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Accident  Insurance:  ^*^* 

Trade  practice  rules  for  accident  and  health  Insurance 

industry,  rescission 5398 

Accidents: 

AIRCRAFT  ACCIDENTS,  reporting,  Investigation,  etc. 
See  Civil  Aeronautics  Board. 

BOATING  ACCIDENTS 3889,4173 

MOTOR  CARRIER  REGULATIONS,  accident  report- 
ing       8551 

RAIL-HIGHWAY    grade-crossing    accidents   involving 

trsmsportation  of  explosives;  investigation,  hearing.    2169, 

4899 

Accounts  Bureau: 

See  Tna^ury  Department. 

Additives,  Color  and  Food: 

See  Food  and  Drug  Adminiistration. 

Advertising: 

L.A.\LB  AND  WOOL,  agreement  respecting  advertising 

and  sales  promotion 7577,  10334 

RADIO    BROADCAST   "teaser"   spot   announcements, 

warning    against 5274 

Advisers  and  Consultants  to  Government: 
C  :  n:ct  of  Interests,  policies  (Memorandum  of  Febru- 
ary 9.   19621 1341 

Advisory  Committees: 

DIRECTTVE  of  February  2,  1959,  unpublished  (Execu- 
tive Ord^r  11007) 1875 

REGULATIONS  (Executive  Order  11007) 1875 

Advisory  and  Consultative  Boards: 

Conflict  of  interests,  policies  (Memorandum  of  February 

9,   19621 1341 

Advisory  Council  on  Employment  of  the 
Handicapped: 

E'tablishmcnt  (Executive  Order  10994) 1447 

Agency  for  International  Development: 

See  International  Development  Agency. 

Aging,  President's  Council  on: 

£  iiblishmont  (Executive  Order  11022) i__     4659 

Agricultural   Conservation   Programs: 

Str'  Agriculture  Department. 

Agricultural  Trade  Development  and  Astist- 

once  Act  of  1 954: 

Administration  (Executive  Order  11036 > 6653 

Agriculture  Department: 

ADMINISTRATIVE  REGULATIONS;  contract  appeals 

procedure -_, 6079 

AGREEMENT  with  American  Sheep  Producers  Council, 
Inc  ,  for  advertising  and  sales  promotion  of  lamb 
and  wool;  referendum . 4 7577.10334 

86000     C3 1  "^       1      I      • 
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Agriculture  Department — Continued  ^^^ 

AGRICULTURAL  STABILIZATION  AND  CONSERVA- 
TION COUNTY  AND  COMMUNITY  COMMIT- 
TEES: 

Authority   delegation 5272 

Selection  and  functions 3911,  6921,  11321 

ALMONDS,  marketing;  California 1460,2319, 

3652.   4831,   6717,    8077,   8303,   8824,   8832,   9377 
ANIMALS : 

See  also  Livestock;  Meat  and  meat  products. 
Breeds  and  books  of  record;  certification  and  recogni- 
tion,   Canada 881 

Diseases: 

Brucellosis  (Bang's  disease) 1241,3121. 

4661,  6706,  7957,  8728,  9266,  10206,  11689,  12809 
General  provisions;   Interstate  movement  of  ani- 
mals and  poultry 10790 

Hog  cholera,  swine  diseases.-  2178,2179,4483,8907,11935 

Paratuberculosls 7757, 12183 

Scabies  in  sheep 336. 

504,  732.  1067.  2087,  3259,  3279,  3521,  4324,  4505, 
5491,  5656.  7383,  8182.  8420,  8832.  8854,  9521, 
10038,  10103,  10152,  10325,  10443,  10673,  11349, 
11405,   11673     12062,   12719,   12913,   12958. 

Texas  (splenetic)  fever  in  cattle;  Florida 2883 

Tuberculosis 3f79,  4768,  5491,  5861,  7757 

Feeding,    etc.,    of    livestock    in    transit    interstate: 
twenty-eight  hour  law  requirements,  statement 

of  policy 10,  2396 

Humane  slaughter  of  livestock: 

Carcasses,  identification 18. 

592.  839.  991.  1325,  2187.  2574.  3171.  3569, 
3822,  4212,  4598,  4792,  5880,  6291,  6637,  6945. 
7804.  8045  8499.  8958,  9116,  9229.  9418,  9663. 
9899.    10178.   10662,   11245,   11560.   12146,   12591 

Method,  gunshot 11253 

Imports : 

Animals  and  products 411,5601 

Sanitary  control  of  animal  byproducts  (except  cas- 
ings), hay  and  straw 865,2397 

Overtime  services;  imports  and  exports,  travel,  10250.  12044 
Stockyards  for  livestock.    See  Packers  and  Stockyards 

Division. 
Viruses,   serums,   toxins,   etc.     See  Viruses,   serums,  » 

toxins,  etc  .  beZou;. 
APRICOTS: 
Marketing: 

California 781.3391,4333.5798 

Washington 2643.3664,5187,6190,7087,8207 

Standards  for  grades,  canned  apricots 820"] 

AUTHORITY  DELEGATIONS: 

See  also  Organization  and  functions. 
By  Agricultural  Marketing  Service  Director,  Food  Dis- 
tribution Division,  to  Area  FieM  Supervisors 7398 

By  Agricultural  Stabilization  and  Conservation  Serv- 
ice officials: 
Administrator  to  various  officials: 
Bushman,  V.  L.,  et  al.;  administer  oaths,  acre- 
age for  sugarbeet  industry,  hearing 9627 

Executive  Directors,  State   Committees;   repre- 
sentatives of  Secretary 11562 
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Agriculture  Department — Continued  ^ 

AUTHORITY  DELEGATIONS — Continued 

By  Agricultural  SUbillzatlon  and  Conservation  Serv- 
ice officials — Continued 
Deputy    Administrator,    Price    and    Production,    to 
certain  directors: 
Information   Division;    functions  of   Deputy   Ad- 
ministrator  

Tobacco  Division;    functions  of  Deputy  Admin- 
istrator      -  ^  

Director.  Information  Division,  to  information  spe- 
cialists; availability  of  hearings  on  marketing 

orders  and  agreements  __   2331 

Director.  Milk  Marketing  Orders  Division  to  various 

ofHcials   593 

By  Commodity  Credit  Corporation  Executive  Vice 
President  to  certain  Agricultural  Stabilization 
anfl  Conservation  Service  officials 

Contracting    officers ^'^"^ 

Designation  of  agents  to  receive  service  of  pruces-s 

Sight  drafts  or  certificates 840.1427 

By  Farmer  Cooperative  Service  Administrator  to  cer- 
tain officials,  to  serve  as  Acting  Administrator   . 
By  Secretary  to  various  officials: 

Administrator,  Cooperative  State  Experiment  Sta-    . 

tlon  Service;    forestry   research 12781 

Agricultural  Stabilization  and  Conservation  Service 
officials: 

Assignment  of  functions .-   --    --         8288 

Chiefs.   Eastern  and  Western   Laboratories,   au- 
thentication of  documents 8958 

Director.  Sugar   Division;    importation   of  sugar 

Into  continental  United  States ---     7866 

Assistant  Secretaries: 

Agricultural    Marketing;    supervision   of   certain 

agencies   

Agricultural  Stabilization : 

Assignment  of  functions,  marketing  agreement 

and  order  programs 12986 

Supervision  of  certain  agencies _- 9957 

Rural  Development  and  Conserv  atlon 

Functions  of  Secretary  as  member  of  Migratory 

Bird  Conservation  Commission 9152 

Supervision  of  certain  agencies 9957 

Chief.  Reproduction  Branch.  Cartographic  EM  vision. 
Soil   Conservation   Service;    authentication    of 

documents -     ^^^^ 

Deputy  General  Counsel,  etc..  General  Counsel 
Office;  certification  of  documents  and  release 
of  claim*  of  United  States  against  private  per- 
sons for  damage  to  property 5917 

Heads  of  Agencies,  et  al.;   general  authority   and 

assignment  of  functions »957 

Undersecretary: 

Functions  of  Secretary  as  member  of  Migratory 

Bird  Conservation  Commission 

Supervision  of  Foreign  Agricultural  Service 

AVOCADOS:  .  ,.^,    ..-. 

PumlffftUon.  avocados  from  Hawaii cno. 

Import  restrictions. /O/i 

Marketing;  South  Florida **"»' 

5135. 5537, 6705. 8264, 9174, 10090 

BARLEY: 
See  also  Grains. 
Loan  and  purchase  agreement  program: 

1961  crOD  557.  14U(.  1  loo 

1M2  cropIlIl"l"l"I"64M.  7673,  815».  8527.  9373.  10149 

Price  support  program.  1962  crop. 441 1.  8583 

Reseal  loan  programs: 

1959 - 

,        1960 - 

BEANS: 
5««  olso  Grains.  ,a-o    h«. 

Loan  and  purchase  agreement  program,  1M2.   dry 

edible  bewis ----- 7413. 12744 

Standards;  lima  beans,  speckled,  frown 6789 

Storage  In  licensed  warehouses ::;;-;;;.  :2T 

BROCCOLI,  froaen;  fUndards IMS.  I7»3.«0fli 

BUTTKRFAT:    prloe-tupport    moffnm,    April    1M2- 

March  1963 - •^ 

CANTALOUPES,  standards *3«7 
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Agriculture  Department — Continued 

CARROTS: 

MarkeUng     South  Ti-xas 335.1008.3318,3651,4469, 

4685,    9776,    10325.    10746.    11266.    12183.    12583 

Standards,  frozen  carrots 74 

CHERRIES,  sweet,  marketing;  Wa-shlnglon   5537,7088 

CHRISTMAS  TIIEES:  standards   ..    1321,4273 

CITRUS  FRUIT.     See  Grapefruit;    Lemons.    Oranges; 
Tangelos;  Tangerines 

CODIFICATION  CHANGE,  special   programs   ._    9984 

COMMODITY  CREDIT  CORPORATION: 

Authority  delegations  by  Eicecutive  Vice  President,  to 
certain  Agricultural  Stabilization  and  Conserva- 
lion  Service  offlclals: 
County  and  State  committees,  et  al.;   appointment 

of  contracting  officers 5272,11562 

DesiKnation  of  agents  to  receive  service  of  process..     2814 

SlKhl  drafts  or  certificates 840,  1427.  8193 

Bylaws  of  Corporation   10664 

Designations,  certain  changes.. 609 

Experts: 
Cotton' 

Payment  in  kind: 

1961-62   .--        •- 7950 

1962-63 3309,7539 

Products 4581,  5788 

Flour,  wheat;  cash  payment  iGR-346)  ;  terms  and 

conditions 1753.  4863 

Milk    nonfat  dry;  payment  In  kind,  terms  and  con- 
ditions  6037,7951 

Fiice    payment  In  kind  iGR-369» .  terms  and  condi- 
tions        10931.11755 

Wheat: 

Cash  payment  (GR-346).  terms  and  conditions..    1753. 

4863 
Payment   Ln  kind    (GR-345).   terms  and   condi- 
tions     6415,10741 

Peed;  emergency  hvestock  feed  program   -.  820,1408,9909 
Loan  proKrams:  * 

1961   7398 

1962    6530.6825.10315 

Upland    cotton 6693,6883 

Ct)ttonst-ed,    1962 5248 

Farm  storage  faclhtles 6773,10647 

^General 6311,9326.  12894 

1961  crop: 

Maryland  tobacco }^^3 

Puerto  Rlcan  tobacco i'53 

1962  crop: 
Hurley,  dark  air-cured.  Virginia  fire-cured  and 

sun-cured    11795 

Connefctlcut  Valley : 

Broadleaf Wltl 

Havana  seed IlBio 

Flue-cured-. 3143.  4001.  7382.  9328 

Kentucky-Tennessee    fire-cured 11795 

New  York  and  Pennsylvania  Havana  seed 11918 

Northern  Wisconsin ]\?},l 

Ohio  filler JJ»J5 

Southern  Wisconsin 11918 

Loan  and  purchase  agreement  program: 

''I'J.'eT  557.1407.1753 

Com :;;:;:-; 2551.4411 

Flaxs'eedV.V.:V-V. 96.558.1407.1962 

gye*^ '^'':!°^::::::::::::::::::  557:963:u57. Im 

Rovbeans  ^^'^ 

Wheat  ..."-'"'.'-'-I- -  96.  557.  1408.  1753.  1962.  5243 

^^ilrle-T'  — -  M59.  7673.  8159.  8527.  9373.  10149 

Beans,  dr^'^ible l*i^  JJ744 

com 8473.  10203    10479 

Flaxseed - - ""'JliJ 

Texas  flaxseed -- - **"'' 

Grain  sorghums «4«3.  M93.  8025.  8189,  9373 

OftU  - 6075.8168 

^ce    "■■.".■..■—■- 6743.8419 

RyV ■" ^. - 6257.7379.9937 

?^eat - "43.  8297.  9984 
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Agriculture  Department — Continued 

COMMODITY    CREDIT    CORPORATION— Continued 
Organization  and  functions,  authority  delegations..    6945, 

10664 
Payment  program;   shorn  wool  and  unshorn  lambs 

(pulled   wool» 933.6078.9714,12667 

Price-support    programs.      See    Price -siipport    pro- 
grams. b€lou\ 
Purchase  programs;  1962: 

Cotton    8667 

Cotton.seed 5251,7481 

Cottonseed    oil 7379 

Records,  non-Fcdcral;   retention  requirements '  3032 

COMMODITY  EXCHANGE  AUTHORITY.     See  main 

heading  Commodity  Exchange  Authority. 
CONSERVATION  PROGRAMS: 
Agricultural: 

Dt^finitions  and  desiLTnalions.  certain  changes 1964 

National : 

1958   1966 

11159   1966 

1961    10524 

1962    1966 

1963 10523,10743 

Naval  stores;  1963 10571 

Codification  change;  special  programs 9984 

Great  Plains: 
Counties  within  States: 

Colorado 10179 

South  IDakota 6851 

Texas 6851,  10179 

General   provisions 3793.12209 

Land  u.se  adjustment  program,  1963 10408 

Soil  bank  program: 

Codification  change 9984 

Consei-vatlon  reserve: 
Definitions  and  designations,  certain  changes..-     1964 

1956  through  1959 3317, 

3548.  4831.  5792.  6378.  6818. 10318 

I960 3317.4831.5791.6818.10318 

Violations    procedure 10352 

CORN: 

Sec  also  Gralris:  I 

Loan  and  purchase  agreement  programs: 

1961   2551 

1962  crop 8473.10203.10479 

Price  support  program.  1962 4411.6583 

Reseal  loan  programs: 

1958   5083 

1959-    _ _ 1       5081 

1961   T     5077 

Seed,  hybrid  corn;  divei-slon  program:  ^ 

Eligible   seed .' 4528 

Terms  and  conditions  for  making  payments 2812. 

3894.  4035 

Standardf.  sweet  com 863.3312 

COTTON: 

Definitions  and  designations,  certain  changes 1964 

Diversion     program     regulations,     190-63;     cotton 

bagging 5729 

Exports: 

Cotton  products 4581,5788 

Payment  in  kind : 

1961-62   _     7950 

1962-63    3309,7539 

Loan  program: 

1961 7398 

1962   _ 6530.6825.10315 

Uphind    cotton 6693,6863 

Marketing  quotas,  farm  acreage  allotments,  etc: 
Extra  long  staple  cotton: 

1961  and  succeeding  crops 5977,6117,8582,8669 

1962  crop -. 6.303 

1963  crop _-.  9665.10151.11449.12064.12427 

Upland    - _ _ 9938 

1961  and  succeeding  crops 4418, 

6027. 6117. 7757. •527.  0038 

1962  crop 803.5254.7087.10150 

1963  crop...  9655.9996.10150.10524.11215.12045.12428 

Purchase  program,  1962 i 8867' 

Spot  market;  Phoenix,  Ariz.,  designation 0047,0721 

Standards: 

Classing  and  testing ._ 10251.11755 

Cotton  futures  legislation,  cotton  classlfloAUon;  re- 
vision In  fees , . 11760 
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Agriculture  Department — Continued 

COTTON — Continued 
Standards — Continued 

Upland  cotton 4557,5^35 

Storage  In  licensed  warehouses 3565  3568 

COTTONSEED: 

Loan  program,  1962 5248 

Purchase  program.  1962 5251,  7481 

Standards   ._    '  7951 

COTTONSEED  OIL;  purchase  program,  1962 7379 

CRANBERRIES : 

Marketing;    certain   States 2118. 

5798.  6837,  8101,  9149,  9455. 9644. 9910 

Purchase  program  DMP  181a __     9523 

CROP  INSURANCE.     See  main  heading  Federal  Crop 

Insurance  Corporation. 
DAIRY  PRODUCTS: 
See  also  Milk. 
Price-support  program,  for  milk  and  butterfat,  April 

1962-March  1963 3907 

DATES,  marketing;    California. __  2477.  3519.  4832,  499'/,  5257 
5958. 6818,  7088,  7793,  8182,  8419,  8727,  9065.  10022 
DISASTER  AREAS;  need  for  agricultural  credit: 

Alabama    2190 

Alaska    5821 

Arizona 10265 

Arkansas    5670,5883,8324,8500,8811.9118.9845,11355 

California   5775,6240 

Colorado    7579.9845,12591 

Delaware  2650 

Florida 12986 

Georgia    449,1295,12380 

Idaho   2159 

Illinois  10108 

Iowa   669,8126,9845 

Kansas 1504.5883 

Louisiana 18,2190,10303 

Maryland 1 2650.2738,9360 

Minnesota  6240.6905.8324.10179,12986 

Mississippi 18.  539,  789.  1122.  1734,  4156,  8885,  9119, 

9185,   9665,    10108.    10179.    10712.    11326,    12591 

Missouri 1122.9524 

Montana 6566 

Nebraska   5153,9737 

New  Jersey 2650,6905,8052 

New  Mexico 9524 

New   York 3298.7580 

North  Carolina 1734,  2650,  3357,  6761,  6905.  7579.  10303 

North  Dakota 906.  1504.  5883,  6566.  8886.  9119. 10303 

Oklahoma 6436.6905 

Oregon 10463 

Permsylvania   7748.8052.9360 

South  Carolina 5154.5917.6905,8052 

South  Dakota 841.  8684. 11025.  12150 

Tennessee 479.993 

Texas 636.669.789. 

1295.     1330.    2778.    4257.    5883.    10108.     10558. 
10712.  11025,  11326,  11711.  12006,  12278,  12654 

Utah 449,9118 

Virginia 539,  2650.  8811 

Washington    ^_  10559 

West  Virginia 8225,9185,10712 

Wisconsin 7398,  8052 

Wyoming 1427.9665 

DIVERSION  PROGRAMS: 

Cotton  bagging , 5729 

Hybrid  corn  and  sorghum  seeds : 

Eligible 4528 

Terms  and  conditions  for  making  payments 3^12, 

3984,  4035 
Irish  potatoes,  livestock  feed  diversion  program  CMD 

3a 6.2147,4094 

EGGS  AND  EGG  PRODUCTS : 
Grading  and  inspection : 

Egg  products... 6047.  7481.  8580 

SheU  eggs 7481.10317 

Turkey  eggs  for  hatching :  ^ 

Parity  prices  discontinued 11796 

Proposed  marketing  agreement..  518, 834, 1821,  3326,  4519 

Terminated 12958 

EMERGENCY  PREPAREDNESS  FUNCTIONS  (Execu- 

tlve  Order  10998) 1 _ 1524 

EXPORTS: 
Animals    and    animal    products:    overtime    senrices, 

travel  time __  10260 

K 
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Agrkultur*  D«partm«nt — Continued  ***" 

EXPORTS— Continued 
Cotton : 
Payment  In  kind :  „^^  ^ 

1961-«2 7950 

1962-63 3309.7539 

Product* *581'  5788 

Definition  of  Vice  President,  PAS.  reerulationa  respect- 
ing feed  grains,  flour,  rice,  and  wheat 609 

Florida  f  niit.  limitaUons : 

SJS'^^:::::::::::::::::::::::::":::-:--:"-  "" 

Tangelos    — ^ ^]\ 

Tangerines   ^Pf 

Flour,  wheat:  cash  payment  (OR-346»    --  1753.4863,10351 

Milk,  nonfat  dry;  export  payment  in  kind  program. 

terms  and  conditions 6037.7951 

Plants  and  plant  products,  overtime  services;  travel 

time 964.  2267.  4011,  5849.  8025.  9938,  10247.  12044 

Rice;  payment  in  kind  {aR-369).  terms  and  condi- 
tions  - 10931.  11755 

Tobacco,  payment  program  CMX  40a 2307. 

2329. 2707.  3356.  8682.  11823 

Cash  payment   (aR-346) 1753.4863.10351 

Payment  in  kind  (GR-345) 8415.  10741 

FARM  EQUIPMENT:  scope  of  term  as  used  in  Executive 
Orders  10480.  10998  and  10999;  agreement  between 
Agricultural  Stabilization  and  Conservation  Serv- 


Pat« 
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Agriculture  Department — Continued 

GRAIN  SORGHUMS— Continued 

Price  support  program.  1962 

Reseal  loan  program.  1961 

Seed  hybrid  sorghum;  diversion  program: 

Eligible  seed *f28 

Terms  and  conditions  for  making  payments 28ii. 

3894,  4035 

Standaixis 409.665.3107 

GRAINS. 

See  also  specific  grains. 

Price-support  programs «« 

StoraRe  In  licensed  warehouses "ea 

Warehouse   storage   loans;    1961    price  support  pro- 
grams           "" 

GRAPEFRUIT: 

Export  limitations,  Florida  grapefruit »'i4 

^Sl^^l^-'^--:-\":--:^-3nr6042:8955:97??'iJ?9? 

^^  ArizolTa*  and  California 391.1239.1793.2308.3588 

3858.  7436.  8594.  9643.  9924.  11218.  11494.  12437 

Florida  87.  92, 165. 

"  VlY'i005.  1240,  1349.  1489.  1490.  1756.  2072. 
2073  2309.  2552.  2554.  2761.  2985.  3111,  3318. 
3586'.  3590  3923.  4550.  4877.  5324.  5432.  6488, 
5564  5731,  5942.  8582,  8943,  9641.  9819.  10085, 
10371,  10479.  10989.  11312.  11429.  11871.  12117 
Texas.  Rio  Grande  Valley 86.457.-730,8726.11217 


{raU^%^^Sie*?2^^t.^r:'.^.-^-'°^^l8.9574   GRAPStuW  ImdE.    c^ned;    standards._  proposed  ^^^^^ 
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FARM  STORAGE  FACIUTIES;  loan  program,  eligible 
structures 

FARMER  COOPERATIVE  SERVICE,  authority  delega- 
tion by  Administrator  to  certain  officials  to  serve 

as  Acting  Administrator 9185 

FARMERS     HOltiE     ADMINISTRATION.     See     main 

heading  Farmers  Home  Administration. 
FEDERAL  CROP  INSURANCE  CORPORATION      See 
main  heading  Federal  Crop  Insurance  Corporation. 

FEDERAL  SEED  ACT  regulations 3252 

FEED  GRAINS: 

Emergency  livestock  feed  program 820.1408,9909 

Export  program;  Vice  President  of  FAS.  definition  ..       609 
Special  programs: 

Codiflcatidn  change ^^°* 

DesignaUons.  cerUin  changes "iii:   ,i?Sl 

lQ«i  6774.10577 

1962  146,155,441.457. 

2307.  53M.  5469,  6187,  6774    7424,  10577,  12671 

FIGS,  dried,  marketing :  California «340 

FILBERTS,  marketing;  Oregon  and  Washington  - 9520, 

9939, 10705. 12191,  12344.  12375.  12744 

FLAXSEED: 

Loan  and  purchase  agreement  program: 

1961  crop. - 9«.  558.  1407,  1962 

1962  crop ---  6468.9714 

Purchase  program.  Texas  flaxseed.  1962  crop 4469 

Storage  in  warehouses:  unit  price  for  net  assets  and 

bond  purposes 5005 

FLOUR: 

Export  program : 

Vice  President  of  FAS.  definition 609 

Wheat  flour,  cash  payment  (GR-346) ;  terms  and 

condlUons 1753,4863.10351 

Imports ;  Shmur ah  wheat  flour  ( Proclamation  3448 ). .     1 086 

FOOD  STAMP  PROJECTS -     9207 

Definitions,   use  of  coupons  by   eligible   households. 

retail  food  store  piuticlpation 6314 

FOREST  SERVICE.     See  main  heading  Forest  Service. 
FRUITS: 

See  also  specific  fruits. 

Inspection,  certification  and  standards;  fees: 

Fresh  fruits j0245 

Processed  fruits ---  10245 

GENERAL    REGULATIONS,    definition    of    Adminis- 
trator       ^^^ 

GILA    NATIONAL   FOREST,    inclusion    in   Gila   Cliff 
Dwellings     National     Monument      (Proclamation 

3467)   3791 

GRAIN  SORGHUMS: 
See  also  Grains. 
Loan  smd  purchase  agreement  program: 


nile. 
GRAPES: 

Marketing.  California: 

crusmng  'l^^Yi9A"2309.  3158.  3590,  6500.  7539.  7988. 
8596'.  8626,  8881.  9175.  9176.  9248.  9260.  9553. 
10048.  10249.  10259.  10459.  11266.  11347.  11494. 
11634.  11756.  11768.  11797.  12344,  12576,  12706 


Tokay  grapes. 


8171,8853 


1961  crop 


1407 


1962  cropIlIIlI----I 6463.6693.8025.8169.9373 


Standards,  sawdust  pack  grapes  (European  or  vlnl- 

fera  type) 8181.9809 

GREAT  PLAINS  CONSERVATION  PROGRAM: 
Counties  within  SUtes: 
Colorado ^^il? 

T^i'^  '^''°'^::::::::::::::::::::::::::::::"685i.  io??i 

General  provisions "®^' ^JJJJ 

HONEY;   1962  price-support  program .f.^' 

HONEYBEES,  adult;  Importation,  proposed  rule 12643 

HUMANE  SLAUGHTER.    See  under  Uvestock: 

IMPORT  QUOTAS:  g. 

Blue-mold   cheese ^"Jft 

New  businesses.  eUgiblllty  for  licenses 8080 

^A^n^m^  and  products 411,865,861.2397.5601,10250 

Honeybees,  adult;  proposed  rule i^o*» 

Plants  and  olant  products,  overtime  services;  travel 

tiie      .     .   9M.  2367,  4011,  6849.  8025.  9938.  10247. 12044 

Poultry  and  poultry  products 411.5601 

Quarantine  restrictions.     See  Plant  quarantine. 
Restrictions: 

Avocados 

Oraoefruit'  3111.6042.8953.9771.10091 

Limes  -        -3797.5734,6923.11219 

Onions  1802.2762.6965.7953.10320 

Orantres  8.458.821.6043.8925.9809 

Tomatoes";;;;;;;;;/——, —  suo.  3507. 5330. 5792 

Shmurah  wheat  fiour  ( Procl&natlon  3448)-. 1086 

INSECTTCIDFS.    PESTICIDES,    etc,    enforcement    of 
Federal    Insecticide.    Fungicide,    and    Rodenticlde 
Act: 
Elconomlc  poisons: 

Definition    _ 

Labels    

Household  Insecticides,  liquid,  powdered  and  pressur- 
ized, labels 18'^8 

Pests,  certain  fom^  of  plant  and  animal  life  and  vi- 
ruses designated  as 2793 

LAMB;  advertising  and  sales  promotion,  agreement 
with  American  Sheep  Producers  Council.  Inc.,  ref- 
erendum   '^^'^''i'Sli 

LAND  USE  ADJUSTMENT  PROGRAM.  1963 10408 

I 


9881 
2267 
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LANDS: 
Gila  National  Forest,  Indualon  in  Oila  Cliff  Dwellln#i 

National  Monument  (Proclamation  8467) 3791 

Interchange  of  Jurisdiction: 
Mark  Twain  National  Forest,  Missouri,  R>rt  Leon- 
ard Wood:  between  Secretary  of  Acrlculture 

and  Secretary  of  Army 5615,5670 

Medora.  North  Dakota:  between  Secretary  of  Agri- 
culture and  Secretary  of  Interior 4894 

Transferred : 
Badlands  National  Monum^t,  South  Dakota,  to 

Interior  Department .• 12152 

Cherokee  National  Forest,  to  Tennessee  Vall^  Au- 
thority     10588 

Garfield  County,  Utah,  to  Interior  Department...     8811 
Oahe  Dam  and  Reservoir  Project.  South  Dakota,  to 

Army  Department i 12455 

LEMON  JUICE,  canned:    standards 4839.10315 

LEMONS,  marketing;  California  and  Ariiona 166, 

222,  392.  441,  475.  613,  649^821,  1007.  1S40.  1490, 
1735,  2073,  2309.  2359,  255S,  2594.  2761.  3110, 
3158,  3318,  3588.  3835,  3879,  4046,  4323.  4359. 
4557,  4762,  4806,  4980.  4987.  4994.  5027.  5187. 
5490,  5733.  5944.  6188.  6425,  6829,  6705.  6748. 
6922,  6969.  7427.  7487.  7709.  8028.  8284.  8346. 
8531,  8785.  8945.  9174.  9442.  9843.  9888.  10481, 

12449.  12891. 

LETTUCE: 

Marketing.  South  Texas 502. 1794. 11008. 11934 

Standards   _  2840.4333.5253 

LIMES: 

Import  restrictions 3797.5734.8923.11219 

Marketing:   Florida ■_ _        2625 

3589,  4886,  5536.  5733.  8379.  8491.  8922,  10385 
LIVESTOCK: 
See  also  Meat  and  meat  products;  Packers  and  Stock- 
yards Division. 
Advertising  and  sales  promotion  of  sheep,  agreement 
with  American  Sheep  Producers  Council,  Inc.; 

referendum  7577,  io334 

Breeds,  standard  bred  horses.  Canada ..      881 

Diseases.    See  under  Animals. 
Feed  programs: 

Diversion  program  CMD  3a.  Irish  potatoes..  8. 2147. 4094 

Emergency  livestock  feed  program 820, 1408. 9909 

Feeding,    etc..    of    Uvestock   in   transit   interrtate; 
twenty-eight  hour  law  requirement*,  statement 

of    policy _ 10,2396 

Humane  slaughter: 

Carcasses,  identification . _         ig 

592,    839.    991.    1325.    2187.   2674,    3171.    3569,' 

.  3822,  4212.  4598,  4792.  5880,  8291,  88S7.  8945. 

7804.  8045.  8499.  8958.  9118.  8229,  9418,  9683. 

9899,  10178.  10882.  11246.  11580,  12148.  12591 

Method,  gunshot 11253 

Stockyards.    See  Packers  and  Stoekyards  DItIsIqil 
MARKETING  QUOTAS,  farm  acreage  allotments,  ate.: 
See  aUo  tpeciflc  commodiitea. 

Acreage  and  performance  detennlnatkiii 1984. 

2891,8798  8480* 
Reconstitution  of  farms,  allotments,  and  blstoryand 

soil  bank  base  acreages 8482,7882. 11919 

Review : 
Establishment  of  areas  of  venue,  marketing  quota 

review  committees  in  various  States. 288, 10918 

Review  regulations 4881.8539 

MEAT  AND  MEAT  PRODUCTS:  / 

See  also  Livestock:  Packers  and  Stocksrank  Dtvision. 
Beef  carcasses,  certain  standards  for  detenninatlon 

of  quality  and  meat  yield;  propoeed  rule 8557 

Grading  services : 

Charges  Increased ^ 1983.10439 

VolunUry  dual  grading  service 3548 

Humane  slaughter.    See  under  Livestock. 
Labeling,  marking,  etc. : 

Barbecued  meats;  proposed  rule 748 

Non-issuance  , "    3140 

Failure  to  use.  destroy,  etc.,  reqiilrBd  marUsgor 

labeling  prohibited ;._  9150, 11219 

Hams  and  pork  products 8714,5979 

Sausage  and  other  products 4488. 8778 

Smoke  flavoring.. i.  5195. 7788. 10536 


Agriculture  Department — Continued  ,^*s* 

MEAT  AND  MEAT  PRODUCTS— Continued 
Reinspection«nd  preparation  of  products :  ^ 
Nitrate  ccmtent  of  ciued  meat,  proposed  rule..  1174. 1322 

Sausage  and  other  products , 4483,6776 

Smoke  flavoring.... 5195.7793.10536 

MELON  BALLS,  frozen;  standards 4872 

MILK  AND  MILK  PRODUCTS : 

Children,  special  program  for ^ 7482 

Exports:  nonfat  dry  milk,  payment  in  kind,  terms 

and  conditions 6037, 7951 

Marketing    in    various    areas,    orders    proposed    or 
adopted: 

Arizona,  Central 832,3923,4782,5059,12775 

Arkansas: 

Central 314, 1272,  * 

1287,  1729.  1802.  2047   2085,  11280,  12271,  12773 

Port  Smith 4919,5402.6549.7437.7551,12773 

Memphis.  Tenn 314.1272.1802.1818.2045,12773 

Ozarks   314. 

1272,  1802,  7887.  8483.  9260.  10091.  11275, 12773 
Colorado : 

Colorado  Springs-Pueblo •        4919 

5402,  5508.  6549.  7437.  7560.  8678.  11281.  12775 

Eastern  __  4919 

5402.  5508.  6549,  7437.  7561    8678,  11282.  12775 

Rio  Grande  Valley 2841  4288 

5067,  6940.  7709.  8349,  8612,  11282,  ~12346,  'l2775 

Western 4919, 5402, 6549, 6786,  7437,  7559, 12775 

Connecticut 93.799  1500, 

2802.  2841.  3121,  4115.  5038.  5335,  5772,  6161, 
6194.  7647.  7828,  8183.  8319,  11270.  11321.  12449 

Delaware.  Wilmington 799,898.1500.2414  2*11. 

3455,  8508.  4048.  4115.  5036.  8280.  11673.  11999 

District  of  Columbia.  Washlngtcm...  799. 1500. 2841. 4115. 

5034.  5195.  9567.  9645. 11267  11689,  12647.  12771 

Florida.  Southeastern :. 11289,12771 

Idaho,  Inland  Empire __  588 

1180.  1968.  3755.  3890,  4470,  4657.  4938,  5136.' 
6705.   8597.   10415.    11281.   11352,   11874.   12775 
Illinois: 

Central 11383  12222.12773.12958 

Chicago...    314. 1272. 1802.  2556.  5772,  8495, 11270. 12773 

Quad  Cities-Dubuque _ r  314 

1272.   1802,   11274.   11383.   12222.   12773.    12958 

Rock  River  Valley 1621, 2906, 3836. 11272. 12773 

Rpckford-Prteport 314.1272.1802 

St.  Louis.  Mo —  314, 1272, 1802, 7034. 8108. 11274, 12778 

St.  UnxiB,  Suburban .__ _  S14, 1272, 1802. 

7887,  8483,  11271,  11390,   12222,   12778,  12958 
Indiana: 
Chicago    .-  814, 1272, 1802, 2556, 5772, 8495, 11270. 12773 

Fort  Wayne 121.314,1272,1802,2040,. 

8683.  4282,  4588.  4841,  5811.  8803,  11278.  12771 
Indianapolis  __ _         122:814 

T      ._,.  ^V^'  ^^^'  2M1.  8««5.  «31,  11008,  11278,  12772 

Loulsville-Lexlngton-Evansville S14 

1018,  1217,  1272,  1634.  1802.  2075,  11272.  12771 

South  Bend-La  Porte-Elkhart 314, 

1272. 1802,  2031, 11271, 12773 
Iowa: 

Cedar  Rapids-Iowa  City 238 

314, 1176, 1272, 1718, 1802, 11276, 12773 

Des   Ifoines 314, 1272, 1802. 1127r.  12773 

Nebraska-Western  Iowa. 4812.4919.4987,5402. 

8549,  8560.  7487.  7542,  7736.  8348,  11274,  12775 

North-Central _. : 814, 1272. 1802, 12773 

Quad  Citles-Dubuque 314, 

1272,   1802.    11274,    11383.   12222,    12773,    12958 

Sioux   City 4919, 5402, 6549. 7437. 7543. 11275. 12775 

Kansas: 

Colorado  Springs-Pueblo 5508, 

6549. 7437. 7560.  8678. 11281, 12775 

Kansas  City,  Greater.. 314, 

615,  665, 1272, 1802.  2042,11274. 12773    * 

Neosho    Valley 1179, 

4919.  5402   6549.  7437.  7543.  7887,  11278,  12775 

Southwest    2319.2883,4919,5402.7548.12775 

WlchiU   -_ 2290.8740,4868,4882, 

4919,  5402,  6549,  7437,  7545,  10091,  11278,  12775 
Kentucky: 
Appalachian...  4919, 5402, 6549. 7437, 7541. 11289. 12771  . 

Cincinnati,  Greater 314, 

1272.  1802,  2032,  7427. 11271,  12771 
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MILK  AND  MILK  PRODUCTS — Continued 
Marketing    In    iwtow    arcM,    orders    proposed    or 
adopted — OuiiUnued 
Kentucky — Continued 

LouisTlIle-Lexlngton-Evansville    314. 

1©13.  1217.  1373.  1634.  1802.  2075.  11271.  12771 

Nashville.   Term 4919. 

5402.  «M9.  7437.  7549.  11277.  12771 

pftdueah  314.1272.1802.2044.11278.12773 

'  Tr!-8Ute 4919.  5402.  6549.  0717,  7437.  7540.  12772 

•       Louisiana : 

New    Orleans 3689.4370.4919. 

5403.  5652.  6549.  7437.  8172.  10536.  11277.  12773 

Northern         ..       -  3741.4919.4920.5002. 

5040.  5042.  6118.  6549.  7437.  7548.   11277.   12773 
Maryland: 

Upper  Chesapeake  Bay 799. 

1560.  3841.   4115.   5039.  5195.   9066.    9367.   9645, 
10747.   11370.   11689.    12648.   12771 

Washington.     DC 799.1500.2841.4115.5034. 

5195.    9567.    9645.    11267.    11689.    12647.    12771 
Massachusetts: 

Boston.    Greater 799.1500,1906.2772. 

3803.  3189.  4115.  5032.  5335.  5772.  6161.  6191. 
7847,  7828.  8319,  10299  11267.  11321.  12449 
Southeastern  New  England- .  799. 1500. 1906.  2772. 2802. 
3841.  3121.  3191.  4115.  5637.  5335.  5772.  6161. 
6193.  7641.  7828.  8319.  102t9.  11270.  11321.  12449 

Springfield    799.1500.1906.2772. 

2803.  2841.  3121.  3190.  4115.   5335.  5772.  6161. 
6193.  7647.  7838,  8319.  10399.  11368.  11321.  12449 

Worcester 799.1500.1906.2772.2802. 

3841.  3131.  3191.  4115.   5335.   5772.  6161.   6192. 
7647.    7828.    8319.    10299,    11268.    11321.    12449 
^f  IchlfiTftn ' 

Muskegon     314.1272.1802.2037. 

3451.   10795.  10954.   11770.   11819.   12556.   12772 

Southern   314.  1272.  1802.  2036.  9109.  9554. 

10795.  10954.  11272.  11769.  11819.  12255,  12772 

Toledo.  Ohio 314.1272.1802.2036.12771 

Upper  Peninsula 314.1272.1280.1634. 

1803.  1883.  3039.  3665.  4049.  9646.  10225.  12771 

Uprtate 314, 1372. 1802.  2038.  10795.  11819.  12772 

Minnesota: 

Duluth-Superlor     314. 1272. 1802.  2043. 11275.  12773 

MtnneapoUs-St.   Paul-  314. 1272. 1802. 2042. 11275. 12773 

Minnesota-North   Dakota.. 2290 

Mississippi: 

Central  _.  4919.  5402,  5960.  6549.  7437.  7552.  11278.  12773 

Delto 4919, 5402.  5960.  6549.  7437.  7553. 11279.  12773 

Gulf  Coast 2510.3595.2932.3192.4919. 

5403.  5960.  6549.  7437.  7554.  8786.  11279.  12773 

Memphis,  Tenn 314. 1272. 1802. 1818.  2045. 12773 

Missouri: 

Kansas  City.  Greater 314. 

615. 665.  1272. 1802.  2042.  11274.  12773 

Neosho  VaHey 1179. 

4919.  5403.  6549.  7437.  7540.  7887.  11276,  12775 

Ozarks  --     314, 

"1272' 1802' '7M7'.  8483.  9260.  10091.  11275.  12773 

St    Joseph 314.1272.1802.11273.12773 

^   LonlS 314.1373.1802.7034,8106.11274,12773 

Nebra^a:  ^      ^  ^ 

Nebraska-Western  Iowa 4812.4919.4961.5402. 

6549.  6560,  7437,  7542.  7736.  8348.  11?74.  12775 

Sioux  City,  Iowa «18. 

5403.  6549.  7437.  7543.  11275.  12775 

,  Nevada.  Great  Basin JWl. 

8349,   8J97.    10415.    11282.    11352.    11874.    12775 

New  Jersey.  New  York-New  Jersey 8183. 

8597.8826.9066.11342 

New  Mexico.  Rio  Grande  VaUey 2841.4288 

5067.  6940.  7709.  8349.  8612.  11282.  12346.  12775 

New  York-New  Jersey...  799. 1500.  2841. 2883.  4115.  5002. 

5033.  6117.  6171.  8183.  8597.  8928.  9066.   11342 

North  DakoU:  „„^ 

Minnesota-North  Dakota 2290 

Western  —     2290 

Ohio:  „. 

Cincinnati.  Greater ■»**• 

1272.  1802.  2032. 7427. 11371. 12771 

Columbus  314,  1272.  1802.  2033.  9613.  12771 

Dayton-Springfleld 314, 1372, 1802.2932. 12771 

North-Central 314.  1272, 1802.12771 
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MILK  AND  MILK  PRODUCTS — Continued 
Marketing    in    various    areas,    orders    proposed    or 
adopted— continued 
Ohio — Continued 

Northeastern 314.1272.1802.2034.11271.12771 

Ohio  Valley 314 

Toledo  -    314.1272.1802.2036,12771 

Trt-State  -    -   4919.  5402.  6549. 6717. 7437. 7553. 12772 

Wheeling,    Greater. ..  314.  1272.  1802.  2099.  11268,  12771 

Youngstown-Warren.  Greater 314. 

1272,  1802.  2802.  2803.  3425.  11273.  11955.  12771 
Oklahoma :  i 

Metropolitan .1..  4919. 

5402. 6549.  7437. 7540. 8945.  11379.  12775 

Red   River  Valley 4919.5402.6549.11^79.12775 

Texas  Panhandle 11.  H54. 1313. 

5402.  6539.  6549.  7437.  7559.  11281.  11797.  12775 

Penn.sylvania.  Philadelphia 799.  898.  1500.  2414.  2841. 

3455.  3508.  4047.  4115.  5035.  8280.  11673.  11999 

Rhode  Island.  Southeastern  New  ESigland 799, 

1500.   1906.  2772.   2802,   2841.   3121.   3191.  4115. 
5037.   5335.   5772.   6161.   6193.  7647.  7828.   8319. 
10299.  11270.  11321.  12449. 
South  Dakota: 

Black   Hills 4919.  5402.  6549.  7437.  7546.  1 1276.  12775 

Eastern 4919.  5402.  6549.  7437.  7547.  1 1276.  12775 

Sioux  City.  Iowa 4919. 

5402. 6549. 7437.  7543.  11275.  12775 

Sioux  Falls -Mitchell 4919. 

5402. 6549. 7437. 7544.  11276.  13775 


Tennessee : 
Appalachian 
Chattanooga 
Knoxvllle 


4919.  5402.  6549.  7437.  7540.  11269,  12771 

4919,  5402.  6549.  7437.  7548.  11277. 12771 

__  4919.  5402.  6549. 7437.  7550.  11278.  12771 

Memphis  314.1272.1802.1818.2045.12773 

Nashville   . .    ^  4919.  5402.  6549.  7437.  7549.  11277.  12771 
Texas ' 

Austin-Waco 417.1047.5402.6549.7437.7557.12775 

Central   West.JV *22. 

1152. 5402.  6549. 7437.  7557. 11281.  12775 
Corpus  Chrlstl 4285.4989.5402. 

6501.  6549.  7437.  7558.  7626.  11955.  12376.  12775 
Lubbock-Plalnview 2512.3168.3632.4370. 

5050.  5402.  6118.  6549.  7437.  7555.  11280,  12775 
North *12. 

1908.  2557.  5402,  6549.  7437.  7555.  11280.  12775 
Panhandle    11.1054.1313 

5402.  6539.  6549.  7437.  7559.  11281.  11797.  12775 
Red   River  VaUey 4919.5402.6549.11279.12775 

Rio  Grande  Valley ^'t*',*?®*- 

5067.  6940.  7709.  8349.  8612.  11282.  12346.  12775 

San  Antonio *1J' 

1040. 5402,  6549,  7437,  7556.  11281.  12775 

Utah  Great  Basin 7851. 

8349.  8597.  10415.  11282.  11352.  11874,  12775 

^'Ai!Si*iu:hian-._  4919,  5402.  6549.  7437.  7541.  11260.  12771 

Washington.  DC 799.1500.2841.4115.5034. 

5402.  9567.  9645.  11267.  11689,  12648.  13771 
Washington: 

Inland  Empire ^^°^- 

1180  1968.  3756.  3890.  4470.  4557.  4936.  5136. 
6705.  8597.  10415.  11281.  11352. 11874. 

Puget  Sound 256. 

767.    8597.    10415.    11280.    11351.    11873,    12775 

Appalachian  ,.     4919.  5402.  6549.  7437.  7541.  11269.12771 
Clarksburg 314.1272.1802,2030.11269,13771 

Trl-State   -.   **^^' 

5402.  6549.  6717.  7437.  7540. 11268. 12772 
Wheeling.  Greater 314,  1272.1802,2029,  11268,12771 

Duluth-Superior 314.  1272.  1802.  2043.  1 1375.  12773 

Madison  518.2957.3981.11373.13773 

Milwaukee  257.314.748.1272. 

1802.  '2035,  2920,  3974.  4359,  5601.  9260.  12773 
Northeastern ^314. 

1272.   1280.   1634.   1802.   1882.   2039.  3665.  4055. 

4339.     5874.     6548.    6867.    6969.     11272.     12773 

Rock   River  VaUey 1621.2906,3836.11272.12773 

Upper  Peninsula 314,1272.1280,1634. 

1802.  1882.  2039.  3665.  4049.  9646,  10225.  12771 
Wyoming.  Great  Basin , 765i- 

8349.   8597.    10415.    11282,    11352,    11874,    12775 

V 


ANNUAL  INDEX,  19*2 


Agriculture  Department — Continued  '  ^"^ 

MILK  AND  MILK  PRODUCTS— CkmtlXUied 
Price-support  program,  milk  and  batterfat:   Aorll 

1962-March  1063 l.-!ll_    S907 

Standards  for  grades,  dry  milk,  nonfai I~i092, 6187 

MOHAIR,  payment  program '         '7417 

MUSHROOMS,  canned:  standards I_  38.3314 

NAVAL  STORES,  gum:  -o,  »«*i 

Conservation  proiram l(»7l 

Price  support  program,  1962 II I593 

NECTARINES,  marketing;  California "     4557 

^rnrx^      „       .,         ^  4988,4989,6028.6256.6426.12984 

NUTS.    Sec  Almonds;  Peanuts;  Tung  nuts:  Walnuts. 
OATS: 

Loan  and  purchase  agreement  prognuHr  1962 6076.  8163 

Reseal  loan  program.  1961 ,  6077  5079 

op^EEDS.    See  Cottonseed;  Cottonseed  oil;  Flaxseed;  ' 

Peanuts;  Tung  nuts. 
ONIONS: 
Imports:  { 

Quarantine __ 8907 

Restrictions 1802.2762,6986,7968,10320 

Marketing: 

Idaho  and  Oregon 6923.7681.7963.8786.10206 

South  Texas iqs 

411,    1012.    1119,  1461.   1801.  2074."  2277".  2510,' 
2594.  3762.  3326.  3734.  4906.  11998.  12190. 
Standards: 

Bermuda-granex-grano  tjrpe 12O8 

Other    than    Bermuda-granex-grano   and    Creole 

t3T)es 1208 

ORANGE  JUICE: 

Canned;  standards,  proposed  rule 12190 

FroEen  concentrated;  purchase  program  DlfP  lS6a-.  10774 
ORANGES: 

Export  limitations,  Florida  oranges jl 9714 

Imports:  | 

Fumigation,  etc. __ _ __  96S.  1963 

Restrictions 8.468.821.6043.8926,9809 

Marketing: 
Arizona  and  California: 

Navel  oranges. _ 8.166,391. 

474,  613.  689.  820.  864.  890.  1006.  1239.  1489. 
1764,  2072,  2174.  2807,  2S93,  2682.  2614.  2760. 
3109,  6093,  8122,  10087.  11841.  1163S.  11872, 
13182.  12437,  12676,  12680.  13706.  12800.  12890 

Valencia  oranges. 474. 864. 1786. 207S.  39M.  3663, 

2608.  2760.  3110,  3317.  3619.  3649.  3587.  3836. 
4045.  4149.  4323.  4660.  4762.  6187.  5489.  6732. 
5944.  6187.  6424.  6704.  6774.  9922,  6982.  7015. 
7427.  7709.  8026.  8264.  8346.  8631.  8693.  8784. 
8853.  8944.  9061.  9174.  9443.  9643.  9886.  10090 

Florida 164.  611.  1004.  1448.  3071.  3606.  3109. 

3587.  4549.  4069.  5433.  5480.  5733.  5043.  8944. 
9642.  9819.    10086,   10479.   10009.   11813.   11870 

««^""   7,457.731.8736,11217 

ORGANIZATION  AND  FUNCTIONS: 
See  also  Authority  delegattoos. 

Agricultiural  Marketmg  Sendee 136  10178 

Agricultural  Research  Service '  6348 

Agricultural  Stabilisation  and  Consenratlon  Senrlee      4633 

._,  ,^    ,, ^  ,  7808.8388.8868 

Agriculture  Department . 9Q57 

Commodity  Credit  Corporation...  ""    6046 

Bylaws     IIIIIII  10664 

Farmers  Home  Administration 50O6 

Forest  Service 2773 

Rural  Areas  Develomnent  Pro6xam. .IIII  1682 

Rural  Electrification  Administration. ~    1734 

OVERTIME  SERVICES: 
Animals  and  animal  products,  imports  and  exports' 

travel  time 10250 

Plants  and  plant  products.  Imports  and  exports;  travel 

T>..«^il?* 9«4.  2267, 4011, 5840j8WOt38, 10347. 12044 

PACKERS  AND  STOCKYARDS  DIVIBEON: 
Posted  stockyards,  designation  or  removal  638. 
539.   953.   2129,   2338,   3538.  STOTJ  UJX  8861, 
4793.  4793,  6916.  6605.  8135.  8334.  8335.  8499, 
9360.  9966. 11366, 11434. 
Rates  and  charges;  modification  of  rate  orders,  peti- 
tions   55.3159.3939 

4434.  6005,  6760,  6761,  7803.  8192.  8193.  13731 


Agriculture  Department — Continued  ^*8* 

PACKERS  AND  STOCKYARDS  DIVISION— Con. 
Regulations: 

Bonding,  mtiposed  rule 666, 2802, 3611 

Instructions   on   weighing   livestock   and   tA^nMny 

scales,  prc^wsed  rute 11701 

Meat  packer  sales  inx)mdtion  programs.  8173, 11254, 11547 
Packers  and  dealers  not  to  charge,  demand,  or  col- 
lect various  service  charges. i2811 

Proceeds  of  sale,  deductions  for  meat  prcnnotional 

programs;  proposed  rule ^    6236 

Records  of  packers,  disposition •  11757 

PAIOTY^PRICES^'"*'*'"^  "^^ ^^'  ^°^'  ^^^^ 

Discontinuing  unrevised  index  of  prices  paid  includ- 
ing interest  and  taxes 5079 

Turkey  eggs  for  hatching,  parity  pricp  determinaHon 

discontinued _  ii7o« 

PEACHES:                                            "  ""* 

Marketing: 
California;  Elberta  peaches _  4595 

„  ,        .  5256,  53':^,  5861,  7'l38, 12085 

Colorado    6319  9443 

S^^-: 381813914145651455116738. 11822 

Washington    6320,7087 

Purchase  program  DMP  49a 6176 

Standards;  Clingstone  peaches,  canned IIIIIIII    7423 

Proposed  rule 'atnk  i9ft«»7 

PEANUT  BUTTER,  standards IIII  I""  '    t^l 

PEANUTS: 

See  also  Grains. 

Marketing. quotas,  farm  acreage  allotments,  etc.: 
Definitions  and  designations,  certain  changes  1964 

1959  and  subsequent  crops 7794, 9171 

1962  crop 2448  11216 

1963  and  subsequent  crops IIIIIIIII~10760,'  11920 

1963,  1964.  and  1965  crops;  referendum 9456'  10676 

Price  support  program :  '   • 

1961    ^  0 

1962 6583r6921,~6969,  9641 

Supply  available,  Valencia  type,  1962-63  marketing 

PEARir ^^'^'^' 

Marketing : 

California.  BarUett  pears 501.4596:5256,6317,12985 

Oregon.     Washington     and     California;     Beurre 

d'Anjou,  Winter  Nells,  etc 92 

_       .  „      ,  7016. 8348.  W56.  8563. 9175 

Purchase  program,  Bartlett  pears.  DMP  S8a 10178 

Standards,  canned  pears;  proposed  rule 9561. 13968 

PEAS.  dry.  split  and  lentils;  standards 3369.2840  6699 

PERISHABLE  AGRICULTURAL  COMMODITIES  ACT 
1930: 

5^°*1   '? - ---  10107,11493 

Oral    hearing 10794, 13398 

.,.8^prt<med   procedure 10794,13898.12671 

PESTICIDES.    See  Insecticides. 

PLANT  QUARANTINE: 
DcHnestic  quarantine  notices: 

Black  stem  rust 4368.9243 

European  chafer 5530 

Fire  ant,  imported 10019 

Japanese  beetle 8971, 4692,~8343, 8344  . 

miapra    beeUe 1963.4147,8303.9685,11341 

Mediterranean  fruit  fly. 6773. 8668. 10317, 11631 

Pink  bollworm 1450 

Soybean  cjrst  nematode I    6473 

White-fringed  beetle;  proposed  rule 11563 

White-pine  blister  rust... 3294  6026 

Wltchweed;  regulated  areiu 9243 

Foreign  quarantine  notices: 

Oottixi  and  covers  from  Mexico 3519.6389 

Mangoes  from  Central  America  and  West  Indies..    2240 

C*ra  from  West  Indies usi 

Oranges,  grapefruit,  and  tangerines: 

From  Mexico  and  Central  America— 1963 

Treatment  for  Medltexranean  fruit  fly 963 

Packing  materials,  treatment,  etc.,  proposed  rule 

and   hearing 11347, 12041 

Rose  plants  from  South  America 8308 

Strawberry  plants 601 
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Agrkulhir*  Department — Continued 

PLANT  QUARANTHfK— Oonttnued 

Overtime  services,  Imports  and  exports;  travel  time..      M4 

2367.  4011.  5849.  8025. 9938.  10247. 12044 
Territorial  qiiarantlne  notices: 
Hawaiian  fruits  and  vegetables: 

Avocados  and  tomatoes 1551.4805 

Cocoanuts    8345 

Onions  and  vegetables  of  genus  AlHum 8907 

PLUMS: 

Marketing;    California 4596 

4729.  4730.   5029.  5030.   5256.   5330.  6188.  6189. 
6318.  6319.  6774.  6775,  6867,  12985. 

SUndards    5611.8971 

POISONS.     See  Insecticides. 
POTATOES: 
Livestock    feed    diversion    program    CMD    3a.    Irish 

poutoes- 6,2147.4094 

Maricetlng,  Irish  potatoes: 

CaUfomia    6492.9508.9887.11007.12183 

Colorado   3111.6776.7487.7681. 

7827.  8785,  8786.  8823.  8824,  9509.  9954.  10650 

Idaho     _        -  6491.7574.8785 

liMine  111.502.5944.9644 

Minnesota 1118.2732.7501,8027,11872 

National  marketing  agreement,  proposed  nile  and 

hearing 10048 

North  Dakota 1118.2732,7501.8027,11872 

Oregon 6491, 

6492   7574,  8785.  9508.  9887,  11007.  12183 

Washington 1 2695,3425,6081.7988,9137 

Standards: 

Irish  potatoes  for  processing,  proposed  rule 8179 

Sweetpotatoes: 

FTMta.  proposed  rule -r,J„Jz 

Frtmen  _ S^*-  "°^* 

POULTRY  AND  POULTRY  PRODUCTS : 
See  cUso  Eggs  and  egg  products. 
Diseased  poultry:    restrictions   on   Interstate   move- 

Orading,  inspiitron.'standards'etc 1087.  5562. 7481, 8097 

ImportaUon 411.5601 

Improvement  plans,  national,  chickens  and  turkeys; 

proposed  rules ^994 

Turkey  eggs  for  hatching :  ,,,,„- 

Parity  prices  discontinued 11796 

Proposed  marketing  agreement 518. 

^^  834,  1821.  3326.  4519 

Terminated 12958 

PRICE-SUPPORT  PROGRAMS: 
General   i»t>vi8k>ns.    1982   crop;    grains   and   related 

commodiUes **^^'5523 

Loiua  programs;  Interest  rate,  1962  crop ---     om 

Purchase  programs;  1962:  • 

Cottonseed" 5251,  7481 

Cottonseed  oU :—-■;--    ^ 

Sales  of  certain  commodities  acquired  through  price 
support  operations;  monthly  sales  list,  1962: 

January 320 

jebnxary l^ 

JSSf ::::::::::::::::: 3408 

Apru 4565.4844,5272 


PM« 


May 

June 
July 


5511 
6757 

A^jgj^    — :'":::::::::::::::::::::::::"9667,9957 
oSoSS-  !.::::: wo7. 10374 

November  10975 

S^bJr. :::::: 12416 

Various  commodiUes:  ,.„ 

Barley 4411,5077.5079,5081.6583 

Beans,  dry  edible *^]^ 

Butter 3907 

Com 4411,  5077,  5081.  5083.  6583 

Flaxseed **11 

'Grain  sorghums 4411.  5077. 6583 

Grvlns "0 

SSr  --:::::::::::::::::::::::::::::::::::::  l^' 

Naval  stores;  gum y:Z::yiiii:i^l.^ 

Peanuts"  --  6.6583.6921.6969.9641 

RIM  ..::::."-:: 4411.8667 


Agriculture  Department — Continued 

PRICE-SUPPORT  PROGRAMS — Continued 
Various  commodities — Continued 

Rye 4411 

Soybeans 4411,6077 

Tung  nuts 9373 

Wheat  4411,5077,5081,6683 

PROCUREMENT  regulations.  Federal,  applicability. .-       306 
PRUNES,  marketing: 

Dried.    California 411.458.881.6754.7540,7989.8583 

Freah : 

Idaho 7866,10291 

Oregon : 

Bilalheur  County 7866, 10291 

Umatilla  County 7866.8069,8347 

~     Washington 7866,8069,8347 

RABBITS,  grading  and  Inspection  of  domestic  rabbits 

and  edible  products 7481 

RAISINS : 

Crop  Insurance.  1962  crop 889 

Marketing;  raisin  variety  grapes.  California 614. 

697.    2506.   2554.    2555.    3112.    3120.   3319.   9455 
10249,  10400. 10494.  10991. 
RECORDS.  non-Federal;  retention  requirements-.  3027.3029 
RICE: 

Export  program : 

Payment  in  kind  (GR-369> .  terms  and  conditions.   10931. 

11755 

Vice  President  of  FAS.  definition 609 

Loan  and  purchase  agreement  program,  1962  crop.-.    6743. 

8419 
Marketing  quotas,  farm  acreage  allotments,  etc. : 
Definitions  and  designations,  certain  changes 1964 

1958  and  subsequent  crops OMl 

1959  and  subsequent  crops . 1499. 

2680.  2770.  3912.  9440.  9441.  12270 

1962  crops 145.610.5978 

Rate  of  penalty J378 

Referendum «. .    : if?: 

1963  crop 9612.12611.12654 

Price  support  program.  1962  crop 8667 

Rough   or  milled  rice;   storage  In  warehouses,  unit 

price  for  net  asaeU  and  bond  purposes 5005 

RURAL  AREAS  DEVELOPMENT  PROGRAM;  delega- 
tions of  authority  and  assignment  of  functions 1582 

RURAL  ELECTRIFICATION  ADMINISTRATION: 
Authority   delegaUons  by  Administrator  to   various 

officials *f' 

Organization  and  functions 1734 

RYE: 
See  also  Grains. 
"^orfroT^"^  agreement  program:     ^^^  ^^^  ^^^^  ^^^^ 

1962  crop:::'-:"-iii"'----- 6257.7379,9937 

RYEGRASS  SEED;  proposed  marketing  agreement  and 

order,  hearing 5432. 11022 

SALES  of  certain  commodities  acquired  through  price- 
support  operations;  monthly  sales  list.  1962: 

January  320 

February   1326 

jj^ ::::::::::::::::::::::::  ll^s 

Apm   4565,4844.5272 

May 55JJ 

g^g^ 


June 

July 

August 


8048 


September  9007.9957 

StoSS-    :::  -  - -1 9997.10374 

November 15??5 


December 


12416 


SAUERKRAUT,  caruied.  standards;  proposed  rules 11954 

SCHOOL  LUNCH  PROGRAM;  food  assistance  funds: 

1962  fiscal  year,  second  apportionment 4274 

1963  fiscal  year,  apportionment 10571 

SEEEMS: 

Diversion  program: 

Cotton   bagging 5729 

Hybrid  corn  and  sorghum  seeds: 

Eligible  seeds 4528 

Terms  and  conditions  for  making  payments 2812. 

3894,  4035 
Ryegrass  seed;    proposed  marketing  agreement  and 

order,   hearing 6432,11022 

Storage  in  licensed  warehouses 3568 
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SHEEP;   advertising  and  sales  promotlaQ,    _    

with  American  Sheep  Producera  fypyfl,  lac^  nf- 

erendum  — --— 7»77. 10334 

SHMURAH    WHEAT    FLOUR    IMPORTS,    functions 

(Proclamation   3448) 1086 

SOIL  BANK  PROGRAM.    See  Conservation  piograma. 
SOIL  CONSERVATION  SERVICE;  Great  Plains  con- 
servation reserve  program: 
Counties  within  States : 

Colorado 10179 

South  Dakota 6851 

Texas   6881,10179 

General  provisions 3793,12209 

SORGHUM;  hybrid  seeds,  diversion  program: 

Eligible  seeds 4528 

Terms  and  conditions  for  making  iwyments 2812, 

3894. 4035 
SOYBEANS: 
See  also  Grains. 
Loan  and  purchase  agreement  program:  ^ 

1961  crop 1962 

1962  crop 6525.8167 

Reseal  loan  program,  1961 6077 

Storage  in  warehouses,  unit  price  for  net  assets  and 

bond  purposes 5005 

STOCKYARDS.    See  Packers  and  Stockyards  Division. 
SUGAR: 
Acreage  reserve,  sugarbeet,  1962,  1963,  1964,  and  1965 

crops;  hearing 8682 

Allotment  of  quotas: 
Domestic  beet  sugar  area,  1962  crop 1880, 

2448,4147,4968.5255 

Hawaii: 

1962  crop , 7486 

1963  crop;  local  consimiptlon 12375 

Mainland  cane  area,  1963;  proposed  rule 10413 

Puerto  Rico: 

1962  crop 7486 

Direct-consumption  portion  of  tn^iniftn^  quota.   984. 

3275,  4045,  4148.  4874.  5651.  8009,  9441.  10103, 
10439. 
Local  consumption  quota—  984.3275.4148.4874.5651 

1963  crop: 

Direct-cons\unption     portion      of     mftiniftnd 

quota 12888 

Local   consiimption 12375 

Commercially  recoverable  sugar;  1962  and  subsequent 
crops: 

Beet  sugar  area 7819.8026.8725 

Cane  sugar  area,  mainland 9315 

Conditional  payments  provisions,  domestic  beet  sugar 

area,  1962  and  subsequent  crops 10318 

Continental  United  States: 
Bond  requirements,  marketing  of  sugar  produced 
from  sugar  beets  and  sugarcane  grown  in  con- 
tinental  United  States,  Hawaii,  and  Poerto 
Rico 1450 

1962  crop: 

Non-quota  purchase  sugar,  requirements »_     335 

584. 1451, 3278.  3375. 3913 

Requirements  and  area  quotas 3733,4585.5255. 

6863.  7951.  8208.  8530   8821.  9883.  10534;  12473 

1963  crop;  requirements  and  area  quotas 11895, 12340 

Definitions  and  designations,  certain  changes 1967 

Farms,  definition  of;  Puerto  Rico,  1962-83  and  subse- 
quent crops,  proposed  rule 9408. 10326 

Importing  sugar  or  liquid  sugar: 

Philippines  and  Puerto  Rico,  raw  sugar 5272 

Requirements 5814. 6865. 7883. 10248 

Proposed  rules 10413 

Normal  yields  and  eligibility  for  abandonment  and 
crop  deficiency  payments:  sugarcane: 

Puerto  Rico.  1962-63  and  subsequent  cropsJ 6080 

Virgin  Islands,  1962  croii 10318 

Prices : 
Sugar  beets: 

1961  crop 8611 

1962  crop 9092 

1963  crop,  States  other  than  California 11468 

Sugarcane : 

Florida,  1962  crop 4035,  10787 

Hawaii : 

crop : 4875 

1163  crop 13S78 


Agriculture  Departmenf— Continued  ^*8e 

SUGAR — Continued 
Prices— Continued 
Sugarcane— Continued 

Ixnilslana,  1962  crop 6756.  10083 

Puerto  Rico: 

1961-62  crop 1408 

1962-63  crop "~~  9329 

Virgin  Islands: 

1962  crop 1792 

1963  crop LZIIIIIIIII    9829 

Processes   and   qualities;    distinguishing   raw   sugar 

and  direct-consumption  sugar,  temporary  appli- 
cability of  terms 8077, 10744 

Proportionate  shares: 
Beet  sugar  area,  domestic: 

1962  and  subsequent  crops 43 

Proposed  rule 7794 

1963  crop,  not  required ~    8477 

Cane  sugar  area,  mainland;  1963  crop__.  2373, 8477, 9886 
Sugar  beet  acreage  from  national  res^re;   1962 

and  subsequent  crops 10745, 12705 

Regulations,  orders  and  notices,  ratification  and  con- 
tinuance of 8866 

Wage  rates: 
Sugar  beets: 

1962  crop 2357 

1963  crop.  States  other  than  California 11468 

Sugarcane : 

1962  crop: 

Florida    4035. 10440 

Louisiana   6756, 10441 

Virgin    Islands I88O 

1963  crop.  Virgin  Islands 9829 

SURPLUS  COMMODITIES;  sales  of  certain  commodi- 
ties wquired  through  priee  support  operations. 320, 

1326,  2383,  3408.  4565.  4844.  5272.  5511,  6757. 

8048.  9007,  9957,  9997,  10374,  10975,  12416. 

SWEETPOTATOES,  standards: 

Fresh,  proposed  rule ^ 12956 

Frozen 516,7624 

TANGELOS: 

Export  limitations,  Florida  tangelos 9714 

Marketing,    Florida 165,613.1006,4959, 

5432,   9819,    10087,   10480,   10990,   11312,    11871 
TANGERINES: 

Export  limitations.  Florida  tangerines 9714 

Imports,  fiunlgatlon,  etc 963, 1963 

Marketing;    Florida 85.812,1005. 

5432.   9819,    10086.    10480.   10990.   11312,   11796 
TOBACCO: 

Export  pasrment  program,  CMX  40a 2307, 

2329,  2707.  3356,  8682, 11823 
Inspection,  standards: 
Cigar-binder: 

Connecticut  Valley.. 6332,8577 

Wisconsin 1 9517, 12667 

Cigar-filler,  type  46;  Puerto  Rico 728 

Loan  program: 
General 6311,9326. 12894 

1961  crop: 

Maryland  tobacco 1753 

Puerto  Rican  tobacco 1753 

1962  crop: 

Burley.  dark  air-cured,  Virginia  fire-cured  and 

sun-cured ...  11795 

Connecticut  Valley: 

Broadleaf 11918 

Havana  seed 11918 

Flue-cured  tobacco 3143,4001,7382,9326 

Kentucky  Tennessee  fire-cxired 11795 

New  York  and  Pennsylvania  Havana  seed!! 11918 

Northern  Wisconsin 11918 

Ohio  filler 11918 

Southern  Wisconsin 11918 

Marketing,  Florida  and  Georgia ..     121, 

2695,  3459.  3561.  4763,  5075,  6076,  5331 
Marketing  quotas,  farm  acreage  allotments,  etc: 
Burley,  flue-cured,  fire-cured,  dark  air-cured  and 
Virginia  s\m-cured:    ' 

1962-63  marketing  year 966, 

967.2029.4367.6849,6187,6704 
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Agriculture  D«portiiMn*— Continued 

TOBACCO — Continued 

Marketing  quotas,  farm  acreage  allotments,  etc. — Con. 
Barley,  flue-cured,  flre-cxired.  dark  air-cured  and 
Vlrslnla  sun-cured — Continued 
1962-65  marketing  years;  referendum: 

Burley M3,  2679 

Flue-cured M9 

Virginia  sun-cured 993.2679 

196S-64  marketing  year 7034.8937,10050.11919 

Clgar-flller  and  cigar-binder: 

1963-63  marketing  year 964.965,4367,6371.6817 

1963-65   marketing  years,   clgar-flller:    referen- 
dum   993.2679 

1963-64  marketing  years..  7034.  8937.  9211.  10050.  10743 

Definitions  and  designations,  certain  changes 1964 

Oeneral;  basis  and  purpose,  new  farms,  old  farms. 

etc..  1963-^  marketing  year 8937.9211 

Marylaxid: 

1963-63  marketing  year 969.4367.6593.6817.10082 

196^-64  marketing  year 7034.  8937 

Proposed  rule 10050 

TOMATOES: 
Imports: 

Prom  Hawaii,  fumigation 1551.4805 

Restrlctimis 3140.3507.5330.5792 

Marketing;  Texas 3012.3259.3507.3734.5792 

Standards: 

Greenhouse  tomatoes 2355 

Processing  tomatoes,  proposed  rule 10655 

TUNO  NUTS;  price  support  program,  1962 9373 

TURKEYS  and  turkey  eggs,  marketing: 

Parity  prices  discontinued 11796 

Proposed  marketing  agreement.—  518.834.1821.3326.4519 

Terminated 12958 

VEGETABLES: 
See  aiao  specific  vegetablea. 
IzutpecUon,  certification  and  standards;  fees: 

Fresh  vegetables 10245 

Processed  vegetables  and  products 10245 

VIRUSES.  SERUMS,  TOXINS,  etc. : 
Animals;  contact  calves,  swine,  disinfection,  etc.  8038, 11937 
AnU-hog-choltra  serum  and  hog -cholera  virus: 

Handling  1109,5714,7384.9523 

Serum,  period  of  immunity 8039. 11937 

Virus: 

Carcasses,  disinfection  of 8038,11936 

Inoculating  purposes 8038,11936 

l^ed  lots,  approved 8037,8039,11935,11937 

Samples;   collection,  marking,  testing,  etc 8037. 11935 

WALNUTS,  marketing;  California.  Oregon,  and  Wash- 
ington  2471,  6149,  7728.  9094.  9955.  10299,  10673.  11253 

WAREHOUSES: 

Grain;  net  assets,  amount  of  bond 5005 

Proposed  rule 6500 

Licenses  for  storage  of  various  agrlciUtxiral  commodi- 
ties; additions,  deletions,  etc 3565 

Storage  loans,  redemption  date 840 

WHEAT: 

See  also  Grains. 
Export  program: 
Flour: 

Cash  payment  (OR-346),  terms  and  conditions..  1753. 

4863,  10351 

Vice  President  of  FAS.  definition 609 

Payment  in  kind  (GR-345) ,  terms  and  conditions..    6415, 

10741 

Vice  President  of  FAS.  definition 609 

Imports.  Shmurah  wheat  flour  (Proclamation  3448) ..     1086 
Loan  and  pvirchase  agreement  program : 

1961  crop. 96,  557, 1408. 1753, 1962,  2216 

1963  crop 6243.8297,9984 

Marketing  quotas,  farm  acreage  allotments,  etc. : 
Definitions  and  designations,  certain  changes 1964 

1960  and  r.ibsequent  crops...  251,1174.3273.4549,11955 

1961  and  subsequent  crops 942, 

3147.  3680,  3651.  3879.  4469.  5860,  5942 

1962  and  1963  crops ,' 41. 

76.    584.    767.    6314.   8341,   8583,    11346,    13332 

Referendum   6341.6948,8079.9440 

Price  support  program.  1963 4411,6583 

Durum  wheat ; 6583 

Reseal  loan  programs: 

1959 - 5081 

1961 5077 


Agriculture  Department — Continued  ^** 

WHEAT — Continued 
Stabilization  program,  special: 

Codiflcation  change 9984 

1963 1792.7425,8208.10534 

1963 13430.12877 

Storage  in  warehouses:  unit  price  for  net  assets  and 

bond  purposes 5005 

WOOL: 
Advertising    and    sales    promotion,   agreement   with 
American  Sheep  Producers  Council,  Inc.,  refer- 
endum   7577,10334 

Payment  program,   shorn  wool  and  unshorn  lambs 

(pulled  wool) 933.6078.9714.12667 

Air  Carriers: 

See  Aircraft  and  air  carriers. 

Air  Force  Department: 

See  also  Defense  I>epartment. 

AIR  NATIONAL  GUARD,  withholding  of  compensation 
of  civilian  employees  for  State  benefits  programs. 

functions  (Executive  Order  10996> 1521 

AIRCRAFT: 

Arresting  systems 5331 

Non-Air  Force  pilots  flying  Air  Force  test  aircraft 5553 

Non-Government  aircraft,  use  of  Air  Force  installa- 
tions .-.    10887 

Orientation  and  indoctrination  flights 5553 

ANIMALS:  . 

Experimental;  care  and  use  of 5744.6387 

Sentry  dog  program,  redesignation 6387 

AUTHORITY     DELEGATIONS     from     Secretary     of 
Defense : 

Air  navigation  facilities,  flight  inspection 9485 

Alaska  Conununicatlon  System,  operation  and  main- 
tenance functions  transferred  from  Army  De- 
partment       7044 

Bonds  for  personnel 10912 

Claims  processing,  single  service  assignment  of  re- 

sponsibUlty 5914 

Family   housing    for  civilian   employees  at   military 

research  or  development  installations 11710 

Foreign  currency,  use  under  certain  contracts;  deter- 
mination of  nonfeaslbillty 10912 

Motor  vehicle  hire 10912 

Reserve  component  facilities 8630 

BOARDS: 
Contract  Appeals  Board.  Armed  Services;   charter. 

organization  and  functions 3170 

Personnel  Review  Boards: 

Correction  of  military  records 1896 

Discharge  and  dlsabUlty 4245.4247,6385 

CLAIMS: 
Administrative  claims  and  litigation;  taxation,  legal 

and  administrative  actions  and  legal  process 10949 

Against,  and  in  favor  of.  US 9384 

Processing,  single  service  assignment  of  responsibility.     5914 
CONDUCT  STANDARDS  relating  to  conflict  between 

private  Interests  and  ofOcial  duties 2399 

DECORATIONS  AND  AWARDS : 
Certiflcate  of  honorable  service  and  gold  star  lapel 

button 6385 

Service  awards,  medals 1 884 

PEES  AND  CHARGES: 

Copying,  certifying  and  searching  records 883 

Post  services 5554 

INFORMATION: 
Military  information.    See  Security 

Newspapers,  base  guides,  and  directories 2602 

MEDICAL  AND  DES^TAL  OFFICERS,  appointment  as 

offlcers  in  Regular  Air  Force. 5554,  6386.  8317,  8449 

MEDICAL.  DE3rrAL,  AND  VETERINARY  CARE  from 

civilian  sources 5332 

OFFICER  PE21SONNEL.  appointment: 

Distinguished  Air  Force  ROTC  graduates 5554 

Medical  and  dental  officers 5554,6386,8317,8449 

PERSONNEL  REVIEW  BOARDS: 

Correction  of  military  records 1898 

DlsabUlty  Review  Board 4247 

Discharge  Review  Board 4346,6385 

POST  SERVICES,  charge  for  certain  services 5554 

PROCUREMENT: 

Advertising,  formal 2098.6269.9944.11761 

Aircraft  and  GFAE  procurement 4917.12217 
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Air  Force  Department — Continued  ^**^ 

PROCUREMENT — Continued 
Appendix  B.  manual  for  control  of  Oovemment  prop- 
erty in  possession  of  contractors 12128 

AiJpendix  D;  gratuities  clause 4363 

Ballistic  missile  and  space  system  prosrams 4917, 12317 

Bonds 11762 

Contracts: 

Administration 4769,6280.12214 

Clauses .'  3332 

3383.   6272,    10213,    10292,   11417,   1176lT  12213 

Cost  principles  and  procedures 3810, 6279 

General 4363.13314 

Termination 3598,6375.11417,11946 

Under  Tltie  H,  First  War  Powers  Act;  deleted- 4916 

Extraordinary  contractual  actions  for  drfe"<w  pur- 
poses  12128 

Foreign  purchases 3378. 10313  11761 

Forms 42M,  12127 

General  provisions 1600.3094.6368.9013,11700.12313 

Government  property S810, 8378, 11783. 13138, 13213 

Inspection  and  acceptance 6378. 13127 

Insurance seos.  12313 

Interdepartmentah 3801. 10313. 11761 

Labor 3807.8378. 11782. 13313 

National  defense,  extraordinary  contractual  actions.    4261 

Negotiation 2402.6369,9945,10158,10210.11761 

Patents,  data,  and  copyrights.;. 3608,8275,11762 

Pre-award  surveys,  deleted 4363 

Redesignation  of  subchapter 6387 

Reports 4017.8280,12216 

Spare  parts 12216 

Taxes.  Federal,  State,  and  local. 3805. 6277, 11762 

RECORDS:  J^ 

Military  records,  board  fair  correction  of 1896 

Non-Federal;  retention  fequirements 3039 

RESERVES,  OFFICERS;  iJsAP  Officer  Training  School 

(OTS)    .\. . 1895 

SEAL A 857 

SECURITY,  safeguarding  military  informatiOD: 

Deletion  of  certain  provisions 5553,6385 

Unauthorized  access  to  classlfled  shipments  by  State 

authorities 12260 

SENTRY  DOG  PROGRAM,  redesignation 6387 

UNIDENTIFIED  FLYING  OBJECTS  (UFO) ,  investiga- 
tion      8317 

Air  Navigation  Facilities:  . 

Flight  inspection,  authority  respecting  transfer  of  func- 
tions (Executive  Order  11047) 8665 

Air  Transportation  Systems: 

Emergency  preparedness  functions   (Executive  Order 

11003)     _ 1540 

Aircraft  and  Air  Carriers: 

AIR  COMMERCE  REGULATIONS.  See  Customs  Bu- 
reau. 

AIR  PORCE  DEPARTMENT  FACILniES.  UM  by  eMl 

aircraft .: •_  1Q887 

AIRCRAFT  INDUSTRY,  Boards  of  Inquiry  to  InTestl- 
gate  labor  disputes  (ExecuttTe  Order  11025.  11026. 
11029.  11068) , 5467. 5531, 6699, 11793 

CAPE  HATTERAS  NATIONAL  SEASHORE  RECREA- 
TION AREA,  aircraft  landing  area:  tfi'opoaed  rule..  12164 

CIVIL  AIRCRAFT,  regulations.  See  CivU  Aeronantics 
Board ;  Federal  Aviation  Agency. 

CIVIL   RESERVE   AIR   FLEETT  PROQRAM.   aircraft 

allocation  to  Defense  Department 4894, 4895. 8052 

EMERGENCY  BOARDS  to  Investigate  labor  dilute*. 
See  National  Mediation  Board. 

EMERGENCY  PREPAREDNESS,  functions  respecting 

(Executive  Order  10999,  11003)— .. 1527.1540 

FEDERAL  AIRWAYS,  control  areas,  etc.  See  Ftdenl 
Aviation  Agency. 

INDUSTRIES,  aircraft  and  missile  equipment;  defini- 
tion of  small  business 1075,6655 

MAIL,  transportation  by  air  carriers:  \ 

Delayed  departure,  and  handling  of  .mail  in  foreign 

coimtrles   '. 4837 

First-class  mall  by  air » II      774 

NATIONAL  PARK,  Isle  Royale,  Ii^h.;  z«8trieting  float 

and  amphibious  aircraft . 774 

NAVY  DEPARTMENT  FAdLmES,  vme  by  eivil  air- 
craft    11211 


Aircraft  and  Air  Carriers^-Continued  ^^^ 
RADIATION  DAMAGE,  liability  of  air  carriers;  investi- 
gation    2708,3524 

SAFETY    DEVICES,    luminous,    containing    tritium- 

licensing    I    2393 

Airports: 

INTERNATIONAL  AIRPORTS: 
Customs  Jurisdiction  at  Dulles  International  Airport      9485 
Designations: 
Baudette  Airport,  Minn.;  name  change  _    _  7605 

Del  Rio,  Tex "9^4^  11414 

RAHler,  Mlrm 2156,  3736 

.Slouhn  Field,  WUllston,  N.  Dak 6093,7605 

Yuma  County,  Ariz 8211,  9383. 10950 

REGIONAL  AIRPORTS,  Investigations: 

Dallas-Port  Worth,  Tex , 8462, 10560 

Port  Wayne-Mimcle _  36I8  7749 

New  England 2937.  3264,  8462,' 8838 

North  Carolina,  eastern 8563.8749.9832,9959 

North  CJentral 5343  8749 

REGULATIONS.   5ce  Federal  Aviation  Agency. 

Airspace  Reservations,  Naval: 

Guam  Island,  discontinuance  (Executive  Order  11045) ._     8511 
Alaska: 

MINIMUM  WAGE  DETERMINATIONS,  various  indus- 
tries, enforcement 316, 3201 

PUBLIC  LANDS,  withdrawals  for  specific  agencies,  etc. 

See  Land  Management  Bureau. 
SPORT  FISHING  in  national  monument  waters.  __  3468, 5398  ' 

Alaska  Communication  System: 

Transfer  of  operation  and  maintenance  from  Secretary 

of  Army  to  Secretary  of  Air  Force 7044 

Alcoholic  Beverages: 

EXCnSE  TAXES.    See  Internal  Revenue  Service. 

IMPORT  TAXES,  estimated,  payment  of , 1598 

INDIAN  RESERVATIONS,  legalising  sale: 

Coeur  D'AIme,  Idaho .        11515 

Jicarilla,  New  Mexico "'    7045 

LAKE  MEAD  NATIONAL  RECREATION  AREA.  AriKHia  and 
Nevada,  restriction  on  sale  or  possession  of  alco- 
holic beverages 9149  10368 

NAVAL  STATIONS,  use  of  Uquor  on 11696 

PRIBILOP  ISLANDS,  landing  and  use  ot  liquor. _     1420 

PUERTO  RICO,  minimum  wages  for  indus^ 11461 

Alien  Property  Office: 

DISSOLUTION  ORDERS: 

Amerop  Travel  Service.  Inc .___  3564 

Ounze  Silk  Corp 926 

RECORDS.  non-Federal;  retention  requirements..      "^  3044 

RETURN  OF  VESTED  PROPERTY: 
See  also  Vesting  orders. 

Ahbel.  Victor 1 1463 

Apt,  Charlotte ,. 2139 

Asahara.  Mutsuo 372 

Bank  van  Vloten  en  de  Gijselaar  N.V ZZ2  4497 

Bieber,  Lydla  Sarah 2139,5017 

Brender  a  Brandis,  Mattha  Cornelia 846 

Brunner.  Heidi 4497 

BrunnlKrfer-Brunner,  Trudi  (Gertnide) 4497 

Bugenhagen,  Ingeborg ^ 603 

Buisman,  Pieter 1334 

Burgers,  WUhelm  Gerard 927 

Canthal.  Werner  and  Gertrude 8088 

Cauer.  Karoline,  et  al 9428 

Coester  Deuster  Foundation 4889 

Cohen,  Willem  Lodewijk 8605 

De  Gorter,  Frieda 926 

de  Jong,  Anna-Maria 4310 

Dette,  Cornelia  Pauline  Hcrfme 2139 

de  Zichy,  Anita  Amelia  Th^ssen 4158 

Exner,  Adele 1442 

Fermann,   Usa 846 

Forster,  Irene  Joharma  Hohne 2139 

Pramarln,  Gioantonio,  et  al 6903 

French  Ministere  des  Travaux  Publics,  des  Trans-  \ 

ports,  et  de  TOurisme 12088 

Friend.  Klara ., 1203 

Giesemann,  Adolfo  and  Joaquin «7044 

Hahn.  Marie  Helena,  et  al 3179 

HaUa,  Franz 3267 

Hambuechen,  Joseph  W.,  et  al 9634 
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RETURN  OP  VESTED  PROPERTY— Continued 

Hardenberv.  Lambertus —  125 

Hardt.  Thea 1334 

Hayznan.   Linda 603 

Herforth-Leuzinger.  Else,  et  al , 9«34 

Hosokawa.    Kuwano .  2333 

JaKiellonakl.  Unlversytet M38 

Jahn.   Dorothea 1868 

Kacz.  Simon  and  Emll 7045 

Kamke.  Dora,  et  al : 5016 

Keller-DuBois.  Irene  and  Louise 373 

Kluge,  Maria  Csepreghy.  et  al 7151 

Koclenlewska.  Pranclszka 8233 

Kuhnle.  Albert 12088 

Kutter.  Prltz 2139 

Lexirer.  Hans 3861 

Luxirtl,  8.  A.  Holding 2499 

Marbot.  Rolf 5016 

Marburg,  Prancla.  Jr..  et  al 8333 

Melodl.    S-A 12487 

Meyer,    Carmen 373 

Meyer,    Lothar 3267 

Michael,    Waldemar 2876 

Mlnciynaka.  Maria 8233 

MueUer.   Katie 5017 

Netherlanda.  State  of.  et  al 1334 

Nothmann.    Paul 125 

Omre.  Arthur 2499 

Ostcn.  Ruth  Maria 2138.5017 

Ottensooeer,  Kurt ^- 3861 

Pelaer.    Walter 2139 

Peltenburg.  Henry  C  M.  and  Hendrlk  P.M 3306 

Perk-Kramers,  Jeanne  Susanne,  et  al 1203 

Pldsley.  Irene,  et  al 5463 

Poelchau.  Margarethe  Therese 3822 

Powers,  Tonl  Neumann,  et  al 6903 

Raffael  Family  Foundation 1203 

Ratajczyk.  Maria,  et  al 4158 

Reiner.  Anni 373 

Reinhardt.    Walter 4793 

Ressler.  Paul,  et  al 10419 

Richter.  Walter 1402 

Rooa.  Bernard  Egbert 2753 

Rosenthaler,   Leopold 2877 

Salomon.  Paul,  et  al 8903 

Scala.  Nicola,  et  al 1*02 

Scheltema*  Anne  Paul  Adama  van 846 

Schlnz,  Hans  Rudolf 2499 

Schlee,  Maria  Bertha  (Annemarle) 4497 

Spezialfonds  Der  Deutschen  Forschungsanstalt  Fuer 

Psychlatrle,  et  al 9634 

Stach,  Dora  Katharlna M28 

Takamoto.  Misako 7045 

Van  Lanachot.  Johanna 846 

Van  Mesdag.  Jules  Jacob,  et  al 1202 

Verwoerd,  Willem  Jacobus  Cornells 3861 

▼on  Goldschmldt-Rothschild,  Rudetf ,  et  al. 8605 

Von  ZeerWder.  Alfred— 1*42 

Vonk.  Harbertus  Johannes 1334 

Zerboni.  Edlzlonl  Suvinl 12487 

Zonln.  Maria  Framarin  Vedova. 706 

TRADEMARKS  vested  during  World  War  n.  disposi- 
tion    12003 

VESTING  ORDERS: 

See  also  Return  of  vested  property. 

Enemy    nationals,    certam.    unknown;    prior    order 

amended   3178 

Netherlands,  nationals  of 8333 

Aliens: 

CIVIL  SERVICE,  alien  employee  programs;  reduction 

in  force 2793 

ENEMY  ALIENS,  obsolete  Justice  Department  regula- 
tions deleted A 12619 

IMMIGRATION    REGULATIONS.      See    Immigration 

and  Naturalization  Service. 
INCOME  TAX  REGULATIONS.    See  Internal  Revenue 
Service. 

PUBLIC  LANDS,  mineral  leases;  proposed  rule 9993 

STUDENTS,  schools  for 603 

TRAVEL  CONTROL:  Outer  Mongolia,  restriction 1358 

VESTED  PROPERTY,  retiirn  oL    See  AUen  Property 

0£Bce. 
VISAS.    See  State  Department. 


Almonds:  *^ 

Marketing,  California.-^ 1460,2319. 

3653.  4831,  6717,  8077,  8303,  8824.  8832,  9377 

American  Education  Week,  1962: 

(Proclamation  3492) 9313 

Ammunition: 

Interstate  traffic  in.  excise  tax  regulations 6981, 10041 

Anchorage  Regulations: 

See  Engineers  Corps. 

Animals: 

See  also  Livestock;  RabblU;  Wildlife. 
DOGS  AND  CATS: 
Rocky  Mountain  National  Park,  restrictions ;  proposed 

nUes   9819 

Sequoia  and  Kings  Canyon  National  Parks,  California. 

restrictions    8975,10753 

EXPERIMENTAL  ANIMALS,  care  and  use  of.  in  Air 

Force  medical  research  programs 5744,  6387 

PUREBRED  ANIMALS  for  breeding  purposes,  imports.     8031 
SENTRY   DOG   PROGRAM,   Air   Force    Department; 

redeslgnatlon    6387 

SWINE,  RUMINANTS,  animal  semen,  importation  of__      411, 

5601 

Antenna  Structures: 

Radio  and  television  antenna  structures,  construction; 
aeronautical  studies.    See  Federal  Aviation  Agency. 

Antidumping  Act  of  1921: 

DETERMINATIONS.     See  Customs  Bureau;  Treasury 

Department. 
INVESTIGATIONS.    See  Tariff  Commission. 

Appeals  by  Government  Employees: 
Prom  adverse  actions: 
Agency  systems,  regulations: 

Civil  Service  regulations 3105 

(ExecuUve  Order  10987) 550 

Appeals  to  Civil  Service  Commission  (Executive  Order 

10988) 651 

Apples: 

Crop  Insurance,  1963  and  succeeding  crop  years 12253 

Apprenticeship  Montti,  National: 

^Proclamation  3473) 4467 

Apricots: 

MARKETING: 

California    781,3391.4333,5798 

Washmgton    __ 2643.3664.5187.6190.7087 

STANDARDS  for  grades,  canned  apricots 8207 

Arbitrators,  National  Panel  of: 

Federal  employee  organizations,   functions  respecting 

(Executive  Order  10988) 551 

Area  Redevelopment  Administration: 

AUTHORITY  DELEGATION  from  Secretary  of  Com- 
merce; prociu-ement  of  property  and  services 6992 

DESIGNATION  OF  REDEVELOPMENT  AREAS  under 
sections  5(a)  and  5(b)  of  Act,  and  termination  of 
areas 2241,8265.11635 

ORGANIZATION  AND  FUNCTIONS,  Public  Works  Ac- 
celeration   Act 9779 

RECORDS.  non-Federal;  retention  requirements 3033 

RETRAINING  SUBSISTENCE  PAYMENTS... ._     4094 

Argentina: 

Sugar  quota  (Proclamation  3485) 7371 

Armed  Services: 

See  also  Defense  Department;  and  apeci/ic  services. 

AIRPLANE  FARES,  reduced  rates  for  furloughed  mili- 
tary personnel  and  families 465 

ARMY  RATION  (Executive  Order  11032) 5901 

BOARD  OF  CONTRACT  APPEALS,  Charter 3170 

ENLISTED  MEMBE31S;  additional  pay  for  assignments 

to  artificial  Islands  (Executive  Order  10989) 727 

ENLISTMENTS,  extension,  authority  respecting  (Ex- 
ecutive Order  11058) 10403 

FOREIGN  (COUNTRIES,  duty  free  entry  of  articles  for 

members  of  armed  forces  of 10157 

HOUSING  INSURANCE.  See  Federal  Housing  Admin- 
istration. 
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Armed  Services— ConKnued  ^*^ 

)AL  OF  HONOR  CENTENNIAU  UjB.  Axmj  (Procla- 
mation  S481) , 6733 

ISSIPPI.  use  for  removal  of  obatniotiou  of  jiMttee 
(ExecuUve  Order  11053) , 9693 

PROCrUREMENT.    See  Air  Force  Department;  Armj 
Department;  Defense  t3epaitment. 

PURPLE  HEART,  regulations  (Bxecuttre  Order  11016) .    4139 

RETIRED  PERSONNEL,  toiployment  for  elvU  defense 

purposes  (Executive  Order  11061) 9683 

SOLDIERS'  AND  SAILOR8'  CIVIL  REUEP.  Insuraiice 

premiums 2287 

Armed  'Services,  Senate  CommHtM  on: 

Inspection  of  tax  returns  (Executive  Order  11020) 4407 

Arms  G>ntrol  and  Disarmament: 

Interagency  coordination  (Executtve  Order  11044) 8341 

Army  Department: 
See  also  Defense  Department. 
AUTHORITY     DELEGATIONS 
Defense: 

Air  navigation  facilities,  flight  inspection 

Alaska  Communication  System,  transfer  of  operation 

and  maintenance  to  Air  Force  Department-.  7044, 8630 

Bonds  for  personnel 10912 

Claims  j^rocessing,    single    service    alignment    of 

responsibility   5914 

Family  housing  for  civilian  emplpyeee  at  militaxy 

research  or  development  inatauations ...  11710 

Foreign  currency,  use  under  certain  contraeti;  deter- 
mination of  nonfeatibillty 10912 

Motor  vehicle  hire r 10912 

Reserve  components,  facilities- ^ 8630 

BOARDS: 

Army  Board  for  Correction  of  Military  Records-.- 1715 

Contract  Appeals  Board,  armed  serrloes 3170 

CANAL  ZONE,  employment  and  omnpensation.    See 

main  heading  Canal  Zone  Government. 
CLAIMS  AND  ACCOUNTS: 

Appeals -. 6878 

Authority   delegation    from   Secretary  of  Defoiae; 
claims  processing,  single  service  assignment  of 

responsibility    5914 

Claims  against  United  States: 

General   provisions 4915 

Military  and  civlUan  personnel  activities- . 4916 

Personnel    negligence    claims   under   Federal   Tort 

Claims    Act 6785 

DISASTER  RELIEF.    See  Relief  assistance. 
EDUCATION,  mllltwT ;  rifle  practloe  promotion :  • 

Equipment  issuance  to  civilian  shooting  Clubs. . 511 

Rifle  and  pistol  competitions  in  scbools  and  ooDeges-.    6713 
ENGINEERS  CORPS  regulations.    See  maiH  headUno 

Engineers  Corps. 

MEDAL  OF  HONOR  CENTENNIAL,  UJB.  Army  (Proo- 

.   lamaUon3481) 6738 

MILITARY  RESERVATIONS,  real  estate: 
Acquisition: 

By  Chief  of  Engineers 6142 

New  acquisition;  policies 6140 

Use  of  Army  Department  real  estate;  poiley 11666 

NATIONAL  GUARD: 

Burial  regulations 4991 

Period  of  enlistment  and  grades 12166 

Promotion    w 12830 

Withholding  of  compensation  of  eivillan  employees 
for  State  benefits  programs,  fmictloas  (BxeeutlTe 

Order    10996) 1621 

ORGANIZATION    AND   FOMCTIOMB,   rson 
aboUtion  of  certain  oflloes.  transfer  of 

etc 8681 

PESiSONNEL  REVIEW  BOARDS;  Army  Board  for  Oor- 

recUon  of  MlUtary  Records ^—    1716 

PROCUREIiflNT  REGULATIONS: 

Advertising    ■ 8682.5259 

Bonds  and  Insurance 2686 

Contracts: 

Clauses  ,.  8884,6261 

Termination   ,_. 1 2685 

Foreign  purchases 1884,5261 

Forms   .--_  2680 

General  provisions 8888.6259 

Government  property ..^..~...  S6SI,6264 

Labor 8887 
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Army  Department — Omtinue^ 

PROCUREMENT  REGULATIONS — Continued 

Negotiation  2632,5260 

Patents,  copyrights  and  technical  data 6261 

Special  types  and  methods 5261 

Supplemental  provisions 2639,5265 

Taxes,  Federal.  State,  and  local 2637. 5264 

RECORDS: 

Military  records,  Army  Board  for  correction  of 1715 

Non-Federal;  retention  requirements ^ 3039 

RELIEF  ASSISTANCE: 

Disaster  relief 2175 

Relief  shipments: 
Commercial  freight  shipments  of  sunilies  by  volun- 
tary nonprofit  relief  agencies,  scope 177 

Individual  relief  packages: 

Ocean  freight;  revoked 177 

Parcel  post,  to  Ji4>an,  Korea,  and  Rsmlcyus;  re- 

voked , .. 177 

RESERVE  OFFICERS'  TRAINING  CORPS;  organisa- 
tion and  training  of  units 444. 11696 

RESERVOIR  PROJECT  LANDS: 

Joint  policies  of  Interior  and  Army  Departments 1734 

Oahe  Dam  and  Reservoir  transferred  from  Agriculture 

Department  to  Army  Department 12455 

SAFEGUARDING  DEFENSE  INFORMATION;  visitors.     9054 
SOLDIERS'  HOME,  eligibility  for  admission;  fem4le 

personnel .' 8920 

« 

Army  Ration: 

Regulations  (Executive  Order  11032) 6901 


Atomic  Energy: 

Communication  of  restricted  data  by  State  Department 

(Executive  Order  11057) 10289 

Atomic  Energy  Commission: 

ADVISORY  BOARDS. 6604 

AUTHORITY  DEXEGATIONS: 
By  General  Manager  to  Area  Manager,  Los  Alamos 
Area  QfBce;  establishment  of  residential  area  on 

Barranca  Mesa ^ 0660 

From  General  Services  Administrator;  contract  for 

electric  power 8332 

AWARD;  notice  of  application 3616 

BYPRODUCT  MATERIAL: 
Licensing: 
"Agreement  State": 

Definition 1350.2884 

Extension  of  general  license  to  devices  manufac- 
tured under  specific  licenses  of 1360 

Aircraft  sdf-lumlnous  safety  devices  contatnlng 

trlUum 2398 

Auto  lock  illmnlnators  containing  tritium;  manu- 
facture or  import,  specific  license -2394. 3123 

Exports: 
Aircraft  self-liuninous  safety  devices  containing 

tritium  . 2396 

Reexports  ixt^bited — : 8173 

Polonium  210 12267 

Tritium 2396. 12267 

Krypton  85,  pn^XMed  rule —    8896 

Medical  use.  exemption  or  general  licensing  of  cer- 
tain materials  for;  proposed  rules 631 

Waste  disposal,  radioactive  material,  licenses  to  listed 
c<xnpanies: 

AUled-Crossroads  Nuclear  Corp 10231 

Bay  cities  Tranq;Mrtation  Co 639 

Crossroads  Marine  Dlqiosal  Corp 3014. 4001 

Drullard  Engineering  Co..  IOC ,—    4600 

Interstate  Inspection,  Inc • 906 

Laboratory  for  Electronics.  T)racerlab  Division 1786 

Long  Island  Nuclear  Service  Coip 4311. 9627. 10806 

Biiartin-Marietta  Corp 6618,  «41 

Nuclear  Advisors.  Inc 8641 

Nuclear  Engineering  Co..  Inc 966. 2065, 8326, 9288 

Nuclear  Fuel  Services,  Inc — WJ 

Ocean  Transport  Co 9n 

Radiological  Service  Co.,  Inc 7388,8748,8828 

Traeerlab.  Inc 1W8 

n£.  Naval  Radiological  Defoise  Laboratory —  88»,  8618 

UJ8.  Nuclear  Corp. — 1-    8196 

CONTRACT  APPEAIJ3  PROCEDURE —       877 

DCAONIC  NUCLEAR  TEST  SERIES.  1962 8888 

Christmas  Island --    8707 


14 


ANNUAL  INDEX,   1963 


Pafe 


Atomic  En«rgy  Commbsion — ContMiu«d 

nOKfTNIC  NUCLBAR  TEST  8SUEB.  1962 — Con. 

JoSitol    liSS^- 5«02.  6707.  7805.  9178.  10117.  10748 

RevocaUon ^^^^ 

EXPORTS:  „  .^ 

Reftcton    llcenaes  to,  varioua  companies     See  unaer 
Reactors  and  criUcal  experiment  facilities. 

Reiiulatlons.  byproduct  and  source  ^^}f^'%^  l^i^^  ^^^^ 

FINANCIAL  PROTECTION  requiremenU  and  Indem- 

nity  agreements .'   :' 

FOREIGN  ATOMIC  ENERGY  PROGRAMS,  unclassl- 

fled  acUvltles rr-'rVi 

INDEMNITY  AGREEMENTS;  financial  protecUon  re- 

quirements ^;- VJ' 

NUCLEAR  MATERIAL,  special;  Weatinghouse  Electric 

Corp..  issuance  of  license ^z^j,^-.--    ,7,, 

ORGANIZATION.  AUTHORITY  DELEGATIONS,  etc^.     UU. 

PRACTICE.  RULES  OF -"     -       V  V, :  V^'-«V " '  i  m^n? 

Atomic  safety  and  Ucensing  boards.  esUblishment   .   10J07. 

12180 

Contract  appeals  procedure. .- - --_--      377 

Informal  procedures j-     -J--  10^0^- ^2186 

Procedure  for  implying  requlrementa  by  order,  or  lor 
n^odlflcation.  suspensloa  or  rerocatlon  of  Ucense 

or  constmcUon  permit:  notice  of  violation 10826 

PROCUREMENT  REGULATIONS: 

Contracts:  *     ,  _„., 

Actions,  review  and  approval ,ff" 

alyiaes *05.  7879.  10255,  10256.  10486.  11946 

Cost  principles  and  procedures 405.  2838,  69S2 

General  regulations: 

Antitrust  violations 5»»; 

Labor  surplus  area  concerns i*5' 

Scope  of  regulaUons.  deriatioo.  etc ^3»* 

Small  business,  concerns i^*® 

Justification  and  documentation  of  procurement  ac- 
tons             * 

Labor,  workmen's  oompensaUon  insurance .  -  -  -  -      470 

Nvunbering  and  distribution  of  contracts  and  orders;     9178 

Patents  and  copyrlghU vw"     '" 

Special  types  and  methods  of  procurement.  Indemiu- 

flcatlon  of  contractors "8^^.  JO*^ 

Uranium  "Procurement  program,  domestic ii4ja 

RADIATION,  protection  against: 

Safety  requirements  foj:  radiographic  operations. .--       bwe 

Standards  5905.10826 

PropoMd  rules: 

Containers  .. lOjJJ 

Krypton  85_: 9898 

REACTORS  AND  CRITICAL  EXPERIMENT  FACILI- 
TIES: 
Construction  and/or  operation: 

Licenses  or  permits  to  listed  companies,  etc.: 

Aerojet-Oeneral  Nuol^mics U72, 2538.  4835 

AlTFtorce  Department-—  4215.6341.7463.8194,11294 

Alco  Products,  Inc 9845 

Allls-Cbalmen  Manufacturing  Co 2651.5671.9845 

Arlaona  Universl^ /i°7* 

Armed  Forces  Radloblology  Research  Institute—    5273 

6341 

Armour  Research  Foundation  of  Illinois  Institute 

of  Technology r  ^^°*'tit 

Army  Department i"** 

Babcock  t  Wilcox  Co ,,«0' 

4793.  5519,  7580.  9074.  9420.  9847.  10306.  11294. 
11565.11877.11777.12688. 

California  Unlverstty.  Regents 8193 

Carohnas    Vlrgtnta    Nuclear    Power    Associates. 

jnc  7462,12006 

Cohnnbia'Univerii^'of  New  York.  Trustees.  3014.4157 

Commonwealth  Bdlaon  Co M36 

Cmsohdated  Edison  Company  of  New  York,  Inc.    1037, 

3143, 4844 

Consmners  Power  Co 3772.  5101.  5621.  8929. 9830 

Consumers  Public  Power  District;  Power  Demon- 

Btrmtton  Reactor  Project 266.  3617,  5408 

Cortiell  Unlrerslty 696,867.4215.8286.11566.12732 

CroMTOMlft  Marine  DUpowd  Corp.-. --—    5671 

Ett  RlTW  Dsmonstratton  Reactor  Program  ProJ- 

jgj  11293.11471 

Florkto  Univerityll""" "•*?Si 

General  DyMunlca  Corp- JJ^J 

General  Electric  Co.- 11294. 12076 


p»c« 


Atomic  Energy  Comml*iion— Continuod 

REACTORS  AND  CRITICAL  EXPERIMENT  FACILI- 
TIES— Continued 
Construction  and/or  operation — Continued 
Ucenses  or  permiU  to  listed  companies,  etc.— Con. 

Illinois  University 5718 

Industrial  Reactor  Laboratories.  Inc 3014.  4ia7 

Kansas  SUte  University  of  Agriculture  and  Ap- 

plied    Science 8560,10336 

Kansas  University ^456 

La  Crosse  Boiling  Water  Reactor 12006. 12732 

Leland    Stanford    Junior    University.    Board   of 

Trustees  1076.10231 

Lockheed  Aircraft'  Corp...  4215.  6341,  7463.  8194. 11294 

Manhattan  College  Corp JJJ3 

Martin-Marietta  Corp 21.57.2651 

MassachusetU  Institute  of  Technology -—  11471 

Michigan  University 8080.  10305 

National  Aeronautics  and  Space  Administration      3778. 

3702. 3773.  4395.  5775.  6177,  12075 

.  National  Naval  Medical  Center JS96 

Nevada  University i;,^mia  I^a 

North  America  Aviation.  Inc 4036.  5456.  8194 

North  Carolina  SUte  CoUege 5;jl9 

Northern  SUtes  Power  Co 6341 

Northrop  Corp iloo  iJno 

Nuclear  Advisors,  Inc ***  'JiSS 

Ohio  State  University '°^» 

Ordiuuice  Materials  Research  Office 365^ 

Oregon  SUte  Urilversity l7,no-iiii  imJS 

Pacific  Gas  and  Electric  Co ^273,  8886  10336 

"Snsylvania  SUte  University...  1735.9153.9524.9926 

PetroUteCorp -,--» -V'i.^^. 

Piqua.  Ohio.  Power  Demonstration  Reactor  Proj- 

ect  4344 

Power  ReactorDevelopment  Co— --fJJilOJS  11903 

Purdue  University llf^.  58?4/7463.  8561 

Rhode  Island  and  Providence  Plantations  Atomic 

Energy  Commiasion l^"**' ""i. 

Rice.  William  Marsh,  Institute «»^ 

Saxton  Nuclear  Experimental  Corp..-..-----    3359. 

Texas  Agricultural  and  Mechanical  System  4310 

Texas  University ]°Jk^J??3^iJf? 

Union  Carbide  Corp 672. 1228.  }373.8561 

United  Nuclear  Corp.       --...- im8  ioi27 

US.  Naval  Postgraduate  School 1228.10127 

Utah   University UnVl^n  tnll 

Virginia   University J*"'  •oJnV 

Walter  Reed  Army  Institute  of  Research .    3703. 

5884, BdOZ 

Washington  University 2?J'2?m 

West  Virginia  University 4037.0794 

Western   New   York   Nuclear   Research   Center. 

jj^P         2936,8748 

Westlnghouse  Hectrtc  Corp 2086 

Yankee  Atomic  Electric  Co 8286. 10420 

Licensing:  ^  ^  . 

Advisory    Committee    on    Reactor    Safeguards. 

hearings  and  reports - —  10707.12186 

Authorization  of  changes,  tests  and  experlmaots-    5491. 

8825, 10707  12186 
Exemption  from  Ucensing  requirements  of  certain 
nuclear  reactors,  procedures  for  review : 
Hearings  and  report*  of  Advisory  Committee 

on  Reactor  Safeguards 10708. 12186 

Provisional  operating  authorization 2682 

Issuance  of  provisional  construction  permits.  2479. 12915 

Technical  specifications  designation 5492 

Export  license  applications : 
American  Radiator  It  Standard  SaniUry  Corp..  East 

Kilbride,  Scotiand 7506.10305,11355 

AMP  Atomics,  Rawalpindi.  Pakistan — -    4106 

General  Electric  Co..  Tokyo.  Japan 1330. 2741 

"westlnghouse    Electiric    International   Co..   Trino, 

Italy ""iSi; 

Reactor  site  criteria *'"" 

RECORDS  — _. 

Non-Federal;    retention   requirements so'a 

Public ;  proposed  rules : 

Ucensee" ^86 

_., 786 
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Violation  notices. 


Atomic  Enof9y  Committion     Confimiod 

RESTRICTED  DATA : 
Communication,     authorltj 

Order  11067) . 10289 

Criteria  for  determining  ellglhUlty  for  accew  to 4324 

Permits  for  access  to... 8349 

Safeguarding   6426 

SECURITY  CLEARANCE  for  ABC  emplayment 4324 

SOURCE  MATERIAL,  llceoQSlng:  g 

Exemption,    uranium,    imimportant   qaantltieB   of; 
coimterwelghts  in  aircraft,  rockets,  projectiles 

and  missiles 12915 

Export  regulations: 

Reexports  prohibited 8173,8825 

Uranium,    counterweights    in    aircraft,    rockets, 

missiles,  ete 12915 

STATES,  agreements  with;  exemptions  and  continued 

regulatory  authority  under  section  274.,. 1351 

California   868. 5«S.  789. 988. 3864 

Kentucky 1373 

Mississippi 3358. 8818. 3862. 4104. 5206 

New  York 8053.8282.8858.8807.10410 

Texas , 10988  11338. 11582. 11826 

URANIUM: 
Enriched  and  depleted;  base  aiAl  BptciMl  charges, 

specifications  and  packaging 5006 

Procurement  program,  domesticl 11435 

WASTE  DISPOSAL,  radioactive;  Ucenses  to  vmilous 

companies.    5ee  viider  Byproduct  material, 
WOREMEN73  COMPENSATION  INSDRAMCB 470 

Atomic  Tests: 

Dominic  Nuclear  Test  Series,  1982-. ^t   3089. 

5802. 8707. 7805. 9178. 10117. 10748 
Revocation   _„_L 10941 

Attorney  General: 

See  Justice  Department. 

Australia: 

Sugar  from,  countervailing  duties 971 

Austria: 

SOCIAL  INSURANCE  and  praska  gyatCBl 8241 

TRADE  AGREEMENT  (Brodamatlan  8488.  IfCmonn- 

dums  of  June  20. 1962  and  July  1.  1983)  _.  4235. 5935. 6255 

Autos: 

See  Motor  vehicles.  I 

Avocados:         ! 

FUMIGATION  INSTRUCTIONS.  avoCMte  from  Ok- 

waU . 4805 

IMPORT  RESTRICTIONS 5031 

MARKETING.  Florida 4887. 

5135. 5637, 8705. 8864. 9174. 10090 

Awards 

Decorations  and  awards,  Air  Tone  D^jMotment  regula- 
tions   . ..  884.  6385 


Bad  Check  Offenses: 

Prosecution    under    Courts-Martial   If  anna],    Ulolted 

Stotes.  1951  (Executive  Order  11009) 2585 

Ballistics  Missile  industry: 

Board  of  Inquiry  to  investigate  labor  di«ute  (BiMattve 

Order  11068)- 11793 

Banks: 

BANK  SERVICE  CORPOEtATION  ACT 
Federal    Deposit    Insurance   Corporation, 

rules 12000 

Federal  Reserve  System  regulations 12918 

Proposed  rules — 12001 

COOPERATIVES  J  banks  for.    See  Fam  Credit  Admin- 
istration.      V 
FEDERAL  HOME  lOAN  BANKS.    See  FBdertl  Bame 

Loan  Bank  Board.  

FEDERAL  INTERMEDIATE  CRBDIT  BANKS 12803 

FEDERAL  LAND  BANKS.    See  Fam  Credit  Adminis- 
tration. 
FOREIGN  BANKS,  accounts  with 1719 
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Bonks — Continued 

HOU>INa  COMPANIES,  applications  for  lyjproval  of 

aoquisltton  of  bank  shares.    See  Federal  Reserve 

Sy»tem.  

INSURED  DEPOSITS.    See  Federal  Deposit  Insurance 

Cmporatton. 
NATIONAL  BANKS.^^ee  Comptroller  of  Currency; 

Federal  Reserve  Bystvai. 

BaHey: 

CROP  INSURANCE: 

1962  crop- _.__ 2769.  3187 

1963  crop 1002.3972,6791,12702 

FEED  GRAIN  PROGRAM,  1962 __ 5329 

FUTURE  DELIVERY,  limits  <xi  positions  and  daily 

trading  6676,12366 

LOAN  AND  PURCHASE  AOREEBCENT  PROGRAMS: 

1961  crop 557, 1407, 1753 

1962  crop 6469, 7673, 8159. 8527. 9373. 10149 

PRICE  SUPPORI'  PROGRAM,  1962  crop 4411.  6583 

RESEAL  LOAN  PROGRAMS : 

1959  crop 5081 

1960  crop 5079 

1961  crop , 5077 

STANDARDS,  grain  barley 697,2551 

Beans: 

COCOA  BEANS,  moldy  and  insect-infested,  imported; 

tolerances  6876 

DRY  KnrRTiE  BEANS : 
Crop  insurance: 

1962  crop 3187 

1963  crop 9435, 12704 

Loan  and  purchase  agreement  program,  1962 —  7413. 12744 

'    Price  support  program,  1962  crop „ —    4411 

Storage  in  licensed  warehouses 3567 

LIMA  BEANS,  frozen  qieckled;  standards 5789 

Belgium: 

Trade  agreement  (Proclamation  3468) 4236 

BHI  of  Rights  Day: 

(Proclamation  3508)-. 11913 

Biological,  Chemical,  and  Radiological  War- 
fare: 

Emergency  preparedness  functions   (Executive  Order 

10997.  10998,  11001,  11005) 1622,1524.1534,1544 

Biological  Products: 

UCENSmo.  TESTING,  etc    See  Public  Health  Service. 
VIRUSES,  SERUMS,  TOXINS,  etc.    See  Agrieultare 
Do^artment. 

Birds,  Migratory: 

Hunting,  protection,  ete.   5e«  Pish  and  ^radlife  Service. 

Blind-Made    Products,    ConQ^iftee    on    Pui^ 

chases  of: 

Records,  non-Federal;  retention  requirements 3076 

Blue-Mold  Cheese: 

ARTIFICIAL  COLORING  aiul  bleaching 399 

MODIFICATION  OP  IMPORT  QUOTA: 

(Proclamation  3480) 3183 

Regulation 8880 

STANDARD  OF  IDENTTTY,  effective  date 399 

Boards: 

See  Committees  and  boards. 

Boating: 

National    Safe    Boating    Week.    1962    (Proclamation 

3453) 2216 

Boats: 

See  Vessels. 

Bondsc 

ARMED  FORCES  LEAVE  BONDS 9384 

RBQULATIONS.    See  epedfle  agencies. 

SURETY  BONDS: 
Companies  aooeptaUe.    See  Treasury  Department 
Regulations,  various  agencies.    See  tpedfie  agendee. 

TREASURY  BONDS.    See  Treasury  Department 
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Bonneville  Power  Administration: 

Authority  delegatloni: 
By  Admlnlstnttor.  to  vmrlous  ofBeULs: 

Acting   administrator,  succession  In  civil  defense 

esieTsency --- 

Chief    of    Stipply;     contracts    for    expenmental 
8Ui>plle8  and  equipment  for  direct-current  test 

line  and  terminals <565 

Field  Operations  Ofttcer ;  claims  under  $500 28 1 2 

Power ,  Operations    Chief;    operation    or    mainte- 
nance of  equipment 2811 

Prom  Secretary  of  Interior : 

Contracts   for   experimental   supplies   and   equip- 
ment — 3861.5348 

Superseded   •  ^359 

Market  power  from  certain  projects,  enter  power 

contracts,  conduct  Investigations,  etc 591 

Books  and  PubtkoHoos: 

Exchanges   with   foreign   countries    (Executive   Order 
11034) 


P««« 


6071 


10326,  11941 


Border  Patrol: 

See  Immigration  and  Naturalization  Service. 

Brake  Fluid: 

Hydraulic  brake  Huid.  synthetic-  and  petroleum -base; 
specifications 

Brazil: 

Social  insurance  and  pension  system *814 

Bread:  ,,,^ 

Identity  standard,  optional  ingredient 1318 

Bridge  Regulations: 

See  Engineers  Corps. 

Broccoli:  ,_,  ^^^ 

Pnnen  broccoli,  standards 3583,3793,4061 

Bronze  Star  Medal  Award: 

RegiUatlons  (Executive  Order  11046) 8575 

Brussels  Universol  and  International  Exhibi- 
tion, 1958: 

Liquidation    of    affairs,    functions     (Executive    Order 

11034) ^^^ 

Budget  Bureau: 

EXECUTIVE  ORDERS  AND  PROCLAMATIONS,  func- 

Uons  (ExecuttTC  Order  11030) -.-     5847 

FORE3CIN  CURREWCIES,  functions  under  Agricultoral 
Trade  Development  and  Assistance  Act  of  1954  (Ex- 
ecutive Order  11038) vV-tVo-     ® 

HOSPITAL  AND  MEDICAL  CARE  furnished  by  US.. 

establishment  of  rates :  .  ^^„, 

Authority  of  Director  (Executive  Order  11060) 10925 

For  recovery  from  tortiously  liable  third  persons 12380 

LANDS  TRANSFERRED : 

South  Dakota:  ^  ...» 

Pfl^i«nrtii   National   Monument,   from  Agriculture 

Department  to  Interior  Department 12152 

Oahe  Dam  and  RaMTVoir.  from  Agriculture  Depart- 

ment  to  Army  Department... 12455 

Tennessee.  Cherokee  National  POrest.  from  Agrlcul- 

ture  Depastment  to  Tennessee  Valley  Axithortt^-I05«8 
Utah.  Oarfleld  County,  from  Agriculture  Department^ 

to  Interior  Department Wll 

TRAVEL  AND  TRANSPORTATION  EXPENSES  for 

Federal  civilian  employees,  regulations  (Executive    ^^^ 
order  11012) '••' 

Bureau  of  Standards: 

See  National  Bureau  of  Standards. 

Burundi:  ,„,^ 

Immigration  quote  for  (Proclamation  3503 ) 10399 

Business    and    Defense    Services    Adminis- 
tration: 

COPPER  and  coiwer-base  alloys,  set-aside  percentages.    1071. 

4781 

DEFENSE  MATERIALS  SYSTEM;  authorized  program 

identifications  and  aOotttng  agendet 11696 

EMERQENCY  DELBQATION  of  priorities  and  alloca- 

tton  powers -    ^862 


Business  and  Defense  Services  Adminis- 
tration— Continued 

FARM  E^QUIPMENT.  scope  of  term  as  used  in  Ebcecutive 
Orders  10480.  10998,  and  10999:  agreement  between 
Administrator  and  Agricultural  Stabilization  nd 
Conservation  Service 9418,9574 

FOREIGN  EXCESS  PROPERTY,  nonagrlcultural ;  Im- 
portation    4202.5937 

RECORDS.  non-Federal:  retention  requirements 3033 

Business  Economics  Office: 

Reports  on   foreign   investment   and  on   international 

receipts  and  payments  of  royalties  and  fees 3846 

Butterfat: 

Price-support   program 3907 

Buy  American  Act: 

Foreign  procurement  restrictions : 

Air  Force  Department 3378.10212.11761 

Army  Department 2634 

Defense  Department 3450 


Cabinet  Textile  Advisory  Committee,  Presi- 
dent's: 

FUNCTTIONS  (Executive  Order  11052) M91 

IMPORT  RESTRICTTIONS: 

Portugal  10109.10332.12588,12589 

Republic  of  China 10659. 11242. 11677, 12850. 12978 

Campaign  Costs,  President's  Commission  on: 

Extension  (Executive  Order  11039) 7755 

Canada: 

RADIO    STATIONS 869 

1126,  2746.  3415,  4795,  5675.  6910.  9850.  12457 
TRADE  AGREEMENT  (Proclamation  3468.  Memoran- 
dum of  Juoe  20.  1962) 4235.5935 

Canadian  Government: 

Claims  against,  for  damages  caused  by  construction  of 

Out  Dam  in*Saint  Lawrence  River 10111 

Canal  Zone  Government: 

EMPLOYMENT  AND  COMPENSATION: 

Career  or  career-conditional  appointments,  conver- 
sions to;  other  employees 2505 

Compensation  and  allowances : 

General  pay  adjustments 4359 

Individual  pay  determinations iS2 

Pay  saving 2508 

Schedule  and  wlthin-grade  increases 12396 

Tax    factor 2806 

Exclusion  of  certain  positions  from  competitive  serv- 
ice: visiting  physicians  and  nurses 2505 

OPERATION  AND  NAVIGATION  of  Canal  and   ad- 
jacent waters;  meals  furnished  by  vessel  in  certain 

caaes '**'^* 

RECORDS,  non-Federal:  retention  requirements S084 

SANITATION.  HEALTH.  AND  QUARANTINE: 

Maritime  and  aircraft  quarantine  (CZO  60) 11666 

Pest  exterminators,  licensing  (CZO  59) 511 

Cancer  Control  Montfi,   1962: 

^Proclamation   3461) 3185 

Candidates: 

For  public  office,  use  of  broadcast  facilities 10063 

Cantaloups:  ' 

standards,  editorial  note 2307 

Captive  Nations  Week,  1962: 

(Proclamation  3482) 8771 

Carbonated  Beverages,  Nonalcoholic: 

Termination  of  exemption  for  label  decUratlon  of  in- 
gredients, extension  of  effective  date 4623 

Caribbean  Organization: 

Designation    as   privileged    international   organisation 

(Executive  Order  10983) ^ 
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Carpets:  *•«• 

ModiAcation  of  trade  agreement  ooneesskm   (Froela- 

mation  3454.  3458) _^ tTBt.SlOl 

Carrots: 

MARKETINO,  Texas SS5.  lOOT.fSlS.  3661. 4469, 

4585.  9776,   10328,   10746;  11366.   13183.   12583 
STANDARDS,  froKn  carrots 74 

Census  Bureau: 

ORGANIZATION  AND  FUNCTIONS 6397 

SURVEYS: 

Canned   foods,  distributors  stocks 21.11469 

Manufactures 20.8684.9845.11243,12454 

Multiunit  companies,  number  of  employees.  tft*^fth?f 

wages,  geographic  location,  and  kinds  of  biiainess-    3862 
Retailers'    inventories.    sales-Inventory    ratios,    and 

number  of  stores 185, 11711 

Census  Data: 

Emergency  preparedness  functions  of  Secretary  of  Com- 
merce (Executive  Order  10999) _— _     1527 

Central  African  Republic: 

Social  insurance  and  pension  system r__ 10716 

Chad: 

Social  insurance  and  pension  systoh .2707 

Checks:                                                ^ 
Bad  check  offenses,  prosecution  under  Oourts-Martlal 
Manual,    United    States.    1951    (Executhre    Order 
11009) 2585 

Cheese: 

BLUE-MOLD  CHEESE: 

Artificial  coloring . 399 

Modification  of  Import  <iuota : 

(Proclamation   3460) 3183 

Regulation  __: 6080 

Standard  of  Identify,  effective  date » 399 

CHEDDAR,  washed  curd,  colby,  etc.;  idoitity  standard.  3005 
COLD-PACK  CHEESE  FOOD,  Standard  of  identity; 

proposed  rule, .-  9332 

COTTAGE  CHEESE,  standard  of  Identttir:  piupoeed 

rule _. 1173 

CREAM  CHEESE,  standard  of  Identt^;  ogOMial  in- 

Rredients 386. 686. 3SM,  6629. 11678 

EDAM  CHEESE,  standard  of  Identtty;  ptoi>oeed  mle..  9625 

GOUDA  CHEESE,  standard ^f  Identity:  propose^  rttle.  6625 

MUENSTER  CHEESE,  standard  of  identity 3612, 

6966  6331  6307 
PASTEURIZED  PROCESS  CHBESE.  standard  of  Men-  ' 

tity:  proposed  rule . 8832 

SWISS.  BLUE,  gorgonzola.  provolone.  etc.;  standards 

of  identity,  effective  date  of  order 399 

Chemical,  Biological,  and  Radiological  War- 
fare: I 

Emergency   preparedness   functions    (Bzeeutlve  Order 

10997.  10998.  11001,  11005) 1533,1534,1834,1544 

Cherries,  Sweeh 

Marketing,    Washington I 5537,7088 

Child  Health  Day,  1962: 

I  Proclamation   3487) 8295 

Child  Labor  Regulations: 

See  Labor  Department. 

Children's  Bureau:        i 

Child  welfare  services 4880 

Christmas  Holiday: 

December  24.  1962,  excusing  Federal  onployees  from 

duty  (Executive  Order  11064) 11579 

Christmas  Trees:  j 

standards  for  grades . 1331.4273 

Citizenship    Day    and    ConHihitioii    Woek, 

1 962: 
(Proclamation  3464) _ _.    3371 

Citrus  Fruit: 

See  also  specific  fruit. 

CROP  INSURANCE,  1962  ctop , 3167, 12702 

86000—63 3 
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Citrus  Fru  it — Continued 

MARKETING  ORDERS,  import  restrictions.    See  Agri- 
culture Department. 

Civil  Aeronautics  Board: 

ACCIDENTS: 
Investigation  of  accident  at  Jamaica  Bay,  Long  Is- 
land, N.Y 1 2538 

Regulation,  accidents,  inflight  hazards,  overdue  air- 
craft and  safety  investigations;  proposed  rule 786 

AGREEMENTS.    See  under  Economic  regulations. 

AIR  SAFETY  PROCEEDINGS,  rules  Of  practice 851. 

3537,  4471 
AIRPORTS.  REGIONAL;  investigation: 

Dallas-Fort  Worth 8462, 10560 

Fort  Wayne-Muncie  area 3618.7749 

New  England  area 2937,3264,8463,8838 

North  Carolina,  eastern  area 8563,8749,9632.9959 

North  central  area 6343.8749 

AUTHORITY  DELEGATIONS   and  review  of   action 

under  delegation;  nonheattng  matters 7758 

CHARTER  TRIPS.    See  under  Economic  regulations. 
CLASSIFICATION  and  exemption  of  certain  air  car- 
riers.   See  Economic  regulaticms. 

ECONOMIC    PROCEEDINGS- 6708,12545 

Decisions: 

Examiners'  decisions,  review;  pr(HX)6ed  rule lllWl 

Exceptions  and  supporting  briefs 855,7820 

Exemption  proceedings;  applications  for  Renewal  or 

extension,  proposed  rule 2775 

Hearing  examiners,  delegation  of  functicxis  tO— _  853, 1068 
Interlocutory  orders,  petitions  for  reconsideration.  855. 2681 

Loan  guaranty  program • 169 

Mall  rates,  temporary 7488 

Prohibition  of  unauthorized  ftnd  infcMinai  docimients.      973 
Route  proceedings:  ^ 

Applicability  and  evidence 5735 

Cost  estimates  involving  local  servlee  operations  of 
certain    air    carriers;     proposed    rule,    time 

extension  588 

Initiation  238.7016 

Route  authority:  dismissal  of  certain  stale  aivliea- 

tlMis    7017 

Supplemental  air  carriers.  Interiin  certification 6708 

Tariffs,  suspension;  filing  complaints,  proposed  rule..   9456, 

10331,  11239 
ECONOMIC  REGULATIONS: 
Accounts: 
Records  and  memoranda,  preservation  of;  reten- 
tion by  former  air  carriers  applying  for  cer- 
tificates _-_ .    9911 

Uniform  system: 
Reporting  on  punched  cards  and  magnetic  tapes. 

proposed  rule 5268,6946 

Supplemental  air  carriers,  etc 109S6, 12816 

Agreements.  fUing: 
Air  Traffle  Conference  Agency;   commissions   on 

tickets,  etc.,  sold  by  travel  agents 8126 

International  Air  Transport  Association: 

Cargo  rates _ 2779,6506.7805,8195.10336 

Group    fares 2254.8856 

Specific  commodity  rates 907, 

1509,  2130.  2538,  2815,  4257,  6051,  6606.  6720, 
8058,  8289.  8887.  9525,  10180,  10504,  11241,  12420 
ON-tiflcates: 
Public    convenience    and    necessity;    flxed-tenn 
/  temporary  route  authorizati(»s  by  exemption, 
application  for  renewal  or  extension,  ptt^wsed 

rule   , 2776 

Temporary  suspension  of  service 733 

Terms,  conditions,  and  limitations:  ^ 

Interstate  and  overseas  route  air  transportation.      559 

,Supplemental  air-  transportation.., 8881. 8639 

Liability  Insurance  requlronents.  10027, 10941, 12259 
Charter  trips,  passeonger;  all-cargo  route  air  carriers. 

pnvosed  rule 11323,12649 

Clasaiflcation  and  exemption  of  certain  air  carriers: 
Air  freight  forwarders,  intematiooal:  tranqtorta- 

tion  charges,  payment,  deletion 4516 

Exemption  from  flying  c«tain  agreements 1067 

Indirect  air  carriers : 
Air  freight  forwarders  and  cooperative  shippers 

associations  11406 
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avil  AMWKiutics  Board — Continued 

ECONOMIC  RBOULATIONS— Continued 
Classlflcatlon  and  exemption  of  certain  air  carriers — 
Continued 
Indirect  air  carriers — Continued 

Record-retention    and    reporting    requirements, 
by  air  freight  forwarders;   airwaybiUa  and 

manifests  *355 

Transportation  charges,  payment;  deletion J    4610 

Military   exemptions:    short   notice   military   con- 
tracts         *^0'' 

Compensation,    reasonable .  j!.^' 

972.  480«. 8196, 8627. 9615. 10578 

Reports,  filing 4808.  6196.  J627.  9615. 10578 

Defense   Department   personnel,    household    effects; 

proposed  rule 12223 

Definitions  and  Instructions;  supplemental  air  car 


PSff* 


rler 
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Foreign  air  carriers,  permits;  certain  restrictions  re- 
pealed     11533 

Military  exemptions W9. 

Records  of  supplemental  air  carriers,  preservation  of : 
Retention  by  former  air  carriers  applying  for  cer- 
tificates   WU 

Ticket  records i75o 

Reports,  filing;  supplemental  air  carriers 8975.9647 

Repeal  of  Part 12927 

TarliTs  of  air  carriers: 
Free  or  reduced  rate  transportation;  proposed  is- 
suance of  passes ^^Tl 

Passenger  credit  plans  investigation 597 

Passenger  fares  where  rates  change  prior  to  travel 

date.  Investigation 9463 

Publication,  filing,  posting,  etc. : 

Carriers'  billing  and  pasrment  rules 4509.6494 

Processing  tariff  proposals,  posting  changes,  pas- 

senger  fares:  proposed  rule — --  9456. 

'  10331.11239.11898 

Rate  reduced,  for  immediate  families  of  military 

personnel  stationed  overseas 465 

Tariff  liability  rules : 

Nuclear  and  nuUaUon  damage 2708.3524,6052 

Passengers'  baggage  or  personal  property,  loss  or 

damage.  Investigation  dismissed 3570, 10053 

Trade  agreements: 

Extension  of  Part 12815 

Incluslfm  of  certificated  helicopter  air  carriers-.-     8174 
Limitation  on  value : 

iDcreaaed  limitation,  proposed  rule 12967 

Passenger  air  transportation 9408. 10153 

HEARINQ  EXAMINERS,  delegation  of  functions  in  air 

safety  and  economic  proceedings 851,853  1068 

HEARXNOe.  Investigations,  et4.: 
Accident.  Jamaica  Bay.  Long  Island,  NY.,  investiga- 

tlon — — '- 2638 

Companies  and  cases.    See  Ust  at  end  of  this  agency. 

Priorities  •- ''OlS 

HELICOPTER  operators;  flight  pattern  rules__ 3376 

INYESnOATIONS,  INFORMAL;  Enforcement  Bureau, 

proposed  rule **29 

MILITARY  EXEMPTIONS;  short  notice  military  oon- 

tracU 'lO*^ 

Ccunpensation.  reasonable . '^.l' 

972, 4808. 6196  8627.  9615. 10578 

Reports    filing 4808. 6196,  8627, 9615. 10678 

NUCLEAR  AND  RADIA-nON  DAMAGE,  tariff  liability-    2708. 

S524, 6052 
ORGANIZATION,  authority  delegations  and  review  of 

staff  action  under  delegation,  non-hearing  matters.     7756 
POLICY  STATEMENTS :  „^ , , 

Hearings,  VloriUes  of 7018 

Military  Air  Transport  Service  charter  exemptions..      693 

Public  and  dvlc  bodies  in  route  proceedings 8268 

Subsidized  air  carriers,  nontransport  activities;  pro- 

^Sosed  rule 3295.4309.8563 

Tariff  publications,  processing:  proposed  nxle 9466, 

10331. 11239 

Transatlantic    passenger    charter   service:    seasonii 

exemptions  public  interest  factors 2775,4732 

PROCEDURAL  REGULAIIONS.     See  Air  safety  pro- 
ceedings;   Economic    proceedings;    Investigations, 
Informal. 
RADIATION    AND    NUCLEAR    DAMAGE.    Uriff    lia- 

baity  —     2708,3524,6052 


Civil  Aeronautics  Board — ConHnuod 

RECORDS,  retention  requirements: 

Non-Federal  records 3076 

Supplemental  air  carriers 1756.9911 

SAFETY  INVESTIGATION  regiUaUons: 
Accidents,    inflight    hasards.    overdue    aircraft    and 

safety  investigations;  proposed  rule 786 

InspecUon  of  records,  facilities  and  equipment,  au- 
thority of  Board  representatives;  proposed  redes- 

ignation   ''^^ 

SAFETY  PROCEEDINGS,  niles  of  practice. __  861,3537,4471 
SPECIAL  REGULATIONS;  fixed-term  temporary  route 
authorizations  by  exemption,  applications  by  ex- 
emption, application  for  renewal  or  extension,  pro- 
posed  rule 2775 

HEARINGS,    INVESTIGATIONS,    ETC.: 
ABC  Int«rnatlon*l.  Inc..  10S06.  11974. 
ADD  Alrfr«lght  Corp.,   10300. 
Aaxico  Airllnec,  Inc.,  64M. 
Admiral  Air  Service,  Inc.,  8138. 
Admiral  AlnraTi.  Inc.,  8003,  10816. 
Aerollnea*  Peruanaa,  8A.,  6291. 
Aeronaves  de  Mexico,  8.A.,  3488.  3741 
Aerovlaa  Condor  de  Colombia.  Ltda..  8328.  SIM. 
Air  bua  tariffs  InveMlgaUon.  4037.  0401.  0794,  18333. 
Air  Cargo  Expreaa.  Inc.,  3670,  4816. 
Air  Freight  OorporaUon,  11974. 

Air  Freight  Forwardera  A*Kx:latlon.  1483,  1738.  8776,  5884.  9486. 
Air  Frelghtways,  13381. 
Airline  Tranaport  Carrlen.  Inc..  10716. 
Alaaka  Air  Forwarding  Corp.  et  al..  9636. 
Alaaka  AlrUnea.  Inc.,  3814, 11974. 
Alltalla-Llcee  Aeree  Itallana-S.pA.,  868,  1133. 
Alleghany.  Bath.  Covlng:ton,  Clifton  Forge  Virginia  Airport  Oom- 

mittee.  6806. 
Allegheny  AirUnee.  Inc..  3016.  4817,  8484.  8081.  12733. 
Allied  Air  Freight,  Ino.  et  al..  10067. 

American  Airlinea.  Inc.  et  al..  823,  680.  793.  956.  M8e.  J741.  8144. 
3894    4490.  4710,  4743.  4846,  5466,  6605.  6906.  7133.  7997.  8633, 
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9779. 
American  Flyera  Airline  Corp    et  al..  8309. 
Andenon,  Indiana,  et  al.,  1403. 
Andrews  Air  Service  Corp.  et  al.,  8680. 
Aaaoclated  Air  Tranaport,  Inc..  6344,  8631,  10716. 
ATlaaon  Knterprlaea,  Inc.  et  al.,  3638. 
BOAC-Cunard.  Ltd..  13844. 
Baggage  liability  caae,  6243. 
BUts  Airlinea.  Inc..  8685, 10716. 
BoLse-Laa  Vegaa  aervlce  caae,  5750,  6918. 

Brake  DeilTery  Service,  et  al.,  13986.  

Branlff  Airways,  Inc..  1875.  1463.  3862,  3208,  5722,  8683. 

Bronatein,  Nathan.  12381. 

Brown.  Arthur  J.  et  al.,  57. 

Oal-Alr  Forwarders,  Inc..  5817. 

Caledonian  Airways.  Ltd..  4312.  5156.  6761,  12966. 

California.  Uklah,  10974.  11515. 

California  Floral  Trafflc  Conference,  et  al.,  678. 

California  Hawaiian  Airlinea,  8686.  10716. 

Calif amia-Nerada  excursion  fares,  8812,  9MS. 

capital  Airlines,  Inc..  4581. 

Capitol  Airways.  Inc..  10874. 

Catallna  Island  service  investigation,  3174. 

Central  Airlines.  Inc..  8127. 

Charlotte  Aircraft^ Corp.,  11712. 

Chattanooga,  service  to,  8880. 

Chicago  HeUoopter  Airways.  Inc..  9158.  9062. 

Cla.  Rutaa  Intemaclonalea  Peruanas.  SA..  21,  887.  __^^„„- 

City  lieesenger  Service  of  Hollywood.  Inc..  enforoeBMOt  proossdr 
ing.  4748,  5468. 

Coastal  Air  Unea.  58. 

ColumbU  AlrUnea,  8686.  10918,  11829. 

CompeUUve  trunkllne  service  InvestlgaUon,  484S,  1167t. 

Conner  Air  Lines.  Inc.,  4568.  

ConUnental  Air  Unea.  Inc.  et  al..  8208.  7068,  8>28,  8882, 

Conway.  Ronald  H..  4257. 

Cunard  ^igle  Airways.  Ltd..  4684,  5156.  5671.  ^^ 

Dallas-Fort  Worth  Regional  Airport  InvestlgatlMt.  MM 

Delta  Air  Lines.  Ino.  et  •!..  SSSS,  2800,  8145,  8800,  SMO, 
5760.  8128,  0990. 

Directional  charter  rates  caae.  8070. 

Eastern  Air  Unea,  Inc.  et  al..  801.  900,  8017,  8894.  4316,  4gll. 
7999.  8960.  9002,  9920,  10710,  11712,  11908. 

Eastern  Mohawk  transfer  caae.  030. 

Extern  New  Haven  suspension,  3838. 


c.    vi>    au.,    VS0I. 

investigation,  8018.  7749.  y 
T.  4710,  5102,  0242,  7998.^1,  11 


Civil  AeronouHcs 

HEARINGS,   INVESTIGATIONS,   ETC 

Eaftern  North  Oarollna  area  airline  servlcs  airport  invastlgation. 
9832,  9959. 

Empresa  de  Vlacao  Aerea  Rio  Orandense.  SJL.  t9C  110. 

Enipresa  Ouatemalteca  De  Avlaclon,  BJL  (Avlatsca),  8941. 

Flying  Cargo,  Inc.  et  al..  2382.  3707,  4710. 

Flying  Tiger  Line.  Inc..  674.  783.  1786.  2815.  8337,  10068. 

F<.)relgn  air  carrier  permit  tehna  Investigation,  9737. 

Furt  Lauderdale  restriction  case,  et  al.,  6487 

Fort  Wayne -Muncie  area  airport 

Frontier  Airlines,  Inc..  1506,  4397.  4710,  5103,  6242,  7998.,8e6l,  11436. 
11712.  11904. 

C'iruup  travel,  domestic,  ticket  refunds,  10179. 

Hamilton  Flying  Club,  et  al..  2708. 

Hawaiian  air  service  investigation,  6795. 

Helicopter  operators  consolidated  mall  rate  proceedings,  8127. 

Hl-Plalns  Airways,  8685. 

Imperial  Airlines,  Inc.,  5007. 

Interamerlcan  Forwarding  Corp.,  12466. 

Intra-Alaska  case.  5373,  11380. 

Kansas-Oklahoma  local  service  case,  reopened,  3018,  4490,  9662. 

Kent  Aviation  Limited,  8335. 

Kingston  Flying  Club,  760. 

Lake  Central -Delta  enforcement  case.  5678,  6760,  8128. 

Large  irregular  air  carrier  investigation,  3570,4815,6344. 10053. 

Leavens  Bros..  Ltd.  et  al..  9860.  '^ 

Llnea  Internacional  Aarea.  SJl,  10918. 

Lineas  Aereas  Costarrlcenses.  SA..  10500.  10816. 

Llneas  Aereas  Taxader.  SJl..  0602,  12070,  12278. 

Local  service  carriers,  et  al..  4217.  5351. 

Lurthansa.  3174,  3360. 

Mackey  AlrUnea.  Inc.,  360.  9486. 

Mays,  Howard  J..  4435,  9662. 

Miami  Airlines.  Inc.,  2575.       I 

Midwest  Aviation.  Ltd..  6720. 

VIohawk  Airlines,  Inc.,  4817.  8081, 9411. 12489. 

Munz.  William  S.,  4435. 

Mutual  aid  pact  Investigation,  362.  4509,  9287. 

Napier  Engines,  Inc..  3010. 

Nevada  Airmotlve  Corp..  1374. 

New  England  regional  airport  InvestlgaUon,  2937.  3304,  8402.  8838. 

New  York -Florida  renewal  case.  5995.  8080. 

North  Carolina,  eastern  area,  airport  investigation,  8503. 8748. 9832, 

9959. 
North  Central  Airlines,  Inc.,  2333,  4397.  4710,  5103.  M19,  0343.  7998, 

8081,  9411.  10128. 
North  central  area  airport  Investigatloo.  6S48.  8740. 
Northeast  Airlines.  Inc..  383. 449. 507. 3480. 4743. 11473. 
Northern  Consolidated-Chevron  control  ease.  6578.  0730. 
Northwest  Airlines,  Inc.,  1338,  3005,  5719. 
Ogdensburg.  N.T..  case,  030,  1077,  3895. 
Ontario  Central  Airlines,  Ltd..  4794. 
Overseas  National  Airways.  Inc.,  3145. 
Ozark  Air  Lines,  Inc..  431,  8950. 
Pacinc  Air  Lines,  Inc.  et  al.,  3209.  5156.  5918. 
Pacific  N(»them  Airlines,  Inc..  4897. 
Pacific  Northwest-Alaska  Air  Service,  3709,  3174. 
Pan  American  World  Airways,  Inc.,  1375.  1408.  3803.  8S2K.  8S01. 

9663,  9850,  10421,  11777. 
Panama  City-Memphis  route  case,  9003,  9000. 
Paramount  Airlines,  Inc..  0083,  10710,  13803. 
Passenger  credit  plans  InvestlgatiOii,  507. 
Peninsula  Air  Service.  Ltd..  13783. 
Private  airline  club  waiting  rooms;  Investigation,  3813. 
Puerto  Rico  passenger  fares,  il9tjJjg^Bn».  8835.  IMO,  10401. 
Quaker  City  Airways,  Inc.,  3700, 1^1^8)015. 
Reeve  Aleutian  Airways,  Inc.,  5731. 
Riddle  Airlines,  Inc.,  0051.  12197. 
Roberts.  Vance.  10064. 

San  Francisco  &  Oakland  Helicopter  Airlines,  Inc.,  10137. 
Seaboard  World  Airlinea,  Inc.,  10974. 
SeatUe-Falrbanlu  fare  investigation,  136,  3013. 
Sheboygan  and  Manitowoc,  Wis.,  area,  4583,  5374. 
Shulman.  Inc.  et  al..  1374. 

suck  Airways,  Inc.,  3815, 3707, 7092, 0280, 8001, 0700. 
Slick  Corporation.  11437,  12430. 
Sourdough  Air  Transport,  4400, 0000. 
Southern  Air  Transport,  Inc..  0853. 13503. 
Southern  Airways,  Inc..  4037,  5450, 5780, 0177, 
Southern  Rocky  Mountain  area  local  setik,i] 
Southwestern  area  local  service  case,  907. 
Spokane,  servlee  to,  7093, 8000. 
Standard  Airways.  Inc..  8880. 
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HEARINGS,  INVESTIGATIONS,  ETC. 

Stewart  Air  Service.  5007. 

Swissair.  Swiss  Air  Transport  Co..  Ltd.,  637. 
.  TACA.  Inc.;  show  cause  order.  10815. 

Tasman  Empire  Airways,  Ltd.,  8228,  8838. 

Tlscber,  Hans,  et  al..  1229, 1583. 

Toolco-Nortbeast  control  case,  362, 449,  597,  2489,  4743. 

Trans  Caribbean  Airways,  et  al.,  9186. 

Trans  International  AlrUnea.  Inc..  2160, 12456. 

Trans-Texas  Airways.  Inc.,  597.  3412. 4490,  5102. 

Trans  World  Airlines,  Inc..  241,  1374,  3823.  4489,  4710,  4817,  7133. 
8081.  8601.  9779.  10179. 

Transatlantic  charter  investigation,  1736, 10421. 

Transatlantic  final  maU  rate  case;  reopened,  4397. 

Transatlantic  route  case,  4489,  5671.  9779. 

Transborder  Canadian.  5578,  5886,  6566. 

TTansocean  Air  Lines.  4569. 

TVanspaclfic  route  case,  reopened,  5822,  5&70. 

Transportes  Aereos  Naclonales,  S.A..  8228.  9663.  10111.  10716.  11777. 

Tulsa-Denver  restriction  case.  4634, 4816,  8128. 

United  Air  Lines.  Inc..  21, 2297. 2489, 3570. 4710,  8685. 9361. 

United  States  Overseas  Airlines.  Inc.,  4815,  8686. 

United  States-South  America  route  case,  637, 2938,  8505. 

Venezolana  Internacional  de  Avlaclon,  SJi...  23, 1123. 

Walto,  C.  E..  8685. 

Washington,  D.C..  heUcopter  service  case,  9737. 

West  Coast  Air  Services.  Ltd.,  5578,  5886. 

West  Coast  AlrUnes.  Inc..  1926.  4943,  6438,  6566,  6720.  8958. 

Western  Air  Lines,  Inc.,  6906. 

Whltworth  Gloeter  Aircraft,  Ltd.,  6051. 

Wlen  Alaska  Airways,  Inc..  9850, 10421.  t 

World  Airways,  Inc.,  5456. 11329. 11515. 

World  Wide  Airlines,  Inc..  8601, 10815, 11713. 

Utilon  Speditlons  O m.b.  H.,  12457. 

Zantop  Air  Transport,  Inc.,  58,  5621. 

Civil  Defense: 

EMERGENCY     PREPAREDNESS     FUNCTIONS.     See 

^Emergency  preparedness  functions. 

FEDERAL  EMPLOYEES,  reservists,  and  suivort  per- 
sonnel, identification ^ 10541 

Civil  Defense  Functions: 

See  Defense  Department,  and  Emergency  prepareAiess 
functions.  . 

Civil  Rights  Commission:  , 

HEARINGS:  ^ 

Commission  documents  confidential 11318 

Procedure __  hij 

STATE  ADVISORY  COMMITTEBS: 

Meetings,  waiver  of  compliance 4570 

Operations  and  functions 4569 

Qvil  Service  Act: 

Eightieth  anniversary  (Proclamation  3496) 9679 

Civil  Service  Commission: 

ADVERSE  ACTIONS  and  appeals. _ 3105,4759 

Agency  systems 3105 

Employee  coverage 10408 

Dis<diarge.  suspension,  more  than  30  days,  etc.;  cover- 
age    10407 

Exclusions,   general 10407 

(Executive  Orders  10987,  10988) 550,551 

Sui9)ensions,  30  days  or  less;  coverage 10407 

ALIEN  EMPLOYEES;   reductions  in  force,  retention 

preference  2793 

COMPETITIVE  POSITIONS,  filling  of: 

Apportionment ,_„_ 10407 

Members  of  family,  restrictions 10407 

Nondiscrimination  against  women : 7481 

Promotion,  demoUon,  etc.,  agency  authort^ 10407 

Reinstatement  axid  noncompetitive  job  appointment, 

tonporary ... 10407 

Tyipea  of  aNDoIntment: 

Career-conditional  and  career 5788, 10407 

Temporary 10407 

Tenn ^ 10407 

DISCHARGE.    5ee  Adverse  actions  and  appeals. 
EDUCATION  requirements  for  anpolntmoni  to  oesiain 
acieiAifle,  technical,  and  profeasioDal  poatttono:      "^ 

l&iglnoer, 2624 

Fishery  bfologist 1548 

ftychologist 457 
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Civil  Service  Commitsion — Continued 

EDUCATION  requlremento  for  appointment  to  certain 
aclentlflc.  technical,  and  professional  positions— Con. 

Public  health  educator -—    {JTJ 

Refuge  manager ***f 

StatisUclan f"* 

Wildlife  biologist 1»^8 

EMPLOYEE-MANAGEMENT     RELATIONS,     code    of 

fair  labor  practices  (Executive  Order  10988) 651 

EMPLOYEE  ORGANIZATIONS,  standards  of  conduct. 

funcUons  (Executive  Order  10988) 551 

EXCEPTIONS  PROM  COMPETITTVE  SERVICE 12313 

Method  of  filling  excepted  poslUons  and  status  of  in- 

cumbents  . J2313 

Schedule  A izju 

Agencies   with   positions   added,    amended,   or  re- 

maWa/4  * 

Agricultiire  Department 3591' 

4323.  4505,  6311.  6921.  11253.  12427 

Air  Force  Department 9207 

Civil  and  Defense  MobillzaUon  Office 5905. 12894 

Civil  Service  Commission -;»U22« 

Ct^erce  Department "^1*1  ?.^,- llll  l^^l 

Defense  Department 302.4691.  5243  5329 

Entire  Executive  Civil  Service ii*»J 

Executive  Office  of  the  President 5490 

Export-Import  Bank  of  Washington 2624 

Farmers  Home  Administration 3591 

Health,  Education  and  Welfare^r>epartoent^  ^  3|^ 

Housing  and  Home  Finance  Agency 6367 

Interior  Department H*04. 11891 

Justice  Department =>*»" 

Labor  Department fj* 

Navy  Department *";L*^ 

Peace  Corps ?!;* 

Post  Office  Department -  1109. 10479 

President's     Advisory     Committee     on     Labor- 

ICanagement  Policy i,^-—,  —  ' 

President's  Committee  on  Government  Employ- 

ment  Policy .,--^1,-. 

President's  Committee  on  Juvenile  Delinquency 

and  Youth  Crime ^z-- , r"     I?]? 

President's  Committee  on  Youth  Employment.--     zi4/ 

Social  Security  Administration in^-i'^isfl  11493 

State  Department-, 1067.  3159. 11493 

US  Arms  Control  and  Disarmament  Agency 3159 

Veterans  Administration r J^J*} 

Agencies  with  positions   added,  amended,  or  re- 
voked: iiAni 

Air  Force  Department-- i^JfV^ 

Area  Redevelopment  Administration Jja 

Army  Department *^°i 

Conmieroe  Department '*? 

Defense  Department l^tz 

immigration  and  Naturalization  Service 5490 

International  Cooperation  Admlnistiratlon JJij 

International  Development  Agency '^^ 

Justice  Department ?J?V 

Labor  Department '^'^**  }12?i 

Navy  Department {^J^ 

Treasury  Department j".i*^ 

Schedule  C ""'^ 

Agoicies  with  positions   added,   amended,  or  re- 
voked: ,.Q3 

Air  Force  Department **J7 

Allen  Property  Office JW--- mos 

Arms  Contirol  and  Disarmament  Agency------     MOJ 


Page 


Army  Department 


2267.  12395 


and  Defense 'Mobilization  Office -«i?i?I* 


96.251 


Civil 

Commen^pepartmait  -  -       ^^^    7757.  8667. 

wl7.   1W81    1M08.   10787.  11493.  12395    12744 
T>fensf>  Denartment 903.^^0/. 

iSann.  sots.  uis.  ioo»i.  11341.  ii»w.  mat 

Emergence  Pl«nta,  '^-^y-.ii.y^-^y.iiii,,'^ 

Executive  Office  of  the  President J*?;  J!«? 

fcxport-lmport  Bank  of  Washtagton.  2634.  W43  1 2395 

Federal  Aviation  Agency '°^' ''*''•  rixZ 

Federal  Crop  Insurance  Corporation *J»^ 

Federal  Maritime  Commission 2»'» 


Civil  S«rvic«  Commission — Continued 

EXCEPTIONS  FROM  COMPETTITVE  SERVICE— Con. 
Schedule  C— Continued  ^  ^ 

Agencies  with  positions  added,  amended,  or  re- 
voked—Continued 

Federal  Power  Commission 4359 

General  Services  Administration 3691, 

6759.7863,8611,9207 

Health,  Education,  and  Welfare  Department 5538. 

5789.  8611.  9051.  12744 

Housing  and  Home  Finance  Agency 38.  2173. 6389. 

8853.    10523,   10647.    11493,   12427,   12611.   12744 

Interior    Department 38.2830.3309.4163.8617 

International  Cooperation  Administration 3425 

International  Development  Agency 3425,6773,7819 

Justice    Department 1001,3651,4505.6311 

Labor    Department 851.1878,11404.12744 

Maritime   Administration ??' *^*"i,^i? 

National  Aeronautics  and  Space  Administration.    6199. 

9207,  12427 
National  Capital  TransporUtion  Agency.—-—-  11312 

Navy    Department 2267.11691 

Peace    Corps 649.2071,3537.5078.5601,6311,7015 

Post  Office  Department ";-:i«,  «¥,' 

251,  767.  963, 1239, 4831. 6693 

S^urltles  and  Exchange  Commission 3911 

Small  Business  Administration -"^--V,V«  olP?, 

State    Department 38. 1001. 1109.  2029.  2173.  2243. 

2448.   2624.   3591.    3911,  6199.   6357,   7757.  9641 

Treasury    Department..- 10577 

United  States  Information  Agency -"^ 

US   Arms  Control  and  Disarmament  Agency 1109. 

1313.  1718,  2624,  2830 

Veterans  Administration 7605 

FEDERAL  SALARY  REFORM  ACT  OF  1962.  functions 

(Executive  Order  11056) r^-z: 

FOREIGN  AND  TERRITORIAL  COMPENSATION: 

Christmas  Island ^*i 

Hawaii  and  Virgin  Islands ww 

HEALTH  BENEFITS  PROGRAM.  Federal  employe^: 

Fnrollment.  approval  of  plans  and  carriers 8219.9583 

Time   limit,  group-practice  and   Individual-practice 

prepayment  plans "M 

HEARING    EXAMINERS    of    other    agencies,    utm- 

zation    -     -     ooga.oSHiw 

HOSPITALS.  GOVERNMENT,  certain  trainee  positions 

In;  stipends,  etc.:  ^ 

Chaplain    residents ■'?? 

Clinical  psychology  Interns.  Navy  Department 13« 

CounseUng  psychology  Interns ^^ 

Hospital  administration  residents a^wJ 

Psychodrama  Interns  and  residents i^ 

Psychology  student J'r? 

Speech  therapy  Interns »*'J 

Student  educational  therapists o**} 

Student  manual  arts  therapists w;ii 

Student  public  health  nutritlonlsU -—     >««• 

INSURANCE.  GROUP  LIFE;  cessation  and  conversion 

of  Insurance  coverage ^w© 

LEAVE  REGULATIONS: 
Annual  and  sick:  list  of  officers  excluded: 

Certain  Presidential  appointees——  —  --  10083.10439. 
Commerce  Department.  District  of  Columbia  Gov- 
ernment. Health.  Education,  and  Welfare  De- 
partment, Interior  Department;  certain  posl- 

tions  deleted ^ 

Delaware  River  Basin  Commission,  added «»»* 

T7QfY«  A     IPfiL  V6  — — — —  ———  —  ——  — —  —  —  —  ——  —  —  —  ——         w*v 

Sick  leave  r'ecredit  and  reesUbllshment  of  leave  ac- 

count  as  credit  or  charge *** 

B4ANPOWER  SHORTAGES.    See  Travel  and  transpor- 
tation expenses. 
PAY  REGULATIONS:  ,  ,     ^  r 

Allotments  and  assignments  from  Federal  employees.  o 

Emergency  evacuation,  payments  during: 

(Executive  Order  10982) J 

Regulations l^"^':i^^i2::^^^iV^Z 

Foreign   and   territorial   compensation,   dilTerentials 
and  cost-of-Uvlng  aUowances: 

Christmas   Island ^ 

HawaU  and  Virgin  I»l«^<ls—  —  ——------    *««» 

Functions  under  Federal  Salary  Reform  Act  of  HMO 

(Executive  Order  11056) -.-    s  -  -  zilZZO:^ 

Government  hospitals,  maximum  stipends  preacrlDea. 
See  Hospitals,  government. 
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Civil  Service  Commission— Continuod 

PAY  REGULATIONS— Continued 
Increase  In  minimum  ratea  ot  i»j;  oertaln  poaittoaa: 

Engineers 450.6052 

Foreign  affairs  professor,  NattODal  War  Ckrilese...      242 

Pharmacists   _, 844 

Scientists 450 

Veterinarian 1129 

Special  adjustments  in  salary  ranges  for  certain  posi- 
tions   10019 

Step  increases: 

Longevity  waiting  period 6311 

Schedule  waiting  period 6311,4147 

Wlthln-grade  increases 10081 

PEACE  CORPS,  functions  (Executive  Order  11041) 7859 

POLITICAL  ACTIVITY: 
Holding    state    or    local    office,   prohibition;    Prince 

Georges  County,  Md..  exception 6257 

Investigation  and  waiver  of  hearing 1 390 

REDUCTIONS  IN  FORCE,  retention  preference: 

Alien  employee  programs 2793 

Determining  retentitm  standing 10407 

REINSTATEMENT  OF  RIGHTS  after  service  under 

section  625(b)  of  Foreign  Assistance  Act  of  1961—    2173 
REMEDIES;  agency  systelns  for  appeals  from  adverse 

actions.   'See  Adverse  actions  and  appeals. 
RETIREMENT,  exclusions  from  coverage;   term  ap- 
pointments     10408 

SEPARATIONS.   SUSPENSIONS,   AND  DEMOTIONS. 

See  Adverse  actions  and  appeals. 
TRAINING  REGULATIONS: 

Agreements  to  continue  In  service 1349 

Reports 1349 

Waiver  of  limitations  on  use  of  non-Government  la- 

cllltles 1349 

TRAVEL  AND  TRANSPORTATION  EXPENSES;  I4>- 
pointees  to  certain  positions  where  there  is  man- 
power shortage ^ 1375, 

4039,  4634.  6636. 10422. 11475. 11975, 12230 

Civilian  Manpower  Mobilization: 

Emergency  preparedness  functions  of  Secretary  of  Labor 

(Executive  Order  11000) 1532 

Claims:  I  -  ■'' 

AUTHORITY  DELEGATIONS,  regulations,  etc.    See 

specific  agencies. 
CANADIAN  GOVERNMENT,  claims  against,  for  con- 
struction of  Gut  E>am  in  Saint  Lawrence  River 10111 

Classified  Information: 

Limitation   of  authority  to  classify   (Executive  Order 

10985) 439 

Coal,  Coke: 

Imports  from  certain  countries,  taxable  status 3356 

Coal  Lands: 

NEW  MEXICO,  classification 6756, 7045,  7046 

PUBLIC  LANDS,  coal  permits  and  leases;  proposed  rtdes-    9559 

Coast  and  Geodetic  Survey:  ^ 

CHARGES  for  copies  of  geodetic  control  dAta 4810 

COMMISSIONED  OFFICERS  AND  VES8EUB,  functions 

of  Secretary  of  Commeirce  (Executive  Order  11023)  -    5131 

Coast  Guard:  ' 

ACCIDENTS: 
Coast  Guard  vessels  involved  in"  marine  casualties,  in- 
vestigation  regulations : 4173 

Statistics;  Puerto  Rico,  Virgin  Islands,  aod  Ouam 3889 

AUTH^^RTTY  DELEGATIONS  from  Secretftiy  of  Ttms- 
ury: 

Indebtedness  of  enlisted  members,  remission 9734 

Load  lines  for  certain  vessels 10504 

Treasury  seal  dies 4000.7397 

Vessel   detention 12844 

CADETS,  Coast  Guard,  regulatiODB 293 

Appointment  to  Academy 8492 

CARGO  VESSELS •57.4172,0087.12883 

CONTINENTAL  SHELF,  OXTTBR: 

Escape  from  offshore  riggings , .  667.3390 

Navigation  aids,  private ; 10101 

DANGEROUS  ARTICUB8:  < 

See  also  Explosives. 
Motion  picture  film,  use  as  ships'  itocw  Hid  rmriltff      657. 


Coast  Guard — Continued  ^^<* 

ELECTRICAL    ENGINEERING 657,4172,9042 

EQUIPMENT,  installations,  or  materials;  approvals  and 

terminations  of  approvals 1223, 

1502,  2483.  3634,  3933,  4705,  4941,  6989,  7746. 

8043.    8978,    9824,  10554.    11508,    11557,    12973 

EXPLOSIVES: 
Handling  within  or  near  waterfront  facilities,  pro- 
posed rules 657 

Transportation  or  storage  on  vessels 657, 

5280.  9043. 12133, 12619 

EXTENSION  OP  ENLISTMENTS,  authority  respecting 

(Executive  Order  11058) 10403 

GENERAL  DUTIES  and  Jurisdiction;   navigable  and- 

nonnavlgable  waters  of  US.  In  certain  States 9723 

GRAIN  CARGO,  loading  and  stowage 512.  3551,  9043 

INSPEtmONS: 

Authority 9017 

Cargo  vessels * 9039 

Inspecting  and  certificating  vessels 657,9017, 12832 

Load  Unes,  assignment 9019 

Passenger  vessels :. 9034 

Penalties 630, 12832 

Safety  equipment,  materials,  etc 9019 

Tank  vessels 9022 

Undocumented    vessels,    numbering.      See  Undocu- 
mented vessels,  below. 

Waiver  of  navigation  and  vessel  Inspection  laws 629 

Pacific  Mlcronesian  Lines,  Inc 7636 

INVESTIGATION  REGULATIONS : 

Authority  citation 9863 

Coast  Guard  vessels  involved  in  marine  casualties.  657, 4173 

Proposed  rules 657 

LOAD  LINES: 

Assignment 9019 

Authority  delegation 10504 

Coastwise;  penalty  procedures,  liability  for  surveys, 

and  controls 11230 

Foreign  or  coastwise  voyage,  or  on  Great  Lakes;  pro- 
posed rules 657 

Tankers,  freeboard  table __l_.l 657.  7396 

MARINE  ENGINEERING : 657,  9024, 12833 

MARINE  INFORMATION,  weekly  notice  to  mariners—  10101 
MERCHANT  MARINE  COUNCIL:  proposed  changes  in 
navigation  and  vessel  inspection  regiilations,  hear- 
ing        657 

MERCHANT  MARINE  PERSONNEL: 

Appointment  as  commissioned  officers 4554 

Editorial  changes 12832 

Licensing 9814 

MILITARY  PERSONNEL;  licensed  officers  of  Merchant 

Marine,  appointment  as  CMnmissioned  officers 4554 

NAVIGATION  AIDS: 
Private  aids: 

General  provisions 10101 

Outer  continental  shelf 10101 

-  Thirteenth  District 8733 

United  States  aids,  electronic 10101 

NAVIGATION    REQUIREMENTS,    St.   Mary's   River, 

Michigan^. 3200,  8733 

OFFICER^^ee  Merchant  marine  personnel 

OIL  POLLUTION,  prevention 659,  9024,  9037,  9042 

ORGANIZATION  and  fimctions 9861 

Coast  Gilkpd  Districts: 

Second  District - 8732 

Ninth  District 8732 

PASSENGER   VESSELS 657.4172.0033.9047,9876,12833 

PROCUREMENT,  Boards  of  C(xitract  Appeals;  proce- 
dures and  establishment 4642 

RECX)RDS,  ncxi-Federal;  retention  requirements 3073 

SCHOOL  SHIPS,  NAUTICAL 667,4173.9046 

SECURiry: 
Vessels,  control  over  movement  of;  advance  notice  of 

time  of  arrival 7823 

Waterfront  facilities;  access,  persons  eligible  for  port 

security  cards 11259 

SPECIFICATIONS: 

Engineering  equlfonent.  extinguishers 657, 9046 

Llfesaving  equipment 657, 4173, 9043 

Materials;  costs  of  pre-approval  tests,  and  statutory 

authorities  for  speciflcaUons ..      180 

SUSPENSION  AND  REVOCATION  PROCEEDINGS—    9860. 

9863 
TANK  VESSELS _ 657.662.1801.4117.7396,9021 
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Coast  Guard — Continued 

UNDOCUMMNTED  VESSELS,  numbering: 

Obsolete  procedures  canceled r-----,-\-. 

Reports  and  assessments  of  penalties  for  violations-. 
Various  SUtes  and  territories: 

New  Jersey  numbering  system  approved evsj 

Puerto  Rico.  Virgin  Islands,   and  Guam;   regula- 
tions       '^®f 

Virgin  Islands  numbering  system  approved 11465 

UNINSPECTED  VESSEl^ :  ,  ^  ^_ 

Boarding:  Puerto  Rico.  Virgin  Islands,  and  Guam 3887 

£)eflnitlon;  measuring  length  of  motorboats 657.4170 

Plre  extinguishing  equipment *^^' ^Hi  , 

General,  vessels  subject  to  requirements;  Uble 9020  | 

Operations;  procedures  for  fines  or  penalties 632  ! 

WAIVER  of  navigation  and  vessel  inspection  laws 629  , 

Pacific  Micronesian  Lines,  Inc "636 

Cocoa  Bean$^ 

liokly  and  Insect -infested,  impoited.  tolerances 6876 

Columbus  Day,  1962: 

(Proclamation   3498) - 98'^9 

Conunendation  Medql: 

Award   to   members   of   foreign   armed   forces    < Mem- 
orandum of  June  1,  1962) 5387 

Commerce  Department: 

See  Area  Redevelopment  Administration. 

Business  and  Defense  Services  Administration. 
Business  Economics  Office. 
Census  Bureau. 
Coeut  and  Geodetic  Survey. 
Defense  Air  Transportation  Administration. 
International  Business  Operations  Bureau. 
International  Programs  Bureau. 
Maritime  Administration. 
National  Bureau  of  Standards. 
Patent  Office. 
Public  Roads  Bureau. 
Weather  Bureau. 
APPOnfTlCBNTS    without    compensation    and    state- 
ments of  business  interests  under  Defense  Produc- 
tion Act  of  1950 789.  926.  1196.  1227. 1228. 

1374    1428.   1505.  2055.  2168.  2296.  2334.   2418. 
2488     2610.  2714.  2865.   3174.   3357.  3358.   3823. 
3966    4036.  4215,  4347.  4395.   4723.  4750.  4857. 
5006    5007.  5216.   5646.   5821.  6051.  7504.   7829. 
7997    8333.  8334.  8563.  8685.  8956.  9119.  9361. 
9734.'   10179.   10335.   10667,   10866.   11435,   12388 
AUTHORITY  DELlXaATIONS. 
See  also  Organization  and  functions. 
By  Assistant  Secretary  for  Administration,  to  Great 
Lakes  Pilotage  Administrator ;  certain  functions. . 
By  Assistant  Secretary  for  Administration  and  Public 
Affairs,  to  Deputy  Assistant  Secretary,  various 

fxinctlons 

Revoked 

By  Secretary,  to  certain  officials : 
Area  Redevelopment  Administrator;   procurement 

of  property  and  services 

Anlstant  Secretary  tor  Administration : 

Federal  Register,  policy  Issuances  for  publication 

Migratory  Bird  Conservation  Commission 7133 

Assistant  SecreUry   for  Domestic  Affairs,   patent 

matters;  revocation 8**'' 

Assistant  Secretary  for  Science  and  Technology: 

patent  matters •'** 

Commissioner.  UJ8.  Science  Exhibit;  certain  con- 
tracts   - 

Federal   Highway  Administrator;    procurement  of 

property  and  services r  — :"     ^^* 

Maritime  Administrator;    shipment  of   lumber  to 

Puerto  Rico --—  1*826 

Under    Secretary;    Migratory    Bird    Conservation 

Commission 

Prom  General  Services  Administrator;  appointment 

of  special  policemen 1037 

COAST  AND  GEODETIC  SURVEY,  functions  of  Secre- 
tary (Executive  Order  11023) 5131 

CUBAN  TRADE  EMBARGO,  functions  (Proclamation 

3447)     _         1085 

EMERGENCY  PREPAREDNESS  FUNCTIONS  I  Execu- 

Uve  Order  10999) *W^ 


Page 
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3570 
7047 


6992 


._  7686 


7749 


1076 


7133 
4946 


Commerce  Department — Continued 

EMERGENCY    TRANSPORTATION    OFFICE,    estab- 
lishment In  Office  of  Under  Secretary  of  Commerce 

for  Transportation *8** 

GREAT  LAKES  PILOTAGE  ADMINISTRATION: 
AtiLhority  delcKations  to  Administrator,  certain  func- 
tions   8334.11562 

Pilotage  pools 1504.11947 

Pilotage  services;   rates,  charges,  conditions —  5509.  10102 

RoKistralion  of  pilots *^^"  ^i?'}? 

Uniform  accounting  system  — -     8617 

HYDRAULIC  BRAKE  P'LUID  for  use  in  motor  vehicles; 
sDoclflcations   for   synthetic-    and    petroleum-base 

fluids 10326.11941 

MINFJIALS,  emergency  preparedness  and  mobilization 
responsibilities;    agreement   between   Secretary   of 

Interior  and  Secretary  of  Commerce -     9228 

MUTUAL     EDUCATIONAL     AND     CULTURAL     EX- 
CHANGE ACT  OF  1961.  functions  (Executive  Order 

11034»    ^"^^ 

NEW  YORK  WORLD  8  FAIR.  US.  Commission: 

Establishment  of  Office  of  Commissioner-     -..- 8334 

FuncUons  of  SecreUry  (Executive  Order  11014) 3731 

ORGANIZATION  AND  FUNCTIONS: 
See  also  Authority  delegations. 

AssLstant  Secretary  for  Administration (b»( 

Assistant   SecreUry  of   Commerce   for   Science   wad 

Technology 3893.  11J44 

Census  Bureau V"""V 

Defense  Air  Transportation  AdmlnistraUon,  transfer 
of  functions,  etc..  to  Office  of  Under  Secretary  of 

Conmierce  for  TransporUtion 9958 

Emergency  TransporUtion  Office,  funcUons 9958 

Federal  Highway  Administrator 118J» 

Field  Services  Office ^^^ 

Great  Lakes  PiloUge  AdmlnistraUon ii&oi 

Maritime  AdmlnistraUon ^^^' 

Government  Aid  Office izr\----V", nrSS 

Maritime  Subsidy  Board,  establishment  of 7687 

Research  and  Development  OiHce .- 7Ui 

National  Bureau  of  Standards: 

Boulder  Laboratories ^"' 

Scientific  divisions  In  Washington,  DC ^J' 

Office  of  Secretary ^'J 

Patent  Office }}J«J-  JJJJJ 

Public  Roads  Bureau rcrr^— %  ifts? 

Audit  and  Investigation  Office,  estabUshment 7Wf4 

Development    Division,    formerly    Equipment    and 

Methods    Division v^  ",     -\7 ,72 

Research  and  Development  Office,  functions.-     -  774» 

Right-of-way  and  Location  Office.  esUblishment—  7687 

Technical  Services  Office.  esUblishment oQi)i 

Under  Secretary  of  Commerce  for  TransporUUon: 

DuUes  and  resDonsibiUties »»' 

Emergency  Transportation  Office ",— -  "" 

Emergency  transportation  planning  and  coordina- 

tion  functions **^^ 

US.  Commission,  New  York  Worlds  Fair;  OflBce  of 

Commissioner,  esUblishment 8*J« 

Weather  Bureau: 

AddiUons  and  changes *'*J 

Field  organization ''^" 

PUBLIC  WORKS  ACCELERATION: 

Administration  of  Act  (Executive  Order  11(H9) 9203 

Establishment,  organization,  and  procedures 114«i 

RECORDS.  non-Pederal;  retention  requirements 3033 

RECREATION  ADVISORY  CXJUNCIL.  membership  of 

Secretary  (ExecuUve  Order  11069) 11847 

SHIPPING  RESTRICTIONS;  Subgroup  A,  Hong  KoOg, 

Macao.  Cuba,  and  Congo  RepubUc 8102 

Confmission,     Presidential,     To     Investigate 

Railroad  Labor  Dispute: 

Change  in  membership  (ExecuUve  Order  10991) 1207 

Commission  on  Campaign  Costs,  President's: 

Extension  (Executive  Order  11039) 7755 

Commission     on     International     Educational 
and  Cultural  Affairs,  United  States  Ad- 


visory: 

tecuUve  Order   11034) 
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Committees  and  Boards:  '*'* 

ADVISORY    COMMITTEES,    regulation!    (Executive 

Order    11007) , 1875 

ADVISORY  AND  CONSULTATIVE  BOARDS.  POUcies 
respecUng  conflict  of  Interests  (BCemormndum  of 

February  9,  1962) 1341 

AMERICAN    FISHERIES    ADVISORY    COMBOTTEE, 

objectives,  re^wnslbllltles,  procedures,  etc : 138 

ARMED  SERVICES  BOARD  OF  CONTRACT  AP- 
PEALS, charter 3170,6139 

BLIND-MADE  PRODUCTS,  Committee  on  Purchases 

of;  records,  non -Federal.  retenUon  requirements. _     3076 
CIVIL   AERONAUTICS   BOARD.    See  main  heading 

Civil  Aeronautics  Board. 
CONGRESSIONAL  COMMITTEES:  inspection  of  tax 

returns.    See  Tax  returns,  inspection. 
CONTRACT  APPEALS  BOARDS: 

Armed  services 3170,6139 

Coast  Guard 4624 

International  Development  Agency 903,  7829 

COTTON  TEXTILES  COMMITTEE  (Executive  Order 

11052) 9691 

DEPARTMENT  OF  LABOR  Fli<TlgrH  ANNIVER- 
SARY YEAR.  PRESIDENTS  COMMmVE  FOR; 

establishment   (Proclamation  3472) 4353 

EMERGENCY  BOARDS  to  Investigate  labor  disputes. 

See  National  Mediation  Board. 
EMPLOYMENT    OF    THE    HANDICAPPED,    PRESI- 
DENTS COMMITTEE  ON: 

Establishment  (Executive  Order  10994) 1447 

Membership  (Executive  Order  11018) — -„    4143 

EQUAL     EMPLOYMENT     OPPORTUNITY ,     PRESI- 
DEa«rFS  COBiiMnTEE  ON: 
Government   employment,   nondiscrimination;  ■  time 

limitation  for  processing  complaints .,_  11531 

Procurement,  obligations  of  Government  contracton 

and  subcontractors 11551 

EQUAL  OPPORTUNITY  IN  HOUSING.  PRESIDENT'S 
COMMITTEE  ON ;  establishment  (Executive  Order 

11063) 11527 

EXECUTIVE   COMMITTEE,  National  Scioice  Board 

(Reorganization  Plan  No.  2  of  1962) 5419 

FEDERAL  EMPLOYEE-MANAGEMENT  RELATIONS 
PRCK3RAM.  PRESIDENTS  TEBCPORART  COM- 
MITTEE ON  DkfPLEMENTATlON;  estabUshment 

(Executive  Order  10988) 551 

FEDE31AL  OPEN  &1ARKET  COMMITTEE.    5ee  Fed- 
eral Reserve  System. 
FEDERAL  PETROLEUM  BOARD,  authority  delega- 
tions from  Secretary  of  Interior  to  certain  offlcials: 

Alleman,    Richards 9571 

Revoked   11760 

Chairman  of  Board. 11760 

FEDERAL  REGISTER  ADMINISTRATIVB  COMMTT- 
TEIE: 

CFR  checklist 9841. 10646. 11849 

Designation  of  Charles  F.  Simms  as  representative 

from  Justice  Department 430 

FISHERIES  ADVISORY  COMMITTBE,  AMERICAN; 

objectives,  responsibilities,  policies,  etc 138 

FOREIGN      INTELLIGENCE     ADVISORT     BOARD. 

PRESIDENT'S  (Executive  Order  10985) 439 

FOREIGN  SCHOLARSHIPS,  BOARD  OP  (Executive 

Order   11034) 6071 

FOREIGN  TRADE  ZONES  BOARD.  See  main  head- 
ing Foreign  Trade  Zones  Board.  

HEALTH     RESOURCES     ADVISORT     COmflTTEE. 

functions;   revoked 8177 

HIGHWAY  SAFETY  BOARD.  INTERDEPART- 
MENTAL; membership  (Executive  Order  10986) 439 

INDUSTRY  ADVISORY  COMMITTEES.  TtUlfiwrt  lio- 

bllizatlon  Staff;  revoked ^ 7762 

INQUIRY.  BOARDS  OF.  to  investigmte  labor  disputes. 

See  Inquiry.  Boards  of.  

INTERAGENCY  TEXTILE  ADBONIBTRATIVE  OOM- 
MTTTEE: 
Import  restraint  levels  for  c^tain  cotton  toctiles  and 

cotton  textile  products 12849 

(Letters  of  March  16,  1962  and  JUne  91.  1962;  Execu- 
tive Order  11062) 2677.6000.9691 

Restrictions.  Imports  from  various  countries; 

crhlna.  RepubUc  of 6S39. 7576. 9660 

Columbia 6SS9. 9660 

Hong   Kong 2609.6719.9660 

Israel 6S39. 7576. 9660 


Committees  and  Boards — Continued  ^*** 

INTERAGENCY  TEXTILE  ADMINISTRATTVE  (X)M- 
MITTEE — Continued 
Restrictions,  Imports  from  various  countries — Con.    ~ 

Mexico 8043.9660 

Poland 8042,9660 

Portugal 5915,7576.8629,9226,9660 

United  Arab  RepubUc 6339.7576,9660 

Samples  permitted 8978 

Termination  of  restrictions 9660 

MARITIME  SUBSIDY  BOARD,  established 7687 

NATIONAL  POWER  SURVEY  ADVISORY  COBCMTT- 

TEES,  establishment 2945 

NATIONAL  POWER  SURVEY  EXECUTIVE  ADVIS- 
ORY COMMl'lTKE,  establishment 2496 

PAROLE  BOARD,  United  States;  parole,  release,  super- 

vlsion.  and  recommitment  of  prisoners 8487 

PETROLEUM    STUDY    COMMITTEE,    submission    of 

date   1779 

PRESIDENT'S  CABINET  TEXTILE  ADVISORY  (X)M- 
MITTEE;  cotton  textiles,  import  restrictions: 

Functions  (Elxecutlve  Order  11052) 9691 

Portugal   10109, 10332, 12588, 12589 

RepubUc  of  China 10659, 11242, 11677, 12850, 12978 

QUETICJO-SUPERIOR  COMMITTEE,  extension  (Ex- 
ecuUve Order  11031) 5899 

RADIO   ADVISORY    COMMITTEE,    INTERDEPART- 

MENT  (Executive  Order  10995). 1519 

TEXTILE  CX>MMnTEES.  See  Cotton  Textiles  Cmn- 
mlttee;  Interagency  Textile  Administrative  Com- 
mittee; President's  Cabinet  Textile  Advisory 
Committee. 

Commodity  Credit  Corporation: 

AUTHORITY  DELEGATIONS: 
See  also  Organization  and  functions. 
By  Executive  Vice  President  to  certain  Agricultural 
Stebillzation  and  Conservation  Service  officials: 
County  and  Stete  committees,  et  al.;  i4>Pointment 

of  contracting  officers 5272. 11562 

Designation  of  agents  to  receive  service  of  process.    2814 

Sight  drafts  or  certificates 840, 1427, 8193 

BYLAWS  OF  CORPORATION 10664 

DESIGNATIONS,  certain  changes 609 

EXPORTS: 
Cotton: 
Payment  in  kind : 

1961-62    7950 

1962-63 3309,7539 

Products    4581.5788 

Flour;  cash  pajonent  (GR-346),  terms  and  condi- 
tions     1758,4863 

Milk,  nonfat  dry;  payment  in  k^d,  terms  and  condi- 
tions   6037,  7951 

Rice;  payment  in  kind  (GR-369),  terms  and  condi- 
tions   10931, 11755 

Wheat: 

Cash     payment     (GR-346).    terms    and    condi- 
tions   1753.4863 

Payment   in  kind    (GI^-345),   terms   and   condi- 

tions 1 6416,10741 

FEED;  etaergeney  livestock  feed  program 820,1408,9909 

LOAN  PROGRAMS : 
Cotton: 

1961 - - —    7398 

1962 6530,6825.10315 

Upland  cotton 6693,6863 

Cottonseed,   1962 5248 

Farm  storage  faculties 6773, 10647 

Tobacco: 

General 6311,9326,12894 

1961  crop:  '  ' 

Maryland   -^- 1753 

Puerto  Rlcan 1753 

1962  crop: 

Burley,  dark  air-cured,  Virginia  fire-cured  and 

sun-cured 11795 

Connecticut  VaUey : 

Broadleaf    11918 

Havana  seed 11918 

Flue-cured __  3143.4001.7382,9326 

Kentucky  Tennessee  fire-cured 11795 

New  York  and  Pennsylvania  Havana  seed 11918 

Northern  Wisconsin —  11918 

Ohio  filler 11918 

Southern  Wisconsin 11918 
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Pace 


Commodity  Crodit 

LOAN  AND  PURCHASE  AGREEMENT  PROGRAM 

IMl  crops:  ___  ,.„  ,_„ 

BArley  557.1407.1753 

SrT 2551.4411 

pSLe^d'ir.::: w.  sss.  1407.  i9m 

Orain  ■orchums ^L 

RyT.!!!--- 557.  963. 1407.  3160 

fVtvh^Ana  1962 

V^eat    __"-"""-'""-'----  M.  557. 1408.  1753. 1962.  5243 

^^arS^'  6459.  7673.  8159.  8527.  9373. 10149 

B^.  dry  edible "-"V's^Y3:ilt'&A^^9 

S2L^":::::::::::::::-::: "«•  jiij 

Texas  flaxseed \r*? 

Grain  sorghums 6463.6693.8025.8169.9373 

rM.ta  _  _        6075. 8182 

^" 6743,8419 

STe   _".'"_"."-"ir_"Zr"IIIIII"III 6257.7379.9937 

RnvtM^iM  6525.8167 

Whe^-"""""-! 5243.  8297.  9984 

NAVAL  STORES:  gvun  price  support  program.  1962 1593 

ORGANIZATION  AND  FUNCTIONS,   authority   dele- 

gaUons    6945.10664 

PAYMENT  PROGRAM;  shorn  wool  and  unshorn  lambs 

(pulled  wool) 933.6078,9714.1266/ 

PRICE-SUPPORT  PROGRAMS: 
General   provisions.    1962  crop;    grains  and  related 

commodities    *^^^S,5? 

Loan  programs:  interest  rate.  1962  crop 6177 

Purchase  programs;  1962 


Pace 


Cotton 


8667 


320 
1326 
2383 
3408 


Cottonseed    ^^  '  3J?i 

'Cottonseed   oil '^/y 

Sales  of  certain  commodities  acqxilred  through  price- 
support  operations;  monthly  sales  list,  1962 : 

January 

February  

March 

April :::::::'4565.'4844. 5272 

May V  55JJ 

:JS^.:::::::::::::::::::: 6757 

Bomber — ::::::::::::::::-::'"'-'----'9oo7. 9957 

November t^^'i 

December 12416 

Vigom^commodiUes: ^^^^  ^^^^  ^^^  ^^^^  ^^33 

Beans,  dry  edible **JJ 

C^'-""-"--------------  *^il'50^7"508r 

SSrSrghui^:::::::::::::::::::"----"i*ii"^7.«^^^^ 

Honey 390.^ 

Naval  stores;  gum V/ -A^n-Voil .  loil 

viTnuti ::::ir/6.  6583.  e921>6969.  9641 

SS'"^..:::::::::::::: ^^".jj?] 

iSbeins-::::::::::::::::::::":::::-------'i«^-J5?3 

^r*'-:::::::::::::::::::::::«ii:5077:w8i.6583 

RECORDS.  non-Pederai ;  retenUon  requirements 3032 

Commodity  Exchange  Authority: 

COMMODITY  EXCHANGE  ACT: 

Controlled  accounts,  ty^.  records  and  sUtements 

for    customers 10780.12672 

Various  commodities,  limits  on  poslUon   and  daily 

^^^'''''  6676.12366 

Barley 6676.12366 

Cotton 6678.12366 

cottonseed  oil «67;.  J23«« 

PlaMecd    6676.12366 

i^ru  -  8676.12366 


Oats 


Rye         '_'_ ..  6676.12366 


Commodity  Exchange  Authority — Con. 

COMMODITY  EXCHANGE  ACT— Continued 
Various  commodities.  limits  on  position  and  dally 

trading  of— Continued  ^^^  ,^^^_ 

Soybean  oil — 5SZ!- J55S5 

Wheat    6878.12366 

CONTRACT  MARKET;  designation  of  Merchants'  Ex- 
change of  St.  Louis,  for  mill  feeds 3773 

RECORDS.  non-Federal;  retention  requirements 3032 

Communicable  Diseases: 

Regulations  for  prevention  (Executive  Order  11070)--.  12393 

Communist  Countries: 

Restrictions  on  use  of  teaching  equipment  from 1554 

Communist  Organizations: 

PASSPORTS,  denial  of 344 

RADIO  AND  TELEVISION  BROADCASTS,  sponsorship 

identification    *50 

Comptroller  of  Currency: 

AUTHORITY  DELEGATION  by  Comptroller  to  Acting 

Comptroller;   designation 4156.8955 

BANK  HOLDING  COMPANIES,  applications  to  acquire 
bank  stock,  etc.: 
Sec  also  main  heading  Federal  Reserve  System. 

Brenton  Companies.  Inc 8980 

Trans-Nebraska  Co 7803 

United  Virginia  Bankshares.  Inc.  et  al.;  competitive 

factors   10^60 

CAPITAL  STRUCTURE,  changes  In _' 10220. 12813 

CHANGE   OF   LOCATION;    SUte   National   Bank   of 

Conn • 7461.9075 

EMPLOYEE    STOCK    OPTION    AND    STOCK    PUR- 
CHASE PLANS 10220.12813 

FEES,  assessment,  national  and  district  banks 2294.2396 

INSURED  BANKS;  Joint  call  for  report  of  condition.-     325, 

3356.  6636.  9925 
INTERPRETATIONS;  national  banks: 

Appointment  of  directors 10218,12811 

Investment  in  mortgage  loans  guaranteed  by  VA 4470 

Preemptive  rights 10218.12811 

Purchase  of  participation  certificates  issued  by  Ex- 
port-Import Bank *470 

Service  charges 2278 

INVESTMENT    SECURITIES:     eligibility    of    specific 

bond  issues  for  purchase  by  national  banks 2506, 

6539.  6748,  6924,  6969.  9377,  9890.  10251,  10674. 
10791.10827.12399.12811. 
LOAN,  national  bank,  secured  or  covered  by  govern- 
mental guarantees;  definition  of  terms,  proposed 

rules 3557 

MERGERS  OP  BANKS: 
See  also  main  heading  Federal  Reserve  System, 
Applications  or  decisions: 

Adams  County  National  Bank 10334 

American  National  Bank  of  Rapid  City,  et  al 8746 

Athens  National  Bank  and  Bank  of  Athens  National 

Banking  Association 10814 

Central  National  Bank  and  Otsego  County  NaUonal 

Bank 10814 

Citizens  NaUonal  Bank  of  Front  Royal  and  First 

NaUonal  Bank  of  Flint  Hill 12779 

Citizens  National  Bank  and  Glendora  Commercial 

and  Savings  Bank 10303 

Citizens  National  Bank  of  Grecnleaf  and  Green- 
leaf  StaU!  Bank --— -  10303 

City  National  Bank  of  Winston-Salem  and  First 

Union  National  Bank  of  North  Carolina 9417 

Colonial- American  NaUonal  Bank  and  First  Na- 
Uonal Exchange  Bank  of  Roanoke 4969 

Concstoga  National  Bank  of  Lancaster  and  LlUtz 

Springs  NaUonal  Bank --— -     8746 

Coshocton  National  Bank  and  Farmers  and  Mer- 
chants Banks  Co zz-T—.-Z 

Farmers  and  Mechanics-Citizens  Bank  of  Frederick 

and  Farmers  State  Bank T"!.""" 

First    Agricultural    NaUonal    Bank    of    Berkshire 

County  and  First  NaUonal  Bank  of  Adams —    7655 
First  and  Merchants  NaUonal  Bank  and  First  Na- 

Uonal  Bank  of  Newport  News -"S.—  ;S,V? 

First-Merchants  National  Bank  of  Michigan  Clty__  101 11 
First  and  Merchants  National  Bank  of  Richmond 

and  Augusta  National  Bank  of  Staunton 9075 

First  NaUonal  Bank  of  Baltimore,  et  al 7397 
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Comptroller  of  the  Currency — Continued 

MERGBIS  OF  BAmS— CMlUlMied 
Applications  or  decisions — Continued 
First  NaUonal  Bank  of  Don&  ikna  Qountjr  and  Fixst 

NaUonal  Bank  of  Anthony 

F^rst  NaUonal  Bank  of  Fostocia  awl  Ctir  KatiMial 

Bank  of  Tiiln 

First  National  Bank  of  Maryland  and  SaUdnoT 

National  Bank : ^__  12069 

First  National  Bank  of  Olean  and  First  NaUonal 

Bank  of  Allegany-.: 10303 

First  National  Bank  of  South  CaroBiui  of  Colum- 
bia and  First  NatlMial  Bank  ci  Clovw 12779 

First  NaUonal  Bank  of  Waterloo  and  Wheekr  Na- 
tional Bank  of  Intsrlaken- ^^ 9417 

First    National    Banks    of    Windam:    Loeks    and 

Thompsonvllle  7397 

First  National  City  Bank  and  Richmcmd  County 

National  Bank 11293 

First  National  Exchange  Bank  of  Roanoke  and 

Farmers  and  Merchants  National  Bank 10614 

Gallatin  NaUonal  Bank  and  Second  Natkmal  Bank 

of   Meyersdale 8124 

Huntington  NaUonal  Bank  of  Columbus  and  Peoples 

Bank 12779 

Lancaster  County  National  Bank  and  Iba^  IfBllaml 

Bank  and  Trust  Ca  of  Mount  J07 7397 

Liberty  National  Bank  of  Fremont  and  Lindsey 

Banking  Co ,, 11293 

Mahoning  Natlanal  Bank  of  Toanfl^town  andFlra 

State  Bank 8629 

Maryland  National  Bank  and  Montganery  County 

NaUonal  Bank  of  Ro^ville 7397 

Meadow  Brook  NaUonal  Bank  and  Bank  of  Hunt- 
ington      13068 

Merchants  National  Bank  and  Trust  Co.  of  liead- 

vllle  and  First  Natlanal  Bank  of  Conneaat 

Lake 8124 

NaUonal  Bank  of  South  Dakota,  et  al , 12S90 

National  Commercial  Bank  *  Ttuat  do.  of  Albany 

and  Trust  Co.  xd  Fulton  County 12779 

National  Bank  ft  Trust  Or.  o<  Gfentral  PsniMj^ 

▼ania  and  Cttiwme  fniBt  Go.  of  M^wl"*win 8746 

NaUonal  Bank  ft  Trust  Go.  of  Ooatnd  Pnmsytarania 

and  Fannen  Trust  Co.  of  Mtddletofwn 10814 

NaUonal  Bank  &  Trust  Co.  of  Norwlcb  and  Pirst 

NaUonal  Bank  of  Afton 8124 

NaUonal  State  Bank  and  HlUside  National  Bank.  9417 
National  State  Bank  and  Rahway  National  Bank..  9417 
Peoples  NaUonal  Bank  of  Central  Virginia  and 

Fhrst  National  Bank:  of  «*l^wf«^Vtf^^  9417 

Perth  Amboy  National  Bank  and  Fbst  National 

Bank  of  Carteret 8124 

Planters  NaUonal  Bank  ft  Trust  Co.  and  Bank  of 

^^ftT>t.^Q __^  10303 

Rockingham  NaUonal  Baiik  of 'kimisonbufv'^Ad 

Augiista-Rocklngham  Bank 7461 

Security  National  Bank  of  Ffin'mi  City  and  River- 
view  State  Bank 2129 

Third  NaUonal  Bank  ft  Trust  Go.  of  Dayton  and 

Vandalia  State  Bank 11831 

Union  National  Bank  ft  Trust  Co.  of  SouderUm  and 

National  Bank  and  IVust  Co.  of  Sclnrenksville. .    7461 

Valley  Natfena}  Bank  of  Long  Uand  and  BeOport 

NaUoncd  Bank 746I 

Western  PennsylTanf  a  Natlcmal  Bank  and  First  Na- 

U<Mial  Bank  of  ClairUm 11821 

Competitire  faetors  inrohred : 

Ann  Arbor  Baidi  and  Dexter  aarbigs  Bank 10S34 

Bank  oi  Bogota  and  Hackensaek  Trust  Co 13590 

Bank  of  Jaaacstovn  and  dymsr  Stats  "Bmsk. .  12779 

Banks  of  Orangeburg,  Salley.  and  Swansea  Deposi- 
tory   8079 

Banks  of  Virginia  Beach  and  Piincess  Anne 12229 

Brookllne  Savings  ft  Trust  Co.  and  First  Nattonal 

Bank  atDerry 9522 

Burlhxgton  County  Ttust  CO.  and  Farmers'  Ttust 

Co 7862 

Carroll  County  Natkmal  Bank  and  CarroB  TJrust 

Co ___!__  10814 

Central  Jersey  Bank  ft  IVust  Go.  and  Vtemcrs  Ms- 

Uonal  Bank  of  Allentown .._.  12239 

Central  Trust  Co.  and  Prattsburgh  State  Bank  of 

Prattsburgh 9045 

86000—63 4 


Comptroller  of  Currency— Contimied  '*■* 

MEROERS  OF  BANKS— Continued 
Competitive  factors  tevrtred — Continued 
Cbfttenden  Trust  Co.  and  First  National  Bank  of 

Mon1j)elier 10660 

Citfseos  State  Baxdt  and  Citizens  State  Bank  of 

Humeston.  Iowa ^ 7802 

Citizens  State  Bank  of  Shirley,  md.  and  Kennard 

State  Bank 7862 

Connecticut  Bank  ft  Trust  Co.  and  Wallingford 

Bank  &  Trust  Co ^^     7802 

Coimty  Trust  Co.  and  Gramatan  NaUonal  Bank  ft 

Trust  Co.  of  BronxvlUe 9337 

Decatur  County  State  Bank  and  Decatur  County 

State  Bank  of  Leon,  Iowa 7802 

Equitable  Trust  Co.  and  State  Bank  of  Laurd —    8044 

Farmers  and  Merchants  Bank  of  Lawrcnoevffle  and 

Bank  of  Alberta 7802 

First-CiUzens  Bank  ft  Trust  Co.  and  Uncoln  Na- 
tional Bank  of  Lincolnton 7803 

First  Trust  Co.  of  Allegany  County  and  First  Na- 

Ucmal  Bank  of  Bolivar 7802 

Gary  Trust  and  Savings  Banl^  and  Lake  County 

State  Bank 8079  /^' 

Hamlin  Bank  ft  Trust  Co.  and  Mount  Jewett  Na-  / 

Uonal  Bank 8980 

Industrial  Valley  Bank  ft  Trust  Co.  and  NaUonal 

Bank  of  OoatesvUle 12275 

Industrial  Valley  Bank  ft  Trust  Co.  and  Phoeniz- 

ville  Trust  Co 9075 

LaPorte  Bank  ft  Trust  Co.  and  Union  State  Ban^ 12590 

Lawrence  Savings  ft  Trust  Co.  and  Fbst  National 

Bank  of  Wampum 7803 

Libert  Bank  ft  Trust  Co.  and  First  National  Bank 

of  Batavia 10607 

Lock  Haven  Trust  Co.  and  Mm  Hail  State  Biuokllll  12779 

Northwestern  Bank,  et  al 9075 

Petqiles  Tnist  Co.  of  Bergen  County  and  First  Ra- 
tional Bank  of  W^koff 12780 

Peoples  Union  Bank  ft  Trust  Co.  and  Bank  of  Olass- 

port 8629 

State-Planters  Bank  of  Oommerce  and  TTust  and 

Suburban  Bank,  Richmond,  Va 7803 

Union  and  New  Haven  Trust  Co.  and  Madis<Hi  Trust 

Co 

Union  Trust  Co.  of  Maryland  and  Liberty  Bank. 

Walker  Bank  ft  Trust  Co.  and  First  Natimwl  Bank 

of  Price 

NEW  NATIONAL  BANKS.  applicaUons: 

Citizens  NaUonal  Bank  of  Holdenville,  Oklahoma 839 

First  NaUonal  Bank  of  Provincetown.  appUemtion  for 

branch  In  Chatham,  Mass 961 

Glendale.  Colo ; 3564 

National  Bank  of  Kemwtt,  Mo 10334, 19599 

OROAKBATION,  regional;   national  bank  euHBlna- 

Uoa  paces 4530 

PROXIES,  soUcitatioa  of;  proposed  rule 10318, 12812 

RECCXIDB,  Don-FMeral;  retention  requlrenmts 3048 

RB*ORTS: 

Annuai  report  to  stockholders 19218. 13»11 

Owi^rship  reports  oi  capital  stock 10219. 12813 

TRUSTPOWBRS  OP  NATIONAL  BANKS-. 97f4 

Amendment  of  preamMe 10092 

ColleettTB  Inyestments  of  trust  funds 10836, 11007,  im% 

WEEKLY  BXTULETIN;  issuance 2294 

Conduct  Standards: 

See  also  Conflict  of  interest. 

BROKER-DEALERS,  registered,  distribution  to  public 

^unregistered  securities:  SEC  statement 1251 

DEWilNBB  DEPARTMENT  regulations 3165 

BBiPLCnrEE     CMAGANIZATIONS     (Exeeuttve     Order 

10988) 661 

LAND  MANAGEMENT  BUREAU  employees  .- „.    3812 

SMALL  BUSINESS  ADMINISTRATION  employees..-   4833, 

5653, 12612 

Cofielimk  ' 

DBLSnON  of  certain  plans 6832.6849 

DRILLS,  parUcipaUon  by  telephone  companies 742 

Conflict  of  Interest:  f 

See  also  Conduct  standards. 

AIR  FORCE  DEPARTMENT  PERSCWNEL 3399 
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Conflid  of  lntafl«s» — Continued  ''*** 

AFPOINT1IKNT8  wlttiout  compenwiUnn.  •totcfn«nt«  of 
bualnefls  interetU.  See  Commeroe  Department: 
finertency  PlAnnlng  Office;  Interior  Department: 
Interstate  Coaanerce  Commlaslon. 

OOVKRNICEI^  CONSULTANTS  and  adylaers,  policies 
respecting  ethical  standards  (Memorandum  of 
February  9.  1962) 1341 

Congo  Ropublk  (Brazzaville): 

Social  insurance  and  pension  system --    8324 

Congrvssionol  Committoes: 

laqoection  of  tax  returns.    See  Tax  returns.  Inspection. 

CongrMsionol  Modal  of  Honor:  « 

Centennial  (Proclamation  3481) 6733 

Consorvotion  Programs: 

AORICULTURAL.    5ee  Agriculture  Department. 

WATER  CONSERVATION,  on  pubUc  lands 4212 

Constitution: 

175th  anniversary  of  signing  (Proclamation  3500) 10079 

Constitution    Woolc,    Citizenship    Day    and, 

1962: 
(Proclamation   3464) 3371 

'^Consultants  and  Advisers  to  Government: 
Conflict  of  interests,  policies  (Memorandum  of  February 

9.  1962)— 1341 

Consultative  and  Advisory  Boards: 
Conflict  of  interests,  policies  (Memorandum  of  Febru- 
ary 9.  1962) -—     1341 

Continental  SheliF,  Outer: 

FOO  SIONAUB  AND  OBSTRUCTION  UOHT8.  regula- 

ttons  - - - lOlO^J 

OFF8HOHJS  RI00IN06.  etc..  escape  from 657.3390 

OIL  AND  OAS  LEASE  OFFERS,  etc.  See  Land  Man- 
agement  Bureau. 

TEXAS  TOWERS,  enlisted  members  of  uniformed  serv- 
ices assigned  to;  cdditional  pay  for  sea  duty  (Exec- 
utive Order  10989) - —      727 

Contract  Appeals  Boards: 

ARMED  SBRVICEB. — — -  3170.8139 

COAST  GUARD - 4624 

ZMTBRNATIONAL  DEVELOPMENT  AGENCY 903 .  7829 

Contracts: 

See  oiso  Procurement. 

AUTHCMUTY  DELEGATIONS  respecting  contracts. 
See  tpedfle  ageneiet.  _ 

CONFUCT  OF  INTERESTS,  policies  respecting  Gov- 
emmeet  advisers  and  consultants  also  employed 
by  firms  having  Government  contracts  (Memo- 
randum of  February  9,  1962) — 1841 

DEFENSE  CONTRACT  FINANCING.  Defense  Depart- 
ment regulation 2881 

FINANCINO,  progress  paymenU:  Post  Office  regula- 

tka ■ 4281 

NONDISCRIMINATION  IN  HOUSING  flnanoed  under 

Federal  contracts  (Executive  Order  11063) 11527 

RENEGOTIATION  of  contracts.  See  Renegotlat^n 
Board. 

Com: 

CROP  INSURANCE.  ,^^,    ^^^„ 

1961  and  succeeding  crtws 1791. 4762 

1962  crop..- 3187 

1963  crop 9437.12702.12703 

FEED  GRAIN  PROGRAM.  1962 5469.6187 

FUTURE  DELIVERY,  limits  on  positions   and  daily 

trading - --  6676.12366 

HYBRID  SEED,  diversion  program 2812.  3894.  4035.  4523 

LOAN  AND  PURCHASE  AGREEMENT  PROGRAMS: 

1961  crop 2551.4411 

1962  crop 8473. 10203. 10479 

PRICE  SUPPORT.  1962  crop 4411.  6583 

RE8EAL  LOAN  PROGRAMS : 

1958  crop - W83 

1959  crop — — - 8081 

1961  crop W^ 

STANDARDS,  sweet  com  for  iiinwisiing 868. 3312 


/^ 


Com  Grits: 

standard  of  identity - 841 

Com  Meal: 

standard  of  identity,  enriched  com  meal 618 

Corridor  Gties  Concept: 

National  Capital  Region   (Memorandum  of  November 

27.  1962)_.. 11753 

Cotton: 

(nJLSSIFICATION,  revision  of  fees 11755 

CROP  INSURANCE : 

1962  crop —  3188.3879 

1963  crop 9438, 12044. 1270i 

DIVERSION  PROGRAM.  1962-63— 5728 

EXPORT  PROGRAMS. 

Cotton  products 4681.5788 

Payment  in  kind : 

1961-62    —     7950 

1962-63  3309.7538 

FUTURE  DEXrVERY.   limits   on   positions   and   daily 

trading   6676.12366 

LOAN  PROGRAM : 

1961  crop 7391 

1962  crop 6530.  6693.  6825.  6863.  10318 

MARKETING  QUOTAS,  acreage  allotments: 

Extra  long  sUple 6.303.5977. 

6117.  8583,  8669.  9655.  10151.  11449,  12054.  12421 

Upland  308. 

4418.  5027.  5254.  6117.  7087.  7757.  8527.  9656. 
9938,  9996.  10150.  10524.  11215,  12046.  12428 

PURCHASE  PROGRAM.  1962 8667 

QUARANTINE   regulations,    foreign   cotton   and  cov- 
ers     - - 3619.5388 

SPOT  MARKET;  Phoenix,  Arizona,  designation...  6047.6921 
STANDARDS: 
Testing:  cotton  fiber  and  processing,  air  flow  tests...  10351 

Upland  cotton. _ - 4557.  5538 

STORAGE  in  licensed  warehouses 3666.3568 

TEXTILES  AND  TEXTILE  PRODUCTS: 
Functions  respecting  (Letters  of  March  16.  1962  and 

June  21. 1962:  Executive  Order  11052)  _.  2677, 6000. 0691 
Import   restrictions.    See   Customs   Bureau:    Inter- 
agency Textile  Administrative  Committee;  Presi- 
dent's Cabinet  Textile  Advisory  Committee. 

Cotton  Textiles  Committee: 

(Executive  Order  11062) - »691 

Cottonseed: 

LOAN  PROGRAM.  1962 ----  M48 

PX7RCHASE  PRCX2RAM.  1963 .- •***'2i?} 

STANDARDS  for  grades,  llnters  factor 7961 

Cottonseed  Oil: 

FUTURE  DELIVERY,   limits  on   positions   and  dally 

trading       - ~  6676.12361 

PURCHASE  PROGRAM.  1962 7371 

Council  on  Aging,  President's: 

Establishment  (Executive  Order  11022) 4688 

Courts: 

NAVAL  COURTS: 
Llquldatian  of  pay  forfeitiure.  and  procedures  con- 
cerning clemency — -     I'll 

Rates    for    civilian    witnesses    not    in    Government 

employ 2507 

TAX  COURT  OF  THE  UNITED  STATES,  practice : 

Evidence JJJ5I 

Hearing  and  trials l"20f 

Courts-Martial  Manual,  United  States,  1951: 
Prosecution  of  bad  check  offenses   (Executive  Order 

11009) 2586 

Cranberries: 

LABELING  REQUIREMENTS.   1958   and   1959  crops; 

revoked 1^093 

MARKETING;  certain  States 2118. 

5798.  6837. 8101. 9149,  9466. 9644, 9018 
PURCHASE  PROGRAM  DMP  181a 8823 

Credit  Unions: 

See  Federal  Credit  Unions  Bureau. 
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Critical  Occupations: 

Emergency   preparedness   functions  of  BMnCwy  aC 

Labor  (Executive  Order  IMM) 1632 

Crop  Insurance: 

See  Federal  Crop  Insurance  Corporktlon. 

Cuba: 

IMPORT  RESTRICmONS: 

Regulations 1116.2765.4554 

Trade  embargo  (Proclamation  3447) 1085 

MONEY  ORDER  SERVICE,  suspension 2605 

OFFENSIVE  WEAPONS  FOR.  interdiction  of  delivery 

(Proclamaiion  3504) 10401 

Termination   of   Proclamation   3504    (Proclamation 

3507)   11525 

SHIPPINO  RESTRICmONS 9102 

SUGAR  QUOTA,  allocation  of  purt  to  Argentina  and 

Dominican  Republic  (Proclamation  3485) ^ 7371 

TOBACCO,  examination  at  port  of  Tampa 12673 

Cuban  Refugees: 

Authority  delegation  from  Secretary  of  State  to  Secre- 
tary of  Health.  Education,  and  Welfare 3701 

Cultural  Center  Week,  National: 

(Proclamation   3502) 10243 

Cultural  and  Educational  Exchanges: 

With  foreign  countries.  (Executive  Order  11034) 6671 

Customs  Bureau:  I 

AIR  (X)MMERCE  regulations: 

Entry  documents  for  boni^flde  gifts 2285 

International  airports;  dengnations: 

Baudette  International  Airport,  BClnnesota 7605 

Del  Rio  International  Airport.  Texas 9844. 11414 

Dulles    International    Airport.    Virginia;    customs 

Jurisdiction t486 

International  Seaplane  Base,  Minnasota 2166,8736 

Sloulln  Field  (Municipal).  North  Dakota 6098.7606 

Yuma  County  Airport.  Arizona 8211, 9383 

Change  In  official  name 10660 

Transportation  tn  bond  ei  air  earfo,  allenuit*  proce- 
dures, etc 1314 

ANTIDUMPING  ACT  of  1921 : 
Conunissioner's  determinations;  appraisement  with- 
held on  listed  Imports: 

Acrylic  staple  fiber  from  West  Germmny 9153 

Cement.  Portland,  from  Usted^ooontrles: 

Dominican  Republic 9S27 

Japan . 18 

Norway    4810 

Lignln  vanillin  from  Canada 4830 

Peat  moss  from  Canada 8287 

Steel  wire  rods  from  listed  countries: 

Baighun laaei 

France - MMl 

Germany  _ —  12661 

Luxembourg  13661 

Technical  vanillin  from  Caiuula 10197 

Tractor  parts,  certain,  from  Italy — ^j..    3472 

Secretary  of  Treasury  determlnsttonai     Sm  mata 
heading  Treasury  Department. 
APPRAISEMENT: 
See  also  Antidumping  Act  Ol  1921. 
Coal  tar  products.  Imported,  additional  invoice  infor- 
mation; proposed  rule  rescinded 4618 

Cuban  tobacco;  examinaticm  at  port  of  Tampa 12673 

ARTICLES  CONDITIONALLY  FREE,  subject  to  re- 
duced rate.  etc. : 

Articles  for  institutions _„  11459 

Articles  returned  after  exportation  for  repairs,  alter- 
ations, or  processing 1797 

Baggage,  passengers': 

Crews' effects;  nonresident  crewman 2286 

Examination  procedure;  ezemptloa  froni  duly  and 

taxes  on  certain  articles . 2266 

Nonresidents'  exemptions;  gifts,  cic^ 2286 

Panama  Canal  employees.  UJB.  ctttwins;  certaia 

exemptions   ^ 2286 

Returning  reddents: 
Exemption,  revocation  of  24-hour  ibssniio  re- 
quirement. Mexico M66w  10791 

T&mporary  reduction  In  duty-Are  aOoiwaDoe: 

arrivals  at  sea  ports  or  by  air 2386 
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Customs  Bureau — Contmuctd 

ARTICLES  OONUrilUNALLY  FREE,   subject  to  re- 
ducsed  rate.  etc. — Continued 
Camel  wool  and  hair,  fbr  use  in  manufao;turlng  floor 

coverings,  etc 1552 

Foreign  military  j>ersonnel  and  immediate  famines, 

artldes  for  use  by 10167 

Motion  picture  film  registered  on  exportation  and  re- 
turned without  formal  entry;  procedure 13409 

Purebred  animals  for  breeding  purposes 8031 

Theatrical  paraphernalia;  examination  and  identifi- 
cation        771 

United  States  Government  importations 771 

Vessels,  certain,  duty  and  tax  free;  withdrawals  of 

supplies  and  equipment  for 6325 

WoiiEsof  art: 

Articles  for  institutions;   footnote 11459 

Stained   or  painted  glass  windows  for  houses  of 

worship  11453 

AUTHORITY  DELEGATIONS : 
By  Commissiooer  to  certain  officials : 

Acting  Commissioner;  designation 7128 

Deputy  Commissioner,  Marine  Administration  Di- 
vision; certain  decisions  and  functional 262 

Deputy  Commissioner,  Technical  Services  Division; 

contri^cts 5916 

From  Secretary  of  Tieasiuy;  authentication  of  docu- 
ments with  Treasury  seal,  and  use  of  dies 4000, 7397 

COAL,  COKE  AND  BRIQUETTES  from  certain  coun- 
tries; taxable  statue- _ ___     3366 

COAL-TAR  PRODIXrrS,  imported,  appraisement  and 
duty;  additional  invoice  information,  proposed  mle 

rescinded _._    4518 

COTTON  TEXTILES  and  products: 
Functions  of  Commissioner  (Executive  Order  11062)  _    9691 
Restrictions  on  entry  or  withdrawal  ftom  waretwaee : 
Interagency  Textile  Administrative  Committee  let- 
ters respecting  listed  countries: 

China.  RepubUc  of-__ 633t,  7S76. 9660 

Coliunbla 6339,  T676. 96e0 

Hong  Kong.  CTrown  Colony  of 2660. 6719.  Wt^,  '10621 

Israel -^ 6S36, 7876. 9660 

Mexico 8043.9660 

Poland  r. •MS.9660 

Portugal  _- 5916.7676.8639  0336.9660 

Utalted  Arab  RepubUc 63S9.  Wn,  9660 

President's  Cabinet  Textile  Advisory  Comaimee 
letters  respecting  listed  countries: 

China.  Republic  of 166f6. 11943, 116n,  13078 

Portugal  — --10160. 10033. 138ff.  13689 

tatlons    restrteted, 
from  entry,  disposition,  and  custom 

tion 3100.  TS06 

Deleted   I0S91 

0078 

-.-  10321 

Termination  of  restrictions J 9660 

CUSTOMHOUSE  BROKERS,  sharing  of  fees  with  at- 

tomeys  — 9T1 

CUSTOMS  DISTRICTS,  ports  and  statiotM: 
Appraisers  of  mfrchandise.  loeatlonfl  of  headquar- 

tess __ 018. 13258 

Collection  districts  and  ports : 

Holidays;  footnote 4246 

Nb.  15.  North  CtuxxBna;  BMufc«i^Morehead~C^       3204. 

5738 

No.  17.  Georgia;  AtlanU.  addltiwi 617 

No.  18.  Florida: 

Apalachlcola.  revocation;  proposed  rule 10048 

Port  Canaveral 0008 

St.  Augustine,  revocation;  proposed  rule 10048 

No.  19.  MobUe;  Pascagoula.  Miss..  dwdgnaUon 10650 

No.  20.  New  Orleans;  GreenviUe.  Miss.,  addittoo-.   3999. 

8972 
No.  22,  Galveston;  Fort  Worth,  Tex.,  designation, 

proposed  role 10951 

No.  31,  Alaska: 

Cordova;  vevoeation  of  designation _  11468 

Sitlca  — — _    4246  9483 

No.  32.  BMrattriaarte  dMnii^^  '  617 

No.  49.  Commonwealth  of  Puerto  Rleo 618 

OomptroHeri   of   eustomSk   arrtgnmmt   of   eistrtete 

to 618.9042 

^Customs  Agency  District  No.  11,  El  Paao,  Tex.;  estab- 

llstment.  area  covered 3625 
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CiMffoms  Bur«au— Coflttinu«d  ^**' 

CUSTOIIB  DISTRICTS,  porta  axMl  sUUons— Continued 
Customs  stations : 

No.  13.  Salisbury.  MA.:  Baltimore  port  of  entry 618 

No.  38.  Michigan.  Mackinac  Island  and  Rocers  City. 

additions  W*8 

DRAWBACK,    articles   manufactured   from    imported 
or  substituted  merchandise : 
Forms.  i>rooedur«  for  preparing  drawback  entries: 

proposed  changes 11325 

Identification  and  asoertalEunent  of  quantities  for  al- 
lowance: proposed  rrile 10417 

Supplies  for  certain  vessels  and  aircraft 0328. 11318 

DUTY  FREE  IMPORTATIONS,  certain  personnel  of 

U-8.  Oovemment 11547 

ENFORCEMENT  of  customs  and  navigation  laws:  ar- 
ticles landed  by  seamen 2286 

ENTRY  of  imported  merchandise : 
Additional  Invoice  information  required  on  certain 

types  of  Imported  merchandise 6190 

Coal-tar  products:  proposed  rule  rescinded 4518 

Articles  where  immediate  delivery  Is  necessary:  re- 
lease under  special  permits 739 

Informal  entries 1722.11468 

Ores  and  crude  metals  not  for  smelting  in  bond,  entry 

■«<^  sampling t 4360 

Tobacco  products,  certain,  entry  for  consumption. 

form  7501:  additional  copy  for  tax  purposes 101 

Warehouse  entry,  form  7802 101 

FINANCIAL  AND  ACCOUNTING  PROCEDURE: 
Alcoholic  beverages.  Importations,  optional  method 

for  payment  of  sstlmated  import  taxes 1598 

Car  compartment  and  package  seals 11943 

CoUectlon  of  duUes.  taxes,  etc 6910 

FISH,  tariff-rate  quotas  for  1962 : 

Cod.  haddock,  hake,  etc r-.. 1295 

Tuna -  — 3412 

INTERNATIONAL  AIRPORTS.    Set  Air  commerce  reg- 
ulations, above.     

LIQUIDATION  OF  DUTIES : 
Convofaion  of  currency : 

Argentina  removed  from  list  of  quarterly  rate  coun- 
tries     J. 4769 

Argentine  peso:  rates  of  exchange 5578 

Countervailing  duties : 
SUk  and  silk  manufactures  from  United  Kingdom.     1554 

Sugar  from  AustrlaUa,  new  rates.. —  971,6829.9595 

Procedure  _ — 9715 

BoBpeaaion  of  liquidation 1758 

Tariff  claMtflcation.    See  Tariff  classification,  below. 
POTATOES,  white  or  Irish,  other  than  certified  seed: 

tariff  pUe  quoU 9463 

RECORDS.  non-Federal:  retention  requirements 3049 

SPECIAL  CLASSES  OF  MERCHANDISE: 
Cotton   textiles;    importations    restricted,   exclusion 
from  entry,  etc.    See  Cotton  textiles  and  prod- 
ucts, above. 

Tea  imports,  invoice 5190 

TARIFF  CLASSIFICATION : 

Cherries,  brandled.  Imported 184 

Deuterated  compounds,  certain 19127 

Ked-type  shoes 2417 

'T«BOcerina.*'   treated  lanolin 3261 

"Lumatex"  colors 9485 

Recording    and    reproducing    tape,   machines,    and 

parts 7044 

TEA   IMPORTS,   invoice f 5190 

TRANSPORTATION  IN  BOND  and  merchandise   in 

transit:  carriers,  amplication ;to  bond 10209 

TUNA  FISH:  tariff-rate  quoU.  l9«2 3412 

VESSELS: 
Documentation : 

Frontier  enrollment  and  license 11458 

SheU  OU  Co.,  quallficaUon  as  TJJ3.  clUxen 8498 

Surreiuler  of  marine  documents,  requirements  for 

approval  by  Maritime  Administration 12475 

Vessels  sokl  or  transferred  abroacL/to  XJB.  ciU- 

aens ^ 222,1886 

Yachts,  foreign,  cruising  licenses,  Australia  added.  .     5909 
In  foreign  and  domestic  trade : 
Arrival  and  entry ;  equipment  and  repairs  to  Amerl- 

4864 


Customs  Bwfou     Contmuod 

VESSEUS— Continued 
In  foreign  and  domestic  trade — Ocmtinued 
Coastwise  procedxire: 
Outward  manifest  of  residue  foreign  cargo  re- 
tained on  board  for  foreign  ports 5910 

Trade  with  noncontiguous  territory 222 

Waiver  of  coastwise  laws  to  permit  use  of  oertain 
foreign   vessels   chartered   by   Military   Sea 

Transportation  Service 13673 

Foreign  clearances:  manifests  and  export  declara- 

Uona 6909 

Measurement  of  vessels : 
Admeasurement    of    foreign    vessels:    addition   of 

Greece 1888 

Enclosed  spaces,  exemption  from  inclusion  in  gross 
tonnage:     special     exempted     water     ballast 

spaces 984,5093 

WAREHOUSES,  and  control  of  merchandise  therein: 
Domestic  'spirits  or  wines,  transfer  to  bonded  manu- 
facturing warehourses,  bond  requirement _.     1751 

Withdrawal  for  exportation  of  articles  manufactured 

in  bond 8326 


Danger  and  R*strlct«d  Ar«as: 

AIRCRAFT  restricted  areas  over  military  installationg. 

See  Federal  Aviation  Agency. 
ATOMIC  TESTS.  DOMINIC  Nuclear  Test  Series,  1962. 

Christmas  and  Johnston  Islands 3989, 

5601.  6707.  7606, 9178. 10117. 10741 

Revoked 10941 

VESSELS,  navigation  danger  zones.  See  Engineers 
Corps. 

Dates: 

Marketing.  California 2477.  3819.  4832,  4997.  6267.  5961. 

6818.  7068,  7793.  8182.  8419.  8727.  9066.  1Q023 

Death  of  Mrs.  Anna  Eleanor  Roosevelt: 
EHsplay  of  U.S.   flag  at  half-staff    (Executive  Order 

11061)   - 10927 

Decorations    and    Medals: 

AIR  FORCE  DEPARTMENT  regulations 884.  6386 

BRONZE  STAR  MEDAL  AWARD,  regulations  (Execu- 
tive Order  1104«)-_-- 1 8578 

COMMENDATION  BCEDAL.  award  to  members  of 
foreign  armed  forces  (Memorandum  of  June  1, 
1962) 5387 

MEDAL     OF     HONOR     CENTENNIAL,     U.S.     Army 

(Proclamation  3481) 678J 

PURPLE  HEART,  regiilations  (Executive  Order  11016)     4131 

Defense  Air  Transportation  Administration:' 
CMvll  Reserve  Air  Fleet  Program,  allocation  of  aircraft 
to  Defense  Department: 

1962-63 4894,  489« 

1963-64 808J 

Defense  Department: 

See  Air  Force  Department. 
Army  Department. 
Navy  Department. 
AIRCRAFT  ALLOCATION  for  Civil  Reserve  Air  Fleet 

Program:  ... 

1963-«3 —  *«M.12! 

1963-64 WM 

ATOMIC  ENERGY,  communication  of  restricted  data: 

authority  respecting  (ExecuUve  Order  11057) 10281 

AUTHORITY  DELEGATIONS: 

By  Assistant  Secretary  (Civil  Defense)  to  listed  ofS- 
cials.  civil  def  mse  f iinctioos : 

Comptroller  (Civil  Defense) ^^' "'S! 

Director.  Administrative  Services 901 

Director  for  Federal  Assistance 903.  54M 

Director  of  Security. 5749. 85« 

Directors,  Plans  and  Programs.  Research,  and  Tech- 

nlcal  Operations 903. 67« 

Executive  Assistant  to  Assistant  Secretary   (Civil        _ 

Defense) 90S,i74»,85» 

Regional  Directors 99 
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Defense  Department     Confiiwd 

AUTHORITY  DELEGATIONS— ContlmMd 
By  Assistant  Secretary  (Installations  aad  Loglsties) 
to  listed  crfBcials;  priorities  and  aHocations.  DO 
ratings  and  allotments: 

Assistant  Secretary  (Civil  Defense) 12275 

General  Services  Administrator 12275 

By  Director,  Administrative  Services.  Oflloe  of  CIvH 
Defense,  to  Regional  Directors,  and  Directors  of 
Procurement  Services.  Training  Centers  and  Staff 

College:  civil  defense  functions 7747 

By  Executive  Assistant  to  Assistant  Secretary  (Civil 
Defense)  to  Directors,  Offices  of  Personnel,  Secu- 
rity, Procurement,  etc.;  civil  defense  funeticms 8746 

By  Secretary  to  listed  o£Dcials: 
Administrative  Assistant,  et  al. : 

Bonds  for  personnel 10912 

Foreign  currency,  use  of,  imder  certain  contracts; 

determination  of  nonfeasiblllty 10912 

Air  Force  Department,  Secretary: 

Air  navigation  facilities,  flight  inapeetlcm 9485 

Bonds  for  personnel 10912 

Claims  processing,  single  service  assignment  of 

responsibility 6914 

Family  housing  for  civilian  employees  at  military 

research  or  devel(^ment  Installations 11710 

Foreign  currency,  use  of,  under  oertain  contracts; 

determination  of  nonfeasibility 10912 

Motor  vehicle  hire _. 10912 

Reserve  components,  facilities I 8630 

Army  Department,  Secretary: 

Air  navigation  facilities,  flight  inspection 9485 

Bonds  for  personnel 10912 

Claims  proiessing.  single  service  iMlgnment  of 

responsibility   .._ 6914 

Family  housing  for  civilian  employees  at  militair 

research  or  development  installations 11710 

Foreign  currency,  use  of,  under  certain  oontracta; 

determination  of  nonfeasibility 10912 

Motor  vehicle  hire 10912 

Reserve  components,  facilities 8630 

Assistant  Secretary  (Installations  and  Logistics) : 
Housing : 
Civilian  employees  at  military  research  or  de- 
velopment installations 11710 

MUltary  family  houMng 9899. 11026 

National  Industrial  Reserve  Act.  194S 3771 

Reserve  forces  facilities .    8830 

Assistant   Secretary    (Manpower);    reserve   man- 
power potential 8630 

Assistant  Secretary   (Public  Affairs),  coordinator 
for  Armed  Forces  particlpati(»  in  New  York 

World's  Fair,  1964-65 4433 

Commander,    Joint    Task    Force    Btght;    general 

courts-martial   8771 

Commander  in  Chief,  United  States  Strike  C(»n- 

mand:  general  courts-martial 1227 

Navy  Department,  Secretary: 

Air  navigation  facilities,  flight  inqwction 9485 

Bonds  for  personnel 10912 

Claims  processing,  single  service  asfelgnment  of 

responsibility .,. 5914 

Family  housing  for  civilian  onployees  at  military 

research  or  development  InstallatlonH 11710 

Foreign  currency,  use  of,  \mder  oertain  oontraets; 

determination  of  nonfeasibility 10912 

Motor  vehicle  hire 1 10912 

Reserve  components,  facilltieB 8630 

From  General  Services  Administrator: 

Aircraft  and  parts,  salable,  surplus;  revocation 7749 

Representation  of  Government  Intererts  before  cer- 
tain commissions : 

Alabama  Public  Service  Commissioix 4437 

Federal  Commimications  Commissioo-.  640,6105.6726 

Federal  Power  Commission . 8680 

Illinois  Commerce  Commission;  East  St.  Louis 

Interurban  Water  Co 1200 

Louisiana  Public  Service  Commission 8131 

Tennessee  Public  Service  Commlnton 4437 

BIRTH  REGISTRATION  overseas ;  military  and  civilian 

personnel    1 3315 

BRONZE  STAR  MEDAL  AWARD,  functions  (Bxecuttve 

Order  11046) 8575 

CHARGES,  user,  for  special  services;  policies,  dlspoei- 

tion  of  collection,  annual  report,  etc 403 


Defense  Department — Gmtinued  ^*<* 

CIVIL  DEFENSE:  identification  for  Federal  employees, 

reservists  and  non-Federal  support  personnel-  10541, 11893 
CLAIMS  PROCESSING,  single  service  assignment  of  re- 

qx>nsibillty;  authority  delegations 5914 

COMMENDATION  MEDAL,  award  to  members  of  for- 
eign armed  forces,  regulations  (Memorandum  of 

Jime  1,  1962) 6387 

CONDUCT  STANDARDS,  for  civilian  and  military  per- 
sonnel   ^^ ' 3166 

ENLISTMENTS  IN  ARMED  FORCES,  extension,  au- 
thority respecting  (Executive  Order  11058) 10403 

FINANCING,  DEFENSE  CXJNTRACT,  regulations 2831 

FLIGHT  INSPECTION  of  air  navigation  facilities,  au- 
thority respecting  tranirfer  of  functions  (Execu- 
tive Order  11047)  ___ _ 8665 

LOAN  GUARANTEEING  AGENCY,  designation  as  (Ex- 
ecutive Order  11062)  __ 11447 

MEDICAL  CARE  FOR  DEPENDENTS  of  members  of 

uniformed  services 5591 

MISSISSIPPI,  removal  of  obstructions  of  Justice,  func- 
tions (Executive  Order  11063) 9698 

NATIONAL  GUARD,  withholding  of  compensation  of 
civilian   employees   for  State  benefits  programs, 

functions  (Executive  Order  10996) 1621 

NATURAL  RESOURCES;  fish  and  wildlife,  manage- 

ment  and  harvesting  on  military  reservations 2316 

OFFENSIVE  WEAPONS  FOR  CUBA,  interdiction  of 

delivery,  functions  (Proclamation  3504) 10401 

Tepmlnation  of  functions  (Proclamation  3507) 11625 

ORGANIZATION: 
see  alao  Authority  delegations,  above. 
Alaska  Communication  System,  (deration  and  main- 
tenance function  transferred  from  Army  Depart- 
ment to  Air  Force  Department 7044 

Assistant  Secretary  (Civil  Defense),  administration 

and  operation  of  Office  of  Civil  Defense 905 

Board  of  Contract  Appeals,  armed  services,  char- 
ter __ 3170,  8139 

PROCUREMENT  REGULATIONS,  armed  services: 

Advertising 1694,  3447, 4105,  6121.  8871, 11649 

-    Appendix  A;  Board  of  Contract  Appeals,  charter.  3170, 8139 

Appendixes,  B  and  C 11666 

Bonds  and  insurance 1713. 3462, 8874, 11660 

Contracts: 

Clauses 1708,3450.4016.4023.6133,8872.11663 

Cost  principles 1715,  3454, 4015.  6139, 11664 

Termination 1711,  3462,  4016, 8872, 11656 

Extraordinary  contractual  actions  to  facilitate  na- 
tional defense 6139, 11665 

Foreign  pxu-chases 1705.8872,11662 

Buy  American  Act 3450 

Soviet-controlled  areas 6133 

Forms 1715,3454.4015,6139,8879,11664 

General  provisions .  1685.3443,4016,6120,8869,11643 

Government  property . 1713. 4016. 6138. 8878. 11661 

Inspection  and  acceptance 8879. 11662 

Interdepartmental  and  coordinated  procurement 8872. 

11651 

Labor  _ 1713.  3453,  6138, 8874, 11660 

Negotiation 1694,3447,4015.8871,11649 

Patents,  data,  and  copyrights 3452.6135,8874,11660 

Special  types  and  methods 1696. 3449, 6124. 8872 

Taxes.  Federal,  state  and  local 6136. 8874, 11660 

READY  RESERVE: 
Active  duty:  ^ 

Assigning  authority  respecting   (Executive  Order 

11058)  10403 

Involuntary:  delay,  exempti<»i.  and  early  release..    9053 

Continuous  screening 8730 

RECORDS: 
Fees  and  charges,  schedule  for  copying,  certification 

and  search 403 

Non-Federal :  retention  requironents 3036 

RETIREMENT,  optional,  military  and  civilian  persfHi- 

nel:  options,  beneficiaries,  annuity,  etc 6549 

RYUKYU  ISLANDS,  administration  (Executive  Order 

11010)  2621 

Defense  A^aterials  Service: 

Minerals,  metals,  etc.;  report  of  purchases 1872, 

4632, 8680. 11441 

Defense  Mobilization  Program: 

Administration  (Executive  Order  11062) : 11447 


V 


ANNUAL  INDEX,  19(62 


Delaware  River  Bosin  Commission:  ^^ 

COMPREHENSIVE  PLAN,  phaae  I;  hearings 1583,  6439 

MZPENSE  BUDGET,  hearings -— -  2706,  9152 

Denmark: 

Trade  agreement  CProclamation  3468.  Memorandum  of 

June  20.  1962) 4235,5935 

Dentol  Core: 

Recovery  of  cost  from  tortlously  liable  third  persons. 

regulations  (ExecuUve  Order  11060) 10925 

Dentists: 

Medical  ofBcers.  appointment  in  regular  Air  Force 5554, 

6386.8317.8449 

Disormament  and  Arms  Control: 

Interagency  coordination  (Executive  Order  11044> 8341 


Disoster  Areas: 

AIRCRAFT  avoidance  of  disaster  areAS 3818,12614 

EBflEROElfCY  PREPAREDNESS  FUNCTIONS,  disaster 

relief  (Executive  Order  11051) 9683 

FEDERAL  assistance: 
Areas     designated.    See     Agriculture     Department: 
Emergency  Planning  Office;  Small  Business  Ad- 
ministration. 

Regulations 4805.6280.6295.8789 

LIVESTOCK  FEED  AND  HAY,  transportation  to  certain 

drouth  areas  at  reduced  rates 7512. 

7813.  8149.  8667.  8603.  8752.  8846.  8902.  8932 
9193    9236.  9295,  9489.  9490.  9633,  9856.  10059, 
10139,   10236.  10378.  10779.  11364.  12467.   12785 
RELIEF  ASSISTANCE.  Army  Department  regulations .  _     2 1 7o 
RELIEF  SHIPMENTS;  oceftn  frelglit  charges  on  sup- 
plies donated  by  non-profit  agencies  to  be  paid  by 

Army  Department 

TIMBER  SALVAGE.  Oregon;  emergency  authority 

Diseases,  Communkoble: 

Regulations  for  prevention  (Executive  Order  11070'  .-. 


177 
11683 


12393 


\ 


DiscriminoHon: 
See  Nondiscrimination. 

District  of  Columbia:  i 

Planning  and  development  (MemorandunLof  November 

27,  1962) ll'^53 


Paga 

10552 
1534 


Education  and  Edwcationol  Facilities — Coti. 

EDUCATIONAL  TELEVISION,  establishment  of  new 
class  of  service:  proposed  rule 7741.9410. 

EMERGENCY  PREPAREDNESS  FUNCTIONS  (Execu- 
tive Order  HOOD 

FM  RADIO  STATIONS,  noncommercial.  See  Federal 
Communications  Commission. 

FELLOWSHIP  PROGRAMS;  NaUonal  Defense  graduate 
programs  approved  and  fellowships  awarded  after 
September  22.  1961 47 

KOREAN  CONFLICT  VETERANS 10831 

MILITARY  EDUCATION,  promotion  of  rifle  practice.-      511. 

6713 

RADIO  PROPAGATION  COURSE,  NaUonal  Bureau  of 

Standards.  Boulder.  Colo 3702 

SCH(X)L  LUNCH  PRCX3RAM.  apportionment  of  funds, 

1962.    1963 4374.10571 

SCHCX)L  PURPOSES,  public  lands  opened  to  applica- 
tion by  certam  States  for.  See  Land  Management 
Bureau. 

TEACHER  EXCHANGES  with  foreign  countries  (Exec- 
utive Order  11034) 

TRAINING  PROGRAMS  under  Manpower  Development 
and  Training  Act  of  1962: 

Education  Office  regulation 

Labor  Department  regulation 

VETERANS,  education  and  training.  See  Veterans  Ad- 
ministration. 

WAR  ORPHANS,  educational  assistance 1619. 

4993,9218,10831 


CANALr  ZONE,  visiting  physicians;  exclusion  from  com- 

petitlre  eirfl  service 2505 

IfEDICAl.    OFFICERS,    appointment    in    regular    Air 
^Ptorce 5664.  6386.  8317.  8449 

Dominic  Nuclear  Test  Series,   1962: 

CHRISTMAS  AND  JOHNSTCW  ISLANDS 3989. 

5602.6707.7605.9178.10117.10748 

REVOKED 10941 

Dominican  Republic: 

Sugar  quota  (Proclamation  3485) 7371 

Drugs: 

AHTI-HOG-CHOLERA  SERUM.     See  Agriculture  De- 

partaent. 
CERTIFICATION   AND  TESTS,   etc.    See   Food   and 

Drug  Administration. 
DRUG  AND  MEDICINE  INDUSTRY,  minimum  wage 

determination 315,1359 

NARCXmC  DRUGS.    See  Narcotics  Bureau. 


Eagles: 

Protection,  proposed  rules 12138 

Economic  Poison: 

Definition.  interiMTtation.  labels 2267,9881 

Ecuadof: 

Social  insurance  and  pension  system 2708 

Education  and  Educational  Facilities: 

See  alao  Education  Office. 

ALIEN  aTDDBMTB.  schools  for 503 

AVIATION  SCHOOLS.    See  Federal  Aviation  Agency. 

CIVIL  SERVICE,  educadonal  requlranenta  for  ap- 
pointment to  certain  ix)8itions.  See  Civil  Service 
Commission. 
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8548 
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Education  Office: 

COLLEGES  AND  UNIVERSITIES,  cutoff  date  for  filing 

applications  for  Federal  capital  contributions 4035 

COMMUNIST  COUNTRIES,  prohibition  against  use  of 

teaching  equipment  from 1554 

CONSTRUCjnON  OF  MINIMUM  SCHOOL  FACILI- 
TIES In  areas  affected  by  Federal  activities;  dead- 
lines for  applications 4028.9329 

FELLOWSHIPS;  National  defense  graduate  fellowship 
program,  programs  approved  and  fellowships 
awarded  after  September  22.  1961 .-        47 

LIBRARY  SERVIC7E  ACTT.  Federal  share  for  purposes 

of  ._• 9230 

PROCUREMENT,   auuiortty   delegation  from  Health, 

Education,  and  Welfare  Department 10791 

RECORDS.  non-Federal;  retention  requirements 3040 

TRAINING  PRCXSRAM  under  Manpower  Development 

and  Training  Act  of  1962 8548 

Education  Week,  American,  1962: 

(Proclamation  3492) 9313 

Educational  and  Cultural  Exchanges: 

With  foreign  countries  (Elxecutlve  Order  11034) 6071 

Eggs: 

E«IED  ECKi  IMPORTS,  investigation;  report  to  Presi- 
dent     

E«UED  YOLKS,  identity  standHrds;  market  testing 

FOOD  ADDITIVES.    See  Food  and  Dnig  Admlnistra- 

Istration. 
FUTURE  DELIVERY,  limits  on  positions  and  daily  trad- 
ing   6676.12366 

GRADING  AND  DJSPECTION: 

Ekk  products 6047,8580 

Shell  eggs 7481. 10317 

TURKEY  ECKJS: 

Parity  prices,  deleted ^^ 't5 

Proposed  marketing  agreement...  618.834. 1821.  3326. 451J 
Proceeding   terminated 12958 

Eisenhower  Library: 

Regulations  respecting  use  of  material 4027 

El  Salvador: 

Trade  agreement  (Proclamation  3480) .-     6253 

Electric  Power: 

Emergency  preparedness  functions  of  Secretary  of  In- 
terior (Executive  Order  10997) 1522 

Emergency  Boards: 

See  Natkmal  Mediation  Board. 

Enrergency  Evacuations: 

Allotment  and  assignment  of  pay  to  Peder»l  employee* 

(Executive  Order  10982) —  • 


8845 
3894 


Emergency  Planning  OfRce: 
APPOINTMENTS   without  eompensfttton   and  state- 
ments of  business  interests  under  Defense  Produc- 
tion Act  of  1950 287, 

1080.  1202.  2210.  2876.  3151,  3618.  4158.  4601. 
7081.  10308.  10309.  10430.  11977.  12012. 
AUTHORITY  DELEGATIONS  by  Director  to  various  of- 
ficials: 
Director  of  Telecommunications  Management,  func- 
tions under  Executive  Orders  10705  and  10995 1864 

IntcMepartment  Radio  Advisory  Coaunittee,  assign- 
ment of  radio  frequencies  to  Government  stations-    1864 
DIRECTOR,  responsibilities  in  Executive  OfBoe  of  Pres- 
ident^ Executive  Order  11051) 9683 

DISASTER  AREAS  requiring  Federal  assistance: 

California    2823,10778.11295 

Delaware  3476 

Florida 12991 

Guam 11478 

Idaho 2135,2260.4496 

Iowa  9191 

Kentucky 3476,5582,8981 

Louisiana   12991 

Maryland 3477 

Nebraska 4855.8225.9191 

Nevada 2260 

New  Jersey 3219 

New  York 3219 

North   Carolina 3219 

Oregon  10429 

South   Dakota 7748 

Virginia  3477 

Washington 10597 

West  Virginia 3477 

DISASTER  ASSISTANCE.  Federal 4806.,e280, 6285. 8789 

EMERGENCY  PREPAREDNESS  PROaRAlC.  coopera- 
tion  with   Federal   agencies.     See  main  hiMding 
Emergency  preparedness  functions. 
HEALTH     RESOURCES  -  ADVISORY    COMMITTEE: 

DMO-Xn-2  revoked 8177 

IMPORTS,  investigation: 

Hard-fiber  cordage  and  twine  products 6445 

Surplus  military  rifles 5723 

Transistors  and  related  products 5723 

OFFICIAL  INFORMATION,  limitation  of  auttiorl^'tb 

classify  (Executive  Order  10985) 439 

ORGANIZATION  and  authority  delegatlcHis;  redeleca- 

tion  of  procurement  functions,  citatton 4040 

PETROLEUM    STUDY    COMMITTBE.   submission   Of 

data  and  views ^ 1779 

PROCUREMENT  AND  FAdLmES  placement.  In  areas 

of  substantial  labor  surplus;  implementation 12935 

RADIO  FREQUENCIES,  assignment  to  Govexnment 

agencies  (Executive  Order  10995) 1519 

STOCKPILE  DATA,  declasslflcatjon 3476 

STOCKPILE  MATERIALS,  disposal 4169 

TELECOMMUNICATIONS    MANAGEMENT    DIREC- 
TOR: 

Authority  delegations  to 1864 

Establishment  of  position  (Executive  Order  10995)..     1519 
VOLUNTARY  AGREEMENT  relating  to  foreign  petro- 
leum supply,  deletions  from  membership .    8131 

Emergency  Preparedness  Functions: 
AGRICULTURE    HYPARTlSEiXT     (Executive    Order 

10098)     1524 

(X>M]bIERCE  DEPARTMENT  (Executive  Order  10999) .    1527 
EMERGENCY  PLANNING  OFFICE,  functions  of  Direc- 
tor in  Executive  Oflice  of  President   (Bxeeutlve 

Order   11051) ^ 9683 

FEDERAL    AVIATION    AGENCY    (Executive    Order 

11003)    1540 

HEALTH.    EDUCATION.   AND   WEI^ARB  D8PART- 

MENT  (Executive  Order  11001) . 1534 

HOUSING  AND  HOME  FINANCE  AOENC7  (Bucutive 

Order   11004) 1542 

INTERIOR  DEPARTMENT  (Executive  Order  10997) 1522 

INTERSTATE  CX>MMERCE  COBOaBSION  (BseCUtlve 

Order  H005) 1544 

LABOR  DEPARTMENT  (Executive  Order  11000) 1632 

POST     OFFICE    DEPARTMENT     (Kxectttlve    Order 

11002)   1539 

Emergency  Transportation  Ofllko: 

Establishment  in  Oflice  of  tTtader  Oecretary  of  Oom- 

merce  for  Transportation 4814 
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Employ  the  Physically  Handicapped  Week, 

National,  1962: 
(Proclamation  3488) 8663 

Employee-Management  G>operation  in  Fed- 
eral Service: 
(Executive  Order  10988) 551 

Employee  Organizations  in  Federal  Service: 
Recognition    and    policy    directive    (Executive   Order 

10988)     551 

Employees'  Compensation  Appeals  Board: 
Procedures . 12186 

Employees'  Compensation  Bureau: 

NON-cmZENS  outside  U.S..  compensation  for  disabil- 
ity and  death  of.  criteria  for  payment 9383 

RECXDRDS,  non-Federal,  retention  requirements 3045 

Employment  of  the  Handicapped,  Advisory 

Council  on: 
Establishment  (Executive  Order  10994) ^    1447 

Employment  of  the  Handicapped,  President's 
Committee  on: 

ESTABLISHMENT  (Executive  Order  10994) 1447 

MEMBERSHIP  (Executive  Order  11018) —    4143 

Employment  on  Public  Woiks: 

Regulations  (Executive  Order  11049) —    9203 

Employment  Security  Bureau: 

MEXICAN  LABOR  PR<X}RAM.  deletion  of  rules- 888 

UNEMPLOYMENT  COMPENSATION: 

Disclosure  of  information 3918 

Federal  civilian  employees  program,  claims  in  Virgin 

Islands  4595 

UNITED  STATES  EMPLOYMENT  SERVICE.  S«Tlce  to 

minority  groups 3850.4331 

Engineers  Corps;  Artny  Department: 

ANCHORAGE  REGULATIONS: 

California,  Newport  Bay  Harbor 3515 

Connecticut: 

Jidystic  Harbor,  Oroton  and  Stonlngton 10120 

Stonlngton.  Fishers  Island  Sound 10120 

Florida.  St.  Johns  River 4023 

Massachusetts.  Vinesrard  and  Nantucket  Sotmds 2800 

Michigan.  Lake  Macatewa 6829 

New  York.  Lake  Champlain 9217. 10452 

Rhode  Island,  Narragansett  Bay 9217 

Vermont.  Lake  Champlain w 9217. 10452 

BRIDGE  REGULATIONS: 

California.  Novate  C^reek —      447 

Connecticut: 

Johnsons  River 446.4778 

Mystic  River-_-'. ;«-;::.  ^JJ5 

Poquonock  River . 445,446.4778 

YeUow  MUl  Channel 445,4778 

Delaware: 

Lewes  and  Rehoboth  Canal 623 

St.  Jones  River 404 

District  of  Columbia: 

Anacostia  River 1 890 

Pot<Hnac  River 7434 

Florida: 

Blackburn  Bay 10753 

Gasparilla  Sound 5503 

Lake  Worth 12482 

Georgia.  Satilla  River 623 

Great  Lakes  tributaries ■-    8852 

Gulf  of  Mexico,  waters  discharging  into,  west  of  Mis- 
sissippi River- 446, 6431 

Hawaii.  Honolulu  Harbor 3921 

Illinois.  Chicago  River 447 

Louisiana: 

Bayou  Plaquemlne 253 

Salt  Bayou;  revocation 4332 

Maine.  Portland,  Back  (Tove 10892 

Massachusetts: 

Acushnet  River l 11545 

Charles  River 1358 

Man^ester  Harb<H> 8854 

Michigan.  Grand  River  and  Spring  Lake  Outlet 12482 
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Engineers  CMpt;  Army  Deportment — Con.       ***<* 

BRIDOB  REOULATIONB— Continued 

ICnneaota.  Duluth-Superior  Harbor St52 

Maw  Jtn&y: 

Caiwldvui  Crtek -, 1166« 

8h*rt  RlYCT 1M«2 

New  York: 

Coney  Island  Creek 121M 

Hudaom  Rlter 4736 

Oregon.  TBtaunook  Rhrer 11W5 

PennaylTMila,  eehuyflclll  RItct-— '. 854« 

Texas: 

Buffalo  Bayoa 3515 

Clear  Creek;  revocation 448 

Trinity  River 5767 

Washington: 

Hood  Canal ^ 10366 

Snohomish  River 4958 

Wisconsin.  Duluth-€ui>erlor  Hartx>r 3852 

DANOSR  ZONE  REGULATIONS : 
California: 
Pacific  Ocean:  ^ 

San  Clemente  Island 8829 

San  Pedro  vicinity 2465 

TbMalM  Point,  rwoeatlon 4332 

San  Pablo  Bay;  Mare  Island  Naval  Shipyard 10484 

Delaware,  Atlantic  Ocean  off  Delaware  Coast 5746 

Florida: 

Atlantic  Ocean  off  Cape  Canaveral 4778 

Banana  River 29** 

Straits  of,  and  Florida  Bay  in  vicinity  of  Key  West.  2S08 

Illinois  Lake  Bilchlgan.  Belmont  Harbor  entrance —  7096, 

8354 

,     IfaB^arhusytts.  Busards  Bay  and  adjacent  waters —  10296 
New  York.  Atlantic  Ocean  off  Camp  Hero  Blilltary 

Reservation,  Montauk 2508 

FISHINO   RBOULATIONS;    Maryland    and    Virginia. 

Chesapeake  Bay 8829.  7434 

FLOOD  COMTHOL  RBGTOLATIONS;  Cahforlnla.  Twtt- 

cheD  Dam  and  Reservoir,  Santa  Maria  River  Basin.  2177 
NAVIGATION  REGULATIONS: 
California: 

Long  Beach,  naval  restricted  area..— 12368 

Long  Beach  Harbor,  seaplane  restricted  area 12368 

Los  Angeles  Harbor,  naval  restricted  area 12368 

Pactflc  Ocean  off  S«m  Clemente  Island 12368 

Sacramento  Ship  Channel 4737 

San    Francisco   Bay,    San   Pablo   Bay.   Carquinei 

Strait,  and  Mare  Island  Strait 10484 

Florida.  St  Johns  River 3537 

Louisiana,  Mississippi  River 3166 

Maine  Onlf "80 

Massachusetts.  Cape  Cod  Canal 7824 

Minnesota,  Duluth-Superior  Harbor;  bridge  regula- 
tions revoked 3852 

New  York : 
Flushing  Bay  near  La  Guardia  Airport 9056 

Niagara  Rtver 3657 

Virginia,  York  River 2465 

Washington: 

Puget  Sound  area w^" 

Snake  River 4779 

Wisconsin,    Duluth-Superior    Harbor 385J 

B^ERVOIR  AREAS,  public  use : 

Area  covered : 

Alabama 12674 

Connecticut 10831 

Florida 12674 

Oeorgia  -  ^2674 

S!^"^!l::::::::::::::::::::::::::::::::::;jio 

New  Hampshire ^O^i 

North  Dakota 


Engineers  Corps;  Army  Department — Con.        '^«' 

RESERVOIR  PROJSCT  LAMOS.  joint  policies  ct  In- 
terior and  Army  Dei>artmeats 1734 

Enlistments  in  Armed  Forces: 

Extension,    authority    respecttng     (Ezecnttre    Order 

11058) 1040S 

Equal  Opportunity: 

See  Nondiscrimination. 

Equal    Opportunity    in   Housing,    President's 

Committee  on: 

Establishment  (Executive  Order  11063) 11527 

Estate  Taxes: 

See  Internal  Revenue  Service. 

Ettiical  Standards  of  Conduct: 

See  Conduct  standards. 

European  Economic  Community: 

Trade  agreement  (Proclamation  3468,  Memorandum  of 

June  20.  1982) 4235,5935 

EvcKuations,  Emergency: 

Allotment  and  assignment  of  pay  to  Federal  employees 

(ExecuUve  Order  10982) 3 

Executive      Committee,      National      Science 

Board: 
Reorganization  Plan  No.  2  of  1962 6419 

Executive  Office  of  lite  President: 

See  Budget  Bureau. 

Emeroency  Planning  Office. 

Elmergency  preparedness  functions  of  ESnergency  Plan- 
ning Offlce  (ExecuUve  Order  11051) 9683 

Executive  Orders: 

ISSUED   by   President.     See  Presidential   documents. 
PREPARATION,  presentation,   filing,  and  publication 

(Elxecutive  Order  11030) 6847 

Executive  Reserve: 

Emergency  preparedness   functions    (Executive  Order 

11051) »«83 

Explosives: 

Packing,  transportation,  etc.    5ee  Coast  Guard ;  Federal 
Aviation  Agency;  Interstate  Commerce  Commission. 

Export  Control: 

See  International  Programs  Bureau. 

Export  Control  Act  of  1949: 

Administration  (ExecuUve  Order  11038) 7003 

Exports: 

See  Imports  and  exports. 

F 


Pennsylvania 


4280 
829 


South  Dakota »:;;roiT,  i2S 

Texas   829,2413.4280 

Vermont    I lOCl 

Hunting  and  fishing : 

Kansas •"^' 

New  Hampshire lOWl 

New  York ^21 

North  Dakota J280 

Pennsylvania   ■S«2 

South   DakoU *280 

Vermont - - — - 10»31 


Fair  Labor  Practices  Code: 

Federal  service  (EicecuUve  Order  10988). 

Farm-City  Week,  h4ational,  1962: 
(ProclamaUon  3495) 


Farm  Credit  Administration: 

COOPE31ATIVES.  BANKS  FOR;  loans  for  certain  sales 
or  pur^ases  of  fanners 

FEDERAL  FARM  MORTGAGE  CORPORATION;  revo- 
cation   

FEDERAL  INTERMEDIATE  CREDIT  BANKS  AND 
PRODUCTION  CREDIT  ASSOCIATIONS 

FEDERAL  LAND  BANK  ASSOCIATIONS;  UquidaUon, 
eligible  members,  employees,  etc 

FEDERAL  LAND  BANKS 

Limitation  on  amount  loanable  to  applicant 

Repayment  plans 

Servicing  loans 

FEXS  AND  CHAROS8  ON  LOANS;  applicaUons,  addi- 
tional and  refunding  loans 

INFORMATION  AND  RECORDS:  agencies  under  su- 
pervision of  Administration,  borrowers.  ainiUcants 
for  loans,  personnel,  etc 


551 
9639 

5788 

10741 

12803 

10929 

877 

5788 

8611 

8611 

10931 
10929 
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Farm  E<|u ipmenti 

EMERGENCY  PREPAREDNESS  RmcnOHB  of 
tary  of  Agriculture  (Bmcuttve  Order  1098t). 

SCOPE  OF  TERM  as  used  tn  EjtBCuUrB  Orders 
10998  and  10999,  agreement  between 
Stabilization  and  Coneenratlon  Serflee 
ness  and  Defense  Seitlces  AAmtntatrmUnn 

Farm  Safely  \nreekf  NttffioiiQlf  ItoZs 
(Proclamatkm  J451) 
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Farmer  Cooperative  Service: 

Authority  delegaUon  by  Actailnlstrator  to  ottiain  oflel- 

als  to  serve  as  Acting  Administrator- -   9185 

Farmers  riome  Aummtstrotfons 

NONDISCRIMINATION  in  malttple  unit  bouilnt 12611 

ORGANIZATION:  sitrignmriit  and  menrsdon  of  fane- 

Uons . B005 

RECORDS.  non-Federal;  retentlOD  lenuiiqnqite- 3033 

SBCURITY  SERVICINO  AND  XJQUXDATTOIIB;  in- 
sured notes,  assignment,  redestgnatlon  and  re- 
vision    12396 

Federal  Aviation  Agency: 

ACCIDENTS.     See   main  heading  CMl  Aetonauttes 

Board.  

ADMINISTRATIVE  REOULATIONB  [NEW] 2t0«.4951 

AERONAUTICAL  CHARTS,  Btandards  for:  pwpoeed 

role ----- 8389 

AGRICULTURAL  AIRCRAFT  OPBRATIOMS.  COPimer- 

cial  and  private;  pnqxMed  xulee 10848 

AIR  NAVIGATION: 
Air  traffic  control.    See  under  Air  traffic  rules. 
AlUtude  mlnlrauras  for  instrument  fUgtiL  Seelaatn- 

ment  flight  rules. 
Approa^  ptoceduree.    See  Instmmcnt  fUi^t  rules. 
Construction  or  alteratkm  of  stnieturca.    See  wUer 

>    Airspace. 
Control  areas  and  aonea  en  Fedwal  airways,  dwigna» 

Uon  of.     See  Federal  alrwaya. 
High  alUtude  navlgaUonal  aids.  See  Jet  nmtea. 
Jet  routes.   5ee  Jet  routes. 

ObstrucUons,  constroctkm  of .  5ae  ««der  AinDeee. 
Reporting  points,  on  Federal  airways.    See  ftderal 

ainrays. 
Restricted  areas.   See  Restricted  areas. 

Security  control  of  air  traffic 775t,  ••16, 10750 

AIR  TAXI  AND  COMMERCIAL  OPBRATCXtS.  small 

aircraft  [new];  proposed  rules 10902 

Altimeter  system  requirements 4M0, 10902 

AIR  TRAFFIC  AND  GENERAL  OPERATIlfO  BXJLXB 

[NEW] ;  parachute  Jumping _  4M»,  11635 

AIR  TRAFFIC  RULES: 
Air  traffic  control  clearances  and  instroetions:  pio- 

posed  rule  withdrawn—. 9409 

Airports.   See  Airports. 

Altimeter  setting;  pn^MSed  role  wltlidrawn 0657 

Controlled  airspace,  traosition  areas;  drtiwitiiwi    llSt.  4012 

Course  to  be  flown 2794 

Departures,  standard  instrummt;  plan  tor  simpim- 

cation >—  ^•,826.539 

Disaster  areas,  avoldanof  of :..  ••!•,  12614 

Emergency  descent  flight:  revocatioo ' 4150 

Florida  and  waters' adjacent  thereto,  certain  areas 

(SR^54  and  454A) l 10444. 11692 

Oxford.  Mississippi   temporary  control  tofwer.  prior 
approval  for  flights  (SR-453) 

Rescissicm  

Radio  failure 

Security  control  of  air  trafBc:  Puerto  Bleo  , 

ADIZ    10750 

Sky  Shield  m,"  prohibition  of  ffigiit  durlnc  opera- 
tion (SRr-452) 7758 

Unmanned  free  balloons,  exclusion.  pn«M)eed  rule 10656 

AIRMEN  [NEWl;  recodlflcaUon 4176. 7^64. 1«409 

See  also  Schools  and  otiier  eotifleated  ageneles. 
Airmen  other  than  flight  crewmembers.  certlflration: 

Certain  proposals  withdrawn ---■-  12412 

Mechanics — --—  WW.  10409 

Flight  crewmembers  other  than  pUots,  certtHcathm; 

certificates  required . ?•••,  10409 

Medical  standards  and  certiJteaUoo VB^O 

Pilots  and  flight  Instructors,  oertifloatlan —  19U,  10409 

Certain  proposals  withdrawn j^ 11412 

Flight  experience,  recent 10109 

Proposed  rule - 10900 
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federal  Aviation  .Agency — Continued 

AQtPORTS' 

Acquisition  of  United  States  land  {new]..  7920, 9622, 12360 
Alaska: 
An^orage  Airport: 

Ddetion  <rf  obecHete  regulatkms 1454 

Traffic  patterns,  proposed  revocation 9615 

Cold  Bay  Airport  [new] 7924.9107,9822,12363 

Fairbanks  Alnx>rt.  ddeticm  of  obsolete  regulations.    1454 

Fednml  i^iports  Cnew];  i»X}poeed  rule »107 

Canton  Island  Airport  [new! 7924,  ••22, 12364 

Construction,    alteration,    or    deaetivaticm,    notice 

[new] 7923,9822.12363 

Damage:   reimbursement  by  Federal  agracies.  de- 
letion^.  1454 

District  offices: 

Carson  City,  Nevada;  closed 6341 

Garden  City.  New  York;  transferred  to  Jamaica, 

New  York - 6057 

Helena,  Montana:  transferred  to  Seattle.  Wadiing- 

ton 10463 

Dulles  International  Airport;  recocUficatlon 7035,9443 

Federal  aid  [new] 7908, 9e22.  M849 

Prior  regulations 2606. -7054, 10093 

Moisant  International  Airport,  Louisiana:   turbojet 

operations,  hearing 431 

NaUonal  Ci4}ltal  Airports  [new] 7035. 9443 

Oxford  University  Airport;  control  tower,  prior  ap- 
proval for  flights  in  vicinity  (SR-453) 9697 

Rescission zr—  10208 

RecodlflcaUon  [new] 7008,  •622, 12348 

Surplus  proper^  disposal  restrictions,  release  of  afr- 

port  property  from  [new] 7922.  <B22, 12361 

Traffic  rules,  special;  prwosed  rules 9615 

Wake  Island  Code  [new] 8855.9555 

Washington  National  Airport : 

ObstrucUon  of  fire  hydrants  and  parking 2046 

Recodification 7035.9443 

AIRSPACE* 
See  alao  Federal  airways,  etc. :  Jet  routes. 
Construction  or  alteration  afTectlng  navigatde  air- 

9ace,  notice  of  [new] 6303, 10357 

Construction  proposed;  notices,  hearings,  etc. : 

crane 3016, 9665 

PUe  driver —    ?°i? 

Radio  antenna  structures  axul  towers 268, 

2815,  2938,  3865,  4943,  5622.  5775,  10594,  41027 

Residences »5''l.  8720 

Television  ftntpnna.  structures  and  towers 61, 

62.  269,  326,  793.  3412,  8478,  5207,  5822,  6291, 
7134.    7464,    7580.    8812,    9928.    10463.    10712, 
10972,  11026,  11241.  11515.  11976,  12987. 
Transmission  lines  and  steel  towers —  2382, 10970, 10593 
Controlled  airspace  [new] : 
See  also  Federal  airways,  etc..  beUno. 

Designation    6300, 6361, 10353, 11032 

Recodification   6800,6801,10352,11032 

Restricted  areas.   5ee  Restricted  areas,  beloir. 

l^iecial  use  airspace 7321,9772,10853 

Recodification  [new] : '. 6802,10355 

Restricted  areas.    See  Restricted  areas,  belOto. 
AIRWORTHINESS  DIRECTIVES: 

Aero   2147,3376,3436 

Aat>nca 8377 

Andrea 5137 

Auto  Craft 10444 

Beech   615,3652,5439,7088,10301,11220,12405 

Bell 2053,  3844, 10128, 10390, 12827 

Bellanca 6484, 8614 

Boeing     442, 561, 769. 1818,  8319. 

3653.  373S,  4833,  4834.  5085,  5398,  6970,  7489. 
7682,  10027,  10125.  10991,   11219.  11354.  11457 

Brantly 1W5, 2506 

Canadair      - 8437, 3916, 4168, 5951, 7682, 9556 

Cessna  _._— 7710. 10117, 10992 

Convalr 2763,3320. 

4865,  7574,  6940,  8269,  8946,  9478.  10258.  12473 

Cttrtlss-Wright 3799,6197,7760.10771.12827 

De  Havllland ^^- 4082,4083,5793 

Douglas ^ ^^• 

698,  986,  1818,  2398,  4064.  5393,  5818,  6097. 
6430,  6434,  6606,  7428.  9212,  9772,  10027,  10125. 
10168,  10537,  10751.  10886.  11696.  12167.  12616 

Edison  10260 

Edo 686,2810,7710 
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AIRWORTHINESS  DmECTira-ConUmied 

WmiTtbOA   » 20*.  !**>.  2606.  75«3.  9«*J.  lf*fj 

OrmvtnerMark 59J9 

orim«^^- :::::::::: '3591. 12066 

H^S^.:^'.v:::::^'""""""-- 3365. 4834 

mil^r  866.2682 

HuflL; -   --  4590.5861.9315 

CSSeed V.V204.  2278.  4552.  4559.  4887.  6606. 

^^  "70T8"8b40.  8425.  9181.  9378.  9483.   9668.   9772. 

9923.  10502.   11991.   12056.   12583.   12747.   12828 

w  ____,j_—  770.10637 

\n;:^^^'^^:::::::::::: 6941.10751 

N.'SS'2S?S!StaNivt-on:::::::::::::::::i569:39^ 

Pratt  and  ^g«V97i:  45527 56^4.  6750.  7562.  10118.  10125 
Rolls  Royce "63  5678  2761 


pm« 


841 


Sikonky 


6430.10117 


ftidATUtion""'  1479.6941.11354.11675 

BjdATiaUOn 7675.9101.12117 

vSmb -—  - 652.1566.3377. 

AIRWORTHINESS  REQUIREMENTS : 

Aiiplane: 

Noimal,  utUlty  and  acrobaUc  aircraft : 

AirworthlneaB  review -----    3160 

Altimeter  cystem  requirements:  propoeed  rule  4340 

Certain  propoaals  withdrawn 11W9. 12412 

Lighting  systems,   exterior:    experiments    <SR- 

me.  SR^92C.  8R^92D) oJ2?^^If 

lilaster  switch  requirements- 3164.12746 

Weight  and  altitude  reatrlcUons  for  certain  air- 

planea:  proposal  withdrawn 4789. 11999 

Transport  categories: 

Airworthiness  review 2»80 

Airspeed  limlUtton  (SR-450A) ,2^*!I?2 

Altimeter  system  requirements:  proposed  rule^    4340 

Certain  proposals  withdrawn ii9OT,  i^4i^ 

Certification    and    operation:    Trust    Territory. 

Pacific  Islands  (8R-403A) .  rescission 4471 

Lighting   systems,   exterior:    experiments    (8R- 

39m.  8Rn^92C.  SR-J92D) 1008.5979 

Turbine-powered: 
Take-off  obstacle  clearance  (SR-422.  8R-422A. 

SR^-422B) ;  proposal  withdrawn 4252 

Three^englne:  p^ormance  requirem^ents  (8R^  ^^^^^ 

Turb(«>rop  conveiiona  '(SR^23) 12925 

Weight  and  alUtude : 

Restrictions:  proposed  rule *l^ 

Withdrawn *^*"^ 

Zero  fuel  and  landing  weights  in  cargo  sendee 

(SRr^llB) 3890,63^1 

Engines,  turbine:  .,..» 

Certahi  proposals  withdrawn ^ ^**^^ 

Helicopter  turbine:   30-minute  power  rating,  pro 

posed  rule 

Tests,  thrust  reversera 

Olider:                                .  1041 9 

Certain  proposals  withdrawn i^J 

Propeller:  ^  19419 

Certain  proposals  wlttidrawn "J^^ 

Functional  testing '*""'' 

Rotorcraft:  _, 

Normal  and  transport  categories: 

Airworthiness  review v.","  -,„         JiS 

Altimeter  system  requirements;  proposed  rule—    4340 

Certain  proposals  withdrawn -j— -;.— ,iir  " 

Lighting    systems,   exterior:    experiments    (OTJ- 

392B.  SR^^OTC.  8R-392D) —  -  1008.5979 

Main  rotor  service  life  determination.  Appendix 

A:  revision {JJfJ 

Master  switch  requirements.  **i»' 

Turbine-powered,  proposed  rule. •-  "-""» 

Restricted   category,   approval   and    operation   oi 

rotorcraft  with  «te"»»i  Jof<Hl£I?*^»  «,w 
ALTITODBS,  tnatniment.    See  Instnimmt  flight  nues. 
ANTENNA   STRUCTURES   AND   TOWERS,   etc 
itnder  Airq>aoe. 


FMkral  Aviation  AgMKy — Continuod 
APPROACH    PROCEDURES.    See    Instrument    flight 

rules. 
AUTHORITY  DBiBOATIONS: 
5ee  also  Organisation  and  functions. 
By  Administrator  to  certain  ofDdals:          ,    .  ^    .  . 
Hearing   Officers:    certain   authority  of  Adminis- 
trator     "Z 

Regional  Assistant  Administrators:   acquisition  of 

real  property  by  condemnation 3773 

BALLOONS:  .  .     ,,^ 

Free  and  hot-air;  pUot  certificates,  requirements.  Urn- 

lUUona.  etc 32S 

Proposed  rules  I"  5402.10656 

Unmanned,  free  biii«)M:"operation.  proposed  rule-  10658 
CERTIFICATES  AND  RATINGS:  r^«.^M«n 

See  also  Airmen;  Certification  of  aircraft:  Operation 

rules:  Schools  and  other  certificated  agencies. 
Airline  transport  pUot  rating: 

Certificate  replacement  or  change  of  name jsos 

Recodification i1m  iSsI 

Flight  radio  operator:  deletion.-     -----------  JJ"'™ 

Ground  Instructor 1594.3141.3756.6666.7606 

Ughter-than-air  pUot:  .„- 

Certificate  replacement  or  change  of  name-       4663,  5331 
Examinations,  written:  requirements  for  private  and 

commercial  pUots.  deletion ??S"s?m 

Free  balloon  pUot iJ^S'.ToS 

Sl^Suon"a^dWrodlc're'iieVairp"ro^<i^  '  3141 

Special  purpose  pilot  certificates;  foreign  cltisens—    4664 

Mechanic:                                          ^^«*.  4509 

Mechanical  experience  requirements— ----    «"* 

Recodification J" :--":i:.„i 

Time  limit  for  completion  of  mechanic  examina-     ^^^ 

tions   

Pilot  and  Instructor :  ««»4„«. 

Class  ratings  on  multi-Jet  airplanes  with  engines 

In  fuselage;  deletion '>*^' 

"""SlSerJttCskill  and  flight  test  requirements 
Military  competence:  proposed  rule 

■^Sde^SSSrUm  .nd  flight  t»t  r«,ul«menu.    37J. 


3405 
3003 


748 


5ee 


3798 
3354 


Instrument  p'roflciencVrequimnents  for  ^  rating 
flight  tests:  proposed  rule 

'^^Aeroiiutical  experience,  dual  Instruction:  pro- 


4864 
6843 


1073 
6677 
3798 
4865 
3354 


posed  rule 

FllRht  test,  gyroplane:  proposed  rme--_- --- 

Olider  rating,  skill  and  flight  test  requirements- 
Limited  pilot --— 

Military  competence;  proposed  rule—.-- — -- 

Skill    standards   appUcable   to   heUcopters    and 

gyroplanes;  proposed  rule. -rj"-,:—    ^A 

Revalidation  and  periodic  renewal,  proposed  rule.  -    3141 

Rotorcraft  class  ratings,  addition... 4&w 

Student  pUot ;  solo  flight  requirements : 

Dual  instruction:  Propo*?^  ™Jf r ilA? 

Single-place  gyroplanes  <8R^5l ).—  .-----—  *«^' 
Recodiflcation  of  various  certiflcates  ^  ^^Jg^  i^lM 

AIM9  7806 
^JStimeU^^iS^stemVequirement^^^^  rule 4340 

^F^m  of  manufacturer,  proposed  rule ^^75*5?? 

Re^SSSSJ^Sd'^rt^V  renewal' oVvM^^^^     certifl- 
cates. proposed  rule 

CERTIFICATION  OF  AIRCRAFT : 

^^^iJoS^ess    certiflcates.    effectiveness:    ^^^^^^^^ 

rule   19412 

Certain  proposals  withdrawn 7- «;";.;;;i" 

Rotorcraft  with  external  loads,  approval  and  opera- 

CERTIITc'aTION  PROCEDURES.  OEWERAL:  INEWl. 

recodification,  proposed  rule JJJJ 

Deleted -— "" 

COMMERCIAL  OPERATOR  rules : 

Large  aircraft.  limiUtion  of  coverage;  proposed  rule,  loww 


3141 


748 


5690 
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Federal  Aviahon  Aptngf     Coati 

COMMERCIAL  QPBBATOR 
Radio  receivers,  portable. 

restrlctlan  of  use  durtnc  fllchl 
446A)    


4906 


COMMUNICAT[ONS  STBTEIff.  UBE;  OXMWl,  reeodU- 

cation 2807.4954 

CONSTRUCTTON:    structurea.  propowd,  effect  upon 

navigable  airspace.    See  Alzipaoe. 
CONTINENTAL  CONTROL  ABBA : 
Alterations.  5ee  ujuler  Federml  airways,  etc. 
Jet  routes,  advisory  areas.   5ee  iet  routes. 

DEFmmONS  AND  ABBREVIATIOm  WKW] 1665.4587 

"IFR  over-the-top",  ete..  prapoeed  rale 10909 

EMERGENCY  PREPAREDNESS  FDNCTKMB  (Kaee- 

utlve  Order  11003) 1540 

ENFORCBMBfT    PROCE3)UBES 1110 

[NEW]:   recodiflcation •603,9585 

EXPLOSIVES  and  other  daiweroos  articlee.  tm^iorter 
tion: 

Certain  proposals  withdrawn. 12412 

Facsimile  signature... 5392 

Magnetic   materials,   eargo   F**rftttiTti.   rfT"*y   and 

marking  requirements 1073,5393 

FEDERAL  AIRWAYS.  GONTBOmED  AIBaPACB.  AMD 
REPORTING  POINT8  [NSW];  rtfiiinelliii  1 
Colored  Federal  airways  and  contndled  aroaa  low 
altitude:  1  ^ 

Alterations j^lM.  7514033. 

1161,  1323.  1454.  1552.  IfiOt.  177S.  I»U.  2451, 
2452.  2463,  2437,  SMI.  lOtS.  StOS.  4013.  4274. 
4571.  4593,  4702.  4MX  SIM.  Mtl.  UT6.  5013. 
6336,  6493,  Ott?.  tM6.  OMS.  fiSO^  7711.  7984, 
8304.  9443.  WOO.  0610.  0102.  0000.  10901.  10S52, 
10992,  11532.  11930.  11000   12211.  IMOO.  12710 

Recodiflcation 0300.0301. 10303. 11033 

Continental  control  area,  restricted  anas  iadiidad: 

Alterations  317. 407. 017. 1U4,  2046,. 

2250.  2794,  3230.  3000.  4830.  §070.  8001.  0380, 
6381,  6392.  6541.  0542.  8300.  8321.  OOBS.  9316, 
9510,    9649,    0772.    10445.   12311.    13312.    12438 

Recodification 0301, 10363. 11084 

Control  areas  and  control  area  frtmsfrrtfif 

Additional  control  areas ,  122M.  12211 

Extension  of  control  areas:  attsratkns 170, 

171,  377,  476,  505,  506.  607.  500,  §82.  000.  770 


835.  836.  1114.  1118,  1221.  13^4.  1264.  1455, 
1597.  1773.  2128.  2147.  2311.  2tf2.  2464.  2763. 
2889.  3437.  3538.  3601.  3683.  3608,  3881.  4013, 
4033,  4275,  4430.  447X  4473.  4612.  4608.  4735. 
4809.  4007.  4038.  4060,  §008w  634U  1400.  5424. 
5495,  6861.  5882.  8197.  8208.  0270.  0800.  0493, 
6503.  6641.  6643r0783.  OOtt.  0000,  1000.  7388. 
7675.  7713.  7822.  8011.  8200.  8286.  8821.  8952. 
9248.  9261.  9556,  9602.  0504,  8040.  0000.  10445, 
10481.  10538.  10562  11034.  11222.  11242.  11431. 
11457,  11400.  12100.  12208.  12438.  12710,  12926 

Recodification 0301.10853.11085 

Control  Bones: 

Alterations —  171,317,346.303.400.500.507,800.034.652 
653.  770.  788.  836.  1032.  1834.  1074.  1227.  1324, 
1364.  1454.  1500.  1607.  1707.  1000.  2148.  2157, 
2216.  22501  2379.  2323.  2462.  2462.  2464.  2703, 
2764.  2888.  2800.  3104.  3228L  8427.  2128,  3530. 
3592.  3593.  3633.  3800,  3046.  4012,  4014.  4034, 
4155.  4244.  4275.  4226.  4320.  4472.  4472.  4613, 
4594,  4735.  4809.  4008.  4030.  4060^  4067.  5086, 
5270.  5423.  5424,  5406.  6671.  6003„  6730.  5747, 
6863,  5952.  6171,  6100.  0370^  0300.  0301.  6431. 
6503,  6562.  6608.  0872.  0761.  0783.  000.  6845. 
6086,  7069.  7420.  7604.  7007.  7075.  7003.  7712. 
7713.  7796,  0011.  0200.  022|.  8305.  8321.  8353, 
8614.  0102.  0240.  0310.  0070.  0870.  0440.  9459, 
0473,  8511.  0593.  0594.  0040.  0052.  0063.  9985, 
10118.  10153.  10201.  10883.  10404,  10602,  10675, 
10812.  10868.  10041.  lOOtt.  10043.  10007.  10992, 
11264.  11287.  11313.  11467.  11400.  11500.  11532, 
11638.  11789.  11770„  11800.  11038.  12857.  12165, 
12166.  12209.  12211.  12438.  12644.  12850.  12926 

Recodification 8301. 18253. 11121 
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Federal  AviatioB  Agency — Contimied  ^'^ 

FEDERAL  AIRWAYS.  COMTBGUJED  AIRSPACE,  AND 
REPORTINO  POINTB  [NEW] ;  deslfziatlon— Con. 
General: 

Recodification 8301,10363,11032 

Reporting  points 5759 

Transition  areas 4956 

Polar  flight  information  region,  designation;  proposed 

rule 7458 

Positive  control  areas: 

Alterations 617, 1323. 5570,  7988.  862?,  9212. 

9510.  9649,   10372,   lOOOI,  11288,    11676.   12838 

Recodification 6301,10353, 11186 

Positive  control  route  segments: 

Alterations 2324. 12615 

Recodiflcation 6301, 10353. 11185 

Recodification  .. 6300,6301.10353,10537,11032 

Repenting  points: 
Alterations:   . 

EbiwaUan  reporting  points 5759. 10353, 11200 

High  altitude:  ' 

Alaska 5759, 10353, 11205 

Domestic 6759, 10353. 11200. 13209, 12211, 12438 

Intermediate  altitude,  domestic 12347. 12438. 12926 

Low  altitude: 

Alaska ^ 10353, 11204, 12438 

Domestic  10363,11186 

11898.  11938.  11969.  12211.  12348,  12438,  12926 
Prior  regulations:  adored  Federal  airways  (am- 
ber, blue,  red,  green) 751, 

*  1161,  1323.  1596,  1773,  1918,  3451.  3463,  3561. 

3503.  4274,  4591,  4593,  4702.  4007.  5730,  5759. 
5061.  5878.  5813.  0338.  0403.  0027.  6045.  0008. 
7388.  7607.  7676.  8011.  8353.  9510.  0603.  9593. 
0690. 10530. 10055. 11531. 11532. 

Other  domestic  reporting  polnte 2890. 

3437.  3881. 4326.  5496, 5769. 12209 
yOR  Federal  airways  reporting  points: 

Hawaii 1210, 4275 

Intermediate  altitude 737.2398 

Low  altitude «61. 

737, 1249,  1454, 1917. 2588,  3377. 3437,  3512. 3880, 
4012. 4244»4430. 4502,  5656. 6682. 

RecodiOeation 8301. 10363.11186 

Transition  areas: 

Alterations   393, 

506.  609.  616.  634.  653.  800,  836,  1221. 1249.  1324, 
1461,  2148,  2292.  2393.  8888.  2880.  35381  3592, 
3633,  3931,  4327.  4488.  4703.  4735,  4812.  4908, 
4939,  4956,  4957,  5003,  5270.  5406.  5855.  6380. 
6391.  6503.  6541,  6542.  8848.  8888.  7010.  7458, 
7564,  7651.  7683.  7032.  7823,  8348,  0460.  9460. 
9611.  9963.  9954.  10301.  10038.  10068.  10859. 
11405.  11408.  11532.  MOOS.  11808.  11000.  11939. 
11970. 12209. 12258. 12438. 12839, 12926. 

Recodiflcation 0301, 10353, 11169 

VOR  Federal  airways  and  controlled  areas: 

800  aeries  airways;  alterations 5404. 

Intexmedlate  altitode: 

Alterations 170, 

317, 468,  562,  616,  n4,~697~  698~  736.~750.Y51.  834.' 
866.  1009,  1068.  1160,  1104.  1230,  135Sw  1354. 
1412.  1464.  1404.  1566.  1728,  1774.  MOO.  2054, 
2311,  2324,  2398,  2736,  3193,  3194.  3378.  3522. 
3538,  3562,  3592,  3859.  3030.  3931.  3971.  4150. 
4243.  4244,  4430.  4471,  4468.  4510,  4511,  4521, 
4701.  5088.  5098,  6268.  6341.  5404.  5540.  5570, 
5655.  5735.  6118,  8265.  8284.  8391.  6541.  6561, 
8672.  0627.  0094.  7385.  7388.  7467.  7602.  7563. 
7711.  7796.  7828.  7083.  0011.  8321,  8946,  8952, 
0150,  0473.  9510.  0640.  0697.  0888.  10103,  10362, 
10445.  10855.  10057,  10005.  10006,  10967,  11024, 
11239.  11286.  11342.  11632.  11750.  11760.  11898, 
11930.  11800.  13106.  12347.  12814,  12026. 
Recodiflcation 03081 8801. 10353, 11068 


/ 


36 


ANNUAL  MDEX,  1962 


\ 


FMlerol  Aviation  AgMicy — ContmiMld 

FEDERAL  AIRWAT8.  CONTROLLED  AIRSPACE.  AND 
REPORTING  POINTS  [NEW1 :  deatdiAUoo— Con. 
VOR  Federml  airways  and  controlled  areas — Con. 
Low  altitude: 
Alterctlons: 

Alaskan 5759. 11970. 12615 

Doncatic   •*• 

170.  303.  317.  4W.  467.  605.  536.  561.  562.  634. 
694.  698.  735.  736.  737.  750.  752.  856.  942.  943. 
949.  1033.  1069.  1074.  1114.  1161.  1193.  1194. 
l^iO.  1220.  1221.  1323.  1354.  1412.  1424.  1454. 
1461.  1494.  1495.  1552.  1595.  1596.  1658.  1728. 
1757.  1774.  1796.  1846.  1917.  2046.  2184.  2279. 
2452.  2481.  2721.  3377.  3437.  3512.  3538.  3662. 
3592.  3880.  3892.  3931.  4012.  4033.  4160.  4163. 
4200,  4201.  4243.  4244.  4309.  4325.  4430.  4487. 
4488.  4511.  4512,  4531.  4591.  4592.  4593.  4696. 
4701.  4702.  4703.  4734.  4809.  4907.  4939.  4955. 
5098.  5257.  5341,  5404.  5405.  5670.  5655.  5736. 
5747,  5862.  6913.  6951.  5952.  5991.  6266.  6266. 
6284.  6336.  6390.  6430.  6541.  6542.  6661.  6562. 
6672,  6793.  6844.  6941.  6972.  7127.  7384.  7385. 
7386.  7428.  7429.  7468.  7663.  7606.  7711.  7795. 
7822.  7983.  7984,  8011.  8174.  8186.  8304.  8321. 
8614.  8946.  9150.  9248.  9261.  9262.  9448.  9458. 
9510.  9655.  9592.  9649,  9697.  9698.  9699.  9842. 
10362.  10481.  10552.  10865,  10867.  10966.  10966. 
11023.  11286.  11342.  11431.  11496.  11497.  n498. 
11532.  11533.  11770.  11898.  11938.  11939.  12167. 
12211.  12438.  12544.  12710.  12711.  12814.  12926 

Hawaii  616.976.4275,4418 

RecodlflcatlilfT. 6300.6301.  10353.  11036 

FEES  for  oomiurUnd  certifying  records  [new],  recodl- 

fleatton    ..... 2807.4954 

FLIGHT  INSPECTION  <pf  air  navigation  faclllUes.  au- 
thority rejecting  tnansfer  of  functions  (Executive 

Order  11047) .j^- 8665 

FOREIGN  AIRCRAFT  WTTHIN  UNTTnJ  STATES;  In- 
creased nro  fuel  and  landing  weights,  certain  cargo 
*    airplanes  operated  1^  foreign  air  carriers  (SRr-4 1 1  A. 

SRrUllB) — r_ 3890.  6321 

JMPOBrr  AIRCRAPr.  tertmcatlon: 

Certain  proposals  wHndrawn 12412 

TurMne-powered  transport  category  airplanes : 
Take-ofr    obstacle    clearance    (SR-422.    8R^22A. 

_  SRr-422B).  proposed  rule  withdrawn 4252 

Three-engine,    performance    requirements     (SR- 

422B) : 12399 

Turboprop  conversions  (SR-422B) 12926 

INSTRUMENT  FLIGHT  RULES: 
Altitudes,  iptntmiim  en  route  IFR: 

Ezoepttons.  criteria  for 14.4356 

Mountainous  areas 14,4356.5603 

Partleular  routes  and  Intersections : 

p^Kam^  routes 12406 

Colored  Federal   airways    (amber,   blue,   green. 

red) 394.  1210.  2280,  3280. 

4327.  5087.  6035.  7389.  8532.  10093.  10943.  12406 

Dlrec*  routes ^ 349.1210.2280.3280.4327, 

5087.  6035>J389.  8632.  9379.  10093.  10943.  12406 

VOR  Federal  alrwayk. 394.  1210.  2280.  3280. 

4327,  6088.  M35.  7390.  8532.  9379.  10093,  10943 
HawaU...    C96. 1213^^80.  3282.  4330.  5091,  7392,  10093 
Approach  procedures,  standard: 

ApptteabUlty;  proposed  rule 10900 

Partleular  airports,  take-off  and  landing;   altera- 
tions: 

Landing  system 209,  217. 

220.  667.  674.  579.  980,  1486,  2220.  2225.  2233. 
2238.  2725,  2729,  3241,  3249.  3545.  4069.  4077. 
4671.  4680,  4688,  4870,  5185.  5547.  6015.  6024. 
6032.  6611.  6617,  6874,  7612,  7620,  8021.  8433. 
8444.  8770,  8780.  9134.  9323.  9704.  9712.  10033. 
10037,  10631,  10638.  10644.  10996.  11412.  11538, 
11643.  12172,  12179.  12181.  12668.  12573. 

Radar  procedures 211.220. 

569.  675,  680,  982,  1487,  2228,  2239.  2731.  3242. 
3252.  9547.  4070.  4080.  4676.  4683.  4690.  4871. 
5186.  5548,  6026,  6034,  6613,  6620.  6875.  7623. 
8023,  8437.  8446.  8772.  8783.  9137.  9325.  9706. 
100S5.  100S7,  10634.  10639,  10646,  10997.  11413, 
11538. 11545. 12174. 12669, 12676. 
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f^dtal  Aviofion  Ag«nqr — ContiniMd 

INSmUMENT  FLIGHT  RULES — Continued 
Approach  procedurea,  standard— Continued 
Particular  airports,  take-off  and  landing;  altera- 
tions— Continued 

Radio   range 205.211,564,570,576.977,1481.2217, 

2221,  2228,  2234,  2722,  2726.  3238,  3243,  3540. 
4065,  4071,  4665,  4676,  4684.  4865.  5179,  5543. 
6012,  6016.  6026,  6607,  6613,  6869,  7608.  7613. 
8012.  8426.  8438.  8762.  8773,  9127,  9317,  9700. 
9707.  10028,  10036.  10627.  10634.  10639.  10993. 
11407.  11634.  11539.  12168.  12174.  12564.  12570 
Departures,  standard;  plan  for  simpUflcation  of  air 
traffic    control    clearances,    relay,    and    delivery 

procedures 126,326.539 

IRREGULAR  AIR  CARRIERS: 

Airspeed    limitation,    transport   category    airplanes: 

time  extension  (SR-460A) 2995.  8760 

Altimeter  sj^item  requirements;  proposed  rule 4340 

Cargo  in  passenger  compartments,  carriage  of 651 

Certain  propoisals  withdrawn 12412 

Certificate  issxiance M24 

CertiflcaUon  and  operation;  Trust  Territory.  Pacific 

Islands  (SRr-40SA) ;  rescission 4471 

Emergency  exit  markings,  passenger,  illumination..-    1453 
Plight  crew  compartment  doors,  closing  and  locking; 

proposed   rule 12649 

Plight  time  limiUUons  for  filght  engineers 697.  8268 

Fuel  supply  for  all  airplane  operatiozu;  proposed  re- 
vision, correction 10124 

Inspector's  credential  and  admission  to  pilot's  com- 
partment (SR-455) 11891.  12258 

Large  aircraft,  proving  tests  for 1219.  5391 

Lighting  systems,  exterior;    experiments    (SR^392B. 

8Rr^92C.  SR-392D) 1008,5979 

Maintenance  of  airplanes  and  appliances;  airworthi- 
ness responsibility,  certificates.   Inspection,  etc.. 

proposed  rules 12191 

Persons  abroad  all-cargo  aircraft,  carriage  of  (SRr- 

432A)   1208 

PropcMed  revision 8356.  10124 

Radar,    airborne,   for   transport    category    airplanes 

carrying  passengers  (SR-436B) 97.465 

Radio  receivers,  portable  frequency  modulation  (nc) ; 
restriction  of  use  during  flight  (8Rr-446A) .  time 

extension   *906 

Records  and  reports,  airworthiness  release  or  airplane 

log  entry:  proposed  nile 12191 

Reports,  mechanical  reliability 1242 

Small  aircraft  in  other  than  scheduled  operations;  air 

taxi  and  commercial  operators,  proposed  rule....  10900 
Training  programs: 

Approval;  proposed  rule 2319 

Recurrent;  competent  check  of  crewmembers  and 

dispatchers 7674 

Transport  categories,  tiu-blne-jwwered : 
Takeoff  obstacle  clearance  (SR-422,  SR-422  A,  SR- 

422B);  proposal  withdrawn 4252 

Three -engine,     performance     requirements     (8R- 

422B) 4938.  12399.  12926 

Turboprop  conversions   (8R-423)    12925 

Weights.  Increased  sero  fuel  and  landing;  certain  alr- 

planes  In  cargo  service  (8R-411A.  8R-411B)-  3890.  6321 
JET  ROUTES,  advisory  areas  and  high  altitude  naviga- 
tional aids 7302 

Basis  and  purpose,  explanation  of  terms 7303 

Jet  advisory  areas 7303 

Designation  and  extent 5603.  7304 

Enroute  areas 7312 

Alterations .' 206. 

337.  637.  667.  737.  752.  753.  882.  902.  1324.  1454. 
1597.  2279.  2311.  3704,  2776,  2891.  2935,  3237. 
3295.  3296.  3639.  3694.  3736.  3821.  4201.  4202, 
4244.  4431.  4474.  4522.  4553.  4594.  6004.  5087, 
5406.  6496.  5424.  5425.  6497.  6540,  6736,  6863, 
6011.  6198.  6544,  6545.  6754.  6972.  7019.  7389, 
7652,  7737.  7738.  7826.  8175.  8321.  8972.  9409. 
10362.  10857.  11499,  11555,  11638,  11900.  11901, 
11939, 11989, 12438,  12450,  12721. 

Terminal  areas 7317 

Alterations    _^ 737, 

752,  770.  1034.  1035.  1597,  2174,  2373.  2891.  3237, 
3694,  3694.  3882.  3917,  4202.  4834,  6496,  6666, 
5736,  6563,  7019,  7564.  8269. 11939. 
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JET  ROUTES,  advisory  areas  and  hl^  altitude  nayiga- 
tlonal  aids — Continued 

Jet  routes . 7304 

Alterations    99, 

637,  667,  699,  738,  753,  822.  883,  1413. 1413,  1464, 
2010,  2174,  2311.  2704,  3776,  2891.  2935,  3237, 
3296,  3373,  3539,  4201,  4430,  4474.  4621,  4622, 
4594.  4768.  6087.  5404.  6406.  5434.  5435,  5496, 
5540,  5746,  6199,  6973,  7019,  7388.  7389.  7429. 
7662.  7713,  7737.  7738,  7797,  7836,  8175,  8321, 
8615,  8972,  9409.  9461.  L0363. 10857. 11406, 11499, 
11555.  11638.  11898.  11900.  11901,  11938.  11989, 
12438. 12450. 12721. 13839, 13926. 

Designation  and  direction 7304 

Navigational  aids,  high  altitude 7304 

Recodification 6303. 10356 

Alterations 6563 

KITES,  operation 3235 

Proposed  rules :. 5402,  10656 

MAINTENANCE,  REPAIR,  and  alteration  of  airframes, 
powerplants,  etc.: 

Aircraft  operating  limitations 3003 

Canadian  mechanics  (SR-377C).  time  extension 10674 

Certain  proposals  withdrawn 12412 

Privileges  of  manufacturer;  proposed  rule 4967 

MAINTENANCE  STANDARD  ORDERS;  retread  high- 
speed tires  (AISO-A-l),  proposal  withdrawn 12412 

NATIONAL  CAPITAL  AIRPORTS   INEW] 7035.9444 

OPERATION  RULES: 
Agricultural  aircraft,  commercial  and  private;  pro- 
posed  rules 10848 

Aircraft  requirements  and  maintenance: 

Operating    limitations-., ^ 3004 

Proposed  rule 12720 

Altimeter  system  requirements;  proposed  rule 4340 

Certain  proposals  withdrawn 12412 

Certificates,   various;   recodification 4175,  7954 

Florida  and  waters  adjacent  certain  areas  (SRr-454 

and  SR-454A) ___  10444,  11692 

Lighting  systems,   exterior;   experiments   (SR-392B. 

SR-392C,    SR-392D) 1008,5979 

Parachute  Jumping,  nonemergency 4099. 11635 

Radio    receivers,    portable    frequency    modulation 
(FM) ;  restriction  of  use  during  flii^  (SR-446A) , 

time  extension 4906 

Rotorcraft  with  external  loads,  approval  and  open- 

tlon;  proposed  rule 748 

Solo  flight  requirements,  student  pUot;  aingle-plaoe 

gyroplanes   (SR-451) 4507 

Turbine-powered,  transport  category  airpl^es: 
Three-engine,     performance    requirepfrata     (SR- 

422B) Jl. 12399, 12926 

Turboprop  conversions  (SRp-433) J 12926 

ORGANIZATION  AND  FUNCTIONS: 

Administrator's  office;  hearing  officers,  functions 841 

Aviation  research  and-ilevelopment  aervioe 266 

District  offices: 
Air  carrier;  Chicago.  Illinois,  transferred  to  Des 

Plaines,  Illinois 10814 

Airport: 

Carson  City,  Nevada;  closed 6341 

Garden  City,  New  York;  transferred  to  Jamaica. 

New  York 6957 

Portland,  Maine;  dosed 2938 

General  aviation. 4817,  5351,  7999.  9665 

General  safety 692 

International    Field    Office.    Frankfurt.    Germany; 

opened - 5914 

Plans,  Office  of;  abolishment,  transfer  of  certain  func- 
tions and  personnel . 1199 

Regions.  Western  and  Central;  change  of  boundaries-  10814 

PARACHUTE  JUMPING  [NEW] 4089,  11635 

PRCX7EDURAL  REGULATIONS;  enf(»cement  proce- 
dures        1110 

Recodification \ 5693.9585 

PROCEDURAL  RULES  INEW] \._.  5686,9585 

PRCX:UREMENT  RBGULATKmS:  /X 

Contracts  to  facilitate  national  defenae ^ 3324 

Formal  advertising,  opening  of  bids  and  award  of 

contracts 9312 

RECORDS: 
Fees  for  copying  and  certifying;  reoodifleatian—  3807,4964 
Non-Federal;  retoition  reqxiirements 3076 


Federal  Aviation^.^Ag<ncy — Continued  ^*^ 

REGISTRY  OF  WETTED  STATES  AIRCRAFT;  opera- 
tion outsida^nlted  States,  proposed  rule 2533,2736 

REPRESENTATIVES  OF  ADMINISTRATOR  [NEW]; 

recodification 2804, 4951 

RESTRICTED  AREAS  over  military  installations,  etc.: 

Regulations 7321 

Recodification 6302,  10355 

Various  States 1 7321 

Alterations : 

Alabama 5991,  9649. 9772. 10829 

Alaska    1757,2128,2453.4473,4553 

Arizona 4151,  5086,  12057 

California 634, 

1035,  2764,  3236,  3592,  6380,  9263,  10093,  12438 

Colorado 8952,  10445,  12438 

T!^l  RWH-Fft  7429 

Florida  _.""'y.~"'"~"."~.~.~~r6l04,~10827,"i0859,  11941 

Georgia 2860,  5737,  5906 

Hawaii 4327,  5426,  6708,  6709 

Illinois 8221,  11314.  11533 

Indiana 617,  1162,  1658,  3195,  4064 

Kansas  5426,  7565 

Kentucky 563,  8209 

Louisiana  12212 

Maine 7827,  11313 

Maryland 17,  1659.  4244,  6011,  11533 

Massachusetts 563 

Michigan 253,  6392,  8826,  9316,  11343 

Minnesota 563,  6392,  7797,  9316.  11405 

Mississippi 6987.  10093 

Nebraska 1033,  3592 

Nevada 6,  205,  1354,  2566 

New  Jersey  171 

New  Mexico 836,2250. 

2736,  2794.  3881.  4326.  6381,  6541,  6542.  12815 

New  York 663, 10828 

North  Carolina 3594,  3800,  6098,  9810 

Ohio 1114,  2794 

Oklahoma 317.  8321, 12057 

Oregon 2158,  4474,  10363,  12438 

Pennsylvania 12583 

Puerto  Rico 562 

South  Carolina . 4392,  6011 

Texas 1_ 5341,  5981 

Virginia 2808,  4150,  6425,  9984,  11533' 

Washington 2452.  6381,  9556,  11342 

Wisconsin 2721,  5570,  9510,  9649 

Wyoming 1355 

ROCKKIS^  operation;  proposed  rule 5402,  5614 

RULE-MAKING  PROCEDURES,  GENERAL;    [NEW], 

recodification 5686,  9585 

SCHEDULED  AIR  CARRIERS: 
Helicopters,  certification  and  operation  rules : 
Air  taxi  and  commercial  operators  of  small  air- 
craft other   than  scheduled  operations,  pro- 
posed rule .. 10900 

Altimeter  ssrstem  requirements;  proposed  rule 4340 

Certain  proposals  withdrawn 12412 

Engine  Instruments  and  equipment;  oil  temperature 

indicator 3004 

Flight  crewmember  qualifications 6925 

Inspector's  credential  and  admission  to  pilot's  cco^- 

partment  (SR-455) ..  11691.  12258 

Maintenance  of  airplanes  and  appliances;  airworthi- 
ness responsibility,  certificates,  inspection,  etc., 

proposed   rules 12191 

Passenger  emergency  exit  markings,  illumination 1453^ 

Radio    receivers,    portable    frequency   modulation 
(FM) ;   restriction  of  use  during  flight   (SR- 

446A) 4906 

Records  and  reports,  airworthiness  release  or  air- 
plane log  entry;  proposed  rule 12191 

Reports,  mechanical  reliability 1247,  2451 

Interstate  air  carrier  niles  and  operations  outside  con- 
tinental United  States: 
Airspeed  limitation,  transport  category  airplanes; 

time  extension  (SRr-450A) '—  2995.8760 

Altimeter  system  requirements;  proposed  rule 4340 

Cargo  In  passenger  compartments,  carriage  of—  649,  651 

Certain  proposals  withdrawn 12412 

Emergency  exit  markings,  passenger;  lllimilnation..    1452 
Flight  crew  compartment  doors,  closing  and  locking, 

proposed  nile 12649 
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SCHEDULED  AIR  CARRIBIIS— Continued 
IntertUte  atr  carrter  nilei  and  operrtion*  outolde 
continental  United  Bkalee— Oontinned 
Inspector't  eredmUal  and  admission  to  pilot  a  com- 

>iirtment  (SR-456) 11«1.  "Ml 

Lighting  systems,  exterior:  experiments  (SR^-393B. 

8R-3»aC.  8Rr-S02D) 1008.  5979 

Maintenance  of  airplanes  and  appliances;  proposed 

rules  — 12191 

Orerseas  and  foreign  air  transportation,  revision.--     1977 

Persoiw    aboard    all-cargo    aircraft,    carriage    of 

(8R-43aA)    1208 

Radar,  airborne,  for  airplanes  carrying  passengers 

<8R-4S6B)   — 97.465 

Radio    recelyers,   portable    frequency    modulation 
(PM);   re0trlctl<m  oi  use  during  flight    (SR- 

44«A) .  time  extension 4906 

Records  and  reports;  airworthiness  release  or  air- 
plane log  «itry,  proposed  rule 12191 

Reports,  meehanlcal  reliability 1242 

Small  aircraft  In  other  than  scheduled  operations: 
air  taxi  and  ooounerclal  operators,  proposed 

Vule    — 10900 

Training  programs;  Interstate  carriers: 

Approval:  proposed  rule 2319 

<      Recurrent  training;  competent  check  of  crew- 

members  and  dl^atchers 7673 

Transpdrt  categories,  turbine-powered : 
Takeoff   obstacle  clearance    (SRr-422.   8R-422A. 

SR-422B);  proposal  withdrawn... 4252 

Three-engine,   performance   requirements    fSR- 

422B) 4938.  12399.  12926 

Turboprop  conversions  (8R^23) 12926 

Weights.  Increased  zero  fuel  and  landing;  certain 

airplanes  In  cargo  service  (SR-411B) 3890.6321 

SCHOOLS  AND  OTHER  CERTIFICATED  AGENCIES 

[NEW!  reoodlflcation 3756.6665,7605 

Ground  Instructors 3761.6661.7605 

Mechanic  schools 3766.6669,7605 

Parachute   krfts 376».  6671,  7605 

Pilot  schools.-  3757,6656,7605 

Repair   stations ^ 3781.6662.7606.11692 

certain  proposals  withdrawn 12412 

SEAL   [NEWl;   recodifJcaUon 3804.4951 

8KT  SHSLD  m.  prohlMtion  at  flight  during  operation 

(SR--452)    7758 

SMALL  AIRCRAFT,  certification: 
Air  taxi  and  commercial  operators  [new);  proposed 

rule    -  — 1WW2 

Transportation  of  persons.  iMtjperty.  mail,  etc..  pro- 
posed rule  withdrawn ---  10900 

SPECIAL  USE  AIRSPACE.     See  Airspace;  Restricted 

.   areas. 
STRUCTURES,    proposed    eonstructlon;    effect    upon 

navigable  airspace.    5e«  Airspace. 
SUPPLEMENTAL  AIR  CARRIERS.  LARGE  COMMER- 
CIAL OPERATORS,  etc..  certification  and  opera- 
tion rules: 
See  alto  Irregular  air  carriers. 

Proposed  rules 8356.10124 

TECHNICAL  STANDARD  ORDERS.  C  Series: 
General    provisions;    definitions,  basis  and  purpose. 

authorization,  records,  etc 974.1720 

Minimum  performance  standards: 
Airborne  ATC  transponder  equipment  fC47) ..  1363.  5137 
Airborne    lUS    glide    slope    receiving    equipment 

(C34b):  propoMd  role 5990 

Airborne  IL8  locallser  receiving  equipment  (C36b> : 

propoaed  rule 10169.11022 

Airborne    radio    receiving    and    direction    finding 

equipment  (C41b):  proposed  rule 5912 

Airborne    static    electrical  power  inverter   (C73) ; 

proposed  rule M78 

Aireraft  tires  (C63a  and  C62b) 2595.8761 

Fire  detectors  (C79) ;  propoaed  rule 10261 

Flexible  fuel  and  oil  cell  material  (C30) ;  proposed 

rule   12141 

Flotation  devices,  Individual  (C72) ;  proposed  rule__  10854 

Fuel  drain  valves  (CTl) :  proposed  rule —  /5990 

Gas  turbine  auxiliary  power  units  (CT7) ;  proposed 

rule -  8077.  8883 

Hydraulic  hose  assemblies  (C75) ;  proposed  rule 4252 

Parachutes   (C23b) -. 2888 


FMtoral  AvioHon  Agwicy — Continual  **•«• 

TECHNICAL  STANDARD   ORDERS.   C   Series— Con. 
Minimum  performance  standards — Continued 

Portable     aircraft      emergency      communications 

equipment  (C61a) 33* 

Radio  marker  receiving  equipment  (CS5c):   pro- 
posed rule-. 5989 

Safety  belts  (Caae) 5138.5793 

Tunibuckle  aasembUea  and  safetylng  devices,  speci- 
al aircraft  (C21b) :  proposed  rule 12141 

VHF  radio  communications  transmitting  and  re- 
ceiving equipment  (C37b  and  C38b) 2479.  6970 

TESTIMONY    BY    EMPLOYEES    and    production    of 
records    in    legal    proceedings    I  new];    recodiflca- 

Uon 2806.4953 

TRAINING  GRANTS.  Intcr-American  aviation;  dele- 
tion     "54 

WAKE  ISLAND:                                                    __,       ,  ^    . 
Civil  administration;  agreement  between  Federal  Avi- 
ation Agency  and  Interior  Department 8887 

RecodiflcaUon 8855.  9656 

Federal  Communications  Commission: 

ALASKA,  public  flxed  stations  and  stations  of  maritime 
services  In  \ 

Applications,   definitions,  etc 7124.9480 

SUUon  authorizaUon.  operating  and   technical  re- 

qulrements 17.7124 

AMATEUR  RADIO  SERVICES: 

Appendix  2.  International  Telecommunication  Con- 

vention,  Geneva,  1969 1800 

Civil  emergency  service: 

Application,  oath  requirement  eliminated »480 

,     Frequencies  3854.12679 

Kc  and  Mc  changed  to  kc/s  and  Mc  s i49-» 

Operators:  ,^  _, 

Eligibility  to   hold   Ucenses   or  permits,   proposed 

r\iles    terminated ^|28 

Examination  points.  Juneau  deleted 6660 

Stations:  rt^an 

Applications   oath  requirement  eliminated 9480 

CONELRAD    plana    deleted    and    proposal    with- 

drawn    --—  6«32.   6849 

Definitions,  frequencies,  portable  and  mobile  opera- 
tion, civil  defense  plans 3853 

Equipment: 

Logs,  mobile  sUUon;  proposed  rule 11708 

Maximum  authorized  power 4254.  lies? 

Frequencies  and  types  of  emission 4254.  lies/ 

ANTENNA  STRUCTURES: 

Common  antenna  structures,  simultaneous  use 94«^ 

Construction,  marking,  lighting:  editojjal  changes..    8796 

AVIATION  SERVICES:  ,    ,.     .      ,^  «U70 

Applications,  oath  requirement  eliminated 5«'» 

CONELRAD    plans    continued    and    proposal    with-        / 

drawn  6832,  6M9 

Deflnitions;"  additions  and  deletions—  537. 3661. 6346. 763|_,^ 

Developmental  operation di^ilfli 

Preauencies  537, 3ooi 

Proposed  ruTesV-V-V.'-V-V  7459.  7502.  8454.  9668.  9728. 11007 

Technical  specifications ^^''' ^®^^'*21*',ZSo? 

Frequency  stability,  proposed  rule 11773.12721 

Various  stations: 

Aeronautical  advisory  stations 3695.  7 wa 

Proposed   rules 7ic«^SA*2 

Aeronautical  enroutc  stations 1669.  9064 

Aeronautical  multlcom  stations 5346,7639 

Aircraft    radio   stations,    radionavlgatlon   sUtions 
aboard       aircraft.       and       survival       craft 

stations 537,3661,6347.9062 

Airdrome  control  stations.  frequerx:ies 637, 3663.  6868 

Civil  air  patrol  sUtlons.  frequency  26.82  Mc/s__  5346.9063 

Flight  test  sUtions.  frequencies 537.3663.12579 

Operational  fixed  stations,  frequencies 637,3863 

Private  stations,  frequencies 5346,7639 

Radionavlgatlon  stations,  frequencies 587.8663 

CANADIAN  BROADCAST  STATIONS 869. 

1126.  2746.  3415,  4795.  5675,  6910.  0850,  12457 
CANDIDATES  for  public  office,  use  of  broadcast  fa- 

clUtlee   1«>6* 

CITIZENS  RADIO  SERVICE: 

Applications  and  licenses 4249.9481 

Proposed    rules 11600 

CONELRAD     plans    deleted    and    proposal    with- 
drawn  -.-- 6832.6849 
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CITIZENS  RADIO  SERVICE — Ocmtiliued  , 

Definitions,  operating  requirements,  ete..  propoied 

rules  11500 

Frequencies,  proposed  rules 1495.4308,7459.8882.9658 

Kc  and  Mc  changed  to  kc/s  and  Mc/i 1493 

CIVIL  AIR  PATROL  STATIONS,  use  of  frequency  26.62 

Mc/s _^ 5346,9063 

COMMERCIAL  ANNOUNCEMENTS  over  Standard.  F»l 
and  television  broadcast  stations: 

Objectionable  loudness.  Inquiry 12881 

Teaser  advertising,  warning __  5274 

COMMERCIAL  RADIO  OPERATORS: 

Examination  elements 4174 

Proposed  rule 7801 

Kc  and  Mc  changed  to  kc/s  and  Mc/s 8797 

Licensing ■ ___  3203.7125, 

Proposed  rules  terminated _     7828 

COMMUNIST  ORGANIZATION  to  be  identified  as  pro- 
gram sponsor 450 

CONELRAD  DRILLS  or  alerts,  parUclpatlon  br  tele- 
phone companies 742 

CONELRAD   PLANS   for   certain   radio   services   de- 
leted   6832.6849 

DISASTER  COMMUNICATIONS  SERVICE: 
CONELRAD    plans     deleted     and    proposal    with- 
drawn   6832,6849 

Kc  and  Mc  changed  to  kc/s  and  Mc/s __     1493 

DOMESTIC  PUBLIC  RADIO  SERVICES: 

Applications   , 9431 

Common  antenna  structures,  simultaneous  use '. 9482 

Frequencies,  proposed  rules _  7459 

7502. 8454.  9658,  9728, 11007 
Nationwide  two-way  public  alr-groimd  radiotel^jhone 

service,  establishment:  proposed  rules 4559.6098 

DOMINICAN  REPUBLIC,  broadcast  stations 11360 

DOUBLE     BILLING,     practice    contrary    to     public 

Interest  _. 4436 

EMERGENCIES,    operation   of   stations  during;    pro- 
posed  rules 5667.6631,8222.9221 

EXPERIMENTAL  BROADCAST  SERVICES: 

Aural  broadcast  STL  and  intercity  relay  stations 1725 

CONELRAD   plans   continued    and   proposal   with- 
drawn    8832,  6849 

Educational     television     fixed     stations,     proposed 

rules 7741.9410,10552 

Emergency  operation,  proposed  rule 5667 

FM  broadcast  stations,  simultaneous  operation  of  two 
STL  transmitters  in  single  aural  broadcast  8TL 

channel;  proposed  rule 4393 

Frequencies   447 

Proposed  rule l.'li02,  9658 

Remote  pickup  broadcast  stations: 
Etefinltlons.  frequency  selection;  proposed  rules.  5667, 5668 

Licensing  policies,  proposed  rule 6668 

Mobile  remote  pickup  transmitters :K205.  7032 

Television  auxiliary  broadcast  stations ^      1725 

Proposed  rules 4209.5819,12565 

Television  broadcast  translator  stations: _         3291 

„_  3302.  4250,  6625 

EXPERIMENTAL  NONBROADCAST  SERVICES: 

Applications,  oath  requirement  eliminated i._    9477 

CONELRAD  plans  deleted  and  proposal  withdrawn.  _   6832, 

6849 
FM     BROADCAST     STATIONS.    See     Experimental 
broadcast  services:  Practice  and  procedure;  Radio 
broadcast  services. 
PEES  for  licensing  and  regulatory  activities;  proposed 

rules-..  1729.1730,3521 

FOREIGN  SPONSORSHIP,  broadcast  of  eontroversial 

foreign  matter  without  indication  of;  warning 7805 

FREQUENCIES  AND  CHANNELS: 
See  also  Frequency  allocations. 
Frequency  bands: 

?^^19  A*^/^ *'«.  3859 

200-415  kc/s  476 

406-420  kc/s  745 

1003-1005  kc/s  I      319 

1600-3500  kc/s  "  8987 

1715-1750  kc/s  ZI.ZZZZZZZZZZZZ""  3012 

1800-2000  kc/s  476,3859 

2003  kc/s — ._ 1460.8833 
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FREQUENCIES  AND  CHANNELS— Continued 
Frequency  bands — Continued 

2638  kc/s  __ 10585 

4072.4  kc/s 180 

4377.4  kc/s 180 

7245-7256  kc/s   _       12679 

8210.8  kc/s 180 

14220-14230  kc/s    _       12679 

20000-20010  kc/s       319 

25-42  Mc/s    _ 1496.4208.8832 

26.62  Mc/s 6346.9063 

40.66-40.70  Mc/s ^  271 

40.68  Mc/s   319 

70-1000  Mc/s 3295 

72-76  Mc/s   9728.11007 

73.0-74.6  Mc/s 271 

122.6  Mc/s 6091,9724.10426 

122.9  Mc/s   5345,7637 

123.0  MC'S 10859 

135-136  Mc/s    5867 

152-162  Mc/s 1365,3821.7498 

152.94-153.38  Mc/s    _     9986 

154.04-154.46  Mc/s    9985 

156-174  Mc/s    _       _  17 

161.385-161.875  Mc/s    ""_     9985 

162-17*  Mc/s    1459.4479 

217-219  Mc/s    12579 

328.6-335.4  Mc/s    271  319 

404-406  Mc/s    , I"         '319 

420-450  Mc/s    "4253.  11697 

450-470  Mc/s    1365,3821 

454.675-455.000  Mc/S ~ 456O 

459.675-460.000  Mc/s    ___  I""     4560 

942-952  Mc/s    1724.4393 

1400-1427  Mc/s    _         270 

1664.4-1668.4  Mc/s    _  _     271  319 

1850-1990  Mc/s    1258.12585 

i??^2H2  ?*^/^ 7739.9410,  10552 

«ci2"«-2°  **^/^ 7459,8454,9658,12372 

2500-2690  Mc/s 7739,9410,10652 

269(K-2700    Mc/s _  271 

4200-4400  Mc/s IIIZZZ~537.  3660 

4990-6000  Mc  ^s .  _  271319 

tilttll^  ^^^^ "7502.  9658 

8750-8850    Mc/s _  •  _        ..     2735 

9750-9850  Mc/s _"."_"_"  ."_1"5347.  9062 

10550-10680  Mc/s 7502,9668 

11700-12200  Mc/s 7502.9658 

10-90  Gc/s 271  319 

Services  and  stations: 

Amateur   service 3852,  4253.  11697, 12679 

Aviation  services __  _ 537 

1659,  2735.  36(53.  5345. '5346."  534776867.  609l! 

7459,  7502.  7637.  9062.  9063,  9668,  9724.  9728, 

10426,  10869,  11007,  11771, 12679. 
Canadian  broadcast  stations 869 

1126.  2746,  3415,  4795,  5675,  6910,  9850.   12467 

Citizens   service 1496.4208,7459.8832.9658 

Domestic  public  radio  services _  4559 

^      ,   ,         _  7459.  7602,  96~58,  9728,  11007 

Dominican  Republic,  broadcast  stations 11360 

Experimental  broadcast  services 447 

„,  ^       ^       ,  1725,  4209. 4393. 7502, 7739,  9658 

FM  broadcast  stations 7781.7797.8119,12977 

Industrial   services _  1365 

1459.  1495.  3821,  4208,  4479,  7459", '7496.  7502*, 

8832.  9658,  9728, 11007, 12585. 12586. 
International    flxed    public    radlocommimicatlon 

T      i®Z^*^  -Jl-ir 7469,9668 

Land  transportation  services 1495 

4208,  7459,  7502,  8832.  9658,  9728,  11007 

Maritime   services 17.180,1460,6833, 

6987.  7096,  7469.  7502.  9668,  9728.  10585,  11007 

Mexican  broadcast  stations 9423,  II359 

Non-Government  stations  transmitting  hydrologlcal' 

and  meteorological  data 745,1459,4479 

Public  safety  services 1495 

4208,  7459, 7502,  8832~  9668",  972B.  1 1 007 

Radio  astrozumy 258 

270.  318. 1847. 4426.  9728,  11007 

Radionavigation  service 476, 3659 
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FREQUENCIES  AND  CHANNEUB — Continued 
Services  and  stationa — Continued 

Television  broadcast  stations.  — - 259. 

260.  346  471.  667.  837.  838.  985.  1120.  1294,  1360. 

1460.   1847.  2013.   2322.   2366.  2367.  2608.  2808 

2935.  3204.  3205. 

4431.  5099.  5347. 

5993.  6330.  6337. 

7652.  7684.   7787.  7788. 

9222.  9263.  9453.  9461.  9567.  9772 

10170.  10323.  10584.  11237.  11259, 


3256. 
5559, 


3357.   4208.  4209.  4365, 

5818.  5819.   5988.   5992. 

6434.  6563.  6564.  6718.  7025. 

7789.  7790.   7893.   8883. 

10165.  10169. 

11288.  11289. 


11424.  11431.  11996.  12221.    12451.   12584.   12680 
FREQUENCY  ALLOCATIONS: 

See  aUo  Frequencies  and  channels,  above 

Allocation,  assignment,  and  use  of  radio  fiequencies: 

Doppler  radar  frequencies 2735 

Radio  astronomy 258.270. 

318.  1847.  4426.9728.  11007 
Table  of  frequency  allocations: 

Application  and  format 258.4427 

Table: 

90-110  kcs 476,3659 

200-415  kc/s 476 

lOOa-1005  kc/s 319 

1715-1750  kc/s 2012 

1800-2000  kc/s 476,3659 

4072.4  kc/s 180 

4377.4  kc/s 180 

8310.8  kc  s 180 

20000-20010  kc/s 319 

1356  Mc/s 1847 

2S-42   Mc/s 1495,4208,8832 

26.62  Mc/s 5346.9063 

4066-40.70    Mc/s 271 

40.68  Mc/s 319.1847 

72-76  Mc/s -     .9728.11007 

73.0-74.6  Mc/s 271 

122.6  Mc/s 6091,9724.10426 

122.9  Mc/s 5346.7637 

135-136    Mc/s 5867 

152.94-153.38  Mc/s ■  9985 

154.04-154.46  Mc/s 9985 

161.385-161.875  Mc/s 9985 

162-174  Mc/s 1459.4479 

217-219    Mc/s ---   12579 

328.6-335.4  Mc/s 271.  319  | 

400-406    Mc/s 319 

420-450  Mc/s 4253.11697 

942-952  Mc/s 1724 

1400-1427    Mc/s 270 

1664.4-1668.4   Mc/s 271.319 

1850-1990    Mc/s 12585 

1990-2110    Mc/s 7739.9410.16552 

2110-2200  Mc/a 7459,8454,9658,12372 

2500-2690   Mc/s 7739,9410.10552 

271 


2690-2700  Mc/s. 


4990-5000    Mc/8 271.319 

6425-4575    Mc/s 7502.9658 

8750-8850    Mc/s 2735 

9750-9850  Mc/s 5347.9062 

10550-10680    Mc/s 7502.9658 

11700-12200   Mc/8 7502.9658 

10-90    Gc/8 271.319 

Definitions : 

Aeronautical  multicom  service  and  stations 7639 

Aural  broadcast  STL  and  intercity  relay  stations  _ . .     1724 
Common  carrier  and  operational  land  and  mobile 

stations;  proffo&ed.  rules 7503 

Remote  pickup  broadcast  base  and  mobile  stations ; 

proposed  rules 5667 

E:mergency,  operation  during;  proposed  rule       6633, 

8222.  9221 
.  Emission     designators    and    bandwidths,    proposed 

rules 10105 

Equipment  type  approval  and  type  acceptance : 
Measurement  data,  bandwidth  occupied;  proposed 

r\ile   10107 

Radio  equipment  list 5334 

Space   eommanlcationB * 10862. 11971. 12677 

Treaties  and  other  international  agreements  relating 

to    radio 656.6329.11669 

HEARINGS,  orders!  etc.;   companies  and  stations. 
See  list  at  end  of  this  agency. 
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INDUSTRIAL  HEATERS 7040.11950 

INDUSTRIAL  RADIO  SERVICES: 

Applications,  authorizations,  definitions 586, 9480 

CONELRAD    plans    deleted     and     proposal    with- 
drawn     6832.6849 

Cooperative      arrangements,      frequency      coordina- 
tion   9479.10835 

Frequencies,  proposed  rules 7459 

7502,  8454.  8832.  9658.9728,  11007 

Frequency  stability   1365,3889 

Limitations  on  use.  proposed  rule 12585 

Various  services: 
Business  service: 

Frequencies  available 745,4480 

Proposed  rules .   1459.1495,4208,12585.12586 

Microwave   stations    to    relay   television   signals 
S  to    community    antenna   systems,   proposed 

rule    12586 

Developmental      service,      frequencies;      proposed 

rules    1495.4208 

Forest  products  service: 

Eligibility  for  station  authorization 343 

Frequencies 745,4480 

Proposed  rules 1367.1459,1495.3821.4208 

Manufacturers  service: 
EHlgibility  for  certain  specialized  subsidiary  cor- 
porations      1660,4884 

Station  limitations 7498 

Motion  picture  service,  eligibility  for  station  auth- 
orization   343 

Petroleum  service: 

Eligibility  for  station  authorization 343 

Frequencies  745,4480 

Proposed  rules 1367,1459.1495.3821.4208 

Power  service: 

EllRlblhty  for  station  authorization 343 

Frequencies 745,4479 

Proposed  rules 1367.1459.1495,3821.4208 

Relay  press  service : 

Eligibility  for  station  authorization 343 

Frequencies;  proposed  rules 1495.4208 

Special  industrial  service : 

Availability  and  use  of  service:  proposed  rule 12683 

Frequencies  745,4480 

Proposed  rules 1459.1495,4208 

Telephone  maintenance  service,  frequencies;  pro- 
posed   rules- 1495.4208 

INDUSTRIAL,   SCIENTIFIC   AND   MEDICAL   EQUIP- 
MENT: 

Applications,  oath  requirement  eliminated 9481 

Industrial  heaters 7040.11950 

INTERNATIONAL  FIXED  PUBLIC  RADIOCOMMUNI- 
CATION  SERVICES: 

Addressed  press  and  meteorological  services 6849,  9063 

CONELRAD;  proposed  rules  withdrawn 6849 

Frequencies,    proposed    rules 7459,8454.9658 

Single  sideband  transmissions  in  radiotelephone  serv- 
ice below  30  Mc's ,--     2367 

LAND  TRANSPORTATION  RADIO  SERVICES: 

Applications,    authorizations 9480 

CONELRAD  plans  deleted  and  proposal  withdrawn. .    6832. 

6849 

Cooperative  use  of  facilities 344 

Definition,  automobile  emergency  radio  service..  1367.  5097 

Frequencies,  proposed  rules 7459, 

7502.  8454.  8832.  9658.  9728.  11007 

Station  records 8282 

Technical  standards;  emission  limitations,  exception.     3202 
Various  services: 

Automobile  emergency  service,  eligibility,  frequen- 
cies     1367,5097 

Developmental  service,  frequencies:  proposed  rules^    1495, 

<      4208 

Motor  carrier  service: 

Ehgibility  for  station  authorization 344 

Frequencies;    proposed  rules 1495.4208 

Railroad  service,  eligibility  for  station  authorlza- 

Uon 344 

LOTTERY  ADVERTISEMENT;    warning 10862 

MARITIME  RADIO  SERVICES: 
Alaska.    See  Alaska,  above. 
Land  stations: 

Applications,  definitions 7101,7103.9478 

Developmental  stations..     7110 
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MARITIME  RADIO  SERVICES — Oontlniied 
Land  stations — Oontlnuad 

Frequencies,  proposed  rules 7459, 

760^  liM.  96M.  973*.  11007 
Land  mobile  aenrlce  stations  opermted  for  maritime 

purposes,  froQuenoies- 7110 

Maritime  mobile  service,  fbuKl  stettonsIIIIII.  343,7110 
Maritime  radlodetermlnatlon  servloe  stations-..  17, 7110 

Operating,  statioa.  and  technical  vaQuirenents 7103, 

7104r 7105,  8449 

Telegraphy,  use  by  coast  stations 343. 7107 

Telephony: 

Limited  coast  stations 343. 1460. 6834. 7109, 9478 

Public  coast  stations 7108 

Shipboard  stations: 

AppUcations,  deflnltioDs,  etc 56U.  7110. 7113. 9478 

Temporary  waiver  o*  annual  inspection,  proposed 

rule 12584 

Compulsory  shipboard  radio  Instaflatlflns. 7122. 8450 

Developmental  stations 7122 

Distress,  alarm,  urgency,  and  safety 7116 

Foreign  ship  stations  In  TAilted  States  waterg.  In- 
spection of  station . 7118 

Frequencies,  proposed  rules T4S0. 7502. 9658 

Operating,  station,  and  technical  requlrementii;.-.   7113, 

7115 
Operator  requirements,  waivers  ot  operatar  license.    7115 

Radlodetermlnatlon.  use  of 17.7124 

Radiotelegn4>txy,  use  of , 7118 

Tables  of  frequencies.  2-27.5  Mc/u 7123 

Radiotelephony,  use  of—  1460. 6834. 6987. 7120.  W57.10585 
Violations,  reports  of  InfrtngemoitB  of  iDtana- 

tlonal  Radio  RegulatiODS 7123 

MEXICAN  BROADCAST  STATIONS 9433.11359 

NORTH  AMERICAN  REQIONAL  BROADCASTDIO 
AGREEMENT,  changes  in  assignmenta  for  Usted 
coimtries: 

Canada 869. 1 126. 2746, 3415, 4795, 867S.  6910, 9850 

Dominican  Republic 11360 

Mexico M23. 11359 

ORGANIZATION  AND  FUNCTIONS 7931 

Administration  OfBce.  dieted .. 12718 

Chief   Engineer _ 5675,9218.0451 

Commission: 
Authority  of  individual  commissioner  or  commis-* 

sloners   5574 

Authority  to  institute  Investigatians 7805 

Common  Carrier  Bureau 9452. 10583 

Defense  Coordination  Division '   5675 

Disaster  commimications  service liois,  12221 

Execxitlve  Director 11996. 12716 

Field  Engineering  and  Monitoring  Bureau..  5590, 6676i  10027 

General  Counsel.  Office  of 9453. 10164. 10165. 11006 

General  provisions 5573 

Hearing  Examiner  and  Chief  Hearing  Exatniner.'  5674. 7057 
Information,  public: 
Applications  for  interim  Ship  station  licenses,  by 

mall  in  Alaska 5530 

Inspection  of  records ~      270 

Proposed  rules 6852.7668.11820 

Public  reference  rooms 270 

Motions  Commissioner,  provisions  deieted_r__~ 111    5673 

Review  Board SiVJiZ    5673 

Safety  and  Special  Radio  Services  Bureau!. .-~~r~9062, 9218 

Technical  Assistance  Division 8796 

PILOT-TO-WEATHER  FORECASTER  SERVICE' 

Frequencies.  Inquiry 10426 

Temporary  use  of  certain  frequencies.  extensionllZI"    9724 
POLITICAL  BROADCAST  QUESTIONNAIRE  for  1962 

election  campaigns ._      11028. 12076 

POLITICAL  CANDIDATES,  use  of  broadcast  facilities..  10064 
PRACTICE  AND  PROCEDURE: 
Broadcast  applications: 
Agreements  between  parties  for  amendment.*  dis- 
missal, etc ^ 5005 

Clear  channel  broadcasting  in  standard  brtMUlcaat 
band,    frequencies    adjacent     to    class    I-A 

channels . 1170 

Contents  of  application,  proposed  ndea-IIIIIIIII -12000 
Designation  for  hearing,  local  notice,  oonctttioaal 

want 9f49 

86000— es- 6 
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PRACTICE  AND  PROCEDURE — Continued 
Broadcast  applications — Continued 
FM  and  mmcommercial  educational  FM  stations: 
applications: 

Processing _ 1723.7780.12676 

Proposed  rules... 7797,8221.8454.9727.12968 

Revision  of  forms 6172. 7992, 8123. 11949, 12718 

Inspection  of  records,  pre-grant  procedures,  and 

processing  of  applications;  proposed  rules 11820 

Interim  criteria  to  govern  acceptance « 4626 

License  renewal 3292.10270 

OaOx  requirement  eliminated .^ 9476 

Pre-grant  procediu'es Z    9948 

Proposed  rules 11820 

Transfer  and  assignment  applications ~    2694 

UHF-TV  station  applications,  policy  concerning  re- 
quests for  <*^^1tIonftl  time  to  ^^wnplrtf  con- 
struction    12279 

Who  may  sign 9317, 11812 

CMunon  carriers: 

Applications,  oath  requirement  eliminated 9477 

Scope,  satellite  communications 11971, 12677 

Fees  for  licensing  and  regulatory  activities,  prbpoaed 

rules  1729,1730.3521 

General  rules: 
Computation  of  time,  mailing  address,  violations. 

etc 254.1359.1620.4174 

Review  Board  proceedings,  appeals  from  preidding 
offlceft^s  rulings,  reconsideration  and  review  of 

of  certain  actions,  etc : 566O 

Hearing  and  decision  practice  and  procedure I   5664 

m-         j«,      w         ^.^^  ■'025'  M76. 10703 

Kc  and  Mc  changed  to  kc^iand  Mc/s 8797 

Safety  and  special  services  applications  and  pro- 
ceedings — 4249.5568.9477 

Temporary  waiver  of  annual  inspection;  projMsed 

rule 12584 

PUBLIC  SAFETY  RADIO  SERVICES: 

AppMtattions,  definitions 103  9479 

CONELRAD  plans  deleted  and  proposal  withdrawn..  6832. 

6849 ' 
ft«iuencies,  proposed  rules 7459 

7502.  8454.  8832. 9668.'97M."ll007 

Frequency  coordination  procedures 9479 

Operating   requirements:    tower  equipment,  stati^ 

records  0339 

Technical  standards;  emission  limitations,  exception.    3202 
Various  services: 
Developmental     service,     frequencies;     proposed 

rules i 1495^  4208 

Fire  service: 

Frequencies,  proposied  rules 1495.  4208 

Signalling  alarm;    proposed   rule,   extension  of 

time 2327 

Forestry-conservation  service,  frequencies;  proposed 

rules 1495.4208, 

Highway  maintenance  service,  frequencies;   pro- 
posed rules. 1495,4208 

Local  Government  service: 

Frequencies;  proposed  rules... 1495,4208 

Traffic  lights,  control  by  mobile  units  In  emer- 
gency vehicles 743 

Police  service,  frequencies;  proposed  rules 1495, 4208 

Si>eclal  emergency  service,  freqiiencies.-.  1495. 4208, 6389 
RADIATION  DEVICES.    See  Radio  frequency  devices. 

RADIO  ASTRONOMY  OBSERVATORIES 258. 

270,  318, 1847,  4428,  9728,  11007 
RADIO  BROADCAST  SERVICES: 
Commercial  announcements,  objectionable  loudness; 

inquiry 1268I 

Communist  organization  to  be  identified  as  program 

sponsor _  450 

CONELRAD: 

Drills  or  alerts,  partlcipati<xi  by  telephone  com- 
panies        742 

Plans  continued  and  proposed  rule  withdrawn.  6832,  6849 
Educational  FM  stations,  noneommerclal.   See  under 
FM  Stations.    . 
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RADIO  BROADCAST  SERVICES— Continued 


Commercial: 
CUaslflcation  of  stations  and  allocation  of  fre- 

quoicles 7781,8119 

PropOMd  rules 7797. 8221,  8464.  9727, 12193 

Table  of  assignments 12988 

Emergency,  operation  during;  proposed  rule 6834. 

8222.  9221 

Equipment 7783 

Foreign  sponsorship  of  controversial  foreign  mat- 
ter, warning  about  broadcast 7805 

Logitfng  requirements,  automatic  devices 5815, 

7127.  9950.  10835 

Multiple  ownership;  proposed  rule 6848.7853.9263 

Prior  pnqposal  terminated 9221 

Operator  requirements,  proposed  rule 7800 

Program  log  analysis  for  renewal  applications. 

composite  week  dates 9423,9958 

Rebroadcast 6831 

Technical  (4>eratlon 340.7783 

Technical  standards 5797.7783.7784.7785 

Proposed  rules 7797. 8221, 12193 

Noncommercial  educational: 
Classiflcatlon  of  stations  and  allocation  of  fre- 

quencles  7787 

Table  of  assignments  on  channels  218-220 12977 

Emergency,  operation  during:  proposed  rule 6635. 

8222.  9221 

Equipment 7787 

Foreign  sponsorship  of  controversial  foreign  mat- 
ter, warning  about  broadcast 7805 

^  Logging  requirements,  automatic  devices 5616, 

7127.  9950. 10835 
Operating    power,    determination    and     main- 
tenance        341 

Operator  requirements,  proposed  rule 7800 

Rebroadcast    6831 

License  renewal,  non-commercial  spot  announce- 
ments not  program  material  in  computing  pro- 
gram percentages 10270 

Network  affiliation  contracts:  public  inspection,  pro- 
posed rule 6852 

Standard  broadcast  stations: 

AM  growth  problems,  public  conference 12489 

Applications  ready  and  available  for  processing 479, 

2193.  3897.  4218.  7056.  7665.  7806.  10006,  10862. 
11472.  12593. 12733. 
Candidates  for  public  (^ce.  use  of  broadcast  facili- 

Ues 10064 

C(»xunerclal    announcements,    objectionable    loud- 
ness: inquiry .- 12681 

Compatible  single  sideband  system  of  modulation. 

proceeding    terminated 368 

Emergency,  operation  during;  proposed  rule 6634. 

8222, 9221 
Equipment,  requirements  for  approval  of  modula- 

UoQ  monitors - — -    5797 

Hours  of  operation,  proposed  rules 12063 

Logging  requirements,  automatic  devices 5615. 

7127.  9950.  10835 

Lottery  advertisement,  warning 10862 

Multiple  ownership,  proposed  rule 6848,  7653. 9263 

Prior  »rof>osal  terminated 9221 

Operator  requirements,  proposed  rule 7799 

Political  broadcast  questionnaire  for  1962  election 

campaigns  11028. 12076 

Pre-siuirise  operations,  proposed  rules 949.4254 

Program  log  analysis  for  renewal  applications,  c(»n- 

posite  week  dates 9423.9958 

Rebroadcast    6831 

Sponsorship: 

Commiinlst  organization  to  be  Identified 450 

Foreign  sponsorship  of  controversial  foreign  mat- 
ter, warning  about  broadcast 7805 

Transmitters,  operating  power  for  stations  employ- 
ing roof-top  antennas 8832 

"Teaser"  advertising,  warning 5274 

Television  broadcast  stations: 
Candidates  for  public  office,  use  of  broadcast  facill- 

tiea 10064 
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RADIO  BROADCAST  SERVICES — Continued 
Television  broadcast  stations — Continued 
Channel  assignments: 
Table    of    assignments;   additions,  deletions,  or 
changes: 
Alabama    .-  837,  838,  1360.  2608.  4209.  5099.  9263.  9453 

Arizona 7790 

California    259, 

260.  348.  985.  1294,  3256,  3257.  7790.  9222. 11996 

Colorado    _ — 260.11288 

Connecticut 837,838,  2608,  5099.  9263 

Florida 838.  985,  2367.  2608.  5099.  7787 

Georgia 985.  1360.  2608.  4364,  5099.  6337,  7788 

Idaho 10189 

Illinois 837.  838, 

1460.  2332.  2608.  5099.  5993.  7025.  9263.   10323 

Indiana 260.  4208,  9461,  10170. 11237.  12584 

Kansas 11269.  12221 

Kentucky 985.  1380.  2608.  6009.  7789 

Louisiana 838.  2608.  5099 

Maine 471.2013.2808,2935,4431,7684.8883.9567 

Maryland    5993.10584 

Michigan  3204.5988 

Mississippi 1360 

Nebraska  1120.11259 

Nevada 346.985.3205.10165 

New    Mexico 7652.  7790. 10323. 12680 

New  York 667,837.838. 

1847.   2366.   2608.   5099.   5559.   5992.  6330.  9263 

North    Carolina 838.2608.4365.5099 

North    DakoU 5818.11431 

Ohio    838.2608.5099 

Oklahoma   838.2608.5099 

Pennsylvania   837. 

838.  2608.   5099.   5819.  6563.  6564.  0263.   11237 

Puerto    Rico 5347.11424 

South    Carolina 837.838.2608.5099.6434.9263 

South  DakoU 11289. 12451 

Tennessee    838. 1360.  2608.  4209.  4365.  5099,  9453 

Texas    6564,7790.7893 

Utah  -  12680 

Vermont 5099.  67  IB.  9772 

Wisconsin    837.838.2608.5099.9263 

Wyoming 260.11288 

I^IP  channels,  proposed  niles 837,838.2608 

Withdrawn   7040 

Commercial  announcements : 

Objectionable  loudness;  inquiry 12681 

Teaser  advertising,  warning 6274 

Emergency,  operation  during;  proposed  rule 6635. 

8222.  9221 

Logging  requirements,  automatic  devices 5617. 

7127. 9950.  10835 

Lottery  advertisement,  warning 10862 

Multiple  ownership:  proposed  rule 6848.7653,9263 

Prior  proposal  terminated 9221 

Political  broadcast  questionnaire  for  1962  election 

campaigns 11028.12076 

Program    log    analysis    for    renewal    applications. 

composite  week  dates 9423. 9958 

Programming: 

Chicago,  ni..  Inquiry 1929.2332 

Omaha.  Nebr.  inquiry —  11904 

Rebroadcast   6831 

Technical   standards 341 

UHF-TV  broadcast  stations,  policy  concerning  re- 
quests for  additional  time  to  complete  con- 
struction   12279 

RADIO  FREQUENCY  DEVICES: 

All-channel  television  broadcast  receivers 9222. 11698 

Low  power  communication  devices,  operation  above 

70  Mc/s;  proposed  rule 3295.5201 

Telemetering  devices  and  wireless  microphones;  pro- 
posed nile,  extension  of  time 700.902 

RECORDS: 

Non-Federal  records,  retention  requirements 3079 

Public  records,  inspection 270 

Proposed  rules 6852.7666.11820 

SATELLITE    COMMUNICATIONS 10862,  11971.  12677 

SPONSORSHIP: 
Communist  organization  to  be  identified  as  program 

sponsor 450 

Foreign  sponsorship,  broadcast  of  controversial  for- 
eign matter  without  identification  of;  warning..     7805 
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SUBVERSIVE  ACnvmES  CONTBOL:  «*»tHi««»»«^  or- 

ganizatlan  sponsorship  to  be  ***fTtlflfi1 

-TEASER"  ADVERTISINa.  warnlnff _- 

TELECOMMUNICATIONS     MANAGttMSNT     FDMC- 
TIONS  (Executive  Order  10995) 

TELEPHONE    AND    TEXEQRAPH    COMMON    CAR- 
RIERS: 

Annual  reports,  oath  requirement  deletetS-,, 6282 

CONELRAD  drills  or  alerts ^ZIT. 742 

Domestic  telegraph  service,  investigatlan 5353 

Rates: 
Marine  telegraph  service,  coast  statian  ctaarges; 

investigation 11829 

Messages  of  tiellne  customers.  Western  Utalan:  In- 
vestigation and  hearing ^  9078,9077.9465.9851 

Postponed  10130 

Uniform  system  of  accounts  for  Clan  A  and  B  tde- 
phone  companies: 

Accounts  for  wide  area  ton  senrlce 5868 

Investment  credits,  proposed  rule 11773, 12486 

Toll  service  revenues,  proposed  roles 12883 

TELEVISION  STATIONS: 
Broadcast  stations.   Set  under  Radio  taroadeut  serv- 
ices. 
Experimental  broadcast  ■»»Mft«g     See  under  Experi- 
mental broadcast  senrtcea. 
WEATHER  FORECASTER  SERVICE:  frequencies.  9724. 10426 
HEARINGS,  OtDERS,  ETC.: 
AL-OR  BroadcMtlng  Co..  2943.  SaiS.  M80. 10713. 
AlrcaU-Clilcago.  Inc..  6782. 6889. 9m. 
Albany  Electronics.  Inc..  UM.  4107. 6611. 
Alexandria  Broad nwtlng  Oo..  Ib&.  6M1.  tfOM.  MM. 
Alklma  Broadcasting  Oo.  et  al^  M7.  llfT^  laON. 
American     Broadcasting-Paramount  TlMatrM,  Inc.     (BQO-TV) 

•776.  9076. 
American  Telephone  and  Telegraph  Co.  et  al..  701.  14M.  SMi.  3418 

saM,  6008.  iisae. 

Answerlte  Professional  Telsphons  Ssrvles.  IMH^  lJM4b 

Antennavlslon  Service  Co^  Inc.,  1 13S.  1600,  MM.  MM.  4710. 

Arizona  Micro- Wave  System  Co..  1134,  Mlt. 

Asheboro  BroadcaaOng  Oa  ( WOWB) ,  iM,  lit.  ItTi. 

Atlass  Broadcasting  Co.  Ine.  (KKHI) ,  iin.  HMk  WM. 

Austin  Broadcasting  Co..  Inc..  7SM.  7507. 1M1.  tMCM14.  MM. 

Avoyelles  Bmartoastlng  Corp..  OTM^  gOM.  llMi. 

Barnes.  Andrew  T*.  et  al..  lOMS.  11484. 

BarteU  BroadcasUrs.  Inc.  (WOKT). MB,  UMl OOM,  0M8. 

Baugh  EUctronles.  47M. 

Baxter.  Francis  C.  10180. 

Bay  Shors  Broadcasting  Oo,  4711,  47M,  Mtt.  MM,  M71,  1086S. 

11078.  13414.  * 

Baysden.  W.  X^  4875. 

Belleville  Broadcasting  do..  Ine.  ( WIBV) .  540, 678. 
Bl-States  Co.  (KHOI.-TV),  IIM.  8212. 
Blgbee  Broadcasting  Co..  10717. 10718,  llMl. 
Blgham,  AUen  C.  Jr.,  14M.  1M3. 20401 2041. 
Birch  Bay  Broadcasting  Co..  Inc.  (KABI) ,  2771. 2aM,  5102. 
BUck  Hills  Video  Corp..  2367. 

Blue  Island  Community  Broadcasting  Co:.  Ine.  et  aL,  UIM. 
Bluestem  Broadcasting  Co..  Inc.  (KVOS) ,  0781. 2000. 11087. 
Bootheel  Broadcasting  Co,  2774. 3805,  5102.  OQM,  9888. 
Boyd,  John  K.,  10640. 

Brackeen  Radio  and  TV  Service  8hcf>..  0731. 
Brandon  Tire  &  Battery  Co.,  1375.  IMl. 

BrownsvUle  Broadcasting  Co..  a2M.  0487.  M277, 11670,  11714. 
CHE  Broadcasting  Co.  (NSL) .  4712, 4704. 5823.  SOM. 
Cabrlllo  Broadcasting  Co,  6643, 6731, 7808, 0788. 
Calandrla,  Andres,  2164. 3418. 4106.  '^ 

California  Interstate  Telephone  Co..  13401, 13846. 
Camden  Community  Broadcasters.  7140, 7608,  M78. . 
Candelarla,  Jesus  Vargas,  et  al..  9156. 9M1. 10180. 12414. 
Cannon  BroadcasUng  Co..  6900. 7466„94M.  10774. 13583. 
Cape  Pear  Telecasting.  Inc.,  3833.  8898,  5211,  78tt,  97tt,  10182, 

12846. 
Capitol  Telecasting  Co.,  7399,  7507.  7M1, 7808. 9114, 9424. 
Carol  Music.  Inc..  7665. 8838. 9428. 9782. 11244. 
Cassel.  Thompson  K.«t  al..  2190.  2331. 
Center  Broadcasting  Co..  Inc.,  48M.  6108.  5Me,  8848, 9782. 
Ceracche  &  Co.,  Inc.,  1124.  2419.  5U1. 
ChamberUn,  R.  M..  12734. 12845. 

Charles  County  Broadcasting  Co..  Inc.  at  al..  7895. 8138, 10878. 
Cheers,  Rotha  L..  2331. 

Cherokee  Broadcasting  Co.,  10425, 10680, 11870. 
Cherryvllle  Broadcasting  Co.,  Inc..  6623, 6838, 7468, 9988. 
Chltwood,  Thutman  P.  et  al..  6100. 


Federal 

HEARINGS,  ORDERS,  ETC.— CenHnuad 

Christian  Broadcasting  Assodattan  of  New  Mntfiaxia.  Inc.,  8775, 
3895,  6008. 

Chronicle  Publishing  Co.  (KRON-TV) .  3776, 9076. 

City  Cab  Co.,  10422. 

Clarkston  Broadcasters,  6641. 

Clay  Service  Corp.,  363,  702, 1298, 1929. 

Coastal  Broadcastais,  Inc.  etal..  12381. 13467. 

Collier  Electric  Co.,  1737,  2057. 2030, 4398. 4713. 6612. 10375, 10504. 
11028. 

Colorado,  State  of ,  2061, 3808. 

Colmnbla  Basin  Microwave  Co..  1298. 

Community  Service  Broadcasters.  Inc.  et  al..  184, 676, 762, 1376, 
1737,  2019,  2163, 2332.  2538,  3842. 

Continental  Broadcasting  Co.  et  aL,  10718. 10720, 11246, 12162. 

Cook,  wmiam  S.  et  al.,  10422, 10560. 1 1710. 

Coronado  Broadcasting  Co..  Inc..  5823, 0001. 

Cotton,  James  R..  2816. 

Cox.  Robert  Earl.  4713. 

CrandeU.  Ervln  L.,  Jr.,  2710.      '* 

Crosby  County  Broadcasting  Co..  136. 

Currence.  Warren  J.,  3298, 4217. 5362. 

D.  &  E.  OxMdcasting  Co.,  3703, 3823. 3896. 6102. 

Dakota  Microwave  Co..  1928. 4817. 

Dawson.  Ray  Charles.  364. 

DeKalb  Broadcasting  Co.,  363, 540. 1466. 3708. 4398. 

Delaware  Valley  Broadcasting  Co.  (WAAT) .  et  al.,  9671, 10181. 

Denlson  Broadcasting  Co.  (KDSN)  et"*!.,  6100, 6248, 6400, 7880. 

De  Seno.  Ralph,  1928. 

Desert  Broadcasting  Co..  ikc.  7899, 7507, 9281, 10876. 10774. 12489. 

Dixie  Radio.  Inc.,  11778. 

Doli^-Pettey  Broadcasting  Co.   (KTn>E).  1429..  1682,  2742,  4398. 
7661. 

Dorlen  Broadcasters,  Inc..  10875. 

Dougherty,  Elolse,  10864. 

Douglas  County  Broadcasting  Co.,  7694.  7830.  9487.  10878,  12198, 

12592. 
"Dover  Broadcasting  Co.  et  el..  640.  878.  2089,  4106.  5579.  5034,  6178. 

Duplin  Broadcasting  Co..  9733, 9901, 108M. 

Eastern  Broadcasting  System.  Inc.  et  al.,  1876,  8642,  8708,  4106, 
10007.  * 

Eastern  Shore  Microwave  Relay  Co.,  277.  482,  1878.  SSS2,  3817,  M14. 
4807,  9464. 10007. 

Sdlna  Corp.,  7893.  7880, 9667, 10M5, 10876, 10434, 1077S. 
Edwards,  RolMrt  O.,  0641. 

Egle.  John  A.,  6640.  0645. 9287. 10064. 10181, 11988. 12880. 

Xssllnger  Plying  Service.  Inc.,  10378. 

Palrfleld  Publishing  Co..  4711. 4794. 

Fait.  J.  B.,  Jr.,  7148. 74M.  8129, 10129, 11880. 

Farmers  BroadcastlngBervlce.  I&e.,  6822, 6001, 6644. 

Ploca.  Oerald  P..  3776. 

Ptfth  Market  Broadcasting  Co.,  Inc.   (WG8M),  2939.  8212,  5207. 

6178,  7067. 
Pitzgerald,  Prancls  M.  et  al.,  431. 
Pive  Cities  Broadcasting  Co..  Inc.,  7894,  7880.  9487,  108787  121M. 

12502. 
Florida  Oulfcoast  Broadcasters.  Inc.  et  al..  8848.  67M.  9000.  10884. 
Flower  City  Television  Corp.  et  al.,  127,  271,  364,  5W.  1280.  3704. 

5624.  5910. 
Ford.  Paul  Dean.  12734. 12845. 

Franklin  Broadcasting  Co.,  Inc.  (WCEP) .  et  al..  4633. 4632. 
Franklin  Coimty  Broadcasting  Co..  Inc.  et  al..  10266,  10837,  11473. 
Fran-Mack   Broadcasting   Co..    Inc.,    10287,    10387,    11867.    11714. 

13592. 
Frederick  County  Broadcasters,  et  al.,  8413.  4832. 
Friedman.  J.  Lee.  10885. 11028.  12199. 
Fuchs.  Alfred  Ray,  8906,  7466.  9425, 10182. 

Gabriel  Broadcasting  Co.,  1738,  2021.  2942.  6613,  6992,  9573,  10806. 
Oastonla  Broadcasting  Service,  inc.  ( WLTC) .  7136. 7607. 
GeUer.  Simon.  364.  541. 1737. 4258. 

General  Communications.  Inc.  (KXKW),  7186.  7607,  8887.  10007. 
Goodland  Chamber  of  Commerce.  4713.  4794.  6579. 
GoodwUl  Stations.  Inc..  8941.  4106.  6208. 6721.  7862. 
Grand  Broadcasting  Co.  et  al..  128.  431. 1378,  3816.  4720. 
Grand  Strand  Broadcasting  Co..  366.  541. 
Grant,  John  E.,  1430. 1662.  2940. 3941. 
Great  SUte  Broadcasters.  Inc..  8703,  3823. 3896.  6102. 
Greater  Miami  Outboard  w«^i"t  Aasodatlon.  9781. 
GreenvUIe  Broadcasting  Co..  704,  842,  2061.  4107.  4838,  6108. 
Greenwich  Broadcasting  Corp.  et  al.,  2742.  2816^  S2M.  4107.  8001. 

8063.  6291, 13490. 13593, 12846. 
GrllBth  Broadcasting  Corp..  10288.  10337, 11714. 
GrosBOO,  Inc..  3940. 8312.  4584. 8228. 
Gulf  South  Broadcasters,  Inc.,  6907, 7488. 
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NIAIINOS.   MOBS.   WtC 

Bacs*nl.  CharUs  H.,  118S0.  ISOOT. 

Hawk«7«  BroMleMtinc.  Inc.  (KOSL) .  4634.  4633,  Ml*. 

Ha7«a  Paul  8«nrlce  Centar.  9571. 

Barwdod  County  Broadcasting  Co..  80M.  6943. 

Hells  Broadcaatlng  Co.,  6643,  6731.  7806, 97S3.  11778. 

Henley.  W.  A..  7663. 

Henbey  Broadcasting  Co.,  Inc.,  1737.  3191.  3817.  3146.  3643,  6409, 

7663.  8867,  10594. 
Hiawatha  Valley  Broadcaatlng  Ob..  Inc.,  1466,  1663. 
Hlgaon-Prank  Radio  Bnteiinlaes.  676,  3090. 
Huber,  Don  L..  366,  1330,  6003,  6063. 
Hudaon  Valley  Broadcasting  Corp.  (WXOK) .  7696,  7830,  0573.  10368, 

11779,  19416, 13401. 
nilnoU  Ball  Telephone  Co..  10561.  13468. 
International  Radio,  Inc.  (K08T) .  9733.  9901,  11038.  13844. 
Iowa  City  Broadcaster*.  Inc.  et  al..  1430.  1663.  3817.  3896.  4398. 
Jefferson  Radio  Co.  (WIZI)  et  al..  33,  136,  703,  1397.  3146,  4714,  4817. 

6694. 
Jeffrey,  Herbert.  10138 

Jupiter  AMoeUtea,  Inc.  et  al..  9164.  9331,  10139.  11831.  11976.  13691. 
KATV,  Inc.  (KATV) .  7137,  7606. 
KAT8.  Inc.,(KAT8) .  9781,  9900. 

KDIA.  Inc.  (KDIA) .  6895.  6009.  6391.  7608.  9673.  11367. 
KDC«  Broadcasting  Co.  (KDCK) ,  3776.  3806, 1103.  6644. 
KFNF  Broadcasting  Corp.    (K7NF).  6906.  5974.  6409,   6347,  6441. 

7067.  7139.  

K  *  H  Teierlslon  Station  (KFUR-TV) ,  et  al.,  1377.  1669.  3080.  4436. 

6101. 
KLPT  Radio.  Inc.,  6640.  6646.  9387.  10O64.  10181.  11906.  13600. 
KSAT  Broadcasting  Co..  450.  676.  3066.  3613,  3313.  3943,  6303.  8839. 

10139. 10183.  11714. 
KWXN  Broadcasting  Co.  et  al..  3865.  3896.  5006.  6064,  6908.  9387. 
KWBS  Broadcasting  Co..  7897.  8139.  9861.  11333.  13416. 
XWTZ  Broadcasting  Co.  (KWTX) .  376,  3358. 
Kaiser,  Phyllis  P..  10596. 

Karlg.  Martin  R.  et  al..  4409.  4683.  6613,  6763,  7466.  9464.  9668. 
Kays.  Inc.  (KATS) .  11037. 
Kent-Ba^enna  Broadcasting  Co.  et  al.,  373.  703,  843. 

Ksrr,Alfr«lL..  11713.  

KerrrlUe  Broadcasting  Co.  (KSRV) .  376,  3358. 

Ksyser  Bros.  Ornamental  Iron.  9573. 

Kimble  Communications.  7663.  7830,  8001.  8813.  10138 

La  Plesta  Broadcasting  Co..  136.  479.  3333. 3413. 4359.  6763.  9673. 

Lahm.  Bill  S..  3060,  3968,  8301. 4317,  4534, 4806. 

Lake  Huron  Broadcasting  Corp..  3941.  4106.  6308.  6731.  7863. 

Lake  Bbcre  Broadcasting  Co..  Inc.  ( WDOK) ,  366. 

Lapping,  Geoffrey  A..  6440.  6644, 7400.  8959. 10664. 

Laramie  Ccnununlty  TV  Co.  et  al..  3366.  4107,  4714.  5363.  6513. 

Laubenstein.  Raymond  P.,  34. 

Leader  BroadcasUng  Co.,  4718.  4796.  4897.  6634.  8139.  9115.  11833 

LsTy  County  Broadcasting  Co..  9157.  9331,  10139. 

Undsay  Broadcasting  Co.  et  al..  43 1 .  i 

Uttle  Joe  Enterprises  ( W JOK ) .  376.  | 

Lord  Berkeley  BroadcasUng  Co..  Inc..  366.  641, 1378 

Lyon.  Risden  Allen,  9160,  9573, 13846. 

MIA  Xnterprises.  Inc.  (KWBS) .  1330. 

M&M  Teleeasters.'et  al  .  433.  3030,  3191.  3613. 

Madison  Coimty  Broadcaatlng  Co.  ( WBBT ) .  3301 ,  3534. 

Magnolia  Broadcasting  Co.    (KVMA),   704.   5000.  5836.   8860.  9076 

10696. 
Mahoney.  Harry  E..  348». 

Manchester  Broadcasting  Co.  (WMSR) .  7696.  7831. 

Martin.  Don  H.  ( WSLM) .  3041.  3313. 4398. 

Martines.  Manuel.  7399.  7507. 9331. 10876. 10774. 13489. 

Maaaillon  Broadcasting  Co..  Inc.  et  al..  6347.  7068.  7831.  10337. 

Maywood  Oarage.  13735. 

McAlister.  R.  L.,  3031.  3191.  3745,  3818. 

Melody  Music.  Inc.  ( WOMA) .  703,  768. 3896.  4715. 

Merchants  Broadcasting  System  ctf  Dallas.  Inc.,   1431,   1663.  3146 
3634. 

Mesa  Microwave.  Inc..  967.  6731. 

Mld-Cmcs  BroadcasUng  Corp..  196.  479.  3333. 3413.  4350,  6763. 0573. 

Miller.  Saul  M.  et  al..  907,  1788.  3419.  3744.  4399.  6101.  0901,  11357. 

Miller.  Verne  M..  11333.  11474. 13691. 

Mlneola  Broadcasting  Co..  4806.  6103.  6309.  6348. 9733. 

Mississippi  Valley  Microwave  Co..  Inc..  11779. 13078. 

Mlas-Lou  Broadcasting  Co.  (KPNV) .  7140,  7606. 

MitcheU  BroadcasUng  Co.,  11330,  11474.  13379. 13693. 

Morris,  George  A..  843. 

Ifxilllns  *  Marion  Broadcasting  Co.  (WJAY) .  9489,  3711,  3806. 

Munson,  Jack  C,  1307. 

MaUonal  Broadcasting  Co.,  Inc.  et  al..  7400,  7830, 8888.  9434. 

Neal,  WlUlam  B..  366. 1611. 
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HiAIINOS.   08DEIS,    nC. — Centfnued 

Nelght>orly  BroadcasUng  Co.,  Inc..  698.  1135. 1330. 

New  Madrid  County  Broadcasting  Co.   (KMIS),  7687,  7831.  8001. 

9733,  10864. 
New  Mexico  Broadcasting  Co..  Inc..  6101. 
New  York  Penn  Microwave  Corp..  1135.  3419.  6363. 
New  York  Technical  InsUtute  of  ClncinnaU,  Inc..  3490,  3711,  3413, 

5009,  6733.  6853,  9331. 
Newby,  Harry.  9156.  9333. 10054. 12593. 
Newbouse  Broadcasting  Corp..  3777.  3896. 
Newton  Broadcasting  Co..  4368,  4494.  6009.  6634.  6830. 10139. 
Noe,  James  A..  9733.  9901. 

North  Alabama  Broadcasters.  Inc..  9168.  9333,  9436.  10183,  10733. 
North  AUanU  Broadcasting  Co.,  10866.  11038, 13199. 
North  AtUeboro  Broadcasting  Co..  8775.  3896.  6006. 
Northern  CallXomla  EdueaUonal  Television  AssoclaUon.  Inc.,  453^ 

4633.  5835.  7663,  10561.  13078.  "^ 

Northern  Indiana  Broadcasters.  Inc..  11833. 13078. 13691. 
Northtteld  Broadcasting  Co.  et  al..  6103.  6343,  7749.  9830. 9968, 10730. 
Northland  Radio  Corp.,  1466. 1663. 
Norwood  Taxi.  Inc..  3430. 
Oble.  Mar lln  T.  7606.  7831. 

Olney  Broadcasting  Co..  4715.  4794.  6178,  7663,  8138,  9436, 10130. 
Oregon  MobUe  Radio,  et  al..  13163, 13457. 
Oeage  Programers.  10436.  10560.  11679. 
OuachUa  Valley  Radio  Corp..  7140.  7506.  9573. 
Page  Boy  Radio  Corp..  3490, 3711.  3413.  6009. 
Palms  Broadcasting  Corp..  1869.  3031. 
Pan  American  Union,  et  al.,  7896. 
Parkway  Broadcasting  Co..  10368. 10837.  11714. 
PaynesvUle  Broadcasting  Co..  9166.  9333. 10054. 
Pender  BroadcasUng  Co..  9783.  9901. 10666. 
Peninsula  Television  Relay  Corp.,  377,  433,  1378,  3333.  3817,  3414, 

4807. 
Peoples  Broadcasting  Co.    (WPBC).   1738,   3031,  3943,  6518,  6993, 

9573,  10666. 
People's  Community  Television  AssoclaUon.  Inc..  11906.  13007. 
Peter-Mark  BroadcasUng  Co..  10731. 
Petroff.  Borta  G..  11345. 
Phillips.  Uoyd  D.,  Jr.,  10377. 

Pinellas  Radio  Co..  6443. 6641.  9333.  10436. 13735. 
Pioneer  States  Broadcasters.  Inc..  1378. 1663. 3817.  4634. 

Plvunmer.  Eugene  R.,  1860. 

Poplar  Bluff  Broadcasting  Co.  (KWOC) .  6053.  6343. 9076. 

Port  Chester  Broadcasting  Co..  3943.  4633. 

Potomac  Broadcasting  Co.  (WPIK) ,  3493.  3711.  3896. 

Potomac  Broadcasting  Co..  Inc..  10730. 10731. 11330.  13379. 

PrattvUle  Broadcasting  Co..  13384,  13468. 

Progress  Broadcasting  Corp.  (WHOM) ,  4368.  4399.  5679.  6443,  8969, 
9233.0851.  11076. 

Progress  Valley  Broadcasters  Co  .  7404.  7508,  9389,  10369. 

Progressive  Broadcasting  Corp..  10731. 

Publlx  TelevUlon  Corp.  et  al..  367,  461,  4107,  4495.  7068. 

Putnam  Broadcasting  Corp..  3943.  4633.  ^-^ — 

Queen  City  Radio  SUtlon.  6009,  7465,  9464. 

Radio- Active  BroadcasUng.  Inc.  ( WATO) ,  641,  1663.  3638. 

Radio  Associates,  Inc.  ( WEER) ,  543,  1743,  13450. 

Radio  Carmlchael,  et  al.,  1331,  1433. 

Radio  Longvlew.  Inc.  (KLUB) .  5300,  6274. 

Radio  One  Five  Hundred,  Inc.  et  al.,  4436.  5103. 

Radio  Smllea.  Inc..  10267.  10337,  11357,  11714.  12502. 

Radlocaaters,  The,  0390,  9487,  10338.  

Rarltan  Valley  BroadcasUng  Co..  Inc.  (WCTC) .  461. 

Reading  Radio,  Inc  .  1737.  3191.  3817.  3146,  7662,  8887.  10694. 

Reading  Radio  Corp..  3643.  6409. 

Reddlng-Chlco  Television.  Inc..  4535.  4633,  5825.  7663,  10561. 13078. 

Reliable  Broadcasting  Co.  et  al..  6243.  7507. 

Rhode   iBland-ConnecUcut   Radio   Corp.    (WERI-FM),   4795,   4818, 
6178. 

Richmond  Brothers,  Inc.  (WMEX) ,  364.  541.  1737.  4268. 

Ridge  Radio  Corp.  2103. 

Rlvenbark,  Johnny.  12279. 

Rochester  Broadcasting  Corp  ,  364. 

Rockdale  Broadcasters.  12883,  12456. 

Rockland  Broadcasters.  1739,  2021,  3146,  3706,  3777. 

Rockland  Broadcaatlng  Co.  et  al  .  1466,  1663,  3414,  3706.  4636.  4633, 
5409.  5624,  6642,  6993,  7509, 10008,  13078,  13153,  13416. 

Rogers.  Kenneth  R..  11830,  12007. 

Roes.  William  L  ,  4716.  5210.  7141.  7506.  9487. 

Rounsavllle  of  Miami  Beach.  Inc.  ( WFUIT) .  2430,  7896,  8130. 

Rouae. C  M . 6906. 7466. 9436. 10183. 

Rusaell.  Isaac  J.,  7664. 

Ruaseirs  Taxi.  7664.  7831,  9734. 

S  B  B  Corp  .  675.  3030. 
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Federal  Communications  Coremittion     Cow. 

HEAIINOS,  OlOflS,  ETC. — Ceallnssi 
St.  Martin  Broadcasting  Go..  6069, 6949.  SSU,  OCTM. 
Salem  Broadcasting  Co.  (WJBD),  4718.  41BS.  4807,  5894,  SISB.  0115. 

11833. 
Samuelson.  Richard  C,  11306. 
Sarasota-Charlotte  Broadcasting  Oorp.,  976. 
Schnepp,  Wyman  N.  et  al.,  7149. 7800. 9980. 10661, 11908. 
Schwartz.  Michael  A.,  13370. 
Seacoast  Radio  and  TV  Co.,  3711. 
Seltzer.  Robert  W.,  7668. 7831. 7805. 067S.  19801. 
Semo  Broadcasting  Corp.,  0380. 0487. 10S77. 11670. 11714. 
Service  Broadcasting  Corp.,  10008,  lOOM,  10888. 11880. 1900T. 
Seven  Locks  Broadcasting  Co.,  14SS.  1510. 9719. 4917. 8309. 
Shakopee  Broadcasting  Co..  7404, 7808. 0980. 10980. 
Sheffield  Broadcasting  Co..  7143, 7486. 8190. 10190. 
Shelton.  Ressle  M.,  11474, 11680. 

Smackover  Radio.  Inc.,  704. 5000, 6896. 8080. 0076.  lOOOS. 
Smith  Broadcasting.  Inc.,  0158. 0989. 10189. 10799. 
Smith  Radio.  Inc.  ( WNUB) .  0150. 0989. 0498. 
South  Minneapolis  Broadoastars,  1488. 1668. 9817. 
South  Mississippi  Broadcasting  Co..  7186. 7507. 8887. 10007. 
Southwestern    Broadcasting    Company    of    Mississippi    (WAPF), 

11331. 11475.  11780. 
Splnks.  Hayward  P..  704.  843, 3061, 4107. 4888. 6108. 
Star  Broadcasting  Corp.  ( WFL8) .  7607. 7889. 0405. 10064. 
Stock.  Hugh  Jordan,  4716, 6310, 7144. 7508. 0880. 
Storer  Broadcasting  Co.  (WJBK)  .0487. 10189. 10661, 11869. 
Sunbeam  Television  Corp..  13491. 
Superior  Broadcasting  Co..  479. 
Superior  Communlcauons  Co..  Inc.,  705, 6910. 
Taylor  BroadcasUng  Co.,  6833,  6001. 

Tedeeco.  Inc.,  7693,  7830,  9667, 10366. 10876. 10494. 10776. 
Tenth  District  Broadcasting  Co.,  1433, 1510. 9713. 4317,  6303. 
Thomas  County  Broadcasting  Co.,  Inc.,  0157,  0931,  10190.  10866, 

11833. 
Thornell  Barnee  Co..  10561,  13458. 
Tidewater  Teleradlo.  Inc..  13076, 13380, 13416. 
Tipton  County  Broadcasters  (WKBL).  et  al..  10464.  10669,  10695, 

10733.  11474,  13844. 
Topeka  Broadcasting  AsssoclaUon,  Inc.  (WIBW-TV) .  1194.  3313. 
Transcript  Press.  Inc..  4358. 4494. 5000, 6694.  8880. 10190. 
Treff,  Michael  J..  3613. 

Trl-Clty  Broadcasting  Co..  9390.  9487,  10338. 
Trl-County  Broadcasting  Co.,  Inc.  ( WIFM) ,  11474. 11,680. 
Triangle   Publications,   Inc.    (WNHO-TV).  9744.  9817,  4107,  4818, 

6178, 7058,  7466.  7806.  13491. 
Tuck,  Richard,  Enterprises.  10731, 10733, 11879. 
Tuscarawas  Broadcasting  Co.  et  al.,  4719.  4705.  6374.  6896,  6733. 

10130. 
Tweten.  Henry  O.,  7696.  7881. 
Valley  Broadcasting  Co.,  3940, 3313, 4684,  8998. 
Valparaiso  BroadcasUng  Co.  et  al.,  10369. 10S77. 11680, 194B8. 
Van  AusUn  Oil  Co.,  13414. 
Van  Hobbs.  Prank.  1860. 1039. 

Veteran;  Broadcasting  Co..  Inc.  et  al..  868, 1888. 9818. 
Victoria  Broadcasting  System,  1379. 1664. 
Vldor  Broadcasting  Oo.,  Inc.,  6054. 8008, 0987. 
Voice  of  the  Mid  South,  136, 703. 1907. 8146. 4714.  4817. 5894. 
Voron.  George,  Co..  3777,  3806. 
WAEB  Broadcasters,  Inc.  ( WASB) .  1741. 
WBUX  Broadcasting  Co.  ( WBUX) ,  0150. 0989. 19079, 19980. 
WDSU  Broadcasting  Corp.  ( WDBU) .  1488. 1884, 8719. 
WEZY,  Inc.  ( WEZY) .  4790. 4705. 6009. 
WPYC.  Inc.  ( WPYC) ,  1436.  9490.  3694. 
WGU,  Inc.  ( WGLI) .  7698.  7889. 
WHDH.  Inc.  ( WHDH-TV) ,  19786. 
WIDtr  Broadcasting.  Inc..  9949, 8913, 6880. 10799. 
WrVY,  Inc..  3364,  3535. 4634.  6670. 

WJMJ  Broadcasting  Corp..  5896.  5010.  0909. 8T89. 11780. 
WKLM-TV.  Inc.  et  al..  3833,  8806.  6911,  7889,  0789,  10189,  19450, 

12846. 
WNOW,  Inc.  (WNOW) .  643, 1749. 194B0. 
WPOW,  Inc  et  al.,  3639.  3713. 8535. 4918, 4884, 8680. 
WW  I Z  .  Inc.  et  al ,  3160,  3358.  8801. 8849. 4107. 7888. 
Walker.  Billy,  13384.  13468. 
Walker's  Electronics  Co.,  3146. 
Wallace.  Wayne  P..  6000. 

Washington  Broadcasting  Co.  ( WJPA) .  0901, 0487. 
Wellersburg  TV.  Inc..  11006. 19007. 
West  Sac  Taxi  Co..  1 1615.  • 

Western  Broadcasters.  Inc..  1188S.  19070. 19481. 
Weetem  Broadcasting  Co..  9031.  9191,  974S.  9818,  7887.  8198,  9861. 

11333.  19415. 
Western  Union  Telegraph  CX)..  0078. 8077.  S4M.  88S1,  lOltS,  IMIS. 


Federal  Communications  Commission — Con.     ^*^ 

HEARINGS,  ORDERS,  ETC. — Coirfinued 
Wide  Water  Broadcasting  Co..  Inc.  et  al..  6108. 6948. 
Willamette-Land  Televlalon,  Inc.,  1740. 3818. 
Williams,  James  B.,  866,  1610,  4716,  4794.  6178.  7668.  8198.  0496, 

10139. 
WiUiams,  Paul  P.,  8414. 
WilUe  Broadcasting  Co.,  4796, 4818.  6178. 
Willis,  Alvln,  et  al.,  10130. 

Wilson,  L.  B.,  Inc.  (WLBW-TV) ,  et  al.,  1664, 9436,  0488, 11714. 
Wlndber  Community  Broadcasting  System,  3193. 
Wlthrow,  James  H.,  1397.  ,^ 

Wolverine  Broadcasting  Co.  et  al.,  1380. 3430,  8414^ 
Worthlngton,  Francis  J.,  1939. 

Wright  and  Maltz,  Inc.  (WBRB) ,  7699,  7833. 10388, 10437. 
Yago,  Ralph,  8960, 9573, 9831. 

York-Clover  Broculcasting  Co.,  Inc.  (WYCL) ,  9160,  9673, 19846. 
Yotmg  People's  Church  of  the  Air,  Inc.,  6896,  6919, 6393, 6763, 11780. 
Z-B  Broadcasting  Co.,  10008.  10064, 10866, 11680, 13007. 

Federal  Credit  Unions  Bureau: 
Organization  and  (^)eration: 

Payment  or  amortization  of  loans  for  higher  educa- 
tion    6151,6980 

Supervisory  committee  audits 6151,6980 

Federal  Crop  Insurance  Corporation: 

FEDERAL  CROP  INSURANCE: 

1961  and  succeeding  crop  years: 

Application —  1001, 

1002,  1003.  1790.  3315.  8316.  6367.  9435,  12252 

Availability 2760, 

3187.  3188,  3189.  3879,  3972,  4762.  5791.  12699. 
12700,  12701.  12702, 12703. 12704. 

Policy 9436 

Various  commodities: 

Barley 1002,2759.3187.3972.5791 

Beans,  dry  edible 3187,9185.12704 

Citrus —  8187.12702 

Combined  crops 2760.3187.9436.12702 

Com _ __.  1791.3187,4762,9437,12703 

Cotton- 3188.  3879.  9438. 12044. 12703 

Flax 3188.6367.12699 

Orain  sorghum ,___  8188,9438.12704 

Oats —  3188,6368,12699 

Oranges 12700 

Peanuts 3879,9439.12117.12700 

Peas: 

Canning  and  freezing. 1790. 12700 

Dry 3316.12700 

Potatoes 1001.3879.^2700 

Raisins __  689.  2760, 3253. 12705 

Rice 12700 

Rye ^_    6889 

Soybeans  3188,4762,6370,12701 

Tobacco 3189.3316.3879.6367,9435.12253.12702 

Tomatoes  12252 

Wheat 1003,2760,3189.3972.5791.6867.9435 

1962  and  succeeding  crop  years;  peaches 3189, 12705 

1963  and  succeding  crop  years : 

Apples J 12253 

Peaches ' 

RECORDS.  non-Federal;  retention  requirements 

Federal  Deposit  Insurance  Corporation: 

BANK  SERVICE  ARRANGEMENTS,  proposed  rules— 
FOREIGN  TIME  DEPOSITS,  maximum  Interest  rate. 
INTERE8T  PAYMENTS  by  insured  nonmember  banks: 

Bank  for  International  Settlements,  time  deposits 11798 

Foreign  central  banks,  time  deposits  transferred  to 

other  persona  or  organizations 11798 

RECORDS,  non-Federal;  retention  requirements.' 8081 

REPORTS  OF  CONDITION,  insured  banks;  Joint  calls.     325, 

3356,  6636.  9925 

Federal  Employee-Management  Relations 
Program,  President's  Temporary  Commit- 
tee on  Implementation: 

Establishment  (Executive  Order  10988) 651 

Federal  Employees: 

<sree  Govemihent  employees. 

Federal  Farm  Mortgage  Corporation: 

Revooatton  of  fubchapter 10741 


9551 
8033 


12000 
10251 
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See  Public  Roads  Bureau. 

FsCMfCil  Honw  loon  Bunk  BoiifO.' 

KX  PABTK  OOMMTTTOCATlDWa.  protliloni- -.    9S54 

FEDERAL  HOME  LOAN  BANK  uy&mJi: 

Definition   of   "State" 8825.9248,10092 

Members  of  banks:  adjurtmetits  In  stodc  holdings 5391 

Organization  of  banks;  directors,  afvolntment  and 

•laciiOB  3914 

Executive  dlxvcton.^ 10092 

"SUte".    deflnlUon 10092 

FEDERAL  SA VINOS  ikMD  LOAN  INSXmANCE  COR- 
PORATION: 

DeflnlUana 4662 

Operations : 

Cliange  9t  State-chartered  mutual  Insured  Insti- 
tution to  guajrantjr  or  permanent  stock-type 

institoiik>a   393 

Examinations  and  audits,  appraisals  and  records: 

proposed  rules 12745. 13839 

Loans  and  Investments  : 

Ziaaaa  to  one  borrower:  propoaed  rule 11556 

P«rticlj;»tlons  In  loans;  retainage 9327 

Management    and    financial    poUeles;     proposed 

rules --  12745.12839 

Other  Insurance  or  goaranty - 6429 

Premiums,  prepayments,  secondary  reserve —  4662,4683 
FED£EIAL  savings  and  LOAN  SYSTEM : 
Operations:  \ 

Capital;  distribution  of  earnings 45.442 

Housing  facilities  for  aging;  proposed  rule 11466 

Loans  _^ 5701.9911 

Offices,  horns  and  brandi 9910 

Organisation  after  conversion 5391 

RECORDS,  non-Federal;  retention  requirements 3081 

FMbral  Houtlng  Administration: 

ARMB3  SERVICES  HOUSING  mortgage  insurance: 
ClrlliHi  e|BpiofWs;  contract  rights  and  obligations. .     2602 


Contract  rights  and  obligations,  individual  mort- 

gacae 2602.4964 

EUglMUtir  reqiiirements.  projects .4M4,  6086 

Military  pcfsonnel: 

Contract  rights  and  obligations 773.6085 

EUgifaility  requtoements 773 

AXTTHORITY  DELEGATION  from  Housing  and  Home 

Finance  Administrator  respecting  procurement...     6915 
AUTHORIT7  AND  FUNCTIONS;    particular  position 

delscatkxw    4961,  6082.  7565.  7876,  9449.  11548 

CONDGMINnnC  OWNERSHIP: 

Oontract  rights  and  obligations 733.2601 

Blglbllity  requirements   102,773.2601,4063,9599 

COOPERATIVE  HOUSING  mortgage  Insiirance: 
ladlvkhial  propeiiiss  released  from  project  mortgage; 

contract  rights  and  obligations 2601 

Protioets: 

Contract  rights  and  obligations 4278.4062. 11416 

Eligibility  requirements 773.6063,^597 

DEBENTURES,  Insurance  fund;   call  for  partial  |«- 
demptlon  before  maturity: 

Housing,  series  BB 2M7,M31 

Mutual  mortgage,  series  AA 2947,0620 

SecUon  23«  taoushw.  series  CC.— 3947,9630 

ServlcesMB^  Mtgsge.  ssrleB  EK 

Title  I  faouateg;  aertes  L.  B  and  T 

War  hourtng.  aeries  H 3Mt.9630 

DISCRIMIIIA'nDN,  honing.    See  Wondlscrlmtnatlon. 

beioto. 
ZLDeSLY  PERSONS,  hsoslng  mortgage  Insiirance;  eU- 

gibiUty  ie<iulie«eMte 772,6065.9598 

EXPERIMENTAL     HOUSIIVO    mortgage     Insurance; 

homea.  contract  rights  and  obligations 2601 

HOUSIMO  mSOHAIfCB  ^IMD  DEMHTURES,  Series 

BB;  redsmptiOD ^ 3047.  9631 

LOW    COST    AND    MODERATE    INCOME    mortgage 
Insurance: 
Low  cost  homes: 

Contract  rights  and  obligations 3601 

Eligibility  requirements 773 

Moderate  income  projects: 

Contract  rlgMi  and  <Migatlaas 4t«3 

XllgibiUtgF  rsqukMSsnta- m,  4M3,  6664,  i60t,  11417 


Federal  Housing  AiiminiiNflion     Continued 

MULTIFAMILY  HOUSING  BMrtgage  tnsiiranw     Set 
Condominium    ownership:    Cooperative    housing; 
Rental  beuslnK ;  War  hou^rtag. 
MUTUAL  MORTGAGE  INSURANCE  and  insured  home 
improvement  loans: 
Contract  rights  and  obligations. .  772.2600.3355,4961.6082 

Debentures.  Series  AA;  redemption 2047.0629 

Eligibility  requirements..- 101. T71 

1069.  2175.  2600.  4961.  74M,  gill.  10679.  11416 
NONDISCRIMINATION  and  equal  opportunity  in  hous- 
ing    11102 

Deflnttkm  of  "discriminatory  practice" 13126 

Nondiscrimination  policy 11546, 11802 

Prohibition  against  discriminatory  practice 13127 

NURSING  HOMES  mortgage  insurance;  eligibility  re- 
quirements  773.  1071.  0085.  9509.  11417 

PROPERTY  IMPROVEMENT  LOANS;  class  1  and  3. 

financing  charges,  repayment  rebate 4061 

RECORDS.  non-Federal;  retention  requirements 3083 

RENTAL  HOUSING,  mnlUtamily  hou^ng  mortgage  in- 
surance : 

Contract  rights  and  obligations 772. 

4963,  6083,  7494, 0507.  11416 

Eligibility  requirements 772.6063.0507.11416 

SECTION  330  HOUSINO.  insurance  fond  debentures. 

Series  CC;  redemption. .. 2947,0630 

SERVICEMEN'S  mortgage  Insurance: 

Contract  rights  and  obligations 3601 

Debentures.  Series  EE 2046,0630 

TITLE  I  HOUSING  Insurance  fund  debentures,  series 

L.  R  and  T;  redemption 3946.0629 

URBAN  RENEWAL  mortgage  Insurance  aiKl  insured 
Improvement  loans: 
Homes: 

Contract  rights  and  obligations 2601 

Eligibility  requirements 1070.6497,7494,8111.11416 

Projects: 
Contract  rlghU  and  obligations...  4063.  6064.  0596.  11416 
Eligibility  requirements;  insured  project  Improve- 
ment loans 1076.  4063.  7404,9598 

WAR  HOUSING  mortgage  Insiumnce: 
Insurance    fund     debentures,     series    H;     redemp- 
tion    3048.9630 

Multifamlly   projects;    contract   rights   and   obliga- 
tions   11417 

Federal  Maritime  Commission: 

See  alto  Maritime  Administration. 

AUTHORITY  DELEGATIONS  by  Executive  Director  to 

certain  officials 679 

CHARGES.  USER,  establishment:  proposed  rules  with- 
drawn   6337 

CONFERENCE  AGREEMENTS,  under  section  15,  Ship- 
ping Act.  1916: ■ 
See  also  Transportation  agreements. 
Agreement  provisions;  proposed  rules 2646,2776.3821 

CONTRACT  RATE  SYSTEMS  In  foreign  oommeree  of 

United  States:  proposed  rule 2647.3621 

CONTRACTS,  agreements,  and  understandings  of  cer- 
tain common  carriers  by  water,  reversal  of  order  re- 
s[)ectlng   '- 1380 

FREIGHT  FORWARDERS,  Independent,  ocean : 
Applications  for  license,  or  lleenses  issued: 

ABC.  International  Inc.  et  al 7145 

A  to  Z  Eicport  Shipping  Co.  et  al 4571 

Abelman.  Frank,  Inc.  et  al 8639 

Academy  Forwarding  Co.  et  al 6896 

Acco  Foreign  Shipping.  Inc.  K  al 8195 

Admiral  Shlpptaig  Corp.  et  al 0631 

Air-Sea  Forwarders.  Inc.  et  al 8326 

Alexander  b  Co.  of  Louisiana.  Inc.  et  al 7466 

American  Enterprises,  Inc.  et  al 8327 

American  Union  Transport,  Inc.  et  al 5103 

Anderson.  B.  R.  *  Co..  et  al 1 4259 

Barone  Forwarding.  A.B.  et  al 12385 

Bennett  Forwarding  Co.  et  al 8639 

Borlnquen  Express  Co.  et  al 8197 

Corbett  &  Co..  toe.  et  al 13385 

Dean  Export  Services.  Inc.  et  al     12783 

Frontier  Freight  Forwarders.  Inc.  et  al 8640 

Hanson.  T.  J.  et  al 4157,4618 

International  Expediters.  Inc.  et  al 4405,4818 

Nordstrom  Freighting  Corp.  et  al 4813 

FrogresBlve  Foriirarding  Oo .=?■—_    4157 
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Federal  Maritime  Commlstion     Confinuod       ^*^ 

FREIGHT  FORWARDERS,  Independent,  ooeaifc— Oon. 
Applications  for  license,  or  Ucenaes  Issued— Oon. 

Puerto  Rican  Forwarding  Co..  Inc.  et  al ~^^.    8840 

Scott  Alberto  k  Co..  Inc.  et  al i 8106 

Ship  Service  Co.  et  al 8232 

Stone  Forwarding  Co.,  Inc.  et  al 4167, 4219 

Wyman.  Chas.  H.,  ft  Co.,  Inc.  et  al 0291 

Interpretation  of  Shipping  Act,  1916 ■- 1^20 

Licensed    independent    ocean    freight    forwarders, 
brokers,  and  ocean-going  common  carriers;  duties 

and  obligations,  proposed  rules 1775, 2185. 2649, 3632 

Licensing: 

Issuance  or  denial  of  licenses 6773, 10122 

Licensing  requirements,  bond.... 3859,4478 

Proposed  rule 12412 

INVESTIGATIONS.    See    Rates,     schedules,     tariffs, 

below.  

MARITIME  CARRIERS 
See  also  Freight  forwarders. 
Reports  by  common  canwrs  by  water  in  domestic  off 

shore  trade 695,6939 

Shipping  Act.  1916;  Interpretations 3046.2460.2641,5504 

OFFICIAL  INFORMATION,  limitation  of  authority  to 

classify  (Executive  Order  10985) 439 

ORGANIZATION  AND  FUNCnONS 677,  9187 

Executive  Director,  redelegation  of  authorities  to  cer- 
tain  official:^- 679 

International  Affairs  Office 5837.6055.6511.6827 

decretary: 

Authorities,   specific 11437 

Functions  of  office ^ 2186 

Special  Permission  Committee 5520 

Chairman,  Executive  Director 2186 

Change  In  membership 6055 

Designation  of  alternate  to  Director.  International 

Affairs  Office : 6511 

PURCHASE  OF  VESSELS,  "Alicia"  and  "Dorothy"-  8000.  8813 

Proceeding  discontinued 12655 

RATES,  SCHEDULES.  TARIPPS: 
Filing  of  tariffs  by  common  carriers  by  water  in 
foreign  commerce;   proposed  rule,  extension  of 

time 700 

Filing  of  temporary  rate  changes  in  doQiestlc  offshore 

trade:  expiration  date,  propc«ed  rule 5773 

Investigations  and  hearings: 

Alaska  Freight  Lines,  Inc.—.. 2746,  2943 

Alaska  Steamship  Co 842 

Alcoa  Steamship  Co..  Inc 8000 

Aleutian  Marine  Transport  Co.,  Inc 8197 

American  Great  Lakes-Mediterranean  Eastbound 

Freight  Conference 6459. 5581 

American  West  African  Frel^t  Conference 12420 

Atlantic-Gulf  Puerto  Rican  trade 1077. 

1208, 1665, 4210, 12199 

Atiantlc/Gulf  U.S.  Virgin  Islands  trade 8633,8888 

Bull,  A.  H.  Steamship  Co.,  Inc ^ 130. 

242.  843. 1298. 1666,  2061, 2402. 2747. 3418. 4495 

Duluth.  Minnesota,  port  of 0628, 11681 

Everett,  Washington,  port  of 9465 

Great  Lakes  to  foreign  ports. 0628, 11681 

Gulf  Mediterranean  trade '. 6401 

Hawaiian  rates,  second  general  Increase,  1961 131 

Hong    Kong-United    States    Atiantic    and    Oulf 

trade 13654. 12783 

Matson  Navigation  Oo.  et  al ^____ : 2747,5886 

Northern  Commercial  Co.  River  Lines;  Yukon  River 

area  of  Alaska 8634 

Olson.  Oliver  J.,  ft  Co 676. 1511 

Psujiflb  Coasts  ports : 12782 

Pacific  Coast  terminals ,131,2164 

Puget  Sound  Tug  ft  Barge  Co 2746, 2943 

Sea-Land  Service,  Inc.,  Puerto  Rican  Division. 2748 

Seattle.  Washington,  port  of 10183 

Stockton   Elevators _        9928 

Sugar,  refined  or  turbinated.  In  bags.  130 

o^^^r,™  w  5^*'  ^O'''''  ^••S'  2*M,  367174634, 4743 

REPORT^S  by  common  carriers  by  water  In  domestic  ofF- 

shore  trade 605,6939 

SHIPPING  ACT.  1916:  •«.  «»o„ 

Common  carriers  by  water;  contracttf.  agreements, 
and  understandings,  certain,  reversal  of  order 
respecting 1330 

Conference  agreements  under  section  16.  See  Confer- 
ence agreements,  above. 


Federal  Mantime  Commission — Continued       ^'^ 

SHIPPING  ACT.  1916— Continued 
Freight  forwarders,  ocean,  independent,  licensing  of; 

interpretation  of  Act 1320 

Maritime  carriers;  interpretation  of  Act 2046, 

■ 2469,  2641,  5504 

TERMINAL  OPERATORS,  filing  of  tariffs  by;  proposed 

rules    12777 

TRANSPORTATION  AGREEMENTS,  approved,  unap- 
proved, cancellations,  hearings,  etc.: 
Agreements  filed  for  approval,  under  section  15  of 
Act: 
A.  P.  MoUer-Maersk  Line,  et  al...  3174, 9526, 12230, 12846 

Alaska  Steamship  Co.  et  al 2652, 7669 

Alaska  Terminal  and  Stevedoring  Co.  et  al 10505 

Alcoa  Steam^p  Co.,  Inc.  et  al 957,3474,3824. 12007 

American  Export  Lines.  Inc.  et  al 871, 12282 

American  Express  Co.  et  al 6569 

American  flag  lines,  et  al 11332 

American  Mall  Line,  Ltd.  et  al 2540,4218,9233, 12230 

American  President  Lines,  Ltd.  et  al 8824. 

3943,  5355,  8930.  9233 
American  Union  Transport,  Inc.  et  al-__  8000,  8813, 12665 
Associated  Steamship  Lines  (Manila)  Conference.-  479 
Atlantic  and  Gulf  American  Flag  Berth  Operators 

(AGAPBO),  et  al 5103 

Atlantic  and  Gulf/ Arabian  Sea  and  Persian  Gulf; 

certain   carriers 12492 

Atiantic  and  Gulf-Haiti  Conference 12080 

Atiantic  and  Gulf/Hawaii  Conference,  et  al 2383 

Atlantic  and  Gulf-Indonesia  Conference 12691 

Atlantic  and  Gulf /Panama  Canal  Zone,  Colon  and 

Panama  City  Conference „  12079, 12421 

Atlantic  and  Gulf  Ports- Jamaica  (WH.L)  Steam- 
ship Conference 12080 

Atlantic  ft  Gulf-Venezuela,  et  al 8566 

Atlantic  and  Gulf/West  Coast  of  Central  Ameri- 
ca, and  Mexico  Conference 12079 

Atlantic  Passenger  Steamship  Conference 4218, 

.     ^       -  5356, 12846 

Australian  Tonnage  Committee,  et  al 12564 

Barber  Fem-Vllle  Lines,  et  al..... 8632. 12782 

Barber-West  African  Line  Joint  service,  et  al 2943 

Bemer,  A.  V„  and  Co.,  Inc 5521 

Blue  Funnel  Line,  et  al 2164, 8632, 12782 

Boston  Marine  Terminal  Association __        2539 

Boulo,  Paul  A.  et  al. 3416.3417.3824 

Brazil  to  U.S.  Atlantic  and  Gulf  ports,  et  al 10726 

Brazil/United  States  Coffee  Agreement,  et  al 10183 

Brocklebank,  Thos.  and  Jno..  Ltd.  et  al 10726 

Bull-Insular  Line,  Inc.,  and  Turner  and  Blanchaiti. 

«     J^l 10504 

Bush,  Geo.  S.,  ft  Co.,  Inc. 8960 

Calcutta.  East  Coast  of  Indla.^t  al 12846 

Calcutta/U.RA..  Conference,  et  al 1 """    1229 

California  Association  of  Porif  Authorities.'...  II~~  12453 

Carolina  Shipping  Co.  et  al 5520 

Central  Gulf  Lines,  et  al 2539 

Charleston  Overseas  Forwarders,  Inc.  et  ^.IZH"  12282 

Commonwealth  Steamship,  Inc.  et  al 1861, 2333, 3213 

Copeland  Shipping,  Inc.  et  al 758I 

Cortina.  J , gsn 

Crescent  City  Marine  Ways  and  Drydock  Co.  et  al      3474 

Cunard  Steam-Ship  Co..  Ltd.  et  al_.__ 13008, 12564 

Cimnlngham,  N.  D.,  ft  Co.  et  al___ 1778 

De  La  Rama  Steamship  Co.,  Inc.  et  al...    _.    _  '      842 

East  Pakistan/U.S.A.  Conference,  et  al '"  12846 

Farrell  Lines,  Inc.  et  al _  4744, 7511, 9466 

Farrell  Shipping  Co.,  Inc.  et  al 1773 

Gallagher  ft  Ascher  Co.  et  al 3824,8749 

Globe  Shipping  Co.,  Inc.  et  al 3417.3826  5970 

Gold  Beach.  Oregon,  Port  of,  et  al 3474 

Grace  Line.  Inc.  et  al "~     1077 

Greece.  Turkey,  Syria  Area  WesttMiind  Tobacco 

Conference   ^ 3398 

Oulf/Medlterranean  Ports  Conference,  et  a!!"""  11246 

Hamburg  America  Line,  et  al 9186 

Hanson,  T.  J.  et  al 3825,6620,6764 

Havana  Steamship  Conference 12079 

Hoegh  Lines,  et  al "    2780 

Hligo  Stinnes,  et  al "  12230 

lino  Kalun  Kabushlkl  Kalsha,  et  al 058  5810 

Indo-Chlna  Steam  Navigation  Co.,  Ltd.  et  al 12846 

Inter-Island  Shipping  Corp 3266 

Isthmian  Lines,  Inc.  et  al 768 


Federal  Moriffime  Cofmnitsion— Continued 

TRANSPORTATION  AGREEMENTS,  approved.  un»p- 
prored.  eane^Atlons.  besrinss.  etc. — Continued 
Agreemente  filed  for  mpprorml.  under  section  15  of 

Act — Continued 
Japan-Atlantic  and  Gulf  Freight  Confereixce.  et  al.     9115 

Japan/Atlantic    Pool 12008 

Java  PacUle  Line  joint  service,  et  al 2780 

Johnson  Line,  etal 12230 

Kalama.  Washlncton.  port  of .  et  al 4844 

Klln««r,  D.  D..  Co.  et  al 3417 

Knutsen  Line 3174,8930 

KoBmtLT.  T.  P..  Inc.  et  al 2298 

KuMUkuDdls  Lines.  Ltd.  et  al 9737 

Latin    America/Pactfle     Coast    Steamship    Con- 
ference       9466 

Leinin««r.  Oeorse  11..  Co..  Inc.  et  al 3825 

Levant  Line  Joint  Service 9488, 12655 

LoreU  l(  Co.  et  al 382S.  8633.  8634.  8960.  8961 

LuBk  Sldpplnv  Co.,  Inc.  H  al 3416 

LyksaBros.  Steamship  Co..  Inc.  et  al 8393. 11516 

Major  Forwarding  Co..  Inc.  et  al 3417.7146 

Mataon  NavlgatioD  Co.  et  al 12654 

Medtterranean-UJS-A.     Great     Lakes     westbound 

frtiCht  eonference 11976.11977 

Discontlniianoe  ot  proceedings 12385 

IflMlwslppi  Shipping  Co..  Inc.  et  al 675 

Mitsui  Steamship  Co..  Ltd 958 

Mohegan  Intematloiial  Corp.  et  al..  3415.  3416.  3474.  3826 

Naviera  CasteUasm.  8JL  et  al 12231 

Netherlands  Antilles  Conference,  et  al 8566 

New  York  Freight  Bureau  (Hong  Kong ),  et  al 4219 

North    Atlantic    Mediterranean    Freight    Confer- 
ence   9737 

North  Pacific  Grain  Growers.  Inc.  et  al 4844 

Northern  Pan  America  Line,  et  al 1078 

Northland  Freight  Lines 2298 

Norton  Line  Joint  Serrtoe.  et  al 12421 

Norway /North  Atlantic  Conference,  et  al 4219 

Oakland.  California.  Port  Commissioners 6179. 

8813,  12990 

Oakland  Dock  and  War^oose  Co.  et  al 12990 

Ozean  Linie  GiB.b.H.  et  al. _ 12230 

Pacific  Far  East  Line.  Inc.  et  al 12282 

Padfle  Lines  and  Atlantic/Gulf  Lines 9959 

Pacific  StraiUConferenee.  etal 7804.12282 

Pacific  Westlwund  Conference 958 

Palm  Beach  District.  Port  of .  et  al 8327 

Palmetto  Shtpt^ng  Co..  Inc.  et  al 7146 

Pan  American  Forwarding  Co.,  Inc.  et  al 8930 

Pan-American  Shipping  Co.  et  al 3417 

Persian  Gulf  Outward  Freight  Conference 10562 

Port  Huron  Tominal  Co.  and  City  of  Port  Huron. .     5675 

Portland.  Oregon.  Ci^  oC.  et  al 12654 

Rederiaktle-Bolaget  Nordstleman,  et  al 184 

Rederlaktlebolagei  Svenaka  Uoyd,  et  al 8463 

Rederiet  Ocean  Aktieselskab.  et  al 8464 

River  Plate  and  Brasil  Conference,  et  al 676 

Robbins  Forwarding  Oo.  et  al 3417 

RoUnson,  H.  W..  *  Co..  me 3825 

Santiago  de  Cuba  Conference 12080 

Schenkers  International  Forwarders.  Inc.  et  al 8634 

Sea-Land  Service.  Inc.  et  al S266. 

5886.  6179,  8813.  t2230,  12421 

Seattle,  Port  of.  et  al 2540. 10505 

Seaway  Stevedoring  Co..  Inc.  et  al 2333.  4571.  7804 

Security  Storage  Co.  et  al 8602 

Shapiro,  Samuel,  li  Co..  Inc.  et  al 12008 

Smith,  J.  D.,  Inter  Ocean.  Inc.  et  al 8930 

Sockrider  Forwarding  Oo 3417 

Southern  California  Carloadlng  Tariff  Bureau 2298 

Spedden,  T.  R.  et  al 12008 

Stockard  Steamship  Corp.  etal 8889.9488 

Stoekhcrims  Redertaktiebolag  Svea,  et  al 9959 

Stockton  Elevators,  et  al 3642.9488 

Stockton  Port  District,  etal 3642 

Stone,  H..  L  Co.  et  al 3415 

Stone  Forwarding  Co..  Inc.  et  al 3826,  5521.  5750.  6681 

Swedish  American  Line,  et  al 10183 

Tacoma.  port  of.  et  al_- 10867 

Thlelen,  H.  S.,  Inc.  et  al 3826. 9160 

Trans  International  Forwarders.  Inc.  et  al 6055 

Trans-Padfle   Ftelght   Conference    of    Japan,    et 

al 1778,7511.  10009 

Trans-Paciflc  Passenger  Conference 184 
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Federal  Maritime  Commission — Continued 

TRANSPORTATION  AGREEMENTS.  i«»proved.  unap- 
proved, cancellations,  hearings,  etc. — Continued 
Agreements  filed  for  approval,  under  section  15  of 
Act— Continued 

Tyrrhenian  ^Levant  Freight  Conference,  et  al 1742 

United  States  Great  Lakes-Bordeaux,^Hambtu-g 
Range  Eastbound  and  Westbound  Confer- 
ences      9116 

United  States  Lines  Co.  et  al 4436,6902.8289, 12008 

Universal  Transport  Corp.  et  al 5520. 12282 

Venezuelan  Line.  Companla  Anonima  Venezolana 

de  Navegacion 8566 

WaU  Shipping  Co.,  Inc.  et  al 8602 

Walsh  Stevedoring  Co.  et  al 3416 

Waterman  Steamship  Corp,  et  al —    8000. 

8813, 12008. 12655 
West     Coast     American     Flag     Berth     Operators 

(WCAFBO).  et  al 5103 

West  Coast  of  India  and  Pakistan /UJS -A.  Confer- 
ence, et  al 9901 

West  India  Shipping  Co..  Inc.  et  al 8327 

Westfeldt  Brothers  Forwarders.  Inc.  et  al 3824.  382< 

Wllhelmsen  Line  Joint  service,  et  al 10183 

Yamashita  Steamship  Co..  Ltd.  et  al 12421 

Zanes.  W.  R.,  ti  Co.  of  La..  Inc.  et  al 6511. 7146 

Ziegler.  H  L..  Inc.  et  al *..     3416. 3417.  5211 

Zim  Israel  Navigation  Co.,  Ltd.  et  al 1510. 12231 

EStclusive    patronage    (dual    rate)    contracts,    under 
Public  Law  87-346: 

Extension  of  time  for  filing  statements 5827 

Piling  notices: 

Associated  Steamship  Lines  (Manila) 4819 

Association    of    West    Coast    Steamship    Com- 
panies   5011,5920 

Atlantic  b  Gulf  Australia -New  Zealand  Confer- 
ence       5108 

Atlantic  b  Gulf  Haiti  Conference 5107 

Atlantic  and  Gulf /Indonesia  Conference 6011 

Atlantic   and  Gulf/Panama  Canal  Zone.  Colon 

and  Panama  City  Conference 5011 

Atlantic  St  Gulf  Ports- Jamaica  (B.W.I.)  Steam- 
ship Conference 5108 

Atlantic  and  Gulf -Singapore.  Malaya  and  Thai- 
land Conference 5011 

Atlantic   b   Gulf  Venezuela  b  Netherlands   An- 
tilles  Conference 5107 

Atlantic  and  Gulf/West  Coast  of  Central  Amer- 
ica and  Mexico  Conference 5011 

Atlantic  and  Gulf /West  Coast  of  South  America 

Conference     5010 

Brazil  United    States-Caiuula    Freight    Confer- 
ence       *819 

Calcutta/U5JV.  Conference,  et  al 5010,12846 

Camexco  Freight  Conference,  et  al 5010. 11680 

Canal,    Central    America    Northbound    Confer- 
ence    5010.5356 

Capca  Freight  Conference 4819 

Colpac  Freight  Conference 5010 

Deli/New  York  Rate  Agreement 5014 

Deli-Pacific  Rate  Agreement 5013 

East  Coast  Colombia  Conference 5013.5827 

East  Coast  South  America  Reefer  Conference. ..    5012 

Par  East  Conference 5(U2 

Federal  and  Atlantic  Lakes  Unes 5621,6765 

Gulf/French  Atlantic  Haipburg  Range  Confer- 
ence    4819,5776 

Gulf  Mediterranean  Ports  Conference 4818,5776 

Gulf    and    South    Atlantic    Havana    Steamship 

Conference 5012 

Havana  Northbound  Rate  Agreement 6014 

Havana  Steamship  Conference 5012 

India.    Pakistan.     Ceylon    It    Burma    Outward 

Freight  Conference 5012 

Japan-Atlantic  and  Gulf  Freight  Conference 8956. 

8289, 12280     , 

Java-New  York   Rate  Agreement 5013 

Java-Pacific  Rate  Agreement 5013 

Leeward  b  Windward  Islands  b  Guianas  Confer- 
ence   --• 5012 

Mid  Brasil /United  States-Canada  Freight  Con- 
ference    --     5009 

New  York  Freight  Bureau  (Hong  Kong) 5104 

North  Atlantic  Baltic  Freight  Conference 5105 
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Federal  Moriffime  Commission     Cotitimied       ^'<^ 

TRANSPORTATION  AQREEMENTB.  approved,  unap- 
proved, cancellations,  hearings,  etc. — Continued 
Exclusive   patronage   (dual   rate)    contracts,  undo* 
Public  Law  87-346 — Continued 
Filing  notices — Continued 

North    Atlantic    Continental    Freight    Confer- 
ence   T 6104,5106 

North  Atlantic  French  Atlantic  R^ight  Confer- 
ence      5105 

North  Atlantic  Mediterranean  Freight  Confer- 
ence     5105 

North  Atlantic  United  Kingdom  Freight  Confer- 
ence     5106 

North  Atlantic  Westbound  Freight  Association-.-    5211 

Pacific  Coast  Australasian  Tariff  Bureau 5105 

Pacific    Coast/Caribbean    Sea    Ports    Confer- 
ence   5105.5356 

Pacific  Coast  European  Conference 4820 

Pacific  Coast/Mexico  Freight  Conference 5106 

Pacific  Coast/Panama  Canal  Freight  Confer^xie-    5106 

Pacific  Coast  River  Plate  Brazil  Conaference 5109 

Pacific  Indonesian  Conference 5109 

Pacific/Straits  Conference 5109 

Pacific /West  Coast  of  South  Amo-ica  Confer- 
ence      5107 

Pacific  Westbound  Conference 4819 

Persian  Gulf  Outward  Freight  Conference—  8328, 12281 

River  Plate  and  Brazil  Conferences 5107 

River  Plate  United  Statea-Canad*  Freight  Con- 
ference      5106 

Santiago  De  Cuba  Conference 5109 

South  Atlantic  Steamship  Conference 5109 

Straits/New  York  Conference 5108 

Straits 'Pacific  Conference 5108 

Trans-Pacific  FreigAit  Conference  (Hong  Kong)  -    5108 
Trans-Pacific  Freight  Oonferaioe  of  Japan.  8957, 12281 

Universal  Transport  Corp 5620 

West  Coast  of  India  and  Pakistan/UjBJL  Ctm- 

ference 8061, 12281 

West  Coast  of  Italy,  Sicilian  and  Adilatftc  Ports/ 

North  Atlanth:  Range  Conference 5107, 11365 

USER  CHARGES,  establishment;  proposed  rules  with- 
drawn   _ _     6337 

Federal  Mediation  and  Conciliation  Seivice: 
Federal  employee  organizations,  functions   (Executive 

Order    10988) 551 

Federal  Notional  Moitgogo  Astociotion: 

Mortgage  purchases,  servicing  and  sales,  and  short-term 

loans  on  security  of  mortgages ^_.       171 

Federal  Office  Space: 

Management  (Executive  Order  11035) 6519 

Federal  Open  Market  Committee: 

See  Federal  Reserve  System. 

Federal  Personnel: 

See  Goverrunent  employees. 

Federal  Petroleum  Boord: 

Authority  delegations  from  Secretary  of  Interior  to  cer- 
tain ofiBcials: 

Alleman.  Richard  S 9571 

Revoked 11760 

Chairman  of  Board 11760 

Federol  Power  Commission: 

COMMITTEES:  NaUon«l  Power  Survey  Advisory  Com- 
mittees, establishment  and  procedures 2496, 2945 

FEDERAL  POWER  ACT,  regulations: 
Annual  charges: 
Headwater  benefits  to  non-Federal  hydroelectric 

projects,  proposed  rules 8744,8954.10126 

Payment  for  Ucenses,  penalty  for  drtinqiiency-  4597, 8030 
Authorization  for  issuance  of  securities  or  assumption 
of  liabilities;  proposed  rules: 

Contents  of  application,  exhibits,  etc 11289 

Public  Invitation  of  proposals  for  purchase-  or 
imderwritlng  of  securities:  proposal  termi- 
nated   .. 10909 

Interlocking  directbrate  applications;  form. 2325,4911 

License  applications;  number  of  copies  and  recreation 

plan  requirements,  proposed  rules 102t2, 12378 

Political  purposes,  expenditures  tot;  proposed  rules..  12839 

Records,  preservation  of 12241 

86000—63 7 
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Federal  Power  Commission— Continued 

FEDERAL  POWER  ACT,  regulations — Continued 
Statements  and  reports,   schedules;    annual  report 
forms: 
No.  1,  electric  public  utilities  and  licensees,  class  A 

and  B 970 

Political   piuposes,   expenditiu-es   for;    proposed 

rule 12839 

No.  ID,  licensees  using  special  condensed  account- 
ing rules;  revocation 8031 

No.  IE,  class  I  licensees;  revocation 8O9I 

No.   1-F;   public  utilities  and  licensees,  privately 

owned,  class  C  and  D 33O6,  5706 

No.  1-M,  municipal  electric  utilities  having  i^wn^ft] 

electric  operating  revenues  of  $250,000  or  more.    2481. 

8497. 10581 
No.  9.  licensees  of  privately  owned  major  utility  and 

industrial   projects 3470.4432,8030 

HEARINGS.    See  list  at  end  of  this  agency. 
LANDS  WITHDRAWN  for  listed  projects: 

No.  175,  California ._ __    3351 

No.  606.  Utah a464 

No.  829.  Oregon 4039 

No.  1165.  Wyoming 3371 

No.  1711,  Washington 2062 

No.  1882,  Oregon;  vacated 2944 

No.  1971,  Idaho t 909 

No.  1986.  Oregon 2748 

No.  1988.  California 3362 

No.  2030,  Oregon 3147 

No.  2085,  California 2614 

No.  2100,  California 6971,7147 

-No.  2113,  Wisconsin 5681 

No.  2165,  Alabama 6110,9233 

No.  2286,  Oklahoma 5751 

No.  2314,   Alaska 8199 

No.  2316.  Washington 8841 

No.  2319.  Oregon 10232 

NATURAL  GAS  ACT,  regulations: 
Certificates  of  public  convenience  and  necessity  imder 
section  7: 

Exhibits    4. 1357 

Temporary  authorizations,  Issuance  to  Independent 

producers 1366,5767 

General  policy  statements: 
Area     price     levels     for     sales     by     iiKiependent 
producers: 

Boundary  revisions,  proposed  rule 6714,8763 

Texas,  ceiling  price  level  for  initial  sales 8918 

Budget-type  certificate  applications,  gas  purchase 

facilities,  pipeline  companies 5606 

Certificate  applications,  rate  filings,  pipeline  quality 
gas  standards,  delivery  conditions  and  certain 
price  adjustments;  proposed  rule,  time  exten- 
sion     3860 

Definitions 510 

Pipeline  rate  proceedings 11001 

Rate  filings,  based  on  State-prescribed  wliT>^m^^m 

prices;  proposed  rule  terminated 1388.2657 

Political  purposes,  expenditures  for;  proposed  rules—  13839 
Rate  schedules  and  tariffs: 
Area  rate  proceedings. __  2865,4820,5676,5752,5929.8056 
Definitions: 

"Independent  producer" 1356 

"Rate    schedule" 1357 

Independent    producers,    form    for    filing    rate 

changes 252 

Method  of  submission  for  filing;  changes  in  tariff 

or  executed  service  agreemoit 1918, 

2705, 4210, 6201,  9602. 10157. 

Records,  preservation  of 12251 

Servloe  areas  of  natural  gas  companies,  determina- 
tion of;  proposed  rule  terminated 10909 

Statements  and  reports;   annual  report  forms  tor 
natural  gas  companies : 

No.  2,  class  A  and  B 970,1758 

Political   purposes,    expenditures   for;    proposed 

rule    12839 

No.  2-A,  class  C  and  D 3307.5606 

NATURAL  GAS  ADVISORY  COUNCIL,  establlshmoit-     1381 

ORGANIZATION  AND  FUNCTIONS 4276 

Authority    delegation,    final,    from   rvtwimiarf^ti    to 

Secretary 5331.9490. 12212 

Emerfency.  Commission  organication  and  openUion 

during ; 12927 
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Federal  Power  Commission — Continued  ^ 

PRACTICE  AND  PROCEDURE: 

Application  for  rehearing;  response 5767,6384 

Conferences _ _ 11003 

Ex  parte  communications  In  appearances  and  prac- 
tice before  Commission 2567 

.    Prior  proposed  rules  terminated 2573 

FUin« 5606.9499 

PeUUons 6767,9499.11001.12212 

Secretary;  (rfflcial  records 6605 

RECORDS,  non-Federal;  retention  requirements.-  3081. 12241 

HEAIINOS,   AmKATIONS,   ETC.: 
A.  J.  iDdustrlM!  luc.  2944. 
Alabama  Power  Co..  3495. 

Alabama-Tennesa«e  Natural  Oaa  Co.,  3530.  &469.  6293.  8338.  10232. 
Amerada  Petroleum  Corp.  et  al..  844.  6348.  9012. 
American  Oaa  Co.  of  Wisconaln,  Inc..  2268.  4039. 
American  Oaa  Pipeline  Co..  12847. 

American  LouUlana  Pipe  Line  Co   et  al  .  958.  1930.  5014,  6957. 
Appalachian  Power  Co..  8686. 
Appleman.  Nattian,  et  al..  370. 
Arkansas  Louisiana  Oas  Co.,  5411,  5679,  5930.  6647.  7509,  8930.  9847. 

9900.  10341.  11348.  13006.  13460.  12665.  12656. 
Arkansas  Power  and  Light  Co.,  10663. 
Associated  Oil  ft  Oas  Co..  8003. 

Atlantic  Refining  Co.  et  al..  6460.  6863.  7404.  8338,  8394,  0362,  10109 
AUantlc  Seabokrd  Corp  .  133.  1861.  5156.  6753.  5890,  6994. 
Austral  Oil  Co  .  Inc.  et  al  .  5890.  10734. 
B.W.P..  Inc..  5376. 
Ben  Bolt  Gathering  Co  .  10867. 
Benedum-Treea  Oil  Co.  et  al.,  8081. 
Berkshire  Oil  Co.,  6507,  7811. 

Black  Hills  Power  and  Light  Co  .  7509,  9292,  10437. 
Blair,  H.  H  .  8889. 
Blalr-Vreeland.  6796. 
Blanco  Oil  Co.  et  al..  10595. 

Bonneville  Power  Administration.  Interior  Deptu-tment,  2576.  10341 
Bowman.  Pred.  et  al..  1332. 
Bradley  Producing  Corp   et  al  .  3213.  3572. 
Bridewell.  Billy.  4635. 
Brown  Co  ,  4495. 

Biirllngton,  Oklahoma,  town  of,  10472 
Bvimett,  H.  N.  et  al..  6762. 
Buach.  N.  O  .  2387. 
Cabot  Gasoline  Corp.  et  al  ,  6348. 
California  Co..  958. 

California  Electric  Power  Co.,  10306,  11517. 
Callfomla-Paciflc  Utilities  Co  .  3944.  10333. 
California  Water  Resources  Department.  6531. 
Canary.  P.  A.  Inc.  etal.  336.  1333.  1470.3865.4845,  11781. 
Caney  Electric  Co..  10564. 
Carnegie  Natural  Gas  Co..  8330. 
Carter  Foundation  Production  Co  et  al  ,  1197,  2338. 
Cassoday.  Kansas,  city  of.  9488. 
Caulklns  OH  Co.  et  al..  5889. 
Central  Dllnols  Public  Service  Co  ,  10055,  10468. 
Central  Ualne  Power  Co.  et  al..  11347.  12008. 
Central  Natural  Oas  Co  .  758. 
Central  P|wer  ft  Light  Co..  4637. 
ChampllifOll  ft  Refining  Co.  et  al..  2653.  5931,  11977. 
Chicago  Stock  Yards  Research  Co.  et  al  ,  13009. 
ChrlsUe,  Mitchell,  et  al..  6403. 
Cimarron  Transmission  Co..  4314. 
Clsne.  111.,  village  of.  11478. 
ClUes  Service  Gas  Co.  et  al  .  598.  908,  1330.  1485.  1583,  174S.  1862. 

3061.  2748.  4600.  4720.  6066,  6957.  7147,  8081,  8130.  13460.  13847. 
Cities  Service  Oil  Co.  et  al..  3945. 
Cities  Service  Petroleiun  Co.  et  al..  13070.  12848. 
Cities  Service  Production  Co.  et  al.,  58. 
Citizens  Utilities  Co..  313.  6865. 
Clay  City,  111.,  village  of.  11573. 
Coastal  Transmission  Corp.  et  al  .  639,  4314,  4043.  4944,  6676,  5837. 

7811.8395. 
Colorado  Interstate  Gas  Co   et  al  .  34.  1666,  6828,  9668,  9737.  10505. 

11834. 
Colorado-Wyoming  Gas  Co..  3214.  10979. 
Columbia  Gulf  Transmission  Co.  et  al  .  2494,  2749.  10776. 
Columbia  Carbon  Co.,  3948,  10563. 

Columbia  River  Basin;  headwater  benefit  Investigation,  10979. 
Columbxis  and  Southern  Ohio  Electric  Co..  4109. 
Community  Public  Service  Co.,  11681. 
Companla  Electrlca  Matamoroe,  8.  A..  4637. 
Connecticut  Light  and  Power  Co.,  9536. 
Consolidated  Water  Power  Co..  1078. 
Continental  Oil  Co.  et  al..  I486.  3948.  6607.  SSas.  10660.  10776,  10M7 
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Coos-Cvury  Electric  Cooperative.  Inc.,  8961. 
Crawley  Creek  Oas  ft  Oil  Co.,  1 1715. 
D6T  Exploration  Corp.  et  al.,  3749. 
Davison.  Leland.  et  al.,  10S38. 
Dayton  Power  and  Light  Co..  6349. 
Delhi -Taylor  OH  Corp.  et  al.,  5971.  6667. 
Etouglas.  L.  A.  et  al..  6993. 
Duke  Power  Co..  244.  8733 

East  Tennessee  Natxiral  Oas  Co.,  3215,  4314.  7582.  11439. 
Eastern  Shore  Natural  Oas  Co..  3063,  5460.  6174,  13848. 
Eklutna  Project.  Alaska.  8001. 
El  Paso  Electric  Co  ,  25. 
El  Paso  Natural  Gas  Co.  et  al  .  59.  243.  480.  844.  1333,  1863.  3164, 

2613,  3147,  3216.  3867.  4315.  4744,  6015.  5110,  5111,  5157.  5635, 

6292.  6511,  6722.  6855,  8003,  8082.  8686.  8930,  9363,  9848.  10333. 

10342.    10725.   10979.   10980,    11571,   12010,   12231,    13383. 
Equitable  Oas  Co  .  4746. 
Fair  Oil  Co.  et  al..  10918. 
Falcon  Project.  1231. 
Flndlay,  Illinois,  village  of.  5015. 
Florida  Gas  Transmission  Co.  et  al  ,  3946,  4823.  5676,  5803,  6340. 

7812.  7901.  8083.  8395.  8813.  9362.  9674.  9669.  12210. 
Florida  Power  Corp..  11835. 
Forest  Oil  Corp.  et  al.,  8760. 
Fort  Smith  Gas  Corp..  2712.  8130. 
Frankfort  Oil  Co  .  2713,  3947. 
Gackle.  Albert,  et  al  .  4001.  4897. 
Glacier  Electric  Cooperative.  Inc  ,  1438. 
Graham-Mlchaells  Drilling  Co.  et  al..  2403.  5357,  8330. 
Grande  Corp  .  The.  0939. 
Grant  City,  Mo  et  al.  9303. 
Grarldge  Corp.  et  al.,  5275. 
Greater  Gas  Co.  et  al.,  3777,  4796. 
Gulf  Oil  Corp.  et  al..  3706.  0161.  10183. 

Gulf  SUtes  Utilities  Co.  et  al.,  3360,  10270,  11246.  11886.  11978. 
H.anley  Co   et  al  .  1666.  3577. 
Harper  Oil  Co.  et  al  .  0832. 

Harrison  County  Rural  Electric  Membership  Corp.  No.  80,  0160. 
Hartman,  W  L.  et  al.,  2166. 
Heritage  Petroleum  Corp.  et  al  ,  5212.  5921. 
Herrlngton,  Louise  H.  et  al..  59. 
Home  Oas  Co  et  al..  12331. 
H-jpe  Natural  Oas  Co.,  2061. 
Houston  Texas  Gas  ft  Oil  Corp..  639,  758. 
Huber,  J   M.,  Corp.  et  al  .  681.  4309,  4796. 
Humble  Oas  Transmission  Co.,  12283. 
Humble  Oil  ft   Reflnlnlng  Co.  et  al.,  480.   1300.  1460.  8867,   10776, 

11782, 12190, 13848. 
Hunt.  Hassle.  Trust,  et  al  .  132,   1300.  1380.  1584,  5800,  6403.  6443. 

6507,  6680,  6910. 
Hunt  Oil  Co   et  al  ,  10868.  11336.  11438.  13460.  13460. 
Hurley  Oil  and  Gas  Co  et  al.,  8031. 
Idaho  Power  Co  .  10663. 
nilnols  Power  Co  ,  6056,  6681. 
Inland  Gas  Co  ,  Inc..  0180. 
Interstate  Power  Co..  3216,  8130 
Iowa  Electric  Light  and  Power  Co  ,  8231. 
Iowa  Public  Service  Co.,  6723. 

Iowa  Southern  Utilities  Co  .  3360.  7467,  8740.  8841. 
James,  T.  L.  ft  Co..  Inc.  et  al..  5677. 
Jasonvllle  Indiana,  city  of.  12000. 
Jefferson  Lake  Sulphur  Co.  et  al.,  2577. 
Jersey  Central  Power  ft  Light  Co.,  3868. 
Jones,  J    E  ,  Drilling  Co.  et  al..  11476 
Jupiter  Corp..  12283. 

Kansas  Colorado  Utilities.  Inc..  0737.  10606. 
Kansas  Gas  and  Electric  Co.  et  al  ,  3674.  0883.  10664. 
Kansas-Nebraska  Natural  Gas  Co..  Inc.  et  al.,  760,  6444,  6646, 

10130.  10468.  10776.  13403. 
Kansas  Power  and  Light  Co..  0833. 
Kentucky  Gas  Transmission  Corp.  et  al..  683. 
Kentucky  West  Virginia  Gas  Co..  3712,  13384. 
Keokuk  Gas  Service  Co  .  8003.  0363. 
Kerbs,  Jeanne  E  .  9100. 
Klrby  Petroleum  Co.  et  al..  8083.  8107. 
Lake   Shore  Natural  Gas  Co..  3063,  3780. 
Lake  Shore  Pipe  Line  Co..  481. 
Lateral  Gas  Pipeline  Co..  8230. 
Uberty,  Tex  .  city  of.  et  al..  11346.  11078. 
London  Oas  Co  et  al..  1333. 
Lone  Star  Gas  Co  ,  8108,  0488.  11078,  13688. 
Lone  Star  Producing  Co.,  10664. 
Long  Sault,  Inc  ,  3147. 
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MPS  Production  Co.  et  al., 

Magna  Oil  Corp.,  0020. 

Maguh^,  Ruanll,  et  al..  8047. 

Manufacturers  Ught  ft  HM^t  Co..  4106.  4400,  49W,  •788.   10668, 
13990. 

MaxBon  Oil  ft  Oae  Oo.  et  al..  3866. 8866. 

McAlester  Fuel  Co.,  888. 

McCurdy  A  MoCurdf ,  et  al.,  7607.  0116. 

McI>ermott,  J.  Ray.  ft  Co..  Inc.  «t  al..  474i,  §677. 

Mcintosh.  F.  F.  et  al^  8803.  4818. 

Medina  Oatiierlng  Corp.,  et  al..  4044,  67Sa,  0100. 

Michigan  Oas  Storage  Oo.,  3606. 

Michigan  Wlaoonstn  Pipe  Line  Co.,  1196,  1381.  6111.  5S86,  6362, 
6057,  7001. 

Mldhurat  OU  Corp.  et  al.,  57T6. 10460. 

Mldweat  lOaaourt  Oas  Co..  0708. 

Midwest  OU  Corp.  et  al..  136M. 

Midwestern  Oas  Transmission  Co.,  3388.  4090.  5276,  13461. 

Mike  Uttla  Oas  Co.,  Ine.,  13365. 

Mineral  Raeources.  Ine.  et  al.,  8602,  0480.  lOlSl. 

Mississippi  River  Puel  Corp.  et  al..  3061,  §411.  5677,  5733,  7600, 
8001,  8841,  10080, 11476. 

Mississippi  Blvar  TTananlaiaoa  Corp.  et  al.,  6380,  11476. 

Mlzel,  Morris,  et  al.,  11835. 

Modesto  Irrigation  District,  1070. 

Montana-Dakota  Utilities  Co.  et  al..  186.  2780,  6203.  8888  10307. 
10468. 

Monterey  Gas  Transmission  Co.  et  al.,  2655.  6887.    • 

MorrU.  Joseph  8.  et  al..  10618.  11476. 

Mountain  Fuel  Supply  Co.,  5625. 

Murphy  Gas,  Inc..  3318. 

National  Youth  Foundation.  S670,  4871.  Slfft 

Natural  Gas  Pipeline  Oo.  of  Amailoa,  at  aL.  1663.  1668.  3866,  3418, 
4315.  4399.  4496,  4746,  5777.  6403.  6856.  836i.  6685.  8661.  10383. 
10271,  10020,  12010.  131M.  IS281.  1366t.  13M6. 

Natural  Gas  Storage  Co.  ot  lUlaalB.  008.  3649.  4816. 

New  England  Power  Co.,  11661. 

New  York  SUte  Natural  Oaa  Corp.  et  al,  683.  644.  1666,  3063,  3216, 

4108,0848,10307,12231. 
New  York  State  Part  Authcrttr.  Mi6. 

New  York  State  Power  AutborUy,  5086. 
Niagara  Mohawk  Power  Corp..  8147,  8881.  10606. 
North  Central  Gas  Co.  et  aL.  1381.  10735. 
North  Central  Public  Serrlee  Corp..  0783. 
North  Penn  Oaa  Co.,  2063,  3780.  4106. 
Northern  Electric  Cooperatlte.  11475. 

Northern  Natural  Oaa  Co.  et  al..  3a.«13B6.  1889.  1511.  3068.  3361, 
4315.  4316.  6350.  8082.  8106.  8391.  9936.  8998.  8000,  8643.  10470. 
10776.  11070. 12232. 
Northern  Pump  Co.  et  aL.  7500. 13156. 
Northern  States  Power  Co..  4490.  8008. 
Northern  UtlliUes.  Inc.  et  al..  13196. 
Northwest  Production  Corp.,  9646,  0999. 
Nueces  Co..  0730. 
Nutter,  Gail,  et  al..  0413. 
Offerle,  Kanaaa,  city  ot,  9467. 
Ohio  Fuel  Oas  Co..  008.  1293.  9474.  1636.  8464.  BfTi.  9798,  12788. 

13948.  I 

Ohio  Oil  Co.  et  al..  3303.  ' 

Oil  ParUclpationa.  Inc..  6800. 
Olln  Gas  Transmission  Corp.,  2713. 
Otter  Tall  Power  Co..  12156. 
Owen.  J.  P.  et  al..  3308.  984^  10B89. 
Owen  Production  Co.,  1861. 9I99L 

Pacific  Gas  ft  Electee  Ca,  1 18?,  8479.  ^ 

Paeiflc  Gas  Transmission  Co..  1137.  9186,  3964. 
Pacific  Narthwvst  Pipeline  Corp..  86X1. 
Paeiflc  l^ww  ft  Ught  Co..  432.  1078.  9388.  4871.  8188^  8988.  0674 

10343.  10471,  12783. 
Pan  American  Petroleum  Corp.  et  aL,  88,  1778.  86T7   88IT   8508 
0783.  .... 

Panhandle  Eastern  Pipe  Line  Co.,  9674.  9799,  18981. 

Peckovlch,  W.  8.,  3362.  * 

Pend  OrelUe  Uiam  ft  iCetala  Oia..  6159. 

Pennsylvania  Electric  Co.,  2613. 

Pennsylvania  Oaa  Co..  9099. 

Pennsylvania  Power  ft  Light  Co.,  7913. 

Penobeoot  Ohamlral  Vlbra  Oat.,  6636. 

Penalan  Basin  Pipeline  Go..  8981. 

Phelps  Dodce  Corp,  936. 

PhlladelphU  Electric  Co..  10666. 

Phillips  Petroleiun  Co.  et  al.,  5009,  6174,  0848,  10798. 

Placer  County  Water  Agency.  4045,  10899. 
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Placid  OU  Co.  et  al.,  6157.  5313,  6522.  5931.  8072.  6097. 11477.  13157. 
PoweU-Cllnch  Utility  Dtatriet  of  Andenon.  CampbeQ.  Claiborne. 

Grainger,  and  Union  Countlea,  Tenneaaee.  7700. 
Prentice,  Robert  B.  et  aL.  11336. 
Producing  Propertlea.  Inc.  et  al.,  10184,  11488. 
Prophetetown  Natucal  Gas  Co.,  6004. 
PubUe  mmty  DlBtrtct  No.  1.  Chelan  County,  Wash.,  12201. 
Pure  OU  CO.  et  al.,  0864,  13072,  12386. 
Ramona  Gas  Authority,  11560. 
Raton  Natural  Gas  Co.,  4600,  9730. 
Rounds  ft  Porter  Lumber  Co.  Inc.,  1230.. 
Sabine  River  Authority,  Louisiana  and  Texas,  1748,  8004. 
St.  Helens  Petroleum  Corp.  et  al.,  11247. 
Sam  Houston  and  BSardeman-Fayette  utility  district!   10843 
Sears,  H.  F.  et  al.,  5999. 

Seneca  Gas  Co.  of  West  Virginia,  Ina  ei  al.,  1232,  2810,  9216. 
Shallow  Water  Refining  Co.,  2750,  10234. 
Sharp,  W.  H.  et  al..  2131, 2868. 
SheU  OU  Co.  et  al.,  138,  750,  004.  5112.  5825.  5678,  6508   1998 

8686,  8981.  8932,  9161,  9162,  10133,  IftlSO.  11476,  l'24e9.  11 
SherriU,  James  C.  et  al.,  11836. 
Siegfried,  R.  H.  et  al.,  3303.  ' 

Sierra  Pacific  Power  Co.,  3362,  6994. 
Sinclair  Oil  and  Gas  Co.  et  al.,  10564. 
Skelly  OU  Co.  et  al.,  1511,  6681,  9119.  i 

Skowhegan  Water  Power  Co.  et  al..  13006.  " 
Slater,  Missouri,  city  of.  1126. 

Socony  MobU  OU  Co.,  Inc.  et  al.,  094, 1383, 1781, 4821.  10505. 
South  Carolina  Electric  ft  Oas  Co..  6398. 10666. 11478. 
South  Texas  Natural  Gas  Gathering  Co..  8535. 
Southeastern  Power  AdmlniatraUon,  UjS.  Department  of  Interior 

6764. 

Southern  California  Edison  Co.  et  al..  134,  2165.  2750.  7810,  8861. 

11617. 
Soutliern  Coast  Corp.  et  al..  2062. 
Southern  Natural  Gas  Co.,  25,  794,  3476,  3778,  4637.  5158.  5626.  5752. 

11206. 
Southern  Union  Production  Co.  et  al..  4316. 
Southweet  Oaa  Corp.  et  al..  186. 680,  8030, 9648, 10725. 
Sonthweetem  Power  Administration,  Intertor  Department.  4536. 
Southwestern  Public  Service  Co.,  4828. 
Spearvllle,  Kansas,  city  of,  8306. 
Steele.  Alabama,  town  of.  5628. 7147. 8330. 
Suburban  Fuel  Oas,  Inc.,  4897,  6568. 
Sun  on  Co.  et  al.,  371,  2209,  4747,  8601,  9119.  10860,  11498.  11439, 

12461. 
Sunray  DX  OU  Co.  et  al..  6015. 6006,  7811. 8842, 8843. 10184. 10198. 
Sunray  Mid-Continent  OU  Co.  et  al..  1233. 2044, 3868, 4824. 0119. 
Simset  International  Petroleiun  Corp.  et  al..  10389. 
Superior  Oil  Co.  et  al..  6509, 8813. 
Sutton  Producing  Co.  et  al.,  5678. 
Swiener,  Douglas  R.  et  al.,  7806. 
Sylvanla  Corp.,  2064. 
Taylorstown  Natural  Ota  Co.,  1469. 
Tenneoo  Corp.,  1743. 
Ttmntco  Oil  Co.  et  al.,  4698, 11570. 
l^Mmeeeee  Oaa  Transmiarton  Co.  et  al.,  500, 708. 059. 1742,  3199,  2406, 

2577.  8148,  8575,  4400,  4401,  4406,  4587,  4796,  4809,  497L  6174. 

8383.  969^  8963.  0649,  10030,  11571,  11079,  13078,  13460,  12060. 
Tenneaeee  Natural  Oas  Lines.  Inc.  et  al.,  705. 
Teiaco,  Inc.  et  al.,  0636, 0780, 10670. 

Tezaoo-Seaboard  Ine.  et  al..  3431, 3760, 8174. 8779, 4846. 4806. 
Twaa  Baatem  Tranamlarton  Corp.  et  al.,  184,  683.  844.  648,  008, 

1282, 1884,  1748,  8316,  8526, 4108. 10868, 13408. 12784. 
Tssas  Oas  Sxptoratlon  Corp..  4045. 
Tw»a  Oaa  Tranmlaslon  Corp..  906,  1884.  3538.  4106,  4888.  4634, 

6797,11878.12383. 
Twcaa  Padlfle  Goal  ft  OU  Co.  et  al.,  601, 11440. 11860. 
Thomaa.  Olenn  F.  et  al.,  344. 096. 
TMewater  OU  Co.  et  al..  9610,  5906, 10188. 
1\mer  OU  ft  Oae  Oo.  of  Texas,  0164. 
Ttmme  Servlee  Co.  et  al..  10064. 
Ttalian,  J.  C,  Drilling  Contractor,  Ine.  et  al.,  5976. 
Transcontinental  Oaa  Pipe  Una  Corp.  et  al.,  60.  936.  3696,  2713, 

8149.  9317.  9675.  6523.  6648,  9784,  9949.   11486.   13999,   12462, 

12866, 12692, 12988. 
Transweetem  Pipeline  Co.  et  al.,  4817. 6113. 6469, 13484. 
Trl-County  UtUity  District  of  McNairy,  Ch«at«r  and  Bardla  Coun- 
tlea. Tena..  0160. 
Truakline  Oaa  Co,  et  al..  3069.  4824.  5112.  8001.  8980.  11988. 
Turlock  Irrigation  DUtrict,  1070. 
Union  Carbide  Corp.,  7901. 
Union  Electric  Co..  7059. 
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Union  Ufbt.  Baat  *  Pow«r  Co.  tt  %X.,  683. 

Unk>n  OU  Co.  of  OalUornU.  •%  al..  4S17.  5078.  8338.  10371. 

Union  Producing  Co.  •t  al.,  9784. 

Union  TexM  Natural  Oa«  Corp.  et  ft],  7405.  »415. 

United  Fuel  Oa«  Co.  et  al..  3831.  4880.  6480.  5783.  8501.  11573. 

United  0»a  Pipe  Une  Co.  et  al..  M«.  IIW.  1487,  1584,  8538^87% 
4039,  4108,  4401,  5114,  5358,  5481,  5807,  5878.  8000.  8403.  6444 
8e81.  7683,  7810.  8003,  8004,  8333.  8S30.  10134.  10348.  11980 
laOll.  13075. 13465.  13893.  13893.  13784. 

United  Natxiral  Oaa  Co.,  3084,  6848. 

United  Producing  Co..  Inc.  et  al..  3537.  4318.  4538. 

Utah  Power  *  Light  Co.,  481,  3418.  8708. 

VmOU.  Inc..  5376.  '     * 

Valley  Oaa  TranamlMlon.  Inc..  1437, 10738.  11783. 

Vaughn.  O.  H..  Jr.  et  al..  9784. 

Walker.  W.  K.  et  al..  7059.  9163. 

Washington  Oaa  Light  Co.,  6094. 

Washington.  King  County.  Water  District  No.  97.  8004. 

Washington.  Skamania  County.  Public  UUUty  DUtrlct  No    1.  4746 

WatOTloo.  ni.  city  of.  7^1 
Welch.  J.  R.  et  al..  3475.  4437. 
.Westatee  Petroleum  Co..  9191. 
Western  Natural  Oas  Co..  10473. 
WsTa  Oil  Corp  .  9467.  9537. 
Wilson.  Robert  P..  3870. 4971.  5158. 
Wisconsin  Michigan  Power  Co..  8218,  4380. 
Wisconsin  Public  Service  Corp..  3614. 
Wrangell,  Alaska,  city  of.  6408. 
Wrlghtsman  Petroleum  Co.,  9884. 
Yuba  County  Water  Agency.  8485. 

F«d«ral  RMistor  Administrativ*  CommittM: 

era  CHECl^ST - -  9841.  10«4«.  11849 

JUSTICE  DEPARTMENT  REPRESENTATIVE,  deslg- 

n*tlon  of  Charles  F.  Slmma *30 

Fodoral  Rogisfor  OfRco: 

EXECUTIVE  ORDERS  and  proclamatlona,   function* 

(ExecuUve  Order  11030) - - JJil 

RECORDS,  non-Pederal;  retenUon  requirement* 3036 

Federal  Rosorv*  Systom: 

BOARD  OP  GOVERNORS: 
Advances  and  dlscounU  by  Federal  Reaerve  Bank*; 
Fanners  Home  Administration  insiired  notes  as 

collateral  for  advances _ 4905 

Bank  holding  companies: 

See  also  main  heculing  Comptroller  of  Currency. 

Applications,  requests  for  determinations,  etc. : 

Bank  Stock  Corp.  of  Milwaukee 3297 

Brenton  Companies.  Inc - 8998,11682 

C.  B.  Investment  Corp - 994. 1778 

Columbus  Junction  State  Bank 909 

Commercial  Associates.  Inc. - 3017.8843 

Denver  U.S.  Bancorporatlon.  Inc 12080 

Farmer  k  MerchanU  Bank  of  Long  Beach 3175 

First  Bancorporatlon  of  Florida.  Inc 7749 

First  Colorado  Bankshares.  Inc --  12233 

•  First  Oklahoma  Bancorporatlon,  Inc 889. 

3707. 10058, 12159 

First  Security  Corp 1888 

First  Virginia  Corp 1300.  2299,  3618,  8844. 10473 

First  Wisconsin  Bankshares  Corp 8880.  8067 

General  Bancshares  Corp _ 4260 

Hlllsboro  Bank  and  Savings  Co 6fi22 

Marine  Corp - 3871.5511.5828.8958.9234 

Marine  Midland  Corp 4498,7582,11784 

Montana  Shares.  Inc -..    2496,6638,10067 

Morgan  New  York  State  Corp 4530 

People's  Savings  and  Trxist  Co..- 4636 

SUte  Bank  of  Salem 8911 

Trans-Nebraska  Co 4748,8233 

United  Virginia  Bankshares.  Inc 6996. 12387 

Valley  Bancorporatlon 6752 

Virginia  Commonwealth  Corp 4748. 10682. 12991 

Whitney  Holding  Corp -  4437.10473 

Wilmington  Tnist   Co 8104 

WindberBank  and  TnistCo__ 8105 

Bank    Service    Corporation    Act;    applicability    in 

certain  bank  holding  company  situations 12918 
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Federal  Reserve  System — Continued 

BOARD  OP  GOVERNORS — Continued  r 

Bank  holding  compaiUes — Continued 
Forms,  prior  approval  applications : 
Y-1.  application  to  become  bank  holding  com- 

PUny 8890 

Y-2.  acquiaiuon'  of  "stock  shares 8890 

Investment  limit  in  small  business  investment  com- 
panies     12871 

Procedure  on  applications:  regulations 604 

Bank  Service  Corporation  Act : 
Applicability  in  certain  bank  holding  company  sit- 

uaUons    - - 12918 

Bank  service  arrangements,  proposed  niles 12001 

Capital  stock  of  Federal  reserve  banks,  issue  and  can- 

cellaUon  .- 12271. 12915 

Check  clearing  and  collection;  general  requirements..  10038 
Continental  Bank  and  Tnist  Co.;  show  cause,  public 

hearing 6367.6879.8784.9165 

Termination  of  proceedings 11248 

Credit  by  brokers,  dealers,  and  members  of  national 

securities  exchanges 3511.8749.10886.12346 

Foreign  banks  and  bankers,  relations  with;  accounts 

with  foreign  banks _ 1719 

Information,  submittals,  or  requests,  subpoena  of  offi- 
cers; correction 393 

Insured  banks;  Joint  call  for  report  of  condition 325, 

3368.  8836,  9925 
Loans  by  banks  for  purchasing  or  carrying  registered 
stocks: 

Employee  stock  plan,  living  expenses  loans 6638 

Exceptions  to  general  rule 2830 

Maximum  loan  value,  retention  requirement 6749 

Loans  to  executive  officers  of  member  banks;  status 

arising  from  authority  to  sign  documents 2310 

Mergers  of  banks: 

See  also  main  heading  Comptroller  of  Currency. 
Applications"  for  approval,  approvals,  and  denials: 

Asbury  Park  and  Ocean  Grove  Bank -..  4578.8403 

Bank  of  Idaho. -- 1744 

tank  of  Wood  County  Co - 6679 

Central  Trust  Company,  Rochester.  NY. 11838 

Chase  ManhatUn  Bank 4319 

Chemical  Bank  New  York  Tnist  Co_ 4319 

Citizens  Bank  of  Perry,  NY 7467 

Citizens  Central  Bank 909 

City  Trust  Co - 2945 

Commerce  Union  Bank 4401 

Connecticut  Bank  and  Trust  Co.  and  Walllngford 

Bank  and  Trust  Co.. -     8504 

County  Trust  Co --  11295 

Dauphin  Deposit  Trxist  Co 8911 

Fanrers  and  Merchants  Bank  of  Lawrenceville. _    8815 

First  Trust  Co.  of  Albany 2780 

Gary  Trust  and  Savings  Bank - 10818 

Genesee  Merchants  Bank  k  Trust  Co 11715 

Hackensack  Trust  Co W3 

Lawrence  Savings  and  Trust  Co.  and  First  Na- 
tional Bank  in  Wampun ---     8834 

Uberty  Bank  and  Trust  Co.. 2188,12990 

Peoples  Bank  and  Trust  Co.. 8294 

Peoples  Union  Bank  and  Trust  Co 10057 

Peru  Trust  Co 2945 

Southern  Bank  and  Trust  Co 6828 

Springfield  Safe  Deposit  and  Trust  Co 1200 

State-Planters  Bank   cf  Commerce  and  Trusts 

and  The  Suburban  Bank --     8834 

Union  and  New  Haven  Trust  Co 10134 

Union  Trust  Co.  of  Maryland— 2781,8294. 10234 

United   California  Bank 1744,4801,6797.7148 

Walker  Bank  It  Trust  Co 11785 

Procedure  on  applications 604 

Noncash  Items;  definition,  proposed  rule 10503 

Payment  of  interest  on  deposits : 

Bank  for  International  Settlements 10791 

Conversion  of  8-month  certificate  of  deposit  into 

12-m6nth    certificate — -       392 

European    Investment   Bank;    interest   rate,   time 

deposits 12918 

Foreign    Central    banks;    deposits   transferred    to 

other  persons  or  organizations 11798 

Foreign  time  deposits,  maximum  interest  rates 10251 


2763 
3511 
504 
7964 
7829 


8912 
8583 
8683 
8173 
7627 

10444 

9771 
10038 

5188 
6213 
5189 


1065 
10017 


Federal  Reserve  System     CowHiwd 

BOARD  OF  GOVERNORfk-Oonttnuad 
Payment  of  interest  on  dopoalta    r**"^nwMi 
Interest  rates: 
Interest  compounded  quarterly  at  m^wiwantw  ntte. 
Savings    deposit   created    from   matured   time 

certificate 

Procedure,  applications  and  requeeta,  benk  *»«M«wg 

company  and  merger  aiq;>UMtlooa 

Relations  with  dealen  in  seciuitles;  no  exception 

granted  special  or  limited  partner 

Reserves  of  member  banks:  ' 

Classification  of  cities 

Terminatioa  of  designation  of  certain  eitiea  In 
Kansas: 

Kansas   City 

Topeka > . 

Wichita    

Interpretations,  continuance  In  effect t. 

Regulations . .' 

Supplement;    reserve  peroentages,  counting  of 

currency  and  coin 

Trust  powers  of  national  banks:   V 
Authority  transferred  to  Comptroller  of  Currency.. 

Termination  of  Part 

FEDERAL  OPEN  MARKET  COMMTmi: 

Information,  submittals,  and  requests 

Organisation . . . 

Procedure    ; 

Federal  Sofety  Council: 

Reestabllshment  (BxeouUve  Order  10090).. 

Federal  Salary  Refoim  Act  of  1962: 

Functions  respecting  (Executive  Order  11006). 

Federal  Savings  and  Loon  Insurance  Corp^ 

ration: 

See  Federal  Home  Loan  Bank  Board. 

Federal  Trade  Commission: 

AUTHORITY  DELEGATION  by  CommlmioQ  to  Certain 

officials;  motions,  requests,  i4>PMds.  0tc 481 

FLAMMABLE  FABRICS  ACT;  test  after  dry  cleaning..  0913, 

7395 
ORGANIZATION  STATEMENT '..  46S6.4708 

PROCEDURES:  invesUgatlons.  industry  guides,  etc 4609 

PROHIBITED  TRADE  PRACIICBB;  cesse  and  desist 

orders.    See  list  at  end  of  thii  aoenejf. 
"PUSH  MONEY"  trade  practice  rule;  administrative 

interpretations . 1 4331 

RECORDS.  non-Federal;  retention  requirements S081 

SHELL  HOMES,  guides  for  advertiaing:  administra- 
tive interpretation .. ^-    3917 

SHOE  CONTENT,  guides  for  labeling  and  edTertlaing: 

administrative   interpretation ...-.——.,-..  10039 

TEXTILE  FIBER  PRODUC?T8  iUKNTlFICA'riOlf 
ACT;  use  of  fur-bearing  animal  nsass  and  sym- 
bols prohibited,  proposed  rule .... — . . 11240 

TRADE  PRACTICE  RULES;  various  industriss: 

Accident  and  health  Insurance,  rescission 5298 

Automotive  parts,  rebuilt,  reconditioned,  etc 6tl,  6210 

Household  furniture  industry;  hearing 10566 

Kosher  food  products  and  kosher  products  industry..  5522. 

9260 

Luggage  and  related  products 6217 

Milk,  production,  distribution,  etc.;  investigation 6682 

Mirrors 2915,6213 

Optical  products 2923.6222 

Residential  aluminum  siding 8284 

Stationery __. ^ 5702 

Tobacco  distribution .  2274,6211 

Wall  coverings 3770.6201 

Watch  band.  metoUlc 6205.6384 

Wire  rope— 1199,7575 

WOOL  PRODUCTS  LABELING  A€7T  of  1929,  proposed 

rules  12722 

raOHIBinO  TRADE  PRACTICES.  CEASB  AMD  DiMT 
A.  O.  Tick  Tock  Storaa.  Inc..  86ST. 
Abbott.  Ifllla.  Inc..  11438. 
Abby-Kent  Co..  Inc..  12441. 
Abnuns.  Arthur.  8847.  i 

Abr«nu.  Howard.  3168.        I 
Abnuna.  Sylvia.  8812. 
Acciirata  Leather  &  Noveltf  Co.,  ISBTS. 
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PRONISITH)  TRAPS  KACTICSS,  CSASi  AND  PiSIST 
Acme  Brief  Oaae  Co^  Inc..  7480. 
Actual  Publishing  Oo^  Inc..  9504. 
Acushnet  Carpet  Mills.  Inc..  443. 
Adams,  J.  CarUe.  6382. 
Adams  Drug  Co..  Inc..  7714. 
Adams  &  HIU  Warehouses,  6384. 
Adler.  Harry  and  Uax,  11876. 
Admiral  Exchange  Co..  Inc..  7630. 
Advance  Junior,  Inc.,  8176. 
Air  Age  Institute,  Inc..  10448. 
Alsensteln,  LouU.  &  Bros..  Inc..  8422. 
Alamo  Fruit  Distributors,  Ltd..  10005. 
Alamo  Fruit  ft  Vegetable  Co.,  Inc..  6082. 
Alaska  Sew  &  Fur  Shop,  6305. 
Albert,  Harriet  and  Jerome,  10008. 
Albicrome  Products.  2464. 
Albion,  Charles  and  Donald  L..  2454. 
Allen,  Daniel  J..  8018. 
Allen.  Harry  J.  and  Margaret.  1118. 
Allenton  MlUs,  Inc..  8488. 
Allied  Grocers  of  Indiana.  Inc..  8687. 
Allied  Surgical  AppUance  Co..  8486. 
Alpln.  Inc..  8818. 
Alscap.  Inc..  6110. 
Althelmer.  Milton  L.,  0660. 
Althelmer  ft  Baer,  Inc..  0650. 
Aluminum  Company  of  Anwrlca.  2801. 
Aluminum  Enterprises.  Inc..  8014. 
American  Machine  ft  Foundry  Co.,  10461. 
American  Oil  Co..  8720. 

American  Railway  Tslegraphy  School.  Inc..  8100. 
Am^loan  Stratlgraphlc  Co.,  6406. 
American  Transportation  Institute,  Inc.,  10448. 
Anderson.  E.  O..  6882. 
Annla  Furs,  Inc..  10006. 
Arcade-Rockwood.  0661. 
Arcco  Selling  Agency.  Inc..  443. 
Archie  Comic  Publications.  Inc..  8866. 
Arctic  Light  Blanket  Co..  Inc..  2140. 
Armar  Mfg.  Co..  Inc.,  8047. 
Armstrong  Rubber  Co.,  6007. 
Aronoff,  Abraham  and  Lowell.  10676. 
Aronoff  ft  Rlchllng.  Inc..  10675. 
Aronson.  Harry  and  Lawrence.  8671. 
Arpln,  Peter  K..  10200. 
Arrow  Food  Products.  Inc..  8787. 
Art  Craft  Leather  Oooda.  8028. 
Artel  TextUe  Co..  Inc..  8047. 
Ashevllle  Tobacco  Board  of  Trade.  Inc.,  6883. 
Asian.  Harry.  Co..  8028. 
Asian,  Hanr  J..  8028. 
Associated  Advertisers,  11316. 
Associated  Orooers,  Inc.: 

Kansas.  8587.  i 

Missouri,  8687. 

Wisconsin.  8687. 
Associated  Oroosrs  Co..  Inc..  8687. 
Associated  Orooers  Coop..  Inc.,  8887. 
AsBoelstsd  Orooers  of  Alabama,  Inc.,  86S7. 
Associated  Orooers  of  Cblorado,  Inc.,  8687. 
Associated  Grocers  of  Bast  Michigan.  Inc..  8567. 
Associated  Grocers  of  <^lahoma.  Inc..  8587. 
Associated  Grocers  of  Port  Arthxir.  Inc..  8587. 
Associated  Grocers  Wholesale  Co.,  85S7. 
Associated  Wholesale  Grocers  Co.,  Inc.,  S567. 
AUantlc  Shirt  Co..  Inc..  808. 
Atlas  Magaslnes.  Inc..  8866. 
Atlas  Publications,  lac,  8866. 
Audlographlc  Potomac  Corp.,  8505. 
Aitfora  Plastics  Corp..  12748. 
Automotive  Jobbers.  Inc..  5666. 
Autry,  Ralph  L.,  2455. 
Avner,  Carl.  5408. 
Axler,  Joseph  and  Melvln,  10677. 
BOS  Shoe  Corp.,  7760. 
B  ft  P  Associates  of  Connecticut.  Inc.,  7867, 
Bailey,  I.  Stanley.  443. 
Bain,  Charles  and  Sonny.  11426. 
Bain's.  Inc.,  11426. 
Baker.  Florence  and  Jack.  8S8S. 
Baker.  Mrs.  Neva.  5656. 
Baker  Auto  Supply.  5656. 
Baldwin.  L.  T.,  2243. 
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Baldwin  Om  Products  Ck>..  3343. 

Ballantln*  Booka.  Inc..  88M. 

Ballantlne  Produce  Ck>..  Inc..  8038. 

Bank  Street  Oothee.  Inc..  39$. 

Barclay  DUtrlbutors.  8013. 

Bard  PublUUng  Corp..  88M. 

Barllen  Corp.,  7633. 

Barkman.  Helena.  9043. 

Barnett.  Joseph.  7393. 

Bamett  *  Weltsner.  Inc..  7393. 

Barr.  Caroline.  Bdwln  L  .  8r.  and  Jr  .  and  lierle, 

Barr  Packing  Co..  8038. 

Basner.  Uoe.  3860. 

BaU^U  Mills.  Inc..  7631. 

Bate*.  Ted.  «t  Co..  S604. 

Baty.  Thomas.  7634. 

Bauer.  K.  L..  5«M. 

Bauer.  8.  M.,  5397. 

Bauer  Auto  Supply,  5666. 

Baylas.  8.  Heagan.  7868. 

B«a  Rite  Procks.  Inc..  6336. 

Bea  Wrlsht,  Inc..  6836. 

BedMr,  Prank  P.,  1349. 

Becker,  Prank  P.,  Inc.,  1349. 

Beckerxnan,  Prank  M.,  10679. 

Beecham  Products,  Inc.,  10449. 

BeU,  John  B.,  8r.,  and  John  S.,  Jr..  a89t. 

Bell  Importing  Co.,  5396. 

Belmont  Xlectronlcs,  Inc..  M15. 

Belmont  Productions.  Inc..  8866. 

Belmont  of  Virginia.  Inc.,  MIS. 

Belsky,  Harry.  8486. 

Benloff.  David  and  Bobert.  9061. 

Benloff.  David.  Brothers.  Inc.,  9061. 

Berdav.  Inc.,  7760. 

Berdeahevsky,  Peter,  10097. 

Berdy.  IfarUn.  443. 

Bergen's,  Polly,  Pashlons  of  the  Pour  Seasons, 

Berger,  Henry,  7069. 

Berger,  Jack.  6333. 

Berger,  Jack,  Puniers  Corp  ,  6333. 

Berger.  Nat.  8175. 

Berger,  Saul.  7089. 

Berk.  Herbert  A..  7867. 

Berkley  Publishing  Corp..  8866. 

Berkowlts.  Albert  H.  and  Shirley  J  ,  3894. 

Bernard-Walker  Warehouses.  6383. 

Bernard's,  8110. 

Bernstein.  Sidney.  18M8. 

Best,  Norman,  6631. 

Better  Business  BuUders,  11316. 

Better  Pood  Service.  10366. 

Betty  Jordan  Paint  Pactorles.  Inc  .  6495. 

Blanco  Packing  Co..  Inc..  8038. 

Bibb  Grocery  Co.,  Inc.,  8587. 

BUI  the  Distributor,  Inc.,  3134. 

Bllnor  Corp.,  13441. 

Blnl  Blno  I>Italla.  Ltd..  6709. 

Blssell.  Inc.,  6063. 

Blacker  Bros..  Inc..  398. 

Blackwood  Co..  7688. 

Blagman.  Jack.  7633. 

Bledsoe.  Karl.  7869. 

Bloch.  Bphralm  P.  and  Albert.  8134. 

Block.  Nathan.  11876. 

Bloom.  Mrs.  Irving.  6864. 

Blue  Ribbon  Auto  Supply,  Inc.,  5606. 

Blum,  Max  J.  and  Sidney,  5436. 

Blumenthal,  Herman  and  I.  D.,  10306. 

Blumenthal.  Martin,  5606. 

Blimienthal.  Ray,  Jr.,  398. 

Blum's  Vogue,  Inc.,  10366. 

Bobbie's  Pur  Shop.  5396. 

Boos,  Robert,  1360. 

Borg-Erlckson  Corp..  9660. 

Bowman,  Wayne  L.,  Co..  Inc.,  13474. 

Braden.  H.  B.,  Jr..  6666. 

Braden's  Automotive,  5656. 

Bradley.  MUton,  Co.,  10461. 

Bi  aver  man.  Irving  L.,  8916. 

Breeher.  Leonard.  5437. 

Brehm.  C.  K..  0405. 

Brenner,  Milton,  5003. 
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Brett.  Sue.  Inc.,  8BB8. 

Bridgeport  Brass  Co.,  6761. 

Brown.  Harry  and  Louis.  10689. 

Brown.  Bam.  6383. 

Brown.  W  L  ,  6666 

Brown  Auto  Supply,  5666. 

Brown  and  Low.  Inc..  8484. 

Browner.  Bernard.  6366L 

Bruce  of  California.  13676. 

Brun*.  Carl  H  .  11318. 

Buckeye  Linoleum  and  Wallpaper  Headquarters,  Inc..  5407. 

Buehl.  WUllara.  6904. 

Burgln.  Lucy,  8948. 

By-Line  PubllcaUons.  Inc..  8866. 

Caldwell.  JeannetU  and  Robert  T..  8917.  ' 

California  KxUt  Eichange.  8484. 

Calmoor  Coats,  3166. 

Calvert,  Vavasseur  A  Co.  Inc..  100. 

Calvert  Manufactoring  Co,  7867. 

Cambridge  Sporting  Ooods  Corp.. 

Camera  Specialty  Co.,  Inc..  8484. 

Canadian  mr  Corporation:  « 

New  Jersey,  6544. 

New  York.  6544. 
Canam  PuhUahers  Sales  Corp..  8866. 
Cannon.  Mary.  5396. 
Canter.  Irving.  8947. 
CaplUl  DUtrlbutlng  Co  .  1 1875 
Carey  Surgical  Appliance  Co.,  8486. 
Carlson  Pharmaceuticals.  Inc..  3330. 
Carolina  TexUles.  lac..  8134. 
Carolina  Warehouse.  6383. 
Carter.  John  M..  5656. 
C^LTter.  Mary.  Palat  Co..  Inc.,  8680. 
Carter  Auto  Supply,  5656. 
Carter  Products.  Inc.,  7868. 
Cawatt.  Robert  C  .  10411. 
Casual  Corner  of  Memphis.  Inc..  6003. 
Celtic  ConstructlOB  Company.  Inc..  8138. 
Central  Beauty  Equipment  Co.,  Inc.,  0810. 
Central  Construction  Co..  3175. 
Central  Florida  Coop.,  Inc.,  8587. 
Central  Grinding  &  Auto  Supply,  5666. 
Central  Grocers  Ooop..  Inc..  8687. 
Central  RetaUer -Owned  Grocers.  Inc..  8687. 
Chase.  Kenneth.  9913. 
Chase.  O  J..  5666. 
Chemical  Compounds.  Inc  ,  5397. 
Chemway  Corp..  6360. 
Cheater.  L..  Inc..  6334. 
Chilton,  Landree,  6987. 

Cincinnati  Pood  Service  tc  /Ippllanoe  Co.,  SOIf. 
Clnefro,  Joaeph.  8086. 
Clark,  Ralph.  0606. 
Clark.  Thomae,  ~ 
Clark,  Walter  L., 
Clark  Auto  Parts  Svpply,  5666. 
Clausen.  H  .  ft  Co..  10156. 
Cleland  Sloipeon  Co.,  0715. 
Close  Up.  Inc..  0066. 
Oockfleld,  PMd  D.,  6883. 
Codell.  Inc..  4000. 
Cohen.  Arnold  J  and  Eli  A  ,  7760. 
Cohen.  LouU.  6333. 
ODlgate-PalmoUve  Co..  5604. 
Colognes.  Inc.,  1731. 
Colt  Fashions,  lac,  80 13. 
Colton,  Amanda  *  Reggie.  3196. 
Comberg.  Ahraham.  8814. 
Cbmptone  Co..  Ltd..  3088. 
Oondry.  William  P.,  8038. 
Connor.  Beverly  G..  6383. 
Consiuner  Laboratories.  Inc..  1067S. 
Contlnmatal  Baking  Co..  8170. 
Coopchlk.  Alex  and  Robert,  7714. 
Coopchik-PorreaClBe.,  7714. 
Cooper  Tire  A  Rubber  Co.,  5907. 
Cope.  Guy  V  .  5666. 
Coracci.  Biigene  P..  13441. 
Corb.  Milton.  3860.      . 
Corbett.  Sdon  J..  7431. 
Cormier.  Roland  A..  3464. 
Country  Tweeds.  Inc..  13577. 
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Coyne.  Maurice,  6866. 

Ccsen.  Sidney,  5606. 

Crawford.  Phu  and  R.  R..  6656. 

c.  cstmark  Manufacturing  Co.,  Inc.,  10800. 

C:  omit  ProducU  Corp.,  3454. 

(■rixsby.  L.  W.,  8038. 

Cruss.  Mrs.  Jlmmle  C.  and  Terry  H.,  8100. 

Crowe.  Bennie  E.,  5604. 

Crown  Colony  Shops,  Inc.,  5300. 

Cummins.  Lewis  H.,  5983. 

Cummins  Purs.  Inc.,  5983. 

Curtis,  Helene.  Industries,  Inc..  0810. 

Customs  Builders,  8914. 

Cutlers  Guild.  Ltd..  5394. 

Damar,  Dorothy,  4908. 

Damar  ProducU,  Inc.,  4008. 

Damon  Creations,  Inc.,  808. 

Dannon  Milk  Products,  lac.  10000. 

Dantes,  Edmond.  6783. 

DavU.  I.  G.,  8669. 

Debutante  Furs.  Inc.,  10589. 

Deerlnger,  Charles  H..  6130. 

Degaro,  Charles  R..  JoMpb  W.,  lUelUMl  V..  ot  oL. 

Degaro.  M..  Co.,  4909. 

DeHart,  Robert  P..  5897. 

Dell,  Joan,  Inc.,  11876. 
Delia  Fera,  Lena,  3596. 

Del  Rey  Fruit  Distributor*,  8038. 
Demske,  Joseph  L.,  10160. 
Dernburg-Slnger  Fur  Co.,  8030. 
Deutsch,  Lasar,  8914. 
D'Henrl,  Inc..  1731. 

Diamond,  Jack.  5498. 
Diamond.  Leon,  8486. 

Diamond,  Leon  W.,  6384. 

Dlaperwlte,  Inc.,  9943. 

Dickstien,  Joeeph,  6787. 

Diebold.  A.  Richard  and  Albert  H.,  1067S. 

Dinner,  Joseph,  946. 

Dixie  Army  Surplus  Store.  8838.  « 

Dixie  Bedding  it  Furniture  Ca,  6004. 

Dixie  Brokerage  Co.,  8836. 

Dixie-Central  Produce  Co.,  Ine.,  OOSO. 

Dixie  Saving  Stores,  Inc.,  0587. 

Dolven,  Frank,  6381. 

Donenfleld,  Ralph  and  Stanley  B.,  e604. 

Donenfeld's  Inc..  8684. 

Dorfman,  Melville,  8109. 

Dormesrer  Corp.,  8306. 

Dornfeld,  Jacob,  Morris  and  Sidney,  0S44b 

Druck,  Charles,  664. 

Dublnskl,  Maurice,  306. 

Duckworth,  J.  J.,  10308. 

Dunlop  Tire  and  Rubber  Corp..  SOOT. 

Duotone  Co.,  Inc.,  6633.  I 

Durable  Fur  Co.,  Inc.,  6306. 

Duval,  Rose,  8836. 

EC.  Publications, Inc., 8006. 

EasUand  Woolen  Mills.  Inc..  308. 

Edgmon.  M.  W..  5666. 

Edgmon-Holder  Motor  8un>ly.  6080. 

Edinburg  Citrus  Association.  0100. 

Edwards,  Dean  L.  and  Gall.  7080. 

EgypUan  Vault  Co..  6896. 

Eldson,  Annie  Katherlne,  and  WUUam  Boahl.  BOOtk 

Eidson  Produce  Co..  5004. 

Elnlger.  Jack  H..  5305. 

Einiger  MllU.  Inc..  5396. 

Eisen.  Irving,  10366.  . 

Eisenberg.  Arthur.  468.       '  ~ 

Eisenrod,  Harry  E..  8100. 

Elliot  Glove  Co..  3683. 

Elliot  Import  Corp..  3683. 

Elliot  Knitwear.  Inc..  3683. 

Elson,  Leo  B..  3891. 

Elysee  Fabrics,  Inc.,  10158. 

Emenee  Indtistries,  Inc.,  10451. 

Engles,  Thomas  R..  6140. 

Enterprise  Stores,  Inc.,  10579. 

Epstein,  Paul,  8866. 

Krickson,  Tennis  H..  8038. 

Brlckson  Packing  Co.,  8038. 

Etelson  &  Bernstein.  Inc.,  10048. 
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KustU  Fruit  Co..  Ine.,  6088. 

Xrander,  Bruoe.  13670. 

Brans  Fur  Company  of  Massauchusetts,  Inc.,  6140 

Everett,  John.  9061. 

Exakta  Camera  Co.,  8484. 

Excel  ProducU,  Inc..  10998. 

Excellent  Publications,  Inc.,  0177. 

Exchange  DUtributlng  Co.,  8838. 

Fabric  Shop,  Inc.,  9986. 

Fairbanks  Ward  Industries,  Inc.,  10864. 

Farber,  Max  and  Ralph,  9986. 

Farber  Broe..  Inc..  9086. 

Farmers  Federation  Cooperative,  Inc.,  6383. 

Feature  Fabrics,  Inc..  7868. 

Feature  PubUcatlons.  Inc.,  8866. 

Feldman.  David,  7840. 

Feldman,  Frank  G..  10679. 

Feldman,  Jake,  Rose,  8838. 

Fibre  Glass-Evercoat  Co..  Inc..  10164. 

Field.  Saul,  11870. 

Fields.  J.  M.,  Inc.: 

of  Hartford.  10679. 

of  Holyoke.  10679. 

of  Orlando.  10679. 

of  Rochester,  10679. 

of  Tampa.  10679. 

of  Wcmsester.  10679. 
Flelman.  John,  10154. 
Flerro,  Mike.  8038. 
■  Fine  Quilting  Corp.,  8914. 
Finklestrtn,  Charles,  3888. 
Firestone  Tire  and  Rubber  Co.,  6907. 
Fisher,  Harold  H.,  609. 
Fisher,  Manuel,  3134. 
Fisher-PrtoeToys,  Inc.,  10461. 
Flshkln,  Herman  and  Mordecal,  7800. 
Fishkln  Knitwear  Co.,  Inc..  7809. 
Florida  Citrus  Distributors.  Inc..  882. 
Flying  Eagle  PubUcatlons.  Inc.,  8866. 
Flynn,  John.  St  Sons.  Inc..  7631. 
Flynif.  Michael  F.  and  Patrick  H..  7631. 
Folger,  J.  A.,  &  Co..  11769.  ^ 

Food  Marketers,  Inc.,  of  Mississippi,  3134. 
Foremost  Dairies,  Inc.,  8306. 
FcMTeet,  MUton  R.,  7714. 
Foster,  W.  F.  and  WlUlam  B.,  8110. 
Fox.  I.  J..  Inc..  6367. 
Fox,  Robert,  10366. 
Fox  Kni4)p  Manufacturing  Co.,  6666. 
Franclne's,  3607. 
Franck.  Jerome  J.,  6794. 
Franckowlak.  KmUy  and  L.  Chester,  6834. 
Frankel.  William,  8110. 
Franklin  Stores  Corp.,  3733. 
Fraser,  Reggie  L.  and  William  H.,  1100. 
Freedman,  Peter  S.,  7760. 
Freiberg,  Bemice,  3^03. 
Freimd,  Antoinette  and  Robert  J.,  10000. 
Friedman.  Carl,  10164. 
VHedman,  Eugene  J.,  1340. 
Frieler,  Luts  H..  10097. 
Froet,  George,  Co.,  9913.  | 

Fuecello,  Frank,  3684.  ' 

Furman,  Benjamin,  Fanny  and  Max.  848S. 
Furs  by  Mlnudri.  7394. 
O  &  F  Ftult  Distributors.  8038. 
Garbatenko.  George.  10999. 
Oarfunkel.  Osias.  7089. 
Oarfunkel  Furs.  Inc..  7080. 
Garland  Co.,  9987. 
Garrett  Corp..  The,  6084. 
Gates  Rubber  Cb..  6007. 
Gelmor  Trading  Co..  3891. 
Gendal.  Hannah,  10998. 
General  Foods  Corp..  100. 
General  Tire  &  Rubber  Co..  6907. 
George's  Radio  and  Television  Oo.,  Ine..  606S. 
OeorgU  MlUs,  Inc.,  6130. 
Gerber.  John.  Co..  8686. 
Oermalse.  Irving.  3330.  { 

Gemsback  PubUcatlons.  Inc..  8866. 
GevlrtB.  Dagar.  8837. 
Oianninl  Fruit  Sales,  Inc..  8038. 
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OUnt  rood.  Inc..  M14. 

OUtnt  PUstlc*  Corp..  8915. 

Olb*.  John  R..  ISiB. 

OlbA-PrledmAn.  1349. 

Gilbert.  A.  C.  Co..  13748. 

OUcbrUt  Co..  6983. 

Olll.  Dyft.  8433. 

OUwlU.  OcnUd  and  Wlll«rd.  9810. 

Olmbel  Brottacn.  Inc..  8646.  10678. 

OinabMh.  John  H..  10096. 

01r«sl&n.  Vauffbn.  8038. 

Olraon.  Leroy  8..  10380. 

01amar«ne.  Inc.,  6043. 

OlMB.  Hyman  S..  10679. 

Olldden  Co..  The,  100. 

Olobe  Products  Corp.,  6394. 

Globe  Store.  9716. 

Godwin.  J.  E..  8383. 

Gold  Seal  Chlnchlllae.  Inc.,  3M8. 

Goldberg.  Philip  P..  3149. 

Golden  Valley  National  Sales  and  DUtrlbutlon  Co..  Inc  .  7880. 

Goldman,  Sidney.  3383. 

Goldstein.  Harry,  6497, 13678.  \ 

Goldstein,  Samuel 

Goldstein.  Sol.  8306 

Goldwater.  John  L..  8800. 

Goodman.  Abraham.  13679. 

Goodman.  ICartln.  8880. 

Goodrich.  B.  P..  Co..  6907. 

Goodsteln.  Albert,  Lawrence,  and  William.  8630. 

Goodsteln  Brothers  ft  Co..  Inc.,  6633. 

Goodyear  Tire  ft  Rubber  Co..  6907. 

Gordon.  Prank  A.  and  Ida.  8686. 

Gordon.  Milton.  3696. 

Gordon.  Morton  L..  6709. 

Gordon  of  California.  8685.  \ 

Gothell.  Marc.  2891. 

Gottachalk.  X..  ft  Co..  Inc..  1885. 

Grabler  Manufacturing  Co..  Inc..  3033. 

Grand  Rapids  Wholesale  Grocery  Co..  8687. 

Grantham.  Don  L..  10363. 

Grantham.  Mary  H.,  1115. 

Gray,  Earl  N.,  7431. 

Graye,  Eugene.  3320. 

Great  Eastern  Poods  Corp..  10366. 

Greater  Premlxim  Pood  Co.,  Inc.,  8947. 

Green,  Mark,  9811. 

Greenbaum,  Jacob,  Morris  and  Nathan.  8729. 

Greenbaum.  Morris  ft  Bro.,  8739. 

Greenberg,  Edward,  Harry,  Isadore,  Louis,  and  Samuel, 

Greenberg,  Harold.  2893. 

Greenberg,  Isadore  and  Myron,  8918. 

Greenberg,  Joseph,  6806. 

Greenberg,  N.  ft  E.,  Sons,  Inc..  6199. 

Greenburg,  Harry,  6436. 

Greenfield,  Sol,  8306.  ) 

Green's  Purs,  Inc.,  10366.  ( 

Greer,  Nancy,  Inc.,  8306. 

Grocers  Wholesale  Coop.,  Inc..  8587. 

Gross,  Alexander.  3124. 

Gross,  Herman,  and  Samuel  I..  2683. 

Gross,  Jerry,  770. 

Gross,  Julian,  654. 

Orossberg,  David.  2894. 

Grossman,  Arthur  and  Max.  2895. 

Grossman,  Harry,  13441. 

Grove  Ai^to  Supply,  6656. 

Gruber,  Walter  J.,  738. 

Orunwald,  Robert  P..  4991. 

Guenther,  Earl  J.  and  Howard  L.,  10155. 

Oulamerlan,  Norman  S.  and  Harold  E.,  5097. 

Gxilf  Digest,  Inc.,  9328. 

Guy,  Douglas  B.,  7869. 

H.  S.  D.  Publications.  Inc.,  8615. 

Haffield  Prult  Co.,  Inc.,  8. 

Hahn.  H.  Harry.  11000. 

Halg,  James,  6006. 

Ball,  Jo  Ann  and  Thomas,  10540. 

Hall  Packing  Co.,  8038. 

Hamilton,  H.  T.,  8038. 

Hamilton,  John,  8948. 

Hamilton,  John,  Agency,  8948. 

Hamilton  Steel  ProducU.  Inc.,  12748. 


6199. 


Federal  Trade 

raONItmO  TIAM  MACTICfS,  CIASI  AND  DfSIST 

Hanunel.  Jack.  10460. 

Hammel,  L.,  Dry  Goods  Co.,  5394. 

Handler.  Prank,  Jr.  and  Sr.,  3320. 

Hannahs,  John,  10096. 

Hans,  Harry,  Jack,  and  Max,  6936. 

Hans  Bros.,  Inc  ,  6936. 

Harco  Distributing  Corp,  6407. 

Harkness,  Ployd  J.,  In<r,  8038. 

HarrU.  John  H.  and  JuUette  P  .  9987. 

H&rrlson.  Seth.  10677. 

Harry's  Corner,  Inc.,  6497. 

Harry's  Linoleum  Oo.,  6497. 

Hart,  Alexander  J.,  Jr.,  5794. 

Hart.  L..  and  Son  Co.,  Inc.,  6794. 

Hartman.  Dennis,  8&86. 

Harvey.  Alfred,  Leon,  Robert,  8866. 

Harvey  Enterprises,  Inc..  8866. 

Harvey  Hits,  Inc..  8866. 

Harvey  Picture  Magazines.  Inc..  8860. 

Harvey  Publications.  Inc.,  8880. 

Harwald  Co..  4990. 

""TPC"^*'^  Bros.,  Inc.,  10451. 

Hausfeld,  Phillip,  7710. 

Hazelton,  John  P.,  10303. 

Heakln,  Prank  A.,  13748. 

Helbeln,  William,  5498. 

Helbros  Watch  Co..  Inc.,  5498. 

Heldfond,  Harold  S.,  10578. 

Henry.  Arthur  C.  7761. 

Herbet.  Howard  W..  8586. 

Hercules  Publishing  Corp.,  8866. 

Herman,  Isadore.  3683. 

Herter.  Berthe  E.  and  George  L  ,  8580. 

Herter's  Inc..  8680. 

Herz.  Werner.  9985. 

HerEog.  Irving.  2175. 

Hesse  1.  Morris.  11314. 

Hessel.  MorrU.  Inc  ,  11314. 

Hesser.  O  P.,  Broker.  7761. 

Hesser.  Orton  P.,  7761. 

Hill.  James  C.  5397. 

HULL.  G  .  6383. 

Hilton  Watch  ft  Clock  Co,  Inc  .  10440. 

Hlrsch.  Leon  C  ,  7491. 

Hobart  Steel  Co..  6631. 

Hochberg.  Abraham  and  Burton.  9943. 

Hofberg.  Alan.  6621. 

Hogg,  WUllam  Thomas,  3124. 

Holder,  C  E  .  5656 

Holding,  Walter.  Co  .  9053. 

Hollander,  A  J.,  ft  Co  .  5605. 

Holt,  T.  W  ,  ft  Co  ,  Inc..  2089. 

Home  Food  Buyers  Service,  10366. 

Home  Freezer  Foods.  Inc  ,  10308. 

Honlberg.  Aaron,  654. 

Hopper,  Earl,  Edward  and  Sylvia,  7717. 

Hopper  Pur  Co  .  Inc.,  7717. 

Horowlts.  Sol.  2454. 

Horsman  Dolls.  Inc..  12748. 

Horwltz,  George  and  Milton,  9595. 

Horwltz.  William.  7831. 

House.  Norbert  S  .  8421. 

House  of  Good  Poods,  Inc  ,  8915. 

House  of  Good  Foods  of  Pennsylvania.  Inc.,  8915 

Household  Mfg.  Co  .  8100. 

Howald,  Clara.  8586. 

Howard.  WUllam  C.  Jr..  6604 

Hubley  Manufacturing  Co.,  The,  10451. 

Huddles.  Esther  and  Paul.  5394. 

Hudson.  W  L  .  5485. 

Hudson  Vitamin  Products,  Inc.,  7715. 

Huff.  Norman  V.  and  Robert  V..  1115. 

Hurwltz,  High.  7867. 

Ideal  Publishing  Corp..  8866. 

Ideal  Toy  Corp..  10451. 

Illustrated  Humor.  Inc  .  8866. 

Imperial  International  Corp.,  5394. 

International  Latex  Corp.,  7490. 

International  Shoe  Co  .  3165. 

International  Staple  ft  Machine  Co.,  3883. 

Interstate  Merchandisers,  2312. 

Interstate  Publishing  Corp  ,  8866. 

Ironfast  Products  Ob.,  5605. 
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Jacobs,  Charles  A.  and  Sidney,  6496. 

Jacques.  George,  2088. 

J.ile  of  California,  6300. 

James  Halg  Advertising,  6606. 

J.in  Originals,  Inc.,  6383. 

Janice  Juniors,  Inc.,  8383. 

Jenklnson,  CecU  T.,  6631. 

Jessen.  George  N..  5953. 

Jobbers  Warehouse  Servloe,  66M. 

Johnson.  Oscar  Edward,  6084. 

Johnson  Publishing  Co.,  Inc.,  8806. 

Johnstown  Products,  389X 

Jonas,  WUllam,  7633. 

Jones,  Robert  D.,  10678. 

Jordon,  Betty,  Paint  Factories,  Inc.,  0406. 

Jorgensen,  John  B.,  Sr.,  8038. 

Jorgensen  Farms,  8038. 

Kable  News  Co.,  8866. 

Kam  Enterprises,  Ltd..  0948. 

Kandler.  Max,  8038. 

Kane,  Eugene,  7761. 

Kansas  Service  Grocers,  Inc,  8687. 

Kanter,  Morton,  3893. 

Kaplan,  Abraham>t*',  10007. 

Kaplan,  Archie,  13578. 

Kaplan.  Bernard,  6119. 

Kaplan,  Hyman,  Morris  and  Henry,  3384. 

Kaplan,  Isldor,  7868. 

Kaplan.  Morris,  7633. 

Kaslnoff-Herman,  Inc.,  398. 

Katz,  Nathan.  3732, 7638. 

Kaufman,  Irving,  7715. 

Keller,  A  ,  Pur  Co..  8670. 

Kemworth  Laboratories,  Inc.,  606. 

Kenmont  Hat  Co..  Inc..  3603. 

Klmber  Farms,  Inc.,  7090. 

Kimberchlks.  Inc.,  7090. 

Kimbrlel  &  Co.,  5437.  j 

Klmmel,  Nathan,  6838. 

Klnkead,  Arthur  C,  Sr.,  and  William.  345ft, 

Klsllevsky,  Harry,  4991. 

Klsllevsky.  Zuckerman  ft  Schwartzman,  Inc.,  4001. 

Klttas,  Beatrice.  8176. 

KlalT.  Jacob  and  Howard,  3507. 

Klebanow,  Bernard  and  Hyman  Xj.,  3567. 

Klebanow,  H.  L.,  ft  Son,  3567. 

Klelrv  Sol.  Purs.  7717. 

Klein.  Solomon,  7717. 

Klotz.  Abraham,  Gerald  S..74SO. 

Knapp.  David  B.  and  Joseph,  6566. 

Knickerbocker  Toy  Co.,  Inc,  10461. 

Kohner  Bros.,  Inc.,  10451. 

Kolpln.  Richard,  5900. 

Korber.  .Sidney.  7490.  I 

Korber  Hats,  Inc.,  7490. 

Korma  Textile  Mills,  Inc.,  7761. 

Korrlck,  Abraham  I.,  3654. 

Korrlcks',  Inc.,  3654. 

Korvette.  E.  J.,  Inc.,  398. 

Kosak.  Fred,  2454.  i 

Kosak  Purs,  Inc.,  2454.         I 

Kramer,  Harry,  7632. 

Kramer,  J.  C,  Furrier,  1355. 

Kramer,  Jerome.  1355. 

Krasno,  Marlon  and  Sidney,  8485. 

Krauss.  Carl.  7715. 

Krauss  Bros.  Pur  Mfg.  Inc.,  7718. 

Krleger.  A.  Joseph,  6621. 

Krleger,  Bernard,  ft  Son,  Inc.,  6031. 

Kroywen  Coats,  Inc.,  3283.  » 

Kusln,  Joseph,  and  Louis  M.,  6864. 

Lacey,  James,  5656. 

Lady  Carol  Dresses,  Inc.,  8888. 

Lahmers.  D.  S..  Co.,  Inc.,  10166. 

Lahmers,  Don  S..  10156. 

Lake  Charm  Fruit  Co..  61 19. 

Lake  Erie  Coop  Grocers  Co.,  8587. 

Lake  Region  Packing  Association,  6119. 

Lam  Pi  Corp.,  10156. 

Lancer  Books,  Inc.,  9338. 

Landon,  Sherrod  N.,  6383. 

Lange,  Tom  C,  8839. 

Lange,  Tom,  Co.,  Inc., 
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Langley  T.  V.,  Inc.,  8616. 
Lannin,  Thomas  P.,  5556. 
Lannin  SataB  Co..  6656. 

Lanolin  Plus,  Inc.,  10096. 

Latzen,  Morris  S.,  8866. 

Laurent,  Harvey,  7631. 

Lavin,  Morris  S.,  8670.  • 

Lawner,  Irving,  8730. 

Lazar,  Juliiis,  9985. 

Leading  Magazine  Corp.,  8866.  « 
LeBlanc,  WUllam  J.  aitd  WUllam  R.,  7490. 

Lee  Electric  Co.,  Inc.,  6751. 

Ledbetter,  William  S.,  10366. 

Lee  Rubber  and  Tire  Corp.,  5907. 

Leeds  Travelwear,  Inc.,  8916. 

Lefkowltz,  Morris,  443. 

Leifer,  Abe,  9811. 

Leifer-Levitt,  Inc.,  9811. 

Leklsch,  K.  Peter,  and  W.  George,  5394. 

Lendenbaimi,  PhUip  L.,  10208. 

Leonard,  Sam,  3849. 

Leslie  Lloyds  Clothes,  Inc.,  398. 

Leslie  Salt  Co.,  4910. 

Leventis,  Chris  P.,  8836. 

Levine,  Alvin  L.,  3124. 

Levlne,3enjamin,  7868. 

Levine,  Eli,  10460. 

Levine,  Harvey  S.,  7631. 

Levine,  Irvin,  Jacob  and  Norman,  5139. 

Levine,  J.,  Textile,  Inc.,  6139. 

Levine,  Jack,  6200. 

Levine,  Jack,  ft  Co.,  6300. 

Levine,  Jack,  Purs,  6200. 

Leviton,  Loiiis,  6335. 

Levitt,  Samuel,  9811. 

Levy,  Joseph  W.,  1885. 

Levy,  Julian,  3166. 

Levy,  Martin  B.,  3685. 

Levy-Abrams  Co.,  3166. 

Lewis,  Morris,  Leon,  and  David,  1009. 

Lewis  Apparel  Stores,  Inc.,  1000.  \ 

Lido  Shirt  Corp.,  398. 

Lieberman,  Naomi  and  Stanley  H.,  10366. 

Lifetime,  Inc.,  3849. 

Ligett,  Ralph  D.,  5397. 

Llghtman,  M.  A.,  5092. 

Lightner,  Larry,  Inc.,  10095. 

Lighton,  Jerome  J.,  Paul  J.  and  Butta  G.,  8110. 

LUi^nthal,  Alfred  H.,  6367. 

Lincoln  Luggage  Co.,  Inc.,  7394.  ' 

Under,  Joseph,  10154. 

Lion  Clothing  Co.,  Inc.,  3653. 

Lipman,  Joseph,  8730. 

liippe,  Irving,  5794. 

Lippman,  Sidney,  8306. 

Upton,  Lester  K.,  13443. 

Lishinsky,  Abraham,  7430. 

Littman,  Lou,  ft  Co.,  3654. 

Littman,  Louis,  Robert  Lee  and  IsabeUe,  S654. 

Livingston  Bros.,  Inc.,  8586. 

Locke,  Robert  O.,  11315. 

Lohrey,  Arthur  P.,  10448. 

Loombest  Fabrics,  Inc.,  3195. 

Lopa  of  Italy,  Ltd.,  6119. 

Lord  Stuart  Co.,  398. 

LubeU,  WUllam,  7760. 

Ludwigl  Abraham  E.,  8947. 

Ludwig,  Alvin  and  Herbert,  1798, 

Ludwig,  Inc.,  1795. 

Lugg,  Herbert.  9715. 

Lustlg,  Seymour,  738. 

Lutzker,  Leon,  6838. 

Luxury  Coats.  Inc.,  3283. 

Lyon,  Tad,  7867. 

Macy,  R.  H.,  ft  Co.,  Inc.,  8176. 

Madow.  Murray,  9912. 

Madow's,  9912. 

Magazine  Management  Co.,  8806. 

Maggiore,  Jerome  L.,  Jvome  V..  and  Phillip,  10166. 

Magic  Bye,  6093. 

Magicure,  Inc.,  3455. 

Maine  Mills,  Inc.,  8483. 

Male  Publishing  Corp..  8866. 
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liallon.  Banukrd  and  Jack.  US7«. 
lijmco  W»tch  Strap  Co.,  Inc..  8828. 9\n.  ^^ 

ICandel.  Kug«ne.  liarrln.  IConls.  and  8amu«l.  6838,  »1T7. 
Mandel.  Samuel.  8914. 
Manko.  Sidney.  Muriel  and  Nocman,  8198. 
Manko  Pabrlcs  Co..  Inc..  3106. 
MancfleTd  Tire  and  Rubber  Oo..  8©07. 
Maplee.  W.  O..  6383. 
Marcel  Co..  3512. 

March  Premium  Co..  67V4.  ^^ 

Margulles.  David  W..  Francla  D  .  and  Isaac  O..  4B0B. 
Marie  Antoinette.  Inc.,  3684. 
Markeon.  Harry  and  Ted,  6936. 
Marquette  Corp..  T7ie. 
Martba  Mllla.  Inc..  12678. 
Martln-Senour  Co..  10166. 
Marx.  Louis.  &  Co.,  Inc..  8839. 
Mason.  Abe.  861^. 
Mason,  Paul.  8486. 
Uason  Bros,  tc  Tarlln.  Inc..  8486. 
Master  Mechanic  Mfg.  Co..  1116. 
Master  Merchandise  Corp.,  4909. 
Mattel.  Inc..  10451. 
May,  Qua  S..  398. 

Mayf  air  Appliance.  10367.  » 

Mayfalr  of  New  Orleans,  Inc..  2732. 
McCreary  Tire  and  Rubber  Co.,  6907. 
McFarland.  A.  E.,  1116. 
McKlnley.  B.  C.  5656. 
McKune,  John  J.,  3786. 
McKune.  John  J.,  *  Sons  Co  ,  Inc  .  3736. 
McNaughton.  M..  11315. 
Mead.  Lannon  F.  10411. 
Medana  Watch  Co.,  8423. 
Melrow.  AI.  398. 
Melsels.  J.,  7393. 
Melsels,  Josef.  7393 
Mellnger.  Paul,  488 
Meltzer.  Alexander,  11991. 
Mercury  Press.  Inc..  8866. 
Merit  Manufacturing  Co  .  Inc..  8431. 
Merrick.  Felix,  10096. 
Metlls.  Sanford  H..  7491. 
Metlls  and  Lebow  Corp..  7491. 
Metsger,  Juan  E  .  10363. 
Miami  Retail  Grocers.  Inc.,  8687. 
Michael -Lawrence  Co..  Inc..  3438. 
Mld-Contlnent  Training  Serrlce,  6140. 
Mid-South  Pood  Products.  Inc.,  3134. 
ICldwes,  Froaen  Foods.  Inc..  8927. 
Midwest  Wholesale  Freeier  Foods.  Inc  .  6937. 
Mllfur,  Inc..  8485. 
Miller.  John  C.  8669. 
Miller,  Louis  R..  3654. 
Miller.  O.  Jack,  6545. 
Miller.  Ralph.  3283 
Mlndlln,  Harold  8.,  11991. 
Mlndlln'B  Inc.,  11991. 
Miner.  Alexander.  Sales  Corp  ,  12748. 
Mlnudrl.  John  C.  7394. 
Minute  Btold  Corp..  6709. 
Minute  Maid  Groves  Corp  .  8709. 
Mission  Citrus  Growers,  Inc..  6048. 
Mission  Fruit  ft  VegeUble  Co  .  9177. 
Mitchell.  J.  W  ,  8656. 
Mitchell,  James  O..  7495. 
Mohawk  Rubber  Co..  5907. 
Molever,  Irving  M.,  739. 
Monte  Factor.  Ltd..  398. 
Mooney.  Richard  J..  6139. 
Moore.  Hal.  Harold  and  Larry,  10367. 
Moore,  J.  W..  6382. 
Morgens.  Joseph  B..  2891. 
Morse,  Michael.  Stanley  P..  8866. 
Morse.  Philip  S  ,  10761. 
Morse  Advertising  Associates,  10367. 
Morse  DUtrlbutlng  Corp..  10761. 
Morse  Electro  ProducU  Corp..  10751. 
Morse  Sewing  Machine  ft  Supply  Corp.,  107V1. 
Moeer,  Stanley.  8433. 
Moekowltz.  Samuel,  3849. 
Mouler,  Julius.  7761. 
Mueller  Co..  6908. 
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Multiple  ProducU  Corp..  12748. 

Munro,  Edward  S  ,  7431. 

Murphy.  Sam.  5666. 

Murphy  Automotive  Supply,  5656. 

Murray.  Alan  B  .  Laboratories.  509 

Murray.  Alan  E  and  Lucille  Marsh.  509. 

Murray  Space  Shoe  Corp  .  509 

Marrow.  Samuel,  and  Co  .  10411. 

Muskegon  Wholesale  Co  .  Coop  .  8687. 

Myrlck,  R    C  .  8486 

Mystery  Publishing  Co  .  9177. 

Nadel.  Jack,  5498 

Nadel,  Manuel  R  .  2088 

Nash.  Dnnlel  J.  10450. 

Nash,  Inc  .  10450 

National  Art  Association,  8586. 

National  Business  Service.  Inc..  10460. 

National  Essay  Association.  8586. 

National  High  School  Poetry  Association.  8686. 

National  PoeUy  Association.  8686. 

National  Police  Gazette  Corp..  8615. 

National  Retailer-Owned  Grocer's.  Inc.,  8687. 

National  School  of  Construction.  Inc.,  5906. 

National  Sugar  Refining  Co..  6044. 

Natural  Minerals  Plus.  2485. 

Nearon.  Abraham,  3195. 

Nelman-Marcus  Co.,  251. 

Nester,  Stephen  and  Virginia.  6622. 

New  England  Confectionery  Co..  2893. 

New  York  Fashion.  6783. 

Norfolk  Handkerchief  Co  .  7430.  • 

Normandy  Scarf  Co..  3196. 

North  AdverUslng  Inc  ,  8306. 

North  American  Quilting  Corp  .  8486. 

North  Bergen  Quilting  Co  .  9595. 

Novel  Manufacturing  Corp  ,  8587. 

Nu  Arc  Co  .  Inc  ,9062. 

Nutrl-Health,  Inc  .  2893 

Nymcr.  Ralph  J  ,  3850. 

O  EM  ProducU  Co  .  8039. 

Oatey,  Alan  R  and  Robert  L  ,  8485. 

Oatey.  L.  R  .  Co  ,  8486. 

OfTenbacher.  Frank  J.,  5605 

Official  Magazine  Corp..  8866. 

Ofman,  Mayer,  8486. 

Ohmlac  Paint  ft  Refining  Co  .  Inc  ,  6495. 

Olkeln.  James.  11425. 

Oken,  Henry.  JosUn.  7490. 

Olson,  Irving  and  Sidney.  8669. 

Olson  Radio  Corp  .  8669. 

Olympic  Sporting  Goods  Co..  Inc..  6608. 

Onyx  Art  Creators.  Inc  .  946. 

Osher,  Moe.  10365 

Overgard,  Louis  F  ,  3653 

Oxford  Handkerchief  Co  .  Inc  .  12442. 

Oxwall  Tool  Co  ,  Ltd  .  5426. 

Pacific  Coast  Fur  Co  .  3850. 

Padgett.  Raymond  M.  and  Constance  D.,  S695. 

Palmer,  George  C,  Co..  Inc..  6984. 

Panhandle  Associated  Grocers.  Inc..  8687. 

Panaey,  Nell,  12578. 

Paperback  Library.  Inc  ,  8866. 

Pardun,  Victor,  7761. 

Paris  Handkerchief  Co  .  Inc  .  6936. 

Paris  Neckwear  Co  ,  Inc.,  8926. 

Parker  Brothers,  Inc.,  12057. 

Patl-Port.  Inc..  6657. 

Pearlman.  Morris,  4909. 

Pearlsteln.  Harriet  B  .  6927 

PearUteln.  Jack.  8828. 

Pease.  Isaac  M   and  William  A.,  788. 

Peck,Tyrus  W  .  10155. 

Pennington.  Vernon.  5666. 

Perfect-Pit  ProducU  Manufacturing  Co.,  S134. 

Perl  Pillow  Co  ,  305. 

Perlman,  George,  8838. 

Perlman.  Jack  and  Martin,  306. 

Perman.  Samuel  R.,  7867. 

PeUrsen.  Robert  E.,  8866. 

Petersen  Publishing  Co  ,  8866. 

Pettlgrew.  Joseph.  3124. 

Pfelf ers  of  Arkansas.  10006. 

Phoenix  Pharmaceutical  Co.,  664. 
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Pierce.  Perry  W.  and  Twylah  IC., 

Pierce  Oil  ft  Refining  Co.,  6383. 

Pile.  Jerome  G.,  10676. 

Pinsky.  Milton,  8913. 

Pittsburgh  Plate  Glass  Co.,  883. 

Planters  Warehouses,  6383. 

Plastic  Contact  Lens  Co.,  5»53. 

Pollack,  Irving,  12441. 

Pollock  Stores  Co.,  Inc.,  9651. 

Ponder.  Marie.  5604. 

Popular  Publications,  Inc.,  8866. 

Popular  SporU,  Inc.,  8730. 

For  ten.  Herman  I.  and  Henry  W. 

Porter  Chemical  Co.,  The,  10461. 

Posner.  Stanley  J.,  10097. 

President  Manufacturing  Co.,  Inc.,  7490. 

Pressing  Supply  Co.,  5605. 

Pride  OTexas  Citrus  Asaoctatlon,  Inc..  5437, 

Prlgocen.  Nat  and  Larry,  64B8. 

P.'octer  ft  Gamble  Co.,  6646. 

Progressive  Associated  Grocers,  Inc..  8587. 

Prudential  Manufacttirlng,  Ine.,  78SS. 

Publication  House,  Inc.,  8866. 

Publication  Management  Corp.,  8866. 

Publishers  Dlstrlbuyng  Corp., 
Pure  Gold,  Inc..  10539. 

Pyle.  Ulys.  5395. 

Pyramid  Publications,  Inc.,  8866. 

Quaker  OaU  Co.,  8070. 

Quality  Thrift  Furs,  Ine..  7717. 

Qulnn  Publications,  Inc.,  8866. 

Rabb.  Lionel.  8421. 

Rabin.  Edward  I..  10751. 

Radiator  Specialty  Co.,  10308. 

Radio  Comics,  Inc.,  8866. 

Radio  Steel  and  Manufacturing  Co.,  ia74t. 

Radogna.  Florence  Rita,  3893.  ' 

Railroad  Communications  School,  Inc.,  7761. 

Ralph  Clark  Co.,  6656. 

Ramla.  Joseph  J.,  6864. 

Ramsey.  Jeter  P.,  6383. 

Randall,  Samuel  B..  8038. 

Raphael's,  Inc.,  5397. 

Rappaport.  David  and  Emanuel,  398. 

Rayex  Corp..  7633. 

Raj-mond's.  Inc..  5140.  | 

Ray's  Shop  for  Men,  398. 

Reaves.  George  W.,  Jr.,  305. 

Red  V  Coconut  ProducU  Co.  Inc.,  100. 

Redding,  Kathryn  M.,  7630. 

Redman  Bros,  of  Lansing.  lae..  8Bt7. 

Reed.  Llslle  M  ,  10448.  . 

Regal  Furs.  8827.  | 

Regent  Games,  Ine..  8730. 

Reglna  Corp.,  6200,  10411. 

Reld.  Martha  Cuneo,  3893. 

Reliable  Handkerchief  Co.,  10365. 

Remco  Industries,  Inc.,  8916.  10451. 

Republic  Molding  Corp.,  9596. 

Revell.  Inc..  10451.  . 

Rex  Grove  Auto  Supply  Co.,  Inc.,  5680. 

Rich.  Sidney  and  Charlotte,  9661. 

Richards,  Florence,  5093. 

Rlchel.  Inc  ,  398. 

Rlchllng,  Sidney,  10675. 

Rick.  Sidney,  12474. 

Riff,  Joe  D.,  1796. 

Riff's.  1796. 

Riley.  James  W..  11992. 

Ring.  Inc.,  The,  8886. 

Rlvlln,  Kenneth  and  Shirley.  7760. 

Roamer-Medana  Watch  Corp..  8422. 

RoberU.  Max  M.,  6383. 

RoberU  Electric  Co.,  1360. 

Roblllo.  Albert  F.,  John  S.,  Jt.,  Un.  Mka.  Bn 

Roblllo  ft  Cuneo.  2893. 

Robin  Pharmacal  Corp.,  9651.  » 

Robot  Time,  Inc.,  6787. 

Rodless  Decorations,  Inc.,  654. 

Rogers,  Charles  A.,  8r.,  diarlM  A..  Jjr..  and 

Rogers,  Chas.  A.,  ft  Sons,  10008. 

Rohan,  Emanuel,  8787. 

Rolfe,  Nat  and  Phil,  0383. 
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Romez  International,  Ltd.,  6709. 

Roee  Smelting  ft  Refining  Co.,  2894. 

Rosen,  Mac,  11436. 

Rosenberg,  Cella,  Harold,  and  Herbert  J.,  8915. 

Rosenberg,  David,  and  Marktu,  8787. 

Rosenberg,  MUton  L.  and  Myron  S.,  443. 

Rosenblum,  Irving,  8423. 

Rosenfeld,  Sidney,  1455. 

Rosenshlne,  Morris,  6828. 

Rosenthal,  Philip,  12474. 

Rosenthal,  PhUlp,  Co.,  12474. 

Ross,  Peter  R.,  7491. 

Rothstein,  DeWard  H.,  11425. 

Rousseau,  Robin,  5395. 

Royal  Publications,  Inc.,  9328. 

Royal  Woolen  Co.,  10999. 

Rubber  Manufacturers  Association,  Inc.,  50O7. 

Rubenfeld,  Murray,  2895. 

Rubenstein,  Albert.  2733. 

Rubin,  Irving,  6496. 

Ru-Ex,  Inc.,  1160. 

Rupley.  Ralph  and  Ralph  Jr.,  1413. 

Rushing.  Grady  L.,  3512. 

S.GX.  Mfg.  COTp.,  8306. 

Sacks,  Nathan,  12579.  ^ 

Sacks  Woolen  Co.,  Inc.,  12579. 

St.  John,  Michael,  8866. 

St.  Regis  Paper  Co.,  6084. 

Salts,  Morris  J.,  8915.  -     * 

Salmanson,  Donald  and  Leonard,  7714. 

Sample,  Inc.,  1731. 

Sanderson.  Robert  C,  8029. 

Sanderson,  Robert  C,  Co.,  8029. 

Sandura  Co.,  10639. 

Santangelo,  John,  11875. 

Saul.  Alfred,  7089. 

Sbarge,  Martin,  12579. 

Scapa,  Joseph  and  Luba,  6119. 

Schiaparelli  Purs,  10639. 

Schlmmel,  Joseph,  6366. 

Schlosberg,  Harold  C,  7633. 

Schneider,  Abraham  L.,  7631. 

Schneiderman,  Joseph,  12748. 

Schrager,  Jack  J.,  2175. 

Schroeder,  Richard  L.  and  Lois  I.,  2313. 

Schultz,  Albert,  8669. 

Schwartz,  Arena  Joseph,  305. 

Schwartz,  Arthur  L.,  11425. 

Schwartsman,  Julius,  4991. 

SchwarsBChild,  Myron  M.,  5605. 

Schweich,  Julius  S.,  9178. 

Schwelg,  J.  A.,  9178. 

Scots  Mills,  Inc.,  8483. 

Seiberling  Rubber  Oo.,  5007. 

Seiden,  Egon,  2360. 

Selden's  Purs,  2360.  # 

Sellars,  Lowell,  9851. 

Sella  Enterprises,  Inc.,  7431.  * 

Seneca  Quilting  Co.,  Inc.,  468. 

Senior  Auto  ParU,  5656. 

Shafer,  L.  E.,  5656. 

Shanis,  Joseph,  5427. 

Shefferman,  Miles,  7633. 

Short,  Laurel  J.,  11315. 

Shreveport  Macaroni  Manufacturing  Co..  ZBe.,  004i. 

Sickmen,  Casper,  Robert  and  Waltw.  861lw 

Slegel,  Max,  ft  Son,  1414. 

Siegel,  Meyer,  1414. 

Silberklelt.  Louis  H.,  8866. 

Silent  Maid  Co..  Inc.,  12748. 

Silk,  Jerome,  5605. 

SUver.  Frank,  10677. 

SUver,  Robert,  10676. 

SUverman,  Harry  B.,  and  Herbert,  7804b 

Silverman,  Irving.  10»ri. 

Silverman,  Louis  and  Pearl,  5737. 

Silverman,  Philip,  6335. 

Simplified  Tax  Records,  Inc.,  8110. 

Simpaon  Redwood  Co.,  6701. 

Simpson  Timber  Co.,  5703. 

Sinclair,  WUllam  F.,  7431. 

Singer,  David  and  Muriel,  867L 

Singer,  Irving.  8039. 
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Ski-Land  Woolen  IClll.  898. 

Slote.  Jack  B..  11430. 

Small,  PhlUp  A.,  373«. 

Small,  Samuel.  1T96. 

Smolowlts.  Nathan.  1705. 

SmolowtU  *  Benkal.  Inc..  1705. 

Smooke.  Henry,  5737. 

Smukler.  Joseph,  3195. 

Snap-on  TooU  Corp.,  2830. 

Soderberg.  Mary  Virginia.  3884. 

Sofskln,  Inc.,  7633. 

SoUer.  Sam.  0383. 

SolU,  David,  Jr.,  5437. 

Solomon.  Lewis  J..  9060. 

Solomon,  Robert.  3330. 

Solomon.  Beth  J.,  9338. 

Sorco  OU  ft  Reflnlnk  Co.,  8383. 

SorenMn,  ChrU.  Packing  Co..  8038. 

South  Plain  AaaocUted  Oroeen.  Inc..  8587. 

Southwestern  Sxigar  *  Molawee  Co.,  10097. 

Spada  Prult  Sales  Agency,  Inc..  10807. 

Spalding,  Patrick  U..  6139. 

Specht,  Annet.  and  Sanford  A.,  6006. 

Specht.  S.  A.,  Associates.  6006. 

Spencer  OlfU.  Inc..  11870. 

Spiegel.  Kurt  J.,  11000. 

Springfield  ReflnoU  Co..  0383. 

Standard  Handkerchief  Co..  Inc..  5737. 

Standard  Stores.  Inc..  10640. 

Stanley  Publications.  Inc..  8800. 

Star  Fruit  Co.,  1116.  ^ 

Steam,  Allen,  9694. 

Steelcraft  Tool  Corp..  11000. 

Stegel.  Herbert,  0930. 
Stein,  Irwin,  9338. 

Stein  Brothers  Fur  Co.,  Inc..  8070. 

Stelrman,  Hy,  8800. 

Stephanow.  Carl.  1413. 

SterUng  Drug.  Inc.,  10641. 

Sterling  Oroup.  Inc..  8800. 

Stem.  Bdwln  If.  and  Jean  Pierre.  3894. 

Stem.  Harris  I..  6437. 

Stem  *  Stem  Textiles,  Inc.,  3894. 

Stem  Jk  Co..  6437. 

Stewart.  James  If.  and  James  W  .  0383. 

Stewart  Auto  Upholstering  Co.,  3384. 

Stolz,  Irrlng  H..  10077. 

Stone  &  Thomas,  Inc.,  3190. 

Straach.  Exigene.  6060. 

Streets.  Estell  O..  3600. 

Strlar,  Bernard,  Louis,  and  Max,  398. 

Strlar  TextUe  MUl.  398. 

Style  Scarf  Co.,  7716.  

SulllTan.  Stauffer.  Colwell  *  Bayles.  Inc.,  TSOt. 

Sunshine  BlsculU,  Inc..  100. 

Superior  Insulation  Tape  Co..  917%^ 

Surgical  Appliance  Industries,  Inc..  738. 

Sxissman.  Harold.  6140. 

Swanee  Paper  Corp..  7033. 

Sweeney.  Daniel  L..  6984. 

Swim  Queen  Pool  Co.,  10070. 

Swlnuner.  Samuel,  3438. 

Swiss  Laboratory  Inc.,  6384. 

Sylvester  Co..  8687. 

Taylor,  Gilbert  Q..  10309. 

Taylor,  Robert.  9061. 

Taylor  &  Art.  Inc.,  10309. 
Teen  I^ibllcatlons,  Inc..  8800. 

Tenax.  Inc.,  7491. 

Terl.  Armand,  7807. 
TCUtf  Automotive  Supply.  5060. 
Textron,  Inc.,  3450. 
Thaller,  Benjamin,  7809. 
Thomas.  J.  C,  7431. 
Thompson,  J.  O..  6060. 
Tick  Tock  Stores,  Inc.,  8687. 
Tile  ft  Appliance  Mart,  Inc.,  739. 
Tile  City  Company  of  Steubenvllle.  Ohio,  3320 
Tile  City,  Inc.,  Pennsylvania: 
Ambrldge,  3330. 
Charlerol,  3330. 
Irwin.  3330. 
New  Kensington,  3330. 
Plttsb\irgh.3331. 
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Tile  Mart.  Inc..  of  Toungstown,  789. 
Time  Industries.  8071. 
Tire  and  Rim  Association.  Inc  .  5907. 
Todd,  Samuel  P.,  1466. 
Todd  Brothers  Apparel  Co.,  1455. 
Tonka  Toys.  Inc  ,  13748. 
Topps  ProducU  Corp.,  0838.  9177 
Town  and  Country  Food  Co  .  Inc  .  11315. 
Townaman  Clothes.  Inc  .  398. 
Transalr.  Inc  .  7633. 
Transogram  Co  .  Inc  .  10451. 
Transparent  Glass  Coatings  Co  ,  770. 
Trell  Co  .  5650. 
Trend  Books.  Inc  .  8860. 
Trl-Valley  Packing  Association.  8070. 
Trudeau,  Clifford  C  ,  10076. 
Tucker.  Morris.  5003. 
Tucker  Furs,  Inc  .  5003. 
Tulper.  Slg.  7717 
Tunkel.  Ray,  7632 
Tusco  Grocers,  Inc  .  8587. 
Ullman,  Allen  D  ,  and  Herman  N  .  5006. 
Union  Pencil  Co  .  Inc.,  2895. 
Unlpeco,  Inc  .  3895. 
United  A-G  Stores  Coop  .  Inc.,  8687. 
United  Farmers  of  New  England,  Inc  ,  7431. 
United  Forwarding  Service,  5864. 

United  Grocers  Coop.  Assn.,  8687.  • 

United  Packing  Co  ,  8038. 

United  SUtes  Credit  Rating  Bureau,  Inc  ,  0307. 
United  States  Mills  Co.,  7031. 
United  Stetes  Testing  Co.,  13474. 
Universal  Training  Service,  3513,  10461, 
US  Advertisers,  11316. 
US.  Chemical  ft  Plastics  Inc..  10150. 
US.  Commercial  Products  Co.,  3730. 
US.  Rubber  Co  .  5907,  8917. 
Uswald.  Harry,  11315. 
Utrecht  Linens.  Inc.,  5567. 
Van  Worp.  Robert,  Jr..  8809. 
Vandever  Co  ,  Inc..  3439. 
Vanity  Fair  Paper  Mills,  Inc  ,  7396. 
Variety.  Inc  ,  9328. 
Venus  Fur  Corp..  6838. 
Venus  Furs,  3850. 
Vernon  Parts  Co..  5666.- 
VUta  Publications,  Inc  ,  8866 
Vltall,  Joseph,  3124. 
Vitamin  Center.  Inc.,  The,  654. 
Walker,  James  E.,  5666. 
Walker,  James  E  ,  Jr.  and  John  B.,  6383. 
Walker,  M.  R  ,  5656. 
Walker  Auto  Parts,  5050. 

Waltham    Precision    Instrument   Co.,   Inc.,   10077. 
Waltham  Watch  Co.,  8071,  10677. 
Waring.  Roane,  Jr.,  3893. 
Warren  Fruit  Co.,  Inc..  10541. 
Warshauer  ft  Franck.  Inc.,  5794. 
Warshaw,  Arthur,  and  Jules  J.,  8800. 
W<ishlngton  Training  Institute,  6031. 
Wasserman,  George,  5983. 
Watt,  Raymond  F  ,  5900. 
Waugh,  A.  G.,  Co.,  5656. 
Waugh,  Ethel.  5656. 
Weber,  A.  C,  ft  Co  ,  Inc  ,  6381. 
Weber,  Albert  C  ,  6381. 
Welger,  Jack,  946. 
Welngarten,  Sidney.  5605. 
WeUman.  Bfarcus.  12577. 
Welth.  Russell,  8587 
Weltzner,  Adolph,  7393. 
Wells,  Lee  Albert,  6751. 
Wen-Mac  Corp  .  10451. 
Weona  Food  Stores,  Inc.,  8587. 
Werllng,  Clarence  M.,  8421. 
Wesco  ProducU  Co..  Inc.,  8589. 
Wesley.  Newton  K  ,  6953. 
Westerman,  David  and  Joel,  5258. 
Westerman  Manufacturing  Co..  Inc.,  6358, 
Western  Flavor  Seal  Co.,  8917. 
Western  Fmlt  Growers  Sales  Co.,  10308. 
Western  States  Claim  Adjusters,  8631. 
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Federal  Trado  Commistion     ConHiHiod  '^c* 

PROHISITEO  TIAM  PIACTICB,  OMSI  AND  MMfr  flOTI     Cl8 
Westlnghouaa  Sleetrtc  Corp..  50M. 
Weston,  Alan,  8687. 
West- Ward.  Inc.,  7090. 
White  Stag  Manufacturing  Co..  68M. 

White  villa  Grocers,  Inc..  8»87.  * 

Whitehead.  Arthur  L..  10309. 
Wlcentowskl.  Sidney.  7430. 
Wiener,  Benjamin  and  Harry,  76S4. 
Wlesenthal.  Jerry.  13748. 
Wlesenthal  ft  Schneldcrman,  Inc..  laTtt. 
Williams  Press.  Inc.,  8880. 
Wilson.  Cecil.  10164. 
Wlndhelm.  Leonard.  6704. 
Winkler.  Adolph.  Milton,  and  Warren.  lOMA. 
Winkler  Watch  Co.,  10440. 
Winter  Garden  Sales  Oo.,  Inc..  3124. 
Wlnthrop  Laboratories,  10641. 
Wlrgln,  Max  and  WoU,  84S4. 
Wise,  Kdward  F.  and  John,  0087. 
Wolf,  Al  B..  6057. 
Wolfson.  Michael.  10804.       I 
Wolk.  Jacob.  3086. 

Wolverine  Supply  and  Manufacturing  Ck>.,  lOtfl. 
Wood,  Madle  ■..  6060. 
Wood  ft  Sellck  Coconut  Co.,  Inc..  lOO.- 
Wood  Tire  ft  Supply  Co.,  8060. 
Woolwlne,  Claude  I.,  3613.  10461. 
Wormser,  Gerald  M.  and  Jack  C.  TOSS. 
Wormser'B  of  Lafayette.  7083.  ^ 

Yakima  Fmlt  ft  Cold  Storage  Co..  00. 
York  Pen  Corp.,  3896. 
Young,  Jack,  8038. 

Young  Men's  Shop  of  Wsshlhgton.  Jne.,  9684. 
Youngstown,  Grape  Dlstributotm,  8098. 
Youngstown  Homes.  Inc..  3849. 
Your  Income  Tax  Records.  Inc..  11009. 
Zaoharius,  Walter.  9338. 
Zaldler.  Harry.  10304.  | 

Zeler.  John  M..  6984. 
Zenith  Laboratories.  Inc.,  76S4. 
Zenith  Publishing  Corp  .  8806. 
Zlegler.  Gunther  F..  1015S. 
Zlnk.  Howard.  Corp..  8431. 
Zlnk.  Jack.  Norbert  and  Warren,  8491. 
Zuckerman,  Nathan.  4001. 
Zwelban.  Kthel  and  Herman.  10306. 

Feed  Grain:  ^ 

DROUTH  AREAS.  transporUtion  to.  at  redueed  ntos-.  7512, 

7813.  8149.  8567.  8603.  87U.  SSM,  SMI.  8982. 

9193.  9236.  9295.  9489.  9490.  0638.  9086.  10059. 

10139,  10236.  10378.  10779.  11384.  13487.  12785 

EMERGENCY  LIVESTOCK  FEED  FROORAM 820. 

1408.9909 
REGULATIONS: 

1961 _ 6774.10577 

1962 146.155.441.457.609. 

2307,  5329,  5469.  6187.  6774.  7434.  10S77.  13671 

Fellowships; 

METEOROLOGY,  type  of  f ellotrohlp.  and  qwallflcmttDm-  10886 

NATIONAL  DEFENSE  OaADUATB  FKUiOWSBIPB. 
pix>Kram8  approved  and  fellowships  awarded  alter 
September  22.  1961 ._        47 

PUBLIC  HEALTH  SERVICE  FEUX>W8HIFB;  de- 
pendency allowance,  uniform  aUowanee,  payiiMnt 
to  institution 6387 

Fertilizer: 

Emergency  preparedness  functions  of  Secretarjr  of  Agri- 
culture (Executive  Order  10998) 1524 

Figs,  Dried:  | 

MarketinR.  California 6340 

Filberts: 

Marketing.  Oregon  and  Washington 9520, 

9939. 10705. 12101, 12344, 13376. 13744 

Finland:  , 

MONEY  PAID  US.,  use  under  Mutual  Bdueational  and 
Cultural  Exchange  Act  of  1961  (Ezeeuttre  Order 

11034) 6071 

TRADE  AGREEMENT  (Prodamatkm  3468.  Memoran- 
dum of  June  20,  1962) 4335.5935 
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Fire  Control,  Rural: 

Emergency  preparedness  functions  of  Secretary  of  Ag- 
riculture (Executive  Order  10998) _ 1534 

Fire  Prevention  Week,  1962: 

(Proclamation  3483) ggig 

Firearms: 

INTERSTATE  TRAFFIC  IN,  excise  tax  regulations 6981. 

10041 

POSTAL    REGULATIONS g258 

SURPLUS  MILITARY  RIFLES;  imports,  investigation'  6723 

Fish: 

See  aZ50  Fishing. 

COD,  HADDOCK,  etc.,  tariff-rate  quota,  1962 ,__  1295 

FLOUNDER  AND  SOLE  FILLETS,  frozen;  standards..  107, 

2641 

HALIBUT;  Pacific  fisheries,  regulations 3854 

MILITARY  RESERVATIONS,  management,  conserva- 
tion and  harvesting  of  Hah  on 2316 

RECREATIONAL  PURPOSES,  management  for  (&cec- 

utlve  Order  11017) 4141 

TUNA  FISH: 

Canned  tuna,  standard  of  identity 8918 

Eastern  Pacific  Tuna  Fisheries,  proposed  rules 10221 

Tariff-rate  quota  for  1962 3412 

Fish  Flour: 

standard  of  identity;   hearings,  etc 740,4063.4879,5498 

Fish  Hatdiery: 

NATIONAL  FISH  HATCHERIES,  authority  delegation.    1122 
UTAH:  Jones  Hole  National  Fish  Hatchery,  public  lands 

withdrawn  for 8591 

Rsh  and  Wildlife  Service: 

AUTHORITY  DELEGATIONS: 
By  Director,  Commercial  Fisheries  Bureau,  to  certain 

officials;  personnel  administration 1504.5717 

By  Dfa^ctor,  Sport  Fisheries  and  Wildlife  Bureau,  to 
regional  directors  and  certain  officials: 

Contracts  and  purchases 10916 

Nationsa  fish  hatcheries;  exchange  of  fish  mm  flijh 

eggs ^ 1122 

Reciprocal  agreements  and  emergency  «*«<Tf;ain^ 2386^ 


Testimony  of  employeoi  in  Judicial  or  admEl^a^ 


9184 


tive  proceedings  of  Government- 
Prom  Secretary  of  Interior  to  Director  of  Commerdbi 
Fisheries  Bureau;  processing  and  sale  of  Ala4» 

fur   sealskins 0794 

CEASE  AND  DESIST  ORDERS  issued  by  Oovemmait! 

procedure 3742. 13580. 12679 

COMMERCIAL  FISHERIES : 

U)an  fund  procedures 4517  0334 

Processed  fishery  products: 
Approved  identification;  removal  (tf  labels  bearing 

Inspection  mailcs,  processor's  accountability 1771, 

5506 

mspection  services;  fees  and  charges 3156.4780 

Standard3,  frosen  fiounder  and  sole  fillets  107  3641 

EAGLES,  pr(4X>sed  rules "        12138 

FiSUEKY  MARKETING  COOPERATIVEB.  Issuance  of 

cease  and  desist  orders  by  Government.  8742. 12580. 12679 

HUNTING  AND  POSSESSION  OF  WnJXJFE: 
Areas  open  or  closed  to  hunting  and  fishing.    See 
%  under  Wildlife  reiuges. 

Bald  and  golden  eagles;  proposed  rule 12138 

Migratory  birds: 

DeflniUons,  "iake"  and  "sinkbox" 4153.5505 

HunUng  methods,  permitted  and  prohibited...  4153. 5505 
Importations  from  Canada.  Mexico,  or  other  for- 
eign country : 4153.5505.9138 

Permits;  proposed  rules,  hearings 1174 

Restrictions 4153, 5505 

Seasons,  limits,  etc 4153.5505.7640,9138 

State  laws 4153.5505 

INSIGNIA.  OFFICIAL;   Sport  Fisheries  and  WUdUfe 

Bureau ^ 9926 

MIGRATORY  BIRDS.    See  Hunting  and  possession  of 
wUdlife. 

PRIBILOF  ISLANDS,  administration;  landing  and  vme 

of  liquor,  deletion  of  restriction 1430 

PROCESSED  FISHERY  PRODUCTS.    See  under  Com- 
mercial fisheries. 

RECORDS,  non-Federal;  retention  requlronents 3043 


C2 
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Rdl  ond  Wildlif*  Service — ContiniMd 

RESEABCTH.  vUdUte;  PaUuuni  Rcwarch  Ctntar.  hunt- 
ing and  sport  flahtng— — J«64,4281 

TUNA    FI8HERIB8,    EASTERN    PACIFIC;     proposed 

rules:  

Tuna  Imports,  rastrictluis ICMl 

YeUowfln  tuna ^ 10231 

WILDLIFE  REFUGES.  NATlONitL: 
See  alto  Buntbif  and  possession  M  wiklUfe. 
Areas  closed  to  hunting:  \ 

Lout^ana;  Sabine -A «3«4.»ftl8 

Ifsssarhiisffts;  Parker »24 

Vermont:  Mlsslsquoi «  •?? 

Virginia;  Back  Bay 104.858 

Areas  open  to  hunting  or  sport  fishing : 

Alabama;  Wheckr.  hunting 

AlaAa: 
Himtlng:  „,^,  -_,,  ___. 

Almntimn  T«T«n/t«  7M3.  8738,  90C4 

Arctic  _- 7643.  7«44, 8738 

Be^  sea •»•« 

gSSf  !^!^::::::::::::::::::::-TSi.  SX  JS 

SSd  7644.  7M5, 8739 

Kodlak" 7844.  78a.  8740 

SSrii - 7845.8740 

Sport  fishing:  ...^ 

Aleutian  Islands »»* 

Arctic      "•• 

Bering  Sea JJJJ 

Clarence  Rhode.- J??Y 

5400 

MOO 

"I"I"I MOO 

Nunlvak — **^^ 

ArlBona: 

Hunting:  ^^^ 

»TjsaL.ke JJ04 

imperial  — ^ ^^ 
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KOfa  Osma  Range. 
Sport  fishing: 

Haarasu  Lake 

Bnperlal 


308. 12756 
sot.  12755 


9104 


Buntlngt 

^«S'£^:::::::::":::::::::::::::::"«o4.fii)5 

_WMt»  torn -- - -    "" 

CaSfomla: 

^IStaw ■'987. 10258. 10297. 11405 

Havasu  Lake JJJJ 

iJSSdT-Z: M53. 10258. 10297 


JMh  and  >MUdMe  SmiM— CofitiniMd 

WILDLIFE  RXFOOES.  NATIONAL— Continued 
Areas  open  to  himthiK  or  sport  fishing — Continued 
Georgia — Continued 
Sport  fishing: 

Blackbeard    Island 896 

Okefenokee 558 

Piedmont 558 

Idaho: 
Hunting: 

Camas 9329.9893 

Deer  Flat 8922.9105.9893 

Snake  River 9105 

Sport  fishing: 

Deer  Flat 3515 

Minidoka 3555 

Illinois: 
Hunting: 

Chautauqua * 8*08 

Crab    Orchard 8740.9608.10892 

Mark  Twain 8450.9608 

Upper  Mississippi 9606.9725.9774 

Sport  fishing;  Crab  Orchard 3995.8035 

Iowa: 

Hunting:  _  ^ 

De  Soto 11319 

Mark   Twain M08 

Upper   Mississippi 9609.9726.9774 

Sport  fishing: 

De   Soto 3919 

Union  Slough 4351 

Kansas:  Klrwin: 

Hunting   .— 9567. 9605 

Sport  fishing... 309,12756 

Kentucky;  Kentucky  Woodlands: 

.    Hunting 1172.8120.8049.8960 

Sport  fishing.. 1900.2838 

Louisiana ;  sport  fishing : 

Lacasslne 8W 

Sabine *72 

Maine:  Moosehom.  hunting 8923 

Michigan;  Seney: 

Hunting   j*w* 

Sport  fishing 3739 

Minnesota: 
Hunting: 

Agassis 10834 

Rice   Lake 10834 

Tamarac 9609.9775.10834 

Upper   Mississippi 9609.9725,9774 

Sport  fishing;  Rice  Lake _ 3997 


Modoc 


9892 


Salton        .—IV. 16111,11465 

gSSV 8m.i02a«,i02S7 

TtOe  Lake ••18,9892 

Sport  ftshlng:  .^^ 

Colusa "i      "S 

Havasu  Lake 2J' l?J« 

Imoertal 368.  m55 

J£5Sc    ... 949,  a76t.  3258 

^^^S^'^.'!.''.^'*: ........  9482,9605 

Sportflat^ng **•■  1J25S 

Delaware;  Bombay, hunting... 8922 

Florida: 

HwtilBg:  .f^f.^ 

Chassahowltaka 10^03 

T^wmt*Atfium> 10703 

iTiZuS!! --  010*. »io5 

Sport  llBhlns: 

Loxahatchee  ,- fOJJ 

Si.  Marks ^0^2 

Georgia: 


Blackbeard  Island JJIJ 

8673 


Bnatli^: 

Itawtoae- , 8950.  9951 

Yaxoo    . ••*• 

Sport  fishing;  Noxubee -  *'^2 

Missouri: 

Mark  Twain OflO 

Swan  Lake 0610 

•  Sport  fishing: 

Mingo  r—  ilil 

Squaw  Creek 3808 

2248 


9893 

11319 

.9894 

9894 


Montana: 
Hunting: 

Bowdoln ----_ "-- 

Fort  Ffeck T8W,  9657.  9854 

Medicine  Lake 0*50 

Red  Rock  Lakes 
Sport  fishing: 

Fort  Peck 

Medicine  Lake 

Ninepipe 

Pablo 

Pishkun 

Red  Rock  Lakes 

Willow   Creek. 
Nebraska 

Hunting.  De  Soto 
Sport  filling 

De   Soto _ 

Talentlne 1^7. 
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Fish  and  Wildlife  Service— ConHnued 

WILDLIFE  REFUGES,  WATTnilATi    OmUmnwl 
Areas  (^)en  to  hunting  or  sport  flrtilng    Pfmtinwid 
Nevada:  ■ 

Hunting:  ' 

Charles  Sheldon  Antek^e  Range tlTT.SSSO 

Desert  Game  Range . 8177 

FaUon_ sMS.  9895 

Ruby  Lake 9395 

StUlwater t024, 9895 

Sport  fishing: 

Charles  Sheldon  Antek^w  Range 309 

Desert  Game  Range 310 

Ruby  Lake ^ 310 

Stillwater ^ 310 

New  Jersey;  BrlganUne,  hunting II    9606 

New  Mexico: 

Hunting:  | 

Bitter  Lake 1 :  9606.9989 

Burford  Lake 9606 

San  Andres 7500 

Sport  fishing: 

Bitter  Lake 816. 12754 

Boeque  del  Apache sio,  12755 

New  York:  Mcmtesuma.  hunting ; 8923 

North  Carolina:  ' 

Hunting:  Mattamuskeet 10703 

Sport  fishing: 

Mackay  Island;  proposed  rule - 12582 

Mattamuskeet 3630 

North  Dakota: 
Hunting: 

Arrowwood : 9990 

Des  Lacs 9990 

Long  Lake 9990 

Lostwood 9990 

Lower   Sourls 9M1.9610 

Slade  -. 9991 

Snake  Creek 9991 

Tewaukon 9991, 10543 

Upper    Sourls 9992 

Sport  fishing: 

Arrowwood , 3994. 12619 

I*ke  no 8994. 12619 

Long  Lake 9994. 12620 

Ixjwer    Sourls 9996. 12620 

Tewaukon    3995, 12620 

Upper    Sourls 9996. 12620 

Oklahoma:  » 

Hunting;    Tishomingo 9483.9606,12060 

Sport  fishing: 

Salt  Plains 811.12757 

Tishomingo  811.12757 

Washita 1901. 3901. 9258. 12758 

Wichita  Mountains 811. 12758 

Oregon: 
Hunting: 

Cold  Springs 9895 

Hart    Mountain 7885 

Klamath  Forest 9896 

Lower  Klamath 9917.9892 

Malheur  7998.9611.9806 

McKay  Creek 9896 

Sport  fishing:         ,  { 

Cold    Springs 3258 

Hart    Mountain 8292 

Klamath  Forest. 4867.9769,6389 

Malheur 3393 

McKay  Creek 3293 

Uw>er  Klamath 8800 

South  Carolina:  4 

Hunting,  Cape  Romain 8317 

Sport  fishing: 

Cape  Romain :. 4029 

Carolina  SandhlUs 1072 

Santee 897 

Savannah  ..^.^ 897 

South  Dakota: 
Hunting: 

Lacreek    9910.9817 

Sand  Lake 10649. 10834 

Waubay   10884 

Sport  fishing: 

Lacreek 3898 

Sand  Lake , . 3997 


Fish  and  Wildlife  Service— Continued 

WaoUFE  RBPUGBS.  NATIONAL— Continued 
Ar^M  <H>en  to  hunting  or  sport  fishing— Contlnned 
Tennessee: 

Hunting;  Reelfoot _    9130 

Sport  fidilng: 

Lake  Isom , 399 

Reelfoot 896. 10458 

Texas;  sport  fishing: 

Buffalo  Lake _ 558. 12765 

Hagerman _„ 313.12756 

Muleshoe  __ 812. 127R6 

Utah: 
Hunting: 

Bear    River 9607. 12754 

Fish  Springs 9597 

Sport    fishing;     Bear    River    Migratory    Bird 

Refuge    , 313 

Vermont;  Mlsslsquoi,  hunting- 9607 

Virginia;  Mackay  Island,  sport  fishing,  proposed 

rule   i 12582 

Washington: 
Hunting: 

Columbia  9330.9817.9697 

Little  Pend  Oreille _    9330 

Wlllapa 9381.9897 

Sport  fishing: 

Colimibla  8555 

Little  Pend  Oreille 3536 

McNary 3556 

Wisconsin: 
Hunting: 

Horlcon 9610. 1080S 

Necedah  8993 

Upper  Mississippi _.  9609.9736,9774 

Sport  fishing: 

Horlcon    __ _ 8906. 11962 

Necedah 5540 

Wyoming: 

Himting;    Pathfinder 7500 

Sport  fishing: 

National  Elk  Refuge 812. 12757 

Pathfinder 813. 1419, 12757 

Rsheries  Advisoiy  Committee,  American: 

Objectives,  responsibilities.  poUcies.  etc 188 

Fishery  Commission,  Great  Lokes: 

Privileged  international  organization  (Executive  Order 

•  11059)   10405 

Fisheiy  Marketing  Cooperatives: 

Issuance  of  cease  and  desist  orders  by  Government 9743, 

12680.  12679 

Rshing: 

COMMERCIAL  FISHING,  i4>Pllcability  of  Fair  Labor 

Standards  Act  provisions 1264 

FISHING  STRUCTURES  in  Chesapeake  Bay.  construc- 
tion and  maintenance 6929,7434 

SPORT  FISHING: 
In  certain  reservoir  areas.    See  Engineers  Corps. 
In    certain    wildlife    refuge    areas.    See    Fish    and 

Wildlife  Service. 
In  waters  of  national  parks  and  mcmuments.    See 
National  Park  Service. 

Flag  Day,  1962: 

(Proclamation  3478) ^^ 5529 

Flag  of  tlie  United  States: 

Display  at  half-staff  upon  death  of  Mrs.  Anna  Eleanw 

Roosevelt  (Executive  Order  11061) 10927 

Flax: 

Crop  insiu'ance:  '~ 

1962  crop 3188 

1963  crop _'_ 6367,12699,12702 

Haxseed: 

FUTURE  DELIVERY,  limits  oa  positions  and  daily 

trading  6676,12366 

LOAN  AND  PURCHASE  AGREEMBIT  PROGRAMS: 

1961  crop __  96, 568, 1407, 1962 

1962  crop 6468,9714 

PRICE  SUPPORT,  1962  crop - 4411 
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PX7RCHASE  - _-__ . _^, 

WAREHOOBB  9XORAOB»  untt  9rteM M05 

Right   InspMfion   of  Air   Novigotioii   Fodl- 

•     itiM: 

Antboriky  raapMttng  tnuncftr  of  functions  (SxoeuUve 

CMtar  1W47) M«5 

Rood  Control: 

BNOnanDEiS  CGBFB  regulations.  Twltchell  Dam  and 

Wwiinnli     California 2177 

WITHDRAWAL  OF  LANDS: 

New  Mexico- 2800 

Itath  DakoU r r    *^® 

i^ur: 

KZPORT  PROGRAM: 

Gash  payment  (aRr-34«) 1753. 48«3. 10351 

Deflattion  of  Vice  President.   Foreign  Agricultural 

Service   809 

FISH  FLOUR,  standard  of  IdenUty;  hearings,  etc 740. 

4083.  4879.  5498 
nffORTB.  Shmurah  wheat  flour  (Proclamation  3448)  _  1068 
WHEAT  FLOUR,  standard  of  idenUty.  optional  ingre- 

dlMti    r784.8951 

l^ood: 

Boacrgeney  preparedness  functions    (Bzecutire   Order 

10998.  1M»1.  11961> 1524.1534.9683 

Food  Additives: 

See  Food  and  Drug  Administration. 

Food  ond  Drug  Administration: 
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Color.    See  Color  additives. 
Food.    #ee  Food  additives. 
MACENTARY  PASTES,  macaroni  and  noodle  prod- 
ucts,    enriched     vegetable;     identity     standards. 

opUonal  ingredients 1317.3197 

ANEMIA,    pernicious,    preparations    for     treatment; 
statement  of  policy  and  interpretation,  proposed 

nde 1500 

ANTIBIOTICS.     See  Drugs. 

BACITRACIN;  roles  proposed  or  adopted:  __ 

Certiflcatlon    1432. 1759. 4835.  MB9.  6880. 10680. 13207 

Fted  additives,  animal  and  poultry  feed  containing 
bacitracin.     See  tmder  Food  additives. 

Tests  and  methods  of  assay 819.838. 

1421.  3363.  5499.  6883.  8463,  10353,  11353.  13063 
BEVERAGES,   carbonated,   nonalcoholic,  label   state- 
ment of   Ingredients;   termination   of   exemption, 

extension  of  effective  date 4623 

BREAD,  white,  and  rolls,  standards  of  identity;   op- 
tional ingredients: 

L-cystdne   131" 

Lecithin,  certain  glycerides,  etc.  in  shortening 338 

CHEESES,  cheese  foods,  etc..  deflnltions  and  standards 
of  Identity: 
Cheddar,  washed  curd,  colby,  granular,  and  Swiss 
cheese:  hydrogen  peroxide  and  catalase.  optioni^ 

ingredients -    3005 

Cold-pack  cheese  food;  optional  ingredients,  proposed 

ndes  9332 

Cottage  cheese;  proposed  riiles., 1173 

Deviation  from  identity  standards,  for  market  test- 
ing   368.11678 

Label  statement  of  optional  Ingredients. ._  588,  3254,  5429 

Edam;  optional  ingredients,  proposed  rule 9625 

Gouda;  opUonal  Ingredients,  proposed  rule_ 9625 

Muenster  cheese  for  manufacturing..  3612.5985.6231.8307 
Pasteurized  process  cheese  spread;  optional  ingredi- 
ent, proposed  rule 8832 

Swiss,  blue,  and  certain  Italian  cheeses : 

Artificial  coloring  and  bleaching 399 

Optional  ingredients 3005 

CHLORAMPHENICOL;  rules  proposed  or  adopted : 

Certification 1422.3920.5499.6892.9889.10680,13199 

Tests  and  methods  of  assay 619, 1421.  2362. 3920. 

4915.  5499.  6822.  6882,  8453.  10253.  11353.  13058 

CHLORTKTRACTCLINE;  rules  proposed  or  adopted: 

C^rtiflcatkm       622.  1318.  1422.  3442.  3625.  3851 . 

5430    5499,  6497,  6890.  6893.  8829.  9722.  10680. 
10887.  11345,  11801.  11946.  12126.  12480.  13167 


Food  and  Dnig  AdmlnislialioM — Continood 

CHLORTETRACTGLZNE;  rvtas  prqpcsad  or  adoptad— 
Continued  ^    ^ 

Food  additives,  medicated  animal  and  poultry  feed. 

See  under  Food  additives, 
naliteiracycline;    name  ehan^sd  from  pyrroUdtno- 

methyl  tetracycline — 1322.  3851 

Tests  and  methods  of  assay 819, 1322. 

1421.  3362.  3442,  3851,  5499.  6882.  6893,  8453, 

8829,   9722.    10253,    11353.    11801.    11944,   13041 

COCOA  beans,  moldy  and  Insect-  infested;  tolerances..    6878 

COLOR  ADDITIVES: 

^-apo-8'-carotenal  in  food  or  beverage,  proposed  rule.    8627 

Color  certifications;  certain  deletions... 9257 

D*C  Green  No.  6 6666.  12828 

Extracts,  certain,  petition  proposing  regulation  for 

safe  lise  as  color  for  food  and  drugs 6631 

Iron  oxide  as  color  for  ingested  and  topically  applied 

dn«s 5570 

Provisional  lists,  certain,  for  food,  and  drug  use 5953 

Seed  food,  treated;  color  for  Identification,  proposed 

rule  10494.12412 

CORN  GRITS,  enriched,  deviation  from  identity  stand- 
ard for  market  testing;  rinse-resistance  require- 
ments        ffi 

CORN  MEAL,  enriched,  standards  of  identity 618 

CRANBERRIES  and  products,  special  labeling  for  1958 

and  1959  crops;  revoked 12092 

DEFINITIONS  AND  STANDARDS  FOR  POOD: 
See  also  iveciAc  foods. 

General  regulations 11255 

DIETARY  POODS: 

Food  addlUves 1252,1728.3469.4032.4428.4915.7676 

Labeling  statements;  proposed  rule 5815,8078 

DRESSINGS,  mayozmaise,  French,  and  salad;   devia- 
tion from  identity  standards  for  market  testing, 
f^hipn'  dlsodium  EDTA  as  preservative—.  368, 3814. 5455 
DRUGS: 
See  also  svecific  drugs. 

Antibiotic  and  antibiotic-containing  dnigs 13001 

Drug  amendments  of  1962,  drugs  affected  by 10917 

Pood  additives,  animal  and  poultry  feed.    See  under 
Ptxxl  additives.  beZoio. 

Oenoal  regulations  for  certification 13069 

Animal  feed  containing  antibiotics 2314. 

2734,  2800,   3199.   3625.  4420,  5430.  6954,  8073. 
8308.  8676.  9596.  10452.  10680, 11345. 
Chicken  feed  containing  antibiotics.  7373,10680.11547 

Deflnltions  and  interpretations 827, 

945.  1323.  3851. 5740 

Effective  date  on  label,  single  dose  ccmtainer 10680 

Investigational  use,  exemption  conditions,  pro- 
posed rules 7990,8744 

Laboratory  diagnosis  of  disease 13221 

Antibiotic    dehydrated    medla-trlphenyltetraaol- 

lum  chloride  sensitivity  discs 5740.5741.6546 

Antibiotic  sensitivity  discs : 

Certiflcatlon  procedure 828,946.3883,10484 

Tests  and  methods  of  assay 828. 

945.4624.4769.10484 

Sterility   test  methods   and  procediires.  prt^iosed 

rule  ^880 

Veterinary   use.   in   treatment   of   milk-producing 
Euiimals : 
Manufacturers  and  labelers,  notice;  cross  refer- 
ence   10452 

Over-the-counter    sale,    warning    and    caution 
statements;     recommended     and     required 

labeling 10*^2 

Habit-forming  drugs;  certain  exemptions  from  pre- 

,  scrtptlon  and  labeling  requirements 2798.2799 

Insuim.  certiflcatlon  of  batches 3513 

Labeling  requirements,  drugs  and  devices,  prescription 
and  veterinary: 

Directions  for  use;  proposed  rules **os 

Exemption  from  certain  labeling  requirements 1317. 

1490,  5428 

New  drugs: 

Exempt     from     prescription-dispensing     require- 
ments; proposed  rules: 
Anthelmintic     preparations     containing    piper- 

aztne:  denied 3693 

Dextromethorphan   hydrobromlde   preparations, 

dosage  limitations  change 4938 
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Food  and  Drag  A^fcniiilHniilow     Cuiilliimd 

DRUGS— Contiaued 
New  drugs — Oontlnuad 
InvesUgattooal  on,  •■■Tiirllwi  oondMoDt;  pnpoted 

rule , 7990 

Organizational  unlta,  umbm  efaangM 1797 

Over-the-counter  sides,  waralnti  on  dnm  nd'de^ 
vices  for: 
Human  use,  InterpretaUva  rtatMaent;  waraingi  re- 
quired by  law 2799 

Preparations  for  minor  sore  throat ZI    ~"    4418 

Veterinary   use;    reoommaided  and  requirad   laZ 

„  ,       f»"a« 10452 

Potassium  permangaaate  prmantiODs  at  preaeription 

drugs,  labeling;  policy  statement 1009 

EGG  YOLKS,  dried,  deviation  tram  Identity  standards: 

temporary  permit  for  market  tMttaig 3894 

ENFORCEMENT  RBQULATIONS: 
Drugs  and  devices: 

Directions  lor  use;  proposed  rules 4482 

Habit-forming  drugs,  certain  exemptions  from  pre- 
scription and  labeling  requirements 2798, 2799 

Prescription  and  veterinary  dnigsi  i^h^ywg  reqaii«- 
ment  exemptions  where  use  is  oommonly  Known 

to  practitioners 1317.1490,5428 

Food  labeling : 

Exemption  from  declaration  of  markers :.        3882 

Requirements:  redesignation 11255 

Imports,  inadmissible,  relabeling  and  reoondittoning~ 

fees  of  analysts  or  supervlslnc  offieecs 6753 

PISH,  tuna,  canned;  standard  of  Identitar.  labeling  8918 

PISH  FLOUR,  standard  of  identity;  taearinc III     740. 

4063  4879   5498 
FLOUR,  standards  Of  identity,  label  statement  of  op- 
tlonal  ingredient,  acodicarbonamlde.  for  aging  and 

bleaching 6784.8951 

POOD  ADDITIVES,  speclflc  tolerances  for  listed  chemi- 
cals in  animal  feed,  certain  foods,  food  proeesAng 
and  packaging;  rules  proposed  or  adopted: 
Animal  or  poultry  feed  or  supplements: 
Animal  feed: 

AmproUum    6335,7683.8073.8496,8497,9596 

Antibiotics  for  growth  promotion  and  feed  effi- 
ciency  2015, 3733, 8073, 8309, 9596, 11999 

Bacitracin  combinations 3858  8072 

8073,  8210.  8308,  8309,  8674,  8953,  9596.  'll999 

Calcium  silicate 3551 

Chlortetracydine 985,  3314,  2934~  8320.V5~9~6.  9625, 

9626.   9727,   11311.   11345.   11430,   11800,   11999 

Choline  xanthate 7682  11257 

Colloidal  silicon  dioxide ; '     943 

0,0-Dlethyl    5-2- (ethylthio)  ethyl   phosi^Kmdi- 

thloate 4631,7373 

Diethylcarbamazine 11877 

Diethylstilbestrol 12222 

0,0-Dlmethyl  5-4-oxo-1.2,3-benxotrlasln-3(4£)- 

ytaiethyl  phosphorodlthlote:. 6631 

EtWon  1431^4419 

Ethyl  alcohol  containing  denaturanta.         _  948 

Exfoliated  hydroblotlte "~I_~Z    3632 

Ferrous  fimierate 12222 

Hygromydn  B 45ri624.~7375, 8072 

Llgnln   sulfonates 3391, 8423 

Malathlon 3441, 4813,' 4914 

585. 
825 


Methyl  esters  of  higher  fatty  acids;  eonvctions.. 
Polyoxyethylene  glycol  (400)  mono,  and  dloleate. 


4843. 
11799 
Polysorbate  80  or  60  (polyoxyethylene  (30)  ambl- 

tan  monostearate) ._ 6754,11414 

Poljrvlnylldene  chloride 5902 

Ronnel 42^9, 8073. 11639 

Silicon  dioxide 1 '_ 4914 

Thiabendazole  (2-(4'-thlaaolyl)-beateiUtaaoie)I  11675 

Tylosin 45.3355.6337. 13838 

Virginiamycin 7g§a,  19399 

Vitamin  and  mineral  preparations: 

Ethyl  cellulose 14,4914 

Iron  choline  citrate  dKlate I__  '3645 

Silica  gel 4428 

Zoalene .  8072. 8210 

Birds;  psittacine  birds,  medicated  feed  for  poltta- 

cosls   treatment * 985 

86000—63 e 


Food  ai|d  Drug  Admiwisliutiun — Confinuod       ^^ 

FOOD  AOtnnvffi.  wettSc  toleranees  for  listed  cherai. 
caiB  in  an&mal  feed^  certain  foods,  food  processing 
and  packaging;  rules  pioposed  or  adopted— Con. 
Animal  or  poultry  feed  or  snpptements— Contlzraad 
Pet  food  (dogs,  eats) : 

DDT,  TDE  (DDD) 2895 

Diethylcarbamazine  ~~    2802 

Exfoliated  hydrobiotite 1 agaa 

Poultry  feed; 

AmproUum 2291, 2791, 2799, 

3199.  3469,  3882,  4253,  9596,  10260.  10680,  11312 

Bacitracin  CMnbinations 14  2291 

^w,     .     2791,  2799,  8072.  8073.  83o"9.  8675r8953.'  9596 
Chlortetracycline 2314 

r.w  ,,  *-^  V  ^     ^    4631,  7682.  9596, 11310;  11647^13409 

Exfoliated  hydrobiotite 5976 

Hygromycin  B 46.  2934.  3624.  7373,"9483, 13409 

?'£??!;*?*SV— -IT— r "52. 11414. 11877 

3-Nita-o-4-hydroxyphenylar8onic  acid... 11323 

Novobiocin 3959 

Nystatin  and  antibiotic  comt^ationslir  12139 

Oleandomycin 10123 

Oxytetracycllne ......".""WoW  10133 

Penicillin 14,  2391,  3840,  3199.  9596 

Reserpine ^_  _  2953 

2291,  2314,  2573,  2802. 442074740. 11309 

Tylosin 3255    5998.  19454 

Zoalene 588, 1421,  2015,  2313,  3199, 4599,  8072,  8953, 

10123.  10301,  10586.  11310.  11546,  11760,12616 
Deflnltions,  procedxual  and  interpretative  regulations: 
Further  extension  of  effective  date  of  statute  for  certain 
food  additives: 

Direct   additives 834 

943,  3361,  3623,  5429,  5739,  6496.~C»23.  6710.' 
6711,  6876, 8422. 9888,  12475, 12895, 

Indirect  additives 499 

824,  944.  2361.  3440.  5429.  6623, ~6625,  671o! 
6711.  6712.  6713,  6876.  6877,  6928,  8423.  8589. 
8590,    8673,    9889,    10040,    12477,    12674.    12902 

Standardized  foods  containing  additives 11257 

Himum  consimiption: 

Acetylated  monoglycerldes *  7999  19949 

Apple  pomace,  dried;  2.3-p-dioxanedithiol-5,5,-bis' 

(O.O-diethyl  phosphorodlthiotate) 834.4740 

Ascorbic  acid,  capsule  coatings ;  terpene  resin.-    __    3513 

BHA . 2568,  3883,  6940.  8424.  8496.  9567, 11640 

BHT 2568.  3883.  8496. 9567. 11640 

Bacitracin  combinations 2334. 8309 

Beverages: 
Beer: 

Cobalt  in  fermented  malt  beverages 4032 

Hop  extract,  modified 3199 

Canned,  carbonated  soft  drinks: 

Calcium  disodlum  EDTA 6390, 11344 

Methyl  salicylate 9521, 10705 

Quinine _ 2456 

Boiler  water  additives 6232. 11239 

Cake,  candy,  etc. : 

Methyl  sallc:^te 9531, 10705 

Rice  bran  wax 4631.9597.9773 

calcium  dlsodium  EDTA 1362,3197,6390,7718.11344 

Calcium  lignosulfonate.  on  bananas 5510, 11344 

Calcium  silicate 3591 

Castor  oil 3983 

Chewing  gmn: 

Masticatory  substances 1362. 4419,  5258 

Methyl    salicylate 9521, 10705 

Petroleum  waxes 10123 

Polyvinyl  acetate 2573 

Rice  bran  wax 4631.9597,9772 

Chicken ;  antibiotic  residues  in.    See  Meat. 
Chlortetracycline.  948, 2314,  2734, 8320, 11415, 11441, 11800 

Cocoa;  hydrogen  cyanide 395     , 

Combustion  product  gas..  14. 2608, 4014, 4843, 4887, 12410 

Dehydroacetic  acid 6496 

Dlat(»naceous   silica 356I 

Diethyl  pyrocarbonate 948 

Dlsodium  EDTA 883, 2016, 8320, 8434. 11257 

Disodlum  guanylate 9409. 12829 

Dlsodium  Inoslnate 748,6497 

Eggs;  antibiotic  residues 2314,2734.3802,8309 

Fats  and  fatty  acids 825,7990,8330.11343 

Rour.   white,   whole   wheat,   etc.;    aaodiearlwna- 

mlde   6784.8951 


€€ 
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POOD  ADDmvXS.  veelile  tolerancw  for  listed  etacml- 
.  cais  In  animal  f ead.  oertaln  fooda.  food  procearing 

and  packaging;  rules  propoaed  or  adopted— Coo. 
Htinum  consumption — Continued 
Prosen  deaserts.  Ice  cream;  methyl  salicylate-.  9521. 10705 
Fruits: 
Dried: 

Ethyl   formate— --  6843.8308 

Inorganic  bromide  residues,  tolerances 4521 

Sorbitol- - — 1728,    11995 

Presh  fruits  or  vegetables: 

Combustion  product  gas 14. 

2608. 4014. 4843.  4887.  12410 

Morpholine.L 7457.  11779 

Rice  bran  wax 4631.  9597.  9772 

Olaceed    fruit;    BHA    (butylated    hydroxyanl- 

SOle) 6940,  8424 

Jams  and  marmalade,  nonstandardized ;  zylltol..     5098 

Puraltadon^ 8307 

Orain;  nickel  sulfate  (Ni) 5510 

Imxganic   bromide 4521 

Iron-carbohydrate  chelate  complex 3469 

Meat,  antibiotic  residues  In  edible  tissues: 

Bacitracin  cmnbinations 2734.8309 

Chlortetracycline   948. 

2314.     2734.     8320,     9626.     11415.     11431. 11800 

Nihydrasone 11415.  11877 

Penicillin   2734 

Sulfamethazine 11431 

Zoalene 11547 

Meat-curing    prepcurations ;    sodium    nitrate    and 

sodium    nitrite 2090.5430 

Methyl  chloride 4623 

Methyl  saUcyUte 9521.10705 

Morpholine 7457.  11799 

Neomycin 11800 

Nihydrasone 11415,  11877 

Oil.  peppermint  and  spearmint;  DDT  resi- 
dues   6049.    8589 

D-Pantothenamide;  nutrient 5989 

Paraformaldehyde,  in  maple  sirup 531. 1554 

Petroleum  waxes 10123 

Polyoxyethylene  (20)  sorbitan  tristearate 3441 

Polysorbate  60 3441 

Polysorbate   80 1252.4032.5875.6496,7676 

Potassium  Iodide 6232 

Quinine   2456 

Radiation  gamma 8214.9822 

Rice  bran  wax 4631.9597.9772 

Saccharomyces  fragilis  yeast,  dried 7990.12776 

Sassafras,  safrole-free  extract  of 9449 

Silica  gel 4428 

Silicon  dioxide 2573.4915 

Sodiiun    nitrate 2090.5430 

Sodium  nitrite 2090,5430 

Sorbitan  monostearate 3441 

Sorbitol 1728,11995 

Sperm  oil,  hydrogenated 10118 

Starch-modifled,    food 222.4430.8321 

Stearyl  monoglycerldyl  citrate. 2568 

Siigar  beet  extract-flavor  base 5740 

Sugar,  cane,  raw,  and  blackstrap  molasses;  diso- 
dium  cyanodithioimldocarbonate.  ethylene- 
diamine,  and  potassium  JV-methyldithiocarba- 

mate   2291 

Synthetic  glycerin 7719.9072.12913 

Tea.  dried;  tetradifon  residues . 1758 

Tylosin  10453 

Vitamin  preparations;  cmniponents : 

Calcium  silicate 3561 

Castor  oil  coating 3883 

Ethyl  cellulose 14.4915 

Iron  choline  citrate  chelate 2645 

Mannltol    6237 

Nicotlnamlde-ascorblc  add  complex 1728,8307 

Polyethylene  glycol  400 ,.     9072 

Silica  gel 4428 

Silicon  dioxide 4915 

Sorbitol 1728 

Vitamin   Bu.    liquid    preparations,    EDTA    with 

iron  salts 883 

< 


Food  and  Drug  Adminittrcition — Continued       ^*^ 

POOD  ADDmVES.  specific  tolerances  for  listed  chemi- 
cals In  animal  feed,  certain  foods,  food  processing 
and  packaging ;  rulea  proposed  or  adcK>ted — Con. 
Human  consumption — Continued 
Whipped  vegetable  oil  topping;  onulsiflers: 

Polyoxyethylene  (20)  sorbitan  tristearate 3441 

Polysorbate   60 3441 

Sorbitan    monostearate 3441 

Teast: 

Dried,  and  primary  dried 965 

Lactated  mono-  and  diglycerides  of  coconut  oil —     9409 

Saccharomyces  fragilis,  dried 7990,12776 

Yellow    Prussia te    of    soda    (sodium    ferrocyanide 

decahydrate)    8759,8920 

Packaging  or  processing  materials,  containers,  coat- 
ings, paper,  etc.: 

Adheslves    1219,2158.2934,3930, 

4428,  4812.  5510,  5875,  7375,  7635,  8214.  8321. 
8452.  8627.  9409,  9625.  9626,  10123,  10260,  11902 

Alkyl  ketene  dimers 2569 

Animal    glue 47,11800 

Butyl  stearate 12776 

Butylbenzyl  phthalate 12486 

Carbon  tetrachloride,  disulfide,  etc 8214 

Castor    oil 14,3883 

CeUophane 7501,8452.11640 

Chromium    complex 9652,12061 

Closure-sealing  gaskets  for  food  containers 3259, 

7092,  7493,  9073.  9636,  10123 
Combustion  product  gas..  14,2608,4014.4843.4887.12410 
Conveyer  belting  of  cotton  and  synthetic  fabrics, 
covered    with    chloroprene    and    acrylonitrile 

butadiene  polymers 4032 

Corrosion  or  rust  inhibitors 6631.6878,8320,9721 

Defoaming  agents 1219,8303,11641,12749 

Dihexyl  phthalate 11322 

iVJV'-Dlphenyl-thiourea 11819 

Epoxldized  linseed  oU 741 

Erucamide 10123, 12060 

Esters  of  stearic  and  palmitic  acids 12061 

Ethylene-ethyl  acrylate  copolymer 6390,8759 

Pats  and  fatty  acids 8320 

Films 2608,4430,5818,8975 

FUters.   resin-bonded 1254,4428 

Halogen    ..._' a 2373 

Industrial  starch-modifled 223. 

5818. 7493. 7681,  11944. 12838 

Isoparafllnic  petroleum  hydrocarbons,  light 5002. 

11344,  12749 
4.4'-Isopropylidenediphenol  and  carbonyl  chloride.     9626 

Lubricants 4014.7990.8320.8920,12776,12838 

Melamlne-formaldehyde  resin,  modifled 9151 

Methyl  ethyl  ceUulose 8452 

Methyl  methacrylate  and  alpha-methyl  styrene 10705 

Mineral  oU 7737 

Octadecylamine 1461 

Oils,   edible 1254.7737 

Oleyl  palmltamide 11415 

Paper  or  paperboard  for  packaging  or  food  contact, 
certain   additives  for  coatings,  slime  control. 

etc 46,  47,  306,  338,  588.  634.  948.  1758.  2362. 

2568,  2569.  3259,  3469,  3930,  4032,  4740.  4835. 
5438.  5875,  6237.  6328.  6561,  6843.  6928,  7681. 
8308,  8320.  8452.  9072.  9652.  9996.  11239,  11641 

Pentachlorophenal  and  its  sodium  salts 8679 

Petroleum  waxes 10123 

Plastics,    polycarbonate 4031,9626 

Poly-1,   4,   7.    10.    13-pentaaza-15-hydroxyhexade- 

cane 11800 

Polyethylene  825, 

1173.  2183,  3469,  5986,  6335.  6497,  6877,  12838 

Polymer  of  bis(chloromethyl)  oxetane 7681 

Polyolefln   fllms 11675 

Polyoxypropylene-polyoxyethylene  condensate 1219 

Polypropylene 4887 

Polystyrene  785,4520 

Polysulflde  polymer-polyepoxy  resin  coatings 11675 

EH}lyurethane  resins 1728,9889,11322 

Preservatives  for  wood 5666,10830,10950 

Printing  ink 3890,6843 

Resinous  and  polymeric  coatings 14, 

54,  531,  588.  826,  1252.  1846.  1887,  2091,  2569. 
3198,  3259,  3624.  3858.  3919.  3930,  4032,  4164. 
4253,  4429,  4624,  6327,  6335,  6754,  7681.  7682, 
8496.  8627,  8954.  9151.  9625,  10123.  11675.  12486 
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Food  and  Drug  Adminiitrofion     CowlfcHitJ 

FCX>D  ADDmviS.  qxetflc  toleruioei  far  Iktod  dicml- 
cals  in  animal  feed,  certain  fooda.  food  processing 
and  packaging;  rules  propoaed  or  adopted— Oon. 
Packaging  or  processing  materials,  containers,  coat- 
ings, paper,  etc. — Continued 
Resins: 

Ion-exchange 8320,  8679 

Nylon ___  948, 4063 

Perfluorocarbon 10098 

Rubber  composition,  natural  or  ayntbetle 3469. 

3632.  3858. 5510,  6831, 9625. 10705 

Sanitizing   solutions , 2373,8759.9721,1^13 

Silver  ion,  residues 11286 

Slimicides    46,6928.11239 

Sodium  lauryl  sulfate ,    2568 

Sodium  nitrate-iu-ea  complex 3442 

Sperm    oil 4740 

Synthetic    glycerin 7719, 9072 

Tamarind  seed  kernel  powder : 2362 

Tetrahydrofuran  3919 

Textiles,  flbers,  and  adjuvant  substances;  list 1214, 

1358.  4032 

Zinc-silicon  dioxide  matrix  coatings 6624 

FRENCH  DRESSING.  deviaUon  from  identity  stand- 
ards for  market  testing;  calciimi  dlsodium  BDTA 

as  preservative 358,2814, 5455 

FRUIT: 

See  also  under  Food  additives:  himian  consumption. 
Jellies  and  preserves,  artiflciaUy  sweetened,  stand- 
ards of  identity;  proposed  rules 5198 

HAZARDOUS  SUBSTANCES: 
Exemptions  from  labeling  requirements;  small  par- 
ages, minor  hazards,  etc. : 

Adheslves,  viscous  nitrocellulose-base 2091 

Ferrous  oxalate 10253 

Flammable    substances : 2570 

Gasoline,  kerosene,  and  other  petroleum  dlstlllatea. 

portable  containers  of 7493 

Ink  concentrate  capsules  and  ban-point  cartridges-     306, 

4595 

Ink-marking  devices 1318 

Paste  wax  preparations 945 

Polishing  or  cleaning  materials,  containing  petro- 
leum  distillates 3009 

Small-arms  ammunition 5431 

Sodium  chloride,  products  containing 10040 

Sponges,  cellulose 7876 

Viscous  products  containing  petroleum  distillates- _~  5539 
Imports,  inadmissible;  relabeling  and  reconditioning, 

fees  of  analysts  or  service  oBicen 6753 

Labeling  requirements: 

Carlxjn  tetrachloride;  special  labeling 2457 

Certain  products - 4991 

Collapsible  metal  tubes _  2457,6233 

Deceptive  use  of  disclaimers 2570 

Effective  date  extension  of  certain  provisions 253 

Fire    extinguishers 2457,3255 

HORSE  AND  GOAT  MEAT,  pesticide  Chemical  residues. 

tolerKnces , 5438,  7492 

ICE  CREAM: 

Food  additives 9521,10705 

Standards  of  identity;  French  ice  cream: 

Chocolate  or  cocoa - 584 

Proposed  rules 1294 

INSULIN:  certiflcation  of  batches 3513 

MACARONI,  products,  enriched  vegetable;  standards  of 

identity 1317. 3197 

MARGARINE,   deviation   from  identity  standard  for 

market  testing ^ 358,2862 

MAYONNAISE,  deviation  from  identity  standards  for 

market  testing 358,2814,5455 

MILK,  evaporated;  standard  of  identity,  label  statement 

of  optional  ingredients 3254,5429 

^IGHT  STATEMENT  on  foods  In  package  form 

that  may  be  weighed  at  time  of  retail  sale 11943 

NE^"/  PRUGS.    See  under  Drugs. 

NOODLE   products,  enriched  vegetable,  standards  of 

Identity __.  1317, 3197 

ORANGE  JUICE  and  products,  deflnttioas  and  stand- 
ards of  identity;  proposed  rules 10494. 11«74. 12837 

ORGANIZATIONAL  UNITS,  name  ehaocea;  Divtaiana 

of  New  Drugs,  and  Veterinary  Medicine 1797 

PEANUT  BUTTER;  idenUty  standard,  stay  of  order 943 
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Food  and  Drug  Administration — Continued 

PENICILLIN;  rules  proposed  or  adopted:  m 

Certiflcation 443.619,827,829.944.     r 

945,   1422,   2456.  3006.  3199,  4915,  5498.  5499. 
6883.   7378.   10452.    10680,    10887.    11416,   13085 
F(x>d  additives  in  poultry  feed  combined  with  peni- 
cillin.   See  under  Food  additives. 
Methicillin  sodiimi.  name  changed  from  dimethozy- 

phenyl  penicillin  sodium 945 

Tests  and  methods  of  assayi 1421 

5496,  6881,  8040.  8452,  10252,  13002 

PESTICIDE   CHEMICALS 12092 

Definitions  and  interpretative  regulations 9257 

10453,  12092.  12093 

Inert  ingredients,  certain 12749 

Further  extension  of  effective  date  of  PL  86-139 253 

585.  6927,  11343 

Procedural   regulations 12092, 12095 

Specific  tolerances  and  exemptions  for  chemicals  on 

raw  agricultural  commodities.  12092, 12093, 12101, 1210^9 

Ammonium  sulfamate 10460 

Bacillus  thuringiensis  berliner,  viable  spores 5002, 8071 

N'-Benzyladenine 906,  3469 

Carbophenothion      (S-  (p-chlorophenylthiomethyl) 

O.O-diethyl  phosphorodithioate) 6433 

Copper  abietate 8496,9721 

Copper   linoleate 8496,9721 

DDT 5438.  6236,  7493,  8589 

Dalapon,  sodium  salt,  (2,2-dichloropropionie  add) ; 

proposed  rule 11675 

Decachlorooctahydro- 1 ,3 ,4  ,-metheno-2H  -  cyclobuta 

(cd)pentalen-2-one    6241 

Demeton 2123,  6231 

l,2-Dibromo-3-chloropropane 253 

2,4-Dichloro-6-o-chloroanilino-s-triazine 1887. 

6502,  10453 
O.O-Diethyl        O-  (2-isopropyl-4-methyl-6-pyrimi- 

dinyl)   phosphorothioate 2373,8758,9052 

O.O-Diethyl  5-2-(ethylthio)  ethyl  phosphorodithio- 
ate   _ 2123.  3468,4843,  6232,  7373,  9053 

O.O-Dimethyl      S-4-oxo-l,2,3-benzotaiazin-3(4H)  - 

ylmethyl  phosphorodithioate 2286 

3632,  6631,  6785,  7737 
2.3-p-DioxanedithloI-5,5'-bis  (O.O-dietiiyl         phos- 
phorodithioate)     834,4736.5438,7493 

Diphenylamine   883,4428,6231 

Endosolfan 5738,8071 

Ethion _ 1421,4419 

Ethylene  oxide 822 

Folpet  823 

6,7.8,9,10,      10-Hexachloro-1.5,5a,6,9,9a-hexahydro- 
6,  9-methano-2,4.  3-benzodioxathiepin-  3-ox- 

ide 1501.  3632 

Inert  ingredients,  certain 3439,9727.12749 

Inorganic  bromides,  certain 3012, 4623, 5968. 8070 

Lindane 5438-  7492 

Malathion 5438.  7492.12489 

Maleic  hydrazide 8078 

Maneb 3894.   4035 

1-Methoxycarbonyl-l-propen  -  2  -  yl  dimethylphos- 

phate  end  its  beta  isomer 101 

Methoxychlor 5438,  7492 

Methyl  bromide 3012,4623,5968.8070 

1-Naphthyl  iV-methylcarbamate 823 

1173, 1421, 4913,  6327,  7989,  9072, 12212 

Nickel  sulfate 4492 

Phosphamldon      (2-chloro-2-diethylcarbamoyl  -  1  - 

methyl  vinyl  dimethyl  phosphate) 4938 

Ronnel 1 338.5438.7676 

Sodium  2.2-dichloropropionate 1010.  5454 

Sodium  o-phenylphenate.  (o-phenylphenol) 12222 

Sodium  2,3,6-trichlor(vhenylacetate 2575 

Sulfur  dioxide  and  sodivmi  metabisulfite.-.. 823 

Terpene   polychlorinates 183.2090 

Tetradifon    (2,4.5,4'-tetrachlorodiphenly    sul- 

fone) 1421. 5739 

Thlram 4843,  7718 

Toxaphene 948,  4913,  5438.  7492 

Zinc    ion     and  manganese    ethyleneUsdithiocar- 

bamate 8553 

PINEAPPLE,  canned,  artificially  sweetened;  standard 

of  idenUty 1491 

'PROCUREMENT,   authority  ddegatlon  from  Health. 

Education,  and  Welfare  Department 10791 

RECORDS,  non-Federal;  retention  requirements 3040 
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Food  and  Drvg  Administration — Continued 

SEED.  food,  treated ;  use  of  color  for  Identlflcatlon.  pro- 
posed nile 104i4. 12412 

STANDARDS    OF   IDENTTTY,   canned    or    processed 
foods: 
See  aX»o  specific  commodities. 

General   regulations 11255 

STREPTOMYCIN;  rules  proposed  or  adopted: 

Certification - - **3, 

585.  1423.  4165.  5499.  6889.  10453.  10680.  13146 
StreptonicoElde  sulfate:  name  changed  from  strepto- 

mycylldene  Isonicotinyl  hydrazine  sulfate. -.  1501.4164 

Tests  and  methods  of  assay 819. 1421.2362, 

4164.  5499.  5657.  6882.  8453,  10253.  11353.  13032 
TEA: 

I^xxl  additive  tetradif  on  residues  In  dried  tea 1758 

Tea  standards.  1962-83 3199 

TUNA  PISH,  canned,  standard  of  Identity;  labeling 8918 

VANILLA   EXTRACT,   food  flavoring;    definition   and 

standard  of  identity 8757.10651 

VITAMIN  preparations,  food  additives  in.  See  under 
Food  additives:  human  consumption. 

Food  Stamp  Projocts: 

Regulations 6314.9207 

Foroign  Aid: 

See  International  Development  Agency. 

Foreign  AmMd  Forces: 

Commendation  Medal  award  (Memorandum  of  June  1, 

1962) 5387 

Foreign  Assistance  Act  of  1 961 : 

Nonmilitary    procurement    outside    U.S.,     restrictions 

(Memorandum  of  August  1. 1962) 7603 

Foreign  Claims  Settlement  Commission: 

INTERNATIONAL  CLAIMS  SETTLEMENT  ACT  of 
1949.  claims  under;  time  limit  for  reopening  Czech- 

oslovaklan  claims 2904 

PRACTICE  before  Commission: 

Counsel  in  claims,  entry  or  withdrawal  of 2904 

Philippine  war  damage  claims 1227 

RECEIPT.   ADMINISTRATION,   AND   PAYMENT   OP 
CLAIMS: 
Awards  under  Philippine  Rehabilitation  Act  of  1946. 

and  dates  for  filing  claims 11228.  11241 

Damages  due  to  raising  water  level  of  Lake  Ontario 

by  Out  Dam 11229 

SAINT  LAWRENCE  RTVER.  damages  caused  in  1951 
and  1952  by  Canadian  Govenunent;  dates  for  filing 
claims  10111 

Foreign  Countries: 

Designation   of  economically   less  developed  countries 

(Executive  Order   11071)1 12875 

Foreign  Currencies: 

AGRICULTURAL  TRADE  DEVELOPMENT  AND  AS- 
SISTANCE ACT  OP  1954.  use  under  (Executive 
Order    11036) 6653 

MUTUAL  EDUCATIONAL  AND  CULTURAL  EX- 
CHANGE ACT  OF  1961.  use  under  (Executive 
Order  11034) 6071 

QUARTEJlLy  RATE  COUNTRIES  for  customs  pur- 
poses. Argentina  removed  from  list --     4789 

RATES  OI  EXCHANGE.  Argentine  peso 5578 

Foreign  Duty  Personnel: 

FOREIGN  SERVICE.     See  State  Department 
MUTUAL      EDUCATIONAL     AND     CULTURAL     EX- 
CHANGE ACT  OF  1961,  employment  under  (Exec- 

uUve  Order  11034) --     6071 

PAY  AND  ALLOWANCES: 
Emergency  evacuations: 

(Executive  Order  10982) 3 

Regulation,  Civil  Service  Commission 2759 

Foreign    and    territorial    compensation,    Christmas 

Island —      221 

Uniformed  services:  additional  pay  for  assignments  to 

artificial  islands  (Executive  Order  10989) 727 

PEACE  CORPS,  regulations  (Executive  Order  11041)--    T869 

Foreign  Excess  Properly: 

Nonagricultural  property.  Importation. 4202,5937 
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Foreign  Exchange: 

Money  transactions,  short  term  claims  on  foreigners — 

Foreign   Intelligence  Advisory   Board,   Presi- 
dent's: 

OfBcial  information,  limitation  of  authority  to  classify 

(Executive  Order   10985) *39 


Foreign  Investments: 

Reports  on  foreign  Investments  and  on  international 

receipts  and  payments  of  royalties  and  fees 3846 

Foreign  Relations,  Senate  Committee  on: 

Inspection  of  tax  returns  (Executive  Order  11065) 11581 

Foreign  Scholarships,  Board  of: 

(Executive  Order   11034) 6071 

Foreign  Social  Insurance: 

AUSTRIA 6241 

BRAZIL    *61* 

CENTRAL  AFRICAN  REPUBLIC 10716 

CHAD   2707 

(X)NGO  REPUBLIC  (Brazzaville) 8324 

ECUADOR 2708 

GABON    3570 

rVORY   COAST *814 

JAMAICA         11778 

MALAGASY  REPUmJC 5821 

NIGER  REPUBLIC 119^ 

SIERRA  LEONE *30 

Foreign-Trade  Zones  Board: 

NEW  ORLEANS,  La.: 

Subzone    _: 1585.8084 

Zone    boundaries 8084,11357 

PENUELAS.  Puerto  Rico;  subzone 1584.4601 

SAN  FRANCISCO.  CALIFOtlNIA,  Zone  No.  3;  exten- 
sion of  time  for  permanent  relocation 3643 

SEATTLE,  Wash.,  Zone  No.  5;   extension  of  time  for 

permanent  relocation 125 

TOLEDO,  OHIO,  Zone  No.  8;  expansion  of  warehouse 

factUites 6002 

Forest  Products  Week,  National,  1962: 
(Proclamation    3491) 9241 

Forest  Service: 

COOPERATIVE  ROAD  PROGRAMS 10322 

LANDS: 

Bankhead- Jones  Farm  Tenant  Act : 

Certain     lands,     suitability     for    national     forest 

purposes 6436 

Grasslands,  national: 

Additional  projects 12217 

Protection,  occupancy,  use.  etc 9217 

Washington,  certain  lands;  exchange,  hearing 3570 

ORGANIZATION  AND  FUNCTIONS 2778 

"SMOKEY  BEAR"  symbol,  use  of. 6929 

TIMBER;  sales  at  cost,  revocation 11318 

TRANSMISSION  LINES,  electric  power;  rights-of-way. 

general  conditions  and  permits,  proposed  rule 12959 

TRESPASSING  BY  LTVESTCXrK;  damage,  grazing  re- 
strictions and  impounding 10322 

Forests,  National: 

See  National  forests,  parks,  monuments,  etc. 

Freedmen*s  Hospital: 

Disposal  of  money  and  effects  of  patients  and  unidenti- 
fied  persons 1564,3549 

Fuel  Oil: 

see  Oil  and  gas. 

Fuels,  Solid: 

Emergency  preparedness  functions  of  Secretary  of  In- 
terior (Executive  Order  10997) 1522 


Gabon: 

Social  insurance  and  pension  system 3570 

Gas  Companies: 

Regulations,  hearings,  etc. 
mission. 


See  Federal  Power  Com- 
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General  Accounting  OHIm:  ^*^ 

CLAIMS,    coverage U044 

FREIGHT  TRANSPORTATION  SBRYICB  foreceotmi 

of  U.S.,  preparation  of  yoabber  by  earrien 12399 

PASSENGER  TRANSPORTATION  SERVICE  for  ac- 
count of  UJS.: 

Carrier  billing  forms,  execution 12395 

Procurement    of    staxulanl  forms    by    Government 

agencies  12044 

RECORDS,  non-Federal;  retention  reQUirementsZZinZ    3082 

General  Agreement  on  TariflFs  and  Trade: 

See  Trade  agreements. 

General  Pulaski*s  Memorial  Day,  1962: 
(Proclamation   3490) 

General  Services  Administration: 

See  Federal  Register  Office. 

Utilization  and  Disposal  Service.  * 

AUTHORITY  DELEGATIONS: 
By  Administrator  to  various  officials: 
Acting  Administrator,  designsUon  as: 

Assistant   Administrator 10659 

Assistant  Administrator  for  Finance  andAdipbi- 

istration 10659 

Atomic  Energy  Commission ;  contract' forUecMc 

power   li, g332 

Commerce  Department  Secretary;  aiwebu' p^Uce^ 
men: 

Appointment _  _        494^ 

Protection  of  Maritime  AdminiiiteBtloniiuitaaia- 

tions;  revocation _  1037 

Defense  Department  Secretary: 
Representation  of  Government  interests  before 
certain  commissions: 

Alabama  Public  Service  Commission 4437 

Federal  Communications  Commission.  MoZHos,  6726 

Federal  Power  Commission 8680 

Illinois  Commerce  Commission Z        ZZ~     1300 

Louisiana  Public  Service  Commk«iimZ_ZZZZ    ~    8131 

Tennessee  Pubhc  Service  Commission 4437 

Salable  surplus  aircraft  and  perts,  fixed  price- 

revocation '     7749 

Executive  agencies,  heads  of;  auttioii^  to'use  TfOe 
m  of   Federal  Property   and  Administrative 

Services  Act  of  1949 3017 

PromSecretary  of  Defense;  priorities  and  alkJcattomZ 

DO  ratings  and  allotments 12275 

Prom  Secretary  of  Interior;  program  to~^fcUU^~l«[d 

T>«r^^?ii!?  ^"^^  mining  on  public  lands 3822 

DWIGHT  D.  EISENHOWER  LIBRARY,  historical  ma 
terials  in 

FEDERAL  OFFICE  SPACE,  "managemonrciiecutlve 

Order    11035) _  hkjo 

HERBERT  HOOVER  LIBRARY,  histmlcar  materials  8074 

LEAD  AND  ZINC  MININO,  stabiuaation:    ^^^ — 

Authority   delegation 3922 

Payments  to  small  domestic  prodncars  7432 

MINERALS,  METALS: 

Lead  and  zinc  mining,  stabilization 3822  7432 

Purchase   programs  for  manganese,  mica,  chrome   ' 

tungsten,  etc.,  deletion 8880 

Report  of  purchases  under  purchase  regulationsZZZZZ    1372 

oV     .     .        .         ,    .  4632.8680.11441 

Strategic  minerals  in  national  stockpile,  proposed  dis- 
position. See  under  Strategic  and  critical  ma- 
terials. 

NATIONAL  ARCHIVES,  public  use  Of  x«0Qrds  and  fa- 
cilities   . 4i\9K  A1AQ 

PROCUREMENT:  " ""^-  ^^-^^^^ 

Federal  prociu-ement  regulations: 

Advertising,  formal;  bids 626.8931.10484.10485 

Contract  clauses : 

Fixed-price  construction  contracts 11583 

Fixed-price  supply  contracts ___  637, 7498. 11683 

Contractual  actions,  extraordinary,  to  facilitate  na- 
tional defense 12935 

Debarred  and  ineligible  bidders 6929 

Forms : 

Construction  cmtracto.  advertised 7498 

„       _,  f«fl.  10488. 11633 

Report   on   procuremoit   by  etrilteii  eaeeutive 

agencies  9391 

Supply  contracts,  advertised 74M.  10488. 11633 

Inspection  and  acceptance 7723 


4027 


General  Services  Admmistrafion — Continued    ***>* 

PROCUREMENT— Contiiraed 
Federal  procurement  regulations — Continued 

Labor  surplus  area  concerns 624,6939,9891 

Negotiation 625.6931,9891 

Publicizing  procurement  actions 1 '  6929 

Small  business  concerns 62379890, 12753 

Subcontracting  policies  an(^  procedures '     626 

Termination  of  contracts ~  11533 

GSA  procurement  regulations: 

Advertising,  formal;  bids 2287 

Appeals    _- 1458,6142 

Bonds  and  insiu-ance 7763,8074 

Contract  administration "  ~~  '  1454 

Disputes ZZ'i458,  6143 

Equal   emplo3m[ient  oiqportunity   in   government 

contracts 75^8 

Termination  Zi456.  7567 

Contract  financing;    advance  and   progress  pay- 
ments      7571 

Debarred  and  ineligible  bidders ZZ  6143,  7565 

Forms 7587 

General  policies,  contract  nimibering 6830 

Labor: 

Nondiscrimination  in  employment 6796,7566 

Walsh-Healey  Public  Contracts  Act;  responsibili- 
ties of  contracting  officers 6796 

Negotiation   aill 

Patents  and  c(H>yrights Z    7876 

Products  or  services  presented  for  consideration 9989 

Special  and  directed  sources  of  supply 7736 

PUBLIC  BUILDINGS  AND  GROUNDS;  use  of  National 

Archives  Theater 4035, 4038,  4160 

REAL  PROPERTY  DISPOSAL 1956 

RECORDS: 
National  Archives,  public  use  of  records  and  facili- 
ties   4036.4169 

Non-Federal;  retention  requiremente 3083 

War  contractors,  preservation  of  records 4739 

STRATEGIC  AND  CRITICAL  MATERIALS  in  national 
stockpile,  proposed  dispositicMi:  ' 

Cadmiimi  10308 

Chestnut  tannin  extract 7904 

Magnesium   2496 

Molybdenum  40O6 

Nickel  and  cobalt  in  nickel  oxide  powder 3360 

Silk  noils 3643 

Silk  waste "9643 

Tungsten   9467 

TRAVEL   AND    TRANSPORTATION    EXPENSES    for 
Federal   civilian   employees,   functions    (Executive 

Order  11012) 2983 

WAR  CONTRACTORS,  pretervatlon  of  records. ______     4739 

Geodetic  Survey: 

5ee  Coast  and  Geodetic  Survey.  , 

Geological  Survey: 

AUTHORITY  DELEGATIONS: 
Br  Director  to  certain  officials: 
Executive  officer,  procurement  officers,  et  al. : 
Leases  of  space,  prior  delegation  canceled 2159 


Procurement  of  supplies,  services,  drilling,  ete— 
Regional  Oil  and  Gas  Supervisors: 
Approval  of  communitization  of  drilling  agree- 
ments   

Southwestern  Region;  drilling  of  wells  in  Pota^ 
Area,  Lea  and  Eddy  Counties.  New  Mexico.  _ 


2574 


6395 

4814. 
4942 


From  Secretary  of  Interior  to  Chairman  of  Federal 
Petroleum  Board;  investigations  under  Ccmnally 

Act 11760 

COAL  LANDS.  New  Mexico.  designati<m 6756,7045.7046 

PRODUCING  OIL  AND  GAS  FIELDS,  known  geologic 
structures: 

Arizona 2396 

California 2396 

Colorado 2395 

Mississippi 2396 

Montana 2396 

New   Mexico 2396 

North  Dakota 2396 

Utah __  2396 

Wycnning  2395 

RECORDS,  non-Federal;  retention  reftuirements. 3043 
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Germany,  Ndsfol  R*publk  of: 

PROCUREMENT  of  nonstandard  military  ItemA  by  Air 

Force    Department. - 10213 

TRADE  AGREEMENT  (Proclamation  3408) 4235 

Gift  Taxes: 

See  Internal  Revenue  Service. 

Glass: 

Cylinder,  crown,  and  sheet  glass: 
Modification  of  trade  agreement  concession  (Procla- 
mations 3455.  3458) 2791,3101 

Report  to  PresidenC  by  Tarlfr  Commission 435 

Gold: 

CHARGES  for  melting,  assays,  etc 7494 

HOLDINGS  ABROAD  by  perscms  subject  to  US  juris- 

<*icUon:  „^^^ 

(ExecuUve  Order  11037) 6967  : 

Treasury  Department  regulation 6974 

Government  Employees: 

ADVISERS  AND  CONSULTANTS,  policies   respecting 
conflict  of  Interests  (Memorandum  of  February  9. 

1962)    1341 

APPEALS  from  adverse  actions: 

Agency  systems,  regulations  (Executive  Order  10987)  -       550 
Appeals  direct  to  Civil  Service  Commission   (Execu- 
Uve Order  10988) 551 

Civil  Service  Commission  regulations 3105,4759 

CIVIL  DEFENSE  IDENTIFICATION 10541.11893 

CrVIL   SERVICE   REGULATIONS.     See   Civil   Service 

Ccxnmission. 
CONDUCT   STANDARDS: 

Air  Force  Department 2399  j 

Defense   Department - 3165  | 

Land  Management  Bureau 3812 

Small  Business  AdmiiilstraUon 4833.5653.  12612 

EMPLOYEE-NfANAGEMENT  COOPERATION  "Execu- 
tive Order  10388) 551 

EMPLOYEE  ORGANIZATIONS,  policy  directive  <  Ex- 
ecutive Order  10988)w 551 

FEDERAL  SAFETY  COUNCIL,  reestablishment  '  Execu- 
tive Order  10990) 1065 

FOREIGN  SERVICE.    See  State  Department. 
HOLIDAY   on   December    24,    1962    (Executive    Order 

11064) 11579 

INVENTIONS: 

Domestic  rights  in 3289 

Health.  Education,  and  Welfare  employees 7986 

NONDISCRIMINATION  in  employment,  time  limit  for 

processing  complaints . 11531 

PAY   AND  ALLOWANCES: 

Emergency  evaet.Jttions  (Executive  Order  10982 » 3 

Federal  Salary  Reform  Act  of  1962,  functions  respect- 
ing (Executive  Order  11056)  ...^ 10017 

TRAVEL  AND  TRANSPORTATION  EXPENSES  <  Exec- 
utive Order  11012) 2983 

UNEMPLOYMENT  COMPENSATION,  claims  in  Virgin 

Islands 4595 

WITHOUT-COMPENSATION  EMPLOYEES.  See  Com- 
merce Departmmt:  Emergency  Plaiming  Office; 
Interior  Department;  Interstate  Commerce  Com- 
mission. 

Grain: 

PRICE  SUPPORT  PROGRAMS,  1962  crops.. -   840.  4411.  6583 

WAREHOUSE   STORAGE 3565.5005 

Proposed  rules 6500 

Grain  Sorghum: 

CROP   INSURANCE: 

1962  crop 3188 

1963  crop 9438,  12704 

PEED  GRAIN  PROGRAM,   1962 5469,8187 

HYBRID  SEED,  diversion  program 2812,  3894,  4035.  4528 

LOAN  AND  PURCHASE  AGREEMENT  PROGRAMS: 

1961  crop 1407 

1962  crop 6463,6693,8025,8169,9373 

PRICE  SUPPORT  PROGRAM.   1962  crop 4411.6583 

RESEAL  LOAN  PRCX3RAM.  1961  crop 5077 

STANDARDS 409,665.3107 

Grants: 

HOSPITALS  AND  \fEDICAL  FACIUTIES. 
RADIOLOGICAL  HEALTH  PROGRAMS- .. 


Grants— Continued  ^^ 

RESEARCH    FACIUTIES ---     6328 

VOCATIONAL  REHABILITATION 10833.11259 

WATER  POLLUTION  CONTROL 2124.4421,4740.7985 

Grapefruit: 

EXPORT  LIMITATIONS,  Florida  grown  fruit 9714 

IMPORTS: 

FumigaUon  for  Mediterranean  fruit  fly 963. 1963 

Restrictions 3111.6042.8953.9771.10091 

MARKETING.    See  Agriculture  Department. 

Grapefruit  Juice: 

Canned:  standards  for  grades,  proposed  rule 12222 

Grapes: 

MARKETING,  California: 

Crushing  grapes 266,441. 

969.  1217.  1794.  3158.  3590.  6500.  7539.  7988. 
8596,  8626,  8881,  9175,  9176.  9249.  0260.  9553. 
10048.  10249,  10259.  10459.  11266.  11347.  11494. 
11634.  11756.   11768.   11797.  12344.  12576.  12706 

Tokay  grapes 1118,2309.8171.8853 

STANDARDS.  E^iropean  or  vinifera  type 8181,9809 

Grazing: 

DINOSAUR  NATIONAL  MONUMENT,  Utah-Colorado; 

stock  grazing 747.2150 

GRAND  TETON  NATIONAL  PARK;  stock  grazing.  7792.  9515 

NATIONAL  FOREST  LANDS,  restrictions 10322 

PUBLIC  LANDS.    See  Land  Management  Bureau. 

Great  Lakes  Fishery  Commission: 

PiivileRed  international  organization  (Executive  Or- 
der 11059) 10405 

Great  Lakes  Pilotage  Administration: 

AUTHORITY  DELEGATION  from  Assistant  Secretary 
of  Commerce  for  Administration;  certain  func- 
tions     8334.11562 

PILOTAGE   POOLS 1504,11947 

PILOTAGE  SERVICES,  rates,  charges,  conditions.  5509. 10102 

REGISTRATION  OF  PILOTS 4600.11947 

UNIFORM  ACCOUNTING  SYSTEM 8617 

Great  Plains  Conservation  Program: 

See  Agriculture  Department. 

Greece: 

Measurement  of  vessels 1886 

Grievances  in  Federal  Service: 

Provisions  for  arbitration  (Executive  Order  10988) 551 

Guam: 

Vessels,  undocumented:    numbering 

Guam  Island  Naval  Airspace  Reservation: 

Discontinuance   (Executive  Order  11045) 

Guam  Island  Naval  Defensive  Sea  Area: 

Discontinuance  (Executive  Order  11045) 

Gum  Naval  Stores: 

Price-support  loan   program -* 


894, 1071,5503 
10653 


3886 
8511 
8511 
1593 
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Haiti: 

Trade  agreement  (Proclamation  3479) 5929 

Halibut  Commission,  International  Pacifk: 

Privileged   international  organization    (Executive  Or- 
der 11059) -  10405 

Halibut  Fisheries:    ^ 

Pacific  halibut  fisheries,  regulations  approved  by  Presi- 
dent     3854 

Hams,  Smoked: 

Labeling;  moisture  content 5734.5979 


Handicapped  Persons: 

EMPLOYMENT  in  sheltered  workshops,  regulations 175 

NATIONAL    EMPLOY    THE    PHYSICALLY    HANDI- 
CAPPED WEEK.  1962  (ProclamaUon  3488) 8663 

PRESIDENT'S  COMMTITEE  ON  EMPLOYMENT  OF 
THE  HANDICAPPED: 

Estebllshment  (Executive  Order  10994) 1447 

Membership  (ExecuUve  Order  11018) 4143 
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Hawaii:  ^ 

AIRC!RAFT  RESTRICTSD  ARB4- 
AV0CAD06  from,  fumigatkm 


BRIDGE  REGULATIONS.  Himolnhi  Barter. 

DISASTER  AREAS,  small 


Page 

4t27 

4805 

3921 


0467 

FEDERAL  EMPLOYEES,  differentials  eiid  ooat-of-Ilv- 

ing  allowances 4863 

MINIMUM  WAGE  DETE3UiINATIONB.  TartooB  indus- 
tries;   enforcement 316,3201 

RADIO  STATION  WWHV  in  Biaui,  adwdule  dianfes—    4942 

SUGAR  QUOTAS 7486, 12375 

SUGARCANE  PRICES 4875. 12278 

TOi-IATOES  from,  fumigation  methods 1551 

Hazardous  Substances: 

See  also  Insecticides. 

EXPLOSIVES:  transportation,  storage.  See  Coast 
Guard;  Federal  Aviation  Agency;  Interstate  Com- 
merce Commission. 

LABELING  REQUIREMENTS,  exemptions,  regiilations. 
See  Food  and  Drug  Administration. 

WARNING  INFORMATION,  further  sugtension  of  cer- 
tain provisions 4991 

Health  Benefits  Program: 

See  Civil  Service  Commission. 

Health,  Education,  and  Welfare  Department: 

See  Children's  Bureau. 
Education  Office. 
Federal  Credit  Unions  Bureau. 
Food  and  Drug  Administration. 
Freedmen's  Hospital. 
Old-Aoe  and  Survivora  Inswrance  Bttreau. 
Public  Health  Service. 
Social  Security  Administration. 
Vocational  itihabilitation  Office. 
CUBAN  REFUGEES,  authority  delegation  from  Secre- 

^     tary  of  state  respecting 3701 

EMERGENCY  PREPAREDNESS  FUNCTIONS  (Execu- 
tive Order  11001 )_,_ 1534 

EMPLOYEE    INVENTIONS __     7986 

MUTUAL  EDUCATIONAL  AND  CULTURAL  EX- 
CHANGE ACT  OF  1961.  functions  (EaecutlTe  Order 

11034) „ 6071 

ORGANIZATION  AND  DELEGATIONS  OF  AUTHOR- 
ITY: 
Bureau  of  Old -Age  and  Survivors  Insurance,  Social 

Security  Administration ■ 10713 

Public  Health  Service,  Surgeon  GoieraJ . 1427 

PROCUREMENT,  delegations  of  authority T0791 

Field  Administration  Office 4169 

Public  Health  Service 1418.8537,10792 

RECORDS.  non-Federal;  retention  requirements 3040 

SURPLUS  PROPERTY,  disposal  for  educational,  public 
health,  etc.,  purposes: 

Personal  property 12261 

Real  property;  use  for  residential  purposes,  nondis- 
crimination    12753 

Health  Insurance: 

Trade  practice  rules  for  accident  and  health  insurance 

industry,  rescission .. 5398 

Helium: 

PRODUCTION  AND  DlSTRIBimON,  authority  dele- 
gation       4000 

SALES.    See  Mines  Bureau. 

Herbert  Hoover  Library: 

Use  of  records 

Highway  Administibtor,  Federal: 

See  Public  Roads  Bureaa 

Highway   Safety    Boord,    liiletdepui tinenfal: 

Membership  (Executive  Order  10986) .439 

Highvifciy  TrafRc: 

Emergency  regulations A«_ 2685 

Highway  Week,  National,  1962: 

(Proclamation  3459) 8103 
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Highways: 

5ee  oZfo  Public  Roads  Bureau. 

FEDERAL  AID,  policy  respecting.. 3$02, 8448 

NATIONAL  FOREST  LANDS,  cooperative  road  pro- 
grams     10322 

RIGHTS-OF-WAY.    See  Land  Management  Bureau. 

Holidays: 

December  24.  1962,  excusing  Federal  employees  from 

duty  (Executive  Order  11064) 11579 

Home  Loan  Bank  Board: 

See  Federal  Home  Loan  Bank  Board. 

Homestead  Centennial  Year: 

(Proclamation  3444) 


333 


See  Land  Management  Bureau. 


Homesteads: 

Lands  available  as. 

Honey: 

Price  support  program,  1962 3907 

Honeybees: 

Import  restrictions,  proposed  rules 12643 

Hong  Kong: 

Nonmilitary     procurement,     removal     of     restrictions 

(Memorandimi  of  August  1.  1962) 7603 

Hospital  and  Medical  Care: 

RECOVERY   OF   COST   from   tortiously   liable   third 
persons : 

(Executive  Order  11060) 10925 

Justice  Department  regulations 11317 

Navy  Department  regulations : 12751 

Rates    12380 

VETERANS.    See  Veterans  Administration. 

Hospitals: 

CONSTRUCTION  GRANTS  to  States -..  894, 1071,  5503 

TRAINEES  In  Government  hospitals,  maximimi  sti- 
pends prescribed.    See  Civil  Service  Commission. 

Housing: 

EMERGENCY  PREPAREDNESS  FUNCTIONS  (Execu- 
tive Order  11004) 1542 

NONDISCRIMINATION  in  housing  owned  by  Federal 
Government  or  financed  with  Federal  aid : 

(Executive  Order  11063) 11527 

Farmers  Home  Administration  regulations 12611 

Federal  Housing  Administration  regulations 11548, 

11802,  12126 
Veterans  Administration  regulaticms 11669 

Housing  and  Home  Hnance  Agency: 

See  Federal  Housing  Administration. 

Federal  National  Mortgaoe  Association. 
Public  Housing  Administration. 
AUTHORITY  DELEGATIONS: 
By  Administrator  to  listed  officials: 
Acting  Assistant  Administrator  (Transportation;, 

designation  12494 

Acting  Community  Facilities  Conmiissioner;  desig- 
nation   ^ 4792.  5277 

Acting  Director,  Community  Disposition  Program; 

designation  5159 

Acting  Regional  Administrator.  Region  m.  At- 
lanta;   designation 4749 

Acting  Regional  birector  of  Urban  Renewal.  Re- 
gion vn,  Puerto  Rioo;  designation 10920 

Assistant  Administrator  (Transportation),  loans 
and  demonstration  grants  for  mass  transporta- 

Uon -___  11441 

Community  Facilities  Commissioner: 
Advances  for  public  works  planning;  third  ad- 
vance planning  program 10598 

Editorial  amendments 6294 

Educational  institutions,  housing  for;  loan  pro- 
gram       6294 

Public  facility  loans  program  and  accelerated 

public  worlcs  program 10598 

Title  m  of  Federal  Property  and  Administratiye 

Services  Act.  1949;  procurement 5072 

Federal  Housing  Comm1ssl<mer;  Title  m  of  Federal 
Property  and  Administrative  Senrioes  HH,  1940, 
procurement 6916 
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Housing  and  Hom«  Finonce  Agency — Con. 

AUTHORITY  DKLBOATIONS— Continued 
By  Adminlstmtor  to  listed  offlcUls— Continued 
Public  Houainc  Oommlaslooer;  Title  m  of  Federal 
Property  and  AdminlstraUve  Services  Act.  1949, 

procurement 

Regional  Administrators: 

Acting  Regional  Administrator  and  other  acting 

regional  officers,  authority  to  designate 4319 

Advances  for  public  works  planning:   third  ad- 
vance planning  program 10598 

Elderly,  housing  loans  for 1850 

Public   facility   loans   program   and   accelerated 

public  works  program 10598 

Region  I.  New  York;  urban  planning  grant  pro- 
gram   , l'>235 

Region  VI.  San  Francisco;  authority  to  designate 

Acting  Director  for  Northwest  Operations.    . 

Regional  Director,  Office  of  Administration  officials. 

et  al.;   authority   to  use  TiUe  HI  of  Federal 

Property  and  Administrative  Services  Act  of 

1949 

By  Regional  Administrators  to  listed  officials: 
Region  I.  New  York : 

Acting  Regioiuil  Administrator,  designation     4975 
Acting  R^onal  Director.  Administration:  deslg- 

^Itlon -J- - 10109.  12991 

Actinfe  Regional  Director,  Community  Facilities. 

designation   10109 

Acting  Regional  Director.  Urban  Renewal;  desig- 
nation    10308 

Regional  Director  of  Administration;  legends  on 

bonds,  notes,  etc 10109 

Regional  Director,  Community  Facilities : 

Area    Redevelopment    Act.    certain    functions. 

loans  and  grants 960.3213 

Elderly,  housing  loans  for 1382.  3175.  3213 

Region  n,  Philadelphia: 

Acting  Regional  Administrator;  designation 6404 

Acting  Regional  Director.  Administration;  desig- 
nation       8962 

Acting  Regional  Director,  Urban  Renewal;  desig- 

naUon 10920 

Ehrector  of  Administration;  execution  of  legends 

on  bonds,  notes,  etc 8397 

Regional  Director.  Community  Facilities : 

Area  Envelopment  Act,  certain  functions 960 

Elderly,  hou^ng  loans  for 1382.  3408 

Region  m.  Atlanta:  „,„ 

Acting  Regional  Administrator;  designation 8331 

Acting  Regional  Director.  Administration;  desig- 
nation     12494 

Acting  Regional  Director.  Urban  Renewal;  desig- 
nation     11365 

Regional  Director,  Commimlty  Facilities : 

Area   Redevelopment   Act,   cerUin    functions. 

loans,  grasts 3302 

Elderly,  housing  kMins  for 2064,3302 

Region  rv.  Chicago: 

Acting  Regional  Director,  Administrative  Man- 
agement; designation 9631 

Acting  Regional  Director.  Community  Facilities; 

designation  -,".--.-     ®*^^ 

Acting  Regional  Director.  Urban  Renewal;  desig- 
nation       9631 

Regional  Director.  Community  Facilities: 

Advances  for  public  works  planning 11785 

Area  Redevelopment  Act,  certain  functions 1744 

Elderly,  housing  loans  for 1382.  2781 

Region  V.  Fort  Worth: 

Acting  Regional  Administrator;  designation 54i^. 

o39<,  1  a^Ua 

Acting  Regional  Directors  of  various  activities. 

designations    8397.12202 

Regional  Director,  Community  FaciliUes : 

Advances  for  public  works  planning 11837 

Elderly,  housing  loans  for 960,3149 

Region  VI.  San  Francisco: 

Acting    Director.    Administrative    Management;     ^^ 

designation   ^^ 

Acting  Regional  Administrator;  designation 8466. 
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Housing  and  Homo  Finance  Agency — Con. 

AUTHORITY  DELEGATIONS— Continued 
By  Regional  Administrators  to  listed  officials— Con. 
Region  VI,  San  Francisco — Continued 
Northwest  Operations;  Seattle: 

Acting  Director;  designation 3576.8350.8751 

Director;  authority  of  Regional  Administrator 

on  certain  community  facilities  programs.     3576 
Regional  Director,  Community  Facilities : 

Advances  for  public  works  planning 11837 

Area  Redevelopment  Act.  certain  functions 2540 

Elderly,   housing    loans    for 2540,3575.3643 

Region  VII,  Puerto  Rico  and  Virgin  Islands: 
Regional  Director.  Community  Facilities: 

>^  Area  Redevelopment  Act  functions 4749 

Educational  institutions,  housing  for 4721 

Elderly,  housing  loans  for 4721 

Public  facility  loans *^21 

Public  works  planning *'21 

Regional  Director,  Urban  Renewal;  slum  clear- 
ance and  urban  renewal,  and  urban  plarming 

grant  programs 

EMERGENCY    PREPAREDNESS    FUNCTIONS    (Execu- 
tive Order  11004) - 

NONDISCRIMINATION  In  Federally  owned  or  financed 

housing,  functions  (Executive  Order  11063) 11527 

PUBLIC  WORKS  ACCELERATION 11004 

RECORDS,  non-Federal,  retention  requirements 3083 

SLUM  CLEARANCE  AND  URBAN  RENEWAL;  reloca- 
tion payments:  ,        »     »,         ♦^ 
Eligible    site*   occupants;     notice     of     intention    to 

move    J 7677.7876 

Limitations" of  relocation  payments  to  business  con- 
cerns; maximum  amount,  approval  by  HHFA 7677 

Housing,    President's    Committee    on    Equal 

Opportunuity 

Establishment     ~ 


5972 
1542 


Acting  Regional  Director,  Urban  Renewal;  desig- 
nation   - 


11518 
8466 


in: 

(ELcecutive 


Order   11063> 11527 

Human  Rights  Day: 

(Proclamation   3508) --- 11913 

Human  Rights  Week: 

(Proclamation   350«) 11913 

Humane  Slaughter: 

Identification  of  livestock  carcasses.     See  under  Livfe- 
stock. 

Hunting: 

RESERVOIR  AREAS,  certain, 

See  Engineers  Corps.  ,   .    „      , 

WILDLIFE  REFUGES.     See  Fish  and  Wildlife  Service. 

Hydraulic  Brake  Fluid: 

Synthetic-    and    petroleum-base    brake    fluid,    speci- 
fications      10328, 


hunting  and  fishing  in. 


11941 


I 


9521 


Ice  Cream: 

FOOD    ADOmVES 

IDENTITY  STANDARDS: 

Chocolate  or  cocoa r»* 

Proposed   rules...-^ ^^^ 

Immigrants: 

IMMIGRATION    REGULATIONS.      See    Immigration 

and  Naturalliation  Service. 
VISA  REGULATIONS.    See  SUte  Department. 

Immigration  and  Naturalization  Service: 

AUTHORITY  DELEGATION  from  Attorney  General: 
responsibility    for    certain    functions    relating    to 

immigration  and  natlonahty  laws 538 

BOARD  OF  IMMIGRATION  APPEALS: 

Appellate  jurisdiction lO^JJ 

Powers  of  Board *« 

Reopening  or  reconsideration  of  cases »o,  J41HJ 

IMMIGRATION  REGULATIONS : 
Admission,  lawful;  erroneous  admission  as  US.  ciU- 

'      zens  or  as  children  of  citizens l*«» 

DeportablUty  of  aliens  in  US.,  proceedings: 

Ancillary  matters,  applications,  fee 85»3 

Trial  attorney,  hearing,  decision,  finality,  etc — 


9646 
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Immigration    and    Nofurolizatioii    Stviw        '*** 
Continued 

IMMIGRATION  REGULATIONS— Continued 
Deportation  of  excluded  aliens,  noUee  to  tnoMporte- 

tion  line 1479 

Documentary  requirements;  waivers: 
Immigrants,  visas  of  certain  returning  residents 

except  from  Cuba  and  certain  oountrtos 1S49 

Nonimmigrants: 
Canadian  nationals,  and  aliens  of  oonunon  na- 
tionality with  Canadians  or-Brit^  subjects 

in  Bermuda 2S60,  2362 

Cuban  nationals;  crewman  on  Cuban  aircraft 2380. 

2362 
Exchange  aliens,  waiver  of  certain  grounds  of 

excludabllity 602 

Pacific  Islands.  Trust  Territory  of;  natives  and 

residents ... 7827 

Exclusion  of  aliens;  hearing,  trial  attorney 9646 

Forms : 

Immigration  forms . ^ 903.5653 

Sale  to  pubUc;  printed  by  Public  Printer... 603, 5653 

Landing   of  alien  crewmen;   eraminatlon,  require- 
ments for  admission 11875 

Nonimmigrant  classes: 
Schools  for  alien  students;  petitions  for  approval—      503 
Status: 
Requirements    for    admission,    extension,    and 

maintenance 502 

Special  requirements  for  admission: 

Students  and  exchange  aliens 603.9646 

Transits  without  visas 1350, 1479 

Nonimniigrant  classiflcation.  change 503 

Powers  and  duties  of  service  olBeers—  2681, 4905, 6748, 7562 
Statiis:  I 

Adjustment,  rescission  of 10789 

Decision  by  Regional  Commissioner I-    7710 

Immigrant:  highly  skilled  person  or  mlnlstor 5653 

Nonimmigrants.    See  Nonimmigrant  classes. 
NATIONALITY  REGULATIONS: 

Filing  of  petition  for  naturalisation 2681 

Forms: 

Nationelity.  prescribed;  N-414a ' 2681 

Official,  prescribed  for  use  of  cleric  of  naturalisation 

courts;  N-414a 2681 

Special  classes  of  persons  who  may  be  naturaliied; 

children  of  cltisen  parent 7710 

ORGANIZATION  STATEMENT;  Field  Service: 
Border  patrol  sectors: 

No.  11;  Oxnard.  Calif.,  addition 3524 

No,  22;  Dothan.  Ala.,  deletion 3524 

District  Offices: 

No.  1;  St.  Albans,  yt 1512 

3;  New  York.  NY 10659 

6;  Miami.  Fla 16659 

7:  Buffalo,   NY 1512 

22;  Portiand,  Maine 1512 

34;  Frankfurt.  Germany 12452 

37;  Rome.  Italy ^ 12452 

Subofflces : 

Immigration  offices  in  foreign  countries . 1512 

Rome.  Italy;  deletion 12452 

Ports  of  entry: 
Aircraft,  aliens  arriving  by: 
District  10.  St.  Paul.  Minn. : 
Baudette.    Minn..    Baodette    Itatemational 

Airport . 8630 

Rainier,  Minn..  International  Beaplane  Base, 

addition  4889 

Williston.    N.    Dak..    Sloulin   Field    iMual- 

clpal)    8630 

District  18.  Phoenix,  Arii.;  Tuma  County  Air- 
port: 

Designation  _. 10659 

Name  change  to  Tuma  International  Air- 
port    12452 

Vessels  or  land  transportatioii.  aliens  arrlvlnf  tay: 
District  22.  Portland.  Maine,  deletion  of 
Hodgdon  and  Uttteton 4889 

Immigration  Quotas: 

Burundi.  Jamaica,  Rwanda.  Tanganyika.  TriaiOaA  and 

Tobago,  Western  Samoa  (Proclamation  3603) 10399 


No. 
No. 
No. 
No. 
No. 
No. 


86000 — 83- 
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Imports  and  Exports:       

AGRICULTURAL    COMlf  ODITIBSw    See  '  Agrleulture 

Department. 
ALCOHOLIC  BEVERAGES: 

Payment  of  estimated  import  taxes 1598 

Wines.  rtlstJIled  9lrlts;  eqwrts 773 

ANIMALS,  imports; 

Breeding  purposes,  purebred  animals 8031 

Swine,  ruminants 411. 5601 

ANTIDUMPINp  ACT  of  1921: 
Determinations.    See  Customs  Bureau;  Treasury  De- 
partment. 
Investigations.   See  Tariff  Commission. 
ATOMIC   REACTORS,   export  licenses.     See  Atomic 

Energy  Commission. 
BLUE-MOLD  CHEESE;  Imports: 

(Proclamation   3460) 3183 

Regulations ». 6080 

<X>MPETrnON  FROM  IMPORTS,  loans  to  assist  films 

(Proclamation  3510) 12115 

COTTON  TEXTILES  AND  TEXTILE  PRODUCTTS: 
Import    restrictions.    See   Customs   Bureau;    Into'- 
agency  Textile  Administrative  Committee;  Presi- 
dent's Cabinet  Textile  Advisory  Committee. 
(Letters  of  March  16.  1962  and  Jime  21, 1962 ;  Execu- 
tive Order  11052) 2677,6009.9691 

CUBA: 

Import  restrictions 1116.2765,4554 

Trade  embargo  (Proclamation  3447) 1085 

CUSTOMS  REGULATIONS.    See  Customs  Bureau. 
EXPORT    CONTROL.    See    International    Programs 

Bureau. 
FOREIGN  ASSETS  CONTROL,  certain  in^iorts.    See 

Treasury  Department. 
FOREIGN  EXCESS  PROPERTY,  nonagricultural.  Im- 
portation into  United  States ^  4202,5937 

INVESTIGATION  of  certain  imports: 
Impact  on  U.S.  industry.    See  Emergency  Planning 

Office;  Tariff  Commission. 
Threats  of  Imports  to  naticmal  seciu-lty  (Eixecutive 

Order    11051) 9683 

LIQUOR.    See  Alcoholic  beverages. 

NUCLEAR  MATERIAL,  export  restrictions..  8173, 8825, 12257 

OIL  IMPORTS.    See  Interior  Department. 

OVERTIME  SERVICES,  plant  quarantine  iaspecton; 

commuted  travel  time  allowances 964, 

2267,  4011,  5849.  8025,  9938.  10247.  10250,  12044 

PETROLEUM  AND  PETROLEUM  PRODUCTTS,  adjust- 
ment of  imports  (I^mdamation  3509) 1 11985 

POULTRY  AND  POULTRY  PRODUCTS 411,  5601 

SHMURAH  WHEAT  FLOUR  IMPORTS  (Proclamation 

3448)  1086 

SUGAR,  allocation  of  part  of  Cuban  quota  to  Argentina 

and  Dominican  Republic  (Proclamation  3485) 7371 

TRADE    AGREEMENTS    RESPECTTING.     See    Trade 

agreements. 

TUNA  FISH.  Import  restrictions 10221 

TUNG  OIL  AND  TUNG  NUTS  (Proclamation  3471) 4271 

Income  Taxes: 

See  Internal  Revenue  Service. 

India: 

Trade  agreement  (Proclamation  3479) 5929 

Indian  Affairs  Bureau: 

ALASEIA;   n.SAI.S.  "North  Star",  operation  between 
SeatUe,  Wash.,  and  stations  of  Government  agen- 
cles  in  Alaska,  loss  or  damage  liability  to  freight..  12399 
AUTHORITY  DELEGATIONS: 
By  Area  Directors  to  various  officials : 
Phoenix  Area  Office.  Superintendent,  Uintalr  and 

Ouray  Agency;  oil  and  gas  leases 1580 

Portland  Area  Office,  Superintendents,  School 
Superintendent.  Project  Engineer;  forest  and 
range  management,  timber  sales  and  advertise- 
ment   2960 

By  Commissioner  to  various  officials: 
Area  Directors: 
Authority  supersedure;  revocation  of  certain  con- 
tracts     12144 

Fort  Hall  Irrigation  project;  correction 638 

Funds  and  fiscal  matters;  attorney  eontraets 11659 

Contracting  offleera.and  <\eBlgnatrid  repreaentatives; 
contracts  for  oonstruetton.  supplies,  equipment, 
and  services 12143, 12379 
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Indion  Affairs  ^ma%t — ContiniMd 

AIJTHORXTT  DELBQATIONS— Continued 
By  Ctommlasloner  to  Tmrlous  offldals — Continued 
Superlntendentt,  et  aL:  _,     ,,  ,    ^  --, 

ntthf  i1  Indian  Aceney;  irrlcatkxi  projects wn 

Seminole   Acency   and   Mlocowkee   8uba«ency; 

credit  matter* ••*» 

Prom  Secretary  of  Interior: 
Area  Redevelopment  Act  functiocA  respecting  In- 
dian  resenratlons »87 

Attorney  contracts  with  Indian  tribes,  and  con- 

tracU  with  technical  spedaUsts,  approval 11560 

Construction  oontracU -  — 5348 

Lands  and  minerals.  leasing  and  permitting 9o7 

Legislation,  specinc.  Pi.  87-279,  utility   faclllUes 

contracts  ^^^* 

Purchase  of  road  bul'dlng  equipment 8395 

CHEROKEE  NATICW;  distribution  of  funds  by  Indian 
Claims  Commission,  payment  of  shares  and  de- 

termlnatlon  of  heirs  and  legatees 10321 

PORESTRT:  „^^_   ,-.-- 

General  regulations 9085.12928 

Lumber  and  other  forest  products  from  forests  on  In- 
dian rcserratlons.  sale  of 91*«.  12929 

Menominee   Reservation,   sale   of    timber   products; 

revocation 9085.12928 

PUND6.  dlstrlbuticm  to  Cherokee  Nation  by  Indian 
Claims  Commission;  payment  of  shares  and  de- 
termination of  heirs  and  legatees 10321 

HOPI  INDIANS,  traders  on  reservation:  Sunday  trad- 
ing, deletion,  proposed  rule 11286 

IRRIGATION  PROJECTS: 
Operation  and  maintenance  charges,  etc. : 

Blackfeet  project,  Montana 1358 

Colorado  River  project.  Arizona 107.399.2091 

Crow  project.  Montana 694 

Flathead  project.  Montana 742 

Proposed  rules 2643.4629 

Port  Hall  project.  Idaho: 

Operation  and  maintenance  charges 237.5094 

Organization,  delivery  points,  season,  etc 8868 

Pump  lands:  Plathead  project.  Montana 741 

LAND  RECORDS  AND  TITLE  DOCUMENTS:  trans- 
fer from  Washington.  DC.  to  certain  area  offices: 

Aberdeen  ^JfimSJ 

Billings 5516,10178 

Gallup *30 

Portland 1428.4211,5518.7151.8981.10553 

MENOMINEE  RESERVATION,  forest  lands,  sale  of  tim- 
ber products:  revocation 9065.12928 

NAVAJO  INDIANS,   traders   on   reservation:    Sunday 

trading,  deletion,  proposed  rule 11266 

OIL  AND  GAS  MINING;  leasing  of  Osage  Reservation 

lan^ 5871.9512 

OSAG^TRIBE: 

Election  of  officers 2*5' 

Reservation  lands;  leasing  for  oil  and  gas  mining 5871, 

9512 

RECORDS.  non-Federal;  retention  requirements 3043 

TRIBAL  GOVERNMENT;  transfer  of  authority  from 
Solicitor  of  Interior  Department  to  Commissioner 
of  Indian  Affialrs: 

Attorney  contracts  with  Indian  tribes 11548 

Attorneys  and  agents  to  represent  claimants:  employ- 
ment of  attorneys 11548 

VOCATIONAL  TRAINING  for  adult  Indians,  admin- 
istration: 

Financial  assistance  for  trainees 1888 

Selection  of  applicants 510 

ZUNI     INDIANS,     traders     on     reservation:     Sunday 

trading,  deletion,  proposed  rule 11266 

Indians: 

EXCHANGE  OF  LANDS,  regulations  respecting :  Pueblo 

tribal  lands.  New  Mexico 3188.6715 

FEDERAL    SUPERVISION,    termination:     California 

Rancherlas 5840 

LANDS    RESTORED    to    tribal    ownership.    Northern 

Cheyenne  Tribe 8548 

LIQUOR,  legalising  sale: 

Coeur  D'Alene.  Idaho - 11615 

Jlcarllla  Apache  Reservation.  New  Mexico 7048 

REGULATIONS.   See  Indian  Affairs  Bureau. 
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Industry  Advisory  Comniitt«*s: 

Regulations  (Executive  Order  11007) 

Informotion: 

See  also  Security.  ^^ 

AR&iS  CONTROL  AND  DISARMAMENT,  dissemina- 
tion of  public  Information  (Executive  Order  11044)  _ 

ATOMIC  ENERGY,  communication  of  restricted  data 

(Executive  Order   11057) 10280 

CLASSIFIED  INFORMATION,  safeguarding:  limita- 
tion   of    authority    to    classify    (Executive    Order 

10985)  

VETERANS  ADMnnSTRArf ON  RECORDS,  release  of 

Information    from 7395,9599 

Information  Agoncy,  United  States: 

See  United  States  Information  Agency. 

Ir«quiry,  Boards  of: 

Investigation  of  labor  disputes :  ^»       , ,  *«, 

Aircraft    Industry    (Executive    Order    11025.    11028,       

11029,    11088) 5467.5531,5809,11793 

Maritime  industry  (Executive  Order  11013,  11054)—-    3373, 

9695 
Missile,  space,  and  military  aircraft  industry  (Execu- 
tive Order  11068) ll'^»3 

Insecticides,  Pesticides,  etc.: 

ANTIDOTE  STATEMENTS  on  labels 2267 

ECONOBdIC  POISONS;  definition,  interpretation .9881 

HOUSEHOLD  INSECmCIDES.  regulations *-  — -     1878 

PANAMA  CANAL,  licensing  of  pest  exterminators 511 

PESTS,  certain   forms  of  plant  and   animal  life  and 

viruses  declared  to  be 2793 

TOLERANCrES    for    residues    on    various    agricultural 

commodities.     See  Food  and  Drug  Administration. 

Insignia: 

NATIONAL  PARK  SERVICE 2486 

SPORT  FISHERIES  AND  WILDLIFE  BUREAU 9926 

Insurance: 

ACCTIDENT  AND  HEALTH  Insurance  Industry  rescis- 
sion of  trade  practice  rules _     5398 

AIR  CARRIERS,  liability  Insurance  requirements.  10027, 10053 
BANK    DEPOSITS,    reports    respecting.     See    Federal 

Deposit  Insurance  Corporation. 
CROP  INSURANCE.    See  Federal  Crop  Insurance  Cor- 
poration. 
FOREIQN  SOCIAL  INSURANCE  and  pension  systems. 

See  Social  Security  Administration. 
HOUSING    MORTGAGE    INSURANCE.     See    Federal 

Housing  Administration. 
INSURANCE  COMPANIES: 
Income  tax  regulations.    See  Internal  Revenue  Service. 
Securities    and    Exchange    Commission    regulations, 

proposed  rules 8553,10910 

LIFE  INSURANC:E: 
Government  employees,  cessation  and  conversion  of 

coverage  

Veterans.     See  Veterans'  Administration. 
OLD-AGE  AND  SURVIVORS  INSURANCE.     See  Old- 

Age  and  Survivors  Insurance  Bureau. 
RAILROAD    EMPLOYEES,    unemployment    insurance. 

See  Railroad  Retirement  Board. 
SAVINGS  AND  LOAN  INSURANCE.    See  Federal  Home 

Loan  Bank  Board.  ^,^„  ^^^^ 

SMALL  BUSINESS  INVESTMENT  COMPANIES..  3168,  4906 
SOLDIERS'  AND  SAILORS'  CIVIL  RELIEF.  Insurance 

premiums 2287 

SURETY    BONDS    and    Insurance,    regulations.     See 

specific  agencies. 
UNEMPLOYMENT  INSURANCE,    railroad   employees. 

See  Railroad  Retirement  Board. 
VESSEU3: 

Federal  ship  mortgage  and  loan  insurance 1189 

Marine  protection  and  Indemnity  insurance. ---     3009 

War  risk  insurance 228.4028,8521,11489 

VETERANS  LIFE  INSURANCE.    See  Veterans  Admin- 
istration. _^.. 
WORKMEN'S    COMPENSATION    INSURANCE,    AEC 

regulation   - *''0 
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Insurance  Companies:  '*<* 

INCOME  TAX  REGULATIOKB.    See  Jsdenal  Revenue 

Service. 
SECURITIES  AND  EXCHANGE  rrvunnatancK  nipOmi- 

tions;  proposed  rules . 8553, 10910 

Interagency     Textile     Adminisfrotivo     Com- 
mittee: ' 

IMPORT  RESTRAINT  LEVELS,  certain  cottoQ  textiles 

and  textile  products.. 12849 

(LETTERS  of  March  16.  1962  and  June  21,  10«3:  Ex- 
ecutive  Order   11052) 2677.6009.9691 

RESTRICTIONS: 
Imports  from  various  countries: 

China.  Republic  of 6339, 7576,  9660 

Columbia 6339,9660 

Hong  Kong 2809.6719,9660 

Israel    _ 6339.7576,9660 

Mexico   8043.9660 

Poland   8042.9660 

Portugal 5915.7576,8829,9226,9660 

United  Arab  Republic 6339,7576.9660 

Samples  permitted 8978 

Termination  of  restrictions 9660 

Inter-American  Development  Bank: 

Exception  to  immunity  from  suit  as  privileged  Interna- 
tional organisation  (Executive  Order  11019) 4145 

Inter-American  Tropical  Tuna  Commission: 
P*rivlleged  International  organization  (Executive  Order 

11059) ^___ 10405 

Interdepartment  Radio.  Advisory  Committee: 

Transfer  of  fimctions  to  OfBce  of  Emergency  PUumlnc 

(Executive  Order  10995) 1519 

Interdepartmental  Highway  Safely  Board: 

Membership  (Executive  Order  10986) -_ 439 

Interior  Department: 

See  Bonneville  Power  Administration. 

Fish  and  Wildlife  Service. 

Geological  Survey. 

Indian  Affairs  Bureau. 

Land  Management  Bureau. 

Mines  Bureau. 

National  Park  Service. 

Reclamation  Bureau. 

Southeastern  Power  Administration. 

Southwestern  Power  Administration. 
AMERICAN   FISHERIES   ADVISORY    COMMITTEE; 

objectives,  responsibilities,  policies,  etc '  138 

APPLICATIONS  for  public  lands,  moratorium:  modlfl- 

.T,«^J^2Si?   1604,4211,4345,5408 

APPOINTMENTS   without   compensation   and   state- 
ments of  business  interests  under  Defenae  Produc- 
tion Act  of  1850--  452.  453.  478. 1196, 1784,  2952,  3150,  3614. 
3701,  4750.  5125.  5841.  6296,  6686.  6687,  6688. 

. 6»92.  7151.  7904.  8631,  9786.  10108.  10861,  11683 

AUTHORITY  DELEGATIONS: 
By  Director.  Saline  Water  Ofllce,  to  Proeess  Resident 

Engineers:  purchases  of  supplies  and  materials..    1296 
By  Secretary,  to  certain  officials: 
Assistant  Secretary.  Fish  and  WlkUife;  chairman. 

Migratory  Bird  Conservation  Commission. 9926 

Assistant  Solicitor.  Lan<l.  Appeals  Branch;  disposi- 
tion of  appeals  from  decisions  of  Land  Manage- 
ment Bureau  and  Geological  Survey  Directors.    6851 
Bonneville  Power  Administrator: 
Contracts  for  experimental  supplies  uid  equip- 
ment   . 3861,5348 

•  Superseded   9359 

Disposition  of  power  for  certain  projects,  etc 591 

Commercial  Fisheries  Bureau.  Director;  processing 

and  sale  of  Alaska  fur  sealskins 6794 

Federal  Petroleum  Board: 

Chairman;  investigations  under  Connally  Act 11760 

Functions.  Richard  8.  Alleman 9571 

Revoked 11760 

General  Services  Administrator;  procram  to  italil- 

llze  lead  and  zinc  mining  on  pubue  lands 3822 

Heads  of  Bureaus  and  Offloea.  proeurement  imd 

contracting . 9359 

Prior  orders  superseded 9869.9926 
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Interior  Department — Continued 

AUTHORITY  DELEGATIONS— Continued 
By  Secretary,  to  certain  officials— Continued 
Indian  Affairs  Bureau: 
Commissioner: 
•  Area  Redevelopment  Act  functions  respectinc 

Indian  reservations 887 

Attorney  contracts  with  Indian  tribes  and  con- 
tracts with  technical  specialists 11560 

Construction  contracts 5348 

Lands  and  minerals,  leasing  and  permitting:    -      987 
Legislation,  specific.  P.L.  87-279;  utility  facili- 
ties contracts 2328 

Purchase  of  road  building  equipment.  ^ 6395 

Gallup  Area  Office  Director;  contracts  for  con- 

r       structlon  work 5343 

Land  Management  Bureau  Director;  mineral  leasn' 

Outer  Continental  Shelf  lands 2862 

Mines  Bureau  Director;  contract  for  experimental 

research  system 3523 

Superseded   9359 

National  Park  Service.  Director;  various  functions.    6395 
Outdoor  Recreation  Bureau,  Director;  planning,  co- 
ordination, and  promotion  of  outdoor  recrea- 
tion      8719 

Property  Management  Division.  Director;  procure- 
ment determinations,  mistakes  in  bids 6240 

Solicitor: 
Acquisition  of  real  estate  by  condemnation  pur- 
suant to  Helium  Act 1496 

Approval    of    attorney    contracts    with    Indian 

tribes;  revoked 11560 

Southwestern  Power  Administrator: 
Power  operations  of  Grand  River  Dam  Authority.    4397 

Radio  equipment 6395 

Under  Secretary  or  Assistant  Secretary : 
Migratory  Bird  Conservation  Commission,  Chair- 
man       9926 

National  Forest  Reservation  Commission,  mem- 
ber      9926 

Virgin  Islands  Corporation,  member  and  chair- 
man   L 9926 

By  Solicitor,  to  certain  officials: 
Assistant  Solicitor.  Land  Appeals  Branch;  appeals 
respecting  Land  Management  Bureau  and  Geo- 
logical Survey  proceedings- J 953 

Regional  Solicitor,  Portland  Region;  emergency  au- 
thority for  real  estate  condemnation  in  ccmnec- 

tlon  with  timber  salvage 11683 

BOULDER  CANYON  PROJECTT  ADJUSTMENT  ACT; 

generation  and  sale  of  power 6850 

CHRISTIANSTED  NATIONAL  HISTORIC  SITE,  Vir- 
gin Islands;  addition  of  certain  lands 6340 

CONSERVATION  POLICY,  water  resources 4212 

CONTINENTAL  SHELF,  outer;  mineral  leases,  author- 
ity  delegation  to  Director  of  Land  Management 

Bureau   2862 

EL  MORRO  NATIONAL  MONX7MENT,  New  Mexico; 

revision  of  boundaries 5750 

EMERGENCJY  PREPAREDNESS  FUNC7TIONS  (Execu- 
tive Order  10997) 1622 

EMPLOYEES.  Land  Management  Bureau;  interest  in 

lands  and  resources ^ 3812 

FEDERAL   PETROLEUM   BOARD,   authority   delega- 
tions: 

To  Alleman.  Richard  S 9571 

Revoked   1J760 

To  Chairman,  inyestigatlons  under  Connally  Act 11760 

PORT   CLATSOP    NATIONAL   MEMORIAL,    Oregon; 

establishment l 10229 

GILA  CLIFF  DWELLINGS  NATIONAL  MONUMENT, 

inclusion  of  lands  (Proclamation  3467) 3791 

GLEN  CANYON  RESERVOIR  (Lake  PoweU)  and  Lake 
Mead,  operating  criteria  during  Lake  Powell  filling 

period  __ 6851 

INDIANS: 
California  Rancherlas  and  individual  members  there- 
of; termination  of  Federal  supervision 5840 

Coeur  D'Alene  Indian  Reservation,  Idaho;   Intoxi- 
cants, introduction,  sale  or  possession 11515 

Jlcarllla  Apache  Reservation.  New  Mexico;  intoxii* 

cants.  Introduction,  sale  or  possession 7046 
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Int«ripr  Department — Continued 

LANDS  TRANSFERRED: 
B«dl*nd«  NatlotuJ  Monument,  South  Dakota;  from 

Agriculture  Department 12152 

Oarfleld  County,   Utah;    from   Agriculture   Depart- 
ment _ -.- -     8811 

MINERAUB.  emergency  preparedness  and  mobilization 
respoDsibllltles:   agreement   between  Secretary   of 

Interior  and  Secretary  of  Conunerce 9228 

MINERALS  EXPLORATION  O^PICE,  Federal  assist- 
ance  In  financing    explorations   for    mineral    re- 

senree;  lead,  sine  and  copper  deleted 9217 

MORATORTOM  on  applications  and  petitions  for  public 

lands   modifications 1504.4211,4345.5408 

OIL  IMPORT  ADMINISTRATION: 
See  oiso  Oil  imports. 

Oil  import  regulation 12442 

Alloca^ioos  of  crude  and  unfinished  oils 5561.5954 

District  I.  residual  fuel  oil  to  be  used  as  fuel 2014, 

2118,2603.2610 

Dlstrlcto  I-IV,  n-IV,  V;  finished  products .'  2014.  2605 

Puorto  Rico,  ma««««"*"  level  of  Imports 2014.2605 

OIL  IMPORTS: 

See  alto  Oil  Import  Administration. 

Functions  of  Secretary  (Proclamation  3509) 11985 

Puerto  Rico,  adjustments  In  maximum  levels  of  im- 
ports  2014.  2605.  5914,  12454 

Residual  fuel  oil  to  be  used  as  fuel.  District  I:  ;naxi- 

mum  level /  2610 

OUTDOOR    RECREATION    PROGRAMS     (Executive 

Order    11017) *l*l 

PALMYRA  ISLAND,  land  recordation 2707 

PETRIFIED    FOREST    NATIONAL    PARK,    Arizona; 

estaUlshment 10984 

PROCUREMENT  REGULATIONS;  general  provisions. 

introduction    776 

RECORDS  non-Federal;  retention  requirements 3042 

RESERVOIR  PROJECT  LANDS,  policy  respecting : 

Interior  Department  policy 1733 

Joint  ixMcj  of  Interior  and  Army  Departments 1734 

SALINE  WATER  OFFICE,  authority  delegation  by  Di- 
rector to  Process  Resident  Engineers;  purchases  of 

supplies  and  materials 1296 

SCOTT8  BLUFF  NATIONAL  MONUMENT,  Nebraska; 

designation  of  revised  boundaries.. --     12454 

SPORT    FISHERIES  AND  WILDLIFE   BUREAU,    In- 
signia     - W26 

TIMBER    SALVAGE.    Portland     Region;     emergency 

authority  for  condemnation  of  real  estate 11683 

TRUST  TERRITORY  OF  PACIFIC   ISLANDS,   func- 

Uons  (BxecuUve  Order  11021) 4409 

WAKE  ISLAND,  civil  administration: 
Agreement  between  Interior  Department  and  Federal 

AvtaUon  Agency »ff; 

(Executive  Order  11048) -        M^i 

Intemol  Revenue  Service: 

ATTORNEYS  AND  AGENTS,  practice  before  Internal 

Revenue   Service 9918 

AUTHORITY  DELEGATIONS: 
By  Commissioner  to  various  officials: 
Acting  regional  commissioner,  acting  district  di- 
rector, or  acting  service  center  director,  deslg- 

naUon WSO 

Assistant  Chief s  and  Special  Assistants  to  Chiefs. 
Appellate  Division;  offers  In  compromise  under 

$50.000 358 

Chiefs  and  Associate  Chiefs.   Appellate    Division; 

offers  in  compromise 357 

Deputy  Commissioner,  et  al.;  emergency  order  of 

succession - 7504 

Direct<w  of  International   Operations;    inspection 

of  returns - -- -    7461 

District  Directors: 

Compromise  offers  under  $50.000 357 

Exempt  organizations,   notice   of   revocation   of 

exemption   10861 

Inspection  of  returns 7461 

From  Secretary  of  Treasury;  Treasury  seal  dies,  pro- 

curement^custody.  and  use 4000,7397 

DISTILLED  SPIRITS: 
Excise  taxes: 
Exports - - - 773 
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infernal  Revenue  Service— Continued 

DISTILLED  SPHUTB— Continued 
Excise  taxes — Continued 
PlanU: 

Employer  identification  numbers. 3816,8521.8525 

Packaging,  use  of  %  pint  containers 5954 

Used    In    manufacturing    nonbeverage    products; 

drawback,  proposed  rules 11427 

Labeling  and  advertising: 

Barreling  proof  of  whisky 832.3800 

Bottled  spirits,  standards  of  fUl;  %  pint 6269.  5954 

Identity   standards,   labeling   requirements,   with- 
drawal from  customs  custody;  proposed  rules. _       832 
EMPLOYMENT  TAXES,  use  of  Identifying  numbers...    1761, 

3141.  8516 
ESTATE  TAX,  decedents  dying  after  August  16,  1964: 
Credit  for  SUte  and  foreign  death  taxes,  filing  re- 
turns,   etc 232.4983 

Mutual  fund"  shares;  valuation  of  shares  In  open- 
end   Investment  companies,   proposed   rule   and 

hearing 5268.6433 

EXCESS  PROFITS  TAX.  relief  because  of  Inadequate 
excess  profits  credit;  allowance  during  fiscal  year 

ended  June  30.  1962.. - 9522 

EXCISE  TAXES: 

Beer;  employer  identification  number 3816,8522,8526 

Communications,  tax  on;  proposed  rules 11813 

Denatured    alcohol    and    rum,    formulas;    proposed 

rules    11265 

Distilled  spirits: 

Elxportatlon ' 773 

Plants: 

Employer  Identification  numbers 3816,8521.8525 

Packaging,  use  of  ^  pint  Containers 5954 

Used    in    manufacturing    nonbeverage    products; 

drawback,  proposed  rules 11427 

Documentary  stamp  taxes 1088 

Employer  IdentlflcaUon  numbers 1761,3141.3816.8518 

Firearms      and      ammunition.       Interstate       traffic 

In    6981,10041 

Fruit-flavor  concentrates,  volatile;   production,  pro- 
posed   rules 10754 

Liquors,  exportation  of. 773 

Manufacturers  and  retailers  Uxes : 

Employer  Identification  numbers 8518 

Refunds: 
Administrative    provisions,    proposed    rules    and 

hearing 2104.3259 

Gasoline  used  by  local  transit  systems -    9142, 

9455,11221 

Sugar,  manufactured,  floor  stocks  refunds 9556 

Sales  by  other  than  manufacturer  or  importer,  pro- 
posed rule. 12267 

Toilet  preparations,  retailers  tax 2607.4202,9983 

Use  by  manufacturer  or  Importer  considered  sale, 

proposed  rule ^^3?^ 

Narcotic  drugs;  employer  identification  numbers 1770. 

8523,  8616 
Sugar,  manufactured;  imposition  of  tax.  fioor  stocks 

refunds **** 

Tax  Rate  Extension  Act  of  1962,  special  credit  or  re- 
fund of  transportation  Ux... - 9147,11227 

Tobacco  products,  cigarette  papers  and  tubes : 

Employer  identification  numbers - S817.8626 

Removal  without  payment  of  tax,  for  use  of  U.S..     860, 

4475 

Transportation  of  persons 9143,9465.11222,11691 

Wine;  employer  Identification  number 3816,8626 

FIREARMS  AND  AMMUNmON.  Interstate  traffic  In..    6981, 

10041 

GIFT  TAXES : 

Bonds  for  extension  of  time  to  pay  tax 536,4987 

"Mutual  fund"  #iares;  valuation  of  shares  In  open- 
end   Investment  companies,   proposed   rule  and 

hearing  "SSJS? 

Returns;  signing,  verification,  place  for  filing 236,4ipe7 

IDENTIFYING  NUMBERS,  use  of. 1761. 

1770.  3141.  3816.  8513.  8523,  8625.  8526 
INCOlifE  TAXES,  taxable  years  after  1963: 
Accounting  methods: 
Adjustments;  allocation  of  income  and  deductions 

among  taxpayers 3596 

Constructive  receipt  of  Income;  proposed  rule  and 

hearing 11264,12719 
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Internal  Revenue  Service     ConHnued  ***** 

INCOME  TAXES,  taxable  yeaxB  after  IMS— OontiBued 
Accounting  methods-<!ontinued 
Installment  method: 
Life  insurance  companies,  disposition  of  install- 
ment obligations * 1319 

Sales  under  revolving  credit  plan,  propoeed  rules 

and  hearing _  MM.  10794, 11007 

Prepaid  dues  Income  of  certain  membership  or- 
ganizations   ' 3626 

Prepaid  subscription  Income 1797 

Accounting  periods: 
Annual  accounting  period: 

Change  of -_ OTM,  10096 

Insurance  companies 8723 

Returns  for  period  of  imder  12  months 4093 

Aliens:  , 

^^-^   Departing,  certificates  of  compliance  with  tax  laws; 

/^  exceptions  for  certain  employees  of  foreign 

governments  and  international  organisations.  11803 
^  Nonresident: 

Doubling  tax  rates 8723 

Proposed  rules 12582 

Withholding  tax  on 1888 

Bank  Holding  Company  Act  of  19M,  distributions 

pursuant  to 33 

Proposed  rule 12137 

Capital  gains  and  losses: 

Alternative  tax  on  ccKporations 8724 

Election   by   registered  foreign  investment  com- 
panies  12749 

Losses  on  small  business  stock;  proposed  rule 12137 

Consolidated  returns,  definitions: 

Affiliated    group 4093 

Includible  corporation,  regulated  investment  com- 
panies and  real  estate  Investment  trusts 4093 

Cooperatives;  proposed  rules: 
Farmers  cooperatives,  tax  on,  and  exemption  from 

tax 12952 

Taxation  of  cooperatives  and  their  patrons 12943 

Corporations : 
See  also  Foreign  corporations,  below. 

Capital  gains  and  losses,  alternative  tax 8724 

Distributions  and  adjustments: 
Carryovers: 

Effective  date-— .'_ 10741 

Life  insurance  c<»npanies 13S41, 12543 

Net  operating  loss  carryoveis,  limitations 10733, 

10738,  10741 
Constructive  ownership  of  stock,  foreign  ccnpo- 

ratlons  __ 4003. 10544, 10705, 11877 

Definition,   dividend ^ 12541 

Reorganizations : 

Foreign   corporations 11918 

Records  to  be  kept,  reorganisation  plan 11918 

Elections  by  small  business  corporations,  share- 
holders consent 4153. 10454 

Income  from  sale  and  purchase  of  own  bonds,  pro- 
posed nile 12837 

Normal  tax  on  corporations  before  and  after  July  1, 

1963 8724 

Regulated  investment  companies  and  real  estate 

investment   trusts 4092 

Special  deductions,  dividends 4092 

Tax  returns,  payments  of  interest,  dividends,  etc..  10836, 

12794 
Used  to  avoid  income  tax  on  diarefaolders: 
Corporations  improperly  ■i^iwwiti^ii"!  suxplus, 
small  business  investment  oompanles;  pro- 
posed rules  and  hearing ... 48, 1424 

Deduction  for  dividends  paid ." 4093 

Foreign  personal  holding  fnvnttpmny  inoome.  pro- 
posed rule  and  hearing . M,  1424 

Personal  holding  companies,  deflnitlnns.  stock 
ownership,  constructive  ownership;  proposed 

rules  and  hearing 48, 1424 

Credits  against  tax: 
Dividends  received  by  individuals: 

From  life  insurance  companies ...  12541 

From  real  estate  investment  trusts 4092 

Investmento  in  certain  depredaUe  prapertgr 11401 


Internal  Revenue  Service — Continued 

INCOIilE.  TAXES,  taxable  years  after  1953 — Continued 
Deductions: 
Business  expenses: 
Capital  contributions  to  Federal  National  Mort- 
gage Association:  proposed  rules 1119 

Charitable  contributions  and  gifts  excepted;  pro- 
posed rules 10491 

Reporting  and  substantiation.  10900, 11264, 11673, 12935 

Charitable  contributions  and  gifts 1901,8093 

Proposed  rules 10489 

Interest  payments,  ground  rent  payments,  Pennsyl- 
vania and  Maryland . 2011 

Medical,  dental,  etc..  expenses 6972 

Travel  and  entertainment  expenses,  reporting  and 

substantiation 10900, 11264. 11673, 12935 

Deductions  not  permitted:  / 

Acquisitions  made  to  evade  or  avoid  Income  tax 3595 

Entertainment  expenses,  certain;  substantiation. _  10894, 

11264,  11673,  12930 
Deferred  compensation,  pension  plans,  etc.,  deduction 
for  employer  contributions  to  employees'  annuity 

plans:  information  to  be  furnished 106,1321.4474 

Estates,  trusts: 
Grantor  treated  as  substantial  owner,  charitable 

beneficiaries   1905,  8097 

Limitation  on  charitable  contributions  deduction  of 
trusts  with  trade  or  business  income,  engaged 

In  prohibited  transactions,  etc 1905,  8097 

Exempt  organizations,  farmers  cooperatives,  tax  on, 

and  exemption  from  tax;  proposed  rules 12952 

Foreign  corporations: 
Corporate  distributions: 

Constructive  ownership  of  stock 4092, 

10544,10705.11877 

Reorganizations i 11918 

Doubling  tax  rates 8723 

Income  from  foreiem  centra]  bank  of  issue  from  ob- 
ligations of  United  States;  proposed  rule 12582 

Income  from  outside  United  States,  controlled  for- 
eign corporations;  proposed  rules .' 12759 

Information  returns 10544, 

10548, 10551, 10705, 11877. 11881. 11885 

Foreign  Investment  companies,  registered;  election 12749 

Foreign  life  insurance  companies.    See  under  Insur- 
ance companies. 
Foreign  personal  holding  company  income,  corpora- 
tions used  to  avoid  Income  tax  on  shareholders; 

proposed  rule  and  hearing 50, 1424 

Gross  Income: 
Cooperative  associations,  tax  treatment  as  to  pa- 
trons; proposed  rule___, 12952 

Deductions.   See  Deductions,  above. 

Dividends 4092,4093 

Life  insurance  dividends.  Interest  on;  proposed 

rule  and  hearing 11264. 12719 

Exclusions,  proposed  rules: 
Meals  and  lodging  furnished  for  convenience  of 

employer 12836 

Parsonages,  rental  value 12641 

Income  from  discharge  of  indebtedness,  sale  and 
purchase  by  corporation  of  its  bonds;  propoeed 

rule 12837 

Interest  on  life  insurance  dividends,  proposed  rule 

and  hearing _ 11264,12719 

Holding  companies,  corporations  used  to  avoid  income 

tax  on  shareholders;  proposed  rules  and  hearing.       50, 

1424 

Identifying  numbers _._ 1761,3141,8514 

Insurance  companies: 
General: 

Annual  accounting  period .* 8723 

Foreign  taxes,  credit  for. __    8728 

Gross  income,  computation 8723 

Life  Insurance: 

Accoimting  methods,  installment  obligations 1819 

Corporate  distributions,  carryovers 12541. 12543 

Definition,  variable  annuities 8717 

Foreign  life  insiirance  companies: 
Carrying  on  United  States  insurance  business.   8724, 

8725 
Percentage  for  computing  income  tax  for  IMl 

estimated  tax  for  1M2 M15 


^iBid 
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lfit*mol  Rev«nu«  Service — Continued  *** 

INCCHCE  TAXES,  taxable  yean  after  1953 — Continued 
Insurance  companies— Continued 
Ufe  Insurance — Continued 
Oalns  and  losses : 

Prom  operations 8718,8724.8725 

Reinsurance  transactions  after  December  31, 

1958 12543 

Income  and  deductions 8724 

Muttial  Insurance : 

Deduction    for    Investment    exi)enaes:    proposed 

rules  and  hearing 8742.  10123 

Definitions,  taxable  income,  etc 8718 

Election  to  be  taxed  on  total  income 12544 

Other  than  life  or  mutual  Insurance  companies: 

taxable  Income,  proposed  rule 8723 

Investment  companies: 

Foreign,  registered;  election. ._ 12749 

Regulated: 

Definition,  taxation 4090 

InformaUon  on  dividends  to  shareholders.   10836.  12794 
Small  business  companies  Improperly  accumulat- 
ing surplus;  proposed  rules  and  hearing 48.  1424 

Life  Insurance  companies.    See  under  Insurance  com- 
panies. 
Partners,  Income  and  credits  of;   items  constituting 

dlstrlbuUve  share 1905.8097 

Partnerships  and  proprietorships,  election  as  to  tax- 
able status,  self -employment  Income;   proposed 

rule , 12641 

Property  disposition,  gain  or  loss  on : 
Basis  rules;  adjustments,  etc. : 

Exhaustion,  wear  and  tear,  obsolescence,  etc 8723 

Gift  tax  paid  on  certain  property  acquired  by 

gift,  proposed  rules 10494 

Gifts  and  transfers  in  trust,  property  acquired 

by,  proposed  rules 10492 

Life  Insurance  companies 8724 

Ehstributlons  pursuant  to  Bank  Holding  Company 

Act  of  1956 33 

Proposed  rule 12137 

Federal  National  Mortgage  Association,  stock,  pro- 
posed rules 1120 

Readjustment  of  tax  between  years : 

Antitrust  laws,  damages  for  Injuries  under  ...  53. 11917 

Breach  of  contract  damages 51,  11915 

Claim  of  right 10824 

Claims  against  United  States  involving  acquisitions 

of  property 10826 

Limitations,  etc..  mlUgation  of  effect 10823 

Real  esUte  Investment  trusts 4081.4092 

Returns: 

See  also  Consolidated  returns. 
C(»poratlons: 
See  alMO  Foreign  corporations. 

Payments  of  Interest,  dividends,  etc 10836,  12794 

Estimated  tax  declarations,  automatic  extension  of 

time  eliminated;  proposed  nile 10951 

Exempt    organizations.'  information    returns    by; 

proposed  rules 12953.12954 

Farmers'  cooperatives.  Income  tax  returns;   pro- 
posed rule 12953 

Foreign  corporations.  Information  returns : 
Domestic  corporations  or  United  States  persons 

controlling  foreign  corporations 10544. 

10705.  11877 


Organization  or  reorganlzatlm  of  foreign  cor- 
porations, and  acquisitions  of  their  stock — 

10551,  10705.  11881 
Interest,  dividends,  and  patronage  dividends,  infor- 
mation on  payments  of 

10836,  11701.  12794 
Self-employment  tax  retxims.  Social  Security  Act 

amendments;   proposed  rule 

Time,  place,  for  returns 10844. 10951 

Self-emplosrment  Income,  proposed  rules: 

Deflnltloos,  rate  of  tax.  etc 

Election  as  to  taxable  status 

Returns.  Social  Security  Act  amendments 

Small  business  corporation.  electl<m  as  to  taxable 

status;  shareholders  consent 4153 

Small  business  Investment  companies  improperly  ac- 
ciunulatlng  surplus;  proposed  rules  and  hearing. 


10548. 
.  11885 

10834. 
12802 

12641 
12801 

12621 
12641 
12641 

,10454 

48. 
1434 


Intemol  Revenue  Service— Continued  ^'^ 

TNCOhXE  TAXES,  taxable  years  after  195^— ConUnued 
Travel  and  entertainment  expenses,  reporting  and 

substantlaUon 10900. 1 1264.1 1673. 12935 

Virgin  Islands,  limitation  on  reduction  in  Income  tax 

liability 10951.12791 

Withholding  of  tax  on  nonresident  aliens 1888 

Interest  on  Government  obligations,  proposed  rule.   12582 
UQUOR8,   DISTILLED  SPIRITS,   etc.     See  DisUUed 

spirits. 
NARCOTIC  DRUGS,  excise  tax  regulations;  employer 

IdentiflcaUon  numbers 1770,  8523,  8816 

PROCEDURE  AND  ADMINISTRATION: 

Identifying  numbers 1761,  3141.  8522 

Returns.    See  uiider  Income  taxes. 

Seal  for  Director  of  Philadelphia  Regional  Service 

Center.   esUbllshment 12751 

RECORI>S.  non-Federal;  retention  requirements 3050 

SEAL;     Director    of     Philadelphia    Regional    Service 

Center 12751 

WINE: 

Advertising,  labeling;  withdrawal  from  customs  cus- 
tody, proposed  rule 832 

Employer.  IdentiflcaUon  number 3816.8525 

Exportation --       773 

International    Business   Operations    Bureau: 

Records.  non-Federal;  retention  requirements 3034 

International  Development  Agency: 

ASSISTANCE  TO  COOPERATING  COUNTRIES,  pro- 
cedures  for  furnishing 2363,4961.10702 

AUTHORITY  DELEGATIONS: 
By  Administrator  to  listed  ofOcials : 

Acting  Administrator;   designation 1037.9226 

Acting  EHrector,  Office  of  Program  Support;  desig- 
nation       2650 

Assistant  Administrator.  Administration: 
Contracts,  letters  of  commitment,  project  imple- 
mentation orders,  etc 5914 

Per  diem  rates  for  distinguished  participants  In 

training  in  United  SUtes 3701 

Assistant  Administrator  for  Africa  and  Europe: 
Agreements     with     other     agencies     respecting 

specific  projects  or  programs 10374 

Contracts,    letters  of   commitment,   project  im- 
plementation orders,  etc 5914 

Loan  and  guaranty  agreements: 

Agricultural  Trade   Development   and  Assist- 
ance Act,  1954 1926 

Foreign    Assistance    Act.    Development    Loan 

Fund,  and  Mutual  Security  Act 449 

Surveys  of  investment  opportunities 10912 

Assistant  Administrator  for  Par  East : 
Agreements     with     other     agencies     re«>ecting 

specific  projects  or  programs 10374 

Contracts,  letters  of  commitment,  project  imple- 
mentation orders,  etc 5914 

Loan  and  guaranty  agreements: 

Agricultural  Trade  Development   and   Asslst- 

^    ance  Act.  1954 1926 

Foreign    Assistance    Act,    Development    Locm 

Fund,  and  Mutual  Security  Act 449 

Surveys  of  Investment  opportunities 10912 

Assistant  Administrator  for  Latin  America: 

Agreements     with     other     agencies     re«>ecting 

specific  projects  or  programs 10374 

Contracts,  letters  of  commitment,  project  Imple- 
mentation, etc 5914 

Loan  and  guaranty  agreements : 

Agricultural   Trade  Development  and  Assist- 
ance Act,  1954 1926 

Foreign    Assistance    Act.    Development    Loan 

Fund,  and  Mutual  Security  Act 449,  9524 

Pan  American  Union  Agreement 449,9524 

Social  Progress  Trust  Fund  Agreement 449.  9524 

Surveys  of  Investment  opportvmlties 10912 

Assistant  Administrator,  Material  Resources;  for- 
eign excess  property 5152 

Assistant    Administrator     for     Near     East-South 
Asia: 
Agreements     with    other     agencies     respecting 

specific  projects  and  programs 10374 

Contracts,  letters  of  commitment,  project  imple- 
mentation orders,  etc 5914 
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Intemationol  Devetopment  Agtnqr     Con.         '^** 

AUTHORITY  DELEGATIONS— Ooottnued 
By  Administrator  to  listed  ofBciali— Continued 
Assistant    Admlnlstattor    for    Near    East-Soath 
Asia — Continued  ^ 
Loan  and  guaranty  agreements: 
Agricultural  Trade  Development  and  Assist- 
ance Act,  1954 I 1926 

foreign    Assistance   Act,   Derdoimient   Loan 

Fund,  and  Mutual  Security  Act 449 

Surveys  of  Investment  opporttmities 10912 

Deputy  Administrator;  authority  uid  functions  of 

Administrator . » : 3822 

Rescission    6821 

Deputy  Administrator  for  Admlnlstratkm: 
Agreements     with    other    agencies    req;)ecttng 

specific  projects  or  programs 10374 

Authority  of  Administrator 12452 

Authority  and  functions 9286 

Deputy  Administrator  for  Operations;   authority 

and  functions  of  Administnitor 5821 

Diplomatic  officers,  certain,  in  Aftlcan  countries; 

AID   program 11821 

Director.  Research.  Evaluation  and  Planning  As- 
sistance Staff  for  programs;  oontracts.  letters 
of  commitment,  and  project  implementation 

orders,  etc 5914 

Mission  Directors,  Representatives,  or  Liaison  Offl- 

cers;  foreign  excess  property 478 

United  States  Coordinator  for  the  Alliance  for 

Progress;  loan  and  guaranty  agreements 9524 

By  Assistant    Administrator  for  Administration  to 
certain  ofl^^als: 
Chief  and  Assistant  Chief,  Contract  Services  Divi- 
sion ;  contracts,  letters  of  commitment,  project 

implementation  orders,  etc 7044 

Director.  Office  of  Program  Support;  per  diem 
rates,  exceptional,  for  participants  In  training 

in  United  States , 3701 

By  Assistant  Administrator  for  Africa  and  Europe  y^ 
to  listed  officials:  > 

Chief.  Contract  Staff.  AFE;  contracts,  letters  of 
commitment,  project  implementation  orders, 

etc   7043 

Deputy  Assistant  Administrator: 
Contracts,  letters  of  commitment,  project  imple- 
mentation orders,  etc 7043 

Loan  and  guaranty  agreements 9925 

By  Assistant  Administrator  for  Fttr  East  to  Chief, 
Contract  Staff;  contracts,  letters  of  commitment, 

and  project  Implementation  orders 7043 

By  Assistant  Administrator  tar  Latin  Amolca  to 
Deputy  Assistant  Administrator,  et  9l.;  oon- 
tracts, letters  of  commitment,  and  project  im- 
plementation orders 7043 

By  Assistant  Administrator  for  Near  East  and  South 
Asia  to  listed  officials: 
Chief,  Contract  Staff;  et  aL;  contracts,  letters  of 

commitment,  etc 7043 

Deputy  Assistant  Administrator;  functions  of  As- 
sistant   Administrator 8498 

Director,  Office  of  Near  Eastern  Affaiia.  et  aL;  loans 
and  giiaranty  agreements  under  Foreign  As- 
sistance Act,  Development  Loan  Fund,  and  Mu- 
tual Security  Act  of  1954 ^ 8498 

By  Deputy  Assistant  Administrator  for  CiM;)ital  Devd-    ■ 
opment  to  Stanley  I.  Grand,  ^;>ecial  Assistant  to 
United  States  Coordinator  for  Alliance  for  Prog- 
ress; Latin  American  financing  transactions 10553 

By  Director.  Research.  Evaluation  and  Planning  As- 
sistance Staff  to  Chief,  Research  Support  Staff; 

contracts  and  project  implementation  orden 7043 

By  United  Stat^  Coordinator.  Alliance  for  Progress; 
to  listed  officials:                  ■* 
Deputy  Assistant  AdminlstraUn-  for  Cai^tal  Devel- 
opment, Latin  America;  Latin  American  fi- 
nancing transactions : 10553 

Deputy  United  States  Coordinator,  Alliance  for 
Progress;  Latin  American  financing  trans- 
actions     . ; . 10553 

BOARD  OF  CONTRACT  APPEAI^;  establistament  and 

designation   903 

Designation  of  Executive  Secretary 7829 

CONTRACT  APPEAL  PROCEDURE;  regulations 891 


International  Development  Agency — Gm.        ^*^ 

O^nciAL  INFORMATION, -limitation  of  authority  to 

classify  (Executive  Order  10985) , 439 

PER  DIEM  PAYMENTS  to  participants  in  nonmilltary 
mutual  security  training  programs: 

Authority    delegations 3701 

Rates 3652 

PROCUREBCENT : 

Board  of  Contract  Appeals 903,7829 

Contract  appeal  procedures 891 

Nonmilltary     prociu-ement     outside     UJS.,     restric- 
tions on  use  of  foreign  assistance  fimds  (Memo- 

randiun  of  August  1,  1962) 7603 

VOLUNTARY  FOREIGN  AID  AGENCIES,  registration; 

Jewish  Agency  for  Israel.  Inc..  addition 4Q00 

International  Educational  and  Cultural  Af- 
fairs, United  States  Advisory  Commission 
on: 

(Executive  Order  11034) 6071 

International  Fairs  and  Expositions: 

Provisions  under  Mutual  Educational  and  Cultiural  Ex- 
change Act  of  1961  (Executive  Order  11034) 6071 

International  Organizations,  Privileged: 
CARIBBEAN    ORGANIZATION     (Executive    Order 

10983)  1 32 

GREAT  LAKES  FISHERY  COMMISSION   (Executive 

Order   11059) 1 10405 

INTER- AMERICAN  DEVELOPMENT  BANK,  exception 
to  immunity  from  suit  (Executive  Order  11019) 4145 

INTER-AMERICAN  TROPICAL  TUNA  COMMISSION 

(Executive  Order  11059) 10405 

INTEPtNATIONAL  PACIFIC  HALIBUT  COMMISSION 

(Executive  Order  11059) 10405 

International  Pacific  Halibut  Commission: 

FISHERIES,  regulations;  approval  by  President 3854 

PRIVILEGED      INTERNATIONAL      ORGANIZATION 

(Executive  Order  11059) 10405 

RECX>RDS.  non-Federal;  retention  requirements 3044 

International  Programs  Bureau: 

EXPORT  REGULATIONS: 

Licensing  policies;  national  security  and  welfare 8972 

Technical  data;  correction ^ 251 

RECORDS.  non-Federal;  retention  requirements 3034 

SUSPENSION  OF  EXPORT  PRIVILEGES;  ordera 
affecting  listed  persons  or  firms: 

Aero  Dlstribuidora,  S.A 2740.4394 

Allkor    Industrie     iind    Kommeiz    Import-Export- 

Buero 241 

Ariba-Agenturer  AB 10229 

Avlacom.  N.V 12197 

Bartels.  Africanus 2380 

Bartels.  Africanus,  Internationale  Spedltion 2380 

Bernstein.  Ferdinand 8226 

BOMAG   Gjn.b.H 954 

Bonnlst,  De  Swaan 2378 

Braun,  Egon  Wllhelm 7686, 12150 

Buenrostro,  Ramon  Cortes 2739,4595 

Chavez,  Sergio 2739 

Cla.  Impulsora  Mexlcana,  S-A 4395 

Cortes,  Ralmundo 2739,  4395 

Cortes.  Ramon  B 2789, 4395 

de  Puoz.  Georges  Anton ^ 12150 

Deutsche  Intertechnik.  G.m.b.H 4528 

Diaz.  Roberto 4598 

EMDA  Import  and  Export  Co.,  Inc 2740, 4394 

Equipment  et  Materiaux  Modemes.^ 10005 

Europalsche  Verkaufs  GMBH  (European  Sales  Co.  of 

American  Market  Stores) 2575 

Prei.   Richard _,    2487 

CHuxia.  Francisco  Ibanez .    2739 

Garcia,  Ignaclo  Hernandez 2739,4395 

Gasch.    Carola 954 

Ooldeband.   Otto > 6396 

Groh.    Willi,    Gjn.b.H.,    privilege    conditionally    re- 
stored      6397 

Orund.  Gerhard  William 12160 

Gutierrez.  Dr.  Ramon  Alvarez 2740.4394 

Hangartner,  Haqs 2487 

Hernandez,  Roberto  Nimez 2739. 

Hertzfeld,  Gerhard  Louis - 
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International  Programs  Bureau — Continuod      ''*<' 

SUSPENSION  OF  EXPORT  PRXVIIiEOES:  orders 
affecting  listed  persons  or  firms — Continued 

Hydrocarbon  Encineertnff.  S-A.R.L 12487 

Hydrocarbon  Mlneraloel.  O.m.b.H 12497 

Hydrocarbon  Research.  Inc 757.12487 

Impulsora  Mexicana.  SA 2739 

Inter.    S-A 2379 

Intertechnik.  OJn.b.H 4528 

Inveralones  Mexlcanas.  8-A -     2739.4395 

Keith.  Percival  C 12487 

KoUeliCo.  andKoUe.  W.  G 7046 

Latin  American  Development  Co.,  Ltd 2864.6000 

Lores.  Francisco  Femenlas -.     2739.  10665 

Marlntele 10229 

Martlnonl.  Glgl 2379 

MIMSA  (Materlales  Industrlales  Maqulnaria.  S.A.) . .     2739 

Minexi   10005 

Norman.  John 10229 

N.V.  Industrie — En  Handelsondememing — J.  Simonis.   12197 

Papiermajn  Exports 4598 

Poeschl.  Otto 9926 

Ramirez.  Gustavo  Lopez 2739 

Ramos.  Sergio  Chavez 10665 

Ref acciones  y  Accesorles.  S-A 2740.  4394 

Rimberg.  Alfred 8226 

Rimberg.  Alfred.  K.G 8226 

Rodriguez.  Victor  Hernandez 2740.4394 

Rohl.  Rudolf 241 

Sandoval.  Antonio  R.  Mortera 2739 

Saunders.  Lorenzo  L 2739.4395 

Schlachet.  Wilhelm  Helnrich  and  Fanica 4528 

Schnellman.  E..  Ing.  b  Co 2487 

Schueler.  Carola 954 

Slegrist.  Eugen 2487 

Sllbersteln.  Simon  Abram 2379 

Sporre.  Carl  Alvar 10229 

Springer,  Willi  August  Richard 8228 

Springer.  Willi  t  Co 8226 

Stumpf.    Rudolph 954 

Swart.  D.  Z 10304 

Swatson  Uvet  Co.  Ltd 10304 

Thlmet.  Gustav 2380 

Thlmet.  Oustav.  It  Co 2380 

Transccntinental.  BJl 2739.4395 

Urstnl.  Ricardo  A 4598 

Van  Stolk.  L.  C -   12197 

Vanderveken.  Louis 10005 

Vasquez.  Armando  Arroyo 4395 

Veku  Import 954 

Vogt.  Dr.  Alois 954 

Von  Den  Velden.  Reinhard 2380 

Waddas.  J 10304 

Wahle.  Kurt  O.  W 2575 

Warenhandelsgesellschaft.  Arga 9926 

Warenhandelsgesellschaft.    "Austts" 6396 

Wolf  Oil  Corp..  8.  A 11823 

Wolfs.  Paul  A.  H 11823 

International  Whaling  Commission: 

Records,  non -Federal;  retention  requirements 30^4 

Interstate  Commerce  Commission: 

ACCIDENT  PREVENTION  at  rail-highway  crossings 
Involving  trains  and  motor  vehicles  transporting  ex- 
plosives; hearings 2169,4899 

ACCIDENT  REPORTING,  motor  carrier  safety  regula- 

ticms  -\-^. 8550 

ACCOUNTS: 

FlnancliVl  statements  released  by  carriers 1117 

Income  Ulx,  under  new  depreciation  guideline  lives 

and  Investment  tax  credit;  proposed  rule 10909. 

11820.  12778 
AGREEMENTS  under  section  5a;  applications  for  ap- 
proval: 

Central  and  southern  motor  carriers 4040 

Eastern  central  motor  carriers 10880. 12466 

Hawaiian  Freight  TarilT  Bureau.  Inc 10818 

Interstate  Freight  Carriers'  Conference.  Inc 4112 

Middlewest  Motor  Freight  Bureau 1671 

Mobile  housing  carriers  conference 4345 

Niagara  Frontier  Tariff  Bureau.  Inc 7905 

Pacific  Inland  Tariff  Bureau,  Inc M09 
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Interstate   Commerce  Commission — Con. 

AGREEMENTS  under  section  5a;  applications  for  ap- 
proval— Continued 

Southern  Freight  Association,  et  al 3227 

Southwestern  Motor  Freight  Bureau.  Inc 12784 

Western  Motor  Tariff  Bureau,  Inc 3647 

Western  Railroad  Traffic  Association 12013 

APPOINTMENTS    without  *  compensation    and    state- 
ments of  financial  interests  under  Defense  ProdMC- 

tion  Act  of  1950 684. 

3829.  5159.  6409,  6811.  9468,  9469,  9545 
BONDS,  surety,  and  policies  of  Insurance  required  of 

freight  forwarders  and  motor  carriers 6674 

COST    EVIDENCE,    assembling    and    presenting;    pro- 
posed  rules 4102.5748.6435.9265 

DISASTER  AREAS;   transportation  of  livestock  feed 
and   hay  at   reduced  rates  in  drouth   areas.     See 

Railroads.  

EMERGENCY  PREPAREDNESS  FUNCTIONS  ( Execu- 
tive Order  11005) 1544 

EXPLOSIVES  and  other  dangerous  articles: 

Accident  prevention  at  rail-highway  crossings  involv- 
ing trains  and  motor  vehicles  transporting  explo- 
sives; hearings --  2169.4899 

Packing  and  transportation;  rules  proposed  or 
adopted: 

Appendix,  reasons  for  amendments 1577.5150 

Commodity  list 1567.  3426.  5143.  6736,  9333. 11850 

Motor   carriers 1571,3430,5147.6740 

Rail  freight  carriers 1571,  3430,  5146.  6739,  9339,  11854 

Shippers     1567,  3426.  5143.  5407.  6736,  9334,  11850 

Shipping  container  specifications 1571 

3430. 5147. 6740.  9339.  11855 
FREIGHT  FORWARDERS: 
Grandfather"  permits: 

Applications 62.720.3782 

Piling,  procedures 12188 

Rates,  transcontinental,  general  increases 496 

Surety  bonds  and  policies  of  insurance;  State  author- 
ity and  designation  of  agent 5003.6674 

INDUSTRY  ADVISORY  COMMITTEES,   appointment 

and  operation ;  revocation 7762 

INSURANCE  AND  SURETY  BONDS,  authorized,  for 
motor    carriers    and    freight    forwarders:     State 

authority  and  designation  of  agent 5003,6674 

INTERSTATE       COMMERCE      COMMISSION      DAY 

( E»roclamatlon   3462) 3367 

LOAN  GUARANTIES,  applications  for.     See  Railroads. 
LONG-   AND  SHORT-HAUL  CHARGES      See  Tariffs 

and  schedules,  below. 
MAIL    fourth -class,  parcel  post,  reformation  of  rates 

and  conditions  of  mailability 433,3646.4722 

MOTOR  CARRIERS: 
Accident  prevention  at  rail -highway  crossings  involv- 
ing trains  and  motor  vehicles  transporting  dan- 
gerous articles;  hearings 2169,4899 

Applications  for  operating  authority,  status  determi- 
nation, transfer  proceedings,  etc. : 
Declaratory  order  petitions : 

National  Trailer  Rental  Association 12307 

Renner  Motor  Lines.  Inc 8642 

Seashore  Food  and  Pickle  Products,  Inc 12307 

Service  Trucking  Co.,  Inc 287 

South  Paterson  Trucking  Co..  Inc 5413,  5778.  7081 

"Grandfather"  certificates,  applications: 

Certain    companies 62.720,3782 

Rules,  special 5797,12188 

Operating  authority: 

Passenger  carriers,  lists  of  applicants 66. 

66,  283.  287.  491.  493.  716.  717.  922,  924.  1142. 
1144,  1392,  1394,  1677,  1944.  1945.  2205.  2206. 
2207.  2436.  2437.  2668.  2670.  2873.  2874.  3224, 
3496.  3498.  3717.  3719.  3723.  3960.  3962.  3963, 
3965.  4227,  4228.  4457,  4460,  4646,  4647,  5123, 
5124.  5374.  5371,  5645,  6360,  8361.  6576.  6578, 
6806.  6808,  7077.  7079,  7593,  7594.  7848.  7848, 
8134,  8147.  8148.  8400,  8411.  8412,  8639,  8651. 
8652,  8891,  8900,  8901,  9078,  9084,  9303,  9304. 
9539,  9540.  9541,  9972.  9974,  10194,  10107,  10388, 
'  10613,  10615,  10874,  10875,  10876,  11299,  11300. 

11479.  11480,  11721,  12026,  12029.  12031,  12296, 
12300.  12600.  12601.  12865. 12866. 
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Interstate  Commerce  Commission     Con«  ^*^* 

MOTOR  CARRIERS — Continued 
Applications  for  (H>erating  authority,  status  determi- 
nation, transfer  proceedings,  etc. — Continued 
Operating  authority — Continued 

Property  carriers,  lists  of  wUcants 62, 

65,   67,  280.  284.  286.  484.  402.  403.  708,  717, 

719,  911.  923,  024.  1180.  1144.  1145,  1384,  1393, 

1395.   1306.  1673.  1«77.  1678,  1088.  1035.   1945. 

'  2195.  2106.  2305.  2307,  3431,  2486,  2437,  2658. 

2669,  2670,  2672.  2870.  2878.  2874.  3221,  3225. 

3227.  3481,  3485,  8407,  3406.  8707.  3708.  3718. 

3720.  3850,  3951,  3962.  3065.  4221,  4222.  4223. 

4227.  4220.  4442,  4444,  4450.  4460,  4640.  4646. 

4647.  4649.  4847,  5117,  5128,  5124.  5360.  5362. 

5376.  5377.  5620,  5631.  6648.  5645,  6832,  6050, 

6352.  6311.  6362,  6560.  6576.  6570.  6709.  6800. 

6808.  7062.  7078.  7564.  7586.  7503,  7504,  7834, 

7835,  7847.  7840,  8133,  8141,  8147,  8149.  8401. 

8404r  8410.  8412.  8640,  8642.  8661.  8653,  8892. 

8900.  8961.  0070,  0086.  8206.  0303,  0304.  0305. 

9306.  0530,  0532.  0541.  8642,  0548.  0785.  9803. 

9961.    9973,    9974.    0076.    10188.    10104,    10379. 

10389.  10500,  10615.  10616.  10871,  10875.  10876. 

10878.  11206,  11200.  11801.  11470,  11481.  11715. 

11721.  12014,  12028,  12030,  12285,  12209.  12301. 

^12304.  12594.  12600.  12601.  12852,  12866,  12867 

Substituted  service: 

See  also  Substituted  service,  below. 

Gordons  Transports,  Inc.,  et  al.;  investigation. 

oral   argxmient 287 

Special  rules  governing  filings 5797.12188 

Status  determination gn 

Transfer  proceedings _        25 

188.  433,  451,  603,  644,  720,  8~70,  007,  1146^ 
1202,  1305,  1308.  1442,  1478.  1512.  1679,  1863, 
1947,  2066,  2134.  2135,  2206,  2261,  2302,  2439, 
2544,  2578,  2615.  2714,  2758.  2783,  2823,  2953, 
3018,  3149,  3180,  3228,  3267,  3306,  3363,  3421. 
3478.  3578.  3646.  3723,  3820.  3878.  8040.  4004. 
4112,  4220.  4401,  4430,  4542,  4576,  4604.  4723. 
4750.  4797.  4825.  4806.  4045.  5018.  5216.  5359. 
5414.  5463.  5582,  5681.  5732.  5777,  5830.  5923. 
6179.  6244.  6205,  6408.  6454.  ^14.  6515.  6688. 
6728,  6765.  6810.  6014.  6058.  6006.  7081.  7407. 
7468.  7512.  7670.  7705.  7818,  7884,  8005.  8059. 
8060.  8133.  8100.  8234.  8380,  8800,  8468.  8505, 
8568,  8560,  8641,  8680,  8751,  8618,  8064,  0085, 
9119,  0166.  0108,  0468.  8580,  8576,  0633,  0671. 
9741.  9635.  0003.  10050.  10130.  10187,  10236. 
10281.  10845.  10378.  10481,  10500.  10728.  10780. 
10781.  10818,  10810.  10871.  10021.  11027.  11249. 
11337.  11364.  11442.  11510.  11723.  11841.  12013. 
12088.  12160,  12306.  12421,  12467.  12737.  12851 
Commercial  zone  limits,  petition  to  redefine: 

Chicago,  m.;  proposed  rule 12587 

Cincinnati,  Ohio:  m 

Petition  denied * 1146 

Proposed  rule 10586 

Cleveland,  Ohio 9320, 10296 

Houston.  Tex.;  proposed  rule 10373 

Nashville.  Tenn.;  petition .        720 

New  York.  N.Y 448.2318,4810 

Philadelphia.   Pa 2905 

Proposed  rule 7575 

Pueblo,  Colo.;  proposed  rule 12001 

St.  Louis.  Mo.-East  St.  Louis,  m.;  proposed  rule...     7042 
Explosives,  transportation.   See  Explosives,  above. 
Forms : 

BMC  59,  driver's  dalljr  log___ _     7094 

BOR  99,  "grandfather"  certificate  of  registration- _  12189 
Household   goods,  transportation  in  interstate  and 
foreign  commerce: 
Pooling  by  common  carriers;  proposed  nile.  time 

extension 1925 

Practices  of  certain  carriers 4427 

Insurance  and  surety  companies,  autlioriaed;  State 

authority  and  designation  of  agent 5003. 6674 

Lease  and  interchange  of  vehicles 181, 746. 4838. 6547 

Nondiscrimination  notice  on  pafTirmgfr  tickets,  inter- 
state carriers 230 

Piggyback  service.    See  Substituted  servioe.  below. 
Rates  and  charges: 
See  also  Agreements;  Tariffs  and  schedules. 
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interstate  Commerce  Commission — Con. 

MOTOR  CARRIERS — Continued 
Rates  and  charges — Continued 
Detention  of  motor  vehicles:  Middle  Atlantic  and 

New  England  territory • 26 

Lumber  transport  rates  from  Cimarron  and  Albu- 
querque. N.  Mex.  to  Chicago.  Ill 2208 

Meats,  fresh,  reduced  rates.  St.  Louis,  Mo.  to  Cleve- 
land, Ohio;  investigation 2O66 

Transcontinental  rates  via  freight  forwarders;  gen- 
eral increases . 496 

Various  commodities,  between  express  stations  in 

U.S.;   hearing.  procediu*e 4345 

Weight  limits,  minimum,  prescription  of;  New  Eng- 
land Motor  Rate  Bureau,  Inc 4158,  6244 

Zinc  or  zinc  alloy  pigs  or  slabs.  St.  Louis.  Mo.,  to 
Holland.  Mich.;  investigation  of  tariff  sched- 
ules         845 

Reports: 
Annual: 

Form  A.  class  I  property  carriers 858 

Form  B,  class  n  property  carriers 1171 

Form  D.  class  I  passenger  carriers 1117, 12754 

Form  E.  passenger  carriers  other  than  class  I--_       745 
General;  lease  and  interchange  of  vehicles,  exemp- 
tions    181,746,4838.6547 

Quarterly  reports;  property  revenues,  expenses  and 
statistics : 

Form  QFR-I,  property 4480 

Form  QFR-I-GF,  general  freight 4481 

Routes,  alternate:  deviation  notices 277, 

483,  707.  909.  1129.  1382,  1671,  1932.  2193,  2430, 
2671,  2868.  3219.  3478.  3783.  3949,  4220,  4440, 
4638,  4846.  5115,  5360.  5627,  5831.  6057,  6350, 
6648.  6799.  7061.  7583,  7834.  8132.  8400,  8638. 
8891.  9078.  9295.  9529.  9960.  9803.  10379.  10871, 
11478. 12012. 12304. 12593. 
Safety  regulations: 
Accident  reporting  and  recording,  definitions,  etc..     8551 

General,  applicability- of  regulations 8550 

Hours  of  service  of  drivers;  c(Hnpliance  with  regula- 
tions,   maximum   driving   and   on-duty   time. 

etc 3553.  6716.  7094.  8119,  9103.  10585 

Parts  and  accessories  necessary  for  safe  operation; 
rules  proposed  or  adopted : 

Brakes 3813. 6091. 9109. 10331. 12834 

Buses;    additional    emergency    equipment,    and 

standee  line  or  bar 3814. 3815 

Coupling  devices  and  towing  methods 8814, 

9103,  12834 

Fuel  systons 3814,9103 

Heaters 3814 

Lighting  devices  and  electrical  equipment;  bat- 
tery installation 0103 

Sleeper  berths,  exits 3814.12835 

Speedcmieter  3814 

Windshield  wipers 3814 

Surety  bonds  and  policies  of  insurance,  insurai^e^and 
surety  companies,   authorized;    State  tniuiority 

and  designation  of  agent _. 5003,6674 

Tariffs  and  schedules: 
See  also  Tariffs  and  schedules,  below. 

Credit  extension  to  shippers;  proposed  rule 3770, 

7738,  8455 
Freight  rate  tariffs,  schedules,  and  classifications; 

special  permissions,  suspension  supplements 5142 

ORGANIZATION  AND  FUNCTIONS: 

Central  and  field  organization ;  description 2424 

Divisions  and  boards,  organization  and  assignment 
of  work : 
Boards,  assignments  of  work  to: 

Operating  Rights  Review  Board 2500.3830 

Temporary  Authorities  Board 0997 

Commissioners,  individual;  Division  Three  Chair- 
man       1234 

Rehearing  and  further  proceedings *    1747 

PIGGYBACK    SERVICE.      See    Substituted    service, 

below. 
PRACTICE  AND  PROCEDURE 
Cost  evidence,  assembling  and  presenting;  proposed 

rules _  4102,5748,6435.9265 

Fees  for  copying,  certification,  and  services:  chaJves 

for  testimony  transcript 7640 
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lnf«rstat«  Conmwrca  Commission — Con.  ^^'^ 

PRACmCE  AND  PROCEDURE — Continued 

General  niles  of  practice 7519 

Boards,    certain;    special   rules    governing    proce- 
dure        255 

Hearings 5797 

Modified  procedure:  verification 5797 

Motor  carrier  applications.  "Grandfather"  certifi- 
cates, etc— 5797.  12188 

Pleading  a«>ecifleations  generally 4102.5748.5797 

Rehearing,   reargument,   or   reconsideration,   peti- 
tions for 4828,5610 

Substituted  service,  piggyback,  charges  and  practices 
•    of  for-hire  carriers  and  frei^t  forwarders.    See 
Substituted  service,  below. 
RAILROADS  : 
Accident  prevention   at   rail-highway   crossings   in- 
volving trains  and  motor   vehicles  transporting 

dangerous  articles;  hearings 2169,4899 

Accounting  Bulletin  No.   15,  Interpretations  of  Ac- 
counting Classifications;  canceled 7813 

Car  service : 

Box  cars  of  certain  dimensions,  utilization 4965, 

5141.  5399.  12719 
Chicago  Aurora  and  Elgin  Railway  Co..  listed  com- 
panies   authorized    to    operate    over    certain 
trackage  of: 
Chicago,  Milwaukee,  St.  Paul  and  Pacific  Rail- 
road   Co 6234 

Indiana  Harbor  Belt  Railroad  Co 6234 

Chicago.  Milwaukee,   St.    Paul   and   Pacific   Rail- 
road Co.;  use  of  certain  trackage  of  Fort  EXxIrb. 

Des  Moines  L  Southern  Railway  Co 6235.  12894 

Missouri-Illinois    Railroad    Co..     use    of    certain 
trackage  of  r 

Missouri  Pacific  Railroad  Co 2905 

St.  Louis-San  Francisco  Railway  Co 2905 

St.  Louis  Southwestern  Railway  Co 2905 

Southern  Illinois  L  Missouri  Bridge  Co 2005 

New  York  Central  Railroad  Co.  embargo;  annul- 
ment    983,3235 

Refrigerator  car  agent;  appointment 6234 

Contracts  for  protective  services;  contents 9406 

Disaster  areas,  transportation  of  livestock  feed  and 

hay  at  reduced  rates  to  certain  drouth  areas 7512, 

7813,  8149.   8567,  8603.   8752.   8846.  8902.  8932. 
9193,  9236.  9295.  9489.  9490.  9633.  9856.  10059. 
10139,  10236.  10378.   10779.  11364.  12467.  12785 
Employees : 

Hours  of  service;  monthly  reports 6716 

Service  and  compensation,  quarterly  reports;  pro- 
posed  rule 9614 

Explosives.     See  Explosives,  above. 
Loan  guaranties  for  additions,  betterments,  etc.;  ap- 
plications : 

Boston  and  Maine  Railroad 8505 

Chicago  li  Eastern  Illinois  Railroad  Co 12088 

Lehigh  VaUey  Railroad  Co 11296 

Long-    and    short-haul    charges.      See   Tariffs    and 

schedules,  below. 
Passenger   fares,   Hudson   Rapid   Tubes  Corp.,   New 

Jersey  Intrastate 3228 

Piggyback  service.    See  Substituted  service,  below. 
Rates  and  charges: 

See  also  Tariffs  and  schedxiles.  below. 

Demurrage  on  coal  shipped  from  Utah  to  Portland. 

Oregon,  and  Seattle 6579 

Disaster  areas;  transportation  of  livestock  feed  and 

hay   at   reduced   rates   to   drouth   areas.     See 

Disaster  areas,  above. 

Northern  Pacific  Railway  Co.  and  Knauf  &  Tesch 

Co  :  millet  seed  shipments  from  North  Dakota 

to  New  York 684 

Oklahoma  Intrastate  freight  rates  and  charges —     5681 
Parcel  post,  fourth  class  mail,  reformation  of  rates 

and  other  condiUons  of  mailability.-  433.3646.4722 
Rail-for-motor  operation  through  use  of   trailer- 
on-flat-car  service.     See  Substitutes!  Service, 
below. 
Railway  Express  Agency,  freight,  less  than  carload 

lots,  hearing 4490 
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Interstate  Commorco  Commission — Con. 

RAILROADS — Continued 
Rates  and  charges — Continued 
Texas-Louisiana  Freight  Bureau;  loaded  grain  can 

for  export  at  Texas  gulf  ports 5379 

Reports : 
Aimual: 

Form  A.  classl  railroads 895 

Form  B-1,  refrigerator  car  lines  owned  or  con- 
trolled by  railroad  companies 230 

Form  B-2;  persons  furnishing  cars,  other  than 
refrigerator  car  lines  owned  or  controlled  by 

railroad  companies 230 

Form  C;  class  n  railroads 832 

Employees,  reports  of: 
Hours  of  service,  method  and  form  of  monthly 

reports    6716 

Service  and  compensation,  quarterly  reports:  pro- 
posed rule 9614 

Quarterly : 
Class  I  railroads,  except  switching  and  terminal 
companies: 

Revenues  and  expenses.  Form  R.  ft  S 1900 

Selected  income  and  balance  sheet  items.  Form 

IBS 1900 

Railway    Express    Agency.    Inc.;    revenues,    ex- 
penses, and  taxes 2806 

Routing  of  traffic,  rerouting: 

Appointment  of  agent 4966 

Authority  to  carriers  to  reroute  or  divert  certain 
traffic : 

Ann  Arbor  Railroad  Co 2388.2672,2876,3228 

Baltimore  and  Ohio  Railroad  Co 10669 

Chicago,  Burlington  &  Quincy  Railroad  Co 7749 

Chicago.  Rock  Island  and  Pacific  Railroad  Co___     7511 

Chicago  Great  Western  Railway  Co 602 

Chicago  and  North  Western  Railway  Co 8818,  9368 

Port    Dodge,    Des    Moines    ft    Southern    Railway 

Co 6245,  12850 

Louisville  ft  NashvUle  Railroad  Co 2953.8199 

Midland  Valley  Railroad  Co 1038 

Monon  Railroad 4650.4723 

Rutland  Railroad  Corp 960,2953,6064,9634,10729 

St  Johnsbury  ft  Lamoille  County  Railroad 1335 

Southern  Railway  Co 2953,8199 

Safety  regulations: 

Electric  locomotives,  certain  carriers;  revocation  of 

relief    _ 12303 

Installation.  lnsi>ectlon.  maintenance,  and  repair  of 
systems,  devices  and  appliances,  etc.;  prop>osed 

rule 5618.6942.10226 

Tariffs  and  schedules: 
See  also  Tariffs  and  schedules,  below. 
Credit  extension  to  shippers,  freight  bill  presenta- 
tion; proposed  rule 5669.6718,7801 

Freight    schedules;    alternation   of    through    rates 

with  aggregate  of  intermediates 9654 

Trailer-on-flatcar  service,  all-rail.     See  Substituted 
service,  below. 
RATES  AND  CHARGES : 

See  also  Motor  carriers;  Railroads;  Tariffs  and  sched- 
ules. 
Cost  evidence,  assembling  and  presenting;  proix>sed 

rules    4102,5748.6435,9265 

RECORDS.   non-Federal;   retention  requirements 3084 

REPORTS.    See  Motor  Carriers;  Railroads;  Water  Car- 
riers. 
SAFETY  REGULATIONS.     See  Motor  Carriers;  RaU- 

roads. 
SUBSTITUTED  SERVICE;   charges  and  practices   of 
for-hire  carriers  and  freight  forwarders,  proposed 

rules 6434.  10175 

All-rail  TOPC   (traller-on-flatcar)    service 10176 

Billing  and  notification 10176 

Definitions   10175 

Field  offices;  public  inspection  of  proceeding  material. 

list  of  offices  and  cities 10177 

Joint  intermodal  TOFC  service 10175 

SURETY  BONDS  and  policies  of  insurance,  freight 
forwarders  and  motor  carriers;  authorized  Insur- 
ance and  surety  companies 6675 
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Interstate  Commerce  Commission— Con.  ^^^ 

TARIFFS  AND  SCHEDULES:  « 

See  also  Motor  carriers;  RaUrcMds. 

Long-  and  short-haul  chifffes  provision  of  section 
4(1).  Interstate  Commerce  Act,  appUcattons  for 

relief  from 140.247,372.432,496,603,644.720.762. 

795.  871.  960.  996.  1080,  1081,  1147,  1901.  1234. 
1305.  1384.  1473.  1563.  1670,  1747.  1784.  1947. 
2022,  2065.  2169,  3361,  3303.  3440.  3500.  2543. 
2614.  2672.  2753.  3783.  3833.  3953.  3018.  3179, 
3229.  3267.  3306.  3363.  3431.  3501.  3646.  3Q47, 
3784.  3785.  3839.  3873.  3966,  4004,  4039,  4lll. 
4220,  4319.  4461.  4544.  4575,  4603,  4651.  4723. 
4751.  4797.  4835.  4898,  4946.  4977.  5018.  5124, 
5159.  5217.  5277,  5380,  5414.  5533.  5524.  5582, 
5646.  5683.  5753.  5889,  5894,  5933,  6003,  6110, 
6179.  6244.  6364.  6409.  6454.  6514.  6579.  6689, 
6728.  6765.  6811.  6857,  6959,  7081.  7152,  7406, 
7512.  7597.  7669.  7704.  7814.  7851.  7904.  8005. 
8060.  8088.  8150.  8334.  8335.  8413.  8468.  8505, 
8655,  8688.  8845.  8881.  8833.  8963,  8964.  9078, 
9166.  9193.^295,  9306,  9367,  9433,  9467.  9489, 
9545.  9577.  9633,  9741,  9803.  9835.  9856.  9903. 
9929.  10658.  10113.  10197.  10336.  10381.  10345, 
10393.  10430.  10516.  10618.  10668.  10737,  10781, 
10819.  10870.  10930.  10973.  10974,  11348.  11303, 
11365,  11442.  11519.  11573,  11734,  11781.  11842, 
11910.  12013.  12088.  13160,  13304,  13338.  12307, 
12388,  13422.  13496,  13605,  13663,  13693,  12852 

Posting  of  freight  tariffs  at  stations;  proposed  rule—.  1776 

Termination  of  proceedings 11467 

WATER  CARRIERS : 

Piggyback  service.    See  Substituted  service,  above. 

Reports,  quarterly  freight  and  pMSOiger  statistics, 

proposed  rule 12686 

Interstate  Commerce  Commission  Day: 

•  Proclamation    3462) 3367 

Inventions:  | 

See  Patents. 

Israel: 

Trade  agreement  (Proclamation  3468,  3479,  Memoran- 
dum of  June  20,  1962) .  4335,5929,5935 

Italy: 

Trade  agreement  (Proclamation  3468) 1_    4235 

Ivory  Coast: 

Social  insurance  and  pension  ssrstem 4814 


Jamaica: 

IMMIGRATION  QUOTA  for  (ProdaniAtion  3503) 10399 

S(X:iAL  INSURANCE  and  pension  gyvUm 11778 

Japan: 

Trade  agreement  (Proclamation  3468,  3479) -.v—  4235,5929 

Jellies,  Jams,  etc.:    I 

standards  of  Identity,  proposed  rules 5198 

Justice  Department: 
See  Alien  Property  Office. 

Immigration  and  Naturalization  Service. 
ALIEN  ENEMIES: 

Claim  for  loss  or  damage  to  property;  revised 12619 

Travel  and  other  conduct;  revoked 12619 

DEPUTY    UNITED    STATES   MARSHAL,    temporary 

duty;  termination 11435 

EQUAL   EMPLOYMENT  OPPORTUNITY,  policy  and 

procedure 2625 

EXECUTIVE  CLEMENCY 11002 

FEDERAL  PRISON  CAMP  estabUahed  at  Eglin  Air 

Force  Base,  Florida 10712 

FEDERAL  REGISTER  ADMINISTRATIVB  COlOflT- 
TEE.  designation  of  Charles  F.  Slmms  as  represent- 
ative          430 

1 '  OSPITAL  AND  MEDICAL  CARE,  ivcovery  of  cost  from 
tortiously  liable  third  persons,  authorl^  of  Attorney 
General : 

'  Executive  Order  11060) 10925 

Regulation 11317 

IMMIGRATION  APPEALS  BOARD;  powers,  and  re- 
opening or  reconsideration  of  cases 96 


Justice  Department — Continued 

INFORMATION,  production  or  disclosure;  response  to 

subpoena  and  adverse  court  ruling 

JUVENILE  DELINQUENTS;  parole,  release,  supinvi- 

siqn.  recommitment 

NATIONAL  DEFENSE  EXECUTIVE  RESERVE,  unit  Lii 

Department  abolished 

NONDISCRIMINATION: 

Employment,  policy  and  procedure 

Housing.  Federally  financed,  violations:  functions  of 

Attorney  General  (Executive  Order  11063) 

ORGANIZATION  AND  FUNCTIONS 

Administrative  Division: 

Federal  l;ort  claims .^_ 

Subsistence    expenses 1 

Antitrust  Division I 

Attorney  General,  Office  of;   approvaf  of  ExMoitive 

orders,  proclamations,  etc 

Civil   Division 

Criminal   Division I 

Deputy  Attorney  General,  Office  of: 

Incentive  awards 

National  Defense  Executive  Reserve,  revoked__r_ZI 
Immigration  and  Naturalization  Service;   responsi- 
bility for  performance  of  certain  functions 

Internal  Security  Division 6735,  9812, 

Lands  Division,  conveyances  for  publlc-alrport  pur- 
poses''.  

Personnel;  authorization  to  Deputy  Attorney  Gen- 
eral   

Prisons  Bureau 

Tax  Division "~ 

PRISON  CAMP  established  at  Eglin  Air  POrce  Base. 

Worida    

PRISONERS: 

Executive  clemency 

Parole,  release,  supervision,  and  recommitment  of 
prisoners,  youth  offenders,  and  juvenile  delin- 
quents   

RECORDS,  non-Federal;  retention  requirementsIZZII" 
WITNESS  FEES,  table  of  distances 

Juvenile  Delinquents: 

Parole,  release,  supervision,  recommitment 
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Paga 

774 

8487 

5718 

2625 

11527 
5162 

6735 

5795 

12617 

6735 
12618 
12618 

6735 
6735 

538 
12619 

5795 

6735 
12618 
12618 

10712 

11002 


8487 

3044 

12619 

8487 


Kosher  Foods: 

Trade  practice  rules- 


5522,  9250 


Labor  Department: 

See  Employees  Compensation  Appeals  Board. 
Employees'  Compensation  Bureau. 
Employment  Security  Bureau. 
Labor  Management  Reports  Bureau. 
•  Public  Contracts  Division. 
Wage  and  Hour  Division. 
ADVISORY  COUNCIL  on  Employee  Welfare  and  Pen- 
sion Benefit  Plans,  recommendations  for  appolnt- 

ments  to- 4156 

AUTTHORITY  DELEGATIONS: 
By  Administrative  Assistant  Secretary,  to  Chief  of 
Administrative  Management  Division,  et  al.;  con- 
tracts for  property  and  services,  and  for  training 

of  foreign  nationals 6682 

By  Secretary  to  certain  officials: 
Administrative  Assistant  Secretary,  et  al. : 

Certification  of  documents 1505 

Contracts  for  property  and  services,  and  for  train- 
ing of  foreign  nationals 6682 

^    Certain  officers:  authentication  of  materials  from 

files 1505 

Labor- Management  Reports  Bureau  officers;  oaths 

and  affirmations 955 

Solicitor,  certification  of  documents 1505 

CARGO  GEAR  CERTIFICATION,  proposed  rules 5565 

CHILD  LABOR  REGULATIONS: 
Acceptance    of    State    certificates,    designation    of 

States;  extension  of  expiration  date 6120 

Employment  of  minors  in  retail  establishments 4165 

Hazardous  occupations: 

Excavation  operations,  proposed  rule 12719 

Meat  processing 8185.  11642 

Roofing 103 
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Lobor  Pepailment     Continued  ^^ 

EMERGENCY  PREPAREDNESS  FUNCTIONS  (Ezecu- 

Uve  Order  11000) 1532 

FEDERAL  EMPLOYEE -MAN  AGEHiENT  RELATIONS, 
code    of    fair    labor    practices    (Executive    Order 

10088)    Wl 

FEDERAL  EMPLOYEE  ORGANIZATIONS,   standards 

of  conduct,  rations  (ExecuUve  Order  10988) 551 

FEDERAL   SAFETY   COUNCIL,   functions    (Executive 

Order  10990)    — 1065 

FIFTIETH      ANNIVERSARY     YEAR      (Proclamation 

3472) 4353 

LABOR  STANDARDS  applicable  to  federally  financed 
and  assisted  constrviction: 
contract  provisions  and  related  regulations : 

Contract  Work  Hours  Standards  Act 10119 

Proposed   rules 10764 

>  Enforcement  of  standards : 

Contract  Work  Hours  Standards  Act 10119 

Proposed   rules 10768 

Waflre  determinations,  proposed  rules 10761 

LONGSHOREMEN'S  AND  HARBOR  WORKER'S 
COMPENSATION  ACT: 

Enforcement  proceedings 4165 

Investigational  hearings 4168 

LONGSHORING,  safety  and  health  regulations;  pro- 
posed rules: 

Definition,  vessel 5565 

Gear   certification 5565 

MEXICAN  LABOR  PROGRAM.  Employment  Security 

Bureau:  deletion  of  rules 858 

OCCUPATIONAL  TRAINING  of  unemployed  persons. .     8537 
ORGANIZATION  AND  PUNCmONS: 

Top  staff,  authority  and  responsibilities 4976,4977 

Welfare  and  Pension  Plans  Offlce.  establishment 4977 

RECORDS.  non-Pederal;  retention  requirements S044 

SHIP  REPAIRING;  definition,  "vessel"',  proposed  rule..     9621 
SHIPBREAKING.  safety  and  health  regulations:  pro- 
posed   rules 9623 

SHIPBUILDING,  safety  and  health  regulation;  pro- 
posed riiles 9621 

UNEMPLOYMENT  COMPENSATION: 

Certification  of  State   unemplosnnent   compensation 

laws  to  Secretary  of  Treasury 542 

Certification  of  States  to  Secretary  of  Treasury 542 

WELFARE  AND  PENSION  PLANS;  description  of  plans 

and  copies  of  annual  reports,  filing 4964 

WELFARE  AND  PENSION  PLANS  OFFICE: 

Annual  report,  publication;  exemptions  for  plans  hav- 
ing less  than  100  participants 6676.  10291 

Bonding  requirements: 

Basic  requirements 8798.9333.11803 

Exemption  from  requirements 8788 

Prohibition  against  bonding  by  parties  Interested  in 

plan ^^y 10581 

Establishment -v *977 

Insurance  carriers  or  service  6r  other  organizations. 

<rertifl(Jatlon  of  information  by 5742 

Publication  requirements,  variations  from 5742 

Labor  Disputes: 

BOARDS  OP  INQUIRY.     See  Inquiry.  Boards  of. 
/EMERGENCY     BOARDS.     See     National     Mediation 
Board. 

PRESIDENTIAL  COMMISSION  to  Investigate  railroad 

dispute  (Executive  >Drder  10991) 1207 

Labor-Management  Reports  Bureau: 

AUTHORITY  DELEGATION  by  Secretary  of  Labor  to 

certain  officers;  oaths  and  affirmations 955 

INFORMATION,  annual  financial,  and  trusteeship  re- 
ports   3655,6430 

LABOR  ORGANIZATION  OFFICERS  AND  EMPLOY- 
EES REPORT,  proposed  rules 10459 

LABOR  RELATIONS  CONSULTANTS  and  other  per- 
sons, reporting  certain  agreements  with  employ- 
ers         1890 

RECORDS.  non-Federal;  retention  requirements 3045 

REMOVAL  OF  OFFICERS  of  labor  organization,  pro- 
posed   rules 10845 

Lobor  Organizations: 

FEDERAL  EMPLOYEES  (Executive  Order  10988) 551 

REPORTS.    See  Labor -Management  Reports  BureaiL 


Lamb:  '^ 

Advertising  and  sales  promotion,  referoidum 7577. 10334 

Land  Management  Bureau: 

ALASKA: 

Fees  and  chargea  for  various  aervices 6712.  8545 

Highway  right  of  way  (PL0  2691) 5557 

Homesteads,  lands  opened  to  entry  for.    See  Home- 
steads, below. 
Kenai  National '  Moose  Range,  precedence  of  with- 
drawal for  air  navigaUon  f aclliUes  ( PLO  2585 )  .  .  .       308 
Mental  health  program,  lands  reserved  in  connection 
with: 

Anchorage  area  (PLO  2835) 12219 

Cape  Edgecombe  (PLO  2770) 9061 

Copper  River  Meridian  (PLO  2583.  2754) 179.  8279 

Curry  (PLO  2834) 12059 

Elfin  Cove.  McFarland  Island  (PLO  2761) 8794 

EyakLake  (PLO  2822) 12058 

Kodiak  and  Seward  (PLO  2587) 627 

Kodiak  Townslte  (PLO  2582) 179 

Kotzebue  Sound  (PLO  2619) 2366 

Nancy  Lake  area  (PLO  2827) 12131 

Noatak  (PLO  2802) 10457 

Seward  Peninsula  (PLO  2691) 5557 

Sitka  area  (PLO  2607» 1492 

Susjtna  Flats  area  (PLO  2820) 11894 

Tanacross  (PLO  3841) 12370 

Tongass  National  Forest  (PLO  2638) 2904 

Valdez.  Fort  Egbert,  etc.  (PLO  2599) 972 

Willow  area  (PLO  2633) 2605 

Mineral  lands  opened  to  entry.     See  under  Mineral 

lands,  below. 
National  forests.     See  National  forests,  below. 
Power  site  classification  No.  403  cancelled  in  part  (PLO 

2691) 5557 

Sale  of  lands,  public  sale  classification  order  No.  27 

cancelled 2485 

Small  tr£u:ts.     See  Small  tracts,  below. 
Survey  plats: 

Copper  River  Meridian 12276 

Fairbanks 8457.  8458 

Seward  Meridian 3701. 12276 

Withdrawals  of  lands  for  use  of  Federal  agencies,  etc. 
See  Withdrawals,  below. 
APPEALS  AND  CONTESTS;  prohibition  on  raising  is- 
sues that  could  have  been  raised  in  earlier  contest, 

proposed  rules 2118 

Ain  HORITY  DELEGATIONS: 
See  also  Organization  and  functions. 
By  Associate  Director,  to  certain  oBQcials; 

Assistant  Director  for  Administration,  et  al.;  con- 
tracts and  leases 7994.8929 

Managers.  Outer  Continental  Shelf  Offlce 3771, 12276 

By  Director,  to  certain  officials: 
Chief  and  Branch  Chiefs,  Appeals  Division;  sign  de- 
cisions and  correspondence  involving  apF>eals 

to   Director 2186 

Manager.  Pacific  Outer  Continental  Shelf  Office.  __   12983 
State  Directors  and  Land  Offlce  Managers.  Mon- 
tana, New  Mexico,  and  Utah;  patents  for  land 

grants 12687 

By  Field  Administrative  Offlccr,  Denver.  Colorado,  to 
certain    offlcials;    contracts,    leases,    disposal    of 

property 7660,8461 

By  Land  Offlce  Managers  to  certain  offlcials: 
Colorado.  Chiefs.  Land  and  Mineral  Adjudication 
Sections;   copies  of  records.  Federal  Register 

notices,  etc 4255 

Sacramento.  Calif..  Chiefs.  Minerals  and  Lands  Sec- 
tions; various  functions 2536 

By  State  Directors  to  certain  offlcials: 
Arizona : 
Administrative  Assistants,   et  al.;   contracts  for 

supplies  and  services 6296 

District  Managers : 

Classification  of  lands 9845 

Contracts  for  supplies  and  services 6296 

California;   District  Managers  and  Minerals  Spe- 
cialist, certain  functions 2297 

Idaho: 
Chief,  Administration  Division,  et  al.;  contracts. _     9287 
District  Managers,  and  Chief,  Lands  and  Minerals 

Management  Division:  certain  functions 6850 
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Land  Management  Bureau*— Gmtinued  ^*^ 

AUTHORITY  DELEGATIONS— Continued 

By  State  Directors  to  certain  offlci«l»— Continued 
Oregon : 
Chiefs,     Lands     and     ICinenls     lUnagement 

Branches,  various  functioas 2386 

District  Managers,  Chiefs,  Lands  and  i>g«ti^r^i» 
Management  Division,  and  Lands  Manage- 
ment Branch,  claasifleatlon  of  lands 6904 

Utah: 
Chief.  Division  of  Engineering;  cadastral  engi- 
neering matben 4491. 4993 

State  and  district  offlce  emplc^ees,  certain;  pur- 
chases     3771 

Wyoming,  District  Managers  and  Chief,  Lands  and 
Minerals  Management  Division;  dlassifloation 

of  lands 8042 

From  Interior  Department  Seonetary;  mineral  leases, 

outer  continental  shelf  lands 2862 

CLAIMS,  color  of  title  and  riparian;  Snake  River,  Idaho, 

omitted  lands 906O 

CONDUCT  STANDARDS,  employees;  interest  in  lands 

and  resources 3812 

CONTINENTAL  SHELF,  OUTER: 
Authority  delegations: 

By  Associate  Director  to  Managers.. ___  3771, 12276 

By  Director  to  Manager.  Pacific  Coast  Offlce 12983 

From    Secretary    of    Interior   respecting    mineral 

leases '. 2862 

Oil  and  gas  leasing: 

California 867. 1661. 97S4. 12238. 12229. 12844 

Louisiana 348,350.1861,8834.8956 

Texas 350 

Pacific  Coast  Outer  Continental  Shelf  Offlce  estab- 
lished      12984 

EMPLOYEES,  conduct  Standards;  interest  in  lands  and 

resources 3812 

FEES  AND  CHARGES  for  various  services. _  5712. 8545 

GRAZING: 
Federal  range  code  for  grazing  districts: 

Feesfor  licenses  and  permits,  proposed  rule.. ^ 10 

Grazing  District  Advisory  Boards 947. 9918 

Fees  for  use  of  public  domain 841. 2055 

Leases;  crossing  permits  and  treq;>ass.i 1556. 4513 

Modification  of  grazing  district  boundaries: 

Arizona.  No.  4  (PLO  2697) 5708 

Montana: 

No.  3.  addiUon  (MiO  2813) .. 11004 

No.  4.  addition 58O 

New  Mexico: 

No.  1.  addiUon  (PLO  2593) 778 

No.  3  (PLO  2697) _ _  5708 

No.  6,  addition  (PLO  2593) 778 

Oregon.  No.  7,  abolishment  (PLO  2500) 695 

H IGHW A Y  PURPOSES,  rIghts-of-way.    See  Rights-of- 
way. 
HOMESITES.    See  Small  tracts. 
HOMESTEADS: 

Fees  and  charges  for  Various  services 5712,  8545 

Lands  opened  to  entry: 
For  small  tracts  opened  to  lease  or  purchase,  see 
Small  tracts,  below. 

Alaska 179 

627,  972,  1492,  2366.  3605.  2904,  5557,  5608,' 
6339.  6393.  8034,  8279,  8467,  8458,  8794.  8922. 
9061.  11894.  12058.  12059.  12319,  12276.  12370 

Arizona 1580,1661.2252. 

5096.  5706.  5878.  6393.  6673,  9569.  9777.  10001, 
11325.  11468,  13003,  13376.  13379,  13651.  12652 

Arkansas 4097 

California 591. 755. 1491. 3365.  2738. 

2950.  2951,  3552,  4096.  4837.  5334.  5708.  5866. 

6937,  7636.  7995,  8190.  8191.  8931.  8973,  9570. 

10453.  10583.  11513.  11514.  12318.  13653.  12653. 

Colorado-.  ill7. 1426.  3516.  5710, 8118, 10487, 12219. 12220 

Idaho •__       __  178 

951.  2650.  3772.  4095.  5124,  5708.  5887.  7573,' 
8035. 9813. 11669. 11710. 11711. 12069. 

Michigan 9, 2103 

Minnesota j; 5670 

Montana _.  777,3951.6366.6937,8461.11003 

Nevada    757.2395.3486,3937.4433. 

4514.  4515,  4598.  5709.  5878.  6388.  8193,  9556. 
10003.  10256.  10456.  10457.  11514.  11974.  12380 


m 


Pag» 


Land  Management  Bureau — G>nHnued 

HOMESTEADS— Continued 
Lands  opened  to  entry — Continued 

New  Mexico 451, 

778.  1620.  2765,  4837,  4891.  9814.  10457,  10654 

•  North  Dakota 2570 

Oregon 777. 1492, 2469. 2570.  3517, 4096. 

5709,  7024.  7025,  7635.  7636.  9180,  10654,  11258 

Utah ^ 179. 

3261.  3609,  4837.  5267,  7573)  8034.  8676.  8796, 
9258. 11003. 12058. 12219. 12261. 12448. 
Washington  __  5768.  5769,  5866. 6281.  6936.  7022, 8118. 9983 

Wyoming 2466,3516.4096.4514.4515. 

5956.    6388.    6394.    10257.    10457,    10916.    12448 
INDIAN  LANDS  resCSred  to  tribal  ownership;  Northern 

Cheyenne  Tribe  (PLO  2756) 8548 

INDIAN  RESERVATIONS  or  holdings,  exchanges..  3168.  6715 
LANDS  OPENED  for  various  purposes: 
Homesites.    See  Small  tracts. 
Homesteads.    See  Homesteads. 
Mineral  entry.    See  under  Mineral  lands. 
MINERAL  LANDS: 
See  also  Oil  and  gas  deposits;  Oil  and  gas  leases. 
Asphalt,  solid  and  semisolid  bitumen  and  bituminous 

r(X5k  leases 6329 

Coal  permits  and  leases,  proposed  rules 9559 

Pees  and  charges  for  various  services 5712. 8546 

General  mining   regulations,  common  varieties  de- 
fined   ___ 5666.9137 

Mineral  deposits  in  acquired  lands,  leasing  under  min- 
eral leasing  act 5745 

Mineral  permits,  leases,  and  licenses: 

Aliens,  rights  of.  proposed  rule 9993 

Limitation  on  time  to  institute  suit  to  contest  Secre- 
tary^ decision 2318 

Purpbse^of  leasing  acts 6329 

Oil  and  gras  leases.    See  Oil  and  gas  leases,  below. 

Oil  shale  lands.  Utah,  asphalt,  bitumen,  etc..  leases..  10455 

Phosphate  permits,  relinquishment,  cancellation,  or 

termination;  proposed  rule 9561 

Potassium  permits  and  leases,  proposed  rules 9560 

Residential  occupants  of  unpatented  mining  claims, 

sales  and  other  disposition  of  lands.. 12368 

Various  States,  lands  opened  to  mineral  entry: 
Alaska: 

Copper  River  Meridian 8279. 12276 

Curry ^__  12059 

Egegik.  Kanatak.  Newhalen.  and  Nondalton 8034 

Elfin  Cove.  McFarland  Island 8794 

Eyak  Lake 12058 

Fairbanks  Meridian 8922 

Kodiak  and  Seward 627 

Kotzebue    Soimd 2366 

Seward  Meridian 12276 

Sitka  area 1492.  12059 

Susitna  Flats  area _1__  11894 

Tanacross    12370 

Valdez.  Port  Egbert,  etc 972 

Willow  area 2605 

Arizona: 

Buckeye  and  Quartzsite l._    57O8 

Gila  and  Salt  River  Meridian.. _  6673. 10001. 11325. 12379 
California: 

Bumey 1491 

Honey  Lake  Valley 12653 

Mount  D^lo  Meridian...  831.  1760.  5866.  11513.  11514 

San  Bernardino  Meridian 5334.  6937.  10455 

Sequoia  National  Forest 4837 

Tehachapi 7636 

Colorado: 

Arapaho  National  Forest 340 

Grand  Junction .' 1117 

Montrose    1426 

New  Mexico,  and  Ute  Principal  Meridians..  3516.  9946 

Sixth  Principal  Meridian 8118.  9946.  10487.  12059 

Idaho: 

Bannock  County 3772 

Bois^  Meridian 951.  4095. 5266.  5708.  5987.  11711 

GoMing  County — 5124 

Twin  Falls  County 2764 

Mon&na.  Principal  Meridian 5366, 11003 

Nevada,  Mount  Diablo  Meridian 1937. 

4514.  5504.  10003.  10455.  10457 
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MINERAL  LANDS — Continued 
Various  States,  lands  opeiKed  to  mineral  entry — Can. 
New  Mexico: 

Las    Cnioes 1620 

Lincoln  Natkjnal  Porest 4837 

North  Dakota.  Piftli  Principal  Meridian. 2570 

Oregon: 

Baker  Coiinty 777 

Crook  County 2570 

Harney  County 11258 

Willamette  Meridian 1492.  4096.  7024.  12132 

Utah.  Salt  Lake  Bierldian 3608.  5266,  11003,  12219 

Washington: 

Chelan  and  Siu>qualmie  National  Forests 8118 

Willamette  Meridian 5768,  5769.  5866.  6936,  7022 

Wyoming: 

Sixth  Principal  Meridian 3516.4514.4515. 

5956,    6388,    6394.    10257.    10457,    10916,     11514 

Torrington 2466 

NATIONAL  FOREST  LANDS: 
Aljiska: 

Chugach  National  Forest,  lands  excluded  for  pur- 
chase as  homesites  (PLO  2752) 8278 

Tongass  National  Forest: 

Administrative  sites  (PLO  2843) 12370 

Homesites.  lands  excluded  for  purchase  as  (PLO 

2752)    8278 

Lands  excluded  (PLO  2638) 2904 

Lighthouse  purposes;   EO  4257  revoked  in  part 

(PLO  2761) - 8794 

Arizona: 

Conconino    National    Forest,    administrative    p\ir- 

poses;  proposed  wtthflrawal  amended 6393 

Coronado  National  Forest : 

Aircraft  control  and  warning  site,  proposed  with- 
drawal    10002 

Water  reserves,  certain,  revoked  in  part   (PLO 

2720)    6673 

Kaibab  Nftlonal  Forest,  adminisfrative  site  (PLO 

2726)   6937 

Proposed  withdrawal  terminated  in  part 9287 

Prescott    National    Forest,    lands    excluded    (PLO 

2638)    2904 

Tonto  National  Forest: 

Areas    surrounding    reservoirs,    proposed    with- 
drawals    10002.  12981 

Roadside    zones    and    scenic    strips;     proposed 

withdrawal 4893 

School  purposes  (PLO  2581) 179 

Seismological  installations  (PLO  2744) 1196,  8035 

Water  reserves,  certain,  revoked  in  part   (PLO 

2720)    6673 

Arkansas: 

Oiiachlta   National  Forest,   recreation  area    (PLO 

2597)    972 

Ozark    National    Forest,    addition    to;     proposed 

withdrawal 8601 

CaUf  omia : 

Cleveland    National    Forest,    administrative    sites, 

recreation  areas,  etc.;  proposed  withdrawal —     9778 
El  Dorado  National  Forest : 

Administrative  site  (PLO  2846) 12371 

Central  Valley  Reclamation  Project  (PLO  2729).    5152. 

6938 
Public  service  site,  proposed  withdrawal  termi- 
nated in  part 5749 

Re<;reation    area,    Bliss    Memorial    State    Park 

(PLO  2763) 8795 

Reservoir  sites;  departmental  orders  revoked  in 

part  (PLO  2617) 2365 

Roadside  zones  and   recreation  areas,  proposed 

withdrawal  and  partial  termination 8187.9627 

Truckee-Carson    Reclamation    Project,    depart- 
mental order  revoked  In  part  (PLO  2767) .._     8921 
Inyo  National  Forest: 

Ancient  Brlstlecone  Pine  Forest  (PLO  2666) 4151 

Natural  areas;  proposed  withdrawals—  8393,  9113,  9778 
Recreation  areas  and  campgrounds: 

PLO  2814 7^45.  11257 

Proposed   withdrawal 9570 

BQamath  National   Forest,   recreation   area;    pro- 
posed withdrawal— »4«0 
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Land  Management  Bureau — Continued 

NATIONAL  FOREST  LANDS — Continued              , 
California — Continued 
Lassen  National  Forest: 
Administrative  sites  and  recreation  areas;  pro- 
posed withdrawal 3263 

Elxperlmental  forests;  proposed  withdrawal 12144 

Los  Padres  National  Porest: 
Administrative  sites,  recreation  areas,  etc..  pro- 
posed withdrawal 7902 

Exclusion  of  cerUin  lands  (PLO  2615.  2649)  —  1760,  3516 
Mendocino  National  Forest,  administrative  sites; 

proposed  withdrawal  terminated  in  part.  9570, 10304 
Modoc  National  Forest: 

Administrative    sites,    campgrounds,    etc.    (PLO 

2640)    3201 

Jess  Valley  Reservoir.  Pitt  River  Project;  recla- 
mation withdrawals  revoked  in  part   (PLO 

2806)    . ^ 10583 

Preservation   of  natural   areas;    proposed  with- 
drawal       8393 

Plumas  National  Forest: 
Administrative  purposes;  proposed  withdrawal- _  11821, 

12453 

Experimental  forest;  proposed  withdrawal 12144 

Feather  River  Experimental  Station;    proposed 

withdrawal    terminated 8927 

Recreation  areas,  proposed  withdrawal 8681 

Roadside  zones:   proposed  withdrawal  amended 

and  terminated  in  part 755,  8458 

Rogue  River  National  Forest,  recreation  areas  and 

administrative  sites;  proposed  withdrawal 3564 

San  Bernardino  National  Forest: 
Recreation  areas   and  water  storage;    proposed 

withdrawal,    corrected 478 

Watershed  management  (PLO  2732) 7023 

Sequoia  National  Forest: 
Administrative  sites;  prior  order  revoked  in  part 

(PLO  2678)    4837 

Packsaddle  Caves  Geological  Area,  exclusion  of 

mining  activity;  proposed  withdrawal—  2706.  10716 
Roadside  zones,  proposed  withdrawals  and  par- 
tial termi^iation 1227.  8192,  11775 

Shasta  National  Forest: 
Campground   and   picnic   area;    proposed   with- 
drawal terminated  in  part 2017,  9827 

Central  Valley  Project,  proposed  withdrawal 8124 

Recreation  areas,  proposed  withdrawals 8458.  12145 

Sierra  National  Forest: 

Administrative  site,   proposed  withdrawal 9485 

Kings  Caverns  Geological  Area,  proposed  with- 
drawal   2706,  10716 

Recreation  areas,  proposed  withdrawals 1783. 

7829,8681.  10228 

Roadside  zones,  proposed  withdrawal 756.  2651 

Teakettle  Experimental  Forest  (PLO  2846)..  2706. 12371 
Stanislaus  National  Forest: 
Big  Oak  Plat  Forest  Highway;   proposed  with- 
drawal amended  and  terminated  in  part —  10178 

Experimental  forest,  proposed  withdrawal 12144 

Recreation  areas  and  roadside  zones;   proposed 

withdrawals  terminated  In  part 10587.  12982 

Reservoir  sites;  departmental  orders  revoked  In 

part  (PLO  2617) 2365 

Tahoe  National  Forest: 

Addition  of  certain  lands  (PLO  2615) 1760 

Cedar  Point,  proposed  withdrawal  terminated  in 

part  5717 

Experimental  forests,  proposed  withdrawal 11776 

Power  project  No.  678  revoked  (PLO  2662) 4096 

Recreation  areas,  proposed  withdrawal 12004 

Roadside  zone  (PLO  2846) 12371 

Proposed  withdrawals 2387,  3297. 12069. 12982 

Townslte   Act,   disposal   under;    proposed   with- 
drawal   ,— -  12277 

Watershed  area,  proposed  withdrawal 7994 

Tolyabe  National  Forest : 

Campgrounds,   watershed   areas,  etc.;    proposed 

withdrawal . 7994 

Reservoir  sites;  departmental  orders  revoked  in 

part  (PLO  2617) 2365 

Trinity  National  Forest : 

Campground   and   picnic   area;   proposed  with- 
drawal terminated  in  part 2017,  9827 

Recreation  areas,  proposed  withdrawal 8458 
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NATIONAL  FOREST  LAND&— Oootlnued 
Colorado: 
Arapaho  National  Forest: 
Mining  and  mineral  leasing:  PLO  3547  amended 

(PLO  2584) * 340 

Picnic  area  (PLO  2788) - S4M.  10121 

RecreaUon  area  (PLD  2589) ^ 628 

Proposed  withdrawal 11326 

Roadside  zones,  proposed  tfithdrswals-  3149. 995tf .  10504 

Ski  area,  proposed  withdrawal 8599 

Grand  Mesa  National  Forest: 
Campgrounds    and    administrative    sites    (PLO 

2624,  2625) 2467,  2468 

Reclamation  withdrawals  revcktd,  Collbran  Proj- 
ect (PLO  2805) 10487 

Ounnison  National  Forest: 
Campgrounds,  picnic  areas,  etc.;  prcq^osed  with- 
drawal      4256 

Winter  sports  area  (PLO  2848) 8885, 12372 

Pike  National  Forest: 
Administrative  site  and  recreation  area;  pnHTOsed 

withdrawal 9358 

Campgrounds,  picnic  grounds,  etc.   (PLO  2589, 

2783) 628.  1554,  3407,  10121 

Proposed  withdrawal 12653 

Rio   Grande   National  Forest,   campgrounds,   etc. 

(PLO  2732) 1733,  7023 

PLO  2558  corrected ___     1271 

Proposed  withdrawal 10587 

Roosevelt  National  Forest,  campgrounds,  etc.;  pro- 
posed withdrawals. 2352. 8885. 9113 

Routt  National   Forest,  administrative  sites  and 
recreation     areas     (PLO     2589.     2624,     3783. 

2844) 628,  1554.  2467.  4351.  7660.  10121.  12370 

San  Isabel  National  Forest: 
Administrative  sites  and  recreation  areas;  PLO 

2390  corrected  (PLO  3834) 12219 

Campgrounds  and  picnic  areas.  pn^XMed  with- 
drawals    3352,  9570,  12653 

San  Juan  National  Forest: 
Campgroimds,  administrative  sites,  etc..  proposed 

withdrawals _  8599,  9358 

McPhee      Reservoir,     Dolores     Project      (PLO 

2800)   6850,  10456 

Natural  area;  PLO  1960  revoked  in  part  (PLO 

2836) _—  12219 

Recreation  area  (PLO  2655) 3609 

Sports  area  (PLO  2624) __     2467 

Umatilla  National  Forest,  recreation  area,  proposed 

withdrawal 7903 

Uncompahgre  National  Forest,  campgrounds,  -etc. 

(PLO  2624)    2467 

White  River  National^  FcMrest,  administrative  site 

(PLO  2785) — _  6719,  10256 

Idaho: 
Boise  National  Forest,  administrative  sites,  etc.; 

proposed  withdrawal  terminated  in  pcut 12983 

Caribou  National  Forest,  roadside  cones;  prc^osed 

withdrawal 9828 

Challis  National  Forest,  lands  restored  from  power 

withdrawal   (PLO  2743) 8035 

Kaniksu  National  Forest,  campgroimd  and  recrea- 
tion area  (PLO  2623) 2466 

Nez  Perce  National  Forest,  picnic  areas  and  recrea- 
tion areas  (PLO  2623) 2466 

Payette  National  Forest: 
Administrative  sites  and  recreation  areas;  pro- 
posed withdrawals 4256.  9828 

Public  service  sites,  proposed  withdrawal 10913 

Recreation  areas  (PLO  2575). ..v 103 

St.  Joe  National  Forest,  administrative  sites,  camp- 
grounds, etc.  (PLO  2623). 2466 

Salmon  National  Forest: 
Administrative  site  and  recreation  area   (PLO 

2712)    — 6146 

Recreation  areas;  proposed  withdrawal 4256 

Survey  plat 2650 

Sawtooth    National    Forest,    administrative    sites,  . 

campgrounds,  etc.  (PLO  2712) . 6146 

Indiana,  Hoosier  National  Forest,  addition  to;  pro- 
posed withdrawal 8601 

Louisiana,  Kisatchie  National  Forest,  addition  to; 

proposed   withdrawal 8601 
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NATIONAL  FOREST  LANDS— Continued 
Michigan;  proposed  withdrawals: 

Huron  National  Forest,  addition  to 8600 

Manistee  National  Forest,  addition  to..  8600.  I0S04,  11776 
Minnesota,  Superior  National  Fcnrest.  addlticm;  pro- 
posed   withdrawal 10913 

Mississippi,  Holly  Springs  National  Forest,  addition 

to;  proposed  withdrawal 8601 

Montana : 
Beaverhead  National  Forest,  proposed  withdrawal 

terminated 1122 

Custer  National  Forest,  campground  (PLO  2603) ^271 

Gallatin  National  Forest: 
Administrative  sites,  prior  orders  revoked  in  part 

(PLO  2728)    6938 

Campgrounds,  etc.  (PLO  2603) .,. 1271 

Helena  National  Forest: 

Addition   (PLO  2838) 4891,  12220 

Campground  (PLO  2850) ^1.  12447 

Kaniksu  National  Forest,   recreation  areas   (PLO 

2603) 1371 

Kootenai  National  Forest: 

Administrative  site;  proposed  withdrawal 2253 

Recreation  areas  (PLO  2850) 12447 

Nevada : 
Humboldt    National    Forest,    administrative    site; 

PLO  1796  corrected  (PLO  2764) 8796 

Tolyabe  National  Forest: 

Geological  area,  (PLO  2785) 10256 

Washoe  Project  (PLO  2715) 6387. 

New  Mexico: 
Carson -National  Forest: 
Lands  transferred  from  Santa  Fe  National  Forest 

(PLO  2638) 2904 

Stock  driveway  No.  58,  N.M.  No.  7,  revoked  in  part 

(PLO  2804)    10457 

Cibola  National  Forest,  recreation  areas,  etc.  (PLO 

2798,  2830) . _  10456,  12132 

Gila  National  Forest : 

Administrative  sites  (PLO  2655.  2830) 3609. 12132 

Exclusion  of  certairP  lands  (PLO  2615) 1760 

Lincoln  National  Forest: 
Administrative  sites  and  recreation  areas;  PLO 
908  and  1074  revoked  in  whole  and  in  part 

respectively  (PLO  2680) 4837 

Recreation  area  (PLO  2775) _' 9812 

Roadside  zone  (PLO  2798) 3893. 10456 

Santa  Fe  National  Forest: 
Lands  transferred  to  Carson  National  Forest  (PLO 

2638) 2904 

Recreation  areas,  etc.  (PLO  2830) 12132 

Stock  driveway  No.  81.  NM.  No.  13,  revoked  in  part 

(PLO  2804) 10457 

Oregon : 
Deschutes  National  Forest: 
Forest  roads  and  roadside  zones,  protection  of 

'    (PLO  2761) 8277 

Power  projects: 
No.  829  and  1882.  lands  restored  from  (PLO 

2772) 9180 

No.  891  revoked  (PLO  2626) _     2469 

Recreation  area  (PLO  2775) : 9812 

Fremont  National  Forest: 

Administrative  sites  (PLO  2641) 3517 

Recreation  areas,  proposed  withdrawal 12687 

Malheur  National  Forest,  campgrounds,  etc.;  pro- 
posed withdrawal- 2738 

Mt.  Hood  National  Forest,  lands  released  from  prior 

withdrawal  (PLO  2733) 7023 

Rogue  River  National  Forest.'  campgrounds,  etc. 

(PLO  2668,  2775) 4426,9812 

Siskiyou  National  Forest: 

Campground.  (PLO  2775) 8461,9812 

Lookout  site,   (EO  7430)   revoked  in  part  (PLO 

2739)   7636 

Recreation  areas  (PLO  2668) 4426 

Siuslaw  National  Forest,  recreation  areas;  proposed 

withdrawal 6904, 8681 

Umatilla  National  Forest: 
Administrative  sites;  proposed  withdrawals.  3472. 10914 
Administrative  sites  and  ranger  stations  (PLO 

2810) 10654 

Recreation  area  (PLO  2775) —     9812 
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Loful  Monog^nttf  twau — Continued 

NATIONAL  FOREST  LAND6— Continued 

Orecon — Continued  ,  . .  «,^,*. 

Umpqu«  Natioma  Ftorest.  protection  of  f  orert  ro^da 
and  roadside  zones  (PLO  2750) ♦-— 

Wallow*  National  Foreot: 

Hells  Canyon  Project  (PLO  2734) 7024 

Lostlne  and  Imnaha  Rivers,  sonea  along,   pro- 

posed  withdrawal -----—, ^"iSm? 

Recreation  areas,  proposed  withdrawal iJftot 

Whitman  National  Forest: 

AdmlnlstraUve  site:  proposed  withdrawal 9956 

Hells  Canyon  Project  (PlX)  2734)   7024 

Lookout  site,  proposed  withdrawal-.  2738 

Recreation  areas,  proposed  withdrawal 12887 

Winema  National  Forest,  ranger  .^tlon;  proposed 

withdrawal ^*'^ 

South  Dakota.  Black  Hills  National  Forest: 
AdmlnlstraUve  site  and  recreaUon  area  (PLO  2675).     4516 

Experimental  forest  (PLO  2850>       -^— ^I^^JJJ] 

Recreation  areas,  etc..  proposed  withdrawals.—  262.  6394 

Utah: 

Ashley  National  Forest : 

Campsites,  etc:  proposed  withdrawal--- 

Geological  areas,  proposed  withdrawal-. 

Svirvey  plat 

Cache  National  Forest,  administrative  sites : 

PLO  694  revoked  in  part  (PLO  2580) 1J9 

PLO  2400  revoked  in  part  (PLO  2764 1 ol9Q 

Dixie  National  Forest : 

AdmlnlstraUve  sites  and  recreation  areas  (PLO 

2648) --:     ^^^' 

Reservoir  site  reserve  No.  12;  prior  orders  revoked 

In  part  (PLO  2679 > ^---     *f^ 

Flshlake  National  Forest,  roadside  zone  (PUD  2575 ) . 
ManU-LaSal  NaUonal  Forest: 

AdmlnlstraUve  sites :  

PLO  2564  revoked  in  part  (PLO  2764> 

PLO  2764 1 _,„ 

Proposed  withdrawal -y",:^' 

Scenic  and  recreaUon  areas,  etc.;  proposed  with- 

drawal •^*"* 

Washington: 

Chelan  NaUonal  Forest.  recraUon  area;  PLO  2434 

revoked  m  part  (PLO  2747) .-- 8118 

ColviUe  National  Forest,  certain  power  withdrawals 

revoked  in  part  (PLO  2731.  2779) 7022.9918 

Kaniksu  NaUonal  Forest.  cerUln  power  withdrawals 

revoked  In  part  (PLO  2731.  2779) 7022.  9918 

Mt.  Baker  NaUonal  Forest:  _^  ,t>ta^ 

Certain  power  withdrawals  revoked  In  part  (PLO 

2714) - iT---:  o---:-" 

North  Cross-State  Highway  zone.  Forest  Service; 

proposed  withdrawal vrr  «7-k- 

Okanogan  NaUonal  Forest.  North  Cross-State  High- 

way  zone:  proposed  withdrawal losei 

Snoqualmie  National  Forest: 
ProtecUon  of  faclllUes.  etc.;  proposed  withdrawal     10915 

Roadside  zone  (PLO  2603.  2747) 127^8118 

Wenatchee  NaUonal  Forest.  protecUon  of  faclllUes. 

etc.:  proposed  withdrawal lovii 

Wyoming :  /■m  r\ 

Bighorn    National    Forest,    roadside    ron^^^(i^ 

Black  Hill3  National  Forest :  proposed  withdrawals : 

RecreaUon  areas,  etc -. „j^.; 

Sundance  Air  Foree  Station 

Brldger  NaUonal  Forest : 
AdmlnlstraUve  sites  and  recreaUon  areas  (PLO 
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Land  Manog«n«iil  Bui'tau— Conflno«d 

OIL  AND  GAS  DEPOSITS.  LouialaM.  transfer  of  Juriii- 
dicUon  over  certain  lands  at  Barksdiae  Air  Force 

Base  to  interior  Department  (PLO  2639) 8167 

OIL  AND  GAS  LEASES: 
Assignment  or  transfers: 

Filing  transfers,  proposed  rule...— — »«»^ 

Particular  tracts  or  undivided  interests »'« 

Royalty  interests,  proposed  rules vms 

Bonds  required  of  lessee,  amount  of 5^« 

California.  Ivanpah  Valley JJJJ 

Fees  and  charges  for  services -— S71J.  hmo 

Fractional  interests,  leases  of:  proposed  rules. 9993 

NoncompeUtlve  leases: 

Description  of  lands  in  offer *i^^ 

Offer  to  lease  and  Issuance  of  lease »'" 

Proposed  rule *'''*'"* 

'"caUf'^Sia"'''*' '*'''' ^  -  867.1661.9734.12228.12229.12844 

£JSSlna ;;:;:-":;:. 348. 350.  leei.  8834. 8956 

Texas 

ProtracUon  diagrams: 

Nevada *''^' lit" 

Utah 

Washington 
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8796 
8796 


8462 


2:^5) 


8830 


Exclusion  of  certain  laiids  (PLO  2615) 1760 


5096 


3518 


4211. 


orders  revoked  In 


12371 
5095 


Roadside  zones  (PLO  2684) 138 

Medicine  Bow  NaUonal  Forest: 

Campgrounds  (PLO  2796) ♦^^^^  ^2*?5 

Natural  area  (PLO  2643) 

Shoshone  NaUonal  Forest : 

AdmlnlstraUve  sites  (PLO  2845) 

RecreaUon  areas  (PLO  2682) 

Targhee  NaUonal  Forest:  ^ 

ReclamaUon  purposes:   prior  ordei. 

part  (PLO  2716) ,«388 

Recreation  areas  (PLO  2576.  2796) 103, 10455 

Teton   NaUonal  Forest,   admlnistraUve   sites    and 

roadside  zones:  iniui 

PLO  1923  corrected ^^i, 

(PLO  3726) '"•*' 


2252 
__     7660 

Wyoming 953.8041 

Rentals  lui^u 

OIL  shale" LANDS.'utah;  asphalt,  bitumen,  etc.  leases.  10455 
OREGON  GRANT  LANDS.  Umber : 

Annual  productive  capacity J**;- '?"? 

Sale  of  timber ^"°"  55?}  rI?? 

SmaU  concerns,  access  road  loan  program &8(4,  o\i^i 

ORGANIZATION  AND  FUNCTIONS: 

See  also  Authority  delegaUons. 

Authority  of  State  Directors.  Land  Office  Managers. 

D.strict  Managers,  et  al.;  lands  and  resources       _     2417 

Pacific  Coast  Outer  ContinenUl  Shelf  Office  esUb- 

iished v:--:r"V"i 

OUTER     CONTINENTAL     SHELF.     See     ConUnental 

shelf  ' 

POWER  PROJECTS,  power  site  reserves,  etc.;  restora- 
tion of  lands:  _      ^„^  i,«j  i„ 
Alaska,  power  site  classiflcaUon  No.  403.  canceUed  in 

part  (PLO  2691) ^^^^ 

Power  site  classiflcaUon  No.  5  (PLO  2664) 4097 

Power  site  reserve  No.  514  (PLO  2664) 4097 

California:  „         .,  j      »# 

Power  site  classification  No.  389.  Executive  order  of 
August  12,  1910  revoked  In  part  (PLO  2662)  ___ 
Power  site  reserves :  ^- - 

No.  149  (PLO  2662) V-'-.-A":-;:!" "oV 

No  217  and  541;  ExecuUve  orders  of  Octol)er  28. 
1911.  and  August  21,  1916,  revoked  in  part 

(PLO  2652) 

Pro  1  ^c  tf  * 

No.  334.  proposed  (PLO  2831) 12218 

No.  564.  proposed  (PLO  2769) 8973 

No.  678  (PLO  2862) *"»® 

Colorado: 

Power  site  classifications:  ,ooort 

No.  110  (PLO  2837) 12220 

No.  176  (PLO  2701) JJJJ 

Power  site  reserve  No.  124  (PLO  2701) 5710 

Power  project  No.  492  (PLO  2743) 8^5 

Power  purposes  (PLO  2781) "smj 

Power  site  reserves:  .    ,«,-  w-^ 

No   373:  ExecuUve  order  of  July  S.  1913  revoked 

in  part  (PLO  2735) -r--;,---,^:^""     ^^ 

No.  565;  ExecuUve  order  of  November  21, 1916.  re- 

voked  In  part  (PLO  2776) »813 

Michigan,    power   site   Classification   No.    318    (PIX5 

2616)  ^^"'' 


4096 


3552 


Montana,  power  site  classiflcaUons: 

No.  301.  revoked  In  part  (PIX3  2592)    -       777 

No.  369.  revoked  In  pert  (PLO  2592) 777 

New  Mexico: 

Power  site  reserves:  ,, 

No.  59  (PLO  2777) ^^^ 

No    548  (PLO  2836) r-r---z^r— 

Water  power  deslgnaUon  No.  1  (PLO  2836.  2777)  — 


2765 

3765. 

9813 


^pSSer  site  classiflcaUon  No.  421   modified   (PLO 

3847) -- "•*'* 
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Land  Management  Bureau     CowHiMfd 

POWER  PROJECTS,  power  Bite  reserves,  etc.;  restora- 
tion of  lands — Continued 
Oregon — Continued 
Power  site  reserves: 
No.  77.  Executive  order  of  July  2,  IMO,  modified 

(PLO  2847) ._  12371 

No.  125:  Executive  order  of  July  2,  1910,  modi- 
fied (PLO  2839) 12220 

No.   561;    Executive  order  of  October  SO,  1916, 

modified  (PLO  2839)—^ 12220 

No.  661;  Executive  order  of  December  12,  1917. 

modified  (PLO  2784) ___  10121 

Projects: 

No.  142.  proposed,  modified  (PLO  2839) 12220 

No.  829  and  1882  (PLO  2772) 9180 

No.  891  (PLO  3628) 2489 

Water   power   deslgnaUon  No.   14;    departmental 

order  modified  (PLO  2784) 10121 

Utah: 

Power  project  No.  290  (PLO  2742) 8034 

Power  site  classifications: 

No.  91   (PLO  2653)___ 3608 

No.  377  (PLO  2653,  2840) 3608,12261 

Power  site  reserves: 
No.  34: 
ExecuUve  order  of  July  2. 1910  revoked  in  part 

(PLO  2758.  2773) 8876.9258 

tPLO  2653.  2861) _  3808.  12448 

No.  373;  Executive  order  of  Jvij  S,  1918  revoked 

in  part  (PLO  2735) _     7573 

Washington: 
Power  site  classlficaUons: 
No.    109.  •Washington  No.   18.  revoked  in  part 

(PLO  2731,  2779) 7022.9918 

No.  126  revoked  In  part  (PLO  2728) 6936 

No.  159  revoked  In  part  (PLO  2728) 6936 

No.  207  revoked  In  part  (PLO  2714) 8281 

No.  349  (PLO  2702.  2708) 6788,5769 

No.  405  cancelled  In  part  (PLO  2708) 5768 

Power  site  reserves: 

No.  72  revoked  in  part  -(PLO  2731.  2779) 7022, 9918 

No.   158;   Executive  order  of  October  29,  1910 

revoked  in  part  (PLO  272S) 6936 

No.  160;   ExecuUve  order  of  December  1,  1910 

revoked  in  part  (PLO  2714) '.„    6281 

No.   333;    ExecuUve  order  of  February  3,   1913' 

revoked  in  part  (PLO  2714) _._    6281 

No.  457;  Executive  order  of  October  8,  1914  re- 
voked in  part  (PLO  2728) 6936 

No.  468;   ExecuUve  order  of  January  SO,  1915 

revoked  in  part  (PLO  2702) 6768 

No.  534;   Executive  order  of  June  30,  1918  re- 
voked In  part  (PLO  2738).. 8936 

Wyoming,  power  site  reserve  No.  58S  (PLO  2881) 12448 

RECORDS,  fees  and  charges  for  vartoua  MrviceB..  6712, 8547 
RIOHTS-OF-WAT  for  highway  purpoeee ; 

Electric  power  transmisaion  lines,  proposed  rules 12954 

Pees  and  charges  for  various  services 6712,8547 

Under  Title  23  USC 8934,7435 

Various  States: 

Alaska _ _ 5557 

Arizona 5098 

California  '//-/.-IIllIII"3562r4d9er6768.'6888."8»78. 12218 

Colorado    5710.12220 

Idaho 7673,8794,9813.9847,11669 

Michigan    2103 

Montana    r 777 

Nevada   5709 

New  Mexico.- 2786,9814 

Oregon 2488.  9180. 10121. 13220. 12371 

Utah... 3608,  7573,  80S4.  8878.  0268.  12281.  12448 

Washington 6788.  6788.  8281.  89S8.  7022 

Wyoming   ..._ _ 12448 

SALE  OP  LANDS: 
Mining  claims,  unpatented,  residential  occupants  at—  12388 
Small  tracts.   See  Small  tracts. 

TOwBsito  of  Ford,  Calif.;  sa)e  of  lots 4490 

SCHOOL  PURPOSES: 

Arizona 6(»98, 6108. 8673 

Arkansas 4097 

California . ^.  1481,8552 

4098,  5708,  6887,  89S7,  18S8.  887S.  10464,  12218 

86000—63 12 


Lohd  Management  Bureau— Continued  ^*^ 

SCHOOL  PURPOSES— Continued 

Colorado 1117. 3516, 8118, 10487 

Idaho 178,4095.7573.8035,9813,9947,11669 

Michigan   b 

Montana   ,.__  777,5266,11003,12220 

New  Mexico. 2766,  10467, 10654 

North  Dakota^ 2570 

Oregon 777,  1492,  2570,  4096 

Utah    3608.5267,7573,8034. 

8676.   9258.   11003,    12058.   12219.    12281.   12448 

Washington 5768,  5769,  5866,  6281,  6936,  7022,  8118 

Wyoming 2486,  3516. 

4096.  4514.  4515.  5956,  6388.  10257,  10457.  12448 

SERVICE  FEES  AND  CHARGES 5712,8545 

SMALL  TRACTS: 
Classifications: 
Alaska: 

No.  J-5  amended . i 12981 

No.  J-9  corrected 1732 

No.  7  cancelled 9826 

No.  8  cancelled 9413,  9826 

No.  9  cancelled . 9827 

No.  10  cancelled 9827 

No.  23  cancelled 7902 

No.  40  cancelled 9359 

No.  43  cancelled 9827 

No.  49  cancelled 5273 

No.  59  cancelled 6272 

No.  65  cancelled 9413 

No.  102  amended 11559 

No.  116  cancelled 8041 

No,  117 _ 5877 

No.  118 10228 

Arizona: 
No.  81  amended _  323 

S°  S- 5621 

No.  84 6992 

No.  85 8187 

California: 

No.  Cl-1 6903,  6937 

No.    Cl-3 8190 

No.  Cl-4 _ 8190 

No.  C4-19__ 12983 

No.  26  revoked  in  part 8191 

No.  29  reveled  in  part 8191 

No.  35  revoked  in  part .^ 8191 

No.  128  revoked  in  part 8191 

No.  149  revoked  in  part '   8191 

No.  162  amended 8191 

No.  216  amended 7945 

No.  221  amended 8191 

No.  224  amended 7945  <• 

No.  362  revoked  in  part 8191 

No.  265  amended 8191 

No.  282  amended 8191 

No.  283  amended  and  revoked  in  part 8191 

No.  363  revoked  in  part 11613 

No.  378  revoked  in  part 8190 

No.  385  revoked  in  part 8191 

No.  400  revoked  in  part 11513 

No.  462  revoked  in  part 11614 

Colorado: 

No.  36 _. 1426    . 

No.  37 1426 

No.,38 „     3171 

No.  39 3261 

Idaho.  No.  5  revoked 9228 

Montana,  No.  516 6000 

Nevada: 

No.  N-3-STA-63-1 10419 

No.  16  amended J937 

No.  27  amended 2817 

No.  31  amended-.- 2017 

No.  49  amended 2017 

No.  51  amended 2017 

No.  62  amended 3937,8192 

No.  63 9287 

No.  76  amended 2017 

No.  77  amended 2018. 393T*" 

No.  79  amended J— 2018.3937 

No.  95  amended-S. 638, 757, 2018, 2488. 12380 

No.  106  amended aoio 

No.  109  amended 4698,4709 

No.  132  amended 2OI8 


so 


Land  ManogMiMfit  Bureou — ContiniMd 

SMALL  TRACTS — Continued 
ClaoBlflcaUoDS— Continued 
Nermda — Continued 

No.  141  amended 4709 

No.  164  amended 4156 

No.  205 1426 

No.  209  amended 1732 

No.  212 15M.2486 

New  Mexico: 

No.  60 5716 

No.  61 4492 

Oregon.  No.  63-1 8630 

Utah: 

No.  1.  offer  2 9411 

No.  A-2  amended 8929 

No.  11-7  amended 8029 

Lands  opened  for  lease  or  purchase  as  homesltes,  etc.. 
under  aaxaH  Tract  Act : 

Alaska 179.  627.  972.  1492. 

2366.  2605,  2904.  4889.  5152.  5557.  5608.  5877, 
6339.  6393.  8034.  8279.  8457.  8458,  8794.  8922. 
9061,  11894.  12058.  12059.  12219.  12276.  12370 

Arizona 1295,  1580.  1661.2252. 

5096.  5708.  5878.  6393.  6673,  9569,  9777.  10001. 
11325,  11468.  12003.  12277.  12379.  12651.  12652 

Arkansas 4097 

California 591.  755.  1491.  2365.  2738. 

2950,  2951.  3552.  4096.  4837.  5334.  5708.  5866. 

6903.  7636.  7995,  8190.  8191.  8921,  8973.  9570. 

10455,  10583,  11513,  11514.  12218,  12652.  12653 

Colorado  __  1117. 1426. 3516. 5710. 8118. 10487,  12219.  12220 

Idaho  178.951.2650.3772.4095.5124.5708.5987. 

7573.    8035,    9813,    11669,    11710,     11711,     12069 

Michigan    9,2103 

Minnesota  5670 

Montana    777.2951.5266.8937.8461.11003 

Nevada    757.2017,2018.2295.2486.3937.4433. 

4514.  4515.  4598.  5709.  5878.  6388.  8192.  9556. 
10003.  10256.  10455.  10457.  11514.  11974.  12380 

New  Mexico 451.778.1620,1850. 

2765.  4837.  4891.  5716.  6238.  9814.  10457.  10654 

North  Dakota 2570 

Oregon 777.1492.2469.2570.3517.4096.5709. 

7024,  7025.  7635.  7636.  8630.  9180.  10654.  11258 

Utah  179. 

3261.   3609.  4837.   5267.   7573,   8034.  8676.  8796. 

9258,    9411,    11003,    12058,    12219.    12261,    12448 

Washington  __  5768,5769,5866.6281,6936.7022.8118.9983 

Wyoming 2466.3616.4096.4514.4515, 

5956,    6388,    6394,    10257,    10457,    10916,    12448 
Sale  or  lease: 

Applications,  preference  rights;  proposed  rules 11007 

Public  auction,  fair  market  value,  elimination  of 

group  agreements,  etc 1215 

STATE  AND  RAILROAD  GRANTS,  service  fees  and 

charges 5712,  8547 

SURVEY  PLATS : 
Alaska: 

Copper  River  Meridian 12276 

Fairbanks 6393.8457.8458 

Seward    Meridian 3701,12276 

Arizona,  OUa  and  Salt  River  Meridian 1580. 

1661,   1732,   1783,   2252,  4433.   5878,  6340,   7859. 
9522,    9569.    9777,    10001.    11325.    11468,    12003. 
12277,  12379,  12651,  12652. 
California: 

Fremont   Valley 9570,10053 

Inyo  County 6394 

Mount  Diablo  Meridian 2738,  2951 

San  Bernardino  Meridian 591.  755.  2950.  7995.  9413 

Florida,  islands  in  St.  John  River 5516 

Idaho: 

Boise    Meridian 2650,11710 

Islands  in  Snake  River 12069 

Illinois.  Winnebago  Island 6099 

Minnesota.  Filth  Principal  Meridian 4565.5670 

Islands  In  Truckee  River 4433 

Mount  Diablo  Meridian 2295. 

2486,  5878. 11514,  11974. 12983 
Utah.  Salt  Lake  Mtorldlan 3261.  7903 
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Lond  MaHogiwnf  BurM»»— Continued 

TIMBER: 
Disposal: 
Negotiated   sales,   performance   bonds,   payments. 

etc    5771.8735 

Small  concerns,  access  road  loan  program 5874.8921 

Oregon  grant  lands : 

Annual  productive  capacity 6436.7504 

Sale  of  timber : 

Definitions,  bonds,  payments,  etc 5770.8735 

SmaU  concerns,  access  road  loan  program. _  5874.8921 
WATER  RESERVES.  PUBLIC: 
No.  9.  Arizona  No.  1;  Executive  order  of  February  20. 

1913;  revoked  in  part  (PLC  2720,  2779) 6673,9918 

No.  9.  Arizona  No.  2;   Executive  order  of  March  3, 

1913,  revoked  in  part  (PLO  2720,  2779) 6673,9918 

No.  37   Arizona  No.  6;  Executive  order  of  August  25. 

1916.  revoked  in  part  (PLO  2720.  2779) 6673.9918 

No.  58.  Wyoming  No.  12;  Executive  order  of  Febru- 
ary 25.  1919.  revoked  In  part  (PLO  2707) 5956 

No.  107;  ExecuUve  order  of  April  17.  1926,  revoked 
in  part: 

Nevada   (PLO  2669) 4514 

Oregon  (PLO  2815) 11258 

Wyoming   (PLO  2817) 11258 

WILDLIFE  REFUGES: 
Alaska.  Kenal  National  Moose  Range,  precedence  of 
withdrawal   for   air   navigation    facilities    (PLO 

2585)  308 

Arizona;   Cibola  NaUonal  Wildlife  Refuge,  proposed 

withdrawal 9113.  9827.  10661 

California: 

Cibola  National  Wildlife  Refuge,  addition;  proposed 

withdrawal • 9569 

Clear  Lake.  Jacumba.  and  Otay  National  Coopera- 
tive   Land    and    Wildlife    Management   Areas 

established  (PLO  2693) 5608 

Mojave-Dry  Canyon  Land  and  Wildlife  Manage- 
ment Area;  projxjsed  withdrawal 3936 

Monache-Walker  Pass  National  Cooperative  Land 
and    Wildlife    Management    Area    established 

(PLO  2594) 779.  947 

PLO  2460  corrected 831 

Picacho  Land  and  Wildlife  Management  Area  estab- 
lished (PLO  2818) 11424 

Rattlesnake   Canyon   Wildlife   Management  Area. 

proposed  withdrawal 4891 

YoUa  Holly  and  Biscar  Reservoir  National  Coopera- 
tive   Land    and    Wildlife    Management   Areas  \ 

esUblished  (PLO  2677) '4739 

Florida,  Great  White  Heron  NaUonal  Wildlife  Refuge; 

EO  7993  revoked  in  part  (PLO  2711) 5987 

Idaho: 

Upper  Blackfoot  Wildlife  Management  Area.  Sports 
Fisheries  and  Wildlife  Bureau;  proposed  with- 
drawal       1076 

Wllollfe  refuge;  ph>posed  withdrawal  terminated  in 

part - 3772 

Mississippi;    Davis  Island  National  Wildlife  Refuge 

(PLO    2709) 5987 

Montana    Freezeout   Lake   Waterfow)   Management 

Area  (PLO  2596) 972 

Nevada.  Wiimemucca  National  Wildlife  Refuge;  EO 

7435  revoked  (PLO  2690) 5504 

Oregon ;  proposed  withdrawals : 

Chickahdminy  Reservoir  Fishing  Access 12146 

Klamattt  Wildlife  Administrative  Site • 12146 

Snake  River  National  Wildlife  Refuge,  addition 9571 

Texas.  Laguna  Atascosa  National  Wildlife  Refuge; 
transfer  of  portions  from  Navy  Department  to 
Immigration   and   Naturalization   Service    (PLO 

2627) . 2508 

Utah: 
Ogden    Bay    Refuge,    expansion;    proposed    with- 
drawal    1091» 

Ouray  NaUonal  WUdllfe  Refuge  (PLO  2730) 953. 6938 

Washington,  Klickitat  Game  Range,  proposed  with- 
drawal  IMl* 

Wyoming,  Table  Mountain  Game  and  FUh  Manage- 
ment Unit;  proposed  withdrawal  terminated 11436 
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WITHDRAWALS  of  lands  for  apecUtod  um  of  VMtefgl 
agencies,  etc.: 
Alaska: 
Admiralty  Island,  research  studies.  Forest  Senriee; 

proposed  withdrawal 4942 

Anchor  River  area,  recreation  areas.  Land  lianage- 

ment  Bureau;  proposed  withdrawal  tenntnated.  10374 
Anchorage  area: 
Air  navigation  site  No.  168;  departmental  rarder 

and  PIX3  576  revoked  in  part  (PliO  2835) 12219 

Ammunition  storage.  Army  Department   (FLO 

2787,  2834) 10267, 12219 

Campground  and  recreation  area.  Alaska  DqnuI- 
ment  of  Lands;  pn^wsed  withdrawid  termi- 
nated      5153 

Industrial  purposes.  Alaska  Railroad: 

(PLO  2755) ___     8317 

Proposed  withdrawal  and  hearing 8287, 9569 

School  reserves,  Indian  Affairs  Bureau;  PLO  1216 

amended  (PLO  2755) 8317 

Townslte  piuposes,    (EO   2242)    modified    (PLO 

2755) 8317 

Anchorage  Townslte : 
Administrative  site.  Forest  Service  (PLO  2797)  _._  10456 

ExecuUve  Order  2242  modified  (PLO  2787) 10456 

Interagency  motor  pool,  Ooieral  Service  Adminis- 

traUon;  proposed  withdrawal- _    3472 

Track  stabilization,  Alaska  Railroad;  proposed 

withdrawal  terminated 11776 

Anlak,  airspace.  Federal  Aviation  Agency   (PLO 

2692) 5608 

Airspace  No.  183  revoked  In  part  (PLO  2692) 5608 

Auke  Bay  area,  Jimeau  Biological  Laboratory,  Com- 
mercial Fisheries  Bureau  (PLO  2598) 972 

PLO  842  revoked  in  part  (FLO  2598).. __      972 

Barrow  area: 
Arctic  Research  Laboratory.  Navy  Department: 

PLO  2344  amended  (PLO  2740) 7727 

School  purposes.  Indian  Affairs  Bureau;  PLO  2092 

revoked  (PLO  2718) 6388 

Bethel  area: 
Air  navigation  site  No.  126,  departmental  orders 

revoked  in  part  (PLO  2828) 12058 

Headquarters  site  for  Clarence  Rhode  National 
WUdllfe  Range.  Sport  Fisheries  and  Wildlife 

Bureau;  proposed  withdrawal 6050,9358 

BetUes    area,    VORTAC    site.    Federal    Aviation 

Agency:  proposed  withdrawal 4255 

Big  Lake  area,  VORTAC  site  facilities.  Federal  Avia- 
tion Agency;  proposed  withdrawaL 6903 

Cape  Edgecombe,  lighthoi^^e  purposes;  Executive 
order  of  January  14. 1901.  revoked  in  part  (PLO 

2770) _     9061 

Certain  lands,  military  purposes.  Army  DqNurtment; 
EO   8102,   8343.   8755.   8847.  PLO   47   and  05 

amended  (PLO  2676) 4516 

Cold  Bay  area,  headquarters  site  for  laembek  Na- 
Uonal  Wildlife  Range:    Sport  Fisheries  and 

Wildlife  Bureau  (PLO  2708) _ ^_  j    5956 

Copper  River  Meridian: 
Administrative    site.    Sport    Fisheries    Bureau ; 

PI/)  2163  revoked  (PLO  2583) 179 

Air  navigation  site  No.  167;  departmental  order 

revoked  in  part  (PLO  2583) 179 

Scenic  and  recreation  areas.  PLO  980  revoked 

in  part  (PLO  2754) r 8279 

Curry,  Alaska  Railroad;  PLO  880  revoked  in  part 

(PLO  2824) _  12059 

Donnelly  Flats  area,  Midas  receiver  site.  Army  De- 
partment; proposed  withdrawal.^ ___  10774 

Egegik,  Indian  school  purposes.  Indian  Affairs  Bu- 
reau (PLO  2741) 8034 

PLO  2391  revoked  in  part  (PLO  2741) 8034 

Eklutna  area,  administrative  site.  Land  icanage- 

ment  Bureau  (PLO  2672) 4515 

Elfin  Cove,  recreation  areas;  PLO  880  revMced  in 

part  (PLO  2761) 8794 

Eyak  Lake,  Cordova  Aviation  landing  field  addition; 

EO  9616  revoked  (PLO  2822) 12058 

Fairbanks  area,  Nike  range.  Army  Department; 

proposed  withdrawal  terminated. 2417 


Land  Management  Bureau— Continued 

WITHDRAWALS  of  lands  for  specified  uses  of  Federal 
agencies,  etc. — Continued 
Alaska — Continued  i 

Fairbanks  Meridian:  I 

Air  Force  Department;  PLO  1205  revcAed  in  part 

(PLO  2768) , 8922 

BCllitary    purposes.    Army    Department     (PLO 

2768)   8922 

Fort  Yukon,  air  navigation  facilities.  Federal  Avia- 
tion Agency  (PLO  2788) 8288, 10257 

PLO  2455  corrected  (PLO  2670) 4514 

Gilmore  Creek,  data  acquisition  facility.  National 
Aeronautics  and  Space  Administration;  pro- 
posed withdrawal l 5840,  6850. 

Haines  and  Port  Chllkoot.  protection  of  water  sup- 
ply; PLO  960  revefked  in  part  (FLO  2754) 8279 

Halibut  Cove  area,  natural  forest  area.  Land  Man- 
agement Bureau;  proposed  withdrawal 9412 

Harding  Lake  area,  supply  dispersal  site.  Army  De-' 

partment;  proposed  withdrawal 12731, 12983 

Iglugig,  air  lutvigatlon  site  No.  242  revoked  (PLO 

2835)    12219 

Kachemak  Bay  and  Yentna  River  areas,  recreation 
purposes.  Land  Management  Bureau;  iMroposed 

withdrawal  terminated  in  part 12590 

Kanatak,  Indian  school  purposes;  EO  5289  revcdced 

in  part  (PLO  2741) 8034 

Kenal  area,  air  navigation  facilities.  Federal  Avia- 
tion Agency  (PLO  2585) 308 

Kenal  Lake-Ptarmigan  C^reek  area,  recreation  pur- 

-    poses.  Forest  Service:  proposed  withdrawal 5877 

Keystone  Canyon  and  Worthington  Glacia*  area, 
recreation   area,   Alaska   Lands   D^artment; 

proposed  withdrawal  terminated  in  part. 4255 

King   Salmon  area,   air   space.  Federal  Aviation 

Agency  (PLO  2811) __  10833 

Air  navigation  site  No.  169  revcdced  in  part  (PLO 

2811) 10833 

Kodlak  and  Seward,  military  pm-poses.  Army  De- 
partment; EO  8877  revoked  in  part  (PLO  2587)       627 
Kodlak  Townslte.  radio  station.  Army  Department; 

EO  6039  revoked  in  part  (PLO  2582) 179 

Kotzebue: 
Air  Force  station,  PLO  883  revoked  in  part  (PLO 

2619)    2366 

Road,  ammunition  storage  building,  and  pump 
house.  Air  Force  Department;  proposed  with- 
drawal      9413 

Marshall  area,  headquarters  site.  Agriculture  De- 
partmoit  and  Alaska  Game  Commission;  BO 

6901  revoked  (PLO  2881) ^ 5095 

McFarland    Island,    lighthouse    purposes.    Coast 

Guard:  EO  4257  revoked  in  part  (PLO  2761)..    8794 
Nancy  Lake  area,  recreation  purposes;  PLO  1489         --' 

revoked  in  part  (PLO  2827) 12131 

"Newhalen    and    Nondalton    areas,    Indian   school 
piuposes:  departmental  order  revised  in  part 

(PLO  2741) 8034 

Noatak,  school  purposes,  Indian  Affairs  Bureau; 

Bureau  order  amended  (PLO  2802) 10457 

Nome  area,  air-navigation  facilities.  Federal  Avia- 
tion Agency  (PLO  2642) 3516 

Proposed  withdrawal 951,  818T 

Palmer,  watershed  reserve;    proposed  withdrawal 

terminated  in  part 8630 

Petersburg  area,  administrative  site.  Forest  Service 

(PLO  2849) 12447 

Petersburg  Townslte,  air  navigation  facilities.  Fed- 
eral Aviation  Agency;  departmental  orders  re- 
voked (PLO  2761) 8795 

Point  Barrow,  proposed  withdrawals: , 

Air  navigation  site.  Federal  AvlaUon  Agency 9485 

School  reserve,  Indian  Affairs  Bureau:  tomlnated 

in  part 12591 

Point  Spencer: 
Lighthouse  purposes.  Commerce  Department;  EO 

4223  revoked  in  part  (PLO  2650) 3515 

Navigation  facility,  C!oast  Guard  (PLO  2850) 3515 

Point    Wonxisof,   King    Salmon,    Homer,    and 
Talkeetna  areas,  FAA  air  navigation  facilities 

(PLO  2713). 6233.7885 

Portage   area,   detentimi  center.  Prisons   Bureau 

(PLO  2610) 1402 
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Lond  MaiKig«nMnt  Burtou — Continued 

WITHDRAWALS  of  lands  for  specified  uses  of  Federal 
agencies,  etc.— Continued 
Alaska — Continued 
Revlllafflgedo  Island,  lighthouse  imrposes.  and  radio 
sUtlon;  EO  340«  and  EO  5419  revoked  in  part 

(FLO    2781) ----- 

Richardson  Highway -Black  Raplda  area,  training 

site.  Army  Department  (PLO  2622) 2468 

Seward    Meridian,    nike    site.    Army    Department 

(PLO  J698) 5709 

Seward  waterfront  area.  raUroad  purposes,  Alaska 

RaUroad  (PLO  2670) *514 

Executive  order  of  July   3.    1905.  EO   3149   re- 
ined in  part  (PLO  2870) 4514 

Sitka  area: 
AdmlnlstraUve  site.  Ptorest  Service  (PLO  2825)—    9111. 

12059 


pm« 


1492 


11894 
12370 


Military  purposes.  Army  Department;   EO  9114 

revoked  In  part  (PLO  2807) 

Susitna  Plats  area,  antiaircraft  artillery  firing  range. 
Army   Department;    PLO   881    revoked    (PLO 

2820)    

TknacTOss.  school  and   health   p\irposes;    depart- 
mental order  revoked  (PLO  2841) 

Tongass    National    Forest,     administrative    sites. 

Forest  Service  (PLO  2843) 12370 

Unalakleet: 
Air  navigation  facility.  Federal  Aviation  Agency 

(PLO  2745), 4830.8118 

Coal    and    supply    depot;    Executive    order    of 

March  4.  1891.  revoked  in  part  (PLO  2842)  __  12370 
Valdez.  Fort  Egbert,  etc..  right-of-way;  Executive 
order  of  May  24,  1905  revoked  in  part  (PLO 

25»9)    972 

Whlttler  area: 

Ammunition    loading    reserve.    Alaska    Railroad 

(PLO  2791) 10258 

Civil  Aeronautics  Administration.  PLO  561   re- 
voked (PLO  2791) 10258 

Port  operations.  Army  Department  (PLO  2667)—     4425 

PLO  587  revoked  in  part  (PLO  2667) 4425 

Storage  and  warehousing  purposes,  Alaska  Rail- 
road (PLO  2667) 4425.6233 

PLO  298  revoked  In  part  (PLO  2667) 4425 

Willow  area: 

Air  navigation  site  No.  132;  PLO  1251  revoked 

in  part  (PLO  2633) 

Railroad  purposes.  Alaska  Railroad  (PLO  2633)  — 
Woody  Island,  air  navigation  facility.  Federal  Avia- 
tion Agency  (PLO  2789) 8041 

Yakutat  area,  administrative  site  and  marine  ware- 
house. Forest  Service:  pr(^?osed  withdrawal- __ 
Yukon   Island,    preservation   of   prehistoric   sites. 
National  Park  Service;  proposed  withdrawal- _ 
Arizona: 
Buckeye  and  Quartzslte.  air  navigation  sites  No.  143 

and  158 ;  prior  orders  revoked  (PLO  2694 ) 5707 

Coconino  National  Forest,  administrative  purposes. 

Agrlcultin-e  Department;  proposed  withdrawal  V 

amended ^393 

Coronado  National  Forest,  aircraft  control  and 
warning  site.  Engineers  Corps;  proposed  with- 
drawal      10002 

Gila  and  Salt  RivW  Meridian: 
Air  navigation  site  Arizona  No.  1.  addition.  Fed- 
eral Aviation  Agency;  proposed  withdrawal.-  12415 
Border    Patrol    Sector    Headquarters,    General 
Services    AdmlnistraUon ;     proposed     with- 
drawal    12981 

Camelsback     Dam     and     Reservoir.     Engineers 

Corps;  proposed  withdrawal 8927 

Colorado    River    control.    Reclamation    Bureau 

(PLO  2644) 3516 

Proposed  withdrawal »227 

Flood   control.  Queen   Oeek.  Engineers   Corps; 

'proposed  withdrawal 10002 

Fort  Bowie  NaUonal  Monument.  National  Park 

Service;  proposed  withdrawal  terminated. .-  10228 
Granite  Reef  and  Salt-Oila  Aqueducts,  Recla- 
mation Bureau;  proposed  withdrawals. _  3771,9111 
Marble  Canyon  Dam.  Reclamation  Biireau;  pro- 
posed withdrawal 9827 

National    forest   purposes.   Agriculture    Depart- 
ment; proposed  withdrawal  amended 5878 
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Land  ManagMnent  Bureau — Continued 

WITHDRAWALS  of  lands  for  specified  uses  of  Federal 
agencies,  etc. — Continued 
Arizona — Continued 

Gtla  and  Salt  River  Meridian— Continued. 
Public  water  reserves  Arizona  Nos.   1.  2,  and  6 

revoked  in  part  (PLO  2720,  2779) 6873.9918 

Roadside  zones.  Forest  Services;  proposed  with- 
drawal     4707.7149 

Sanitary   fill   area,   Engineers   Corps;    proposed 

withdrawal 1926.6566 

Kaibab  National  Forest,  administrative  site.  Forest 
Service !  —  • 

(PLO  2726) 6937 

Proposed  withdrawal  terminated  in  part 9287 

■Marble  Canyon  Project.  Reclamation  Bureau;  PLO 

1909  corrected  (PLO  2682) 5096 

Parker,  townsite.  Land  Management  Bureau;  pro- 
posed  withdrawal ^ 12379 

Safford,   enlargement    of   Federal   pruson.   Prisons 

Bureau:  proposed  withdrawal — 7658 

Tonto  National  Forest: 

Areas  surrounding  reservoirs.  Reclamation  Bu- 
reau; proposed  withdrawals 10002,12981 

Roadside  zones  and  scenic  strips.  Forest  Service; 

proposed    withdrawal 4893 

School  purposes.  Forest  Service  (PLO  2581) 179 

SelsmoloRical   Installations,   Air   Force    Depart- 
ment (PLO  2744) 1196.8035 

Yavapai  County,  Whipple  Barracks  Target  Range. 
Executive  order  of  August  18.  1904  modified  for 

highway  right-of-way  (PLO  2609) 1492 

Yuma,  transferring  lands  from  Air  Force  Depart- 
ment to  Navy  Department  (PLO  2766) 8796 

Yuma   County.   Cibola   National   Wildlife   Refuge. 
Sport  Fisheries  and  Wildlife  Bureau;  proposed 

withdrawal    9113.  9827. 1(W61 

Arkansas    Ouachita  National  Forest,  recreation  area. 

Forest  Service  (PLO  2597) 972 

California:  ,. 

Angel  Island.  San  Francisco  Bay.  navigation  aids. 

Coast  Guard;  proposed  withdrawal 6393 

Burney    classification;    EO   7505   revoked   in  part 

(PLO  2605) 1*91 

Cleveland    National    Forest,    administrative    sites, 
recreation  areas,  etc..  Forest  Service;  proposed 

withdrawal 

El  Dorado  National  Forest : 
Administrative  site.  Forest  Service  (PLO  2846).. 
Central  Valley  Reclamation  Project,  Reclama- 
tion Bureau   (PLO  2729) 5152.6938 

Public  service  site,  Agriculture  Department;  pro- 
posed withdrawal  termitiated  In  part 5749 

Reclamation  purposes,  Truckee-Cafton  Project; 
departmental   order  revoked  In  part   (PLO 

2767)   --—-     6921 

Recreation    area.    Bliss    Memorial    State    Park, 

Forest  Service  (PLO  2783) 8795 

Reservoir  sites;  departmental  orders  revoked  in 

part  (PLO  2617) 2365 

Roadside  zones  and  recreation  areas.  Agriculture 

Department;  proposed  withdrawal 8187,9627 

Goat  Island,  Sacramento  River,  recreation,  wild- 
life   and  fishery  resources.  Land  Management 

Bureau   (PLO  2719) 6672 

Humboldt  Meridian,  recreation  sites  and  access  to 
Klamath    River,    Land    Management   Bureau 

(PLO  2705) 

Imperial  County: 
Chocolate  Mountains,  aerial  gunnery  range  raclii- 
tles.   Defense   Department;    proposed   with- 
drawal  ^- 

Salton  Sea  AEC  test  base.  Defense  Department; 

proposed  withdrawal  terminated 4894 

Inyo  County,  fire  control  and  administrative  site, 

Forest  Service;  proposed  withdrawal 2386 

Inyo  National  Forest: 
Ancient  Brlatlecone  Pine  Forest.  Forest  Service 

(PLO  2666) *!** 

Natural   areas.  Forest  Service;    proposed   with- 
drawals     8393,9113,9778 

Recreation  areas.  Forest  Service  (PLO  2814) 7045. 

11257 

Proposed  withdrawal 9570 
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Land  Management  bureau     ConHnyd  '*'* 

WITHDRAWALS  of  UndB  for  q;>ecifled  uaes  of  Federal 
agencies,  etc. — Continued 
California — Continued 
Klamath  National  Forest,  recrefttioii  area.  Agricul- 
ture Department:  proposed  withdrawal 8460 

Klamath  River.  Copco  I^Uce.  etc.,  water  area  aooess 
and  recreation  areas,  Land  ICaaafemait  Bu- 
reau (PLO  2618) 2366 

Lassen  National  Forest,  propoaed  withdrawals : 
Administrative  sites  and  recreatloa  areas.  Forest 

Service 3263 

Experimental  forests.  Forest  Service 12144 

Los  Padres  National  Forest,  administrative  sites, 
recreation  areas,  etc..  Forest  Servloe;  proposed 

withdrawal 7902 

Mendocino  National  Forest,  administrative  sites. 
Forest  Service ;  proposed  withdrawal  terminated 

in  part WTO,  10304 

Modoc  National  Forest: 
Administrative  sites,  campgrounds,  etc..  Forest 

Service  (PLO  2640) 3201 

Jess  Valley  Reservoir,  Pitt  River  Project;  recla- 
mation withdrawals  revoked  in  part  (PLO 

2806)  _ •_ ::— 10583 

Natural  areas.  Agriculture  Department;  proposed 

withdrawal 8393 

Mount  DlaUo  Meridian : 
Administrative  site  near  El  Dorado  National  For- 
est, Forest  Service;  prtqwsed  withdrawal 4890 

Bombing  and  target  area  for  Navy  programs.  In- 
terior Department  (PLO  2678) 9 

Central    Valley    Project.    Reclamation    Bureau 

(PLO  2729) 6938 

Propowd  withdrawal 11821 

Clear  Lake,  Jacinaba.  and  Otay  National  Coopera- 
tive Land  and  Wildlife  Management  Areas 

established  (F*LO  2693) 5608 

Death  Valley  National  Monument.  National  Park 
Service;    proposed  withdrawal  and  partial 

termination 7669, 8190 

Monache- Walker  Pass  National  Cooperative  Land 
and  Wildlife  Managemoit  Area,  Land  Ifan- 

agonent  Bureau  (PLO  2594) 779,947 

National  cooperative  land  and  wildlife  manage- 
ment areas  established:  PLO  2400  corrected—      831 
Radio  Installation  (PLO  719).  transferred  trom 
Navy  Department  to  Federal  Aviation  Agoicy 

(PLO  2799) 10456 

Solano  Project,  Reclamation  Bureau  (PLO  2706)  _    6866 
Yolla  Bolly  and  Biscar  Reaoroir  National  Co- 
operative Land  and  Wildlife  llanagemmt 

Areas  established  (PLO  2877) 4739 

Yosemite  National  Park,  administration.  National 

Park  Service;  FLO  2136  modified  (PLO  2S95)-      831 
Plumas  National  Forest,  pr(w»oaed  withdrawals: 
Administrative  purposes.  Forest  Service...  11821, 12453 

Experimental  forest.  Forest  Serviee 12144 

Feather  River  Experimental  Station.  Fmrest  Serv-. 

ice;  terminated 8927 

Recreation  areas ^ ,    8681 

Roadside   zones;    amended   and   terminated   in 

part 766. 8468 

Riverside  County.  Western  Forest  Fire  Research 
Laboratory,  Forest  Service:  proposed  with- 
drawal     1788. 8486.  3407 

Rogue  River  National  Forest,  recreation  areas  and 
administrative  sites.  Agriculture  Department: 

proposed  withdrawal 3564 

San  Bernardino  County.  pnqxMied  withdrawals: 
Arrowhead  Landmark  Geological  Area,  Forest 

Service 3297 

Campground  and  recreation  area.  .Forest  Ser- 
vice  _ 8472.8699. 11326 

Fort  Irwin  water  supply.  Defense  Department..-    4890 
Mojave-Dry  Canyon  Land  and  WOdlife  Manage- 
ment Area,  Fish  and  Wildlife  Senriee„.  8936, 4706 
Radio  commimications  facility.  Federal  Aviation 

Agency 6646, 7K>0 

Rattlesnake  Canyon  "^K^ldlife  Management  Area, 

Sport  Fisheries  and  Wildlife  Bureau 4891 

San  Bernardino  Forest  Reserve,  administrative  sites, 
recreation  areas,  etc..  Forest  Serviee:  pn^XMed 
withdrawal 9778 
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Land  Management  Bureau — G>ntinu«d 

WTTHDRAWALB  Of  lands  for  specified  uses  of  Federal 
agencies,  etc. — Continued 
California — CTcmtinued 
San  Bernardino  Meridian : 

Air  base.  Air  Force  Department;  PLO  626  revoked 

in  part  (PLO  2727) _     6937 

Air  navigation  site  No.  121  revoked  in  part  (FLO 

2793) 10456 

Cibola  National  WUdllfe  Refuge,  addition.  Sport 
Fisheries  and  Wildlife  Bureau:  proposed 
withdrawal  9569 

Coachella  Valley  County  Water  District  rehabili- 
tation and  betterment  program.  Reclamation 
Bureau;  proposed  withdrawal 10228 

Death  Valley  National  Monument,  National  Park 

Service;  proposed  withdrawal 7669, 8190 

Military   training   purposes.   Army   Department 

(PLO  2724) 6936 

Navy   Department;    PLO   706   revoked   in   part     ' 
(PLO  2762) 8796 

Picacho  Land  and  Wildlife  Management  Area 

established  (PLO  2818) 11424 

Reclamation  withdrawals,  Colorado  River  Stor- 
age Project:  departmental  orders  revoked 
(PLO  2630) 2671 

Senator  Wash  Pump  Storage  Project,  Reclamation 

Bureau;  proposed  withdrawal 10002 

Training  area.  Navy  Department:  EO  8790  re- 
voked in  part  (PLO  2748) 8119 

Jurisdiction  transferred  to  Air  Force  Depart- 
ment (PLO  2748) 8119 

Very  high  frequency  omnidirectional  radio  range. 
Federal  Aviation  Agency:  proposed  with- 
drawal        9828 

San  Bernardino  National  Forest,  watershed  man- 
agement. Forest  Service  (PLO  2732) 478,7023 

Sequoia  NaUonal  Forest: 

Administrative  sites.  Forest  Service;  prior  order 

revolted  in  part  (PLO  2678) ^ 4837 

Packsaddle  Caves  Geological  Area.  Forest  Serv- 
ice: proposed  withdrswal 2706, 10716 

Roadside  zones  and  natural  areas.  Forest  Serv- 
ice: proposed  withdrawals 1227. 8192, 11776 

Shasta  National  Forest,  proposed  withdrawals: 

Campgroimd  and  picnic  area.  Forest  Service: 

terminated  in  part 2017,9827 

Central  Valley  Project.  Reclamation  Bureau 8124 

Recreation  areas,  Agriciiltiu«  Department-  8468, 12146 
Sierra  National  Forest: 

Administrative   site,   Forest   Service:    proposed 

withdrawal    9485 

Kings  Caverns  Geological  Area,  Forest  Service; 

pr(H;>osed  withdrawal 2706, 10716 

Recreation   areas.    Forest    Service;    imqxMed 

withdrawals    1783.7829,8681,10228 

Roadside  zones.  Agriculture  Department:  pro- 
posed  withdrawal 766,2661 

Teakettle   Experimental  Forest.  Forest  Service 

^(PLO  2848) 2706. 12371 

Stanislaus  National  Forest: 

Big  Oak  Flat  Forest  Highway,  Agricultiure  De- 
partment; proposed  withdrawal  amended 10178 

Experimental   forest,   Forest   Service;   pn^osed 

withdrawal    12144 

Recreation  areas  and. roadside  zone;  proposed 

withdrawals  amended 10587, 12982 

Reservoir  sites;  departmental  orders  revoked  in    ' 

part  (PLO  2617) 2365 

Tahoe  National  Forest: 

Cedar  Point,  Agriciilture  Department:  proposed 

withdrawal  terminated  in  part 6717 

Experimental  forests.  Forest  Service;  pnq^osed 

withdrawal    11776 

Recreation  areas,  Agriculture  Department;  pro- 

I>osed   withdrawal 12004 

Roadside  zones.  Agriculture  Departinent   (no 

2846)   12871 

Proposed   withdrawals 1287.3297,12089,12982 

Townsite '  Act.  disposal  under;   proposed  with-    

drawal : 12277 

Watershed  area,  Forest  Service;  proposed  with- 
drawal      7994 

Tehachapi.  lands  for  El  Tejon  Band  of  Indians; 

departmental  order  reveled  (PLO  2738) 7636 
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Land  MonogMMnff  Buraou     Contitwd 

WTTHDRAWAIS  of  Imnda  for  apecmed  uses  of  Fedend 
agencies,  etc. — Continued 
California — Continued  4 

Tolyabe  National  Forest : 
Campgrounds,    watershed    areaa.    etc..    Forest 

Service;  proposed  withdrawal 7994 

Reservoir  sites;  departmental  orders  revoked  In 

part  (FLO  2617) 2365 

Trinity  National  Forest;  proposed  withdrawals: 
Campground  and  picnic  area.  Forest  Service;  ter- 
minated in  part 2017.  9827 

Recreation  areas,  Airriculture  Department 8458 

Tulelake  Townslte.  administrative  site.  Forest  Serv- 
ice; proposed  withdrawal  corrected 10661 

Colorado: 
Arapaho  National  Forest: 

Picnic  area.  Forest  Service  (PLO  2783> 3408. 10121 

Recreation  area.  Forest  Service  (PLO  2589) 628 

Proposed  withdrawal 11326 

Roadside  zones.  Forest  Service;  proposed  with- 
drawal   3149. 9956. 10604 

Ski  area.  Forest  Service;  proposed  withdrawal. _.     8599 
Grand  Mesa  National   Forest,   campgrounds   and 
administraUve  sites.  Forest  Service  (PLO  2624, 

2625) 2467,  2468 

Ounnlson  National  Forest : 

Ckmpgrounds.  picnic  areas,  etc..  Forest  Service; 

proposed  withdrawal 4256 

Winter  sports  area.  Forest  Service  (PLO  2848 ) . .  _    8885 , 

12372 
New  Mexico  Principal  Meridian: 
Animas-LaPlata  Project,   Reclamation   Bureau; 

proposed  withdrawal 8125 

Curecanti  Unit.  Colorado  River  Storage  Project; 
departmental  order  revoked  in  part   (PLO 

2645) 3516 

National    Park    Service;    proposed    withdrawals 

terminated  in  part 2485 

Reclamation     purposes.     Reclamation     Bureau; 

prior  orders  revoked  in  part  (PLO  2646) 3516 

Pike  National  Forest : 

AdQiinistrative  sites  and  recreation  areas.  Forest 

Service:  proposed  withdrawals 9358.12653 

Campgrounds,  picnic  grounds,  etc..  Forest  Serv- 
ice (PLO  2589.  2783) 628.1554,3407,10121 

Rio  Orande  National  Forest,   campgrounds,   etc.. 
Forest  Service : 

PLO  255»  corrected 1271 

(PLO  2731) 1733.7023 

Proposed  withdrawal 10587 

Roosevelt  National  Forest,  campgrounds,  etc..  For- 
est Service;  proposed  withdrawals 2252.8835.9113 

Routt  National  Forest,  administrative  site  and  rec- 
reation areas.  Forest  Service  (PLO  2589.  2624. 
2783.  2844) ___  628.1554.2467,4251.7660.10121.12370 
San  Isabell  National  Forest : 
Administrative  sites  and  recreation  areas.  Forest 

Service;  PLO  2390  corrected  (PLO  2834) 12219 

Campgrounds,  etc..  Forest  Service;  proposed  with- 
drawals  2252. 9570.  12653 

San  Juan  National  Forest : 

Campgrounds,    etc.,    Forest    Service;    proposed 

withdrawals 8599.  9358 

McPhee  Reservoir.  Dolores  Project.  Reclamation 

Bureau  (PLO  2800) 6850.  10456 

Natural  area.  Forest  Service;  PLO  1960  revoked 

m  part  (PLO  2836) 12219 

Reclamation  area.  Forest  Service  (PLO  2655  > 3609 

Sports  area.  Forest  Service  ( PLO  2624 ) 2467 

Sixth  Principal  Meridian : 
Colorado  River  Storage  Project;  Executive  orders 
of  July  21.  1915  anrf  August  27.  1915  and  cer- 
tain departmental  orders  revoked  In  whole 

or  part  (PLO  2826  r 12059 

Helium  deposits :  PLO  13  revoked  ( PLO  2746 ) Jl  1 8 

Reclamation  withdrawals :  > 

Collbran  Project,  revoked  in  whole  or  part  <PLO 

2805) 10487 

Fruit  growers  Dam  Project.  Reclamation  Bu- 
reau ;~propo8ed  withdrawal- 8681 

Oreen  Mountain  Afterbay.  Colorado-Big- 
Thompson  Project,  Reclamation  Bureau: 
proposed/withdrawal--- -  11468 
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land  Manog«nMnt  Bureou — Continued  '*'*" 

WITHDRAWALS  of  lands  for  specified  uses  of  Federal 
agencies,  etc. — Continued 
Colorado — Continued 

Sixth  Principal  Meridian— Continued 
Reclamation  withdrawals — Continued 
Paonia  Project.  Reclamation  Bureau;  proposed 

withdrawal 8460.  8927 

Savery-Pot  Hook  Project  (PLO  2572J 2572 

Smith  Fork  Project,  Reclamation  Bureau;  pro- 
proposed  withdrawal  terminated  in  part 7903 

Recreation  purposes,  and  protection  of  Shadow 
Mountain  National  Recreation  Area;  Na- 
tional Park  Service  (PLO  2602) 1271 

Warren  Minute-man  missile  program.  Engineers 

Corps;  proposed  withdrawal 11776 

Wildlife  management.  Ftsh  and  Wildlife  Service: 

proposed  withdrawal  terminated  In  part 7903 

Umatilla  National  Forest,  recreation  area.  Forest 

Service;  proposed  withdrawal 7903 

Uncompahgre  National  Forest,  campgrounds,  etc.. 

Forest  Service  (PLO  2624) 2467 

Ute  Principal  Meridian,  reclamation  purpose. 
Reclamation  Bureau;  prior  orJers  revoked  in 

part  (PLO  2646) 3516 

White  River  National  Forest,  administrative  site, 

Forest  Service  (PLO  2785) 6719.10256 

Florida,  Tallahassee  Meridian.  Great  White  Heron 
National  Wildlife  Refuge.  Agriculture  Depart- 
ment: EO  7993  revoked  in  part  (PLO  2711) 5987 

Idaho: 
Ada.  Canyon.  Gem,  and  Payette  Counties,  stock 
driveways:    proposed   withdrawal    rpvoked    in 

part 867 

Arco  National  Reactor  Testing  Station:  Jurisdiction 
to  Issue  rights-of-way  transferred  from  Atomic 
Energy    Commission    to    Interior    Department 

(PLO    2759) 8974 

Bingham  County,  Upper  Blackfoot  Wildlife  Man- 
agement Area.  Sports  Fisheries  and  Wildlife 

Bureau:  proposed  withdrawal 1076 

Boise  Meridian: 
Administrative    site.    Agriculture    Department: 

proposed  withdrawal 4257 

Canal  right  of  way.  Reclamation  Bureau;  pre- 
pared withdrawal 6099 

Firing  range.  Engineers  Corps;  proposed  with- 
drawal       4709 

Public  service  site.  Aprlculture  Department;  pro- 
posed  withdrawal 2651.11293 

Reclamation  purposes: 
Minidoka  Project,  prior  orders  revoked  in  part 

(PLO  2710) 5987 

Smoutain  Home  Division,  Snake  River  Project. 

Reclamation  Bureau  (PLO  2588) 628 

Snake    River    Project.    Reclamation    Bureau 

(PLO  2659) 4095 

PLO  2588  revoked  in  part  (PLO  2659) 4095 

Stock  driveways: 

Land    Management    Bureau;    proposed    with- 
drawal terminated  In  part 5125 

No.    157.  Idaho  No.  9.   revoked  in  part   (PLO 

2658) *095 

VORTAC  facility.  Federal  Aviation  Agency;  pro- 
posed  withdrawal 9227 

Wildlife  refuge.  Fish  and  Wildlife  Service;  pro- 
posed withdrawal  terminated  In  part 3772 

Boise  National  Forest,  administrative  sites,  etc.. 
Forest  Service;  proposed  withdrawal  termi- 
nated in  part 12983 

Caribou  National  Forest,  roadside  zones.  Agricul- 
ture Department:  proposed  withdrawal 9828 

Idaho.  Lewis,  and  Nez  Perce  Counties,  stock  drive- 
ways Nos.  226.  261.  271.  revoked  in  whole  or  part 

(PLO  2579) 178 

Kaniksu  National  Forest,  campground  and  recrea- 
tion area.  Forest  Service  (PLO  2623) 2468 

Nez  Perce  National  Forest,  picnic  areas  and  recrea- 
tion areas.  Forest  Service  (PLO  2623) 2468 

Oneida  County.  VORTAC  facility.  Federal  Aviation 

Agency:  proposed  withdrawal 7660 

Payette  National  Forest: 
Administrative  site*  and  recreation  areas.  Agri- 
culture Department;   proposed  withdrawals.  4256. 

9828. 10913 
RecreaUon  areas,  etc..  Forest  Service  (PLO  2575)  _       103 


Land  Manag«nMnt  Bupwm     CpntJnyJ 

wrrHTOiAWALB  Of  lands  for  T*««i<VHl  uses  of  IMeral 
agencies,  etc. — Continued 
Idaho— Continued 
St.  Joe  National  Forest,  admlnlatrattro  sites,  camp- 
grounds, etc..  Forest  Servloe  (FLO  M3S).. 24M 

Salmon  National  Forest: 
Administrative  site  and  recreation  area,  Porest 

Service  (PLO  2712) 6146 

Recreation  areas.  Agriculture  Dqwrtment;  pro- 
posed withdrawal 4256 

Sawtooth   National    Forest.    adminlstratlTe   sites. 

oampgrounds.  etc^  Forest  Senrlee  (FLO  2712)  _    6146 
Twin  Falls  c:ounty.  stock  drlyewajrs.  L«Dd  lianage- 

ment  Bureau  (PLO  2634) 2764 

Michigan:  Michigan  Meridian,  lighthouse  purposes. 
Executive  order  of  May  28.  1868  revoked  in  part 

(PLO  2574) 9 

Minnesota.  Superior  National  Forest,  addition.  Agri- 
culture Department:  proposed  withdrawal 10913 

Mississippi,  Middle  Palmyra  Island.  Davis  Island  Na- 
tional Wildlife  Refuge.  Fish  and  Wildlife  Serrice 

(PLO  2709) 5987 

Montana: 
Beaverhead  National  Forest,  proposed  withdrawal 

terminated ;_     1122 

Custer  National  Forest,  campground.  Forest  Serv- 
ice  (PLO  2603) 1271 

Gallatin  National  Forest: 
Administrative  sites.  Forest  Service;  prior  orders 

revoked  in  part  (PLO  2728) 6938 

Campgrounds,  etc..  Forest  Service  (KiO  2603)..     1271 
Helena  National  Forest: 

Campground,  Forest  Service  (PLO  2860) 12447' 

Extension    of    boundaries.    Agriculture   Depart- 
ment; proposed  withdrawal 4891 

Kaniksu  National  Forest,  recreation  areas.  Forest 

Service  (PLO  2603) 1271 

"       Kootenai  National  Forest: 

Administrative  '  site.    Agriculture    Department: 

proposed  withdrawal 2253 

RecreaUon  areas,  Forest  Service  (FLO  2850) 12447 

Lame  Deer  Townslte,  restoration  of  lands  to  North- 
em  Cheyenne  Tribe  (PLO  2766).  _ 8548 

Principal  Meridian: 
Administrative  site,  Forest  Service:  BO  1796  re- 
voke (PLO  2812) 11003 

Fishery  purposes.  Sport  Fisheries  and  Wildlife 

Bureau;  proposed  withdrawal  terminated. __    9114 
Freezeout  Lake  Waterfowl  Management  Area.  In- 
terior Department  Jurisdiction  (FLO  2506) ..      072 
Reclamation  withdrawals: 
Clark  Canyon  Reservoir,  Missouri  River  Basin 

Project,  Reclamation  Bureau  (FLO  2571).  9 

Milk  River  and  Missouri  River  Basin  Fiojeets.  • 
reclamation  withdrawals  revoked  in  part 

(PLO    2687) ^  5266 

Missouri  River  Basin  Project,  Redamatian  Bu- 
reau (PLO  2606,  2725,  2760) 1491,  6837,  8794 

Reservoir   Site  Reserve  No.  5,  departmoitti 

order  revoked  in  part  (FLO  2600) '    1011 

Sun  River  Project,  Reclamation  Bureau  (PLO 

2606)  1491 

Three  Forks  Division  Project,  Reclamation  Bu- 
reau; proposed  withdrawal  terminated  in 

part 4844 

Yellowtail  and  Canyon  Ferry  Reservoirs,  Ifis- 
sourl  River  Basin  Project,  Reclamation  Bu- 
reau (PLO  2792) 10454 

Recreation  and  admlnlstratiye  sites,, Land  liMn- 

agement  Bureau  (PLO  2663) _"::___  4097 

Stock  driveway  No.  233.  Montana  No.  16;  iMrior 

order  revoked  in  part  (PLO  2687)... 5266 

Wlntergame  range  for  elk.  Fish  and  wildlife 
Service:  proposed  withdrawal  terminated  in 

part _ 9if4 

Nevada :  , 

Fallon :  ' 

Auxiliary  air  station.  Navy  Department    (FLO 

2635)   2765 

Reclamation  purposes,  Newlands  Froject;  depart- 
mental orders  revoked  in  part  (FLO  2685).-    2765 
Humboldt    National    Forest,    administrative   ^te 
Forest    Service;    FLO    1796   oorreeted    (FLO 
2764)  .__ 8706 


UmdManogenient  Bureau — Continued  ^*** 

WITHDRAWALS  of  lands  for  specifleduses  of  ^deral 
agencies,  etc.— Continued 
Nevada— Continued 
Indian  tarings  Air  Force  Base,  and  Nellis  Bombing 
and  Gunnery  Range;  EO  8578,  9019.  9086,  FLO 

58,  89,  168  amended  (PLO  2613) 1759 

Mount  Diablo  Meridian: 
Air  base.  Army  Department:  FLO  6  revoked  in 

part  (PLO  2699) 5709 

Air  ground  communication  facility,  Federiu  Avia- 

tion  Agency;  proposed  withdrawal 10661 

Air  navigation  site.  Civil  Aeronautics  Adminis- 
tration, revoked  (PLO  2778) 9918 

Air  navigation  sites: 
No.  99  revoked  in  part  (PLO  2793)  __.  10455 

No.  103  revoked  in  part  (PLO  2801)  __  10457 

Air-to-air    gunnery    range.    Navy   Deparbnent; 

PLO  1632,  proposed  renewal 8498 

Death  Valley  National  Monument,  National  Park 

Service:  proposed  withdrawal 9829 

District  ranger's  headquarters,  Forest  Service - 

proposed  withdrawal 4397 

Experimental  project.  Atomic  Energy  Commis- 

«^^°?  i^^.2"^'  283*> 9062.12219 

Federal  Aviation  Agency,  proposed  withdrawal 

terminated 591 

Las  Vegas  Wash  Flood  Control  RrojTOt,"":^^- 

,«w?®®"  Corps:  proposed  withdrawal 5153 

Military  purposes.  Air  Force  Department  (PLO 

2749) 8119 

PLO  1609  revoked  in  part  (PLO  2803)"  10457 

PLO  2491  revoked  in  part  (PLO  2749). 8119 

Moapa  Valley  Pumping  Plant,  Reclamation  Bu- 
reau; proposed  withdrawal 8928 

Nuclear    testing.    Atomic    Energy    Commission' 

proposed  withdrawal 3297 

Radio  facility.  Atomic  Energy  Commission  (PLO 

2803) .  10457 

Reclamation   purposes.   Newlands  SojectT'de- 
partmeiftal   orders    revoked    in   part    (PLO 

2651.  2673> 3517.4515 

Recreation  areas  and  administrative  sites.  Forest 

Service:  proposed  withdrawal 8125 

Stock  driveway  withdrawals  revoked  in  part: 
No.  54.  Nevada  No.  10  (PLO  2717,  2786)  __  6388, 10256 

No,  240,  Nevada  No.  48  (PLO  2786.  2834) 10256, 

12219 
Underground  cavern,  protection,  Forest  Service; 

proposed  withdrawal 3637 

Water  reserve.  pubUc.  No.  107;  Executive  order 
of   April    17,    1926,   revoked   in  part    (FLO 

2669) _•_ 4514 

Wirmemucca  National  Wildlife  Refuge;  EO  7435 

revoked  (PLO  2690) 5504 

Tolyabe  National  Forest : 
Geological  area.  Forest  Service  (PLO  2785)  10266 

Washoe    Project.    Reclamation    Bureau    (PLO 

2715) 6387 

Wendover,  prosecution  of  war;  PLO  627  revoked  in 

part  (PLO  2774) _         9556 

New  Mexico: 
Carson  National  Forest,  stock  driveway  No.  58,  NJif .    • 

No.  7,  revoked  in  part  (PLO  2804) 10457 

Cibola  National   Forest,   recreation  areas,   Forest 

Service  (PLO  2798.  2830) 10456  12132 

Coal  land  withdrawals  New  Mexico  No.  1  and  No.  4, 
Executive  orders  of  July  9,  1910,  and  AprU  7, 

1911  revoked  (PLO  2809) 10654 

Gila  National  Forest,  administrative  sites.  Forest 

Service  (PLO  2655,  2830) „_  3609, 12132 

Las  Cruces,  Smithsonian  Institution;  EO  5120  re- 
voked  (PLO  2612) 1620 

Lincoln  National  Forest: 
Administrative  sites  and  recreation  areas.  Forest 

Service  (2775) 9812 

PLO  908  revoked 4337 

PLO  1074  revoked  in  part '_'_'_'_     4837 

Otero  County,  bombing  and  gunnery  range.  Air 
Force  Department:  PLO  2569  corrected  (PLO 

2603) _^ 1271 

Roadside  sone.  Forest  Service  (PLO  2798)  — ~3M3. 10456 
Principal  Meridian: 
Air  navigation  facilities.  Federal  Aviation  Agency 

(PLO  2608) _ 1492 
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WITHDRAW  ALB  0*  YuiOb  for  ipeelfled  man  of  fbowm 
agencies,  etc.— Continued 
New  Mexico— Continued 

PrtadtMa  Meridlftn — Contteued  

^STml-tte  alte.  Air  Force  Depiurtment:  pro- 

poeed  wlthdrtwal ;-w;^--i^V,i: 

Bombing  range.  Army  Department:  EO  W74  re- 

Toked  (PL0  2M7) -^- "tU- 

Experimental  and  military  purpoees.  Najy  De- 
partment; PLO  723  and  1401  reroked  (PLO 

2816)  

Flood    oonti^V  Two    Rivers    Reservoir    Project, 

Army  Department  (PLO  2«37) --- 

Hope  Land  Use  Project,  etc..  Agriculture  I>P»rt- 
^nt:  BO  8095.  10040  revoked  in  part  (PLO    1 

25^)  _  .   '  "° 

Malaga  Bei»dUnlV."MVMillai^ 

lamation  Bureau:  proposed  withdrawal       --     4891 
Navajo   Unit.   Colorado   RJver   Borage   Project 

ReclamaUon  Bureau  (PLO  2721) 478.6935 

Ojo  Bncino  School  for  Navajo  Children    Indian 

Affairs  Bureau:  proposed  withdrawal     -----     ^i^i 
Roosevelt  Cotmty,  preservation  of  antiquities,  wa- 

^Sonal  Park  Service  (PLO  2794) 4000.10455 

Santa  Pe  National  Forest:  ,T,r  r^  oa-xw     r'>^'^•> 

Recreation  areas,  etc..  Forest  Service  (PLO  2830  .  12132 
»S*drt?eway  No.  81.  N.M.  No.  12.  revoked  in 

part  (PLO  2804) ^^*^' 

North  Dakota,  Fifth  Principal  Meridian : 

iSh^mdWildlife   Service:    proposed   withdrawal 

terminated  in  part i^-^-;,ii^: 

Flood  control.  Army  Department  ^PL02'*!? --;: 
bahe     Reservoir     Project.     A^y   _^P»^^"^- 
PLO  1312  revoked  In  part  (PLO  2628) 
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withdrawal ™  ^L^"     "  '^ 

Waterfowl  production  areas:   Sport  Fisheries  and 

WUdlife  Bureau  (PLO  2753^.-     -        -----^     8278 

Ohio  Stark  County.  oU  and  Kas  deposits  transferred 
fromNavy  Department  to  Interior  Department: 

PLO  426  revoked  (PLO  2657) 

Oklahoma.  Indian  Meridian:  „.     -  *-^« 

bS^to  Dam  and  Reservoir.  Arkansas  River  Army 

Apartment:  propoaed  withdrawal  terminated 

8ch<»l  5arp<»«.  tadiwi  Aff kiri^reau  ( I^LO  2572 )  - 

^^sSer  County,  air  navigation  site  No.  107.  revoked 

I'PljQ  2591)  -  

Columbia  River  Gorge,  scenic  and  recreational  pur- 
poses.  Land   Management   Bureau:    proposed 

withdrawal aiz"w1:.'d",;;i; 

Crook  county,  reclamation  purposes.  Crooked  River 
Project:  departmental  orders  revoked  in  part 
(PLO  2629) 

Deschutes  National  Forest: 

Protection  of   forest  roads  and   roadside  zones 

Recreation  arearForeit"sei^"ce'(PLO  2775) 

Fremont  National  Forest:  .orr^  9«^n 
Administrative  sites.  Forest  Service  <PLO  2641 ) . 
Recreation  areas.  Forest  Service:  proposed  with- 
drawal   ~~"V,Cn"-^~ 

Harney  County,  public  water  reserve  No.  107.  Ex- 
ecutive order  of  April  17.  1926  revoked  In  part 
(PLO  2815) --- 

Malheur  National  Forest,  campgrounds,  etc..  exclu- 
alon  from  mining  entry.  Agriculture  Depart- 
ment: proposed  withdrawal ---—    «^38 

Rogue  River  National  Forest,  administrative  sites. 
campgrounds,  etc..  Forest  Service  (PLO  2668 

2775) 4426.9812 

Siskiyou  National  Forest:  

Campgrounds.  Forest  Service  (PLO  2775)—  8461 
Lookout  site.  Forest  Service:    prior  order    (EO 

7430)  revoked  in  part  (PLO  2739) 7636 

'  Recreation  areas.  Forest  Service  (PLO  2868)  _.  -    4426 
Biuslaw  National  Forest,  recreation  areas.  Agricul- 

ture  Department:  proposed  withdrawal—  6904.  8681 
Snake  River  lalafkto.  Snake  River  National  Wildlife 
Refuge,  addition.  Sports  Fisheries  and  Wildlife 

Buremi':  proposed  withdrawal 9571 

Tillamook.  leglalaUon;  EO  1232  revoked  (PLO  2685) .    6097 


8277 
9812 

3517 

12687 


11258 


9812 


agencies,  etc.— Continued 
Oregon — Continued 
Umataim  Nattonid  Fbreat:  T^-«-w«*nt  • 

AdminUtraUve    sltea.    Agriculture    Department. 

proposed  withdrawal —— r  *"*'^* 

Administrative  iltca  and  ranger  stations,  Foreat 

Service  (PLO  2810) -.—0— r"" 7i;>; 

Recreation    are*,    etc.,    forest    Service     ^^^  gg^j 

UmpQua  Nati"<mari^>re«t.  protection  of  forest  roada 

and  roadside  lones  (PLO  2750) 8277 

Wallowa  National  Forest:  ..^^„, 

Lostine  and  Imnaha  Rivers,  aones  along.  Agricul- 
ture Department;  proposed  withdrawal.  2952.8192 
Recreation  areas.  FOrest  Service:  proposed  with- 

drawal ^2687 

Whitman  National  Forest : 
Administrative  site.  Agriculture  Department:  pro- 

posed  withdrawal **^» 

Lookout  site.  Agriculture  Department:  propoaed 

withdrawal Vlllw" 

Recreation  areas.  Forest  Service;  proposed  with- 

drawal "^^^ 

Willamette  Meridian:  ^   ^  ^,  «- 

AdminJstratlon  of  Mt.  Hood  and  Siskiyou  Na- 
tional Forests:   EO  4397   and  8891  revoked 

(PLO  2611) .--.--J.— 

Administrative  site.  Interior  Department  Juris- 

diction   (PLO  2611) 1*»2 

Antiquities,     preservation.     Land     Management 

Bureau;  proposed  withdrawal i„Al 

Classification.  EO  6900  revoked  (PLO  2661) 4091 

Hampton  Substation.  Boimevllle  Power  Adminis- 

tratlon   (PLO  2722) ^v-r  V:.-;r« 

John   Day   VORTAC   faciUty.   Federal   Aviation 

Agency;  proposed  withdrawal 2951 

Juniper  natural  area.  Land  Management  Bureau: 

proposed  withdrawal 10661 

Petrified  materials  preservation,  Land  Manage- 
ment Bureau:  proposed  withdrawal  termi- 
nated in  part 8461 

Reclamation  withdrawals: 

Clear  Lake  Reservoir  Site,  prior  order  revoked 

(PLO  2733) '"" 

Crooked    River   Project.   Reclamation   Bureau 

(PLO  2829) 2706.12132 

Hells  Canyon  Project,  prior  order  revoked  in 

part  (PLO  2734) ^024 

Rogue  River  Basin  Project.  Reclamation  Bu- 
reau; proposed  withdrawal 9828 

Vale  Project.  Reclamation  Bureau  (PLO  2661 )  _     4096 

Prior  order  revoked  In  part  (PLO  2700) 

Wapinitla  Project.  Reclamation  Bureau  (PLO 

2733)    

Scenic  and  recreation  areas  along  Rogue  River. 
Land  Management  Bureau;  proposed  with- 
drawal  

Seismological  observatory.  Engineers  Corps:  pro- 
posed withdrawal - 

Sport  Fisheries  and  WildUfe  Bureau,  proposed 

withdrawals:  ^  ,.,.- 

Chlckahomlny  Reservoir  Fishing  Access 1214« 

Klamath  Wildlife  Administrative  Site 12146 

Timber  production,  etc. :  _,„ 

Departmental  order  revoked  (PLO  2736) 7635 

Land    Management    Bureau;    proposed   with- 

drawal 8928 

VORTAC  facility.  Federal  Aviation  Agency:  pro- 

posed  withdrawal 11515. 12654 

Wlnema  National  Forest,  ranger  station,  Agricul- 

ture  Department:  proposed  withdrawal 3472 

South  Dakota:  . 

Black  Hills  Meridian:  .   ,„t^ 

Military  purposes.  Air  Force  Department   (PLO 
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Reclamation  withdrawals.  Belle  Fourche  Project. 

revoked  in  part  (PLO  2620.  2808) 2366.  10583 

Black  Hills  National  Forest :  ^ 

Administrative  site  and  recreation  area.  Forest 

Service  (PLO  2675) «1« 

Campgrounds  and  recreation  areas.  Forest  Serv- 

ice:  proposed  withdrawals 2*^i$r?J 

Experimental  forest,  Forest  Service  (PLO  2850) ._  12447 


Land  Management  Bureau — Coiitinu«d  '^<* 

WITHDRAWALS  of  lands  for  specified  uaes  of  Federal 
agencies,  etc. — Continued 
South  Dakota — Continued 
Brookings.  Brule,  Campbell,  and  other  oountiea. 
protection  of  wildlife  resources.  FUh  and  Wild- 
life Service:  propoaed  withdrawal  terminated—    8462 
Texas,  Port  Isabel:  transfer  of  portions  of  T.ap^B 
Atascosa  National  Wildlife  Refuge  from  Navy 
Department  to  Immigration  and  Naturalization 

Service  (PLO  2627) 2508 

Utah: 
Ashley  National  Forest:  proposed  withdrawals: 

Campsites,  etc.,  Agricultm-e  Department 10913 

Oeologlcal  area.  Agriculture  Department 8192. 8682 

Cache  National  Forest,  administrative  sites,  Foreat 
Sei^ice: 

PLO  694  revoked  in  part  (PLO  2S80)  __._ 179 

PLO  2400  revoked  in  part  (PLO  2764) , 8796 

Dixie  National  Forest :  ) 

Administrative  sites  and  recreation  areas.  Forest 

Service  (PLO  2648) 3517 

Reservoir  site  reserve  No.  12;  prior  orders  revoked 

in  part  (PLO  2679) 4837 

Fishlake   National   Forest,   roadside  sone.   Forest 

Service  (PLO  2575) 103 

Manti-LaSal  National  Forest,  administrative  sites: 
Agriculture  Department,  proposed  withdrawal..    8192 
Forest  Service : 

PLO  2564  revoked  in  part  (PLO  2764) 8796 

PLO  2764 8796 

Proposed  withdrawal ,   323 

Oil  shale  lands.  Executive  Order  5327  modified  to 
permit  lease  for  asphalt,  bitumen,  etc.  (PUO 

2795)    10455 

Salt  Lake  Meridian: 
Administrative  site.  Forest  Senrlee  CPU)  2821)..  12058 
Air  navigation  facilities.  Comm«ree  DeparUnent; 

EO  7211  revoked  in  part  (PLO  2833) 12219 

Atomic  Energy  Commission;  PLO  944  revoked  in 

part  (PLO  2653) 3608 

Canyonlands  National  Park,  National  Park  Serv- 
ice: proposed  withdrawal 4969 

Dixie   project.   Reclamation  Bureau;    proposed 

withdrawal 952 

Flaming  Gorge  Dam.  Reclamaticm  Bureau;  pro- 
posed withdrawal 10914 

Hovenweep  National  Monument,  administration 

of;   National  Park  Service   (PLO  2604) 1271 

Joes  Valley  Dam  and  Reservoir.  Reclamation  Bu- 
reau; proposed  withdrawal 4709 

Jones  Hole  National  Fish  Hatchery,  etc..  Sport 

Fisheries  and  Wildlife  Bureau  (PLO  2757).    8591 
Marble  Canyon  Project;  prior  order  revoked  in 

part  (PLO  2688) 5266 

Military  purposes,  Air  Force  Department  (PLO 

2577)   103 

Ogden  Bay  Refuge,  expansion  of  Fish  and  Wild- 
life Service:  proposed  withdrawal .1 10915 

Ouray  National  Wildlife  Refuge,  Sport  Fisheries 

and  Wildlife  Bureau  (PLO  2730) 953,6938 

ReclamaUon  purposes.  Pack  Creek  Project;  prior 

orders  revoked  in  part  (PLO  2812) 11003 

Summit   County.  Provo  River  Channel   Revision. 

Reclamation  Bureau;  pn«M>8ed  withdrawals—    2485, 

5670 
Uintah  County,  seismological  observatory.  Air  Force 

Department  (PLO  2654). 2019.2651,3609 

Washington:  ^ 
Certain  lands  in  lieu  of  deficiencies  and  prM^r  ap- 
propriation of  school  sections.  Land  Manage- 
ment Bureau:  proposed  withdrawal.-. 12688 

Chelan   National   Forest,   recreation  area.  Forest 

Service ;  PLO  2434  revoked  in  part  (PLO  2747)  _    8118 
Columbia  River,  John  Day  Lodk  and  Dam,  Engi- 
neers Corps;  proposed  withdrawal 10553 

Lopez  Island  of  San  Juan  Oroup,  Ughthouae  re- 
serve, prior  order  revoked  (PLO  2782) 9983 

Mount  Baker  National  Forest.  North  Cross-State 
Highway  zone.  Forest  Service;  proposed  with- 
drawal   __'  10861 

Okanogan  National  Forest,  North  Cross-State  High- 
way zone.  Forest  Service;  proposed  withdrawal.  10861 


•6000— «3- 


-13 


Lond  Management  Bureau — Continued  ^'^ 

WITHDRAWALS  of  lands  f<u-  specified  uses  of  Fedtfal 
agencies,  etc. — Continued 
Washington — Continued 
Snoqualmie  National  Forest: 
Protection  of  facilities,  etc..  Forest  Service;  pro- 
posed withdrawal 10915 

Roadside  zone.  Forest  Service.  PLO  2434: 

Corrected  (PLO  2603) 1271 

Revoked  in  part  (PLO  2747) 8118 

Wenatchee  National  Forest,  protection  of  facilities, 

etc..  Forest  Service;  proposed  withdrawal 10915 

Willamette  Meridian: 
Big  Bend  Project,  departmental  orders  revoked 

in  part  (PL©  2737) 7635 

Franklin  D.  Roosevelt  Lake.  Reclamation  Bureau; 

proposed  withdrawal 10916 

Ice  Harbor  Lock  and  Dam  Project,  Snake  River, 

Engineers  Corps;  proposed  withdrawal 10661 

Klickitat  Game  Range,  Sport  Fisheries  and  Wild- 
life Bureau;  pi-oposed  withdrawal 10814 

McNary  (Umatilla)  Lock  and  Dam  Project.  Army 
Department;    PLO    606    revoked    in    part 

(PLO  2704) 5866 

Recreation  areas.  Forest  Service;  proposed  with> 

drawals 4492,4710 

Right-of-way    for    Columbia    River    Wasteway, 

Reclamation  Bureau;  proposed  withdrawal..     1325 
Roza  Dam  of  Yakima  Project.  Secretary  of  In- 
terior (PLO '2828) 4844,12131 

Water  supply  for  Leavenworth  National  Fi^ 
Hatchery.  Sport  Fisheries  and  Wildlife  Bu- 
reau; proposed  withdrawal 10419 

Wyoming: 
Bighorn  National  Forest,  roadside   zones.  Forest 

Service  CPLO  2647) 1732.3518,4556 

Black  Hills  National  FOrest;  proposed  withdrawals: 

Recreation  areas,  etc..  Forest  Service 137 

Sundance  Air  Force  Station,  Engbieers  Corps; 

amended 8462 

Bridger  National  Forest: 
Administrative  sites  and  recreation  ac^as.  Forest 

Service  (PLO  2765) 8830 

Roadside  zone.  Forest  Service  (PLO  2684) 5096 

Proposed  withdrawal  corrected 138 

Carbon  Coimty,  stock  driveway  withdrawal  No.  248. 

Wyoming  No.  45,  revoked  (PLO  2660) 4096 

Medicine  Bow  National  Forest: 
Campgroimds.  Forest  Service  (PLO  2796)  —  4491. 10455 

Natural  area.  Forest  Service  (PLO  2643) 3518 

Shoshone  National  Forest: 
Administrative  sites.  Forest  Service  (PLO  2845)  _    4211, 

12371 

Recreation  areas,  Forest  Service  (PLO  2682) 5095 

Sixth  Principal  Meridian: 
Administrative  site.  Land  Mantigement  Bureau 

(PLO  2578) 103 

Air  navigation  facility,  Federal  Aviation  Agency 

(PLO  2643) 3518 

Air  navigation  sites : 

No.  92  revoked  (PLO  2674) 4515 

No.  116.  141.  185.  215;  departmental  orders  re- 
voked in  part  (PLO  2671) 4514 

No.  124  revoked  in  part  (PLO  2801) 10457 

Mines  Bureau  use,  departmental  orders  reveled 

(PLO  2656) 3659 

Naval  Petroleiun  Reserve  No.  3,  administrative 

site.  Navy  Department  (PLO  2656) 3659 

Nuclear  power  stati(m,  Simdance  Air  Force  Sta- 
tion, Engineers  Corps;  proposed  withdrawal-    4345 
Reclamation  withdrawals: 
Eden  Project,  Reclamation  Bureau;  proposed 

withdrawal   2574 

Flaming   Oorge   Reservoir.   Reclamaticm   Bu- 
reau  (PLO  2674,  2790) 4515.10257 

Flaming  Gorge  Reservoir  and  Bear  River  Stor- 
age Projects:  Executive  order  of  May  14, 

1915  revoked  in  part  (PLO  2790) 10257 

La  Barge  Project,  prior  orders  revoked  in  part 

(PLO  2646) 3516 

Missouri  River  Basin  Project: 
Departmental  orders  revoked  in  part  (PLO 

2671,  2684) 4514.5096 

Proposed  withdrawals 17S2. 9829 

Savery-Pot  Hook  Project  (PLO  2695) 5708 
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Lond  MonofpwiMffit  Buraau — ContiniMd  ^*^ 

WTTHDRAWAUB  of  lands  for  apecifled  ums  of  PedenJ 
•cencles.  etc.— Continued 
Wyoming — Continued 
Sixth  Principal  Meridian— Continued 

Redamaticm  wltbdrawala — Continued 
4^     Seedskadee  Project.  Reclamation  Bureau:  pro- 

poeed  withdrawal 8324 

Shoshone  Project.  Reclamation  Bureau   (PLO 

2685) 538.5097 

Prior  orders  revoked  in  part  (PLO  2707 ) 5956 

Yellowtail     Reservoir,     Reclamation     Bureau 

(PL0  2«43^> 3518 

Proposed  withdrawal 7578 

Recreation  purposes.  Land  Management  Bureau; 

proposed  withdrawal 6904 

Stock  driveways: 
No   51    Wyoming  No.  9.  revoked  In  part  iPLO 

2832) 12218 

No.  128.  Wyoming  No.  13.  revoked  in  part  (PLO 

2817) 11258 

Table   Moimtaln  Otune  and  Pish   Management 
Unit,   Fish  and  Wildlife   Service;    proposed 

withdrawal  terminated 11436 

Water  reserves,  public : 
No.  58.  Wyoming  No.   12:   Elxecutlve  order  of 
February  25,   1919  revoked  in  part   (PLO 

2707) 595® 

No.  107;  Executive  order  of  April  17.  1926,  re- 
voked in  part  (PLO  2817) 11258 

Targhee  National  Forest : 
Reclamation  purposes;   prior  orders   revoked  in 

part    (PLO   2718) 6388 

Recreation    areas.    Forest    Service    (PLO    2576. 

2796) 103.10455 

Teton    National    Forest,    administrative    sites    and 

roadside  zones.  Forest  Service  (PLO  2728) 6937 

PLO  1933  coirected 10543 

Torrington.  rSe  range.  Wyoming  National  Guard; 
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5ee  Food  and  Drug  Admin- 


^  Livestock — Continued 

Additives  in  animal  fteed. 
istration. 

Emergency  feed  program 820, 1408. 9909 

Irish  poUtoea.  diversion  program.  CMD  3a 6.2147,4094 

Transportation  to  certain  drouth  areas  at  reduced 

rates  -       7512, 

'"7VlV.'8i49.  8667,  8603.  8752.  8846.  8902.  8932, 

^  9193,  9236,  9295.  9489,  9490.  9633,  9856.  10059. 

10139,  10236,  10378,  10779.  11364,  12467.  12785 

FEES  for  grading  services 1963.  10439 

GRAZING: 

EHnosaur  National  Monument 747,2150 

Grand  Teton  NaUonal  Park 7792,9515 

On  National  forest  lands,  restrictions 10322 

On  pubbc  lands.    See  Land  Management  Bureau. 
HUMANE  SLAUGHTER: 

Identification  of  carcasses 18.592, 

592.  839.  991,  1325.  2187.  2574,  3171.  3569. 
3822,  4212,  4598.  4792,  5880,  6291.  6637.  6945. 
7804,  8045,  8499,  8958.  9116.  9239.  9418.  9663, 
9899,  10178,  10662,  11245.  11560,  12146.  12591 
Method,  mechanical;  gunshot,  powdered  iron  missile.  11253 

IN  TRANSIT  interstate;  feeding,  watering,  resting 10,  2396 

SHEEP,  advertising  and  sales  promotion;  referendum.-    7577. 

10334 

STOCKYARDS,    posting,    deposting.      See    Agriculture 
Department. 

Loans: 

See  also  Mortgages.  ,    ^ 

AIRCRAFT    PURCHASE    LOANS.    CAB    approval    for 

Government  guarantee;  procedure 169 

BANKS,   loans   for   purchasing   or   carrying   registered 

stocks.     See  Federal  Reserve  System. 
COMMERCIAL  FISHERIES,  loan  fund  procedures. .  4517,  6834 
DISASTER  AREAS,  emergency  loans.     See  Agriculture 

Department;    Emergency    Planning   Office;    Small 
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Lard: 

Future  delivery.  limits  on  positions  and.  dally  trading. 
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Law  Day,  U.S.A.,  1962: 

(Proclamation   3445) 

Lemons: 

MARKETING  ORDERS.     See  Agriculture  Department. 
STANDARDS  for  canned  juice 4839.10315 

Standards,  proposed  rules 2369.2840 

Less  Developed  Countries: 

Designation   (Executive  Order 

Lettuce: 

MARKETING,  Texas 502.  1^94  yOO?- 1J934 

STANDARDS   2840.  43JJ.  S-JOJ 

Libraries:  ^       ^^„„ 

DWIGHT  D.  EISENHOWER  LIBRARY,  use  of  records.     4027 
HERBERT  HOOVER  LIBRARY,  use  of  records 8027 

Library  Services: 

Federal    contribution 9230 

Life  Insurance: 

See  under  Ins\irance. 

Lima  Beans: 

Frozen  speckled  butter  beans,  standards  for  grades 

Limes: 

IMPORT  RESTRICTIONS 3797,  5734,  6923,  11219 

MARKETING,   Florida 2625, 

3589.  4886.  5536.  5733.  6379.  6491,  6922,  10885 

Liquor: 

See  Alcoholic  beverages. 

Livestock: 

See  also  Meat  and  meat  products. 

BREEDS,  standardbred  hones.  Canada 

DISEIASES;  prevention,  control,  etc    See  Agriculture 

DeparUnent. 


See  Federal  Housing 
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See  Fed- 
eral Home  Loan  Bank  Board. 

HOME  IMPROVEMENT  LOANS. 
Administration. 

NATIONAL    BANKS,    investment    in    mortgage    loans 

guaranteed  by  VA *4'^0 

RAILROADS,  loan  guarantees  by  ICC 8505. 12088 

SMALL  BUSINESS  loans.    See  Small  Business  Admin- 
istration. 

VETERANS,  loans  to.    See  Veterans  Administration. 

Loyalty  Day,  1 962: 

iProclamation    3463» 3369 

Lumber:  i 

See  Timber.  ! 

Luxembourg: 

Trade  agreement  (Proclamation  3468 » 
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Macaroni  Products: 

Identity   standards 3197 

Machine-Woven  Pile  Floor  Coverings: 

Modification  of  trade  agreement  concession  (Proclama- 
tion 3454,  3458) 2789.3101 

Mail: 

FOURTH-CLASS  MAIL: 

Reformation  of  rates oo^Soo 

Weight  and  size  limits 433.  4722 

POSTAL  REGULATIONS.    Sec  Post  Office  Department . 

Malagasy  Republic: 

Foreign  social  insurance  system 5821 

Mangoes: 

Imports  from  Central  America  and  West  Indies;  fumi- 
gation method 2240 

Manpower  Development  and  Training  Act 
of  1962: 

EDUCATION  OFFICE  regulation 8548 

LABOR  DEPARTMENT  regulation 8537 


/ 


Manpower  Mobilization,  Civilian: 

Emergency  preparedness  functions  of  " 
(Executive  Order  11000) 
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Marine  Corps: 

Regulations.    See  Navy  Department. 

Maritime  Administration: 

See  also  Federal  Maritime  Commission;  National  Ship- 
ping Authority.  , 
AUTHORITY  DELEGATIONS : 
By  Administrator  to  listed  oflSclals: 
Chief,  Office  of  Ship  Construction;  various  func- 
tions  _ __  10335 

Deputy   Maritime   Administrator;    aasignnient   of 

responslblbty  for  specific  activities 10559 

Secretary  and  Assistant  secretaries;  execute  and 

sign  contracts,  agreements,  etc 10419 

By  Maritime  Subsidy  Board  to  Chief.  Office  of  Ship 

Construction:  various  functions 6350.  lOOSiS,  10335 

CADETS  of  Merchant  Marine  Academy;  transportation 

and  travel  expenses 8738 

CHARTER  OF  VESSELS,  Alaska  Steamship  Co.;  con- 
tinuance df  bareboat  charter 6666,  7895 

EMERGENCY  OPERATIONS;  war  risk  insurance: 

Changes  in  amount,  and  expiration  date 4028 

Vessel   values 226.6621.11489 

EXCHANGE   OF  WAR-BUILT  VESSELS 2011 

FEES  AND  CHARGES : 

Applications ; 1169 

Regtilations,  copies  of 1169 

Statistical  or  economic  data 12189 

INSURANCE: 
Federal  ship  mortgage  and  loan  insurance: 
American-Hawaiian  Steamsh^  Co.  for  cd^struction 

of  containerships;  hearing 3357 

Applications,  fees 1169 

War  risk  insurance 226,4028,6521,11489 

LUMBER  SHIPMENTS  from  U.S.  ports  to  Puerto  Rico 
by  foreign  vessels :  , 

Applications  by  listed  companies: 

Dant  &  Russell.  Inc.  et  al 11776 

Georgia-Pacific  Corp y^tTT 10974 

Heldner  ii  Co /rzz. 12278 

Warsaw  Lumber  b  Trading  Co C 12731 

Windsor  Co 12278 

Authority  delegation  from  Secretary  of  OMnmeroe 11826 

MARITIME  CARRIERS  and  related  acUvtties: 

Cargo  and  passenger  reports 4882 

Charter  of  vessels,  documentation  or  transfer;  appli- 
cation processing,  fees  or  charges  for  approvals.     1169 
MARITIME  SUBSIDY  BOARD: 

Establishment 7687 

Practice  and  procedure 1167,9843 

MERCHANT  SHIP  SALES  ACT,  1946,  regulattons;  forms 
and  citizenship  requirements,  assmnption  of  mort- 
gage by  new  mortgagor 1169 

ORGANIZATION  AND  FUNCTIONS 3637 

Government  Aid  Office 2168 

Maritime  Subsidy  Board;   establishment 7667 

Research  and  Development  OtBce 701 

PRACTICE  AND  PROCEDURE: 
Fees  and  charges: 

Regulations,  copies  of 1169 

Statistical  or  economic  data 12189 

Maritime  Subsidy  Board  and  Maritime  Administra- 
tion: 

Appearances  and  practice  before  Administration 1167 

Reopening  of  proceedings 9843 

RECORDS.  non-Federal;  retention  requirements 3034 

SEAL,  official 1493 

SUBSIDIZED  VESSELS  AND  OPERATORS,  operating 
differential  subsidies : 
Applications  and  hearings  under  Merchant  Marine 
Act.  1936: 

American  Export  Lines,  Inc - 1330, 1427, 

1583,  1778.  7661,  8510,  8929,  9927,  9957.  10056 

American  President  Lines,  Ltd.— .< 67.479.6566 

Delta  Steamship  Lines,  Inc _  7996. 12781 

Farrell  Lines,  Inc 1505.3411 

Grace  Line.  Inc _—  5101.7580.12152 

Isbrandtsen  Steamship  Co.,  Inc 1427. 1778 

Lykes  Bros.  Steamship  Co.,  Inc 1196,9486 

Mississippi  Shipping  Co.,  Inc. 3144, 3702 


Moritime  Administration — Continued  ^^^^ 

SUBSIDIZED  VESSELS  AND  OPERATORS,  (derating 
differential  subsidies — Continued 
Applications  and  hearings  under  Merchant  Marine 
Act,  1936 — Continued 
Moore-McCormack  Lines,  Inc..  264, 4035, 4942, 6948, 8080 

Oceanic  Steamship  Co 2130,6566 

Pacific  Far  East  Line,  Inc 9927. 10504 

United  States  Lines  Co ^ 5408,6050 

Boom  lifting  capacities  and  other  features,  main- 
taining requirements ' 9947 

Cargo  container  purchase,  payment  from  Capital  Re- 
serve Fund 8075 

Inventories  of  vessels  covered  by  operating-differen- 
tial subsidy  agreements 2766 

Subsidy  condition  surveys,  policy  and  procedure  for 

conducting;  instructions ;  3203,  3739 

TRADE  ROUTES,  United  States-foreign;  applications 
and  determinations  under  Merchant  Marine  Act, 
1936,   regarding  essentiality  and   service  require- 
ments: 
No.  11,  U.S.  South  Atlantic /United  Kingdom  and  Eu- 
rope north  of  Portugal 8288 

No.  13,  U.S.  South  Atlantic  and  Gulf /Mediterranean 

and  Black  Sea 7661 

No.  14-1,  XJS.  Atlantic/West  Coast  of  Africa 8341 

No.  15-A,  UJS.  Atlantic/South  and  East  Africa 636 

No.  15-B,  XJS.  Gulf/South  and  East  Africa 3524 

No.  19,  US.  Gulf /Caribbean  and  East  Coast  Mexico.  _    6241 

No.  20,  UJS.  Gulf/East  Coast  South  America 7804 

No.  21.  UJ3.  Gulf/United  Kingdom  and  continent 185 

No.  22,  U.S.  Gulf/Par  East 7661 

No.  27.  U.S.  Paciflc/Australia-New  Zealand 4347 

No.  28.  VS.  Pacific  Coast/Middle  East 7462 

WAR  RISK  INSURANCE : 

Changes  in  amount,  and  expiration  date 4028 

Vessel   values 226.6521.11489 

Maritime  Day,  NaHonal,  1 962: 

(Proclamation  3470) 4269 

Maritime  Industry: 

Board  of  Inquiry  to  investigate  labor  dispute  (Executive 

Order  11013, 11054) 3373,  9695 

Maritime  Subsidy  Board: 

See  Maritime  Administration. 

Meats  and  Meat  Products: 

See  also  Livestock:  Rabbits. 

BARBECUED  MEATS,  labeling;  proposed  rule: 

Extension  of  time 748 

Proposed  amendment  dropped 3140 

CUREID  MEAT,  nitrate  content;  proposed  rule 1174, 1322 

FEES  for  grading  services 1963, 10439 

FOOD  ADDITTVES.  See  Food  and  Drug  Administra- 
tion. 

FRESH  MEATS,  interstate  transportation;  rate  investi- 
gation     2066 

HAMS,  smoked,  and  similar  pork  products;  labeling, 

moisture  content 5734,5979 

HORSE  AND  GOAT  MEAT,  pesticide  residue,  toler- 
ance    5438, 7492 

MARKING,  BRANDING,  and  identifying  products..    9150, 

11219 

SALES  PROMOTION  PROGRAMS 11254. 11547 

SAUSAGE  and  other  products,  certain  permitted  in- 
gredients  4483,  6776 

SMOKE  FLAVORINGS 5195,7793, 10536 

STANDARDS  for  determinations  of  quality  and  yield, 

proposed   rules 3548.  3557 

Medal  of  Honor  Centennial,  U.S.  Army: 
(Proclamation  3481) 6733 

Medals  and  Decorations: , 

AIR  FORCE  DEPARTMENT  regulations 884 

BRONZE  STAR  MEDAL  AWARD,  regulations  (Execu- 
tive Order  11046) 8575 

COMMENDATION  MEDAL,  award  to  members  of  for- 
eign armed  forces  (Memorandimi  of  June  1, 1962)  —    5387 

MEDAL  OF  HONOR  CENTENNIAL,  UJ3.  Army  (Proda- 

maUon  3481) — - 6733 

PURPLE  HEART,  regulations  (Executive  Order  11016).    4139 
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M«dical  and  HotpHol  Car*: 

RBCX^VKRT   OP  COST   from   tortlously   llAble   third 
penom: 

(BzeeuUTe  Order  11060) 10026 

J\istloe  Department  reculAtlon* 1V317 

Navy  DeiMutinent  regiil*Uon« 12781 

R>tee i-- 12380 

VETERANS.    5m^ Veterans  Administration. 

MMlical  Suppli^: 

Emergency  preparedness   functions    (Executive   Order 

11061)--- M83 

M«dkin«t: 

See  Dnigs. 

M«lon  Balls,  Frozen: 

standards  for  grades. 4672 

Memorial  Day,  1962: 

Prayer  for  peace  (Proclamation  3477) 4803 

Mentally  Handkapp«d  Persons: 

President's  Committee  on  Emplojrment  of  the  Handi- 
capped: 

Establishment  (Executive  Order  10094) 1447 

Membership  (Executive  Order  11018) 4143 

Merchant  Marine  Academy: 

Cadets,  trpisportatlon  and  travel  expenses 8738 

A^xican  Labor  Program: 

Deletion  of  Labor  Department  rules -      858 

Mexico: 

Returning  resident's  exemption.  24-hour  absence   re- 
quirement revoked 10791 

Midway  Island: 

Civil  administration  (Executive  Order  11048)..     8851 

Migratory  Bird  Conservation  Commission: 

Chairman,  delegation  of  authority  re8j)cctlng -..     9926 

Migratory  Birds: 

Hunting,  protection,  etc.    See  Pish  and  Wildlife  Service. 

Military  Aircraft  Industry: 

Board  of  Inquiry  to  investigate  labor  dispute  (Executive 

Order   11068) -  11793 

Milk: 

CHILDREN,  special  milk  program  for 7482 

EXPORT    PAYMENT-IN-KIND    PROGRAM,     nonfat 

dry  milk 6037,7951 

POOD  ADDrnVES.  residues  In  milk.     See  Pood  anjl 
Drug  Administration. 

MARKETINO  ORDERS.    See  Agriculture  Department. 

PRICE  SUPPORT  PROGRAM 3907 

STANDARDS: 

Dry  milk,  nonfat 4692.6187 

Evaporated  milk 3253.6429 

TRADE  PRACTICES,  fluid  milk  production,  distribu- 
tion, etc.;   investigation 6882 

Minerals  Exploration  Offke: 

Federal  assistance  in  financing  explorations  for  mineral 

reserves,  lead,  zinc  and  copper  deleted. 9217 

Minerals  and  Metals: 

COAL  LANDS,  New  Mexico;  classification--.  6756,7045.7046 
CONTROLLED   MATERIAL   ORDERS.     See    Business 

and  Defense  Services  Administration. 
EMERGENCY  PREPAREDNESS  and  mobilization  re- 
sponsibilities: 
Agreement  between  Secretary  of  Interior  amd  Secre- 
tary of  Commerce 9228 

Functions  of  Secretary  of  Interior  (Executive  Order 

10997) 1522 

EXPLORATIONS.  Federal  assistance 9217 

LEAD  AND  ZINC  ores  and  concentrates,  stabilization 

payments  to  small  domestic  producers 7432" 

PROCUREMENT  for  Government  use  or  resale.     See 

General  Services  Administration. 
PUBLIC  LANDS,  mineral  entry,  etc.     See  Land  Man- 
agement Bureau. 

PURCHASES  by  Defense  Materials  Service 1372, 

4632,8680,11441 

URANIUM  PROCUREMENT  PROGRAM 11435 


Page 


Mines  Bureau: 

AUTHORITY  DELEGATIONS : 
By  Director  to  certain  officials : 
Assistant  Director,  Helium  Activity;  contracts  and 

pxxrchases 4000 

Assistant  Directors,  Regional  Directors,  et  al. ;  nego- 
tiated contracts  and  purchases .—  11559 

By  Regional  Director,  Region  IV.  to  various  officials; 

contracts 8079 

By  Research  Director.  Helium  Research  Center.  U> 

certain  officials;  contracts  and  purchase  orders..     4750 
From  Secretary  of  Interior;  contract  for  experimental 

research  system 3523 

Superseded    _ 9359 

OIL  IMPORT  ALLOCATIONS  (ProclamaUon  3509)...  11985 
RECORDS,  non-Federal;    retention  requirements 3044 

Mint  Bureau: 

See  Treasury  Department. 

Missiles: 

BALLISTICS  MISSILE  INDUSTRY,  Board  of  Inquiry 
to    Investigate    labor    dispute    (Executive    Order 

11068) 11793 

FOR    CUBA,    interdiction    of    delivery    (Proclamation 

3504)   ^ 10401 

Termination    of    Proclamation    3504    (Proclamation 

3507)    .- 11525 

Mississippi: 

AIRCRAFT  OPERATIONS  in  vicinity  of  Oxford,  special 

regulation    9697 

Rescission _ 10208 

OBSTRUCTIONS  OF  JUSTICE,  removal  ordered  (Proc- 
lamation   3497)-. 9681 

Use  of  armed  forces,  authority  of  Secretary  of  Defense 

(Executive  Order   11053) 9693 

Mohair 

Payment  program 7417 

Monuments,  Notional: 

See  National  forests,  parks,  monuments,  etc. 

Mortgages: 

See  also  Loans. 

HOUSING    MORTGAGE    INSURANCE.      See    Federal 

Housing  Administration. 
MORTGAGE     PURCHASES.     See    Federal    National 

Mortgage  Association. 
SHIP    MORTGAGE    AND    LOAN   /INSURANCE       See 

Maritime  Administration. 

Mother's  Day,  1962: 

(Proclamation  3476) .-     4757 

Motor  Carriers: 

See  Interstate  Commerce  Commission. 

Motor  Vehicles: 

ACCIDENTS  at  rail-highway  grade  crossings  involving 
motor  vehicles  transporting  dangerous  cargoes, 
hearing 2169,  4899 

HYDRAULIC  BRAKE  FLUID,  synthetic-  and  petro- 
leum-base;  speclflcaUons 10326,11941 

LOCK  ILLUMINATORS,  tritium-activated;  manufac- 
ture or  sale 2394,3123 

OPERATION   BY   VA   EMPLOYEES,   defense   of   suits 

arising  out  of 4024 

SPEED  LIMITS  in  national  parks  and  monuments--.     6499 

Mushrooms: 

Standards  for  grades,  canned  mushrooms 38,3314 

Mutual   Educational   and   Cultural   Exchange 

Act  of  1961: 

ADMINISTRATION  (Executive  Order  11034) 6071 

NEW   YORK   WORLD'S   FAIR,   functions    (Executive 

Order    11014) 3731 


Narcotics  Bureau: 

EMPLOYER  IDENTIFICATION  NUMBERS,  use  of 1770. 

8624,  8616 
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Narcotics  Bureau— Continued 

MANUPACrrURING  of  narcoUc  drugs: 
Norpethldlne : 
Addition  to  list - 

Applications  for  license  to  manufacture;  pn^oaed 
rules 

Propoxyphene,  not  an  opiate;  propoeed  rule-. 

OPIATES: 

Chronological  list  of  findings 

Ethyl       1  -  ( 2-carbamylethyl)  -4-phen]rl-4-piperldlne- 

carboxylate;   deletion  from  list 

RECORDS,  non-Federal,  retention  requirements 

TAXES,  regulatory,  on  narcotic  drugs;  ezoeption  to  use 
of  order  forms  for  sale,  possession,  etc..  of  exempt 
narcotic   pharmaceutical  preparations  designated 


class  "X"  or  "M". 


<>sge 


1215 

2770 
2770 

5795 

1797 
3073 


6328 


National   Aeronautics   and   Spoce  Adminis- 
tration: 1 

ADMINISTRATIVE  AUTHORITY  and  policy,  acquisi- 
tion of  real  estate  by  condemnation 

MOVING  EXPENSES,  reimbursement  to  owners  and 
tenants  of  land  acquired  by  NASA : 
Authority    delegation    to    Director,    Administration 

OfDce.. 

Regulations -- 

PATENTS :  i 

Licensing  regulations « 

Waiver  regulations: 

Nonexclusive  license  to  contractors '. — 

Proposed  rules  and  hearing 10460. 

PROCUREMINT  REGULA^nONS: 

Contract  clauses 

Patents,  data  and  oopsrrights. .-- 

RECORDS,  non-Federal:  retention  requirements % 

National  Apprenticeship  Month: 

(Proclamation  J473) 4467 

National  Archives: 

Public  use  of  records  and  facilities 


6118 


10445 
10445 

10446 

8584 
12486 

12499 

12529 

3084 


4025,  4169 


National  Bureau  of  Standards: 

ORGANIZATION  AND  FUNCTIONS: 

Boulder  Laboratories 1227 

Scientific  divislorvs  in  Washington,  D.C. 2537 

RADIO  PROPAGATION  COURSE 3702 

RADIO   STATION   WWVH,  Maui,  Hawaii;   schedule 

change 1 4942 

SAMPLES  issued  by  Bureau,  weights  and  fees: 

Calibrated  glass  spheres 11799 

Ceramic   materials 304 

Chemicals ._ 804,4691 

Freezing-point  standards 305 

Hydrocarbons  and  organic  sulfur  compounds,  dele- 
tion from  descriptive  list 8069 

Irons -1 304 

Mlcrochemlcal  standards 304 

Nonferrous  aUoys 304 

Ores 804 

Portland  cement -^ 3651,4691 

RadioacUvity  standards 3651, 4601, 9943, 11799 

Reference  paper  for  tear  test 3989 

Rubbers  and  rubber  compounding  materials 11799 

Soda-lime-slUca  glass  viscosity  standards 4691 

Spectrographic  standards 3551,4601. 11799 

Spectrophotometers,  filters  for  checking 4691 

Steelmaklng  alloys 304 

Steels   — ^  304,3551 

Thermometrlc  cells 11799 

Titanium-  and  zirconium-base  alloys 304 

TEST  FEE  SCHEDULES: 
Analytical   and   inorganic   chemistry;    benaoio  acid 

thermometrlc  standards,  deleted 11798 

Heat  resistance  thermometers 857 

Mechanics;  acoustic  measurements —  11799 

Metrology,  radlometry.. 99,7005 

TRANSCRIPT  SERVICES 12711 

Notional  Capital  Planning  Commission: 
Recommendations     (Memorandum    of    November    27, 

1962)    - : 11753 

National  Capital  Region: 

Planning  and  development  (Memorandum  t>f  November 

27.  1962)— 11753 


National  Capital  Regional  Planning  Council:    ^^^ 
Recommendations    (Memorandum    of    November    27, 

1962)    _ 11753 

National  Cultural  Center  Week: 

(Proclamation  3502) 10243 

National  Days  of  Prayer: 

MEMORIAL  DAY,  1962  (ProclamaUon  3477) 4803 

OCTOBER  17,  1962  (Proclamation  3501) 10147 

National  Defense  Transportation  Day,  1962: 
(Proclamation  3450) .•_.- 1955' 

National     Employ     the     Physically     Handi- 
capped  Week,    1962: 
(Proclamation   3488) 8663 

National  Farm-City  Week,  1962: 

(Proclamation  3495) > 9639 

National  Farm  Safety  Week,  1962: 

(Proclamation   3451) 2027 

National  Forest  Products  Week,  1962: 
(Proclamation   3491) .—     9241 

National  Forest  Reservation  Commission: 

Member,  delegation  of  authority  respecting 9926 

National  Forests,  Parks,  Monuments,  etc.: 

BUCK  ISLAND  REEF  NATIONAL  MONXntfENT,  esUb- 

llshment  (Proclamation  3443) 31 

CARIBBEAN  NATIONAL  FOREST,  redefining  boun- 
daries (Executive  Order  10992) 1311 

CHEROKEE  NATIONAL  FOREST: 
Inclusion  of  lands  (ExecuUve  Order  11066,  11067).  11733, 

11749 
Transfer  of  certain  lands  from  Agriculture  Depart- 
ment to  Tennessee  Valley  Authority 10588 

CLARK  NATIONAL  FOREST,  transfer  of  lands  (Ex- 
-    ecutlve  Order  11028) 5589 

CRATERS  OP  THE  MOON  NATIONAL  MONUMENT, 

addition  of  lands  (Proclamation  3506) 11487 

EL   MORRO    NATIONAL    MONUMENT;    revision   of 

boundaries 5750 

PORT  CLATSOP  NATIONAL  MEMORIAL,  Oregon,  es- 

,      tabllshment 10229 

GILA  CLIFF  DWELLINGS  NATIONAL  MONUMENT, 

addition  of  lands  (Proclamation  3467) 3791 

GILA  NATIONAL  FOREST,  inclusion  In  GUa  Cliff 
Dwellings  National  Monument  (Proclamation 
3467) 3791 

HIAWATHA  NATIONAL  FOREST : 

Addition  of  lands  ( Executive  Order  1 1 028 ) 5589 

Consolidation  with  Marquette  National  Forest  (Ex- 
ecutive Order  10993) 1312 

JEFFERSON  NATIONAL  FOREST,  inclusion  of  lands 

(Executive  Order  11066) 11733 

MARK  TWAIN  NATIONAL  FOREST,  transfer  of  lands 

(Executive  Order  11028) 5589 

MARQUETTE  NATIONAL  FOREST,  consolidation  with 

Hiawatha  National  Forest  (Executive  Order  10993)  .     1312 

NANTAHALA  NATIONAL  FOREST,  Inclusion  at  lands 

(Executive  Order  11067) 11749 

NATURAL  BRIDGES  NATIONAL  MONUMENT,  modi- 
fication of  boimdaries  (Proclamation  3486) 8239 

NEBRASKA  NATIONAL  FOREST,  correction  of  land 

description  (Executive  Order  10993) 1312 

PETRIFIED  FOREST  NATIONAL  PARK,  Arizona,  es- 

tabUshment 10984 

REGULATIONS.     See  Forest  Service;   National  Park  _ 
Service. 

TTMPANOGOS  CAVE  NATIONAL  MONUMENT,  rede- 
fining boundaries  ( Ptpclamatlon  3457) 2981 

WASATCH  NATIONAL  FOREST,  correction  of  land 

description  (ExecuUve  Order  10993) 1312 

WITHDRAWALS  for  specific  use  of  Federal  Agencies, 
etc.    See  Land  Management  Bureau. 

National  Guard: 

BURIAL,  members  of  Army  National  Guard . 4991 

CIVILIAN  EMPLOYEES,  withholding  of  compensation 

for  State  benefits  programs  (Executive  Order  10996)     1521 

ENLISTMENT  PERIOD  and  grades 1?;J65 

EXTENSION  OF  ENLISTMENTS,  authority  respecting 

(Executive  Order  11058) -  10403. 
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Notionol  Guord— Continued  ^^ 

MISSISSIPPI,  uae  for  removal  of  obstructlonA  of  justice 

(ExecuUve  Order  11063) * 9«93 

PROMOTION ia«30 

National  Highway  Wook,  1962: 

(Proclamfttlon   3459) -- 3103 

National  Labor  Rotations  Board: 

BACK-PAY -   .- 2093 

BOARD  JURISDICTION. 5094 

National  Maritimo  Day,  1962: 

(ProcUunatlon  3470) 4269 

National  Modiation  Board: 

Emergency  boards  to  investigate  labor  disputes : 
Akron  and  Barberton  Belt  Railroad  Co.,  and  listed 

carriers  (Executive  Order  11008) 2143 

American  Airlines.  Inc.  (ExecuUve  Order  1 1033 ) 5903 

Belt  Railway  Co.  (ExecuUve  Order  11040) 7857 

^  Chicago  and  North  Western  Railway  Co.  (Executive 

Order   11015) 3905 

Eastern  Air  Lines,  Inc.  ( ExecuUve  Order  1 1006 ) 1789 

New  York  Central  Railroad  Co.  System   (ExecuUve 

Order   11027) 5533 

Pan  American  World  Airways,  Inc.  (ExecuUve  Order 

11043)    8157 

Pittsburgh  and  Lake  Erie  Railroad  Co.    (Executive 

Order   11027) . 5533 

REA  Express  (ExecuUve  Order  11050) 9205 

Southern  Pacific  Co.  ( ExecuUve  Order  1 1042 ) 8067 

Trans  World  Airlines,  Inc.  (ExecuUve  Order  1 101 1  >    . .     2877 

National  Panel  of  Arbitrators: 

Federal   employee   organizations,   funcUons   respecting 

(ExecuUve  Order   10988) 551 

National  Park  Service: 

ATRCRA^r  LANDING  AREA.  designaUon;  Cape  Hat- 
teras  NaUonal  Seashore  RecreaUonal  Area,  pro- 
posed rule 12190 

AUTHORITY  DELEGATIONS : 
By  Director  to  various  ofDcials : 
Assistant  directors : 

Authority  vested  in  Director . 7903 

Resource  Planning:  surplus  real  property  dis- 
posal;       757,7904 

Chief,  Division  of  CooperaUve  Services;  surplus  real 

property  disposal 757,  7904 

Field  Design  Offices.  Chiefs ;  contracts : 

Engineering,  architectural,  and  landscaping  serv- 
ices     ^ 1581 

Supplies,  equipment,  and  services 1581 

Property  Management  and  General  Services   Di- 
vision: 
Chief:    contracts   for    supplies,    equipment,    and 

services 1581 

Regional  Chiefs,  Regions  IV,  V,  and  VI :  contracts 

for  supplies,  equipment,  or  services 1581 

Regional  directors : 

Certain  authority  of  Director 1581 

Program  authoriUes  respecting  national   parks, 

monuments,   etc •. 7903 

RedelegaUons  and  appeals 2129 

By  Regional  directors  to  various  officials : 
Midwest  Region : 

Assistant  Regional  Director  (Administration) 
and  Regional  Chief.  Division  of  Property 
Management  and  General  Services:  con- 
tracts for  constnKUon,  supplies,  equipment, 

and  services 9114 

Superintendents,   certain;    certain   authority   of 

Regional   Director , 9114 

Region  I: 
Assistant  Regional  Directors:  contracts  for  sup- 
plies, equipment,  and  services 6176 

Supervisory  Archeologlst.  Archeological  Research 

Unit;  appointments  to  ungraded  positions. _      757 
Region  rv.  Assistant  Regional  EHrector  and  Re- 
gional Financial  Management  Officer;  contracts 
for  construction,  supplies,  equipment,  and  serv- 
ices     6850 

Southeast  Region,  to  Superintendents,  et  al. ;  in- 
^>ection  of  properUes  transferred  to  State  and 
local  agencies  for  j;>ark.  recreation  and  historic 
monument  purposes 10005,11293 


National  Park  Service — Continued  ^*** 

AUTHORITY  DELEGATIONS— Continued 
By  Regional  directors  to  various  officials — Continued 
Western  Region: 
Assistant  Regional  Directors  and  Regional  Chief, 
Division  of  Property  Management  and  Gen- 
eral   Services:    contracts    for    construction, 

supplies,  equipment,  and  services 10374 

Superintendents,  et  al.;  change  in  designation  of 
region  and  withdrawal  of  inspection  of  cer- 
tain properties - 12781 

By  Superintendents  of  certain  Parks,  to  various  offi- 
cials, respecting  contracts: 
Blue  Ridge  Parkway,  administrative  and  procure- 
ment and  property  management  officers 9114 

Natchez  Trace  Parkway,  procurement  and  prop- 
erty  management  specialist- 6153 

Yellowstone  National  Park,  designated  officials 3298 

Pi  cm  Secretary  of  Interior;  various  functions  respect- 
ing National  Park  System.--'. 6395 

FISHING  in  certain  national  parks  and  monuments. 
See  under  National  parks. 

INSIGNIA  prescribed 2486 

LANDS,  private;  exclusive  Jurisdiction  of  United  States, 
nondiscrimination  respecUng  employment,  accom- 
modations, or  transportation 1771.3657 

NATIONAL  CAPITAL  REGION: 
District  of  Columbia: 

Commercial  trucks;  operation  on  part  of  Constitu- 
tion Ave 1491 

Parades  and  public  gatherings  prohibited  on  East 

Executive    Avenue 858 

Nondiscrimination  in  areas  within  National  Park  Sys- 
tem respecting  employment,  accommodations,  or 

transportation    1771,3657 

Passenger  carrying  vehicles,  permits  and  fees;  George 

Washington  Memorial  Parkway 11346 

NATIONAL  PARKS,  monuments,  historic  sites,  etc.: 
Alaska,  fishing  in  national  monuments;  license. .  3468.5398 

Arcadia  National  Park;  fishing 6280 

Big  Bend  National  Park.  Texas;  fishing..-  6148.6280.8616 
Cape  Code  National  Seashore : 

General  provisions 8880 

Zoning    standards 2289,6714 

Cape  Hatteras  National  Seashore  Recreational  Area: 
designation   of   aircraft   landing    area,   proposed 

rule    12190 

Channel  Islands  National  Monument ;  fishing 6280 

Crater  Lake  NaUonal  Park;  boaUng 2607.8543 

Dinosaur  National  Monument: 

Boats  1905.3659 

Stock  grazing 747.2150 

Everglades  National  Park;  fishing 6280 

Fort  Jefferson  National  Monument;  fishing 6280 

Fredericksburg  and  Spotsylvania  County  Battlefields 
Memorial  National  Military  Park ;  night  parking. 
travel  on  Lee  Drive,  and  fires  for  cooking  pur- 
poses     237,2151 

General  provisions,  definitions 8880 

Glacier  Bay  National  Monument;  fishing 6280 

Glacier  National  Park;  boating 4918,7020 

Grand     Canyon     National     Monument;     travel     on 

w&t^r  o433, 8545 

Grand  Teton  National  Park: 

Boats 6147,8543 

Stock  grazing 7792.9515 

Great  Smoky  Mountains  NaUonal  Park;  fishing. .  4031.  6431 

Hawaii  National  Park :  fishing 6280 

Lake  Mead  National  Recreation  Area;  alcoholic  bev- 
erages     9149.10368 

Lassen  Volcanic  National  Park:  boaUng 2770.4836 

Mammoth  Cave  National  Park : 

Pishing 8280 

Limitation  on  load  and  weight  of  vehicles 4031.  5607 

Radar 6148.8210 

Mount  McKlnley  NaUonal  Park;  motorboats...  5195. 11550 
Natchez  Trace  Parkway;  speed  checks  by  radar.  6148.  8544 
NondiscriminaUon  respecUng  employment,  accommo- 

datiorvs.  or  transportation 1771,3657 

Olympic    National    Park;    Jurisdiction    over    certain 

land,  correction 3264 

Roads,  public;  speed  llmiUtions 4782.6499 

Rocky  Mountain  National  Park: 

Fishing,  camping,  pets,  etc 9819. 11549 

Lands,  certain:  acceptance  by  Secretary  of  exclu- 
sive JurisdlcUon 2486 


National  Parte  Service — Continued  ^*** 

NATIONAL  PARKS.  monumsnU.  hlstorfe  sites,  ste.— 
Continued 

Royale  National  Park;  aircraft 774 

Saguaro  National  Monument;  picking  of  ceetua  fruit 

by  Indiana  of  Papaco  Reeenratioo 8830 

Sequoia-Kings  Canyon  National  Parka: 

Dogs  and  caU 8»76.n0752 

Eating  and  drinking  establlahmente  and  sale  of 
food  and  drink  on  privately-owned  landi;  pro- 
posed rule 12771 

Vicksburg  National  Military  Park;  uae  of  radar  In 

checking  speed  of  motor  vehicles 254 

Yosemite  NaUonal  Park : 

Motorboats  prohibited __.    2469 

Road  closure:  relaxation  of  restrlctlona . 8543 

NONDISCRIMINATION  in  areas  within  National  Park 

System _. 1771,3657 

RECORDS.  non-Federal;  retention  requirements 3044 

ROADS.  PUBLIC,  in  areas  within  National  Park  Sya- 

tem;  speed  limits 4782,6499 

National  Poison  Prevention  Week: 

(Proclamation  3449) 1311 

National  Public  Wortcs  Week: 

(Proclamation    3484) 6966 

National  Safe  Boating  Week,  1962: 

(Proclamation  3453) 2215 

National  Safety  Council  Hftieth  Anniversary 

Yean                     | 
(Proclamation  3494) 9497 

National  School  Lunch  Week,  1962: 

(Proclamation   3499) s. 10077 

National  Science  Board: 

Executive  Committee   (Reorganization  Plan  No.  2  of 

1962) 5419 

National  Science  Foundation:  ' 

REORGANIZATION  PLAN  NO.  2  of  1962 5419 

WATERMAN.  ALAN  T.,  Director;  exemption  from  com- 
pulsory retirement  for  age  (Executive  Ordv 
11024)   •-     6385 

National  Shipping  Authority: 

Marine  protection  and  Indemnity  Insurance  instruc- 
tions under  general  and  berth  acency  agreements-    3009 

National  Transportation  WeekJ962: 

(ProclamaU(m    3475) it^-1 

National  Voter  Registration  Monrii,  1962: 
(Proclamation  3489) _     8969 

National  Youth  Rtness  Week,  1962: 

(Proclamation    3458) __ __ 2829 

Natural  Gas  Advisory  CouncH: 

Establishment 1381 

Naval  Academy: 

Admission  of  candidates  as  midshipmen ^ 7719 

Naval  Airspace  Reservation,  Guam  Island: 

EMsconUnuance  (Executive  Order  11045) . 8511 

Naval  Defensive  Sea  Area,  Guom  Iskmd: 

Discontinuance  (Executive  Ordo'  11045) 8511 

Naval  Stores: 

CONSERVATION  PROGRAM,  1063-  — „ 10671 

PRICE  SUPPORT,  1962 _. 1593 

Navigation  Regulations: 

AIRWAYS.    See  Federal  Aviation  Agency. 
WATERWAYS.    See  Coast  Guard ;  Engineers  Corps. 

Navy  Department: 

See  also  Defense  Department. 

ALCOHOLIC  LIQUORS  on  naval  stotions— 11696 

AUTHORITY  DELEGATIONS  from  Secretary  ot  De- 
fense: 

Air  navigation  faclbtiea.- 0485 

Bonds  for  personnel 10012 

Claims  processing,  single  aenrloe  Mrtgnment  of  re- 
sponsibility   5814 
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Navy  Department — Continued  ^*^ 

AUTHORTTT  DELOGATIONS  from  Secretary  of  De- 
fense—Ccmtinued 
Family  housing  for  civilian  employees  at  aiilltary 

research  or  development  Installations 11710 

Foreign  currency,  use  of,  under  certain  contracts: 

determination  of  nonfeasibillty _  10912 

Motor  vehicle  hire 10912 

Reserve  component  facilities 8630 

AVIATION  FACIUTIES,  use  by  civU  aircraft 11211 

BOARD  OF  CONTRACT  APPEALS,   armed  services; 

charter,  organization  and  functions 3170 

CLAIMS: 
Military  Claims  Act,  nonapplicability  to  claims  within 

cognizance  of  Federal  Tort  Claims  Act 2363 

Personnel  claims: 
Adjudicating  authority.  Marine  Corp  service  per- 
sonnel and  civilian  personnel 11946 

Trailers 11696 

Recovery  of  hospital  and  medical  care  costs  from  tor- 

tiously  liable  third  persons 12751 

Single  service  assignment  of  responsibility : 

Authority  delegation 5914 

Regulation 4421,6752 

COURTS  and  fact-finding  bodies: 
Fees  for  civilian  witnesses  not  in  Government  employ.     2507 
Liquidation  of  pay  forfeiture,  and  pnKedures  concern- 
ing clemency 1716 

Promotions  and  reductions  of  enlisted  members,  au- 
thority of  commanding  officers 2837 

DISCHARGES  AND  SEPARATIONS : 
Marine  Corps : 

Aliens,  enlisted 2640 

Reservists  on  inactive  duty 2640 

Navy,  separation  of  enlisted  women 2837 

ISLANDS  under  Navy  jurisdiction,  naval  defensive  sea 

areas,  naval  airspace  reservations,  «tc 10042 

MEDICAL  CARE: 

For  eligible  persons  at  Naval  medical  facilities 9451 

Recovery  of  costs  from  tortiously  liable  third  persons.  12751 
MIDWAY    ISLAND,    civil    administration    (Executive 

Order  11048). _ 8851 

NAVAL  ACADEMY,  admission  of  candidates  as  mid- 

shipmen;  source,  quallfteations,  etc 7719 

PROPEKTY  DISPOSITION: 
Contractor    inventory    at   private    plants,    activities 

authorized  to  sell 404 

Real  property 3656 

PUNISHMENT,  nonjudicial.    See  Courts  and  fact-find- 
ing bodies. 

REAL  PROPERTY  DISPOSITION 3656 

RESERVES.  NAVAL:  » 

Active  dut7  for  training 2837. 11696 

Reports: 

Drill   report 2837 

Retirement  and  promotion  credit  earned,  annual 

report 2837 

TRUST  TERRITORY  OF  PACIFIC  ISLANDS,  transfer 
of  functions  to  Interior  Department    (Executive 

Order  11021) 4409 

VBBSEU3.  certain;  navigational  light  waivers 4394 

Nectarines: 

Marketing,  California 45$7, 

4988,  4989,  5028,  5256,  6425. 12984 

Netherlands: 

Trade  agreement  (Proclamation  3468) 4235 

New  York  Worid's  Fair: 

COORDINATOR  for  Armed  Forces  participation 4433 

n.S.  COMMISSION,  establishment  of  Office  of  Commis- 
sioner       8334 

U.S.    PARTICIPATION,    functions    (Executive    Order 

11014)    _ 3731 

New  Zealand: 

Trade  agxv^ent  (Proclamation  3468,  Memorandum  of 

June  20,  1962) 4235,5935 

Niger  Republic: 

Social  insurance  and  pension  system 1197 

Nondiscrimination: 

CONTRACTS,  obllgaticms  of  Government  contraetora 

and  aubcontracton 11551 
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Nondi  scrimi  nation— Continw«d 

FEDERAL    DISASTER    AS8IBTANCK.    Federal -SUte 

affreementA;  nondiscrimination  clauae 4805 

GOVERNMENT  EMPLOYMENT : 
Competitive  civil  wrvloe  poaltiona.  nondiscrimination 

againat  women  in  filling  vacancies 7481 

Complainant's  rights 1790 

Federal    employee    organizations    (Executive    Order 

10988) 551 

Justice  Department 2625 

Post  OCBce  Department 585.3009 

Time  limit  for  proceaslng  complaints 11531 

HOUSINO  owned  by  Federal  Government  or  financed 
with  Federal  aid: 

CExecuUve  Order  11083) 11527 

Farmers  Home  Administration  regulations,  multiple- 
unit  bousing 12611 

Federal  Housing  Administration  regulations 11548, 

11802. 12126 

Veterans  Administration  regulations 11669 

INTERSTATE  MOTOR  CARRIERS  of  passengers,  non- 

discrimination  notice  on  passenger  tickets 230 

JUSTICE  DEPARTMENT  employment  policy 2625 

NATIONAL  PARK  SYSTEM  areas.  nondlscrlmlnaUon 

in    1771,3657 

POST  OFFICE  DEPARTMENT  employment  policy ..  585.3009 
PROCXTREMENT  REGULATIONS : 

Air  Force  Department 6278 

General  Services  Administration 7566,7568 

SURPLUS  REAL  PROPERTY  of  Health.  EducaUon,  and 
Welfare  Department,  disposal  for  educational  and 
public   health   purposes;    nondiscrimination   when 

used  for  residential  purposes 12753 

VETERANS,  housing  loans 11669 

NoodI*  Products: 

Identity  standards 1317.3197 

Norway: 

Tirade   agreement    (Proclamation   3468,   Memorandum 

of  June  20.  1963) 4235,  f935 

Nudeor  Tests: 

Dominic  Nuclear  Test  Series.  1962 3989. 

5602, 6707,  7605,  9178,  10117,  10748 
Revoked 10941 

Nurses: 

Canal  Zone,  visiting  nurses;  exclusion  from  competitive 

civU  service 2505 

Nursing  Homes: 

Mortgage  Insurance 773,1071,6085,9599,11417 

Nuts: 

See  Almonds;  Filberts;  Peanuts;  Tung  nuts;  Walnuts. 


Oats: 

CROP  INSURANCE : 

1962  crop 3188 

1963  crop 6368,  12699, 12702 

FUTURE  DELIVERY,   limits   on   positions   and  daily 

trading 6676,12366 

LOAN   AND   PURCHASE   AGREEMENT    PROGRAM, 

1962   crop 6075.8163 

PRICE  SUPPORT,  1962  crop 4411 

RESEAL  LOAN  PROGRAMS: 

1960  crop 5079 

1961  crop 5077 

Office  Space,  Federal: 

Management  (Executive  Order  11035) 6519 

Oil  and  Gas: 

BARKSDALE  AIR  FORCE  BASE,  transfer  of  Jurisdic- 
tion over  oil  and  gas  deposits  to  Interior  Depart- 
ment   3167 

CONTINENTAL    SHELF,    OUTER.    See    Continental 

riielf. 
EMERGENCY  PREPAREDNESS  functions  of  Seeretary 

of  Interior  (Executive  Order  10997) 1523 

IMPORTS,  adjustment  of: 

Functions  (Proclamatl(Mi  3509) 11985 

Intoior    Department    nottce^    etc    5e«    Interior 
D^jtartOBfeot. 
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Oil  and  Gas — G>ntmued 

INDIAN  LAI>IDe.    See  Indian  Affairs  Bureau. 

I.r^.SK8  on  public  lands.  See  Land  Management 
Bureau. 

NATURAL  GAS  ADVISORY  COUNCIL,  establishment-     1381 

NATURAL  GAS  COMPANIES,  regulations.  See  Fed- 
eral Power  Commission. 

PRODUCING  OIL  AND  GAS   FIELDS.   deflniUons  of 

known  geological  structures;  certain  States 2295 

Oil  Import  Administration: 

See    Interior  Department. 

Oil  Pollution: 

Coast  Guard  rules  for  prevention;  proposed  rules 659 

Oilseeds: 

See  Cottonseed;   Flaxseed;   Peanuts;   Soybeans;  Tung 

nuts. 

Old-Age  and  Survivors  Insurance  Bureau: 

FEDERAL  OLB-AGE.  SURVIVORS,  AND  DISABILITY 
INSURANCE: 

Editorial  amendments 4513 

Evaluating  disability 12260 

Family    relationships 10677 

Filing  appllcaUons 1163.1417.9943 

Overpayment,  waiver  of  recovery  or  adjustment  of 1162 

Procedures,  withdrawal  of  applications  for  revision 

of  records  of  earnings 1166 

Veterans,  benefits  In  case  of 9716 

ORGANIZATION  AND  FUNCTIONS 10713 

PROCEDURE   STATEMENTS 2795,3197 

Account  numbers,  reports,  claims  procedure,  etc 2796 

Hearings  and   Appeals  Offlce 2798 

Onions: 

IMPORTS: 

Dry  onions  from  Hawaii 8907 

Restrictions    1802,2762.6985,7953.10320 

MARKETING: 

Idaho  and  Oregon 6923.7681,7953.8786,10206 

Texas    108.411.1012.1119.1451,1801,2074.3277. 

2510,  2594,  2762.  3326.  3734.  4905, 11906, 13190 

STANDARDS.  Bermuda-granex-grano  grades 1208 

Open  Market  Committee,  Federal: 

See  Federal  Reserve  System. 

Opiates: 

Findings  respectifk  certain  drugs.  See  Narcotics 
Bureau. 

Orange  Juice: 

PURCHASE  PROGRAM  DMP  135a.  frozen  concen- 
trates   J 10774 

STANDARDS,  proposed  nUes 10494,  11674, 12190,  12837 

Oranges: 

CROP  INSUR.\NCE.  1963  crop _  12700 

EXPORT  LIMITATIONS.  Florida  grown  fruit 9714 

IMPORTS: 

Fumigation  for  Mediterranean  fruit  fly 963, 1963 

Restrictions 8.458,6043 

MARKETING  ORDERS.    See  Agriculture  Department. 

Organization  Statements: 

See  specific  agencies. 

Organizations,  Privileged,  International: 

See  International  organisations,  privileged. 

Outdoor  Recreation  Resources: 

Policies  (Executive  Order  11017) 4141 

Outer  Continental  Shelf: 

See  Continental  Shelf. 

Overseas  Aid  Week,  Voluntar/: 

(Proclamation   3465) 3505 


Pacific  Islands  Trust  Territory: 

AdministraUon  (Eiiecutive  Order  11021) 4409 

Pakistan: 

Trade  agreement    (Proclamation   9468,   Memorandum 

of  June  30,  1962) _ _ 4235.5935 
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Palmyra  Island: 

Land  recOTdatton. '- >W7 

Pan  AmM-icon  Doy  and  Pan  Amirkan  W«fk, 
1962:  I 

(ProclamaUon    3462) - 3027 

Panama  Canal: 

See  Canal  Zone  Govemmeni 

Parachute  Jumping: 

Nonemergency  Jumping —- 4099, 11635 

Parades: 

Washington,  D.C.  restrictions  on  parades  and  public 
gatherings:  East.  West,  and  Soutb  Executive 
Avenues 858 

Parole  Board,  United  States: 

Prisoners,  youth  offenders,  and  Juvenile  delinquents; 

parole,  release,  sui>ervlsion,  and  recommitment 8487 

Passports:  i  — #• 

See  State  Department. 

Patent  Office: 

INVENTIONS    by    Government    employees,    domestic 

rights  in:  uniform  patent  policy 3289 

ORGANIZATION  AND  PDNCTIONS__ -  11469, 11470 

PATENT  CASES,  rules  of  practice  and  forms 829 

-TRADEMARK    CASES 1317,  10044 

Patents: 

ATOMIC  ENERGY  COMMISSION  regulations —  12037 

GOVERNMENT  EMPLOYEES,  domestic  rights  in  in- 
ventions   3289 

HEALTH.    EDUCATION,   AND  WELFARE   employees, 

inventions 7986 

NATIONAL  AERONAUTICS  AND  SPACE  ADMINIS- 
TRATION regulations 8684. 

10446. 10460. 13486, 12529 

Pay,  Compensation: 

crviL  SERVICE  regulations.^  See  Civil  Service  Com- 
mission. ! 

CIVILIAN  EMPLOYEES  OF  NATIONAL  GUARD. 
withholding  of  compensation  for  State  benefits  pro- 
grams (Executive  Order  10996) 1521 

GOVERNMENT  EMPLOYEES.  See  Clvll  Service  Com- 
mission. 

HOSPITALS,  GOVERNMENT,  maximum  stipends  for 
trainees.    See  Civil  Service  Commission. 

LEARNERS,  employment  at  subminlmum  wages.  See 
Wage  and  Hour  Division. 

MINIMUM  WAGES.  See  Public  Contracts  Division; 
Wage  and  Hour  Division. 

MUTUAL  EDUCATIONAL  AND  CULTURAL  EX- 
CHANGE ACT  OF  1961,  provisions  req;>ectlng  (Ex- 
ecuUve  Order  11034) 6071 

OVERTIME  SERVICES: 
Petroleum    products    distribution,    ezeofiption    from 

overtime  pay  requirements 3125 

Plant  quarantine  inspectors,  commuted  travel  time 

allowances M4, 

2267.  4011,  8035.  9938. 10347. 10350. 12044 

PEACE  CORPS  PERSONNEL  (Executive  Order  11041)  -    7859 

TRAVEL  EXPENSES.  See  Travel  and  transportation 
expenses. 

UNIFORMED  SERVICES,  enlisted  personnel;  additional 
pay  for  assignments  to  artificial  islands  (Executive 
Order  10989) 727 

WAGE    AND    SALARY    STABILIZATION.    emergOMSy 

preparedness  fimctions  (Executive  Order  IIOOO) .—     1532 

WITHOUT-COMPENSATION  EMPLOYBES.  See 
Commerce  Department:  Emergency  Planning  Of- 
flce: Interior  Department;  Interstate  Commerce 
Commission. 

Peace  Corps: 

CONTINUANCE  AND  ADMUJISTRATION : 

(Executive  Order  11041).^^ 7859 

State  Department  notioe__:M 9074 

OFFICIAL  INFORMATION.  UmlUtlon  Of  authmity  to 

classify  (ExecuUve  Order  10986) 439 

Peace  Corps  National  Aidvisory  Council: 

(ExecuUve  Order  11041) 1969 

86000—63 14  , 


Peace   Officers   Memorial   Day,   Police  Week  ^^ 

and,  1962: 
(Proclamation  3466) 3535 

Peaches: 

CROP  INSURANCE: 

1962  and  succeeding  crops 3169 

1963  and  succeeding  crops 9551.  12705 

my  ARK  i^ri'iNfi' 

California 4596.5256,5339,5860,7138.13985 

Colorado 6319.9443 

Georgia 3818,  3914.  4501,  4561.  5733. 11822 

Washington ^— 6320,7087 

PURCHASE  PROGRAM  DMP  49a 1 6176 

STANDARDS,  caimed  Clingstone  peaches 7423 

Proposed  rule 8036,12957 

Peanut  Butter: 

GRADE  STANDARDS 1549 

IDENTITY  STANDARD,  stay  order 943 

Peanuts: 

CROP  INSURANCE: 

1962  crop 3879 

1963  crop 12700 

MARKETING  QUOTAS,  acreage  allotments: 

1959  and  subsequent  crops 2448.  7794,  9171,  9456.  10576 

1962  crop 11216 

1963  crop 10760,11920 

PRICE-SUPPORT  PROGRAM: 

1961  crop 6 

1962  crop 6583,6921.6969,9641 

SUPPLY  AVAILABLE,  Valencia  type,  1962-63  market- 
ing year 1906.3157 

Pears: 

MARKETING' 

California:    Bartlett 501.4596.5256.6817,12985 

California.    Oregon.    Washington;    Beiure   D'Anjou. 

Beurre  Bosc,  etc 92,  7016.  8348,  8356.  8553,  9175 

PURCHASE  PROGRAM.  Bartlett  pears;  DMP  38a 10178 

STANDAREN5.  canned  pears;  proposed  rule 9561, 12958 

Peas: 

CANNING    AND    FREEZING,    crop    insurance,     1963 

crop  1790,12700 

DRY,  crop  insurance,  1963  crop 3316,9439, 12700 

Pension  Plans: 

Welfare  and  Pension  Plans  Disclosure  Act;  regulations, 
etc.     See  Labor  Department. 

Peru: 

Trade  agreement  (Proclamation  3468,  3479,  Memoran- 
dum of  June  20.  1962) 4235,5929 

Pesticides,  Insecticides: 

ANTIDOTE  STATEMENTS  on  labels 

ECONOMIC  POISONS;  definition,  interpretation,  etc.. 

HOUSEHOLD  INSECTICIDES,  regulations 

PANAMA  CANAL,  licensing  of  pest  exterminators 

TOLERANCES    for   residues   on    various   agricultural 
commodities.    See  Food  and  Drug  Administration. 

Petroleum  and  Petroleum  Products: 

See  also  Oil  and  gas.  

EMERGENCY  PREPAREDNESS  FUNCTIONS  (Execu- 
tive Order  10997) 

IMPORTS,  adjustment  of: 
Functions   (Proclamation  3509> 

Interior  Department  notices,  etc.    See  Interior  De- 
partment. 

Petroleum  Study  Committee: 

Submission  of  data 

Ptiilippine  War  Damage  Commission: 

CLAIMS;  filing  dates,  and  procedure 11228, 

PAYMENTS  on  unpaid  balances  of  awards 

Physically  Handicapped  Persons: 

EMPLOYMENT  in  sheltered  workshops 

NATIONAL    EMPLOY    THE    PHYSICALLY    HANDI- 
CAPPED WEEK,  1962  (Proclamation  3488) 

PRESIDENT'S  COMMITTEE  ON  EMPLOYMENT  OF 
THE  HANDICAPPED: 

Establishment  (Executive  Order  10994) 

Membership  (Executive  Order  11018) 
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Canned  artlllclally  sweetened.  IdenUty  standard;  iflec- 
tlve  date - 

Plant  QuarantiiM: 

See  Agriculture  Department. 

Plums: 

MARKETINO,  California vv-;-ii""-ri; 

^^^  4729    4730.   5029.   5030   5256.   5330.  6188. 

6318. 6816.  6774.  6775.  6867.  12965. 
STANDARDS,  canned  plums 5611 

Poison  Prevention  Week,  Notional: 
(ProclamaUon    3449) 

Poisons: 

ECONOMIC  POISON;  definition,  interpretaUon,  etc..-    2267 

96ol 

INSECnCIDBS.  PESTICIDES: 

Household  insecUcidea.  re«\Uatlona i«'o 

Tolerances  for   residues.    See  Pood   and   Drug  Ad- 
ministration. 

Police    Week    and    Peace   Officers    Memorial 

Day,  1962: 
(ProclamaUon  3466) * 

Political  Activity: 

BROADCAST  QUESTIONNAIRE.    1962   election   cam- 
paigns; notice  to  Federal  CommunicaUona  Commls- 

sion  Ucensees "WS.  12076 

CANDIDATES,  use  of  broadcast  faciliUes lOWJ 

EXPENDITURBS.  Federal  Power  Commission ;  proposed 

rules "*^^ 

GOVERNMENT  EMPLOYEES: 
InvesUgaUon.  and  waiver  of  hearing..------—---—       3»o 

Restrictions;  excepUon.  Prince  Georges  County.  Md__     6257 

Port  Facilities: 

EMERGENCY  PREPAREDNESS  FUNCTIONS  of  Sccre- 

tary  of  Commerce  (Executive  Order  10999) 1527 

SECURITY,  persons  eligible  for  access 11259 

Portugal: 

Trade  agreement  (Proclamation  3468.  3479.  Memoran- 

dumof  June  20.  1962) 4235.5929.5935 

Post  Office  Department: 

AUTHORITY  DELEGATIONS: 
By  Assistant  Postmaster  General, 
ties,  to  listed  officials: 
Acting  Assistant  Postmaster  General;  designation- 
Assistant  Chief .  Real  Estate  Branch : 

Change  of   title  from  Assistant  Regional  Real 

Estate  Manager 

Leases  of  annual  rental  up  to  $1,500.  extension.. - 
Chief.  Real  Estate  Branch:  .  .    ., 

Change  of  Utle  from  Regional  Real  EsUte  Man- 


Bureau  of  Pacili- 


1463 


1463 
2811 


ager 


1463 
2811 


Leases  of  annual  rental  up  to  $15,000.  extension- _ 
Chief   Realty  Acquisition  Branch.  Realty  Division: 
Change    of    Utle  Ifrom    Director.    Real    Estate 

Leasing.  Division  of  Real  Estate 1463 

Leases  of  annual  rental  of  $15,000.  extension 2811 

Director.  Engineering  and  FaciUties  Division;  im- 
provements of  postal  space 10374 

Director.  Procurement  Division: 

CJhief  procurement  officer  for  Department 1463 

Procurement,  inventory  control,  etc 1463 

Director.  Realty  DfViaion;  lease  extension  agree- 
ments not  exceeding  5  years,  and  $20,000  annual 

rental 

By  Assistant  Postmaster  General.  Bureau  of  Opera- 
tions, to  listed  officials: 
Director.  Procurement  Division.  Bureau  of  Facili- 
ties; determinations  on  mistakes  in  bids 

Hearing  officers,  designation  of.  and  action  by  Judi- 
cial Officer,  on  contract  compliance  program.  _ 
By  Deputy  Postmaster  General  to  certain  officials: 
Bureaus  and  offices;  contracts  over  $2,500  for  pro- 
ducts or  services 

Procurement  and  Supply  Officer.  Engineering  and 
Facilities  Division;  authority  and  function* 
under  regional  reorganization r    **•* 


Fost  Office  Department — Continued 

AUTHORITY  DELEGATIONS— Continued 

By  Director.  Procurement  Dlvlaion.  Bureau  of  Facili- 
ties, to  Usted  officials: 
Chief.  Contract  Branch;  contracts,  correspondence. 

purchase  orders,  etc 6*^ 

Chief.  Inventory   and  Distribution  Branch;    pur-     ^^ 

chase  orders,  correspondence,  etc 83» 

By  General  Counsel  to  Assistant  General  Coonael  and 

attorneys  In  Damages  and  Claims  Division;  set-     ^ 

tlement  of  certain  claims 3»3o.  «md 

By  Postmaster  General  to  listed  officials: 

Acting   Postmaster  General;    emergency    designa- 

tion  1091^ 

Assistant  Postmaster  General.  Bureau  of  Opera- 
tions; authority  and  functions  of  Postmaster 

General =—;  ."Xo 

Certain  officers ;  emergency  line  of  succession-  8821.  lOWH 
Chief  Postal  Inspector,  administer  special  reward 

jYg_  _  94oo 

Director   Procurement'DlvTsion.  Facilities  Bureau; 

designation  as  CThlef  Procurement  Officer 14(J3 

DIRBCTORY  OF  INTERNATIONAL  MAIL.     See  Inter- 
national mall. 
DOMESTIC  SERVICES: 
Classincatlon  and  rates: 

Blind,  matter  for Jo-rS 

Controlled  circulaUon  pubUcations Wfo 

?Sth'^::::::::::::::::::::::""-M9«"^«-;jIJj 

New  postage  rates i^*»« 

Official  mail:  iotm 

Congress,  members  of;  restrlcUons i;«7aj 

ExecuUve  and  Judicial  officers -^ZZ- 

Former  Presidents  and  widows  of  former  Fresi- 

dents ;jJJ 

State  employment  security  mailings 7021 

Second  class V/,V"rS?r    iT?fi« 

Third  class ^^^^-  ^^^^^  ^^^^^ 

Collection  and  delivery : 
Citv  delivery' 
Apartment  hou«  re«pt«l..„.^^------------^-    MM- 

Out-of-bounds  patrons ^^'^^ 

Conditions  of  delivery : 

Foreign  printed  matter ^^"^ 

Officials  or  employees  of  organizations 77»5.  »»»a 

Package  delivery,  multiple  floor  buildings —-  6978 

Persons  at  hotels.  InsUtuUons.  schools,  etc—  7795,  9988 

Forwarding  mall J^-ra 

Mail  deposit  and  collection ow/o 

Rural  service,  specifications  for  contemporary  mall- 

^xes " 1722 

Service  in  post  offices,  boxes rv^'C  ^^^^^ 

Star  route  coUecUon  and  delivery  service.  esUblish- 

ment JJZ^ 

Undeliverable  mail ^^'^ 

Complaints:  .- 

Postal  law  violations ;  regional  offices «oa 

Postal   service ®^'* 


2811 


7461 
9007 


4310 


Information  on  posUl  matters: 

General  postal  pubUcaUons 1010.  8975.  12448 

Privileged   matter °^^^ 

Money  orders: 

Cashing    Zj4.  oi."* 

Domestic.  Issuance 224.2102.4836 

Inquiries -—       *^Z 

IntertiaUonal.   issuance '    nini 

Cuba;    service  suspended j^^^ 

Morocco.  Kingdom  of *o36 

South  Africa.  RepubUc  of 6980 

Thailand   — fiJJO 

Wrong   payment £2*.iiioi 

Nonmall  services.     See  Money  orders;  Postal  savings; 
Stamps  and  bonds. 

Metered  stamps 6977.  M58  11767 

Permit  imprints 6977.  9058 

Philately : 

Cancellations  for  philatelic  purposes 2687 

Inaugural  covers,  first  fiights ^ 9259 

Stamp  publications -^ ^877 

Precanceled  stamps: 

Precancel   permit ^^y 

Sale  and  use;  overprinting 4365 


Post  Office  Depaitmenl — ContimMd 

DOMESTIC  SERVICES — OonUnued 
Postage — Continued  ^ 

Prepayment,  postage,  InwifllBient 3887 

Special  cancellatlona,  mail  anlimittod  for ---^  2887 

Stamps,  envelopes,  and  postal  eutla 4988,  89T7,  9058 

Postal  savings;   Inactive  accounts  and  hmb,  afeolen, 

or  destroyed  ceitlflcatee 225 

Special  mall  services: 

COD   8979 

Certificates  of  calling,  fees  and  forms 4836 

Certified  mall 8980 

Insurance,  mailing 8979 

Losses,  pajrment  for 8979 

Registry  __ 1 8979, 11767 

Stamps  and  bonds ;  boat  stamps,  docvimentaryintemal 

revenue  stamps,  etc 225 

Transportation  of  mail : 

Air  transportaUon __ 774, 1417. 4837 

Beyond  borders  of  United  States;  aurface  mail,  com- 

pensaUon 8398,  8925.  9988 

Highway  transportation;  mall  messenger  aervlce—    4836 
Railroad  tran«x>rtation: 

Comprehensive  Plan  A - 2339 

Spacing  of  working  storage  card : 4556 

Wrapping  and  mailing  instructions: 

Addresses 2101,9258,12752 

Envelopes,  window,  size,  abatte,  etc 8975, 12448 

Matter  mailable  under  ^lecial  rules: 
Firearms,    concealabie;     identification    of    ad- 
dressee      9258 

Plant  quarantine;  terminal  InapectJon.  packages 

addressed  care  of  State  plant  in9eet0r.-_._-    6975 

Military  post  offices  overseas,  parods 1417,8976 

Second  class,  bulk  mailing 8978,9057 

Zone  system,  postal  delivery;  deletion  of  Part 8976 

EMERGENCY  PREPAREDNESS  FUNCTIONS  (Execu- 
tive Order  11002) 1539 

EQUAL   EMPLOYMENT   OPPORTUNITY,  p^cy  and 

procedure    585.3009 

INTERNATIONAL  MAIL: 
Directory  of  International  Mail: 

Individual  country  regulations 404, 

776,    1010.  2102,  2605.  2887.  3738,  5857,  5796. 
6980.  7021.  7782,  8073,  8691.  10389,  12410. 

Canada  and  Mexico;  revtsed  postage  rates 12483 

Cuba,  postal  money  order  servlee  soownded 2605 

Postal  union  mall,  outgoing;  mtnimmw  dimensions.    7762 
Export  regulations,  nonpostal;  Bureau  of  mtema- 

tional  Programs 9059 

Importations:  | 

Customs: 
Separation    points,    exchange    and    distribution 

offices   776 

Treatment  at  delivery  office,  fcmrarding  or  re- 
turning dutiable  maU 5285. 10852 

Prohibited  or  restricted  articles;  rqwrt  of  custmns 

seizure    7435 

Parcel  post : 

Incoming  parcels;  charges,  storage,  delivery,  for- 
warding      2688 

Outgoing  parcels: 

Packing,  preparing  and  mailing 2888.9483. 11424 

Prohibitions  and  restrictions;  gas  jor  liquid  under 

pressure,  articles  containing 2688 

Shortpaid    2888.9259 

Postal  Union  MaU: 

Outgoing;   treatment- 2888.9259 

Postage 9259 

Prohibitions  and  restrictions 10852 

Rates  and  conditions  for  specific  classes: 

Combination  packages 5285. 9059 

Eight-ounce  merchandise  packages ..    3738 

Letters  and  letter  packages 3737.0^.9058 

Minimum  dimensions 7782 

Post  cards;  dlmensicms 9058 

Printed   matter 3737.9058 

Samples  of  merchandise 9059 

SmaU    packets _  404.775.2102.3738,9259 

Special  services : 
Air   service;    marking   Postal   Unicm  mail,    "par 

avion" 775 

Certificates  of  mailing;  fees 11811 

Insurance,  preparation 9259 
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Pbst  Office  Department — G>ntinued 

INTERNATIONAIi  MAIL— Oooitlnued 
Special  services — Continued 

Registration   778.7435.9259.11811' 

Sent  via  State  Department 2889.11811 

ORGANIZATION  AND  ADMINISTRATION 8982 

iSee  also  Authority  delegations,  above. 

Bureaus  and  offices;  Assistant  Postmaster  General : 

Facilities    Bureau 12452 

Operations  Bureau 11558 

Transportation  Bureau ^559 

Regional  director 2375.5408 

PROCEDURES  of  Department: 
Contract  financing,  progress  and  partial  payments..  3883. 

4281 
Eligibility  of  persons  to  practice  before  Department; 

correction   405 

Equal  employment  opportunity,  policy  and  procedure; 

,  filing  complaints,  right  to  counsel,  etc 585,  3009 

Second-class  mall  privileges,  proceedings  for  denial, 

suspension  or  revocation;  correction 405 

RECORDS,  non-Federal;  retention  requirements 3048 

Potatoes: 

IRISH  POTATOES: 
Crop  insurance : 

1962  crop 1001,3879 

1963  crop 12700 

Livestock  feed  diversion  program  CMD  3a 6.2147,4094 

Marketing : 

California 6492,  9508.  9887. 11007, 12183 

Colorado 3111.6776,7487,7681, 

7827,  8785,  8786,  8823,  8824,  9509,  9954,  10650 

Idaho . 6491.  7574.  8785 

Maine 111.  502.  5944.  9644 

Miiuiesota  and  North  Dakota 1118, 

2732.7501.8027,11872 

Oregon 6491,  6492,  7574.  8785. 9508,  9887, 11007. 12183 

Washington 2695.  3425.  6081.  7988.  9137 

National  marketing  order;  proposed  rules  and  hear- 
ings  1556. 2178. 10048 

Standards,  potatoes  for  processing;  pn^TOsed  rule 8179 

Tariff  rate  quota,  1962 9463 

SWEETPOTATOES.  standards: 

Fresh,  proposed  rules -_  12956 

!Prozen . 516,  7624 

Poultry: 

See  also  Eggs. 

DISEASED  POULTRY,  restrictions  on  Interstate  move- 

ment 10790 

FOOD  ADDmVES  and  drugs  in  poi;Itry  and  poultry 

feed.   5ee  Food  and  Drug  Administration. 

GRADING  AND  INSPECTION 1087, 5562.  7481.  8097 

IMPORTATION —  411.  5601 

NATIONAL  POULTRY  AND  TURKEY  IMPROVEMENT 

PLANS,  proposed  rules 9994 

TURKEYS  AND  TURKEY  EGOS : 

Parity  prices 11796 

Proposed  marketing  agreement,  hearing 518, 

834. 1821.  3328. 4519 

Proceeding  terminated — ..  12958 

Power  Commission: 

See  Federal  Power  Commission. 

Power  Sites,  Projects,  etc: 

LANDS  WITHDRAWN.  See  Federal  Power  Commis- 
sion. 

RESTORATION  OF  lANDS  to  entry,  etc.  See  Land 
Management  Bureau. 

Prayer,  National  Days  of: 

MEMORIAL  DAY,  1962  (Proclamation  3477) ._ 4803 

OCTOBER  17,  1962  (Proclamation  3501) 10147 

President,  ^he: 

AUTHORITY  DELEGATION  by  Director  of  Emergency 
Planning  Office  to  Director  of  Telecommtmications 

Management;  approval  by  President 1864 

DELEGATION  OF  FUNCTIONS  undo:  section  301,  Utle 
3,  United  States  Code: 

Attorney  General  (Executive  Order  11080) .._  10925 

Budget  Bureau,  Director    (Executive  Order   11036. 

11060)  — ' 8853.  10925 

Civil  Service  Commission  (Executive  Order  10982)  —  3 
Emergency  Planning  Offlee,  Director  (Executive  Or- 
der 11051)— - 9683 
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Pr«tid«nt,  Tli« — ContiniMd 

DELEQATION  OF  PUNCTION8  under  wetion  301,  title 
S.  United  States  CSode— Continued 
FMeral  Aviation  Agency.  Administrator  (ExecutlTe 

Order  11047) W«8 

Secretary    of    Commerce    (Executive    Order    11023. 

11049) 5131,  W03 

Secretary  of  Defense  (Executive  Order  11047.  11053. 

IIOM)  M«5.  9693.  10403 

Secretary  of  State  (ExecuUve  Order  10982. 11036)  ---3. 6653 
Secretary  of  the  Treasury   (Executive  <^der  11036, 

llSS.  11071)    6653.  10403.   12875 

EXECUTIVE  ORDERS,  proclamations,  etc.    See  Presi- 
dential documents. 
HAUBUT  nSHEREBS,  Pacific ;   rearulations  approved 

by  President i—-zrr    '*** 

INVENTIONS    by    Government    employees,    domestic 
rights    In;    uniform    patent    policy,    ««)proval    by 

President 3289 

REPORTS  TO: 
Labor  disputes: 
Bocufxls  of  Inquiry.     See  Inquiry.  Boards  of. 
Emergency  boards.    See  National  Mediation  Board. 
President's  Committee  on  Equal  Opportunity  in  Hous- 
ing (Executive  Order  11063) 11527 

President's    Council    on    Aging     (ExecuUve    Order 

11022)  I-:r--     *^^® 

President's  T«nporary  Committee  on  Implementation 
of  Federal  Employee-Management  Relations  Pro- 
gram (Executive  Order  10988) 551 

Tariff  Commission  reports  on  imports : 

Dried  eggs— 8»*5 

Glass;  cylinder,  crown,  and  sheet *^o 

Lead  aiKl  zinc,  unmanufactured 9834 

Safety  pins -£ ^37 

Stainless-steel  table  flatware ^«^il 

Straight  pins 2138 

Toweling  of  flax,  hemp,  or  ramie 7472 

Typewriter-ribbon  cloth,  cotton 9529 

Watch  movements "472 

Prasidentiol  Commission  To  Investigate  Rail- 
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rood  Labor  Dispute: 

Change  in  membership  (Executive  Order  10991) 

Presidential  Dbcuments: 

ADVERSE  ACTIONS  AGAINST  GOVERNMENT  EM- 
PLOYEES, appeals  from : 

Agency  systems,  regulations  (EO  10987) 

Appeals  to  i^vil  Service  Commission  (EO  10988) 

ADVISERS  AND  CONSULTANTS  TO  GOVERNMENT, 
policies  respecting  c(»ifllct  of  interests  (Memoran- 
dum of  February  9,  1962) 

ADVISORY  COBkOmTEES.  regulations  (EO  11007)..- 
Directive    of    February    2,    1959,    unpublished    (EO 

11007)   

ADVISORY  AND  CONSULTATIVE  BOARDS.  poUcles 
respecting  *  conflict  of  interests   (Memorandum  of 

February   9,   1962) -.z^- 

ADVISORY    COUNCIL   ON   EMPLOYMENT  OP   THE 

HANDICAPPED,  establishment  (EO  10994) 

AGENCY  SYSTEMS  for  appeals  from  adverse  actions 

against  employees  (EO  10987) 

AGING.  PRESIDENT'S  COUNCIL  ON;   establishment 

AGRICXIL'nJRAL  "niADE'DEVELOPMENT  AND  AS- 
SISTANCE   ACT    of    1954;    administration     (EO 

11036)  

AGRICULTURE  DEPARTMENT: 

Emergency  preparedness  fimctions  (EO  10998) 

Shmurah  wheat  flour  imports,  functions  (Proc.  3448 ) . 

AIR  CARRIERS:  ^       ^.       . 

Emergency' boards  to  investigate  labor  disputes.     See 

National  Mediation  Board. 
Emergency  preparedness,  functions  respecting    (EO 

10999.  11003) r-  -,-;,-— J", fK 

AIR  FORCE  DEPARTMENT ;  Air  National  Guard,  with- 
holding of  cMnpensation  of  civilian  employees  for 

State  benefits  programs,  functions  (EO  10996) 

AIR  NAVIGATION  FACIUTIES,  flight  liMP««tlon:  au- 
thority respecting  transfer  of  functions  (EO  11047) . 
AIR  TRANSPORTA-nON  SYSTEMS,  emergency  pre- 
paredness functions  (EO  11003). 

AIRCRAFT  INDUSTRY,  Boards  of  Inquiry  to  InvM- 
'ti^  labor    dispute.    (EO    "026.    11026     llOM 
11068)    — - 6407,  &001,  J)Oww, 
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Presidential  Documents — Continued 

AIRSPACE   RESERVAnON,   NAVAL,   Guam   Island; 

disoMitlnuanoe  (BO  11045) 8611 

AMERICAN  EDUCATION  WEEK.  1962  (Proc.  3492)  .__     9313 
APPEAIJ3    BY    GOVERNMENT    EMPLOYEES    FROM 
ADVERSE  ACTIONS: 

Agency  systems,  regulations  (EO  10987). 650 

Appeals  to  Civil  Service  Commission  (EX>  10988) 551 

APPRENTICESHIP  MONTH,  NATIONAL  (Proc.  3473 )  - .     4487 
ARBITRATORS.  NATIONAL  PANEL  OF;  functions  re- 
specting    Federal    employee     organizations     (EO 

10988) 551 

AROE2«TINA.  sugar  quota  (Proc.  3485) 7371 

ARliiED  FORCES: 

See  also  Defense  Department;  Uniformed  services; 
specific  services. 

Army  ration  (EO  11032) ^-     5901 

Enlistments,    extension,    authority    respecting     (EO 

11058)    10*03 

ali)f  Honor  Centennial,  US.  Anny  (Proc.  3481)  -.     6733 

Purple\Heart  award,  regulations  (EO  11016) 4139 

Retired  personnel,  employment  for  civil  defense  pur- 

is  (EO  11051) W83 

Use  7n  Mississippi  for  lemoval  of  obstructions  of  Jus- 
tice (EO  11063) M93 

ARMED  SERVICES.  SENATE  COMMITTEE  ON;  In- 
spection of  tax  returns  (EO  11020) 4407 

ARMS  CONTROL  AND  DISARMAMENT,  interagency 

coordination  (EO  11044) 8341 

ARMY  DEPARTMENT: 

Army  National  Guard,  withholding  of  compensation 
of  civilian  employees  for  State  benefits  pro- 
grams, functions  (EO  10996) 1521 

Medal  of  Honor  Centennial.  U.S.  Army  (Proc.  3481)  —     6733 

ARMY  RATION,  regulations  (EO  11032) 6901 

ATOMIC  ENERGY,  communication  of  restricted  data 

by  State  Department  (EO  11057) 10289 

ATOMIC  ENERGY  COMMISSION;  communication  of 
restrict«l  data  on  atomic  energy,  authority  respect- 
ing   (EO   11057) 10289 

ATTORNEY  GENERAL.     See  Justice  Department. 
AUSTRIA,  trade  agreement  (Proc.  3468.  Memorandiuns 

of  June  20.  1962  and  July  1.  1962) 4235.  5935.6255 

BAD  CHECK  OFFENSES,  prosecution  under  Courts- 
Martial  Manual.  United  SUtes.  1951  (EO  11009)  —     2585 
BALLISTICS  MISSILE  INDUSTRY,  Board  of  Inquiry  to 

investigate  labor  dispute  (EO  11068) 11793 

BELGIUM;  trade  agreement  (Proc.  3468) 4235 

BILL  OP  RIGHTS  DAY  (Proc.  3508) 11913 

BIOLOGICAL.  CHEMICAL,  ANt)  RADIOLOGICAL 
WARFARE;  emergency  preparedness  functions  (EO 

10997.  10998,   11001,  11005) 1522.1524,1534,1544 

BLUE -MOT"  CHEESE,  modification  of  import  quota 

(Proc.   3460) 3183 

BOARDS.     See  Committees  and  boards. 

BOATING;   National  Safe  Boating  Week.  1962   (Proc. 
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BOOKS   AND  PUBLICATIONS,   exchanges  with   for- 
eign countries,  functions  (EO  11034) 6071 

BRONZE    STAR    MEDAL    AWARD,    regulations    (EO 

11046)     8575 

BRUSSELS  UNIVERSAL  AND  INTERNATIONAL  EX- 
HIBITION. 1958;  functions  respecting  liquidation 

of  affairs  (EO  11034) 6071 

BUDGET  BUREAU: 
Executive  orders  and  proclamations,  functions  (EO 

11030)    -J--,-*:""', 

Foreign    currencies,    functions    under    Agricultural 
Trade  Development  and  Assistance  Act  of  1954 

(EO  11036) 

Hospital  and  medical  care  furnished  by  U.S.,  estab- 
lishment  of   rates,   authority   of   Director    (EO 

11060)     10925 

Travel  and  transportation  expenses  for  Federal  ci- 
vilian employees,  regulations  (EO  11012) 2983 

BURUNDI,  immigration  quota  for  (Proc.  3503) 10399 

CABINET  TEXTILE  ADVISORY  COMMITTEE,  PRES- 
IDENT'S;   functions    (EO    11052) 9691 

CAMPAIGN    COSTS,     PRESIDENTS    COMMISSION 

ON;   extension  (EO  11039) 7755 

CANADA;  trade  agreement  (Proc.  3468,  Memorandum 

of  June  20,  1962) 4236,5935 

CANCER  CONTROL  MONTH.  1962  (Proc.  3461) 3185 

CAPmVE  NATIONS  WEEK.  1962   (Proc.  3482) 6771 

CARIBBEAN    ORGANIZATION,    privileged    Interna- 
tional organization  (EO  10983).. --         32 


Presidential  Documents — Continued 

CARPETS.  modificatlMi  of  trade  agreement  conoeflslaa 

(Proc.  3464,  3458) _  STW.  3101 

CENSUS  DATA,  emergency  prepaiednees  functions  of 

Secretary  of  Commerce  (BO  10990) 1527 

CHECKS,  WORTHLESS ;  pro6ecuti<»i  for  offenses  under 
Courts-Martial  Manual,  United  States.  1961   (EO 

11009) 2585 

CHEESE,    blue-mold;    modification   oif   Import  quota 

(Proc.    3460) 3183 

CHEMICAL.     BIOLOGICAL.     AND     RADIOLOGICAL 
WARFARE;  emergency  preparedness  functions  (EO 

10997.  10998,  11001,  11005) 1522,1634.1534.1544 

CHILD  HEALTH  DAY,  1982  (PrOC.  3487) 8296 

CHRISTMAS  HOLIDAY;  excusing  Federal  employees 

from  duty  on  December  24.  1062  (EO  11064)  „ 11579 

CITIZENSHIP  DAY  AND  CONSTITUTION  WEEK.  1962 

(Proc.   3464) — 3371 

CIVIL  DEFENSE,  emergency  preparedness  functions. 

See  Emergency  preparedness  functions. 
CIVIL  SERVICE:  t 

Advisers  and  consultants,  policies  respecting  conflict 

of  interests  (Memorandum  of  February  9,  1963)  _     1341 
Appeals  from  adverse  actions: 

Agency  systems,  regxilatlons  (EO  10987) 550 

Appeals  direct  to  dlvil  Service  Commission  (BO 

10988) - I 551 

Employee-management  oooperation  (BO  10988) 551 

Employee  organizations,  policy  directive  (EO  10988)  _  551 
Federal  Safety  CouncU.  reestabUshment  (EO  10990) .  1065 
Holldasrs;  excusing  Federal  employees  from  duty  on 

December  24.  1962  (EO  11064) _-  11579 

Pay  and  allowances: 

Emergency  evacuations  (BO  10983).'. 3 

Federal  Salary  Reform  Act  oi  1962.  functions  re- 
specting (EO  11056) _  10017 

Retirement;  exemption  of  Alan  T.  Watorman.  Direc- 
tor. National  Science  FoandsMon.  from  com- 
pulsory retirement  for  age  (BO  11034) 5385 

Travel  and  transportati<Mi  expenses  for  civilian  em- 
ployees (EO  11012) _♦_- 2983 

CIVIL   SERVIC7E   ACT.   eightieth   anniversary    (Proc. 

3496) 9^9 

CIVIL  SERVICE  COMMISSION: 
Appeals  from  adverse  actions: 

Agency  systems,  regulations  (EO  10987) 550 

Appeals  to  Commission  (EO  10988)1 551 

Employee-management  relati(»s,  code  of  fair  labor 

practices   (EO  10988) 651 

Employee  organizations,  standards  of  conduct,  func- 
tions  (EO   10988) 551 

Pay  and  allowances: 

Emergency  evacuations  (EO  10982) 3 

Federal  Salary  Reform  Act  of  1962,  functions  (EO 

11056)     10017 

Peace  Corps,  functions  (EO  11041) 7859 

CIVILIAN  MANPOWER  MOBILIZATION,  emergency 
preparedness  functions  of  Secretary  of  Labor  (EO 

11000) 1532 

CLASSIFIED  INFORMATION.    See  Information. 
COAST  AND  GEODETIC  SURVEY,  functions  of  Secre- 
tary of  Commerce  (EO  11023) 5131 

COAST  GUARD;  extension  of  enlistments,  authority 

respecting  (EO  11058) 10403 

COLUMBUS  DAY,  1962  (Proc.  3498) —     9879 

CX>MMENDATlON  MEDAL,  award  to  members  of  for- 
eign armed  forces  (Memorandum  of  June  1, 1962) ._    5387 
COMMERCE   DEPARTMENT: 
Coast  and  Geodetic  Survey,  functions  of  Secretary 

(EO   11023) ^ 5131 

Cuban  trade  embargo,  functions  (Proc.  3447) 1085 

Emergency  pseparedness  functions  (BO  10999) 1527 

Mutual  Educational  and  Cultural  Exchange  Act  ot 

1961,  functions  (EO  11034) 6071 

New  York  World's  Fair,  functions  of  Secretary  (BO 

11014) - —     3731 

Public  Works  Acceleration  Act.  administration  (BO 

11049) — __    9203 

Recreation  Advisory  Council,  membership  of  Secretary 

(EO  11069) 1 11847 

COMMISSION,  PRESIDENTIAL,  to  investigate  Fail- 
road  labor  dispute;  change  in  membership  (BO 
10991) —     1207 
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CX)MMISSION     ON     CAMPAIGN     COSTS,     PRESI- 
DENT'S; extension  (EO  11039) _    7755 

CX>MMISSION  ON  INTERNATIONAL  EDUCATIONAL 
AND    CULTURAL    AFFAIRS,    UNITED    STATES 

ADVISORY    (EO    11034) 6071 

COMMITTEES  AND  BOARDS: 

Advisory  committees,  regulations  (EO  11007) 1875 

Advisory  and  consultative  boards,  policies  respecting 
conflict  of  Interests  (Memorandiun  of  February 

9,  1962) 1341 

Congressional  committees;  inspection  of  tax  returns. 
See  Tax  retiu-ns,  lnjE9>ectioa. 

Cotton  Textiles  Committee  (EO  11052) 9691 

Department  of  Labor  Fiftieth  Anniversary  Year, 
President's  Committee  for;  establlshmmit  (Proc. 

3472) 4353 

Emergency  boards  to  Investigate  labor  disputes.    See 

National  Mediation  Board. 
Employment  of  the  Handicapped,  President's  Com- 
mittee on: 

Establishment  (EO  10994) 1447 

Membership  (EO  11018) 4143 

Equal  Opportunity  in  Housing.  President's  Committee 

on;  establishment  (EO  11063) — -  11527 

Executive  Committee.  National  Science  Board  (Re- 
organization Plan  No.  2  of  1962) 5419 

Federal  Employee-Management  Relations  Program. 
President's  Temporary  Committee  on  Implemen- 
tation; establishment  (EO  10988) 551 

Foreifen  Intelligence  Advisory  Board.  PresidMifs  (EO 

10985)     439 

Foreign  Scholarships.  Board  of  (EO  11034) 6071 

Highway  Safety  Board.  Interdepartmental;  member- 
ship (EO  10986) 439 

Inquiry,  Boards  of.  to  investigate  labor  disputes.    See 

Inquiry.  Boards  of. 
Quetico-Superior  CkMnmlttee,  extension  (EO  11031)-.     5899 
Radio   Advisory    Committee,   Interdepartment    (EO 

10995) 1519 

Textile  Adminlsti-aUve  CcHnmittee,  Interagency  (Let- 
ters   of    March    16,    1962   and   June   21.    1962; 

EO  11052) 3677,6009,0691 

*   Textile    Advisory    Committee,    President's    Cabinet; 

functions  (EO  11052) 9691 

COMMUNICABLE  DISEASES,  regulations  for  preven- 
tion (EO  11070)— 12393 

CONFLICTT  OF  INTERESTS;  Government  advisers  and 
consultants,  policies  respecting  ethical  standards 

(Memorandum  of  February  9.  1962) 1341 

(CONGRESSIONAL  CX^MMITTEES;   inspection  of  tax 

returns.    See  Tax  returns,  inspection. 
CONGRESSIONAL  MEDAL   OP   HONOR,  centennial 

(Proc.  3481) 6733 

CONSTITUTION,  175th  anniversary  of  signing  (Proc. 

3500) -- 10079 

CONSTITUTION    WEEK,    CITIZENSHIP    DAY    AND, 

1962  (Proc.  3464) 3371 

CONSULTANTS  AND  ADVISERS  TO  GOVERIOkJENT, 
policies  resp>ectlng  conflict  of  Interests  (Monoran- 

dum  of  February  9,  1962) 1341 

CONSULTATIVE  AND  ADVISORY  BOARDS,  poUcies 
respecting  c<aifllct  of  Interests   (Memorandimi  of 

February  9,  1962) 1341 

CONTRACTTS,  GOVERNMENT: 
Conflict  of  interests,  policies  req;}ecting  Government 
advisers  and  consultants  also  employed  by  firms 
having  (government  contracts  (Memorandum  of 

February  9,  1962) 1341 

Nondiscrimination  in  housing  financed  under  Federal 

contracts  (EO  11063) 11527 

CX>RRIDOR  (HTTES  CONC?EPT  for  National  Capital 

Region  (Memorandum  of  November  27,  1962) 11753 

CXJTTON  TEXTILES  COMMITTEE  (EO  11052) 9691 

CXyiTON    TKX'ril.ES    AND    TEXTILE    PRODUCTTS. 

functions  (EO  11052) 9691 

Authority  of  Secretary  of  the  Treasury  (Letters  of 

March  16,  1962  and  June  21,  1962) 2677.6009 

COUNCIL  ON  AGING,  PRESIDENT'S;  establishment 

(EO  11022) - 4659 

COURTS-MARTIAL   MANUAL,   United   States,    1951; 

prosecuti(Mi  of  bad  check  ofTenses  (EO  11009) 2585 

CRITICAL  OCCUPATIONS,   emergency  preparedness 

functions  of  Secretary  of  Labor  (EO  11000). 1532 
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OffensiTe  weapons  for.  interdiction  of  delivery  (Proc. 

«c(yA) - - __—  —  ---    10401 

Terminjition'of  Proc.'3504'('^oc.  3507) 11525 

Sugar  quoU.   allocation   of  part  to  Argentina   and 

Dominican  Republic  (Proc.  3485) 7371 

Trade  embargo  (Proc.  3447) .*o*5 

CULTURAL  CENTER  WEEK.  NATIONAL  (Proc.  3502)  .   10243 
CULTURAL  AND  EDUCATIONAL  EXCHANGES  with        -- 

foreign  countries,  functions  (EO  11034) «071 

CUSTOMS  BUREAU:    cotton  textiles,   functions   (EO 

11052) — -—     »«91 

CUSTOMS  DUTIES.    See  Imports;  Trade  agreements. 
DAYS  OF  OBSERVANCE: 

Apprentlceahlp  Month.  NaUonal  ( Proc.  3473 ) 4467 

Bill  of  Rights  Day  (Proc.  3508) 11»13 

Cancer  Control  Month.  19€2  (Proc  3481 ) 3185 

CapUve  NaUons  Week.  1962  (Proc.  3482) 6771 

Child  Health  Day.  1962  (Proc.  3487 ) -  - -----     8295 

Cltiaenship  Day  and  ConstituUon  Week.  1962  (Proc 

3454)  3371 

Civil  Service'  Act'  elghUeth  anniversary  (Proc.  3496 )  -  -     9679 

Columbus  Day.  1962  (Proc.  3498) 9879 

ConsUtuUon.    175th    anniversary    of    signing    (Proc. 

3500)  10079 

Cultural  Center' Weei'.' NaUonal   (Proc.  3502) 10243 

Education  Week.  American.  1962  (Proc.  3492 ) 9313 

Employ  the  Physically  Handicapped  Week.  NaUonal. 

1963  (Proc.  3488) . 8663 

Farm-City  Week.  NaUonal.  1962  (Proc.  3495) 9639 

Farm  Safety  Week.  NaUonal.  1962  <Proc.  3451  > 2027 

Fire  PrevenUon  Week,  1962  (Proc.  3483) 6919 

Flag  Day.  1962  (Proc.  3478) 6539 

Purest  Products  Week.  NaUonal,  1962  (Proc.  3491 ).  —    9241 

Highway  Week.  NaUonal.  1962  (Proc.  3459 ) 3103 

Homestead  Centennial  Year  (Proc.  3444) 333 

Human  Rights  Day  (Proc.  3508)  — 11913 

Human  Rlghte  Week  (Proc.  3508) 11913 

Interstate  Commerce  Commission  Day  (Proc.  3462) ..     3367 

Law  Dv.  UBJL,  1962  (Proc.  3445) |49 

Loyalty  Day,  1962  (Proc.  3463) 3369 

Maritime  Day.  NaUonal.  1962  (Proc.  3470 ) 4269 

M««**i  of  Honor'  Centouiial.  UJ8.  Army  (Proc.  3481 )  -  _  6738 
Memorial  Day.  1962.  prayer  for  peace  (Proc.  3477)  __-    4803 

Mother's  Day.  1962  (Proc.  3476) 4757 

NaUonal  Safety  Council  FlfUeth  Aimiversary  Year 

(Pjiq^^  3494) 9497 

Pan  American  Day  and  Pan  American  Week.  1962 

(Proc.  3452) 2027 

Poison  PrevenUon  Week.  National  (Proc.  3449) 1311 

PoUce  Week  and  Peace  OfBcers  Memorial  Day,  1962 

(Proc.  3466) 3535 

Prayer.  NaUonal   Day  of.   October    17,    1962    (Proc. 

35QJ)  10147 

Prayer  for"p«ierM«nortai"t)ay.  1962  (Proc.  3477)..  4803 
Public  Works  Week.  NaUonal  (Proc.  3484) . . .  -- -  -  -  6965 
Pulaski's  (General)  Memorial  Day.  1962  (Proc.  3490) .     9201 

Red  Cross  Month.  1963  (Proc.  3446) 819 

Safe  Boating  Week.  NaUonal.  1962  (Proc.  3453) 2215 

School  Lunch  Week.  NaUonal.  1962  (Proc.  3499) 10077 

Thanksgiving  Day.  1962  (Proc.  3505) 11209 

TranspcMTteUon  Day.  NaUonal  Defense.   1962   (Proc. 

3450)  1955 

Transportation' Week' National.  1962  (Proc.  3475)--     4657 

United  NaUons  Day,  1962  (Proc.  3469) 4267 

United  States  Department  of  Labor  FifUeth  Anniver- 
sary Year  (Proc.  3472) 4353 

Veterans  Day.  1962  (Proc.  3493) 9433 

Voluntary  Overseas  Aid  Week  (Proc.  3465) 3505 

Voter  Registration  Month.  NaUonal.  1962  (Proc.  3489)     8969 

World  Trade  Week.  1962  (Proc.  3474) 4503 

Youth  Fitness  Week.  NaUonal.  1962  (Proc.  3456) 2829 

DEATH  of  Mrs.  Anna  Eleanor  Roosevelt,  display  of  U.S. 

flag  at  half-sUff   (EO   11061) 10927 

DECORATIONS  AND  MEDALS.    See  Medals  and  dec- 

oraUons. 
DEFENSE  DEPARTMENT: 
See  also  Air  Force  Department;  Army  Department; 

Navy  Department. 
Atomic  energy,  communication  of  restricted  data;  au- 
thority respecUng  (EO  11057) 10289 

Bronze  Star  Medal  award,  functions  (EO  11046) 8575 

Commendation  Medal,  award  to  members  of  foreign 
armed  forces.  regxUaUons  (Memorandum  of  June 
1.   1962) M87 
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DEFENSE  DEPARTMENT— Continued  ,K«^t- 

Enlistments   in   armed   forces,   extension,   authority 

respecting  (BO  11068)__- ----- 

Flight  InspecUon  of  air  navigation  faciliUes,  auUaor- 
itv  resnecUna  transfer  of  funcUons  (EO  11047)-. 


r»9» 


10403 
8665 


agency,    designation    as    (EO 


11447 


Loan     guaranteeing 

11062)    

Mississippi,  removal  of  obstrucUons  of  Justice,  au- 

thority  of  Secretary  (EO  11053) — — --     9693 

NaUonal  Guard,  withholding  of  compensation  of  ci- 
vilian  employees   for  SUte   benefits   programs. 

funcUons   (EO  10996) -v.".-— VVuV.™ 

OfTenslve  weapons  for  Cuba.  InterdlcUon  of  delivery. 

functions  (Proc.  3504) ]^\ 

Termination  of  Proc.  3504  (Proc.  3507) 1152S 

Ready  Reserve.  acUve  duty  order,  authority  respect- 

ing    (EO  11068) -,rA-,V«-,-«T SI?i 

Ryukyu  Islands,  administration  (BO  11010)  — —  -     3«-«i 
DEFENSE    MOBIUZATION    PROGRAM.    adminlsU-a- 

tlon  (EO  11062) ***** 

DENMARK;   trade  agreement  (Proc.  3468.  Memoran- 

dumof  June  20.  1962) ;-";-:.--    r'r.-w: 

DENTAL  CARE,  recovery  of  cost  from  tortiously  Uabie 

third  persons,  regulations  (EO  11060)-.-- 10»25 

DISARMAMENT  AND  ARMS  CONTROL,  interagency 

coordination  (EO  11044) -J  — " V"" *T'«; 

DISASTER  RELIEF,  emergency  preparedness  funcUons 

(EO   11051) **'" 

DISCRIMINATION.    See  NondiscrlmlnaUon 
DISEASES,  COMMUNICABLE;  regulations  for  preven- 

tlon  (EO  11070) vv--i--";«; 

DISTRICTT  OF  COLUMBIA,  planning  and  development 

(Memorandum  of  November  27,  1««2)— --— —  11753 
DOMINICAN  REPUBLIC,  sugar  quoU  (Proc.  3485)  — —  7J  a 
EDUCATION,  emergency  preparedness  funcUons   (KO 

11001)--  

EDUCATION 'week.  AMERICAN.  I»e2  (Proc.  3492)  9313 

EDUCATIONAL  AND  CULTURAL  EXCHANGES  wlttl 

foreign  countries.  funcUons  <BO11034)       6071 

EL  SALVADOR,  trade  agreement  (Proc.  3480)  —-—     6^»J 
ELECTRIC  POWER,  emergency  preparedness  functions 

of  Secretary  of  Interior  (EO  10W7) —--—---  1522 
EMERGENCY  BOARDS  to  Investigate  labor  disputes. 

See  National  Mediation  Board. 
EMERGENCY  EVACUATIONS.  aUotment  and  assign- 

ment  of  pay  to  Federal  employees  (EO  10982) 3 

EMERGENCY  PLANNING  OFFICE: 

Emergency  preparedness  program.  cooperaUon  with 

Federal  agencies.    See  Emergency  preparedness 

functions. 

Official  informaUon.  limitation  of  authority  to  classify 

(EO  10985) 

Radio  frequencies,  assignment  to  Government  agen- 

cles  (BO  10996) T— ;;ij— V^k" 

ResponslbiUtles  of  Director  in  Executive  OfBce  of  the 

President    (EO   11051) vv.rc- 

Telecommunications  Management  Director,  establish- 

ment  of  posiUon  (EO  10995). 1»19 

EMERGENCY  PREPAREDNESS  FUNCTIONS: 

Agriculture  DeparUnent  (EO  10998) 1524 

Commerce  Department  (EG  10999) --     1527 

Emergency  Planning  Office.  funcUons  of  Dirwrtor  in 

Executive  Office  of  the  President  (EO  11051) 9683 

Federal  AvlaUon  Agency  (EO  11003) 1540 

Health.    Education,    and   Welfare   Department    (EO 


439 


11001) 


1534 


Housing  and  Home  Finance  Agency  (EO  11004) 1542 

Interior  Department  (EO  10997) 1522 

IntersUte  Commerce  Commission  (EO  11005) 1544 

Labor  Department  (EO  11000) 1532 

Post  Office  Department  (EO  11002) z;;i=;;^-  ^^^^ 

EMPLOY  THE  PHYSICALLY  HANDICAPPED  WEEK. 

NATIONAL,  1962  (Proc.  3488) 8663 

EMPLOYEE-MANAGEMENT  COOPERATION  in  Fed- 
eral service  (EG  10988) 551 

EMPLOYEE  ORGANIZATIONS  in  Federal  service,  rec- 
ognition and  poUcy  direcUve  (EO  10988) 551 

EMPLOYMENT  OF  THE  HANDICAPPED.  ADVISORY 

COUNCIL  ON;  estabUshment  (EO  10994) 1447 

EMPLOYMENT    OF    THE     HANDICAPPED.    PRESI- 
DENT'S COMMITTEE  ON : 

Establishment  (BO  10994) 1447 

Membership  (EO  11018) 4143 

EMPLOYMENT  ON  PUBLIC  WORKS,  regulations  (EO 

11049) ®203 
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ENLISTMENTS  IN  ARMED  FORCBB.  extension,  au- 
thority respecting  (BO  11058) 10403 

EQUAL  OPPORTUNITY  IN  HOUSING  (SO  11063) 11637 

EQUAL  OPPORTUNITY  IN  HOUSINQ,  PRBSIDEWrS 

COMMITTEE  ON;  establishment  (BO  11063). 11527 

ETHICAL  STANDARDS  OF  CONDUCT  for  advlaers 
and  consultants  to  Government  (Memorandum  of 
February  9,  1962) —     1341 

EUROPEAN  ECONOMIC  COMMUNITY ;  trade  agree- 
ment (Proc.  3468.  Memorandum  6t  June  20, 
1962)     4335.5935 

EVACUATIONS,  EMERGENCY;  allotment  and  assign- 
ment of  pay  to  Federal  employees  (BO  10083) 3 

EXECUTIVE   CXDMMITTEE,  NaUonal  Science  Board 

(Reorganization  Plan  No.  2  of  1062) 6419 

EXECUTIVE  OFFICE  OP  THE  PRESIDENT: 
See  also  Budget  Bureau;  Emergency  Planning  Oiflce. 
Emergency    preparedness    functions    of    Emergency 

Planning  Office  (EO  11051) 0683 

EXECUTIVE  ORDERS;  preparation,  presentation,  fil- 
ing, and  publication  (EO  11030) 5847 

EXECUTIVE  RESERVE,  emergency  preparedness  func-  . 

tlons  (EO  11051) - 0683 

EXPORT  CONTROL  ACT  OP  1949,  administration  (BO 

11038) 7003 

EXPORTS;  CJuban  trade  embargo  (Proc.  3447) 1085 

FAIR  LABOR  PRA<jnCES  CODE  in  Federal  service 

(EG  10988) -—       551 

FARM-CITY  WEEK.  NATIONAL,  1063  (PrOC.  3405) 0639 

FARM  EQUIPMENT,  emergency  preparedness  functions 

of  Secretary  of  Agriculture  (EO  10008) 1524 

FARM  SAFETY  WEEK.  NA^nONAL,  1063  (Proc.  3451)  _     2027 

FEDERAL  AVIATION  AGENCY: 

Emergency  preparedness  functions  (BO  11003) 1540 

Flight  InspecUon  of  air  navigation  fadliUes,  authority 

respecting  transfer  of  functions  (BO  11047) 8665 

FEDERAL  COMMUNICATIONS  COMMISSION:  tele- 
communications management  functions  (EO 
10995)     1519 

FEDERAL  EMPLOYEE-MANAGEMfiNT  RELATIONS 
PRCXJRAM,  PRESIDENT'S  TEMPORARY  COM- 
MITTEE ON  lMPLE3bIENTATION;  establishment 
(EO  10988) 551 

FEDERAL  EMPLOYEES.  See  Civil  service;  Civil  Serv- 
ice Commission. 

FEDERAL  MARITIME  COMMISSION;  Official  infor- 
mation, limitation  of  authority  to  classify  (EO 
10985) — - -      439 

FEDERAL  MEDIATION  AND  CONCILIATION  SERV- 
ICE; Federal  employee  organizations,  functions 
(EO  10988) - 551 

FEDERAL  OFFICE  SPACE,  management  (BO  11035)—    6519 

FEDERAL  REGISTER,  OFFICE  OF;  functions  respect- 
ing Executive  orders  and  proclamations  (WCf 
11030) — - 6047 

FEDERAL  SAFETY  COUNCIL,  reestablishment   (BO 

10990)    —     1065 

FEDERAL  SALARY  REFORM  ACT  OF  1063,  functions 

respecting  (EO  11056) 10017 

FERTILIZER,   emergency   preparedness   ftmctions  of 

Secretary  of  Agriculture  (EO  10008) : 1524 

FINLAND: 
Money  paid  U.S.,  use  under  Mutual  Educational  and 

Cultural  Exchange  Act  of  1061  (BO  11084) 6071 

Trade  agreement  (Proc.  3468,  Memorandum  of  June 

20.   1962) —  4336,6035 

FIRE   CONTROL.   RURAL;    «nergeney  preparedness   . 
functions  of  Secretary  of  Agriculture  (EO  10008)—     1524 

FIRE  PREVENTION  WEEK.  1062  (Proc.  3483) 6919 

FISH  AND  WILDLIFE;  management  of  resources  tor 

recreational  purposes  (EO  11017) 4141 

FISHERY  CX5MMISSION.  GREAT  LAKES;  privileged 

international  organization  (EO  11060) 10405 

FLAG  DAY.  1962  (Proc.  3478) 5529 

FLAG  OF  THE  UNITED  STATES,  di^lay  at  half-staff 
upon  death  of  Mrs.  Anna  EleancHT  Rooaevelt  (EO 
11061) — —  10927 

PLIGHT  INSPECTnON  of  air  navigation  facilities,  au- 
thority respecting  transfer  of  functions  (BO 
11047) W06 

FLOUR  IMPORTS,  Shmurah  wheat  (Proc.  3448) 1086 

FOOT>:  emergency  preparedness  functions  (BO  10008. 

11001.  11051) 1634,1684.  0683 
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FOREIGN  ARMED   FORCES,    Commendation  Medal 

award  (Monorandum  of  June  1,  1062) 

FOREIGN  ASSISTANCE  ACTT  OP  1961;  nonmilitary 
procurement  outside  JJS.,  restrictions  (Memoran- 
dum of  August  1,  1962) 

FOREIGN  COUNTRIES,  designation  of  economically 

less  developed  (BO  11071) 

FOREIGN  CURRENCHES : 
Agricultural  Trade  Development  and  Assistance  Act  of 

1954.  use  imder  (EO  11036) 

Mutual  Educational  and  C^iltural  Exchange  Act  of 

1961.  use  under  (EO  11034) 

FOREIGN  DUTY  PERSONNEL: 
Employment  under  Mutual  Educational  and  Cultural 

Exchange  Act  of  1961  (EO  11034) 

Pay  and  allowances  in  cases  of  emergency  evacuations 

(EO  10982) 

Peace  Corps,  regulations  (EO  11041) 

Uniformed  services;  additional  pay  for  enlisted  per- 
sonnel assigned  to  artificial  islands  (EO  10989) . 
FORfiIGN      INTELLIGENCE      ADVISORY      BOARD, 
PRESIDENT'S;  limitation  of  authority  to  classify 

official  information  (EO  10985) — -— 

FOREIGN  RELATIONS,  SENATE  COMMITTEE  ON; 

inspection  of  tax  returns  (EO  11065) 1- 

POREIGN  SCHOLARSHIPS.  BOARD  OF  (EO  11034)  — 
FOREST  PRODU(7rS  WEEK,  NATIONAL,  1962  (Proc. 

3491)    

FORESTS,  NATIONAL.   See  National  forests. 

FUEL  OIL  IMPORTS  (Proc.  3509)  __ 

FUELS,  SOLID;  emergency  preparedness  functions  of 

Secretary  of  Interior  (EO  10097) 

GAS,  emergency  preparedness  functions  of  Secretary  of 

Interior  (EO  10997) 

GENERAL  AGREEMENT  ON  TARIFFS  AND  TRADE. 

See  Trade  agreements. 
GENERAL  PULASKI'S  MEMORIAL  DAY,  1962   (Proc. 

3490)    — 

GENERAL  SERVICES  ADMINISTRATION: 

Federal  office  space,  management  (EO  11035)^ 

Travel  and  transportation  expenses  for  Federal  civil- 
ian employees,  functions  (BO  11012) 

GERMANY;  trade  agreement  (Proc.  3468) 

GLASS,  cylinder,  crown,  and  sheet  .-^  modification  of 
trade  agreement  concessions  (Proc.  3455,  3458)-. 

CjtOLD  held  abroad  by  persons  subject  to  UJS.  Jurisdic- 
tion, regulations  (EO  11037) 

GOVERNMENT  EMPLOYEES.  See  Civil  service;  Civil 
Service  Ccmunission. 

GREAT  LAKES  FISHERY  COMMISSION,  privileged 
international  organization  (EO  11059) 

GRIEVANCES  in  Federal  service,  provisions  for  arbitra- 
tion (EO  10988) 

GUAM  ISLAND  NAVAL  AIRSPACE  RESERVATION, 
discontinuance  (EO  11045) 

GUAM  ISLAND  NAVAL  DEFENSIVE  SEA  AREA,  dis- 
continuance   (EO    11046) 

HAITI;  trade  agreement  (Proc.  3479) 

HALDBUT  COMMISSION,  INTERNATIONAL  PACIF- 
IC; privileged  international  organization  (EO 
11059) '-. 

HANDICAPPED  PERSONS: 
National  Employ  the  Physically  Handicapped  Week. 

1962(  Proc.  3488) 

President's     Committee    on    Employment    of    the 
Handicapped : 

Establishment  (EO  10994) 

Membership  (BO  11018) 

HEALTH.  EDUCATION.  AND  WELFARE  DEPART- 
MENT: 

Emergency  preparedness  functions  (EO  11001) 

Mutual  Educational  and  Cultural  Exchange  Act  of 
1961,  funcUons  (EG  11034) 

HIGHWAY  SAFETY  BOARD.  INTERDEPART- 
MENTAL; membership  (EO  10986) 

HIGHWAY  WEEK.  NATIONAL,  1962  (Proc.  3459) 

.HOLIDAYS;  excusing  Federal  onployees  frwn  duty 
on  Decfsmber  24, 1962  (EO  11064) 

HOMESTEAD  CENTENNIAL  YEAR  (Proc.  3444) 

HONG  KONG;  nonmilitary  procurement,  removal  of  re- 
stricti<His  (Memorandum  of  August  1. 1062) 
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HOePTTAL  AND  MEDICALi  CARE,  recovery  of  eoat 
from   tortioujBly   liable   third  persons,   refulations 

(EO  110«0) IMM 

HOU8INO:  ,^^„ 

Emergency  preparedness  functions  (EO  11004) 1542 

Nondiscrimination  in  housing  owned  by  Federal  Gov- 
ernment   or    financed    with    Federal    aid    (EO 

11063) 11527 

HOUSING.  PRESIDENT'S  COMMITTEE  ON  EQUAL 

OPPORTUNITY  IN;  establishment  (EO  11063) -..   11527 
HOUSING  AND  HOME  FINANCE  AGENCY: 

Emergency  preparedness  functions  (EO  11004) 1542 

Nondiscrimination  in  Federally  owned   or  financed 

housing.  funcUons  (EO  11063) 11527 

HUMAN  RIGHTS  DAY  (Proc.  3508) 11913 

HUMAN  RIGHTS  WEEK  (Proc.  3508) 11913 

OCMIORATION  QUOTAS  for  Burundi.  Jamaica, 
Rwanda.  TanganyUc*.  Trinidad  and  Tobago.  West- 
ern Samoa  (Proc.  3503) 10399 

IMPORTS* 

Blue-moid  cheese  (Proc.  3460)-. 3183 

Competition  from,  loans  to  assist  firms  (Proc.  35ia)  -.  12115 
Cotton  textiles  and  textile  products  (Letters  of  March 

16.  1962  and  June  21.  1962;  EO  11052)  .  2677,  6009,  9691 

Cuban  trade  embargo  (Proc.  3447) 1085 

Petroleiui  and  petroleum  products  (Proc.  3509) 11985 

Shmurah  wheat  flour  (Proc.  3448) 1086 

Sugar,  allocation  of  part  of  Cuban  quota  to  Argentina 

and  Dominican  Republic  (Proc.  3485) 7371 

Threats    to    national    security,    investigaUon     (EO 

11051)     9683 

Trade    agreements    respecting.    See    Trade    agree- 
ments. 

Tung  oil  and  tung  nuts  (Proc.  3471) 4271 

INDIA;  trade  agreement  (Proc.  3479) 5929 

INDUSTRIAL   DISPERSAL,    emergency    preparedness 

functions  (EO  11061) 9683 

INDUSTRY    ADVISORY    COMMITTEES,    regulations 

(BO    11007)— — 1875 

INFORMATION: 
Arms   control    and   disarmament,    dissemination    of 

public  Information  (BO  11044) 8341 

At(»nlc   energy,   communication   of   restricted   data 

(EO  11057)— ---   10289 

Safeguarding  official  Information,  limitation  of  au- 
thority to  classify  (EO  10985) 439 

INQUIRY.  BOARDS  OF,  to  Investigate  labor  disputes: 

Aircraft  Industry  (EO  11025.  11026.  11029.  11068) 5467. 

5531.5699.11793 

Maritime  irwiustry  (EO  11013,  11054) 3373,9695 

Missile,  space,  and  military  aircraft  Industry    (EO 

11068)  .*. 11793 

INTERAGENCY  TEXTILE  ADMINISTRATIVE  COM- 
BOTTEE  (Letters  of  Bfarch  16.  1962  and  June  21. 

1962;    BO    11052) 2677.6009.9691 

INTER- AMERICAN  DEVELOPMENT  BANK,  excepUon 
to  Immunity  from  suit  as  privileged  International 

organisation  (EO  11019) 41*5 

INTER-AMEUCAN  TROPICAL  TUNA  COMMISSION. 

privileged  International  organization  (EO  11059)..  10405 
INTERDEPARTMENT  RADIO  ADVISORY  COMMIT- 
TEE, transfer  of  functions  to  Office  of  Emergency 

Planning  (BO  10905) 1519 

INTERDEPARTMENTAL       HIGHWAY       SAFETY 

BOARD,  membership  (BO  10986) 439 

INTERIOR  DEPARTMENT: 

Emergency  preparedness  functions  (EO  10997) 1522 

Outdoor  recreation  programs  (EO  11017) 4141 

Petroleimi  and  petroleum  products,   adjustment  of 

imports.  funcUons  (Proc.  3509) 11986 

Trust   Territory   of  Pacific   Islands,   f mictions    (EO 

11021)   *<09 

Wake  Island,  civil  administration  (EO  11048) 8851 

INTERNATIONAL  DEVELOPMENT  AGENCY: 
Nonmilitary  procurement  outside  UJ3..  restrictions  on 
use  of  foreign  assistance  fxuids   (Memorandimi 

of  August  1.  1962) 7603 

Official  Information,  limitation  of  authority  to  classify 

(EO  10985) 439 

INTERNATIONAL  EDUCATIONAL  AND  CXTLTURAL 
AFFAIRS.  UNITED  STATES  ADVISORY  COM- 
MISSION ON  (EO  11034)—---- 6071 

INTERNATIONAL  FAIRS  AND  EXPOSITIONS,  func- 
tions (EO  11034) - --- «071 
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INTERNATIONAL  ORGANIZATIONS.  PRTVILBGED: 

Caribbean  Organization  (E<Tl0983) 32 

Great  Lakes  Fishery  Commission  (BO  11059) 10405 

Inter-American  Development  Bank,  exception  to  im- 
munity from  suit  (EO  11019) 4145 

Inter- American    Tropical    Tuna    Commission     (EO 

11059) 10405 

International     Pacific     Halibut     Commission     (EO 

11059)  - 10405 

INTERNATIONAL  PACIFIC  HALIBUT  COMMISSION, 

privileged  international  organization  (EO  11059).-  10405 
INTERSTATE  COMMERCE  CXJMMISSION;  emergency 

preparedness  functions  (EO  11005) 1544 

INTERSTATE  COMMERCE  COMMISSION  DAY  (Proc. 

3462)    3367 

ISRAEL:  trade  agreement  (Proc.  3468.  3479,  Memoran- 
dum of  June  20.  1962) 4235,5929.5935 

ITALY;  trade  agreement  (Proc.  3468) 4235 

JAMAICA.  immigraUon  quota  for  (Proc.  3503) 10399 

JAPAN:  trade  agreement  (Proc.  3468,  3479). 4236,5929 

JUSTICE  DEPARTMENT: 

Hospital  and  medical  care,  recovery  of  cost  from  torti- 
ously  liable  third  persons,  authority  of  Attorney 

General  (EO  11060) 10925 

Nondiscrimination  in  Federally  financed  housing,  vio- 
lations;    functions    of    Attorney    General    (EO 

11063)  11527 

LABOR  DEPARTMENT: 

Emergency  preparedness  fimctions  (EO  11000> 1532 

Federal    employee-management    relations,    code    of 

fair  labor  practices  (EO  10988) 551 

Federal  employee  organizations,  standards  of  conduct, 

functions  (EO  10988) 551 

Federal  Safety  Council,  functions  (EO  10990) 1065 

United  States  Department  of  Labor  Fiftieth  Anniver-    • 

sary  Year  (Proc.  3472) 4353 

LABOR   DISPUTES: 
Boards  of  Inquiry.     See  Inquiry.  Boards  of. 
Emergency  boards.     See  National  Mediation  Board. 
Presidential  commission  to  investigate  railroad  dis- 
pute (EO  10991) 1207 

LABOR  ORGANIZATIONS  for  Federal  employees  (EO 

10988)     551 

LAW  DAY,  USA,  1962  (Proc.  3445) 549 

LESS    DEVELOPED    COUNTRIES,    designation    (EO 

11071) 12675 

LOYALTY  DAY,  1962  (Proc.  3463) 3369 

LUXEMBOURG;  trade  agreement  (Proc.  3468) 4235 

MACHINE-WOVEN  PILE  FLOOR  (X)VERINGS,  modi- 
fication of  trade  agreement  concession  (Proc.  3454, 

3458) 2780.  3101 

MANPOWER  MOBILIZATION,  CIVILIAN;  emergency 
preparedness  functions  of  Secretary  of  Labor  (BO 

11000) 1532 

MARITIME  DAY,  NATIONAL.  1962  (Proc.  3470) 4269 

MARITIME  INDUSTRY,  Board  of  Inquiry  to  Investigate 

labor  dispute  (EO  11013.  11054) 3373,9695 

MEDAL  OF  HONOR  CENTENNIAL.  U.S.  ARMY  (Proc. 

3481) -     8733 

MEDALS  AND  DECORATIONS: 
Bronze  Star  Medal  award.  regvUaUons  (EO  11046) ...     8575 
Commendation  Medal,  award  to  members  of  forelgh 

armed  forces  (Memorandum  of  June  1.  1962) 5387 

Medal  of  Honor  Centennial.  US.  Army  (Proc.  3481) .-     6733 

Purple  Heart  award,  regulatiorw  (EO  11016)-— 4139 

MEDICAL   AND   HOSPITAL   CARE,   recovery   of  cost 
from   tortlously   liable   third   persons,    regulations 

(EO   11060) 10925 

MEDICAL  SUPPLIES,  emergency  preparedness  func- 
Uons (EO  11051) 9683 

MEMORIAL  DAY,  1962.  prayer  for  peace  (Proc.  3477) .    4803 
MENTALLY    HANDICAPPED   PERSONS;    President's 
Conmilttee  on  Employment  of  the  Handicapped  (EO 

10994,  11018) ^ 1447.4143 

MIDWAY  ISLAND.  Civil  •dminlstraUon  (EO  11048) 8851 

MILITARY  AIRCRAF?itlNDUSTRY.  Board  of  Inquiry 

to  InvesUgate  Uboi"  dispute  (EO  11068) 11793 

MD^ERALS.  eme^g^ncy  preparedness  functions  of  Sec- 
retly oMnterlor  (BO  10997) 1522 

MINES  BUREAU;  oil  import  alloeaUons  (Proc.  3509) ...  11985 
MISSILES: 
BalllsUcs  missile  Industry,  Board  of  Inquiry  to  InvesU- 

gate  labor  dispute  (EO  11068) 11793 
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MISSILES — Continued 

For  Cuba,  Interdiction  of  deUvery  (Proe.  S504) 10401 

TermlnaUon  of  Proe.  3504  (Proc.  3507)- 11525 

MISSISSIPPI,  obstrucUons  of  Justioe: 

Removal  ordered  (Proc.  3497) 9681 

Use  of  armed  forces,  authority  of  Secretary  of  De- 
fense (EO  11053) 9693 

MONTHS  OF  OBSERVANCE.   5ee  Days  of  obaervaDoe. 
MONUMENTS.  NATIONAL.   See  National  monuments. 

MOTHER'S  DAY,  1962  (Proc.  3476) 4757 

MXrrUAL     EDUCATIONAL     AND     CULTURAL     EX- 
CHANGE ACT  OF  1961 : 

Administration  (EO  110J4) . 6071 

New  York  World's  Fair,  functions  (EO  11014) 3731 

NATIONAL  APPRENTICESHIP  MONTH  (Proc.  3473)  -     4467 
NATIONAL  CAPITAL  PLANNING  COMMISSION,  rec- 
ommendaUons    (Memorandum    of   November    27, 

1962) — _  11753 

NATIONAL  CAPITAL  REGION,  pUnnlng  and  develop- 
ment (Memorandum  of  Novonber  27,  1962) 11753 

NATIONAL  CAPITAL  REGIONAL  PLANNING  COUN- 
CIL, recommendaUons  (Memorandum  of  Novendtier 

27,  1962) — 11753 

NATIONAL  CULTURAL  CENTER  WEEK  (Proc.  3502) .   10243 
NATIONAL  DAYS  OF  PRAYER: 

Memorial  Day,  1962  (Proc.  3477) 4803 

October  17, 1962  (Proc.  3501) 10147 

NATIONAL  DEFENSE  TRANSPORTATION  DAY,  1062 

(Proc.    3450) 1955 

NATIONAL    EMPLOY    THE    PHYSICALLY    HANDI- 
CAPPED WEEK,  1962  (Proc.  3488) ^ 8663 

NATIONAL  FARM -CITY  WEEK.  1962  (Proc.  349^) 9639 

NATIONAL  FARM  SAFETY  WEEK.  1062  (Proc.  3451)  -     2027 
NATIONAL  FOREST  PRGDUCTS  WEEK,  1962  (Proc. 

3491) 9241 

NATIONAL  FORESTS:  ' 

Caribbean    National    Forest,    redefining    boundaries 

(BO  10992) 1311 

Cherokee  National  Forest,  inclusion  of  lands   <BO 

11066,    11067) i>- —  11788,11749 

Clark  NaUonal  Forest,  transfer  of  lands  (BO  11028).    5589 
Gila  NaUonal  Forest,  inclusion  in  GUa  CUiT'DweUings 

NaUonal  Monument  (Proc.  3467). 3791 

Hiawatha  NaUonal  Forest: 

Addition  of  lands  (EO  11028) 5589 

Consolidation  with  Marquette  National  Forest  (EO 

10993) ^ 1312 

Jefferson  NaUonal  Forest,  Inclusion  of  lands   (BO 

11066)  - - 11733 

Mark  Twain  NaUonal  Forest,  transfer  of  lands  (EO 

11028)    - 5589 

Marquette  National  Forest.  consoUdaUon  with  Hiawa- 
tha NaUonal  Forest  (BO  10093).. —     1312 

Nantahala  NaUonsJ  Forest,  industmi  of  lands  (BO 

11067) 11749 

Nebraska  National  Forest,  correction  of  land  descrlp- 

Uon  (EO  10993) 1312 

Wasatch  NaUonal  Forest,  correction  of  land  descrip- 
tion (EO  10993) 1312 

NATIONAL  GUARD: 
Civilian  employees,  withholding  of  compensation  for 

SUte  benefits  programs  (BO  lOOM) ..    1521 

Extension  of  enlistments,  authority  respecting  (BO 

11068)   — 10403 

BCisslssippl,  use  for  removal  of  obstniettons  of  Justice 

(EO    11053) _ 8893 

NATIONAL  HIGHWAY  WEEK,  1962  (Proe.  8458) 8103 

NATIONAL  MARITIME  DAT,  1082  (PXOC  8470) 4360 

NATIONAL  MEDIATION  BOARD,  emerf ency  boards  to 
Investigate  labor  dlm>utes: 
Akron  and  Barberton  Belt  Railroad  Co.,  and  listed 

carriers  (BO  11008) 2143 

American  Airlines.  Inc.  (BO  11083) 5903 

Belt  Railway  Co.  (BO  11040) 7857 

Chicago  and  North  Western  Railway  Co.  (BO  11015)-    8905 

Eastern  Air  lines,  mc.  (BO  11008) 1780 

New  York  Central  RallrMd  Co.  System  (BO  11087)..    5588 

Pan  American  World  Airways.  Ine.  (BO  11048) 8157 

Pittsburgh  and  Lake  Erie  Railroad  Co.  (BO  IIMT)..    5688 

REA  Express  (BO  11050) ( —    9205 

Southern  Pacific  Co.  (EO  11048) 8087 

Trans  World  Airlines,  Ilie.  (BO  11011) 3877 
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NATIONAL  MONUMENTS: 
Buck  Islsmd  Reef  National  Monument,  establishment 

(Proc.  3443) 31 

Craters  of  the  Moon  National  Monument,  addition  of 

lands   (Proc.  3506) 11487 

Gila  Cliff  Dwellings  National  Monimient,  addition  of 

lands  (Proc.  3467) 3791 

Natural  Bridges  National  Monument,  modification  of 

boundaries  (Proc.  3486) 8239 

Timpanogos    Cave   National    Monvmient,    redefining 

boundaries  (Proc.  3457) 2981 

NATIONAL  PANEL  OP  ARBITRATORS,  functions  re- 
specting   Federal    onployee     organizations     (EO 

10988) 551 

NATIONAL    POISON    PREVENTION    WEEK     (Proc. 

3449)   1311 

NATIONAL  PUBLIC  WORKS  WEEK  (Proc.  3484) 6965 

NATIONAL     SAFE     BOATTNO     WEEK.     1962     (Proc. 

3453) 2215 

NATIONAL    SAFETY    (X)UNC:iL    FIPTIETH    ANNI- 
VERSARY YEAR  (Proc.  3494) 9497 

NATIONAL    SC;HCX)L    LX7NCH    WEEK,     1962     (ProC. 

3499) — 10077 

NA'TIONAL  SCIENCE  BOARD,  Executive  Committee 

(Reorganization  Plan  No.  2  of  1962) 5419 

NATIONAL  SCIENCE  FOUNDATION: 

Reorganization  Plan  No.  2  of  1962 5419 

Waterman,  Alan  T.,  Director;  exemption  from  com- 
pulsory retirement  for  age  (EO  11024) 5385 

NATIONAL  TRANSPORTATION  WEEK,   1962   (Proc. 

3475) 4667 

NATIONAL  VOTER  REGISTRATION  MONTH,    1962 

(Proc.    3489) 8969 

NATIONAL    YOUTH    FITNESS    WEEK,    1962     (Proc. 

3456) 2829 

NAVAL  AIRSPACE  RESERVATION,  Guam  Island;  dls- 

continuance  (EO  11045) 8511 

NAVAL  DEFENSIVE  SEA  AREA,  Guam  Island;  discon- 
tinuance (EO  11045) 8511 

NAVY  DEPARITlyQINT ' 

Midway  Island,  civil  administration  (EO  11048) 8851 

Trust  Territory  of  Pacific  Islands,  transfer  of  func- 
tions to  Interior  Department  (EO  11021) 4409 

NETHERLANDS;  trade  agreement  (Proc.  8468) 4235 

NEW  YORK  WORLD'S  FAIR,  U.S.  participation,  func- 
tions (BO  11014) - 3731 

NEW  ZEALAND;  trade  agreement  (Proc.  3468,  Mon- 

orandum  of  June  20,  1962)- 4285,  5035 

NONDISCRIMINATION:  t 

Federal  employee  organizations  (BO  10088) 551 

Housing  owned  by  Federal  Government  or  financed  ^ 

with  Federal  aid  (BO  11063) 11527 

NORWAY;  trade  agreement  (Proc.  3468,  Monorandum 

of  J\toe  20,  1962) — 4385,  5085 

OFFICE  SPACE,  FEDERAL;  management  (EO  11035) .-    6519 
OIL: 

Emergency  preparedness  functions  (BO  10097) 1533 

Imports,  adjustment  of  (Proc.  3509) 11088 

ORGANIZATIONS.  PRTVILEQED.  INTERNATK»VAL. 

See  International  organisations,  privileged. 
OUTDOOR  RECREATION  RESOURCES,  policies  (BO 

11017) - -     4141 

OVERSEAS  AID  WEEK.  VOLUNTARY  (Proc.  8485).-    8505 
PACmC  ISLANDS  TRUST  TERRITORY,  administra- 
tion (EO  11031) 4400 

PAKISTAN;  trade  agreement  (Proc.  8488.  Memoran- 
dum of  June  30,  1083) —  4385,5085 

PAN  AMERICAN  DAY  AND  PAN  AMERICAN  WEEK, 

1082    (Proc.  3452) 3027 

PAY  AND  ALLOWANCES: 
Civilian  employees  of  National  Guard,  withholding 
of  compensation  for  State  benefits  programs  (BO 

10996)  — - - 1521 

Enlisted  members  of  uniformed  services,  additional 
pay  for  as^gnments  to  artificial  islands   (BO 

10989)  — 727 

Federal  employees: 

Emergency  evacuations  (EO  10083) 3 

Federal  Salary  Refonn  Act  of  1963,  functions  re- 
specting (BO  11058) 10017 

Peace  Corps  personnel  (BO  11041) 7858 

Travel  expenses.    5ee  Travel  and  transp(»tattoD  ex- 
penses. 
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PAY  AND  ALLOWANCES— ConUnued  

Under  Uutxml  Educational  aad  Cultural  Exchange 

Act  of  1961  (EO  11034) W71 

Wace  and  Mlary  gf  ^'«— »«^**   emervency  prepared- 

ncM  fUDCtlooa  (EO  11000) 

PEACE  CORPS:  ,,^^,^ 

Continuance  and  admlniatraUon  (BO  11041) 

OfBdal  Information,  limitation  of  authority  to  daasliy 

(BO  10985) 

PEACE  CORPS  NATIONAL  ADVISORY  COUNCIL  (EO 

PEACE  OffKCnisMiaibRIAL  DAYri»bijCTS  WEEK 
AND,  1963  (Proc.  M66) -  — - 

PERU:  trade  agreement  (Proc.  3468.  3479.  Memorandiun 

of  June  »,  1963) zzzj^^-  *'^' 

PETROLEUM  AND  PETROLEUM  PRODUCTO: 

Emergeney  preparedneae  functions  (EO  10997) 1522 

Importe.  adjortment  of  (Proc.  3509) 119<» 

PHYSICALLY  HANDICAPPED  PERSONS : 
National  Employ  the  Physically  Handicapped  Week. 

1963  (Proc.  3488) "—r-lZl    ^" 

Preaklent's     Committee     on    Employment    of     the 

Handicapped:  .... 

fttabUshment  (BO  10994) ***' 

Membership  (IK>  11018) *^*^ 

POISON    PREVIOTION    WEEK.    NATIONAL     (Proc. 

3449)  " 

POUCE  WlEKfANb  PEACE  OFFICERS  MEMORIAL 

DAY.  1963  (Proc.  3466) "JVLiL— -V" m^^ 

PORT  FACmnES.  emergency  preparedness  funcUons 

of  Secretary  of  Commerce  (EO  10999) 1527 

PORTUGAL:  trade  agreement  (Proc.  3468.  3479^  Mrai- 

orandum  of  June  20.  1962) 4235.  5929.  5935 

POST  OFFICE  DEPARTMENT:  emergency  prepared- 

ness  functions  (EO  11002) 7-^---     ^"' 

PRAYER.  NATIONAL  DAYS  OF.    See  NaUonal  days 

of  prayer.      

PRESn^NT  OF  THE  UNITED  STATES: 

Delegation  of  functions  under  section  301,  title  3. 

United  SUtes  Code:  ,^^^^ 

Attorney  Oeneral  (EO  11060) 10925 

Budget  Bureau,  Director  (EO  11036, 11060)  —  6653. 10925 

Civil  Service  Commiasian  (EO  10«83) 3 

Emergency  Planning  Office;  Director  (EO  11051).-    9683 
Federal     Aviation     Agency.     Administrator     (EO 

11047)  -       8600 

Secretary  of~(^mmerce  (EO  11023.  11049) 5131.9203 

Secretary  of  Defense  CEO  11047.  11053.  11058) 8665. 

9693.  10403 

Secretary  of  SUte  (EO  10982.  11036) --—  3- W*? 

Secretary  of  the  Treasury  (EO  11036. 11058.  11071)  ^3 

10403,  l^o7d 

Reporta  ta    See  Reports  to  the  President. 
FRBSIDENTIAL  COMMISSION  to  investigate  railroad 

labor  dispute,  change  in  membership  (EO  10991)  —     1207 
PRESIDENT-S  CABINET  TEXTILE  ADVISORY  COM- 

MTTTEE.  functions  (BO  11052) W91 

PRESIDENT'S  COMMISSION  ON  CAMPAIGN  COSTS. 

extension  (EO  11039). — -.;i^^"^z:^Z^^-    ^^" 

PRESIDENT'S  COMMITTEE  FOR  THE  DEPART- 
MENT or  LABOR  FIFTIE-IH  ANNIVERSARY 
YEAR,  establishment  (Proc.  3472) 4353 

PRESIDENT'S  COMMITTEE  ON  EMPLOYMENT  OF 
THE  HANDICAPPED: 

Establishment  (EO  10994) }**2 

Membership  (BO  11018)-.- .u^a,.;^-    * 

FRESIDENT-S  COMMITTEE  ON  EQUAL  OPPORTU- 

NITY  IN  HOUSING.  esUblishment  (EO  11063) 11527 

PRESIDENT'S   COUNCIL  ON  AGING.   esUblishment 

(go  11022)        4659 

PRESIDENTS  FORDGN  INTELLIGENCE  ADVISORY 
BOARD:  official  Information,  limitation  of  au- 
thority to  classify  (EO  10985) *39 

PRESIDENTS  TEMPORARY  COMMTITEE  ON  IM- 
PLEMENTATION  OF  FEDERAL  EMPLOYEE- 
MANAGEMENT  RELATIONS  PROGRAM,  estab- 
lishment (EO  10988) 551 

PRTVILBGED  INTERNATIONAL  ORGANIZATIONS. 
See  International  wganlaatioas.  privileged. 

PROCLAMATIONS:   preparation,  preaentatkm,  filing, 

and  publication  (BO  lltIO) 6847 

PROCUREMENT:  nonmiUtary.  restrlctioos  on  use  m 
foreign  assistance  funds  (Memorandum  of  August  1. 
1962) ''•OS 
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PUBLIC  INTERNATIONAL  ORGANIZATIONS.  PR£v- 
ILEGED.    See   International   organlsttlons.    pnv- 

PUBUC  WORKS  ACCELERATION  ACT.  administra- 
tion (EO  11049) 

PUBLIC  WORKS  WEEK.  NATIONAL  (Proc.  3484)  — 
PULASKI'S  (OEa^ERAL)  MEMORIAL  DAY,  1962  (Proc. 

Q^QQ)  - 

PURPLE  HEART,  regulations  (EO  11016)  — _ *1S9 

QUETICO-SUPERIOR    COMMITTEE,    extension    (EO 

11031)      -  &••» 

RADIO  ADVISORY  COMMITTEE.  INTERDEPART- 
MENT;  transfer  of  funcUons  to  Office  of  Emergency 
Planning  (EO  10995) *^i* 

RADIO   FREQUENCIES,   assignment   to   Government 

agencies  (EO  10995) zz^-^z^'r^     ^*^ 

RADIOLOGICAL.  BIOLOGICAL.  AND  CHEBflCAL 
WARFARE:  emergency  P»^ParedneM  functions 
(EO  10997.  10998.  11001.   11005)—   1523.1524.1534.1544 

RAILROADS:  .    ,  ^       j.       ♦  c- 

Emergency  boards  to  investigate  labor  disputes,    see 

NaUonal  Mediation  Board. 
Emergency  preparedness  funcUons  of  Interstate  Com- 
merce Commission  (EO  11005) v."""*" 

Presidential  commission  to  investigate  labor  dispute 

lEO  10991) -- 

READY  RESERVE.  acUve  duty  order,  authority  respect- 
ing  (EO  11058) 10403    . 

RECREATION  ADVISORY  COUNCIL: 

Establishment  (BO  11017) *l*}- 

Membership   (EO   11069) H**^ 

RECREATION  RESOURCES.  OUTDOOR:  policies  (EO 

11017)  tl*! 

RED  CROSSMONTH.  1962  (Proc.  3446) 819 

REORGANIZATION    PLAN    NO.    2    OP    1962.    science 

agencies  and  funcUons ***3 

REPORTS  TO  THE  PRESIDENT: 
Labor  disputes: 
Boards  of  Inquiry.    See  Inqxiiry.  Boards  of. 
Emergency  boards.    See  NaUonal  MediaUon  Board. 
Presidents  Committee  on  Equal  Opportunity  in  Hous- 

ing  (EO  11063) ^llll 

President's  CouncU  on  Aging  (EO  11022) -—     4659 

President's  Temporary  Committee  on  ImplementaUon 
of  Federal  Employee-Management  RelaUons  Pro- 
gram (EO  10988) 551 

RESERVE.  READY:   acUve  duty  order,  authority  re- 

specting  (EO  11058) ^0*03 

RESTRICTTED  DATA.    See  Inf ormaUon. 
RETIREMENT:  exempUon  of  Alan  T.  Waterman.  Di- 
rector, NaUonal  Science  Foundation,  from  compxil- 

sory  retirement  for  age  (EO  11024) 6385 

REVENUE  ACT  OF  1962.  designaUon  of  economically 

less  developed  countries  (EO  11071) 12875 

ROOSEVELT.  MRS.  ANNA  ELEANOR,  death  of:  dis- 

play  of  US.  flag  at  half-staff  (EO  11061) 10927 

RUGS    modiflcaUon    of    trade    agreement   concession    

(Proc.  3454,  3458) -  3789,3101 

RURAL    FIRE    CONTROL,    emergency    preparedness 

funcUons  of  SecreUry  of  Agriculture  (EO  10998)—     1524 

RWANDA.  Immigration  quoU  for  (Proc.  3603) 10399 

RYUKYU  ISLANDS.  admlnistraUon  (EO  11010) 2621 

SAFE    BOATING    WEEK.    NATIONAL.     1962     (Proc. 

3453)     2215 

SAFETY  COUNCIL,  P^ERAL:  reestablishment  (EO 

10990)     1065 

SALARIES.    See  Pay  and  allowances. 

SAMOA,    WESTERN:    immigratton    quoU    for    (Proc. 

3503)  -  --  -  10399 

SCHOOL    lunch' WEEK."nATIONAL,    1962     (Proc 

34J5)  10077 

SCIENCE   AQEN(5rES   AND   FUNCTIONS    (Reorgani- 
zation Plan  No.  2  of  1963) 6*19 

SCIENCE  BOARD,  NATIONAL;  Executive  Committee 

(Reorganization  Plan  No.  3  of  1963). 6419 

SCIENCE  AND  TECHNOLOGY  C»FICE;  establishment 

(ReorganlzaUon  Plan  No.  3  of  1963) 6419 

SEA  DUTY  for  enlisted  members  of  uniformed  servloes, 
addiUonal  pay  for  assignments  to  artificial  Islands 

(EO  10989) III 

SEAL  of  Peace  Corps  (EO  11041) "659 

SECURITY  REQUIREMENTS  for  Peace  Corps  person- 
nel (EO  11041) ''BSS 
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SELECTIVE  SERVICE  RSQULATIOHB  OBO  10984) ... 

SHIPPING,   emergency   preparednflM  functiona   (EO 

10999,  11008) z,zJ^^'  ™ 

SHMURAH  WHEAT  FIX>UR  IMPORTB  (Proc.  8448).-     1086 

SMALL   BUSINESS.    HOUSE   8ELJBCT  CX>MMlTi'EK 

ON;  inspecUon  of  tax  returns  (BO  11085)- W81 

SMALL  BUSINBS8  ADMZNISTIIATIC3II:  loans  to 
assist  firms  to  adjust  to  oompeCitlon  from  Imports 
(Proc.  3510) -. —  KllS 

SPACJE  SATELLITES,  use  for  fatemattODal  teleoom- 

municaUons  servioet  (BO  10886) 1619 

SPACJE  VEHICXE  INDUSTRY,  Board  of  Inquiry  to  in- 
vestigate labor  dispute  (BO  11068) 11793 

SPAIN;  nonmilitary  procuranent,  restrletkms  (Mem- 
orandum of  August  1, 1963) —     7603 

STATE  DEPARTMENT: 

See  also  International  Devel<»Hnent  Agency;  Peace 

Corps.  __ 

Atomic  energy,  communicaUon  of  restricted  data  (BO 

11057)   10289 

Cotton  textile  agreements,  functions  (BO  11053). 9691 

Foreign    currencies,    functions    under    Agricultural 

Trade  Development  and  Assistance  Act  of  1854 

(EO  11086)—. -     0053 

Foreign  duty  personnel,  pay  and  aUoeanees  in  cases 

of  onergency  evacuatloos  (BO  10883) —  3 

Mutual  EducaUonal  and  Cultural  Exchange  Act  of 

1961.  funcUons  (EO  11084) —     6071 

Peace  C^rps.  functions  <rf  Secretary  (BO  11041) 7859 

Telecommunicaticms    management    functions     (BO 

10995)    - 1519 

STATES:  ^^  ,_.^ 

Civilian  employees  of  National  Guard,  withholding 
of    compensation    for    benefits    programs    (EO 

10996)   1.521 

Emergency  preparedness  responsibilities  (EO  11051).    9683 

STRATEGIC  AND  CRITICAL  MATERIALS,  stock- 
pile; emergency  preparedness  functions  (EO  10897, 

10998.  11001.  11004.  11005,  11051) 1522. 

1634,1534.1543.1544.9663 

STUDENT  EXCHANGES  with  fmrelgn  countries  (BO 

11034)     0071 

SUGAR  QUOTA.  CUBAN;  allocation  of  part  to  Argen- 
tina and  Dominican  Republic  (Proc.  8485) 7371 

SWEDEN:  trade  agreement  (Proc.  S4A8.  Memorandum 

of  June  20.  1962) — .-.-- 4UB6.  6935 

SWITZERLAND:   trade  agreement  (Proc.  9*^,^19. 

Memorandum  of  June  30.  1963) 4885.  5839.  6936 

TANGANYIKA.  InunigraUon  quota  for  (Proc.  8508) 10399 

TARIFF  CXDNFERENCE,  1960-61;  trade  agreements 
(Proc.  3468,  3479,  Memorandums  of  June  80.  1963 
and  July  1.  1963) 4285.6938.6935.6255 

TARIFFS.   See  Imports;  Trade  agreements. 

TAX  RETURNS,  INSPECTION: 
House   Select  Committee   on  Small   Business    (EG 

11055)  - - - 9961 

Senate  Committee  on  Armed  Services  (BO  11030) 4407 

Senate  Committee  on  Foreign  Relations  (BO  11066).-  11681 

TEACHJgK  EXCHANGES  with  foreign  countries  (BO 

11034) - - 0071 

telecommunic:ations:  «^.,„,.  «-oo 

Emergency  preparedness  functions  (BO  11051) 9683 

Management  functions  (BO  10886) 1619 

TEXAS  TOWERS,  enlisted  member*  of  uniformed  serv- 
ices assigned  to;  addiUonal  pay  for  sea  duty  (BO 

10989)         . __.____-__.-.--.—.-- 727 

'I-KV'''"  i^-  ADMINLSTRATTVE  COMMITTEB.  IMTER- 
AGENCr?  (Letters  of  March  16.  1863  and  June  21, 

1962;  EO  11063) —  8871.6009,9691 

TKX'i'HT^    ADVISORY   COMMITTEB.   PRB8IDBIT« 

CABINET:  functions  (BO  11053) -jizjzzzz—    ^^^ 

TEXTILES    AND    TEXTILE    PRODUCTS.    COTTON; 

functions  (EO  11053) 0001 

Authority  of  Secretary  of  the  lYearary  (Letters  xtf 

March  16,  1963  and  June  21.  1863) 8877,6000 

THANKSGIVING  DAT.  1863  (Proc.  8505) 11309 

TRADE  AGREEMENTS: 
Cotton    textiles    and    textile    products 

March  16.  1963  and  June  31. 1882;  >0  UOtt)  Vrr.  ^^' 

8691 

El  Salvador  (Proc.  8480) ^—  0253 
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TRADE  AGREEMENTB— Continued 
General  Agreement  on  Tariflk  and  Trade : 
Modification  with  respect  to  certain  imports: 
Cylinder,  crown,  and  sheet  lOass   (Proc.  3456, 

3468) 2791.8101 

Machine-woven  pile  fioor  coverings  (Proc.  3454. 

3468) 3788,3101 

V  Tariff  Conference.  1960-61,  agreonents  (Proc.  3468, 
3479.  Monorandums  of  June  30.  1963  and  July 

1,   1963) 4336,5938.6836.6356 

TRADE  WEEK.  WORLD,  1962  (Proc.  3474) 4603 

TRADE  WITH  CUBA,  embargo  (Proc.  3447) 1085 

TRANSPORTATION : 
Emergency  preparedness  functions  (EO  10999.  11003, 

11006)     1537. 1640, 1544 

Expenses.    See  Travel  and  transportation  expenses. 
National  Capital  Region  (Memorandum  of  November 

27.  1962) 11753 

TRANSPORTATION     DAY,     NATIONAL     DEFENSE. 

1962   (Proc.  3460) 1056 

TRANSPORTATION  WEEK,  NATIONAL,  1963  (Proc. 

3475) -"- *«57 

TRAVEL  AND  TRANSPORTATION  EXPENSES: 
Federal  civilian  employees  transferred  from  one  of- 
ficial station  'to  another  for  permanent  duty 

(EO  11012)- - 2983 

Under  Mutual  Educational  and  Cultural  Exchange 

Act  of  1961    (EO   11034) 6071 

TREASURY  DEPARTBIENT: 

Cuban  trade  embargo,  fimctions  (Proc.  3447) 1086 

Enlistments  in  Coast  Guard,  extension,  authority  re- 
specting (EO  11058) 10403 

Foreign    currencies,    functions    imder    Agricultural 
Trade  Devel(4>ment  and  Assistance  Act  of  1954 

(EG  11036) 0653 

Gold  held  abroad  by  persons  subject  to  J3S.  Jurisdic- 
tion, control  and  licensing  (EO  11037) 6967 

Less  developed  countries,  designation,  fimctions  (EO 

11071) 12875 

Tariff  Conference.  1960-61.  trade  agreements  (Memo- 
randums of  June  20. 1962  and  July  1. 1963) ..  6936.  6355 
Textiles  and  textile  products,  authority  of  Secretary 

(Letters  of  March  16.  1962  and  June  21,  1962)  —  ?677, 

6009 
TRINIDAD   AND   TOBA<30.    immigration    quota   for 

(Proc.  3503) 10399 

TRUST  TERRITORY  OF  PACIFIC  ISLANDS,  admin- 
istration   (EO   11031) 4*09 

TUNA     (X)MMISSION.     INTER-AMERICAN     TROP- 
ICAL:  privileged  international  organization   (BO 

11059) .— -"  10406 

TUNG  OIL  AND  TUNG  NUTS,  termination  of  Import 

quota  (Proc.  8471) *271 

UNIFORMED  SERVICES: 
See  eOso  Armed  forces;  specific  services. 
Commissioned  officers  of  Coast  and  Geodetic  Survey, 

fimctions  of  Secretary  of  Commerce  (EO  11033) .    5131 
Enlisted  members,  additional  pay  for  assignments  to 

artificial  islands  (BO  10888) 737 

UNITED   KINGDOM;   trade   agreement    (Proc.   3468, 

Memorandum  of  June  30,  1963) 4335, 5935 

UNITED  NATIONS  DAY,  1963  (Proc.  3469) 4267 

UNITED  STATES  ADVISORY  COMMISSION  ON  IN- 
TERNATIONAL EDUCATIONAL  AND  CULTURAL 

AFFAIRS  (BO  11034) 0071 

UNITED  STATES  ARMS  CX5NTROL  AND  DISARMA- 
MENT AGENCY: 
Arms  control  and  disarmament,  interagency  coordi- 
nation (EO  11044) -—     8341 

Official  information,  limitation  of  authority  to  clas- 
sify) (EO  10986) *39 

UNITED      STATES      DEPARTMENT      OF      LABOR 

FUri'lETH  ANNIVERSARY  YEAR  (Proc.  3473)..     4353 
UNITED  STATES  INFORMATION  AGENCY;  Mutual 
Educational  and  Cultural  Exchange  Act  of  1961, 

functions  (BO  11034).. 0071 

UNIVERSAL  AND  INTERNATIONAL  EXUIHITION 
OF  BRUSSELS.  1968;  functions  respecting  liquida- 
tion of  affain  (BO  11034) 8071 

VESSELS: 
Bound  for  Cuba,  interdiction  of  delivery  of  offensive 

weapons  (Proc.  3604) _. 10401 

Termination  of  Proc.  3504  (Proc.  3607) 11526 
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PiTMidcntiol  PocwwiiK     Confinu<d 

VESSEUB— Continued    ■  ^ _^ 

Public.  funcUoM  of  Saeretary  of  Oommeroe    iBO 

11023)    *^31 

VFTKRANS  DAY.  IMS  (Proe.  MM) ,M33 

VOLUMTART  OIL  IMPORT  PROGRAM  (Proc.  3509)  -  11986 

VOLOHTARY  OVERSEAS  AID  WEEK  (Proc.  S466) 3506 

yOTBl  REOISTRATION  MONTH.  NATIONAL.   1962 

(Prfic.  1489> *^^ 

WAKE  laEJIND.clTfl'iidmlnl^nitlon  (BO  11048) 8851 

WATER  TRANSPORTATION,  emersency  preparedness 

functk»8   (BO   11006) 1M4 

WATERMAN.  ALAN  T..  DIrKtor.  National  Sdence 
Foundation;  exemption  from  compalMxr  retire- 
ment for  age  (EO  11024) 5385 

WEAPONS  OFFENSIVE,  for  Cuba;  Interdiction  of  de- 

UTery  (Proc.  3504) 10401 

Termination  of  Proc.  3504  (Proc.  3507) 11525 

WEATHER    FORECASTS,     emergency     preparedness 

functions  of  Secretary  of  Commerce  (BO  10009) ...     1527 

WEEBB  OF  OBSERVANCE.    See  Days  of  obserrance. 

WESTERN    SAMOA.    Immigration    quota    for    (Proc. 

3503) 10399 

WILDLIFE;  management  of  resources  for  recreational 

puipoaee  OBO  11017) *1*1 

WORLD  TRADE  WEEK.  1M2  (Proc.  3474) 4503 

WORLDS  FAIR.  NEW  YORK;  U.S.  parUclpation.  func- 

tkms  (BO  11014) 3731 

YEAR  2000  PLAN  for  National  Ca^pital  Region  (Memo- 
randum of  November  27,  1082) 11753 

YEARS  OF  OBSERVANCE.    See  Days  of  observance. 

YOUTH    FITNESS    WEEK.    NATIONAL,    1982    (Proc. 

3456) 2829 

PresicUntiol  LibrarMs: 

DWIOHT  D.  EISENHOWER  LIBRARY,  use  of  records.     4027 
HERBERT  HOOVER  LIBRARY,  use  of  records 8974 

President's  Cabinet  Textile  Advisory  Com- 
mittee: 

FUNCmONS  (Executive  Order  11052) 9691 

IMPORT  RBSTRICTTIONS,  certain  countries : 

Portugal  10109,  10332.  12588.  12589 

RepubUc  of  China 10859. 11242.  11677.  12850.  12978 

President's  Commission  on  Campaign  Costs: 
Extension  (Executive  Order  11039) --—     7755 

President's  Committee  for  the  Department  of 

Labor  Fiftieth  Aimiversary  Yean 

Establishment  (Proclamation  3472) . 4353 

President's  Committee  on  Employment  of  the 

Handicapped: 

ESTABLISHMENT  (Executive  Order  10994) 1447 

MEMBERSHIP  (Executive  Order  11018) 4143 

President's  Committee  on  Equal  Employment 

Opportunity: 

GOVERNMENT  EMPLOYMENT,  nondiscrimination: 

Complaints,  time  limit  for  processing 11531 

Interpretation  of  complainant's  rights 1790 

PROCUREMENT,  obligations  of  Government  con- 
tractors and  subcontractors 11551 

President's  Committee  on  Equal  Opportunity 

in  Housing: 

Establiitmkent  (Executive  Order  11063).- 11527 

President's  Council  on  Aging: 

Establishment  (Executive  Order  11022) 4659 

President's     Foreign     Intelligence     Advisoiy 

Board: 

Official  information,  limitation  of  authority  to  classify 

(Executive  Order  10985) 439 

President's  Temporary  Committee  on  Imple- 
mentation of  Federol  Employee-Man- 
agement Relations  Program: 

Establishment  (Executive  Order  10988)-— 551 

Pribilof  Islands: 

Liquor,  landing  and  use  of 1430 


Price  Support  Programs: 

See  Ckxnmodity  Credit  Corporation. 

Prisoners: 

Parole,  release,  supervision,  recommitment 8487 

Prisons  Bureau: 

Authority  delegation  from  Attorney  General;  establish- 
ment of  Federal  Prison  C^amp  at  Eglin  Air  Force 
Base,  Florida 10712 

Privileged  International  Organizations: 

See  International  organimtlons.  privileged. 

Proclamations,  Presidential: 

ISSUED  l»y  President.    See  Presidential  documents. 
PREPARATION,  "presentation,  filing,  and  publication 

(Executive  Order  11030) 5847 

Procurement: 

See  also  Contracts. 

ARMED  SERVICES.  5ee  Air  Force  Department;  Army 
I>partment:  Defense  Department. 

AUTHORITY  DELEGATIONS  respecting  procurement 
functions.    See  specific  agencies. 

FEDERAL  PR<X:UREMENT  REGULATIONS.  See 
General  Services  Administration. 

MINERALS.  METALS,  procurement  for  Government 
use  or  resale.    See  General  Services  Administration. 

NONMUJTARY.  restrictions  on  use  of  foreign  assist- 
ance funds  (Memorandiun  of  August  1,  1962) 7603 

REGULATIONS  of  various  agencies.  See  specific 
agencies.       

URANIUM  PROCnJREMENT  PROGRAM 
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Prunes: 

DRIED;  marketing.  California 411. 

458. 881.  6754,  7540,  7989.  8583 

FRESH ;  marketing :  ^^^^  ,  ^^^ , 

Idaho   7866.10291 

Oregon  -   -     7866,8069.8347.10291 

Washington 7866.  8069.  8347 

Public  Contracts  Division,  Labor  Department: 

GENERAL  PROVISIONS: 

Insertion  of  stipulations 306,4556 

Minimum   wages 306 

Partial  administrative  exemptions 4556,9060 

MINIMUM  WAGE  DETERMINATIONS : 

Alaska  and  Hawaii;  enforcement 316.3201 

Drugs  and  medicine 315.1359 

Motors  and  generators  Industry 1913,2860,10164 

Office,  computing,  and  accoimting  machines  Industry.     1269 
Proposed  rules,  hearings,  etc.;  various  industries: 

Battery    Industry 9658, 10259.  10299 

Conveyors  and  conveying  equipment 5437 

Electric  lamp 12960 

Electronic   equipment 11282,12450 

Engines  and  turbines 2532,3522 

Machine  tools 898 

Men's  hat  and  cap  Industry  In  Puerto  Rico 2250 

Pumps  and  compressors 182,12962 

Sclentinc,  Industrial,  and  laboratory  instruments.-    3611, 

6561. 12964 

RECORDS.  non-Federal;  retention  requirements 3045 

SAFETY  AND  HEALTH  STANDARDS : 
Enforcement  by  State  officers  and  employees;  com- 
plaints. Inspections,  etc 1270 

Federal  supply  contracts,  radiation;  proposed  rules. _     8211 

Public  Debt  Bureau: 

See  Treasury  Department. 

Public  Healrti  Service: 

AUTHORITY  DELEGATIONS.     See  Organization  and 

functions. 
BIOLOGICAL  PRODUCTS: 
Licensed  products,  manufacturers  and  license  num- 
bers; Ust 1076.5440.7691.11777 

Regulations: 
Adenovirus  vaccine,  safety  standards;  virus  pool, 

proposed  rule 8975 

Blood,  whole,  human,  additional  standards;  steril- 
ity        307 

General  standards  for  products;   sterility 30? 


Public  Health  Service — Continued 

BIOLOGICAL  PRODUCTS— Continued 
Regulations — Continued 
Measles  vims  vaccine,  additional  standards;  pro- 
posedrules: 

Inactivated  8214 

Live,   attenuated '. 8216 

Poliomyelitis  vaccine;  safety  standarda,  virua  pool, 

proposed  rule 8875 

COMMISSIONED  OFFICBRS: 
Appointment,  regular  corps;  age  requirements,  iw*nfffr 

assistant  grade  and  behnr ;. 3886 

Promotion  provisions  applicable  to  regular  corps; 

prescription  of  niunbers  in  gradft.^ 807. 9724 

Quarters;  revocation 13544 

Training;  payment  of  tuition,  fees,  and  other  necaa- 

sary  expenses 3886 

FELLOWSHIPS;  dependency  aUowancea.  tuition,  etc      6387 
GRANTS: 
Hospitals  and  medical  facilitiea: 
Beds,  distribution   of.  for  acute   and   long-term 

illness 5503 

Construction  and  equipment  standards 895 

Project  priority '  895 

RehabiliUtion  facilities,  distrllmtton _"8»4. 1071 

Public  health  aerrioes,  grants  to  States  for;  radio- 
logical health  programs : 10653 

Research  facilities;  definition 6328 

Water  pollution  control,  treatment  wotkz 2124 

^^       ,   ^  4421. 1740.7985 

Federal  shares 9730 

Grant  limitations 4740  7985 

HOSPITAL  CONSTRUCTION:  

See  also  Grants,  above. 

State  allotment  percentages-*. 9152 

INTERSTATE  QUARANTINE;  drinUnc  water  atand- 

ards,  certain 2153 

ORGANIZATION  and  functions;  auttmrtty'deU^itions- 

By  Surgeon  General esse  6567 

To  Surgeon  General  from  Seeretary  d  Heeltli,  Ed- 
ucation and  Welfare 1427 

To  various  officials,  negotiation  of  contoactsIIIIIZII   1418. 

SS37  10791 
PROCUREMENT;  authority  delegations  tram  HeiSli,'  ■ 

Education,  and  Welfare  Department 1418, 3637  10791 

RECORDS.  non-Federal;  retention  requlzcments      _  '-3041 
STATISTICAL  SERVICES,   special.  National  Center  - 
for  Health  Statistics;  authorization  and  chargca-..    12123, 

"~    13739 

WATER,  drinking;  standards 2152 

WATER  POLLUTION  CONTROL,  grants  for  construe-  ' 
tion  of  treatment  works;  allotments  t0  States,  labor  - 

standards,    etc 2124. 4431. 4740|  7985 

Federal  shares,  promulgation  of r  9730 

Grant   limitations 4740'  7986 

Public  Housing  Administration: 

ORGANIZATION  AND  FUNCTTCMS: 
Authority  delegation  from  Housing  and  Home  Fi- 
nance Administrator  to  CommlsBiaiier;  Title  m. 
Federal   Property   and  Administrative  Sarlces 

Act,   1949 ^  ,8915 

Delegations  of  final  authority 4__  jl0777 

.^^Federally-owned  public  housing;  functions  of  c^-  : 

tain    officials , 10777 
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3619 


2296 
2686 


S114 


706 


706 


Contracts  for  materials,  equipment,  Mnrtoes,  eta. 

Land  rental  increases,  execution;  Dtoeetor.  Plan- 
ning and  Production  Branch 

Representative  of  I^partmoit  bead  lespeettac 
contracts;  Director,  Planning  and  Prodnctton 

Branch 

Locally  owned  low-rent  housing __I  10777 

Authority  of  Commissioner.  Kenneth  C  Cava- 

naugh,  Regional  Director g7i 

Certain  officials;  deletion  from  list- II_I"IIZ      706 

Contracts  for  ptirchase  by  local  authorities  of 

materials,  equipment  and  supplies 5114 

Requisition    agreements    and    requisitions  ~far 

funds -__    3618 

Officials,  certain,  delegations  to IIZZZI_.IZ_«  10778 

Financing  Officers.  Legal  Divlsioix;  lrenM,~'con" 

tracts,   etc §179 


Public  Housing  Administration — Continued 

ORGANIZATION  AND  FUNCTIONS — Continued 
Description  of  agency  and  programs:  Acting  Directors. 
RegionaTQfflces : 

Order  of  succession 

Regional  Offices: 
Atlanta bSS2 

^    ^H®^^  ^<^ 27773610, 11786 

PROCEDURAL  PROVISIONS,  PHA  records;  Chief. 
Records  Administration  Section,  Office  Services 
Branch  1722 

Public    International    Organizations,    Privi- 
leged: 

See  International  organizations,  privileged.  j 

Public  Roads  Bureau: 

AUTHORITY  I»LEOATION  from  Secretary  of  Com- 
merce to  Federal  Highway  Administrator;  proeure- 

ment  of  property  and  services 

HIGHWAY    TRAFFIC __         __      

ORGANIZATION  AND  FUNCTIONS 11824. 11825 

Audit  and  Investigation  Office  established 7687 

Development    Division,    formerly    Equipmrat    and 

Methods    Division 7743 

Research  and  Development  OOce,  funetitms "    7748 

Right-of-Way  and  Location  Office  established 7687 

POLICY  regarding  irregularities  with  respect  to  direct- 
Federal  and  Federal-aid  highway  la-ograms-.  S6&2.8448 
RECORDS,  non  Federal;  retention  requirements 3036 

Public  WoHcs  Acceleration  Act: 

ADMINISTRATION  (Executive  Order  11049) L.    9203 

AREA  REDEVELOPMENT  ADMINISTRATION  9779 

COMMERCE    DEPARTMENT ~  11402 

COMMUNITY  FACmnES,  Housing  and  Home  Fi- 
nance Agency __  11004 

Public  Worics  Week,  National: 

(Proclamation  3484) J_     6965 

Puerto  Rico: 

AIR  PASSENGER  FARES;  investigation,  hearing ._    2186 

AIR  TRAFFIC,  security  control X  10750 

AIRCHAFT  restricted  area 563 

FOREIGN  TRADE  ZONE.  Penuelas 1584.4601 

LUMBER  SHIPMENTS  from  United  States  ports  in 
foreign-flag  vessels.    See  Maritime  Administration. 
OIL,  crude  and  unfinished,  and  finished  products: 

Allocations   6561,6955 

Imports,  adjustment  in  maximimi  level 2014 

2605,  5914,  12454 
SUGAR;  production,  marketing,  prices,  etc.    See  Agri- 

culture  D^artment. 

TELEVISION  BROADCAST  STATIONS 6347, 11424 

TOBACXX>  STANDARDS,  cigar-ffller  tobacco 728 

VESSELS,  undocumented;  numbering 3886 

WAGE  ORDERS,  etc.,  various  Industries.    See  Wage 
and  Hour  Division. 

Pulaski's  (General)  Memorial  Day,  1962: 
(Proclamation  3490) 9201 

Purple  Heart: 

Regulations  (Executive  Order  11016) 4139 


Quarantine  Regulations: 

ANIMAL    DISEASES,    control    of.    See    Agriculture 
Department. 

CANAL  ZONE,  maritime  and  aircraft  quarantine 11666 

DRINKINO  WATER  STANDARDS,  interstate  quaran- 
tine     : 2152 

PLANT  QUARANTINE,  domestic  and  foreign: 
Agriculture   Department.    See   Agriculture   Depart- 
ment.   . 
Postal  regulations 0975 

Quetico-Superior  Committee: 

Extension  (Executive  Order  11031) 5399 


Rabbits: 

Grading  and  inspection. 


7481 
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P»fe 


See  RadkMbcttTlty. 

Radio  AdvisoffV  Commltt**,  lnf»cd«partm«nt: 

TniMfer  of  functtona  to  Office  of  Emergency  Planning 
(ExecuUye  Order  10Q95> 

Radio  Antonna  Structwrw: 

Construction,     »eron«utk»l     studies     respecting     See 
I  \  Pederml  ATlatlon  Agency 

Radio  Communicatfons: 
See  Federal  Communlaitlons  Commission. 

Radio  Froquoncios: 

ALLOCATION:  ^  .    .^„ 

See  Federal  CommunicaUonsCominisslorv 
To  Oovemment  agencies  (ExecuUve  Order  10995' 

Tm!iafl5TERINa  devices  and  wireless  microphones; 
proposed  rule,  extensiOTi  of  time-         

Radio  Propagation  Course: 

National  Bureau  of  Standards  course.  Boulder,  Colo  . 


*"*«•   Raisins: 

CROP  INSURANCE: 

1961  and  succeeding  crops '  \v7ni 

1963  crop ^Vu 

^^^^    MARKETING. ^Califomla^-.--^-^-^^^^ 

10249. 10409, 10494,  10991. 


Ready  Reserve:  ^ 

ACTIVE  DUTY  ORDER,  authority  respecting  (Execu- 
i  tlve  Order  11058) --- 

CRITICAL  SKILLS,,  selection  of  certain  persons  with, 
for  enlistment  in  units  of  reserve 


10403 


202 


Reclamation  Bureau: 

CALIFORNIA.  Yuma  IrrlgaUon  Project.  Arizona-Cali- 
fornia   Reservation    Division;     annual    operaUon. 

maintenance,  and  water  rental  charges 1^*!>J 

WASHINGTON.  Columbia  Basin  Project:         ,    ._..  „,„ 

,      High  land  in  farm  units,  reclassification  Mtrrigablc^-     5710 

I      Sale  of  full-time  farm  units 353.5348.6794.8834.8956 

3702    WYOMING.  Powell  townslte.  Shoshone  project;  sale  or 
I  lots  


1519 
700 


357 


3026 


10653 


Records: 

AVAILABILITY    for   research,  retention  requirements. 

fees  for   reproducUon.  etc.     See  specific  agencus. 

NON-FEDERAL  RECORDS,  guide  to  record  retention 

requirements ^^^^ 

Index  

Supplements:  wiw*„ 

Civil  Aeronautics  Board  requu-ements.  availability 

of  credentials  for  inspection •>"8^ 

Second    War    Powers    Act    of    1942.    requirements 

under      ^086 


of 


5905 


8211 


Recreation  Advisory  Council: 

ESTABLISHMENT  (E^xecutlve  Order  11017* 4141 

MEMBERSHIP  of  Secretary  of  Commerce   (ExecuUve 

Order  11069> ***'*' 

Recreation  Resources,  Outdoor: 

Policies   (Executive  Order  11017) **** 

Red  Cross  Month,  1962: 

( Pi  oclamatign  3446 ) 


Radioactivity: 

AIR  CARRIERS,  liability    for   nuclear   and   radiation 

damage:  investigaUon ^-\^w -iUM 

DOMINIC  NUCXEAR  "T^  s^>?|i/,%V.Vn..  Voi.Y.  [^. 

h£uLtH  PROGRAMS  relating  to  radiological  health 

grants  to  States  for "\:"y^ 

RADIATION  DEVICES;  low  power  communication  de^ 

vices,  proposed  rule ;       e      At^^^i^ 

REACTORS,  construction,  operation,  etc.     See  Atomic 

Energy  Commission. 
STANDARDS: 

Protection  against  radiation  ,    „ 

SdSkcUvity    standards.     See    National    Bureau 

Standards. 
Safety  and  health  standards  for  Federal  supply  con- 
tracts; proposed  rules 

Radiological,  Biological,  and  Chemical  War- 

Emereency   preparedness   functions     Executive   Order 

low?    ITOM.  11001.  11005) 1522.  1524.  1534   1544    R^^Y^I^^p^ent: 

Railroad  Retirement  Board:  l  See  Area  Redevelopment  Administration 

INSURANCE  ANNUITIES  and  lump  sums  for  survi- 

yors:  definitions  of  widow,  child 10829 

PROCEDURES  AND  FORMS .   .7      ' 

RAILROAD  RETIREMENT  ACT.  regulations 

Actuarial  Advisory  Committee r\\       „»^        q^o? 

Annuities;  eliglblUty,  applications.  compuUUon.  etc        3321 
Coordinatton  allowances,  dismissal  allowances,   etc.. 

definitions;  proposed  rules,  hearing 3J« 

Residual  lump-sum  paymente "'^ 

Survivors  Insurance  aimultles  and  lump  sums  for 4878 

RJSSS5S     uSSffLOYMENT     INSURANCE      AC- 

COUNT    proclamation  of  deficit imo 

RAILROAD  UNEMPLOYMENT  INSURANCE  ACT.  reg- 

AvaUable^for  work,  training  pursuant  to  Public  Law 

87-415        -   -  -    

Coordination  allowances,  dismissal  allowances,  etc 

definitions;  proposed  rules,  hearing 5748,  6942 

DaUy  benefit  rates,  determination  of     -  -  -     -  -  -  -  -     ^'f' 

tC .. .  ,..>»f.HK.itinnc  anrt  rontribution  reports--    l4ia. 


819 


Employers'  contributions  and  contribution  reports - 


2175 
6605 
3085 


Registration  for  benefits,  day  of-- -   - 

RECORDS.  non-Federal;  retention  requirements 

Railroads:  ,  *^„ 

ACCIDENTS  at  raU-highway  grade  crossings  involving 
motor  vehicles  transporting  dangerous  cargoes;  In- 
*         vestlgatlon.  hearing :\:       LT-  2189.4899 

EMERGENCY  BOARDS  to  InvesUgatc  labor  disputes. 
See  National  Mediation  Board. 

EMERGENCY  PREPAREDNESS  FUNCTIONS  of  Inter- 
state   Commerce    Commission    (Executive    Order 

11005)    VK::„VfltV 

EMPLOYEES,  retirement  and  unemployment  oenenis. 

See  Railroad  Retirement  Board. 
PRESIDENTIAL   COMMISSION    to   Investigate   labor 

dispute  (Executive  Order  10991 ) ii"?,---- 

REGULATIONS,  TAWFre,  etc.  Set  Interstate  Com- 
merce Commission. 


Rehabilitation: 

Physical  rehabilitation  of  disabled  persons,  k rants  for 

construction  of  facilities --     8»4,  luu 

Renegotiation  Board: 

CONDUCT  OP  RENEGOTIATION;  filing  of  informa- 
tion and  requests  by  contractor,  place  for  fiUng  and 
business  hours iTil'I'j 

CONSOLIDATED  RENEGOTIATION  of  affiliated 
groups  and  related  groups v."  V"V"-1"" 

COSTS  ALLOWABLE  against  renegotlable  business, 
advertising,  and  other  costs,  expenses,  and  reserves - 

EXEMPTIONS  from  renegotiation : 

Mandatory:  ,  ^        i      .»„,. 

Agricultural  commodities  and  raw  materials,  cer- 
tain, profits  from  increment  in  value  of  excess 

inventory 

Water  common  carriers 

Permissive:    subcontracts,   "stock   item"-    . .     --;.^„- 
FISCAL   YEAR  BASIS   for   renegotiation   and   excep- 
tions;   treatment  of  contracts  with   price  adjust- 
ment provisions --- 

INFORMATION     required     of     contractors; 

statement  filing 

ORGANIZATION: 

Authority  delegations,  certain  functions,  powers  and 

duties :;;,"; 

Regional  offices,  locations;  Eastern  and  Western 

PRIME  CONTRACTS  and  subcontracts  within  scope  of 

Act;  coverage  after  1956 r'V,' 

SEGREGATING     renegotiate      and     nonrenegotiable 

sales;   responsibility ; 

TAX  COURT,  review  helore:  statutory  provision..       --     7*90 
TERMINATION  of  renegotiation;   statutoiT  provision     ^^^^ 

and  termination  date — :""ZJm 

UNILATERAL  ORDER  PROCEDURE;  Regional  Board 

determlnltiion 
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8073 
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Reorganization  Plons  of  1962: 

No.  2,  Science  agencies  and  funetkHV 1 5419 

Reports  to  President: 

See  under  President.  v,  * 

Reserve,  Ready: 

ACTIVE  DUTY  ORDER,  authority  rapecttng  (Execu- 
tive Order   llOM) 10403 

CRITICAL  SKILLS.  aelecUon  of  certain  pecaons  with. 

for  enlistment  in  units  of  reserve 202 

Reservoir  Areas: 

Public  use.    See  Engineers  Corps. 

Reservoir  Project  Lands: 

INTERIOR  DEPARTMENT  poUcj 1733 

JOINT  POLICIES  Of  Army  and  Interior  Departments—    1734 

Restricted  Areas:         I  | 

See  Danger  and  restricted  areas. 

Restricted  Data: 

See  Information;  Security. 

Retirement: 

CIVIL  SERVICE  term  appointments,  exclusion  from 

retirement  coverage 10408 

EXEMPTION   of   Alan   T.   Waterman.  Director.   Na- 
tional Science  Foundation,  from  compulsory  retire-  - 
ment  for  age  (Executive  Order  11024) 5385 

OPTIONAL  RETIREMENT,  members  oJf  armed  services.    5549 

Revenue  Act  of  1962: 

Designation  of  economically  less  developed  countries 

(Executive  Order  11071) 12875 

Rice:  | 

CROP  INSURANCE.  1963  crop 12700 

EXPORT  PRCX3RAM: 
Definition   of   Vice  President.   Foreign  Agricultural 

Service . 609 

Payment  in  kind ?».__  10831. 11755 

LOAN   AND   PURCHASE   AOREEliENT   PROGRAM. 

1962  crop . 6743.8419 

MARKETING  QUOTAS  and  acrease  allotments: 

1959  and  subsequent  crops 12270 

1962  crop 145. 184.  V10.14M.  1594. 2680. 

2770.  3912.  6978.  6378.  9091.  9440.  9441.  9612 

1963  crop i.  12611.12654 

PRICE  SUPPORT  PROGRAM.  1962  CTOP 4411,  8667 

WAREIHOUSE  STORAGE,  rougjb  and  milled  rice;  imtt . 

prices   -.^ 5005 

Rights-of-Way: 

ELECTRIC  POWER  TRANSMISSION  LINBB.  proposed 
rules: 

Forest  Service 12059 

Land  Management  Btireau 12954 

HIGHWAYS.    See  Land  Management  Bureau. 

Roads: 

■Sec  Highways. 

Roosevelt,  Mrs.  Anna  Eleoner: 

Death  of.  display  of  U.S.  flag  at  half-staff  (Executive 

Order  11061) 10027 

Rugs: 

Modification  of  trade  agreement  concesskm 

tion  3454,  3468) Xim,  8101 

Rural  Electrification  Adminisfration: 
AUTHORITY    DELEGATIONS    by   AdminMntflr   to 

various   officials >y ». .. .      669 

ORGANIZATION  AND  FUNCl'lOWS— 1734 

Rural  Fire  Control: 

Emergency  preparedness  functlMis  ct  nw  if  laij  of  Afii- 

culture  (Executive  Order  10998).. 1524 

Rwanda: 

Immigration  quota  for  (Proclamation  3603) .  16899 

Rye: 

CROP  INSURANCE.  1963  C«)P ; tMt.  12702 

FUTURE  DKLIYERT.  Umtts  oa  i*"-***^*^  and  dallr 

trading ffM  12366 
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Rye — Gmtinued. 

LOAN  AND  PURCHASE  ACHIEEMENT  PROGRAMS ' 

1961  crop 557,  M3, 1407.  3160 

™™  SJSS;;^ 8257. 7379,  9937 

PRICE  SUPPORT.  1962  crop V4411 

Ryegrass  Seed: 

Marketing  agreement,  proposed ; 5432, 11022 

Ryukyu  Islands: 

Administration  (ExecuUve  Order  11010) 2621 


I 


Safe  Boating  Week,  National,  1 962: 

(Proclamation  3453) 2215 

Safety  Council,  Federal: 

Reestabllshment  (Executive  Order  10990) 1065 

Saint  Elizabeths  Hospital: 

Prociu-ement,  authority  delegation  from  Health.  Educa- 
tion, and  Welfare  Department 10791 

Saint  Lawrence  River: 

Claims  for  damages  caused  by  constructitm  of  Gut 

Dam 1 10111 

Saint   Lawrence  Seaway   Development  Cor- 
poration: 

SEAWAY  REGULATIONS L 2243 

SEAWAY  RULES IHI     2895 

Saline  Water  Office: 

Authority  delegation  by  Director  to  Process  Resident 

Engineers;  purchases  of  Supplies  and  materials....    1296 

Samoa,  American: 

Wage  order  procedure 10651 

Samoa,  Western: 

Immigration  quota  tor  (Proclamation  3503) 10399 

Satellite  Communications: 

FCC  regulations  and  frequency  bands 10862, 11971, 13677 

Souettcraut,  Canned: 

standards,  proposed  rule 11954 

School  Lunch  Program: 

Apportionment  of  funds : 

J^? *274 

1963 10571 

Schoor  Lunch  Week,  Notional,  1962: 

(Proclamation  3499) 10077 

Schools: 

See  Education  and  educational  facilities. 

Sdence  AgeiKies  and  Functions: 

Reorganization  Plan  No.  2  of  1962 5419 

Science  Board,  National: 

Executive  Committee   (Reorganization  Plan  No.  2  of 

1962)    5419 

Science  Exhibit,  U.S.: 

Authority  delegation  to  Commissioner  from  Secretary  of 

Commerce;  negotiate  contracts 1076 

Science  and  Technology  Office: 

Establishment  (Reorganization  Plan  No.  2  of  1962) 5419 

Seals: 

AIR  FORCE  DEPAR'niENT 857 

FEDERAL  AVIATION  AGENCY 2804. 4951 

INTERNAL   REVENUE    SERVICE.    Philadelphia    Re- 
gional Service  Center 12751 

MARITIME  ADMINISTRATION . 1493 

PEACE  CORPS  (Executive  Order  11041) 7859 

Secret  Service: 

Acting  Chief;  designation __      951 

Securities  and  Exchange  Commission: 

ACXX>UirnNG  matters*  intetpretattve  releaae:  Incaaie 

statements,  certiflcattaD 2312 
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Securities  and  Exchange  Commission — Con. 

CONDUCT  STANDARDS  respecting   unregiatcred   se- 

cxiriUes  dl«trlbuUon  by  broker-dealers ^^^^ 

FINANCIAL  STATEMENTS,   form    and   content.  ^- 
curlUes  Act.  1933.  SecuriUes  Exchange  Act    1934 
Public   UUUty   Holding   Company   Act.    1935,    and 
Investment  Company  Act.  1940 : 

ApplicaUon  of  Part v  .      r'"T" 

Employee  stock  purchase,  savings  and  similar  Plans^ 

Ufe  insurance  companies:  proposed  rules 855J.  hsm 

HEARINGS.    See  list  at  end  of  this  agency. 
INFORMATION  and  requests: 

Directory  of  companies  required  to  file  annual  re- 

News  Digest;  free  distribution  discontinued 1722 

INVESTMENT  ADVISERS   ACT   of    1940:    custody   or 

possession  of  cUents'  funds  or  securlUes 2149 

INVESTMENT  COMPANY  ACT.  1940 : 

Equity  funding,  secured  funding,  or  Ufe  funding ;  pub- 
lic offerings ^*^" 

Exemption  of  certain  transactions  of  Insurance  com- 
panies: proposed  rule 10910 

Financial     statements.     See     Financial     sUtements. 

above. 
Records:  preparation,  maintainence  and  preservation 

by  investment  companies 635, 1 1993 

Reports  to  stockholders  of  management  companies.    7738 

1 1639 

Repurchase  of   securities  by   closed-end   companies. 

disclosures  to  security  holders 9987 

Securities  or  interests,  acquisition^  of 9652 

ORGANIZATION  and  program  management 1^7  u 

Authority  delegations,  certain  staff  ofBdals ;  proposed 

rules    ^2726 

PRACTICE,  rules  of:  / 

Filing  of  motions  to  Commission,  briefs ^Jyo 

Hearings  for  taking  evidence,  procedure -     ^^o2 

PUBLIC  UTILITY  HOLDING  COMPANY  ACT.  1935 
Exemption  of  certain  acquisitions  from  nonafBliates. 
procedure  applicable  to  certain  applications  and 

declarations  etc.,  proposed  rules 12841 

Financial    sUtemente.      See    Financial    sUtements. 
abot>e. 
RECORDS:  ^  ,     ,  „.,. 

Detroit  Stock  Exchange,  records  disposal  plan ^oia 

Investment  company   records,   preparation,  mainte- 
nance and  preservation 835. 11993 

Non-Federal:    retention   requirements 3085 

SECURITIES  ACT.  1933: 

Financial     statements.     See     Financial     sUtements, 

above.                                                   ^ 
Form  S-8.  for  registration  of  securities  offered  to  em- 
ployees under  certain  plans 1368.9213, 10829 

Fractional  interests,  certain,  offer  or  sale 3288 

InterpreUtive  releases: 

Acceleration  of  registration  sUtements 3990 

Accountants,  independent,  certification  of  income 

'  sUtements    2312 

Equity,  secxired.  or  life  funding   investment  con- 

•*      tracts,  public  offering ,ti?2 

Non-public   offering   exemption oXA? 

Short  sales  of  securities :-:---    ^"^ 

Unregistered    securities    distribution    by    broker- 
dealers,  conduct  standards  respecting 1251 

Registration  of  securities  by   foreign   issuers:    pro- 

posed  rules 6M3,  8222 

Special  exemptions,  shares  offered  in  connection  with 

certain  transactions 232,3289 

Transactions  by  Issuer  not  Involving  public  offering: 

convertible  securities 1*16 

SBCURITIES  EXCHANGE  ACT.   1934: 

Detroit  Stock  Exchange:  records  disposal  plan 2015 

Exemption  of  certain  securities  from  sections  14 ^ a) 

and  16  of  Act;  proposed  rule 10227. 11324 

Financial    sUtements.    See    Financial    sUtements. 

above. 
Forms  for  reports  of  issuers  having  securities  regis- 
tered on  national  exchanges : 
7-K.  quarterly  reports  of  certain  real  esUte  com 


Page 
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6230 


8-K.  current  reports:  proposed  rules 3695.4432 

10-K.  pursuant  to  section  13  or  16(d) 7871 

11-K.  employee  stock  purchase,  savings,  etc.,  plans. 

pursuant  to  section  15(d) 7875 


Socunties  and  Exchonge  Commission — Con. 

SECURITIES  EXCHANGE  ACT,  1954— Continued 
InterpreUtive  releases:  broker-dealer  activities: 

Equity,  secured,  or  Ufe  funding 1415 

Short  sales  of  securities v"r"':i' 

Unregistered  securities  distribution,  conduct  stand- 
ards  respecting 1251     , 

Manipulative  and  deceptive  devices  and  contrivances: 
Offering  of  securities  on  'aU-or-none'  basis...  7684.  9943 
Sale  or  redemption  of  certain  securities.  represenU- 

tion  concerning:  proposed  rule 8280 

National  and  afllUated  securities  associations:  reUef  . 

from  sUtutory  disquaUflcaUon 2399 

Over- Ihe-counter  markets: 

Boiler  room"  activity:  proposed  rule o^ot) 

Di.sclosure  and  other  requirements  when  extending 

or  arranging  credit  in  cerUin  transactions 5204, 

Tran.smission  or  maintenance  of  payments  received 

in  connection  with  underwrltings 2089 

Proxies.  soUclUtlon  of.  by  brokers  or  dealers;  pro- 
posed rule  abandoned L7"' 

Registration    of    brokers    and    dealers:    proceedings 

under  certain  sections  of  Act 2399 

Reports:                                                     ^               ^           , 
Employee    stock    purchase,    savings,    etc..    plans 
exempt  from  section  15<d)  under  certain  con- 
ditions   ''^'^^ 

Foreign     transactions,     reports     by     brokers     and 

dealers:  proposea  rule  abandoned 9844 

Forms     See  Forms,  above. 

Issuers  of  securities  listed  on  national  securities 

exchanges    -rr     2?oq 

Registrants  under  SecurlUes  Act lv3i,  o^^ 

Suspensions  of  trading  and  removals  from  listing  and 

registration;    proposed   rules uj-j  1"*^^ 

TRUST    INDENTURE    ACT.     1939.    forms    prescribed 

under:    exhibit  T3F *^^^ 

HEAtlNGS.    ETC.: 

ABC  BuBlnes*  Forma,  Inc  .  10009 

Air  Cr&rt  Marine  Engineering  Corp    959,  249« 

Air  ProductB  and  Chemical*.  Inc.,  WflO. 

Alabama  Power  Co  et  al  .  3724.  4639,  1 1333 

Ala«ka-North  American  Inveatment  Co..  12233. 

Allegheny  Power  Syatem,  Inc  et  al  ,  2299. 

Allentown  Portland  Cement  Co  ,  2948. 

Allied  Capital  Corp  .  828. 

Allied  Metals  Co  .  1128.  18«4. 

Allied  NewHampatilreOaaCo  .9013 

American  Beryllium  &  CMl  Corp  .  7468.  8636 

American  Eagle  Mining  Co  ,  11908. 

American  ElecUlc  Power  Co  .  Inc  ,  641   8085. 

American  Plnanclal  Fund.  Inc  .  10474 

American  Natural  Oaa  Co.  et  al..  1781.  3724.  4540.  5893.  10068.  10187. 

American  Natiual  Oaa  Production  (3o..  6893. 

American  Radiotelephone  Corp  .  9077.  9929. 

American  Reaearch  and  Development  Corp  .  434.  2136.  4109.  9293. 

Anderson  New  England  Capital  Corp.,  1869. 

Anderson-Nichols*  Co.,  Inc..  1889. 

Antilles  Electronics  Corp..  7148.  10011.  

Apex  Minerals  Corp  .  329.  601.  925.  1200.  1587.  2022,  2334.  2718.  3017. 
3477,  3779.  4168.  4496.  4797,  5158,  5462.  5829,  6108.  6618.  6857. 
7468. 7901, 8234.  8836. 

Appalachian  Power  Co..  761.  2781.  2782. 

Arkansas  Fuel  Oil  Corp  ,  186.  641. 

Armfleld  Plan.  8983. 

AtlanUc  Capital  Corp  .  9166. 

AUanUc  Research  Corp  .  10134,  10427.  10727,  11334,  11441. 

Atlantic  Seaboard  Corp..  434,  1 1909. 

Atlas  Copper.  Inc  ,  3286,  3643,  4438. 

Atlas  Corp.,  2540. 

Automated  Procedure.  Corp  .  2948,  3418,  3779.  4110.  4498,  4749.  5114. 
5412,  5778.  6106.  8813.  8868,  7488.  7833.  81»9.  8603.  8988. 

Automotive  Vacuum  Control  Corp..  8131. 

Aviation  Growth  Inveatments.  Inc.,  1670. 

Axe-Hough  ton  Fund  A..  Inc.  et  al..  9366. 

Bal-Tez  Oil  Co  ,  Inc..  2782. 

Barton  DlstUllng  Co..  27. 

Beckman  Instruments.  Inc  ,  8131. 

Bell  and  HoweU  Co..  4866, 10694. 

Blahop  Oil  Co..  708. 

Black  Bear  Industrlea.  Inc..  187.  871.  706.  969.  13»«.  1746.  2138. 
2497  2751,  3286.  8639.  8808.  4380.  4676.  4601.  «eW.  6318.  6412, 
5637  S803.  8396.  8646.  mM.  7666.  7903,  8881.  86«7.  6063.  9868. 
9631  9833,  10136.  10438.  10779.  11884.  11667.  13011.  13866. 
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HEARINGS,   ETC. — CentintMd 
Blackstone  Valley  Oas  and  Deotrlc  Oo.  at  al^  lSaS4^ 
Bonds,  Inc..  3064. 

Bonneville  Resources.  Inc.,  3497. 4110.  4729. 
Boston  Fund.  Inc..  2761. 
Broad  Street  Investing  Corp..  8418. 13668. 
Bruce.  E.  L..  Co..  6778.  6106.  6446.  6787.  7148,  7812,  8200.  8666.  8988. 

9166.  9627.  9833.  10136. 10438. 10779. 11886. 
Burllngame.  C.  E.,  Corp..  6646, 7700. 

C.  F.  C.  Funding.  Inc..  10343. 

C.  &  S.  Industries.  Inc..  8466. 

Canadian  National  Commodities  Corp..  11682. 

Canterbury  Fund.  Inc..  11366. 

Capital  Corporation  of  America,  10286. 

Capital  Management  Corp..  3873. 

Capitol  Leasing  Corp.,  10113. 

Carbon  Foundry  Corp.,  13903. 

Carlnthla  Ski  Area,  Inc.,  1390, 3783. 6016. 

Carter-Jones  Drilling  Co..  Inc..  0003. 

Central  Appalachian  Coal  CD.  et  al..  11834. 

Central  and  South  West  Corp.  et  al..  8137. 8410, 10816, 11900. 13159. 

Central  Standard  Consolidated  SClnas.  6707. ,. 

Chemlonlcs  Engineering  Laboratories.  Inc..  531S. 

Chrlslln  Photo  Industries  CCHp..  4603. 

ChrUtlana  Securities  Co..  6734. 

Cisco- Valley  Corp..  926. 1746. 

Cities  Service  Co..  186.  641. 

Colony  Growth  Plans.  9627.  »       « 

Colorado-Cherokee,  Inc..  1309.  3175. 8068. 

Colorado  General  Life  Insurance  Oo..  6646. 

Columbia  Oas  of  Pennsylvania.  Inc..  8608.  8604. 

Columbia  Gas  System.  Inc.  et  al..  4840,  4641.  4687.  6106.  6346.  6567 
8604.9632.9851.11838.11000.13303,13404. 

Coliunbla  Gas  System  Service  Corp..  8086. 

Commercial  Property  Associates.  0334. 

Comstock  Coin  Co..  6084. 

Con-Gas  Service  Corp..  1301. 

Consolidated  Natural  Gas  Co.  et  al..  1301, 1303. 1^67. 

Consolidation  Coal  Co..  13660. 

Continental  Insurance  Co..  11335. 

Currency  Machines  Corp..  3018. 

D  &  Z  Employees'  Trust  Fund,  5670. 

Daggett  Chocolate  Co.,  3360. 

Daggett  Trust.  2360. 

Datamation.  Inc.,  9863. 11567. 

Decorative  Interiors,  Inc.,  10010. 10616. 

Del  Consolidated  Industries.  Inc..  13886. 
'  Delaware  Power  &  Light  Co..  8308.  i 

Delaware  Realty  and  Investmant  Oo^  11441. 

DelU  Venture  Capital  Corp..  7666. 

Detroit  and  Cleveland  Navlgatfon  Co.,  1138. 

De  Vegh  Mutual  Fund.  Inc.  et  al.,  3641. 

Dlotron  Inc . .  7667. 0334.  r 

Directional  Fund.  Inc.,  2186. 

Does-More  Products  Corp..  12008. 

Du  Pont.  E  I..  De  Nemours  and  Co..  12284.  \ 

East  Crown  Point  Consolidated  Mining  Oo.,  6TB7. 

Eastern  Shore  Public  Service  Co.  of  liaryUnd,  8888. 

Electronics  International  Capital,  Ltd.,  11617. 

Empire  Fiuid.  Inc.,  761. 

Empire  Gas  and  Fuel  Co.,  Ltd.  et  al..  118M. 

Employees  Benefit  Co..  Inc.,  2166.  • 

Equity  Annuity  Life  Insurance  Co..  246. 

Eureka  Mines  Co.,  6798.  ' 

Eurofund,  Inc..  10344. 

Exchange  Capital  Corp.,  13335.  \ 

Fidelity  Accumulation  Plans,  6306. 

Flfco,  Inc.,  10010. 

Forrest  Electronics  Corp.,  5863. 

Franklin  Custodian  Funds.  Inc..  7760. 

Fundamental  Investors.  Inc.  et  al..  8779. 

Gauley  Mountain  Co..  1471. 

General  American  TransfKirtatlon  Oorp..  12902. 

General  Design  Corp..  4855. 

General  Investment  Company  of  Connecticut,  Znc,  11689.       ^         • 

General  Public  UUUtles  Corp..  1031.  2187,  2407, 9878, '10844. 

Georgia  Power  Co.,  4346,  10013. 

Gilchrist  Co..  1130. 

Glas  Foam  Corp.,  5830,  7460. 

Globe  Coliseum.  Inc..  13008. 

Globe  Petroleiun  Co.,  Unit  A,  6106. 

Graham -Newman  Corp.,  763. 

Greater  Miami  Industrial  Park,  Inc.,  0984.  8851. 

Greater  Pittsburgh  Capital  Oorp..  lOOlS. 
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HEARINGS,  ETC.— CenHiMMd 
Growth  Capital,  Inc.,  3781. 
GuU  Power  Co.,  2200. 
Haltone  Rental  Corp.,  8837, 4602. 
Hanna.  M.  A..  Co.,  9689, 10135. 
Harmar  Co.,  Inc.,  10011. 
Harmon,  George,  Co.,  Inc.,  681, 1400. 
Harvey,  Fred,  Associates,  Inc.,  6404,  7569. 
Haze- A- Way  Products,  Inc.,  3837. 
He.  Leiuh  Co.,  Inc.,  1865. 
Hidden  Splendor  Mining  Co.,  3540. 
Honolulu  Oil  Corp.,  388. 
Hooker  Chemical  Corp.,  7833. 
Hope  Natural  Oas  Co.  et  al.,  9930. 
Hubshman  Factors  Corp.,  3629. 
Hutton  E.  L.  Associates,  Inc.,  6404. 
Imperial  Mining,  Inc.  et  al.,  5358,  6725. 
Incubation  Fund,  Inc.,  9930. 
Indiana  &  Michigan  Electric  Co.,  13384. 
Industrial  Enterprises,  Inc.,  3334,  3667,  3940,  3430,  3781,  4111,  4407. 

4749.  6115.  6413,  6778,  6107.  6513.  6858.  7470,  7833,  8300.  8604. 

8933, 9191, 9576,  9833,  10135,  10428. 
International  Mining  Corp..  6913. 
Investment  Capital  Corp.,  7751. 
Investors  Group  Canadian  Fund  Ltd.,  6911. 
Investors  Syndicate  of  America,  Inc.,  7667, 9538. 
Iowa  Interests  Corp.,  28. 
•Iron  Ore  Company  of  Canada,  9490. 
JapMin  Fund.  Inc.,  3176.  * 

Jersey  Central  Power  &  Light  Co.,  643, 9833, 10013, 12867. 
Johnson,  Howard,  Co..  11335. 
Kansas-Nebraska  Natural  Oas  Corp.,  Inc.,  13060. 
Kentucky  Oas  Transmission  Corp..  11838.  M 

Klngsport  Utilities,  Inc.,  641. 
Korvette.  E.  J.,  Inc.,  11335. 
Krelsler,  Charles,  Inc.,  10010. 
LP  Oas  Savings  Stamp  Co.,  Inc.,  2064. 
Laboratory  for  Electronics,  Inc.,  483.  \ 

Lazard  Fund,  Inc.,  3808. 
Lincoln  Fund,  Inc.,  7470. 
Litton  Indxistries,  Inc.,  483. 
Logan,  Jonathan,  Inc.,  8890. 
Lynn  Electric  Co.  et  al.,  7700. 

Madison  Fund,  Inc.,  and  International  Mining  Corp.,  6012. 
Malnco  Electronics  and  Marine  Development  Corp.,  2751. 
Maine  Bonding  and  Cesualt/Oo.,  2300.  ^ 

Marquette  Capital  Co.,  2753.  V 

Martin-Marietta  Corp.,  1401. 
Massachusetts  Electric  Co.,  0031. 
Massachusetts  Investors  Growth  Stock  Fund,  7060. 
Measurements  Spectrum,  Inc.,  5314, 6726,  7518. 
Medical  Equipment  and  Drug  Investment  Oo.,  6804. 
Medical  Seciu-ities  Fund,  Inc.,  4642. 
Mergenthaler  Linotype  Co.,  3478. 
Metoil,  Inc..  12993. 
Metropolitan  Deison  Co.,  10507. 
Michigan  Consolidated  Oas  Oo.,  0834. 
Michigan  Wisconsin  Pipe  Line  Oo..  6446. 
Midwest  Technical  Development  Corp.,  6404. 
MUwaukee  Gas  Light  Co..  8734, 0032. 
Mississippi  Power  Co.,  3543. 
Mississippi  Power  &  Light  Co.,  13736. 
Monongahela  Power  Co.  et  al.,  3644. 
Motors  BuUding  Realty  Co.,  4835. 
National  Capital  Acceptance  Corp.,  4866,  6406.  7703. 
National  Fuel  Gas  do..  1866. 3040. 
National  Indiutriea,  Inc..  6647. 
National  Investors  CcHp..  3300. 

National  Mercantile  Olecolng  House.  Inc..  001, 1200, 9406. 
National  Steel  Co.,  13660. 
New  England  Electric  Systmn.  et  al..  2022,  4346,  6708,  0682.  0081. 

11784. 
New  England  Power  Co.,  6708, 10617. 
New  Jersey  Power  ft  Light  Oo..  642. 6681. 0888. 
New  Orleans  PubUc  Service.  Inc..  436, 2642, 12787. 
New  Park  Mining  Co.,  2423. 
Norddeutscher  Uojrd,  10426. 
Obio  Bdlson  Co.,  8200.  , 

Overland  Corp.,  11888. 
Padfle  Alaskan  Land  ft  Livestock  Oo.,  1471. 
Pan  American  Sulpbur  Oo.,  482. 
PareUa.  Anthony,  4111. 
Pann  Fu«I  Oas,  Inc.,  10286. 
PHuisylvanU  Oas  Co..  1866,  2048. 


86000—63- 


-16 


122 


ANNUAL  INDEX,   1962 


Securities  and  Exchange  Commission — Con. 

HEAIINOS.    ETC. — Continued 
Pennaylvanla  Power  Co  ,  8200. 
Peoples  NatanU  Om  Co..  9235. 
Petrolane  Oa«  Service.  Inc  .  5680 
PhUadelphla  Electric  Power  Co  ,  2543.  1 136«. 
PhyslclaiM  and  Dentist*  Development  Corp  .  1401 
Plymouth  Oil  Co..  8798. 
Portsmoutn  Corp..  2023 
Potomac  Edison  Co.  et  al  .  2823 
Precision  Metal  Products.  Inc  .  10137 

Precision  Microwave  Corp  .  3420.  3782.  4004.  4439.  4722.  5015 
5753    8107.  8448.  8798.  7148.  7812.  8058.  8201.  8668,  8933 
9294.  9527.  9834.  10137.  10429.  10779.  11335.  11568.   12011. 
Prestige  Capital  Corp  .  6246 
Preston  Oil  Co  .  12494. 
Producers  Plre  and  Casualty  Co  .  2949. 
Profeaslonal  Insurors  and  Investors.  Ltd  .  6179,  8290,  10272 
Prosper   OU   and   Mining  Co..    3827.   8398.   9575,   9576.   9834. 

10429.  10779.  11336.  11568.  12012.  12387. 
Provident  Fund  for  Income.  Inc.,  1472. 
Provident  Management  Corp  .  1472. 
Pryor  Mining  Co  .  3828. 

PubUc  Service  Company  of  Oklahoma,  9192,  10816 
Ralndor  Gold  Mines.  Ltd  .  10138 
RldiBeway  Center  Associates.  1782 
Saber  Boats.  Inc..  11981. 
San  Diego  Imperial  Corp  .  482 
San  Francisco  Mining  Exchange.  7702   10429. 
Science  Ventures.  Inc  .  9491 
Sealander.  Inc..  7868. 

8«c\u-lty  Credit  Corp  .  8636  j 

SelT-Servlce  Sboes.  Inc..  5016  | 

Shares  In  American  Industry.  Inc    2301.  10345. 
Sierra  Capital  Co..  3265. 
Soutbem  Co.  et  al..  4346.  1 1839 
Southern  Electric  Generating  Co  .  10727. 
Southwest  Factories.  Inc.  10377. 
Southwest  Forest  Industries.  Inc.  228. 
Southwestern  Electric  Power  Co..  12159 
Space  Technology  and  Research  Corp  .  11837 
Standard  Oil  Company  of  California,  et  al .  2423 
Starrett  Corp..  2657 

Stein  Row  and  Farnham  Balanced  Fund,  Inc 
Stratford  Capital  Corp  ,  7470. 

Suburban  0*a.  4749.  ^ 

Sunshine  Mining  CO.W948 

Tellurlde  Power  Co..  3782.  5115 

Terra  EqvUpment  Engineering.  Inc    6406,  8399,  9903 

Texas  Fund.  Inc.  8331 

Texas  and  Pacific  Railway  Co..  70. 

30  North  La  Salle  Street  Realty  Fund.  959. 

Townsend  Corporation  of  America.  1866. 

Townsend  Management  Co  .  187,  1887. 

Trall-Alre,  Inc.  6406,  7471 

Transatlantic  Fund  Ltd  ,  12661 

Transmount  Mining  Venture.  Inc    4856,  6885,  7869. 

Transportation  Equipment  Development  Corp..  9853 

Trl-Nlte  Mining  Co..  9366.  10309. 

Unilever  Limited.  1402.  2423.  4260. 

Unilever  N.  V..  2423.  4637.  4638. 

Union  Electric  Co.,  1782.  2138. 

Union  Pacific  Investment  Co  ,  8224. 

United  Corp..  1201. 

Uran  Mining  Corp..  1931. 

U  S  Diversified  Industries.  Inc..  482. 

Utah  Power  &  Ught  Co  .  3266,  3782.  4004,  6115. 

Venture  Fund,  Inc.,  7149. 

Visual  Dynamics  Corp..  6214. 

Vulcan  Materials  Co.,  3948. 


Page 


Page 


6413, 

9165, 

12387 


10137. 


8504 


1233.  9235, 10187. 


9853. 


WesrebOll  Co..  7751. 

West  P«nn  Power  Co., 

Wexreb  Oil  Co..  6107. 

Whitney  Apollo  Corp, 

Whole  Darn  Shooting  Match  Co..  4111- 

Wonderbowl.  Inc.,  7513,  8844,  11469. 

Wynnco  Investment  Co.,  8687. 

Yankee  Atomic  Electric  Co  .  371. 

Security: 

AIR  TRAFFIC,  security  control viM^. 

ATOMIC  ENERGY  restricted  data : 

CommunicaUon  (ExecuUve  Order  11057) 10288 

Pennits  for  access  to 

Safeguarding 


439 


Security — Continued 

CLASSIFIED  INFORMATION,  safeguarding;  limiUUon 
of  authority  to  classify  (ExecuUve  Order  10985).-. 

EXPORT  LICENSING  POLICY  affecting  naUonal  secu- 
rity and  welfare **"f 

MILITARY  INFORMATION.  Air  Force  regulaUons.^.^.^    555^3. 

PEACE  CORPS  personnel  (Executive  Order  11041).-.-  7859 
VESSELS,  control  over  movement  of;  advance  noUce 

of  arrival 'nnij. 

VISITORS  to  Army  installations,  regulations wot 

WATERFRONT     FACILITIES,     persons     eligible     for 

Coast  Guard  port  security  cards ^^^^^ 

Seeds: 

FEDERAL  SEED   ACT   reRulations ,v---i"    *:"■ 

SEIED    treated,  use  of  color  for  identification 


3252 


POOD 

proposed  rule 

HYBRID  CORN  AND 

.sion    program 

RYEGRASS  SEED,  proposed 


Board,    procedure    followed    by 


195 


INDUCTION 202 

194.195 


193 
194 

194 


10494,12412 

GRAIN  SORGHUM  seed,  diver- 

2812.3894,4035,4528 

marketing  agreement 5432. 

11022 

STORAGE  in  licensed  warehouses -       35C8 

Selective  Service  System: 

APPEAL     to    Appeal 

Board       

CIVILIAN  WORK  IN  LIEU  OF 
CLASSIFICATION: 

Procedure 

Rules  and  principles;  classes:  t..j„„* 

Class  I-D.  member  of  Reserve  component  or  student 

taking  military  training ^^■^ 

Class  I-Y    registrant  qualified  for  military  service 

only  in  time  of  war  or  national  emergency 

Class  II-S.  students C-r^"":^^ 

Class  rV-A.  registrant  who  has  completed  service. 

sole  surviving  son -'z 7,".;-;,", 

Class  IV-F,  registrant  not  qualified  for  any  military^ 

service --- 

CRITICAL  SKILLS,  selection  of  certain  persons 

for  enlistment  in  uniU  of  Ready  Reserve. 
DELINQUENTS,  unregistered;  registration  and  ciassi-       ^^^ 

flcation   

INDUCTION;  -^g 

Civilian  work  in  Ueu  of  induction ^"^ 

Transfer  for.  disposition  of  [ecorda^tC- -----------       }»» 

PHYSICAL  EXAMINATION.  Armed  Forces.   195,  196,  197,  198 
QUOTAS  AND  CALLS:  „#^oii- 

Action  by  local  board  upon  receipt  of  notice  of  ca^  . 

•Statement  of  Acceptability  (DD  Porrn  No.  62)   .        98 

RoRistrants  who  shaU  be  Inducted  without  calls 198 

READY   RESERVE,   selection   of  certain  persona  who 

have  critical  skills  for  enlistment  In  units  of -JO^ 

REGISTRATION ' 
Cancellation  of  duplicate  registration  when  registrant 

found  not  qualified  for  service ^^» 

Certificate,  registration,  duplicate i»j.jj» 

VOLUNTEERS,  202 

registration,  who  may  volunteer 198 


193,  194 


with. 


202 


Civilian    work. 
Classification, 


Sheep: 

Advertising  and  sal^s  promotion,  referendum 7577,  10334 

Shipping:  ^  . 

preparedness   functions    (Executive   Order 

innKi  15*7, 


Emergency 

10999,  11005) 


1544 


1086 


10750 


8349 
6426 


Shipping  Authority: 

See  National  Shipping  Authority. 

Ships: 

See  Vessels 

Shmurah  Wheot  Hour  Imports: 

(Proclamation  3448) 

Sierra  Leone:  . 

Social  insurance  and  pension  system '»•'" 

Silk:  "     , 

Countervailing  duties,  silk  and  silk  manufactures  from 

United  Kingdom ^^^* 

Slum  Clearance: 

Relocation  payments ""•  "'"' 
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Small  Business,  House  Select  ComiwiifllM  on: 

Inspection  of  tax  returns  (Executive  Order  110S6) 9961 

Small  Business  Adminisfration: 

ADMINISTRATION;  organization .__<__     1303 

Field  offices 6781, 12924 

General;  purpose,  function 6777 

Washington   office 6778, 12919 

AGENTS,    representatives,    etc.;    appeanmoes    before 

SBA 7630 

AUTHORITY  DELEGATIONS : 
By  Administrator  to  various  officials: 
Assistant  Administrator  (liianaceniait)-.  1303,3177,6997 

Deputy  Administrator,  Investment  Division- ^_.,l     1303 

Hearing  Examiners 1303 

Regional   Directors 372, 6247, 12994 

New  York  (Region  II) 10726 

By  Assistant  Administrator  (Managunoxt)  to  various 
officials: 

Administrative  Secretary 1303 

Director,  Organization  and  Management. 3177,6998 

By  Assistant  Chief.  Administrative  Services  Division, 
to  various  Branch  Chiefs: 

Office  Services  Branch 3178 

Procurement  and  Supply  Branch 3178 

By  Branch  Managers  to  various  officials : 
Region  I;  branch  counsels: 

Augusta.  Maine 10274 

Providence.  Rhode  Island 10276 

Region  n,  Puerto  Rico;  branch  counsel ^_  10973 

Region  V;  branch  coimsels: 

Jacksonville,  Pla 372 

Santurce.  Puerto  Rfcso.  rescission 10972 

Region  vm;  branch  counsels: 

Fargo.  N.  Dakota 12495 

Slouz  Palls,  S.  Dak.__ 2166 

Region  XI;  Salt  Lake  City,  branch  counsel- —    7061 

Region  XTTT ;  Portland.  Oreg. : 

Branch  counsel 8638 

Chief,  Financial  Assistance  Section 8637 

By  Chief.  Investment  Division.  R^gton  IV.  to  Chief. 

Loan  Administration  Section 6296 

By  Chiefs,  Financial  Assistance  Divlsian.  to  certain    . 
Section  Chiefs,  et  al. : 
Region  I: 

Loan  Admlnls^ation  Secticm 10274 

Loan  Liquidation  Section 10276 

Loan  Processing  Section , 10273 

Region  II: 

Loan  Administration  Section 6215 

Loan  Processing  Section 8688. 12465 

Region  m: 

Loan  Administration  Section l.  12280 

Rescission  of  previous  delegation 9805 

Loan  Liquidation  Section . 10280 

Rescission  of  previous  delegatton 9805 

Loan  Processing  Section 10280 

Rescission  of  previous  delegation 9805 

Region  XI;  Loan  Processing  Section .: 6727 

Region  XTI: 

Loan  Administration  Section 12466 

Loan  Processing  Section 12466 

Region  XEV: 

Assistant  to  Chief 8332 

Loan  Administration  Section •.. "^^  6727 

Loan  Liquidation  Section 6727 

Loan  Processing  Section 6726 

By  Deputy  Administrator.  Investment  Division,  to  Di- 
rector, Office  of  Investment 1779. 2668. 9528 

By  Deputy  Director.  Organization  and  Management,  to 
Assistant  Chief,  Administrative  Sorioes  Divi- 
sion   ^-^_  8178, 6997 

By  Deputy  Regional  Director,  Region  X.  w  Bsanch 

Manager.  Marshall.  Tex S 2261 

By  Director.  Investment  Office,  to  various  Division 
Chiefs: 

Development  Company  Activities  Division... 1 6248 

Investment  Activities  Division 8177 

Program  Administration  and  CcMnplianee  Division.  .    3 1 76 
By  Director.  Organization  and  Management  Office,  to 

Deputy  Director 3178. 6998 

By  Regional  Directors  to  various  officials: 
Region  I: 
AdmlnlstraUve  Officer 5829. 10272 
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Small  Business  Administration — Continued 

AUTHORITY  DELEGATIONS— Continued 
By  Regional  Directors  to  various  officials — Continued 
R^on  I — Continued 
Branch  Managers: 

Augusta,  Btoine 2I66, 10274 

Concord.  New  Hampshire ' 10276 

Montpeller,  Vermont ' 10277 

Providence.  Rhode  Island 5830. 10275 

Chief.  Financial  Assistance  Division 10273 

Chief,   Procurement   and   Technical   Assistance 

Division  10272 

Deputy  Regional  Director 10277 

Rescission  of  previous  delegation—^.... 10273 

Regiorud  Counsel _  10272 

Region  n: 

Administrative  Officer 1943 

Branch  Manager,  Puerto  Rico "  10973 

Chief.  Financial  Assistance  Division 8687, 12465 

Manager,  Disaster  Field  Office.  Mlddletown,  NJ_.  4230. 

7061 
Region  m: 

Administrative  Officer i -: 10278 

Rescission  of  previous  delegation I    9804 

Branch  Manager.  Pittsburgh... 1Q279 

Rescission  of  previous  delegation 9804 

Chief.  Financial  Assistance  Division 10277 

Rescission  of  previous  delegation 9804 

Chief,  Investment  Division 10279 

Chief,   Procurement   and   Technical   Assistance 

Division  10278 

Rescission  of  previous  delegation 9804 

Deputy  Regional  Director ^ 9421 

Regional  Counsel 10278 

Rescission  of  previous  delegation l..    9804 

Region  IV: 

Branch  Counsel.  Clarksburg.  W.  Va 5831 

Branch  Manager.  Clarksburg.  W.  Va 5830 

Commercial     Loan     E^iecialist.     Field     Office, 

Charleston,  W.  Va 3576 

Managers.  Disaster  Field  Offices : 

Pocomoke  City,  Md 3177 

Virginia  Beach.  Va 3177 

Region  V: 
Branch  Managers: 

Birmingham.  Alabama 12081 

Jackson,  Mississippi 12084 

Jacksonville.  Florida 12082 

Miami.  Florida 12083 

Nashville,  Tennessee 12084 

Puerto  Rico,  rescission 10972 

Chief,  Financial  Assistance  Division- 12085 

Chief,  Investment  Division 12086 

Chlefr  Procurement   and   Technical   Assistance 

Division  12086 

Manager.  Disaster  Field  Office,  Crestview,  Fla...    1080. 

2714 
Region  VI: 

Administrative  Officer _._    8636 

Chief.  Financial  Assistance  Division 8087 

Region  vn;  Chief,  Loan  Liquidation  Section. 5830 

Region  vm;  Branch  Managers: 

Fargo.  N.  Dak 69, 12494 

Sioux  Falls.  S.  Dak 69.12494 

Region  X: 
Chief.   Procur«nent   and  Technical   Assistance 

Division  10668 

Deputy  Regional  Director .; 7471 

Manager,  Disaster  Field  Office : 

Houston,  Tex 108O 

Texas  City,  Tex 4230 

Regional  Counsel,  .Dallas 10668 

Region  XI: 

Branch  Manager,  Salt  Lake  City.  Utah 1948.8086 

Regional  Counsel,  Denver 1.  10668 

Region  xn: 

Administrative  Officer 12465 

Branch  Manager.  Honolulu.  Hawaii 9690 

Chief.  Financial  Assistance  Division 12086 

Chief.  Investment  Division 12087 

Chief.  Procurement   and   Technical  Assistance 

Division    12087 

Managers.  Disaster  Field  Office: 

Guam   12012 

Hllo.  Hawaii 9467 

Jlegional  Counsel.  San  Francisco 12087 


t24 


ANNUAL  INDEX,  1962 


P»ffe 


8637 


Small  Business  Administration— Continued 

AUTHORITY  DELEGATIONS— Continued 
By  Regional  Directors  to  Tarlotia  offlci*to— Oontlnued 
Region  xni:  Branch  Manager.  Portland  Oreg-.-- 

CONDUCT  STANDARJDS: 

Ad  Hoc  Committee —  ^^^^ 

Conflicts  of  interest:  iorm 

Employees  and  Government     5S5;  iMn 

Third  parties  and  Government 4833.  i^eii 

Definitions 

DISASTER  AREAS  requiring  Federal  assistance :  ^^^^ 

^»/I!Stf. ::::   1868,  10377 

California   2424 

Colorado 5522 

Connecticut 1  2498  9741 

2^^^;"^    :'642:3576.  10112.  12367 

Florida 11518.11977 

Guam '    1948 

Idatio  g296 

niinois    3267.6756 

J?r,f.« :::::::'5523, 5680. 9740 

Sl?^^;,' 2498.2499.7583 

P".^5 ---  2187.9192 

tfi^StSS' ---"- 2498.9741 

Maryland 4857.9741 

3578'64i3. 7812. 8636.  9528 
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Musachuaetts 


Ml«l«lPPl- - -- -   -3?JS:{2f6 

Nebraska 2166.8962 

Nevada 2498.9741 

New  Jersey ;     2498.9741 

New  Yonc ^aqb  9741 

North   CaroUna --  JiSg!  2499 

Ohio •» '  5523 

Oklahoma  10377.12737 

2^^2^n^L-'t^-   - :::":. -5413.7149 

South  Dakota gggg 

Tennessee   - - 5523.9670 

Texas -- "  9^92 

Wyoming 

^^T^iSsist  firms  to  adjust  to  competlUon  from  imports 

(ProclamaUon  3510) -,:«-::,"-;, 

In  excess  of  $200,000.  necessity  for  certification  as 
defense-oriented  small  business  concern,  cancel- 
lation    

SMALL  BUSINESS  ACT  regulaUons : 

Business  loans,  foreclosure  of  collateral..--^- ----- 

Disaster    loans 1*«2.  2793,  u /JB 

Loan  poUcy  statement;  business  loans ^'»J 

Size  standards qtJ? 

Definition  of  terms 70901,        .  « 

"Area  of  substantial  unemployment |0^"  1  Smokey    Bear: 

"Department    store" Liia  a\ni   Use  of  symbol 

"Gross  leasable  area" ^      \VaVo 

"Industry",  proposed  rule ^i^Vi^ 

"Redevelopment  area" '«*" 

"Shopping    center" 6338.  8iU' 

Definitions  of  small  business  for  various  purposes. 

Government    procurement in^=;  ««^s 

Aircraft  equipment  industry lOp,  ObOD 

All  industries  not  presently  specified;  proposed 

1  95^1 

ConstructiVn    contracts r",'"  ^^' ?5n« 

Custodial  and  janitorial  service  contracts-  1208 

T-»o(n^  nrnHii/'ts  industrv:  oroposed  rule--  7BJ)d.  iia<J 

24o^ 


Small  Business  Administration — Continued 

SMALL  BUSINESS  ACT  regulations— Continued 
Size  standards — Continued 

Definitions  of  smaU  business  for  various  purposes- 
Continued 
SBA  business  loans — Continued 

Dairy  products  industry;  proposed  rule ll»M 

Department  stores:  proposed  rule 9121 

Grain  warehouses,  proposed  rule 1000 ' 

Retail  concern m^r  Jim 

Shopping    center   operators ;S«rb 

Truck  trailers  industry,  proposed  rule lw5B 

Differentials r  —  VVli' 

Alaska,  substantial  unemployment  and  redevel- 
opment  areas 2°^^ 

Subcontractors ,--- °^^° 

SMALL   BUSINESS   INVESTMENT   ACT   regulaUons: 

Investment  companies R^n'i^s«i  ras4 

Account  classifications  system 5220.  6755.  BWj 

Adjudicative  proceedings *J^ 

Establishment  and  operaUon »'" 

Borrowing  by  SBIC %l' 

Prior  amendments q?:2 

CapiUl  requirements Vn¥Wfih'*"M\i  9327 

Prior   amendments 167.  6894.  8613.  »J^/ 

ExamlnaUon  and  reports \f^^ 

Reports "^     S15 

General  provisions *"^J? 

Prior  amendments--- ----r^kJ^i-I^iA    .loo 

851  2054.  2705.  3168.  3844.  4906.  4939.  5439, 
6750.  6827.  6895.  6987.  8613.  8855. 

l!;^S;:^"?:"-:::::::::::::::::::::"-"«:n2o.9746 
'''p?r^mei;dm'enis.::::::::"i67:589.'i725:M3^^ 

Scope   ■    ^34 

Investigations -. -.'V.'" 

Loans  to  State  and  local  development  companies 
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Applications,  procedures...-.------- 0°*;? 

SecUon  501  loans;  disposal  of  obligations.-.   ------     i^;^" 

a.w.»4«r.    f^ni   Inmnit       -    732.3341.4^^0 


10507 
733 


Section  502  loans 
VOLUNTARY  PROGRAMS:  .»v^««« 

Allied  Construction  Contractors;  request  withdrawn. 
Applied   Research   Associates.    Inc.;    approval   with- 

Delawa** Valley  ScientlflVcorp.';   approval  and  llit 

of  companies V ' V,i.'A'r:^'j;n" ' 

Electrodyne  Industries.  Inc  ;  approval  withdrawn- 
Federal    Research    and    Development   Corp .   list   or 

companies — , 1"  VJ.,* 

Greater    Kansas    City    Research.    Development    and 

Production  Pool;  additional  members     ..--  —  -     65  J 
Huntington  ProducUon  Pool;  J**!""'  wl"if  awn  521o 

Manufacturers'    Association    for    National    Defense 

(MANDCO> ;  approval  and  list  of  <»'"Pf'^"--^^  2167 

NYRA.D.  Team.  Inc.;  additional  members 3786.7670 

Spec  Products:  approval  withdrawn     

Unified  Indu.strlefi.  Inc.;  request  withdrawn. - 


5215 
4638 


2658 
10138 


4638 

5215 


6928 


9153 

6241 

4814 

10716 


Dairy  products  Industry;  proposed 
Furniture  and  fixtures  Industry,  proposed  rule 

Hydraulic  dredging  contracts ^^',^19 

Manufacturing,  proposed  rule IJJ^^ 

Norunanu^acturers ^°^, 

Small  business  definitions,  proposed  rule I'Ji 

Small  business  manufacturer,  definition;  pro- 

posed  rule ^'^g 

Government  subcontractors o-rfii 

SBA  business  loans rr'2'ZJi" 

Construction  Industry  except  hydraulic  dredg- 

ers;  proposed  rule,  hearing oo? 

Cotton  broad-woven  fabric  manufacturers-  865 


Social  Security  Administration: 

See  Cliddren'fi  Bureau. 

Federal  Credit  Unions  Bureau. 

Old-Aoe  and  Survivors  ^"5"''«"'^^^"'^""„„.  ,,,„, 
CHILD  WELFARE  SERVICES.  Federal  share  and  allot- 

nment  percentages.  1964-65 :"'"' 

FOREIGN  SOCIAL  INSURANCE  and  pension  systems 

Austria       - '_ 

Brazil    -  -, '  '   .wiiu 

Central  African  Republic--- '"^^^^ 

Chad                    "  8324 

Congo  Republic '_  2708 

Ecuador                  -                               _   _  3570 

Gabon                  ~  43^4 

Ivory    Coast    "  11778 

Jamaica  --        "  5801 

Malagasy  Republic ^^^^ 

Niger  Republic      ^^q 

Sierra  Leone  - zs. RRAn 

ORGANIZATION    STATEMENT ----:- 

PROCUREMENT,    authority   delegation   from   Health. 

Education,  and  Welfare  Department ^^'^ 

RECORDS   non-Federal;  retention  requirements J^^-s 


Social  Secunty  Adminiilmlion     Coii. 

STATE  EXPENDITURES.  Fedenl  peioenftAgo: 

Assistance  programs —- ,, 9186 

Child  welfare  services 9153 

Medical  programs 9230 

Soil  Bank  Program: 

See  Agriculture  Department. 

Soil  Conservation  Service: 

AUTHORITY  DELEGATION  from  SecTOtaxy  of  Agri- 
culture  to   Chief,   Reproduction  Branch,  Carto- 
graphic Division;  authentlcatian  of  documents...    8958 
GREAT  PLAINS  CONSERVATION  PROGRAM: 
Counties  within  States: 

Colorado    10179 

South    Dakota ^__  6851 

Texas   6851.10179 

General  provisions 8793, 12209 

Solciiers*  Homo,  United  Stotos: 

Eligibility  for  admission,  female  persminel 8920 

Solicitor's  Office/  interior  Department:  . 

Wind-blown  timber  salvage,  emergency  authority  re- 
specting condemnation  of  real  estate 11683 

Soutfteastern  Power  Administration: 

Authority  delegation  by  Administrator  to  Administra- 
tive Assistant;  contracts  for  supplies  or  services 10862 

Southwestern  Power  Adminittrotion: 

Authority  delegations: 
By  Administrator,  to  Chief,  ZMvlsion  of  Customer  Serv- 
ice; marketing  of  electric  power  and  energy 453 

From  Secretary  of  Interior : 

Contract  for  radio  equipment , t 6395 

Power  operations  of  Grand  River  Dam  Authdrity.  .  .    4397 

Soybean  Oil: 

Future  delivery,  limits  on  positions  and  dally  tradlnf ; 

proposed   rule ___ 6670 

Soybeans:  , 

CROP  INSURANCE: 
1981  and  succeeding  crops 4762 

1962  crop _ __     3188 

1963  crop i 6370, 12701. 127D2 

FUTURE  DELIVERY,  limits  on  positions  and  dally  trad- 
ing    6676. 12366 

LOAN  AND  PURCHASE  AGREEMENT  PROORAMB : 

1961  crop ^__  1962 

1962  crop 6635.  8167 

PRICE  SUPPORT,  1962  crop 4411 

RESEAL  LOAN  PROGRAM,  1961  crop 5077 

WAREHOUSE  STORAGE,  unit  prices 5005 

Space  Communications:  > 

Frequency  bands  and  FCC  regulations 10862, 11971, 12677 

Space  Satellites: 

Use  for  international  telecommunlcatlmis  services  (Ex- 
ecutive Order  10995) ._ 1519 

Space  Veliicle  Industry: 

Board  of  Inquiry  to  Investigate  labor  dispute  (Executive 

Order    11068) 11793 

Spain: 

NonmiUtary   procurement,  restrictions   (Memorandum 

of  August  1,  1962) 7603 

Standards: 

AGRICULTURAL  COMMODITIES.    5ee  specific  com- 
modities. 
CONDUCTT  STANDARDS.  See  Conduct  standards. 
FOODS,  canned,  processed,  etc.    See  Food  and  Drug 

Administration. 
RADIOACTIVITY: 

Protection  against 5905 

Safety  and  health  standards  for  Federal  sumdy  con- 
tracts; proposed  rules 8211 

Testing  standards.    See  National  Bureau  of  Stand- 
ards. > 
TECHNICAL  STANDARDS  for  equipment,  materials. 
operations,  etc.   See  specific  agencies. 

Standards  Bureau: 

•See  National  Bureau  of  Standards. 
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State  Department: 

SeeJntemaUondl  Development  Agency. 

Peace  Corps. 
ATOMIC  ENERGY.  c(Hnmunication  of  restricted  data 

(Executive  Order  11057) 10289 

AUTHORITY  DEIiEOATIONS : 
By  Assistant  Secretary  for  Administration  to  certain 
officials  in  Operations,  and  Foreign  Buildings  Of- 
fices, and  diplomatic  and  consular  posts,  etc.: 

Government  bills  of  lading 3893 

Procurement  transactions 262, 870, 8223 

By  Secretary  to  various  officials: 
Assistant  Secretary  for  Educallbn  and  X?ultural 
Affairs: 
Mutual  Educational  and  Cultural  Exchange  Act, 

1961;  functions  under ^ 8955 

Per  diem  rates  to  foreign  participants  in  ex- 
change of  persons,  and  technical  assistance 

programs : 8955 

Deputy  Under  Secretly  for  Administration;  func- 
tions imder  Mutual  Educational  and  cniltural 

Exchange  Act.  1961 8955 

Director,  Office  of  Mimitions  Control;  transfer  of 

munitions  control  fimctions 9925 

Health,  Education,  and  Welfare  Secretary;  Cuban 

refugees 3701 

Peace  Corps  Director,  functions 9074 

United  States  Commissioner.  International  Bound- 
ary and  Water  Commission,  United  States  and 
Mexico;  Adiistad  Dam  and  Reservoir,  construc- 
tion, operation,  etc.. 3564 

CONSULAR  SERVICH3,  notarial  and  related  services..  12616 
COTTON  TEXTILE  AGREEMENTS,  functions  (Execu- 
tive Order  11052) 9691 

FOREION  CURRENCIES,  functions  under  Agricultural 
Trade  Development  and  Assistance  Act,  1954  (Ex- 
ecutive Order  11036) _..- 6653 

FOREION  DUTY  PERSONNEL;  pay  and  allowances 
in  cases  of  emergency  evacuations,  authority  of 

Secretary  (Executive  Order  10982) 3 

FOREION  SERVICE: 
Personnel,   appointment  of  officers;   eligibility,  ex- 
amination for  class  8,  etc __ _      469 

Written  examination  for  appointment,  certain  re- 
quirements   _ _ 1010 

Tariff  of  fees 12829 

MUTUAL  EDUCATIONAL  AND  CULTURAL  EX- 
CHANGE ACT,.  1961,  functions  (Executive  Order 

11034) __.. 6071 

PASSPORTS: 
Communist    organizations,    denial   of   passports    to 

members,  creation  of  Board  of  Appeals,  etc 344,  655 

Foreign,    6-'month    validity    extension,    agreements 

with  certain  coimtries;  list . 125, 11325 

PEACE  CORPS: 

Continuance;  authority  delegation 9074 

Fimctions  of  Secretary  (Executive  Order  11041) 7859 

RECORDS,  non-Federal;  retention  requirements 3048 

TELECOMMUNICATIONS  MANAGEMENT  FUNC- 
TIONS (Executive  Order  10995) 1519 

VISAS: 

Control  of  aliens  departing  from  U.S 1358 

Dociunentation  under  Immigration  and  Nationality 
,  Act,  as  amended : 
Imjgpigrants : 

Application  for  visas,  etc 3626,5865 

Classification  symbols 5865. 11220 

Immigrants  not  required  to  present  passports; 
nationals  of  Communist-controlled  coun- 
tries     3628 

Quota  control;  cancellation  of  registraticm 5865 

Relief  for  certain  ineligible  aliens ,    5865 

Nonimmigrants : 
Application  for  visas,  personal  appearance,  etc—    5865. 

8031.  9723 
Waiver   of   passports,   visas,  or  border-crossing 
identification  cards: 

Aliens  in  inmiedlate  transit 2363 

Canadian  nationals,  and  aliens  having  common 
nationality  with  Canadians  or  British  sub- 
jects _ 2360,2362 

Cuban  nationals;  crewman  employed  on  Cuban 

aircraft   2360.2362 

Pacific  Islands  Trust  Territory,  natJ^  and 

residents 7636 
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1521 
9683 


9185 
9153 
9230 
9152 
9730 

5503 

1071 


1270 
2124. 
9730 


CIVILIAN  EMPLOYHB  OF  NATIONAL  GUARD. 
wlthhpUUng  of  oompeiuation  for  benefits  progrmau 

(■ueuUre  Order  109fe) -- 

wurmnWMcrr  PREPAREDNESS  REBPONBIBILl'l'lJBB 

(Executive  Order  11051). 

FEDERAL  PERCENTAGES  for  certain  SUte  expendi- 
ture*: 

Assistance   procrams 

Child  welfare  services 

lledtcal  programs 

Vocational  rehabllitayon-  — 

Water  pollution  contfol 

HOSPITALB    AND    MEDICAL    FACIUTIES;    survey. 

planning,  construction  grants --- - 

PHYSICAL   REHABILITATION   of    disabled    persons. 

grants  for  construction  of  facilities 894 

SAFETY  AND  HEALTH  STANDARDS,  activities  In- 
volving  public   contracts:    enforcement    by    State 

officers  and  employees. _. 

WATER  POLLUTION  CONTROL  grants 

4421.4740.7985 

Stockpile,  Notional: 

DECLASSIFICATION  of  certain  data 3476 

DISPOSAL  POLICY 4189 

EMEROE3*CY  PREPAREDNESS  FUNCTIONS  (Execu- 

Uve  Order  10997.  10998.  11001,  11004.  11005.  IIOSD.    1522. 

1524, 1534. 1542, 1544.  9683 
PROPOSED  DISPOSITION  of  certain  materials.     See 

General  Services  Administration. 
REGULATIONS,  obsolete,  deleted • 8880 

Stratogic  and  Critical  Materials,  Stockpile: 

See  Stockpile,  national.  i 

Strowbeny  Plants:  ' 

Imports  from  Europe,  quarantine  i-egulations     ..       501 

Student  Exchonges: 

With   foreign   countries,    functions    (Executive    Order 

11034) 6071 

Subversive  Activities  Control  Board: 

COMMUNIST-INFILTRATED  ORGANIZATION.  In- 
ternational Union  of  Mine.  Mill  and  Smelter 
Workers 4576 

PROCEDURE;   answers,  and   admissions  of   fact   and 

genuineness  of  documents 4835 

Sugar: 

COUNTERVAILING  DUTIES,  sugar  from  Australia- _-      971, 

6829.  9595 
CUBAN  QUOTA,  allocation  of  part  to  Argentina  and 

Dominican  Republic  ( Proclamation  3486  > 7371 

EXCISE  TAXES,  manufactured  sugar 9556 

PRODUCTION,    MARKETTNO,    etc.     See    Agriculture 

Department. 

Surplus  Property  and  Commodities: 

AGRICULTURAL  COMMODITIES    acquired    through 

price  support  operations,  sales  of 320. 

1326.  2383.  3408.  4565,  4844,  5272.  5511.  6757. 
8048.  9007.  9957.  9997,  10374.  10975,  12416. 
FOREIGN  NONAGRICULTURAL  PROPERTY  imports.    4202. 

5937 

MILITARY  RIFLES,  investigation  of  imports 5723 

PERSONAL  PROPEIRTY,  disposal  for  educational,  pub- 
lic health,  and  civil  defense  purposes 12261 

REAL  PROPERTY,  disposal : 
Educational  and  public  health  purposes;  use  for  resi- 
dential purposes,  nondiscrimination 12753 

GSA   regulation 1956 

Navy  Department  regulation .^ 3656 

STOCKPILE. 'NATIONAL : 

Declassification  of  certain  data 3476 

Disposal  of  certain  materials.     See  General  Services 

Administration. 
Emergency  preparedness  functions  (Executive  Order 

11051)   9683 

Regulations,  obsolete,  deleted 8880 

Sweden: 

Trade  agreement  (Proclamation  3468,  Memorandum  of 

June  20.  1962) —  4235,5935 


P»ge 


Sweetpototoet: 

standards : 

Fresh,  proposed  rules 12966 

Fw»en - 516.7624 

Switzerland: 

Trade  agreement  (Proclamation  3488.  8479,  Memoran- 
dum of  June  20.  1962) 4286,6929,5935 


Tanganyika: 

Immigration  quota  for  (Proclamation  3503)  - 10399 

Tangelos: 

EXPORT  LIMITATIONS.  Florida  grown  fruit 9714 

BIARKETING.  Florida ..- 165,613,1006 

5432.    9819.    10087.    10480.    10990,    11312,    11871 

Tangerines: 

EXPORT  LIMITATIONS.  Florida  grown  fruit 9714 

IMPORTS,    quarantine    restrictions;    fumigation    for 

Mediterranean  fruit  fly 963.1983 

MARKETING.    Florida 85.612.1005 

5432.  9819.  10086.  10480.  10990.  11312,  11796 

Tariff  Commission: 

INVESTIGATION  OF  IMPORTS : 

China  tableware  and  kltchenware 4825,5216,10139 

Clinical  thermometers 4971,10565 

Cotton  products,  correction 451 

Dried  eggs;  report  to  President 8845 

Earthenware  table  and  kitchen  articles 5215.10139 

,  O'Under,   crown,   and   sheet;   additional  report  to 

President    435 

Sheet  glass  from  Czechoslovakia 8751.9193.11568 

Hatters'  fur.. 6107.10139 

Lead  and  zinc,  unmanufactured:  report  to  President-     9834 

Portland  cement  from  Dominican  Republic 680.  3872 

Safety  pins,  report  to  President , 137 

Softwood   lumber 7583.8844.10139 

Stainless-steel  table  flatware:  report  to  President..^   10817 

Straight  pins,  report  to  President -L     2138 

Toweling  of  flax.  hemp,  or  ramie;   report  to  Pres^ 

dent -V->     7472 

T>'pewrlter-ribbon  cloth,  cotton;  report  to  President- .     9529 

Vanillin 2424.4603 

Watch  movements,  report  to  President 7472 

PRACTICE  AND  PROCEDURE 12117 

TARIFF  CLASSIFICATION  STUDY,  second  supple- 
mental report 8445 

TARIFF  SCHEDULES,  certain  provisions:  hearings —    5359, 

5627. 9804.  10620 

Tariff  Conference,    1960-61: 

Trade  agreement.s  (Proclamation  3468,  3479.  Memoran- 
dum's of  June  20,  1962  and  July^l,  1962) 4235, 

5929.  5935.  6255 

Tax  Court  of  the  United  States: 

Practice; 

Evidence  10254 

Hearing  and  trials 10254 

Tax  Returns,  Inspection: 

HOUSE  SELECT  COMMITTEE  ON  SMALL  BUSINESS 

•  Executive  Order  11055) 9981 

SENATE  COMMTTTEE  ON  ARMED  SERVICES  (Ex- 
ecutive   Order    11020) 4407 

SENATE    COMMITTEE    ON    FOREIGN    RELATIONS 

(Executive  Order  11065) 11581 

Taxes: 

Excise,  income,  otc..  regulations.  See  Internal  Revenue 
Service 

Tea: 

POOD  ADDITIVE,  tetradifon  residues,  in  dried  tea—-  1758 

IMPORTS,  invoice  Information 1 6190 

STANDARDS,    1962-63 3199 

Teacher  Exchanges: 

With  foreign  countries  (Executive  Order  11034) 6071 

Telecommunications: 

EMERGENCY  PREPAREDNESS  FUNCTIONS  (Ex- 
ecutive Order  11051) 9683 

MANAGEMENT  FUNCTIONS  (Executive  Order  10955)  _     1519 


1 


Telephone  and  Telegroph  Coimionltti 

Regulations.    Set  Federal 
slon. 

Television  Antenna  SfrvctufM: 

Constmetlon.    aeronauttcal    itudtae 
Federal  Aviation  Ageiugr. 

Television  Stations: 

See  Federal  Communlcatlong  CommlifioiL 

Tennessee  Valley  Authority: 

Transfer  of  certain  lands  tn  Cherokee  NaUonel  Foregt 

from  Agriculture  Department . , 10588 

Texas  Towers: 

Enlisted  members  of  uniformed  aenrloei  fluinrt  to; 
additional  pay  for  ae*  dutj  (Bnoiittve  Order 
10969) . '\,__      727 

Textile  Administrative  Commiffee^  inter- 
ogency: 

See  Interagency  Textile  AdminlstratlTe  Committee. 

Textile  Advisory  Committee,  Prtsideiifs  Cab- 
inet: 

See  President's  Cabinet  Textile  Advlaory  Committee. 

Textiles  and  Textile  Products: 

See  under  Cotton. 

Thanlcsgiving  Day,  1962: 

(Proclamation  3505) . 11209 

Timl>en 

INDIAN  LANDS,  forestry  and  timber  enterprlaee 9065, 

9ia.  12828. 12929 
NATIONAL  FOREST  TIMBER,  sale*  at  coet;  revoked..  11318 

OREGON,  timber  salvage:  emergency  autborlty 11683 

OREGON  GRANT  LANDS: 

Annual  productive  capacity 8436,7504 

Sale  of  timber 5770.5874.6736.8921 

PUBLIC  LANDS,  disposal  or  sale  of  timber. 5770 

5873.8736.8921 
PUERTO  RICO,  shipment  of  lumber  from  Utaited  States 
ports  in  foreign-flag  vessels.    See  liaritime  Admin- 
istration. 

Tobacco  and  Tobacco  fttxiucts: 

CROP  INSURANCE  : 

1962  crop _ 3189.3316,3879 

1963  crop ^-__._ 12253.12702 

EXCISE  TAX  REGULATIONS: 

Employer  identification  numbers 3817,8526 

Tobacco  products  for  use  of  Uhited  States:  removal 

without  payment  of  tax 860. 4475 

EXPORT  PAYMENT  PROGRAM  CMX  40a 2329. 

2707.3356.8682.11823 
INSPECTION,  standards: 

Connecticut  Valley  cigar-Under 6332, 8577 

Wisconsin  cigar-binder 9617, 12667 

LOAN   PROGRAM..  1753,6311.7382.9326.11795.11918.12894 

MARKETING,  Florida  and  Georgia ,   2695, 

3459. 3561. 4768. 5075.  5076.  5331 

MARKETING  QUOTAS,  acreage  allotments 121, 

649.   964.   965.   966.  967.  969.  993.  2029.  2679. 
5849.  6187.  6371.  6593.  6704.  6817.  7034,  8937 
9211. 10050. 10082. 10743. 11919. 
MARKETING  REGULATIONS,  reoords  and  reports, 

etc.;  proposed  rules •  4367 

PRICE  SUPPORT 3143,4001 

PUERTO  RICO,  tobacco  industry;  wage  ratee 4279 

STANDARDS,  Puerto  Rican  dgar-flller  tobaooo 728 

PRADE  PRACTICE  RULES,  wholesale  tobacco  indus- 
try     2374.6211 

Tomatoes: 

CROP  INSURANCE,  canning  and  procenlne  tomatoes. 

1963  crop  year . 12252 

IMPORTS: 

From  Hawaii,  fumigation  methods 1551 

RestricUons 3149.3507.5330.5792 

MARKETING.  Texas 3012.8269.3507.3734.5792 

STANDARDS: 

Greenhouse  tomatoes .    2355 

Tomatoes  for  processing;  proposed  rules 10655 
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Trade  Agreement!:  \ 

COTTON  TEXTILES  AND  TEXTILB  PRODUCTS  (Let- 
ten  of  Mareh  16. 1963  and  June  21,  1962;  Bxeeutt?e 

Order  11069) 2677. 6009. 9691 

EL  SALVADOR  (ProcIamaUon  3480) 6253 

QENBRAL  AQREBMENT  ON  TARIFre  AND  TRADE: 
Modlflcation  with  respect  to  certain  imports: 
Cylinder,  crown,   and  sheet  glass   (Proclamation 

3466,    3458) __ •_ . 2791,3101 

Machine-woven  pile  floor  coverings  (Proclamation 

3464,  3458)  _ — _ 2789, 3101 

Tariff  Conference.  1960-61,  agreements  (Proclamatioa 
3468,  3479,  Memorandums  of  June  20.  1962  and 
July  1.  1963) 4235,  5929,  5935,  6255 

Trade  Practices: 

See  Federal  Trade  Commission. 

Trade  Routes: 

Determinations.    See  Maritime  Administration. 

Trade  Week,  World,  1962: 

(Proclamation  3474) 4503 

Trade  With  Cuba: 

EMBARGO  (Proclamation  3447) 1085 

IB4PORT  RESTRICTIONS 1116,  2765,  4554 

Trademarks: 

REGULATIONS.    See  Patent  OfBce. 

VESTED  during  World  War  n,  disposittoh 12003 

Training  Programs: 

Manpower  Development  and  Training  Act  of  1962 : 

Education  Office  regulation 8548 

Labor  Department  regulation 8537 

Transportation: 

EMERGENCY  PREPAREDNESS  PUNCTTIONS  (Ezecu- 

tive  Order  10999,  11003,  11005) 1527,1540,1544 

EXPENSES.    See  Travel  and  transportation  expenses. 
NATIONAL  CAPITAL  REGION  (Memorandum  of  No- 
vember 27.  1962) 11753 


Transportation  Day,  Nationd  Defense,  1962: 
(Proclamaticm  3450) 1955 

Transportation  Week,  National,  1962: 

(Proclamation  3475) 4657 

Travel  and  Transportation  Expenses: 

APPOINTEES  to  certain  positicms  where  there  is  man- 
power shortage 1375. 

4039, 4634, 6636, 10422. 11475, 11975. 12230 

FEDERAL  CIVILIAN  EMPLOYEES  transferred  from 
one  official  station  to  another  for  permanent  duty 
(Executive  Order  11012) 2983 

MUTUAL  EDUCATIONAL  AND  CULTURAL  EX- 
CHANGE ACT  OF  1961,  provisions  respecting  (Ex- 
ecutive Order  11034) ^ 6071 

Treasury  Department: 

See  Coast  Gnard. 

Comptroller  of  Currency. 
Customs  Bureau, 
Internal  Revenue  Service. 
Narcotics  Bureau.  M 

ACCOUNTS  BUREAU':  ^ 

Philippine  War  Damage  Commission;  payments  un- 
der Act  of  August  30,  1962.  on  unpaid  balances  of 

awards 12829 

Special  deposits  of  public  moneys,  collateral  security; 
participation     certificates      of     Export-Import 

Bank 3656, 4355 

Surety  companies  acceptable  on  Federal  bonds: 
Certificates  of  authority  issued  to  listed  companies: 

Anchor  Casualty  Co.;  termination 1372 

Atlas  Assurance  Co.,  Ltd 12143 

Balboa  Insurance  Co 8927 

Bankers  Multiple  Line  Insurance  Co.  (formeriy 

Dubuque  Fire  &  Marine  Insurance  Co.) 10303 

Dubuque  Fire  &  Marine  Insiu-ance  Co 6393 

Change   of  name   to  Bankers   Multiple  Une 

Insurance  Co 10303 

Inter-Ocean  Reinsurance  Coi_ 10463 

Lawsrers  Surety  Corp 8225 

Nationwide  Mutual  Insurance  Co 8885 
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Traosury  D«porttn«nf — Continued 
ACCOUNTS  BUREAU — Continued 
SurHj  <wwtp^nu»  aoeepUble  on  Federal  bonds — Con 
Certificates    of    authcnrity    issued    to    listed    com- 
panies— Continued 
Pacific  NatlMuJ  Fire  Instirance  Co.;  change  of 

name  to  Pacific  National  Insurance  Co.. 

Pennsylvania   llanufacturers'    Association   Cas- 
ualty Insurance  Co 9111 

Potomac  Insurance  Co 5718^ 

Southwest  Casualty  Insurance  Co 8746 

SUte  Surety  Co 262 

Statesman  Insurance  Co 12069 

Transport  Indemnity  Co 8098 

United  Benefit  Fire  Insurance  Co 5455.8756 

United  Fire  fc  Casualty  Co --,-     9111 

Lists  of  companies  holding  certificates  of  author- 
ity  5572.5749 

ANTIDUMPINa  ACT  of  1921: 
Appraisement  withheld  on  certain  imports     See  main 

headino  Customs  Bureau. 
Determinations  by  Secretary : 

Fair  yalue  of  sales  of  listed  imports : 
Automobiles: 

Flats  from  Italy. 2810 

Ford  Angllas  from  United  Kingdom 2810 

Hillmans  from  England 2809 

M.OA.S  frwn  United  Kii^dom 2810 

Opels  from  West  Germany 2810 

VauxhaUs  from  United  Kingdom 2811 

Camphor,  refined,  from  Taiwan 987 

Cement  from  listed  countries : 

Israel    8287 

Japan  11025 

Norway 11903 

Drill  chucks.  V4".  from  England 3014 

Electrolytic  manganese  from  Japan 8339 

Fur  felt  hoods,  bodies,  and  caps  from  Czechoslo- 
vakia       «099 

Labels,  rayon,  garment,  from  Japan 5884 

Lignln  vanillin  from  Canada 9627 

Macaroni  products  from  Canada 7397 

Telephone  cable  from  Canada 590 

Tetracycline  tablets  and  capsules  from  Italy 6567 

Tube  and  pipe  from  Canada 5915 

Sales  at  less  than  fair  value : 
Jalousle-louvre-slzed  sheet  glass  from  Czechoslo- 
vakia       8*" 

Portland  cement  from  Dominican  Republic.     --       669 
ATTORNEYS  AND  AGENTS,  practice  before  Internal 

Revenue  Service .,- 3611.9918 

AUTHORITY  DELEGATIONS.     See  Organization  and 
functions. 

BONDS:  ^  I  o„a. 

Leave  bonds.  Armed  Services ;  payment »«J8* 

Surety  companies  acceptable  on  Federal  bonds     See 

Accounts  Bureau. 
Treasury  bonds.    See  Public  Debt  Bureau. 
CHECKS,  lost,  destroyed,  mutilated,  and  defaced,  drawn 

on  Treasurer  of  UJ3.;  Issue  of  substitutes 

CUBAN  TRADE  EMBARGO: 

Functions  (Proclamation  3447) ir^^-^niK  I^Ia 

Prohibitions  on  importations,  regulations. ..  1118.  2765.  4554 
ENLISTMENTS  IN  COAST  GUARD,  extension,  author- 

Ity  respecting  (ExecuUve  Order  11058) 10403 

FISCAL  SERVICE.    See  Accounts  Bureau;  Public  Debt 

Bureau.  I 

FOREION  ASSETS   CONTROL:  ' 

Certificates  of  origin  for  importation  of  various  com- 
modities from  listed  countries : 

Belgliun;  cashmere,  washed  (scoured) n^^ 

China.  Republic  of;  hog  brlsUes  from  Taiwan,  For- 

mosa 8**' 

Hong  Kong :  ^  ,.-« 

Gold  plated  articles,  Chinese  type 28«jJ 

Textile  fabrics,  hand  painted  In  Chinese  design. _     6992 
Japan ;  straw  and  grass  braids,  floor  coverings,  mats 

and  squares,  certificate  withdrawn 5182 

Korea,  Republic  of:  „ 

Duck  products,  dried  and  canned was 

Medicinal  herbs,  raw j-Z^CZZZl 

Switaerland;  cashmere  noils  and  top,  and  silk  piece 

roods,  tussah ***** 

United  Kingdom;  silk  piece  goods,  tussah- —    3143 
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Treasury  Departmeiit — Continued 

FOREIGN  ASSETS  CONTROL — Continued 
Cuban  import  regulations ;  licenses,  penalties,  proced- 
ures, etc 111* 

Passenger's  baggage,  general  license 4664 

Prohibitions  on  importation  of  all  goods  of  Cuban 

origin 2765 

License  applications  for  importation  of  hair  of  certain 
animals,  et  al..  from  countries  not  In  authorized 

trade   territory 4255.12731 

Licenses  and  authorizations;   Chinese  refxigees,  un- 
blocking of  certain  nationals  in  US 623S 

Relation  of  chapter  to  other  laws  and  regulations 1116 

FOREIGN  CURRENCIES,  functions  under  Agricultural 
Trade  Development  and  Assistance  Act.  1954  (Ex- 
ecutive Order  11036> 8653 

FOREIGN  EXCHANGE  transactions,  credit  transfers, 
and  coin  and  currency  export;  form,  short  term 
claims  on  foreigners 8317 

GOLD: 

See  also  Monetary  Offices;  OrganizaUon,  charges  for 

melting,  assays,  etc 7494 

Held  abrocKl  by  persons  subject  to  U.S.  jurisdiction, 
control  and  licensing : 

(Executive  Order  11037) 6967 

Regulations  8974 

LESS  DEVELOPED  COUNTRIES,  designation,  func- 
tions (Executive  Order  11071) 12875 

MINT  BUREAU,  procedures  and  descriptions  of  forms. _     8270 
MINTS  AND  ASSAY  OFFICES;   table  of  charges  for 

melting,  gold  or  silver  assays,  etc 7494 

MOI^ETARY  OFFICES: 

Foreign  exchange  transactions,  credit  transfers,  and 
coin  and  currency  export;  form  description,  short 

term  claims  on  foreigners 8317 

(jold  and  Silver  Operations.  Domestic.  Office  of;  pro- 
cedures and  descriptions  of  forms 8272 

Mint  Bureau,  procedures  and  descriptions  of  forms —     8270 
Mints  and  assay  offices,  table  of  charges  for  melting, 

assays,  etc..-  . 7494 

ORGANIZATION  AND  FUNCTIONS: 
Authority  delegations: 

By  Accounts  Commissioner  to  AcUng  Commissioner ; 

designation w":--  ir"     ^SZi 

By  Chief.  Secret  Service;  Acting  Chief,  designation.       951 
By   Director.  Office  of   Domestic  Gold  and  Silver 
Operations    to    Administrator;     functions    of 

Director 8680 

By  Secretary  to  various  officials :  ,,,„„*  ^ 

Accounts  Commissioner;  liquidation  of  U.S.  Study 

Commission.  Texas 8680 

Acting  Secretary;   order  of  succession. -... lOTia 

Administrative  Services  Office.  Director  and  cer- 
tain officials;    authenUcation  of  documents 

with  Treasury  seal,  and  use  of  dies 4000.  nvi 

Coast  Guard,  Commandant: 
AuthenUcaUon   of   documents   with   Treasury 

seal,  and  use  of  dies *°^,JJI; 

Detention  of  vessels J-JJJJ 

Load  Unes  for  certain  vessels l""" 

Remission  of  indebtedness  of   enlisted  mem- 

bers  ^^** 

Customs    Bureau.    Commissioner;    procurement. 

custody,  and  use  of  Treasury  Seal  and  dies. .      40W. 

Deputies,  certain;  designaUon 5206.6050 

Internal   Revenue  Service,   Commissioner;   pro- 
curement, custody,  and  use  of  Treasury  seal 

and  dies 4000.7397 

Public  Debt  Bureau.  Commissioner : 

Acting  Commissioner;  designation 363* 

Procurement,   custody,    and   use   of   Treasury 

seal  and  dies *^  7397 

Under   Secretary   for  Monetary  Affairs,   et   al.; 

designaUon  of  Deputies 5206,6090 

Gold  and  Sliver  Operations,  Domestic.  Office  of : 
Acting  Director ;  AdmlnlstraUve  Officer  to  serve  as. .    86W 
Organization  description;  Director,  and  public  in- 
formation   

PUBLIC  DEBT  BUREAU: 

See  also  Organization  and  functions. 

Armed  Forces  leave  bonds,  payment 93tt 
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Treasury  Department— Continued 
PUBLIC  DEBT  BUREAU — Continued 
Bonds.  Treasury: 
Offerings: 

Competitive  bid.  1988-93 12780 

3»/i  percent,  1990 1867 

3V^  percent.  1998 1858 

3%  percent.  1968 S523 

3%  percent.  1971 4343. 11509 

4  percent.  1969 690.7656 

4  percent.  1971 1855 

4  percent.  1972 9182.9417,10711 

4  percent.  1980 1885.11511 

AVi  percent.  1987-92 7657 

Redemption  notice;  2%  percent.  1900-A} 8124 

Certificates  of  Indebtedness: 

Series  A-1963.  3%  percent ^ 1225 

Series  B-1963.  ZV*  percent 4342 

Series  C-1963.  3  Mi  percent 7655 

Series  I>-1963.  3\i  percent 10709 

Notes.  Treasury: 

Series  A-1966.  4  percent 1226 

Series  A-1967,  3%  percent 9183 

Series  B-1965.  3%  percent 10710 

Series  B-1968.  3%  percent 4342 

RECORDS.  non-Federal;  retention  requirements.-  3048.3073 

SECRET  SERVICE;  Acting  Chief,  designation 951 

SILVER  REGULATIONS.    See  Monetary  Offlces;  Or- 

ganlzatlon  and  functions. 
TARIFF  CONFERENCE.  1960-61.  trade  agreements: 

(Memorandum  of  June  20.  lOO^) 5935 

(Memorandiun  of  July  1.  1962)  Austria 6255 

TKAl'lI.ES  AND  TEXTILE  PRODUCTS,  authority  Of 
Secretary: 

(Letter  of  March  16.  1962) 2677 

(Letter  of  June  21.  1962) 6009 

TREASURER  of  United  States.  Office  of;  cheeks  lost. 
destroyed,  mutilated  and  defaced,  iamie  of  substi- 
tutes       8491 

Trinidad  and  Tobogo: 

Immigration  quota  for  (Proclamation  S50S) 10399 

Trust  Territory  of  Pacifk  Islands: 

Administration  (ExecuUve  Order  11021) 4409 

Tuna  G>mmission,  Inter-American  Tropical: 

Privileged  International  organlzatimi  (Szecutive  CMter 

11059) 10405 

Tuna  Rsh: 

CANNED;  standard  of  IdenUty 8918 

IMPORT  RESTRICTIONS,  proposed  rulea 10221 

TARIFF-RATE  QUOTA  for  1962 8412 

Tung  Nuts: 

IMPORT     QUOTA     TERMINATION     OProcbonatlon 

3471) 4271 

PRICE  SUPPORT  PROGRAM.  1962  CTOP 9373 

Tung  Oil: 

Termination  of  Import  quota  (Proclamation  3471) 4271 

Turkeys  and  Turlcey  Eggs: 

F<X)D  AppmVES.  5ee  Food  and  Drug  Administration. 

MARKETING  AGREEMENT,  proposed;  hearlngB. 518. 

834.  1831.  3138.  4619 

Proceeding  terminated 12958 

NATIONAL  POULTRY  AND  TURKB7  IMPROVE- 
MENT PLANS,  proposed  rules 9994 

PARITY  PRICTES  discontinued 11798 
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Unemployment  Benefits: 

DISCXOSURE  OF  INFORMATION 3918 

FEDERAL  EMPIiOY»B3.  Virgin  Islands _«.    4695 

RAILROAD  EMPLOYEES.   -See  RaOroed  Rsttremsitl 

Board. 
STATE  LAWS,  certification  to  Secretaiy  of  Treasury..      642 

Unidentified  Hying  Objects: 

Air  Force  Department  '"y^fiHimf _     ,  ■....■  ,,    ._,_    t217 

80000 — OS IT 


Uniformed  Services: 

See  also  Armed  services;  Public  Health  Servlee;  apedfie 
services. 

COMMISSIONED  OFFICERS  oi  Cbast  and  Geodetle 
Survey,  functions  of  Secretary  of  Commerce  (Ex- 
ecutive Order  11023) 6131 

ENUSTED  MEMBERS,  additional  pay  for  assignments 

to  artificial  Islands  (Executive  Order  10989) 727 

United  Kingdom: 

Trade   agreement    (ProcIaniati(m   3468,   Memorandum 

of  June  20,  1962) 4235,5935 

United  Nations  Day,  1 962: 

(Proclamation  3469) 4267 

United  States  Advisory  Commission  on  Inter- 
national Educational  and  Gjltural  Affairs: 
(Executive  Order  11034) 6071 

United  States  Arms  Control'  and  Disarma- 
ment Agency: 

DISARMAMENT  AND  ARMS  CONTROL,  interagency 

coordination,  functions  (BxecutiTe  Order  11044)-.    8341 

OFFICIAL  INFORMATION,  limitation  of  authority  to 

classify  (Executive  Order  10985) 439 

United  States   Department  of  Labor  FIftietli 

Anniversary  Yean 
(Proclamation  3472) 4353 

United  States  Employment  Service: 

Service  to  minority  groups 3850,4331 

United  States  Information  Agency: 

AUTHORITY  DELEGATION   by  Directs  to   certain 

officials;  procurement  transactions 6462 

MUTUAL  EDUCATIONAL  AND  CULTURAL  EX- 
CHANGE ACT  OF  1961,  fimctions  (ExecuUve  Order 
11034)    6071 

PROCUREMENT  REGULATIONS,  procedures 6044 

United  States  Parole  Boord: 

Prisoners,  youth  offenders,  and  Juvenile  delinquents; 

parole,  release,  supervision,  and  recmnnfltinent 8487 

United  States  Soldiers*  Home: 

Eligibility  for  admission,  fonale  personnd 8920 

Universal    and    International    Exhibition    off  " 

Brussels,  1958: 
Liquidation    of    affairs,    functions    (Executive    Order 

11034) 6071 

Urban  Renewal: 

MORTGAGE  INSURANCE  and  Insured  improvement 

loans.    See  Federal  Housing  Administration. 
RELOCATION    PAYMENTS 7677.7876 

U.S.  Science  Exhibit: 

Authority  delegation  to  Ccmunlssioner  from  Secretary 

of  Commerce;  negotiate  contracts ; 1076 

U.S.  Study  Commission— Texas: 

LIQtJIDATION,  authority  respecting !    8880 

TERMINATION    6084,8466 

Utilization  and  Disposol  Service: 

Wildlife  conservation  purposes,  transfer  of  listed  prop- 
erties for: 
Blackistone  Island.  St.  Mary's  County,  to  Maryland.  10111 
Dutch  Island  Ught  Station.  Narragansett  Bay,  to 

Rhode  Island 8981 

Harris  Neck  Air  Field,  Mcintosh  County.  Georgia,  to 

Interior  DQ;>artment 5581 

Paducah  Area,  Atomic  Energy  Commission,  to  Ken- 
tucky      1079 

V 

Vocclnes: 

See  Public  Health  Service. 

Vessels: 

ALASKA,  motorboats;  Mt  McKlnley  National  Parte...  11S50 

BOATINO  SAFETY,  use  of  boats  on  waters  of  oertam 

national  parks.   See  National  Park  Servloe. 
COAST  GUARD  regulations.   5ce  Coast  Guard. 
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CUBA.   Interdlctton  of  delivery  cxf  offensive   weapons 

(ProcUxnAtlon  3504) -  — -  l^*"^ 

of    ProdamAUon    3504    (Proclamation 


Pae« 


11525 


See  Veterans  Admlnls- 


9716 


Tenxilnatlon 

3507)   

crUSTOMS  BUREAU  regulaUons.    See  Customs  Bureau. 
DANGER  ZONE  regulations.     See  Engineers  Corps. 
DCXJUMENTATION.  measurement,  etc.     See  Customs 

Bureau. 
POREIGN-FLAa  VESSELS:  ^^     ^^^ 

Lumber  shipments  to   Puerto  Rico.     See   Maritime 

Administration. 
Waiver  of  coastwise  laws  to  permit  use  by  Military 

Sea  TransporUUon  Service vriTJ 

INDIAN   AFFAIRS    BUREAU    vessel    '  UBMS.    North 

Star":  transporUtlon  of  freight,  liability 12399 

INSURANCE:  ,  ^  ,,-o 

Federal  ship  mortgage  and  loan  insurance iios 

Marine  protection  and  Indemnity  insurance  -     3W9 

War  risk  Insurance 226. 4028,6521.  H48» 

MARmME  CARRIERS,  regulaUons  affecting.  See 
FMerml  Maritime  Commission;  Maritime  Adminis- 

tratloti. 

MEASX7REMENT  (^  vessels.    See  Cust<«ns  Bureau. 

NATIONAL  PARKS  and  monuments,  certain;  boating 
rcstrictiORS.    See  National  Park  Service. 

NAVIOATION  REXJULATIONS.  See  Coast  Guard;  En- 
gineers Corpe.  .,       ^       _* 

NAVIGATIONAL  LIGHT  WAIVERS.    See  Navy  Depart- 

PUBLIC  VESSELS,  functions  of  Secretary  of  Commerce 

(Executive  Order  11023) 5131 

RADIO  SERVICES,  maritime.  See  Federal  Commu- 
nications Commission. 

SHIP    REPAIRINO.    shipbuilding,    and    shipbreaking ; 

safety  and  health  reg\ilations.  proposed  rules 962 1 

WAR-BUILT  VESSEUB,  exchange  of 2011 

Veterans: 

PENSION,  COMPENSATION 

tration.  

SOCIAL  SECURITY  BENEFITS 

Veterans  Administration: 

ADJUDICATION.    See  Burial  benefits;  Pension,  com- 
pensation; Servicemen's  indemnity. 
AUTHORmr  DELEGATIONS:  i 

See  aiso  Organisation. 
By  Administrator  to  certain  of&clals : 
Designated  employees: 

Allowances  for  VA  notaries  public ^49© 

Sale  of  loans,  guaranty  of  payment 

Director  of  Cwnpensatlon  and  Pfension  Service,  et 

al.;  waiver  of  recovery  of  payments 

Loan  Guaranty  Committee  on  Waivers  and  Com- 
promises, and  General  Counsel  and  Chief 
Attorneys;  certlflcaUon  of  documents  for  cer- 
tain claims 

BURIAL  BENEFITS,  forfeiture 8878 

CHIEF  ATTORNEYS;  veterans'  benefits 3829,11048 

INSURANCE:  inA^iiooq 

National  Service  life *2JS' H5S? 

United  States  Government  life 9600.  H88d 

LEGAL  SERVICES.  GENERAL  COUNSEL: 

Accredited  representatives,  recognition  of--., 6498 

Crimes  or  offenses  on  reservations,  prosecution 7497 

Suits   against   Veterans   Administration   employees; 

operation  of  motor  vehicles J024 

Torts ^*^ 

LOAN  GUARANTY:  ^  «   .*.  oo-j 

Administrative  action,  charges  and  fees,  definitions--       iii 

Lenders  disquallflcation  of;  nondiscrimination 11669 

Residential  properties,  appraisal,  right  to  refuse  by 

Administrator;  nondiscrimination 11669 

Sale  of  loans,  guarantee  of  payment 2686 

MEDICAL  TREATMENT  and  hospital  care : 

Definitions;  chief  medical  officer I'^ai* 

Dental  services;  examinations  and  out-patient  treat- 
ment    }}*?? 

Eligibility  for  hospital  or  domiciliary  care ii4JJ 

Foreign  countries,  eligibility  for  hospital  care  and 

medical  services , -r"-  rrr  ^^^^^ 

NonccMnpensable  peacetime  service -connected  disabll- 

m^^   _     8972 

Outpatlenttret^ent  and  examination 11*23 

ORGANIZATIC»»:  ^  ,     ^,  ,-.._ 

Authority,  fxmctions.  and  description  of  organization.  10507 


Veterans  Administration — Continued 

ORGANIZATION— Continued 

Central  Office - —  10507 

Field  stations,  VA  installations  and  insurance  cen- 
ters   4972, 10507 

PENSION,  COKff  E^SATION: 

Accrued  --  5539, 8177.  11892.  11893 

Adjustments  and  resumptions..  655,4917,7679,8816,11890 

Administrative    '''Sii^SSo^iSS 

Apportionments   *^^*v2oi   iiSti 

Claims 4421,  11888 

Compensation  ratings,  special,  monthly *I?^'55?! 

Concurrent  benefits  and  elections 340,  4993, 11892, 12044 

Dates   effective 6878,8793,11888 

Definitions,   service,   discharge,   enlistment,   validity, 

etc 4023,4024,  11886 

Dependency  and  Income ;i;:-::««?*fo?o^ 

Diseases,  specific....  *^^''' ^Sq^JS?'  ulJi 

Evidence    requirements 189».  o^Bi.  ii«»o 


Forfeiture  - 


8590 


2685 
5608 


7496 


Guardianship  and  Institutional  awards ".V«o  ^ti 

Hospitalization 7678,8793.9652 

Increased  compensation SJja 

Protection **0,  li89i 

Provisional  regvilatlons -  -- -  -    MA^- 

4024.  4917,   8354,  9474.   9652,   9654,   9945.  9948 

Ratings     .-      ---- 4739.6387.11995 

Reductions  and  discontinuances 655,  8830. 11880.  ll^S 

Relationship   ^^^*' S?? 

Widows  benefit  for  month  of  veterans  death 1188« 

RECORDS:  ^ 

Non-Federal;  retention  requirements ■»woo 

Release  of  Information: 

Copies  If^ 

Determination;  health  of  claimant »5W 

Installation  having  record »^»» 

Social  security  records,  restrictions -  vow 

SERVICEMEN'S  INDEMNITY,  forfeiture 8733 

SOLDIERS'  AND  SAILORS'  CIVIL  RELIEF: 

AppUcation  and  maturity **• 

Benefits    .         .                  ^*o« 

VOCATIONAL  REaiABnJTATION  AND  EDUCATION: 

Dates  for  education  and  training,  beginning  and  end-  ^^^^ 

Korean  conflict  veterans;  education 7093.8424.10831 

war  orphans'  educational  ^^^^'^ -  - .^ly^y.-^ill  Sm 
World  War  n  veterans.. 7985.8921.9475,11550 

Veterans  Day,  1962: 

(Proclamation  3493) ^*** 

Virgin  Islands:  ^  „„™.    ^^, 

CHMSTIANSTED  NATIONAL  HISTORIC  SITE,  addi 
tion  of  certain  lands 

FEDERAL  EMPLOYEES:  ..„ 

Differentials  and  cost-of-Uvlng  allowances 48M 

Unemployment  compensation ,  *«e, 

INCOME  TAX  UABILITY.  limitation  on  reduction.  . 


6340 


SHEEP  scabies  In;  eradication  area,  proposed  rule.. 
SUGAR  PRODUCTION,  approved  area  for  1962  crop. 
SUGARCANE: 
Prices.  1962  crop 
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10951. 
12791 
lOlOS 
10311 

1793 

1880 

Wage  rates--. .- .t^ 

VESSELS,  undocumented;  numbering 38«b.  iiw 

WAGE  AND  HOUR  regulations,  etc 2612.4001.  looai 

Virgin  Islands  Corporation: 

Board  of  Directors,  delegation  of  authority  respecting 
member  and  chairman 

Visas: 

See  SUte  Department. 

Vocational  Rehabilitation  Office: 

PROCUREMENT,   authority   delegation   from   Health. 

Education,  and  Welfare  Department 107ji 

STATE  ALLOTMENT  PERCENTAGES ii" ."     * 

VOCATIONAL  REHABILITATION  PROGR^deflrU- 

nitions.  and  State  plans  and  grants...  8973. 10833. 11^ 

Vocational  Training: 

INDIANS,  adult:  / 

Financial  assistance  for  trainees »- 

Training  programs - 


1811 
511 


Vocational  Training— Continued 
VETERANS.    See  Veterang  Adminlitnrfloa. 
Voluntary  Foreign  Aid  Agenciet: 

Registration,  Jewish  Agenoy  for  IsnA,  Ine 4000 

Voluntary  Oil  Import  Program: 

(Proclamation  3509) 11086 

Voluntary  Overseas  Aid  Week: 

(Proclamation  3465) 3605 

Voluntary  Plans: 

Business.  Industry,  etc.   See  Emergency  Planning  Offloe:    - 
Small  Business  Administration. 

Verier  RegistraHon  Month,  Notional,  1962: 

(Proclamation  3489) 3999 
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Wage  and  Hour  Division,  Labor  Depaitmenf: 

AMERICAN  SAMOA;  wage  order  procedures 10651 

AREA  OF  PRODUCTION 400 

AUTHORITY  DELEGATION  by  Administrator  "to  0^^ 
tain  designated  officials  In  the  United  States,  Puerto 
Rico  and  Virgin  Islands.  *to  grant  or 'deny  appli- 
cations for  special  employment  oertJfleates.  "  4001 
FAIR  LABOR  STANDARDS  ACT.  1938: 
Determinations    and     Interpretations;     "reasonable 
cost"    and    "fair    value",   collective    bargaining 

agreements,  etc 5086 

Exemptions: 
Forestry  or  logging  operations  of  not  more  than 

twelve  employees 8032 

Newspaper    publishing,    exanptions;    enfcnx^oent 

policy 5752 

Nonexempt  work,  enforcement  policy 98|3 

Pishing  and  operations  on  aquatic  pnxtucts ZIII    12M 

General  statement  as  to  methods  of  paymait;  sup^- 

sedure ^og^ 

Laundering,     cleaning,    or    repainng    rfntning    or 

fabrics    1091 

Petroleum  products.  distrIbutron"ZIZII~IIIZI"32i6.0843 
Retailers  of  goods  or  services: 
Enforcement  policy 994 

Lumber  and  building  materials  dealersZZZZZZ  2093 

Retail  and  wholesale  distinguished '  12935 

Seamen,  revision  of  interpretations ~~    8309 

HANDICAPPED  CLIENTS  IN  SHELTERED  WOiucZ 
SHOPS,    employment    of;  <"  advisory    oonunittee, 

special  certificates,  records,  etc 175 

HOMEWORKERS.  employment  in  certain  industries: 
See  also  under  Puerto  Rico. 

Termination  of  certificates 5438  7020 

LEARNERS,  employment  at  below  minimniw  wages: 
Apparel  Industry;  hearing  on  learning  period,  mini- 
mum rates,  etc..  proposed  rule S40, 11968 

Authority  delegation  to  certain  designated  **«w**if|it  to 
grant  or  deny  applications  for  apeeM  employ- 
ment certificates 4001 

Certificates,  special.  Issuance  to  vartous  IndusMes  68 

542.  543,  544.  642.  643.  683.  1487.  1746,  3440.' 
2441.  2544.  2545,  2610,-  3010.  3339^  3676,  3677, 
4261.  4347.  4461,  4661.  4076,  8017.  6771,  6770, 
5780,  6108,  6109.  6407.  6684.  6013.  7804.  7688, 
8060.  8151.  8487,  8817.  0130.  0104.  9436.  9645, 
9854,  10140,  10282.  10431.  10781.  10980.  11362, 
11724.  12032.  12203,  12496.  13663. 
Puerto  Rico.   See  Puerto  Rico. 
PUERTO  RICO: 
Homewoiicers  in  listed   industries;   wHnimimi  piece 
rates: 
Blouse  and   neckwear,  women's,   and  underwear. 

women's  and  children's 681 

Gloves,  fabric  and  leather 4339.6090 

Handkerchief,  square  scarf,  and  art  linen 683 

Wallets,  leather  and  plasUe.  and  leather  wallet 

covers;  handlaclng 6098.6786 

Learners,  employment  at  sutunlnlum  wages: 
Authority  delegation  to  certain  designated  oOeials' 
to  grant  or  deny  applications  for  apedal  em- 
ployment certificates 4001 

Certificates,  special;  Issuance  to  various  companies.  69. 
545.  1438.  1746,  3646.  3611.  3330,  4361,  6V80. 
6108.  6110,  6407.  6684.  7806.  7689.  8061,  8467. 
8817, 9121,  9646. 


Wage  and  Hour  Division — Continued 

PUERTO  RICO-Continued 
Minimum  wage  (urders: 
Appcrintment  of  committees  to  Investigato  certain 
industries: 
Industry  committees: 

Nob.  53-A.  63-B,  and  53-C eo96 

Nob.  64-A,  64-B,  and  64-C Z    7680 

Nos.  55-A  and  55-B 8213 

Noe.  58-A.  66-B.  and  56-C "    9070 

Nos.  57-A  and  57-B 9o7i 

Noe.  58-A  and  68-B "    9332 

Nos.  59-A.  69-B.  and  69-C ZZ  12062 

Nos.  60-A  and  60-B 12449 

Review  C(xnmlttees  Nos.  a-Xi  3-B,  and~4  666 

Various  industries:  > 

Alc(dK>lic  beverage  and  Industrial  alc(^ol ll461 

Artificial  fiower.  decoration,  and  party  favor.  _        9328 

Button,  jewel/y,  and  lapidary  work 9450 

Children's  dress  and  related  products 12716 

Communications,  utilities,  and  transportaticm 9474 

Construction,  business  service,  motion  plotiixeZ 

ete _  X0762 

Corsets,  brassieres,  and  allied  garments 12367 

Electrical.  Instrument,  and  related  products..  946 

Glove,  fabric  and  leather 3514 

Handkerchief,  scarf,  and  art  lln«i Z  11469 

Hosiery ___  i0099 

*       Leather,  leather  goods,  and  related  products 4379 

Men's  and  boys'  clothing  and  related  products...  12480 
Metal,  machinery,  transportation  equipment,  *w4l 

allle<r  products 945 

Needlework  and  fabricated  textile  products. 13673 

Paper,  paper  products,  printing,  and  publishing..      945 

Plastic  products,  fabricated 945 

Straw,  hair,  and  related  products 10210 

Sugar  ^manufacturing 11461 

Sweater  and  knit  swlmwear 11460 

Textile  and  textile  products 10099 

Tobacco  4279 

Women's  and  children's  underwear  and  women's 

blouses _ZZZZ_  11460 

Wage  order  procedures 10661 

RECORDS: 

Emplo3^rs  records 525,2459 

Employees  paid  by  c(»nmls8ion.  pn^osed  rule,  hear- 
ing   10259 

Non-Federal,  retention  requirements 3046 

RETAIL  OR  SERVICE  ESTABLISHMENTS: 
Applicability  of  Fair  Labor  Standards  Act: 

Enforcement  policy 694 

Lumber  and  building  matoials  dealers 2093 

RetaU  and  wholesale  distinguished 12935 

Employment  of  full-time  studente  at  special  minimniw 
wage  rates: 
Annulment  or  withdrawal  of  certificates  for  employ- 
ment      3904 

Application  for  certificates,  terms  and  conditions  of 

employment,  ete 3991 

Special  certificates;  tssuanoe  to  various  axnpanles.-  6718. 
6446,  6948.  7047.  7128.  7473.  7689.  7861.  8160. 
8567.  8656.  8816.  9196,  9236.  9491.  9856.  10141. 
10142.  10515,  10618.  10981,  11725,  11785.  11840. 
12307. 
Executive,  administrative  and  professional  exemp- 
tions, proposed  rules,  hearing 666. 7651 

Recordkeeping  requirements  relating  to  overtime  ex- 
emption for  employees  paid  mostly  by  commis- 
sions; proposed  rule,  heuing 10259 

SAMOA,  American;  wage  order  procedures 10661 

STUDENTS.  FULL-TIME;  emidoyment  at  special  mini- 
mum wages.    See  Retail  or  service  estabUshmento. 
above. 
VIRGIN  ISLANDS:                                                           _ 
Authority  delegation  to  certain  designated  officials  t(K 
grant  or  deny  applications  for  spo^al  employ- 
ment certificates 4001 

Learners,   special   certlfleates;   issuance   to  certain 

^        CMQpanles  ^ 3613 

Wage  order  procedures—- 10661 

WAGE    ORDER    PROCEDURE:     Americai}    Samoe. 

Puerto  Rico,  and  Virgin  Islands 10661 

Wages: 

5ee  alM)  Pay,  compensation. 
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Woges — Continutd 

LEIARNERS.    students,    employment    ftt    submlnixnum 

wages.    See  Wage  and  Hour  Divlslofi. 
BCNIMnii  WAOES: 
Oovemment  supply  contracts.    See  Public  Contracts 

Division. 
Puerto  Rico.     See  Wage  and  Hour  Dirlsion. 

Wake  Islond: 

CivU administration:  ^  „  ^ 

Agreement  between  Interior  Department  and  Federal 

Aviation    Agency ---.  ^^^^ 

Code  issued  by  Federal  AviaUon  Agency 885a.  9555 

(Executive  Order  11048> 8851 

Walnuts: 

Marketing;  California.  Oregon,  and  Washington 2471. 

6149.  7728.  9094, 9955.  10299.  10673. 11253 

Warehouses: 

GRAIN  STORAGE,  unit  prices 5005 

Proposed  rule , »500 

LICENSES  for  storage  of  agricultural  commodities joo3 

STORAGE  LOANS,  redemption  date 840 

Wafer: 

DRINKING  WATER   STANDARDS 2152 

WATER  CONSERVATION;  public  lands,  consenaUon 

policy '*212 

WATER  POLLUTION  CONTROL: 

Federal  shares ^'^" 

Grants  for  construcUon 2124,4421.4740.7985 

Water  Tronsportation: 

Emergency  preparedness  functions  of  Inter.state  Com- 
merce Commission  (Executive  Order  11005 ' 1544 

Waterman,  Alan  T.: 

Exemption  from  compulsory  retirement  as  Director. 
National  Science  Foundation  (Executive  Order 
11024)   ^385 

Weapons:  ,^^^, 

FIREARMS,  interstate  traffic;  excise  Ux  regulaUons...   10041 
OFFENSIVE  WEAPONS   FOR   CUBA,   interdiction  of 

delivery  (Proclamation  3504) 10401 

TermlnaUon    of    Proclamation    3504    (Proclamation 

3507)   ------ 

SURPLUS  MILITARY  RIFLES.  Imports;  investigation. 

Weottter  Bureau: 

CHARGES  for  services 

FELLOWSHIPS  in  meteorology:  type  of  fellowship,  and 

qualifications    10886 

ORGANIZATION  AND  FUNCTIONS: 
Additions  and  changes 2740 

Field    organization 5516 

RADIO  AND  TELEVISION  weather  broadcasts 10»80 

Weather  Forecasts: 

Emergency    preparedness    functions    of    Secretary    of 

Commerce  (Executive  Order  10999) 1527 

Welfare  and  Pension  Plans: 

See   Labor   Department;    Welfare   and   Pension   Plans 

Office. 
Welfare  and  Pension  Plans  Office: 

ANNUAL  REPORT,  publication;  exempUons  for  plans 

having  less  than  100  participants 6676,  I029i 

BONDING  REQUIREMENTS: 

Basic  requirements *'^°' *^^^'    o^oq 

Exemption  from  requirements 8788 

Prohibiiion  against  bonding  by  parties  interested  m 
plan 

1PQ«yt  j^  j^Y  ,THH  MTTNT  

INSURANCE  CARRIinis  or  service  or  other  organiza- 
tions, certification  of  Information  by 57<2 

PUBLICATION  REQUIREMENTS,  variations  from 
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Wheat — Continued 

EXPORT  PRCXIRAM — Continued 

Flour,  cash  payment  (GRr-346) 1753.4863.10351 

Payment  in  kind 6415.10741 

FUTURE   DELIVERY,   limits   on   positions   and  dally 

trading 6678,  12366 

IMPORTS,  Shmurah  wheat  flour  (Proclamation  3448)  _     1086 

LOAN  AND  PURCJHASE  AGREEMENT  PROGRAM: 

1961  crop 96,557.1408,1763.1962.2218 

1962  crop." 6243.8297.9984 

MARKETING  QUOTAS,  acreage  allotments 41.76, 

251  584,  767.  942,  1174,  1964.  2147.  2680,  3273. 
3651,  3879,  4469,  4549,  5860,  5942.  6314.  6341. 
6945.  8079.  8241.  8582.  9440,  11246,  11955,  12332 

PRICE  SUPPORT  PROGRAM.  1962  crop 4411.6583 

RESEAL  LOAN  PROGRAMS: 

1959  crop--     5081 

1961  crop ^"'' 

STABILIZATION  PROGRAM: 

,QB2  1792.  7425.  8208, 9984. 10534 

1963  1--//-   -"11----------- 12430,12877 

WAREHOUSE  STORAGE,  unit  prices 5005 

Wildlife: 

CONSERVATION,  trsuisfer  of  cerUin  properUes: 

BlackJstone   Island.  St.   Mary's  County  to  State   of 

Maryland iiv: "  Il^V 

Dutch  Island  Ught  StaUon.  Narragansett  Bay,  to  State 

of  Rhode  Island v;^""" 

Piiducah  County,  certain  property  to  SUte  of  Ken- 
tucky        

HUNTING,    protection,    etc.     See    Fish    and    Wildlife 

Service 
MILITARY  RESERVATIONS,  management,  conserva- 
tion and  harvesting  of  gfione  resources  on 2316 

RECREATIONAL  PURPOSES,  management  for  »Execu- 

Uve  Order  11017) vr,-;. 

WILDLIFE  REFUGES,  etc.    See  Pish  and  Wildlife  Serv- 
ice ;  Land  Management  Bureau. 


11525 
5723 


3989 


domestic  wines  in;   bond 


1758 


948 


10581 
4977 


5742 


7481 
8920 


Wine: 

CUSTOMS   WAREHOUSES 

requirement ,-"■ 

EXPORT,  labeling,  advertising.     See  Internal  Revenue 

Service. 
FOOD  ADDITIVE,  residues 

Without-Compensation  Employees; 

Appointments  and  sUtementa  of  financial  interests. 
See  Commerce  Department;  Emergency  Planning 
Office:  Interior  Department;  Interstate  Commerce 
Commission. 

Women: 

COMPETITIVE  CIVIL  SERVICE  POSITIONS,  nondis- 
crimination against  women  in  filling  vacancies 

SOLDIERS'  HOME.  U.S.,  eligibility  for  admission 

Wool:  _^        , 

ADVERTISING     AND     SALES     PROMOTION,     refer-   ^^^^^ 

endum "  *    ,tco 

IMPORTS   carpet  wool;  manufacturers  records.-.--—     lao^ 

PAYME^    PROGRAM   ^O^^^^^  J^°°_^  g^%^^9°/i^.  i2667 

WOOL^PRODUCTS  IJVBELINd  ACT  of  1939,  proposed 

rules ' 

Workmen's  Compensation: 

AEC  reflation,  Compensation  insurance 

World  Trade  Week,  1962: 

(Proclamation   3474) 

World's  Fair,  New  York: 

ARMED  FORCES  PARTIdPATlON,  coordinator  for.. 
U  S.  COMMISSION,  estabUshment  of  Office  of  Commis- 


I 


12722 


470 


4503 


4433 


f Proclamation  3503 » 10399 


Western  Samoa: 

Immigration  quota  for 

Wheat: 

^^^S^^^"^^^^    2760,3189 

1963  cropi:::::: 1003.3972.5791,6367,9435, 12702 

EXPORT  PROGRAM:  ._     ,.        , 

Definition   of   Vice   President,   Foreign   Agricultural 

Service  '*"'' 

o 


sioner 

US   PARTICIPATION  (Executive  Order  11014) 


8334 
3731 


■«■■ 

€ 

% 

I 
I 
I 


Year  2000  Plan: 

National  Capital  Region  (Memorandum  of  November  27. 
1962)    

Youth  Fitness  Week,  National,  1962: 
(Proclamation   3456) 


11753 


2829 
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1     CFR  Page 

Appendix  A 3026 

3  CFR 

Proclamations : 

Nov  5,  1891^    1227.2706 

Feb.  25.  1893 8599,9778 

Jiui   23.  1904   9570.9778 

Oct    3.   1906 7902 

May  27,  1907 4433 

Jan.  26.  1909 9773 

Dec.  10.  1910 4433 

Jan.  16.  1931 1312.5589 

Feb.   12.  1931 1312 

May  1,  1937 6253 

41 1311 

695 5750 


3  CFR — Continued 
Proclamations — Continued 

3144 

3191 

3211 

3212..- 

3235 


781, 

804_. 

881 

1323. 

1377 

1640- 


3791 

8239 

8239 

8239 

5750 

2981 

1694 11487 

1917 2486 

1985 2486 

2160 2486 

2318 5589 

2362 5589 

2363  _  5589 

2416 5'5~0'4,  5987 

2489 1086 

2550 1086 

2584 1086 

2761A 2789,2791,4235  5929 

2764  -._    4235 

2769  

2867-_ 

2884 

2929 

2961 

3019 

3105 


Page 

2486 

4235 

4235 

4235 

4235,4971 

3279 9683.  11985 

3290 11985 

3298 10399 

3307 1117 

8323 4235 

3328 11985 

3365 4235 

3374_ .._ 2486 

3378 4271 

3379 1312 

3386 11985 


f3  CFR — Continued  p^«« 

Proclamations — Continued 

3466 3535 

3467 3791 

3468 4235,  5929.  5935.  6255 

4267 


4235 

4235 

4235 

42 

9829 

3183 

4235.  5929 

3140 2789.2791.4235 

86000— «3 1 


•».- 
^ 


3387 

3389 

3431 

3443 

3444 

3445 

3446 

3447 

3448 

3449 

3450 

3451 _ 

3452 

3453 

3454 2789 

3455 2791,  3101 

"3456 2829 

3457 _  2981 

3458 3101 

3459 3103 

3460 3183 

3461 3185 

3462 3367 

3463 3369 

3464 3371,  10079 

3465 3505 


4235 

11985 

4235 

31 

333 

549 

819 

1085 

1086 

1311 

1955 

2027 

2027 

2215 

3101 


3469. 

3470. 

3471- 

3472. 

3473_ 

3474_ 

3475. 

3476- 

3477- 

3478- 

3479. 

3480_ 

3481. 

3482. 

3483- 

3484. 

3485. 

3486. 

3487. 

3488- 

3489- 

3490- 

3491- 

3492- 

3493- 

3494_ 

3495-. 

3496- 

3497-. 

3498-. 


4269 

4271 

4353 

4467 

4503 

4657 

4757 

4803 

5529 

5929 

6253 

6733 

6771 

6919 

6965 

7371 

8239 

8295 

8663 

8969 

9201 

9241 

9313 

9433 

9497 

9639 

9679 

9681 

9879 

3499 10077 

3500 10079 

3501 10147 

3502 10243 

3503 10399 

3504 10401.  11525 

3505 11209 

3506 __  11487 

3507 11525 


3  CFR — Continued 

Proclamations— -Conlxnueii 

3508 

3509 

3510 

Executive  orders: 

May  28.  1868 

Mar. 4.  1891 

Jan  4.  1901 

Auk.  18.  1904 

May  24,  1905 

July  3.  1905   

July  2  1910 

8676.  9258.  12220, 
July  9.  1910  - 

12.  1910 

29,  1910 

1910 

1911 

1911 

1913 

1913  

1913   

1913 

1913 

1914 

1915 


Page 

11913 
11985 
12115 


Aug 

Oct 

Dec 

Apr 

Oct 

P"eb 

Feb 

Mar 

July 

July 

Oct. 

Jan. 

May 

July 

Aug. 

June 

Aug. 

Aug. 

Oct. 

Nov. 

Mar 

Dec. 

Feb 

July 

Nov 


1 

7. 

28 

3, 

20 

3 

3, 

10 

8, 

30 

14. 

21. 

27. 

30, 

21. 

25. 

30. 

21, 

21, 

12. 

25. 

19, 

22, 


9 

12370 

9061 

1492 

y7J 

4.TI4 

_  70-;2. 

12371,  12661 
10654 

4096 

6936 

8281 

10654 

3552 

6281 

6673 

6673 

7573 

7022 

6936 

5768 

1915 ---  10257 

1915 12059 

1915 12059 

1916 ---   6936 

1916  3552 

1916 6673 

1916 12220 

1916  9813 

1917 5878 

1917 10121 


1919. 

1919 

1924 


Apr 
Feb 


17, 
11. 


12277 
.  4514 


5956 
6673 
5878. 
12651 
11258 
7659 


6340 

1926 

1933   

199-A 8851 

1232    5097 

1796    11003 

2242 8317.  10456 

3149 4514 

340« -  8794 

3675 -  6673 

3797-A 6389 

3828  --   4514 

4223 --  3515 

4257 8794 

4280 6099 

4397 1492 

^4962 -  2466 

5120 1620 

5289 8034 

5327 10455 

5339 1732 

5419 8794 

5900 4096 

5952 5901 

6039 179 

6260 6967 

6616 12058 

6783 5899 

6849 2904 

6901 5095 

6935 8851 

7059-A 1311 

7211 12219 

7430 7636 

7435 5504 

7505 1491 

7993 5987 

8095 778 

8102 4518 

8174 5095 

8343 4518 


17.>9 


1759 


778 
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3  CFR — Conti/lued 

Executive  orders  — Conlii\ii'd 

8442 

8578 

8683.. 

8691 

8729 

87:.5  

8790 

8791 

K847 

H874 - 

8877 

8979 

9019 

9086 

9114 

9419 

'Jb26 

9708 

9709- 

9778 

9797 

9805 

9875 

9933 

9981 

9988 

9997 

10001 

10006   

10008   

10025   

10046..     

10069   

10116   

10168    

10177   

10194 

10196 

10202   

10214  

10219   

10242   

10260   

10265   -._ 

10269  

10274   

10292   

10296  

10312  _.. 

10328   -- 

10341  

10346   

10363 

10381 

10401 - 

10408 

10409 

10421 

10427 

10438  

10450 -- 

10460 r- 

10461 A 

10470 -- 

10480 --  9418.9683 

10494  

10501 

10507  .-   

10524 

10529 

10530 2983.  8665,  11733 

10532 


6071 


10539 

10562. 

10582. 

10594. 

10601. 

10634. 

10638- 


179 
5879 
H511 
1492 
8511 
4516 
8119 
8 1  1 9 
4:.U"> 
10:i8  i 
627 
308 
1759 
17:. 9 
1492 
8=)7.S 
1516 
12393 
8851 
2983 
8851 
2983 
4409 
2983 
9683 
193 
2983 
193 
5847 
193 
32 
11776 
2983 
193 
727 
2983 
1065 
2983 
193 
2585 
9683 
9683 
9683 
4409 
9683 
2983 
193 
9683 
9683 
193 
8511 
9683 
193 
2983 
4971 
4409 
4139 
9683 
9683 
9683 
7859 
1519 
9683 
4409 
11447 
9683 
439 
2983 
9683 
9683 
11749 
12393 
9683 
193 
9683 
193 
9683 
9683 
9683 


3  CFR— Continued        ^*^* 

Ext'rutnr  orders— Continued 

10640 1447 

10647 1341 

10650    193 

10659   193 

10660    9683 

10679   1^21 

1069,)A 1S19 

11)705        1519.9683 

10713 2621 

10714    193 

1U716   6071 

10735    193 

10737    9683 

107.^9    2983 

10773   96H3 

10782   9683 

11)784    "859 

10787   580 

10789    9683 

10797   8665 

10809   193 

10841 10289 

10844    - 1312 

10873    4145 

10890   1312 

10898   439 

10900   6653.9683 

10901   439 

10902  9683 

10912  6071 

10924  7859 

10929  1207 

10932  5589 

10945  .-  .         -  -  7003 

10952         1522. 1524, 1527. 1532. 

1534,  1539,  1540.  1542,  1544,  9683 

10958  9683 

10974  --   7755 

10982  -'. 3 

10983  32 

10984  193 

10985   439 

10986  439 

10987   550 

10938   551 

10989   727 

10990  1065 

10991 1207 

10992 1311 

10993   1312,5589 

10994   1447,4143 

10995 1519,9683 

10996  1521 

10997 1522 

10998   1524,9418 

10999 1527.9418 

11000  1532 

11001 1534 

11002 1533 

11003  1540 

11004  1542 

11005  1544 

11006  nsg 

11007   1875 

11008 --  2143 

^11009   2585 

11010 2621 

11011 -• 2677 

11012 2983 

11013  3373 

11014      3731.6071 

11015 3905 

11016 4139 

11017 .4141,  11847 

11018 4143 

11019 4145 

11020 4407 

11021 4409 

11022 : 4659 


3  CFR— Continued        **»«• 
Executive  orders — Continued 

11023 5131 

11024 5385 

11025 5467.5531,5699 

11026 5531 

11027 5533 

11028 5589 

11029 5699 

11030 5847,9683 

11031 5899 

11032 5901 

11033 5903 

11034 6071 

11035 6519 

11036 6653 

11037 6967 

11038.-   7003 

11039 7755 

11040 7857 

11041 7859 

11042 8067 

11043 8157 

11044  8341 

11045 8511 

11046 8575 

11047-..  8665 

11048 8851 

11049 9203 

11050 9205 

11051 9683 

11052 9691 

11053 9693 

11054 9695 

11055 9981 

11056 10017 

11057 10289 

11058 10403 

11059 10405 

11060 10925 

11061 10927 

11062 11447 

11063 11527 

11064 11579 

11065   11581 

11066  11733 

11067 11749 

11068 11793 

11069 11847 

11070 12393 

11071 12875 

Presidential  documents  other  than 
proclamations  and  Executive 
orders: 

Directive,  Feb.  2.  1959 1877 

Letter.  Apr.  23.  1929 5131 

Letter,  Aug.  16,  1955 6071 

Letter.  Aug.  21,  1956 6071 

Letter,  Mar.  7.  1959 4659 

Letter.  Aug.  31.  1960 6519 

Letter,  Mar.  16.  1962 2677, 

2809,  6009 

Letter,  June  21,  1962 6009 

Memorandum.  Oct.  18,  1961-.  7603 
Memorandum,  Feb.  9,  1962. __  1341. 

9683 

Memorandum.  June  1,  1962 5387 

Memorandum.  June  20,  1962__    5935 

Memorandum.  July  1,  1962 6255 

Memorandum.  Aug.  1,  1962 7603 

Memorandum,  Nov.  2,  1962_._  12277 
Memorandum,  Nov.  27,  1962__  11753 
Reorganization  Plan  1,  1958—  9683 
Reorganization  Plan  2,  1962__    5419 

4  CFR 

30.1    12044 

51.13 . 12044 

51.65   12395 

5226   12395 
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2.101  ;_  — 7481 

2.103' 10407 

2.105   10407 

2.204 7481 

2^01    __^ 5788,10407 

2.302  _-__ 10407 

2.303  10407 

2.404  10407 

2.501  10407 

4.201  Jy 390 

4.206  _\. 391 

5.104  6257 

6 12313 

6.111  12427 

6.122  12611 

6.163  12894 

6.304  12395 

6.305  12395 

6.312 12395,12744 

6.313  12744 

6.314 12744 

6.321  12894 

6.340  12395 

6.342  12427,12611.12744 

6.347 ^ 12427 

6.363 12894 

Prior  to  revision: 

6.101 —  -  11493 

6.102   1067,3159,11493 

6.104 302,2267,4691,5329 

6.106 10149 

6.107 9207 

6.108   5490 

6.109 1109,10479 

6.110 11404.11691 

6.111   3591, 

4323.  4505.  6311.  6921.  11253 

6.112 6743.6969,7538,9909 

6.113   A 251 

6.114 391. 

442,2071.5759.8853,11215 

6.115  5490 

6.140 2624 

6.142 6367 

6.145 11000 

6.149 7819 

6.155 7954 

6.163  5905 

6.168 5759 

6.171  2147 

6.172  3159 

6.173  2071 

6.176 7673 

6.203  10149 

^6.204 7539 

6.205  4581 

6.206 10019,10149 

6.207  11001 

6.208 5490 

6.212  . 728 

6.213 3159.11001 

6.249  -It - 7819 

6.275 7819 

6.302 I 38,  1001, 

1109, 2029. 2173.  2243,  2448,  2624, 

3591. 3911. 6199. 6257.  7757.  9641 

6.303  10577 

6.304 963,  2267,  2985,  5243,  6117. 

6969,  8853,  10081,  11341,  11989 

6.305 2267 

6.306 2267,11691 

6.307 2267 

6.308 1001,3651,4505,6311 

6.309 38, 

251,  767.   963.   1239.   4831,   6693 

6.310 38.2830.3309.4163.6817 

6.311 .._-  1593. 239?. 6921. 7539. 

7757-.   8025.   8853.  t0408,    11634 


5  CFR— Continued  ^^^e 

Prior  to  revision — Continued 

6.312 96.  251,  515.  1593, 

2985.  6525.  6693. 7423. 7757, 8667, 
9937.  10081,  10408,  10787.  11493 

6.313   851.1878.11404 

6.314 5538,5789.8611,9051 

6.315 5490,5729 

6.321  _.  5600,6921,7423.8727,11312 

6.322    7605 

6.324    2359 

6.325   4359 

6.326   3911 

6.328    ^ 1001 

6.333    .-_   3591,5759.7863.8611,9207 

6.340 2624,8343 

6.342 38,2173, 

5389,   8853.    10523,    10647,    11493 

6.347   6199,9207 

6.349   3425,7819 

6.362   7819 

6.363    5600 

6.364    302,2359,3187 

6.367 11312 

6.368 649, 

2071,  3537.  5076,  5601.  6311.  7015 

6.372   1109, 

1313,  1718.  2824,  2830,  6605 

6.374  2985 

6.375  3425,6773,7819 

9 4759 

20.101  2793 

20.201  10407 

22 4759 

22.103  10407 

22.201  10407 

22.301  10407 

24.23  457 

24.33  2624 

24.44  457 

24.70  1548 

24.71  1548 

24.101  457 

24.104  2624 

24.105  5076 

24.152  457 

24.153  1548 

25.103  10081 

25.104 10081 

25.105  10019 

25.150—25.176 10081 

25.152  4147,6311 

25.173  6311 

25.601—25.609 5 

25.701—25.707 2759 

27.1 1208. 

1313,  5538.  8784.  8971.  9937 

27.2  1208, 

1313,  5538, 8784,  8971,  9937,  12699 

29.2  10408 

30.606  6257 

30.702  " 221 

30.704  221 

Appendix  A  _._  4581,5423,10082,10439 

34.13  6693,6969 

37.5  6655 

39.207 . 1349 

39.305  1349 

39.306  1349 

40 2173 

77  3105 

77.104  10408 

89.1  9583 

89.2  9583 

89.3  9583 

89.4 9584 

89.5  9584 

89.6— «9.8  9584 

89.13  9584 

201.100 - 2505 
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5  CFR— Continued  '''^' 

203.2    2505 

204.11    2505 

204.14    «59 

204.15    12390 

204.16    12396 

204.18   2505 

350  10    221 

350.11    *8^3 

4013    ---  11531 

401.19a l'^90 

Proposed  rules : 

89        -  8219 


6  CFR — Continued 

421.1301—4211312     --- 

421.1312    

t21  1354     _-- 


Pftge 


421  1341 
421  1343 

421  1401 


6 

4  1 
42 
43 
45 
46 
4.7 


CFR 


2793 
10929 
10929 
10929 
10929 
10929 
10929 


121 


48        ...  10929 

4  10     .     __    -  10929 

10  .:' 877 

10.34  5'788 

10.42-60  8611 

10.42-51  8611 

10.55-50—10.55-51 -  8611 

11  _   ^,  _   _     ..  I  109291 

11.163  10931 

11.1011  -  10930 

11.1012  10930 

11.1015  10930 

11.1018 10930 

11.1024  10930 

11.1035  --  10930 

11.1073  10930 

11.1074  10930 

11.1075  10930 

11.1076  10930 

U.1077  10930 

11.1078 10930 

11.1079   "10930 

11.1080   10931 

19    1109311 

19.78   10931 

19.80   10931 

40 — 45     12803,(128091 

50—52 [12809] 

70.34   5788 

91  ---   10741 

308    12611 

373    --     12396 

375    12396 

400—484— 

Technical  Amendment  609 

421  147 96 

557,  1408.  1753.  1962. 2216 

421.187    557,1407.1753 

421.238   2551 

421.242    4411 

421.337   1407 

421.487    557.963.1407.3160 

421.527    1962 

421.583    96.558,1407.1962 

421.1101—421.1132    4411 

421.1123 6583 

421.1124    6583 

421.1125    6583 

421.1127    8667 

421.1201—421.1212 5243 

421.1204 8297,9984 

421.1206   8297 

421.1212    8297,  9984 

421.1241—421.1252    - 6459 

421.1244   1 10149 

421.1246   10149 

421.1252    —  7673.8169,8527.9373.10149 


421.1403 
421.1411 
421  1412 
421.1451 
421  1454 
421  1461 
421.1462 
421  1501 
4211508    - 

4211510    

4211512 
421  1541— 421 
421.1544   -- 
421.1546  

4211551  

4211552  .. 
421  1601 
421  1613    -- 
421  1651— 421 

4211662    

421.1701    -- 

1726—421 
1740—421 
1760—421 
1780—421 


8473 

10203.  10479 
.  7413 
.  12744 

r4r2  6463 

6693 


421 
421 
421 
421 
427 


6693 

6693.8025.8169.9373 

421  1462  ..  --      6075 

8163 

8163 

8164 

-4211512'" 6743 

8419 

8419 

8419 

1552     - 6257 

9937 

9937 

9937 

' 1 7379.9938 

4211613     6525 

8167 

1662       6468 

9714 

4469 

1739     5077 

1752     --      5079 

1772     -- 5081 

1792 ---      5083 
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910.328  6188 

910.329  6425,6748 

910.330  6705,6969 

910.331  6922,7487 

910.332  7427 

910.333  7709 

910.334  8026 

910.335 __  8264 

910.336  8531 

910.337 8785 

910.338  - 8945 
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910.339   •"! 

910.340 J**J 

910.341    ,»•« 

910.342    J04«l 

910.343   12**i 

910.1039    ^233 

911.201    ^l 

911301    .  *52« 

911302  3589,5733.6379 

911303        6379.8491 

911304    6491,6923.10885 

912 11 

912.120   ,^2 

912.140    5329 

912.201    1349 

912.202    12117 

912.301  1240 

912.302  ^*^ 

912.303  l''^« 

912.304  2073 

912.305    --  2309 

912.306  2554 

912.307  2781 

912.308  3111 

912.309  3318 

912.310  3590 

915.201  5537 

915  JOl 5135. 8705.  8265.  9175.  10091 

9ieJ01  5258 

916.301  *988 

918.302  *9W 

918.303  *9M 

$18,304  5028 

918.305  5028 

918.308  6*25 

917.116  501 

917J01  5256 

917.301    *"29 

917.302    4729.5330 

917.303 *''30 

917.304   5029 

917.306 5029 

917.306 5030 

917.307 5329.5861 

917.308   6317 

917.309  8188 

917.310 6189 

917.311 6189 

917.312  6318 

917.313  6318 

917.314  6319 

917.315 6774 

917.316   6775 

917.317 6867 

918.201    *505 

918.301  3914 

918.302 4551.5734 

918.303 5733 

918.400 15734] 

919J01   M*3 

919J01  6319 

921.201   '^087 

921.301   6320 

922.4   5188 

922.13   5188 

922.14   5188 

922.52   _-> 5188 

922.55  5188 

922.201   "^087 

922.301  — 6190 

923.201  "^088 

923.301 5537 

924J01 - - --  8347 

924.301 7868.8089 

925^01   10291 

925J01  ._ — —    ■'Bea 

926J01 2310 

926J02 --   'SBM 
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928.301  

927.32  

927.42  

927.47  

927.60 


Page 

8171 
93 
93 
93 
93 
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927.201  8348 

927202  91''5 

927.301  '^016 

929 8101 

929201  9644 

929202  .  -_   9910 

933.1080  -    86 

o^^  2 5031 

944  100  / 7/--/---  --- 3111.6042 

944  101  ---  9771. 10091 

944  200 3797.  5734.  6923.  11219 

944.300 8.458 

944  301  -  821.6043.9810 

944302  '-' 9809 

945.215  8785 

945.321  6492 

946.104  -< 3425 

948.214  9137 

948.317  6081 

947  215  _  --  -  12183 

947.320  .   "_-- 6493.  9509,  9887 

948.239  8788 

948.240  8788 

948.241  10650 

948  338    -  - 3112 

948.339  ''"--' 6776.  7487,  8823 

948.340  8824 

948.341  9509 

949  303      -  -   2732 

949'304  .v." 8027,11873 

950.1—950.92  5944 

950.209  502 

950.309  9644 

958  206  _  -    --  8788 

958  307  "l"l"l\ll--   6923.7953.10206 

959.7  2277 

959.12  2278 

959.31  2278 

959.52  2278 

959.128  3734 

959  202    -  -  -   -  2074 

959.302  I--------^  1452.2594.2762.4905 

965.204  3734 

965J04 3^7.5792 

989.325  5138 

970.203 12183 

970.302 336. 

1008.3319.3852  4469.4585 

970.303 : lO"^*"^ 

971.202   1*^94 

971.304   502 

971.305   11934 

980.100  2762 

980  101  7953.10320 

980.200 3508.5331.5792 

981.211  *832 

981.212  8825 

981.312  9377 

981.450  36528304 

981.452  3652 

981.467  3652 

982.212  9939.12745 

982306  12344 

984 9094 

984.212  10673 

984.314  11253 

987       6818 

987.100—987.174 10022 

987.145 "^088 

967.210 -     Ml> 

987.307   8727 

Prior  to  revision: 

987.306 5257 

987.501   4832 


Page 

989  59        -   -     2508 

989  97   '_'__'_.,... 2506.3319 

989.101—989.180    3112 

989.158   10249.10409- 

989.166   2555 

989.217   614 

989.313   10991 

989.401   2554 

989801    3120 

990.101—990.165    12706 

990.105   3159 

990.150  11495 

990  154     3159.7539.12345 

990.162  9248.10250.11757.12576 

990.165  11495 

990.203  970 

990204  9175 

990.205 9176.11634 

990206  9553 

990.301  1795 

990.302  11797 

990.401  441.3590 

993.128  881 

993.150  458 

993.313  8583 

993.601  7540 

1001  t31211 

1001.2  3190 

1001.3  6191 

1001.4 3190 

1001.20  6191 

1001.41  5032 

1001.42  6191 

1001.44—1001.48 5033 

1001.48 6191 

1001.50 5033 

1001.63 5033 

10)2  [28831 

1002.24  6118 

1002.27 6118 

1032.29 6118 

1002.40  5033 

1002.41  5034 

1002.42 6034 

1002.43— 1002  48 5034 

1002.05 5034 

1002.71  [113421 

1002.82 5034 

1002.83   5034.6118.  [113421 

1002.84 6034 

1003.50 5034.  [96451.  [118891.12892 

1003.51  6035 

1004  [35081 

1004.7  4047 

1004.41 4047 

1004.44  4047 

1004.46 4047 

1004.47 4047 

1004.50 5035 

1004.51 5036 

1004.81  5038 

1005.22 7541 

100550 7541 

1005.51  7541 

1005.53  7541 

1005.54 7541 

1008  131211 

1006.2  3191 

1006.3  6192 

1006.4 3191 

1008.20 6192 

1008.48  6192 

1008.84 6192 

1007  131211 

1007.2 --  8191 

1007.3  6193 

1007.4  8191 

1007.20 61M 

1007.48 6193 
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1008.50  2030 

1008.51  2030 

1009.50 2031 

1009.51 2031 

1010  [3508] 

1010.7  4048 

101041  4048 

1010.45  4048 

101050— 1010  51 5038 

1010.81  5036 

101150  7542 

1011.51  --  7542 

1011.52  7542 

1011.71  -._. 7542 

1011.72 7542 

1011.91  7542 

1014  [31211 

10142  3192.6194 

1014.3  8194 

10144 3192 

1014.40  5037 

1014.41  8194 

1014.61  5038 

1015  [3121] 

1015.2 94 

1015.3  94,95.6195 

1015.4 94 

1015.22 95,8195 

1015.24  95 

1015.30 98 

1015.33  95 

1015.40 96,5038 

1015.41  •_ 6195 

1015.42 95 

1015.46  95 

1015.50  95 

1015.51 95 

1015.61  5039 

1015.63 __    95 

1016  2 [107471.12893 

1018.50 5039.  [98451.  [118891.12893 

1016.51 5040 

1030.50  2556 

1030.52  2556 

1031.51  2032 

1031.53  20^2 

1031.54  afli32 

1031.55 /032 

1032.7  yra483] 

1033.50  ^    2032 

1033.51 2032 

1033.52  2032 

103360 7428 

1033.61  7428 

1034.50  2033 

1034.51  2033 

1035.50  2034 

1035.51  2034 

1038.50  2034 

1036.52—1036.53  2034 

1038  3836 

1039  3974 

1039.44  [56011 

1039.62  4359 

Prior  to  revision: 

1039.50    2035 

1039.51    20S5 

1040.16  [9554] 

1040.50  2036 

1040.52  2036.12256 

1041.50 2037 

1041.51  2037 

1042  2461 

1042.50  2038 

1042.52  12267 

1043.50 20S6 

1043.51  _ 2036 

1043.82 2030 

1044  4040 

86000— «3 2 
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1044.61  __ 9646 

Prior  to  revision: 

1044^0 2039 

1044.51 [18821 

1044.52 2039 

1044.53 -_  2039 

1045    4055 

1045.8—1045.19    6868 

Prior  to  revision: 

1045.50 2040 

1045.51  [1882] 

1045.52 2040 

1045.53  — ^ 2040 

1046  2075 

1047.6 6603 

9047.31  4586 

1047.49  6603 

1047.50 2041 

1047.61  2041,6603 

1047.61—1047.62  4586 

1047.70 6603 

1047.86 4587 

1048.12 [34251 

1049.12 4731 

1049.16 4731 

1049.50 2041 

1049.61 2042.4731 

1040.63 4731 

1051  3981 

1062.7  -•- [8108] 

1064.10  [615] 

1064.50  2042 

1064.52  2042 

1064.82  2042 

1065.16  8348 

1065.50  7543 

1066.50  7543 

1066.51  7543 

1067.7  [8483] 

1067.11  [84831,  [10091] 

1068.51  tf.—  2043 

1068.53  2043 

1068.64  2043 

1060.60 2043 

1060.61  2044 

1070.10  1719 

1070.14  1719 

1071.60  7544 

1071.61  -—  7544 

1071.62  7544 

1071.71  7544 

1071.72 7544 

1071.91  7544 

1072.60  7545 

1072.61  7545 

1072.62 7545 

1072.53  7545 

1072.55  7545 

1073.10  [10091] 

1073.41  4833 

1073.60  7545 

1073.61 4833.  7545 

1073.62  7548 

1073.71  7548 

1073.80  7546 

1073.81  7546 

1074.60  7546 

1074.61  7546 

1074.62 7546 

1074.71 2883.  7546 

1074.81  - 7546 

1074.86  2883 

1076.60  ^ 7547 

1076.61  : 7547 

1076.60 7548 

1090.60  _ 7548 

1090.61  — 7548 

1000.62 7548 

1000.71 7548 

1090.72  — 7548 
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1090.73 7548 

1094.10  5652 

1094.14 5652, 10536 

1094.30  _..  5652 

1094.33 5652 

1094.50  5652,8172 

1094.51  8172 

1094.52  8172 

1094.61  5652 

1094.62 5653 

1094.71  8172 

1094.72 8172 

1094.73 8172 

1094.74  8172 

1094.75 8172 

1095 t 2075 

1098 5040 

1096.50  7549 

1098.51  7549 

1096.52 7549 

1096.70 8118 

1096.71  7549 

1096.72 7549 

1098.73 7549 

1098.74 7549 

1097.50 2045 

1097.51  2045 

1097.52 ^. _._  2045 

1097.71  2045 

1097.92 2045 

1098.50 7550 

1098.51  7550 

1098.52 7550 

1098.71 _.  7550 

1098.72 7550 

1098.83  7550 

1099.50 2044 

1099.51  2044 

1101.50 7551 

1101.51 7551 

1101.52 7551 

1101.71  . 7551 

1101.72 7551 

1101.85 7551 

1102.50 7552 

1102.51  7552 

1102.52 7552 

1102.71  7552 

1102.72  7552 

1102.81  7752 

1103.50  7553 

1103.51 7563 

1103.52  7553 

1103.71 7553 

1103.72  7553 

1103.91  7553 

1105.50  7553 

1105.51  7553 

1105.71  7553 

1105.72 7553 

1105.73  7553 

1105.74  7553 

1105.75  7553 

1106.50  7554 

1106.51  7554 

1106.62  8945 

1107.10  8787 

1107.14  3193 

1107.15  [25951.3193 

1107.50  7555 

1107.51  7555 

1107.71  7555 

1107.72 7555 

1107.80  2193.7555 

1107.81  7555 

1108.4  2085 

1108.8  2085 

11089  2085 

1108.12  2085 


■V, 
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1108.14_1108.1»  W*ft 

1108.17  *>•• 

1108.27  St*' 

1108.30  _— ^ 2088 

1108.31  2088 

1108.40  2087 

1108.41—1108.43  2088 

1108.43  2088 

110844  2086 

1108.45  2088 

110848  2088 

1108.50—1108.51 2087 

1108.52  2087 

110853  2087 

110855  2087 

1108.60  2087 

110861  2087 

1108.70  2087 

1108.71  2087 

1108.72  2087 

1108.73  2087 

110874  2087 

110880  2087 

110888  2087 

1120   *0*0 


1130.45 
1130.50 
1130.51 
1130.71 
1130.72 
112073 
1130.74 


6118 
7555 
7555 
7555 
7555 
7555 
7555 


1135.7  - 118''3 

1135.16 "J" 

1138.41  11873 

1135.50  -- 11873 

1135.51  11873 

113552  11874 

1135.71  11874 

1135.82  11874 

1138 2557 

1138.50  7556 

1138.51  7556 

1128.52  7556 

1136.55  7556 

1126.71  7556 

1138.72  7556 

1136.73  7556 

112691  7556 

1127 1040 

1127.52  7557 

1127.53  7557 

1127.71  -  7557 

1127.81  - 7557 

1128 1152 

1128.51  7557 

1138.52 7557 

1128.71  ---  7557 

1128.72  7557 

1128.73  7557 

1128.92  7557 

1129 1047 

1129.51  7558 


CODIFICATION  GUIDE,  1962 
7  CFR— Continued  *''«• 

1133.50  7559 

1132.51  7559 

1132.52  7559 

113256  7559 

1132.71  7559 

1132.72  7559 

1132.73  7559 

1132.81  7559 

1133 1968 

1133.12  6705 

1133.15  6705 

1133.41  5137 

113342  5137 

1133.50  -  11874 

1133.51  11874 

113352  11874 

113371 4470.  11874 

113382  11874 

1134.50  7560 

1134.51  7560 

1135.50  75J1 

1135.51  7561 

1135.53  7561 

113851  11875 

113865  8349 

113666  8349 

113750  ---  7561 

113751  7583 

1137.53  7562 

1138   5067 

1138.7    -  177101.  8349. [86121.  1123461 

1195   4763 

1195.100—1195  140 --        5075 

1195.300 5076.  5331 

Provoscd  rules: 

26  409.665.697 

27  6047 

28 4557 

29  6332.9517 

46  10167 

.      .    10794 

'   ' 863.  1321.2840. 

4333,    8179.    8181.    10655.    12956 

516.4839.5611.8036.9561. 

11954.  12190.  12222.  12957.  12958 

3557 

6047 

4692 

2369. 2840 

.__ 5562 

5562 

6500 
..  3294. 4692.  11553 

319 3519. 11347.  12641 

302         12643 

702  '"  9655.9996 

723   - - 4367.7034 

7>4         -  10050 

7''55  ' 4367.7034 


4; 

51 


53 

55 
58 

6,i 

70 
81 
10 
331 


1129.52 
1129.71 
1129.72 
1129.91 
1130.12 
1130.41 
1130.50 


7558 
7558 
7558 
7558 
7626 
4990 
7559 

1130.52  7559 

1130.61  4990 

1130.71  7559 

1130.72  7559 

1130iJl  7559 

1131 5059 

1133 1054 

1132.7  6539.  [117971 

1133.46  "13 


727 
728 
729 
730 
810 


4367. 7034 

..  1174. 11955 

1906.7794,9456.  10760 
1499  2770.9612.  12270 

. . .   8077 

811 ----  11895 

8i>  12375 

814  ' -  10413 

815  984.  10103 

817  5814.  10413 

827  -  9408.  10326 

850  : 7794 

855 -   2373 

900—999 781. 

1556.  2118,  2178,  2290,  10048 
905        5432,9819 

907  474,  864.  6093.  8122, 12680 

908  474.  864.  2608,  3519,  6982, 8593 

909  --  3858.7436.8594.9924 

910     475.4994.6629.12449 
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911   11.  4886 

912   3923.5564,10371.11429 

915 4887 

916 4557 

917  —    4596 

918  3818 

922  2643,3664 

926 1118 

927  8356,8553 

928         3391,4333.5798 

929      5798.6837,9149.9455 

944      ..  8925.8953 

945 7574 

946  ..  ---  2695.7988 

947  11007 

948  --  7681.7827.9954 

949      1118.7501 

950'.:'. 111 

958 7681 

959       108.411.1012.  1119. 

1801. 2510, 3326.  11998,  12190 
965      3012.3259 

970  ...  9776. 10325. 11266.  12583 

971  :: 11008 

980  1802.3140,6985 

981  --  1460, 2319. 6717.  8077.  8832 
983 9520,10705.12191.12375 

983 121 

984    -  2471,6149.7728,9955.10299 

987  - 2477, 

3519, 4997. 5958. 7793,  8182.  9065 

989  .   697.9455.10494 

990      256.1217,6500.7988. 

8596,  8626,  8881.  9260,  10048. 
10259.  10459. 11266.  11347.  11768 

993      -  411.8754.7989 

1001 799, 

1500. 1906. 2772,  2802,  2841,  4115, 
5335. 5772. 6161. 7647. 7828.  8319. 
10299,  11267.  11321, 12449. 

1002  -   ---  799.1500,2841.4115. 
5002,  6171,  8183,  8597, 8926.  9066 

1003  ...799.1500,2841.4115.5195. 
9066,  9567.  11267,  12644.  12771 

1004 799.898,1500.2414.2841. 

3455.  4115.  8280.  11673,  11999 
1005 4919. 

5402,  6549.  6717,  7437,  12772 
1006—1007 799. 

1500.  1906, 2772.  2802, 2841.  4115. 

5335.  5772. 6161. 7647.  7828.  8319, 

10299. 11267,11321.  12449. 

1008—1009 314. 

1272. 1802.  11267,12771 

1010   799.898.1500.2414.2841, 

3455.4115.8280,11673,11999 

1011 4919. 

5402. 6549. 7437. 11267. 12771 

1013 11267.12771 

1014 799. 

1500. 1906.  2772.  2802.  2841.  4115. 

5335. 5772. 6181. 7647.  7828. 8319. 

10299. 11267.  11321.  12449. 

1015  ..799.1500.2802.2841.4115. 
5335. 5772.  6161.  7647.  7828.  8183. 
8319,  1029P.  11267.  11321.  12449 

1016  .799.1500.2841.4115,5195 
9066,  9567,  11267,  12644.  12771 

1030 314,1272. 

1802.  5772.  8495.  11267.  12773 

1031  .314.1272.1802.11267.12773 

1032   314,1272.1802.7887, 

11267. 11369.  12222.  12773. 12958 

1033  — -  314.  1272.  1802.  11267. 12771 

1034    314.1272.1802.12771 

1035  314. 1272. 1802, 9613. 12771 

1036  —  314.  1272, 1802,  11267, 12771 

1037  314, 1272. 1802. 12771 
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1038 314.1272, 

1621.  1802,  2906,  11267.  1277S 
1039  257.814.748. 

1272, 1621, 1802,  2920. 9260. 1277t 
1040 814. 

1272,  1621.  1802,  9109.  10796. 

10954.  11267.  11768. 1^819.  12772 
1041  -.-  314.1272.1621.1802.12771 
1042 314,1272.1621.1802. 

10795,  10954.  11768,  11819.  12772 
1043  -. _ 314.1272. 

1621.  1802,  10795,  11819.  12772 
1044 314.1272.1280. 

1634,  1802.  3665,  10225.  12771 
1045  314, 

1272. 1280.  1634.  1802,  3665,  4339. 

5874,  6548.  11267.  12773. 
1046 314,  1013,  1217. 

1272,  1634.  1802.  11267,  12771 
1047 121.314.1272,1802,3683, 

4282.  4841.  5611.  11267,  12771 
1048 314.  1272. 

1802,  2803.  11267.  11955.  12771 
1049 122.  314,  1272.  1802, 

3685.  4694.  11008.  11267.  12772 

1050 11369.  12222,  12773,  12958 

1061 518.  2957.  11367.  12778 

1061  ...  314. 1372, 1802.  11367. 12778 
1062. 314, 

1373.  1802,  7034.  11367,  12778 
1063 314,  1272.  1802, 
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242.20 9647 

242.22  ,  ..  _  9647 

242.33 9647 

346 --   10789 
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19.3  11937 
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217.128  12918 
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220.118  10885 
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223.115  12918 

261.4  393 

262.2  504 

271 5188 

272        5189 

3293 10251.(11798] 

510 9554 

521  10    8825.9248 
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523.6    5391 

543  13    5391 

545  1-1    45.442 

5456-1    5701 
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109  459 

110 464 

111  8694 

1204^2  2793 

120.4-5  2793 

121.3—121,3-1 9757 

121.3-2  7820,8107.9757,11313 

121.3-3—121.3-8 9758 

1213-7   7830.9759 

121  3  8      -(12081.  5654.  16655],  9760 

121.3-9  9760 

1213-10    8107,9761.10315,11313 

121.3-11  9762 

121.3-12  9762.12438 

Schedule  A 8265 
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4b.604 2994 
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4b.622 2994 
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SR450A 8760 

SR455    11691.12258 

41.53g 7674 

Prior  to  revision: 

SR392B 1008 

SR392C 1008 

SR419    1208 

SR432    1208 

SR432A 1208 

SR436A 97 

SR436B 97.465 

41.23d 1453 

41.130 1245 

41.130-1   1245 

41  130a   --     1245 

41  136   651 

42— 

SR392B   1008 

SR392C   1008.5979 

SR392D 5979 

SR403A 4471 

SR403B   4471 

SR411A -    ---     6321 

SR411B 6321 

SR419    1208 

SR422    -.12926 

SR422B 12399.12926 

SR432 1208 

SR432A   1208 

SR436A 97 

SR436B 97,465 

SR446 4906 

SR446A 4906 

SR450    2995.8760 

SR450A 8760 

SR455 11691.12258 

425    8425 

42.17    5392 

42.24c    1453 

42.45f    7674 

4249    8268 

42.50    8268 

4266    652 

42.96    1246 

42.96-1    1247 

42.96a   1247 

43— 

SR392B -      1008 

SR392C    1008,5979 

SR392D 5979 

SR422    12926 

SR422B 12399.12926 

SR428    --     7955 

SR446 4906 

SR446A   -     4906 

SR450    2995.8760 

SR450A   8760 

SR451    4507 

SR454 10444,11692 

SR454A 11692 

43.10    3004 

43.10-1    3004 

43.40—43.42 7955 

43.47    11636 

4352—43.63 7955 

43.64   7955 
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4365   '^55 

4368   7955 

44— 

SR411A 6321 

SR411B 6321 

45— 

SR446  ♦aoe 

SR446A ♦SOe 

46— 

SR446    ♦SOe 

SR446A 4906 

SR455   11691.12258 

46  172   3005 

46.173    1^5^ 

46301    6925 

46303    6926 

46304    6926 

46508    1248.2451 

46509  1248,2451 

48  .        3236 

49  1        5393 

49  13  5392 

49  16    5393 

4921  5393 

50  _  6656.  [76061 

51  6656.  [76061 

51.17-1    1595 

52—54 6656.  [76061 

60— 

8R424C 7758 

SR444    7758 

SR452    7758 

SR453    9697.10208 

SR454    10444.11692 

SR454A 11692 

60.21-1    769 

60.21-2    ♦ISO 

60.28    12615 

6044 [77581 

60.45    2794 

60.49   769 

60.49-1    769 

60.60   ^012 

61     (Newl 7955 


61.15    [Newl 10410 

61.17    [New] 10410 

61.27    [Newl 10410 

6131    [Newl 10410 

61.33    [New] 10410 

61.41    [Newl 10410 

61.43    [New] 10410 

61.47    [New] 10410 

61.115    [New] 10410 

61.119    [New] 10410 

61.159    [New] 10410 

61.171    [New] 10410 

63  [Newl 7969 

63.3    [Newl 10410 

65  [New] 7973 

65.75    [New] 10410 

65.93    [New] 10410 

67  (New] 7980 

71  [Newl 10353 

71.101—71.215  (Newl 11032 

71.105    (New).   10537.11938.12438.12139 

[New! 11533 

11938, 11989. 12211. 12439 

[New] 12440.12711 

[New] 11496,11497.11498. 

11532.  11938,  11939, 11940.  11941. 
12167.  12211.  12258.  12438.  12439, 
12544.  12710.   12711.  12814.  12926 

[Newl 12616 

[Newl-  11498.  11532.  11758.  11759. 
11938.  11939.  11940.  11989. 12167. 
12347.  12438.  12440.  12815.  12926 

[Newl 12211.12440 

[Newl 12210.12211 


71.107 

71.109 
71.123 


71.125 

71.143 

71,151 

71.163 
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71.165  [New] __  11457, 

11499.  12167,  12210.  12211.  IMS*. 
12439.  12440,  12711.  12928. 

71.171  [Newl.  11457. 11499. 11531.  U6M, 
11938.  12165,  12166,  12209.  12210. 
12211.  12440,  12441.  12545.  12020 

71.181  [New] 11405. 

11498.  11532.  11692.  11941.  12210. 
12258.  12440,  12441,  12926. 

[New] 1201s 

[Newl 10001 

[New] 11S12. 

11533.  11938,  11939,  11989.  12210. 
12211.  12348.  12349.  12440.  12920 
[Newl_  11532,  12348, 12440. 12020 

[New] 12210.12211,12440 

[New] 12210 

[New] 12440 


71.191 
71.193 
71.203 


71.205 
71.207 
71.209 
71.211 
73  [New]. 


73.29    [New] 10828.11041 

73.33    [New] 115S3 

73.39    [Newl 11313 

73.43    [Newl 11400 

73.51    [New] 12815 

75  [New] 10350 

75.100  [New] 11408. 

11499, 11638, 11941, 11900. 12098 

75.200  [New] 11400. 

11638,11639,11941.11000 

75.300    [New] 11041 

77  [New] 10IS7 

105  [New] 11838 

141  [New] 6658.17800] 

143  [New] 6661.(7000] 

145  [New] 6662.(7000] 

Appendix  A  [New] 11003 


147 
149 
151 
153 
155 
157 
159 
161 
163 
165 


[New] 6600.(7000] 

[New] 8671.(7000] 


12940 

12300 
12381 
12383 


[New] 

[New] 

[New] 

[New] 

[New] 

[New] 12883 

[New] 12384 

[New] 8858 

165.11    [New] 0555 

16i,.101    [New] 0555 

181  [New] 4051 

[New] 4051 

[New] 4053 

[New] 4054 

[New] 4054 

7083 

.  — [550] 

550 

550 

550 

500 

500 

580 

580 

580 

733 

8040 
208.10  -^"^""-ri0027'[1094ir  112250] 

208.13 12259 

208.14 [10941],  [12250] 

211.5  11533 

221.38 4510.  [5405] 

225.1  8174.12816 

225.2  [12818] 

225  5 8174.  [12818] 

225  6 8174.  10153.  12818 

225.13 (12818] 

227  ._- [408] 

227.0  _-   488 

227.1  488 

2272  488 


183 

185 

187 

189 

200.8 

202  _ 

202 

202 

202 

202 

202 

202.6 

202.7 

202.8 

205 

208 


.1 
.2 
.3 
.4 

.5 
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227.4 488 

227.5 488 

241 12817 

242 ___ [9648],  12027 

242.1  _  9048 

242.2 0048 

242.3 __ 9848 

240— 

SSR  363 9911 

249.8 1757 

288  8107 

288.7 10578 

280J __  10578 

Prior  to  reviaion: 

288.7 __-  893.  [9731,4808,6197 

288.8 4808,  6197 

280.1  1007 

200.2  1068 

280J ___ 1068 

280.4 1068 

200.5 4510 

200.11—208.12    11406 

208.70—298.72 4355 

907.4 4510 

901.1  852 

901.2 852 

901.4 852 

901.11 852 

901.13  4471 

901.15 __.       852 

901.35   852 

901.40 852 

901.45   852.  3537 

901.46 853 

301.47 853 

901.48   863.4471 

901.50   853.4471 

902 6708. 12545 

902.1 854.  7018 

902.4 973 

902.5—302.8   974 

982.8 974 

902.18 974.2682 

902.22  854 

302.27 854, 1068 

902J8 855.7821 

982.30 855,7821 

902.31  855.7821 

902.39 855 

982J4 855 

902.38 855 

32.37 -« 855.2682 
2.41 855 

902.310 7488 

902.800—302.804 169 

982.001— 902J30 6735 

902.011 7018 

902.015 7617 

978.4 3376 

976.5 3376 

378.10 3376 

378.12 3376 

385.3  7759 

385.4 7759 

385.12 7759 

885.13  7759 

385.16 7759 

385.17 7759 

385.18 7780 

300.36 i 693 

309.37 4732 

300.38 7018 

909.39 8288 

401 4951 

405 — —  0586 

480.12—408.13 0588 

408.18 —  0586 

408.31 0508 

408  - 1111,0586 
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499 9i5M 

414^-415 4051 

416 4051 

450 __.  1454 

607.10 98. 

204,  442,  505.  561.  615.  652.  803. 

789.  770.  856,  1009.  1313.  1454. 

1480.  1885,  2147.  2278.  2279.  2310. 

2398.  2508.  2507.  2682,  2783.  3319. 

3320,  3377.  3437,  3591,  3683.  3852. 

3653.  3735,  3799,  3844.  3845.  3916. 

3971,  4163.  4243,  4552,  4558.  4590, 

4664,  4833,  4834.  4865,  5085.  5137. 

5393,  5654,  5793.  5861.  5951,  6197, 

6430,  6605.  6606,  6672,  6750.  6970. 

7019,  7089,  7428.  7489.  7562.  7563, 

7675,  7710.  7760,  8269,  8425.  8614. 

8761.  8912.  8946.  9101.  9212.  0318. 

9378,  9473,  9555,  9697,  9772.  9841, 

9842.  10027,  10117.  10118.  10253. 

10320.  10444,  10537.  10538.  10751. 

10886.  10992.  11220.  11457,  11895, 

11990,  11991,  12056,  12117.  12187. 

12405,  12473.  12616,  12747,  12827. 

12828. 

514.0—514.1  975 

514.2 ___  975. 1720 

514,3—514.10 975 

514.32  5138.5793 

514.33  2888 

514.39  -__ 13405 

514.62  8970 

514.63  8971 

514.66  337 

514.67 2595.8761 

514.80  5137 

550  12386 

550.1  2596 

550.2  2596 

550.3  2596 

550.4  2508.10003 

550.23  2507 

550.24 __  2598 

550.25  2599 

555  -_. _.  12388 

560 1454 

565  12386 

570 9443 

570.27 2046 

570.111  2046 

571 - 9443 

574—577 12386 

580 ^ 1454 

600  10353 

800.11  0510 

800.14  2452 

800.18  _  2453.8494 

600.20  5882 

800.101  2452.8494.7984 

600.102  8494 

600.104  9899 

600.105  6838 

600.107  9510 

600.115  6494 

600.208  4375 

600.223  4592 

600.225  7712 

600.239  6494 

600.279  4593 

600.282  2453 

600.287  4007,9592 

800.292  10992 

600.303  3437 

600.309  — — -  1181 

600.803 »449 

800.609 5786 

800.614 1183 

800.615 1552 

800.621 i—  738 
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600.628 [40131,8494 

600.658 »2 

600.883   _-- — --     7*» 

000.879 8494 

600.1500 - 2218 

600.1501   3193 

600  1502  — 9510.9849 

600.1503  3193.9473 

600.1505    3194,4151.4472.8118.7388 

600.1508   4611.8872 

600.1507 856 

600.1508  3194 

600  1509  856.3378 

600.1510 7388 

600.1511  *244 

600.1515  *86 

600.1518  3378.10445 

600.1517  ♦se 

600.1518  3378 

600.1519 - 582.2398.5540 

600.1521  4 **^ 

600.1529 i 10445 

600  1530  170.10362 

600.1531  10362 

600.1532  -'- 4243 

600.1534  3194.7388 

600.1538  8011 

600.1540 1455.3194.5982.6542 

600.1542  1455 

600.1543  8542 

600.1545 1354 

600.1547 7983 

600.1548  3193.4244.8011 

600.1557 616.1455 

600.1559  3593 

600.1602  468 

600.1805  5735 

600.1807 2311 

600.1009 2311 

600.1613  1412.1455.1798 

600.1614  5982 

600.1618  5982 

600.1828  8946. [9697] 

600.1844  -- 10383 

600.1848  2311 

800.1850  7385 

600.1655  1180 

600.1658  7388 

600.1867  4244 

600.1668  1355 

600.1689  858 

600.1872  8827 

800.1674  4511 

800.1875  856 

600.1678  616 

600.1877  9473 

600.1881  3538 

600.1682  7388 

800.1883  7711 

600.1885  7583 

600.1889  9698 

600.1891  5088 

•00.1893  6266 

600.1695  -. 1088 

600.1698  7388 

600.1702  7388 

600.1723  3592 

600.1725  4511 

600.1731  7711 

800.1738  5855 

600.1740  9698 

600.1741  1009 

600.1746  4243 

600.1748  3971 

800.1751  9698.11343 

600.1753  9899 

800.1757  7583 

600.1782  9890.11343 

600.1763  858 
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600.1765  6265 

600.1786  736 

600.1767  5735 

600.1773  10363 

600.1775  10383 

600.1776  3538 

600.1777  6827 

600.1778 4611 

600.6001  6266.7386 

600.6002  --  4511.4592 

600.6003  1160.7386.10482 

600.6004  1595, 

4809, 6672. 7983. 8614. 10482 

600  6006  1354.5655.7386.7984 

600.6008  3378,10482 

6006009  170 

600  6010  _-7606.9699 

600.6011  170 

600.6013  2721 

600.6014  4693.5982 

600.6016 467,4244.4734. 

5862.  8011,  8946.  [96971.  10482 

600.6017  2721 

6006019 8542 

600.6020  6265 

600.6022 3512.8814 

600.6023 98.1455.2453,3593,11343 

600.6035 1465.3437.4591.4592.5951 

600.6026  8175 

600.6027  3437.4591.9698.11343 

6006030  7386 

6006031  942 

600.6033  1596 

600.6034  7386 

600.6035  562,2046.4244,7984 

600.6036  7386 

600.6037  856 

600.6039  10482 

600.6040  3378,4592 

6006042  4592 

600.6043  3378 

600.6044  6268 

6006045  7608 

600.6046  7386 

600.6051  4163 

600.6053  4244 

600.6054 735 

600.6058  .4592 

600.6062 4612.5952 

600.6066  1455 

600.6068  4243.5982 

600.6072  7429.8304 

600.6075  3378 

600.6076  6982 

600.6084  7385 

6006091  1114.6265.7388 

600.6092  3378.9842.10482 

600.6093 7564.9592.10482 

600.6094 6542 

600.6097  736 

600.6098 7606 

600.6099  1595 

600.6102  6982 

600.6103 467,737.3378 

600.6105  _   1354 

600.6107  1595,3437.4691 

600.6109  3593 

600.6111  5257 

600.6112  -  3539,9698 

600.6113  3593 

600.6115  8011 

600.6116  7386 

600.6119  4592 

600.6120  1089 

600.6123  -   7386.10482 

600.8126  9842 

800.8129  7429 

600.8131  9699 

600.6140  4734.7386.10482 
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600  6143  8305.10482 

6006144  10482 

600.6146 7386 

600.6153  7386.9555 

600.6154  735 

600.6155  10482 

6006156  1596.8305 

6006157 562.  4151.  7398.  10483 

600.6159  8541 

600.6165 •1455.1552 

600.6167  7386 

600.6169  3592 

600.6174  10483 

6006176  738 

6006186  4593 

600.6194  4594 

600.6202  5862 

600.6210  4243.4592,6431 

6006212  3880 

600.6213  7387.11533 

600.6214  7711 

600.6222  10483 

600.6223  10483 

600.6226  3592.7387 

600.6232  7387.8175 

600.6238  6288 

6006242  3513 

600.6246  4164 

600.6248  467 

600.6249  4512.7387 

600.6260  4592 

600.6251  7387.8305 

600.6262  7387 

600.6253  506 

600.6268  467.4735 

600.6259  4244 

600.6260  467 

600.6263  7711 

600.6266  10483 

800.6266 7984 

600.6268  7387.8174.10483 

600.8273  9555 

600.6276  3378 

600.6278  8946. [96971 

6006279  4326 

600.6280 1767.5982.6643 

600.6281  3539 

600.6282  9698 

600.8286  9449 

6006286  4150.10483 

600.6287 98.6672.11343 

600.6289  2721 

6006291  4512 

6008293  6541 

600.6297  4592,8175 

6006300  6972 

600.6314  1089 

600.6401  4275 

600.6404 1210 

600.6405  4276 

600.6406  4275,4418 

600.6408  1210 

6006411  --   4275 

600.6412  4275 

6006415  4275 

600.6423  467,7384 

600.6425  3513 

600.6427 3378.8175 

600.6429  737 

6006430  736 

600.6433  7387.10483 

600.6436  1115 

6006438  561.4013 

600.6439  856 

600.6444  --  4955 

600.6445  7387 

600.6449  4512 


*App«ars  as  |  600.015. 
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600.6450 9510. 

600.8451  

600.8454 S056 

600.8485  ea66 

600.6467  TSn 

600.6468  48fa 

600.6469  B904 

600.6475  -  6786 

600.6476 ., -.  10483 

600.6483 9em 

600.6485  9437.4691.5358 

600.6487  1114.6366 

6006469  7387 

600.6492  6541 

600.6494  1354.6666 

600.6503 1412 

600.8504  3880 

600.6614  303.943 

600.8516  16862 

600.6520  3689 

600.6624  1663 

600.6636  8680 

600.6588  1412.1796 

800.6602  3880 

600.8804  3880;  4907 

600.8810  1161 

600.6813  2458.11863 

608.6819 2379,4966 

600.6830  4734. 6966.  {969T] 

600.6837  7887.10483 

600.6839  785.3378 

600.6843  662 

600.6856  3878.10483 

600.6866  1181 

600.6861  1068 

6006863  7887 

600.6876  467, 

4244, 4734,  7387, 6011. 16483 

600.6879  7887 

600.6880  1161 

600.6881  581.562.786.4344 

600.6885 7867.10463 

600.6887 4786 

601  [9248],  [97721.10863 

6012  4956.6760 

601  14  8462 

601.20  6862 

601.104  9609 

601.105  6828 

601.107  9510 

601.115  6494 

601.208  4275 

601.223  4562 

601.225  7712 

601.279 4563 

601.282  2463 

601.309  1161 

601.603  : 9449 

601614  1162 

601.626  [40131 

601656  1598 

601663  7429 

601.1002  607 

601.1013  .  562.4908 

601.1019  6783 

601.1020  ^___  9250 

601.1037  1697 

601.1043  5495 

601.1047  2889 

6011052  5424,8379.9249 

601.1065  4513 

601.1066  171 

601.1086  4735,7713 

601  1100  1114 

601.1106  5882 

601.1111  1455 

601.1126  6379 

601.1127  3639 

601  1130  9556 

86000—63 3 
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661.1188  -^ 2452.4593.11343 

601.1187  - 7089 

661.1136  — 4908 

661.1147  _L 7675 

601.1163  8011 

601.1166  1115 

661.1169  - 7388 

661.1171  6542 

691.1181  3594 

691.1186  5087.  5JW2 

661.1197  ,  -- 9594 

661.1199  4956 

601.1202  4013 

661.1206 6888,7089 

661.1210  9699 

601.1236  7822 

601.1280  8305 

661.1233  3881 

601.1234  3881 

661.1238 770 

601.1239  7089 

661.1841  4810 

661.1246 9592 

661.1246 2889 

661.1275 4473 

661.1281 10445 

661.1284 2454 

661.1387 4472 

661.1800 1597 

661.1301 6198 

681 J310 3437.  8494 

661.1322 8380 

661.1331  2452.11343 

661.1341 7388 

601.1347 - 10446 

661.1867 1354 

661.1380  7089 

661.1382 2311 

601.1367 w 6543 

601.1378 10483 

661J366 509 

661.1384 8210 

661J885 2889 

661.1396  6266 

661.1398 ^ 171,2453 

601.1399  i. 3881 

•61.1408 582 

601.1416  506 

601.1417 506 

661.1423 509 

661.1438 4275 

601.1445 4593 

601.1456 5982 

681.1485 -• 2783 

661.1t75 3881 

661JL479 2148 

601.1485 10538 

661.1983 , 653.2148. 

3593,  5423.  6198,  6783,  9102.  9379 

601.1984 2890. 

.  3438.  3846,  5086.  8209,  9594,  10484 
601.2001  9511 

601.2003  3845 

601.2004  7713 

801.2008  9511 

601.2019  .  4735 

601J6S8  5086 

801.2024  770 

601.2025  5495 

601.2026 4473 

601.2028 4809 

601.2035  4957 

601.2037  4594 

601.2039 4809,  8354 

601.2043 4809 

601:8051 5495 

601J063 10941 

601.2064  9378 

601.2066  _.: 4473 
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601.2087 Jni2 

601.2070 10118 

601.2074 7712 

601.2076 5423 

601.2077  3238 

601.2081  3438 

601.2086 5952 

601.2089 6806 

601.2090 4326 

601.2094  5736 

601.2097  9511 

601.2100  11759 

601.2101  853 

601.2107  __  5952 

801.2112  2148 

601.2113  7807 

601.2116 5424 

601.2120  6431 

601.2123  - 3488 

601.2127  10942 

601.2130 5424.9349 

601.2143 .. 663,1885 

601.2145  8805 

661.2148  , 7564 

601.2140  607.8611 

601.2154  ___ „_-  7713 

861.2156  8805 

601.2161  6783 

661.2163  1597 

601.2164  8846 

601.2166  9474 

601.2167 -  2216 

601.2168  7822 

601.2166  1' 5424 

601.2172  _- 394 

601.2175  6606.6828 

601.2176  6751 

601.2177  4472 

601.2178  :. 4014 

601.2185  4275 

601.2186  1455 

601.2189  —  1597 

601.2193  4275 

601.2196  40942 

601.2198  506 

601.2202  6168 

601.2205  4908 

601.2211  8879,10943 

601.2223  6496 

601.2227  7429 

601.2229  2890 

601J2230  508 

801.2231  11264 

601.2238  9316 

601.2344  __: 9985 

601.2246  2454 

601.2247 508 

601.2252  _-  9593 

601.2263  4014 

601.2267 3845.5603 

601.2269  171 

601.2270 507 

601.2281  2462 

601.2283  9249 

601.2289 - 4472 

601.2299 7607 

601.2300  2453.3194 

601.2302  6673  ^ 

601.2305  12067 

601.2313  3438 

601.2316  488 

601.2318  11314 

601.2319  4957 

601.2320 8353,9649 

601.2321  5863 

601.2334 6380 

601.2336  10943 

601.2352 __ 608.2148 

601.2354  2279 
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601.2362  2764 

801.2363  35M 

6012364  ,M10 

601.2368  *09*2 

6012369  *275 

601.2373  9249 

601.2374  -  *513 

601.2375  7675,9378 


4957 
8614 

506 
6198 

468 
4735 
9102 


601.2381  

601  2383  T^^^' 

6012398  -- 

6012404  

6012413  

6012418  3800 

6012420  

6012427  109*2 

601.2438  2452 

601.2452  9249 

601.2454 ^- 5*23 

601.2462 l'^57 

601.2475  508 

601.2479  10?*? 
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601.6030 T3M 

601.6033  1596 

601.6034  7388 

601.6035  9249 

6016036  "^388 

601.6039  10483 


601.2489  

601.2491  

601.2493  5423. 

601.2499  

601.2500  

601.2502  

601.2503  

601.2504  

601.2505 3539,5423, 


2216 
4326 
5952 
4594 
4244 
3194 
3593 
4276 
7675 


7606 

7388 

.  4163.9250 
.  4512.5952 

9250 

. :. . -  7429 

..   7385 

.  6265.  7388 

6092 10483 

6093  10483 


•01.6045 
601.6046 
601  6051 
601  6062 
601  6066 
601.6072 
601  6084 
601.6091 
601 
601 


601.2506 10675 

601.2508 *'^35 

601.2509 **'^2 

601.2510 *956 

601.2511 5863 

601.2512 6751.7822 

601.2513  7089 

601.2514 8209 

601.2515 9379,10675 

601.2516 9594 

601.2517 9449 

601.2518 9593 

601.2520 10153,10363 

601.4001—601.4401  5759 

601.4014 2452 

601.4018 2453 

601.4020 5862 

601.4101  7388. 

7607,  7676,  9510.  9593,  9699.  10538 

6014102   7676,9593.10538 

6014103 7676,9593.10539 

601.4106 6828 

801.4115 6494 

801.4201  7607.8011.8353 

601.4208 *275 

601.4223 4592 

601.4279 *593 

601.4282 2453 

601.4287 *907 

601.4301 7678 

601.4309 1161 

601.4401  7607,9592 

601.4609  -- 5736 

601.4614 1162 

601.4626 14013] 

601.4656 1596 

601.5001  98. 

2890. 3437. 3881. 4326.  5496 

601.6001  7388 

601.6003 10483 

801.6004 10483 

601.8005 9249 

801.8018 9249 

601.6020 9249 

601.6023 98.1455 

601.6025 1455.4592 

601.6026 8175 

601.6027 9699 


601  6097  rjt).9250 

6016098  7606 

6016099  1596 

601.6103  737 

601.6107  1595 

6016112  -  3539.9699 

601.6120  1069 

601.6129  7429 

6016131  9699 

6016134  9250 

601.6140  7388 

601.6143  8305.10483 

601.6144  10483 

601.6153  7388 

6016155  10483 

6016156  8305 

601.6167  7388 

601.6174  10483 

601.6186  4593 

601.6194  4594.9250 

6016210  6431 

601.6212  3880 

601.6213  7388 

601.6214  7711 

6016222  9250.10483 

601.6223  : 10483 

601.6226  3592.7389 

801.6232  7389 

601.8238 6266 

601.6241  9250 

801.6242  3513 

601.6243  9250 

601.6246  4164 

601.6249  7389 

6016250  4593 

601.6251  7389.8305 

601.6252  7389 

601.6253 . 506 

601.6263  7711 

801.6265  10483 

801.6267  9250 

601.6268  7389 

601.6280  5982 

601.6285  9449 

601.6286  10483 

601.6287  _-  -    98 

601.6291  4512 

601.6293  -  6541 

601.6297  _.   --  4593.5736.8175 

601.6314  1069 

601.6423  467.7384 

601.6427  8175 

6016429  737 

601.6430  736 

601.6433  7389.10483 

601.6435  1115 

601.6438  561 

801.6439  857 

601.6445  7389 

601.6449  4512 

6016454  5655.9250 

601.6465  -  6265 

6016467  7389 


14  CFR— Continued  ^"'^ 

601.6488  4593 

801.6469  8304 

601.6476  10483 

601.6483  9698 

601.6485  3437 

601.6487  1114.6266 

601.6492  -  6541 

601.6503  1412 

601.6504  3880 

601.6514  303.943 

601.6520  3539 

601.6524  1552 

601.6536  3539 

601.6538  1796 

60k7001  561. 

1249.  1455.  1596.  2566,  3378.  3437. 
3513.  3881.  4013.  4244.  4593.  5655, 
5759.  5863.  6380.  6381.  6542.  6543 

601.7002  --   -.616.976.1210.4275.5759 

601.7003    737.2398.5759 

601.7004    5759 

601.7101    467.617.1115, 

2046.  2794.  3237.  3593.  4326.  5982. 

6380.  6381.  6542.  6543.  8210.  9316. 

9510.  9649.  9650.  10445.  12212 

601.9011 617.9510.9649 

801.9013  9213 

801.10000  4956 

601.10001  4956 

601.10009  7019 

601.10015  506 

60110018 394 

601.10019  509.4327 

601.10050  2890 

601.10051  3593 

601.10052  4735 

601.10053  6542 

601.10054 4956 

601.10055  9249 

601.10056  7564 

601.10057  7564 

801.10058  10828 

801.10060  7823 

601.10062  10828 

601.10401  4956 

601.10402  4957 

801.10410  653 

601.10416 3539 

801.10417  6380 

601.10801  4956 

801.10805  653 

601.10808  6543 

601.10849  9512 

601.10859  1249 

601.10861  616 

801.10873  -.^- 7823 

601.10881  7822 

801.10925  2149 

801.10945  2889 

60110953  -  1354 

601.10954—601.10955 2889 

601.10956  4908 

601.10957  4908 

601.10958  5655 

602 7303.  10353 

602  100  7388.7389. 

7430. 7713. 8175.  8615.  8972.  10363 

602  200  7389.8175.8972.10363 

602.300  7565.8269 

Prior  to  revision : 

602.50 5603 

802.100  99. 

738.  822.  882.  1413.  1455.  2010. 
2174.  2311.  2312. 2891,  3237, 3378, 
3540.  4474. 4594. 4789.  5087. 5425. 
5496.  5497.  5540.  8199.  8972.  7019 


14  CFR— Continued  ^^ 

Prior  to  revision — Continued 

fi02.2*0    205.33£,Tt7,««2, 

1455. 1598.  2279. 2312. 2891.  3237. 
3540.  3736. 4244. 4474.  4553.  «6t5. 
5087.  5425.  5496.  5497. 5540. 5736. 
5863.  6011.  6198,  6544,  6972.  7019 

602.300  788, 

770,  1597.  2174.  2891.  3237.  3594, 
3882. 3917.  4834.  5497.  5736,  7019 

608    7321,  [97721,10353 

608.21   9649,10829 

608.23    12067 

608.25   10093 

608.26 10445 

608.28 ^ 7429 

608.33 11314 

608.36 7565 

608.37 8210 

608.38 12212 

608.40 11533 

608.42 8826,9316.11343 

608.43   9316 

608.44 10093 

608.52 10828 

608.53 9810 

608.58 12057 

608.57 10363 

608.66 9985.11533 

608.67  9556.11342 

608.69    9510.9649 

Prior  to  revision: 

608.22 1757,2453.4473,4553 

808.23 4151,5087 

608.25 2764,3237,3593,6380 

608.30 5737.5906 

608.31 4327,5426,6708,6709 

608.34 617,1162.3195,4064 

608.36 5426 

608.37 563 

608.40 4245.6011 

608.41 563 

608.42 253 

I     608.43   563 

808.47 3592 

608.48 6.205.1354.2566 

608.50 171 

f«  808.51    2794. 

3881.     4326.     6381.    6541,    6543 

608.52 563 

608.53 3594.3800 

608.55 1115,2795 

808.57 4474 

608.60 6011 

608.63 5982 

608  66 4150,4151.5426 

608.67 2452.6381 

608.69 2721 

608.70  1355 

608.71  562 

609.100 206.  212. 

564. 570. 577. 977. 1481.  2217. 2221. 
2228.  2234.  2722.  2726,  3238.  3243, 
3540.  4065.  4072.  4665,  4676.  4684. 
4866.  5179,  5541,  6012,  6016.  6027. 
6607.  6613.  6869,  7608.  7613.  8012. 
8426.  8438.  8762,  8773.  9127.  9317, 
9700.  9707.  10028.  10036,  10627, 
10635.  10639.  10993.  11407.  11534. 
11540.  12168.  12175.  12564.  12570 

609.200 208.  215,  567.  573.  578. 

979.  1484.  2219.  2224.  2231,  2237, 
2724.  2728,  3240.  3247.  3544,  4067, 
4076.  4669.  4680.  4686,  4868,  5182, 
5545.  6021.  6031.  6610,  6617,  6873, 
7611.  7619.  8017.  8432,  8443,  8767, 
8779, 9132. 9322. 9703.  9711,  10032. 
10630.  10637.  10643.  10995.  11411. 
11536.  12171,  12177,  12566.  12573 


CODIFICATION  GUIDE,  1962 
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•M.800 i 209,  216, 

3241,  3249,  3545,  4069,  4688.  4869. 
5546.  6014.  6022,  6031,  6873,  7611, 
7620, 8019.  8769.  8780,  9712, 10033. 
10631.  11411,  11537.  12172.  12179 

609.400 209,  217, 

567. 574.  579. 980,  1485.  2220,  2225. 
2233.2238.2725.2729,3241,3249. 
^8545,  4069,  4077.  4671,  4680,  4688, 
4870,  5185.  5547,  6015.  6024.  6032. 
6611.  6617,  6874.  7612.  7620.  8021, 
8433,  8444,  8770.  8780.  9134,  9323, 
9704.  10033,  10037.  10631,  10638, 
10644,  10996.  11412,  11538,  11543, 
12172.  12179,  12181,  12568,  12573 

609.500 211. 

220,  569.  575.  580.  982,  1487,  2228, 
2239.  2731,  3242,  3252.  3547,  4070, 
4080.  4675,  4683.  4690.  4871,  5186, 
5548.  6026,  6034.  6613.  6620,  6875, 
T623.  8023.  8437.  8446.  8772,  8783, 
9137.  9325.  9706.  10035,  10037, 
10634.  10639.  10646.  10997.  11413. 
11538.  11545,  12174,  12569,  12575 

610^  4356 

610.8 4356,  5603 

610.11 6035,  10094 

610.14 3280 

610.17 1210 

610.18 394,  1210,  3280 

610.20  1210,  7389 

616.101 1210.  12406 

619J02  1210 

610.104 3280.  12408 

610.105  __< 8532 

610.107 394,  10943 

610.108  < 6035 

610.111 5087 

610.115  ^ 7389 

610.208 1 5087 

610.223 5087 

610.225  8532 

610.227 1210 

610.253  12406 

610.279 4327,  5087 

610.282  3280 

610.287 5087,  6035,  10943 

610.292  * 12406 

610i!99  _ 394 

•10.303  __., 1210,  4327,  5087 

610.309  2280 

610'.603 10094 

610,609  6035 

610.614 2280 

610.625 394 

610.626 1210,12406 

610.632  _, 1210.3280 

610.640 1210,3280 

610.648  -^ 3280 

610.656 2280 

610.663  8532 

810.679 7389 

610.1001 394,1210,1211.2280. 

3280,  4327,  5087.  6035,  7389,  7390. 
8532.  9380,  10094,  10943,  12406 

610.1500  3283 

610.1501  4331 

610.1502 10095 

610.1503  10095 

610.1505 8537,12409 

610.1506  5092 

610.1508  397,4331 

610.1509 1 4331 

610.1510 397.8537,10095,12409 

610.1511 5092 

610.1512 397 

610.1516   _i 4331,8537.10948 

610J517 1213,4331 

610.1518 4331 
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610.1519 8283 

610.1521 1213 

610.1524 397 

610.1528 6037.8537.10948 

610.1529  397 

610.1530 1214. 10948 

610.1531  397.10948 

610.1532  5092 

610.1534  8537,12409 

610.1538 0383 

610.1540 3283,4331,7392 

610.1542 3283 

610.1543 397,7392 

610.1546 7392 

610.1547 397,5092,9383 

610.1548  5092 

610.1553  398 

610.1557  j^_  3283 

610.1602 1214 

610.1605  6037 

610.1607 3283 

610.1609  3283,8537 

610.1613 2284 

610.1614 8537 

610.1618 8537 

610.1625  8537 

610.1627 6037 

610.1629  8537 

610.1635  6037 

610.1644  10948 

610.1645 6037 

610.1646  1 4331 

610.1648  3283 

610.1650  8537 

610.1655 398,1214,2284.7392 

610.1658  8537. 124D9 

610.1667  _^ 5092 

610.1668  398 

610.1672  8537 

610.1674  5092 

610.1676  A 1214 

610.1677  10095 

610.1681  4331 

610.1682  _1. 8537.  12409 

610.1683  8537 

610.1685  8537 

610.1689  10095 

610.1691  6037 

610.1693  12409 

610.1695  2284 

610.1698  8537, 12409 

610.1702  8537,12409 

610.1704  398 

610.1715  398 

610.1723  4331 

610.1725  5092 

610.1730  6037 

610.1731  8537 

610.1738  398,6037 

610.1739  9383 

610.1740  10095 

610.1741 2284 

610.1744  4.___  1214 

610.1746  -__..  5092 

610.1748  5092,6037 

610.1751  10948 

610.1753  10948 

610.1755  398 

610.1756  398 

610.1757  8537 

610.1763  2284 

610.1765  7392 

610.1766  2285 

610.1767  6037 

10.1773 ^ 10948 

10.1775  10948 

<10.1776  4331 

klOmi   8537 

^10.1778  __ 5092 
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Page 


. 1211. 

,  7390. 

12407 

1211. 

10094 

6035. 

12407 

1211. 

10094 

394. 

7390, 
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610.6001 394.7390.8532.12407 

610.6002  --   ^*' 

3280.  4327.  5088.  7390.  9380. 10943 
610.6003 394. 

1211.  2280.  3280,  5088.  6035.  7390. 

8532, 10094, 10943.  12407 
6136004 394 

2280.  3280.  4327.  5088.  6035 

8532,  9380.  10094.  10944. 

610.6005 

5088.  6035.  7390. 8532.  9380. 
810  6006 394.1211,3280, 

7390.  8532,  9380,  10944. 
610.6007 

2280. 3280.  6035.  7390.  8532, 

610.6008  

1211,  3280,  4327.  5088.  6035 

8532. 9380, 10944. 12407. 
610  6009  .--  1211.2280.3280.4327,7390, 

8532  9380.  10094.  10944,  12407 

610  6010  ..'. 3280.  8532. 10944,  12407 

610  6011    1211.9380.10094.10944 

610  6012    1211.3280.4328.5088, 

7390  8532,  9380,  10944,  12407 
610  6013 394.  1211,  2280.  4328, 

6035,  8532,  9380,  10944,  12407 
610  6014  394.1211,2280,4328, 

5088,  7390,  8532,  10944.  12407 

610.6015 394. 

1211.  4328. 6035.  8532.  9380,  10944 
610.6016 394, 

1211  2280.  3280,  4328.  5088,  6035. 

7390'  8532.  9380,  10094.  10944 

610.6017 2280.3280.4328.5088.8532 

610.6018 394. 

2281,  3280, 4328,  5088.  9380,  12407 
610.6019  ^ 394. 

1211.  3280.  4328,  5088.  7390,  8532 
610  6020  3280.5088.6035,7391, 

8533,  9381.  10094.  10944,  12407 

610.6021  395, 

3280, 4328.  6035.  7391,  9381.  10094 

610.6022  1211,3281. 

4328,  7391.  9381.  10944.  12407 

610.6023  1211, 

2281.  3281.  5089.  8533,  12407 

:  610.6024  10944 

610.8025  —  2281,  3281,  4328,  5089.  12407 

610.6026 2281, 

4328,  5089, 7391, 8533,  9381. 10945 

610.8027 3281.4328.5089.10946 

610.6029 4328.6035 

610.6030  2281.8533 

610  6031  5089.6035 

610.6032  7391.8533 

610.6033  2281.4328.12407 

610.6034  8533,  10945 

610.6035  395, 

•1211.  2281.  3281,  5089, 6035, 7391. 
8533.9381,  10094.  *  10945. 

610.6036  8533 

610.6037  1212,2281.6035 

610.6038  2281 

610.6039  1212.  10945 

610.6040  4328, 

5089.  6035. 7391,  8533.  9381, 10945 

610.6041  6035,10945 

610.6042  —  1212.3281,5089.7391,10945 

610  6043    4328,10945 

610.6044 1212,4328.7391.8533,9381 

610.6045    2281.8533,9381 

610.6046    1212.3281,7391,8533 

610.6050    395,1212,6035,9381 

610.6051    1212, 

2281,    3281,     5089,    9381,     10094 

610.6052     1212, 

4328.     5089,     6036,     7391,     10945 


•Appeara  aa  I  010.635. 
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610  6053  2281.5089,8533,10094 

610  6054    2281,3281.4328, 

7391,  8533,  9381.  10094,  12407 
6106055 395,1212,2281, 

6036.  7391.  8533.  10094.  10945 

610.6056    395 

610  6057    6036.8533.10945 

610  6058    3281.5089.8533.9381 

610.6059    7391.8533.10094 

610.6060    4328 

610.6061    4328 

610  6062    3281.4328,5089 

610.6063    - 7391,8533,10945 

610.6064  .- 12407 

610  6066       395,1212.2281.3281. 

4328. 5089.  6036.  8533.  9381.  10094 

610  6067    1212.8533.10945 

6106068 -    395.1212. 

2281  3281.  4328,  5089.  7391.  9381 

610.6069  8533.9381.10945 

6106070  -   4328.5089 

610  6071  --  1212.5089.10945 

610.6072  395. 

4328.  5089.  8533,  10094.  10945 
610  6073   2281.3281.12407 

610.6074   -    10945.  J2407 

610.6075  ---  4328.7391.8533.9381.10945 

610.6076  --  1212.2281, 

3281.  4328,  5089.  7391.  8533,  9381 

610.6077  395.2281, 

3281.  4328.  5089, 6036.  8533,  10945 

610.6078  10945 

610.6079  4328 

6106080  5089 

6106081   395.4328.7391,9381 

610.6082 8533.10945 

610  6083   395,4329.5089 

610.6084  5089.8533.12407 

610.6085  395 

610.6088   395.10945,12407 

610.6089   1212 

610  6091 2281,5089.8534.10945 

610.6092   3281,4329,10945 

610.6093   10945 

610  6094       2281,4329,5089.7391 

610.6095        4329.6036.12407 

610.6097 395.1212,2281. 

3281.  5089,  6036.  8534.  9381,  10946 

610.6098 4329,8534 

6106099    3281,6036 

610.6100    395,3281.7391.10946 

610.6102    4329.5089.7391 

610.6103    1212,4329,10946 

610.6104    ---       395 

610.6105    3281.4329.5089,6036 

610.6106    -' 5089 

610.6107    2281,4329.6036 

610.6108    10946 

610.6111    6036 

610.6112    2281.4329.6036,10946 

610.6114    396.2281.4329.5090,9381 

610.6115    9381 

610.6116    5090.9381 

610.6118    395 

610.6119    5090.8534.9381.10946 

610.6120    395, 

2281, 3281. 4329.  8534.  10946 

610.6122  12407 

610.6123  8534,10946 

610.6126  7391.8534,9381 

610.6128  2281.8534 

610.6129  8534.10946 

610.6130  5090 

610.6131  6036.10946 

610.6132  -—  395,3281.9381.10946.12407 

610.6133  395.2282 

610.8134  9381 

610.8137  _.^ 5090,6036 

610  6138  -.1. 396.4329,10946 
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610.6139    395.2282,5090,8534,9381 

610.6140 2282, 

6036. 8534.  9381.  10094. 10946 
6106141  1212.2282.12408 

610.6143    9381.10946 

610.6144    8534,10946 

610.6145    6036 

610.6146         2282 

610.6147    9381 

610.6148    1212.7391.10946 

610.6149    5090,9381 

610.6151         6036 

610.6152    3281.4329 

610.6153    2282,8534,9382 

610.6154    2282,10094 

610  6155    5090,6036.10946 

610.6156    2282,9382 

610.6157 395,1212, 

2282. 3281.  4329.  5090,  8534.  10094 

610.6158  3281.10946 

610.6159  395,1212,2282. 

3281, 7391, 8534, 10946.  12408 

610.6161 1212, 

3281.  6036. 9382. 10094, 10946 

6106163  1212. 

2282. 3281, 4329.  5090.  6036 

610.6164  12408 

6106165  3282 

610  6167  ...  5090,6036,8534.9382,12408 

610  6168  395.1212.9382 

610.6169 10094 

610  6170  10946.12408 

610  6171   6036.8534.10946 

610  6172  _  2282,3282.4329.5090. 

6036, 7391. 8534, 10946. 12408 

610.6174  10946 

610.6175  10947.12408 

610.6176  2282. 

3282, 4329.  9382,  10094,  12408 

610.6177  2282 

610.6178  8534 

610  6179   1212,2282.5090.10947 

610.6180  2282 

610.6181  -  5090,12408 

610.6182  6036 

6106183  5090 

610.6185  395.2282,10094,12408 

610.6188  5090 

610.6187  395, 

3282,  4329.  5090.  7391.  12408 
610.6190    395, 

4329.  6036,  8534,  9382,  10947 
610  6191    -.  395.1212.10094.10947.12408 

610.6192    4329.5090 

610  6193    395.4329.10947 


610  6194        ..  2282.4329.5090,6036.9382 
610.6198     -      .  396.  2282.  5090.  7391,  8534 

6106200    3282,6036 

6106201    1212,9382 

610.6202    .3282,7391 

6106203    4329 

610.6205  4329,10947 

610.6206  -      6036 

6106208        4329,5090 

610  6210    396,2282,3282.4329. 

5090,  7391,  9382.  10947.  12408 

610  6211  396.  2282.  6036.  7391.  12408 

6106212  5090 

610  6213  396.1212,2283,8535.12408 

610  6214  8535.10947 

610.6215  8535,10947 

610.6218  8535 

610.6217 396.8535 

610  62ir 8535.10947.12408 

610.6219  3282 

610.6220  8535 

610.6221  8535 

610.6222  396.2283.3282. 

4329. 5090.  6036.  9382,  10094, 10947 

610.6223  10947 
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610.6225 — —1212. 3282 

610.6226  -_-432»,  8536 

610.6227 1212.  2283.  6036 

610.6230  7391 

610.6231  396 

610.6232  5090,  7391.  8535.  9382 

610.6233  396 

610.6234    2283,3282 

610.6235   396 

610.6236  10947 

610.6237  3282 

610.6238  7391, 12408 

610.6240  10094 

610.6241  3282.8535.9382 

610.6242  4329 

610.6243  1212,  8535.  9382 

610.6244 2283,  6036. 10947, 12408 

610.6246  5090, 8535 

610.6248  5090,  8535, 10947 

610.6249  5090,  8535, 9382 

610.6250  5090 

610.6251  8535,  9382. 10094 

610.6252  5090.  8535 

610.6253  396, 1212,  6090. 12408 

610.6255  2283, 12408 

610.6257  3282,  4329, 12408 

610.6258  1213 

610.6259 6091 

610.6260  1218 

610.6262  396,  6036 

610.6263  7392. 8535 

610.6264  1213,  2283,  3282,  7392 

610.6265  10947 

610.6266 9382 

610.6267  396, 1213,  3282, 4330 

610.6268  8535, 10947. 12408 

610.6269 8535 

610.6272  2283.  6036 

610.6274  7393 

610.6275  396 

610.6276 4330. 12408 

610.6277 396, 1213, 12408 

610.6278 396,  4330,  5091.  7392.  0383 

610.6279  6036 

610.6280  3282.4330, 

5091,  7392,  8535,  10947.  12408 

610.6281  4330,  5091 

610.6282 4330 

610.6284  396. 6091, 6036 

610.6285  10094 

610.6286 2283, 10947 

610.6287 1213,2283,3282,8635 

610.6289 8535,9382,10094 

610.6291  6091 

610.6293 1213,  2283,  3282,  8636 

610.6294 10947 

610.6295  396, 

1213, 2283,  3282,  4330.  9382 

610.6297 5091.9382 

610.6298   3282,8536 

610.6299 2283,3282,6091 

610.6300 3282,8635 

610.6314 2283 

610.6401 396,3282 

610.6402 396,2283,3282.4330,6091 

610.6403 896.4330,5091 

610.6404 2283 

610.6405 396.5091 

610.6406 3282,6091 

610.6408 4830 

610.6410 396.2283 

610.6411  2283,4330,6091 

610.6412 396,2283 

610.6413 896.2283,7392 

610.6414 396,2283.4330,7892 

610.6415    896.1218, 

2283.  3282. 4330.  6091.  7392. 10006 
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610.6422 10947 

610.6423  — 1213,8635 

610.6426 -  10947 

610.6427  -- —  4330.8535,9382 

610.6428 5091,9382,10095 

610.6429 1213,2283.8535 

610.6430 3282.4330 

610.6433 8535,9382,10947 

610.6436 2283 

610.6436 397,1213 

610.6437 397,3282,5091,6036,12408 

610.6438 1213,2283,3282,5091 

610.6439 2283 

610.6440 397,1213,2283 

610.6442 12408 

610.6443 7392,  8535,  10947 

610.6444 7392,8535 

610.6445 8536 

610.6446 1213,4330,5091.6037,7392 

610.6447  — 12408 

610.6448 7392 

610.6449 5091,9382 

610.6450 397 

610.6451 397,1213.2284 

610.6454 397., 

3282.  4330,  6037,  9382,  10947 

610.6465 7392,9382,12408 

610.6456 397,1213 

610.6462  4330,6037 

610.6463 . 6037 

610.6464 8536 

610.6466  7392 

610.6467  8536 

610.6468 5091 

610.6469  —^ 9382 

610.6470 4330 

610.6472 5091,6037 

610.6474 3282 

610.6475  6037,8536 

610.6476  .. 10947 

610.6477  397,8636,9382.10095 

610.6482 4330.7392 

610.6483  4330. 10947 

610.6486 4330.6037 

610.6487 •2284.7392 

616.6489  1213,10947 

610.6490 397 

610.6492 8536,9382 

610.6493  8536 

610.6494 397,6037 

610.6600 8536.12408 

610.6603 2284.10095 

610.6604 397. 1213 

610.6605 397 

610.6607 8536 

610.6608  —^ 1213 

610.6514 2284 

610.6616  10947 

610.6618 2284 

610.6520 4330,  12408 

610.6624 2284 

610.6536 4330,8536 

610.6538 2284 

610.6802 5091,8536,10947,12408 

610.6804  ..  6091.  6037.  8536. 10095, 12408 

610.6809  2284.4330 

610.6810 — -  397,2284,3282. 

6092, 7392, 8536, 10948, 12408 

610.6813 2284 

610.6810 3282, 

4330, 5092, 6037, 8536.  9382 

610.6830 397, 

2284, 3283, 4330.  6037.  9382 

610.6837 397,2284,3283, 

4330,  5092.  6037. 8636,  9383,  10095 
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mo.6839  397,1213.2284. 

i     3283,  4330,  5092.  7392,  8636.  9383 

W0.6843  1213, 

2284, 3283 ,7392,  8536, 10095 
010.6845  ..  6037,7392,8536,10095,10948 
8il0.6846 2284,3283, 

i  4330,  5092,  8536, 10948, 12408 

610.6853 397,2284,8536,12408 

dlO.6854    397,3283, 

6037,    7392,    8536,    10948,    12408 
6^10.6855  —  1213,4331,8536,10948,12408 

6J10.6856 2284.5092 

6110.6859 1213, 

;  6037,   8536.    10095,    10948,    12408 

6a0.6861 2284,5092,8536 

6110.6863 5092,6037,9383 

6l0,6875 1213.5092,9383,10948 

610.6879 8536 

^0.6880 2284,9383 

6^0.6881  397, 

1213.  2284,  3283,  5092,  8537,  9383 
6110.6885 397, 

I  1213,  5092.  8537,  9383,  10948 

6110.6886 8537,9383 

6110.6887 397, 

4331,  5092,  6037.  7392.  8537 

6(12  4951 

6i20.22 10750 

5    12366 

f26    10353 

1^04.500—1204.501 6118 

1204.502 .  10445 

1)204.600—1204.608    10445 

1245.111 8584 

1245.200—1245.209    10446 

Proposed  rules: 

1    748.12412.12720 

1  [New] 1654.10900 

i       3    4340.4789.11999,12412 

t      4b 3890.4252, 

4340,  4789,  4938.  11999.  12412 

i   5  12412 

6  748.4340.12224.12412 

7  748.4340.12412 

'       8    748 

10    4252.12412 

!       11  [New] 6686 

13  3405,12412 

13  [New] 6686 

!        14    12412 

,       15    [New] 5686 

18    4967.12412 

20 1073,3141. 

*      3354.  4175.  6677.  6843.  12412 

1   21  3141,4175.12412 

22  1363,3141,4175 

24  3141,4175.4967,12412 

25—27 3141,4175 

29  4175 

34—35    3141,4175 

i       38    4099 

40—41 2319,3890.4252,4^40, 

4938.  10900.  12191,  12412,  12649 

!   42  697,1819,2319 

I      3890,  4252,  4340.  4938,  8356, 
10124,  10900.  12191. 12412,  12649 

i   43  748. 

4099.  4175.  4340,  12412,  12720 

44 3890 

45 10900. 12376 

46 4340, 10900. 12191, 12412 

47 4340, 10900 

48 6402,6614,10666 

48 1073, 12412 

60 3756 

51 8141.3766 

i   62 3766, 4340, 12412 
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Propotedndea—Caatinaed 

53—54 3756 

55 10«*« 

60      2183. 

3818.  6402.  9409. 9«15, 9«57. 10656 

61  [New] 4175,10900 

63  [New] 4175 

65  [New] 4175 

67  [New] 4175 

71   [New! 6300.12838.12839 

73   [Newl 6300.12583 

75  [Newl—  6300.11555.12721.12839 

77  [New] 6300 

79    [New] 6300 

125  [New] 10900 

141   [New] 3756 

143   [New] 3756 

145  [New] 3756 

147  [New! 3756 

149  [New] 3756 

151  [New! 7908.9822 

153  [New] 7908.9822 

155  [New] 7908.9822 

157  [New] 7908.9822 

159  [New] "^035 

161   [New] 7908.9107.9822 

163  [New] 7908.9822 

171  [New] 2803 

173  [New] 2803 

175  [New] 2803 

177  [New] 2803 

179  [New] 2803 

191       2533,2736 

201 2775 

207   11322.12649 

208 8881 

221 9456. 10331. 11239.  11898 

223    12777 

225  9408.12967 

241    5268.6940.10956 

242  _         -     8975 

288       8627.9615 

294  12223 

302    238.588. 

3775.  9456.  10331.  11239.  11291 
305  ♦629 

320  "^se 

321  786 

377  2775 

399    2775.3295. 

4309.  8553.  9456.  10331.  11239 

401  2803 

405  5688 

406 5686 

408   5688* 

409  5686 

414—415 2803 

418 2803 

507 536.988. 

1565.  2053.  2292. 2573. 2703. 3355. 
3406.  3820. 3999. 4032. 4033.  4101. 
4559.  4887. 5439.  5818.  5969.  6097. 
6434. 6678.  6940.  6941.  7574. 7682. 
7893.  8040,  9181.  9483.  9657.  9658. 
9923.  10125.  10168.  10260.  10301. 
10502,  10771. 11354.  11675.  12583 

514  1363.2479.4252. 

5912. 5988. 5990. 8077.  8678.  8883. 
10169,  10261,  10854,  11022. 12141 

515  12412 

550  7908.9822 

555 7908,9822 

565  7908,9822 

570 7035 

571  7035 

574  7908.9107.9822 

575 7908,  »822 

576 7908,9822 

577 7908.9822 


Page 
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Propoaed  rules — Continued 

800 317.536.634.697. 

698.  750.  751.  752.  834.  949.  1033. 

1074.  1193. 1194. 1220.  1221.  1323. 

1424. 1461. 1494. 1495.  1566.  1658. 

1728. 1773.  1774. 1846.  1917.  1918. 

2054. 2184.  2481.  2736.  3522.  3561. 

3562. 3563. 3859. 3892. 3930. 3931. 

4033. 4200. 4201 . 4309. 4430. 4487. 

4488. 4521. 4596, 4701,  4702.  4703. 

4939.  5098. 5269, 5341, 5404. 5570. 

5747, 5876, 5913, 5991,  6284,  6300. 

6336. 6390, 6391, 6561,  6562,  6793. 

6844. 6845. 6894, 6941,  6986.  7127. 

7457. 7502. 7795, 7796.  7826,  8186, 

8321, 8952, 9150,  9261,  9262,  9458, 

10103, 10261, 10552. 10855.  10857, 

10965, 10966. 10967,  11022,  11239. 

11286. 11431. 11770. 11898, 11970 
601 317.  346,  476.  536. 

634  698,  699.  751,  752,  788.  835. 

836.  949.  1033.  1034.  1074.  1118. 

1194, 1220.  1221. 1323. 1324.  1364. 

1424. 1461. 1494,  1495,  1658.  1728. 

1773. 1774. 1846. 1917.  1918.  2128. 

2157. 2184. 2250,  2292,  2293.  2323. 

2324.  2481. 2703. 3469. 3561. 3562. 

3563. 3633. 3832. 3931. 4033. 4034. 

4155.4200.4201.4309.4430.4487. 

4488. 4596. 4702. 4703. 4812. 4939. 

5003.  5270.  5341.  5404.  5406.  5570. 

5571. 5747. 5876,  5913.  5991.  6171. 

6284.6300.6336.6391.6392.  6503. 

6562.  6793.  6845.  6846.  6941.  6986. 

7127.  7458. 7651,  7683.  7795.  7796. 

7988.  8186.  8221,  8321.  8628. 8952, 

9261. 9262. 9459, 9460,  9952,  9953, 

9954,  10261.  10301.  10372,  10502. 

10552. 10812. 10855.  10857.  10858. 

10859. 10967. 11022.  1128  . 11287. 

11288.  11323.  11431. 11500. 11676. 

11770.  11898.  11900,  11970,  12650 
602 537.  667.  699.  752. 

753.  902.  1034.  1035.  1324.  2185. 

2373,  2704,  2776.  2935,  3295. 

3296.  3694,  3821,  4201,  4202. 

4431.  4521.  4522.  5004.  5404. 

5406.  5666.  5748.  6300,  6563. 

6754.  7652,  7737,  7738.  7797. 

7826.  8321.  9409.  9461.  10857. 

11555.  11898.  11900,  11901.  12450 
608  17.317,634. 

836.  1033.  1035.  1658.  1«59.  2128. 

2158. 2250.  2704. 2736. 2808.  2860. 

4392. 5341. 5570. 5991. 6098. 6300. 

6392. 6987. 7797. 7827. 8221.  8321. 
8453.  8952.  9263.  10104.  10859 

609 10900 

610 14 

612 2803 

619 9615 

625  7908.9822 

626 6300 

627     --  8389 

1245 10460,  12486 

15  CFR 

6  11942 

202 7005 

202174  99 

203.103  857 

205 11798 

206.101  11799 

230.11  304. 

3551,  3989.  4691.  8070.  9943.  11799 
235       ^2711 

373.1    8972 

385.2    251 

501.6    10886 

502.1    10886 
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5022   10886 

503 5989 

803 3846 

Proposed  rulet : 

1_5 10326 

16  CFR 

1—5    4609 

13  5  4910,5701,6044.8176.8306 

13  15-     770.1249.2175, 

2312.  2360,  2507.  2894.  2895,  3320. 
3512.  3736.  3849.  5139.  5396.  5397. 
5497.  5557.  5906.  6267.  6621,  7491, 
7631,  7634.  7716.  7761.  7867.  8029. 
8109.  8110.  8306.  8485.  8486,  8586, 
8587.  8671,  8827.  8913.  8947.  9650. 
9651.  9715.  10208.  10449.  10451. 
10578,  10676.  11425.  11992.  12474 

13  15-5  1249,8306 

13  15-30   3849.5906.7761.8109 

13.15-55  8587 

13  15-60  5397.5497 

13.15-70  5139 

13.1&-75  5396 

13.15-80 3512.  6267,  10451,  12474 

1315-90  5906 

13.15-105  8671 

13.15-125  6621,7716,8586 

1315-125(a)  8587 

13.15-125(5)  6621,7716 

13.15-125(u)  8587 

13.15-167  2312 

13.15-180  V 5139 

1315-195  2507. 

5139.  6267.  7491.  7761.  8913 

13.15-215  8110 

13.15-225  3849.8671.8947 

12.15-230  5139.7634 

13.15-235 770.2894.2895.3736.5139. 

5396.  7631.  7761.  7867.  8485.  8587. 
8827.  8947.  10449,  10578.  11425 

13.15-235(k)  10578 

13.15-235(m) 770.  2895.  3736,  5139. 

5396.  7631.  7761.  7867,  8587.  8827, 
10449.  11425. 

13.15-235(8)  2894 

13.15-235(u)  8485 

13.15-237  10451 

13.15-250  .-  2175.  3849.  8486.  9715.10208 

13.15-255  11992 

13.15-260 2360,  5557 

13.15-265 6267,  9650.  10208,  10676 

13.15-270 5139,  5906.  6267 

13.15-275 3321.  8029,  8947,  9651 

13.15-278 5397,  10208.  11992 

13.15-280  11992 

13.20     2454.  3849,  4990, 

5395.  5952.  6043.  6545.  6546.  7491. 
8485.  8486.  8587.  10578.  12577 

13.20-20 4990.  6545.  6546 

1330  443.946. 

3320.  3321.  3438.  5556.  5657.  5863. 
6622.  7630.  7631.  7717.  7760,  7869. 
8028,  8029,  8485.  8486,  8829.  8916. 
9650.  9912,  9985.  10153.  10208. 
10364,  10366.  10449,  10578.  10998 

13.30-30 7717.8029 

13.30-75 443.  5863,  9985,  10153 

13.40 7090.7634 

13.40-10  7634 

13.60  2312. 

2566,  3736.  5906.  7431,  7761,  8109. 
8110.  8671,  10451,  10676.  11992 

13.70 1250.  2088.  2243. 

3284,  3849,  5139,  5395,  5427.  5497. 
5498.  5657,  6381,  6621,  6622,  7431. 
7716,  8028,  8421.  8422.  8485.  8669, 
8671,  8827.  8912,  8913.  8915.  8947. 
9650.  9715.  9810,  10364.  10449. 
10578.  10676,  10751,  10998,  11315 
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13.71 5906,  7491.  8»16,  9716 

13.73  12676 

13.73-10  12676 

13  75 2566.  2893,  3321.  6497, 

6495,  7491,  8669,  8913.  8915.  8947, 

9650,  9715,  9987,  10364,  10676 
1385  654, 

1250.  3512,  5906,  8110.  10451 

13.85-15 3512.  •10451 

13.85-35 8110 

1385-60 654.  1250 

13.90 2507.  10578 

13.95  1249 

13.105 3512.  7431.  8671.  10451 

13.110 770,  6384,  8486,  11992 

13.115 2312,  3512.  5140, 

5906,  6621,  7431.  7761.  8109,  10451 

13.115-20 5140,  C621,  10451 

13130  609,  738, 

2088. 3165.  5498.  7490.  8421,  10677 

13.135  6384 

13.140 5140.8615 

13.143 2312,  5140,  5906,  8109,  11992 

13  155 251,  398,  739,  1249.  1250. 

1413,  1796.  1885.  2175,  2360,  2684. 

2732.  2892.  2895,  3196,  3284,  3321. 

3438,  3439,  3653,  3654,  3849.  3850. 
4909,  5093,  5139,  5140.  5396.  5427, 
5497.  5498,  5557,  5657,  5863.  5983. 
6267,  6324,  6381,  6495,  6544,  6545, 
6621,  6622,  6783,  7491,  7633,  7714, 
7717,  8421,  8586,  8669,  8670.  8730. 
8827.  8912.  8913.  8914,  8915.  8916. 
8917, 8947.  9650.  9651.  9987. 10095. 
10096,  10208.  10364.  10365.  10366, 
10411.  10449.  10540.  10579.  10676, 
10751.  10998.  11314.  11315,  11991 

13.155-5 2892,7491.8915.11315 

13.155-10 2892,  3849, 

5657,  6381.  8914.  10751.  10998 
13.155-15 1413.  3653.  3654. 

3850.  5093,  7491,  8586,  8914,  10676 

13.155-33 2175 

13.155-40 251,398. 

739.  1249.  1250.  1413,  1796.  2684. 

2732.  3284.  3321.  5140.  5396.  5427. 

5497.  5498.  5557.  5657.  5863.  5983. 

6267.  6324.  6495.  6544.  6621.  6622, 

6783.  7491,  7714.  7717.  8421,  8586, 

8669,  **8670,  8730,  8912,  8916, 

8917,  9650.  10095.  10096.  10365. 

10411,  10540,  10579,  10676,  11991 
13  155-45 251,  1796, 

2360,  2732,  4909,  5396.  5427,  5498. 

6545,  6622,  7633,  10366.  10449 

13.155-^0 2360.  3438 

13.155-60 8914.  10411,  10679 

13.155-70 251.  739,  3196, 

3439,  5140,  5983,  6267,  6544,  6545, 
8912,  9651,  10095,  10096.  10366 

13.155-75  8913.11315 

13.155-80 6495.  8669.  8827.  8912, 

8915,  8947,  9987,  10208.  11315 

13.155-85 6324 

13.155-95 11316 

13.155-98  9987.10364 

13.155-100 739.  5139,  6621. 

8421.  8827,  8913.  ^0364,  11314 

13.157  10751 

13  170  ...  509.654.946.1115.1160.2455, 

2566.  3165.  3320.  3438.  3849.  4908, 

5395.  5497.  5498,  ••*5909,  5952, 

5953,  6043,  6384,  7715,  7869,  8422. 

8587,  8917,  8948,  10096,  10208. 

10363,  10449,  10578,  10676,  11876 


•Appevi  M  I  13.60-16. 
•  •Appears  aa  I  18.166-04, 
•••Appears  as  I  13.70. 
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1S.17(M 5496 

13.170-10 1036S 

13.170-14 7869 

13.170-16 5952,  6043.  7869 

13.170-22 509.  2455.  3165 

13.170-30 946. 

3438.  3849.  5395.  5497,  8587, 10676 

13.170-34 3438,  10208 

13.170-35 8948 

13.170-40  8587 

13.170-43 1115 

13.170-52  509, 

654,  1160.  2455,  3320,  5909,  7715, 

8917.  10096,  10363,  10449. 

13.170-58  6384 

13.170-44 10363 

13.170-70 509,  3165,  5953,  8917 

13.170-72  2566 

13.170-74 4908,  10363,  10578, 11876 

13.170-78 4908,  10578 

13.170-84 8422,  10449 

13.170-96 5498,  8422,  10449 

13.175   2088, 

3438,  3849,  5498,  7090,  8485,  9651, 

0912.  10364,  10366,  10677,  12577 

13.180 3850,  8947 

13.180-35 •3850 

13.185  3736. 

7633,  8485,  8671,  8947,  10998 

13.190  2454,5604,8486 

13.195  609, 

1115,  2312,  6384,  8421,  8587,  8671, 

10154.  10155.  10156,  10541. 

13.195-30  2312,8671 

13.195-60 609,  1115.  6384,  84il, 

8587,  10154,  10155,  10156,  10541 

13.200  2892,3736 

13.205 2312,  2566,  2894, 

3512,  5953.  6545,  6621,  7431,  7491, 

7634.  7716.  7761.  8110.  8486.  9810 
13.225 3512.  3736.  3849.  6621, 

7431.  7491.  8485.  8915,  8947,  10451 

13.230 5396,  8587,  9595,  10676 

13.235 398,  1249, 

2507.  5397.  5983,  7633,  8585,  8586, 

8670,  8915,  10364,  10449,  10677 

13.235-35  398,5983 

13.235-50  ...  2507.7633,8585,8586,8670 

lS.235-50(a) 2507.  8585.  8586,  8670 

13.235-60 1249,  5397, 

7633,  8915,  10364,  10449,  10677 

13.235-60(a) 1249,5397,  7633 

13.235-60(C) 10364,  10449 

13.235-60(6) . 8915,  10677 

13.240 2175,  2892, 

3436.  6621.  9650.  10364.  10998 

13.250 8484,  8587 

13.255  10540 

13.260-______  2566,  7491,  8913, 8915, 9715 

13.265   . 770. 

4990,  6546,  7090,  8421,  12577 

13.280 4990.  8486 

13.285 1249,  1885,  2566,  7634 

13.330 770.5605,6384,8110,  ••11992 

13.330-21  11992 

13.330-45  6384 

13.330-60  __.. 770 

13.330-69  — 5605 

13.330-80  8110 

13.346  10097 

13.350.-: 3512,  10097 

13.358— 2830,  2892,  10539 

13.395  ^ 6382 

18.897  : 100 

13.400 5907 

1S.410 __  100,  5907 

13.490 ___  100.  5984,  8028 


•AppMn  ••  1 18.18— S6. 
••AppewiMf  13.33. 
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13.432  100 

13.470  6382 

13.490 398 

13.493  5984 

13.510 2683,  5258,  5426,  6828,  11000 

13.512 6324,  7394,  8948,  9051 

13.520  10450 

13.523  5863.8948.9985 

13.525 8828,  8948 

13.535 7090 

13.572 10097 

13.573 6382 

13.635 10539 

13.670 2892 

13.670-10 2892 

13.675 8485 

13.680 9178 

13.700  2893,5908 

13.710 __._   100 

13.715 6495, 

7431.  8070.  8729,  8787.  10097 

13.730 8589 

13.755 *5258 

13.770 100 

13.800 738.  8029.  8826 

13.805 8588 

13.810 3124 

13.820 8, 

305.  738.  882,  1115,  3124,  4909, 
5427,  5556,  5604,  5982,  5983,  5984, 
6043,  6119,  6709,  7761,  8029,  8109, 
8484, 8828, 8829, 9052,  9177, 10095, 
10367,  10368.  10539.  10541.  12474 

13.822 738.  882.  4909.  5604,  12474 

13.824 99, 

2089,  2891,  2893.  3623.  6044.  6751. 
7395.  7431.  7632.  7633.  8070,  8787. 
9595,  9942,  10451,  12748. 

13.825 2088,  6200, 

8615,  8787,  8866,  9052,  9177,  9328, 

9594,  11759,  11875,  12057,  12441 

13.835 9595 

13.841  ^ 9942 

13.843 _> 882,  8787 

13.855 ^ 5656 

13.892 8176 

13.1000 4990,  7868 

13.1025 8917 

13.1053 468,  654, 

2454,  2891.  2894.  4991.  5737.  6323. 
6325.6383.6828.6926.  7089.7430, 
7714,  7715,  7717,  7868,  8175,  8306, 
8486,8729,8913,8947,9811.10365, 
10675,  10948,  10999,  11876,  12748 

13.1053-30 2894,  6325, 

6383,  8175,  8307,  10675,  11876 

13.1053-35 2454,  4991,  6323, 

6828.  6926.  7089,  7714,  7715,  7717. 
8729.  8913,  9811,  10948,  12748 

13  1053-80 654,  2891,  5737. 

6926,  7430,  8947,  10365,  10999 

13.1053-90 468,  7868,  8486,  10999 

13.1055 443.  738, 

946,  2088.  2243,  2567,  4909.  4990. 
5395,  5864,  6381,  6621,  7630,  7631, 
7716,  8028,  8421,  8484,  8486,  8615, 
8669,  8730,  8916,  8917,  8948,  9178, 

9595,  9650,  10364,  10411.  10540. 
11000,  12475,  12577,  12578.  12748 

13.1055-50 1249.  U21. 

2088.  2732.  4909.  5396.  5498.  5605. 

5737,  7490.  7632.  8671,  8916,  9595 
13.1060 2891.  3196.  5794.  6325. 

6383.  7715.  8175.  8307.  8485.  8588. 

8826.  8828.  11876,  12441,  12474 
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13  1108 3**'  *^' 

1249.  1355.  1413.  1414.  1455.  1721. 
1795.  1796.  1885.  2360.  2454.  2456. 
2567.  2684.  3168.  3196.  3653.  3654. 
3850.  4991.  5093.  5140.  5395.  5396. 
5397.  5603.  5794.  5983.  6199.  6200. 
6266.  6267.  6323.  6324,  6382.  6544. 
6709.  6751.  6783.  6828.  6926.  7089. 
7392.  7393.  7394.  7630.  7631.  7634. 
7714  7715.  7716.  7717.  8029.  8486. 
8584.  8585.  8729.  8827.  8914.  8948, 
9051.  9651.  9811.  9912.  9986, 10096. 
10153.  10539.  10948.  10999.  11314^ 
11426.  11991.  12576.  12578,  12748 

13  1108-40 398.468. 

2567.  6709.  6751.  7630.  7631.  8486 

13  1108—45    --       1249. 

1355'.T4'l3Vi4i4.  1455.  1721.  1795. 
1796.  1885.  2360.  2454.  2684.  3166. 
3196.  3653.  3654.  3850.  4991.  5093, 
5140.  5395.  5397.  5603.  5794.  5983, 
6199  6200.  6266.  6267.  6323.  6324. 
6382'.  6544.  6783.  6828.  6926.  7089. 
7392.  7393.  7394.  7634.  7714,  7715, 
7716.  7717.  8029.  8584.  8585.  8729. 
8827  8948.  9051.  9651.  9811.  9912. 
9986!  10096.  10539.  10948.  10999. 
11314.  11426.  11991.  12576.  12748 

13  1108-80  10153.12578 

13  1108-90  2456.5396.8914 

131130  __.  2830.7090.  10539 

13;il60  I 10<J97 

13.1165  10539 

13.1170   "^394 
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13.1185 


305. 


468.  654.  1455.  1795.  2149.  2456. 
2683.  2684.  3124.  3195.  3283,  5394. 

5395.  5396.  5556.  5864.  6119.  6200. 
6324  6622.  6709,^394.  7430.  7490. 
7630".  7760.  7868.  8028.  8483,  8486. 
8586. 8827. 8947. 9912.  9985.  10153, 
10450.  10999.  11425.  11991.  12578 

13  1185-30  .  1455.  2684,  6324.  8827.  11991 
13.1185-40  —  305. 7430.  7630,  9912.  10450 
13.1185-80 654.3124. 

3195.  5394,  5556.  5864.  8586.  8947. 

9985,  10153,  10999.  11425,  12578 
13.1185-90  *$?• 

1795,  2149,  2456.  2683.  3283.  5395. 

5396.  5556.  6119.  6200.  6622.  6709. 
7760.  7868.  8483.  8486.  10999. 

13  1212    398.  443.  1355.  1413, 

1455.  1795.  1885.  2456.  2684.  3124, 
3166.  3654.  3850.  5093.  5396.  5556, 
5794.  6200.  6266.  6544.  7392.  7634. 
7717.  7760.  7867.  7869.  8110.  8584, 
8585. 9651. 9811. 9912,  9985.  10153, 
10366.  10999.  11314.  11991.  12442 
13  1212-30  —  1355. 1413. 1455.  1795. 1885. 
2684  3166.  3654.  3850.  5093.  5794, 
5983,  6200,  6266,  6544,  7392,  7634, 
7717  8110,  8584.  8585,  9651.  9811. 
991?!  10366.  10999.  11314,  11991 

13  1212-80  443,3124,5556. 

7867.  7869.  9985.  10153,  12442 

13.1212-90  398. 

1795   2456.  5396.  6200.  7760 

13.1220  6383.11000 

13.1230  8781 

13  1235 5605 

13  1255  _'_'"-'—-  738.  1885,  2088.  4991, 
5498.  6199.  6324.  6382.  6828,  7089, 
7392.  7490.  7714.  7715.  7717.  9811. 
•  10539.  10677.  10948.  11991.  12576 
13  1255-30  —  1885.  4991.  6199. 6324. 6382. 
6828.  7089.  7392.  7714.  7716.  7717. 
9811,  10639.  10948.  11991.  12576 
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13  1265      -         6383 

13^1280  '"..'-- 1721,2360. 

2684.  2732.  5140,  5396.  5498.  5605. 
5737.  6324.  6622,  7632,  7634,  7717. 
8670.  10365,  10411,  10449,  11991 

13  1290     8422 

13  1295  "_V2"oV8'  5498.  7490,  9912,  10677 

13.1315  10154,  10155.  10156.  10209 

13  1320 -    7632 

13.1323  .--V-- 443.  5396.  9595 

13  1325   1721. 

328374909.  5140.  5393.  7490.  7760, 
8730.  9051.  9987,  10411,  10677 

13.1325-60 1721,  3283,  5140.  9987 

13.1325-60<a)  5140 

13.1325-60(0  3283 

13.1325-70 4909,  5393,  7490. 

7760.  8730,  9051.  10411,  10677 

13.1325-70(a)  4909 

13.1325-70(0  7490 

13.1325-70(6)  10411 

13.1325-70(g)  5394.9051,10677 

13.1325-70(k)   7760 

13.1330  -_: 7632 

13.1340 7394 

13.1355 5498.  7490 

13.1395  10448 

13.1490  10450 

13  1520    3595,10367 

13.1535  2175 

13  1550   -  -  10367 

13  1590  "."'----   7393.7631,8827,8914 

13.1590-30 7393,  8827 

13.1590-90  8914 

13.1605  10998 

13.1608  10448 

13.1615  2566 

13.1625 2566.  10367 

13.1645  8787 

13  1647        5394,10998,12748 

13.1655  n21 

13.1663  3595 

13.1670  10448 

13  1680 8584,  8729 

13.1720 9178.  10366 

13.1730 2566 

13.1740  2566 

13  1745 1885.3850.5394 

13  1745-70  1885,3850,5394 

13.1745-70(0  5394 

13  1747      _        .  2175.  10998 

13  1760 2566.6927 

13  1775  .        2566.6927.10366 

13.1779 6381,10998 

13.1800    2175 

13.1805  1721.2732,10365 

13  1810 1721.  2360, 7717 

13.1811  1249. 

2732,  4909.  5396,  5498,  5605,  5737, 
7490,  7632,  8916.  10449. 

13  1817 3595,  10367 

13  1845   398.443,654.1249,1355, 

1413.  1414,  1455,  1721,  1795.  1885. 
2149.  2360,  2454,  2456.  2684.  3124, 
3166,  3195,  3196.  3283,  3439.  3653. 
3654,  3850.  5092.  5093.  5140,  5394. 
5395,  5396.  5397,  5603.  5794,  5983. 
6200.  6266.  6267,  6323,  6324,  6544, 
6545,  6622,  6709,  6783,  6926, 7393. 
7394,  7634,  7716,  7717,  7760.  8029. 
8584,  8585,  8586,  8729.  8827,  8828. 
8913.  8914.  8947.  9051,  9651.  9912. 
9985.  9986.  10096.  10153.  10365. 
10366.  10450.  10999.  11315.  11426. 
11991.  12576.  12578,  12579.  12748 
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13  1845-30 1249.  1355.  1413.  1414. 

1455.  1721.  1795.  1885.  2360.  2454. 
2684.  3166.  3196.  3439.  3653.  3654. 
3850,  5093,  5140,  5395.  5397.  5603. 
5794  5983,  6200,  6266.  6267.  6323. 
6324,  6544.  6545.  6783.  6926.  7393. 
7394.  7634,  7716.  7717,  8029,  8584, 
8585,  8729,  8827,  8913.  9051.  9651. 
9986.  10096.  10365.  10366.  10999. 
11315.  11426,  11991.  12576.  12748 

13  1845-70 443.  654. 

3124  3195.  5092,  5394.  6926,  8586, 
8947,  9985.  10153.  10999.  12578 

13  1845-80  398. 

1795.  2149.  2456,  3283.  5395. 5396. 
6200,  6622.  6709.  7760.  8828,  8914, 
9985.  10153.  10999.  12579. 

13.1852 443.  468.  654. 

1249.  1355.  1413.  1414,  1721.  1795. 
1796  1885.  2149.  2360.  2454.  2456. 
2507.  2684.  3124. 3166.  3195.  3196. 
3439  3653.  3654.  3850.  5093.  5140. 
5394'  5395.  5396,  5397.  5556.  5603. 
5737.  5794.  5864.  5983.  6200.  6266. 
6267.  6323.  6324.  6544.  6621.  6622. 
6709  6783.  7393.  7394.  7430.  7633. 
7634.  7716.  7717.  7867,  7868,  7869. 
8110  8483.  8486. 8584.  8585.  8586. 
8827'  8913.  8914.  8947.  8948. 9051. 
9651. 9811. 9912. 9985. 9986. 10095. 
10096.  10153.  10365.  10366.  10411. 
10948. "10999. 11314. 11425.  11426. 
11991,  12442,  12576,  12578,  12748 

13.1852-35  1250. 

1355.  1413.  1414.  1721,  1795.  1796, 
1885.  2360.  2454.  2507.  2684.  3166. 
3195.  3196.  3439,  3653.  3654.  3850, 
5093.  5140.  5394.  5395.  5397,  5603, 
5794.  5983.  6200,  6266.  6267.  6323. 
6324  6544,  6783.  7393.  7394.  7634, 
7716.  7717.  8110.  8584.  8585.  8586. 
8827,  8913,  8948.  9051.  9651,  9811, 
9912,  9986,  10095,  10096,  10365, 
10366,  10411.  10948.  10999.  11314. 
11426.  11991,  12576.  12748. 

13  1852-70 443.  654.  3124. 

3195.  5737.  5864,  6621,  7430. 7633. 
7867  7869,8947.8948,9985.10153. 
10365.  10999.  11425.  12442.  12578 
13  1852-80  --  468.  1795.  2149.  2456.  3195. 
5396.  5556.  6200.  6622. 6709. 7868. 
8483  8486, 8914,  8948. 9985,  10999 

13  1865    1250.  1355,  1455.  1721. 

1795.  2360.  2684.  3166.  3196,  3439, 
3653,  3654,  3850,  4991.  5093.  5140. 
5395,  5603, 5794,  5983.  6199.  6200. 
6266,  6267,  6323,  6324.  6382,  6544, 
6545  6783,  6828,  7089. 7393.  7394, 
7634  7714,7716,7717,8029.8110. 
8584.  8585.  8670,  8729,  8827.  8913. 
9051. 9651, 9811. 9912. 9986.  10096, 
10365.  10411.  10539.  10948.  10999, 
11314.  11426.  11991.  12576.  12748 

13  1865-40  1250.  1355.  1455.  1721, 

1795  2360.  2684,  3166.  3196.  3439. 
-  3653  3654.  3850.  4991.  5093.  5140. 
5395.  5603.  5794.  5983.  6199,  6200. 
6266.  6267.  6323,  6324.  6382.  6544, 
6545.  6783.  6828.  7089. 7393. 7394. 
7634. 7714.  7716.  7717.  8029.  8110. 
8584.  8585.  8670.  8729,  8827.  8913. 
9051. 9651. 9811. 9912.  9986.  10096, 
10365.  10411.  10539.  10948,  10999. 
11314.  11426.  11991.  12576.  12748 


•Appears  as  5  13  1853. 
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13.1880 8140.  6200,  6383.  §761. 

7393.  8616.  8670.  9811,  9912. 10366 

13  1880-40 6140, 

6200.  7393.  9811.  9912,  10366 

13  1886 1365,5093.5794,6324,6544. 

6783.  7394,  8584,  9051.  9912,  9986 

13  1890  6394, 

8485,  10154,  10155.  10156.  10209 

13  1895  10449 

13  19p0 1355, 

1413.  1414.  1455.  1721.  1795,  1796, 
2088.*2684.  3166,  3195.  3196.  3653, 
3654.  3850.  5093,  5268.  5396,  5397, 
5426.  5603.  5794.  5983.  6200,  6267. 
6324.  6544.  6545,  6622.  6783,  6828. 
6926,  7394,  7716,  7717.  8029,  8109, 
8421,  8484.  8584.  8585.  8671,  8729, 
8730.  8827.  8915.  8947.  9051,  9177, 
9985.  10096.  10366,  10411.  10677, 
10999.  11425.  11991,  12576,  12578 

13.1900-30 5258,  8484 

13.1900-35---  2088.  5426.  6622,  6828,  8109. 
8421,  8671.  8730.  8915.  9177.  10677 
13  1900-40  —  1355.  1413.  1414.  1455.  1721, 
1795.  1796.  2684.  3166.  3196.  3653, 
3654.  3850,  5093.  5397,  5603,  5794, 
5983.  6200.  6267.  6324.  6544.  6545, 
6783.  6926.  7394.  7716.  7717,  8029, 
8584,  8585,  8729,  8827,  9051.  10096, 
10366.  10411,  10999.  11991.  12576 

13  1900^0(a) 1414,  1721,1796, 

3196,  6200,  6544,  8584.  8729.  8827, 
10366.  10411. 10099.  11991.  12576 

131900-40(b)  —  1355, 

1413.  1414.  1455.  1721.  1795,  2684, 
3166,  3196,  3653,  3654,  3850,  5093. 
5397.  5603.  5794.  5983.  6200.  6267. 
6324.  6544,  6545,  6783.  6926.  7394, 
7716,  7717,  8029,  8584.  8585,  8051, 
10096.  10411.  10999.  11991.  12576 

13  1900-80  3196. 

8947.  9985. 11425. 12578 

13.1900-90  5396.9985 

13.1900-90(B)  —  5396 

13.1905 3595.6027 

13.1955   2893 

13.1980  12748 

13.2075  6604 

13.2105    1249.1721 

13.2120    8671 

13.2125   8671 

13.2130   8671 

13.2132    8671 

13.2168 1009.5864.10450 

13.2170 2243.3595.6927.7491.11315 

13.2175 3849.8915,8947.10208 

13.2208   '    3512 

13.2211    10450 

13  2217    1009 

13.2220    1721 

13.2263    3736 

13.2280    443.5864.6826.7490.7630. 

7760,    8586.    9985.    10153.    10208 

13.2280-30   6926 

13.2280-70   --  443.5864,8586.9985.10153 

13.2315    ._: 6384.8486 

13.2345    7490.8671 

13.2345-50    8671 

13.2345-65   7490.8671 

13.2345-65(0    7490 

13.2345-65(6)    8671 

13.2380   1009.6267 

13.2385 9987 

13.2395  5394,8587 

13.2410  6621 

13.2420  5139 

13.2425  2894,5864,6267 

13.2430  __.  7716 

13.2438  . 5139 

86000— «3 4 
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18J445 7eSl.7761.7867. 10578. 11425 

1SJ476  — 5794 

14.6 3917 

14.7 4331 

14.8 10039 

29 - 5398 

35 6201 

57 - 3284 

60  — 6205 

60.4 6384 

61 5703 

62 6210 

65  2 9250 

105 6211 

118 6213 

154 6217 

192  ___!. ^ 6222 

302.5 7395 

PropoMed  rules: 

32 7575 

35 3770 

62 668 

75 10586 

105 2374 

IM -.  2935 

192 3923 

300 12722 

302 5913 

303 11240 

17  CR 

1.20 12672 

1.26 I  12673 

1.27  — ^ 12673 

1.32  — J_ 12673 

1.33—1.34  12672 

1.39  12673 

150.1 12367 

150.2 12367 

150.3 ^ 12367 

160.4 _♦ 12367 

150.5 - 12367 

150.6 - 12367 

150.7 ^: i 12367 

150.8  — > 12367 

200.1—200.29  . 12712 

200.80  — 1722.3513 

201.11 7762 

201.12  — 2399 

210.1-01 7870 

210.6-30—210.6-34 7871 

211.90 2312 

230.152a  — — 3288 

230.155 1415 

230.236 3289 

231.4445 1251 

231.4458 2312 

231.4475  _r 3990 

231.4476 3991 

231.4491 5190 

231.4552 11316 

239.16b - 9213.10829 

240.10l>-8 9943 

240.13a^l5 6229 

240.15b-0  2399 

240.15C2-4  2089 

240.15C2-5   7091 

240.15d-15  - 6229 

240.15d-21 7871 

240.15al>-l 2399 

241.6721 H 1251 

241.6726 1415 

241.6778 3991 

249.307 6230 

249.310—249.311    7871 

269.3 [4553] 

270.30d-l 11639 

270.31a-l— 270.31ar^    11993 

371.3480 - 5190 

271.3542 9652 

271.3548 9987 

275.206(4)-2 2150 

Proposed  ruies: 

1   • 10760 
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Proposed  rules — Continued 

150 6676 

200 12726 

210 8553 

230 232,6943.8222 

239 1368 

240 5204.7684.8280. 

8455,  9844,  10227,  10772,  11324 

249 3695,4432 

250 12841 

259 12841 

270  635, 7738, 10910 

18  CFR 

1,2  


li4 


5606 
2567 


1.7 9499,11001,12212 

1,8 5767 

1.14 5606,9499 

1.18 [110021 

1.34 5767.6384 

2,55 510 

2.56 ^-  8918 

2.58 5606 

2.59 11002 

3  4276 

3.1  12927 

3.5  5331,9499,12212 

3.7 12927 

11.27 8030 

45.8 4912 

125 12242 

141.1  970 

141.2  5707 

141.5  8031 

141.6  8031 

141.7  10581 

141.13  8031 

Appendix  A 8031 

154.63  9602,sl0157 

154.91  1356 

154.93 1357 

154.94  252 

157.14 si^  1357 

157.25  i-  1357 

157.28 1356.5767 

225 12251 

260.1  ^*  970,  1758 

260.2  5607 

Proposed  rules: 

1 2573 

2    1368,2573,3860,5714 

4    10262,12378 

5 -^-  10262 

11  4597,8744,89^4,10126 

18 10262 

24  - --—  10262 

34  - 10909.11289 

45  2325 

101  12839 

104 — 105 12839 

131  10262 

141  2481. 

3206.  3470,  4432,  8497,  12839 

154 1918.2705.4210,5201 

167  10909 

301  12839 

204—205  12839 

260 3207,12839 

19  CFR 

1.1  . 617, 

4245.  5738.  6868,  8972, 10650,  11458 

1.2  618,6868 

1.4 618.9843 


1.5  . 

1.6  . 
2.43 
2.63 
3.1  . 


618, 


3626 

12258 

5093 

1886 

222 
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3.3  1886 

3.17 222 

3.30  12475 

3.35  1886 

3.40  11458 

3.53  5909 

4       222.  [12673 
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4  14     4864 

4.63  5909 

4  75    5909 

4.84  222 

4.88  5910 

4.89  5910 

67    2285 

6.13  3736.7605,9383,10950,11414 

6.17—6.24 1314 

8.13  5190 

^.27  101 

8.30  --   101 

846   4360 

8  51    1722.11458 

8.59  739 

10     _   1553.6325.6326 

10.8  1797 

10.17  10791 

10.17a 2285 

10.18  2285 

10.21  2286 

10.22  2288 

10.26  2286 

lOSO 10157 

10.43  11459 

10.44  11459 

10.51  11459 

10.52  11459 

10.59  6325 

10.60  6325 

10.61  6326 

10.62  6326 

10.83  6326 

10.84  6326 

10.68  771.12409 

10.70  8031 

10.92  1552 

10.94—10.95 1552 

10.104  -       771 

12.33  5194 

12.70—12.73 2795.7396.  10321 

14.2  12673 

16.2  9715 

163  1758 

16.4  4769 

16  24 971.1554.6829.9596 

18.1   10209 

19.14 : 1758 

19.15  6326 

22.18 6326.11318 

23.4 2286 

24.1  5910 

24.4  1598 

24.13  11943 

31.10  971 

54.2  11547 

201—208  — 12118 

Proposed  rules : 

1  3204.3999.9483, 10048. 10951 

2   984 

6 2156.6093.8211.9844 

8    4518 

10 9455 

14 4518 

22 10417 

20  CFR 

25.5 9383 

200.1   9254 

200.2  9254 

208.1   3321 

208.7 3321 


20  CFR — Continued 

210.2  3321 

210.3  S321 

210.6  3322 

210.12  •-  3322 

214.6 3322 

225.6—225.7 3322 

232.101  3322 

232.103  3323 

232.104  3323 

232.204  3323 

232.205  3323 

232.302  3323 

237.202  4878 

237.203  4878 

237.204—237.205 4878 

237.301  10829 

237.303  : 10830 

237.306  10830 

237.307  10830 

237.802—237.804  3323 

237.806  3323 

238.1  4878 

238.2  4879 

238.4  4879 

238.6  4879 

262.18  5398 

262.19  5398 

325.12   6605 

32720  4879 

3304—330.5  3737 

3451  1415 

345.2  1416 

345.4  1416 

34514  1416 

34515  1416 

34517  2175 

345.19  1416 

404.1  4513 

404  509 — 404.510 1162 

404.512  1163 

404514  1163 

404.601  . 1163,9943 

404.602  1164 

404.603  1164.9944 

404  605 — 404.606  1164 

404607    1164.1417 

404.607a 1165.9944 

404.608  1165 

404610  1165 

404.611  4513 

404.613  1165 

404.614 — 404.615a 1166 

404.905  1166 

404.906  4513 

404.937  4513 

404.968  4513 

404.1101—404.1104 10677 

404.1106—404.1107 10678 

404.1109  ----  10679 

404.1111  10679 

404.1251  _. 4513 

404  1301—404.1362 9716 

404.1502  12260 

422        2795 

422.6  3197 

501  12186 

502 12186 

6048   3851.4331 

610.9  3918 

6115  4595 

611.13  3918 

612 858 

61418  3918 

615.19  3918 

Proposed  rules: 

200—370 5748,  6942 

21  CFR 

1  lla   _     _   3882.  11255 

1.14  11255 


21    CFR— Continued  ^'«* 

1.104  2798 

1  10«      1317.  [14901 

1.108  2798 

1.322  6753 

3.1  4623 

37  _  _  _   1010 

3.12  11255 

3.20    6876 

3.25  10452 

3.36  11255 

3.47  12092 

3.204  ^ 11943 

3.207  12092 

3.208  12092 

3.510  4418 

3.515  ^-  5428 

8.501  5953 

84070  12829 

9.60  9257 

9.102  9257 

9.132  9257 

9.160—9.161 9257 

9.165  9257 

9.168  9257 

9.170—9.171 9257 

9.203—9.204 -  9257 

9  206  9257 

9.209  9257 

9.210  9257 

9.241  9257 

9244  9257 

9.302  9257 

9.304   9257 

9.308  9257 

9.343—9.346 9257 

9.348  9257 

9.351  9257 

9.371—9.372 9257 

9.374  9257 

9.390  9257 

9.410  9257 

9.421  9257 

10      _      _    11255 

15  i"  6784.8951 

15.80  6784.8951 

15.513  618 

16.11—16.12 1317.  [31971 

17  1    ...     338,1318 

18  520"  3254,  [54291 

19.500  3005 

19505  3005 

19.510  3005 

19  515 3254.  L54291 

19.535  3005 

19  540     .  [3991.3005 

19  551       5986.  6231.  8307 

19.565  [3991 

19.567  [3991 

19.590  13991 

19.591  f3991 

19595  13991 

19610  [3991 

19.615  13991 

19  750  --      -  5986.8307 

19751       _   [59861.8307 

19  755  .       [59861.  8307 

19  763       [59861.8307 

19  765 5986.  8307 

19  770    [59861.8307 

19  7*75        5986.8307 

19  776       .,__.  [59861.  8307 

19  780      [59861.8307 

19781      [59861.  8307 

20.1  584 

22  8757.  [106511 

27.57  1491 

37     [48791 

37  1  __    _     _  _   8920 

375  ""    740.  4063.  [54891 


21   CFR — Continued 

46    t943] 

120    12092 

120.6  12749 

120.169   12213 

Prior  to  revision: 

120.1 9257.  10453 

120.3 7d76 

120.6 3439,  9721 

120.37 253.  585.  6927,  11348 

120.105 6231 

120.111  7492 

-420.120 7492 

120.123 4623.  8071 

120.132 7718 

120.133  7492 

120.138 4913,  7492 

120.147 7493,8589 

120.147a 7493 

120.150 1010 

120.151  822 

120.153 8758,  9053 

120.154 2286,  6785 

120.157  101 

120.158 1887.  10453 

120.164    2090 

120.169 823.  4913,  6327 

120.171 4736,  7493 

120.173 4419 

120.174  5739 

120.176  8071 

120.177  ---  338 

120.180  -  823 

120.182 5738.  8071 

120.183 6232.  7373.  9053 

120.190 883.  6231 

120.191  824 

1218 11255.  11257 

121.90  ._ 824.  943.  2362.  3623,  5429, 

5739.  6496.  6623.  6710.  6711,  6876, 
8422.  9888.  12475,  12674,  12895 

12191 469.824.944.2361,3440. 

5429.  6623.  6625.  6710,  6711,  6712, 
6713.  6876.  6877.  6928.  8423,  8589. 
8673.  9889.  10040.  12477.  12902 

121.203 8072.  11799 

121.205 4420.  11309 

121.207 2313.  3199. 

8072.  8210.  11310.  11546.  12616 

121  208 2314.  11310. 

11345.  11547,  11760.  11801.  12409 

121209 8072.  11639 

121210 2799.3199, 

3882,  8073.  9596.  10680.  11312 

121211  .__   4419 

121213 .45,  3624.  7373.  8072.  12409 

121  214   --    11877 

1^1.215   .-       : 7373 

121.217 3255.  10453 

121.224 585.825 

121  225  2733.  8073.  8309.  9596 

121226—121.227    2895 

121.228 3441.  4914 

121.229        4914 

121230  -      4914 

121231    11257 

121.232—121.233 8674 

121.234    8423 

121.235  11414 

121.236     11414 

121237  11414 

121.1004  11343 

121  1005 2734,  8309 

121.1008  3441 

121  1009 1252,  B497,  7676 

121.1013  11547 

121.1014 2314.  2734.  11415.  11801 

121  1017  3197,7719,11344 

121  1018  10040 

121.1026 2734 


CODIFICATION  GUIDE,  1962 
21   CFR— Continued  p*«« 

21.1028 . 3883 

21.1029 ^ 3441 

21.1030 i 3441 

21.1031 222 

21.1032  i 8759,8920 

21.1034 ^_  2568,3883,11640 

21.1035 2568.  3883.  8424, 11640 

21.1038 , 1758 

21.1049 10454 

21.1053 11995 

21.1056 883.8424,11257 

21.1058  4915 

21.1059 4419.5258,9597.9772 

21.1060  .^-4014.  12410 

21.1063 2090,5430 

21.1064 2090,5430 

21.1070  825 

21.1072 305 

21.1073 6233 

21.1077 3513 

21.1079 1554 

21.1080 - 2568 

21.1081 —  2456 

21.1082 3198 

21.1083 4623 

21.1085 6784.8951 

21.1086 5740 

21.1087 4915 

21.1088 I 6232 

21.1089 6496 

21.1090 6496 

21.1093 8589 

21.1094 : 8307 

21.1095 8308 

21.1096 8308 

21.1097 9449 

21.1098 9597 

21.1101 10118 

21.1102 11344 

21.1103 11877 

21.1104 11801 

21.1105  ^ 11799 

21.1109  12829 

21.1111  - 12913 

21.1163 11415,11877 

21.2502 , 4063 

21.2503 . 4064 

21.2504 4064 

21.2505 46.6928 

21.2506 223.  7493,  11944 

21.2507 11640 

21.2508 5986.  6497 

21.2509 12060 

21.2510  6497.6877 

21.2512  4835 

21.2514 1252,  3624,  6327 

21.2515 339 

21.2516 3442 

21.2517 . 2568 

21.2518 9652.  12061 

21.2519 8308,  12749 

21.2520 7375.  7635 

21.2522 , .. 9889 

21.2524 825 

21.2527 741 

21.2528 3198 

21.2529 306 

21.2531  4014 

21.2532 1887,  2091 

21.2533 826.  3919 

21.2534, 47.  11800 

21.2535 1214.  1358 

21.2536 1254 

21.2537 1759 

21.2538 2569 

21.2539 2362 

21.2640 2569 

21.2541 2568 

21.2542 4624 


27 


21    CFR— Continued  ''*8« 

121.2543 4064 

121.2544 3919 

121.2545 __ 4164 

121.2546 _«* 6328 

121.2547 8759,  9721,  12213 

121.2548 6624 

121.2550  _- 7092,  7493 

121.2551 6878.  9721 

121.2552 7719 

121.2553 ^ 8920 

121.2554 8759 

121.2555 10098 

121.2556 10830,  10950 

121.2557 11641 

121.2558 11344.  12749 

121.2559 11415 

121.2560 11800 

121.2561  12061 

130— 

Technical  amendment 1797 

131.15  4418 

131.17  2799 

131.20  10452 

131.21  10452 

141a— 147 13002 

Hla.l  10252 

141a.9  5499 

141a.l6  5499 

141a.21  10252 

141a.29 C18,  [2362] 

141a.35  10252 

141a.38 10252 

141a.39  10252 

141a.43  10252 

141a.45 618.  [23621 

141a.46  10252 

141a.54 618,  [23621 

141a.60 .-__  618.  [23621,  10252 

141a.64 5499 

141a.65 10252 

141a.70  5499 

141a.84  5499 

141a.l00 619.  [23621 

141a.l01  5499 

141a.l03 945 

141a.l04  826 

141a.l05 827.  5500.  10252 

141a.l06  827 

141a.l07  944 

141b.l09  5500 

141b.lll 619,  [23621 

141b.ll2 5500,5657 

141b.l21  4164 

141b.l29  10253 

141b.l36  5500 

141C.207  5500 

141C.214 619.  [23621 

141C.218 619.  [23621 

141C.224  _._  3442 

141C.225  5500 

141C.228 5500.  11801 

141C.230 619.  [23621 

141C.231 619,  [23621.  10253 

141C.232  9722 

141C.238  c.  5500 

141C.242  10253 

141C.248  3851 

141C.249  3851 

141C.250  3851 

141C.262  3861 

141C.263  8829 

141C.264— 141C.265 11944 

141d.301 619,  [23621 

141d.310  5500 

141d.316 3920.4915.10263 

141e.403  6800 

141e.410 829,  5500,  10263 

141e.412 5600 

141e.426  - .,__ 6600 
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141e.430 «19.  [28631 

14«.l  827. 

945. 3851,  5740.  10452,  10«80 

148.13   8073 

148.26 2314,  2734.  2800.  3199. 

3625.  4420.  5430.  5954.  7375.  8309. 

8676.  9596.  10680.  11345.  11547 

146a.ll  944 

148a.l2 827 

148a.l3 828.5500 

146a.l4  8!?8.5498 

146a.l5 945,10680 

146a.l8 829 

146a.l7  619. 

829,  124561.  5500.  7379.  10680 

148a.l8 9889.  10681 

146a.l9  10681 

146a.20  10681 

146a.21 620,  [2456],  10887 

146a.22  10681 

146a.23  10681 

146a.24 10681 

146a.25 10682 

148a.26 10682 

146a.27 620.  [2456],  5501.  10682 

146a.28 10682 

146a.29 10682 

146a.30 621.  [24561.  10683 

146a.31 3007,  [49151.  10683 

146a.32  10683 

146a.33  10684 

148a.34 621,  [24561.5501,  10684 

146a.35  10684 

146a.38  3007.  10684 

146a.37 10452.  10684 

14ea.38 621,  [24561,  10684 

146a.39  10685 

148a.40 3007.3199 

146a.41  10685 

146a.43  10685 

146a.45 10685 

146a.48  10685 

146a.47  10685 

146a.49  10686 

146a.50  10686 

14fla.51  10686 

146a.52  10686 

146a.53 622,  [24561,  5499.  10686 

146a.54  10686 

146a.55  3008 

146a.56  10686 

146a.57  10686 

146a.58  10686 

146a.59  10687 

146a.60 622.  [24561.  10687 

146a.62  M 10687 

146a.63  10687 

146a.65  10687 

14«a.66  10687 

146a.67  444.10688 

146a.69  10688 

146a.70  10688 

146a.71 3008.  10688.  11416 

146a.75  10688 

146a.76  3008 

146a.77  10688 

146a.78  10689 

146a.80  10689 

146a.8l  3008.  10689 

146a.82  10689 

146a.83  10689 

146a.84  10689 

146a.85  10689 

146a.86  10689 

14«a.87 10689 

146a.88 622.  [24561.  5502,10690 

146a.89  _ 10690 

146a.90  10690 

14«a.91   10690 
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146a.92  622, [24561.5499. 10690 

14«a.95  10690 

146a.98  10690 

146a.l01  10690 

146a.l02  10690 

146a.l04  10691 

146a.l06  622.  [24561.  5499.  10691 

146a.l07  5499 

146a.l08  10691 

146a.lll  10691 

146b. 101  10691 

146b.l02  10691 

146b. 104 5502.10692 

146b.l05  10692 

146b. 106  444.585.10692 

146b.l07  5502.10692 

146b.l08  10693 

146bll0  10693 

146b.lI2  10693 

146b.ll8  4165.10693 

146b.ll7  10693 

146b. 118  10693 

146b. 122  10693 

146b.l26  10694 

146b.l28  10694 

146bl33  10453 

146C.201  10694 

146C.202  10694 

146C.203  10694 

146c. 204  9722.10694 

146C.205  10695 

146C.206  10695 

146C.207  5502 

146c. 208  10695 

146C.211  10695 

146C212  10696 

146C213  _-^ 10696 

146c214  10696 

146C.215  10698 

146c. 216  10696 

146C.217  10698 

146c. 219  12480 

146C.221  9722.10697 

146C.222  9722.10697 

146C223  10697 

146C.224  : 3442.10697.10887 

146C.225  5502 

148C226  10697 

146c. 227  10698 

1460.228  5502,10698.11801 

146c. 229  10698.10887 

146C.230  -    622 

146C.231  5431,10698 

146c. 232  9723 

146C233  10698 

146c234  10698 

146c. 235  10698 

146c. 236  10698,10887,11345 

146c. 237  _-  10698 

146c  238  5502.10698 

146c. 239 -  10698 

146C240  -  ---  10698 

146C241  6497 

146c  243  10698.  .0887 

146c  244  _ 10698 

146C248  3851 

146c. 249  3851.10698 

146C.250  3851,10699 

148C.252  3442 

146C.254  10699 

146C.255  10699 

148C.257  1318.  10699 

146C.258  10699 

148C.259 10699.10887 

148C.260  10699 

1460.262  3625.3851 

146C.283  8830 

146C.264  11945.12126 

1460.265  11945 
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14«d.303  10699 

146d.304 10699 

14«d.308  10699 

146d.310 5503 

146d.312  10700 

146d.313 9889.10700 

148d.316 3920 

146e.401  10700 

146e.402  10700 

146e.403  5503.10701 

146e.405  4835.10701 

148C.407  10701 

146e.408  10701 

146e.409  10701 

146e.410  10701 

146e.411  10701 

146e.412  10701 

146e.414  10701 

14«e.419  10702 

146e.420   10702 

148e.421    10702 

146e424    10702 

148e.426   5503 

146e.430    1759.10702 

147.1 828.945.4624.4789.10484 

147.2   828.945.3883.10484 

147.3   5740.6546 

147.4    5741 

164.1    3513 

165 [27981 

185.2    2798 

165.5    2799 

191.7    2457 

191.8    2457.3255 

191.63     306.945. 

1318.  2091,  2570,  3009,  4595.  5431. 
5539.  7493,  7876.  10041.  10253 

191.101  253.  2457.  [49911.  [62331 

191.102  2570 

191272  6753 

281  19  3199 

305.2 1797.  5795 

307.73  1215 

Proposed  rules : 

1   I 4482.5815.8078 

3 1500,  10494.  12412 

8 5570.  5668.  6631.  8627 

19  _- 588,  1173. 3612.  8832.  9332.  9625 

20  1294 

27       -    ---  10494. 11674.  12837 

29       5198 

120 182.834,948. 

1173. 1421,  1501, 2123, 2373. 3012. 

3468, 3469, 3632,  4428,  4843.  4938. 

5002,  5438, 5968, 6236,  6433,  6502. 

6631. 7737, 7989. 8078. 8496. 8553. 

9072,  9727.  10460,  11675.  12222 
121 14,  54,  531.  588. 

634,  748,  785,  834.  948,  985.  1173. 

1219,  1362,  1421.  1461.  1728.  1846.' 

2015. 2016, 2053, 215C.  2183.  2291. 

2373, 2573,  2608, 2645. 2802. 2840. 

2934,  3259,  3469,  3561,  3632.  3858-. 

3859. 3890, 3930. 4031, 4032.  4210. 

4253, 4428,  4429.  4430, 4520. 4521. 

4559. 4631  .4740,  4812. 4843. 4887. 

5002. 5098. 5439,  5510,  5666.  5818. 

5875.  5876.  5989, 6049,  6237.  6335. 

6390. 6561, 6631,  6754,  6843.  6940. 

7457. 7501, 7681.  7682. 7737. 7990. 

8214, 8320, 8321, 8452,  8496.  8497. 

8627. 8678,  8679.  J953.  8954.  8975. 

9072. 9073, 9151, 9409. 9483.  9521. 

9567, 9625,  9626.  9727.  9822.  9996. 

10123. 10260. 10300.  10301.  10586. 

10705.  11239.  11286.  11322.  11430. 

11675. 11819.  11902. 11999.  12139. 

12222.  12223.  12488.  12776.  12838 
125 5815,  8078 
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130 3693,  4938,  7990 

141 6880 

141a 1421,  6880.  8040,  8453 

141b 1421, 

1501,6880.8452,11353 

141c 1322, 

1421,  6880.  6883.  8452,  11353 

141d 1421.  6880.  8452,  11353 

141e 1421.  6880,  8452.  11358 

146 588,  1322,  8744 

146a 1422,  6880 

146b 1422.  1501»6880 

146c 1322,  1422.6880.6893 

146d 1422.  6880 

146e . 1422,  6880 

305 2770 

307 , 2770 

22  CFR  ! 

11.1—11.7 460 

112  1010 

22  1  12829 

41  6 2362.  7636 

41  114 __  8031,  9723 

41.124  5865 

41.127  5865 

426  3626 

42  12  5865,112130 

4266  5865 

42.95  5865 

42.111  3626 

42117  5865 

42  121  5866 

42.124  3626 

463  1358 

464  1358 

46.5  J. 1358 

51 [655] 

51.135—51.170 344 

923  12616 

924  12616 

927  12616 

9267  12617 

201.1  _  2363,4061 

201.9  2363 

201.12  10703 

201.18  2363 

201.20  2363 

201.21  2363 

201.25  2363 

205.1  3652 

23  CFR  I 

2 8448 

Proposed  rules : 

1 3692 

24  CFR  I 

3  105  _  7677.7876 

3110 "_ 7677 

200.68  7565.7876 

200.71  7565.9449 

200.73  11548 

200.77  7876 

200.81  9449 

200.82  11548 

20085  11548 

20095  4961,9450 

200.96  6082 

200.300—200.355 11802 

200.300   11548 

200.310    12126 

200.315   12127 

201.4   4961 

203.4 1070,2176,4961 

203.5   2600 

203.12    _       101 

203.17   .  _       771 

203  27   7494,8111.11416 
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303.60 . 102 

303.100 7494.8111,10679 

303J51 2600 

303.333 ^__  2600 

203.365 3255.4962 

203.367 772 

203.390 3255 

203.405 6082 

203.430 — 203.435 2600 

203.479 6082 

203.488—203.489 2600 

203.491—203.493 2600 

203.495 • 2601 

207.15 772 

207.19 772,6083,9597,11416 

207.21  6083 

207.25 1 6083 

207.27 6083 

207.252 11416 

207.253 4962,9597 

207.259  __-• 6083 

207.259a 7494 

207.261 772 

213.1 6083 

213.19  __- 772 

213.26  — 772 

213.27 772,6083,9597 

213.28 6083 

213.33 6084 

213.35 6084 

213.298 11416 

213.261 4278.4962 

213.262-r213.264  4962 

213.751  ■ 2601 

220.40 6497 

220.50 __  7494.8111,11416 

220.125 1070 

220.251 2601 

220.508  _-I 4963 

220.525 9598 

220.612 1070 

220.616—220.625 1070 

220.616 7494 

220.618 7494 

220.631 1070 

220.802—^20.803  4963 

220.804 9598, 11418 

220.810  __- 4963 

220.830 6084 

221.30 772 

221.251 2601 

221.526 772 

221.531 11417 

221.538 6084 

221.539 6084 

221.540 772,9598 

221.542 772,6084 

221.543 6084 

221.547  ... 4963,  6084 

221.550 6085 

221.765 4963 

222^51 2601 

231.2 772 

231.8 6085 

231.11 6085 

231.12 9598 

232.25a 11417 

232.43 :___   773 

232.56 1071,6085 

232.60 1071 

232.61 1071.9599 

232.70 6085 

232.74 L 6085 

232.80  _* 6085 

232.83 — 232.84  6085 

233.351 2601 

234.1  __: 2601 

334.13 102 

334  J6 773.4963.9599 

3S4J8— 334.39 9599 

334.355 2601 

334.363 2601 

334.370 2601 


24  CFR— Continued  ^*^ 

:  234.273—234.274 773 

'■  234^75 2602 

608.252 11417 

1803.21  773 

803.259 6086 

1803.261 773 

809.251 2602 

810.15 4964 

810.40 6086 

-810.751 2602.4964 

1500.1 1722 

11600  171 

25  CFR  I 

34.3 1 ' 510 

f34.8 1888 

;71.1 11548 

:72.1  11548 

!72.3— 72.4 11549 

^2.9  11549 

^2.13-72.19 11549 

72.21  11549 

73.21  2458 

73.32—73.33 2458 

7335  2458 

73.40—73.43 2458 

7344  2459 

7349  2459 

110 10321 

141.1  12929 

141.6  12929 

141.8  12929 

141.14—141.15 12929 

142 12929 

143 12929 

183.2  1 9512 

183.4  9512 

183.5  9512 

183.24  9513 

183.39  9513 

183.40  9513 

183.45  9513 

183.46  9513 

18349  9514 

183.51  9514 

183.62  9514 

183.73  9514 

18381  9514 

183.88  9514 

183.93  9514 

183.94  9515 

194.23  741 

197  8868 

?21.6— 221.7 400 

221.8  1 2091 

321.12  694 

221.17  742 

21.32  5094 

21.33  5094 

21.34—221.35 5094 

1.36  5094 

221.130  1359 

^21.131  1359 

254.2  12399 

proposed  rules: 

I   141 9065 

142  9148 

1   143 9065 

183 5871 

*   197 4885 

:   221 107,237,2643,4629 

I   252 1  11266 

^6  CFR 

1 2315 

1.11 4092,  8724 

i;.ll-l  __.i_ 8724 

1.34  4092 

1.34-3  _._ 4092. 12541 

1161-0  4093 

i:il6  - 4092 

11162-17  12935 
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1.183-1    

1.170    

1.170-1    

1.170-2    

1.170-3    

1.213    

1.213-1    

1243    

1.243-2    

1.24ft-l    

1  269 — 1.269-6 


Page 


2011 

8093 

8094 

8095 

8096 

6972 

...     6973 

4092 

4092 

-  -     4092 

3595 

1274—1274-5 ^2930 

1.316    12541 

1316-1    12541 

1318 *092 

1.318-1 ♦OSZ 

1  367-1    

1368-3    

1381<C)(22)     ---      

1381(c)  (22)-l    

1381<d)    

1381*d)-l    

1  382(a)— I.382(c>-1 
1  394— 1. 
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11312-6    -  -     10823.10824 

1.1312-7  1082* 

1.1312-8  10824 

1.1313(0-1 -  1JJ24 

1.1314<C)  -  10824 

1.1341  ---  10824 

1341-1  10824 


11877 
11877 
11918 
11918 
12541 
12541 
12543 
12543 
10733 
394-1 10741 


1  404(a)-2 

1442-1  

1443  

1443-1  

1.453  

1.453-9  

1.453-10  

1  455— 1.455-6 
1  482 — 1.482-1 

1561-1  

1.673(b)-l  -- 
1.681(a)-2  -- 
1  681(b)-l  - 
1.681(0-1  .- 

1.702-1  

1.801-7  

1803  --    - 

1807  

1.809 


4474 
10098 
4093 
4093 
1319 
1319 
1320 
1797 
3597 
4093 
8097 
8097 
8097 
8097 
8097 
8717 
8724 
8724 
8724 


1. 

1.1347    . 
1.1347-1 


1372    -- 
1372-3 
1441 
1441-1 
1441-2 
1441-3 
1441-4 
1.1502-2 
1.1504    . 
1  6012-2 
16012-3 
16038    - 
1.6038-1 


10826 

10826 

10454 

10454 

1888 

1888 

1889 

1889 

1889 

4093 

4093 

12794 

12794 

11877 

11878 


.6038-2    11878 


1.6041  - 
1.6041-1 
1  6041-3 
1  6041-6 

1.6042  . 
1.6042-1 
16042-2 


12794 
12794 
12795 
12795 
12795 
12795 
12796 


16042-4    -. - 

16044    12'^9'' 

1.6044-1    --      ---      12''88 

16044-2—16044-5    12798 


8718 
8718 
8720 
8720 
8722 
8723 
8723 
8723 
8723 
4090 
4090 
4091 
4091 
4091 
4091 
4091 


1809—4   ----  8718 

1.809-5    _/-----"-- 8718.8724 

1.813    8725 

1.816   8725 

1.817-4 12543 

1821    

1.821-2—1.821-3 

1.822   

1.822-4 — 1.822-7 

1.823-3 — 1.823-5 

1.832   

1841    

1.842   

1.843  --^    

1851-2 

1851-4   

1.852   

1.852-1    

1.852-2   

1.852-4 

1.855    

1  856— 1.858-1 4081 

1.857-7    12794 

1891        8723 

1934_1934-1 12791 

1.1016        8723 

1.1016-4    8723 

1016-5    8724 

1101—1.1103 33 

1201    8724 

1201-1    8724 

1305-1—1.1305-2 11915 

1306—1.1306-1 11915.11917 

1307—1.1307-1 11915 

1311(b)-l   10823 

1312   10823 


1. 

1 

1. 

1 

1. 

1. 

1. 

1 

1. 


11881 
11882 
12799 
12801 
12802 
8514 


16046—16046-2---    

16046-3    --      

1.6049—16049-3 

1.6071-1    -      

1.6091-1    

1.6109—16109-1      --    

16851-2    11803 

16 11401 

164-1    12544 

166-1    

17  1—17  1-1      -- 

18.1-6    --      

20.2011    

202011-2    


12750 
3626 
1797 
4983 
4983 
4983 
4983 
4984 
4984 
4984 
4985 
4985 
4985 
4985 
4986 
4986 
4986 
4986 

206165-1       4986 

20.7101-1    

25.6061—25.6065-1 

256091    

256091-2    

25.6165-1    


20  2014 
202014-1        -      - 

20.2014-2    

202014-3    

202014-7    

202038    

20  2038-1      -.--. 

20  2053    

20.2053-10    

20  6061—20  6065 

20.6091    

20.6091-1    

20.6091-2 


257101-1  --- 
31.0-2  -  -  - 
31.3402(f  I  <2> 
316001-5  -  - 
31.601Ha)-7 
31.6011<b>-l 
31.6011(b>-2 
31.6051-1  --- 
31.6109 
31.6109-1  _-. 

416109  

416109-1  --- 
43 


4987 

4987 

4987 

4987 

4987 

4987 

8516 

8516 

8516 

8516 

8517 

8517 

8517 

8517 

8518 

8518 

8518 

1088 
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45.6109  8518 

46.8109-1  8518 

48.4501  9556 

46.8109  8519 

46.6109-1  8519 

46.8302(0-1  8519 

46.6412(d)  9556 

47 1088 

48.4021-1  9983 

48.6109  8519 

48.6109-1  8519 

48.6421(b)  11221 

48.6421. b)-l  11221 

48.6421(0-1  11221 

48.6421(d)  -  -  11221 

48.6421(d)-l  11222 

48.6421(g)-l  11222 

49  4261—49.4261-1 11222 

49.4261-2  11222 

494261-3  11222 

494261-4  -  11223 

494261-7  11223 

I  49.4261-8    11223 

1494261-9    11223 

I  49.42621  a »    11223 

1  49.4262<a^-l        

494262tb>    --- 

49.4262<bi-l   --. -- 

49.4262(c>    --    

49.4262'C'-1  

49  4263—49.4263   6    

49.4263  <  a  ) —49  4263 '  f   - 1 

49.4264(0    

49.4264(0-1    

49.4284(ei    ..- 

49.4264if'       -    11226 

494264if>-l    11227 

49  4287-1    11227 

496109        - 8519 

496109-1    -    8520 

49  9000   -- 11227 

499000-1  11227 

1481-1  -.- 1088 

151  30  8524.8616 

15181   "'  8524.8616 

8524,8616 

_-_   6328 

8616 

8616 

8524.8616 

10041 

10041 

10041 

31   '  ';_. 10041 

38—177.42 10041 

177.43  - 10041 

17744  10041 

177.^6 10041 

17780  10042 

17783  10042 

17784  10042 

17785  10042 

17788  10042 

179  52a— 179  52c 8520 

194.106  --  

194.106a— 194.106c  --- 


11223 
--  -  11224 

11224 

11225 

11225. 11691 

11225 

..   11225 

11226 

-  11226 
11226 


131.84 

151211  

151451  8524, 

1514.53  --- 8524, 

152.9a 

177.10 

177.20 

177.25 

177. 

177. 


8520 
8520 


196.34 


8521 


196.34a— 196.34c 8521 


197.29 


8521 


197.29a— 197.29c 8521 

201.32a— 201. 32e 8521 


201.328 


5954 


201.380 — 201.380c 8525 

201.451ar-201.451c 8525 

201.457  5954 

201.542  5954 

240.594a — 240.594c 8626 

245  76a— 245.76d  8522 

245.1 1 7d— 245.1 17f 8526 
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25221  

252.122  

252.123  

252.154  

252.193 

252.213  

252.216 

252.223  


20 
25 
31 


Psg« 

773 

773 

773 

774 

774 

774 

774 

774 

270.162  8526 

270.167  8526 

270.169—270.171 8526 

285.25  8527 

285.29— 285.30a 8527 

295  4475 

301.6109  8522.8523 

301.6109-1  8523 

301.6110  8522 

301.6652—301.6652-1 12802 

301.6676—301.8676-1 8523 

301.667&— 301.6678-1 12802 

301.6679—301.6679-1 11885 

301.7514-1    12751 

301.7701-11—301.7701-13 8523 

701.27   10254 

701.31    10254 

Proposed  rules  : 

1 48,  50.  108.  1119.  1321, 

1424.  1781,  1901,  3141, 4153. 6786. 
8742.  9920.  10123.  10489,  1049L 
10544.  10547,  10705. 10794. 10836. 
10894, 10951, 11007,  11264, 11673, 
11701, 12137,  12582,  12621. 12719. 
12759.  12838.  12837,  12943.  12953 

232.5268.6433 

232,  5268.  6433 

1761.3141 

41 1761.3141 

45  1761.3141 

46  1761,3141 

48  1761,2104,2607.3141, 

3259.  4202,  9142,  9455,  12267 
-  1761.3141,9142,9455.11813 

1770 

1770 

6981 

179  1761.3141 

194  1761.3141 

196  1761.3141 

197 1761,  3141.  11427 

198 10754 

201 1781,3141,3816 

212 11265 

240 3816 

245 1781,  3141.  3816 

270  3817 

285 3817 

295 860 

301 1761,3141, 

10547. 10705.  10836.  11701,  12953 

27  CFR  I 

521  

5.73 

Proposed  rules: 

4—5  L 832 

28  CFR 

0  5162 

Oil  6735 

015  6735 

0  40— 0.43 12617 

045  12618 

055  12618 

060 6735.9812 


49  - 
151 
152 
177 


5259. 


.  3801 
[5954] 


061 
067 
070 
0.77 
0  78 


6735 
5795 
12618 
5795 
6735 
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0^5 12818 

0.136 Jl 6736 

0.142 6796 

1 11002 

2  :. 8487 

16.1—16.2  774 

21.4 12819 

30—31 12619 

42  : 2625 

43  11317 

201.7 4835 

201.20 ^ 4835 

29  ere  • 

2.11  4964 

3.1  10119 

4.21 [6120] 

4.34—4.38  4165 

4.61  11642 

4.67 102 

5.1 10119 

5.5 10119 

5.7a 10119 

5.10 10120 

5.12a 10120 

12  4165 

13  4168 

20  _ 8537 

101.16 2092 

102.52—102.59  2092 

102.99 5095 

102.101—102.102  5095 

102.106 5095 

102.108 5095 

102.109  5095 

402.4  3655 

402.6  - 3655 

403J  3658 

403.6 3656.  6430 

406  1890 

408.3  3658 

408.5—406.8 3656 

611.3 — 511.6  10851 

511.8 10651 

611.19 10651 

516  2459 

619  3991 

625  175 

528. [3994] 

528.1 3994 

528.2 3994 

630.6  7020 

631  6088 

636  400 

646.13  581,  8091 

602.2 4279 

603.2  3514 

604.2 948 

606.2  948 

608 11459 

609 11460 

610 12716 

611 11460 

612  ___ 12874 

613 10210 

614 12367 

615 12480 

616 9450 

619  - 11461 

657.2  4279 

671.2  9474 

672 10752 

677.2  946 

681.9  6785 

687 10099 

688 9328 

689 11461 

690.2  948 

699 10099 
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T77  8090 

t79.327 12935 

'79.354a— 779.354c  2093 

Appendix 694 

781  1891 

783  8309 

1M    _ 1255 

t88.50 9843 

7^8.250  6752 

768  8032 

7!94  3125 

7)94.2  9843 

1302—1303  5742 

1304  10291 

1308  11804 

1307  _I 8788 

i309  10581 

proposed  rules: 

1    10760 

I   3  10760 

;   4  8185,  12719 

;   5  10760 

I   8 9821 

I   8a  9621 

8b  9621 

9  5585 

9a  5565 

,   404  10459 

;   417  10845 

516  525,  10259 

346,  11968 

5438 


522  

530  

541 665,7851 


545 
601 
602 
603 
608 
609 
610 
611 
612 
613 
614 
615 
618 
619 
657 


4339 

12082 

668 

686 

9070 

9070 

9332 

9070 

9332 

7880 

9071 

9071 

8098 

8213 

668 


670  12062 

671  6098 

872 8213 

673 12449 

;   675 12449 

681 5098 

687  7880 

888 6098 

689  8213 

699 7880 

1304 6876 

,   1306 8798.9333 

2Jo  ere 

2^2.25 11760 

301.3 9217 

7432 

ere 

9919 

9919 

9919 

9919 

514.14 6974 

54.20 6974 

514.82 8974 

9b 7494 

92 8270 

8(3 8272 

l|28.14a 8317 

203.7 3656,4355 

J  53  12830 


32 


Page 
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324.8   

324.9   

325 

340  -   

365 

500.101    

500.505   

515 

515  201—515.801 

515.201    

515.202    

515.503    

Proposed  rules: 

10        3611 

Chapter  11 11320 

32  CFR 

1.101  --- 
1  102  --- 
1.105  --- 
1.109-2  - 
110 


9384 
9384 
9384 
12481 
8491 
1116 
6233 
1116 
2766 
2765 
2766 
4554 


1. 

1 

1. 

1. 

1. 

1. 

1 

1. 


_  .  11643 

3443 

.--  11643 

'I \     6120 

Alio      *®®® 

Tlir :::::n!St3 

1201 :::.::::::::::::: hj^ 

1201-5  3443 

1  201-14—1.201-15 3443 

201-18—1.201-21 11M3 

201-22  m** 

302  11844 

302-3  11644 

302-6 88*^ 

303  IIM^ 

308        -—  3443.  6120.  8869.  11644 

314       ... 116** 

1  315— 1.316 1685 

1317  _     -  -- 8870 

1318  :::::::"i- us** 

1500   1164* 

1603       887«vll644 

1.604-2 >-8870 

1.609-4   116*5 

1.610 11645 

,1.700   1685 

1  701-1 1686.  6120.  8870. 11645 

1  701-2— 1.701-3 11645 

1  701-4         -     1686.  8870,  11645 

1  702 1686.  3443.  6120.  8869 

1.703   1666 

1.704-2   11645 

1  70+-3  1666 

1705-3—1.705-4 1686 

1.705-6  1687 

1.706-1    --- 1687 

1.70^2   1687 

1.706-3   1687 

1706-5       1687.11646 

1.706-6  1688.  8120.  11646 

1.707—1.708 3443 

1801-2 1690 

1.803   8869 

1804-2    1690.6121,11646 

1  805— 1.805-4 3445 

1903-1    116*6 

1.1002  6121.  11646 

1.1003-1 6121.8870 

1  1003-2   6121 

1  1003-3 1892.  6121 

1.1003-5   8870 

1.1003-9  1692.  3445.  8870 

1.1101—1.1111 3446 

1.1103   11647 

11206— 11 206-5 1693 

11503    *015 

11601—11604 -• 11647 

2  104-2    4015 

2.104-3    4015 

2.104-4  4015.  6121 

2.201    1694.  3447,  6121,  8d;i.  11649 

2.202-4    - --   11649 
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2.202-5    116*9 

2302    8122 

2. 30a-2— 2.303-4    .-      -    --  8122 

2  303-6    6122 

2.304—2305    -  8122 

2.406-3    ^                                      3447 

2.406-4    ----      -  1  649 

2  407-3    1694 

2407-6    3447 

2.502         -      3447 

2  503-1                   3447 

3101          :    ::                        3447 

3  102                loifi 

3.103*^ 8871 

3  107_3  107-8 6123 

3.107-4    -  3448 

3  108    •'**'' 

3  202-2    --      6123 

3202-3    6123 

3.210-2    3448 

3.210-3            1694 

3211-4    8871 

3.216-4    -        -  8871 

3.303  -  --    *015 

3.304    -      *015 

3308    -      116*9 

3400—3410-1 *615 

3.402  -    6123 

3.404-6    8123 

3.404-7    6123 

3  500  --  1694 

3  501  --    1894.8871.11649 

3.602    '34491 

3605-1    -     3448 

3606-2    11649 

3  704_  1—3  704-2        11649 

nnn  _  _  6123 

6123 


Page 

11652 

1702 

1702,11652 

1704.  11652 

8872 


803 
804-2 
805-1 
807-3 

80a-2    3448. 

808-3    


4015 

8871 

8871 

11650 

6124. 11650 

4015 

6124.8871 

808-5        ---      *015 

80a-6        3448.8871 

811    11651 

812—3812-4    ---     6124 

813    1695,11651 

902       -    --   --   --   1695 

902-1    1---- 1695.3448 

902-2  -- 1695 

903-1  ------ 1696.11651 

903-3  1696 

903-4  11651 

903-5     11651 

106  3449 

107  1696.8872 

200—4  214-4 -   6124 

100—5.106 6128 

.102-3    11651 

.200—5.303  .-   6132 

200—5204 [116511 

200    -   11652 

.201    ----        11652 

5.205—5.207    -      11652 

5.500—5.506 6132 

5.900—5.907 3449 

5.901    --      6133 

5903-3    -        8133 

5.905   6133 

5.907    --  --  6133,8872 

5  1100-1—5  1100-2 1696 

51102-1    -. 1696 

5.1102-2—5  1102-3    1696 

5.1103-1    -        1697 

5.1103-3    ---    1697 

5.1103-6        1697 

5  1201—5  1201-4 1697 
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5.1201  

5.1202  

5.1202-1— 5  1202-2 

5.1203  

6.000  

6.101  3450 

6.204-4  3450 

6.204-5  --  3450 

6.300  11652 

6.302  11653 

6.303  ---   11653 

6.304-1  11653 

6.305  11653 

6.401-1  6133 

6.401-2  6133 

6.403  6133 

6601—6605-5 l'^05 

6.603-4  11653 

6.701-1   -  ---  8872 

6701-3  8872 

7.102 4015.  6133 

7.103-1  3450 

7.103-8  3450 

7.103-12  11653 

7.104-14  3451 

7.104-15  3451 

7.104-20  3451 

7.104-22  3451 

7.104-31  11653 

7.104-37  1^08 

7  104-36—7.104-39  3451 

7.104-40  6133 

7  105-6  11653 

7.105-7  11653 

7.108 3451.  4015.  11653 

7.109-1  4023 

7.10»-2  4015 

7.109-3  4023 

7  109-4       4015.4023 

7.109-5    4023 

7  109-6 4015.  4023 

7.109-7    --     4023 

7202        *015 

7.203-3        11653 

7.203-4  _     4015.  11653 

7  203-7       6134.  11655 

7.203-8  3451.  6134.  8872.  11656 

7.203-9    3451 

7.203-12    11656 

7.203-26   3451 

7.203-28    6134 

7.204-9    6134 

7.204-19   3451 

7.204-22    11656 

7.204-27    1708 

7.204-28—7.204-30 3451 

7.205-6    11656 

7.301    *023 

7.302-8    ---     3451 

7.302-24    '-.--     6134 

7.302-26    3451 

7.303-11    3451 

7.303-18 11656 

7.303-24 n08 

7.303-25   3451 

7.303-26 '3451 

7.303-27 6134 

7.401    4015 

7  402-2  11656 

7.402-3   -    --    3451.11656 

7.402-8     3451.6135.8872 

7.402-9 3451 

7.402-23 6136 

7.402-26 11857 

7.402-27 3451 

7.402-29 6135 

7.403-13    3461 

7.403-17 116M 

7.403-22 1708 
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7.403-23—7.403-25    3451 

503-4 11858 

504-3 3452 

601—7.604-4    1708 

601   3452.4015 

602-3 3452 


602-4  _-. 

602-6  . 

602-11 

603-5  . 

603-17 

603-18 

60Q-19 


3452 
11658 
3452 
6135 
3452 
6135 
11658 
11658 


■Appears  as  I  1  303-30. 


8.402—8.406        

8505-1   11659 

8.505-2 11659 

8.507-6 3452 

8.602-2 1711 

8.702 4015.8872 

8707 1712,8872 

8  709 1712.3452,8873 

8.710 _■  1712,8873 

9.104 3452 

9.107 8874 

9.107-1 6135 

9.107-2 6135 

9  107-6 11660 

9.107-8 _     6136 

9.202-5 ^». *3452 

9.203-1 3452 

9.207—9.207-2    6136 

9.302-2 8874 

9.304-1   _     8874 

9304-2    8874 

10.103-1    11660 

10.202    11680 

10202-2   8874 

10.403    8874 

10.404-1    1713,3452 

10404-2   1713 

10.501-1    11660 

10.504   1713 

11.101-6   6136 

11.102-2    ^__     6137 

11.102-3—11.102-4 6137 

11.102-13    6138 

11.104   6138 

11.302   6138 

11401-2    11660 

11403-1    8874 

12.101—12.101-2    3453 

12.102-2—12.102-5    3453 

12.102-6   1713 

12.401    8874 

12.402   8874 

12.503    1713 

12.601—12.605    11660 

12.603   6138 

12.801—12.809    8874 

13.101-17   6138 

13.101-18   1713.11661 

13.102-3   6138.8878.11661 

13.406—13.406-2    11661 

13416   11662 

13.501    4015 

13.502   1713 

13.504   1713 

13  505   1714,6138 

13  506   1714,6139 

13.600    __  1714 

13.601-1    "■     1714 

13  701   1714,8879,11662 

13.702   11662 

13.800—13.803    6139 

13.802—13.803    1714 

14,000—14.104 11662 

14105-1    11663 

14.105-2  11663 

14,107—14.108    11663 

14  109   8879.11663 

1*201   11683 

14204 _ 11664 

15.102   4018 

86000—63 S 
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15.103  4015 

15.104  4015 

15.105  4015 

15.205-1  1715 

15.20&-6 3454 

15.205-25  3454 

15.205-33  1715 

15.205-^1  11664 

15.304  6139 

15.601 : 4015 

16.101-3  8879 

16.102-2  8879 

16.202  8879, 11664 

16.203-2  8879 

16.203-3  8879 

16.303-2  1715,3454.4015.11664 

16.401-3  3454 

16.401-4  1715.8879 

16.704  11664 

16.801  8879 

16.803-1  _, 1715,8879 

16.803-2  8879,11664 

16.810-2  6139 

16.812  1 11664 

16.816  11665 

17.201  6139 

17.203  .. 6139 

17.206 _ 11665 

17.207-1  6139 

17.207-3  6139 

17.208-3  6139 

17.208-5  6139 

17.301  6139 

17.304  6139 

30.1  6139 

30.2  11665 

30.3  11665 

48 5549 

70 5591 

125 8730 

126 9053 

137.3  3165 

137.5  3165 

137.7  3165 

137.13  3165 

137.14  3165 

137.17  3165 

138 2315 

163.1—163.2 2831 

163.98—163.121 2831 

231 10541 

231.3  11893 

263 2316 

288 401 

289 403 

502.1  2175 

502.2  2176 

502.3  2176 

502.4  — 2176 

502.5 2176 

502.6  2176 

502.10  _   177 

502.11  .   177 

502.12  177 

505.17 9054 

636.1  — _- 4915 

536.3  4916 

536.9  4916 

536.11  6878 

536.11a  _ 4916 

536.11c  4916 

536.12  4916 

536.14  4916 

536.26  4916 

536.29  ___ ^ 6785 

636.152  4916 

643.2  ... 511 

643.5  _.  67J3 

552.34  6140 

652.37 6142 
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552.52  11666 

562.13 __  444 

592.15 ::::  444 

562.19 444 

562.21  444 

562.25 iS,  11695 

562.30  11695 

564.4  12830 

564.15  12165 

564.41  4991 

574.3  8920 

581.3  1715 

590.110  ___  2628 

590.111—590,111-2 2628 

590.201-51—590.201-53 2628 

590.201-54 2628,  5259 

590.307—590.307-2 5259 

590.308  2628 

5S(0.316 2628 

5S10.350 2628.5259 

590.351  2629 

530.360 2629 

590.401  2629 

590.402-50  5259 

5at0.403-50  2629 

59(0.451  2629 

590.452  ^ 2629 

59to.453  2629 

5^.508-50  2630 

590.550 2630 

590600— 590.654 2630 

701-52  2632 

.704-2 2632 

704-3  2632 

590706-2  2632 

590.7O6-4 2632 

59t).707  J. 2632 

590.707-3  : 2632 

590.1003-9   5259 

590.1004-1   5259 

596.1302-1—590.1302-2 2632 

590.1350  2632 

59().1500— 590.1503 2632 

59^.201—591.201-50  ^i.__  2632 

591.203—591.203-1 2632 

591.406-3—591.406-4  5259 

591.406-50^591.406-52 5260 

59fe.l02 5260 

^95.112  2632 

590.156  2632 

59^.157 2632 

592.200-50  2632 

592.204-50 5260 

592.210-3  5260 

592.211-4 2632 

592.213-2 2632 

59^213-3 2632 

592.217-2 2633 

591304^592.304-50 2633 

59^306  2633 

59^.403-3 2634 

592.405-1  2634 

592606  5260 

59^606-3 5260 

592.650-3 2634.  5260 

592.650-6  5260 

592650-9  5260 

592.650-12  2634 

59^809 2634 

593.102—593.152 5261 

593.104-5  2634 

59^205—595.205-50 2634 

595!.503-50  2634 

595.503-51   2634 

595i602-l    5261 

5961.103-12  2634 

596il04-l— 596.104-2 5261 

59ft.303— 596.303-50 2635 

596J400— 596.403-50 „.  5261 
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597.206 — — 

598.107-1 

598.110 

599.101—599.101-65  — 

599.103-1 

599  103-50   

599.104-1    

599.104-50   

599.201    

599.203    

599.302    

599  350—599.352 

599.401—599.403 

599.450    

599.452   

599.501    

599.501-50    

599.550—599.557 

599.750    

600.204    

600.401-2    

601.105—801.105-3 

602.050   

602.502-50   

602.504-50   - 

602.701    
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1008.652   2407 

1003.652-2  2407 

1008.652-8 2407, 10211, 11761 

1008.700—1003.707 2408.10211 

1008.802-3   10212 

1003.804-2   2409 

1003.807-5  2409 

1003.808-5   10212 

1003.809—1003.810 2409 
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1003.850-3 2410 
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1005.101 10212, 11761 
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1005.103-1    10212 
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1005.505—1005.652    3803 

1005.505-1—1005.505-2    10212 
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1007.109 3382 

1007.109-1 10213 

1007.100-3 .*_. 8382 


35 


32  CFR— Continued  ^^ 

1007.109-4—1007.109-7 3382 

1007.109-50 10213 

1007.203 ._ 11761 

1007.204-52 3382 

1007.402-3   3382 

1007.402-22 3382 

1007.403-51   10213 

1007.503-50 3382 

1007.602—1007.651 10213 

1007.604-51 11761 

1007.2103-16 L 3382 

1007.2104-1   11761 

1007.2203-4 3382 

1007.2203-20 3382 

1007.2203-21 3382 

1007.2203-22 3382 

1007.2204-3 3382 

1007.2205-1 1 3382 

1007.2205-2 3382 

1007.220&-3   3382 

1007.2205-4 _     3382 

1007.220^5 3382 

1007.2302   3382,10217 

1007.2303-2 3382 

1007.2303-3  3382 

1007.2303-4 3382 

1007.2303-9 3382 

1007.2304-15   _     10217 

1007.2304-16 10217 

1007.2505-3 11761 

1007.2506-3 11761 

1007.2601   10217 

1007.2603-1 3383.  10217 

1007.2603-3 3383 

1007.2604 __ _ 6272 

1007.2605-3 _ 10217 

1007.2700 3383 

1007.2701   _     3383 

1007.2703   3383 

1007.2703-1   3383 

1007.270^3-2  3383.10217 

1007.2703-6 3383 

1007.2703-7 I 3383 

1007.2703-8 ___ 3383 

1007.2703-12 .     3383 

1007.2703-13   3383 

1007.2703-14 __     3383 

1007.2703-15 3383 

1007.2703-16  3383 

1007.2703-22 ____     3383 

1007.2703-24 3383 

1007.2703-25 3383 

1007.2703-30 3383 

1007.2703-31 3383 

1007.2704-1  3383 

1007.2803-2 3383 

1007.2803-9 3383 

1007.2803-12 3383 

1007.2803-15 3383 

1007.2803-18 3383,  10217 

1007.2803-23 3383 

1007.2904-2 3383 

1007.2905-1 3383 

1007.2905-3 3383 

1007.2905-4 3383 

1007.2905-5 3383 

1007.2905-6 3383 

1007.2905-7 3383 

1007.2905-8 3383 

1007.2905-9 3383 

1007.2905-10  .-_ 3383 

1007.2905-11 3383 

1007.2906-12 _ 3383 

1007.2905-13 3383 

1007.2905-14 3388 

1007.2906-15 __     8388 

1007.290&-16 8888 

1007.2905-17 8888 

1007.2905-20 


96 

32  CFR— Contino^l  *"**' 

1007.3103—1007.3107    10217 

1007.3204-6 3383 

1007.3204-7 3383 

1007.3204-8 3383 

1007.3204-« 3383 

1007.3204-10 3383.  11761 

1007.3600—1007.3605-4    3384 

1007  3603  10217 

1007.3700-^1007 .370'flu3 6272.  10292 

1007.3706 3385 

1007.370*-3   3385 

1007.3707-2 3385 

1007.3700-1   3385 

1007.3709-2   3385 

1007.3801  11*1'' 

1007.3802-1 11417.  12213 

1007.4000  3386 

1007.4002  3386 

1007.4004 3386 

1007.4005 3386 

1007.4006 3386 


CODIFICATION  GUIDE,  1962 


Page 


1007.4007 
1007.4008 
1007.4010 
1007.4011 
1007.4012 
1007.4013 
1007.4014 
1007.4015 
1007.4016 
1007.4017 
1007.4018 
1007.4019 
1007.4020 


3386 
3386 
3386 
3386 
3386 
3386 
6272 
3386 
3386 
3386 
3386 
3386 
3386 

i0O7'4O2i  3386 

1007.4023  3386 

1007.4024  3386 

1007.4025  3386 

1007.4026  3386 

1007.4028 11417.  1  761 

1007.4038  ]]*]l 

1007.4039  11*1^ 

1007.4040  11*13 

1007.4041  3386 

1007.4043  3386 

1007.4044  3386 

1007.4045  3386 

1007.4046 3386 

1007.4047 3386 

1007.4048 3386.  11417 

1007.4049 3386.  11418 

1007.4050 3386 

1007.4051  3386 

1007.4053  3386 

1007.4054 3388 

1007.4055  3386 

1007.4056 3386 

1007.4057  3386 

1007.4058 3386.  11418 

1007.4059  3386 

1007.4060—1007.4060-3  3386 

1007.4061  11*18 

1007  4062 3386.  11418 

1007.4064 8273.  11418 

1007.4200—1007.4202-2  3387 

1007.4203-1  3387 

1007.4205   11*1; 

1007.4205-1   11*18 

1007.4205-5    3387 

1007.4205-7   3387 

1007.420&-8    3387 

1007.420S-24 3387 

1007.4205-26 3387 

1007.420S-27 3387 

1007.4207-3   3387 

1007.4207-4 3387 

1007.4207-5 3387 

1007.4207-6 3387 

1007.4208-5—1007.4208-6    11*18 


32  CFR — Continued 

1007.4210   11*18 

1007.4300—1007.4307-2    3387 

1007.4301   8273 

1007.4303-16   8273 

1007.4303-17   8273 

1007.4303-18   8273 

1007.4303-19—1007.4303-20    8273. 

11418 

1007.4304-2    -     8273 

1007.4304-3    8273 

1007.4307-3   11*18 

1007.4400 — 1007.4407-6    6273 

1007.4400—1007.4402    .-      3389 

1007.4403-8   -      3389 

1007.4405-1    3389 

1007.4405-2    3389 

1007.4405-3   3389 

1007.4405-4    3389 

1007.4405-5    --      3389 

1007.4405-6    3389 

1007.4406-1    3389 

1007.4406-2    3389 

1007.4406-3    3389 

1007.4406-4 3389 

1007.4407-1    3389 

1007.4407-2   --    3389 

1007.4407-3- 3389 

1007.4407-5 3389 

1007.4503-2    3389 

1007.4503-3    3389 

1007.4503-4    3389 

1007.4503-6   11*18 

1007.4505   11*18 

1007.4505-2    3389 

1007.4505-3    3389 

1007.4603-2    3389 

1007.4604-11    11*18 

1007.4800—1007.4801    3389 

1007.4803-2    3389 

1007.4806    3389 

1007.4902-1    3389 

1007.4902-3   3389 

1007.4902-4   3389 

1007.4902-5    3389 

1007.4902-18 3389 

1007.4903-1 3389.  11418 

1007.4903-2   3389 

1007.4903-4 3389 

1007.4903-5   3389 

1007.4903-6   3389 

1007.5003-1 3389.  11418 

1007.5003-3   3389 

1007.5003-4    3389 

1007.5003-5   3389 

1007.5003-6   3389 

1007.5003-7   3389 

1007.5003-8    3389 

10075003-11    3389 

1007.5003-12    -  3389 

1007.5003-25 12213 

1007.5003-31    3389 

1007.5003-32   3389 

1007.5005   11*18 

1007.5005-1 3389.  11418 

1008.101-60   3598 

1008.200 -   11*18 

1008.200-50   11*18 

1008.200-51    11*15 

1008.200-52 11*19 

1008.200-53—1008.200-54   --   3598.   11419 

1008.200-55   11*1J 

1008200-56 11*19 

-1008.200-57    3599 

1008.201   11*19 

1008.202-50 8275.  11419 

1008.202-51—1008  203-53 11420 

1008206   11*19 

1008.207 3600.  11419 

1008.208-3 3600.  11421 


32  CFR — Continued  '^*** 

1006.208-4—1008.211-4    11419 

1008.209-7   3800 

1008.200-51    3600 

1008.212-2   11*21 

1008.253—1008.254    11*19 

1008.303—1008  350    11*21 

1008.307-2    i 3600 

1008.307-3    3600 

1008.404—1008  407    11422 

1008.501    3600 

1008.501-2   3600.11422.11946 

1008  503—1    -    11422 

1008.503-2-^  1068.503^3 11422.  11946 

1008.503-7 11*22.  11946 

1008505    3600 

1008.505-1    3601 

1008.505-50 3601 

1008.507—1008.513    11*22 

1008.507-2 3601.  11422 

1008.507-4    3601 

1008.507-7    3602 

1008.507-501    3602 

1008.507-513    --      11946 

1008  508    3602.11422 

1008.509    3602 

1008510-51    3602 

1008510-52    11*22 

1008.511-2    11*22 

1008.511-50    11*22 

1008512-1    11*22 

1008.515    11422.11946 

1008.550    11*22 

1008.600—1008.656    11*22 

1008.600    3602 

1008.602-2—1008.602-3 3602 

1008.602-6    3606 

1008.651—1008.652 3606 

1008.653    3607 

1008.654    3607 

1008.655    3607 

1008.656   3607 

1008.850— 1008  871 11*23 

1008850    8275 

1008.865-2 3608 

1008.866    3608 

1009.000    Will 

1009.103    11^82 

1009.107-1    3608 

1009.107-2    6275.  117M 

1009.108    1"2 

1009.110  inv2 

1009.202-1    3608.6276 

1009.20^2    6276.11762 

1009.203-3   11J82 

1009.205-1    11382 

1009.250   7,JiI;T 

1009.1000—1009.1002 [11762] 

1010.101    iiJJJ 

1010.104-2   11382 

1010.108-52    11382 

1010.203    1"81 

1010300   12215 


12213 

3606 

3606 

3805 

11762 

11762 

11763 

11762 

11762 


1010.303    

1010.2002    

1010.2501—1010.2701-2    

1011.000—1011.054    

1011.054    

1011.101-2 

1011.101-4 

1011.101-5   

1011.102-3   ,,,^ 

1011.102-6—1011.102-10    11762 

1011.102-12—1011.102-14    117« 

1011.104 1135 

1011.205 8277 

1011.301—1011.356-2 3806 

1011.351   8277 

1011.401—1011.401-2    IIJJJ 

1011.401-60 ^^* 


32  CFR~Continued  p*«« 

1011.403  3807,11762 

1011.403-1  __  3807 

1011.2000—1011.2002 3807 

1012.101—1012.104 3807 

1012.404-2 3808 

1012.404-4 11762 

1012.404-6   11762 

1012  404-7   6278.11762 

1012.602—1012.603 11762 

1012.701    11762 

1012.703    11762 

1012.804—1012.806-50 12213 

1012.805   11762 

1012.806-2 6278 

1012.806-4   11762 

1012.806-5   11762 

1012.806-7   11762 

1012.806-8   11762 

1012.806-50 3810 

1013.101-1—1013.101-5 3810 

1013.101-7—1013.101-15    3810 

1013.101-17   3810 

1013.102-3   11763 

1013.102-50 •nlez 

1013.102-51  11763 

1013.103  ,_  3810 

1013.200 12213 

1013.351  3810 

1013.401  6278 

1013.503  .. 11763 

1013.551  11763.12213 

1013.2104-3  11763 

1013.2104-4 11763 

1013.2105 11763 

1013.2402  3810 

1013.2403-2 11763.12214 

1013.2500—1013.2506  11768 

1013.3002 3810 

1013.3003-6  11766^ 

1013.30O6-2  11766 

1014  6278.  12127 

1015.150  6279 

1015  205— 1015.205-35 3810 

1015.450  6280 

1016051  12127 

1016.101-1—1016.102-2 12128 

1016.150 4360,  12128 

1016.150-3    12128 

1016.200—1016.207-50    4360 

1016.300 4360.  12128 

1016.301—1016.303 4360 

1016303-1 4360.  12128 

1016.303-2—1016.304 4360 

1016.400    12128 

1016.401-1    12128 

1016.401-2    12128 

1016.401-3    12128 

1016.401-4    12128 

1018  450— 1016.450-4 4361 

1016.451 4361.  12128 

1016.451-1—1016.451-3 4361 

1016.451-5    12128 

1016.501-50—1016.502 4361 

1016.502-1    4361 

1016.503    4361 

1016.504-50   4361 

1016.505-2    4361 

1016.505-51    4361 

1016.810-50    4381 

1016.814-1    4361 

1016.853—1016.854-2 4381 

1017.000—1017.001 4361 

1017  101— 1017.104 1212f 

1017.200—1017.403 4361 

1017.500—1017.502 12128 

1030.2    12128 

1030.3    12128 

1030.4 4363.  12128 


'Appears  as  I  lOlS.lOS-60. 


CODIFICATION  GUIDE,  1962 
32  CFR— Continued  ^''^^ 

030.5   12128 

052 4363 

053.316   12214 

053.404    4363 

053.404-2    4363 

053.404-3 4363,12214 

053.404-5  _— - 4363.  12214 

053.406-4    12214 

053.407-9    4364 

053.500—1053.511 12214 

053.1203    12214 

053.1802—1053.1806 12214 

053.1802  4364 

053.1803 4364 

053.2002—1053.2003 12214 

054.103  4769 

054.104 4769.  12214 

054.105 4770 

054.114 4770 

054.200—1054.203 4771 

054.204 4771,  12214 

054.205—1054.207 X--     *771 

054.600—1054.614    <^_  12214 

054.702—1054.704 12214 

054.703 4774 

054.900 12214 

054.911  4774 

064.1000—1054.1003 4774.  12214 

064.1500—1054.1501 4774,  12214 

064.1602 - 4774,  6280 

064.1603 4774 

064.1604 4774,  6280 

064.1606 4774.  6280 

064.1606 4774 

064.1802 4776 

064.1804  _ _ 4776 

064.1901 12214 

064.2002 12214 

064^100—1064.2103 4776 

054.2104 4776,  12214 

064.2200—1064.2208 12214 

054.2603  12214 

054.2604 12214 

064.2700—1064.2701 6280 

054.2702 — 1064.2708 6280,  12214 

054.2909  — 12216 

054.2010 12216 

054.2911   4777 

054.3912 12216 

064.3000—1064.3010 12216 

054.3004 4777 

054.3005  -. 4777 

054.3100—1064.3103 12216 

065.602—1066.603    12216 

056 4916 

057.101—1067.102 4917 

067.302 12216 

067.1900—1057.1903    12216 

057.2300—1067.2306 4917, 12216 

067.2303 6280 

06VJ3703  12217 

067.3704 12217 

059.301   . 12217 

059.601—1069.602 12217 

059.606  4917 

060  _-t. 4917,  12217 

452.1  7496 

453.2  3138 

453.3 1800 

455.6 8073 

456.2  3138 

457.5 - 623 

469.7  2640 

460J  _ 2640 

464.1  3138 

464.7  3138 

464.90  _ 3138 

464.91 3138 

466.1  „ 7496 


37 


32  CFR— Continued  ^^^ 

1466.2  7496 

1470.3 3138,  7496 

1472.6   623 

1475.3 ' 3139 

1476.1    7496 

1617.10  _.: 193 

1617.11—1617.12    339 

1619.15   339 

1622.2 193 

1622.12   193 

1622.13 193 

1622.17   193 

1622.25   194 

1622.40 194 

1622.44   194 

1623.2 194 

1623.7   195 

1626.24   195 

1626.26    195 

1626.51    195 

1628.11   195 

1628.13 . 196 

1628.14   196 

1628.16   196 

1628.17    196 

1628.25   197 

1628.26   198 

1630.1    198 

1630.3   198 

1630.4   198 

1631.2   198 

1631.7   198 

1631.8   198 

1632.2   199 

1632.5   199 

1632.9   199 

1632.10  200 

1632.14   200 

1632.15   200 

1632.16 201 

1632.20 201 

1632.21    ^__ 201 

1632.30   202 

1642.11    202 

1660.10   202 

1660.20   202 

1680.3   202 

1710    8789 

1710.8   4805 

1710.15   6280 

32A  CFR 

OEP  (Ch.  I) : 
DMOV-7: 

Sec.  14 4169 

DMOXn-2 8177 

DMP4: 

Sec.  4 12935 

EPOl 1524 

EP0  2 1627 

EP0  3 ._ 1540 

EP0  4 1534 

EP0  5 1534 

EP0  6 1542 

EP0  7 1522 

EP0  8 1632 

EP0  9 1539 

EP0  15 -_-  1544 

BDSA  (Ch.  VI) : 
DMSReer.  1: 

Sched.  n 11696 

M-llA: 

Sched.  A 1071,  4781 

US/C  Transportation  (Ch.  VII) : 
T-1: 

Sees.  1—6 9102 

TMS  (Ch.  Vim : 

AO  DTA  3 7762 

BPR  (Ch.  IX): 

Thm-l   3685 


CODIFICATION  GUIDE,  1962 


32A  CFR— Confinu^J  ''*^* 

OJA  (Ch.  X)  : 

OI  Reg.  1 12442 

Sec.  4 2804 

5    2604 

10—11  --• 2604.5966 

12  2604 

12A   2604 

13—14 2805 

15—16 5»55 

21  _      _        5955 

22-1...-1 2605.5955 

GSA  iCh.xrV)  : 

Re«8.  4— 12 -     8880 

ffSA  iCh.  XVIII >: 
INS-1: 

Sec.  1 3009 

2_  3009 

4  3009 

5  "  _  .     3009 

7        '        _  3009 

g  '"■_        3009 

n"_'_'_ 3009 

Proposed  rules  : 
OIA  (Ch.  X) : 

OIReg.  1 2014,2118,5561 

33  CFR 

2.26-10—2.25-15     

2.34-20   

2.35—2.35-5     

2.39-5   

2.40-5   

2.41-5   

2.48-5    

2.51—2.51-1     

2.54-25   

2.68-5    

2.73-5    

2.99-5 

2.99-25   

2.99-95   

2.9<>-100   

2.99-120   

2.99-130    

2.99-160   

3.10-75    

3.45-30   

3.45-35    

3.45-55—3.46-97    

19.35   

33.05—33.05-27     

40 


Page 


40.1—40.2 
40.3 


404   

40.6    

40.7   

40.8    

409    

40.10    

40.11   

4012   

40.13    

40  14 

40.15   

40.16    

40.17—40.24 

40  25 

62.15-1 

62.40-1    

62.40-5 

66.01-1 

67  10-1 

67.25-5 

67.40-1 

67.50-45  ___ 
72.01-10  ._. 
72.01-20  --- 
92.09 


8493 


9723 

9723 

9723 

9724 

9724 

9724 

9724 

9724 

9724 

9724 

9724 

9724 

9724 

9724 

9724 

9724 

9724 

9724 

8732 

8732 

8732 

8732 

7635 

4554 

293 

8492 

8492 

8492 

8493 

8493 

8493 

,8494 

8493 

8493 

8493 

8494 

8494 

8494 

8494 

8494 

8494 

10101 

10101 

10101 

10101 

10101 

10101 

10101 

8733 
10101 
10102 

3200 


33  CFR — Continued 

92.10   3200 

92.18    --     3200 

93  19    3200,8733 

92.26    3200 

92.31    3200 

92.49   3200 

92.61    -      3201 

92.65    3201.8733 

11(5  04—116  04-80     4624 

124.10    ''823 

125  17    , 11259 

143  05-1—143.05-10     3390 

202.8 9217.10452 

202.5Ca 10120 

202.50b 10120 

202.73    *023 

202  80a   8829 

202.95    3515 

202.140    2800 

202.145   9217 

203.20    10892 

203.64   8354 

203.75    1358 

203.80    11545 

203.95   *45 

203.130 445.4778 

203.131   446.4778 

203.185  r---     *'^^ 

203.190  /   -  12184 

203.215  -^'-       -  12482 

203.225  11666 

203.227  6546 

203.237  404 

203.237a 623 

203  245 253,  446,  623. 

3515,  4332,  5503.  5767.  6431.  7565 

203.325  7434 

203  330  --  891 

203.439a 12482 

203.462a 10753 

203.525  446 

203.640  3852 

203.640a 3852 

203.641 447,  3852.  12482 

203.712  447 

203.735  11995 

203.784  10368 

203.805  4958 

203.900  3921 

204.5  10296 

20415  -   2508 

204.25  5746 

20484  7096 

204.85  4778 

204.95  2508 

204.179 7096,  8354 

204.197  2465 

204.200a  6829 

204.215  -  10484 

204.219  4332 

206  50 6829.7434 

2074    -   4280 

20720  7824 

207.36  9056 

207.128  --   2465 

207165a 3537 

207.200  3166 

207.400  3852 

207591  3657 

207.614  12368 

207616  -  12368 

207617  12368 

207.618  12368 

207.640 4737,  10484 

207.716  4779 

207.750  6830 

208.79  2177 

303.6  4810 

4011—401.22  2243 


33  CFR — Continued  ^*** 

401.101-1—401.120-2    2896 

Proposed  ruie^ : 

126 657 

143    657 

35  CFR  ^ 

4.43b   .- 4880 

24  37 11666 

24.45    11667 

24.54—24.56 11667 

24.57        11668 

24.63    11668 

24.81    11668 

24.85    ^  11668 

24.93    11668 

24.100—24.101 11668 

24.103    11668 

24.104    11666 

24.200—24.208 511 

Canal  Zone  orders: 

59 511 

60 11668 


36 

1.0 

1.1 

1.2 
1.4 
1.42 


CFR 


8880 

8880 

8830 

5398.  6280 

6499 

1.60— 1.60a 3657 

1.61    774 

2.28 — 2.28a    3658 

3  111346] 

Technical    amendment 11346 

3  22 -   -       859 

3.36  ...Vr-.V-V-" 1491.  11346 

3.46_346a    3658 

5.7_5.7a 3659 

72 .          _        8543 

73                                               7020 

77                                             11549 

78  "'.' 10753 

7  11 4836 

7  14  6431 

7  16  2469.  8543 

7  22  -         8543.  9515 

736  "  5607.  8210 

741  '       _  8611 

7:43      :.- 8544 

744  11550 

7.48   y.V.   - 10369 

7.51    254 

7.60        8545 

763 2150.3659 

7.64    2152 

27  6714 

212'7  10322 

213.1    : 12217 

213.3—213  4 9217 

221.22    11318 

2617    10322 

261  13— 261  14 10322 

271  .  6928 

311  1       829.  2413.  4280.  9057.  10831 

311  6  4280.  10831 

326    1126741 

326.0  12674 

326  1  --    12675 

3264  12675 

Proposed  rules: 

1  1771. 3468.  4782.  12190 

2       1771 

3  1771 

5     ,    .  1771 

7 237.  747,  1905,  2607. 

2770,  4031.  4918.  5195.  6147, 6148, 
6433, 7792, 8975, 9149, 9819,  12771 

27  .   2289 

251  - 12959 


37  CFR  *••«• 

1  14  880 

1.203  -  8S0 

1.232  830 

1.233  830 

1  235  830 

1341  830 

239  10044 

296—2.97 10044 

2  106  10044 

2  113  10044 

2  114  10044 

2  120  10044 

2127  10045 

2  128  10045 

2129  10045 

2.133—2.135 10045 

2  142  10045 

347  830 

300—302 [3289] 

300 3289 

Proposed  rules: 

2 1217 

38  CFR 

1.521—1.523 9509 

1.526  7S96 

2.6  7496 

2.8  7496 

268  5608 

2.71*  2685 

3  1  4023.11886 


3.3 

3.6 

3.7  . 

3.12 

3.13 

3.14 

3.15 

3.20 

3.52 


.1- 


4023 
4023 
4024 
4024 
4024 
4024 
4024 
11886 
1215 


3  54  1215,6498 

3.55  6498 

357  1215.6408 

?  100  5608 

3  105   4364.11886 

3.113   4365 

3.114   11886 

3.152    11887 

3154   11887 

3156   11887 

3  157   4421.11887 

3.158 

3.160 

3.205 

3206 

3.207 

3.209 

3.210 

3211 

3.212 

3 

3 

3 

3 

3 

3 

3 


4421,11887 

11887 

6281 

6281 

1899 

1899 

1899 

1899 

1899 

213   1899,11888 

254 

254 

254 

655 

655 

11905 

4739.6387 

4730 

6387 

6387 

6387 

3383   12131 

3  400   6878,8793.11888 

3  401    6878.11888 

3402    11889 

3.403   11889 

3450   6974 


150 

251 

252 

253 

.256 

.307 

3.350 

3.351 

3371 

3.374 

3.375 


'Appears  as  I  2.68. 


CODIFICATION  GUIDE,  1962 

38  CFR— ConHnued  '*''«« 

3.462 1 6974.  6975.  8793 

3.454 _ 6975.8793 

3.458 6975.9945 

3.600 655,8830,11889 

3.501   11889 

3.502  11890 

3.503  11890 

3.551  7677.8793 

3.552 7678 

3.556 7678.8794 

3.557 7678 

3.558 7679 

3.651   11890 

3.652 11890 

3.653  11890 

3.654—3.655    11890 

3.656 4917,11891 

3.659   4917 

3.660  655.11891 

3.661  656.11891 

3.662  11891 

3.667  11892 

3.668 7679 

3.669  8616 

3.700  12044 

3.701  340 

3.702  4993 

3.703  4993 

3.704 4993 

3.707  4993 

3.708  11892 

3.711  340 

3.760  5141 

3.800 11892 

3.802  1619 

3.807  1619 

3.809  1620 

3.850  . 5431 

3.852 5431 

3.853  5431 

3.856  5431 

3.900  8590 

3.901—3.904  8590 

3.961  11892 

3.956  340 

3.957—3.958  11892 

3.1000  11892 

3.1001 5539.  8177,  11893 

3.1002  5539 

3.1003  - 11893 

3.1007  _ 5539 

3.1009  5539 

3.1561 4024 

3.1667  4917 

3.1563  1215 

3.1569  8394 

3.1570 9474 

3.1571—3.1573 9652 

3.1574  __ 9945 

3.1575  9946 

3.1609  — 8676 

3.1816  8733 

8.13  9600 

6.24 9600 

6.29 9600 

6.40  9600 

6.47—6.48 9600 

6.51—6.53 _.  9600 

.81  9601 

90 9601 

.91 9601 

.92  ; 9601 

105—8.106  9601 

110—6.111  - 9602 

116  _ 9602 

.117 9602 

.130—6.123  - 9602 

.123b 9603 

166—8.168  - 9603 


39 


38  CFR — Continued 

6.191  ^ ^ 

Page 
9604 

6.207  

11893 

7.26 

656 

7.27 

2287 

7.29 _. 

666 

8.59  ___  

10046 

8.118  

11893 

13.51  

.' 

3629 

13.52   

. 3629 

13.54   __  

3629 

13.58  

3629 

13.64 

3629 

13.67   . 

3629 

13.70 

3629 

13.73  

3630 

13.74  . 

-  3630 

13.102  

3630 

13.104 

3630 

13.108  

3630 

13.400—13.401  ___ 

.  3630. 10046 

13.402   

-  ,^  10046 

14.514a 

4024 

14.583  _   

7497 

14.601    

7497 

14.602—14.607  — 

7497 

14.627     

6498 

17.30   

12218 

17.36   

12218 

17.47  -   

11423 

17.60 

"^ 

11423 

17.120 . 

.-_:^_  11424 

17.123 

11424 

17.953  --  —  _  . 

.  _    8972 

21.113 __. 

.-  7985 

21.133  _-  

9475 

21.134  

.  ___  9475 

21.135 

. 9476 

21.150   

9476 

21.801 

8921 

21.802  

11550 

21.2032 

7093 

21.2056 . 

. 7094 

21.2203   - 

. 7094 

21.2208   

__  10831 

21.2303  -    

._  _-  10831 

21.2304     

. 8424 

21.2904 

12482 

21.3033    _  _  - 

9218 

21.3051  -    _:_. 

_-  9218 

21^067  

10832 

21.3151   

_. ._£.. 

10832 

21.3208  — 

10832 

21.3210 

.  ___  10832 

36.4301 

223 

36.4312   

224 

36.4331  

11669 

36.4336   

224 

36.4361 

._  __  11669 

36.4501  

224 

36.4600   

. 2686 

39  cm 

1—204 

4.2  __ 

_  _\r  1010 

12483,  12484 
,  6975,  12448 

4.3   

6975 

5.1 

—  -  6975 

5.2 

-  -_  4365 

12.3  

.  __.  12448 

12.4  -  — 

6975 

13.1 

.  -_   2101 

13.2   _  

_  2101 

13.4  

2102,  12753 

13.5 

12753 

13.6 - 

9258,  12753 

15.4  

6976 

16.6  

9258 

16.3 

.  6975.  9057 

16.6  _- 

9057 

17.1 

-  1417,  6976 

18  

6976 

CODIFICATION  CU10E.  1962 


PaC* 
076 


6976. 


39  CFR — Continued 

aij  

Ml  ■ 

122   

22.3    — 

22.4 

23.4    

24.2   

24.4   

24.5    

24.6   

24.7    - 

III  ::^:::::::::: :: : ::  :^^ 

25.8   

27  1   

27.2    

27.4 

27.7    

26.1    

31.1    

31.3    

31.5   

31.8   

32.2    

32.4   

33.1   

33.2   

33.3    

38.4 

33.7   -- 

34.1    

34.5   

34.7   

35.4   

35.5 

35.7   

36.5   

37.1   

41.3   

43.5  

43.6 

44.1  

44.4  

44.6   

44.8   

45.6  ////J/J1V~  2687.  6498.  6978.  10652 
46^5   

47.1    

47.4 

48.2   

48J   

49.2   

513 

51.9   

52.3    

53.2    

536   

54.1    

54.2   

543    

55.2   

55.3  — 'x 

eg  2   _      _      _  

51  1  _'"' 224.  2102 

61.2  l. '/-'.—  224.  2605.  4836,  6980.  11767 

gi  3         _    _ 225.  615 

61.4 225. 

61.5—61.7 

62.1    

623   

62.4 — 62.5    

63.6   

63.8   

92  4 — 92.7    2339 

928  -     2346.  4556 

92  9  _'_'_ "I 2350.  4556 

•2.10—92.11    2351 

92  12 2352.  4556 


39  CR — Continual 

92.13  


PaC« 


•978 

9057 

9057 

6976 

1417 

6976 

1417 

11706 

11766 

6976 

11766 

11767 

12753 

_-  7021 
.  7021 

6976 

6976 

..  69TJ 

6977 

4365 

9058 

.__  4365 
.—  6977 

6977 

...  11767 

9258 

.._  6977.  11767 

6977 

6977 

9058 

_  9058 

2687 

_-_  9259 

6977 

2687 

2687 

11767 

6978 

6978 

2102 

9988 

.__  9988 

__.  6978 

._  6978 


94.14  . 

94.17  - 

95.4  -- 

96.6  . 

96.25  . 

96.31 

96.32 

96.48 

96.49 

111.2 

1113 

112.1 

112.2 

112.4 

112.6 

112.7 

112.8 

112.9 

113.2 

113.3 

113.4 

121.2 

121.4 

121.5 

122.1 

122.3 

122.4 

131.4 

132.1 

132.2 

132.5 

132.6 

132.8 

133  2 

138.2 

139.2 

141.1 

141 

142.1 

142.2 

142.3 

151.2 

151.5 

152.4 

168.1 

168.5 


1722 
_  6978 
.  6978 
.  6978 
_  6979 
.  6979 

6979 
..  11767 
.  6979 
..  6979 
._  6979 
..  6979 
..  6979 
..  6979 
._  4836 
-_  4836 
_.  6980 

4836 


11767 
225 
225 
225 
225 
225 
225 


201.90 


2366 

...  4036 

._  4837 

...  5398.  9988 

-_  1417 

._  1417 

.  4837 

.  4837 

774 

775 

.  9259 

10652 

3737.5265.9058 

9058 

3737.9058 

9059 

404' 775.  2102.3738.9259 

3738 

'  '    5265.9059 

2688.9259 

.-  9259 

2688 

2688.11424 

_  2688.9259 

2688 

--.  2688 

■""         _.  2689 

_.  2689 

__      _.   775 

"'""'   .     --   776 

'"_'_  .-  7435 

■~"   '       __-  7435 

7435 

9259.11811 

■■'  '        ._  9259 

---  11811 

..  2689.11811 

._.  9059 

9059 

...  9059 

__  9060 

9060 

"       776 

'_"  _  5265.  10652 
^^gg 

'_  .    _  7762 

'_'/_'_ 404. 

776  lb  lb  2102.  2605.  2687.  3738. 
5667  5796.  6980.  7021.  7762.  8073. 
8591.  10369.  12410. 

585.3009 


41   CFR — Continued  ***^ 

1-S.OOO   JJf 

1^.102 •2* 

1-3.211   •■•* 

1-J.215  ••^^ 

1-3.404-3  ••^l 

1-3.604-5    •■?] 

1-3.9—1-3.903    '^e 

1-7.101-11  7498.  •11583 

1-7.101-21    5^ 

1-7.101-25—1-7.101-27 627 

1-7.101-28 11**3 

1-7.601-1 n!2! 

1-7  602-2—1-7.602-3    11583 

;_o  11583 

I-m"::"::'---! 7723 

11633 


1-16  101 7498.  10486. 

1-16  401       7498.  9891.  10486.  11633 

1-16404-1 7498.  11633 

l:ir*-:::::::::::::::::::::::  i2?J 

2-2.4—2-2.406^    W12 


2-17 


3324 


141.5 


3-75-3-75.301   V.v/SilS 

3-75.6 l*!'-  ^^ 

3-75.8   

Chapter  IV 

5_1  54—^15405    -. 
5-1.352—5-1.352-2 

5-1.602 

5-1.603   

5-1.604   

5-1.605   

5-1.606-55—5-1.606-68 6143 

5-1.606-55    7568 

6-1.60^-58   l^ 

5-1.607    **!*' 

5-1.607-51    «lg 

5-2.301—5-2  302    ^J 

6-2.303-1    2287 


4169 
806 

9969 

6890 

6142.  7665 

7565 

7565 

6143 


5-2.304 


2287 


201.91—201.94 
201.130—201 

202.3   

202.6   

204.8    

204.13   

Provosed  rules : 

44    

45     

95    

121 

41    CFR 

1-1.603    

1-1.701-1 

1-1.706-5 

1-1.706-6 

1-1.710—1-1.710-4 

1-1.804-2 


3010 

i34    _  3884,4281 

..       405 

-.       405 

.       405 

.       405 


-_-     7794 

4596.4782 

.   .     8925 

.     9483 


5-2!401    ^" 

5—2  402   ZZoI 

6-2!407-6   ^2 

5-2  407-50—5-2.407-52    2287 

5-2.407-54   2288 

5-3.1—5-3.302 8112 

5_3.6_5-3.652-6    8113 

5-3.8—5-3.852    8117 

5_5                                 7728 

tiio  ::::::::::: 7783 

5-10.5202   f8074] 

5-12  603    °"^ 

5-12.50—5-12.5006    7568 

5-12.50—5-12.5006-5    5798 

5_16.8— 5-16.860 7587 

5-50    

5-51.2—5-51.302    

5-53.000    

5-53.1—5-53.101    


7783 
7571 
1458 

1458 


9890 


.     6929 

1127531 

_     9890 

._     9891 

.  _ -       623 

6929.  9891 


1-1.805—1-1.805-4 624 

1-1.807    6929 

1-1.1001—1-11004-1     6929 

1-2.201 6931.  10485 

1-2.302    

1-2.303-2—1-2.303-4    

1-2.303-6    

1-2.305   l<^?f 

1-2.407-6 ^^^ 


.__  1458 

_  1458 

7567 

-.  1458 
6143 

5-53.709-5    7568 

7878 


10485 
10485 
10486 
10486 


5-53.4 — 5-53.403  - 
6-53.5—5-53.501-7 

5-53.501-5    

5-53.6—5-53.604  . 
5-53.602—5-53.604 
5-53.7 

5-54    

5-60    

7-60    

9-1.1—9-1.110 
9-1.7—9-1.751 
9-1.8 — 9-1.807 
9-1.9—9-1.902 
9_4 

9-4.5002    

9-7.5004-8  _-. 
9-7.5004-11    _ 


6143 

891 

2364 

1168 

1187 

5981 

7877 

10258 

1025S 

7879 


•Appears  as  i  l-l.lOl-H. 


41    CFR— Continued  ^^ 

9-7.5004-19   7879 

9-7.5004-22 7879 

9-7.5004-24   7880,10256 

9-7  5004-25    7880.10256 

9-7.5004-26    7881.10256 

9-7,5005-15    7881 

9-7.5005-16   7881 

9-7.5005-17    7881 

9-7.5006-12   405 

9-7.5006-14   10486 

9-7.5006-25 7881.  11946 

9-7.5006-26 11947 

9-7.5006-27 7881 

9-7.5006-37—9-7.6006-43 7884 

9-7.5007   7881 

9-9 12037 


9-12  5300— 9-12.5302-3  _. 

9-15.5001    

9-15.5002   

9-15.5003   

9-15.5005-2   

9-15.5006-3   

9-15.5005-4   

9-15.5007-2 

9-15.5007-3   

9-15.5008-2 

9-156009-6 


470 

407 

407 

407 

407 

407 

407 

407 

408 

408 

408 

9-15.5010-12 2838 

9-15.5010-14 408,  6932 

9-51 2245 

9-53 9178 

9-55 8733 

14-1 776 

18-7 12499 

18-9 12529 

19-1 6044 

50-201.1 306.  4556 

50-201.604 4666,  9060 

50-201.1101   306 

50-202.5 — 50-202.6 [3201] 

50-202  8—50-202.15  [3201] 

50-202.17—60-202.23 [3201] 

50-202.22  1350 

50-202.26  1269 

50-202.29  10164 

50-205 1270 

60-1.2  11551 

60-1.3  11551 

60-1.5  11552 

60-1.24 11552 

Proposed  rules: 

50-202 182.  316.  316.  898, 

1913, 2260.  2532, 2860.  3522. 3611. 

5437.   6561.   9666.   10269.   10299. 

11282,  12460,  12960.  12962.  12964 

50-204 8211 

42  CFR  i 

3 j 3739 

21.28   3886 

21.111 307.  9724 

21.203—21.204 3886 

21.341—21.348    12544 

51.1   10653 

512   1065S 

513   10653 

51.6   loess 


51.9 
53.1    .   _ 

53.12 

53.51 

5-^52    

53.73r-53.76 

53.78 

53.145 

53  146 

53.147 

53  150    

53.153 


—  10653 
.—  894 
5504 

894,1071 

—  895 
.-.  895 
...      895 

—  895 
...       895 

895 

.—  895 
.—      895 


86000 — 63- 


CODIFICATION  GUIDE,  1962 

42  CFR— Continued  ^^^' 

55.21—55.33  4421 

58.25  7985 

57.1 6328 

61.9  6387 

61.10 6387 

72.1  __^ 2152 

72.201—72.207 2152 

73.73 307 

73.304  307 

201  4880 

403  3549 

Proposed  rules: 

3  2123 

65  2124.4740 

73  8214,8216,8975 

403  1564 

43  CFR 

7 3812 

61.16 8545 

61.17  8545 

81.18  8545 

65.24  8645 

100.15  8545 

115.16  8736 

115.22  : 8921 

115.27—115.31  8736 

132.13 8545 

141.24—141.28  9060 

149J3  , 6716 

149.24  _ 6716 

160.14  4514 

160J2— 160.24 4614 

161.13  947,9918 

166.1  8645 

16C.8 8546 

167.4  8546 

169.10 8646 

181.6  8646 

185.36 8646 

185.84  8646 

185.86 8646 

185.96 8646 

186.121 9138 

186.10  8646 

191.1  6329 

191.16 2318 

193.42 6746 

192.42a 4365 

192.60 8546 

192.61 . 8647 

192.80 10120 

192.100 6746 

102.143 6745 

200.4  5746 

200.8  6746 

200.11  6746 

203 6329 

216 8647 

234.4 8647 

234.11  8647 

340.9 8647 

240.11  8647 

240.12 8647 

244.30 8647 

244.31 8647 

244.54—244.56 6934 

244.55 7436 

257J 1216 

257.9 i 1216 

257.10 1216 

267.11 1216 

267.13 1216 

257.14 1216 

259.1. 8737 

289.2 - 8737 

280.6 8737 

280J 8921 

280.14—389.18 8737 


41 


^3  CFR— Continued       ^"^ 

260 12368 

270.3  8647 

270.9  8647 

273.70  8647 

273.73  8547 

416 _  5710 

Proposed  rules: 

61 6712 

65 5712 

106 5712 

115 6770,  6873 

132 5712 

149 3168 

160 1556 

161 10 

166 5712 

167 5712 

169 6712 

181 5712 

185 6666.6712 

186 6712 

191 9993 

192  6712.9993 

193 9659 

194  __ 9659 

196 9569 

216 6712 

221 2118 

234  __ _ 5712 

240 5712 

244 5712. 12964 

267 11007 

259  5770.5873 

270 5712 

273 r_ 6712 

Public  land  orders: 

6 5709 

13 8118 

j46 179 

47 4616 

58 1769 

61 340 

89 1769 

96 4616 

126 6334 

160 1656 

168 1769 

236 4514 

284 4616 

309 10833 

396 4426 

418 8118 

426 3652 

492 10001 

496 10583 

561 10268 

576 12219 

687 4426 

606 6866 

616 179 

627 9666 

637 8794 

646 6937 

669 12069 

682 10683 

691 8794 

694 179 

706 8796 

712 11974 

718 4614 

719 10466 

722 ^ 11268 

786 12059 

842 972 

861 11894 

871 1492 

883 2366 

899 6794 

908 4837 


^^^Miei^Avi^k^i  Aiimc  10A4 


49 


42 


« 


43  CFR— Contin«Md 
Public  land  orders — Continued 

944 

948 

9«0 

1074 

1205 

1216 

1251 

1312 

1364. 


Page 

3608 
5334 
8379 
4837 
8932 
8317 
2605 
2570 
2508 

1401     11258 

1404 627 

1489 12131 

1609   10457 

1612 "9 

1632 4433.8498 

1770 8794 

1775 3517 

1796 8796 

1878 5878 

1889 8796 

1909 5095 

1923 6388.10543 

I960   12219 

2092 6388 

2136 831 

2163 179 

2340 11894 

2344 7727 

2354 103 

2390 12219 

2391 8034 

2400 8796 

2434 1271. 8118 

2449 2571 

2455 *514 

2460 831 

2491 8119 

2497 12370 

2547 340 

2558 1271 

2564 8796 

2568 5878 

2569 1271 

2571 9 

2572 9 

2573 \9 

2574 9 

2575 103 

2576 103 

2577 103 

2578 103 

2579 178 

2580 ---      179 

2581 179 

2582 179 

2583 179 

2584 340 

2585 308 

2586 580 

2587 627 

2588 628.  4095 

2589 628.  1554.  4251.  10121 

2590 695 

2591 777 

2592 777 

2593 778 

2594 779.  947 

2595 831 

2596 972 

2597 972 

2598 972 

2599 972 

2600 1011 

2601 1117 

2602 1271 

2603 1271 

2804 1271 

2605 1491 


CODIFICATION  GUIDE,  1962 

43  CFR — Continued 
Public  land  orders — Continued 

2606 

2607 

2608 

2609 

2610 

2611--- 

2612 

2613 

2614. 


Pace 

1491 
1492 
1492 
1492 
1492 
1492 
1620 
1759 
1760 

2615--  - 1760.3516 

2616 2103 

2617 2365 

2618    2366 

2619-    2366 

2620 2366 

2621 2466 

2622  2466 

2623   2466 

2624 2467 

2625 2468 

2626 2469 

2627 2508 

2628 2570 

2629 2570 

2630 2571 

2631 2571 

2632 2572 

2633 2605 

2634 2764 

2635 2765 

2636 2785 

2637 2800 

2638 2904 

2639 3167 

2640 3201 

2641 3517 

2642 3518 

2643 3518 

2644 3516 

2645 3518 

2646 3516 

2647  3518.4556 

2648 3517 

2649 3516 

2650 3515 

2651 8517 

2652    3552 

2653 3608 

2654 3609 

2655 -' 3609 

2666-      3659 

2657 3852 

2658 '•095 

2659 *095 

2660 ♦096 

2661 ^096 

2662 *096 

2663 4097 

2664 4097 

2665 4098 

2666 4151 

2667 4425,6233 


Page 

5096 

.  5097 

.  5266 

.  5266 

.  5266 

.  5334 

.  5504 

.  5557 

.  5608 

.  5608 

.  5707 

.  5708 

.  5708 

.  5708 

.  5709 

.  5709 

-  5709 
.  5710 
.  5768 
.  5768 
.  5866 
.  5866 
.  5866 
.  5956 

-  5956 
.  S987 

2710 5987 

2711 6987 

2712 8146 

2713 6233.7885 

2714 6281 

27L5 6387 

2716 6388 

2717 6388 

2718  6388 

2719 C673 

2720     6673.9918 

2721 6935 

2722 6936 

2723 6938 

2724  6936 

2725 6937 

2726 6937 

2727 6937 

2728  6937 

2729  6938 

2730 6938 

2731     7022.9918 

2732   7023 

2733 7023 

2734 7024 


43  CFR — CoffttiniMd 
Public  land  orders — Continued 

2684 

2685 

2686 

2687 

2688 

2689 

2690 

2691 

2692 

2693 

2694 

2695 

2696 

2697 

2698 

2699 

2700 

2701 

2702 

2703 

2704 

2705 

2706 

2707 

2708 

2709- 


2668- 
2669- 
2670- 
2671- 
2672- 
2673- 
2674. 
2675- 
2676- 
2677. 
2678- 
2679. 
2680. 
2681. 
2682- 
2683. 


4426 
4514 
4514 
4514 
4515 
4515 
4515 
4516 
4516 
4739 
4837 
4837 
4837 
5095 
509S 
5096 


2735- 
2736- 
2737. 
2738- 
2739- 
2740- 
2741. 
2742. 
2743. 
2744- 
2745- 
2746- 
2747- 
2748. 
2749. 
2750. 
2751- 
2752- 
2753- 
2754- 
2755- 
2758. 
2757. 
2758. 
2759- 
2780- 
2761- 


7573 

7635 

7635 

7636 

7636 

7727 

8034 

8034 

8035 

8035 

8118 

8118 

8118 

8119 

8119 

8277 

8277 

8278 

8278 

8279 

8317 

8548 

8591 

8676 

8794 

8794 

8794 


43  CFR — Continued 
Public  land  orders — Continued 

2762 

2763 

2764 

2765 

2766 

2767 

2768 

2769 

2770 

2771 9062, 

2772 

2773 

2774 

2775 

2776 9813, 

2777 

2778 

2779 

2780 

2781 

2782 

2783 

2784 

2785 

2786 10256, 

2787 10257, 

2788 

2789 

2790 

2791 

2792 

2793 

2794 

2795 

2796 

2797 

2798 

2799 

2800 

2801 

2802 

2803 

2804 

2805 __ 

2806 

2807 

2808 

2809 

2810 

2811 

2812 

2813 

2814 

2815 

2816 

2817 

2818 

2819 

2820 

2821 

2822 

2823 

2824 

2825 

2826 

2827 

2828 

2829 

2830 

2831 

2832 

2833 

2834 

2835 •_ 

2836 

2837 

2838 

2839 __ 


Pag* 

87M 

8795 

8796 

8830 

8796 

8921 

8923 

8973 

9061 

12219 

9180 

9258 

9556 

9812 

11669 

9813 

9918 

9918 

9946 

9947 

9983 

10121 

10121 

10256 

12219 

12219 

10257 

10257 

10257 

10258 

10454 

10455 

10455 

10455 

10455 

10456 

10456 

10456 

10456 

10457 

10457 

10457 

10457 

10487 

10583 

10583 

10583 

10654 

10654 

10833 

11003 

11004 

11257 

11258 

11258 

11258 

11424 

11669 

11894 

12058 

12058 

12058 

12059 

12059 

12059 

12131 

12131 

12132 

12132 

12218 

12218 

12219 

13219 

12219 

12219 

12330 

13330 

13330 


COmnCATION  guide,  1962 

43  CFR— Continued  ^'^ 
PubUc  land  orders — Continued 

2840 12261 

3841 12370 

3843 12370 

2843 12370 

3844 12370 

2845 12371 

2846 12371 

2847 12371 

2848 12372 

2849 12447, 12981 

2850 12447 

2851 12448 

44  CFR 

2 

2.13 

6 

7 S. 

99 


4025 

4169 

4027 

.__•_ 8074 

8880 

10037   4028 

101 1956 

110 1956 

.1513 4739 

401 5937 

701—705 [11004] 

705 11004 

801  _ 11462 

802 1 11463 

Proposed  rules: 

401 4202 

45  CFR 


2.3  — 
3 

02.110 

14.27  . 

14.28  . 
41.11   . 

42.11  . 

43.12  . 
45.9  -. 
60__.. 


301.12 

201.21  

401.1   

401.50 

401.50a 10833, 

401.51  

500.1   

5003  

500.3—500.7    

531.5  

540—543 

560  _ 


701 

701.40—701.41  . 

Proposed  rules: 

301 

46  CFR 

1 

2 


2.01   

2.01-1   

2.01-7  _ 

2.01-10  

2.01-13 

2.01-15 

2.01-20 

2.01-25 9019. 

2.01-40  

2.01^5 

2.01-50 

2.01-70   

230—2.30-30 

2.45— 2.4S-20 

23<^— 2.50-^ 

2.50-40 


79J 

12753 

12261 
1555 
4028 
9329 
1555 
1555 
1555 
47 
8548 
6980 
6980 
8973 
8973 

11259 
8973 

11227 
2904 
2904 
2904 

11228 

11229 
1418 

11318 

5151 

9861 
9017 
9017 
9017 
9017 
9018 
9018 
9018 
90l9 

12832 
9019 
9019 
9019 
9019 
9019 
629 
630 

12832 


43 


46  CFR— Continued  ^^ 

2.75 9019 

2.75-60 9019 

2.75-70 9019 

2.85-1 9019 

4 ^ 9863 

4.05—4.05-35  9863 

10  9814 

10.01-5 1 9814 

10.02  9815 

10.02-1  . 9815 

10.02-5 9815.  12833 

10.02-9  9815 

10.02-29  9815 

10.05  9815 

10.05-43  9815 

10.10  9815 

10.10-6  9815 

10.13 - 9815 

10.13-1  9815 

10.13-5  9816 

10.13-17  12833 

10.13-21 9816 

10.15  * 9816 

10.15-1  9816 

10.15-25 9816,  12833 

10.20 9816 

10.20-3 9816.  12833 

10.20-9 9816 

10.25  9816 

10.25-7 9816,  12833 

6.05  12833 

1^10  12833 

24.05-1  _ 9020 

24.10-17  4170 

25.30-10  9021 

26.10-5  632 

26.15-1 3887 

30.01-5  9021 

31.10-20  9022 

32.40-1 4171 

32.57—32.57-10 9022 

32.60-1  9023 

32.60-20  — 9023 

32.60-25  9023 

33.15-10 9023 

33.15-90  9024 

33.25-5  4171 

33.55-10  9024 

35.01-40  9024 

35.07-10 4171,9024 

35.10-15  4171 

35.30-45  9024 

43 11231 

43.01-1  11231 

43.01-5  11232 

43.01-10  11232 

43.01-13  11232 

43.01-40  11232 

43.01-45  11232 

43.01-75  11233 

43.01-80  11233 

43.01-90  11233 

43.01-95  11233 

43.01-97  11233 

43.05-15  11233 

43.15-87  11234 

43.15-90  11234 

43.30-1  11234 

43.30-70  7396 

43.30-75  11234 

43.40-10 11234 

44 11235 

44.01-1  11235 

45 11235 

45.01-1  ___ _-  11235 

45.01-5  11235 

45.01-10 —  11235 

45.01-13  _ —  11235 

45.01-80  11235 


•»> 


44 


46  CFR— ContiniMd  ''"^'^ 

45.01-W  11236 

45        _   11236 

46.0T-5  11236 

4601-10  - --  11236 

4601-15  11236 

46.01-20  11237 

4605-15    11237 

4610-60    11237 

5101-10   9024 

5101-30    9024 

5104-1    9024 


CODIFICATION  GUIDE,  1962 


Page 


51.13—51.13-1 
51  22— 51.22-1 
51  23— 51.23-1 
51  24— 51.24-1 
51  25 — 51.25-1 
5134— 51  34-1 

5146-1    

5149-1  -- 

51.58-1  

5190—51.90-1 


9024 
9024 
9024 
9025 
9025 
9025 
9026 
9026 
9026 
9026 


52.05-10  9026 

52.05-15  9030 

52.20-15  9030 

53.03-50    12833 

54.01-1  9030 

5403-1  9030 

55.07-1  9030 

55.07-10  ---    9031 

55.07-15  9031 

55.07-25  9031 

55.10-25  9031 

55.10-30  -  9031 

55.10-40  9031 

55.17-20  12833 

55.17-25  9031 

56.01-70  9031 

56.05-5  9032 

5710-5  12833 

61.20-20  9032 

61.20-25  9032 

61.25-20  9032 

70   -  9033 

7O.o'l'-10  --  9033 

7005-1     9033 

70.05-3  9034 

7035  9034 

71  .    9034 

71.01  9034 

71.45-1  9034 

71.50-1   9034 

7165    9035 

71.65-5  9035 

71.85-15  9035 

7165-20  9035 

72         9035 

72  03-20    9035 

7205-50  --   9035 

72  10-5  9035 

7210-25  9035 

72  15-15  --  9035 

72.20-25  4172 

72  20-90   -.-   4172 

73          9035 

73  30-15  12833 

74  __   _       _.   9035 

75    9035 

7520-10  9035 

75.20-15  9035 

7320-90  9036 

7545-15  9036 

7590-5  -   4172 

78 9036 

7605-1  9036 

76.15-5 9036.  12833 

7C50-10  --   9036 

7650-15  9036 

77 9036 

77  07   9036 

77.20-1  9036 


46  CFR — Continued 

77  23-1    9036 

77.27-1    9036 

7730    9036 

78  .  9036 

7807      .  9036 

7813    9036 

78.17    9037 

7830 9037 

78.37-5    9037 

7845-1    9037 

7847-60    4172 

78.70   9037 

7875-1    9037 

7880    --      9037 

7885—7885-1 9037 

90  .  __ 9037 

9001-10    9037 

9005-1    9037 

9035   9039 

91  -.     9039 

91  01    "-II 9039 

91.25-10    9039 

9135-1    9039 

9140-1    9039 

9155    9039 

9-  55-5    9039 

9155-15    --      ---  9039 

9155-20    9039 

92  .  9039 

92.15-10    -.-     9039 

9220-25    -  4172 

92  20-90    4172 

93  9039 

93.13— 93  13-10    9039 

94  _  9040 

94.01-1    9040 

94.20-15    9040 

94.20-90        9040 

9445-15    9040 

95  9040 

95.13-90    9040 

9515-5    9040 

9520-25    12833 

95.50-10    -      9040 

9550-15    -  9040 

96             -- 9040 

96.07      --- -  9040 

96.20        9040 

96.23-5    9041 

96.25    ---.  9041 

9630      9041 

97  .-     9041 

97.13    9041 

97.13-15      9041 

97.13-20    9041 

97.13-25    -  9041 

97.13-30    9041 

97  14_97  14-20    9041 

9715      9041 

97.34    —  9041 

9735-5    -- 9041 

97.36—97  36-1    9041 

9737    9042 

97.37-37    4172 

9755    9042 

97,60-1    9042 

97,70        9042 

97  75_97  75-1 9042 

110.05-1    9042 

111,50-20    -      4172 

11160-10      -- ---  4173 

11165-45    4173 

136         9863 

136.03-35    9863 

136,07-40    4173 

13607-42    4173 

137              9863 

144  10-70    512 

144  10-95    .    - 512 


46  CFR — Continued 

144.20—144.20-40    

144.20-10    

144.20-20   

144.20-34 

14430-1 515,  3552. 

144.40—144.40-50    

146.02-2   

146.02-22    _.    

146.03-1    

14603-19    

146.04-5 5281.  12133, 

146.05-5   

146.05-10    

14605-17   

146.06-8   

146.06-20   

14608-10    

146.10-50    

146.20-3 5281. 

146.20-7        

14620-11   5282. 

14620-17    

14620-35    

146.20-100 --  5282. 

146  20-200 5282. 

146  20-300 5282, 

14621-65    -    

146  21-100  .        -    -    --  5282.  12134, 

14622-25    -  

14622-30     5283, 

14622-100 5283. 

14623-30    

146.23-100 5285. 

14624-100    5286. 

14625-25    --    

146.25-35    

146.25-100    .      

14625-200 5287. 

146.25-400   _    

146.27-100   

146.29-1—146.29-100    

147.05-100 

15435    

160.021    

160.021-7    

160.022-6    

160023    -      

160.023-7    -.      

160.024-3   -    

160024-7    

160.028-3    

160.031-4    

160.035-2    --    

160036-7    -.        

160.037    -      -      

160037-7    

160.047-5    

160050        -. 

160050-1    

160050-2    -- 

160.050-3    

160050-4    

160.05O-5 

162028-3  

164.001    

164002      

164.003      -    

164006    

164006-5    

164008    

164.008-4   -    

164.009   

164.009-4   

167    

16720-35    

16735-25   

187.35-65   

16745-70    

168 


Page 

513 

3552 

9043 

3552 

9043 
515 

9043 

5280 

5280 

5280 

12619 

5281 

12133 

5281 

5281 

12133 

5281 

5281 

12133 
5281 

12133 
5282 

12134 

12134 

12134 

12134 
5282 

12619 
5283 

12134 

12135 
5285 

12135 

12135 
5286 
5286 

12135 

12135 
5287 
5287 
5287 
5325 
7637 
9043 
9044 
9044 
9044 
9044 
9044 
9044 
9044 
9044 
4173 
9045 
9045 
9045 
9045 
9045 
9045 
9045 
9045 
9045 
9046 
9046 
180 
180 
180 
180 
180 
180 
180 
180 
180 
.  9046 
.  9046 
.  4173 
.  9047 
.  9047 
.  9047 


46  CFR — Continued 

16805-5  

170,05-1  

170  10-50  

170  15-25  

17101-1  

171.05-1  


.    J 


Page 

M4T 

8S8T 

.___  3887 

832 

. 3887 

3887 

171  10-1 3887.6753.  11465 

171  10-2  3887 

171  10-3  3887 

171.10-25  3888 

171  10-26  3888 

171  10-30  3888 

171.10-31  3888 

171  15-1  3888 

171  15-2  3888 

171  15-10  3888 

171  15-11  3888 

171  15-20 3888 

171  15-21  3888 

171,17-5  3889 

171,17-6  3889 

17301-1  3889 

175.05-1  9047 

176.15-1 ,. 9048 

181.20-20 9048 

181.30-10  9048 

187.05-15 12833 

187.30-1  9878 

187.30-5—187.30-15 9878 

201 [98433 

201.21—201.31 1187 

201.263  9843 

201.264  9843 

206.4  12189 

206.310— 206  311* 1169 

221.14—221.16 1169 

222.2—222.5 4883 

253 9947 

255 8076 

272  3 3203,  3739 

293 2766 

2983  1169 

299.301  1169 

308.6  4028 

308.106 4028 

308.200  4028 

308.201  4028 

308203  4028 

308.206 4028 

308.305  4028 

309 226. 6521. 11489 

310.63  8738 

365.1  1493 

365.2 1493 

365.3  1493 

375 2011 

401 [8616] 

401.400  10102 

401.410  10102 

401.420  10102 

402 8616.  11947 

403 8617 

510  [1320] 

510.5  4478 

5108 ,__  10122 

511 695 

511.2 — 511.4  6939 

530.1  2046 

530.2  2469 

530.3 2641.  5504 

l^Toposed  rules: 

2 ___   657 

24—25 657 

30 — 31 657 

32 657,1801 

33 657 

35 657 


CODIFICATION  GUIDE,  1962 

46  CR — Continued 
Proposed  rule* — Continued 

38—39 

43 _-_ 

45 

51—52 

54—56 

61 

70—72 

75—76 

78  -* 

90—93 

95 

97—98 

110—111 

138 

140—147 

160 


Page 

657 
657 
657 
657 
657 
657 
657 
657 
657 
657 
657 
657 
657 
657 
657 

657 

162 657 

167 657 

176 657 

181 657 

231 5773 

Ch.  IV 700. 

2646,  2647,  2776.  3821,  •12777 

401 5509 

502 6337 

510 1775. 

2185. 2649,  3632,  3859,  5773, 12412 

47  CFR 

0    7931 

0.3   12717 

0.5   11996 

0.21    9453 

0.21—0.29   10583 

0.24   9453 

0.49    10027 

0.63—0.67 9062 

0.68 9062.  11948.  12221 

069  9062 

070 9062.  11948,  12221 

091    11996 

092—0.93 11996,  12717 

0.94—0.97 12718 

0.111 9453,  10164,  11006 

0.116   10164 

0.117 10165,  11006 

0.120—0.124    9452 

0.136   8796 

0.292   9218 

0.301    12718 

0.331 9281 

1— 

Technical  amendment 8797 

1.13   5661 

1.16  5661 

1.18  __, 1359.  1620.  4174 

1.41—1.48 5661 

1J51   5661 

1.5ft— 157  __ 4174 

1.76 255.4174 

1.78 5661 

1.81—1.87 5662 

1.111    5664 

1.112   7025 

1.131  * 5664 

1.132  10703 

1.140   5664 

1.143   5664 

1.152   5664 

1.154 5664 

1.191 5665 

1.192 5665 

1.193 9476 

1J03 ■ 9476,  9817,  11812 

1J04  9476 

IJSie 5665 

ISn  9477 


•Appears  u  i§  206.10—206.11. 


'Appears  as  Chapter  II. 


45 


47  CFR— Continued  ^^ 

1.322   11949 

1.325    11950 

1J26  11950 

1.328 3292,  11950 

1.331    9477 

1J43  11950,12718 

1.351  1170 

1.354  4628 

1.356 1723,  7780,  12676 

1.359  9948 

1.362  9949 

1.365  2694 

1.440  12677 

1.442  9477 

1.501  9477 

1.502  4249,5558' 

1.508 — 1.504 9477 

1.505  9477 

1.522  4249 

1.524  _ 4249 

1.525  9477 

1.526  4249 

1.531  4249 

2.1  1724,7639 

2.104 2735.4426 

2.105  4427 

2.106 181,  656,  1725,  2012,  3660, 

4479,  5867.  [6091],  7639,  9063, 
9725,  9985.  11697,  12374,  12579 

2.541  ___  5334 

2.601 .: 6329,11669 

3.50  5797 

3.111  9950.  [10835] 

3.121  __  6831 

3.188  6832 

3.202—3.210  7781 

3.206  8119 

3.251  7783 

3.267  340,7783 

3.272  7783 

3.281  9950.  [10835] 

3.291  r 6831 

3.301 7783 

3.310—3.311  7783 

3.313  _.  7784 

3.314 7785 

3.315 7785 

3.316  7785 

3J17  7785 

3.332  5797 

3.333  7785 

3.504  7787 

3.505  7787 

3.551  7787 

3.567  341 

3.581  9950. [10835] 

3.591  6831 

3.606 472.  1361,  2013,  2367,  3256, 

3257.  4366.  5559.  5988.  6330.  6331. 

7032.  7788.  7789.  7790.  9453,  9774, 

10166,  10323,  10324,  10585.  11237. 

11238,  11263.  11425,  11997.  12221 

3.613  [10166] 

3.655  6831 

3.663  9950,  [10835] 

3.687  341 

3.689  341 

3.901—3.980  6833 

3.9«)  742 

4.15  3292 

4.51—4.57  6833 

4.161  447 

4.261  447 

4.361 447 

4.402 447 

4.437  7032 

4.465 7032 

4.501—4.582 [17251 

4.501  1725 


/ 


46 


CODIFICATION  GUIDE,  1962 


Page 


47  CFR — ContiniMd 

4.502 ♦♦'^• 

4.531  

4532  

4533 "25. 

4534  

4535  

453«     

4551  

45«1  

4562  

4563  

4.581  

4582  

4.602  

4.603  

4.631  

4637  

4661  

4.732  

4.790  

5.54  

5.55 

5J01— 5.307  ^ 

6.10—6.11 

6.53  

6.54  

7.1  

7.2  

7.3  

7.4  

7.6  

7.7  

78  

7.22  

7.25  

7.26  

7.48  

7.103  

7.104  

7.106 

7.111  

7.131—7.132  

7.133 "^10* 

7  134 .  7104.  8449 

7.137  

.138—7.139  

.173  


1725 
1725 
1725 
1726 
1726 
1726 
1726 
1726 
1726 
1726 
1726 
1726 
1726 
447 
1726 
1726 
1726 
1727 
6627 
4251 
9477 
9478 
6833 
2368 
9064 
2368 
7101 
7101 
7102 
7102 
7102 
7102 
7102 
7103 
9478 
9478 
9478 
7103 
7103 
7103 
7103 
7104 


181 
182 
184 
187 
188—7.194 


7105 
7105 
7105 
7105 
7105 
7105 
7105 
7106 


7.207 
7209 
7.212 
7.213 
7304 
7305 
7307 
7.308 
7.309 
7.312 
7.313 
7.351 
7.352 
7  354 
7.356 


7.203  3*3 


7107 

_-  7107 

...  7107 

.__  7108 

...  7108 

-_-  7108 

...  7108 

...  7108 

...  7108 

_.  7108 

...  7109 

343.  7109 

...  9478 

__-  7109 

_..  7109 

7.358  7109 

7.359  7109 

7.361  7109 

7.365  M34 

7.366  7109 

7.368  7110 

7.370  7110 

7.401—7.402 7110 

7.401—7.403 171101 

7451 343 

7.471 7110 


Page 

7110 

7110 

7110 

7110 

7110 

7110 

.   _  7110 

7110 

7111 

-.  7111 

...  7111 

7111 

7111 

7112 

___  7113 

9478 

..  9478 

5558 

...  9478 

7113 

7113 

7113 

..J-.  7113 

7113 

7113 

7113 

8.132   7114 


47  CFR — G>ntinu«d 

7.473  

7501  

7503  

7504  

7.506  - 

7.509  

7529  

81    

82    

83    

84  .    

85    

86    

8.7    

8.21—822 

825—826 

828        

835    

8.42    

8.61    

8.68    

8.104    -- 

8  105    

8.106    --    --.      

8116 

8  131 


8.133 
8  134    -- 
8.135    - 
8  136    - 

8.137  - 

8.138  . 
8.139 
8.140—8 
8  155  -- 

8.172  -- 

8.173  - 
8  174  .- 
8.177  -- 
8231— a 
8  261  - 
8.321  -- 
8.322 


142 


250 


7114 
7114 
7115 
7115 
7115 
7115 
7115 
7115 
7115 
7115 
7115 
7116 
7116 
7116 
7118 
7118 
7119 


8325 — 8.326.-  

8327        

8.328 — 8  329 

8330  -.        

8331    

8.351    --- 

8.352    - -- 

8353    -      

8354 7120. 

8356    

8357    

8358    

8  359    .        

8360        

8364    

8366    

8367—6368 

8389    


-Continued 


Page 

7123 
7123 
7123 
7123 


4/    CFR- 

8.557  --- 

8.558  --- 

8.559  -   - 
8.602    ... 

8.801    7123 

93    3661.7639 

9.103—9104        9*79 

9  109    -    W79 

9113    742 

9.180    3662 

9.182    3662 

9.190    3662 

9  191    3662 

9  193    7639 

9  312  3663.5867.9063 

9331      _  7639 

9  411         3663.5868 

9.432  9064 

9.447  3663 

9.511  3663 

9  611         3663.12579 

9.912  9063 

9.1001  7825 

9.1004  7825 

9  1201— 9.1205 6833 

9.1401—91407  743 

9.1501—9.1504  7639 

10.2  104 

108  9479 

1054  9479 

1055  9479 

1056  9479 

10.68  A 9479 

10  104  3202 

10.159  6389 

10.161  6389 

10.166  6833 

10.462  6389 

10.555  744 

113    587 

11  6  9479.10835 

11  8  9480.  10835 

11  53  .   9480.10835 

11  55  9480.10835 

11  56  9480.10835 

11  61  9480.  10835 

11.102  3889 

11.251  343 

11.254  745.4479 

343 
4480 

343 
4480 

343 

344 
4480 
4480 
6833 
4884 
7500 


8.401 
8.402 
8.403 
8.404 
8.431 
8433 


7121 
7121 
7121 
7122 
7122 
7122 


8.434  7122 

8.436  7122 

8.437  7122 

8439  7122 

8  520  7122.8450 

8.545  7122 

8.552  7123 

8.553  7123 

8556  8450 


11.301    

11.304    745, 

11.351    

11.354    745, 

11.401    

11.451    ..      

11.504    745 

11554    745 

11.701—11.707    

11.727    ..      - 

11729 

12— 

Technical  amendment 1493 

12.63   9480 

1290  3853 

12  111  3853.  11697 

12.131    11698 

12.190—12.196    6833 

12.201    3853 

12.212        3854 

12.213    3854 

12  223  9480 

12^231    '/."    3854.12679 

Appendix  1  5560 

Appendix    2 1800 

13— 

Technical  amendment 8797 

13  4  7126 

13.5   ---- 7126 

13.22    4174 


47  CFR— Continued  ^'^ 

13.70  3203 

1376  7126 

142  7124 

144  7124 

1421  7124 

1422  [9480] 

1465  7124 

14.101  7124 

14.107  7124 

14.108  7124 

14  151  7124 

14  152  7125 

14  153  7125 

14253  7125 

14257—14.258  7125 

14.260  7125 

14261—14.262  7125 

14.265  7125 

15 [116991 

15  1  11699 

152  11699 

154 11699 

156 11699 

1561 .* 11699 

1563  11699 

15.64  11699 

1565  11700 

15.66  11700 

1568  11700 

1570  11700 

163  344 

166 5097 

1653  9480 

1655  9480 

16.56  9481 

16.61  9481 

16  104 3203 

16.160 6282 

16.251  344 

16.351  344 

16.501  5097 

16.502 5097 

16.503  5097 

16.601—16.607  6833 

17.17  8797 

1724—17.33  8797 

17.36  8797 

17.38  8797 

1742  8797 

18.43  9481 

18.109  11951 

18.111  11951 

18.116 11951 

18  119— 18.121  11951 

18  122  11953 

19— 

Technical  amendment 1493 

19  13   4249 

19.14   9481 

19.15   4249 

19  16  9481 

1924   4250 

1925   4250 

19.101—19.107    6833 

20— 

Technical  amendment 1493 

20.40—20.46 6833 

21.13   9481 

21.16—21.17 9481 

21  29   9481 

21.111   9482 

21  501   9219 

21.507   9219 

25 12677 

31.510—31.511 5870 

31.512   5870 

43.21  6283 
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2 258,  318.  476, 
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5346. 5347,  5667,  6631,  7459, 7502, 
7739, 8222, 8454.  8832,  9221,  9410, 
9658,  9728,  10104,  10552,  11007 

3 259,  260, 

340.  667,  837,  838.  949.  985,  1120, 
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3204. 3205,  4208.  4209,  4254,  4431, 
5099.  5347, 5614,  5818,  5819,  5992, 
5993.  6337,  6434.  6563,  6564.  6631, 
6718.  6846,  6849,  7040,  7127,  7652, 
7653.  7684.  7797, 7798, 7893,  8221, 
8222. 8454, 8883,  9221, 9222, 9263. 
9461.  9567,  9727.  10169,  10170, 
11288. 11289, 11431,  12063,  12193, 
12451,  12584,  12680,  12681.  12968 

4 3205, 

4209. 4393,  5667,  5819,  6849,  7502. 
7739,  9410.  9658,  10552,  12585 

5 6849 

6 6849,  7459,  8454,  9658, 

7  17.1460.7459, 

7502,  8454.  9658.  9728,  11007 

8  17,1460, 

6987,  7459,  7502,  9658.  12584 

9 537,  1659.  3695.  5345,  5346, 

5347.  6849.  7459,  7502,  8454.  9658, 
9728.  10859.  11007,  11771,  12721 

10 1495, 

2327,  4208,  6849,  7459,  7502,  8454, 
8832,  9658.  9728,  11007. 

11  1365, 

1459, 1495.  1659.  3821,  4208,  6849, 
7450.  7502.  8454,  8832,  9658.  9728, 
11007.  12585,  12586,  12682. 

12  4253,  6849,  7828.  11708 

13  7798,7828 

14- 17 

15 -.  700, 902,  3294,  5201.  9222 

16  ___ 1367, 

. 1495.  4208, 6849, 7459.  7502,  8454, 
8832.  9658,  9728,  11007. 

18 _^ 7040 

19 -- 1495, 

4208.  6849.  7459,  8832,  11500 

20 6849 

21 4559. 6098.  7459. 

7502.  8454,  9658.  9728,  11007 

25 11971 

31 : 11773, 12486. 12683 

33 —   11773,  12486.  12683 

34—35 11773.12486 

49  CTR 

1 7519 

1.244   12188 

Prior  to  revision: 

1.17  5797 

1.21  5797 

1.50  5797 

1.56  5797 

1.73  5797 

1.101 4628.5610 

1.225   255 

1.240  5797 

Appendix  B 5797 

6.1  _ 7640 

7.59 7094 

7.99 12189 

25.1 L 1117 

61.0—61.1 6716 

72.5  __ _ 3426,6736.11850 

78.22 3426.11850 
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73.23  JK  6736 

73.28  6736 

73.32  6736. 11850 

73.34  11850 

73.51  _._  11851 

73.53  3426 

73.54  6736 

73.55  3426 

7S.57  6736 

73.61  6736 

73.65  3426.6736 

73.70  6737 

73.75  6737 

73.93  3427 

73.100  11851 

73.101  1185i 

73.102 11851 

73.118  3427,  11851 

73.119  3427,6737,11851 

73.123  11852 

73.125  11852 

73.127  3427 

73.128  6737 

73.134  6737 

73.136  3427 

73.148  6737 

73.153  11852 

73.154  3427 

73.156  3427 

73.157  3427 

73.158  3427 

73.163  3427 

73.164  11852 

73.168  !___  3427 

73.175  3427 

73.178  3427 

73.184  6737 

73.188 11852 

73.195  3428 

73.197 : 3428 

73.201  3428 

73.204 _  3428 

73.206  6737 

73.207 3428 

73.217  3428 

73.221  11852 

73.227  3428 

73.234 3428 

73.235  3428 

73.238—73.239 11852 

73.244  3428,11852 

73.245  3428,  11852 

73.247  11853 

73.255  -.^   11853 

73.256  3428 

73.260 6737,11853 

73.261  3428 

73.263 3428,11853 

73.264  3428 

73.265  3429 

73.266  3429 

73.271  3429.11853 

73.272 3429,11853 

73.275  f738 

73.276 3429,11853 

73.277  11853 

73.301  6738,11853 

73.307 3429 

73.308 3429 

73.313  • .--  11853 

73.314 6738, 11854 

73.333 . 6738 

73J36 6738 

73.338 6738 

73J45 11854 

73.346 3429,6738,11854 

73.348 11854 

73353  __ 3429.6739 

73.354 3429.11854 
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73J69  "'". S4».  6739,  11854 


73.366 
73.370 
73.373 
73.374 
73.377 
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73.393 
74.526 
74.529 
74.530 
74.532 
74.534 
74.542 
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*   3430 

3430 

3430 

3430 

3430 

3430 

3430 

3430 

3430 

._  3430.  11854 

3430 

6739 

74551  11855 

74.557  «739 

74.562  8739 

74.563  6'^39 

74.584  6'^39 

74.589 8740.  11855 

77824 3430 

77340   674<J?4' 78.307- 18 
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78.292-21  --   3434 

78.29^-21  3434 

78.297-14  11868 

78297-21  3434 

78.298-21  3434 

78.299-20  3434 

78.300-18 3434 

78.301-19  -  3434 

78.302-19  ---  3435 

78.303-3  8742 

78.303-11  3435 

78303-16  11869 

78.304  _.    10869 

78.304-3  6742 

78.304-11  3435 

78.304-15  11869 

78305-3    -- -  6742 

78.305-11  3435 

78.305-16  11869 

78.305-19  6742 

78.306-3  6742 

78.306-11  3435 

3435 


77.841  8740 

78.36-4  11855 

78.37-4  11855 

78.50-5  8740 

78.61-17  8740 

78.51-20  11855 

78.53-5  8740 

78.53-9  8741 

78.67-2  -  --  11855 

78.57-9  11855 

78.57-17  11855 

78.57-20  11856 

78.57-22  11856 

78.58-5  8741 

78.59-4 8741,  11856 

78.59-9  11856 

78.60-4 11856 

78.81-9 3430.  6741 

78.83-9 3430.  6741 

78.88-8 3430.  6741 

78.90-8 3430.  6741 

78.115-6  8741 

78.131-6  8742 

78.131-^  8742 

78.131-7  11856 

78.131-8  6742 

78.131-11  11856 

78.211— 78.21 1-« 11857 

78.214-8  11857 

78.214-15  11857 

78.222  3431 

78.223  3431 

78.224—78.224-1  3431 

78.224-2  3431.11857 

78.224-3—78.224-4  3431 

78.245-1  6742 

78.250-2  6742 

78.268—78.268-22  11857 

78.271—78.272-19  11860 

78.279—78.279-11  11863 

78.280-15  11867 

78.280-22  3432 

78.281-21  3432 

78.282-20  3432 

78.283-21  3432 

78.284-15  11867 

78.284-22  :  3433 

78.285-18  A 3433 

78.286-18 ^ 3433 

78.287-18  3433 

78.288-18  3433 

78.289-13  3433 

78.289-18 3433 

78.290-18  3433 

78.291-14 11888 

78.291-21  3433 


78.30a-18  3435 

78.309-3  8742 

78.309-11  3436 

78.310-3  8742 

78.310-11  --   3436 

78.310-16  _.   11889 

78.310-19  6742 

78.311-3  6742 

78.311-11  3436 

78.311-16  --  11870 

78311-19  -  ^  6742 

78.312-18  3436 

78.313-19  3436 

78.314-19 3436 

78.331-8  --   6743 

78.336-1  6743 

95.95  8234 

95.928  6234 

95.930  6234 

95.937a 2905 

95.938  983.3235 

95.939    4965.5141.5399.12718 

95.940  6235.12894 

97.562  

105.2  ---   -   - 

120.11  

120.12  

120.70  -  -- 

120.70a 


3553, 
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194 185511 

194.2—194  9 
195.1—1955 

195  2 

195.3  

195.7 
195.8  .  -- 

195.10 

195.13  -  -- 

205.1  

205  la 
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8551 
[67161 

8120 

10585 

3554. [67161 

3554. [67161,  7094 

3555.  [67161 

3555. [67161 

__   858 

1171 

3a       .    --   1117,  12754 

4  745 
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4480 

11811,  [48381.  6547 

746 
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2074 
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5748. 6434.  6435. 9265, 10174 

25     10909,  11820.  12'i78 

72  ---   1566.5143.9333 

73  -*  --   1566,5143.5407.9333 

74  ..   1566.5143,9333 
77                              1566,5143 


4966 
9406 
895 
632 
230 
230 

122     [26061 

122.1—122.2 1900 

122.11    2606 

141.200    9654 

170.1    .    [4481.123181.4810 

170.6    _    --      2905 

17022  9329,10297 

174.8  6675 

176.1  4427 

180a.3  ---   230 

187.90  -    5142 

190.33    8550 

193.41  12834 

19344  6091 

193.50—193.51  3813 

193.52    12834 

193.65  3814 

193.66  3814 

193.70  3814 

193.71      9103.12834 

193.75  3813 

193  76  3814,  12835 

193.77  3814 

193.78  3814 

19382  -    3814 

193.90  3814 

193.96  3815 


78  - 

120 

127 

136 

142 

148 

170 

174 
176 
188 
193 
405 


1566. 


7575.  10373. 


5143.  9339 

12686 

9614 

5618, 6942.  10226 

_  5669.  6718,  7801 

_^  1776,  11467 

7042, 

10586,  12001,  12587 

5003 

1925 

.  3770.  7738.  8455 
..  9109.  10331 
5003 
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1053    .        

12    104.858 


5505 

5505 

5505 

5506.  9138 

5506 

5506 

.    --  5506 
7640 


50 

102  - 

103  -- 
104 
10  7 

109—10 
10  14    -- 
1031    - 
10.41    - 

10.46  7641 

10  51  7642.9138 

1052        5506.9140 

9140 
,9516 
9608, 
11465 
7644, 
8450, 
8950, 
9453, 
9817. 
12060 
7645, 
8672. 
9105, 
9990, 
11319 
11696 


32  12 


32  2: 


9892.  10297 


7987.  8120 
8880.  8923 
9104.  9105 
9557. 9611 


8738. 8740. 9604, 

10703.  11405. 

_.  1172.  7643. 

8178.  8318. 

8924.  8949. 

9329.  9330, 

9774.  9775, 


7645. 
8672. 
9064. 
9482. 
9818.  9990.  10258.  10543. 

32  32     7500.7643. 

7646.  7885,  8177.  8318.  8450. 
8673.  8922,  8923,  8924.  8950. 
9219.  9330.  9331,  9725,  9951. 
9992,  10834.  10892,  10893, 

33  4         2769.3258.5769. 

335         308.309.310.311. 

312,  313.  472.  558.  896.  983.  1072. 

1419.  1420.  1727.  1900,  2248.  2801. 

2838  3258.  3292.  3293,  3390.  3515. 

3555,  3556.  3609.  3630,  3739,  3919. 

3994.  3995,  3996.  3997,  4028,  4029. 

4251.  5399.  5400,  5401,  5540,  6389, 

8035.  8076.  10458.  11952.  12619. 

12754.  12755.  12756,  12757,  12758 

6011  3854.4281 

215  26— 215.28 1*30 

250 WS* 
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274 2641 

290  12580.112679] 
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42  Part  403 
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140 14Partsl81  [New], 

183  [New],  185  [New],  189  [New]; 

32  Part  289. 

171a   32Part263 

261 31  Part  10 

521 7Part711 

606 lSPart235 

631 5Part2a 

633 5  Part  22 

783 20  Part  501 

1173 5Part25 

2305 5  Part  39 

3073 5  Part  35 

3076 5Part25 

7U.S.C.: 

192 9Part203 

281 7  Parts  811.  817, 871, 874 

601-674  7  Parts  912, 

929,    1034.    1038-1039,   1041-1043. 

1047.  1051,  1066.  1070.  1072. 1074- 

1076.  1090.  1101-1102.  1120,  1138 

612c 6Part535 

1101  note  7  Part  815 

1112 7Part817 

1119 7Part811 

1131 7Part891 

1132 7  Parts  864.  891 

1153 7  Parts  881. 891 

1158 7Part811 

1301 7  Part  724 

1307 7Part722 

1313 7  Part  724 

1314a 7Part724 

1314b 7  Parts  723-725.  727 

1315 7Part724 

1334 7Part718 

1334  note 7  Part  776 

1335-1336 7Part718 

1344 7  Part  72a 

1347 7Part722 

1363 7  Part  724 

1368 7  Part  719 

1372 7Part719 

1375 _ 7  Part  724 

1377 7Part724 

1378 7  Parts  724. 729 

1441 7Part719 

1446 6Part4ai 

1446  note 7  Part  215 

1506 7  Part  404 

1516 7Part«M 

1622 7  Parts  53. 55-66 

86000—63 7 
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1714b 7  Part  725 

1824 7  Part  724 

1836 7  Part  724 

1837 7  Part  719 

1854 19  Part  12 

1938 6  Part  373 

1929 6  Part  373 

1969 6  Part  373 

8UJ3.C.: 

1255 ^ 8  Part  246 

1259 8  Part  246 

10VS.C.: 

133 32  Parts  761. 765 

280 32  Parts  719,  730 

460d 36  Part  311 

801-940 32  Parts  713.  730 

155S 32  Part  881 

2301-3314  .-  32  Part  1060;  33  Part  116 

2301 ^__ _  32  Part  163 

2733 32  Part  753 

3012 32  Part  543 

6031 32  Parts  730, 751, 761 

6291-6298 1.  32  Parts  713.  719 

8012 32  Parts  806. 

825-827.  837,  859.  896, 1060 

12XJS.C.: 

1 12  Part  7 

1  et  aeq 12  Parts  7. 10-14 

92a 12  Part  9 

481 12  Part  7 

482 12  Part  8 

1270 21  Part  191 

1421-1425a 12  Part  510 

1428-1430 _  12  Part  510 

1430b: 12  Part  510 

1431-1447 12  Part  510 

1464 12  Part  510 

1715b ._  24  Part  220 

17157 __  24  Part  234 

1724-1730 12  Part  510 

1727 12  Part  561 

1730a 12  Part  510 

1749a 44  Part  705 

15UJS.C.: 

3 36  Part  7 

46— —  16  Parts  57.  60-62,  65 

46 16  Parts  57.  60-62.  65 

77f 17  Parts  240. 249 

77g 17  Parts  239-240.  249 

77J 17  Parts  239-240. 249 

778 17  Part  249 

77w 17  Part  200 

781 17  Part  240 

78to 17  Part  249 

80»-M 17  Part  270 

19a» 42  Part  3 

311 15  Part  602 
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522 50  Part  290 

637 41  Parts  1-3. 1-7 

661 13  Part  101 

687 13  Parts  109-110 

687a 13  Part  109 

687b 13  Part  110 

714b 6  Part  485 

714c 6  Part  485 

715J 30  Part  222 

717f 18  Part  1 

717g-717h   18  Part  280 

717g 18  Part  225 

7171 18  Part  225 

717n 18  Part  2 

7170 18  Parts  3, 225 

717r 18  Parti 

1262 21  Part  191 

1263 21  Part  191 

1301-1303 15  Part  6 

16U.S.C.: 

459b-4-__ 36  Part  27 

590pnote 7  Part  776 

718d 50  Part  33 

742e 50  Part  274 

810 18  Part  11 

826c 18  Part  125 

825h 18  Part  3 

825Z 18  Parti 

835etseq 43  Part  416 

19UJ3.C.: 

197 19  Part  24 

303 19  Part  16 

1303 19  Part  16 

1335 19  Parts  201-208 

1484 19  Part  12 

1551-1553 19  Part  8 

1802 19  Parts  201.  20^207 

1862  32AChs4%rX 

21  U.S.C: 

42 21  Part  281 

114g 7  Part  76 

151-118 9  Part  120 

341 21  Parts  10. 22 

348 21  Part  146 

371 21  Part  22 

376  note 21  Part  9 

503 21  Part  305 

504 21  Part  307 

514 21  Part  307 

22XJS.C.: 

286f 15  Part  803 

601 15  Part  601 

842 22  Part  11 

2354 22  Part  201 

2370 31  Part  515 

2381 __  22  Part  201;  41  Part  7-60 
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2385      5Part40 

2402 22Part201 

23  use.: 

315 23  Part  2 

25  use.: 
415  46Partl3 

998 25PartllO 

26UB.e.  (1954I.R.e.): 

213    __     _  26  Parti 

6007"'" 19Part24 

5054 19  Part  24 

5061 ^ l»Part24 

5703  26  Part  295 

5705  '-'. 26Part295 

5711  26Part295 

5723      I  26Part295 

6011  ---  26  Parts  201.  245 

6061  26Part201 

0109  26  Parts  179.  194. 

196-^197.   201.    240.   245.   270.    285 

8313  26Part295 

6676  26  Parts  179. 194. 

196-197.   201.   240.  245.   270.   285 
7806 26  Parts  16.  47.152 

28U.8.C.: 

2661 28  Part  43 

29UB.C.: 

41  45  Part  401 

201-219  -     29  Parts  781.  794 

201  __       _  -         29Part511 

a06  29  Parts  608-812 

206  -         29  Parts  619.  689 

207  29  Parts  602.  657 

211  29Part519 

214 29Part519 

218 29Part4 

301  note  29  Part  1309 

304     -         29  Parts  1302-1304 

306      29  Parts  1302. 1304 

309  note 29  Part  1309 

309d  29»>artl307 

380d 29  Part  1307 

30U.S.C.: 

684 30Part501 

31  u  s  e  ■ 

2241^2^2241-5    32  Part  750 

738a  --     31Part340 

739    -         31Part340 

762-752a 31  Part  340 

763      31Part340 

754-754b 31  Part  340 

33  use.: 

941 29  Parts  12-13 

1007 46Parts2.  55.  78.  93.  97.  187 

35UJ3.e: 

122 37  Part  1 

36  use* 

182»-182d    32  Part  878 

38  use.: 

101 38  Part  3 

103 38  Part  3 

3201-3203 38  Part  3 

39U.se.: 
505         39Part54-5. 

12.  15-16.  21.  23-25.  27-28.  31-35. 

41.    43-45.    47-49.    51-54.    58.    61 

708 39Parts24-25.  33.  41.51.61 

2507 39Part36 

2508 39  Part  36 

4161-4163 39  Part  13 

5105 39  Parts  132.  152 

6301 39Part94 

6409 39  Part  95 

40UJ3.e.: 

434 42Part403 

486 33  Part  116; 

41    Parts    1-8.    1-14,    1-17.    5-5. 

5-10.  6-64.  6-60.  9-4.  9-9.  »-51. 

9-56,  19-1:  42  Part  403;  44  Part  6 
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40  use. — Continued 
487 

41  XJS.C: 

35 41  Part  50-205 

35et8eq   41Part50-202 

38 41Part5O-205 

42U.S.e.: 

216.      42Part57 

722-725 42Part201 

1400V  20  Parts  610-611.  614 

1480         6  Parts  308.  373 

1484.  .  --   6  Parts  308.  373 

1485 6Part308 

1494 44Part705 

1975-1975€ 45  Part  701 

2012  -  .        10  Part  112 

2013  10Partll2 

2014  ..    10  Part  30 

2021                          -    10  Parts  30.  112.  150 
2121  lOPart  112 

2133  10  Part  100 

2134  10  Part  100 

2201    10  Parts  100. 112. 

150;  41  Parts  9-4.  9-9.  9-51.  9-55 

2210  10Part30 

2232  10  Part  100 

2235-        lOPartSO 

2514  ..      13  Part  305 

2587 --      .-   29  Part  20 

2602.  ..   45  Part  160 

2642  44  Parts  801-802 

2651-2653 --       32  Part  750 

43  use.: 

2  '43Part260 

1201       -  43  Parts  106.  181.  192.  234.  260 
1371 _  43  Parts  244.  260 

44  use.: 

397 ..  44Parts6-7 

46  U  S  C  ■ 

1  (note  preceding) 48  Part  2 

2  --   19  Part  1 

3  _  19Partl 

7  46Part2 

8  46Part2 

18  19  Parti 

39       46Part77 

81  r 19Part2 

84a  46Part74 

85a 46Parts2.93 

88a.     .     46Parts2.»3 

170  46Part2 

216  46  Parts  402-403 

222 46Parts2.  167 

229d 46PartlO 

229f-229h  _-      46  Part  10 

230 46PartlO 

239 46PartlO 

361-362 46  Parts  70,  90 

363 46Part5  70.75-78.  90.  94-97 

366 46  Part  70 

369 -       46Parts71.78 

390b      46Partl67 

391 ._   46Parts2.51 

391a 46Part2 

392.   46Part2 

395  ...  46  Parts  70. 72-78,  90.  92.  94-97 

397 46Parts71.91 

399 ..      ..   46Parts2.61 

405 46  Part  90 

407 46Part2 

411 46  Parts  93.  167 

435 46  Parts  2.  77.  96 

470 46Part78 

481    46Parts51. 

52.  61.  71-72.  76-77.  92-93.  95-96 

482 46  Parts  71.  91-92 

483 46Parts71.91 

489 46Part76 


46  U  S.C— Continued  CFR 

526 46Part78 

526p 46Part70 

527 39  Part  62 

527d    46Part28 

672a 46PartlO 

841a  46Part511 

870 46Part511 

881  _-  46Part90 

882      46Part2 

1114         46  Parts  255.  375,  511 

1122a  46  Part  222 

1132 46  Part  10 

1160  -        -- 46  Part  375 

1177 46Part255 

47US.C  : 

153       47Pait3 

154 47PartO 

166  ..     47  Parts  0-2.  12 

302 47Partl 

303       47PartO 

308 47Partl 

309--         47Partl9 

310  47Partl 

319 47  Parti 

405 47Partl 

721 47Partsl.25 

49  use.: 

12 49  Part  187 

15 49Part95 

20 49Part25 

306      49Partl 

320 49  Part  25 

330 47Partl5 

913 49  Part  25 

1012 49Part25 

1101-1119 14  Parts  151  [Newl, 

153  [New].  165  [New].  157  (Newl. 

161  [Newl.  163  [New]. 
1159 14  Parts  151  [New], 

153  [New].  155  [Newl.  157  [Newl, 

161  [New].  163  [New].  165  [New! 

1301 14  Parts  18,  289 

1301  note   32Part761 

1324 14  Parts  202.  208.211,227 

1324note  14  Part  302 

1341 14  Parts  183  (Newl, 

185  (Newl.  187  (Newl.  189  (Newl 

1344  .  14  Parts  11  (Newl, 

13  (Newl;  41  Part  2-17 

1346       14  Parts  181  (Newl, 

183  (Newl.  185  (Newl.  187  (Newl 

1347  14PArts43.60 

1348    14Parts43, 

48,  105  [Newl.  181  (Newl.  183 
(Newl.    185     (Newl.    187    (Newl 

1352 14  Parts  41-42.  46 

1354   _   14  Parts  1  (New), 

5,  11  (Newl,  13  (Newl.  18.  21-22, 
44,  49.  51,  61  [Newl.  63  (Newl, 
65  (Newl.  67  [New],  75  (Newl, 
105  (Newl.  141  (Newl.  143  (Newl, 
145  (Newl.  147  (Newl.  149  INewl, 
151  (Newl.  153  [Newl.  155  (Newl, 
157  (Newl.  161  [Newl.  163  INewl. 
183  INewl,  187  (Newl;  41  Part 
2-17. 

1355..  14  Parts  61  (Newl, 

63  (Newl.  65  [Newl.  6T  [Newl. 
141  [Newl.  143  [Newl.  145  (Newl. 
147  [New],  149  [Newl.  151  (Newl. 
153  [Newl.  155  [Newl.  157  [Newl. 
161  [New].  163  (New],  181  [Newl, 
185  [New],  187  [Newl.  189  [Newl 

1371 14  Parts  200.  208.  241 

1371  note 14Parts208. 

241.242.249.302 

1373 14  Parts  200.  202.  227.  302 


49  U.S.e.— Continued  CFR 

1374  14  Parts  200,  221 

1377-1379 14Part200 

1377 14Part296 

1381-1387 14Part200 

1382 14Part289 

1386 14  Parts  302, 399 

1387 14  Parts  208, 241 

1401-1405   14  Parts  11  [New], 

13  [New] 

1421-1428   14  Parts  11  [New], 

13  [New] 

1421    14Part85, 

18.  21-22.  44,  49,  61  [New].  63 
(Newl.  65  [New],  67  [New],  105 
(Newl.  141  [New],  143  [New],  145 
[New].  147  [New].  149  [New],  151 
INewl,  153  [New],  155  [New],  167 
[New].  161  [New],  163  [New], 
610. 

1422 14  Parts  21-22,  24 

1423  ... 14 Parts 5, 40-44 

1424 14  Parts  4b.  40-44.  49 


PARALLEL    TABLE 

49  U5.C.— Continued  ePR 

1425 — -  14  Parts  18.  46 

1426-1427 14  Part  41 

1427   14  Parts  61. 

61  [New],  63  [New],  65  [New], 
67  [New],  141  [New],  143  [New], 
146  [New],  147  [New].  149  [New], 
16l  [New],  153  [New],  155  [New], 
157  [New],  161  [New],  163  [New] 

1429 —i 14  Parts  40-42.  46 

1430  —J. 14  Parts  4b.  18.  40-42,  44 

1472 14  Part  49 

1474 14  Part  408 

1481 --  14Partsll  [New], 

13  [New],  42,  202.  399 

1482 14  Parts  200.  202,  221 

1502  J 14  Part  41 

1607 32  Part  766 

1510 14 Parts  75  [New], 

77  [New],  600-601 

1522 14  Parts  43,  60 

50V3.C.: 

X  1431-14^5 41  Part  1-17 


51 


50U.S.e.  App.:  CP!R 

5 31  Part  515 

473 32  Part  765 

1622b-1622c 14Partsl61  [New], 

153  [New],  156  [New],  167  [New], 

161  [New],  163  [New]. 

1751-1785  note 45'Parts500, 

540-543 

2166 32Aeh.VI,M-llA 

2251-2297 32  Part  231 

2253 - 32A  Ch.  IX,  Thm-1 

2281    32A  Ch.  IX,  Thm-1 

Public  laws: 
Pub.  Law  86-624  __.  14 Part  165  [New] 

Pub.  Law  87-505 32Ch.VI. 

DMS  Reg.  1 
Pub.  Law  87-535 7  Parts  811-812, 

815,  817,  831,  833,  850-851,  855, 

873-874,  891. 

Pub.  Law  87-587 45  Part  560 

Pub.  Law  87-615  —  10Parts2,  50, 115 

Pub.  Law  87-616 31  Part  253 

Pub.  Law  87-703 7  Part  761,  776 
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Accidents:  ^'-'^^ 

Airciafl   accidents,   npoilinp,   investigation,   etc.,    Civil 

A(.TuiKiut:cs  Board;  proposed  rules 786 

Agency  for  International  Development: 

See  International  Development  Agency.  ' 

Agriculture  Department: 

ANIMALS 

Srr  aJs,)  P.uki  !s  and  Stockyards  Division. 

H:  ((lis  and  fxx)ks  of  record,  certification  and  recogni- 

\w>\\.  Canada 881 

Di.soa.^e.s  .scabies  m  .slieep 336,501.732 

P'eedm^:.  etc  ,  of  hvesi<x'k  in  transit  interstate; 
luentv-eii-'hi  hour  law  requirements,  statement  of 

policy,  propo.sed  nile 10 

lir.po:  t.s: 

.■\:.;mal.s  and  products;  proposed  rule 411 

Sanitary  control  of  animal  byproducts  ^except  cas- 

Hii  SI ,  and  hav  and  straw;  proposed  rule 865 

APRICOTS;   marketing.  California 781 

ATTHOHITY   DELEGATIONS: 

Srr  al>o  Orj^ani/ation  and  functions. 
I?y  Dutx-tor.  Milk  Marketing  Orders  Division,  Afjricul- 
tural  Stabilization  and  Conservation  SeiTice  to 

various   offlcials 593 

By  Executive  Vice  President.  Commodity  Credit  Cor- 
poration, to  certain  Directors  of  Agricultural 
Stabilization  and  Conservation  Service  com- 
modity oflicos:  siyht  drafts  and  ccrtiflcatcs 840 

BARLEY: 

Ixjan  and  purchase  apreement  program,  1961 557 

Standards;  proposed  rule,  time  extension 697 

CARROTS: 

Markt'tmi;.    Suulh   Texas    335 

.'-standards,  frozen  carrot.<; __  ..         74 

COMMODI'I  Y   CREDIT  CORPORATION: 

Authority  delesation  to  certain  Directors  of  Agri- 
cultuial  Stabilization  and 'Conservation  Service 
commodity  office^;  si::ht  drafts  and  certificates.-       840 

Chanu'es  of  certain  dcsienations 609 

I.o:in  and  puioliase  at:reemcnt  programs;  1961  crops: 

Bailey     557 

I'laxseed 96,  558 

Rve        557 

Wluat 98,557 

I'l  :o'-support  piot:rams.  Sec  Price-support  pro- 
grams. brUm. 

CORN,  sweet:  standard  .  p)-,iposed  rule 863 

COTTON,   market un:  quotas,  farm  acreage  allotments. 
etc  ; 

Extra  lon.L;  stajile  cotton.   1962  crop 6 

Referendum  303 

Upland:   l'J62  crop,  nfercndum _       303 

DISASTER  AREAS:  need  for  agricultural  credit: 

(n-oruia    .         449 

Iowa    .    669 

73000^62 1 
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Agriculture  Department — Continued 

DISASTER  AREAS;  need  for  agricultural  credit— Con. 

Louisiana 

Missi.ssippi 18,  539, 

North  Dakota 

South    Dakota 

Tennessee 

Texas 636.  669 

Utah 

Virginia   

EGGS  AND  EGG  PRODUCTS;  marketing,  turkey  eggs 

for  hatching,  proposed  rule,  hearing 518,834 

EXPORTS;  definition  of  Vice  President,  FAS: 

Feed   graiiis 

nour   

liice   _  _ 

Wheat   ... 

FEDERAL  CROP  INSURANCE  CORPORATION;   Fed- 
eral crop  insurance.  1962  raisin  crop 

FEED  GRAINS: 

Emergency  livestock  feed  program 

Export  program;  Vice  President  of  FAS.  definition 

1962  special  program;  diversion  of  acreage  in  lieu  of 
payment 146,  155,  441 

FLu\XSEED;    loan  and   purchase  agreement  program, 

1961 96,558 

FLOUR,    export    program;     Vice    President    of    FAS. 

definition  609 

GRAIN  SORGHUM,   standards 409.665 

GRAINS : 

Sec  also  specific  grams. 

Warehouse  storage   loans;    1961   price   support   pro- 
grams         840 

GRAPEFRUIT,  marketing ; 

Arizona  and  California 391 

Florida 87,  92,  165,  611 

Texas 86,  457.  730 

GRAPES,  marketing;  California  crushing  grapes 256.441 

HUMANE  SLAUGHTER;   identification  of  carcasses..        18. 

592. 839 

IMPORTS : 

Animals  and  product.'^- 411,865,881 

Oranges : 8,458,821 

Plant  quarantine,  strawberry  plants 501 

Poultry  and  poultry  products;  prop)osed  rule 411 

LEMONS,  marketing;  Arizona  and  California 166. 

222, 392. 441, 475, 613, 649, 821 

LETTUCE;  marketing,  Texa.s 502 
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Agriculture  Department — Continued  ^'^^^ 

UVESTOCK 

See  al-io  Meat  and  meat  pioduct-s;  Packers  and  Stock- 
yards DivLsion 

Breads,  .-.tandardbred  horses.  Canada 881 

Disea.-^es      See  under  AnimaLs 

Emergency  livestock  feed  proLjram 820 

Feeding,  etc  ,  of  livestock  in  transit  interstate:  twenty- 
eitcht  hour  law  requirements,  statement  of  policy, 

proposed    rule 10 

Humane  slaughter;  identification  of  carcasses 18. 

592  839 
MARKETING  QUOTAS : 

See  also  specific  comvinditw^ 

Review;   establishment  of  areas  of  venue    marketing 

quota  review  committees  in  various  States 263 

MEAT  AND  MEAT  PRODUCTS 

Humane  slaughter    identification  of  carca^ises..   18.592.839 

Labeling  barbecued  meats;   propo-ed  rule..  _           .  748 
MILK  AND  MILK  PRODUCre;   market  in-  in  various 
areas,  orders  proposed  or  adopted ; 

Arizona,  Central 832 

Arkansas,   Central 314 

Connecticut   93,799 

New  York -New  Jersey Tyg 

Delaware: 

New  York -New  Jersey 799 

Wilmington   799,898 

District  of  Columbia,  Washington 799 

Idaho,  Inland  Empire 588 

Illinois; 

Chicago 314 

Rockford-FYeeport 314 

Indiana: 

Port  Wayne 121,314 

Indianapolis 122.314 

South  Bend-La  Porte-Elkhart 314 

Iowa: 

Cedar  Rapida-Iowa  City 238,314 

Des   Moines 314 

North-Central 314 

Quad  Citles-Dubuque ..  314 

Kansas,  Greater  Kansas  City 615.  665 

Kentucky: 

Louisville -Lexington  314 

Paducah   314 

Maryland : 

New  York -New  Jersey 799 

Upper  Chesapeake  Bay 799 

Washington,  DC 799 

Massachusetts: 

Boston  (Greater) 799 

New  York -New  Jersey 799 

Southeastern  New  England 799 

Springfield 799 

Worcester 799 

Michigan: 

Muskegon • 314 

Southern    '"  314 

Upper  Peninsula 2_  314 

Upstate   314 

Minnesota;  ; 

Duluth-Superior 314 

Mlnneapolis-St.    Paul *_I1  314 

Missouri : 

Kansas  City.  Greater 314.615,665 

Ozarks 314  1 

St.    Joseph 314  I 

St.  Louis I'-I'm^.I  314 

Suburban  St.  Louis '"]_"  314' 

New  York-New  Jersey _.            .              _  799  ' 

Ohio:                                                             "'"  I 

Cincinnati,  Greater 314 

Columbus   "   ' "  314 

Dayton-Springfleld -..I,   ".HI  314  1 

North-Central 314  | 

Northeastern 314  1 

Ohio  Valley .         .       "                    '  314 1 

Toledo V.  W.  314  I 

Youngstown-Warren.  Greater _. .-  W.  314  i 

Pennsylvania :  1 

New  York -New  Jersey 799 

Philadelphia -.-_..           .     _  799  898 

Rhode  Island,  Southeastern  New  England   ._..^"I..  799 

Tennessee,  Memphis __  314 


Agriculture  Department — Continued 
MILK  AM)  -Mil  K  I'HoDUCTS.  etc.— Continued 
Texas 

Au>liu-Waco   

Central  West  Texas 

Nortli   Texas I. "II 

Panhandle   ~ 

San    Antonio I 

Vermont,  New  York-New  Jersey .....V/. 

Virginia: 

New  York -New  Jer.sey 

Washington,  DC --IIIIIIIIIIIIIII 

Washington: 

Inland    PImpire 

Puget  Sound II II I II I II III  256 

West  Virginia: 

Clarksburg   - 

Greater    Wheeling IIIIIIIIII 

New  York-New  Jersey ..'..'...'.' 

Wisconsin: 

Madison    

Milwaukee    I-IIIIIIIIIIIIir/257'314 

Northeastern 

MU.'^HROOMS.  canned;  standards     WJl[^^^^^^^ 
oNIcjN.s,   marketing,  Texas  "   "1O8 

t)RANC'rKS  

Import   restrictions g  458 

M.irketini,': 

Arizona  and  California 

Navel  oranges 8.  166.  391,  474   613,  689,  820,  864, 

Valencia  oranges __   _     474 

Florida    II. _I    __   164 

Tfxas __   _   7  457' 

ORGANIZATION      AND      FUNCTIONS,      AKnVuTtural 

Marketing  Service,  correction 
PACKER.S   AND  STOCKYARDS   DIVISION 

Posted  stockyards,  desi^^nation  or  removal 538, 

Rates  and  ehar^ies,  modification  of  rate  orders,  peti- 
tions fr>i^  . 

Rot'ulations;    proposeii   ruks:  *' ' 

Bonding    

Registration 

PEANTTS;  price  .support  pro^'ram,  1961 
PEARa,  marketing 

California;  Hartlett  pears 

Oregon,  Wa,shini,'ton  and  California 
Winter  Nells,  etc 
PLANT    QUARANTINE;     foreign    quaVaiuYnV 

strawberrv  plants 

POTATOES,   Irish 

Diversion  payment  pro-ram  CMD  3a,  livestock  feed 

Marketm'.,';  Maine m 

Sweetpotatoes,  frozen:  standards,  propo.scd  rule. 
POULTRY  AND  POULTRY  PRODUCTS;   importation! 

proposed   rule    _ 
PRICE  SUPPORT   PROGRAMS 

Sale>  of  certain  commo<lities  acquired  through  price- 
support  operations;    monthly  sales  list    January 

1962   _ _■ 

Various  commodities: 

Grains 

Peanuts _  _   -    -        . II" 

PROCIRFMENT  REGULATIONS;  applicablfitv  of  Fed- 
eral procuicment  regulations^  _.    ....    ..' 

PRUNES,  dried;  marketing'.  California.  4ir458 

RAISINS 


Beurre  d'Anjou, 


notices. 


Page 


417 
422 
412 
11 
417 
799 

799 

799 

588 

767 

314 
314 

799 

518 

748 

314 

38 

411 

821 


880 

864 

.611 

,731 

125 

539 

55 

665 

665 

6 

501 

92 

501 

6 

502 
516 

411 


Crop  insurance,  1962  crop. 


Market in:7;  Thompson  Seedless  raisins.  California.     614 
RICE 

Export  pro.nam.  Vice  Prrsident  of  FAS.  definition 
Marketing  quotas,  farm  acreage  allotments  etc  •  1962 

("•■OP^  145, 

Referendum .    

RURAL  ELECTRIFICATION  ADMINISTRATION;  au- 
thority deleuations  by  Administrator  to  various  of- 
ficials   ._  

RYE;  loan  and  purchase  agreement  program.  1961 

SALES  of  certain  commodities  acquired  through  price- 
support  operations;  monthly  sales  list,  January 
1962         .  

STOCKYARDS      See  Packers  and  Stockyards  Branch. 

SUGAR: 

Contin.-ntal  United  States;  1962  crop,  non-quota  pur- 
chase suyar,  requirements   . 335. 


320 

840 
6 

306 
881 

689 
697 

609 

610 
184 


669 
557 


320 


584 
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Agriculture  Department — Continued 

SUGAR— Continued 

Proportionate    shares;    beet    sugar    area,    domestic, 

1962    crop     ..  43 

i^URPLUS  COMMODITIES;  sales  of  certain  commodi- 
ties acquired  through  price  support  operations 320 

.swKI-rLPOTATOES,  frozen;  standards,  proposed  rule_      516 

IWNCiELOP;  marketing,  Florida 165,613 

TANGERINES;    marketing,   Florida 85,612 

TOBACCO; 

Markelinii  of  shade-grown  cigar-leaf  grown  in  Florida 

and  Geortiia;  proposed  rule,  correction 121 

Marketing    quotas,    farm    acreage    allotments,    etc.; 

fiue-cured,  1962-65  marketing  years,  referendum.       649 
Standards:   Puerto  Rican  cigar-filler,  type  46,  tenta- 
tive standard  prades 728 

TURKEYS,  marketing;  hatching  eggs  and  turkeys,  pro- 
posed rule,  hearing 518,834 

WAREHOUSES;  st<)rage  loans,  grains,  etc 840 

WHEAT: 

Export  proLram;  Vice  President  of  FAS,  definition-..       609 
Flour,    export    program;    Vice    President    of    FAS, 

definition    609 

Loan  and  purchase  agreement  program,  1961 96,557 

Marketing  quotas,  farm  acreage  allotments,  etc.: 

1960  and  subsequent  crops 251 

1962  and  1963  crops 76.584 

Durum  wheat 41,767 

Air   Carriers: 

Sec  Aircraft  and  air  carriers. 

Air  Force  Department: 

Sec  also  Defense  Department. 

DECORATIONS  AND  AWARDS ;  service  awards,  service 

medals,   etc 884 

FEES  and  chaii:es.  for  copying,  certifying  and  search- 
am  records;  cross  reference 883 

SEAL    857 

Aircraft  and   Air  Carriers: 

crviL  AIRCRAFT,  regulations.    See  Civil  Aeronautics 

Board;  Federal  Aviation  Agency. 
FEDERAL  AIRWAYS,  control  areas,  etc.    See  Federal 

Aviation  Agency. 

MAIL  TRANSPORTATION,  first-class  mail  by  air 774 

NATIONAL  PARK.  Isle  Royale,  Michigan;  restricting 

float  and  amphibious  aircraft 774 

RADIO  COMMUNICATIONS.    See  Federal  Communi- 

catioiis  Commission. 

Alaska:  I 

MINIMUM  WAGE  DETTERMINATIONS.  various  indus- 
tries, enforcement;  proposed  rule 316 

PUBLIC  LANDS,  mineral  entry,  withdrawals  for  specific 
agencies,  etc.    See  Land  Management  Bureau. 

Alien   Property  Office: 

DISSOLUTION  ORDER.  Gunze  Silk  Corp 926 

RETURN  OF  VESTED  PROPERTY: 

Asahara.    Mutsuo 372 

Blender  a  Brandis,  Mattha  Cornelia 846 

Bugenhagen.    Ingeborg 603 

Burgers.  Wilhelm  Gerard 927 

de  Gorter.  Frieda —  926 

Fermann,   Ilsa 846 

Hardenbcrg,  Lambertus 125 

Hayman,  Linda -  603 

Keiler-DuBois.  Irene  and  Louise 373 

Meyer,  Carmen 373 

Nothmann.  Paul 125 

Reiner,  Anni 373 

Scheltema.  Anne  Paul  Adama  van 846 

van  Lanschot,  Johanna . 846 

Zonin,  Maria  Framarin  Vedova 706 

Animals:  ^ 

See  Livestock;  Wildlife. 

Antenna   Structures: 

Radio  and  television  antenna  structures,  construction; 
aeronautical  studies.    See  Federal  Aviation  Agency. 

Antidumping  Act  of  1921: 

DETERMINATIONS.    See  Customs  Bureau;  Treasury 

Department. 
INVESTIGATIONS.    See  Tariff  Commission. 


Appeals  by  Government  Employees: 

From  adverse  actions: 

Agency  systems,  regulations  <  Executive  Order  10987 »  . 
Appeals  to  Civil  Service  Commission  (Executive  Or- 
der 10988) 

Apricots: 

Marketing,   California 

Arbitrators,  National  Panel  of: 

Federal  employee  organizations,  functions  respecting 
(Executive  Order   10988' 

Armed  Services: 

See  also  Defense  Department;  n72d  specific  services. 

AIRPLANE  FARES,  reduced  rates  for  furloughed  mili- 
tary personnel  and  families 

HOUSING  INSURANCE.  See  Federal  Housing  Admin- 
istration. 

PAY  for  sea  and  foreitin  duty  for  enlisted  personnel  of 
uniformed  services,  regulations  (Executive  Order 
10989)     


3 
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Army  Department: 

See  also  Defense  Department. 
DISASTER  RELIEF,  shipments: 

Commercial  freight  shipments  of  supplies  by  volun- 
tary  non-profit  relief   agencies;    scope 177 

Ocean  freight  shipments  of  individual  relief  packages, 

regulations  governing;  revocation 177 

Parcel  post  shipments  of  individual  relief  packages  to 
Japan,  Korea,  and  Ryuksrus,  regulations  govern- 
ing;   revocation 177 

EDUCATION,  military,  rifie  practice  promotion;  issues 

of  equipment  to  civilian  shooting  clubs 511 

RESERVE  OFFICERS"  TRAINING  CORPS;  organiza- 
tion and  training  of  units: 

Conditions  for  retention  of  units ,._       444 

Enrollment  requh-ements,  and  quotas 444 

Senior  division  ROTC  units,  establishment  proce- 
dure           444 

Training  of  nonenrolled  students 444 

Atomic  Energy  Commission: 

BYPRODUCT  MATERIAL: 
Exemption  or  general  licensing  of  certain  byproduct 

materials  for  medical  use.  proposed  rule 531 

Waste  disposal,  radioactive  material,  licenses  to  listed 
companies: 

Bay  Cities  Transportation  Co 539 

Interstate  Insr>ection,  Inc 906 

Ocean  Transport  Co 868 

CALIFORNIA;  assumption  of  certain  of  Commis- 
sion's regulatory  authority,  proF>osed  agreement 358 

Republication  593.789 

LABOR,  workmen's  compensation  insurance 470 

PRACTICE,  RULES  OF 377 

Procedure,  rules  of.  in  contract  appeals;  repealed 377 

PR(3CUREMENT  REGUT^ATIONS : 

Contract  clauses 405 

Contract  cost  principles  and  procedures 405 

Labor,  workmen's  compensation  insurance 470 

REACTORS  AND  CRITICAL  EXPERIMENT  FACIL- 
ITIES, construction  and/or  operation;  licenses  or 
permits  to  listed  companies,  etc.: 

Babcock  &  Wilcox  Co 430 

Consumers  Public  Power  District;  Power  Demonstra- 
tion Reactor  Project 266 

Cornell  University 596.867 

Martin-Marietta  Corp 21,57 

Petrolite  Corp 673 

Rice,  William  Marsh.  Institute ^ 673 

Texas  University 701 

Union  Carbide  Corp 672 

Utah  University 266 

RECORDS,  public;  proposed  rules: 

Definition,  "licensee" 786 

Violation  notices 786 

Attorney  General: 

See  Justice  Department. 

Awards: 

Decorations  and  award^^.  ._  . 

tions ^^4 


Air  Force  Department  regula- 
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Banks:  *•*«• 

FARM  LOANS.  Federal  land  banks , 877 

FEDERAL  HOME  LOAN  BANKS.     See  F^eral  Home 

Loan  Bank  Board.        

FEDERAL  RESERVE  SYSTEM  See  Federal  Reserve 
System. 

INSURANCE.  See  Federal  Deposit  Insurance  Corpora- 
tion. 

Barley: 

LOAN    AND    PURCHASE    AGREEMENT    PROGRAM. 

1961   crop 557 

STANDARDS,  grain  barley;  proposed  rule,  extension  of 

time 697 

Biologic  Products: 

standards,  testing,  etc.     See  Public  Health  Service 

Boards: 

See  Committees  and  boards. 

Boots: 

See  Vessels. 

Bonds: 

SURETY  COMPANIES  acceptable.     See  Treasury  De- 
partment. 
TREASURY  BONDS.    See  Treasury  Department. 

Bonneville  Power  Administration: 
Desl^mation  as  marketing  agent  for  power  from  certain 

projects 591 

Bread: 

standards  of  identity,  effective  date  of  order. 338 

Bridge  Regulations: 

See  Engineers  Corps. 


Canal  Zone  Government: 

Sanitation,  health,  and  quarantine;   licensing  of  pest 

exterminators  (CZO  59) 511 

Caribbean  Organization: 

Designation    as   privileged    international    organization 

(Executive  Order  10983) 32 

Carrots: 

MARKETING.  Texas _ 335 

STANDARDS,  frozen  carrots 74 

Census  Bureau: 

Surveys: 

Canned  foods,  distributors  stocks  of 21 

Manufactures,  group  headings 20 

Retailers'  inventories,  sales,  number  of  stores 185 

Cheese: 

CREAM  CHEESE: 

Identity  standards,  proposed  rule 588 

Temporary  permit  for  market  tests 358 

SWISS.  BLUE,  gorgonzola.  provolone.  etc.;  standards, 

effective  date  of  order _       399 

Child  Labor  Regulations: 

See  Labor  Department. 

Civil  Aeronautics  Board: 

ACCIDENTS,   inflight   hazards,   overdue   aircraft   and 

safety  investigations;  proposed  rule 786 

AIR  SAFETY  PROCEEDINGS;  delegation  of  function 

to  hearing  examiners 851 

ECONOMIC  PROCEEDINGS: 

Hearing  examiners,  delegation  of  function  to 853 

Loan  guaranty  program;  applications,  deviations  from 

guaranty  and  loan  agreements 169 

Route  proceedings;  proposed  rules,  time  extension: 

Additional  method  for  initiating _       238 

Cost  estimates  involving  local  service  operations  of 

certain  air  carriers ..  588 

ECONOMIC  REGULATIONS: 
Agreement,  filing;  Traffic  Conference  of  International 
Air   Transport  Association,    specific   commodity 
rates 907 


Civil  Aeronautics  Board — Continued  ^^^* 

ECONOMIC  REGULATIONS — Continued 

Certificates,  public  convenience  and  necessity : 

Temporary  suspension  of  service 733 

Terms,  conditions  and  limitations;  interstate  and 

overseas  route  air  transix>rtation 559 

Classification  smd  exemption  of  certain  air  carriers; 
military  exemptions,  short  notice  military  con- 
tracts, reasonable  compensation bay 

Military  exemptions 689 

Tariffs  of  air  carriers;   rate  reduced,  for  immediate 

families  of  military  personnel  stationed  overseas.       465 
HEARING  EXAMINERS,  delegation  of  function  in  air 

safety  and  economic  proceedings 851,853 

HEARINGS,  investigations,  etc.;  companies  and  cases. 

See  list  at  end  of  this  agency. 
POLICY  STATEMENTS;  Military  Air  Tiansport  Serv- 
ice charter  exen^tions 693 

PROCEDURAL  REGULATIONS.     See  Air  safety  pro- 
ceedings :  Economic  proceedings. 
SAFETY  INVESTIGATION  regulations: 
Accidents,    inflight    hazards,    overdue    aircraft    and 

safety  investigations;  proposed  rule 786 

Inspection  of  records,  facilities  and  equipment,  au- 
thority of  Board  representatives;  proposed  re- 
designation 786 

HEARINGS,    INVESTIGATIONS,    ETC.: 

AlltalU-Llne«  Aeree  Itallana-S.p  A  .  868 

American  Airlines.  Inc.  et  al  .  323.  596.  792. 

Andrews  Air  Service  Corp.  et  al.,  868. 

Brown.  Arthur  J  et  al  .  57. 

California  Floral  Trafllc  Conference,  et  al  .  673 

Cla.  Rutas  Internaclonales  Peruanaa.  S  A  .  21,  597. 

Coastal  Air  Lines.  58. 

Eastern  Air  Lines.  Inc.  et  al.,  361. 

Eastern  Mohawk  transfer  case,  636. 

Flying  TlRer  Line.  Inc  ,  674.  793. 

Kingston  Flying  Club,  760. 

Mackey  Airlines,  Inc  ,  266. 

Mutual  aid  pact  Investigation.  362.  • 

Ogdensburg,  NY,  case,  636. 

Ozark  Air  Lines,  Inc  ,431. 

Passenger  credit  plans  Investigation,  597. 

Seattle-Fairbanks  fare  investigation,  126. 

Southwestern  area  local  service  case.  907. 

Swissair.  Swiss  Air  Transport  Co.,  Ltd.,  637. 

Toolco-Northeast  control  case,  362,  449.  597. 

Trans-Texas  Airways.  Inc  ,  597. 

Trans  World  Airlines,  Inc  ,  241. 

United  Air  Lines,  Inc  ,  21. 

United  States-South  America  route  case.  637. 

Venezolana  Internactonal  de  Avlaclon.  S  A  ,  23. 

Zantop  Air  Transport,  Inc.,  58. 

Civil  Defense  Functions: 

See  Defense  Department. 

Civil  Service  Commission: 

APPEALS  from  adverse  actions: 
Agency  systems,  regulations  (Executive  Order  10987).      550 
Appeals  to  Commission  (Executive  Order  10988) 551 

EDUCATION   (formal)    requirements  for  appointment 

as  psychologist 457 

EMPLOYEE-MANAGEMENT  RELATIONS,  code  of  fair 

labor  practices  (Executive  Order  10988). -__       551 

EMPLOYEE  ORGANIZATIONS,  standards  of  conduct. 

functions  ( Executive  Order  10988) 551 

EXCEPTIONS      FROM      COMPETITIVE      SERVICE; 
agencies   with   positions   added,   amended,   or  re- 
voked: 
Schedule  A: 

Defense  Department 302 

Health.  Education,  and  Welfare  E>epartment 391.442 

Labor  Department 251 

Social  Security  Administration 391 

Schedule  B: 

Area  Redevelopment  Administration 728 

Commerce   Department 728 

Schedule  C: 

Commerce   Department -    -  96,251.515 

Federal  Aviation  Agency 302 

Housing  and  Home  Finance  Agency 38 

Interior  Department 38 
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Civil  Service  Commission— Continued  ^^* 

EXCEPTIONS  FROM  COMPETITIVE  SERVICE — Con. 
Schedule  C — Continued 

Labor  Department 851 

Maritime   Administration 96,515 

Peace  Corps 649 

Post  Office  Department 38,251,767 

State  Department 38 

FOREIGN  AND  TERRITORIAL  COMPENSATION, 
difTerentials  and  cost-of-living  edlowances  payable 
in  nonforeign  areas;  Christmas  Island 221 

LEAVE  REGULATIONS;  sick  leave  recredit  and  re- 
establishment  of  leave  account  as  credit  or  charge.      221 

PAY  AND  ALLOWANCES  to  Federal  employees  in  cases 

of  emergency  evacuations  (Executive  Order  10982).  3 

PAY  REGULATIONS: 

Allotments  and  assignments  from  Federal  employees.  5 

Increase  in  minimum  rates  of  pay;  certain  positions: 

Engineers  450 

Foreign  affairs  professor,  National  War  College 242 

Pharmacists 844 

Scientists 450 

POLITICAL  ACTIVITY;   investigation  and  waiver  of 

hearing  390 

Coast  Guard: 

CADETS  of  Coast  Guard,  regulations 293 

CONTINENTAL  SHELF.  OUTER;  means  of  escape  from 

off-shore  riggings,  proposed  rules 657 

ENGINEERING,  electrical  and  marine;  proposed  rules—      657 
EXPLOSIVES;  proposed  rules: 

Handling  within  or  near  waterfront  facilities 657 

Transportation  or  storage  on  vessels 657 

GRAIN  CARGOES;   transportation  of  loose  grain  in 

bulk _ 612 

INSPECTIONS: 

Assessment,  mitigation  or  remission  of  penalties 630 

Navigation  and  vessel  Inspection: 

Proposed  rules,  and  hearing 657 

Waivers 629 

MERCHANT  MARINE  COUNCIL;  proposed  changes  in 
navigation  and  vessel  inspection  regulation,  hear- 
ing   „.       657 

SCHOOL  SHIPS.  NAUTICAL;  proposed  rules 657 

SPECIFICATIONS: 

Extinguishers,  proposed  rules 657 

Lifesaving  equipment,  proposed  rules 657 

Materials;  costs  of  pre-approval  tests,  and  statutory 

authorities  for  specifications 180 

UNDOCUMENTED  VESSELS,  numbering;  reports  and 

assessments  of  penalties  for  violations 632 

UNINSPECTED  VESSELS,  operations;  procedures  for 
assessment,  collection,  remission,  or  mitigation  of 
fines  or  penalties 632 

Commerce  Department: 
See  Census  Bureau. 

International  Programs  Bureau. 
Maritime  Administration. 
National  Bureau  of  Standards. 
Patent  Office. 
APPOINTMENTS  without  compensation  and  statements 
of  business  interests  under  Defense  Production  Act 

of   1950 _ 789,926 

ORGANIZATION  AND  FUNCTIONS: 

Field  Services  Office 265 

Maritime  Administration;  Research  and  Development 

Office 701 

Committees  and  Boards:  

AMERICAN    FISHERIES    ADVISORY    COMMITTEE, 

objectives,  responsibilities,  procedures,  etc 138 

CONTRACT  APPEALS  BOARD.  AID,  establishment 903 

FEDERAL  EMPLOYEE-MANAGEMENT  RELATIONS 
PROGRAM.  PRESIDENT'S  TEMPORARY  COM- 
MITTEE ON  IMPLEMENTATION;  establishment 
( Executive  Order  10988> 551 

FEDERAL  REGISTER  ADMINISTRATIVE  COMMIT- 
TEE, designation  of  Charles  F.  Simms  as  represent- 
ative from  Justice  Department 430 

FISHERIES   ADVISORY   COMMITTEE,   AMERICAN; 

objectives,  responsibilities,  policies,  etc 138 

FOREIGN      INTELLIGENCE      ADVISORY      BOARD, 

PRESIDENT'S  (Executive  Order  10985)- 439 

HIGHWAY  SAFETY  BOARD.  INTERDEPART- 
MENTAL; membership  (Executive  Order  10986)...      439 
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Commodity  Credit  Corporation: 
AUTHORITY  DELEGATION  by  Executive  Vice  Presi- 
dent, to  certain  Directors  of  Agricultural  Stabiliza- 
tion and  Conservation  Service  commodity  offices; 

sight  drafts  and  certificates 

CHANGES  in  certain  designations 

LOAN  AND  PURCHASE  AGREEMENT  PROGRAMS; 
1961  crops: 

Barley 

Flaxseed . 96,558 

Rye  557 

Wheat 96,557 

PRICE  SUPPORT  PROGRAMS: 

Sales  of  certain  commodities  acquired  through  price- 
support  operations;  monthly  sales  list,  January 

1962 320 

Various  commodities: 

Grains 840 

Peanuts ^ 6 

Communist  Organizations: 

PASSPORTS,  denial  of 344 

RADIO  AND  TELEVISION  BROADCASTS,  sponsorship 

identification 450 

Comptroller  of  the  Currency:  -^ 

CITIZENS    NATIONAL   BANK    of    Holdenville,   Okla-- 

homa;  proposed  organization,  hearing 839 

INSURED  BANKS,  joint  call  for  report  of  conditions...      325 

Conflict  of  Interest: 

Appointments  without  compensation,  statements  of  fi- 
nancial interests.  See  Commerce  Department; 
Emergency  Planning  Office;  Interior  Department; 
Interstate  Commerce  Commission, 

Continental  Shelf,  Outer: 

OFF-SHORE  RIGGINOS,  etc..  escape  from;  proposed 

rules 657 

OIL  AND  GAS  LEASE  OFFERS: 

California 867 

Louisiana - 348.  350 

Texas 350 

TEXAS  TOWER,  enlisted  members  of  uniformed  serv- 
ices assigned  to;  additional  pay  for  sea  duty  (Execu- 
tive Order  10989) 727 

Contracts: 

See  also  Procurement. 

AUTHORITY    DELEGATIONS    respecting    contracts. 

See  specific  agencies. 
CONTRACT  APPEALS  BOARD,  AID;  establishment-—      903 

Com: 

Sweet  corn  for  processing,  standards  for  grades;  pro- 
posed  rules 863 

Com  Meal: 

standard  of  identity,  enriched  corn  meal 618 

Cotton: 

Marketing  quotas,  acreage  allotments,  1962  crop: 

Extra  long 6,  303 

Upland  303 

Customs  Bureau: 

ANTIDUMPING  ACT  of  1921 : 
Commissioner's  determination,  appraisement  withheld 

on  Portland  cement  from  Japan 18 

Secretary   of   Treasury  detenninatlons.     See   main 
heading  Treasury  Department. 
ARTICLES  CONDITIONALLY  FREE,  subject   to  re- 
duced rate,  etc.: 
Theatrical  paraphernalia;  examination  and  identifi- 
cation          771 

United  States  Government  importations 771 

CUSTOMS  DISTRICTS,  ports  and  stations: 
Appraisers    of    merchandise,    locations    of    head- 
quarters    ^^-      618 

Collection  districts  and  ports: 

No.  17,  Atlanta.  Ga.;  addition -,-      617 

No.  32,  Marine  documents  issued  at  Guam  under 
supervision  of  Honolulu,  Hawaii,  customs  col- 
lector   . 617 

No.  49.  Commonwealth  of  Puerto  Rico 618 

Comptrollers  of  customs,  assignment  of  districts  to__      618 
Customs  stations.  District  No.  13,  Salisbury.  Md.;  Bal- 
timore port  of  entry 618 
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Customs  Bureau — Continued  '^*** 

ENTRY  OP  IMPORTED  MERCHANDISE: 
Articles  where  immediate  delivery  is  necessary;  re- 
lease under  special  permits 739 

Entry  for  consumption,  form  7501;  additional  copy  for 

tax  purposes  on  certain  tobacco  products 101 

Entry  for  warehouse,  form  7502 101 

ORGANIZATION,  authority  delegations;  Deputy  Com- 
missioner, formerly  Chief,  Division  of  Marine  Ad- 
ministration, certain  decisions  and  functions     _   ._       262 
TARIFF  CLASSIFICATION,  imported   brandied  cher- 
ries;   prospective   assessment   of    internal- revenue 

tax 184 

VESSELS: 

,   Documentation:  definitions,  home  port  222 

In  foreign  and  domestic  trades,  coastwise  procedures; 

trade  with  noncontiguous  territory  ...  222 

D 

Decorations  and  Awards: 

Air  Force  Department  regulations 884 

Defense  Department: 

See  Air  Force  Department. 

Army  Department. 

Navy  Department. 

AUTHORITY  DELEGATIONS: 

See  also  Organization. 

By  Assistant  Secretary  (Civil  Defense)  to  various  of- 
ficials; administrative  authorities  for  Civil  De- 
fense functi(Hi5 903 

Prom  General  Services  Administrator;  representation 
of  Government  interests  before  FCC  respecting 

American  Telephone  and  Telegraph  Co 640 

ORGANIZATION;  Assistant  SecreUry  (Civil  Defense), 
administration  and  operation  of  OfiBce  of  Civil  De- 
fense         905 

RECORDS;  fees  and  charges,  schedule  for  copying,  cer- 
tification and  search 403 

USER  CHARGES;   policies,  disposition  of  collections. 

annual  report  on,  etc 1 403 

Disaster  Areas: 

FEDERAL  ASSISTANCE.  See  Agriculture  Depart- 
ment; Small  Business  Administration. 

RELIEF  SHIPMENTS;  ocean  freight  charges  on  sup- 
plies donated  by  non-profit  agencies  to  be  paid  by 
Army   Department 177 

Discrimination: 

See  Nondiscrimination. 

Drugs: 

CERTIFICATION  AND  TESTS,  etc.  See  Food  and 
Drug  Administration. 

DRUG  AND  MEDICINE  INDUSTRY,  tentative  mini- 
mum wage  determination 315 


Education  and  Educational  Facilities: 

ALIEN  STUDENTS,  schools  for 503 

FM  STATIONS,  noncommercial;  operating  power,  de- 

termination  and  maintenance 341 

FELLOWSHIP  PROGRAMS;  National  Defense  grad- 
uate programs  approved  and  fellowships  awarded 

after  September  22,  1961 47 

MILITARY  EDUCATION,  promoUon  of  rifie  practice..       511 
SCHOOL  PURPOSES,  public  lands  opened  to  applica- 
tions by  various  States  for.    See  Land  Management 
Bureau. 

Education  Office: 

National  Defense  graduate  fellowship  program;  pro- 
grams approved  and  fellowships  awarded  after  Sep- 
tember 22,  1961 47 

Eggs: 

Turkey  eggs,  proposed  marketing  agreement,  hearing.      518. 

834 

Emergency  Evacuations: 

Allotment  and  assignment  of  pay  to  Federal  employees 

(Executive  Order  10982) 3 


Emergency  Planning  Office:  ^^^ 

APPOINTMENTS  without  compensation  and  state- 
ments of  business  interests  under  Defense  Produc- 
tion Act  of  1950 .       .  __  287 

OFFICIAL  INFORMATION,  limitation  of  authority"  to 

classify    (Executive  Order   10985) 439 

Employee-Management  Cooperation  in  Fed- 
eral Service: 
(Executive  Order  10988 1    _       551 

Employee  Organizations  in   Federdl   Service: 

Recognition    and    policy    directive     (Executive    Order 

10988.     ..  ,    551 

Employment  Security  Bureau: 

Mexican  labor  pro^^ram.  deletion  of  rules 858 

Engineers  Corps;  Army  Department: 

BRIDGE  REGULATIONS: 

California.  Novato  Creek _  .  447 

Connecticut: 

Johnsons  River 445 

Mystic    River   I. .""11  445 

Poquonock  River 445,  448 

Yellow  Mill  Channel .    "I.l."!.  445 

Delaware : 

Lewes  and  Rehoboth  Canal 623 

St.  Jones  River ~_  404 

District  of  Columbia,  Anacostia  River...  890 

Georgia.  Satilla  River 623 

Gulf  of  Mexico,  waters  discharging  into,  west  of  Mis- 
sissippi River 445 

Illinois,  Chicago  River ~.^^^^^W^  447 

Louisiana,  Bayou  Plaquemine .     .  253 

Texas.  Clear  Creek;  revocation.. 446 

RESERVOIR  AREAS,  public  use  of: 
Navarro  Mills  Reservoir  Area.  Richland  Creek.  Texas.  829 
Prompton  Reservoir  Area.  Lackawaxen  River,  Penn- 
sylvania    829 

Estate  Taxes: 

See  Internal  Revenue  Service. 

Evacuations,  Emergency: 

Allotment  and  assignment  of  pay  to  Federal  employees 

(Executive  Order   10982) ._  3 

Executive  Office  of  the  President: 

See  Emergency  Planning  Office. 

Executive  Orders: 

See  Presidential  documents. 

Explosives: 

Transportation  of.    See  Coast  Guard. 

Export  Control: 

See  International  Programs  Bureau. 
Exports: 

See  Imports  and  exports. 

F 

Fair  Labor  Practices  Code: 

Federal  service  ( Executive  Order  10988 •... 551 

Farm  Credit  Administration: 

Federal  land  banks;  general  provisions 877 

Federal  Aviation  Agency: 

AIR  TRAFFIC  RULES: 

Departures,  standard  instrument;  plan  for  simplifica- 
tion of  air  trafBc  control  clearances,  relay,  and 

delivery  procedures 126,  326,  539 

Radio  failure 7g8 

AIRPORT.  Moisant  International,  Louisana;    turbojet 

operations,    hearing .  .  431 

AIRSPACE: 
Construction,  proposed: 

Radio  antenna  structures  and  towers;    no  objec- 
tions         268 

Television  antenna  structures  and  towers: 

No  objections 269,326,793 

Objections 61,62 

Rest49Cted  areas.     See  Restricted  areas,  below. 
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Federal  Aviation  Agency — Continued  ^■■* 

AIRWORTHINESS  DIRECTIVES: 

Beech 615 

Boeing 442.661,769 

Douglas 505. 6M 

Edo - 536 

Fairchild 204 

Hlller 856 

Lockheed — -      204 

Lvcoming   770 

Piper    98,505 

Vickers . ■ —       652 

AIRWORTHINESS  REQUIREMENTS;  rotorcraft  with 
external  loads,  approval  and  operation,  proposed 

rule i       748 

AUTHORITY  DELEGATION  by  Administrator  to 
Hearing  Officers;  certain  authority  of  Adminis- 
trator         841 

CERTIFICATION  OP  AIRCRAFT;  rotorcraft  with  ex- 
ternal loads,  approval  and  operation.  pr(V)osed  rule.      748 
CONSTRUCTION;    radio  and  TV  antenna  structures 

and  towers.     See  under  Airspace. 
CONTROL  AREAS,  CONTROL  ZONES,  etc.,  designa- 
tion; alterations:  j 
Control  areas: 

Colored  Federal  airways,  low  altitude  (red) 751 

Continental  control  area. 317,467.617 

Extension  of  control  areas _  170.171.317. 

476,  505.  506,  507,  509.  562.  609.  770.  835.  836 
VOR  Federal  airway  control  areas;  low  altitude: 

Domestic 98, 

303,  467,  505,  536.  561.  698.  736.  737.  752,  856 

Hawaii 616 

Control   zones 171.317.346,393, 

468,  506,  507,  508.  634.  652.  653.  770.  788.  835 

Positive  control  areas 617 

Reporting  points: 

Colored  Federal  airways,  low  altitude  (red) 751 

VOR  Federal  airways  reporting  points: 

Intermediate  altitude — 737 

Low  altitude 561.737 

Transition  areas 393.506.509.616.634.653.699.836 

FEDERAL  AIRWAYS,  designation;  alterations: 
Colored  Federal  airways,  low  altitude  (blue,  red)  ___  736, 751 
VOR  Federal  airways;  alterations: 

Intermediate    altitude —  170.317.466. 

562,  616,  634,  697.  698.  736.  750.  751,  834,  856 

Low   altitude 98.170.303.317.466.467.605,636,661 

562,  634.  694.  698.  735,  736.  737.  750,  752,  856 

Hawaii - 616 

INSTRUMENT  FLIGHT  RULES: 
Altitudes,  minimum  en  route  IPR: 

Exceptions,  criteria  for ;  proposed  nile 14 

Mountainous  areas;  proposed  rule 14 

Particular  routes  and  Intersections: 
Colored  Federal  airways  (amber,  blue,  green,  red)  _      394 

Dii-ect  routes 394 

VOR  Federal  airways 394 

Hawaii    - -      396 

Approach    procedures,    standard,    for   take-off    and 
landing  at  particular  airports;  alterations: 

Landing  system  procedures 209.217,220,567,574.679 

Radar  procedures 211.569,575,680 

Radio  range  procedures ^ 205,211,664.670,576 

Departures,  standard;  plan  for  simplification  of  air 
traffic    control    clearances,   relay,    and   delivery 

procedure 126, 326. 539 

IRREGULAR  AIR  CARRIER  and  off-route  rules: 
Airborne  weather  radar  for  transport  category  air- 
planes carrying  passengers  (SR-436B> 97.465 

Flight  time  limitations  for  flight  engineers;  proposed 

rule   697 

Passenger  compartments,  carriage  of  cargo  in 651 

JET  ROUTES,  jet  advisory  areas,  alterations: 
Jet  advisory  areas: 

En  route 205,337,537.667.737.752.753,882.902 

Terminal 787,762,770 

Jet  routes 99. 537, 667, 699. 738. 763, 822, 882 

OPERATION  RULES;   rotorcraft  with  external  loads, 

approval  and  operation,  proposed  rule 748 

ORGANIZATION  AND  FUNCTIONS: 

Aviation  research  and  devel(vmient  servlee — 266 

General  Safety  District  Ofllce.  closing 692 

Hearing  officers  of  Administrator's  office;  functions.-      841 
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RESTRICTED  AREAS  over  military  installations,  etc., 
alterations: 

California  ._ 634 

Indiana 617 

Kentucky  563 

Maryland  17 

Massachusetts 563 

Michigan 253 

Minnesota 563 

Nevada   6,205 

New   Jersey 171 

New  Mexico 836 

New  York 563 

Oklahoma 317 

Puerto  Rico 562 

SCHEDULED  AIR  CARRIERS: 

Airborne  weather  radar  for  airplanes  carrying  pM- 

sengers   (SR-436B) 97.465 

Passenger  compartments,  carriage  of  cargo  in 649,  651 

TECHNICAL  STANDARD  ORDERS,  C  Series;   mini- 
mum   performance    standards,    portable    aircraft 

emergency  communications  equipment  (C61a) — _  336 

Federal  Communications  Commission: 
ALASKA,    maritime    mobile    and    radiodetermination 

operations;  proposed  rule,  extension  of  time 17 

AVIATION  SERVICES: 

Developmental  operation 743 

Frequencies,  frequency  stability,  and  definitions;  pro- 

p>osed  rules,  extension  of  time 537 

License  period,  developmental  operation 742 

CANADIAN   BROADCAST    STATIONS 869 

COMMUNIST  ORGANIZATION  to  be  identified  as  pro- 
gram  sponsor 450 

CONELRAD  DRILLS  or  alerts,  participation  by  tele- 
phone companies 742 

EXPERIMENTAL  BROADCAST  SERVICJES,  frequen- 
cies   447 

FREQUENCIES  AND  CHANNELS: 
See  also  Frequency  allocations. 
Frequency  bands: 

90-110  kc/s 476 

200-415  kc/s 476 

406-420  kc/s 745' 

1003-1005  kc/s 319 

1800-2000  kc/s 476 

4072.4  kc/s 180 

4377.4  kc/s    180 

8210.8  kc/s   __- 180 

20000-20010  kc/s _— 319 

40.66-40.70  Mc/s 271 

46.68  Mc/s _ 319 

73.0-74.6  Mc/s   __- 271 

156-174  Mc/s   _-_ _ 17 

328.6-335.4  Mc/s  271,319 

404-406  Mc/s 319 

1400-1427  Mc/s   270 

1664.4-1668.4  Mc/s  271,319 

2690-2700  Mc/s 271 

4990-5000  Mc/s  271.319 

10-90  Qc/s    __- 271,319 

Services  and  stations: 

Aviation  services 637 

Canadian  broadcsist  stations 869 

Experimental  broadcast  services 447 

Maritime  radio  services 17. 180 

Non-Govenunent    stations    transmitting    hydro- 
logical  and  meteorological  data 745 

Radio  astronomy--- 258,270.318 

Radlonavigation  service 476 

Television  broadcast  stations 259, 

260.  346.  471,  667,  837.  838 
FREQUENCY  ALLOCATIONS: 
See  also  Frequencies  and  channels,  above.  \ 
Allocation,  assignment,  and  use  ot  radio  frequencies: 
Radio  astronomy: 

Inquiry  and  proposed  rules 270.318 

Notiflcaticm,  proposed  rule 268 
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FREQUENCY  ALLOCATIONS— Continued 

Allocation,  etc..  of  radio  frequencies — Continued 
Table  of  frequency  allocations : 

Application  and  format,  proposed  rules 258 

Table: 

90-llOkC/S _.. 476 

20O-415kc/s 476 

1003-1005  kc/s 319 

1800-2000  kc/s _  476 

4072.4kc/s    180 

4377.4  kc/s    180 

8210.8  kc/s    .   _        180 

20000-20010  kc/s .         319 

40.66-^0.70  Mc/s .         271 

40.66  Mc^s 319 

73.0-74.6  Mc/s 271 

328.6-335.4  Mc/s   ..' 271   319 

400-406  Mc/s  .  _       319 

1400-1427  Mc/s 270 

1664.4-1668.4  Mc/s 271  319 

2690-2700  Mc/s 271 

4990-5000  Mc/s _         271   319 

10-90  Gc/s 271.319 

Geneva  Radio  Regulations,  correction  to  amend- 
ments         656 

HEARLNOS.  ORDERS,  etc. ;  companies  and  stations,  see 

list  at  end  of  this  agency. 
INDUSTRIAL  RADIO  SERVICES: 

Business  service,  frequencies 745 

Definition  of  terms 586 

Forest  products  service: 

Eligibility  for  station  authorization 343 

Frequencies 745 

Motion  picture  service,  eligibility  for  station  authori- 
zation           343 

,  Petroleum  radio  service : 

Eligibility  for  station  authorization 343 

Frequencies 745 

Power  service: 

Eligibility  for  station  authorization 343 

Frequencies 745 

Relay  press  service,  eligibility  for  station  authoriza- 
tion    343 

Special  industrial  service,  frequencies 745 

INTERNATIONAL  TELECOMMUNICATION  UNION; 
radio  astronomy  observatories  and  frequencies  in- 
volved, proposed  rules 258 

LAND  TRANSPORTATION  RADIO  SERVICES: 

General,  cooperative  use  of  facilities 344 

Motor  carrier  service,  eligibility  for  station  authoriza- 
tion          344 

Railroad  service,  eligibility  for  station  authorization. .       344 
MARITIME  RADIO  SERVICES: 
Land  stations: 
Coastal: 
Telegraphy,  use  by  coast  stations:  eligibility  for 

station  authorization 343 

Telephony,  use  by  limited  coast  stations;  eligibil- 
ity for  station  authorization 343 

Fixed  stations  associated  with  maritime  mobile  serv- 
ice, eligibility  for  station  authorization 343 

Maritime   mobile   and   radiodetermination   opera- 
tions; proposed  rule,  extension  of  time 17 

Shipboard  stations;  maritime  mobile  and  radiode-^ 
termination  operations,  proposed  rule,  extension 
of  time 17 

ORGANIZATION  AND  FUNCTIONS,  public  informa- 
tion: 

Inspection  of  records 270 

Public  reference  rooms 270 

PRACTICE  AND  PROCEDURE,  notice  of  violations!! .  254 

PUBLIC  SAFETY  RADIO  SERVICES: 

Definitions  of  terms 103 

Local  Government  Service,  control  of  traffic  lights  by 

mobile  units  in  emergency  Vehicles 743 

RADIATION  DEVICES,  telwnetering  devices  and  wire- 
less   microphones;    proposed    rule,    extension    of 

time 700.902 

RADIO  ASTRONOMY,  inquiry  and  proposed  rules 258 . 

270  318 
RADIO  BROADCAST  SERVICES: 
Communist  organization  to  be  identified  as  program 

sponsor 450 
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RADIO  BROADCAST  SERVICES — Continued 

CONELRAD  drills  or  alerts,  participation  by  telephone 

companies    742 

Educational  FM  stations,  noncommercial;  operating 

power,  determination  and  maintenance 341 

FM  broadcast  stations;  operating  power,  determina- 
tion and  maintenance 340 

Standard  broadcast  stations: 

Application  ready  and  available  for  processing 479 

Compatible  single  sideband  system  of  modulation, 

proceeding  terminated 368 

Television  broadcast  stations: 
Channel  assignments: 

Table    of    a.ssignmeiit.s;    addition.s.    deletions,    or 
changes: 

Alabama 837.838 

California    259,260.346 

Colorado __    260 

Connecticut __  837.838 

Florida .   333 

•      Illinois    837,838 

Indiana 260 

Louisiana 333 

Maine 471 

Nevada  346 

New    York 667.837.838 

North  Carolina 333 

Ohio    _. 338 

Oklahoma   838 

Pennsylvania 837,838 

South    Carolina 837,838 

Tennessee 338 

Wisconsin    837,838 

Wyoming  260 

UHP  channels,  proposed  rules 837.838 

Technical  standards; 

Operating  power 341 

Transmitters,  visual,  for  color 341 

SUBVERSIVE    ACTIVITIES    CONTROL;     communist 

organization  sponsorship  to  be  identified 450 

TELEPHONE  COMPANIES,  participation   in  CONEL- 
RAD drills  or  alerts 742 

HEARINGS,   ORDERS,    ETC.: 

American  Telephone  and  Telegraph  Co  .  701. 

Asheboro  BroadcaaUng  Co    ( WOWR) ,  362,  539. 

Bartell  Broadcaaters.  Inc.  (WOKY) .  365. 

Belleville  Broadcaating  Co  .  Inc.  (WIBVi,  540.  675. 

Clay  Service  Corp  ,  363.  702. 

Community  Service  Broadcasters.  Inc   et  al  .  184   675,  702, 

Crcwby  County  Broadcasting  Co  .  126 

Dawson,  Ray  Charles,  364. 

DeKalb  Broadcasting  Co  .  363,  540. 

Dover  Broadcasting  Co  et  al  .  540.  675. 

Eastern  Shore  Microwave  Relay  Co  .  277,  432 

Fitzgerald.  Francis  M   et  al  .  431 

Flower  City  Television  Corp  et  al  ,  127.  271,  364.  598. 

Oeller.  Simon.  364.  541 

Grand  Broadcasting  Co  et  al  .  128.  431 

Grand  Strand  Broadcasting  Co..  366,  541. 

Greenville  Broadcasting  Co  ,  704.  842.  ' 

Hlgson-Prank  Radio  Enterprises.  675 

Huber.  Don  L  .  365 

Jefferson  Radio  Co.  (WIXI) .  et  al  .  23.  126.  702 

KSAY  Broadcasting  Co  .  450.  675. 

KWTX  Broadcasting  Co.  (KWTX) .  276. 

Kent-Ravenna  Broadcasting  Co.  et  al..  273,  702.  842. 

Kerrvllle  Broadcasting  Co   (KERV) . 

La  Fiesta  Broadcasting  Co..  126,  479. 

Lake  Shore  Broadcasting  Co.,  Inc.  ( WDOE) .  366 

Laubensteln.  Raymond  P..  24. 

Lindsay  Broadcasting  Co.  et  al..  431. 

Little  Joe  Enterprises  ( WJOE) ,  276. 

Lord  Berkeley  Broadcasting  Co..  Inc..  366,  541. 

M  &  M  Telecasters.  et  al  ,  432 

Magnolia  Broadcasting  Co.  (KVMA),  704. 

Melody  Music,  Inc.  (WOMA) ,  703,  758. 

Mld-Cltles  Broadcasting  Corp  .  120.  479. 

Miller,  Saul  M.  et  al..  907. 

Morris,  George  A..  842. 

Neal.  WUUam  B  .  366. 

Neighborly  Broadcaating  Co  .  Inc..  598. 

Peninsula  Televlalon  Relay  Corp..  277,  432. 

Publlx  Televlalon  Corp.  et  al..  387.  451. 

Radlo-Actlve  Broadcaating,  Inc.  (WATO),  541. 
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HEARINGS,   ORDERS,   ETC. — Continu*^ 
Radio  Associates,  Inc.  (WEER),  642. 
Rarltan  Valley  Broadcasting  Co..  Inc.  (WCTC),481. 
Richmond  Brothers,  Inc.  ( WMEX) ,  364,  541. 
Rochester  Broadcasting  Corp.,  364. 
S  B  B  Corp..  675. 

Sarasota-Charlotte  Broadcasting  Corp.,  276. 
Smackover  Radio.  Inc..  704. 
Splnks.  Hayward  F..  704.  842.         I 
Superior  Broadcasting  Co.,  479. 
Superior  Communications  Co..  Inc.,  705. 
Veterans  Broadcasting  Co..  Inc.  et  al..  368. 
Voice  of  the  Mid  South,  126,  702. 
WNOW,  Inc.   (WNOW).  542.  | 

Williams,  James  R..  366. 

Federal  Crop  Insurance  Corporation: 

Federal  crop  insurance:  1962  crop  year,  raisin  crop 689 

Federal  Deposit  Insurance  Corporation: 

Calls  for  reports  on  condition.  Income  and  dividends: 

Insured  banks,  joint  call 325 

Insured  mutual  savings  banks  not  members  of  Fed- 
eral Reserve  System 325 

Insured  State  banks  not  members  of  Federal  Reserve 
System  except  banks  in  District  of  Columbia  and 
mutual  savings  banks 325 

Federal  Employee-Management  Relations 
Program,  President's  Temporary  Commit- 
tee on  Implementation: 

Establishment  (Executive  Order  10988) 551 

Federal  Home  Loan  Bank  Board: 

FEDERAL  SAVINGS  AND  LOAN  INSURANCE  COR- 
PORATION, operations ;  change  of  State-chartered 
mutual  insured  institution  to  guaranty  or  perma- 

nent  stock  type  institution 393 

FEDERAL  SAVINGS  AND  LOAN  SYSTEM,  operations ;    • 

distribution  of  earnings 45,442 

Federal  Housing  Administration: 

ARMED  SERVICES  HOUSING:  military  personnel: 
Contract  rights  and  obligations;  assignment  of  in- 
sured mortgages - 773 

Eligibility  requirements;  eligible  mortgages,  issuance 

of  bonds  secured  by  trust  indenture 773 

CONDOMINIUM  OWNERSHIP: 
Contract  rights  and  obligations;   taxes,  assessment 

and  certificate  of  assessment 773 

Eligibility  requirements: 

Application  fee , 102 

Eligible  mortgages;   eligibility  family  unit,  multi- 
family   structure,   and   apartment   ownership 

plan 773 

COOPERATIVE  HOUSING  mortgage  insurance;  proj- 
ects, eligibility  requirements: 
Eligible  mortgages  and  supplementary  locuis;  issuance 

of  bonds  secured  by  trust  indentures ,      772 

Supervision  of  mortgagors;  working  capital  and  as- 

siirances  of  completion 772 

ELDERLY  PERSONS  HOUSING  mortgage  insiu-ance; 
eligibility  requirements,  definitions,  "private  mort- 
gagor profit" 772 

LOW  COST  AND  MODERATE  INCOMi:  mortgage  In- 
surance : 
Low  cost  homes,  eligibility  requirements;  maturity  of 

mortgage 772 

Moderate  income  projects;  eligibility  requirements: 
Eligible  mortgages;  Issuance  of  bonds  secured  by 

trust  indenture 772 

Insurance  of  advances;   assurance  of  completi(m 

and  financial  requirements 772 

MULTIFAMILY  HOUSING  mortgage  insurance: 
Contract  rights  and  obligations;   assignment  of  in- 
sured mortgages 772 

Eligibility  requirements: 
Eligible  mortgages;   Issuance  of  bonds  secured  by 

trust  indenture -_      772 

Supervision  of  private  mortgagors  required 772 

MUTUAL  MORTGAGE  INSURANCE  and  Insxired  home 
improvement  loans: 
Contract   rights   and   obligations;    claim   procedure, 

contents  of  deed  and  supporting  documents 772 
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MUTUAL  MORTGAGE  INSURANCE,  etc.— Continued 
Eligibility  requirements: 

Application  and  commitment;  application  fee 101 

Eligible  mortgages,  mortgage  provisions 771 

Insured  home  improvement  loans;  application  fee 102 

NURSING  HOMES  mortgage  insurance;  eligibility  re- 
quirements, issuance  of  bonds  secured  by  trust  in- 
denture         773 

Federal  Maritime  Commission: 

OFFICIAL  INFORMATION,  limitation  of  authority  to 

classify  (Executive  Order  10985) 439 

ORGANIZATION  and  functions 677 

Redelegation  of  authorities  by  executive  director 679 

RATES  AND  CHARGES;  investigations  and  hearings: 
Alaska  Steamship  Co.;  general  rate  increases,  Penin- 
sula and  Bering  Sea  areas 842 

Atlantic /Gulf  Puerto  Rico  trade: 

Bull,  A.  H.,  Steamship  Co.,  Inc 130,  242,  843 

Sugar,  refined  or  turbinated,  in  bags;   increased 

rates   130,598 

Hawaiian  rates;  second  general  increase,  1961 131 

Olson,  Oliver  J.,  &  Co.,  reduction  in  rates.  Pacific 

Coast-Hawaii   676 

Pacific  Coast  terminals;  free  time  and  collection  of 

wharf  demurrage  and  storage  charges 131 

TARIFFS,  filing  of,  by  common  water  carriers: 

Domestic  offshore  trades 695 

Foreign  commerce;  proposed  rule,  extension  of  time__      700 
TRANSPORTATION  AGREEMENTS;  approved,  unap- 
proved, investigations,  hearings,  show -cause  orders, 
etc.: 

American  Export  Lines,  Inc.  et  al 371 

Associated   Steamship    Lines    (Manila)    Conference, 

member  lines 479 

De  La  Rama  Steamship  Co.,  Inc.  et  al 842 

Isthmian  Lines,  Inc.  et  al 758 

Mississippi  Shipping  Co.,  Inc.  et  al 675 

Rcderiaktle-Bolaget  Nordstjeman  et  al 184 

River  Plate  and  Brazil  Conference  et  al 676 

Trans-Pacific  Passenger  Conference,  member  lines 184 

Federal  Mediation  and  Conciliation  Service: 
Federal  employee  organizations,  functions   (Executive 

Order    10988) ___       551 

Federal  National  Mortgage  Association: 

Mortgage  purchases,  servicing  and  sales,  and  short-term 

loans  on  security  of  mortgages 171 

Federal  Personnel: 

See  Government  employees. 

Federal  Power  Commission: 

HEARINGS.    See  list  at  end  of  this  agency. 

LANDS,  partial  vacation,  project  No.  1971,  Idaho 909 

NATURAL  GAS  ACT,  regulations: 
Definitions: 

"New  delivery  points" 510 

"Replacement  of  facilities" 510 

Independent    producers,    form    of    filing    for    rate 

changes 252 

HEARINGS,  APPtlCATIONS,  ETC.: 
Amerada  Petroleum  Corp.,  844. 
Appleman,  Nathan,  et  al,  370. 
Atlantic  Seaboard  Corp.,  132. 
Callery,  F.  A.,  Inc.  et  al.,  326. 
Central  Natural  Gas  Co..  758. 
Cities  Service  Gas  Co.,  598.  908. 
Cities  Service  Production  Co.  et  al..  58. 
Coastal  Transmission  Corp.,  639. 
Colorado  Interstate  Gas  Co.,  24. 
DuKe  Power  Co..  244. 
El  Paso  Electric  Co.,  25. 
El  Paso  Natural  Gas  Co.,  59,  243,  480, 844. 
Herrlngton.  Louise  H.  et  al.,  59. 
Houston  Texas  Gas  &  OU  Corp.,  639,  758. 
Huber,  J.  M..  Corp.  et  al..  681. 
Rumble  Oil  &  Refining  Co.  et  al.,  480. 
Hunt,  Hassle,  Trust,  et  al.,  132. 
Kansas-Nebraska  Natural  Gas  Co.,  Inc.,  790. 
Kentucky  Gas  Transmission  Corp.,  682. 
Lake  Shore  Pipe  Line  Co.,  481. 
McAlester  Fuel  Co.,  683. 
Montana-Dakota  Utilities  Co.  et  al.,  186. 
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HEARINGS,    APPIICATIONS.    ETC. — CenMniM^ 
Natural  Oas  Storage  Co.  of  Dllnols,  908. 
New  York  State  Natural  Oas  Corp..  683.  644. 
Northern  Natural  Oas  Co..  243. 
Ohio  Fuel  Oas  Co..  908. 
Pacific  Power  Sc  Light  Co..  432. 
Pan  American  Petroleum  Obrp.  et  al  ,  60. 
Phelps  Ekxlge  Corp..  328. 
Shell  Oil  Co.  et  al  .  133.  759. 
Southern  California  Edison  Co  .  134 
Southern  Natviral  Oas  Co..  25.  794. 
Southwest  Oas  Corp  .  185.  639. 
Sun  OH  Co.  et  al  ,  371. 

Tennessee  Oas  Transmission  Co.  et  al..  599.  705. 
Tennessee  Natural  Oas  Lines,  Inc  .  705. 
Texas  Eastern  Transmission  Corp.  et  al  .  134.  682.  844    845. 

908 
Texas  Oas  Transmission  Corp..  908. 
Texas  Pacific  Coal  &  Oil  Co  .  601. 
Thomas,  Olenn  P.  et  al..  244. 
Transcontinental  Oas  Pipe  Line  Corp  .  60.  328 
Union  Light.  Heat  St  Power  Co..  682. 
Utah  Power  &  Light  Co..  481. 

Federal   Register  Administrative   Committee: 

Justice    Department    representative,     designation    of 

Charles  P.  Simms 430 

Federal  Reserve  System: 

BANK  HOLDING  CX)MPANIES;  applications,  requests 
for  determinations,  etc.: 

Citizens  Central  Bank 909 

Columbiis  Junction  State  Bank 909 

First  Oklahoma  Bancorporation 869 

Hackensack  Trust  Co 683 

INFORMATION.  SUBMITTALS.  OR  REQUESTS,  sub- 
poena of  officers;  correction 393 

INSURED  BANKS.  Joint  call  for  report  of  condition 325 

PAYMENT  OP  INTEREST  on  deposits;  conversion  of 
6-month  time  certificate  of  deposit  into  12-month 

certificate 392 

PROCEDURE;  application  and  requests,  bank  holding 

company  and  merger  applications 504 

Federal  Trade  Commission: 

AUTHORITY  DEl^GATION  by  Commission  to  certain 

officials;  motions,  requests,  appeals,  etc... _..      481 

PROHIBITED  TRADE  PRACTICES,  cease  and  desist 
orders.    See  list  at  end  of  this  agency. 

TRADE  PRACTICE  RULES,  used  automotive  parts  in- 
dustry, hearing 668 

PtOHIBinO  TIADE  MAaiCES,  CEASE  AND  DESIST  ORDERS: 
Aciishnet  Carpet  Mills,  Inc.,  443. 
Arcco  Selling  Agency,  Inc.,  443. 
AUantlc  Shirt  Co.,  Inc..  398. 
Bailey.  I.  Stanley,  443. 
Bank  Street  Clothes,  Inc.,  398. 
Berdy.  Martin.  443. 
Blacker  Bros.,  Inc.,  398. 
Blumenthal,  Ray,  Jr.,  398. 
Calvert,  Vavasseur  &  Co.  Inc.,  100. 
Damon  Creations,  Inc.,  398. 
Druck,  Charles,  664. 
Dubinskl,  Maurice,  306. 
Eastland  Woolen  MUls.  Inc.,  398. 
Elsenberg,  Arthur,  468. 
Plsber,  Harold  H.,  609. 
Florida  Citrus  Distributors,  Inc., 
Oeneral  Poods  Corp..  100. 
OUdden,  The,  Co.,  100. 
Oross,  Jerry,  770. 
Oroas,  J\illan,  654. 
Oruber.  Walter  J..  738. 
Haffleld  Prult  Co..  Inc.  8. 
Honlberg,  Aaron,  654. 
Kaslnoff -Herman,  Inc..  398. 
Kemworth  Laboratories,  Inc.,  609. 
Korvette.  E.  J.,  Inc..  398. 
Lefkowltz.  Morris,  443. 
Leslie  Lloyds  Clothes,  Inc.,  308. 
Udo  Shirt  Corp.,  398. 
Lord  Stuart  Co..  398. 
Lustlg.  Seymour,  738. 
May.  Ous  S..  398. 


Federal  Trade  Commission — Continued  ^^* 

PROHIBITED  TRADE  PRACTICES,  CEASE  AND  DESIST  ORDERS — Con. 

Melrow,  Al.  398 

Meltnger,  Paul,  468 

Molever,  Irving  M  .  739 

Monte  Factor.  Ltd  .  398 

Murray.  Alan  E  and  Lucille  Marsh.  509, 

Murray.  Alan  E  .  Laboratories,  509. 

Murray  Space  Shoe  Corp  ,  509. 

Neiman-Marcus  Co.  251. 

Pease,  Isiiac  M    and  William  A  .  738. 

Perl  Pillow  Co  .  305 

Perlman   Jack  and  Martin.  305 

Phoenix  Pharm.\ceutlcnl  Co  .  654 

Plttsbureh  Plate  Glaa-s  Co  .  882 

Rappap<irt   Da\ld  and  Emanuel.  398 

Ray's  Shop  for  Men,  398 

Reaves.  George  W  .  Jr  .  305 

Red  V  Coconut  Products  Co  Inc  ,  100 

Rlchel.  Inc  .  398 

Rodless  Decoratlon.s,  Inc  .  654 

Rosenberg.  Milton  L  and  Myron  S  ,  443 

Schwartz.  Arena  Jiiseph.  305 

Seneca  Quilting  Co  ,  Inc  .  468 

Seymour  Lustlt?,  738. 

Ski-Land  Woolen  Mill,  398. 

Strlar.  Bernard.  Louis,  and  Max.  398. 

Strlar  Textile  Mill.  398. 

Sunshine  Biscuits.  Inc  ,  100 

Surgical  Appliance  Industries.  Inc    738. 

TUe  &  Appliance  Mart,  Inc  .  739. 

Tile  Mart.  Inc  ,  of  Youngstown,  739. 

Townsman  Clothes,  Inc  ,  398 

Transparent  Glass  Coatings  Co  .  770. 

Vitamin  Center.  Inc  .  The.  654. 

Wood  Sc  Sellcic  Coconut  Co  .  Inc  .  100 

Yakima  Fruit  &  Cold  Storage  Co  .  99 

Feed  Grain   Program: 

Regulations.  1962 146.155.441.457.609 

Feed  Program,  Livestock: 

EMERGENCY  PROGRAM 820 

IN   TRANSIT    INTERSTATE;    twenty-eight    hour   law 

requirements,  proposed  rule 10 

Fellowships: 

National  Defense  graduate  fellowship  programs  ap- 
proved and  fellowships  awarded  after  September  22, 
1961   47 

Fish: 

Standards,  flounder  and  sole  fillets,  frozen;   proposed 

rules 107 

Fish   Flour: 

standards  of  identity.-  740 

Fish  and  Wildlife  Service: 

PROCESSED  FISHERY  PRODUCTS:   frozen  flounder 

and  sole  fillets,  standards,  proposed  rule 107 

WILDLIFE   REFUGES,   NATIONAL: 

Areas  closed  to  hunting:  Virginia.  Back  Bay 104,858 

Areas  open  to  sport  fishing : 

Arizona: 

Havasu  Lake 308 

Imperial   308 

Arkansas.  Big  Lake 896 

California: 

Havasu  Lake 308 

Imperial   308 

Colorado,  Monte  Vista 309 

Georgia: 

Blackbeard  Island..  896 

Okefenokee    558 

Piedmont   558 

Kansas.  Kirwin 309 

Louisiana: 

Lacassine   896 

Sabine       472 

Mississippi,  Noxubee    472 

Nevada: 

Charles  Sheldon  .Antelope  Ranwe 309 

Desert   Game    Ranne 310 

Ruby  Lake ^  310 

Stillwater   __.  310 
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Fish  and  Wildlife  Service — Continued  **•«• 
WILDLIFE  REFUGES,  NATIONAL— Continued 
Areas  open  to  sport  fishing — Continued 

New  Mexico: 

Bitter   Lake 310 

Bosque  del  Apache 311 

Oklahoma: 

Salt    Plains 311 

Tishomingo 311 

Wichita  Mountains 311 

Sjuth  Carolina: 

Santee 897 

Savannah '■ 897 

Tennes.sec : 

Lake  Isom 896 

Rcelfoot    896 

Texas: 

Buffalo 558 

Haperman 312 

Muleshoe    312 

Utah.  Bear  River  Migratory  Bird  Refuge 312 

Wyominp : 

National   Elk   Refuge _ 3lJ 

Pathfinder   313 

Fisheries  Advisor/  Committee,  American: 
Objectives,  responsibilities,  policies,  etc 138 

Fishing:  I 

Sport  fishing  in  certain  wildlife  refuge  areas.    See  Pish 
and  Wildlife  Service. 

Flaxseed:  ' 

Loan  and  purchase  agreement  program,  1961  crop 96.558 

Flour: 

EXPORT  PROGRAM,  definition  of  Vice  President,  For- 

eipn  Agricultural  Service -_^ —       609 

FISH  FLOUR,  standards  of  identity . 740 

Food  Additives: 

See  Food  and  Drug  Administration. 

Food  and  Drug  Administration: 

BACITRACIN: 
Food  additive  in  certain  chicken  feed:  zinc  bacitracin 

or  combined  with  procaine  penicillin 14 

Tests  and  methods  of  assay 619,828 

BALL  POINT  PEN  INK  CARTRIDGES,  exemption  from 

labeling  requirement  as  hazardous  substance 306 

BREAD,  enriched  milk,  raisin,  whole  wheat;  standards 

of  Identity,  effective  date  of  amendment 338 

CHEESES: 
Cieam  cheese;  identity  standards: 
Deviation  from,  for  market  testing;  sorbic  acid  as 

preservative , 358 

Label  statement  of  optional  ingredients;  guar  gum, 

proposed  rule 588 

Swiss,  blue,  and  certain  Italian;  artificial  coloring 

and  bleaching ^      399 

CHLORAMPHENICOL;  tests  and  methods  of  assay....      619 
CHLORTETRACYCLINE : 

Certification  of  batches 622 

Food  additive  in  medicated  chicken  feed;  combined 

witli  Hygromycin  B 46 

Tests  and  methods  of  assay 619 

CORN  GRITS,  enriched,  deviation  from  identity  stand- 
ard for  market  testing;  rinse -resistance  require- 
ments   , 841 

CORN  MEAL,  enriched,  standards  of  identity 618 

DRESSINGS  for  food;  deviation  from  identity  stand- 
ards for  market  tcstinn;.  calcium  disodium  EDTA 
as  preservative: 

French  dressing 358 

Mayonnaise  358 

DRUGS : 

See  also  specific  drugs. 
Antibiotic  and  antibiotic  containing  drugs: 
General  regulations:  definitions,  sodium  oxacillin..      827 
Laboratory  diagnosis  of  disease,  antibiotics  intended 
for  use  in;  antibiotic  sensitivity  discs,  certifi- 
cation, and  tests  and  methods  of  assay,  sodium 

oxacillin 828 

FISH  FLOUR;  standaids  of  identity 740 
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Food  and  Drug  Administration — Continued 

POOD  ADDITIVES,  specific  tolerances  for  listed  chem- 
icals in  animal  feed,  certain  foods,  food  processing 
and  packaging;  rules  proposed  or  adopted: 
Animal  or  poultry  feed,  or  supplements: 

Animal  feeds;  methyl  esters  of  higher  fatty  acids, 

correction -  585,825 

Chicken  feed: 

Hygromycin  B,  alone  or  combined  with  chlor- 

tetracycline  in  medicated  feed 45 

Zinc  bacitracin,  or  combined  with  procaine  p»eni- 

cillin 14 

Zoalene 588 

Swine  feed,  medicated;   hygromycin  B,  alone  or 

combined  with  tylosin 45 

Turkey  feed,  zinc  bacitracin,  or  combined  with  pro- 
caine penicillin 14 

Vitamin  and  mineral  preparations  for  animal  use, 
ethyl  cellulose  as  component  of  protective  coat- 
ing and  as  binder  and  filler 14 

Definitions,  procedural  and  interpretative  regula- 
tions; further  extension  of  effective  date  of 
statute  for  certain  specified  food  additives: 

Direct  additives 824 

Indirect   additives 469,824 

Obsolete  material,  deletions  from  list 469 

Human  consumption: 
Apple  pomace;    2,3-p-dioxanedithiol-S,S-bis   O.O- 

diethyl  phosphorodithioate 834 

Cocoa;  hydrogen  cyanide 305 

Food: 

Disodium  inosinate  as  flavor-enhancer  and  modi- 
fier         748 

Fatty  acids  and  salts;  correction 825 

Sirup,  maple;  paraformaldehyde  residues 531 

Starch-modified,   food -      222 

Vitamin  and  mineral  preparations : 
Ethyl  cellulose  as  component  of  protective  coat- 
ings and  as  binder  and  filler 14 

Vitamin  B12,  liquid  preparations.  EDTA  with  iron 

salts  as  stabilizer 883 

Packaging  or  processing  materials,  coatings,  paper, 
etc.: 
Combustion   product   gas  to   remove   or  displace 

oxygen  in  packaging  of  fresh  leafy  vegetables —        14 
Containers  or  equipment  contact;  additives  affect- 
ing food:  ' 

Animal  glue 47 

Castor  oil  as  lubricant  for  machinery  used  in  pro- 
duction of  hard  candy 14 

Copolymer  of  1,4-cyclohexylene  dimethylene 
terephthalate  and  1.4-cyclohexylene  dimeth- 
ylene  isophthalate 4 826 

Epoxidized  linseed  oil 741 

Polyethylene  terephthalate  film 825 

Polystyrene:  modified  with  butadiene  and  with 

butadienestyrene  785 

Resinous  and  polymeric  coatings 54,531.588 

Starch-modified,   industrial 223 

Paper  or  paperboard  for  packaging  or  food  contact, 
certain  additives  for  coatings,  slime  control. 

etc 46.47.306.338.588,634 

Resins,  ion  exchange,  certain,  for  use  in  food  proc- 
essing          14 

Vitamin  preparations,  food  additives  in 14,883 

FRENCH  DRESSING,  deviation  from  identity  standstrds 
for  market  testing;   calcium  disodium  EDTA  as 

preservative 358 

HAZARDOUS  SUBSTANCES: 

Ball-point  pen  ink  cartridges ;  exemption  from  label- 
ing requirements 306 

Front  panel  placement,  increase  in  conspicuousness 
and  contrast  for  warning  information;  extension 

J      of  time 253 

ICE  CR^AM,  French,  standards  of  identity;  chocolate 

or  cocoa 

MARGARINE.  YELLOW,  deviation  from  identity  stand- 
ard for  market  testing;  calcimn  disodium  EDTA 

as  preservative 358 

MAYONNAISE,  deviation  from  identity  standards  for 
market  testing;  calcium  dlsodiiun  EDTA  as  pre- 
servative   J 358 


584 
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Food  and  Drvg  Adminisfration — Continued       ^^^* 

PENICILLIN: 

CertiflcaUon  of  batches. 443,  619.  827.  829 

Food  additive  in  chicken  and  turkey  feed;  zinc  t>aci- 
tracln  alone  or  combined  with  procaine  penicil- 
lin   14 

Tests  and  methods  of  assay 618,  826 

PESTICIDE  CHEMICALS: 

Further  extension  of  effective  date  of  statute:  correc- 
tion          585 

Specific  tolerances  or  exemptions  for  residues  of  listed 
chemicals  on  raw  agricultural  commodities;  pro- 
posed or  adopted: 

N*-Benzyladenine 906 

1.2-Dlbromo-3-chloropropane 253 

2.3  -  p  -  Dioxanedithiol  -  S^-bls(0.0-diethyl    phos- 

phorodithloate) 834 

Diphenylamine 883 

Ethylene  oxide _.       822 

Polpet   823 

l-Methoxycarbonyl-l-propen-2-yl       dimethylphos- 

phate  and  its  beta  isomer 101 

1-Naphthyl  JV-methylcarbamate 823 

Ronnel 338 

Sulfur  dioxide  and  sodium  metabisulflte 823 

Terpene  polychlorinates 183 

STREPTOMYCIN : 

CertiflcaUon  of  batches 443.585 

Tests  and  methods  of  assay 619 

VITAMIN  preparations,  food  additives  in 14.  883 

Foreign  Duty  Personnel: 

POREION  SERVICE.     See  State  Department. 

PAY  AND  ALLOWANCES: 

Civil  Service  regulation 221 

Emergency  evacuations  (Executive  Order  10982) 3 

UNIFORMED  SERVICES;  additional  pay  for  enlisted 

persoimel  (Executive  Order  10989) 727 

Foreign  Intelligence  Advisory  Board,  Presi- 
dent's: 

Official  information,  limitation  of  authority  to  classify 

(Executive  Order  10985) 439 

Foreign  Social  Insurance: 

sierra  Leone 430 

Foreign-Trade  Zones  Board: 

Foreign-Trade  Zone  No.  5.  Seattle.  Wash. :  extension  of 

time  for  permanent  relocation 125 

G 

Gas  Companies: 

Regiilations,  hearings,  etc.  See  Federal  Power  Com- 
mission. 

General  Services  Administration: 

AUTHORITY  DELEGATION  by  Administrator  to  De- 
fense Department  Secretary;  representation  of  Gov- 
errmient  interests  before  Federal  Communications 
Commission  respecting  American  Telephone  &  Tele- 

graph   Co 640 

PROCUREMENT;  Federal  procurement  regvilations : 
Advertising;  opening  of  bid  and  award  of  contract. 

equal  low  bids 625 

Contract  clauses;  fixed-price  supply  contracts 627 

Labor  surplus  area  concerns 624 

Negotiation,  use  of 625 

Small  business  concerns 623 

Subcontracting  policies  and  procedures 626 

Gift  Taxes: 

See  Internal  Revenue  Service. 

Government  Employees: 

APPEALS  from  adverse  actions: 

Agency  systems,  regulations  (Executive  Order  10987  >  _      550 
Appeals  direct  to  CivU  Service  Commission  (Executive 

Order  10988) 551 

CIVIL  SERVICE  REGULATIONS.     See  Civil  Service 

Commission. 
EMPLOYEE-MANAGEMENT  COOPERATION  (Execu- 
tive Order  10988) 551 

a 


Government  Employees — Continued  ^^* 

EMPLOYEE  ORGANIZATIONS,  policy  directive  'Exec- 
utive Order  10988) 551 

FOREIGN  SERVICE.     See  State  Department. 
PAY  AND  ALLOWANCES  in  cases  of  emergency  evac- 
uations (Executive  Order  10982) 3 

PAY  REGULATIONS.     See  Civil  Service  Commission 
WITHOUT-COMPENSATION  EMPLOYEES.    See  Com- 
merce   Department;    Emergency    Planning    Office; 
Interior  Department;    Interstate  Commerce  Com- 
mission. 

Grain  Sorghum: 

Standards,   proposed   lulo    409.665 

Grants: 
,  Hospital  con.struction     _ _. 394 

Grapefruit: 
Marketing: 

Arizona  and  California 391 

^o*"*^* 87.92,  165.611 

Texas 86,  730 

Grapes: 

Marketing.  California;  grapes  for  crushing 256.441 

Grazing: 

DINOSAUR  NATIONAL  MONUMENT,  Utah -Colorado; 

stock  grazing;  proposed  rule _.  747 

ON  PUBLIC  LANDS.     See  Land  Management  Bureau. 

Grievances  in  Federal  Service: 

Provisions  for  arbitration  (Executive  Order  10988) 551 

H 

Handicapped  Worlcers: 

Employment  in  sheltered  workshops,  regulations 175 

Hawaii: 

FREIGHT  FORWARDER  PERMIT 62  720 

MARITIME  CARRIERS,  rate  increase "        131 

MINIMUM  WAGE  DETERMINATIONS,  various  indus- 
tries;  enforcement,  proposed  rule 316 

Hazardous  Substances: 

EXPLOSIVES,  transportation,  storage.  See  Coast 
Guard. 

FEDERAL  HAZARDOUS  SUBSTANCES  LABELING 
ACT.  regulations  See  Food  and  Drug  Administra- 
tion. 

Health,  Education,  and  Welfare  Department: 

See  Education  Office. 

Food  and  Drug  Administration. 

Public  Health  Service. 

Social  Security  Administration. 

Highway    Safety    Board,    Interdepartmental: 
Membership   (Executive  Order  10986) 439 

Home  Loan  Bank  Board: 

See  Federal  Home  Loan  Bank  Board. 

Homestead  Centennial  Year: 

(Proclamation  3444) 333 

Homesteads: 

Lands  available  as.    See  Land  Management  Bureau. 

Hospitals: 

Construction  grants  to  States. 894 

Housing  and  Home  Finance  Agency: 

See  Federal  Housing  Administration. 

Federal  National  Mortgage  Association. 
Public  Housing  Administration. 

Humane  Slaughter: 

Identification  of  livestock  carcasses 18,592,839 


I 


INDEX,  JANUARY   1962 


13 

Page 


Immigration  and  Naturalization  Service:  *^** 

AUTHORITY  DELEGATION  from  Attorney  General, 
responsibility  for  certain  functions  relating  to  ftnmi- 

pration  and  nationality  laws 538 

BOARD  OF  IMMIGRATION  APPEALS;  powers,  and 

reopening  or  reconsideration  of  cases 96 

IMMIGRATION  REGULATIONS: 

Documentary   requirements,  nonimmigrants;   waiver 

of  certain  grounds  of  excludability 502 

Forms:  ' 

Available  from  Superintendent  of  Documents 503 

Prescribed  forms;  additions  and  deletion 503 

Reproduction  of  forms  by  piivate  parties 603 

Nonimmigrant  classes: 

Petitions  for  approval  of  schools  for  alien  student 

attendance 503 

Requirements  for  admission,  extension,  and  main- 
tenance of  status: 

General - — -       502 

Special    requirements;    students   and    exchange 

aliens 

Nonimmigrant  classification  change;  scope  of  part. 

Imports  and  Exports: 

AGRICULTURAL    COMMODITIES.    See    Agriculture 

Department. 
ANTIDUMPING  ACT  of   1921 
Determinations.    See  Customs  Bureau;  Treasury  De- 
partment. 
Investigations.   See  Tariff  Commisaion. 
CUSTOMS  REGULATIONS.    See  Customs  Bureau. 
EXPORT    CONTROL.      See    International    Programs 

Bureau.  „    ._ 

INVESTIGATION  OF  CERTAIN  IMPORTS.    See  TarilT 

Commission. 
LIQUOR  EXPORTATION;  wjnes,  distilled  spirits. 

Income  Taxes: 

See  Internal  Revenue  Service. 

Indian  Affairs  Bureau: 

AUTHORITY     DELEGATIONS 
various  ofBcials: 
Area  director.  Fort  Hall  irrigation  project;  cwrec- 

tion   

Superintendent,  Flathead  Indian  Agency;  irrigation 

projects  

IRRIGATION  PROJECTS;  operation  and  maintenance 
charges: 
Colorado  River  project,  Arizona. 

Proposed  rule 

Crow  project,  Montana 

Flathead  project,  Montana;  pump  lands 

Fort  Hall  project,  Idaho;  proposed  rule — 

LAND  RECORDS;  transfer: 

Pine  Ridge  reservation  to  Aberdeen  areaofBce 

Southern  Ute  and  Ute  Mountain  to  Gallup  area  of- 
fice   

VOCATIONAL  TRAINING  for  adult  Indians,  adminis- 
tration; selection  of  applicants 

Information:  I 

Classified  information,  safeguarding;  limitation  of  au- 
thority to  classify  (Executive  Order  10985)-- 

Insecticides,  Pesticides,  etc: 

PANAMA  CANAL,  licensing  of  pest  exterminators. 

TOLERANCES  for  residues  on  various  agricultural  com- 
modities.   See  Food  and  Drug  Administration. 

Insurance: 

BANK  DEPOSITS,  reports  respecting.    See  Federal  De- 
posit Insurance  Corporation. 

FOREIGN  SOCIAL  INSURANCE,  Sierra  Leone 430 

HOUSING  mortgage  insurance.    See  Federal  Housing 

Administration. 
WAR  RISK  INSURANCE,  maritime  merchant  vessels—      226 
WORKMEN'S    COMPENSATION    INSURANCE.    ABC 

regulation -      470 

Interdepartmental  Highway  Safety  Boord: 
Membership  ( Executive  Order  10986) 489 


792 
430 
510 

439 
511 


Interior  Department:  ' 

See  Fish  and  Wildlife  Service. 
Indian  Affairs  Bureau. 
Land  Management  Bureau. 
National  Park  Service. 
Reclamation  Bureau. 
Southwestern  Power  Administration. 

AMERICAN    FISHERIES    ADVISORY   COMMITTEE; 

^    objectives,  responsibilities,  policies,  etc 138 

APPOINTMENTS  without  compensation  and  state- 
ments of  business  interests  under  Defense  Produc- 
tion Act  of  1950 452.453,478 

BONNEVILLE  POWER  ADMINISTRATION;  disposi- 
tion of  power  for  certain  projects,  etc 591 

PROCUREMENT  REGULATIONS;  general  provisions, 

introduction 776 

Internal  Revenue  Service: 

AUTHORITY  DELEGATIONS  by  Commissioner  to  var- 
ious OfBcials: 
Assistant  Chiefs  and  Special  Assistants  to  Chiefs,  Ap- 
pellate  Division;    offers    in   ccHnpromise    under 

$50,000 

.Chiefs  and  Associate  Chiefs,  Appellate  Division;  offers 


m  compromise 

District     Directors,     offers     in     compromise     under 
$50,000 — 

DISTILLED  SPIRITS: 
Exportation 

Labeling  and  advertising;  identity  standards,  labeling 
requir«nents,  withdrawal  from  custMns  custody, 

proposed  rules 

ESTATE  TAX,  decedents  dying  after  August  16,  1954; 
proposed  rules: 

Bonds  for  extension  of  time  to  pay  estate  tax 

Credits  against  tax.  State  and  foreign  death  taxes 

Gross  estate,  revocable  transfers 

Returns;  signing,  verification,  place  for  filing 

Taxable  estate.  State  and  foreign  death  taxes 

EXCISE  TAXES: 

Liquors,  exportation  of 

Tobacco  products  and  cigarette  papers  and  tubes,  re- 
moval without  payment  of  tax,  for  use  of  United 

States;  proposed  rules 

GIFT  TAX  REGULATIONS,  proposed  rules: 

Bonds  for  extension  of  time  to  pay  tax 

Returns;  signing,  verification,  place  for  filing 

INCOME  TAX  REGULATIONS,  taxable  years  beginning 
after  1953: 
Corporations  used  to  avoid  income  tax  on  share- 
holders, proposed  rules: 
Corporations    improperly    accxmiulating    surplus, 

small  business  investment  companies 

Foreign  personal  holding  company  income 

Personal  holding  companies;  definitions,  stock  own- 
ership, constructive  ownei^ip 

Deferred  compensation,  pension  plans,  etc.,  deduction 
for  employer  contributions  to  employees'  annuity 
plans;    information  to  be   furnished,   proposed 

rule  

Property  disposition,  gsdn  or  loss  on;  distributions 
pursuant  to  Bank  Holding  Company  Act  of  1956.. 
Readjustment  of  tax  between  years,  income  attrib- 
utable to  several  taxable  years;  proposed  rules: 

Antitrust  laws,  damages  for  injuries  under 

Breach  of  contracti  damages 

Statutory  provisiom,  rules  applicable 

LIQUORS,  DISTILLED  SPIRITS,  etc.     See  Distilled 

spirits. 

WINE: 

Advertising,  labeling;  withdrawal  from  customs  cus- 
tody, proposed  rule 

Exportation 

international  Development  Agency: 

AUTHORITY    DELEGATIONS    by    Administrator    to 
various  officials: 
AID  Mission  Directors,  Representatives,  or  Liaison  Of- 
ficers; authority  regarding  foreign  excess  prop- 
erty  . — 

Assistant  Administrator,  Bureau  for  Latm  America: 
Loan  and  guaranty  agreements  vmder  Foreign  As- 
sistance Act,  Development  Loan  Fund  and  Mu- 
tual Security  Act 

Pan  American  Union  Agreement 

Social  Progress  Trust  Fund  Agreement 


358 
357 
357 

773 

832 


236 
232 
234 
235 
234 

773 


860 

236 
236 


48 
50 

48 


106 
33 


53 
51 
50 


832 
773 


478 


449 
449 

449 


\ 


14 


INDEX,  JANUARY    1962 


International  Development  Agency — Con. 

AUTHORITY  DELEGATIONS,  etc. — Continued 

Assistant  Administrator  for  Africa  and  Europe  or 
designees:  loan  and  guaranty  agreements  under 
Foreign  Assistance  Act.  Development  Loan  Fund. 

and  Mutual  Security  Act 

Assistant  Administrator  for  Par  East  or  designees: 
loan  and  guaranty  agreements  under  Foreign  As- 
sistance Act,  Development  Loan  Fund,  and  Mu- 
tual Security  Act 

Assistant  Administrator  for  Near  East-South  Asia  or 
designees:  loan  and  guaranty  agreements  under 
Foreign  Assistance  Act.  Development  Loan  Fund. 

and  Mutual  Security  Act 

BOARD  OF  CONTRACT  APPEALS:  establishment  and 

designation 

CONTRACT  APPEAL  PROCEDURE:  regulations 

OFFICIAL  INFORMATION,  limitation  of  authority  to 
classify  (Executive  Order  10985" 

International  Organizations,  Privileged: 

Caribbean  Organization  (Executive  Order  10983) 


International  Programs  Bureau: 

EXPORT   REGULATIONS,    exportations   of    technical 

SUSPENSION  OP  E3Q»ORT'PRIvfLEGES:   orders' af- 
fecting listed  persons  or  firms : 
Allkor  Industrie  und  Kommerz  Import-Export-Buero 

Hydrocarbon  Research,  Inc 

Rohl.  Rudolf 

Interstate  Commerce  Commission: 

APPOINTMENTS  without  compensation  and  state- 
ments of  financial  interests  under  Defense  Produc- 
tion Act  of  1950 

FREIGHT  FORWARDERS: 

"Grandfather"  permit,  Hawaii 62 

Transcontinental,  rates,  general  increases 

ICAIL,   fourth    class:    reformation   of    rates,    size   and 

weight  limits  of  parcel  post,  etc 

MOTOR  CARRIERS: 

Applications  for  operating  authority,  status  determi- 
nation, transfer  proceedings,  etc. : 
"Grandfather"   Alaska   certificate   or   permit    and 

Hawaii  freight  forwarder  permit 62 

Operating  authority: 

Passenger  carriers,  lists  of  applicants 

66.  283.  287.  491.  493.  716,  717.  922. 

Property  carriers,  lists  of  appbcants 

65.  67.  280.  284.  286,  484.  492.  493.  708.  717, 
911.  923.  924. 
Gordons  Transports.  Inc..   et   al..   substituted 
rail-for-motor   operation   through    use   of 
trailer-on-fiat   car   service;    investigation. 

oral  argimient 

Service  Trucking  Co..  Inc.;   declaratory  order 

requested   

Status  determination 

Transfer  proceedings...  25.188.433,451.603.644.720. 
Commercial  zone  limits,  petitions  to  redefine: 

Nashville.  Term 

New  York  City 

Lease  and  interchange  of  vehicles 181, 

Nondiscrimination  in  operations  of  interstate  passen- 
ger carriers:  nondiscrimination  notice  on  pas- 
senger tickets 

Rates  and  charges: 
See  also  Tariffs  and  schedules. 
Detention  of  motor  vehicles:  Middle  Atlantic  and 

New  England  territory 

Rail-for-motor  operation  through  use  of  trailer-on- 
flat  car  service:  Gordons  Transports,  Inc.  et  al.. 

Investigation,  oral  argument 

Trancontinental  rates  via  freight  forwarders:  gen- 
eral increases 

Zinc  or  zinc  alloy  pigs  or  slabs:  St.  Louis,  Mo  ,  to 
Holland,  Mich.:  petition  for  suspension  and  in- 
vestigation of  tariff  schedules 

Reports,  annual: 

Form  A,  Class  I  property  carriers 

Form  E,  passenger  carriers  other  than  Class  I 

Routes,  alternate,  deviation  notices 277.483.707. 

PRACTICE  AND  PROCEDURE;  special  rules  governing 
procedure  of  certain  Boards 
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Interstate   Commerce   Commission — Con.  ^*«' 

RAILROADS : 
Rates  and  charges: 
Northern  Pacific  Railway  Co.  and  Knauf  k  Tesch 
Co.;. millet  seed  shipments  from  North  Dakota 

to  New  York 654 

Rail-for-motor  operation  through  use  of  trailer- 
on-flat  car  service;  Gordons  Transports.  Inc. 
et  al  .  investiRation,  oral  argument  .       .  287 

Reports,  annual: 

Form  A.  Class  I  railroads 895 

Form  B-1.  refrigerator  car  lines  owned  or  con- 
trolled by  railroad  companies 230 

Form  B-2.  jjersons  furnishinR  cars,  other  than  re- 
frigerator car  lines  owned  or  controlled  by  rail- 
road   companie.s .       _  230 

Form  C:  Cla.ss  II  railroads -llllllll       632 

Routing  of  trafHc.  rerouting:  authority  to  carriers  to 
divert    certain    traffic;    Chicago    Great    Western 

Railway   Co _  _-._.,         60'^ 

RATES   AND   CHARGES.     See   Motor  carriers;  "kaYl- 

roads;  Tariffs  and  schedules. 
TARIFFS    AND    SCHEDULES,    long-    and    short-haiU 
charges  provision  of  section  4il),  Interstate  Com- 
merce Act.  applications  for  relief  from  140 
247.   372,   432,   496,   602.   644.   720   762,   795,   871 

J 

Justice  Department: 

See  Alieri  Property  Office. 

Immigration  and  Naturalization  Service 

FEDERAL  REGISTER  ADMINISTRATIVE  COMMIT- 
TEE, designation  of  Charles  F.  Simms  as  repre- 
sentative    _  _  430 

IMMIGRATION  APPEAli'  BOARD;  powers,"  a"nd" re- 
opening or  reconsideration  of  cases .         96 

INFORMATION,  production  or  disclosure:  resjwnse  to 

subpoena  and  adverse  court  ruling.  774 

ORGANIZATION  AND  FUNCTIONS,  Immigration' an(i 
Naturalization  Service;  responsibility  for  perform- 
ance of  certain  functions 533 

L 
Labor  Department: 

See  Public  Contracts  Division. 

Wage  and  Hour  Division. 
CHILD  LABOR,  hazardous  occup>ations;  roofing.         .  102 

FEDERAL  EMPLOYEE-MANAGEMENT  RELATIONS, 
code  of  fair  labor  practices  (Executive  Order 
10988)   551 

FEDERAL   EMPLOYEE  ORGANIZATIONS'  standards 

of  conduct,  functions  (Executive  Order  10988) ...  551 

MEXICAN  LABOR  PROGRAM.  Employment  Security 

Bureau;  deletion  of  rules 858 

UNEMPLOYMENT  COMPENSATION: 
Certification  of  State  unemployment  compensation 

laws  to  Secretary  of  Treasury 542 

Certification  of  States  to  Secretary  of  Treasury 542 

Labor  Organizations: 

Federal  employees  'Executive  Order  10988* 551 

Land  Management  Bureau: 

ALASKA: 

Homesteads,  lands  opened  to  entry  for.    See  Home- 
steads, below. 
Kenai  National   Moose  Range,  precedence  of  with- 
drawal for  air  navigation  facilities  (PLO  2585  > ..       308 
Mental  health  purposes: 

Copper  River  Meridian  (PL0  2583» 179 

Kodiak  and  Seward  (PLO  2587) 627 

Kodiak  Townsite  (PLO  2582) 179 

Mineral  lands  opened  to  entry;  Kodiak  and  Seward 

(PLO  2587) 627 

Small  tracts.    See  Small  tracts,  below. 
Withdrawals  of  lands  for  use  of  Federal  agencies,  etc. 
See  Withdrawals,  below. 
CONTINENTAL  SHELF.  OUTER;  oil  and  gas  leasing: 

California 867 

Louisiana 348,350 

Texas 350 
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Land  Management  Bureau — Continued 

GRAZING:  ^  ^      , 

Federal  Range  Code  for  grating  districts:  rfttes  for 

licenses  and  permits,  proposed  rule 10 

Grazing  districts: 

Montana;  No.  4,  addition 580 

New  Mexico;  Nos.  1  and  6.  addiUons  (PLO  2593)—       778 

Oregon:  No.  7,  abolishment  (PLO  2500) 695 

Grazing  fees  for  use  of  public  domain 841 

HIGHWAY  PURPOSES,  rights-of-way.    See  Rights-of- 
way. 
HOMESTEADS,  lands  opened  to  entry : 

For  small  tracts  opened  to  lease  or  purchase,  see  Small 

tracts,  below.  

Alaska 179,627 

California —  591,755 

Idaho    1*^8 

Michigan   ^ 

Montana """ 

Nevada  ^57 

New  Mexico 451,778 

Oregon   777 

Utah   — 179 

LANDS  OPENED  for  various  purposes: 
Homesites.    See  Small  tracts. 
Homesteads.    See  Homesteads. 
Mineral  entry.     See  under  Mineral  lands. 
MINERAL  LANDS: 

See  also  Continental  shelf.     I 
Lands  opened  to  mineral  entry: 

Alaska,  Kodiak  and  Seward  (PLO  2587) 627 

California.  Mount  Diablo  Meridian  (PLO  2595) 831 

Colorado.   Arapaho   National  fy>re8t.   iMior  order 

(PLO  2547)  amended  (PLO  2584) 340 

Oregon.  Baker  County  (PLO  2591) 777 

NATIONAL  FOREST  LANDS:  ' 

Arizona:  Tonto  National  Forest,  school  purposes  (PLO 

2581)   179 

California: 

Plumas  National  Forest,  roadside  zones;  prior  pro- 
posed withdrawal  amended 755 

San  Bernardino  National  Forest,  recreation  are«s 
and  water  storage;  proposed  withdrawal,  cor- 
rection        *78 

Sierra  National  Forest,  roadside  zones;  proposed 

withdrawal   756 

Colorado: 
Arapaho  National  Forest: 
Mining  and  mineral  leasing ;  iwior  (xtter  (PLO 

2547)  amended  (PLO  2584) ^ 340 

Recreation  area  (PLO  2589) 628 

Pike  National  Forest,  campgrounds  (PLO  2589) 628 

Routt    National    Forest,    recreation    areas    (PIX) 

2589)  628 

Idaho:  Payette  National  Forest,  recreation  areas  (PLO 

2575) 103 

South  Dakota;  Black  Hills  National  Forest,  recreaticm 

areas,  proposed  withdrawal 262 

Utah: 
Cache  National  Forest,  administrative  sites;  prior 

order  (PLO  694 >  revoked  in  part  (PLO  2580) „       179 
Fishlake    National    Forest,    roadside    zone    (PIO 

2575> 103 

Manti-LaSal  National  Forest,  scenic  and  recreation 
areas,  etc.,  Forest  Service;  proposed  with- 
drawal        323 

Wyoming: 
Black  Hills  National  Forest,  recreation  areas,  etc.; 

proposed   withdrawal 137 

Brldger  National  Forest,  roadside  zone;  proposed 

withdrawal,  correction 138 

Targhee   National   Forest,   recreation   area   (PLO 

2576)  103 

OIL  AND  GAS  LEASES.    See  Continental  shelf. 
POWER  SITE  CLASSIFICATIONS,  Montana: 

No.  301,  revoked  in  part  (PLO  2592) 777 

No.  369.  revoked  In  part  (PLO  2592) 777 

RIGHTS-OF-WAY,  for  highway  purposes;  Montana 

(PLO  2592) TH 

SCHOOL  PURPOSES:  | 

Idaho  (PLO  2579) 178 

Michigan  (PLO  2574) _ » 

Montana  (PLO  2592) 777 

Oregon  (PLO  2591)- 777 
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Land  Management  Bureau — Continued 

SMALL  TRACTS: 
Classifications: 

Arizona,  No.  81;  amended 323 

Nevada.  No.  95;  amended 538,757 

Lands  opened  for  lease  or  purchase  as  hwnesites,  etc.. 
under  Small  Tract  Act: 

Alaska 179.  627 

California 591,755 

Idaho 178 

Michigan 9 

Montana 77'3 

Nevada 757 

New  Mexico 451.  778 

Oregon 777 

Utah  179 

SURVEY  PLATS;  California,  San  Bernardino  Merid- 
ian   591.755 

WILDLIFE  REIFUGES: 

Alaska.  Kenai  National  Moose  Range,  precedence  of 
withdrawal  for   air   navigation  facilities    (PLO 

2585)   308 

California,    national   cooperative   land   and   wildlife 
management  areas: 
Monache-Walker  Pass  Area,  establishment  (PLO 

2594)    779 

Prior  order  (PLO  2460) ,  correction 831 

WITHDRAWALS  of  lands  for  specified  uses  of  Federal 
agencies,  etc.: 
Alaska : 

Copper  River  Meridian : 

Administrative  site.  Sport  Fisheries  Bureau;  prior 

order  (PLO  2163)  revoked  (PLO  2583) 179 

Air  navigation  site  No.  167;  prior  departmental 

order  revoked  in  part  (PLO  2583) 179 

Kenai  area,  air  navigation  facilities,  Federal  Avia- 
tion Agency  (PLO  2585) 308 

Kodiak  and  Seward,  military  purposes.  Army  De- 
partment; prior  order   (EO  8877)   revoked  in 

part  (PLO  2587) 627 

Kodiak  Townsite,  radio  station,  Army  Department; 
prior  order  (BO  6039)  revoked  in  part  (PIXJ 

2582) 179 

Arizona;  Tonto  National  Forest,  school  purposes.  For- 
est Service  (PLO  2581) 

California: 

Mount  Diablo  Meridian: 
Bombing  and  target  area  for  Navy  programs.  In- 
terior Department  (PLO  2573) 

Monache-Walker  Pass  National  Cooperative  Land 
and  Wildlife  Managonent  Area,  Land  Man- 
agement Bureau  (PLO  2594) 779 

National  cooperative  land  and  wildlife  manage- 
ment areas;  prior  order  (PLO  2460) ,  correc- 
tion  ---- 

Yosemite    National    Park,    administration,    Na- 
tional Park  Service;  prior  order  (PLO  2136) 
modified  to  permit  mining  entry  (PLO  2595) . 
Plumas  National  Forest,  roadside  zones;  prior  pro- 
posed withdrawal  amended 755 

San  Bernardino  National  Forest,  recreation  areas 
and  water  storage.  Forest  Service;  prior  pro- 
posed withdrawal,  correction 478 

Sierra  National  Forest,  roadside  zones.  Agriculture 

Department;  proposed  withdrawal 756 

Colorado:  .„      _. 

Arapaho  National  Forest,  recreation  area.  Forest 

Service  (PLO  2589) 628 

Pike  National  Forest,  campgrounds,  Forest  Service 

(PLO    2589) 628 

Routt  National   Forest,  recreatiwi   areas.   Forest 

Service  (PLO  2589) 628 

Idaho:  ...         ^    . 

Ada.  Canyon,  Gem,  and  Payette  Counties,  stock 
driveways:  prior  proposed  withdrawal  revoked 
in  part ^;""~cz 

Boise  Meridian,  Smoutain  Home  Division,  bnate 
River  Project.  Reclamation  Bureau  (PI/> 
2588)  

Idaho,  Lewis,  and  Nea  Perce  Counties,  stock  drive- 
ways Nos.  226.  261.  271.  revoked  in  whole  or 
part  (PLO  2579) 178 

Payette  National  Forest,  recreation  areas,  etc..  For- 
est Service  (PLO  2575)^ 103 
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Land  Manogement  Bureau — Continued 

WITHDRAWALS  of  lands  for  specified  uses,  etc. — Con. 

Michigan:   Iillchlgan  Meridian,  lighthouse  purposes, 

prior  order  (Executive  order  of  May  28,  1868) 

revoked  in  part  (PLO  2574) 

Montana;  Principal  Meridian,  Clark  Canyon  Reser- 
voir, Missouri  River  Basin  Project,  Reclamation 

Bureau  (PLO  2571) 

Nevada;    Mount  Diablo  Meridian,  Federal  Aviatloa 
Agency,  prior  proposed  withdrawal  terminated.. 
New  Mexico;  New  Mexico  Principal  Meridian : 
Hope  Land  Use  Project,  etc..  Agriculture  Depart- 
ment;  prior  orders  (EO  8095,   10046)    revoked 

in  part  (PLO  2593) 

Navajo  Unit,  Colorado  River  Storage  Project,  Rec- 
lamation Bureau;  proposed  withdrawal 

Oklahoma;  Indian  Meridian,  school  purposes,  Indian 

Affairs  Bureau  (PLO  2572) 

Oregon;   Baker  County,  air  navigation  site  No.   107. 

revoked  (PLO  2591).. 

South  Dakota;  Black  Hills  National  Forest,  recreation 

areas.  Forest  Service,  propoaed  withdrawal 

Utah: 
Cache  National  Forest,  administrative  sites.  Forest 
Service;  prior  order  (PLO  694)  revoked  in  part 

(PLO    2580) --_ 

Flshlake   National    Forest,    roadside   zone.    Forest 

Service  (PLO  2575) ._ 

Mantl-LaSal  National  Forest,  scenic  and  recreation 
areaa.  etc..  Forest  Service;  proposed  with- 
drawal   _ 

Salt  Lake  Meridian,  military  purposes.  Air  Force 

Department  (PLO  2577) 

Wyomlni:: 
Black  Hills  National  Forest,  recreation  areas,  etc.. 

Forest  Service ;  proposed  withdrawal 

Brldger    National    Forest,    roadside    zone.    Forest 
Service;  prior  proposed  withdrawal,  correction. 
Sixth  Principal  Meridian: 
Administrative  site,  Land  Management  Bureau 

(PLO  2578) 

Shoshone  Project,  Reclamation  Bureau ;  proposed 

withdrawal 

Targhee  National  Forest. « recreation  area.  Forest 
Service  (PLO  2576) 

Law  Doy,  U.S.A.,  1962: 

(Proclamation   3445) 
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See  Agriculture  Department. 


Lemons: 

Marketing  orders. 

Lettuce: 

Marketing.  Texas . 

Livestock: 

BREEDS,  standardbred  horses.  Canada 

DISEASES,     prevention,     control,     etc..     scabies     in 

sheep _. 336.504, 

j^FEED: 

Emergency  feed  program 

Irish  potatoes,  diversion  program,  CMD  3a 

ORAZINO: 
Dinosaur  National  Monument,  stock  grazing:    pro- 
posed rule 

On  public  lands.   5ee  Land  Management  Bureau. 
HUMANE      SLAUGHTER,      identification      of      car- 
casses   _ 18,592, 

INTERSTATE    TRANSIT   of    livestock,    feeding,    etc  : 
twenty-eight  hour  law  requirements,  proposed  rule. 
STOCKYARDS,    posting,    deposting.    See    Agriculture 
Department. 

Loans: 

See  also  Mortgages. 

AIRCRAFT   PURCHASE    LOANS,    CAB    approval    for 

Government  guarantee;  procedure 

DISASTER  AREAS,  emergency  leans.    See  Agriculture 

Department:  Small  Business  Administration. 
SMALL  BUSINESS  loans.    See  SmaU  Business  Admin  - 

Utratlon. 

VETERANS,  loans  to.     See  Veterans  Administration. 
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Maritime  Administration:  ^^^ 

See  also  Federal  Maritime  Commission. 

INSURANCE,  WAR  RISK,  vessel  values  for;   findings. 

scope,  basic  values,  etc _  226 

ORGANIZATION  AND  FUNCTIONS,  Research  and  De- 
velopment Office _  701 

SUBSIDIZED  VESSELS  AND  OPERATORS,  operating 
differential  subsidies;  applications  and  hearings 
under  Merchant  Marine  Act.  1936.  as  amended : 

American  President  Lines,  Ltd .^. 57  479 

Moore-McCormack  Lmes,  Inc.;  certain  cruises..'..'.     '  264 
TRADE  ROUTES.  US    foreign,  applications  and  deter- 
minations under  Merchant  Marine  Act.   1936.  re- 
garding  essentiality   and   service   requirements   of 
listed  routes: 

No.  15-A.  US.  Atlantic  South  and  East  Africa 

No  21,  U.S.  Gulf  United  Kingdom  and  continent 
WAR  RISK  INSURANCE,  vessel  values  for 

Meat  and  Meat  Products: 

5ee  a/50  Livestock. 

Barbecued  meats,  labeling;  proposed  rule,  extension  of 
time _ 

Medicines:    * 

See  Drugs. 

Mexican  Labor  Program: 

Deletion  of  Labor  Department  rules 

Milk  and  Milk  Products: 

Marketing  orders.    See  Agriculture  Department. 
Minerals  and  Metals: 

Public  lands,  mineral  entry,  etc  See  Land  Manage- 
ment Bureau. 

Money  Orders: 

See  Post  Office  Department 

Monuments,  National: 

See  National  forests,  parks,  monuments,  etc. 

Mortgages: 

See  also  Loans. 

HOUSING   MORTGAGE   INSURANCE.     See   Federal 

Housing  Administration. 
MORTGAGE     PURCHASES.     See     Federal     National 

Mortgage  Association. 

Motor  Carriers: 

See  Interstate  Commerce  Commission. 

Mushrooms: 

Standards,  canned  mushrooms 

N 
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National  Bureau  of  Standards: 
SAMPLES  issued  by  Bureau,  weights  and  fees: 

Ceramic  materials 

Chemicals  _ .... 

Freezing-point   standards ........ 

Irons   _       '" 

Microchemical  standards 1  Llllll. 

Nonf errous  alloys 211 

Ores """ 

Steelmaking  alloys .  --------  -  - 

Steels '.'.'.'.'.'. 

Titanium-  and  zirconium-base  aUoys  . 
TEST  FEE  SCHEDULES: 

Heat  resistance  thermometers 

Metrology,  radiometry '"' 

National  Forests,  Parks,  Monuments,  etc.: 

BUCK  ISLAND  REEF  NATIONAL  MONUMENT,  estab- 
lishment 'Proclamation  3443)..   . 

REGULATIONS.    Sec  National  Park  Service. 

WITHDRAWALS  for  specific  use  of  Federal  Agencies, 
etc.    See  Land  Management  Bureau. 

National  Panel  of  Arbitrators: 

I  Federal   employee   organizations,   functions   respecting 
(Executive  Order  10988' 
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National  Park  Service:  '*'• 

AUTHORITY  DELEGATIONS: 
By  Director  to  certain  officials: 
Assistant    Director,    Resource    Planning;    surplus 

land 757 

Chief.   Division   of   Cooperative  Services;   surplus 

land   —      757 

Bv  Regional  Director,  Region  I.  to  Supervisory  Arche- 
ologist,  Archeological  Research  Unit;  appoint- 
ments to  ungraded  positions 757 

NATIONAL  CAPITAL  PARKS;  District  of  Columbia. 
parades  and  public  gatherings  prohibited  on  East 

Executive  Avenue 858 

NATIONAL  PARKS,  monuments: 
Dinosaur     National     Monument;     proposed     stock 

grazing    747 

Memorial  National  Military  Park.  Fredericksburg  and 
Spotsylvania  County  battlefields;  night  parking. 
travel  on  Lee  Drive,  and  fires  for  cooking  pur- 
poses, proposed  rule 237 

Royale  National  Park;  aircraft 774 

Vicksburg  National  Military  Park;  use  of  radio- 
microwaves  (radar)  in  checking  speed  of  motor 
vehicles • 254 

Navigation  Regulations: 

Airways.    See  Federal  Aviation  Agency. 

Navy  Department:  ^ 

See  also  Defense  Department. 

Disposition  of  property;   activities  authorized  to  sell 

contractor  Inventory  at  private  plants 404 

Nondiscrimination: 

INTERSTATE  MOTOR  CARRIERS  of  passengers,  non- 
discrimination notice  on  passenger  tickets .'..      230 

POST  OFFICE  DEPARTMENT  emplosrment  policy 685 

Nuts: 

Peanuts,  price  support  program,  1961  crop 6 


Oil  and  Gas: 

Outer  Continental  Shelf,  oil  and  gas  leases: 

California — _ 867 

Louisiana 348. 350 

Texas 350 
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Onions: 

Marketing:    Texas.. --  108,411 

Oranges: 

IMPORT   RESTRICTIONS _ 8,458,821 

MARKETING  ORDERS.    See  Agriculture  Department. 


Panama  Canal: 

See  Canal  Zone  Government. 

Parades: 

Washington,  D.C,  restrictions  on  parades  and  public 
gatherings:  East.  West,  and  South  Executive 
Avenues  .... 


Passports: 

See  State  Department. 

Patent  Office: 

Patent  cases;  rules  of  practice  and  forms . 

Pay,  Compensation:       | 

See  also  Wages. 

CIVIL  SERVICE  regulations.  See  Civil  Service  Com- 
mission. 

FEDERAL  EMPLOYEES.  In  cases  Of  emergency  evacu- 
ations (Executive  Order  10982) 

LEARNERS,  emplosrment  at  subminimum  wages.  See 
Wage  and  Hour  Division. 

UNIFORMED  SERVICES;  pay  for  sea  and  foreign  duty 
for  enlisted  personnel  (Executive  Order  10089)— 1- 

WITHOUT-COMPENSATIONEIiCPLOTlBS.  See  Com- 
merce Department:  Emergency  Planning  OfBce;  In- 
terior Department;  Interstate  Commerce  Commis- 
sion. 

73000—62 S 


858 


829 
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Peace  Corps: 

Official  Information,  limitation  of  authority  to  classify 

(Executive  Order  10985) 439 

Peanuts: 

Price-support  program,  1961  crop 6 

Pears: 

Marketing: 

Bartlett  pears;  California 501 

Beurre  d'Anjou,  Beurre  bosc,  etc. ;  Oregon.  Washing- 
ton, and  California. 92 

Pesticides: 

PANAMA  CANAL,  licensing  of  pest  exterminators 511 

TOLERANCES.    See  Food  and  Drug  Administration. 

Political  Activity: 

Government   employees;   investigation,   and  waiver  of 

hearing 390 

Post  Office  Department: 

DOMESTIC  SERVICES: 
Nonmail  services: 

Money  orders 224 

Cashing;  signature  requirements,  more  than  one 

payee  

Nonpostal  stamps  and  bonds;  boat  stamps,  docu- 
mentary Internal  revenue  stamps,  etc 225 

Postal  savings;  Inactive  accounts,  and  lost,  stolen. 

or  destroyed  certificates 225 

Transportation  of  mall ;  air  transportation,  first-class 
mall,  forms  and  procedures  for  dispatching  and 

receiving 774 

INTERNATIONAL  MAIL: 
Directory  of  International  mail;  individual  country 

regulations — 404,  "WO 

Importations;  customs,  separation  points,  exchange 

and  distribution  offices.- 776 

Postal  Union  mail,  rates  and  conditions  for  specific 
classes;  small  packets: 
Countries  not  accepting;  South  Africa,  deletion. -1.      404 
Description 775 

Sl36Ci&l  SGI*ViC6S  * 

Air   service;    marking    Postal   Union   mail,    "par 

avion"  775 

Registration,  what  may  be  registered ;  Postal  Union 

maU - 776 

PROCEDURES: 

Eligibility  of  persons  to  practice  before  Department; 

correction 405 

Employment  policy ..—      586 

Second-class  mail  privileges,  rules  of  practice  In  pro- 
ceedings for  denial,  suspension  or  revocation; 
correction 405 

Potatoes: 

IRISH: 

Livestock  feed  diversion  program  CMD  3a 6 

Marketing.  Maine 111.502 

SWEETPOTATOES;  standards,  frozen,  proposed  rule..      516 

Power  Commission: 

See  Federal  Power  Commission. 

Power  Sites,  Projects,  etc.: 

LANDS  WITHDRAWN.     See  Federal  Power  Commis- 
sion. 
RESTORATION  OP  LANDS  to  entry,  etc.    See  Land 
Manag^ent  Bureau. 

President,  The: 

DELEGATION  OP  FUNCTIONS  under  section  301,  title 
3.  United  States  Code: 
Civil  Service  Commission  (Executive  Order  10982) —  S 

Secretary  of  State  (Executive  Order  10982) 3 

EXECUTIVE  ORDERS.  PROCLAMATIONS.     See  Pres- 
idential documents. 
REPORTS  TO : 
By  President's  Temporary  Committee  on  Implementa- 
tion of  Federal  Employee-Management  Relations 

Program  (Executive  Order  10988) 551 

By  Tariff  Commission  respecting  Imports: 

Glass;  cylinder,  crown,  and  sheet A35 

Safety  pins '^137 


L-, 
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Presidential  Documents: 

AGENCY  SYSTEMS  FOR  APPEALS  FROM  ADVERSE 
ACTIONS  AGAINST  EMPLOYEES  ^EO  10987> 

BUCK  ISLAND  REEF  NATIONAL  MONUMENT,  estab- 
lishment (Proc.  3443 > 

CARIBBEAN  ORGANIZATION.  deslRnation  as  pnvi- 
leged  international  organization  (EO  10983) 

EMERGENCY  EVACUATIONS,  allotment  and  assign- 
ment of  pay  to  Federal  employees  (EO  10982) 

EMPLOYEE-MANAGEMENT  COOPERATION  IN  FED- 
ERAL SERVICE  (EO  10988) 

HOMESTEAD  CENTENNIAL  YEAR    Pioc    3444  > 

INTERDEPARTMENTAL  HIGHWAY  SAFETY 
BOARD,  membership  (EO  10986) 

LAW  DAY.  USA..  1962  (Proc.  3445 )., 

OFFICIAL  INFORMATION,  limitation  of  authority  "to 
classify  (EO  10985) 

RED  CROSS  MONTH,  1962  (Proc.  3448) 

SELECTIVE  SERVICE  REGULATIONS  ("e6  10984  i 

UNIFORMED  SERVICES:  pay  for  sea  and  foreign  duty 
for  enlisted  personnel,  regulations  (EO  10989) 

President's  Foreign  Intelligence  Advisor/ 
Board: 

Offlclal  Information,  limitation  of  authority  to  classify 
(Executive  Order  10985) 

President's  Temporary  Committee  on  Imple- 
mentation of  Federal  Employee-Man- 
agement Relations  Program: 

Establishment  (Executive  Order  10988) 

Price-Support  Programs: 

SALE  OP  SURPLUS  COMMODITIES 
VARIOUS   COMMODITIES.      See   Commodity    Credit 
Corporation. 

Procurement: 

AUTHORITY  DELEGATIONS  respecting  procurement 

functions.    See  specific  agencies. 

FEDERAL  PROCUREMENT  REGULATIONS.  See 
General  Services  Administration. 

REGULATIONS  of  various  agencies.  See  specific  agen- 
cies. 

Prunes: 

Dried  prunes,  marketing;  California 411,458 

Public  Contracts  Division,  Labor  Department: 

GENERAL  PROVISIONS: 

Insertion  of  stipulations 

Minlmilm  wages 

MINIMUM  WAGE  DETERMINAriONS.  various  indus- 
tries; propoeed  rules: 

Alaska  and  Hawaii ;  enforcement 

Drugs  and  medicine '"" 

Machine    tools .V.'. 

Pumps  and  compressors " 

Public  Health  Service: 

BIOLOGICAL  PRODUCTS : 

Blood,  whole,  human,  additional  standards;  sterility 

Sterility  standards 

COMMISSIONED  OFFICERS,  promotion  provlslonsap- 
plicable  to  regular  corps;  prescriptfon  of  numbers 

in    grade 

GRANTS  for  survey,  planning,   and   construction   of 
hospitals  and  medical  facilities : 
Construction  and  equipment  standards 

Project  priority i" 

Rehabilitation  facilities,  distrlbuUonmj""!"!!!! 

Public  Housing  Administration: 

Organization  and  functions: 
Agency  and  programs  description ;  Puerto  Rico,  Acting 
Regional  Director,  officials  authorized  to  serve  as 
Delegation  of  final  authority: 
Federally  owned  public  housing ; 
Land  rental  Increases,  execution  of  land  leases 
respecting;  Director.  Planning  and  Produc- 
tion Branch 

Representative  of  Department  head  "respecting 
contracts:  Director,  Planning  and  Produc- 
tion Branch 
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333 

439 
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439 
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Public  Housing  Administration — Continued       ^"^^ 
Organization  and  functions — Continued 
Delegation  of  final  authority — Continued 
Locally  owned  low-rent  housing: 
Authority  of  Commissioner;  Kenneth  C.  Cava- 

naugh,  Regional  Director.. - 871 

Certain  officials:  deletion. ...IJ      706 

Puerto  Rico: 

RESTRICTED  AIRCRAFT  AREA. 562 

SUGAR  in  bags,  Atlantic  Gulf  maritime  carriers,  rates"      598 
TOBACCO  STANDARDS,  clgar-flller  tobacco. ..  "       728 

WAGE  RATES,  various  industries.    See  Wage  and  Hour 

Divi.sKnv 


Quarantine  Regulations: 

ANIMAL  DISEASES,  scabies  in  sheep S36  504  732 

PLANT  QUARANTINE,  foreign:  strawberry  pli^ts..!.       501 


439 
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320 
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182 


307 
307 
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Radiation: 

See  Radioactivity. 

Radio  Communications: 

See  Federal  Communications  Commission. 

Radioactivity: 

REACTORS,  construction,  operation,  etc.    See  Atomic 

Energy  Commission. 
TELEMETERING  DEVICES  and  wireless  microphones; 

proposed  rule,  extension  of  time .'      700 

Railroads: 

Regulations,    Unffs.    etc.      See   Interstate    Commerce 

Commission. 

Raisins: 

CROP  INSURANCE.  1961  and  succeeding  crops  689 

MARKETING.  California I'lI'eM,  697 

Reclamation   Bureau: 

WASHINGTON.  Columbia  Basin  Project;  sale  of  full- 
time  farm  units _  353 

WYOMING.  Powell  townsite,  Shoshone  proj'ecV sale' of 

lots 357 

Records: 

Availability  for  research,  retention,  fees  for  reproduc- 
tion, etc.    See  sveciflc  agencies. 

Red  Cross  Month,  1 962: 

(Proclamation  3446) gjg 

Rehabilitation: 

Physical  rehabilitation  of  disabled  persons,  grants  for 

construction  of  facilities 394 

Renegotiation  Board: 

AUTHORITY  DELEGATIONS,  certain  functions,  powers 

and  duties;  various  amendments-  _     _  _       640 

CONDUCT  OP  RENEGOTIATION;  filing  of  Informa- 
tion and  requests  by  contractor,  place  for  filing  and 
business  hours §23 

FISCAL  YEAR  BASIS  for  renegotiation  and  exceptions; 
treatment  of  contracLj  with  price  adjustment  pro- 
visions, when  price  revision  precedes  renegotiation.       623 

ORGANIZATION;  two  regions.  Eastern  and  Western..       641 

Reservoir  Areas: 

Public  use.     See  Engineers  Corps. 

Restricted  Areas: 

Aircraft  restricted  areas  over  military  Installations. 
See  Federal  Aviation  Agency. 

Rice: 

EXPORT  PROGRAM,  definition  of  Vice  President  For- 
eign Agricultural  Service _  609 

MARKETING  QUOTAS  and  acreage  allotments' "1962 

ci"0P 145.  184.  610 

Rural  Electrification  Administration: 

Authority    delegations    by    Administrator    to    varloua 


officials 


669 


Rye: 

Loan  and  purchase  agreement  program,  1961  crop _      657 
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Schools: 

ALIEN  STUDENTS,  schools  for ;— 

PUBLIC  LANDS  reserved  for  school  purposes.  S«e 
Land  Management  Bureau. 

Sea  Duty:  | 

Uniformed  services,  additional  pay  for  enlisted  mem- 
bers (Executive  Order  10989) - 

Seals: 

Air  Force  Department - - -- 

Securities  and  Exchange  Commission: 

HEARINGS,  see  list  at  end  of  this  agency. 

INVESTMENT  COMPANY  ACT  of  1940;  records  J»  be 
maintained  and  preserved  by  registered  invest- 
ment companies,  et  al.;  proposed  rules,  extension  of 
time  -i— J 

SECURITIES  ACT  of  1933;  exemption  of  shares  offered 
in  connection  with  certain  transactions,  proposed 
rule 

HEARINGS,    ETC.! 

Allied  Capital  Corp..  328. 

American  Electric  Power  Co.,  Inc..  641. 

American  Research  and  Development  Corp.,  4S4. 

Apex  Minerals  Corp..  320,  901.  926. 

Appalachian  Power  Co..  761. 

Arkansas  Fuel  Oil  Corp.,  186,  641. 

Atlantic  Seaboard  Corp..  434. 

Bartln  Distilling  Co..  27. 

Bishop  on  Co  .  706. 

Black  Bear  Industries.  Inc.,  137,  871,  706. 

Cisco-Valley  Corp..  925.  j 

Cities  Service  Co..  186,  641.  ' 

Columbia  Oas  System,  Inc.,  434. 

Empire  Fund.  Inc..  761. 

Equity  Annuity  Life  Insurance  Co..  246. 

Graham-Newman  Corp..  762. 

Harmon.  George.  Co..  Inc.,  681. 

Honolulu  Oil  Corp..  288. 

Iowa  Interests  Corp.,  38. 

Jersey  CenUal  Power  &  Light  Co.,  642. 

Klngsport  Utilities.  Inc..  641. 

Laboratory  for  Electronics.  Inc.,  482. 

Litton  Industries.  Inc..  482. 

National  Mercantile  Clearing  Houae.  Inc..  601. 

New  Jersey  Power  &  Light  Co.,  642. 

New  Orleans  Public  Service.  Inc.,  435. 

Pan  American  Sulphur  Co.,  482. 

San  Diego  Imperial  Corp.,  482. 

Southwest  Forest  Industries,  Inc.,  288. 

Texas  and  Pacific  Railway  Co..  70. 

Townsend  Management  Co..  187. 

i;  S.  Diversified  Industries.  Inc.,  482.  ^ 

Yankee  Atomic  Electric  Co.,  371. 

Security: 

Classified  information,  safeguarding;  limitation  of  au- 
thority to  classify  (Executive  Order  10985) 


Page 
503 
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Selective  Service  System: 

APPEAL  TO  APPEAL  BOARD;  procedure  followed  by 
board : 

Review  and  decision  of  appeal  board 

Special  appeal  by  registrant  from  local  board  deter- 
mination; revocation. 
CIVILIAN  WORK  IN  LIEU  OF  INDUCTION: 
Determination  of  type  of  civilian  work  to  be  per- 
formed and  order  by  local  board  to  perform  such 

work  

Volunteering  for  civilian  work. 
CLASSIFICATION: 

Procedure:  I 

Consideration  of  classes. 
Issuing  duplicate  of  lost,  mislaid,  or  stolen  notice  of 

classification  (SSS  Form  No.  110) 

Rules  and  principles: 
Classes: 
Class  I-D,  member  of  Reserve  component  or  stu- 
dent taking  military  training 

Class  I-Y,  registrant  qualified  for  military  service 
only  in  time  of  war  or  national  emergency... 
Class  II-S.  registrant  deferred  because  of  ac- 
tivity In  study 


Selective  Service  System — Continued  ^*** 

CLASSIFICATION — Continued 
Rules  and  principles — Continued 
Classes — Continued 
Class  IV-A.  registrant  who  has  completed  service. 

sole  surviving  son 194 

Class  IV-F,  registrant  not  qualified  for  any  mili- 
tary service 194 

General  principles,  classes:  ' 

Class  I-Y.  registrant  qualified  for  military  service 

only  In  time  of  war  or  national  emergency..      193 
Class  IV-F,  registrant  not  qualified  for  any  mili- 
tary   service 193 

CRITICAL  SKILLS,  selection  of  certain  persons  with, 
for  enlistment  in  units  of  Ready  Reserve;  action 
by  local  board  after  receiving  request  of  registrant.      202 
DELINQUENTS,  unregistered;  registration  and  classi- 
fication     - 202 

DELIVERY  AND  INDUCTION.    See  Induction. 
INDUCTION,  transfer  for.  disposition  of  records,  etc...       199 

Civilian  work  in  lieu  of  Induction 202 

PHYSICAL  EXAMINATION,  Armed  Forces: 
Action  taken  after,  when  registrant's  status  not  de- 
termined; revocation 198 

Disposition  of  records,  action  taken  after 197 

Duty  of  registrant  to  report  for  and  submit  to. 196 

Forwarding  registrants  for JJJ 

Order  to  report  for — - - JW 

Preparing  records  for  group  ordered  to  report  for —      196 

Transfer  of  registrants  for 196 

QUOTAS  AND  CALLS:  ' 

Action  by  local  board  upon  receipt  of  notice  of  call;      ; 
"Statement  of  Acceptability  (DD  Form  No.  62) ".      198 

Determination  of  quotas,  credits  and  debits 198 

Registrants  who  shall  be  inducted  without  calls 198 

READY  RESERVE,  selection  of  certain  persons  who 
have  critical  skills  for  enlistment  in  units  of;  action 
by  local  board  after  receiving  request  of  registrant—      202 
REGISTRATION  * 
Cancellation  of  duplicate  registration  when  registrant 

foimd  not  qualified  for  service .      339 

Certificate,  registration,  duplicate: 
Action  by  local  boards  when  request  for  duplicate 

registration  certificate  is  filed . 339 

Duty  of  registrant  separated  from  active  duty,  who 
has  no  SSS  Form  No.  2,  ta  request  duplicate 

from  local  board 193 

Issuance  of  duplicate  certificate 339 

VOLUNTEERS: 

Classification 198 

Registration —      198 

Who  may  volunteer 198 

Ships: 

See  Vessels. 

Sierra  Leone: 

Social  insurance  and  pension  system _- 430 

Small  Business  Administration: 

AUTHORITY  DELEGATIONS: 

By  Administrator  to  Regional  Directors. 372 

\By  Branch  Manager,  Region  V,  to  Branch  Coimsel, 

Jacksonville.  Fla 372 

By    Regional    Director.    Region    vm,    to    Branch 
Managers : 

Fargo,  N.  Dak 69 

Sioux  Falls,  S.  Dak .        69 

DISASTER  AREAS  requiring  Federal  assistance: 

Florida  *12 

Mississippi 320 

SMALL  BUSINESS  ACT  regulations: 

Business  loans,  foreclosure  of  collateral 733 

Small  business  size  standards;  definitions  of  small 
business  for  various  purposes: 
Goverrunent  procurement : 
Construction  industry  except  hydraulic  dredgers;        \ 

proposed  rule,  hearing 865 

Hydraulic  dredging  Industry;  termination  of  pro- 
posed rule 865 

SBA  business  loans: 
Construction  industry  except  hydraulic  dredgers; 

193  proposed  rule,  hearing —      865 

Hydraulic  dredging  Industry ;  termination  of  pro- 

194  posed  rule 865 
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Smoll  Business  Administration — Continued 

SMALL   BUSINESS    INVESTMENT  ACT    regulations: 
Investment  companies: 

Adjudicative   proceedings 

Establishment  and   operation;    restriction  of  bor- 
rowing power,  maximum  use  of  private  capital, 

etc  

Aggregate  limitation  on  Investments  and  loans.. 

Licenses,  proposed  rules _.. 

Proposal 

Proposed  rule 

Investigations 

Loans  to  State  and  local  development  companies ;  loan 
amount  and  maturity 

Social   Security  Administration: 

Sierra  Leone,  ftndixig  regarding  social  insurance  and 
pension   system 

Southwestern  Power  Administration: 

Authority  delegation  to  Chief.  Division  of  Customer 
Service;  marketing  of  electric  power  and  energy 

Standards: 

AGRICULTURAL  COMMODITIES.  See  specific  com- 
modities. 

FOODS,  canned,  processed,  etc.  See  Pood  and  Diug 
Administration. 

TECHNICAL  STANDARDS  for  equipment,  materials. 
operations,  etc.     See  rpeciflc  agencies. 

State  Department: 

See  International  Development  Agency. 

Peace  Corps. 

AUTHORITY  DELEGATION  by  Assistant  Secretary  for 
Administration  to  certain  efOcials;  Foreign  Build- 
ings and  Operations  Offices,  procurement  transac- 
tions  262, 

FOREIGN  DUTY  PERSONNEL;  pay  and  allowances  in 
cases  of  emergency  evacuations,  authority  of  Sec- 
retary (Executive  Order  10982) _.   .   . 

FOREIGN  SERVICE  OFFICERS,  appointment;  eligi- 
bility, examination  for  class  8,  etc -   -   - 

PASSPORTS: 

Communist  organizations,  denial  of  pas5E>orts  to  mem- 
bers, creation  of  Board  of  Appeals,  etc 344, 

Foreign,  6-month  validity  extension;  agreements  with 
certain  countries 

States: 

Physical  rehabilitation  of  disabled  persons,  grants  for 
construction  of  facilities 

Strawberry  Plants: 

Imports  from  Europe,  quarantine  regulations 

Sugar:  I 

PRODUCTION.  MARKETING.  Imports.  See  Agricul- 
ture Department. 

RATES,  sugar  in  bags.  Atlantic  Gulf  Puerto  Rico  trade; 
maritime   carriers 

Surplus  Property  and  Commodities: 

Agricultural  commodities  acquired  through  price  sup- 
port operations,  sales  of 

Sweetpotatoes: 

standards,  frozen  potatoes;  proposed  rule... 


Tangelos: 

Marketing,  Florida 165. 

Tangerines: 

Marketing.  Florida 85, 

Tariff  Commission: 

Investigation  of  imports: 

Cotton  products,  correction 

Glass,  cylinder,  crown,  and  sheet;  additional  report 

to  President. 

Portland  cement  from  Dominican  Republic 

Safety  pins,  report  to  President 

Taxes: 

Excise,  Income,  etc.,  reg\ilations.    See  Internal  Revenue 
Service. 


Pnge 


459 


187 
851 
589 
167 
589 
464 

732 


430 


453 


870 

3 
469 

655 
125 

894 
501 


598 


320 


516 


613 


612 


451 

435 
680 
137 


727 


121 

649 

728 


860 


Television  Antenna  Structures:  *"''«• 

Construction,  aeronautical  studies  respecting.  Sec  Fed- 
eral Aviation  Agency. 

,  Television  Stations: 

I  See  Federal  Communications  Commission. 

Texas  Towers: 

Enlisted  members  of  uniformed  services  asslgneu  to; 
additional  pay  for  sea  duty  (Executive  Order 
10989)   

Tobacco: 

MARKETING  QUOTAS: 

Florida  and  Georgia;  correction 

F^ue-cu^ed  quota.  3  years   

STANDARDS.  Puerto  Rican  cigar-flller  tobacco. 

TOBACCO  PRODUCTS  and  cigarette  papers  and  "tubes 
for  use  of  United  States  without  payment  of  excise 
taxes ;  proposed  rules 

Trade  Practices: 

I  See  Federal  Trade  Commission, 

I  Treasury   Department: 

I  See  Coast  Guard. 

I         Comptroller  of  the  Currency. 

I  Customs  Bureau. 

Internal  Revenue  Service. 
ACCOUNTS  BUREAU;  surety  companies  acceptable  on 
Federal   bonds,   certificate   of   authority   Issued  to 

State  Surety  Co .  262 

ANTIDUMPING  ACT  OF  1921 : 

Appraisement  withheld  on  certain  imports.     See  main 

heading  Customs  Bureau. 
Determinations  of  Secretary  on  listed  imports: 
Portland  cement,  from  Dominican  Republic;  sales 

at  less  than  fair  value 669 

Telephone  cable  from  Canada;  fair  value  determi- 
nation    590 

FISCAL  SERVICE.    See  Accounts  Bureau;  Public  Debt 

Bureau. 
PUBLIC  DEBT  BUREAU;  Bonds.  Treasury.  4  percent. 

1969,   additional  issue 590 

Turiceys  and  Turkey  Eggs: 

FOOD  ADDITIVES,  medicated  feed ..  14 

MARKETING  AGREEMENT,  proposed;  hearing 518.  834 

u 

Unemployment  Compensation: 

State  laws,  certification  to  Secretary  of  Treasury. 542 

Uniformed  Services: 

See  Armed  services. 

U.S.  Arms  Control  and  Disarmament  Agency: 

Official  information,  limitation  of  authority  to  classify 

•  Executive   Order    10985) 439 


Vessels: 

COAST  GUARD  regulations.     See  Coast  Guard. 

MARITIME  CARRIERS,  regulations  affecting.  See 
Federal  Maritime  Commission;  Maritime  Adminis- 
tration. 

RADIO  COMMUNICATIONS  See  Federal  Communi- 
cations Commission. 

WAR  RISK  INSURANCE 226 

Veterans  Administration: 

ADJUDICATION.     See  Pension,  compensation. 

LOAN  GUARANTY;  administrative  action,  charges  and 

fees,  definitions , _  223 

PENSION.  COMPENSATION: 
Adjustments  and  resumptions;  income  and  net  worth 

change  and  questionnaires 655 

Concurrent  benefits  and  elections;  elections  of  pen- 
sion or  compensation,  right  to  elect,  and  finality 

of  election 340 

Dependency  and  income : 
Armual  income;  change  in  status,  net  worth  ques- 
tionnaires _.. 655 

Income  excluded,  net  profit  from  sale  of  claimant's 

residence 254 
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Veterans  Administration— -Continued  ^^' 

PENSION.  COMPENSATION— Continued 
Reductions    and    discontinuances,    dependency    of 

parent — W5 

SOLDIERS"   AND  SAILORS'  CIVIL  RELIKP;  applica- 
tion and  maturity -- 656 

Vocational  Training: 

Indians,  adult,  training  programs 510 

Wage  and  Hour  Division,  Labor  Department: 

AREA  OF  PRODUCTION - *00 

EMPLOYEES,  executive,  administrative,  and  profes- 
sional, exemptions;  hearing,  proposed  rule 865 

FAIR  LABOR  STANDARDS  ACT;  enforcement  policy 

respecting  certain  retail  and  service  establishments.      694 
HANDICAPPED   CLIENTS   IN   SHELTERED  WORK- 
SHOPS, employment  of;  advisory  committee,  spe- 
cial certificates,  records,  etc 175 

HOME  WORKERS.    See  Puerto  Rico. 
LEARNERS,  employment: 
Apparel  industry;  hearing  on  learning  period,  mini- 
mum rates,  etc..  proposed  rule 346 

Certificates,  special,  to  various  industries  for  employ- 
ment of  learners  at  sjiecial  minimum  rates 68. 

542,  543,  544.  642,  643,  683 
PUERTO  RICO: 

Homeworkers  in  gloves,  scarf  and  linen,  children's 
dress  and  underwear,  women's  underwear,  blouse, 
swimwear.  etc.  industries;   minimum  piece  rate 

increases    581 

Learners,  employment  at  below  minimum  wages;  spe- 
cial certificates  to  various  companies 69,545 

Minimum  wage  orders  for  workers  in  various  indus- 
tries; appointment  of  members  of  Review  Com- 
mittees Nos.  3-A.  3-B.  and  4 666 
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Wogo^jond  Hour  Division — Continued 

RECORDS  to  be  kept  by  employers;  proposed  revision.      526 
RETAIL  AND  SERVICE  ESTABLISHMENTS,  certain; 
enforcement  policy  under  Fair  Labor  Standards 
Act    -.. 694 

Wages: 

See  also  Pay.  compensation. 

LEARNERS,  employment  at  subminimum  wages.    See 

Wage  and  Hour  Division. 
MINIMUM    WAGES,    Government    supply    contracts. 

See  Public  Contracts  Division. 

Wheat: 

EXPORT  PROGRAM,  definition  of  Vice  President,  For- 
eign Agricultural  Service '' 609 

LOAN    AND   PURCHASE    AGREEMENT   PROGRAM. 

1961    crop 96.557 

MARKETING  QUOTAS,  acreage  allotments: 

1960  and  subsequent  crops 251 

1962  and  1963  crops 41.76,584,767 

Wildlife: 

Wildlife  refuges. 


See  Land  Management  Bureau. 


See  Internal  Revenue 


Wine: 

Export,   labeling,   advertising. 
Service. 

Without-Compensation  Employees: 

Appointments  and  statements  of  financial  interests.  See 
Commerce  Department;  Emergency  Planning 
Office;  Interior  Department;  Interstate  Commerce 
Commission. 

Workmen's  Compensation: 

AEC  regulation,  compensation  insurance 
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31 
.--  333 
.._  549 
.__   819 

9 
.__  179 
.--  778 
.__  179 
.__  627 
.__  308 
193 
10001 193 


3  CFR 

Proclamations: 

3443 

3444 

3445 

3446 

Executive  Orders: 
May  28.  1868. 

6039 

8095 

8442 

8877 

8979 

9988 


193 

32 

778 

193 

727 

193 

193 

193 

193 

10501 439 

10562 193 

10594 193 

10650 f._  193 

10659 193 


10008. 
10025- 
10046- 
10116. 
10168. 
10202. 
10292. 
10328. 
10363. 
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Executive  Orders — Continued 

10714 :.-  193 

10735 193 

10787 580 

10809 193 

10898 439 

10901 439 

10982 3 

10983 32 

10984 193 

10985 439 

10986 439 

10987 550 

10988 551 

10989 727 


5  CFR 

4.201  __ 

4.206  .. 
6.104  -- 
6.113  _- 


390 

391 

302 

251 

6.114 391,  442 

6.212   728 

6.302   38 

6.309 38,  251.  767 

6.310   --.- 38 

6.312 96,  251.  515 

6.313  851 

6.342 38 


5  CFR — Continued 

6  364                 

Page 
.     _       302 

6.368             --- 

649 

24.23          - 

457 

24.44 

457 

24.101              __- -- 

457 

24.152 --- 

457 

25.601     25.609    -     - 

5 

30.702         - 

221 

30.704                          - - 

221 

350.10   

221 

6  CFR 

10 877 

400—484— 

Technical  Amendment 609 

421.147 96.  557 


557 
557 
558 
6 
6 
820 
820 
820 
609 
609 

483.296  609 

484.155  609 

519.205 -     6 


421.187  

421.487  

421.583  96. 

446.1305  

446.1306  

475.210  

475.211  

475.212  

481.156  

483.196  
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29.9101—29.9999    728 

52.701—52.711 74 

52.1481—52.1495    38 

319.37-12   501 

319.37-13    _      501 

402.1    689 

722  506    303 

722.507    303 


-722.556 


303 


649 

42 

251 


722.555 

722.566    

725.1309—725.1310 

728.1011    _-    

728.1017b 

728.1027  -  - 42,  767 

728.1208  .      76.  584 

730.1301—730.1304 145 

730.1305—730.1307 610 

775.101— 775  128 146 

775.124 457 

775.151    155 

775.152    155.441 

820.22 335.  584 


850.145 
905.301 
905  302 
905.303 
905.304 
905.305 


43 
85 
164 
165 
165 
611 


905.306 611 

905.307 612 

905.308 613 

906.301 7.458 

906.302 86,  731 

906.303 457.  731 

9M.304 731 

906.305 730 

907.301  166 

907.302 391.  689 

907.303 613,  881 

907.304 820 

907.520 '8 

909.301  391 

910.301 166,441 

910.302 392,  649 

910.303 613 

910.304 821 

910.1039 222 

912  87 

912.120 92 

917.116 501 

927.32  93 

927.42 93 

927.47 93 

927.60 93 

933.1080 86 

944.300 8,  458 

944.301 821 


950.209 
970.302 
971.304 
989.217 
990.401 
993.128 


502 
336 
502 
614 
441 
881 


993.150  458 


1015.2  

1015.3  94 

1015.4  

1015.22  

1015.24  

1015.30  

1015.33  

1015.40  

1015.42  

1015.46  

1015.50  

1015.51  

1015.63  


94 
95 
94 
95 
95 
96 
95 
96 
95 
95 
95 
95 
95 
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1064.10  IC15] 

1125.16  

Proposed  Rules: 

26 

51 

52 - 

900—999 -- 

907 - 


409,665, 


474 
474 


108 


908 

910  . 

911  . 
950  - 
959  - 
983  . 
989 
990  _ 
993  - 
1001- 

1004 

lOOd— 1007  - 
1008—1009  - 
1010 799,898 


-1003 


<99 


768 

697 
863 
516 
781 
864 
864 
475 
11 
111 
411 
121 
697 
256 
411 
799 
898 
799 
314 


1014—1016 

1030—1038 

1039 257,314 

104O— 1046  --   


-1063 


1047 
1048 
1049 
1051 
1061- 

1064 

1067—1069 

1070 

107&— 1079 

1095 

1097  ,.  ^ 

1099  

1108  

1125  

1126  

1127  

1128  

1129  

1131  

1133  


121 


122 


314 


238 


799 

314 

748  i 

314  ' 

314  j 

314  I 

314 

518 

314 

665 

314 

314 

314 

314 

314 

314 

314 

256 

412 

417 

422 

417 

832 

588 

96 
96 
502 
502 
503 
503 
503 
503 
503 
503 
299.3 503 

9  CFR 

74.2 504.  732 

743 336.  504,  732 

151.9 881 

Proposed  Rules: 

17    


8  CFR 

3.1 

3.2 

212.7  -. 
214  1  -- 
2142  -. 
214.3  -- 
248  1   -- 

282.1  -- 
299  1   -- 

299.2  - 


12  CFR 

217  123   .-- 

261  4   _     

262  2   _    

545  1-1       

56322-1      

13  CFR 

107  11      

107  102      

107  104        

107  301       

107  402    

107  403         

107  704 

107.707    

107  708    -    

107716         

108  502-1    

109  -      

110  

122  7-21     

Proposed  Rules: 

107 

121 


89  .. 
92  -. 
95  -. 
201  -- 
301 

CFR 


•Appears   as    §  914.520. 


10 

2    

3    

Proposed  Rules: 

9  

30  


^ 


748 
10 
411 
865 
665 
518.834 


Page 

392 
393 
504 
45.  442 
393 


377 

377 

785 
531 


167 
167 
167 
167 
168 
168 
168 
169 
169.851 
169 
732 
459 
464 
733 


589 
865 


14  CFR 

40— 

SR  436A 97 

SR436B 97.465 

40  153    650 

40  153-1    650 

41  — 

SR436A 97 

SR436B 97,465 

41  136    -    651 

42— 

SR436A 97 

SR436B 97.465 

42  66    652 

6021-1    769 

6049    769 

6049-1    769 

202 15591 

202.1    559 

202.2    559 

202.3    559 

202.4    560 

202.5    560 

202.6    560 

202.7    -  560 

202.8    560 

205 733 

227 [4661 

227.0    466 

227  1    466 

227  2    466 

227  4    466 

227  5   466 

2887    693 

301.1    852 

3012    852 

301.4    852 

301.11    852 

301  15    852 

301.35    852 

30140    852 

301.45    852 

301.46    853 

30147    853 

30148    853 

30150    853 

302  1    854 

302  22    854 

30227    854 

302  28    855 

302.30    855 

30231    855 

302.33    855 

302.34    855 

30236   855 
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302.37  855 

302.41  855 

302.800 — 302.804 —  169 

39936  693 

507  10 98.204.442,505, 

561.  615.  652,  693,  769,  770.  856 

51466  337 

600.621  " 736 

600  1507  856 

600.1509  856 

600.1515  466 

600.1517  —  -  466 

600.1519  562 

600.1521  466 

600.1530  170 

600.1557  616 

600.1602  466 

600.1669  856 

600.1675  856 

600.1676  616 

600.1763  856 

600.1766  •  736 

600.6009  170 

600.6011  170 

600.6016  —  -  467 


600  6023  _-  --  - 

98 

600  6035       

562 

600  6037      

856 

600  6054        

735 

600.6097  . 

736 

600  6103          

-.  467,737 

600  6154          

735 

600.6157 — 

562 

600.6176   

736 

600  6248  _ 

467 

600  6253           

506 

600.6258             

467 

600.6260 - 

467 

600.6287 _  _  -  -- 

98 

600.6423 --  _  - 

467 

600.6429    -_  -   

737 

600.6430 -  _. 

736 

600.6438 

561 

600.6439         -_  

856 

600.6451  

694 

600.6514 -  

_--   303 

600.6839  --  

736 

600.6843  

562 

600.6875  __.   

467 

600.6881 56 

601.1002  _ 

1,  562,  735 
507 

601.1013 

562 

601.1066 

171 

601.1238 

-  _   770 

601.1380 _ 

.  -   509 

601.1398 

171 

601.1408    -    -  __ 

_  _   562 

601.1416 - 

506 

601.1417 

506 

601.1423 

509 

601.1983  --  

653 

601.2024 

770 

601.2101 

653 

601.2143 

653 

601.2149 

507 

601.2172 

394 

601.2198 __- 

506 

601.2230 

508 

601.2247 

508 

171 

601.2270 

507 

601.2316 

468 

601.2352 

508 

601.2398 

506 

601.2413 

468 

601.2475 

508 

601.5001 

98 

601.6023  _  -    

98 

601.6097  

736 
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601.6103  — 737 

601.6253 506 

601.6287 98 

601.6423 — 467 

601.6429 - 737 

601.6430 - 736 

601.6438 . 561 

601.6439 857 

601.6514 303 

601.7001 561 

601.7002 616 

601.7003  — 737 

601.7101 467,  617 

601.9011 617 

601.10015 506 

601.10018 394 

601.10019 509 

601.10410  - 653 

601.10805 653 

601.10861  1 616 

602.100 99,  738.  822.  882 

602.200 205.  338,  737.  882 

602.300  __ 738,  770 

608.34 617 

608.37 L 563 

608.41 - 563 

608.42 1 253 

608.43 563 

608.48 6,  205 

608.50 171 

608.52 563 

608.71 562 

609.100 —  206,  212.  564.  570,  577 

609.200 208,  215,  567.  573,  578 

609.300 209,  216 

609.400  — —  209,  217,  567,  574,  579 

609.500  - 211,  220,  569,  575,  580 

610.18 — 394 

610.107  - 394 

610.299 394 

610.625  — 394 

610.1001 394 

610.1508 397 

610.1510 397 

610.1512  — 397 

610.1524  - 397 

610.1529  _- 397 

610.1531  — 397 

610.1543 397 

610.1547  ___ 397 

610.1553 398 

610.1655 398 

610.1668 398 

610.1704 398 

610.1715  _ 398 

610.1738  — 398 

610.1755 398 

610.1756 -  398 

610.6001  — —  394 

610.6002  394 

610.6003 - 394 

610.6004 394 

610.6006 394 

610.6008 394 

610.6013 394 

610.6014 —  394 

610.6015 394 

610.6016  _— 394 

610.6018 394 

610.6019 394 

610.6021 395 

610.6035 -•- 395 

610.6050 - 395 

610.6055 395 

610.6056 395 

610.6066 395 

610.6068  395 

610.6072  395 

610.6077  -_ 395 
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610.6081  395 

610.6083  395 

610.6085 395 

610.6088  395 

610.6097  395 

610.6100  395 

610.6104  395 

610.6114  395 

610.6118  395 

610.6120  395 

€10.6132  395 

610.6133  395 

610.6138  395 

610.6139  395 

610.6157  395 

610.6159  395 

610.6168  395 

610.6185  395 

610.6187  395 

610.6190  395 

610.6191  395 

610.6193  395 

610.6198  ,396 

610.6210 396 

610.6211  396 

610.6213 396 

610.6217  396 

610.6222  396 

610.6231  396 

610.6233 _.-  396 

610.6235 396 

610.6253  396 

610.6262  396 

610.6267 396 

610.6275 396 

610.6277  396 

610.6278 396 

610.6284 396 

610.6295  396 

610.6401  396 

610.6402 396 

610.6403 396 

610.6405  396 

610.6410  396 

610.6412  396 

610.6413 396 

610.6414 396 

610.6415 396 

610.6436 397 

610.6437 397 

610.6440 397 

610.6450 397 

610.6451  397 

610.6454 397 

610.6456 397 

610.6477 397 

610.6490 397 

610.6494  397 

610.6504  397 

610.6505  397 

610.6810 —  397 

610.6830 397 

610.6837  397 

610.6839 397 

610.6853  397 

610.6854 397 

610.6881  397 

610.6885 397 

610.6887  397 

Proposed  Rules : 

1 748 

6 748 

7 748 

8 - 748 

42 697 

43 748 

302 238,588 

320 786 

321  786 
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507    536 

600 317.  536, 

634,  697,  698.  750.  751,  752,  834 
601 317,  346,  476.  536.  634. 

698.  699,  751,  752.  788,  835,  836 

602 537,  667.  699,  752.  753,  902 

608 17.  317.  634.  836 

610    14 

15  CFR 

202.174 99 

203.103 857 

230.11   304 

3852 251 

16  CFR 

13.15 770 

13.1S-235 770 

13.15-235<m)    770 

13.30 443 

13.30-75 443 

13.85 654 

138&-60 654 

13.110 770 

13.130 609.  738 

13.155 251.  398.  739 

13.155-40 251.  398.  739 

13.15S-45 251 

13.155-70  251.  739 

13.155-100 739 

13.170 509.  654 

13.170-22 509 

13.170-52 509.  654 

lll70-70 509 

13.195 609 

13.195-«0 609 

13.235 398 

13.235-35 398 

13.265 770 

13.330 770 

13.330-60 770 

13.397 100 

13.410 100 

13.430 100 

13.432 100 

13.490 398 

13.710 100 

13.770 100 

13.800 738 

13.820 8.  305,  738.  882 

13.822 738.  882 

13.824 99 

13.843 882 

13.1053    468.654 

13.1053-80    654 

13.1053-90   468 

13.1055    443.738 

13.1108    398,468 

13.1108-40   398.468 

13.1185    305.468,654 

13.1185-40   305 

13.1185-80   654 

13.1185-90    468 

13.1212   398.443 

13.1212-80   443 

13.1212-90   398 

13.1255    738 

13.1323   443 

13.1845    398,443.654 

13.1845-70    443.654 

13.1845-80   398 

13.1852    443.468,654 

13.1852-70    :._.  443.654 

13.1852-80    468 

13.2280   -. 443 

13.2280-70   443 

Proposed  Rules: 

62 668 


17  CFR 

Proposed  Rules: 
230 

270 

18  CFR 

2.55    

15494    

19  CFR 

11  

1.2    

14    

1.6    --    

31    

3  17    

4 

484    

827    

8  30   

8.59    

10.68    

10.104    

20  CFR 

612 


P.ige 

232 
635 

510 
252 

617 
618 
618 
618 
222 
222 
222 
222 
101 
101 
739 
771 
771 

858 
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15.513  '---  618 

17.1  338 

19.540  [3991 

19.565  [3991 

19.567  [399] 

19.590  [3991 

19.591  [3991 

19.595  [3991 

19.610  [3991 

19.615  [399] 

20.1  584 

37.5  740 

120.37  253.585 

120.151  822 

120.157  101 

120.169  823 

120  177  338 

120.180  823 

120.190  883 

120.191  824 

121.90  824 

12191  --  469,824 

121.213  45 

121.224  585.825 

121.1031  222 

121.1056  883 

121.1070  825 

121.1072  305 

121.2505  46 

121.2506  223 

121.2515  339 

121.2524  825 

131.2527  741 

121.2529  306 

1212533  826 

121.2534  47 

141a. 29  618 
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Presidejitial  Documents 

Title  3— THE  PRESIDENT 

Executive  Order  10982 

ADMINISTRATION  OF  THE  ACT  OF  SEPTEMBER  26,  1961,  RELATING  TO 
EVACUATION  PAYMENTS,  ASSIGNMENTS,  AND  ALLOTMENTS,  AND 
OTHER  MAHERS 

liv  virtue  of  the  autlioritv  vestrd  in  mo  bv  tlic  act  of  September 
liU,  1061  (75  Stat.  0(52),  and  by  section  ^01  of  title  3  of  the  United 
States  Code,  and  as  President  of  the  I'nifed  States,  it  is  ordered  as 
follows: 

Src^Tiov  1.  As  used  in  this  order: 

(a)  The  term  "the  act"' means  the  act  of  September -Ji't.  I'.Xil  (Public 
Law  S7-:i04),  75  Stat.  m± 

(b)  The  term  "Federal  a<;enc\""  means  any  executive  department 
of  the  Government  of  the  United  States  of  America,  anv  a<rency  or 
independent  establisliment  in  the  executive  branch  of  the  (rovernment, 
and  any  corporation  wholly  owned  or  controlled  by  the  Government. 

(c)  The  term  "foreijrn  area"  means  any  area  (includin<i  the  Trust 
Tcrritorv  of  the  Pacific  Islands)  situated  outside  (1)  the  United 
Slates  (includinfr  the  District  of  Golumbia),  (i2)  the  (Commonwealth 
of  Puerto  Rico,  {'\)  the  Ganal  Zone,  and  (4)  any  tei-ritoiy  oi-  ])osses- 
sion  of  the  United  States. 

Ska".  '2.  (a)  Except  as  otherwise  provided  by  se('t  ion  '2  (b)  and  sect  ion 
.■)(c)  of  this  order,  the  Secretary  of  State  in  respect  of  civilian  em- 
l)loyees  of  Federal  ajrencies  who  are  l<x*ated  in  foreigrn  areas  imme- 
iliately  ])rior  to  an  emerjrency  evacuation,  and  the  Civil  Service 
Commission  in  respect  of  all  other  civilian  em])loyees  of  Federal 
agencies,  are  hereby  designated  and  empowered,  without  the  approval, 
rat  ideation,  or  other  action  of  the  President,  to  perform  the  f  mictions 
conferred  upon  the  President  by  section  3(a),  section  3(b).  and 
section  0(a)  of  the  act. 

(b)  The  Civil  Service  Commission  is  hereby  designated  and  em- 
l)owered.  without  the  approval,  ratification,  or  other  action  of  the 
l^i-esident,  to  perform  the  functions  conferred  upon  the  President 
by  the  provisions  of  section  6  of  the  act  with  respect  to  allotments 
and  assi<rnments  authorized  by  section  5  of  the  act. 

Skc.  3.  The  followin*r  regulations  are  hereby  prescribed  a,s  necessary 
and  appropriate  to  carry  out  the  provisions,  accomplish  the  puiposes, 
and  govern  the  administration  of  the  act : 

(a)  To  the  maximum  extent  practicable,  the  Secret aiy  of  State, 
the  Civil  Service  Commission,  and  the  heads  of  other  Federal  agencies 
shall  exercise  their  authority  under  the  act  and  this  order  so  that  em- 
])loyees  of  different  Federal  agencies  evacuated  from  the  same  geo- 
graphic area  under  the  same  general  circumstances  may  bo  treated 
uniiormly. 

(b)  Advance  payments  of  compensation,  allowances,  and  differ- 
entials, as  authorized  by  section  2  of  the  ;ict,  shall  be  held  to  the 
minimum  i)eriod  during  which  the  order  for  evacuation  is  anticii)ated 
to  continue,  and  shall  in  no  event  be  made  for  a  perioil  of  more  than 
thirty  days. 

(c)  It  is  hereby  determined  to  W  in  the  interest  of  the  United 
Slates  that  payments  of  monetary  amounts  as  authorized  by  section  3 
of  the  act  to  and  for  the  account  of  an  employee  whose  evacuation  is 
ordered  and  who  is  prevented  from  performing  the  duties  of  his 
position,  under  the  cireumstances  set  forth  in  section  3  of  the  act, 
should  be  extended  beyond  sixty  days  for  not  more  than  one  hundred 
and  twenty  additional  davs  only  upon  determination,  pursuant  to 
regulations  of  the  head  of  the  I^ederal  agency  concerned,  that  such 
additional  payments  are  reasonably  necessary  to  maintain  a  civilian 
staff  available  for  i)erformance  of  duty.     Such  i)ayments  of  monetary 


THE   PRESIDENT 


aiiu»uiit>  uinU'r-  tlu'  aurlioi  it y  of  s»'<t  ion  •">  of  tin'  iut  >li;ill  Ik-  tiTininattMl 
as  of  sudi  dates  a>  may  Ih'  ch'teriuiiu'«l  by  flic  Sccn'tary  of  State  oi- 
the  Civil  Sefvice  ( 'oiimiission,  as  appropriate,  hut  not  later  tliaii  the 
(late  on  whirh  an  employee  resumes  his  duties  at  the  post  from  which 
he  has  heen  evacuated  or  is  as.-.ijjni'd  to  another  position. 

Sh;(  .  t.  (a)  The  head  of  each  Fedeial  aireiicy  shall  issiu-  as  soon  as 
pi-acl  icahle  su("h  ivi^ulat  ions  as  may  U'  nece>^>aI•y  and  appropriate  to 
cairv  out   his  functions  under  the  act  and  this  ordei\ 

(I))  In  order  to  coordinate  the  j)olicies  ami  procedures  of  the  e\ec- 
II  t  i\ »'  branch  of  t  he  ( iou'iiunent,  all  reixiilat  ions  of  any  I-'ediu  al  ajrtMicy 
piepai^Ml  for  issuance  under  the  |)i'o\  i--ions  of  section  <'>ic)  of  the  act 
and  s<'ction  ha)  of  this  ordei-  shall  he  submitted  for  prior  approval 
to  the  Sec  let  a  rv  of  State,  of  to  t  he  ( "i\  il  Ser\  ic«'  (  'oiiimi-sion,  as  may 
Ih>  appropriate,  under  >ect  ion  ■_'  of  t  liH  order.  The  Secret  a  iv  of  Slate 
and  tlie  ('ivil  Sei\  icc  (■ommi--^ion  >hall  re\  irw  -iich  lejjiilat  ions  for 
conformance  with  the  purpose  and  intent  of  the  act  and  of  the  i-e;:u- 
lations  contained  in  section  .'.  of  this  ordei-.  No  I'^Mleral  ai^ency  shall 
make  any  payment  under  the  provi>ion^  of  the  act  or  tliis  order  until 
such  rejrulations  have  In't'ii  approv»'d  by  the  Secretary  of  State,  or 
the  ( 'i\  il  Ser\  i«'e  ('ommi»ion,  as  appropriate. 

,b>l!  \    V.  Kl  \  NK.I>Y 
TuK  ^^'MIrK  Hol  SK, 

[FK    I».K     t'.-J    liO;  Kile<l,.Iaii    L".  r,«;j     IJ   J  t  pin  ] 


Rules  and  Regulations 


Title  5— ADMINISTRATIVE 
PERSONNa 

Chapter  I — Civil  Service  Commission 

PART  25— FEDERAL  EMPLOYEES* 
PAY   REGULATIONS 

Allotments  and  Assignments  From 
Federal   Employees 

Effective  March  25.  1962,  Subpart  F 
is  added  to  Part  25  as  follows: 

SUBPART  F — ALLOTMENTS  AND  ASSIGNMENTS 
FROM    FEDERAL   EMPLOYEES 

Soc 

25  601      Dennltlons  I 

25  602     Authority  of  Federal   agency. 

25  603      Authorized   allotters. 

25  604  Circumstances  under  which  allot- 
ments are  permitted. 

25  605  Purposes  for  which  allotnients  may 
be  made. 

25  606     Authorized    allottees 

25  607     Limitations  on   allotments. 

25  608     EMscontlnuance  of  allotment. 

25  609     Proceduree. 

Authority  :  5§  25  601  to  25  609  issued  under 
sec     6.   75   Stat     664 

Subpart    F — Allotments   and    Assign- 
ments  From    Federal   Employees 

§2.~>.6(»1       l)<-nnilion«. 

For  the  purposes  of  this  subpart,  the 
following  terms  shall  have -the  meanings 
as  stated: 

•  a)  "Act"  means  Public  Law  87-304, 
approved  September  26,  1961  (75  Stat. 
662'. 

<b>  "Allottee"  is  the  person  or  institu- 
tion to  whom  the  allotment  is  made  pay- 
able. 

<c>  "Allotter"  is  the  ofTicer  or  employee 
from  whose  civilian  compensation  the  al- 
lotment is  made. 

id)  "Allotment"  is  either  an  allotment 
or  assignment  of  a  definite  amoimt  of 
the  compensation  of  a  civilian  employee 
which  is  authorized  to  be  paid  to  an 
allottee. 

<e)  "Comp>ensation"  is  the  net  pay  due 
an  employee  after  all  deductions  author- 
ized by  law  (such  as  retirement  or  social 
security  deductions.  Federal  withholding 
tax,  and  others,  when  applicable)  have 
been  made. 

<f  >  "Department"  means  each  execu- 
tive department  of  the  Government  of 
the  United  States  of  America,  each 
agency  or  independent  establishment  in 
the  executive  branch  of  the  Government, 
and  each  corporation  wholly  owned  or 
controlled  by  such  Government. 

(g)  "Continental  United  States" 
means  the  several  States  and  the  District 


of  Colimibia,  but  excluding  Alaska  and 
Hawaii. 

§  25>602      Authority  of  Federal  agency. 

(a)  A  department  may  permit  allot- 
ments under  section  5  of  the  Act  only 
in  accordance  with  the  Act  and  the 
regulations  In  this  subpart. 

(b)  Allotments  may  be  permitted  in 
the  discretion  of  the  head  of  the  depart- 
ment concerned  under  such  additional 
regtilations,  not  inconsistent  with  the 
Act  and  the  regulations  in  this  subpart, 
as  he  deems  necessary  and  appropriate. 

§  25.603      Authorized  allotters. 

Only  those  employees  who  are  serving 
under  appointments  not  limited  to  six 
months  or  less  may  be  permitted  to  make 
allotments. 

§  25.604      Circumstanees  under  kIih-Ii  al- 
lotments arc  permitted. 

(a)  Allotments  may  be  authorized  on 
a  current  basis  under  the  following  cir- 
cumstances: 

(1)  When  an  employee  is  assigned  to 
a  post  of  duty  outside  the  continental 
United  States:  or 

(2)  When  an  employee  is  working  on 
an  assignment  away  from  his  regular 
post  of  duty  when  the  assignment  is 
expected  to  continue  for  three  months  or 
more;  or 

(3)  When  an  employee  is  serving  as 
an  officer  or  a  member  of  a  crew  on  a  ■ 
vessel  under  the  control  of  the  Govern- 
ment of  the  United  States. 

(b)  Allotments  may  be  authorized  to 
become  effective  when  an  order  of  evac- 
uation is  issued  under  the  provisions  of 
section  2  or  section  3  of  the  Act.  Pay- 
ment of  the  allotments  authorized  under 
the  provisions  of  this  paragraph  may  not 
be  made  until  the  issuance  of  such 
evacuation  order. 

§  25.605      Purpcscs  for  wliidi  allolnicnl.*. 
may   be   made. 

(a)  Allotments  may  be  made  for  the 
following  purposes: 

(1)  For  the  support  of  relatives  or 
dependents  of  the  allotter; 

(2)  For  savings; 

(3)  For  payment  of  commercial  in- 
surance premiums  on  the  life  of  the 
allotter ; 

(4)  For  payment  of  U.S.  Government 
or  National  Service  Life  Insurance ;  or 

(5)  For  any  other  purpose,  not  other- 
wise prohibited,  when  approved  by  the 
head  of  the  department  or  his  authorized 
representative. 

'(b)  Allotments  may  not  be  made  for 
the  following  ptirposes: 

(1)  For  payment  of  any  indebtedness, 
except  when  the  head  of  the  agency 
specifically  provides  otherwise;  or 


(2)  For  contributions  to  charities;  or 

(3)  For  payment  of  dues  to  civic,  fra- 
ternal, or  other  organizations. 

§  25.606      .Authorized   allottees. 

(a)  An  allotment  may  be  made  to  any 
person,  or  to  any  corporation,  financial 
institution,  or  agency  when  the  allot- 
ment is  for  one  of  the  purposes  per- 
mitted by  §  25.605(a). 

(b)  The  allottee  must  be  specifically 
designated  in  writing  by  the  allotter. 

§  25.607      Limitations   on    allotments. 

The  following  limitations  shall  apply 
to  the  making  or  approving  of  allot- 
ments : 

(a)  Allotments  shall  be  disbursed  on 
one  of  the  employee's  regularly  desig- 
nated paydays  and  according  to  the  con- 
ditions of  the  allotment  except  in  those 
cases  where  the  department  and  allotter 
may  agree  upon  a  later  date ; 

<b)  An  employee  may  not  have  more 
than  one  allotment  payable  to  the  same 
allottee  at  the  same  time; 

(c)  Allotments  cannot  exceed  the 
compensation  due  the  allotter  for  a  par- 
ticular period. 

§  25.608      Discontinuance  of  allotment. 

Allotments  shall  be  discontinued  un- 
der the  following  circumstances: 

•  a)  On  the  retirement,  separation 
from  the  Federal  service,  or  death  of  the 
allotter. 

<b)  When  an  allottee's  whereabouts 
are  unknown  or  upon  his  death. 

<c>  Upon  written  notice  from  the 
allotter. 

(d)  Upon  written  notice  from  an  au- 
thorized oflRcial  of  the  department 
concerned. 

(e)  When  the  circumstances  under 
which  allotments  are  permitted  under 
§  25.604  no  longer  exist. 

§  2.3.609      Prwodures. 

Each  department  shall  prescribe  and 
administer  the  necessary  procedures  to 
carry  out  the  purposes  of  the  Act  and 
these  regulations,  and  the  procedures 
established  shall  be  consistent  with  the 
provisions  of  the  Act  and  these 
regulations. 

(S?c  6.  75  Stat.  6641 

United  States  Civil  Serv- 
ice Commission, 
I  SEAL  1     David  P.  Williams, 

Director, 
Bureau  of  Management  Services. 

|FR.     Doc      62-147;     nied,     Jan.     2.     1962; 
12:30  p.m.| 


Title  6— AGRICULTURAL 
CREDIT 

Chapter  IV — Commodity   Credit  Cor- 
poration, Department  of  Agriculture 

SUtCHAPTEl    B — LOANS,    PURCHASES,    AND 
OTHER   OPERATIONS 

I  1961   CCC    Peanut  Price  Support  Bulletin. 
Amdt  2 1 

PART  446— PEANUTS 

Subpart — 1961    Crop    Peanut    Price 
Support   Program 

The  regulations  Issued  by  Commodity 
Credit  Corporation  (hereinafter  referred 
to  as  "CCC")  with  respect  to  the  1961 
Crop  Peanut  Price  Support  Program  1 26 
PR.  7863  and  8247)  are  amended  as  fol- 
lows in  order  to  provide  price  support  for 
peanuts  in  the  Southwestern  area  which 
contain  damaged  kernels  from  8  percent 
to  25  percent,  inclusive. 

The  regulations  in  S  446.1301  to  446.1348 
inclusive  are  amended  as  specified  below : 

1.  The  footnote  in  §  446.1305(d>  <3)  is 
amended  to  read  as  follows: 

»Not  eligible  for  price  support,  except  as 
provided  In  paragraph  (e)  of  this  section, 
and  In  f  446.1306(a)  (0). 

2.  Section  446.1305  is  amended  by  add- 
ing the  following  paragraph  <e>  at  the 
end  thereof: 

(e)  Peanuts  in  the  Southwestern  area 
which  contain  damaged  kernels  from  8 
percent  to  25  percent,  inclusive.  Sup- 
port prices  (farmers  stock  basis)  for  pea- 
nuts in  the  Southwestern  area  which 
contain  damaged  kernels  from  8  percent 
to  25  percent,  inclusive,  shall  be  as 
follows : 

Support  price 
Peanuts  containing  damaged  icents  per 

kernels  of —  pound) 

8  or  9  percent 7   1 

10  or  11  percent 6  8 

12  or  13  percent 6  4 

14  or  15  percent-.- - 6.0 

16  to  19  percent.  Inclusive .-         5  6 

20  to  25  percent.  Inclusive 5  3 

3  Section  446.1306fa)  (1)  is  amended 
to  read  as  follows: 

•  1 )  Contain,  except  as  provided  in 
subparagraph  (6>  of  this  paragraph,  not 
more  than  10  percent  foreign  material 
and  not  more  than  7  percent  damaged 
kernels:  Provided,  however.  That,  in  the 
Southwestern  area,  peanuts  which  con- 
tain more  than  7  percent  damaged  ker- 
nels and  which  meet  the  other  require- 
ments of  this  section,  shall  be  eligible  for 
price  support  through  a  warehouse  stor- 
age loan  to  the  Association  at  the  rates 
specified  in  §446.1305^0; 

(Sec.  4.  62  Stat.  1070,  as  amended,  15  U  S  C. 
714b.  Interpret  or  apply  sec.  5,  62  Stat.  1072, 
sees.  101.  401,  63  Stat.  1051.  1054;  sec.  201.  68 
Stat.  899:  15  U.S.C.  714c,  7  U.S.C.  1441,  1421) 

Effective  as  of  date  of  signature. 


RULES  AND   REGULATIONS 

Sipned  at  Washington,  DC  .  on  De- 
cember 27. 1961 

Carl  A  Larson. 
Acting  Executive  Vice  President. 
Commodity    Credit    Corpora- 
tion. 
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Chapter     V — Agricultural     Marketing 
Service,  Department  of  Agriculture 

SUBCHAPTER    B — EXPORT  AND  DOMESTIC 
CONSUMPTION    PROGRAMS 

I  Amdt   1 1 

PART  519— FRESH   IRISH   POTATOES 

Subpart — Fresh  Irish   Potatoes — Live- 
stock Feed  Diversion  Program  CMD 

3a 

Rate  of  Payment 

For  the  purpose  of  increasinR  the  rate 
of  payment  for  the  month  of  January 
1962.  from  40  cents  to  60  cents  per  hun- 
dredweight, 5  519.205  of  these  regulations 
is  amended  as  follows: 

§  519.205      Rate    of    payment. 

The  rate  of  payment  per  100  pounds 
of  potatoes  which  meet  the  requirements 
of  Specification  A  as  defined  in  §  519.211 
and  which  are  diverted  as  prescribed  in 
5  5f9.210  will  be  60  cents  for  potatoes  di- 
verted during  the  months  of  September. 
October,  November,  December  1961,  and 
January  1962.  40  cents  during  the  month 
of  February  1962.  and  30  cents  during 
the  months  of  March  and  April  1962. 
No  payment  will  be  made  for  any  frac- 
tional part  of  100  pounds  and  such 
quantities  will  be  disregarded. 

Effective  date.  This  amendment  shall 
become  effective  January  1.  1962. 

Dated  this  28th  day  of  December  1961. 

Floyd  F  Hedlund, 
Authorized  Representative 
of  the  Secretary  of  Apricnlture. 


|F.R      Doc 
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Title  14-AERONAUTICS  AND 
SPACE 

Chapter  III — Federal  Aviation  Agency 

SUBCHAPTER    E — AIR   NAVIGATION 
REGULATIONS 

(Airspace  Docket  No.  61  LA-71 

PART  608— SPECIAL  USE  AIRSPACE 
Alteration  of  Restricted  Area 

The  purpose  of  this  amendment  to 
5  608  48  of  the  regulations  of  the  Ad- 
ministrator is  to  alter  the  Sahwave 
Mountains.  Nev..  Restricted  Area  R- 
4805. 


I 


The  Department  of  the  Navy  has  ad- 
vised that  the  ceilinR  of  R-4805  may  be 
reduced  from  unlimited  to  Flipht  Level 
550  and  the  time  of  designation  from 
"continuous"  to  'one  hour  prior  to  sun- 
ri.se  to  1  hour  after  sunset,-  Monday 
through  Friday."  In  addition,  the  De- 
partment of  the  Navy  has  concurred  in 
joint  use  of  this  area.  Therefore,  the 
changes  recommended  by  the  Navy  are 
effected  herein  and  the  Oakland  ARTC 
Center  is  desi^'nated  the  Controlling 
A'-4ency. 

Since  this  amendment  imposes  no 
additional  burden  on  the  public,  notice 
and  public  procedure  hereon  art-  unnec- 
e.s.sary  and  it  may  be  made  effective 
immediately. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  i25  F.R.  12582' . 
the  following  action  is  taken: 

In  §  608  48  Nevada.  R-4805  Sahwave 
Mountains.  Nev.,  Restricted  Area  t26 
F  R.  7198)  IS  amended  to  read: 

R  4805  Sahwave  Mountains.  Nev 

Boundaric:  Beginning  nt  latitude  40'- 
40  OO"  N,  longitude  118'49  0O'  W:  to 
hitltude  40'04'00'  N  ,  longitude  118''49  00  ' 
W;  to  latitude  40'00'00"  N,  longitude 
118^57  00"  W  ;  to  latitude  40'0000"  N. 
longitude  119M300'  W:  to  latitude 
40'4000"  N.,  longitude  llQ'iaOO  '  W.;  to  the 
point  oX  beginning 

Designated  altitudes  Surface  to  Flight 
Level    550 

Time  of  designation  One  hour  before 
sunrise  to  1  hour  after  sunset,  Monday 
through  Friday 

Controlling  agency  Federal  Aviation 
Agency.  Oakland  ARTC  Center. 

Using  agency  Commander,  Naval  Air 
Bases.  12th  Naval  District,  Alameda,  Calif 

This  amendment  shall  become  effective 
upon  the  date  of  publication  in  the  Fed- 
eral Register. 

(Sec    307(a).  72  Suit    749,  49  U  S  C.  1348 1 

Issued  in  Washington,  DC,  on  Decem- 
ber 26.  1961. 

Lee  E.   Warren, 
Acting  Director.  Air  Traffic  Service. 

[FR       Doc       62  3       Filed.      Jan       2.      1962; 
8  45  a  m  I 


Title  7— AGRICULTURE 

Chapter  VII — Agricultural  Stabiliza- 
tion and  Conservation  Service,  De- 
partment of  Agriculture 

County  Allotment;  Allocations  to 
Counties  From  State  Reserve:  and 
Remainder  of  State  Reserve 

PART   722 — COTTON 

Subpart — Regulations  Pertaining  to 
Acreage  Allotments  for  the  1962 
Crop  of  Extra  Long  Staple  Cotton — 
Amendment  3 

The  purpo.se  of  this  amendment  is  to 
delete  wording  pertaining  to  a  national 


Wednesday,  January  3,  1962 

reserve  which  is  not  applicable  to  extra 
long  staple  cotton  and  to  correct  an 
error  in  the  1962  State  reserve  and  total 
State  allotment  of  extra  long  staple 
cotton  for  Florida.  The  amendment 
contained  herein  is  issued  pursuant  to 
the  Agricultural  Adjustment  Act  of  1938, 
as  amended  (52  Stat.  31,  as  amended;  7 
use.  1281  et  seq.) .  Notice  of  the  pro- 
posed issuance  of  acreage  allotment  reg- 
ulations for  the  1962  crop  of  extra  long 
.staple  cotton  was  published  in  the  Fed- 
eral Register  on  August  25,  1961  (26 
F.R.  7967),  in  accordance  with  section 
4  of  the  Administrative  Procedure  Act 
>60  Stat.  238;  5  U.S.C.  1003)  prior  to 
i.ssuance  of  such  regulations. 

In  order  that  the  Agricultural  Stabili- 
zation and  Conservation  State  and 
county  committees  may  perform  their 
assigned  functions  in  an  orderly  man- 
ner, it  is  essential  that  this  amendment 
be  made  effective  as  soon  as  possible. 
Accordingly,  it  is  hereby  determined  and 
found  that  compliance  with  the  notice 
and  public  procedure  requirements  and 
the  30-day  effective  date  requirement  of 
section  4  of  the  Administrative  Pro- 
cedure Act  is  impracticable  and  con- 
trary to  the  public  interest  and  this 
amendment  shall  be  effective  upon  filing 
of  this  document  with  the  Director,  Of- 
fice of  the  Federal  Register. 

Section  722.566tg)(l)    of  the  regula- 
tions pertaining  to  acreage  allotments, 
for  the  1962  crop  of  extra  long  staple 
cotton   <26  F.R.   11481)    is  corrected  as 
follows : 

For  all  States,  delete  the  words  "and 
national  reserve"  from  item  c. 

For  the  State  of  Florida,  item  b.. 
"State  reserve  available  for  missed  and 
reconstituted  farms  and  correction  of 
errors,"  is  70  instead  of  zero  and  item  c, 
"Total  allotment  available  from  na- 
tional allotment  for  distribution  in 
State,"  is  705  instead  of  635. 

(Sees.  344.  347,  375.  63  Stat.  870,  as  amended. 
675.  as  amended;  52  Stat.  66,  as  amended; 
7  U.S.C.  1344.  1347,  1375) 

Effective  date :  Date  of  filing  this  doc- 
ument with  the  Director,  Office  of  the 
Federal  Register.  | 

Signed  at  Washington,  D.C.,  on  De- 
cember 27,  1961. 

Carl  A.  Larson. 
Acting  Administrator,  Agricul- 
tural Stabilization  and  Con- 
servation Service.  \ 

|FR      Doc      62-19;     Filed,     Jan.     2,     1962; 
8:46  a.m. I 


Chapter  IX — ^Agricultural  Morketing 
Service  (Marketing  Agreements  and 
Orders),  Department  of  AgricuKur* 

SWICHAPTER   A— MARKETING   OtOEItS 

(Orange  Reg.  1] 

PART  906— ORANGES  AND  GRAPE- 
FRUIT GROWN  IN  THE  LOWER  RIO 
GRANDE  VALLEY  IN  TEXAS 

Limitation  of  Shipments 

§  906.301      Orange   Regulation   1. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement  and  Order  No.  906 
(7  CFR  Part  906),  regulating  the  han- 
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dling  of  oranges  and  grapefruit  grown 
in   the   Lower   Rio    Grande   Valley   In 
Texas,    effective   imder   the    applicable 
provisions  of  the  Agricultural  Market- 
ing Agreement  Act  of  1937,  as  amended 
(7  U.S.C.  601-674),  and  upon  the  basis 
of  the  recommendation   of  the   Texas 
Valley    Citrus    Committee    established 
under  the  aforesaid  marketing  agree- 
ment and  order,  and  upon  other  avail- 
able information,  it  is  hereby  found  that 
the  limitation  of  shipments  of  oranges, 
as   hereinafter   provided,   will   tend   to 
effectuate  the  declared  policy  of  the  act. 
(2)  It  is  hereby  further  found  that  it 
is   impracticable   and   contrary   to   the 
public  interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  imtil  30  days  after  publication 
thereof  in  the  Federal  Register  (5  U.S.C. 
1001-1011)  because  the  time  intervening 
between  the  date  when  information  upon 
which  this  section  is  based  became  avail- 
able and  the  time  when  this  section  must 
become  effective  in  order  to  effectuate 
the  declared  policy  of  the  act  is  insuffi- 
cient; a  reasonable  time  is  permitted, 
under  the  circumstances,  for  preparation 
for  such  effective  time;  and  good  cause 
exists  for  making  the  provisions  hereof 
effective  as  hereinafter  set  forth.    Ship- 
ments of  oranges,  grown  in  the  produc- 
tion area,  are  presently  subject  to  regu- 
lation by  grades  and  sizes,  pursuant  to 
the  marketing  agreement  and  order;  the 
recommendation  and  supporting  infor- 
mation for  regulation  during  the  period 
specified  herein  were  promptly  submitted 
to  the  Department  after  an  open  meeting 
of  the  Texas  Valley  Citrus  Committee 
on  December  19,  1961.  such  meeting  was 
held  to  consider  recommendations  for 
regulation,  after  giving  due  notice  of 
such   meeting,   and   interested   persons 
were  afforded  an  opportunity  to  submit 
their  views  at  this  meeting;  the  pro- 
visions of  this  section,  mcluding  the  ef- 
fective time  hereof,  are  identical  with 
the  aforesaid  recommendation  of  the 
committee,  and  information  concerning 
such  provisions  and  effective  time  has 
been  disseminated  among  handlers  of 
such  oranges:  it  is  necessary,  in  order 
to  effectuate  the  declared  policy  of  the 
act,  to  make  this  section  effective  during 
the  period  hereinafter  set  forth  so  as  to 
provide  for  the  continued  regulation  of 
the  handling  of  oranges,  and  compliance 
with  this  section  will  not  require  any 
special  preparation  on  the  part  of  the 
persons  subject  thereto  which  cannot  be 
completed  by  the  effective  time  hereof, 
(b)  Order.     (1)  Terms  used   in  the 
marketing  agreement  and  order  shall. 
jnrhen  used  herein,  have  the  same  mean- 
ing as  is  given  to  the  respective  term 
in  said  marketing  agreement  and  order; 
and  terms  relating  to  grade  and  dia- 
meter, when  used  herin,  shall  have  the 
same  meaning  as  is  given  to  the  respec- 
tive term  in  the  United  States  Standards 
for  Oranges   (Texas  and   States  other 
than  Florida.  California,  and  Arizona) 
(IS  51j680-51.712  of  this  UUe) . 

(2)  During  the  period  beginning  at 
12:01  aJZL.  cs.t.,  January  8,  1962,  and 
ending  at  12:01  ajn.,  cs.t.,  February  5, 
1962.  no  handler  shall  handle: 

(i)  Any  Navel  or  Early  and  Midseason 
oranges,  grown  in  the  production  area. 


imless  such  oranges  grade  at  least  U.S. 
No.  2  Russet; 

(ii)  Any  Navel  or  Early  and  Midseason 
oranges,  grown  as  aforesaid,  which  are 
of  a  size  smaller  than  2%6  inches  in 
diameter,  except  that  not  more  than  ten 
(10)  percent,  by  count,  of  such  oranges 
in  any  lot  of  containers,  and  not  more 
than  fifteen  (15)  percent,  by  count,  of 
such  oranges  in  any  individual  container 
in  such  lot  may  be  of  a  size  smaller  than 
2 vie,  inches  in  diameter; 

(iii)  Any  Valencia  or  similar  late  type 
oranges,  grown  as  aforesaid,  unless  such 
oranges  grade  at  least  U.S.  No.  1 ; 

(iv)  Any  Valencia  and  similar  late 
type  oranges,  grown  as  aforesaid,  which 
are  of  a  size  smaller  than  3>ic  inches  in 
diameter,  except  that  not  more  than  ten 
(10)  percent,  by  count,  of  such  oranges 
in  any  lot  of  containers,  and  not  more 
than  fifteen  (15)  percent,  by  count,  of 
such  oranges  in  any  individual  container 
in  such  lot,  may  be  of  a  size  smaller  than 
3'Sr,  inches  in  diameter; 

(V)  Any  oranges  of  any  variety,  grown 
as  aforesaid,  packed  in  any  box  or  car- 
ton of  inside  dimensions  other  than 
those  specified  in  subdivision  (vi) ,  unless 
the  oranges  are  of  a  size  within  the  diam- 
eter limits  specified  for  one  of  the  fol- 
lowing pack  sizes  and  otherwise  are 
packed  in  accordance  with  the  reqiiire- 
ments  of  standard  pack,  except  that  not 
to  exceed  a  total  of  10  percent,  by  count, 
of  the  oranges  in  any  sUch  container  may 
be  outside  such  diameter  limits: 


rack  Sizes 

Diameter  limits 
in  inches 

Minimum 

Maximum 

100 

3T4« 

3M« 

2'M. 

2>H« 

2h» 

3",« 
3M« 

2'21» 

125... 

163. 

200 

2.')2- 

(Vi)  Any  oranges  of  any  variety, 
grown  as  aforesaid,  packed  in  a  box  or 
carton  having  inside  dimensions  of 
19%  X  131/2  X  131/2  inches,  unless  such 
container  is  packed  in  accordance  with 
one  of  the  following  pack  sizes  and  con- 
tains the  applicable  number  of  oranges 
specified  for  the  pack  size:  Provided. 
such  oranges  are  within  the  diameter 
limits  specified  in  subdivision  (v)  for 
the  particular  pack  size,  except  that  not 
to  exceed  a  total  of  10  percent,  by  count, 
of  the  oranges  in  any  such  container  may 
be  outside  such  diameter  limits: 


Pack  sizes: 

100   

125 

163   

200 

252    


Number  of 
oranges 

100 

125 

163 

198 

252 


(vli)  Any  oranges  of  any  variety, 
grown  as  aforesaid,  for  which  inspection 
is  required  unless  an  appropriate  inspec- 
tion certificate  has  been  issued  with  re- 
spect thereto  not  more  than  48  hours 
prior  to  the  time  of  shipment. 

(viii)  Tlie  provisions  of  subdivisions 
(V)  and  (vi)  shall  not  apply  to  the 
oranges  in  any  gift  package  of  fruit. 

All  oranges  of  any  variety,  grown  as 
aforesaid,   handled   during    the    period 


specified  In  this  section  are  subject  to  all 
applicable  container  regulations  which 
are  in  effect  pursuant  to  the  aforesaid 
marketing  agreement  and  order  during 
such  period. 

(Seca.  1-19.  48  Stat    31.  as  amended;  7  U  S  C 
601-674) 

Dated:  December  28.  1961. 

Floyd  F.  Hedlund. 
EHrector.    Fruit    and    Vegetable 
Division,     AffricvJtural    Mar- 
keting Service. 

|PR       Doc      62-59;      Piled,     Jan      2       1962. 
8:48    &sn.\ 


[Navel  Orange  Reg  220,  Anidt    1| 

PART  914 — NAVEL  ORANGES 
GROWN  IN  ARIZONA  AND  DESIG- 
NATED PART  OF  CALIFORNIA 

Limitation   of   Handling 

Findings.  1.  Pursuant  to  the  mar- 
keting agreement,  as  amended,  and 
Order  No.  14,  as  amended  (7  CFR  Part 
914),  regulating  the  handling  of  navel 
oran£;es  grown  in  Arizona  and  designated 
part  of  California,  effective  under  the 
applicable  provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937.  as 
amended  (7  U.S.C.  601-674).  and  upon 
the  basis  of  the  recommendations  and 
information  submitted  by  the  Navel 
Orange  Administrative  Committee,  es- 
tablished under  the  said  amended  mar- 
keting agreement  and  order,  and  upon 
other  available  information,  it  is  hereby 
found  that  the  limitation  of  handling 
of  such  navel  oranges,  as  hereinafter 
provided,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act  by  tending  to 
establish  and  maintain  such  orderly 
marketing  conditions  for  such  oranges 
as  will  provide,  in  the  interest  of  pro- 
ducers and  consumers,  an  orderly  flow 
of  the  supply  thereof  to  market  through- 
out the  normal  marketing  season  to 
avoid  unreasonable  fluctuations  in  sup- 
plies and  prices,  and  is  not  for  the  pur- 
pose of  maintaining  prices  to  farmers 
above  the  level  which  it  is  declared  to  be 
the  policy  of  Congress  to  establish  under 
.the  act. 

2.  It  is  hereby  further  found  that  it  is 
impracticable  and  contrary  to  the  public 
interest  to  give  preliminary  notice,  en- 
gage in  public  rulemaking  procedure, 
and  postpone  the  effective  date  of  this 
amendment  until  30  days  after  publica- 
tion hereof  in  the  Federal  Register  (5 
U.S.C.  1001-1011)  because  the  time  in- 
tervening between  the  date  when  in- 
formation upon  which  this  amendment 
is  based  became  available  and  the  time 
when  this  amendment  must  become  ef- 
fective in  order  to  effectuate  the  de- 
clared policy  of  the  act  is  insufficient, 
and  this  amendment  relieves  restrictions 
on  the  handling  of  navel  oranges  grown 
in  Arizona  and  designated  part  of 
California. 

Order,  as  amended.  The  provisions 
in    paragraph     (bXDd)     of    §914.520 


RULES  AND   REGULATIONS 

(Navel  Orange  Reg    220.  26  FR    12494> 
are  hereby  amended  to  read  as  follows: 

(ii   District  1:  400.000  cartons. 

(Sees    1-19.  48  Stat    SI    aa  amended.  7  USC 
801-674) 

Dated:  December  29.  1961 

Floyd   F,    Hedlund, 
Director,    Fruit    and    Vegetable 
Division.    Agricultural    Mar- 
keting Service. 

(PR     Doc     61    12435:     Piled      Dec     -'9      1961 
12:45  p  m  ] 


fective  January  8,  1962;  <c>  compliance 
with  this  amended  import  regulation  will 
not  require  any  special  preparation 
which  cannot  be  completed  by  the  effec- 
tive time  hereof;  (di  notice  hereof  in 
excess  of  three  days,  the  minimum  that 
i.s  prescribed  by  section  8e.  is  siven  with 
respect  to  this  import  regulation;  and 
let  such  notice  is  hereby  determined, 
under  the  circumstances,  to  be  reason- 
able « 


(Sees    1    19.  48  St.it    31,  ;ii>  amended. 
601-6741 


U  S  C 


SUBCHAPTER     B PROHIBITIONS     OF     IMPORTED 

COMMODITIES 

(Orange  Reg    1.  Amdt   2| 

PART   944 — IMPORT    REGULATION 
Oranges 

Pursuant  to  the  provisions  of  section 
8e  of  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended  i7  U.S.C. 
601-6741.  the  provisions  of  paragraph 
(a)  of  §944.300  (Orange  Regulation  1; 
26  PR.  9688;  9905)  are  hereby  amended 
to  read  a?  follows: 

ia»  On  and  after  12:01  am.,  est., 
January  8.  1962.  the  importation  into  the 
United  States  of  any  oranges  is  prohib- 
ited unless  such  oranges  are  inspected 
and  meet  the  following  applicable  re- 
quirements: 

( 1 )  Navel  or  Early  and  Midseason 
oranges,  shall  grade  at  least  U.S.  No.  2 
Russet,  and  be  of  a  size  not  smaller  than 
2' 1,;  inches  in  diameter,  except  that  not 
more  than  10  percent,  by  count,  of  such 
oranges  in  any  lot  of  containers,  and  not 
more  than  15  percent,  by  count,  of  such 
oranges  in  individual  containers  in  such 
lot.  may  be  of  a  size  smaller  than  2"i,; 
inches  in  diameter;  or 

(2>  Any  Valencia  or  similar  late  type 
oranges,  shall  grade  at  least  U.S.  No.  1. 
and  be  of  a  size  not  smaller  than  S*-!,-, 
inches  in  diameter,  except  that  not  more 
than  10  percent,  by  count,  of  such 
oranges  in  any  lot  of  containers,  and  not 
more  thaji  15  percent,  by  count,  of  such 
oranges  in  individual  containers  in  such 
lot  may  be  of  a  size  smaller  than  3  S'. 
inches  in  diameter. 

It  is  hereby  found  that  it  is  impractica- 
ble, unnecessary,  and  contrary  to  the 
public  interest  to  give  preliminary  notice, 
engage  in  public  rulemaking  procedure, 
and  postpone  the  effective  time  of  this 
amendment  beyond  that  hereinafter 
specified  <5  U.S.C.  1001-1011)  in  that 
(a»  the  requirements  of  this  amended 
import  regulation  are  imposed  pursuant 
to  section  8e  of  the  Agricultural  Market- 
ing Agreement  Act  of  1937.  as  amended 
(7  U.S.C.  601-674;  75  Stat.  305),  which 
makes  such  regulation  mandatory;  (b) 
such  regulation  imposes  the  same  re- 
strictions on  imports  of  oranges  as  the 
grade  and  size  restrictions  being  made 
applicable  to  the  shipment  of  oranges 
grown  in  Texas  under  Orange  Regula- 
tion   1    I  §  906.301 »    which   becomes   ef- 


Dated,  December  28,  1961,  to  become 
I'lfective  at  12  01  am  .  e.s.t  .  January  8, 
1962 

Ployd  F.   Hehjlund. 
Director,    Fruit    and    Vegetable 
Division,  Agricultural  Market- 
ing Service. 

(FR       Doc       62  60:      Filed.      Jan       2,      1962: 
8  48   a  m  i 


Title  16— COMMERCIAL 
PRACTICES 

Chapter   I — Federal   Trade 
Commission 

[Docket  8357  CO  ] 

PART   13— PROHIBITED  TRADE 
PRACTICES 

HafReld   Fruit   Company,   Inc. 

Subpart — Discriminating  in  price  un- 
der section  2.  Clayton  Act — Payment  or 
acceptance  of  commission,  brokerage  or 
other  compensation  under  2<c»  :  §  13.820 
Direct  buyers. 

(Sec  6,  38  But.  721;  15  US  C  46  Interprets 
or  applies  sec.  2,  49  Stat  1527;  15  U  S.C.  13) 
(Cease  and  desist  order,  Haffleld  Fruit  Com- 
pany, Inc.  Vero  Beach.  Fla  .  Etocket  8357, 
Sept     26.    19611 

Consent  order  requiring  a  citrus  fruit 
packer  doing  a  substantial  business  in 
Vero  Beach.  Fla.,  to  cease  making  un- 
lawful brokerage  payments  to  customers 
purchasing  for  their  own  accounts  for 
resale,  in  violation  of  section  2"C)  of  the 
Clayton  Act. 

The  order  to  cease  and  desist  is  as 
follows; 

It  is  ordered.  That  the  respondent 
Haffleld  Fruit  Company.  Inc..  a  corpora- 
tion, and  its  officers,  agents,  representa- 
tives and  employees,  directly  or  through 
any  corporate  or  other  device,  in  con- 
nection with  the  sale  of  citrus  fruit  or 
fruit  products  in  commerce,  as  "com- 
merce" is  defined  in  the  aforesaid  Clay- 
ton Act.  do  forthwith  cease  and  desist 
from:  Paying,  granting  or  allowing,  di- 
rectly or  indirectly,  to  any  buyer  or  to 
anyone  acting  for  or  in  behalf  of.  or 
who  is  subject  to  the  direct  or  indirect 
control  of  such  buyer,  anything  of  value 
as  a  commission,  brokerage,  or  other 
compensation,  or  any  allowance  or  dis- 
count in  lieu  thereof,  upon  or  in  con- 
nection  with   any   sale   of  citrus   fruit 


Wednesday, 'January  3,  1962 

or  fruit  products  to  such  buyer  for  his 
own  account. 

By  "Decision  of  the  Commission",  etc., 
report  of  compliance  was  required  as 

follows ; 

It  is  ordered.  That  the  respondent 
herein  shall  within  sixty  (60)  days  after 
service  upon  it  of  this  order,  file  with  the 
Commission  a  report  in  writing  setting 
forth  in  detail  the  manner  and  form  in 
which  it  has  complied  with  the  order  to 
cease  and  desist. 

Issued;  September  25, 1961. 

By  the  Commission. 


[SEAL] 


[FR       Doc. 


Joseph  W.  Shea, 

Secretary. 

62-8;      Piled.     Jan.     2,     1962; 
8:45  a.m.| 


Title  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

APfENOrx — PUBLIC   LAND  ORDERS 

[Public  Land  Order  2571 J 
[MonUna  043471] 

MONTANA        ' 

Reclamation  Withdrawal;  Missouri 
River  Basin  Project 

By  virtue  of  the  authority  contained  in 
section  3  of  the  act  of  June  17,  1902  (32 
Stat.  388;  43  U.S.C.  416>.  it  is  ordered  as 
follows : 

Subject  to  valid  existing  rights,  the 
following  described  public  lands  are 
hereby  withdrawn  in  the  first  form  from 
all  forms  of  appropriation  under  the  pub- 
lic land  laws,  including  the  mining  but 
not  the  mineral  leasing  laws,  for  use  of 
the  Bureau  of  Reclamation  in  connec- 
tion with  the  Clark  Canyon  Reservoir. 
Missouri  River  Basin  Project: 

Montana  Principal  Mekidian 

T.  9S,  R  low. 
sec. 31.  N'jSE'i. 

Containing  80  acres. 

John  A.  Carver.  Jr., 
Acting  Secretary  of  the  Interior. 

December  22. 1961.  | 

|FR.     Doc.     62-10;     Filed.     Jan.     2.     1992; 
8:45  a.m.] 


No.  I- 


FEDERAL  REGISTER 

[Public  Land  Order  2572] 

[NewUexico  0176794  (Okla.)  ] 

OKLAHOMA 

Withdrawing  Lands  for  Use  of  the  Bu- 
reau of  Indian  Affairs  for  School 
Purposes  (Jones  Academy  Indian 
School) 

By  virtue  of  the  authority  vested  in 
the  President,  and  pursuant  to  Execu- 
tive Order  No.  10355  of  May  26,  1952,  it 
is  ordered  as  follows: 

Subject  to  valid  existing  rights,  the 
following  described  public  lands  in  Okla- 
homa are  hereby  withdrawn  from  all 
forms  of  appropriation  under  the  pub- 
lic- land  laws,  and  reserved  under  the 
jurisdiction  of  the  Bureau  of  Indian 
Affairs  for  Indian  school  purposes: 

Indian  Merdian 

T.  5  N.,  R.  17  E.. 

Sec.    21,    E^^SW^^SWV4    and    SE'iSW'i; 
Sec.  28,  Wy^E^  andWVi- 

The  areas  described  aggregate  ap- 
proximately 540  acres. 

John  A.  Carver.  Jr., 
Acting  Secretary  of  the  Interior. 

DBCUIBKR22.  1961. 

IP.R.     Doc.     62-11;     Piled,     Jan.     2,     1962; 
8:45  a.m.] 


(Public  Land  Order  2573] 
[  Sacramento  048401  ] 

CALIFORNIA 

Withdrawing  the  Minerals  Belonging 
to  the  United  States  in  Certain 
Potented  Londs 

By  virtue  of  the  authority  vested  in 
the  President,  and  pursuant  to  Executive 
Order  No.  10355  of  May  26,  1952,  it  is 
ordered  as  follows: 

Subject  to  valid  existing  rights,  the 
minerals  reserved  to  the  United  States 
in  the  following  described  patented  lands 
are  hereby  withdrawn  from  prospecting, 
location,  entry  and  purchase  under  the 
mining  laws  of  the  United  States  and 
from  leasing  under  the  mineral  leasing 
laws  and  reserved  under  the  Jurisdiction 
of  the  Secretary  of  the  Interior  in  sup- 
port of  programs  of  the  Department  of 
the  Navy  involvins  the  use  of  the  surface 
of  the  lands  as  a  bombing  and  target 
area: 
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i/LovNT  Diablo  Mbsidian 

T.  6  S..  R.  5  E., 

8ec.2a,SE%; 

Sec.  26. 
T.  6  S.,  R.  6  E., 

Sec.  20,  Ey2NE»4  andNEi4SE>4. 

Containing  920  acres. 

John  A.  Carver,  Jr., 
Acting  Secretary  of  the  Interior. 

December  22, 1961. 

[FR.     Doc.     62-12;     Piled.     Jan.     2,     1962; 
8:46  ajn.] 


[Public  Land  Order  2574] 

[BLM  054548] 

[1906622] 

MICHIGAN 

Partly  Revoking  the  Executive  Order 
of  May  28,  1868  (Grand  Marais 
Harbor  of  Refuge  Lighthouse  Re- 
serve) 

By  virtue  of  the  authority  vested  in  the 
President,  and  pursuant  to  Executive 
Order  No.  10355  of  May  26,  1952,  it  is 
ordered  as  follows : 

1.  The  Executive  order  of  May  28, 
1868,  so  far  as  it  reserved  the  following 
described  lands  for  lighthouse  piuposes. 
is  hereby  revoked : 

Michigan  Meridian 

T.  50  N.,  R.  13.  W., 

Sec.  35.  lotfi  1  to  4,  Incl..  and  S% ; 
Sec.  36,  lots  1  to  4  IncI.,  and  8^. 

Containing  974.25  acres. 

2.  The  lands  are  hereby  restored  to 
the  operation  of  the  public  land  laws, 
subject  to  any  valid  existing  rights  and 
equitable  claims,  the  requirements  of 
applicable  law,  rules,  and  regulations, 
and  the  provisions  of  any  existing  with- 
drawals provided,  that,  until  10  ajn.  on 
June  22, 1962.  the  State  of  Michigan  shall 
have  a  preferred  right  of  application 
to  select  the  lands  in  accordance  with 
subsection  (c)  of  section  2  of  the  act  of 
August  27,  1958  (72  Stat.  928;  43  U.S.C. 
851,852). 

Inquiries  concerning  the  lands  should 
be  addressed  to  the  Manager,  Eastern 
States  Land  Office,  Bureau  of  Land  Man- 
agement, Washington  25.  D.C. 

John  A.  Carveb.  Jr.. 
Acting  Secretary  of  the  Interior. 

Deckmber  22, 1961. 

im.     Doc.     62-13:     PUed,     Jan.     2,     1962; 
8:46  s.m.] 


Proposed  Rule  Making 


DEPARTMENT  OF  THE  INTERIOR . 

Bureau  of  Land  Management 

[43   CFR   Part   161  1 

THE  FEDERAL  RANGE  CODE  FOR 
GRAZING   DISTRICTS 

Notice  of  Proposed  Rule  Making 

Basis  and  purpose.  Notice  is  hereby 
given  that  pursuant  to  the  authority 
vested  in  the  Secretary  of  the  Interior  by 
the  act  of  June  28.  1934  <48  Stat.  1269. 
43  U.S.C.  315.  315a-315r).  as  amended 
and  supplemented,  it  is  proposed  to 
amend  and  revise  the  regulations  issued 
under  the  said  act  as  set  forth  below. 
The  purpose  for  these  changes  is  to  per- 
mit the  establishment  of  a  grazing  fee 
based  on  a  percentage  adjustment  in  the 
rate  which  would  be  determined  by  the 
same  formula  that  Is  now  in  effect. 

It  is  the  policy  of  the  Department, 
whenever  practicable,  to  afford  the  pub- 
lic an  opportunity  to  participate  in  the 
rule  making  process.  Accordingly,  in- 
terested persons  may  submit  written 
comments,  suggestions,  or  objections 
with  respect  to  the  proposed  amend- 
ments to  the  Bureau  of  Land  Manage- 
ment. Washington  25.  D.C..  within  30 
days  of  publication  of  this  notice  in  the 
Federal  Register. 

1.  Paragraph  (b)  of  §  161.8  is  amended 
to  read  as  follows: 

§  161.8      Fees;  time  of  payment;  refunds. 

•  •  •  •  • 

(b»  Licenses  and  permits:  rates.  (1) 
Each  regrular  licensee  or  permittee,  and 
holder  of  a  nonrenewable  license  will  be 
charged  for  use  of  the  range  and  a  range 
improvement  fee.  for  the  animal  unit 
months  authorized  by  the  license  or  per- 
init,  at  a  rate  per  animal  unit  month. 
All  billing  shall  be  issued  in  accordance 
with  the  rates  prescribed  in  subpara- 
graph (2)  of  this  paragraph.  All  live- 
stock 6  months  of  age  or  over  allowed  on 
the  Federal  range  will  be  considered  at 
any  point  of  time  during  the  grazing 
period  as  a  part  of  the  total  number 
for  which  a  license  or  permit  has  been 
issued.  No  fees  will  be  charged  for  live- 
stock under  6  months  of  age.  Range 
improvement  fees  may  vary  in  accord- 
ance with  the  character  or  requirements 
of  the  various  districts  or  portions 
thereof.  Grazing  fees  may  differ  in  any 
district  or  unit  thereof  in  which  the 
grazing  capacity  of  the  Federal  range 
is  increased  by  reason  of  the  addition 
of  land  not  owned  by  the  United  States. 
or  by  reason  of  a  cooperative  agreement 
or  memorandum  of  understanding  be- 
tween the  Bureau  of  Land  Management, 
and  any  State  or  Federal  agency,  or  any 
person,  association,  or  corporation.  A 
minimum  annual  charge  of  $10  will  be 
made  on  all  regular  licenses  or  permits, 
and  nonrenewal  licenses. 

(2)(i)  The  fee  or  fees  for  any  fee 
year,  beginning  on  March  1,  will  be 
established  by  the  Secretary  at  a  rate 
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which  is  equivalent  to  a  specified  per- 
centage, to  be  fixed  by  the  Secretary, 
of  the  average  of  the  prices  per  pound 
of  beef  and  lamb,  rounded  to  the  ncare.st 
whole  cent,  which  was  paid  to  growers 
during  the  preceding  calendar  year  in 
the  markets  of  the  11  Western  States, 
as  determined  by  the  Secretary  ba.scd 
upon  market  prices  as  rejwrted  by  the 
Agricultural  Marketing  Service  of  the 
Department  of  Agriculture. 

tii)  The  fee  for  any  fee  year  may  be 
changed  by  the  Secretary  from  that  of 
the  preceding  year  by  fixing  a  new 
specified  percentage  of  the  averaiTC  of 
the  prices  per  pound  of  beef  and  lamb. 
The  fee  for  any  fee  year  shall,  in  any 
event,  be  adjusted  by  the  Secretary,  in 
addition  to  any  percentage  adju.stment 
that  may  be  made,  to  conform  to  changes 
in  market  price  conditions  whenever  in 
the  preceding  calendar  year  there  is  a 
change  in  the  average  of  such  prices, 
rounded  off  to  the  nearest  whole  cent, 
of  2  cents  or  more  above  or  below  the 
corresponding  average  for  the  preceding 
year. 

(iii»  The  fee  or  fees  established  by 
the  Secretary  for  any  fee  year,  including 
announcement  of  the  portion  thereof  to 
be  credited  to  the  range  improvement 
fund,  will  be  published  as  a  notice  in 
the  Federal  Register.  All  regular  bill- 
ings shall  be  issued  in  accordance  with 
the  rate  or  rates  prescribed  in  the 
4iotice. 

John  A.  Carver.  Jr  . 
Acting  Secretary  of  the  Interior. 

December  22.  1961. 

[FR.      Doc.      62-9;      Filed,     Jan.      2.      1962; 
8:45  am.] 


DEPARTMENT  OF  AGRICULTURE 

Agricultural   Research   Service 

[  9  CFR   Part   89  1 

STATEMENT  OF   POLICY  UNDER  THE 
TWENTY-EIGHT   HOUR   LAW 

Notice   of   Proposed   Revision 

Notice  is  hereby  given  that,  pur- 
suant to  authority  delegated  under  the 
Twenty-Ei^'ht  Hour  Law  (34  Stat.  607; 
45  use.  71-74.  19  F.R.  74.  as 
amended »,  it  is  proposed  to  revise  the 
.statement  of  policy  with  respect  to  said 
act  as  set  forth  in  Part  89,  Title  9.  Code 
of  Federal  Regulations,  to  read  as 
follows: 

It  is  the  view  of  the  Department  of 
Agriculture  that  the  feeding,  watering, 
and  resting  of  livestock  in  the  course  of 
transportation  by  railroad,  from  one 
State.  Territory,  or  the  District  of 
Columbia,  into  or  through  another 
State,  Territory,  or  the  District  of 
Columbia,  in  accordance  with  the  recom- 
mendations set  out  herein  will  meet  the 
requirements  of  the  Twenty-Eight  Hour 
Law    (34  Stat.   607;   45  U.S.C.   71-74). 

§80.1       Amount    of    feed. 

(a»  Under  normal  conditions,  the 
amounts  of  feed  designated  in  the 
following  schedule  will  be  considered  as 
sustaining  rations  for  livestock  in  tran- 
sit when  fed  at  the  intervals  required 
by  the  Twenty-Eight  Hour  Law: 


Sp«'(.lcs  ar.'l  fjiniility  of  llvistock 


At  first  f.<'<linK  st-Uinn 


<'attli'  and  bet  f  typ**  or  ranee  ralvcs  ifor  each  car  • 

n:ilry  calvis    for  raoh  rar  il<ck  ') 

llor*  s  sn'l  nitili'S  tfor  r-wU  cnr  'i '.'..'.. 

Sh.'.  [1  aii'l  goats  ifor  ca^'li  csir  'It-rk  i>       

I. am  lis  ;iii'l  kl'ts  ifor  i-mh  nir  'Ik  k  i) '"."' 

Swiiif  ifor  cftih  rarload  lot.  in  smcle  or  doubif  Ui-ok  car,  llie 
;inioiint  of  s>i.  Ufd  coni,'  iii'lii-.it>il); 

Lots  iif  not  nion-  than  Ih,(K)()  Us 

M(^ro  thin  is.noo  U'S   l>ut  not  iiiori'  ttiuii  21,01)0 ]f>«  .....'[ 

Mori-  than  2\,tWtO  Ihs   t  ut  not  iiion-  th:ui  -.M.Kin  Ihs '.'. 

Ntofi'  thui  -M.iior)  If -^   h\n  not  tiior.   th  m  JT.imi  It.s , 

-M'T''  th.m  ■/r.lXtt  Its   (tit  not  rnor>'  th:in  .t<l,(«»)  IIm ".' 

.Mof  t.'inii  Jo.iXiO  Us     [irojHirtioiiat'  ly  l^gcr  aniouxits 


ISO  lt.!«.  of  h.iy  n 

lilO  Ihfi   of  h.iy  !«..   . 

*»)  lbs   of  h.iy  n 

2U0  It's,  of  Imy  u 

100  lbs  of  hiiy  "« 


2  biishils  

-'i  hn.shcls 

'A  t>ii.shils 

3^1  biiahi'ls „ 

4  t.ij.shc'Ls 


At  <i(>cond  and 

«ibs<"(iu<'nt  fot'diiiR 

staliuns 


300  IN.  of  hay.n 
l.V)  It.s.  of  hay.n 
MH)  U>s.  of  hay.i  > 
3<i)  Ihs.  of  hay.i  » 
1.10  Ih.s.  of  liay.'« 


2  t>u.shils. 
2}  J  hiialicls. 
;t  Nii.shrls. 

'.i}i  lillsllils. 
4  l'U.shfl.s. 


'  Th."  r>'<iuirTn.nts  s.t  forth  tb.-  sustainiiik.'  ritions  for  :i  full  lo:vl  of  livi-^to.  k  in   \  nilroaM  i-;n-  M)  f.  1 1  in  l.tu'lh 
Th.'  r.  'iiilr>in.-nts  for  ,\  fiiU  lo  i.|  of  liv  stork  m  riilru.i.l  ,"ir>  or  .lilT-'n'nt  su.  s  ^llotl|.l  h,-  nio.lifi.  <|  i.roi.orllonat<  ly' 
I..'  .  a  load  of  llvo.n.Mk  traris|«.rt.-l  in  ;i  nir  :*)  f. .  t  Ui  l.iiK'lh  would  riHUiir--  ;ui  additional  2i  iwrr.rit  of  fct-d  or  2', 
l»T(rnt  for  f-M-n  additional  foot  of  rir  o%-.r  40  fiit. 

M)r  th.'  .-'luiviil.nt  In  oth.r  suit  iM.'  f.  .•.!      hiiry  r-Uvrs  too  vonne  to  .it  h  iv  or  crilii.  or  shipiwd  without  th.ir 

.l.ini.s  should  t-  fivni  a  suin.'i.nt  amount  ..f  pr.  (..irrd  .'alf  f.  ..|.  milk,  raw  ,-;:ts,  or  oth.r  suil:if.l.'  f 1       Ml  fr.  d 

sli.iuld  tH'  of  good  'juality. 


<b>  When  the  owner  of  a  consign- 
ment of  livestock  desires  that  they  be  fed 
larger  amounts  of  feed  than  those  desig- 
nated in  paragraph  (a)  of  this  section 
for  the  particular  kind  and  quantity  of 
livestock,  or  the  carrier  believes  that 
they  should  be  fed  larger  amounts,  the 
amounts  to  be  fed  should  be  agreed  upon, 
if  practicable,  by  the  owner  and  the  car- 
rier at  the  time  the  ammals  are  offered 
for  shipment. 

(c)  When  emergency  conditions  arise, 
such  as  severe  changes  in  the  weather, 


which  increase  the  rigors  of  transpor- 
tation, the  livestock  should  receive 
amounts  of  feed,  additional  to  those 
designated  in  paragraph  (a»  of  this 
section  sufficient  to  sustain  them  until 
they  arrive  at  the  next  feeding  station 
or  destination. 

<d>  When  the  movement  of  livestock 
is  delayed  en  route  so  that  the  period 
of  their  confinement  in  the  cars  mate- 
rially exceeds  that  specified  by  the 
Twenty-Eight  Hour  Law,  the  livestock 


Wednesday,  January  3,  1962 

should  receive  additional  feed  In  pro- 
portion to  such  excess  time,    i 

§  89.2      Two   or   more   feedings   at  same 
hluliun. 

When  livestock  are  held  at  a  feeding 
station  12  hours  after  the  last  previous 
ft-ed  has  been  substantially  consumed, 
they  should  again  be  fed  the  ration  pre- 
."^ciibed  by  §  89.1(a)  for  that  station; 
Provided,  however.  That  they  may  be 
held  without  such  feeding  for  a  period 
longer  than  12  hours  if  the  time  they  are 
.so  held,  added  to  the  time  required  to 
reach  the  next  feeding  station  or  desti- 
nation, whichever  is  closer,  would  not 
ordinarily  exceed  40  hours. 

{?  89.3      FredinR,    walerinp,     and    restin|; 
livr»>l(>rk    in    the   rar. 

(a)  Livestock  should  be  unloaded  into 
pens  of  the  character  described  in  §  89.5 
(a)  for  feeding,  watering,  and  resting, 
unless  there  is  ample  room  in  the  car  for 
all  of  the  animals  to  lie  down  at  the  same 
time. 

(b)  If  livestock  are  watered  in  the  car, 
adequate  facilities  should  be  provided 
and  ample  water  furnished  to  Insure  all 
the  animals  an  opportunity  to  drink 
their  fill.  In  the  case  of  hogs,  water 
should  be  available  for  not  less  than  1 
hour. 

(O  Livestock  unloaded  for  feed  and 
water  and  returned  to  the  car  for  rest 
should  be  allowed  to  remain  in  the  pens 
not  less  than  2  hours. 

(d)  Livestock  uiiloaded  for  water  and 
returned  to  the  car  for  feed  and  rest 
should  be  allowed  to  remain  in  the  pens 
not  less  than  1  hour. 

( e  >  When  livestock  are  fed  in  the  car, 
the  feed  should  be  evenly  distributed 
throughout  the  car. 

§  89.4      Watering.  I 

Livestock  should  be  f  ui-nished  an  ample 
supply  of  potable  water.  Water  treated 
with  chemicals  for  industrial  or  boiler 
use,  or  taken  from  streams  or  ponds  con- 
taining sewage,  mud,  or  other  objection- 
able matter  should  not  be  used.  Troughs 
and  other  receptacles  should  be  clean. 
In  cold  weather,  the  water  should  be  free 
from  ice. 

§  89.3      Feeding    p«'n». 

(a^  Stock  pens  and  other  enclosures 
for  feeding,  watering,  and  resting  live- 
stock in  transit  should  have  ( 1 )  sufficient 
space  for  all  of  the  livestock  to  lie  down 
a^  the  same  time.  (2»  properly  designed 
facilities  for  feeding  and  watering  the 
livestock.  (3)  reasonably  well-drained, 
clean,  and  safe  floors  of  concrete,  cinders, 
gravel,  hard-packed  earth,  or  other  suit- 
able material,  and  (4)  suitable  protection 
from  weather  reasonably  to  be  expected 
in  the  region  in  which  the  pens  are 
located. 

(b)  Care  should  be  taken  to  protect 
livestock  unloaded  en  route  at  a  point 
having  marked  difference  in  temperature 
from  that  at  the  point  from  which  they 
were  shipped. 

Any  person  who  wishes  to  submit 
written  data,  views,  or  arguments  con- 
cerning the  proposed  revision  may  do  so 
by  filing  them  with  the  Director.  Animal 
Disease  Eradication  Division,  Agricul- 
tural Research  Service.  U.S.  Department 


FEDERAL  REGISTER 

of  Agricultiire,  Washington  25.  D.C.. 
within  45  days  after  publication  of  this 
notice  in  the  Federal  Register. 

Done  at  Washington,  D.C.,  this  28th 
day  of  December  1961. 

B.  T.  Shaw, 
Administrator, 
Agricultural  Research  Service. 


|P.R.     Doc. 


62-41:     PUed. 
8:48  a.m.  1 


Jan.     2,     1962; 


Agricultural  Stabilization  and 
Conservation  Service 

[  7  CFR  Part  91 1  ] 

(Docket  No.  AO  262-A61 

MILK  IN  TEXAS  PANHANDLE 
MARKETING  AREA 

Decision  on  Proposed  Amendments 
to  Tentative  Marketing  Agreement 
and  to  Order 

Pursuant  to  the  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended  (7  U.S.C.  601  et 
seq.),  and  the  applicable  rules  of  prac- 
tice and  procedure  governing  the  formu- 
lation of  marketing  agreements  and 
marketing  orders  (7  CFR  Part  900),  a 
public  hearing  was  held  at  Amarillo,  Tex., 
on  AprU  14,  1961,  pursuant  to  notice 
thereof  issued  on  March  28,  1961  (26 
F.R.  2750). 

Upon  the  basis  of  the  evidence  intro- 
duced at  the  hearing  and  the  records 
thereof,  the  Assistant  Secretary,  U.s/ 
Department  of  Agriculture,  on  November 
29,  1961  (26  PH.  11495;  F.R.  Doc\^^- 
11497) ,  filed  with  the  Hearing  Clerk,  U.S. 
Department  of  Agriculture,  his  recom- 
mended decision  containing  notice  of  the 
opportunity  to  file  written  exceptions 
thereto.  No  exceptions  were  filed  to  the 
recommended  decision. 

The  material  issues  on  the  record  of 
the  hearing  relate  to: 

1.  The  classification  and  accoimting 
for  dietary  products  and  other  fortified 
fluid  milk  products. 

2.  Pooling  requirements  for  pool  plants 
distributing  milk  in  more  than  one  regu- 
lated area. 

Findings  and  conclusions.  The  follow- 
ing findings  and  conclusions  on  the 
material  issues  are  based  on  evidence 
presented  at  the  hearing  and  the  record 
thereof: 

1.  The  classification  and  accounting 
for  dietary  products  and  other  fortified 
fluid  milk  products. 

Dietary  products  and  other  fortified 
fiuid  milk  products  should  be  classified 
as  Class  I  only  up  to  the  extent  of  the 
weight  of  an  unmodified  product  of  the 
same  nature  and  butterfat  content,  ex- 
cluding the  dry  weight  of  any  nonmilk 
additives  such  as  flavoring,  sugar,  etc. 
The  skim  milk  equivalent  of  the  nonfat 
milk  solids  not  classified  as  Class  I  should 
be  considered  a  Class  II  disposition. 

The  existing  order  provisions  provide 
for  full  skim  milk  equivalent  accounting. 
Hence,  when  nonfat  milk  solids  in  the 
form  of  nonfat  dry  milk  or  condensed 
milk  are  added  to  a  fiuid  milk  product 
to  increase  the  nonfat  milk  solids  con- 
tent, the  skim  milk  equivalent  of  the 
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total  nonfat  milk  solids  in  the  product 
is  classified  as  Class  I.  Producer  mwx  is 
given  priority  of  assignment  In  Class  I. 
When  Class  I  utilization  exceeds  avail- 
able producer  receipts  and  other  source 
milk  is  assigned  to  Class  I  a  compensa- 
tory charge  is  applicable  on  the  other 
source  milk  so  assigned  unless  such  milk 
has  been  classified  and  priced  as  Class  I 
under  another  Federal  order.  When 
nonmilk  products  such  as  fiavoring,  etc., 
are  used  in  making  any  milk  product, 
the  weight  of  such  additives  is  deducted 
before  reconciliation  of  the  pounds  of 
skim  milk  and  butterfat  to  be  classified. 

Handlers  proposed  that  fiuid  milk 
dietary  foods  be  classified  as  Class  II  in 
lieu  of  the  present  Class  I  classification 
and  that  the  skim  milk  equivalent  ac- 
counting for  nonfat  mUk  solids  used  in 
fortification  be  discontinued.  As  an  al- 
ternative, if  the  proposal  to  discontinue 
skim  milk  equivalent  accounting  was 
denied,  handlers  proposed  that  the  skim 
milk  equivalent  be  Class  IL  It  was  their 
position  that  the  product  cost  resulting 
from  the  present  Class  I  classification  of 
dietary  fiuid  milk  products  placed  them 
at  a  competitive  disadvantage  with  die- 
tary milk  products  in  dry  form  or  in 
hermetically  sealed  containers  made 
from  non-Grade  A  milk  and  milk  prod- 
ucts distributed  through  grocery  stores, 
drug  stores,  food  establishments  and 
similar  outlets.  They  suggested  that  a 
Mver  classification  and  pricing  would 
^permit  more  competitive  resale  pricing 
and  hence  create  a  greater  demand  for 
therr  product.  They  contended  that  a 
Class^I  classification  and  pricing  on  the 
skim  milk  equivalent  of  nonfat  milk 
solids  used  in  the  fortification  of  Class  I 
products  was  unrealistic  and  resulted  in 
undue  cost  to  handlers.  Their  proposed 
change,  they  suggested,  would  serve  to 
facilitate  the  economic  disposition  of  the 
market's  reserve  supply. 

Producers,  on  the  other  hand,  opposed 
any  change  in  the  present  accounting 
procedure.  It  was  their  position  that 
full  skim  milk  equivalent  accounting 
is  essential  to  protect  the  integrity  of 
the  classification  scheme  under  the  Fed- 
eral order  and  that  unless  nonfat  milk 
solids  used  in  fortification  are  accounted 
for  on  a  skim  milk  equivalent  basis  in 
Class  I,  handlers  have  opportunity  to 
displace  producer  milk  in  Class  I  with 
lower  priced  other  source  milk. 

A  great  deal  of  the  testimony  on  the 
record  was  offered  to  substantiate  that 
dietary  milk  products  were,  or  were  not. 
required  to  be  made  from  locally  ap- 
proved milk  under  the  health  ordinance 
in  effect  in  the  marketing  area.  Re- 
gardless of  the  intent  of  the  ordinance, 
it  is  appai-ent  that  the  local  health  au- 
thority is  not  interpreting  it  in  a  manner 
so  as  to  require  that  such  products  be 
made  from  locally  approved  milk.  How- 
ever, this  is  of  little  consequence  since 
handlers  are  not  permitted  to  bring 
fiuid  non-Grade  A  milk  or  skim  milk 
into  their  fiuid  milk  plants.  Under  any 
circumstances  it  is  clear  that,  because 
of  the  perishability  of  the  finished  die- 
tary product,  handlers  use  only  milk  of 
the  highest  quality  and  hence  they  re- 
quire and  rely  on  local  producers  to 
furnish    their   full   fiuid   milk   require- 
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ments.  Therefore,  it  Is  appropriate  and 
necessary  that  the  Class  I  classification 
be  retained. 

Fortified  fluid  milk  products  custom- 
arily result  from  the  addition  of  nonfat 
milk  solids  in  the  form  of  condensed 
skim  milk  or  nonfat  dry  milk  to  milk  or 
skim  milk  in  fluid  form  to  yield  a  fin- 
ished product  of  higher  nonfat  milk 
solids  content  than  that  of  an  equivalent 
amount  of  whole  (producer)  milk.  Re- 
constituted products,  on  the  other  hand, 
generally  involves  the  process  of  "float- 
ing"' milk  solids  In  the  form  of  condensed 
milk  or  skim  milk,  dry  milk,  or  nonfat 
dry  milk  In  water  to  yield  a  weight  of 
product  approximately  equal  to  the 
weight  of  milk  from  which  the  con- 
densed or  dried  milk  product  was  first 
made  by  the  removal  of  water. 

Nonfat  dry  milk  and  condensed  milk 
or  skim  milk  are  ordinarily  derived  from 
unpriced  milk  or  milk  which  has  been 
priced  as  surplus  under  a  Federal  order. 
These  products  are  not  necessarily  proc- 
essed from  producer  milk  and  may  be 
made  from  ungraded  milk.  An  economic 
incentive  exists  for  handlers  to  substi- 
tute, where  possible,  reconstituted  fluid 
milk  products  for  fluid  milk  products 
processed  from  current  receipts  of  pro- 
ducer milk.  Since  such  substitution 
would  displace  an  equivalent  amount  of 
producer  milk  in  Class  I,  the  application 
of  skim  milk  equivalent  accounting  in 
this  circumstance  is  economically  sound 
and  la  necessary  to  maintain  orderly 
marketing. 

The  same  economic  Incentive  does  not 
exist,  however,  with  respect  to  the  use 
of  nonfat  dry  milk,  or  condensed  milk 
or  skim  milk  to  fortify  a  fluid  milk 
product.  If  nonfat  milk  solids  are  to  be 
derived  from  producer  milk,  the  skim 
milk  must  first  be  processed  Into  usable 
form;  I.e..  nonfat  dry  milk  or  condensed 
skim  milk.  Such  products  processed 
from  producer  milk  have  no  greater 
value  for  fortification  purposes  than 
similar  products  purchtued  on  the  open 
market.  Such  products  are  used  in  for- 
tification to  increase  the  palatabllity  of. 
and  hence  the  salablUty  of.  the  finished 
product.  Fortification  only  slightly  in- 
creases the  volume  of  the  product  and 
under  no  circumstances  can  it  be  con- 
cluded that  the  added  solids  displace 
producer  milk  In  Class  I  beyond-- the 
minor  Increase  in  volume  which  results. 
When  the  skim  milk  equivalent  provi- 
sion Is  applied  to  fortified  milk  products, 
it  Infiates  significantly  the  utilization 
and  disposition  of  Class  I  milk.  The  in- 
fiation  in  the  case  of  dietary  food  prod- 
ucts results  in  a  Class  I  classification  of 
about  two  and  one-half  times  the  actual 
volume.  For  reasons  previously  stated 
it  is  neither  necessary  nor  appropriate 
that  handlers  continue  to  be  required  to 
account  and  pay  for  this  inflated  vol- 
ume in  Class  I.  Nevertheless,  it  is  prac- 
tical and  administratively  necessary  to 
maintain  full  skim  milk  equivalent  ac- 
counting. These  conclusions  can  be  rec- 
onciled by  providing  that  fortified  fluid 
milk  products  shall  be  classified  as  Class 
I  only  to  the  extent  of  the  weight  of 
an  unmodified  fluid  milk  product  of  the 
same  nature  and  butterfat  content,  ex- 
cluding the  dry  weight  of  any  nonmilk 
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Ingredient  such  as  fiavoring,  sugar,  etc. 
The  skim  milk  equivalent  of  the  nonfat 
milk  solids  not  classified  in  Class  I  should 
be  considered  as  Class  n  disposition. 

No  change  was  proposed  in  the  ac- 
counting procedure  followed  in  cases 
where  flavoring  and  other  norunilk  in- 
gredients are  used  in  processing  unforti- 
fied products.  In  such  cases  the  dry 
weight  of  such  additives  also  should  be 
deducted  in  determining  the  amount  of 
skim  milk  and  butterfat  to  be  accounted 
for.  This  is  generally  consistent  with 
the  procedure  now  employed  and  of  the 
conclusions  previously  set  forth  relative 
to  the  accounting  procedure  to  be  em- 
ployed for  fortified  products.  The 
changes  in  the  fluid  milk  products  defi- 
nition and  the  classification  provisions 
hereinafter  set  forth  will  Implement 
these  conclusions. 

2.  Afodt/tcatton  o/  the  requirements  for 
pooling  plants  also  meeting  the  pooling 
requirements  of  another  Federal  order. 
The  pooling  provisions  of  the  order 
should  be  modified  to  permit  a  distribut- 
ing plant  meeting  the  requirements  for 
full  regulation  under  both  this  order  and 
another  Federal  order  and  with  a  greater 
proportion  of  Its  Class  I  disposition  in 
the  other  market,  but  which  was  pooled 
under  this  order  in  the  most  recent 
month,  to  retain  pooling  status  under 
this  order  until  the  third  consecutive 
month  in  which  a  greater  volume  of 
Class  I  sales  is  made  in  such  other  mar- 
keting area.  However.  It  must  be  rec- 
ognized that  the  provisions  of  the  other 
order  may  require  such  plant  to  be  pooled 
under  such  other  order.  In  such  circum- 
stances, the  plant  should  be  exempted 
from  regulation  under  this  ordw  except 
for  a  requirement  to  file  reports  and  per- 
mit verification.  Provision  also  should  be 
made  to  exempt  a  distributing  plant 
doing  a  greater  proportion  of  its  total 
Class  I  business  In  this  marketing  area 
but  which,  nevertheless,  retains  pooling 
status  for  the  month  under  another 
order.  Federal  orders  generally  provide 
that  a  distributing  plant  meeting  the 
pooling  requirements  of  more  than  one 
order  shall  be  regulated  under  that  order 
covering  the  area  In  which  the  greater 
volume  of  Class  I  sales  are  made.  Never- 
theless, it  should  be  recognized  that  other 
orders  may  contain  similar  provisions 
to  those  herein  proposed  to  deter  plants 
from  changing  back  and  forth  between 
two  orders  on  a  month-to-month  basis. 

Under  the  present  order  provision  a 
distributing  plant  which  di.stri^jtes  fifty 
percent  of  its  receipts  as  Class  I  milk  on 
routes  or  through  plant  stores,  and 
fifteen  percent  of  receipts  are  so  dispo.sed 
of  in  the  marketing  area,  is  subject  to  full 
regulation  under  this  order  unless  a 
greater  volume  of  Class  I  milk  is  dis- 
posed of  to  retail  or  wholesale  outlets  in 
another  marketing  area  and  the  plant  is 
fully  regulated  under  such  other  order. 

A  regulated  handler  under  the  North 
Texas  order,  operating  packas^'ing  plants 
in  both  Fort  Worth  and  Dallas,  and  dis- 
tributing milk  in  both  the  North  Texas 
and  Central  West  Texas  markets,  as  well 
as  the  Texas  Panhandle  market,  proposed 
that  the  order  be  amended  to  exempt 
from  pooling  under  this  order  a  plant 
meeting  the  pooling  requirements  of  this 
order,  unless   its  Class   I  sales   in  this 


market  should  exceed  Class  I  sales  in 
another  Federal  order  market  over  an 
extended  period  of  time.  He  indicated 
that  because  of  his  company's  experi- 
ence in  HMiking  sales  in  the  Central  West 
Texas  and  North  Texas  Federal  order 
markets,  where  sales  in  the  two  markets 
were  of  such  nature  that  a  small  in- 
crease in  sales  in  one  market  or  decrease 
in  the  other  market  could  result  in  regu- 
lation of  his  plant  under  one  order  one 
month  and  \inder  the  second  order  the 
next  month,  it  was  desirable  that  a  pro- 
vision similar  to  that  herein  recom- 
mended be  included  in  this  order. 

Proponent's  distribution  in  the  Texas 
Panhandle  market  Is  not  presently  of  a 
magnitude  that  either  of  his  North  Texas 
pool  plants  is  likely  to  become  regulated 
under  this  order.  Nevertheless,  it  should 
be  recognized,  with  recent  technological 
changes  In  the  processing  and  distribu- 
tion field,  that  milk  is  moved  great  dis- 
tances and  distribution  routes  are  being 
greatly  extended.  It  is  possible  that  at 
some  future  time  this  handler  or  some 
other  handler  presently  regulated  under  > 
another  order  may  expand  his  dlstribu- 
tion  in  the  market  to  such  an  extent  that 
sales  In  the  two  markets  are  approxi- 
mately equal.  In  such  event  the  loss 
of  an  account  In  one  market  or  the  add- 
ing of  an  account  in  the  other  market 
might  result  In  a  shift  in  regulation.  In 
situations  where  sales  in  two  markets  are 
virtually  the  same,  an  Inadvertent  sale, 
the  result  of  a  management  error  or  error 
on  the  part  of  a  plant  employee  or  a  route 
salesman,  might  result  In  an  unintended 
change  In  pooling.  It  would  also  be  pos- 
sible, as  proponent  suggests,  that  a 
change  in  classification  during  audit 
might  have  the  same  effect. 

The  prospective  situation  can  be  sub- 
stantially removed  by  adoption  of  the 
changes  herein  recommended.  Under 
this  procedure  a  handler  would  have  two 
months  warning  that  his  plant  was 
changing  from  one  regulation  to  an- 
other, thus  providing  reasonable  time  to 
permit  adjustment  of  his  business  In 
cases  where  such  change  was  not  con- 
templated or  desired.  At  the  same  time 
this  change  retains  the  principle  of  regu- 
lating a  distributing  plant  under  that 
order  where  the  greater  proportion  of 
Its  business  Is  done.  Since  government 
contracts  normally  are  made  for  longer 
periods  than  two  months  there  is  no  rea- 
son to  expect  ihat  the  changes  recom- 
mended will  have  any  significant  effect 
in  the  length  of  time  in  which  a  plant  is 
pooled  in  a  particular  market  where  the 
change  in  proportion  of  business  is  the 
result  of  gaining  or  losing  a  government 
contract.  Accordingly,  the  provision 
should  be  adopted. 

Supply  plants  are  regulated  under  this 
order  in  any  month  in  which  50  percent 
of  receipts  from  dairy  farmers  are 
shipped  to  pool  distributing  plants.  Any 
plant  shipping  50  percent  of  its  receipts 
to  the  local  market  should  be  considered 
primarily  associated  with  this  market 
and  should  therefore  be  fully  regulated. 
The  existing  order  so  provide.s  and  no 
change  is  needed  in  this  regard. 

Rulings  on  proposed  findings  and  con- 
clusions. Briefs  and  proposed  findings 
and  conclusions  were  filed  on  behalf  of 
certain  interested  parties.    These  briefs, 
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proposed  findings  and  conclusions  and 
the  evidence  in  the  record  were  con- 
sidered in  making  the  findings  and  con- 
clusions set  forth  above.  To  the  extent 
that  the  suggested  findings  and  conclu- 
sions filed  by  interested  parties  are  in- 
consistent with  the  findings  and  conclu- 
sions set  forth  herein,  the  requests  to 
make  such  findings  or  reach  such  con- 
clusions are  denied  for  the  reasons 
previously  stated  in  this  decision. 

General  findings.  The  findings  and 
determinations  hereinafter  set  forth  are 
supplementary  and  in  addition  to  the 
findings  and  determinations  previously 
made  in  connection  with  the  Issuance  of 
the  aforesaid  order  and  of  the  previously 
Issued  amendments  thereto;  and  all  of 
said  previous  findings  and  determina- 
tions are  hereby  ratified  and  affirmed, 
except  Insofar  as  such  findings  and  de- 
terminations may  be  in  confiict  with  the 
findings  and  determinations  set  forth 
herein. 

(a>  The  tentative  marketing  agree- 
ment and  the  order,  as  hereby  proposed 
to  be  amended,  and  all  of  the  terms  and 
conditions  thereof,  will  tend  to  effectuate 
the  declared  policy  of  the  Act; 

<b)  The  parity  prices  of  milk  as  de- 
termined pursuant  to  section  2  of  the 
Act  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which 
affect  market  supply  and  demand  for 
milk  In  the  marketing  area,  and  the 
minimum  prices  specified  In  the  proposed 
marketing  agreement  and  the  order,  as 
hereby  proposed  to  be  amended,  are  such 
prices  as  will  refiect  the  aforesaid  factors. 
insure  a  sufficient  quantity  ^f  pure  and 
wholesome  milk,  and  be  In  the  public 
interest;  and 

(O  The  tentative  marketing  agree- 
ment and  the  order,  as  hereby  proposed 
to  be  amended,  will  regulate  the  han- 
dling of  milk  In  the  same  manner  as,  and 
will  be  applicable  only  to  persons  In  the 
respective  classes  of  industrial  and  com- 
mercial activity  specified  in.  a  marketixif 
agreement  upon  which  a  hearing  has 
been  held. 

Marketing  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hereof  are 
two  documents  entitled  respectively, 
"Marketing  Agreement  Regulating  the 
Handling  of  Milk  in  the  Texas  Panhandle 
Marketing  Area',  and  "Order  Amending 
the  Order  Regulating  the  Handling  of 
Milk  in  the  Texas  Panhandle  Marketing 
Area",  which  have  been  decided  upon  as 
the  detailed  and  appropriate  means  of 
effectuating  the  foregoing  conclusions. 

It  is  hereby  ordered.  That  all  of  this 
decision,  except  the  attached  marketing 
agreement,  be  published  in  the  Fedkral 
Register.  The  regulatory  provisions  of 
said  marketing  agreement  are  identical 
with  those  contained  In  the  order  as 
hereby  proposed  to  be  amended  by  the 
attached  order  which  will  be  published 
\\ith  this  decision. 

Determination  of  representative  pe- 
riod. The  month  of  November  1961,  is 
hereby  determined  to  be  the  representa- 
tive period  for  the  purpose  of  ascertain- 
ing whether  the  issuance  of  the  attached 
order  amending  the  order  regulating  the 
handling  of  milk  In  the  Texas  Panhandle 
marketing  area,  is  approved  or  favored 
by  producers,  as  defined  under  the  terms 
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of  the  order  as  hereby  proposed  to  be 
amended,  and  who,  during  such  repre- 
sentative period,  were  engaged  in  the 
production  of  milk  for  sale  within  the 
aforesaid  marketing  area. 

Signed  at  Washington,  D.C.,  on  Dec- 
ember 27, 1961. 

Charles  S.  Murphy, 
Under  Secretary. 

Order '  Amending  the  Order  Regulating 
the  Handling  of  Milk  in  the  Texas 
Panhandle  Marketing  Area 

%  911.0     Findings  and  determinations. 

The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 
in  addition  to  the  findings  and  deter- 
minations previously  made  in  connec- 
tion with  the  issuance  of  the  aforesaid 
order  [and  of  the  previously  issued 
amendments  thereto];  and  all  of  said 
previous  findings  and  determinations  are 
hereby  ratified  and  affirmed,  except  in- 
sofar as  such  findings  and  detennina- 
tions  may  be  in  conflict  with  the  find- 
ings and  determinations  set  forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  pro- 
visions of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended  (7 
U.S.C.  601  et  seq.),  and  the  applicable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  marketing  orders  (7  CFR 
Part  900),  a  public  hearing  was  held 
upon  certain  proposed  amendments  to 
the  tentative  marketing  agreement  and 
to  the  order  regulating  the  handling  of 
milk  in  the  Texas  Panhandle  marketing 
area.  Upon  the  basis  of  the  evidence 
introduced  at  such  hearing  and  the  rec- 
ord thereof.  It  is  found  that: 

(1)  The  said  order  as  hereby  amended, 
and  all  of  the  terms  and  conditions 
thereof,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

(2)  The  parity  prices  of  milk,  as  de- 
termined pursuant  to  section  2  of  the 
act.  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which 
affect  market  supply  and  demand  for 
milk  in  the  said  marketing  area,  and  the 
minimum  prices  specified  in  the  order 
as  hereby  amended,  are  such  prices  as 
will  reflect  the  aforesaid  factors.  Insure 
a  sufficient  quantity  of  pure  and  whole- 
some milk,  and  be  in  the  public  Interest; 
and 

(3)  The  said  order  as  hereby  amended, 
regulates  the  handling  of  milk  In  the 
same  manner  as,  and  is  applicable  only 
to  persons  In  the  respective  classes  of 
industrial  or  commercial  activity  speci- 
fied in.  a  marketing  agreement  upon 
which  a  hearing  has  been  held. 

Order  relative  to  handling.  It  is  there- 
fore ordered,  that  on  and  after  the  effec- 
tive date  hereof,  the  h^dling  of  milk 
in  the  Texas  Panhandle  marketing  area 
shall  be  in  conformity  to  and  in  com- 
pliance with  the  terms  and  conditions  of 
the  aforesaid  order,  as  hereby  amended, 
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*  This  order  shall  not  become  effective  un- 
leH  and  until  the  requirements  of  I  900.14  of 
the  rules  of  practice  and  procedure  govern- 
ing proceedings  to  formulate  marketing 
agreements  and  marketing  orders  have  been 
met. 


and    the    aforesaid    order    is    hereby 
amended  as  follows  : 

1.  Delete  §  911.15  and  substitute  there- 
for the  following : 

§911.15      Fluid  milk  product. 

"Fluid  milk  product"  means  milk  (in- 
cluding concentrated  milk),  skim  milk 
(including  reconstituted  skim  milk), 
buttermilk,  milk  drinks  (plain  or  fla- 
vored), cream,  or  any  fluid  mixture  of 
cream  and  milk  or  skim  milk  (except 
storage  cream,  aerated  cream  products, 
eggnog,  ice  cream  mix,  evaporated  or 
condensed  milk,  and  sterilized  products 
packaged  in  hermetically  sealed  con- 
tainers) :  Provided.  That  when  any  such 
product  is  fortified  with  nonfat  milk 
solids  the  amount  of  skim  milk  to  be 
included  within  this  definition  shall  be 
only  that  amount  equal  to  the  weight  of 
skim  milk  In  an  equal  volume  of  an  im- 
fortified  product  of  the  same  nfiture  and 
butterfat  content. 

§911.41       [Amendment] 

2.  Delete  §  911.41(a)  and  substitute 
therefor  the  following : 

(a)  Class  I  milk.  Class  I  milk  shall 
be  all  skim  milk  and  butterfat  (1)  dis- 
posed of  in  the  form  of  a  fluid  milk  prod- 
uct (except  as  provided  in  paragraph 
(b)(2)  of  this  section)  and  (2)  not  ac- 
counted for  as  Class  n  milk; 

3.  Delete  the  word  "and"  at  the  end  of 
subparagraph  (3)  of  S  911.41(b),  renum- 
bcr  subparagraph  (4)  as  subparagraph 
(5)  and  Insert  a  new  subparagraph  (4) 
to  read  as  follows : 

(4)  Reflecting  the  skim  milk  equiva- 
lent of  nonfat  milk  solids  used  in  the 
fortification  of  any  fiuid  milk  product 
and  not  accounted  for  as  Class  I  milk 
pursuant  to  S  911.41(a)  by  virtue  of  the 
proviso  of  i  911.15;  and 

4.  Delete  fi  911.61  and  substitute  there- 
for the  following : 

§  911.61      Plants  nubject  to  other  Federal 
orders. 

The  provisions  of  this  part  shall  not 
apply  with  respect  to  the  operation  of 
any  plant  specified  In  paragraphs  (a) 
or  (b)  of  this  section  except  that  the 
operator  thereof  shall,  with  respect  to 
total  receipts  of  skim  milk  and  butterfat 
at  such  plant,  make  reports  to  the  mar- 
ket administrator  at  such  time  and  in 
such  manner  as  the  market  administra- 
tor may  require  and  allow  verification  of 
such  reports  by  the  market  administra- 
tor. 

(a)  A  distributing  plant  meeting  the 
requirements  of  §  911.10(a)  which  also 
meets  the  pooling  requirements  of  an- 
other Federal  order  and  from  which,  the 
Secretary  determines,  a  greater  quantity 
of  Class  I  milk  Is  disposed  of  during  the 
month  on  routes  in  such  other  Federal 
order  marketing  area  than  was  disposed 
of  to  retail  and  wholesale  outlets  (ex- 
cluding pool  plants)  in  this  marketing 
area,  except  that  If  such  plant  was  sub- 
ject to  all  the  provisions  of  this  order 
in  the  immediately  preceding  month,  it 
shall  continue  to  be  subject  to  all  the 
provisions  of  this  order  until  the  third 
consecutive  month  in  which  a  greater 
proportion  of  its  Class  I  disposition  is 
made  in  such  other  marketing  area  un- 
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less  notwithstanding  the  provisions  of 
this  paragraph  it  is  regulated  under  such 
other  order. 

(b)  A  distributing  plant  meeting  the 
requirements  of  i  911.10(a)  which  also 
meets  the  pooling  requirements  of  an- 
other Federal  order  on  the  basis  of  dis- 
tribution In  such  other  marketing  area 
and  from  which,  the  Secretary  deter- 
mines, a  greater  quantity  of  Class  I  milk 
is  disposed  of  during  the  month  to  retail 
and  wholesale  outlets  (excluding  pool 
plants)  In  this  marketing  irea  than  is 
dlspoaed  of  on  routes  in  such  other  mar- 
keting area  but  which  plant  is  neverthe- 
leu  fully  regulated  under  such  other 
Federal  order. 

(FJl.     Doe.     63-43:      Filed.     Jan      3      1S82; 
8:48  ami 


DEPARTMENT  OF  HEALTH,  EDU- 
CATION, AND  WELFARE 

Food  and  Drug  Administration 

[21    CFR   Part   121  ] 

FOOD  ADDITIVES 

Notic*  of  Filing  of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food,  Drug,  and  Cosmetic  Act  (sec. 
409(b)(6).  72  Stat.  1788;  21  U.S.C, 
348(b)(5)),  notice  is  given  that  a  peti- 
Uon  (FAP  420)  has  been  filed  by  The 
Baker  Castor  Oil  Company.  40  Avenue 
A,  Bayonne.  N.J..  proposing  the  issuance 
of  a  regulation  to  provide  for  the  safe 
^use  of  castor  oil  as  a  lubricant  for  ma- 
'chlnery  used  in  the  production  of  hard 
candy. 

Dated:  December  26,  1961 

J.  K.  Kirk, 

Assistant  Commissioner 
of  Food  and  Drugs. 

[FR      Doc.     63-36;     Filed.     Jan      3,     1962, 
8:47  am.) 


[  21    CFR   Part   121  1 

•   FOOD  ADDITIVES 

Notice  of  Filing  of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food,  Drug,  and  Cosmetic  Act  (sec. 
409(b)(5).  72  Stat.  1786;  21  U.S.C.  348 
(b)(5)).  notice  is  given  that  a  petition 
(PAP  570)  has  been  filed  by  Chemical 
Process  Company.  Post  Office  Box  829. 
Redwood  City.  Calif.,  proposing  the 
I'ssuance  of  a  regxilation  to  provide  for 
the  safe  use  in  food  processing  of  ion 
exchange  resins  of  the  following  types: 

1.  Phenol  -  formaldehyde     activated 
with  polyethyleneamines. 

2.  Polyethyleneamines     cross     linked 
with  epichlorohydrin. 

3.  Sulfonated  phenol-formaldehyde. 

4.  Sulfonated    styrene-divinylbenzene 
copolymer. 

5.  Polystyrene  activated  with  quater- 
nary ammonium  groups. 

6.  Phenol  -  formaldehyde     activated 
with  cuprlc  sulfate. 


PROPOSED   RULE   MAKING 

7    Polymethacryllc     acid  -  divinylben- 
zene  copolymer. 

Dated:  December  26,  1961. 

J.  K.  Kirk. 

Assistant  Cormnissioyier  of 
Food  aJLd  Drugs. 

Doc      62  27.      Filed,     Jan      3.      1962; 


IPR 


62  27.      Filed, 
8  47  am  1 


[  21    CFR   Part   121  1 

FOOD  ADDITIVES 

Notice  of  Filing  of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food,  Drug,  and  Cosmetic  Act  (sec 
409(bt(5),  72  Stat.  1786:  21  U  S  C.  348 
<b>(5»  >.  notice  is  given  that  a  petition 
<FAP  565)  has  been  filed  by  Commer- 
cial Solvents  Corporation.  Terre  Haute, 
Ind..  proposing  the  Issuance  of  a  regu- 
lation to  provide  for  the  safe  use  of  feed- 
grade  zinc  bacitracin  or  a  combination 
of  feed-grade  zinc  bacitracin  and  pro- 
caine penicillin  (3:1  ratio)  up  to  a  level 
of  500  grams  of  antibiotic  per  ton  of 
poultry  feed,  for  the  treatment  of  chronic 
respiratory  disease  in  chickens  and  tur- 
keys, infectious  sinusitis  in  turkeys,  blue 
comb  (nonspecific  infectious  enteritis, 
mud  fever)  in  chickens  and  turkeys,  and 
early  mortality  In  chicks. 

Dated:  December  26.  1961. 

J    K.  KIRK. 

Assistant  Commissioner 
of  Food  and  Drugf. 

Jan      3.     1962. 


fFR      Doc 


62  28:     Filed 
8:47  am 


[  21    CFR   Part   121  1 

FOOD  ADDITIVES 

Notice  of  Filing  of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food.  Drug,  and  Cosmetic  Act  <sec. 
409(b)(5).  72  Stat.  1786;  21  U.S.C. 
348(b)(5)).  notice  is  given  that  a  peti- 
tion (FAP  632)  has  been  filed  by  Her- 
cules Powder  Company.  Inc  ,  910  Market 
Street.  Wilmington  99,  Del.,  proposing 
the  issuance  of  a  regulation  to  provide 
for  the  safe  use  of  ethyl  cellulose  as  a 
component  of  protective  coatings  and  as 
a  binder  and  filler  for  vitamin  and  min- 
eral preparations  for  human  and  animal 
use. 

Dated:  December  26.  1961. 

J.  K.  Kirk. 

Assistant  Commissioner  of 

Food  ajid  Drugs. 

Doc      62-39:      Filed.     Jan.     2,      1962, 


[FR 


62-39:      Filed. 
8:47    am  1 


[  21    CFR   Part   121  1 

FOOD  ADDITIVES 

Notice  of  Filing  of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Pood.  Drug,  and  Cosmetic  Act  (sec. 
409(b)(5).  72  Stat.  1786;  21  U.S.C.  348 
(b)(5)),  notice  Is  given  that  a  petition 
(PAP  659)    has  been  filed  by  Vitagen 


Corporation,  354  South  Spring  Street. 
Los  Angeles  13,  Calif.,  proposing  the  is- 
sutince  of  a  regulation  to  provide  for  the 
safe  use  of  combustion  product  gas  to  re- 
move or  displace  oxygen  in  the  packaging 
of  fresh  leafy  vegetables. 

Dated:  December  26,  1961. 

J.  K.  Kirk. 

Assistant  Commissioner 
of  Food  and  Drugs. 

(FR      Doc      62-30.      Filed.     Jan      2.      1962; 
8  47    ami 


FEDERAL  AVIATION  AGENCY 

[  14   CFR    Part   610  1 

I  Reg     Docket    No     1014;    Dr.ift    Releaae    No. 

61    28{ 

MINIMUM  EN  ROUTE  IFR  ALTITUDES 

Designated  Mountainous  Areas;  No- 
tice of  Proposed  Rule  Making 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  ( 14  CFR  405.27) 
notice  is  hereby  given  that  the  Federal 
Aviation  Agency  is  considering  an 
amendment  to  SS  610.3  and  610  8  of  the 
regulations  of  the  Administrator,  as 
hereinafter  set  forth. 

Interested  persons  may  participate  In 
the  making  of  the  proposed  rules  by 
submitting  such  written  data,  views,  or 
arguments  as  they  may  desire.  Com- 
munications should  be  submitted  In 
duplicate  to  the  Etocket  Section  of  the 
Federal  Aviation  Agency.  Room  C-226. 
1711  New  York  Avenue  NW  .  Washing- 
ton 25,  DC  All  communications  re- 
ceived on  or  before  February  19.  1962. 
will  be  considered  by  the  Administrator 
before  taking  action  upon  the  proposed 
rules.  The  proposals  contained  in  this 
notice  may  be  changed  in  the  light  of 
comments  received.  All  comments  sub- 
mitted will  be  available  in  the  Docket 
Section  for  examination  by  interested 
persons  when  the  prescribed  date  for  re- 
turn of  comments  has  expired. 

The  official  docket  will  be  available  for 
examination  by  interested  persons  at  the 
Docket  Section,  Federal  Aviation  Agency, 
Room  C-226,  1711  New  York  Avenue 
NW..  Washington  25,  DC. 

Under  Part  610,  certain  areas  of  the 
United  States  have  been  designated  by 
the  Administrator  as  mountainous  areas 
In  these  areas,  it  is  necessary  to  estab- 
lish, with  appropriate  exceptions,  mini- 
mum IPR  altitudes  at  2.000  feet  above 
the  highest  obstacle  on  the  airway  or 
off-airway  route  because  of  the  ac- 
companying weather  phenomena,  pres- 
sure differentials  and  disturbed  air  flow- 
attending  the  passage  of  strong  winds 
over  the  mountains.  Since  these  con- 
ditions exist  in  the  mountainous  areas  of 
the  Aleutian  Group  of  the  State  of 
Alaska  and  the  State  of  Hawaii,  it  is 
deemed  advisable  to  designate  these  arca.s 
as  "Mountainous  Areas."  Accordingly, 
it  is  proposed  to  delete  §  610.8(c)  (2)  (v) 
which  excepts  the  Aleutian  Group  from 
that  portion  of  Alaska  presently  desig- 
nated as  "Mountainous  Area."  It  is  also 
proposed  to  except  from  the  designated 
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Mountainous  Area  of  Alaska  a  small 
coastal  area  in  northern  Alaska  where 
mountainous  terrain  does  not  exist. 

Consideration  is  also  being  given  to 
including  the  Commonwealth  of  Puerto 
Rico  as  a  designated  "Mountainous 
Area."  A  considerable  portion  of  Puerto 
Rico  Is  mountainous  terrain  and  would 
t^enerally  be  considered  to  qualify  for 
such  designation  although  very  little 
weather  in  the  area  would  be  eu:com- 
panled  by  icing,  turbulence  or  atmos- 
piicric  eddies,  vortices,  and  waves  that 
would  produce  pressure  differentials  that 
would  be  hazardous  to  flight  operations. 

This  proposal  also  contains  an  excep- 
tion to  the  criteria  used  in  the  establish- 
ment of  minimum  en  route  altitudes  to 
permit  the  designation  of  specific  routes 
at»altitudcs  less  than  2,000  feet  for  the 
mountainous  areas  in  Puerto  Rico  and 
Hawaii. 

The  proposed  changes  in  designated 
mountainous  terrain  are  depicted  on  the 
maps   accompanying   this  proposal. 

In  consideration  of  the  foregoing,  It  is 
proposed  that  Part  610  of  the  regula- 
tions of  the  Administrator  (14  CFR  Part 
610)  be  amended  as  follows:    i 
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§  610.3      [Amendment] 

1.  By  amending  the  Introductory  para- 
gn^h  of  8  610.3(b)  (2)  (1)  to  read  as 
follows: 

(1)  Exceptions.  Altitudes  may  be  es- 
tablished providing  only  1,200  feet  ob- 
struction clearance  in  the  designated 
mountainous  areas  of  the  eastern  United 
States  and  the  Commonwealth  of  Puerto 
Rico,  and  1,600  feet  obstruction  clearance 
in  the  designated  mountainous  areas  of 
the  western  United  States  and  the  States 
of  Alaska  and  Hawaii:  Provided.  That 
consideration  will  be  given  to  the  follow- 
ing items  before  altitudes  providing  less 
than  2,000  feet  obstruction  clearance  in 
these  areas  are  established : 

§  6 1 0.8      [  Amendment  J 

2.  By  amending  §  610.8'C)  (2)  >vi  to 
read  as  follows: 

(V)  Begiiming  at  a  point  where  lati- 
tude 69*30' intersects  the  northwest  coast 
of  Alaska  and  eastward  along  the  69°  30' 
parallel  to  the  150'  medldian,  thence 
northward  along  the  150°  Meridian  to 
69'50'  north  latitude,  thence  eastward 
along  the  60°50'  parallel  to  a  point  where 
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69  "50'  intersects  the  northeast  coastline 
of  Alaska. 

3.  By  substituting  the  accompanying 
map  of  moimtalnous  terrain,  Alaska,  for 
the  present  map  of  mountainous  terrain, 
Alaska,  following  §  610.8. 

4.  By  amending  §  610.8  by  adding  new 
paragraphs  (d)  and  (e)  to  read  as  fol- 
lows: 

§  610.8      Moiinluinuu!*   urouK. 

*  •  •  •  • 

(d»  Hawaii.''  All  of  the  State  of 
Hawaii. 

<e)  Puerto  Rico.''  All  of  the  Com- 
monwealth of  Puerto  Rico. 

This  amendment  Is  proposed  under 
section  313(a),  307(c).  and  601  of  the 
Federal  Aviation  Act  of  1958. 

(72    Stat.    752,    740,    775.   40   U.S.C.    1354(a). 
1348(c),  1421) 

Issued  in  Washington,  D.C.,  on  Decem- 
ber 22. 1961. 

George  C.  Prill, 
Director,  Flight  Standards  Service. 


"  See  map  of  mountalnovis  terrain,  Hawaii. 
'^  See  map  of  mountainous  terrain,  Puerto 
Rico. 
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(PR  Doc.  62-2;  Filed,  Jan.  2.  1962;  8:45  a  m  | 
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[  14  CFR  Part  608  I 

I  Airspace  Docket  No  89-WA-379I 

SPECIAL  USE  AIRSPACE 

Withdrawal    of   Propotol   To    Revoko 
Restricted  Areas 

On  November  11,  1959.  a  notice  of  pro- 
posed rule  making  was  published  in  the 
Federal  Register  (24  P.R.  9210),  stating 
that  the  Federal  Aviation  Agency  (PAA) 
u  as  considering  a  proposal  to  revoke  the 
Patuxent,  Md..  Restricted  Areas  Rr-4005 
formerly  R-39).  R-4006  (formerly  R- 
43).  and  R-4007  (formerly  R-71),  be- 
cause of  insufficient  justification  to  war- 
rant continued  designation. 

Subsequent  to  the  publication  of  the 
notice,  the  E>epartment  of  the  Navy  re- 
quested action  be  withheld  pending  fur- 
ther study  of  the  Patuxent  River  re- 
stricted area  complex. 

The  PAA  concurred  with  this  request 
and  ponducted  studies  of  the  Patuxent 
complex.  These  studies  indicate  appar- 
ent justification  for  continued  designa- 
tion of  some  special  use  airspace  in  this 
area,  but  of  lesser  dimensions  than  that 
presently  designated.  Thus,  action  is 
taken  herein  to  withdraw  Airspace 
Docket  No.  59-WA-379 ;  however,  a  pro- 
posal will  be  published  in  the  near  future 
advocating  the  release  to  general  avia- 
tion of  the  portions  of  the  Patuxent 
complex  considered  excess  to  the  Navy's 
needs. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CPR 
409.13),  notice  is  hereby  given  that  the 
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proposal  contained  in  Airspace  Docket 
No.  69-WA-379  is  withdrawn. 

(Sec.  807(a)  of  the  Federal  Aviation  Act  of 
1908;  72  Stat.  749;  49  U.S.C.  1848) 

Issued  in  Washington.  D.C.,  December 
27,  1961. 

W.  Thomas  Deason, 

Assistant  Chief, 
Airspace  Uiilization  Division. 

Ik 
(P.R.     Doc.     62-4:       Piled,     Jan.     2,     1962; 
8:45a.m.l 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[47  CFR  Ports  7,  8,   14  ] 

(Docket  No.  14375] 

IMPLEMENTATION  OF  CERTAIN  RE- 
QUIREMENTS  OF  T  H  E  GENEVA 
RADIO  REGULATIONS  (1959) 

Moritim*  Mobile  and  Maritime  Radio 
Doterminotion  Operations 

The  Commission  having  under  con- 
sideration a  petition,  filed  December  18, 
1961,  by  the  Radio  Technical  Commit- 
tee, XSS.  Power  Squadrons  (RTC)  re- 
questing a  60-day  extension  of  time  in 
which  to  file  comments  in  this  proceed- 
ing; a  petition,  filed  December  21,  1961. 
by  the  American  Merchant  Marine  In- 
stitute, Inc.,  requesting  a  30-day  exten- 
sion of  time;  and  a  petition,  filed  De- 
cember 20,  1961,  by  the  Central  Com- 
mittee on  Communications  Facilities  of 
the  American  Petroleum  Institute  (API) 
requesting  a  30-day  extension  of  time; 
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It  appearing,  that  RTC's  request  is 
made  so  that  its  membership  can  con- 
sider the  proposal  at  its  meeting  to  be 
held  January  13,  1962;  that  AMMI's  re- 
quest is  based  upon  the  fact  that  review 
of  the  volume  of  material  contained  in 
the  proposal  cannot  be  completed  and 
recommendations  prepared  prior  to  Jan- 
uary 5.  1962.  the  present  date  by  which 
comments  must  be  filed ;  and  that  API's 
request  is  made  because  it  cannot  com- 
plete formulation  of  its  position  prior 
to  January  5,  1962;  and 

It  appearing,  that  it  is  desirable  to 
have  the  views  of  these  organizations 
in  this  proceeding;  and 

It  appearing,  that  an  additional  30 
days  for  filing  comments  is  an  ample 
and  reasonable  extension  of  the  time 
period; 

It  is  ordered.  That  the  time  for  filing 
comments  in  the  subject  docket  is  here- 
by extended  from  January  5,  1962,  to 
February  5. 1962; 

It  is  further  ordered.  That  reply  com- 
ments must  be  filed  on  or  before  Feb- 
ruary 15,  1962; 

It  is  further  ordered.  That  the  petition 
of  AMMI  is  granted;  the  petition  of  RTC 
is  granted  insofar  as  it  is  consistent  with 
the  action  herein  taken  and  is  denied  in 
all  other  respects;  and  the  petition  of 
API  is  granted. 

Adopted:  December  26, 1961. 

Released:  December  27,  1961. 

Federal  Communications 


[SEAL] 


(P.R.      Doc. 


Commission. 
Ben  F.  Waple. 

Acting  Secretary. 

62-38;     Plied,     Jan.     2,     1962; 
8:48    a.m.) 


DEPARTMENT  OF  THE  TREASURY 

Bureau   of  Customs 

I  AA  643  3-w  I 

PORTLAND  CEMENT   FROM   JAPAN 

Notice  That  There  Is  Reason  To  Be- 
lieve or  Suspect  Purchase  Price  Is 
Less  or  Likely  To  Be  Less  Than  For- 
eign  Market  Value 

DiCEMBER    27,    1961 

Pursuant  to  section  201<b>  of  the 
Antidumping  Act,  1921.  as  amended  '19 
U.S.C.  160<b>i.  notice  is  hereby  ^;iven 
that  there  is  reason  to  believe  or  sui-pect. 
from  information  presented  to  me,  that 
the  purchase  price  of  white  Portland 
cement  imported  from  Japan  is  less  or 
likely  to  be  less  than  the  foreign  market 
value  as  defined  by  sections  203  and  205, 
respectively,  of  the  Antidumping  Act. 
1921.  as  amended  <19  U.S.C.  162  and 
164). 

Customs  officers  are  being  authorized 
to  withhold  appraisement  of  entries  of 
white  Portland  cement  from  Japan  pur- 
suant to  section  14.9  of  the  Customs 
Regulations  ( 19  CFR  14.9  > . 

The  complaint  in  this  case  was  made 
by  the  firm  of  CMelveny  k  Myers  on 
behalf  of  the  Riverside  Cement  Com- 
pany, a  division  of  the  American  Cement 
Corporation. 


[SEAL] 


[FR.     Doc. 


Philip  Nichols.  Jr  . 
Commissioner  of  Customs 


62  31:     Filed. 
8  47   ajn  I 
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DEPARTMENT  OF  AGRICULTURE 

Office  of  the   Secretary 

LOUISIANA  AND  MISSISSIPPI 

Designation  of  Areas  for  Emergency 
Loans 

For  the  purpose  of  making  emergency 
loans  pursuant  to  section  321(a)  of  Pub- 
lic Law  87-128  (7  U.S.C.  1961).  it  has 
been  determined  that  in  the  following 
counties  in  the  States  of  Louisiana  and 
Mississippi  natural  disasters  have  caused 
a  need  for  agricultural  credit  not  readily 
available  from  commercial  banks,  co- 
operative lending  agencies,  or  other 
responsible  sources. 


LOITSIANA 


Acadia 

Bossier 

Bienville 

Caddo 

Catahoula 

Concordia 

DeSoto 

East  Carroll 

Prankltn 

Lafayette 

LaSalle 

18 


Madison 
Morehouse 
Pointe  Coupee 
Rapides 
Red  River 
Richland 
St.  Landry 
St.  Martin 
Tensas 
Union 
West  Carroll 


Notices 


M1SS1.S.SIPP1 


ChlH.tnW 

Claiborne 
Jefferson 
J'^tTcrson  I>i', 
L-iwrenie 


M.idi.--on 
R.uilmi 
Simpson 
Webster 

Winston 


Pursuant  to  the  authority  set  forth 
above,  emersency  loans  will  not  be  made 
m  the  above-named  counties  after 
June  30.  1962.  except  to  applicants  who 
previously  received  emergency  or  special 
livestock  loan  assistance  and  who  can 
qualify  under  e.stabli.shed  policie.s  and 
procedures. 

Done  at  Wa;;hin  ton.  DC.  this  27th 
day  of  December  1961 


Orvii  It: 


I      F'rfeman. 
Secretary 


F  n      I>> 


6'J 
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Agricultural    Research    Service 

IDENTIFICATION  OF  CARCASSES  OF 
CERTAIN  HUMANELY  SLAUGH- 
TERED  LIVESTOCK 

List   of   Humane   Slaughterers 

Pursuant   to  section  4  of  the  Act  of 
August  27.  1958  i7  U.S.C.  1904).  and  the 


statement  of  policy  thereunder  in  9  CFR 
Part  181  the  following  table  lists  the 
establishments  operated  under  Federal 
inspection  imder  the  Meat  Inspection 
Act  (21  U.S.C.  71  et  seq.>.  which  were 
officially  repKjrted  on  December  1,  1961, 
as  humanely  slaughtering  and  handling 
on  that  date  the  species  of  livestock  re- 
spectively designated  for  such  establish- 
ments in  the  table.  Establishments  re- 
ported after  December  1.  as  usinti 
liumane  methods  on  December  1  or  a 
later  date  in  December,  will  be  listed 
in  a  supplemental  li.st.  Previously  pub- 
lished li.sts  represented  establishment.s 
reported  in  November  or  Deceml)er  1961. 
a.s  humanely  slaushlerins  and  handlint; 
the  de.sii,'nated  species  of  livestock  on 
November  1  or  some  later  date  in  No- 
vember 1961  '26  F.R.  11742  and  11915' 
The  establishment  number  given  with 
the  name  of  the  establishment  is  branded 
on  each  carcass  of  livestock  Inspected 
at  that  establishment.  The  table  should 
not  be  understood  to  indicate  that  all 
species  of  livestock  slaughtered  at  a 
listed  establishment  are  slaughtered  and 
handled  by  humane  methods  unless  all 
species  are  listed  for  that  establishment 
in  the  table.  Nor  should  the  table  be 
understood  to  indicate  that  the  affiliates 
of  any  listed  establishment  use  only 
humane  methods: 
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NOTICES 


.N.irn.  i.f  «.t«l)ll>hmMita 

Est«t)!lshn>«Dt  No 

Cattle 

C»I»e« 

1 

8bf*p 

Ooatj 

Swine 

HoriM 

Kagle  racklne  ("o                 .     

,«U 

(•) 
(•) 
(•) 
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-  p  - 

(') 
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(•) 

(•1 
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«M 

U  lUwri  anil  ("o  .  I  no   
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H:iurns  Uoltiffii  I.  liic   _     . 

Se    Imw*  Dnssol  Hi'j'fCo 

6N 
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«M 
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671      

fi7K 
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7"*7 

7;hk 
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'  T.-a 

-V.A i 

7711     -  .......i,.... 

"77       i 

7«0 .*..... 
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Karl  ('.  (iil.l.s.  In.' 

MiHlcm  Mo^t  l'.u'kin»!  (  o 
Diilf  I'mking  ("o  ,  Iiic 





Hryan  liroUn  rs  rivkinn  I'u 

(•) 

(Jranite  Stati'  J'.Mkini;  Co 

785 , 

Aiimn  l'j<-kin(r  <'o  ,  Inc. 

788 , 

Wimp  I'acklng  Co   . 

7»l , 

Max   1:iucr  M(\it  l';U'ki  r.  ...,..„ 

800 

,.,.,,, 

The  (>    Krli;irill  Sons.  Inc.... 

810 

McKarlaml,  Inr 

811 

William  N.  II    I-.'t. -s 
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f) 
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•  ..^.  - 
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827  

Rrl-slol  ratkinn  ("o      .       
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Norman  PeU-rs  I'iu-kint;  Co 

834     .    

John  Morrrll  and  Co        

t43li  

—  .. 

Nat  BurinK  I'lM-kiiiK  Co  of  Arkansas.  Inc. 
Frpdorick  Count V  rroilucls,  Inc     

837H 

0 

83K 

(•> 

Herman  KerajH-isSons    .................. 

83U 

843 

O.  Bartu-sth  I'iirkine  Co  

8I0U.1  City  Dri-sscd  ti.^f,  Inc 

837 

8ioiixland    I)rcs.-.cd   Ufvl  Co    |)ui-iori  of 
.\ee<lham. 

8.^7F 

f) 

(•) 

Jordan  Meat  <i  I.ivotiKk  Co 

85X 

Well.s  .ind  I)iivirs,  Inc        .         

8H0.  .........^.... 

867. . .........i..... 

868 71.... 

m\   

888A 

tSK 

<!unsl)erif  Hotf  Co     . 

()enese«>  I';M-kine  Co   

........ 

........ 

.... 

••y.y" 

Waldcn  I'lU'king  Co.,  Inr...   ,   

William  I):iviis  Co  .  Inc 

R&mbol  I'ackinR  Co 

Meats,  Inc  . 

899 

Ml 

901A 

SIgman  Meat  Co  .  Ine .. 

Sigman  Meat  Co  of  Monliwi.i    

Iloosler  Vetcnn;iry  I.aliorilorics,  Inr.  ... 

grj 

f) 

Chlapetti  I'lukinir  Co                 

»irt 

*•) 

National  Meat  I'.ukfr-i.  Inc        

917 

(•) 
(•) 
(•) 
(•) 
(*) 
(•) 
n 

. 

8 

Valleydale  Piuki-rs.  Inc.  o(  ilru-itul 

iWJ 

Wisconsin  I'atkinu  Co        

KerlHT  I';»fkln?  Co                  

TarpofT  I'ackuiK  Co                   ... 

»24 

VM 

1»1 

MeKennev  .Meat  Co  .               ......... 

vaa 

Wilson  and  Co  .  Inc         .._..„,... 

JMO 

(*> 

Delrleh  .Meat  I'.w  kir^.  Inc 

»44 

(•) 

(•) 

WhiU'hall  TiMkini'  <-o     ..                

»4rt 

(•) 
(•) 
(•) 

M.  Brlzer  A  Co                                         .       . 

948 

Joe  Doctorm:vn  and  Son  I'ackliiK  <-'o.,  Inc. 

»49 

(•) 

(•) 

(•) 

ArmourandCo 

av. 

0 
0 

Kelialile  Paiking  Co.,  Inc 

9.W 

Karl  Klick  Wholesale  .Meats.  Inc 

(Ireeley  Capitol  r;U'kinir  Co  .   

Hawaii  .Meat  Co  ,  Ltd         

National  Kixxl  Slnres,  Inc............ 

9«-.5 

»•« 

970     

981 

(•) 
(•) 
(•) 
(•) 

(•) 

(•) 
(•) 

n 

Keiti  Meat  I'nxlucta  Co 

983 

(•) 

Hosp«'rs  I'ltkine  Co 

985 

Kagle  I'afkinir  Co 

•87 

Everett  C    llorliin  anil  Son,  Inc. 

9RH 

The  Klanr  Co                                     ...           1 

99.^ 

(•) 

Do 

995A 

0 

Do 

vmr 

1171    

117.'.   

13(17 

1312 

1318 

(•) 

■"(•)■ 

(•) 

T-andy  I'lM-kinir  f'o                     

The  Harn.s  IVuking  Co              1 

— (-.y- 

—(,)— 

(•) 

Nel>ra.skrt  Menf  l'.ickiT<.  Inc 

McCabe  IVu-kme  riant               

Nebraska  Iowa  Dressed  Hci  f  Co 

Done  at  Washington.  D.C.,  this  26th  day  of  December  1961, 

C.  H,  Pals. 
Director,  Meat  Inspection  Dimsion.  Agricultural  Research  Service. 
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DEPARTMENT  OF  COMMERCE 

Bureau   of  the   Census 

-ANNUAL  SURVEYS  IN  MANUFAC- 
TURING AREA 

Notice   of   Determination 

In  conformity  with  the  Act  of  Connre.ss 
approved  August  31.  1954.  Title  13. 
United  States  Code,  section  181.  and  due 
notice  havin«  been  published  <26  FH 
pase  10579,  November  9,  1961)  pursuant 
to  said  act  I  have  determined  that  an- 
nual data  to  be  derived  from  the  sui-veys 
listed  below  are  needed  to  aid  the  ef- 
ficient performance  of  essential  govern- 
mental functions  and  have  significant 
application  to  the  needs  of  the  public 
and  industry  and  are  not  publicly  avail- 
able from  nongovernmental  or  other 
government  sources. 

Report  forms  in  most  instances  fur- 
nishing data  on  shipments  and  or  pro- 
duction and  in  some  instances  on  stocks, 
unfilled  orders,  orders  booked,  consump- 
tion, etc  .  will  be  required  of  all  estab- 
lishments engaged  in  the  production  of 
the  items  covered  by  the  following  list 
of  surveys  with  the  exception  of  the 
lumber  production  and  stocks  survey 
which  will  be  conducted  on  a  sample 
basis.  The  sui"veys  have  been  arranged 
under  major  group  headings  shown  in 
the  revised  Standard  Industrial  Clas- 
sification Manual  ( 1957  edition)  promul- 
gated by  the  Bureau  of  the  Budget  for 
the  use  of  Federal  statistical  agencies. 

M;»Jor  Group  20 — Food  and  kindred  prod- 
ucts; Salad  dressings,  prepared  animal  feed.s 

Major  Group  22— Textile  mill  products 
Stocks  of  wools  (as  of  January  1.  1962) ,  cot- 
ton and  synthetic  woven  goods  finished 
broad  woven  fabrics,  blends  and  mixture;-; 
knit  cloth,  woolen  and  worsted  machinery 
activity,  yarn  production. 

Major  Group  23 — Apparel  and  other  fin- 
ished products  made  from  fabrics  and  slmllur 
materials  Gloves  and  mittens,  apparel,  bras- 
sieres, corsets,  and  allied  garments;  sheet.". 
pUlowcasee,  and  towels. 

Major  Group  24 — Lumber  and  wood  prod- 
ucts, except  furniture:  Hardwood  pl>'T»'ood, 
softwood  plywood,  softwood  veneer,  red  ced.ir 
shingles,  lumber 

Major  Group  25 — Furniture:  Office  furni- 
ture 

M.ijor  GiDup  26 — Paper  and  allied  prtxl- 
urts     Paper  and  board-detailed  grades. 

Major  Group  28 — Chemicals  and  allied 
products:  Sulfuric  ucld.  tndui>tnal  gases,  m- 
or^anlc  chetnlcals 

Major  Group  32 — Stone,  clay  and  glass 
Pressed  and  blown  glassware. 

Major  Group  33 — Primary  metal  in- 
dustries:   Steel   mill    products 

Major  Group  34 — Fabricated  metal  prod- 
ucts, except  ordnance,  machinery,  and  tran.s- 
portation  equipment;  Aluminum  foil,  con- 
verted; steel  power  boilers;  heating  uiul 
C(M)klng  equipment 

Miijor  Group  35  Machinery,  except  elec- 
trical: Internal  combustion  engines;  trac- 
tors; farm  machines  and  equipment;  vendln^; 
machines;  refrigeration  equipment;  office, 
computing,  and  accounting  machines,  pumps 
and  compressors. 

Major  Group  3& — Electric  machinery 
equipment,  and  supUes:  Radios,  television 
and  phonographs:  motors  and  generators; 
wiling  devices  and  supplies. 
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The  following  list  of  surveys  represents 
annual  counterparts  of  monthly,  quar- 
terly, an  semi-annual  surveys  and  will 
cover  only  those  establishments  which 
are  not  canvassed  or  do  not  report  in 
the  more  frequent  survey.    Accordingly, 
there  will  be  no  duplication  in  reporting. 
The  content  of  these  annual  reports  will 
be  identical  with  t.hat  of  the  monthly, 
quarterly,  and  semi-annual  reports  ex- 
cept for  Construction  Machinery  which 
will  additionally  call  for  data  on  ship- 
ments of  power  cranes  and  shovels,  con- 
crete mixers,  and  attachments  for  con- 
tractors'    off -highway     type     tractors. 
Also,  reports  on  man-made  fiber,  silk, 
woolen  and  worsted  fabrics,  on  finishing 
plants,  and  on  piece  goods  inventories 
listed   below   will   call   for  information 
relating  to  the  monthly  fluctuations  of 
stocks   and   unfilled    orders   for  woven 
fabrics  in  addition  to  the  annual  pro- 
duction data.  I 

Major  Group  20— Pood  and  kindred  prod- 
ucu:  Flour  milling  products,  confectionery 
products. 

Major  Group  22 — Textile  mill  products: 
Man-made  fiber,  silk,  woolen  and  worsted 
fabrics:  finishing  plant  report-broad  woven 
fabrics:  piece  goods  Inventories  and  orders: 
broad  woven  goods  (cotton,  wool,  sUk,  and 
syntheUc ) :  consumption  of  wool  and  other 
fibers,  and  production  of  tops  and  noils. 

Major  Group  25 — Furniture  and  fixtures: 
Mattresses  and  bedsprlngs. 

Major  Group  26 — Paper  and  allied  prxxl- 
ucts:  Pulp.  pai>er,  and  board:  consumers  of 
wood  pulp:  converted  flexible  packaging 
products. 

Major  Group  28 — Chemicals  and  allied 
products:  Superphosphates;  paint,  varnish, 
and  lacquer. 

Major  Group  29— Petroleiun  refining  and 
related  Industries;  Asphalt  and  tar  roofing 
and  siding  products. 

Major  Group  31— Leather  and  leather 
products:  Shoes  and  slippers. 

Major  Group  32 — Stone,  clay  and  glass: 
Glass  containers,  refractories,  clay  construc- 
tion products. 

Major  Group  33— Primary  metal  Industries: 
Nonferrous  castings;  steel  forglngs;  iron  and 
steel  foundries,  blast  furnaces,  and  steel 
ingot  producers. 

Major  Group  34— Fabrtcated  metal  prod- 
ucts, except  ordnance,  machinery,  and  trans- 
portation equipment:  Plumbing  fixtures; 
steel  shipping  barrels,  drums,  and  palls; 
closures  for  containers;  metal  cans. 

Major  Group  35 — Machinery,  except  elec- 
trical :  Construction  machinery:  farm  pumps; 
fails,  blowers,  and  unit  heaters. 

Major  Group  36— Electrical  machinery, 
equipment,  and  supplies:  Electric  lamps, 
fluorescent  lamp  ballasts. 

Major  Group  37— Transportation  equip- 
ment: Complete  aircraft  and  aircraft  en- 
gines; backlog  of  orders  for  aircraft,  space 
vehicles,  missiles,  engines,  and  selected 
parts;     aircraft    propellsrs. 

Also,  the  Annual  Survey  of  Manufac- 
tures will  be  conducted  and  will  call  for 
general  statistical  data  such  as  employ- 
ment, payroll,  man-hours,  capital  ex- 
penditures, cost  of  materials  consumed, 
etc.,  in  addition  to  information  on  value 
of  products  shipped  and  quantity  data 
for  selected  classes  of  products.  This 
survey,  while  conducted  on  a  sample 
basis,  will  co^r  all  manufacturing 
industries. 

A  survey  of  Research  and  Development 
Costs  will  also  be  conducted  as  an  annual 
counterpart  to  the  more  detailed  survey 
collected  and  compiled  by  the  Bureau  of 


FEDERAL  REGISTER 

the  Census  for  the  National  Science 
Foundation.  The  data  to  be  obtained  by 
the  Census  under  its  mandatory  author- 
ity will  be  limited  to  total  research  and 
develoiMnent  costs  of  work  performed 
by  the  company,  total  cost  of  re- 
search and  development  work  performed 
for  the  Federal  Government,  and,  for 
comparative  purposes,  total  net  sales  and 
receipts,  and  total  employment  of  the 
company.  As  for  all  counterpart  type 
surveys  there  will  be  no  duplication  since 
firms  that  furnish  the  equivalent  data  as 
part  of  the  more  detailed  voluntary  sur- 
vey conducted  for  the  National  Science 
Foundation  will  not  be  asked  to  file  the 
separate  Census  questionnaire. 

The  report  forms  will  be  furnished  to 
firms  included  in  these  surveys  and  addi- 
tional copies  are  available  on  request 
to  the  Director.  Bureau  of  the  Census 
Washington  25.  D.C. 

I  have,  therefore,  directed  that  annual 
surveys  be  conducted  for  the  purpose  of 
collecting  the  data  hereinabove  de- 
scribed. 

Dated:  December  14, 1961. 

[SEAL]       Richard  M.  Scajimgn, 

Director. 
Bureau  of  the  Census. 

Jan.     2,     1962; 


|P.R.     Doc. 


62-24;     FUed. 
8:46  a.m.l 


DISTRIBUTORS  STOCKS  OF  CANNED 
FOODS 

Notice  of  Determination  To  Continue 
Survey 

In  conformity  with  the  Act  of  Con- 
gress approved  August  31,  1954.  13  UJS.C. 
181. 224,  and  225,  and  due  Notice  of  Con- 
sideration having  been  published  Novem- 
ber 25.  1961  (26  P.R.  11097) ,  pursuant  to 
said  act,  I  have  determined  that  year-end 
data  on  stocks  of  29  carmed  and  bottled 
products,  including  vegetables,  fruits. 
juices,  and  flsh,  are  needed  to  aid  the 
efBcient  performance  of  essential  govern- 
mental functions,  and  have  significant 
application  to  the  needs  of  the  public 
and  industry  and  are  not  publicly  avail- 
able from  nongovernmental  or  other 
governmental  sources.  This  is  a  con- 
tinuation of  the  survey  conducted  in 
previous  years. 

All  respondents  will  be  required  to  sub- 
mit information  covering  their  Decem- 
ber 31,  1961,  inventories  of  29  canned 
and  bottled  vegetables,  fruits,  jtiices,  and 
flsh.  Reports  will  not  be  required  from 
all  flrms  but  will  be  limited  to  a  scien- 
tifically selected  sample  of  wholesalers 
and  retail  multiunit  organizations  han- 
dling canned  foods,  in  order  to  provide 
year-end  inventories  of  the  specified 
canned  food  items  with  measurable  re- 
Uability.  These  stocks  will  be  measured 
in  terms  of  actual  cases  with  separate 
data  requested  for  "all  sizes  smaller  than 
No.  10"  and  for  "sizes  No.  10  or  larger." 

Report  forms  will  be  furnished  to  firms 
covered  by  the  survey.  Additional  copies 
of  the  forms  are  available  on  request  to 
the  Director.  Biu-eau  of  the  Census, 
Washington  25.  D.C. 

Reports  are  due  8  days  after  receipt  of 
the  report  forms. 
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I  have  therefore  directed  that  this 
annual  survey  be  conducted  for  the  pur- 
pose of  collecting  these  data. 

Richard  M.  Scammon. 
Director, 
Bureau  of  the  Census. 
[FJR.     Doc.     62-25;     FUed,     Jan.     2,     1963; 
8:46  a.m.] 


ATOMIC  ENERGY  COMMISSION 


[Docket  No.  50-181] 

MARTIN-MARIETTA  CORP. 

Notice  of  Extension  of  Completion 
Date 

Please  take  notice  that  the  Atomic 
Energy  Commission  has  issued  an  order 
extending  to  March  15.  1962.  the  latest 
completion  date  specified  in  Construc- 
tion Permit  No.  CPCSP-1  for  the  con- 
struction of  the  production  facility  for 
processing  multikilocurie  quantities  of 
irradiated  material  containing  special 
nuclear  material  into  forms  suitable  for 
isotopic  power  sources  at  a  site  the  Cor- 
poration has  leased  at  Quehanna,  Pa. 

Copies  of  the  Commission's  order  and 
of  the  application  by  Martin-Marietta 
Corporation  are  available  for  public  in- 
spection at  the  Commission's  Public 
Document  Room.  1717  H  Street  NW., 
Washington,  D.C, 

Dated  at  Germantown,  Maryland  this 
22d  day  of  December  1961. 

For  the  Atomic  Elnergy  Commission. 

Eber  R.  Price, 
Acting    Director,    Division    of 
Licensing     and     Regulation. 


IF,R,     Doc. 


62-1;     Piled, 
8:45a.m,l 


Jan.     2,     1962; 


CIVIL  AERONAUTICS  BOARD 

[Docket  13268] 

CIA.  RUTAS  INTERNACIONALES 
PERUANAS  S.A. 

Notice  of  Prehearing  Conference 

Notice  is  hereby  given  that  a  prehear- 
ing conference  in  the  above-entitled 
matter  is  assigned  to  be  held  on  January 
10,  1962.  at  10  a.m..  e.s.t..  in  Room  701. 
Universal  Building,  Connecticut  and 
Florida  Avenues  NW.,  Washington,  D.C, 
before  Examiner  James  S.  Keith. 

Dated  at  Washington,  D.C,  December 
27,  1961. 


[SEAL] 


|F.R.      Doc. 


Francis  W.  Brown, 
Chief  Examiner. 
Jan.     2.     1962; 


62-33;      Filed 
8:47  a.m.l 


[Docket  13313;  Order  No.  E-1788.'>J 

UNITED  AIR   LINES,  INC. 

Passenger  Fares;  Order  of  Investi- 
gation and  Suspension 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington,  D.C, 
on  the  28th  day  of  December  1961. 
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On  November  1.  1961.  United  Air  Lines. 
Inc.  (United* .  filed  a  tariff  effective  Jan- 
uary 1.  1962,  proposing  to  increase  its 
first-class  Jet  fares  by  $1  and  its  first- 
class  propeller  fares  by  approximately  6 
percent  plus  $1:  to  increase  its  day 
coach  fares  (jet  and  piston*  by  5  percent 
plus  $1:  and  to  cancel  its  night  coach 
fares.  United  states  that  these  fare 
changes  would  increase  Us  pa.s-scn'nr 
revenues  by  6.5  percent. 

Six  other  carriers — American.  East- 
em.  Braniff.  Delta,  Northeast,  and 
TWA — have  set  forth  their  proposal.s  for 
fare  increases  in  letters  to  the  Board 
and  have  stated  their  intention  to  file 
new  tariffs  in  the  future.  The  proposals 
embrace  a  fairly  wide  range  of  fare 
changes,  at  least  in  detail.  These  car- 
riers appear  unanimous  in  their  propo- 
sals to  decrease  the  spread  between 
flrst-class  and  coach  fares,  generally 
(but  not  in  every  instance*  by  increas- 
ing coach  fares  approximately  5  percent, 
or  to  a  range  of  83  to  85  percent  of 
first-class  fares.  Generally,  the  car- 
riers propose  little  or  no  increases  in 
flrst-class  fares.  American,  however, 
would  reduce  long-haul  <over  1.200 
miles;  first-class  fares  by  5  percent  and 
increase  the  corresponding  coach  fares 
by  5  percent.  Various  carriers  would 
cancel  certain  discounts  or  promotional 
fares.'  In  support  of  their  fare  propos- 
als, the  earners  state  that  for  the  past 
few  years  the  rate  of  return  on  invested 


'  American.  Eastern.  Northwest,  and  TWA 
propoee  Increases  In  day  coacii  fares  of  ap- 
proximately 5  percent;  Eastern  and  North- 
east, however,  would  Implement  an  Increase 
of  approximately  5  percent  by  raising  these 
day  coach  fares  to  83 '3  percent  of  flrst-class 
fares;  Braniff  and  Delta  would  Increase  such 
fares  to  85  percent  of  propeller  flrst-class 
fares,  rounded  to  the  next  higher  even  dol- 
lar and  then  add  a  jet  surcharge.  In  addi- 
tion to  the  5  percent  fare  Increase.  TWA 
would  add  91  to  each  ticket  sold.  With 
regard  to  first-class  fares.  American  would 
reduce  such  fares  by  5  percent  for  trips  of 
1,2(X)  miles  or  more  but  would  leave  the 
fares  for  distances  under  1.200  miles  un- 
changed, although  It  would  not  oppose  a 
moderate  Increase  in  such  fares  if  proposed 
by  other  carriers.  Braniff  and  Delta  would 
increase  all  fares  to  the  next  higher  even 
dollar,  while  Eastern  and  Northeast  would 
retain  present  jet  fares  and  Increase  flrst- 
class  propeller  fares  3  percent.  TWA  would 
Increase  each  passenger  fare  In  both  jet  and 
propeller  services  by  $1  and  would  Increase 
by  5  percent  all  piston  fares  for  flights  of 
less   than    1,200   miles. 

American.  Braniff.  Eastern,  and-*  TWA 
would  increase  night  coach  fares  approxi- 
mately 5  percent;  TWA  would  also  apply  an 
Increase  of  $1  for  each  passenger  ticket  sold 
and  Eastern  would  add  jet  surcharges  where 
not  presently  applied. 

Some  carriers  propose  publishing  a  rule 
that  no  food  or  alcoholic  t>everages  will  be 
served  to  coach  passengers.  The  general 
view  Is  that  the  present  promotional  fares 
should  be  limited  or  reduced  In  scope,  al- 
though the  carriers  differ  In  their  ap- 
proaches. Braniff.  Continental.  Eastern. 
Northeast.  TWA.  and  Western  would  discon- 
tinue family  fares,  while  United  and  North- 
west would  retain  these  fares.  Eastern. 
Braniff.  and  Western  oppose  the  continua- 
tion of  the  present  10  percent  discount  for 
official  military  traffic  within  the  United 
States,  which  Is  the  subject  of  a  carrier 
agreement  which  expires  December  31,  1961. 
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capital  has  been  inadequate  and  below 
the  return  found  appropriate  by  the 
Board  in  the  General  Passenger  Fare 
Investigation.  The  carriers  point  out 
that  in  1960  the  domestic  trunklines 
earned  only  3.25  percent  on  their  invest- 
ment and  that  for  the  first  9  months  of 
1961  there  is  evidence  of  further  decline 
in  carnniKS.  The  earners  a.sscrt  that  if 
the  prt'.-,cnt  low  level  of  earnings  is  con- 
tinued, the  industry's  financial  structure 
V.  ill  be  threatened;  and  that  there  must 
be  .som<'  fare  increase  to  check  and  pos- 
sibly reverse  this  unfavorable  trend  m 
earnings. 

The  principal  problem  of  the  industry, 
according'  to  the  earners,  is  the  con- 
tinuing diversion  of  passenger  traffic 
from  first  class  to  coach  .  that  coach  serv- 
ice, particularly  on  jets,  has  been  such 
a  tremendous  bargain  that  first-class 
l.assengers  have  been  diverted  to  this 
service  111  large  numbers,  thus  reducing 
passenger  mile  yields  and  overall  profits.- 

The  11  domestic  trunklines  reported  a 
composite  return  on  investment  of  2  1 
percent '  for  the  12-month  period  ended 
September  30,  1961.  That  .ovel  of  earn- 
ings is  inadequate  by  any  standard. 
Moreover,  those  results  mark  the  low 
point  in  a  declirang  trend  of  earnings 
experienced  during  the  last  6  years,  not- 
withstanding a  series  of  fare  adjust- 
ments starting  in  February  of  1958  which 
to  date  have  increased  the  average  first 
class  fare  by  23  percent  and  the  average 
coach  fare  by  27  percent.  The  overall 
fare  level  has  increased  by  almost  25 
percent  in  this  period 

This  same  6-year  p>eriod  has  seen  a 
substantial  reduction  in  the  year-to-year 
rate  of  passenger  traffic  growth  from 
growth  rates  enjoyed  during  the  first 
half  of  the  1950's.  Capacity,  however, 
during  this  period  was  increased  at  a 
faster  rate  than  traffic  with  the  result 
that  industry  passenger  load  factors  have 
declined  nearly  7  ix)ints  from  the  favor- 
able levels  maintained  during  1954  and 
1955.  F\irthermore,  aircraft  now  on 
order  and  scheduled  for  delivery  during 
1962  and  1963  represent  very  substantial 
potential  capacity  increases,  even  assum- 
ing that  passenger  traffic  volume  in- 
creases at  a  moderate  pace. 

The  industry  has  also  experienced  size- 
able increases  in  operating  costs  per  seat- 
mile  flown  but  those  increases  have  been 
almost  entirely  matched  by  the  aggre- 
gate impact  of  the  fare  increases  de- 
scribed above.  Stated  differently,  the 
trunkline  industry's  composite  break- 
even load  factor  is  currently  very  close 
to  the  level  experienced  in  the  favorable 
1954-5  period  and  the  disparity  between 
current  earnings  and  those  of  the  earlier 
period  appears  to  be  attributable  largely 
to  the  sharp  decline  in  passenger  load 
factor. 

With  this  background  in  mind,  the 
Board   is   convinced   that   while   limited 


-  American  states  that  In  the  first  9  months 
of  1960  first-class  traffic  was  51  percent  of 
total  passenger  traffic,  and  that  in  the  same 
period  of  1961  flrst-class  traffic  declined  to 
43  percent  of  the  total  traffic,  wlille  coach 
traffic  Increased  to  57  percent. 

'  Before  Interest  and  after  income  taxes 
In  the  same  period,  the  carriers  reported  a 
net  loss  of  fl9.390.0<X)  after  Interest,  and 
taxes. 


fare  changes  may  improve  revenues  mod- 
erately, no  fare  program  alone  can  re- 
store earnings  to  reasonable  levels.  On 
the  contrary,  the  industry's  economic 
problems  must  be  attacked  on  a  broad 
front  of  which  load  factor  improvement 
is  the  cornerstone.  We  will,  therefore, 
institute  an  investigation  of  United's 
proposed  fare  changes,  except  their  pro- 
posed cancellation  of  night  coach  fares 

The  carriers  attribute  much  of  then 
current  financial  distress><^  the  shift  of 
passengers  from  first-cift^td coach  serv- 
ices and  the  attendant  loss  of  revenues 
without  commensu/ate  cost  savings 
However,  we  are  not  convinced  at  this 
time  that  the  present  fare  differential  of 
approximately  25  percent  is  greater  than 
the  difference  between  the  seat-mile 
costs  Qf  the  respective  services  or  tliat 
the  coach  services  are  inherently  le.s.s 
profitable  than  first  class.  Moreover, 
the  effectuation  of  a  general  revenue 
increase  primarily  by  raising  coach  fares 
might  tend  to  inhibit  the  growth  of  traf- 
fic and  magnify  the  difficulty  in  improv- 
ing load  factors. 

As  an  interim  revenue  measure,  how- 
ever, the  Board  would  permit  the  do- 
mestic industry  to  effect  a  general  fare 
increase  of  not  more  than  3  percent 
Any  such  tariffs  would  have  to  be  filed 
on  at  least  30  days'  notice  and  provide 
for  expiration  not  more  than  6  months 
after  effectiveness.  During  that  period 
a  series  of  steps  will  be  undertaken  in  a 
program  to  resolve  the  underlymg  eco- 
nomic problems.  In  addition  the  Board 
urges  the  carriers  to  undertake  the  clos- 
est scrutiny  of  the  various  remaining 
special  fares  or  fare  discounts  and  to  dis- 
continue those  of  doubtful  economic 
validity.  On  the  basis  of  available  in- 
formation, the  maintenance  of  the  fam- 
ily fare  between  points  where  coach 
service  is  offered  appears  of  doubtful  eco- 
nomic value,  since  it  results  in  a  first- 
class  family  fare  ticket  being  offered  at 
a  price  significantly  below  the  corre- 
sponding coach  fare.  As  measures  to 
enhance  the  relative  attractiveness  of 
first-class  service  without  undue  burden 
on  the  coach  passenger  or  the  required 
coach  fares,  the  Board  would  not  object 
to  an  increase  in  the  first-class  free  bag- 
gage allowance  to  66  pounds  (as  sug- 
gested by  at  least  one  carrien  and  the 
establishment  of  a  rule  permitting  stop- 
overs at  reasonable  charge  in  first-class 
service. 

In  other  than  passenger  fare  areas, 
several  programs  are  already  underway 
and  others  will  be  promptly  commenced 
The  Board  has  authorized  inter-carrier 
discussions  of  matters  relating  to  cabin 
services,  the  "no-show"  problem.'  and 
the  use  of  joint  facilities.  The  Board 
believes  that  cabin  services  tend  to  be 
overemphasized  today  and  there  exist 
opportunities  for  significant  operating 
economies  without  eliminating  the  real 
necessities.  TTie  elimination  of  service 
of  alcoholic  beverages  without  appro- 
priate charge  appears  to  present  one  Im- 
portant area  for  econoffiy  measures  at  a 


*  The  trunkline  carriers  have  reached  agree- 
ment on  a  program  to  deal  with  the  "no- 
show"  problem  and  have  filed  that  agree- 
ment with  the  Board.  We  anticipate  passing 
on  the  agreement  In  the  very  near  future. 


Wednesday,  January  3,  1962 

time  when  first-class  fares  are  clearly 
Inadequate  in  relation  to  the  cost  of  serv- 
ice. Similarly,  the  use  of  common  facil- 
ities by  two  or  more  carriers  appears  to 
be  a  useful  area  to  explore. 

The  load  factor  improvement  pro- 
gram will  Include  short  and  long  range 
steps.  For  the  long  range,  we  anticipate 
that  programs  currently  being  em- 
barked upon  will,  directly  or  indirectly, 
result  in  Improved  load  factors  for  the 
trunkline  Industry.  However,  this  pro- 
gram, which  Includes  an  increased  em- 
phasis on  consolidated  services  at  re- 
gional airports,  suspension  of  service  to 
uneconomic  points,  substitution  of  local 
ser\'lce  for  trunkline  service  where  mu- 
tually beneficial,  and  route  investigations 
looking  toward  reduction  in  excessive 
competitive  carrier  authorizations  can 
be  implemented  only  after  formal  pro- 
ceedings. 

It  is  evident  that  the  time  required  to 
complete  the  regulatory  procedures 
necessary  to  effectuate  any  action  which 
the  Board  can  take  in  these  area  fore- 
closes these  affording  any  real  prospect 
of  Immediate  relief.  The  urgency  of 
the  need  for  capacity  reduction  or  other 
economic  operation  action  aimed  at  im- 
proving the  Imbalance  between  traffic 
and  capacity,  particularly  on  the  nor- 
mally profitable  high  density  markets  in 
which  load  factors  are  currently  ab- 
normally low  makes  It  Incumbent  upon 
the  carriers  to  initiate  a  short  range 
interim  program  to  provide  fairly  Im- 
mediate relief.  Therefore,  each  carrier 
will  be  requested  to  submit  to  the  Board 
by  January  15.  1962,  its  suggestions  as 
to  actions  it  may  take  to  improve  its 
load  factor. 

Accordingly,  pursuant  to  the  Federal 
Aviation  Act  of  1958.  and  particularly 
sections  204(a)  and  1002  thereof,  It  is 
ordered.  That: 

1.  An  Investigation  Is  instituted  to  de- 
termine whether  the  fares,  charges  and 
provisions  described  in  Appendix  A 
hereto  are,  or  will  be.  unjust  or  unreason- 
able, unjustly  discriminatory,  unduly 
preferential,  unduly  prejudicial,  or 
otherwise  unlawful,  and  if  found  to  be 
unlawful,  to  determine  and  prescribe  the 
lawful  fares,  charges  and  provisions. 

2.  Pending  hearing  and  decision  by 
the  Board,  the  fares,  charges  and  pro- 
visions described  in  Appendix  A  hereto, 
so  far  as  applicable  to  interstate  air 
transportation,  are  suspended  and 
their  use  deferred  to  and  including 
March  31,  1962.  unless  otherwise  ordered 
by  the  Board  and  that  no  changes  be 
made  therein  during  the  period  of  sus- 
pension except  by  order  or  special  per- 
mission of  the  Board. 

3.  The  proceeding  ordered  herein  be 
assigned  for  hearing  before  an  examiner 
of  the  Board  at  a  time  and  place  here- 
after to  be  designated. 

4.  Copies  of  this  order  shall  be  filed 
with  the  tariff  and  shall  be  served  upon 
United  Air  Lines,  Inc.,  which  Is  hereby 
made  a  party  to  this  proceeding. 


FEDERAL  REGISTER 

This  order  will  be  published  in  the  Fed- 
eral Registbr. 

By  the  Civil  Aeronautics  Board." 
[SEAL]  Harold  R.  Sanderson, 

Secretary. 

AOEMT  C.  C.  Squirx's  Local  and  Joint  Pas- 
BXNGEx  Fares  .Tariff  No.  PF-5.  C.A3.  No.  44 

All  fares,  charges  and  provisions  on: 
24th  revised  page  275. 
9th  revised  page  276. 
17th  revlBed  page  277. 
18th  revised  page  278. 
3d  revised  page  278-A. 
•  3d  revised  page  278-B. 
17th  revised  page  279. 
18th  revised  page  280. 
15th  revised  page  281. 
16th  revised  page  282. 
18th  revised  page  283. 
aist  revised  page  284. 
20th  revised  page  285. 
17th  revised  page  286. 
28th  revised  page  287. 
29th  revised  page  288. 
1st  revised  page  288-A. 
30th  and  3l8t  revised  pages  289. 
S4th  revised  page  290. 
24th  revised  page  290-B. 
17th  revised  page  290-C. 
16th  revised  page  290-D. 
11th  revised  page  290-E. 
lOth  revised  page  290-P. 

{PJl.     Doc.     62-34:     Piled.     Jan.     2,     1962; 
8:47  ajn.] 


[Docket  132141 

VENEZOLANA  INTERNACIONAL  DE 
AVIACION,  S.A. 

Notice  of  Prehearing  Conference 

Notice  li  hereby  given  that  a  prehear- 
ing conference  in  the  'above-entitled 
application  is  assigned  to  be  held  on 
January  9.  1962,  at  10  a.m.,  e.s.t.,  in 
Room  701,  Universal  Building,  Connecti- 
cut and  Florida  Avenues  NW.,  Washing- 
ton, D.C.,  before  Examiner  Barron 
Fredricks. 

Dated  at  Washington,  D.C..  December 
27,  1961. 


[SEAL] 


Francis  W.  Brown, 
Chief  Examiner. 


(P.R.     Doc.     62-35;     Piled.     Jan.     2,     1962; 
8:47  a.m.] 


FEDERAL  COMMUNICATIONS 
COMMISSION 

(Docket  Noa.  14455, 14456;  PCC  61-15041 

JEFFERSON  RADIO  CO.  (WlXi)  AND 
VOICE  OF  THE  MID  SOUTH 

Order  Designating  Applications  for 
Consolidated  Hearing  on  Stated 
Issues 

In  re  applications  of  W.  D.  Frink, 
tr/as  Jefferson  Radio  Company  (WLXI) , 
Docket  No.  14455,  Pile  No.  BL-8187,  for 


■Murphy,  Vice  Chairman,  and  Minettl, 
Member.  Joint  concurrence  and  dissent,  filed 
as  part  of  original  document. 
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license  to  cover  Construction  Permit  BP- 
10672  authorizing  a  new  standard  broad- 
cast station  at  Irondale,  Ala.;  Fred  H. 
Davis  and  W.  D.  Prink,  d/b  as  Voice  of 
The  Mid  South,  Docket  No.  14456,  File 
No.  BP-14110,  for  construction  permit 
to  build  a  new  standard  broadcast  sta- 
tion at  Centerville,  Ala.,  Requests:  1590 
kc,l  kw.  Day. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington,  D.C.,  on  the  20th  day  of 
December  1961; 

The  Commission  having  under  con- 
sideration (1)  the  above-captioned  ap- 
plications, (2)  ownership  reports  (PCC 
Form  323)  filed  by  W.  D.  Princk,  tr/as 
Jefferson  Radio  Company  and  (3)  cor- 
respondence and  other  documents  sub- 
mitted by  or  on  behalf  of  W.  D.  Frink, 
Thomas  L.  Whitley,  Harold  P.  Byrnes 
and  others. 

It  appearing,  that,  on  October  12.  1960, 
the  Commission  granted  the  application 
of  W.  D.  Prink  to  construct  a  new  stand- 
ard broadcast  station  at  Irondale,  Ala., 
to  which  the  call  letters  WIXI  were  as- 
signed; and 

It  further  appearing,  that,  on  Novem- 
ber 25,  1960,  W.  D.  Prink  filed  an  appli- 
cation for  license  to  cover  the  said  con- 
struction permit,  which  application  is 
now  pending  before  the  Commission; 
and 

It  further  appearing,  that.  Fred  H. 
Davis  and  W.  D.  Prink,  d/b  as  Voice  of 
the  Mid  South  on  May  2,  1960,  filed  an 
application  for  a  permit  to  construct  a 
new  standard  broadcast  station  at  Cen- 
treville,  Ala.,  which  application  has  been 
listed  in  the  Federal  Register  as  avail- 
able for  study,  and  which  is  now  pending 
before  the  Commission;  and 

It  further  appearing,  that  on  October 
9,  1958,  while  his  Irondale  proposal  was 
pending  before  the  Commission,  W.  D. 
Prink  entered  into  an  agreement  with 
Thomas  L.  Whitley  and  Harold  P.  Byrnes 
d/b  as  Southeastern  Radio  Management 
Company  under  which  responsibility  for 
management  of  the  Irondale  station  was 
to  be  transferred  to  Southeastern,  thus 
providing  for  the  abdication  of  control 
with  respect  thereto;  and 

It  further  appearing,  that,  the  above 
agreement  with  Thomas  L.  Whitley  and 
Harold  P.  Byrnes  also  included  a  pur- 
chase option  on  a  49-percent  interest  in 
the  proposed  station ;  and 

It  further  appearing,  that,  the  above- 
described  transactions,  which  were  not 
reported  to  the  Commission  until  some 
time  after  the  construction  permit  was 
issued  and  the  application  for  station 
license  tendered,  were  effectuated 
through  apparent  concealment  and  mis- 
representation of  material  facts  in  con- 
travention of  sections  308(b)  and  310(b) 
of  the  Communications  Act  of  1934,  as 
amended,  and  the  Commission's  rules 
and  policies  promulgated  thereimder; 
and 

It  further  appearing,  that,  with  respect 
to  the  above-captioned  Centreville  pro- 
posal, it  cannot  be  concluded  from  the 
information  submitted  that  the  appli- 
cant h£is  adequate  cash  or  liquid  assets 
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available  to  finance  the  construction  and 
Initial  operation  of  the  proposed  station ; 
and 

It  further  appearing,  that,  in  view  of 
the  above-described  matters,  the  Com- 
mission is  unable  to  find  that  a  grant  of 
the  instant  applications  would  serve  the 
public  interest,  convenience  and  neces- 
sity and  that  said  applications  must 
therefore  be  designated  for  hearing; 

It  is  ordered.  That,  pursuant  to  sec- 
tions 309ie)  and319<c)  of  the  Communi- 
cations Act  of  1934,  as  amended,  the 
above -captioned  applications  are  desig- 
nated for  hearing  in  a  consolidated 
proceeding  at  a  time  and  place  to  be 
specified  in  a  subsequent  order,  upon  the 
following  issues : 

1.  To  determine  whether  W.  D  Prinks 
failure  to  amend  his  original  application 
(Pile  No.  BP-10672)  to  refiect  ownership 
and  management  arrangements  entered 
Into  after  said  application  to  construct 
the  Irondale  proposal  was  filed,  consti- 
tuted affirmative  misrepresentation  con- 
trary to  law  and  Commission  policy. 

2.  To  determine  whether  control  of 
Radio  Station  WIXI  has  at  any  time 
been  transferred  by  W.  D.  Prink  con- 
trary to  the  provisions  of  section  310(b) 
of  the  Communications  Act  of  1934,  as 
amended,  and  the  Commission's  rules 
and  policies  promulgated  thereunder. 

3.  To  determine  whether  the  instant 
applications  and  other  documents  filed 
by  W.  D.  Prink  contained  misrepresenta- 
tions and  or  omissions  of  facts  contrary 
to  section  308(b)  of  the  Communications 
Act  of  1934,  as  amended. 

4.  To  determine  whether,  during  the 
period  October  12.  1960,  to  February  27, 
1961,  W.  D.  Prink  filed  reports  and  copies 
of  agreements  refiecting  outstanding  sta- 
tion ownership  and  management  ar- 
rangements, as  required  by  the  provisions 
of  55  1.342  and  1.343  of  the  Commission  s 
niles. 

5.  To  determine  whether  Pred  H.  Davis 
and  W.  D.  Prink,  d,  b  as  Voice  of  the  Mid 
South,  are  financially  qualified  to  con- 
struct and  operate  the  proposed  Center- 
vllle  station. 

6.  To  determine  whether,  in  light  of 
the  evidefce  adduced  with  respect  to  the 
foregoing  issues.  Pred  H.  Davis  and  W.  D. 
Prink,  individually  or  Jointly,  are  quali- 
fied to  be  a  licensee  or  ijermittee  of  the 
Commission  or  to  hold  an  ownership  in- 
terest in  a  licensee  or  permittee  of  the 
Commission. 

7.  To  determine  whether,  in  light  of 
the  evidence  adduced  with  respect  to  the 
foregoing  issues,  a  grant  of  either  or  both 
of  the  above-captioned  applications 
would  serve  the  public  interest,  conveni- 
ence and  necessity: 

It  is  further  ordered.  That,  in  the  event 
of  a  grant  of  the  Centerville  proposal. 
the  construction  permit  shall  contain  the 
condition  that  the  permittee  shall  accept 
such  Interference  as  may  result  in  the 
event  of  a  subsequent  grant  of  the  ap- 
plication (File  No.  BP-14317)  of  Elton  H. 
Darby,  licensee  of  Radio  Station  WVNA, 
Tuscumbia,  Ala.,  for  permit  to  construct 
changed  facilities. 

It  is  further  ordered.  That,  to  avail 
themselves  of  an  opportunity  to  be  heard, 
the  applicants  herein,  pursuant  to  5  1  140 
of   the    Commission's   rules,   in   person 


NOTICES 

or  by  attorney,  shall  witliin  20  days  of  the 
mailing  of  this  order,  file  with  the  Com- 
mission, in  triplicate,  a  written  appear- 
ance stating  an  intention  to  appear  on 
the  date  fljced  for  the  hearing  and  present 
evidence  on  the  issue.s  .specified  in  this 
order 

It  ts  further  ordered.  That,  with  respect 
to  the  above-captioned  Centerville  pro- 
posal <File  No.  BP-14110)  the  applicant 
shall,  pursuant  to  section  311(aM2>  of 
the  Communications  Act  of  1934,  as 
amended,  and  5  1  362<b)  of  the  Com- 
mission's rules,  give  notice  of  the  hearing, 
within  the  time  and  in  the  manner  pre- 
scribed in  such  Rule  and  shall  advise  the 
Commission  of  the  publication  of  such 
notice  as  required  by  §  1  362<g'  of  the 
rules. 

Released:  December  28.  1961. 

Federal  Commttnications 
Commission, 
[SEALl         Ben  p.  Waple. 

Acting  Secretary. 

Jan      2,      1962, 


IPR      Doc 
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[Docket  No.  14457) 

RAYMOND   P.  LAUBENSTEIN 

Order  To  Show  Cause 

In  the  matter  of  Raymond  P.  Lauben- 
stein.  West  Belmar.  N.J.;  order  to  show 
cause  why  there  should  not  be  revoked 
the  license  for  Radio  Station  2Q2459  in 
the  Citizens  Radio  Service. 

The  Commission,  by  the  Chief,  Safety 
and  Sp>ecial  Radio  Services  Bureau,  under 
delegated  authority,  having  under  con- 
sideration the  matter  of  certain  alleged 
violations  of  the  Communications  Act  of 
1934.  as  amended,  and  the  Commission's 
rules  in  connection  with  the  operation  of 
Citizens  Radio  Station  2Q2459,  the  licci\se 
for  which  was  granted  April  14,  1961; 

It  appearing,  that,  at  various  times 
between  April  1,  1961,  and  April  8.  1961. 
inclusive,  prior  to  the  issuance  of  the  li- 
cense for  the  captioned  radio  station, 
the  licensee  used  or  operated  apparatus 
in  the  Citizens  Radio  Service  for  the 
transmission  of  communications  by  radio 
without  a  license  in  that  behalf  granted 
under  the  provisions  of  the  Communica- 
tions Act,  in  violation  of  section  301  of 
the  Communications  Act  of  1934.  as 
amended,  and  5  19  11  of  the  Commis- 
sions rules:  and 

It  further  appearing:,  that,  on  several 
occasions  on  July  14.  1961.  the  licen.see 
failed  to  transmit  the  oflScial  call  sign  of 
his  station  at  the  beginning  and  termina- 
tion of  all  communications,  in  violation 
of  5  19.62  of  the  Commission's  rules:  and 

It  further  appearing,  that,  at  various 
times  during  October  and  November  1961, 
the  licensee  purported  to  transfer  the 
operatins.,'  authority  conferred  under  the 
license  for  Citizens  Radio  Station  2Q2459 
to  one  Marie  Rogers.  Spring  Lake. 
N.J.  in  violation  of  section  310<b»  of 
the  Communications  Act  of  1934,  as 
amended,  and  §  19  92  of  the  Commis- 
sion's rules;  and 

It  further  appearing,  that,  on  Novem- 
ber 3.  1961.  the  Commission,  pursuant 
to  section  308<b)  of  the  Communications 
Act  of  1934.  as  amended,  directed  the  li- 


censee s  attention  to  the  above-men- 
tioned violations  and  requested  that  he 
respond  to  certain  Interrogatories  In 
connection  therewith  In  order  that  it 
might  have  information  upon  which  to 
base  a  determination  as  to  whether  or 
not  the  license  for  Citizens  Radio  Station 
2Q2459  should  be  revoked;  and 

It  further  appearing,  that,  on  or  about 
November  15.  1961.  the  licensee  furnished 
replies  to  the  above-mentioned  inter- 
rogatories in  which  he  stated  that  he 
had  permitted  no  person  other  than  him- 
self the  use  of  the  call  sign  2Q2459.  and 
tliat  he  did  not  operate  a  Citizens  radio 
station  between  April  8.  1961.  and 
June  29.  1961.  which  statements  arc 
false;  and 

It  further  appearing,  that,  in  view  of 
the  foregoing,  the  hcensec  has  repeatedly 
violated  sections  301,  308(b),  and  310cbi 
of  the  Communications  Act  of  1934,  as 
amended,  and  S$  19.11,  19.62.  and  19  92 
of  the  Commission's  rules ;  and 

It  further  appearing,  that,  in  view  of 
the  foregoing,  the  licensee  has  know- 
ingly made  false  statements  in  a  state- 
ment of  fact  required  pursuant  to  sec- 
tion 308  of  the  Communications  Act  of 
1934.  as  amended; 

It  is  c^dered.  This  22d  day  of  Decem- 
ber 1961.  pursuant  to  section  312(a)  (1» 
and  i4>  and  (o  of  the  Communications 
Act  of  1934.  as  amended,  and  section 
0.291tb)(8>  of  the  Commission's  State- 
ment of  Delegations  of  Authority  that 
the  licensee  show  cause  why  the  license 
for  Citizens  Radio  Station  2Q2459  should 
not  be  revoked  and  appear  and  give 
evidence  in  respect  thereto  at  a  hearing 
to  lie  held  at  a  time  and  place  to  be 
SE>ecified  by  subsequent  order ;  and 

It  IS  further  ordered.  That  the  Acting 
Secretary  send  a  copy  of  this  order  by 
Certified  Mail — Return  Receipt  Re- 
quested to  Raymond  P.  Laubenstein.  1148 
17th  Avenue,  West  Belmar,  N.J. 

Released:  December  27.  1961. 

FeDER.-KL    COMMtTNICATIONS 

Commission. 
:  SFAL  I         Ben  p.  Waple, 

Acting  Secretary. 

n 


I  P  R        D»  K- 
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FEDERAL  POWER  COMMISSION 

(Docket  No  CP62-100| 

COLORADO  INTERSTATE   GAS   CO 

Notice  of  Application  and  Dote  of 
Hearing 

December  26.  1961 

Take  notice  that  on  October  19.  1961. 
Colorado  Interstate  Gas  Company  <  Ap- 
plicant • .  Colorado  Springs  National 
Bank  Building.  Colorado  Springs.  Colo  . 
filed  in  docket  No.  CP62-100  an  applica- 
tion pursuant  to  section  7<ci  of  the  Na- 
tural Gas  Act  for  a  certificate  of  public 
convenience  and  necessity  authorizing 
the  construction  and  operation  of  a 
meter  station  and  appurtenant  facilities 
und  the  sale  of  natural  gas  through  said 
facilities  to  Plateau  Natural  Gas  Com- 
pany •  Plateau »  for  resale  In  Pranktown. 
Douglas  County.  Colo.,  all  as  more  fully 


Wednesday,  January  3,  1962 

set  forth  in  the  application  which  is  on 
file  with  the  Commission  and  open  to 
public  inspection. 

The  proposed  facilities  would  be  con- 
.structed  on  Applicant's  Amarlllo  to  Den- 
ver pipeline  at  a  point  near  Pranktown, 
Douglas  County,  Colo.  The  cost  is  esti- 
mated to  be  $4,620.  which  would  be 
financed  from  funds  on  hand. 

Applicant  proposes  to  render  service  to 
Plateau  under  Applicant's  existing  FPC 
Gas  Rate  Schedule  SO-l  (First  Revised 
Volume  No.  1,  Original  Sheet  Nos.  7  and 
8  of  Applicant's  PPC  Gas  Tariff). 

Estimated  annual  and  peak  day  re- 
quirements for  each  of  the  first  3  years 
of  operation  are  5,557  and  56  Mcf,  re- 
spectively, at  14.73  psia. 

No  Increase  in  Plateau's  contract  de- 
mand is  anticipated. 

This  matter  Is  one  that  should  be  dis- 
posed of  as  promptly  as  possible  under 
the  applicable  rules  and  regulations  and 
to  that  end : 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections  7 
and  15  of  the  Natural  Gas  Act.  and  the 
Commission's  nUes  of  practice  and  pro- 
cedure, a  hearing  will  be  held  on  January 
30,  1962,  at  9:30  a.m..  e.s.t..  In  a  Hear- 
ing Room  of  the  Federal  Power  Commis- 
sion, 441  G  Street  NW..  Washington, 
D.9..  concerning  the  matters  Involved  in 
and  the  Issues  presented  by  such  appli- 
cation: Provided,  however.  That  the 
Commission  may.  after  a  noncontested 
hearing,  dispose  of  the  proceedings  pur- 
suant to  the  provisions  of  §  1.30(c)  (1) 
or  (2)  of  the  Commission's  rules  of  prac- 
tice and  procedure.  Under  the  procedure 
herein  provided  for,  unless  otherwise  ad- 
vised. It  will  be  unnecessary  for  Appli- 
cant to  appear  or  be  represented  at  the 
hearing. 

Protests  or  petitions  to  Intervene  may 
be  filed  with  the  Federal  Power  Commis- 
sion. Washington  25,  D.C.,  in  accordance 
with  the  rules  of  practice  and  procedure 
(l8CPR1.8or  1.10)  on  or  before  January 
19.  1962.  Failure  of  any  party  to  ain>ear 
at  and  participate  In  the  hearing  shall 
be  construed  as  waiver  of  and  concur- 
rence in  omission  herein  of  the  inter- 
mediate decision  procedure  In  cases 
where  a  request  therefor  Is  made. 

Joseph  H.  Guvude, 

Secretary. 

[PR.     Doc.     62-5:     Piled.     Jan.     2,      1962; 
8:45  am.) 


[Docket  No.  E-7017| 

EL   PASO  ELECTRIC  CO. 
Notice  •!  Application 

December  26.  1961. 
Take  notice  that  on  December  19, 
1961,  an  application  was  filed  with  the 
Federal  Power  Commission  pursuant  to 
section  204  of  the  Federal  Power  Act  by 
El  Paso  Electric  Company  ("Appli- 
cant"), a  corporation  organized  under 
the  laws  of  the  State  of  Texas  and  au- 
thorized to  do  business  In  the  States  of 
Texas  and  New  Mexico  with  its  princi- 
pal business  office  at  El  Paso,  Tex., 
seeking   an   order   authorizing   the   is- 

No.   1 4 
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suance  of  up  to  $10,500,000  principal 
amount  of  First  Mortgage  Bonds  (New 
Bonds) ,  __  percent  series  due  February  1, 
1992. 

On  or  about  January  31.  1962,  Appli- 
cant proposes  to  invite  bids  for  the  pur- 
chase of  the  New  Bonds.  The  New 
Bonds  will  be  sold  pursuant  to  Appli- 
cant's First  Indenture  of  Mortgage. 
dated  October  1.  1946,  to  State  Street 
Trust  company  (now  State  Street  Bank 
tt  Trust  Company),  Trustee,  as  supple- 
mented by  various  supplemental  inden- 
tures, to  and  including  a  Seventh  Sup- 
plemental Indenture  to  be  dated  Febru- 
ary 1.  1962.  The  interest  rate  on  the 
New  Bonds  will  be  supplied  by  amend- 
ment. 

Applicant  proposes  to  use  the  pro- 
ceeds from  the  sale  of  $7  million,  prin^ 
cipal  amount  of  the  New  Bonds  for 
corporate  purposes  such  as  a  reimburse- 
ment of  its  treasury  for  construction 
expenditures  and  to  finance  additional 
construction.  The  proceeds  from  the 
sale  of  $3,500,000  principal  amount  of 
the  New  Bonds  will  be  used  to  refund 
Applicant's  outstanding  $3,500,000  prin- 
cipal amount  of  First  Mortgage  Bonds, 
SVb  percent  Series  of  1989,  if  in  Appli- 
cant's opinion  the  refunding  of  the  1989 
Series  Bonds  would  be  economically  ad- 
visable. Should  it  appear  to  Applicant 
that  such  refunding  would  be  economi- 
cally inadvisable.  Applicant  states  it 
will  notify  prospective  bidders  at  least 
two  days  prior  to  the  date  fixed  for 
presentation  and  opening  of  bids  and 
that  if  a  bid  is  accepted  it  wUl  be  ac- 
cepted for  only  $7  million  principal 
amotmt  of  the  New  Bonds. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  the  18th 
day  of  January  1962.  file  with  the  Fed- 
eral Power  Commission,  Washington  25, 
D.C.,  petitions  or  protests  in  accordance 
with  the  requirements  of  the  Commis- 
sion's  rules  of  practice  and  procedure 
(18  CFR  1.8  or  1.10).  The  application 
is  on  file  and  available  for  public  in- 
spection. 

Joseph  H.  Gutride. 
Secretary. 

(P.R.     Doc.     62-6;     Piled.     Jan.     2,      1962; 
8:45  ajn.] 
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and  deliver  a  maximum  of  3,500  Mcf 
of  natural  gas  per  day  on  an  interrupti- 
ble  basis  to  Mississippi.  Petitioner  re- 
quests herein  permission  to  increase  to 
9,000  Mcf  the  maximiun  daily  volumes 
of  interruptible  gas  delivered  to  Mis- 
sissippi. 

Petitioner  states  that  Mississippi  will 
need  additional  natural  gas  commencing 
in  the  spring  of  1962,  as  a  result  of  an 
additional  cement  kiln  that  Mississippi 
proposes  to  install. 

The  estimated  natural  gas  require- 
ments of  Mississippi  are: 


(Docket  No.  0-14740] 

SOUTHERN   NATURAL   GAS   CO. 

Notic*  of  PeHtion  To  Amend 

December  26,  1961. 
Take  notice  that  on  August  28,  1961, 
Southern  Natural  Gas  Company  (Peti- 
tioner) ,  Watts  Building.  Birmingham  2. 
Ala.,  filed  a  petition  to  amend  the  Com- 
mission's order  issued  August  26,  1958 
in  docket  No.  G-14740  so  as  to  permit 
Petitioner  to  transport  and  deliver  an 
additional  5,500  Mcf  of  natural  gas  per 
day  on  an  interruptible  basis  to  Missis- 
sippi Valley  Portland  Cement  Company 
(Mississippi),   served  from   Petitioner's 
Vicksburg  lateral  line  near  Vicksburg 
Miss. 

The  order  of  August  26,  1958,  au- 
thorized Petitioner  to  construct  and  op- 
erate certain  facilities  and  to  transport 


Volumes  in  Mcf 

» 

Estimated 

dally 
maximum 

Estimated 

yearly 
inaTlmum 

Present _ 

3,S00 
fi,000 
7,fiOO 
9,000 

1,190.000 
1,700,000 

2,sra,ooo 

3,060,000 

19C2 

1963-64. 

1965. 

Petitioner  proposes  no  additional  fa- 
cilities in  order  to  make  the  requested 
increased  deliveries. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Com- 
mission. Washington  25,  D.C.,  in  accord- 
ance with  the  rules  of  practice  and  pro- 
cedure (18  CFR  1.8  or  1.10)  on  or  before 
January  19,  1962. 

Joseph  H.  Gutudk, 
Secretary. 

(F.R.     Doc.     62-7;      Piled,     Jon.     2.     1962; 
8:45  ajn.] 

INTERSTATE  COMMERCE 
COMMISSION 

[Notice  582] 

MOTOR  CARRIER  TRANSFER 
PROCEEDINGS 

December  28,  1961. 

Synopses  of  orders  entered  pursuant  to 
section  212(b)  of  the  Interstate  Com- 
merce Act.  and  rules  and  regulations  pre- 
scribed thereimder  (49  CFR  Part  179) , 
appear  below. 

As  provided  in  the  Commission's  spe- 
cial rules  of  practice  any  interested  per- 
son may  file  a  petition  seeking  reconsid- 
eration of  the  following  numbered  pro- 
ceedings within  20  days  from  the  date 
of  publication  of  this  notice.  Pursuant 
to  section  17(8)  of  the  Interstate  Com- 
merce Act,  the  filing  of  such  a  petition 
will  postpone  the  effective  date  of  the 
order  in  that  proceeding  pending  its 
disposition.  The  matters  relied  upon  by 
petitioners  must  be  specified  in  their 
petitions  with  particularity. 

No.  MC-PC  64441.  By  order  of  De- 
cember 21,  1961,  the  Transfer  Board 
approved  the  transfer  to  H  t  S  Express 
Transport.  Inc..  doing  business  as  H  &  S 
Express,  Baltimore.  Md.,  of  Certificates 
in  Nos.  MC  849  and  MC  849  Sub  3.  is- 
sued June  12, 1950,  and  April  4, 1960,  re- 
spectively, to  Charles  G.  Sheidy,  doing 
business  as  H  &  S  Express.  Baltimore, 
Md..  authorizing  the  transportation  of; 
Plumbing  equipment  and  accessories, 
paper  napkins  and  cups,  vending  ma- 
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chines,  pipe  fittings,  ice  cream  ma- 
chinery, and  gas  ranges,  over  a  regular 
route,  between  Baltimore.  Md .  and 
Ro«sl3ai.  Va..  service  authorized  to  and 
from  the  intermediate  points  of  Wash- 
ington. DC.  and  those  in  Maryland  and 
Virginia  within  5  miles  of  Washington; 
and  general  commodities,  excluding 
household  goods,  commodities  in  bulk, 
and  other  specified  commodities  between 
points  within  10  miles  of  Baltimore.  Md  , 
including  Baltimore:  and  monumental 
stone  from  Baltimore.  Md  .  and  points 
within  30  miles  of  Baltimore.  Md  .  Wash- 
ington. DC.  and  f>oints  in  Maryland  and 
Virginia  within  30  miles  of  Washinston. 
James  E.  Wilson,  716  Perpetual  Build- 
ing. 1111  E  Street  NW..  Washm^ton. 
D.C..  attorney  for  applicants. 

No.  MC-PC  64564.  By  order  of  De- 
cember 18.  1961,  the  Transfer  Board  ap- 
proved the  transfer  to  Paul  Martineau. 
Leo  Paul  Martineau,  and  Luclen  Mar- 
tineau. a  partnership,  doing  business  as 
Martineau's  Towing  Service.  27  Haver- 
hill Street.  Methuen,  Mass  .  of  Certifi- 
cate No.  MC  106724  issued  November  1. 
1946,  to  Paul  Martineau,  doing  business 
as  Martineau's  Oarage.  27  Haverhill 
Street.  Methuen.  Mass.,  authorizing  the 
transportatkm  of  disabled  motor  ve- 
hicles, over  irregular  routes,  between 
Lawrence.  Mass..  on  the  one  hand.  and. 
on  the  other,  points  in  Vermont.  New- 
Hampshire,  and  Maine. 

No.  MC-FC  64565.  By  order  of  De- 
cember 18.  1961.  the  Transfer  Board  ap- 
proved the  transfer  to  Paul  Martineau. 
Leo  Paul  Martineau,  and  Luclen  Mar- 
tineau. a  partnership,  doing  business  as 
Martineau's  Towing  Service.  27  Haver- 
hill Street.  Methuen.  Mass..  of  Certifi- 
cate No.  MC  111385  issued  January  18. 
1954.  to  Don  Robbins.  doing  business 
as  Don  Robbins  Towing  Service,  785 
Wobum  Street.  Wilmington.  Mass.,  au- 
thorizing the  transportation  of  disabled 
motor  vehicles,  over  irregular  routes,  be- 
tween points  in  Essex  County,  Mass.  f  ex- 
cept Lawrence  and  Methuen,  Mass.), 
points  on  U.S.  Highway  1  between  the 
Essex-Middlesex.  Mass.,  county  line  and 
Everett,  Mass.,  inchislve,  and  points  on 
Broadway  between  Everett  and  Boston 
(exclusive  of  Boston),  on  the  one  hand, 
and,  on  the  other,  points  in  Connecti- 
cut, Maine.  New  Hampshire.  New  Jersey. 
New  York.  Rhode  Island,  and  Vermont. 

No.  MC-PC  64573.  By  order  of  De- 
cember 15.  1961.  the  Transfer  Board  ap- 
proved the  transfer  to  Terminal  Trans- 
portation Co..  Inc..  Wilmington,  Calif.. 
of  the  operating  rights  in  Certificate  No. 
MC  44927,  issued  February  12,  1960.  to 
Clyde  R.  Hoagland,  doing  business  as 
Redway  Transfer  Co..  Los  Angeles,  Calif., 
authorizing  the  transportation,  over  ir- 
regular routes,  of  general  commodities, 
excluding  household  goods,  commodities 
In  bulk,  and  other  specified  commodities, 
canned  goods,  between  San  Ehego,  Long 
Beach,  and  Los  Angeles  Harbor.  Calif.. 
and  olhre  oil  and  chocolate  candies  and 
ssrrups,  from  Los  Angeles  Harbor  and 
Long  Beach,  Calif.,  to  San  Diego,  Calif. 
Ivan  McWWnney,  63»  South  Spring 
Street.  Los  Angeles  14,  Calif  ,  applicants' 
attorney. 

Ho.  MC-FC  «5W.  By  order  of  De- 
cember W,  1961.  the  Transfer  Board  ap- 
proved the  transfer  to  Robert  H.  Pur- 
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sell,  doing  business  as  Adam  Meyer. 
Bethlehem,  Pa.,  of  Certificate  Na  MC 
61262,  issued  March  22.  1949.  to  George 
H.  Lazarus,  doing  business  as  Lazarus 
20th  Century  Storage.  Bethlehem.  Pa  , 
authorizinc  the  transportation  of  house- 
hold goods  as  defined  by  the  Commis- 
sion, over  irregular  routes,  between 
points  in  Northampton  and  Lehigh 
Counties.  Pa  .  on  the  one  hand.  and.  on 
the  other,  points  in  New  York.  New  Jer- 
sey. Maryland.  Pennsylvania.  Delaware. 
Virmnia.  New  Hampshire.  We.st  Virginia. 
Ohio.  Rhode  Island.  Massachusetts,  Con- 
necticut, and  the  District  of  Columbia 
Albert  E  Enoch.  556  Main  Street.  Beth- 
lehem. Pa..  Representative  for  applicant. 

No.  MC-FC  64625  By  order  of  De- 
cember 15.  1961.  the  Transfer  Board  ap- 
♦Jroved  the  transfer  to  Pearl  Pless  Feiner. 
doing  business  as  Pless  Express,  34  Bren- 
don  Hill  Road.  Scarsdale,  N.Y.,  of  Permit 
No.  MC  119314.  issued  Auuust  26.  1960. 
to  Harold  Feiner.  doing  business  as  Pless 
Express.  Scarsdale,  N  Y  .  authorizing  the 
transportation  of:  Metal  stampings,  be- 
tween Yonkers.  N.Y..  on  the  one  hand, 
and.  on  the  other,  points  m  Passaic.  Hud- 
son. Essex,  and  Union  Counties.  N  J 

No.  MC-FC  64628  By  order  of  De- 
cember 15.  1961.  the  Transfer  Board  ap- 
proved the  transfer  to  Don  M.  Chapin, 
doing  business  as  Chapin's  Transporta- 
tion Service.  440  Thain  Road.  Lewlston. 
Idaho,  of  Certificate  No.  MC  106165, 
issued  March  27,  1947,  to  Robert  Jeffrey, 
doing  business  as  College  Hill  Bus.  102 
True  Street.  Pullman.  Wash.,  authoriz- 
ing the  transp>ortation  of:  Passengers 
and  their  baggage,  in  charter  operations 
over  irregular  routes,  from  Pullman. 
Wash  .  to  points  in  Idaho  north  of  the 
southern  boundary  of  Idaho  County. 
Idaho,  points  in  Oregon,  and  Clarkston 
and  Pomeroy.  Wash.,  and  return;  from 
Moscow,  Idaho,  to  points  In  Spokane. 
Whitman.  Garfield,  Columbia,  Walla 
Walla.  Benton.  Franklin,  and  Asotin 
Counties,  Wash.,  and  points  in  Oregon 
and  that  part  of  Idaho  north  of  the 
southern  boundary  of  Idaho  County  and 
return. 

No.  MC-FC  64631.  By  order  of  De- 
cember 15.  1961.  the  Transfer  Board  ap- 
proved the  transfer  to  Donald  K.  Cou- 
ture, 236  Kaw  Avenue..  Garnett,  Kans.. 
of  Certificate  No.  MC  59371  issued  De- 
cember 18,  1942.  to  R.  E.  Horn,  doing 
business  as  R.  E.  Horn  Transfer,  433 
East  Second.  Gamett.  Kans.,  authoriz- 
ing the  transportation  of:  Live  poultry, 
eggs,  wrecked  automobiles,  scrap  iron, 
hay  and  grain,  between  Garnett.  Kans  , 
and  Kansas  City,  Mo.:  agricultural  Im- 
plements, lumber  and  building  material, 
petroleum  products.  In  containers,  feed, 
hardware,  fertilizer,  grain,  tile,  fencing 
and  roofing  materials,  iron  and  steel  ar- 
ticles and  steel  tanks,  from  Kansas  City. 
Mo.,  to  Garnett,  Kans.,  household  goods 
and  emigrant  movables,  between  Gar- 
nett. Kans..  and  points  within  20  miles 
of  Gamett.  on  the  one  hand.  and.  on 
the  other,  points  in  Missouri:  and  live- 
stock, between  Gamett.  Kans.,  and 
points  within  20  miles  of  Gamett.  on  the 
one  hand,  and  on  the  other.  Kansas  City 
and  North  Kansas  City.  Mo  ,  and  Kansas 
City.  Kans. 

No.  MC-FC  64856  By  order  of  De- 
cember 15.  19€1,  the  Transfer  Board  ap- 


proved the  transfer  to  Melrose  Salvage 
Corp..  New  York.  N.Y..  of  Permits  Nos. 
MC  16675  and  MCI 6675  Sub  1.  issued 
June  27.  1941.  and  November  25.  1947. 
respectively,  to  Shore  Haulage,  Inc..  New 
York.  NY.,  authorizing  the  transporta- 
tion of:  Paper  and  paper  products,  over 
irregular  routes,  between  New  York.  NY., 
and  points  in  Albany.  Columbia.  Dutch- 
ess. Greene.  Nassau.  Orange.  Putntun. 
Rensselaer.  Rockland.  Saratoga.  Suffolk. 
Sullivan.  Ulster.  Washington,  and  West- 
chester Counties.  N.Y..  Bergen.  Essex, 
Hud.son.  Mercer.  Middlesex.  Monmouth, 
Morris.  Passaic.  Somerset,  and  Union 
Counties,  N.J..  Fairfield  and  New  Haven 
Counties.  Conn.,  and  Bucks  and  Phila- 
delphia Counties.  Pa.,  and  rags  and  skids, 
platforms,  and  pallets  used  in  the  tran.s- 
portation  of  paper  and  paper  products, 
over  irregular  routes,  between  New  York, 
NY.,  on  the  one  hand.  and.  on  the  other, 
points  in  Fairfield  and  New  Haven  Coun- 
ties. Conn  .  those  in  Albany.  Colimibla, 
Dutchess.  Greene,  Nassau,  Orange,  Put- 
nam, Rensselaer,  Rockland,  Saratoga, 
Suffolk,  Sullivan,  Ulster.  Washington, 
and  Westchester  Counties.  N.Y..  and 
those  in  Bergen,  Essex.  Hudson,  Mercer. 
Middlesex,  Monmouth,  Morris.  Passaic. 
Somerset,  and  Union  Counties.  N.J.  Bert 
Collins.  140  Cedar  Street.  New  York  6, 
NY.,  representative  for  applicants. 

No.  MC-FC  64706.  By  order  of  De- 
cemt)er  15,  1961.  the  Transfer  Board 
approved  the  transfer  to  Michael  Gallai, 
New  Brunswick,  N.J.  of  Certificate  No. 
MC  107256.  issued  June  9.  1947.  to  John 
Pinter.  New  Brunswick.  N.J.,  authorizing 
the  transportation  of  household  goods 
over  irregular  routes,  between  New 
Brunswick,  N.J..  on  the  one  hand,  and, 
on  the  other,  points  in  Connecticut.  New 
York,  and  Permsylvania.  Arthur  Reich, 
17  Schuyler  Street.  New  Brunswick.  N.J  . 
attorney  for  applicants. 


[SEAL] 


Harold  D  McCoy. 

Secretary. 


IFR.     Doc      62   16;     Filed.     Jan.     2.     1962; 
8:46  ajn  I 


[No  39434] 

MIDDLE  ATLANTIC  &  NEW  ENGLAND 
TERRITORY 

Detention  of  Motor  Vehicles 

December  28, 1961. 
On  October  25.  1960.  the  Commission 
instituted  the  at)ove -entitled  rulemaking 
proceeding  with  a  view  to  determining 
whether  a  uniform  detention  rule  ap- 
plicable to  all  motor  common  carriers 
operating  within  Middle  Atlantic  ter- 
ritory and  between  that  territory  and 
New  England  should  be  prescribed  (25 
F.R.  10585  >.  Evidence  was  presented  by 
verified  statements,  and  the  proceeding 
was  referred  to  a  hearing  examiner  for 
recommendation  of  an  appropriate  order 
accompanied  by  the  reasons  therefor. 
The  recommended  report  and  order  of 
the  hearing  examiner,  recommending 
that  the  proposed  nile  not  be  prescribed 
and  that  the  proceeding  be  discontinued, 
was  served  on  December  28, 1961.  Excep- 
ticns  to  that  reppit  may  be  filed  by 
interested  parties  within  30  days  from 
that  date. 


Wednesday,  January  3,  1962 

Copies  of  the  recommended  report  and 
order  may  be  obtained  by  any  interested 
person  upon  request  of  the  Secretary, 
Interstate  Commerce  Commission, 
Washington,  25,  D.C.  , 
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[SEAL] 


Harold  D.  McCoy,  . 
Secretary. 


IFR      Doc.     62-17;     Plied.     Jan.     2,     1962; 
8:46ajn.]  i 

SECURITIES  AND  EXCHANGE 
COMMISSION    ' 

IPUe  No.  2-13862  (22-2286)   etc.] 

BARTON   DISTILLING  CO. 

Notice  of  Application  and  Opportunity 
for   Hearing 

Deceicber  26.  1961. 
In  the  matter  of  Barton  Distilling 
Company.  Rle  Nos.  2-13862  (22-2286) 
2-14212  (22-2395).  2-15322  (22-2608)! 
Notice  is  hereby  given,  that  Barton 
Distilling  Company  (the  Applicant)  has 
filed  an  application  under  Clause  (ii)  of 
section  310(b)(1)  of  the  Trust  Inden- 
ture Act  of  1933.  as  amended  (the  Act) 
for  a  finding  by  the  Commission  that 
the  trusteeship  of  American  National 
Bank  and  Trust  Company  of  Chicago 
(American  National)  under  the  four  in- 
dentures hereinafter  described  Is  not  so 
likely  to  Involve  a  material  conflict  of 
interest  under  the  Act  as  to  make  it 
necessary  in  the  public  interest  or  for 
the  protection  of  investors  to  disqualify 
American  National  from  acting  as  trustee 
under  all  four  Indentures. 

Section  310(b)    of   the  Act   provides. 
in   part,   that   If  an   Indenture   trustee 
under  an  Indenture  qualified  under  the 
Act  has  or  shall  acquire  any  conflicting 
interest    (as   defined    therein)    it   shall 
within   ninety   days   after   ascertaining 
that   it   has    such    conflicting   Interest, 
either  eliminate  such  conflicting  interest 
or  resign.    Subdivision  (1)  of  this  section 
provides,  with  certain  exceptions  stated 
therein,  that  a  trustee  Is  deemed  to  have 
a  conflicting  Interest  If  it  is  acting  as 
trustee  under  a  qualifled  Indenture  and 
is  trustee  under  another  indenture  of  the 
same  obligor.     However,  an  issuer  may 
sustain  the  burden  of  proving,  on  appli- 
cation to  the  Commission  and  after  op- 
portunity for  hearing  thereon,  that  trus- 
teeship under  a  qualified  Indenture  and 
such  other  Indenture  Is  not  so  likely  to 
involve  a  material  conflict  of  interest  as 
to  make  it  necessary  in  the  public  inter- 
est or  for  the  protection  of  investors  to 
disqualify  such  trustee  from  acting  as 
trustee    under    one    or    more    of    such 
indentures.  | 

Applicant  alleges  that :  ' 

1  It  has  outstanding  the  following 
i.s.sues: 

'a>  One  million  dollars  aggregate 
principal  amount  of  its  61^2  percent  Se- 
cured Notes,  due  October  1.  1962  (the 
1962  Notes  >.  issued  under  an  Indenture 
'the  1962  Note  Indenture)  dated  as  of 
October  1.  1957.  between  the  Applicant 
and  American  National,  trustee  (of 
\Uiich  notes,  $250,000  principal  amount 
were  called  for  redemption  on  December 


18,  1961).  These  1962  Notes  were  regis- 
tered under  the  Securities  Act  of  1933 
under  Registration  No.  2-13862,  and  in 
connection  therewith  the  1962  Note  In- 
denture was  qualified  under  the  Trust 
Indenture  Act.  (FUe  No.  22-2286)  effec- 
tive February  27. 1958.  as  of  February  16. 
1958. 

(b)  One  million  dollars  aggregate 
principal  amount  of  Its  6  percent  Se- 
cured Notes,  due  July  1,  1964  (the  1964 
Notes),  Issued  under  a  separate  Inden- 
ture (the  1964  Note  Indenture),  dated 
as  of  July  1,  1958.  between  the  Applicant 
and  American  National,  trustee.  These 
1964  Notes  were  registered  imder  the 
Securities  Act  under  Registration  No. 
2-14212.  and  in  connection  therewith  the 

1964  Note  Indenture  was  qualifled  imder 
the    Trust    Indenture    Act     (File    No 
22-2395).  effective  July  10.  1958.  as  of 
July  9, 1958. 

(c)  Two  million  dollars  aggregate 
principal  amoimt  of  its  6  percent  Se- 
cured Notes,  due  July  1,  1965  (the  1965 
Notes),  issued  under  a  separate  Inden- 
ture (the  1965  Note  Indenture)  dated 
as  of  July  1.  1959.  between  the  Applicant 
and  American  National,  trustee.    These 

1965  Notes  were  registered  under  the 
Securities  Act  imder  Registration  No. 
2-15322  and  In  connection  therewith  the 
1965  Note  Indenture  was  qualifled  under 
the  Trust  Indenture  Act  (File  No 
22-2608),  effective  August  6.  1959. 

2.  On  July  10,  1958,  the  Securities  and 
Exchange  Commission  (the  Commission) 
entered  an  order,  pursuant  to  section  310 
(b)  (1)  (U)  of  the  Act,  granting  the  ap- 
plication, filed  with  the  Commission  by 
the  Applicant  on  June  20.  1958,  for  a 
finding  and  declaration  that  the  trustee- 
ship of  American  National  under  the 
1962  Note  Indenture,  the  1964  Note  In- 
denture and  an  additional  Indenture 
dated  as  of  July  1,  1958.  relating  to  the 
Applicant's  6  percent  Secured  Notes,  due 
July  1,  1963  (which  Indenture  has  since 
been  satisfied  and  discharged) .  was  not 
so  likely  to  Involve  a  material  conflict  of 
Interest  as  to  make  It  necessary.  In  the 
public  Interest  or  for  the  protection  of 
Investors,  to  disqualify  American  Nation- 
al from  acting  as  trustee  under  any  of 
the  said  Indentures. 

3.  On  August  6,  1959.  the  Commission 
entered  an  order,  pursuant  to  section 
310(b)  (1)  (U)  of  the  Act.  granUng  the 
application,  filed  with  the  Commission 
by  the  Applicant  on  July  2.  1959.  for  a 
finding  and  declaration  that  the  trustee- 
ship of  American  National  under  the 
1962  Note  Indenture,  the  1964  Note  In- 
denture, the  1965  Note  Indenture  and 
the  other  Indenture  referred  to  In  par- 
agraph 2  hereof  was  not  so  likely  to  In- 
volve a  material  conflict  of  interest  as 
to  make  It  necessary,  in  the  public 
Interest  or  for  the  protection  of  investors. 
to  disqualify  American  National  from 
acting  as  trustee  under  any  of  said 
Indentures. 

4.  The  Applicant  proposes  to  issue  and 
sell  $2  million  aggregate  principal 
amount  of  its  6  percent  Seciu-ed  Notes. 

due 1968.  (the  New  Notes) . 

to  be  Issued  under  an  Indenture  (the  New 
Indenture)  to  be  dated  as  of  July  1, 1961. 
between  the  Applicant  and  American 
National. 


5.  The  New  Notes  are  to  be  Issued  and 
sold  to  a  limited  number  of  institutional 
investors,  which  will  purchase  the  New 
Notes  for  Investment  and  not  with  a  view 
to  distribution.  It  is  asserted  that  this 
proposed  transaction  will  not  involve  a 
public  offering,  therefore  that  the  New 
Notes  will  be  exempt  from  registration 
under  the  Securities  Act  by  virtue  of 
section  4(1)  thereof  and  that  the  New 
Indenture  will  be  exempt  from  qualifica- 
tion under  the  Trust  Indenture  Act  by 
virtue  of  section  304(b)(1)  thereof. 
Accordingly,  the  AppUcant  does  not  pro- 
pose to  register  the  New  Notes  imder 
the  Securities  Act  or  to  qualify  the  New 
Indenture  under  the  Trust  Indenture 
Act. 

6.  The  New  Notes  are  to  be  secured 
by  the  pledge  of  whiskey  warehouse  re- 
ceipts for  not  less  than  2,500.000  original 
proof    gallons   of    whiskey.    The    1962 
1964,  and  1965  Notes  referred  to  supra' 

.  are  similarly  secured  by  the  pledge  of 
whiskey  warehouse  receipts,  with  the 
Notes  issued  under  each  of  the  1962, 1964, 
and  1965  Indentures  being  secured  by 
separate  and  distinct  whiskey.  The 
present  value  of  the  coUateral  under  the 
aforementioned  Indentures  and  the  pres- 
ent value  of  the  coUateral  to  be  deposited 
under  the  New  Indenture  is  stated  to  be 
in  excess  of  the  principal  amoimt  of 
notes  outstanding.  Moreover,  the  value 
of  such  collateral  is  expected  to  increase 
m  the  ordinary  course  as  the  whiskey 
becomes  older.  The  Applicant  is  not  In 
default  under  either  the  1962.  1964  or 
1965  Indenture. 

7.  The  1962.  1964,  and  1965  Indentures 
each  contain  language  following  the  re- 
quirements of  section  310(b)  (1)  of  the 
Act.  The  New  Indenture  contains  the 
same  provision;  but  it  provides  that  such 
provision  is  not  to  become  operative  for 
any  purpose  unless  and  until  the  New 
Indenture  shall  be  qualified  under  the 
Act. 

8.  The  1962.  1964.  and  1965  Indentures 
contain  identical  language  in  subdivision 
(e)  of  section  7.1  thereof  concerning  an 
event  of  default  except  that  In  the  1965 
Note  Indenture  the  words  "any  obligor 
on  the  Notes"  are  substituted  for  the 
words  "the  Company."  The  New  In- 
denture contains  the  same  provision  ex- 
cept that  the  New  Indenture  provides 
that  the  breach  shall  not  be  an  event  of 
default  under  the  New  Indenture  if  such 
breach  is  cured  before  the  other  debt  is 
declared  due  and  payable. 

9.  The  minor  differences  between  the 
1962  Note  Indenture,  the  1964  Note  In- 
denture, and'  the  1965  Note  Indenture 
were  set  forth  in  the  applications  referred 
to  in  paragraphs  2  and  3  supra,  which 
applications  are  incorporated  by  refer- 
ence.     The    New    Indenture    is    sub- 
stantially the  same   as  the   1964.  Note 
Indenture  except  that  the  New  Indenture 
authorizes  the  Issuance  of  printed  notes 
as  well  as  coupon  notes  and  fully  regis- 
tered notes;  it  deletes  the  requirements 
in  section  3.1  for  delivery  to  the  trustee 
prior  to  authentication  of  the  notes  of 
the  written  statement  from  Janes  Smith 
and  Gelger,  the  written  statement  of  the 
accountants  and  the  instrument  contain- 
ing representations  and  warranties  by 
Lester  S.  Abelson  and  Oscar  Oetz  and 
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provides  Instead  for  a  certificate  of  the 
Chairman  of  the  Board  and  President  of 
the  Company;  the  New  Indenture  con- 
tains some  minor  differences  in  the  cove- 
nants contained  in  Article  IV;  the  New- 
Indenture  in  section  5.2  provides  for  ex- 
amination of  Government  reports  with 
respect  to  the  whiskey  to  be  made  under 
the  supervision  of  the  Chairman  of  the 
Board  and  President  of  the  Company 
rather  than  by  an  independent  person: 
tlie  New  Indenture  provides  in  section 
6  8  for  certain  changes  in  procedures  for 
redemption  if  only  printed  notes  are  out- 
standing: the  New  Indenture  deletes 
reference  to  the  "Events  of  Accelera- 
tion" set  forth  in  subsections  <  h  >  and  1 1  > 
of  section  7.1  of  the  1964  Note  Indenture: 
and  the  provisions  contained  in  sectioivs 
8.8  and  9.6.  Article  XI  and  section  12  3 
of  the  New  Indenture  are  to  become  op- 
erative only  upKjn  qualification  of  the 
New  Indenture  under  the  Trust  Inden- 
ture Act,  Other  minor  differences  be- 
tween the  New  Indenture  and  the  Old 
Indentures  include  differences  as  to 
principal  amounts,  dates,  interest  rates, 
redemption  prices,  denominations  and 
interchangeability  of  Notes  and  identity 
of  pledged  whiskey  warehouse  receipts. 

10.  The  trusteeship  of  American  Na- 
tional under  the  New  Indenture  and  the 
Old  Indentures  is  not  so  likely  to  involve 
a  material  conflict  of  interest  as  to  make 
It  necessary  in  the  public  interest  or  for 
the  protection  of  investors  to  disqualify 
American  National  from  acting  as  trustee 
under  any  of  said  Indentures. 

11.  The  Company  proposes  to  issue  and 
sell  the  New  Notes  as  part  of  a  continu- 
ing program  for  the  n  financing  of  its 
whiskey  inventories  during  their  aging 
period.  The  Company  anticipates  that 
pursuant  to  this  program  it  will  issue 
and  sell  additional  series  of  secured  notes 
in  the  future,  each  such  series  to  be 
issued  under  a  separate  indenture  and 
to  be  secured  by  completely  separate  and 
distinct  collateral,  consisting  in  each  case 
of  whiskey  warehouse  receipts.  Because 
of  the  number  of  indentures  which  will 
be  involved,  the  company  believes  that 
this  program  would  be  impractical  and 
overly  expensive,  unless  the  same  trustee 
is  allowed  to  serve  as  such  under  each  of 
the  indentures. 

For  a  more  detailed  statement  of  the 
matters  of  fact  and  law  asserted,  all  per- 
sons are  referred  to  said  application 
which  is  on  file  in  the  oflflces  of  the  Com- 
mission at  425  Second  Street  NW., 
Washington,  D.C. 


Notice  is  further  given,  that  an  order 
granting  the  application  may  be  i.ssued 
by  the  Commission  on  or  at  any  time 
aftt'r  January  11.  1962.  unless  prior 
thereto  a  hearing  upon  tfae  application 
is  ordered  by  the  Commussion.  as  pro- 
vided in  Clause  UP  of  section  310i  bi  1 1  I 
of  the  Act  Any  interested  per.son  may, 
not  later  than  January  9,  1962.  submit 
to  the  Commission,  in  writing,  his  views 
or  any  additional  fact^  bearing  upon  this 
application  or  the  desirability  of  a  hear- 
ing thereon.  Any  such  communication 
or  request  should  be  addressed:  Secre- 
tary, Securities  and  Exchange  Commis- 
sion. 425  Second  Street  NW.,  Washington 
25.  DC  .  and  should  state  briefly  the 
nature  of  the  interest  of  the  person  sub- 
mitting such  information  or  requesting 
a  hearing,  the  reasons  for  such  request, 
and  the  issues  of  fact  and  law  raised  by 
the  application  which  lie  desires  to 
controvert. 


By  the  Commission 

1  SE.^L  1 


Orval  L   DiBois. 

Secretary 
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[File  No    811-1025] 

IOWA   INTERESTS   CORP. 

Notice  of  Filing  of  Application  for 
Order  Declaring  That  Company  Has 
Ceased  To  Be  an  Investment  Com- 
pany 

December  22,  1961. 

Notice  is  hereby  given,  that  Iowa  In- 
terests Corporation  ("Applicant").  616 
Insurance  Exchange  Building.  Des 
Moines.  Iowa,  a  corporation  organized 
under  Delaware  law  and  a  closed-end. 
nondiversified  investment  company  reg- 
istered under  the  Investment  Company 
Act  of  1940  ( 'Act"».  has  filed  an  appli- 
cation pursuant  to  section  8'f>  of  the 
Act  for  an  order  declaring  that  Appli- 
cant has  ceased  to  be  an  investment 
company. 

Applicant  makes  the  following  repre- 
sentations in  its  application: 

On  November  28.  1961,  this  Commis- 
sion issued  an  order  pursuant  to  section 
17 <b)  of  the  Act  exempting  from  the 
provisions  of  section  17(ai  of  the  Act 
the  proposed  consolidation  and  merger 
of  Applicant  with  and  into  International 
Bank  (."International")  (Investment 
Company  Act  Release  No   3370'. 


On  November  29,  1961.  in  effectuation 
of  the  consolidation  agreement  between 
the  companies,  appropriate  documents 
were  filed  with  the  Secretary  of  State 
for  the  State  of  Arizona,  the  state  of 
mcoi-poration  of  International,  and  with 
the  Secretary  of  State  for  the  State  of 
Delaware.  The  con.solidation  of  the  two 
companies  has  been  effected  and  the 
separate  existence  of  Applicant  has 
ceased.  All  securities  issued  by  .Appli- 
cant, of  which  there  were  ten  holder;, 
including  International,  have  been  as- 
signed to  the  Secretary  of  Applicant  for 
his  cancellation,  and  all  of  its  securities 
have  now  been  canceled. 

Section  8tf»  of  the  Act  provides,  in 
relevant  part,  that  whenever  the  Com- 
mission upon  application  finds  that  a 
registered  investment  company  has 
cea.sed  to  be  an  investment  company. 
It  shall  so  declare  by  order,  and  upon 
the  taking  effect  of  such  order  the  regis- 
tration of  such  company  shall  cease  to 
be  in  effect. 

Notice  is  further  given,  that  any  in- 
terested person  may,  not  later  than 
January  8.  1962.  at  5:30  pjn.,  submit  to 
the  Commission  in  writing  a  request  for 
a  hearing  on  the  matter  accompanied 
by  a  statement  as  to  the  nature  of  his 
interest,  the  reason  for  such  request  and 
the  issues  of  fact  or  law  proposed  to 
be  controverted,  or  he  may  request  that 
he  be  notified  if  the  Commission  should 
order  a  hearing  thereon.  Any  such 
communication  should  be  addressed: 
Secretary'.  Securities  and  Exchange 
Commission,  Washington  25,  D.C.  A 
copy  of  such  request  shall  be  served  per- 
sonally or  by  mail  (air  mail  if  the  per- 
son being  served  is  located  more  than 
500  miles  from  the  point  of  mailing ' 
ui>on  applicant.  Proof  of  such  sei-vice 
(by  affidavit  or  in  case  of  an  attorney- 
at-law  by  certificate!  should  be  filed 
contemporaneously  with  the  request.  At 
any  time  after  said  date,  as  provided 
by  Rule  0-5  of  the  rules  and  regulations 
promulgated  under  the  Act,  an  order 
disposing  of  the  application  herein  may 
be  issued  by  the  Commission  up)on  the 
basis  of  the  showing  contained  in  said 
application,  unless  an  order  for  hearing 
upon  said  application  shall  be  issued 
upon  request  or  upon  the  Commission  s 
own  motion. 

By  the  Commission. 


\) 
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Presidential  Documents 

Title  3— THE  PRESIDENT 

Proclamation  3443 

ESTABLISHING  THE   BUCK   ISLAND    REEF    NATIONAL   MONUMENT   IN 
THE  VIRGIN  ISLANDS  OF  THE   UNITED  STATES 

By  the  President  of  the  United  States  of  America 

A  Proclamation 

WJIKKKAS  lUu-k  Itsland,  situatod  oil  the  noitheast  coast  of  St. 
Croix  Island  in  tlie  Virgin  Islands  of  the  I'nited  States,  \vas  included 
in  the  public,  government,  or  crown  lands  ceded  to  the  United  States 
by  Denmark  under  the  convention  entered  into  August  4,  1916,  and 
l)roclaimed  by  the  President  January  2r»,  1917  (;U)  Stat.  170G)  ;  and 

WlIEKExVS  all  property  thus  acquired  by  the  I'nited  States  from 
Denmark,  not  reserved  by  the  United  States  for  public  purposes  prior 
to  June  22,  1937,  was  placed  under  the  control  of  the  (Government  of 
the  Virgin  Islands  by  the  act  of  June  22,  1936,  49  Stat.  1807  (48 
U.S.U.   1405-1405c),  with  the  legal   title  remaining  in  the  United 

States:  and  ,      -,     •     i    - 

AVHEREAS  Buck  Island  was  not  reserved  by  the  United  States 
for  public  purposes  prior  to  June  22,  19;i7,  but  has  been  owned  by 
the  United  States  continuously  since  the  convention  with  Denmark 

in  1916; and 

WHEREAS  Buck  Island  and  its  adjoining  shoals,  roc-ks.  and  under- 
sea coral  reef  formations  possess  one  of  the  iinest  marine  gardens 
in  the  Caribbean  Sea ;  and 

WHEREAS  these  lands  and  their  lelated  features  aie  of  great 
scientific  interest  and  educational  value  to  students  of  the  sea  and* 
to  the  public;  and 

AVHEREAS  this  unique  natural  area  and  the  rare  marine  life 
which  are  dependent  upon  it  are  subject  to  constant  threat  of  com- 
mercial exploitation  and  destruction;  and 

AVHEREAS  the  Advisory  Board  on  National  Parks.  Historic  Sites, 
Buildings  and  Monuments,  established  pursuant  to  the  act  of  Au- 
gust 21,  1935,  49  Stat.  666  (16  U.S.C.  463),  impressed  by  the  calil^or 
and  scientific  importance  of  the  coral  reefs  of  Buck  Island,  has  urged 
their  ]>rompt  protection  to  prevent  further  despoliation:  and 

AVHEREAS  the  Governor  of  the  Virgin  Islands,  under  the  au- 
thority vested  in  him  by  the  legislative  assembly  of  the  Virgin  Islands 
by  an  act  approved  December  5,  1961,  has  relinquished  to  the  Ignited 
States,  for  the  puri>oses  of  facilitating  the  establishment  and  ad- 
ministration of  a  national  monument  for  the  protection  of  the  above- 
mentioned  areas  and  objects  of  historic  and  scientific  interest,  such 
control  as  is  vested  in  the  Government  of  the  Virgin  Islands  by  the 
said  act  of  Congress  dated  June  22,  1936,  over  the  area  hereinafter 
descril)ed;  subject,  however,  to  the  condition  that  the  United  States, 
inchiding  any  agency  or  instrumentality  thereof,  shall  not  adopt  or 
attempt  to  enforce  any  rule,  regulation  or  requirement  liniiting, 
restricting  or  reducing  the  existing  fishing  (including  the  landing  of 
l>oats  and  the  laving  of  fislmots  outside  of  the  marine  garden),  bathing 
or  recreationalpri^'i^^ff^^s  by  inhabitants  of  the  Virgin  Islands,  and 
shall  not  chai;ge  any  fees  for  admission  to  the  area. 

AVHEREAS  it  is  in  the  public  intei-est  to  preserve  tins  area  of 
outstanding  scientific,  aesthetic,  and  educational  importance  for  the 
benefit  and  enjoyment  of  the  ]>eople :  .  ,  ,   , 

NOW,  THEREFORE,  I,  JOHN  F.  KENNEDY,  President  of  the 
United  States  of  America,  under  and  by  virtue  of  the  authority  vested 
in  me  by  section  2  of  the  act  of  June  8,  1906,  34  Stat.  225  (16  I  .S.C  . 
431) .  do  proclaim  that,  subject  to  valid  existing  rights,  there  is  hereby 


X 


31 


32 


THE  PRESIDENT 

reserved  and  set  apart,  as  tl.e  Ruck  Island  Ret'f  National  Monument 
the  are4i  embraced  witlun  lines  drawn  U'tween  the  C(M)rdinates  of  lati- 
tude and  loniTitude  rerited  as  follows: 

nmtHy  10,4.%..  f.^n  to  latitu.Ie  17  =  47'3.."  N.  l..,.«i„„|e  M'^':^''  i^  ^^^^^ 
anproxmiatHy  l.r,(H)  f,vt  to  latitude  17=47T.V  N  .  lonirit.uU.  (J4°;U>'3L"'  w'-  the  v 
u,.,.roXMnately  IJAM)  feet  to  latitude  17- 17'.^.-'  X,.  lo„uitude  .M-{7'l.i"  w''  1 1-  ,e 
approxunately  s.»M)o  feet  to  latitude  17M7':!.V'  X..  lou^itude  .;4°:{,s':{7"  W  a  1 
hen.eappn.x.mately  :{,(.7.-  f.^.f  to  latitude  17M7r,s"  X.  longitude  «i4-;{s' l»r''  w 
the  place  of  beniuiiiiii;.  eiuhia.-JnK  an  ansi  of  .ipproxiiiralely  sr.d  acres. 

WAHMX(J  is  cx|.iv>^Iy  -ivcn  to  ;ili  niiaiKliorizcd  ium-sohs  nut  to 
appropriate,  mjuiv,  iU^^tu^y,  deface,  ..r  ivi.M.ve  anv  feature  of  this 
monument  and  not  to  l.H-ate  <.r  settle  ..p..,.  anv  of  the  lands  re-nerved 
lor  the  monument  hy  this  proclamation. 

The  Secretary  of  the  Interior  shall  have  the  supervision,  mana-e- 
nuMit  ami  control  of  this  monument  as  piovided  ni  thea<t  of  Con.Mvss 
entitled  "An  act  to  e^tal.Ii^h  a  National  I'ark  Servi.e.  and  for  other 
I)ur[)oses,  approved  Au<ru^t  •_':.,  l!»!t;.  ;;!>  .Stat.  :>:>,:,  (  !♦;  CSC  \^:]) 
and  all  acts  ^upplementaiy  thereto  and  aniendat. .IV  thereof-  ProvuhJ 
that  neither  the  Departmet.t  of  the  luterior,  noV  anv  other  a-ency 
or  instrumentality  of  the  Tinted  States.  >hall  a.lopt"  .u'  atfenu.t  to 
enforce  any  rule,  re-ulation  or  re.iuirement  limit in.r.  restricting  or 
reducm^r  the  e.xistin-  tishinj:  (includ.ni:  the  lamlin^r  „f  hoats  ~,nd 
the  laymn:  of  tishpots  outside  of  the  m.-.iine  -arden),  l.athin.'  or 
recreatiorial  privilenre.s  hy  inhal.itanfs  of  the  \-iiirin  Islands,  or  charge 
any  fees  for  admission  to  the  area 

IN  WITNESS   WIIKKKOF,   I    have   hereunto  <et    mv  hand   and 

"""Vwlv   '"^        'V'^  ^'"^  ^  '"^*''^  '"^^^""^  "f  America  to  he  atlixed 

J>n>K    at    the    City    of    Wa>hin::t<.n    this    t  went  v-ei^rhth    dav    of 
December  m   the  year  of  our   Lonl    nineteen    hundred' and 
L»K\i.|      MXty-one.   and    of   the    Iiidependen. v   of   the    Cnited    St.ites 
(»f  America  the  one  Imndieil   and  citrht  v-.-ixf  h. 

i.    ,11,      •  ]  doiiN  V .  Kknnkdv 

J\v  tlie  r resident : 

Df.an-  RrsK. 

Sn',->  tin-y  nj  Sfiif, . 

[F.K.  Doc  .;•_•  i.v_';  Filed. . I;, ,1  :.'.  i:h;j;  t    ■.upm  | 


Executive   Order   10983 

DESIGNATING  THE  CARIBBEAN  ORGANIZATION  AS  A  PUBLIC 
INTERNATIONAL  ORGANIZATION  ENTITLED  TO  ENJOY  CERTAIN 
PRIVILEGES,   EXEMPTIONS,   AND   IMMUNITIES  CERTAIN 

Hy  virtue  of  the  authority  feste.l  in  me  l.v  .^e^tion   1  of  the   Inier 
national  Organizations  Immunities  Act,  app-.o\ed   December  •">    I'M'. 
(^!)  >Ut  JU;i.;  ^2  rS.C.  ^^s)    and  by  the  joint  re.olutn.n  of  .Fuiie  ■;;.!. 
l.'M,  ...  .Stat.  1!>I.  I  hereby  desi^rnate  the  Caiibb,.an  ( )r-ani/at  ion  as 


a  public  intermitional  or-'anizat  ion  entitle. I  to  eiijov  th.*-  privile-es^ 
exemptums,  aii.l  nnmunities  conferred  bv  tla-  .sild  Internal  i.mal 
v^r^'anizations  Immunities  Act. 

ibli.'   in- 
is  not 


Ihe  desiirnation  of  the  alM)ve  name.l  or^-.ni/al  ion   as  a  pul 
ternational  orpni/.ation   within  the  m.-anin-  .,f  the  .said   Act    ,-  ,mm 
intended  to  abrid^r,.  i„   ,,,,,.  ,.,,,,„,.,    ,„,vih-es,  exemprt..ns,  and   im- 
nninities  to  whnh  such  international  ori:anizati..n  mav  otherwi^'  be 
or  UH'ome  entitled.  ' 

This  order  revokes  Executive  Order  No.  l(HH.^,,f  Decemln'r  ;'.0   104^ 
to  the  extent  that  sUch  order  relates  to  the  Caribbean  Commission.' 


Tmk  A\'inrK   IIoi  sK. 

I>>remJMv.'>0,  lf)(;i 


.b'li.v   V.  Kkwf.dv 
[F.U.  I)..c  (;2-14!>;I'^led,  Jau   2.  1!M;l' ;  .1 : 1 J  p.m  ] 
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Rules  and  Regulations 


Title  26— INTERNAL  REVENUE 

Chapter  I — Internal  Revenue  Service, 
Department  of  the  Treasury 

SUBCHAPTER   A— INCOME   TAX 

(TD.  6587] 

PART  1— INCOME  TAX;  TAXABLE 
YEARS  BEGINNING  AFTER  DECEM- 
BER 31,   1953 


Distribution  Pursuant  to  Bank  Holding 
Company   Act  of   1956 

On  January  20,  1961,  notice  of  pro- 
posed rule  making  with  respect  to  sec- 
tions 1101,  1102,  and  1103  of  the  Internal 
Revenue  Code  of  1954,  as  added  by  the 
Bank  Holding  Company  Act  of  1956  (70 
Stat.  139)  was  published  in  the  Federal 
Register  (26  F.R.  615>.  The  regulations 
as  proposed  are  hereby  adopted,  subject 
to  the  following  changes: 

Paragraph  1.  Paragraph  (b)(7)  of 
§  1  1101-3  is  deleted. 

Par.  2.  Section  1.1101-4  is  revised. 

I  SEAL  1  Mortimer  M.  Caplin, 

Commissioner  of  Internal  Revenue. 

Approved:    December  26,  1961. 

Stanley  S.  Surrey, 

Assistant  Secretary  of  the 
Treasury. 

The  following  regulations  relating  to 
distributions  by  qualified  bank  holding 
corporations  are  hereby  prescribed  under 
sections  1101.  1102,  and  1103  of  the  In- 
ternal Revenue  Code  of  1954,  as  added 
by  section  Ida)  of  the  Bank  Holding 
Company  Act  of  1956  (70  Stat.  133.  139) : 

DisTRiBiTioNS  Pursuant  to  Bank  HOLDtNC 
COMPANY    Act  of   1956 

Sec 

1  1101  Statutory  provisions;  dlstributlonB 

pursuant  to  Bank  Holding  Com- 
pany Act  of   1956. 

1  1101    1     In  general.  ' 

1  1101-2     Certification  by  Board. 

11101-3     Tax  avoidance. 

1  1101-4  Records  to  be  kept  and  lnforma> 
tiun  to  be  filed  with  returns. 

1  1102  Statutory  provisions;  distributions 
pursuant  to  Bank  Holding  Com- 
pany Act  of  1956;   special  rules. 

1  1102  1  Basis  of  property  acquired  In  dis- 
tributions by  qualified  bank 
holding   corporations. 

1  1 102  2  Filing  of  notification  under  section 
1102(b)  by  qualified  bank  hold- 
ing corporations. 

1  1102  3  Allocation  of  earnings  and  profits 
in  certain  distributions  by  quali- 
fied bank  holding  cori>oratlons. 

1  1103  Statutory  provisions;  distributions 
pursuant  to  Bank  Holding  Com- 
pany Act  of  1956;  definitions. 

AuTuoaiTY:  {{  1.1101  to  1.1103  Issued  under 
sec.  7805,  Internal  Revenue  Code  of  1054;  68A 
Stat    917;  26  U.8  C.  7805. 


Distributions  Pursuant  to  Bank  Hold- 
ing Company  Act  of  1956 

§  1.1101  Statutory  provisions;  distribu- 
tions pursuant  to  Bank  Holding  Com- 
pany Act  of  1956. 

Sic.  1101.  Distributions  pursuant  to  Bank 
Holding  Company  Act  of  1956 — (a)  Distribu- 
tions of  certain  Tion-banking  property — (1) 
Distributions  of  prohibited  property.     If — 

(A)  A  qualified  bank  holding  corporation 
distributes  proliibited  property  (other  than 
stock  received  in  an  exchange  to  which  sub- 
section (c)(2)   applies)  — 

(1)  To  a  shareholder  (with  respect  to  Its 
stock  held  by  such  shareholder),  without 
the  surrender  by  such  shareholder  of  stock 
In  such  corporation;  or 

(II)  To  a  sliareholder,  in  exchange  for  its 
preferred  stock;  or 

(III)  To  a  security  holder,  in  exchange  for 
Its  securities;  and 

(B)  The  Board  has,  before  the  distribu- 
tion, certified  that  the  distribution  of  such 
proliibited  property  is  necessary  or  appro- 
priate to  effectuate  section  4  of  the  Bank 
Holding  Company  Act  of  1956, 

then  no  gain  to  the  shareholder  or  security 
holder  from  the  receipt  of  such  property 
shall  be  recc^nlzed. 

(2)  Distributions  of  stock  and  securities 
received  in  an  exchange  to  rchich  subsection 
(c){2)   applies.     If— 

(A)  A  qualified  bank  holding  corporation 
distributes — 

(i)  Common  stock  received  in  an  ex- 
change to  which  subsection  (c)(2)  applies 
to  a  shareholder  (with  respect  to  its  stock 
held  by  such  tiiareholder) ,  without  the  sur- 
render by  such  shareholder  of  stock  In  such 
corporation;  or 

(11)  Conunon  stock  received  in  an  ex- 
change to  which  subsection  (c)(2)  applies 
to  a  shareholder,  in  exchange  for  its  com- 
mon stock;  or 

(iii)  Preferred  stock  or  common  stock  re- 
ceived in  an  excliange  to  which  subsection 
(c)  (2)  applies  to  a  shareholder,  in  exchange 
for  its  preferred  stock;  or 

(iv)  Securities  or  preferred  or  common 
stock  received  in  an  exchange  to  which  sub- 
section (c)(2)  applies  to  a  security  holder, 
in  exchange  for  its  securities;   and 

(B)  Any  preferred  stock  received  has  sub- 
stantially the  same  terms  as  the  preferred 
stock  exchanged,  and  any  securities  received 
^ave  sul>stantially  the  same  terms  as  the 
securities  exchanged, 

then,  except  as  provided  in  subsection  (f). 
no  gain  to  the  shareholder  or  security  holder 
from  the  receipt  of  such  stock  or  such  se- 
curities or  such  stock  and  securities  shall 
be  recognized. 

(3)  Non  pro  rata  distributions.  Para- 
graplis  (1)  and  (2)  shall  apply  to  a  distribu- 
tion whether  or  not  the  distribution  Is  pro 
rata  with  respect  to  all  of  the  shareholders 
of  the  distributing  qualified  bank  holding 
corporation. 

(4)  Exception.  This  subsection  shall  not 
apply  to  any  distribution  by  a  corporation 
which  has  made  any  distribution  pursuant 
to  subsection  (b). 

(5)  Distributions  involving  gift  or  com- 
pensation. In  the  case  of  a  distribution  to 
which  paragraph  (1)  or  (2)  applies,  but 
wkicb— 

(A)  Results  in  a  gift,  see  section  2501,  and 
foUowing,  or 

(B)  Has  the  effect  of  the  payment  of  com- 
pensation, see  section  61(a)(1). 


(b)  Corporation  ceasing  to  be  a  bank  hold- 
ing company — (1)  Distributions  of  property 
which  cause  a  corporation  to  be  a  bank 
holding  company^     If — 

(A)  A  qualified  bank  holding  corporation 
distributes  property  (other  than  stock  re- 
ceived In  an  exchange  to  which  subsection 
(c)  (3)  applies)  — 

(1)  To  a  shareholder  (with  respect  to  its 
stock  held  by  such  shareholder) ,  without  the 
surrender  by  such  shareholder  of  stock  In 
such  corporation;  or 

(ii)  To  a  shareholder,  in  exchange  for  its 
preferred  stock;   or 

(iii)  To  a  security  holder.  In  exchange 
for  Its  securities;  and 

(B)  The  Board  has,  before  the  distribution, 
certified  that — 

(1)  Such  property  is  all  or  part  of  the 
property  by  reason  of  which  such  corporation 
controls  (within  the  meaning  of  section  2 
(a)  of  the  Bank  Holding  Company  Act  of 
1956)  a  bank  or  bank  holding  company,  or 
such  property  is  part  of  the  property  by 
reason  of  which  such  corporation  did  control 
a  bank  or  a  bank  holding  company  before 
any  property  of  the  same  kind  was  distrib- 
uted under  this  subsection  or  exchanged 
under  subsection  (c)(3);  and 

(11)  The  distribution  Is  necessary  or  ap- 
propriate to  effectuate  the  policies  of  such 
Act, 

then  no  gain  to  the  shareholder  or  security 
holder  from  the  receipt  of  such  property 
shall  be  recognized. 

(2)  Distributions  of  stock  and  securities 
received  in  an  exchange  to  which  subsection 
(c)  (3)  applies.    If — 

(A)  A  qualified  bank  holding  corporation 
distributes — 

(i)  Common  stock  received  in  an  exchange 
to  which  subsection  (c)(3)  applies  to  a 
shareholder  (with  respect  to  its  stock  held 
by  such  shareholder),  without  the  surrender 
by  such  shareholder  of  stock  In  such  cor- 
poration; or 

(ii)  Common  stock  received  In  an  ex- 
change to  which  subsection  (c)(3)  applies 
to  a  shareholder,  in  exchange  for  its  common 
stock;  or 

(iii)  Preferred  stock  or  common  stock  re- 
ceived in  an  exchange  to  which  subsection 
(c)  (3)  applies  to  a  shareholder,  in  exchange 
for  its  preferred  stock;  or 

(iv)  Securities  or  preferred  or  common 
stock  received  In  an  exchange  to  which  sub- 
section (c)(3)  applies  to  a  security  holder. 
in  exchange  for  Its  securities;  and 

(B)  Any  preferred  stock  received  has  sub- 
stantially the  same  terms  as  the  preferred 
stock  exchanged,  and  any  securities  received 
have  substantially  the  same  terms  as  the 
securities   exchanged, 

then,  except  as  provided  in  subsection  (f), 
no  gain  to  the  shareholder  or  security  holder 
from  the  receipt  of  such  stock  or  such  securi- 
ties or  such  stock  and  securities  shall  be 
recognized. 

(3)  Noil  pro  rata  distributions.  Para- 
graphs (1)  and  (2)  shall  apply  to  a  distribu- 
tion whether  or  not  the  distribution  Is  pro 
rata  with  respect  to  all  of  the  shareholders 
of  the  distributing  qualified  bank  holding 
corporation. 

(4)  Exception.  This  subsection  shall  not 
apply  to  any  distribution  by  a  corporation 
which  has  made  any  distribution  piursuant 
to  subsection  (a). 

(6)  Dtsfrtbuttons  involving  gift  or  com- 
pensation. In  the  case  of  a  distribution  to 
which  paragraph  (1)  or  (2)  applies,  but 
which — 
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(A)   Results   In   a   gift,   see   section    2501, 
aiid   following,  or 

(B)    Has    the    effect    of    the    payment    of 
compensaUon.  see  section  ai(a)il). 

(c)  Property  acquired  after  May  IS.  1955 — 
(11  In  general.  Except  as  provided  In  para- 
graphs (2)  and  (3).  subsection  (a;  or  ;b) 
shall  not  apply  to — 

(A)    Any  property  acquired  by  the  distrib- 
uting corporation  after  May  15,  1955,  unless 
Ui    gain    to   such   corporation   with   respect 
to  the  receipt  of  such  property  was  not  rec- 
ognized by  reason  of  subsection   (a)   or  ib). 
or   1 11 )   such  property  was  received  by  It  in 
exchange  for  all  of  Its  stock  In  an  exchange 
to   which   paragraph    (St    or    (3)    applies,   or 
(111)     such    property    waa    acquired    by    the 
distributing    corporation     in    a    transaction 
in    which    gaia    was    not    recognized    under 
section  305(a)   or  section  332.  or  under  sec- 
tion   354    with    respect    to    a    reorganization 
described  In  section  368(a(  ( 1)   (E)  or  (F).ur 
(Bi    Any  property  which  was  acquired  by 
the  distributing  corporation  in  a  distribution 
with  respect  to  stock  acquired  by  such  corpo- 
ration after  May  15,  1955.  unless  such  stock 
was  acquired  by  such  corporation    id    in  a 
distribution   (with  respect  to  stock  held  by 
It  on  May  15,  1956.  or  with  respect  to  stock  In 
respect  of  which  all  previous  applications  of 
this  clause    are    satisfied)     with    respect    to 
which    gain    to    it    was    not    recognized    by 
reason  of  subsection    (a)    or   (b(.  or   liii    in 
exchange  for  all  of  Its  stock  In  an  exchange 
to  which  paragraph    (2)    or    (3)    applies,   or 
(ill)  in  a  transaction  in  which  gain  was  not 
recognized   under  section  305(a)    or  section 
332.  or  under  section  354  with  respect  to  a 
reorganization  described  in  section  368(a)  1 1 ) 
<E)  or  (F),  or 

(C)  Any  property  acquired  by  the  dis- 
tributing corporation  in  a  transaction  in 
which  gain  waa  not  recognized  under  section 
332,  unless  such  property  was  acquired  from 
a  corporation  which,  if  it  had  been  a  qualified 
bank  holding  corporation,  could  have  dis- 
tributed such  property  under  subsection  (a) 
( 1 )  or  ( b )  (1 1 . 

(2)    Exchanges  involving  prohtbittd   praj}- 
erty.    If— 

(A)  Any  qualified  bank  holding  corpora- 
tion exchanges  (1)  property,  which,  under 
subsection ( a)  (1).  such  corporation  could 
diatrlbute  directly  to  its  shareholders  or  se- 
curity holders  without  the  recognition  of 
gain  to  such  shareholders  or  security  holders, 
and  other  property  (except  property  de- 
scribed in  subsection  (b)(1)  (B)(1)  ).  for  (li( 
all  of  the  stock  of  a  second  corporation 
created  and  availed  of  solely  for  the  purpose 
of  receiving  such  property; 

(B)  Immediately  after  the  exchange  the 
qualified  bank  holding  corporation  distrib- 
utes all  of  such  stock  In  a  manner  pre- 
scribed In  subsection   (a)(2)(A):  and 

(C)  Before  such  exchange,  the  Board  has 
certified  (with  respect  to  the  property  ex- 
changed which  consists  of  property  which 
under  subsection  (a)(1).  such  corporation 
could  distribute  directly  to  its  shareholders 
or  security  holders  without  the  recognition 
of  gain)  that  the  exchange  and  distribution 
are  necessary  or  appropriate  to  effectuate 
section  4  of  the  Bank  Holding  Company  Act 
of  1956. 


RULES  AND  REGULATIONS 

(B»  Immediately  after  the  exchange,  the 
qualified  bank  holding  corporation  distrib- 
utes all  of  such  stock  In  a  manner  prescribed 
in  subsection    ib)(2KA);   and 

(C)  Before  such  exchange,  the  Board  has 
certified  (with  respect  to  the  properly  ex- 
changed which  consists  of  property  which, 
under  subsection  (b)(1).  such  corporation 
could  distribute  directly  to  its  shareholders 
or  security  holders  without  the  recognition 
of  gain)    that — 

(I  I  Such  property  is  all  or  part  of  the 
property  by  reason  of  which  such  corpora- 
tion controls  (within  the  meaning  of  section 
2iai  of  the  Bank  Holding  Company  Act  of 
l!J56)  a  bank  or  b.vnlc  holding  company,  or 
such  property  Is  part  of  the  property  by 
reason  of  which  such  corporation  did  con- 
trol a  b;ink  or  a  bank  holding  conipaiiy  be- 
fore any  property  of  the  s.ime  kind  w.i.s 
distributed  under  subsection  ibiil*  or  ex- 
changed  under  this  p.iragriph.   and 

111)  The  exchange  and  distribution  are 
necessary  or  appropriate  to  clTcctuato  t  he 
policies  of  such  Act, 


then    paragraph    d)    shall    not    apply    with 
respect  to  such  distribution 

(3)   Exchanges      involving      mtereata      m 
bank.i.     If — 

(A)  Any  qualified  bank  holding  corpora- 
Uon  exchanges  (l)  property  which,  under 
•ubsectlon  (b)(1),  such  corporation  could 
distribute  directly  to  ita  shareholders  or  se- 
curity holders  without  the  recognition  of 
gain  to  such  shareholders  or  security  holders. 
and  other  property  (except  prohibited  prop- 
erty), ror  (U)  all  of  the  stock  of  a  second 
corporation  created  and  availed  of  solely  for 
the  purpose  of  receiving  such  property; 


then  paragraph   il»   shall  not  apply  witli  re- 
spect  to  such   distribution 

Id)  Dtstributiont  to  aiout  Federal  mcomr 
tas — 111  Prohibited  property  Subsection 
(a)  shall  not  apply  to  a  distribution  if.  in 
connection  with  such  distribution,  the  dis- 
tributing corporation  retains,  or  transfers 
after  May  15,  1955.  to  any  corporation,  prop- 
erty (Other  than  prohibited  property  i  as  part 
of  a  plan  one  of  the  principal  purposes  of 
which  is  the  distribution  of  the  earnings  and 
profits  of  any  corporation 

|2)  Blinking  property  Subsection  (b) 
shall  not  apply  to  a  distribution  If,  in  con- 
nection with  such  distribution,  the  distrib- 
uting corporation  retains,  or  transfers  after 
May  15.  1955.  to  any  corporation,  property 
(Other  than  property  described  in  subsection 
lb)  (  1)  iB)  il)  )  as  part  of  a  plan  one  of  the 
principal  purposes  of  which  Is  the  distribu- 
tion of  the  earnings  and  profits  of  any  cor- 
poration 

(3i  Certain  contributions  to  capital  In 
the  case  of  a  distribution  a  portion  of  which 
Is  attributable  to  a  transfer  which  Is  a 
contribution  to  the  capital  of  a  corporation, 
made  after  May  15,  1955.  and  prior  to  the 
date  of  the  enactment  of  this  part,  if  sub- 
section lai  or  (b)  would  apply  to  such  dis- 
tribution but  for  the  fact  that,  under  para- 
graph (1)  or  1 2)  I  as  the  case  may  bei  of 
this  subsection,  such  contribution  to  capi- 
tal Is  part  of  a  plan  one  of  the  principal 
purposes  of  which  is  to  distribute  the  earn- 
ings and  proflta  of  any  corporation,  then, 
notwithstanding  paragraph  d)  or  (2i,  sub- 
section lai  or  (bi  (OS  the  case  may  be)  shall 
apply  to  that  portion  of  such  distribution 
not  attributable  to  such  contribution  to 
capital,  and  shall  not  apply  to  that  portion 
of  such  distribution  attributable  to  such 
contribution  to  capital. 

(e)  Final  certiftcation~{  I )  For  subsec- 
tion 10).  Subsection  (a)  shall  not  apply 
with  respect  to  any  distribution  by  a  cor- 
poration unless  the  Board  certifies  that, 
before  the  expiration  of  the  period  per- 
mitted under  section  4(ai  of  the  Bank 
Holding  Company  Act  of  1956  i  Including  any 
extensions  thereof  granted  to  such  corpora- 
tion under  section  4iai  ),  the  corporation  has 
dL-jposed  of  all  the  property  the  disposition 
of  which  is  necessary  or  appropriate  to  ef- 
fectuate section  4  of  such  Act  lor  would 
have  been  so  necessary  or  appropriate  if  the 
corporation  had  continued  to  be  a  bank 
holding  company). 

(2)  For  subsection  (b)— (A)  Subsection 
(b)  shall  not  apply  with  respect  to  any  dis- 
tribution by  any  corporation  unless  the 
Board  certifies  that,  before  the  expiration 
of  the  period  specified  In  subparagraph  (B), 
the  corporation  has  ceased  to  be  a  bank 
holding  company. 


(B)  The  period  referred  to  In  subpara- 
graph (A)  is  the  period  which  expires  2 
years  after  the  date  of  the'  enactment  of 
this  part  or  2  years  after  the  date  on  which 
the  corporation  becomes  a  bank  holding  com- 
pany, whichever  date  Is  later.  The  Board 
Is  authorized,  on  application  by  any  cor- 
poration, to  extend  such  period  from  time 
to  time  with  respect  to  such  corporation 
for  not  more  than  one  year  at  a  time  if.  in 
its  Judgment,  such  an  exten.slon  would  not 
be  detrimental  to  the  public  Interest:  ex- 
cept that  such  period  may  not  in  any  case 
be  extended  beyond  the  date  5  years  after 
the  date  of  the  enactment  of  this  part  or  5 
years  after  the  date  on  which  the  corpora- 
lion  becomes  a  bank  holding  company, 
whichever  d.ilc  i.s  later 

If  I  Cettain  exchanges  of  •jcriinf  i«'.^  In 
the  case  of  an  exchange  described  In  sub- 
section lauaiiAiilv)  or  subsection  ib)i:.!i 
lAidvi,  subsection  (a)  or  subsection  (hi 
(;is  the  case  may  be»  shall  apply  only  to 
the  extent  that  the  principal  amount  of  the 
securities  received  does  not  exceed  the  prin- 
cipal amount  of  the  securities  exchanged 

I  Sec     1101    as    added    by    sec     lOiai.    Bank 
Holding  Company   Act    1956    (70  Stat     139)) 

§  l.nOl-I       In    ernorul. 

The   Bank   Holding   Company  Act  of 
1956  .12  US.C.  ch.  17)  requires,  in  cer- 
tain cases,  the  .separation  of  interests  in 
nonbankinn  businesses  held  by  a  bank 
holding  company,  as  defined  in  section 
21  a)    of   the   Act    a2    U.S.C.    1841(a)  », 
from  its  interests  in  banking  and  closely 
related  businesses.     In  order  to  facilitate 
such  separation,  part  VIII  (section  1101 
and  following),  subchapter  O.  chapter 
1  of  the  Code,  provides,  to  a  limited  ex- 
tent, for  the  nonrecognition  of  gain  on 
the  receipt,  by  shareholders  or  security 
holders  of  a  qualified  bank  holding  cor- 
poration,  of   property  distributed   pur- 
suant to  a  certification  by  the  Board  of 
Governors  of  the  Federal  Reserve  Sys- 
tem that  such  distribution  is  necessary 
or  appropriate  to  effectuate  the  policies 
of  the  Act.     The  provisions  of  such  part 
VIII  of  subchapter  O  supersede  other 
provisions  of  chapter  1  of  the  Code  only 
to  the  extent   that  such  provisions   of 
part  VIII  specifically  apply  to  a  trans- 
action and.  where  they  are  not  appli- 
cable, do  not  prevent  the  application  of 
any  other  provisions  of  law  under  which 
nonrecognition  of  gain  may  occur.     For 
example,  a  bank  holding  company  may 
retain,  under  section  4<c)  i5)  of  the  Act 
•12  U.S.C.  1843(c)  i5>).  up  to  five  per- 
cent of  the  voting  stock  of  another  com- 
pany.    In  such  a  case,  a  distribution  of 
all   the  stock  of  such   other  company 
pursuant  to  a  certification  by  the  Board 
would  result  in  nonrecognition  of  gain 
under  section  1101  as  to  only  95  percent 
of  such  distribution.     However,  assum- 
ing the  distribution  is  one  that  qualifies 
for  nonrecognition  of  gain  under  section 
355.  relating  to  distribution  of  stock  and 
securities  of  a  controlled  corporation,  as 
well  as  under  section  1101.  nonrecogni- 
tion of  gain  may  be  obtained  under  sec- 
tion 355  with  respect  to  the  five  percent 
not  qualifying  for  nonrecognition  under 
section  1101.    Further,  the  provisions  of 
such  part  VIII  of  subchapter  O  do  not 
provide  for  nonrecognition  of  gain  to  the 
distributing  bank  holding  company.    Ac- 
cordingly, gain  will  be  recognized  to  the 
distributing  corporation  In  appropriate 
cases.    Por  example,  If  a  bank  holding 
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company.  In  a  distribution  qualifying 
under  section  1101,  distributes  install- 
ment obligations,  LIFO  inventory,  or 
property  subject  to  a  liability  in  excess 
of  its  adjusted  basis,  gain  may  be  reoog- 
ni/ed  to  the  corporation  under  section 
453'd)  or  section  311.  If,  pursuant  to 
.motion  liono  (2)  or  1101(c)  (3),  a  bank 
holding  company  places  the  property  to 
be  disposed  of  in  a  newly  created  cor- 
poration in  exchange  for  all  its  stock 
which  is  then  distributed  by  the  bank 
holding  company  to  its  shareholders,  the 
(xtent.  if  any,  to  which  gain  will  be 
it'cosnized  to  the  bank  holding  company 
on  cither  the  exchange  or  the  subsequent 
distribution  is  not  affected  by  such  part 
VIII  of  subchapter  O  and  must  be  deter- 
mined under  other  provisions  of  the  In- 
ternal Revenue  Code.  For  example,  if 
the  conditions  of  section  351  are  satisfied, 
the  exchange  of  property  for  stock  will 
result  in  nonrecognition  of  gain  to  the 
bank  holding  company  under  that 
section. 

§  1.1 101-2      Ct-rlirualioii  hy  Board. 

•  a)  Requirement  of  certification.  Part 
VIII  (section  1101  and  following),  sub- 
chapter O.  chapter  1  of  the  Code,  is  ap- 
plicable only  with  respect  to  distribu- 
tions and  exchanges  by  a  qualified  bank 
holding  corporation  as  defined  in  section 
11 03  •  b ) .  A  bank  holding  company  shall 
be  treated  as  a  qualified  bank  holding 
corporation  only  if  the  Board  of  Oov- 
cinors  of  the  Federal  Reserve  System 
i.ssues  a  certification  that  the  company 
satisfies  the  requirements  of  section  1103 
•  b'.     (See  12  CFR  222.5(c).) 

(b>  Nonrecognition  of  gain.  Distri- 
butions of  property  (other  than  stock 
and  securities  in  a  corporation  created 
in  accordance  with  the  provisions  of  sec- 
tion 1101  (c)  (2)  or  (c)  (3) )  will  not  re- 
sult in  nonrecognition  of  gain  to  the 
shareholders  and  security  holders  of  a 
bank  holding  company  under  section 
1101  <a>(l>  or  (b)(1)  unless,  before  the 
distribution,  the  Board  has  issued  a  cer- 
tification pursuant  to  section  1101 
(a)(1)(B)  or  (b)(1)(B).  whichever  is 
applicable.  Distributions  of  stock  and 
securities  in  a  corporation  created  In 
accordance  with  section  1101  (c)(2)  or 
(c)(3)  will  not  result  in  nonrecognition 
of  gain  to  the  shareholders  and  security 
holders  of  a  bank  holding  company  un- 
der section  1101  (a)(2)  or  (b)(2)  unless, 
before  the  exchange  described  in  section 
1101  (c)(2)(A)  or  (c)  (3)  (A),  the  Board 
has  issued  a  certification  pursuant  to 
.section  1101  (c)(2)(C)  or  (c)(3)(C). 
whichever  Is  applicable.  Further,  unless 
a  final  certification  is  also  made  by  the 
Board  In  accordance  with  section  1101 
'c),  section  1101  (a)  or  (b)  will  not 
apply  to  any  distribution  made  by  a  bank 
holding  company.  Provisionally,  how- 
over,  pending  the  issuance  of  such  final 
certification,  section  1101  (a)  or  (b)  shall 
be  deemed  applicable  to  distributions 
otherwise  qualifying  under  such  part 
VIII  of  subchapter  O  which  are  made 
within  the  period  described  in  section 
1101  (e)(1)  or  (e)(2)(B),  whichever  Is 
applicable. 

(C)  Limitations.  The  period  of  limi- 
tations in  section  6501  with  respect  to 
any  deficiency  resulting  solely  from  the 
receipt   by    a  shareholder   or    Security 
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holder  of  property,  in  a  distribution  cer- 
tified by  the  Board  in  accordance  with 
secUon  1101  (a)(1)(B),  (b)(1)(B). 
(c)(2)(C).  or  (c)(3)(C),  shall  not  ex- 
pire prior  to  the  period  prescribed  in 
section  1102(b),  notwithstanding  that 
the  shareholder  or  security  holder  relied 
on  a  provision  of  law  other  than  section 
1101  (a)  or  (b) ,  for  example  section  355, 
to  obtain  nonrecognition  of  gain  on  the 
distribution.     (See  §,1.1102-2.) 

§  1.1101—3      Tax   avoidance. 

(a)  Recognition  of  gain.  Irrespective 
of  whether  the  transaction  meets  the 
other  requirements  of  sections  1101, 
1102,  and  1103,  a  distribution  will  not 
qualify  for  nonrecognition  of  gain  pur- 
suant to  the  provisions  of  section  1101 
if,  in  connection  with  such  distribution, 
the  distributing  corporation  retains,  or 
transfers  to  any  corporation  after  May 
15.  1955.  property  pursuant  to  a  plan 
one  of  the  principal  purposes  of  which 
is  the  distribution  of  earnings  and  prof- 
its of  a  corporation  so  as  to  avoid  the 
Federal  income  tax  on  dividends.  A  cer- 
tification that  a  particular  distribution 
of  property  is  necessary  or  appropriate 
in  order  to  compls^  with  the  Bank  Hold- 
ing Company  Act  of  1956  (12  U.S.C.  ch. 
17)  shall  not  be  considered  as  permitting 
nonrecognition  of  gain  where 'such  dis- 
tribution is  a  part  of  a  plan  to  distribute 
earnings  and  profits  in  avoidance  of  the 
Federal  income  tax  on  dividends. 

(b)  Continuity  and  other  factors. 
Section  1101  contemplates  a  continuity 
of  the  enterprise  as  modified  and  a  con- 
tinuity of  interest  in  all  or  part  of  the 
property  received  or  retained  on  the 
part  of  those  who,  directly  or  indirectly, 
were  the  owners  of  the  enterprise 
prior  to  the  distribution  or  exchange. 
Whether  or  not  a  distribution  is  made 
under  section  1101  in  such  a  manner 
as  to  be  in  avoidance  of  Federal  income 
tax  is  a  question  to  be  decided  in  the 
light  of  all  the  facts  and  circumstances 
surroimding  the  transaction.  Some  of 
the  factors  which  may  evidence  a  tax 
avoidance  plan  in  appropriate  circum- 
stsuices  are  the  following: 

(DA  company  making  acquisitions  of 
property  shortly  before  May  15,  1955,  in 
anticipation  of  the  legislation  in  order 
to  qualify  under  the  Bank  Holding  Com- 
pany Act  of  1956. 

(2)  A  greatly  disproportionate  shift  to 
banking  or  nonbanking  assets  shortly 
before  or  after  May  15,  1955,  from  the 
normal  course  of  holdings  or  any  un- 
usual shift  within  such  groups  of  assets 
that  is -inconsistent  with  prior  holdings, 
particularly  if  made  to  such  assets  that 
are  or  may  be  more  readily  marketable. 

(3)  A  separation  of  assets,  the  acqui- 
sition of  which  was  substantially  financed 
out  of  the  earnings  of  particular  prop- 
erties, from  such  properties  (whether  or 
not  such  properties  are  retained) ,  par- 
ticularly where  said  assets  are  in  the 
form  of  cash  or  highly  marketable  se- 
curities, stocks,  or  other  investments, 
and  where  such  separation  is  not  neces- 
sary or  appropriate  to  effectuate  the 
policiei  of  the  Bank  Holding  Company 
Act  Of  1956. 

(4)  A  transfer  of  "other  property"  in 
an  exchange  described  in  section  1101 
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(c)(2)  or  (c)(3),  which  property  is 
greater  in  amount  than  that  reasonably 
required  by  the  newly  created  corpora- 
tion for  its  working  capital  or  is  dispro- 
portionate to  or  inconsistent  with  the 
holding  operations  previously  engaged  in. 

(5)  An  indication  that  a  liquidation  of 
either  of  the  corporations  separated  pur- 
suant to  section  1101(c)(2)  or  1101(c) 
(3)  is  contemplated  or  that  dominant 
shareholders  thereof  intended  to  sell  the 
stock  received  or  retained. 

(6)  An  indication  that  dominant 
shareholders  contemplated  the  sale  of 
property  distributed  directly. 

A  shift  of  assets  to  a  corporation  to 
be  separated  will  not  in  itself  establish 
a  plan  to  avoid  tax  if  such  action  is 
consistent  with  the  holding  operations 
previously  engaged  in  and  in  conformity 
with  good  business  practice.  Similiarly, 
a  reasonable  transfer  of  cash  and  securi- 
ties to  a  corporation  availed  of  under 
section  HOKc)  (2)  or  llOKc)  (3)  for  the 
reasonable  working  capital  needs  of  a 
newly  organized  corporation  will  not,  by 
itself,  establish  an  attempt  to  distribute 
earnings  and  profits.  Where  it  Is  es- 
tablished that  a  contribution  to  capital 
was  made  after  May  15,  1955,  and  prior 
to  the  enactment  of  the  Bank  Holding 
Company  Act  of  1956  with  one  of  the 
principal  purposes  of  distributing  earn- 
ings and  profits  of  any  corporation,  such 
action  will  not  in  itself  cause  the  pro- 
portionate remainder  of  a  distribution 
to  fail  to  qualify  for  treatment  under 
section  1101.     (See  section  1101(d)  C3).) 

§  1.1101-4      Records  to  be  krpt  and  in- 
formation to  be  filed  with  returnii. 

Each  stock  or  security  holder  who  re- 
ceives stock  or  securities  or  other  prop- 
erty upon  a  distribution  made  by  a 
qualified  bank  holding  corporation  imder 
section  1101  shall  maintain  records  of, 
and  file  as  a  part  of  his  income  tax  re- 
turn for  the  taxable  year  in  which  such 
distribution  is  received  a  complete  state- 
ment of.  all  facts  pertinent  to  the  non- 
recognition  of  gain  upon  such  distribu- 
tion, including — 

(a)  Name  and  address  of  the  coipo- 
ration  from  which  the  distribution  is 
received;  the  date  the  distribution  is  re- 
ceived; and  that  the  distribution  was 
made  pursuant  to  the  Bank  Holding 
Company  Act  of  1956. 

(b)  A  statement  of  the  name  or  desig- 
nation, type,  class,  number,  and  fair 
market  value  on  the  date  of  receipt  of 
the  stock  or  securities  or  other  property 
received  upon  the  distribution  and  a  rec- 
ord of  the  disposition  made  thereof,  or 
of  any  stock  or  securities  retained  in  the 
distributing  corporation  in  the  year  of 
receipt. 

(c)  If  preferred  stock  is  exchanged 
for  preferred  stock  or  securities  are  ex- 
changed for  securities  within  the  mean- 
ing of  section  1101(a)(2)(A)  or  section 
1101(b)(2)  lA).  a  statement  of  the  terms 
and  amount  of  such  newly  issued  securi- 
ties or  preferred  stock,  as  well  as  of  those 
surrendered. 

(d)  A  statement  as  to  the  distributee's 
holdings  immediately  prior  to  the  record 
date  for  the  distribution  of  each  class 
of  stock  or  securities  outstanding  of  the 
distributing  corporation,  together  with 
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the    date    and    manner   of    acquisition 
thereof. 

<e)  The  value  of  the  distributing  cor- 
poration's stock  per  share  or  securities 
immediately  prior  to  and  after  the 
distribution. 

In  the  case  of  a  return  filed  on  or  before 
^  January  4.  1962.  such  information  shall 
be  filed  on  or  before  April  4.  1962.  by  the 
taxpayer  with  the  district  director  for 
the  internal  revenue  district  in  which 
such  return  was  filed. 

S  I.I  102  .Siaiulory  pro^i^iun!*;  diotribii- 
liORN  pursuant  to  Bunk  lluldiiiK  Cum- 
pany  Art  of  1936;  .vprriul  rulen. 

Sec  1102  Special  rules — (a)  Basts  of  prop- 
erty acquired  in  distributions  II,  by  rea- 
son of  section  1101,  gain  is  not  recognized 
with  respect  to  the  receipt  ot  any  property, 
then,  under  regulations  prescribed  by  the 
Secretary  or  his  delegate — 

(1)  If  the  property  Is  received  by  a  share- 
holder with  respect  to  stock,  without  the 
surrender  by  such  shareholder  of  stock,  the 
basis  of  the  property  received  and  of  the 
stock  with  respect  to  which  It  Is  distributed 
shall.  In  the  distributee's  hands,  be  deter- 
mined by  allocating  between  such  property 
and  such  stock  the  adjusted  basis  of  such 
stock;  or 

(2)  If  the  property  Is  received  by  a  share- 
holder In  exchange  for  stock  or  by  a  security 
holder  In  exchange  for  securities,  the  basis 
of  the  prof)erty  received  shall.  In  the  dis- 
tributee's hands,  be  the  same  aa  the  ud- 
Ju.ited  basis  of  the  stock  or  securities  ex- 
changed, increased  by — 

(A)  The  amount  of  the  property  received 
which  was  treated  as  a  dividend,  and 

(B)  The  amount  of  gain  to  the  taxpayer 
recognized  on  the  pro{>erty  received  ( not 
including  any  porflon  of  such  gain  which 
was  treated  as  a  dividend). 

(b)  Periods  of  limitation  The  periods  of 
limitation  provided  In  section  aaol  (relating 
to  limitations  on  assessment  and  collection) 
.shall  not  expire,  with  respect  to  any  defi- 
ciency (including  interest  and  additions  to 
the  tax)  resulting  solely  from  the  receipt  of 
property  by  shareholders  In  a  distribution 
which  Is  certified  by  the  Board  under  sub- 
section (a),  (b),  or  (c)  of  section  1101,  until 
nve  years  after  the  distributing  corporation 
notifies  the  Secretary  or  his  delegate  i  in  such 
manner  and  with  such  accompanying  Infor- 
mation as  the  Secretary  or  his  delegate  may 
by  regulations  prescribe)  that  the  period 
(Including  extensions  thereof)  prescribed  In 
section  4(a)  of  the  Bank  Holding  Company 
Act  of  1958,  or  section  UOKe )  (2)  ( B) ,  which- 
ever Is  applicable,  has  expired;  and  such  as- 
se.ssment  may  be  made  notwithstanding  any 
provision  of  law  or  rule  of  law  which  would 
otherwl.se  prevent  such  assessment 

(C)  Allocation  of  earnings  and  profiti—  1 1 ) 
Distribution  of  stock  m  a  controlled  corpora- 
tion. In  the  case  of  a  distribution  by  a  quail- 
fled  bank  holding  corporation  under  section 
1101  (a)(1)  or  lb)  ( 1)  of  stock  In  a  controlled 
corporation,  proper  allocation  with  respect 
to  the  earnings  and  profits  of  the  distribut- 
ing corporation  and  the  controlled  corpora- 
tion shall  be  made  under  regulations  pre- 
scribed by  the  Secretary  or  his  delegate 

(2)  Exchanges  described  m  section  llOho 
1 2)  or  (3).  In  the  case  of  any  exchange 
described  in  section  1101(C)  (2i  or  (3), 
proper  allocation  with  respect  to  the  earn- 
ings and  profits  of  the  corporation  transfer- 
ring the  property  and  the  corporation  re- 
ceiving such  property  shall  be  made  under 
regulations  prescribed  bv  the  Secretary  or 
his  delegate. 

(3)  Definition    of    controlled    corporation. 
For    purposes    of    paragraph    ( 1 ) .    the    term 
"controlled    corporation"    means    a   corpora- 
tion with  respect  to  which  at  least  80  percent 
of   the   total  combined   voting  power   of   all 
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chisses  of  stock  entitled  to  vote  and  at  least 
80  percent  of  the  total  number  of  shares  of 
all  other  classes  of  stock  Is  owned  by  the 
distributing  qualified  bank  holding  cor- 
poration 

(di  Itemization  of  properly  In  any  certi- 
fication under  this  part,  the  Board  shall 
make  such  specification  and  Itoml/atlon  of 
property  as  may  be  necessary  to  carry  out 
the  provisions  of  this  part 

I  Sec    1102  a.s  added  by  sec    lOtai.  B.mk  Hold- 
lUs' Company  Act  1956  (  70  Stat    139)  | 

J;  1.1102-1  |{u«i«  of  proprrlv  a«-<|iiir<-(l 
in  fliHirilMiliono  li>  f|uali(i<-il  bank 
liohlinK  <°orporiilioii<>. 

In  the  case  of  a  distribution  to  a 
shareliolder  with  respect  to  stock,  with- 
out the  surrender  by  such  shareholder 
of  stock,  to  which  section  1101  lai  or 
<bi  applies,  the  sum  of  the  basis  of  all 
the  stock  in  the  distributing  corporation 
held  immediately  after  the  transaction 
plus  the  basis  of  all  the  nonrecoRnition 
property  received  in  the  transaction 
shall  be  the  same  as  the  basis  of  all  the 
stock  in  such  corporation  held  immedi- 
ately before  the  transaction  allocated  in 
proportion  to  the  respective  fair  market 
value  of  each.  In  the  case  of  an  ex- 
chanKe  to  wh^ch  section  1101  lai  or  (b> 
applies,  in  which  property  is  received  by 
a  shareholder  in  exchange  for  stock  or  by 
a  security  holder  in  exchange  for  securi- 
ties, the  basis  of  all  the  property  received 
in  the  exchange  and  as  a  part  thereof 
shall  be  the  same  as  the  adjusted  basis  of 
the  stock  or  securities  exchanged.  In- 
creased by — 

tai  The  amount  of  the  property  re- 
ceived as  part  of  the  cxchanKC  w  hich  was 
treated  as  a  dividend,  and 

<b)  The  amount  of  gain  to  the  tax- 
payer recognized  on  the  property  re- 
ceived as  part  of  the  exchange  (not  in- 
cludinK  any  portion  of  such  gain  which 
was  treated  as  a  dividend). 

The  ba.sls.  in  a  case  involving  an  ex- 
change, must  be  apportioned  to  the  prop- 
erties received,  and  for  this  purpose 
there  must  be  allocated  to  such  other 
property  received  as  part  of  the  ex- 
change <not  permitted  to  be  received 
without  the  recognition  of  gain*  an 
amount  of  such  basis  equivalent  to  the 
fair  market  value  of  such  other  property 
at  the  date  of  the  cxchanse  Any  other 
property  received  in  connection  with  a 
transaction  under  seciion  1101  on  which 
Kain  is  realized  shall  receive  a  basis  in 
accordance  with  whichever  Code  section 
may  be  applicable  to  that  portion  of  the 
transaction 

?;  1. 1102-2  FiliiiK  of  noliliriilion  iiniirr 
MTlioii  IH)2(I.)  li>  f|uiili(ii<l  hank 
lioltling   rorporulion*. 

Every  distributing  corporation  which 
is  certified  as  beini,'  a  qualified  bank 
holding  corporation  under  section  1103 
'b'  shall,  as  soon  as  practical,  by  written 
statement  notify  the  Commi.ssioner  of 
Internal  Revenue.  Washington  25  D  C 
Attention:  T:R:R,  that  the  period  (in- 
cluding extensions  thereof  granted  by 
the  Board  of  Governors  of  the  Federal 
Reserve  System)  prescribed  in  section 
4<a)  of  the  Bank  Holding  Company  Act 
of  1956  (12  U.SC.  1843(a)).  or  section 
110I<e)(2)<B)  of  the  Code,  whichever 
is  applicable,  has  expired.    In  order  for 


such  statement  to  satisfy  the  require- 
ments for  notification  under  section  1102 

•  b),  there  shall  be  Included  a  complete 
statement  of  all  facts  pertinent  to  the 
divestment    of    assets   under   part   VIII 

•  section  1101  and  following),  subchapter 
O,  chapter  1  of  the  Code,  including  the 
following: 

ta)  Name  and  address  of  the  distrib- 
uting corporation 

<bi  A  copy  of  the  plan  of  divestment 
formin*!:  the  basis  of  the  issuance  by  the 
Board  of  any  certification  under  section 
llOKaMiMBi.  section  1101«b>  d  •  iB' . 
section  1101"CM2)(C),  or  section  1101 
'  c  M  3  I  ( c ' .  as  the  case  may  be. 

•  c  A  copy  of  any  such  certifications 
i.ssued  to  the  distributing  corporation 
by  the  Board. 

(d)  A  certified  copy  of  the  corporate 
resolution  authorizing  every  distribution 
under  section  1101. 

<ei  Identification  and  date  of  acqui- 
sition by  the  distributing  corporation  of 
all  property  distributed  under  section 
1101 

<f  I  Identification  and  date  of  acquisi- 
tion by  the  distributing  corporation  of 
all  property  which  was  transferred  to  a 
new  corporation  under  section  1101  (C 
1 2 )  or  ( 3 » . 

<g)  If  the  date  of  acquisition  in  para- 
graph (e)  or  (f)  of  this  section  was  after 
May  15.  1955,  a  complete  statement  of 
details  surrounding  the  acquisition.  If 
any  of  such  property  was  acquired  in  a 
distribution  under  section  1101,  a  copy  of 
the  certification  covering  such  distribu- 
tion, 

(h)  A  statement  as  to  whether  any  of 
the  distributions  under  section  1101  con- 
tained installment  obligations.  LIPO  In- 
ventory, or  property  either  subject  to  a 
liability  in  excess  of  Its  basis  or  In  con- 
nection with  the  receipt  of  which  any 
shareholder  assumed  a  liability  in  excess 
of  Its  basis.  If  so.  the  statement  shall 
Include  complete  details,  including  dates 
of  distribution, 
<1)    (Reserved  1 

<j)   Name      and      address     of     each 
distributee. 

fk)  Number  of  shares  of  outstanding 
-stock  of  the  corporation,  by  class,  and 
amount  of  securities  actually  owned  by 
each  distributee  prior  to  the  distribution. 
<1»  If  preferred  stock  was  exchanged 
for  preferred  stock  or  securities  were  ex- 
changed for  securities  under  section 
1101(a)  (2 M  A)  or  section  llOlib)  (2)  ( A) . 
the  terms  and  amount  of  the  newly  is- 
-sued  .securities  or  preferred  .shares  re- 
ceived and  of  those  surrendered. 

I  mi  Identification  of  the  property  dis- 
tributed to  each  distributee  under  sec- 
tion 1101.  by  date,  together  with  the  fair 
market  value  at  date  of  distribution. 

'  n  I  Pair  market  value  of  the  distribut- 
ing corporations  outstanding  securities 
and  stock  per  share  immediately  after  a 
distribution. 

(0  1  The  amf)unt  of  the  undistributed 
earnings  and  profits  of  the  distributing 
corporation  accumulated  after  February 
28.  1913.  to  date  of  transfer  to  a  new 
corporation  In  an  exchange  to  which 
section  1101 'O  (2)  or  (3)  applies. 

<p>  If  property  was  transferred  to  a 
new  corporation  under  the  provisions  of 
section  1101(c)   (.2;  or  (3»,  a  statement 
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giving  the  value  of  the  assets  transferred 
to^:ether  with  the  value  of  assets  re- 
tamed.  If  cash  was  transferred,  a  com- 
plete substantiation  thereof. 

(Q'  If  stock  In  a  controlled  corpora- 
tion within  the  meaning  of  section 
1102'C»(3)  Is  distributed  under  section 
1101  laxl)  or  (bxD,  a  statement  giv- 
ing the  accumulated  earnings  and  prof- 
its of  the  controlled  corporation  (or  def- 
icit in  earnings  as  the  case  may  be» 
immediately  prior  to  the  distribution. 

n->  A  copy  of  the  final  certification 
if  issued  to  the  distributing  corporation 
by  the  Board  pursuant  to  section 
lioi'ei. 

<  .s  I  The  date  of  expiration  of  the  p)e- 
riod  (including  extensions  thereof )  pre- 
scribed in  section  4<a>  of  the  Bank 
Holding  Company  Act  of  1956  (12 
use.  1843(a)),  or  section  1101(eH2) 
(B'.  whichever  Is  applicable. 

't)  A  statement  showing,  for  the 
5-vear  period  preceding  any  exchange 
or  distribution  described  In  section  1101. 
the  amount  of  Income  and  expenditures 
attributable  to  each  of  the  respective 
activities  and  holdings  of  the  bank  hold- 
ing company  and  further  showing  the 
holdings  and  activities,  after  the  distri- 
butions and  exchanges  described  in  sec- 
tion 1101.  of  the  bank  holding  company 
and  the  corporations  the  stock  of  which 
is  distributed  under  section  1101. 

The  periods  of  limitation  (section  6501) 
with  respect  to  any  deficiency,  includ- 
ing interest  and  additions  to  the  tax. 
resulting  solely  from  the  receipt  of 
property  by  shareholders  in  a  distribu- 
tion certified  by  the  Board  under  sub- 
section <a),  (b),  or  (O  of  section  1101 
shall  not  expire  until  5  years  following 
the  date  of  the  notincatlon  required 
under  section  1102(b)  and  this  section. 

t;  1.1102-3  Allociilion  of  raminRn  and 
proliiK  in  rrrtiiin  dinlributionii  by 
(Ititililird  bunk  lioldinii  corporal ionn. 

(a>     Exchanges  described  in  section 
llOUc>     <2)     or     (3).    Under    section 
1102(c),  If  a  qualified  bank  holding  cor- 
poration transfers  property  to  a  newly 
created  corporation  In  exchange  for  all 
of  Its  stock  in  a  transaction  described 
in  section  llOKO  (2)  (A)  or  (3UA)  and 
immediately   thereafter   the   stock  and 
securities  of  the  controlled  corporation 
are  distributed  in  a  distribution  or  ex- 
change to  which  section  1101  (a)(2)  or 
(b)(2)  applies,  the  earnings  and  profits 
of  the  bank  holding  corporation  imme- 
diately before  the  transaction  shall  be 
allocated   between   such   bank   holding 
corporation  and  the  controlled  corpora- 
tion.   Such  allocation  generally  shall  be 
made  In  proportion  to  the  fair  market 
value  of  the  assets  retained  by  the  bank 
holding  corporation  and  the  assets  of  the 
controlled  corporation  Immediately  after 
the  transaction.    In  a  proper  case,  allo- 
cation shall  be  made  In  proportion  to 
the  net  basis  of  the  assets  transferred 
and  of  the  assets  retained  or  by  such 
other  method  as  may  be  appropriate 
under  the  facts  and  circumstances  of 
the  case.    The  term  "net  basis"  means 
No  2 2 
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the  basis  of  the  assets  less  liabilities 
assumed  or  liabilities  to  which  such  as- 
sets are  subject.  The  part  of  the  earn- 
ings and  profits  of  the  taxable  year  of 
the  bank  holding  corporation  in  which 
the  transaction  occurs  allocable  to  the 
controlled  corporation  shall  be  Included 
In  the  computation  of  the  earnings  and 
profits  of  the  first  taxable  year  of  the 
controlled  corporation  ending  after  the 
date  of  the  transaction. 

(b)  Distribution  of  stock  in  a  con- 
trolled corporation  under  section  1101 
(a)(1)  or  (b)(1).  If  a  qualified  bank 
holding  corporation  distributes  stock  of 
a  controlled  corporation  (as  defined  in 
section  1102(c)  (3M  in  a  distribution  or 
exchange  to  which  section  1101  (a)(li 
or  (b)(1)  applies,  the  earnings  and 
profits  of  the  bank  holding  corporation 
shall  be  decreased  by  the  lesser  of  the 
following  amounts: 

(1)  The  amount  by  which  the  earn- 
ings and  profits  of  the  bank  holding  cor- 
poration would  have  been  decreased  if  it 
had  transferred  the  stock  of  the  con- 
trolled corporation  to  a  new  corporation 
in  a  transaction  to  which  section  1101 'o 
(2)  or  (3)  applied  and  Immediately 
thereafter  distributed  the  stock  of  such 
new  corporation  under  section  1101  <a> 
(2)  or  (b)(2)  or, 

(2)  The  net  worth  of  the  controlled 
corporation.  (Por  this  purpose  the 
term  "net  worth"  means  the  sum  of  the 
bases  of  all  of  the  properties  plus  cash 
minus  all  liabilities.) 

If  the  earnings  and  profits  of  the  con- 
trolled corporation  Immediately  before 
the  transaction  are  less  than  the  amount 
of  the  decrease  in  earnings  and  profits  of 
the  bank  holding  corporation  (Including 
the  case  in  which  the  controlled  corpora- 
tion has  a  deficit)  the  earnings  and 
profits  of  the  controlled  corporation, 
after  the  transaction,  shall  be  equal  to 
the  amount  of  such  decrease.  If  the 
earnings  and  profits  of  the  controlled 
corporation  immediately  before  the 
transaction  are  more  than  th3  amount 
of  the  decrease  in  the  earnings  and 
profits  of  the  bank  holding  corporation 
they  shall  refmaln  unchanged. 

(c)  Deficits.  A  deficit  of  the  distrib- 
uting corpolration  shall  In  no  case  be 
allocated  toi  a  controlled  corporation. 

§  1.1103  Statutory  provisions;  di^l^ibu- 
tions  pursuant  to  Bank  Holdinfc  Com- 
pany Act  of  1956;  definilion^. 

Sec.  1103.  Definitions— (n)  Bank  holding 
company.  Por  purposes  of  this  part,  the 
t«rm  "bank  holding  company"  ha«  the  mean- 
ing assigned  to  such  term  by  section  2  of 
the  Bank  Holding  Company  Act  of  1956. 

(b)  Qualified  bank  holding  corporation— 
(1)  In  general.  Except  as  provided  In  para- 
graph (2) ,  for  ptirpoees  of  this  part  the  term 
"qualified  bank  holding  corporation"  means 
any  corporation  (as  defined  In  section  7701 
(a)(3))  which  Is  a  bank  holding  company 
and  which  holds  prohibited  property  ac- 
quired by  It — 

(A)  On  or  before  May  15. 1955. 

(B)  In  a  distribution  In  which  gain  to 
such  corporation  with  respect  to  the  receipt 
of  such  property  was  not  recognized  by 
reason  of  subsecUon  (a)  or  (b)  of  section 
1101,  or 
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(C)  In  exchange  for  all  of  Its  stock  In  an 
exchange  described  In  section  1101  (c)  (2)  or 
(c)(3). 

(2)  Limitations.  (A)  A  bank  holding  com- 
pany shall  not  be  a  qualified  bank  holding 
corporation,  unless  It  would  have  been  a 
bank  holding  company  on  May  15.  1955.  If 
the  Bank  Holding  Company  Act  of  1956  had 
been  in  effect  on  such  date,  or  unless  It  Is 
a  bank  holding  company  determined  solely 
by  reference  to — 

( I )  Property  acquired  by  it  on  or  before 
May  15.  1955, 

(il)  Property  acquired  by  It  In  a  distribu- 
tion In  which  gain  to  such  corporation  with 
respect  to  the  receipt  of  such  property  was 
not  recognized  by  reason  of  subsection  la) 
or  (b)  of  section  1101,  and 

(iii)  Property  acquired  by  It  In  exchange 
for  all  of  Its  stock  in  an  exchange  described 
in   section    1101(c)     (2)    or    (3). 

(B)  A  bank  holding  company  shall  not  be 
a  qualified  bank  holding  corporation  by  rea- 
son of  property  described  in  subparagraph 
(B)  of  paragraph  (1)  of  clause  (11)  of  sub- 
paragraph (A)  of  this  paragraph,  unless 
such  property  was  acquired  In  a  distribu- 
tion with  respect  to  stock,  which  stock  was 
acquired  by  such   bank  holding  company — 

(i)    On  or  before  May  15.  1955, 

(II)  In  a  distribution  (with  respect  to 
stock  held  by  It  on  May  15,  1955,  or  with 
respect  to  stock  in  respect  of  which  all  pre- 
vious applications  of  this  clause  are  satis- 
fled)  with  respect  to  which  gain  to  It  was  not 
recognized  by  reason  of  subsection  (a)  or 
(b)    of  section  1101.  or 

(HI)  In  exchange  for  all  of  Its  stock  in  an 
exchange  described  in  section  1101(c)(2)  or 
(3). 

(C)  A  corporation  shall  be  treated  as  a 
qualified  bank  holding  corporation  only  if 
the  Board  certifies  that  it  satisfies  the  fore- 
going requirements  of  this  subsection. 

(c)  Prohibited  property.  For  purposes  of 
this  part,  the  term  "prohibited  property" 
means.  In  the  case  of  any  bank  holding  com- 
pany, property  (other  than  nonexempt  prop- 
erty) the  disposition  of  which  would  be 
necessary  or  appropriate  to  eflectuate  section 
4  of  the  Bank  Holding  Company  Act  of  1966 
If  such  company  continued  to  be  a  bank 
holding  company  beyond  the  period  (In- 
cluding any  extensions  thereof)  specified  In 
subsection  (a)  of  such  section  or  In  sec- 
tion 1101(e)(2)(B)  of  this  part,  as  the  case 
may  be.  The  term  "prohibited  property" 
does  not  include  shares  of  any  company  held 
by  a  bank  holding  company  to  the  extent 
that  the  prohibitions  of  section  4  of  the 
Bank  Holding  Company  Act  of  1956  do  not 
apply  to  the  ownership  by  such  bank  holding 
company  of  such  property  by  reason  of  sub- 
section (c)(5)   of  such  section. 

(d)  Nonexempt  property.  For  purpose?  cf 
this  part,  the  term  "nonexempt  property" 
means — 

(1)  Obligations  (including  notes,  drafts, 
bills  of  exchange,  and  bankers'  acceptances) 
having  a  maturity  at  the  time  of  ISEUancc 
of  not  exceeding  24  months,  exclusive  of 
days  of  grace; 

(2)  Securities  Issued  by  or  guaranteed  as 
to  principal  or  Interest  by  a  government  or 
subdivision  thereof  or  by  any  instrumentality 
of  a  government  or  subdivision;   or 

(3)  Money,  and  the  right  to  receive  money 
not  evidenced  by  a  security  or  obligation 
(other  than  a  security  or  obligation  described 
In  paragraph  (1)  or  (2) ) . 

(e)  Board.  For  purpoees  of  this  part, 
the  term  "Board"  means  the  Board  of  Gov- 
ernors of  the  Federal  Reserve  System. 

I  Sec.  1103  as  added  by  sec.  10(a) ,  Bank  Hold- 
ing Company  Act  1956  (70  Stat.  139)) 

[FJt.     Doc.     62-32;      Filed.     Jan.     3,     1962; 
8:45   a.m.] 
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Title  5— ADMINISTRATIVE 
PERSONNa 

Chapter  I — Civil  Service  Commission 

PART   6— EXCEPTIONS   FROM   THE 
COMPETITIVE   SERVICE 

Department   of  the   Interior 

EfTective  upon  publication  in  the  Fed- 
eral Register,  subparagraph  i24)  Ls 
added  to  paragraph  ia>  of  J  6  310  om 
set  out  below. 

§  6.310      rVpartnienI  of  llie  Intoritir. 

<a)    Office  of  the  Secretary.     •    •    • 
•  24)    The       Administrator,       Defense 
Electric    Power    Administration,    OCBce 
of    the    Assistant    Secretary    for    Water 
and  Power  Development. 

(R.S.   1753.  sec    3.  22  Stat    403,   u  amendiKi 
6  use    631.  633  » 

United  States  Civil  Serv- 
ice Commission, 
[seal!       David  P.  Williams. 

Director, 
Bureau  of  Management  Services. 

[PR      Doc      62  72:      Filed.     J.in      3.      1903; 
8  48  a  n»  j 


PART  6— EXCEPTIONS   FROM   THE 
COMPETITIVE   SERVICE 

Department  of   State 

Effective  upon  publication  in  the 
Federal  Register,  subparagraph  i9>  of 
paragraph  (a>  of  5  6  302  is  amended  as 
set  out  below.  i 

§  6.302      Dopartnu  nt    «»f   .Stair. 

(ai    Office  of  the  Secretaru    '    *  • 

(9)   Three  Confidential  Assistants  and 

one    Private    Secretary    to    the    Under 

Secretary. 

(R.S.  1753.  sec    2.  22  Stat    403.  aa  amended. 
5  use  631.633) 

United  States  Civil  Serv- 
ice Commission, 
[seal]       David  P.  Williab«s. 

Director, 
Bureau  of  Management  Sermces. 

[PR.      Doc.     62   73;      Piled,      Jan.      3.      1962, 
8  48  am) 
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(R.S.  1753.  sec    2.  22  Stat    403.  aa  amend«l 
bVSC   631.  633) 

United  States  Civil  Serv- 
ice Commission, 
fSEALl        David  F.  Williams, 

Director, 
Bureau  of  Manaocmcnt  Services. 

(PR       D-K-       62   74.       PlUM.      J.in       3.      1062. 
a  4a   a  m  ! 


PART  6— EXCEPTIONS  FROM   THE 
COMPETITIVE   SERVICE 

Post   Office   Department 

Effective  upon  publication  in  the  Fed- 
eral Register,  subparagraph  (7)  Is 
added  to  paragraph  (b)  of  §  6.309  ag  set 
out  below. 

§  6.309      Post  Office   Department. 


(b)   Bureau  of  Facilities.  •   •   • 
(7)   One  Assistant  Director  for  Com- 
munity Programs. 


PART   6— EXCEPTIONS    FROM    THE 
COMPETITIV:    SERVICE 

Housing  and  Heme  Finance  Agoncy 

EfTeclive  upon  publication  in  the  Fkd- 
ER.AL  Recisteh.  subparai' raph  i.i7i  is 
added  to  para','raph  <ii<  v{  i  6  :n2  as  ."^et 
out  below. 

.W>.'5  12       l!<>u<ine     ■'><'      Horiir      liii.uur 

'a)    Office  of  !hc  Adrutnistratiir    •    •    • 
'37)    One    Private    St-cretary    to    the 

Assistant  Administrator  i  Urban 

Transjjortation ' . 

iRS    1753.  S€C    2.  22  St.it    403    a«   .Tmci.dcd 
i>   use    63 1 ,  633 ) 

United  States  Civil  Serv- 
iiE  Commission. 
I  SEAL]       D.wid  F    Williams, 

Director. 
Bureau  of  Management  Services. 

IFR       D>c       C2   7,1        Filed       J.iri       3.      1962. 

H   48   .1  m  I 


Tiile  7— AGRICULTURE 

C!i;:pter  I — Agricultural  Marketing 
Sorvice  (Standards,  Inspections, 
Marketing  Practices),  Depa.iment 
of   Agriculture 

PART  52— PROCESSED  FRUITS  AND 
VEGETABLES,  PROCESSED  PROD- 
UCTS THEREOF,  AND  CERTAIN 
OTHER  PROCESSED  FOOD  PROD- 
UCTS 

Subpart — United  States  Standards  for 
Grades  of  Canned  Mushrooms  ' 

On  October  22,  1960,  a  notice  of  pro- 
posed rule  making  was  published  in  the 
Federal  Register  i  25  F  R.  10099  >  re- 
gardin<-c  a  proposed  revision  of  the 
United  States  Standards  for  Grades  of 
Canned  Mushrooms. 

After  consideration  of  all  relevant 
matters  presented,  includini,'  the  pro- 
posal set  forth  in  the  aforesaid  notice, 
the  following  United  States  Standards 
for  Grades  of  Canned  Mushrooms  arc 
hereby  promulgated  pursuant  to  the  au- 
thority contained  in  the  Ajrricultural 
Marketing  Act  of  1946  isecs.  202-208.  60 
Stat.  1087,  as  amended;  7  U  S.C.  1621- 
1627). 


Pr(5Duct  Description.   Color  Types.  Sttles, 

AND  Grades 
Sec 

52  1481     Product  description 
52  1482     Color  types  of  canned  mushrooma. 
52  14H3     Styles  of  canned  mushrooms. 
52  1404     Grades  of  cmncd  miLshrooms. 

Sizes.  Pn  l  or  CoNt.mnf.rs.  and  Drained 
Weiomts 

52  M'iS     Sizes   of   muslirooms   In    whole   and 

button  mu.shrooina 
:'2i;8G     Fill       of      container      for      canned 

ni'a.shrooni.s. 
02  1407     Minimum      drained       weights      for 

c  uincd  mi;.shrooms 

FACion.s  OK  Qe.\LrTT 


'  Compliance  with  the  provisions  of  these 
standards  shall  not  excuse  failure  to  comply 
with  the  provisions  of  the  Federal  Pot^xl. 
Drug,  and  Cosmetic  Act  or  with  applicable 
State  laws  and  regulations. 


f>2l4;8  AscerUilnlnK  tlie  f?rade. 

6-'  148a  AscertaltilnR  the  ratlni;  for  the  fac- 
tors   which    are    scored. 

.'O  t4'0  Col,,r. 

■ ;  I4J1  Uniformity  of  size  and  shape. 

.-J  14  )2  Defects 

.iJ  H'JJ  Ch.w.icter. 

l/rr  iNsprcnn.N  .^nd  CERnncATiON 

52  1494     Ascert  lining  the  f^rade  of  a  lot. 

Score  Sheft 

52  1  105     Score  sheet  for  c;uined  mushrooms 

AiTHOniTY      55  52  1481     to    52  1495     Issued 
ui'.dersoc  202  208.  60  Stat    1087.  as  amended 
7   use    1621    lt)27. 

Product  Description,  Coi  or  Types, 
Styles,  and  Grades 

^,  32.1181       I'rtMlurl    <lcHrripti(>n. 

"Canned  mushrooms",  as  defined  in 
the  definitions  and  standards  of  identity 
for  canned  vegetables  '21  CFR  51.990) 
issued  pursuant  to  the  Federal  Food, 
Drug,  and  Cosmetic  Act.  means  the 
[)roduct  prepared  from  the  sound,  suc- 
culent, fresh  mushroom  by  proper  trim- 
ming. w.ishin-T.  and  sorting  and  is 
p:icked  with  the  addition  of  water  in 
hermetically  sealed  containers  and  suf- 
ficiently processed  by  heat  to  assure 
preservation  of  the  jiroduct.  Salt,  or 
monosodium  ulutamate.  or  both  may  be 
added  in  a  quantity  sutTicient  to  season 
the  product.  Ascorbic  acid  i  Vitamin  C 
may  be  added  in  a  quantity  not  to  ex- 
ceed 37.5  miligrams  for  each  ounce  of 
drained  wcit^ht  of  mushrooms. 

S  32.1  182      <!«»lor  tvpe«  of  lannrd   mu'li- 
rotmn. 

I  a)    White  or  cream, 
'bi    Brown. 

S  32.1183       St>l.»  of  rannrtl  nui'^hruon)*. 

•  a»  ■•Whole"  is  the  style  of  canned 
mushrooms  that  con.sisUs  of  the  caps 
with  attached  stems  which  are  more 
than  's  inch  in  length  when  measured 
from  the  under  side  of  the  cap  to  the 
cut  end  of  the  stem. 

(b)  "Buttons"  is  the  style  of  canned 
mushrooms  that  consists  of  the  caps 
with  attached  stems  which  are  cut 
transversely  below  the  veil  so  that  in 
85  percent  or  more,  by  count,  of  the 
units  the  attached  stem  when  measured 
from  the  under  side  of  the  cap  to  the 
cut  end  of  the  stem  does  not  exceed  \b 
inch  in  length;  and  in  the  remaining 
units  none  of  the  attached  steins  may 
be  more  than  '•4  inch  in  length. 


I 
Thursday,  January  4,  1%2 

ic'  "Sliced  whole"  is  the  style  of 
canned  mushrooms  that  consists  of  units 
which  have  been  sliced  from  whole 
mushrooms  so  that  in  80  percent  or 
more,  by  weight,  of  all  the  units  the 
direction  of  the  slice  is  approximately 
parallel  to  the  longitudinal  axis  of  the 
.stem  .  and  not  more  than  5  percent,  by 
weight  of  all  the  units  may  be  detached 
portions  of  stems. 

'd'  "Random  sliced  whole"  is  the 
.style  of  canned  mushrooms  that  consists 
ol  units  which  have  been  sliced  from 
wliole  mushrooms  in  a  random  manner 
.so  that  the  direction  of  the  slice  may 
materially  deviate  from  approximately 
parallel  to  the  longitudinal  axis  of  the 
stem:  and  not  more  than  15  percent,  by 
weight  of  all  the  units  may  be  detached 
portions  of  stem. 

e'  "Sliced  buttons"  is  the  style  of 
canned  mushrooms  that  consists  of  units 
which  have  been  sliced  from  button 
mushrooms  so  that  in  90  percent  or 
more,  by  weight,  of  all  the  units  the 
direction  of  the  slice  is  approximately 
parallel  to  the  longitudinal  axis  of  the 
stem. 

if>  Stems  and  pieces'  or  "pieces 
and  stems"  (hereinafter  referred  to  as 
stems  and  pieces"^  is  the  style  of 
canned  mushrooms  that  consists  of  units 
which  do  not  conform  to  any  of  the 
foregoing  styles  and  are  predominantly 
cut  or  broken  portions  of  the  caps  and 
stems  and  may  contain  units  of  any  of 
the  foregoing  styles. 

si  32.1  tSI     Grade-  of  «-aiiiiocl  niiisilirooms. 

la'  "U.S.  Grade  A"  or  ("U.S.  Fancy") 
IS  the  quality  of  canned  mushrooms  that 
possess  similar  varietal  characteristics; 
that  possess  a  normal  flavor  and  odor; 
that  possess  a  good  color:  that  are  prac- 
tically uniform  in  size  and  shape,  except 
for  the  style  of  "stems  and  pieces";  that 
are  practically  free  from  defects;  that 
possess  a  good  character,  and  that  for 
those  factors  which  are  scored  in  ac- 
cordance with  the  scoring  system  out- 
lined in  this  subpart  the  total  score  is 
not  less  than  90  points:  Provided.  That 
canned  mushrooms  may  be  fairly  uni- 
form in  size  and  shape  for  the  applicable 
styles  if  the  total  score  is  not  less  than 
90  points. 

<b)  "U.S.  Grade  B"  or  ("U.S.  Extra 
Standard")  is  the  quality  of  canned 
mushrooms  that  possess  similar  varietal 
characteristics:  that  possess  a  normal 
flavor  and  odor:  that  possess  a  fairly 
^ood  color:  that  are  fairly  uniform  in 
size  and  shape,  except  for  the  style  of 
stems  and  pieces":  that  are  fairly  free 
from  defects:  that  possess  a  fairly  good 
character:  and  that  for  those  factors 
which  are  scored  in  accordance  with  the 
scoring  system  outlined  in  this  subpart 
the  total  score  is  not  less  than  80  points: 
Provided.  That  canned  mushrooms  may 
fail  to  meet  the  requirements  for  TJJS. 
Grade  B  for  the  factor  of  uniformity  of 
size  and  shape  for  the  applicable  styles 
if  the  total  score  is  not  less  than  80 
points. 

(c>  Substandard"  is  the  quality  of 
canned  mushrooms  that  fail  to  meet  the 
requirements  of  U.S.  Grade  B. 
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Sizes,  Fill  of  Container,  and  Drained 
Weights 

§  52.1485      Sizes   of   canned    mii-lirooniN 
in  llie  MyleA  of  vliolo  and  butlonN. 

(a)  No.  0  (Midget)  size  mushrooms 
will  pass  through  a  round  opening  ''2 
inch  in  diameter. 

(b)  No.  1  (Tiny)  size  mushrooms  will 
pass  through  a  round  opening  %  inch 
in  diameter  but  will  not  pass  through  a 
round  opening  V2  inch  in  diameter. 

<c)  No.  2  (Small)  size  mushrooms  will 
pass  through  a  round  opening  Ta  inch  in 
diameter  but  will  not  pass  through  a 
round  opening  %  inch  in  diameter. 

(d)  No.  3  (Medium)  size  mushrooms 
will  pass  through  a  round  opening  I'a 
inches  in  diameter  but  will  not  pass 
through  a  round  opening  ''e  inch  in 
diameter. 

(e)  No.  4  (Large)  size  mushrooms  will 
pass  through  a  round  opening  l^s  inches 
in  diameter  but  will  not  pass  through  a 
round  opening  IVa  inches  in  diameter. 

(f)  No.  5  (Extra  Large)  size  mush- 
rooms are  those  too  large  to  pass  through 
a  round  opening  1%  inches  in  diameter. 

§  52.1486      Fill  of  container   for   canned 
niiiNhrooms. 

The  standard  for  fill  of  container  for 
canned  mushrooms  is  not  incorporated 
in  the  grades  of  the  finished  product, 
since  fill  of  container,  as  such,  is  not  a 
factor  of  quality  for  the  purpose  of  these 
grades.  The  standard  of  fill  of  container 
for  canned  mushrooms  is  such  that  the 
drained  weight  of  mushrooms  is  not  less 
than  56  percent  of  the  water  capacity 
of  the  container  if  such  capacity  is  less 
than  11.0  ounces  avoirdupois;  not  less 
than  59  percent  of  the  water  capacity 
of  the  container  if  such  capacity  is  11.0 
ounces  or  more  but  less  than  25  ounces 
avoirdupois;  and  not  less  than  62  percent 
of  the  water  capacity  of  the  container  if 
such  capacity  is  25  ounces  avoirdupois 
or  more.  Canned  mushrooms  which  do 
not  meet  this  requirement  are  Below- 
Standard  in  Pill". 

§  52.1487      Minimum  drained  >«eij:lil>  for 
canned   mushrooms. 

(a)  General.  The  total  weight  of 
drained  mushrooms  (drained  weight  > 
shall  be  not  less  than  that  shown  for  the 
respective  size  of  containers  in  Table  I  of 
this  section. 

(b)  Method  of  ascertaining  the 
drained  weight.  The  total  weight  of 
drained  mushrooms  is  determined  by 
emptying  the  contents  of  the  container 
upon  a  United  States  Standard  No.  8 
circular  sieve  of  proper  diameter  con- 
taining 8  meshes  to  the  inch  (0.0937— :r  3 
percent,  square  openings)  so  as  to  dis- 
tribute the  product  evenly,  inclining  the 
sieve  slightly  to  facilitate  drainage,  and 
allowing  to  drain  for  two  minutes.  The 
drained  weight  is  the  weight  of  the  sieve 
and  mushrooms  less  the  weight  of  the  dry 
sieve.  A  sieve  8  inches  in  diameter  is 
used  for  the  equivalent  of  a  No.  3  size  can 
(404  X  700)  and  smaller  and  a  sieve  12 
inches  in  diameter  is  used  for  containers 
larger  than  the  equivalent  of  a  No.  3 
size  can. 
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Table  I 
{Miiiiiiiiiiii  drained  weight  of  canned  mushroom?) 
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liS.  0 

Factors  of  Quality 
g  32.1488      .\»eertaining  the  grade. 

(a)  The  grade  of  canned  mushrooms 
is  ascertained  by  considering  in  conjunc- 
tion with  the  requirements  of  the  respec- 
tive grade  the  respective  ratings  for  the 
factors  of  color,  uniformity  of  size  and 
shape,  defects,  and  character. 

(b)  The  relative  importance  of  each 
factor  which  is  scored  is  expressed  nu- 
merically on  the  scale  of  100.  The  maxi- 
mum number  of  points  that  may  be  given 
each  such  factor  is : 

Factors  Points 

Color    30 

Uniformity  of  size  and  shape 20 

Defects    30 

Character   20 

Total  score 100 

(c)  "Normal  flavor  and  odor"  means 
that  the  product  is  free  from  objection- 
able flavors  and  objectionable  odors  of 
any  kind. 

§  32.1489      .\*certainins    the    ratinfc    for 
the  factors  nhieh  are  scored. 

The  essential  variations  within  each 
factor  which  is  scored  are  so  described 
that  the  value  may  be  ascertained  for 
each  factor  and  expressed  numerically. 
The  numerical  range  within  each  factor 
which  is  scored  is  inclusive  (for  example. 
"18  to  20  points"  means  18,  19,  or  20 
points  > . 

§52.1490      Color. 

•  a)  <A>  classification.  Canned  mush- 
rooms that  possess  a  good  color  may  be 
given  a  score  of  27  to  30  points.  "Good 
color"  means  that  the  canned  mushrooms 
possess  a  color  that  is  practically  uni- 
form, bright,  and  typical  of  canned 
mushrooms  produced  from  mushrooms  of 
similar  varietal  characteristics  and  meet 
the  following  additional  requirements  for 
the  respective  color  type : 

(1)  White  or  Cream.  The  color  of  the 
surface  of  the  individual  caps  or  portions 
thereof  is  not  darker  than  medium 
cream,  which  color  may  possess  a  slight 
tannish  cast  that  does  not  more  thai) 
slightly  affect  the  overall  color  appear- 
ance of  the  units,  individually  or  collec- 
tively: and  with  respect  to  the  styles  of 
sliced  buttons,  sliced  whole,  random 
sliced  whole,  and  stems  and  pieces,  the 
color  of  gills  of  the  sliced  units  is  not 
darker  than  light  tannish  gray :  Provided, 
That  in  sliced  units  the  contrast  in  color 
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between  the  gills  and  the  surface  of  the 
cap  of  such  sliced  units  does  aot  more 
than  slightly  affect  the  overall  color  ap- 
pearance of  the  product. 

i2>    Brown.    The  color  of  the  surface 
of  the  individual  caps  is  not  darker  than 
l:ght  brown,  which  color  may  possess  a 
slight  grayish  cast  that  does  not  more 
thcin  slightly  affect  the  overall  color  ap- 
pearance; and  with  respect  to  the  styles 
of  sliced  buttons,  sliced  whole,  random 
sliced  whole,  and  stems  and  pieces,  the 
color  of  the  gills  of  the  sliced  units  is 
not  darker  than  medium  browni.'^h  i,'ray: 
Provided.  That  in  sliced  units  the  con- 
trast in  color  between  the  gills  and  the 
surface  of  the  cap  of  such  sliced  units 
does  not  more  than  slightly  affect  the 
overall  color  appearance  of  the  product. 
<b)    iB^  classiflcation.    Canned  mush- 
rooms that  possess  a  fairly  good  color 
may  l>e  given  a  score  of  24  to  26  points. 
Canned  mushrooms   that  fall  into   this 
classification  shall  not  be  graded  above 
U.S.   Grade   B,   regardless   of   the   total 
score  for  the  product  "this  is  a  limiting 
rule).     'Fairly  good  color"  means  that 
the  canned  mushrooms  possess  a  color 
that  is  typical  of  canned  mushrooms  pro- 
duced from  mushrooms  of  similar  vari- 
etal characteristics  and  that  such  color 
may  be  dull  but  not  to  the  extent  that 
the  appearance  of  the  product  is  seri- 
ously   affected;^  and    that    the    canned 
mushrooms    meet    the    following    addi- 
tional  requirements   for   the   respective 
color  types : 

<  1 »  White  or  Cream.  The  color  of  the 
surface  of  the  Individual  caps  may  be 
dark  cream,  which  color  may  possess  a 
gray  or  brown  cast  that  does  not  seri- 
ously affect  the  overall  color  appearance 
of  the  product:  and  with  respect  to  the 
styles  of  sliced  buttons,  sliced  whole,  ran- 
dom sliced  whole,  and  stems  and  pieces, 
the  color  of  the  gills  of  the  sliced  units 
Is  not  darker  than  tannish  gray:  Pro- 
vided, That  in  sliced  units  the  contrast 
in  color  between  the  gills  and  surface 
of  the  cap  of  such  sliced  units  does  not 
seriously  affect  the  overall  color  appear- 
ance of  the  product. 

<2)  Brown.  The  color  of  the  surface 
of  the  individual  caps  may  be  medium 
brown  in  color  which  color  may  possess 
a  grayish  cast  that  does  not  seriously 
affect  the  overall  color  appearance  of  the 
product,  and  with  respect  to  the  styles 
of  sliced  buttons,  sliced  whole,  random 
sliced  whole,  and  stems  and  pieces,  the 
color  of  the  gills  of  the  sliced  units  may 
be  dark  brownish  gray:  Provided.  That 
in  sliced  units  the  contrast  in  color  be- 
tween the  gills  and  surface  of  the  cap 
of  such  sliced  units  does  not  seriously 
affect  the  overall  color  appearance  of 
the  product. 

(c)  (SStd.)  classification.  Canned 
mushrooms  that  fail  to  meet  the  require- 
ments of  paragraph  ib)  of  this  section 
may  be  given  a  score  of  0  to  23  point* 
and  shall  not  be  graded  above  Substand- 
ard, regardless  of  the  total  score  for  the 
product  (this  is  a  limiting  rule) . 

§  32.1 191      Uniformity  of  size  and  sliap«'. 

(a)  General.  The  factor  of  uniform- 
ity of  size  and  shape  for  the  style  of 
stems  and  pieces  of  canned  mushroomi 
is  not  scored;  the  other  three  f acton 
(color,  defects,  and  character,  as  appll- 
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cable)  are  scored  and  the  total  multi- 
plied by  100  and  divided  by  80.  dropping 
any  fractions  to  determine  the  total 
score. 

•b>  Definitions  of  terms — d)  Diameter. 
The  diameter  of  a  cap  in  the  styles  of 
whole,  buttons,  sliced  whole  mushrooms, 
and  sliced  buttons  means  the  greatest 
width  of  the  cap  when  measured  parallel 
with  the  under  side  of  the  cap. 

'  2  >  Center  slice.  •Center  slice"  in  the 
.st;.ks  of  sliced  buttons  and  sliced  whole 
ma.>h!ooms  means  a  unit  sliced  frc^m  a 
mu.-hroom  button  or  from  a  whole  mush- 
room apprv-xunatrly  parallel  to  the 
longitudinal  stem  axis;  posses.>;es  two  cut 
surfaces;  and  measures  more  than 
'j  inch  in  the  lon;,'est  dimension. 

(3)  Small  side-sltce.  "Small  side- 
slice"  in  the  styles  of  sliced  buttons, 
sliced  whole  mu.shrooms.  and  random 
sliced  whole  ma.shrooms  means  a  slice 
without  attached  stem  or  portion  of 
stem;  which  possesses  only  one  cut  sur- 
face; and  which  mea^sures  '^  inch  or 
less  in  the  lont,'est  dimen^sion. 

<c)  '.4>  classification.  Except  in  the 
J  tylc  of  sU'ms  and  pieces,  canned  mush- 
ruums  that  are  practically  uniform  in 
si/c  and  shape  may  be  mvon  a  score  of 
18  to  20  points  "Practically  uniform  in 
size  and  shape  '  has  the  followin«  mean- 
ings with  respect  to  the  applicable  styles 
of  canned  mushrooms: 

<!)  Whole:  buttons.  The  units  arc 
practically  uniform  in  shape;  the  st^-ms 
are  cut  transversely,  and  the  diameU>r 
of  the  cap  with  the  lar^'est  diameUT 
does  not  exceed  the  diameter  of  the 
cap  with  the  smallest  diameter  by  more 
than  '<  inch;  and  of  all  the  units  in  the 
container,  in  the  85  percent,  by  count, 
with  the  most  uniform  diameters,  the 
diameter  of  the  cap  with  the  largest 
diameter  does  not  exceed  the  diameter 
of  the  cap  with  the  smallest  diameter  by 
more  than  's  inch. 

'2'  Sliced  uhole  mushrooms,  sliced 
buttons.  The  presence  of  irregular- 
shaped  units  does  not  materially  affect 
the  appearance  of  the  product;  not  more 
than  5  percent,  by  weight,  of  the  units 
may  be  small  side-slices;  and  the  di- 
ameter of  the  center  slice  with  the 
largest  diameter  does  not  exceed  the 
diameter  of  the  center  slice  with  the 
smallest  diameter  by  more  than  ^8  inch. 
'3)  Random  sliced  uhole  mushrooms. 
Not  more  than  5  percent,  by  weight,  of 
all  the  units  may  be  small  side-slices. 

(d)  'B>  classification.  Except  in  tht 
styles  of  stems  and  pieces,  canned  mush- 
rooms that  are  fairly  uniform  in  size 
and  shape  may  be  given  a  score  of  18 
or  17  points.  "Fairly  uniform  in  size 
and  shape  '  has  the  following  meanings 
with  respect  to  the  applicable  styles  of 
catmed  mushrooms; 

(1)  Whole:  buttons.  The  units  art 
fairly  uniform  in  shape;  the  stems  ars 
cut  transversely;  and  of  all  the  units  In 
the  container,  in  the  85  percent,  by 
count,  with  the  most  uniform  diameters, 
the  diameter  of  the  cap  with  the  largest 
diameter  does  not  exceed  the  diameter  of 
the  cap  with  the  smallest  diameter  by 
more  than  '4  inch. 

f2)  Sliced  uhole  mushrooms;  sliced 
buttons.  The  presence  of  irregular 
shaped  units  does  not  seriously  affect  the 


appearance  of  the  product;  not  more 
than  10  percent,  by  weight,  of  the  units 
may  be  small  side-slices;  and  the  diam- 
eter of  the  center  slice  with  the  largest  di- 
ameter does  not  exceed  the  diameter  of 
the  center  slice  with  the  smallest  di- 
ameter by  more  than  ^a  inch. 

13 )  Random  slued  7nushrooms.  Not 
more  than  10  percent,  by  weight  of  the 
units  may  bo  small  side-slices. 

(ei  iSStd.)  classification.  Canned 
mushrooms  that  fail  to  meet  the  re- 
quirements of  para.yraph  (d)  of  this  sec- 
tion may  be  given  a  score  of  0  to  15 
fX)mts.  Canned  mushrooms  that  fall 
into  this  classification  shall  not  be 
graded  above  US.  Grade  B.  regardless  of 
the  total  score  for  the  product  (this  is  a 
partial  limiting  rulci. 


§r.2.1l«>2      Drfcn,. 


•a)  General.  The  factor  of  defects 
refers  to  the  degree  of  freedom  from 
unites  which  are  crushed  or  broken,  dam- 
aged, or  seriously  damaged. 

•  bi  Definitions  of  terms,  d)  "Crushed 
or  broken  unit"  with  respect  to  all  styles 
other  than  the  style  of  "stems  "and 
pieces  means  a  unit  that  Is  crushed  to 
the  extent  so  as  to  destroy  its  normal 
shape  or  that  is  severed  into  two  or  more 
separate  parts. 

<2»  "Damaged"  means  damaged  by 
discoloration,  pathological  injury,  me- 
chanical injury,  or  damaged  by  other 
means  to  such  an  extent  that  the  ap- 
IX'arance  or  eating  quality  of  the  unit 
is  materially  affected.  Knife  marks  re- 
sulting from  the  preparation  of  sliced 
whole  mushrooms,  random  sliced  whole 
mushrooms,  or  sliced  buttons  are  not 
considered  mechanical  injury. 

<3)  "Seriously  damaged"  means  dam- 
aged to  such  an  extent  that  the  appear- 
ance or  eatmg  quality  of  the  unit  is 
seriously  affected. 

<c)  (A)  classification.  Canned  mush- 
rooms that  are  practically  free  from  de- 
fects may  be  given  a  score  of  27  to  30 
points.  "Practically  free  from  defects- 
means  : 

<  1 )  The  product  does  not  exceed  the 
applicable  allowances  prescribed  for  the 
respective  type  of  defect  in  Table  II  of 
this  section;  and 

i2i  Notwithstanding  the  specified  al- 
lowances, the  presence  of  crushed  or 
broken  units  in  the  applicable  styles, 
damaged,  and  seriously  damaged  units 
does  not  materially  affect  the  appear- 
ance or  eating  quality  of  the  product. 

<d)  (B)  classification.  Canned  mush- 
rooms that  are  fairly  free  from  defects 
may  be  given  a  <  core  of  24  to  26  points 
Canned  mushrooms  that  fall  into  this 
classification  shall  not  be  graded  above 
U.S.  Grade  B.  regardless  of  the  total 
score  for  the  product  <thLs  is  a  limiting 
rule ) .    "Fairly  free  from  defects"  means : 

<  1 )  The  product  does  not  exceed  the 
applicable  allowances  prescribed  for  the 
respective  type  of  defect  in  Table  II  of 
this  section;  and 

<2)  Notwithstanding  the  specified  al- 
lowances, the  presence  of  crushed  or 
broken  units  in  the  applicable  styles, 
damaged,  and  seriously  damaged  units 
does  not  seriously  affect  the  appearance 
or  eating  quality  of  the  product. 

(e)  (SStd.)  classification.  Canned 
mushrooms  that  fail  to  meet  the  requlre- 
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ments  of  paragraph  (d)  of  this  section 
may  be  given  a  score  of  0  to  23  points 
and  shall  not  be  graded  above  Substand- 
ard, regardless  of  the  total  score  for  the 

product  (this  is  a  limiting  rule). 

Table  II 
{SuiiiiUiiry  of  allowances  for  Ji'fects') 


Maxiiiiiini  allowancfs 

tir.i'li' 
rl.i.v.lfl- 
cillull 

.K\\  .styles  fxa'pt 
••  .-^icnis  luul                      All  styles 
I'Uhts" 

1 

(nishci!  or 
broken 

Daniafcil 

Si'rionsly 
damaged  ' 

.K 

S<l.l   ..    . 

weight    "'«"Ji"K  ^H'teht 

wi-ipl.t    "><'uJ»n«  weight 
Fails   to   mt-ot   forejroini!    re<iuiretTients  for 
liratlf  \\  clu.>i.-;iOcation. 

'  Oiii'  unit  in  a  coiitaiiier  h  i>ormitt<>d  to  l>e  seriously 
U;iiii.tii)>ti  J'roiided,  Tliat  the  total  nunilx^r  of  such 
srrii'usly  dnmaped  units  In  all  of  tlir  ponttiinors  comprls- 
init  the  .sample  is  wliliin  the  ixTiviituge  jienuilteU  for 
5Ui  ll  ilcfei't.  I 

§52.1493      Clianuter. 

'a>  General.  The  factor  of  character 
refers  to  the  tenderness  and  texture  of 
the  canned  mushrooms  and  the  develop- 
ment of  the  cap  in  the  styles  of  whole, 
buttons,  sliced  whole  mushrooms,  ran- 
dom sliced  whole,  and  sliced  buttons. 

<b>  Definition  of  closed  veil.  "Closed 
veil"  means  that  the  membrane  which 
extends  from  the  inner  edge  of  the^cap 
to  the  stem  practically  covers  the  gills. 

ic>  (i4>  classification.  Canned  mush- 
rooms that  possess  a  good  character  may 
be  given  a  score  of  18  to  20  points. 
"Good  character"  means  that  the  units 
are  firm  and  tender ;  the  product  is  prac- 
tically free  from  fibrous  or  rubbery  units; 
and  that  with  respect  to  the  styles  of 
"Whole".  "Buttons'",  "Sliced  whole". 
Random  sliced  whole",  and  "Sliced  but- 
tons "  not  less  than  95  percent,  by  weight, 
of  all  the  units  possess  closed  veils.  One 
unit  which  fails  to  meet  the  require- 
ments for  closed  veil  is  pennitted  in  a 
container:  Provided,  That  the  average 
for  such  units  in  all  the  containers  com- 
prising the  sample  does  not  exceed  5 
percent,  by  weight. 

id)  (B)  classification.  Canned  mush- 
rooms that  possess  a  fairly  good  char- 
acter may  be  given  a  score  of  16  or  17 
points.  Canned  mushrooms  that  fall 
into  this  classification  shall  not  be  graded 
above  U.S.  Grade  B,  regardless  of  the 
total  score  for  the  product  (this  is  a  Um- 
iting  rule).  "Fairly  good  character" 
means  that  the  units  are  reasonably  ten- 
der; may  be  slightly  soft;  the  product 
is  reasonably  free  from  fibrous  or  rub- 
bery units;  and  that  with  respect  to 
the  styles  of  ""Whole".  "Buttons",  '"Sliced 
whole".  "Random  sliced  whole",  and 
"Sliced  buttons"'  not  less  than  90  percent, 
by  weight,  of  all  the  units  possess  closed 
veils.  One  unit  which  fails  to  meet  the 
requirements  for  closed  veil  is  permitted 
in  a  container:  Provided.  That  the  aver- 
age for  such  units  in  all  the  containers 
comprising  the  sample  does  not  exceed 
10  percent,  by  weight. 

'e)  (SStd. "I  classification.  Canned 
mushrooms  that  fail  to  meet  the  require- 
ments of  paragraph  (d)  of  this  section 
may  be  given  a  score  of  0  to  15  points  and 
shall  not  be  graded  above  Substandard, 
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regardless  of  the  total  score  for  the  prod- 
uct (this  la  a  limiting  rule) . 

Lot  Inspection  and  Certification 

§  52.1494      Ascertaining   the    grade   of  a 
lot. 

The  grade  of  a  lot  of  canned  mush- 
rooms covered  by  these  standards  is  de- 
termined by  the  procedures  set  forth  in 
the  Regulations  Governing  Insp>ection 
and  Certification  of  Processed  Fruits  and 
Vegetables.  Processed  Products  Thereof, 
and  Certain  Other  Processed  Food  Profl# 
ucts  (7  CPR  §9  52.1  through  52.87  of  this 
title) . 

Score  Sheet 

§  52.1495      Score  sheet  for  c-anned  niusli- 
rooms. 


< 
SiM  and  kind  of  container  : . 

Containef  mark  or  idenliflnition 

Label 

Net  weight  (ounces) 

Vacuum  (inches) 

Drained  weight  (ounces) 

Style 

8lie 

Color 

Factors 

Score  ix)iuls 

Color 

I'liifurniily  of  size  an<l  shai'ic 

Defects    

Character _ 


30 


20 


30 


20 


|(A) 

{(B) 

USSt.l.) 

|(A) 

l'(B) 

Usstd.) 

(A) 

(B) 

(SStd.1 

(A> 

(B) 

(SStd.1 


27-30 

'  24-36 

'0-23 

lH-20 

10  17 

J  0-1.^ 

27-30 

124-26 

'0-23 

lH-20 

'  16-17 

'0-15 


Total  score '100 


Grade 

Normikl  flavor  and  odor. 


■  Indicates  Umitinit  rule. 

-  Indicates  partial  limiting  rule. 

The  United  States  Standards  for 
Grades  of  Canned  Mushrooms  (which 
is  the  fourth  issue)  contained  in  this 
subpart  shall  become  effective  45  days 
after  the  date  of  publication  hereof  in 
the  Fedekal  Register,  and  thereupon  will 
supersede  the  United  States  Standards 
for  Grades  of  Canned  Mushrooms  (7 
CPR,  Part  52)  which  have  been  in  effect 
since  January  19,  1953. 

Dated:  December  28,  1961. 

G.  R.  Grange, 
Deputy  Administrator, 
Marketing  Services. 


IP.R.     Doc.     62-61;     Piled,     Jan. 
8:46  a.m.] 


1962; 


Chopter  VII — Agricultural  Stabiliza- 
tion and  Conservation  Service  (Farm 
Marketing  Quotas  and  Acreage 
Allotments),  Department  of  Agri- 
culture 

(Amdt.  16] 

PART  728— WHEAT 

Subpart — Regulations  Pertaining  to 
Farm  Acre«ige  Allotments  for  1960 
and  Subsequent  Crops  of  Wheat 

inckeasbd  duium  wheat  (class  ii ) 
Allotments  for  1962 

The  amendments  herein   are  issued 
pursuant  to  and  in  accordance  with  the 
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Agricultural  Adjustment  Act  of  1938,  as 
amended,  including  the  amendments  in 
section  125  of  the  Agricultural  Act  of 

1961,  and  prescribe  the  percentage  of 
increase  and  govern  the  establishment  of 
increased  1962  farm  wheat  acreage  al- 
lotments and  marketing  quotas  in  des- 
ignated counties  for  the  purpose  of  in- 
creasing the  production  of  Durum  Wheat 
(Class  n)  for  1962. 

Section  125^f  the  Agricultural  Act  of 
1961  amended  334(e)  of  the  Agricultural 
Adjustment  Act  of  1938,  as  amended,  to 
authorize  the  Secretary  of  Agriculture  to 
determine  with  respect  to  each  of  the 

1962,  1963  and  1964  crops  of  Durum 
Wheat  (Class  II)  whether  the  acreage 
allotments  for  such  crop  for  farms  pro- 
ducing such  wheat  will  be  inadequate  to 
provide  for  the  production  of  a  suflficient 
quantity  of  Durum  Wheat  (Class  11)  to 
satisfy  the  demand  therefor  (but  not  in- 
cluding export  demand  involving  a  sub- 
sidy by.  or  loss  to,  the  Federal  Govern- 
ment) .  If  with  respect  to  any  such  year's 
crop  of  Dunim  Wheat  (Class  11)  the 
Secretary  should  determine  that  the 
acreage  allotments  of  farms  producing 
such  wheat  are  inadequate  to  provide 
for  the  production  of  a  sufficient  quan- 
tity to  satisfy  such  demands,  the  statute 
directs  him  to  determine  and  designate 
the  counties  in  the  States  of  North  Da- 
kota, Minnesota,  Montana,  South  Da- 
kota, and  California  which  are  citable 
of  producing  Dunmi  Wheat  (Class  U) 
and  which  have  produced  such  wheat  for 
commercial  food  products  during  one  or 
more  of  the  five  years  immediately  pre- 
ceding the  year  in  which  such  crop  is 
harvested,  and  determine  the  percent- 
age factor  by  which  the  average  annual 
production  of  Durum  Wheat  (Class  ID 
in  the  two  years  1960  and  1961  must  be 
increased  to  supply  such  demand. 

Notice  was  given  (26  F.R.  9912)  that 
the  Secretary  of  Agriculture  was  prepar- 
ing to  make  such  determination  with  re- 
spect to  the  1962  crop  of  Durum  Wheat 
(Class  n) ;  and  growers  and  millers  of 
Durum  Wheat  (Class  II) ,  manufacturers  ^ 
of  semolina  products,  and  other  inter- 
ested persons  were  invited  to  submit  data, 
\'iews,  and  recommendations  with  respect 
thereto.  The  data,  views,  and  recom- 
mendations which  were  submitted  pur- 
suant to  such  notice  have  been  duly 
considered  in  the  issuance  of  the  amend- 
ments herein  within  the  limits  permit- 
ted by  the  Agricultural  Adjustment  Act 
of  1938,  as  amended. 

In  making  the  determination  of  coun- 
ties in  which  the  increased  allotments 
and  quotas  for  1962  will  be  applicable 
and  which  are  to  be  designated  in  §  728.- 
1026,  paragraph  <h),  the  Durum  Wheat 
(Class  ID  acreage  estimates  of  the  Sta- 
tistical Reporting  Service,  farm  data  ob- 
tained from  wheat  producers'  produc- 
tion as  reported  by  the  grain  trade,  and 
repoi-ts  fix>m  agronomists  and  experi- 
ment stations  will  be  used  to  determine 
whether  Durum  Wheat  (Class  ID  has 
been  produced  for  commercial  food 
products  in  one  or  more  of  the  five  years 
1957  through  1961,  which  are  the  five 
years  immediately  preceding  the  crop 
year  1962. 

The  amendments  herein  which  govern 
the  increase  in  farm  wheat  acreage  al- 
lotments provide  for  the  determination 
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with  respect  to  an  eligible  farm  of  an 
"original"  allotment,  which  is  the  1962 
farm  acreage  allotment  after  the  reduc- 
tion required  by  S  728.1020a:  a  "con- 
ditional" allotment,  computed  by  multi- 
plying the  average  acreage  of  durum 
wheat  on  the  farm  during  the  years 
1§60  and  1961  by  the  percentage  pre- 
scribed in  §  728.10271  a  >  and  adding  such 
product  to  the  original  allotment:  and  a 
"final"  allotment,  determined  after  per- 
formance on  the  farm  has  been  checked. 
Section  334(e>  of  the  Agricultural  Ad- 
justment Act  of  1938.  as  amended,  also 
provides  that  the  increased  allotments 
under  that  section  shall  be  conditioned 
upon  the  producer  planting  to  Durum 
Wheat  (Class  II >  an  acreage  equal  to 
the  1960-61  average  acreage  of  Durimi 
Wheat  (Class  ID  plus  the  amount  of 
increase.  In  view  of  the  fact  that  wheat 
allotments  for  1962  are  ten  percent  less 
than  they  were  for  1960  and  1961,  this 
provision,  if  applied  literally,  would  re- 
quire some  producers  who  receive  in- 
creased allotments  for  1962  and  who 
planted  all  or  nearly  all  their  1960  and 

1961  allotments  to  Ehirum  Wheat  (Class 
II)  to  produce  excess  wheat  in  Oi-der  to 
be  eligible  for  the  increase.  Accordingly, 
in  order  to  prevent  such  a  result,  provi- 
sion is  made  in  §  728.1027  to  have  the 
increased  allotment  and  final  allotment 
determinations  for  such  farms  made  on 
the  basis  of  the  smaller  of  the  1960-61 
average  acreage  of  Durum  Wheat  ( Class 
11)  or  the  1962  original  allotment. 

Section  334(e)  of  the  1938  Act.  as 
amended,  would  also  place  many  pro- 
ducers who  planted  Durum  Wheat  ( Class 
n)  in  excess  of  the  1960-61  average 
acreage  of  such  wheat  but  who  did  not 
plant  to  Dunmi  Wheat   (Class  II)    in 

1962  the  full  amount  of  the  increase  in 
an  excess  position  with  respect  to  the 
original  allotment  for  the  farm.  There- 
fore, in  order  to  avoid  the  necessity  of  a 
producer  planting  to  Dunun  Wheat 
(Class  n)  the  exact  amount  of  his  in- 
creased allotment,  5  728.1027  provides 
that  the  final  allotment  will  be  the  1962 
original  allotment  plus  the  amount  by 
which  the  1962  acreage  of  Durum  Wheat 
(Class  n)  on  the  farm  exceeds  the  1960- 
1961  average  acreage  of  such  wheat  on 
the  farm,  but  not  to  exceed  the  con- 
ditional allotment. 

As  indicated  above,  public  notice  was 
given  that  the  Secretary  of  Agriculture 
was  preparing  to  make  certain  deter- 
minations required  by  section  334(e)  of 
the  Agricultural  Adjustment  Act  of  1938. 
as  amended,  with  respect  to  the  1962 
crop  of  wheat.  Public  notice  was  not 
specifically  given  of  the  proposed  issu- 
ance of  amendments  to  the  regulations 
for  determining  wheat  acreage  allot- 
ments for  1962  to  provide  for  the  in- 
creases in  allotment  necessary  to  in- 
crease the  production  of  Durum  Wheat 
(Class  n)  for  1962.  In  order  that  pro- 
ducers may  proceed  with  plans  for  seed- 
ing Durum  Wheat  (Class  ID  and  other 
classes  of  wheat  of  the  1962  crop  of  wheat 
as  expeditiously  as  possible  and  particu- 
larly to  enable  producers  to  determine 
whether  to  participate  in  the  1962  wheat 
stabilization  program,  it  is  hereby  found 
that  with  respect  to  the  amendments 
herein  of  which  public  notice  has  not 
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been  given  compliance  with  the  public 
notice  and  procedure  requirements  of 
section  4  of  the  Administrative  Proce- 
dure Act  is  impracticable  and  contrary 
to  the  public  interest;  and  that  as  to  all 
the  amendments  herein  compliance  with 
the  30-day  effective  date  provisions  of 
section  4  of  the  Adminustrative  Procedure 
Act  is  impracticable  and  contrary  to  tiie 
public  interest.  Therefore,  the  amend- 
ments herein  shall  become  effective  upon 
films  of  this  document  with  tlie  Dnoc- 
tor.  Office  of  the  Federal  Rri^Kster 

§728.1011       I  AmemlimMit  I 

1.  Section  728.1011  is  amended  by 
addins  a  new  paragraph  ik'  to  read  as 
follows : 

<k>  •Cropland  well  suited  to  wheat' 
means  that  acreage  of  croplAnd  which 
is  determined  by  the  county  committee 
in  accordance  with  t;cneraily  accepted 
local  standards  to  be  well  .suited  to  the 
production  of  wheat,  considering  topog- 
raphy, type  of  soil,  draina'-ze.  freedom 
from  overfiow,  and  freedom  from  serious 
wind  erosion. 

2.  A  new  $  728.1027  is  added  to  read 
as  follows: 

§728.1027  Inrrou«*e  in  1062  nrrrasf 
ullutnieni'*  for  production  of  Diiriuu 
^heut  (CliisA  II). 

(a»   It  is  estimated  that  the  domestic 
utilization   of   the   1962   crop  of   durum 
wheat   will   be   from    27   to   30   million 
bushels,  exports  of  such  crop   (without 
benefit  of  subsidy  by,  or  loss  to.  the  Fed- 
eral CJovernmenti    will  be  from  5  to  7 
million  bushels,  and  carry-over  require- 
ments of  such  crop  will  be  from  5  to  8 
million   busheLs.   making   total   require- 
ments of  from  37  to  45  million  bushels. 
For  the  purposes  hereof  the  demands  for 
the  1962  crop  of  si.ch  wheat  are  deter- 
mined  to  be   37.856,000    bushels.     It   is 
determined    that    the    average    acreage 
planted    to    durum    wheat    during    the 
years  1960  and  1961  was  1.690,000  acres. 
It  is  determir\ed  that  because  of  less  than 
average  current  subsoil  conditions  the 
estimated    yield   for   the    1962   crop   of 
durum    wheat    will    be    16    bushels    per 
planted  acre.    A  1962  planted  acreage  of 
durum    wheat    of    1,690,000    acres    (the 
1960-1961  average  acreage)  at  a  yield  of 
16    bushels    per    planted    acre    would 
produce  a  1962  crop  of  durum  wheat  of 
27.040,000  bushels,  which  is  determined 
to  be  inadequate  to  meet  the  demands 
determined     above.     The     increase     in 
acreage    planted    to    the    1962    crop    of 
durum  wheat  over  the  average  acreage 
planted     to    such     wheat     during     the 
years    1960    and    1961     lie..    1.690.000) 
which   would   be   required,   at   an   esti- 
mated average  yield  of  16  bushels  per 
acre,   to   produce   a   1962   crop  of  such 
wheat  required  to  meet  the  demands  for 
the  1962  crop  of  such  wheat  determined 
at  37.856.000  bushels,   would  be  40   per 
centum.    It  is  therefore  determined  that 
the  acreage  allotments  for  the  1962  crop 
of  wheat  for  farms  eligible  for  increases 
under  this  section  shall  be  increased  by 
forty  per  centum  of  the  average  acre- 
age planted   to  durum  wheat  on  such 
farms  during  the  years  1960  and  1961. 
as  determined  under  paragraph  (c    of 
this  section. 


(b)  Upon  written  application  signed 
by  the  producer  prior  to  the  closing  of 
the  spring  signup  period  under  the  1962 
wheat  stabilization  program,  which  will 
be  March  30,  1962,  the  conditional  acre- 
age allotment  established  under  the  pro- 
visions of  this  section  for  any  farm  in 
any  of  the  approved  Durum  Wheat 
(Class  II »  counties  designated  in  para- 
graph (P  of  this  section  shall  be  com- 
puted by  multiplying  the  average  acre- 
age of  Durum  Wheat  (Class  n»  on  the 
farm  during  the  years  1960  and  1961.  as 
determined  under  paragraph  (e»  of  this 
section,  by  40  percent  and  adding  such 
product  to  the  1962  farm  acreage  allot- 
ment after  reduction  as  required  by 
S  728.1020a.  hereinafter  referred  to  as 
the  "original  allotment  ":  Provided.  That 
such  conditional  allotment  shall  not  ex- 
ceed the  cropland  on  the  farm  well 
suited  to  wheat. 

(O  The  final  allotment  for  the  farm 
shall,  upon  proof  of  performance,  be  the 
1962  original  allotment  increased  by  the 
amount  by  which  the  1962  acreage  of 
Durum  Wheat  (Class  ID  on  the  farm 
is  greater  than  the  average  acreage  of 
Durum  Wheat  (Class  II)  on  the  farm 
during  the  two  years  1960  and  1961.  as 
determined  under  paragraph  (e)  of  this 
section:  Provided.  That  the  final  allot- 
ment shall  not  exceed  the  smaller  of  the 
conditional  allotment  or  the  1962  acre- 
age of  Durum  Wheat  (Class  ID  on  the 
farm  plus  the  1962  acreage  of  other 
wheat  on  the  farm.  Notwithstanding 
the  above,  if  the  total  of  all  wheat  acre- 
age for  1962  docs  not  exceed  the  original 
allotment,  or  if  the  1962  acreage  of  Du- 
rum Wheat  (Class  II)  is  not  greater 
than  the  average  Durum  Wheat  (Class 
II )  acreage  on  the  farm  during  the  years 
1960  and  1961.  as  determined  in  para- 
graph (e)  of  this  section,  the  final  allot- 
ment shall  be  the  original  allotment. 

(d)  The  increase  in  wheat  acreage  al- 
lotments authorized  by  this  section  shall 
be  in  addition  to  the  National.  State, 
and  county  wheat  acreage  allotments, 
and  the  acreage  of  Durum  Wheat  (Class 
ID  on  such  increased  allotments  shall 
not  be  considered  in  establishing  future 
State,  county,  and  farm  acreage  allot- 
ments. 

(e)  For  the  purpose  of  the  determina- 
tions in  paragraphs  (b)  and  (c)  of  this 
section,  the  1960-61  average  acreage  of 
Durum  Wheat  (Class  ID  shall  be  con- 
sidered to  be  the  smaller  of  the  actual 
1960-61  average  acreage  of  Durum 
Wheat  (Class  II)  or  the  1962  original 
allotment. 

(f)  For  purposes  of  the  determina- 
tions in  paragraphs  (b)  and  (o  of  this 
section,  in  the  counties  of  Modoc  and 
Siskiyou.  California,  the  1962  original 
allotment  shall  be  considered  to  be  the 
allotment  established  under  provisions 
of  §  728.1020a  or.  if  applicable  to  the 
farm,  the  special  acreage  allotment  de- 
termined therefor  under  §  728.1026. 

<g)  If  the  total  1962  acreage  of  all 
wheat  on  the  farm  exceeds  the  final 
allotment,  any  wheat  acreage  in  excess 
of  such  final  allotment  shall  be  regarded 
as  excess  wheat  acreage. 

<h)  Any  farm  receiving  an  increased 
allotment  in  accordance  with  para- 
graphs (b)  and  (c)  of  this  section  shall 
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not  be  permitted  to  participate  in  the 
1962  wheat  stabilization  program. 

(i)  Approved  Durum  Wheat  (Class 
ID  counties  are  counties  which  (1)  are 
capable  of  producing  Durum  Wheat 
(Class  ID.  (2)  have  produced  such 
wheat  for  commercial  food  products  dur- 
ing one  or  more  of  the  five  years  1957 
through  1961.  and  (3)  are  located  in  the 
States  of  North  Dakota,  Miruiesota, 
Montana.  South  Dakota  and  California. 
A  listing  of  such  counties  will  be  pro- 
vided by  a  subsequent  amendment. 

(.sers    ;)34.  375.  52  Stat.  54.  afi  amended.  66 
75  SUtt    300;   7  U.S.C.  1334.  1375) 

Effective  date:  Upon  publication  in  the 
Federal  Registtr. 

Signed  at  Washington,  D.C.,  on  De- 
cember 28,  1961. 

Orville  L.  Freeman, 
Secretary. 

|FR      Doc      62  65:     Piled,     Jan.     3,     1962; 
8:46  a.m. I 


Chapter  VIII — Agricultural  Stabllizo- 
tion  and  Conservation  Service 
(Sugar),  Department  of  Agriculture 

SUBCHAPTER   G — DETERMINATION  Of 
PROPORTIONATE   SHAIES 

(Sugar  E>etermlnatlon  850.145] 

PART   850^DOMESTIC   BEET  SUGAR 
PRODUCING  AREA 

Proportionate   Shares   for   Farms — 
1962  Crop     I 

Pursuant  to  the  provisions  of  section 
302  of  the  Sugar  Act  of  1948,  as  amended 
(hereinafter  referred  to  as  "act"),  the 
following  determination  is  hereby  issued: 

§  830.]  15      Proportionate  shares  for 
^a^lll^  in  the  dumesitir  bert  itugar  area. 

(a)  Definitions.  For  the  purpose  of 
this   section,   the   terms: 

(D  •Secretary"  means  the  Secretary 
of  Agriculture  of  the  United  States,  or 
any  officer  or  employee  of  the  United 
States  Department  of  Agriculture  to 
whom  authority  has  been  delegated,  or 
to  whom  authority  may  hereafter  be 
delegated,  to  act  in  his  stead. 

(2)  "State  Committee"  means  the  per- 
sons in  a  State  designated  by  the  Secre- 
tary as  the  Agricultural  Stabilization  and 
Conservation  State  Committee,  imder 
section  8«b)  of  the  Soil  Conservation  and 
Domestic  Allotment  Act.  as  amended. 

(3)  "County  Committee"  means  the 
persons  elected  within  a  county  as  the 
County  Committee  pursuant  to  regula- 
tions governing  the  selection  and  func- 
tion of  Agricultural  Stabilization  and 
Conservation  County  and  Community 
Committees,  under  section  8(b)  of  the 
Soil  Conservation  and  E>omestic  Allot- 
ment Act.  as  amended. 

(4)  "Planted  acres"  means  the  acre- 
age of  sugar  beets  which  is  either  har- 
vested for  the  extraction  of  sugar  or 
liquid  sugar  or  was  determined  by  a 
member  of  the  County  Committee  to  have 
been  bona  fide  abandoned  acreage  to  the 
extent  of  fulfilling  at  least  the  require- 
ments for  abandonment  payment  set 
forth  in  subparagraphs  (1)  through  (5) 
of  §842.2<a)  of  this  chapter,  as  shown 
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by  the  oflSce  records   of    the    County 
Committee. 

(5)  "C^?erator"  means  the  person  (or 
persons)  who  controls  and  directs  the 
sugar  beet  (H>eratiohs  on  the  farm  and 
who  bears  the  major  portion  of  the  risk 
of  financial  loss  or  the  opportunity  for 
financial  gain  resulting  from  such 
operations. 

(6)  "Farm"  shall  have  the  meaning 
set  forth  in  Part  822  of  this  chapter. 

(7)  "Producer"  shall  have  the  mean- 
ing set  forth  in  section  101  (k)  of  the  act. 

(b)  Proportionate  shares.  The  pro- 
portionate share  of  the  1962  crop  for 
each  farm  in  the  Domestic  Beet  Sugar 
Area  shall  be  the  number  of  acres  planted 
thereon  for  the  production  of  sugar 
beets  to  be  marketed  (or  processed  by 
the  producer)  for  the  extraction  of  sugar 
or  liquid  sugar  during  the  1962-crop  sea- 
son. For  the  purpose  of  establishing 
farm  proportionate  shares  for  subsequent 
crops,  the  sugar  beet  production  record 
for  any  of  the  crop  years  1958  through 
1962  of  any  land  removed  from  sugar 
beet  production  either  because  of  trans- 
fer of  such  land  by  sale,  lease  or  dona- 
tion to  any  Federal,  State  or  other 
agency  or  entity  having  the  right  of 
eminent  domain,  shall,  upon  application 
to  the  appropriate  State  Committee 
within  three  years  from  the  date  of  such 
transfer,  be  added  to  the  sugar  beet  pro- 
duction record  for  such  crop  years,  if 
any,  of  other  land  within  the  State 
owned  or  purchased  by  the  owner  of 
the  land  so  transferred. 

(c)  Eligibility,  for  payment  under  the 
act.  For  any  producer  of  1962-crop 
sugar  beets  on  the  farm  to  be  eligible  for 
payment  under  the  act,  the  requirements 
of  the  act  with  respect  to  child  labor 
shall  have  been  met  and  the  require- 
ments of  the  act  and  of  the  regulations 
issued  pursuant  thereto  with  respect  to 
wage  rates,  and,  in  the  case  of  a  proces- 
sor-producer (a  producer  who  is  also  a 
processor),  prices  paid  for  sugar  beets 
shall  have  been  met. 

(d)  Filing  application  for  payment. 
Application  for  payments  authorized 
under  Title  m  of  the  act  with  resi>ect 
to  sugar  beets  planted  on  a  farm  for 
harvest  during  the  1962-crop  season 
shall  be  made  on  Form  SU-110  by  the 
producer  on  the  farm,  or  his  legal  rep- 
resentative, who  must  sign  the  form  and 
file  it  in  the  ASCS  county  office  for  the 
county  wherein  the  farm  is  located,  or 
with  a  representative  of  such  office,  no 
later  than  Dec«nber  31,  1964. 

(e)  Determination  of  eligibility  and 
basis  for  payment;  and  appeals  for  re- 
view thereof.  Compliance  with  the 
conditions  prescribed  by  the  act  and 
regulations  for  any  payment  authorized 
under  Title  m  of  the  act,  the  facts  con- 
stituting the  basis  for  any  such  payment, 
and  the  amount  thereof,  shall  be  deter- 
mined by  the  County  Committee,  such 
determination  to  be  subject  to  review 
and  approval  or  reversal  and  redeter- 
mination by  the  State  Committee  or  by 
the  Secretary.  Determinations  by  the 
County  Committee  and  redeterminations 
by  the  State  Committee  or  the  Secretary 
shaU  be  made  and  decided  in  accordance 
with  the  applicable  provisions  of  the  act 
and  regulations  issued  by  the  Secretary 
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thereunder,  and  on  the  facts  in  the  in- 
dividual case.  Within  15  days  after  the 
notice  of  a  determination  by  the  County 
Committee  is  mailed  to  or  otherwise 
made  available  to  a  producer,  he  may  re- 
quest the  County  Committee  in  writing 
to  reconsider  such  determination.  With- 
in 5  days  after  all  facts  in  the  case 
have  been  considered,  the  County  Com- 
mittee shall  notify  him  of  its  decision 
in  writing.  If  the  producer  is  dissatis- 
fied with  the  decision  of  the  County 
Committee,  he  may,  withih  15  days  after 
the  date  of  mailing  of  the  decision  to 
him,  appeal  in  writing  to  the  State  Com- 
mittee. The  State  Committee  shall 
notify  him  in  writing  of  its  decision 
within  5  days  after  all  facts  in  the  case 
have  been  considered.  The  producer  or 
his  representative  shall  be  afforded  the 
opportunity  of  appearing  in  person 
before  the  County  Committee  with  re- 
spect to  his  request  for  reconsideration 
of  a  determination,  and  before  the  State 
Committee  in  regard  to  his  appeal.  If 
the  producer  is  dissatisfied  with  the  de- 
cision of  the  State  Committee,  he  may, 
within  15  days  after  the  notice  of  the 
decision  is  forwarded  to  or  otherwise 
made  available  to  him,  appeal  the  deci- 
sion of  the  State  Committee  to  the  Sec- 
retary. The  appeal  to  the  Secretary 
shall  be  in  writing,  and  the  decision  of 
the  Secretary  to  affirm  or  modify  the 
decision  of  the  State  Committee  shall 
be  final.  The  procedures  applicable  to 
claims  for  unpaid  wages  are  provided 
for  under  regulations  pertaining  there- 
to, as  issued  by  the  Secretary. 

(f)  Obtaining  information  regarding 
eligibility  for  payment.  Where  it  is  nec- 
essary to  obtain  information  to  assist 
the  Coimty  Committee  in  determining 
compliance  with  the  conditions  pre- 
scribed by  the  act  and  regulations  for 
any  payment  authorized  under  Title  III 
of  the  act,  the  facts  constituting  the 
basis  for  any  such  payment  or  the 
amount  thereof,  or  to  assist  the  State 
Committee  or  the  Secretary  in  reviewing, 
and  acting  upon,  any  such  determination 
by  the  County  Committee,  any  such  in- 
formation with  respect  to  acreage  or 
compliance  shall  be  obtained  to  the  ex- 
tent possible  as  provided  in  the  appli- 
cable provisions  of  Part  718  gf  Chapter 
Vn  of  this  tiUe  (24  FJl.  4223).  as 
amended.  In  the  absence  of  a  provision 
in  such  Part  718  for  obtaining  any  such 
information,  any  employee  of  the  County 
Committee  or  employees  of  the  State 
Committees  designated  resiiectively  by 
the  County  Office  Manager  or  by  the 
State  Executive  Director  to  be  qualified 
to  perform  such  a  duty  may  obtain  such 
information.  If  the  operator,  or  his  rep- 
resentative, of  any  farm  with  respect  to 
which  application  is  made  for  any  pay- 
ment authorized  under  Title  in  of  the 
act  prevents  the  obtaining  of  the  infor- 
mation necessary  to  determine  compli- 
ance with  the  conditions  for  any  such 
payment,  the  facts  constituting  the  basis 
of  any  such  payment  or  the  amount 
thereof,  as  provided  in  this  paragraph, 
the  conditions  prescribed  by  Uie  act  suid 
regulations  for  any  such  payment  shall 
be  deemed  not  to  have  been  met  until 
such  farm  operator  or  his  representative 
permits  such  information  to  be  obtained. 
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Sugar  Act  requirements.  As  a  condi- 
tion for  payment,  section  30Kb)  of  the 
abt  provides  that  there  shall  not  have 
been  marketed  (or  processed  >.  except 
for  livestock  feed  or  for  the  production 
of  livestock  feed,  an  acreage  of  sugar 
beets  grown  on  the  farm  and  used  for 
the  production  of  sugar  or  liquid  sugar 
in  excess  of  the  proportionate  share  for 
the  farm,  as  determined  by  the  Secretary 
pursuant  to  section  302  of  the  act. 

Section  302 1  a)  of  the  act  provides  that 
the  amount  of  sugar  with  respect  to 
which  payment  may  be  made  shall  be 
the  amount  of  sugar  commercially  re- 
coverable from  the  sugar  beets  grown  on 
a  farm  and  marketed  (or  processed  by 
the  producer)  for  sugar  or  liquid  sugar 
not  in  excess  of  the  proportionate  share 
established  for  the  farm. 

Section  302(b)  provides  that  in  deter- 
mining the  proportionate  share  for  a 
farm,  the  Secretary  may  take  into  con- 
sideration the  past  production  on  the 
farm  of  sugar  beets  marketed  (or  proc- 
essed) within  the  proportionate  share  for 
the  extrskction  of  sugar  or  liquid  sugar 
and  the  ability  to  produce  such  sugar 
beets,  and  that  the  Secretary  shall,  inso- 
far as  practicable,  protect  the  interests 
of  new  producers  and  small  producers, 
and  the  Interests  of  producers  who  are 
cash  tenants,  share  tenants,  or  share- 
croppers, and  of  the  producers  in  any 
local  producing  area  whose  past  produc- 
tion has  been  adversely,  seriously  and 
generally  affected  by  drought,  storm, 
flood,  freeze,  disease  or  insects,  or  other 
similar  abnormal  and  uncontrollable 
conditions. 

Geiieral.  Pursuant  to  the  foregoing 
provisions  of  the  act.  proportionate 
shares  for  sugar  beet  farms  are  estab- 
lished for  each  crop  for  use  in  deter- 
mining the  amounts  of  sugar  for  pay- 
ment on  Individual  farms.  Restrictive 
proportionate  shares  are  required  in 
an  area  for  any  crop  when  the  indicated 
production  will  be  greater  than  the  quan- 
tity needed  to  enable  the  area  to  meet 
the  quota  (and  provide  a  normal  carry- 
over Inventory)  as  estimated  by  the  Sec- 
retary for  such  area  for  the  calendar 
year  during  which  the  larger  part  of  the 
sugar  from  such  crop  normally  would  be 
marketed.  For  a  restricted  crop,  the 
marketing  of  sugar  beets  within  the  re- 
strictive proportionate  shares  estab- 
lished constitutes  one  of  the  conditions 
of  payment. 

Acreage  limitations  were  in  effect  in 
the  Domestic  Beet  Sugar  Producing 
Area  for  each  of  the  crops  of  1955 
through  1960.  During  this  period,  the 
national  acreage  limitations  ranged 
from  850.000  acres  (for  the  1955  and 
1956  crops)  to  1.000.000  acres  (for  the 
1960  crop).  When  unfavorable  weather 
conditions  and  a  shortage  of  irrigation 
water  resulted  in  a  considerable  under- 
planting  of  the  1960-crop  acreage,  pro- 
vision was  made  for  reallocating  unused 
acreages  between  States  to  permit  the 
covermg  in  under  proportionate  shares  of 
overplanted  acreages  and  to  permit 
limited  additional  plantings  so  as  to 
more  fvU^  utilize  the  acreage  limitation. 
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During  recent  years,  the  quota  for 
the  beet  area  has  been  augmented  by 
large  deficit  reallocations  from  Hawaii 
and  Puerto  Rico.  Such  augmented 
quotas  have  made  it  difficult  for  proc- 
essors in  the  area  to  fully  supply  their 
market  during  the  montiis  of  high  de- 
mand and  have,  likewise,  necessitated 
a  large  decree  of  dependence  upon  new- 
crop  su«ar  during  the  last  several 
months  of  the  year.  In  each  of  the  last 
three  years,  the  area  has  not  fully  met 
Its  quota,  despite  substantial  construc- 
tive deliveries  of  beet  sugar 

To  permit  the  production  of  sufficient 
1961-crop  beet  sugar  to  meet  anticipated 
quota  and  carryover  requirements,  the 
acreage  of  that  crop  was  not  restricted 
by  the  Government.  Based  upon  the 
most  recent  information  available,  about 
1.120.000  acres  were  planted  to  the  crop, 
an  mcrease  of  about  16  percent  over  the 
1960-crop  level.  Yields  of  sugar  per 
acre  have  been  disappointing  and  it  is 
now  expected  that  production  will  be 
only  slightly  larger  than  that  from  the 
1960  crop.  Recent  estimates  of  both 
production  and  marketing  indicate  that 
the  effective  carryover  inventory  of  sugar 
'le  sugar  on  hand  at  the  beginning  of 
1962  plus  sugar  produced  after  Jan- 
uary 1  from  1961-crop  sugar  beets)  on 
January  1.  1962,  will  be  less  than  on  Jan- 
uary 1  of  this  year  by  at  least  100.000 
tons.  Information  concerning  the  yields, 
of  course,  became  available  after  the 
public  hearing. 

Public  hearing.  In  accordance  with 
established  practice  and  as  announced 
in  a  press  release  of  August  16,  1961.  an 
informal  public  hearing  was  held  by  the 
Department  in  Denver.  Colorado,  on 
August  29  for  the  purpose  of  obtaining 
the  views  and  recommendations  of  sugar 
beet  producers,  processors  and  other  in- 
terested persons  as  to  whether  there 
would  be  a  need  to  invoke  the  provisions 
of  the  act  in  restricting  1962-crop  sugar 
beet  acreages.  To  provide  a  basis  for 
full  discussion  at  the  hearing,  the  De- 
partment sent  a  letter  to  sugar  beet 
grower  associations  and  to  sugar  beet 
processors  on  August  18  re-stating  the 
purpose  of  the  hearing  and  containing 
suggestions  on  how  a  restrictive  program 
might  operate  should  restrictions  become 
necessary.  Views  were  also  invited  on 
the  desirable  level  of  the  effective  in- 
ventory of  beet  sugar  at  the  end  of  1962 
and.  if  the  Department  later  determined 
that  acreage  restrictions  would  be  neces- 
sary, the  desirable  level  of  the  national 
acreage  limitation.  The  hearing  was  at- 
tended by  about  170  persons,  many  of 
whom  presented  testimony.  Numerous 
briefs  have  been  fi'.ed  with  the  Depart- 
ment since  the  hearing. 

At  the  hearing  and  m  subsequent 
briefs,  representatives  of  grower  groups 
in  several  States  wherein  there  is  a  de- 
sire to  expand  acreage,  as  well  as  spokes- 
men for  districts  in  certain  States  where 
sugar  beets  are  not  now  grown,  strongly 
urged  that  1962  beet  acreage  be  unre- 
stricted. Many  of  the  latter  submitted 
testimony  favoring  an  increase  in  the 
quota  for  the  beet  area  and  expressed 
hope  that  their  districts  would  be  in- 
cluded in  any  acreage  expansion  that 


might  result.  Some  of  the  grower  groups 
recommending  unrestricted  acreage  sug- 
gested that  growers  and  processors  work- 
ing together  could  exercise  the  needed 
control  by  judicious  contracting  of  acre- 
age. Spokesmen  for  the  majority  of  the 
established  sugar  beet  growers  in  the 
country  went  on  record  at  the  hearing  or 
in  briefs  submitted  subsequent  thereto 
as  favoring  acreage  restrictions.  The 
problems  of  storing  and  marketing  large 
quantities  of  beet  sugar  and  the  result- 
ant effects  on  net  returns  for  sugar  and 
prices  for  sugar  beets  were  important 
considerations  in  the  testimony  of  this 
group.  Dissenting  opinions  were  pre- 
sented with  respect  to  both  viewpoints. 

Of  the  processors  testifying  at  the 
hearing  or  submitting  briefs,  three  rec- 
ommended that  1962-crop  acreages  be 
restricted  to  avoid  an  oversupply  of 
beet  sugar  with  the  resultant  detri- 
mental effects  on  price.  Pour  recom- 
mended that  the  crop  be  unrestricted. 
The  uncertainty  in  the  world  situation, 
the  need  for  flexibility  in  contracting  for 
acreage  to  meet  crop  rotation  problems, 
and  the  probability  of  an  increase  In  the 
quota  for  the  area,  were  the  main  rea- 
sons expressed  by  this  latter  group.  Two 
processors  suggested.  In  effect,  that  the 
decision  as  to  whether  or  not  acreage 
restrictions  are  required  be  made  by  the 
Department  in  light  of  probable  market- 
ing opportunities  and  other  pertinent 
factors.  Two  testifying  suggested  that 
any  necessary  controls  to  avoid  exces- 
sive supplies  be  exentised  by  grower  and 
processor  cooperation. 

The  recommendations  with  respect  to 
the  advisable  national  acreage  limita- 
tion, if  restrictions  were  determined  nec- 
essary by  the  Department,  ranged  from 
950.000  to  not  less  than  the  estimated 

1961  acreage  level  of  1.120,000. 
Determination.      This    determination 

provides  that  the  1962-crop  proportion- 
ate share  for  each  farm  in  the  domestic 
beet  sugar  producing  area  shall  be  the 
number  of  acres  planted  thereon  for  the 
production  of  sugar  beets  to  be  marketed 
(or  processed  by  the  producers)  for  the 
extraction  of  sugar  or  liquid  sugar  dur- 
ing the  1962-crop  season.  This  deter- 
mination of  proportionate  shares  for  the 

1962  crop  has  been  made  upon  a  finding 
that  it  is  not  necessary  to  restrict  farm 
proportionate  shares  for  such  crop  to 
prevent  the  area  from  accumulating  a 
quantity  of  sugar  in  excess  of  that  needed 
to  enable  the  Domestic  Beet  Sugar  Area 
to  meet  its  qouta  as  estimated  for  the 
calendar  year  during  which  the  larger 
part  of  such  crop  normally  would  be  mar- 
keted and  to  provide  a  normal  carryover 
inventory. 

The  present  Sugar  Act  expires  June 
30.  1962.  Hence,  anticipation  of  the 
quantity  of  beet  sugar  that  will  be  needed 
from  the  1962  crop  to  meet  requirements 
in  1963.  when  most  of  the  sugar  from 
the  crop  will  be  marketed,  involves  as- 
sumptions as  to  future  legislation.  For 
the  purposes  of  this  determination  it  is 
assumed  that  the  act  will  be  extended 
and  that  the  marketing  opportunities 
for  the  area  in  1962  will  not  be  greatly 
less  than  in  1961  and  that  such  opportu- 
nities may  be  somewhat  higher  In  1963. 


Thursday,  January  4,  1962 

It  is  recognized  that  the  absence  of 
le^jislation  Increasing  the  quota  for  the 
beot  area  In  1962  could,  in  conjunction 
with  favorable  weather  conditions,  result 
m  a  moderate  increase  In  the  effective  in- 
ventory of  sugar.  However,  except  in  a 
few  areas,  such  as  those  wherein  the 
lack  of  irrigation  water  and  lack  of 
farmer  interest  in  acreage  resulted  in 
plantings  below  factory  capacity,  sugar 
beet  production  from  the  unrestricted 
1961  crop  represented  nearly  the  maxi- 
mum tonnages  that  existing  processing 
facilities  can  handle.  The  processing 
of  these  beets  has  required  considerable 
extension  of  the  slicing  period  and  un- 
favorable weather  conditions  could  re- 
sult in  some  losses  of  sugar  beets  in  cer- 
tain localities.  If  any  processor  did 
contract  for  more  1961-crop  sugar  beets 
than  reasonable  processing  seasons  dic- 
tate, it  is  presumed  that  appropriate  ad- 
justments will  be  made  for  the  1962 
crop.  Hence,  it  is  not  believed  that  un- 
restricted acreage  in  1962  will  result  in 
any  appreciable  overall  increase  in  sugar 
beet  acreage  from  the  1961  level. 

The  absence  of  a  Government  acreage 
control  program  for  the  1961  crop  made 
possible  (1)  the  general  upward  adjust- 
ment of  the  acreages  of  many  producers 
whose  operations  had  been  too  small  to 
be  economically  feasible  on  a  continuing 
basis,  <  2 »  the  movement  of  acreages  from 
areas  wherein  disease  has  made  produc- 
tion uneconomical  to  areas  better-suited 
to  production,  and  (3)  some  desirable 
upward  adjustments  of  sugar  beet  acre- 
ages for  factories  previously  operating  at 
levels  far  below  capacity  and  in  some 
instances  below  levels  which  would  sus- 
tain future  operation  of  the  factories. 
In  addition,  many  farmers  who  were  able 
to  obtain  new -producer  shares  under  un- 
restrictive  programs  received  processor 
contracts  in  1961.  Many  of  these  favor- 
able changes  would  have  been  difficult 
under  any  type  of  Government  restric- 
tive program.  No  cases  have  been 
brought  to  the  attention  of  the  Depart- 
ment which  would  indicate  that,  in  the 
absence  of  restrictions,  processors  have 
made  downward  adjustments  In  the  con- 
tracted acreages  of  growers  unless  such 
adjustments  were  justified  by  desirable 
agronomic  reasons  or  sound  economics. 

The  possibilities  of  increased  market- 
ing opportunities  for  beet  sugar,  neces- 
sitating larger  inventories,  appear  to  out- 
weigh the  possibility  of  an  excessive 
build  up  of  inventories. 

Accordingly,  I  hereby  find  and  con- 
clude that  the  aforestated  determination 
will  effectuate  the  applicable  provisions 
of  the  act.  | 

(Sec.  403.  61  Stat.  932;  7  UJS.C.  1153.  Inter- 
pretfi  or  applies  sees.  301.  302.  61  Stat  929, 
930,  as  amended;  7  U.S.C.  1131.  1132) 

Effective  date :  Date  of  publication. 

Signed  at  Washington,  D.C.,  on  De- 
cember 28.  1961.  j 

Orville  L.  Freeman, 
Secretary  of  Agriculture. 

[FR.     Doc.     62-64:     Filed.     Jan.     8.     1962; 
8:46  ajn] 

No.  2 3 


FEOEIAL  REGISTER 

ritie  12— BANKS  AND  BANKING 

Chopter  V — Federal  Home  Loan  Bank 
Board 

SUBCHAPTER  C— FEDERAL  SAVINGS  AND   LOAN 
SYSTEM 

[No.    15,342] 

FART  545— OPERATIONS 
Distribution   of   Earnings 

December  29,  1961. 

Resolved  that  the  Federal  Home  Loan 
Bank  Board,  upon  the  basis  of  considera- 
tion by  it  of  the  advisability  of  amend- 
ment of  §  545.1-1  of  the  rules  and  regula- 
tions for  the  Federal  Savings  and  Loan 
System  (12  CFR  545.1-1)  as  hereinafter 
set  forth,  and  for  the  purpose  of  effect- 
ing said  amendment,  hereby  amends  said 
9  545.1-1  as  follows,  effective  immedi- 
ately: 

1.  Paragraph  (b)  of  said  section  is 
hereby  amended  to  read  as  follows : 

(b)  Quarterly,  A  Federal  association 
which  has  a  charter  in  the  form  of  Char- 
ter N  or  Charter  K  (rev.)  may,  after 
adoption  by  its  board  of  directors  of  a 
resolution  so  providing  and  while  such 
resolution  remains  in  effect,  distribute 
earnings  on  savings  accounts  as  of  March 
31.  June  30,  September  30,  and  Decem- 
ber 31  of  each  year,  or  as  of  the  last  busi- 
ness day  of  each  March,  June,  Septem- 
ber, and  December,  after  providing  as  of 
March  31  and  September  30  for  the  pay- 
ment of  expenses,  and  for  the  pro  rata 
portion  of  credits  to  reserves  required  by 
section  10  of  Charter  N  and  Charter  K 
(rev. )  for  the  six -month  period  ending  on 
June  30  and  December  31,  respectively, 
next  succeeding:  Provided,  That  no  such 
Federal  association  may  so  distribute 
earnings  prior  to  June  30,  1963,  if  the 
home  office  of  such  Federal  association  is 
in  a  State,  district,  or  territory  (includ- 
ing Puerto  Rico.  Guam,  and  the  Virgin 
Islands)  where  building  and  loan  or  sav- 
ings and  loan  associations,  homestead  as- 
sociations, cooperative  banks,  and  mu- 
tual savings  banks  are  prohibited  by  the 
laws  of  such  State,  district,  or  territory 
from  distributing  earnings  quarterly. 

2.  The  last  proviso  of  paragraph  (c)  of 
said  section  is  hereby  amended  to  read 
as  follows:  "Provided  further.  That,  prior 
to  June  30, 1963,  no  such  Federal  associa- 
tion may  so  distribute  earnings  on 
amounts  so  withdrawn  if  the  home  office 
of  such  Federal  association  is  in  a  State, 
district,  or  territory  (including  Puerto 
Rico,  Guam,  and  the  Virgin  Islands) 
where  building  and  loan  or  savings  and 
loan  ■ssoctattons,  homestead  associa- 
tions, cooperative  banks,  and  mutual  sav- 
ings banks  are  prohibited  by  the  laws 
of  such  State,  district,  or  territory  from 
distributing  earnings  on  amounts  with- 
drawn between  the  dates  as  of  which 
earnings  are  regularly  distributed." 

(Sec.  5.  48  Stat.  132,  as  amended;  12  U.S.C. 
1404,  Reorg.  Plan  No.  3  of  1947.  12  F.R.  4981, 
3  CFR,  1047  Supp.) 

Resolved  further  that,  as  said  amend- 
ments only  relieve  restrictions,  the 
Board  hereby  finds  that  notice  and  pub- 
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lie  procedure  thereon  are  unnecessary 
imder  the  provisions  of  §  508.12  of  the 
General  Regulations  of  the  Federal 
Home  Lean  Bank  Board  (12  CFR  508.12) 
or  section  4(a)  of  the  Administrative 
Procedure  Act  and,  as  said  amendments 
relieve  restrictions,  deferment  of  the  ef- 
fective date  thereof  is  not  required  under 
section  4(c)  of  said  Act. 

By    the    Federal    Home    Loan    Bank 
Board. 

I  SEAL  1  Harry  W.  Caulsen. 

Secretary. 

|FR.     Doc.     62-78;      Filed,     Jan.     3,     1962; 
8:48    a.m.] 


Title  21— FOOD  AND  DRDGS 

Chapter  I — Food  and  Drug  Adminis- 
tration, Department  of  Health,  Edu- 
cation, and  Welfare 

SUBCHAPTER    »— FOOD    AND    FOOD    PRODUCTS 

PART   121— FOOD  ADDITIVES 

Subpart  C — Food  Additives  Permitted 
in  Animal  Feed  and  Animol-Feed 
Supplements 

Hygbomycin  B 

The  Commissioner  of  Foods  and  Drugs, 
having  evaluated  the  data  submitted  in 
petitions  filed  by  Elanco  Products  Com- 
pany, Division  of  Ell  Lilly  and  Company, 
Indianapolis  6,  Indiana,  and  other  rele- 
vant material,  has  concluded  that  the 
following  regulation  should  issue  with 
respect  to  permitting  the  addition  of 
tylosin  phosphate  as  a  growth  promotant 
to  the  food  additive  hygromycin  B  in 
swine  feed,  and  deleting  the  statement 
that  hygromycin  B  may  not  be  fed  con- 
tinuously for  more  than  8  weeks.  There- 
fore, pursuant  to  the  provisions  of  the 
Federal  Food,  Drug,  and  Cosmetic  Act 
(sec.  409(c)  (1),  72  Stat.  1786;  21  U-S.C. 
348(c)(1)),  and  under  the  authority 
delegated  to  the  Commissioner  by  the 
Secretary  of  Health,  Education,  and 
Welfare  (25  FJR.  8625).  §  121.213  of  the 
food  additive  regulations  (21  CFR  121.- 
213;  26  F.R.  1213)  is  amended  and 
changed  to  read  as  follows: 

§  121.213      Hygromycin   B. 

Hygromycin  B  may  be  safely  used  in 
medicated  feed  when  incorporated 
therein  In  accordance  with  the  following 
prescribed  conditions : 

(a)  It  is  used  or  intended  for  use,  as 
follows : 

(1)  In  chicken  feed  as  an  aid  in  the 
control  of  infestation  of  large  round- 
worms (Ascaris  galli),  cecal  worms 
(Heterakis  gallinae).  and  capillary 
worms  (Capillaria  columbae)  whereby 
the  finished  medicated  feed  contains  8 
grams  (8,000,000  units)  of  hjrgromycin 
B  activity  per  ton  of  feed. 

( 2 )  In  swine  feed  as  an  aid  in  the  con- 
trol of  infestation  of  large  roundworms 
(Ascaris  suis) ,  nodular  worm  (Oesopha- 
gostemum  dentatum),  and  whipworm 
(Trlchurls  suis)  whereby  the  finished 
medicated  feed  contains  12  grams  (12,- 
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000.000  units)  of  hygromycin  B  activity 
per  ton  of  feed  when  used  alone  or  In 
combination  with  one  of  the  following: 

( 1 )  Chlortetracycline  in  accordance 
with  the  conditions  prescribed  in  §  121.- 
208. 

<ii»  Tylosln  in  accordance  with  the 
conditions  prescribed  in  5  121.217iaM  i » . 

( b>  To  assure  safe  use  of  the  additive, 
the  label  and  labeling  of  the  additive  and 
that  of  any  intermediate  premix  pre- 
pared therefrom  shall  bear,  in  addition 
to  the  other  information  required  by  the 
act.  the  following : 

<  1 )   The  name  of  the  additive. 

•  2)  A  statement  of  the  concentration 
or  strength  of  the  additive  contained 
therein. 

(3)  The  word  "medicated"  prom- 
inently and  conspicuously,  wherever  the 
term  "feed"  or  "premix"  is  used,  and  in 
Juxtaposition  therewith. 

(4)  Adequate  mixing  directions  to 
provide  for'  a  finished  feed  with  the 
proper  concentration  of  the  additive, 
whether  or  not  Intermediate  premixes 
are  to  be  used. 

(5)  Adequate  use  directions  to  provide 
a  finished  feed  labeled  as  provided  in 
paragraph  (c)  of  this  section. 

(c)  To  assure  safe  use  of  the  additive, 
the  label  and  labeling  of  the  finished 
medicated  feed  shall  bear,  in  addition  to 
the  other  information  required  by  the 
act.  the  following: 

(1)  The  name  of  the  additive. 

(2)  A  statement  of  the  concentration 
or  strength  of  the  additive  contained 
therein. 

(3)  The  word  "medicated"  promi- 
nently and  conspicuously,  wherever  the 
term  "feed"  appears  on  the  label. 

(4)  An  appropriate  statement  of  the 
conditions  for  which  the  feed  Is  to  be 
used. 

(5>  If  the  additive  is  to  be  used  as  pre- 
scribed In  paragraph  (a)  (2)  of  this  sec- 
tion, the  label  and  labeling  shall  also 
Include : 

(i)  A  statement  that  the  medicated 
feed  Is  for  swine  only. 

<ii)  A  statement  that  the  medicated 
feed  must  be  withdrawn  48  hours  prior 
to  slaughtering  for  food. 

Any  person  who  will  be  adversely  af- 
fected by  the  foregoing  order  may  at 
any  time  prior  to  the  thirtieth  day  from 
the  date  of  its  publication  in  the  Fed- 
eral Register  file  with  the  Hearing 
Clerk.  Department  of  Health,  Educa- 
tion, and  Welfare,  Room  5440,  330  Inde- 
pendence Avenue  SW..  Washington  25. 
D.C..  written  objections  thereto.  Ob- 
jections shall  show  wherein  the  person 
filing  will  be  adversely  affected  by  the 
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order  and  specify  with  particularity  the 
provisions  of  the  order  deemed  objec- 
tionable and  the  grounds  for  the  objec- 
tions. If  a  hearing  Is  requested,  the 
objections  must  state  the  issues  for  the 
hearing.  A  hearing  will  be  eranted  if 
the  objections  are  supported  by  grounds 
legally  sufficient  to  ju.stify  the  relief 
sought.  Objections  may  be  accompanied 
by  a  memorandum  or  brief  in  support 
thereof.  All  documenl.s  shall  be  tiled 
in  quintuplicate. 

Effective  date.  This  order  shall  bo 
effective  on  the  date  of  its  publication  in 
the  Peder.al  Register. 


(Sec      409(c) ( 1 ) , 
348(Ci (  1  )  ) 


72     Stat      1786,     21     U  S  C. 


Dated;   December  27,  1961. 


John  L  Harvey. 
Deputy  Commissioner 
of  Food  and  DruQs. 


iFR      Doc. 


62  54:      Piled.     Jan 
8  45  a  ni  I 
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PART   121— FOOD  ADDITIVES 

Subpart  F — Food  Additives  Resulting 
From  Contact  With  Containers  or 
Equipment  and  Food  Additives 
Otherwise   Affecting   Food 

Slimicides 

The  Commissioner  of  Food  and  Drugs, 
having  evaluated  the  data  submitted  in 
a  petition  filed  by  Shell  Chemical  Com- 
pany, 110  West  Fifty-first  Street,  New 
York  20,  New  York,  and  other  relevant 
material,  has  concluded  that  the  follow- 
ing amendment  should  be  made  with  re- 
spect to  the  regulation  concerning  food 
additives  resulting  from  the  use  of  slimi- 
cides in  the  manufacture  of  paper  and 
paperboard  for  use  in  food  packaRlng 
Under  the  prescribed  conditions  of  safe 
usage,  substances  approved  for  use  in 
slimicides  are  not  expected  to  become 
components  of  food  in  any  significant 
amount.  Therefore,  pursuant  to  the 
provisions  of  the  Federal  Food.  Drug, 
and  Cosmetic  Act  isec  409'C>a),  72 
Stat.  1786;  21  U.S.C.  348icm1>>.  and 
under  the  authority  delegated  to  the 
Commissioner  by  the  Secretar>'  of 
Health.  Education,  and  Welfare  (25  F.R. 
86251,  the  food  additive  regulations  (21 
CFR  121.2505  (26  F.R.  352.  4740,  8974)  ) , 
are  amended  as  follows 

Paragraphs  10  and  d-'  of  5  121.2505 
are  changed  to  read : 

§   i2l.2.">0.>      .Sliniiride.. 

•  •  •  •  • 

(o  Slime-control  substances  permit- 
ted for  use  in  the  preparation  of  slimi- 
cides include  substances  subject  to  prior 
sanction  or  approval  for  such  use  and  the 
following: 


I.i.st  .rf  siil>sUinres 
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.\ernl.Mn   

A'Alkyl  (Cii-Cni  dinii-tliylt>«>nryl 
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l'i>  l.«-Hruin'ia<i'lH\y ;-j  tmti  ne 

(uiif  ir  nitritt<> 

^.■i  •  Dimolhvl  ■  1,(,.'..J//- ti-triliy  - 

<lr'.tti1.iilLi/.ni'  .'  f  liiMiii' 
I>i.s.i.|liirn       cy  miMli(|ii,,iiini|iic:ir- 

inati' 
I'lit-i-^-iiim  [>«Tit,irlilor.iii»i.ii  iti' 

■      .  - 
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1 
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>'x|iiltM    iliiiii  lh\  I<1 1  III ;■"-.: I v.iiii  ill 
."^•"liuiii  J  tniTi,i|itii(i.  n/nOn  ijoU 

>i>i|iuin  III  111  irlil.iniiilnrvili'      

.^iiiluiiii  trii  l.l.iri'plirii.ili'  


l»i  I'lii  ii(  (i.i|i. 
pro'liniil 


(d>  Adjuvant  substances  permitted  to 
be  used  in  the  preparation  of  slimicides 
include  substances  generally  recognized 
as  safe  for  use  In  food,  substances  gen- 
erally recognized  as  safe  for  use  in  paper 
and  paperboard.  substances  permitted  to 
be  used  in  paper  and  paperboard  by 
other  regulations  in  this  chapter,  and  the 
following : 

Acetone 

Ethanolamine 

Ethylenedlamliie 

Any  r>erson  who  will  bo  adversely  af- 
fected by  the  foregoing  order  may  at  any 
time  prior  to  the  thirtieth  day  from  the 
date  of  its  publication  in  the  Fto'EffAL 
Register  file  with  the  Hearing  Clerk,  De- 
partment of  Health,  Education,  and 
Welfare,  Room  5440.  330  Independence 
Avenue  SW  ,  Washin.Kton  25.  DC.  writ- 
ten objections  thereto.  Objections  shall 
show  wherein  tJie  person  filing  will  be 
adver.sely  affected  by  the  order  and  spec- 
ify with  particularity  the  provisions  of 
the  order  deemed  objectionable  and  the 
grounds  for  the  objections.  If  a  hearing 
IS  requested,  the  objections  must  state 
the  Issues  for  the  hearing.  A  hearing 
will  be  granted  if  the  objections  are  sup- 
ported by  (grounds  legally  sufficient  to 
justify  the  relief  sought  Objections  may 
be  accompanied  by  a  memorandum  or 
brief  In  support  thereof.  All  documents 
shall  be  filed  in  quintuplicate. 

Effective  date.  This  order  shall  be 
effective  on  the  date  of  Its  publication 
in  the  Federal  Register. 


iSec.    409(C)  ill 
348(c) (1)  ) 


St.it      1786,     21     use. 


Dated:  December  27,  1961. 


I  F  R       Dor 


John  L  Harvey, 
Deputy  Commissioner 
of  Food  and  Drugs. 

62  56:      Filed,     J:in      3.      1962; 
8  45  a  m  J 
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Thursday,  January  4,  1962 

PART   121— FOOD  ADDITIVES 

Subpart  F — Food  Additives  Resuhing 
From  Contact  With  Containers  or 
Equipment  and  Food  Additives 
Otherwise  Affecting   Food 

Animal  Glue 

The  Commissioner  of  Food  and  Drugs, 
having  evaluated  the  data  submitted  in 
petitions  filed  by  National  Association  of 
Glue  Manufacturers,  55  West  42d  Street. 
New  York  36.  New  York,  and  Polyvinyl 
Acetate  Emulsion  Industry  Technical 
Committee,  c  o  Colton  Chemical  Com- 
pany, Division  of  Air  Reduction  Com- 
pany. Inc.,  6620  Union  Avenue,  Cleveland 
5.  Ohio,  and  other  relevant  material,  has 
concluded  that  the  following  regulation 
should  issue  with  respect  to  food  additives 
resulting  from  the  use  of  animal  glue  as 
a  component  of  articles  that  contact 
food.  Therefore,  pursuant  to  the  pro- 
visions of  the  Federal  Food.  Drug,  and 
Co.smetic  Act  (sec.  409(c)(1),  72  Stat. 
1786;  21  U.S.C.  348(c)(1)).  and  under 
the  authority  delegated  to  the  Commis- 
sioner by  the  Secretai-y  of  Health.  Edu- 
cation, and  Welfare  (25  FJR.  8625),  the 
food  additive  regulations  (21  CFR  Part 
121  •  are  amended  by  adding  to  Subpart 
F  the  following  new  section: 

^  121.2331      .Animal    k'uc. 

Animal  glue  may  be  safely  used  as  a 
component  of  articles  intended  for  use  in 
producing,  manufacturing,  packing, 
processing,  preparing,  treating,  packag- 
ing, transporting,  or  holding  food,  sub- 
ject to  the  provisions  of  this  section. 

<a»  Animal  glue  consists  of  the  pro- 
teinaceous  extractives  obtained  from 
hides,  bones,  and  other  collagen-rich 
substances  of  animal  origin  (excluding 
diseased  or  rotted  animals),  to  which 
may  be  added  other  optional  adjuvant 
substances  required  in  its  production  or 
added  to  impart  desired  properties. 

(b)  The  quantity  of  any  substance 
employed  in  the  production  of  animal 
Blue  docs  not  exceed  the  amount  reason- 
ably required  to  accomplish  the  intended 
physical  or  technical  effect  nor  any  limi- 
tation further  provided. 

<c>  Aiiy  substance  employed  in  the 
production  of  animal  glue  and  which  Is 
the  subject  of  a  regulation  in  this  sub- 
part conforms  with  any  specifications  in 
such  regulation;  and  any  substance  that 
is  not  the  subject  of  a  regulation  in  this 
subpart  conforms  with  the  specifications, 
if  any,  prescribed  by  an  order  extending 
ihe  effective  date  of  the  statute  for  sucl^ 
substance  as  an  indirect  additive  to  food. 

(d)  Optional  adjuvant  substances  em- 
ployed in  the  production  of  animal  glue 
include: 

( 1 »  Substances  generally  recognized 
as  safe  in  fcx)d. 

(2i  Substances  subject  to  prior  sanc- 
tion or  approval  for  use  in  animal  glue 
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and  used  in  accordance  with  such  sanc- 
tion or  approvid. 

(3)  Substances  identified  in  this  sub- 
paragraph and  subject  to  such  limita- 
tions as  are  provided : 


List  of  substuncrs 

Limitations 

Alum  (double  sulfate  of  aluminum 

and  ammonium,  potassium,  or 

sodium). 
4-Chloro-;i-methylp)irnol  (p-eliloro 

metaeresol). 
3,5-nimetliyl-l,3.5,2//-tetraliydr()- 

tiiiadiazine-2-thiono. 
Disodium  eyanodithioimidocur- 

txinatr. 
Defoaming  agents.  _._.,. 

Ethanolamine 

Kor  u.se  ;!.<;  prcsiTv- 
ative  only. 
D<). 

Do. 

A-i  provided  in 
J  121.2519. 

Ethylenediamiue 

Formaldeliyde 

Kor  use  as  a  pre- 
servative onlv. 
Do. 

Do. 
As  provided  in 
{  121.2514a)) 
(3)(v) 

Potassium    AT-methyldiUiiocarba- 
mate. 

Potassium  pentachlorophenate 

Kosin  and  rosin  derivatives 

Sodium  chlorate . 

Sodium  dodecylbeniene-sulfonate... 

Sodium  2-mercaptobenxothiazole... 

!^odium  pentachlorophenate 

Sodium  o-pbenvlphenate. . 

For  use  as  >reserv- 
ative  only. 
Do. 
Do 

Zinc  dimcthylditniocarbamaU> 

Zinc  2-mcrcaptobentothiaioIe 

Do. 

Do. 

(e)  The  conditions  of  use  are  as 
follows: 

( 1 )  The  use  of  animal  glue  in  any  sub- 
stance or  article  that  is  the  subject  of  a 
regulation  in  this  subpart  conforms  with 
any  specificatipns  or  limitations  pre- 
scribed by  such  regulation  for  the  fin- 
ished form  of  the  substance  or  article. 

(2)  It  is  used  as  an  adhesive  or  com- 
ponent of  an  adhesive  in  accordance 
with  the  provisions  of  §  121.2520  of  this 
subpart. 

(3)  It  is  used  as  a  colloidal  flocculant 
added  to  the  pulp  suspension  prior  to  the 
sheet-forminc  operation  in  the  manu- 
facture of  paper  and  paperboard. 

(4)  It  is  used  as  a  protective  colloid  in 
resinous  and  polymeric  emulsion  coat- 
ings. 

Any  person  who  will  be  adversely  af- 
fected by  the  foregoing  order  may  at 
any  time  prior  to  the  thirtieth  day  from 
the  date  of  its  publication  in  the  Fed- 
KRAL  RiGiSTn  file  with  the  Hearing  Clerk. 
Department  of  Health,  Education,  and 
Welfare,  Room  5440,  330  Independence 
Avenue  SW.,  Washington  25,  DC, 
written  objections  thereto.  Objections 
shall  show  wherein  the  person  filing  will 
be  adversely  affected  by  the  order  and 
specify  with  particularity  the  provisions 
of  the  order  deemed  objectionable  and 
the  grounds  for  the  objections.  If  a 
hearing  is  requested,  the  objections  must 
state  the  issues  for  the  hearing.  A  hear- 
ing will  be  granted  if  the  objections  are 
supported  by  grounds  legally  sufficient  to 
justify  the  relief  sought.  Objections 
may  be  accompanied  by  a  memorandum 
or  brief  in  support  thereof.  All  docu- 
ments shall  be  filed  in  quintuplicate. 
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Effective  date.  This  order  shall  be  ef- 
fective on  the  date  of  its  publication  in 
the  Federal  Register. 

(Sec.    409(c)(1),    72    Stat.    1786;     21    U.S.C. 
348(c)(1)) 

Dated:  December  27,  1961. 

John  L.  Harvey, 
Deputy  Commissioner 
of  Food  and  Drugs. 

I  F.R.     Doc.     62-55;     Piled,     Jan.     3,      1962; 
8:45  ajn.l 


Title  45— PUBLIC  WaFARE 

Chapter  I — Office  of  Education,  De- 
partment of  Health,  Education, 
and  Welfare 

PART  145— NATIONAL  DEFENSE 
GRADUATE  FELLOWSHIP  P  R  O  - 
GRAM 

Programs  Approved  and  Fellowships 
Awarded  After  September  22,  1961 

In  view  of  the  emphasis  on  most  urgent 
needs  reflected  in  the  provision  of  the 
Department  of  Health,  Education,  and 
Welfare  Appropriation  Act,  1962  (Public 
Law  87-290;  75  Stat.  589,  596),  relating 
to  the  appropriation  for  "Defense  Educa- 
tional Activities",  Part  145  of  Title  45  of 
the  Code  of  Federal  Regulations  (25  F.R. 
9289,  Sept.  29.  1960)  issued  pursuant  to 
title  IV  of  the  National  Defense  Educa- 
tion Act  of  1958,  as  amended  (72  Stat. 
1590-1591,  20  U.S.C.  461-465).  is  hereby 
amended  by  adding  a  new  section, 
S  145.9. 

The  new  §  145.9  reads  as  follows: 

§  145.9      Fellowships  awarded  after  .Srp- 
teniber  22,    1961. 

After  September  22.  1961,  no  graduate 
programs  shall  be  approved  under  §  145.3 
and  no  fellowships  shall  be  awarded 
initially  under  §  145.6  unless  there  has 
been  a  finding  by  the  Commissioner  that 
the  fields  of  graduate  study  which  would 
be  supported  by  such  approvals  or  awards 
are  those  where  there  is  the  most  urgent 
need  to  train  college-level  teachers  in 
order  to  insure  trained  manpower  of 
sufficient  quaUty  and  quantity  to  meet 
the  national  defense  needs  of  the  United 
States. 

(Sec.  1001,  72  SUt.  1602;  20  U.S.C.  581) 

fsEAL]       Sterling  M.  McMurrin, 
U.S.  Commissioner  of  Education. 

Approved:  December  28, 1961. 

Abraham  Ribicoff, 
Secretary   of  Health.   Education, 
and  Welfare.  i 

[F.R.     Doc.     62-69;     Piled,     Jan.     3,     1^62; 
8:47  a.m.] 
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Proposed  Rule  Making 


DEPARTMENT  OF  THE  TREASURY 

Internal   Revenue  Service 

[  26  CFR   Part   1  1 

INCOME  TAX;  TAXABLE  YEARS  BE- 
GINNING AFTER  DECEMBER  31, 
1953 

Corporations  Improperly  Accumulat- 
ing Surplus,  Personal  Holding  Com- 
panies, and  Foreign  Personal  Hold- 
ing Companies;  Notice  of  Proposed 
Rule  Making 

Notice   is  hereby   given,   pursuant   to 
the  Administrative  Procedure  Act.  ap- 
proved June  11.   1946.  that  the  regula- 
tions set  forth  in  tentative  form  m  the 
appendix  below  are  proposed  to  be  pre- 
scribed by  the  Commissioner  of  Internal 
Revenue,  with  the  approval  of  the  Secre- 
tary of  the  Treasury  or  his   delegate 
Prior  to  the  final  adoption  of  such  regu- 
lations, consideration   will   be  given  to 
any  comments  or  suggestions  pertaining 
thereto  which  are  submitted  in  writing, 
in   duplicate,    to   the   Commissioner   of 
Internal      Revenue.      Attention:      T:P. 
Washington  25.  D.C..  within  the  period 
of  30  days  from  the  date  of  publication 
of  this  notice  in  the  Federal  Register. 
Any    person    submitting    written    com- 
ments  or   suggestions    who   desires   an 
opportunity  to  comment  orally  at  a  pub- 
lic hearing  on  these  proposed  regulations 
should  submit  his  request,  in  writing,  to 
the    Conmiissioner    within    the    30-day 
period.    In  such  a  case,  a  public  hearing 
will  be  held,  and  notice  of  the  time,  place, 
and  date  will  be  published  in  a  subse- 
quent  issue   of   the   Federal   Register. 
The  proposed  regulations  are  to  be  issued 
under  the  authority  contained  in  section 
7805  of  the  Internal  Revenue  Code  of 
1954   (68A  Stat.  917:  26  U.S.C.  7805'. 

fSEALl  Mortimer  M.  Caplin. 

Commissioner. 

The  Income  Tax  Regulations  ( 26  CFR 
Part  1)  are  hereby  amended  to  reflect 
the  changes  made  In  section  304  of  the 
Small  Business  Investment  Act  of  1958 
(15  U.S.C.  684)  by  section  6  of  the  Small 
Business  Investment  Act  Amendments  of 
1960  (74  Stat.  196).  and  the  chanpes 
made  to  the  Internal  Revenue  Code  of 
1954  by  the  Act  of  April  22.  1960  "Public 
Law  86-435.  74  Stat.  77) . 

Paragraph  1.  Paragraph  <di  of 
5  1.533-1  is  amended  to  read  as  follows: 

§  1..>33-1       Evidence  of  piirpoi^e  to  ii\<)i<i 
income   lax. 

•  •  .  . 

'd)  Small  business  investmeut  com- 
panies. A  conwration  which  is  licensed 
to  operate  as  a  small  business  investment 
company  under  the  Small  Business  In- 
vestment Act  of  1958  (15  use.  ch.  14B» 
and  the  regulations  thereunder  (13  CFR 
Part  107)  will  generally  be  considered  to 
be  a  "mere  holding  or  investment  com- 
pany"  within   the  meaning  of   section 


533'b'  However,  the  presumption  of 
the  existence  of  the  purpose  to  avoid  in- 
come tax  with  respect  to  shareholders 
which  results  from  the  fact  that  .such  a 
company  is  a  mere  holdint,'  or  invest- 
ment company"  will  be  consideri'd  over- 
come so  long  as  such  company — 

tl)  Complies  with  all  the  provisions 
of  the  Small  Busmess  Investment  Act  of 
1958  and  the  regulations  thereunder:  and 

(2)  Actively  engages  in  the  business 
of  providing  a  source  of  equity  capital 
for  incorporated  small  business  concerns, 
in  such  manner  and  under  such  terms  as 
the  company  may  fix  in  accordance  with 
rek'ulations  promul.ijated  by  the  Small 
Business  Administration. 

On  the  other  hand,  if  such  a  company 
violates  or  fails  to  comply  with  any  of 
the  provisions  of  the  Small  Business  In- 
vestment Act  of  1958  or  the  regulations 
thereunder,  or  ceases  to  be  actively  en- 
gaged in  the  business  of  providmg  a 
source  of  equity  capital  for  incorporated 
small  business  concerns  in  the  manner 
provided  in  subparagraph  (2>  of  this 
paragraph,  it  will  not  be  coivsidered  to 
have  overcome  the  presumption  by  rea- 
son of  any  rules  provided  in  this 
paragraph. 

§  1.312-3       I  Vnirnthnenl  I 

Par.  2.  Section  1  542-3  is  amended  by 
deleting  paragraph  i  d  • . 

Par.  3.  Section  1  543  is  amended  by 
revising  paragraph  <  1  >  of  section  543ia > . 
by  adding  a  new  sentence  at  the  end  of 
paragraph  <6)  of  section  543 'a),  by  add- 
ing a  new  paragraph  <9>  to  section  543 
•  a>,  and  by  adding  a  historical  not^*  at 
the  end  of  the  section.  These  amended 
provisions  and  historical  note  read  as 
follows : 

§   1.34.3       .'^lultllo^y    pr(i\i«ions:   fie(initi<»n 
of  perMtnul  holding  company  income. 

Sec  543.  Per^^onal  holding  company  in- 
rome  —  (a.)  General  rtdr  For  purposes  of 
thla  svibtltle.  the  term  personal  hoIdliiR 
conwany  Income"  means  the  poitlon  of  the 
gro*  income  which  coiisi.sts  of: 

(li  Dividends,  etc.  Dividend.^.  Interest 
royalties  (other  than  mineral,  oil,  or  gaa 
royalties  or  copyright  royalticsi.  and  an- 
nuities. This  paragraph  shall  not  apply  to 
interest  constituting  rent  as  defined  m  par.i- 
graph  (7)  or  to  interest  on  amounts  set 
aside  In  a  reserve  fund  under  section  511  or 
607  of  the  Merchant   Marine  Act     1936 


of  the  preceding  sentence,  copyright  royal- 
ties constitute  personal  holding  company 
income. 

*  •  •  •  • 

[Ot  Copyright  ii>yultic'^  Copyright  royal- 
ties, unless — 

(A)  Such  royalties  (exclusive  of  royalties 
received  for  the  use  of,  or  right  to  use. 
copyrights  ur  Interests  In  copyrights  on  works 
created  in  whole,  or  In  part,  by  any  share- 
holder! constitute  50  percent  or  more  of  the 
gross  lnc(ime. 

1  B)  The  personal  holding  company  Income 
for  the  taxable  year  not  taking  Into  account- 

(li  Copyright  royalties,  other  than  roval- 
ties  received  for  the  use  of.  or  right  to  use. 
copyrights  or  Interests  In  copyrights  In  works 
created  In  whole,  or  In  part!  by  any  share- 
holder owinng  more  than  10  percent  of  the 
total  outstanding  capital  stock  of  the  corpo- 
ration,  and 

(ill  Dividends  from  any  corporation  In 
which  the  ta.xpayer  owns  at  least  50  percent 
of  all  classes  of  stock  entitled  to  vote  and  at 
least  50  percent  of  the  total  value  of  all 
classes  of  stock  and  which  corporation  meets 
the  requirements  of  this  subparagraph  and 
subparagraphs  (A)  and  (C) 

Is  10  percent  or  less  of  the  gross  income,  and 
(C)  The  deductions  allowable  under  sec- 
tion 162  (Other  than  deductions  for  compen- 
sation for  personal  services  rendered  by  the 
shareholders  and  other  than  deductions  for 
royalties  to  shareholders)  constitute  50  per- 
cent or  more  of  the  gross  income. 

For  purposes  of  this  subsection,  the  term 
"copyright  royalties"  means  compensation, 
however  designated,  for  the  use  of.  or  the 
right  to  u.se,  copyrights  in  works  protected 
by  copyright  issued  under  title  17  of  the 
United  atates  Code  (other  than  by  reason 
of  section  2  or  6  thereof  i .  and  to  which  copy- 
right protection  is  also  extended  by  the  laws 
of  any  country  other  th.m  the  United  Suites 
of  America  by  virtue  of  any  International 
treaty,  convention  or  agreement,  or  Interests 
In  any  such  copyrighted  works,  and  Includes 
jmyments  from  any  person  for  performing 
rights  m  any  such  copyrighted  work.  For 
purposes  of  this  par.igraph  the  term  'share- 
holder" sh.all  Include  any  person  who  owns 
stock  wlthm  the  meaning  of  section  544 
This  paragraph  shall  not  apply  to  compensa- 
tion which  is  rent  within  the  meaning  of 
paragraph  (7i,  determined  without  regard 
to  the  requirement  that  rents  constitute  50 
percent  or  more  of  the  gro.ss  Income, 

•  •  .  . 

I  Sec    ,S4.1  as  amended  bv  the  Act  of  Apr    22 
1960   (Public  Lfiw  86-435    74  .Stat.  77 1  J 
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(6 1  U.<e  a/  corporation  property  by  ^harc- 
holdrr  Amount.s  recei'.ed  as  compensation 
I  however  designated  and  from  whomsoever 
received)  for  the  use  of,  or  right  to  u.se. 
property  of  the  corporathm  In  any  case 
where,  at  any  time  during  the  Uixable  year. 
25  percent  or  more  In  value  of  the  outst.md- 
ing  stock  of  the  corporation  is  owned,  di- 
rectly or  Indirectly,  by  or  for  an  individual 
entitled  to  the  use  of  the  property,  whetjier 
such  right  Is  obtained  directly  from  the 
corporation  or  by  me.ms  of  a  suble;i3e  or 
other  arrangement  This  paragraph  shall 
apply  only  to  a  corporation  which  h;us  per- 
sonal holding  company  Income  fo»  the  tax- 
able year,  computed  without  regard  to  this 
paragraph  and  paragraph  (7).  In  excess  of 
10  percent  of  Its  gross  income     Fur  purposes 


Par  4  Paragraph  ib»  of  5  1.543-1  is 
•amended  by  revising  subpara.ciraph  (3'. 
by  revising  subdivision  <  i  m  5 )  of  subpara- 
graph <  8 1 ,  by  revising  subparagraph  (9  > . 
and  by  adding  a  new  subparagraph  <  12», 
These  amended  provisions  read  as  fol- 
lows : 

S   1.3  13-1        IVr««>nal  lioldiiiK  ronipiuit  in- 
come. 

•  •  »  •  » 

'b'   Definitions.   •    •    • 

<  3  '  Royalties  <  other  than  mineral,  oil, 
or  gas  royalties  or  certain  copyright 
royalties).  The  term  "royalties"  (other 
than  mineral,  oil.  or  gas  royalties  or  ce«r» 
tain  copyright  royalties)  Includes 
amounts  received  for  the  privilege  of 
using  patentxs,  copyrights,  secret  proc- 
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esses  and  formulas,  good  will,  trade 
marks,  trade  brands,  franchises,  and 
other  like  property.  It  does  not,  how- 
e\(M-.  include  rents.  For  rules  relating 
to  rents  see  section  543(a)(7)  and  sub- 
paragraph (10)  of  this  paragraph.  For 
rules  relating  to  mineral,  oil,  or  gas 
royalties,  see  section  543 < a)  t8)  and  sub- 
paiagraph  (11)  of  this  paragraph.  For 
rules  relating  to  certain  copyright  royal- 
ties for  taxable  years  beginning  after 
December  31.  1959.  see  section  543(a)  (9) 
and  subparagraph  (12)  of  this  para- 
graph. 


i8>   Personal    service    contracts,     (i) 

•   ♦    * 

lb"  At  any  time  during  the  taxable 
year  25  percent  or  more  in  value  of  the 
outstanding  stock  of  the  corporation  is 
owned,  directly  or  indirectly,  by  or  for 
the  individual  who  has  performed,  is  to 
perform,  or  may  be  designated  tby  name 
or  by  description*  as  the  one  to  perform, 
such  .services.  For  this  purpose,  the 
amount  of  stock  outstanding  and  its 
value  shall  be  determined  in  accordance 
witli  the  rules  .set  forth  in  the  last  two 
seiitt nces  of  para'iraph  ib>  and  in  para- 
graph ic>  of  5  1,542-3.  It  should  be 
noted  that  the  stock  ownership  require- 
ment of  section  543 1  a  i  1 5 »  and  this  sub- 
paragraph relates  to  the  stock  ownership 
at  any  time  duims  the  taxable  year.  For 
rules  relating  to  the  determination  of 
stock  owner.'^hip,  see  section  544  and 
?;:  1  544-1  through  1.544-7.       | 

•  •  «  •  « 

'9»  Compcusction  fur  u.se  of  property. 
Under  section  543ia)<6>  amounts  re- 
ct  :ved  as  compensation  for  the  use  of. 
01  right  to  use.  properly  of  the  corpora- 
tion shall  be  included  as  personal  holding 
company  income  if.  at  any  time  during 
the  taxable  year.  25  percent  or  more  in 
value  of  the  outstanding  stock  of  the 
corporation  is  owned,  directly  or  indi- 
rectly, by  or  for  an  individual  entitled 
to  the  use  of  the  property.  Thus,  if  a 
shareholder  who  meets  the  stock  owner- 
ship requirement  of  section  543(a)(6) 
and  this  subparagraph  uses,  or  has  the 
ru;ht  to  use.  a  yacht,  residence,  or  other 
property  owned  by  the  corporation,  the 
compensation  to  the  corporation  for  such 
use,  or  right  to  use.  the  property  consti- 
tutes personal  holding  company  income. 
This  is  true  even  though  the  shareholder 
may  acquire  the  use  of,  or  the  right  to 
use.  the  property  by  means  of  a  sublease 
or  under  any  other  arrangement  involv- 
ing' parties  other  than  the  corporation 
and  the  shareholder.  However,  if  the 
personal  holding  company  income  of  the 
corporation  (after  excluding  any  such 
income  described  in  section  543(a>(6) 
and  this  subparagraph,  relating  to  com- 
pensation for  use  of  property,  and  after 
excluding  any  such  Income  described 
in  section  543(a)(7)  and  subparagraph 
<  10 )  of  this  paragraph,  relating  to  rents) 
IS  not  more  than  10  percent  of  its  gross 
income,  compensation  for  the  use  of 
property  shall  not  constitute  personal 
holding  company  income.  For  purposes 
of  the  preceding  sentence,  in  determin- 
ing whether  personal  holding  company 
income  is  more  than  10  percent  of  gross 
income,  copyright  royalties  constitute 
personal  holding  company  income,  re- 
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gardless  of  whether  such  copyright 
royalties  are  excluded  from  personal 
holding  company  income  under  section 
543(a)(9)  and  subparagraph  (12)  (ii)  of 
this  paragraph.  For  purposes  of  apply- 
ing section  543(a)  (6)  and  this  subpara- 
graph, the  amount  of  stock  outstanding 
and  its  value  shall  be  determined  in  ac- 
cordance with  the  rules  set  forth  in  the 
last  two  sentences  of  paragraph  (b)  and 
in  paragraph  (c)  of  $  1.542-3.  It  should 
be  noted  that  the  stock  ownership  re- 
quirement of  section  543(a)  (6)  and  this 
subparagraph  relates  to  the  stock  out- 
standing at  any  time  during  the  entire 
taxable  year.  For  rules  relating  to  the 
determination  of  stock  ownership,  see 
section  544  and  §S  1,544-1  throiitrh 
1.544-7. 

•  •  •  •  a 

(12)  Copyright  royalties — (i)  I)i  gen- 
eral. The  income  from  copyright  royal- 
ties constitutes,  generally,  personal  hold- 
ing company  income.  However,  for  tax- 
able years  beginning  after  December  31. 
1959.  those  copyright  royalties  which 
come  v.ithin  the  definition  of  "copy- 
right royalties"  in  section  543(a  i  i  9  »  and 
subdivision  (iv)  of  this  subparagraph 
shall  be  excluded  from  personal  holding 
company  income  only  if  the  conditions 
set  forth  in  subdivision  (ii>  of  this  sub- 
paragraph are  satisfied, 

(ii)  Exclusion  from  ycrsonal  holding 
company  income.  For  taxable  years  be- 
ginning after  December  31.  1959.  copy- 
right royalties  (as  defined  in  section  543 
(a)  '9)  and  subdivision  <iv»  of  this  sub- 
paragraph) shall  be  excluded  from  per- 
sonal holding  company  income  only  if 
the  conditions  set  forth  in  (a) .  •&> .  and 
(c)  of  this  subdivision  are  met, 

<a)  Such  copyright  royalties  for  the 
taxable  year  must  constitute  50  percent 
or  more  of  the  corporation's  gross  in- 
come. For  this  purpose,  copyright  royal- 
ties shall  be  computed  by  excluding 
royalties  received  for  the  use  of,  or  the 
right  to  use,  copyrights  or  interests  in 
copyrights  in  works  created,  in  whole  or 
in  part,  by  any  person  who,  at  any  time 
during  the  corp>oration's  taxable  year,  is 
a  shareholder. 

(b)  Personal  holding  company  in- 
come for  the  taxable  year  must  be  10 
percent  or  less  of  the  corporation's  gross 
income.  For  this  purpose,  personal 
holding  company  income  shall  be  com- 
puted by  excluding  (/)  copyright  royal- 
ties (except  that  there  shall  be  included 
royalties  received  for  the  use  of,  or  the 
right  to  use,  copyrights  or  interests  in 
copyrights  in  works  created,  in  whole  or 
in  part,  by  any  shareholder  owning,  at 
any  iime  during  the  corporation's  tax- 
able year,  more  than  10  percent  in  value 
of  the  outstanding  stock  of  the  corpora- 
tion) ,  and  (2)  dividends  from  any  cor- 
poration in  which  the  taxpayer  owns,  on 
the  date  the  taxpayer  becomes  entitled 
to  the  dividends,  at  least  50  percent  of 
all  classes  of  stock  entitled  to  vote  and 
at  least  50  percent  of  the  total  value  of 
all  classes  of  stock,  provided  the  cor- 
poration which  pays  the  dividends  meets 
the  requirements  of  subparagraphs  (A) , 
(B).  and  (C)  of  section  543(a)  (9). 

(c)  The  aggregate  amount  of  the  de- 
ductions  allowable    under   section    162 
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must  constitute  50  percent  or  more  of 
the  corporation's  gross  income  for  the 
taxable  year.  For  this  purpose,  the  de- 
ductions allowable  under  section  162 
shall  be  computed  by  excluding  deduc- 
tions for  compensation  for  personal 
services  rendered  by,  and  deductions  for 
copyright  and  other  royalties  to,  share- 
holders of  the  corporation. 

( iii )  Determination  of  stock  value  and 
stock  ownership.  For  purposes  of  sec- 
tion 543(a)(9)  and  this  subparagraph. 
the  following  rules  shall  apply : 

( a )  The  amount  and  value  of  the  out- 
standing stock  of  a  corporation  shall  be 
determined  in  accordance  with  the  rules 
sot  forth  in  the  last  two  sentences  of 
paragraph  (bt  and  in  paragraph  (c)  of 
S  1.542-3. 

'&)  The  ownership  of  stock  shall  be 
determined  in  accordance  with  the  rules 
set  forth  in  section  544  and  §§  1.544-1 
thiough  1.544-7. 

I  c  >  Any  person  who  is  considered  to 
own  stock  within  the  meaning  of  sec- 
tion 544  and  §§  1,544-1  through  1.544-7 
shall  be  a  shareholder. 

(iv)  Copyright  royalties  defined.  For 
purposes  of  section  543(a)  (9)  and  this 
subparagraph,  the  term  "copyright  roy- 
alties '  means  compensation,  however 
designated,  for  the  use  of,  or  the  right 
to  use,  copyrights  in  works  protected  by 
copyright  issued  under  Title  17  of  the 
United  States  Code  (other  than  by  rea- 
son of  section  2  or  6  thereof),  and  to 
which  copyright  protection  is  also  ex- 
tended by  the  laws  of  any  foreign  coun- 
try as  a  result  of  any  international 
treaty,  convention,  or  agreement  to 
which  the  United  States  is  a  signatory. 
Thus,  "copyright  royalties"  includes  not 
only  royalties  from  sources  within  the 
United  States  under  protection  of  United 
States  laws  relating  to  statutory  copy- 
rights but  also  royalties  from  sources 
within  a  foreign  country  with  respect 
to  United  States  statutory  copyrights 
protected  in  such  foreign  country  by  any 
international  treaty,  convention,  or 
agreement  to  which  the  United  States  is 
a  signatory.  The  term  "copyright  royal- 
ties "  includes  compensation  for  the  use 
of,  or  right  to  use.  an  interest  in  any 
such  copyrighted  works  as  well  as  pay- 
ments from  any  person  for  performing 
rights  in  any  such  copyrighted  works. 

(V)  Compensation  which  is  rent.  Sec- 
tion 543(a)(9)  and  subdivisions  (i) 
through  (iv)  of  this  subparagraph  shall 
not  apply  to  compensation  which  is 
"rent"  within  the  meaning  of  the  second 
sentence  of  section  543(a)(7). 

Par.  5.  Section  1.544  is  amended  by 
revising  so  much  of  section  544(a)  as 
precedes  paragraph  ( 1 ) ,  by  revising  par- 
agraph (4)  (B)  of  section  544(a),  by  re- 
vising section  544(b),  and  by  adding  a 
historical  note  at  the  end  of  the  section. 
These  amended  provisions  and  historical 
note  read  as  follows: 

§  1.344      Statutory   provisions;    rules    for 
determining  stock  ownership. 

Sec.  544.  Rules  for  determining  stock 
ou-nership — (a)  Constructive  ownership.  Por 
purposes  of  determining  whether  a  corpora- 
tion is  a  personal  holding  company,  insofar 
as  such  determination  Is  based  on  stock 
ownership  under  section  542(a)(2),  section 
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MS(a)(5).  MCtlOD  S48(a)(«).  or  mcUod 
M3(»)(9)  — 

•  •  •  •  • 

(4)  Applioaticm  of  /amily-partnershtp  and 
tyption  rules.  Paraj^raphs  (2)  and  (3)  shaU 
be  applied — 

(A)  For  purposes  of  the  itock  ownerahlp 
requirement  provided  In  section  542(a)(3). 
If.  but  only  If.  the  effect  Is  to  make  the  cor- 
poration  a  personal   holding  company; 

(B)  For  purposes  of  section  543(a)(5) 
(relating  to  personal  service  contract*),  of 
section  543  (a)(6)  ( relating  to  use  of  property 
by  shareholders),  or  of  section  543(a)(9) 
(relating  to  copyright  royalties).  If.  but  only 
If,  the  effect  Is  to  make  the  amounts  therein 
referred  to  Includible  under  such  p.ir.igraph 
as   personal   holding  company   Income 

•  •  •  •  • 

(b)  Convertible  securities.  Outstanding 
securities  convertible  into  stock  (whether  or 
not  convertible  during  the  taxable  year)  shall 
be  considered   as  outstandlns;   stock — 

(1)  For  purposes  of  the  stock  ownership 
requirement  provided  In  section  542(a)(2), 
but  only  If  the  effect  of  the  inclusion  of  all 
such  securities  Is  to  make  the  corporation 
a  personal   holding  company: 

(2)  For  purposes  of  section  543ia)(5) 
(relating  to  personal  service  contracts),  but 
only  If  the  effect  of  the  Inclusion  of  all 
such  securities  Is  to  make  the  amounts 
therein  refered  to  Includible  under  such 
paragraph  as  personal  holding  company 
Income; 

(3)  For  purposes  of  section  543(a)  (<J) 
(relating  to  the  use  of  property  by  share- 
holders), but  only  If  the  effect  of  the  In- 
clusion of  all  such  securities  Is  to  make  the 
amounts  therein  referred  to  Includible  under 
such  paragraph  as  personal  holding  company 
Income;  and 

(4)  For  purposes  of  section  543(a)  (9)  (re- 
lating to  copyright  royalties),  but  only  If 
the  effect  of  the  inclusion  of  all  such  securi- 
ties Is  to  make  the  amounts  therein  referred 
to  Includible  undep  such  paragraph  as  per- 
sonal holding  company  Income. 

The  requirement  In  paragraphs  (1).  (2). 
(3),  and  (4)  that  all  convertible  securities 
must  be  Included  If  any  are  to  be  Included 
shall  be  subject  to  the  exception  that,  where 
some  of  the  outstanding  securities  are  con- 
vertible only  after  a  later  date  than  In  ths 
case  of  others,  the  class  having  the  earlier 
conversion  date  may  be  Included  although 
the  others  are  not  Included,  but  no  conver- 
tible securities  shall  be  Included  unless  all 
outstanding  securities  having  a  prior  con- 
version date  are  also  Included. 

[Sec.  544  as  amended  by  the  Act  of  Apr  22. 
1960  (Public  Law  86-435.  74  Stat.  77)  ] 

P.^R.  6.  Section  1.544-1  is  amended  by 
making  clerical  revisions  to  subpara- 
graphs '  1 )  and  1 2 1  of  paragraph  i  a ' . 
by  addin?  a  new  subparagraph  (4>  to 
paragraph  <  a  • .  and  by  revising  the  last 
sentence  of  paragraph  <b).  As  so 
amended,  paragraphs  (a)  and  'b*  of 
S  1.544-1  read  as  follows: 

§  1.544—1      C.on.strui-tive   owncnhip. 

(a)  Rules  relating  to  the  constructive 
ownership  of  stock  are  provided  by  sec- 
tion 544  for  the  purpose  of  determining 
whether  the  stock  ownership  require- 
ments of  the  following  sections  are 
satisfied : 

(1)  Section  542Ca)(2).  relating  to 
ownership  of  stocky  by  five  or  fewer 
individuals. 

(2)  Section  543 fa)  (5).  relating  to 
personal  holding  company  income  de- 
rived from  personal  service  contracts. 

(3)  Section  543(a)(6).  relating  to 
personal  holding  company  incoma  de- 
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rived  from  property  used  by  share- 
holders. 

(4)  Section  543(a)  < 9).  relating  to 
personal  holding  company  income  de- 
rived from  copyright  royalties. 

lb)  Section  544  provides  four  Rcneral 
rules  with  respect  to  constructive 
ownership.     These  rul?s  are: 

( 1 )  Constructive  ownership  by  rea- 
son of  indirect  ownership.  See  section 
544iaM  1)  and  §  1.544-2. 

(2'  Constructive  ownership  by  rea- 
son of  family  and  partnership  owner- 
ship. See  section  544' a »  (2),  '4>,  <5>, 
and  (6'.  and  J§  1544-3.  1544-6.  and 
1  544-7. 

(3)  Constructive  ownership  by  rea- 
son of  ownership  of  options.  See  sec- 
tion 544  a'  >3».  (4',  ^5<.  and  <6>,  and 
§;  1  544-4.  1 544-6.  and   1  544-7 

(4>  Constructive  ownersliip  by  rea- 
son of  ownorsiiip  of  convertible  securi- 
ties.   See  section  544<bi  and  5  1  544^-5. 

Each  of  the  rules  referred  to  in  sub- 
paragraphs <2».  <3>.  and  <4»  of  tins 
paragraph  is  applicable  only  if  it  has  the 
effect  of  satisfying  the  stock  ownership 
requirement  of  the  section  to  which 
applicable:  that  is.  when  applied  to  sec- 
tion 542' a'  '2'.  Its  effect  is  to  make  the 
corporation  a  personal  holdiiiij  company, 
or  wlien  applied  to  section  543<ati5>. 
section  543'a>i6>,  or  section  543iaM9t, 
lis  effect  IS  to  make  the  amounts  de- 
scribed in  such  provisions  includible  as 
personal  holdin;^  company  income. 

P.^R.  7.  Section  1  553  is  amended  by 
stnkins:  out  "all  royalties,  whether  or 
not  mineral,  oil.  or  pas  royalties"  in  sec- 
tion 553  and  insertinL;  in  lieu  thereof 
"all  royalties,  whether  or  not  mineral, 
oil.  or  L'as  royalties  or  copyncht  royal- 
ties", and  by  addin?  a  historical  note 
at  the  end  of  the  section.  As  so  amended. 
J  1  553  and  the  historical  note  read  as 
follows: 

§   l.,'>,')3       Slaliitory      provi«i<>n«:       foreign 
prr«onal  lioltiinf  ronipany  inroinr. 

Sec.  553  F'trign  prrso'ud  huhli'ig  co'n- 
pany  tnromc  For  purposes  of  this  subtitle 
the  term  "foreign  pers<?nal  huldinc;  ctmp. my 
lnct>me"  means  the  jxtrtioii  of  the  ^rivss 
income,  determined  f"r  purposes  nf  secTiun 
552,  which  consists  of  person.vl  holding  cmn- 
p,iny  Income,  xs  defined  in  .section  543.  'Xiept 
that  all  luterejits.  whether  or  m)t  tre.ited  as 
rent,  and  all  royalties,  whether  or  not  min- 
eral, oil,  or  iias  royalties  or  copyright  royal- 
ties, shall  constitute  "foreign  personal  hold- 
ing company  income". 

(Sec.  553  as  amended  by  the  Art  of  .^pr  23, 
1960   (Public  Law  86-435,  74  Stat    77)  | 

P.\R.  8.  Paragraph  (UmIi  of  J  1.553- 
1  LS  amended  to  read  as  follows: 

§  1..').>.'5— 1     Foreij^n  prr»<»nal  holtlinp;  ront- 
pany    iiironic. 

Foreran  per.sonal  holdincr  company  in- 
come shall  corusist  of  the  items  defined 
under  section  543  and  J§  1.543-1  and 
1.543-2.  relating  to  personal  holding 
company  income,  with  the  following 
exceptions: 

•  •  •  •  • 

(b)  ( 1)  The  entire  amount  received  as 
"royalties",  whether  or  not  mineral,  oil. 
or  gas  royalties,  or  copyright  royalties, 
shall  be  considered  to  be  foreign  per- 
sonal holding  company  income.  Thus, 
subparagraphs  (A)   and  (B>   of  section 


543(a)  (8)  and  paragraph  (b)  (ID  (i)  (a) 
and  (b>  of  5  1.543-1  (relating  to  mineral, 
oil.  or  gas  royalties) ,  and  subparagraphs 
( A » .  ( B ) ,  and  « C  •  of  section  543  ( a  >  ( 9  > 
and  paragraph  ib)(12Mii)  of  §1.543-1 
(relating  to  copyriiiht  royalties),  are 
inapplicable  for  the  purpose  of  determin- 
liii^  foreiyn  personal  holding  company 
income. 

[FR       Doc      62  70.      Filed,     Jan       3,      1902; 
8  47    am  I 
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INCOME  TAX;  TAXABLE  YEARS  BE- 
GINNING AFTER  DECEMBER  31, 
1953 

Income  Attributable  to  Several  Tax- 
able Years;  Notice  of  Proposed  Rule 
Making 

Notice  is  hereby  given,  pursuant  to  the 
Administrative  Procedure  Act,  approved 
June  II,  1946.  that  the  regulations  set 
forth  in  tentative  form  in  the  appendix 
below  are  proposed  to  he  prescribed  by 
the  Commissioner  of  Internal  Revenue, 
with  the  approval  of  the  Stx^retary  of  the 
Treasury  or  his  delegate.  Prior  to  the 
final  adoption  of  such  regulations,  con- 
sideration will  be  given  to  any  comments 
or  suggestioris  pertaining  thereto  which 
are  submitted  in  writing,  in  duplicate,  to 
the  Commissioner  of  Internal  Revenue. 
Attention:  T:P.  Washington  25,  D.C., 
within  the  period  of  30  days  from  the 
date  of  publication  of  this  notice  in  the 
F'EDERAL  Register.  Any  person  submit- 
ting written  comments  or  suggestions 
wlu)  desires  an  opportunity  to  comment 
orally  at  a  public  hearing  on  these  pro- 
posed regulations  should  submit  his  re- 
quest. In  writing,  to  the  Commissioner 
within  the  30-day  period.  In  such  case, 
a  public  hearing  will  be  held,  and  notice 
of  the  time,  place,  and  date  will  be  pub- 
lished in  a  subsequent  issue  of  the  Fed- 
eral Register.  Tlie  proposed  regula- 
tions are  to  be  issued  under  the  authority 
contained  in  section  7805  of  the  Internal 
Revenue  Code  of  1954  i68A  Stat.  917;  26 
use.  7805'. 

lsE.\Ll  Mortimer  M.  Caplin. 

Covimissioncr  of  Internal  Reienue. 

The  Income  Tax  Regulations  (26  CFR 
Part  1  >  are  hereby  amended  to  reflect 
th'-  changes  in  law  made  by  sections  1, 
2.  and  3  of  the  Act  of  August  26.  1957 
(Public  Law  85-165.  71  Stat.  413.  414), 
relating  to  breach  of  contract  damages, 
and  by  section  58  of  the  Technical 
Amendments  Act  of  1958  (72  Stat.  1646), 
relating  to  damages  for  injuries  under 
the  antitrust  laws.  Except  as  other- 
wi.se  provided,  the  regulations,  as  so 
amen<Jed.  are  applicable  to  taxable 
years  beginning  after  December  31,  1953, 
and  endmg  after  August  16.  1954. 

P.^racraph  1.  Section  1.1306  is  renum- 
bered to  be  5  1.1307  and  as  so  renumbered 
is  amended  to  read  as  follows: 

§  1.1307  .'^latulorr  provision.*;  rules  ap- 
plirablc  to  part  I  (•trctinn  1.301  and 
fullowinfc),  .tubchapter  ij,  rhapter  1 
uf   the    ('.ode. 

Sec.  1307  Rules  applicable  to  this  part — 
(ai  frorfionaZ  parfj  of  a  month.  Per  pur- 
poses  of    this   part,    a    fractional    part  of   a 


Thursday,  January  4,  1962 

nionth  shall  be  disregarded  unless  It  amounts 
to  more  than  half  a  month,  In  which  case 
It  should  be  considered  as  a  month. 

1 1)1  Tax  on  self-employment  income.  This 
p.irt  shall  be  applied  without  regard  to,  and 
shall  not  affect,  the  tax  Imposed  by  chapter 
2  rel.iimg  to  self-employment  Income. 

,o  Computation  of  tax  attributable  to  in- 
,(i;'ii-  allocated  to  prior  period.  For  the  pur- 
po.-^e  of  computing  the  tax  attributable  to 
the  amount  of  an  Item  of  gross  income  al- 
locable under  this  part  to  a  partlcuLar  tax- 
able year,  such  amount  shall  be  considered 
income  only  of  the  person  who  would  be 
re(iuired  to  Include  the  Item  of  gross  Income 
m  .1  separate  return  hied  for  the  taxable 
\tMr  in  which  s\ich  item  \v,.s  received  or 
:irtrued 

1(1 1  Effrctur  date  of  ccrttun  .^ub.iections. 
Mib.^ectlon  (ci  of  section  1301  and  subsec- 
tion ici  of  this  section  shall  apply  only  to 
., mounts  receUed  or  accrued  after  March  1. 
11154  Notwithstanding  any  other  provision 
o!  this  title,  section  107  of  the  Internal  Reve- 
nue Code  of  1939  shall  apply  to  amounts 
re<'eived  or  accrtied  as  a  partner  on  or  before 
March  1.  1954.  \inder  this  section  and  to  the 
c(^niputatlon  of  tax  on  amounts  received  or 
.u-crued  on  or  before   March   1,   1954. 

I  Section  1307  .is  rentimbered  by  sec.  1,  Act 
of  Aug  11.  1955  (Public  Law  366,  84th  Cong.. 
69  Stat  688);  sec.  1.  Act  of  Aug  26,  1957 
(Public  Law  85-165,  71  Stat  413);  sec.  58, 
Technical  Amendments  Act  1958  (72  Stat, 
1646 »  I 

P.\R.  2.  Section  1.1306-1  is  renumbered 
to  be  5  1.1307-1  and  as  so  renumbered 
IS  amended  to  read  as  follows: 

i;  1.1307-1  Rule*  iipplicahle  lo  pari  I 
(.•.ection  1301  and  folloninit),  f*ub- 
i-liupler  (,>,  rhapirr  1  of  llie  Code. 

a  I  Fractional  parts  of  a  month.  For 
puiposes  of  sections  1301.  1302.  1303, 
i:^04,  1305,  and  1306.  and  the  regula- 
tions thereunder,  a  fractional  part  of  a 
month  shall  be  disregarded  unless  it 
amounts  to  more  than  one  half  of  a 
month,  in  which  case  it  shall  be  consid- 
ered as  a  month. 

lb'  Tax  on  self -employment  income. 
The  provisions  of  sections  1301,  1302, 
1303,  1304,  1305.  and  1306.  and  the  reg- 
ulations thereunder,  shall  be  applied 
without  regard  to.  and  shall  not  affect. 
th(>  t^ax  impo.sed  by  chapter  2  of  the  In- 
tel iial  Revenue  Code  of  1954  and  section 
480  of  the  Internal  Revenue  Code  of 
1939,  relating  to  the  tax  on  self-employ- 
ment income. 

(C)  Computation  of  tax  attributable 
to  income  allocated  to  prior  period.  In 
the  case  of  either  a  husband  or  wife  re- 
ceiving income  to  which  the  provisions 
of  section  1301.  1302.  1303.  1304.  1305. 
or  1306  apply,  the  tax  attributable  to 
the  portion  of  the  income  allocated  to 
a  prior  period  shall  be  computed  by 
considering  such  income  as  includible 
by  the  spouse  who  would  have  been  re- 
quired to  include  it  in  a  separate  return 
for  the  taxable  year  in  which  such  in- 
come was  received  or  accrued,  assuming 
a  separate  return  had  been  filed  for 
such  year.  For  example.  A,  an  attorney 
on  a  calendar  year  basis,  resides  in  a 
State  in  which  the  common  law  with 
respect  to  the  ownership  of  property  is 
applicable.  In  1955,  A  receives  com- 
pensation upon  the  completion  of  an 
employment  which  began  in  1945.  All 
the  requirements  for  the  application  of 
section  1301  < a)  are  satisfied.    A  and  his 
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wife  file  a  joint  Income  tax  return  for 
the  taxable  year  1955.  They  filed  sepa- 
rate returns  for  the  years  1945,  1946, 
and  1947  and  joint  returns  in  1948  and 
subsequent  years.  The  entire  portion 
of  such  compensation  allocable  to  the 
years  for  which  separate  returns  were 
were  filed  shall  be  includible  in  A's  re- 
turn and  no  part  thereof  shall  be  in- 
cludible in  the  separate  return  filed  by 
A's  wife  for  such  years. 

(d)  Effective  date.  Section  1307(c) 
and  paragraph  (c)  of  this  section  shall 
apply  only  to  amounts  received  or  ac- 
crued after  March  1,  1954.  Pursuant  to 
section  7851(a)(1)(C),  the  regulations 
prescribed  in  paragraph  (O  of  this  sec- 
tion shall  also  apply  to  taxable  years 
beginning  before  January  1,  1954,  and 
ending  after  December  31,  1953,  and  to 
taxable  years  beginning  after  December 
31,  1953,  and  ending  before  August  17. 
1954.  although  such  years  are  generally 
subject  to  the  Internal  Revenue  Code 
of  1939.  Notwithstanding  any  other 
provision  of  the  Internal  Revenue  Code 
of  1954.  section  107  of  the  Internal 
Revenue  Code  of  1939  shall  apply  to 
amounts  received,  or  accrued  on  or  be- 
fore March  1,  1954,  and  to  the  computa- 
tion of  tax  on  amounts  received  or  ac- 
crued on  or  before  March  1,  1954. 

Par.  3.  Sections  1.1305-1,  1.1305-2. 
1.1306,  and  1.1306-1,  as  set  forth  below, 
are  inserted  immediately  after  §  1.1305. 

§  1.1305—1      Brehch  of  contract  daniuge»i. 

<a)  Qualifications  lor  limitation  on 
tax.  If  an  amount  of  $3,000  or  more 
representing  damages  is  received  or  ac- 
crued by  a  taxpayer  during  a  taxable 
year  as  a  result  of  a  single  award  in  a 
civil  action  for  breach  of  contract,  or 
breach  of  a  fiduciary  duty  or  relation- 
ship, then  the  tax  attributable  to  the 
inclusion  in  gross  income  for  the  taxable 
year  of  that  part  of  such  amount  which 
would  have  been  received  or  accrued  by 
the  taxpayer  in  a  prior  taxable  year  or 
years  but  for  the  breach  of  contract, 
or  breach  of  a  fiduciary  duty  or  relation- 
ship, shall  not  be  greater  than  the  ag- 
gregate of  the  increases  in  taxes  which 
would  have  resulted  had  such  part  been 
included  in  gross  income  for  such  prior 
taxable  year  or  years. 

(b)  Definition  of  damages  for  breach 
of  contrtict  or  for  breacti  of  a  fiduciary 
duty  or  relationship.  (1>  For  purposes 
of  section  1305  and  this  section,  the 
term  "damages"  used  with  respect  to  an 
award  in  a  civil  action  for  breach  of  con- 
tract, or  breach  of  a  fiduciai-y  duty  or 
relationship,  means  an  amount  awarded 
pursuant  to  a  Judgment  or  decree  by  a 
court  as  a  result  of  such  civil  action.  The 
term  "damages"  is  limited  to  that  por- 
tion of  the  award  which  represents  dam- 
ages to  compensate  the  taxpayer  for 
loss  of  income  which  he  would  have  re- 
ceived or  accrued  but  for  the  breach  of 
contract,  or  breach  of  a  fiduciary  duty 
or  relationship.  The  term  does  not  in- 
clude that  portion  of  the  award  which 
represents  damages  awarded  by  the 
court  over  and  above  the  amount  found 
adequate  to  compensate  for  the  breach, 
nor  does  it  include  attorney's  fees,  in- 
terest, or  costs. 
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(2)  An  amount  awarded  pui'suant  to  a 
consent  decree  or  judgment  may  be  con- 
sidered damages  for  breach  of  contract, 
or  breach  of  a  fiduciary  duty  or  relation- 
ship, for  the  purposes  of  section  1305  and 
this  section. 

(3)  An  amount  received  or  accrued 
pursuant  to  a  settlement  of  the  action, 
after  a  decree  or  judgment  awarding 
damages  to  the  taxpayer  has  been  en- 
tered, may  be  considered  as  damages  for 
breach  of  contract,  or  breach  of  a  fi- 
duciary duty  or  relationship,  even 
though  such  amount  is  not  made  a  part 
of  a  consent  decree.  In  such  a  case  the 
taxpayer  must  show  which  portion  of  the 
amount  received  or  accrued  represents 
damages. 

(4)  An  amount  received  or  accrued 
pursuant  to  a  settlement  of  the  action 
where  no  judgment  or  decree,  or  con- 
sent judgment  or  decree,  is  entered  will 
not  constitute  damages  for  breach  of 
contract,  or  breach  of  a  fiduciary  duty 
or  relationship. 

(c)  Allocation  of  damages.  (1)  If 
possible  a  portion  or  all  of  the  damages 
shall  be  allocated  to  a  prior  taxable  year 
or  years  during  which  the  taxpayer 
would  have  received  or  accrued  such  in- 
come but  for  the  breach  of  contract,  or 
breach  of  a  fiduciary  duty  or  relation- 
ship. Such  allocation  is  to  be  determined 
upon  the  facts  of  each  case,  for  example, 
by  reference  to  the  decree  or  judgment 
awarding  damages,  information  con- 
tained in  court  records,  pleadings,  or 
other  pertinent  matter. 

(2)  If  any  portion  of  the  damages  is 
not  allocable  to  a  particular  taxable  year 
or  years,  or  to  periods  within  any  taxable 
year  or  years,  in  accordance  with  the 
rule  prescril)ed  in  subparagraph  (1)  of 
this  paragraph,  then  such  portion  shall 
be  allocated  equally  to  each  of  the  calen-. 
dar  months  (including  those  of  the  cur- 
rent taxable  year  and  subsequent  tax- 
able years)  which  fall  within  the  period 
during  which  the  taxpayer  would  have 
received  or  accrued  such  income  but  for 
the  breach  and  to  which  no  portions 
previously  have  been  allocated. 

i3)  The  amount  of  damages,  if  any. 
which  is  allocated  under  this  paragraph 
to  t-axable  years  subsequent  to  the  tax- 
able year  of  receipt  or  accrual  shall  be 
treated  as  income  for  such  taxable  year 
of  receipt  or  accrual.  The  methods 
enumerated  in  this  paragraph  are  not 
mutually  exclusive;  thus,  it  is  possible 
that  allocations  with  respect  to  an  award 
may  be  made  under  more  than  one 
method.  If  more  than  one  method  is 
applicable  they  shall  be  used  only  in  the 
order  of  their  enumeration. 

( d )  Computation  of  tax.  '  1  >  The  fol- 
lowing computations  shall  be  made  in 
order  to  determine  whether  the  limita- 
tion on  tax  prescribed  in  section  1305 
and  paragraph  (a)  of  this  section  applies 
to  damages  received  or  accrued  in  the 
taxable  year:  ^ 

(i)  Compute  the  tax  for  the  current 
taxable  year  by  including  in  the  gross 
income  of  such  year  the  entire  amount 
of  damages  received  or  accrued  in  such 
year.  In  computing  such  tax  the  tax- 
payer shall  be  allowed  all  credits  and 
deductions  for  depletion,  depreciation, 
and  other  items  to  which  he  would  have 
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been  entitled  If  the  entire  amount  of 
such  damages  were  attributable  to  such 
year. 

<ii>  Compute  the  tax  for  the  current 
taxable  year  without  the  inclusion  pre- 
scribed in  subdivision  ii>  of  this  sub- 
paragraph. 

luiMa*  Compute  the  tax  attributable 
to  the  portion  of  the  damages  allocated 
to  each  of  the  taxable  years  uncludm^i 
the  year  in  which  the  award  is  received 
or  accrued  >  in  accordance  with  para- 
graph ic»  of  this  section.  For  this  pur- 
pose taxable  income  <  or  net  income  >  and 
the  tax  shall  be  computed  with  the  allow- 
ance of  all  credits  and  deductions  for 
depletion,  depreciation,  and  other  items 
to  which  the  taxpayer  would  have  been 
entitled  had  such  damages  been  received 
or  accrued  by  the  taxpayer  in  the  year 
during  which  he  woiUd  have  received  or 
accrued  the  damasies  except  for  the 
breach  of  contract,  or  for  the  breach  of 
fiduciary  duty  or  relationship. 

(b)  The  amount  of  tax  attributable 
to  the  portion  of  damages  allocated  to 
each  of  such  taxable  years  Is  the  differ- 
ence between  the  tax  for  each  year  com- 
puted with  the  inclusion  in  gross  income 
of  the  portion  of  such  damages  so  allo- 
cated to  each  year  and  the  tax  for  each 
year  computed  without  such  inclusion. 

(iv)  The  tax  for  the  current  taxable 
year  shall  be  the  lesser  of  (a>  the  tax 
for  the  current  taxable  year  as  com- 
puted under  subdivision  <i»  of  this  sub- 
paragraph, or  (b)  the  tax  for  such  year 
as  computed  imder  subdivision  (ii)  of 
this  subparagraph,  plus  the  aggregate 
of  the  taxes  attributable  to  the  allocated 
damages  as  computed  under  subdivision 
(Hi)  of  this  subparagraph. 

The  credits,  deductions,  or  other  items 
referred  to  in  subdivisions  (i>  and  (iii' 
of  this  subparagraph  shall  include  only 
deductions  for  expenditures  actually 
made  by  the  taxpayer  and  credits  or  de- 
ductions arising  from  actual  use  of  capi- 
tal or  receipt  of  income.  Thus,  if  the 
award  represents  gross  income  which  the 
taxpayer  should  have  received  but  did 
not.  less  costs  and  expenses  which  the 
taxpayer  would  have  paid  but  did  not. 
no  deduction  shell  be  allowed  for  such 
costs  and  expenses.  Furthermore,  cred- 
its, deductions,  or  other  items,  attribut- 
able to  property,  shall  t>e  allowed  only 
with  respect  to  that  part  of  the  award 
which  represents  the  taxpayer's  share  of 
Income  from  the  actual  operation  of  the 
property.  Accordingly,  if  the  property 
l3  subject  to  depreciation  on  the  units- 
of-production  method  and  the  taxpayer 
receives  an  award  based  upon  certain 
units  of  production  which  the  paying 
party  should  have  produced  but  did  not, 
the  taxpayer  shall  not  be  entitled  to  a 
depreciation  deduction  with  respect  to 
such  units  which  were  not  produced. 
However,  where  an  award  is  received  by 
the  taxpayer  representing  the  gross  in- 
come from  mineral  property  less  ex- 
penses that  would  have  been  imposed 
upon  the  taxpayer  but  for  the  breach, 
the  deduction  for  percentage  depletion 
will  be  computed  with  reference  to  both 
the  reconstructed  gross  income  and  tax- 
able income  from  the  property. 

(2)  If  damages  of  the  type  specified  in 
paragraph   (a)    of  this  section  are  rc- 
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ceived  or  accrued  by  a  piirtner.slup  which 
initially  in-stitutod  the  civil  action  then, 
for  purpo.>es  of  subpara  ;raph  <  1 1  of  this 
paragraph,  the  partnership  .^hall  take 
such  amount  into  account  in  computing 
taxable  mccmc  lor  net  income  >  but  the 
limitation  on  the  tax  undf^r  .st^ction  13C5 
i^hall  apply  to  the  individual  p:irtncr.s. 
Tliu'.s.  in  recmputur:  his  incomo  tax. 
each  partniT  shall  tnke  into  account 
.s- parately  his  distributive  shaif  of  tlie 
partnfTship  items  rnumora'.''d  in  .'^xtion 
702iai  as  re>computed  by  the  partnership 
under  subpara-; raph  il'  of  this  para- 
uraph.  Section  1305  and  this  SL-ctijn 
sliall  not  apply  to  a  partner  unlc\ss  his 
total  dL-tributive  share  of  the  am"unt  of 
dajna^es  is  $3,000  or  more.  It  is  not 
necessary  for  the  partner  to  have  been 
a  member  of  the  partnership  for  the  prior 
ta.xable  years  to  which  the  tunount  of 
d;>ma':es  i.s  allocable  in  order  to  have 
the  linutation  on  tax  provided  by  seclum 
1305  apply. 

i3>  For  efTi'Ct  of  allocation  of  income 
on  Items  based  on  amount  of  income  and 
with  respect  to  a  net  operating  loss  or  a 
capital  loss  carryover,  see  parai^raph 
tdM2'  of  i  1.1301-2. 

'4'  See  paragraph  'd'  i4>  of  5  1.1301-2 
for  the  compuLations  which  are  neces- 
sar>'  when  an  amount  of  breach  of  con- 
tract damage.s  is  allocated  to  a  ix^ruxl  to 
which  there  has  also  been  allocated  other 
income  entitled  to  the  benefits  of  tiie 
provisions?  of  part  I  "section  1301  and 
following ' ,  subchapter  Q.  chapter  1  of 
the  Code. 

<ei  Treatment  of  intaiigiblr  drilling 
and  development  co'^ts.  If  the  breach  of 
contract  danru^ges  have  been  awarded  as 
a  result  of  a  .suit  involving  the  taxpayers 
claim  to  ownership  in  a  developing  oil  or 
gas  well  and  section  1305  applies  with 
respect  to  such  damage.5,  he  sliall  not 
be  entitled  to  deduct  as  expenses  in- 
tangible drilling  and  development  co;  ts 
incurred  in  the  prior  taxable  year  or 
years  unless  he  makes  or  has  made  the 
election  to  deduct  such  costs  as  expenses 
in  the  manner  prescribed  by  5  1  612-4. 

tfi  Limitation  on  amount  of  anard. 
Section  1305  and  this  section  are  not 
applicable  unless  the  amount  represent- 
ing damages  is  $3,000  or  more  and  such 
amount  is  received  or  accrued  in  a  tax- 
able year  as  a  result  of  a  single  award 
for  breach  of  contract,  or  breach  of  a 
fiduciary  duty  or  relation.ship 

(g)  Applicability  of  another  section 
under  part  I,  subchapter  Q.  chapter  1  of 
the  Code.  In  any  case  where  the 
amounts  involved  in  a  particular  breach 
of  contract,  or  breach  of  a  fiduciary  duty 
or  relationship,  are  also  covered  by  the 
particular  terms  of  another  section  in 
part  I.  subchapter  Q,  chapter  1  of  th« 
Code,  the  rules  for  such  other  section 
shall  apply,  since  those  sections  are 
directed  to  more  specific  situations  than 
the  provisions  of  section  1305.  Thus, 
if  a  taxpayer  receives  an  amount  repre- 
senting damages  awarded  in  a  civil 
action  for  breach  of  contract,  or  breach 
of  fiduciary  duty  or  relationship,  and 
such  award  also  constitutes  the  paj-mcnt 
of  an  amount  which  qualifies  for  treat- 
ment prescribed  in  section  1302  and  the 
regulations  thereunder,  such  amount 
shall   be   subject   to   the   provisions   of 


section  1302  and  !  1  1302-1,  and  section 
1305  shall  not  apply. 

<h>  Effective  date  of  this  section. 
The  provisions  of  section  1305  and  this 
section  apply  with  respect  to  taxable 
years  ending  after  December  31.  1954, 
but  only  as  to  amounts  received  or 
accrued  after  such  date  as  the  result  of 
aw  ards  made  after  such  dale. 

;     l.l.30r>-2       Illiiv|r;ii:oii-. 

The  provisions  of  section  1305  and 
!  1.13U5-1  may  be  illustrated  by  the  fol- 
lowing examples: 

Eiamplc  (/(  On  Dcccmb.r  31.  1957.  a 
((  iiM'nt  Jucigiaeiit  is  t  ntereci  in  I.ivor  of  A. 
an  nocru.il  method  l..x;iaytr.  for  550(1.000 
ci.im.'.j^es  to  ciini!>eii.s;;te  him  fur  the  failure 
i.f  the  XYZ  Ccitnp.iriy  to  p.ky  royalties  due 
him  under  the  terms  if  a  ciii.trurt  invo'vaig 
the  operation  by  the  XYZ  Company  of  an 
oil  lease  The  court  determlr.ed  that  the 
hreiich  of  contract  covered  the  pfriod  fri  m 
July  1.  1953.  through  December  31.  1957. 
The  Rw.ixd  of  $500,000  Includes  $40,000  rep- 
r' M'ntlng  leijiil  fti-s  and  court  cutis,  and 
f4t)i)  (^00  represeniinK  ci  nii)ensation  fur  loss 
of  nil  royalties  for  tlie  ptrlod  during  which 
the  contract  w;i.s  brenchcd.  Of  the  $460,000. 
the  Court  determined  that  $110  000  w.is  at- 
tributable to  U136  and  $130  OtX)  to  January 
tliruugh  October  1057  Information  In  the 
(Murt  records  disclosed  th.it  $60,000  was  at- 
tributable to  19.i3.  A  makes  his  income  t.ax 
return  on  a  calendar  year  biusls.  For  pur- 
[xi.ses  of  determining  the  limitation  on  tax 
under  section  1305.  A  must  first  comput* 
the  t.ix  for  1957  under  paragraph  (d)(lMl) 
of  i  1  1305  1  by  Including  the  entire  amount 
of  damages  (MOO, 000)  In  grose  lnc(5me  for 
."-uch  year  and  then  a  mpute  the  tax  for 
1.  ")7  without  Including  the  $460,000  In  gross 
income  In  accord.mce  with  para>;raph  (d) 
(iMlli  of  such  section  A  must  then  com- 
pute the  tax  for  the  current  year  and  all 
prliT  years  to  which  the  amount  of  the  award 
is  allocable  pursuant  to  parakrraph  (di(l) 
Mill  off  1  1305  1  In  making  such  ciniputa- 
llun.  A  must  allocate  $110,000  Ui  195(5. 
$130  OtKD  to  the  first  ten  months  of  1957.  and 
$f;o  00  1  to  1055  In  accordance  with  paragraph 
loi  (  1)  of  f  1  1305-1  The  remaining  $100,000 
of  the  $460,000  would  be  prorated  over  the 
\ina!'.<>cated  twenty  months,  two  In  1057. 
twelve  In  1054.  and  six  In  1953  or  $8  000  per 
month  In  accordance  with  paragraph  (ci(2) 
of  }  1  1305  1  Thus,  the  proper  allocattona 
would  be  $146  000  to  1957,  $110,000  to  1956. 
J60000  to  1955.  $06,000  to  1954.  and  $48,000 
to  1953.  In  addition.  A  la  entitled  to  a  de- 
duction for  percentace  depletion  w.th  rcsjicct 
to  the  amounts  alk>cated  to  the  current 
t.i..T:\b;e  year  and  to  prior  taxable  years.  For 
such  purpose.  A  must  reconstruct  his  gross 
Income  and  tax.ible  income  from  the  prop- 
erty for  1357  and  for  the  years  lo53.  1954. 
1955.  and  1956  A  Is  also  entitled  to  all 
credits,  deductions,  or  other  Items  to  which 
he  would  have  been  entitled  had  the  royalties 
been  received  and  Included  In  the  gross  In- 
come In  those  years  Tliu.«!.  If,  for  1953,  prior 
to  the  allocation  of  a  part  of  the  award  to 
such  year,  A  had  no  g:iins  from  the  sale  or 
ex<hange  of  capital  a.ssets  and  no  tax;ble 
Income  and  he  had  a  capital  loss  carryover 
of  $1,500  to  such  year,  A  may  deduct  $1  000 
us  a  capital  loss  in  computing  the  tax  for 
1953  as  provided  in  paragraph  (d)  i  1)  (ill)  of 
i  1  1305  1.  See  sections  121Ub)  and  1212 
and  the  regulations  thereunder. 

Emmple  (?).  B.  a  ca.ih  method  taxp.iyer. 
Is  the  author  of  a  play  presented  In  New 
Y'lrlc  City.  CTilcago,  and  San  Francisco. 
The  play  ran  from  April  6.  1957.  through 
December  27,  1959  In  September  1959,  B 
sues  the  pnxluccr.  M.  for  breach  of  contract 
respecting  the  agreement  entered  Into  be- 
tween M  and  B.  M  contends  that  under  the 
terms   of   the   contract   B   was   entitled   to  a 
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payment  of  $25,000  on  the  production  of  the 
pl.iy  and   royalties   thereafter   limited  to  Its 
e  irnlngs  In  New  York  City.     B  insists  that 
lie  is  also  entitled  to  royalties  on  the  earn- 
ings of  the  two  companies  established  by  M 
•  )    present    the    play    In    Chicago    and    San 
1  r.mcisco      On  December  29.  1959.  the  court 
av.irds   B    the   sum    of   $38,000   representing 
( mipensatlon  for  the  loss  of  royalty  Income 
i>ver  the  period  during  which  the  play  was 
presente<l    in    Chicago    and    San    Francisco, 
Mic'.uding   legal   fees   and   other   costs.     This 
iiw.rd   Is  paid   to  B  in    1960.     In  Its  decree. 
the  court  designates  royalty  payments  to  B 
for    such    period    (April    6.    1957,    to   Decem- 
ber 27,  19591   of  $1,000  per  month  or  a  total 
of  $33,000  for   the  full   period.     Although  B 
is   entitled   to    the   benellts   of   section    1305, 
he  must  first  ascertain  whether  section  1302 
applies,  since  the  other  sections  \inder  part 
I    (section    1301    and   following),  subchapter 
Q.  chapter   1  of  the  Code,  have  prior  appli- 
r.ibillty.    However.  13  determines  that  section 
1502   Is   not   applicable   for   the   reason   that 
he  worked  only  18  monUis  on  the  play.     For* 
the  puriKx-.e  of  section  1305(a)  and  paragraph 
(u)  of  §  1  1305-1,  B  may  allocate  the  $33,000 
at  the  rate  of  $1,000  per  month  over  the  33 
months  extending  from  April   1957  through 
December  1939      Upon  receipt  of  the  award 
and  pursuant  to  agreement  with  his  literary 
agent.    B   pays    the    agent   $2,500   as    agent's 
commission;    had    B    received    his    royalties 
when   due,    he   would    have    paid   his   agent 
$3,300    under   his   contract    with    the   agent. 
In   computing   his   taxable   Income   for    1960 
and    for    the    years    reflected    In    the    period 
.-Vpril   1957   through  December   1959.  B  may. 
under  the  limitation  prescribed  In  paragraph 
(d)(1)    of  §  1  1305  1.  deduct  only  $2,500  for 
commissions  paid  to  his  agent. 

§  1. 1306      .'^lalulory   proviitions;  damages 
for  iiijurie".  uniier  llic  antitrusl  lavr». 

Src  1306  Dajr:ngi's  for  injuries  under  the 
antifru.sf  lau'^.  II  an  amount  representing 
diunages  Is  received  or  accrued  during  a  tax- 
able year  ;\s  a  re.sult  of  an  award  In,  or 
setUeiiient  of.  a  civil  action  brought  under 
section  4  of  the  Act  entitled  "An  Act  to 
supplement  existing  laws  against  unlawful 
restr;Unts  and  monopolies,  and  for  other 
purposes",  approved  October  15,  1914  (com- 
monly known  as  the  Clayton  Act),  for  In- 
juries' sustained  by  Uie  tiucpayer  In  his  busl- 
nes.s  or  projx-rty  by  reason  of  anything  for- 
bidden in  the  antitrust  laws,  then  the  tax 
attributable  to  the  inclusion  of  such  amount 
m  gross  income  for  the  Uixablc  year  shall  not 
be  greater  than  the  ni:gregate  of  the  Increases 
in  taxes  which  would  have  resulted  If  such 
amount  had  been  Included  In  gross  Income 
In  equal  lnst;Ulmcnts  for  each  month  during 
the  perlixl  in  which  such  Injuries  were  sus- 
t.aned  by  the  taxpayer. 

[Section  1306  as  added  by  sec.  58(a),  Tech- 
nical Amendments  Act  1958  (72  Stat.  1646)] 

§  1.1306-1       l)aniug«>s  for  injuries  under 
the  an^il^u^l  laws. 

(a)  Qualifications  for  limitation  on 
tojc.  If  an  amount  representing  dam- 
aces  is  received  or  accrued  during  a  tax- 
able year  as  a  result  of  an  award  in.  or 
settlement  of.  a  civil  action  instituted 
under  section  4  of  the  Act  of  October  15. 
1914  (15  U.S.C.  15),  commonly  known 
as  the  Clayton  Act.  for  injuries  sustained 
by  the  taxpayer  in  his  business  or  prop- 
erty by  reason  of  anything  forbidden  In 
the  antitrust  laws,  then  the  tax  attrib- 
utable to  the  inclusion  of  such  amount 
in  gross  income  for  the  taxable  year 
shall  not  be  greater  than  the  aggregate 
No.  2 4 
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of  the  increases  in  taxes  which  would 
have  resulted  if  such  amount  had  been 
included  in  gross  Income  in  equal  install- 
ments for  each  month  during  the  period 
in  which  such  injuries  were  sustained  by 
the  taxpayer. 

(b)  Definition  of  damages.  (1)  For 
purposes  of  section  1306  and  this  section 
the  term  "damages"  means  an  amount 
awarded  pursuant  to  a  judgment  or  de- 
cree by  a  court  as  the  result  of  a  civil 
action  instituted  under  section  4  of  the 
Act  of  October  15,  1914,  for  injuries  sus- 
tained by  the  taxpayer  in  his  business 
or  property  by  reason  of  anything  for- 
bidden in  the  antitrust  laws.  The  term 
"damages"  includes  treble  damases 
awarded  under  section  4  of  the  Act  but 
it  does  not  include  attorney's  fees,  in- 
terest, or  costs. 

(2)  An  amount  awarded  as  damages 
pursuant  to  a  consent  decree  or  judg- 
ment shall  be  treated  as  provided  in  par- 
agraph (a)  of  this  section. 

(3)  An  amoimt  received  or  accrued  as 
damages  pursuant  to  a  settlement  of 
such  action  (after  commencement  of 
such  action)  shall  be  treated  as  pro- 
vided in  paragraph  (a)  of  this  section, 
regardless  of  whether  such  amount  is 
received  or  accrued  after  a  decree  or 
judgment  has  been  entered  or  whether 
any  decree  or  judgment  is  entered. 

(4)  An  amount  received  or  accrued  as 
a  result  of  a  settlement  where  no  civil 
action  has  been  brought  under  section  4 
of  the  Act  wiU  not  constitute  damages 
to  which  section  1306  and  this  section 
are  applicable. 

(c)  Allocation  of  damages.  The 
amount  representing  damages  of  the 
type  described  in  section  1306  is  to  be 
treated  as  if  it  had  been  received  in 
equal  portions  in  each  of  the  calendar 
months  (including  those  of  the  current 
taxable  year)  which  fall  within  the  pe- 
riod during  which  the  injury  in  the 
taxpayer's  business  or  property  by  rea- 
son of  anything  forbidden  in  the  anti- 
trust laws  is  determined  to  have  been 
sustained.  The  period  during  which  the 
injury  was  sustained  is  the  period  estab- 
lished in  the  action,  except  that,  if  no 
such  period  is  established  in  the  action, 
such  period  is  to  be  determined  upon 
the  basis  of  the  facts  of  the  particular 
case.  The  portion  of  the  damages  al- 
locable to  each  taxable  year  involved  in 
such  period  of  injury  is  an  amount  equal 
to  the  entire  amount  of  damages,  di- 
vided by  the  entire  number  of  calendar 
months  included  within  such  period,  and 
multiplied  by  the  number  of  such  cal- 
endar months  falling  within  the  partic- 
ular taxable  year. 

(d)  Computation  of  tax.  (1)  The 
computations  set  forth  below  in  this  sub- 
paragraph shall  be  made  in  order  to  de- 
termine whether  the  limitation  on  tax 
prescribed  in  section  1306  and  para- 
graph (a)  of  this  section  applies  to  dam- 
ages for  injury  sustained  under  the  anti- 
trust laws  received  or  accrued  in  the 
taxable  year: 

(i)  Compute  the  tax  for  the  current 
taxable  year  by  including  in  the  gross 
income  of  such  year  the  entire  amount 
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of  damages  received  or  accrued  in  such 
year. 

(ii)  Compute  the  tax  for  the  current 
taxable  year  without  the  inclusion  pre- 
scribed in  subdivision  (i)  of  this  subpar- 
agraph. 

(iii)  Compute  the  tax  attributable  to 
the  portion  of  the  damages  allocated  to 
each  of  the  taxable  years  in  accordance 
with  paragraph  (c)  of  this  section.  The 
amount  of  tax  attributable  to  the  dam- 
ages in  each  of  such  years  is  the  differ- 
ence between  the  tax  for  each  year 
computed  with  the  inclusion  in  gross  in- 
come of  each  year  of  the  portion  of 
such  damages  so  allocated  to  each  year 
and  the  tax  for  such  year  computed 
without  such  inclusion. 

(iv)  The  tax  for  the  current  taxable 
year  shall  be  the  lesser  of  (a)  the  tax 
for  the  current  taxable  year  as  computed 
under  subdivision  (i)  of  this  subpara- 
graph, or  (b)  the  tax  for  such  year  com- 
puted under  subdivision  (ii)  of  this  sub- 
paragraph, plus  the  aggregate  of  the 
taxes  attributable  to  the  allocated  dam- 
ages as  computed  under  subdivision  (iii) 
of  this  subparagraph. 

(2)  For  the  effect  of  allocation  of  in- 
come on  items  based  on  amount  of  in- 
come and  with  respect  to  a  net  operating 
loss  or  capital  loss  carryover,  see  para- 
graph (d)(2)  of  §  1.1301-2. 

(3)  See  paragraph  (d)  (4)  of  §  1.1301- 
2  for  the  computations  which  are  neces- 
sary when  an  amount  of  damages  is 
allocated  to  a  period  to  which  there 
has  also  been  allocated  other  income  en- 
titled to  the  benefits  of  Part  I  (section 
1301  and  following) ,  subchapter  Q,  chap- 
ter 1  of  the  Code. 

(e)  Effective  date  of  this  section.  The 
provisions  of  section  1306  and  this  sec- 
tion are  applicable  with  respect  to  tax- 
able years  ending  after  September  2, 
1958,  but  only  with  respect  to  amounts 
of  damages  received  or  accrued  after 
such  date  as  a  result  of  awards  or  settle- 
ments made  after  such  date. 

(f)  Illustrations.  The  provisions  of 
section  1306  may  be  illustrated  by  the 
following  example: 

Example.  A,  the  proprietor  of  a  drug  man- 
ufacturing concern,  brings  suit  against  the 
XYZ  Pharmaceutical  Corporation  under  sec- 
tion 4  Of  the  Act  alleging  that,  by  reason  of 
an  unfair  contract,  his  competitor  had  suc- 
ceeded In  pre-empting  the  supply  of  a  chem- 
ical which  was  essential  to  the  manufacture 
of  his  product.  A  wins  his  suit  and  In  the 
ccurse  of  the  action  It  Is  established  that 
A  sustained  losses  resulting  from  the  Injury 
totaling  $330,000  over  the  period  from  March 
1959  through  November  1961.  The  court  In 
November  1961.  accordingly,  awards  A  treble 
damages  of  $990,000.  $25,000  In  attorney'! 
fees,  and  $5,000  In  costs.  The  XYZ  Pharma- 
ceutical Corporation  In  the  same  month  paya 
A  the  amount  of  $1,020,000  covering  the  dam- 
ages, fees,  and  costs.  For  the  purpose  of 
determining  the  limitation  on  tax  under 
section  1306,  A  may  allocate  only  the  $990,000 
received  as  damages.  A  makes  his  return  on 
a  calendar  year  basis.  A  must  therefore  al- 
locate the  amount  of  $990,000  over  the  33 
calendar  months  at  the  rate  of  $30,000  per 
month  as  follows:  $300,000  to  1959,  $360,000 
to  1960,and  $330,000  to  1961. 

[F.R.     Doc.     62-71;     Piled.     Jan.     3,     1982; 
8:48  am.] 
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PROPOSED   RULE   MAKING 

DEPARTMENT  OF  HEALTH,  EDU- 
CATION, AND  WELFARE 

Food    and    Drug    Administration 

[  21    CFR    Part    121  ] 

FOOD   ADDITIVES 

Notice    of    Filing    of    Petition 

Pursuant  to  the  provi.>i(in>  (;i  ti;r  I-',  ti- 
f'lal  Food.  Drus.  and  Cosnutic  Act  '  st-c 
409' b"5'.  72  Stat  1786:  L'l  USC  348 
ib'i5i  '.  notice  is  mvon  that  a  petition 
<FAP  647'  has  ben  tiled  by  F>  I  du  Pont 
de  Nemours  and  Company.  Inc  .  Wil- 
mington 98.  Delaware,  piopo.sinn  the  i.s- 
suance  of  a  regulation  to  amend  5  ILM  - 
12514  of  the  food  additive  lefulation-s  to 
provide  for  the  safe  use  of  copolymers  ot 
ethylene  and  vinyl  acetate  in  the  ft;rmu- 
lation  of  re-^iiidu--  and  pol'-nv;;!-  cnit- 
iiu:> 

Dated     Dt  cemb.  r  _'8    1961. 

J    K    KiKK 

A->^!^!(i'(f    ComnussiDnrr 
of  Food  and  Drua^ 


[F  li       I>" 


5!        Filed 
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DEPARTMENT  OF  AGRICULTURE 

Agricultural   Marketing   Service 

I  p.  &  S  Docket  No.  402)        | 

MARKET  AGENCIES  AT  UNION  STOCK 
YARDS,   CHICAGO,  ILL.  | 

Notice  of  Petition  for  Modification  of 
Rate   Order 

Pursuant  to  the  provisions  of  the  Pack- 
ers and  Stockyards  Act.  1921,  as  amended 
I  7  U.S.C.  181  ct  scq.>,  an  order  was  is- 
sued on  December  21.  1961,  continuing 
111  effect  to  and  including  February  28, 
1962,  an  order  issued  on  December  16, 
1959  lis  AD.  1396).  authorizing  the  re- 
spondents. Market  Ai^'encies  at  Union 
Stock  Yards.  Chicago.  Illinois,  to  assess 
the  current  temporary  schedule  of  rates 
and  charges. 

On  December  11.  1961.  a  petition  was 
filed  on  behalf  of  the  resE>ondents  re- 
questini;:  authority  to  modify  the  cur- 
rent temporary  schedule  of  rates  and 
charges  in  several  respects.  The  pro- 
posed modifications  would : 

(1»   Define  the  term  "Commission"; 

<2>  Increase  by  10  cents  per  head  the 
charges  for  selling  cattle; 

i3>  Increase  by  $3.50  the  maximum 
charge  for  selling  a  consignment  of  cattle 
weighing  24,400  pounds  or  less,  and  in- 
crease by  one  and  one-half  cents  the 
charge  for  selling  each  100  pwunds  or 
fraction  thereof  in  excess  of  the  first 
24,400  pounds  of  a  consignment; 

i4i  Increase  by  10  cents  per  head  the 
charges  for  selling  calves; 

i5>  Increase  by  $3.00  the  maximimi 
charge  for  selling  each  100  calves  or  less 
of  a  consignment; 

<6>  Increase  by  10  cents  per  head  the 
charges  for  selling  bulls; 

i7»  Increase  by  10  cents  per  head  the 
charges  for  selling  tagged  cattle; 

(8»  Increase  by  5  cents  per  head  the 
charges  for  selling  hogs: 

(91  Increase  by  $3.50  the  maximum 
charge  for  selling  a  consignment  of  hogs 
weighing  18,000  pounds  or  less,  and  in- 
crease by  one  cent  the  charge  for  selling 
each  100  pounds  or  fraction  thereof  in 
excess  of  18.000  pounds  of  a  consign- 
ment; 

(10)  Increase  by  5  cents  per  head  the 
charges  for  selling  boars ; 

( 11 »  Increase  by  5  cents  per  head  the 
charges  for  selling  shet^p  or  goats; 

(12)  Establish  a  distinction  between 
40-foot  and  50-foot  double  deck  cars 
for  purposes  of  determining  the  appli- 
cable maximum  charge  for  buying  a  con- 
sigiunent  of  hogs  moving  out  by  rail, 
and  increase  by  $10.00  such  charge  with 
respect  to  each  50 -foot  double  deck  car; 

( 13  >  Increase  the  per  head  charge  for 
reselling  for  their  account  livestock  pur- 
chased at  the  Chicago  Union  Stock  Yards 
by  registered  dealers  or  registered  mar- 
ket Eigcncies.  and  without  having  been 
removed  from  said  market,  as  follows: 
(1)10  cents  on  bulls.  700  pKJunds  or  over. 
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(2)  5  cents  on  other  cattle.  (3)  5  cents 
on  calves,  (4)  7  cents  on  boars,  (5)  3 
cents  on  other  hogs,  and  (6)  4  cents  on 
sheep  or  goats; 

(14)  With  respect  to  livestock  entered 
and/or  exhibited  in  the  International 
Livestock  Expx>sition  or  in  the  Chicago 
Feeder  Cattle  Show,  ( 1 )  restate  existing 
service  charges  and  auctioneers'  fees  re- 
lating to  carlot  and  trucklot  entries  to 
make  it  clear  that  such  charges  are 
minimum  charges  based  upon  stated 
maximimis  of  the  number  of  head  con- 
stituting a  carlot  or  trucklot,  viz,  15  fat 
cattle,  20  feeder  cattle  or  calves,  25 
sheep,  or  10  hogs;  (2)  provide  that  for 
any  entry  constituting  a  lot  which  ex- 
ceeds the  stated  maximum  of  a  carlot 
or  trucklot  (a)  the  service  charges  are 
on  a  per  head  basis,  viz,  $1.66  for  fat 
cattle,  50  cents  for  stocker  and  feeder 
cattle  and  calves,  20  cents  for  sheep,  and 
50  cents  for  hogs,  and  (b)  the  auction- 
eers' charges  are  on  a  per  head  basis, 
viz,  33  cents  for  fat  cattle,  25  cents  for 
stocker  feeder  cattle  and  calves,  8  cents 
for  sheep,  and  20  cents  for  hogs;  and  (3) 
establish  separate  service  charges  ap- 
plicable to  livestock  sold  for  registered 
dealers  at  the  same  rates  which  apply  to 
resales  of  livestock  for  the  account  of 
such  dealers; 

(15)  Increase  by  10  cents  per  head  (1) 
the  charges  for  purchasing  feeder  cattle 
or  calves  at  auction  by  direct  bid,  and 
(2)  the  charges  for  having  feeder  cattle 
or  calves  which  have  been  purchased  by 
direct  bid  by  a  buyer  weighed  to  or 
through  a  market  agency  for  the  buyer. 

(16)  Increase  by  $3.50  the  maximum 
charge  for  the  first  24,400  pounds  of 
feeder  cattle  piu-dhased  for  a  buyer  at 
auction  by  direct  bid,  and  increase  by 
one  and  one-half  cents  the  charge  for 
each  100  pounds  or  fraction  thereof  of 
such  cattle  in  excess  of  24,400  pounds; 

(17)  Increase  by  $3.00  the  maximum 
charge  for  each  100  feeder  calves  or  less 
purchased'  for  a  buyer  at  auction  by  di- 
rect bid; 

(18)  Increase  by  $2.50  the  maximum 
charge  for  the  first  24,400  pounds  of 
feeder  cattle  which  have  been  purchased 
at  auction  by  direct  bid  by  a  buyer 
weighed  to  or  through  a  market  agency 
for  the  buyer,  and  increase  by  one  and 
one-half  cents  the  charge  for  each  100 
p>ounds  or  fraction  thereof  of  such  cattle 
in  excess  of  24,400  pounds; 

(19)  Increase  by  $2.00  the  maximum 
charge  for  each  100  feeder  calves  or  less 
which  have  been  purchased  at  auction 
by  direct  bid  by  a  buyer  and  weighed  to 
or  through  a  market  agency  for  the 
buyer; 

(20)  Increase  by  10  cents  per  head  the 
charge  for  any  stockyard  services  ren- 
dered in  connection  with  feeder  cattle  or 
calves  acquired  by  a  buyer  at  auction  but 
which  have  been  neither  purchased  nor 
paid  for  by  the  market  agency; 

(21)  Increase  by  $1.75  the  maximum 
charge  for  any  stockyard  services 
rendered  in  connection  with  the  first 
24,400  pounds  of  feeder  cattle  acquired 


by  a  buyer  at  auction  but  which  have 
been  neither  purchased  or  paid  for  by 
the  market  agency,  and  increase  by 
three -fourths  cent  the  charge  for  render- 
ing such  services  in  connection  with 
each  100  pounds  or  fraction  thereof  of 
such  cattle  in  expess  of  24,400  poundc; 

(22)  Increace  by  $1.50  the  maximum 
charge  for  any  stockyard  services 
rendered  in  coimection  with  each  100 
feeder  calves  or  less  acquired  by  a  buyer 
at  auction  but  which  have  been  neither 
purchased  nor  paid  for  by  the  market 
agency. 

The  portions  of  the  current  tempo- 
rary schedule  modified  as  indicated  above 
would  read  as  follows: 

Section  A 

•  *  •  *  * 

A- 10 — Commission — the  sum  total  of 
selling  or  buying  charges  and  extra 
service  charges  to  be  described  as 
such  in  one  lump  sum  under  the 
caption  of  Commisison  or  Commis- 
sion Charge  on  accounts  of  sales  or 
accounts   of  purchases. 

*  *  •  •  • 

Section  B 

selling  charges 

Bl— Cattle:  Per  head 

Consignments  of  one  head  and  one 

head    only $1.70 

Consignments    of    more    than    one 
head: 
First  5  head  in  each  consignment-     1.  50 
Next    10    head    in    each    consign- 
ment      1. 46 

E.ach  head  over   15  head  in  each 

consignment 1.40 

B  2 — Cattle,  maximum  charge: 

In  no  instance  shall  the  charge  for 
selling  a  consignment  of  cattle  ex- 
ceed the  aggregate  of  $48.00  for 
the  first  24,400  pounds,  plus  18 
cents  for  each  additional  100 
pounds  or  fraction  thereof,  plus 
extra  service  charges  provided  In 
Section  E. 
B-3 — Calves : 

Consignments  of  one  head  and  one 

head  only ' 1.00 

Consignments    of    more    than    one 
head: 
First    5    head    in    each    consign- 
ment        .86 

Next    10    head    In    each    consign- 
ment        .  70 

Each  head  over  15  head  in  each 

consignment .  60 

B^i — Calves,  maximum  charge: 

In  no  instance  shall  the  charge  for 
selling  a  consignment  of  calves 
exceed  $41.00  for  each  100  calves 
or  less,  plus  extra  service  cliarges 
provided  in  Section  E. 
B-5— Bulls: 

Consignments  of: 

One    head    and    one    head '  only 

weighing  over   1,000  pounds 2.  10 

One    head    and    one    head    only 

weighing  700  to  1.000  pounds.  _     1.80 
Consignments    of    more    than    one 
head : 
Each  animal  weighing  700  pounds 

or    over 1.80 

All   bulls  weighing  less  than   700 
pounds (•) 


'  Apply  cattle  rate. 


55 


56 


SEr-fioN    B — Contiiuied 

SELLING     CHARGES       COIlMllVied 

B-6TuK^'ed  Cattle  Prr  if-ad 

Suspects.     Condemned    Cattle.    TB 

or    Banc's    Reactor    .  ,.  *J   35 

B   7  — Hogs 

Consignments   nf  one   hoad   .uui   one 
head   only, 
E>ich    head    weighing    2.-)0    pounds 

or  over.    —  80 

EiiCh     head     welghuik;     iiiidfr    250 

pound.'^  .  - 65 

Consignments     of     nvirc     tb.iii     one 
head 
First     10    head     m    eu  h    i.'n.«ls;i>- 

men".  .  .55 

Next     15    ht-au     m    e.irh    ronsign- 

nient  .50 

Rich   head   over   25   head   m  each 

conslkinmer.t      ,  _    .. ..        .45 

B  8-    Hogs,  ni.iximuni  charge 

In  no  instance  shall  the  charge  I'T 
selling  a  consignment  of  hogs  ex- 
ceed the  aggregate  of  $J8  00  for 
the  first  18.000  pounds  plus  IH 
cents  for  each  addi'ional  li.iO 
pounds  or  fraction  thereof  plus 
extra  serMcf  charges  pri'vuled  in 
Section  E 
B  9  -Boars 

Consignment-.  I'f   'ine   lifad    i:.d   one 

head     only  1    'i.5 

Conslgnmen  t-s     of     ni'rf     tlian     o:.f 
head 
First     in     h^-ad     m     each    co;isigi;- 

mcnt  .     .  90 

Each   head   over    10   head    m    each 

consignment        .75 

B   10 — Sheep  or  goats 

Consignments  of  one  l.r.ul   .md  one 

head  only .    .  55 

Consignments    of     more    'han     one 
head 
First    10   head   in   each  2.50   head  40 

TTie    next    50    head     m    e.ich     260 

head       . .  -  33 

TTie     next    60    head     in    each    250 

head       .  .  20 

The    next    130    head    m    c.ich    2'.0 

head -  15 

#  •  •  •  • 

Section  C 

open  market  buying  charges 

C    1 — Cattle  Per  >u'ad 

Consignments  of  one  head  and  rme 

head  only ._    .        ?1    CO 

Consignment.s     of     more     than     one 
head 
First  5  head  in  each  consignment        1    40 
Next    10    head    in    each    consign- 
ment       1   35 

Each   head   over    15    head   In  each 

consignment 1   30 

C-2 — Cattle,  maximum  charge 

In  no  Instance  shall  the  charge  for 
buying  a  consignment  of  cattle 
exceed  the  aggregate  of  $44  50  for 
the  first  24.400  pounds,  plus  16 'j 
cents  for  each  additional  100 
pounds  or  fraction  thereof,  plus 
extra  service  charges  provided  in 
Section  E. 
C-3 — Calves : 

Consignments  of  one  head  and  one 

head  only 90 

Consignments    of    more     than    one 
head: 
First  5  head  in  each  consignment.         75 
Next    10    head    in    each    consign- 
ment    60 

Each   head  over   15   head   In   each 

consignment 50 

C-4 — Calves,  maximum  charge: 

In  no  instance  shall  the  charge  for 
buying  a  consignment  of  calves 
exceed  $38.00  for  each  100  calves  or 
less,  plus  extra  service  charges  pro- 
vided In  Section  E. 


NOTICES 

Section   C — Continued 

(.l"t  N      NMRKET     BIYING     (MARGii        CL)ntlnlied 

C   5  — Bulls  P'T  head 

Coiislgninen's  of 

One     head     and     on'-     hf-.K!     only 

weighlr'g   over    1  0<J0  [kiuiuIs ?2   00 

One     head     aiul     one     head     only 

weichmg  700  to  1  000  pounds...      1   70 
(■   ns^rnme!.' ^    <■:     m  Te     fh.tn    vne 
head 
Each  animal  weighing  700  pounds 

or  over        .. -      1    70 

All    bulb,   weighing   less  than   700 

pounds t'l 

C   C-l<i>;gcd  cattle 

jiuspccts.  Condemned  Cattle    TB    or 

Bangs    Reactor.. 2  25 

C   7   -Hogs 

C  'n'-ignnieir.s  of  one   head  and  one 
he. id  only 
Each    head    weighing   250    pound.^ 

or  i.>M-r  .  'ij 

Each     head     weighing     under     2on 

p.iuiids  . .  "I 
Consignments    of     more     than     one 
head 
First    10    head    m    ench    consign- 
ment             . .-      — .         42 

N>xt    15    head    m    each    consign- 
ment   .  37 
Each    hc-Td    over    25    head    m    each 

Consignment .  _ 32 

C"    •      Boars 

Consignment*  of  one  head  and  one 

head   only      1   00 

Ci  insigiiinen's     oi      more     than     one 
he.'d 
First    10    head    m    each    consign- 
ment . .        .  75 
E.uh    head    over    iO    head    m    each 

ct>n?iKnmei.'  . .    —  60 

C  •«>  Hofcjs  by  rail  niaKinium  charge: 
In  no  inst.mce  .shall  ihe  charge  for 
buying  a  consignment  of  hogs 
movli'.g  out  by  rail  exceed  $27  50 
for  each  single  deck  c.ir  t:i8  .so  f^r 
e.ich  40  foot  daih'.e  deck  c.ir  .iiid 
f 43  50  for  ea  ii  50  t  ..t  doMl)le 
deck  car  plus  extra  ^er\ice  ch. irises 
provided  in  Section  E 
C  10  H'lgs  by  other  than  rail  ni,i\i- 
ir.um  charge 
I:i  no  in.^taiK'p  shall  the  ch.'rge  f'lr 
buymp  a  con.'ii^nnlent  I'f  hogs 
ni'ivir..;  out  other  th.m  bv  r.ol  ex- 
ceed the  at'gregate  of  $27  50  fir 
the  tir.'-t  18,000  jxiunds.  plus  13  .. 
cents  for  each  additKinai  100 
pounds  or  fractMn  thereof  plus 
extra  service  ch.irges  provided  m 
Section  E 
C    1 1  — Sheep  or  goat.s 

C' )nsignmenUs   of  one   head   and   one 

head   only -  50 

Consignments     of     more     tiian     one 
head 
First  10  head   m  each  250  heacL    .  35 

The     next    50    head     in    each    250 

head .28 

The    next    60    head    m    each    250 

head        -    .15 

Tlie    next    130    head    in    each    250 

head    .  10 

•  •  •  •  • 

Section   D 

OPEN    market  BfYING  SFRV  U  E  C  H\RGES 


Section   F 

reisales 

On  live  stock  purchased  on  this  market 
by  registered  traders,  or  registered  market 
agencies,  and  without  having  been  removed 
from  this  market,  resold  for  account  of  such 


Apply  cattle  rate 


purchaser,  the  commission  shall  be  $0  90  per 
head  on  cattle  (other  than  bulls  700  pounds 
or  oven  .  $1  10  per  head  on  bulls.  700  pounds 
or  over.  $0  40  per  head  on  calves.  $0.30  per 
head  on  hogs  (other  than  boars).  $0  60  per 
head  on  boars,  and  $0  15  per  head  on  sheep 
or  goats,  plus  exira  service  charges  provided 
m   section    E 


Sri  TioN    O  , 

I.NTERN  ATTO.-..M       IIVI      S  lOt  K     t  \^i '-- 1  I  !'     N 

ll.Ii    M.O      ffFDfR      tAITIE      SHOW       AND      HH'Ml 
iMIlh       ^-.  U     iMf      MCTION     *ALES 

In  .tdd;tio:;  'o  the  regular  charccs.  \\tf 
lolloAing  seiAue  charges  shall  be  made  01, 
all  Ii\  e  st<K-k  entered  and  or  exhibited  ir. 
tlie  International  Live  Stock  B:xposition  or 
m  the  Chicago  F'eeder  Cittle  Show,  exccp' 
on  li'.e  sro<k  sold  for  reglsteri  d  trader  on 
the   (."111.  ..k."  1   ni.irke' 

r.  T  e.u'!i  carlot  aiul  'rvicklo*.  eniireii 
and    111-   exhllJied    of 

Prr   iii\:J    \I  •r.intitii 
Fat     C.ittle  il    HO  $25   0') 

Sto<ker       .o.d       Feed   r 

Cattle   and    C.ilves    ..  50  in   on 

Hogs  ...  50  ,S   on 

Sheep  .....  .  .  20  5   00 

Ir,  .'(Utition  there  \<.lU  bo  collected  and  palt! 
lu  .iiict  loneers  for  auctlonir.g  !i\.e  Ktork  ni 
either  of  said  shows  or  in  the  le'tler  ciiMe 
>•  lies    the    following 

Carlot  and  Trucklot  Eiitrics 

Pci     h,\-,l    '.!   ■       .  :i»  ( 

y.^■    f  ttic   . «o   n        *'>  no 

h'eeder  Cattle  Blid 

Calves. 25  .>   (»n 

Hogs 20  2   txi 

Sheep  ..... .          08  2   00 

Ir.iluidual   entries 

E  ic!i  Induiduil  Open  Cla.-s  .steer  fl    .'() 
E.!ch      Junior      Feeding      C'ontes' 

Steer                                     .       .  1    00 

K  ich  Induidual  Hog      r>a 

K.H  h  Indiv  idual  Sheep 50 

On  leedir  c.itrle  and  calves  sold  m  the 
(ft  .ier  t.i'-.  le  and  call  auctions  for  registered 
traders  (Jii  the  Chicago  market  the  charges 
111  Section  F  shall  apply,  plus  ciiarges  lor 
aU-.-tloneering  Ir.  e  stuck  provided  In  .Section 
G 

I  A  carlot  or  trucklot  eiriv  ;  .1  Id:  oI  '.:•  c- 
stock  sold  us  a  group  1 

•  •  *  •  • 

Sii  rioN    I 

rrrrrR  catiif    a.nd  caif   AicnoN   rnviNf;   and 

--fRVKF     nlARGFS 

No  teeder  livestock  oifered  tor  s.ile  at  .nu-- 
tion  will  be  purchased  or  paid  lor  by  a  market 
agency  f(jr  a  buyer,  nor  any  other  stockyard 
service  rendered,  unless  arrangements  sati.-- 
taotory  to  the  market  agency  to  assure  pa> - 
ment   therefor  have  been  made  by  the  buyer 

When  a  market  agency  purchases  feeder 
livestock  at  auction  by  direct  bid  for  a 
buyer,  the  charge  per  consn^nment  shall  be. 

It,tr:    Sn  Per    iirc.cl 

I    1 — Cattle       (average       weight       over 

400    lbs  I :      $1    45 

Plus  extra  service  charges  provided  \ 
in  Section  E  Maximum — $48  00 
for  the  first  24.400  lbs  ,  plus  18 
cents  for  each  additional  100  lbs. 
or  fraction  thereof,  plus  extra  serv- 
ice charges  provided  in  Section  E. 
1-2 — Calves    (average    weight    400    lbs 

or  under) .75 

Plus  extra  service  charges  provided 
in  Section  E  Maximum — $41.00 
for  each  100  calves  or  less,  plus 
extra  service  charges  provided  in 
Section  E. 


Thursday,  January  4,  1962 

Section   I — Continued 

n  1  i'lR  (  attle  and  calf  auction  buying  and 
SELLING  CHARGES — continued 

When  feeder  livestock  purchased  at  auction 
i>\    direct  bid   by   a   buyer   Is   weighed  to  or 
:iui)ugh    a    market    agency    for    the    buyer, 
lie  charge  per  consignment  shall  be: 

Item  No  Per  head 

I    (—Cattle       (average       weight       over 

400   lbs) $1.15 

Plus  extra  service  charges  provided 
in  Section  E.  Maximum— ^36.00 
lor  the  first  24,400  lbs.,  plus  14 
cents  for  each  additional  100  lbs.. 
or  traction  thereof,  plus  extra 
service  charges  provided  in  Section 
E 
I  4   -Calves    (average    weight    400    lbs. 

or  under) -60 

Plus   extra   service  charges   provided 
in    Section    E.     Maximum — $30.50 
lor   each    100   calves   or   less,    plus 
extra  service   charges   provided   in 
Section  E 
When   feeder   livestock   offered   for  sale   at 
auction    is   neither    purchased    nor   paid    for 
by  a  market  agency,  the  charge  per  consign- 
ment   for    any    other    stockyard    service    or 
services  rendered  by  such  market  agency  In 
connection  with  feeder  livestock  acquired  by 
the  buyer  at  auction  shall  be: 

Per  head 
I  5 — Cattle    (average   weight   over   400 

lbs.)    --    $0.80 

Plus  'j  extra  service  charges  pro- 
vided in  Section  E.  Maximum— 
$24  00  for  the  first  2^,400  lbs.,  plus 
9  cents  for  each  additional  100  lbs. 
or  fraction  thereof,  plus  'i  extra 
service  chiu-ges  provided  In  Sec- 
tion E. 
I  6 — Calves  (average  weight  400  lbs.  or 

under)     -45 

Plus  'a  extra  service  charges  pro- 
vided in  Section  E.  Maximum— 
$20  50  for  each  100  calves  or  less, 
plus  ^2  extra  service  charges  pro- 
vided in  Section  E. 

When  feeder  livestock  offered  for  sale  at 
auction  is  neither  purchased  nor  paid  for 
by  a  market  agency,  nor  any  other  stockyard 
service  or  services  rendered  by  such  market 
.igency  in  connection  with  feeder  livestock 
.icquired  by  a  buyer  at  auction,  there  shall 
1)0  no  charge. 

The  modifications,  if  authorized,  will 
produce  additional  revenue  for  the  re- 
.spondents  and  increase  the  cost  of  mar- 
ketin.£?  livestock.  Accordingly,  it  appears 
that  this  public  notice  of  the  filing  of  the 
petition  and  its  contents  should  be  given 
in  Older  that  all  interested  persons  may 
have  an  opportunity  to  indicate  a  desire 
to  be  heard  in  the  matter. 

All  interested  persons  who  desire  to  be 
heard  in  the  matter  shalli  notify  the 
Hearing  Clerk,  United  States  Etepart- 
incnt  of  Agriculture,  Washington  25, 
D.C.,  within  15  days  after  the  publication 
of  this  notice. 

Done  at  Washington,  D.C.,  this  28th 
day  of  December  1961. 

Clarence  H.  Girard, 
Director,    Packers    and    Stock- 
yards   Division,    Agricultural 
Marketing  Service. 

|Fn      Doc.     62-63;     Filed,     Jan,     3.     1962; 
8  46  a  m  1 


FEDERAL  REGISTER 

DEPARTMENT  OF  COMMERCE 

Maritime  Administration 

[Docket  No.  8-132] 

AMERICAN  PRESIDENT  LINES,  LTD. 

Modification  of  Description  Covering 
Subsidized  Atlantic/Straits  Service; 
Notice  of  Prehearing  Conference 

Pursuant  to  Rule  6(d)  of  rules  of 
practice  and  procedure  (46  CFR  §  201.- 
94)  a  prehearing  conference  in  the 
above-entitled  proceeding  will  be  held 
before  the  undersigned  in  Room  4458, 
General  Accounting  Office  Building,  5th 
and  O  Streets  NW..  Washington,  DC, 
commencing  at  10:00  a.m.,  e.s.t.,  Tues- 
day. January  16.  1962. 

Requests  for  evidence  should  be  served 
upon  all  interested  persons  of  record  and 
the  undersigned  by  the  close  of  business 
Friday.  January  12. 1962. 

Until  such  time  as  the  initial  or  rec- 
ommended decision  is  issued  herein  all 
documents  relating  to  this  proceeding 
should  be  addressed  to  the  undersigned 
for  filing  in  Room  3095  of  the  General 
Accounting  Office  Building,  Washington 
25.  D.C. 

_  Dated:  January  2.  1962. 

Paul  N.  Pfeiffer, 
Chief  Hearing  Examiner. 

[F.R.    Doc.    62-141;     Filed,     Jan.     3,     1962; 
8:49  a.m.] 


ATOMIC  ENERGY  COMMISSION 

(Docket  No.  50-154] 

MARTIN-MARIETTA  CORP. 

Notice  of  Issuance  of  Facility  License 

Please  take  notice  that  the  Atomic 
Energy  Commission  has  issued  License 
No.  CX-18  authorizing  Martin-Marietta 
Corporation  to  possess  and  operate,  at 
power  levels  up  to  ten  watts  (thermal), 
its  liquid  fluidized  bed  reactor  critical 
experiments  facility  on  its  site  near  Mid- 
dle River.  Maryland.  The  license  is 
substantially  as  published  in  the  Federal 
Register  on  September  28.  1960,  25  F.R. 
9255.  except  that  (1)  the  name  of  the  ap- 
plicant has  been  changed  to  Martin- 
Marietta  Corporation  from  The  Martin 
Company.  (2)  a  condition  has  been  added 
regarding  the  procedures  which  are  to 
be  followed  with  respect  to  operations 
with  the  reactor  shut  down  which  mi^ht 
involve  a  change  in  core  reactivity.  (3) 
a  condition  has  been  culded  requiring 
the  submission  of  a  report  no  later  than 
60  days  after  the  initial  criticality  of  the 
reactor  which  describes  measured  values 
of  certain  operating  conditions  or  char- 
acteristics and  evaluates  any  significant 
variation  of  a  measured  value  from  the 
corresponding  predicted  value,  and  (A) 
a  condition  has  been  added  requiring  a 
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prompt  report  of  any  significant  varia- 
tion from  a  predicted  value  of  the  operat- 
ing conditions  or  characteristics  of  the 
facility  which  might  affect  nuclear 
safety. 

In  view  of  the  changes  in  the  license 
from  that  which  was  published  on  Sep- 
tember 27,  1960,  25  F.R.  9255,  the  Com- 
mission will,  in  accordance  with  its  rules 
of  practice  (10  CFR  Part  2),  direct  the 
holding  of  a  formal  hearing  on  the  mat- 
ter of  the  issuance  of  License  No.  CX-18 
upon  receipt  of  a  request  therefor  from 
the  licensee  or  a  petition  to  intervene 
within  30  days  after  the  issuance  of  the 
license.  Petitions  for  leave  to  intervene 
and  requests  for  a  formal  hearing  shall 
be  filed  by  mailing  a  copy  to  the  Office 
of  the  Secretary,  Atomic  Energy  Com- 
mission, Washington  25,  D.C,  or  by  de- 
livery of  a  copy  in  person  to  the  Office  of 
the  Secretary,  Germantown,  Maryland, 
or  the  Commission's  Public  Document 
Room,  1717  H  Street  NW.,  Washing- 
ton, D.C. 

For  further  details  see  the  application 
submitted  by  The  Martin  Company  (now 
Marti  n-Marietta  Corporation)  and 
amendments  thereto  filed  under  Docket 
No.  50-154  available  for  public  inspec- 
tion at  the  Commission's  Public  Docu- 
ment Room. 

Dated  at  Germantown,  Md.,  this  28th 
day  of  December  1961. 

For  the  Atomic  Energy  Commission. 

M.  B.  Bn.ES, 
Chief,  Test  and  Power  Reactor 
Safety  Branch,  Division  of  Li- 
censing and  Regulation. 


I  F.R.     Doc. 


62-43;     Filed, 
8:45  a.m.] 


Jan.     3,      1962; 


CIVIL  AERONAUTICS  BOARD 

1  Docket  Nos.  13224,  13171;  Order' No.  E- 
17888] 

ARTHUR  J.  BROWN  ET  AL. 
Order  Granting  Tentative  Approval 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington,  D.C, 
on  the  29th  day  of  December  1961. 

In  the  matter  of  the  application  of 
Arthur  J.  Brown,  ABC  Freight  Forward- 
ing Corporation,  et  al..  Docket  13224,  for 
approval  of  certain  control  and  inter- 
locking relationships  pursuant  to  sec- 
tions 408  and  409  of  the  Federal  Aviation 
Act  of  1958,  as  amended;  in  the  matter 
of  the  application  of  Isadore  Richman, 
ABC  Air  Fieight  Co.,  Inc.,  et  al.,  Docket 
13171,  for  approval  of  certain  interlock- 
ing relationships  pursuant  to  section  409 
of  the  Federal  Aviation  Act  of  1958,  as 
amended. 

On  September  21,  1961,  the  Board  ap- 
proved, after  hearing,  pursuant  to  sec- 
tion 408  of  the  Federal  Aviation  Act  of 
1958,  as  amended  (the  Act) ,  the  holding 
by  Arthur  J.  Brown  directly  or  indirectly 
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of  the  controlling  interest  in  ABC 
Freight  Forwarding  Corporation  '  ABC 
Freight*.  ABC  Air  Freight  Co.  Inc. 
(ABC  Air).  Paramount  Freight  Han- 
dling. Inc..  ABCO  Consolidators.  Inc  . 
ABC  International.  Inc.  (ABC  Interna- 
tional!. Blue  Ribbon  Express.  Inc  .  Blue 
Seal  Consolidators.  Inc..  Midland  For- 
warding Corp..  Midland  Terminal  Corp  , 
Vendors  Consolidating  Co..  Association 
Consolidators.  Inc..  Freight  Consoli- 
dators. Inc..  Association  Freight  Agents. 
Inc.  and  Scat  Cartage  Company.  In 
addition,  the  Board  approved,  pursuant 
to  section  409  of  the  Act.  interlocking' 
relationships  between  the  above  compa- 
nies arising  from  Arthur  J.  Brown's  con- 
trolling interest  in  all  of  them  and  from 
his  positions  as  president  and  director 
of  several  of  them,  and  also  permitted 
him  to  hold  generally  other  positions 
within  the  same  system  of  affiliated 
companies. 

ABC  Air  presently  is  authorized  to  op- 
erate as  a  domestic  and  international  air 
freight  forwarder,  while  ABC  Interna- 
tional is  a  foreign  surface  freight  for- 
warder under  the  authority  of  the  Fed- 
eral Maritime  Board,  and  is  also  an 
approved  cargo  agent  for  certain  airlme 
members  of  the  International  Air  Trans- 
port Association.  The  other  affiliates 
are  engaged  in  such  activities  as  surface 
freight  forwarding,  shippers  agent,  pack- 
age consolidation,  and  local  pick  up  and 
delivery  service. 

Subsequent  to  the  issuance  of  Order 
E-17480,  applicants  decided  to  separate 
the  domestic  and  international  air 
freight  forwarding  activities  which  ABC 
Air  *is  currently  authorized  to  perform 
and.  accordingly,  ABC  International  filed 
an  application  seeking  an  international 
air  freight  forwarder  authorization.' 
Concurrently,  on  November  29.  1961. 
Arthur  J.  Brown  and  the  companies 
named  above  filed  an  application  under 
sections  408  and  409  of  the  Act  for  ap- 
proval of  the  relationships  which  would 
result  from  the  grant  of  the  requested 
international  air  freight  forwarder  au- 
thorization to  ABC  International.  Ap- 
plicants state,  in  effect,  that  ABC  Inter- 
national will  be  able  to  conduct  inter- 
national air  freight  forwarding  opera- 
tions with  greater  efficiency  and  at  lower 
cost  than  would  be  the  case  if  ABC  Air 
were  to  undertake  actively  such  opera- 
tions. 

By  separate  application  filed  Novem- 
ber 8.  1961.  Isadore  Richman  and  the 
companies  named  above,  except  Scat 
Cartage  Co  .  request  approval  under  sec- 
tion 409  of  the  Act  for  interlockint;  rela- 
tionships which  will  result  from  Mr. 
Richman  serving  as  director  and  or  of- 
ficer of  ABC  Air  and  such  of  the  affiliated 
companies  to  which  he  may  be  here- 
after elected  or  appointed.  The  applica- 
tion states  that  Mr.  Richman  was  elected 
a  director  of  ABC  Air  on  or  about  Octo- 


'  Order  E-17480  (Docket  10240)  adopted 
the  Initial  decision  oi  Examiner  Richard  A 
Walsh. 

-Applicants  propose  that  the  authiri/a- 
tlon  or  ABC  Air  as  an  international  air 
freight  forwarder  be  terminated  upon  the 
grant  of  such  an  authorization  to  ABC  Inter- 
national. For  the  purposes  of  this  proceed- 
ing ABC  International  i.s  considered  t)  be 
an  air  carrier. 


NOTICES 

bt  I-  1.  1961.  but  pre.sently  holds  no  posi- 
tion a.s  officer  or  director  of  any  of  the 
other  companies,  although  it  i.s  contem- 
plated that  he  will  so  .serve  with  some 
or  all  of  the  companie.s 

No  objections  to  thf  applications  have 
bt'fii  filfd 

The  Board,  upon  con.iidcration  of  the 
applications,  concludts  that  rclation- 
.-.lups  within  the  purview  of  .section 
408' a'  of  the  Act  are  created  by  the 
control  of  ABC  Freii.;ht  and  affiliated 
companies  by  Arthur  J  Brown  as  de- 
scribed supra  However,  the  Board  fur- 
ther concludes  tentatively  that  such  re- 
lationships do  not  affect  the  control  of 
an  air  carrier  directly  engaued  m  the 
operation  of  aircraft  m  air  trarvsptirta- 
tion.  do  not  result  in  creatlnt;  a  monop- 
oly, and  do  not  tend  to  restrain  com- 
petition Furthermore,  the  Board  notes 
that  no  per.son  disclosini;  a  substantial 
interest  in  the  matter  is  currently  re- 
questini^  a  hearinti.  In  view  of  the  re- 
cently concluded  formal  proceediim  in 
Docket  10240.  the  present  application 
does  not  appear  to  present  any  new  issues 
of  substance  Since  such  approval,  there 
has  been  no  change  in  the  activities  of 
the  various  affiliated  companies  except  as 
described  herein.  Similar  arrangements 
have  previously  been  approved  by  the 
Board.'  It  would  therefore  appear  that 
approval  of  the  control  relationships 
would  not  be  inconsistent  with  the  public 
interest. 

The  Board  further  finds  that  inter- 
locking relationships  within  the  scope 
of  section  409<a»  of  the  Act  will  exist 
between  ABC  Freight  and  it.s  affiliated 
companies  enumerated  herein  from  the 
holding  by  Messrs.  Brown  and  Richman 
of  the  positions  described  herein  For 
the  reasons  expressed  above,  the  Board 
finds  that  the  parties  have  made  a  due 
showing  in  the  form  and  manner  pre- 
scribed that  the  interlockini;  relation- 
ships will  not  adversely  affect  the  public 
interest  and  should  be  approved. 

In  view  of  the  foregoing,  the  Board 
intends  to  approve  the  control  relation- 
ships involved  herein  without  a  hearing, 
pursuant  to  the  provisions  of  section 
408ibi.  In  accordance  therewith,  this 
order  constituting  notice  of  such  inten- 
tion will  be  published  in  the  Federal 
Register  and  interested  persons  will  be 
afforded  an  opportunity  to  comment  on 
the  Board's  tentative  decision  ' 

Therefore,  it  is  ordered: 

1.  That  this  order  be  published  in  the 
Federal  Register; 

2.  That  the  Attorney  General  be  fur- 
nished a  copy  of  this  order  within  one 
day  of  Its  publication;  and 

3.  That  interested  persons  are  af- 
forded a  period  of  fifteen  days  within 
which    to    file    comments    or    request    a 


The  comnioa  ciiiitr  il  of  Barno'.t  Airc.iri.;o. 
Inc  .  a  donie.stic  air  freight  forwarder,  and 
Barnett  Internnlinnal  Airfreight  Corp  .  an 
international  air  freight  forwarder,  was  ap- 
proved by  Order  E  1 1296,  May  3.  1957  (  Docket 
8394 1  A  similar  arrangement  Involving 
Allied  .^ir  Freight.  Inc  .  and  Allied  Airfreight 
International  Corpor.itinu  was  appru\ed  by 
Order  E   13456.  January  30.  1959 

•Further  action  on  the  Interlocking  rela- 
tionships under  section  409  will  be  deferred 
pending  f^nal  resolution  of  the  control  re- 
lationships which  are  subject  to  section  408. 


hearing  with  respect  to  the  Board's  pro- 
posed action  herein.'' 

By  the  Civil  Aeronautics  Board. 

I  SEAL  1  Harold  R.  Sanderson, 

Secretary. 

[VR       D«K'       62   76.      Piled.      Jan      3.      1962. 
8  48   a  m  I 


|D.Hkcl  No    124251 

ZANTOP  AIR  TRANSPORT,  INC.,  AND 
COASTAL   AIR    LINES 

Notice   of   Oral   Argument 

In  the  matter  of  the  joint  application 
of  Zantop  Air  Transport,  Inc.  and 
Coastal  Air  Lines  for  acquisition  of  own- 
ership and  control  and  trarvsfer  of 
Coastal  Air  Lines'  temporary  certificate' 
of  public  convenience  and  necessity  for 
supplemental  air  service 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Federal  Aviation  Act 
of  1958.  as  amended,  that  oral  argument 
in  the  above-entitled  proceeding  is  as- 
signed to  be  heard  on  January  17,  1962. 
at  10  am.  est.,  in  Room  1027,  Univer- 
sal BuildiiiK.  Connecticut  and  Florida 
Avenues  NW  .  Washington.  DC.  before 
the  Board. 

Dat-ed  at  Washington.  D.C  .  Decem- 
ber 29.  1961. 


I  seal] 

F  H       D-  »• 


Francis  W.  Brown. 

Chief  Examiner. 

Jan      3.     1962. 


62   77;      Filed 
8  48   a  m 


FEDERAL  POWER  COMMISSION 

I  Docket  No  G  9510  etc  1 

CITIES  SERVICE  PRODUCTION  CO. 
ET   AL. 

Order   Approving    Recess   of   Hearing 
for  More  Than  Thirty  Days 

December  27.  1961 

On  December  4.  1961,  at  the  conclu- 
sion of  the  presentation  of  Respondents" 
rebuttal  case  in  the  above-entitled  pro- 
ceedings, staff  counsel  requested  a  recess 
until  March  6,  1962.  for  cross-examina- 
tion of  Respondents'  rebuttal  case. 
There  was  no  opposition  to  this  request 
and  it  was  granted  by  the  presiding;  ex- 
aminer subject  to  Commission  approval 
On  December  6.  1961.  the  presiding'  ex- 
aminer certified  the  record  to  the  Com- 
mission for  its  consideration  of  the 
request.  , 

In  support  of  the  request,  staff  coun- 
sel states  that  additional  time  is  neces- 
sary for  preparation  for  cross-examina- 
tion of  Respondents'  rebuttal  case,  which 
consists  of  "•  *  •  approximately  eight 
witnesses  and  about  20  exhibits.     •    •    •". 

The  Commission  finds:  Good  cause 
exists  for  granting  staff's  request  to  re- 
cess the  subject  hearing  until  March  6, 
1962. 

The  Commission  orders:  Tlie  hearing 
in  these  proceedings  is  hereby  recessed 


•  Such  comments  shall  in  all  respects  con- 
form to  the  reqvilrements  of  the  Board's 
rules  of  practice  for  the  filing  of  documents. 


Thursday,  January  4,  1962_ 


until  March  6.  1962.  at  which  time  staff 
shall  proceed  with  Its  cross-examination 
of  Respondents'  rebuttal  case.  There- 
after, the  presiding  examiner  shall  grant 
such  recesses  and  specify  such  proced- 
ines  as  may  be  authorized  by  the  Com- 
mission's rules  of  practice  and  procedure. 

By  the  Commission. 

Joseph  H.  Outride, 

Secretary. 


1    K       Dt)C 


62  44;      Filed. 
8:45  am] 


Jan.     3.      1962; 


[Docket  No.  G-4769  etc  1 

EL  PASO  NATURAL  GAS  CO. 

OrcJer  Approving  Presiding  Examiner's 
Continuance  of  Hearing  for  More 
Than   30  Days 

December  27, 1961. 

El  Paso  Natural  Gas  Company  Docket 
Nos.  G-4769,  G-12948,  G-17929.  RP60-3. 

The  Presiding  Examiner's  certifica- 
tion of  a  continuance  of  the  hearing 
herein  for  more  than  30  days  was  sub- 
mitted November  28,  1961  puisuant  to 
5  1  13 1 e)  of  the  Commission's  rules  of 
practice  and  procedure. 

Docket  No.  G-4769  is  being  heard  pur- 
suant to  the  decision  of  the  Circuit 
Court  of  Appeals  in  El  Paso  Natural  Gas 
Company  v.  Federal  Power  Commission, 
281  F2d  567  and  is  for  the  limited  pur- 
pose of  receiving  "such  evidence  as  may 
be  necessary  to  enable  it  (Commission) 
to  fix  a  just  and  reasonable  rate  to  per- 


FEDERAL  REGISTER 

mit  a  fair  return  on  the  wellmouth 
investment  and  provide  the  incentive 
necessary  to  attract  capital  to  the  ex- 
ploration and  development  activities  of 
the  company."  In  each  of  the  other 
proceedings,  suspension  orders  have  been 
issued  and  the  hearing  is  upon  all  issues 
relevant  to  a  section  4  rate  case. 

All  of  El  Paso's  direct  case  has  been 
submitted  (including  rate  of  return  and 
cost  of  service)  and  cross-examination 
thereon  has  been  completed.  In  addi- 
tion, all  of  the  evidence  (direct  and 
cross)  of  all  participants,  including  the 
staff,  on  the  rate-of-return  issue  has 
been  adduced.  The  next  step  is  the  pres- 
entation of  the  direct  evidence  of  the 
staff  on  all  issues  other  than  rate  of 
return.  The  staff  has  requested  until 
January  5,  1962.  for  the  preparation 
and  service  of  such  evidence.  Inter- 
veners, not  presently  informed  as  to  the 
specific  position  of  the  staff  with  respect 
to  a  number  of  the  issues,  request  the 
period  between  January  5  and  January 
22.  1962,  for  the  preparation  and  service 
of  any  direct  evidence  they  may  wish  to 
offer.  All  parties  agree  that  February 
12,  1962,  would  afford  sufficient  oppor- 
tunity for  the  preparation  of  cross- 
examination  of  all  direct  testimony 
which  will  have  been  served  as  above  set 
out.  Upon  the  showing  made  the  Pre- 
siding Examiner  on  November  27,  1961, 
recessed  the  hearing  to  reconvene  at 
2:00  o'clock  pm.  on  February  12,  1962. 

The  Commission  finds:  Good  cause 
has  been  shown  herein  for  the  approval 
of  the  continuance  of  the  hearing  for 
more  than  30  days. 
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The  Commission  orders:  Continuance 
of  the  hearing  until  February  12,  1962, 
in  Washington,  D.C,  at  2:00  p.m.,  in  a 
Hearing  Room  of  the  Federal  Power 
Commission,  441  G  Street  NW..  Wash- 
ington, D.C,  as  fixed  by  the  Presiding 
Examiner  is  approved. 

By  the  Commission. 

Joseph  H.  Gutride, 

Secretary. 

Jan.     3,     1962: 


IP.R.     Doc. 


62-45;      Filed. 
8:45  a.m.] 


[Docket  No.  11162-270— RI62-276] 

MRS.  LOUISE  H.  HERRINGTON  ET  AL. 

Order  Providing  for  Hearings  on  and 
Suspension  of  Proposed  Changes  In 
Rates  ' 

December  27, 1961. 

Mrs.  Louise  H.  Herrington,  Docket  No. 
RI62-270;  Cities  Service  Petrolevun  Co., 
Docket  No.  RI62-271;  E.  W.  Marks,  Sr., 
et  al..  Docket  No.  RI62-272:  Anadarko 
Production  Company,  Docket  No.  RI62- 
273;  The  British- American  t)il  Producing 
Company  (Operator),  et  al.,  Docket  No. 
RI62-274;  N.  H.  Wheless.  et  al.,  Docket 
No.  RI62-275;  The  Atlantic  Refining 
Company,  E)ocket  No.  RI62-276. 

The  above-named  respondents  have 
tendered  for  filing  proposed  changes  in 
presently  effective  rate  schedules  for 
sales  of  natural  gas  subject  to  the  juris- 
diction of  the  Commission.  The  pro- 
posed changes  are  designated  as  follows : 


1 

1 

1 

ElTectivr 

1 

Coats  [ 

er  Mof 

Rato  ill 

lU-|'iiu<!ciil 

1<  itc 

liicnt 

ruirhusor  aini  iTotluciiiK  arra 

.\niounl 
(if  Himu;i! 

l\itr 

lilillK 

(iair 
utiles.^ 

l);itCSU.':-' 
1 10111  li'd    , 

cITcct  sub- 

1'.. Im'I 

ject  to 

\l>. 

No. 

No. 

iiirrrisc 

toii'tcrc! 

sus- 
pemii"! 

until—    ' 

Rate  in 

ciToct 

I'roposo  i 

iiioroa'icti 

refund  in 
dookot 

•> 

4 

$207 

12  4  CI 

rate 

No?. 

\iU:  J 70 

.Mrs.  I^-iuls.'  11.  Hit- 

American  Louisiana  Pipe  Line  Corn- 
iwny  (South  Elton  F  eld,  Jefferson 
wavis  rarish.  La.). 

1 
'  1-4-62 

6-4-62 

•  19.  75 

2-2.25 

rin-Iim,  I'.O.  liox 

loll.  JriHiinii.-i,  La. 

Kill.'  ::\ 

Cilii  w  .<irv  iio  IN'tro- 
li'iim  Ci),.  I'llU's 

SiTV  ilN-    Huiliilllf, 

H;irtUs\illc,  okla. 

111 

» 

rhlUips  Petroleum  Co.,  (West  Pan- 
handle Field,  Moore  County, 
Tex.)  (R.R.  District  No.  10). 

f.l 

12  s  01 

5  1-S-02 

G  8-02 

•11.1 2^12 

11  2168 

Rl'il  ."19 

i;i'..'  .'71 

<lo                         .    ... 

Il.i 

S 

do 

11 

12  S-Cl 

J  1   S  62 

O-S'62 

ni   1202 

11-2168 

nii.i  •■■19 

Kh.J  JTl 

..lo 

114 

4 

I'hiUips   Petroleum  Co.  (West   Puii- 
handlc  Field,  Gray  County,  Tex.) 
(R.R.  No.  10). 

3 

12  h-01 

'l-S-62 

0-8-62 

•11.  02<I2 

11.7168 

l:li-'  .'71 

do        

11,-, 

8 

Phillips  Petroleum  Co.  (West  Pan- 
handle Field,  Moore  County,  Tex.) 

4., 

12-8-01 

2 1   8-62 

6-8-02 

Ml   1292 

11   2168 

RIOl  :d9 

(R.R.  District  No.  10). 

KIi.J  JTl   . 

(1,. 

lie. 

117 

7 
9 

do 

.  do 

4 

30 

12-8-61 
12-8-01 

J  1-8-62 
J  1-8-62 

6-8-02 
6-8^2 

Ml.  1-202 
Ml.  1292 

11.2168 
11. -2168 

R 101 -519 

iiii.j  j:! 

ilo 

R 161 -519 

KIi.J  I'TI 

tlo     ._......_..__«. 

lis 

1  1 

7 

.  do      

16 

12-8-til 

•  1-8-62 

6-8-62 

Ml.  1292 

11.2168 

RI61-51tt 

HI'iJ  JTl'  ' 

iio'!!"-""".".' 

1114 

7 

do 

.12 

12-8-61 

>  l-8-<)2 

6-8-62 

Ml.  1292 

11.2168 

RI61-519 

i:i-.j  j:.' 

K    W.  Murk'",  Sr  ,  .t 

1 

3 

United  Oa-s  Pipe  Line  Co.  (Pistol 
Riilpe  Fii'ld,  Pearl  River  County, 

n,<\v) 

12  1T,1 

»  1-1-02 

tVl-62 

>  21  0 

24  0 

nl  ,  r  o  lliuvfy  U. 

Hutcliins  ."^uito 

Miss.). 

J   .\,  Kinuitiiiiic- 

M.'tiu  Motor  Hotil, 

4l«Hl    llllaiic  .\vi'- 

iiui',  New  ( irli'iiiis, 
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Northorn   Natural   <!as  Co.    (Camp 

115 

12-4-01 

'  1-4-02 

6-4-62 

«  15. 0 

10.  u 

Ivlt.J   -'7;i 

<'o  .I'll    Ho\  ;i.M, 
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Texas  Oas  Transmission  Corp. 
(Ramos  Field,  St.  Mary  and  As- 
sumption Parishes,  Southern  Lou- 
iiiiana). 

S,  1)75 

12  ,VC1 

'  l-5-<;2 

6-5-62 

1  20,  75 

21   75 

1,1 '.J  :::■>... 
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Kansas- Colorado       Utllitios,       Inc. 
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12  4  61 

'■  I   4  02 

tV-4-C2 

«  11  0 

12  0 

I'  <>.  Hox  174'', 

(Ilugoton  Field,  Stevens  County, 

.<tiri'vi'|)orl,  1. 11. 
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1  ;!'..•  -•:>•.. 

111.'  Mliii'ii'  UrOiiini; 
Co.,  I'.O.  H()\  jsli), 
Pullxs  .'1,   Tox. 
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Texas  (Ja«  Trunsmisjsion  Corp.  (Jonn- 
erette  Field,  St.  Mary  Parish, 
Southern  Louisiana). 

8,400 

12  4-fa 

'  1  4-62 

&4-«2 

*  20.75 

21.  75 

II..'  stat.'d  I'lToitivo  d  ito  is  that  roiiiio.>tod  by  respondent.  '  The  pressure  base  Is  15.0-25  p.sia. 

1  lio  ^taU'd  olToc-tlvo  date  is  ttio  first  day  after  expiration  of  the  required  statutory  *  The  pressure  base  is  14.65  psia. 


II  'till' 


>  This  order  does  not  provide  for  the  consolldaUon  for  hearing  or  disposition  of  the  several  matters  covered  herein,  nor  should  It  be  so 
construed. 


CO 


The  proposed  increased  rates  exceed 
the  applicable  area  price  levels. 

The  Increased  rates  and  charges  so 
proposed  may  be  unjust,  unreasonable, 
unduly  discriminatory,  or  preferential, 
or  otherwise  unlawful. 

The  Commission  finds:  It  is  necessary 
and  proper  in  the  public  interest  and  to 
aid  in  the  enforcement  of  the  provisions 
of  the  Natural  Oas  Act  that  the  Com- 
mission enter  upon  hearings  concernint,' 
the  lawfulness  of  the  several  proposed 
changes  and  that  the  above-designated 
supplements  be  suspended  and  the  use 
thereof  deferred  as  hereinafter  ordered 

The  Commission  orders ; 

(A»  Pursuant  to  the  authority  of  the 
Natural  Oas  Act.  particularly  section.s 
4  and  15  thereof,  the  Commission's  rules 
of  practice  and  procedure,  and  the  reg- 
ulations under  the  Natural  Gas  Act  <  18 
CPR  Ch.  1 1 ,  publi  hearings  shall  be 
held  upon  dates  to  be  fixed  by  notice 
from  the  Secretary  concerning  the  law- 
fulness of  the  several  proposed  increased 
rates  and  charges  contained  in  the 
above-designated  supplements. 

(B)  Pending  hearings  and  decisions 
thereon,  the  above-designated  rate 
supplements  are  hereby  suspended  and 
the  use  thereof  deferred  until  the  date 
indicated  in  the  above  Date  Suspended 
Until"'  column,  and  thereafter  until  such 
further  time  as  they  are  made  effective 
in  the  manner  prescribed  by  the  Natural 
Oas  Act. 

(C)  Neither  the  supplements  hereby 
suspended,  nor  the  rate  schedules  sought 
to  be  altered  thereby,  shall  be  changed 
until  these  proceedings  have  been  dis- 
posed of  or  until  the  periods  of  suspen- 
sion have  expired,  unless  otherwise 
ordered  by  the  Commission. 

(D)  Notices  of  intervention  or  peti- 
tions to  intervene  may  be  filed  with  the 
Federal  Power  Commission,  Washing- 
ton 25.  D.C.,  in  accordance  with  the  rules 
of  practice  and  procedure  <  18  CFR  18 
and  1  37)  on  or  before  February  5,  1962 

By  the  Commission. 

Joseph  H  Outride. 

Secretary. 

|FR       Ok       62  46,      Piled.     J. in       ,1       ll»<32 
8  45  ami 


[DocketNo.  CP62   lOei 

TRANSCONTINENTAL   GAS  PIPE   LINE 
CORP. 

Notice  of  Application  and  Date  of 
Hearing 

December  27.  1961. 
Take  notice  that  on  October  30.  1961, 
as  supplemented  on  November  2.  1961, 
and  November  27.  1961.  Transcontinental 
Gas  Pipe  Line  Corporation  (Applicant), 
P.O.  Box  296,  Houston  1,  Texas,  flled  in 
Docket    No.    CP62-108    an    application 


NOTKES 

pursuant  to  section  7<c>  of  the  Natural 
Oas  Act  for  a  certificate  of  public  con- 
venience and  necessity  authorizing  the 
construction  and  operation  of  two  4-lnch 
taps  located  on  Applicant's  12-lnch 
■Woodbury  Line  and  20-inch  Marcus 
Hook  Ixx)p.  respectively,  at  milepost 
12  49  on  each  line,  iii  Gloucester  County, 
New  Jersey,  all  a-^  more  fully  .set  forth 
in  the  application,  as  supplemented, 
which  IS  on  file  with  the  Commission  and 
open  to  public  inspection 

The  application,  as  supplemented, 
states  that  the  proposed  taps  would  tx? 
u.sed  a;;  additional  delivery  points  to  pro- 
vide gas  service  to  South  Jersey  Oas 
Company  < South  Jersey*,  an  existing 
customer,  for  resale  to  Shell  Chem- 
ical Company  i  Shell  Chemical'.  South 
Jersey  desires  to  render  service  to  Shell 
Chemical,  a  new  indu-strial  customer,  on 
a  firm  basis,  which  service  South  Jer.sey 
would  be  unable  to  render  from  its 
existmp  facilities. 

Applicant  states  that  South  Jersey 
proposes  to  construct  and  own  all  facili- 
ties between  the  proposed  taps  and  the 
Shell  Chemical  plant,  including  a  meter 
station  to  t>e  operated  by  Applicant.  The 
meter  station  would  be  located  adjacent 
to  Applicants  lines  at  the  subject  taps. 
Section  5ia>  of  the  General  Terms  and 
Conditions  of  Applicant's  PPC  Gas 
Tariff.  OriRinal  'Volume  No.  1.  provides 
that  Applicant  must  construct  and  in- 
stall measuring  facilities  at  its  own  ex- 
p)onse  in  a  ca.se  such  as  that  which  is  the 
subject  of  the  application  herein.  Appli- 
cant requests  that  the  forementioned 
provi.sion  of  its  FPC  Gas  Tariff  be  waived 
in  the  subject  application  iruismuch  as 
the  subject  facilities  are  for  the  .^ole 
benefit  of  South  Jersey. 

The  proposed  volumes  of  natural  ua.N 
which  would  be  .sold  and  delivered 
through  the  subject  facilities  would  come 
out  of  South  Jersey  s  presently  author- 
ized allocations  sold  to  it  under  Appli- 
cants rat*  schedules  on  file  with  the 
Commission 

Applicant  estimates  the  cost  of  the 
proposed  facilities  to  be  $3,500,  which 
would  be  financed  from  general  funds. 

This  matter  is  one  that  should  be  dis- 
posed of  as  promptly  as  possible  under 
the  applicable  rules  and  regulations  and 
to  that  end: 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject  to 
the  Jurisdiction  conferred  upon  the  Fed- 
eral Power  Commission  by  sections  7 
and  15  of  the  Natural  Gas  Act.  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  on  Janu- 
ary 31.  1962.  at  9:30  am,  e.s.t..  In  a 
Hearing  Room  of  the  Federal  Power 
Commission,  441  G  Street  NW..  Wash- 
ington, DC  .  concerning  the  matters  in- 
volved in  and  the  Issues  presented  by 
such  application,  as  supplemented:  Pro- 
vided,   houri^r,   That    the    Commission 


may.  after  a  non-contested  hearing,  dis- 
pose of  the  proceedings  pursuant  to  the 
provisions  of  8  1.30(c)  (1)  or  (2)  of  the 
Commission's  rules  of  practice  and  pro- 
cedure. Under  the  procedure  herein 
provided  for.  unless  otherwise  advised,  it 
will  be  unnecessary  for  Applicant  to  ap- 
IK'ar  or  be  represented  at  the  hearinuv 

Protests  or  petitions  to  intervene  may 
bo  filed  with  the  Federal  Power  Commis- 
sion. Washington  25,  DC,  in  accordance 
\uth  the  rules  of  practice  and  procedure 
1 18  CFR  18  or  1  lO'  on  or  before  Janu- 
ary 19.  1962  Failure  of  any  party  to 
appc\ir  at  and  participate  in  the  hearinu 
shall  be  construed  as  waiver  of  and  con- 
currence in  omission  herein  of  the  inter- 
mediate decision  procedure  In  cases 
V.  heie  a  request  therefor  is  made. 

Joseph  H.  Outride. 

Secretary. 


yu     r>  > 


48:      Plied. 
8  45   11  m  I 


Jan 


I'.H). 


ID-xkf  N.'s   RI  62  261      RI  62  268] 

PAN  AMERICAN   PETROLEUM   CORP. 
ET   AL. 

Order  Providing  for  Hearing  on  and 
Suspension  of  Proposed  Changes  in 
Rates  and  Allowing  Proposed  In- 
creased Rates  '  To  Become  Effective 
Subject   to    Refund 

December  27,  1961 
Pan  American  Petroleum  Corporation. 
Docket  No  RI62-261 ;  The  Altex  Corpora- 
tion.     Docket      No.      RI62-262;      Sohio 
Petroleum  Company,  Docket  Nos.  RI62- 
263.  269:   The  Tarpon  Oil  Corporation 
Docket  No  RI62-264:  J  C.  Trahan  Drill- 
Hi;:  Contractor.  Inc.   lOperaton,  et  al  . 
Docket     No     RI62-265 ;     Berkshire     Oil 
Company,  Docket  No.  RI62-266;  North- 
ern Pump  Company  i  Operator »,  et  al  . 
Docket  No    RI62-267;  John  B    Hawley 
Jr  .  Docket  No.  RI62-268. 

The  above-named  Respondents  have 
tendered  for  filing  proposed  changes  in 
presently  effective  rate  schedules  for 
sales  of  natural  gas  subject  to  the 
jurisdiction  of  the  Commission.  Sales 
made  in  Docket  Nos  RI62-261,  RI62-262. 
RI62-267,  and  RI62-268  are  made  at  a 
pressure  base  of  14  65  psia,  and  all  other 
sales  are  made  at  a  pressure  base  of 
15  025  psia.  The  Altex  Corporation  has 
submitted  a  proposed  rate  increase  re- 
flecting reimbursement  of  the  Texas 
dedicated  reserve  tax  applicable  to  gas 
sold  to  Tennessee  Oas  Transmission 
Company,  which  will  be  suspended  for 
one  day  consistent  with  our  action  taken 
m  similar  matters.  The  propo.sed 
changes  are  designated  as  follows: 


'  Tills  order  doe*  nut  provide  for  the 
coiisoUdntlnn  tvr  hearing  or  dlsposlttuii  ul 
the  8e\eriil  matters  covered  herein  nor 
should  It  be  .'.o  construed. 


Thursday,  January  4,  1962 
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Unltod  Oiis  Pipe  Line  Co.  (nianronia 
Kltld,  Heo  County,  Tex,)  (R.K. 
District  No.  2). 

Ti'impssce    (las    Trun.stnlsslon     Co. 

( Kiwt  A  Ifw  Kleld,  Jlin  Wells  Count  y , 

Tex.)  (K.K.  District  No.  4). 
Tvtus    Kit.stem    Transmission    Corp. 

(drwnwood-Waskom  Field,  Ciidilo 

I'ltrisli,  Nortli  Loul.slanu). 

fiiiuvl  (Ills  ripe  Line  Co.  (AnsUy 
Kli-lil,  Hancock  County,  Mis.s.). 

The  Tarpon  Oil  Corp.  (An.slcy  KUliI, 
Hancock  County,  Miss.). 

Ti'xiis  Oas  Transmission  Corp.  (Kast 
Lake  I'uluurde  Field,  As.suinpti(in 
I'ari.sli,  South  Louisiana). 

NortlH-m  Natural  Oas  Co.  (IluRoton 

Field,  Seward  County,  Kans.). 
.Vortliem  Natural  Oas  (;o.  (IIuRoton 

Field,  Finney  County-,  Kans.). 
Nortliem  Natural  Oas  (Jo.  (IIuRoton 

Field,  Stevens  (bounty,  Kans.). 
Nortliem  Natural  Oas  CJo.  (Hugoton 

Field,  Haskell  County,  Kans.). 


Texas  Oas  Transmls.slon  C^rp.  (Ijewis- 
burg  Field,  Acadia  Parish,  .South 
Louisiana). 
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'  Periodic  increase  by  contract. 

•  Includes  0.5  cent  jx-r  Mcf  for  amortization  of  facilities  ili'ducted  by  buyer. 

•  Increase  under  favored-nation  contract  provision. 


The  proposed  rates  in  each  of  the 
above-described  filings  exceeds  the  ap- 
plicable area  price  levels. 

The  increased  rates  and  charges  so 
proposed  may  be  unjust,  unreasonable, 
unduly  discriminatory,  or  preferential, 
or  otherwise  unlawful. 

The  Commission  finds:  It  is  necessary 
and  proper  in  the  public  interest  and  to 
aid  in  the  enforcement  of  the  provisions 
of  the  Natural  Gas  Act  that  the  Commis- 
sion enter  upon  hearings  concerning  the 
lawfulness  of  the  several  proposed 
changes  and  that  the  above -designated 
supplements  be  suspended  and  the  use 
thereof  deferred  as  hereinafter  ordered. 

The  Commission  orders : 

<A)  Pursuant  to  the  authority  of  the 
Natural  Oas  Act.  particularly  sections  4 
and  15  thereof,  the  Commission's  rules 
of  practice  and  procedure,  and  the  regu- 
lations under  the  Natural  Oas  Act  (18 
CFR.  Ch.  I),  public  hearings  shall  be 
held  upon  the  dates  to  be  fixed  by  no- 
tices from  the  Secretary  concerning  the 
lawfulness  of  the  several  proposed 
changes  and  that  the  above -designated 
supplements  be  suspended  and  the  use 
thereof  deferred  as  hereinafter  ordered. 

tB)  Pending  hearings  and  decisions 
thereon,  the  above-designated  supple- 
ments are  hereby  suspended  and  the  use 
thereof  deferred  until  the  date  Indicated 
in  the  above  "Date  Suspended  Until" 
column,  and  thereafter  until  such  further 
time  as  they  are  made  effective  in  the 
manner  prescribed  by  the  Natural  Oas 
Act:  Provided,  however.  That  Supple- 
ment No.  3  to  The  Altex  Corporation 

No  2 5 


PPC  Oas  Rate  Schedule  No.  1,  shall  be- 
come effective  on  the  date  and  in  the 
manner  herein  prescribed  if  within  20 
days  from  the  date  of  the  issuance  of 
this  order  The  Altex  Corporation  shall 
execute  and  file  imder  Docket  No.  RI62- 
262  with  the  Secretary  of  the  Commis- 
sion its  aerreement  and  undertaking  to 
comply  with  the  refunding  and  report- 
ing prcxiedure  required  by  the  Natural 
Oas  Act  and  9  154.102  of  the  regulations 
thereunder,  accompanied  by  a  certificate 
showing  service  of  copies  thereof  upon 
all  purchasers  under  the  rate  schedule 
involved.  Unless  The  Altex  Corpora- 
tion is  advised  to  the  contrary  within  15 
days  after  the  fUing  of  such  agreement 
and  undertaking,  its  agreement  and  un- 
dertaking shall  be  deemed  to  have  been 
accepted. 

(C)  Neither  the  supplements  hereby 
suspended,  nor  the  rate  schedules  sought 
to  be  altered  thereby,  shall  be  changed 
until  these  proceedings  have  been  dis- 
posed of  or  until  the  periods  of  suspen- 
sion have  expired,  unless  otherwise  or- 
dered by  the  Commission. 

(D)  Notices  of  intervention  or  peti- 
tions to  intervene  may  be  filed  with  the 
Federal  Power  Commission,  Washing- 
ton 25,  D.C.,  in  accordance  with  the  rules 
of  practice  and  procedure  (18  CFR  1.8 
and  1.37(f))  on  or  before  February  15, 
1962. 


By  the  Commission. 

Joseph  H. 


Outride, 
Secretary. 


[F.R.    Doc. 


ea-47:    piied, 

8:4S  a.m.] 


Jan. 


1962; 


FEDERAL  AVIATION  AGENCY 

[OE  Docket  No.  61-WE-251 

PROPOSED  TELEVISION  ANTENNA 
STRUCTURE 

Hearing 

The  American  Broadcasting  Company, 
Television  Station  K<jrO-TV,  has  peti- 
tioned the  Administrator  for  a  hearing 
with  respect  to  the  determination  by  the 
Agency  Obstruction  Evaluation  Branch 
that  the  antenna  structure  proposed  by 
it  at  Mt.  Sutro.  San  Francisco,  Califor- 
nia, would  be  a  hazard  to  air  navigation. 
The  Administrator  has  determined  that 
the  petition  has  an  adequate  foundation^ 
and  has  granted  the  hearing  on  the  con- 
struction proposal  in  order  to  determine 
the  effect  of  such  construction  on  the 
safety  of  aircraft  and  the  eCQcient  utili- 
zation of  the  navigable  airspace. 

Notice  is  hereby  given  that  a  prehear- 
ing conference  will  be  held  beginning  at 
10:00  a.m.,  January  15,  1962.  in  the  7th 
Floor  Conference  Room  of  the  Federal 
Aviation  Agency's  Building  C.  1711  New 
York  Avenue  NW..  Washington.  D.C. 

The  following  are  designated  as  par- 
ties to  the  hearing: 

Air  Line  Pilot*  Association 

Aircraft  Owners  and  Pilots  Association. 

Air  Tr»nsport  Association. 

American  Broadcasting  Company — KOO- 
TV. 

California  Aeronautics  Commission. 

California  Association  of  Airport  Execu- 
tives. Inc. 

Chironlcle  Publishing  Company — KRON- 
TV. 
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Crocker  Estate  Company. 
Department  of  the  Air  Porce. 
Department  of  the  Army 
Department  of  the  Navy 
Federal  Communications  Commission. 
National  Association  of  State  Aviation  Of- 
ficials 
National  Aviiitlon  Trades  Association 
National  Pilots  Ass<x:latlon 
Oakland  International  Airport 
San  Francisco  International  Airport 

E>esiKnation  as  a  party  does  not  re- 
quire participation  in  the  hearing.  Any 
person  not  designated  who  beheves  his 
activities  would  be  substantially  affected 
by  the  proposed  construction  may  re- 
quest the  Presiding  OfHcer  for  designa- 
tion as  a  party  to  the  hearing. 

Issued:  December  27.  1961. 

ClIARLFS   W.   CARMODY. 

Presiding   Officer. 

J.m      3.      1962. 


NOTICES 

by  the  proposed  construction  may  request 
the  Presiding  Officer  for  designation  as  a 
party  to  the  hearing. 

Issued    December  27,  1961 

CHARLrs  W.  Carmody. 

Presiding  Officer. 

3.      1962. 
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lOE  Docket   No    61-WE  26| 

PROPOSED  TELEVISION  ANTENNA 
STRUCTURE 

Hearing 

The  Chronicle  Publishing  Company, 
Television  Station  KRON-TV.  has  peti- 
tioned the  Administrator  for  a  hearing 
with  respect  to  the  determination  by  the 
Agency  Obstruction  Evaluation  Branch 
that  the  antenna  structure  proposed  by  it 
at  Mt.  Bruno.  San  Francisco.  California, 
would  be  a  hazard  to  air  navigation. 
The  Administrator  has  determined  that 
the  petition  has  an  adequate  foundation 
and  has  granted  the  hearing  on  the  con- 
struction proposal  in  order  to  determine 
the  effect  of  such  construction  on  the 
safety  of  aircraft  and  the  efficient 
utilization  of  the  navigable  airspace. 

Notice  is  hereby  given  that  a  prehear- 
ing conference  will  be  held  beginning  at 
10:00  a.m..  January  15.  1962.  In  the  7th 
Floor  Conference  Room  of  the  Federal 
Aviation  Agency's  Building  C,  1711  New 
York  Avenue  NW..  Washington.  DC. 

The  f(Hlowing  are  designated  as  parties 
to  the  hearing : 

Air  Line  Pilots  Association 

Aircraft  Owners  and  Pilots  Association 

Air  Transport  Association 

American    Broadcasting    Company  — KGO 
TV. 

California  Aeronautics  Commission. 

California    Association    of    Airport    Execu- 
tives. Inc 

Chronicle    Publishing    Company     KRON  - 
TV. 

Crocker  Estate  Company. 

Department  of  the  Air  Force. 

Department  of  the  Army. 

Department  of  the  Navy. 

Federal  Communications  Commission 

National    Association    of    State    Aviation 
Officials. 

National  Aviation  Trades  Association 

National  Pilots  Association. 

Oakland  International  Airport. 

San  Francisco  International  Airport. 

Designation  as  a  party  does  not  require 
participation  In  the  hearing.  Any  per- 
son not  designated  who  believes  his 
•ctivities  would  be  subsUntially  affected 


6-'   58,      Filed.     Jun 
8  46   ami 


INTERSTATE  COMMERCE 
COMMISSION 

I  Notice    8  I 

APPLICATIONS  FOR  "GRANDFATHER" 
ALASKA  CERTIFICATE  OR  PERMIT 
AND  HAWAII  FREIGHT  FOR- 
WARDER  PERMIT 

December   28,   1961. 

Under  sections  206'aM4>,  206<aM6t. 
209ia)<4'.  209' a M 5.,  309' a'.  309(f>. 
410(aH2»,  and  410'aM3i  of  the  Inter- 
state Commerce  Act.  as  amended  July 
12.  1960. 

Section  1.243  of  the  Commission  ".s 
.sp>ecial  rules  of  practice  have  been 
amended  to  cover  "grandfather  "  appli- 
cations filed  under  the  July  12.  1960, 
amendments. 

Protests  to  the  srantins  of  an  appli- 
cation must  be  filed  with  the  Commis.sion 
within  75  days  of  thi.s  publication  in  the 
FEDERAL  Register.  A  copy  of  the  protest 
must  be  served  on  applicant's  repre- 
sentative or  on  applicant  if  no  practi- 
tioner represents  him.  The  .special  rules 
provide  further  that  failure  to  file  a 
timely  protest  will  be  construed  as  a 
waiver  of  opposition  and  participation 
in  the  proceeding. 

Freight     Forwarder     Hawaii     "Grand- 
FATHER  "  Rights 

No.  FF  266  <  RESTRICTIVE  AMEND- 
MENT*, filed  December  27,  1960,  pub- 
lished Federal  Register  issue  of  March 
8.  1961.  amended  December  4.  1961,  re- 
published as  amended,  this  issue.  Appli- 
cant: MILTON  J.  DALY,  doing  business 
as  HAWAHAN  EXPRESS  i<  DILLON 
DRAYAGE  CO .  646  First  Street.  San 
Francisco,  Calif.  Applicants  representa- 
tive: Aaion  H.  Glickman,  Monadnock 
Building.  681  Market  Street,  San  Fran- 
cisco. Calif.  Authority  sought  to  con- 
tinue to  operate  as  a  freight  foruarder. 
under  the  applicable  "grandfather"  pro- 
visions of  the  Interstate  Commerce  Act. 
to  continue  service  in  arranging  for  the 
transportation  of:  General  commodities, 
1 1 '  between  points  within  50  mile.s  of 
San  Francisco.  Calif.,  on  the  one  hand, 
and,  on  the  other,  points  in  Hawaii. 

NoTT  As  originally  filed  applicant  sought 
authority  between  ail  points  in  the  United 
States  and  points  In  Hawaii 

By  the  Commission. 

I  SEAL)  Harold  D   McCoy. 

Secretary. 

|FR       Doc      62  66;      Filed.     Jan      3.      1962, 
8  47  am  I 


[Notice  413) 

MOTOR  CARRIER  APPLICATIONS  AND 
CERTAIN  OTHER   PROCEEDINGS 

*  December  28.  1961. 

The  following  publications  arc  gov- 
erned by  the  Interstate  Commerce  Com- 
missions  general  rules  of  practice  in- 
cluding special  rules  (49  CFR  1.241  > 
governing  notice  of  filing  of  applications 
by  motor  carriers  of  property  or  passen- 
gers or  brokers  under  sections  206,  209, 
and  211  of  the  Interstate  Commerce  Act 
and  certain  other  proceedings  with  re- 
spect thereto. 

All  hearings  and  pre-hearing  confer- 
ences will  be  called  at  9:30  o'clock  a.m.. 
United  States  standard  time,  (or  9:30 
o'clock  a.m..  local  daylight  saving  time, 
if  that  time  is  observed',  unless  other- 
wise specified. 

AiTLicATio.Ns  Assigned  for  Oral  Hearing 
OR  Pre-Hearing  Conference 

MOTOR    carriers    OF    PROPERTY 

No.  MC  730  1  Sub-No.  203).  filed  De- 
cember 26.  1961.  Applicant:  PACIFIC 
INTERMOUNTAIN  EXPRESS  CO.  a 
Nevada  corporation.  1417  Clay  Street, 
Oakland.  Calif.  Applicant's  represent- 
ative: Earl  J.  Biooks.  299  Adeline  Street. 
Oakland  4.  Calif.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
in.i;:  (1»  Frozen  foods,  from  points  in 
Idaho,  Oregon.  Utah  and  Washington  to 
points  in  California.  Indiana.  Michigan. 
Minnesota,  Ohio.  Wyoming,  and  points 
in  Wisconsin  north  of  Wisconsin  High- 
way 29;  and  <2>  Potato  products,  not 
frozen,  from  points  in  Idaho,  Oregon, 
Utah  and  Washington  to  points  in  Cali- 
fornia, Colorado.  Illinois,  Indiana,  Iowa. 
Kansas,  Michigan,  Minnesota.  Missouri. 
Nebraska.  Ohio,  Wyoming.  and 
Wisconsin. 

Note-  Applicant  states  that  any  duplica- 
tion of  aythorlty  with  that  which  it  pres- 
ently holds  "shall  not  be  construed  as 
conferring  more  than  a  single  operating 
right  ■'  Also  applicant  states  that  It  con- 
trols Pacific  and  Atlantic  Shippers,  Inc  ,  a 
freight  forwarder  operating  under  P/rniit 
No  FF  52  and  related  subs. 

HEARING:  February  5,  1962,  at  the 
Public  Utilities  Commission.  State  House. 
Boise,  Idaho,  before  Examiner  Donald 
R  Sutherland. 

No.  MC  130  (Sub-No.  D.  filed  Au- 
gust 21.  1961.  Applicant:  DAT  J  .AS  L. 
CORBET.  Robinson.  Kar^.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Animal  and  poultry  feed. 
in  bulk,  and  in  packages,  moving  in  com- 
bination with  bulk  shipments,  from  St. 
Joseph.  Mo.,  to  points  in  Atchison.  An- 
derson. Brown.  Chase,  Coffey.  Doniphan, 
Douglas.  Franklin.  Geary,  Jackson, 
Jefferson.  Johnson.  Leavenworth.  Linn, 
Lyon.  Marshall,  Miami,  Nemaha.  Potta- 
watomie. Riley.  Shawnee,  and  Wabaun- 
see Counties,  Kans..  and  to  pwints  in 
Cass,  Johnson.  Nemaha.  Otoe.  Pawnee, 
and  Richardson  Counties,  Nebr.,  and 
damaged  shipments  of  the  above- 
specified  commodity,  on  return. 


Thursday,  January  4,  1962 

HEARING:  February  14.  1962.  at  the 
Hotel  Plck-Kansan,  Topeka,  Kans..  be- 
fore Joint  Board  No.  140. 

No.  MC  1124  (Sub  No.  174).  filed 
April  10.  1961.  Applicant:  HERRIN 
1  RANSPORTA-nON  COMPANY,  a  cor- 
poration. 2301  McKlnney  Avenue,  Hous- 
ton. Tex.  Applicant's  attorney:  Leroy 
Hallman.  First  National  Bank  Building. 
Dallas  2.  Tex.  Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor 
vehicle,  over  regular  routes,  transport- 
inn:  General  commodities,  including 
Classes  A  and  B  explosives  (except  those 
of  unusual  value,  household  goods  as 
defined  by  the  Commission,  commodities 
in  bulk,  and  those  requiring  special 
equipment).  (1)  between  Memphis. 
Tenn.,  and  Jacksonville,  Fla..  as  follows: 
from  Memphis.  Tenn..  over  U.S.  High- 
way 78  to  Birmingham.  Ala.,  thence  over 
U.S.  Highway  280  to  Richland,  Oa.. 
thence  over  Georgia  Highway  55  to  Daw- 
son, Ga..  thence  over  U.S.  Highway  82 
to  Waycross.  Ga..  thence  over  U.S.  High- 
way 23  to  Jacksonville,  Fla..  and  return 
over  the  same  route,  serving  the  inter- 
mediate points  in  Georgia  and  Florida 
located  on  Georgia  Highway  55  and  U.S. 
Highways  82  and  23;  seiTing  all  points 
within  15  miles  of  Dawson,  Albany,  Tif- 
ton,  and  Waycross.  Ga.;  and  serving  the 
intermediate  points  of  Tupelo.  Miss.,  and 
Columbus,  Ga.,  as  points  of  joinder  only. 
t2>  Between  Memphis,  Tenn.,  and  Pen- 
sacola,  Fla.,  as  follows:  from  Memphis. 
Tenn..  over  U.S.  Highway  78  to  Tupelo. 
Miss.,  thence  over  U.S.  Highway  45  to 
Columbus,  Miss.,  thence  over  Mississippi 
Highway  69  to  Mississippi-Alabama 
State  Line,  thence  over  Alabama  High- 
way 14  to  Eutaw,  Ala.:  thence  over  U.S. 
Highway  43  to  Grove  Hill,  Ala.;  thence 
over  U.S.  Highway  84  to  its  intersection 
With  Alabama  Highway  21;  thence  over 
Alabama  Highway  21  to  Alabama-Florida 
State  Line;  thence  over  Florida  Highway 
97  to  Pensacola,  Fla. ;  and  return  over  the 
same  routes,  serving  the  intermediate 
points  of  Tupelo,  Miss..  Purdue  Hill,  and 
Frisco  City.  Ala.,  as  points  of  joinder 
only ;  serving  Pensacola.  Fla.,  as  an  inter- 
mediate point  on  applicants  presently 
authorized  route  between  New  Orleans, 
La.,  and  Jacksonville.  Fla..  and  serving 
all  intermediate  points  in  Florida  located 
on  Florida  Highway  97.  and  U.S.  High- 
way 29  between  Pensacola.  Fla.,  and 
.junction  of  U.S.  Highway  29  and  Florida 
Hichway  97;  serving  all  points  within  15 
miles  of  Pensacola.  Fla.  (3)  Between 
Columbus.  Ga..  and  Savannah.  Ga.,  as 
follows:  from  Columbus.  Ga..  over  U.S. 
Highway  80  to  Savannah.  Ga..  and  re- 
tain over  the  same  route,  serving  all 
points  within  15  miles  of  Savannah.  Ga., 
and  the  intermediate  point  of  Macon, 
Ga  .  and  all  points  within  15  miles  there- 
of, and  serving  Columbus.  Ga.,  as  a 
.loinder  only.  (4)  Between  Savannah. 
Ga.,  and  Marianna,  Fla..  as  follows:  from 
Savannah.  Ga.,  over  U.S.  Highway  17  to 
its  intersection  with  U.S.  Highway  82. 
near  Midway.  Ga.;  thence  over  U.S. 
Highway  82  to  Waycross,  Ga..  thence 
over  U.S.  Highway  84  to  Donalsonville, 
Ga.,  thence  over  Georgia  Highway  91  to 
Georgia-Florida  State  Line,  thence  over 
Florida  Highway  2  to  its  intersection 
with  Florida  Highway  165;  thence  over 
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Florida  Highway  165  to  its  intersection 
with  Florida  Highway  71;  thence  over 
Florida  Highway  71  to  Marianna,  Fla., 
and  return  over  the  same  routes,  serving 
all  intermediate  points  and  all  points 
within  15  miles  of  Valdosta,  Ga..  the  off- 
route  points  of  Attapulgus  and  Clyatt- 
ville.  Oa..  and  serving  the  intersection  of 
U.8.  Highway  17  and  U.S.  Highway  82 
as  point  of  Joinder.  (5)  Between  Macon. 
Ga..  and  Donalsonville,  Ga.,  as  follows: 
from  Macon.  Oa.,  over  U.S.  Highway  41 
to  Cordele,  Oa.,  thence  over  Georgia 
Highway  257  to  Albany,  Ga..  thence  over 
Georgia  Highway  91  to  Donalsonville. 
Oa..  and  return  over  the  same  route, 
serving  all  intermediate  points  and  the 
off-route  point  of  Warner  Robins.  Ga. 
(6)  Between  Thomasville,  Ga.,  and  Tal- 
lahassee. Fla..  as  follows:  from  Thomas- 
ville. Oa..  over  U.S.  Highway  319  to 
Tallahassee.  Fla..  and  return  over  the 
same  route,  serving  all  intermediate 
points.  (7)  Between  the  intersection  of 
U.S.  Highway  17  and  U.S.  Highway  82 
near  Midway.  Oa.,  and  Jacksonville,  Fla., 
as  follows:  from  the  intersection  of  U.S. 
Highway  17  and  U.S.  Highway  82  near 
Midway,  Oa.,  over  U.S.  Highway  17  to 
Jacksonville,  Fla.,  and  return  over  the 
same  route,  serving  all  intermediate 
points;  the  off-route  point  of  St.  Marys, 
Oa.,  and  serving  the  Intersection  of  U.S. 
Highway  17  and  U.S.  Highway  82  near- 
Midway,  Oa.,  as  a  point  of  joinder.  (8) 
Between  Bnmswick,  Ga.,  and  Waycross, 
Oa.,  as  follows:  from  Brunswick,  Ga.,  to 
Waycross.  Oa..  over  U.S.  Highway  84. 
and  return  over  the  same  route,  serving 
no  intermediate  points.  (9)  Between 
Tifton,  Oa.,  and  Lake  City,  Fla..  as  fol- 
lows: from  Tifton,  Oa.,  to  Lake  City, 
Fla.,  over  U.S.  Highway  41,  and  return 
over  the  same  route,  serving  all  inter- 
mediate points.  (10)  Between  Albany, 
Oa.,  and  Quitman,  Oa.,  as  follows:  from 
Albany,  Oa.,  to  Moultrie,  Ga.,  over  Geor- 
gia Highway  133;  thence  from  Moultrie, 
Oa.,  to  Quitman,  Oa.,  over  Georgia  High- 
way 33,  and  return  over  the  same  routes, 
serving  all  intermediate  points.  (11) 
Between  Albany,  Oa..  and  Thomasville, 
Oa.,  as  follows:  from  Albany,  Ga.,  over 
U.S.  Highway  19  to  Thomasville,  Ga.. 
and  return  over  the  same  route,  serving 
all  intermediate  points.  (12)  Between 
Tifton,  Oa.,  and  Thtmiasville.  Ga..  as 
follows:  from  Tifton,  Ga.,  to  Thomas- 
ville. Oa..  over  U.S.  Highway  319.  and 
return  over  the  same  route,  serving  all 
intermediate  points.  (13)  Between  Tif- 
ton, Oa..  and  Cordele,  Ga.,  as  follows: 
from  Tifton,  Oa.,  to  Cordele.  Ga..  over 
U.S.  Highway  41,  and  return  over  the 
same  route,  serving  all  intermediate 
points.  (14)  Between  Purdue  Hill.  Ala., 
and  Frisco  City.  Ala.,  as  follows:  from 
Purdue  Hill.  Ala.,  to  Frisco  City,  Ala., 
over  Alabama  Highway  23.  and  return 
over  the  same  route,  serving  the  termini 
as  points  of  Joinder  only.  (15)  Between 
Monroe.  La.,  and  Columbus,  Ga.,  as  fol- 
lows: from  Monroe.  La.,  over  U.S.  High- 
way 80  to  Columbus.  Ga.,  and  return  over 
the  same  route,  serving  Columbus.  Ca.,  as 
a  point  of  Joinder  only.  (16)  Between 
Monroe.  La.,  and  Pensacola,  Fla.,  as  fol- 
lows: from  Monroe.  La.,  over  U.S.  High- 
way 80  to  Jackson,  Miss.;  thence  over 
U.8.  Highway  48  to  Hattiesburg,  Miss., 
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thence  over  U.S.  Highway  98  to  Mobile, 
Ala.,  thence  over  U.S.  Highway  90  t* 
Pensacola,  Fla.r  and  return  over  the  same 
route,  serving  no  intermediate  points. 
(17)  Service  is  proposed  at  Pensacola, 
Fla.,  as  an  intermediate  point  on  appli- 
cant's presently  authorized  route  be- 
tween Jacksonville,  Fla.,  and  New  Or- 
leans, La. 

HEARING:  February  12-23.  1962,  at 
the  De  Soto  Hotel.jSavannah.  Ga.,  before 
Examiner  Jerry  F.  Laughlin. 

February  26-March  2,  1962.  at  the  Al- 
bany Hotel,  Albany,  Ga.,  before  Exam- 
iner Jerry  F.  Laughlin. 

This  assignment  is  for  the  sole  purpose 
of  applicant's  initial  presentation  and 
the  tjjne  and  place  or  places  for  hearing 
the  remainder  of  applicant's  case  in 
chief,  will  be  at  the  discretion  of  the  pre- 
siding examiner  to  be  fixed  at  the  coh- 
clusion  of  the  Albany  hearing  indicated 
above. 

No.  MC  6616  (Sub-No.  9),  filed  No- 
vember 8,  1961.  Applicant:  TOEDBE- 
BUSCH  TRANSFER,  INC.,  926  Cass  Ave- 
nue, St.  Louis  6,  Mo.  Applicant's  at- 
torney: B.  W.  La  Tourette.  Jr.,  Suite  1230. 
Boatmen's  Bank  Building,  St.  Louis  2, 
Mo.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
regular  routes,  transporting:  General 
commodities  (except  those  of  unusual 
value.  Classes  A  and  B  explosives,  com- 
modities in  bulk,  commodities  requiring 
special  equipment,  and  those  injurious 
or  contaminating  to  other  lading) ,  serv- 
ing Pilot  Grove,  Mo.,  as  an  off -route  point 
in  connection  with  applicant's  authorized 
regular-route  operations  between  East 
St.  Louis,  HI.,  and  Kansas  City,  Kans. 

HEARING:  February  5.  1962,  at  the 
Post  OflBce  Building.  Jefferson  City,  Mo., 
before  Joint  Board  No.  179. 

No.  MC  22195  (Sub-No.  86),  filed  De- 
cember 18,  1961.  Applicant:  DAN  S. 
DUGAN.  doing  business  as  DUGAN  OIL 
&  TRANSPORT  CO.,  P.O.  Box  946,  41st 
Street  and  Grange  Avenue,  Sioux  Falls. 
S.  Dak.  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Fertilizer 
compounds,  fertilizer  ingredients,  ferti- 
lizer, and  fertilizer  ammoniating  solu- 
tions, in  bulk,  in  tank  vehicles,  from  Ma- 
son City,  Iowa  and  points  within  ten  (10) 
miles  thereof,  to  points  in  North 
Dakota,  South  Dakota.  Minnesota,  and 
Nebraska,  and  rejected  shipments  of  the 
above-specified  commodities,  on  return. 

HEARING:  January  23.  1962.  in  RcKjm 
393,  Federal  Building,  and  U.S.  Court 
House,  110  South  4th  Street.  Minne- 
apoUs,  Minn.,  before  Examiner  James 
Anton. 

No.  MC  22195  (Sub-No.  87),  filed  De- 
cember 18,  1961.  Applicant:  DAN  S. 
DUGAN,  doing  business  as  DUGAN  OIL 
&  TRANSPORT  CO.,  P.O.  Box  946,  41st 
Street  and  Grange  Avenue,  Sioux  Palls, 
S.  Dak.  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting :  Fertilizer 
compounds,  fertilizer  ingredients  and 
fertilizer,  in  bulk,  in  tank  vehicles,  from 
Sanborn,  Iowa,  and  points  within  ten 
(10)  miles  thereof,  to  points  in  North 
Dakota,  South  Dakota,  Minnesota,  and 
Nebraska  and  rejected  shipments  of  the 
above -specified  commodities,  on  return. 
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HEARING:  January  22.  1962.  in  Room 
393.  Federal  Building,  and  U.S.  Court 
House.  110  South  4th  Street.  Minneapo- 
lis. Minn.,  before  Examiner  James  Anton. 

No.  MC  50002  (Sub-No.  35".  filed  De- 
cember 7.  1961.  Applicant:  T.  CLAR- 
ENCE BRIDGE  AND  HENRY  \V 
BRIDGE,  doing  business  as  BRIDGE 
BROTHERS.  North  Santa  Fe  Trail, 
P.O.  Box  588,  Lamar,  Colo.  Applicant  s 
attorney:  C.  Zimmerman.  503  Schweiter 
Building,  Wichita  2,  Kans.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Liquified  petroleum  gases. 
in  bulk,  in  tank  vehicles,  from  points  m 
Kansas  to  points  in  Nebraska  on  and 
west  of  Nebraska  Highway  14.  and 
rejected  shipments,  on  return. 

HEARING  February  16,  1962.  at  the 
Hetel  Pick-Kansan.  Topeka,  Kan.s  .  be- 
fore Joint  Board  No.  19. 

No.  MC  52054  < Sub-No.  19',  filed  De- 
cember 1,  1961.  Applicant:  S  L  C 
TRANSPORT  COMPANY.  INC.  65 
State  Street,  South  Hutchinson.  Kans. 
Applicant's  attorney:  James  P.  Miller, 
500  Board  of  Trade.  10th  and  Wyandotte, 
Kansas  City  5.  Mo.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Flour,  in  sacks,  from  Hutchinson, 
Kans.,  to  Alva.  Chickasha.  Duncan.  Law- 
ton.  Oklahoma  City,  Muskogee,  Durant, 
Edmond,  and  Clinton.  Okla  ,  and  empty 
containers  or  other  such  incidental  fa- 
cilities tnot  specified  I  used  m  transport- 
ing the  commodity  specified  above,  on 
return. 

HEARING:  Februar>-  12,  1962,  at  the 
Hotel  Pick-Kansan,  Topeka,  Kans..  be- 
fore Joint  Board  No.  39. 

No.  MC  55885  (Sub  No.  7)  (AMEND- 
MENT), filed  May  24,  1961,  published  is- 
sue of  December  6.  1961.  and  republished 
as  amended  this  issue.  Applicant: 
HOMER  H.  JACKSON,  doing  business  as 
JACKSON  TRUCKING  COMPANY.  Box 
145.  Otsego,  Mich.  Applicants  attorney: 
L.  P.  Richardson.  Michigan  National 
Tower.  Lansing  8,  Mich.  Authority 
sought  to  operate  as  a  contract  carrier. 
by  motor  vehicle,  over  iiTepular  routes, 
transporting:  Paper  and  paper  products. 
and  rejected  and  returned  shipments. 
between  Allegan.  Mich.,  and  points  in 
California.  Colorado.  Florida.  Maryland. 
Massachusetts.  Minnesota.  New  Jersey. 
New  York.  Pennsylvania,  and  Texas. 

Note:  The  purpose  of  this  republlratiDn 
Is  to  reflect  the  proposed  operation  as  a  be- 
tween movement  In  lieu  of  a  from  and  to 
movement. 

HEARING:  Hearing  remains  as  as- 
signed: January  16.  1962,  at  the  Federal 
Building,  Lansing.  Michigan,  before  Ex- 
aminer James  Anton. 

No.  MC  60014  (Sub-No.  8'.  filed  De- 
cember 18.  1961.  Applicant:  AERO 
TRUCKING,  INC.,  Box  278,  R.D.  1,  Oak- 
dale.  Pa.  Applicant's  attorney:  Noel  F 
George.  44  East  Broad  Street.  Colum- 
bus 15,  Ohio.  Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: (&>  Conduit  and  pipe,  and  attach- 
ments, parts  and  fittings  therefor,  from 
Ravenna.  Ohio,  and  points  within  a 
radius  of  four  (4'  miles  thereof  (includ- 
ing     Rootstown      Township.      Portage 
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County.  Ohio) .  to  points  in  Connecticut. 
Delaware.  Illinois.  Indiana,  Kentucky, 
Maryland.  Massachusetts.  Michigan. 
New  Jersey.  New  York,  Pennsylvania, 
Rhode  Island.  Virginia.  West  Virginia. 
Wisconsin,  and  the  District  of  Columbia; 
(  b  •  containers,  racks,  dividers,  skids,  pal- 
lets, and  other  shipping  and  protection 
dciices  used  in  connection  with  outbound 
transportation  of  conduit  and  pipe,  and 
attachments,  parts  and  fittings  therefor, 
from  points  in  the  destination  states 
mentioned  in  (a'  above,  to  Ravenna, 
Ohio,  and  points  within  four  <  4 '  miles 
thereof,  and  <c>  returned,  damaged  or 
rejected  shipments  of  conduit  and  pipe. 
and  attachments,  parts  and  fittings 
therefor  from  points  in  the  de.stination 
.states  mentioned  in  '  a '  above  to  Ra- 
venna. Ohio,  and  points  \Mthin  four  <4i 
miles  thereof. 

HE.ARING:  January  31,  1962.  at  the 
New  Post  Office  Buildinc.  Columbus. 
Ohio,  before  Examiner  Warren  C  White. 

No.  MC  61734  < Sub-No  8'.  filed  No- 
vember 8.  1961.  Applicant:  CARLSON 
TRUCK  LINE,  INC.,  Box  91.  Clay  Center. 
Kans  Applicant's  attorney:  John  E. 
Jandera.  641  Harrison  Street.  Topeka. 
Kans.  Authority  soupht  to  operate  as  a 
common  earner,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Dry  fer- 
tilizer, in  bags  and  in  bulk,  and  returned 
and  rejected  shipments,  between  Law- 
rence. Kans..  and  points  within  ten  (10' 
rmlcs  thereof  and  points  in  Nebraska. 

N'oTF :  .\ppllcar.t  st.iter,  the  propcvsed  f>per- 
.ition  Ls  restricted  to  provide  no  servue  in 
either   tank    or   hopper   type   veliicles 

HEARING  February  14,  1962.  at  the 
Hotel  Pick-Kansan,  Topeka,  Kans  .  be- 
fore Joint  Board  No,  19 

No.  MC  88685  (Sub-No  16 ',  filed  Octo- 
ber 30,  1961.  Applicant:  L  E  WHIT- 
LOCK  TRUCK  SERVICE  INC  ,  629 
Broadway,  Stafford,  Kans.  Applicants 
attorney:  Hollis  B.  Loqan.  512  New- 
England  Buildincr,  Topeka,  Kans.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irretrular 
routes,  transportiim:  Liquid  fertilizer 
and  fertilizer,  in  bau's  and  in  bulk,  be- 
tween points  in  Kansas,  on  the  one  hand, 
and,  on  the  other,  points  m  Mi.ssouri  and 
Nebraska 

HE.ARISG  February  13,  1962.  at  the 
Hotel  Pick-Kansan,  Topeka.  Kans  .  be- 
fore Joint  Board  No    140 

No.  MC  106456  (Sub-No  36  ' .  filed  De- 
cember 21,  1961,  Applicant  SUPER 
SERVICE  MOTOR  FREIGHT  COM- 
PANY. INC,  Box  180.  Nashville.  Tenn 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over 
regular  routes,  transjwrting:  General 
commodities  'except  those  of  unusual 
value,  household  goods  as  defined  by  the 
Commission,  and  those  requiring  special 
equipment!  serving  Oakbrook,  111  .  as  an 
off-route  point  in  connection  with  appli- 
cant's regular-route  operations  to  and 
from  Chicago.  111. 

HEARING:  January  19.  1962.  at  the 
Midland  Hotel.  Chicago.  111.,  before 
Joint  Board  No.  149,  or,  if  the  Joint 
Board  waives  its  right  to  participate. 
before  Examiner  James  Anton. 

No.  MC  107403  (Sub-No.  372',  filed 
December  18,  1961.  Applicant:  E 
BROOKE    MATLACK.    INC.    33d    and 


Arch  Streets.  Philadelphia  4.  Pa.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  General  commod- 
ities (except  household  goods,  commodi- 
ties of  unusual  value  and  Classes  A  and 
B  explosives)  having  prior  or  subsequent 
movement  by  barge,  between  East  Liver- 
pool. Ohio,  on  the  one  hand,  and  on  the 
other,  points  in  Ohio.  f>oints  in  Brooke. 
Doddridge,  Hancock.  Harrison,  Marion, 
Marshall,  Monongalia,  Ohio.  Pleasants. 
Preston.  Taylor,  Ritchie.  Tyler.  Wetzel, 
and  Wotxl  Counties,  W.  Va  ,  and  points 
in  Allegheny,  Armstrong.  Beaver.  Blair. 
Butler.  Cambria.  Clarion.  Crawford, 
Erie,  Fayette.  Greene.  Indiana.  Lawrence. 
Mercer.  Venango.  Washinston.  and 
Westmoreland  Counties.  Pa. 

NoTt  Applicant  stiites  that  it  is  authorized 
to  control  Reader  Brothers,  Inc.  under  MC 
F  6866,  and  Chirke  Bulk  Transfer,  under 
MC  F  7909  Note  also  that  applicant  holds 
i-<intract  carrier  authority  under  MC  117Co7. 
i.o  dual  operations  may  be  involved. 

HEARING:  January  16.  1962.  at  the 
New  Post  Office  Biulding.  Columbus. 
Ohio,  before  Joint  Board  No.  59. 

No.  MC  107515  (Sub-No.  377'.  filed 
December  13,  1961.  Apphcant:  RE- 
FRIGERATED TRANSPORT  CO.,  INC  . 
290  University  Avenue  SW..  Atlanta  10, 
Ga.  Applicant's  attorney:  Paul  M. 
Darnell.  214  Grant  Building.  Atlanta  3. 
Ga.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (D  Oleo- 
margarine, shortening,  lard  and  tallow. 
in  straight  and  mixed  shipments,  and 
(2"  salad  oils,  salad  dressings  and  table 
sauces,  in  mixed  shipments  with  com- 
modities named  in  (1)  above:  From 
Jacksonville,  111.,  to  points  in  Virginia. 
North  Carolina,  South  Carolina.  Geor- 
gia, Alabama,  Florida,  and  Tennessee 
( except  Memphis  > . 

HEARING:  February  2.  1962.  at  the 
Georgia  Public  Service  Commission.  244 
Washington  Street  SW..  Atlanta.  Ga  , 
before  Examiner  Alton  R.  Smith. 

No.  MC  112020  (Sub-No.  147).  filed 
December  26,  1961.  Applicant:  COM- 
MERCIAL OIL  TRANSPORT.  INC  .  1030 
Slaylon  Street.  P'ort  Worth.  Tex.  Au- 
thoiity  souK'ht  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting':  Juices  and  juue 
concentrates,  in  bulk,  from  points  in 
Texas  to  points  in  the  United  States  in- 
cluding the  District  of  Columbia  but  ex- 
cluding Alaska  and  Hawaii. 

HEARING  January  24,  1962,  at  1 
o'clock  p,m  at  the  Granado  Hotel.  San 
Antonio.  Tex  .  before  Examiner  Dallas 
B    Russell 

No.  MC  115460  (Sub-No  4',  filed  No- 
vember 21,  1961.  Applicant:  RALPH 
NOE.  726  West  First  Street,  Maryville, 
Mo.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
iriei;ular  routes,  transporting:  Crushed 
rock,  from  the  site  of  a  rock  quarry  lo- 
cated approximately  four  (4)  miles  north 
of  Ravenwood.  Mo  ,  to  points  in  Taylor 
County,  Iowa. 

HEARING:  February  6.  1962,  at  the 
Post  Office  Building.  Jefferson  City,  Mo., 
before  Joint  Board  No.  137. 

No.  MC  116004  (Sub-No.  5).  filed  July 
31.  1961.  Applicant:  TEXAS  OKLA- 
HOMA    EXPRESS.     INC.     1017     South 
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Akard  Street.  Dallas.  Tex.  Applicant's 
attorney:  Reagan  Sayers.  Century  Life 
Building.  Fort  Worth  2,  Tex.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  regular  routes, 
transporting:  General  commoditiea  (ex- 
c:pt  those  of  unusual  value.  Classes  A 
and  B  explosives.  househoM  goods  as 
dt'fined  by  the  Commission,  commodities 
m  bulk,  commodities  requiring  special 
equipment,  and  those  injurious  or  con- 
taminating to  other  lading),  between 
Lboral  and  Wichita.  Kans.;  from  Lib- 
eral over  U.S.  Highway  54  to  Wichita, 
and  return  over  the  same  route,  serving 
no  intermediate  points,  as  an  alternate 
route  for  operating  convenience  only  in 
connection  with  applicant's  authorized 
regular  route  operations. 

HEARING:  February  16.  1962.  at  the 
Hotel  Pick-Kansan.  Topeka,  Kans.,  be- 
fore Joint  Board  No.  105. 

No.  MC  118168  (Sub-No.  4>  (AMEND- 
MENT), filed  November  20,  1961,  pub- 
lished issue  of  December  20,  1961, 
amended  D(?cembcr  22.  1961.  and  repub- 
lished as  amended  this  issue.  Appli- 
cant :  MARQUIS  REFRIGERATED 
LINES.  INC..  Findlcy  and  Bcltline  Road. 
Irving.  Tex.  Applicant's  attorney:  M. 
Ward  Bailey,  807  Continental  Life  Build- 
ing. Fort  Worth  2,  Tex.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
tran.sporting:  Potato  products  not  fro- 
zen and  frozen  foods,  from  jxiints  in 
Oregon.  Idalio.  and  Utah  to  p>olnts  in 
New  Mexico.  Texas.  Louisiana.  Arkansas, 
and  Oklahoma,  and  exempt  commod- 
ities, on  return. 

Note:  The  purpose  of  tlila  republication  is 
to  chajige  the  commodity  description. 

HEARING:  Remains  as  assigned  Feb- 
ruary 5.  1962,  at  the  Public  Utilities 
Commission,  State  House.  Boise.  Idaho, 
before  Examiner  Donald  R.  Sutherland. 

No.  MC  123393  (Sub-No.  10),  filed 
November  13.  1961.  Applicant:  BILYEU 
REFRIGERATED  TRANSPORT  COR- 
PORATION. 1914  East  Blaine,  Spring- 
field, Mo.  Applicant's  attorney:  Herman 
W.  Hubcr.  101  East  High  Street.  Jeffer- 
son City.  Mo.  Authority  sought  to  oper- 
ate as  a  coimnon  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Green,  unfinished  cheese,  from 
points  in  Iowa  to  Neosho,  Joplin,  Spring- 
field, and  Carthage,  Mo.,  and  the  Com- 
mercial Zones,  of  each  city,  as  defined 
by  the  Commission. 

Note:  Applicant  states  It  "U  under  com- 
mon control  with  BUI  Bllyeu  doing  busineas 
as  Bllyeu  TranRp<irt  an  exempt  hauler  of 
milk  in  tank  trucks," 

HEARING:  February  7,  1962,  at  the 
Post  Office  Building.  Jefferson  City,  Mo.. 
before  Joint  Board  No.  55. 

No.  MC  123458.  filed  February  23, 
1961.  Applicant:  J.  P.  COLLIVER.  110 
North  Delaware.  Salina.  Kans.  Appli- 
cant's attorney:  Rudolph  Barta,  lllVi 
North  Santa  Fe.  P.O.  Box  359.  Salina, 
Kans.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (1)  Salt, 
from  Kanopolis,  Kans.,  to  Springfield 
and  Webb  City.  Mo.,  and  (2)  gravel,  from 
points  in  Southeastern  Mo.,  to  Kanopolis, 
Kans..  on  return. 
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NoTX :  It  is  expected  that  the  territory  pro- 
poseA  to  be  served  in  Item  (2)  vaguely  re- 
ferred to  aa  "Southeastern  Mo."  will  be 
clearly  defined  at  the  hearing. 

HEARING:  February  15,  1962,  at  the 
Hotel  Pick-Kansan,  Topeka.  Kans.,  be- 
fore Joint  Board  No.  36. 

No.  MC  123781  (Sub-No.  1),  filed  No- 
vember 13,  1961.  Applicant:  JAMES  D. 
TURNER,  Route  1.  Stark  City,  Mo.  Ap- 
plicant's attorney:  George  Henry,  115 
"West  Spring  Street,  Neosho,  Mo.  Au- 
thority sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Feed,  grain  and 
poultry  feeder  equipment,  from  Monett 
and  Neosho,  Mo.,  to  points  in  Ottawa 
and  Delaware  Counties,  Okla.,  and  points 
in  Benton  and  Carroll  Counties,  Ark., 
and  em.pty  containers  or  other  such  in- 
cidental facilities  (not  specified)  used  in 
transporting  the  commodities  specified, 
on  return. 

Note:  Applicant  states  the  proposed  op- 
eration will  be  to  poultry  farms  located  In 
said  counties  in  Oklahoma  and  Arkansas; 
said  poultry  farmers  will  be  customers  of 
Norrla  Grain  Company  or  poultry  producers 
for  Norrls  Grain  Company. 

HEARING:  February  6,  1962,  at  the 
Post  Office  Building,  Jefferson  City,  Mo., 
before  Joint  Board  No.  288. 

No.  MC  124015,  filed  October  23,  1961. 
Applicant:  EDWIN  D.  JONES,  doing 
business  as  JONES  SUPPLY  CO.,  805 
Hiawatha  Avenue,  Hiawatha,  Kans.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irreg- 
ular-routes, transporting:  (1)  Feed 
sacked  and  in  bulk,  from  St.  Joseph,  Mo., 
to  points  in  Atchison,  Brown,  Chase, 
Doniphan,  Douglas,  Jackson,  Jefferson, 
Johnson.  Leavenworth,  Lyons,  Morris, 
Shawnee,  and  Woodson  Counties,  Kans.; 
and  (2)  Fertilizers,  between  Tulsa,  Okla., 
and  points  in  Brown  Cpunty,  Kans. 

Note:  (1)  Applicant  indicates  It  will  trans- 
port exempt  commodities  on  return  trips. 
(2)  Application  for  contract  authority  Is 
pending  In  MC  123373.  Applicant  states  it 
does  not  seek  dual  operations  but  desires 
conTersion  to  common  carrier  authority,  and 
is  willing  to  have  its  contract  carrier  author- 
ity cancelled  If  and  when  conversion  is 
granted. 

HEARING:  February  12,  1962.  at  the 
Hotel  Pick-BIansan,  Topeka,  Kans.,  be- 
fore Joint  Board  No.  180. 

No.  MC  124112,  filed  December  18, 
1961.  Applicant:  ALLEN  K.  BROWN, 
doing  business  as  A.  K.  VAN  SERVICJE, 
3974  Beallwood  Avenue,  Columbus,  Ga. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Household 
goods,  as  defined  by  the  Commission,  be- 
tween points  in  Alabama  and  Georgia. 

HEARING:  February  1.  1962,  at  the 
Georgia  Public  Service  Commission,  244 
Washington  Street  SW.,  Atlanta,  Ga.. 
before  Joint  Board  No.  157,  or,  if  the 
Joint  Board  waives  its  right  to  partici- 
pate, before  Examiner  Alton  R.  Smith. 

MOTOR   CARRIERS   OF   PASSENGER 

No.  MC  29623  (Sub-No.  25),  filed  No- 
vember 27,  1961.  Applicant:  SOUTH- 
EASTERN STAGES.  INC..  457  Piedmont 
Avenue  NE..  Atlanta  8,  Ga.  Applicant's 
attorney:    Allen   Post,    1220   First    Na- 


tional Bank  Building,  Atlanta  3,  Ga. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over 
regular  routes,  transporting:  Passen- 
gers, baggage,  mail,  package  express. 
and  newspapers,  in  the  same  vehicle 
with  passengers,  between  Atlanta,  Ga., 
and  Junction  Georgia  Highway  12  (U.S. 
Highway  278)  and  U.S.  Interstate  High- 
way 20  southeast  of  Lithonia,  Ga.;  from 
Atlanta  over  U.S.  Interstate  Highway 
20  to  Junction  Georgia  Highway  12  (U.S. 
Highway  278)  and  U.S.  Interstate  High- 
way 20,  and  return  over  the  same  route, 
serving  no  intermediate  points,  as  an 
alternate  route  for  operating  conven- 
ience only,  in  connection  with  appli- 
cant's authorized  regular-route  opera- 
tions between  Atlanta,  Ga.,  and 
Savannah,  Ga. 

HEARING:  February  1,  1962,  at  the 
Georgia  Public  Service  Commission,  244 
Washington  Street  SW.,  Atlanta,  Ga., 
before  Joint  Board  No.  101  or,  if  the 
Joint  Board  waives  its  right  to  partici- 
pate before  Examiner  Alton  R.  Smith. 

Applications  in  Which  Handling  With- 
out Oral  Hearing  Is  Requested 

MOTOR  CARRIERS  OF  PROPERTY 

No.  MC  57435  (Sub-No.  7),  filed  De- 
cember 15,  1961.  Applicant:  LOUISI- 
ANA, ARKANSAS  &  TEXAS  TRANS- 
PORTATION CXJMPANY,  a  corporation, 
4601  Blanchard  Road,  Shreveport,  La. 
Applicant's  attorney:  William  E.  Davis, 
114  West  11th  Street,  Kansas  City  5,  Mo. 
Authority  sought  to  oi>erate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  regu- 
lar routes,  transporting:  General  com- 
m,odities  (without  exceptions) ;  serving 
Alpine  City,  La.  (including  the  plant  site 
of  Manning,  Maxwell  &  Moore) ,  located 
adjacent  to  U.S.  Highway  71  approxi- 
mately one-half  mile  north  of  intersec- 
tion of  U.S.  Highways  71  and  167  and 
approximately  12  miles  north  of  Alex- 
andria, La.,  as  an  intermediate  point  in 
connection  with  applicant's  presently 
authorized  regular  route  operations  in 
MC  57435    (Sub-No.  2). 

NOTK :  Applicant  states  It  Is  a  wholly  owned 
subsidiary  of  Louisiana  St  Arkansas  Railway 
Company. 

No.  MC  66562  (Sub-No.  1866).  filed 
December  15,  1961.  Applicant:  RAIL- 
WAY EXPRESS  AGENCY,  INCORPO- 
RATED, 219  East  42d  Street,  New  York 
17,  N.Y.  Applicant's  attorney:  William 
H.  Marx.  219  East  42d  Street,  New  York 
17,  N.Y.  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
regular  routes,  transporting:  General 
commodities,  moving  in  express  service, 
between  Bangor,  and  Van  Buren,  Maine, 

(1)  from  Bangor,  over  U.S.  Highway  2 
to  junction  U.S.  Highway  2  and  Alter- 
nate U.S.  Highway  2,  thence  over  Alter- 
nate U.S.  Highway  2  to  Houlton,  Mtiine, 
thence  over  U.S.  Highway  1  to  Van 
Buren,  and  return  over  the  same  route, 

(2)  Also  from  junction  U.S.  Highway  2 
and  Maine  Highway  157  to  Millinocket, 
Maine,  and  return  over  the  same  route, 
and  (3)  serving  the  intermediate  and 
off-route  points  of  Houlton,  Mars  Hill, 
Cariboy,  £ind  Millinocket,  Maine,  in  con- 
nection with  the  service  proposed  above. 
RESTRICTION:  The  service  to  be  per- 


66 


formed  will  be  limited  to  that  which  Ls 
auxiliary  to  or  supplemental  of  express 
.vcrvice.  arid  the  shipments  transported 
by  applicant  will  be  limited  to  those  mov- 
ing on  a  through  bill  of  lading  or  express 
ierf>:pt.  covering,  in  addition  to  the 
motor  carrier  movements  by  applicant. 
an  immediately  prior  or  an  immediately 
su>  sequent  movement  by  rail  or  air 

No  MC  66562  (Sub-No  1867',  filed 
Dectmber  20,  1961.  Applicant.  RAIL- 
WAY. EXPRESS  AGENCY  INCORPO- 
RATED. 219  Ea5t  42d  Street.  New  York 
17.  NY  Applicant's  attorney:  William 
H  Marx.  219  East  42d  Street.  New  York 
17,  NY.  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
regular  routes,  transporting:  General 
commodities,  moving  in  express  .service. 
between  Baltimore,  Md  .  and  Washing- 
ton. DC,  from  Baltimore,  over  city 
streets  to  U.S.  Highway  1.  south  on  US 
1  to  junction  Maryland  Highway  166. 
west  on  Maryland  Highway  166  to  St 
Denis.  Md  .  and  return  over  the  same 
route  to  US.  Highway  1.  continue  south 
on  U.S.  Highway  1.  to  junction  Maryland 
Highway  175,  east  on  Maryland  High- 
way 175,  to  Jessup.  Md  .  return  over  the 
same  route  to  U.S.  Highway  1,  continue 
south  on  U.S.  Highway  I  to  junction 
Alternate  US  Highway  1.  continue  on 
Alternate  US.  Highway  1  to  Washington. 
DC.  and  return  over  the  same  route 
serving  the  intermediate  and  off- route 
points  of  St.  Denis,  Jessup.  Laurel. 
Beltsville,  and  Berwyn.  Md  RESTRIC- 
TION: The  service  to  be  performed  will 
be  limited  to  that  which  is  auxiliary  to 
or  supplemental  of  express  service,  and 
the  shipments  transported  by  applicant 
will  be  limited  to  those  moving  on  a 
through  bill  of  lading  or  express  re- 
ceipt, covering,  in  addition  to  the  motor 
carrier  movements  by  applicant,  an 
immediately  prior  or  an  immediately 
subsequent  movement  by  rail  or  air 

No.  MC  73937  'Sub-No  13'.  filed 
December  11,  1961.  Applicant:  HOGAN 
STORAGE  ii  TRANSFER  COMPANY 
a  corporation.  721  East  Fourth  Avenue 
PO.  Box  613.  Williamson.  W  Va  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  General  connnod- 
ities,  (except  those  of  unusual  value. 
Classes  A  and  B  explosives,  household 
goods  as  defined  in  Practices  of  Motor 
Common  Carriers  of  Household  Goods. 
17  M.C.C.  467.  commodities  in  bulk,  com- 
modities requiring  special  equipment. 
and  those  injurious  or  contaminating  to 
other  lading',  between  Williamson.  W. 
Va..  on  the  one  hand,  and.  on  the  other, 
points  in  Bell.  Harlan.  Leslie.  Letcher. 
Magoffin,  and  Perry  Counties.  Ky  .  and 
points  in  Wise  County.  Va 

No.  MC  102616  (Sub-No.  702'.  filed 
December  14.  1961.  Applicant:  COAST- 
AL TANK  LINES,  INC..  501  Grant  ley 
Road.  York,  Pa.  Applicants  attorney: 
Harold  G.  Hernly,  1624  Eye  Street  NW  . 
Washington  6,  D.C.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Aviation  gasoline,  in  bulk,  in  tank 
vehicles,  from  Neville  Island.  Pa  .  to 
Beckley.  W.  Va. 

No.   MC    107403    (Sub-No.   371 ».   filed 
December      14.      1961.     Applicant:      E 
BROOKE    MATLACK.    INC.    33d    and 
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Arch  Streets,  Philadelphia  4,  Pa  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Silica  gel  catalvst. 
in  bulk,  in  covered  semi-traller  equip- 
ment: from  Cincinnati.  Ohio,  to  points 
in  Oklahoma 

Note        ApplKiiiit       also      holds      coiiti.ict 
.iithnrity  in  Permit  MC  117637 

No  MC  109028  Sub-No  5'  CLAR- 
IFICATION' filed  Novembt'i  8.  1961. 
published  m  Federm,  Rfclster  issue  of 
November  22.  19H1.  clarified  EK-cember  21. 
19t')l  and  republished,  as  clarified,  this 
is.sue  Applicant:  HILLSIDE  TRANSIT 
CO  31.=i0  North  117th  Street.  Milwau- 
kee 22.  Wis  Applicants  attorney:  W  E 
Hustleby.  1681  Highland  Parkway.  St 
Paul  16.  Minn  Notice  of  the  filing  of 
the  sub.iect  application  was  orminally 
published  in  the  Fedfrai.  Register  issue 
of  November  22.  1961  In  resjionse  to 
u-iiuests  trv  clarification  applicant 
^tates  -.Additional  terntoruil  authority 
to  bi'  b<junded  by  a  line  beginning  at 
btillwater  Minn  .  tlience  in  a  north- 
easterly direction  alon^  Wisconsin  Hi'rih- 
way  35  to  the  Twin  Ports  of  Duluth, 
Miiin  .  and  Superior.  Wis  .  including 
such  points  thence  in  an  easterly  direc- 
tion aloni;  US.  Hit;hway  2  to  Ashland. 
Wis  .  for  joinder  with  the  presently  au- 
thorized area  in  the  Permit  of  October  24. 
1960.  under  Docket  MC  109028.  the  west- 
ern lx)undary  of  the  existing  authority 
being  designated  as  •  •  •  territory 
bounded  by  a  line  beginning  at  Dubuque. 
Iowa,  and  extending  in  a  northwesterly 
direction  alon^  the  west  bank  of  the 
Mi.ssi.ssippi  River  through  Winona. 
Minn  .  to  the  confiuence  of  the  Missis- 
sippi and  St  Croix  Rivers,  thence  along 
the  west  bank  of  the  St  Croix  River  to 
Stillwater.  Minn,  thence  in  a  north- 
easterly direction  across  the  river  and 
throuuh  Hayward.  Wis  .  to  Ashland.  Wis  . 
t'nence  in  a  northeasterly  direction  alon^; 
the  shore  of  Lake  Superior  to  Calumet. 
Mich  ■  •  ■'.  i  e.  between  points  and 
places  withm  the  combined  existing  and 
enlartred  territory,  including  the  jwints 
named,  and  between  point.s  and  places 
111  such  combined  territory  on  the  one 
hand.  and.  on  the  ether.  Gary.  Ind  . 
Princeton  111  .  Davenport  Iowa  and 
>.'inneapoh.-<  and  St  Faul.  Minn  .  the 
entire  authority  to  be  subject  to  the 
existing  restriction  .is  limited  to  service 
to  be  performed  under  special  and  in- 
dividual contracts  or  a^reement.s  with 
persons  as  defined  in  section  203' a'  of 
the  Act  I  who  operate  retail  stores,  the 
business  of  which  is  the  .sale  of  food. 
for  the  transportation  of  tlie  com- 
modities indicated  and  in  the  manner 
specified  ■' 

No.  MC  113908  Sub-No  89  ■  .  filed 
December  18.  1961  Applicant:  ERICK- 
SON  TRANSPORT  CORPORATION. 
706  West  Tampa.  Springfield.  Mo.  Ap- 
plicant's attorney:  Turner  White,  808 
Woodruff  Building.  Springfield.  Mo 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Brandu 
and  wine,  in  bulk,  in  tank  vehicles,  from 
Lake  Alfred.  Fla.,  to  points  in  New  Jersey 
and  Minnesota. 

No.    MC    123190    I  Sub-No.    44',    filed 
December  18,  1961      Applicant:  STILL- 


PASS  TRANSIT  COMPANY.  INC  ,  4967 
Spring  Grove  Avenue,  Cincinnati  32. 
Ohio  Applicant's  attorney:  Richard 
H  Brandon.  Hartman  Bulding.  Colum- 
bus 15.  Ohio  Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing Silirn  pel  catalyst,  from  Cincinnati. 
Ohio,  to  points  in  Oklahoma. 

No  MC  124106.  filed  December  2n. 
1L>61  A!)p!icant  MIDWEST  MAIL 
SERVICE.  INC  .  6779  Franklin  Street. 
Omaha.  Ntbr  Applicant's  attorney 
C  J  Burrill.  9(i4  City  National  Bank 
Building.  Omalia  2.  Nebr.  Authority 
.M)U':ht  to  operate  as  a  contract  earner. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Original  office  record.^. 
(  oirunercial  papers,  tcnttcn  instruments 
or  printed  reports  and  copies  or  re- 
piiiductioiis  thereof,  in  any  form  includ- 
u'.q.  but  not  limited  to,  exposed  and 
}  races. -icd  film,  microfilm,  magnetic  en- 
toded  documents,  magnetic  tapes,  punch 
card.-i  and  other  data  processing  mate- 
rials, containers,  storage  or  housing 
units  used  in  connection  therewith,  and 
anu  equipment  used  for  the  reproduc- 
t:un  decoding  or  reading  of  such  records. 
between  the  site  of  the  Underground 
Vault  and  Storage  Company  located  at 
or  near  Hutchin.son,  Kans  .  and  points 
m  Nebraska 

NoTF  Applicant  st:ites.  the  propostKl  scrv- 
iLt"  will  be  tor  .shippers  under  bilateral  con- 
•r.iris  related  to  the  specltlc  or  Indlvidu.il 
rerpilroments  nf  Insurance  companies.  Pub- 
lic utilities.  Banks,  banking  or  other  fi- 
n.inclal  In.stltiittons.  Building  and  loan  or 
sivinijs  asscKUatlons  aud  otlier  businesses  or 
industries  cng;igcd  in  or  contemplating  Dls- 
ister  Control  progr.ima  Involving  the  remote 
t'T.igc  or  vital  records 

MOTOR    CARRIERS   OT   PASSENGERS 

No  MC  1501  'Sub-No.  254).  filed  De- 
cember 18.  1961.  Applicant:  THE 
GREYHOUND  CORPORATION.  140 
South  E>earborn  Street.  Chicago  3.  Ill 
Applicant's  attorney:  Robert  J.  Bernard 
'same  as  applicant'  Authority  sou!-;ht 
to  operate  as  a  comtnon  carrier,  by  mo- 
tor vehicle,  over  regular  routes,  trans- 
porting: Passengers  and  their  bagnaoe. 
and  express,  newspapers  and  mail,  m 
the  same  vehicle  with  passengers.  '1> 
between  junction  US  Highways  60-460 
and  Kentucky  Highway  841  near  Middle- 
town.  Ky  .  and  junction  U.S.  Highways 
60-460-127  near  Frankfort.  Ky..  and  re- 
turn over  the  .same  route  serving  all 
intermediate  points,  '2'  between  junc- 
tion Intiustate  HigJiway  64  and  Ken- 
tucky Highway  55  and  junction  Ken- 
tuekv  HitThway  55  and  U  S.  Highways  60- 
4t;o  near  Shelbyville.  Ky  .  and  return 
over  the  same  route  .serving  all  inter- 
mediate points,  and  '3>  between  junc- 
tion U  S  Highway  60^60  and  Kentucky 
Highway  53  and  junction  Kentucky 
Highway  53  and  Interstate  Highway  64. 
and  return  over  the  same  route  .serving 
all  intermediate  points. 

NoTT     Common  control  may  be  Involved. 

No.  MC  1501  «Sub-No.  257).  filed 
December  18,  1961.  Applicant:  THE 
GREYHOUND  CORPORATION.  140 
South  Dearborn  Street.  Chicago  3.  Ill- 
Applicants  attorney:  Robert  J.  Bernard 
•  same  as  applicant  • .    Authority  sought 
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to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  regular  routes,  transport- 
in'::  Passengers  and  their  baggage,  and 
express,  newspapers  and  mail,  in  the 
;ame  vehicle  with  passengers,  between 
Nashville  and  Sparta,  Tenn.,-  from  Nash- 
vJle.  over  U.S.  Highway  70-N  to  Ita 
'auction  with  Tennessee  Highway  26  at 
Lebanon,  thence  over  Tennessee  High- 
way 26  to  Sparta,  and  return  over  the 
same  routes  serving  no  intermediate 
points,  for  operating  convenience  only. 

N  ITT     Common  control  may  be  Involved. 
Application  for  Brokerage  License 

MOTOR    carriers    OF    PASSENGERS 

No.  MC  12786.  filed  December  19.  1961. 
Applicant:  PACIFIC  PALISADES  ED- 
UCATIONAL TOURS  (TEENTOURS). 
875  Via  de  la  Paz.  Pacific  Palisades. 
Calif.  Applicant's  attorney:  Richard 
Jay  Collins.  875  Via  de  la  Paz.  Pacific 
Palisades.  Calif.  For  a  license  (BMC  5) 
to  engage  in  operations  as  a  broker  at 
Pacific  Palisades,  Calif.,  in  arranging  for 
the  transportation  in  interstate  or  for- 
eitin  commerce  by  motor  vehicle,  of  pass- 
engers and  their  baggage,  in  the  same 
vehicle  with  passengers  (groups  of  per- 
sons attending  school  and  others  seeking 
educational  experiences,  plus  counselors, 
euides  and  chapcroncs),  in  round-trip 
and  one-way  operations  consisting  of 
chartered  and  conducted  educational 
and  sightseeing  tours  originating  at 
points  in  Los  Angeles  County.  Calif., 
and  extending  to  points  in  the  United 
States,  excluding  Hawaii  and  Alaska. 

ArPLicAiioNs  Under  Sections  5  and 
210a(b) 

Tlie  following  applications  are  gov- 
erned by  the  Interstate  Commerce  Com- 
ruLssion's  special  rules  governing  notice 
of  filing  of  applications  by  motor  carriers 
of  proiHUty  or  passcnqcrs  under  section 
5' a'  and  210aib)  of  the  Interstate  Com- 
merce Act  and  certain  other  proceedings 
with  respect  thereto  (49  CFR  1.240) . 

MOTOR  CARRIERS  OF  PROPERTY 

No.  MC-F-7978  (SOUTHERN  TANK 
LINES.  INC.— PURCHASE— LaaRETTA 
LOWMAN  REELY).  published  In  the 
October  18,  1961,  issue  of  the  Federal 
Register  on  page  9801.  Amendment 
filed  December  26,  1961.  to  include  in 
addition  to  the  authority  sought  to  be 
transferred:  Broker's  License  No.  MC- 
12336  as  issued  by  the  Interstate  Com- 
merce Commission,  authorizing  and 
licensin';  the  holder  to  engage  in  opera- 
tions us  a  broker,  in  the  transportation 
service  by  motor  vehicle,  of  household 
Roods,  as  defined  by  the  Commission, 
between  points  in  Montana,  on  the  one 
hand,  and,  on  the  other  points  in  the 
United  States  except  Alaska  and  Hawaii: 
authorized  to  engage  in  this  specified 
operation  at  Missoula,  Mont. 

No.  MC-F-8030.  Authority  sought  for 
merger  into  E.  BROOKE  MATLACK. 
INC..  Wilford  Building.  33d  and  Arch 
Streets,  Philadelphia  4,  Pa.,  of  the  oper- 
ating rights  and  property  of  READER 
BROTHERS.  INC..  Wilford  Building. 
33d  and  Arch  Streets.  Philadelphia  4. 
Pa.,  and  for  acquisition  by  DUVERNEY 
MATLACK.  EDWIN  L.  MATLACK,  E. 
BROOKE  MATLACK,  JR..  and  ROB- 
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ERT  W.  MATLACK.  all  of  Philadelphia. 
Pa.,  of  control  of  such  rights  and  prop- 
erty through  the  transaction.  Appli- 
cants' attorney:  Robert  H.  Shertz,  Mor- 
gan, Lewis  it  Bockius.  2107  Fidelity- 
Philadelphia  Trust  Building.  Philadel- 
phia 9.  Pa.  Operating  rights  sought  to 
be  merged:  Chemicals  and  solvents,  in 
bulk,  in  tank  vehicles,  as  a  common  car- 
rier over  irregular  routes,  between 
Philadelphia  and  Linfield,  Pa.,  on  the 
one  hand,  and.  on  the  other,  Baltimore 
and  Elkton.  Md..  Claymont,  Del..  Gibbs- 
boro.  Carney's  Point,  and  Deepwater, 
N.J.,  and  points  in  that  part  of  New  Jer- 
sey on  and  north  of  New  Jersey  Highway 
33,  and  between  Bristol.  Pa.,  on  the  one 
hand,  and,  on  the  other,  points  in  that 
part  of  New  Jersey  on  and  north  of  New 
Jersey  Highway  33;  liquids,  except  milk, 
petroleum,  petroleum  products,  coal  tar. 
and  coal  tar  products,  in  bulk,  in  tank 
vehicles,  between  Philadelphia.  Pa.,  and 
points  within  25  miles  thereof,  on  the 
one  hand,  and,  on  the  other,  points  in 
Pennsylvania,  New  York,  New  Jersey. 
Delaware,  and  Maryland  within  100 
miles  of  Philadelphia;  liquid  chemicals. 
in  bulk,  in  tank  vehicles,  from  Philadel- 
phia. Pa.,  to  points  in  Alabama,  Georgia. 
Mississippi.  South  Carolina.  Virginia. 
West  Virginia,  and  Tennessee.  E. 
BROOKE  MATLACK.  INC..  is  author- 
ized to  operate  as  a  common  carrier  in 
Maryland,  Delaware,  Pennsylvania,  Vir- 
ginia, New  Jersey.  New  York.  Ohio,  West 
Virginia,  North  Carolina.  South  Caro- 
lina, Georgia,  Indiana.  Alabama.  Mis- 
souri, Tennessee,  Mirmesota,  Michigan, 
Illinois,  Wisconsin,  Kentucky.  Kansas. 
New  Hampshire.  Rhode  Island.  Connect- 
icut. Massachusetts.  Vermont.  Florida, 
Iowa,  Mississippi.  Louisiana.  Maine,  and 
the  District  of  Columbia,  and  as  a  con- 
tract carrier  in  Ohio,  New  York,  New 
Jersey.  Cormecticut,  Massachusetts, 
New  Hampshire,  Rhode  Island,  Pennsyl- 
vania and  Vermont.  Application  has  not 
been  filed  for  temporary  authority  under 
section  210a(b). 

No.  MC-F-8031.  Authority  sought  for 
merger  into  JONES  MOTOR  CO.,  INC.. 
Bridge  Street  and  Schuylkill  Road. 
Spring  City.  Pa.,  of  the  operating  rights 
and  property  of  McCORMICK  TRANS- 
PORTATION COMPANY,  Ninth  and 
Church  Streets,  Wilmington.  Del.,  and 
for  acquisition  by  WM.  S.  JONES.  R.D. 
2,  Phoenixville.  Pa.,  R.  C.  JONES.  JR., 
1304  Monroe  Street.  Wyomissing,  Pa.,  H. 
ELLIS  JONES.  440  Highland  Road. 
Pottstown,  Pa..  ALVIN  JONES.  3053 
Tremont  Street.  Allentown,  Pa..  H.  A. 
HERSHEY.  751  Spruce  Street,  Royers- 
ford.  Pa.,  and  MARK  R.  HERR.  R.D.  2, 
CoUegeville.  Pa.,  of  control  of  such  rights 
and  property  through  the  transaction. 
Applicants'  attorneys  and  representative 
respectively:  Rice,  Carpenter  &  Carra- 
way.  618  Perpetual  Building,  Washing- 
ton 4,  D.C,  and  H.  A.  Hershey,  Vice 
President,  Jones  Motor  Co.,  Inc..  Spring 
City,  Pa.  Operating  rights  sought  to  be 
merged:  Cteneral  commodities,  excepting 
among  others,  household  goods  and  com- 
modities in  bulk,  as  a  common  carrier 
over  regular  routes,  between  Wilming- 
ton. Del.,  arid  New  York.  N.Y..  serving 
certain  intermediate  and  ofif-route 
points:  general  commodities,  excepting 
among    others,    household    goods    and 


67 


commodities  in  biilk,  over  irregular 
routes,  between  points  in  New  Castle 
County.  Del.,  on  the  one  hand,  and,  on 
the  other,  certain  points  in  Maryland 
and  certain  points  in  Pennsylvania; 
paper,  from  Providence.  Md..  to  Newark. 
N.J.,  and  points  in  the  NEW  YORK.  N.Y.. 
COMMERCIAL  ZONE,  as  dettned  by  the 
Commission;  commodities  requiring  spe- 
cialized handling  or  rigging  because  of 
size  or  weight,  between  points  in  New 
Castle  County,  Del.,  on  the  one  hand, 
and,  on  the  other,  points  in  Maryland, 
certain  points  in  Pennsylvania  and  those 
in  that  part  of  New  Jersey  south  of  New 
Jersey  Highway  33.  JONES  MOTOR 
CO..  INC..  is  authorized  to  operate  as  a 
common  carrier  in  New  Jersey,  New 
York,  Maryland,  Pennsylvania,  Ohio. 
Michigan,  Indiana,  Illinois,  West  Vir- 
ginia. Massachusetts,  Rhode  Island, 
Connecticut.  Delaware,  and  the  District 
of  Columbia.  Application  has  not  been 
filed  for  temporary  authority  under 
Section  210a(b). 

3y  the  Commission. 

[seal]  Harold  D.  McCoy, 

Secretary. 

[P.R.     Doc.     62-67;     Piled.     Jan.     3,     1962; 
8:47  ajn.] 


[Notice  414] 

MOTOR  CARRIER  APPLICATIONS  AND 
CERTAIN   OTHER   PROCEEDINGS 

December  28, 1961. 

The  following  publications  are  gov- 
erned by  the  Interstate  Commerce  Com- 
mission's general  rules  of  practice  in- 
cluding special  rules  (49  CFR  1.241) 
governing  notice  of  filing  of  applications 
by  motor  carriers  of  property  or  passen- 
gers or  brokers  imder  sections  206.  209. 
and  211  of  the  Interstate  Commerce  Act 
and  certain  other  proceedings  with  re- 
spect thereto. 

All  hearings  and  pre-hearing  confer- 
ences will  be  called  at  9:30  o'clock  a.m., 
United  States  standard  time  (or  9:30 
o'clock  a.m.,  local  daylight  saving  time, 
if  that  time  is  observed) ,  unless  other- 
wise specified. 

Motor  Carriers  of  Property 

No.  MC  200  (Sub-No.  203).  RISS  b 
COMPANY.  INC..  ET  AL.  The  above- 
named  is  the  lead  proceeding  involving 
a  number  of  applications  seeking  author- 
ity to  transport  commodities  in  so-called 
sealdtanks,  sealdbins,  sealddrums.  and 
nest-a-bin  containers.  All  of  the  pro- 
ceedings were  the  subject  of  a  pre-hear- 
ing conference  held  November  29,  1960, 
and  notice  of  the  filing  of  all  of  the  ap- 
plications was  given  by  publication  in  the 
Federal  Register,  with  the  exception  of 
three  applications  involving  the  trans- 
portation above-noted.  Those  applica- 
tions are  as  set  forth  hereinbelow.  An 
Order  of  the  Commission,  dated  Decem- 
ber 18,  1961,  entered  in  the  lead  proceed- 
ing. MC  200  (Sub-No.  203).  provides  for 
the  handling  of  these  three  above  dock- 
eted applications  under  modified  proce- 
dure, as  well  as  the  other  applications 
referred  to  in  that  Order,  and  further 
provides  that  protests  with  respect  to 
these  three  appUcations  may  be  filed  and 
served  upon  applicant,  or  its  counsel,  not 
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later  than  30  days  from  the  date  of  this 
publication  of  the  issues  in  those  appli- 
cations in  the  Federal  Register. 

No.  MC  7746  'Sub  No  114'.  filed 
June'  12,  1961.  AppUcant:  UNITED 
TRUCK  LINES.  INC  .  East  915  Spring- 
field Avenue.  Spokane  2.  Wash 
Authority  sought  to  operate  as  a  com- 
vion  earner,  by  motor  vehicle,  over  reg- 
ular and  inesular  routes,  transportuv; : 
Liquid  and  dry  coTurnodittes.  in  collap.s- 
ible  tanks,  drums  or  bins,  or  the  equiv- 
alent thereof,  including  but  not  limited 
to.  tanks,  drums,  or  bins  known  as 
Sealdtanks.  Sealbins.  or  Nelsabins.  be- 
tween points  and  over  the  routes  as  spec- 
ified in  applicant's  Certificate  in  Docket 
No.  MC  7746  and  Subs  thereunder,  in  the 
States  of  Idaho  Montana.  Oregon,  and 
Washington 

No.  MC  71096  (Sub  No,  36 ».  filed  De- 
cember 23,  1960.  Applicant:  NORWALK 
TRUCK  LINES.  INC..  180  Milan  Avenue, 
Norwalk,  Ohio.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor 
vehicle,  over  regular  and  irregular 
routes,  transporting:  Liquid  and  dry 
commodities,  in  containers  >  including 
but  not  limited  to  sealed  tanks,  sealed 
bins,  sealed  drums,  and  nest-O-bins. 
whether  furnished  by  shipper  or  owner 
or  leased  by  carrier!,  from.  to.  and  be- 
tween, all  points  and  territories,  and 
over  the  routes  which  applicant  is  au- 
thorized to  serve  in  the  states  of  Indiana. 
Illinois,  Michigan,  Ohio,  New  York. 
Pennsylvania,  West  Virginia,  and  Wis- 
consin. 

No.  MC  105458  (Sub  No.  4'.  filed  No- 
vember 25.  1960.  Applicant:  CHARLES 
W.  DILLIE.  doing  business  as  C.  W. 
DTT.T.TE.  P.O.  Box  4.  Washington.  Pa, 
Applicant's  attorney:  John  A.  Vuono, 
1515  Park  Building,  Pittsburgh  22,  Pa, 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Liquid  and 
dry  commodities  in  containers,  including 
but  not  limited  to,  "Sealdtank".  "Seald- 
bln".  "Sealddrum",  and  "Nest-a-Bin " 
containers.  In  or  upon  ordinary  vehicles, 
over  the  routes  and  in  the  territories, 
including  all  termini  and  all  inter- 
mediate and  or  off-route  points  which 
applicant  is  presently  authorized  to 
serve  in  the  States  of  Ohio,  Pennsyl- 
vania, and  West  Virginia. 

NoTi;  Applicant  states  It  seeks  to  serve  no 
new  territory,  it  believes  it  Is  presently  au- 
thorized to  transport  commodities  moving  in 
containers  of  any  kind  or  description. 

By  the  Commission, 


[seal] 


Harold  D,  McCoy. 

Secretary. 


[PR,     Doc       62  68;      Filed.      Jan.      3,      1962. 
8:47  am  1 


DEPARTMENT  OF  LABOR 

Wage  and  Hour  Division 

CERTIFICATES  AUTHORIZING  EM- 
PLOYMENT OF  LEARNERS  AT  SPE- 
CIAL  MINIMUM   RATES 

Notice  Is  hereby  given  that  pursuant 
to  section  14  of  the  Pair  Labor  Standards 
Act  of  1938  (52  Stat.  1060.  as  amended, 
29  U.S.C.  201  et  seq.),  the  regulations  on 


NOTICES 

employment  of  learners  i29  CFR  Part 
522  > .  and  Administrative  Order  No.  524 
'24  PR.  92741  the  firms  listed  in  this 
notice  have  been  issued  special  certifi- 
cates authorizing  the  employment  of 
learners  at  hourly  wage  rates  lower  than 
the  minimum  wage  rates  otherwise  ap- 
plicable under  section  6  of  the  Act.  The 
(ffictivo  and  expiration  dates,  occupa- 
t^ns.  vvatio  rates,  number  or  proportion 
of  learners.  learniuK  penod.s.  and  the 
principal  product  manufactured  by  the 
employer  for  certificates  is.sued  under 
general  learner  regulations  'H  522.1  to 
522  11'  are  as  indicated  below.  Condi- 
tion,=;  provided  in  certificates  issued  under 
special  industry  retiulation.":  are  as  estab- 
lished m  these  regulations 

Appniel  Industry  Learner  Re-tulations 
'29  CFR  522  1  to  522  11.  as  amended,  and 
29  CFR  522  20  to  522  25.  as  amended' 

The  following  learner  certificates  were 
is.ued    aalhorizincj    the   employment   of 

10  percent  of  the  total  number  of  fac- 
tory production  workers  for  normal  labor 
turnover  purposes.  The  effective  and  ex- 
piration dates  are  indicated. 

The  Andalii  Co.  And.ilusia.  Ala.  rffiTtut- 
12  1-61  U)  11  30^  62  I  mens  work  shlrt■^  .iiid 
pant.";) 

Berwick  Shirt  Co  .  10th  and  Pine  Streets 
Berwick.  Pa  effective  U  24  61  to  11  2:3  62 
(mens  .sport   shirts  i 

Blue  Bell  Inc  .  4,^0  E;u.t  B.irnes  Street 
Bushnell.  Ill  :  effective  12  9  61  to  12  8  62 
(men's  cott<ni  twill  matched  pants ». 

Burnley  Shirt  Corp  ,  502  22d  Avenue 
Meridian.       Ml.'s  :       effective       11  22  61       to 

11  21  62  (men's  dress  and  sport  shirts i 
Byrds      Manufacturing      Co  .      Byrdstown. 

Tenn  ;  effective  11  29  61  to  11  28  62  (ladles 
spi)rt  shirts  and  men's  and  boys'  sport  shirus  i 

Carolina  Sleepwear  Corp.  Weldon.  NC. 
effective  11  21  61  to  11  2a  62  (ladles'  woven 
niRhtwear  \ . 

Carteret    Industries     Inc.    Newport.    NC 
effective   11-22-61    to    11   21    62    (men's  ."iport 
shirts) 

Cowden  Manufacturing  C<'>  .  112  HnmiUoti 
Avenue.  Lancaster.  Ky  :  effective  1 1  28  61  V< 
11   27-62  (overalls  and  Jackets  i. 

Diaper  Jeans,  Inc.  315  West  Che.stnut 
Street.  Deni.son.  Tex.  effective  11  27  61  to 
11   26-62  (infants'  and  children's  outerwe.iri 

Gattman  Sportswear.  Inc  Gattman  Miss  : 
effective  11  27-61  to  11  26-62  (men's  dres.s 
slacks  I 

Hollywood  Vassarette.  West  Railroad  Ave- 
nue. Princeton.  Ill  :  effective  11  22  61  to 
11-21   62  (  women's  girdles ) 

Manhattan  Shirt  Co  ,  Tripp  Street,  Ameri- 
u.s.  Ga  :  effective  11  27  61  to  11  26  62  i  meii'-s 
dress  shirts  i 

Myco  Manufacturlns;  Co  ,  Ino  ,  Mont- 
gomery. Pa:  effective  12  1  61  U)  11  30  62 
(ladies'  h(jusecoats.  dusters  and  robes  i . 

Phillips  Van-Heusen  Corp  ,  Brinkley.  .\rk 
effective  12  2-61  to  12   1   62   i  dress  shirts  i 

Rosemont  Dress  Co  ,  860  Moss  Street. 
Reading.  Pa:  effective  11  22  61  to  11  21  62 
(  women's  dresses ) . 

State  Mantifacturing  Co  ,  Inc  New  Phila- 
delphia, Pa;  effective  11-24-61  to  11  23  62, 
10  percent  of  the  total  number  of  factory 
production  workers  engaged  in  the  prf)duc- 
tion  of  wooleifi  suburban  coats  (men's  wool 
suburban   and   cotton   sport  ctjats). 

States  Nitewear  Manufacturing;  Co  .  Inc  , 
Healy  and  Bates  Streets.  New  Bedford,  Mass  ; 
effective  12  1-61  to  11-30-62  (ladles'  night- 
gowns and  pajamas). 

The  following  learner  certificates  were 
issued  for  normal  labor  turnover  pur- 
poses. The  effective  and  expiration 
dates  and  the  number  of  learners  au- 
thorized are  indicated. 


Allee-Berry.  Inc  .  Columbus.  Kans  :  effec- 
tive 12-8-81  to  12-7-62:  10  learners  (work 
pants  and  boys'  and  youths'  semi-dress 
pants) . 

Brlell-Rogers  Division  of  Angelica  Uniform 
Co.   Cotter.   Ark:    effective    11  21-61    to    11- 

20  62:  3  learners  (men's  and  women's  cotton 
washable  service  apparel). 

Blue  Bell.  Inc  .  Warsaw.  Ind  ;  effective 
12  9-61  to  12  8  62.  10  learners  (men's  and 
boys'  dungarees' 

C.irrol  Ann.  Inc  MunicljMil  Building.  Hast- 
ln^'.s  Pa  effective  11  21  61  to  11-20^62  10 
learners    (women's   dres.ses). 

L;iura  F';tshions,  Inc.  737  Main  Street 
Avoca.    Pa;    effective    11   24-61    to    II   23  6J. 

10  lear!»ers    (  women  s  dresses  >, 

Ltirch  Manufacturing  Co  .  West  Tex  ;  effec- 
tive 12  1  61  to  11  30-62;  10  learners 
Le.irners  may  not  be  employed  at  specKil 
ii'uumum  w.it;e  rates  in  the  p>r(Xluct.on  of 
separate  skirts   (women's  dresses). 

The  StrcHise-Baer  Co.  110  South  Para 
Street,  Baltimore  1.  Md  ;  effective  11-22  61 
to  11  21  62.  10  learners  (boys'  clothing- 
shirts     slacks,    etc  i 

The  following  learner  certificates  were 
issued  for  plant  expansion  purpose.'; 
The  effective  and  expiration  dates  and 
the  number  of  learners  authorized  are 
indicated. 

Carolina  Sleepwear  Corp.  Weldon.  NC; 
effective  11  21-61  to  5  20-62;  30  learners 
(ladles'   woven    nli^htwear). 

Carteret  Industries.  Inc.  Newport.  NC; 
effective    11   22  61     to    5  21-62;     10    learners 

I  mens    sjx)rt    shirts). 

Gould-Hayes.  Inc  .  Bethune.  S.C  ;  effective 

11  22  61  to  5  21  62;  20  learners  (Infanu' 
wear — crawlers,   dresses) 

Hlcks-Ponder    Co  ,    Yuma.    Ariz  ;    effective 

II  21  61  to  5-20-62;  20  learners  (men's  util- 
ity pants  and  casual  slacks). 

Maine  Dress  Co  .  Cornish,  Maine:  effective 
11  20  61  to  5  19  62.  10  learners  (women's 
dresses  i 

Monroe  Manufacturing  C<i  .  Gam.iliel.  Ky  : 
effective  11  22  61  to  5  21 -62;  60  learners 
(mens   cotton   pants). 

Hosiery  Industry  Learner  Reijulations 
(29  CFR  522.1  to  522.11.  as  amended,  and 
29  CFR  522  40  to  522.43.  as  amended' 

Burlington  Industries.  Inc.,  Scottsboro 
Hi>slery  Co,  Scottsboro.  Ala:  effective  11- 
22  61  to  5-21-62,  25  learners  for  plant  ex- 
pansion pur}xises  (seamless). 

Francis-Louise  Full  Fashion  Mills.  Inc 
West  Connelly  Street,  Valdese.  NC  :  effective 
11  28-61  to  11  27  62.  5  percent  of  the  total 
number  of  factory  production  workers  for 
normal  labor  turnover  purposes  (full-fash- 
ioned, seamless) . 

Nebel  Knittinn  Co  .  101  West  Woithington 
Avenue.  Charlotte  3.  NC;  effective  11  22-61 
to  U  21-62,  5  percent  of  the  total  number 
of  factory  production  workers  for  normal 
labor  turnover  purposes  (.seamless). 

Ragan  Knitting  Co.  Inc.  7  Cox  Avenue. 
ThomasvlUe.   NC.    effective    11-22  61   to  11- 

21  62.  5  percent  of  the  total  number  of 
factory  pnxluctlon  workers  for  normal  labor 
turnover  purpcxses   (seamless) 

Wigwam  Mills.  Inc  ,  Shct)oygan,  Wis  ;  ef- 
fective 12-5  61  to  12--i-62;  6  percent  of  the 
total  number  of  factory  production  workers 
for  normal  labor  turnover  purposes  (seam- 
less sllpperettes  > 

Knitted  Wear  Industry  Learner  Regu- 
lations (29  CFR  522  1  to  522.11,  as 
amended,  and  29  CFR  522.30  to  522.35, 
as  amended  • . 

The  B  VD  Co  Inc  .  901  North  Downing 
Street.  Plqua.  Ohio;  effective  11-22-61  to 
11  21-62;  5  percent  of  the  total  number  of 
factory  production  workers  for  normal  labor 
turnover  purposes  ( tee  shirts,  brevs) . 
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Cluett.  Peabody  and  Co..  Inc,  Eveleth, 
Minn;  effective  11-28-61  to  11-27-62;  5 
percent  of  the  total  number  of  factory  pro- 
duction workers  for  normal  labor  turnover 
inirimses  (men's  underwear) . 

Superior  Mills,  Division  of  B,V.D.  Co.,  Inc., 
(.-.iirboro.  NC  ;  effective  11-30-61  to  B-29-62; 

10  learners  for  plant  expansion  purposes 
I  iiiiderwear ) , 

.Superior  Mills.  Division  of  the  B.V.D.  Co.. 
Iiu      Carrboro.    NC  ;    effective    11-22-61    to 

11  21-62;  5  percent  of  the  total  number  of 
f;ntory  production  workers  for  normal  labor 
turnover  purpKascs  (underwear) . 

Regulations  Applicable  to  the  Employ- 
ment of  Learners  (29  CFR  522.1  to  522.11, 
as  amended) . 

B.irbee's  of  Hawaii.  1473  South  King 
Street.  Honolulu  14,  Hawaii;  effective  11- 
27  61  to  5-26-62;  2  learners  for  normal  labor 
turnover  purposes  in  the  occupations  of 
sewing  machine  operator  and  hand  sewer 
for  the  learning  periods  of  320  hours  each 
iit  the  rates  of  at  least  $1  00  an  hour  for  the 
first  160  hours  and  not  less  than  $1.05  an 
hour  for  the  remaining  160  hours  (ladi&' 
garments  and  beach  accessories ) . 

Mauston  Manufacturing  Co..  424  Ln  Crosse 
Street.  Mauston,  Wis.;  effective  11-22-61  to 
5-21-62;  70  learners  for  plant  expansion 
puri)oses  in  tlie  occupation  of  sewing  ma- 
chine operators  for  a  learning  period  of  320 
hours  at  the  rate  of  at  least  $1.00  an  hour 
(mattress  co\er.  shelter  half  tent,  insect 
bars,  etc  ) . 

The  followinR  learner  certificates  were 
issued  in  Puerto  Rico  to  the  companies 
hereinafter  named.  The  effective  and 
expiration  dates,  learner  rates,  occupa- 
tions, learning  p>eriods,  and  the  number 
or  proportion  of  learners  authorized  to 
be  employed,  are  as  indicated. 

Brunswick  Royal.  Inc.,  GM,  Ponce.  P.R,; 
effective  11-13-61  to  5-12-62;  68  learners  for 
plant  expansion  purposes  In  the  occupations 
of:  (1)  stitching  machine  operator  and  hand 
lacer,  for  a  learning  period  of  320  hours  each, 
at  the  rates  of  51  cents  an  hour  for  the  first 
160  hours  and  59  cents  an  hour  for  the  re- 
maining 160  hours;  (2)  leather  stamper, 
leather  regrader,  layer-off,  turner,  final  glove 
layer-off,  eyeletter.  and  final  inspection  for  a 
learning  period  of  160  hours  each  at  the  rate 
of  51  cents  an  hour  (biiseball  gloves  and 
mitti;) , 

C.iribe  Preci.slon  Balls.  Inc  .  Roosevelt, 
PR;  effective  11-15-61  to  11-14-62;  5 
learners  for  normal  labor  turnover  purposes 
In  the  occupations  of  grinders  and  inspec- 
tre.'i.ses.  each  for  a  learning  period  of  480 
hours  at  tlie  rates  of  87  cents  an  hour  for  the 
first  240  hours  and  91  01  an  hour  for  the  re- 
maining 240  hours  (miniature  precision 
balls). 

C.iribe  Precision  Balls,  Inc  .  Roosevelt, 
PR  :  effective  11  15  61  to  5-14-62;  5  learners 
for  plant  expansion  purposes  In  the  occupa- 
tions of  grinders  and  inspectresses  for  a 
learning  period  of  480  hours  each,  at  the 
r.ites  of  87  cents  an  hour  for  the  first  240 
h'Hirs  and  $1  01  an  hour  for  the  remaining 
24()  lii>urs  (miniature  i>recislon  balls) . 

Fstiuirc  Manufacturing  Corp.,  Humacao, 
PR;  effective  11-6  61  to  5-5-62;  13  learners 
for  normal  labor  turnover  purposes  In  the 
occupations  of  (1)  sewing  machine  oper- 
ators and  final  pressers  for  a  learning  period 
of  480  hours  each,  at  the  rates  of  65  cents 
an  hour  for  the  first  240  hours  and  76  cents 
an  hour  for  the  remaining  240  hours;  and 
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(2)  final  Inspection  of  fully  assembled  gar- 
ments for  a  learning  period  of  160  hours  at 
the  rate  of  65  cents  an  hour  (men's  and  boys' 
pajamas). 

Esquire  Manufactiu*lng  Corp.,  Humacao. 
P.R.;  effective  11-6-61  to  &-5-62;  62  learners 
for  plant  expansion  purposes  in  the  occupa- 
tions of:  (1)  sewing  machine  operators  and 
final  pressers  for  a  learning  period  of  480 
hours  each,  at  the  rate  of  65  cents  an  hour 
for  the  first  240  hours  and  76  cents  an  hour 
for  the  remaining  240  hours;  (2)  final  in- 
spection of  fully  assembled  garments  for  a 
learning  period  of  160  hours  at  the  rate  of 
65  cents  an  hour  (men's  and  boys'  pajamas) . 

Flnrico,  Inc.,  Cayey,  P.R.;  effective  11-16- 
61  to  11-15-62;  10  learners  for  normal  labor 
turnover  purposes  in  the  occupations  of 
machine  stitching  and  pressing  for  a  learn- 
ing period  of  320  hours  each,  at  the  rate  of 
78  cents  an  hour  for  the  first  160  hours  and 
92  cents  an  hour  for  the  remaining  160  hours 
(sweaters) . 

Jurala  Diamond  Setting  Co.,  242  Franklin 
D.  Roosevelt  Avenue,  Hato  Rey,  P.R,;  effec- 
tive 11-3-61  to  5-2-62;  10  learners  for  plant 
expansion  purposes  in  the  occupation  of 
mounting  of  diamonds  for  a  learning  period 
of  320  hours  at  the  rate  of  87  cents  an  hour 
for  the  first  160  hours  and  $1.01  an  hour 
for  the  remaining  160  hours.  (Jewelry). 

Sigo  Corp.,  Barriada  Luberas,  Yauco,  P.R,; 
effective  11-16-61  to  5-15-62;  10  learners 
for  plant  expansion  piirposes  in  the  occupa- 
tions of:  (1)  knitting  machine  operators  for 
a  learning  period  of  480  hotu-s  at  the  rate  of 
78  cents  an  hour  for  the  first  240  hours  and- 
91  cents  an  hotir  for  the  remaining  240  hours; 
(2)  loopers  for  a  learning  period  of  360  hours 
at  the  rate  of  78  cents  an  hour  for  the  first 
180  hours  and  91  cents  an  hour  for  the  re- 
maining 180  hours;  and  (3)  seamers  and  top- 
pers for  a  learning  period  of  160  hours  each, 
at  the  rate  of  78  cents  an  hour  (sweaters  and 
shirts) . 

Tobacco  Products  Manufacturing  Corp,,  of 
P.R.,  Caguas,  P.R.;  effective  10-23-61  to  10- 
22-62;  19  learners  for  normal  labor  turnover 
purposes  in  the  occupation  of  sorters  for  a 
learning  period  of  240  hours  at  the  rate 
of  63  cents  an  hour  (processing  of  shade 
wrapper  tobacco) . 

Each  learner  certificate  has  been  is- 
sued upon  the  representations  of  the  em- 
ployer which,  among  other  things,  were 
that  employment  of  learners  at  sub- 
minimum  rates  Is  necessary  in  order 
to  prevent  curtailment  of  opportunities 
for  employment,  and  that  experienced 
workers  for  the  learner  occupations  are 
not  available.  The  certificate  may  be 
annulled  or  withdrawn,  as  indicated 
therein,  in  the  manner  provided  in  Part 
528  of  Title  29  of  the  Code  of  Federal 
Regulations.  Any  person  aggrieved  by 
the  issuance  of  any  of  these  certificates 
may  seek  a  review  or  reconsideration 
thereof  within  fifteen  days  after  publica- 
tion of  this  notice  in  the  Federal  Regis- 
ter pursuant  to  the  provisions  of  29 
CFR  522.9. 

Signed  at  Washington,  DC.  this  28th 
day  of  December  1961. 

ROBCRT  O.   GRONEWALD, 

Authorized  Representative 
of  the  Administrator. 
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SMALL  BUSINESS  ADMINISTRA- 
TION 

(Delegation    of    Authority    No.    30-VIII-ia 
(Rev.  2;  Amdt.  2)  ] 

BRANCH  MANAGER,  FARGO, 
NORTH  DAKOTA 

Delegation  Relating  to  Financial  As- 
sistance, Procurement  and  Technical 
Assistance,  Investment  Program, 
and  Administration 

Delegation  of  Authority  No.  30-VIII- 
12  (Revision  2),  as  amended  (25  F.R. 
6908  and  10301)  is  hereby  amended  by: 

1.  Adding  subsection  I.  E.  as  follows: 

E.  Investment  program.  1.  To  coun- 
sel and  advise  (but  not  to  process)  in 
the  preparation  of  applications  for  the 
establishment  of  section  502  loans. 

2.  To  do  and  to  perform  all  and  every 
act  and  thing  requisite,  necessary  and 
proper  to  be  done  for  the  purpose  of 
effecting  the  servicing  and  administra- 
tion of  section  502  loans,  except  those 
classified  as  problem  loans  or  loans  in 
liquidation. 

2.  Adding  subsection  I.  F.  as  follows: 

P.  Eligibility.  1.  To  make  original  de- 
terminations and  determinations  upon 
reconsideration  thereof  as  to  which  con- 
cerns are  small  businesses  within  the 
meaning  of  the  Small  Business  Size 
Standai-ds  Regulation,  as  amended,  ex- 
cept you  are  not  authorized  to  make 
determinations  in  those  cases  which  in- 
volve questions  of  dominance,  questions 
relating  to  cooperatives  and  questions 
involving  franchise,  license  or  other 
contractual  agreements,  unless  other- 
wise authorized. 

2.  To  determine  the  eligibihty  of  ap- 
plicants for  assistance  under  any  pro- 
gram of  the  Agency  in  accordance  with 
Small  Business  Administration  stand- 
ards and  policies. 

3.  Deleting  Section  II  in  its  entirety 
and  substituting  the  following  in  lieu 
thereof : 

n.  The  specific  authorities  delegated 
in  subsection  I.  A.,  I.  B.,  I.  C,  and  I.  F. 
may  not  be  redelegated. 

Effective  date:  December  1,  1961. 

^  Robert  C.  Alm, 

Regional  Director, 
Mi?ineapolis  Regional  Office. 

[FR.     Doc.     62-51;     Piled,     Jan.     3,     1962; 
8:45  a.m.] 


[FJt.     Doc. 


62-49;     Filed. 
8:46  ajn.] 


Jan.    3,     1962; 


[Delegation     of    Authority    No.    30-VIII-15 
(Amdt.  1)  I 

BRANCH  MANAGER,  SIOUX  FALLS, 
SOUTH   DAKOTA 

Delegation  Relating  to  Financial  As- 
sistance, Procurement  and  Technical 
Assistance,  Investment  Program, 
and  Administration 

Delegation  of  Authority  No.  30-Vin-15 
(25  P.R.  10302)  is  hereby  amended  by: 


NOTICES 


1.  Adding  subsection  I  A.  8  as  follows 
8    To  disburse  approved  loans. 
2    Adding  subsection  I.  E.  as  follcAs 
E.  Investment  program.    1.  To  counsel 
and  advise  ibut  not  to  process  i    m  the 
preparation  of  applications  for  the  estab- 
lishment of  section  502  loans. 

2  To  do  and  to  perform  all  and  every 
act  and  thing  requisite,  necessary  and 
proper  to  be  done  for  the  purpose  of 
effecting  the  servicing  and  administra- 
tion of  section  502  loans,  except  those 
classified  as  problem  loans  or  loans  in 
liquidation. 

3.  Adding  subsection  I.  F  as  follows: 
P.  Eligibility.  1.  To  make  original  de- 
terminations and  determinations  upon 
reconsideration  thereof  as  to  which  con- 
cerns are  small  businesses  within  the 
meaning  of  the  Small  Business  Size 
Standards  Regulation,  as  amended,  ex- 
cept you  are  not  authorized  to  make 
determinations  in  those  cases  which  in- 
volve questions  of  dominance,  questions 
relating  to  cooperatives  and  questions  in- 
volving franchise,  license  or  other  con- 
tractual agreements,  unless  otherwise 
authorized. 

2.  To  determine  the  eligibility  of  ap- 
plicants for  assistance  under  any  pro- 
gram of  the  Agency  in  accordance  with 
Small  Business  Administration  stand- 
ards and  policies. 

4.  Deleting  Section  II  in  its  entirety 
and  substituting  the  following  in  lieu 
thereof : 


II  The  specific  authorities  delegated 
in  subsections  I.  A.  1  through  7.  I.  B  , 
I   C  .  and  I  F  may  not  bo  redelegated 

Effective  date    December  1.  1961 

Robert  C  Alm. 
Regional  Director. 
Minneapolis  Reqional  Office. 
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SECURITIES  AND  EXCHANGE 
COMMISSION 

1  FUe   No     1    Ifjl.S' 

TEXAS  AND   PACIFIC   RAILWAY   CO. 

Notice  of  Application  To  Strike  From 
Listing  and  Registration  ancJ  of 
Opportunity    for    Hearing 

December  28.  1961 
In  the  matter  of  the  Texas  and  Pacific 
Railway  Company.  Common  Stock  File 
No  1-1615. 

New  York  Stock  Exchange  ha.s  filed 
an  apphcation  with  the  Securities  and 
Exchan.i,'e  Commission  pursuant  to  sec- 
tion 12<d»  of  the  Securities  Exchange 
Act  of  1934  and  Rule  12d2-l(bi  promul- 
gated thereunder,  to  strike  the  specified 
security  from  listing  and  registration 
thereon. 

The  reasons  alleged  in  the  application 
for  striking  this  security  from  listing  and 


registration  include  the  following:  The 
stock  is  no  longer  suitable  for  listing  on 
the  Exchange  by  reason  of  its  limited 
distribution.  Shares  exclusive  of  con- 
centrated holdings  are  only  79,427, 

Upon  receipt  of  a  request,  on  or  before 
January  12.  1962,  from  any  interested 
person  for  a  hearing  in  regard  to  terms 
to  be  imposed  upon  the  delisting  of  this 
security,  the  Commis^sion  will  determine 
whether  to  set  the  matter  down  for 
hearing  Such  request  should  state 
briefly  the  nature  of  the  interest  of  the 
person  requesting  the  hearing  and  the 
position  he  proposes  to  take  at  the  hear- 
ing with  respect  to  imposition  of  terms 
In  addition,  any  interested  person  may 
submit  his  views  or  any  additional  facts 
bearing  on  this  application  by  means  of 
a  letter  addressed  to  the  Secretary  of 
the  Securities  and  Exchange  Commis- 
sion. Washington  25,  DC.  If  no  one 
requests  a  hearing  on  this  matter,  this 
application  will  be  determined  by  order 
of  the  Commission  on  the  basis  of  the 
facts  stated  in  the  application  and  other 
information  contained  in  the  official  files 
of  the  Commission  pertaining  to  the 
matter. 


By  the  Commission 

•  SE.AI.  I 


ORV.fL  L  DuBois, 

Secretary. 


F  H       !>"■       6 J   50;      Filed. 

8  45   a  ni  | 


J.in       3. 
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Agricultural  Marketing  Service 

Notices:  I 

Organization,  functions,  and  dele- 
eations  of  authority ;  correction.      125 

Proposed  Rctle  Making: 

Irish  potatoes  grown  in  Maine; 
decision  regarding  proposed 
amendments  to  marketing 
agreement  and  order  and  refer- 
endum order 111 

Onions  grown  in  South  Texas; 
recommended  decision  and  op- 
portunity to  file  written  ex- 
ceptions regarding  proposed 
amendments  to  marketing 
agreement  and  order 108 

Rules  and  Regulations: 

Carrots,  frozen;  U.S.  standards 
for  grades 74 

Grapefruit  grown  in  Indian  River 
district  in  Florida  (2  docu- 
ments)    87, 92 

Pears  grown  in  Oregon,  Wash- 
ington, and  California;  han- 
dling limitations 92 

Shipment  limitations: 
Oranges  and   grapefruit  grown 
in  Lower  Rio  Grande  Valley 

in   Texas 86 

Oranges,  grapefruit,  tangerines, 
and  t  angelos  grown  in  Florida.        85 

Agricultural  Stabilization  and 
Conservation  Service 

Proposed  Rule  Making: 

Milk  in  certain  marketing  areas 
in  Indiana;  hearings  on  pro- 
PKjsed  amendments  to  tenta- 
tive agreements  and  orders: 

Fort    Wayne 121 

Indianapolis 122 

Shade-grown  cigar-leaf  tobacco 
grown  in  designated  production 
area  of  Florida  and  Georgia; 
hearing  regarding  pro(>osed 
amendment  to  marketing  agree- 
ment and  order;  correction 121 

Rules  and  Regulations: 

Milk  in  Connecticut  marketing 
area;  order  amending  order 93 

Wheat.  1962-63  marketing  year; 
determination  of  county  normal 
yields 76 


Contents 


Agriculture  Department 

See  Commodity  Credit  Corpora- 
tion; Agricultural  Marketing 
Service;  Agricultural  Stabiliza- 
tion and  Conservation  Service. 

Alien  Property  Office 

NOTICKS: 

Hardenberg,  Lambertus,  and  Es- 
tate of  Paifl  Nothmann;  inten- 
tion to  return  vested  property.  _ 

Attomey'Generors  Office 

Rules  and  Rigulations: 

Board  of  Immigration  Appeals; 
powers,  and  reopening  or  recon- 
sideration of  cases 

CivH  Aeronautics  Board 

Notices: 

Seattle-Fairbanks  fare  investiga- 
tion; hearing 


96 


125 


Civil  Service  Commission 

Rules  and  Regulations  : 

Exceptions  from  competitive  service : 

Commerce  Department 96 

Maritime  Administration 96 

Commerce  Department 

See  National  Bureau  of  Standards. 

Commodity  Credit  Corporation 

Rules  and  Regulations  : 
Loan    and    purchase    agreement 
programs.  1961  crops;  support 
rates: 

Flaxseed 96 

•Wheat 96 


Customs  Bureau 

Rules  and  Regulations  : 

Invoices  and  entry;  manufactures 
of  cotton  and  stainless  steel 
table  flatware 


Federal  Aviation  Agency 

Notices: 

Standard  Instrument  Departxires; 
revision  of  plan 


Rules  and  Regulations  : 

Airborne  weather  radar  equip- 
ment requirements  for  airplanes 
carrying  passengers;  special 
civil  air  regulation 97 

Airworthiness  directive;  Piper  J3 

Series  and  PA-11  aircraft 98 

Federal  airway  intersections;  al- 
teration         98 

Federal  airways  and  associated 
control    areas;    alteration   and 

125  revocation 98 

Jet  routes;  alteration 99 

Federal  Communications 
Commission 

Notices: 
Hearings,  etc.: 
Crosby     County     Broadcasting 

Co 126 

Flower    City    Television    Corp. 

et  al 127 

Grand  Broadcasting  Co.  et  al__       128 
Jefferson    Radio    Co.    (WIXI) 

and  Voice  of  the  Mid  South.       126 
La  Fiesta  Broadcasting  Co.  and 

M  i  d  -  C  i  t  i  e  s  Broadcasting 

Corp 126 

Rules  and  Regulations  : 
Public  safety  radio  services;  defi- 
nition of  terms 103 

Federal  Housing  Administration 

Rules  and  Regulations  : 

Miscellaneous  amendments 101 

Federal  Maritime  Commission 

Notices  : 
Hearings,  etc. : 
Atlantic/Gulf  Puerto  Rico  trade : 
Increased  rates  on  sugar,  re- 
fined or  tiirbinated,  in  bags.      130 
Rates  and  practices;  investi- 
gation         130 

Hawaiian  rates;  second  general 

increase,  1961 131 

Pacific  Coast  terminals;  free 
time  and  collection  of  wharf 
demurrage  and  storage 
charges 131 

126  (Continued  on  next  page) 
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Federal  Power  Commission 

Noncxs: 

Hearings,  etc.: 

Atlantic  Seaboard  COrp 132 

Hassle  Hunt  Trust  et  al 132 

SheU  OU  Co.  et  al 133 

Southern  CalUomla  Edison  Co.       134 
Texas  Eastern  Transmission 

Corp.  et  al 134 

Federal  Trade  Commission 

RTTLKS  and  RXCnLATIONS : 

Prohibited  trade  practices: 

General  Poods  Corp.  et  al 100 

Sunshine  Blsciilts,  Inc 100 

Yakima  Pruit  ii  Cold  Storage 

Co 99 

Fish  and  Wildlife  Service 

Propossd  Rulk  Making  : 
Flounder,  frozen  and  sole  fillets; 
US.  standards  for  grades 107 

RXTtKS  AND  RlCULATIOHS: 

Areas  closed  to  hunting;  certain 
lands  and  waters  within  and 
adjacent  to  Back  Bay  National 
WUdllfe  Refuge.  Virginia 104 

Food  and  Drug  Administration 

Rules  and  RzcuLATioifs : 
Pesticide  chemicals  In  or  on  raw 
agricultural  commodities ;  toler- 
ances for  residues 101 

Foreign-Trade  Zones  Board 

Notices: 

Foreign-Trade  Zone  No.  5,  Seattle. 
Wash.;  extension  of  time  for 
permanent   relocation 125 

Health,  Education,  and  Welfare 
Department 

See  Food  and  Drug  Administra- 
tion. 

Housing  and  Home  Finance 
Agency 

See  Federal  Housing  Administra- 
tion. 
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Interior  Department 

See  aUo  Pish  and  Wildlife  Service; 
Indian  Affairs  Bureau;  Land 
Management  Bureau 

Notices: 

Committee  management;  Ameri- 
can Fisheries  Advisory  Com- 
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Interstate  Commerce  Commission 
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Fourth  section  applications  for 
relief 140 

Justice  Department 

See  Alien  Property  OfDce;  Attor- 
ney General's  Office. 
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Rttles  and  Regulations  : 
Child  labor;  occupations  particu- 
larly hazardous  or  detrimental; 
roofing  operations 102 


Land  Management  Bureau 
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Wyoming;  proposed  withdrawals 
and  reservations  of  lands  (2 
documents) 137,138 

Rules  and  Regulations: 
Public  land  orders: 
Idaho  and  Utah;  withdrawal  of 
lands  for  use  of  Forest  Serv- 
ice as  recreation   areas,  and 
administrative  sites,  and  for 

roadside  zone  addition 103 

Utah;   withdrawal  of  lands  for 

use  of  Air  Force  Department.       103 
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for: 
Forest      Service       recreation 

area 103 
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National  Bureau  of  Standards 

Rules  and  Regulations: 

Metrology;  radiology;  fees 99 


Securities  and  Exchange 
Commission 

Notices: 

Black  Bear  Industries.  Inc  ;  order 
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State  Department 

Notices: 
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Tariff  Commission 

Notices: 
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Treosur/  Department 

See    Customs    Bureau;    Internal 
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Codification  Guide 

The  following  numerical  guide  is  a  list  oi  the  parts  of  each  title  of  the  Code  of  Federal  Regxilations  affected  by 
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Containing  Public  Messages, 
Speeches  and  Statements, 
Verbatim  News  Conferences 
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The  regulatory  material  appearing  herein  Is  keyed  to  the  Codb  or  FIdxral  Rbgttlations,  which  is  published,  under  50  titles,  pur- 
suant to  section  il  of  the  Federal  Register  Act.  M  amended  August  6,  1963.  The  Code  or  Fedisal  Regulations  is  sold  by  the  Superin- 
tendent of  Documents.    Prices  of  books  and  pocket  supplements  vary. 

There  are  no  restrictions  on  the  repubUcation  of  material  appearing  in  the  Federal  Register,  or  the  Code  or  Federal  Reoulattoms. 


Rules  and  Regulations 


Title  7— AGRICULTURE 

Chapter  I — Agricultural  Marketing 
Service  (Standards,  Inspections, 
Marketing  Practices),  Department  of 
Agriculture 

PART  52— PROCESSED  FRUITS  AND 
VEGETABLES,  PROCESSED  PROD- 
UCTS THEREOF,  AND  CERTAIN 
OTHER  PROCESSED  FOOD  PROD- 
UCTS 

Subpart — United  States  Standards  for 
Grades  of  Frozen   Carrots  ' 

On  September  23.  1960.  a  notice  of 
proposed  rule  making  was  published  in 
the  Federal  Rkcistxk  (25  F.R.  9148 >  re- 
garding a  proposed  Issuance  of  the 
United  States  Standards  for  Grades  of 
Frozen  Carrots.  Such  standards  will 
supplant  the  United  States  Standards 
for  Grades  of  Frozen  Diced  Carrots  <7 
CFR  52.701-52.711). 

After  consideration  of  all  relevant 
matters  presented,  including  the  proposal 
set  forth  in  the  aforesaid  notice,  the  fol- 
lowing United  States  Standards  for 
Grades  of  FYozen  Carrots  are  hereby 
promulgated  pxirsuant  to  the  authority 
contained  in  the  Agricultural  Marketing 
Act  of  1946  (sees.  202-208.  60  Stat.  1087, 
as  amended;  7  U.S.C.  1621-1627>. 

Product  Dcsckiftion.  Sttlks.  Grades 

52.701  Product  description. 

52.702  Styles  of  frozen  carrots 
52  703     Grades  of  frozen  carrots 

PACroia  or  QuALrrr 

52  704     Ascertaining   the  grade  of   a  sample 

unit. 
52  705     Ascertaining  the  rating  for  the  {ac- 

tors  which  are  scored. 

52.706  Color. 

53.707  Uniformity  of  size  and  shape. 

52.708  Absence  of  defects. 

52.709  Texture. 

Lot  iNSPicnoN  and  CmnncATioN 
52  710     Ascertaining  the  grade  of  a  lot 

SCOKK  8HZKT 

52  71 1     Score  sheet  for  frosen  carrots. 

Authobitt:  1162.701  to  52.711  issued 
under  sees.  203-208,  80  Stat.  1087,  as  amend- 
ed; 7DS.C.  1821-1627. 

Product  Description.  Styles,  and 
Grades 

1^  .>2.7U1      Product  df'scriplion. 

Frozen  carrots  are  the  clean  and  sound 
product  prepared  from  the  fresh  root  of 
the  carrot  plant  (Daucus  carota)  by 
washing,  sorting,  peeling,  trimming,  and 
blanching,  and  are  frozen  in  accordance 
with    good    commercial    practice    and 


'  Compliance  with  the  provlslona  of  these 
standards  shall  not  excuse  failure  to  comply 
with  the  proTlalons  of  the  Federal  Food. 
i:>rug.  and  Ooemetlc  Act  or  with  applicable 
State  laws  and  regulations. 
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maintained    at   temperatures   necessary 
for  the  preservation  of  the  product. 

vj  .»2.702      Styles  of  froarn  carrots 

'a'  Whole"  or  "whole  carrots"  mean.s 
carrots  that  retain  the  approximate  con- 
formation of  a  whole  carrot. 

ib>  Halves"  or  "halved"  means  car- 
rots cut  longitudinally  into  two  units. 

10"  Quarters"  or  "quartered"  means 
carrots  cut  longitudinally  into  four  ap- 
proximately equal  units.  Carrots  cut 
longitudinally  or  cut  longitudinally  and 
crosswise  into  six  or  eight  units  approxi- 
mating the  size  and  appearance  of  quar- 
tered carrots  are  also  permitted  m  this 
.style 

<di  Slices"  or  "sliced"  means  carrots 
sliced  transversely  to  the  longitudinal 
axKs 

ie»  Diced  ■  means  carrots  consisting 
of  approximate  cube-shaped  units. 

I  f  I  "Double-diced"  means  carrots 
that  consist  of  approximate  rectangular 
shapes  which  resemble  the  equivalent  of 
two  cube-shaped  units. 

<g)  Strips"  means  carrots  that  con- 
sist of  longitudinally-cut  strips  and  in- 
cludes such  forms  as  French  style  <or 
shoestnng) . 

ih»  "Chips'  means  carrots  that  con- 
sist of  predominantly  small-sized  units 
I  such  as  less  than  one-half  cube)  and 
variously  .shaped  pieces  or  slivers  in 
which  the  longest-edge  dimension  ap- 
proximates not  more  than  one-half  inch. 

<i)  "Cut"  means  carrots  consisting  of 
cut  units  which  do  not  conform  to  any 
of  the  foregoing  styles. 

S^  .^2.70.3      (>rade)i  of  f  r«»2en  rarrol*. 

'a»  U.S.  Grade  A"  (or  'U.S.  Fancy"* 
is  the  quality  of  frozen  carrots  of  any 
style  other  than  chips  that  possess  simi- 
lar varietal  characterictics;  that  possess 
a  normal  flavor  and  odor;  that  possess 
a  good  color;  that  are  practically  uni- 
form in  size  and  shape  for  the  applicable 
style;  that  are  practically  free  from  de- 
fects; that  are  tender;  and  that  score  not 
less  than  90  points  wnen  scored  in  ac- 
cordance with  the  scoring  system  out- 
lined in  this  subpart. 

(bi  "U.S.  Grade  B"  (or  'U.S.  Extra 
Standard")  is  the  quality  of  frozen  car- 
rots of  any  style  that  possess  similar 
varietal  characteristics;  that  possess  a 
normal  flavor  and  odor;  that  possess  a 
reasonably  good  color;  that  are  reason- 
ably uniform  in  size  and  shape  for  the 
applicable  style;  that  are  reasonably  free 
from  defects ;  that  are  reasonably  tender; 
and  that  score  not  less  than  80  points 
when  scored  in  accordance  with  the  scor- 
ing system  outlined  in  this  subpart. 

(c)  "Substandard"  is  the  quality  of 
frozen  carrots  that  fall  to  meet  the 
requirements  of  U.S.  Grade  B. 

Factors  or  QcAirrY 

§  52.7UI      Aitorrlaining    the    grade    of    ■ 
sample  unit. 

<a>  General.  In  addition  to  consider- 
ing other  requirements  outlined  in  the 


standards,  the  following  quality  factors 
are  evaluated  in  ascertaining  the  grade 
of  the  product. 

( 1 )  Factors  not  rated  by  score  points. 
'  1  •   Varietal  characteristics. 

(ii>   Flavor  and  odor. 

(2'  Factors  rated  by  score  points. 
The  relative  importance  of  each  factor 
which  is  scored  is  expressed  numerically 
on  the  scale  of  100.  The  maximum  num- 
ber of  points  that  may  be  given  each 
such  factor  is: 

Factors  Points 

Color.      -    20 

Uiilformlty  of  size  and  shape 20 

Absence    of    defects 30 

Texture      .  30 

Total  .score --   100 

'b'  Evaluation  of  quality.  The  score 
for  the  factors  of  color,  uniformity  of 
size  and  shape,  and  absence  of  defects 
in  frozen  carrots  is  determined  imme- 
diately after  thawing  to  the  extent  that 
the  product  is  substantially  free  from  Ice 
crystals  and  can  be  handled  as  individual 
units.  A  representative  sample  of  the 
product  is  cooked  to  determine  texture 
and  flavor  and  odor. 

ic»  Definition  of  normal  flavor  and 
odor.  "Normal  flavor  and  odor"  means 
a  good  characteristic  flavor  and  odor  of 
properly  prepared  frozen  carrots  that 
are  free  from  objectionable  flavors  and 
objectionable  odors  of  any  kind,  as  eval- 
uated after  thawing  and  after  cooking 

ij  .'>2.703      .l.Horrlaining  the  rating  for  the 
factors   Hhi«-h    are   scored. 

The  essential  variations  within  each 
factor  which  is  scored  are  so  described 
that  the  value  may  be  ascertained  for 
each  factor  and  expressed  numerically 
The  numerical  range  within  each  factor 
which  Is  scored  Is  Inclusive  (for  example, 
'18  to  20  points"  means  18.  19.  or  20 
points » . 

§  .>2.7(K.      r^h>r. 

<a)  General.  The  evaluation  of  color 
shall  be  determined  on  the  thawed 
product.  The  color  is  based  upon  the 
uniformity  and  the  brightness  of  the 
typical  exterior  yellow  to  orange-yellow 
color  of  the  units.  The  presence  of 
green,  white,  or  orange-brown  units  are 
scored  under  this  factor  when  the  over- 
all color  is  affected. 

(b)  *  A)  classification.  Frozen  carrots 
that  possess  a  good  color  may  be  given 
a  score  of  18  to  20  points.  "Good  color" 
means  that  the  frozen  carrots  possess  an 
orange-yellow  color  that  is  bright  and 
typical  of  frozen  carrots  and  that  the 
presence  of  green,  white,  or  orange- 
brown  units  does  not  more  than  slightly 
affect  the  appearance  or  eating  quality 
of  the  product. 

(c)  (B)  classification.  If  the  frozen 
carrots  possess  a  reasonably  good  color, 
a  score  of  16  or  17  points  may  be  given. 
Frozen  carrots  that  fall  into  this  classi- 
fication shall  not  be  graded  above  U.S. 
Orade  B,  regardless  of  the  total  score 
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for  the  product  (this  is  a  limiting  rule). 
Reasonably  good  color"  means  that  the 
frozen  carrots  possess  a  typiciJ  color  of 
frozen  carrots  and  such  color  may  be 
slightly  dull  but  not  off  color  and  that 
the  presence  of  green,  white,  or  orange- 
brown  units  does  not  materially  affect 
the  appearance  or  eating  quality  of  the 
product. 

(d)  (SStd)  classification.  Frozen 
carrots  that  fail  to  meet  the  require- 
ments of  paragraph  (c)  of  this  section 
may  be  given  a  score  of  0  ^  15  points 
and  shall  not  be  graded  above  Sub- 
standard, regardless  of  the  total  score 
for  the  product  (this  is  a  limiting  rule) . 

§  52.707      Uniformity  of  size  and  shape. 

(a)  Ascertaining  dimensions.  Size 
dimensions  of  the  various  units  are 
measured  as  follows: 

(1)  Diameter  of  whole  carrots.  The 
diameter  of  a  whole  carrot  is  the  shortest 
diameter  at  the  greatest  circumference 
measured  at  right  angles  to  the  longi- 
tudinal axis  of  the  carrot. 

(2)  Width  of  halved  carrots.  The 
width  of  a  half  Is  the  widest  cut  surface 
measured  at  right  angles  to  the  length. 

(3)  Width  of  Quartered  carrots.  The 
width  of  a  quarter  is  the  widest  cut  sur- 
face measured  at  right  angles  to  the 
length. 

(4)  Diameter  and  thickness  of  sliced 
carrots.  The  diameter  of  a  slice  is  the 
shortest  diameter  of  the  larger  of  the 
two  cut  surfaces  of  the  slice.  The  thick- 
ness of  a  slice  Is  measured  at  its  thickest 
portion. 

(5)  Size  of  diced  carrots.  The  size  of 
a  dice  is  the  length  of  the  edge  (other 
than  rounded  outer  edges)  which  Is  most 
representative  of  the  cube's  size. 

(b)  Definitions  of  shapes  and  sizes. 
( 1 1  "Other  shapes  and  sizes"  with  re- 
spect to  all  styles  include,  but  are  not 
limited  to.  noticeably  large  units  much 
in  excess  of  normal  size  units  for  the 
style  and  large,  irregularly-shaped  units 
not  normal  for  the  style;  and  with  re- 
spect to  diced  and  double-diced  styles 
include  units  of  irregular  shapes  which 
are  noticeably  smaller  than  the  equiva- 
lent of  one-half  the  volume  of  an  aver- 
age size  cube  or  double-diced  cube,  as 
the  case  may  be. 

(2)  "Very  small  pieces"  with  respect 
to  diced  style  means  pieces  smaller,  than 
the  equivalent  of  one-fourth  the  volume 
of  an  average  size  cube,  and  with  re- 
spect to  double-diced  style  means  pieces 
smaller  than  the  equivalent  of  one- 
fourth  the  volume  of  an  average  size 
double-diced  unit. 

(c)  (i4)  classification.  Frozen  carrots 
of  styles  other  than  "chips"  that  are 
practically  uniform  in  size  and  shape 
may  be  given  a  score  of  18  to  20  points. 

Practically  uniform  in  size  and  shape" 
means  that: 

(1)  The  carrots  comply  with  the 
measurement,  shape,  and  uniformity  re- 
quirements for  (A)  classification  in 
Table  I  of  this  subi^art ;  and,  in  addition 

(2)  The  over -all  appearance  of  the 
product  for  the  applicable  style  is  not 
materially  affected  by  sizes  and  shapes 
other  than  that  of  normal-shaped  units 
which  may  vary  moderately  In  shape. 

(d)  (B)  classification.  If  the  frozen 
carrots  of  any  style  are  reasonably  uni- 
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form  In  size  and  shape,  a  score  of  16  or 
17  points  may  be  given.  Frozen  carrots 
that  fall  into  this  classification  shall  not 
be  graded  above  U.S.  Orade  B,  regardless 
of  the  total  score  for  the  product  (this 
is  a  limiting  rule).  "Reasonably  uni- 
form in  size  and  shape"  means  that: 

(1)  The  carrots  comply  with  the 
measurement,  shape,  and  uniformity  re- 
quirements for  (B)  classification  in 
Table  I  of  this  subpart;  and,  in  addition 
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(2)  The  overall  appearance  of  the 
product  for  the  applicable  style  is  not 
seriously  affected  by  sizes  and  shapes 
other  than  that  of  normal-shaped  units 
which  may  vary  considerably  in  shape. 

(e)  (.SStd)  classiflx:ation.  Frozen 
carrots  that  fail  to  meet  the  require- 
ments of  paragraph  (d)  of  this  section 
may  be  given  a  score  of  0  to  15  points 
and  shall  not  be  graded  above  Sub- 
standard, regardless  of  the  total  score 
for  the  product  (this  is  a  limiting  rule). 


T.iWLE  I-rMFORMlTY  OK 

Siz^.wD  Shape  Rkqi'irements  for  Frozen  Carrots 

(A) 
Clik-isiticalioii 

(BJ 
Classification 

.styles 

Mei»surenient  and/or          I'lii/ormity  in  Wj^r. 

-Vlca.surcTiient  and/or 

Tniformily    in   QC'. 

s)iai)<>  of  individual  units    by  (ouiit,  of  units  that 

sliaiH'  individual  units 

by  count,  of  units  that 

arc  most  uniform 

are  most  uniform 

Whole 

IH-lnch   maximum  di- 

Unit with  largest  di- 

2,'.i-inch maximum 

Unit  with   largest   di- 

ameter. 

ameter,  or  width. 

diameter. 

ameter,  or  width,  is 

Halved 

IH-inch    maximum 

does  not  exceed  unit 

l^-inch  maximum 

not  more  than  twiit; 

width. 

with  smallest  diam- 

width. 

that  of  luit  witti 

Quartered 

IVi-lnch    maximum 

eter,  or  width,  by 

1^-inch  maximum 

smallest  diameter,  or 

width. 

more  than  50%. 

width. 

width. 

2-inch     uiaximuiii     di- 

I'uit with  largest  di- 

2H-Inch maximum 

No  limits  as  to  uni- 

ameter.                         1 

1 

ameter  Is  not  more 
than   twice  that  of 
unit  with  smallest 

diameter. 

formity  between 
largest  and  smallest 
diameters 

SUced - 

diameter 

• 

but 
variations   in    diam- 

i 

and 

Approximati-    ^4-inch 

uniformity  of  thlck- 

Approximate  Ji-inch 

eters  and  thickncs.-; 

maximum  tliioknow. 

nesvs  does  not  vary 

maximum  thick- 

do not  seriously  af- 

markedly. 

ness. 

fect  over-all  appear- 
ance. 

Diced 

ApproximHte          cuhe- 

lO^;;,  by  weight,  max- 

Approximate  cube- 

20%,  by  weight,  max- 

shapes, Ju  iiicli  or  less         imum  may  be  otlier 

shapes,  M  inch  or 

imum  may  be  other 

in  size. 

slmpes  and  sites.' 
I?" ,  by  weight,  max- 

le^ in  size. 

shapes  and  siies.' 
25%,  by  weight,  max- 

Double-dieed. 

Approximate      double- 

Approximate  double- 

cube  shaiM-.s,  1  inch  or 

imum  may  be  other 

cube  shapes  of 

imum  may  be  other 

less  long;   !4  inch  or 

shapes  and  sizes.' 

varying  sizes  and 

shapes  and  sites.* 

less    in    cross-section 

shapes. 

diauieter. 

Strins. 

Approiimate  frouch-cut 

12^v,  by  weight,  max- 

Approximate french- 

25%,  by  weight,  max- 

shapes, 54  inch  or  more 

imum  may  be  less 

cut  shapes  of  vary- 

imum may  be  less 

lonp. 

than  H  inch  long. 

ing  sizes  and  shapes. 

than  H  inch  long. 

Cuts 

I'^nits  may  vary  considerably  in  siie  and  shape 

Vnits  may  vary  considerably  in  siie  and  shajie 

provided  over-all  appe;iraiice  is  not  materially 

provided  over-all  appearance  is  not  seriously 

affectol. 

affected. 

riiiiK; 

ll.imited  In  (ir.Mli- H  or  lower]     .   . 

I'nits  are  small  (such 

as  less  than   li  cube), 

individually  reAwnably  uniform  in  weight, 

may  be  variously  shaped,  approximating  not 

more  than  yi  inch  in 

longest -edge  dimension. 

'  Provided,  presence  of  very  .small  pieces  does  not  materially  affect  appearance  of  product. 
■  I'rovided,  presence  of  very  small  piwvs  docs  not  seriously  affect  appearance  of  product. 


§  52.708      Absence  of  defects. 

(a)  Genereil.  The  factor  of  absence 
of  defects  refers  to  the  degree  of  freedom 
from  defective  units  or  defects.  "De- 
fective units"  or  "defects"  are  units 
damaged  by  mechanical  injury  or  other 
means;  unpeeled  units;  units  blemished 
or  seriously  blemished  by  brown  or  black 
internal  or  external  discoloration,  sun- 
bum,  or  green  or  white  colored  units, 
pathological  injury  or  insect  injury;  and 
units  blemished  or  seriously  blemished  by 
other  means. 

(b)  Definitions  of  defective  units  and 
defects.  (1)  "Damaged  by  mechanical 
injury  or  other  means"  include  crushed, 
broken,  or  cracked  units;  units  with  ex- 
cessively frayed  edges  and  surfaces;  ex- 
cessively or  poorly  trimmed  units;  or 
damaged  by  other  similar  means  to  an 
extent  that  the  appearance  or  eating 
quality  of  the  unit  is  seriously  affected. 

(2)  "Unpeeled  areas"  are  considered 
defects  when  on  whole,  halved,  or 
quartered  milts  the  unpeeled  area  is 
greater  than  the  curea  of  a  circle  three- 
eighths  inch  In  diameter ;  and  on  smaller 
units  the  unpeeled  area  is  greater  than 
the  area  of  a  circle  one -eighth  inch  in 
diameter. 


(3)  "Blemished"  means  any  unit 
blemished  to  the  extent  that  the  appear- 
ance or  eating  quality  is  materially 
affected. 

(4)  "Seriously  blemished"  means  any 
unit  blemished  to  the  extent  that  the 
appearance  or  eating  quality  is  seriously 
affected. 

(c)  (A)  classification.  Frozen  carrots 
that  are  practically  free  from  defects 
may  be  given  a  score  of  27  to  30  points. 

Practically  free  from  defects"  means 
that: 

( 1 )  The  limits  for  allowable  defects  or 
defective  units  in  the  applicable  styles 
do  not  exceed  the  maximum  limits  for 
(A)  classification  in  Table  n  of  this  sub- 
part; and 

(2)  Notwithstanding  the  applicable 
allowances  in  Table  U  the  defects  or  de- 
fective units  (whether  or  not  specifically 
defined),  individually  and  collectively, 
do  not  materially  affect  the  appearance 
or  edibility  of  the  product. 

(d)  (B)  classification.  If  the  frozen 
carrots  are  reasonably  free  from  defects, 
a  score  of  24  to  26  points  may  be  given. 
Frozen  carrots  that  fall  into  this  classifi- 
cation shall  not  be  graded  above  U.S. 
Grade  B,  regardless  of  the  total  score 
for  the  product  (this  is  a  limiting  rule) . 
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"Reasonably  free  from  defects"  means 
that: 

(1)  The  limits  for  allowable  defects 
or  defective  units  in  the  applicable  styles 
do  not  exceed  the  maximimi  limits  for 
(B)  classification  in  Table  n  of  this  sub- 
pert  :  and 

(2)  Notwithstanding  the  applicable 
allowances  in  Table  n  the  defects  or  de- 
fective units  (whether  or  not  specifically 
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defined) .  Individually  and  collectively,  do 
not  seriously  affect  the  appearance  or 
edibility  of  the  product. 

(e>  (SStd)  classification.  Frozen  car- 
rots that  fall  to  meet  the  requirements 
of  paragraph  (d)  of  this  section  may  be 
given  a  score  of  0  to  23  points  and  shall 
not  be  graded  above  Substandard,  re- 
gardless of  the  total  score  for  the  product 
( this  is  a  limiting  rule  • . 


Tahle  II     Maximtm  .VLl.KWANTEa  roR  PrrKTH  wr  I'trtiTivK   I'viT-i  r.   tii'/hN   >    \ku..T-i 


I>efe<ti 
(l"i>r  jtylcs,  :w  uiilirite'll 


Whole,  halve. 1,  qu&rteppii 
Total  all  ilffftts,  Inciuifinif  blein- 

Wheil  snil  «"r1nii.sly.  hlernl.she<l. 
BIcmiiheJ  ami  ierioilsly  bli-rai.st»xl 


Sillcoil,  rut 
Total  all  deferti,  Incliicltnc  t>lpm- 

Ished  and  seriously  hlcriilsh«>il. 
Ulemlsheil  and  seriously  blemlshod 


DIi-m1,  I'>ouMe-dlced,  strips: 
Total  all  defect.'*,  inchidinit  bU-m- 

Isheil  and  serloiwly  lileini.slieil. 
DleQiisbed  ituil  ienuu.sly  Memishi'd 


C'hlp.i 
Total  all  di!fect.H,  liuliidlnK  Wem- 

l.iheil  and  seriously  Memlshed. 
Blemished  sknd  serioasly  bleml.shed. 


Cl.i:>:>lflcatiuD 


I  '>'",.  by  L-ount,  of  all  unjt.«  

1, mutations  '  TItj~,  by  roiuit,  but 
no  more  than  i'"„,  by  count,  seri- 
oui«ly  blcriuslied. 

1  VT,  by  wi'lght,  of  all  units    

Lirnltatlnn-f'-  T>^~..  by  wrlsht.  but 
no  more  than  ^t  of  IT.,  by  »•  Igtit, 
seriously  bleralihed. 

10%.  by  wplght,  of  all  units 

Limitations '  —  ^''^  by  weight,  tiut 
no  mor«>  than  H  of  1~,  by  weight. 
seriously  bl«>mUhcd. 

Limited  to  Oraile  B  or  lo»pr  das- 
slQcaliun. 


ClaaaiAcatmu 


25'^.  by  I'otmt,  of  all  units. 

Limitations '- IJ.I-^'^.  by  oount,  but 
no  mori'  than  4":,  liy  ixmnt,  s«ti 
ously  blenilslu'd 

25'^,  liy  wi-li;lit,  "f  ill  'iiuts 

Limit, itioni  •  1 ."  J "  ,  by  weiijlil,  t>iil 
DO  m>re  t(;aii  1 '  j". ,  b)  wni-ht, 
st'rioii.>ly  bU'nii>h«'<l 

I«'^.  hy  weight,  of  ill  unit*. 

Limitations*— X"^,  bv  w.-u-bf.  but 
no  more  thiui  1^',  by  w.itibt, 
seriously  bU-nii.shod 

IST,  by  w.-l({bt.  of  a1!  units. 

LlniiMtlon'<«  «'■,  by  »el«bt,  but 
no  more  than  I'-j'T,  by  wt'l>;bt, 
serlou.sly  blemished 


'  Provided  such  blemished  and. or  serlou.sly  blemished  units  do  not  materially  atTo.-t  tbi>  »[>;»■  »r  in.  <•  or  .^.llbility 
of  the  pnxluct. 

*  Provided  such  blomlshr.l  uid.or  s«-riously  blemished  units  do  not  sfrlou.«ly  a!Ti-.  r  the  .»;i[ie«r ui.v  or  i"llt>llity 
of  the  product. 


§  32.709      Texture. 

(a)  General.  The  factor  of  texture 
refers  after  cooking  to  the  tenderness 
and  freed(xn  from  mushiness  of  the  car- 
rots and  the  degree  of  freedom  from 
coarse  or  fibrous  units. 

(b)  (A)  cZasst/lcafton.  Frozen  carrots 
that  possess  a  tender  texture  may  be 
given  a  score  of  27  to  30  points.  "Tender 
texture"  means  that  the  carrots  are  ten- 
der, not  fibrous  nor  mushy,  and  possess 
a  practically  uniform  texture. 

(c)  (B)  classification.  If  the  frozen 
carrots  possess  a  reasonably  tender  tex- 
ture, a  score  of  24  to  26  points  may  be 
given.  Frozen  carrots  that  fall  into  this 
classification  shall  not  be  graded  above 
n.S.  Grade  B.  refirardless  of  the  total 
score  for  the  product  (this  is  a  limiting 
rule).  "Reasonably  tender  texture" 
means  that  the  carrots  are  reasonably 
tender,  may  be  variable  in  texture  but 
not  generally  tough,  hard,  nor  mushy, 
and  there  may  be  present  a  few  luiits 
which  possess  a  eoarse,  fibrous,  or  mushy 
texture. 

(d)  iSStd)  classification.  Frozen  car- 
rots that  fall  to  meet  the  requirements 
of  paragraph  (c)  of  this  section  may 
be  given  a  score  of  0  to  23  points  and 
shall  not  be  graded  above  Substand- 
ard, regardless  of  the  total  score  for  the 
product  (this  is  a  limiting  rule). 

Lot  Inspection  and  Ckhtification 

§  52.710      Ascertaininc  the  grade  of  a  lot. 

The  grade  of  a  lot  of  frozen  carrots 
covered  by  these  standards  is  determined 
by  procedures  set  forth  In  the  Regula- 


tions Grovernlng  Inspection  and  Certifi- 
cation of  Processed  Fruits  and  Vegeta- 
bles. Processed  Products  Thereof,  and 
Certain  Other  Processed  Food  Products 
<§J  52.1  through  52.87). 

Score  Sheet 

§  32.711      Score  nlieet  for  frocen  rarrol.t. 


Siie  an.l  kin. 1  of  container    

Container  Uiarks  or  lilentlflcattoDU. 

lal)el 

Net  weight  (ounces) 

Style 


Factors 


Color 


rnlformlty  of  site  and  shape. 


.Absence  of  defect» 


Score  points 


Texture 


Totdl  s»x)re 


30 


30 


30 


30 


(A) 

(B) 

(rfrttd) 

(A) 

iB) 

(SStd) 

^B» 

((A) 
{(B) 

IfSdt.l) 


IH  30 
tft-17 
>0  15 
l<^  X 
1«-I7 
'O-l.'S 
27-30 
34  36 
10-23 
27  30 
34  3« 
<0i3 


too 


which  have  been  In  effect  since  March  30, 
1953  (18  FH.  7951;  22  F.R.  3535). 

Dated:  December  28,  1961. 

O.  R.  Orange, 
Deputy  Administrator. 
Marketing  Services. 
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Oraile 

Flavor  and  odor 


'  Inillcates  Umlrlnit  nile 

•  Limits  style  of  chips"  to  Ora.Ie  H  or  lower  gra.le. 

The  United  States  Standards  for 
Orades  of  FYozen  Carrots  contained  in 
this  subpart  shall  become  effective  30 
days  after  the  date  of  publication  hereof 
In  the  Federal  Register,  and  thereupon 
will  supplant  the  United  States  Stand- 
ards for  Orades  of  Frozen  Diced  Car- 
rots. Second  Issue  <7  CFR  52.701-52.711) 


Chapter  VII — Agricultural  Stabiliza- 
tion and  Conservation  Service  (Agri- 
cultural Adjustment),  Department  of 
Agriculture 

SUBCHAPTER    B — FARM   MARKETING  QUOTAS 
AND   ACREAGE   ALLOTMENTS 

PART  728 — WHEAT 
Subpart — 1962-63   Marketing   Year 

Determination  or  County  Normal 
Yields 

The  regulations  contained  in  S  728.1208 
are  issued  pursuant  to  the  Agricultural 
Adjustment  Act  of  1938.  as  amended, 
and  govern  the  determination  of  county 
normal  yields  of  wheat  for  1962.  includ- 
ing the  appraisal  of  yields  for  years  in 
the  10-year  period  used  in  determining 
county  normal  yields  for  which  the  data 
are  not  available,  or  in  which  there  were 
no  actual  yields. 

Prior  to  preparing  the  regulations  in 
§  728.1208.  public  notice  (26  P.R.  3723) 
was  given  in  accordance  with  the  Admin- 
istrative Procedure  Act.  No  data,  views, 
or  recommendations  pertaining  to  the 
regulations  in  S  728.1208  were  submitted 
pursuant  to  such  notice. 

S  728.1208  Determination  of  the  county 
normal  yields  for  the  1962  rrop  of 
wheal. 

(a>  A  county  normal  yield  shall  be 
determined  for  each  wheat  producing 
county  except  counties  in  States  desig- 
nated by  the  Secretary  as  being  outside 
the  commercial  wheat-producing  area. 
The  county  normal  jrield  for  1962  shall 
be  determined  on  the  basis  of  the  aver- 
age of  the  yields  per  harvested  acre  of 
wheat  for  the  county  during  the  10 
calendar  years.  1951  through  1960.  ad- 
justed for  abnormal  weather  conditions 
and  trends  in  yields.  In  adjusting  for 
abnormal  weather  conditions:  (1)  If 
the  yield  for  the  crop  for  any  year  of 
the  10-year  period  1951  through  1960 
is  less  than  75  per  centum  of  the  average 
of  the  remaining  9  years,  such  year  shall 
be  eliminated  in  calculating  the  normal 
yield  per  acre;  (2)  If  the  yield  for  the 
crop  for  any  year  of  the  10-year  period 
is  determined  to  be  abnormally  low  due 
to  abnormal  weather  conditions,  and  is 
75  per  centum  or  more  of  the  average 
of  the  remaining  9  years,  such  yield  shall 
be  adjusted  by  substituting  therefor  the 
average  yield  for  the  years  remaining 
after  the  elimination  of  any  of  the  an- 
nual yields  required  to  be  eliminated 
under  the  provisions  of  subparagraph 
(1)  of  this  paragraph;  (3)(i)  if  the  yield 
for  the  crop  for  any  year  is  determined 
to  be  abnormally  high  due  to  almonnal 
weather  conditions,  such  yield  shall  be 
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adjusted  by  substituting  therefor  125 
per  centum  of  the  average  yield  for  the 
years  remaining  after  the  elimination  of 
any  of  the  annual  yields  required  to  be 
eliminated  under  the  provisions  of  sub- 
paragraph (1)  of  this  paragraph;  (ii) 
if  five  or  more  years  of  the  10-year  pe- 
riod are  eliminated  as  required  under 
the  provisions  of  subparagraph  (1)  of 
this  paragraph,  and  it  is  determined  that 
the  yield  for  any  other  year  Is  abnor- 
mally high  due  to  abnormally  favor- 
able weather  conditions,  ai.d  that  the 
adjusted  yield  as  determined  under  the 
provisions  of  subdivision  (I)  of  this  sub- 
paragraph is  Inappropriate  because  of 
the  elimination  of  five  or  more  years  of 
the  10-year  period,  the  yield  for  such 
year  shall  be  adjusted  by  substituting 
therefor  128  per  centum  of  the  unad- 
justed 10-year  average  yield. 

( b »  The  adjustment  for  trend  in  yields 
shall  be  made  by  averaging  the  10-year 
average  of  the  annual  yields  as  adjusted 
for  abnormal  weather  conditions  as  de- 
scribed above  with  the  average  of  the  an- 
nual yields  for  the  5-year  period,  1956-60 
inclusive,  adjusted  for  abnormal  weather 
conditions  as  described  above,  giving 
equal  weight  to  each.  No  adjustment 
for  trend  shall  be  made  in  those  counties 
in  which  It  Is  determined  that  due  to 
abnormally  unfavorable  weather  condi- 
tions It  is  impossible  to  determine  if  there 
has  been  any  trend  in  yields  for  the 
county. 

(c)(1)  If  for  any  year  of  the  10-year 
period  1951  through  1960  the  yield  data 
are  not  available,  or  there  was  no  actual 
yield,  the  yield  for  such  year  shall  be 
appraised,  taking  Into  consideration  the 
yields  for  years  for  which  data  are  avail- 
able and  the  yield  for  such  year  in  nearby 
or  adjacent  counties  or  crop  reporting 
districts  recognized  by  the  Statistical 
Reporting  Service  In  which  the  produc- 
tion of  wheat  is  similar. 

<2)  In  those  counties  in  which  the 
production  of  wheat  is  partially  on  irri- 
gated land,  partially  on  summer  fallow 
land,  and  partially  on  continuous  crop- 
ping land,  a  normal  yield  computed  in 
accordance  with  the  method  described 
above  shall  be  determined  for  the  land 
devoted  to  irrigation,  summer  fallow,  and 
continuous  cropping  cultural  practices, 
respectively.  The  normal  yield  for  land 
devoted  to  each  of  these  practices  shall 
be  averaged,  using  for  weights  the  latest 
data  available  as  to  the  acreage  devoted 
to  each  practice. 

<d)  County  normal  yields  are  as 
follows: 

1962  Wheat  Makketinq  Quota  Progbam 
County  Nokmal  Yields  in  Bushels  Pes 
Acre 

Alabama 

Normal 
Ccmnty  yield 

Autftuga 21. 1 

Baldwin 21.0 

Barbour 19.2 

Bibb    19.8 

Blount    21.6 

Bullock    19.4 

Calhoun 21.0 

Chambers 20.2 

Cherokee 21.8 

Chilton 21.4 

Clarke __  19.5 

Clay 19.8 

Cleburne 20.3 


Normal 
County  yield 

Coffee 19.8 


Colbert  __. 

.—    23.6 

Conecuh  _. 

.—   ao.4 

Coosa    

18.2 

Covington 

—     20.8 

Crenshaw  . 

.— .     19.8 

Cullman  _. 

.—     21.6 

Dale 

.— _     19.6 

Dallas 

. 20.2 

De  Kalb  .. 

22.9 

Elmore  ... 

.—     21.2 

Escambia  . 

.—     22.8 

Etowah  __, 

. 22.4 
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Normal 
County  yield 

Fayette 20.8 

Franklin 21.8 

Oeneva 20.0 

Greene 20 .2 

Hale 19.9 

Henry 20.2 

Houston 20.4 

Jackson   22. 9 

Jefferson 20. 4 

Lamar 21.2 

Lauderdale 23.0 

Lawrence 23.2 

Lee 20.1 

Limestone 22.6 

Lowndes 19.8 

Macon 19.4 

Madison 23.6 

Marengo 19.4 

Marlon 21.6 

Marshall 22. 4 


Normal 
County  yield 

Mobile    _  20.3 

Monroe 21.0 

Montgomery  _  20. 0 

Morgan 22.5 

Perry 19.8 

Pickens 19.4 

Pike 19.3 

Randolph 19.  2 

Russell 19.2 

St.  Clair 21.2 

Shelby    21.6 

Sumter 20.0 

Talladega 20.  0 

Tallapoosa 19.0 

Tuscaloosa 20.0 

Walker 20.9 

Washington 20.  0 

Wilcox    20. 5 

Winston 20.0 


Arizona 


Apache*    

Cochise*    

Coconino*  ... 

Gila*    

Graham* 

Greenlee*   __. 
Maricopa*  _.. 


Arkansas 

Ashley    

Baxter   

Benton 

Boone  

Carroll 

Chicot   

Clark . 

Clay    __ 

Cleburne 

Conway 

Craighead 

Crawford 

Crittenden   _. 

Cross    ' 

Desha ,_ 

Drew 

Faulkner 

Franklin 

Fulton 

Garland 

Grant  

Greene 

Hempstead 

Hot  Spring  __ 
Independence 

Izard    

Jackson  

Jefferson 

Johnson 

Lafayette 

Lawrence 

Lee   

Lincoln   


Aljameda* 

Alpine*    

Amador* 

Butte*   

Calaveras*    ._ 

Colusa*   

Contra  Costa* 

Fresno*    

Glenn* 

Humboldt*  -. 

Imperiid* 

Inyo*    

Kern* 


16. 0 

24.8 

16.0 

22. 

23. 

28. 

40. 


6 
.9 

1 
.0 


Mohave*    

Navajo* 

Pima*     

Pinal*    

Santa  Cniz*  _ 

Yavapai* 

Yuma* 


30.0 
18.0 
27.8 
34.0 
24.0 
25.6 
34.9 


Arkansas 

24.6 

22.6 

20.8 

21.6 

21.6 

19.1 

22.0 

16.3 

21.7 

18.5 

22.8 

23.9 

26.2 

29.9 

26.8 

28. 

19. 

22.8 

24.6 

18.6 

14.8 

16.7 

19.5 

19.4 

16.2 

22.8 

16.9 

21.6 

22. 

24. 

19. 

19. 

26.6 

20.8 


1 
.3 


1 

0 

,4 

1 


Little  River  .. 

19.2 

Logan  

20.0 

Lonoke  

20.6 

Madison    

20.3 

Marlon 

16.4 

Miller 

19.0 

Mississippi    __ 

30.0 

Monroe    

24.2 

Montgomery  _ 

16.2 

Newton    

18.2 

Ouachita 

15.0 

Perry    

19.4 

Phillips    

25.6 

Pike    __ 

15.0 

Poinsett  

26.2 

Polk    

16.1 

Pope 

21.9 

Prairie   

20.7 

Pulaski    

26.2 

Randolph 

20.6 

St.  Francis 

27.6 

Saline 

17.2 

Scott    

22.5 

Searcy    

15.6 

Sebastian    _._ 

22.8 

Sevier 

15.0 

Sharp 

18.4 

Stone   

17.2 

Van  Buren 

16.3 

Washington   _ 

21.0 

White 

18.4 

Woodruff 

25.9 

Yell _. 

21.6 

Calipobnia 


23.8 
30.0 
23.6 
27.7 
17.8 
27.6 
29.6 
87.9 
24.6 
28.6 
53.8 
26.8 
17.9 


Kings*   - 

Lake*   

Lassen*    

Los   Angeles*. 

Madera*    

Marin* 

Mariposa*   ... 
Mendocino*    . 

Merced*    

Modoc*    

Mono*    

Monterey*    _. 
Napa* 


33.2 
25.6 
19.0 
14.8 
16.6 
25.5 
30.0 
22.9 
30.1 
27.1 
20.0 
18.1 
26. 9 
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1962  Whbat  Marketcng  Quota  Pbocbaic 
County  Nobmal  Yields  in  Bushels  Peb 
Acre — Continued 


Calitornia — Continued 


*Indicate8  counties  having  special  wheat 
cultural  praetlees.    See  table  below. 


County 

Orange*  

Placer*    

Plumas*    

Riverside* 

Sacramento* 
San  Benito*. 
San      Bernar 

dino    

San  Diego* 

San  Joaquin* 
San  Luis 

Obispo*    _. 
San    Mateo*. 
Santa  Bar- 
bara*  


Normal 
yield 

-  17.4 
_  20.0 

-  19.1 

-  20.0 

-  36.3 
.  20.4 

.  26.9 

-  23.8 

-  30.4 

.  16.4 

.  21.6 

.  18.6 


Normal 
County           yield 
Santa  Clara*.    23.4 
Shasta*    _  .^       lfi-4 

Sierra* 

.-     18.1 

Siskiyou*    _. 
Solano*   

-     24. 6 

._     32.7 

Sonoma*   __. 
Stanislaus* 
Sutter*    

-     21.6 

_     27.5 

.-     37.8 

Tehama*  __. 

Trinity* 

Tulare*    

._     19. 1 

-  20. 0 

—  23.4 

Tuolumne*  . 
Ventiira*  __. 
Yolo*    

..     19.8 

..     20.9 

35.0 

Yuba* 

..     28.4 

Adams*    

Alamosa* 

Arapahoe* 

Archuleta*    .. 

Baca*    

Bent*    

Boulder*    

Chaffee*    

Cheyenne*    

Conejos*     

Costilla* 

Crowley* 

Custer*    

Delta*    

Dolores* 

Douglas* 

Eagle*    

Elbert*     

El   Paso* 

Fremont* 

Garfield*    ... 

Grand*    

Gtmnlson* 

Huerfano*     ._ 

Jackson*    

Jefferson* 

Kiowa*    

Kit  Carson* _. 


Kent 

New  Castle  _. 


Colorado 

23.9      La   Plata* 

25.4  Larimer* 

22.  0  Las  Animas*  . 

18. 5  Lincoln*    

18.0  Logan* 

24.2  Mesa* 

28.3  Moffat*    

26.  6  Montezuma*  . 

20.3  Montrose*  ... 

25.2  Morgan*    

25.4  Otero*    

19.  5       Ouray* 

18. 1  Park*    

34.8  Phillips*    

12.9  Pitkin*    

23.7       Prowers* 

39.3  Paeblo*    

20.6  Rio  Blanco*.. 
17.3  Rio    Grande*. 

23.6      Routt*    

22.3  Saguache*    _. 

19.  5  San  Miguel*.. 

18.0  Sedgwick*  ... 

17.3       Teller*    

17.  1  Washington*. 

27. 6       Weld*    

16.9      Yuma* 

19.7 

Delaware 

25.2  Sussex    

29.4 

Georgia 


18.6 
25.9 
13.2 
18.8 


.4 

2 


22. 

27. 

17.6 

14.9 

35.4 

21.9 

36.4 

22.6 

14.6 

25.5 

38.8 

17.9 

25.8 

20.7 

30.6 

20.4 

26.8 

15.6 

27.9 

16.0 

22.9 

22.8 

23.8 


23.2 


Appling    19.2 

Atkinson 20. 0 

Bacon 19. 5 

Bak» 20. 0 

Baldwin 17.9 

Banks 18.8 

Barrow 18.  6 

Bartow 21. 0 

Ben  Hill 19.2 

Berrien    22. 0 

Bibb    22.5 

Bleckley 17. 1 

Brantley    20.0 

Brooks 20. 8 

Bryan 19.8 

Bulloch    21.8 

Burke 17.4 

Butts    20.6 

Calhoun    20.3 

Camden 20.0 

Candler 19.9 

Carroll 20.6 

Catoosa    19.8 

Charlton 20. 0 

Chatham 20. 0 

Chattooga 18. 8 

Cherokee 20. 1 

Clarke    21.6 

Clay    18.0 

Clayton 18. 0 

Clinch    20.0 

Cobb 18.4 

Coffee 19.6 


Colquitt    20.4 

Columbia 15.  1 

Cook 20. 0 

Coweta 18.0 

Crawford 22.8 

Crisp 22.2 

Dade 17.7 

Dawson    18.4 

Decatur 20.0 

De  Kalb 20.2 

Dodge 17.  1 

Dooly _  23.2 

Dougherty    ..  25.2 

Douglas 18.2 

Early     24.7 

Echols    20.0 

Effingham 18. 9 

Elbert    20.0 

Etaanuel    18.3 

Evans 20.  1 

Fannin     18.0 

Fayette 19.2 

Floyd 19.3 

Forsyth 18.6 

K^nklln 20.0 

Fulton 22. 1 

Gilmer 17.6 

Glascock 18.2 

Glynn 20.0 

Gordon ..  18.4 

Grady 23.2 

Greene 16. 6 

Gwinnett 19. 2 
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1M2     Wrsat 

COVKTT     NOBMAI. 

Acu — Continued 


Qttota    Psookau 

m     BT7SHKLS    Pn 


Oboboia — Con  tin 


lAd 


/formal 

County  field 

Haberatiam  ..  10.  S 

Hall 17.8 

Hancock 17.  0 

Haralaon 19.0 

Harris 18.8 

Hart    ai.4 

Heard 31.5 

Henry 30.  6 

Houston 35. 

Irwin 30 

Jackaon 30 

Jasper 1» 

Jeff   Davis 18 

Jefferson 30 


County 


Normal 
yield 


Ptke --  31.8 

Polk -  18  6 

Pulaski 30  7 

Putnam 20  3 

Quitman 21  4 

Rabun    18.8 


Jenkins 18 


20 
16 
18 
20 
19  8 
21   2 


Johnson ' 16 

Jones 17 

Lamar 30 

Lanier 30 

Laurens 19 

Lee —  35.8 

Liberty 20.0 

Uncoln 17.3 

Long 30.0 

Lowndes 31.6 

Lumpkin 19.0 

McDuffle 17.0 

Mcintosh 30.0 

Macon -_ 32.9 

Madison 18.9 

Marlon 18.8 

Meriwether  ..  30.9 

MUler 30.0 

Mitchell 31.9 

Monroe 19.3 

Montgomery  .  18. 6 

Morgan 18.3 

Murray 19.6 

Newton 18.1 

Oconee 30.0 

Oglethorpe    ..  18.8 

Paulding 17.6 

Peach 25.0 

Pickens 17.  8 

Pierce 20.  0 


18.2 
1 
0 


Randolph  .. 
Richmond  . 
Rockdale   .. 

Schley 

Screven  

Seminole   .. 

Spalding 21 

Stephens  _. 

Stewart    20 

Sumter 22 

Talbot    19.9 

Taliaferro    ...  15  3 

Tattnall 18  9 

Taylor 19.8 

Telfair    18  6 

Terrell    22  6 

Thomas 20. 0 

Tift 21.3 

Toombs    20  4 

Towns 19.  6 

Treutlen 16.4 

Troup 19.  6 

Turner 21 

Twiggs 18 

Union 21 

Upson  _ 20 

Walker 20 

Walton 19 

Warren 20 

Washington   _  19.6 

Webster 19.9 

Wheeler 17 

White 18 

Whitfield 19 

Wilcox 19 

WUkes 17.8 

WUklnson   .-.  19  6 

Worth 21   6 


ISABO 


Ada*   46.  1 

Adams*    34.5 

Bannock* 23.  6 

Bear  Lake*  ..  30. 1 

Benewah* 37. 8 

Bingham* 45.8 

Blaine*    34.4 

BoLse* -  39.1 

Bonner* 31.7 

Bonneville*  ..  38.3 


Boundary* 


41.8 


Butte*    31.5 

Camas* 30.9 

Canyon* 53.7 

Caribou* 34.7 

Cassia* 31.6 

Clark*    _ 19.6 

Clearwater*--  38.3 

Custer*    44.7 

Klmore* 39.3 

Franklin* 37.5 

Fremont* 38.6 


Adams    39.3 

Alexander 34.  1 

Bond 38.0 

Boone 31.3 

Brown 38.0 

Bureau 31.5 

Calhoun 36. 1 

CarroU    80.1 

Cass 30.8 

Champaign 33.5 


Gem* 

44.2 

Gooding*  

49.2 

Idaho*    

35.4 

Jefferson*    — 

46.  1 

Jerome* 

56.9 

Kootenai*   -„ 

31.3 

Latah*    

39.  1 

Lemhi* 

41.9 

Lewis* 

39.9 

Lincoln*    

49.0 

Madison* 

38.  I 

Minidoka*  ..- 

52.9 

Nez  Perce*   .. 

41.5 

Oneida* 

22.3 

Owyhee*    

56.  1 

Payette* 

42.2 

Power* 

22.9 

Teton*    

24  0 

Twin  Falls*  .- 

57   1 

Valley* 

25.  1 

Washington*  . 

29   5 

OIB 

Christian 

33  3 

Clark 

26.8 

Clay 

23.4 

Clinton 

27.3 

Coles 

30.5 

Cook 

33.7 

Crawford 

25.0 

Cumberland  _ 

29.  1 

DeKalb 

34.4 

DeWltt  _ 

31.4 

'Indicates  counties  having  special  wheat 
cultural  iMractlces.    See  table  below. 


RULES  AND  REGULATIONS 

1963  Wheat  MAaKiriNa  Quota  PmocaAW 
Con  NTT  NosMAL  TiKLoe  IN  Bushels  Pm 
AcBi — Continued 


Ilxxnois — Continued 


Normal 

yield 
-     38  4 


County 
Douglas    . . . 

DuPage 35  8 

33  1 


Edgar    

Edwards 24  8 

1 

5 
1 


28 
38 
Ford -     31 


Efflngham  .. 
Fayette 


County 
Marshall 

MasoD 

Massac 
Menard  .. 
Mercer 


Normal 

yield 

..      32.6 

..      29 

..      26 

.-      31 

.  -      26. 


Franklin 24.6 

Fulton    28  6 

Gallatin 27  6 

3 
2 
7 
6 
4 
27  8 


Greene    31 

Grundy    33 

Hamilton 23 

Hancock 27 

Hardin    25 

Henderson  _ 


Henry    31   4 

Iroquois    34  6 

Jackson    26  7 

Jasper  ..  27  3 

Jefferson    28  2 

Jersey 29.6 

Jo  Daviess 27.  2 

Johnson 31   5 

Kane 35  6 


Kankakee 33 

Kendall    35 

Knox 

Lake    

LaSalle 

Lawrence 

Lee - 

Livingston 

Logan   

McDonough  .. 

McHenry 

McLean    

Macon 36 

Macoupin 33 

Madison 39 


5 

0 

29.4 

33  3 

34  7 
25  7 
32.4 
31.8 
31.0 
29  6 
32  4 
33.  1 

4 
4 
3 


2 

4 
9 
I 

Monroe 29  4 

Montgomery   -  30  9 

Morgan 34 

Moultrie 32 

Ogle -  31 

Peoria 31 

Perry  . .  -    25 

Piatt    ---  33  9 

Pike 29  0 

Pope    24   1 

Pulaski 25  2 

Putnam    32  6 

Randolph 26   2 

Richland    23  6 

Rock  Island  .-  26  0 

St    Clair 31    7 

Saline   27.2 

Sangamon 33.4 

Schuyler 30  0 

Scott 29.6 

Shelby    30.2 

Stark 314 

Stephenson   .  .  28.  8 

Tazewell    30.4 

Union    28.3 

Vermilion    .-.  34.2 

Wabash    26.6 

Warren 29  5 

Washington  .-  30  3 

Wayne 25  1 

White    -- 26  4 


Marlon    26  8 


Whiteside    . 

Will 

Williamson 
Winnebago 
Woodford  . 


31.4 
33  8 
24  8 

29  4 

30  5 


Indiana 


Adiuns       

Allen 

Bartholomew- 

Benton 

Blackford  

Boone    

Brown     

Carroll    - 

Cass    

Clark    

Clay    

Clinton 

Crawford    

Daviess 

Dearborn   

Decatur    

DcKalb 

Delaware    

Dubois    

Elkhart 

Fayette  

Floyd  

Fountain 

Franklin    

Fulton    

Gibson    

Grant    

Greene    

Hamilton 

Hancock 

Harrison    

Hendricks    — 

Henry 

Howard 

Huntington  -- 

Jackson    

Jasper 

J»y-- 

Jefferson    

Jennings 

Johnson  


28.4 
29  8 
25.5 


7 

7 

4 


36. 

37. 

31. 

22.8 

32.8 

32.4 


1 
6 
0 
2 
0 
6 


23. 

25. 

33 

33. 

29. 

23. 

25.0 

37.3 

31.4 

23.3 

30.6 

23.9 

24.4 

30.4 

22.9 

29.5 

29.3 

33.2 

24.3 

31.  1 

30.4 

23.0 

31.1 

28.9 

34.8 

30.5 

33.0 

33.4 

37.  1 

24.3 

21.3 

39.0 


Knox       

Kosciusko    

Lagrange    

Lake    

LaPorte    

Lawrence 

Madison   

Marlon   

Marshall 

Martin    

Miami 

Monroe 

Montgomery   . 

Morgan     

Newton    

Noble         -      -. 

Ohio    - 

Orange     . 

Owen    

Parke        

Perry     

Pike 

Porter  

Posey    

Pulaski    

Putnam   

Randolph    ... 

Ripley 

Rush 

St   Joseph  .. 

Scott  

Shelby    

Spencer    

Starke 

Steuben 

Sullivan 

Switzerland  . 
Tippecanoe   - 

Tipton    

Union  

Vanderburgh 


30 

0 

30. 

4 

31. 

3 

32. 

3 

31. 

5 

25. 

1 

33. 

2 

30. 

0 

30. 

4 

24 

2 

31 

8 

25 

7 

30 

8 

28 

8 

34 

2 

29 

8 

22 

6 

24 

6 

22 

7 

29 

9 

21 

3 

23 

6 

32 

9 

27 

4 

30 

2 

29 

0 

28 

0 

22 

8 

25 

0 

31 

4 

23 

0 

25 

2 

22 

7 

28 

3 

30 

4 

27 

3 

23 

8 

33 

8 

35 

3 

25 

1 

26 

a 

1962       WHKAT      MAEKCnMO       QX70TA       PaOGKAU 
COUNTT     NOBMAL    TiKLDS     IN     BUSHKLS    PXK 

AcsE — Continued 

Indiana — Continued 


Nor-mal 
County  yield 

Vermillion  .-.     31.8 

Vigo 27  3 

Wabash    30  8 

Warren        34  3 

Wiirrlck    26  8 


Normal 
County  yield 

Washington    .     25.  1 

Wayne    25.6 

Wells  -- 29.7 

White 33  6 

Whitley    30  2 


lOWA 


Ad;kir  .    . 

Adanis    .  -       .  . 
Allamakee    .    . 

Appanoose 

Audubon   --    - 

Benton  

Black  Hawk  .. 

Bi>one 

Bremer 

Buchanan 
Buena  Vista   . 

Butler     .    

Calhoun 

Carroll    

Ca.ss     

Cedar    

Cerro  Gordo    . 

Cherokee    

Chickasaw  .-. 

Clarke     .    

Clay 

Clayton    

Clinton     

Crawford   

Dallas 

Davis  ._ 

Decatur    

Delaware    

Des  Moines  . 
Dickinson    . . 

Dubuque   

Emmet 

Fayette     

Floyd       .  

Franklin    ..- 

Fremont     

Greene    

Grundy    

Guthrie    

Hamilton 

Hancock  

Hardin    

Harrison 

Henry 

Howard    

Humboldt    .. 

Ida    

Iowa    

Jackson    

Jrt3j)er 


Allen     

Anderson     . . 

Atchison 

Barber*    

Barton*    

Bourbon    

Brown    

Butler     

Chase 

Chautauqua 

Cherokee 

Cheyenne*    . 

Clark*    

Clay*    

Cloud* 

Coffey 

Comanche* 

Cowley   

Crawford 

Decatur*  ... 
Dickinson*  . 
Doniphan    . . 

Douglas    

Edwards*  -. 
Elk    


22  4 

23  8 
27   0 

23  8 

24  9 
26  3 
22  a 
26  2 
26  4 

25  I 

19  9 
30   3 

26  6 
26  9 

26  8 

27  6 
27  8 

27  6 
22   4 

20  8 

29  3 

26  6 

28  9 
26 
25 
22 

22  6 

30  3 

28  8 
22.  1 

27  0 

23  8 

24  4 

26  0 

27  6 

29  3 
23  8 
26. 
23 
33 
39 

30  6 
27.7 
22   9 

25  6 

31  0 
25.2 

25  8 

26  7 
26  6 


Jefferson 


20  9 


5 

3 
9 


Johnson 23  6 

Jones    -.  27.9 

Keokuk    22  2 

Kossuth 28  7 

Lee 26  3 

Linn    23  7 

Louisa 27  3 

Lucas    19  9 

Lyon  - 24  9 

Madison 24  7 

Mahaska 24  7 

Marlon 25.0 

Marshall 28  2 

MllU 28  6 

Mitchell 27  6 

Monona 23  2 

Monroe 19  1 

Montgomery  -  28. 0 

Muscatine 25.6 

O'Brien 22  1 

Osceola 26.2 

Page    27  4 

Palo   Alto    ...  24  0 

Plymouth 26.8 

Pocahontas  ..  22  6 

Polk    28  0 

Pottawat- 
tamie      27  8 

Poweshiek  ...  26.4 

Ringgold 21.0 

Sac    31  0 

Scott 27.9 

Shelby 24  6 

Sioux 26  5 

Story 28  2 


4 
4 
1 

.4 


Tama 


23  8 


Taylor 21  3 

Union 21.5 

Van  Buren  ...  23.2 

Wapello 23  0 

Warren 27  1 

Washington    -  24.9 

Wayne 22  2 

Webster 30  6 

Winnebago    ..  27  6 

Winneshiek  ..  23  4 

Woodbury  ...  24  0 

Worth 26  6 

Wright    26  8 


Kansas 


2 

.4 
4 
7 


27  6 
29.  2 

28  1 
21.2 
19.7 
24.0 
27.8 

24  1 
27 
26 
34. 
27 
18  8 
21.  5 
20.7 
28.5 
18  0 

25  8 

25  3 

26  3 
23  8 
28  8 
28  7 

ao.o 

35  2 


Ellis*     18  8 

Ellsworth*     ..  19  9 

Finney*    24  5 

Ford*    18  5 

Franklin 28  2 

Geary    27  2 

Gove* 25  4 

Graham* 20  2 

Grant* 26  0 

Gray*    21  6 

Greeley*     24  7 

Greenwood    ..  25.0 

Hamilton*  ...  36  0 

Harper*    21  7 

Harvey*    24  9 

Haskell*     22  4 

Hodgeman*     .  19  8 

Jackson 28.1 

Jefferson    27.2 

Jewell*     19.  • 

Johnson    29.4 

Kearny* 27.4 

Kingman*     ..  17.7 

Kiowa*    18.  9 

Labette    26.0 


Friday,  January  5,  1962 

1962  Wheat  Marketing  Quota  PsooaAJC 
CouNTT  Normal  Yields  in  Bushels  Pes 
Acre — Continued 

Kansas — Continued 


County 


Normal 
yield 


Lane*    

24 

2 

Leavenworth  _ 

27 

0 

Lincoln*    

19 

2 

Linn    

25 

1 

Lo(:;an*     

23 

8 

I.vcin 

28 

2 

MiPherson*    . 

22 

4 

M.irlon* 

23 

3 

M.irshall    

26 

5 

Moade* 

17. 

3 

Miami 

27. 

3 

Mit^-hell* 

20. 

6 

Montgomery  _ 

26. 

9 

Murris 

24. 

4 

Morton*     

19. 

8 

Nemaha 

27 

4 

Neo.sho 

27. 

1 

Ness*     

20. 

7 

Nort'tn* 

23. 

8 

Osage    

28. 

7 

Osborne*   

18. 

9 

Ottawa* 

21. 

9 

P.iwtiee*     

22. 

3 

Phillips*    

20. 

6 

Potfav  atomle. 

26. 

0 

Pratt* 

18. 

5 

Rawlins*    

27. 

7 

Normal 
County  yield 

Republic* 19.8 

Rice*    20.0 

Riley 25.0 

Rooks* 19.5 

Rush* _  20.  1 

Russell* 17.9 

Saline* 22.7 

Scott* 31. 1 

Sedgwick*   _._  24. 1 

Seward* 18.4 

Shawnee    28.4 

Sheridan*    _._  23.4 

Sherman* 25.3 

Smith* 20.9 


Stafford* 
Stanton* 
Stevens* 
Sumner* 
Thomas* 


18.9 
24.5 
23.8 
23.5 
25.8 


Trego*    24.4 

Wabaunsee    __  26. 7 

Wallace*    23.0 

Washington*.  22.6 

Wichita*    27.2 

Wilson    26.9 

Woodson 26.4 

Wyandotte    __  30. 1 


Reno* 21.2 

Kentucky 


I 


Adair    

20.8 

•Allen 

22.2 

Anderson 

20  6 

Ballard 

22.4 

n.irren 

21.  6 

nath 

21.6 

Boone  

21.0 

Bourbon    

23   4 

IJovd 

20.6 

Bovie    

21.6 

Bracken  

23.2 

Dreckenrldge. 

21.9 

Bullitt 

22.4 

Butler    

19.5 

Caldwell    

24.5 

Calloway 

22.7 

Campbell 

21.6 

Carlisle    

22.2 

Carroll 

21.6 

Carter    

20.2 

Casey    

20.4 

Christian 

26  6 

Clark    

23.3 

Clav    

17.3 

Clinton    

20.4 

Crittenden    _. 

22.6 

Cumberland  _ 

18.6 

Daviess    

25.8 

Edmonson 

19.2 

Favette    

24   4 

Fleming 

21    8 

Franklin    

21.4 

Fulton 

25.2 

Gallatin 

23.  1 

Garrard 

20.4 

Grant    

22.  1 

Graves   

34.0 

Grayson 

20.2 

Green 

20.  6 

Greenup    

19.6 

Hancock    

23.2 

Hardin 

21.0 

Harrison    

23.0 

Hart    

10  6 

Henderson 

26.8 

Henry  

22.5 

Hickman 

24.3 

Hopkins 

23.4 

Jackson   

19.1 

Jefferson 

25.0 

Jessamine 

21.4 

Kenton 


21.3 


Knox 18.3 

Larue    31.0 

Laurel 19.8 

Lee 16.2 

Lewis    20.5 

Lincoln 20.5 

Livingston 21.7 

Logan 27.7 

Lyon    23.6 

McCracken    __  23. 0 

McLean    23.4 

Madison 21.8 

Marlon 21.2 

Marshall 20.0 

Mason 21.6 

Meade 22.4 

Mercer 21.0 

Metcalfe 19.4 

Monroe 18.9 

Montgomery  _  21. 8 

Morgan 18.8 

Muhlenberg    _  22. 0 

Nelson    22.0 

Nicholas 21. 0 

Ohio    21.6 

Oldham    24.1 

Owen 21.9 

Pendleton 20.8 

PoweU _  19.  S 

Pulaski 20.6 

Robertson 20.2 

Rockcastle 20. 8 

Rowan    19. 2 

Russell 19.7 

Scott 23.2 

Shelby    22.6 

Simpson 27.6 

Spencer 21.8 

Taylor    20.9 

Todd 27.8 

Trigg 26.0 

Trimble 22. 1 

Union 26.2 

Warren 25.4 

Washington  __  30. 4 

Wayne    21.7 

Webster 28.7 

Wolfe    17.5 

Woodford 33. 2 


•Indicates  counties  having  special  wheat 
cultural  practices.    See  table  below. 


No. 


FEDERAL  REGISTER 

1962  Wheat  Maekxtinc  Quota  Program 
CotJirrT  NOEMAL  Yields  in  Bushels  Per 
AcEX — Continued 


Maetland 


Normal 

County  yield 

Allegany 20.  2 

Anne  Arundel-  17. 2 

Baltimore 26. 2 

Calvert 18.0 

Caroline 24.2 

Carroll 24.2 

Cecil 27.0 

Charles 18.4 

Dorchester 25.  4 

Frederick 24. 6 

Garrett 24.3 

Harford    28.3 


County 

Howard 

Kent 

Montgomery  . 
Prince 

Georges 

Queen  Annes 

St.  Marys 

Somerset   

Talbot 

Washington  .. 

Wicomico 

Worcester 


Normal 
yield 

-  25.7 

-  27.7 
.     26.4 

-  17.8 
25.0 
20.2 
25.2 
25.6 
24.9 
20.6 
23.4 


Michigan 


Alcona 27.6 

Alger 20.0 

Allegan 28.  8 

Alpena 28.6 

Antrim 24. 5 

Arenac 29.0 

Baraga ,  20.0 

Barry    28.8 

Bay 32.8 

Benzie    19.6 

Berrien 31.0 

Branch 29. 7 

Calhoun 31. 1 

Cass    28.4 

Charlevoix 26.6 

Cheboygan 24.  0 

Chippewa 19.  6 

Clare 26.3 

Clinton 30.6 

Crawford 15.0 

Delta  ___ 22.0 

Dickinson 20.0 

Eaton 32.6 

Emmet 25.0 

Genesee 31.0 

Gladwin 29.2 

Gogebic 15.0 

Grand 

Traverse 24.4 

Gratiot 34.0 

Hillsdale 28.  0 

Houghton 19. 0 

Huron 32.8 

Ingham 81.6 

Ionia 30.9 

Iosco 34.4 

Iron 19.0 

Isabella   31.2 

Jackson 30.2 

Kalamazoo 31.4 

Kalkaska 18.9 

Kent 27.4 


Keweenaw 

Lake 

Lapeer  

Leelanau ^ 

Lenawee 

Livingston 

Luce    

Mackinac 

Macomb 

Manistee 

Marquette 

Mason 

Mecosta 

Menominee  __ 

Midland 

Missaukee 

Monroe 

Montcalm 

Montmorency. 

Muskegon 

Newaygo    

Oakland    

Oceana  

Ogemaw 

Ontonagon    _  _ 

Osceola  

Oscoda 

Otsego 

Ottawa 

Presque  Isle 

Roscommon    _ 

Saginaw 

St.  Clair 

St.  Joseph 

Sanilac 

Schoolcraft 

Shiawassee 

Tuscola    

Van  Buren 

Washtenaw  ._ 

Wayne    

Wexford 


Minnesota 


Aitkin 20. 5 

Anoka 30. 2 

Becker   36. 2 

Beltrami 30.4 

Benton 20.0 

Big  Stone 21. 1 

Blue  Earth 26. 1 

Brown 23.0 

Carlton 19.5 

Carver 26.8 

Oass 17.8 

Chippewa 21.6 

Chisago 20.4 

Clay 26.3 

Clearwater 23.  8 

Cottonwood  —  22.  6 

Crow  Wing 19.8 

Dakota 36.9 

Dodge 27.1 

Douglas 22. 8 

Faribault 29.3 

Fillmore    23.6 

Tnebom 27. 9 

Ooodhne 24.2 

Grant 23.6 

Hennepin 38. 8 


Houston 

Hubbard    

Isanti 

Itasca  

Jackson 

Kanabec 

Kandiyohi 

Kittson 

Koochiching  . 
Lac  qui  Parle. 
Lake  of  the 

Woods    

Le  Sueur  

Lincoln  

Lyon 

McLeod    

Mahnomen  .. 

Marshall    

Martin 

Meeker 

Mine  Lacs  „- 

Morrison 

Mower 

Murray 

NicoUet    

Nobles    


16.5 

23.0 

32.6 

24.0 

31.5 

30.1 

16.0 

17.8 

28.6 

20.8 

19.0 

28.4 

29.4 

29.4 

34.3 

28.2 

30.4 

30.0 

25.0 

26.2 

27.5 

31.4 

27.6 

27.5 

21.0 

24.6 

20.7 

22.4 

28.2 

26.5 

21.4 

34.0 

29.3 

30.3 

30.9 

21.0 

31.4 

36.0 

28.0 

30.1 

27.8 

23.1 


23.2 
20.5 
20.4 
20.2 
21.7 
22.0 
22.  1 
23.1 
22.0 
19.4 

22.4 
26.0 
20.4 
20.3 
26.8 
26.2 
25.6 
24.3 
24.7 
21.9 
19.2 
26.6 
21.8 
25.0 
20.8 
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1962  Wheat  Marketing  Quota  Prograu 
County  Normal  Yields  in  Bushels  Per 
Acre — Continued 

Minnesota — Cotlnued 


^ormaZ 

County  yield 

Norman 26.  1 

Olmsted 25.2 

Otter  Tail 22.  8 

Pennington  _-  24.3 

Pine 19.5 

Pipestone 20.6 

Polk    26.8 

Pope 21.  1 

Ramsey    20.4 

Red  Lake 24.2 

Redwood 22.2 

Renville 23. 7 

Rice    24.4 

Rock 20.4 

Roseau 22.8 

St.  Louis 25.6 

Scott 26.5 

Sherburne 21.2 


Normal 
County  yield 

Sibley 26.6 

Stearns 21.5 

Steele 28.0 

Stevens^ 20.8 

Swift    20.6 

Todd 20.7 

Traverse 21.4 

Wabasha 23. 5 

Wadena 19.0 

Waseca 29.2 

Washington    _  23. 0 

Watonwan 21.6 

Wilkin. 24.4 

Winona    24.0 

Wright 25.8 

Yellow 

Medicine    __  19.9 


Mississippi 


Adams 17.4 

Alcorn 20.3 

Amite 17. 0 

Attala 18.0 

Benton 21.  9 

Bolivar 26.2 

Calhoun 21.  0 

Carroll 23.8 

Chickasaw 22.4 

Choctaw 16.  0 

Claiborne 21.3 

Clarke 22.0 

Clay    23.9 

Coahoma 26. 9 

Copiah 21.0 

Covington 19.2 

De  Soto 25.3 

Forrest 19.0 

Franklin 18. 0 

George 19. 0 

Greene 19. 0 

Grenada 21.5 

Harrison 20. 0 

Hinds 21.6 

Holmes 23.4 

Humphreys  -_  26.  1 

Issaquena 26.8 

Itawamba 21.0 

Jackson 18. 0 

Jasper 17.5 

Jefferson 21.0 

Jefferson 

Davis 19.0 

Jones    19.0 

Kemper 23. 4 

Lafayette 21.  7 

Lauderdale  -_  17. 0 

Leake 18. 0 

Lee 23.5 

Leflore 27. 6 


Lincoln  

Lowndes 

Madison 

Marlon 

Marshall    

Monroe 

Montgomery  . 

Neshoba  

Newton    

Noxubee 

Oktibbeha  „. 

Panola  

Pearl  River... 

Perry  

Pike 

Pontotoc   

Prentiss 

Quitman  

Rankin 

Scott  

Sharkey 

Simpson 

Smith 

Sunflower 

Tallahatchie  . 

Tate    

Tippah 

Tishomingo  -. 

Tunica 

Union 

WalthaU    

Warren 

Washington  -. 

Wayne    

Webster 

Wilkinson  „. 

Winston 

Yalobusha 

Yazoo  


20.0 
21.4 
22.1 
19.0 
22.2 
21.0 
20.0 
17.6 
18.0 
21.3 
20.6 
26.0 
17.5 
17.5 
20.0 
20.7 
24.5 
25.4 
22.0 
20.0 
26.7 
20.0 
20.0 
26.1 
26.1 
22.9 
19.0 
20.0 
24.7 
20.8 
30.0 
22.6 


7 

.0 

7 


27. 

19. 

19. 

17.0 

19.3 

20.4 

22.8 


Missouri 


Adair    __ 30.5 

Andrew    26. 9 

Atchison 26. 1 

Audrain    33. 0 

Barry    25. 1 

Barton 25.2 

Bates    25.5 

Benton 25.2 

Bollinger 22.4 

Boone    28.7 

Buchanan 30.0 

Butler    30.3 

Caldwell    28.8 

Callaway 31. 2 

Camden 22. 1 

Cape  Girar- 
deau     30.9 

Carroll 30. 1 

Carter 28.8 

Cass    27.8 

Cedar 23.3 

Charlton 27.9 


Christian  - 

Clark    

Clay    

Clinton    __ 

Cole    

Cooper   

Crawford 

Dade 

Dallas 

Daviess 

DeKalb    ._ 

Dent 

Douglas 

Dunklin  __ 
Franklin  _ 
Gasconade 

Gentry 

Greene 

Gnindy 

Harrison    _ 

Henry 

Hickory   __ 


25.3 

24.8 

31 

31 

27 

31 

23.  1 

26.9 

32.  1 

27.8 

28.9 

20.9 

17.9 

SO.  7 

28.8 

28.7 

28.8 

26.1 

24.4 

27.9 

26.6 

33.1 


I 


Vrirtnii    Jnnunrii  .<     70/i5> 
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1962     WiUAT    MArnxxTiMO     Quota     Pkockam 

COUNTT     NOEMAL    TiKLDS    IN     BUSHKLfl     PCK 

AcKE — Ck>ntlnue<l 

Miaaouai — Continued 


Normal 
County  field 

Holt    27.0 

Howard    28.0 

Howell    -      18.5 

Iron  -. --      20.  3 

Jackson    29.8 

Jasper 27  3 

JefTerson    25  2 

Johnson 27  2 

Knox     27  3 

Laclede    ...-_     26.3 


29.8 
25  5 
25  3 

29  0 
28.8 

30  1 
23.3 
27.4 
20  6 


Lafayette    

Lawrence 

Lewis    

Lincoln    

Linn    

Livingston 

McDonald    — 

Macon 

Madison    

Maries. 25.2 

Marlon 28.4 

Mercer 28.8 

Miller    26.2 

Mississippi  ...     30.9 

Moniteau 27 

Monroe    27 

Montgomery   _     32 

Morgan 28 

New  Madrid   .     32 

Newton 25.6 

Nodaway    28.9 

Oregon 22.  1 

Osage    27.6 

Ozark   19.7 

Pemiscot    35.3 

Perry 28  6 


Normal 
County  yield 

PettU    - 30  I 

Phelps 25  0 

Pike    27  5 

Platte    31 

Polk 25 

Pulaski 20 

Putnam    26 

Ralls --  29 

Randolph 27   1 

Ray    32.0 

Reynolds    23 

Ripley    17 


3 

.4 

a 

.7 
3 


1 

2 

St.  Charles  ...  32.5 

St.  Clair 23  5 

St.  Francois  ..  27  3 

St.  Louis 28  3 

St«.  Genevieve  27. 8 

Saline 27  3 

Schuyler 27  8 

Scotland 24  0 

Scott 29  4 

Shannon    21    1 

Shelby    27  2 

Stoddard    31  2 

Stone 24  8 

Sullivan 28.  0 

Taney    19  0 

Texas    22.2 

Vernon 24.0 

Warren 30  3 

Washington  ..  28.  5 

Wayne    22.7 

Webster    21  6 

Worth 26  0 

Wright    23   1 


15  0 
21  2 
18  0 
21  0 
29  6 
19.  1 
21.7 
15  0 
17  4 
26   2 


Montana 

Beaverhead*  . 

24  1 

McCone*    

Big  Horn*  .-. 

24.8 

Madison*    ... 

Blaine*    

18.8 

Meagher*    

Broadwater*  . 

24  3 

Mineral*    

Carbon* 

22   1 

Missoula*    ... 

Carter*    

14.2 

MuBseUhell*  . 

Cascade*   

26.7 

Park*    

Chouteau*    .. 

35.  a 

Petroleum*  .. 

Custer*    

18.  » 

PhlUlpa*    

Daniels*    

14.5 

Pondera*  

Dawson*    

15.6 

Powder 

Deer  Lodge*  - 

32.4 

River*    

Pallon*    

13.3 

Powell*    

Fergus*    

34.4 

Prairie*    

Flathead*   _.. 

31.8 

Ravalli*     

Gallatin*    ... 

37.3 

Richland*   ... 

Garfield* 

13.3 

Roosevelt*    .. 

Glacier* 

34.3 

Rosebud*    

Golden 

Sanders* 

Valley*    ... 

10.3 

Sheridan*     .. 

Granite* 

36.3 

Sliver  Bow*  _. 

Hill* 

33.4 

Stillwater*    .. 

Jefferson  * 

10.9 

Sweet  Grass*. 

Judith 

Teton* 

Basin* 

aa.  1 

Toole*    

Lake*    

33.9 

Treasure*    

Lewis  and 

Valley*     

Clark*    

31.  a 

Wheatland*    . 

Liberty*  

33.3 

Wibaux*    

Lincoln*    

19  6 

Yellowstone*. 

30   6 
24   9 

16  4 
30   5 

17  8 
16  3 
20 
22 
16 
20 
20 
18.6 
25.9 
23 
20 


2 
5 

15  6 
18.0 
15  8 
22  8 


Nebraska 


Adams*    23.4 

Antelope* 24.5 

Arthur* 16.4 

Banner* 39.  1 

Boone* 36.  9 

Box  Butte*  ..  38.5 

Boyd* 16.^ 

Brown*    31.4 

Buffalo* 34.7 

Burt* 33.9 

Butler*    36.0 


Cass*    29  5 

Cedar* 21    1 

Chase* 24.9 

Cherry* 20  9 

Cheyenne*    ..  38.0 

Clay*    22  6 

Colfax*    27  4 

Cuming* 30.4 

Custer*    26  5 

DakoU* 26.  8 

Dawes*    27.6 


■Indicates  counties  having  special  wheat 
cultural  practices.    See  table  beloir. 


RULES  AND   REGULATIONS 

1962     Whkat     Makkkting     Quota     Prociiam 

CoUNTT     NOEMAL     YlKUM     IN     BUBHKLS     PeX 

AcmE — Continued 


N 


A — Continued 


Cini'ity 
Dawson*    .. 

Deuel*    

Dixon*  _  . 
Dodge*  ._- 
Douglas*  . 
Dundy*  .. 
Fillmore*  . 
Franklin*  - 
Frontier*  . 
Purna.s* 
Gage* 

Garden*     .. 
Garfield*   . 
Gofiper* 
Greeley*     -. 
HaU* 
HamllU)!!* 

Harlan* 

Hayes*    

Hltchcrxrk* 

Holt*    

Howard*    . 
Jefferson*    . 
Johnson*     . 
Kearney*  _. 

Keith*    

Keya  Paha* 
Kimball*  .. 

Knox*    

Lancaster* 
Lincoln*     -. 

Logan*    

Loup*      

McPherson* 


Atlantic    .... 

Bergen    

Burlington    .. 

Camden    

Cape  May 

Cumberland   . 

bsez 

Gloucester 

Hunterdon 

Mercer    


Normal 

yield 

..     24  7 

.      30  0 

_      26   8 


28  4 
30  5 
25   7 

22  3 

23  8 
26 
25 
24 
29 
20  9 
27   5 

24  6 

23  0 

24  5 
27   4 

25  1 
25  4 
18  5 
24  5 
23    1 


22   8 


23 
28 
19 
24 
23 
24  8 
23  7 
23  4 
19.8 
19  4 


County 

Madison* 

Merrick*    ... 

Morrill* 

Nance*  

Nemaha* 

Nuckolls*     -- 

Otoe*    

Pawnee* 

Perkins*  

Phelpe*    

Pierce* 

Platte*   

Polk*    

Redwlllow*   . 
Richardson* 

Rock*  

Saline* 

Sarpy*    

Saunders*   .. 
Scotta  Blufl* 

Seward* 

Sheridan*    .. 
Sherman*    .. 

Sioux*    

Stanton* 

Thayer* 

Thomas* 

Thurston*  .. 

Valley* 

Washington* 

Wayne*    

Webster* 

Wheeler*   ... 
York*    


Normal 
yield 


25  7 
23  2 

26  2 

27  2 

25  9 
23 
26 
23 
26 
28 
25 

28  0 
27  7 

26  8 
25  2 
16  2 
23  2 
31  6 

27  3 

29  0 

25  7 

26  7 

23  7 

24  0 


28 

22 


14  0 


25 

25 


New  Jeksct 


23  3 
29.5 
30  a 
36  6 
21.9 
39.2 

28  8 
26  a 

29  0 
32.6 


Middlesex  . . 
Monmouth 

Monis 

Ocean   

Passaic 

Salem    

Somerset    .. 

Sussex 

Union 

Warren 


Ntw  Mexico 


Bernalillo*  ..-  17  9 

Catron*    8.9 

Chaves*    40.5 

Colfax*     12  4 

Ctirry*    16.7 

De  Baca* 26.  4 

Dona  Ana*    ..  30  0 

Eddy*    35  9 

Grant*    30  0 

Guadalupe*    _  9.0 

Harding* 9.3 

Hidalgo* 25.0 

Lea*    8.3 

Uncoln*     7.3 

Luna* 24.0 

McKlnley*  ...  8.8 


Mora*    

Otero* 

Quay  *    

Rio  Arriba*  . 
Roosevelt*  .. 
Sandoval*  .. 
San  Juan*  . 
San  Miguel* 
Santa  Fe*   .. 

Sierra*    

Socorro*    

Taos*    

Torrance*    .. 

Union*     

Valencia*     .. 


33.0 
26  6 
21  4 
19  5 
24   5 


30  7 
31.  6 
28  2 
28   9 

28  8 

31  2 
27.  2 

29  S 
28   4 

30  0 


9   4 


15 

0 

9 

8 

10 

8 

10 

9 

15 

3 

19 

a 

10 

6 

16 

6 

21 

5 

6 

0 

17 

8 

8 

4 

9 

9 

16 

8 

New  Yoax 


Albiitiy         28  9 

Allegany     29  0 

Broome 30  9 

Cattaraugus    .  30. 2 

Cayuga 33   1 

Chautauqua   .  29. 4 

Chemung 30  6 

Chenango 31  6 

Columbia 30  2 

Corland    31  9 

Delaware 28.2 

Dutchess 39.8 

Erie 38.6 

Essex 26.  5 

Fulton       27  8 

a«nesee    32.4 

Greene    37.7 

Herkimer 30  1 


Jefferson 

Lewis    

Livingston  .. 

Madison 

Monrt)e 

Montgomery 

Nassau    

Niagara  

Oneida 

Onondaga    . . 

Ontario    

Orange   

Orleans    

Oswego 

Otsego 

Rensselaer 

St.  Lawrence 
Saratoga    


21  7 

27  4 
32  4 
32  6 
31  6 

28  6 

27  8 

29  4 
34  6 

31  4 

32  9 

28  2 
32  2 
27  2 
31  9 
28.8 
25  0 
31  6 


1963  Wheat  MARKmNO  Quota  Program 
County  Normal  Yields  in  Bushels  Per 
Acre — Continued 

New  York — Continued 


County 
Schenectady 
Schoharie    . 
Schuyler 

Seneca    

Steuben 29 

Suffolk    33 

Sullivan 28  9 

Tioga  ...      29  5 


Normal 

yield 
.     28  0 
. .     30 

. .      27 
_-      31 


Normal 
County  yield 

Tompkins    31.2 

Ulster 29.8 

Washington    _     30. 2 

Wayne    29.2 

Westchester    _     30  5 

Wyoming 31  4 

Yates    32.2 


North  Carolina 


Alamance 22   7 

Alexander    ...  20  0 

Alleghany 24   7 

Anson      20  6 

Ashe         23   4 

Avery    20  9 

Beaufort    25  4 

Bertie    23  8 

Bladen    22  6 

Brunswick     ..  24.4 

Buncombe  ...  22  8 

Burke        21  6 

Cabarrius    19  8 

CiUdwell 20  8 

Camden 28  4 

Carteret 23.2 

Caswell  - 22  6 

Catawba 22  0 

Chatham 21  6 

Cherokee 20  2 

Chowan    25  2 

Clay 19  0 

Cleveland     ...  22  0 

Columbus 24  4 

Craven    23  9 

Cumberland    .  22  4 

Currituck     ,..  27  0 

Davidson 23   0 

Davie    22.2 

Duplin    28  7 

Durham 22  3 

Edgecombe    ..  26  8 

Forsyth    22  8 

Franklin    22  6 

Gaston    20  5 

Gates    25  0 

Graham    17  8 

Granville 22  5 

Greene 26.4 

Guilford 22.8 

Halifax 23.  2 

Harnett 26  4 

Haywood 21.7 

Henderson    ..  22.2 

Hertford    33.0 

Hoke  .- 21.5 

Hyde 27  0 

Iredell     21.6 

Jackson    19.9 

Johnston    25  6 


Jones     

Lee    

Lenoir 

Lincoln  

McDowell 

Macon     

Madison 

Martin    

Mecklenburg  . 

Mitchell 

Montgomery  . 

Moore 

Nash   

New  Hanover  . 
Northampton. 

Onslow 

Orange   

Pamlico    

Pasquotank    . 

Pender    

Perquimans    . 

Person    

Pitt     

Polk    

Randolph 

Richmond 

Robeson 

Rockingham  . 

Rowan    

Rutherford   .. 

Sampson    

Scotland    

Stanly 

Stokes    

Surry    

Swain 

Transylvania  . 

Tyrrell    

Union 

Vance   

Wake    -. 

Warren 

Washington    . 

Watauga    

Wayne    

Wilkes    

Wilson    

Yadkin 

Yancey  


23  9 

24  6 
28.0 
22  2 
17.5 


North  Dakota 


Adams*    13  7 

Barnes*    22   1 

Benson* 19  2 

Billings*     13  9 

Bottineau*    ..  18  3 

Bowman*     14  3 

Burke* 17  2 

Burleigh*    ...  15  6 

Cass*     23  7 

Cavalier* 22  6 

Dickey*    18  8 

Divide*     14  2 

Dunn*    15  2 

Eddy*    .    18  2 

Emmons* 14   1 

Foster* 30  3 

Golden 

Valley* 16  7 

Grand  Forks*.  27.3 

Grant*    14.4 

Griggs*     23  0 

Hettinger*     ..  17  3 

Kidder*    14  4 


LftMoure* 

Logan*   

McHenry*  . 
Mcintosh* 
McKenzle* 
McLean*  .. 
Mercer*  ... 
Morton*  ... 
Mountrail* 

Nelson*    

Oliver* 

Pembina*    . 

Pierce*   

Ramsey*  .. 
Ransom*  .. 
Renville*  .. 
Richland*  . 
Rolette*  --. 
Sargent*  _. 
Sheridan*    . 

Sioux*    

Slope*    

Stark*    


21  8 
19  4' 

25  1 
20.6 
19  5 

18  4 

19  3 
27  8 
23.4 

22  4 
23.  1 
22.2 
26.6 
29  5 

23  6 
26.8 
21.7 

26  0 
20.6 
22.2 
17.5 
23.6 
23.4 
23.0 
21.2 
24.6 
22.0 

19  8 
21.8 
23 
19 
20. 
25. 
21 
22 
24. 
21. 
26. 
23 
26.4 
23.  1 
29  a 
23  0 

20  4 


18  5 

14  8 
16.0 
13 
16 
17 
15 
13 

15  8 
21  9 
14  8 
25  0 
15.0 
20.0 
17.7 
19.8 
21. 0 
17.6 
19.1 
16.6 
11.4 
16.0 

16  8 


I 

Friday,  January  5,  1962 

1962  Wheat  Marketing  Quote  Program 
County  Normal  Yields  in  Bvshsls  Per 
Acre — Continued 

South  Dakota — Continued 

Normal  Normal 

County           yield  County           yield 

Steele* 27.1       Walsh*. 34.0 

ytutsman*    ..     19.6       Ward*    30.1 

Towner* 21.0       Wells*     10.6 

Traill*     27.8  Williams*    ...      14.4 


Ohio 


Adams 20.  8 

Allen 30.  6 

Ashland 27.7 

Ashtabula 24.2 

Athens 24.0 

Auglaize 29.  9 


Belmont 

Brown 

Butler 

Carroll    

Champaign   . 

Clark 29 

Clermont 22 

Clinton 25 


26.8 

19.8 

24.5 

27.5 

29.6 

6 

7 

2 

0 

0 

3 


28 

26 

29 

25.9 

28.2 


Columbiana 
Coshocton  . 
Crawford  . . 
Cuyahoga  .. 

Darke    

Defiance 27.  5 

IDelaware 27.5 

Erie 31.6 

Fairfield 25.4 

Fayette 26.  6 

Franklin    27.7 

Fulton    31.7 

Gallia   22.7 

Geauga 25.  7 

Greene 27.0 

Guernsey 23.3 

Hamilton 25. 6 

Hancock 30.4 

Hardin    30.7 

Harrison 27.0 

Henry 32.3 

Highland 23.3 

Hocking ai.4 

Holmes 37.3 

Huron 39.  9 

Jackson    31.4 

Jefferson    38.0 

Knox.. 24.6 

Lake    34.3 

Lawrence 23.6 


Licking  

Logan   

Lorain 

Lucas  

Madison 

Mahoning 

Marlon 

Medina  .. 

Meigs    

Mercer    

Miami 

Monroe 

Montgomery  _ 

Morgan 

Morrow 

Muskingum  .. 

Noble _ 

Ottawa 

Paulding 

Perry 

Pickaway 

Pike _ 

Portage 

Preble 

Putnam 

Richland 

Ross    

Sandusky  

Scioto 

Seneca    

Shelby 

Stark    

Summit  . 

Trumbull 

Tuscarawas 

Union . 

Van  Wert 

Vinton 

Warren  _. 

Washington    _ 

Wayne  ... 

Williams 

Wood 

Wyandot    


35.5 
28.3 
37.0 
33.6 
29.0 
37.6 
30.4 
37.6 
31.6 
30.3 
29.8 
25.4 
37.2 
23.8 
26.1 
24.2 
24.2 
29.2 
28.6 
23.8 


Oklahoma 


Adair    18.4 

Alfalfa* 33.8 

Atoka 17.9 


Beaver*    .. 
Beckham* 
Blaine*    .. 

Bryan  

Caddo*  ^. 
Canadian* 


16.3 
17.6 
30  5 
18.0 
20.4 
30.  1 
18.  1 
19.6 
19.3 
17.0 
19.9 
18.6 
17.4 


Carter  

Cherokee  

Choctaw    

Cimarron*    .. 

Cleveland 

Coal    

Comanche*  _. 

Cotton* 18.3 

Craig 33.7 

Creek    16.3 

Custer*    19.1 

Delaware 33.9 

Dewey* 18 

Ellis*    16 

Garfield* 33 

Garvin 31 

Grady*     31.1 

Grant*     23.3 

Greer*    30.5 

Harmon* 30.  7 


Harper*  

Haskell    

Hughes 

Jackson* 

Jefferson 

Johnston 

Kay 

Kingfisher*    . 

Kiowa* 

Latimer 

LeFlore    

Lincoln    . 

Logan  . 

Love . 

McClaln 

McCurtaln    ._ 

Mcintosh 

Major* 

Marshall 

Mayes 

Murray 

Muskogee 

Noble   

Nowata 

Okfuskee 

OklahomR 

Okmulge« 

Osage   

Ottawa 


36.1 
20.2 
26.6 
36.3 
20.0 
27.0 
23.1 
31.0 
22.4 
20.0 
30.0 
28.0 
27.8 
25.8 
28.8 
27.0 
31.2 
23.0 
24.7 
23.4 
38.2 
27.6 
32.4 
30.1 


16.3 
22.1 
30.3 
21.0 
10.4 
10.4 
26.7 
20.1 
21.0 
17.0 
21.0 
18.5 
21.3 
10.4 
21.8 
20.2 
20.4 
21.0 
17.5 
20.8 
22.2 
21.1 
22.1 
23.2 
17.8 
22.3 
18.8 
23.2 
23.6 


'Indicates  counties  having  spttclal  wheat 
cultural  practices.    See  table  below. 
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OOTTNTT    NOBMAL    YIELDS    IN    BUSHELS    PeE 

AcsE — Continued 


Oklahoma — Continued 


County 

Pawnee    

Payne  

PItteburg  ... 
Pontotoc  ... 
Potta- 
watomie . 
Pushmataha 
Roger    Mills' 

Rogers   

Seminole  ... 


Normal 

yield 
.     30.0 

-  18.0 
.  17.3 
.     20.0 

-  21.8 
.  18.0 
.  17.3 
_  21.1 
.  17.8 


County 
Sequoyah    . 
Stephens  .. 

Texas*   

Tillman*  __ 

Tulsa   

Wagoner  .. 
Washington 
Washita*  ._ 
Woods*  ... 
Woodward* 


Normal 

yield 

..     21.2 

..     10.6 

..     17.0 

..     21.0 

._     22.  7 

.-     21.0 

.     23.3 

.     30.2 

..     22.3 

-      17.8 


Oregon 


Baker*   

Benton*  

Clackamas*    . 

Clatsop* 

Columbia* 

Crook*  

Deschutes*   .. 

Douglas* 

GUllam*    

Grant* 

Harney*  

Hood  River*  . 

Jackson* 

Jefferson*  ... 
Josephine*  .. 
Klamath*   ... 


Adams  

Allegheny  .. 
Armstrong    . 

Beaver  

Bedford 

Berks  

Blair 

Bradford 

Bucks 

BuUer   

Cambria   ... 

Cameron 

Carbon    

Centre  ..>... 

Cheater   

Clarion 

Clearfield 

Clinton   

Columbia  _. 

Ofttwford 

Cumberland 

Dauphin 

Delaware 


33.8 

29.8 

29.2 

28.3 

28.8 

46.8 

30.6 

22. 

29. 

26. 

22.3 

33.5 

34.2 

34.8 

24.7 

80.1 


.0 

.6 

1 


Lake*   

Lane*   

Linn*   

Malheur* 

Marion* 

Morrow*    

Multnomah*  . 

Polk*    

Sherman* 

Umatilla*    ... 

Union* 

Wallowa* 

Wasco* 

Washington* 

Wheeler* 

Yamhill* 


»le 

Fayette 

Forest 

Franklin  ... 

Fulton 

Greene 

Htmtingdon 

Indiana 

Jefferson 

Juniata 

Lackawanna 


Abbeville  ... 

AfXtn 

Allendale  .— 

Anderson 

Bamberg  ... 
Barnwell   — 

Beaufort 

Berkeley 

Calhoun    — 
Charleston    . 

Cherokee 

Chester   

Chesterfield  . 
Clarendon    . 

Colleton    

Darlington   _ 
DUlon    


Pennsylvania 

36. 2       Lancaster    

27.0  Lawrence 

24.2  Lebanon    

27.1  Lehigh 

26.8      Luzerne 

27. 0       Lycoming 

28.4       McKean 

35.6       Mercer 

38.6       Mlffiln    

27. 0  Monroe    

34.  8  Montgomery  . 

31.6       Montour    

34. 3  Northamp- 

37.1  ton    

83. 1  Northumber- 

84.0  land    

28.4  Perry    

37. 8  Philadelphia  . 

35.8      Pike    

34.4       Potter    

37.3  SchuylkUl  ... 

35.4  Snyder 

33.4      Somerset 

34.3  Sullivan 

35. 4  Susquehanna. 

37.4      Tioga 

30.6      Union _ 

35.0  Venango 

33.3      Warren    

34. 1  Washington   . 

30.6  Wajrne 

33. 8  Westmore- 

34.7  land    

35.7       Wyoming 

37.0      York 


22.7 
26.2 
26.6 
47.6 
29.6 
38.8 
30.3 
32.2 
34.8 
35.1 
39.4 
30.5 
31.5 
33.3 
24.2 
31.8 


32.8 

37.0 

39.8 

28.6 

24. 

25. 

24. 

25. 

28. 

26. 

28.8 

23.4 


30.7 

25.4 
25.9 
20.8 
23.3 
27.8 
24.0 
24.6 
25.8 
23.0 
26.0 
24.4 
26.6 
25.4 
26.0 
27.4 
26.2 

26.4 
24.4 
28.8 


SODTH  Carolina 


10.4 
18.4 
21.4 
20.6 
10.8 
20.8 
23.6 
21.4 
32.6 
22.8 
20.2 
21.7 
10.6 
22.3 
21.4 

ai.s 

38.4 


Dorchester  . 
Edgefield  ... 
Fairfield  ... 
Florence  ... 
Georgetown 
Greenville  .. 
Greenwood   . 

Hampton 

Horry   

Jasper 

Kershaw  ... 
Lancaster    . . 

Laurens  

Lee 

Lexington  .. 
McCormlck  . 
Marlon    


22.4 

21.6 

20 

22 

22 

20 

20.8 

22.4 

25.4 

20.2 

20.0 

20.8 

22.0 

22.0 

17.8 

18.7 

34.4 


I 
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1062  Wheat  Marketing  Quota  Program 
County  Normal  Yields  in  Bushels  Per 
Acre — Continued 

South  Carolina — Continued 


Normal 
County  yield 

Marlboro 23.0 

Newberry 21.5 

Oconee 19.6 

Orangeburg..     19.8 

Pickens    19.0 

Richland 21.4 


Normal 
County  yield 

Saluda 20.6 

Spartanb\irg  .     19.  6 

Sumter 22.3 

Union    _     19.0 

Williamsburg-     22. 3 
York 20.8 


South  Dakota 


Aurora* 

Beadle*    

Bennett* 

Bon 
Homme*    .. 

Brookings* 

Brown* 

Brule*    

Buffalo* 

Butte*    

Campbell* 

Charles  Mix*  . 

Clark*    

Clay*    

Codington* 

Corson* 

Custer* 

Davison* 

Day* 

Deuel* 

Dewey* 

Douglas* 

Edmunds* 

PaU  River*  .. 

Faulk* 

Grant*  

Gregory*    

Haakon*    

Hamlin* 

Hand*    

Hanson*  

Harding* 

Hughes* 

Hutchinson*  . 
Hyde*  


18.8 
14.6 
30.0 

17.  1 

18.5 

17.1 

20.7 

20.4 

20.1 

16.8 

21.2 

16.6 

21.4 

15.9 

13.7 

16.8 

18.2 

17.4 

16.7 

17.3 

18.0 

17.3 

24. 

17. 


.4 

1 
18.6 


22.4 
23.0 
16.4 
18.2 
10.2 
14.3 
21.4 
16.4 
17.6 


Jackson*   ... 

Jerauld* 

Jones*    

BLlngsbury*  . 

Lake*  

Lawrence*  _. 
Lincoln*    ... 

Lyman* 

McCook*    ... 
McPherson* 
Marshall*    .. 

Meade*  

Mellette*  ... 

Miner* 

Minnehaha* 

Moody*  

Pennington* 
Perkins*    ... 

Potter* 

Roberts* 

Sanborn*  

Shannon*   _. 

Spink* 

Stanley*  ... 

Sxilly* 

Todd*  

Tripp*    

Turner* 

Union* 

Walworth*    . 
Washa- 

baugh*  ... 
Yankton*  .. 
Ziebach*    ... 


Tennessee 


Anderson 20.6 

Bedford 17. 2 

Benton 17.6 

Bledsoe 17.8 

Blount   21.6 

Bradley    17.8 

Campbell 10.6 

Cannon 16.4 

Carroll    18.0 


Carter  

Cheatham  .. 

Chester    

Claiborne  ... 

Clay 

Cocke   

Coffee 

Crockett  

Cumberland 
Davidson  ... 
Decatur    


22.2 
22.0 
10.0 
10.4 
16.6 


10.4 
20.5 
18.6 
17.4 
10.4 
15.6 

De  Kalb 16.2 

Dickson    17.2 

Dyer 22.6 

Payette 10.0 

Fentress 18.4 

Franklin    23.6 

Gibson 17.0 

Giles 17.0 

Grainger    20.0 

Greene   10.4 

Grundy 24.  6 

Hamblen 23.3 

Hamilton 18.8 

Hancock 18.2 

Hardeman 10.4 

Hardin   16.6 

Hawkins 20.6 

Haywood    18.0 

Henderson 18.7 


Henry 

Hickman   ... 

Houston 

Himiphreys  . 

Jackson   

Jefferson 

Johnson 

Knox    

Lake   

Lauderdale   . 

Lawrence 

Lewis    

Lincoln    

Loudon    

McMlnn    

McNalry    

Macon    

Madison    

Marlon 

Marshall    

Matiry    

Meigs    

Monroe    

Montgomery 

Moore    

Morgan    

Obion    

Overton 

Perry    

Pickett 

Polk    

Putnam 

Rhea    

Roane    

Robertson 

Rutherford  . 
Sequatchie  _ 

Sevier    

Shelby 


25.7 
14.4 
25.3 
15.6 
18.  1 
21.8 
16.0 
25.5 
10.4 
15.2 
17.3 
19.2 
22.4 
14.6 
17.8 
21.6 
19.7 
13.1 
18.9 
18.0 
14.0 
28.1 
16.2 
24.6 
20.9 
25.6 
26.0 
18.3 
21.7 
16.0 

26.3 
18.4 
16.2 


20.4 

16.8 

20.2 

17.7 

13.4 

21.0 

21.3 

21.0 

28.2 

21.6 

10.2 

15.4 

16.0 

18.8 

18.2 

10.7 

17.6 

18.0 

18.8 

16.8 

30. 

18. 

10. 

24. 

18.8 

10.0 

21.8 

10.3 

14.4 

18.2 

18.0 

18.0 

17.0 

17.0 

23.7 

18.3 

18.8 

10.0 

20.9 


4 

1 
0 
2 


Xf. 
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1043     Wrxat    ICiUucrmvo 

OOTTNTT     NOBMAL     Yl 

AcxE — Continued 


QCOTA     Pkockam 

LN     BUSHXLA     Pn 


TKNKXssxa — Continued 


County 
Smith 

Normal 
yield 
...     14.6 

Stewart    .. 
Sullivan 

18.4 

...     21.2 

Sumner    .. 
Tipton 

.--      18.6 
...     22  4 

Trousdale 

...     16.6 

Normal 
County  yield 

Van  Buren  ...     20.  0 

Warren    20  2 

Washington  ..     21  8 
Wayne    15 


Weakley 


18  9 


Unicoi 22  6 

Union    18.0 


White --     20  8 

Williamson    ..      18  5 
WUson    16   1 


TxxAS 


Archer    13.4 

Armstrong*.-     14.9 
Atascosa 12.2 


Austin    

11  0 

Bailey*     

20.3 

Bandera  

14  0 

Bastrop    

11.5 

Baylor 

15.6 

Bee    

11  0 

Bell 

13.4 

Bexar    

13.4 

Blanco 

15.4 

Borden  

13  0 

Bo«que 

14.9 

Bowie 

15.6 

Braans    

12  0 

Briscoe* 

18  2 

Brown 

12.6 

Burnet    

15.6 

Caldwell 

11.6 

CaUahan   

13   6 

Carson*   

18.3 

Caatro*    

26  8 

Cherokee 

12.5 

Chlldreaa*  ... 

17.8 

Clay 

14.9 

Cochran* 

18.6 

Coke  

13.3 

Coleman 

12.0 

Collin 

18.7 

Collings- 

worth*    

14.4 

Comal 

12.  1 

Oomancha 

12.3 

Concho 

12.8 

Cooke  

10.1 

Coryell 

13.4 

Cottle* 

13.3 

Croaby*    

17.3 

Culberson   ... 

20.0 

Dallam* 

14.8 

E>alla« 

18.2 

Dawson*    

12.7 

D««f  Smith*.. 

22.8 

DelU 

18.7 

Denton 

10.2 

Dewm 

10.0 

Dickens*   

13.6 

Donley* 

15.5 

EasUand    

12.  1 

Edwards 

10.0 

Ellis    -. 

16.8 

Erath   

11.6 

Fails  

13.  S 

Tannin  

18.0 

Payette  

10.0 

Flaher 

14.  1 

Floyd*    

20.0 

Foard*   

15.4 

Freestone 

12.0 

mo  .„ 

13.0 

CkUnea*  

13.9 

Cktfza* 

12.3 

OUlespls 

17.0 

Glasscock    _._ 

13.4 

Oollad    

10.0 

Oonzalea 

12.0 

Gray*  

17.6 

Orayson 

18.0 

Guadalupe    ._ 

10.9 

Hale*   

36.9 

Hall* 

IS.  5 

Hamilton 

Hansford  •  . . 
Hardeman*  . 

Harris 

Hartley*    --. 

Haskell* 

Hays    

HemphUl*  .. 
Henderson  .- 

Hill 

Hockley    ... 

Hood 

Hopkins 

Houston 

Howard    

Hudspeth 

Hunt       

HutcH^son* 

Irion  - 

Jack    

Jackson    

Jeff  Davis 

Johnson 

Jones    

Karnes 

Kaufman  

Kendall    

Kent .- 

Kerr    

Kimble 

King 

Knox*    

Lamar    

Lamb*   

Lampasas    .. 

Leon 

Limestone  .. 
Lipscomb*  .. 
Uve  Oak  ... 

Llano 

Lubbock*    .. 

Lynn*    

Mcculloch  . 
McLennan  .. 

Madison 

MarUn 

Mason    

Maverick 

Medina    

Menard    

Midland 

MUam    

Mills 

Mitchell 

Montague   .. 

Moore*    

Morrta    

Motley* 

Nacogdoches 

Navarro 

Nolan 

OchUtree*  .. 
Oldham*  ... 
Palo  Pinto  .. 

Panola 

Parker 

Parmer* 

Pecos   

Potter* 

Presidio 

Rains 

Randall*   ... 


13  7 
17  0 
15  8 
10  0 


15 
14 

11 


15  9 
12   2 


16. 

20 


13  6 
13  0 
13  0 
12   8 


20 

17. 

20 

9 


12   8 


12 

19 

17 

13 

13 

16 

16 

12 

15 

12 

13.0 

15.7 


18.  1 
25  1 
14  6 
12.5 
13.4 
17.0 
11.0 
11.4 
20.8 
16.8 
15.3 

14  8 
12.0 
13.  I 
15.3 
13.0 
13.0 
13.0 
15.0 
13.4 
15".  3 
12.9 
15.9 
18.8 
13.0 

15  3 
12.0 
15.7 

13.  1 
16.2 

14.  1 
13.7 
11.0 
13.6 
28.5 
15.0 
16.3 
25.0 
13.0 
18.3 


*  Indicates  counties  having  special  wheat 
cultural  pracUcea.    See  table  below. 


RULES  AND   REGULATIONS 

1962  Wheat  Marketing  Qt^ot*  Progeam 
CouNTT  Normal  Yields  in  Bu.sheus  F'rR 
Acre-  -Cuiitlnued 


Texas— Continued 


Count -J 
Real    _  - 
Red  River   . 

Reeves    

Roberts*    .. 
Robertson 
Rockwall 
Runnels   . 
San  Saba 
Schleicher  . 

Scvirry    

Shackelford 
Shelby    . 
Sherman*   . 

Smith 

Somervell 
Stephens   . 
Sterling    . . . 
Stonewall    . 
Sutton   .-    . 
Swisher* 
Tarrant      _. 
Taylor    . 


Normal 

yield 
.  10  0 
-  13  9 
.  15  0 
.-  19  4 
_       12   0 


16 
11 
15 
14 
13 


13   0 
12   0 


18 
12 
12 
13 
13 


12   8 

9  0 

23   8 

1 

0 


15 
15 


drunty 
Terry*    . 
Throck- 
morton . . 

Titus     

Tom  Oreen 
Travis     . 
Uv.iUlp 
Van   Ziindt 
Vlrtorl<»    ... 

Walker 

W.iller     

Wr»rd     

Wharton    .. 
Wheeler*  . 
Wichita*    _ 
Wilbarger* 
WlUlftmson 

WUson    

Wise   

Yoivkum*  _. 

Young    

Zaval.k    


/orrriai 
yield 
18  6 


15 
12 
13 
12 
13 
13 


Utah 


Beaver*    34 

Box  Elder*  ...  19 

Cache*    25 

Carbon* 32 

Daggett*    33 

DavU* 49 

Duchesne* 31 

Emery* 31 

Garneld*    19 

Grand* 17 

Iron*    16 

Juab*    15  8 

Kane* 17  l 

Millard* 17  5 

Morgan* 25  4 


Piute*     

Rich*    

Salt    Lake*    .. 

San  Juan*  

Sanpete*    .... 

Sevier* 

Summit*    

Tooele* 

Uintah*    

Utah*   

Wasatch* 

Washington*. 

Wayne* 

Weber* 


ViXOINU 


Accomack 

Albemarle 

Alleghany    

Amelia    

Amherst     

Appomattox    . 

Augusta 

Bath 

Bedford    

Bland    

Botetourt 

Brunswick    .. 

Buchanan   

Buckingham  . 

Campbell    

Caroline 

Carroll 

Charles  City.. 

Charlotte 

Chesterfield    . 

Clarke    

Craig    ^.. 

Culpeper    .v-. 
Cumberland    . 

Dickenson 

Dinwiddle 

Essex    

Fairfax 

Fauquier 

Floyd    

Fluvanna    

Franklin 

Frederick    

Giles 

Goodhue    

Goochland    .. 

Grayson    

Greene 

Greensville   ._ 

Halifax    

Hampton 

Hanover 

Henrico . 


36  4 
24  8 

20  6 
24.  5 

21  2 
23  2 
25 
20 
32 


1 
9 
6 


21   6 


23 

23 

20 

23 

22 

24 

33  6 

37.2 

35 

23 

25 

24 

24 

23 

20 

24 

24 

25   2 

24.7 

24.9 

23  6 

23.8 

23   3 

21   6 

24.2 


23  9 
21.  1 
20.8 
21.4 
23.7 
23.5 
23.3 
34.8 


Henry 

Highland 

Isle  of  Wight. 

James  City 

King       and 

Queen 

King  George. 
King  William. 

Lancaster 

Lee    

Loudoun    

Louisa    

Lunenburg 

Madlaon 

Mathews    

Mecklenburg  _ 

Middlesex 

Montgomery  _ 
Nansemond  .. 

Nelson    

New  Kent  

Newport   Newe 

Norfolk 

Northampton 
Northumber- 
land     

Nottoway 

Orange   

Page    

Patrick 

Pittsylvania    . 

Powhatan    

Prince  Edward 
Prince  George. 
Prince  William 
Princess    Anne 

Pulaski  

Rappahan- 
nock     

Richmond 

Roanoke  

Rockbridge  .. 
Rockingham  _ 


25 
31 
26 
14 
23 
44  8 
29  9 
14  9 
27.8 
26  0 
36.7 
15.7 
31  2 
46  8 


21  2 
22.4 
25  2 
27  4 


26  9 
26  0 
25.  1 
24  7 

22  9 

23  2 
23.7 
24.6 
23.0 

24  4 
27.6 
23  4 


23  4 
26  4 
25.6 
21.9 
25.2 


1962  Wheat  MARKEmfO  Quota  Peogeaic 
Coi'NTT  Normal  Yiilds  in  Bushels  Pee 
KcRK    -Continued 


12  0 
12  0 
12  5 
15   0 

12  0 
15   7 

17  4 

18  0 

13  0 
13  7 
17   2 

13  9 

14  0 
13    9 


22 

25 

25 

24. 

21 

25. 

23 

24 

24 

23 

23 

24 

23   9 

26  2 
20.4 
23.9 
22   0 

27  6 
26   2 


VmciNiA — Continued 


NoTmal 
Ct.mnty  yield 

RusseU 21   8 

Scott     20  6 

Shenandoah    .     25  2 

Smyth 22  8 

Southampton       24  0 
S|xjtsylvanla  .     22  9 

Stafford    24   2 

Surry 23  6 


Normal 
yield 
4 
6 


County 

Sussex    23 

Tazewell     21 

Warren    23.4 

Washington  ..  22.  0 

Westmoreland  27. 0 

Wise 20  4 

Wythe 23  0 

York    .    23  6 


Washington 


Adams*    28  4 

Asotin* 30  1 

BcnU)n* 26  2 

Chelan* 21  9 

ClalLim*    45  0 

Clark*     24  9 

Columbia*     ..  42  6 

Cowlitz* 20  6 

Douglas* 24  2 

Ferry* 27  4 

Franklin*     ...  30  2 

Garfield* 43  3 

Grant* 30  1 

Grays 

Harbor*    ...  28  5 

Island* 47  1 

Jefferson* 40  5 

Kittitas*    40  1 


KUcklial*    . 

Lewis*    

Lincoln*    .. 

Okanogan* 

Pend 

Oreille*    . 

Pierce* 

San  Juan* 

Skagit* 

Snohomish* 
Spokane*  .. 
Stevetis*  .. 
Thurston*  . 
Walla 

Walla*  .. 
Whatcom*  . 
Whitman*  . 
Yakima*    .. 


26  7 
33  0 
35  1 
21   9 


19 

30 

37 

46 

39. 

35. 

32 

29. 


40  5 
40.7 
42.0 
38    1 


West  Vieoinla 


Barbour   ....  23  0 

Berkeley 24  0 

Boone 19  8 

Braxton    217 

Brooke    36  8 

Cabell 20  8 

Calhoun 23  2 

Clay    21   4 

Doddridge   ...  33  7 

Fayette 32  6 

Gilmer    33  4 

Grant 35  0 


Greenbrier  .. 
Hampshire  . . 
Hancock  


24.8 
36  4 
36  8 

Hardy 24  1 

Harrison    34   1 

Jackson 21  4 

Jefferson    23.6 

Kanawha 216 

Lewis    24  6 

Lincoln    19  3 

Marlon 23.  7" 


Mineral    23  2 

Monongalia  ..  24  9 

Monroe 33.  7 

Morvian 30.  2 

Nicholas 25  3 

Ohio 36  0 

Pendleton 23.  1 

PleasonU 23.  6 

Pocahontas    ..  26.0 

P»re*ton    36.2 

Putnam 33.0 

RalelRh    33  4 

Randolph    ...  36.0 

Ritchie 33  4 

Roane 31.  4 

Summers 33  3 

Taylor 33.  6 

Tucker 33.8 


Tyler 


31  8 


Marshall    


33   6 


Mason     24.0 

Mercer    24.6 


Upshur 24.  6 

Wayne    19  9 

0 

4 
1 
5 
B 


Webster 22 

Wetzel 33. 

Wirt    25 

Wood    23 

Wyoming 19 


Wisconsin 


Adams    

Ashland 

Barron    

Bayfield    

Brown 

Buffalo 

Burnett    

Calumet    

Chippewa 

Clark 

Columbia    

Crawford    

Dane 

Dodge  

Door    

Douglas    

Dunn    -. 

Eau  Claire 

Florence 

Fond  du  Lac  . 

Forest  

Grant    

Green    

Green  Lake 

Iowa    

Iron 


19 
19 


23  6 


4 
1 
7 
5 


19 
28 
23 
18 
30  6 
21  3 
23  7 
27  6 
26   2 

29  6 

30  2 
26  8 
18  0 
22 
21 
19. 
31.  1 
20.2 
38 
27 
24. 
26. 
19. 


0 
6 
1 


0 
2 
5 
9 
3 


Jackson    23  0 

Jefferson    30.0 

Juneau    21.0 

Kenosha 31.6 

Kewaunee 28  6 

La  Crosse 23.4 

Lafayette 27  0 

Langlade    24  2 

Lincoln     23  2 

Manitowoc  ...  29.  6 

Marathon 24  6 

Marinette     ._.  23  2 

Marquette   ...  20.  1 

Milwaukee  ...  30.0 

Monroe     24  8 

Oconto 25  2 

Oneida    20.6 

Outagamie    ..  29.8 

Ozaukee 31  0 

Pepin    23.5 

Pierce 23.3 

Polk 30.8 

Portage    20.8 

Price 30.6 

Racine S3.0 

Richland 34* 


I 

Friday,  January  5,  1962 

1962     Wheat     Maeketino     Quota     Procsabc 
County    Nobmal   Yields  in    Bdshels   Pee 

.^tRE — Continued 


Wisconsin — Continued 


Rock    

Rusk   

St    Croix   — 

Sauk   

Sawyer 

Shawano    

Sheboygan  .. 

Taylor 

Trempealeau 
Vernon  


39.0 

18.4 

22.  1 

25.6 

17.9 

26. 

30. 

21. 

23 

26. 


Vilas   

Walworth  _. 
Washburn  _. 
Washington  . 
Waukesha   .. 

Waupaca    

Waushara  _. 
Winnebago  . 
Wood    


20.4 


81.4 

19.4 

31.  8 

29.8 

22 

20 

30 

23 


Wyoming 


13  2       Natrona* 22.8 

35  0  Niobrara*    _..  30.3 

16  6       Park*    *38.4 

13   1       Platte* 21.3 

19  3  Sheridan*    ...  22.7 

19  4  Sublette*    ...  18.9 

36.5  Sweetwater*  _  20.4 

21   4      Teton*    30.3 

33  0       UlnU*    21.5 

16.9  Washakie*    ..  35.8 

23.7  Weston*     19.7 

16.8  I 


Alb.iny* 

Blc  Horn*   ... 

Campbell* 

Carbon*  

Converse*    

CriT<ik*    

Fremont*     

Cn>shen* 

Hot   Springs*. 

John8<in* 

Laramie* 

Lincoln*     

(Sees    301.  375.  52  Stat.  38,  as  amended,  86; 
7  use.   1301.  1376) 

EfTective  thirty  days  after  publication 
in  the  Federal  Register. 

Signed  at  Washington.  D.C.,  on  De- 
cember 27.  1961. 

Carl  A.  Larson, 
Acting  Administrator,  Agricul' 
tural  Stabilization  and  Con- 
servation Service. 

N  iHMM    Vitios  or  WnrAT  for  .''pkcial  Ci'ltveal 
Traitices 

arizona  i 


Coimty 

IrrlRSteJ 

8iimm»r 
fallow 

Continuous 
cropplnc 

30.0 
24.8 
30  0 
22  5 
23.9 
28.1 
40.0 
30  0 
30.0 
27  8 
34.0 
24.0 
2fl.  « 
34.0 

l&O 

16.0 

111)  1 

(ir;i(i:im 

(Iriviilw 

19.0 

N.ivikji)                    .   . 

18.0 

I'lin  I 

riii>il  .   

.'^  inl;i  ('r)iE 

V  l\:i|'lil 

Yuiiii 

CAUrORNIA 


AUnu'ila 

Ali'inf  

A  iiitiilor 

23.2 

23.8 
30.0 
23.6 

Hiino 

27.3 

28.1 

17.8 
20.0 
2«.6 

CdllKi*     

('(intn«  Costa      



2tV4 
23.5 
l.M 

2t>  2 

Krcsiiii 

(ilinn -. 

4C.2 

13.8 
22.8 

MutnltoMt 

28.0 

63.8 

"'30.' 4' 
33.2 

IllVll 



26.8 

Kcrii 

12.4 

9.7 

Kiiu'^ 

I  iki' 

2S  6 

I.A^Nrll            .     -  -  -  - 

30.2 
25.8 
30.2 

'       Vl'.V 

21.2 

I.O.S  .VllRl'lcS 

M.i.lcra 

11 
14 

8 
0 

6.7 
9.8 

M  ;irin 

25.5 

M;iIl[io,<!3 

30.0 
22.9 

.M.rc.'d --- 

Ml>.l.K' 

3.V1 
41.  S 

2&I 
21.6 

22.7 
18.3 

.Vl'tiio 

2ao 

MciiUiTcy - 

33.6 

1&4 

15.1 
26.0 

17.4 

riiccr          

aa4 

16.9 

19.1 

?ec 

loi 

•Indicates  coui 
cultural  practices 

itles  having  s] 
See  table  be 

lal  Wheat 
w. 

FEDERAL  REGISTER 


NOKlfAL   TULD8   OT    WHEAT    FOR    SPECIAL 

COLTDEAL  Peices — Continued 


CALiruENIA- 


continued 


County 

Irrigated 

Summer 

fallow 

Continuous 
cropuing 

Riverside 

29.2 

45.0 

1«.  4 
23.5 

If).  3 

Sacramento 

37.5 

San  Benito 

20.4 

San  Bernardino 

26.9 

San  Diego 

23.8 

San  Joaquin    

40.2 

2ti.  4 
10.  7 

30.4 

San  I'tiis  Ol'lspo    .  . 

13.4 

San  Mateo 

21.6 

Santa  Barbara 

17.3 

22.0 

Santa  Clara 

23.4 

Shasta       

13.7 

i7.'9" 

24.0 

10.4 

Sierra 

Siskiyou 

Solano       

46.4" 

48.4 

18.1 
10.4 
44.8 

Sonoma       

21.6 

Stanislaus 

Butter 

Tehama 

Trinity     

iV.O 

29.7)" 

19.1 

27.5 
39.4 
18.8 
20.0 

Tulare 

Tuolumne 

Ventura 

Yolo 

28.9 
37.'4" 

21.7 
32.8 

10.3 
19.8 
20.9 
37.0 

Yuba              

26.4 

COLORADO 


Adams .... ... 

31.8 
25.4 
33.6 
27.8 
28.2 
31.0 
34.0 
26.6 
25. 0 
25.2 
25.4 
34.0 
28.0 
36.2 
26.6 
28.5 
39.3 
28.4 
28.2 
28.2 
S2.4 
27.7 
29.0 
25.9 
29.6 
30.1 

aai 

30.4 
27.8 
33.9 
27.2 
28.3 
27.0 
32.2 
31.8 
28.0 
37.6 
85.2 
37.6 
33.8 

24.0 

14.0 

Arapahoe 

ArcDuleta... ......... 

22.3 
15.8 
17.7 
16.9 
26.7 

13.0 
10.9 

Baca  ............. 

16.3 

Bent 

10.8 

Boulder 

Chaffee        

16.9 

Cheyenne  ... 

20.6 

13.0 

Conejoi 

Costilla              .  .... 

Crowley 

Ouster 

Delta     

13.9 
14.3 

17.9 
15.0 
24.0 

11.8 

9.5 

12.5 

Dolores.., 

Douflai 

Esfle 

Blbert   

11.5 

17.4 
19  5 

20.7 
17.6 
16.6 
17.9 
17.2 
18.0 
17.2 
17.1 
28.1 
17.2 
20.0 
16.2 
25.2 
13.0 
19.0 
22.5 
14.2 
17.4 
17.3 
14.  5 
20.1 
18.0 
16.6 

16.4 

El  Paso 

11.4 

8.5 

Oarfleld 

12.5 

Grand ^  - 

12.4 

Ounnlion ........ 

14.5 

llutrtano.-. ......--.• 

12  5 

Jackson 

Jefferson 

Kiowa   

14.0 
15.9 
13.0 

KltCsriou.. ..... 

11.9 

UPlaU 

Larimer 

Lai  Animu 

12.6 
15.4 
10.9 

Lincoln...  

12.0 

L/»an .... 

14.3 

Mesa 

Moffat 

Montecuma    . 

12.9 
13.2 
12.9 

Montrose 

Mont«n -- 

Otero 

Ouray .. 

11.8 

12.4 

9.7 

11.4 

Park 

14.5 

PhlUlps 

28.0 
3&8 
33.6 
36.4 
33.2 
30.6 
33.5 
26.8 
3ZS 
29.2 

25.7 
18.0 
16.7 
23.3 
20.9 

14.0 

Pitkin   

16.6 

Pymreif    ........ 

16.9 

Pueblo, 

13.0 

Rio  Blanco 

14.6 

RIn  Or&nde 

Routt 

21.1 

15.6 

Rsffuache            -  - 

San  Mifniel 

14.7 
28.0 

11.6 

Sedcwlck 

16  5 

Teller     

lao 

Washington 

33.1 
32.5 
32.2 

23.1 
22.4 
24.0 

12.2 

Weld 

14.2 

Yuma. . .-r-T.T-T 

15.1 

IDAHO 


Ada 

Adams 

Bannock... 
Bear  Lake.. 
Benewah... 
Bingham. .. 

Blaine 

Boise 

Bonner 

BonnevUle. 
Boundary.. 

Butte 

Camas 

Csnyon 

Cariboo.... 


49.2 
43.1 
46.4 
33.9 


60.3 
41.  G 
38.4 


62.1 


47.9 
35.5 
54.1 
41.4 
64.6 


23.2 
21.4 
21.7 
19.2 
38.4 
16.8 
16.7 
22.1 
22.8 
21.8 
45.3 
9.2 

aa4 


22.7 
19.1 


18. 


16.8 
17.2 
24.3 
13.1 
18.6 


19. 
15. 
39. 
8. 
19. 
21. 
19.9 
17.0 


83 


Normal  Yields  or  Wheat  for  Special 
COLTDRAL  Prices — Continued 

IDAHO — continued 


County 

Irrigated 

Summer 
faUow 

Continuous 
cropping 

Clark          

40.4 

15.5 
39.6 

12.1 

Clearwater 

28.7 

Custer              

44.7 
41.4 
44.6 
44.8 
46.4 
SO.  8 

15.  S 

Elmore 

Frail  klin 

21.2 
23.1 
24.2 

16.4 
19.2 

Fremont 

18.2 

(Jem 

19  5 

flooding    

16.0 

Idalio        

36.7 
l.V? 

24.4 

JptTcrson 

47.8 
57.6 
32.4 

iV.9 

12.  a 

Jerome..  

13.4 

Kootenai  

31.6 
39.8 

23.4 

Latah 

Ivemlil             

27.9 

Lewis 

41.3 
14.3 
24.6 
14.6 
42.4 
21.4 

31.0 

Lincoln 

60.2 
50.0 
54.5 
38.6 
40.3 
.v..  1 
43.4 
48.  0 
33.8 
60.8 
34.0 
46.0 

Madison 

Minidoka 

19.3 
10.5 

N'ez  Perce 

28.0 

Oneida... 

Owyhee 

I'ayotte 

I'ower 

17.8 
20.0 

26"4" 

22.9 

13.0 

19.1 

23.1 

18.0 
14.7 

Teton 

17.  S 

Twin  FalU 

Valley    

101  S 

Washington. 

21.0 

KA.NSAS 


Barl>er 

23.9 
22.4 

20.0 

Barton 

18.8 

Choyiiine 

Clart       

28.6 

20.  • 

20.0 
24.6 
24.7 
20.6 

17.8 

Clay        

21.3 

Cloud 

32  0 

30.3 

Comanche  

17.0 

Decatur 

26.8 

21.7 

nickln!«)n 

26.8 

23  6 

Edwards 

33.5 

21.2 

18.7 

Kills     

22.6 

16.3 

Ellsworth 

22.4 

18.1 

Klnnry 

36.0 

23.0 

18.  S 

Ford 

28.8 

19.2 

16  0 

Oove 

26.4 

19.3 

Oraham 

21.4 

13.9 

Orant 

80.7 

26.6 

17.0 

Orav 

30.2 

22  4 

25.2 

18.4 

Qn'<'lcy  .    

30.8 

Hamilton       

31.6 

27.4 
26  S 

17.1 

HoriKT 

21.4 

Harvey 

Haskell 

29.4 

34.0 

29.2 

22.5 

17.8 

Hodgemnn 

27.5 

21.2 

17.4 

Jewell 

24.6 
27.7 

18.0 

Kearny    

33.6 

22.0 

Kingman 

22.8 

17.4 

Kiowa 

23.7 

2a7 

16.4 

Ijonc         

3Z6 

24.7 
22.2 
24.2 

19.6 

Lincoln                      

las 

Logan 

21.1 

Mcl'herson.. 

27.2 
29.2 
17.6 
26.6 

21. « 

Marlon    

23.2 

Meade 

25.0 

16. 3 

Mitchell 

ia3 

Morton 

32.8 

21.2 

14.8 

Ness       

30.0 
27.0 

23.0 
24.4 
21.6 
26.3 

15.6 

Norton  

10.8 

17.3 

Ottawa 

21.3 

Pawnee 

28.8 

24.8 

20.2 

Phillips 

21.9 

16.7 

Pratt 

24.0 

20.5 

17.3 

Rswllns 

27  0 
31.0 

28.6 
26.7 
25.9 

21.8 

Rono         

20.8 

Republic 

19.1 

Rice    

27.0 

24.4 
20.4 
21.4 
20.8 
25.2 
32.0 
28.4 

19.2 

Rooks 

17.0 

Rush                

26.0 

18.7 

Russell      

15.4 

."^aline  

22.4 

Scott         

32.6 

21.1 

24.0 

Seward  .  

29.2 
27.0 
32.0 

18.2 
23.9 
26.3 
22.8 
21.0 
23.0 
26.3 
28.4 
26.5 
25.7 
23.2 
28.2 
26.8 

1&4 

Sheridan 

19.0 

■"^hermap       . , 

16lS 

Smith           

17.2 

StafTord 

30.0 
34.4 
31.6 

17.3 

Stanton     .     .   .  

18  0 

Stevens         

15.3 

Sumner         _  

213 

Thomas 

32.0 

1&« 

Trego        

ia.7 

Wallace        

35.0 

3&7 

Washington    

7X» 

Wichita 

34.7 

21.8 

MONTANA 


Beaverhead 
Big  Hom-„ 
Blaine 


38.1 

1S.0 

29.1 

24.4 

29.4 

18.4 

14.0 
IOlO 
11* 


S4 


NnHM*r    Yitl.iiM   If    Wiir»r   fur   Si'K'MI 

(.'(   I  TTHAI.    I'HIl   y.H        ("iMltlllUl'd 
M"V  I  \N  »       r..ri  I  III  mil 


I  uiiiily 


.4Hl>  . 


|inMi'l«  I'l  I 
( ■  irlKin 
<  .irl4  r 
(   .ux-IkIi     ... 
(   ImmiIi  .III .. 
I'liili  r         ,. 
I  i.iiili'N 
I  >:l«  Mill 
lloT    l<K|(tl'. 
K..II011 

Kirnu" 
KUitlK'inI 
( i.illalin 

(iiirftrM 

(iku'lrt 
(iolili  n    \  . 
(  inilllr 

lllll         

Jrlll  IMMI 

Jiiililh  11  i.«in 

!>(•«  K  :iiii|  ("lark 

l.it)<"rt>       

I.liiciln 

MrCoiK'    , 

M:nli.>«>ii    

Mi'iMjhtT 

MlS!t<)lll.l  -    .. 

Mii.HN  LhIkU    

IVirk         

ri'tnilnitn 

rhilli|«    

Ponileni     

I'owiUt  Klvrr 

I'owrll 

I'ruirie        , 

Kavnill 

Ruhliiii.l 

Koowvi'It 

KoM-l>iid 

HttiKli-r^    -.   

8h*rlilun     .   

Kllver  How 

htlUwuU'r 

Hwivt  (inuw 

TiUiii 

Took'  

Tn-iisup' 

ViilWy 

W  heutliiiid.    

Wihuux 

Yellow. stone   . . 


Imuiili  •!     .-iiriiiiii  I    ( ■ 
.     falli." 


.W  I' 

,tl    2 
:l    II 

:ii  'I 

M    I 

M'  ii 

:»i  J 

.12   4 
."I  'I 

r  li 

441    I 

21  'I 
;«  I. 

24  » 

.Til  7 

."I  2 

2H  ft 

.«)  h 

21'.  I 


Adam.'; 
Antfh)ln-   . 
Arthur     .. 
Hunner.     . 
liooiie 
lloi  Hiitle 

Boyd 

Brown  . . . 
Bunalo  .. 
Burt   .    ... 

Butler 

Casa.  

Cedar  

V  haw   .     - 

Cherr>- 

Cheyi'niie. 

riav 

ColiiiJi  ... 
Cuniian... 

("u.sti-r 

Dakota 

Dawes 

Dawson... 

Deuel 

Dixon 

Dodge 

Douglas... 

Dundy 

Klllmore... 
Frmnklln... 
Frontier... 

Furnas 

Oajte 

Garden 

Oarfleld... 

Gosper 

Greeley 

Hall 

riamiltou.. 

Harlan 

Hayes 

Hitchcock. 

Holt 

Ho  ward.. - 
Jefferson... 
Johnson... 
Kearney... 


1 


:»2 

21 

M 

M 

2.^ 

28, 

24 

28.  1 

32  ft 

2a.  7 

34 

24 

40. 

34 

2.5 

30.  4 

:«)  K 

23.3 

J.'S  0 

30  I) 

26.8 

34.3 


33  ft 
22.  U 
26  3 


35.  ft 


NERK.VSKA 


32.8 


32.0 


32.8 

3«.  2 
32.5 


34.4 


34.5 
32.3 
34.5 


32.2 

3i  8 
32.3 

40.0 


35.8 


34.0 
31.8 
32.5 
35.4 


Jl'  I 
.1'  1 
I  •    I 


i»  : 

M  '' 

l^  X 

.'2  - 

I  I  n 

.4  ^ 

.12  J 

24  2 
M  '. 
2t  ( 

HI  : 

21  I'. 

\\l  ■! 

.'2  1 

2.^  n 

.11  X 

Si  .) 

21  II 

l.^  4 

l.x  4 

'20  N 

'25  ft 

2.^  ft 

I'J  1 

21  4 

14  h 

17  ,1 

•2.^  '.I 

21  7 

lU  U 

1ft.  4 

25  7 
17  2 
Irt  7 
lU  4 


23  ft 
Hi   M 

17  ft 
'211  4 
HI  1 
25  8 
23  2 
19  8 
l.Vft 

18  2 
lft.H 
21   ft 


2»  i 
28.0 


26.2 

'•27  « 
28.H 


•25.  1 


28.  I 
•26.2 
27  3 


'27  1 

'27.'7 
26.4 
30.0 


■27 
30. 
•26. 

25 
24. 
•2«. 
'2.5. 
25. 
29. 


■27  6 

26.1 
■26.4 
■2«.8 
27  ft 
25.2 
25.5 


26.2 
24.6 
24.0 
25.8 


inlir;iiiiiis 
ri'|.|'ii.-2 


;•! 


II    4 

13  X 

r.  4 
i.t  7 
1"  2 
IX  4 

15  H 
Ift  I 
IX   I. 

II  II 

III  7 

14  O 
21   II 

21  • 

II  7 

15  5 

III  9 
II    1 

22  3 

11  3 
1.^  ft 
HI  4 
17  2 

12  2 

1 2  5 
10  1 
17  2 

13  3 

14  2 
18.  4 
13  0 
211  2 
19. 
14. 
11 
10 
12 
14 


21  2 
24  5 
1«.  4 
14.  U 
2.5.9 
15  1) 
16.7 
21   4 

20  0 
32.  9 
26.  7 
'29.  5 

21  1 
1ft  ^ 
•20.9 
14  3 
21  9 
27  3 

4 


30 

■J  I 

■2ft 

\S 

19 

16 

26 

28. 

30  .) 

15  1 

'22.  II 

19  H 
18  3 

20  ft 
24  0 
1ft.  2 
■20.9 
23.9 
23.  ft 
•21  9 
24  1 
■22.0 
13,5 
18  1 
18  5 
22.  ft 
23.1 
22.8 
20.  ft 


RULES  AND  REGULATIONS 


Niinw<r    TiEiiiR  "t   Wiikat   roR   RprrtAi 
CiiTfRAi     riili  KH      Coiillniied 


X  tint  *  •<  K  \ 


'lit  iMIM'll 


Ci  uiiiy 


iiiii 


111  1, 

11  I 

11  M 

.11  I 

I'l  ■ 

1.1  '< 


H    I'l 

Ix    1 


K,  ,11 
K.  '.  i  I 
K.tpl.i!' 
kiiMi 
!-iitv.i.'ii  r 

I  4>^'   til 

I/lllil' 

Mil'Mi  r-.,n 

M,i.|i>.  t- 
Mrrrii  « 
Morrill 

S.llKI' 

Nrinaha 
\ui  k<ill.< 
I  iliH- 

r.iw  III  I 

I'ltklll" 

rh.ii... 

I'l.rii 

I'llllr 
I'lilk 

Ki'.UlH.m 
Kli'l;  iI'Im.i, 

KiKk 

,~«lin.'        .... 
>,Lri'V 
^iiiiiidi  r-. 
"^i-otti  lliii;! 
.'-rward     .... 
.^hi-rld.in    ... 
."^heriii.iii    ... 
."'^loiit         

'Vliayrr     

ThOlIKL'     

Thiirsloii 

Nalley 

Wa.xhiniftuii 

Wavn.'    

WefisiiT  ... 
Wheel.r  .... 
York 


Irtu-iih 


3n 


'tiiiiiMi  r    (  'mIiIiimii.ii- 
luUovii     ,    rriipi'iti^ 


31 
35 

35 


M)  5 

.0  II 

.12  It 

I'  I 

t"  .' 

1,1  .' 


28   « 

.■4    7 

25.0 
•J4  2 
'24.(1 


24  U 
2«  3 
2N  0 
26  7 
25.3 

.«    X 


u 


3.'. 
,1,'. 
.(4 
1.1 
(.'. 
31. 


34. 


36.4 


30. 


.1.  7 

-XI  I 

-I.  M 

J.X  X 

.1.  'I 

.'7  4 

.1.  II 
25.8 


UA.4 


27   4 
."S  2 


22.  I 
27  4 


.SKW    MtXIliJ 


Uernullllo.... 
(■iitron.  .... 
Ch.ivcs     .... 

Colfui  

Curry 

De  Hiioi 

l)on;i  .\na... 

Eddy 

(IriUit 

(lua<laiu|ie. . 

Harding 

HidalKo 

I>ea 

Lincoln  

Luna  . .    

McKlnliy... 

.Mora 

Otero 

Quay    

Rio  .Vrrilia.. 

Roosevelt 

.•^lUidov.il 

San  Juan 

San  .Mieuel. 
.Santa  Ke. . 


.''lerrii 

.Sootrro . . . 

T;»os 

Tornmc*. 
I'liion 
\  ileiiri  1 


\ 


J4  X 
20  11 
411  .■> 

23  4 
.12  7 
3U  4 
30  I) 
35  U 

;io  II 

20  o 

'2(1  0 

'2.")  I) 

■2.5  0 

■23  U 

24  (I 
17  X 

22  2 

23  U 

2:i  2 

I'l   H 

23  S 
17.5 
22.6 

IX  H 

21  0 
21,  .1 
211  II 
17.  X 
27  3 
24.8 
l&A 


7  II 
7   U 

lis 

12  0 

K  II 


7  5 
HI  II 


H.  I) 
ft  5 


7  0 

7  5 
k  II 

in  II 
111  .'1 
12.  u 

8.8 
&0 


r..  II 
III  II 

7  I) 
9  '. 
7  II 


NORTH    IiAKuTA 


.^danis   

H.irnrs      

Bcn.soti  . 

BllllIlKM         

Bottineau 

Bowman 

Burkr   

BurleiKli      

Cass         

Cavalier    

Dickiy 

Divide     

Dunn    

Fddy        

Emnion.x 

Foster 

Golden  V,illey 
Grand  Forks. . 

Grant 

GriKjrs      

Hettmner 


17  I. 

I '.I  1 

I.'  ' 

2.4  ; 

:«  X 

ii,  ^ 

I'l  ■■ 

M  X 

I'.i  4 

.■(  II 

12  X 

.XI  « 

:"  'I 

.'1  !■ 

.1',  I, 

.',1  'I 


.'.I  II 

(I  7 

-7  ,( 

I  t  1. 

2.^  Ii 

!"■  1 

I'l  7 

I  t  I'. 

J>  I' 

14  I' 


Xi  1 

.»■.  I, 

19  I 

19  ,■. 

-■4  .1 


I.  11 

Ii  5 

III  5 

10  0 

(1  ^ 


ft  n 

>i  II 

7  u 

^  .'1 

ft.  5 

ft  2 

7  n 

7  Ii 

'I  0 

111  II 

7  II 

I.  2 

Ii.  1 1 


1.5.  5  ' 

12  3 

■24  n  *- 

IX   (1 

21    1 

14  H 

17  4 

11    7 

19  2 

12  ft 

17  n 

1(1  9 

17  ft 

11   2 

21   7 

14    1 

27  1', 

21    2 

■23  ft 

IS  2 

■2.'.  3 

17  2 

14  2 

12   1 

17  5  ; 

13  2 

21  1  1 

14  2 

'20  4   ' 

13  3 

12  4 

Ift  8 

17  4 

14  0 

■28  0 

■24  4 

17  3 

12  3 

a  7 

IH  0 

IS  2 

14  2 

NORUAr.  Tilt  (IN  nr  Wiir.*T  for  Serf  mi, 
Cii.Ti'RAi.  I'KicrB      Continued 


etopinnii 


MiHTlt     llAKiiT\        < 

nntliiiied 

(    iiUlU'. 

IrriKMli'il 

SiiniMirr 
(allow 

Col 
el 

Kl.ld.r       

Ix  2 

I.llMoiire     •••........ 

'22  3 

I.«)Kiin     

Melliiirv 

Ml  Iiitiitli 

MeKi  iiMe 

MiU'iiii    

Meror       

Miirtmi 

a6.'8' 

20  3 
is  7 
17  ft 

n  9 

19  ft 
17  ft 
17   7 
111  4 
2.1  9 
111  ft 
27  ft 
IX   7 

21  4 

21  5 
211  2 
24   7 

IK    Ii 

23  n 
lU  2 
1ft  1 
IX  4 
IS  2 
.N  4 
2-2  3 

22  4 
.•9  0 
■2.^  S 
21    1 
21    ft 
14   4 

Mi'imlr  ill 

N'  l.x'iM          ............ 

oiuir 

I'lint'iiM  .,.„....,.. 

I'lir.-e 

K.inxt'iii     .••••••••••• 

liiii^'ll' 

Ili.lil.iii'l   

Ilnlltl.           

Siirifi  111      ............ 

Slii-rid  HI 

,**liiUl            ......•.•••• 

S|..|»            

SI. irk             

SI.  .  Ir               

Sliit.xlll.iii          . ... 

Tiiwiirr               

Tnil!!         . 

\\.il,>li        

U.ud 

\\.ll>           

\\  llll;llll«    

20.6 

1.1  ll 

14  .'p 

13  4 

II  11 


13 
II 
I.t 
II 
12 
II 


II  I 

23  II 

11  II 
l.'i  .' 
Ift  7 

12  r, 
■JO  4 

12  •' 
IX  4 

13  (I 
111  2 

14  I 
14  II 

22  4 

14  X 

15  S 
'2I\  3 

23  4 
15  U 
Ifi  0 
II  S 


iiKI  \l|l>M\ 


.\lf,llfll      

30  0 

20  ft 
JO  5 
■28.2 
25  0 
27  5 
IS  3 

24  5 
•25  0 
22  ft 

25  0 

21  ft 
.•9  0 
27  8 
27   S 

27  0 
•27  0 

19  S 
■27  (I 
■2ft  7 

28  0 
27  7 

20  7 
17  9 
■27  0 
•25  0 
2fi  S 
24  (1 

Heaver    ....... 

Ileekh.iiu 

HI. line   

Ciutdo         

'.Ii  4 

3i    5 
35  0 

C.knadl:tli 

Ciiniirnin  ..... 

Comuiiehe 

Colton  . .   ... 

Custer 

Dettey 

KU11     . 

Giirflelil     

•27   S 

27  S 

(iriKly         

(Inint           

(lre.T 

ILiriiioii       . ... 

;ki,  0 

•29  11 
'25  11 
■2S.5 

lliirix^r. 

Jiuk.son       

Kiniitlylier 

Kiow.i       .. .. 

Miijor 

Rotrer  .Mills 

Ti'Xii.o 

'rillin:ui     

292 
30.0 
30.0 

W.Lshlt.l   

W(H)d« 

\S  iKxlward 

27   1 

•22  ft 
13  5 
17  0 
■20  (I 

20  n 
JO  0 
13  1 
17  fl 

17  8 

19  U 

18  0 
15  5 
23  4 

21  0 
•22  1 
18  S 
18  5 
15  7 
■20  ft 

20  0 

20  5 

21  4 
17  0 
15  0 
20  4 

20  0 

21  » 
17  3 


Baker                 

3a7 

25  9 

14  ti 

Benton         

Clmkiiiiias 

29  H 

29  2 

Clat.'*<>|i      

28  3 

Coluniliia  

2:<  ft 
■2:1  0 

••9  ft 
21   6 
IS  0 

28  « 

Crivok          

l>i'S<  tuiteS 

DoiikIh^^       

S2.6 
38.0 

IV  I 

21  i 

22  0 

(iilli:ini         

,V).  ft 
■27  ft 
24.5 

22.9 

I  iriint           ..   .. 

20  5 

ilkmey         . 

17  0 

IIixhI  Kiver 

33.5 

Jiieksoil    

34.2 

JelTiTxon   

47.6 

aT 

13.0 

Jos<'|ihlne  

24.7 

Klamath   

3&4 

28.4 

■27  2 
24.5 

15  3 

I.iike             

16.3 

Lane            

26.2 

Linn 

26.6 

Malh.ur  

50.4 

22  3 

15.0 

.Marlon 

20.6 

.Morrow        .   

36.3 

28.8 

24.3 

.Miiltnoiiiikh     

30.  S 

I'olk                 

32.2 

Sheriiiiin      

34  fl 
35.0 
40  5 
29  0 
31.6 

27.4 

rniatllia  

41.8 
41  2 

37.7 
32  1 

30.0 

Cnion         

2\9 

Wiillow  a      

W  ,i.seo          

21.3 
21.1 

\V  ;kshinpton         ..... 

33.1 

Whwl.T                

2S.1 

•24.2 

38.3 

■^'jmhill 

31.1 

Friday,  January  S,  1962 


itUAi,  TiiLDa  (ir  Wheat  rot  SrertAi. 
Ci;ltukal  Pricii — Continiie<l 

SOUTH   DAKOTA 


TTXAR 


\i  iiifliiinK 

r.,ii|ey 

Hi  i^roe 

I  .11  vin 

Ti-lro    

Clill'lrr.'vl 

Ciicliran 

( 'iilliiii'-. worth.. 

C.iUl''  

rr.)>hy 

II  illaiu 

I  i.iw  min    . 

I>i  .if  Smith 

I  In  kin.'. 

Ilolilev. 

1  i'i>d     

I  wii'l  ..     . 

I  r    Hill's  

I  i  11  7.1        

liiav  

Iliile 

IKll       :       

Hansford 

Hardeman 

Il.irtley 

Iliiskell 

Hnnphlll 


County 

Irrigate! 


Summer 
fallow 

28.0 
•22.0 
30.5 

Continuotu 
rropplng 

16.0 

II,   idle 

13.8 

It,  iiiielt ... 

18.7 

17.1 
IM.S 

1  li  ,i,iklligs 

III ,i\i  11             

24  0 

2*10 
25.  0 
21.7 
■22  2 
■25  8 
21   8 

'21.3 

in  8 

■20, 0 

16.1 

Hiulr         

liiilT  ilii              .       .    .  - 

18.3 
14  3 

llilMr             

18.1 

1 '  iiiii'tieU              .   ... 

13.3 

rliirl.'M  J|II«..     

link       

(liy         

1  'o.illltftOll              

10.6 
18.1 
21.4 
I8.S 

Cor-iii 

C'l^liT     

1  1  IV  i<*llll 

11.4 
12.  B 
18.3 

I'.y 

11. ml 

1  lew  t-y        .            .... 

24.(1 
20.3 
2-2.0 
25.0 
21.7 
2,5.7 
•2-2.0 
■22.9 
28.1 
•24  2 
20.5 
■24  0 
19,0 
Iti.  4 
25.7 

16.8 
16.7 
12.6 

17  8 

ia3 

K  ill  Kiver 

Kiulk 

1.1.3 
16.2 

( ii  ml 

18.2 

linL'nry 

II  I  ikon 

17.4 
13.8 

1 1  1  n  1  ll  n 

ia4 

II  ,ii,i          

18.3 

1  (  iif^tii              

10  2 

III! 'IlIlK    . 

12.2 

Ilui;lie.x      

16.1 

16.4 

11), le    . 

23  0 
27.5 
21.0 
28.0 
21.0 

1.5.0 

.1,irk-«>Il 

17.  4 

I'l   illl'l 

13.3 

1,111-      

K  nicsliuiy 

18.6 
1.5.2 

1  iki 

18.1 

1 .  i\\  leMiv           

33  2 

18.1 

1  initiJM 

16.0 

1    V  IM  111 

27.7 

18.0 

Ml  CiKik        

10.4 

M ,  riierson 

M  ir-h  ill 

-^7 
21.0 
24.2 

13.4 
16.0 

\Ii    i,|e       

12.0 

Millille     

13.2 

Mini  r     

14.6 

17.8 
21.6 

Ml. .Illy 

I'l  iiMiiirlon 

21.5 
18.0 
24.0 
24.3 

13.4 

i'l  1  kills      ...        ... 

10.8 

T'lUi-r        ..     . 

16.2 

17.7 
14.0 

^Ii  iiinon           .   . 

28  4 
2^2.2 
26.4 
26,5 
26.0 
27.8 

16.3 

^[  'ink 

15.0 

-I  iiil,'y 

14.6 

-Ill'v        

16.8 

In.l'l             

17.7 

1  ri|'p         ... 

16.7 

18.3 

1  nioM 

21.7 

\\  iJMorth 

■2^2.  3 
26.0 

14.0 

^\  ishahaiiuh            .  . 

17.2 

18.4 

/:<  Lull 

20.0 

10.  t 

27.8 

16.8 

27  2 

14.6 

26.5 

18.4 

3ao 

18.3 

20  0 

16. 

7 

23.0 
23.0 
■22.0 
22.0 
28.0 

18.2 

23.0 

18.6 

30.  0 

8a2 

14.9 

22.0 
24.0 

16. 

37.4 

16. 

23.0 

3ao 

21.8 
27.4 

16. 

20.8 

16. 

22.0 
27  0 

16. 

210 
24.1 

IS. 

210 
27.1 

ii 

13.0 
13.2 
13.6 
14.4 
1.5.2 
17.8 
18.6 
14.4 
13.3 
10.0 
12.3 
12.7 
13  0 
13.6 
14.4 
12.8 
18.4 
13.0 
12.  S 
18.1 
13.8 
16lS 
14.0 
15.8 

ia.7 

14.6 
14.8 


FEDERAL  REGtSTER 


Normal  Tiild*  or  Wheat  for  Special 
COLTCRAL  Prices — Continued 

TEXAS — continued 


County 

Irrigated 

8ummor 

Continuous 

faUow 

cropping 

Hockley..      

22.0 

20  9 

IIutoiitn«on 

26.0 

18.2 

13  7 

Knoi 

24.0 
28.2 

10.2 

15  7 

lAinb . 

13  2 

MitBcomb 

80.  U 

19  1 

1,5  7 

Lublwck 

28.6 

17  3 

14  8 

Lvnn 

Nl  ooro  .               

21.0 

10  8 

27.2 

17.2 

12  7 

Motley 

22.0 

15  3 

Ochllliw 

28.2 

17.3 

US 

Oldhnm 

28.4 

14.6 

II  1 

TarmiT 

32.0 

17.1 

12  9 

I'otler 

'27.8 

1ft.  8 

18  11 

llandull..   

27.8 

Ifl.  3 

14.3 

KoberU 

28.3 

■20.0 

IS  3 

Hherman 

27.2 

in.  fl 

12  4 

Hwislier 

28.6 

IG.O 

14  0 

Terry 

24.0 

1.5  0 

Whwior  .  .  

22.0 

18.2 

1.3.7 

Wiciiila 

23.0 
23.0 

17.4 

Wilbarger... 

18.0 

Yoakum               

22.0 

13.0 

VTAH 


Beaver                

34.2 
41.3 
40.4 
32.2 
33.0 
51.7 
31.1 
31.8 
■27.5 
30.0 
26.4 
30.8 
2.5.0 
.T2.0 
38.8 
33.0 
33.1 
44  6 
2^2.  3 
33.8 
44.8 
35.0 
31.6 
27.8 
41.0 
38.0 
26.6 
36.0 
.50.2 

1,5.0 

Box  RIdor       

15  8 

Cache               

18.0 

Carbon               

15.0 

Dacsett 

15.0 

Davis 

26.  1 

Duchesne 

1.5.0 

Kniery 

15  0 

Garfield 

15.0 

Grand          

1.5.0 

Iron                  

1.5.4 

Juab 

15.3 

Kane                 

1,5.0 

Millard      

14  4 

Morgiui 

•JO.  0 

Piute 

Ift.  0 

Rich              

19.2 

Salt  I.Ako 

15  4 

fan  Juan 

13.0 

Sanpete 

1ft.  I 

Sev  cr 

1.5.0 

Summit 

17  5 

Tooele 

14.7 

Uintah    

'JO.O 

Utah               

14  6 

Wasatrh 

•20.0 

Washing!  on 

14.6 

Wayne 

1ft.  0 

Weber       

29.:. 

WASHINGTON 


County 

Irri- 
gated 

Summer 
fallow 

Continu- 
ous crop- 
ping 

Seeded 
after 
peas 

Adams 

48.3 

28.0 
30.1 
25.8 
21.0 

23.8 
20.0 
22.4 
20.7 
4.5.0 
24.0 
35.7 
29.6 
23.8 
25.7 
24.2 
38.0 
23.9 
28.5 
47.1 
40.8 
24.1 
21.4 
33.0 
31.4 
18.8 
27.0 
30.2 
37.3 
46.4 
30.2 
34.8 
28.6 
29.0 
38.2 
40.7 
37.1 
2L1 

33.0 

Aaotlu 

25.3 

Benton 

4&7 
30.7 

Chelan 

Clallam 

Clark      

Columbia 

CowUtz 

r>04IKl*4            .     . 

46.2 

'"si.V 

37.6 
41.6 
48.0 
41.8 

41.0 

24.2" 

27.4 
27.8 
43.3 
27.8 

46.1 

Ferry 

Franklin 

40.0 

Oarfleld         

44.1 

Orant 

Orays  Harbor 

Island  

Jefleraon 

KltUtas 

KUckltat 

Lewis        

46.4 
SO.  3 

26.0 
27.3 

""25.4 

Lincoln 

40.2 
31.8 

35.0 
21.3 
1&4 

34.8 

dkanonn 

Pend  Oreille 

21.1 

Pleree 

San  Juan 

Skaclt 

SnoBomidi 

Spokaikf 

».7 

38.8 
36.4 

37.2 

S&TeM  

28.3 

Thurston 

Walls  Walls 

Whatcmn 

M.1 

89.2 

48.4 

WblUnsn 

Ysklms 

4S.1 
47.8 

43.4 
30.9 

41.0 
23.4 

85 


Normal  Tihlds  or  Wheat  for  Special 
CoLTURAL  Prices — Continued 

wroifiNO 


County 

Irrigated 

Summer 
faUow 

Continuous 
cropping 

Albany 

19.6 
38.0 
23.7 
21.8 
23.4 
30  0 
36.8 
26.7 
33  0 
2(1.0 
28.4 
26.2 
•22.6 
20,0 

;w.4 

'24.1 
30.0 
18  9 
'20.4 
35.  2 
21.5 
35.  5 
'24.  1 

13.2 

8.7 

Uig  Horn 

Catn[>bell 

17.0 
1*2.6 
19.6 
2a  4 

2i  4' 

10  9 

Carl)on 

11.  1 

Coiivonie 

12.2 

Crook 

Fremont 

14  3 

(losheti 

12  4 

Hot  HprliiKD 

Jolili.soii 

I/nraliiie 

Lincoln 

.Natrona 

Niobrara 

I'ark 

I'latte  . 

Sheridan 

in.  7 

23.8 
17.  ft 
16.8 
20.8 

'2i'4' 

21.8 

10,8 
15  2 
14  1 
N  (I 
12  4 

11.6 
14  8 

Sublette    

Sweetwater 

Teton 

'23.7 
17.0 

26."o' 

'20.7 

tUnta     

13  5 

Washakie       

We.ston.  

13  5 

|F.R.    E>oc. 


61-12418: 
12:30 


Piled, 
p.m.] 


Dec.    28,    1961; 


Chapter  IX — Agricultural  Marketing 
Service  (Marketing  Agreements  and 
Orders),  Department  of  Agriculture 

[  Tangerine  Reg.  1  ] 

PART  905~ORANGES,  GRAPEFRUIT, 
TANGERINES,  AND  TANGELOS 
GROWN  IN  FLORIDA 

Limitation  of  Shipments 
§905.301      Tangerine  Regulation  1. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  905  as  amended  (7  CFR  Part 
905) ,  regulating  the  handling  of  oranges, 
grapefruit,  tangerines,  and  tangelos 
grown  in  Florida,  effective  under  the 
applicable  provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended  (7  U.S.C.  601-674),  and  upon 
the  basis  of  the  recommendations  of  the 
committees  established  under  the  afore- 
said amended  marketing  agreement  and 
order,  and  upon  other  available  infor- 
mation, it  is  hereby  found  that  the 
limitation  of  shipments  of  tangerines,  as 
hereinafter  provided,  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act. 

( 2 )  It  is  hereby  further  found  that  it  is 
impracticable  and  contrary  to  the  public 
interest  to  give  preliminary  notice,  en- 
gage in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (5  U.S.C. 
1001-1011)  because  the  time  intervening 
between  the  date  when  information  upon 
which  this  section  is  based  became  avail- 
able and  the  time  when  the  section  must 
become  effective  in  order  to  effectuate  the 
declared  policy  of  the  act  is  insufficient : 
a  reasonable  time  is  permitted,  under 
the  circumstances,  for  preparation  for 
such  effective  time;  and  good  cause 
exists  fcH*  making  the  provisions  hereof 
effective  as  hereinafter  set  forth.  Ship- 
ments of  tangerines,  grown  in  the  pro- 


86 


duction  area,  are  presently  subject  to 
regulation  by  grades  and  sizes,  pursuant 
to  the  amended  marketing  agreement 
and  order:  the  recommendation  and  sup- 
porting information  for  regulation  dur- 
ing the  period  specified  herein  were 
promptly  submitted  to  the  Department 
after  an  open  meeting  of  the  Growers 
Administrative  Committee  on  January  2. 
1962.  such  meeting  was  held  to  consider 
recommendations  for  regulation,  after 
giving  due  notice  of  such  meeting,  and 
interested  persons  were  afforded  an  op- 
portunity to  submit  their  views  at  thLs 
meeting;  the  provisions  of  this  section, 
including  the  effective  time  hereof,  are 
identical  with  the  aforesaid  recom- 
mendation of  the  committee,  and  in- 
formation concerning  such  provisions 
and  effective  time  has  been  disseminated 
among  handlers  of  such  tangerines:  it  is 
necessary,  in  order  to  effectuate  the  de- 
clared policy  of  the  act.  to  make  this 
section  effective  during  the  period  here- 
inafter set  forth  so  as  to  provide  for  the 
continued  regulation  of  the  handling  of 
tangerines,  and  compliance  with  this 
section  will  not  require  any  special  prep- 
aration on  the  part  of  the  persons  subject 
thereto  which  cannot  be  completed  by 
the  effective  time  hereof. 

(b>  Order,  d)  Terms  used  in  the 
amended  marketing  agreement  and  or- 
der shall,  when  used  herein,  have  the 
same  meaning  as  is  given  to  the  respec- 
tive term  in  said  amended  marketing 
agreement  and  order;  and  terms  relat- 
ing to  grade,  diameter,  and  standard 
pack,  as  used  herein,  shall  have  the  same 
meaning  as  is  given  to  the  respective 
term  in  the  United  States  Standards  for 
Florida  Tangerines  (§§51.1810-51.1834; 
25  P.R.  8216  of  this  title*. 

(2)  Tangerine  Regulation  228  '§  933- 
1080;  26  PR.  11281 )  is  hereby  terminated 
effective  at  12:01  a.m.,  est..  January 
5.  1962. 

(3)  During  the  periods  beginning  at 
12:01  a.m.,  e.s.t..  January  5.  1962,  and 
ending  at  12:01  a.m.,  e.s.t..  January  22, 
1962.  no  handler  shall  ship  between  the 
production  area  and  any  point  outside 
thereof  in  the  continental  United  States. 
Canada,  or  Mexico: 

(i)  Any  tangerines,  grown  in  the  pro- 
duction area,  that  do  not  grade  at  least 
U-S.  No.   1;  or 

(il)  Any  tangerines,  grown  in  the  pro- 
duction area,  that  are  of  a  size  smaller 
than  the  size  that  will  pack  246  tange- 
rines, packed  in  accordance  with  the  re- 
quirements of  a  standard  pack.  In  a  half- 
standard  box  (inside  dimensions  9*2  x 
9 '2  X  19 >8  inches;  capacity  1,726  cubic 
inches). 

(Sees.  1-19,  48  Stat.  31.  as  amended;  7  USC. 
601-674; 

Dated:  January  3.  1962. 

PAut  A.  Nicholson. 
Deputy  Director,  Fruit  and  Veg- 
etable Division.   Agricultural 
Marketing  Service. 

[PJl.    Doc.     62-183;     Filed,    Jan.    4.     1962; 
9:27  ajn.J 


RULES  AND  REGULATIONS 

[Grapefruit  Reg   1) 

PART  906— ORANGES  AND  GRAPE- 
FRUIT GROWN  IN  LOWER  RIO 
GRANDE  VALLEY   IN  TEXAS 

Limitation    of   Shipments 

S  '<«H..302      <.rnp«>fruil    K.suhilmn    1. 

la'    Findings.      <l>    Pursuant    to    the 
maikfling  a«rfemfiil  and  Ordor  No.  906 
t7  CFR  Part  906',  rei^ulalmg   the  han- 
dling of  oranges   and   grapofruit  grown 
in  the  Lower  Rio  Grande  Vallt-y  m  Texas, 
efltctive    under    the    applicable    provi- 
sions   of     the     Agricultural     Marketinj: 
Agreement  Act  of  1937.  a.s  amended   '1 
use.   601-674',  and  upon  the  basis  of 
the  recommendation  of  the  Texas  Val- 
ley Citru.s  Committee  e.stabh.shed  under 
the  aforesaid  marketing  agreement  and 
order,  and  uixjn  other  available  infor- 
mation,   it    is    hereby    found    that    the 
limitation    of    shipments   of    grapefruit, 
as    hereinafter    provided,    will    tend    to 
effectuate  the  declared  policy  of  the  act. 
1 2 '    It  is   hereby   further   found    that 
it  IS  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procediue, 
and  postpone  the  effective  date  of  this 
section  until   30  days  after   publication 
thereof  in  the  Federal  Register  i  5  U.S.C. 
1001-1011 »  because  the  time  intervening 
between  the  date  when  information  upon 
which  this  section  is  ba.scd  became  avail- 
able and  the  time  when  this  section  must 
become  effective  in  oruer  to  effectuate 
the  declared  policy  of  the  act  is  insuffi- 
cient:   a   reasonable   time   is   permitted, 
under  the  circumstances,  fo:-  preparation 
for  such  effective  time:  and  good  cause 
exists  for  making  the  provisions  hereof 
effective  as  hereinafter  set  forth.    Ship- 
ments  of  all   grapefruit,  grown   in   the 
production  area,  are  presently  subject  to 
regulation  by  grades  and  sizes,  pursuant 
to  the  marketing  agreement  and  order; 
the  recommendation  and  supporting  in- 
formation for  regulation  during  the  pe- 
riod specified  herein  were  promptly  sub- 
mitted to  the  Department  after  an  open 
meeting  of  the  Texas  Valley  Citrus  Com- 
mittee on  December  19.  1961.  5uch  meet- 
inn  was  held  to  consider  recommenda- 
tions   for    regulation,    after    giving    due 
notice  of  such  meeeting.  and  interested 
persons  were  afforded  an  opportunity  to 
submit  their  views  at  this  meeting;  the 
provisions  of  this  section,  including  the 
effective  time  hereof,  are  identical  with 
the    aforesaid    recommendation    of    the 
committee,  and  information  concerning 
such  provisions  and  effective   time  has 
been   disseminated    among    handlers    of 
such  grapefruit;  it  is  necessary.  In  order 
to  effectuate  the  declared  policy  of  the 
act.  to  make  this  section  effective  during 
the  period  hereinafter  set  forth  so  as  to 
provide  for  the  continued  regulation  of 
the  handling  of  grapefruit,  and  compli- 
ance with  this  section  will  not  require 
any  special  preparation  on  the  part  of 
the  persons  subject  thereto  which  cannot 
be  completed  by  the  effective  time  hereof, 
(b)   Order.      (D    Terms   used   In   the 
marketing  agreement  and   order  shall. 


when  used  herein,  have  the  same  mean- 
ing as  is  given  to  the  respective  term 
in  said  marketing  agreement  and  order; 
and  terms  relating  to  grade  and  diam- 
eter when  used  herein,  shall  have  the 
same  meaning  as  is  given  to  the  respec- 
tive term  in  the  United  States  Standards 
for  Grapefruit  (Texas  and  States  other 
than  Florida,  California,  and  Arizona i 
<;; 5  51  620-51  658  of  this   title). 

"2"  Durinn;  the  period  beginning  at 
12:01  am.  est.  January  8.  1962,  and 
ending  at  12  01  am.  est.  February  5, 
1962.  no  handler  shall,  except  as  other- 
wise provided,  handle: 

<  1 '  Any  container  of  grapefruit  of  any 
variety,  grown  in  the  production  area, 
unle.ss  such  grapefruit  meet  the  require- 
ments of  one  of  the  following  grades: 

I  a  >    U.S.  Fancv  : 

«5>    US.  No.  1  Bright; 

(CI  U.s:  No  1  with  not  more  than 
one-third  of  the  surface,  in  the  aggre- 
gate, affected  by  discoloration; 

(cfi   U.S.   Combination   with    not   less, 
than  80  percent,  by  count,  of  the  grape- ; 
fruit   meeting  the  requirements  of   (ci 
of   this  subdivision  and   the  remainder 
of  such  grapefruit  meeting  the  require- 
ments of  (e>  of  this  subdivision; 

(e>  U.S.  No.  2  with  not  more  than 
one-half  of  the  surface,  in  the  aggregate, 
affected  by  discoloration:  or 

</'    US.  No.  2  Russet. 

<iii  Any  seedles.s  grapefruit,  grown  as 
aforesaid,  which  are  of  a  size  smaller 
than  3'''i,;  inches  in  diameter,  except  that 
not  more  than  10  percent,  by  count,  of 
such  grapefruit  in  any  lot  of  containers, 
and  not  more  than  15  percent,  by  count, 
of  such  grapefruit  in  any  individual  con- 
tainer in  such  lot,  may  be  of  a  size 
smaller  than  3'Sr.  inches  in  diameter: 
Provided.  That  none  of  such  grapefruit 
may  be  smaller  than  3''!*,  Inches  in 
diameter: 

<iii>  Any  seeded  grapefruit,  grown  as 
aforesaid,  which  are  of  a  size  smaller 
than  3'  Srt  Inches  in  diameter,  except  that 
not  more  than  ten  ( 10  >  percent,  by  count, 
of  such  seeded  grapefruit  In  any  lot  of 
containers  may  be  of  a  size  smaller  than 
S'-^irt  inches  in  diameter,  but  not  more 
than  fifteen  (15  >  percent,  by  count,  of 
such  seeded  grapefruit  in  any  individual 
container  in  ai\y  lot  may  be  of  a  size 
smaller  than  3'S,;  inches  in  diameter. 

(iv)  Any  grapefruit  of  any  variety, 
grown  as  aforesaid,  in  any  box  or  carton 
having  inside  dimensions  other  than 
those  specified  In  subdivision  (v)  unless 
(a)  the  grapefruit  are  packed  in  accord- 
ance with  the  requirements  of  stand- 
ard pack;  or  (b)  are  of  a  diameter  within 
the  diameter  limits  specified  for  one  of 
the  following  pack  sizes  except  that  not 
more  than  10  percent,  by  coimt.  of  the 
grapefruit  in  such  container  may  be  out- 
side of  such  diameter  limits: 


Pack  size 

I  )ii«tiio»«'r  liniit.i 
in  iuclifs 

.Mliilniuni  j  Mailraum 

♦«  

4«. 

5 

Friday,  January  5,  1962 

I 
(v)  Any  grapefruit  of  any  variety. 
grown  aa  aforesaid,  in  a  container  hav- 
ing Inside  dimensions  of  19%  z  13^  x 
13 '.2  Inches  imless  such  container  is 
packed  in  accordance  with  one  of  the 
following  pack  sizes  and  contain  the  ap- 
plicable number  of  grapefruit  that  are 
within  the  diameter  limits  specified  for 
the  particular  pack  size,  except  that  not 
more  than  10  percent,  by  coimt.  of  such 
grapefruit  In  such  container  may  be  out- 
side such  diameter  limits: 

Number  of 
Pivck  size:  grapefruit 

46 48 

54  or  66 56 

64 64 

70  or  73 72 

80... 80 

96 96 

(vi)  Any  grapefruit  of  any  variety, 
grown  as  aforesaid,  for  which  Inspection 
is  required  unless  an  appropriate  inspec- 
tion certificate  has  been  Issued  with  re- 
spect thereto  not  more  than  48  hours 
prior  to  the  time  of  shipment. 

(vil)  The  provisions  of  subdivisions 
( iv)  and  (v)  shall  not  apply  to  the  grape- 
fruit In  any  gift  package  of  fruit. 

All  grapefnilt  of  any  variety,  grown  as 
aforesaid,  handled  during  the  period 
specified  In  this  section  are  subject  to  all 
applicable  container  regulations  which 
are  in  effect  pursuant  to  the  aforesaid 
marketing  agreement  and  order  during 
such  period. 

(Sees   1-19.  48  Stat.  31.  as  amended:  7  U.S.C. 
601-674) 

Dated :  December  29,  1961. 

Floyd  F.  Hsdlund, 
Director,   Fruit   and   Vegetable 
Division,  Agricultural  Market- 
ing Service. 

|KR       Doc.     62-81:      Piled.     Jan.     4.     1962: 
8:45  ajn.)  . 

PART    912  > — GRAPEFRUIT    GROWN 
IN  THE  INDIAN  RIVER  DISTRICT  IN 


FLORIDA 


I 


Sec 
912  0 


Order  Regulating  Handling 

Findings  and  determinations. 

DrnKmoNS 

912  1  Secretary. 

912  2  Act. 

912  3  Person. 

912  4  Fruit  or  grapefruit. 

912  5  Producer  or  grower. 

912  6  Handler  or  shipper. 

912  7  Handle  or  ship. 

912  8  Standard  packed  bos. 

912  9  Fiscal  period. 

912  10  Committee. 

912  11  Central  marketing  organization. 

912  12  Regulation  area. 

912  13  Indian  River  District  or  district. 

ADMiNisTaATrvx  Boot 

'.)  1 2  20     Establishment  and  membership. 

912  21     Term  of  office. 

912  22  Nomination  of  grower  members  of 
Indian  River  Grapefruit  Commit- 
tee. 

912  23  Selection  of  grower  membePB  of  In- 
dian River  Orapefrult  Committee. 


'  Previously  publlahed  m  Part  1038  (FJl. 
Doc  61-11858:  a«  PJl.  11082). 

No.  3 3 


FEDERAL  REGISTER 

See. 

B1S.34  Nomination  of  handler  members  of 
Indian  Biver  Grapefruit  Commit- 
tee. 

912.28  Selectton  of  handler  members  of 
Indian  River  Grapefruit  C<Mnmit- 
tee. 

912.26  Failxire  to  nominate. 

912.27  Acceptance  of  membership. 

912.28  Inability  of  members  to  serve. 

912.29  Powers  of  the  Indian  River  Crape- 

fruit  Committee. 

912.30  Duties  of  the  Indian  River  Orape- 

fr\Ut  Committee. 

912.31  Compensation  and  expenses  of  com- 

mittee members. 

912.32  Procedure  of  committee. 
91233     Funds. 

Expenses  and  Assessments 

912.40  Expenses. 

912.41  Assessments. 

912.42  Handler  accounts. 

Regxtlation 

912.45  Marketing  policy. 

912.46  Recommendations   for    voliune    reg- 

ulation. 

912.47  Issuance  of  volume  regulations. 

912.48  Prorate  bases. 

912.49  AUotments. 
912JM)    Orershipments. 

912.51  Undershipments. 

912.52  Allotment  loans. 

912.53  Inspection  and  certification. 

Reports 
912.60    Reports. 

BixscSLXANEorrs  Provisions 

9 12 .65  Fruit  not  subject  to  regulation . 

912.66  Compliance. 

9 1 2 .67  Right  of  the  Secretary . 

912.68  Effective  time. 

912.69  Termination. 

912.70  Proceedings  after  termination, 

912.71  Duration  of  immunities. 

912.72  Agents. 

912.73  Derogation. 

912.74  Personal  liabUity. 
912.76  Separability. 

Authoutt:  i§  912.0  to  912.75,  Inclusive, 
issued  imder  sees.  1-19.  48  Stat.  31,  as 
amended;  7  UJ3.C.  601-674. 

§  912.0     Findinf^  and  deterniinalion!«. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  Agri- 
cultural BCarketing  Agreement  Act  of 
1937.  as  amended  (Sees.  1-19,  48  Stat.  31, 
as  amended;  7  U.S.C.  601-674),  and  the 
applicable  rules  of  practice  and  proce- 
dure, as  amended,  effective  thereunder 
(7  CPR  Part  900) ,  a  public  hearing  was 
held  at  Vero  Beach,  Florida.  August 
30-31.  1961.  upon  a  proposed  marketing 
agreement  and  a  proposed  marketing 
order  regulating  the  handling  of  grape- 
fruit grown  in  the  Indian  River  District 
in  Florida.  Upon  the  basis  of  the  evi- 
dence introduced  at  such  hearing,  and 
the  record  thereof,  it  is  found  that: 

(1)  This  order,  and  all  of  the  terms 
and  conditions  thereof,  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act; 

(2)  This  order  regulates  the  handling 
of  grapefruit  grown  in  the  Indian  River 
District  in  Florida  in  same  manner  as, 
and  is  applicable  only  to  persons  in  the 
respective  classes  of  commercial  or  in- 
dustrial activity  specified  in,  a  proposed 
marketing  agreement  upon  which  a 
hearing  has  been  held ; 

(3)  This  order  is  limited  in  its  ap- 
plication to  the  smallest  regional  pro- 
duction area  which  is  practicable,  con- 


87 


sistently  with  carrying  out  the  declared 
policy  of  the  act.  and  the  issuance  of 
several  orders  applicable  to  subdivisions 
of  the  production  area  would  not  effec- 
tively carryout  the  declared  policy  of 
the  act; 

(4)  There  are  no  differences  in  the 
production  and  marketing  of  grapefruit 
grown  in  the  Indian  River  District  in 
Florida  which  make  necessary  different 
terms  and  provisions  applicable  to  dif- 
ferent parts  of  such  area;  and 

(5)  All  handling  of  grapefruit  grown 
in  the  Indian  River  District,  as  defined 
in  the  order,  is  in  the  current  of  inter- 
state or  foreign  commerce  or  directly 
burdens,  obstructs,  or  affects  such 
commerce. 

(b)  Additional  findings.  It  is  hereby 
found  on  the  basis  hereinafter  indicated 
that  good  cause  exists  for  making  the 
provisions  of  this  order  effective  January 
8,  1962;  and  that  it  would  be  contrary 
to  the  public  interest  to  postpone  such 
effective  date  uncil  30  days  after  publica- 
tion (5  UJS.C.  1001-1011).  As  soon  as 
practical  after  such  effective  time  it  will 
be  necessary  to  establish  the  Indian 
River  Grapefruit  Committee,  the  agency 
charged  with  administration  of  the  pro- 
gram. Subsequently,  and  prior  to  im- 
position of  regulations,  it  will  be  neces- 
sary for  the  committee  and  the  Secretary 
to  initiate,  and  complete,  various  actions 
of  both  organizational  and  regulatory 
natures,  including  the  formulation  and 
promulgation  of  rules  and  regulations 
to  govern  operations  under  the  program. 
Shipments  of  grapefruit  normally  extend 
from  October  into  May.  The  period 
during  which  volume  regulations  are 
most  likely  to  be  imposed  begins  with  the 
second  full  calendar  week  in  January 
and  ends  with  and  includes  the  third 
full  calendar  week  in  April.  Hence,  for 
the  program  to  be  of  maximum  benefit 
during  the  1961-62  shipping  season  the 
order  should  be  made  effective  on  Jan- 
uary 8,  1962,  the  last  Monday  prior  to 
the  start  of  the  aforesaid  period.  The 
provisions  of  the  order  are  well  known 
to  handlers  of  Indian  River  grapefruit 
since  the  public  hearing  in  connection 
with  the  order  was  completed  Augiist  31, 
1961,  and  the  recommended  decision  and 
the  final  decision  were  published  in  the 
Federal  Register  on  November  25,  1961 
(26  F.R.  11062),  and  December  14,  1961 
(26  F.R.  11982),  respectively.  Copies  of 
the  regulatory  provisions  of  this  order 
were  made  available  to  all  known  inter- 
ested parties;  such  provisions  do  not 
place  any  restrictions  on  handlers  until 
regulations  are  issued  thereunder  and 
shipment  of  grapefruit  takes  place;  and, 
therefore,  compliance  with  such  provi- 
sions will  not  require  advance  prepara- 
tion on  the  part  of  persons  subject 
thereto  which  cannot  be  completed  prior 
to  the  effective  date  of  regulation  pursu- 
ant hereto. 

(c)  Determinations.  It  is  hereby  de- 
termined that: 

(1)  A  marketing  agreement  regulat- 
ing the  handling  of  grapefruit  grown  in 
the  Indian  River  District  in  Florida, 
upon  which  the  aforesaid  public  hearing 
was  held,  has  been  signed  by  handlers 
(excluding  cooperative  associations  of 
producers  who  were  not  engaged  in  proc- 
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essing,  distributing,  or  shipping  the 
grapefruit  covered  by  this  order)  who, 
during  the  period  beginning  August  1, 
I960,  through  July  31.  1961,  handled  not 
less  than  50  percent  of  the  volume  of 
grapefruit  covered  by  this  order;  and 

<2)  The  issuance  of  this  order  is  fa- 
vored or  approved  by  at  least  two-thirds 
of  the  producers  who  participated  in  a 
referendum  on  the  question  of  its  ap- 
proval and  who,  during  the  determined 
representative  period  (August  1.  1960, 
through  July  31,  1961)  were  engaged, 
within  the  production  area  specified  in 
this  order,  in  the  production  of  grape- 
fruit for  market;  such  producers  having 
also  produced  for  market  at  least  two- 
thirds  of  the  volume  of  grapefruit  rep- 
resented in  such  referendum. 

It  is,  therefore,  ordered.  That,  on  and 
after  the  effective  date  hereof,  the  han- 
dling of  grapefruit  grown  in  the  said 
Indian  River  District  shall  be  in  con- 
formity to,  and  in  compliance  with,  the 
terms  and  conditions  of  this  order;  and 
such  terms  and  conditions  are  as  follows : 

Definitions 

§912.1      Srrrrtmry. 

"Secretary"  means  the  Secretary  of 
Agriculture  of  the  United  States,  or  any 
officer  or  employee  of  the  Department 
to  whom  authority  has  heretofore  been 
delegated,  or  to  whom  authority  may 
hereafter  be  delegated,  to  act  in  his 
stead. 

§  912.2     Act. 

"Act"  means  Public  Act  No.  10,  73d 
Congress  (May  12.  1933),  as  amended 
and  as  reenacted  and  amended  by  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended  (sees.  1-19,  48  Stat. 
31.  as  amended;  7  U.S.C.  601-674). 

§912.3      PrrM>n. 

"Person"  means  an  individual,  part- 
nership, corporation,  association,  or  any 
other  business  unit 

§  912.  i      Fruit   or   grapefruit. 

"Pniit"  or  "grapefruit"  means  any  or 
all  varieties  of  Citrus  grandis,  Osbeck, 
grown  in  the  Indian  River  District. 

§  912.3      Producer   or   grower. 

"Producer"  is  synonymous  with  "grow- 
er" and  means  any  person  who  is  en- 
gaged in  the  production  for  market  of 
grapefruit  in  the  Indian  River  District 
and  who  has  a  proprietary  interest  in 
the  grapefruit  so  produced. 

§  912.6      Handler   or   shipper. 

"Handler"  is  synonymous  with  "ship- 
per" and  means  any  person  (except  a 
common  or  contract  carrier  transporting 
grapefruit  for  another  person)  who.  as 
owner,  agent,  or  otherwise,  handles 
grapefruit  in  fresh  form,  or  causes  grape- 
fruit to  be  handled 

§  912.7      Handle   or    »hip. 

"Handle"  or  "ship"  means  to  sell  or 
transport  grapefruit,  or  in  any  other  way 
to  place  grapefruit,  in  the  current  of 
commerce  between  the  regulation  area 
and  any  point  outside  thereof  in  the 
United  States.  Canada,  or  Mexico. 
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§912.8      Standard   parked   box. 

«  "Standard  packed  box"  means  a  unit 
of  measure  equivalent  to  one  and  three- 
flfths  (l*s)  United  States  bushels  of 
grapefruit,  whether  in  bulk  or  in  any 
container. 

§  912.9       Fi^al    period. 

Fiscal  period"  means  the  period  of 
time  from  AuKUst  1  of  any  year  until 
July  31  of  the  foUowinK  year,  both  dates 
inclusive :  Provided.  That  the  Initial  fiscal 
period  shall  begin  on  the  effective  date 
of  this  part. 

S«>I2. 10      <:4.inniillre. 

'Committee"  means  Indian  River 
Grapefruit  Committee. 

§912.11       ('.<-nlrul      niarketinK     orennixa- 
tion. 

"Central  marketing  organization" 
means  any  organization  which  markets 
t,'rapofruit  for  more  than  one  handler 
pursuant  to  a  written  contract  between 
such  organization  and  each  such  handler. 

§912.12      Regulation    area.       * 

"Regulation  area  '  means  that  portion 
of  the  State  of  Florida  which  is  bounded 
by  the  Suwannee  River,  the  Georgia 
border,  the  Atlantic  Ocean,  and  the 
Gulf  of  Me.xico. 

§912.13      Indian    Ri%er    Diotrirt    or    dij»- 
trirt. 

"Indian  River  District"  or  "district" 
means  that  part  of  the  State  of  Florida 
particularly  described  as  follows:  Be- 
ginning at  a  point  on  the  shore  of  the 
Atlantic  Ocean  where  the  line  between 
Flagler  and  Volusia  Counties  intersects 
said  shore,  thence  follow  the  hne  be- 
tween said  two  counties  to  the  southwest 
corner  of  Section  23.  Township  14  South, 
Range  31  East;  thence  continue  south 
to  the  southwest  corner  of  Section  35. 
Township  14  South.  Rangp  31,  East; 
thence  east  to  the  northwest  corner  of 
Township  18  South.  Range  32  East; 
thence  south  to  the  southwest  corner  of 
Township  17  South.  Range  32  East; 
thence  east  to  the  northwest  corner  of 
Township  18  South.  Range  33  East, 
thence  south  to  the  St.  Johns  River; 
thence  along  the  main  channel  of  the 
St.  Johns  River  and  through  Lake  Har- 
ney. Lake  Poinsett.  Lake  Winder.  Lake 
Washington.  Sawgrass  Lake,  and  Lake 
Helen  Blazes  to  the  range  line  between 
Ranges  35  East  and  36  East;  thence 
south  to  the  south  line  of  Brevard 
County;  thence  east  to  the  line  between 
Ranges  36  East  and  37  East;  thence 
south  to  the  southwest  corner  of  St. 
Lucie  County;  thence  east  to  the  Une 
between  Ranges  39  East  and  40  East; 
thence  south  to  the  south  line  of  Martin 
County;  thence  east  to  the  line  between 
Ranges  40  East  and  41  East;  thence 
south  to  the  West  Palm  Beach  Canal 
(also  known  as  the  Okeechobee  Canal)  ; 
thence  follow  said  canal  eastward  to  the 
mouth  thereof;  thence  east  to  the  shore 
of  the  Atlantic  Ocean ;  thence  northerly 
along  the  shore  of  the  Atlantic  Ocean 
to  the  point  of  begirming. 


Abionistrativi  Body 

§912.20  F.Mablifihment  and  member- 
ship. 

There  is  hereby  established  an  Indian 
River  Grapefruit  Committee  consisting 
of  twelve  members,  each  of  whom  shall 
have  an  alternate  who  shall  be  nomi- 
nated and  selected  in  the  same  manner, 
and  who  shall  have  the  same  qualifica- 
tions, as  the  member  for  whom  each  is 
an  alternate.  Six  of  the  members  and 
their  respective  alternates  shall  be  grow- 
ers who  shall  not  be  handlers,  or  em- 
ployees of  handlers,  or  employees  of 
central  marketing  organizations.  Six  of 
the  members  and  their  respective  alter- 
nates shall  be  handlers,  or  employees  of 
handlers,  or  employees  of  central  mar- 
keting organizations. 

§  912.21      Term   of   ofTue. 

The  term  of  office  of  members  and 
alternate  members  shall  begin  on  the 
first  day  of  August  and  continue  for  one 
year.  Members  and  alternate  members 
shall  serve  in  such  capacities  for  the 
portion  of  the  term  of  office  for  which 
they  are  selected  and  have  qualified  and 
until  their  successors  are  selected  and 
have  qualified.  The  consecutive  terms 
of  office  of  a  member  shall  be  limited  to 
three  terms.  The  terms  of  office  of  alter- 
nate members  shall  not  be  so  limited. 

§  912.22  Nomination  of  prower  meni- 
iM'rs  for  the  Indian  Ki>er  (Grapefruit 
Oommittee. 

(a»  The  Secretary  shall  give  public 
notice  of  a  meeting  or  meetings  of  pro- 
ducers to  be  held  not  later  than  July  10th 
of  each  year,  for  the  purpose  of  making 
nominations  for  grower  members  and 
alternate  members  of  the  committee: 
Provided.  That  the  initial  nomination 
meeting  or  meetings  shall  be  held  as  soon 
as  practicable  following  the  effective  date 
of  this  part. 

(b)  The  Secretary  shall  prescribe  uni- 
form rules  to  govern  such  meeting  or 
meetings  and  the  balloting  thereat.  The 
chairman  of  each  meeting  shall  pub- 
licly announce  at  such  meeting  the 
names  of  the  persons  nominated  and 
the  total  number  of  votes  cast  for  each, 
and  the  chairman  and  secretary  of 
each  such  meeting  shall  transmit  to 
the  Secretary  their  certificate  as  to  the 
number  of  votes  so  cast,  the  names  of 
the  persons  nominated,  and  such  other 
information  as  the  Secretary  may  re- 
quest. All  nominations  shall  be  sub- 
mitted to  the  Secretary  on  or  before  the 
20th  day  of  July,  except  that  the  nomi- 
nation made  for  membership  on  the  ini- 
tial committee  shall  be  so  submitted 
wiUiin  10  days  after  the  close  of  the 
nomination  meetings. 

§  912.23  .Helertion  of  grower  niemben 
of  the  Indian  River  Grapefruit  C-om- 
mittee. 

From  the  nominations  made  pursuant 
to  S  912.22.  or  from  other  qualified  per- 
sons, the  Secretary  shall  select  six  mem- 
bers and  six  alternate  members  of  the 
committee.  Three  such  members  and 
their  alternates  shall  be  affiliated  with 
bona  fide  cooperative  fresh  fruit  market- 
ing organizations,  azul  three  s\ich  mem- 
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bers  and  their  alternates  shall  not  be  so 

affiliated. 

§  912.24  Nomination  of  handler  mem- 
bers for  the  Indian  River  Grapefmit 
(x>mmittee. 

( a )  The  Secretary  shall  give  public  no- 
tice of  meetings  of  handlers  to  be  held 
not  later  than  July  10th  of  each  year,  for 
the  purpose  of  making  nominations  for 
handler  members  and  alternate  members 
of  the  committee:  Provided.  That  the 
initial  nomination  meetings  shall  be  held 
as  soon  as  practicable  following  the  ef- 
fective date  of  this  part.  Separate 
meetings  shall  be  held  for  bona  fide  coop- 
erative marketing  organizations  and  for 
other  handlers. 

(b)  The  Secretary  shall  prescribe 
uniform  rules  to  govern  such  meetings 
and  the  balloting  thereat.  In  voting  for 
nominees  each  handler  shall  be  entitled 
to  cast  but  one  vote,  which  shall  be 
weighted  by  the  volume  of  fruit  shipi>ed 
by  such  handler  during  the  then  current 
fiscal  period:  Provided,  That  each  such 
vote  cast  at  the  meetings  to  nominate 
the  initial  members  and  alternate  mem- 
bers shall  be  weighted  by  the  volume  of 
fruit  handled  by  such  handler  during  the 
preceding  fiscal  period.  The  chairman 
of  each  meeting  shall  publicly  announce 
at  such  meeting  the  names  of  the  per- 
sons nominated  and  the  total  number  of 
votes  cast  for  each,  and  the  chairman 
and  secretary  of  each  such  meeting  shall 
transmit  to  the  Secretary  their  certifi- 
cate as  to  the  number  of  votes  so  cast. 
the  names  of  the  persons  nominated,  and 
such  other  Information  as  the  Secretary 
may  request.  All  nominations  shall  be 
submitted  to  the  Secretary  on  or  before 
the  20th  day  of  July,  except  that  the 
nominations  made  for  membership  on 
the  initial  committee  shall  be  so  sub- 
mitted within  10  days  after  the  close  of 
the  nomination  meetings. 

§912.23  .Selection  of  handler  mem- 
bers of  the  Indian  River  Grapefruit 
Committee. 

From  the  nominations  made  pursuant 
to  S  912.24,  or  from  other  qualified  per- 
sons, the  Secretary  shall  ^lect  six  mem- 
bers and  six  alternate  members  of  the 
committee.  Three  such  members  and 
their  alternates  shall  be  affiliated  with 
bona  fide  cooperative  fresh  fruit  market- 
ing organizations,  and  three  such  mon- 
bers  and  their  alternates  shall  not  be 
so  affiliated.  j 

§  912.26      Failure  to  nominate. 

In  the  event  nominations  for  a  mem- 
ber or  an  alternate  member  of  the  com- 
mittee are  not  made  pursuant  to  the 
provisions  of  S  912.22  or  8  912.24  the 
Secretary  may  select  such  member  or 
alternate  member  without  regard  to 
nominations. 

§  912.27      Arceptance  of  membership. 

Any  person  selected  by  the  Secretary 
as  a  member  or  alternate  member  of  the 
coDunittee  shall  qualify  by  filing  a  writ- 
ten acceptance  with  the  Secretary  within 
10  dasrs  after  being  notified  of  such 
selection. 

§  912.28      Inability  of  member*  to  serve. 

(a)  An  alternate  for  a  member  of  the 
committee  shall  act  In  the  place  and 
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stead  of  such  member  (1>  in  his  absence, 
or  (2)  In  the  event  of  his  removal,  resig- 
nation, disqualification,  or  death,  and 
until  a  successor  for  his  unexpired  term 
has  been  selected. 

(b)  In  the  event  of  the  death,  removal, 
resignation,  or  disclCalification  of  any 
person  selected  by  the  Secretary  as  a 
member  or  an  alternate  member  of  the 
committee,  a  successor  for  the  unexpired 
term  of  such  person  shall  be  selected  by 
the  Secretary.  Such  selection  may  be 
made  without  regard  to  the  provisions  of 
this  subpart  as  to  nominations. 

§  912.29     Powers    of    the    Indian    River 
Grapefruit  Committee. 

The  committee,  in  addition  to  the 
power  to  administer  the  terms  and  pro- 
visions of  this  subpart,  as  herein  specifi- 
csdly  provided,  shall  have  power  (a)  to 
make,  only  to  the  extent  specifically  per- 
mitted by  the  provisions  contained  in 
this  subpart,  administrative  rules  and 
regulations;  (b)  to  receive,  investigate 
and  report  to  the  Secretary  complaints 
of  violations  of  this  subpart;  and  (c)  to 
recommend  to  the  Secretary  amend- 
ments to  this  subpart. 

§  912.30     Duties    of    the    Indian    River 
Grapefruit  Committee. 

It  shall  be  the  duty  of  the  comimittee : 

(a)  To  select  a  chairman  from  its 
membership,  and  to  select  such  other  of- 
ficers and  adopt  such  rules  and  regula- 
tions for  the  conduct  of  its  business  as 
it  may  deem  advisable; 

(b)  To  keep  minutes,  books,  and  rec- 
ords which  will  clearly  refiect  all  of  its 
acts  and  transactions,  which  minutes. 
books,  and  records  shall  at  all  times  be 
subject  to  the  examination  of  the  Sec- 
retary; 

(c)  To  act  as  intermediary  between 
the  Secretary  and  producers  and 
handlers; 

(d)  To  furnish  the  Secretary  with 
such  available  information  as  he  may 
request; 

(e)  To  appoint  such  employees  as  it 
may  deem  necessary  and  to  determine 
the  salaries  and  define  the  duties  of  such 
Mnployees; 

(f )  To  cause  its  books  to  be  audited 
by  one  or  more  certified  or  registered 
public  accountants  at  least  once  for  each 
fiscal  period,  and  at  such  otherj^es  as 
it  deems  necessary  or  as  the  Secretary 
may  request,  and  to  file  with  the  Secre- 
tary copies  of  all  audit  reports; 

(g)  To  prepare  and  publicly  issue  a 
monthly  statement  of  financial  opera- 
tions of  the  committee;  and 

(h)  To  provide  an  adequate  system  for 
determining  the  total  crop  of  grapefruit. 
and  to  make  such  determinations,  as  it 
may  deem  necessary,  or  as  may  be  pre- 
scribed by  the  Secretary,  in  connection 
with  the  administration  of  this  subpart. 

§912.31      Compensation  and  expenses  of 
rommittce  members. 

The  members  and  alternate  members 
of  the  committee  shall  serve  without 
ccmpensation  but  may  be  reimbursed  for 
expenses  necessarily  incurred  by  them  in 
attending  committee  meetings  and  in 
the  performance  of  their  duties  under 
this  subpart. 
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§  912.32      Procedure  of  committee. 

(a)  Except  as  provided  in  paragraph 
(b)  of  this  section,  eight  members  of  the 
committee  shall  constitute  a  quorum  and 
any  decision  or  action  of  the  committee 
shall  require  at  least  eight  concurring 
votes. 

(b)  For  any  decision  or  recommenda- 
tion with  respect  to  regvdations  to  be 
effective  during  any  calendar  week  ex- 
cept a  week  during  the  period  beginning 
with  and  including  the  second  full  calen- 
dar week  in  January  and  ending  with 
and  including  the  third  full  calendar 
week  in  April,  twelve  members  shall  con- 
stitute a  quorum  and  twelve  concurring 
votes  shall  be  required.  The  same 
quorum  and  voting  requirements  shall 
be  necessary  to  make  a  recommendation 
for  regulation  for  any  week  immediately 
following  three  or  more  continuous  weeks 
of  regulation.  The  requirements  of 
this  paragraph  shall  not  apply  to 
recommendations  to  amend  an  existing 
regulation. 

(c)  The  votes  of  each  member  cast 
for  or  against  any  recommendations 
made  pursuant  to  this  subpart,  shall  be 
duly  recorded.  Each  member  must  vote 
in  person. 

(d)  In  the  event  any  member  of  the 
committee  and  his  alternate  are  not 
present  at  any  meeting  of  the  committee, 
any  alternate  for  any  other  member 
selected  by  a  majority  of  the  committee 
present,  may  serve  in  the  place  and 
stead  of  the  absent  member  and  his 
alternate:  Provided.  That,  to  the  extent 
practical,  the  representation  provided  in 
§S  912.23  and  912.25  shall  be  maintained. 

(e)  The  committee  shall  give  to  the 
Secretary  the  same  notice  of  meetings 
of  the  committee  as  is  given  to  the  mem- 
bers thereof. 

§  912.33     Funds. 

(a)  All  funds  received  by  the  com- 
mittee pursuant  to  the  provisions  of  this 
subpart  shall  be  tised  solely  for  the  pur- 
poses herein  specified  and  shall  be  ac- 
counted for  in  the  maimer  provided  in 
this  sul:H>art. 

(b)  The  Secretary  may.  at  any  time, 
require  the  committee  and  its  members 
to  account  for  all  receipts  and  disburse- 
ments. 

(c)  Upon  the  removal  or  expiration  of 
the  terms  of  office  of  any  member  of  the 
committee,  such  member  shall  aocoimt 
for  all  receipts  and  disbursements  and 
deliver  all  property  and  fimds.  together 
with  all  books  and  records  in  his  pos- 
session, to  his  successor  in  office,  and 
shall  execute  such  assignments  and  other 
instruments  as  may  be  necessary  or  ap- 
propriate to  vest  in  such  successor  ftill 
title  to  all  of  the  property,  funds,  and 
claims  vested  in  such  member  piu^uant 
to  this  subpart. 

EXPEirSES  AND  ASSESSMXNTS 

§  912.40     Expenses. 

The  committee  is  authorized  to  incur 
such  expenses  as  the  Secretary  finds  are 
reasonable  and  necessary  to  carry  out  the 
functions  of  the  committee  imder  this 
subpart  during  each  fiscal  period.  The 
funds  to  cover  such  expenses  shall  be 
acquired  by  the  levying  of  assessmoits 
upon  handlers  as  provided  in  i  9I2.4L 


S 


90 

§  912.41      AM«min«nU. 

(a)  Each  handler  who  first  handles 
fruit  shall  pay  to  the  committee,  upon 
demand,  such  handler's  pro  rata  share 
of  the  expenses  which  the  Secretary 
finds  will  be  inciu'red  by  such  committee 
for  its  maintenance  and  functioning 
during  each  fiscal  period.  Each  such 
handler's  share  of  such  expenses  shall 
be  that  proportion  thereof  which  the 
total  quantity  of  fruit  shipped  by  such 
handler  as  the  first  handler  thereof 
during  the  applicable  fiscal  period  is  of 
the  total  quantity  of  fruit  so  shipped  by 
all  handlers  during  the  same  fiscal  pe- 
riod. The  Secretary  shall  fix  the  rate 
of  assessment  per  standard  packed  box 
of  fruit  to  be  paid  by  each  such  handler. 
The  pa3rment  of  assessments  for  the 
maintenance  and  functioning  of  the 
committee  may  be  required  under  this 
part  throughout  the  period  it  is  in  effect 
irrespective  of  whether  particular  pro- 
visions thereof  are  suspended  or  become 
inoperative. 

(b)  At  any  time  during  or  after  the 
fiscal  period,  the  Secretary  may  increase 
the  rate  of  assessment  so  that  the  sum  of 
money  collected  pursuant  to  the  provi- 
sions of  this  section  shall  be  adequate  to 
cover  the  said  exp)enses.  Such  Increase 
shall  be  applicable  to  All  fruit  shipped 
during  the  given  fiscal  period.  In  order 
to  provide  funds  to  carry  out  the  func- 
tions of  the  committee,  handlers  may 
make  advance  pasrment  of  assessments. 

§  912.42      Handler's   arcounu. 

If.  at  the  end  of  a  fiscal  period,  it  shall 
be  determined  that  assessments  collected 
are  in  excess  of  expenses  incurred,  each 
handler  entitled  to  a  proportionate  re- 
f\md  shall  be  credited  with  such  refund 
against  the  operations  of  the  following 
fiscal  period  unless  he  demands  payment 
of  the  8\im  due  him.  in  which  case  such 
sxmi  shall  be  paid  to  him. 

RCGULATIOM 
§912.45      Marketing   policy. 

(a)  Prior  to  the  first  recommendation 
for  regulation  during  any  marketing  sea- 
son, the  committee  shall  submit  to  the 
Secretary  its  marketing  policy  for  such 
season.  Such  marketing  policy  shall 
contain  the  following  information:  (1) 
The  estimated  available  crop  of  grape- 
fruit tn  the  district,  including  estimated 
quality;  (2)  the  estimated  utilization  of 
the  crop  that  will  be  marketed  in  domes- 
tic, export,  and  byproduct  chaimels, 
together  with  quantities  otherwise  to  be 
disposed  of;  (3)' a  schedule  of  estimated 
weekly  shipments  of  grapefruit  during 
the  ensuing  season:  (4)  the  available 
supplies  of  competitive  decichious  fruits 
tn  all  producing  areas  of  Ihe  United 
States:  (5)  level  and  trend  in  consumer 
inctMne:  (6)  estimated  supplies  of  com- 
petitive citrus  commodities ;  and  ( 7 )  any 
other  pertinent  factors  bearing  on  the 
marketing  of  grapefruit.  In  the  event 
that  it  becomes  advisable  substantially 
to  modify  such  marketing  policy,  the 
committee  shall  submit  to  the  Secretary 
a  revised  marketing  policy. 

(b)  All  meetings  of  the  committee 
held  for  the  purpose  of  formulating  such 
marketing  policies  shall  be  open  to  grow- 
en  and  handlers. 
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(c)  The  commltee  shall  transmit  a 
copy  of  each  marketing  policy  report  or 
revision  thereof  to  the  Secretary  and  to 
each  grower  and  handler  who  files  a 
request  therefor.  Copies  of  all  such 
reports  shall  be  maintained  in  the  office 
of  the  committee  where  they  shall  be 
available  for  examination  by  growers 
and  handlers. 

t^*M2.'U>       K(N-oinnirii(lali<tn«    for    ^i>1unir 
rt'Ctiialion. 

(a>  The  committee  may.  during  any 
week,  recommend  to  the  Secretary  the 
total  quantity  of  grapefruit  which  it 
deems  advisable  to  be  handled  during  the 
next  succeeding  week:  Provided.  That 
such  regulations  shall  not  be  recom- 
mended during  the  period  beginning  with 
and  including  the  second  full  calendar 
week  in  January  and  ending  with  and  In- 
cluding the  third  full  calendar  week  in 
April  after  regulations  during  such  pe- 
riod have  limited  the  volume  of  grape- 
fruit handled  during  10  weeks. 

(b>  In  making  its  recommendations, 
the  committee  shall  give  due  considera- 
tion to  the  following  factors:  <■  1 )  Market 
prices  for  grapefruit;  (2)  supply  of 
grapefruit  on  track  at.  and  en  route  to. 
the  principal  markets:  i3)  supply,  ma- 
turity, and  condition  of  grapefruit  in  the 
production  area:  '4»  market  prices  and 
supplies  of  citrus  fruits  from  competitive 
producing  areas,  and  supplies  of  other 
competitive  fruits:  <5)  trend  and  level 
in  consumer  income;  and  (6'  other  rel- 
evant factors. 

(c>  At  any  time  during  a  week  for 
which  the  Secretary,  pursuant  to  9  912- 
47.  has  fixed  the  quantity  of  grapefriUt 
which  may  be  handled,  the  committee 
may  recommend  to  the  Secretary  that 
such  quantity  be  Increased  for  such  week. 
Each  such  recommendation,  together 
with  the  committees  reason  for  such 
recommendation,  shall  be  submitted 
promptly  to  the  Secretary. 

§  912.47      iMuanre  of  voluinr  rriculation. 

Whenever  the  Secretary  finds,  from 
the  recommendations  and  Information 
submitted  by  the  committee,  or  from 
other  available  information,  that  to  limit 
the  quantity  of  grapefruit  which  may 
be  handled  during  a  specified  week  will 
tend  to  effectuate  the  declared  policy  of 
the  act,  he  shall  fix  such  quantity:  Pro- 
mded.  That  such  regulations  shall  not.  In 
the  aggregate,  limit  the  volume  of  grape- 
fruit shipments  during  more  than  10 
weeks  of  the  period  beginning  with  and 
Including  the  second  full  calendar  week 
in  January  and  ending  with  and  Includ- 
ing the  third  full  calendar  week  In  April. 
The  quantity  so  fixed  for  any  week  may 
be  increased  by  the  Secretary  at  any 
time  during  such  week.  The  Secretary 
may  upon  the  recommendation  of  the 
committee,  or  upon  other  available  m- 
formatlon.  terminate  or  suspend  any 
regulation  at  any  time 

§  912.48      Proralr    bat^^. 

(a)  Each  person  who  desires  to  handle 
grapefruit,  shall  submit  to  the  commit- 
tee, at  such  time  and  in  such  manner  as 
may  be  designated  by  the  committee, 
and  upon  forms  made  available  by  It.  a 
written  application  for  a  prorate  base 
and  for  allotments  as  provided  In  this 
section  and  f  912.49. 


(b>  Such  application  shall  be  sub- 
stantiated in  such  manner  and  shall  be 
supported  by  such  information  as  the 
committee  may  require. 

(c>  The  committee  shall  determine 
the  accuracy  of  the  Information  sub- 
mitted pursuant  to  this  section.  When- 
ever the  committee  finds  that  there  is 
an  error,  omission,  or  Inaccuracy  in  any 
such  Information,  it  shall  correct  the 
same  and  shall  give  the  person  who  sub- 
mitted the  Information  a  reasonable  op. 
portunlty  to  discuss  with  the  committee 
the  factors  considered  in  making  the 
correction. 

id*  Each  week  during  the  marketing 
season  when  volume  regulation  is  likely 
to  be  recommended,  the  committee  shall 
compute  a  prorate  base  for  each  person 
who  has  made  application  In  accordance 
with  the  provisions  of  this  section.  Such 
prorate  base  for  each  handler  shall, 
except  as  provided  In  paragraph  <e)  of 
this  section,  be  the  average  weekly  quan- 
tity of  grapefruit  shipped  by  him  in  all  of 
the  weeks  In  the  period  beglruiing  with 
and  including  the  second  full  calendar 
week  in  January  and  ending  with  and 
including  the  third  full  calendar  week 
in  April  during  the  Immediately  preced- 
ing three  marketing  seasons. 

(e)  If  an  applicant  for  a  prorate  base 
Is  a  new  handler,  the  committee  shall 
compute  a  prorate  base  based  upon  his 
prior  shipments  of  grapefruit,  if  any, 
packinghouse  facilities,  grapefruit  under 
contract,  trade  outlets,  and  other  factors 
which,  in  the  Judgment  of  the  conunlt- 
tee.  are  relevant  and  proper  to  be  used 
in  arriving  at  an  equitable  prorate  base 
for  such  handler.  Any  person  who  has 
made  no  shipments  of  grapefruit  in  the 
season  immediately  preceding  the  season 
for  which  prorate  bases  are  established 
shall  be  considered  a  new  handler. 

§  912.49      .Allot m<-nl». 

Whenever  the  Secretary  has  fixed  the 
quantity  of  grapefruit  which  may  be 
handled  during  any  week,  the  commit- 
tee shall  calculate  the  quantity  of  grape- 
fruit which  may  be  handled  during  such 
week  by  each  person  who  has  applied  for 
a  prorate  base.  Such  quantity  shall  be 
the  allotment  of  such  person  and  shall 
be  that  portion  of  the  total  quantity  fixed 
by  the  Secretary  which,  expressed  In 
terms  of  percent.  Is  equal  to  the  percent- 
age that  such  applicant's  prorate  base  is 
of  the  aggregate  of  the  prorate  bases  of 
all  such  applicants.  The  committee  shall 
give  reasonable  notice  to  each  person 
of  the  allotment  computed  for  him  pur- 
suant to  this  section. 

§912.50      (Hcr*hipnM-nt<>. 

During  any  week  for  which  the  Sec- 
retary has  fixed  the  total  quantity  of 
grapefruit  which  may  be  handled,  any 
person  who  has  received  an  allotment 
may  handle,  in  addition  to  the  total 
allotment  available  to  him  for  use  dur- 
ing such  week,  an  amount  of  grapefruit 
equivalent  to  10  percent  of  such  total 
allotment,  or  500  boxes,  whichever  is 
greater.  The  quantity  of  grapefruit  so 
handled  in  excess  of  the  total  allotment 
which  such  person  had  available  for  use 
during  such  week  (but  not  exceeding  an 
amount  equivalent  to  the  excess  ship- 
ments   permitted    under    this   section) 
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shall  be  deducted  from  such  person's 
allotment  for  the  next  week.  If  such 
person's  allotment  for  such  week  is  in 
an  amount  less  than  the  excess  ship- 
ments permitted  under  this  section,  the 
remaining  quantity  shall  be  deducted 
from  succeeding  weekly  allotments  issued 
to  such  person  until  such  excess  has  been 
entirely  offset:  Provided,  That  at  any 
time  there  is  no  volume  regulation  In 
effect  it  shall  be  deemed  to  cancel  all 
requirements  to  undership  allotments 
because  of  previous  overshlpments  pur- 
suant to  this  part. 

§  912.51      I'nderahipnients.         | 

If  any  person  handles  during  any  week 
a  quantity  of  grapefruit,  covered  by  a 
regulation  Issued  pursuant  to  5  912.47, 
in  an  amount  less  than  the  total  allot- 
ment available  to  him  for  such  week,  he 
may  handle,  during  the  next  succeeding 
week,  a  quantity  of  grapefruit,  in  addi- 
tion to  that  permitted  by  the  allotment 
available  to  him  for  such  week,  equiv- 
alent to  such  undershipment  or  50  per- 
cent of  the  allotment  issued  to  him  for 
the  week  during  which  the  undership- 
ment w£is  made,  whichever  is  the  lesser: 
Provided.  That  the  eonmiittee,  with  the 
approval  of  the  Secretary,  may  increase 
or  decrease  such  percentage. 

§912.52      .Allotment   loans.         | 

<  a )  A  person  to  whom  allotments  have 
been  Issued  may  lend  such  allotments 
to  other  p>ersons  to  whom  allotments 
have  also  been  issued.  Each  party  to 
any  such  loan  agreement  shall,  prior  to 
completion  of  the  agreement,  notify  the 
committee  of  the  proposed  loan  and  ob- 
tain the  committee's  approval  of  the 
agreement.  Each  such  agreement  shall 
.specify  that  such  loan  is  to  be  repaid 
from  the  borrower's  allotment  the  next 
succeeding  week  or,  if  such  borrower's 
allotment  for  such  week  is  InsufBclent 
to  repay  all  of  such  loan,  that  he  will 
repay  the  balance  of  such  loan  as  soon 
thereafter  as  he  has  allotment  available 
to  him. 

'b)  The  committee  may  act  on  be- 
half of  persons  desiring  to  arrange  allot- 
ment loans.  In  each  case,  the  com- 
mittee shall  confirm  all  such  transactions 
immediately  after  the  completion  thereof 
by  memorandum  addressed  to  the  parties 
concerned,  which  memorandum  shall  be 
deemed  to  satisfy  the  requirements  of 
para.graph  (a)  of  this  section  as  to  an 
approval  of  the  loan  agreement. 
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handler  shall  matnt^iin  such  records  and 
furnish  to  the  committee,  in  such  man- 
ner and  at  such  time  as  it  may  prescribe, 
reports  of  overshlpments  and  under- 
shlpments  and  such  other  reports  and 
information  as  may  be  necessary  for  the 
committee  to  perform  its  duties  under 
this  part. 

Miscellaneous  Provisions 

§  912.65      Fruit  not  subject  to  regulation. 

Except  as  otherwise  provided  in  this 
section,  any  person  may,  without  regard 
to  the  provisions  of  §S  912.47  through 
912.53  and  the  regulations  issued  there- 
under, ship  grapefruit  for  the  following 
purposes:  (a)  To  a  charitable  institu- 
tion for  consimiption  by  such  institu- 
tion; (b)  to  a  relief  agency  for  distribu- 
tion by  such  agency;  (c)  to  a  conunercial 
processor  for  conversion  by  such  proces- 
sor into  canned  or  frozen  products  or 
into  a  beverage  base;  (d)  by  parcel  post; 
and  (e)  in  such  minimum  quantities. 
types  of  shipments,  or  for  such  purposes 
as  the  committee  with  the  approval  of  the 
Secretary  may  specify.  No  assessment 
shall  be  levied  on  fruit  so  shipped.  The 
committee  shall,  with  the  approval  of 
the  Secretary,  prescribe  such  rules,  reg- 
ulations, or  safeguards  as  it  may  deem 
necessary  to  prevent  grapefruit  handled 
under  the  provisions  of  this  section  from 
entering  channels  of  trade  for  other  than 
the  purposes  authorized  by  this  section. 
Such  rules,  regulations,  and  safeguards 
may  include  the  requirements  that  han- 
dlers shall  file  applications  with  the  com- 
mittee for  authorization  to  handle 
grapefruit  pursuant  to  this  section,  and 
that  such  applications  be  accompanied 
by  a  certification  by  the  intended  pur- 
chaser or  receiver  that  the  grapefruit 
will  not  be  used  for  any  purpose  not  au- 
thorized by  this  section. 

§  912.66     Compliance. 

Except  as  provided  in  this  part,  no 
person  shall  handle  grapefruit  during 
any  week  in  which  a  regulation  issued  by 
the  Secretary  pursuant  to  S  912.47  is  in 
effect,  unless  such  grapefruit  are,  or  have 
been,  handled  piu-suant  to  an  allotment 
therefor,  or  unless  such  person  is  other- 
wise permitted  to  handle  such  grapefruit 
under  -the  provisions  of  this  part;  and 
no  person  shall  handle  grapefruit  except 
in  conformity  with  the  provisions  of  this 
part  and  the  regulations  issued  under 
this  part. 


§9I2..''>3      Inspection  and  certification.  §912.67      Right  of  the  Secretary. 

Whenever  the  handling  of  grapefruit 
IS  rep:ulated  pursuant  to  §  912.47,  each 
handler  who  handles  any  grapefruit 
shall,  prior  to  the  handling  of  any  lot 
of  grapefruit,  cause  such  lot  to  be  in- 
spected by  the  Federal  or  Federal-State 
Inspection  Service  and  certified  by  it 
as  meeting  all  applicable  requirements 
of  such  regulation :  Provided,  That  such 
inspection  and  certification  shall  not  be 
required  if  the  particular  lot  of  fruit 
previously  had  been  so  inspected  and 
certified. 

Reports 

§912.60     Reports. 

Upon  request  of  the  committee,  made 
with  approval  of  the  Secretary,  each 


The  members  of  the  committee  (in- 
cluding successors  and  alternates),  and 
any  agents,  employees,  or  representatives 
thereof,  shall  be  subject  to  removal  or 
suspension  by  the  Secretary  at  any  time. 
Each  and  every  regulation,  decision,  de- 
termination, or  other  act  of  the  commit- 
tee shall  be  subject  to  the  continuing 
right  of  the  Secretary  to  disapprove  of 
the  same  at  any  time.  Upon  such  dis- 
approval, the  disapproved  action  of  the 
committee  shall  be  deemed  null  and  void, 
except  as  to  acts  d<me  in  reliance  thereon 
or  in  compliance  therewith  prior  to  such 
disapproval  by  the  Secretary. 

§9I2.6S     Effective  time. 

The  provlsioDS  of  this  part  shall  be- 
come effective  at  such  time  as  the  Sec- 
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retary  may  declare  above  his  signature 
to  this  part,  and  shall  continue  in  force 
until  terminated  in  one  of  the  ways  speci- 
fied In  S  912.69. 

§  912.69      Termination. 

(a)  The  Secretary  may  at  any  time 
terminate   the  provisions  of   this  part 
by  giving  at  least  one  day's  notice  by   . 
means  of  a  press  release  or  in  any  other 
manner  which  he  may  determine. 

(b)The  Secretary  shall  terminate  the 
provisions  of  this  part  at  the  end  of  any 
fiscal  period  whenever  he  finds  that  such 
termination  is  favored  by  a  majority 
of  producers  who.  during  the  preceding 
fiscal  period,  have  been  engaged  in  the 
production  for  market  of  fruit:  Pro- 
vided, That  such  majority  have,  dtiring 
such  period,  produced  for  market  more 
than  50  percent  of  the  volume  of  such 
fruit  produced  for  market,  but  such  ter- 
mination shall  be  effective  only  if  an- 
nounced on  or  before  July  31  of  the  then 
current  fiscal  period. 

(c)  The  provisions  of  this  part  shall, 
in  any  event,  terminate  whenever  the 
provisions  of  the  act  authorizing  it 
cease  to  be  in  effect. 

§  912.70      Proceedings  after  termination. 

(a)  Upon  the  termination  of  the  pro- 
visions of  this  part,  the  then  functioning 
members  of  the  committee  shall  continue 
as  joint  trustees,  for  the  purpose  of 
liquidating  the  affairs  of  the  same  com- 
mittee, of  all  the  funds  and  property 
then  in  the  possession  of  or  under  con- 
trol of  such  administrative  committee, 
including  claims  for  any  fimds  unpaid 
or  property  not  delivered  at  the  time  of 
such  tennination. 

(b)  The  said  trustees  (1)  shall  con- 
tinue in  such  capacity  until  discharge 
by  the  Secretary;  (2)  shall,  from  time 
to  time,  account  for  all  receipts  and  dis- 
bursements, or  deliver  all  property  on 
hand,  together  with  all  books  and  records 
of  the  committee  and  of  the  Joint  trus- 
tees, to  such  person  as  the  Secretary 
may  direct;  and  (3)  shall,  upon  the  re- 
quest of  the  Secretary,  execute  such 
assignments  or  other  instrmnents  neces- 
sary or  appropriate  to  vest  in  such  per- 
son full  title  and  right  to  all  of  the  funds, 
property,  and  claims  vested  in  the  com- 
mittee, or  the  joint  trustees  pursuant  to 
this  part. 

(c)  Any  funds  collected  pursuant  to 
S  912.41,  over  and  above  the  amounts 
necessary  to  meet  outstanding  obliga- 
tions and  expenses  necessarily  incurred 
during  the  operation  of  this  part  and 
during  the  liquidation  period,  shall  be 
returned  to  handlers  as  soon  as  prac- 
ticable after  the  termination  of  this  part. 
The  refund  to  each  handler  shall  be  rep- 
resented by  the  excess  of  the  amount 
paid  by  him  over  and  above  his  pro  rata 
share  of  the  expenses. 

(d)  Any  person  to  whom  funds,  or 
claims  have  been  transferred  or  delivered 
by  the  committee,  or  its  members,  pur- 
suant to  this  section,  shall  be  subject 
to  the  same  obligations  Imposed  upon  the 
members  of  said  committee  and  upon  the 
said  joint  trustees. 

§  912.71      Duration   of   immunities. 

The  benefits,  privileges,  and  immuni- 
ties conferred  upon  any  person  by  virtue 
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of  this  part  shall  cease  upon  Its  termina- 
tion, except  with  respect  to  acts  done 
imder  and  during  the  existence  of  this 
part. 

§  912.72      Agent*. 

The  Secretary  may,  by  designation  in 
writing,  name  any  person.  Including  any 
officer  or  employee  of  the  Government. 
or  name  any  bureau  or  division  in  the 
United  States  Department  of  Agricul- 
ture, to  act  as  his  agent  or  representative 
In  connection  with  any  of  the  provisions 
of  this  part. 

§  912.73      DrruMtion. 

Nothing  contained  in  this  part  is,  or 
shall  be  construed  to  be  in  derogation 
or  In  modification  of  the  rights  of  the 
Secretary  or  of  the  United  States  <a)  to 
exercise  any  powers  granted  by  the  act 
or  otherwise,  or  (b)  in  accordance  with 
such  powers,  to  act  in  the  premises 
whenever  such  action  is  deemed  advis- 
able. 

§  912.74      Personal   liabilitr. 

No  member  or  alternate  of  the  com- 
mittee, nor  any  employee  or  agent 
thereof,  shall  be  held  personally  respon- 
sible, either  individually  or  Jointly  with 
others,  in  any  way  whatsoever,  to  any 
handler  or  to  any  other  person  for  errors 
In  Judgment,  mistakes,  or  other  acts, 
either  of  commission  or  omission,  as 
such  member,  alternate,  or  employee, 
except  for  acts  of  dishonesty. 

§  912.75      SeparabUily. 

If  any  provision  of  this  part  is  de- 
clared invalid,  or  the  applicability 
thereof  to  any  person,  circumstance,  or 
thing  Is  held  invalid,  the  validity  of  the 
remainder  of  tills  part  or  the  applica- 
bility thereof  to  any  other  person,  cir- 
cimistance.  cr  thing  shall  not  be  affected 
thereby. 

Issued  at  Washington,  D.C..  this  29th 
day  of  December  1961  to  become  effec- 
tive January  8.  1962. 

James  T.  Ralph, 
Assistant  Secretary. 

[FJl.     Doc.     62-80;     Piled.     Jan.     4,     1962; 
8:45  am.) 


PART  912— GRAPEFRUIT  GROWN 
IN  THE  INDIAN  RIVER  DISTRICT  IN 
FLORIDA 

Subpart — Rules  and  Regulations 

The  order '  regulating  the  handling 
of  grapefriiit  grown  In  the  Indian  River 
District  in  Florida  (Order  912),  filed 
simultaneously  herewith,  effective  under 
the  applicable  provisions  of  the  Agri- 
cultural Afarketing  Agreement  Act  of 
1937,  as  amended  (7  U.S.C.  601-674) ,  pro- 
vides in  SS  912.22  and  912.24  thereof 
that  the  Secretary  shall  prescribe  uni- 
form rules  to  govern  meetings  for 
nominating  members  and  alternate 
members  of  the  Indian  River  Grape- 
fruit Committee  (the  agency  established 
for  the  local  administration  of  such 
order)  and  the  balloting  thereat.  In 
order  that  eligible  persons  may  partlcl- 
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pate  In  selecting  nominees  for  member 
and  alternate  member  positions  on  the 
Indian  River  Grajjefruit  Committee,  the 
following  rules  and  regulations,  govern- 
ing the  procedure  to  be  followed  In  ef- 
fecting such  nominations,  are  hereby 
promulgated: 

§912.120      Nominntiun    prore«!ure. 

Mectiii::s  shall  be  called  by  the  desig- 
nated representative  of  the  Secretary  in 
accordance  with  $§912  22  and  912  24. 
for  the  purpose  of  makinR  nominations 
for  members  and  alternate  members  of 
the  Indian  River  Grapefruit  Committee. 
The  time  of  the  meetings  for  nominating 
the  initial  members  and  alternate  mem- 
bers shall  be  not  later  than  10  days  after 
the  effective  date  of  this  part.  The 
manner  of  nominating  members  and 
alternate  members  shall  be  as  follows: 

<a»  At  each  such  meeting  the  said 
agent  shall  announce  the  requirements 
as  to  eligibility  for  voting  for  nominees 
and  the  procedure  for  balloting,  and 
shall  explain  the  functions  of  the  com- 
mittee under  5S  912.1  to  912.75.  inclusive. 

(b>  A  chairman  and  a  secretary  of 
each  meeting  shall  be  selected. 

(c)  At  each  meeting  of  growers  there 
shall  be  presented  for  nomination  and 
there  shall  be  nominated  not  less  than 
six  grower  members,  all  of  whom  shall 
have  the  qualifications  specified  in 
55  912.20  and  912.23.  Each  grower  vot- 
ing at  such  meeting  shall  submit  hLs 
name  and  address  to  the  chairman  or 
secretary  of  the  meeting. 

(d)  At  each  meeting  of  handlers  there 
shall  be  presented  for  nomination  and 
there  shall  be  nominated  not  less  than 
six  handler  members,  all  of  whom  shall 
have  the  qualifications  specified  in 
55  912.20  and  912.25.  Any  person  au- 
thorized to  represent  a  handler  may  cast 
a  ballot  for  such  handler.  Each  person 
voting  at  such  meeting  shall  submit  his 
name  and  address  to  the  chairman  or 
secretary  of  the  meeting. 

(e)  All  voting  shall  be  by  ballot  and  all 
ballots  shall  be  delivered  by  the  chair- 
man or  the  secretary  of  the  meeting  to 
the  said  agent  of  the  Secretary.  The 
number  of  ballots  to  be  cast  in  selecting 
the  nominees  shall  be  determined  at  the 
respective  meeting.  Each  person  eligible 
to  cast  a  ballot  for  a  nominee  for  a  mem- 
ber or  alternate  member  position  may 
cast  one  ballot  for  each  such  position  to 
be  filled. 

(f)  The  agent  of  the  Secretary  shall 
give  reasonable  notice  of  each  meeting 
to  be  held  pursuant  to  this  section. 

It  is  hereby  found  that  It  Is  impracti- 
cable and  contrary  to  the  public  interest 
to  give  preliminary  notice,  engage  in 
public  rule-making  procedure,  and  post- 
pone the  effective  date  of  this  section 
until  30  days  after  publication  thereof 
in  the  Federal  Register  (5  U.S.C.  1001- 
1011)  for  the  reasons  set  forth  in  S  912.0 
(b)  Additional  findings  of  said  Order  912, 
ar¥l  to  enable  eligible  persons  to  par- 
ticipate within  the  limited  time  available 
In  the  selection  of  nominees  for  member 
and  alternate  member  positions  on  the 
committee. 

(Sees.  1-19,  48  SUt.  31,  as  amended;  7  US  C. 
601-674) 


Dated  December  29.  1961,  to  bec(xne 
effective  January  8,  1962. 

James  T.  Ralph, 
Assistant  Secretary. 

[PH.     Doc.     62-167;     FUed,     Jan.     4,     IMS; 
8 :  53  ajn.  ] 


PART  9  2  7— B  E  U  R  R  E  D'ANJOU, 
BEURRE  BOSC,  WINTER  NELIS, 
DOYENNE  DU  COMICE,  BEURRE 
EASTER,  AND  BEURRE  CLAIRGEAU 
VARIETIES  OF  PEARS  GROWN  IN 
OREGON,  WASHINGTON,  AND 
CALIFORNIA 

Handling  Limitations 
§  927.0      Findings   and   deterniinalion!*. 

The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 
in  addition  to  the  findings  and  determi- 
nations made  in  connection  with  the  is- 
suance of  the  order  and  of  the  previously 
issued  amendments  thereto;  and  all  of 
said  previous  findings  and  determina- 
tions are  hereby  ratified  and  affirmed 
except  insofar  as  such  findings  and  de- 
terminations may  be  in  conflict  with  the 
findings  and  determinations  set  forth 
herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937.  as  amended  (7  U.S.C.  601-674) ,  and 
the  applicable  rules  of  practice  and  pro- 
cedure effective  thereunder  (7  CFR  Part 
900 ) ,  a  public  hearing  was  held  at  Port- 
land, Oregon,  on  July  13,  1961,  upon  pro- 
posed amendment's  to  the  marketing 
agreement,  as  amended,  t.nd  Order  No. 
39,  as  amended  (7  CFR  Part  939) .  regu- 
lating the  handling  of  Beurre  D'Anjou, 
Beurre  Bosc.  Winter  Nells.  Doyenne  du 
Comice,  Buerre  Easter,  and  Beurre  Clalr- 
geau  varieties  of  pears  grown  in  Oregon. 
Washington,  and  California.  Upon  the 
basis  of  the  evidence  introduced  at  such 
hearing  and  the  record  thereof,  it  Is 
found   that: 

(1)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  thereof,  will 
tend  to  effectuate  the  declared  policy  of 
the  act; 

(2)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  regulates  the 
handling  of  Beurre  D'Anjou,  Beurre 
Bosc,  Winter  Nells,  Doyenne  du  Comice. 
Beurre  Easter,  and  Beurre  CHairgeau 
varieties  of  pears  grown  in  the  States 
of  Oregon.  Washington,  and  California 
in  the  same  maimer  as,  and  is  applicable 
only  to  persons  m  the  respective  classes 
of  mdustrial  and  commercial  activity 
specified  in,  the  marketing  agreement 
upon  which  hearings  have  been  held; 

(3>  The  said  order,  as  amended,  and 
as  hereby  further  amended,  is  limited 
m  its  application  to  the  smallest  regional 
production  area  that  Is  practicable,  con- 
sistent with  carrying  out  the  declared 
policy  of  the  act:  and  the  issuance  of 
several  orders  applicable  to  subdivisions 
of  such  regional  production  area  would 
not  effectively  carry  out  the  declared 
policy  of  the  act;  and 

(4)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  prescribes 
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such  different  terms,  applicable  to  differ- 
ent production  and  marketing  areas,  as 
are  necessary  to  give  due  recognition  to 
differences  in  the  production  and  mar- 
keting of  such  pears. 

(b)  Determinations.  It  is  hereby  de- 
termined that: 

(1)  The  marketing  agreement,  as 
amended,  regoilating  the  handling  of 
Beurre  D'Anjou,  Beurre  Bosc,  Winter 
Nells,  Doyenne  du  Comice,  Beurre  Easter, 
and  Beurre  Clairgeau  varieties  of  pears 
grown  in  Oregon.  Washington,  and  Cidi- 
fornia,  upon  which  the  aforesaid  public 
hearing  was  held,  has  been  signed  by 
handlers  (excluding  cooperative  associa- 
tions of  producers  who  were  not  engaged 
in  processing,  distributing,  or.  shipping 
the  pears  covered  by  this  order)  who, 
during  the  period  July  1,  1960,  through 
June  30.  1961.  shipped  not  less  than  50 
percent  of  the  pears  covered  by  said 
order,  as  amended,  and  hereby  further 
amended; 

(2)  The  aforesaid  marketing  agree- 
ment, as  amended,  and  as  hereby  fur- 
ther amended,  has  been  executed  by 
handlers  who  were  signatory  parties  to 
said  marketing  agreement  and  who 
during  the  preceding  fiscal  period 
shipped  not  less  than  67  percent  of  the 
volume  of  pears,  covered  by  the  said 
order,  as  amended,  and  as  hereby  fur- 
ther amended,  shipped  by  all  signatory 
handlers  to  said  marketing  agreement 
during  such  representative  period; 

(3)  The  issuance  of  this  order,  amend- 
ing the  aforesaid  order,  is  favored  or 
approved  by  at  least  two-thirds  of  the 
producers  who  participated  in  a  refer- 
endum on  the  question  of  its  approval 
and  who,  during  the  determined  repre- 
sentative period  (July  1,  1960.  through 
June  30,  1961)  were  engaged  within  the 
area  in  the  production  for  market  of  the 
pears  covered  by  the  said  order;  and 

( 4 )  The  Issuance  of  this  order,  amend- 
ing the  aforesaid  order,  is  favored  or 
approved  by  producers  who.  during  the 
aforesaid  representative  period,  pro- 
duced for  market  at  least  two-thirds 
of  the  volume  of  the  said  varieties  of 
pears  produced  for  market  within  the 
States  of  Oregon,  Washington,  and 
California. 

It  is  therefore  ordered,  That,  on  and 
after  the  effective  date  hereof,  all  han- 
dling of  Beurre  D'Anjou.  Beurre  Bosc, 
Winter  Nells.  Doyenne  du  Comice, 
Beurre  Easter,  and  Beurre  Clairgeau 
varieties  of  pears  grown  in  the  States  of 
Oregon.  Washington,  and  California 
shall  be  in  conformity  to,  and  in  compli- 
ance with,  the  terms  and  conditions  of 
the  said  order,  as  amended,  and  as 
hereby  further  amended  as  follows: 

1.  Section  927.42  Handler  accounti  is 
revised  to  read  as  follows: 

§  <>27.42      Arrounting. 

<a)  If,  at  the  end  of  a  fiscal  period. 
the  assessments  collected  are  in  excess 
of  expenses  incurred,  the  committee, 
with  the  approval  of  the  Secretary,  vomj 
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carryover  su^  excess  into  subsequent 
fiscal  periods  as  a  reserve:  Provided. 
lliat  funds  already  in  the  reserve  do  not 
exceed  aproxlmately  one  fiscal  period's 
expenses.  Such  reserve  may  be  used  (1) 
to  cover  any  expense  authorized  luider 
this  part  and  (2)  to  cover  necessary  ex- 
penses of  liquidation  in  the  event  of 
termination  of  this  part.  Any  such  ex- 
cess not  retained  in  a  reserve  or  applied 
to  any  outstanding  obligation  of  the  per- 
son from  whom  it  was  collected  shall 
be  refunded  proportionately  to  the  per- 
sons from  whom  it  was  collected.  Upon 
termination  of  this  part,  any  funds  not 
required  to  defray  the  necessary  ex- 
penses of  liquidation  shall  be  disposed 
of  in  such  manner  as  the  Secretary  may 
determine  to  be  appropriate:  Provided. 
That  to  the  extent  practical,  such  fimds 
shall  be  returned  pro  rata  to  the  persons 
from  whom  such  funds  were  collected, 
(b)  All  funds  received  by  the  commit- 
tee pursuant  to  the  provisions  of  this 
part  shall  be  used  solely  for  the  purpose 
specified  in  this  part  and  shall  be  ac- 
cotmted  for  in  the  maimer  provided  in 
this  part.  The  Secretary  may  at  any 
time  require  the  committee  and  its  mem- 
bers to  accoimt  for  all  receipts  and  dis- 
bursements. 

2.  A  new  f  927.47  is  added  as  follows: 

§  927.47     Research  and  development. 

The  committee,  with  the  approval  of 
the  Secretary,  may  establish  or  provide 
for  the  establishment  of  marketing  re- 
search and  development  projects  de- 
signed to  assist,  improve,  or  promote  the 
marketing,  distribution,  and  consump- 
tion of  pears. 

§  927.60      [Amendment] 

3.  Section  927.60  Inspection  and  cer- 
tiftcation  is  amended  as  follows: 

a.  The  following  is  added  at  the  begin- 
ning of  the  first  soitence:  "(a)  Except 
as  hereinafter  provided,". 

b.  A  new  parajgraph  (b)  is  added  as 
follows: 

(b)  Any  handler  may  ship  pears,  on 
any  one  conveyance  and  in  such  quantity 
as  the  committee,  with  the  approval  of 
the  Secretary,  may  prescribe,  exempt 
from  the  inspection  and  certification  re- 
quirements of  paragraph  (a)  of  this 
^tion. 

§  927.32      [Amendment] 

4.  The  following  phrase  is  deleted 
tmn.  i  927.32(c) :  "to  engage  in  such  re- 
search and  service  activities  relative  to 
the  handling  of  pears  as  may  be  approved 
by  the  Secretary." 

(Sees.  1-19,  48  Stat.  31,  as  amended;  7  U.S.C. 
eoiT«74) 

Dated  December  29,  1961,  to  become 
effective  30  days  after  publication  in  the 

FniKAt  RiCISTKK. 

Jamxs  T.  Ralph, 
Assistant  Secretary. 


IWM.    Doc. 


«a-«9:     PUed.    Jan. 
8:45  ajn.] 


1962: 


93 


Chapter  X-p-^gricultural  Stabilization 
and  Conservation  Service  (Market- 
ing Agreements  and  Orders),  De- 
partment of  Agriculture 

[MillcOrdn-No.  IS] 

PART  1015— MILK  IN  CONNECTICUT 
MARKETING  AREA 

Order  Amending  Order 

§  1015.0     Findings  and  determinations.        ^ 

The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 
in  addition  to  the  findings  and  deter- 
minations previotisly  made  in  connec- 
tion with  the  Issuance  of  the  aforesaid 
order  and  of  the  previously  issued 
amendments  thereto;  and  all  of  the  said 
previous  findings  and  determinations  are 
hereby  ratified  and  affirmed,  except  in- 
sofar as  such  findings  and  determina- 
tions may  be  in  conflict  with  the  findings 
and  determinations  set  forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  pro- 
visions of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended  (7 
U.S.C.  601  et  seq.),  and  the  applicable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  marketing  orders  (7  CFR 
Part  900),  a  public  hearing  was  held 
upon  certain  proposed  amendments  to 
the  tentative  marketing  agreement  and 
to  the  order  regulating  the  handling 
of  milk  In  the  Connecticut  marketing 
area.  Upon  the  basis  of  the  evidence 
introduced  at  such  hearing  and  the  rec- 
ord thereof,  it  Is  found  that : 

( 1 )  The  said  order  as  hereby  smiended, 
and  all  of  the  terms  and  conditions 
thereof,  will  tend  to  effectuate  the  de- 
clared policy  of  the  Act; 

(2)  "nie  parity  prices  of  milk,  as  de- 
termined piu-suant  to  section  2  of  the 
Act,  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  wliich 
affect  market  supply  and  demand  for 
milk  in  the  said  marketing  area,  and  the 
mlnlmtim  prices  specified  in  the  order 
as  hereby  amended,  are  such  prices  as 
will  reflect  the  aforesaid  factors,  insure 
a  sufficient  quantity  of  pure  and  whole- 
some milk,  and  be  in  the  public  interest ; 
and 

( 3 )  The  said  order  as  hereby  amended, 
regulates  the  handling  of  milk  in  the 
same  manner  as,  smd  is  applicable  only 
to  persons  in  the  respective  classes  of 
industrial  or  conunerclal  activity  speci- 
fied in,  a  marketing  agreement  upon 
which  a  hearing  has  been  held. 

(b)  Additional  findings.  It  is  neces- 
sary in  the  public  interest  to  make  this 
order  amending  the  order  effective  not 
later  than  January  1.  1962.  Any  delay 
beyond  that  date  would  tend  to  disrupt 
the  orderly  mstrketing  of  milk  in  the 
marketing  area. 

The  provisions  of  the  said  order  are 
known  to  handlers.  The  recommended 
decision  of  the  Assistant  Secretary  was 
issued  October  5,  1961,  and  the  decision 
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of  the  Actimr  Secretary  containing  all 
amendment  provlfions  of  this  order  was 
Issued  December  15.  1961.  The  changes 
effected  by  this  order  will  not  require 
extensive  preparation  or  substantial  al- 
teration in  method  of  operation  for  han- 
dlers. In  view  of  the  foregoing,  it  is 
hereby  found  and  determined  that  good 
cause  exists  for  making  this  order 
amending  the  order  effective  January  1. 
1962.  and  that  it  would  be  contrary  to 
the  public  interest  to  delay  the  effective 
date  of  this  amendment  for  30  days  after 
Its  publication  in  the  F^dtrm.  Register 
(sec.  4(c),  Administrative  Procedure 
Act.  5  use.  1001-1011 ). 

(c)  Determinations.  It  Is  hereby  de- 
termined that: 

( 1 )  The  refusal  or  failure  of  handlers 
(excluding  cooperative  associations  sp>ec- 
ifled  in  section  8c(9)  of  the  Act)  of 
more  than  50  percent  of  the  milk,  which 
Is  marketed  within  the  marketing  area, 
to  sign  a  proposed  marketing  agreement, 
tends  to  prevent  the  effectuation  of  the 
declared  policy  of  the  Act; 

(2)  The  issuance  of  this  order,  amend- 
ing the  order,  is  the  only  practical  means 
pursuant  to  the  declared  policy  of  the 
Act  of  advancing  the  Interests  of  pro- 
ducers SIS  defined  in  the  order  as  hereby 
amended:  and 

(3)  The  issuance  of  the  order  amend- 
ing the  order  is  approved  or  favored  by 
at  least  two- thirds  of  the  producers 
who  participated  in  a  referendum  and 
who  during  the  determined  representa- 
tive period  were  engaged  in  the  produc- 
tion of  milk  for  sale  in  the  marketing 
area. 

Order  relative  to  handling.  It  Is 
therefore  ordered,  that  on  and  after  the 
effective  date  hereof,  the  handling  of 
milk  in  the  Connecticut  marketing  area 
shall  be  in  conformity  to  and  in  com- 
pliance with  the  terms  and  conditions  of 
the  aforesaid  order,  as  amended,  and 
as  hereby  further  amended  as  follows : 

§  1015.2      [.4incndment] 

1.  Delete  9  1015.2(e)  and  substitute 
the  following: 

(e)  "Producer"  means  any  dairy 
farmer  (except  a  producer-handler  under 
any  Federal  order,  a  dairy  farmer  with 
respect  to  exempt  milk  delivered,  or  a 
daiiT  farmer  who  is  a  producer  under 
another  Federal  order)  who  produces 
milk  which  Is  received  durhag  the  month 
at  a  pool  plant,  or  Is  diverted  by  a  pool 
handler  from  a  pool  plant  to  a  nonpool 
plant  in  accordance  with  subparagraph 
(1),  (2)  or  (3)  of  this  paragraph,  if  such 
pool  handler.  In  filing  the  report  required 
pursuant  to  9  1015.30,  reports  such  milk 
as  received  from  a  producer  at  such  pool 
plant:  Provided.  That  any  dairy  farmer 
whose  milk  is  diverted  during  any  month 
of  July  through  March,  inclusive,  on 
more  than  the  number  of  days  specified 
shall  not  be  considered  to  qualify  under 
this  paragraph  with  respect  to  any  of  his 
deliveries  of  milk  during  such  month. 

(1)  To  a  nonpool  plant  (except  a 
plant  of  a  producer-handler)  during  any 
month  of  July  through  September  on 
not  more  than  10  days  (5  days  in  the 
case  of  every -other -day  delivery)  during 
such  month:  Provided,  That  the  dairy 
farmer  producing  such   milk  delivered 
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milk  to  a  pool  plant  earlier  In  such 
month,  or  held  producer  status  during 
the  immediately  preceding  month. 

(2)  To  a  nonpool  plant  (except  a 
plant  of  a  producer-handler)  during  any 
month  of  (October  through  March  on  not 
more  than  12  days  ( 6  in  the  case  of  every- 
other-day  delivery)  during  such  month: 
Provided.  That  the  dairy  farmer  produc- 
ing such  milk  delivered  milk  to  a  pool 
plant  earlier  in  such  month,  or  held  pro- 
ducer status  during  the  immediately 
preceding  month. 

<  3 )  To  a  nonpool  plant  i  except  a  plant 
of  a  producer-handler  I  during  any 
month  of  April  through  June  if  the  dairy 
farmer  producmg  such  milk  held  pro- 
ducer status  throughout  the  two  months 
immediately  precedmg  such  month  and 
delivered  all  his  pool  milk  to  a  pool 
plant<s'  in  the  same  rone  location  as 
the  plant  from  which  diversion  is 
claimed:  Provided.  That  this  require- 
ment or  the  requirements  set  forth  in 
the  provisos  of  subparagraphs  ( 1  >  and 
(2)  of  this  paragraph,  shall  not  be  ap- 
plicable in  the  case  of  a  dairy  farmer 
whose  milk  is  moved  from  the  farm  in  a 
tank  truck  in  which  it  Is  commingled 
with  milk  from  other  producers,  the 
majority  of  which  meet  such  require- 
ment. 

2.  Delete  the  periods  at  the  end  of 
paragraphs  1015.2  (g>  and  <h).  insert 
commas,  and  add  the  following  to  each 
such  paragraph:  "or  with  respect  to  the 
milk  of  any  producer  lost  or  destroyed  by 
such  association  under  the  conditions  set 
forth  in  1015.4<f)'. 

3.  In  S  1015.2(1)  Insert  the  word 
"transferred"  after  the  word  "products" 
where  It  appears  for  the  second  time 
before  the  first  proviso. 

4.  Add  prior  to  the  second  proviso  In 
9  1015.2(1).  the  following:  "Provided  fur- 
ther. That  any  fluid  milk  product  which 
such  person,  his  agent,  partner  or  other 
associate  acquired  or  purchased  from  a 
nonpool  source,  which  was  not  physically 
received  at  his  plant,  and  which  such 
person  distributed  to  or  caused  to  be  de- 
livered at  retail  or  wholesale  outlets. 
Including  vending  machines  in  any  Fed- 
eral milk  order  marketing  area,  shall  be 
Included  In  such  person's  nonpool  source 
of  supply  of  milk  products:" 

§  1015.3      [.Amendmenl] 

5.  Add  a  new  9  1015.3(c)  i2)  (v)  as 
follows : 

(v)  Any  two  receiving  plants  each  of 
which  meets  the  pooling  requirements  of 
this  subparagraph  for  at  least  one  of 
the  months  of  July  through  November, 
and  which  are  operated  by  the  same  han- 
dler, or  for  which  one  handler  Is  re- 
sponsible for  the  movement  of  milk  to 
pool  plants  described  In  subparagraph 
(D  of  this  paragraph,  to  a  producer- 
handler  or  to  a  regulated  plant  other 
than  a  pool  plant,  may.  during  the  re- 
maining months  of  August  through  No- 
vember, be  considered  as  a  unit  for  the 
single  purpose  of  having  shipments 
therefrom  to  plants  described  in  such 
subparagraph  <  1 ) .  to  a  producer-handler 
or  to  a  regulated  plant  other  than  a  pool 
plant  combined  for  determining  pool 
plant  status  pursuant  to  this  subpara- 
graph: Provided.  That  the  operator  of 


such  plants  submits  written  notice  to 
the  market  administrator  on  or  before 
the  15th  day  of  the  month  for  which 
such  status  Is  first  intended  to  apply 
specifying  the  plants  to  be  considered 
as  a  urut  and  the  period  during  which 
such  consideration  should  apply.  A  re- 
ceiving plant  that  is  a  pool  plant  as  part 
of  a  unit  pursuant  to  this  subparagraph 
may  be  a  nonpool  plant  if  the  operator 
of  such  plant  submits  a  written  request 
to  the  market  administrator  to  with- 
draw such  plant  from  pool  plant  status, 
and  shall  be  a  nonpool  plant  if  fully 
regulated  under  another  FederaJ  order 
pursuant  to  9  1015.47.  Such  request 
shall  be  submitted  on  or  before  the  15th 
day  of  the  month  to  which  such  non- 
pool  status  is  to  apply.  Such  nonpool 
status  shall  be  effective  until  the  receiv- 
ing plant  requalifles  as  a  pool  plant  on 
the  basis  of  shipments  as  provided  in 
this  section.  Such  plant  shall  not  be 
included  in  a  unit  prior  to  the  next  fol- 
lowing August:  And  provided  also.  That 
if  such  combined  shipments  of  the  unit 
arc  less  than  would  be  required  to  qualify 
each  of  the  plants  separately  under  this 
subparagraph,  the  individual  plants  may 
regain  pool  plant  status  on  the  basis  of 
shipments  as  provided  in  this  section, 
but  shall  not  be  Included  in  a  unit  prior 
to  the  next  following  August. 

§  1015.4       [AnM>ndmrntl 

6    Delete   9  1015. 4'e)    and   substitute: 

(e)  "Fluid  milk  product"  means  milk, 
skim  milk,  flavored  milk  or  flavored  skim 
milk  (including  that  marketed  as  a  liquid 
dietary  weight  control  product) ,  cul- 
tured skim  milk,  buttermilk,  concen- 
trated milk  in  fluid  form,  and  any  mix- 
ture in  fluid  form  of  milk,  skim  milk 
and  cream  containing  less  than  12  per- 
cent of  butterfat  (except  eggnog.  yogurt, 
ice  cream  mix.  ice  milk  mix,  milk  shake 
base  mix.  evaporated  or  condensed  milk 
or  skim  milk  (plain  or  sweetened),  and 
sterilized  products  in  hermetically  sealed 
containers) . 

7.  Delete  9  1015.4(f)  and  substitute 
therefor  the  following: 

(f)  "Producer  milk"  means  only  that 
skim  milk  and  butterfat  contained  In 
milk  which  during  the  month  was  (D 
received  at  a  pool  plant  directly  from 
producers,  or  (2)  diverted  from  a  pool 
plant  In  accordance  with  the  conditions 
set  forth  in  9  1015.2(e)  :  Provided,  That 
milk  which  Is  moved  from  the  farm  in  a 
tank  truck  and  which  Is  subsequently 
received  at  a  pool  plant  or  diverted  in 
accordance  with  the  conditions  set  forth 
in  9  1015.2(e)  shall  be  considered  as 
having  been  received  as  of  the  date  the 
milk  was  taken  Into  the  truck:  i4nd  pro- 
vided further.  That  In  instances  where 
it  can  be  established,  to  the  satisfaction 
of  the  market  administrator,  that  milk 
was  transferred  by  a  handler  (Including 
a  cooperative  association)  or  his  agent 
from  the  producer's  farm  tai\k  into  a 
tank  truck  during  the  month,  and  such 
milk  was  not  delivered  to  any  plant  be- 
cause of  loss  or  destruction  by  accident 
or  faulty  equipment  enroute  to  the  plant, 
such  milk  shall  be  accounted  for  (1)  as 
a  receipt  of  producer  milk  at  the  pool 
plant  of  the  handler  where  milk  from 
the  same  farm  was  received  as  producer 
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milk  during  the  month  whenever  the 
milk  was  transferred  from  the  producer's 
farm  tank  by  that  handler  or  his  agent, 
or  (ii)  as  a  receipt  of  producer  milk  by 
the  cooperative  association  of  producers 
(at  the  same  plant  zone  location  as  the 
pool  plant  at  which  milk  from  the  same 
farm  was  received  as  producer  milk  dtir- 
iiig  the  month)  whenever  the  milk  was 
transferred  from  the  producer's  farm 
tank  by  the  cooperative  association  of 
producers. 

8.  Delete  $1015.4(hMi)  and  substi- 
tute the  following: 

(D  Receipts  (including  any  Class  n 
milk  product  produced  in  the  handler's 
plant  during  a  prior  month).  In  a  form 
other  than  fluid  milk  products,  which 
are  reprocessed,  converted  or  combined 
into  another  product  during  the  month, 
including  any  disappearances  of  nonfat 
milk  products  not  otherwise  accounted 
for,  and 

§  1015.22      [Amc-ndmenl]  | 

9.  Delete  §  1015.22(aM2)  and  substi- 
tute the  following: 

(2)  As  Class  I  milk  if  transferred  in 
bulk  from  a  pool  plant  to  another  pool 
plant  and  a  Class  II  use  is  not  indicated 
in  writing  to  the  market  administrator 
by  the  operators  of  both  plants  on  or 
before  the  10th  day  after  the  end  of  the 
month  within  which  such  transfer  was 
made:  Provided,  That  the  skim  milk  or 
butterfat  classified  in  either  class  shall 
not  exceed  the  remainder  of  use  in  such 
cla5s  at  the  plant  of  the  transferee- 
handler  after  the  subtraction  of  other 
source  milk  pursuant  to  9  1015.24(b)(8). 
and  the  comparable  steps  in  9  1015.24 
(c  I  :  And  provided  also.  That  in  the  case 
of  transfers  from  a  plant  subject  to  a 
zone  price  differential,  the  quantity 
classified  as  Class  II  milk  shall  be  the 
quantity  on  which  the  Class  n  zone  price 
differential  is  aFvUcable  pursuant  to 
§  1015.42(b).  I 

§  1015.21      [Amendment] 

10.  Delete  the  proviso  in  9  1015.24(a) 
and  substitute  the  following:  "Provided, 
That  when  nonfat  niilk  solids  derived 
from  nonfat  dry  milk,  condensed  skim 
milk  or  any  other  product  condensed 
from  milk  or  skim  milk  are  utilized  or 
unaccounted  for  by  the  handler,  the 
total  pounds  of  skim  milk  computed  shall 
reflect  a  volume  equivalent  to  the  sUm 
milk  used  to  produce  such  nonfat  milk 
solids,  except  that  for  dietary  weight 
control  products  and  milk,  skim  milk  and 
buttermilk  fortified,  the  actual  weight 
of  any  such  products  shall  be  included 
in  computing  the  total  product  weight; 
and" 

11.  Delete  5  1015.24(b)  (1)  through 
(15)   and  substitute  the  following: 

( 1 )  Subtract  from  the  pounds  gf  skim 
milk  in  Class  I  milk,  the  pounds  of  skim 
milk  received  during  the  month  as  ex- 
empt milk. 

(2)  Subtract  from  the  remaining 
pounds  of  skim  milk  in  Class  I  milk,  the 
pounds  of  skim  milk  received  during  the 
month  in  packaged  fluid  milk  products 
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from  fully  regulated  plants  imder  the 
provisions  of  another  Federal  order. 

(3)  Subtract  from  the  total  povmds  of 
skim  milk  in  Class  n  milk,  the  pounds 
of  skim  milk  shrinkage  allocated  pur- 
suant to  9  1015.21(b)(5). 

(4)  Subtract  from  the  remaining 
pounds  of  skim  milk  In  each  class,  begin- 
ning with  Class  n  milk,  the  pounds  of 
skim  milk  received  during  the  month  in 
other  source  milk  in  a  form  other  than 
fluid  milk  products. 

(5)  Subtract  from  the  remaining 
poimds  of  skim  milk  In  each  class,  begin- 
ning with  Class  II  milk,  the'  pounds  of 
skim  milk  in  other  source  milk  in  the 
form  of  fluid  milk  products  received  dur- 
ing the  month  from  other  than  fully 
regulated  plants  under  the  provisions  of 
another  Federal  order. 

(6)  Subtract  from  the  remaining 
pounds  of  skim  milk  in  Class  II  milk,  the 
pounds  of  skim  milk  in  inventory  of  fluid 
milk  products  on  hand  at  the  end  of  the 
month. 

(7)  During  the  months  of  July 
through  November,  subtract  from  the  re- 
maining pounds  of  sMm  milk  in  Class 
n  milk,  a  quantity  equal  to  such  remain- 
der or  15  percent  of  the  pounds  of  skim 
milk  in  receipts  of  producer  milk, 
whichever  is  less. 

(8)  Subtract  from  the  remaining 
pounds  of  skim  milk  in  Class  n  milk, 
a  quantity  equal  to  such  remainder  or 
the  pounds  of  skim  milk  in  bulk  fluid 
milk  products  received  during  the  month 
from  fully  regulated  plants  under  the 
provisions  of  another  Federal  order, 
whichever  is  less. 

(9)  Subtract  from  the  remaining 
pounds  of  skim  milk  in  each  class,  re- 
spectivdy,  the  skim  milk  received  from 
other  pool  plants  and  assigned  to  such 
class. 

(10)  Add  to  the  pounds  of  skim  milk 
remaining  in  Class  II  milk,  the  pounds 
of  skim  milk  subtracted  pursuant  to  sub- 
paragraph (7)  of  this  paragraph. 

(11)  Subtract  from  the  remaining 
pounds  of  skim  milk  in  each  class,  be- 
ginning with  Class  n  milk,  the  pounds  of 
skim  milk  in  inventory  of  fluid  milk 
products  on  hand  at  the  beginning  of 
the  month. 

(12)  Add  to  the  remaining  pounds 
of  skim  milk  in  Class  n  milk,  the  pounds 
of  skim  milk  subtracted  pursuant  to  sub- 
paragraph (6)  of  this  paragraph. 

(13)  Subtract  from  the  remaining 
pounds  of  skim  milk  in  each  class  be- 
ginning with  Class  I  milk,  the  pounds  of 
skim  milk  In  bulk  fluid  tniik  products 
received  during  the  month  from  fully 
regulated  plants  under  the  provisions  of 
another  Federal  order  and  not  assigned 
pursuant  to  subparagraph  (8)  of  this 
paragraph. 

(14)  Add  to  the  pounds  of  skim  milk 
in  Class  II  milk,  the  poimds  of  skim  milk 
subtracted  pursuant  to  subparagraph  (3) 
of  this  paragraph. 

(15)  If  the  remaining  pounds  of  skim 
milk  in  both  classes  exceed  the  pounds 
of  skim  milk  in  the  producer  milk  of 
such  handler,  subtract  such  excess  (here- 
inafter referred  to  as  "overage")  from 
the  remaining  pounds  of  skim  milk  in 
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each  class  in  sequence  beginning  with 
Class  n  milk. 

§  1015.33      [Amendment] 

12.  Amend  9  1015.33(a)  by  adding  a 
comma  between  the  words  "receipts"  and 
"movements". 

§  1015.42      [Amendment] 

13.  Delete  9  1015.42(b)  and  insert  the 
following: 

(b)  The  zone  price  differentials  for 
each  plant  shall  be  those  applicable  to 
its  zone  location  as  shown  in  the  table  at 
the  end  of  this  paragraph.  For  the  pur- 
pose of  applying  such  zone  price  dif- 
ferentials, transfers  of  fluid  milk  prod- 
ucts in  bulk  between  pool  plants  shall  be 
first  assigned  to  any  remainder  of  CTlass 
II  milk  in  the  transferee-plant  after 
making  the  calculations  prescribed  in 
9  1015.24(b)(8).  and  the  comparable 
step  in  (c)  :  Provided.  That  where  the 
transferee-plant  is  not  subject  to  a  zone 
price  differential  such  remaining  Cl&ss  II 
milk  shall  be  reduced,  during  each  of  the 
months  of  December  through  June,  by  an 
amount  equal  to  five  i>ercent  of  Class  I 
utilization  at  such  plant  or  remaining 
Clas«"j  II  use,  whichever  is  less,  and  any 
amount  so  subtracted  shall  be  assigned 
to  available  direct  receipts  of  producer 
milk  at  such  transferee-plant  and  then  to 
transferor -plants  In  sequence  beginning 
with  the  plants  nearest  to  Hartford.  The 
assignment  of  remaining  Class  II  milk 
to  transferor-plants  shall  be  made  in 
sequence  according  to  the  zone  price  dif- 
ferential applicable  at  each  plant  be- 
ginning with  the  plant  most  distant  from 
Hartford. 

§  1015.50      [Amendment] 

14.  Delete  the  references  to  99  1015.24 
(b)(9)  and  (b)  (11)  In  9  1015.50(d),  and 
substitute  the  following,  respectively: 
"§  1015.24(b)  (11)"  and  "9  1015.24(b) 
(13)". 

§  1015.51      [Amendment] 

15.  Amend  9  1015.51(a)  by  deleting 
the  word  "were"  and  substitute  "was". 

§  1015.63      [Amendment] 

16.  Delete  9  1015.63(b)  and  substitute : 

(b)  In  making  payments  to  producers 
for  milk  received  from  a  farm  located 
outside  the  area  described  in  paragraph 
(a)  of  this  section,  but  within  that  por- 
tion of  New  York  State  east  of  the  Hud- 
son River  and  south  of  the  northern 
boundaries  of  North  Greenbush,  Sand 
Lake  and  Stephentown  townships  in 
Rensselaer  County,  and  that  portion  of 
Berkshire  Cotmty,  Massachusetts  north 
of  the  Massachusetts  Turnpike,  there 
shall  be  added  23  cents  per  hundred- 
weight. 

§  1015.3      [Amendment] 

17.  In  9  1015.3(c)  (2)  change  the  words 
"subdivision  (i)  through  (Iv)"  to  "sub- 
division (i)  through  (V)". 

§  1015.46      [Amendment] 

18.  In  9  1015.46(c)  change  the  numeral 
"(11)"  to  "(13)". 
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t|  IOI.>.50       [ Amrndmrnl ] 

19.  In  the  preamble  of  S  1015. 30<  a)  in- 
sert the  following  immediately  after  the 
reference  to  "J  1015.2(e) .":  "or  lost  or 
destroyed  pursuant  to  S  1015.4(f)." 

20.  To  5  1015.30(a)(1)  add  the  fol- 
lowiiiK: 

I VI  •  The  quantity  of  milk  that  was 
lost  or  destroyed  under  conditions  set 
forth  in  §  1015.4(f). 

i)  I0I.>.40       [.Amendmrntl 

21  In  5  1015  40(b)(3)  delete  the  table 
and  substitute  the  following: 

Month  AmoH'iC 

January  and  February $0  701 

March    and    April... 751 

May   and  June 778.i 

July 526 

August  and  September .^91 

October.  November  and  December.        .  6'26 

22  In  5  1015.40(c)(2)  delete  the  table 
and  .substitute  the  following : 

Month  Amount 

January -  $0  094 

February  •  .  094 

March 006 

April 056 

May 081 

June -.006 

July    +.344 

Auguat +.344 

September 4    244 

October +    219 

November »    219 

December   194 

(Sees    1-19.  48  Stat.  31,  aa  amended;  7  USC 
601-674) 

Effective  date:  January  1.  1962.  except 
for  §1015.40  (b)(3)  and  (c)(2)  which 
will  become  effective  on  and  after 
March  1.  1962. 

Signed  at  Washington.  D.C..  on  De- 
cember 29,  1961. 

James  T.  Ralph, 
A3Si3tant  Secretary. 

(PR      Doc      62-80:     PUed.     Jan      4.     1962, 
8:46  a.m.l 


Title  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil   Service  Commission 

PART  6— EXCEPTIONS   FROM  THE 
COMPETITIVE  SERVICE 

Department  of  Commerce;  Maritime 
Administration 

Effective  upon  publication  in  the 
Fkderal  RxGism,  subparagraphs  (2) 
and  (5)  of  paragraph  (1)  of  §  6.312  are 
revoked. 

(R.S.  1753.  seo.  2.  22  Stat.  403.  BtS  amended; 
6USC  631,633) 

United  States  Civil  Serv- 
ice ComfissiON, 
[seal]       Mabt  V.  Wenzel, 

Executive  Assistant  to 
the  Commissioners. 

[PR.     Doc.     62-88;     FUed.     Jan.     4,     1962; 
8:40  ajn.I 


RULES  AND  REGULATIONS 

Title  6— AGRICULTURAL 
CREDIT 

Chapter  IV — Commo<iity  Credit  Cor- 
poration, Department  of  Agricul- 
ture 

SUBCHAPTER    B — LOANS,    PURCHASES   AND 
OTHER    OPERATIONS 

I  ltf6l  tec    Grain  Price  Support  Bulletin  1. 
Supp   1    .\mdt  3.  Flaxseed  1 

PART   421— GRAINS   AND   RELATED 
COMMODITIES 

Subpart — 1961 -Crop    Flaxseed    Loan 
and  Purchase  Agreement   Program 

Support  R.^tis 

The  le^ulations  issued  by  the  Com- 
modity Credit  Corporation  pubh.shed  in 
26  FR  4315.  8413,  12157  and  containinK 
the  specific  requirements  of  the  1961- 
crop  flaxse€>d  price  support  proRram  are 
hereby  amended  as  follows: 

Section  421583  ic»  Ls  amended  by 
increasiiiK  the  following  basic  county 
support    rate: 


Nevada 


>*t'   T 

1     1  1  \KiiT« 

roiiiiiv 

K.itc  ixr  liij.\l»-l 

From— 

To- 

.... 

•2  76 

$J   77 

~l>lllk 


(Sec  4.  6"^  Stat.  1070.  aa  amended;  sec  5. 
62  Stat  1072;  sees  301.  401.  63  Stat  1054. 
15  USC    714  b  and  c,  7  USC     1447.    1421) 

Effective  date:  Upon  publication  in  the 
Federal  Register 

SiKned   m  Wa.shington,  DC  ,  Decem- 
ber 29    1961 

H.  D.  Godfrey. 
Executive  Vice  President. 
Commodity  Credit  Corporation 

|FR       Doc       62-67.      Piled.      Jan       4.      1962 
8  46  ajn  I 


I  1961  CCC    Grain  Price  Support  Bulletin   1. 
Supp  2.  Amdt  6,  Wheatl 

PART  421— GRAINS  AND   RELATED 
COMMODITIES 

Subpart — 1961  -Crop  Wheat  Loan  and 
Purchase   Agreement   Program 

Support  Rates 

The  regulations  issued  by  the  Com- 
modity Credit  Corporation  published  in 
26  PR.  3873.  7247.  7824.  6697.  7247,  7824. 
8963.  10093.  11281.  12157  and  containing 
the  specific  requirements  of  the  1961- 
crop  wheat  price  support  program  are 
hereby  amended  as  follows : 

Section  421.147(a)  Is  amended  by  in- 
creasing the  following  basic  county  sup- 
port rates: 


County 

Rate  per  bushel 

From- 

To- 

Clirk                  

SI  :a 

»l  .a 

^OITH    UaKOTA 

Hrowit      .....•«••••..•••••••.. 

1   K7 
1  87 

I  w 

.'^IMiik   ..................... 

1    SN 

(Sec  4.  82  Stat  1070  as  an^ended;  15  USC 
7l4b  Interpret  or  apply  8*c  5.  62  Stat.  1072 
.sees  101,  401.  63  Stat  1051,  1054;  15  U  S  C 
714c.  7  use    1441.  1421) 

Effective  date:     Upon   publication   in 
the  Federal  Register. 

Si^'ned  in  Washington.  DC,  Decem- 
ber J9. 1961 

H.  D.  Godfrey. 
Executive  Vice  President, 
Commodity  Credit  Corporation. 

1962 
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Title  8— ALIENS  AND 
NATIONALITY 

Chapter  I — Immigration  and  Naturali- 
zation Service,  Department  of 
Justice 

SUBCHAPTER    A — GENERAL   PROVISIONS 

(Order  No.  255-61) 

PART  3— BOARD  OF  IMMIGRATION 
APPEALS 

Powers;   and   Reopening   or 
Reconsideration  of  Cases 

I  hereby  prescribe  the  following 
amendments  of  the  regulations  relating 
to  the  Board  of  Immigration  Appeals. 

1.  Section  3  1(d)il)  of  Part  3  Is 
amended  to  read  as  follows: 

§  3.1       Kourd  of  Immigralion  .\ppeal>. 

•  •  •  •  • 

td*  Powers  of  the  Board — (1)  Gen- 
erally. Subject  to  any  specific  limita- 
tion prescribed  by  this  chapter,  in  con- 
sidering and  determining  cases  before 
it  as  provided  in  this  part  the  Board 
shall  exercise  such  discretion  and  au- 
thority conferred  upon  the  Attorney 
General  by  law  as  Is  appropriate  and 
necessary  for  the  disposition  of  the 
case. 

2.  Section  3.2  of  Part  3  is  amended  to 
read  as  follows: 

§  3.2      Reopening  or  reconjtideration. 

The  Board  may  on  its  own  motion  re- 
open or  reconsider  any  case  in  which  it 
has  rendered  a  decision.  Reopening  or 
reconsideration  of  any  case  in  which  a 
decision  has  been  made  by  the  Board, 
whether  requested  by  the  Commissioner 
or  any  other  duly  authorized  officer  of 
the  Service,  or  by  the  party  affected  by 
the  decision,  shall  be  only  upon  written 
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motion  to  the  Board.  Motions  to  reopen 
In  deportation  proceedings  shall  not  be 
granted  unless  It  appears  to  the  Board 
that  evidence  sought  to  be  offered  is 
material  and  was  not  available  and 
could  not  have  been  discovered  or  pre- 
sented at  the  former  hearing;  nor  shall 
any  motion  to  reopen  for  the  purpose  of 
affording  the  alien  an  opportunity  to  ap- 
ply for  any  form  of  discretionary  relief 
be  pranted  If  It  appears  that  the  alien's 
ri'-'ht  to  apply  for  such  relief  was  fully 
explained  to  him  and  an  opportunity  to 
apply  therefor  was  afforded  him  at  the 
former  hearing  unless  the  relief  is 
soiipht  on  the  basis  of  circumstanc;ies 
which  have  arisen  subsequent  to  the 
hearing.  A  motion  to  reopen  or  a  mo- 
tion to  reconsider  shall  not  be  made  by 
or  in  behalf  of  a  person  who  is  the  sub- 
ject of  deportation  proceedings  subse- 
quent to  his  departure  from  the  United 
States.  Any  departure  from  the  United 
States  of  a  person  who  is  the  subject  of 
deportation  proceedings  occurring  after 
the  making  of  a  motion  to  reopen  or  a 
motion  to  reconsider  shall  constitute  a 
withdrawal  of  such  motion.  For  the 
purpose  of  this  section,  any  final  deci- 
sion made  by  the  Commissioner  prior  to 
the  effective  date  of  the  Act  with  respect 
to  any  case  within  the  classes  of  cases 
enumerated  in  §  3.1(b)  (1).  (2).  (3),  (4), 
or  ( 5  •  shall  be  regarded  as  a  decision  of 
the  Board. 

This  order  shall  become  effective  on 
January  22.  1962. 

Dated:  December  28.  1961.  I 

Robert  F.  Kennedy, 
Attorney  General. 

[FR.     IX^.     62-135:     Piled.     Jan.    4,    1063; 
8:50  a.m.] 

I      . 

Title  14— AERONAUTICS  AND 
SPACE     , 

Chapter  I — Federal  Aviation  Agency 

I  Reg.  Docket  No.  65;  Reg.  SRr-436B] 

PART  40— SCHEDULED  INTERSTATE 
AIR  CARRIER  CERTIFICATION  AND 
OPERATION  RULES 

PART  41— CERTIFICATION  AND  OP- 
ERATION RULES  FOR  SCHEDULED 
AIR  CARRIER  OPERATIONS  OUT- 
SIDE THE  CONTINENTAL  LIMITS  OF 
THE   UNITED  STATES 

PART  42^IRREGULAR  AIR   CARRIER 
AND  OFF-ROUTE  RULES 

Airborne  Weather  Radar  Equipment 
Requirements  for  Airplanes  Carry- 
ing Passengers;  Special  Civil  Air 
Regulation  | 

Special  Civil  Air  Regulation  No.  SR- 
436A  (25  PR.  6130).  which  superseded 
SR^36  (25  P.R  167).  requires  the  in- 
stallation of  approved  airborne  weather 
radar  equipment  in  certain  transport 
category  alrpladrar  used  for  the  carriage 
of  passengers  under  Parts  40.  41  or  42 
of  the  Civil  Air  Regulations.  This  re- 
quirement  is   based  on  the  fact  that 
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airborne  weather  radar  equipment  fa- 
cilitates the  early  detection  and  location 
by  the  pilot  of  certain  areas  ot  turbu- 
lence and  enables  him  to  avoid  such 
areas  or  to  take  such  other  action  as 
may  be  necessary  in  the  interest  of 
safety. 

Section  4  of  SRr-436A  expressly  ex- 
cepts from  the  provisions  of  the  regula- 
tion airplanes  used  solely  within  the 
States  of  Alaska  and  Hawaii.  These 
operations*  were  excluded  because 
thunderstorms  and  other  potentially 
hazardous  meteorological  conditions  de- 
tectable by  weather  radar  rarely  occur 
in  those  areas. 

Recently,  the  Federal  Aviation  Agency 
received  a  request  from  an  air  carrier 
operating  in  the  State  of  Alaska  to 
amend  section  4  of  SR-436A  to  expand 
the  exceptions  contained  in  that  section 
to  include  certain  areas  of  the  Domin- 
ion of  Canada.  In  support  of  its  request 
the  air  carrier  points  out  that  because 
of  the  physical  shape  of  the  State  of 
Alaska,  the  use  of  airways  which  overfly 
northwest  Canada  provide  a  more  di- 
rect route  between  northeast  Alaska  and 
southeast  Alaska.  Moreover,  when  op- 
erating over  the  Canadian  Airways 
Dawson  and  Whitehorse,  Yukon  Ter- 
ritory, Canada,  are  ideally  located  and 
suitably  equipped  to  provide  refueling 
service.  However,  when  carrying  pas- 
sengers under  the  provisions  of  Parts 
41  or  42,  compliance  with  the  present 
provisions  of  SR-436A  prevents  the  use 
of  both  the  more  direct  airways  over 
Canada  and  the  Canadian  refueling 
stops  unless  approved  airborne  weather 
radar  is  installed  on  the  airplane  being 
utilized. 

At  an  industry  meeting  held  in  the 
State  of  Alaska,  subsequent  to  this  re- 
quest, the  feasibility  of  amending  SRr- 
436A  was  discussed.  It  was  suggested 
at  this  meeting  that  if  an  amendment 
is  made  to  section  4  of  SR-436A  it  should 
include  all  of  the  Dominion  of  Canada 
west  of  a  north-south  line  which  would 
encompass  the  city  of  Edmonton.  Al- 
berta. Canada.  This  would  include  all  of 
Canada  west  of  longitude  110°  w.,  be- 
tween the  northern  coastline  of  Canada 
and  the  northern  boundary  of  the  con- 
tinental United  States.  This  request 
was  based  upon  a  contention  that  there 
is  light  thunderstorm  activity  in  that 
part  of  Canada. 

As  a  result  of  these  requests,  the  Fed- 
eral Aviation  Agency  initiated  a  study 
into  the  feasibiUty  of  amending  section 
4  of  SR-436A  to  except  airplanes  oper- 
ated in  certain  parts  of  Canada  from 
the  requirement  of  installing  airborne 
weather  radar.  Information  was  re- 
ceived from  the  U.S.  Weather  Bureau 
that  the  area  of  Canada  west  of  longi- 
tude 130*  W.,  between  latitude  70'  N. 
and  latitude  53*  N.,  has  meteorological 
conditions  similar  to  the  State  of  Alaska. 
This  information  also  shows  that  thun- 
derstorms and  other  potentially  hazard- 
ous meteorological  conditions  rarely 
occur  in  that  area.  However,  in  the 
area  of  Canada  that  is  east  and  south 
of  that  area  and  adjacent  to  the  United 
States  northern  boundary  and  which  en- 
compasses Edmonton,  Alberta,  the  thun- 
derstorm activity  increases  considerably 
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and  Is  equal  to  or  greater  than  that  of 
a  large  portion  of  the  United  States 
where  airborne  weather  radar  is  manda- 
tory. 

After  considering  the  foregoing,  it  has 
been  determined  that  the  level  of  safety 
in  air  carrier  passenger  operations 
would  not  be  reduced  by  excluding  from 
the  provisions  of  SR-436A  airplanes 
used  for  the  carriage  of  passengers 
within  Alaska  and  that  portion  of  Can- 
ada west  of  longitude  130°  W.,  between 
latitude  70°  N.  and  latitude  53°  N.,  where 
thunderstorms  and  other  potentially 
hazardous  weather  conditions  rarely 
occur.  In  addition,  such  an  exclusion 
would  permit  the  use  of  more  direct 
routes  and  refueling  stops  between 
northeast  and  southeast  Alaska.  There- 
fore, section  4  of  SRr-436A  is  amended 
to  exclude  airplanes  used  within  the 
State  of  Alaska  and  that  portion  of 
Canada  west  of  longitude  130*  W.,  be- 
tween latitude  70°  N.  and  latitude  53° 
N..  from  the  weather  radar  requirements. 

This  Special  Civil  Air  Regulation  in- 
corporates into  one  document  all  of  the 
provisions  of  SRr-436A  with  amendments 
to  exclude  the  foregoing  portions  of 
Canada.  Since  it  Imposes  no  additional 
burden  on  any  person  and  relieves  a  re- 
striction, I  find  that  notice  and  public 
procedure  hereon  are  imnecessary,  and 
that  good  cause  exists  for  making  this 
regulation  effective  on  less  than  30  days' 
notice. 

In  consideration  of  the  foregoing,  the 
following  Special  Civil  iGiTlegulation  is 
hereby  adopted:  \         i 

1.  Airborne  weather  radar^^Btjrripment  re- 
quirement. Alter  the  dates  specified,  the 
following  transport  category  airplanes  shall 
not  be  used  for  the  carriage  of  passengers 
under  the  provisions  of  Parts  40,  41  or  42  of 
the  Civil  Air  Regulations,  unless  approved 
airborne  weather  radar  equipment  Is  Installed 
in  such  airplanes : 

(a)  July  1,  1960,  for  all  turbine-powered 
airplanes  certlflcated  under  the  transport 
category  rules; 

(b)  January  1,  1961,  for  the  Douglas  DC-7 
Series,  Douglas  DC-6  Series,  and  Lockheed 
1049  and  1649  Series  type  airplanes;  and 

(c)  January  1,  1962,  for  all  airplanes  cer- 
tificated under  the  transport  category  rules, 
except  C-46  type  airplanes. 

Note:  Airplanes  subject  to  the  provisions 
of  paragraph  (c)  of  this  section  include,  but 
are  not  limited  to.  the  following  types:  Boe- 
ing 377;  Convair  240.  340,  and  440;  Lockheed 
049  and  749;  Martin  202  and  404;  and 
Douglas  DC-4. 

2.  Schedtile  for  installation  of  equipment. 

(a)  Each  operator  conducting  passenger 
operations  under  the  provisions  of  Parts  40. 
41  or-42  of  the  Civil  Air  Regulations  with 
transport  category  airplanes  on  which  air- 
borne weather  radar  is  not  installed,  shall 
establish  a  schedule  for  the  progressive  com- 
pletion of  such  radar  installations.  In  accord- 
ance with  the  provisions  of  section  1  of  this 
regulation.  The  schet'v'e  shall  provide  for 
the  completion  of  all  required  radar  installa- 
tions on  or  before  the  dates  specified  in  sec- 
tion 1  of  this  regulation,  and  the  completion 
of  at  least  40  percent  of  the  required  instal- 
lations on  or  before  the  following  dates: 

(1)  August  1,  19eo.  for  airplanes  of  the 
types  specified  In  section  1(b).  and 

(2)  Febniary  1.  1961.  for  airplanes  of  the 
types  specified  in  section  1(c). 

(b)  On  or  before  July  1,  i860,  a  copy  of  the 
schedule  required  by  paragraph  (a)  ot  this 
section  shall  be  submitted  to  an  authorized 
represenUtlve  of  the  Administrator,  together 
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with  a  list  of  any  alrplanea  the  operator  in- 
tends to  dlacontlnue  using  In  the  carriage  of 
paasengera  prior  to  tae  dat«  on  which  radar 
equipment  must  be  Inatalled. 

3  Requirement  for  'iispatch  and  continu- 
ance of  flight.  After  the  effective  date  speci- 
fled  in  section  6  of  thU  regulation,  all  trans- 
port category  airplanes  having  approved  air- 
borne weather  radar  Installed  shall  be  oper- 
ated in  accordance  with  the  following  rules 
when  used  In  passenger  operations  under 
Part  40.  41,  or  42: 

la)  Dispatch.  No  airplane  shall  be  dis- 
patched (or  flight  of  an  airplane  started 
under  the  provisions  of  Part  42)  under  IFR 
or  night  VFR  conditions  when  current 
weather  reports  Indicate  thunderstorms,  or 
other  potentially  hazardous  weather  con- 
ditions which  can  be  detected  by  airborne 
weather  radar,  may  reasonably  be  expected 
to  be  encountered  along  the  route  to  be 
flown,  unless  approved  airborne  weather  ra- 
dar equipment  Installed  in  the  airplane  is  m 
H   satisfactory   operating   condition 

(bi.  En  route.  In  the  event  the  airborne 
weather  radar  becomes  Inoperative  en  route 
the  airplane  shall  be  operated  in  accordance 
with  the  Instructions  and  procedures  spec- 
ified in  the  operations  manual  for  such  oc- 
currence. After  the  data  specified  by  section 
1  of  this  regulation  for  the  mandatory  in- 
stallation of  approved  airborne  weather  radar 
on  the  type  of  airplane  involved,  such  In- 
structions and  procedures  shall  meet  with 
the  approval  of  an  authorized  representHtuc 
of  the  Administrator. 

4  Exceptions.  The  provisions  of  this  rex- 
ulatlon  shall  not  apply  to  airplanes  used  lai 
solely  within  the  State  of  Hawaii  or  within 
the  State  of  Alaska  and  that  portion  of  the 
Dominion  of  Canada  west  of  longitude  130 
West,  between  latitude  70^  North  and  lati- 
tude 53'  North,  or  (b)  during  all-cargo 
training,  test,  or  ferry  flights. 

5  Electrical  power  supply.  Contrary  pro- 
visions of  the  Civil  Air  Regulations  notwith- 
standing, an  alternate  electrical  power  supply 
need  not  be  provided  for  airborne  weather 
radar  equipment. 

6.  Effective  date.  This  Special  Civil  Air 
Regulation  shall  become  effective  on  January 
5.  19S2.  and  supersedes  Special  Civil  Air  Reg- 
ulatlon  No.  SR-^36A. 

(Sees.  313.  Ml.  804.  806;  73  SUt.  752.  775. 
778;  49  use.  1364,  1431.  1424.  1425) 

Issued  in  Washington,  D.C.,  on  Decem- 
ber 28, 1961. 

N.  E.  Halaby. 
Administrator. 
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Chapter  III — Federal  Aviation  Agency 

SUBCHAPTER   C — AIRCRAFT   REGULATIONS 
(Reg.  Docket  No.  1018:  Amdt.  382] 

PART  507— AIRWORTHINESS 
DIRECTIVES 

Piper  J3  Series  and  PA-1 1  Aircraft 

Airworthiness  Directive  51-15-1  (21 
P.R.  9506),  requires  periodic  inspection 
of  the  wing  lift  strut  fork  ends  on  Piper 
J3  Series  and  PA-11  aircraft.  A  later 
directive  (AD  52-7-3.  21  PJl.  9512).  re- 
quires rework  of  the  lift  strut  including 
replacement  of  the  fork  end  with  a  new 
part  which  does  not  need  the  special 
periodic  inspection.  Having  AD  51-15-1 
still  in  effect  has  caused  some  confusion. 
Since  it  no  longer  is  necessary,  it  is 
hereby  rescinded. 


RULES  AND  REGULATIONS 

Since  this  amendment  relieves  a  re- 
striction and  imposes  no  additional 
burden  on  any  person,  notice  and  public 
procedure  hereon  are  unnecessary  and 
the  amendment  may  be  made  effective 
upon  publication  in  the  Federal 
Register. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  6489  >. 
5  507  10ia)  of  Part  507  (14  CFR  Part 
507 ' .  IS  hereby  amended  by  rescinding 
AD  51-15-1 

Thi.s  amendmt'Ht  shall  become  effective 
January  5.  1962 

(Sec     :n  t     601.    603;    72    Stat     7.S2     775     776 
49  U  .SC    1354,  1421.  1423 » 

Lssut'd  in  Washington.  DC  on  De- 
cember L'9.   1961 

George  C  Prill. 

Director. 
Flight  Standards  Service 
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SUBCHAPTER    E — AIR   NAVIGATION 
REGULATIONS 

(Airspace    Docket    No     61 -LA- 17  | 

PART   600— DESIGNATION   OF 
FEDERAL  AIRWAYS 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alteration  and  Revocation  of  Federal 
Airways  and  Associated  Control 
Areas 

On  August  2.  1961,  a  notice  of  proposed 
rule  making  was  published  in  the  Federal 
Register  (26  F.R.  6940)  stating  that  the 
Federal  Aviation  Agency  proposed  to  re- 
voke the  segment  of  VOR  Federal  airway 
No.  23  west  alternate  between  Portland. 
Oreg..  and  Seattle.  Wash.,  and  to  extend 
VOR  Federal  airway  No.  287  from  Port- 
land to  Neah  Bay.  Wash. 

No  adverse  comments  were  received 
regarding  the  proposed  amendments. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  In  the 
making  of  the  rules  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582 1 
and  for  the  reasons  stated  in  the  Notice, 
the  following  actions  are  taken: 

§600.6023       [Amendment] 

1.  In  the  text  of  14  CFR  600.60'!J3  (26 
F.R.  572.  26  F.R.  1209,  26  F.R.  4052)  the 
following  change  is  made:  "including  a 
west  alternate  from  the  Portland  VOR 
to  the  Seattle  VOR  via  the  INT  of  the 
Portland  VOR  353°  and  the  Olympia 
VOR  165*  radials,  the  Olympia,  Wash., 
VOR  and  the  point  of  INT  of  the 
Olympia  VOR  337*  and  the  Seattle  VOR 
247°  radials;"  is  deleted. 


2.  Section  600.6287  (14  CFR  600.6287. 
26  F.R  2082),  is  amended  to  read: 

§  600.6287  VOR  Federal  airway  No.  287 
(>urth  Bend,  Oreg.,  to  Neah  Bu>. 
Wa»h.). 

From  the  North  Bend,  OreR..  VOR  via 
the  Newberg.  Oreg..  VOR;  Portland. 
Oreg  .  VORTAC  Including  an  E  alternate 
via  the  Newberg  VOR  069°  and  the  Port- 
land VORTAC  196'  radials:  INT  of  the 
Portland  VORTAC  353°  and  the  Olym- 
pia. Wash  .  VOR  165"  radials;  Olympia 
VOR;  INT  of  the  Olympia  VOR  010'  and 
the  Seattle,  Wash..  VORTAC  322"  radi- 
als; INT  of  the  Seattle  VORTAC  322 
and  the  Port  Anpeles.  Wash  .  VOR  090 
radials.  Port  Angeles  VOR;  to  the  Neah 
Bay.  Wash  .  radio  range,  excluding  the 
portions  outside  the  United  States  and 
the  portion  which  coincides  with  Re- 
stricted Area  R-6705.  The  portion  which 
coincides  with  the  McChord  AFB  Re- 
stricted Area /Military  Climb  Corridor. 
R-6711  shall  be  used  only  after  obtaining 
prior  approval  from  the  appropriate 
authority. 

i;  601.6023       I  Vmendmenll 

3.  The  text  of  5  601.6023  (14  CFR 
601.6023.  26  F.R.  572.  26  F.R.  1209.  26 
F.R.  4052)  is  amended  to  read:  "All  of 
VOR  Federal  aii-A*ay  No,  23  including  an 
E  alternate." 

i)  601.6287       I  Amendmrnll 

4  In  §6016287  (14  CFR  601.6287.  26 
F.R.  20821  the  following  change  is  made; 
In  the  caption  "Portland.  Oreg."  Is 
deleted  and  "Neah  Bay.  Wash."  is  sub- 
stituted therefor. 

These  amendments  shall  become  effec- 
tive 0001  est.  March  8,  1962. 

(Sec    307(a).  72  Stat    749;  49  U  S.C    1348  > 

Issued  In  Washington.  DC.  on  Decem- 
ber 29.  1961. 

Lee  E.  Warren, 
Acting  Director. 
Air  Traffic  Service. 

IFR      r>K-      62   101:     Piled.     Jan      4.     1962. 
8:47  a.m.) 


lAU-spiice  Docket  No.  60-WA-2031 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL  AREAS 

Alteration   of   Rule 

On  December  7.  1961.  Airspace  Docket 
No.  60-WA-203  was  published  In  the 
Federal  Register  (26  F.R.  11728> 
amending  In  part  §  601.5001  of  the 
regulations  of  the  Administrator  by  al- 
tering the  description  of  the  Azalea  and 
Gateway  intersections  to  be  effective 
January  11,  1962. 

These  intersections  were  described  in 
part  via  a  line  bearing  189°  from  the 
Wilmington  (CaroUna  Beach),  N.C.. 
RBN  Subsequent  to  publication  of  the 
amendment,  it  was  determined  that  the 
189°  bearing  was  in  error  and  that  the 
correct  bearing  should  be  188*  from  the 
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Wilmington  (Carolina  Beach)  RBN. 
Therefore,  action  is  taken  herein  to  alter 
these  descriptions  accordingly. 

Since  these  amendments  are  minor  in 
nature,  notice  and  public  procedure 
hereon  are  unnecessary,  and  they  may  be 
mivde  effective  immediately. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  P.R.  12582) , 
effective  Immediately.  Airspace  Docket 
No.  6O-WA-203  (26  F.R.  11728)  is 
amended  by  deleting  in  the  text  of 
§  601  5001  (14  CFR  601.5001)  items  3(a) 
and  3(d)  "a  line  bearing  189°  from  the 
Wilmington  (Carolina  Beach),  N.C., 
RBN"  and  substituting  therefor  "a  line 
bearing  188°  from  the  Wilmington 
(CaroUna  Beach) ,  N.C.,  RBN", 

(Sec    307.  72  Stat.  749;  49  U.S.C.  1348) 

Issued  in  Washington,  D.C..  on  Decem- 
ber 28,  1961. 

Lee  E.  Warren, 
Acting  Director, 
Air  Traffic  Service. 

|FR      Doc      62-100;     Piled,     Jan.     4,     1963; 
8:47  a.m.) 
I 

I  Airspace  Docket  No.  60-WA-249J 

PART  602— DESIGNATION  OF  JET 
ROUTES,  JET  ADVISORY  AREAS, 
AND  HIGH  ALTITUDE  NAVIGA- 
TIONAL AIDS 

Alteration  of  Jet  Routes 

On  October  29.  1960.  a  notice  of  pro- 
posed rule  making  was  published  in  the 
Federal  Register  (25  F.R.  10439)  stat- 
ing that  the  Federal  Aviation  Agency 
proposed  to  alter  the  segment  of  Jet 
Route  No.  4  from  Phoenix,  Ariz.,  to  EI 
Paso,  Texas. 

On  August  1,  1961,  an  Alteration  of 
Proposal  was  published  in  the  Feokral 
Register  (26  F.R.  6861)  stating  that  the 
Federal  Aviation  Agency  proposed  to 
alter  the  segment  of  Jet  Route  No.  4 
from  Los  Angeles,  Calif.,  to  El  Paso  and 
the  segment  of  Jet  Route  No.  65  from 
Phoenix  to  Palmdale,  Calif. 

The  Department  of  the  Army  objected 
to  the  proposed  alignment  of  the  seg- 
ment of  J-4  from  the  Thermal,  Calif., 
VORTAC  to  the  Gila  Bend,  Ariz.,  VOR- 
TAC. The  Army  stated  that  this  seg- 
ment would  traverse  the  eastern  portion 
of  Caution  Area  C-308  In  which  a  very 
high  concentration  of  military  manned 
and  unmanned  aircraft  (drones)  op- 
erate. The  Army  further  stated  that  it 
feels  the  operation  of  drone  and  com- 
mercial aircraft  in  the  same  airspace 
would  be  an  incompatible  operation  and 
would  create  an  undue  hazard. 

On  June  2,  1960,  a  meeting  attended 
by  the  U.S.  Air  Force,  Army,  Navy, 
Marines  and  the  FAA  was  held  to  con- 
sider the  Army's  request  that  C-308  be 
made  a  restricted  area.  As  a  result  of 
this  meeting  it  was  concluded  that  there 
was  insuflBcient  justification  for  the  des- 
ignation of  C-308  as  a  restricted  area. 
The  FAA  has  never  considered  restricted 
airspace  a  requirement  for  conducting 
drone  operations.  In  fact,  drone  flights 
are  currently  being  conducted  outside 
of  restricted  areas  using  radar  and  con- 
trol aircraft  to  insure  safety. 
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The  Air  Transport  Association  of 
America  (ATA)  concurred  in  the  align- 
ment proposed  for  Jet  Routes  Nos.  4  and 
65  assuming  that  the  route  segments  af- 
fected would  be  provided  with  jet  ad- 
visory areas.  -The  jet  advisory  areas 
presently  designated  along  Jet  Routes 
Nos.  4  and  65  will  cover  all  of  the  seg- 
ments which  are  realigned  in  this  docket 
except  for  a  segment  of  J-65  southwest 
of  the  Palmdale,  Calif.,  VOR,  which  is 
not  used  by  civil  turbojet  aircraft. 

The  Department  of  the  Air  Force  of- 
fered no  objection  to  the  proposal  as 
modified.  No  other  comments  were  re- 
ceived regarding  the  proposed  amend- 
ments. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rules  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582) 
and  for  the  reasons  stated  in  the  Altera- 
tion of  Proposal,  9  602.100  (26  F.R.  7079) 
is  amended  as  follows : 

1.  Jet  Route  No.  4  is  amended  to  read: 

Jet  Route  No.  4  (Los  Angeles,  Calif.,  to 
Florence,  S.C).  Prom  Los  Angeles.  Calif., 
via  Thermal.  Cal}f.,  INT  of  the  Thermal 
088*  and  the  OUa  Bend,  Ariz.,  315'  radials; 
OUa  Bend;  INT  of  the  Olla  Bend  098*  and  the 
San  Simon,  Aria..  286*  radials;  San  Simon;  El 
Paso,  Tex.;  Wink,  Tex.;  Abilene,  Tex.;  Dallas, 
Tex.;  Strcveport.  La.;  Jackson,  Miss.;  Mont- 
gomery Ala.;  Augusta.  Oa.;  Columbia,  S.C; 
to  Plorence.  S.C. 

2.  Jet  Route  No.  65  is  amended  to 
read: 

Jet  Route  No.  65  (Phpenix,  Ariz.,  to  Red 
Bluff,  Calif.).  From  Phoenix,  Ariz.,  via  the 
INT  ot  the  Phoenix  280*  and  the  Thermal, 
Cam.,  088°  radials;  Thermal;  Palmdale, 
Calif.;  INT  of  the  Palmdale  291*  and  the 
Bakersfleld.  Oallf..  149*  radials;  Bakersfleld; 
Fl-esno,  Calif.;  Sacramento,  Calif.;  to  Red 
Bluff,  Calif. 

These  amendments  shall  become  ef- 
fective 0001  e.s.t..  February  8.  1962. 

(Sec.  807,  72  SUt.  749;  49  n.S.C.  1348) 

Issued  in  Washington,  D.C.,  on  De- 
cember 29, 1961. 

Lee  E.  Warren, 
Acting  Director, 
Air  Traffic  Service. 

[F.R.     Doc.     82-102;     Piled,    Jan.     4,     1962; 
8:47  am.] 


ntle  15— COMMERCE  AND 
FORDGN  TRADE 

Chapter  II — National  Bureau  of 
Standards,  Department  of  Com- 
merce 

SUBCHAPTER  A — TEST  FEE  SCHEDULES 

PART  202— METROLOGY 

Radiometry 

In  accordance  with  the  provisions  of 
section  4  (a)  and  (c)  of  the  Adminis- 
trative Procedure  Act,  it  has  been  found 
that  notice  and  hearing  on  these  sched- 
ules of  fees  are  unnecessary  for  the  rea- 


n 


son  that  such  procedures,  because  of  the 
nature  of  these  rules,  serve  no  useful 
purpose.  This  amendment  is  effective 
from  December  11,  1961. 

1.  Part  202  is  amended  by  the  addition 
of  a  new  item  (f )  to  §  202.174  Radiometry 
to  read  as  follows: 


Item 

Description 

F.. 

2C2.ir4f 

Standard  of  total  radianc* — car- 
bon filament   lamp  seasoned 
and  calibrated  for  total  irradi- 
ancc  at  distance  of  2  meters. 

$79.00 

(Sec.  9,  31  Stat.  1450,  as  amended;  16  U.S.C. 
277.  Interprets  or  applies  sec.  7,  70  Stat.  959; 
15  U.S.C.  275a) 

A.  V.  ASTIN, 

Director. 


I  PR.     Doc.     62-148;     Filed, 
8:52  ajn.] 


Jan.     4.     1962; 


Title  16— COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade  Commission 

[Docket  7718  o.] 

PART  13 — PROHIBITED  TRADE 
PRACTICES 

Yakima  Fruit  &  Cold  Storage  Co. 

Subpart — Discriminating  in  price 
under  section  2,  Clayton  Act — Pasmient 
for  services  or  facilities  for  processing 
or  sale  under  2(d) :  §  13.  824  Advertising 
expenses. 

(Sec.  6,  38  Stet.  721;  15  U.S.C.  46.  Inter- 
prets or  applies  sec.  2,  49  Stat.  1527;  15  U.S.C. 
13)  [Cease  and  desist  order,  Yakima  Fruit 
&  Cold  Storage  Company,  Yakima,  Wash.. 
Docket  7718,  Sept.  28,  1961) 

Order  requiring  a  Yakima,  Wash., 
packer-distributor  of  apples  and  other 
fresh  fruit  with  aimual  sales  approxi- 
mating $3,000,000.  to  cease  violating 
section  2(d)  of  the  Clayton  Act,  by  such 
acts  as  paying  the  Houston,  Tex.,  opera- 
tor of  a  large  chain  of  retail  stores  in 
Texas.  Louisiana,  and  Tennessee,  sums 
of  $192.50  and  $100  in  connection  with 
peri(xllc  sales  promotion  campaigns, 
while  making  no  comparable  payments 
available  to  its  customers  competing 
with  said  chain. 

The  order  to  cease  and  desist  is  as 
follows : 

It  is  ordered.  That  respondent,  Yakima 
Fruit  &  Cold  Storage  Company,  a  corpo- 
ration, its  ofiBcers,  employees,  agents  or 
representatives,  directly  or  through  any 
corporate  or  other  device,  in  or  in  con- 
nection with  the  sale  in  commerce,  as 
"commerce"  is  defined  in  the  Clayton 
Act,  as  amended,  of  fresh  fruits  or  other 
merchandise,  do  forthwith  cease  and 
desist  from: 

Making  or  contracting  to  make,  to 
or  for  the  benefit  of  J.  Weingarten,  Inc., 
or  any  other  customer,  any  payment  of 
anything  of  value  as  compensation  or 
in  consideration  for  advertising  or  other 
services  or  facilities  furnished  by  or 
through  such  customer,  in  connection 
with  the  handling,  offering  for  resale, 
or  resale  of  the  respondent's  products, 
unless  such  payment  is  made  available 


100 

on  proportionally  equal  terms  to  all 
other  customers  competins  In  the  dis- 
tribution or  reseale  of  such  products. 

By  "Order",  report  of  compliance  was 
required  as  follows : 

It  is  further  ordered.  That  respondent, 
Yakima  Fruit  li  Cold  Stortige  Company, 
shall,  within  sixty  (60)  days  after  serv- 
ice upon  it  of  this  order,  file  with  the 
Commission  a  report,  in  writing,  setting 
forth  in  detail  the  manner  and  form  in 
which  it  has  complied  with  the  order  to 
cease  and  desist. 

Issued:  September  28.  1961. 

By  the  Commission. 

[seal)  Joseph  W   Shea. 

Secretary. 

(FR      D«)C      62   112;     Filed.     Jan      4.     1962: 
8  48  am  | 


(Docket  7708  o  I 

PART    13 — PROHIBITED  TRADE 
PRACTICES 

Sunshine   Biscuits,   Inc. 

Subpart — Discriminating  in  price  un- 
der section  2.  Clayton  Act — Price  dis- 
crimination under  2(a>  :  5  13.710  Cash 
discounts:  §  13.770  Quantity  rebates  or 
discounts. 

(Sec.  6.  38  Stat.  721:  15  US  C.  46.  Interpret 
or  apply  sec  3.  49  Stat.  1527;  15  U  S  C.  13) 
[Oaae  and  dealst  order.  Sunshine  Biscuits. 
Inc..  Long  Island  City.  N.Y..  Docket  7708. 
Sept.  25.  1961) 

Order  requiring  a  substantial  manu- 
facturer of  potato  chips,  peanut  butter, 
biscuits,  cookies,  and  pretzels,  among 
other  food  products,  with  net  sales  in 
1958  of  approximately  $180,000,000.  to 
cease  discriminating  in  price  in  violation 
of  section  2(a)  of  the  Clayton  Act  by 
granting,  through  its  Velvet — Krvm-Chee 
Division.  5  percent  volume  plus  2  percent 
cash  discounts  on  "Krun-Chee"  potato 
chips  to  certain  large  retail  grocery  and 
drug  chains  in  Cleveland,  Ohio^includ- 
Ing  Marshall-Miller  Drugstores.  Pick- 
N-Pay  Supermarkets,  Poodtown  Super- 
markets, and  Fazio  Markets — while  not 
offering  the  discounts  to  competitors  of 
the  chains. 

The  order  to  cease  and  desist,  includ- 
ing order  requiring  report  of  compliance 
therewith,  is  as  follows: 

It  is  ordered.  That  respondent.  Sun- 
shine Biscuits,  Inc.,  a  corporation,  its 
ofDcers,  directors,  representatives,  agents 
and  employees,  directly  or  through  any 
corporate  or  other  device.  In  or  In  con- 
nection with  the  sale  of  grocery  products, 
lncIu(Jing  potato  chips,  in  commerce,  as 
"commerce"  Is  defined  in  the  amended 
Clayton  Act,  do  forthwith  cease  and 
desist  from: 

Discriminating  in  price  by  selling  such 
products  of  like  grade  and  quality  to  any 
purchaser  at  prices  higher  than  those 
charged  any  other  purchaser,  where 
such  other  purchaser  competes  with  the 
unfavored  purchaser  in  the  resale  and 
dlstrikmtion  of  the  aforesaid  iHroducts. 

It  is  further  ordered.  Thai  respondent. 
Sunshine  Biscuits.  Inc.,  shall,  within 
sixty  (80)  days  after  service  upon  It  of 
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this  order,  file  with  the  Commission  a 
report,  in  writing,  setting  forth  In  detail 
the  manner  and  form  in  which  it  has 
complied  with  the  order  to  cease  and 
desist. 

Issued:  September  25.  1961. 

By    the    Commission.    Commissioner 
Elman  dissenting 

[seal  I 


F  R       D<x- 


62    111.      Filed 
8  48    .1  m 


Joseph  W.  Shea. 

Secretary. 

Jan      4.     1962: 


[Docket  8198  c  o  ] 

PART   13— PROHIBITED  TRADE 
PRACTICES 

General    Foods   Corp.   et  at. 

Subpart — Combinins?  or  conspiring: 
5  13.397  To  cut  off  competitor's  supplies: 
J  13.410  To  eliminate  competition  in  con- 
spirators' goods:  5  13.430  To  enhance, 
maintain  or  unify  prices:  i  13  432  To  fix 
and  mxiintatn  uniform  freight  charges. 

I. Sec  6.  38  Stat  721:  15  USC  46  Interpret 
or  apply  sec  5.  38  Stat  719.  as  amended:  15 
USC  45)  (Cease  and  desist  order.  Oeneral 
Fixxl.s  Corp.  (White  PUliw.  NYi  et  iil  . 
Docket  8198.  Sept    28.  1961] 

In  the  Matter  of  General  Foods  Corpo- 
ration, a  Corporation:  The  Gliddcn 
Company,  a  Corporation:  Calvert. 
Vavasseur  &  Company.  Inc..  a  Corpo- 
ration: Red  V  Coconut  Products  Com- 
pany. Inc..  a  Corporation:  and  Wood 
&  Scltck  Coconut  Company.  Inc .  a 
Corporation 

Consent  order  requiring  five  compa- 
nies— which  together  imported  75  per- 
cent of  all  the  Philippine  desiccated 
coconut  Imported  into  the  United  States, 
processed  sweetened  coconut,  and  sold 
the  product  to  bakeries,  candy  and  con- 
fection manufacturers,  ice  cream  mak- 
ers, and  others — to  cease  carrying  out 
their  aareements  to  fix  and  maintain 
identical  FOB.  port  of  entry  base  prices 
for  all  types  of  Philippine  coconut  im- 
ported and  identical  base  prices  for  all 
types  of  sweetened  coconut  sold  in  the 
United  States;  to  maintain  a  system  of 
price  differentials  composed  of  freight" 
and  handling  and  storage  charges  at 
specified  warehouse  distribution  points 
to  be  applied  to  the  aforesaid  base  prices ; 
to  eliminate  free  delivery  and  allowances 
for  such  services  from  port  of  entry, 
warehouse  distribution  point,  or  other 
selling  location:  to  maintain  a  price 
leadership  plan  whereby  General  Poods 
generally  announced  changes  in  prices 
and  other  selling  factors;  to  hold  meet- 
ings for  the  exchange  of  confidential 
price  information;  and  to  eliminate  com- 
I>etition  by  restricting  sources  of  supply 
of  competing  processors,  effectuating 
price  squeezes  between  Philippine  des- 
iccated and  sweetened  coconut,  and 
other  unfair  practices 

The  order  to  cease  and  desist  is  as 
follows: 

It  is  ordered.  That  respondents  Gen- 
eral Poods  Corporation.  The  Glidden 
Company,  Calvert.  Vava.sseur  ft  Com- 
pany, Inc..  Red  V  Coconut  Products 
Company,  Inc.,  and  Wood  L  Sellck  Coco- 
nut  ComiMny.   Inc.,   corporations    (.the 


three  last  named  corporations  being 
considered  and  treated  as  a  single  re- 
spondent), their  respective  officers, 
agents,  representatives  and  employees, 
directly  or  through  any  corporate  or 
other  device,  in  or  in  connection  with  the 
importation,  offering  for  sale,  sale  or 
distribution  of  Philippine  desiccated 
coconut  or  sweetened  coconut,  in  com- 
merce, as  "commerce"  is  defined  in  the 
Federal  Trade  Commission  Act.  do  forth- 
with cease  and  desist  from  entering  into, 
continuing,  cooperating  in.  or  carr^-ins 
out  any  planned  common  course  of  ac- 
tion, understanding,  a«reemcnt.  com- 
bination, or  conspiracy  between  or 
among  any  two  or  more  of  said  respond- 
ents, or  between  any  one  or  more  of  said 
respondents  and  others  not  parties  here- 
to, to  do  or  perform  any  of  the  follow- 
ing acts  or  practices: 

1.  Fix.  maintain,  stabilize  or  adhere 
to  any  prices,  terms  or  conditions  of  sale 
or  delivery  for  said  products; 

2.  Adopt,  use  or  maintain  any  system. 
employing  established  base  prices  or 
price  differentials  in  calculating  or  de- 
termining prices,  terms  or  conditions  of 
sale  for  said  products,  to  fix,  maintain  or 
stabilize,  or  where  the  intent  or  purpose 
is  to  fix.  maintain  or  stabilize,  anywhere 
in  the  Uruted  States,  prices,  terms  or 
conditions  of  sale  or  delivery  for  said 
products ; 

3.  Communicate  or  exchange  informa- 
tion relating  to  present  or  future  prices, 
terms  or  conditions  of  sale  or  delivery  of 
said  products  anywhere  in  the  United 
States  to  fix.  maintain  or  stabilize,  or 
where  the  intent  or  purpose  of  same  is 
to  fix.  maintain  or  stabilire,  the  prices, 
terms,  or  conditions  of  sale  or  delivery 
for  said  products; 

4.  Inhibit,  restrict  or  limit  independ- 
ent^omestic  processors  of  said  products 
In  selling  said  products ; 

5.  Engage  in  any  acts  or  practices  to 
effectuate  or  perpetuate,  or  for  the  pur- 
pose or  with  the  intent  of  effectuating  or 
perpetuating,  any  of  the  acts  or  practices 
prohibited  herein: 

Provided,  however.  Nothing  herein 
contained  shall  be  construed  or  in- 
terpreted as  prohibiting  any  single  re- 
spondent, or  subsidiary  thereof,  from 
buying,  selling,  processing  or  having 
processed,  said  products,  or  from  com- 
municating, negotiating,  or  contracting 
relative  thereto,  where  the  effect  of  same 
is  not  inconsistent  with  any  of  the  pro- 
hibitions of  this  order. 

By  "Decision  of  the  Commission",  etc  . 
report  of  compliance  wais  required  as 
follows : 

It  is  ordered.  That  the  above-named 
respondents  shall,  within  sixty  (60)  days 
after  service  upon  them  of  this  order, 
file  with  the  Commission  a  report  In 
writing,  setting  forth  in  detail  the 
manner  and  form  in  whifth  they  have 
complied  with  the  order  to  cease  and 
desist. 

Issued;  September  25. 1961. 

By  the  Commission. 

I  SEAL]  Joseph  W.  Shea. 

Secretary. 

aO-llO:     Piled.    Jan.    4).    lOtt 
8:48  ajn  I 
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Friday,  January  5,  1962 

Title  21— FOOD  AND  DRUGS 

Chapter  I — Food  and  Drug  Adminis- 
tration, Department  of  Health,  Edu- 
cation, and  Welfare 

SUBCHAPTER    B — FOOD    AND    FOOD    PRODUCTS 

PART  120— TOLERANCES  AND  EX- 
EMPTIONS FROM  TOLERANCES 
FOR  PESTICIDE  CHEMICALS  IN  OR 
ON  RAW  AGRICULTURAL  COM- 
MODITIES 

Tolerance  for  Residues  of  1-Methoxy- 
carbonyl-1-Propen-?-yl-Dimethyl- 
phosphate  and  its  Beta  Isomer 

A  petition  was  filed  with  the  Pood  and 
Drug  Administration  by  Shell  Chemical 
Company.  110  West  Fifty-first  Street, 
New  York  20.  New  York,  requesting  the 
establishment  of  a  tolerance  for  residues 
of  1  -methoxycarbonyl- 1  -propen-2-yl- 
dimethylphosphate  and  its  beta  isomer 
in  or  on  grapefruit,  lemons,  and  oranges 
at  0.25  part  per  million. 

The  Secretary  of  Agriculture  has  cer- 
tified that  this  pesticide  chemical  is  use- 
ful for  the  purposes  for  which  a  tolerance 
is  being  established. 

After  consideration  of  the  data  sub- 
mitted in  the  petition  and  other  relevant 
material  which  show  that  the  tolerance 
established  in  this  order  will  protect  the 
public  health,  and  by  virtue  of  the  au- 
thority vested  in  the  Secretary  of  Health, 
Education,  and  Welfare  by  the  Federal 
Food,  Drug,  and  Cosmetic  Act  (sec.  408 
(dM2>.  68  Stat.  512;  21  U.S.C.  346a(d) 
( 2  • )  and  delegated  to  the  Commissioner 
of  Food  and  Drugs  by  the  Secretary  (25 
F.R.  8625) ,  the  regulations  for  tolerances 
for  pesticide  chemicals  In  or  on  raw 
agricultural  commodities  are  amended 
by  adding  to  §  120.157  (21  CPR  120.157; 
26  F.R.  24)  a  tolerance  for  residues  of  the 
subject  pesticide  chemical  In  or  on 
prapefruit,  lemons,  and  oranges.  As 
amended,  the  items  under  the  0.25  part 
per  million  tolerance  limitation  are 
changed  to  read  as  follows : 

§  120.157  Tolerances  for  residues  of 
1  -  met  hox  yrarbonyl- 1  -propen-2-7l-di- 
metliylpho^phate  and  its  beta  isomer. 

•  •  •  •  • 

0.25  part  per  million  In  or  on  beans, 
carrots,  com  grain  (including  field  com, 
popcorn,  sweet  com),  cucumbers,  egg- 
plant, grapefriiit,  lemons,  okra,  onions 
(green) ,  oranges,  peas,  peppers,  potatoes, 
summer  squash,  tomatoes,  turnips,  wal- 
nuts (determined  on  the  nut  meats  with 
shell  removed). 

Any  person  who  will  be  adversely  af- 
fected by  the  forgeoing  order  may  at  any 
time  prior  to  the  thirtieth  day  from 
tlie  date  of  Its  publication  In  the  Fed- 
eral Register  file  with  the  Hearing  Clerk, 
EKpartment  of  Health,  Education,  and 
Welfare,  Room  5440,  330  Independence 
Avenue  SW.,  Washington  25,  D.C., 
written  objections  thereto.  Objections 
shall  show  wherein  the  person  filing  will 
be  adversely  affected  by  the  order  and 
specify  with  particularity  the  provisioQs 
of  the  order  deemed  objectionable  and 
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the  grounds  for  the  objections.  If  a 
hearing  is  requested,  the  objections  must 
state  the  issues  for  the  hearing.  A  hear- 
ing will  be  granted  if  the  objections  are 
supported  by  grounds  legally  sufficient  to 
Justify  the  relief  sought.  Objections  may 
be  accompanied  by  a  memorandum  or 
brief  in  support  thereof.  All  documents 
shall  be  filed  in  qulntuplicate. 

Effective  date.  This  order  shall  be 
effective  on  the  date  of  its  publication 
in  the  Federal  Register. 

(Sec.  408(cl)(2),  68  Stat.  512;  21  U.S.C.  346 
«(d)(2)) 

Dated:  December  29, 1961. 

John  L.  Harvet, 
Deputy  Commissioner 
of  Food  and  Drugs. 

[PH.     Doc.    62-114;     Piled.     Jan.    4,     1962; 
8:49  am.] 


Title  19— CUSTOMS  DUTIES 

Chapter  I — Bureau   of  Customs, 
Department  of  the  Treasury 

[TU.  55539] 

PART  8— LIABILITY  FOR  DUTIES;  EN- 
TRY OF  IMPORTED  MERCHANDISE 

invoices  and  Entry;  Manufactures  of 
Cotton  and  Stainless  Steel  Table 
Flotwor* 

The  present  procedure  for  reporting 
statistical  data  to  the  Bureau  of  Census, 
which  necessitates  the  filing  of  extra 
copies  of  certain  entries  on  customs 
Form  7501  or  7502,  will  be  altered  effec- 
tive January  1,  1962,  and  the  said  extra 
copies  will  no  longer  be  required. 

The  Customs  Regulations  are  amended 
as  follows  effective  January  1,  1962. 

Section  8.27  is  amended  to  read  as 
follows: 

§8.27     Form  of  entry. 

Entry  for  consumption  shall  be  made 
on  customs  Form  7501.  Such  entries 
shall  be  numbered  in  two  series,  one  for 
dutiable  consumption  entries  and  the 
other  for  free  consumption  entries.  The 
dutiable  entries  shall  be  made  in  tripli- 
cate; the  free  entries  shall  be  made  in 
duplicate.  An  additional  legible  copy  of 
the  entry,  marked  or  stamped  "For  In- 
ternal Revenue  Purposes,"  shall  be  pre- 
sented for  each  entry  covering  tobacco 
materials,  tobacco  products,  cigarette 
papers  aiul  tubes  when  the  entry  of  those 
articles  is  subject  to  Part  275  of  the 
regulations  of  the  Internal  Revenue 
Service  (26  CFR  Part  275)  and  tax  is 
payable  to  customs  upon  release  of  such 
articles  or  if  tobacco  materials  are  to  be 
released  in  accordance  with  S  11.2(a)  of 
this  clu4>ter. 

(Sec.  484,  46  SUt.  722,  as  amended;  19  U.6.C. 
1484) 

§  8.30      [Amendment] 

Section  8.30(a)  is  amended  by  delet- 
ing the  first  sentence  and  substituting 
the  following:  "Entry  for  warehousing 
flball  be  made  In  duplicate  on  customs 
Form  7502." 


101 

(RB.   251,    sees.    484,    624,   46    Stat.    722,    aa 
amended,  759;  19  U£.C.  66,  1484, 1624) 

[seal]  Philip  Nichols.  Jr., 

Ccrmmissioner  of  Customs. 

Approved:  December  28, 1961. 

James  A.  Reed, 
Assistant  Secretary  of  the 
Treasury. 

[F.R.     Doc.     62-144;     PUed,     Jan.     4,     1962; 
8:51  a.m.] 


Title  24— HUUSING  AND 
HOUSING  CREDIT 

Chapter  II — Federal  Housing  Adminis- 
tration, Housing  and  Home  Finance 
Agency 

MISCELLANEOUS  AMENDMENTS  TO 
CHAPTER 

The  following  miscellaneous  amend- 
ments have  been  made  to  this  chapter: 

SUBCHAPTER  C — MUTUAL  MORTGAGE  INSUR- 
ANCE AND  INSURED  HOME  IMPROVEMENT 
LOANS 

PART  203— MUTUAL  MORTGAGE  IN- 
SURANCE AND  INSURED  HOME 
IMPROVEMENT  LOANS 

Subpart  A — Eligibility  Requirements 

Section  203.12  is  amended  to  read  as 

follows : 

§  203.12     AppUcation  fee. 

The  mortgagee  shall  pay  an  applica- 
tion fee  to  cover  the  cost  of  processing. 
This  fee  shall  be  paid  in  accordance 
with  the  following  requirements: 

(a)  Amount  of  fee.  A  fee  in  the 
amount  of : 

(1)  $20  shall  be  paid  for  an  applica- 
tion involving  existing  construction; 

(2)  $45  shall  be  paid  for  an  applica- 
tion involving  proposed  construction; 

(3)  $10  shall  be  paid  for  an  applica- 
tion for  Insurance  of  a  mortgage  of  the 
character  described  in  S  203.43(b)  (4) ; 
and 

(4)  $10  shall  be  paid  after  insurance 
of  a  mortgage  processed  under  the 
Certified  Agency  Program. 

(b)  Time  of  payment.  The  applica- 
tion fees  shall  be  due  and  payable  by 
the  mortgagee  upon  receipt  from  the 
FHA  of  a  monthly  statement  covering 
the  related  transactions. 

(c)  Credit  for  fee  previously  charged. 
Credit  for  an  application  fee  previously 
charged  will  be  allowed  the  mortgagee 
under  the  following  conditions: 

(DA  credit  of  $25  wiU  be  aUowed  the 
mortgagee  where  a  mortgage  is  endorsed 
for  insurance  on  the  basis  of  an  applica- 
tion and  commitment  relating  to  pro- 
posed construction. 

(2)  Credit  will  be  allowed  to  the  mort- 
gagee under  such  other  conditions  as 
the  Commissioner  may  determine. 

(d)  No  fee  required.  A  mortgagee 
will  not  be  required  to  pay  an  applica- 
tion fee  where: 

(1)  The  application  is  not  accepted 
for  processing;  or 
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(2)  The  application  Is  made  on  behalf 
of  a  veteran  for  the  insurance  of  a 
mortgage  to  refinance  an  existing  in- 
sured mortgage  which  is  in  default  by 
reason  of  his  military  service,  if  the 
Commissioner  finds  that  the  charging 
of  such  fee  would  be  Inequitable  under 
the  circvunstances  of  the  transaction. 
For  the  purposes  of  this  subpart  the 
word  "veteran"  shall  mean  a  person  who 
has  served  in  the  active  military  or 
naval  service  of  the  United  States  at  any 
time  on  or  after  September  16,  1940. 
and  prior  to  July  28.  1947.  or  on  or  after 
June  27,  1950,  and  prior  to  February  1, 
1935. 

Section  203.60  is  amended  to  read  a.s 
follows : 
§  203.60      Application   fe«. 

*a)  Amount  of  fee.  The  lender  shall 
pay  an  application  fee  in  the  amount 
of  $20  to  cover  the  cost  of  processing 
This  fee  shall  be  paid  in  accordance  with 
the  requirements  of  J  203.12(b) . 

(b)  Credit  for  fee  previously  charged. 
Credit  for  an  application  fee  previously 
charged  will  be  allowed  the  mortgagee 
under  such  circumstances  as  the  Com- 
missioner may  determine. 

(c)  No  fee  required.  A  mortgagee  will 
not  be  reqtiired  to  pay  an  application  fee 
where  the  application  is  not  accepted  for 
processing. 

(Sec.  ail,  62  Stat.  23:  12  USC  1715b  In- 
terpret or  apply  sec.  203.  52  Stat.  10  a? 
amended;   12  US.C.  1709) 


SUBCHAPTEI  L — MORTGAGE  INSURANCE  FOR 
INDIVIDUAUY  OWNED  UNITS  IN  MULTI- 
FAMILY   STRUCTURES 

PART  234— CONDOMINIUM 
OWNERSHIP 

Subpart  A — Eligibility  Requirements 

Section  234.13  is  amended  to  read  as 
follows: 

§  234.13      Application   fee. 

(a)  Amount  of  fee.  The  mortgagee 
shall  pay  an  application  fee  in  the 
amount  of  $20  to  cover  the  cost  of  proc- 
essing. This  fee  shall  be  paid  in  accord- 
ance with  the  requirements  of  S  203- 
12(b). 

(b)  Credit  for  fee  previously  charged. 
Credit  for  an  application  fee  previously 
charged  will  be  allowed  a  mortgagee 
under  such  conditions  as  the  Commis- 
sioner may  determine. 

(c)  No  fee  required.  No  fee  shall  be 
required  where: 

(1)  The  application  is  not  accepted 
for  proces^ng:  or 

(2)  The  application  is  made  on  be- 
half of  a  veteran  for  the  insurance  of 
a  mortgage  to  refinance  an  existing  in- 
sured mortgage  which  is  in  default  by 
reason  of  his  military  service,  if  the 
Commissioner  fiilds  that  the  charging 
of  such  fee  would  be  inequitable  under 
the  circumstances  of  the  transaction. 
For  the  purposes  of  this  subpart  the 
word  "veteran"  shall  mean  a  person  who 
has  served  in  the  active  military  or  naval 
service  of  the  United  States  at  any  time 
on  or  after  September  16, 1940,  and  prior 
to  July  26,  1947.  or  on  or  after  June  27. 
1950.  and  prior  to  February  1.  1955. 


RULES  AND   REGULATIONS 

(Sec  211.  52  Stat.  23:  12  USC.  1715b.  In- 
terprets or  appuA  sec.  234.  75  Stat.  100; 
12UJ3C    1715y) 

Issued   at  Washington,  DC.  Decem- 
ber 29.  1961 

Neal  J  Hardy. 
Federal  Housing  Commissioner. 

4.      1962. 


I  F  H       D.  K^- 


62-146.      Piled.     Jun 
8  51    i\m  i 


Title  29— LABOR 

Subtitle  A — Office  of  the  Secretary  of 
Labor 

I  H.iz;irdous  OccupatKins  Order  No   16 1 

PART  4 — CHILD  LABOR  REGULA- 
TIONS, ORDERS  AND  STATEMENTS 
OF   INTERPRETATION 

Subpart  E — Occupations  Particularly 
Hazarcious  for  the  Employment  of 
Minors  Between  16  and  18  Years 
of  Age  or  Detrimental  to  Their 
Health   or  Well-Being 

Roofing  Operations 

On  October  31.  1961.  notice  wa.s  pub- 
lished in  the  Federal  Register  (26  FR 
10180'  that  the  Secretary  of  Labor  pro- 
posed to  find  and  by  order  to  declare  all 
occupations  in  roofing  operations  to  be 
particularly  hazardous  for  the  employ- 
ment of  minors  between  16  and  18  years 
of  age  and  thus  to  constitute  "oppres- 
sive child  labor"  within  the  meaning  of 
the  Fair  Labor  Standard.s  Act  of  1938 
<sec  3tl>.  52  Stat.  1060.  as  amended:  29 
use.  203(1)). 

Interested  persons  were  given  an  op- 
portunity to  submit  orally  and  in  writing 
data,  views  and  arguments  concerning 
the  prot>osal.  •  All  relevant  matter  has 
been  considered,  and  pursuant  to  section 
3(1)  of  the  Fair  Labor  Standards  Act  of 
1938  <52  Stat.  1060  as  amended;  29  USC. 
203(11)  Part  4  of  Title  29.  Code  of  Fed- 
eral Regulations  is  hereby  amended,  ef- 
fective February  5.  1962.  by  adding  an 
additional  section  thereto  reading  as 
follows: 

§  t.f>7      OrcupatiunH    in    KiMtling    Op<M-u- 
lion.-*    (Order    16). 

I  a »  Finding  and  declaration  of  fact. 
All  occupations  in  roofing  operations  are 
particularly  hazardous  for  the  employ- 
ment of  minors  between  16  and  18  years 
of  age  or  detrimental  to  their  health. 

(b)  Definition  of  "roofing  operations". 
The  term  "roofing  operations"  shall 
mean  all  work  iperformed  in  connection 
with  the  application  of  weatherprooflng 
materials  and  substances  (such  as  tar 
or  pitch,  asphalt  prepared  paper,  title, 
slate,  metal,  translucent  materials,  and 
shingles  of  asbestos,  asphalt  or  wood )  to 
roofs  of  buildings  or  other  structures. 
The  term  shall  also  include  all  work  per- 
formed in  connection  with :  ( 1 )  The  in- 
stallation of  roofs,  including  related 
metal  work  such  as  flashing  and  (2)  al- 
terations, additions,  maintenance,  and 
repair,  including  painting  and  coating,  of 
existing  roofs.  The  term  shall  not  in- 
clude gutter  and  downspout  work;  the 
construction  of  the  sheathing  or  base  of 


roofs;  or  the  installation  of  television 
antennas,  air  conditioners,  exhaust  and 
ventilating  equipment,  or  similar  ap- 
pliances attached  to  roofs. 

(c)  Exemptions  —  (1)  Apprentices 
This  section  shall  not  apply  to  the  em- 
ployment of  an  apprentice  in  the  occupa- 
tions declared  pa'ticularly  hazardous  in 
paragraph  <a)  of  this  section:  Provided, 
however.  That  '\>  the  apprentice  is  em- 
ployed m  a  craft  recognized  as  an  ap- 
prenticeable  trade;  <ii)  the  work  of  the 
apprentice  in  the  occupations  declared 
particularly  hazardous  in  paragraph  la' 
of  this  section  is  incidental  to  the  ap- 
prentice trainin,? :  such  work  is  inter- 
mittent and  for  short  periods  of  time 
and  such  work  is  under  the  direct  and 
close  supervision  of  a  journeyman  a-s  a 
necessary  part  of  such  apprentice  train- 
inw;  and  uii)  the  apprentice  is  registered 
by  the  Bureau  of  Apprenticeship  and 
Training  of  the  United  States  Depart- 
ment of  Labor  tui  employed  in  accordance 
with  the  standards  established  by  that 
Bureau,  or  is  registered  by  a  State  agency 
as  employed  in  accordance  with  the 
standards  of  the  State  apprenticeship 
agency  recognized  by  the  Bureau  of  Ap- 
prenticeship and  Training,  or  is  employed 
under  a  written  apprenticeship  agree- 
ment under  conditions  which  are  found 
by  the  Secretary  of  Labor  to  conform 
substantially  with  such  Federal  or  State 
standards. 

i2)  Student-learners.  This  section 
shall  not  apply  to  the  employment  of 
a  student-learner  in  the  occupations  de- 
clared particularly  hazardous  in  para- 
graph <a)  of  this  section:  Provided,  how- 
ever. That  such  a  student-learner  is 
enrolled  in  a  course  of  study  and  training 
in  a  cooperative  vocational  training 
program  under  a  recognized  State  or 
local  educational  authority  or  in  a 
course  of  study  in  a  substantially  similar 
program  conducted  by  a  private  school; 
Provided  further.  That  such  student- 
learner  be  employed  under  a  written 
agreement  which  shall  provide:  (i)  That 
the  work  of  the  student-learner  in  the 
occupations  declared  particularly  haz- 
ardous in  paragraph  (a)  of  this  section 
shall  be  incidental  to  his  training,  that 
such  work  shall  be  intermittent  and  for 
short  periods  of  time,  and  that  such 
work  shall  be  under  the  direct  and  close 
supervision  of  a  qualified  and  experienced 
person;  <ii)  that  safety  instruction  shall 
be  given  by  the  school  and  correlated 
by  the  employer  with  on-the-job  train- 
ing; and  <iii)  that  a  schedule  of  organ- 
ized and  progressive  work  processes  to 
be  performed  on  the  job  shall  have  been 
prepared.  Such  a  written  agreement 
shall  contain  the  name  of  the  student- 
learner,  and  shall  be  signed  by  the  em- 
ployer and  the  school  coordinator  or 
principal.  Copies  of  the  agreement  shall 
be  kept  on  file  by  both  the  school  and 
the  employer.  This  exemption  for  the 
emplojrment  of  student-learners  may  be 
revoked  in  any  individual  situation 
wherein  it  is  found  that  reasonable  pre- 
cautions have  not  been  observed  for  the 
safety  of  minors  employed  thereunder. 

(d)  Higher  standards.  This  section 
shall  not  justify  noncompliance  with 
any  Federal  or  State  law  or  municipal 


Friday,  January  5,  1962 

ordinance  establishing  higher  standards 
than  those  established  in  this  section. 

(Sec.  3(1).  52  Stat.   1060.   as   amended;    20 
use.   203(1).      Interpret   or   apply  sec.   18, 

62  Stat.  1069.  29  U.S  C.  218) 

Signed  at  Washington,  D.C.,  this  27th 
day  of  December  1961.  | 

W.  WiLLARD  WiRTZ. 

Acting  Secretary  of  Labor. 

|FK      Doc.     62-136:     Filed.     Jan.     4,     1962; 
8.50  a.m.)  i 


Title  43— PUBLIC  LANDS: 
INTERIOR   ' 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

APPENDIX — PUBLIC   LAND  ORDERS 
(Public  Land  Order  2575) 

IDAHO  AND  UTAH 

Withdrawing  Lands  for  Use  of  the 
Forest  Service  as  Recreation  Areas, 
and  Administrative  Sites  and  for 
Roadside  Zone  Addition 

By  virtue  of  the  authority  vested  in 
the  President,  and  pursuant  to  Exective 
Order  No.  10355  of  May  26,  1952,  it  is 
ordered  as  follows: 

1.  Subject  to  valid  existing  rights,  the 
following-described  pubUc  lands  in  the 
Payette  National  Forest,  Idaho,  and  the 
Fishlake  National  Forest,  Utah,  are 
hereby  withdrawn  from  prospecting, 
location,  entry  and  purchase  imder  the 
mining  laws  of  the  United  States,  and 
reserved  as  follows: 

a.  For  use  of  the  Forest  Service,  De- 
partment of  Agriculture,  as  administra- 
tive sites  and  recreation  areas,  as  in- 
dicated: 

I  Idaho  0117361 

BoisK  MxxmiAN 

PATrrrx  national  roRCST 

Canyon  Recreation  Area 

Beginning  at  the  Intersection  of  the  south 
line  of  section  20  and  the  west  bank  of  the 
South  Fork  Salmon  River  at  low  water, 
thence  north  40  chains,  more  or  less,  to  the 
north  line  of  Lot  6,  thence  east  approximately 
6  chains  to  the  west  bank  of  South  Fork 
Salmon  River  at  low  water  line,  thence 
southerly  along  west  bank  of  said  river  at 
low  water  line  to  point  of  beginning  and 
located  wholly  within  the  following  described 
Eubdivlslons; 

T  20N..R.7  E. 

Sec.  20.  lots  6  and  7. 

Hamilton  Bar  Recreation  Area 

T  20  N.,  R.  6  E.,  I 

Sec.  36,  lots  3  and  4. 

Indian  Recreation  Area 

T.  19  N..  R.  6  E., 

Sec.  3,  WV^  of  lot  4,  SE1/4  of  lot  4,  E>48W^ 
NWVi.  W^8EV4NW>4.  NWi4NB%SW%. 
and  NEV«NWV4SW>4. 

Mann  Creek  Administrative  Site 

T.  13  N.,  R.  6  W.. 

Sec.4.  N^NW^NS^NW^.      | 
T.  14  N..  R.  6  W.. 

Sec.  33.  S>4SEi4NEV4SW^,  NE%SB^ 
8WV4,  E'4SEy4SE>/4SWV4,  Wi4NW% 
8 W  ',4  SE  Vi ,  and  S W  •  4  S W '/«  SE  i4 . 

No.  3 6 
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Paddy  Flat  Administrative  Site 

T.  17  N.,  R.  4  E.. 
Bee.  27,  SE^. 

Camp  Creek  Seed  Production  Area 

T   la  N    R  fi  E 

Sec.    '15.     SE»^SE^^SW^4SEl/4,      S'/JNE^^ 

SE  V4  SE  V4 ,  and  8  Vi  SE  14  SE  1/4 ; 
Sec.  22.  N»4N«/2NEy4NE»/4 . 

Circle  C  Seed  Production  Area 

T.  20N..R.  2E., 

Sec.  19.  S^SVi  of  lot  2,  lot  3. 

Long  Tom  Creek  Recreation  Area 

Beginning  at  the  section  corner  common 
to  Sees.  S  and  6  on  the  surveyed  north  line 
of  T.  24  N.,  R.  5  E.;  thence  west  along  the 
north  line  of  said  Sec.  6,  660  feet;  thence 
north  to  the  south  bank  of  the  Salmon 
River;  thence  easterly  along  the  south  bank 
of  the  Salmon  River  approximately  850  feet; 
thence  south  to  the  north  line  of  Sec.  5,  T. 
24  N.,  R.  5  E.;  thence  west  along  the  north 
line  of  Sec.  5,  T.  24  N..  R.  5  E.;  165  feet  to 
the  point  of  beginning  and  located  wholly 
within  the  following  subdivisions  of  un- 
Burveyed  land  which  will  be  when  surveyed: 

T.  25  N.,  R.  5  E.. 
Sec.31.SEi48EV4; 
Sec.  32.  SWJ4SW',4. 
The  areas  described  aggregate  483.14  acres. 

b.  For  use  of  the  Forest  Service,  De- 
partment of  Agriculture,  as  an  addition 
to  the  Salina-Emery  Highway  Roadside 
zone  reserved  by  Public  Land  Order  No. 
2354of  April  27, 1961: 

[Utah  010063] 

Salt  Lake  Mtridian 

nshlake  national  forest 

T.  24S..R.4E. 

A  Strip  of  land  200  feet  on  each  side  of  the 
center  line  of  Utah  Highway  No.  10  through 
the  following  legal  subdivisions: 

Sec.  a,  H.EJS.  180,  lots  2  to  5,  Incl. 

Containing  162.47  acres. 

John  A.  Carver,  Jr., 
Assistant  Secretary  of  the  Interior. 

Dbcember  28, 1961. 

(FJR.    Doc.    82-120;     FUed.    Jan.     4.     1962; 
8:50  a.m.] 


[PubUc  Land  Order  2576] 
(Wyoming  059852) 

WYOMING 

Withdrowol  for  Forest  Service 
Recreation  Area 

By  virtue  of  the  authority  vested  in 
the  President  and  pursuant  to  Executive 
Order  No.  10355  of  May  26,  1952,  it  is 
ordered  as  follows: 

Subject  to  valid  existing  rights  the 
following-described  lands  in  the  Targhee 
National  Forest  are  hereby  withdrawn 
from  prospecting,  location,  entry,  and 
purchase  under  the  mining  laws  of  the 
United  States  for  use  of  the  Forest 
Service  as  the  West  Table  Creek  Recrea- 
tion Area: 

SiXTB  Principal  I^Ieridian 

T.  88  N.,  XL  117  W.   (unsurreyed).  Sec.  36, 

SWi4. 
Containing  100  acres. 

John  A.  Caiver,  Jr.. 
Assistant  Secretary  of  the  Interior. 

DicniBBR  28. 1961. 

IFJl.    Doc.    03-131:     Filed,    Jan.    4,     1962; 
8:60  ajn.] 
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[PubUc  Land  Order  2577] 
[Utah  058228] 

UTAH 

Withdrawing  Lands  for  Use  of  De- 
partment of  the  Air  Force 

By  virtue  of  the  authority  vested  in 
the  President  and  pursuEuit  to  Executive 
Order  No.  10355  of  May  26,  1952,  it  is 
ordered  as  follows: 

Subject  to  valid  existing  rights,  the 
following-described  public  lands  are 
hereby  withdrawn  from  all  forms  of  ap- 
propriation under  the  public-land  laws, 
including  the  mining  but  not  the  min- 
eral-leasing laws  nor  disposals  of  ma- 
terials under  the  act  of  July  31,  1947 
(61  Stat.  681;  30  U5.C.  601-604),  as 
amended,  and  reserved  for  use  of  the 
Department  of  the  Air  Force  for  mili- 
tary purposes: 

Salt  Lake  Meridian 

T.  11  N..  R.  5  W.. 
Sec.4.  SE14SE14. 
Containing  40  acres. 

John  A.  Carver,  Jr., 
Assistant  Secretary  of  the  Interior. 

December  28, 1961. 

[FR.     Doc.   .62-122;     Piled,     Jan.    4.     1962; 
8:50  a.m.] 


[PubUc  Land  Order  2578] 
[Wyoming  075755] 

WYOMING 

Withdrawing  Lands  for  Use  of  Bureau 
of  Land  Management  as  Adminis- 
trative Site 

By  virtue  of  the  authority  vested  in 
the  President,  and  pursuant  to  Execu- 
tive Order  No.  10355  of  May  26,  1952,  it 
is  ordered  as  follows : 

Subject  to  valid  existing  rights,  the 
following-described  public  lands  in 
Wyoming  are  hereby  withdrawn  from  all 
forms  of  appropriation  under  the  pub- 
lic land  laws,  including  the  mining  laws, 
and  reserved  for  use  of  the  Bureau  of 
Land  Management,  Department  of  the 
Interior,  as  an  administrative  site: 

Sixth  Principal  Meridian 

T.  21  N..  R.  87  W.. 

Sec.B,  lot  161. 
Containing  5.81  acres. 

John  A.  Carver,  Jr., 
Assistant  Secretary  of  the  Interior. 

December  28, 1961. 

[FR.     Doc.    62-123;     FUed,    Jan.     4,     19S2; 
8:50  a.in.] 


Title  47— TELECOMMUNICATION 

Chapter  I — Federal    Communications 
Commission 

PART  10— PUBLIC  SAFETY  RADIO 
SERVICES 

Definition  of  Tormt 

In  the  matter  of  amendment  of  Part 
10  of  the  Commission's  rules  to  effect 
certain  editorial  changes  concerning  the 
definition  of  terms  therein. 
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The  Commission  having  under  con- 
sideration the  need  of  amending  the  list 
of  definitions  of  terms  in  use  in  Part  10 
of  its  rules :  and 

It  appearing  that,  by  Its  second  memo- 
randum opinion  and  order  in  E>ocket 
13928.  released  October  25.  1961  (FCC 
81-1235) .  the  Commission  amended  Part 
2.  inter  alia,  to  make  the  definitions  of 
terms  therein  conform  to  those  adopted 
in  Geneva  Radio  Regulation  ( 1959) .  and 
that  Part  10  shovild  be  amended  to  con- 
form to  Part  2  in  that  respect,  and  to 
make  certain  other  adjustments  of  an 
editorial  nature;  and 

It  further  appearing  that,  the  amend- 
ments ordered  herein  are  editorial  in 
natiire.  hence  the  notice,  procedural  and 
effective  date  provisions  of  section  4  of 
the  Administrative  Procedures  Act  are 
not  applicable;  and 

It  further  appearing  that,  the  amend- 
ments adopted  herein  are  issued  pur- 
suant to  authority  contained  in  sections 
4(1)  and  303  of  the  Communications  Act 
of  1934,  as  amended,  and  section  0.341  •  a  > 
of  the  Commission's  Statement  of  Or- 
ganization, Delegations  of  Authority  and 
Other  Information ; 

It  is  ordered.  This  29th  day  of  Decem- 
ber 1961,  that  effective  January  8.  1362. 
i  10.2.  Part  10,  ft  amended  as  set  forth 
below. 

(Sec  4.  48  Stat.  10«6,  as  amended:  47  U  S  C 
154.  Interprets  or  applies  sec  303.  48  Stnt 
1082.  as  amended;  47UJS.C.  303) 

Released:  December  29.  1961 

Federal  Communications 
Commission, 
I  SEAL  I         Ben  p.  Waple. 

Acting  Secretary. 

In  i  10.2  (a),  (b),  and  (c),  the  defi- 
nitions for  Public  Safety  Radio  Services. 
Base  Station,  Land  Station,  and  Harm- 
ful Interference  are  amended  and  new 
definitions  for  Land  Mobile  Service. 
Radiolocation.  Radiolocation  Mobile  Sta- 
tion and  Safety  Service  are  added  in  al- 
phabetical order  as  follows: 

§  10.2      Dcfinilionfl. 


ia>  •   •   • 

Land  mcbile  service.  A  mobile  service 
between  base  stations  and  land  mobile 
stations,  or  between  land  mobile  stations. 


Public  safety  radio  services.  Any  serv- 
ice of  radiocommunication  essential 
either  to  the  discharge  of  non-Federal 
government  functions  or  the  alleviation 
of  an  emergency  endangering  life  or 
property,  the  radio  transmitting  facilities 
of  which  are  defined  as  fixed,  land,  mo- 
bile, or  radiolocation  stations. 

Radiolocation.  Radlodetermination 
used  for  purposes  other  than  those  of 
radionavlgatlon.  (For  the  purposes  of 
this  part,  radiolocation  will  Include  speed 
measuring  devices.) 

Safety  Service.  A  radiocommimica- 
tlon  serviee  used  permanently  or  tempo- 
rarily for  the  safeguarding  of  human  life 
and  property. 
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(b)  •   •   • 

Base  station.  A  land  station  in  the 
land  mobile  service  carrying  on  a  service 
with  land  mobile  stations. 

*  •  •  •  • 

Land  station.  A  station  i.  -he  mobile 
service  not  intended  to  be  u.sed  while  in 
motion 

•  •  •  •  • 

Radiolocation  mobile  station.  A  sta- 
tion in  the  radiolocation  service  intended 
to  be  used  while  in  motion  or  during 
halt.s  at  unspecified  points 


Harmful  interference  Any  emission, 
radiation  or  induction  which  endangers 
the  functioning  of  a  radionavlgatlon 
service  or  of  other  safety  services  or 
seriously  degrades,  obstructs  or  re- 
peatedly interrupts  a  radiocommunica- 
tion service  operating  in  accordance  with 
this  chapter. 

|FR       DTK       62-93;      Filed,      J.iii       4        19«2. 
8  46   a  m  I 


Title  50— WILDLIFE  AND 
FISHERIES 

Chapter  I — Bureau  of  Sport  Fisheries 
and  Wildlife,  Fish  and  Wildlife 
Service,  Department  of  the  Interior 

SUBCHAPTER  »^HUNTING  AND  POSSESSION  OF 
WILDLIFE 

PART  12— AREAS  CLOSED  TO 
HUNTING 

Certain  Lands  and  Waters  Within  and 
Adjacent  to  Back  Bay  National 
Wildlife   Refuge,   Virginia 

On  page  4285  of  the  Federal  Register 
of  October  19.  1939.  there  was  published 
Presidential  Proclamation  No.  2370. 
dated  October  16.  1939,  designating  as 
a  closed  area  certain  lands  and  waters 
adjacent  to  the  Back  Bay  Migratory 
Waterfowl  Refuge.  The  name  of  the 
refuge  was  changed  to  the  Back  Bay 
National  Wildlife  Refuge  by  Presidential 
Proclamation  No.  2416.  dated  July  25, 
1940.  and  published  in  the  Federal 
Register  on  July  30.  1940. 

Since  the  closed  area  was  established 
by  Proclamation  No.  2370.  erosion  has 
so  changed  the  shorehnes  or  island  ex- 
tremities in  a  number  of  cases  that  it 
has  been  necessary  to  resurvey  and  re- 
establish the  proclamation  boundary 
either  with  permanent  monumentation 
or  references  thereto. 

Pursuant  to  the  Act  of  July  3.  1918 
(40  Stat.  755.  as  amended;  16  U.S.C.  704) 
and  the  1939  Reorganization  Plan  No.  U 
(53  Stat.  1433),  certain  areas  of  land 
and  water  not  now  owned  by  the  United 
States  and  adjacent  to  lands  of  the  Back 
Bay  National  Wildlife  Refuge  in  Princess 
Anne  Coimty,  Virginia,  and  lying  within 
the  boimdary  as  set  forth  below  are 
hereby  tieslgnating  as  closed  to  the  hunt- 
ing of  migratory  birds. 


The  effect  of  this  designation  is  merely 
to  make  a  few  minor  changes  in  the 
boundary  of  the  previously  established 
closed  area  and  for  this  reason  it  has 
been  deemed  unnecessary  to  publish  it 
as  proposed  rule  making  (5  U.S.C.  1003) . 

This  designation  shall  become  effective 
at  the  beginning  of  the  30th  calendar 
day  following  the  date  of  this  publica- 
tion in  the  Federal  Register.  - 

The  text  qf  the  designation  is  as  fol- 
io w.s 

Having  due  regard  to  the  zones  of 
temperature  and  to  the  distribution, 
abundance,  economic  value,  breeding 
habits,  and  times  and  lines  of  migratory 
flight  of  migratory  birds  included  in 
the  terms  of  the  Convention  between 
the  United  States  and  Great  Britain  for 
the  protection  of  migratory  birds,  con- 
cluded August  16.  1916.  and  the  Con- 
vention between  the  United  States  and 
the  United  Mexican  States  for  the  pro- 
tection of  migratory  birds  and  game 
mammals,  concluded  February  7,  1936,  I 
hereby  designate  as  a  closed  area  in  or 
on  which  pursuing,  hunting,  taking,  cap- 
turing, or  killing  of  migratory  birds,  or 
attempting  to  take,  capture,  or  kill 
migratory  birds  is  not  permitted,  an  area 
of  land  and  water  in  Princess  Anne 
County.  Virginia,  comprising  certain 
lands  and  waters  adjacent  to  the  Back 
Bay  National  Wildlife  Refuge,  and  em- 
braced within  the  following  boundary: 

Commencing  at  U  S.  Coast  and  Geodetic 
Survey  trlangulatlon  station  CLUB:  Oeo- 
Kraphlc  Position  36'41  35  53  '  north  latitude 
and  75'55  2819"  west  longitude;  thence  3 
10'43'  W,  1.958  3  feet  to  Corner  1,  an  Iron 
pipe,  the  place  of  beginning,  which  Is  also 
Corner  6.  of  United  States  tract  (39),  In 
the  eastern  part  of  Deep  Creek,  at  Shlpps 
Bay;  thence  EAST,  acrosa  marsh  and  sand 
dunes,  a  distance  of  approximately  1,550  feet 
to  Corner  2.  In  the  line  of  mean  low  water  of 
the  Atlantic  Ocean;  thence  southerly  along 
said  line  of  mean  low  water,  approxi- 
mately 22,416  feet  to  Corner  3,  In  said  line 
of  mean  low  water;  thence  S.  87*59'  W  . 
across  sand  dunes,  flats  and  marsh,  at  ap- 
proximately 6.180  feet  pass  a  standard  con- 
crete post,  and  continuing  69.8  feet  further 
a  total  distance  of  approximately  6,250.0  feet 
to  Corner  4.  an  Iron  pipe,  approximately  in 
the  line  of  mean  low  water  on  east  side  of 
Sand  Bay;  thence  with  10  lines  In  Sand  Bay, 
S  89 '57'  W  .  2.979  6  feet  to  Corner  5,  an  Iron 
pipe;  S  14'27'  W  .  952  3  feet  to  Corner  6,  an 
Iron  pipe;  S  7M3'  E  ,  288  0  feet  to  Corner  7 
an  Iron  pipe;  S  23 '49'  E,  1,005  4  feet  to 
Corner  8.  an  Iron  pipe;  S  39''31'  E..  1.171  3 
feet  to  Corner  9.  an  Iron  pipe;  S.  8°04'  E  . 
1.146  9  feet  to  Corner  10,  an  Iron  pipe;  S 
25 "44"  W..  1,044  6  feet  to  Corner  11.  an  Iron 
pipe;  S.  20° 03'  W  .  1,363  4  feet  to  Corner  12. 
an  Iron  pipe;  S.  31-44'  W.,  986  9  feet  to  Corner 
13,  an  Iron  pipe;  N  89  08'  W  ,  approximately 
1,500  feet  to  Corner  14,  a  wood  post,  approxi- 
mately In  the  line  of  mean  low  water  of 
Cedar  Island  Gap,  opposite  the  most  south- 
ern point  of  Ragged  Island;  thence  E.  70°56 
W  .  In  Cedar  Island  Gap,  241  3  feet  to  Corner 
15,  a  wood  post,  approximately  In  the  line  of 
mean  low  water  and  16  feet  southwcBterly 
from  a  point  of  marsh  on  Ragged  Island: 
thence  N.  51*14'  W.,  In  Back  Bay.  12,026  1 
feet  to  Comer  16.  an  Iron  pipe,  approximately 
40  feet  southwesterly  from  Rock  Point,  the 
southwestern  point  of  Haul  Over  Island; 
thence  W.  9*36'  E..  between  Back  Bay  and 
Red  Head  Bay,  906.7  feet  to  Corner  17,  an  Iron 
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pipe,  approximately  In  the  line  ol  mean  low 
water  at  North  Point,  the  most  northwesterly 
point  of  Haul  Over  Island;  thence  N.  56*56' 
E  ,  in  Red  Head  Bay,  6,189.9  feet  to  Comer 
18.  an  Iron  pipe,  approximately  In  the  line 
of  mean  low  water  at  Heaven  Point;  thence 
N.  21°04'  W.  continuing  In  Red  Head  Bay, 
2.9323  feet  to  Corner  19,  an  iron  pipe.  In 
wat*r  and  approximately  25  feet  from  edge  of 
marsh;  thence  N  9°26'  W..  2,657.1  feet  to 
Corner  20,  an  Iron  pipe.  In  the  eastern  part 
of  Great  Narrows;  thence  S.  87°86'  W.,  cross- 
ing Great  Narrows.  1.260.0  feet  to  Ctorner  31, 
an  Iron  pipe,  approximately  In  the  line  of 
mean  low  water  on  west  side  of  Great  Nar- 
rows; thence  S.  10°49'  W.,  1.605.9  feet  to 
Corner  22,  an  Iron  pipe,  approximately  in  the 
line  of  mean  low  water  and  13  feet  from  edge 
of  marsh  at  South  Point  and  also  at  the  con- 
fluence of  the  southwest  part  of  Great  Nar- 
rows with  Red  Head  Bay;  thence  S.  83O06'  W., 
within  Red  Head  Bay.  2.340.7  feet  to  Comer 
23.  an  Iron  pipe,  in  Red  Head  Bay.  approxi- 
mately 60.5  feet  southerly  from  Long  Point; 
thence  N.  23°40'  W.,  continuing  In  Red  Head 
Bay,  2.761.0  feet  to  Corner  34.  an  Iron  pipe, 
approximately  In  the  line  of  mean  low  water 
at  the  southeast  corner  of  Head  Bay  Cove; 
thence  N.  63<>69'  W.,  between  Red  Head  Bay 
and  Head  Bay  Cove.  696.5  feet  to  Ccwner  25, 
which  Is  also  Corner  4  of  United  States  tract 
( 39a  I ,  approximately  In  the  line  of  mean  low 
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water  at  West  Head  Bay  Point,  now  monu- 
mented  with  a  ■  standard  concrete  post; 
thence  N.  80*36'  W.,  across  marsh,  2,853.8 
feet  to  comer  26,  in  the  line  between  marsh 
and  high  land,  now  monumented  with  a 
standard  concrete  post;  thence  along  the  line 
between  marsh  and  high  land,  N.  23°  17'  £., 

736.6  feet  to  Comer  27,  an  iron  pipe;  N.  16°29' 
W.,  786.4  feet  to  Corner  28,  a  standard  con- 
crete post;  thence  N.  1*57'  W.,  155.1  feet  to 
Corner  29,  an  iron  pipe;  thence  N.  12*58'  E., 

458.7  feet  to  Comer  30,  an  iron  pipe,  at  edge 
of  mwroTi  and  high  land;  thence  along  line 
between  marsh  and  high  land,  N.  2°04'  W., 
135.3  feet  to  a  point;  N.  26°44'  W.,  163.0  feet 
to  a  point;  N.  7'»38'  E.,  701.6  feet  to  a  point; 
N.  25*14'  W.,  37.0  feet  to  Corner  31.  a  stand- 
ard concrete  post;  thence  across  marsh.  S. 
73*22'  E.,  24i77.0  feet  to  Corner  32,  an  iron 
pipe;  thence  S.  74*04'  E.,  1,057.3  feet  to  Corner 
33,  an  iron  pipe;  thence  N.  8°00'  E.,  940.6  feet 
to  Comer  34.  a  standard  concrete  post;  thence 
N.  18*36'  W..  308.9  feet  to  Corner  36,  an  iron 
pipe,  approximately  in  line  of  mean  low  water 
on  the  southeast  side  of  Sylvester's  Cove; 
thence  N.  57*05'  E.,  a  distance  of  278.7  feet 
to  Comer  86,  a  wood  post,  approximately  in 
line  of  mean  low  water  opposite  small  point 
of  marsh  and  south  of  Sylvester's  Island; 
thence  N.  66*29'  E.,  in  the  waters  of  Sylves- 
ter's Cove  and  Shlpps  Bay,  1,139.0  feet  to 
Comer  37,  an  iron  pipe,  approximately  in  the 
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line  of  mean  low  water,  10  feet  westerly  from 
point  of  marsh  on  the  north  side  of  Kemps 
Creek;  .thence  N.  49*15'  E.,  a  distance  of 
2,197.2  feet  to  Comer  38,  an  iron  pipe,  ap- 
proximately in  the  line  of  mean  low  water, 
six  feet  northeast  from  small  point  of  marsh; 
thence  N.  64*37'  E.,  in  Shlpps  Bay.  1,593.6 
feet  to  Corner  39,  an  iron  pipe,  in  water,  40 
feet  northwest  from  small  point  of  marsh  and 
about  350  feet  southeast  from  Auger  Island; 
thence  N.  33*58'  E.,  in  Shlpps  Bay,  1,632.8 
feet  to  Corner  40,  a  wood  post,  approximately 
In  line  of  mean  low  water  and  eight  feet 
northerly  from  Walkers  Island  Point;  thence 
N.  66°  13'  E.,  continuing  in  Shlpps  Bay,  6,794.9 
feet  to  Comer  41,  an  iron  pipe,  approximately 
in  the  line  of  mean  low  water  and  18  feet 
north  from  the  most  northerly  point  of  Long 
Island,  from  which  a  standard  concrete  post 
marked.  "21  WC  CORNER  1  TRACT  39P 
1937",  used  for  a  reference  mark,  bears  8. 
43° 48'  E.,  27.7  feet;  thence  from  said  Comer 
41,  N.  89*40'  E.,  crossing  Deep  Creek,  1,480.6 
feet  to  the  place  of  beginning. 

Stewart  L.  Udall, 
Secretary  of  the  Interior. 

December  29,  1961. 

[F.R.     Doc.    62-115;     Filed,    Jan.     4,     1962; 
8:49  a.m.] 
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Proposed  Rule  Making 


DEPARTMENT  OF  THE  TREASURY 

InUrnal   Revsnu*  S«rvk« 

[  26  CFR   Part   1  1 

INCOME  TAX;  TAXABLE  YEARS  BE- 
GINNING AFTER  DECEMBER  31, 
1953 

Filing  of  Certain  Information;  Notice 
of  Proposed  Rule  Making 

Notice  Is  hereby  given,  pursuant  to  the 
Administrative  Procedure  Act.  approved 
June  11.  1946.  that  the  regulations  set 
forth  In  tentative  form  below  are  pro- 
[>osed  to  be  prescribed  by  the  Commis- 
sioner of  Internal  Revenue,  with  the  ap- 
proval of  the  Secretary  of  the  Treasury 
or  his  delegate.  Prior  to  the  final  adop- 
tion of  such  regulations,  consideration 
will  be  given  to  any  comments  or  sugges- 
tions pertaining  thereto  which  are  sub- 
mitted in  writing,  in  duplicate  to  the 
Commissioner  of  Internal  Revenue.  At- 
tention: T:P.  Washington  25.  DC.  within 
the  period  of  30  days  from  the  date  of 
publication  of  this  notice  in  the  F'ederal 
Register.  Any  person  submitting  wTit- 
ten  comments  or  suggestions  who  desires 
an  opportunity  to  comment  orally  at  a 
public  hearing  on  these  proposed  regula- 
tions should  submit  his  request.  In  writ- 
ing, to  the  Conunissioner  within  the  30- 
day  period.  In  such  a  case,  a  public 
hearing  will  be  held,  and  notice  of  the 
time,  place,  and  date  will  be  published  in 
a  subsequent  Issue  of  the  Federal  Reg- 
ister. The  proposed  regulations  are  to  be 
Issued  under  the  authority,  contained  In 
section  7805  of  the  Internal  Revenue 
Code  of  1954. 

(68A  Stat.  917;  26  U  S  C.  7805) 

[SEAL]  Mortimer  M.  Caplin. 

Commissioner  of  Internal  Revenue. 

In  order  to  require  the  use  of  Form 
2950  to  supply  certain  information  re- 
quired under  3  1.404 (a) -2  of  the  In- 
come Tax  Regulations  (26  CFR  Part  1 ) , 
to  require  that  such  information  be  filed 
with  the  income  tax  return,  and  to  make 
certain  other  administrative  changes, 
paragraphs  (a)  (7),  (8).  and  (9),  (b). 
(c).  (d),  and  (e)  of  such  section  are 
hereby  amended  to  read  as  follows: 

§  1.404  (a)-2  Information  to  be  fur- 
nished by  employer  claiming  deduc- 
tions. 

(a)    •   •  • 

(7)  If  a  pension  or  annuity  plan,  a 
detailed  description  of  all  the  methods, 
factors,  and  assumptions  used  In  de- 
termining costs  and  in  adjusting  the 
costs  for  actual  experience  under  the 
plan  (including  any  loadings,  contin- 
gency reserves,  or  special  factors  and  the 
basis  of  any  Insured  costs  or  liabilities 
Involved  therein)  explaining  their  source 
and  application  in  sxifflclent  detail  to 
permit  ready  analysis  and  verification 
thereof,  and,  in  the  case  of  a  trust,  a 
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detailed  description  of  the  baM.s  used  in 
valuing  the  investments  held. 

(8)  In  the  case  of  a  pension  or  an- 
nuity plan,  a  summary  of  the  costs  or 
liabilities  and  adju.stments  for  the  year 
under  the  plan  ba^ed  on  the  appHcation 
of  the  methods,  factor.s.  and  a.ssumptlons 
used  under  the  plan,  in  sufficient  detail  to 
permit  ready  verification  of  the  reason- 
ablene.s.s  thereof. 

(9)  A  statement  of  the  contribulion5 
paid  under  the  plan  for  the  taxable  year 
.showing  the  date  and  amount  of  each 
pajTnent.  Also,  a  statement  of  the  ap- 
plicable limitations  under  section  404 
<a)  <  1 1 .  (2i .  (3' .  or  t7>  and  an  explana- 
tion of  the  method  of  determining:  such 
limitations,  a  summary  of  the  data,  and 
a  statement  of  computations  neces.sary 
to  determine  the  allowable  deductions 
for  the  taxable  year. 

(bi  For  taxable  years  sub.sequent  to 
the  year  for  which  all  of  the  applirahle 
information  under  paragraph  <a^  of  this 
section  <or  correspond ini:  provi.slons  of 
prior  reculationsi  has  been  filed,  infor- 
mation is  to  be  filed  only  to  the  foUowinj: 
extent: 

<  1  >  If  there  is  any  chancre  in  the  plan, 
instruments,  method.s,  factors,  or  as- 
sumptions upon  which  the  data  and  in- 
formation specified  in  paragraph  '  a>  1 1 ' . 
(2),  or  '7>  of  this  section  are  based,  a 
detailed  statement  explaining  the  change 
and  its  effect  is  to  bo  filed  only  for  the 
taxable  year  in  which  the  chani^e  is 
put  into  effect.  However,  if  there  is  no 
such  chance,  unless  otherwise  requested 
by  the  district  director,  merely  a  state- 
ment that  there  is  no  such  chani,'e  is  to 
be  filed. 

(2>  The  information  specified  in  par- 
agraph (a>i3>  of  this  section  which 
has  been  filed  for  a  taxable  year,  unle.ss 
otherwise  requested  by  the  district  di- 
rector and  so  long  as  the  plan  and  the 
method  and  basis  of  allocations  are  not 
changed.  Is  to  be  filed  for  subsequent 
years  only  to  the  extent  of  showing  In 
the  tabulation  such  information  with  re- 
spect to  employees  who.  at  any  time 
in  the  taxable  year.  own.  directly  or 
Indirectly,  more  than  5  percent  of  the 
voting  stock,  considering  stock  so  owned 
by  an  individual's  spouse  or  minor  lineal 
descendant  as  owned  by  the  individual 
for  this  purpose. 

(3>  The  Information  specified  In  par- 
agraph (a)  (4>.  '5'.  <6>,  f8>,  and  <9> 
of  this  section. 

In  the  case  of  corporate  employers,  the 
information  required  to  be  submitted  by 
this  paragraph  shall,  except  as  otherwise 
provided  by  the  Commissioner,  be  filed 
on  Form  2950  for  taxable  years  ending 
on  or  after  December  31,  1961.  In  the 
case  of  other  employers,  the  Information 
required  to  be  submitted  by  this  para- 
graph shall,  except  as  otherwise  pro- 
vided by  the  Commissioner,  be  filed  on 
Form  2950  for  taxable  years  ending  on 
or  after  December  31,  1962. 


ic»  If  a  deduction  is  claimed  under 
section  404 1  a '  1 5 1  for  the  taxable  year, 
the  taxpayer  shall  furnish  such  infor- 
mation as  is  necessary  to  show  that  the 
deduction  is  not  allowable  under  the 
other  paragraphs  of  section  404ta> .  that 
the  amount  paid  is  an  ordinary  and 
necessary  expense  or  an  expense  for  the 
production  of  income,  and  that  the  em- 
ployees' rights  to.  or  derived  from,  such 
employer's  contribution  or  such  com- 
pensation were  nonforfeitable  at  the 
time  the  contribution  or  compensation 
was  paid.  In  the  case  of  corpwrate  em- 
ployers, the  information  required  to  be 
submitted  by  this  paragraph  shall,  ex- 
cept as  otherwise  provided  by  the  Com- 
missioner, be  filed  on  Form  2950  for 
taxable  years  ending  on  or  after  De- 
cember 31.  1961.  In  the  case  of  other 
employers,  the  Information  required  to 
be  submitted  by  this  paragraph  shall, 
except  as  otherwise  provided  by  the 
Commissioner,  be  filed  on  Form  2950  for 
taxable  years  ending  on  or  after  De- 
cember 31,  1962. 

td)  For  the  purpose  of  the  iriforma- 
tion  required  by  this  section,  contribu- 
tions paid  in  a  taxable  year  shall  in- 
clude those  deemed  to  be  so  paid  in  ac- 
cordance with  the  provisions  of  section 
404iaM6>  and  shall  exclude  those 
deemed  to  be  paid  in  the  prior  taxable 
year  in  accordance  with  such  provisions. 
As  used  in  this  section,  "taxable  year" 
refers  to  the  taxable  year  of  the  em- 
ployer and.  unless  otherwise  requested 
by  the  district  director,  a  "year"  which 
is  not  specified  as  a  "taxable  year"  may 
be  taken  as  the  taxable  year  of  the  em- 
ployer or  as  the  plan,  trust,  valuation, 
or  group  contract  year  with  respect  to 
which  deductions  are  being  claimed 
provided  the  same  rule  is  followed  con- 
sistently so  that  there  is  no  gap  or  over- 
lap in  the  Information  furnished  for 
each  item.  In  any  case  the  date  or 
period  to  which  each  item  of  information 
furnished  relates  should  be  clearly 
shown.  In  the  case  of  a  taxable  year 
ending  on  or  after  December  31,  1962, 
all  the  Information  required  by  this 
section  shall  be  filed  with  the  tax  return 
for  the  taxable  year  In  which  the  deduc- 
tion is  claimed.  In  the  case  of  a  tax- 
able year  ending  before  December  31. 
1962,  all  the  iriformation  required  by 
this  section  should  be  filed  with  the 
tax  return  for  the  taxable  year  in  which 
the  deduction  is  claimed,  except  that, 
unless  sooner  requested  by  the  district 
director,  such  information,  other  than 
that  specified  in  paragraph  (a)  (4)(ii 
and  (9)  of  this  section,  may  be  filed 
within  12  months  after  the  close  of  the 
taxable  year  provided  there  is  filed  with 
the  tax  return  a  statement  that  the  In- 
formation cannot  reasonably  be  filed 
therewith,  setting  forth  the  reasons 
therefor. 

(e)  In  any  case  all  the  information 
and  data  required  by  this  section  must 
be  filed  in  the  ofHce  of  the  district  direc- 
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tor  in  which  the  employer  files  his  tax 
returns  and  must  be  filed  independently 
of  any  information  and  data  otherwise 
submitted  In  connection  with  a  determi- 
nation of  the  qualification  of  the  trust 
or  plan  under  section  401(a).  The  dis- 
trict director  may,  in  addition,  require 
any  further  Information  that  he  con- 
siders necessary  to  determine  allowable 
deductions  imder  section  404  or  qualifi- 
cation under  section  401.  For  taxable 
years  ending  on  or  before  December  31, 
1961,  the  district  director  may  waive  the 
filing  of  such  information  required  by 
this  section  which  he  finds  unnecessary 
in  a  particular  case.  For  taxable  years 
ending  after  December  31,  1961,  the 
Commissioner  may  waive  the  filing  of 
such  information.  | 

;FR      Doc      6V!   145:     Piled.     Jan.     4,     1962: 
8  51    a.m.) 
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DEPARTMENT  OF  THE  INTERIOR 

Bureau   of  Indian  Affairs 

[  25   CFR   Part  221  1 

OPERATION  AND  MAINTENANCE 
CHARGES 

Colorado  River  Indian  Irrigation 
Project,  Arizona 

Basis  and  purpose.  Notice  Is  hereby 
t:iven  that  pursuant  to  the  authority 
vest^Kl  in  the  Secretary  of  the  Interior 
by  the  acts  of  August  1,  1914.  and  March 
7.  1928  (38  Stat.  583,  45  Stat.  210;  25  USC 
385-387  > ,  it  is  proposed  to  amend  9  221.8 
of  Title  25.  Code  of  Federal  Regulations, 
as  set  forth  below.  The  purpose  of  the 
amendment  is  to  permit  the  payment  of 
50  percent  of  the  annual  operation  and 
maintenance  assessment  on  February  1 
and  the  remaining  50  percent  on  or  be- 
fore July  1  of  each  year. 

It  is  the  policy  of  the  Department  of 
the  Interior,  whenever  practicable,  to 
afford  the  public  an  opportunity  to  par- 
ticipate In  the  rule  making  process. 
Accordingly,  interested  persons  may  sub- 
mit written  comments,  suggestions  or 
objections  with  resF>ect  to  the  proposed 
amendments  to  the  Bureau  of  Indian 
Affairs,  Washington  25,  D.C.,  within 
thirty  days  of  the  date  of  publication  of 
this  notice  in  the  Federal  Rsgisteil 

The  Introductory  paragraph  of  §  221.8 
Is  amended  to  read  as  follows: 

§221.8      Parment. 

One-half  the  basic  water  charge  fixed 
in  §  221.6  shall  become  due  and  payable 
on  February  1  of  each  year,  which  en- 
titles the  water  user  to  not  more  than 
one-half  of  the  total  basic  water  allot- 
ment prior  to  July  1,  on  which  date  the 
second  half  of  the  basic  water  charge 
shall  be  paid.  Water  delivery  will  not 
be  continued  for  any  tract  after  July  1 
of  any  year  unless  and  until  the  remain- 
ing haU  of  the  basic  water  charge  shall 
have  been  paid.  To  all  charges  aa- 
sessed  against  Indian  lands  under  lease 
which  are  not  paid  on  or  before  July  1 
of  each  year  there  shall  be  added  a 
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penalty  of  one-half  of  one  percent  per 
month  or  fraction  thereof  from  Febru- 
ary 1  until  paid.  Water  will  not  be  de- 
livered to  any  tract  of  land  in  succeeding 
years  until  full  payment  of  the  previous 
years'  operation  and  maintenance  as- 
sessments. Inclusive  of  penalties,  has 
been  made,  or  unless  arrangements  have 
been  made  under  paragraph  (a),  (b) 
or  (c)  of  this  section. 

John  A.  Carver,  Jr., 
Assistajit  Secretary  of  the  Interior. 

December  28.  1961. 

|P.R.     Doc.     62-117:     Piled,     Jan.     4,     1962; 
8:49  a.m. I 


Fish  and  Wildlife  Service 

[  50  CFR   Part  274  1 

FROZEN  FLOUNDER  AND  SOLE 
FILLETS 

United  States  Standards  for  Grades 

Notice  Is  hereby  given  that  pursuant 
to  the  authority  vested  in  the  Secretary 
of  the  Interior  by  section  6(a)  of  the 
Fish  and  WUdUfe  Act  of  August  8.  1956 
(16  US.C.  742e) ,  it  is  proposed  to  amend 
Title  50  Code  of  Federal  Regulations  by 
the  addition  of  a  new  Part  274.  The 
purpose  of  this  amendment  is  to  issue 
standards  for  grades  of  frozen  flounder 
and  sole  fillets  In  accordance  with  the 
authority  contained  in  Title  II  of  the 
Agricultural  Marketing  Act  of  August 
14.  1946.  as  amended  (7  U.S.C.  1621- 
1627) .  These  regulations,  if  made  effec- 
tive, will  be  the  first  issued  by  the  De- 
partment of  the  Interior  prescribing 
Government  standards  for  this  com- 
modity. 

It  is  the  policy  of  the  Department  of 
the  Interior  whenever  practicable,  to 
afford  the  public  an  opportunity  to 
participate  In  the  rule  making  process. 
Accordingly,  Interested  persons  may  sub- 
mit written  comments,  suggestions,  or 
objections  with  respect  to  the  proposed 
amendment  to  the  Director,  Bureau  of 
Commercial  Fisheries.  UJS.  Fish  and 
WUdllfe  Service.  Washington  25.  D.C., 
within  thirty  days  of  the  date  of 
publication  of  this  notice  in  the  Federal 
RBCisnR. 

James  K.  Carr. 
Acting  Secretary  of  the  Interior. 

December  29,  1961. 

PART  274 — UNITED  STATES  STAND- 
ARD FOR  GRADES  OF  FROZEN 
FLOUNDER  AND  SOLE  FILLETS  ' 

274.1  DMcrlption  of  the  product. 

274.2  Styles  of  frosen  flounder   and   sole 

fllleta. 

274.3  OradM  of  froeen  flounder  and  sole 

fillets. 
274.11    Determination  of  the  grade. 
274.21     Definitions. 
274 .2S    Tolerances   for   certification  of  ofll- 

clally  drawn  samples. 


» Oompliancs  wltb  the  {M-ovislons  of  this 
standanl  shall  not  wccuse  failure  to  comply 
wttlk  th*  provisions  of  the  Federal  Food, 
Drug,  and  Obsrastlo  Act. 
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§  274.1      Description  of  the  product. 

Frozen  fiounder  and  sole  fillets  con- 
sist of  clean,  wholesome  fillets  processed 
and  frozen  in  accordance  with  good  com- 
mercial practice  and  maintained  at  tem- 
peratures necessary  for  their  preserva- 
tion. The  fillets  may  be  cut  transversely 
or  longitudinally  into  subunits. 

Note:  This  standard  does  not  provide  for 
tlie  grading  of  units  of  fish  flesh  cut  from 
previously  frozen  fish  blocks,  slabs,  or  similar 
material. 

The  product  covered  by  this  standard  is 
prepared  from  the  following  species  only: 

Sole 

Dover  sole  (Microstomus  paciflcvis) 

English  sole  (Parophrys  vetulios) 

Gray  sole  (Glyptocephalus  cynoglossus) 

Petrale  sole  (Eopsetta  Jordani) 

Lemon  sole  (Pseudopleuronectes  americanus, 

over  3^2  pounds) 
Rock  sole  (Lepidopsetta  bilineata) 
Sand  sole  (Psettlchthys  melanostlctus) 

Flounder 

Blackback     (Pseudopleuronectes  americanus, 

less  than  3'/2  pounds) 
Yellowtall  flounder  (Llmanda  ferruglnea) 
Dab,  plaice  (Hippoglossoides  platessoldes ) 
Fluke  ( Parallchthj-s  dentatus) 
Starry  flounder  (Platlchthys  stellatus) 

§  274.2      Styles    of   frozen    flounder    and 
8ole   fillets. 

(a)  Style  I — Solid  pack.  Fillets  are 
frozen  together.  Individual  fillets  can 
be  separated  only  by  thawing  the  entire 
package  or  part  of  the  package,  depend- 
ing on  absence  or  presence  of  separators. 

( 1 )  Substyle  A.  Fillets  are  packed  into 
a  single  solid  block. 

(2)  S iLb style  B.  Fillets  are  subpacked 
with  separators  into  smaller  weight 
units. 

(b)  Style  II — Individually-quick-fro- 
zen pack  UQF) .  Fillets  are  individ- 
ually quick  frozen.  Individual  fillets  can 
be  separated  without  thawing. 

§  274.3      Grades  of  frozen  flounder  and 
sole  fillets. 

(a)  "U.S.  Grade  A"  is  the  quality  of 
frozen  flounder  or  sole  fillets  for  which 
the  total  score  is  not  less  than  85  points, 
when  the  fillets  are  rated  in  accordance 
with  the  scoring  system  outlined  in  the 
following  sections. 

(b)  "U.S.  Grade  B"  is  the  quality  of 
frozen  flounder  or  sole  fillets  for  which 
the  total  score  is  less  than  85  points  but 
is  not  less  than  70  points,  when  the  fillets 
are  rated  in  accordance  with  the  scoring 
system  outlined  in  the  following  sections. 

(c)  "Substandard"  _is  the  quality  of 
frozen  floimder  or  sole"fillets  that  fail  to 
meet  the  requirements  of  the  U.S.  Grade 
B. 

§  274.1 1      Determination  of  the  grade. 

The  grade  is  determined  by  observing 
the  product  in  the  frozen,  thawed,  and 
cooked  states  and  is  evaluated  by  numer- 
ical scoring.  Points  axe  deducted  for 
variations  of  quality  for  each  factor  In 
accordance  with  the  schedule  In  table 
1.  The  total  of  the  points  deducted  Is 
subtracted  from  100  to  obtain  the  score. 
The  maximum  score  is  100;  the  minimum 
score  Is  0. 
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§274.21      Definitionn. 

(a)  "Slight"  refers  to  a  condition  that 
Is  scarcely  noticeable  but  that  does  alTect 
the  appearance,  desirability,  and  or  eat- 
ing quality  of  the  fillets. 

(b)  "Moderate"  refers  to  a  condition 
that  is  conspicuously  noticeable  but  that 
does  not  seriously  affect  the  appearance, 
desirability,  and/ or  eating  quality  of  the 
fUlets. 

(c)  "Excessive"  refers  to  a  condition 
that  is  conspicuously  noticeable  and  that 
does  seriously  affect  the  appearance,  de- 
sirability, and/or  eating  quality  of  the 
nilets. 

(d>  "Bones  normally  removed"  refers 
to  (1)  nape  membrane  bones  (adjacent 
to  visceral  cavity)  and  to  (2 )  radial  bones 
(adjacent  to  fins  and  lace  area) . 

(e)  "Determined  by  grid"  means  that 
a  transparent  grid  of  1-inch  squares  is 
placed  over  the  defect  area,  and  points 
are  deducted  (as  specified  in  table  1)  for 
each  square  of  affected  area  imder  the 
grid,  each  square  being  counted  as  one 
whether  it  is  full  or  fractional. 

(f)  "Thawed  state"  means  that  the 
frozen  product  has  been  placed  within 
a  film-type  pouch  and  warmed  to  an 
internal  temperature  of  about  32°  F  by 
Immersing  the  pouch  in  running  tap 
water  of  about  50°  to  70°  F.    Thawing 


time  usually  takes  25  to  45  minutes  for 
a  1 -pound  package. 

(g)  "Cooked  state"  means  that  the 
thawed,  unseasoned  product  has  been 
placed  within  a  boilable  fllm-type  pouch 
and  heated  to  an  internal  temperature 
of  about  160°  F  by  immersing  the  pouch 
in  boiling  water.  Cooking  time  usually 
ranges  from  3  to  5  minutes  for  single 
fillets  and  from  7  to  10  minutes  for  1- 
pound  packages  of  fillets. 

(h»  "Actual  net  weight"  means  the 
weight  of  the  fish  flesh  within  the  pack- 
age after  all  packaging  material,  ice 
glaze,  or  other  protective  coating  have 
been  removed.  ("Actual  net  weight"  of 
frozen  glazed  fillets  is  determined  as  fol- 
lows: (1)  Rapidly  remove  excessive  ice 
layers  or  pockets  with  running  tap  water 
or  nozzle-type  water  spray.  (2 )  Rapidly 
thaw  remaining  surfaces  of  frozen  flsh 
sufBciently  with  tap  water  or  spray  to 
prevent  refreezing  free  surface  water. 
(3)  Gently  wipe  off  all  free  water  with 
a  moisture-saturated  paper  towel.  (4> 
Weigh  the  fish  to  obtain  "actual  net 
weight"' . 

(i)  "Abnormal  condition"  means  that 
the  normal  physical  and/Or  chemical 
structure  of  the  fish  flesh  has  been  siiffl- 
ciently  altered  so  that  the  usability 
and/or  desirability  of  the  fillet  is  ad- 


versely affected  It  Includes,  but  is  not 
limited  to.  the  following  examples: 

1 1 )  "Jellied"  refers  to  the  abnormal 
condition  wherein  a  fillet  Is  partly  or 
wholly  characterized  by  a  gelatinous. 
Klossy.  translucent  appearance,  feels 
slimy  to  the  touch,  and  retains  its  gela- 
tinous, slimy  properties  in  the  cooked 
state. 

(2 1  "Milky"  refers  to  the  abnormal 
condition  wherein  a  fillet  is  partly  or 
wholly  characterized  by  a  milky-white, 
excessively  mushy,  pasty,  or  fluidized 
appearance. 

(3>  "Chalky"  refers  to  the  abnormal 
condition  wherein  a  fillet  is  partly  or 
wholly  characterized  by  a  dry.  chalky. 
Rranular  appearance  and  flberless  struc- 
ture. 

(j)  "Odor  and  flavor"  is  classified  a.s 
follows : 

(1  >  "Very  good":  Fish  in  this  category 
have  essentially  the  full,  good  typical 
odor,  and  flavor  of  the  indicated  species 

(2)  "Good":  Fish  in  this  category 
show  a  noticeable  decrease  of  the  good, 
typical  odor  and  flavor  of  the  indicated 
species,  and  or  may  have  certain  less  ac- 
ceptable natural  environmental  odors 
and  flavors  of  slight  intensity  (iodoform- 
type,  phenolic -tjrpe,  feed-type,  etc.),  but 
may  have  no  off  odors  and  flavors. 

(3)  "Reasonably  good":  Fish  in  this 
category  may  Ije  flat,  or  completely  lack- 
ing in  the  good  typical  odor  and  flavor  of 
the  indicated  species,  and  or  may  have 
certain  less  acceptable  natural  environ- 
mental odors  and  flavors  of  moderate  in- 
tensity (lodoform-type,  phenolic-type, 
feed-type,  etc.)  but  may  have  no  ob- 
jectionable odors  and  flavors. 

(4)  "Substandard":  Fish  in  this  cate- 
gory have  odors  and  flavors  that  are  ob- 
jectionable. 

Lot  Certification  Tolerances 

§  274.25     Toleranrra  for  r^rtificiiliun  of 
offirially   drawn   aanipl««. 

The  sample  rate  and  grades  of  specific 
lots  shall  be  certified  in  accordance  with 
Part  260  of  this  chapter  (Regulations 
Governing  Processed  Fishery  Products. 
Vol.  25  F.R.  8427  Sept.  1,  i960). 

ir.R.     t)oc      63-116;     Filed.     Jan      4,     1962; 
8  49  n  m  I 
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Agricultural   Marketing  S«rvic« 
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ONIONS  GROWN  IN  SOUTH  TEXAS 

Notice  of  Recommended  Oecifion  and 
Opportunity  To  File  Written  Excep- 
tions With  Respect  to  Proposed 
Amendments  to  Marketing  Agree* 
ment  and  Order 

Pursuant  to  the  rules  of  practice  and 
procedure,  as  amended,  governing  pro> 
ceedlngs  to  formulate  marketing  agree- 
ments  and  marketing  orders  (7  CFR  Part 
900 ) .  notice  is  hereby  given  of  the  fUlng 
with  the  Hearing  Clerk.  United  States 
Department  of  Agriculture,  of  this 
recommended  decision  with  respect  to 


Friday,  January  S,  1962 

proposed  amendments  to  Marketing 
Agreement  No.  143  and  Order  No.  133  (7 
CFR  Part  959  (formerly  Part  1033)). 
regulating  the  handling  of  oniona  grown 
m  designated  counties  In  South  Texas 
ahe  Counties  of  Val  Verde.  Kinney, 
Uvalde,  Medina.  Wilson,  Karnes,  Goliad, 
Victoria,  Calhoun.  Maverick.  Zavala, 
Frio.  Atascosa,  Dimmit.  La  Salle,  Mc- 
Mullen,  Live  Oak,  Bee,  Refugio,  Webb, 
Duval,  Jim  Wells,  San  Patricio,  Nueces, 
Zapata.  Jim  Hogg.  Brooks,  Kleberg, 
Kenedy.  Starr,  De  Witt,  Aransas,  Hi- 
dalgo, Willacy,  and  Cameron) .  This  reg- 
ulatory program  is  effective  pursuant  to 
the  provisions  of  the  Agricultural  Mar- 
keting Agreement  Act  of  1937,  as 
amended  (sees.  1-19.  48  Stat.  31,  as 
amended;  7  U.S.C.  601-674)  hereinafter 
called  the  "act." 

Interested  persons  may  flle  exceptions 
to  this  recommended  decision  with  the 
Hearing  Clerk.  Room  112.  Administra- 
tion Building.  United  States  Department 
of  Agriculture.  Washington  25.  D.C.,  not 
later  than"l3ie  close  of  business  on  the 
10th  day  after  its  publication  in  the 
Federal  Register.  Exceptions  should  be 
filed  in  quadruplicate. 

Preliminary  statement.  A  public 
hearing  was  held  on  November  28, 
1961,  at  Edinburg.  Texas,  to  consider 
proposed  amendments  to  Marketing 
Agreement  No.  143  and  Order  No.  133 
(hereinafter  referred  to  as  the  present 
order) .  This  hearing  was  held  pursuant 
to  notice  thereof  which  was  published  in 
the  November  17, 1961,  Federal  Register 
1 26  F.R.  10772).  Such  notice  set  forth 
the  proposed  amendments. 

Material  issues.  The  material  issues 
presented  on  the  record  of  hearing  are 
a.s  follows : 

1 1  >  The  amendment  of  S  959.7,  Han- 
dle, to  extend  its  applicability  to  ship- 
ments of  onions  within  the  production 
area; 

•  2  >   The  amendment  of  iS  959.12.  Pack: 

i3)  The  amendment  of  (959.31.  Al- 
ternate members; 

(4)  The  amendment  of  9  959.52.  Is- 
suance of  reffulations,  to  authorize  the 
establishment  of  "shipping  holidays"; 
and 

1 5 )  The  amendment  of  such  other  sec- 
tions as  are  necessary  to  conform  the 
present  order  to  the  proposed  amend- 
ments. 

Findings^and  conclxisions.  The  find- 
ings and  conclusions  on  the  material  is- 
sues, all  of  which  are  based  upon  the 
evidence  presented  at  the  hearing  and 
the  record  thereof,  are  as  follows: 

(1)  The  term  "handle,"  as  deflned  in 
the  present  order,  is  synonymous  with 
ship"  and  meeins  to  package,  sell,  trans- 
port, or  in  any  way  to  place  onions  in  the 
current  of  the  commerce  between  the 
production  area  and  any  point  outside 
thereof.  Such  term  shall  not  Include  the 
transportation,  sale,  or  delivery  of  onions 
to  a  person  in  the  production  area  who  is 
a  registered  handler. 

The  proposed  amendment  to  this  sec- 
tion adds  "within  the  production  area" 
to  the  commerce  in  onions  which  may  be 
regulated  as  handling  within  terms  of 
the  order.  It  excludes  only  "field-run" 
onions  delivered  or  sold  to  a  registered 
handler  from  the  definition  of  "handle" 
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instead  of  "onions"  as  provided  in  the 
present  order. 

A  million  people  or  more,  according 
to  the  record  evidence,  live  in  the  pro- 
duction area.  They  comprise  an  im- 
portant portion  of  the  consiuning  public 
and  a  substantial  market  for  all  onions, 
including  South  Texas  onions. 

The  market  within  the  production 
area  should  be  protected  against  the  sale 
of  off-grade  and  poor  quality  onions, 
the  same  as  markets  outside  the  produc- 
tion area.  The  practice  of  selling  culls 
and  off-grades  within  the  production 
area  has,  according  to  the  record,  prac- 
tically eliminated  markets  in  Texas 
from  receiving  good  quality  Texas  on- 
ions. Consumers,  shippers,  and  growers 
alike  have  been  adversely  affected  since 
cull  onions  give  only  little,  if  any,  satis- 
faction to  consumers,  while  they  depress 
prices  of  better  quality  onions  which 
they  displace  in  the  market.  In  addi- 
tion, and  most  important,  they  return 
little  or  nothing  to  the  producer. 

During  the  1960-61  marketing  season, 
the  first  period  of  operation  under  the 
present  order,  shipments  of  onions  out 
of  the  production  area  were  regulated 
as  to  grade,  size,  quality  and  condition. 
However,  shipments  within  the  produc- 
tion area,  which  comprises  35  counties 
in  South  Texas,  were  not  regulated.  As 
a  result,  culls  and  other  off-grade  onions 
were  permitted  to  move  freely  within 
the  production  area.  A  "cull"  in  trade 
terminology  is  an  onion  of  Inferior  qual- 
ity which  falls  below  the  requirements 
of  any  grade  and  is  not  considered  suit- 
able for  fresh  market  use  from  the  stand- 
point of  quality. 

With  no  limitations  on  movement 
within  the  production  area,  cull  onions 
moved  freely  in  volume  from  packing 
houses  and  fields,  from  one  town  to 
another,  and  from  one  district  to  an- 
other. In  previous  years,  shippers  as  a 
matter  of  usual  marketing,  sold  pick- 
outs  (onions  of  inferior  quality  or  size, 
sorted  out  of  the  marketable  oAons  of 
good  quality  and  size)  to  truckers.  Pack- 
ing house  operators  frequently  engaged 
someone  to  haul  the  culls  away  for  dis- 
posal and  these  culls  would  find  their 
way  to  a  trucker  who  would  purchase 
them  for  a  small  amount.  Occasionally 
a  grower  would  have  a  field  of  onions 
which  could  not  make  grade  because  of 
excessive  seed  stems  or  otker  defects. 
Sometimes  these  onions  would  find  their 
way  into  normal  channels  of  commerce 
by  being  sold  to  a  trucker  or  someone 
for  a  small  sata  as  salvage.  Some  pack- 
ing house  operators  have  sold  plck-outs 
and  cull  onions  to  truckers  as  a  salvage 
operation.  It  generally  costs  about  20 
cents  a  bag  to  harvest  the  onions  and 
haul  them  to  the  packing  house.  If  a 
shipper  could  salvage  a  part  of  that 
cost  by  selling  the  culls  to  a  trucker  at 
a  nominal  siim  of  $20  to  $25  for  a  load 
of  about  20.000  pounds,  this  would  sal- 
vage part  of  the  cost  and  save  the  cost 
of  having  the  culls  hauled  away  for  dis- 
posal. However.,  the  grower  as  a  rule 
gets  nothing  out  of  the  cull  onions. 

A  trucker,  for  example,  could  come 
Into  the  Valley,  obtain  a  load  of  off- 
grade  onions,  transport  them  past  the 
Valley  check  points  with  the  declara- 
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tion  that  the  onions  were  being  trans- 
ported to  another  point  within  the  pro- 
duction area,  such  as  Corpus  Christi  or 
Eagle  Pass,  then  take  the  onions  outside 
the  production  area  and  sell  them  at 
discount  prices.  Such  sales  would  be  in 
competition  with  onions  properly  graded 
and  packed  in  accordance  with  regula- 
tions in  effect  under  the  order. 

Cull  onions  compete  with*  preferred 
grades  and  sizes.  They  find  a  place  on 
the  market  and*  displace  the  sale  of 
good  quality  onions.  To  sell,  they  must 
be  discounted.  Once  they  are  dis- 
counted, lower  prices  are  offered  for 
quality  onions.  This  reflects  a  lower 
price  to  the  grower,  and  the  grower  gen- 
erally has  never  received  anything  for 
the  culls. 

South  Texas  onions  are  marketed 
widely  in  interstate  and  foreign  com- 
merce and  in  the  State  of  Texas,  includ- 
ing the  production  area.  The  chief  com- 
petition at  the  start  of  the  season  comes 
from  old  onions  in  storage  which  were 
grown  in  the  northern  states.  Some 
onions  are  imported  from  Mexico  and 
Chile  and  these  imports  compete  with 
South  Texas  onions.  Also,  shipments 
from  southern  California  and  from  Ari- 
zona begin  during  the  Texas  marketing 
period  and  they  compete  directly  with 
South  Texas  onions. 

Modern  methods  of  rapid  communica- 
tion enable  onion  buyers  and  sellers  to 
be  in  close  touch  with  each  other.  When 
markets  are  generally  overloaded  with 
onions  at  the  receiving  end.  prices  decline 
and  shipments  back  up  resulting  in  a 
temporary  surplus  at  shipping  points  and 
a  weakening  of  prices.  Also,  reductions 
in  supplies  at  shipping  points,  due  to 
weather  or  other  conditions,  are  quickly 
reflected  in  receiving  markets  by  a 
strengthening  of  prices  for  onions. 
Prices  at  shipping  points  and  at  terminal 
markets  tend  to  be  closely  related  be- 
cause f£u:tors  affecting  supplies  at  ship- 
ping points  are  soon  known  and  reflected 
in  prices  at  terminal  markets  and  the 
reverse  is  also  true. 

Production  area  onions  that  are 
shipped  to  a  market  within  the  produc- 
tion area  are  sometimes  diverted  to  mar- 
kets outside  the  production  area.  It  is 
not  always  known  at  the  time  of  ship- 
ment whether  the  onions  will  be  mar- 
keted within  the  production  area  or  out- 
side thereof.  On  very  short  notice  a 
shipper  can  divert  onions  moving  to  a 
particular  market  to  some  other  market. 
Such  diversions  are  common  in  the  onion 
trade. 

Because  of  the  interdependence  of 
markets  and  the  effect  on  all  markets  of 
any  shipment  or  sale  of  onions,  whether 
for  distribution  within  the  production 
area  or  outside  thereof,  it  is  foimd  that 
all  handling,  as  described  herein,  is  in 
the  current  of  interstate  or  foreign  com- 
merce, or  directly  burdens,  obstructs,  or 
affects  such  commerce.  Hence,  the  right 
to  exercise  Federal  Jurisdiction  with  re- 
spect to  handling  operations  within  the 
production  area  is  established. 

The  transportation,  sale,  or  delivery 
of  field-run  onions  to  a  registered  han- 
dler in  the  production  area  for  grading 
and  packing  should  be  excepted  f  nmi  the 
definition    of   "handle."     Such   onions 
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have  not  yet  been  prepared  for  market 
nor  are  they  In  their  existing  condition 
being  transported  to  market.  Most  sell- 
ers and  buyers  do  not  consider  them  as 
yet  suitable  or  appropriate  for  commer- 
cial transactions  in  the  commodity,  and 
as  such,  they  have  not  yet  entered  the 
stream  of  commerce.  Hence,  they 
should  be  exempted  from  regulation  at 
this  time.' 

Pield-run  onions  should  also  be  al- 
lowed to  move  freely  between  registered 
handlers,  since  registered  handlers  oc- 
casionally need  additional  onions  of  a 
special  variety  or  size  to  fill  out  an  order 
which  they  customarily  obtain  from  an- 
other handler.  Packaged  onions  are  also 
commonly  bought,  sold,  or  traded  be- 
tween registered  handlers.  Usually  such 
packaged  onions  will  have  been  inspect- 
ed and  move  under  a  transfer  certificate 
which  will  identify  them  as  meeting  the 
regulations  which  are  in  effect. 

It  is  concluded,  therefore,  that  the 
definition  of  "handle"  should  be  amend- 
ed as  hereinafter  set  forth  and  that  such 
amendment  will  tend  to  effectuate  the 
declared  policy  of  the  Act. 

(2)  "Pack."  as  defined  In  the  existing 
order  means  a  quantity  of  onions  in  any 
tjT>e  of  container  and  which  falls  within 
siTecific  weight  limits,  numerical  limits, 
grade  limits,  size  limits,  or  any  combina- 
tion of  these,  recommended  by  the  com- 
mittee and  approved  by  the  Secretary. 

"Pack"  as  commonly  used  in  the  onion 
trade  means  one  or  more  of  these  factors 
in  combination  with  the  type  and  condi- 
tion of  the  container.  "Container"  a$ 
commonly  used  by  the  onion  trade, 
means  bright,  clean,  attractively  print- 
ed, open  mesh  bags.  This  is  taken  as 
a  matter  of  course  and  so  understood,  in 
regiUar  trading  in  onions,  as  is  the  50- 
pound  net  weight,  unless  otherwise  spec- 
ified. For  example,  a  typical  pack 
would  be  US.  No.  1  medium  Granos  in 
new  open  mesh  50-pound  sacks,  with  the 
name  or  brand  of  the  shipper  promi- 
nently displayed  on  the  bag. 

Some  onions  have  been  packed  in  used 
burlap  bags  and  in  dirty,  misshapen, 
mesh  bags.  Also,  cabbage  sacks  and 
"misprints '  have  been  used  at  times  for 
onion  shipments.  A  "misprint"  is  a  bag 
which  has  been  misprinted  and  is  sold 
at  a  discount  to  be  inverted  prior  to  fill- 
ing. Onions  packed  in  bags  of  this  type 
or  condition  do  not  present  a  good  ap- 
pearance and  sell  for  lower  prices  than 
onions  packed  in  new  mesh  bags. 

Bags  are  generally  stretched  out  of 
shape  by  previous  use  so  56  or  57  pounds 
ot  onions  may  be  required  to  fill  them 
the  next  time.  But  if  they  are  not  filled 
to  capacity  they  appear  to  be  short 
weighted  and  usually  are  discounted. 
Yet,  any  extra  weight  Is  most  likely  to 
be  a  gift  from  the  grower,  as  settlements 
with  the  grower  usually  are  on  a  pack- 
out  basis.  This  has  the  same  effect  as 
lowering  the  price  of  onions. 

Some  bags  are  constructed  from  mate- 
rial providing  poor  ventilation  resulting 
in  poor  delivery  condition.  Onions  so 
packed  are  discounted  in  price,  often 
requiring  reconditioning  and  sale  to 
another  buyer  rather  than  the  original 
buyer  for  an  even  lower  price. 

When  onions  are  packed  in  used  or 
unsuitable  containers  for  sale  in  normal 
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fresh  market  channels,  they  are  usually 
discounted  In  price.  Also,  if  such  onions 
should  reach  their  destination  and  be 
rejected  they  may  eventually  be  sold  at 
drastically  reduced  prices  which  would 
be  reflected  back  to  the  grower.  Since 
such  .scllin«  prices  arc  often  reported 
without  a  description  of  the  special  con- 
dition.s  of  the  .sale  thry  often  have  a 
deprcssinc;  effect  on  t^.e  prices  of  all 
production  area  onion.";. 

The  grade,  size  and  quality  of  pro- 
duction area  onions  are  rcuilated  under 
this  proirram  so  that  only  the  better 
quality  and  preferred  sizes  will  be  of- 
fered to  the  trade.  To  pack  such  oiuons 
in  bass  other  than  standard  types  or 
condition  containers  or  otherwi.se  un- 
suitable containers  would  be  detrimental 
to  the  pack  and  would  defeat  the  ob- 
jectives of  the  grade  and  size  regulations 
Therefore,  it  is  essential  that  the  com- 
mittee should  have  authority  to  recom- 
mend, and  the  Secretary  to  issue, 
regulations  in  terms  of  packs  and  to 
define  and  establish  such  packs  in  terms 
of  the  various  factors  which  make  up 
the  definition  of  pack  including  types 
and  -condition  of  containers.  Such  au- 
thority is  necessary  to  effectuate  the 
other  provisions  of  the  order  and  S  959.12 
Pack,  should  be  amended  to  read  as 
hereinafter  set  forth. 

( 3 »  The  proposed  amendment  to 
§  959.31.  Alternate  members,  would  add 
the  following  provision  to  this  section: 
"In  the  event  both  a  member  of  the 
committee  and  his  alternate  are  unable 
to  attend  a  committee  meeting,  the  mem- 
ber, his  alternate,  or  the  committee  <in 
that  order)  may  designate  another  alter- 
nate from  the  same  district  and  from 
the  same  group  (handler  or  grower)  to 
serve  in  such  member's  place  and  stead.  ' 

When  both  a  member  and  his  alternate 
are  unable  to  attend  committee  meetings 
the  committee  is  handicapped  in  its  op- 
erations. The  best  interests  of  the  com- 
mittee, a  district,  and  the  group  would 
be  served  by  allowing  any  other  alternate 
from  the  same  district  and  group,  l.e  . 
handier  or  grower,  to  attend  in  place  of 
the  absent  member  or  his  designated 
alternate.  This  authority  would  make 
it  easier  for  the  committee  to  have  a 
quorum  at  its  meetings  and  would 
obviate  the  waste  of  time  and  funds  re- 
sulting from  meetings  held  without 
enough  members  present  to  make  up  a 
quorum. 

The  privilege  of  designating  an  alter- 
nate to  serve  in  place  of  a  member  or 
his  alternate  should  first  be  afforded  the 
member,  then  his  alternate,  whose  place 
is  being  filled.  In  this  way  the  alternate 
designated  to  attend  the  meeting  would 
more  likely  express  opinions  similar  to 
those  he  is  replacing.  If.  however,  there 
is  no  opportunity  for  the  member  or  his 
alternate  to  name  a  replacement,  the 
committee  should  have  the  authority  to 
do  so.  provided  the  alternate  named  is 
from  the  same  district  and  group  as  the 
absentee  member. 

It  is  concluded,  therefore,  that  3  959.31. 
Alternate  members,  should  be  amended 
to  read  as  hereiiiafter  set  forth. 

(4>  The  proposed  amendment  to 
I  959.52  would  add  a  new  paragraph  (b) 
<5)  to  provide  authority  to  "establish 
holidays  by  prohibiting   the  packaging 


and  loading  of  onions  on  week-ends  or 
other  special  periods.  SF>ecial  holidays 
may  not  be  effective  for  more  than  72 
hours  and  not  less  than  seven  days  may 
elapse  between  the  termination  of  such 
a  holiday  and  the  beginning  of  the  next 
such  holiday." 

There  are  times  during  the  marketing 
season  for  South  Texas  onions  when 
more  onions  are  packed  and  loaded  into 
cars  and  trucks  than  can  be  sold.  Usu- 
ally, these  un.sold  cars  are  shipped  as 
"rollers,"  i.e  .  cars  in  transit  that  have 
not  been  sold  and  which  arc  usually  con- 
signed to  the  shipper.  Only  a  few  days 
of  heavy  shipments  of  rollers  usually 
result  in  pluttcd  markets  and  depressed 
prices  for  production  area  onions.  As 
a  consequence,  the  market  becomes  de- 
moralized and  onion  prices  often  drop 
below  the  cost  of  production,  harvesting, 
and  packing.  Without  some  curtail- 
ment of  loadings  there  is  little  recovery 
from  this  condition.  Past  exjierience 
has  proven  that  substantial  curtailment 
of  loadings,  due  to  weather  conditions 
or  other  causes,  results  in  fairly  rapid 
market  stabilization.  The  most  practi- 
cal approach  to  this  problem,  according 
to  record  evidence,  would  be  the  estab- 
ILshment  of  a  "holiday"  which  would 
completely  stop  packaging  and  loading 
of  onions  in  the  production  area  for  a 
short  period  of  time.  In  its  practical  ef- 
fect, this  would  mean  that  the  packing 
sheds  would  be  shut  down.  The  grad- 
ing, packaging,  and  loading  of  onions 
would  be  temporarily  discontinued. 
Such  a  holiday  would,  however,  permit 
the  movement  of  onions  that  were  al- 
ready inspected  and  billed,  and  would 
not  stop  the  harvesting  of  onions  in  the 
field  or  bringing  them  to  the  packing 
house  for  storage  or  to  the  dryer.  Also, 
selling  would  be  permitted  during  a  holi- 
day since  shippers  would  not  want  to 
miss  any  sales.  Holiday  periods  should 
provide  an  opportunity  to  sell  unsold 
cars  already  in  transit  and  in  the  termi- 
nal markets. 

Holidays  could  be  put  into  effect  when 
the  market  is  glutted,  or  on  week-ends, 
so  as  to  eliminate  the  preparation  for 
market  and  loading  of  onions  when  re- 
ceivers and  other  buyers  in  the  terminal 
markets  are  not  open  for  business.  Most 
terminal  markets  now  operate  on  a  five 
day  week,  while  some  onion  shippers 
in  the  production  area  still  operate  six 
or  seven  days  a  week.  Thus  week-end 
holidays,  consisting  of  one  or  two  days 
a  week,  as  may  be  recommended  by  the 
committee  and  approved  by  the  Secre- 
tary, would  tailor  shipments  of  onions 
from  the  production  area  more  closely  to 
the  ability  of  receiving  msirkets  to  accept 
marketings  at  reasonable  prices. 

A  period  of  72  hours,  exclusive  of 
week-end  holidays,  is  an  appropriate 
limit  on  packaging  and  loading  holidays. 
Longer  periods  are  not  warranted  by 
record  evidence.  Although  holidays 
could  be  for  72  hours  maximum,  they 
could  be  limited  to  one  day,  two  days, 
or  three  days,  as  the  committee  may 
recommend. 

A  minimum  of  seven  days  lapse  be- 
tween holidays,  exclusive  of  week-end 
holidays,  is  enough  to  meet  accumulated 
sales  obligations. 
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Growers  and  shippers  would  thereby 
bo  allowed  time  to  harvest,  pack  and 
.ship  onions  after  a  holiday  period. 
However,  intervals  between  holidays, 
otlier  than  week-end  holidays  would 
normally  be  longer  than  seven  days, 
since  such  holidays  would  be  recom- 
nunded  by  the  committee  only  on  those 
uv  cHsions  necessary  to  alleviate  a  tempo- 
laiy  glut  in  the  markets. 

To  protect  the  interests  of  each  dis- 
trict, the  committee  should  require  a 
•: I  eater  number  of  concurring  votes  to 
recommend  a  holiday  for  relieving 
ulutt/cd  markets  than  the  usual  number 
required  to  approve  other  committee 
actions. 

It  is  concluded,  therefore,  that  S  959.52 
should  be  amended  by  the  addition  of 
a  new  paragraph  (b)  (5)  as  hereinafter 
.set  forth. 

The  proposal  to  provide  authority  to 
!.L:ulate  differently  for  different  mar- 
ket's was  not  supported  at  the  hearing. 
It  therefore,  can  not  be  made  a  part  of 
the  proposed  amendments. 

i5»  Section  959.54.  Safeguards,  of  the 
present  order  provides  authority  for  the 
committee  to  reconunend  and  the  Secre- 
tary to  issue  adequate  safeguard  rules  to 
prevent  shipments  for  special  purposes 
which  may  be  exempted  from  regulations 
pursuant  to  §  959.53.  from  entering  fresh 
market  channels.  Such  purposes  include 
lai  relief  or  charity:  (b)  experimental 
purposes;  <c)  export:  and  (d)  other  pur- 
poses which  may  be  recommended  by 
the  committee  and  approved  by  the 
Secretary. 

According  to  the  record  evidence, 
onions  used  for  "(d)  other  ptuposes" 
should  include  the  disposition  of  pack- 
ing house  pick-outs  and  other  culls  which 
should  be  kept  out  of  fresh  market  chan- 
nels. The  committee  should  have  the 
authority,  with  the  approval  of  the  Sec- 
retary, to  establish  safeguard  rules  to 
require  that  pick -outs  and  other  culls  be 
kept  out  of  fresh  market  channels.  Such 
rules,  for  example,  could  require  that 
culls  be  disposed  of  in  properly  guarded 
places  or  that  they  be  rendered  imfit  for 
fresh  market  use  by  multilatlon  or  other 
appropriate  means.  The  authority  in 
?  959.54  Safeguards,  as  supported  by 
these  findings,  is  concluded  as  adequfite 
for  establishing  the  necessary  safeguards 
es.sential  to  effective  administration  of 
the  marketing  order. 

Ruling  on  proposed  findings  and  con- 
clusions. At  the  conclusion  of  the  hear- 
inR  the  Presiding  Officer  fixed  December 
10, 1961.  as  the  latest  day  on  which  briefs 
must  be  filed  with  the  Hearing  Clerk. 
No  brief  was  filed,  hence  no  ruling  is 
necessary. 

General  findings.  Upon  the  basis  of 
evidence  introduced  at  the  hearing  and 
the  record  thereof  it  is  found  that: 

1 1  >  The  marketing  agreement  and  the 
Older,  as  both  are  hereby  proposed  to  be 
amended,  and  all  of  the  terms  and  con- 
ditions thereof,  will  tend  to  effectuate 
the  declared  policy  of  the  act  with  re- 
spect to  onions  produced  in  the  produc- 
tion area,  by  establishing  and  maintain- 
ing such  orderly  marketing  conditions 
therefor  as  will  tend  to  establish,  as 
prices  to  the  producers  thereof,  parity 
prices  and  by  protecting  the  interest  of 
the  consumer    (i)    by  approaching  the 
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level  of  prices  which  it  Is  declared  in  the 
act  to  be  the  policy  of  Congress  to  estab- 
lish by  a  gndual  correction  of  the  cur- 
rent level  of  prices  at  as  rapid  a  rate  as 
the  Secretary  deems  to  be  in  the  public 
interest  and  feasible  in  view  of  the  cur- 
rent consumptive  demand  in  domestic 
and  foreign  markets,  and  (ii)  by  author- 
izing no  action  which  has  for  its  purpose 
the  maintenance  of  prices  to  producers 
of  such  onions  above  the  parity  level, 
and  (111)  by  authorizing  the  establish- 
ment and  maintenance  of  such  minimum 
standards  of  quaUty  and  maturity,  and 
such  grading  and  inspection  require- 
ments as  may  be  incidental  thereto,  as 
will  tend  to  effectuate  such  orderly  mar- 
keting of  such  onions  as  will  be  in  the 
public  interest; 

(2)  The  marketing  agreement  and  the 
order,  as  both  are  hereby  proposed  to  be 
amended,  regulate  the  handling  of 
onions  grown  in  the  production  area  in 
the  same  manner  as,  and  are  applicable 
only  to  persons  in  the  respective  classes 
of  industrial  and  commercial  activity 
specified  in,  a  marketing  order  upon 
which  hearings  have  been  held; 

(3)  The  said  marketing  agreement 
and  the  order,  as  both  are  hereby  pro- 
posed to  be  amended,  are  limited  in 
application  to  the  smallest  regional  pro- 
duction area  which  is  practicable,  con- 
sistently with  carrying  out  the  declared 
policy  of  the  act;  and  the  issuance  of 
several  orders  applicable  to  subdivisions 
of  the  production  area  would  not  effec- 
tively carry  out  the  declared  policy  of 
the  act: 

(4)  The  said  marketing  agreement 
and  the  order,  as  both  are  hereby  pro- 
posed to  be  amended,  prescribe,  so  far 
as  practicable,  such  different  terms,  ap- 
plicable to  different  parts  of  the  produc- 
tion area,  as  are  necessary  to  give  due 
recognition  to  the  differences  in  the 
production  and  marketing  of  onions 
grown  in  the  production  area;  and 

(5)  All  handling  of  onions  as  defined 
in  this  part  Is  in  the  current  of  inter- 
state or  foreign  commerce  or  directly 
burdens,  obstructs,  or  affects  such 
commerce. 

Recommended  amendments  to  the 
mariceting  agreement  and  order : 

The  following  proposed  amendments 
to  the  marketing  agreement  and  the 
order  are  recommended  as  the  detailed 
means  by  which  the  aforesaid  findings 
and  conclusions  may  be  carried  out. 

1.  Amend  S  959.7  Handle  to  read  as 
follows: 

§  959.7     Handle. 

"Handle"  or  "ship"  means  to  package, 
sell,  transport,  or  in  any  way  to  place 
onions  in  the  current  of  the  commerce 
within  the  production  area  or  between 
the  production  area  and  any  point  out- 
side thereof.  Such  terms  shall  not  in- 
clude the  transportation,  sale,  or  delivery 
of  field-run  onions  to  a  person  in  the 
production  area  who  is  a  registered 
handler. 

2.  Amend  §  959.12  Pack  to  read  as 
follows: 

§  959.12     Pack. 

"Pack"  means  a  quantity  of  onions 
specified  by  grade,  size,  weight,  or  count, 
or  by  type  or  condition  of  container,  or 
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any  combination  of  these  recommended 
by  the  committee  and  approved  by  the 
Secretary. 

3.  Amend  §  959.31  Alternate  members 
to  read  as  follows: 

§  959.31      Alternate   members.  ■ 

An  alternate  member  of  the  com- 
mittee shall  act  in  the  place  and  stead  of 
the  member  for  whom  he  is  an  alternate, 
during  such  member's  absence  or  when 
designated  to  do  so  by  the  member  for 
whom  he  is  an  alternate.  In  the  event 
both  a  member  of  the  committee  and  his 
alternate  are  imable  to  attend  a  com- 
mittee meeting,  the  member  or  his  al- 
ternate or  the  conunittee  (in  that  order) 
may  designate?  another  alternate  from 
the  same  district  and  the  same  group 
(handler  or  grower)  to  serve  in  such 
member's  place  and  stead.  In  the  event 
of  the  death,  removal,  resignation,  or 
disqualification  of  a  member,  his  alter- 
nate shall  act  for  him  until  a'  successor 
of  such  member  is  selected  and  has 
qualified.  The  committee  may  request 
the  attendance  of  alternates  at  any  or 
all  meetings,  notwithstanding  the  ex- 
pected or  actual  presence  of  the  respec- 
tive members. 

§  959.52      [Amendment] 

4.  Amend  §  959.52  Issuance  of  regula- 
tions by  adding  a  new  subparagraph  (5) 
under  paragraph  (b)  as  set  forth  below: 

(5)  Establish  holidays  by  prohibiting 
the  packaging  and  loading  of  onions  on 
week-ends  or  other  special  periods. 
Special  holidays  may  not  be  effective  for 
more  than  72  hours  and  not  less  than 
seven  days  may  elapse  between  the  ter- 
mination of  such  a  holiday  and  the  be- 
ginning of  the  next  such  holiday. 

Copies  of  this  notice  of  recommended 
decision  may  be  obtained  from  the  Hear- 
ing Clerk,  United  States  Department  of 
Agriculture,  Room  112,  Administration 
Building,  Washington  25,  D.C.,  or  may 
be  there  inspected. 

Dated:  December  29,  1961. 

James  T.  Ralph, 
Assistant  Secretary. 

|FR      Doc.     62-83;     PUed,     Jan.     4,     1962; 
8:45  ajn.] 
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( Docket  No.  AC>-255-Al ) 

IRISH   POTATOES  GROWN  IN 
MAINE 

Decisiori  With  Respect  to  Proposed 
Amendments  to  Marketing  Agree- 
ment and  Order;  and  Referendum 
Order 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937.  as  amended 
(Sees.  1-19.  48  Stat.  31,  as  amended; 
7  U.S.C.  601-674),  and  the  applicable 
rules  of  practice  and  procedure  govern- 
ing proceedings  to  formulate  marketing 
agreements  and  marketing  orders  (7  CFR 
Part  900) ,  a  public  hearing  was  held  at 
Presque  Isle,  Maine,  on  August  4,  1961. 
pursuant  to  notice  thereof,  which  was 
published  July  28,  1961,  in  the  Fediral 
Registes  (26  F.R.  6769) ,  upon  proposed 
amendments   to   Marketing   Agreement 
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No.  122  and  Marketing  Order  No.  950. 
reffulatinc  the  handling  of  Irish  potatoes 
grown  In  Maine. 

On  the  basis  of  the  evidence  intro- 
duced at  the  aforesaid  hearing,  and  the 
record  thereof,  a  recommended  decision 
was  filed  November  21.  1961,  with  the 
Hearing  Clerk.  United  States  Depart- 
ment of  Agriculture.  The  notice  of  the 
filing  of  such  recommended  decision,  af- 
fording opportunity  to  file  written  excep- 
tion thereto,  was  published  November  25. 
1961.  in  the  Fkdiral  Rccistir  (26  F.R. 
11053). 

No  exceptions  were  filed. 

Material  issues.  The  material  i^i^sues 
presented  on  the  record  of  hearing  are  as 
follows : 

(1)  The  amendment  of  S  950.7  Handle 
or  ship  to  extend  its  applicability  to  ship- 
ments of  potatoes  between  points  outside 
the  production  area: 

(2)  The  addition  of  a  new  definition  of 
Committee  9  950.11  which  replaces  the 
current  definition  §  950.11  Marketing 
Committee  and  §  950.12  Administrative 
Committee: 

(3)  The  amendment  of  S  950.17  to 
redefine  Pack,  and  the  addition  of  new 
definitions  §  950.19  Container.  5  950.20 
Label,  and  §  950.21  Maturity: 

(4)  The  addition  of  a  new  §950.25 
Establishment  and  membership  to  pro- 
vide for  the  establishment  of  the  com- 
mittee as  defined  in  §  950.11: 

(5)  The  amendment  of  S  950.31  Nom- 
inations to  require  that  only  one  nominee 

.  be  designated  for  each  committee  va- 
cancy and  to  provide  that  .eligible  voters 
may  ballot  in  a  marmer  they  choose  in 
selecting  these  nominees; 

(6>  The  amendment  of  9  950.39  Duties 
to  reflect  the  change  in  committee  organ- 
ization as  provided  in  93  950.11  and 
950.25: 

(7)  The  amendment  of  9  950.47  Re- 
funds to  authorize  the  establishment  of 
an  operating  reserve: 

(8)  Theamendment  of  99  950.50  Jlfar- 
keting  policy  and  950.51  Recommenda- 
tion for  regulations  to  provide  for  pro- 
posed changes  in  9  950.52: 

(9)  The  amendment  of  9  950.52  Is- 
suance of  regulations  to  provide  for  the 
issuance  of  regulations  by  markets  and 
the  authority  for  labeling  and  container 
regulation  and  to  specifically  provide  au- 
thority for  maturity  regulations; 

(10)  The  amendment  of  9  950.53 
Modification,  suspension,  or  termination 
to  provide  for  modified  regulations  under 
this  section  for  potatoes  moving  to 
chippers; 

(11)  The  amendment  of  9  950.65  In- 
spection and  certification  to  require 
inspection  under  this  section  without 
regulation  under  99  950.52  or  950.53:  to 
provide  fiexibility  in  determining  the 
validity  period  for  inspection  certificates 
under  this  part;  to  require  that  evidence 
of  inspection  accompany  truck  ship- 
ments, and  that  containers  may  be 
marked  to  Indicate  compliance  with  in- 
spection requirements; 

(12)  The  amendment  of  9  950.80  Re- 
ports to  more  clearly  define  the  tjrpes 
of  reports  which  may  be  required  imder 
this  section,  to  require  reports  only  from 
those  needed,  and  to  establish  a  definite 
period  for  the  retention  of  records  under 
this  section. 


PROPOSED  RULE  MAKING 

Findings  and  conclusions.  The  find- 
ings and  conclusions  on  the  material 
issues,  all  of  which  are  based  upon  the 
evidence  adduced  at  the  hearing  in  the 
record  thereof,  are  as  follows: 

(1)  The  term  "handle"  as  defined  in 
the  present  order  is  synonymous  with 
'ship"  and  means  to  sell  or  transport 
potatoes  or  cause  the  sale  or  transporta- 
tion of  potatoes  within  the  production 
area  or  between  the  production  area  and 
any  point  outside  thereof  '  When  the 
present  order  was  issued  in  1954  this 
definition  Included  the  handler  activities 
common  at  that  time,  and  was  found  to 
be  adequate  for  effective  administration. 

However,  upon  the  basis  of  evidence 
introduced  at  the  hearing  on  the  pro- 
posed order  it  i.s  found  that  <i»  operat- 
ing experiences  indicate  the  definition 
should  be  broadened  and  clarified  to  in- 
clude handlini,'  activities  performed  out- 
side the  production  area,  ui»  Maine 
potatoes  which  failed  to  meet  regulations 
in  effect  at  the  time  of  shipment  and 
which  were  shipped  for  special  pursxises 
have  been  diverted  to  lablestock  markets. 
I  HI  1  under  the  present  definition  out-of- 
production  area  handlers  are  not  subject 
to  the  provisions  of  the  present  order, 
(iv)  with  the  increased  importance  of 
processing  this  practice  may  be  expected 
to  become  more  common,  and  iv)  unless 
such  potatoes  are  subject  to  and  meet 
the  requirements  of  the  order  they  can 
adversely  affect  prices  received  by  Maine 
growers. 

Therefore,  it  is  concluded  that  it  Is 
necessary  and  desirable  to  expand  the 
definition  of  handle"  to  include  han- 
dling performed  outside  the  production 
area  under  the  terms  of  appropriate 
rules  and  regulations  which  may  be 
recommended  by  the  committee  and  ap- 
proved by  the  Secretary.  It  is  further 
concluded  that  such  potatoes  are  in  the 
current  of  commerce  between  the  pro- 
duction area  and  their  final  destination 
in  receiving  markets,  so  certain  activities 
by  out-of-production  area  handlers, 
which  will  be  specified  in  the  rules  and 
regulations,  should  be  subject  to  the  re- 
quirements of  the  program. 

This  authority  is  further  necessary  in 
view  of  the  proposed  amendments  with 
respect  to  potatoes  for  special  purposes 
under  the  provisions  of  9  950.53  as  here- 
inafter set  forth.  Section  950.53  of  the 
proposed  order  would  provide  that  pota- 
toes for  chipping  do  not  necessarily  have 
to  be  conditioned — i.e..  stored  under 
heat — to  qualify  for  special  considera- 
tion. Testimony  at  the  hearing  was  to 
the  effect  that  procedures  should  be 
established  whereby  unconditioned  po- 
tatoes for  chipping  but  which  fail  to 
meet  current  regulations  may  be  shipped 
and  then  conditioned  outside  of  the 
production  area.  Unless  some  authority 
is  retained  on  such  potatoes  they  could 
be  diverted  to  tablestock  outlets. 

Since  the  present  order  was  originally 
issued  in  1954,  potato  marketing  has 
changed  considerably.  New  methods  of 
processing  and  transportation  and 
changes  In  buying  and  packing  practices 
have  been  developed.  The  manufac- 
ture of  potato  chips,  potato  fiakes,  and 
canning  or  freezing  are  examples  of 
either  new  products  or  outlets  of  in- 
creased   Importance.     Buyers,    brokers. 


and  processors  located  outside  the  pro- 
duction area  may  legitimately  buy  po- 
tatoes for  such  purpKjses  and  then  for 
various  resisons  they  may  re-sort  such 
potatoes  and  sell  some  in  fresh  markets 
or  occasionally  they  will  simply  divert 
some  shipments  directly  to  the  fresh 
market.  Unless  such  potatoes  meet  the 
requiremenUs  applicable  to  potatoes  han- 
dled within  the  production  area  or  be- 
tween the  production  area  and  any  point 
outside  thereof,  they  can  damage  the 
reputation  of  the  properly  graded,  sized, 
and  packed  Maine  potatoes  with  adverse 
effects  on  growers'  prices. 

Under  the  present  order  the  shipping 
point  handler  can  act  In  good  faith  and 
comply  with  all  regulations,  but  can  be 
in  violation  If  tlie  receiver  diverts  the 
potatoes.  Under  the  proposed  order 
persons  handling  Maine  potatoes  out- 
side the  production  area  would  be  sub- 
ieci  to  tlie  conditions  of  the  order  if 
they  handled  such  potatoes  contrary  to 
the  appropriate  rules  and  regulations 
recommended  by  the  committee  and 
issued  by  the  Secretary  governing  such 
shipments.  The  receiver  would  have  to 
agree  to  comply  wiUi  regulations  before 
iwtatoes  could  be  shipped  under  special 
purpose  conditions,  and,  in  turn,  will  be 
fully  informed  and  appraised  of  his,  re- 
sponsibilities If  he  diverts  and  such 
potatoes  so  received. 

Provisions  of  the  present  order  are 
such  that  the  burden  of  compliance  with 
regulations  rests  with  the  handler  within 
the  production  area.  As  mentioned 
above,  the  shipping  point  handler  may 
be  in  violation  for  reasons  beyond  his 
control.  Therefore  persons  performing 
handler  functions  outside  the  produc- 
tion area  should,  under  rules  and  reg- 
ulations issued  pursuant  to  9  950.56,  bear 
the  responsibility  of  a  handler  under  the 
proposed  order.  Elxtension  of  this  au- 
thority will  tend  to  promote  more  orderly 
marketing  and  effectuate  the  declared 
poUcy  of  the  act. 

(2)  The  definition  of  "committee"  in 
the  projwsed  order  is  to  identify  the  ad- 
ministrative agency  responsible  for  as- 
sisting in  the  administration  of  the  pro- 
gram. "Committee"'  means  the  Maine 
Potato  Marketing  Committee  as  author- 
ized by  the  act  and  which  is  necessary 
and  incidental  to  the  operation  of  the 
proposed  order.  The  new  definition  re- 
places the  definitions  of  9  950.10  Mar- 
keting Committee  and  9  950.11  Adminis- 
trative  Committee  in  the  present  order. 

(3)  "Pack"  should  be  defined  as  set 
forth  in  the  proposed  order  as  a  means 
for  establishing  a  method  of  regulation 
and  as  the  basis  for  distinguishing  among 
the  various  units  in  which  potatoes  are 
prepared  for  market  and  shipped.  The 
term  "pack"  is  commonly  used  through- 
out the  potato  trade  and  refers  to  a  com- 
bination of  factors  including  the  grade, 
size,  maturity,  and  variety  of  the  pota- 
toes together  with  the  size  and  type  of 
container.  For  example,  a  common  or 
usual  pack  for  Maine  is  a  "U.S.  No.  1, 
2'2  minimum-3'/2  maximum.  Katahdin 
variety.  In  10-pound  "poly"  bags." 

The  State  of  Maine  Department  of 
Agriculture  has  established  standards  for 
certain  "packs"  of  potatoes  specifying 
the  grade,  size,  type  of  container,  etc. 
In  order  to  cooi?erate  with  this  agency 
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the  committee  should  have  authority  to 
use  these  pack  specifications  and  pack 
designations  in  recommending  pack  reg- 
ulations. 

The  development  of  new  potato  packs 
IS  continuous.  Consumer  size  packages 
continue  to  gain  in  popularity.  A  re- 
cently developed  50-pound  box  contains 
potatoes  which  are  sized  and  hand 
packed.  The  definition  should  cover 
other  developments  in  packing  as  they 
occur  in  the  future.  The  committee 
should  be  able  to  recommend  such  pack 
regulations  as  will  permit  taking  ad- 
vantage of  any  practice  or  innovation 
which  will  tend  to  improve  growers'  re- 
turns. The  particular  packs  which  may 
be  handled  should  be  specified  by  recom- 
mendation of  the  committee,  with  ap- 
proval of  the  Secretary,  and  thereby  per- 
mit the  tailoring  of  particular  regulations 
to  particular  packs. 

"Container"  should  be  defined  in  the 
proposed  order  as  a  basis  for  differen- 
tiating among  the  numerous  shipping 
units  in  which  potatoes  may  move  to 
market  outlets,  since  authority  to  regu- 
late by  type  of  container  is  included  in 
the  proposed  order. 

•Label'"  as  defined  in  the  proposed  or- 
der means  the  same  as  it  does  in  the  com- 
mon use  of  the  trade,  namely,  to  mark. 
brand,  or  otherwise  designate  on  con- 
tainers the  grade  or  size  or  both  of  the 
potatoes  contained  therein. 

Under  the  proposed  order,  authority 
is  specifically  included  for  regulating  by 
""maturity."  Maturity  Is  considered  in 
the  United  States  Standards  for  Potatoes 
In  terms  of  tlie  development  or  condition 
of  the  outer  skin  of  the  potatoes.  The 
term  as  defined  in  the  proposed  order 
conforms  with  the  concept  in  the  stand- 
ards, and  sliould  be  Included  to  provide 
a  basis  for  the  authority  to  regulate  by 
maturity. 

i4)  The  present  order  provides  for  a 
marketing  committee  and  for  an  admin- 
istrative committee.  The  marketing 
committee  consists  of  20  members  and  5 
alternates.  The  administrative  com- 
mittee is  selected  from  members  and 
alternates  of  the  marketing  committee, 
and  must  have  three  or  more  members. 
Under  the  proposed  order,  only  one  (X>m- 
mlttee.  the  Maine  Potato  Marketing 
Committee,  will  be  established  with  the 
same  membership  as  the  marketing  com- 
mittee in  the  present  order. 

The  prop>06ed  committee  would  ^- 
sume  all  the  functions  of  the  adminla- 
tratlve  committee  In  the  present  order. 
No  change  Is  proposed  In  the  selection. 
qualification  and  present  distribution  ot 
membership  by  districts  for  the  proposed 
committee  over  the  current  methods  used 
for  selecting  the  marketing  committee. 
Members  of  the  present  marketing  com- 
mittee would  continue  as  members  cf 
the  Initial  committee  under  the  proposed 
order.  An  administrative  committee 
could  become  the  Initial  subcommittee 
of  the  committee. 

Testimony  at  the  hearing  shows  that 
the  dual  committee  arrangement  has 
caused  some  misunderstanding  within 
the  Industry.  Also,  there  is  a  delay  be- 
tween the  organization  of  the  Maine 
Potato  Marketing  Committee  and  ai^ 
pointment  of  the  Uain^  Potato  Atteninis 
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tratlre  Committee.  The  proposed  ar- 
rangement of  a  single  committee  should 
result  in  more  effective  administration 
of  the  order. 

(5)  The  proposed  order  would  amend 
paragrm;>h  (c)  of  9  950.31  Nominations, 
so  only  one  ncnninee  must  be  submitted 
to  the  Secretary  for  each  vacancy  on  the 
committee.  Testimony  shows  that  there 
is  some  confusion  upon  the  part  of 
nominees  with  respect  to  the  current 
nomination  procedure  of  submitting  two 
names  for  each  position.  Nominees 
have  been  confused  by  the  submission 
of  their  names  for  consideration  for 
appointment  and  cannot  understand 
why  they  are  not  appointed  after  being 
recommended  to  the  Secretary.  Also, 
some  qualified  persons  do  not  wish  to 
have  their  names  submitted  only  for 
consideration  with  actual  appointment 
going  to  another,  emd  for  that  reason 
do  not  allow  their  names  to  be  submitted 
for  nomination.  Since  the  nominee 
who  receives  the  highest  number  of 
votes  has  always  been  selected  the 
present  procedure  serves  no  useful  pur- 
pose and  should  be  amended.  Several 
persons  are  usually  nominated  for  each 
position,  so  the  prcxsedtue  of  submitting 
only  one  name  for  appointment  would 
not  necessarily  limit  the  Secretary  In 
his  selection.  Therefore,  it  Is  found  that 
the  proTiisions  of  S  950.31  should  be 
amended  accordingly. 

(6)  In  the  proix)sed  order  S  950.39  Du- 
ties must  reflect  changes  required  by  the 
elimination  ai  the  administrative  com- 
mittee and  marketing  committee  In  the 
present  order  and  assignment  of  their 
duties  to  the  single  committee  estab- 
lished in  the  proposed  order.  All  duties 
currently  assigned  the  administrative 
committee  would  be  assigned  to  the  new 
committee  bat  could  be  reassigned  to  a 
subcommittee.  The  listed  duties  have 
proven  satisfactory  in  the  present 
order  and  should  be  ccmtlnued  In  the 
propoaed  order. 

(7)  Section  950.44  Refunds  at  the 
present  order  provides  methods  for  dis- 
posing of  any  excess  fimds  remaining 
after  each  fiscal  period's  expenses  have 
been  met.  These  methods  include  the 
crediting  of  each  handler's  account  with 
his  share  of  the  refund,  or  by  payment  to 
him  if  demanded.  Authority  is  also  in- 
cluded in  the  present  order  to  set  aside 
some  of  tbe  excess  funds  as  a  reserve  for 
possiUe  tiqiaidation. 

Good  bosiness  practice  requires  provi- 
sion for  contingencies.  The  committee 
should  be  authorized  to  set  aside  some 
of  ttie  funds  remaining  at  the  end  of 
each  fiscal  year  after  expenses  for  the 
period  have  been  met.  to  be  carried  over 
into  faOowinir  periods  in  a  general  re- 
seije  to  be  used  for  operations  and  for 
possible  Uquidation  of  the  affairs  of  the 
committee. 

The  reserve  could  be  built  up  over  a 
period  of  years  provided  it  does  not 
exceed  approximately  one  year's  operat- 
ing expenses.  This  reserve  could  be  used 
for  several  purposes.  It  could  be  used 
to  allow  the  committee  to  function  at 
the  beginning  of  each  season  prior  to  the 
time  asssssmant  Incomf  is  available;  to 
cover  any  deficits  during  a  fiscal  period 
In  which  asaesMMent  incosse  falls  short 
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of  expenses;  to  pay  expenses  diuing  any 
period  when  any  or  all  of  the  provisions 
of  the  order  are  suspended  or  are  in- 
operative ;  or  for  other  expenses  author- 
ized under  the  proposed  order. 

A  reserve  fund  would  be  needed  In  the 
event  of  termination,  to  pay  the  ex- 
penses of  winding  up  committee  affairs. 
Any  balance  remaining  after  liquidation 
should  be  prorated,  to  the  extent  prac- 
tical, to  the  persons  from  whom  such 
funds  were  collected. 

It  Is  concluded,  that  the  revision  of 
§  950.44,  authorizing  operating  reserve, 
as  hereinafter  set  forth,  should  be  In- 
corporated, in  the  proposed  order. 

(8)  The  proposed  order  contains  addi- 
tional authority  in  §  950.52  and  9  950.53 
for  recommending  regulations.  The 
sections  relating  to  marketing  policy, 
§  950.50,  and  recommendation  for  regu- 
lations, 9  950.51,  incorporate  these 
changes.  Testimony  was  given  that  a 
marketing  policy  statement  has  been 
prepared  each  season  since  1954  imder 
the  provisions  of  9  950.50.  In  the  event 
the  proposed  order  Is  adopted,  the  Com- 
mittee would  need  to  consider  any 
changes  in  the  present  regulating  au- 
thority when  making  recommendations 
for  regulations.  Likewise,  under  S  950.51, 
the  Committee  should  have  authority  to 
recommend  any  regulations  authorized 
In  §9  950.52  and  950.53. 

(9)  The  types  and  methods  of  limit- 
ing shipments  are  contained  In  99  950.52 
and  950.53  of  the  proposed  order.  These 
should  include  all  the  types  and  methods 
in  the  present  order  together  with  cer- 
tain additional  types  of  regulations  and 
the  further  defining  of  other  types  of 
regulations  (X)ntained  In  the  present 
order. 

The  record  of  hearing  shows  that  In 
considering  regulations  for  the  1980-61 
season,  the  marketing  committee  gave 
consideration  to  the  recommendation  of 
a  regulation  which  would  allow  the  ship- 
ment of  a  pack  of  UJ5.  No.  I  potatoes, 
2  to  2'/^  Inches  in  diameter;  however,  it 
was  found  this  pack,  especially  in  a  closed 
container,  could  not  be  distinguished 
from  the  regular  Maine  pack  (UJS.  No.  I, 
2^  to  4  inches  in  diameter)  of  the  past 
few  seasons.  Authority  contained  in  the 
proposed  order  requiring  containers  be 
labeled  as  to  grade  and  size  would  not 
only  serve  to  permit  the  pack  of  smaller 
sizes  to  stand  on  their  own  merit  and 
avoid  being  substituted  for  the  standard 
pack,  but  would  have  given  additional 
recognition  to  the  standard  Maine  pack. 
Although  a  large  volume  of  Maine  ship- 
ments are  U.S.  No.  1  grade,  some  sliip- 
ments  for  specnal  purposes  or  under  ex- 
emption procedures  are  (rf  a  lesser  grade 
and  labels  could  be  used  to  advantage  in 
distinguishing  between  grades  of  certain 
packs. 

The  use  of  the  State  of  Maine's  Blue. 
White  and  Red  trademaik  in  place  of 
grade  and  size  should  be  recognized. 
State  of  Maine  packs  such  as  "Chefs 
Specials,"  which  In  themsdves  have 
grade  and  size  requirements  which  are 
recognized  by  the  trade  should  be  au- 
thorized. Wheaa  handlers  are  aathor- 
Ized  to  use  such  labels  and  trade  namts 
the  eosnmfttee  should  have  authorttj  to 
recognise  such  as  sneeting  labeHng 
requirements. 
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Authority  to  require  labeling  upon 
committee  recommendations;  of  con- 
tainers for  Maine  potatoes  and  to  estab- 
lish this  as  a  standard  trade  practice 
would  help  to  promote  orderly  market- 
ing in  that  consumers  would  know  what 
they  are  purchasing  and  the  potatoes  of 
each  quality  and  size  would  sell  for  what 
they  are  worth.  If  lower  grades  and  less 
acceptable  sizes  of  potatoes  are  labeled 
for  what  they  are,  they  would  not  be  con- 
fused with  the  better  quality  and  sizes 
which  in  turn  would  not  adversely  affect 
prices  received  by  growers  for  the  more 
acceptable  grades  and  sizes. 

Labeling  authority  in  the  proposed 
order  Is  incidental  to.  not  inconsistent 
with,  and  necessary  to  effectuate  its 
grade,  size,  and  quality  regulations.  Such 
authority  is  not  inconsistent  with  the 
other  provisions  of  the  order.  Authority 
in  the  proposed  order  should  be  flexible 
enough  to  permit  the  committee,  with 
approval  of  the  Secretary,  after  careful 
study,  to  issue  such  labeling  regulations 
as  would  be  beneficial  to  producers  and 
handlers  of  production  area  potatoes.  It 
Is  concluded  that  the  labeling  provision. 
as  hereinafter  set  forth,  should  be  au- 
thorized in  the  proposed  order. 

Provision  Is  included  in  the  proposed 
marketing  order  authorizing  different 
regulations  for  different  markets.  It  was 
testified  that  this  provision  is  intended 
to  distinguish  only  between  markets 
within  the  production  area  and  those 
outside.  Markets  within  the  production 
area,  particularly  for  certain  processing 
uses,  are  close  to  source  of  supply  and 
could  at  times  be  allowed  to  take  differ- 
ent grade  and  sizes  of  potatoes  than 
those  outside  the  production  area,  or 
could  be  relieved  from  grade  and  size 
regulations  if  it  may  be  practical  to  do 
so  in  terms  of  administering  the  program 
and  helping  to  promote  orderly  market- 
ing. At  the  same  time,  it  would  be  im- 
practical to  consider  distinguishing  be- 
tween terminal  markets  outside  the  pro- 
duction area. 

The  present  order  authorized  pack  reg- 
ulations. It  is  found  that  this  authority 
should  be  continued  under  the  proposed 
order  based  upon  the  testimony  and 
evidence  with  respect  to  the  new  defini- 
tion of  Pack  a  950.16  of  the  proposed 
order).  It  is  fiuther  foimd  that  be- 
cause various  factors  of  a  pack  affect 
the  price  received  therefor.  It  is  neces- 
sary to  authorize  regulations  covering 
each  of  the  factors  making  up  a  pack. 
Each  of  the  factors  has  an  infiuence 
on  price.  Testimony  introduced  at  the 
hearing  showed  that  if  one  factor  of  a 
pack  was  contrary  to  the  original  con- 
tract or  order,  the  shipment  was  usually 
subject  to  an  adjustment  which  in  txirn 
was  refiected  in  the  price  received  by 
the  grower.  More  emphasis  is  being 
placed  upon  proper  grading  and  packing 
now  than  when  the  present  order  was 
originally  considered  in  1954.  Unless 
each  element  of  packs  is  regulated  so 
as  to  promote  orderly  marketing,  pack 
regxilations  under  the  proposed  order 
would  be  ineffective  in  attaining  the 
objectives  of  the  act. 

The  proposed  order  provides  for  the 
committee  to  recommend,  and  the  Sec- 
retary to  fix,  through  rules  and  regxila- 
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tions.  the  size,  weight,  capacity,  dimen- 
sions, or  pack  of  the  containers  which 
may  be  used  in  the  packaging  or  han- 
dling of  potatoes.  This  is  not  a  par- 
ticularly disturbing  problem  at  the 
present  time,  but  If  malpractices  should 
develop,  such  as  the  use  of  off-size  or 
deceptive  containers,  or  with  respect  to 
the  net  weights  of  containers,  it  is  neces- 
sary that  authority  should  be  available 
for  the  committee,  with  the  approval 
of  the  Secretary,  to  correct  any  abu.ses 
which  may  develop  and  to  prohibit  the 
use  of  undesirable  or  deceptive 
containers. 

Maturity  is  a  quality  factor  and.  as 
such,  is  included  within  the  authority  of 
the  present  order.  Testimony  was 
offered  at  the  hearing  that  the  authority 
to  regulate  specifically  by  maturity.  In 
terms  of  skinning  classifications  should 
be  provided  in  the  proposed  order  for 
clarity  and  so  that  all  parties  concerned 
will  know  that  such  regulations  will  be 
in  accordance  with  the  aforementioned 
standards. 

The  present  order  authorized  the  Com- 
mittee to  recommend  and  the  Secretary 
to  establish  such  minimum  standards  of 
quality  and  maturity  and  such  grading 
and  inspection  requirements  during  any 
or  all  periods  when  potato  prices  reach 
the  equivalent  parity  as  will  be  in  the 
public  interest.  Such  authority  should 
be  contained  under  the  proposed  order. 

(10)  Authority  is  contained  in  S  950.53 
of  the  present  order  for  the  marketing 
committee  to  recommend,  and  the  Secre- 
tary to  provide,  for  the  modification, 
termination  or  suspension  of  regulations 
on  shipments  for  manufacture  or  conver- 
sion into  specified  products.  Testimony 
was  offered  at  the  hearing  that  potatoes 
for  chipping  be  added  to  the  outlets 
listed  in  9  950.53.  Potatoes  used  for 
chipping  require  special  cultural  prac- 
tices and  early  harvest  which  tend  to  in- 
crease the  cost  of  growing  a  crop  for 
chipper s  when  compared  to  tablestock. 
Potatoes  which  will  make  satisfactory 
chips,  although  they  may  not  meet  table- 
stock  grades  and  sizes,  may  be  of  greater 
value  to  chippers  than  potatoes  which 
meet  tablestock  grades  and  sizes  that 
fail  to  chip  satisfactorily.  Therefore, 
chippers'  reqiiirements  for  potatoes  differ 
from  those  for  the  tablestock  market, 
with  chi Pipers  being  less  interested  in  the 
outside  or  external  appearance  of  the 
potato,  but  look  for  internal  factors  or 
conditions  which  will  make  good  chips. 
Shipments  for  chipping  reduce  the  total 
supply  of  potatoes  available  for  shipment 
from  the  production  area  to  the  domestic 
fresh  market;  and  therefore,  such  ship- 
ments tend  to  increase  the  value  of  the 
crop.  Therefore  it  is  concluded  that 
shipments  of  potatoes  for  chipping 
should  be  included  in  the  outlets  con- 
sidered under  9  950.53. 

(11)  Provisions  are  Included  In  the 
present  order  for  requiring  inspection 
whenever  the  shipments  are  limited 
under  the  provisions  of  99  950.45,  950.52, 
and  950.53.  In  the  proposed  order  the 
committee  may  recommend,  and  the 
Secretary  may  Issue,  regulations  requir- 
ing inspection  even  when  no  regulations 
are  in  effect  under  the  aforementioned 
sections.  Testimony  was  given  that 
some  committee  activities  and  functions 


are  necessary  even  when  regulations  are 
not  in  effect.  Inspection  is  necessary  so 
assessments  as  provided  in  9  950.45  may 
be  levied  equitably  upon  all  handlers. 
Inspection  certificates  would  also  provide 
a  method  whereby  statistical  informa- 
tion would  be  available  to  the  committee 
to  assist  In  preparation  of,  or  review  of. 
the  marketing  policy  statement.  The 
Maine  Branding  Law  requires  that  all 
potatoes  be  labeled  as  to  grade.  In- 
spection under  this  section  would  permit 
the  committee  to  cooperate  with  the 
State  agency  in  the  administration  of 
this  law. 

Under  the  provisions  of  the  present 
order,  §  950.65  authorizes  the  committee 
to  recommend,  and  the  Secretary  to  is- 
sue, rules  limiting  the  period  for  which 
inspection  certificates  may  be  valid.  At 
the  hearing,  testimony  was  offered  that 
this  section  in  the  proposed  order  should 
provide  for  the  establishment  of  this 
period  differently  by  types  of  carriers 
(truck  vs.  rail),  types  of  Inspection  cer- 
tificates (Standard  vs.  lot),  and  for  spe- 
cial outlets  established  under  9  950.53. 
Such  requirement  is  reasonable  and 
necessary.  The  validity  time  In  the  past 
has  been  based  upon  the  maximum  per- 
iod necessary  on  truck  shipments.  Ex- 
perience has  shown  that  this  period  may 
be  too  short  for  rail  shipments.  In  the 
case  of  warehouse  or  lot  lnsr>ections,  a 
time  could  be  fixed  which  would  allow 
adequate  opportunity  for  the  handling 
of  all  inspected  potatoes,  thereby  accom- 
modating handlers  and  truckers.  Or 
under  this  provision  a  longer  period  of 
vaUdity  could  be  established  for  inspec- 
tion certificates  issued  in  the  case  of 
chipping  potatoes  placed  In  storage  for 
conditioning  and  then  shipped  out  of 
storage  at  some  later  date.  Conditioned 
potatoes  are  subject  to  shriveling  and 
sprouting,  due  to  conditioning,  which 
makes  inspection  difiQcult  at  the  time  of 
shipment.  Shipments  of  such  potatoes 
could  l>e  handled  under  the  provision  of 
9  950.56  Safeguards  under  which  a  sys- 
tem of  regi-sterlng  handlers  of  such  ship- 
ments may  be  used  to  facilitate  its  pro- 
visions. 

In  the  proposed  order,  the  provisions 
of  9  950.65  are  amended  to  require  han- 
dlers shipping  potatoes  by  truck  to  pro- 
vide the  trucker  with  a  copy  of  the  ap- 
plicable Inspection  certificate  for  such 
shipment,  and  for  the  trucker  to  sur- 
rtader  such  certificate  to  those  enforce- 
ment authorities  designated  by  the  com- 
mittee. This  provision  is  necessary  to 
determine  that  requirements  are  being 
met.  It  was  testified  that  most  handlers 
are  following  this  practice  now.  so  this 
requirement  is  practical  and  should  not 
impose  any  extra  burden  upon  handlers. 

The  committee  should  be  authorized 
to  recommend,  and  the  Secretary  to  re- 
quire, that  all  lots  of  potatoes  inspected 
and  certified  shall  be  Identified  by  ap- 
propriate seals,  stamps,  or  tags  to  be 
affixed  to  each  container  thereof  by  the 
handler  thereof,  under  the  direction  or 
supervision  of  the  Federal  or  Federal- 
State  Inspection  Service  or  the  commit- 
tee. Such  identification  requirements 
would  result  in  more  efficient  and  effec- 
tive administration  of  the  program  be- 
cause complifimce  problems  would  be 
minimized.     It  would  supplement  and 
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assist  in  the  administration  of  the  order. 
particularly  if  labeling  requirements 
authorized  in  9  950.52  were  in  effect. 
The  proposed  order  should  contain  such 
authority. 

Other  provisions  of  9  950.65  in  the 
present  order  would  continue  unchanged 
in  the  proposed  order. 

(12)  Testimony  at  the  hearing  sup- 
ported the  proposal  for  amending  9950.80 
Reports  to  provide  that  reports  may  be 
requested  of  individual  handlers  rather 
than  all  handlers  in  the  production  area. 
In  the  event  reports  are  needed  from 
only  one  handler  or  small  group  of  han- 
dlers, no  useful  purpose  would  be  served 
by  requesting  reports  of  all  handlers  in 
the  production  area.  For  example,  if  a 
particular  section  or  district  was  affected 
by  an  unusual  circumstance,  no  purpose 
would  be  served  in  requesting  reports  of 
the  amount  of  this  damage,  to  assist  in 
preparation  of  a  marketing  policy,  from 
all  handlers;  rather  reports  from  only 
those  handlers  affected  would  be  needed. 
Also,  a  time  limit  was  established  for 
which  handlers  must  retain  records  for 
this  part.  A  period  of  2  years  following 
each  fiscal  period  is  established  as  the 
length  of  time  records  should  be  re- 
tained. Paragraph  (a)  is  included  to 
notify  handlers  of  the  types  of  reports 
which  might  be  requested  under  this  sec- 
tion. Paragraph  (b)  Is  included  so  that 
handlers  will  know  that  information 
supplied  under  this  section  would  re- 
ceive appropriate  protection.  General 
provision  for  these  two  paragraphs  was 
established  in  the  1954  hearing  record  on 
the  present  order.  The  changes  con- 
tained in  the  proposed  order  specify  in 
detail  what  may  be  required  in  the  way 
of  reports  to  make  such  requirements 
more  readily  available  and  known. 

(13)  Changes  and  modifications  in 
drafting  some  provisions,  including 
changes  in  reference  numbers  and  cross- 
references  between  sections,  are  neces- 
sai-y  to  conform  the  present  order 
with  the  proposed  amendments.  These 
changes  are  made  and  the  proposed 
order  conforms  with  them. 

General  findings.  Upon  the  basis  of 
evidence  introduced  at  the  hearing  and 
the  record  thereof  it  is  found  that: 

(1)  The  marketing  agreement  and 
the  order,  as  both  are  hereby  proposed 
to  be  amended,  and  all  of  the  terms  and 
conditions  thereof,  will  tend  to  effectuate 
the  declared  policy  of  the  act  with  re- 
spect to  potatoes  produced  in  the  pro- 
duction area,  by  establishing  and  main- 
taining such  orderly  marketing  condi- 
tions therefor  as  will  tend  to  establi^, 
as  prices  to  the  producers  thereof,  parity 
prices  and  by  protecting  the  interest  of 
the  consumer  (i)  by  approaching  the 
level  of  prices  which  it  is  declared  in 
the  act  to  be  the  pohcy  of  Congress  to 
establish  by  a  gradual  correction  of  the 
current  level  of  prices  at  as  rapid  a  rate 
as  the  Secretary  deems  to  be  in  the  pub- 
lic interest  and  feasible  in  ^ew  of  the 
current  consumptive  demand  in  domes- 
tic and  foreign  markets,  and  (11)  by  au- 
thorizing no  action  which  has  for  Its 
purpose  the  maintenance  of  prices  to 
producers  of  such  potatoes  above  the 
parity  level,  and  (ill)  by  authorizing  the 
establishment  and  maintenance  of  such 
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minimum  standards  of  quality  and  ma- 
turity, and  such  grading  and  inspection 
requirements  as  may  be  incidental 
thereto,  as  will  tend  to  effectuate  such 
orderly  marketing  of  such  potatoes  as 
will  be  in  the  public  interest; 

(2)  The  marketing  agreement  and  the 
order,  as  both  are  hereby  proposed  to  be 
amended,  regulate  the  handling  of  po- 
tatoes grown  in  the  production  area  in 
the  same  manner  as,  and  are  applicable 
only  to  persons  In  the  respective  classes 
of  industrial  and  commercial  activity 
specified  in.  a  marketing  order  upon 
which  hearings  have  been  held; 

(3)  The  said  marketing  agreement 
and  the  order,  as  both  are  hereby 
proposed  to  be  amended,  are  limited  in 
application  to  the  smallest  regional  pro- 
duction area  which  is  practicable,  con- 
sistently with  carrying  out  the  declared 
policy  of  the  act;  and  the  issuance  of 
several  orders  applicable  to  subdivisions 
of  the  production  area  would  not  effec- 
tively carry  out  the  declared  policy  of 
the  act; 

(4)  The  said  marketing  agreement 
and  the  order,  as  both  are  hereby  pro- 
posed to  be  amended,  prescribed,  so  far 
as  practicable,  such  different  terms,  ap- 
plicable to  different  parts  of  the  produc- 
tion area,  as  are  necessary  to  give  due 
recognition  to  the  differences  In  the  pro- 
duction and  marketing  of  potatoes 
grown  In  the  production  area;  and 

(5)  All  handling  of  potatoes  as  de- 
fined in  this  part  is  in  the  ciu-rent  of  in- 
terstate or  foreign  commerce  or  directly 
burdens,  obstructs,  or  affects  such 
commerce. 

Marketing  agreement,  as  amended, 
and  Order,  as  amended.  Annexed  hereto 
and  made  a  part  hereof  are  two  docu- 
ments entitled,  respectively,  "Marketing 
Agreement,  as  Amended,  Regiilating  the 
Handling  of  Irish  Potatoes  Grown  in 
l^ine"  and  "Order,  as  Amended,  Regu- 
lating the  Handling  of  Irish  Potatoes 
Grown  in  Maine"  which  have  been 
decided  upcm  as  the  appropriate  and 
detailed  means  of  effectuating  the  fore- 
going conclusions.  The  aforesaid  mar- 
keting agreement,  as  amended,  and 
aforesaid  order,  as  amended,  shall  not 
become  effective  unless  and  imtil  the 
requirements  of  S  900.14  of  the  aforesaid 
niles  of  practice  and  procedure  govern- 
ing proceedings  to  formulate  marketing 
agreements  and  marketing  orders  have 
been  met. 

It  is  hereby  ordered.  That  all  of  this 
decision,  except  the  annexed  marketing 
agreement,  as  amended,  be  published  in 
the  FkDXRAL  Register.  The  regulatory 
provisions  of  the  said  marketing  agree- 
ment, as  amended,  are  Identical  with 
those  contained  in  the  Order,  as 
amended,  which  will  be  published  with 
this  decision. 

Order,  as  Amended,""  Regulating  the  Han- 
dling of  Irish  Potatoes  Grown  in  Maine 

Sec. 

950.0      Findings  and  determinations. 
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*  This  order,  aa  amended,  staall  not  become 
effective  unleaa  and  untU  the  reqxilrements 
of  ii  900.14  (7  CFB  900.14)  oi  the  rulee  and 
practice  and  procedure  governing  proceedings 
to  formulate  marketing  agreements  and  mar- 
keting order  have  been  met. 
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Sec. 

950.1  Secretary. 

950.2  Act. 
950il  Person. 

950.4  Production  area. 

950.5  Potatoes. 

950.6  Handler. 

950.7  Ship  or  handle. 

950.8  Grading. 

950.9  Grade  and  size. 

950.10  Producer. 

950.11  Committee. 

950.12  Fiscal  period. 

950.13  Varieties. 

950.14  Seed  potatoes. 

950.15  Table  stcx:k  potatoes. 

950.16  Pack. 

950.17  Export. 

950.18  District. 

950.19  Container. 

950.20  Label. 

950.21  Maturity. 

Committee 

950.25  Es.tabll8hment  and  membership. 

950.26  Selection. 

950.27  Qualifications  for   committee  mem- 

bership. 

950.28  Districts. 

950.29  Redlstrlcting. 

950.30  Term  of  office. 

950.31  Nomination. 

950.32  Failure  to  nominate. 

950.33  Acceptance. 

950.34  Vacancies. 

950.35  Alternate  members. 

950.36  Procedure. 

950.37  Expenses  and  compensation. 

950.38  Powers. 

950.39  Duties. 

Expenses  and  Assessments 

950.43  Expenses. 

950.44  Budget. 

950.45  Assessments. 

950.46  Accounting, 

950.47  Refunds. 

Regulations 

950.50  Marketing  policy. 

950.51  Recommendations  for  regulations. 

950.52  Issuance  of  regulationa. 

950.53  Handling  for  special  purposes. 

950.54  Minlmxim  quantity  regulation. 

950.55  Notification  of  regulation. 

950.56  Safeguards. 

Inspection 
950.65     Inspection  and  certification. 
Exemption 

950.70  Policy. 

950.71  Rules  and  procedures. 

950.72  Applications  and  Issuance. 

950.73  Investigation. 

950.74  Appeals. 

950.75  Records. 

Miscellaneous  Provisions 

950.80  Reports. 

950.81  Compliance. 

950.82  Right  of  the  SecreUry. 

950.83  Effective  time. 

950.84  Termination  or  suspension. 

950.85  Proceedings  after  termination. 

950.86  Effect  of  termination  or  amendment. 

950.87  Duration  of  immunities. 

950.88  Agents. 

950.89  Derogation. 

950.90  Personal  liability. 

950.91  Separability. 

950.92  Amendments. 

AuTHoaiTT:  {{950.0  to  950.92,  Inclusive. 
Issued  pursuant  to  sees.  1-19,  48  Stat.  31, 
as  amended;  7  T3JS.C.  601-674. 

§  950.0     Findings  and  determinations. 

Findings  and  determinations  herein- 
after set  forth  are  supplanentary  and 
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in  addition  to  the  findings  and  deter- 
minations made  in  connection  with  the 
issuance  of  the  aforesaid  order,  and  adl 
of  said  previous  findings  and  determina- 
tions, are  hereby  ratified  and  affirmed, 
except  insofar  as  such  findings  and  de- 
terminations may  be  in  confiict  with 
the  findings  and  determinations  set 
forth  herein. 

(a»  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937.  as  amended  isecs.  1-19.  48  Stat 
31.  as  amended:  7  U  S.C.  601-674 ».  and 
in  accordance  with  the  applicable  rules 
of  practice  and  procedure  governing 
proceedings  to  formulate  marketing 
agreements  and  marketing  orders  i7 
CFR  Part  900).  a  public  hearing  was 
held  in  Presque  Isle.  Maine,  on  August 
4.  1961.  upon  proposed  amendments  to 
Marketing  Agreement  No.  122  and  Order 
No.  950  (7  CFR  Part  950  >.  regulating 
the  handling  of  Irish  potatoes  grown  in 
Maine.  Upon  the  basis  of  evidence  in- 
troduced at  such  hearing,  and  the  record 
thereof,  it  is  found  that: 

(1)  The  said  order,  as  hereby 
amended,  and  all  of  the  terms  and  con- 
ditions thereof,  will  tend  to  effectuate 
the  declared  policy  of  the  act  with  re- 
spect to  potatoes  produced  in  the  pro- 
duction area  by  establishing  and  main- 
taining such  orderly  marketing  condi- 
tions therefor  as  will  tend  to  establish, 
as  prices  to  the  producers  thereof,  parity 
prices  and  by  protecting  the  interest  of 
the  consumer  (i)  by  approaching  the 
level  of  prices  which  it  is  declared  in 
the  act  to  be  the  policy  of  Congress  to 
establish  by  a  gradual  correction  of  the 
current  level  of  prices  at  as  rapid  a 
rate  as  the  Secretary  deems  to  be  in 
the  public  interest  and  feasible  in  view 
of  the  current  consumptive  demand  In 
domestic  and  foreign  markets,  and  (li) 
by  authorizing  no  action  which  has  for 
its  purpose  the  maintenance  of  prices 
to  producers  of  such  potatoes  above  the 
parity  level,  and  (iii)  by  authorizing  the 
establishment  and  maintenance  of  such 
minimum  standards  of  quality  and  ma- 
turity, and  such  grading  and  insp>ection 
requirements  as  may  be  incidental 
thereto,  as  will  tend  to  effectuate  such 
orderly  marketing  of  such  potatoes  as 
will  be  in  the  public  interest; 

(2)  The  said  order,  as  hereby 
amended,  authorizes  regulation  of  the 
handling  of  potatoes  grown  in  the  pro- 
duction area  in  the  same  maruier  as. 
and  is  applicable  only  to  persons  in  the 
resiJective  classes  of  industrial  and  com- 
mercial activities  specified  in  a  market- 
ing order  upon  which  a  hearing  has  been 
held: 

(3)  The  said  order,  as  hereby 
amended.  Is  limited  in  application  to  the 
smallest  regional  production  area  which 
is  practicable,  consistently  with  carrying 
out  the  declared  policy  of  the  act;  and 
the  issuance  of  seversJ  orders  applicable 
to  subdivisions  of  the  production  area 
would  not  effectively  carry  out  the  de- 
clared policy  of  the  act; 

(4)  The  said  order,  as  hereby 
amended,  prescribes,  so  far  as  practi- 
cable, such  different  terms,  applicable  to 
different  parts  of  the  production  area,  as 
are  necessary  to  gire  due  recognition  to 
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the  differences  In  the  production  and 
marketing  of  potatoes  grown  in  the  pro- 
duction area:  and 

<5>  All  handling  of  potatoes  grown  in 
the  production  area,  as  defined  in  the 
order,  as  amended,  is  in  the  current  of 
interstate  or  foreign  commerce,  or 
directly  burdens,  obstructs  or  affects 
such  commerce. 

Order  relative  to  handling.  It  is. 
therefore,  ordered,  that  on  and  after  the 
effective  time  hereof,  the  handlins  of 
Iru>h  potatoes  urown  in  the  production 
area  as  defined  herein  shall  be  in  con- 
formity to,  and  in  compliance  with,  the 
terms  and  conditions  of  this  order,  as 
amended,  and  such  terms  and  condi- 
tions are  as  follows : 

Defi.nitions 
§  9. "JO.  1       Socrttary. 

•Secretary"  means  the  Secretary  of 
Agriculture  of  the  United  States  or  any 
officer  or  employee  of  the  United  States 
Department  of  Aiinculture  to  whom  au- 
thority has  heretofore  been  delegated,  or 
to  whom  authority  may  hereafter  be 
delegated,  to  act  in  his  stead. 

§  930.2      Act. 

•Act"  means  Public  Act  No.  10,  73d 
Congress,  as  amended  and  as  reenacted 
and  amended  by  the  Agricultural  Mar- 
keting Agreement  Act  of  1937.  as  amend- 
ed (48  Stat.  31.  as  amended;  7  U.S.C.  601 
etseq.). 

§  930.3      Prison, 

■•Person"  means  an  individual,  part- 
nership, corporation,  association,  or  any 
other  business  unit. 

§  950. 1      Produrlion  area. 

"Production  area"  means  all  territory 
included  within  the  boundaries  of  the 
State  of  Maine. 

§  930.3      Polatoe!*. 

"Potatoes"  mesms  all  varieties  of  Irish 
potatoes  grown  within  the  production 
area. 

§  930.6      Handler. 

•'Handler"  Is  synonjTnous  with  "ship- 
per" and  means  any  person  (except  a 
common  or  contract  carrier  of  potatoes 
owned  by  another  person)  who  ships  po- 
tatoes or  causes  potatoes  to  be  shipped. 

§  930.7      Ship  or  tiandlr. 

"Ship"  or  "handle"  means  to  sell  or 
transport  jxjtatoes  within  the  produc- 
tion area  or  between  the  production  area, 
and  any  point  outside  thereof,  or  between 
points  outside  the  production  area. 

§  930.8      Cradinfc. 

"Grading  •  is  synonymous  with  "prep- 
aration for  market"  and  means  the  sort- 
ing or  separation  of  potatoes  into  grades 
and  sizes  for  market  purposes. 

§  930.9      Grade  and  size. 

"Grade"  means  any  one  of  the  officially 
established  grades  of  potatoes  and  "size"' 
means  any  one  of  the  officially  estab- 
lished sizes  of  potatoes,  as  defined  and 
set  forth  in: 

(a)  The  United  States  Standards  for 
Potatoes  issued  by  the  United  States  De< 


partment  of  Agriculture  (§§  51.1540  to 
51.1559  of  this  title)  or  amendments 
thereto,  or  modification  thereof,  or  varia- 
tions based  thereon: 

(b>  United  States  Consumer  Stand- 
ards for  Potatoes  issued  by  the  United 
States  Department  of  Agriculture  (§§51.- 
1575  to  51  1587  of  this  title)  or  amend- 
ments thereto,  or  modifications  thereof, 
or  variations  based  thereon; 

(c)  State  of  Maine  Standards  for  Pota- 
toes issued  by  the  State  of  Maine  Com- 
missioner of  Agriculture,  or  amendments 
thereto,  or  modifications  thereof,  or 
variations  based  thereon. 

§930.10       Prtnlurrr. 

'Producer"  means  any  person  engaged 
in  the  production  of  potatoes  for  market. 

§  930.1  1       ("xnnniillee. 

'•Committee"  means  the  Maine  Potato 
Marketing  Committee  established  pursu- 
ant to  §  950.25. 

§  930.12      Fiseal  period. 

"Fiscal  period  '  means  the  period  be- 
ginning and  ending  on  the  dates  ap- 
proved by  the  Secretary  pursuant  to  rec- 
ommendations by  the  committee. 

§930.13      Vaiielie>. 

"Varieties"  means  and  includes  all 
classifications  or  subdivisions  of  Irish 
potatoes  according  to  those  definitive 
characteristics  now  or  hereafter  recog- 
nized by  the  United  States  Department 
of  Agriculture. 

§  950.1 1      Seed  potatoes. 

"Seed  potatoes '  is  synonymous  with 
"seed"  and  means  and  includes  all  pota- 
toes officially  certified  and  tagged, 
marked  or  otherwise  appropriately  Iden- 
tified under  the  supervision  of  the  official 
seed  potato  certifying  agency  of  the 
State  of  Maine  or  other  seed  certification 
agencies  which  the  Secretary  may  re«- 
ognlze. 

§  950. 1 5      Table  stock  potatoen. 

"Table  stock  potatoes"  is  synonymous 
with  •table  stock"  and  means  and  in- 
cludes all  potatoes  not  included  within 
the  definition  of   "seed  potatoes." 

§  950.16     Pack. 

"Pack"  means  a  quantity  of  potatoes 
specified  by  weight,  grade,  size,  or  nu- 
merical limits,  or  by  type  of  container, 
or  any  combination  of  these,  recom- 
mended by  the  committee  and  approved 
by  the  Secretary. 

§950.17      Export. 

"Export"  means  shipment  of  potatoes 
beyond  the  lx)undaries  of  continental 
United  SUtes. 

§950.18      District. 

"District"  means  each  one  of  the  geo- 
graphical divisions  of  the  production 
area  initially  established  pursiiant  to 
1 950.28  or  as  reestablished  pursuant  to 
1950.29. 

§950.19      ConUiner. 

"Container"  means  a  sack.  bag.  crate, 
box.  basket,  barrel,  or  bulk  k>ad  or  any 
other  unit  used  in  packaging,  transporta- 
tion, or  sale  of  potatoes. 
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§  9.30.20      Label. 

•Label"  means  to  mark,  brand,  or 
otherwise  designate  on  containers  the 
grade  or  size,  or  both  of  potatoes  therein. 

§  9.30.21      Maturity. 

•  Maturity"  means  the  stage  of  devel- 
opment or  condition  of  the  outer  skin 
(epidermis)  of  the  potato  determined 
according  to  skinning  classifications  de- 
fined by  the  United  States  Standards  for 
Potatoes  (§5  51.1540  to  51.1559,  inclusive, 
of  tlus  title). 

CoiiMrrTEE       I 

^  930.25    KslabliKhment  and  nieniberMhip. 

The  Maine  Potato  Marketing  Com- 
mittee, consisting  of  20  members,  15  of 
whom  shall  be  producers  and  5  shall  be 
handlers,  is  hereby  established. 

i;  9.30.26      Selection. 

Committee  members  shall  be  selected 
on  the  basis  of  districts  as  established  in 
$§  950.28  or  950.29.  From  each  district. 
three  producers  shall  be  selected  as  com- 
mittee members  and  one  producer  shall 
be  selected  as  committee  alternate.  Prom 
each  district  one  handler  shall  be 
selected  as  member  and  one  handler 
shall  be  selected  as  alternate. 

§  930.27      Qualifications    for    committee 
membership. 

Persons  selected  as  committee  mem- 
bers or  alternates  to  represent  producers 
shall  be  individuals  who  are  producers 
in  the  respective  district  for  which 
selected,  or  officers  or  employees  of  a 
corporate  producer  in  such  district,  and 
such  persons  shall  be  residents  of  the 
respective  district  for  which  selected. 
Persons  selected  as  committee  members 
or  alternates  to  repre^nt  handlers  shall 
be  individuals  who  are  handlers  in  the 
district  for  which  selected,  or  officers  or 
employees  of  a  corporate  handler,  and 
such  persons  shall  be  residents  of  the 
district  for  which  selected. 

§  930.28      Districts.  ' 

For  the  purpose  of  determining  the 
basis  for  selecting  committee  members. 
the  following  districts  of  the  production 
area  are  hereby  initially  established: 

District  No.  1.  The  towns  of  Hamlin  and 
Cyr.  township  17.  Range  3.  townships  16  and 
17,  Range  4.  townships  14,  15,  and  16,  Range 
5.  all  townships  14.  Ranges  6,  7.  8,  9,  10,  11, 
12.  13,  14,  15,  and  16.  and  all  area  north 
tliereof  In  ArooEtook  County,  In  the  State 
or   Maine. 

District  No.  2.  The  towns  of  Port  Fairfield. 
Caribou,  Washburn,  Wade,  Perham,  Wood- 
land. Limestone,  Caswell,  Gbnnor,  New 
Sweden.  Westmanland  and  Stockholm  in 
Aroostook  County,  In  the  State  of  Maine. 

District  No.  3.  The  town  of  Brldgewater. 
township  D.  Range  2.  all  townships  9,  ranges 
3.  4.  and  6,  the  town  of  Ozhow,  all  townahlpe 
9.  ranges  7,  8.  9,  10,  11,  12,  13,  14.  15,  16.  17, 
and  18.  and  all  area  north  thereof,  not  in- 
cluded in  Districts  1  and  2,  in  the  State  of 
Maine. 

District  No.  4.  The  town*  of  Orient. 
Haynesvllle  and  Olenwood,  township  2. 
Range  2.  the  towns  of  Sliver  Ridge  and  Bene- 
dtcta.  all  townships  2.  ranges  6,  r,  8.  west 
of  the  east  line  of  the  State  9.  ip,  11.  12, 
townships  2,  3,  and  4,  Range  18,  townships 
4  and  5,  Range  14,  all  townships  5,  ranges 
15.  16.  17.  18,  19,  and  20,  and  all  area  north 
thereof,  not  Included  in  Districts  1,  2.  and 
3,  in  the  SUte  of  Ifalne. 
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District  No.  5.  All  the  remaining  c 
towns,  and  townshipB  in  the  State ^j 
not  included  in  Districts  1,  2,  3, 

§  950.29     Redistricting. 

The  committee  may  recommend,  and 
pursuant  thereto,  the  Secretary  may  ap- 
prove, the  apportionment  of  members 
among  districts,  and  the  re -establish- 
ment of  districts  within  the  production 
area.  In  reconm^nding  any  such 
changes  the  comn;ilttee  shall  give  con- 
sideration to:  (a)/Shifts  in  potato  acre- 
age within  districts  and  within  the 
production  area  during  recent  years; 
(b)  the  importance  of  new  production 
in  its  relation  to  existing  districts;  (c) 
the  equitable  relationship  of  committee 
membership  and  districts;  (d)  economies 
to  result  for  producerr  in  promoting 
efficient  administration  due  to  redistrict- 
ing or  reapportionment  of  members 
within  districts;  and  (e)  other  relevant 
factors.  No  change  in  districting  or  in 
reapportionment  of  members  within  dis- 
tricts may  become  effective  within  less 
than  30  days  prior  to  the  date  on  which 
terms  of  office  begin  each  year  and  no 
recommendations  for  such  redistricting 
or  reapportionment  may  be  made  less 
than  six  months  prior  to  such  date. 

§  950.30     Term  of  office. 

(a)  The  terms  of  office  shall  begin  as 
of  July  1  and  end  as  of  June  30.  The 
term  of  office  of  producer  members  shall 
be  for  three  years.  The  term  of  office 
of  the  producer  members  of  the  initial 
committee  shall  be  so  determined  by  the 
Secretary  that  one-third  shall  be  for 
term  of  one  year,  one-third  for  term  of 
two  years,  and  one-third  for  term  of 
three  years.  The  term  of  office  of  alter- 
nate producer  members  and  of  handler 
members  and  alternates  shall  be  for  one 
year.  No  producer  member  and  no 
handler  member  shall  serve  for  more 
than  ttiree  consecutive  years. 

(b)  Committee  members  and  alter- 
nates shall  serve  during  the  term  of 
office  for  which  they  have  been  selected 
and  have  qualified,  or  during  that  por- 
tion thereof  beginning  on  the  date  on 
which  they  qualify  during  such  term  of 
office  and  continuing  until  the  end  there- 
of, and  until  their  successors  are  se- 
lected and  have  qualified. 

§  950.31     Nomination. 

The  Secretary  may  select  the  com- 
mittee members  and  alternates  from 
nominations  which  may  be  made  in  the 
following  manner: 

(a)  The  committee  shall  hold  or  cause 
to  be  held  prior  to  May  1  of  each  year 
a  meeting  or  meetings  of  producers  in 
each  district  and  a  meeting  or  meetings 
of  handlers  shall  be  held  in  the  pro- 
duction area  to  nominate  members  and 
alternates  for  the  committee. 

(b)  In  arranging  for  such  meetings  the 
committee  may.  If  it  deems  desirable, 
utilize  the  services  and  facilities  of  ex- 
isting organizations  and  agencies; 

(c)  At  each  such  meeting  at  least  one 
nominee  shall  be  designated  for  each 
position  as  member  and  for  each  posi- 
tion as  alternate  member  on  the  com- 
mittee and  eligible  voters  may  ballot  to 
Indicate  the  ranking  of  their  choice  for 
each  nominee; 
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(d)  Nominations  for  committee  mem- 
bers and  alternates,  shall  be  supplied  to 
the  Secretary  in  such  manner  and  form 
as  he  may  prescribe,  not  later  than  June 
1  of  each  year; 

(e)  Only  producers  may  participate  in 
designating  nominees  for  producer  mem- 
bers and  alternates  and  only  handlers 
may  participate  in  designating  nominees 
for  handler  members  and  alternates. 
Each  person  who  is  both  a  producer  and 
a  handler  may  vote  either  as  a  producer 
or  as  a  handler  and  he  may  elect  the 
group  in  which  he  votes.  In  the  event  a 
person  is  engaged  in  producing  or  in 
handling  potatoes  in  more  than  one  dis- 
trict, such  person  shall  elect  the  district 
within  which  he  may  participate  as 
aforesaid  in  designating  nominees; 

(f)  Regardless  of  the  number  of  dis- 
tricts in  which  a  person  produces  or 
handles  potatoes,  each  such  person  is 
entitled  to  cast  only  one  vote  on  behalf 
of  himself,  his  agents,  subsidiaries,  af- 
filiates, and  representatives  in  designat- 
ing nominees  for  committee  members 
and  alternates.  An  eligible  voter's  privi- 
lege of  casting  only  one  vote  as  afore- 
said shall  be  construed  to  permit  a 
voter  to  cast  one  vote  for  each  position 
to  be  filled  from  the  group  in  the  respec- 
tive district  in  which  he  elects  to  vote. 

§  950.32      Failure  to  nominate. 

If  nominations  are  not  made  within 
the  time  and  in  the  manner  specified  in 
§  950.31,  the  Secretary  may,  without  re- 
gard to  nominations,  select  the  com- 
mittee members  and  alternates,  which 
selection  shall  be  on  the  basis  of  the  rep- 
resentation provided  for  in  SS  950.2fi 
through  950.29,  inclusive. 

§  950.33      Acceptance. 

Any  person  selected  as  a  committee 
member  or  alternate  shall  qualify  by 
filing  a  written  acceptance  with  the  Sec- 
retary within  ten  days  after  being  noti- 
fied of  such  selection. 
§  950.34     Vacancies. 

To  fill  committee  vacancies,  the  Secre- 
tary may  select  such  members  or  alter- 
nates from  unselected  nominees  on  the 
current  nominee  list  from  the  district  in- 
volved, or  from  nominations  made  in 
the  manner  specified  in  9  950.31.  If  the 
names  of  nominees  to  fill  any  such 
vacancy  are  not  made  available  to  the 
Secretary  within  30  days  after  such 
vacancy  occurs,  such  vacancy  may  be 
filled  without  regard  to  nominations, 
which  selection  shall  be  made  on  the 
basis  of  the  representation  provided  for 
in  §§  950.26  through  950.29  inclusive. 


§  950.35      Alternate  members. 

In  the  event  any  member  of  the  com- 
mittee is  unable  to  attend  a  meeting  of 
the  committee,  the  alternate,  who  was 
selected  from  the  same  district  and  from 
the  same  group  as  the  absent  member 
may  act  in  the  place  and  stead  of  the 
absent  member.  In  the  event  of  the 
death,  removal,  resignation,  or  disquali- 
fication of  a  member,  a  qualified  alter- 
nate shall  act  for  him  until  a  successor 
of  such  member  is  selected  and  has 
qualified. 
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§  950.36      Procedure. 

(a)  A  majority  of  the  members  of  the 
committee  from  each  of  at  least  four 
districts  shall  be  necessary  to  constitute 
a  quorum  and  a  majority  of  concurring 
TOtes  of  the  entire  membership  of  such 
committee  will  be  required  to  pass  any 
motion  or  approve  any  committee  action. 

(b)  The  committee  may  provide  for 
meeting  by  telephone,  telegraph,  or  other 
means  of  communication  and  any  vote 
cast  at  such  a  meeting  shall  be  con- 
firmed promptly  in  writing:  Provided. 
That  if  any  assembled  meeting  is  held, 
all  votes  shall  be  cast  in  person. 

§  950.37      Expenses  and  rontpenstftiun. 

Committee  members  and  alternates 
shall  be  reimbursed  for  expenses  neces- 
sarily incurred  by  them  in  the  perform- 
ance of  duties  and  in  the  exercise  of 
powers  under  this  part.  Committee 
members  and  alternates  may  receive 
compensation  for  official  services  ren- 
dered In  connection  with  administration 
of  this  part  and  such  compensation  shall 
not  be  in  excess  of  rates  recommended 
by  the  committee  and  approved  by  the 
Secretary.' 

§  950.38      Powers. 

The  committee  shall  have  the  follow- 
ing powers: 

(a)  To  administer  the  provisions  of 
this  part  in  accordance  with  its  terms: 

(b)  To  make  rules  and  regulations  to 
efTectuate  the  terms  and  provisions  of 
this  part: 

(c)  To  receive.  Investigate,  and  report 
to  the  Secretary  complaints  of  violation 
of  the  provisions  of  this  part;  and 

(d)  To  recommend  to  the  Secretary 
amendments  to  this  part. 

§  950.39     Dalies. 

It  shaD  be  the  duty  of  the  committee : 
(a>  To  meet  prior  to  the  beginning  of 
the  marketing  season  each  year,  to  or- 
ganize, to  select  from  among  its  mem- 
bership a  chairman  and  such  other  offi- 
cers as  may  be  necessary,  and  to  adopt 
such  niles  and  regulations  for  the  con- 
duct of  its  business  as  it  may  deem 
advisable. 

(b)  To  prepare  a  marketing  policy: 

(c)  To  recommend  marketing  regu- 
lations to  the  Secretary: 

(d)  To  recommend  rules  and  pro- 
cedures for,  and  to  make  determinations 
In  connection  with,  issuance  of  certifi- 
cates of  privilege  or  exemptions,  or 
both; 

(e)  To  establish  a  subcommittee  or 
subcommittees  whose  duties,  assigned  by 
the  committee,  may  include,  but  shall 
not  be  limited  to,  any  of  the  following 
duties  of  the  committee: 

(f)  To  consult,  cooperate,  and  ex- 
change information  with  other  market- 
ing order  c<xmnittees  and  other  indi- 
Tlduals  or  agencies,  and  to  cooperate, 
and  exchange  information,  in  connec- 
tion with  all  proper  activities  and  objec- 
tives of  such  committees  under  this  part. 

(g)  To  act  as  intermediary  between 
the  Secretary  and  any  producer  or 
handler; 

(h)  To  furnish  to  the  Secretary  such 
available  information  as  he  may  request; 

(1>  To  appoint  such  employees,  agents, 
and  representatives  as  it  may  deem  nec- 
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essary  and  to  determine  the  salaries  and 
define  the  duties  of  each  such  person; 

(J)  To  investigate  from  time*to  time 
and  to  assemble  data  on  the  growing, 
harvesting,  shipping,  and  marketing  con- 
ditions with  respect  to  potatoes,  as  may 
be  necessary  for  administration  of  this 
part: 

(k)  To  keep  minutes,  books,  and  rec- 
ord.s  which  clearly  reflect  all  of  the  acts 
and  transactions  of  the  committee  and 
such  minutes,  books,  and  records  shall 
be  subject  to  examination  at  any  time 
by  the  Secretary  or  his  authorized  uyent 
or  representative : 

(1>  To  make  available  to  producers 
and  handlers  committee  voting  records 
on  recommended  regulations  and  on 
other  matters  of  policy: 

(m)  At  the  beginnin;,'  of  each  fiscal 
period,  and  as  may  be  requested  by  the 
Secretary,  to  prepare  a  budget  of  its 
expenses  and  a  proposed  rate  or  rates 
of  assessment  for  such  fiscal  period,  to- 
gether with  a  report  thereon: 

(n)  To  cause  the  books  of  the  com- 
mittee to  be  audited  by  a  competent 
accountant  at  least  once  each  year,  and 
at  such  other  time  as  such  committee 
may  deem  necessary  or  as  the  Secretary 
may  request.  The  report  of  such  audit 
shall  show  the  receipt  and  expenditure 
of  funds  collected  pursuant  to  this  part: 
a  copy  of  each  such  report  shall  be  fur- 
nished to  the  Secretary  and  a  copy  of 
each  such  report  shall  be  made  available 
at  the  principal  office  of  such  committee 
for  ii^pection  by  producers  and  han- 
dlers: and 

(o)  To  investifiate  an  applicant's 
claim  for  exemption  under  !  950.70. 

Expenses  and  Assessments 

§  930. 13      Expenses. 

The  committee  is  authorized  to  Incur 
such  expenses  as  the  Secretary  may  find 
are  reasonable  and  likely  to  be  incurred 
during  each  fiscal  period  for  its  main- 
tenance and  functioning,  and  for  such 
purposes  as  the  Secretary,  pursuant  to 
this  subpart,  determines  to  be  appro- 
priate. Handlers  shall  share  expenses 
on  the  basis  of  a  fiscal  period.  Each 
handler's  share  of  such  expense  shall  be 
proportionate  to  the  ratio  between  the 
total  quantity  of  potatoes  under  regula- 
tion handled  by  the  first  handler  thereof 
during  a  fiscal  period  and  the  total 
quantity  of  potatoes  under  regulation 
handled  by  all  handlers  as  first  handlers 
thereof  during  such  fiscal  period. 

§  930.44      Budget. 

As  soon  as  practicable  after  the  be- 
ginning of  each  fiscal  period  and  as  may 
be  necessary  thereafter,  the  committee 
shall  prepare  an  estimated  budget  of 
Income  and  expenditures  necessary  for 
the  administration  of  this  part.  The 
conunittee  may  recommend  a  rate  of  as- 
sessment calculated  to  provide  adequate 
funds  to  defray  Its  proposed  expendi- 
tures. The  committee  shall  present 
such  budget  to  the  Secretary  with  an 
accompanying  report  showing  the  basis 
for  its  calculations. 

§  950.45      AsMsunenU. 

(a)  The  funds  to  cover  such  experiises 
shall  be  acquired  by  the  levying  of  as- 


sessments upon  handlers  as  provided  in 
this  subpart.  Each  handler  who  first 
ships  potatoes  shall  pay  assessments  to 
the  committee  upon  demand,  which  as- 
sessments shall  be  in  payment  of  such 
handler's  pro  rata  share  of  the  agencies' 
expenses. 

(b)  Assessments  shall  be  levied  upon 
handlers  at  rates  established  by  the  Sec- 
retary. Such  rates  may  be  established 
upon  the  basis  of  the  committee's  rec- 
ommendations and  other  available  in- 
formation. Such  rates  may  be  applied 
equitably  to  each  pack  or  unit. 

<c»  At  any  time  durinc.  or  subsequent 
to.  a  given  fiscal  period  the  conunittee 
may  recommend  the  approval  of  an 
amended  budget  and  an  increase  In  the 
rate  of  assessment,  ^pon  the  basis  of 
such  recommendations,  or  other  avail- 
able information,  the  Secretary  may  ap- 
prove an  amended  budget  and  increase 
the  rate  of  assessment.  Such  increase 
shall  be  applicable  to  all  potatoes  which 
were  regulated  under  this  part  and 
which  were  shipped  by  the  first  handler 
thereof  during  such  fiscal  period. 

§  *)^O.ib      Arruunlin|(. 

ia>  All  funds  received  by  the  conunit- 
tee pursuant  to  the  provisions  of  this 
subpart  shall  be  used  solely  for  the  pur- 
poses specified  in  this  part. 

<b»  The  Secretary  may  at  any  time 
require  the  committee,  its  members  and 
alternates,  employees,  agents,  and  all 
other  persons  to  account  for  all  receipts 
and  disbursements,  funds,  property,  or 
records  for  which  they  are  respoi^ble. 
Whenever  any  person  ceases  to  be  a 
member  or  alternate  of  the  conunittee 
he  shall  account  for  all  receipts,  dis- 
bursements, funds,  and  property  (In- 
cluding but  not  being  limited  to  books 
and  other  records)  pertaining  to  such 
committee  activities  for  which  he  is 
responsible,  and  shall  execute  such  as- 
signments and  other  instnmients  as  may 
be  necessary  or  appropriate  to  vest  in 
such  successor,  agency,  or  person  desig- 
nated by  the  Secretary,  the  right  to  all 
of  such  property  and  fluids  and  all 
claims  vested  In  such  person. 

(c)  The  committee  may  make  recom- 
mendations to  the  Secretary  for  one  or 
more  of  the  members  thereof,  or  any 
other  person,  to  act  as  a  trustee  for  hold- 
ing records,  funds,  or  any  other  prop- 
erty of  the  committee  during  periods 
when  regulations  are  not  in  effect  and, 
if  the  Secretary  determines  such  action 
appropriate,  he  may  direct  that  such 
person  or  persons  shall  act  as  trustee 
or  trustees  for  the  committee. 

§  950.47      Refunds. 

At  the  end  of  each  fiscal  period,  if 
assessments  collected  are  in  excess  of 
expenses  incurred  such  excess  shall  be 
accounted  for  as  follows: 

(a)  Except  as  provided  in  paragraphs 
(b)  and  (c)  of  this  section,  each  person 
entitled  to  a  proportionate  refund  of  any 
excess  assessment  chall  be  credited  with 
such  refund  against  the  operation  of  the 
following  fiscal  p^-riod  unless  such  per- 
son demands  repayment  thereof.  In 
which  event  it  shall  be  paid  to  him.  Re- 
funds need  not  be  paid  or  credited  to  any 
handler  with  outstanding  obligations  due 
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the    committee    until    his    aecount    Is 
settled. 

(b)  The  committee,  with  the  ap- 
proval of  the  Secretary,  may  establlah 
and  maintain  during  one  or  more  fiscal 
years  an  operating  monetary  reserve  in 
an  amount  not  to  exceed  approximately 
one  fiscal  period's  operational  expenses. 
Upon  approval  of  the  Secretary,  funds  in 
such  reserve  shall  be  available  for  use 
by  the  committee  for  all  expenses  au- 
thorized pursuant  to  f  950.43. 

( c )  Upon  termination  of  this  part,  any 
funds  not  required  to  defray  the  neces- 
sary expenses  of  liquidation  shall  be  dis- 
posed of  in  such  manner  as  the  Secretary 
may  determine  to  be  appropriate:  Pro- 
vided, That  to  the  extent  practical,  such 
funds  shall  be  returned  pro  rata  to  the 
persons  from  whom  such  funds  were 
collected. 

Regulations 

§  950.50      Marketing  policy. 

(a>  At  the  beginning  of  each  season, 
and  as  the  Secretary  may  require,  the 
committee  shall  prepare  a  marketing 
policy  statement.  Such  policy  statement 
shall  indicate  the  data  on  potato  supplies 
and  demand  on  which  the  committee 
bases  its  Judgments  and  recommenda- 
tions. It  shall  indicate  also  the  kind  or 
types  of  regulations  contemplated  during 
the  ensuing  season,  and,  to  the  extent 
practical,  shall  include  recommendations 
for  specific  regulations.  Notice  of  such 
marketing  policy  shall  be  given  to  pro- 
ducers, handlers,  and  other  interested 
parties  by  bulletins,  newspapers,  or  other 
appropriate  media,  and  copies  thereof 
shall  be  submitted  to  the  Secretary  and 
shall  be  available  generally. 

(b)  Marketing  policy  statements  re- 
lating to  recommendations  for  regula- 
tions shall  give  appropriate  consideration 
to  potato  supplies  for  the  remaliuler  of 
the  season,  with  special  consideration  to: 

( 1 )  Estimates  of  total  supplies  includ- 
ing grade,  size,  and  quality  thereof,  in  the 
production  area; 

( 2 )  Estimates  of  supplies  In  competing 
areas: 

(3)  Market  prices  by  grades,  sizes, 
containers,  and  packs; 

( 4 )  E^stimates  of  supplies  of  competing 
commodities ; 

(5)  Anticipated  marketing  problems; 

(6)  Level  and  trend  of  consumer  in- 
come; and 

(7)  Other  relevant  factors. 

§  950.51      Recommendations   for  regula- 
tions. 

Upon  complying  with  the  requirements 
of  §  950.50.  the  conunittee  may  reoom- 
mend  regulations  to  the  Secretary  when- 
ever it  finds  that  such  regulations  as  are 
provided  for  in  this  subpart  will  tend  to 
effectuate  the  declared  policy  of  the  Act 

§  950.52      Issuance  of  regulations. 

(a)  The  Secretary  shall  limit  by  regu- 
lation the  handling  of  potatoes  whenever 
he  finds  from  the  recommendations  and 
information  submitted  by  the  committee, 
or  from  other  available  information,  that 
such  regulations  would  tend  to  effectuate 
the  declared  policy  of  the  Act. 

(b)  Such  regulations  may: 
No.  8 7 


FEDEtAL  tEGISTER 

(1)  limit  in  any  or  all  portions  of  the 
production  area,  the  handling  of  par- 
ticular grades,  i.ies,  qualities,  maturities, 
or  packs,  or  any  combination  thereof,  of 
any  or  all  vari^ies  of  tablestock  or  of 
seed  potatoes,  or  both,  during  any  period; 
or 

(2)  Limit  the  handling  of  particular 
grades,  sises,  or  qualities,  of  potatoes 
differently,  for  different  varieties,  for 
tablestock  or  seed,  for  different  portions 
of  the  production  area,  for  different  mar- 
kets, for  different  packs,  for  different 
sizes  and  types  of  containers,  or  for  any 
combination  of  the  foregoing,  during  any 
period; 

(3)  Require  that  containers  for  pota- 
toes handled  hereunder  shall  be  labeled 
to  show  tlie  grade  or  size,  or  both, 
thereof; 

(4)  Fix  the  size,  capacity,  weight,  di- 
mensions, or  pack  of  the  container,  or 
containers,  which  may  be  used  in  the 
packaging  or  handling  of  potatoes,  or 

(5)  Limit  the  handling  of  potatoes 
when  parity  prices  have  been  established, 
by  establishing  and  maintaining  mini- 
mum standards  of  quality  and  maturity 
in  terms  of  grades  or  sizes. 

§  950.53      Handling  for  special  purposes. 

Upon  the  basis  of  recommendation  and 
information  submitted  by  the  committee, 
or  other  available  Information,  the  Sec- 
retary shall  modify,  suspend,  or  termi- 
nate regulations  issued  pursuant  to 
11950.45.  950.52,  950.53.  950.65,  or  any 
comlrination  thereof,  in  order  to  facili- 
tate shiiments  of  potatoes  for  the  fol- 
lowing purposes  whenever  he  finds  that 
it  will  tend  to  effectuate  the  declared 
policy  of  the  Act; 

(a)  For  grading  or  storage  within  the 
production  area; 

(b)  For  planting  within  the  produc- 
tion area; 

<c)  For  export; 

(d)  For  distribution  by  the  Federal 
Oovemxnent; 

(e)  For  manufacture  or  conversion 
into  specified  products; 

(f)  For  charitable  purposes; 

(g)  For  livestock  feed ; 
(h)  For  chipping;  and 

(i)  For  other  purposes  which  may  be 
specified. 

§  950.54     Minimum  quantity  regulation. 

The  committee,  with  the  approval  of 
the  Secretary,  may  establish  for  any  or 
aJU  portions  of  the  production  area,  mini- 
mum quantities  below  which  shipments 
will  be  free  from  regulations  issued  pur- 
suant to  ii  950.45,  950.52,  950.53,  950.65. 
or  any  combination  thereof. 

§  950.55     Notification  of  regulation. 

The  Secretary  shall  notify  the  com- 
mittee of  any  regulations  Issued  or  of 
any  modification,  suspension,  or  termi- 
nation thereof.  The  committee  shall 
give  reasonable  notice  thereof  to 
handlers. 

§  950.56     Safeguards. 

(a)  The  committee,  with  the  approval 
of  tbe  Secretary,  may  prescribe  adequate 
safeguards  to  prevent  shipments  pursu- 
ant to  I  •SOJM  or  I  950.54  from  entering 
channels  of  trade  for  other  than  the  spe- 
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clfic  purpose  authorized  therefor,  and 
rules  governing  the  issuance  and  the  con- 
tents of  Certificates  of  Privilege  if  such 
certificates  are  prescribed  as  safeguards 
by  the  committee.  Such  safeguards  may 
include  requirements  that: 

(1>  Handlers  shall  file  applications 
with  the  committee  to  ship  potatoes  piur- 
Euant  to  S5  950.53  and  950.54; 

(2)  Handlers  shall  obtain  inspection 
provided  by  S  950.65.  or  pay  the  pro  rata 
share  of  expenses  provided  by  8  950.45, 
or  both,  in  connection  with  potato  ship- 
ments affected  under  the  provisions  of 
§  950.53:  Provided,  That  such  Inspection 
or  pajrment  of  expenses  may  be  required 
at  different  times  than  otherwise  speci- 
fied by  the  aforesaid  sections;  and 

(3)  Handlers  shall  obtain  Certificates 
of  Privilege  from  the  committee  for  ship- 
ments of  potatoes  affected  or  to  be  af- 
fected under  the  provisions  of  S5  950.53 
and  950.54. 

(b)  The  committee  may  rescind  or 
deny  Certificates  of  Privilege  to  any 
shipper  if  proof  is  obtained  that  potatoes 
shipped  by  him  for  the  purposes  stated 
in  §3  950.53  and  950.54  were  handled 
contrary  to  the  provisions  of  this  part. 

(c)  The  Secretary  shall  have  the  right 
to  modify,  change,  alter,  or  rescind  any 
safeguards  prescribed  and  any  certifi- 
cates issued  by  the  committee  pursuant 
to  the  provisions  of  this  section. 

(d)  The  committee  shall  make  reports 
to  the  Secretary,  as  requested,  showing 
the  niunber  of  applications  for  such  cer- 
tificates, the  quantity  of  potatoes  covered 
by  such  applications,  the  niunber  of  such 
applications  denied  and  certificates 
granted,  the  quantity  of  potatoes  shipped 
under  duly  Issued  certificates,  and  such 
other  information  au  may  be  requested. 

INSPXCTION 
§  950.65      Inspection  and  certification. 

(a)  During  any  period  in  which  ship- 
ments of  potatoes  are  regulated  pursuant 
to  6S  950.45,  950.52,  or  950.53,  or  any 
combination  thereof,  or  during  any  pe- 
riod recommended  by  the  committee  and 
approved  by  the  Secretary,  no  handler 
shall  ship  potatoes  vmless  each  such 
shipment  is  inspected  by  an  authorized 
representative  of  the  Federal-State  In- 
spection Service,  or  such  other  inspec- 
tion service  as  the  Secretary  shall 
designate,  except  when  relievoi  from 
such  requirements  pursuant  to  S  950.53 
or  S  950.54.  or  both. 

(b)  Regrading.  resorting,  or  repack- 
ing any  lot  of  potatoes  shall  invalidate 
any  prior  inspection  certificates  insofar 
as  the  requirements  of  this  section  are 
concerned.  No  handler  shall  ship  po- 
tatoes after  they  have  been  regraded. 
resorted,  repacked,  or  in  any  other  way 
further  prepared  for  market,  unless  each 
shipment  of  such  potatoes  Is  inspected 
by  an  authorized  representative  of  the 
Federal-State  Inspection  Service,  or  such 
other  inspection  service  as  the  Secre- 
tary shall  designate. 

(c)  Insofar  as  the  requirements  of 
this  section  are  concerned,  the  length 
of  time  for  which  an  inspectltm  certifi- 
cate is  valid  may  be  establisbed  by  the 
conunittee  with  the  approval  of  the  Sec- 
retar]^ 
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(d)  When  potatoes  are  Inspected  in 
accordance  with  the  requirements  of  this 
section,  a  copy  of  each  inspection  cer- 
tificate Issued  shall  be  made  arallable  to 
the  committee  by  the  inspection  service. 

<e)  The  committee  may  recommend 
and  the  Secretary  may  require  that  no 
handler  shall  transport  or  cause  the 
transportation  of  potatoes  by  motor  ve- 
hicle or  by  other  means  unless  such 
shipment  is  accompanied  by  a  copy  of 
the  inspection  certificate  Issued  thereon, 
which  certificate  shall  be  surrendered  to 
such  authority  as  may  be  designated. 

<f  >  Upon  recommendation  of  the  com- 
mittee, and  approval  of  the  Secretary,  all 
potatoes  Inspected  and  certified  shall  be 
identified  by  appropriate  seals,  stamps, 
or  tags  to  be  affixed  to  the  container  by 
the  handler  under  riiles  to  be  established 
by  the  committee. 

Exemption 

§  950.70     Polifj. 

<a)  Any  producer  whose  potatoes  have 
been  adversely  affected  by  acts  beyond 
his  control  or  by  acts  beyond  reasonable 
expectation  and  who.  by  reason  of  any 
regulation  Issued  pursuant  to  {  950.52,  Is 
prevented  from  shipping  during  the  sea- 
son, or  a  .specific  portion  thereof,  as  large 
a  proportion  of  his  potato  crop  as  the 
average  proport^pn  shipped  or  to  be 
shipped  during  comparable  portions  of 
the  season  by  all  producers  In  his  im- 
mediate area  of  production,  may  apply 
to  the  committee  for  exemptions  from 
such  regulations  for  the  purpose  of  ob- 
taining equitable  treatment  under  such 
regulations. 

<b)  Any  handler  who  has  storage  hold- 
ings of  ungraded  potatoes  acquired  dur- 
ing or  Immediately  following  the  digging 
season  that  have  been  adversely  affected 
by  acts  beyond  the  handler's  control  or 
by  acts  beyond  reasonable  expectation 
and  who,  by  reason  of  any  regulation  is- 
sued pursuant  to  9  950.52  is  prevented 
from  shipping  as  large  a  proportion  of 
his  storage  holdings  of  ungraded  po- 
tatoes as  the  average  proportion  of  un- 
graded storage  holdings  shipped  by  all 
handlers  in  said  handler's  immediate 
shipping  area,  may  apply  to  the  com- 
mittee for  exemptions  from  such  regu- 
lations for  the  purpose  of  obtaining 
equitable  treatment  under  such  regu- 
lations. 

§  950.7 1      Rules  and  procedure*. 

The  committee  may  adopt,  with  ap- 
proval of  the  Secretary,  the  rules  and 
procedxires  for  handling  exemptions. 
Such  rules  and  procedures  should  pro- 
vide for  handling  applications  for  ex- 
emptions, for  issuing  certificates  of  ex- 
emption, for  committee  determinations 
with  respect  to  areas  and  averages  <as 
required  by  S  950.70) ,  and  for  such  other 
procedures  as  may  be  necessary  to  ac- 
complish policies  with  respect  to  exemp- 
tions. 

§  950.72      Applications  and  issuance. 

The  committee  may  issue  certificates 
of  exemption  to  any  qualified  applicant 
who  fiimishes  adequate  evidence  to  such 
committee: 

(a)  That  the  grade,  size,  or  quality 
of  the  applicant's  potatoes  have  been 
adversely  affected  by  acts  beyond  the 
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applicant's  control  and  by  acts  beyond 
reasonable  expectation: 

(b>  That  by  reason  of  regulations  is- 
sued pursuant  to  I  950.52  in  case  of  an 
applicant  who  is  a  producer,  he  will  be 
prevented  from  shipping  as  large  a  pro- 
portion of  his  production  as  the  average 
proportion  of  production  shipped  by  all 
producers  in  said  applicant's  Immediate 
area  of  production  during  the  season,  or 
a  specific  portion  thereof: 

(c»  That  by  reason  of  regulations  is- 
sued pursuant  to  S  950.52,  in  case  of  an 
applicant  who  Is  a  handler  who  has 
storage  holdings  of  ungraded  potatoes 
acquired  during  or  Immediately  follow- 
ing the  digging  season,  he  will  be  pre- 
vented from  shipping  as  large  a  propor- 
tion of  such  storage  holdings  as  the 
average  proportion  of  similar  storage 
holdings  shipped  by  all  handlers  in  said 
applicant's  Immediate  shipping  area 
during  the  season: 

(dt  Each  certificate  shall  permit  the 
recipient  thereof  to  ship  the  potatoes 
described  thereon,  and  evidence  of  such 
certificates  shall  he  made  available  to 
subsequent  handlers  thereof. 

§  950.73      InveAtieation. 

The  committee  shall  be  permitted  at 
any  time  to  make  a  thorough  investiga- 
tion of  any  applicant's  claim  pertaining 
to  exemptions. 

§  950.74      .AppcaN. 

If  any  applicant  for  exemption  cer- 
tificate Is  dissatisfied  with  the  determi- 
nation with  respect  to  his  application, 
said  applicant  may  file  an  appeal  with 
the  committee.  Such  an  appeal  must 
be  talcen  promptly  after  the  determina- 
tion from  which  the  appeal  is  taken. 
Any  applicEint  filing  an  appeal  shall  fur- 
nish evidence  satisfactory  to  such  com- 
mittee for  a  determination  on  the  appeal. 
The  commute  shall  thereupon  recon- 
sider the  application,  examine  all  avail- 
able evidence,  and  make  a  final  deter- 
mination concerning  the  application. 
The  committee  shall  notify  the  appel- 
lant of  the  final  determination,  and  shall 
furnish  the  Secretary  with  a  copy  of  the 
appeal  and  a  statement  of  considerations 
involved  In  making  the  final  determina- 
tion. 

§  950.75       Rerordn. 

The  committee  shall  maintain  a  record 
of  all  applications  submitted  for  exemp- 
tion certificates,  a  record  of  all  exemp- 
tion certificates  Issued  and  denied,  the 
the  quantity  of  potatoes  covered  by  such 
exemption  certificates,  a  record  of  the 
amount  of  potatoes  shipped  under  ex- 
emption certificates,  a  record  of  appeals 
for  reconsideration  of  applications,  and 
such  other  information  as  may  be  re- 
quested by  the  Secretary.  Periodic  re- 
ports on  such  records  shall  be  complied 
and  Issued  by  the  committee  upon  re- 
quest of  the  Secretary. 

MiSCELLANBOUS    PROVISIONS 

§  950.80      ReportH. 

(a)  Upon  the  request  of  the  committee 
with  the  approval  of  the  Secretary,  han- 
dlers shall  furnish  to  the  committee.  In 
such  manner  and  at  such  time  as  may 
be  prescribed,  such  information  as  will 
enable    the    committee    to   exercise    Its 


powers  and  perform  its  duties  under  this 
subpart.  The  Secretary  shall  have  the 
right  to  modify,  change,  or  rescind  any 
requests  for  reports  pursuant  to  this 
section. 

(b)  All  such  reports  shall  be  held  un- 
der appropriate  protective  classification 
and  custody  by  the  committee,  or  duly 
appointed  employees  thereof,  so  that  the 
Information  contained  therein  which 
may  adversely  affect  the  competitive 
position  of  any  handler  in  relation  to 
other  handlers  will  not  be  disclosed. 
Compilations  of  general  reports  from 
data  submitted  by  handlers  Is  authorized, 
subject  to  the  prohibition  of  disclosure 
of  individual  handlers'  Identities  or 
operations, 

<c)  E^ch  handler  shall  maintain  for 
at  least  two  succeeding  years  such 
records  of  the  potatoes  received,  and  of 
potatoes  disposed  of,  by  such  handler 
as  may  be  necessary  to  verify  the  reports 
he  submits  to  the  committee  pursuant  to 
this  section. 

§  950.81      (ximplianre. 

Elxcept  as  provided  in  this  subpart,  no 
handler  shall  ship  potatoes,  the  shipment 
of  which  has  been  prohibited  by  the 
Secretary  In  accordance  with  provisions 
of  this  subpart,  and  no  handler  shall  ship 
potatoes  except  In  conformity  to  the 
provisions  of  this  subpart. 

§  950.82      Rifcht  of  the  Serretarr. 

The  members  of  the  committee  (in- 
cluding successors,  and  alternates),  and 
any  agent  or  employee  appointed  or  em- 
ployed by  such  committee,  shall  be  sub- 
ject to  removal  or  suspension  by  the 
Secretary  at  any  time.  Each  and  every 
order,  regulation,  decision,  determination 
or  other  act  of  the  committee  shall  be 
subject  to  the  continuing  right  of  the 
Secretary  to  disapprove  of  the  same  at 
any  time.  Upon  such  disapproval  the 
disapproved  action  of  the  said  commit- 
tees shall  be  deemed  null  and  void,  ex- 
cept as  to  acts  done  In  reliance  thereon  or 
in  compliance  therewith  prior  to  such 
disapproval  by  the  Secretary. 

§950.83      F.frecii\etime. 

The  provisions  of  this  subpart  shall 
become  effective  at  such  time  as  the  Sec- 
retary may  declare  and  shall  continue 
in  force  until  terminated  in  one  of  the 
ways  specified  In  this  subpart. 

§  950.81      Tcrniination  or  nujtpension. 

(a)  The  Secretary  may.  at  any  time, 
terminate  the  provisions  of  this  subpart 
by  giving  at  least  one  day's  notice  by 
means  of  a  press  release  or  in  any  other 
manner  which  he  may  determine. 

(b)  The  Secretary  may  terminate  or 
suspend  the  OF>eratlon  of  any  or  all  of ' 
the  provisions  of  this  subpart  whenever 
he  finds  that  such  provisions  do  not  tend 
to  effectuate  the  declared  policy  of  the 
act. 

(c)  The  Secretary  shall  terminate  the 
provisions  of  this  subpart  at  the  end  of 
any  fiscal  period  whenever  he  finds  that 
such  termination  is  favored  by  a  major- 
ity of  producers,  who  during  the  preced- 
ing marketing  season,  have  been  en- 
gaged in  the  production  for  market  of 
potatoes:  Provided,  That  such  majority 
has.   during  such   period   produced   for 
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market  more  than  fifty  percent  of  the 
volume  of  such  potatoes  produced  for 
market;  but  such  termination  shaU*  be 
effective  only  if  announced  at  least  80 
days  prior  to  the  end  of  the  then  current 
fiscal  period. 

(4)  The  provisions  of  this  subpart 
shall,  in  any  event,  terminate  whenever 
the  provisions  of  the  act  authorizing 
them  cease  to  be  in  effect. 

§  950.85      Proceedings  after  termination. 

(a)  Upon  the  termination  of  the  pro- 
visions of  this  subpart,  the  members  of 
the  committee  then  functioning  shall 
continue  as  Joint  trustees,  for  the  pur- 
pose of  liquidating  the  affairs  of  the 
committee  and  of  all  the  fimds  and  prop- 
erty then  in  the  possession  of  or  under 
control  of  such  committee,  inchidlng 
claims  for  any  funds  unpaid  or  property 
not  delivered  at  the  time  of  such  termi- 
nation. Action  by  said  trusteeship  shall 
require  the  concurrence  of  a  majority 
of  the  said  trustees. 

(b)  The  said  trustees  shall  continue  In 
such  capacity  until  discharged  by  the 
Secretary;  shall,  from  time  to  time,  ac- 
count for  all  receipts  and  disbursements 
and  deliver  all  property  on  hand,  to- 
gether with  all  books  and  records  of  the 
committee  and  of  the  trustees,  to  such 
person  as  the  Secretary  may  direct;  and 
shall  upon  request  of  the  Secretary,  ex- 
ecute such  assignments  or  other  instru- 
ments necessary  or  appropriate  to  vest  in 
such  person  full  title  and  right  to  all  of 
the  funds,  property,  and  claims  vested 
in  the  committee  or  the  joint  trustees 
pursuant  to  this  subpart. 

(c)  Any  person  to  whom  funds,  prop- 
erty, or  claims,  have  been  transferred 
or  delivered  by  the  committee,  or  its 
members,  pursuant  to  this  section,  shall 
be  subject  to  the  same  obligations  im- 
posed upon  the  members  of  such  com- 
mittees and  upon  the  said  trustees. 

§  950.86  EfTect  of  termination  or  amend, 
ment. 

Unless  otherwise  expressly  provided 
by  the  Secretary,  the  termination  of  this 
subpart  or  any  regulation  issued  pur- 
suant to  this  subpart  or  the  issuance  of 
any  amtndments  to  either  thereof,  shall 
not  (a)  affect  or  waive  any  right,  duty. 
obligation,  or  liability  which  shall  have 
arisen  or  which  may  thereafter  arise  in 
connection  with  any  provision  of  this 
subpart  or  any  regulation  issued  under 
this  subpart,  or  (b)  release  or  extinguish 
any  violation  of  this  subpart  or  of  any 
regulation  issued  imder  this  subpart  or 
( c )  affect  or  impair  any  rights  or  reme- 
dies of  the  Secretary  or  of  any  other 
person     with     respect     to     any    such 
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§  950.87     Duration  of  immunitiea. 

The  benefits,  privileges,  and  immuni- 
ties conferred  upon  any  person  by  virtue 
of  this  subpart  shall  cease  upon  the 
termination  of  this  subpart,  except  with 
respect  to  acts  done  under  and  during 
the  existence  of  this  subpart. 

§  9S0.88     Agents. 

The  Secretary  may,  by  designation  In 
writing,  name  any  person  including  any 
officer  or  employee  of  the  Oovemment. 
or  name  any  agency  in  the  United  States 
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Department  of  Agriculture,  to  act  as  his 
agent  or  representative  in  connection 
with  any  of  the  provisions  of  this 
subpart 

§  950.89     Derogation. 

Nothing  contained  in  this  subpart  is, 
or  shall  be  cfuistrued  to  be.  in  derogation 
or  in  modification  of  the  rights  of  the 
Secretary  or  of  the  United  States  to  exer- 
cise any  powers  granted  by  the  act  or 
otherwise,  or.  in  accordance  with  such 
powers,  to  act  in  the  premises  whenever 
such  action  is  deemed  advisable. 

§950.90     Peraonalliability. 

No  member  or  alternate  of  the  com- 
mittee, nor  any  onployee  or  agent  there- 
of, shall  be  held  personally  responsible, 
either  individually  or  Jointly  with  others, 
in  any  way  whatsoever,  to  any  handler 
or  to  any  other  person  for  errors  in 
judgment,  mistakes,  or  other  acts,  either 
of  commission  or  omission,  as  such  mem- 
ber, alternate,  employee,  or  agent  except^ 
for  acts  of  dishonesty. 

1 950.91     Separability.  ~ 

If  any  provision  of  this  subpart  is  de- 
clared invalid,  or  the  applicability  there- 
of to  any  person,  circumstance,  or  thing 
is  held  invalid,  the  validity  of  the  re- 
mainder of  this  subpart,  or  the  appli- 
cability thereof  to  any  othei  person. 
circumstance,  or  thing  shall  not  be 
affected  thereby. 

8  950.92     Amendments. 

Amendments  to  this  subpart  may  be 
proposed,  from  time  to  time,  by  the 
oonmiittee  or  by  the  Secretary. 

Referendum  order.  Pursuant  to  the 
appUcable  provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended  (Sees.  1-19,  48  Stat.  31,  as 
amended;  7  US.C.  601-674) .  it  is  hereby 
directed  that  a  referendum  be  conducted 
among  the  producers  who,  during  the 
period  from  August  1,  1960,  through 
Jidy  81.  1961  (which  Is  hereby  deter- 
mined to  be  a  representative  period  for 
the  purpose  of  such  referendum) ,  were 
engaged,  in  ttie  production  area  as  de- 
fined in  Section  950.4  of  7  CFR  Part  950, 
In  the  production  of  potatoes  for  market 
to  ascertain  whether  such  producers  ap- 
prove or  favor  the  issuance  of  the 
annexed  amended  order. 

Hie  procedure  applicable  to  the  refer- 
endimi  shall  be  the  "Procedure  for  the 
Conduct  of  Referenda  Among  Producers 
in  Connection  with  Marketing  Orders 
(Except  those  Applicable  to  Milk  and  its 
Products)  to  Become  Effective  Pursuant 
to  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  Amended"  (15  FJl.  5176); 
The  ballots  used  in  the  referendum  shall 
oodtain  a  summary  describing  the  pro- 
posed amendments  to  the  order. 

R.  L.  Powers  and  K.  W.  Schaible  of  the 
Pruit  and  VegeUble  Division,  Agricul- 
tural BCarketlng  Service,  United  States 
Department  of  Agriculture  are  hereby 
designated  as  agents  of  the  Secretary  of 
Agriculture,  to  conduct  such  referendum 
Jointly  or  severally.  Such  agents  may 
appoint  any  person  or  persons  to  assist 
them  in  performing  their  functions 
hereunder. 
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Copies  of  the  text  of  the  aforesaid 
annexed  ordM*  may  be  examined  in  the 
office  of  the  Hearing  Clerk.  Room  112, 
Administrative  Building,  United  States 
Department  of  Agriculture,  Washington, 
D.C.,  and  at  those  places  in  the  produc- 
tion area  announced  by  the  referendum 
agents. 

Ballots  to  be  cast  in  the  referendum 
and  copies  of  the  text  of  said  annexed 
order  may  be  obtained  from  afiy  refer- 
endum agent  or  any  appointee  here- 
under. 

Dated;  December  29. 1961. 

James  T.  Ralph, 
Assistant  Secretary. 

[P.R.     Doc.     62-153:     Filed.    Jan.    4,    1962; 
8:53  a.m.] 


Agricultural  Stabilization  and 
Conservation  Service 

[  7  CFR   Part  983  1 

[Docket  No.  AO  239-Al  1 

TYPE  62— SHADE-GROWN  CIGAR- 
LEAF  TOBACCO  GROWN  IN  DESIG- 
NATED PRODUCTION  AREA  OF 
FLORIDA  AND  GEORGIA 

Notice  of  Hearing  With  Respect  to 
Proposed  Amendment  of  Marketing 
Agreement  and  Order 

Correction 

In  P.R.  Doc.  61-12234  appearing  at 
page  12528  of  the  issue  for  Wednesday. 
December  27.  1961.  the  first  line  of 
S  983.12  Fiscal  period  is  corrected  to  read: 
"  'Fiscal  period'  means  the  12-month 
period". 

[7  CFR  Part  1047  1 

[Docket  No.  AO-33-A251 

MILK  IN  FORT  WAYNE,  IND., 
MARKETING  AREA 

Notice  of  Hearing  on  Proposod 
Amendments  to  Tentative  Markol- 
ing  Agreement  and  Order 

Pursuant  to  the  provisions  of  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937,  as  amended  (7  XJB.C.  601  et  seq.). 
and  the  applicable  rules  of  practice  and 
procedure  governing  the  form^ilaticm  of 
marketing  agreements  and  marketing  or- 
ders (7  C^FR  Part  900),  notice  is  hereby 
given  of  a  public  hearing  to  be  held  in 
the  Alsonette  Room,  Hotel  Indiana,  Fort 
Wayne,  Indiana,  beginning  at  10:00  ajn., 
local  time,  on  February  5,  1P62.  with  re- 
spect to  proposed  amendments  to  the 
tentative  marketing  agreement  and  to 
the  order,  regulating  the  handling  of 
milk  in  the  Fort  Wayne,  Indiana,  mar- 
keting area. 

The  public  hearing  is  for  the  purpose 
o'  receiving  evidence  with  respect  to  the 
economic  and  marketing  condltipns 
which  relate  to  the  proposed  amend- 
ments, hereinafter  set  forth,  and  any 
appropriate  modifications  thereof,  to  the 
tentative  marketing  agreement  and  to 
the  order. 

The  proposal  relative  to  a  redefinition 
of  the  marketing  area  raises  the  issue 
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whether  the  provisions  of  the  present 
order  would  tend  to  effectuate  the  de- 
clared policy  of  the  Act,  if  they  are  ap- 
plied to  the  marketing  area  as  prop>osed 
to  be  redefined  and.  If  not.  what  modi- 
fications of  the  provisions  of  the  order 
would  be  appropriate. 

The  proposed  amendments,  set  forth 
below,  have  not  received  the  approval 
of  the  Secretary  of  Agriculture. 

Proposed  by  the  Wajme  Cooperative 
Milk  Producers.  Inc. : 

Proposal  No.  1.  Extend  the  marketing 
area  by  including  the  counties  of  Black- 
ford. Jay  and  Wabash,  all  in  the  State 
of  Indiana. 

Proposal  No.  2.  E>elete  I  1047  51ibt 
and  substitute  the  following: 

<  b )  Class  II  milk  price.  The  price  for 
Class  n  milk  of  3.5  percent  butterf  at  con- 
tent shall  be  the  basic  formula  price, 
but  in  no  event  shall  the  Class  II  price 
exceed  a  price  computed  by  adding  to- 
gether the  plus  amounts  pursuant  to 
subparagraphs  (1),  <2)  and  (3>.  as 
follows : 

(1)  Prom  the  Chicago  butter  price, 
subtract  3  cents  and  then  multiply  by 
4.2: 

(2)  From  the  simple  average  of  the 
weighted  averages  of  the  carlot  prices 
per  poimd  of  spray  and  roller  process 
nonfat  dry  milk  solids  for  human  con- 
sumption, f.o.b.  manufacturing  plants 
in  the  Chicago  area,  as  published  for  the 
period  from  the  26th  day  of  the  imme- 
diately preceding  month  through  the 
25th  day  of  the  current  month  by  the 
Department,  deduct  5.5  cents  and  multi- 
ply by  8.2:  and 

(3>  Add  5  cents. 

Proposals  No.  3.  Amend  3  1047  62 
<b)(l)(l)  by  adding  thereto  the  following 
proviso : 

Provided.  That  this  computed  amount 
shall  be  reduced  for  each  of  the  months 
of  April.  May  and  June  by  an  amount 
equal  to  8  percent  of  the  Class  I  price 
multiplied  by  the  poiinds  of  milk  re- 
ceived from  dairy  farmers  and  during 
each  of  the  months  of  October,  Novem- 
ber, and  December  the  computed  amount 
shall  be  Increased  by  one-third  of  the 
total  of  the  preceding  deductions. 

Proposed  by  the  Milk  Marketing  Or- 
ders Division.  Agricultural  Stabilization 
and  Conservation  Service: 

Proposal  No.  4.  Make  such  changes  as 
may  be  necessary  to  make  the  entire 
marketing  agreement  and  the  order 
conform  with  any  amendments  thereto 
that  may  result  from  this  hearing. 

Copies  of  this  notice  of  hearing  and 
the  order  may  be  prociired  from  the  Mar- 
ket Administrator,  Richard  J.  Connolly, 
503  Strauss  Building,  809-11  South  Cal- 
houn Street.  Fort  Wayne.  Indiana,  or 
from  the  Hearing  Clerk.  Room  112,  Ad- 
ministration Building,  United  States  De- 
partment of  Agriculture.  Washington  25, 
DC.  or  may  be  there  inspected. 

Signed  at  Washington.  D.C..  on  De- 
cember 29.  1961. 

W.  E.  Undckhill. 
Acting    Deputy    Administrator. 
Price  aTid   Production.  Agri- 
cultural    Stabilization     and 
Conservation  Service. 

(F.R.     Doc.     83-64:     Piled.     Jan.     4,     1M2; 
8:46  SJU.I 
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1  Docket  No.  AO-31(^-A-l  | 

MILK  IN  INDIANAPOLIS,  IND., 
MARKETING  AREA 

Notice  of  Hearing  on  Proposed 
Amendments  to  Tentative  Market- 
ing Agreement  and  Order 

Pursuant  to  the  provisions  of  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937.  as  amended  (7  U.S.C.  601  et  seq.). 
and  the  applicable  rules  of  practice  and 
procedure  governing  the  formulation  of 
marketing  agreements  and  marketing 
orders  <  7  CFR  Part  900) .  notice  is  hereby 
given  of  a  public  hearing  to  be  held  in 
the  Gold  Room.  Washington  Hotel.  32 
East  Wa.shington  Street.  Indianapolis. 
Indiana,  beginning  at  10:00  a.m..  local 
time,  on  January  30.  1962.  with  respect  to 
proposed  amendments  to  the  tentative 
marketing  agreement  and  to  the  order 
regulating  the  handling  of  milk  in  the 
Indianapolis.   Indiana,   marketing   area. 

The  public  hearing  is  for  the  purpose 
of  receiving  evidence  with  respect  to  the 
economic  and  marketing  conditions 
which  relate  to  the  proposed  amend- 
ments, hereinafter  set  forth,  and  any 
appropriate  modifications  thereof,  to  the 
tentative  marketing  agreement  and  to 
the  order. 

The  proposal  relative  to  a  redefinition 
of  the  marketing  area  raises  the  issue 
whether  the  provisions  of  the  present 
order  would  tend  to  effectuate  the  de- 
clared ix)licy  of  the  Act.  if  they  are 
applied  to  the  marketing  area  as  pro- 
p)osed  to  be  redefined  and,  if  not.  what 
modifications  of  the  provisions  of  the 
order  would  be  appropriate. 

The  proposed  amendments  set  forth 
below  have  not  received  the  approval  of 
the  Secretary  of  Agriculture. 

Proposed  by  Central  Indiana  Dairy 
A-ssociation.  Independent  Milk  Producers 
Association.  Howard  County  Milk  E*ro- 
ducers.  Inc..  Miami  Valley  Milk  Produc- 
ers Association.  Vigo  County  Milk  Pro- 
ducers Association,  Danville  Producers 
Dairy  and  Wayne  Cooperative  Milk 
Producers,  Inc. : 

Proposal  No.  1.  Amend  S  1049.6  by 
adding  the  following  counties:  Vigo, 
Clay.  Owen  and  Monroe,  all  in  the  State 
of  Indiana. 

Proposal  No.  2.  Amend  §  1049  12ia> 
to  read  as  follows: 

<a>  A  distributing  plant  from  which 
not  less  than  50  percent  of  the  Grade 
A  milk  received  at  such  plant  from  dairy 
farmers  and  other  plants  is  disposed  of 
during  the  month  on  routes  and  not  less 
than  10  percent  of  such  receipts  Is  dis- 
posed of  on  routes  in  the  marketing  area : 
Provided.  That  a  pool  distributing  plant 
qualified  pursuant  to  this  paragraph  in 
each  of  the  immediately  preceding 
months  of  September  through  May  shall 
be  a  pool  plant  for  each  of  the  months  of 
June  through  Augxist  in  which  it  disposes 
of  any  milk  on  routes  in  the  marketing 
area:  And  provided  further.  That  only 
those  dairy  farmers  whose  milk  was  re- 
ceived by  the  handler  at  his  pool  plant  in 
each  of  the  three  preceding  months  of 
March.  April  and  May  will  be  accorded 
producer  status  for  a  plant  qualifying 
under  this  above  proviso. 


Proposal  No.  3.  Amend  5  1049.12 ib)  to 
read  as  follows: 

( b)  A  supply  plant  from  which  not  less 
than  50  percent  of  the  Grade  A  milk  re- 
ceived at  such  plant  from  dairy  farmers 
during  the  month  is  shipped  as  fluid  milk 
products  to  pool  plants  qualified  pur- 
suant to  [taragraph  (a)  of  this  section: 
Provided.  That  a  pool  plant  qualified 
pursuant  to  this  paragraph  in  each  of 
the  immediately  preceding  months  of 
September  through  January  shall  be  a 
pool  plant  for  the  months  of  April 
through  August  unless  written  appli- 
cation is  filed  with  the  market  adminis- 
trator on  or  before  the  first  day  of  any 
such  month  to  be  designated  a  nonpool 
plant  for  such  month  and  for  each  sub- 
sequent month  through  August  during 
which  it  would  otherwise  not  qualify  as 
a  pool  plant:  And  proxnded  further.  That 
a  supply  plant  will  not  be  credited  with 
meeting  requirements  for  pool  plant 
status  under  this  paragraph  on  ship- 
ments to  a  plant  qualified  under  the 
second  proviso  in  paragraph  (a)  of  this 
section. 

Proposal  No.  4.  Amend  the  second 
proviso  in  5  1049.16  by  deleting  "July" 
and  substituti»g  therefor  "September". 

Proposal  No.  5.  Amend  }  1049.32(J)  (2) 
by  deleting  the  phrase  "the  10th  day"  and 
substituting  therefor  the  phrase  "the 
11th  day". 

Proposal  No.  6.  Amend  5  1049.35  by 
deleting  the  phrase  "the  8th  day"  and 
substituting  therefor  the  phrase  "the 
7th  day". 

Proposal  No.  7.  Amiend  S  1049.44(d) 
to  read  as  follows : 

(d>  As  Class  I  milk,  if  transferred  or 
diverted  in  bulk  either  in  the  form  of 
milk  or  skim  milk  to  a  nonpool  plant  not 
laore  than  275  miles  from  Monument 
Circle.  Indianapolis,  Indiana,  by  the 
shortest  highway  distance  as  determined 
by  the  market  administrator,  or  in  the 
form  of  cream  to  any  nonpool  plant 
unless: 

Proposal  No.  8.  Amend  5  j  1049.53(a) 
and  1049.72<a)  by  deleting  the  phrase 
"70  miles"  and  substituting  therefor  the 
phrase  "75  miles". 

Proposal  No.  9.  Amend  SS  1049.53(b) 
and  1049.72(b)  by  deleting  the  phrases 
"70  miles"  and  "80  miles"  and  substitut- 
ing therefor,  respectively,  the  phrases 
"75  miles"  and  "85  miles". 

Proposal  No.  10.  Amend  S  1049.70(a) 
(2)  by  deleting  the  phrase  "the  15th 
day"  and  substituting  therefor  the 
phrase  "the  17th  day". 

Proposed  by  Dean  Milk  Compauiy : 

Proposal  No.  11.  Amend  9  1049.35  by 
changing  the  reporting  date  from  the  8th 
day  after  the  end  of  the  month  to  the 
9th  day  after  the  end  of  the  month  and 
making  corresponding  changes  in 
55  1049.32(j)(2)  and  1049.70  to  extend 
the  date  one  day  and  any  other  sections 
which  may  be  affected  by  such  date 
change. 

Proposal  No.  12.  Amend  9  1049.44(d) 
by  extending  the  150  mile  limitation  on 
milk  transfers  to  include  plants  located 
at  a  greater  distance  and  normally  re- 
ceiving milk  from  regulated  plants  under 
Order  No.  125. 

Proposal  No.  13.  Amend  i  1049.45  so 
that  nonfat  milk  solids  used  for  fortiflca- 
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tion  purposes  be  accounted  for  on  an 
actual  weight  basis  and  change  other  sec- 
tions to  correspond  to  such  amendment. 

Proposal  No.  14.  Amend  9  1049.51(b) 
by  changing  the  Class  n  price  formula  to 
a  closer  relationship  with  the  South  Bend 
and  Fort  Wayne  price  for  milk  used  In 
the  lowest  price  class. 

Proposed  by  the  Beatrice  Foods  Com- 
pany: 

Proposal  No.  15.  Amend  9  1049.45  by 
deleting  the  proviso  or  as  an  alternative, 
classify  as  Class  I  only  that  portion  of  a 
fluid  milk  product  to  which  concentrated 
nonfat  milk  solids  have  been  added  an 
amount  equal  to  the  actual  weight  of  a 
similar  fluid  milk  product  of  the  same 
butterfat  content  and  the  difference  be- 
tween the  actual  weight  of  the  product 
and  the  milk  equivalent  to  be  classified 
in  the  lowest  use  class. 

Proposal  No.  16.  Amend  I  1049.44  by 
providing  in  paragraph  (d)  when  either 
skim  milk  or  butterfat  is  moved  in  any 
form  to  a  nonpool  plant  fully  regulated 
by  another  Federal  order,  that  such  milk 
when  so  moved  shall  be  assigned  to  the 
same  use  class  to  which  it  is  assigned  by 
the  market  administrator  of  the  other 
order. 

Proposed  by  the  Thompson  Dairy 
Company.  Inc.,  Thompson  Dairy,  Inc., 
Thompson-Glass  Dairy  Company,  Inc., 
and  Bedford  Dairy.  Inc. : 

Proposal  No.  17.  Amend  9  1049.6  by 
extending  the  marketing  area  to  include 
the  entire  geographical  limits  of  the 
counties  of  Bartholomew,  Brown,  Dear- 
born, Decatur,  Jackson,  Jefferson.  Jen- 
nings, Lawrence,  Monroe,  Ohio,  Ripley, 
Scott  and  Switzerland,  all  in  the  State 
of  Indiana. 

Proposed  by  Med-O-Bloom  Dairy: 

Proposal  No.  18.  Amend  I  1049.16  to 
provide  diversion  of  milk  between  pool 
plants. 

Proposal  No.  19.  Amend  99  1049.41 
and  1049.45  to  provide  Class  n  classifica- 
tion of  skim  milk  used  for  foitiflcation. 

Proposal  No.  20.  Amend  |  1049.51(a) 
by  changing  $1.25  to  $1.20. 

Proposal  No.  21.    Delete  9  1049.53(a). 

Proposal  No.  22.  Amend  9  1049.51  and 
any  other  necessary  sections  to  provide 
a  lower  price  for  skim  milk  and  butterfat 
classifled  under  9  1049.41(b)(3). 

Proposed  by  East  Side  Jersey  Dairy, 
Inc.: 

Proposal  No.  23.  Delete  99  1049.53 
and  1049.72,  relating  to  location  differen- 
tials. 

Proposal  No.  24.  Amend  9  1049.45, 
relating  to  reconstituted  nonfat  solids, 
by  classifying  into  two  groups,  (a)  forti- 
fication and  (b)  reconstitution,  only  the 
pounds  of  nonfat  solids  to  be  accounted 
for  in  Class  I. 

Proposal  No.  25.  Amend  9  1049.16 
to  provide  unlimited  diversion  to  non- 
pool  plants. 

Proposal  No.  26.  Amend  { 1049.78 
by  changing  "4  cents"  to  "2  cents". 

Proposed  by  The  Kroger  Company: 

Proposal  No.  27.  Reconsider  the 
.'<hrinkage  allowance  provided  for  in 
§  1049.42. 

Proposed  by  the  Milk  Foundation  of 
Indianapolis,  Inc.: 

Proposal  No.  28.    Delete  9  1049.21. 

Proposal  No.  29.  Delete  9  1049.41  and 
substitute  the  following: 


FEDERAL  REGISTER 

Subject  to  tbe  conditions  set  forth  in 
i  1049.44.  the  classes  of  utilization  shall 
be  as  follows: 

(a)  CIoM  /  miUc.  Class  I  milk  shall 
be  all  skim  milk  and  butterfat: 

(1)  DiqiMsed  of  in  the  form  of  fluid 
milk  products  except  those  classified 
pursuant  to  paragraph  (b)  (2),  (3)  and 
(4)  of  this  section,  except  that  fluid 
milk  products  that  are  fortified  with 
nonfat  solids  shall  be  Class  I  in  an 
amoimt  equal  only  to  the  weight  of  an 
equal  volume  of  an  unmodified  fiuid  milk 
product  of  the  same  nature  and  butter- 
fat content,  and 

(2)  Not  specifically  accounted  for  as 
Class  n  or  Class  HI  milk. 

(b)  Class  II  milk.  Class  n  milk  shall 
be  all  skim  milk  and  butterfat: 

(1)  Used  to  produce  eggnog,  milk 
shake  mix  and  sour  cream ; 

(2)  Disposed  of  for  livestock  feed ; 

(3)  Dumped  if  the  market  adminis- 
trator has  been  notified  in  advance  and 
afforded  the  opportunity  to  verify  such 
dumping ; 

(4)-  Contained  in  that  portion  of 
"fortified"  fluid  milk  products  not  classi- 
fled as  Class  I  pursuant  to  paragraph 
(a)  (1)  of  this  section; 

(5)  Disposed  of  in  fiuid  milk  products 
delivered  in  bulk  to  and  used  at  com- 
mercial food  establishments  devoted  ex- 
clusively to  the  manufacture  of  bakery 
products,  candy,  or  processed  foods 
packaged  in  hermetically  settled  con- 
tainers; 

(6)  In  inventory  of  fiuid  milk  prod- 
ucts on  hand  at  the  end  of  the  month; 
and 

(7)  In  shrinke^e  allocated  to  producer 
milk  that  is  not  in  excess  of  2  percent 
of  the  receipts  of  skim  milk  and  butter- 
fat, respectively,  in  producer  milk,  plus 
1.5  percent  of  receipts  of  skim  milk  and 
butterfat,  respectively,  received  in  bulk 
tank  lots  from  pool  plants,  less  1.5  per- 
cent of  skim  milk  and  butterfat,  respec- 
tively, disposed  of  in  bulk  tank  lots  to 
pool  plants. 

(c)  Class  III  milk.  Class  m  milk 
shall  be  all  sldm  milk  and  butterfat: 

(1)  Used  to  produce  a  product  other 
than  a  fluid  milk  product  or  a  Class  n 
product. 

Proposal  No.  30.  Amend  9  1049.51  by 
adding  thereto  the  following : 

(c)  Class  III  price.  The  price  for 
Class  m  milk  shall  be  the  Minnesota- 
Wisconsin  average  price  per  hundred- 
weight for  manufacturing  grade  milk 
f.o.b.  plants,  less  IS  cents  per  hundred- 
weight. 

Proposal  No.  31.  Amend  9  1049.52  by 
adding  thereto  the  following: 

(c)  CUiss  III  price.  Multiply  the  but- 
ter price  for  the  month  by  0.113. 

Proposal  No.  32.    Delete  9  1049.53(a). 

Proposal  No.  33.    Delete  9  1049.72  (s). 

Proposal  No.  34.  Amend  9  1049.78  by 
substituting  one  and  one-half  cents  per 
hundredweight,  where  4  cents  per 
hundredweight  now  appears. 

Proposed  by  Frazier's  Dairy: 

PropotflU  No.  35.  Amend  9  1049.41(b) 
(6)  by  fhf^wgii^f  0.5  percent  and  1.5  per- 
cent. reqMOtively.  wherever  such  per- 
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centages  appear  and  inserting  1.0  per- 
cent and  2.0  percent,  respectively. 

Proposal  No.  36.  Amend  9  1049.45  by 
adding  to  the  last  sentence  the  following : 

When  such  powder  or  product  is  used 
for  fortifying  it  will  be  charged  for  at 
actual  pounds  used. 

Proposal  No.  37.   Delete  9  1049.50(a) . 

Proposal  No.  38.  Delete  9  1049.51(b) 
and  substitute: 

(b)  The  Class  n  price  shall  be  the 
manufacturing  price  for  3.5  percent  milk 
in  the  Minnesota -Wisconsin  area. 

Proposal  No.  39.  Amend  9  1049.41  by 
adding  a  Class  m  utilization  to  cover  the 
surplus  skim  milk  and  butterfat  diverted 
to  a  nonpool  plant  during  April.  May, 
June  and  July. 

Proposal  No.  40.  Amend  9  1049.51  by 
adding  a  new  paragraph  (c)  as  follows: 

(c)  The  pride  for  Class  m  milk  shall 
be  the  Minnesota- Wisconsin  area  manu- 
facturing cost  for  3.5  percent  milk  re- 
duced by  30  cents  per  hundredweight. 

Proposed  by  Miller  Dairy  Division. 
Miller  Corporation: 

Proposal  No.  41.  Amend  9  1049.32  to 
provide  audit  of  handlers'  records  at  reg- 
ular intervals  so  that  at  no  time  will  a 
handler's  records  be  over  four  months  in 
arrears. 

Proposal  No.  42.  Extend  the  market- 
ing area  to  include  the  counties  of  Union, 
Franklin,  Ripley  and  Decatur,  all  in  the 
State  df  Indiana. 

Proposed  by  Wayne  Dairy  Products, 
Inc. : 

Proposal  No.  43.  Extend  the  market- 
ing area  to  include  the  folkuving  addi- 
tional covmties:  Randolp'i.  Union, 
Franklin  and  Decatur,  all  in  the  State 
of  Indiana. 

Proposal  No.  44.  Amend  9  1049.8  to 
read  as  follows: 

"Producer"  means  an  approved  dairy 
farmer  whose  milk  is  received  at  a  pool 
plant  pursuant  to  9  1049.16. 

Proposal  No.  45.  Amend  the  first  pro- 
viso imder  9  1049.16  as  follows: 

Provided,  That  milk  diverted  from  an 
approved  plant  to  a  pool  plant  or  a  non- 
pool  plant,  etc. 

Proposal  No.  46.  Amend  9  1049.17  to 
read  as  follows: 

"Producer  milk"  means  approved  milk 
received  at  a  pool  plant  pursuant  to 
9  1049.16. 

Proposed  by  Sutter's  Dairy  Products, 
Inc.: 

Proposal  No.  47.  Amend  9  1049.6  to 
include  all  the  territory  within  the 
boundaries  of  Miami  and  Wabash  Coun- 
ties, Indiana. 

Proposal  No.  48.  Amerid  99 1049.53(a) 
and  1049.72(a)  by  changing  the  limits  of 
the  price  zone  from  70  miles  to  110  miles. 

Proposal  No.  49.  Amend  9  1049.16  to 
permit  diversion  between  handlers. 

Proposal  No.  50.  Amend  91049.41 
(b)(5)  to  permit  the  maximum  allowable 
shrinkage  on  fluid  milk  products  received 
in  the  plant  which  are  either  processed 
or  changed  in  form. 

Proposed  by  Johnson  Creamery  Ck)m- 
pany: 
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PROPOSED  RULE  MAKING 


Proposal  No.  51.  Amend  §  1049.6  to 
Include  all  the  territory  within  the 
boundaries  of  Greene,  Lawrence  and 
Monroe  Counties.  Indiana. 

Proposed  by  the  Miami  Valley  Milk 
Producers  Association: 

Proposal  No.  52.  Amend  S  1049.12  to 
provide  pool  plant  standards  for  a  plant 
which  is  a  distributing  plant  during  a 
,  portion  of  the  qualifying  period  and  a 
supply  plant  during  the  remainder  of 
such  period. 

Proposed  by  Milk  Marketing  Orders 
Division.  Agricultural  Stabilization  and 
Conservation  Service : 

Proposal  No.  53.  Make  such  changes 
as  may  be  necessary  to  make  the  entire 
marketing  agreement  and  the  order  con- 
form with  any  amendments  thereto  that 
may  result  from  this  hearing 


Copies  of  this  notice  of  hearing  and 
the  order  may  be  procured  from  the 
Market  Administrator.  Wendell  M.  Cos- 
tello.  5130  North  Brouse  Street,  Indian- 
apolis 5.  Indiana,  or  from  the  Hearing 
Clerk.  Room  112,  Administration  Build- 
ing. United  States  Department  of  Agri- 
culture. Washington  25.  DC.  or  may 
be  there  inspected. 

Signed  at  Washington,  DC,  Decem- 
ber 29,  1961 

W.  E.  Underhill. 
Acting    Deputy    Administrator, 
Price   and   Production,   Agri- 
cultural     Stabilization      and 
Conservation  Service. 

IFR       Doc       62   85,      FUed.      Jan       4.      1962; 
8   45   ii  m  J 


DEPARTMENT  OF  STATE 

IPublic  Notice  202  J     | 

VALIDITY  OF  CERTAIN  FOREIGN 
PASSPORTS 

Under  the  provisions  of  section  212 
(aM26)  of  the  Immigration  and  Na- 
tionality Act,  a  nonimmigrant  alien  who 
makes  application  for  a  visa  or  for  ad- 
mission into  the  United  States  is  re- 
quired-to  be  in  F>ossession  of  a  passport 
which  is  valid  for  a  minimum  period  of 
six  months  from  the  date  of  expiration 
of  the  initial  period  of  his  admission  into 
the  United  States  or  his  contemplated 
initial  period  of  stay  authorizing  him  to 
return  to  the  country  from  which  he 
came  or  to  proceed  to  and  enter  some 
other  country  during  such  period.  By 
reason  of  the  foregoing  reqiiirement. 
certain  foreign  governments  have  en- 
tered into  agreements  with  the  Govern- 
ment of  the  United  States  whereby  their 
passports  are  recognized  as  valid  for 
the  return  of  the  bearer  to  the  country 
of  the  foreign-issuing  authority  for  a 
period  of  six  months  beyond  the  expira- 
tion date  specified  in  the  passport. 
These  agreements  have  the  effect  of  ex- 
tending the  validity  period  of  the  for- 
eign passport  an  additional  six  months 
notwithstanding  the  expiration  date  in- 
dicated in  the  passport.  Notice  is  here- 
by given  that  the  following  foreign 
governments  have  concluded  such  an 
agreement  with  the  Government  of  the 

United  States: 

I 

Australia.  | 

Austria  (ReUepAu  only) . 

Bahamas  (see  United  Kingdom) . 

Belgium. 

Bolivia. 

Brazil. 

Ciimbodla. 

Canada. 

Ceylon. 

Chile. 

ColomblA. 

Cuba. 

Cyprus. 

Dominican  Republic. 

Ecuador. 

Ethiopia. 

Finland. 

FYance. 

Germany  (Reiaepaas  and  Klndenunrals) . 

Greece  ( Issued  in  Oreece  only) . 

Guatemala. 

Guinea. 

Ronduraa. 

Iceland. 

India. 

Ireland. 

Israel. 

Korea. 

Laos. 

Lebanon. 

Luxembourg. 

Malagasy  Republle. 

Malaya. 

Mexico. 

Monaco. 

The  Netherlands. 

Pakistan. 

Peru. 

Phlllpplnea. 

Portugal. 
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Notices 


Switzerland. 

United  Arab  Republic. 

United  Kingdom  of  Great  Britain  and  Ncu-tb- 
em  Ireland  (including  Jersey  and  Ouern- 
sey  and  Its  dependencies)  and  the  Ba- 
hamas. I 

Venezuela. 

In  addition,  travel  documents  issued 
by  the  Government  of  the  Trust  Terri- 
tory of  the  Pacific  Islands  are  considered 
to  be  valid  for  the  return  of  the  bearer 
to  the  Trust  Territory  for  a  period  of 
six  months  beyond  the  expiration  date 
specified  therein. 

Tills  notice  supersedes  Public  Notice 
195  of  September  21. 1961  (26  F.R.  9092) . 

Dated:  December  22.  1961. 

Sal v atom:  A.  Bontempo, 
Administrator.  Bureau  of 
Security  and  Consular  Affairs. 

[P.R.    Doc.    62-188;     Piled,    Jan.    4.     1962; 
8:51  asa.] 


DEPARTMENT  OF  JUSTICE 

OfRcc  of  Alien  Property 

LAMBERTUS     HARDENBERGT     AND 
ESTATE  OF  PAUL  NOTHMANN 

Notice  of  Intention  to  Return 
Vested  Property 

Pursuant  to  section  32(f)  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  piiblication  hereof,  the  following  prop- 
erty, subject  to  any  increase  or  decrease 
resvdting  from  the  administration  there- 
of prior  to  return,  and  after  adequate 
provision  for  taxes  and  conservatory 
expenses: 
CUOmmnt.  Claim  No.,  Property,  and  Location 

Z«mbertus  Hardenberg,  Administrator  of 
the  BBtate  of  Paul  Nothmann,  deceased,  Am- 
sterdam, Holland;  Vesting  Order  No.  17742; 
ClaUr  Mo.  06938;  (1,158.60  In  the  Treasury 
oi  the  United  Stetes. 

Executed  at  Washington,  D.C..  on 
December  28,  IMl. 

For  the  Attorney  General. 

[SKAL]  Paul  V.  Mtrok, 

Deputy  Director, 
Offlee  of  Alien  Property. 

IFA.    Doo.    62-161;     PUed,    Jan.    4.    1962; 
8:62  a.m.] 


CHI  AERONAUTICS  BOARD 

[Doeket  No.  13056] 

SEATTLE-FAIRBANKS  FARE 
INVESTIGATION 

Notice  of  Hearing 

In  the  BMUer  d  reduced  fares  between 
Seattle,  Washington,  and  Fairbanks. 
Alaska,  proposed  by  Pan  American  World 
Airways.  Inc. 


Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Federal  Aviation  Act  of 
1958,  as  amended,  that  a  public  hearing 
in  the  above-entitled  proceeding  is  as- 
signed to  be  held  on  January  25, 1962,  at 
10  a.m.,  e.s.t.,  in  Room  911,  Universal 
Building,  Connecticut  and  Florida  Ave- 
nues NW.,  Washington,  D.C.  before  the 
undersigned  examiner. 

For  further  information  concerning 
the  issues  involved  and  other  details  of 
this  proceeding,  interested  persons  are 
referred  to  Board  Order  E-17551,  dated 
October  6,  1961,  and  the  Report  of  Pre- 
hearing Conference  in  this  matter  served 
on  December  6, 1961,  each  of  which  docu- 
ments is  on  file  In  the  Docket  Section 
of  the  Civil  Aeronautics  Board. 

Dated  at  Washington,  D.C,  January  2. 
1962. 


[seal] 


Edward  T.  Stodola. 
Hearing  Examiner. 


[P.R.    Doc.     62-154;     Piled,     Jan.    4.     1962; 
8:53  a.m.] 


DEPARTMENT  OF  AGRICULTURE 

Agricultural  Marketing  Service 

ORGANIZATION,  FUNCTIONS,  AND 
DELEGATIONS  OF  AUTHORITY 

Correction 

The  Organization,  Functions,  and  Del- 
egations of  Authority  of  the  Agricultural 
Marketing  Service  (26  F.R.  9758)  is  cor- 
rected as  follows: 

1.  In  section  5(c)(1)  change  the 
words  "Export  Grade  and  Pliun  Act"  to 
read  "Export  Grape  and  Plum  Act" 

2.  Also  in  section  5(c)(1)  delete  the 
I^rase  "section  8e  of  the  act  of  August 
24.  1935,  as  amended." 

Issued  at  Washington,  D.C,  this  28th 
day  of  December  1961. 

S.  R.  Smith. 
Administrator. 

[PR.     Doc.     62-79;     Piled,     Jan.     4.     1962; 
8:45  a.m.] 


FORQGN-TRADE  ZONES  DOARD 

FOREIGN-TRADE  ZONE  NO.  5, 
SEAHLE,  WASH. 

Extension  of  Time  for  Permanent 
Relocation 

Mr.  H.  M.  Burke.  General  Manager. 
Port  of  Seattle.  Seattle.  Washington,  as 
representative  of  the  seme  grantee,  on 
October  27.  1961.  advised  the  Foreign- 
Trade  Zones  Board  of  their  inability  to 
accomplish  the  permanent  relocation  ot 
Foreign-Trade  Zone  No.  5  by  the  date 
established  in  Memorandum  Ordear. 
dated  June  2,  1960,  and  requests  an  ex- 
tension of  time  to  June  30,  1963. 

125 


126 

The  Committee  of  Alternates  haa  re- 
viewed the  clrcimistances  In  this  case 
and  unanimously  recommend  that  the 
request  for  an  extension  of  time  from 
December  31.  1961.  to  June  30.  1963.  be 
granted. 

Upon  consideration  the  Board  concurs 
In  the  Committee's  recommendation  and 
hereby  adopts  the  following  resolution: 
The  Foreign-Trade  Zones  Board,  after 
consideration  of  the  request  from  the 
Port  of  Seattle  Commission.  Grantee. 
Foreign-Trade  Zone  No.  5  for  an  exten- 
sion of  time  from  December  31.  1961,  to 
June  30.  1963,  to  permanently  relocate 
the  zone,  approves  the  request. 

The  Executive  Secretary  of  the  For- 
eign-Trade Zones  Board  is  directed  to 
incorporate  this  Memorandum,  the  let- 
ters from  the  Assistant  Secretary  of  the 
Treasury  A.  Ollmore  Flues,  dated  De- 
cember 18.  1961.  and  Colonel  Carl  H. 
Bronn.  Department  of  the  Army,  dated 
December  8,  1961.  approving  the  fore- 
going Resolution  In  the  official  records 
of  the  Foreign-Trade  Zones  Board.  The 
Executive  Secretary  will  publish  the  fore- 
going resolution  in  the  Fidikal  Register. 

Dated:  December  27.  1961. 

LUTHEK  H.  Hodges, 
Secretary  of  Commerce.  Chair- 
man   and    Executive    Officer. 
Foreign-Trade   Zoims   Board. 

[P.R.     Doc.     82-113:     Filed.    Jan.     4.     1962. 
8:48  a.in.| 


FEDERAL  AVIATION  AGENCY 

PLAN  FOR  STANDARD  INSTRUMENT 
DEPARTURES 

Revision 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Federal  Aviation  Act  of 
1958.  as  sunended.  of  the  Federal  Avia- 
tion Agency  plan  for  the  establishment 
and  use  of  Standard  Instnunent  De- 
partures (SIDs). 

A.  A  Standard  Instnmient  Departure 
Is  a  means  of  simplifying  air  traf&c  con- 
trol clearances  and  relay  and  delivery 
procedures,  and  presents  such  air  traffic 
control  clearance  to  the  pilot  in  pic- 
torial and/ or  narrative  form. 

B.  The  Agency  plans  to  establish 
Standard  Instrument  Departures  at: 

1.  Civil  airports  for  the  most  fre- 
quently-used departure  routes,  if  their 
establishment  would  be  advantageous  to 
both  the  users  and  air  traffic  control  and 
if  the  Standard  Instrument  Departure 
win  materially  reduce  the  verbiage  of  an 
air  traffic  control  clearance ;  and 

2.  Military  airports  for  the  most  fre- 
quently-used departure  routes,  regard- 
less of  the  simplicity  or  complexity  of 
the  air  traffic  control  clearance. 

C.  Application  of  the  Standard  Instru- 
ment Departure  program  will  be  limited 
to  those  flights  where  the  pilots  file  in  a 
proposed  Instrument  flight  plan  a  request 
for  a  specific  Standard  Instrument  De- 
parture or  any  Standard  Instrument 
Departure  available  for  the  airport  of  de- 
parture. 


NOTICES 

D.  The  filing  of  a  specific  Standard 
Instrument  Departure  or  any  Standard 
Instrument  Departure  for  the  airport  of 
departure  in  a  proposed  instrument 
flight  plan  or  any  request  by  the  pilot. 
prior  to  take-off,  for  a  specific  or  any 
Standard  Instrument  Departure  will  be 
considered  by  the  Agency  as  a  statement 
by  the  pilot  that  he  is  familiar  with,  and 
has  available,  the  necessary  charts 
and  or  narrative  of  all  the  Standard 
Instrument  Departures  pertinent  to  his 
operation  from  the  airport  of  departure 

E.  Participation  in  this  proKram  is 
voluntary  on  the  part  of  the  pilot.  How- 
ever, an  accepted  SID  must  be  complied 
with  as  provided  in  Civil  Air  Regula- 
tions. 5  60.21  (14  CFR  60  21>. 

Issued  in  Washington.  DC  .  December 
28,  1961. 

Lee  E  Warren, 
Acting  Director. 
Air  Traffic  Service. 


|PR      Doc      62  97;      Filed.     Jan      4. 
8  47  am  I 
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FEDERAL  COMMUNICATIONS 
COMMISSION 

lEKK-ket   No    14268;    File  No    BP   14864,    FCC 
61M  20111 

CROSBY  COUNTY  BROADCASTING 
CO. 

Order  Continuing   Hearing 

In  re  application  of  Darrell  Willis. 
W.  R.  Bentley.  Phil  Crenshaw.  Galen  O. 
Gilbert,  and  Lew  D'Elia  d  b  as  Crosby 
County  Broadcasting  Co.,  Ralls.  Texas; 
for  construction  permit. 

The  Hearing  Examiner  having  under 
consideration  a  request,  filed  December 
22.  1961,  on  behalf  of  the  Commission's 
Broadcast  Bureau,  that  because  of  other 
commitments  petitioner  desires  to  change 
the  hearing  now  scheduled  for  January 
16.  1962.  to  January  30.  1962,  as  well  as 
change  the  date  for  exchange  of  exhibits 
from  January  5,  1962.  to  January  19. 
1962; 

It  appearing  that  good  cause  exists 
why  said  petition  should  be  granted  and 
counsel  for  Crosby  County  Broadcasting 
Co..  the  only  other  party  to  the  proceed- 
ing, has  consented  to  grant  of  the  instant 
request ; 

Accordingly.  It  is  ordered.  This  29th 
day  of  December.  1961.  that  the  hearing 
now  scheduled  for  January  16.  1962.  be 
and  the  same  is  hereby  rescheduled  for 
January  30,  1962,  at  10:00  am.,  in  the 
Commission's  offices.  Washington.  DC. 
and  It  is  further  ordered.  That  the  ex- 
change of  exhibits  now  scheduled  for 
January  5. 1962,  shall  be  accomplished  on 
or  before  January  19,  1962. 

Released:  December  29.  1961. 

Federal  Comicunications 
coocission, 
[s«al1        Ben  F.  Waple. 

Acting  Secretary. 

(P.R.     Doc     63-90:     Filed.     Jan.     4,     1962; 
8:40  a.m.I 


I  Docket  No«    14455.  14458;  File  Noa.  BI.-818T. 
BP   14110;  FCCfllM-20131 

JEFFERSON   RADIO   CO.  (WIXI)  AND 
VOICE  OF  THE   MID  SOUTH 

Order  Scheduling   Hearing 

In  re  applications  of  W.  D  Frink.  tr  as 
Jefferson  Radio  Company  (WIXI>.  for 
license  to  cover  construction  permit  BP- 
10672  authorizing  a  new  standard  broad- 
cast station  at  Irondale,  Alabama;  Fred 
H  Davis  and  W.  D.  Frlnk,  d  b  as  Voice 
of  the  Mid  South,  for  construction  permit 
to  build  a  new  standard  broadcast  sta- 
tion at  Centreville.  Alabama. 

It  is  ordered.  This  28th  day  of  Decem- 
ber. 1961.  that  H.  GifTord  Irion  will  pre- 
side at  the  hearing  in  the  above-entitled 
proceeding  which  is  hereby  scheduled  to 
commence  on  February  28.  1962.  in 
Washington,  DC;  and.  It  is  further 
ordered.  That  a  prehearing  conference  in 
the  proceeding  will  be  convened  by  the 
presiding  officer  at  9:00  am..  Friday. 
January   26,   1962. 

Released:  December  29,  1961. 


(seal  I 
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Federal  Communications 

Commission, 
Ben  F.  Waple. 

Acting  Secretary. 

62  91;      Filed.     Jan      4.      1962; 
8  46  a  m  1 


I  Docket  Nos    144U,  14412;  File  Noe  BP   14116. 
BP-15073;  FOC61M-20121 

LoFIESTA  BROADCASTING   CO.   AND 
MID-CITIES  BROADCASTING  CORP. 

Order  Continuing   Hearing 
Conference 

In  re  applications  of  J.  R.  Earnest  and 
John  A.  Flache.  d,  b  as  LaFiesta  Broad- 
casting Company.  Lubbock,  Texas,  Mid- 
Cities  Broadcasting  Corporation,  Lub- 
bock. Texas,  for  construction  permits. 

The  Acting  Chief  Hearing  Examiner, 
in  the  absence  of  the  Hearing  Examiner, 
having  under  consideration  a  petition  on 
behalf  of  LaPMesta  Broadcasting  Com- 
pany, filed  December  27,  1961.  requesting 
that  the  prehearing  conference  in  the 
proceeding  be  rescheduled  from  Janu- 
ary 3, 1962  to  January  11.  1962; 

It  appearing  that  good  cause  exists 
why  the  said  petition  should  be  granted 
and  the  other  parties  to  the  proceeding 
have  consented  to  a  continuance  along 
with  a  waiver  of  Section  1.43  of  the 
Commission's  Rules  to  permit  immediate 
consideration  of  the   instant  pleading; 

Accordingly.  It  is  ordered.  This  29th 
day  of  December.  1961,  that  the  prehear- 
ing conference  now  scheduled  In  the 
proceeding  for  January  3,  1962,  be  and 
the  same  is  hereby  rescheduled  to  Jan- 
uary 11.  1962,  at  9:00  am.,  in  the  Com- 
mission's offices.  Washington.  D.C 

Released:  December  29, 1961. 

Federal  Communications 

Commission, 
Ben  P.  Waple. 

Acting  Secretary. 

62-92;     Filed,     Jan.     4.     1962; 
8:48  a.m.I 


I 


Friday,  January  5,  1962 


[seal] 


IFR.     Doc. 


(Docket  Nos.  14394  etc  ;  Ffle  Noa.  BPCT-aM4 
etc.:  FCC  81-1611) 

FLOWER  CITY  TELEVISION  CORP. 

ET  AL.  i 

Order  Designating  Applications  for 
Consolidated  Hearing  on  Stotod 
Issues 

In  re  applications  of:  Flower  City 
Television  Corporation.  Rochester,  New 
York.  Docket  No.  14394.  FUe  No.  BPCT- 
2929;  Genesee  Valley  Television  Co.,  Inc., 
Rochester.  New  York,  Docket  No.  14395. 
File  No.  BPCT-2944:  for  construction 
permits  for  new  "  television  broadcast 
stations. 

In  re  applications  of:  Rochester  Area 
Educational  Television  Association,  Inc., 
Rochester,  New  York.  Docket  No.  14459, 
File  No.  BPCT-2943;  Star  Television, 
Inc.,  Rochester.  New  York.  Docket  No. 
14460,  File  No.  BPCT-2948;  Community 
Broadcasting,  Inc..  Rochester.  New  York, 
Docket  No.  14461.  FUe  No.  BPCT-2953; 
Heritage  Radio  and  Television  Broad- 
casting Company,  Rochester,  New  York, 
Docket  No.  14462.  FUe  No.  BPCT-29«1; 
Ivy  Broadcasting  Company,  Inc., 
Rochester.  New  York.  Docket  No.  14463. 
File  No.  BPCT-2963;  Main  Broadcast 
Company.  Inc..  Rochester.  New  York, 
Docket  No.  14464,  File  No.  BPCT-2964: 
Federal  Broadcasting  System,  Inc., 
Rochester,  New  York.  Docket  No.  14465, 
File  No.  BPCT-2966;  Citizen's  Television 
Corporation.  Rochester.  New  York, 
Docket  No.  14466.  FUe  No.  BPCr-2967: 
Rochester  Broadcasting  Corporation, 
Rochester.  New  York,  Docket  No.  14467, 
File  No.  BPCT-2972;  Rochester  Tele- 
casters,  Inc.,  Rochester,  New  York, 
Docket  No.  14468.  FUe  No.  BPCT-2974: 
for  construction  permits  for  new  televi- 
sion broadcast  stations. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  Its  offices  in 
Washington.  DC.  on  the  27th  day  of 
December,  1961; 

The  Commission  having  under  con- 
sideration the  applications  Rochester 
Area  Educational  Television  Associa- 
tion, Inc.  (BPCT-2943) .  Star  Television, 
Inc  (BPCT-2948).  Community  Broad- 
casting. Inc.  (BPCT-2953) .  Heritage  Ra- 
dio and  Television  Broadcasting  Co. 
(BPCT-2961).  Ivy  Broadcasting  Com- 
pany, Inc.  (BPCT-2963).  Main  Broad- 
casting Company.  Inc.  (BPCT-2964), 
Federal  Broadcasting  System.  Inc. 
(BPCT-2966).  Citizen's  Television  Cor- 
poration (BPCT-2967).  Rochester 
Broadcasting  Corporation  (BPCT-2972) . 
Rochester  Telecasters.  Inc.  (BPCT- 
2974).  captioned  above,  each  requesting 
a  construction  permit  for  a  new  tele- 
vision broadcast  station  to  operate  on 
Channel  13  in  Rochester.  New  York;  and 
It  appearing,  that  on  November  21, 
1961,  the  Commiasion  designated  for 
hearing  two  applications  (BPCT-2929 
and  BPCT-2944) .  each  requesting  a  con- 
struction permit  for  Channd  13  in  Ro- 
chester. New  York  (PCC-61-1367, 
Docket  Nos.  14394  and  14395) ;  and 

It  further  appearing,  that  the  above- 
captloned  appUcationa  (BPCT-2943, 
2948.  2953.  2961.  2963.  2964.  2966,  2967. 
2972,  2974) .  were  on  fUe  on  November  20, 
1961,   the  day  preceding  the  date  on 
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wlileh  the  prior  MwUcations  were  des- 
ignated for  heanng,  and  are  mutually 
exclusive  and  exttitled  to  comparative 
oooeldcratlan  ttarewith;  and 

It  further  appearing,  that  the  above- 
eaptioned  i^ypUa^tions  propose  antenna 
locations  in  the  vicinity  of  the  antennas 
of  Standard  Broadcast  Stations  WBBF, 
WVET,  WHEC,  and  WSAY;  that  the 
InBtallatton  and  operation  of  the  tele- 
vision antomas  as  proposed  are  possible 
and  feasible  without  adversely  affecting 
the  ability  of  the  Station  WBBF.  WVET, 
WHEC,  and  WSAY  to  operate  in  ac- 
CfMxlanoe  with  the  terms  of  their  licenses, 
but  that  appropriate  proof  thereof 
should  be  submitted  after  installation  of 
any  of  the  proposed  antennas;  and  that 
a  grant,  if  made,  of  any  of  the  above- 
captioned  applicati(xis  should  be  subject 
to  the  condition  in  this  respect  as  fol- 
lows: 

The  eonctruetion  authorised  herein  is  sub- 
ject to  the  eondiUon  that  the  ability  of 
Standard  Broadcast  Stations  WBBF,  WVET. 
WHEC.  and  W8AT  to  operate  In  accordance 
with  the  terms  of  their  licenses  shall  not 
be  adversely  affected  thereby,  partlciilarly 
with  respect  to  their  radiation  patterns,  and 
that  at  least  five  field  intensity  meastu-e- 
ments  on  each  radial  established  dxuing  the 
last  proof  of  perfonnanee  for  each  of  these 
■tandard  broadcast  stations  shall  be  sub- 
mitted with  the  television  application  for 
UosBse  to  prove  that  such  patterns  have  not 
been  materially  affected. 

It  further  appearing,  that  Rochester 
Area  Educational  Television  Associa- 
tion, Inc.,  and  Rochester  Telecasters. 
Inc.,  propose  a  share- time  operation; 

and 

It  furttier  appearing,  that  the  above- 
eafiOoneA  applications  are  mutually  ex- 
clustre  with  the  exception  that  the  ap- 
plications of  Rochester  Area  Educational 
Tderision  Association.  Inc..  and  Roches- 
ter Telecasters.  Inc..  are  complementary 
and  mutually  contingent  and  considered 
together  are  mutually  exclusive  with  the 
other  applications:  and 

It  further  appearing,  that  the  follow- 
ing matters  are  to  be  considered  in  con- 
nection with  the  issues  specified  below: 

(a)  The  proposal  of  Star  Television. 
Inc.  (BP<3T-2948) . 

Based  am  information  contained  in  the 
application,  it  appears  that  cash  in  the 
approximate  amount  of  $981,000  will  be 
required  for  construction  and  initial  op- 
eration of  the  proposed  station.  It  ap- 
pears that  construction  and  operation 
will  be  financed,  in  part,  by  means  of  a 
line  of  credit  from  the  Central  Trust 
Bank  in  the  amount  of  $1,000,000.  This 
loan  is  subject  to  the  condition  that  the 
applicant  has  iMiid  in  capital  and  loans 
by  stockholders  of  not  less  than  $600,000. 
ThU  condition  has  not  been  met  and. 
therefore,  it  cannot  be  determined  that 
Star  Television,  Inc.,  is  financially 
qualified. 

(b)  The  proposal  of  Ivy  Broadcasting 
company,  inc.  (BPCT-2963). 

1.  The  i^yplicant  has  pending  an  ap- 
plication (BPCT-2949)  for  a  construc- 
tion permit  for  a  new  television  broad- 
east  station  to  operate  on  (Channel  9  in 
Syracuse,  New  York.  In  the  event  both 
miplieations  were  to  be  granted,  it  ap- 
pears that  substantial  overlap  would 
result.    Under  such  circumstances  and 
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assuming  a  grant  of  the  Syracuse  ap- 
plication, It  appears  appropriate  to  con- 
sider the  size,  extent  and  location  of  the 
areas  served  and  to  be  served;  the  extent 
of  the  overlap  involved;  the  number  of 
persons  served;  the  number  of  persons 
residing   within  the  overlap  area;   the 
extent  of  other  competitive  service  to 
the  areas  in  question;  the  extent  to  which 
the  stations  will  rely  on  the  same  revenue 
and  program  sources;  the  nature  of  the 
programming  that  the  stations  will  pre- 
sent, with  particular  reference  to  the 
particular  need  of  the  communities  they 
are  designed  to  serve;  the  advertising 
practices  of  the  stations;  the  source  of 
program  material  and  talent  for  each 
station;  and  such  other  factors  as  will 
tend  to  demonstrate  that  the  overlap 
involved  will  not  be  in  contravention  of 
§  3.636(a)  (1)  of  the  Commission's  rules. 
2.  Based  on  liiformation  contained  in 
the  application,  it  appears  that  cash  in 
the  approximate  amoujit  of  $1,310,000 
will  be  required   for   construction  and 
initial  operation  of  the  proposed  station. 
Applicant  proposes  to  finance  the  costs 
of  construction  and  operation  by  means 
of  a  bank  loan  of  $1,000,000  and  existing 
capital  of  $75,000.   With  respect  to  exist- 
ing capital,  the  applicant's  balance  sheet 
shows  that  current  assets  exceed  current 
liabilities  by  only  $10,000.    In  addition. 
It  appears  that  current  liabilities  are  un- 
derstated since  Commission  records  shdw 
that  the  current  portion  of  long  term 
debts  has  not  been  included  as  a  current 
liability.     Moreover,  the  applicant  has 
pending,  an  application  (BPCrr-2949)  for 
a  permit  to  construct  a  television  broad- 
cast station  on  Channel  9  in  Syracuse, 
New  York  and  in  connection  therewith 
proposes  the  use  of  existing  capital  for 
financing  the  cost  of  construction  and 
initial  operation.    In  view  of  the  fore- 
going, it  cannot  be  determined  that  Ivy 
Broadcasting.  Inc.,  is  financially  quali- 
fied to  construct  and  operate  the  pro- 
posed station. 

(c)  The  proposal  of  Main  Broadcast- 
ing Company.  Inc.  (BPCT-2964) . 

1.  Based  on  information  contained  in 
the  application,  It  appears  that  cash  in 
the  approximate  amount  of  $570,000  will 
be  required  for  construction  and  initial 
operation  of  the  proposed  station.  The 
applicant  proposes  to  finance  the  con- 
struction and  Initial  operation  by  means 
of  a  bank  loan  of  $500,000  and  stock 
subscriptions  of  $100,000  from  the  four 
stockholders.  The  balance  sheets  sub- 
mitted for  the  stockholders  do  not  dis- 
close current  and  liquid  assets  in  excess 
of  current  liabilities  sufficient  in'  amount 
to  meet  their  commitments.  Cwise- 
quently.  It  cannot  be  determined  that 
applicant  is  financially  qualified  to  con- 
struct and  operate  the  proposed  tdevi- 
slon  brcMulcast  station. 

2.  The  electrical  center  and  gain  for 
the  type  antenna  proposed  do  not  cor- 
respond with  data  filed  with  the  Com- 
mission by  the  manufacturer.  It  is 
necessary,  therefore,  to  determine  the 
correct  eiitenna  gain  and/or  electrical 
center  of  the  proposed  antenna. 

(d)  Federal  Broadcasting  System,  Inc. 

(BPCT-2966). 

It  appears  that  the  site  elevation  figure 
utilized  in  determining  the  antenna 
height  above  average  terrain  and  the 
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antenna  height  above  sea  level  and  the 
heights  affected  thereby  \a  In  error. 

It  further  appearing,  that  upon  due 
consideration  of  the  above-captioned 
applicaUons  (BPCT-2943.  2948.  2953. 
2961.  2963.  2964.  2966.  2967,  2972.  and 
2974) .  the  Commission  finds  that  Roch- 
ester Area  Educational  Television  As- 
sociation. Inc..  Is  legally,  financially, 
technically  and  otherwise  qualified  to 
construct,  own  and  operate  the  proposed 
television  broadcast  station;  that  Star 
Television.  Inc.  is  legally  and  techni- 
cally qualified  to  construct,  own  and 
operate  the  proposed  television'  broad- 
cast station  and  is  otherwise  qualified 
except  with  respect  to  Issue  "1"  below; 
that  Community  Broadcasting.  Inc.  is 
legally,  financially,  technically  and 
otherwise  qxialified  to  construct,  own  and 
operate  the  proposed  television  broad- 
cast station;  that  Heritage  Radio  and 
Television  Broadcasting  Company  is 
legally,  financially,  technically  and 
otherwise  qualified  to  construct,  own 
and  operate  the  proposed  television 
broadcast  station;  that  Ivy  Broadcast- 
ing Company,  Inc.,  is  legally  and  techni- 
cally qualified  to  construct,  own  and 
operate  the  proposed  television  broad- 
cast station  and  is  otherwise  qualified 
except  with  respect  to  Issues  "2"  and 
"3"  below;  that  Main  Broadcast  Com- 
pany. Inc.,  Is  legally  qualified  to  con- 
struct, own  and  operate  the  proposed 
television  broadcast  station,  is  techni- 
cally so  qualified  except  with  respect  to 
Issue  "4"  below  and  is  otherwise  qualified 
except  with  respect  to  issue  "5"  below; 
that  Federal  Broadcasting  System,  Inc., 
Is  legally  and  financially  qualified  to 
construct,  own  and  operate  the  proposed 
television  broadcast  station  and  is  tech- 
nically and  otherwise  qualified  except 
with  respect  to  issue  "6"  below;  that 
Citizen's  Television  Corporation  is  le- 
gally, fboancially.  technically  and  other- 
wise qualified  to  construct,  own  and 
operate  the  proposed  television  broad- 
cast station;  that  Rochester  Broadcast- 
ing Corporation  is  legally,  financially, 
technically  and  otherwise  qualified  to 
conatruet,  own  and  operate  the  pro- 
posed television  broadcast  station;  and 
that  Rochester  Telecasters,  Inc.  is  le- 
gally, financially,  technically  and  other- 
wise qualified  to  construct,  own  and 
operate  the  proposed  television  broad- 
cast station. 

It  i$  ordered.  That  pursuant  to  section 
309(3)  of  the  Communications  Act  of 
1934.  as  amended,  the  above-captioned 
applications  (BPCT-2943,  2948,  2953. 
2961,  2963.  2964.  2966,  2967,  2972.  and 
2974)  are  designated  for  hearing  and 
consollda^  into  the  pending  proceed- 
ing in  Docket  Noa  14394  and  14395  upon 
the  following  Issues: 

1.  To  determine  whether  Star  Tele- 
vision. Inc..  is  financially  qualified  to 
construct,  own  and  operate  the  proposed 
television  broadcast  station. 

2.  To  determine  whether  Ivy  Broad- 
casting Company,  Inc.,  is  financially 
qualified  to  construct,  own  and  operate 
the  proposed  television  broadcast  station. 

3.  To  determine,  a.ssuming  a  grant  of 
Ivy  Broadcasting  C(»ipany's  application 
(BPCT-2949)  for  Channel  9.  Syracuse. 
New  York,  whether  a  grant  of  the  sub- 
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Ject  application  would  contravene  the 
provisions  of  Section  3.636  of  the  Com- 
mission's Rules. 

4.  To  determine  the  correct  antenna 
gain  and /or  electrical  center  of  the  an- 
tenna proposed  by  Main  Broadcasting 
Company.  Inc. 

5.  To  determine  whether  Main  Broad- 
casting Company,  Inc.,  is  financially 
qualified  to  construct,  own  and  operate 
the  proposed  television  broadcast  station. 

6.  To  determine  the  exact  elevation 
above  mean  sea  level  of  the  antenna  site 
proposed  by  Federal  Broadcasting  Sys- 
tem, Inc.,  and  other  elevations  that 
would  be  affected  thereby. 

7.  To  determine  on  a  comparative 
basis  which  of  the  mutually  exclusive 
operations  proposed  in  the  above-cap- 
tioned applications  would  best  serve  the 
public  interest,  convenience  and  neces- 
sity in  light  of  the  significant  differences 
among  the  applicants  as  to: 

I  a)  The  background  and  experience 
of  each  bearing  on  its  ability  to  own 
and  operate  the  proposed  television 
broadcast  station. 

(b)  The  proposals  of  each  with  respect 
to  the  management  and  operation  of  the 
proposed  television  station. 

<c>  The  programming  service  pro- 
posed in  each  of  the  above-captioned 
applications. 

8.  To  determine,  in  light  of  the  evi- 
dence adduced  pursuant  to  the  fore- 
going issues,  which  of  the  applications 
should  be  granted. 

It  is  further  ordered.  That  issues  "7" 
and  "8"  of  this  order  shall  supersede  the 
issues  specified  in  the  Commission's 
Order  of  November  15.  1961  (FCC  61- 
1367).  in  Docket  Nos.  14394  and  14395. 

It  is  further  ordered.  That  the  time 
and  place  of  the  consolidated  hearing 
will  be  specified  in  a  subsequent  order. 

It  is  further  ordered.  That  the  issues 
in  the  above-entitled  proceeding  may  be 
enlarged  by  the  Elxsuniner  on  his  own 
motion  or  on  petition  properly  filed  by 
a  party  to  the  proceeding  and  upon 
sufficient  allegations  of  fact  In  support 
thereof,  by  the  addition  of  the  following 
issue: 

To  determine  whether  the  funds  avail- 
able to  the  applicants  will  give  reason- 
able assurance  that  the  proposals  set 
forth  in  the  applications  will  be  ef- 
fectuated. 

It  is  further  ordered.  That  to  avail 
themselves  of  the  opportunity  to  be 
heard,'  the  applicants,  pursuant  to 
5  1.140  of  the  Commission's  rules,  in 
person  or  by  attorney,  shall,  within 
twenty  i20»  days  of  the  mailing  of  this 
order,  file  with  the  Commission  in 
triplicate  a  written  appearance  stating 
an  intention  to  appear  on  the  date  fixed 
for  the  hearing  and  present  evidence  on 
the  issues  specified  in  this  order. 

It  is  further  ordered.  That  the  appli- 
cants herein  and  the  applicants  previ- 
ously designated  for  hearing  In  Docket 
Nos.  14394  and  14395  shall,  pursuant  to 
section  311»a>(2»  of  the  Communica- 
tions Act  of  1934,  as  amended,  and 
S  1.362 <b>  of  the  Commissions  rules. 
give  notice  of  the  hearing,  either  indi- 
vidually or.  if  feasible.  Jointly,  within 
the  time  and  in  the  manner  prescribed 
in  such  rule,  and  shall  advise  the  Com- 


mission of  the  publication  of  such  notice 
as  required  by  9  1.362(c)  of  the  rules. 

Released:  January  2,  1962. 

Peoxral  Communications 
Commission, 
I  SEAL  1         Ben  p.  Waple, 

Acting  Secretary. 

[FR.     Doc.     62  155;     Plied.     Jan.     4,     1962; 
8:53  a.m  I 


IDocJcet  No6   14407  etc  ;  Pile  Nos.  BPCT-2928 
etc.;  PCC  61-15101 

GRAND  BROADCASTING  CO.  ET  AL. 

Order  Designating  Applications  for 
Consolidated  Hearing  on  Stated 
Issues 

In  re  applications  of:  Grand  Broad- 
casting Company.  Grand  Rapids,  Mich- 
igan. Docket  No.  14407.  File  No.  BPCT- 
2928;  Atlas  Broadcasting  Company, 
Grand  Rapids.  Michigan,  Docket  No. 
14408.  File  No.  BPCT-2950;  for  construc- 
tion permit  for  new  television  broadcast 
station. 

In  re  applications  of:  West  Michigan 
Telecasters.  Inc..  Grand  Rapids,  Michi- 
gan. Docket  No.  14469,  File  No.  BPCT- 
2956;  MKO  Broadcasting  Corporation. 
Grand  Rapids.  Michigan,  Docket  No. 
14470.  Pile  No.  BPCT-2959:  Major  Tele- 
vision Company,  Grand  Rapids.  Mich- 
igan. Docket  No.  14471.  File  No.  BPCT- 
2960;  Peninsular  Broadcasting  Company, 
Grand  Rapids,  Michigan.  Docket  No. 
14472.  File  No.  BPCT-2962:  for  construc- 
tion permits  for  new  television  broadcast 
stations. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington.  DC.  on  the  27th  day  of 
Decemt)er  1961; 

The  Commission  having  under  con- 
sideration the  ai>plications  of  West 
Michigan  Telecasters,  Inc.  (BPCT-2956) ; 
MKO  Broadcasting  Corporation  (BPCT- 
2959  ) :  Major  Television  Company 
( BPCT-2960 1  :  and  Peninsular  Brotul- 
casting  Company  (BPCT-2962),  cap- 
tioned above,  each  requesting  a 
construction  permit  for  a  new  television 
broadcast  station  to  operate  on  Channel 
13  in  Grand  Rapids.  Michigan;  and 

It  api>earing,  that  on  November  21, 
1961.  the  Commission  designated  for 
hearing  two  applications  (BPCT-2928 
and  BPCT-2950 )  each  requesting  a  con- 
struction permit  for  Channel  13  in  Grand 
Rapids.  Michigan  (FCC  61-1399,  Docket 
Nos.  14407  and  14408) ;  and 

It  further  appearing,  that  the  above- 
captioned  applications  (BPCT-2956, 
BPCT-2959.  BPCT  2960  and  BPCT- 
2962  >  were  on  file  on  November  20,  1961. 
the  day  preening  the  date  on  which  the 
prior  applications  were  designated  for 
hearing,  and  are  mubially  exclusive  and 
entitled  to  comparative  consideration 
therewith;  smd 

It  further  appearing,  that  the  follow- 
ing matters  are  to  be  considered  in  con- 
nection with  the  issues  specified  below: 

(a)  The  proposal  of  West  Michigan 
Telecasters,  Inc.     (BPCT-2956). 

( 1  >  Cash  in  the  approximate  amount 
of  $656,000  will  be  required  for  down  pay- 
ment on  the  equipment,   for  buildings. 


Friday,  January  5,  1962 

miscellaneous  items  and  for  initial  work- 
ing capital.  The  applicant  proposes  to 
finance  the  construction  and  initial  op- 
eration by  means  of  a  bank  loan  of  $250.- 
000.  stock  subscriptions  of  $340,000,  and 
existing  capital  of  $24,114;  total  $614.U4. 
It  appears  that  applicant  has  not  shown 
the  availability  of  sufficient  funds  for 
construction  and  initial  operation.  Con- 
sequently, the  Commission  cannot  make 
the  finding  that  West  Michigan  Tele- 
casters. Inc.  is  financially  qualified. 

(2)  No  determination  has  yet  been 
made  as  to  whether  the  proposed 
antenna  system  and  site  may  constitute 
a  menace  to  air  navigation. 

(b)  The  proposal  of  MKO  Broadcast- 
ing Corporation  (BPCT-2959) . 

(1)  It  appears  that  cash  in  the 
amount  of  $794,000  will  be  required  for 
down  pasonent  on  equipment,  land, 
transmitter  buildings,  miiscellaneous  and 
initial  working  capital.  It  also  appears 
that  additional  funds  will  be  needed  for 
the  studio  building  in  an  amount  which 
the  Commission  is  unable  to  determine. 
The  applicant  proposes  to  finance  the 
construction  and  initial  operation  Irom 
existing  capital  of  $13,500,  stock  sub- 
scriptions of  $121,500,  bank  loan  of 
$600,000,  and  debentures  in  the  Amount 
of  $500,000.  The  subscribers  to  the  stock 
and  debentures,  with  the  exception  of 
Ivor  F.  Johnson.  John  S.  Vanderplow, 
and  John  W.  Bertsch,  have  failed  to 
comply  with  the  requirements  of  Section 
rn.  Page  2.  Paragraph  (d).  FCC  FV>rm 
301,  in  that  the  assets  relied  upon  are 
not  described  in  sufficient  detail.  There- 
fore, it  cannot  be  determined  that  they 
have  sufficient  funds  with  which  to  meet 
their  commitments.  It  cannot  be  de- 
termined that  $13,500  in  d!)clsting  capi- 
tal is  available  since  there  are  offsetting 
liabilities  in  the  approximate  amoimt  of 
$10,000.  It  cannot  be  determined  that 
the  bank  locm  of  $600,000  is  available  to 
applicant  since  it  has  not  been  shown 
how  the  conditions  of  the  loan  are  to  be 
met.  Consequently,  the  Commission 
cannot  make  the  finding  that  the  ap- 
plicant is  financially  qualified. 

(2)  No  determination  has  yet  been 
made  as  to  whether  the  proposed  anten- 
na system  and  site  may  constitute  m 
menace  to  air  navigation. 

(c)  The  proposal  of  Major  Television 
Company  (BPCT-2960). 

No  determination  has  yet  been  made 
as  to  whether  the  proposed  antenna  sys- 
tem and  site  may  constitute  a  menace  to 
air  navigation. 

(d)  The  proposal  of  Peninsular 
Broadcasting  Company  (BPCr-2962) . 

(1)  Cash  in  the  approximate  amount 
of  $828,000  will  be  required  for  down 
payment  on  equipment,  land,  buildings, 
miscellaneous  and  for  initial  working 
capital.  The  applicant  proposes  to  fi- 
nance the  construction  and  Initial  op- 
eration by  a  t>ank  loan  of  $175,000.  exist- 
ing capital  of  $76,000.  stock  subscription 
of  $304,000,  and  loans  by  major  stock- 
holders of  $275,000.  However,  Pred  J. 
Barr,  William  K.  Mclnemey  and  John 
D.  Locks  have  not  shown  sufficient  funds 
in  compliance  with  Section  m,  Page  2, 
Paragraph  (d)  of  PCC  Form  301,  to  meet 
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their  eommitments.  Consequently,  the 
Commission  cannot  make  the  finding 
that  the  applicant  is  financially 
Qualified. 

(2)  No  determination  has  yet  been 
made  as  to  whether  the  proposed  anten- 
na system  and  site  may  constitute  a 
menace  to  air  navigation. 

It  further  appearing,  that  upon  due 
consideration  of  the  above-captioned  ap- 
plications (BPCT-2956,  2959.  2960.  and 
2962).  the  Commission  finds  that  West 
Michigan  Telecasters,  Inc.,  is  legally 
qualified  to  construct,  own  and  operate 
the  proposed  television  broadcast  station. 
and  is  technically  so  qualified  except 
with  respect  to  issue  "2"  specified  below, 
and  is  otherwise  qualified  except  with 
respect  to  issue  "1"  below;  that  MKO 
Broadcasting  Corporation  is  legally 
qualified  to  construct,  own  and  operate 
the  proposed  television  broadcast  sta- 
tion, and  is  technically  so  qualified  ex- 
cept with  respect  to  issue  "4"  specified 
below,  and  is  otherwise  qualified  except 
with  respect  to  issue  "3"  below;  that 
MskioT  Television  Company  is  legally  and 
financially  qualified  to  construct,  own 
and  operate  the  proposed  television 
broadcast  station,  and  is  technically  so 
qualified  except  with  respect  to  issue  "5" 
below;  and  that  Peninsular  Broadcast- 
ing Company  is  legally  qualified  to  con- 
struct, own  and  operate  the  proposed 
television  broadcast  station,  and  Is  tech- 
nically so  qualified  except  with  respect 
to  issue  "7"  below,  and  is  otherwise 
qualified  except  with  respect  to  issue  "6" 
below. 

It  is  ordered.  That  pursuant  to  section 
309(e)  of  the  Communications  Act  of 
1934,  as  amended,  the  above-captioned 
applications  are  designated  for  hearing 
and  consolidated  into  the  pending  prb- 
ceding  in  Docket  Nos.  14407  and  14408, 
upon  the  following  issues : 

1.  To  determine  whether  West  Michi- 
gan Telecasters.  Inc..  is  financially  quali- 
fied to  construct,  own  and  operate  the 
proposed  television  broadcast  station. 

2.  To'  determine  whether  there  is  a 
reasonable  possibility  that  the  tower 
height  and  location  proposed  by  West 
Biichigan  Telecasters.  Inc.,  would  con- 
stitute a  menace  to  air  navigation. 

3.  To  determine  whether  MKO  Broad- 
casting Corporation  Is  financially  quali- 
fied to  construct,  own  and  operate  the 
proposed  television  broadcast  station. 

4.  To  determine  whether  there  is  a 
reasonable  possibility  that  the  tower 
h^ht  and  location  proposed  by  MKO 
Broadcasting  Corporation  would  con- 
stitute a  menace  to  air  navigation. 

5.  To  detennine  whether  there  is  a 
reaaolMtble  poesibility  that  the  tower 
height  and  location  proposed  by  Major 
Television  Company  would  constitute  a 
menace  to  air  navigation. 

«.  To  determine  whether  Peninsular 
Broadcasting  Company  is  financially 
qualified  to  construct,  own  and  operate 
the  propu—d  teterision  broadcast  station. 

7.  TO  determine  whether  there  is  a 
reMonable  possibiUty  that  the  tower 
height  and  location  proposed  by  Pen- 
insular Broadcasting  Company  would 
constitute  a  menace  to  air  navigation. 
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8.  To  detennine,  on  a  comparative 
basis,  which  of  the  proposed  operations 
would  better  serve  the  public  interest, 
convenience  and  necessity  In  light  of  the 
significant  differences  amcmg  the  appli- 
cants as  to: 

(a)  The  background  and  experience  of 
each  bearing  on  its  ability  to  own  and 
operate  the  proposed  television  broad- 
cast station. 

(b)  The  proposals  of  each  with  re- 
spect to  the  management  and  operation 
of  the  proposed  television  broadcast 
stations. 

(c)  The  programming  service  pro- 
posed in  each  of  the  above-mentioned 
applications. 

9.  To  determine.  In  light  of  the  evi- 
dence adduced  pursuant  to  the  foregoing 
Issues,  which,  if  any.  of  the  applications 
should  be  granted. 

It  is  further  ordered.  That  Issues  "8" 
and  "9"  of  this  Order  shall  supersede 
Issues  "5"  and  "6"  specified  in  the  Com- 
mission'^ Order  of  November  21,  1961 
(PCC  61-1399) ,  in  Docket  Nos.  14407  and 
14408. 

It  is  further  ordered.  That  the  time 
and  place  of  the  consolidated  hearing 
will  be  specified  In  a  subsequent  Order. 

It  is  further  ordered.  That  the  Issues 
in  the  above-entitled  proceeding  may  be 
enlarged  by  the  Examiner  on  his  own 
motion  or  on  petition  properly  filed  by 
a  party  to  the  proceeding  and  upon  a 
sufficient  allegation  of  facts  in  support 
thereof,  by  the  addition  of  the  foUowing 
issue: 

To  determine  whether  the  funds  avail- 
able to  the  applicsmts  will  give  reason- 
able assurance  that  the  proposals  set 
forth  In  the  applications  will  be  ef- 
fectuated. 

It  is  further  ordered.  That  the  Federal 
Aviation  Agency  is  hereby  made  a  party 
to  the  proceeding. 

It  is  further  ordered.  That  to  avail 
themselves  of  the  opportunity  to  be 
heard,  the  applicants  and  party  respond- 
ent herein,  pursuant  to  i  1.140  of  the 
Commission's  rules,  in  person  or  by  at- 
torney, shall  within  twenty  (20)  days  of 
the  mailing  of  this  Order,  file  with  the 
Commission  in  triplicate  a  written  ap- 
pearance stating  an  Intention  to  appear 
on  the  date  fixed  for  the  hearing  and 
present  evidence  on  the  issues  specified 
in  this  Order. 

It  is  further  ordered.  That,  the  appli- 
cants herein  and  the  applicants  previ- 
ously designated  for  hearing  in  Docket 
Nos.  14407  and  14408  shall  pursuant  to 
section  311(a)  (2)  of  the  Communications 
Act  of  1934,  as  amended,  and  §  1.362(b) 
of  the  Commission's  rules,  give  notice  of 
the  hearing,  either  individually,  or,  if 
feasible,  jointly,  within  the  time  and  in 
the  manner  prescribed  In  such  Rule,  and 
shall  advise  the  Commission  of  the  pub- 
lication of  such  notice  as  required  by 
§  1.362(c)  of  the  rules. 

Released:   January   2,   1962. 

Fedral  ComnnncATioirs 
ComnssiOH, 
[suL]        Beh  F.  Wapu, 

Actino  SetTttvu. 

[Fit.    Doc.    ea-l5«:    nied,    Jan.    4.    1969; 
8:53    ajn.] 
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FEDERAL  MARITIME  COMMISSION 

(Docket  No.  9M  (Sub-3)  ] 

INVESTIGATION  OF  INCREASED  RATES 
ON  SUGAR,  REFINED  OR  TUR- 
IINATED,  IN  BAGS  IN  ATLANTIC/ 
GULF  PUERTO  RICO  TRADE 

Nofic*  of  Supplemental  Order 

On  December  14.  1961.  the  Federal 
Maritime  Commission  entered  the  fol- 
lowing First  Supplemental  Order  to  the 
orifflnal  order  in  this  proceeding  dated 
December  7. 1961 : 

It  appearing,  that  there  is  currently 
pendlxxg  in  this  proceeding  an  investi- 
gation of  an  increase  in  rates  on  Sugar. 
refined  or  turbinated,  in  bags  from 
Puerto  Rico  ports  to  Atlantic  and  Gulf 
ports,  which  said  rates  have  been  sus- 
pended and  are  now  to  become  effective 
on  April  8. 1962 ;  and 

It  further  appearing,  that  on  Novem- 
^r  15.  1961.  A.  H.  Bull  Steamship  Co. 
filed  with  the  Federal  Maritime  Com- 
mission (Commission)  a  tariff  schedule 
designated  Fifth  Revised  Page  No.  27 
to  Homeward  Freight  Tariff  No.  1, 
FMB-P  No.  2.  to  become  effective  Decem- 
ber 18.  1961.  which  said  schedule  pub- 
lished increased  commodity  rates  on 
Sugar,  refined  or  turbinated,  in  bags: 
and 

It  further  appearing,  that  protests 
have  been  received  petitioning  the  Com- 
mission to  suspend  said  increased  rates; 
and 

It  further  appearing,  that  upon  con- 
sideration of  said  rates  and  protests 
thereto,  there  is  reason  to  believe  that 
said  rates  would,  if  permitted  to  become 
effective,  result  in  rates  which  would  be 
unjust,  unreasonable,  or  otherwise  un- 
lawful in  violation  of  the  Shipping  Act. 
1016,  as  amended,  or  the  Intercoastal 
Shipping  Act.  1933.  as  amended:  and 

It  further  appearing,  that  the  Com- 
mission is  of  the  opinion  that  the  new 
rates  on  sugar,  refined  or  turbinated,  in 
bags  named  in  said  schedule  should  be 
made  the  subject  of  a  public  investiga- 
tion and  hearing  to  determine  whether 
they  are  Just,  reasonable,  and  otherwise 
lawful  under  the  Shipping  Act,  1916,  as 
amended,  or  the  Intercoastal  Shipping 
Act.  1933.  as  amended;  and 

It  further  appearing,  that  the  efTec- 
tive  date  of  the  said  rates  should  be 
suspended  pending  such  investigation; 

Now  therefore  it  is  ordered.  That  this 
proceeding  be,  and  it  hereby  is.  expanded 
to  include,  in  addition  to  the  matters 
now  under  investigation,  an  investiga- 
tion into  and  concerning  the  lawfulness 
ot  the  increased  rates  on  sugar,  refined 
or  turbinated,  in  bags  named  in  the  said 
schedule,  with  a  view  to  making  such 
findings  and  orders  in  the  premises  as 
the  facts  and  circumstances  shall  war- 
rant; and 

It  is  further  ordered.  That  said  rates 
be.  and  they  are  hereby,  suspended  and 
that  the  use  of  the  said  rates,  be.  and 
they  are  hereby,  deferred  to  and  includ- 
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ing  April  17,  1962.  unless  otherwise  au- 
thorized by  the  Commission,  and  that 
the  rates  heretofore  in  effect,  and  which 
were  to  be  changed  by  the  suspended 
rates,  shall  remain  in  effect  during  the 
period  of  suspension ;  and 

ft  is  further  ordered.  That  no  change 
shall  be  made  In  the  matter  hereby 
suspended  nor  the  matter  which  is  con- 
tinued In  effect  as  a  result  of  such  sus- 
pension until  the  period  of  suspension 
or  any  extension  thereof  has  expired,  or 
until  this  investigation  and  suspension 
proceeding  has  been  disposed  of.  which- 
ever first  occurs,  unless  otherwise  au- 
thorized by  the  Commission ;  and 

It  is  further  ordered.  That  there  shall 
be  filed  Immediately  with  the  Commis- 
sion by  A.  H.  Bull  Steam.ship  Co.  a  con- 
secutively numbered  supplement  to  the 
afore-said  tariff  schedule  which  supple- 
ment shall  bear  no  effective  date,  shall 
reproduce  the  portion  of  this  order 
wherein  the  .suspended  matter  is  de- 
scribed, and  shall  state  that  the  afore- 
said rates  are  susE>ended  and  may  not 
be  used  until  the  18th  day  of  April  1962, 
unless  otherwise  authorized  by  the  Com- 
mission, and  that  the  rates  heretofore 
in  effect,  and  which, were  to  be  changed 
by  the  suspended  rates,  shall  remain  In 
effect  during  the  period  of  suspension, 
and  neither  the  matter  suspended,  nor 
the  matter  which  is  continued  in  effect 
as  a  result  of  such  suspension,  may  be 
changed  until  the  period  of  suspension 
or  any  extervsion  thereof  has  expired,  or 
until  this  investigation  and  susF>ension 
proceeding  has  been  disposed  of,  which- 
ever first  occurs,  unless  otherwise  au- 
thorized by  the  Commission:  and 

It  is  further  ordered.  That  copies  of 
this  order  shall  be  filed  with  the  said 
tariff  schedule  in  the  Bureau  of  Domes- 
tic Regulation  of  the  Federal  Maritime 
Commission;  and 

It  is  further  ordered.  That  'I"  the  in- 
vestigation herein  ordered  be  assigned 
for  public  hearing  before  an  examiner  of 
the  Commission's  OfBce  of  Hearing 
Examiners,  at  a  date  and  place  to  be 
determined  and  announced  by  the  Chief 
Examiner,  to  receive  evidence  In  this  pro- 
ceeding, which  will  provide  an  adequate 
record  for  proper  disposition  of  the  is- 
sues and  that  an  initial  decision  be  Is- 
sued; <n)  AH.  Bull  Steamship  Co..  be 
and  It  Is  hereby  made  respondent  In  this 
proceeding;  'HI)  a  copy  of  this  order 
shall  forthwith  be  served  upon  the  pro- 
testants,  the  A.  H.  Bull  Steamship  Co.. 
and  all  others  heretofore  named  re- 
spondents hereto ;  (IV)  the  said  respond- 
ents and  Protestants  be  duly  notified  of 
the  time  and  place  of  the  hearing  or- 
dered; and  (V)  this  order  and  notice  of 
the  said   hearing   be   published   In   the 

FKDEItAt    RZGISTrR. 

By  order  of  the  Federal  Martime  Com- 
mission. 

Dated:  December  29,  1961. 

Thomas  List, 
Secretary. 

(FR.     Doc.     62-94;     Filed,     Jan.     4,     1962; 
8:47  ajn  I 
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INVESTIGATION  OF  RATES  AND  PRAC- 
TICES IN  ATLANTIC-GULF/PUERTO 
RICO  TRADE 

Notice   of  Supplementol   Order 

On  December  18,  1961,  the  Federal 
Maritime  Commission  entered  the  fol- 
lowing Tenth  Supplemental  Order  to  the 
Original  Order  In  this  proceeding  dated 
July  17,  1961: 

It  appearing,  that  there  Is  currently 
pending  an  investigation  into  and  a  hear- 
ing concerning  certain  reduced  rates  and 
practices  from  Atlantic  and  Gulf  Coast 
ports  of  the  United  States  to  ports  in 
the  Commonwealth  of  Puerto  Rico  which 
became  effective  on  July  6.  1961,  and  on 
various  dates  thereafter;  and 

It  further  appearing,  that  A.  H.  Bull 
Steamship  Company.  Inc.  (Bull),  has 
been  named  a  respondent  In  this  pro- 
ceeding; and 

It  further  appearing,  that  on  October 
4.  1961,  Bull  filed  with  the  Federal  Mari- 
time Commission  (Commission)  a  new 
tariff  page  setting  forth  a  new  rule  which 
provides  for  Increased  rates  and  charges 
and  a  change  In  regulations  and  prac- 
tices affecting  such  rates  and  charges, 
the  said  rule  to  become  effective  Novem- 
ber 6,  1961,  and  being  designated  as 
follows : 

A.   H.   Bull   Steamship   Co.,  Outward 
Freight  Tariff  No.   1,  PMB-F  No.  1,  2d 
revised  page  No.  20,  Item  2 : 
and 

It  further  apr>earlng.  that  the  Federal 
Maritime  Commission  by  Ninth  Supple- 
mental Order  In  Docket  No  954  dated 
November  2,^961,  suspended  the  opera- 
tion of  the  above  designated  schedule  and 
deferred  the  use  thereof  to  and  Including 
March  5,  1962,  unless  otherwise  author- 
ized by  the  Commission ;  and 

It  further  appearing,  that  the  Com- 
mission having  found  good  cause  there- 
for has  on  November  27,  1961,  granted 
Bull  special  permission  to  cancel  such 
schedule  on  not  less  than  one  day's  notice 
under  special  permission  No.  3957  and 
pursuant  thereto,  such  schedule  hsis  been 
properly  cancelled; 

Now  therefore,  it  is  ordered.  That  the 
Ninth  Supplemental  Order  in  Docket 
No.  954  be.  and  Is  hereby  vacated;  and 

It  is  further  ordered.  That  copies  of 
this  order  shall  be  filed  with  said  tariff 
schedules  in  the  Bureau  of  Doq;iestlc 
Regulation,  Federal  Maritime  Commis- 
sion; and 

It  is  further  ordered.  That  a  copy  of 
this  order  shall  be  forthwith  served 
upon  all  respondents  and  protestants 
herein:  and  that  this  order  be  published 
in  the  Federal  Register. 

By  order  of  the  Federal  Maritime  Com- 
mission. 

Dated:  December  29.  1961. 

Thomas  Lisi, 
Secretary. 

|PR      Doc.     82-95;     Filed.     Jan.     4,     1962; 
8:47    a.m  I 
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(E>ocketNo.960] 

HAWAIIAN    RATES;    SECOND 
GENERAL  INCREASE  (1961) 

Notice  of  Amendment  to  Second 
Supplemental  Order 

^  On  December  14,  1961,  the  Federal 
Maritime  Commission  issued  the  follow- 
ing amendment  to  the  Second  Supple- 
mental Order  in  this  proceeding  d^ted 
November  30,  1961: 

It  appearing,  that  by  Second  Supple- 
mental Order  in  Docket  960  dated  No- 
vember 30.  1961,  the  Commission  insti- 
tuted an  investigation  into  the  lawfulness 
of  certain  recently  filed  rate  increases 
of  the  Atlantic  and  Oulf/Hawail  Con- 
ference, Walter  R.  Greiner,  Agent,  and 
suspended  said  increases;  and 

It  further  appearing,  -that  certain 
changes  should  be  made  in  said  supple- 
mental order; 

Now  therefore  it  is  ordered.  That  the 
Commission's  Second  Supplemental 
Order  in  Docket  No.  960  dated  November 
30,  1961  be.  and  it  is  hereby,  amended  as 
follows :  The  second  appearing  clause  in 
said  supplemental  order,  which  currently 
reads : 

It  further  appearing,  that  there  has 
been  filed  with  the  Federal  Maritime 
Commission  a  new  tariff  schedule  to 
which  American  President  Lines,  Ltd., 
Isthmian  Lines,  Inc.,  Lykes  Bros.  Steam- 
ship Company,  Inc.  (Lykes  Oriental 
Line),  Matson  Navigation  Company, 
United  States  Lines  Company  (American 
Pioneer  Line),  and  Waterman  Steam- 
ship Corporation  are  parties,  naming  in- 
creases in  freight  rates  from  Atlantic 
and  Gulf  ports  to  ports  in  Hawaii  to  be- 
come effective  on  Decembo-  20,  1961, 
designated  as  Atlantic  and  Gulf/Hawaii 
Conference.  Walter  R.  Greiner.  Agent, 
Freight  Tariff  No.  15,  FMB-F  No.  22;  and 
Is  hereby  deleted  and  the  following  para- 
graph substituted  therefor: 

It  further  appearing,  that  there  has 
been  filed  with  the  Federal  Maritime 
Commission  a  new  tariff  schedule  to 
which  American  President  Lines,  Ltd., 
Isthmian  Lines,  Inc.,  Lykes  Bros.  Steam- 
ship Company,  Inc.  (Lykes  Oriental 
Line » ,  Matson  Navigation  Company, 
United  States  Lines  Company  (American 
Pioneer  Line) ,  and  Waterman  Steamship 
Corporation  are  parties,  naming  in- 
creases in  freight  rates  from  Atlantic 
and  Gulf  ports  to  ports  in  Hawaii  to 
become  effective  on  December  20,  1961, 
designated  as  Atlantic  and  Gulf/Hawaii 
Conference,  Walter  R.  Greiner,  Agent, 
Freight  Tariff  No.  15,  FMC-F  No.  22;  and 

It  is  further  ordered.  That  said  sup- 
plemental order,  as  so  modified,  remain 
In  full  force  and  effect  as  issued ;  and 

It  is  further  ordered.  That  a  copy  of 
this  order  shall  be  forthwith  served  upon 
all  respondents,  protestants,  and  inter- 
veners herein,  and  that  this  order  be 
published  In  the  Federal  Register. 

Dated:  December  29,  1961.  | 

By  order  of  the  Federal  Maritime  Com- 
mission. 

Thomas  Lxsi, 
Secretary. 

[PR.     Doc.     62-96:     Filed.     Jan.     4,     1962: 
8:47  a.m.] 


FEDERAL  REGISTER 

[Docket  No.  065] 

PACIFIC  COAST  TERMINALS 

Investigation  of  and  Proposed  Rules 
iolating  to  Practices  in  Granting 
Fro*  Timo  and  Collecting  Wharf 
Demurrago   and    Storage   Charges 

Notice  is  hereby  given  that  on  Decem- 
ber 14,  1961  the  Federal  Maritime  Com- 
mission entered  the  following  order: 

It  appearing,  that,  except  for  the  re- 
quirements of  the  orders  outstanding  as 
a  result  of  Docket  No.  555  (2  U.S.M.C. 
58S  and  709).  (1^  the  water  terminals 
on  the  United  States  Pacific  Coast  may 
be  granting  free  time  of  such  length  as 
to  be  prejudicial,  unjust,  and  xmreason- 
able  within  the  meaning  of  sections  16 
and  17  of  the  Shipping  Act,  1916,  as 
amended;' (2)  said  terminals  may  be  as- 
sessing and  collecting  wharf  demurrage 
and  storage  charges  so  low  as  to  be  preju- 
dicial, unjust,  unreasonable,  preferential 
or  disadvantageous  within  the  meaning 
of  sections  16  and  17  of  the  Shipping  Act, 
1916,  as  amended:  (3)  there  appears  to 
be  no  uniformity  among  the  practices 
and  rates  relating  to  free  time,  wharf 
demurrage,  and  storage  among  the  afore- 
said terminals;  and  (4)  in  order  for  Just 
and  reasonable  practices,  as  required  by 
section  17  of  the  Shipping  Act,  1916,  as 
amended,  to  exist  at  the  aforesaid  termi- 
nals it  may  be  necessary  that  uniform 
rules  for  all  terminals  be  established; 

It  further  appearing,  that,  in  order 
that  Just  and  reasonable  regulations  and 
practices  may  prevail  at  said  Pacific 
Porta  the  Commission  should  promul- 
gate rules  requiring  that  all  terminal 
operators  at  all  Pacific  Coast  Ports  es- 
tablish practices,  regulations  and  rates 
which: 

(1)  Permit  no  more  than  10  days  free 
time  to  any  and  all  commodities,  with- 
out regard  to  their  nature  and  without 
regard  to  whether  they  are  being  ex- 
ported from  or  imported  into  the  United 
States  or  being  transported  in  the  inter- 
state commerce  of  the  United  States; 

(2)  Charge  rates  for  wharf  demurrage 
and/or  storage  which  do  not  discriminate 
unfairly  amcmg  or  between  commodities 
and  which  exact  charges  bearing  a  fair 
relation  to  the  cost  of  the  service  pro- 
vided; 

(3)  Permit  the  waiver  of  the  afore- 
said 10  days  free  storage  rule  and  charges 
for  wharf  demurrage  and/or  storage  only 
upon  the  special  permission  of  the  Fed- 
eral Maritime  Commission  for  good  cause 
shown  and  only  in  the  instance  of  spe- 
cific and  individual  cargo  movements; 
and 

(4)  Prohibit  (a)  making  or  giving  any 
undue  or  unreasonable  preference  or  ad- 
vantage to  any  particular  person,  local- 
ity, or  description  of  traffic  in  any  re- 
spect whatsoever,  and  (b)  subjecting  any 
particular  person,  locality,  or  description 
of  traffic  to  any  undue  or  unreasonable 
prejudice  or  disadvantage  in  any  respect 
whatsoever. 

Now.  therefore,  it  is  ordered.  That  pur- 
suant to  sections  16, 17,  22,  and  43  of  the 
Shipping  Aet.  1916,  as  amended,  there  is 
hereby  instituted  an  investigation  to  de- 
termine the  necessity^  and  advisability 
of  promulgating  rules  requiring  that  per- 
sons   (including    common   carriers   by 
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water)  carrying  on  the  business  of  fur- 
nishing wharfage,  dock,  warehouse,  or 
other  terminal  facilities  at  Pacific  Coast 
ports  establish  practices,  regulations, 
and  rates  as  aforesaid;  and 

It  is  further  ordered.  That,  all  inter- 
ested persons,  including  but  not  limited 
to  the  persons  named  in  Appendix  A 
below,  may  submit  written  data,  views, 
and    argxunents    relative    to    the    ad- 
visability   and    propriety    of    the    pro- 
mulgation    of     rules     such     as     the 
aforesaid.    All    arguments    and    views 
should  be  supported  by  written  data  and/ 
or  statements  of  act.    Requests  for  op- 
portunity to  present  evidence  and  argu- 
ment at  a  public  hearing  will  be  given 
due   consideration  by   the  Commission 
provided  such  requests  are  accompanied 
by  a  written  summary  of  the  facts  in- 
tended to  be  proved  at  such  public  hear- 
ing if  it  is  held.    All  views,  data,  argu- 
ments, and  requests  for  hearing  sub- 
mitted in  accordance  herewith  should  be 
forwarded  to  the  Federal  Maritime  Com- 
mission, Washington,  D.C.,  and,  to  be 
entitled  to  consideration,  must  be  re- 
ceived no  later  than  60  days  from  the 
publication  of  this  order  and  notice  in 
the  Federal  Register. 

It  is  further  ordered.  That,  a  copy  of 
this  order  shall  be  served  upon  all  per- 
sons named  in  Appendix  A  below. 

It  is  further  ordered.  That,  a  copy  of 
the  order  shall  be  published  in  the  Fed- 
eral Register. 

By  the  Commission. 

Dated :  January  2, 1962. 

Thomas  Lisi, 
Secretary. 

Appendix  A 

Kopper  Co.,  Inc.,  55  New  Montgomery,  Wil- 
mington, Calif. 
Los  Angeles  Harbor  Grain  Terminal,  914  San 

Clemente  Avenue.  Wilmington,  Calif. 
Encinal  Terminals,  Foot  of  Jay  Street,  Ala- 
meda, Calif. 
Board    of    Harbor    Commissioners,    Oxnard 

Harbor     District,     P.O.     Box     297,     Port 

Hueneme,  Calif. 
Wagon  Wheel  Lumber  Co.,  Hueneme,  Calif. 
Wholesale    Forest    Product    Co..    Hueneme, 

Calif. 
Board  of  Harbor  Commissioners.  Port  of  Long 

Beach.    925    Harbor    Plaza,    P.O.    Box    570. 

Long  Beach.  Calif. 
Crown    Zellerbach    Building    Products,    One 

BuBh  Street,  San  Francisco  19.  Calif. 
Board  of  Harbor  Commlsfiioners,  Lo3  Ai-.i,:lzz 

Harbor,  City  of  Los  Angeles,  Room   1300, 

City  Hall,  Los  Angeles  13.  Calif. 
J.  H.  Baxter  &  Co..  3450  Wilshire  Boulevard. 

Los  Angeles.  Calif. 
EHablo    Seaway    Terminals.    211    Berrellesa 

Street.  Martinez.  Calif. 
West  (Toast  Checkerboard  Elevator  Co.".  2201 

East  Seventh  Street.  Oakland.  Calif. 
Howard  Terminals.  95  Market  Street.  Oakland 

4.  Calif. 
Board  of  Port  Commissioners.  Port  of  Oak- 
land. Grove  Street  Pier.  Oakland  7,  Calif. 
Oakland    Dock    and    Warehouse    Co..    1401 

Middle  Harbor  Road,  Oakland  20,  Calif. 
Board  of  Port  Commissioners.  Port  of  Red- 
wood City,  Redwood  City.  Calif. 
Board  of  Harbor  Commissioners,  Port  of  San 

Diego,     1365    North    Harbor    Drive,    San 

Diego  1,  Calif. 
San  Francisco  Port  Authority,  Ferry  BuUdlng. 

Room  16.  San  Francisco  6,  Calif. 
Port  of  San  Francisco  Grain  Terminal.  Plen 

90-92,  San  Francisco  24,  Calif. 
Pacific    Vegetable    Oil   Corp.,    62    Townsend 

Street,  San  Francisco,  Calif. 
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Port  of  Stockton.  P.O.  Box  3060,  Stockton. 

CaUf. 
Stockton  EleTfttori.  P.O.  Box  ISM.  Stockton. 

Calif. 
Lumber  Terminal.  Inc..   401   South   Seaside, 

Terminal  Island.  Calif. 
Consolidated  Lumber  Co..  144<J  East  Anaham. 

Wilmington.  Calif. 
Port  of  Orayt  Harbor,  P.O.  Box  100.  Aberdeen. 

Waah. 
Anacortea   Port   CommlMlon.   P.O.   Box   380, 

Anacortea.  Waah. 
Port  of  Astoria  CommUelon.  Astoria.  Oreg. 
Port  of  Bandon  Commlaalon.  Bandon.  Oreg. 
Belllngham    Port    CommUalon.    P  O.    Drawer 

943.  Belllngham.  Wash. 
Port  of  Camas— Waahougal.  P  O.  Box   1017, 

Camas.  Wash. 
Central  Dock  Co,  P  O.  Box  148.  1116  North 

Pront  Street.  Coos  Bay.  Oreg. 
Kverett   Port   Commission,    Pier    1.    Port    of 

Everett.  Everett,  Wash. 
Port  of  Longvlew  Commission.  Poot  of  Oregon 

Way,    Longvlew,    Wash. 
Taqutna  Bay  Dock  ft  Dredge  Co  ,  Inc  ,  P  O. 

Box   345.    Newport.   Oreg. 
Port  of  Olympta  Commission,  P  O.  Box  837, 

Olympla.  Wash. 
Commission  of  Public  Docks.  City  of  Port- 
land. 8630  NW.  Pront  Avenue.  Portland  10. 

Oreg. 
Alblna  Dock  Co  .  Poot  of  North  Russell  Street. 

Portland.  Oreg. 
Port    of    WUlapa    Harbor,    Raymond.    Waah. 
llatson  Terminals.   Inc..  Pier  48.  Seattle  4. 

Wash. 
American  MaU  Une.  Ltd..  740  Stuart  Build. 

Ing.  Seattle.  Wash. 
Puget  Sound  Terminal,  Inc..  Pier  62.  Seattle  1. 

Wash. 
Alaska   Terminal  and  Stevedoring  Co..  Pier 

42.  Seattle.  Wash. 
Arlington  Dock.  Inc..  Pier  56.  Seattle,  Wash. 
Canadian  Pacific  Railway  Co.  515  White — 

Henry — Stuart  Building.   Seattle.   Wash 
Olympla  Steamship   Co.,    Inc.,    1000   Second 

Avenue.  Seattle.  Wash. 
Port  of  Seattle.  P.O.  Box  1209,  Seattle.  Wash. 
General  Hardwood  Co..  Milwaukee  Waterway. 

Tacoma.  Wash. 
Port  of  Tacoma.  East   11th  Street.  Tacoma, 

Wash. 
Tacoma  Stevedore  and  Terminal  Co..  7  North 

Dock  Street,  Tacoma.  Wash. 
Balfour.   Outhrle  and  Co.,  Ltd.,  Milwaukee 

Ocean  Dock  No.  3.  Tacoma.  Wash. 
Port    of    Vancouver    Public    Terminals,    P  O. 

Box  570,  Vancouver.  Wash. 
Salmon  Terminals,  Pier  34,  North,  Seattle  4. 

Wash. 

(PR.     Doc.     63-160;     Piled,    Jan.     4.     1963: 
8:53  ajn.l 


FEDERAL  POWER  COMMISSION 

[Docket  No.  CP6»-431 

ATLAffTIC  SEABOARD  CORP. 
Notic*  <yf  Application 

DicncBER  28,  1961. 

Take  notice  that  on  Augiist  22,  1961, 
%a  supplemented  on  October  17.  1961, 
Atlantic  Seaboard  Corporation  (Appli- 
cant). P.O.  Box  1273,  Charleston  25, 
West  Virginia,  filed  in  Docket  No.  CP62- 
43  an  application  pursuant  to  section 
7(c)  of  the  Natural  Oas  Act  for  a  cer- 
tificate of  public  convenience  and  neces- 
sity authorizing  (1)  the  construction 
and  operation  of  approximately  40.3 
mllM  of  30-inch  gas  tranamlssion  pipe- 
line extending  In  a  northeasterly  di- 
rection from  Applicant's  a6-lnch  pipe- 


NOT1CES 

lines  at  Leesburg  Oate.  Loudoun  County. 
Virginia,  to  a  point  of  interconnection 
with  Applicants  20-lnch  and  26-lnch 
pipelines  at  Linden  Church.  Howard 
County,  Maryland,  and  i2)  InstallaUon 
and  operation  of  an  additional  1320 
horsepower  at  Applicants  Lost  River 
Compressor  Station,  Hardy  County.  West 
Virgina,  by  the  turbocharglng  of  six  ex- 
isting compressor  units  from  1100  h.p. 
to  1320  h  p.  each,  all  as  more  fully  set 
forth  in  the  apphcation.  as  supple- 
mented, which  is  on  file  with  the  Com- 
mission and  open  to  public  inspection. 

The  application  states  that  the  esti- 
mated peak  day  gas  requirements  for 
the  1962-1963  winter  season  will  In- 
crease approximately  45.800  Mcf  over 
and  above  the  estimated  peak  day  gas 
requirements  for  the  1961-1962  winter 
season  and  that  the  proposed  transmis- 
sion facilities  are  necessary  to  provide 
sufficient  transmission  capacity  to  meet 
such  increased  requirements. 

The  application  further  states  that 
Applicant's  proposed  30-inch  gas  trans- 
mLsslon  pipeline  is  necessary  in  that  It 
will  permit  Applicant  to  remove  any  ad- 
ditional pipeline  operations  from  the  ur- 
ban area  surrounding  Washington.  DC. 

Applicant  does  not  propose  to  increase 
its  present  contract  demand  from  United 
Fuel  Oas  Company,  its  principal  source 
of  supply. 

The  estimated  cost  of  the  proposed 
faculties  is  $5476,000  which  would  be 
financed  by  The  Columbia  Gas  System. 
Inc..  Applicants  parent. 

Protests,  requests  for  hearing  or  peti- 
tions to  intervene  in  this  proceeding  may 
be  filed  with  the  Federal  Power  Commis- 
sion. Washington  25.  DC  .  in  accordance 
with  the  Commission's  rules  of  practice 
and  procedure  (18  CVR  1.8  or  1.10)  on 
or  before  January  22.  1962. 

Joseph  H.  Outride. 

Secretary. 

(PR.     Doc.     63-105;     Piled.     Jan.     4.     1»63; 
8 : 47  am  | 


[Docket  No  O  19115  etc  ) 

HASSIE  HUNT  TRUST  ET  AL. 

Order  Denying   Rehearing  and 
Fixing  Date  for  Hearing 

December  28.  1961. 

Hassle  Hunt  Trust,  Operator,  et  al.. 
Docket  No.  0-19115;  H.  L.  Hunt.  Opera- 
tor, et  al..  Docket  No.  0-19116;  Hunt  Oil 
Company.  Docket  No.  G-19117;  William 
Herbert  Hunt  Trust  Estate,  Operator. 
Docket  No.  a-19118;  Lamar  Hunt  Trust 
Estate.  Docket  No.  G-19119;  George  W. 
Graham.  Inc.,  Operator,  et  al..  Docket 
No.  G-19123;  Placid  Oil  Company. 
Operator,  et  al..  Docket  Nos.  0-19124, 
0-19125. 

On  December  1.  1961.  Placid  Oil  Com- 
pany filed  an  Application  for  Rehearing 
of  our  Order  Granting  Intervention.  Set- 
ting Aside  Certificates  and  Issuing  Tem- 
porary Authorizations,  issued  Novem- 
ber 2.  1961.  and  Hassle  Hunt  Trust,  H.  L. 
Hunt.  Hunt  Oil  Company.  William  Her- 
bert Hunt  Trust  Estate.  Lamar  Hunt 
Trust  Estate,  and  George  W.  Graham. 
Inc.,  filed  an  Application  for  Rehearing 


and  Reconsideration  of  said  order.* 
Petitioners  allege  that  the  Commission 
erred  in  vacating  the  certificate  of  pub- 
lic convenience  and  necessity  thereto- 
fore Issued  to  them  in  the  above-listed 
dockets,  that  It  erred  In  vacating  the 
certificates  without  full  hearing,  that  the 
Commission  has  no  authority  to  issue 
temporary  authorizations  for  the  period  x 
during  which  service  may  be  continued 
without  permanent  certificates  out- 
standing, that  the  refund  provision  set 
forth  in  the  aforesaid  order  was  im- 
proper, and  that  we  have  no  authority 
to  order  the  filing  of  a  copy  of  said  order 
with  Petitioners'  rate  schedules. 

We  have  considered  Petitioners'  argu- 
ments, and  find  no  reason  to  grant  re- 
hearing or  to  reccnslder  our  order. 

On  November  24.  1961,  the  Public 
Service  Commission  of  the  State  of  New 
York  filed,  pursuant  to  ordering  para- 
graph (B)  of  r,he  aforesaid  order  a  state- 
ment setting  forth  its  position  on  the 
Issues  involved  and  its  position  thereon. 
In  view  of  said  position,  and  in  order  that 
the  public  interest  be  adequately  served, 
we  deem  It  necessary  that  a  hearing  be 
held  concerning  the  applications  in  the 
above-listed  dockets  In  order  that  it  may 
be  determined  whether  or  not  the  public 
convenience  and  necessity  require  that 
permanent  certificates  should  issue  to 
Petitioners  upon  the  terms  and  at  the 
price  sought. 

On  June  15.  1961.  the  Court  of  Appeals 
for  the  District  of  Columbia  Circuit  re- 
versed our  denial  of  Intervention  to  the 
New  York  Commission  and  ordered  that 
the  Instant  cases  be  "remanded  for  such 
further  proceedings  as  are  not  Incon- 
sistent with  this  opinion."  Public  Serv- 
ice Conunission  of  New  York  v.  F.P.C.. 
295  P.  2d  140.  144.  In  view  of  prior  judi- 
cial determinations,  we  have  taken  In 
this  proceeding  the  only  action  w^e  could 
have  taken  to  protect  the  right  of  the 
New  York  Commission  to  Intervene  In 
this  case. 

Petitioners  argue  that  we  should  not 
have  vacated  the  certificates,  that  they 
had  become  final  because  no  appeal  had 
been  taken  from  them  and  that  the  court 
had  no  power  to  rule  upon  the  effective- 
ness of  the  certificates  Petitioners 
Ignore  the  fact  that  the  New  York  Com- 
mission had  sought  to  Intervene  to  pro- 
tect Its  rights,  that  the  Intervention  had 
been  denied,  and  that  an  appeal  from 
said  denial  was  pending  before  the  courts 
at  the  time  certificates  were  Issued  to 
Petitioners.  Petitioners  were  undoubt-" 
edly  aware  of  these  facts,  or  should 
have  been.  The  denial  of  Intervention 
was  reversed.  To  allow  the  certificates 
now  to  become  final.  In  derogation  of 
the  New  York  Commission's  right  to  In- 
tervene, would  thwart  completely  the 
Judgment  of  the  Court.  This  we  cannot 
do.  In  a  similar  case.  Public  Service 
Commission  of  New  York  v.  PP.C.  284 
P.  2d  220.  the  same  Court  of  Appeals 
made  this  clear  when  It  stated : 

If  a  person  has  applied  for  Intervention 
In  a  proceeding  and  been  denied  Interven- 
tion, and  has  validly  brought  the  order  of 
denial  to  this  court  for  review,  the  admlnU- 
tratlve  agency  cannot  destroy  the  Jurisdiction 


>  All  parties  are  hereinafter  referred  to  M 
Petitioners. 
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of  this  court  by  simply  taking  final  action 
In  the  proceeding,  the  would-be  Intervenor 
being  absent  from  that  proceeding.  Such 
a  holding  would  create  too  ready  a  means 
by  which  the  administrative  agencies  could 
thwart  the  power  of  a  revlevrlng  court  to 
p:\.>is  upon  the  validity  of  orders  denying 
intervention.  Such  applicants  for  Interven- 
tion have  a  right  to  Judicial  review  of  nich 
denials. 

•  •  •  •  • 

If  It  be  decided  •  •  •  that  the  order 
denying  Intervention  was  In  error  and  that 
the  New  York  Commission  should  have  been 
allowed  to  Intervene  In  the  Opening  stages 
of  the  proceeding  before  the  Pederal  Com- 
mloslon.  It  will  follow  that  the  proceeding 
before  the  Commission  would  have  to  be  re- 
opened to  permit  the  New  York  Commlstlon 
to  become  a  full  participant  In  the  proceed- 
ing and  to  present  whatever  evidence  and 
argument  It  might  choose  to  present. 

In  view  of  this  clear  pronouncement. 
It  is  plain  that  the  proceedings  should 
be  reopened  so  that  the  New  York  Com- 
mission may  have  its  day  in  court  and 
an  opportunity  to  contest  the  initial 
prices  sought  by  Petitioners.  U.S.  v. 
Seatrain  Lines,  Inc..  329  U.S.  424  and 
other  cases  cited  by  Petitioners  are 
inapposite. 

Nor  are  we  foreclosed  from  the  Is- 
suance of  temporary  certificates  in  cases 
of  this  kind.  Once  service  In  interstate 
commerce  has  been  initiated,  it  must  be 
continued  unless  permission  to  abandon 
has  been  received  from  the  Conunission 
under  section  7(b)  of  the  Natural  Gas 
Act.  In  view  of  the  requirement  that 
we  vacate  the  permanent  certificates 
under  the  Court's  order,  as  set  forth 
above,  and  that  we  hold  further  hearings 
to  determine  the  Petitioners'  applica- 
tions for  certificates  of  public  conven- 
ience and  necessity,  we  found  it  neces- 
sary to  Issue  temporary  authorizations  In 
order  to  maintain  adequate  service  to 
Natural  Gas  Pipeline  Company  of  Amer- 
ica This  may  be  done  without  notice 
or  hearing  under  the  authority  granted 
us  in  sections  7  and  16  of  the  Act. 

The  Commission's  order  provided  for 
possible  refunds  In  the  event  Petitioners 
failed  to  Justify  the  price  sought  in  the 
certificates.  The  power  of  the  Commis- 
sion to  Impose  conditions  upon  cer- 
tificates of  public  convenience  and 
necessity  has  been  held  to  extend  to 
temporary  certificates.  Sunray  Mid- 
Continent  Oil  Co.  v.  F.P.C..  270  P.  2d 
404;  Texaco  Inc.  v.  F.P.C..  290  P.  2d  140; 
J  M.  Huber  Corp.  v.  P.P.C..  —  P.  2d  —1 
'Sept.  14.  1961).  In  ordering  tliat  re- 
funds be  made  for  revenues  collected  in 
excess  of  the  amoxmt  computed  at  the 
rate  determined  to  be  required  by  the 
public  convenience  and  necessity,  we  be- 
lieve that  we  have  "protected  all  inter- 
ests pending  (final J  determination"  The 
Pure  OU  Co.  v.  PP.C.  —  P.  2d  —  (July 
7.  1961)  of  the  application  for  permanent 
authority. 

Petitioners  further  contend  that  we 
have  no  authority  to  order  that  a  copy 
of  our  November  2.  1961.  order  be  filed 
as  part  of  their  applicable  rate  sched- 
ules. Section  16  of  the  Natural  Oas  Act 
gives  us  the  power  to  perform  all  acts 
necessary  to  carry  out  the  provisions  of 
that  Act.  We  have  ample  authority  to 
require  that   the  rate  schedule  imder 
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which  an  independent  producer  will  be 
collecting  revenues  be  on  file  with  us 
and  that  it  truly  represent  the  terms  and 
conditions  under  which  said  revenues 
are  being  collected.  We  have  accom- 
plished this  by  requirhig  that  the  afore- 
said order  be  filed  as  part  of  the  Peti- 
tioners' rate  schedules. 
The  Commission  finds : 

(1)  The  applications  for  rehearing 
and  reconsideration  filed  by  Petitioners 
set  forth  no  new  facts  or  legal  considera- 
tions which  were  not  fully  considered  by 
the  Commission  prior  to  the  issuance  of 
our  order  of  November  2,  1961.  or  which 
have  now  been  considered  warrant  the 
modification  of  said  order. 

(2)  It  Is  necessary  and  proper  that  a 
hearing  be  held  in  the  above  consolidated 
dockets  to  determine  whether  certificates 
of  public  convenience  and  necessity 
should  Issue  to  Petitioners  on  the  terms 
and  at  the  price  sought. 

The  Conunission  orders: 

(A)  The  applications  for  rehearing 
filed  by  Petitioners  be  and  they  hereby 
are  denied. 

(B)  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  Jurisdiction 
conferred  upon  the  Pederal  Power  Com- 
mission by  sections  7  and  15  of  the 
Natural  Gas  Act  and  regulations  there- 
under and  the  rules  of  practice  and  pro- 
cedure of  the  Commission,  a  hearing  will 
be  held  commencing  March  28,  1962,  at 
10:00  ajn.,  e.s.t..  in  a  hearing  room  of 
the  Federal  Power  Commission,  441  G 
Street  NW.,  Washington.  D.C..  concern- 
ing the  matters  involved  in  and  the  issues 
presented  in  the  applications  filed  by 
Petitioners  in  the  above-listed  dockets. 

(C)  Any  person  heretofore  permitted 
to  intervene  in  the  above-listed  dockets 
shall  be  considered  an  intervenor  in  the 
reopened  matter.  Further  protests  or 
petitions  to  intervene  may  be  filed  with 
the  Federal  Power  Commission.  Wash- 
ington 25,  D.C..  in  accordance  with  the 
rules  of  practice  and  procedure  (18  CPR 
1.8  or  1.10)  on  or  before  February  28. 
1062. 

By  the  Commission. 

.   Joseph  H.  Gittrioe, 
'  Secretary. 

IP.R.    Doc.    63-I06:     Piled,     Jan.    4,     1962; 
8:47  ajn.] 


(Docket  Nos.  RI63-243.  RI62-a47] . 

SHELL  OIL  CO.  ET  AL. 

Order  Providing  for  Heorings  on  and 
Susponsien  of  Proposed  Changes  in 
Rotes,  and  Allowing  Rate  Changes 
to  Become  Effective  Subject  to 
Refund 

DlCBMBKR  28,  1961. 

Shell  Oil  Company  (Operator),  et  al., 
Docket  No.  Rie2-243:  Shell  Oil  Company, 
Docket  No.  RI03-247. 

On  November  20.  1961,  Shell  Oil  Com- 
pany (Shell) '  tendered  for  filing  proposed 
changes  in  rates  for  sales  of  natural  gas 
subject  to  the  Jurisdiction  of  the  Com-, 
mission.    These  changes  represent  in-: 
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creases  from  15.5017  cents*  to  15.5&987 
cents  per  Mcf  *  to  El  Paso  Natural  Gas 
Company.  The  filings,  designated  Sup- 
plement No.  9  to  Shell's  FPC  Gas  Rate 
Schedule  No.  33,  Supplement  No.  5  to 
Shell's  PPC  Gas  Rate  Schedule  No.  40 
and  Supplement  No.  5  to  Shell's  PPC  Gas 
Rate  Schedule  No.  95,  from  the  producing 
areas  of  Langmat  Field.  Tubb-Blinebry 
Field,  and  Bagley  Field,  respectively.  In 
Lea  County,  New  Mexico,  reflect  annual 
increases  of  $10,  $65.  and  $20,  respec- 
tively. Shell  requests  an  effective  date  of 
December  30.  1961. 

Concurrently  with  the  above  filings 
Shell  Oil  Company  (Operator),  et  al.', 
tendered  for  filing  Supplement  No.  10  to 
its  PPC  Gas  Rate  Schedule  No.  34  and 
Supplement  No.  16  to  its  FPC  Gas  Rate 
Schedule  No.  41,  reflecting  increases  of 
the  amounts  described  above  to  El  Paso 
Natural  Gas  Company.*  These  increases 
relate  to  sales  from  the  Langmat  and 
Tubb-Blinebry,  et  al.  Fields.  Lea  County, 
New  Mexico,  and  represent  annual  In- 
creai&es  of  $182  and  $2,011,  respectively. 
The  requested  effective  date  is  December 
30,  1961. 

The  subject  rate  changes  result  from 
increase  in  tax  reimbursement  provided 
for  by  Shell's  contract  of  sale,  which 
Shell,  however,  did  not  file  at  the  time  of 
tendering  its  renegotiated  rate  changes 
currently  in  effect  subject  to  refund  in 
Docket  No.  RI61-475.  The  subject  in- 
creases are,  therefore,  being  suspended 
for  one  day. 

The  increased  rates  and  charges  so 
proposed  may  be  unjust,  unreasonable, 
unduly  discriminatory,  or  preferential,  or 
otherwise  unlawful. 

The  Commission  finds:  It  is  necessary 
and  proper  in  the  public  interest  and  to 
aid  in  the  enforcement  of  the 'provisions 
of  the  Nr  Lural  Gtas  Act  that  the  Commis- 
sion enter  upon  hearings  concerning  the 
lawfulness  of  the  several  proposed 
changes  and  that  the  above-designated 
supplements  be  suspended  and  the  use 
thereof  deferred  as  hereinafter  ordered. 
The  Commission  orders : 

(A)  Pursuant  to  the  authority  of 
the  Nfitural  Gas  Act.  particularly  sec- 
tions 4  and  15  thereof,  the  Com- 
mission's rules  of  practice  and  pro- 
cedure, and  the  regulations  under  the 
Natural  Gas  Act  (18  CPR,  Ch.  I) ,  public 
hearings  shall  be  held  upon  dates  to  be 
fixed  by  notice  from  the  Secretary  con- 
cerning the  lawfulness  of  the  several 
proposed  increased  rates  and  charges 
contained  in  the  above -designated  sup- 
plements. 

(B)  Pending  hearings  and  decisions 
thereon,  each  of  the  above-designated 
rate  supplements  is  hereby  suspended 
and  the  use  thereof  deferred  until  De- 
cember 31,  1961,  and  thereafter  until 
such  further  time  as  it  is  made  effective 
in  the  manner  prescribed  by  the  Natural 
Gas  Act:  Provided,  however.  That  said 
supplements  shall  become  effective  sub- 


■  M  Wert  50th  StrMt,  New  York  20,  N.Y. 


>  Rate  In  effect  subject  to  refund  In  Docket 
No.  RI01-475. 

*  The  pressure  base  Is  14.66  psla. 

*The  rate  presently  In  effect  under 
Schedule  No.  34  Is  subject  to  refimd  In 
Docket  No.  RI61-477  and  the  rate  preMntly 
In  effect  under  Rate  Schedule  No.  41  Is  sub- 
ject to  refund  In  Docket  No.  RI61-476. 
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Ject  to  refund  on  the  date  and  in  the 
manner  herein  prescribed  if  within  20 
days  from  the  date  of  Issuance  of  this 
order  Shell  shall  execute  and  file  under 
the  appropriate  above-designated  docket 
numbers  with  the  Secretary  of  the  Com- 
mission Its  agreement  and  undertaking 
to  comply  with  the  refunding  and  re- 
porting procedure  required  by  the  Nat- 
ural Oas  Act  and  f  154.102  of  the  regula- 
tions thereunder,  accompanied  by  a  cer- 
tificate showing  service  of  copies  thereof 
upon  all  purchasers  under  the  rate 
schedules  involved.  Unless  Shell  is  ad- 
vised to  the  contrary  within  15  days 
after  the  filing  of  Its  agreement  and 
undertaking,  such  agreement  and 
undertaking  shall  be  deemed  to  have 
been  accepted. 

(C)  Neither  the  supplements  hereby 
suspended,  nor  the  rate  schedules  sought 
to  be  altered  thereby,  shall  be  changed 
until  this  proceeding  has  been  disposed 
of  or  until  the  period  of  suspension  has 
expired,  unless  otherwise  ordered  by  the 
Commission. 

(D)  Notices  of  intervention  or  peti- 
tions to  intervene  may  be  filed  with  the 
Federal  Power  Commission,  Washington 
25,  D.C..  In  accordance  with  the  rules  of 
practice  and  procedure  (18  CFR  1.8  and 
1,37)  on  or  before  February  1,  1962. 

By  the  Commission. 

Joseph  H.  Gutridk. 
Secretary. 

IFJR.     Doc.     83-107;     Piled.     Jan.     4.     1962: 
8:48    a.m.] 


[Docket  No.  B-70191 

SOUTHERN  CALIFORNIA  EDISON  CO.- 

Ord«r  Providing  for  Haoring  and  Sus- 
pension of  Proposed  Roto  Schedulo 
Chang* 

December  28,  1961. 

Southern  California  Edison  Company 
(Edison)  on  December  1,  1961,  tendered 
for  filing  p\irsuant  to  section  205  of  the 
Federal  Power  Act,  a  proposed  change 
In  rate  schedule  to  supersede  as  of  Jan- 
uary 1, 1962.  Edison's  Rate  Schedule  FPC 
No.  1,  as  supplemented.'  The  proffered 
superseding  rate  schedule  designated  as 
Edison's  Rate  Schedule  FPC  No.  2,  would 
Increase  Edison's  rates  and  charges  for 
wholesale  electric  service  to  the  City  of 
Colton,  California,  by  an  estimated 
$130,892  based  upon  Edison's  1960  deliv- 
eries of  power  and  energy  to  the  City 
of  Colton.  For  the  twelve-month  period 
ending  December  31,  1960,  Edison  fur- 
nished 27,211.200  kwh  to  the  City  of 
Colton.  Based  upon  the  schedule  of 
rates  and  charges  re/lected  in  Edison's 
Rate  Schedule  FPC  No.  1,  the  total 
charges  to  the  City  of  Colton  would  be 
$215,817   and   imder    the    proposed   in- 


*  The  proposed  change  In  rate  achediile  was 
received,  physically.  In  the  OIBce  of  the  Com- 
mission on  October  2,  1061.  Edison  subse- 
quently requested  that  the  doc\unents  com- 
prising the  submittal  be  deemed  to  have  been 
tendered  for  filing  with  the  Commission  as  a 
change  In  rate  schedule  on  December  1,  1961. 
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creased  rates  and  charges  would  be 
$346,709' 

The  proposed  rate  schedule  change  and 
increased  rates  and  charges  m<#  be  un- 
just, unreasonable,  unduly  discrimina- 
tory, preferential  or  otherwise  unlawful. 
Unless  suspended  by  order  of  the  Com- 
mission. Edlsons  Rate  Schedule  FPC  No. 
2  will  become  effective  pursuant  to  the 
provisions  of  the  Federal  Power  Act  on 
January  1.  1962.  Examination  of  that 
rate  schedule  and  other  data  currently 
before  the  Commission  indicates  that  the 
rates  and  charges  embodied  In  Rate 
Schedule  FPC  No.  2  inter  alia  may  pro- 
duce an  excessive  return  upon  EdLson's 
net  Investment  properly  allocated  as  a 
rate  base  to  its  service  to  the  City  of 
Colton;  may  reflect  averaging  of  plant 
balances  upon  an  Improper  basis  for  test 
year  rate  base  purposes;  may  reflect  im- 
proper Inclusion  in  Edison's  net  Invest- 
ment rate  base  of  amounts  of  construc- 
tion work  in  progress;  may  reflect  an 
insufficient  credit  of  tax  accruals  to 
claimed  working  capital  allowances ;  may 
reflect  Improper  allocation  of  demand 
responsibility  to  the  City  of  Colton :  may 
reflect  an  InsuflBciently  stated  fuel  ad- 
justment clause:  and  may  reflect  im- 
proper inclusion  of  items  in  claimed  pro- 
duction expenses  of  Edison. 

The  City  of  Colton  on  October  25.  1961, 
protested  the  flling  of  the  proposed  rate 
schedule  change  and  requested  that  the 
proposed  rate  increase  be  suspended  and 
the  lawfulness,  under  the  Federal  Power 
Act.  of  Edison's  Rate  Schedule  FPC 
No.  2  be  determined  following  a  hearing 
thereon. 

The  Commission  finds:  In  view  of  the 
foregoing,  it  is  necessary  and  appropriate 
for  the  purposes  of  the  Federal  Power 
Act  that  the  Commission  pursuant  to 
the  authority  of  that  Act,  particularly 
sections  205.  308.  and  309  thereof,  enter 
upon  a  hearing  concerning  the  lawful- 
ness of  Edison's  proposed  Rate  Schedule 
FPC  No.  2  and  that  the  operation  of  such 
proposed  rate  schedule  be  su.<:pended  and 
the  use  thereof  deferred  all  as  herein- 
after provided. 

The  Commission  orders:   ^ 

(A)  A  public  hearing  be/ held  con- 
cerning the  lawfulness  of  Buisons  pro- 
posed Rate  Schedule  FPC  No.  2  at  a  time 
and  place  to  be  specified  by  "notice  of 
the  Secretary. 

(B)  Pending  such  hearing  and  de- 
cision thereon,  the  operation  of  the 
proposed  Rate  Schedule  referred  to  in 
Paragraph  (A)  above,  hereby  is  sus- 
pended and  the  use  thereof  deferred 
until  June  1,  1962.  On  that  date  the 
proposed  rate  schedule  shall  take  effect 
in  the  manner  prescribed  by  the  Federal 
Power  Act,  subject  to  further  order  of 


'Edison's  actual  bUUng  to  the  City  of 
Colton  during  the  twelve-month  period  end- 
ing December  31.  1960,  was  at  a  schedule  of 
rates  and  charges  higher  than  thoee  reflected 
In  Edlflon'8  Rate  Schedule  PPC  No.  1.  These 
higher  rates  and  charges  were  not  filed  with 
this  Commission.  See  Commission  Opinion 
No.  346  issued  July  31.  1961.  Docket  No. 
■-6831.  City  of  Colton.  California  v.  Southern 
CalUomla  Edison  Company. 


the  Commission,  unless  this  prcxeedlng 
has  been  disposed  of  previously. 

(C)  During  the  period  of  suspension 
Edison's  Rate  Schedule  FPC  No.  1,  and 
Supplement  No.  1  thereto,  on  file  with 
the  Commission  shall  remain  and  con- 
tinue in  effect. 

(D)  Unless  otherwise  ordered  by  the 
Commission,  Edison  shall  not  change  the 
terms  or  provisions  of  its  proposed  Rate 
Schedule  FPC  No.  2  or  its  Rate  Schedule 
FPC  No  1.  and  Supplement  No.  1  thereto, 
until  this  proceeding  has  been  disposed 
of  or  until  the  period  of  suspension  has 
expired. 

(E>  Notice  of  Intervention  or  petitions 
to  Intervene  may  be  filed  with  the  Fed- 
eral Power  Commission,  Washington  25, 
DC,  in  accordance  with  the  Commis- 
sion's rules  of  practice  and  procedure  (18 
CFR  1.8  and  1.37)  on  or  before  January 
31,  1962. 

By  the  Commission.  . 

Joseph  H.  Outrioe, 

Secretary. 

iPR.     Doc.     62  108;     Plied.     Jan.     4.     1963; 
8:48    am] 


(Docket  No  CP6(>-ia3  etc.] 

TEXAS  EASTERN  TRANSMISSION 
CORP  ET  AL. 

Notice  of  Applications,  Further  Con- 
solidations and  Date  of  Hearing 

December  28, 1961. 

Texas  Eastern  Transmission  Corpora- 
tion, Docket  Nos.  CP60-122.  CP61-203: 
Algonquin  Gas  Transmission  Company, 
Docket  Nos.  CP60-124.  CP61-220;  United 
Gas  Pipe  Line  Company,  Ekjcket  No. 
CP61-151;  Southern  Natural  Gas  Com- 
pany. Docket  No.  CP81-206;  Texas  Gas 
Transmission  Corporation.  Docket  No. 
CP61-247;  Arkansas-Missouri  Power 
Company,  Docket  No.  CP62-20. 

Take   notice   that,   on    November   23, 

1960,  United  Gas  Pipe  Line  Company 
(United)  filed  an  application  in  E>ocket 
No.  CP61-151.  as  supplemented  on  Jan- 
uary 3,  1961.  March  3.  1961.  March  20. 

1961,  April  13,  1961.  and  October  16, 
1961,  for  a  certificate  of  public  con- 
venience and  necessity,  pursuant  to  sec- 
tion 7(c)  of  the  Natural  Oas  Act  (Act) 
to  construct.  In  two  phases,  and  operate 
facilities,  hereinafter  more  fully  de- 
scribed, to  enable  United  to  replace  de- 
clining gas  supplies  used  to  serve  its 
northeast  Texas  and  north  Louisiana 
market  areas  with  more  abundant  sup- 
plies from  southern  Louisiana. 

Phase  I,  1961  construction,  consists  of 
317.3  miles  of  30-lnch  pipeline  and  ap- 
purtenant facilities.  These  proposed  fa- 
cilities begin  at  a  point  in  St.  Mary 
Parish.  Louisiana,  where  United's  20- 
inch  Lafayette-Bayou  Sale  pipeline  con- 
nects to  United's  26  and  30-inch  Eugene 
Island -Kosciusko  pipeline,  and  extend 
in  a  northwesterly  direction  paralleling 
said  Lafayette -Bayou  Sale  pipeline  to 
the  point  at  which  United's  16-inch  pipe- 
line to  Weeks  Island  Field  connects  to 
said   20-lnch   pipeline.     The   proposed 
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facilities  then  proceed  in  a  northerlj 
direction  ending  at  a  point  in  Ouohlta 
Parish,  Louisiana,  near  Mllepost  131  on 
United's  24  and  20-lnch  Carthace-Ster- 
lington  pipeline. 

Phase  n,  1962  construction,  la  a  pro- 
posed 5,600  HP  compressor  station  on 
United's  proposed  new  30-inch  pipeline 
near  Marksvllle,  Avoyelles  Pariah,  Loui- 
siana. The  total  capacity  oif  these  new 
facilities  will  be  approximately  45|,000 
Mcf  per  day4^  The  proposed  faoilltiea 
will  enable  umted  to  supplement,  with 
Kas  from  south  Louisiana,  declining 
sources  of  supplpr  in  northeast  Texas  and 
north  Louisiana. 

United  also  proposes  to  sell  and  de- 
liver increased  quantities  of  natural  gas 
to  three  of  its  existing  pipeline  cus- 
tomers, Including  Texas  Eastern  Trans- 
mission Corporation  (Texas  Eastern) 
and  Texas  Oas  Transmission  Corpora- 
tion (Texas  Gas).'  Texas  Eastern  has 
agreed  to  purchase  an  additional  100,000 
Mcf  per  day  commencing  on  November  1, 
1962,  and  25.000  Mcf  per  day  additional 
in  1963.  These  additional  supplies  will 
contribute  to  Texas  Eastern's  supply  for 
the  service  it  proposes  to  render  in 
Docket  No.  CP61-203,  a  companion 
application.  Texas  Gas  has  agreed  to 
purchase  an  additional  50,000  Mcf  per 
day  from  United  commencing  on  the 
same  date,  in  order  to  render  service  pro- 
posed by  it  In  Docket  No.  CP61-247. 

United  estimates  the  total  capital  cost 
of  Its  proposed  facilities  at  $34,188,000, 
which  will  be  financed  from  retained 
earnings,  depreciation  and  amortization 
accruals  and  from  the  Issuance  and  sale 
of  4 '  2  percent  notes  and  5  Va  percent  first 
mortgage  bonds  to  its  parent.  United 
Gas  Corporation. 

On  May  11,  1961,  United  was  granted 
temporary  authority  to  construct  and 
operate  only  those  facilities  designated 
as  Phase  I  of  Its  project,  namely,  the  new 
217  mile  30-inch  pipeline  and  compressor 
facilities  of  2.800  horsepower.  On  No- 
vember 2,  1961,  United  was  granted 
temporary  authority  to  commence  the 
proposed  additional  deliveries  to  Texas 
Eastern  so  that  the  latter  could  com- 
mence the  service  proposed  in  Docket 
No.  CP61-203.' 

Texas  Eastern,  on  January  27,  1961, 
filed  an  application  in  Docket  No.  CP61- 
203,  as  supplemented  on  March  6.  1961, 

"  United  alao  haa  a  precedent  agreement 
with  Mississippi  River  Fuel  Corporation 
(Mississippi  River)  for  Increased  gas  aup- 
plles  as  follows: 

Dally  Volume  (Mcf  at  14.9  psia) 

1962  1963  1964  1965 

10,000         30.000         80.000         100,000 

United.  In  Its  application  herein  states  that 

Mississippi  will  need  no  certificate  to  handle 

these  proposed  Increases. 

'Temporary  authority  to  construct  and 
operate  these  faclllUea  was  granted  to  Ttaas 
Eiistern  on  June  29.  1961,  subject  to  condition 
that  aU  coats  associated  with  the  InataUatlon 
of  these  facilities  shall  not  be  placed  In  Texas 
Eiistern's  rate  base  imtU  such  Inclusion  Is 
permitted  by  further  action  of  thla  Commis- 
sion In  this  proceeding.  Temporary  au- 
thority to  make  the  additional  aales  proposed 
for  the  1961-62  winter  was  Issued  on  Novem- 
ber 2,   1961. 

No.  3 g 
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ICaroh  IS.  1061.  June  6.  1961,  July  17, 
1961.  September  6.  1961,  and  S^tember 
29. 1961.  for  a  certificate  of  public  con- 
renienoe  uid  neceeaity  pursuant  to  sec- 
tion 7(0)  of  the  Act  to  construct  and  op- 
erate 473  miles  of  pipelines  of  various 
slBes  and  lengths  and  approximately  97.- 
.  800  horsepower  of  additional  compressor 
facilities  at  various  stations  in  order  to 
increase  its  peak  day  system  capacity 
by  approximately  230.000  Mcf  per  day 
(at  14.73  paia)  and  to  serve  additional 
quantities  of  gas  to  40  percent  customers 
and  to  initiate  service  to  four  new  resale 
customers.*  These  proposed  new  sales 
will  be  made  under  long  term  service 
agreements  and  Texas  Eastern's  firm  gas 
rate  schedules  and  will  total  224,617  Mcf 
per  day.  A]H>roximately  4.900  Mcf  of 
peak  day  capacity  will  be  uncommitted 
and  available  for  section  7(a)  applicants 
or  other  customers.  Approximately  half 
of  the  additional  volumes  will  be  de- 
livered commencing  November  1,  1961, 
the  remainder  commencing  November  1, 
1962. 

The  facilities  of  Texas  Eastern  pro- 
posed herein  are  described  as  follows: 

(1)  Approximately  57.0  miles  of  14- 
Inch  pipeline  from  Cantor,  Louisiana,  to 
West  Monroe,  Louisiana. 

(2)  Approximately  165.0  miles  of  20- 
inch  pipeline  from  West  Monroe,  Louisi- 
ana, to  Kosciusko.  Mississippi. 

(3)  Approximately  215.0  miles  of  30- 
inch  pipeline  loops  on  Texas  Eastern's 
pipeline  system  at  various  locations  and 
in  various  lengths  between  Kosciusko. 
Mississippi,  and  Liambertville,  New 
Jersey. 

(4)  Approximately  12.5  miles  of  14- 
inch  and  13.5  miles  of  12%-inch  pipe- 
line extending  north  from  a  point  on 
Texas  Eastern's  36-inch  pipeline  in  New 
Jersey  between  compressor  stations  26 
and  27. 

(5)  Approximately  11.0  miles  of  10%- 
inch  pipeline  from  a  point  on  Texas  East- 
em's  36-inch  pipeline  near  Manville, 
New  Jersey,  to  a  point  near  Helmetta, 
New  Jersey. 

(6)  A  new  compressor  station  near 
West  Monroe,  Louisiana,  of  approxi- 
mately 7,500  horsepower. 

(7)  Approximately  12,500  additional 
horsepower  at  the  Kosciusko,  Mississippi. 
compressor  station. 

(8)  Approximately  15,000  additional 
horsepower  at  the  Gladeville,  Tennessee, 
compressor  station. 

(9)  Approximately  16,000  additional 
horsepower  at  the  Danville,  Kentucky, 
compressor  station. 

(10)  Approximately  15,000  additional 
horsepower  at  the  Wheelersburg,  Ohio. 
compressor  station. 

(11)  Approximately  15.000  additional 
horsepower  at  the  Berne,  Ohio,  compres- 
sor station. 

(12)  Approximately  10.500  additional 
horsepower  at  the  Delmont.  Pennsyl- 
vania, compressor  station. 

(13)  Approximately  2.050  additional 
horsepower  at  Station  No.  16,  Lebanon. 
Ohio. 

(14)  Approximately  2,000  additional 
horsepower  at  Station  No.  17,  Circleville, 
Ohio. 


■  See  Appendix  A  below  for  customers  and 
rtiatad  proposed  new  vc^umee. 
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(15)  Approximately  1,750  additional 
horsepower  at  Station  No.  20,  Wind 
Ridge,  Pennsylvania. 

(16)  Change  Impellers  at  various  ex- 
isting compressors  and  add  various  meter 
and  regulating  stations  for  deliveries  of 
natural  gas  in  connection  with  the  ex- 
pansion program. 

The  total  capital  cost  of  Texas  East- 
ern's proposed  facilities  is  estimated  at 
$84,521,000  to  be  financed  through  the 
issuance  of  $60.O00,0C0  of  20  year  First 
Mortgage  Pipe  Line  Bonds,  $15,000,000 
of  5»/2  percent  sinking  fund  preferred 
stock,  and  $20,000,000  of  5.1  percent  sub- 
ordinate convertible  preferred  stock. 
The  total  of  $95,000,000  to  be  obtained 
through  the  Issuance  of  these  securities 
will  be  used  for  construction  of  other 
facilities  in  the  future  In  addition  to  the 
subject  proposal. 

Texas  Eastern  will  increase  its  dally 
pipeline  purchases  from  United  by  126,- 
446  Mcf  (Docket  No.  CP61-151):  from 
Texas  Gas  by  50,000  Mcf  (Docket  No. 
CP61-247) ;  and  from  Southern  Natural 
Gas  Company  (Southern)  by  approxi- 
mately 41,000  Mcf  (Docket  No.  CP61- 
206). 

Temporary  authority  was  issued  to 
Texas  Eastern  on  June  29,  1961.  as 
amended  on  August  2.  1961.  authorizing 
construction  and  operation  of  facilities 
necessary  to  make  the  del  veries  proposed 
commencing  November  1.  1961.  On  No- 
vember 2,  1961,  temporary  authority  to 
sell  and  deliver  the  proposed  increased 
volumes  for  the  1961-62  winter  was  issued 
to  this  applicant. 

On  February  3,  1961,  Southern  filed 
an  application  as  supplemented  on 
March  29,  1961  for  certificate  authority 
to  construct  and  operate  a  total  of  14.4 
miles  of  20-inch  transmission  loop  line 
on  its  Gwinville-Pickens  line  in  the  State 
of  Mississippi  and  an  additional  meter- 
ing and  regulating  station  at  an  existing 
intercormection  with  the  facilities  of 
Texas  Eastern  near  Kosciusko,  Missis- 
sippi. The  proposed  facilities  would  en- 
able Southern  to  deliver  approximately 
40,000  Mcf  of  additional  gas  per  day  to 
Texas  Eastern,  an  existing  customer,  un- 
der a  proposed  new  rate  schedule  CDL-l. 
which  will  provide  for  the  same  demand 
and  commodity  charges  as  Southern's 
Rate  Schedule  CD-I. 

Southern  states  that  these  will  be 
available  to  it  at  Gwinville.  Mississippi, 
some  190.000  Mcf  per  day  of  gas  from  re- 
serves in  south  Louisiana  along  its  Can- 
field  line  and  from  the  Gwinville  Field, 
which  its  present  system  lacks  the  ca- 
pacity to  move  past  Gwinville  Station. 
It  therefore  proposes  to  complete  the 
looping  of  the  Qwinville-Plckens  Line, 
which  will  enable  75.638  additional  Mcf 
per  day  to  be  transported  north  from 
Gwinville  to  Pickens.  Southern  states 
that  this  will  result  in  an  excess  capacity 
of  35,638  Mcf  per  day  which  will  be 
needed;  however,  within  the  next  one  to  * 
three  years  to  offset  declines  in  dcliver- 
ability  from  supply  sources  in  North 
Louisisina  and  Texas.  Further.  Southern 
states  that  $61,000  in  construction  costs 
will  be  saved  by  the  complete  looping  of 
the  GwinvUle-Plckens  line  now.  Instead 
of  constructing  only  enough  loop  for  the 
sale  to  Texas  Eastern  and  completing 
the  remainder  at  a  later  date. 
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Southern  estimates  the  total  capital 
cost  of  construction  of  its  proposed  facil- 
ities at  $1,049,420  to  be  financed  from 
cash  on  hand  or  cash  available  from 
current  operations. 

Texas  Oas,  on  March  20,  1961.  filed  an 
application  in  Docket  No.  CP61-247  for 
certificate  authority  to  construct  and 
operate  56.5  miles  of  30-iiKh  and  20.75 
miles  of  26-inch  pipeline,  looping  its 
existing  26-inch  transmission  system  at 
various  points  in  Louisiana.  Mississippi, 
Tennessee,  Kentucky  and  Ohio;  two  24- 
inch  river  crossings,  and  4.000  additional 
compressor  horsepower  at  its  existing 
Hardinsburg,  Kentucky,  compressor 
station. 

The  proposed  facilities  are  for  the  pur- 
pose of  enabling  applicant  to  increase 
its  deliveries  to  Texas  Eastern,  as  of 
November  1.  1962.  by  50.000  Mcf  per  day 
to  be  delivered  at  an  existing  delivery 
point  near  Middletown,  Ohio.  The  sale 
to  Texas  Eastern  will  be  made  under  its 
existing  rate  schedule  CD-A. 

Texas  Oas  has  contracted  to  purchase 
50.000  additional  Mcf '  per  day  from 
United  (Docket  No.  CP61-151)  beginning 
on  November  1, 1961. 

Texas  Gas  estimates  the  total  capital 
cost  of  its  proposed  facilities  at  $12,913.- 
600.  It  states,  however,  that  since  the 
proposed  facilities  need  not  be  con- 
structed until  the  summer  of  1962.  it 
plans  to  finance  the  construction  in  con- 
junction with  the  financing  of  such  other 
facilities  as  may  be  needed  to  meet  the 
requirements  of  its  other  cxistomers  dur- 
ing the  1962-1963  winter  season.  There- 
fore, the  plans  for  financing  the  subject 
facilities  are  not  known  at  this  time. 

Algonquin  Oas  Transmission  Company 
(Algonquin)  on  February  23,  1961.  filed 
an  application  in  Docket  No.  CP61-220. 
as  supplemented  on  March  27.  1961,  and 
October  4,  1961,  for  certificate  authority 
to  construct  and  operate  certain  addi- 
tional facilities  in  order  to  sell  and  de- 
liver additional  volumes  of  natural  gas 
to  certain  of  Its  existing  customers.* 
Algonquin  proposes  to  build  a  new  8,100 
horsepower  compressor  station  at  Bur- 
rillv;^le.  Rhode  Island  and  approximately 
5.6  miles  of  8-inch  pipeline  loop  on  its 
existing  6-inch  G-8  lateral  in  order  to 
commence  deliveries  of  10,061  Mcf  per 
day  on  November  1.  1961.  Further,  it 
proposes  to  construct  and  operate  an 
addition  of  4,000  compressor  horsepower 
at  its  existing  Cromwell,  Connecticut 
compressor  station  and  approximately 
5.8  miles  of  20-inch  pipeline  loop  on  its 
existing  O-l  lateral  in  order  to  com- 
mence deliveries  of  an  additional  17.203 
Mcf  per  day  on  November  1, 1962. 

The  total  capital  cost  of  Algonquin's 
proposed  facilities  Is  estimated  at 
$4,848,900  to  be  financed  through  the 
use  of  retained  earnings  and  a  bank  loan 
of  $4,000,000  at  414  percent. 

The  additional  volumes  proposed  to 
be  sold  by  Algonqiiln  and  for  which  the 
facilities  are  a  neccanury  adjunct,  will  be 
made  available  by  Texas  Eastern  as  mi 
forth  in  Its  appUcatlon  In  Docket  No. 
€:P«1-303. 

Temporary  authority  to  oonstruct  and 
operate  the  facUltlca  ncccnary  to 
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mence  the  November  1,  1961.  service  was 
issued  to  Algonquin  on  June  29.  1961.* 
and  temporary  authority  to  sell  up  to 
10,061  Mcf  per  day  to  certain  existing 
customers  was  issued  on  November  2, 
1961. 

In  Docket  No.  CP62-20.  Arkansas- 
Missouri  Power  Company  (Arkansas- 
Missouri)  filed  on  July  24.  1961.'  as  sup- 
plemented on  August  21,  1961.  and 
October  16,  1961.  an  application  for  a 
certificate  of  public  convenience  and 
necessity  under  section  7ic)  to  construct 
and  operate  20  96  miles  of  3-inch  lateral 
pipeline  and  distribution  systems  in  four 
Arkansas  cities.'  These  systems  are  to 
be  constructed  and  owned  by  the  cities 
but  will  be  operated  by  Arkansas-Mis- 
souri. Arkansas-Missouri's  estimate  of 
the  total  cost  to  construct  these  facili- 
ties Is  $433,500,  to  be  financed  by  the 
individual  cities  concerned.  Arkansas- 
Missouri  will  operate,  maintain  the 
facilities,  and  make  the  retail  deliveries. 
It  will  make  annual  lease  and  rental 
payments  to  each  of  the  cities. 

The  estimated  peak  day  requirements 
of  the  four  communities  for  the  first 
three  years  of  service  are  421,554  and 
689  Mcf  respectively 

Arkansas-MisscTuri  owns  and  operates 
two  separate  and  unconnected  pipeline 
transmission  systems.  The  main  inte- 
grated system,  from  which  the  proposed 
new  service  will  be  rendered,  receives  its 
gas  supply  from  Texas  Eastern  and 
Texas  Gas.  Arkansas-Missouri's  ability 
to  render  the  service  proposed  herein 
may  be  dependent  upon  certification  of 
Texas  Eastern's  application  In  Docket 
No.  CP61-203  wherein  sales  of  6,000  Mcf 
per  day  to  applicant  are  proposed. 

On  September  15.  1060.  there  was 
Issued  notice  of  applications  and  con- 
solidation in  Texas  Eastern  Transmis- 
sion Corporation.  Docket  No  CP60-122 
and  Algonquin  Gas  Transmission  Com- 
pany, Docket  No.  CP60-124.  companion 
applications.  Texas  Eastern  proposes 
to  construct  and  operate  a  total  of  66.28 
miles  of  30-inch  pipeline  loops  at  various 
places  along  its  pipeline  system  between 
Vidor,  Texas  and  LambertvlUe,  New 
Jersey  and  Install  33.710  additional  com- 
pressor horsepower  at  four  existing  sta- 
tions '  as  well  as  a  change  of  centrifugal 
compressor  Imjjellers  at  various  com- 
pressor stations. 

Algonquin  in  its  application  In  Docket 
No.  CP61-124  seeks  authority  to  con- 
struct and  operate  facilities  so  as  to 
deliver  an  additional  quantity  of  13.432 
Mcf  per  day  to  ten  of  its  existing  cus- 
tomers as  further  described  In  said  no- 
tice. The  availability  of  this  additional 
service  is  dependent  upon  Texas  East- 
em's  receiving  certification  of  its  appli- 


'  This  tempormry  kuthortzatlon  contAlna 
the  tame  condition  as  the  temporary  au- 
tborizatlon  taaued  to  Texaa  Sastcrn  on  th« 
•ame  date      See  footnote  3 

*  Arkanaaa-IHaaouii  filed  a  petition  to 
amend  the  eertlflcate  taaued  In  Docket  No. 
O~1900:  but  elnoe  the  propoaal  tnvolTea  serv- 
ice to  new  communltlaa.  tt  U  being  treated  as 
a  new  appllcatkMi  and  baa  been  dealgnated 
Docket  No  CP«3-aO 

'  Black  Oak.  Lake  City.  Caraway  and 
liarmaduke 

•  Tldor.  Tu  :  OprtowM.  La  .  Barton.  Ala. 
and  TonkUMTtU*.  Ky 


cation  in  Docket  No.  CP60-122  which 
contains  a  proposed  additional  alloca- 
tion of  20.000  Mcf  per  day  to  Algonquin. 

Temporary  authority  to  construct  and 
operate  the  proposed  facilities  in  Docket 
No.  CP60-122  and  deliver  the  proposed 
additional  gas  volumes  was  issued  to 
Texas  Eastern  by  letter  order  of  Octo- 
ber 28.  1960.  This  authorization  was 
subject  to  the  condition  that  Texas  East- 
ern eliminate  Its  proposed  Investment 
from  its  rate  base  and  that  Its  stock- 
holders bear  all  costs  associated  with 
such  Investment  should  the  Commission 
ultimately  deny  the  certificate  requested 
In  Docket  No.  (7P60-122.  This  authoriza- 
tion was  further  conditioned  on  accept- 
ance by  Algonquin  of  the  temporary 
authority  concurrently  Issued  to  it  in 
Docket  No.  CP60-124.  This  conditional 
temporary  authorization  was  accepted  by 
Texas  Eastern  by  letter  of  November  25. 
1960. 

Temporary  authority  to  construct  and 
op>erate  facilities  and  sell  natural  gas 
as  proposed  In  Docket  No.  CP60-124  was 
granted  to  Algonquin  by  Commission 
letter  order  of  October  28.  1960.  This 
contained  conditions  similar  to  those  in 
the  temporary  authorization  issued  to 
Texas  Eastern,  in  Docket  No.  CP60-122. 
Alsjonquin  accepted  this  temporary  cer- 
tificate and  the  attached  conditions  on 
November  25.  1960. 

These  matters  are  all  Interrelated  and 
should  be  disposed  of  on  a  consolidated 
record,  and  to  that  end: 

Take  further  notice  that,  pursuant  to 
the  authority  contained  In  and  subject 
to  the  jurlsdlctic^n  conferred  upon  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natural  Gas  Act,  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  on  Feb- 
ruary 26.  1962.  at  10:00  am.,  est.,  in 
a  hearing  room  of  the  Federal  Power 
Commission.  441  G  Street  NW..  Wash- 
ington, DC,  concerning  the  matters  In- 
volved in  and  the  issues  presented  by 
such  applications. 

Protests  or  petitions  to  intervene  in 
these  consolidated  proceedings  may  be 
filed  with  the  Federal  Power  Commission. 
Washington  25.  DC.  In  accordance  with 
the  rules  of  practice  and  procedure  (18 
CFR  18  or  1  10)  on  or  before  Febru- 
ary 1,  1962.  Failure  of  any  party  to 
appear  at  and  participate  in  the  hearing 
shall  be  construed  as  waiver  of  and  con- 
currence In  omission  herein  of  the  Inter- 
mediate decision  procedure  In  cases 
where  a  request  therefor  is  made. 


Joseph  H.  Gutride, 

Secretary. 
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Cu^loirors  of  Tpx^  Kastern 


('I'li.suinrrs  Oas  Co.,  Omaha, 

oossviTi*.'  n\.',  viiYaitV  oK " ' ' " ; 

K.ustcni  Indiana  .Natural  Uas 

CoriL'   

Kli/atvthtown    (^n.solidat«<l 

I  i  XS  Co 

KiiuitaMo  (las  Co 

Kloni,  .NIKS..  Town  of 

Kurt  Itriuich  .S'aturul  (>a.s  Co., 

In.-         

Ki  iiiklin,  Tenn^  Town  of 

Hili'Mi,  Mi.ss,  Town  of 

Or.n  vill<>,  III.,  City  of. 

II  \ri>vill«'  Oas  Co. 

IliiMlinghurR,  Ind..  City  of 

Illinois  Kliclnc  &  Oas  Co 

In'li.ma  Natural  Oa-s  Corp.'... 

Jik^ixr,  Ind.,  C'lly  of 

I4«»  ii'ii«>l)ur(j,  Teiin.,  City  of. 

1/1  t'iuinn,  Tenn.,  City  of 

I.iNrly.  Ky.,  City  of ._ 

l/'iii;  Island  LijttUinK  Co 

Mii|.>outh  Oas  Co 

Miv~oiiri  T'lllituvs  Co 

.Ni«  JiTvy  .Natural  Oas  Co.. 

(lifnr.l  NiUursI  Oas  Corp.' 

I'lim  Kucl  Oroup 

I'liiii  H'upI.  Orvist«n,  I'a 

riiiiiips.  T.  w.,  (las  A  on  Co. 

IrtiTsville  Oas  Co  ,  Inc 

I'liMic   .•>t'rvice   Klectric  and 

( i.ts  Co 

I'ulaski,  Ti-nn.,  City  of 

.iliiplHiLslnirg  Oas  Co ..I 

Sinsrna.  Tenn  .  Town  of ' 

^.iiiiifs»-t,  Tvy.,  Cltjr  of 

S<Mitlie:istom  Illinois  Oas  Co., 

Divi.sion   of    I'nitod    Cities 

Oa.s  Co 

Tiniu'.'v<4'»>  Oas  Co..  Division 

(if  Cnited  Citios  Oas  Co 

I  iiitrd  .Natunil  Oas  Co 

\Sr.stiK)rt    .Natural    Oas    Co., 

Iiio  I 


Quantity  proposed  to 
be  Mid  (Mad) 


15.025  psia 


566 

300 

l.SOO 

2,000 

25.000 
2» 


14.rtp8is 


677 
306 

1,530 

2,058 
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^  FEDERAL  REGISTER 

SECIHUTIES  AND  EXCHANGE 
.      COMMISSION 

[PUe  Vo.  1-3842] 

BLACK  BEAR  INDUSTRIES,  INC. 
Order  Summarily  Suspending  Trading 

December  29,  1961. 

In  the  matter  of  trading  on  the  San 
Francisco  Mining  Exchange  in  the  com- 
mon stock,  par  value  15  cents  a  share  of 
Black  Bear  Industries,  Inc.  (formerly 
Black  Bear  Consolidated  Mining  Co.). 

The  common  stock,  par  value  15  cents 
a  share,  of  Black  Bear  Industries,  Inc. 
(formerly  Black  Bear  Consolidated  Min- 
ing Co.),  being  listed  and  registered  on 
the  San  Francisco  Mining  Exchange,  a 
national  securities  exchange;  and 

The  Commission  being  of  the  opinion 
that  the  public  interest  requires  the 
summary  suspension  of  trading  in  such 
security  on  such  Exchange  and  that  such 
action  is  necessary  and  appropriate  for 
the  protection  of  investors;  and 

The  Commission  being  of  the  opinion 
further  that  such  suspension  is  neces- 
sary in  order  to  prevent  fraudulent,  de- 
ceptive or  manipulative  acts  or  practices, 
with  the  result  that  it  will  be  unlawful 
under  section  15(c)  (2)  of  the  Securities 
Exchange  Act  of  1934  and  the  Commis- 
sion's Rule  15c2-2  thereunder  for  any 
broker  or  dealer  to  make  use  of  the 
mails  or  of  any  means  or  instrumentality 
of  interstate  commerce  to  effect  any 
transaction  In,  or  to  induce  or  attempt 
to  induce  the  purchase  or  sale  of  such 
security,  otherwise  than  on  a  national 
securities  exchange; 

It  is  ordered.  Pursuant  to  section  19  ■ 
(a)  (4)  of  the  Securities  Exchange  Act  of 
1934  that  trading  in  said  security  on 
the  San  Francisco  Mining  Exchange  be 
summarily  suspended  in  order  to  prevent 
fraudulent,  deceptive  or  manipulative 
acts  or  practices,  this  order  to  be  eflfec- 
tive  for  a  period  of  ten  (10)  days,  De- 
cember 30. 1961.  to  January  8,  1962,  both 
dates  inclusive. 


I 


/-rl 


137 


tions.  Such  review  is  limited  to  the  de- 
termination of  whether  a  concession  that 
has  been  modified  or  withdrawn  can  be 
restored  in  whole  or  in  part  without  caus- 
ing or  threatening  serious  injury  to  the 
domestic  industry  concerned. 

In  submitting  its  report,  the  Commis- 
sion advised  the  President  that  the  con- 
ditions of  competition  between  imported 
and  domestic  safety  pins  had  not  so 
changed  as  to  warrant  the  institution  of 
a  formal  investigation  under  the  provi- 
sions of  paragraph  2  of  Executive  Order 
10401.  This  means  that,  in  the  Commis- 
sion's view,  the  developments  in  the  trade 
in  safety  pins  do  not  warrant  a  formal 
inquiry  into  the  question  of  whether  a 
reduction  in  the  duties  on  safety  pins 
could  be  made  without  resulting  in 
serious  injury  to  the  domestic  industry 
concerned. 

Copies  of  the  Commission's  report  are 
available  upon  request  as  long  a^  the 
limited  supply  lasts.  Requests  should  be 
addressed  to  the  U.S.  Tariff  Commission, 
Eighth  and  E  Streets  NW.,  Washington 
25,  D.C. 

By  direction  of  the  Commission. 


[SEAL] 


[P.R.     Doc. 


DoKN  N.  Bent. 
Secretary. 


62-139;     Piled, 
8:51  ajn.1 


Jan.    4,     1962; 


By  the  Commission. 

Orval  L.  DuBois, 
Secretary. 

Jan. 


[SKAL] 
(F.R.     Doc 


82-137;     Piled. 
8:51  a.m.) 


4,     1962; 


TARIFF  COMMISSION 

SAFETY  PINS 

Report  to  the  President 

Janttaky  2,  1962. 
The  U.S.  Tariff  Commission  today  sub- 
mited  to  the  President  its  third  periodic 
report  00  the  derelopments  in  the  trade 
in  Mfetgr  pine  ilnce  the  "escape  clause " 
action,  on  Deoanber  30,  1957,  modifying 
tlie  eoncietrton  granted  in  the  General 
Atrwint  on  Tlurifls  and  Trade  on  such 
pim  rtiMWIaMe  nnder  paragraph  SM  of 
the  Turn  Ael  of  mt.  This  report  was 
I  to  pnrmgraph  1  of  Bxceu- 
of  Oetobtr  14.  IMI. 
procedures  for 
of  es'*ape-clause  ae- 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

(W-0170311J 

WYOMING 

Notice  of  Proposed  Withdrawal 
and  Reservation  of  Lands 

December  29.  1961. 

The  Forest  Service,  U.S.  Department 
of  Agriculture,  has  filed  an  appUcatlon, 
serial  nimiber  Wyoming  0170311.  for 
withdrawal  of  the  lands  described  below 
from  location  and  entry  under  the  gen- 
eral mining  laws  of  the  United  States. 

The  applicant  desires  the  lands  for 
recreational  facilities  and  water  infiu- 
ence  zones. 

For  a  period  of  30  days  from  the  date 
of  publication  of  this  notice,  persons 
having  cause  may  present  their  objec- 
tions in  writing  to  the  State  Director, 
Bureau  of  Land  Management,  Depart- 
ment of  the  Interior,  P.O.  Box  929,  Chey- 
enne, Wyoming. 

If  the  circumstances  warrant  it,  a  pub- 
lic hearing  will  be  held  at  a  convenient 
time  and  place,  which  will  be  aimounced. 

The  determination  of  the  Secretary 
on  the  application  will  be  published  in 
the  Federal  Register.  A  separate  notice 
will  be  sent  to  each  interested  party  of 
record. 

The  lands  involved  in  the  application 
are: 

Sixth  Pbincipal  MzatoiAN.  Wtomin« 

■LACK  HtLU  NATIOMAL  fO— il 

Cook  Lmke  Maeremtion  Artm 
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Southern  estimates  the  total  capital 
cost  of  construction  of  lUs  proix).s<?d  facil- 
ities at  $1  049.420  to  be  financed  from 
cash  on  hand  or  cash  available  frcm 
current  operations. 

Texas  Gas.  on  March  20.  1961.  filed  an 
application  in  Docket  No  CP61  1247  for 
certificate  autl^.oriiy  to  con.struct  and 
operate  56  5  miles  of  30-inch  and  20  75 
miles  of  26-inch  pipeline,  looping;  Us 
exLstm*?  26-inch  transmission  system  at 
various  points  in  Louisiana.  Mississippi, 
Tennessee.  Kentucky  and  Ohio,  two  24- 
Inch  river  crossint^s,  and  4.000  additional 
compressor  horsepower  at  it.s  existing 
Hardin.-,burg.  Kentucky,  compressor 
station. 

The  proposed  facilities  are  for  the  pur- 
pose of  enabling  applicant  to  increase 
Its  deliveries  to  Trxas  Kastern,  as  of 
November  1  1962.  by  50  noo  Mcf  per  day 
to  be  delivered  at  an  existing  delivery 
point  near  Middletown,  Ohio  The  sale 
to  Texas  Eastern  will  be  made  under  its 
existing  rate  schedule  CD-4 

Texas  Gas  has  contracted  to  purchase 
50,000  additional  Mcf  per  day  from 
United  ■  Docket  No  CP61  151'  bei^-inning 
on  November  1.  1961 

Texas  Gas  estimates  the  total  capital 
cost  of  Its  proposed  facilities  at  $12,913- 
600.  It  states,  however,  that  since  the 
proposed  facilities  need  not  be  con- 
structed until  the  summer  of  1962.  it 
plans  to  finance  the  construction  in  con- 
Junction  with  the  financing'  of  such  other 
facihties  as  may  be  needed  to  meet  the 
requirements  of  its  other  customers  dur- 
in-;  the  1962-1963  winter  season.  T'r.ere- 
fore.  the  plans  for  financing  the  subject 
facilities  are  not  known  at  this  time 

Algonquin  Gas  Transmission  Company 
(Algonquin'  on  February  23,  1961,  filed 
an  application  in  Docket  No.  CP61-220, 
as  supplemented  on  March  27,  1961,  and 
October  4.  1961,  for  certificate  authority 
to  corvstruct  and  operate  certain  addi- 
tional facilities  in  order  to  sell  and  de- 
liver additional  volumes  of  natural  cas 
to  certain  of  its  existing  customers* 
Algonquin  proposes  to  build  a  new  8.100 
horsepower  compressor  station  at  Bur- 
rillville,  Rhode  Island  and  approximately 
5  6  miles  of  8-inch  pipeline  loop  on  it5 
existing  6-inch  G-8  lateral  in  order  to 
commence  deliveries  of  10.061  Mcf  per 
day  on  November  1.  1961.  Further,  it 
proposes  lo  construct  and  operate  an 
addition  of  4,000  compressor  horsepower 
at  its  existing  Cromwell,  Connecticut 
compressor  station  and  approximately 
5.8  miles  of  20-inch  pipeline  loop  on  its 
existing  G-1  lateral  in  order  to  com- 
mence deliveries  of  an  additional  17.203 
Mcf  per  day  on  November  1 ,  1962. 

The  total  capital  cost  of  Algonquin's 
proposed  facilities  Is  estimated  at 
$4,848,900  to  be  financed  through  the 
use  of  retained  earnings  and  a  bank  loan 
of  $4,000,000  at  4 '  2  percent. 

The  additional  volumes  proposed  to 
be  sold  by  Algonquin  and  for  which  the 
facilities  are  a  necessary  adjunct,  will  be 
made  available  by  Texas  Eastern  as  set 
forth  in  its  application  In  Docket  No. 
CF61-203. 

Temporary  authority  to  construct  and 
operate  the  facilities  necessary  to  com- 


NOTICES 

mence  the  November  1.  1961.  service  v.a,% 
Issued  to  Algonquin  on  June  29,  1961.' 
and  temporary  authority  to  sell  up  to 
10.061  Mcf  per  day  to  certain  existing 
c u.stomtTs    was    Lssued    on    November   2. 

1LI61. 

In  Docket  No  CP62-20.  Arkansas- 
Missouri  Power  Company  « Arkansas- 
Missouri  >  filed  on  July  24,  1961,'  as  sup- 
plemented on  August  21,  1961.  and 
October  16,  1961,  an  application  for  a 
certificate  of  public  convenience  and 
necessity  under  section  Tici  to  construct 
and  operate  20  96  miles  of  3 -inch  lateral 
pipeline  and  distribution  systems  in  four 
Arkansas  cities  '  These  systems  are  to 
be  constructed  and  owned  by  the  cities 
but  will  be  operated  by  Arkansas-Mis- 
souri. Arkansas-Missouri's  estimate  of 
the  total  cost  to  construct  these  facili- 
ties is  $433,500.  to  be  financed  by  the 
individual  cities  concerned,  Arkansas- 
Missouri  will  operate,  maintain  the 
facilities,  and  make  the  retail  deliveries. 
It  will  make  annual  lease  and  rental 
payments  to  each  of  the  cities. 

The  estimated  peak  day  requirements 
of  the  four  commiunities  for  the  first 
three  years  of  service  are  421.554  and 
689  Mcf  respectively 

Arkansas-Misscfurl  owns  and  operates 
two  separate  and  unconnected  pipeline 
transmi.ssion  systems.  The  mam  inte- 
grated system,  from  which  the  proposed 
new  service  will  be  rendered,  receives  Its 
gas  supply  from  Texas  Eastern  and 
Texas  Gas  Ark.insas-Mi.>sourrs  ability 
to  render  the  service  proposed  herein 
may  be  dependent  upon  certification  of 
Texas  Eastern's  application  in  Do<'krt 
No  CP61-203  wherein  sales  of  6,000  Mcf 
per  day  to  apphcant  are  propasfd 

On  September  15.  1960,  tliere  was 
Issued  notice  of  applications  and  con- 
solidation in  Texas  Kastern  1  ransmis- 
sion  Corporation.  [")ock''r  No  (■r60  122 
and  AL;onquin  (ias  Transmi.ssion  Com- 
pany. Docket  No.  CI*60-124,  companion 
applications,  1  ex^s  I-:a.-tern  proposes 
to  construct  and  operate  a  total  of  66  28 
miles  of  30 -inch  pipeline  loops  at  various 
places  along  its  pipeline  system  between 
Vidor,  Texas  and  lambertville.  New- 
Jersey  and  install  33,710  additioiuil  com- 
pressor horsepower  at  four  existuu  sta- 
tions '  as  well  as  a  chance  of  centrifugal 
compressor  impellers  at  various  com- 
pressor stations 

Algonquin  in  its  applicatu  n  in  Docket 
No  CP61-124  seeks  authority  to  con- 
struct and  operate  facilities  so  as  to 
deliver  an  additional  quuntity  of  13,432 
Mcf  per  day  to  ten  of  its  existing  cus- 
tomers as  further  described  in  said  no- 
tice The  availability  of  this  additional 
service  is  dependent  upon  Texas  East- 
ern s  receiving  certification  of  its  appli- 


■  See  Appendix  B  below. 


'  7"h:8  temp^irary  auth'  rlziitlon  contaltwi 
tiie  Siiin'"  condition  aa  the  temp<jrary  au- 
thorization issued  to  Te.t.18  Eiistern  on  the 
same  d.^te       See  footnote  J 

•  Arlian.«as- Missouri  filed  a  p<'trinn  to 
amend  the  certificate  issued  in  Docket  No. 
G-1900:  but  since  the  proposal  Involves  serv- 
ice to  new  communities,  it  Is  being  trertted  as 
a  new  application  and  has  been  designated 
Docket  No    CP62-20 

'  Black  Oak.  Lake  City,  Caraway  and 
Marmaduke 

•  Vldor.  Tex;  Opeloiisas.  La.  Beirton.  Ala.. 
and  TomklnBvUle.  Ky. 


cation  In  Dock,  t  No  CP60- 122  which 
contains  a  proposed  additional  alloca- 
tion of  20.000  Mcf  per  day  to  Algonquin 

Temporary  authority  to  construct  and 
operate  the  propo.sed  facilities  in  Docket 
No  CP60-122  and  deliver  the  prop  sed 
additional  gas  volumes  was  issued  to 
Texas  Eastern  by  letter  order  of  Octo- 
ber 28.  1960.  This  authorization  was 
subject  to  the  condition  that  Texas  Ea.-^t- 
ern  eliminate  its  proposed  investment 
from  Its  rate  base  and  that  its  stock- 
holders bear  all  costs  a.ss.  ciated  with 
such  investment  should  the  Commission 
ultimately  deny  the  certificate  requested 
in  Docket  No  CP60-122.  This  authoriza- 
tion was  further  conditioned  on  accept- 
ance by  Algonrjuin  of  the  temporary 
authority  concurrently  issued  to  it  m 
Docket  No  CP60  124.  This  conditional 
temporary  authorization  was  accepted  by 
Texas  Eastern  by  letter  of  November  25. 
1960. 

Temporary  authority  to  construct  and 
operate  facilities  and  .sell  natural  gas 
as  proposed  in  Docket  Ni  CP60  124  was 
granted  to  Algonquin  by  Commi.ssion 
letter  order  of  October  28.  1960  This 
contained  conditions  similar  to  those  in 
the  temporary  authorization  issued  to 
Texas  Eastern,  in  Docket  No  CP60  122 
Alu-onquin  accepted  this  temporary  cer- 
tificate and  the  attached  conditions  on 
November  25    1960. 

These  matters  are  all  interr.  lated  and 
should  be  disposed  of  on  a  consolidated 
record,  and  to  that  end ; 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdicti  n  conferre<1  upon  the 
pvderal  Power  Commission  by  sections 
7  and  15  of  the  Natural  Gas  .Act,  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  on  Feb- 
ruary 26.  1963.  at  10  00  am,  est,  in 
a  hearing  room  of  the  Federal  Power 
Commission.  441  G  Street  N'W  ,  Wash- 
in'ton  DC  cncerning  the  matters  in- 
volved In  and  the  issues  presented  by 
such  applications 

Protects  or  petitions  to  Intervene  in 
the.se  consolidatfHi  proceedings  may  be 
filed  with  thf^  Federal  Power  Commission. 
Washington  25,  D  C  .  In  accordance  with 
the  rules  of  practice  and  procedure  '  18 
CT-Ti  1  8  or  1  lOi  rn  or  before  Febru- 
ary 1.  1962  Pailure  of  any  party  to 
appear  at  and  participate  in  the  hearing 
shall  be  construed  as  waiver  of  and  con- 
currence in  omission  herein  nf  the  inter- 
mediate decision  procedure  in  cases 
where  a  request  therefor  is  made. 

Joseph  H  Gutfide. 

Secretary. 
Ari'CNL'ix  A 


Custotners  of  Teias  Eiiatern 

Quiiititv  prorxvie.l  to 
b*»ol.l  (.\lcfd) 

1B.02!S  psln 

14  73  pjiin 

Al«onquin  'iiyi    InirnnilsKlon 
Co 

.^rk:in.-ui.«-Nf  l.vvi'un  ['oait  '"o 
kn<t  .^MUK'iHleit  .NiiliirHl  Oaw 
(.1                                       

Pat.-.vvill.'.  In<l  ,  ("Uy  «! 

Holrront.  Ml.s?  .  Tnwii  of 

Tlw  Hmoklyn  I'nlnn  (l«s  Co 

Ctiliinil.ia,  Ky.    ('Uy  of 

C'<>n.s<ili<1,ile<l    KilL>»n    Co.    of 
N  Y  .  Inr 

CuDsumen  Oas  Co.,   Albion. 
lU - 

39.410 

l.IKO 

■JO 

26,  (XX) 

30,000 
l,3iO 

3l).0U0 

f^.  130 

i.irjo 

2ft  S-'I 
434 

20.401 

1.377 

Friday.  January  5,  1962 


ArPBMDis  A— Continued 


('iisioiiof>  of  ToTM  Kiul*rn 


ronsuiners  Om  Co..  Omaha, 
III    

CnissvUle.  Ill  .  VlllaKo  of 

K  i^tcni  Indiana  .Natural  Oas 
( "ori).! 

1  lirahethlown  ConiwUdated 
<  I  a.s  ( 'o 

I  ■111 I '•'•'I*'  Oas  Co.  . 

H-.r.i,  MI.SS..  Town  of 

1-orl  Hninch  Natural  (Jas  Co., 

Inc  .    

hi  inklin.  Tenn^  Town  of 

Hilton.  MLsii  ,  Town  (if 

Or,i\  vilW.  111..  City  of 

II  irt>v;lle  (las  Co. 

Iluntincl'urc.  Iml..  City  of.. 

Illinois  Elictrio  &  Uas  Co 

ln<li;ina  -N'atural  Oas  Corpi... 

J  i.^[>cr.  IikI..  City  of 

I  j»»ri-ncr>l)urR.  Tcnn..  City  of. 

!,•  t>iinon,  Tfnn  .  City  of 

I.iUTty.  Ky  .  City  of     

l>iiii;  Island  Llpliling  Co 

Miil.-^'uth  Oas  V-o 

Mi.s.viijrl  Clllitu-s  Co 

NfW  Ji>r*ey  .Natural  Oas  Co.  . 

Oifor'l  Niiliiral  <las  Cor|).' 

I '.I  111  Kucl  (J  roup 

r.iiii  Kiii'l.  orviston,  I'a 

riullips.  T.  W..  Oas  A  Oil  Co. 

I'lliTsville  Oas  Co  .  Inr 

I'lililic   Service    Klectnc  and 

0:i.s  Co 

I'lilikski.  Tenn  ,  City  of 

.>(iip|xnsburK  Oas  Co 

.<tn>rntt,  Tenn  ,  Town  of 

.-oiiurset,  ICy..  Cit^  of 

Southeastern  Illinois  Oas  Co., 

HivLsion   of    I'nlted    Cities 

Oas  Co - 

I  t'nni>,s.sit>  Oas  Co..  Division 

of  Cnlteil  Cities  Oas  Co 

I  iiitr.l  Nttluru!  Oas  Co 

\\..st|X)rt    Natural   Oas   Co., 

Inr  > 


yiimUily  proiK>s»>i|  U) 
I*  sold     Nlcfdl 


15  025  p«la 

14.73  psiii 

566 

577 

300 

306 

1.500 

I,.S30 

2.900 

2.  e.w 

2^.  (lOil 

L'-V  r*\\ 

220 

2-J4 

l.,V)0 

1 ,  rM^ 

700 

714 

lot) 

102 

3,  ,V)0 

H,  .'.Til 

244 

24',l 

400 
2,000 

2.  IMW 

1.000 

I.IVJII 

500 

,110 

208 

212 

l.tNKi 

1    1)20 

2fiS 

273 

:«.(Joo 

20.401 

2,  000 

2.  (M(l 

3,000 

3.060 

7,  OtXi 

7,140 

3,029 

3.090 

2,170 

2.213 

3, 1 2.'. 

3.  ISS 

3,0OU 

3.000 

14.800 

1 .1,  091) 

2fi,  700 


1, 


1.11 
390 
200 
.100 


800 

50)1 
5.000 

550 


27. 23.-. 
1.174 

3yN 

-114 

510 


8u; 


.1,100 


.101 


•220. 206 


224.617 


Nrw  rosHlf  customers. 

.\PPEVPU    H 
(Nov    1.  19611 


(  ii>tomi"r>  of  Algonquin 

.\dliluillrtl  SHlf« 

priipixsfj    Mcf  at 
14.73  psia) 

Maximum 

daily 
quantity 

Mtiviimiiii 

annual 

cjuantity 

Baston  Oas  Co 

3,000 

l,7iil 

46(1 

l..V)0 

IJO 

800 

150 

1,270 

1.000 

10.061 

810  aio 

Hro<'kton  Taunton  Oas  Co 

Hu77sr'l.s  Bay  Oas  Co 

i  '"■  (■<.iiii''i'n,-ii;  (ias  Co  .--'.- 
J  '  '   H  L".;  ■!  1   y\'  .trie  KiRht 

1 

47.1.  470 
r.M.  200 
40,1.000 

32  400 

1  '  '   Iliu-tford  tlas  Co 

21'i  OOi) 

1  iiv  of  Norwich.  Conn 

Uorii-st.T  Oas  I-ight  Co 

Kill  KiviT  Oas  Co         ... 

40,600 
342.900 
270  000 

Total                      

2.716,470 

(.Nov.  I.  1962) 


A'iililhin.il  .sales 

[iropiisiv 

1     Mcf  at 

M  7:t 

pSl.'il 

Cii>tomfr5  of  MRon'iiiin 

Maiiirmnn 

Maximum 

•  IhiIv 

annual 

quiiutay 

nuanlily 

Mn 

~ion  Oas  Co              

4.  VO 

1,  21.1,  000 

Hr^ 

■1  ktoii   Taunton  Oas  Co 

2.  337 

ti30,  990 

llM 

■/  ifl^  Hav  Oas  C(i 

.  4IK) 

108,000 

'■ 

1  ■tMiiiiticiit  < ias  Co 

1.  '.«IU 

.113,000 

II  lytfnrl    Kl'itric  Light 

• 

1»1.1 

44.  .V10 

H.jif  .r^l  lis.-  Co 

2.  'JDO 

,194.000 

,*  Htvi'ti  <  ia'<  Co                 . 

I..1JH 

412.560 

,   '.f  Norwich,  Coiiii  - 

1.^,0 

40.500 

^    . 

u  iM)il  ( ltv<  Co      

323 

2,900 
•SOO 

87.210 

!■- 

\  I'iiiiCT'  1  las  Co      

783.000 

W 

ri-.-.iiT  0!i.s  Light  Co    

216.  000 

1  utHl               

17,21)3 

4.  644,  810 

FEDERAL  REGISTER 

SECURITIES  AND  EXCHANGE 
.      COMMISSION 

[Pile  No.  1-3842] 

BLACK   BEAR   INDUSTRIES,   INC. 
Order  Summarily  Suspending  Trading 

December  29.  1961. 

In  the  matter  of  trading  on  the  San 
Francisco  Mining  Exchange  in  the  com- 
mon stock,  par  value  15  cents  a  share  of 
Black  Bear  Industries,  Inc.  (formerly 
Black  Bear   Consolidated   Mining  Co.>. 

The  common  stock,  par  value  15  cents 
a  share,  of  Black  Bear  Industries,  Inc. 
'formerly  Black  Bear  Consolidated  Min- 
ing Co. ) .  being  listed  and  registered  on 
the  San  Francisco  Mining  Exchange,  a 
national  securities  exchange;  and 

The  Commission  being  of  the  opinion 
that  the  public  interest  requires  the 
summary  suspension  of  trading  in  suchr 
security  on  such  Exchange  and  that  such 
action  is  necessary  and  appropriate  for 
the  protection  of  investors;  and 

The  Commission  being  of  the  opinion 
further  that  such  suspension  is  neces- 
sary in  order  to  prevent  fraudulent,  de- 
ceptive or  manipulative  acts  or  practices, 
with  the  result  that  it  will  be  unlawful 
under  section  15tcM2)  of  the  Securities 
Exchange  Act  of  1934  and  the  Commis- 
sion's Rule  15c2-2  thereunder  for  any 
broker  or  dealer  to  make  use  of  the 
mails  or  of  any  means  or  instrumentality 
of  interstate  commerce  to  effect  any 
transaction  in,  or  to  induce  or  attempt 
to  induce  the  purchase  or  sale  of  such 
security,  otherwise  than  on  a  national 
securities  exchange; 

It  is  ordered.  Pursuant  to  section  19 
(a)  (4)  of  the  Securities  Exchange  Act  of 
1934  that  trading  in  said  security  on 
the  San  Francisco  Mining  Exchange  be 
summarily  suspended  in  order  to  prevent 
fraudulent,  deceptive  or  manipulative 
acts  or  practices,  this  order  to  be  effec- 
tive for  a  period  of  ten  <10)  days,  De- 
cember 30,  1961,  to  January  8,  1962,  both 
dates  inclusive. 

By  the  Commission. 

I  SEAL]  ORVAL  L.   DuBoIS, 

Secretary. 

[P.R.     Doc      62-137;     Filed      Jnn      4,     1962: 
8:51  a,m  1 


[FR      Doc.     62-109:     Filed,     Jan.     4,     I9«a; 
8:48  ami 


TARIFF  COMMISSION 

SAFETY   PINS 

Report  to   the   President 

January  2,  1962, 
The  U.S.  Tariff  Commission  today  sub- 
mited  to  the  President  its  third  periodic 
report  on  the  developments  in  the  trade 
in  safety  pins  since  the  "escape  clause" 
action,  on  December  30.  1957,  modifying 
the  concession  granted  in  the  Gteneral 
Agreement  on  Tariffs  and  Trade  on  such 
pins  classifiable  under  paragraph  350  of 
the  Tariff  Act  of  1930.  This  report  was 
made  pursuant  to  paragraph  1  of  Elxecu- 
Uve  Order  10401  of  October  14.  1952, 
which  order  prescribes  procedures  for 
the  periodic  review  of  escape-clause  ac- 
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tions.  Such  review  is  limited  to  the  de- 
termination of  whether  a  concession  that 
has  been  modified  or  withdrawn  can  be 
restored  in  whole  or  in  part  without  caus- 
ing or  threatening  serious  injury  to  the 
domestic  industry  concerned. 

In  submitting  its  report,  the  Commis- 
sion advised  the  President  that  the  con- 
ditions of  competition  between  imported 
and  domestic  safety  pins  had  not  so 
changed  as  to  warrant  the  institution  of 
a  formal  investigation  under  the  provi- 
sions of  paragraph  2  of  Executive  Order 
10401.  This  means  that,  in  the  Commis- 
sion's view,  the  developments  in  the  trade 
in  safety  pins  do  not  warrant  a  formal 
inquiry  into  the  question  of  whether  a 
reduction  in  the  duties  on  safety  pins 
could  be  made  without  resulting  in 
serious  injury  to  the  domestic  industry 
concerned. 

Copies  of  the  Commission's  report  are 
available  upon  request  as  long  as  the 
limited  supply  lasts.  Requests  should  be 
addressed  to  the  U.S.  Tariff  Commission, 
Eighth  and  E  Streets  NW.,  'Washington 
25,   DC. 

By  direction  of  the  Commission. 


[seal! 


DoNN  N.  Bent. 
Secretary. 


|F.R       Doc.     62-139;      Filed,     Jan.     4.      1962; 
8:51  a.m.) 


DEPARTMENT  OF  THE  INTERIOR 

Bureau   of  Land   Management 

IW-01703111 

WYOMING 

Notice   of   Proposed   Withdrawal 
and    Reservation   of   Lands 

December  29,  1961. 

The  Forest  Service,  U.S.  Department 
of  Agriculture,  has  filed  an  application, 
serial  number  'Wyoming  0170311,  for 
withdrawal  of  the  lands  described  below 
from  location  and  entry  under  the  gen- 
eral mining  laws  of  the  United  States. 

The  applicant  desires  the  lands  for 
recreational  facilities  and  water  influ- 
ence zones. 

For  a  period  of  30  days  from  the  date 
of  publication  of  this  notice,  persons 
having  cause  may  present  their  objec- 
tions in  writing  to  the  State  Director. 
Bureau  of  Land  Management,  Depart- 
ment of  the  Interior,  P.O.  Box  929,  Chey- 
enne. Wyoming. 

If  the  circumstances  warrant  it,  a  pub- 
lic hearing  will  be  held  at  a  convenient 
time  and  place,  which  will  be  announced. 

The  determination  of  the  Secretary 
on  the  application  will  be  published  in 
the  Federal  Register.  A  separate  notice 
will  be  sent  to  each  interested  party  of 
record. 

The  lands  involved  in  the  application 
are: 

Sixth  Principal  Meridian,  Wyoming 

,  black  hills  national  rokkst 

Cook  Lake  Recreation  Area 

T.  53N.,R.63  W., 

Sec.    10:    SEViSEViSWy*,   SW^NW«4SB>4. 

swviSB'/*: 


I 


138 

Sec.   15:   NW^WI'^.  NW ^4 ffW ^4 N»  14 .  BVi 

NE'4KW14.  KBV4  8EV^NWV4. 
Total  axe*  140  acres.  ^ 

Ed  Pixsson, 
State  Director. 

[PB      Doc     82-119:     Piled.     Jan.     4,     1963; 
8  49  ajn  I 


IW-0153858I 

WYOMING 

Correction   Notice   of  Proposed  With- 
cirawal  and  Reservation  of  Lands 

December  26,  1961. 

The  Notice  of  Proposed  Withdrawal 
and  Reservation  of  Lands  in  behalf  of 
the  Forest  Service.  U.S  Etepartment  of 
Agriculture,  serial  number  Wyoming 
0153858,  published  as  F.R.  Document 
61-7455  on  page  7112  of  the  Federal 
Register  issued  August  8.  1961.  showed 
the  total  area  as  17,096  54  acres,  more  or 
less.  This  acreage  figure  was  in  error 
The  correct  acreage  of  land  in  the  pro- 
posed withdrawal  for  the  roadside  zones 
Is  3,464.5  acres,  more  or  less. 

Ed  Pierson. 
State  Director. 

[FH.     Doc.     82-118;     Piled.     Jan.     4.     1982; 
8:49  a.m  I 


OfRce  of  the  Secretary 

COMMITTEE   MANAGEMENT 

American   Fisheries  Advisory 
Committee 

The  following  material  Is  a  portion  of 
the  Departmental  Manoal  and  the  num- 
bering system  is  that  of  the  Manual. 

Part  630 — American  Pishsries  Advisory 
Committee 

CHAPTXR  1 OBJXCTIvra.  RESPONSTBIUTIES, 

authoritt 

.1  Objectives.  The  objective  of  the 
American  Fisheries  Advisory  Committee 
Is  to  consider  and  give  advice  and  make 
recommendations  on  the  matters  relat- 
ing to  the  commercial  fisheries  programs 
in  the  Department  of  the  Interior.  The 
Committee  shall  strive  toward  the  fur- 
therance of  coordination  in  research  pro- 
grams, and  the  promotion  of  better  re- 
lations within  the  fishing  industry  and 
the  public. 

.2  Retvonsibilities.  The  Committee 
shall  be  responsible  to  the  Secretary  of 
the  Interior  and  shall  submit  to  him  Its 
advice  and  recommendations  on  fishery 
matters  in  regard  to  the  formulation  of 
policy,  rules,  and  regulations  pertaining 
to  requests  for  assistance  and  other  mat- 
ters as  deemed  appropriate  by  the  Chair- 
man of  the  Committee  for  consideration 
by  the  Committee.  The  American  Fish- 
eries Advisory  Committee  shall: 

A.  Consider  the  problems  of  producers, 
processors,  distributors,  and  consumers: 

B.  Review  the  current  research  and 
other  programs  of  the  Bureau  of  Com- 
mercial Fisheries  and  recommend  ad- 
justments, terminations,  and  expansions, 
in  order  that  available  funds  will  be  used 
on  probleau  of  sreatest  Importance; 
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C.  Recommend  new  work  or  the  ex- 
pansion of  current  programs  tmd  advise 
with  respect  to  the  relative  priorities  to 
be  Riven  various  programs ; 

D.  Consider  future  needs  arising  from 
long-term  trends  in  world  fisheries  and 
international  use  of  hlKh-seas  resources. 
plus  the  changes  in  the  needs  of  the 
United  States  industry. 

3  Authority.  The  Secretary  of  the 
Interior  is  authorized  "  •  'to  appoint 
an  advisory  committeo  of  the  American 
fishing  industry  •  •  •"  under  the  provi- 
sions of  the  SalLonstall-Kennedy  Act  of 
jAily  1'.  1954  (68  Stat  376.  15  U.S.C. 
713C-3  ' .  as  amended.  The  Committee  is 
authorized  by  the  same  act  to  advise  the 
Secretary  of  the  Interior  in  the  formula- 
tion of  policy,  rules,  and  regulations  per- 
taining to  requests  for  assistance  from 
the  commercial  fishing  industry  and 
otiier    matters 

.4     Definitions. 

A.  Chairman.  The  Cliairman  of  the 
American  Fisheries  Advisory  Committee 
shall  be  the  Assistant  Secretary  for  Fish 
and  Wildlife,  Department  of  the  Interior. 

B.  Executive  Secretary.  The  Execu- 
tive Secretary  shall  be  a  full-time,  sal- 
aried, career  Federal  Civil  Service  em- 
ployee to  be  designated  by  Director. 
Bureau  of  Commercial  Fisheries 

C.  Industry  representative.  Industry 
representatives  shall  also  be  referred  to 
as  "Committee  members"  and  are  ap- 
pointed by  the  Secretary  of  tiie  Interior, 
under  the  authority  vested  in  him  under 
the  Saltonstall-Kennedy  Act  of  July  1. 
1954.  as  amended,  and  under  the  pro- 
visions of  Chapter  2  of  this  Part. 

chapter    2 — POLicns    and    procedures 

.1  Composition  of  committee.  The 
American  Fisheries  Advisory  Committee 
shall  consist  of  not  more  than  20  mem- 
bers and  not  less  than  12  members,  of 
which  50  percent  shall  constitute  a 
quorum  at  any  meeting  for  the  conduct 
of  Committee  business. 

.2  Qualifications  for  membership. 
Persons  appointed  to  the  American 
Fisheries  Advisory  Committee  shall  be 
individuals  actively  engaged  in  the  com- 
mercial fishing  Industry  of  the  United 
States  of  America  and,  to  the  extent 
that  It  Is  possible,  should  represent  the 
following  Industry  segments: 

A.  Commercial  fishery  producers, 
processors,  and  distributors; 

B.  Representatives  of  fishermen's  co- 
operatives, including  fishermen  actively 
engaged  In  a  commercial  fishery; 

C.  OCBclals  or  executives  of  trade  as- 
sociations and  labor  unions,  provided 
they  spend  a  principal  portion  of  their 
working  time  In  the  operation  of  a  busi- 
ness which  Is  a  constituent  unit  of  the 
commercial  fishing  Industry,  and  If  his 
position  as  a  trade  association  ofBclal 
or  executive  Is  incidental  to  that  activity. 
No  person  appointed  to  membership  on 
the  American  Fisheries  Advisory  Com- 
mittee shall  be  considered  as  represent- 
ing a  trade  association  or  labor  union. 

.3  Terms  of  ajrpointment  for  indus- 
try representatives. 

A.  Appointment  period.  The  term  of 
office  for  Committee  members  Is  3  years, 
with  approximately  one-third  of  the 
membership  of  the  Committee  changing 


each  year.  All  terms  of  office  shall  ter- 
minate on  the  30th  of  June  in  the  calen- 
dar year  designated  by  the  Secretary  of 
the  Interior  in  his  letter  of  appointment. 

B.  Reappointment  to  committee.  Up- 
on completion  of  one  3-year  term  of  of- 
fice or  portion  thereof,  a  Committee 
member  shall  be  eligible,  at  the  discre- 
tion of  the  Secretary  of  the  Interior,  for 
appointment  to  an  additional  term  of 
olTice  of  3  years.  No  Committee  member 
may  serve  more  than  6  corusecutive  years. 

C.  Vacancies  on  the  committee.  Va- 
cancies shall  be  filled  for  the  unexpired 
terms  of  Committee  members  in  accord- 
ance with  Chapter  2  2  of  this  Part. 

( 1 »  A  replacement  appointee  shall  be 
eligible,  at  the  discretion  of  the  Secre- 
tary of  the  Interior,  for  appointment  for 
one  additional  3-year  term. 

.4  Alternates.  No  Committee  mem- 
ber may  be  represented  by  an  alternate. 

.5  Allowances  for  committee  mem- 
bers. Members  shall  receive  no  compen- 
sation unle.ss  authorized  by  the  Secretary 
of  the  Interior,  subject  to  the  provisions 
of  Section  15  of  the  Act  of  August  2, 
1946  '60  Stat.  810:  5  U.S.C.  55a).  Com- 
mittee members  shall  be  reimbursed  for 
travel  expenses  to  and  from  Committee 
meetings  at  standard  government  rates. 

.6     Committee  meetings. 

A.  Number  of  meetings.  The  Ameri- 
can Fisheries  Advisory  Committee  shall 
meet  at  least  once  each  year. 

B  Place  of  meetings.  The  time  and 
place  of  all  meetings  of  the  Committee 
shall  be  determined  by  the  Chairman  of 
the  Committee. 

C.  Agenda.  The  agenda  of  meetings 
held  by  the  Committee  shall  be  Initiated 
within  the  Department  of  the  Interior 
by  the  Bureau  of  Commercial  Fisheries, 
and  shall  be  approved  by  the  Chairman 
of  the  Committee.  Upon  approval  of  the 
Chairman,  the  agenda  shall  l)ecome 
available  to  the  members  of  the  Com- 
mittee prior  to  the  meeting. 

D.  Minutes  of  meetings.  The  Execu- 
tive Secretary  shall  be  responsible  for 
preparation  of  summary  minutes  of  all 
meetings  held  by  the  Committee. 

.7  Information.  Requests  for  Infor- 
mation concerning  the  activities  and 
functions  of  the  American  Fisheries  Ad- 
visory Commitee  .should  be  addressed  to 
the  Director.  Bureau  of  Commercial 
Fisheries.  Department  of  the  Interior. 
Washington  25.  DC. 

James  K.  Carr, 

Under  Secretary  of  the  Interior. 

December  29.  1961. 

(PR.     Doc.     83  124:     Plied,     Jan.     4.     19OT; 
8:50  ajn  ] 


RALPH  W.  FACKLER 

Statement  of  Changes  in 
Financial  Interests 

■'n  accordance  with  the  requirement* 
ol  section  710(b)  (6)  of  the  Defense  Pro- 
duction Act  of  1950.  as  amended,  and 
Executive  Order  10647  of  November  M, 
1955,  the  following  changes  have  tak«i 
place  in  my  financial  interests  durixtf 
the  past  six  months: 


Friday,  January  5,  1962 

(1)  None. 

(2)  Deletion — Burlington  Industries. 

(3)  None. 
1 4)  None. 

This  statement  is  made  as  of  Decem- 
btM-  21.  1961. 

Dated:  December  21,  1961. 

Ralph  W.  Facklek.  / 

[PR      Doc.     62-125;     Filed,     Jan.     4,     1982; 
8:50  ami 

FRANK  W.   GRIFFITH 

Statement  of  Changes   in 
Financial   Interests 

In  accordance  with  the  reguiretnents 
of  section  710(b)  (6)  of  the  Defense  Pro- 
duction Act  of  1950.  as  amended,  and 
Executive  Order  10647  of  November  28, 
1955,  the  following  changes  have  taken 
place  in  my  financial  Interests  during 
the  past  six  months: 

(  1  )    No  change.  ■ 

1 2 1  Delete  General  Motors  Corp.,  delete 
Massachusetts  Investors  Trust,  delete  BosUm 
Fund,  delete  Iowa  EHectrlc  Light  and  Power 
Co ,  and  add  Oeneral  Telephone  and  Elec- 
Irunlcs  Co. 

(3)    No  change. 

(4 1    No   change.  I 

This  statement  is  made  as  of  Decem- 
ber 22.  1961. 

Dated:   December  22.  1961. 

Frank  W.  Qriffith. 

(FR      Doc.     62-126:     Filed.     Jan.    4,     1962; 
8:50  a.m.]  i 


ANDREW   PAT  JONES 

Statement  of  Changes  in 
Financial  Interests 

In  accordance  with  the  requirements 
of  section  710(b)(6)  of  the  Defense 
Production  Act  of  1950,  as  amended,  and 
Executive  Order  10647  of  November  28, 
1955.  the  following  changes  have  taken 
place  In  my  financial  interests  during 
the  past  six  months: 

( 1  (  None. 

(3)  None. 

(3)  None. 

(4)  None. 

This  statement  is  made  as  of  De- 
cember 31,  1961. 

Dated:  December  22.  1961. 

A.  P.  JOMCS. 

|PR      E>oc      63^127;     Piled.     Jan.     4,     lOSS; 
8:50  a.m.| 


CLARENCE  W.  MAYOH 

Statement  of  Changes  in 
Financial  Interests 

In  accordance  with  the  requirements 
of  section  710(b)(8)  of  the  Defense 
Production  Act  of  1950,  as  amended,  and 
Executive  Order  10647  of  November  28. 
1955.  the  following  changes  have  taken 
place  in  my  financial  interests  during 
the  past  six  months: 

(1)  None. 

(3)  None. 

(3)  None. 

(4)  None. 
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This  stat^nent  is  made  as  of  De- 
cember 18, 1961. 

Dated:  December  18, 1961. 

Clarence  W.  Mayott, 

[F.R.    Doc.     62-128:     Piled.     Jan.    4,     1962; 
8:50  a.m.] 


GORDON  S.  MEYRICK 

Statement  of  Changes  in 
Financial  Interests 

In  accordance  with  the  requirements 
of  section  710(b)  (6)  of  the  Defense 
Production  Act  of  1950,  as  amended,  and 
Executive  Order  10647  of  November  28, 
1955,  the  following  changes  have  taken 
place  in  my  financial  interests  during 
the  past  six  months: 

(1)  None. 

(2)  None. 

(3)  None. 

(4)  None. 

This  statement  is  made  as  of  Decem- 
ber 22, 1961. 

Dated:  December  22,  1961. 

G.  S.  Meyrick. 

[PJl.     Doc.    62-129;     Piled,     Jan.     4,     1962; 
8:50  ajn. I 


LILBERT  A.  MOLLMAN 

Statement  of  Changes  in 
Financial  Interests 

In  accordance  with  the  requirements 
of  section  710(b)(6)  of  the  Defense 
Production  Act  of  1950,  as  amended,  and 
Executive  Order  10647  of  November  28. 
1955,  the  following  changes  have  taken 
place  in  my  financial  interests  during 
the  past  six  months: 

(1)  None. 

(2)  None. 

(3)  None. 

(4)  None. 

This  Statement  is  made  as  of  Decem- 
ber 19.  1961. 

Dated:  December  19,  1961. 

Lu    A.    MOLLMAN. 

[Fit.     Doc.    63-130;     Piled,    Jan.     4,     1962; 
8:50  ajn.] 


RIGGS  SHEPPERD 

Statement  of  Changes  in 
Financial  Interests 

In  accordance  with  the  requirements 
of  section  710(b)  (6)  of  the  Defense  Pro- 
duction Act  of  1950.  as  amended,  and 
Executive  Order  10647  of  November  28, 
1955,  the  following  changes  have  taken 
place  in  my  flnancial  interests  during 
the  past  six  months: 

(1)  Banks:  Hondo  National  Bank.  Hondo, 
Texas;  National  Bank  of  Commerce,  San 
Antonio,  Tbxm:  American  Bank  (rf  Com- 
merce. Victoria,  Texas. 

(2)  Texas  Savings  &  Loan— San  Antonio, 
Texas. 

(3)  Stocks:  ICarlne  Capitol  Corporation, 
Fidelity  Capital  Corporation,  Aileen  Incor- 
porated. 

(4)  Oulf  American  Land. 
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This  statement  is  made  as  of  Decem- 
ber 19, 1961. 

Dated:  December  19. 1961. 

RiGGS  Sheppero. 

[F.R.    Doc.     62-131;     Piled.    Jan.     4,     1962; 
8:50  a.m.] 


STANLEY  J.  SICKEL 

Statement  of  Changes  in 
Financial  Interests 

In  accordance  with  the  requirements 
of  section  710(b)  (6)  of  the  Defense  Pro- 
duction Act  of  1950,  as  amended,  and 
Executive  Order  10647  of  November  28, 
1955,  the  following  changes  have  taken 
place  in  my  financial  interests  during 
the  past  six  months: 

(1)  None. 

(2)  None. 
(31  None. 
(4)  None. 

This  statement  is  made  as  of  Decem- 
ber 22,  1961. 

Dated :  December  22 , 1 96 1 . 

S.   J.    SiCKEL. 

[P.R.     Doc.     62-132;     FUed,     Jan.     4,     1962; 
8:50  a.m.] 
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STANLEY  C.  TOWNSENO 

Statement  of  Changes  in 
Financial  Interests 

In  accordance  with  the  requirements 
of  section  710(b)  (6)  of  the  Defense  Pro- 
duction Act  of  1950,  as  amended,  and 
Executive  Order  10647  of  November  28, 
1955,  the  following  changes  have  taken 
place  in  my  financial  interests  during 
the  past  six  months: 

(1)  Unchanged. 

(2)  Additions:  Central  Securities  Corp. 
Deletions:  Atlantic  Refining  Qo.,  Page- 
Hersey  Tubes  Ck>..  Coca  Cola  Co.,  Tennessee 
Oas  Transmission  Co..  Pennsylranla  Power 
&  Light  Co. 

(3)  Unchanged. 

(4)  Unchanged. 

This  statement  is  made  as  of  December 
20,  1961. 

Dated:  December  20,  1961. 

STANLXrC.  TOWNSMfD. 

[FJt.     Doc.     62-133;     Piled,     Jan.    4,     1962; 
8:50    a.m.] 


WILFORD  D.  WILDER 

Statement  of  Changes  in 
Financial  interests 

In  accordance  with  the  requirements 
of  section  710(b)  (6)  of  the  Defense  Pro- 
duction Act  of  1950,  as  amended,  and 
Executive  Order  10647  of  November  28, 
1955,  the  following  changes  have  taken 
place  in  my  financial  interests  during 
the  past  six  months: 

(1)  None. 

(2)  None. 

(3)  None. 

(4)  None. 
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This  statement  is  made  as  of  December 
22.  1961. 

Dated:  December  22,  1961. 

W.  D.  WrLDiR. 

[FJl.    Doc.     63-134;     PUed,    Jan.     4.     1983; 
8:50    a.m.] 

INTERSTATE  COMMERCE 
COMMISSION 

FOURTH  SECTION  APPLICATIONS 
FOR  RELIEF 

Jantjary  2,  1962. 

Protests  to  the  granting  of  an  applica- 
tion must  be  prepared  in  accordance 
with  Rule  40  of  the  general  rules  of  prac- 
tice (49  CFR  1.4f)  and  filed  within  15 
days  from  the  date  of  publication  of  this 
notice  in  the  Federal  Register. 

Long-aitd-Short  Haul 

PSA  No.  37492:  Express  rates  in  the 
United  States.  Piled  by  Railway  Express 
Agency.  Incorporated  (No.  1-61).  for 
itself.  Rates  on  commodities  moving  on 
les8-than-carIoad  express  rates  from,  to, 
and  between  points  in  the  United  States. 

Orounds  for  relief:  Short-line  distance 
formula  and  grouping. 


NOTICES 

PSA  No.  37494:  Methanol  from 
Houston.  Tex.,  to  Chicago.  III.  Piled  by 
Southwestern  Freight  Bureau,  agent 
(No.  B-6123) .  for  interested  rail  carriers. 
Rates  on  methanol  (methyl  alcohol),  In 
tank-car  loads,  from  Houston,  Tex.,  to 
Chicago,  m.,  (applicable  only  for  de- 
liveries on  railroad  tracks  serving  the 
Lake  River  Terminals  at  Crawford.  111.). 

Grounds  for  relief:  Unregulated  barge 
and  market  competition. 

Tariff:  Supplement  215  to  Southwest- 
ern Freight  Bureau  tariff  ICC  4064. 

FSA  No.  37495:  Ethylene  glycol  from 
Louisiana  and  Texas  points.  Piled  by 
Southwestern  Freight  Bureau,  agent  (No. 
B-8124),  for  Interested  rail  carriers. 
Rates  on  ethylene  glycol.  In  tank-car 
loads,  from  Chaison,  Houston.  Orange 
and  Port  Arthur,  Tex..  Lake  Charles  and 
West  Lake  Charles.  La.,  to  Clinton,  Iowa. 

Grounds  for  reUef:  Market  competi- 
tion. 

Tariff:  Supplement  215  to  Southwest- 
ern Freight  Bureau  tariff  I  C  C  4064. 

FSA  No.  37497:  Scrap  iron  or  steel 
from  Cincinnati.  Ohio  to  Butler,  Pa. 
Piled  by  Traffic  Elxecutive  Association- 
Eastern  Railroads,  agent  (ER  No.  2596), 
for  the  Pennsylvania  Railroad  Company. 
Rates  on  scrap  iron  or  steel  (not  copper 
clad),  in  carloads,  from  Cincinnati, 
Ohio  to  Butler,  Pa. 

Grounds  for  relief:  Market  competi- 
tion. 


Friday,  January  5,  1962 
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Tariff:  Supplement  39  to  Traffic  Ex- 
ecutive Association-EIastem  Railroads 
tariff  ICC.  4807  (Hinsch  series). 

ACGREGATE-Or-lNTCRMEDLATES 

FSA  No.  37493:  Express  rates  in  the 
United  States.  Filed  by  Railway  Express 
Agency,  Incorporated  (No.  2-61).  for 
itself.  Rates  on  commodities  moving  on 
less-than-carload  express  rates  from,  to, 
and  between  points  in  the  United  States. 

Grounds  for  relief:  Maintenance  of 
single-factor  through  rates  which  exceed 
the  aggregates  of  the  intermediate  rates. 

FSA  No.  37496:  Ethylene  glycol  from 
Louisiana  and  Texas  points.  Piled  by 
Southwestern  Freight  Bureau,  agent 
(No  B-8125) .  for  interested  rail  carriers. 
Rates  on  ethylene  glycol,  in  tank-car 
loads,  from  Chaison,  Houston.  Orange 
and  Port  Arthur.  Tex.,  Lake  Charles  and 
West  Lake  Charles,  La.,  to  Clinton,  Iowa. 

Grounds  for  relief:  Maintenance  of 
depressed  rates  not  applicable  in  con- 
structing combination  rates  from  or  to 
points  beyond  the  named  points. 

Tariff:  Supplement  215  to  Southwest- 
ern Freight  Bureau  tariff  ICC.  4064. 

By  the  Commission. 


[seal] 


Harold  D.  McCoy. 
Secretary. 


[FR.     Doc.     «a-143;      Piled,     Jan.     4.     1962; 
8  61    am  I 


CUMULATIVE  CODIFICATION  GUIDB— JANUARY 


The  following  num«ricat  guldo  is  o  list  of  the  parts  of  each  title  of  the  Code  of 
Federal  Regulotions  offoclod  by  documents  published  to  date  during  January. 


3  CFR  P«»«» 

Proclamations 

3443__ ___ 31 

Executive  Orders: 

May  28.  1868  (revoked  in  part 

by  PLO  2574) g 

10025 32 

10982 3 

10983 32 

5  CFR  '• 

6 38,96 

25 5 

6  CFR  i 

421 1.._        96 

446 6 

519 6 

7  CFR  I 

52 38,74 

722 6 

728 41.76 

850 43 

905 85 

906 7,86 

912 87.92 


914_ 

927 

944 

1015 

Proposed  Rules: 

911 

950 

959 

983 

1047 

1049 


8 
92 

8 
93 

11 
111 
108 
121 
121 
122 


8  CR  P*8« 

3- 96 

9  CFR 
Proposbo  Rulks: 

89 10 

12  CFR 

545 45 

14  CFR 

40 97 

41 97 

42 97 

507__ 98 

600 98 

601 98 

602 99 

608 6 

Proposed  Rules: 

608 17 

610 14 

15  CFR 

202 99 

16  CFR 

13 8.  99.  100 

19  CFR 

8 101 

21  cm 

120 101 

121 __ 45-47 

Proposkd  Rulis: 

121 _ 14,  54 

24  CFR 

203 101 

234 102 


25  CFR 
Proposed  Rulkss 

221 

26  CFR 


Page 
107 


Proposed  Rules: 
1 


29  CFR 

4 


33 

48,  50, 106 


43  CFR 

Proposed  Rules: 
161 

Public  Land  Orders: 

2354 

2571 

2572 

2573 

2574 

2575 

2576 

2577 

2578 

45  CR 

145 


47  CFR 
io___^ 

Proposed  Rules: 

7 

8 

14 


CFR 


50 

12 

Proposed  Rules: 
274 


102 


10 

103 

9 

9 

9 

9 

103 

103 

103 

103 

47 

103 

17 
17 
17 

104 
107 


I 


,>?^  I SCHIPTA I  ^ 


FEDERAL 


<a. 


Pagres  143-189 


VOLUME  27 


V$^       1934    ^^ 


-REGISTER 


Tiic  o  ir.TRsrrv; 


Wosfiingfon,  Saturday,  January  6,  7962 


NUMBER  4       iV'-ii,CH,GAH 

JAN  iO  wir-t 


,■.|.^^^/rt.,.^ 


Agricultural  Marketing  Service 

Rules  and  Regulations: 

Handling  limitations;  fruit  grown 
in  California  and  Arizona: 
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Title  7— AGRICULTURE 

Chapter  VII — Agricultural  Stabiliza- 
tion and  Conservation  Service  (Agri- 
cultural Acijustment)  Department  of 
Agriculture 

SUBCHAPTER   B — FARM  MARKETING  QUOTAS 
AND   ACREAGE   ALLOTMENTS 

PART  730— RICE 
Subpart — 1962-63  Marketing  Year 

Proclamations  and  Determinations 
With  Respect  to  Markztino  Quotas 
a;d  National  Acreage  Allotment  for 
1962  Crop,  and  Apportionment  of  1962 
National  Acreage  Allotment  Among 
the  Several  States 

Sec  I 

730  1301     Basis  and  purjXDse. 

730  1302     Marketing  quotas  on  1962  crop  rice. 

730  1303     National  acreage  allotment  of  lica 

for  1962. 
730  1304     Apportionment    of    1D62    national 

acreage  allotment  of  rice  among 

the  several  States. 

AuTHORrry:  |$  730.1301  to  730.1304  issued 
under  sees.  301.  352.  353,  354.  375.  52  Stat.  38, 
60,  61,  66,  aa  amended;  7  U.S.C.  1301.  1352, 
1353,  1354.  1375. 

§7.10.1301      Ua^is   and   purpf>se. 

(a)(1)  Section  730.1302  is  issued 
under  and  in  accordance  with  sections 
301  and  354  of  the  Agricultural  Adjust- 
ment Act  of  1938,  as  amended,  to  pro- 
claim the  total  supply  and  normal  supply 
of  rice  for  the  marketing  year  begixming 
Au;ust  1.  1961,  and  to  proclaim  that 
marketing  quotas  will  be  applicable  to 
the  1962  crop  of  rice.  Section  730.1303  is 
issued  under  and  in  accordance  with  sec- 
tions 352  and  353  of  the  Agricultural 
Adjustment  Act  of  1938,  as  amended,  to 
proclaim  the  national  acreage  allotment 
of  rice  for  the  calendar  year  1962,  Sec- 
tion 353(c)  (6)  of  the  act.  as  amended  by 
section  301  of  PublitLaw  85-835,  72  Stat. 
994.  provides  that  the  national  acreage 
allotment  of  rice  for  1962  shall  be  not 
less  than  the  total  acreage  allotted  in 
1956. 

(2>  Section  730.1304  is  issued  under 
and  in  accordance  with  section  353  of 
the  Agricultural  Adjustment  Act  of  1938, 
as  amended,  to  apportion  among  the 
several  States  the  national  acreage  allot- 
ment of  rice  for  1962  as  proclaimed  in 
§  730  1303  hereof.  Section  353  of  the'act 
provides  that  the  national  acreage  allot- 
ment of  rice  for  1962,  less  a  reserve  of  not 
to  exceed  one  per  centum  for  apportion- 
ment to  farms  receiving  inadequate  allot- 
ments, shall  be  apportioned  among  the 
States  in  the  same  proportion  that  they 
shared  in  the  total  acreage  allotted  in 
1956. 

(3)  Section  353(b)  of  the  act,  as 
amended  by  Public  Law  85-443,  author- 
izes the  Secretary  of  Agriculture  under 
certain  circumstances  to  divide  any 
State  into  two  administratiTe  areas  to 
be  designated  "producer  administrative 


area"  and  "farm  administrative  area", 
and  provides  that  if  any  State  is  so 
divided  into  administrative  areas  the 
term  "State  acreage  allotment"  for  the 
purposes  of  section  353  of  the  Agricul- 
tural Adjustment  Act  of  1938,  as  amend- 
ed, shall  be  deemed  to  mean  that  part 
of  the  State  acreage  allotment  appor- 
tioned to  each  administrative  area.  For 
each  of  the  1959-60, 1960-61,  and  1961-62 
marketing  years,  the  State  of  Louisiana 
was  divided  into  a  "farm  administrative 
area"  and  a  "producer  administrative 
area"  pursuant  to  section  353(b)  of  the 
act.  Notice  was  given  (26  F.R.  8982) 
pursuant  to  the  Administrative  Proce- 
dure Act  that  for  the  1962-63  marketing 
year  it  was  expected  that  farm  acreage 
allotments  in  the  entire  State  of  Lou- 
isiana would  be  determined  on  a  "pro- 
ducer" basis,  which  would  have  the  effect 
of  discontinuing  the  division  of  the  State 
into  administrative  areas  for  such  year; 
however  it  was  stated  that  a  public  hear- 
ing would  be  held  in  Crowley,  Louisiana, 
on  October  3. 1961,  in  order  to  give  inter- 
ested producers  the  opportunity  to  ex- 
press their  views  as  to  such  change. 
After  consideration  of  the  oral  data, 
views,  and  recommendations  expressed 
at  that  meeting,  as  well  as  of  written 
data,  views,  and  recommendations  sub- 
mitted at  that  hearing  and  by  mail 
pursuant  to  the  Federal  Register  notice, 
and  in  view  of  the  adverse  effect  which 
the  discontinuance  of  the  "farm  admin- 
istrative area"  in  the  State  of  Louisiana 
would  possibly  have  on  the  production 
and  processing  of  rice  in  such  area,  it 
has  been  determined,  uipon  recommenda- 
tion of  the  Louisiana  State  Committee. 
that  the  State  of  Louisiana  shall  for  the 
1962-63  marketing  year  be  divided  into 
a  "farm  administrative  area"  and  a 
"producer  administrative  area",  each 
such  area  to  comprise  the  same  parishes 
as  were  applicable  to  it  for  the  1959-60, 
1960-61,  and  1961-62  marketing  years. 

(4)  Section  353(c)  (1)  of  the  act,  as 
amended  by  Public  Law  8S-443,  provides 
that  if  any  State  is  divided  into  adminis- 
trative areas  the  allotment  for  each  area 
shall  be  determined  by  apportioning  the 
State  acreage  allotment  among  counties 
as  provided  in  section  353(c)  of  the  Agri- 
cultural Adjustment  Act  of  1938,  as 
amended,  and  totaling  the  allotments  for 
the  counties  in  such  area.  The  acreage 
allotments  for  the  "farm  administrative 
area"  and  "producer  administrative 
area"  in  the  State  of  Louisiana  which 
are  set  out  in  §  730.1304  were  determined 
by  aiHMrtioning  the  State  acreage  allot- 
ment for  Louisiana  among  the  counties 
in  the  State  in  the  same  proportion  which 
each  such  county  shared  in  the  total 
acreage  allotted  in  the  State  in  1956,  as 
provided  in  section  353(c)  (1)  of  the  Ag- 
ricultural Adjustment  Act  of  1938,  and 
totaling  the  allotments  for  the  counties 
in  each  such  area. 

(b)  The  findings  and  determinations 
made  in  IS  730.1302.  730.1303.  and  730- 
1304  have  been  made  on  the  basis  of  the 


latest  available  statistics  of  the  Federal 
Government.  The  findings  in  §  730.1302 
show  that  marketing  quotas  are  required 
for  the  1962  crop  of  rice.  The  determina- 
tions made  in  §  730.1303  indicate  the 
amount  of  the  1962  national  acreage 
allotment  of  rice. 

(c)  Prior  to  taking  action  herein,  pub- 
lic notice  (26  F.R.  8675)  was  given  in 
accordance  with  the  Administrative  Pro- 
cedure Act  (5  U.S.C.  1003) ,  that  the  Sec- 
retary was  preparing  to  determine 
whether  marketing  quotas  are  required 
for  the  1962  crop  of  rice,  to  determine 
and  proclaim  the  national  acreage  allot- 
ment of  rice  for  1962,  and  to  apportion 
among  the  States  the  1962  national  acre- 
age allotment  of  rice.  The  data,  views, 
or  recommendations  pertaining  thereto 
which  were  submitted  pursuant  to  such 
notice  have  been  duly  considered  within 
the  limits  permitted  by  the  Agricultural 
Adjustment  Act  of  1938,  as  amended. 

(d)  The  Agricultural  Adjustment  Act 
of  1938,  as  amended,  requires  that  the 
proclamation  with  respect  to  marketing 
quotas  for  the  1962  crop  of  rice  be  issued 
not  later  than  December  31,  1961;  that 
the  referendum  to  determine  whether 
farmers  are  in  favor  of  or  opposed  to 
such  quotas  be  held  within  30  days  after 
the  issuance  of  the  proclamation;  and 
that  insofar  as  practicable  operators  of 
farms  be  notified  of  their  farm  rice  acre- 
age allotments  prior  to  the  holding  of 
the  referendum.  Therefore,  it  is  neces- 
sary to  waive  the  30-day  effective  date 
provision  of  section  4  of  the  Administra- 
tive Procedure  Act  and  such  provision  is 
hereby  waived.  Accordingly,  the  regula- 
tions in  §§  730.1301  to  730.1304,  inclusive, 
shall  become  effective  upon  the  date  of 
their  publication  in  the  Federal 
Register. 

§  730.1302      Marketing   quotas    on    1962 
crop   of  rice. 

The  total  supply  of  rice  in  the  United 
States  for  the  marketing  year  beginning 
August  1,  1961.  is  determined  to  be  64.- 
038  thousand  hundredweight  (rough 
basis).  The  normal  supply  of  rice  for 
such  marketing  year  is  determined  to  be 
62,700  thousand  hundredweight.  Since 
the  total  supply  of  rice  for  the  1961-62 
marketing  year  exceeds  the  normal  sup- 
ply for  such  marketing  year,  marketing 
quotas  shall  be  in  effect  on  the  1962  crop 
of  rice. 

§  730.1303      National    acreage    allotment 
of  rice   for   1962. 

The  normal  supply  of  rice  for  the 
marketing  year  commencing  August  1. 
1962,  is  determined  to  be  65.711  thousand 
hundredweight  (rough  basis).  The 
carry-over  of  rice  on  August  1,  1962,  is 
determined  to  be  6.540  thousand  him- 
dredweight.  Therefore,  the  production 
of  rice  needed  in  1962  to  make  available 
a  total  supply  of  rice  for  the  1962-63 
marketing  year  equal  to  the  normal 
supply  for  such  marketing  year  is  59,171 
thousand  hundredweight.  The  national 
average  jrield  of  rice  for  the  five  calendar 
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years.  1957  through  1961  is  determined  to 
be  3.255  pounds  per  planted  acre.  The 
national  acreage  allotment  of  rice  for 
1962  computed  on  the  basis  of  the  pro- 
duction of  rice  needed  in  1962  and  the 
national  average  yield  per  planted  acre 
of  rice  for  the  five  calendar  years.  1957 
through  1961.  is  1,817,856  acres.  Since 
this  amount  Is  more  than  the  total  acre- 
age allotted  In  1956.  which  is  the  mini- 
mum for  1962  provided  by  law.  the  na- 
tional acreage  allotment  of  rice  for  the 
calendar  year  1962  shall  be  1.817.856 
acres. 

§  730.1304  Apportionment  of  1962  na- 
tional acreage  allotment  of  rice 
among   the   several   Staler. 

The  national  acreage  allotment  pro- 
claimed in  9  730.1303,  less  a  reserve  of 
300  acres,  is  hereby  apportioned  among 
the  several  rice-producing  States  as 
follows: 

state  Arre^ 

Arizona   -.- - 252 

Arkanaaa    -.-  438.920 

California     329.748 

Florida    -..  1.052 

Illinois     22 

Louisiana : 

Producer     administrative 

area    18.646 

P  a  r  m         administrative 

area 503.871 

State     total.. 522.517 

Mississippi 51.343 

Missouri 5.244 

North  Carolina   42 

Oklahoma 164 

South    Carolina    3,  131 

Tennessee 569 

Texas    464.552 

Effective  upon  date  of  publication  in 
the  P*EDERAL  Register. 

Signed  at  Washington.  D.C  ,  on  De- 
cember 27,  1961. 

Orville  L.  Freeman. 

Secretary. 

[PR     Doc     61-12429:    Piled.    Dec     28.    1961: 
3:55  p.m  I 
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General 
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The  regulations  in  thus  subpart  provide 
terms  and  conditions  for  the  1962  Feed 
Gram  Program,  a  special  asricultural 
conservation  program  for  1962  under 
which  conservation  payment.s  are  made 
to  producers  who  divert  acri>at,'e  from  the 
production  of  corn  and  cram  sorghums, 
and  barley,  respectively,  to  an  approved 
conservation  u.se  and  morrase  their 
average  acreage  of  cropland  devoted  in 
1959  and  1960  to  designated  .soil  con- 
serving crop.s  or  practices  by  an  equal 
amount.  Producers  may  elect  in  lieu  of 
such  payment  to  devote  the  diverted 
acreage  to  castor  beans,  guar,  safflower. 
sunflower  or  sesame.  Supplement  2  to 
these  regulations  provides  for  payments 
to  be  made  by  the  delivery  or  construc- 
tive delivery  of  negotiable  certificates 
which  Commodity  Credit  Corporation 
<CCC>  shall  redeem  in  feed  grains  and 
for  cash  advances  to  be  made  to  pro- 
ducers who  wish  CCCs  assistance  in  the 
marketing  of  certificates  earned  by  them. 
The  1962  Feed  Grain  Program  provided 
in  thLs  subpart  is  referred  to  herein  as 
the  "program."  Participation  in  the 
program  to  the  extent  provided  in  1962 
CCC  grain  price  support  regulations  is 
required  as  a  condition  of  eligibility  for 
price  support  on  corn,  gram  .sorghums, 
barley,  oats  and  rye. 


REQinaEMENTS  roR  Participation  IN  Program      §773.102       Uefinition.x. 


775.106     Requirements  of  eligibility. 

775.106  Approved  conservation  uses. 

775.107  Designation    and    use    of    diverted 

acrefige. 
775  108     Noncropland  used  for  crops  in  1962. 
775  109     Use  of  normal  conserving  acreage  In 

1962. 
775  110     Knowingly     exceeding     farm     feed 

grain  base. 
775  111     Producers  of  malting  barley. 

775.112  Maximum  permitted  acreage. 

Notice  or  Pxeo  Grain  Base.  Payment  Rates, 
and  Yizij>s — Appeals 

775.113  Farm  feed  grain  base. 

775.114  Payment   rates,   productivity   Index 

and   county    average    yields. 

775.115  Maximum  diversion  acreage. 


As  used  in  the  regulations  in  this  sub- 
part and  in  all  instructions,  forms  and 
documents  in  connection  therewith,  the 
words  and  phrases  defined  in  this  section 
shall  have  the  meaning  assigned  to  them 
herein  unless  the  context  or  subject 
matter  otherwise  requires. 

fat  The  following  words  or  phrases 
are  defined  in  Part  719  of  this  chapter. 
Reconstitution  of  Farms.  Farm  Allot- 
ments, and  Farm  History  and  Soil  Bank 
Base  Acreages  (23  P.R.  6731).  as 
amended,  and  shall  have  the  meaning 
assigned  to  them  by  such  regulations: 
"combination,"  "county."  "county  com- 
mittee." "county  offlce,"  "county  office 


manager."  "cropland."  "Department." 
"Deputy  Administrator."  "division." 
"farm<s) ."  "farm  serial  number."  "field." 
"operator."  "person."  "reconstitution." 
"Secretary."  "soil  bank  contract."  "State 
committee"  and    subdivision." 

(bi    "Barley  acreage  '  means: 

( 1  >  For  1959  and  1960 — any  acreage 
planted  to  barley  for  harvest  in  1959  and 
1960  as  grain  and  any  acreage  of  barley 
used  as  silage.  It  does  not  include  bar- 
ley used  for  hay,  pasture,  green  manure 
or  as  a  protective  conservation  cover,  ex- 
cept where  the  county  committee  deter- 
mines that  such  acreage  was  seeded  for 
harvest  as  grain,  but  due  to  abnormal 
conditions  over  which  the  producer  had 
no  control,  harvesting  was  not  carried 
out. 

i2»  For  1962 — any  acreage  as  defined 
in  subparagraph  il>  of  this  paragraph 
which  was  planted  for  harvest  in  1962 
but  excluding  ii»  any  acreage  of  barley 
planted  on  a  farm  as  an  approved  con- 
servation use  in  accordance  with 
5  775  106  and  <ii»  any  acreage  of  barley 
which  is  planted  on  the  farm  in  excess 
of  the  permitted  acreage  and  which  is 
destroyed  by  the  producer  or  from  some 
cause  beyond  his  control  not  later  than 
the  applicable  date  for  the  disposal  of 
excess  acreage.  Such  date  is  the  same 
as  the  applicable  disjwsal  date  for  wheat 
specified  in  the  wheat  marketing  quota 
regulations  '26  F.R.  4716>,  as  amended, 
or  if  no  date  is  specified,  such  date  shall 
be  as  established  by  the  State  committee. 

« 3  •  An  acreage  devoted  to  a  mixture 
of  barley  and  other  grains  is  considered 
barley  acreage  for  the  purpose  of  this 
subpart,  provided  the  barley  meets  the 
requirements  of  this  paragraph  (b) .  and 
the  county  committee  determines  that 
50  percent  or  more  of  the  crop  is  barley, 
except  that  an  acreage  devoted  to  a  mix- 
ture of  barley  and  wheat  shall  not  be 
considered  as  barley  acreage  if  the  crop 
is  considered  as  wheat  under  the  wheat 
marketing  quota  program. 

<c>   "Corn  acreage"  means: 

<  1 1  For  1959  and  1960 — any  acreage 
planted  to  field  corn  for  harvest  in  1959 
and  1960,  and  any  acreage  of  sweet  corn 
harvested  in  1959  and  1960  primarily  for 
silage.  It  does  not  include  close  sown 
com  used  for  pasture  or  green  manure, 
sweet  corn  harvested  primarily  for  mar- 
ket even  though  the  forage  is  used  for 
silage,  popcorn,  irrespective  of  use.  and 
corn  on  a  wildlife  farm  <  consisting  solely 
of  Federal  or  State-owned  land)  not 
harvested  but  left  on  the  land  for  wild- 
life feed. 

i2i  For  1962 — any  acreage  as  defined 
in  subparagraph  i 1 >  of  this  paragraph 
planted  for  harvest  in  1962,  but  exclud- 
ing (i)  any  acreage  of  corn  planted  on 
a  farm  as  a  conservation  use  in  accord- 
ance with  the  provisions  of  §  775.106. 
and  <ii)  any  acreage  of  com  which  is 
planted  on  the  farm  in  excess  of  the 
permitted  acreage  and  which  is  destroyed 
by  the  producer  or  by  some  cause  be- 
yond his  control  not  later  than  the  ap- 
plicable date  for  the  disposal  of  excess 
acreage  as  provided  in  Part  718  of  this 
chapter.  Determination  of  Acreage  and 
Performance  (22  PR.  3747).  and  any 
amendments  thereto. 


Saturday,  January  6,  1962 

(d)  "Grain  sorghum  acreage"  means: 
(1)  For  1959  and  1960 — any  acreage 
planted  to  grain  sorghums  of  a  feed 
grain  or  dual  purpose  variety  that  was 
planted  for  harvest  in  1959  and  1960  as 
grain,  silage  or  fodder,  and  any  acreage 
of  sweet  sorghums  harvested  in  1959 
and  1960  for  silage.  It  does  not  Include 
sweet  sorghums  harvested  for  other  than 
silage  and  grain  sorghums  on  a  wildlife 
farm  consisting  solely  of  Federal  or 
State-owned  land  not  harvested  but  left 
on  the  land  for  wildlife  feed. 

(2»  For  1962 — any  acreage  as  defined 
in  subparagraph  (1)  of  this  paragraph 
planted  for  harvest  in  1962.  but  exclud- 
ing (i)  any  acreage  of  grain  sorghums 
planted  on  a  farm  as  an  approved  con- 
servation use  in  accordance  with  the 
provisions  of  §  775.106,  and  (ii)  any 
acreage  of  grain  sorghums  planted  on 
the  farm  which  is  in  excess  of  the  per- 
mitted acreage  and  which  is  destroyed 
by  the  producer  or  from  some  cause  be- 
yond his  control  not  later  than  the  ap- 
plicable date  for  the  disF>osal  of  excess 
acreage  as  provided  in  Part  718  of  this 
chapter.  Determination  of  Acreage  and 
Performance  (22  F.R.  3747).  and  any 
amendments  thereto. 

<e)  "Conservation  Reserve  Program" 
means  the  program  formulated  under 
regulations  issued  pursuant  to  the  Soil 
Bank  Act.  6  CFR  Part  485,  recodified  in 
Part  750  of  this  chapter. 

(f»  "Intended  diverted  acreage" 
means  the  number  of  acres  that  the 
operator  (or  owner)  of  a  farm  intends 
to  divert  in  1962  from  the  production 
of  corn  and  grain  sorghums,  or  barley, 
as  indicated  on  Form  477. 

(g »  "Minimum  diversion  acres"  means 
the  minimum  number  of  acres  which 
must  be  diverted  in  1962  from  the  pro- 
duction of  corn  and  grain  sorghums,  or 
barley,  as  the  case  may  be,  by  producers 
on  a  farm  in  order  to  be  eligible  to 
participate  in  the  program. 

ih)  "1962  Wheat  Stabilization  Pro- 
gram" means  the  program  formulated 
under  section  124  of  the  Agricultural  Act 
of  1961  under  which  producers  divert 
acreage  from  the  production  of  wheat 
(i»  "Producer"  means  a  person  who 
produces  corn,  grain  sorghums,  barley, 
oats  or  rye  in  1962  as  landowner,  land- 
lord, tenant  or  sharecropper. 

(j)  "Representative  of  the  county 
committee '  means  a  member  of  the 
(»unty  committee  or  any  employee  of 
the  county  committee. 

( k )  "Representative  of  the  State  com- 
mittee" means  a  member  of  the  State 
committee  or  any  employee  of  the  State 
committee. 

§  775.103      Geographical   applicability. 

The  program  is  applicable  throughout 
the  United  States  wherever  a  person 
complies  with  the  pertinent  provisions 
of  these  regulations,  except  in  such 
areas  as  may  be  designated  by  the  Ad- 
ministrator, Agricultural  Stabilization 
and  Conservation  Service  (ASCS). 

§  775.104      Administration. 

(a)  The  program,  other  than  that 
portion  thereof  relating  to  redemption  of 
certificates,  will  be  administered  under 
the  general  supervision  of  the  Admlnis- 
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trator,  ASCS,  and  in  the  field  will  be 
carried  out  by  Agricultural  Stabiliza- 
tion and  Conservation  State  Conunittees 
and  Agricultural  Stabilization  and  Con- 
servation county  committees  (herein 
called  State  and  county  committees). 
Peed  grain  bases,  yields,  payment  rates 
and  productivity  indexes  will  be  estab- 
lished by  the  county  committee  and  will 
be  approved  by  a  representative  of  the 
State  committee  before  notices  are 
mailed  to  producers.  Applications  for 
advance  and  final  payments  will  be  ap- 
proved by  the  county  committee  or  ar> 
authorized  representative  thereof. 

(b)  mat  portion  of  the  program  re- 
lating to  redonption  of  certificates  will 
be  administered  by  ASCS,  under  the  gen- 
eral direction  and  supervision  of  the 
Executive  Vice  President.  CCC.  and  in 
the  field  will  be  carried  out  by  State  and 
county  committees  and  ASCS  commodity 
offices. 

(c)  State  and  county  conunittees, 
ASCS  commodity  offices,  and  representa- 
tives and  employees  thereof,  do  not  have 
authority  to  modify  or  waive  any  of 
the  provisions  of  this  subpart  or  any 
amendments  or  supplements  to  this  sub- 
part 

Rbquxrkmknts  for  Participation  in 
Program 

§  775.105     Requirements  of  eligibility. 

(a)  Oeneral.  A  person  is  eligible  to 
participate  in  the  corn  and  grain  sor- 
ghum program  and  in  the  barley  program 
if  he  Is  a  producer  on  a  farm  which 
meets  the  applicable  requirements  of  par- 
agraph (b)  of  this  section  and  if  he 
fulfills  the  applicable  requirements  of 
paragraph  (c)  of  this  section. 

(b)  Farm  requirements.  (1)  A  1962 
Peed  Grain  Pn^ram— Intention  To  Par- 
ticipate and  Application  for  Advance 
Payment.  Form  ASCS-477  (herein  re- 
ferred to-as  Py>rm  477)  must  be  filed  for 
the  farm  by  the  operator  or  the  owner 
in  accordance  with  S  775.118. 

(2)  Subject  to  the  requirements  of 
S  775.121,  in  the  case  of  a  producer  who 
participates  in  the  com  and  grain  sor- 
ghum program,  an  acreage  equivalent  to 
at  least  20  percent  of  the  com  and  grain 
sorghitm  feed  grain  base  established  for 
the  farm  must  be  diverted  from  the  pro- 
duction of  com  and  grain  sorghums  in 
1962,  and  in  the  case  of  a  producer  who 
participates  In  the  barley  program,  an 
acreage  equivalent  to  at  least  20  percent 
of  the  barley  feed  grata  base  estabUshed 
for  the  farm  must  be  diverted  from  the 
production  of  barley  in  1962.  Notwith- 
standing the  foregoing,  with  respect  to 
any  farm  under  a  conservation  reserve 
contract,  if  the  total  permitted  acreage 
of  soil  bank  base  crops  mtaus  (i)  the 
acreage  diverted  under  the  1962  Wheat 
Stabilization  Program  and  (ii)  the  acre- 
age diverted  under  the  barley  program 
ta  the  case  of  the  oom-grata  sorghum 
program,  or  the  acreage  diverted  under 
the  corn-grain  sorghum  program  in  the 
case  of  the  barley  program,  is  less  than 
the  minimum  acreage  otherwise  required 
for  participation  ta  the  com-grata  sor- 
ghum or  barley  program,  as  applicable, 
participation  to  the  extent  of  such  acre- 
age shall  satisfy  the  minimum  acreage 
requlronents. 
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(3)  An  acreage  equivalent  in  area  to 
the  acreage  diverted  ta  1962  from  the 
production  of  com  and  gram  sorghums, 
and  barley,  respectively,  must  be  devoted 
in.  1962  to  one  or  more  of  the  approved 
conservation  uses  specified  ta  5  775.106 
and  must  comply  with  the  requirements 
of  §  775.107. 

(4)  In  addition  to  the  acreage  referred 
to  m  subparagraph   (3)    of  this  para- 
graph and  the  acreage  diverted  under 
the  1962  Wheat  Stabilization  Program, 
an  acreage  equal  to  the  normal  conserv- 
ing acreage  for  the  farm  must  be  devoted 
to  an  approved  conservation  use  on  the 
farm  in  1962.    Land  devoted  to  both  a 
depleting  and  conserving  use  m  the  same 
year  shall  not  be  considered  as  devoted 
to  an  approved  conservation  use  for  this 
purpose.    The  normal  conserving  acre- 
age for  a  farm  is  the  average  of  the  crop- 
land acreage  devoted  in  1959  and  1960  to 
the  approved  conservation  uses  specified 
in  §  775.106  as  adjusted  by  the  county 
committee  for  abnormal  weather  condi- 
tions-or  other  factors  affecting  produc- 
tion, established  crop-rotation  practices 
on  the  farm,  changes  in  the  constitution 
oi'  the  farm,  or  participation  m  other 
Federal  farm  programs.    Notwithstand- 
tag  the  foregoing,  in  counties  designated 
by  the  State  committee,  the  normal  con- 
serving acreage  required  to  be  devoted 
to  an  approved  conservation  use  may  be 
adjusted  downward  by  the  county  com- 
mittee upon  request  of  the  producer  to 
the  extent  that  the  conservmg  use  on 
such   acreage  is  destroyed   in   1962  by 
fiood,  drought,  tasects,  or  other  natural 
causes. 

(5)  In  case  of  a  producer  participating 
ta  the  com  and  gram  sorghum  program, 
other  than  a  producer  of  maltmg  barley 
as  described  in  §  775.111,  the  acreage 
of  barley  on  the  farm  for  1962  m  which 
he  has  an  mterest  as  producer  must  not 
exceed  the  barley  feed  grain  base  es- 
tablished for  the  farm,  unless  it  is  de- 
termined as  provided  in  §  775.110.  that 
the  barley  feed  grain  base  was  not  know- 
ingly exceeded.  In  the  case  of  a  pro- 
ducer participating  m  the  barley  pro- 
gram, the  acreage  of  corn  and  grain 
sorghums  on  the  farm  for  1962  ta  which 
he  has  an  interest  as  producer  must  not 
exceed  the  com  and  grain  sorghum  feed 
grata  base  established  for  the  farm,  im- 
less  it  is  determined  as  provided  ta 
S  775.110  that  the  corn  and  grata  sor- 
ghum feed  grata  base  was  not  knowtagly 
exceeded. 

(6)  A  farm  on  which  a  conservation 
reserve  contract  has  been  cancelled  stace 
January  1,  1960.  because  of  a  scheme  or 
device  to  exceed  the  $5,000  payment  limi- 
tation under  the  Conservation  Reserve 
Program  shall  not  be  eligible  for  partici- 
pation :  Provided,  That  in  any  case  where 
the  Deputy  Administrator  determtaes 
that  participation  in  the  program  would 
not  be  against  the  public  interest,  ac- 
ceptance of  such  farm  may  be  authorized. 

(7)  Land  owned  by  the  Federal  gov- 
ernment which  has  been  leased  subject 
to  restrictions  prohibiting  the  produc- 
tion of  the  applicable  feed  grata  com- 
modity or  commodities  or  requiring  the 
use  of  land  for  other  purposes,  or  pro- 
hibiting the  receipt  of  Federal  payments 
for  diversion  of  such  acreage,  will  not 
be  eligible  for  participation  ta  com  and 
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^raln  sorghum  or  barley  program,  as 
■applicable.  In  addition.  Isuid  owned  by 
the  Federal  government  being  occupied 
without  a  lease,  permit,  or  other  right 
of  possession,  shall  not  be  eligible  for 
participation  in  the  program. 

( c )  Producer  requirements.  <  1  >  In 
the  case  of  a  producer  who  participates 
in  the  corn  and  grain  sorghum  program, 
the  producer  must  be  a  person  who 
would  have  had  an  interest  as  producer 
in  1962-crop  corn  and  grain  sorghums 
had  such  crops  been  produced  on  the 
diverted  acreage  referred  to  in  paragraph 
(b>  of  this  section,  and  in  the  case  of 
a  producer  who  participates  in  the  bar- 
ley program,  the  producer  must  be  a 
person  who  would  have  had  an  interest 
as  producer  in  1962-crop  barley  had  such 
crop  been  produced  on  the  diverted 
acreage  referred  to  in  paragraph  ib)  of 
this  section. 

<  2  •  Each  other  farm  in  which  the  pro- 
ducer shares  in  the  production  of  corn 
and  grain  sorghums  and  in  the  produc- 
tion of  barley  in  1962  must  be  in  com- 
pliance with  the  provisions  of  this  pro- 
gram: or  the  corn  and  grain  sorghum 
feed  grain  base  and  the  barley  feed  grain 
base  for  each  such  farm  (if  established, 
otherwise  the  average  acreage  of  corn 
and  grain  sorghums,  and  of  barley,  for 
1959-1960)  must  not  have  Been  exceeded 
This  requirement  as  to  barley  does  not 
apply  to  a  producer  of  malting  barley  as 
defined  in  §  775.111.  For  the  purpose  of 
this  subparagraph  (2».  a  producer  shall 
not  be  considered  as  violating  the  fore- 
going requirement  as  to  a  farm  other 
than  the  one  with  respect  to  which  an 
application  for  payment  is  made  if  the 
producer  satisfies  the  county  committee 
that  he  did  not  have  control  of  the  man- 
agement of  the  operations  of  such  farm, 
that  he  has  made  a  reasonable  effort 
to  encourage  compliance  with  the  re- 
quirements of  this  paragraph,  and  that 
it  was  through  no  fault  of  his  own  that 
such  farm  was  not  in  compliance. 

(3>  A  minor  who  otherwise  meets  the 
requirements  of  this  program  will  be  eli- 
gible for  payment  only  if  he  also  meets 
one  of  the  following  requirements:  ui 
The  right  of  majority  has  been  con- 
ferred on  him  by  court  proceedings;  <ii) 
a  guardian  has  been  appointed  to  man- 
age his  property  and  the  applicable  docu- 
ments are  signed  by  the  guardian ;  or  ( iii  > 
a  bond  is  furnished  under  which  a  surety 
guarantees  to  protect  ASCS  from  any 
loss  incurred  for  which  the  minor  would 
be  liable  had  he  been  an  adult.  Not- 
withstanding the  foregoing,  payment 
may  be  made  to  a  minor  after  Decem- 
ber 31,  1962,  upon  a  determination  by 
the  county  committee  that  the  minor  has 
met  the  requirements  of  the  program. 

§  773.106      .Approved   €"on«ervation    u<e>«. 

(a»  Subject  to  the  provisions  of  para- 
graph (b)  of  this  section,  the  approved 
conservation  uses  under  this  program  are 
as  follows : 

( 1 )  Permanent  or  rotation  cover  of 
grasses  and  legumes  consisting  of  peren- 
nial grasses,  perennial  or  biennial  le- 
gumes or  mixtures  of  legumes  and 
perennial  grasses. 

( 2 )  Summer  cover  crops  consisting  of 
small     grains,     legrmies,     or     grasses. 
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(Wheat  and  barley  may  be  used  as  a 
cover  crop  only  under  the  condition 
stated  in  subparagraph  <  1 1 )  of  this  par- 
agraph.) 

(3)  Winter  cover  crops  consisting  of 
small  grains,  legxmies,  or  grasses  (seeded 
in  the  fall  of  1961  or  seeded  in  the  fall  of 
1962" .  However,  other  approved  con- 
servation uses  will  be  required  in  con- 
junction with  the  winter  cover  crop,  if 
necessary  to  protect  the  land  throughout 
the  1962  cropping  season,  t  Wheat  and 
barley  may  be  used  as  a  cover  crop  only 
under  the  condition  stated  in  subpara- 
graph ill>  of  this  paragraph.' 

'4  I  Trees  or  shrubs  for  erosion  con- 
trol, .shelter  belts,  or  other  forestry  pur- 
poses 

i5'  Water  storage  for  any  purpose, 
includuig  fish  or  wildlife  habitat. 

1 6  •  Wildlife  food  plots  or  habitat 
when  plantings  are  for  wildlife  food 
plots  or  establishment  of  wildlife  habitat. 
An  acreage  devoted  to  wheat,  barley  or 
rice  may  not  be  considered  as  wildlife 
food  plots  or  wildlife  habitat  under  the 
program.  Corn  and  grain  sorghums  may 
qualify  if  planted  in  small  plots  and 
designated  for  such  purpose  and  ap- 
proved by  the  county  committee  for  such 
purpose. 

•  7i  Idle  cropland  'necessary  protec- 
tive measures,  including  volunteer  cover, 
must  be  carried  out  on  diverted  acreage ' 

i8'  Summer  fallowed  cropland  (pre- 
scribed protective  measures  must  be  car- 
ried out  on  summer  fallow  designated  as 
diverted  acreage  > . 

1 9 '  Corn  or  grain  sorghums  may  be 
plowed  down  as  green  manure  and  con- 
sidered as  a  conservation  use  on  diverted 
acreage  provided  other  approved  conser- 
vation measures  are  carried  out  if  neces- 
sary to  protect  the  land  throughout  the 
1962  cropping  season. 

<  10 '  In  those  counties  where  the  prac- 
tice is  applicable  and  customarily  car- 
ried out.  grain  sorghums  may  be  planted 
as  a  cover  or  litter  crop  in  preparation  of 
a  seedbed  for  establishing  permanent 
cover  under  ACP  and  CRP  A-2  and  GP 
f*ractice  GP-1,  provided  the  grain  sor- 
ghums arc  clipped  while  still  green  and 
left  on  the  land  in  preparation  of  the 
seedbed. 

'11)  Wheat  or  barley  plowed  down  as 
green  manure  or  clipped  and  left  on  the 
land  before  the  dispo.sal  date  specified 
in  the  Wheat  Marketing  Quota  Regula- 
tions '  26  F.R.  4716 » ,  as  amended,  may  be 
considered  as  a  conserving  use  provided 
other  approved  conservation  measures 
are  carried  out  if  nece.ssary  to  protect 
the  land  throughout  the  1962  cropping 
season. 

1 12 )  Other  uses  approved  by  the  State 
committee  which  are  not  in  conflict  with 
other  provisions  of  the  program. 

(bi  Idle  cropland  and  summer  fal- 
lowed land  may  be  used  in  meeting  the 
conservation  use  requirement  on  diverted 
acres  only  where  the  county  committee 
determines  that  it  would  not  be  practi- 
cable to  devote  the  diverted  acres  to 
other  approved  conserving  uses  in  view 
of  the  conditions  prevailing  on  the  farm 
in  1962  or  where  such  a  determination 
has  been  made  for  an  area  by  the  State 
committee. 


§  775.107      Dettifcnution    and    use    of   di- 
verted  arreafce. 

(a)  General.  Land  diverted  from  the 
production  of  corn  and  grain  sorghums, 
and  barley,  respectively,  under  the  pro- 
gram must  be  designated  by  the  operator 
of  the  farm  and  must  be  ( 1 )  cropland 
that  was  intensively  cultivated  during  at 
least  one  of  the  years  1959,  1960.  or  1961, 
(2)  cropland  that  was  devoted  to  a  con- 
servation use  other  than  a  water  storage 
facility  or  trees  under  a  conservation 
reserve  contract  which  has  been  termi- 
nated or  has  expired  with  respect  to  such 
land,  or  '3>  cropland  which  was  desig- 
nated and  approved  as  diverted  acreage 
under  the  1961  Feed  Grain  Program,  ex- 
cept acreage  devoted  to  trees.  Any  land 
retired  to  noncrop  use.  including  any 
land  retired  to  replace  noncropland  in 
accordance  with  §  775.108.  any  land 
devoted  in  1962  to  asparagus,  strawber- 
ries, or  bush  fruits  'including  new  plant- 
ings of  such  crops'  shall  not  be  eligible 
for  designation  as  diverted  acreage.  Any 
acreage  diverted  from  the  production  of 
com  and  grain  sorghums,  or  of  barley, 
respectively,  to  conservation  uses  for 
which  payment  is  made  under  the  pro- 
gram shall  be  in  addition  to  any  acreage 
diverted  to  conservation  uses  for  which 
payment  is  made  under  any  other  Fed- 
eral program  except  that  the  foregoing 
shall  not  preclude  the  making  of  cost- 
sharing  payments  under  the  Agricultural 
Conservation  Program  or  the  Great 
Plains  Program  for  conservation  prac- 
tices carried  out  on  any  acreage  devoted 
to  soil-conserving  uses  under  the 
program. 

(b'  Restriction  on  fiarvesting.  No 
crop  shall  be  harvested  from  the  desig- 
nated diverted  acreage  in  1962  for  which 
payment  is  made  under  the  program  ex- 
cept '  1 »  where  the  Secretary  considers  it 
necessary  to  permit  harvesting  the  di- 
verted acreage  in  order  to  alleviate  a 
shortage  of  forage  for  use  in  the  area 
resulting  from  severe  drought,  flood,  or 
other  natural  disaster,  or  (2)  an  acreage 
approved  for  double-cropping  (informa- 
tion as  to  such  areas  and  the  conditions 
under  which  such  harvesting  is  per- 
mitted may  be  obtained  from  the  county 
office.  If  there  is  unauthorized  har- 
vesting of  a  crop  from  the  designated 
diverted  acreage  and  it  is  determined 
that  such  harvesting  was  intentional  or 
the  result  of  gross  negligence,  the  entire 
amount  of  payment  to  the  operator  and 
any  other  producer  on  the  farm  shall  be 
forfeited  or  refunded:  Provided.  That 
such  forfeiture  or  refund  shall  not  apply 
to  a  producer  (other  than  the  operator* 
if  it  is  determined  that  such  producer 
did  not  cause,  aid  in,  or  benefit  from,  the 
harvesting  of  the  crop.  If  there  is  un- 
authorized harvesting  of  a  crop  from  the 
designated  diverted  acreage  and  it  is 
determined  that  such  harvesting  was 
done  under  circumstances  other  than 
those  specified  in  the  preceding  sentence, 
payments  shall  be  forfeited  or  refunded 
by  an  amount  determined  by  multiply- 
ing the  number  of  acres  from  which  a 
crop  is  harvested  by  the  applicable^  low- 
est minimum  payment  rate  per  acre  es- 
tablished for  the  farm:  Provided,  That 
such  forfeiture  or  refund  shall  apply  first 
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to  the  extent  possible  to  pasrments  to 
producers  who  cause,  aid  in,  or  benefit 
from,  the  harvesting  of  the  crop,  in  the 
proportion  In  which  they  share  in  the 
payment  to  such  producers.  In  addition, 
no  grain  or  oilseed  crop  which  matures 
in  1962  shall  be  harvested  from  the  des- 
ignated diverted  acreage  after  Decem- 
ber 31,  1962.  If  there  is  harvesting  in 
violation  of  the  provisions  of  the  pre- 
ceding sentence,  the  entire  amount  of 
paj-ment  for  the  farm  shall  be  forfeited 
or  refunded.  For  restrictions  on  the  use 
of  diverted  acreage  devoted  to  castor 
beans,  guar,  saflBower,  sunflower,  or 
sesame  in  lieu  of  payment,  see  paragraph 
<d»  of  this  section. 

(c)  Restriction  on  grazing.  The  des- 
ignated diverted  acreage  shall  not  be 
grazed  after  May  1.  1962.  and  on  acre- 
age approved  for  double-cropping  none 
of  the  designated  diverted  acreage  may 
be  grazed  during  the  entire  year  of  1962. 
Notwithstanding  these  provisions,  the 
Secretary  may  permit  the  diverted  acre- 
age to  be  grazed  when  he  considers  it 
necessary  in  order  to  alleviate  a  shortage 
of  forage  for  use  in  the  area  resulting 
from  severe  drought,  flood,  or  other  nat- 
ural disaster.  If  there  is  unauthorized 
grazing  of  the  designated  diverted  acre- 
age and  it  is  determined  that  such  graz- 
ing was  intentional  or  the  result  of  gross 
negligence,  the  entire  amount  of  pay- 
ment to  the  operator  and  any  other  pro- 
ducer on  the  farm  shall  be  forfeited  or 
refunded:  Provided.  That  such  forfeiture 
or  refund  shall  not  apply  to  a  producer 
(other  than  the  operator)  if  it  is  de- 
termined that  such  producer  did  not 
cause,  aid  in.  or  benefit  from,  the  grazing 
of  the  designated  diverted  acreage.  If 
there  is  unauthorized  grazing  of  the  des- 
ignated diverted  acreage  and  it  is  de- 
termined that  such  grazing  was  done 
under  circumstances  other  than  those 
specified  in  the  preceding  sentence,  pay- 
ments shall  be  forfeited  or  refunded  by 
an  amount  representing  the  value  of  the 
grazing  on  the  diverted  acreage:  Pro- 
vided.  That  such  forfeiture  or  refund 
shall  apply  first  to  the  extent  possible  to 
payments  to  producers  who  cause,  aid  in, 
or  benefit  from,  the  grazing,  in  the  pro- 
portion in  which  they  share  in  the  pay- 
ment to  such  producers.  If  the  grazing 
is  determined  to  have  no  value,  no"  for- 
feiture or  adjustment  of  payment  is  re- 
quired. 

( d )  Restriction  on  use  of  crops  planted 
in  lieu  of  receiving  payment.  Castor 
beans,  guar,  saflBower,  sunflower  or  sesame 
planted  on  the  designated  diverted  acre- 
age in  lieu  of  receiving  payment  under 
the  program  shall  not  be  grazed,  and  vio- 
lation of  this  provision  shall  render  the 
acreage  ineligible  for  designation  as  di- 
verted acreage. 

<e)  Use  of  land.  Measures  i^ormally 
carried  out  In  the  fall  for  the  area  in 
connection  with  the  production  of  a  crop 
for  harvest  in  a  subsequent  year  may  be 
carried  out  on  the  diverted  acreage  in  the 
fall  of  1962.  New  orchards  consisting  of 
fruits  or  nut  trees  may  be  planted  on  the 
designated  diverted  acreage  provided 
other  required  conservation  measures  are 
carried  out  on  such  land. 


FEDERAL  REGISTER 

(f)  Control  of  insects,  toeeds  and 
rodents.  The  county  committee  will  pre- 
scribe measures  and  methods  of  appli- 
cation that  are  appropriate  for  the 
county  in  controlling  insects,  weeds  and 
rodents  on  the  designated  diverted  acre- 
age if  such  measures  are  needed.  If  in- 
sects, weeds,  uid  rodents  are  not  timely 
controlled  in  a  maimer  satisfactory  to 
and  as  required  by  the  county  committee, 
the  designated  diverted  acreage  shall,  for 
purposes  of  determining  the  total  di- 
verted acreage  on  which  payment  is  based 
under  {  775.121,  be  deemed  reduced  by 
the  number  of  acres  on  which  insects, 
weeds,  and  rodents  are  not  controlled. 

§  775.108     Noncropland   used    for   crops 
in  1962. 

The.  number  of  acres  of  noncropland 
which  Is  planted  to  crops  for  harvest  in 
1962  (excRiding  noncropland  planted  to 
perennial  grasses  and  perennial  legumes 
on  which  no  nurse  crop  is  harvested  for 
grain  or  oilseed),  shall  be  subtracted 
from  the  acreage  otherwise  eligible  for 
pajrment  to  the  extent  that  an  equal 
acreage  of  cropland  on  the  farm  is  not 
retired  to  permanent  cover  of  trees,  per- 
ennial grasses,  or  perennial  legumes. 
Any  acreage  so  retired  to  non-crop  use 
shall  not  be  eligible  for  designation  as 
diverted  acreage  or  considered  as  meet- 
ing the  normal  conserving  acreage  re- 
quirements for  the  farm  in  1962. 

§  775.109      Us«     of     normal     conserving 
acreage  in   1962. 

(a)  Use  of  crops.  There  are  no  re- 
strictions on  the  1lse  of  crops  produced 
on  land  used  in  meeting  the  normal  con- 
serving acreage  requirements  for  the 
farm  in  1962.  except  as  follows: 

(1)  An  acreage  of  small  grains  seeded 
alone  and  harvested  for  grain,  hay  or 
silage  shall  not  be  considered  as  devoted 
to  an  approved  conservation  use  in  1962; 
however,  an  acreage  of  small  grains 
seeded  as  a  nurse  crop  with  grass  or  leg- 
umes and  cut  green  for  hay  or  silage 
by  a  date  well  ahead  of  maturity  of  the 
grain  as  established  for  the  rirea  by  the 
State  committee,  and  in  the  case  of 
wheat  and  barley  not  later  than  the  dis- 
posal date  under  the  wheat  marketing 
quota  regulations,  will  be  considered  as 
meeting  the  normal  conserving  acreage 
requirements  in  1962.  An  acreage  of 
small  grain  used  as  a  nurse  crop  and 
harvested  for  any  purpose  after  such 
date  shall  not  be  considered  as  devoted 
to  an  approved  conservation  use  in  1962. 

(2)  An  acreage  of  annual  grasses  (in- 
cluding millet)  and  soybeans,  cowpeas, 
field  and  caiming  peas  and  fleld  and 
canning  beans  harvested  as  seed  or  grain, 
or  for  processing  purposes  shall  not  be 
considered  as  devoted  to  an  approved 
conservation  use  in  1962. 

(3)  An  acreage  of  barley,  wheat  or  rice 
which  Is  left  standing  as  of  the  flnal  dis- 
position date  shall  not  be  considered  as 
devoted  to  an  approved  conservation  use 
in  1962.  The  final  disposition  dates  for 
wheat  and  rice  are  set  forth  In  the  ap- 
plicable marketing  quota  regulations. 
The  disposition  date  for  barley  shall  be 
the  same  as  the  disposition  date  es- 
tablished for  wheat. 
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(b)  Use  of  land.  Measures  normally 
carried  out  in  the  fall  for  the  area  in 
connection  with  the  production  of  a  crop 
for  harvest  in  a  subsequent  year  may  be 
carried  out  in  the  fall  of  1962  on  acreage 
used  in  meeting  the  normal  conserving 
acreage  requirements  in  1962.  New  or- 
chards consisting  of  fruit  or  nut  trees 
may  be  planted  on  such  acreage  provided 
other  required  conservation  measures  are 
carried  out  on  such  land. 

§  775.110      Knowingly     exceeding     farm 
feed   grain  base. 

If  the  barley  feed  grain  base  for  the 
farm,  or  the  corn  and  grain  sorghum 
feed  grain  base  for  the  farm  Is  exceeded 
in  1962,  such  feed  grain  base  shall  be 
considered  as  having  been  knowingly  ex- 
ceeded by  a  producer  participating  In  the 
com  and  grain  sorghum  program,  or 
barley  program,  respectively,  for  the  pur- 
pose of  §  775.105,  unless  the  operator  of 
the  farm  establishes  to  the  satisfaction 
of  the  county  committee  in  accordance 
with  paragraph  (a),  (b)  or  (c)  of  this 
section  that  he  has  not  knowingly  ex- 
ceeded the  applicable  feed  grain  base  for 
the  farm  and  the  determination  of  the 
coimty  committee  Is  approved  on  review 
by  the  State  executive  director. 

(a)  Erroneous  notice  of  feed  grain 
base  acreage.  The  applicable  feed  grain 
base  for  the  farm  will  not  be  considered 
to  be  knowingly  exceeded  in  any  case 
where  through  error  in  a  county  or  State 
oflBce,  the  farm  operator  was  officially 
notified  In  writing  on  Form  471  of  a  feed 
grain  base  which  was  larger  than  the 
finally-approved  feed  grain  base  and  the 
farm  operator  or  any  producer  on  the 
farm  acting  solely  on  the  Information 
contained  In  the  erroneous  notice  planted 
an  acreage  to  the  commodity  In  excess  of 
the  finally-approved  feed  grain  base  and 
where  the  other  conditions  of  this  para- 
graph are  satisfied.  The  determination 
of  eligibility  under  the  foregoing  circimi- 
stances  will  be  based  on  the  feed  grain 
base  contained  In  the  erroneous  notice, 
and  If  the  acreage  planted  to  the  com- 
modity on  the  farm  is  adjusted  to  the 
feed  grain  base  contained  In  the  er- 
roneous notice  within  the  time  limits  for 
disix)sal  of  excess  acreages  provided  In 
7  CFR  Part  718  of  this  chapter  (Deter- 
mination of  Acreage  and  Performance, 
22  F.R.  3747),  and  any  amendments 
thereto,  the  farm  will  not  be  considered 
to  be  overplanted.  Before  the  farm  op- 
erator or  any  producer  on  the  farm  can 
be  said  to  have  relied  upon  the  erroneous 
notice,  the  circumstances  must  have  been 
such  that  he  had  no  cause  to  believe  that 
the  feed  grain  base  was  in  error.  To  de- 
termine this  fact,  the  date  of  any  cor- 
rected notice  In  relation  to  the  time  of 
planting,  the  size  of  the  farm,  the  amount 
of  the  commodity  customarily  planted 
£uid  all  other  pertinent  facts  shall  be 
taken  Into  consideration. 

(b)  Erroneous  notice  of  measured  acre- 
age.  The  feed  grain  base  for  the  farm 
will  not  be  considered  to  be  knowingly 
exceeded  in  any  case  where  (1)  the  lack 
of  compliance  was  caused  by  reliance  in 
good  faith  by  the  farm  operator  on  an 
erroneous  notice  of  measured  acreage  is- 
sued in  accordance  with  applicable  regu- 
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latlons;  (2)  neither  the  farm  operator 
nor  any  producer  on  the  farm  had  actual 
Icnowledge  of  the  error  In  time  to  adjust 
the  excess  acreage  In  accordance  with 
applicable  regulations;  (3)  the  incorrect 
notice  was  the  result  of  an  error  made  by 
the  performance  reporter  or  by  another 
employee  of  the  coimty  or  State  oCQce  in 
reporting,  computing  or  recording  the 
acreage  for  the  farm;  (4^  neither  the 
farm  operator  nor  any  producer  on  the 
farm  was  in  any  way  responsible  for  the 
error;  and  (5)  the  extent  of  the  error  in 
the  erroneous  notice  was  such  that  the 
farm  operator  would  not  reasonably  be 
expected  to  question  the  acreage  of  which 
he  was  erroneously  notified. 

(c)  Failure  to  measure  acreage  or  no- 
tify operator.  The  feed  grain  base  for 
the  farm  will  not  be  considered  to  be 
knowingly  exceeded  in  any  case  where 
through  no  fault  of  the  farm  operator  or 
any  producer  on  the  farm  the  acreage 
was  not  measured  or  the  farm  operator 
was  not  notified  of  the  measured  acreage 
prior  to  the  time  the  crop  is  harvested 
from  the  acreage:  Provided.  That  the  ex- 
cess acreage  was  relatively  small  and  the 
farm  operator  establishes  that  because  of 
the  relative  smallness  of  the  excess  and 
the  unavailability  to  him  of  any  recent 
measurements  of  the  field  acreages  on 
the  farm,  he  had  no  reason  to  believe  the 
acreage  was  in  excess  of  the  feed  grain 
base  for  the  farm. 

§773.111       Produrrm  of  niiihinfc  hurley. 

(a)  A  producer  of  malting  barley  may 
participate  in  the  corn  and  grain 
sorghum  program  without  regard  to 
whether  he  has  exceeded  his  barley  feed 
grain  base  in  1962  if  (1>  the  owner  or 
operator  of  the  farm  in  1962  planted  an 
acceptable  malting  variety  of  barley  dur- 
ing one  or  more  of  the  years  1957  through 
1961.  or  if  he  was  prevented  from  plant- 
ing such  barley  during  this  period  be- 
cause the  farm  was  participating  in  the 
Soil  Bank  Program,  he  planted  barley  of 
an  acceptable  malting  variety  in  any  one 
of  five  years  prior  to  the  soil  bank  con- 
tract; <2)  a  barley  feed  grain  base  has 
been  established  for  the  farm  in  1962; 
(3)  a  Form  477  has  been  timely  filed  in 
which  the  producer  has  requested  a  malt- 
ing barley  exemption  under  this  para- 
graph for  the  farm:  i4»  barley  only  of 
an  acceptable  malting  variety  is  planted 
by  the  producer  for  harvest  in  1962  on  a 
farm  located  in  an  area  for  which  such 
variety  is  approved;  and  <5>  an  acreage 
of  barley  is  not  knowingly  produced  in 
excess  of  110  percent  of  the  barley  feed 
grain  base  for  the  farm.  If  the  barley 
feed  grain  base  is.  in  fact,  exceeded,  such 
acreage  shall  be  considered  as  having 
been  knowingly  exceeded,  unless  the  op- 
erator of  the  farm  establishes  to  the  sat- 
isfaction of  the  county  committee  in  ac- 
cordance with  paragraph  ( a  > .  ( b  > .  or  <  c ) 
of  §  775.110  that  the  barleyfeed  grain 
base  has  not  been  knowingly  exceeded 
and  the  determination  of  the  county 
committee  is  approved  on  review  by  the 
State  executive  director. 

(b>  The  approved  malting  varieties  of 
barley  are  Atlas.  Barbless.  Betzes.  For- 
rest, Hanna,  Haisa  II.  Hannchen.  Heines 
Hanna,  Idaho  Club,  Kindred.  Larker, 
Manchuria,  Montcalm.  Moravian.  O  A.C. 
21,     Oderbrucker,     Odessa.     Parkland, 
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Traill.  Trophy,  White  Winter,  Winter 
Club,  and  Winter  Tennessee.  The  malt- 
ing barley  exemption  applies  only  to  ap- 
proved malting  varieties  of  barley  pro- 
duced in  California.  Colorado,  Idaho, 
Illinois.  Iowa.  Michigan,  Minnesota, 
Montana.  Nebraska.  North  Dakota. 
Oregon.  South  Dakota,  Washington,  and 
Wisconsin. 

§  775.112      Maximum  perniillr<i  arreuge. 

The  maximum  number  of  acres  of 
corn  and  grain  sorghums,  or  barley,  re- 
spectively, which  may  be  planted  on  a 
farm  for  harvest  in  1962  by  producers 
eligible  to  participate  m  the  program 
•  herein  referred  to  as  "maximum  per- 
mitted acreage")  shall  not  exceed  the 
acreat^e  obtained  by  multiplying  the  ap- 
plicable feed  gram  grain  base  by  80  per- 
cent, except  as  otherwise  provided  in 
S  775  121.  The  permitted  acreS4;e  <  based 
on  intention'  is  the  acreage  obtained 
by  subtracting  the  intended  diverted 
acres  on  the  farm  from  the  applicable 
feed  urain  base  established  for  the  farm 
and  IS  indicated  on  Form  477.  Notwith- 
standing the  foregoing,  in  the  case  of 
any  farm  participating  in  the  Conserva- 
tion Reserve  Program,  the  acreage  of 
corn  and  gram  sorghums,  barley,  and  of 
other  soil  bank  base  crops  i  excluding 
designated  diverted  acreage  under  the 
Wheat  Stabilization  Program  and  this 
l)rogram  on  which  soil  bank  base  crops 
are  accepted  as  an  approved  conserva- 
tion use'  shall  not  exceed  the  acreage 
determined  by  subtracting  the  sum  of 
the  number  of  acres  diverted  from  the 
production  of  feed  grams  under  this 
program  and  the  number  of  acres  di- 
verted from  the  production  of  wheat  un- 
der the  1962  Wheat  Stabilization  Pro- 
cram  from  the  acreage  of  soil  bank  base 
crops  permitted  under  the  conservation 
reserve  contract. 

Notice   of   Feed   Grain    Bask.  Pavmfnt 
Rmes,  and  Yields — Appeals 

S  775.1  13      Farm  feed  grain  ba»e. 

'a'  How  obtained.  The  corn  and 
grain  sorghum  feed  gram  base  shall  be 
the  sum  of  the  feed  grain  bases  estab- 
lished for  corn  and  gram  sorghums  on 
the  farm.  A  separate  feed  grain  ba.se 
shall  be  established  for  barley  The  feed 
grain  base  for  each  such  commodity  shall 
be  the  average  of  the  1959  and  I960  acre- 
ages of  the  commodity  produced  on  the 
farm,  as  established  from  information 
obtained  from  producers  and  other  in- 
formation available  to  the  county  com- 
mittee, adjusted  in  such  amounts  deemed 
necessary  by  the  county  committee  with 
the  approval  of  a  representative  of  the 
State  committee  for  producer  overstate- 
ment and  to  correct  for  abnormal  factors 
affecting  production  and  to  give  due  con- 
sideration to  tillable  acreage,  crop-rota- 
tion practices,  type  of  soil,  soil  and  water 
conservation  measures,  and  topography. 
On  farms  with  recognized  irrigated  and 
non-irrigated  corn,  grain  sorghum  or 
barley  history  for  1959  or  1960,  and 
where  irrigation  was  extensively  used 
during  such  period  on  only  a  part  of  the 
acreage  of  the  commodity,  the  feed  grain 
base  for  each  applicable  commodity  shall 
be  divided  into  separate  irrigated  and 
non-irrigated  feed  grain  bases  upon  such 


history.  Separate  irrigated  and  non- 
Irrlgated  feed  grain  bases  shall  not  be 
established  for  farms  where  irrigation  is 
used  Intermittently  in  dryer  years  only. 
In  those  counties  where  the  Department 
of  Agriculture  has  estabilshed  the  aver- 
age adjusted  acreage  of  the  commodity 
produced  in  the  county  in  1959  and  1960 
for  use  as  a  guide  in  determining  the  feed 
grain  base  of  the  commodity  for  farms 
in  the  county,  the  total  feed  grain  base 
of  the  commodity  for  all  farms  in  the 
county  (excluding  any  increase  in  farm 
feed  grain  bases  resulting  from  correc- 
tions, requests  for  reconsideration,  or  ap- 
peals pursuant  to  the  provisions  of 
$  775.117'  to  the  extent  practicable,  shall 
not  exceed  105  percent  of  such  average 
adjusted  acreage. 

(b>  Final  dates  for  establishing  feed 
grain  bases.  If  a  farm  feed  grain  iQase 
has  not  l)een  established  for  a  farm  and 
the  operator  or  owner  is  interested  in 
participating  in  the  program,  such  per- 
son must  file  a  Feed  Grain  Acreage  Re- 
port, Form  CSS-532,  hereinafter  referred 
to  as  Form  532,  not  later  than  ten  cal- 
endar days  prior  to  the  final  date  for 
filing  the  applicable  Form  477.  If  after 
such  date  the  producer  requests  the  es- 
tablishment of  a  feed  grain  base  for  any 
such  farm  for  the  purpose  of  determining 
cross  compliance  with  acreage  require- 
ments on  farms  other  than  the  farm  with 
respect  to  which  payment  is  requested, 
a  base  shall  be  established  for  such  cross- 
compliance  purposes.  A  producer  may 
obtain  the  date  referred  to  herein  from 
the  county  committee. 

<c»  Farms  with  no  1959  and  I960  pro- 
duction. A  farm  shall  not  qualify  for 
payment  under  the  corn  and  grain  sor- 
ghum program  if  there  was  no  acreage 
of  such  commodities  on  the  farm  in  1959 
and  1960.  and  a  farm  shall  not  qualify 
for  payment  under  the  barley  program 
if  there  was  no  acreage  of  barley  on  the 
farm  in  1959  and  1960.  unless  cropland 
on  the  farm  was  in  the  Conservation  Re- 
serve Program  during  either  or  both  of 
the  years  1959  and  1960  and  the  conser- 
vation reserve  contract  is  no  longer  in 
eCfect  for  all  or  part  of  such  land.  A  feed 
grain  base  may  be  established  for  a  farm 
on  which  the  applicable  commodity  was 
grown  m  1957  or  1958  for  cross-com- 
pliance purposes,  as  specified  in  §  775.105 
<  b  '  1 5 »  and  '  c  '  •  2  >  even  though  an  acre- 
age was  not  devoted  to  the  commodity 
on  the  farm  in  1959  and  1960  if  the 
county  committee  determines  that  fail- 
ure to  plant  the  commodity  was  due  to 
'  1 '  a  definite  crop-rotation  practice 
which  did  not  provide  for  planting  of 
feed  grains  in  1959  and  1960.  but  does 
provide  for  planting  of  feed  grains  in 
1962.  <2>  practices  carried  out  to  eradi- 
c.ite  or  control  weeds,  or  '3»  extreme 
floods  or  droughts  not  common  for  the 
farm.  The  feed  grain  base  established 
as  provided  in  subparagraphs  <2i  and  tS) 
of  this  paragraph  shall  not  exceed  the 
acreage  that  otherwise  would  have  been 
devoted  to  the  commodity  in  1959  and 
1960. 

(d*  Feed  grain  bases  on  farms  re- 
moved from  agricultural  production  be- 
cause of  acquisition  by  Federal,  State 
or  other  agency  having  right  of  eminent 
domain.     If   the  owner  of  a  farm  on 
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which  there  was  an  acreage  of  com  or 
grain  sorghmns  in  1959  or  1960  or  on 
which  there  was  an  acreage  of  barley 
In  1959  or  1960  is  displaced  because  the 
farm  has  been  acquired  for  any  purpose 
other  than  for  the  continued  production 
of  agricultural   crops,   by  any  Federal, 
State  or  other  agency  having  the  rl^ht 
of  eminent  domain  and  the  owner  has 
acquired  another  farm  In  lieu  thereof. 
the  following  provisions  shall  apply.    If 
the  owner  had  such  an  acreage  of  com 
or  grain  sorghums  in  1959  or  1960,  the 
corn  and  grain  sorghum  feed  grain  base 
for  the  new  farm  shall  be  established 
by  adjusting,  if  necessary,  the  base  other- 
wise applicable  to  the  new  farm  to  re- 
flect the  applicable  feed  grain  base  of 
similar  farms  in  the  area,  taking  into 
consideration  similarities  in  tillable  acre- 
age, crop-rotation  practices,  type  of  soil, 
soil  and   water  conservation  measures, 
and  topography.    If  the  owner  had  such 
an  acreage  of  barley  in  1959  or  1960,  the 
barley  feed  griOn  base  for  the  new  farm 
shall  be  established  in  a  similar  manner. 

§775.114      Payment    rales,    productivity 
index  and  rounty  average  yields. 

(a)  Payment  rates  used  in  computing 
advance  and  final  payments  shall  be  de- 
termined as  provided  in  paragraph  (b) 
of  this  section.  Separate  payment  rates 
shall  be  established  for  com.  grain  sor- 
ghums and  barley. 

(b>  The  applicable  minimimi  acre 
payment  rate  for  the  farm  shall  be  ob- 
tained by  multiplying  the  productivity 
index  for  the  farm  applicable  to  the 
commodity  by  the  applicable  minimum 
acre  payment  rate,  as  set  forth  in  Sup- 
plement 1  to  this  program,  for  the  county 
in  which  the  farm  is  located.  The  mini- 
mum acre  payment  rate  for  the  county 
has  been  obtained  by  multiplying  50  per- 
cent of  the  county  average  yield  for  the 
commodity,  as  set  forth  in  Supplement 
1  to  this  program,  by  the  basic  county 
support  rate  for  the  commodity.  The 
applicable  additional  acre  payment  rate 
for  the  farm  shall  be  obtained  by  multi- 
plying the  productivity  index  for  the 
farm  applicable  to  the  commodity  by 
the  applicable  payment  rate,  as  set  forth 
in  Supplement  1  to  this  program,  for  the 
additional  diversion  acres  for  the  county 
in  which  the  farm  is  located.  The  addi- 
tional acre  payment  rate  for  the  coxmty 
has  been  obtained  by  multiplying  60 
percent  of  the  county  average  yield  for 
the  commodity,  as  set  forth  in  Supple- 
ment 1  to  this  program,  by  the  basic 
county  support  rate  for  the  commodity. 

(c)  The  productivity  index  for  the 
commodity  represents,  as  nearly  as  it  is 
practicable  to  classify,  the  farm's  rela- 
tionship in  productivity  to  the  average 
of  the  farms  in  the  county.  In  arriving 
at  the  productivity  index  for  the  com- 
modity on  the  farm,  the  coujity  and 
community  committees  will  take  into 
consideration  the  relative  production 
capabilities  of  the  farm  for  the  com- 
modity. Such  productivity  index  shall 
reflect  the  relative  production  capabili- 
ties of  the  farm  in  a  normal  crop  year 
under  usual  cultural  practices  with  such 
adjustment  as  the  committee  considers 
proper  to  provide  equitable  treatment  for 


FEDERAL  REGISTER 

the  farm.  In  the  event  both  irrigated 
and  non-irrigated  feed  grain  bases  were 
estabilshed  for  a  commodity  on  the  same 
farm,  separate  productivity  indexes 
for  the  respective  practices  will  be 
established. 

(d)  The  county  average  yield  for  corn, 
grain  sorghums,  and  barley  shall  be  the 
average  yield  per  acre  for  the  1959  and 
1960  crop  acreages  of  the  commodity  in 
the  coimty,  adjusted  in  such  amounts 
as  may  be  deemed  necessary  to  correct 
for  abnormal  factors  affecting  produc- 
tion, and  to  give  due  consideration  to 
tillable  acreage,  crop  rotation  practices, 
type  of  soil,  soil  and  water  conservation 
meastures  and  topography.  Separate 
county  average  yields  shall  be  estab- 
lished for  com,  grain  sorghums  and 
barley  in  each  county  in  which  such 
crops  are  produced  and  shall  be  con- 
tained in  Supplement  1  to  this  program. 

(e)  The  rate  of  payment  under  the 
program  with  respect  to  land  which  is 
leased  or  rented  on  a  cash-rent  basis 
from  the  Federal,  State,  county,  or  local 
government,  or  subdivisions  thereof,  if 
such  land  is  not  otherwise  ineligible  for 
participation  in  the  program,  shall  not 
exceed  a  fair  payment  rate  as  deter- 
mined by  the  coimty  committee.  Such 
pajrment  rate  shall  be  the  smaller  of  (1) 
the  minimum  acre  payment  rate  for  the 
farm,  or  (2)  one-half  the  minimima  acre 
pasrment  rate  plus  the  actual  cash  rent 
per  acre  of  the  land  adjusted  to  take  into 
account  the  quality  of  the  acres  actu- 
ally diverted  when  compared  with  the 
total  acres  rented,  and  the  services  per- 
formed and  improvements  made  at  the 
producer's  expense  which  are  in  addition 
to  rent. 

§  775.115     Maximum  diversion  acreage. 

The  maximum  number  of  acres  which 
may  be  diverted  on  the  farm  from  corn 
and  grain  sorghums  and  from  barley 
for  which  payment  may  be  received 
under  this  program  shall  be : 

(a)  The  applicable  farm  feed  grain 
base  if  such  base  is  25  acres  or  less; 

(b)  Twenty  acres  plus  20  percent  of 
the  applicable  farm  feed  grain  base  if 
such  base  is  in  excess  of  25  acres  but 
not  in  excess  of  100  acres;  and 

(c)  Forty  percent  of  the  applicable 
farm  feed  grain  base  if  such  base  is  100 
acres  or  more.  Such  acreage  is  herein 
called  the  maximum  diversion  acreage. 
Notwithstanding  the  foregoing,  in  the 
case  of  a  producer  participating  in  the 
Conservation  Reserve  Program,  the 
maximum  number  of  acres  which  may 
be  diverted  from  feed  grains  and  wheat 
shall  not  exceed  the  acreage  of  soil  bank 
base  crops  permitted  under  the  conserva- 
tion reserve  contract. 

§  775.116    Notice  of  feed  grain  base  acre- 
age, yield*  and  payment  rates. 

Each  operator  and  owner  of  a  farm 
for  which  a  feed  grain  base  is  estab- 
lished will  be  notified  in  writing  of  the 
applicable  feed  grain  base  for  the  farm, 
and  the  established  yield  per  acre,  the 
minimum  acre  payment  rate  and  the  ad- 
ditional acre  payment  rate  for  corn, 
grain  sorghums  and  barley,  as  applicable. 
Such  notice  win  be  on  Form  ASCS-471, 
hereinafter  referred  to  as  Form  471. 
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§  775.117    Appeals  and  proof  of  acreages 
and  yields. 

(a)  Any  producer  may  request  in  writ- 
ing a  reconsideration  of  the  applicable 
feed  grain  base,  yields  or  payment  rates 
established  for  his  farm  if  he  believes 
that  such  feed  grain  base,  yields  or  pay- 
ment rates  were  not  correctly  established 
as  required  under  these  regulations  or- 
that  they  are  inequitable  as  compared 
with  feed  grain  bases,  yields,  or  pay- 
ment rates  determined  for  similar  farms. 
Such  request  must  be  submitted  within 
15  days  from  the  date  of  mailing  ap- 
pearing on  the  Form  471.    If  dissatisfied 
with  the  decision  of  the  county  commit- 
tee, the  producer  may  appeal  in  writing 
to  the  State  committee  within  15  days 
from  the  date  of  the  mailing  of  the  notice 
of  the  decision  of  the  coimty  committee. 
The  determination  of  the  State  commit- 
tee shall  be  final.    If  the  producer  fails 
to  request  reconsideration  by  the  county 
committee  or  appeal  from  its  decision  as 
provided  herein,   the  determination  as 
provided  in  Form  471  shall  be  final.    Any 
request    for    reconsideration   or   appeal 
shall  not  operate  to  extend  the  appli- 
cable closing  date  for  filing  Form  477 
in  the  program.    Each  appeal  must  be 
supported  by  a  written  statement  of  fact 
outlining  the  basis  for  the  appeal.    Noth- 
ing herein  shall  preclude  the  county  com- 
mittee or  the  State  committee  on  its 
own  motion  or  on  request  at  any  time, 
from  revising  or  requiring  revision  of  a 
feed  grain  base  or  payment  rate  estab- 
lished for  any  farm  to  correct  mechani- 
cal or  clerical  errors  resulting  from  ac- 
tion solely  on  the  part  of  a  county  or 
State  committee  representative. 

(b)  To  the  extent  that  a  producer 
proves  the  actual  acreages  and  yields 
for  the  farm  for  the  1959  and  1960  crop 
years  prior  to  receipt  of  a  notice  of  his 
feed  grain  base  and  yields  on  Form  471 
or  pursuant  to  a  request  for  reconsider- 
ation by  the  county  committee  or  an 
appeal  under  paragraph  (a)  thereof, 
such  acreages  and  yields  shall  be  used 
in  making  determinations. 

(c)  Except  as  otherwise  provided  in 
paragraph  (a)  of  this  section,  a  producer 
may  request  a  reconsideration  of  any 
determination  of  a  county  or  State  com- 
mittee concerning  a  question  of  fact  or 
may  appeal  such  determination  in  ac- 
cordance with  the  provisions  of  this 
paragraph.  The  producer  shall  first 
request  a  reconsideration  by  the  com- 
mittee initially  making  the  determina- 
tion. If  the  producer  is  dissatisfied  with 
a  determination  of  the  county  committee 
with  respect  to  his  request  for  recon- 
sideration, he  may  then  appeal  the  de- 
termination to  the  State  committee.  If 
the  producer  is  dissatisfied  with  a  de- 
termination of  the  State  committee  (1) 
with  respect  to  his  appeal  from  the  de- 
termination of  the  county  committee,  or 
(2)  with  respect  to  his  request  for  recon- 
sideration by  the  State  committee,  he 
may  then  appeal  to  the  Deputy  Admin- 
istrator. The  determination  of  the 
Deputy  Administrator  shall  be  final 
Each  request  for  reconsideration  or  i4>- 
peal  shall  be  in  writing  and  shall  be  sup- 
ported by  a  written  statement  of  facts 
upon  which  it  is  based.  Each  request 
for  reconsideration  or  appeal  shall  be 
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filed  with  th«  commlUee  or  person  to 
which  It  La  made  within  15  dajrs  after 
notice  of  the  determination  U  mailed  to 
or  otherwlae  made  available  to  the  pro- 
ducer: Provided.  That  a  request  for  re- 
consideration or  appeal  may  be  accepted 
and  acted  upon  even  though  not  filed 
within  such  time  limit  If.  In  the  judg- 
ment of  the  committee  or  person  to 
which  such  request  for  reconsideration 
or  appeal  Is  made,  the  circumstances 
warrant  such  action. 

(d)  In  any  request  for  reconsideration 
or  appeal,  the  producer  or  his  repre- 
sentative shall  be  afforded  an  oppor- 
tunity to  appear  before  the  person  or 
committee  to  which  the  request  for  re- 
consideration or  appeal  is  made  and 
present  and  submit  written  or  oral 
evidence. 

DrnRM mATiow  and  Dnrisiow  or 
Payments 

§  773. 118      Inlrntion  to  partitipalc  in  the 
proitrain. 

(a)  Who  may  file.  A  Form  477  may 
be  filed  for  com  and  grain  sorghums  and 
for  barley  by  the  operator  or  the  owner 
of  any  farm  who  wishes  to  participate 
In  the  program  for  such  commodities 
after  he  has  received  an  applicable  Form 
471  for  the  farm. 

(b)  Where  to  file.  Such  form  shall 
be  filed  with  the  ofBce  of  the  county  com- 
mittee with  jurisdiction  over  the  county 
where  the  farm  Is  located. 

(c)  When  to  Ale.  Such  form  shall  be 
filed  not  later  than  December  1.  1961. 
for  fall -seeded  barley  and  not  later  than 
the  date  established  by  the  Adminis- 
trator. ASCS.  for  spring-seeded  barley 
and  for  com  and  grain  sorghums,  except 
that  in  counties  where  barley  is  both 
fall  and  spring  seeded,  such  form  may  be 
filed  not  later  than  the  closing  date 
esUbhshed  for  either  fall  or  spring - 
seeded  barley  unless  the  State  com- 
mittee determines  that  only  one  signup 
period  Is  practicable.  Notwithstanding 
the  foregoing,  the  closing  date  may  be 
extended  by  the  county  committee  if 
the  producers  on  the  farm  establish  to 
the  satisfaction  of  the  county  committee 
that  they  intended  to  participate  in  the 
program  and  their  failure  to  file  by  such 
date  Is  due  to  a  cause  beyond  their  con- 
trol. A  producer  may  obtain  the  appli- 
cable closing  date  from  the  county  office. 

(d)  Ccmtents.  The  operator  or  owner 
shall  provide  In  Form  477  the  following 
Information:  The  acreage  which  Is  in- 
tended to  be  diverted  from  the  produc- 
tion of  the  applicable  feed  grain  for  the 
farm  for  which  the  form  Is  filed;  the 
acreage.  If  any.  of  castor  beans,  guar, 
safBower.  sunflower  or  sesame  which  Is 
Intended  to  be  produced  on  the  diverted 
acreage;  the  serial  number  or  location 
of  other  farms  In  which  he  has  an  In- 
terest as  a  producer  In  1962;  and  whether 
or  not  an  advance  payment  Is  desired 
for  the  farm.  The  total  intended  diver- 
sion acreage  specified  on  Form  477  shall 
not  exceed  the  maximum  diversion  acres. 

§775.119     AdTBiice  parmcnu. 

(a)  Who  may  apply.  Producers  who 
Intend  to  comply  with  the  requirements 
of  eligibility  of  the  program  may  apply 
for  an  advance  payment  upon  the  filing 
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of  a  Form  477  for  the  farm.  There  shall 
be  listed  the  names  of  all  persons  on 
the  farm  who  would  have  had  an  Interest 
as  producer  In  1962  crop  corn  or  grain 
sorghums,  or  barley,  as  applicable,  had 
such  crop's)  been  produced  on  the  di- 
verted acreage,  together  with  the  share 
of  the  advance  payment  that  such  person 
is  to  receive  determined  in  accordance 
with  paragraph  to  of  this  section.  The 
sum  of  the  total  percentage  shares  so 
determined  shall  equal  100  percent 

(b>  Requirements.  Before  an  advance 
payment  is  made  to  a  producer  he  must 
aijree  to  comply  with  the  provisions  of 
the  1962  Feed  Grain  Program  and  that 
he  will  refund  all  or  any  part  of  such 
payment  to  which  he  is  not  entitled 
under  the  program.  In  the  event  the 
farm  does  not  comply  with  at  least  the 
minimum  participation  requirements,  he 
must  refund  the  entire  advance  payment 
with  interest  at  the  rate  of  6  percent 
per  annum  from  the  issue  date  of  the 
advance  payment  to  the  date  it  is 
refunded. 

ic)  Amount  of  advance  payment. 
The  total  advance  payment  to  be  made 
on  a  farm  under  the  corn  and  grain 
sorghums  program  shall  be  the  sum  of 
1 1 »  50  percent  of  the  result  obtained  by 
multiplying  the  acrease  intended  to  be 
diverted  from  corn  by  the  minimum  acre 
payment  rate  per  acre  for  corn  for  the 
farm  and  i2>  50  percent  of  the  result 
obtained  by  multiplying  the  acreage  in- 
tended to  be  diverted  from  grain  sor- 
ghums by  the  minimum  acre  payment 
rate  per  acre  for  grain  sorghums  for  the 
farm.  The  total  advance  payments  to  be 
made  on  a  farm  under  the  barley  pro- 
gram shall  be  50  percent  of  the  result 
obtained  by  multiplying  the  acrenKC  in- 
tended to  be  diverted  from  barley  by  the 
minimum  acre  payment  rate  per  acre  for 
barley  for  the  farm.  Each  producer's 
share  of  the  advance  payment  for  the 
farm  shall  be  obtained  by  multiplying 
his  percentage  share  of  the  payment  as 
specified  on  Form  477  by  the  total  ad- 
vance payment  for  the  farm. 

§  775.120      Drlfrminalion  of  cotnplianre. 

I  at  Determinations  with  respect  to  the 
acreage  planted  to  the  conunodlty  and 
the  designated  diverted  acreage  shall  be 
made  by  a  representative  of  the  county 
or  State  committee  in  accordance  with 
the  regulations  governing  Determination 
of  Acreage  and  Performance,  Part  718 
of  this  chapter  (22  F.R.  3747).  as 
amended.  "**• 

lb)  Before  final  payments  are  made, 
producers  on  the  farm  shall  be  required 
to  certify  that  they  have  complied  with 
all  requirements  of  the  program.  If  the 
county  committee  has  reason  to  question 
whether  the  normal  conserving  acreage 
for  the  farm  has  been  devoted  to  an  ap- 
proved conservation  use  on  the  farm  for 
1962,  or  whether  the  producer  has  other- 
wise compiled  with  the  program.  It  shall 
take  the  necessary  action  to  verify  the 
facts. 

<c>  A  representative  of  the  county  or 
State  committee  or  any  authorized  rep- 
resentative of  the  Secretary  shall  have 
the  right  at  any  reasonable  time  to  enter 
a  farm,  concerning  which  representa- 
tions have  been  made  on  any  forms  filed 
under  the  program,  in  order  to  measure 


the  acreage  planted  to  the  commodity 
and  the  designated  diverted  acreage,  to 
examine  any  records  pertaining  thereto, 
and  otherwise  to  determine  the  accuracy 
of  a  producer's  representations  and  the 
performance  of  his  obligations  under  the 
program. 

tj  775.121      Kinul    iiMymrnt. 

fn)  Payment  of  any  amounts  due  the 
producers  on  a  farm  participating  In  the 
corn-grain  sorghum  program  and  to  pro- 
ducers on  a  farm  participating  In  the 
barley  program  shall  be  made  when  it 
has  been  determined  by  the  county  com- 
mittee that  the  producers  and  the  farm 
are  in  compliance  with  the  applicable 
requirements  of  this  program.  To  be 
eligible  for  payment  the  producer  must 
complete  Form  477-2  not  later  than  May 
1,  1963.  unless  otherwise  approved  by  the 
Administrator,  ASCS.  or  his  designee. 
The  percentage  shares  of  all  producers 
who  would  have  had  an  Interest  In  the 
applicable  commodity  on  the  farm  In 
1962  had  such  commodity  been  produced 
on  the  diverted  acreage  must  equal  100 
percent. 

( b  >  The  total  diverted  acreage  of  com 
and  grain  sorghums,  or  of  barley,  on  the 
farm  shall  be  determined  by  subtracting 
the  1962  corn  and  grain  sorghimi  acreage 
or  the  1962  barley  acreage  on  the  farm 
from  the  applicable  farm  feed  grain  base. 
The  total  acreage  diverted  from  corn  and 
grain  sorghums,  and  the  total  acreage 
diverted  from  barley,  on  which  payments 
shall  be  based  shall  be  the  smallest  of: 

(1)  The  total  diverted  acreage  of  the 
applicable  crop(s)  on  the  farm  deter- 
mined as  provided  above; 

(2)  The  total  intended  diverted  acre- 
age of  the  applicable  crop's )  as  speci- 
fied on  Form  477; 

(3)  The  Increased  acreage  devoted  in 
1962  to  approved  conservation  uses  on 
the  farm,  excluding  (Dm  the  case  of  the 
corn-grain  sorghum  program,  the  desig- 
nated diverted  acreage  under  the  barley 
program,  and  In  the  case  of  the  barley 
program,  the  designated  diverted  acre- 
age under  the  corn-grain  sorghum  pro- 
gram, (ID  designated  diverted  acreage 
under  the  1962  Wheat  Stabilization  Pro- 
gram and  (ill)  cropland  retired  to  re- 
place non-cropland  in  accordance  with 
§  775.108; 

(4>  The  number  of  acres  In  the  desig- 
nated diverted  acreage  of  the  applicable 
crop(s)  less  any  acreage  on  which  caStor 
beans,  guar,  safllower.  sunflower  or  ses- 
ame are  planted;  or 

(5)  If  the  farm  Is  covered  by  a  Soil 
Bank  Conservation  Reserve  contract,  the 
number  of  permitted  acres  of  soil  bank 
base  crops  minus  (a)  In  the  case  of  the 
corn-grain  sorghum  program,  the  acre- 
age diverted  under  the  barley  program, 
or  In  the  case  of  the  barley  program, 
the  acreage  diverted  under  the  corn- 
grain  sorghum  program ;  (b)  the  acreage 
diverted  under  the  1962  Wheat  Stabiliza- 
tion Program,  and  (c)  the  acreage  de- 
voted In  1962  to  soil  bank  base  crops, 
excluding  designated  diverted  acreage 
under  the  Wheat  Stabilization  Program 
and  this  program  on  which  soil  bank  base 
crops  are  planted  as  a  conservation  use 
In  accordance  with  the  provisions  of 
i  775.106. 
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Notwithstanding  subparagraphs  (1) 
through  (5)  of  this  paragraph,  a  reduc- 
tion in  diverted  acreage  otherwise  eligible 
for  payment  will  be  made  for  each  acre 
of  non -cropland  which  Is  planted  to 
crops  for  harvest  In  1962  (excluding  non- 
cropland  planted  to  perennial  grasses 
nnd  legumes  on  which  no  nurse  crop  is 
harvested  for  grain  or  oilseed)  that  is  not 
replaced  by  cropland  retired  to  perma- 
nent cover  of  trees,  or  perennial  grasses 
nnd  or  perennial  legumes.  Except  as 
provided  below,  no  payment  shall  be 
made  on  any  farm  on  which  the  total 
diverted  acreage  on  which  the  payment 
is  based  (Including  acreage  devoted  to 
castor  beans,  guar,  safllower,  sunflower 
or  sesame  which  has  not  been  grazed  as 
provided  In  8  775.107(d))  is  less  than 
20  percent  of  the  farm  feed  grain  base. 
The  provisions  of  the  foregoing  sentence 
shall  not  apply  If  (I)  the  farm  is  covered 
by  a  soil  bank  conservation  reserve  con- 
tract and  the  provisions  of  the  second 
sentence  In  S  775.105(b)  (2)  are  applica- 
ble, or  (ID  noncompliance  with  such  pro- 
visions was  caused  solely  by  (a)  an  un- 
derstatement made  In  good  faith  by  pro- 
ducers in  supplying  data  to  the  county 
committees,  or  (b)  an  error,  and  the 
county  conmuttee  determines  that  (i) 
producers  on  the  farm  were  in  no  way 
responsible  for  the  error,  (2)  the  extent 
of  the  error  was  such  that  the  producers 
would  not  reasonably  be  expected  to 
question  it.  and  (3)  the  producers  In  good 
faith  complied  with  the  program  on  the 
basis  of  the  error. 

(c)  The  amount  of  the  total  earned 
payment  for  the  farm  for  the  corn- 
grain  sorghum  program  and  for  the  bar- 
ley program  shall  be  computed  in  accord- 
ance with  the  provisions  of  the  follow- 
ing: subparagraphs  (1)  through  (5)  of 
this  paragraph,  as  applicable: 

1 1 »  If  the  corn-grain  sorghum  feed 
grain  base  or  the  barley  feed  grain  base, 
as  applicable,  on  the  farm  is  less  than 
100  acres,  the  total  diverted  acreage  on 
which  payment  is  based  shall  be  divided 
into  the  following  three  categories  for  the 
purpose  of  computing  the  acreage  eligi- 
ble for  payment  at  the  minimum  and 
additional  acre  payment  rates: 

(D  The  number  of  acres  equal  to  20 
percent  of  the  total  applicable  feed  grain 
base  shall  be  computed  at  the  applicable 
minimum  acre  payment  rate  per  acre; 

(ID  The  number  of  acres,  if  any,  be- 
tween 20  percent  of  the  total  applicable 
feed  grain  base  and  40  percent  of  such 
total  feed  grain  base  shall  be  computed 
at  the  applicable  additional  acre  pay- 
ment rate  per  acre;  and 

(ilD  The  number  of  acres,  if  any,  in 
excess  of  40  percent  of  the  total  appli- 
cable feed  grain  base  shall  be  computed 
at  the  applicable  minimum  acre  pay- 
ment rate  per  acre. 

(2)  If  the  corn-grain  sorghum  feed 
grain  base  or  the  barley  feed  grain  base, 
as  applicable,  on  the  farm  is  100  acres 
or  more,  the  total  diverted  acreage  on 
\vhlch  payment  Is  based  under  the  ap- 
plicable program  shall  be  divided  into 
the  following  two  categories  for  the  pur- 
pose of  computing  the  acreage  eligible 
for  payment  at  the  minimum  and  addi- 
tional acre  payment  rates: 

I  i )  The  number  of  acres  equal  to  the 
first  20  percent  of  the  total  applicable 
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feed  grain  base  shall  be  computed  at  the 
applicable  minimum  acre  pasmient  rate 
per  acre,  and 

(11)  The  number  of  acres,  if  any,  in 
excess  of  the  first  20  percent  of  the  total 
applicable  feed  grain  base  shall  be  com- 
puted at  the  applicable  additional  acre 
payment  rate  per  acre. 

(3)  If  the  actual  diverted  acreage 
consists  of  an  acreage  of  corn  and  an 
acreage  of  grain  sorghums  and  the  pro- 
visions of  subparagraph  (4)  of  this  para- 
graph are  not  applicable,  the  acreage  of 
each  commodity  eligible  for  payment 
shall  be  determined  by  crediting  the 
commodity  with  the  higher  payment  rate 
with  an  acreage  equivalent  to  the  smaller 
of  the  actual  acres  diverted  from  that 
crop,  or  the  total  com -grain  sorghum 
diverted  acreage  on  which  payment  is 
based,  and  then  crediting  the  balance 
of  the  eligible  acres  for  payment  to  the 
commodity  with  the  lower  payment  rate. 

(4)  On  farms  where  separate  Irri- 
gated and  non-irrigated  feed  grain  bases 
have  been  established  for  the  commodity, 
the  irrigated  and  non -Irrigated  acreages 
of  such  commodity  eligible  for  payment 
shall  be  determined  as  follows: 

(I)  In  the  case  of  com  and  grain 
sorghums,  the  commodity  and  practice 
category  having  the  highest  payment 
rate  shall  be  credited  with  an  acreage 
eqxiivalent  to  the  smaller  of  the  actual 
acreage  diverted  from  such  crop  and 
practice  or  the  total  corn-grain  sorghum 
farm  diverted  acreage  on  which  payment 
is  based.  Each  of  the  remaining  cofii- 
modity  and  practice  categories  shall  be 
credited  with  the  smaller  of  the  actual 
acreage  diverted  from  such  crop  and 
practice  or  the  remainder  of  the  total 
corn-grain  sorghum  farm  diverted  acre- 
age on  which  payment  is  based.  Such 
computation  shall  be  made  for  each  com- 
modity and  practice  category  In  the  or- 
der of  their  pajrment  rates.  The  total 
acres  eligible  for  payment  at  the  irri- 
gated rate  shall  not  exceed  the  total 
actual  irrigated  diverted  acreage. 

(II)  Irrigated  barley  shall  be  credited 
with  an  acreage  equivalent  to  the  smaller 
of'  the  actual  barley  acreage  diverted 
from  such  practice  category  or  the  total 
barley  farm  diverted  acreage  on  which 
pajrment  is  based  and  non-Irrigated  bar- 
ley shall  be  credited  with  the  remainder, 
if  any.  of  the  barley  farm  diverted  acre- 
age on  which  payment  is  based. 

(5)  In  the  case  of  corn  and  grain 
sorghums,  the  acreage  of  each  commod- 
ity and  practice  category  eligible  for 
payment  at  the  miiiimum  and  additional 
acre  payment  rates  shall  be  determined 
by  multiplying  the  acreage  eligible  for 
payment  for  each  crop  and  practice  cate- 
gory by  the  ratio  of  the  corn -grain  sor- 
ghum acreage  eligible  for  payment  at 
the  minimum  or  additional  rate,  as  ap- 
plicable, determined  imder  subparagraph 
(1)  or  (2)  of  this  paragraph  to  the  total 
corn-grain  sorghum  acreage  eligible  for 
payment  on  the  farm.  In  the  case  of 
barley,  the  acreage  of  each  practice  cate- 
gory eligible  for  payment  at  the  mini- 
mum and  additional  payment  rates  shall 
be  determined  by  multiplying  the  barley 
acreage  eligible  for  payment  in  each 
practice  category  by  the  ratio  of  the 
barley  acreage  eligible  for  payment  at 
the  minimum  or  additional  rate,  as  ap- 
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pllcable,  determined  under  subparagraph 
(1)  or  (2)  of  this  paragraph  to  the  total 
applicable  barley  acreage  eligible  for 
payment  on  the  farm. 

(d)  The  balance  of  the  total  earned 
payment  due  each  eligible  producer  un- 
der the  corn-grain  sorghum  program  and 
under  the  barley  program  shall  be  deter- 
mined by  multiplying  the  total  earned 
payment  under  the  applicable  program 
for  the  farm  by  the  producer's  share  of 
the  total  payment  under  the  corn-grain 
sorghum  program  or  under  the  barley 
program,  as  applicable,  and  subtracting 
therefrom  the  advance  payment  made  to 
such  producer  under  the  applicable  pro- 
gram. Producers  shall  refund  any  pay- 
ment previously  made  to  which  they  are 
not  entitled. 

(e)  Notwithstanding  any  provision  of 
these  regulations,  if  a  producer  declines, 
for  personal  reasons,  to  accept  all  or  any 
part  of  his  share  of  the  payment  com- 
puted for  a  farm  in  accordance  wltji  the 
provisions  of  this  section,  such  payment 
or  portion  thereof  shall  not  become 
available  for  any  other  producer  on  the 
farm. 

§  775.122      Division  of  payment. 

(a)  Payments  made  under  this  pro- 
gram shall  be  divided  in  such  a  way  that 
all  eligible  producers  will  share  in  the 
payments  on  a  fair  and  equitable  basis 
and  in  keeping  with  existing  rental  and 
cropping  contracts.  The  names  of  all 
persons  on  the  farm  who  would  have  had 
an  interest  as  producers  In  1962-crop 
com  or  grain  sorghiuns,  or  in  1962-crop 
barley,  as  applicable,  had  it  been  pro- 
duced on  the  diverted  acreage  shall  be 
entered  In  Part  IV  of  Form  477  and  on 
Form  477-2.  If  all  such  producers  agree 
to  their  respective  percentage  shares  of 
the  advance  and  final  payments  and 
certify  that  their  shares  of  the  payments 
are  fair  and  equitable,  the  division  of 
payments  so  determined  shall  be  ap- 
proved by  a  representative  of  the  county 
committee  subject  to  the  provisions  of 
§§  775.123  and  775.124. 

(b)  The  following  factors  should  be 
given  consideration  in  arriving  at  the 
division  of  payments : 

(1)  The  basis  on  which  producers 
would  have  shared  in  the  production  of 
the  corn  and  grain  sorghums,  or  barley, 
as  applicable,  had  such  crops  been  pro- 
duced on  the  diverted  acreage; 

(2)  The  savings  or  benefits  accruing 
to  each  producer  on  the  diverted 
acreage; 

(3)  The  respective  contributions  of 
each  producer  to  the  establishment  and 
maintenance  of  the  conservation  uses  on 
the  acreage  designated  as  diverted  from 
production;  and 

(4)  The  respective  relationship  of  the 
diverted  acreages  and  Increased  conser- 
vation acreage  to  the  various  ownership 
tracts  comprising  a  farm. 

(c)  In  those  cases  where  a  person  who 
would  have  had  an  interest  as  producer 
In  corn  or  grain  sorghums,  or  in  barley, 
as  applicable,  had  such  crops  been  pro- 
duced on  the  diverted  acreage,  refuses 
or  fails  to  sign  an  application  for  pay- 
ment, or  is  ineligible  because  of  being 
out  of  compliance  on  other  farms,  the 
share  of  the  payment  to  which  he  would 
otherwise  be  entitled  shall  be  shown  on 
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the  applicable  Ponni  477  and  477-2. 
Payment  ahall  not  be  made  for  the  f ann 
until  the  mm  of  the  percentage  shares 
equals  100  percent. 

(d)  If  producers  whose  names  are 
listed  on  Forms  477  and  477-2  cannot 
agree  on  the  division  of  the  payment 
among  eligible  producers  on  the  farm, 
the  coimty  committee  will  determine  the 
sharing  of  payments  among  such  pro- 
ducers on  a  fair  and  equitable  basis  and 
In  keeping  with  existing  rental  and  crop- 
ping contracts  based  on  the  factors  pro- 
vided In  this  section.  Payment  of 
amounts  so  determined  shall  be  made 
to  eligible  producers  upon  their  request. 

§  775.123  Additional  provisions  and  rr- 
quirrmrnts  rrlalive  to  tenants  and 
sharecroppers. 

(a)  No  Form  477  or  Form  477-2  shall 
be  approved  by  the  county  committee  or 
payments  made  for  any  individual  farm 
If  the  county  committee  determines: 

(1)  That  the  landlord  or  operator  has 
not  afforded  his  tenants  and  sharecrop- 
pers, if  any.  an  opportunity  to  partici- 
pate in  the  program. 

(2)  That  the  landlord  or  operator  has. 
in  anticipation  or  because  of  participat- 
ing in  the  program,  reduced  the  number 
of  tenants  and  sharecroppers  on  the 
farm.  (If  a  tenant  or  sharecropper 
leaves  the  farm  voluntarily,  or  for  sorfe 
reason  other  than  being  forced  off  the 
farm  by  the  landlord  or  operator  in 
anticipation  or  because  of  participation 
in  the  program,  the  failure  to  replace 
such  tenant  or  sharecropper  shall  not 
be  considered  as  a  reduction  in  anticipa- 
tion or  because  of  participating  in  the 
program. ) 

(3)  That  there  exists  between  tht 
operator  or  landlord  and  any  tenant  or 
sharecropper  any  lease,  contract,  agree- 
ment or  understanding  unfairly  exacted 
or  required  by  the  operator  or  landlord 
which  was  entered  Into  in  anticipation 
of  participating  in  the  program,  the  effect 
of  which  is : 

(i)  To  force  the  tenant  or  sharecrop- 
per to  pay  over  to  the  landlord  or 
operator  any  payment  earned  by  him 
under  the  program ; 

(ii)  To  change  the  status  of  any 
tenant  or  sharecropper  so  as  to  deprive 
him  of  any  payment  or  right  which  he 
would  otherwise  have  had  under  the 
program: 

(iii)  To  reduce  the  size  of  the  tenant's 
or  sharecropper's  producer  unit;  or 

(iv)  To  increase  the  rent  to  be  paid 
by  the  tenant  or  decrease  the  share  of 
the  crop  or  Its  proceeds  to  be  received  by 
the  sharecropper. 

(4)  That  any  other  scheme  or  device 
has  been  adopted  for  the  purpose  of 
depriving  any  tenant  or  sharecropper  of 
the  pasonent  to  which  he  would  other- 
wise be  entitled  to  receive  under  this 
program. 

(b)  If  prior  to  making  an  advance 
pa3rment,  the  county  committee  deter- 
mines that  the  Form  477  has  been  im- 
properly prepared.  It  shall  not  approve 
the  application  for  pasmtient.  The  pro- 
ducers will  be  afforded  an  opportunity 
to  agree  mutually  to  a  proper  division 
of  payments  in  accordance  with  the  fac- 
tors specified  In  9  775.122  hereof.  If  the 
producers  cannot  agree  to  a  proper  dl- 
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vision  of  payment,  the  county  committee 
shall  determine  the  division  of  payments 
among  eligible  producers  on  the  farm  on 
a  fair  and  equitable  baals.  In  accordance 
with  the  factors  specified  In  S  775.122. 
(c)  If  the  county  committee  deter- 
mines after  affording  the  producers  on 
a  farm  an  opportunity  to  present  evi- 
dence that  any  payment  which  it  has 
made  has  been  Improperly  divided 
among  the  eligible  producers  for  the 
reasons  specified  In  paragraph  la)  of 
this  section,  the  county  committee  shall 
determine  the  sharing  of  payments  to 
be  made  among  the  eligible  producers 
on  the  f^m  on  a  fair  and  equitable  basis 
in  accordance  with  the  factors  specified 
in  §  775.122  Persons  shall  refund  to  the 
county  committee  any  payment  received 
to  which  they  are  not  entitled.  In  the 
event  of  fraud,  the  person  involved  shall 
be  subject  to  the  provisions  of  3  775  125. 

§773.124      Successors-in-interest. 

(a)  In  c&se  of  the  death,  Incompe- 
tency, or  disappearance  of  any  producer 
who  is  entitled  to  a  payment  under  this 
program,  the  payment  due  him  shall  be 
made  to  his  successor,  as  determined  in 
accordance  with  provisions  of  the  regu- 
lations in  ACP  122.  as  amended,  issued 
by  the  Secretary  (Part  1108  of  this  title) . 
or  any  amendments  thereto,  for  pay- 
ments made  pursuant  to  section  8  of  the 
Soil  Conservation  and  Domestic  Allot- 
ment Act.  as  amended. 

(b)  When  any  person  who  would  have 
had  an  interest  as  producer  (herein 
called  "predecessor")  in  corn  or  grain 
sorghums  or  in  barley,  as  applicable.  If 
it  had  been  produced  on  the  diverted 
acreage  leaves  the  farm  after  Form  477 
has  been  filed  and  has  been  succeeded  on 
the  farm  by  another  producer  (herein 
called  "successor")  whose  name  Is  listed 
on  Form  477-2,  their  share  of  the  ad- 
vance and  final  payment  shall  be  divided 
on  such  basis  as  the  predecessor  and 
successor  agree  is  fair  and  equitable.  If 
such  persons  are  unable  to  agree  to  a 
division  of  their  payments,  the  county 
committee  shall  determine  the  division 
taking  into  consideration  the  following, 
among  other  factors  it  deems  pertinent: 

( 1 )  The  respective  interests  which  the 
predecessor  and  successor  would  have 
had  in  corn  and  grain  sorghums  if  they 
had  been  produced  on  the  diverted 
acreage; 

i2»  The  respective  contributions  to 
the  diversion  in  acreage  which  have  been 
made  by  the  predecessor  and  by  the  suc- 
cessor; and 

(3)  The  respective  contributions  of 
the  predecessor  and  successor  to  the 
establishment  and  maintenance  of  the 
conservation  uses  on  the  additional  acre- 
age devoted  to  soil  conservirig  crops  in 
1961. 

(c>  Notwithstanding  the  foregoing.  If 
a  tenant  or  sharecropper  who  would 
have  had  an  interest  in  the  applicable 
commodity  if  it  had  been  produced  on 
the  diverted  acreage  leaves  a  farm  after 
Form  477  has  been  filed  for  the  farm,  but 
before  the  final  payment  has  been  made 
£uid  is  not  succeeded  on  the  farm  by 
another  person,  his  name  shall  be  In- 
cluded on  Part  IV  of  Form  477  and  on 
Form  477-2  and  the  division  of  pasrment 


to  which  he  is  entitled  shall  be  deter- 
mined as  provided  In  S  775.122. 
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§  775.125      Scheme  or  device  and  fraudu- 
lent  representation. 

(a>  A  producer  who  Is  determined  by 
the  State  committee  or  by  the  county 
committee  with  the  approval  of  the  State 
committee  to  have  adopted  any  scheme 
or  device  which  tends  to  defeat  the  pur- 
poses of  this  program  shall  not  be  en- 
titled to  receive  a  payment  under  the 
program  and  shall»  refund  any  payment 
received  by  him. 

( b )  The  making  of  a  fraudulent  repre- 
sentation by  a  person  in  the  payment 
documents  or  otherwise  for  the  purpose 
of  obtaining  a  payment  from  the  county 
committee  shall  render  the  person  liable, 
aside  from  any  additional  liability  under 
criminal  and  civil  frauds  statutes,  for  a 
refund  of  the  payments  received  by  him 
with  respect  to  which  the  fraudulent 
representation  was  made. 

§  773.126      Reronslitulion    of    farms. 

(a>  Reconstitution  of  farms  shall  be 
in  accordance  with  the  regulations  gov- 
ermng  reconstitution  of  farms,  farm  al- 
lotments and  farm  history  and  soil  bank 
base  acreages  (Part  719  of  this  chapter. 
23  F.R.  6731)  and  any  amendments 
thereto.  If.  under  such  regulations,  two 
or  more  farms  as  constituted  at  the  time 
a  feed  grain  base  and  a  productivity  in- 
dex were  established  are  combined  into 
one  farm,  or  if  one  farm  as  constituted 
at  such  time  is  later  divided  into  two 
more  farms,  feed  grain  bases  shall  be 
determined  for  such  farm(s)  in  accord- 
ance with  such  regulations.  The  pro- 
ductivity Index  for  such  farms  will  be 
determined  by  the  county  committee  iii 
accordance  with  §  775.114. 

(b)  The  feed  grain  base  for  corn  and 
grain  sorghums  and  for  barley  on  the 
combined  farm  shall  not  exceed  the  sum 
of  the  applicable  feed  grain  bases  for 
the  component  parts.  The  productivity 
index  established  for  the  commodity  for 
a  combined  farm  shall  not  exceed  the 
weighted  average  of  the  indexes  estab- 
lished for  the  commodity  for  the  compo- 
nent parLs.  Wlicn  a  parent  farm  is 
divided  into  two  or  more  parts,  the  sum 
of  the  feed  grain  bases  for  corn  and  grain 
sorghums  and  for  barley  established  for 
the  component  parts  shall  not  exceed 
the  applicable  feed  grain  base  for  the 
parent  farm.  The  weighted  average  of 
the  productivity  indexes  established  for 
the  component  parts  shall  not  exceed 
the  applicable  productivity  Index  estab- 
lished for  the  farm  prior  to  being  divided. 
The  normal  conserving  acreages  shall  be 
credited  to  the  reconstituted  farm(s)  by 
the  county  committee  in  a  fair  and  equi- 
tab'e  manner. 

(c)  Notwithstanding  the  "foregoing 
provisions  of  this  section,  a  farm  shall 
not  be  reconstituted  for  the  purpose  of 
this  program  after  the  final  date  for  fil- 
ing a  Form  477  In  the  county,  unless  the 
farm(s)  was  not  properly  constituted  as 
of  such  date.  In  such  event,  a  corrected 
Form(s)  477  may  be  prepared  for  the 
farm(s>  as  properly  constituted  even 
though  this  action  Ls  necessary  after  the 
closing  date. 


Saturday,  January  6,  1962 

§  775.127     Provision  for  handling  excep- 
tional cases.  I 

Where  a  producer,  In  reasonable  reli- 
ance upon  any  Instruction  or  commit- 
ment of  any  member,  employee,  or  rep- 
resentative of  a  county  or  State  commit- 
tee, in  good  faith,  substantially  performs 
under  the  program,  the  Deputy  Admin- 
istrator may  review  the  requirements  of 
any  provision  of  the  regulations  In  this 
subpart  and  if.  In  his  Judgment,  relief 
from  the  requirements  of  such  provision 
Is  justified  under  all  the  circumstances  of 
the  case  to  permit  a  proper  disposition 
thereof,  allow  payment  for  such  substan- 
tial performance  In  an  amount  not  to 
exceed  the  amount  which  would  have 
been  due  for  the  required  performance, 
provided  such  action  Is  not  prohibited 
by  statute.  

§  773.128      Delegation  of  authority. 

No  delegation  herein  to  a  State  or 
county  committee  shall  preclude  the  Ad-  ^***^'^ 
ministrator,  ASCS.  or  his  designee,  from 
determining  any  question  arising  imder 
the  program,  or  from  reversing  or  mod- 
Ifylng  any  determination  made  by  a 
State  or  county  committee.  

2 

Note:  The  recordkeeping  and  reporting  re-       

qutrementa  of  these  regulations  have  been 
approved  by,  and  subsequent  recordkeeping 
and  reporting  requirements  will  be  subject     ». 

to  the  approval  of  the  Bureau  of  the  Budget         

in  accordance  with  the  Federal  Reports  Act     > 

of  1942. 

Issued  at  Washington.  D.C..  this  28th    \ 

day  of  December  1961.  

Orville  L.  Freeman,  e. 

Secretary.       , 

IFR.    Doc.    61-12427;    PUed,    Dec.    28.    1961;      •-"""-- 
3:54  ajn.l  , 
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provided  In  1982  OCX?  grain  price  support 
regulatlODs  and  any  amendments  there- 
to, Jn  determining  the  maximum  quan- 
tity of  1962  crop  corn  and  grain  sor- 
ghums, and  barley  on  which  price  support 
may  be  received  on  each  eligible  farm. 

§  775.152      County    average    yields    and 
county  payment  rates  for  barley. 

County  average  yields  and  county 
minimum  acre  payment  rates  (50  per- 
cent payment  rate  per  acre)  and  addi- 
tional acre  payment  rates  (60  percent 
payment  rate  per  acre)  for  barley  are  as 
follows: 

1082  Feed  Qrain  Program 

Omntv  1959-60  A^iuted  Areraoe   YitU  and  Per  Acre 
PapmenUfor  HarUy 

ALABAMA 


155 

1M2  Fmd  OaAiN  Pkooeam— Continued 

Oountp   1959-99   Adjtuted   Average   TieU  antf 

Par  Acrt  Paifmenta  for  Barley— Contiaued 

ARKANSAS — Continued 


District 


County 


Colbert 

Franklin.... 
Lauderdale. 
Lawrence... 
Llmestons. . 

Madison 

Morpui 

Saint  Clair.. 

Shelby 

Cherokee 

De  Kalb.„. 

Jackson 

lisle 

Antauca 

Dallas 

WUcox 

Cbanibai... 

I.«e 

WasbinKton. 
Houston 


1659-00 

80  per- 

ad- 

cent 

Jasted 

pay- 

aver- 

ment 

»ps 

rate 

yield 

per 

acre 

ButkeU 

SI.  5 

SI5.80 

29.0 

14.50 

30.5 

15.20 

30.0 

15.00 

31.0 

15.50 

31.0 

15.  sn 

28.6 

14.20 

28.6 

14.20 

39.0 

14.50 

30.0 

15.00 

30.0 

15.00 

30.0 

15.00 

27.0 

13.60 

30.6 

15.20 

27.5 

13.80 

27.6 

13.80 

27.0 

13.60 

27.0 

13.50 

27.0 

13.60 

27.0 

13.60 

ARIZONA 


(1962  Peed  Grain  Program,  Supplement  1] 

PART  775— FEED  GRAINS  » 

Subpart — 1962  Feed  Grain  Program 

Regulations  , 

Sec.  _ 

775  151     Purpose.  g; 

775.152     County   average   yields  and  county 
payment  rates  for  barley. 

ArTHORrrT:    SS  775  151    and   775.152  issued 
under  Sec.  16(d)  49  SUt.  1161,  as  amended; 
Sec    105.  72  Stat.  993,  as  amended;  Sec.  133.     - 
75  Stat.  303.  7;   16  U.S.C.  690p;  7  U.S.C.  1441 

note.  _ 


Apache 

Coconino... 

Mohave 

Navajo 

Yavapai... 
Msrtcopa.. 

Pinal 

Yuma 

Cochise 

Oila 

Oraham. 

Greenlee... 

Pima 

Santa  Cruz 


ARKANSAS 


§  773.151      Purpose.  |  . 

Sections  775.151  to  775.152,  supplement 
the  1962  Feed  Grain  Program  Regula- 
tions, which  provide  terms  and  condl-  *- 
tions  for  a  special  agricultural  conserva- 
tion program  for  1962  under  which 
conservation  payments  are  made  to 
producers  who  divert  acreage  from  the 
production  of  com  and  grain  sorghums, 
and  barley,  respectively,  to  an  approved 
conservation  use  and  Increase  their 
average  acreage  of  cropland  devoted  In 
1959  and  1960  to  designated  soil  conserv- 
ing crops  or  practices  by  an  equal 
amount.  This  supplement  contains 
county  average  yields  and  county  pay- 
ment rates  used  in  determining  payment 
rates  for  the  farm,  which  are  the  basis  ( 
for  computing  payments  to  producers 
under  the  1962  Peed  Grain  Program. 
County  average  yields  are  also  used  as 


Benton 

Carroll 

Madison 

Washington.. 

Baxter 

Cleburne 

Soarcy 

Sharp 

Clay 

Craighead.. ... 

Greene 

Independence. 

Jackson 

Lawrence 

Miaslasippi..., 

Poinsett 

Randolph 

White 

Cr»wlord 

FnuikUn 

Johnson 

Loftao 

Pope 

Sebastian 

Yell 

Conway 

Faulkner 

Garland 

Perry 

Pulaski... 


Bushel! 

26  4 

$11  90 

26.4 
19.9 

12.10 
9.00 

29.6 

13.30 

14.4 

11.0 

6.80 
5.70 

8.5 

3.90 

10.6 

6.00 

27.6 

14.20 

30.2 

15.60 

32.0 

16.  .V) 

29.6 

14,80 

43.1 

22.20 

17.6 

9.10 

31.1 

16.10 

26.6 

13.20 

30.9 

15.90 

20.8 

10.70 

39.8 

18.30 

29.6 

13.80 

27.2 

12.60 

34.0 

15.60 

52.5 

24.60 

34.2 

15.70 

21.0 

9.90 

26.5 

13.30 

24.6 

12.40 

40.0 

18.80 

28.6 

13.30 

22.5 

11.40 

ButkeU 

42.5 

S14.40 

42.5 

15.10 

44.5 

17.10 

42.5 

14.40 

60.0 

20.00 

09.6 

35.50 

60.6 

30.80 

61.0 

31.40 

45.0 

21.20 

40.0 

15.00 

66.0 

24.80 

45.0 

16.90 

66.0 

32.70 

41.3 

19.60 

$17.30 
18.10 
20.60 
17.30 
24.00 
42.50 
87.00 
37.70 
25.40 
18.00 
29.70 
20.20 
39.20 
23.60 


$14.20 
14.60 
10.70 
16.00 
8.10 
6.80 
4.70 
6.10 
17.10 
18.60 
19.80 
17.80 
26.70 
in.  90 
19.30 
1.V80 
19.10 
12.90 
22.00 
16.60 
15.20 
18  80 
29.60 
18  90 
11.80 
16.  10 
14.90 
22.60 
16.10 
13.80 


5a. 


County 


1959-60 

ad- 
ju-stcd 
aver- 

ase 
yield 


Arkansas 

Crittenden... 

Cross 

Lee 

Lonoke 

Monroe 

Phillips 

Prairie 

Saint  Francia 
Woodruff 


ButkeU 
27.4 
17.4 
28.2 
30.1 
40.0 
27.0 
48.3 
27.4 
30.2 
28.2 


SO  per- 
cent 
pay- 
ment 
rate 
per 
acre 


$14. 10 
9.00 
14.50 
16.40 
20.60 
13.90 
24.90 
14.10 
16.80 
14.60 


60  per- 
cent 
pay- 
ment 
rate         1 
per 
acre        2 

8 

$18  90 
17. 40      4, 
18.30 

laoo 

18  60 

18.60 

17.10 

17.10 

17.40 

18.00 

18.00 

18.  OU 

16.20 

1&30      8 

16.60 

16.50 

16.20 

16.20 

16.20 

16.20 


CAUFORNIA 


Humboldt 

McDdocino 

Shasta 

Siskiyou 

Lassen 

Modoc 

Plumas 

Alameda 

Contra  Costa 

Lake 

Marin 

Monterey 

Napa. 

San  Renito 

San  Luis  Obispo. 

San  Mateo 

Santa  Clara 

Santa  Crut 

Sonoma 

Butte 

Colusa 

Glenn 

Sacramento 

Solano 

Sutter 

Tehama 

Yolo 

Yuba 

Fresno 

Kem 

Kines 

Maopra 

Merced 

San  Joaquin 

Stanislaus 

Tulare 

Amador... 

Calaveras 

Placer 

Sierra 

Tuolumne.. 

Imperial 

Los  Angeles 

Orange 

Riverside 

San  Bernardino.. 

San  Diego 

Santa  Barbara 

Ventura 


BuAeU 

60.8 

$23.90 

31.0 

15.70 

24.5 

12.00 

51  0 

25  00 

30  6 

14  40 

53  0 

26  70 

40  5 

20  00 

32  0 

17  30 

31.0 

16.70 

28  0 

14.40 

42.0 

22  70 

30.6 

15.80 

33  0 

17  80 

33.0 

17.30 

23.0 

11.60 

27.0 

14.60 

42.0 

22.70 

35.0 

1&60 

29  6 

15  no 

49.0 

25  50 

39  5 

20.80 

32.5 

16.70 

65.0 

29.70 

43.5 

23.30 

48.0 

25.20 

26.0 

13.00 

47.0 

24.90 

43.5 

23.10 

55.0 

28.60 

48.5 

24.70 

69.5 

31.00 

27.0 

14.30 

39.0 

20.90 

69.0 

82.40 

87.6 

20.60 

43.0 

22.40 

33.6 

18.10 

37.0 

20.00 

24.6 

13.10 

21.3 

9.90 

2Z0 

12.00 

60.5 

31.70 

28.6 

16.20 

24.6 

13.00 

33.0 

17.20 

23.6 

12.60 

26.0 

13.30 

32.0 

16.30 

33.6 

l&OO 

COLORADO 


Chaffee 

Eagle 

Grand 

Gunnison.. 

Jackson 

Moffat 

Park 

Pitkin 

Klo  Blanco. 

Routt 

Boulder 

Jefferson 

Larimer 

Logan 

Morgan 

Sedgwick... 

Weld 

Adams 

Arapahoe.. 
Cheyenne.. 

Douglas 

Elhort 

Kl  Paso 

Kiowa 

Kit  Carson. 

Lincoln 

Phlllipe 


Butkeh 
41.0 
37.6 
20.8 
29.1 
20.8 
21.8 
18.0 
45.0 
25.4 
26.5 
44.0 
33.6 
46.6 
25.0 
33.2 
27.4 
36.0 
29.8 
29.6 
23.0 
21.4 
23.6 
19.9 
21.6 
26.6 
23.0 
82.1 

$15.00 

13.20 

7.60 

10.20 

7.80 

7.60 

6.60 

15.80 

8.90 

9.00 

18.70 

14.30 

19.40 

10.60 

14.10 

11.90 

15.30 

12.70 

12.60 

10.00 

0.10 

10.00 

a60 

s.ao 

11.10 

0.80 

18.00 

flO  per- 
cent 
pay- 
ment 
rate 
per 
acre 


$16.90 
10.70 
17.40 
18.60 
24.70 
16.70 
29.90 
16.90 
18.60 
17.40 


$28.80 
18.80 
14.40 
30.00 
17.30 
30.80 
24.10 
20.70 
20.10 
17.30 
27.20 
10.00 
21.40 
20.80 
13.90 
17.50 
27.20 
22.30 
18.90 
80.60 
24.00 
20.10 
35.60 
27.00 
80.20 
16.60 
29.00 
27.70 
34.80 
20.70 
87.10 
17.20 
25.00 
88.00 
24.50 
26.80 
21.70 
24.00 
15.70 
11.90 
14.40 
38.10 
18.30 
15.70 
20.60 
14.90 
15.90 
19.60 
21.60 


$18.00 
15.80 
9.10 
12.20 
9.40 
9.20 
7.90 
18.00 
10.60 
10.70 
22.40 
17.20 
23  20 
12.80 
16.90 
14.80 
18.40 
16.20 
15.10 
12.00 
10.00 
IZOO 
10.10 
11.10 
13.40 
11.70 
18.80 


156 


1M2  rai»  aaAiR  Pm»«BAM — Continued 

09untv    t»l»-4$    A4hutw4    Av«ra9€    YieU    mn4 
Per  Aor*  Prnprntntt  fvr  Ba/rlen — Continued 

COLOBABO — continued 


I>L'!trlct 


County 


Wash  tnx  ton. 

Yoma 

Archuleta... 

Delu -. 

Dolorei . . . . 

OarfleW 

La  PlaU... 

Mtaa 

Montetuma. 
Montroae... 

Ouray 

San  Mifuel. 

Alamoaa 

Conejos 

Costilla 

Rio  Grands. 
Sacoacbe... 

Bac« 

Bent 

Crowley 

Custer 

Fremont 

Huerfano 

Las  Animas. 

Otero 

Prowers 

Pueblo 


196O-0O 

50  per- 

ad- 

cent 

justed 

Pay- 

arer- 

ment 

•€« 

rate 

yield 

per 

acre 

25.8 

27 

■» 

44 

14 

46 

34 

3 

40 

50.2 

28.4 

40.  1 

36.0 

41.0 

36. 

43 

43 

30 

32 

30 


,5 

.  5 
5 

.0 
4 

.6 
27  0 
2«.  S 
27  * 

2a.  0 

33.7 

26.9 
34  6 


$11  00 
11   W 

9  90 
IV  50 

4  «) 
16.20 
11  90 

13.  10 
13  90 
17.80 

9  90 
13  W 
13.70 
15.60 

14.  (» 
16,  fiO 
17.30 

H.  t"iO 
13  90 

13  OO 

10  90 
12.30 

11  50 
9  40 

14  30 
11.70 
14  70 


60  per- 
cent 
pay- 
ment 
rate 
per 
acre 


$13  30 

I  4   JO 

II  *) 
IH  60 

5  70 
ly  H) 
M  30 
l.S  70 
Irt  70 
21  10 
U   90 

16  40 
I'V  40 
H  70 
I'V  90 
19  "Ci 
30  70 

10  30 
Irt  70 
1^  60 

13  10 

14  70 

13  90 

11  30 

17  Jl) 

14  HI 
17  70 


DSLAWAKX 


New  Castle. 

Kent 

Sussex - 


Bu*KtU\ 

45.  0  23  40 

3M.  5  30  00 

35.  7  I  18  Sd 


FLORIDA 


Walton. 


21   5 


nEOBoiA 


Bartow 

Catoosa 

Murray 

Polk 

Walker 

Whitfield... 

Barrow 

Cherokee 

Clarke 

De  Kalb.... 

Fulton 

Owinnett... 

Hall 

Jackson 

Oconee 

Walton 

White 

Banks 

ElUrt. 

Franklin 

Habersham. 

Hart 

Maiiison 

Oglethorpe.. 

3t<'phens 

Wilkes 

CarroU 

Clayton 

Coweta 

Harris 

Henry 

Lamar 

.Macon 

Manon 

Menwether. 

Schley 

SpalJmg 

Talbot 

I'fMwjn 

Balilwm 

Bibb _ 

Butts 

Crawforil 

Hancock 

Hou.ston 

Jasper 

Johnson 

Jones 

Monroe 


$-3S  10 
-'4  IH) 
22  30 


111    10  I     tl3  30 


BusheU 

35  5 

$18.30 

$21   90 

2»  2 

14.50 

i:  40 

24  5 

12.60 

15    10 

25.5 

13.20 

15  H) 

4.1  0 

•23.20 

27   80 

4M.  0 

24.  70 

■29  70 

26.2 

13  .50 

16  J) 

32  0 

16.  50 

19  -8) 

40.5 

•30  S) 

2.5  III) 

29.0 

14.90 

17  40 

43  5 

■22.50 

•2ti  ■.«! 

■27  S 

14.30 

i:  s) 

27  0 

13.90 

16  70 

32.5 

16.70 

JO    10 

31    5 

16.30 

19  ,V) 

37  0 

19  10 

■22  90 

22.  2 

II   40 

l.t   70 

32  H 

16.90 

20  30 

•V     ., 

1400 

I'l,  NO 

3l)  0 

15.  40 

IH    iO 

23  0 

11   HO 

14   JO 

2«.  s 

14  H) 

IT   NJ 

■27  H 

14.30 

17   JO 

■29  .1 

15  20 

18  Jl) 

31   0 

16  00 

19  Jll 

■2'2.  5 

11    ,50 

1.1  90 

32  0 

16  ,50 

19  -4) 

■27.  H 

14  3«) 

17  JO 

36.0 

18.50 

■22  20 

21   6 

11    10 

1,1  40 

20  2 

10  40 

12  50 

2».  S 

14.80 

17  80 

r  s 

19.  .50 

23  40 

21.  I 

10  90 

13   10 

32.  U 

16,  50 

19   80 

19  5 

10  10 

12    10 

27.  S 

14  30 

17  20 

37.0 

19.  10 

22  90 

25  0 

12.90 

15   4<1 

2.5.0 

12.90 

15   40 

3S.  5 

19.80 

■23  HO 

•2.5.  2 

13  00 

15  fO 

35.0 

18.00 

21   t'fl 

26.0 

13  40 

I'V  10 

37  S 

19.  .50 

23  40 

3.5  0 

18.00 

21    <t) 

•22.  5 

11    54) 

13  90 

22  4 

11    50 

13  *•« 

32.2 

16.60 

19,90 

RULES  AND  REGULATIONS 


IMS  Fbid  Qkair  Pbogbam -Continued 

0«unty    t»$f-l»    Adjusted    Average    Tteld    and 
Per  Acre  P»ptment«  for  Barley     Continued 


continued 


District 


County 


1959^  60 

jiiste^l  j 

,    :» ver  ■  i 

!i«e 

>leia  ' 


"O  [ler- 

i-eiit 
pay- 
ment 
rat*' 
(■er 

■ere 


60  [>pr- 
if  nt 
pay- 
ment 

rale 
l-er 
a<re 


Montgomery 

.Morgiui 

Newton   

I'l'ach     

I'ulaski 

K(Kkilale 

Tri'Utlen 

W.L'ilunKloo 

\Vb«'ler     

Hurke      

Colunihia 

Km,iiiuel   

JitTerson 

Kirhmoml 

Srreven 

Warren    , 

Doiigtu-rty. 

!..■.■  

Siinit»-r     

T.'rr.'ll      

I>.«>l.-y      

V^lUoI      


2.5 
37. 
30 
42. 

ao 

•j»', 

■JO 

j;» 

JX 

J.^ 
■ft 

JO 
24 
20 
32 
30 
35. 
3>i. 
21 
23 
45 
32. 


$1.1 
I'i 
1'. 

J I 
III 
i:( 

10 

IJ 

14 
IJ 
11 
10 

IJ 


Ir. 

'.« 

15 

40 

18  00 

19 

70 

11 

30 

11 

80 

Si 

16 


IDAHO 


ILLINOI:* 


3 


[iiiriMii       

Cim-il     

Il.nry        

Jo  I'avuss 

Le«- 

Mercer 

Oi-l..        

I'litn.im 

K.H  k  I.^l,ln(^  . 

St>pti''tn<in .    .    . 

Whilesi.le 

U  innetiiigo 

Hoiine     

ClHlIC  

De  Kalb 

I>U  r  ige 

•  ininly  

Kane       

Kenilall 

Lake     

La  S  il!e  

.Millenry 

Will..  


PuthtU 
Al  fi 

40  5 
39 
35 
35. 
30 
37 
3-. 
:!2  n 
,(.■>  ', 

41  .-, 
d».  1 

•  41.5 
38.  S 
40.7 
37  4 
34  0 
35.8 
33.5 
39.0 
40.8 
3A.6 
41   5 


$17  .10 
30  U) 
19.10 
17  30 
17  SO 
14.60 
19.60 
15.  M) 
Ti  70 
r<  HI 

.11  '<! 
l*  HO 
Jl     OO 

20  20 
20  80 

19  30 

i:  .11 

IH.  4»J 

n.  10 

20  50 
30  60 
18.70 

•Jl    V) 


$1 


'■  70 
J.t  .I) 
18    CiO 


J''i 
IJ 
I'. 
IJ 
14 

i: 
r. 
i.i 
ij 


14  90 

IJ  70 

JO  :«o 

18  ,'4) 

Jl  <*) 

Zi  >*) 

13  '4) 

14  JO 

J7  '•» 

3U.  UO 


VutkeU 

|l.-ne«  \h 

27  0 

11.1 

JO 

Jl-    ■.«! 

Iloriner     

24.5 

11 

JO 

i:i  ■*) 

Hoiinil.iry 

3H.7 

1' 

'*\ 

JO  'JO 

('leiirwiier 

33  '. 

1'. 

III 

r.i  30 

M.iho 

.■n  : 

r 

no 

IH    l«l 

KiH)t>'n.u  

2S  0 

13 

"0 

l'.   V) 

L.it.>b       

35.7 

i: 

to 

21    DO 

I.e*w      • 

35.2 

1'. 

'«! 

20  .10 

.Net  I'erce .. 

36  0 
35  0 

17 
1.5. 

30 

2!    JO 

.A. la           

IH  30 

\l.inis     

28.5 

12 

20 

14   TO 

Hoise           

29  0 

IJ 

T<l 

|-    10 

<"  myoii   

54  0 

23 

HO 

J>    'O 

Klniorr     

34  2 

14 

70 

r  -4) 

<  rem           

35  2 

15 

.50 

IH    141 

Ilwvhee   

55  0 

23.90 

28  70 

I'jvitte      

41  5 

18  30 

21    MO 

\  lil.-y 

1^      r| 

11 

70 

14  Kl 

\\  k^hington 

3.^    5 

15 

HO 

r<  no 

lUiiiie 

3.5  5 

14 

HO 

i:  -0 

r  nn.i.s 

18.5 

7 

•  o 

'1  .11 

( '  i.-v'<m        

35.7 

M 

■<*1 

i:  H4I 

tioHling   

46.0 

1  ' 

.«l 

j:(  -m 

Jt-rome   

5M.2 

J4 

.1) 

."<   OO 

I.inroln      

49.5 

■JO 

<*\ 

J4   71 1 

Miriploka 

48  2 

Jl) 

(a) 

J4  II) 

Twin  Kill.'! 

t-^ry 

J I 

'0 

.8.   Ill 

It  iiinoek 

r  ,1 

11 

'41 

l,(  :»\ 

li.ir  Like 

*'  :> 

IJ 

41 

\:  '41 

Hinith  Jtii 

r,.i 

r 

•  0 

iH  70 

Hoiineville 

31  0 

ij 

'«! 

r    to 

Hutte          

42.2 

17 

:^' 

Jl  III 

( '  irifiou   

30  0 

12  80 

Id' 

Clirk        

29.8 

IJ 

40 

M   '^i 

(■|l<ter        

37.7 

r 

'41 

!•.    ^o 

Kr  mklm   

33  8 

14 

to 

r  ,to 

Kn-riiont 

32.0 

13  30 

1       'Kl 

J  e  tier-ion    . 

37.5 

15. 

60 

I-   70 

Leriitii 

37  8 

15 

70 

1  •.     S4I 

M  I'li^iii    

29  8 

12  40 

11      <1 

On. 1.1  I       

26  2 

11 

10 

1  t     <K 

I'oWtT           

18  0 

7 

'41 

■■    JO 

Tetoii 

26  5 

11 

uo 

IJ  JO 

$^J0  Nl 

J4  10 

JJ  '«! 

J'  '41 

Jl  1«» 

17  -41 

J^J  30 

I'l  III 

!•  Nl 

."■J  '  I ' 

.1  7n 

-'J  70 

J,"  lo 

Jt  M\ 

J  4  >,«i 

j;(  111 

.11  14) 

.■2  10 

21)  .V) 

24  It} 

24  70 

■!2  40 

■J.5  '-O 


1962   Fko   Grain    rso<;B.\M      Continued 

County    l»Sf   «0    AdjHited    Avrragt    Yield    and 
Per  Acre  Payment*  for  Barley  -Continued 

ILl.lNDlfl      otiiitliiiied 


I  uuul> 


1'(.'.9  60 

.„1. 

ju.'-le'l 

aver- 

life 

M.'I'I 


4;l 


.\l.irii>  

Ilrowii      

(•niton         

il.iiii'ixk    . 
ll'-niliTvin 
Knot 
.McDonoiigh 

.-^cliuylrr 

Warren 

lloO'l         

Calboiin 

Clvx 

Clin.^ti.ui 

<iriHiie  

Jirs«-y       

M<Kiiui>in 

MalLMin   

Moiitgoniery 
Morgan 

I'lke       

SaiiKauion 

>(t)lt         

l>e  Wilt 

1  ogan 

.McLean  

Macon     

Marshall 

.Ma.'on       

.Men.irl     

I'eoria 

St.irk        

'1  azewell    

W,»j.lfor.| 

Chaiiil'algn 
Korl. 
Iro'iuois 
Kankakee 

I  U  ingitou 

I'lalt  

N'erinliion 

(lark  

c  lay 

tole.<  

(  rawforil   

(  LiinU'rland. .. 

l'oug;a.-i     

Klgar         

Kllingham 

Kaytte 

Jx<|"«'r     

I  awrenc* 

M.irion     

Moultrie 

Kkblan.l   

.-hell.y     

.\lrx,ui'ler 

Clinton 

Jaek.'Non   

Jodn.vin     

.Monn-'   

I'irry         

I'lil.k-ki 

K  iinlolpb 

.<t   Clair 

Iriion      

W.i^hington  ... 

\\  illi.iniviii. 

K'U.ir.ls 

1-  rail!  Im 

( lallatin 

Ilamillon 

Ilar'lin      

JelTer^.n 

.Ma.v'..i< 

I'o(»'  

.-^  lllll'-        

\S  alaoli   

Wayne 

White 


2.5.7   ! 
•25.4 
2»vO  I 
J7   4 

.r  0 

.■(J  5  i 
■J7  IJ  i 
J7  8  ' 
Xi  0 
J4  1 
30.0  I 
2!8  2 


;<4 
.)J 
i\ 

32 

27 
29 
Jl 


1 

8 
9 
S 
6 
2 
0 
30  U 


0 


31  5 

■M  5 

30  0 
36  0 

31  2 

29  4 

32  0 
J  4  5 
.■IJ  0 
.(1  0 
31  0 

33  0 
31  0 

.IH    H 

.11    O 

:tJ  0 

J.".     H 

.14  ■! 

30  5 

34  6 
24  '. 
23  4 

31  H 
J  4 
23  '. 
37.0 
36  9 
•25  5 
23  1 

23  5 

31  8 
27  8 
29  ^ 

24  9 
24  1 
29  8 
27.9 
28-  8 
J4  4 
M  H 
.tj  o 
27  3 
29  6 

29  2 
28.  1 

32  2 
28.5 
15  0 
28.6 

30  2 
24  0 
25.2 
■25.7 
•26.8 
25.2 
27.6 
•JS  2 
23  I 
J4  7 


.50  i>er- 
lenl 
pay- 
ment 
rale 
l>er 
acre 


$12  40 
12  30. 

12  90 

13  2>l 
1.)  10 
15  90 
13   10 

13  80 
111  30 
12   10 

15  00 

14  (X) 
1'.  80 

16  U) 

17  70 

16  50 
14   10  I 
14  60  ! 
15.30 

14  80  1 

15  60 
15  00 

14  80 

17  80  I 

15  40  I 

14  60  I 

15  80  I 

12  10 
15  80  I 
15  30 

15  30  I 

16  30  ; 
15  30  I 
19  40 
15  30 
If.  ,50  ' 

18  fiO 

17  JO 
IW 

JO 

70 
K) 
70 
7o 
H  JO  , 
IJ  70 
11    ,'4) 

11  60 
15  70 

13  80  I 

14  80  ' 

12  '20 

12  00 
14  80 
14  30 

14  :«) 
11   To  ' 
1'.    10 

15  Nl 

13  ,50  ! 
14,  7(1 
14.90 
13.90 
15.90 
14.  10 


r. 

17 
12 

11 
r. 
11 
u 

18 


12  J!) 
14  •Jl 
14  .'41 

11  y«i 

11  70 
IJ  7(1 

13  30 

IJ  («l 
13  .ll 
13  70 
II    4<l 

11    '.Kl 


60  |»r- 
cent 
pay- 
ment 
rate 
|>er 
aire 


$14.90 

14  711 

15  40 
15  711 
15  70 
19   10 

15  TO 
l'^.  .'O 
19  40 
14.141 

18  III 
1'-.  711 

211  :«i 

19  Ml 
21  30 
19  90 

16  WU 

17  50 

18  40 

17  80 

18  70 
18  lU 

17  HO 
21   40 

18  ,50 

17  40 

19  00 
14  14) 
19  00 

18  40 
18.40 

19  tiO 
18  40 
'23  30 

18  4(1 

19  HO 
22.  40 
■JO  60 
IH  1(1 
21  30 
14  70 

13  '.«) 
IH  yo 

14  II) 

14  (II 
■.'J  40 
Jl  90 

15  10 
13  HO 

13  <«) 

IH    W 

16  S.\ 

17  711 

14  H\ 
14  ,'41 
17  Til 

i:  (I) 

17  ID 
14  (I) 

19  :«) 
r.t  00 

16  JO 

17  HS 
17  HO 
1'-.  71 1 

19  111 
1'  «l 
14  711 
17  (II 
IT  to 
14  3(1 

14  III 
I,-.  Jll 

15  yii 

14  3ll 

1,-.  ;o 

1'.  40 

13  >0 

14  .11 


INDIANA 


H.tilon  . 
Jasper... 
lake... 

T  a  Porte 

Ni-wl-'ii 

I'orter 

I'til  L^kl 

.~!,irke    . 
W  tut.' 
Cirroll 

(    ilSS 

Klkh.irt- 
Kiillon 


Itftnhtlf 

.«<  0 

$19  30 

$23  .1) 

39  0 

19  70 

J3  '41 

31   1 

16  -30 

19  40 

38  4 

19  JO 

23  UO 

43  1) 

21    «» 

26  » 

39  2 

19  80 

23  70 

33  4 

16  70 

20  00 

3.5  0 

17  30 

20  * 

3.5  6 

17  80 

21   40 

3A  8 

18^00 

21  TO 

■J8    1 

13  70 

16  80 

32  'V 

16  00 

19  30 

■>   1 

13  90 

16  ™ 

Saturday,  January  6,  1962 

l'J(>2   FtKD   Grain    rRO(;RAM- Continued 

County    1959  60    Adjuated    Average   Yield   und 

l\r  Acre  Paymenta  for  Barley—Continued 

iMiiA.NA      continued 


1'    l.-l.t 


County 


Kosciusko 

Marshall 

Miami   

St.  Joseph 

Wabusli 

Adams . 

Allen. 

De  Kalb     ... 

Huollnglon.. 

I  agrimpe 

.Noble 

8teul>eii 

Wells       . 

Whitley. 

(lay 

KounLain  ..  . 

Monlpouiery 

Owen   .. 

I'arke 

I'utnam 

1  ipiM'Ciiiioe  . 

Veroallion     . 

Viiro       

liartlioluinew 

lionne 

Clinton     

I  )ei';ilur  

(iriint  

Iliimilton 

ILiiKoek    

Ilerulruks 

llowani 

JoloiMin 

.M^ili.son   

.Marion    _ 

.Mori'Hii _ 

Kusli 

.•^helby 

Tipton   

I  'einware 

Kuyette   

Henry       

J:iy         

Kan'tulph 

I'nio!!   

Wayne    

Iiiivie.ss 

liiiUiis 

(iibson. 

()rc«Mie 

Knni 

.Martin 

I'lke       

I'osjy 

.'^(XTu-er   

.'^ullivan .. 

Viinilerburcfi 

Warrick 

Cn.wf()ril. 

Kloy.l   

Ilarri.'Non . 

Jackson   

Uiwrence 

Monn)e  

Oranpe 

I'erry     

Washington.     . 

Clark     

I>earborn 

Kninkiin 

Jefferson     

Jennings 

Ohio     ... 

Kipley 

.'^(Xltl 

.'^witierlanil 


19,59-60 

ad- 
ju.-ited 
aver- 
age 
yield 


60  i>er 
cent 
pay- 
ment 
rate 
per 
acre 


31.7 
30.8 
38.9 
35  2 
38.4 
39.4 
38.4 
28.6 

34  5 
38.8 

35  3 
38.0 
35.2 
31  6 
28.2 
23.2 
2.8.5 
22.8 
32.8 
27.3 
26  7 
30  2 
30  8 
26.9 
37  5 
36.5 
3.8,  <) 
3.5.0 
o4.  2 
3.5.  8 
29.  7 
3.5.8 
35.  3 
39.  8 
40.8 
29.9 
33.0 
29.8 
37.2 
30.8 

32.0 

36.0 

31.4 

34.0 

32.5 

32  8 

3(1.9 

29.0 

34.0 

30.2 

34.3 

29.2 


30. 
'28. 
30. 
30. 
31. 
2<,t 


31.5 
28.9 
30.0 
29  2 
28^2 
28.2 


28.  S 

27.8 

31.4 

32.2 

32.0 

29.6 

29.0 

29.5 

27.1 

25.5 

33.8 

tisso 

15.10 
19.00 
17. '30 
18.80 
18.  SO 
]a40 
13.70 
16.50 
18.80 
16.90 
18.  .50 
16.90 
J5  30 
13.80 
11.  10 
13.80 
10.70 

15.  70 
12.90 
13.10 
15.40 
15.70 
12.60 
18  00 
17.80 
18.00 
17.00 

16.  40 
17.00 
14.20 
17.50 
16.50 
19.10 
19.40 

14.  10 

15.  .50 
14.00 
18.00 
14.80 
15.00 
17.30 
1.5.  10 
16.30 
15.20 
15.  70 
17.30 
13.20 
16.70 
14.20 
ir..  70 
13.60 

14.  10 
13.90 
13.30 

15.  10 
15.90 
11.10 
12.40 
14  40 
13.10 
14.00 
13.70 
13.30 
12.80 
12.70 
12.60 
14.30 
14.70 
14.90 
13.  .50 
13.30 
13.50 
12  40 
11. GO 
15l00 


60  per- 
cent 
pay- 
ment 
rate 
I^er 
acre 


IOWA 


Hiieiia  Vista 
Cherokee.. 

Clav 

Dickinson... 

Km  met 

Lyon    

O'Hrian 

0.80>ola.    . 
I'alo  Alio... 
I' ly  mouth... 
I'ocohontas. . 

Slotii 

Butler 

Ctrro  Gwdo. 


nutkeli 

39.4 

118.70 

36.6 

17.60 

38.4 

18.  30 

30.0 

14.10 

35.0 

16.80 

34.8 

16.  .50 

46.0 

•22.10 

3&8 

18.40 

45  4 

21.30 

34.3 

16.90 

48.2 

2-2.90 

35.6 

17.30 

28.3 

13.30 

42.0 

20.00 

$18.60 
18.10 
22.80 
20.70 
22.50 
22.70 
22.10 
16.50 
19.90 
22.60 
20.40 
22.30 
20.30 
18.40 
16.60 
13.30 
16.60 
12.90 
18.90 
15.60 
15.70 
18.50 
18.90 
15.00 
21.60 
21.50 
21.70 
20.40 
19.70 
20.40 
17.10 
21.10 
19,90 
22.90 
23.30 
16.80 
18.60 
16.80 
21.60 
17.80 
18.00 
20.70 
18.00 
19.  GO 
18.30 
18.90 
20.80 
15.80 
2a  00 
17.00 
20.00 
16.30 
16,90 
16.70 
1.5,90 
18.00 
19.00 
1.5,80 
14.80 
17.20 
15.70 
16.70 
16.40 
15.90 
15,40 
15.20 
15.20 
17,10 
17.60 
17.90 
16.20 
16.00 
16,10 
14.80 
13,90 
18.10 


FEDERAL  REGISTER 

IWa  Fbeo  Okain  Pbogram— Continued 

OouHty   t$S»-*9   Adjusted    Average   Yield   and 

Per  Acre  Payu^entt  for  Bortey— Continued 

IOWA — continued 


Dtotrict 


$22.40 
21.10 
21,80 
16.90 
20.20 
19.00 
2&S0 
22.10 
25.60 
20.20 
27.80 
20.80 
16.00 
23.80 


County 


Floyd.... 

Franklin 

Hancock 

Humboldt... 

Kossuth 

MitcheU 

W'innebago. 
Worth 

Wright 

Allamakee.. 

niack  Hawk. 

Uremer 

Huchanan 

Chickasaw... 

Clayton 

Delaware 

Dubuque 

Fayette 

Howard 

Winneshiek 

Audubon.. 

Calhoun... 

Carroll  .. 

Crawford 

Greene  ._ 

Guthrie.. 

Harrison 

Ida 

Monona 

Sac 

Shelby 

Woodbury.. 

roone 

Dallas 

Grundy 

Hamilton 

Hardin 

Jasper 

MarshalL. 

Polk 

Poweshiek 

Storj- 

Tama 

Webster... 

Pen  ton 

Cedar 

Clinton 

Iowa 

Jackson 

Johnson 

Jones 

Linn 

Muscatine 

Scott 

Adair  

Adams 

Cass      

Fremont. 

Mills 

Montgomery.. 

Pape. 

Pottawattamie 

Taylor 

Appanoose 

Clarke 

Decatur 

Madison 

Marion 

Monroe 

Union 

Warren 

Davis 

Des  ^^olnes.. 

Henry „ 

Jefleraon 

Keokuk 

lee  

Mahaska 

Wapello 

Washington 


1950-60 

50  per- 

ad- 

cent 

justed 

pay- 

avcr- 

ment 

nge 

r.ite 

>icld 

I  er 

acre 

60  per- 
cent 
pay- 
ment 
rate 
I-er 
acre 
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1962   Feed   Grain   Progra.m  — Continued 

County    1959-60    Adjusted    Average    Yield    and 

Per  Acre  Payments   tor  Barley -Continued 


irley- 
KANSAS — continued 


District 


County 


KANSAS 


Cheyenne 

Decatur 

Oraham 

Norton 

Rawlins 

Sheridan. 

Sherman , 

Tbomas„ 

Oove 

Oraelej 


Ruikeh 

34.8 

S15.50 

$18,60 

30.5 

13.80 

16,70 

25.7 

11,90 

14.30 

26.0 

12.10 

14,50 

32.0 

14.40 

17,30 

81,7 

14.40 

17.30 

32.0 

14.20 

17,10 

31,0 

14.00 

16.70 

29.0 

13.20 

15.80 

28.6 

12.60 

15.20 

Lane 

Lo(.'aii 

.N'esi! . 

Scott 

TrcTO.- 

W'lillace 

Wichita 

Clark- 

Finney , 

Ford _., 

Cirant. 

Oray 

Ilamilton..  ._ 

Hriskell 

Hod.L'eman 

Kearny 

-Mciule 

Morton 

.'^cward 

i^tanton 

Stevens 

Clay 

Cloud.... 

4t!WCll 

-Mitchell 

Osborne...    . 

Ottawa... 

Phillips 

Ilepublic 

Rooks..  .. 

Smith 

W'ashiiiL'ton 

H.irton 

Dickinson.    . 

Ellis 

Ellsworth 

Lincoln , 

McPhcrson 

Marion.  _ 

Rice 

Ruiih. 

Rus-sell 

Saline 

Barber 

Comanche 

Edwards. 

Harper 

Harvey 

Kingman 

Kiowa 

Pawnee 

Pratt 

Reno 

I'^dewlck.. 

Stafford 

Sumner 

Atchison 

Hrown 

Doniphan 

Jackson 

Jefferson   .     

Ijeavenworth 

Marshall. 

.Vemaha 

Pottawatomie. - 

Riley 

W'yandotte 

Anderson 

Chase 

Coffey  

IXiuglos 

Franklin 

Geary 

Johnson 

Linn 

Lyon 

Miami 

.Morris 

Osage 

Shawnee 

Wabaunsee. - 

Allen  

Bourbon 

Butler 

Chautauqua 

Cherokee 

Cowley. 

Crawford 

Elk 

Greenwood 

Labette  

Montgomery 

.Veosho 

Wilson 

Woodaon 


19,^C-60 

50  per- 

ad- 
ju-^ted 
aver- 

cent 
pay 
nient 

age 
yield 

rate 
per 

acre 

PufheU 
■27.5 
2.5.5 
23.0 
27.0 
27.  1 
24.0 
29.0 
17.4 
29,5 
23.0 
24.5 
20.0 
29.0 
25.0 
20.5 
26.5 
19.5 
22.5 
19.5 
26.0 
18.5 
25.4 
23.5 
25.0 
23.5 
22.0 
25.0 
25.0 
25.5 
24.5 
25.0 
28,3 
22.2 
25.2 
23.2 
24.8 
22.5 
24.5 

25.5 

24.0 

22.0 

21.0 

26.0 

24.5 

21,4 

23.7 

22.0 

24,5 

21.5 

22.4 

25.0 

21.0 

24.0 

26.0 

23,0 

26.0 

21.5 

26.5 

24.9 

24.0 

2.5.  5 

22.0 

27.2 

24.5 

23  6 

26.7 

26.2 

32.0 

23,7 

28.5 

26.0 

30  0 

r.  0 

28.0 
30,0 
25.0 
29.0 
23.0 
26.0 
24.5 
21.5 
30.5 
29.5 
25.0 
25.5 
29.5 
27.0 
29,0 
23,5 
22.5 
28.5 
28.0 
28.0 
27.5 
26.0 


$12.60 
11.50 
10,60 
12.20 
12.50 
10.70 
1^90 
7,80 
13.30 
10.60 
10.90 
9.00 
12.90 
11,20 
9,40 
11,70 
8,80 
9,70 
8  60 
11.40 
&  10 
12.20 
11.20 
11.80 
11.10 
10.30 
11.90 
11.60 
12.20 
11.30 
11.80 
13,60 
10,30 
12.00 
10.80 
11.70 
10,50 
11.50 
12.20 
11,30 
10,20 
9.80 
12.20 
11.30 
9.70 
11.00 
10,30 
11.60 
10:20 

10.40 

11,60 
9,80 

11,30 

12.40 

10.70 

12.40 

10.90 

13,10 

12.30 

11,90 

12.90 

11.10 

13.30 

12.00 

11.60 

13.10 

13.20 

16.00 

11.30 

13.  PO 

13.10 

15.20 

13.00 

14.10 

15.20 

12.20 

14.60 

11.00 

1Z90 

12.10 

10.60 

14.90 

14.70 

11,90 

12.30 

14.50 

12.80 

14,20 

11,30 

10.90 

13.90 

13.70 
13.70 
18.  SO 
12.70 


60  per- 
cent 
pay- 
ment 
rate 
per 
acre 


$15.00 
13.80 
12.70 
14.60 
1.5.00 
12,80 
15.50 
9,40 
15,90 
12.70 
13.10 
10.80 
15,50 
13,50 
11,30 
14.20 
10.50 
11.70 
10.30 
13.70 
9,80 
14.60 
13,40 
14,  10 
13.30 
12.40 
14.20 
14,00 
14.50 
13.70 
14,  10 
16.30 
1Z40 
14.30 
12.90 
14,00 
12  70 
13.80 
14.50 
13,50 
12,30 
11,70 
14,70 
13,70 
11.60 
13,20 
12.40 
14,00 
12.10 
12.50 
14.00 
11,70 
13.50 
14.80 
12,80 
14.80 
13,00 
15.70 
14,80 
14,30 
15,  ,'0 
13,30 
16.00 
14,40 
13.90 
15,70 
1.5.90 
19.20 
U.60 
16,80 
15,80 
18,20 
15,60 
17.00 
18.20 
14.70 
17,60 
13,20 
15  40 
14,60 
12.60 
17.90 
17.  .50 
14.20 
14.70 
17.30 
15.40 
17.10 
13.50 
13.10 
16.80 
16.50 
16.50 
16.20 
16.80 
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1962  Fbed   Grain    Program      ('..iitlniii'il 

County    1959    tt    Adjusted    Avfrage    Yirld    and 
Per  Acre  Payments  for  Barley     Continued 

KBNTIMKY 


I>i-trkt 


1 

2 

3 

7 


County 


a<l-  I 
ja-stfd  I 
aver- 

a««» 
yifl'l 


M  (ler- 

cent 
("»>•- 
tiient 
ri»te 

acre 


B&llard 

CaJloway 

Carlisle 

Kulton -.. 

OraTM 

Kick  man 

LiYlnfEston 

Lvon 

McCracken  ... 

Marshall 

TriKK 

Caldwell 

Christian 

Crittenden 

Daviess 

Hancock   

Henderson 

Hopkins       

Loffan 

-Mcl-ean 

.Muhlent>erf 

Ohio  

Simpson.    

TO.M       

t'nlon  

Webster   

Adair     

Allen 

Barren 

Breokinridje 

Bullitt  

Butler         

Cnaey 

Clinton 

Cumberland 

E<lmonsoa 

Oraywn 

Ore<'n , 

Hardin 

Hart 

Jefferson 

Larue 

M  arion 

Meade 

Metcalfs 

Monroe 

Nelson 

Russell 

Taylor 

Warren 

Bracken 

Campbell. 

Carroll 

(Jallatin 

Henry 

Ol.lham 

Owen 

Trimble 

Anderson 

Hath 

Bourt)on 

Boyle 
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34   1 

17.00 

20.  SO 

34  7 

17.40 

20  SO 

30  0 

1500 

18.00 

2,1  0 

12  50 

15.00 

30  0 

15  00 

18.00 

21  0 

10.50 

12.00 

MMSOI'RJ 


FEDERAL  REGISTER 

1M3  riBD  Oeaih  PnooRAM — Continaed 

Countw   19t9-t9   Adhuted   Average   Tield   and 
P9r  Acr9  Paimmf  for  Aari«v— Continued 

Misaoou — continued 


District 


County 


1959-60 

ad- 
justed 
aver- 
age 
yield 


Andrew  . 
Atchi.son. 
Buchanan 
Caldwell.. 

Clay  

CUnto.i 
Daviess  . 
De  Kiilb. 
Ocntry  .. 
Harrison. 
Holt  .. 
Nfxlaway 
I'lfttte... 

Ray 

Worth... 
Adair  ... 
Ciirroll  .. 
Chariton 

Orundy 

Linn 

Livinpston 

Macon 

Meri-er 
Putnam  . 
Randolph 
Schuyler 
Sullivan  . 
Audrain  . 
Clark     .. 

Knoi  

I..«»wis 

.\1  a»ion    . . 
.Monroe 
I'lke 
Ralb 
Scotlanil 
Shelby 
Bates   ... 
Cass   ... 

Cellar 

Henry  . 
Jack.vin  . 
Johnson. . 
L-a/ayette 


No.  4- 


8t.  Clair 

Veraon 

Benton 

Boone 

Callaway 

Camden 

Cole 

Cooper 

Dallas 

Hickory 

Howard 

Ladede 

Maries 

MUler 

Moniteau 

Morgan 

Osage 

Pettis 

Phelps 

Polk 

Pulaski 

Saline 

Crawford 

Franklin 

Oasconade 

Jefferson 

Lincoln 

Montgomery 

Perry 

St.  Charles 

St.  Francois 

Ste.  Oenevleve... 

St.  Louis 

Warren 

Washington. 

Barry 

Barton 

Christian 

Dade 

Oreene 

Jasper 

Lawrence 

McDonald 

Newton 

Stone 

BoUinger 

Carter 

Dent 

Douglas 

Howell 

Iron 

Madison 

Oregon 

Otark 

Reynolds 

Ripley 

Shannon 

Taney 

Texas 

Wayne 

Webster 

Wright 

Butler 

Cape  Girardeau... 

Dunklin 

Mississippi 

New  Mailrid 

Pemiscot 

Scott 

Stoddard 


Bushelt 


50  per- 
cent 
pay- 
ment 
■  rate 
per 
acre 


27.6 

$13.80 

30.6 

15.10 

32.6 

16.10 

28.8 

14.10 

32.2 

15.80 

29.0 

13.90 

29.8 

14.50 

29.8 

14.60 

27.1 

13.10 

28.0 

13.70 

24.5 

12.00 

27.6 

13.10 

32.1 

15.80 

28.4 

13.60 

31.4 

15.20 

30.8 

14.90 

34.  C 

17.00 

34.6 

17.10 

32.8 

16.10 

27.9 

13.70 

26.0 

12.50 

26.1 

13.00 

27.0 

13.70 

32.8 

16.70 

33.8 

16.70 

32.8 

16.70 

30.0 

15.60 

33.5 

16.80 

32.0 

15.  SO 

31.2 

15.90 

28.1 

14.00 

34.0 

17.00 

29.8 

15.20 

29.2 

14.90 

30.2 

1.5.  10 

3l.  6 

15.20 

31.0 

15.20 

32.5 

15.60 

33.5 

16.50 

34.6 

16.60 

33.6 

16.50 

31.5 

18.20 

29.5 

14.20 

33.6 

16.10 

30.0 

14.40 

29.6 

14.90 

31.3 

14.50 

25.3 

12.20 

28.0 

13.20 

25.2 

12.00 

24.0 

12.00 

26.8 

13.40 

34.0 

16.50 

30.2 

14.20 

31.5 

15.20 

27.6 

14.10 

29.0 

13.50 

23.9 

11.40 

27.7 

13.00 

30.1 

1.1.30 

29.0 

13.80 

26.5 

12.40 

26.8 

l.T  70 

32.6 

16.50 

25.4 

13.10 

28.6 

14.60 

31.1 

16.10 

32.0 

16.50 

32.6 

16.60 

33.6 

17.10 

KONTANA 


60  per- 
cent 
pay- 
ment 
rate 
per 
acre 


Deer  Lodffe 

Flathead 

Granite 

L«ke 

Lincoln 

Mineral 

Missoula 

Powell 

RavaUl 

Sanders 

Blaine 

Chouteau 

Glacier 

HUl 

Liberty 

PtalUlps 

Pondera. 

Teton 

Toole 

Daniels 

Dawaon 

OwfleW 


ButkeU 

27.2 

$11.20 

31.7 

13.00 

31.4 

13.00 

27.6 

11.70 

20.2 

10.70 

28.1 

12.20 

32.0 

13.90 

24.9 

10.30 

37.4 

15.90 

25.2 

11.00 

22.0 

8.00 

32.7 

12.00 

30.4 

13.  .10 

29.7 

10.80 

32.0 

11.70 

19.8 

7.10 

38.0 

13.00 

30.4 

13.30 

32.5 

11.80 

23.0 

8.00 

1S.1 

0.20 

114 

L60 

1C.60 

18.20 

19.40 

17.00 

18.90 

Ifi.  70 

17.40 

17.50 

15.60 

16.50 

14.40 

15.80 

19.10 

16.30 

18.20 

17.90 

20.40 

20.60 

19.30 

16.40 

15.00 

15.70 

10.40 

20.  10 

20.10 

20.10 

18.80 

20.10 

19.00 

19.10 

16.90 

20.40 

18.30 

17.80 

18.10 

18.20 

18.20 

18.70 

19.70 

20.00 

19.80 

18.  10 

17.00 

19.40 

17.30 

18.00 

17.50 

14.70 

15.80 

14.30 

14.40 

16.10 

19.80 

17.00 

18.  10 

16.90 

10.20 

13.60 

15.60 

18.50 

16.50 

14.90 

16.40 

19.80 

1.5.  70 

17.50 

19.30 

19.80 

20.00 

20.60 


$13.40 
15.60 
15.60 
14.  10 
12,90 
14.70 
16.70 
12.40 
19.00 
13.10 

9.70 
14  30 
16.10 
13.00 
14.00 

8,60 
16.60 
15.90 
14.20 
10.40 

7.60 

0.50 
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1»62  Fbid  Chain  Prooeam— Continued 

County    1959-60    Adjusted    Average    Yield    and 

Per  Acre  Payments  for  BarJcy— Continued 

MONTANA — continued  ' 


District 


County 


1959-60 

ad- 
justed 
aver- 

are 
yield 


50  per- 
cent 
pay- 
ment 
rate 
per 
acre 


MeCone 

Richland.. " 

Roosevelt 

Sheridan. 

Valley .'".'.'.'. 

Broadwater 

Cascade 

Fergus 

Golden  Valley 

Judith  Basin 

Lewis  and  Clark.. 

Meagher 

Musselshell 

Petroleum 

Wheatland 

Beaverhead. 

Gallatin ""' 

Jefferson 

Madison 

Silver  Bow 

Big  riom 

Carbon 

Park "" 

Stillwater 

Sweet  Grass 

Treasure 

Yellowstone.    .. 

Carter 

Custer 

FaUon 

Powder  River  .. 

Prairie 

Rosebud... 
Wibaux 


NEBRASKA 


Banner 

Box  Butte.. 

Cheyenne... 

Dawes. 

Deuel 

Garden 

Kimball 

Morrill 

Scotts  Bluff. 

Sheridan 

Sioux 

Boyd   

Brown 

Cherry 

Garfield 

Holt 

Keya  Paha.. 

Logan 

Loup 

Rock 

W'heeler 

Antelope 

Boone 

Burt  

Cedar 

Cuming 

Dakota 

Dixon 

Knox   

Madison 

Pierce 

Stanton 

Thurston 

Wayne 

Buffalo 

Custer 

Dawson 

Greeley 

Hall 

Howard 

Sherman 

V'allev 

Butler 

Cass 

Colfax 

Dodge 

Douglas 

Hamilton 

Lancaster 

-Merrick 

Nance 

Platte 

Polk 

Sarpy 

Saunders 

Seward 

Washington... 
York.. 


60  per- 
cent 
pay- 
ment 
rate 
per 
acre 


BiiiheU 

i 

15.0 

$5.80 

$6.90 

21.6 

8.40 

10.  10 

22.5 

8.70 

10.50 

27.6 

10.60 

12.80 

19.8 

7.30 

8.80 

28.5 

11.20 

13.  ,10 

28.2 

10.30 

12.30 

28.3 

10.40 

12.40 

25.2 

9.10 

10.90 

29.6 

10.80 

13.00 

2,1.1 

9.20 

11.00 

20.4 

7.40 

8.90 

23.5 

8.50 

10.20 

22.2 

8.10 

9.70 

23.0 

8.40 

10.10 

39.8 

15.10 

18.20 

32.0 

12.60 

15  20 

2.1.8 

10.60 

12.70 

35.1 

14.10 

16.90 

39.5 

16.20 

19.40 

30.5 

10.80 

13.00 

25.9 

9.10 

10.80 

26.5 

9.60 

11.60 

28.6 

10.30 

12.40 

22.2 

8.10 

9.70 

34.2 

12.30 

14.80 

30.1 

10.80 

13.00 

18.0 

7.10 

8.50 

19.0 

7.30 

8.80 

18.0 

7.00 

8.40 

21.7 

8.10 

9.80 

17.0 

6.50 

7.90 

25.6 

9.30 

11.20 

22.6 

8.90 

10.70 

Busluls\ 

25.0 

$10.50 

$12.60 

26.  C 

11.60 

13.90 

27.8 

11.80 

14.20 

25.0 

10.60 

12.80 

29.6 

12.90 

15.50 

30.0 

13.20 

15.80 

24.9 

10.50 

12.70 

31.4 

13.  .10 

16.20 

32.6 

13.90 

16.70 

25.2 

11.00 

13.10 

23.5 

9.90 

11.80 

25.6 

12.00 

14.50 

23.0 

10.00 

12.70 

22.2 

10.00 

12.00 

27.0 

12.70 

15.20 

24.0 

11.40 

13.70 

24.0 

11.00 

13.20 

22.7 

10.50 

12.50 

25.4 

11.90 

14.30 

22.4 

10.30 

12.30 

23.4 

11.30 

13.60 

27.0 

13.00 

15.60 

2.1.8 

12.50 

15.00 

29.6 

14.80 

17.80 

30.  S 

14.60 

17.60 

31.6 

15.80 

19.00 

31.2 

15.30 

18.30 

29.1 

14.20 

17.00 

26.6 

12.00 

15.20 

27.0 

13.10 

15  70 

27.0 

13.10 

15  70 

28.0 

13.70 

10  50 

30.8 

15.20 

18.30 

30.4 

14.60 

17.50 

26.0 

12.40 

14.80 

25.1 

11.70 

14.00 

25.2 

11.80 

14.20 

25.9 

12.50 

14.90 

27.2 

13.10 

15.00 

26.6 

12  80 

15.40 

25.0 

11.90 

14.20 

27.0 

12.70 

15  20 

28.9 

14.40 

17.30 

26.0 

13.10 

15.80 

28.9 

14.40 

17.30 

30.4 

15.40 

18.40 

30.0 

15.20 

18.30 

29.0 

14.10 

10.00 

26.4 

13.30 

16.00 

27.8 

13.50 

10.20 

26.4 

12.90 

15.50 

26.0 

12.70 

15.30 

30.5 

14.00 

17.90 

30.8 

15.00 

18.70 

27.0 

13.00 

10.40 

29.6 

14.80 

17.80 

3a5 

15.40 

18.50 

31.0 

ifi.ao 

18. » 
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1962 

Fbcd  Obaim    Program 

Continued 

C'luntji 

/S59   to    Adiutted    Average    Tirld    and 

I'rr  Acre  Paymentt  for 

Barlry 

ContI 

nued 

NKHK.4.SKA        C 

>ntiiiiiei 

1 
1959^60 

J 

50i*r- 

60  [ler 

a*!-     \ 

cent 

cent 

1 

ju.st^d   1 

i>ay-   , 

pay 

Dutrlct 

Couiity 

aver-    1 

me  lit 

merit 

iM^e 

rate 

rite 

1 

yield 

(.er 
•ere 

a<Te 

BluheU 

(has)" - 

27  1 

»!.'   Ill 

$1)   '*\ 

1  )uni!y 

26  1) 

11    (II 

l.(   70 

Krontier 

24  A 

11    .N) 

1  1  to 

Ilayt-s      

27  J 

IJ    III 

M    -*) 

Hitchcock 

2fi  0 

11    70 

It  III 

Kfith   

27  7  ' 

IJ    HI 

14  -i^l 

Lincoln     

2«  I 

II    Ml 

It   M\ 

I'erkini 

2«  4 

II    '^1 

|.|    HI 

Ke<lwiIlow 

■if,  -i 

II  ri» 

14    10 

.s 

.<(lams 

2S  9 

13  70 

16  4<) 

Fruiklln 

•yj"   ■> 

12  N) 

15  .JO 

Kiiroiii)    

25  0 
24   1 

11    50 
11.20 

13   Ml 

(>o8l)er  .- - 

13   .V) 

Harlan  

27  2 

12  60 

15  JO 

Kearney 

26  2 

12  M) 

14   SO 

I'helps   

27  2 

12. -M) 

IS  30 

Wehster       

26.5 

12  .V) 

li    10 

9 

riay 

30  3 

14  «0 

17   ,V1 

Fillmore 

2K.  4 

13  so 

16  .=iO 

Qafe 

t  Jefferson 

27  H 

13  1) 

16    'i) 

27  S 

13  H) 

16  Jll 

Johnson    

30  0 

14  M) 

17  so 

N'emaba ,. . 

30  fi 

15   ID 

Is   Jl 

VtlOkoll5 

26  4 

27  0 
26  I 

12  » 

13  ."iO 
12  70 

IS  1)0 

Otoe 

16  JO 

Pawnee 

15  40 

Kicbardjon. 

•27  4 

13  40 

16   10 

Saline 

26  S 

13  M) 

15  90 

Thayer       

29  >i 

14  50 

17  40 

.VKV.< 

[>.l 

Ruikel' 

1        

rhurchiU. 

40  5 

JH,  JO 

$J1   'JO 

Douglas 

37  I) 

Irt  »^) 

JO  (JO 

Humboldt .-. 

■J2  S 

10   10 

IJ  JO 

Lyon 

3)\  0 

If.  JO 

ly  4<i 

Pershing - 

45  S 

.1)   "kl 

Jt  K) 

Washoe 

4J  t) 

IH  HII 

.'J  70 

3 

F.lko - 

27  0 

IJ   Jl) 

It  >■*) 

White  Pine 

35  5 

it'>  mi 

V)   JO 

8 - 

Clark 

50  0 

22  .VI 

J7  (10 

Lincoln. 

50  0 

•J2  .50 

J7  110 

.\ye 

50,5 

22  70 

J7  ,«i 

NEW   JER 

.StY 

nutKtU 

2      

Hunterdon  

42  6 

$22.  JO 

$J6  60 

Morris. 

34  7 

IH.  10 

21    60 

Somerset 

41  U 
3«.  5 

21   30 
20  00 

J5.  60 

Suss«'i 

■J4  00 

I'nion      

42  0 
3S.  2 

21  m 
19  90 

■J6  JO 

Warren 

23  SO 

5      

Burlington 

46.7 

24.  30 

■J9   10 

\Iercer         .  - 

47  0 
43  0 

24  40 
•22  40 

J9  :io 

Middlesex 

■J6  so 

Monmouth 

41   3 

21    4(1 

2S  SO 

Ocean    

44  7 

23  :«) 

■J7  90 

8        

.\tlantic      

44  1) 

'22  90 

■j7  ,=;o 

Camden 

39  7 
4»)  1) 

JT)  60 
23  90 

■J4   SO 

Cape  May 

2X  7(1 

Cumberland 

43  5 

■22.  70 

■27   10 

Oloucester 

H  0 

22.  9(1 

27  .-<) 

Sali'm 

46  0 

23.90 

JX.  70 

NKW    ME 

Tiro 

Pushtu 

1 

Bcmalillo 

36.5 

$13  ft) 

tl-'.  40 

.McKmley 

11.0 

3.  .50 

4   JO 

Rio  .\rriba 

IS.  n 

6,  ;«i 

7    'iO 

Sandoval 

3«V  5 

13  Kl 

!'■..  40 

San  Juan 

2S,  ,i 

7  .50 

y  10 

Santa  Ke 

32  5 

11    71) 

It  DO 

Taos 

29  0 

11   IXI 

13   JO 

Valencia 

33  1) 

11   711 

It    10 

3 

Colfax 

22. 1) 

H,  7U 

ID    to 

Curry 

2S  1) 

13  30 

\>\   Dtl 

De  Baca 

50  .', 

■J2  !KI 

J7  -<) 

Ouadalupe 

25  0 

11    10 

13   40 

Harding 

HO 

><    JO 

y  M) 

.Mora.. 

32.0 

IJ  (10 

It  to 

Wuay. 

20  0 

9    U) 

11  :<o 

Roosevelt.. 

32.  5 

15  JO 

IS  ■M) 

San  .Miguel 

21  0 

7.90 

'<   40 

Torrance 

29  5 

11   40 

13  <■*) 

L'nion      

21.5 
44  0 

10.00 
14  70 

IJ  00 

7    

Catron 

17  70 

Orant 

44  0 
43.0 

Hi.  ,50 
IH.  .V) 

l'.»  HO 

Hidalgo 

■22.  JO 

Luna 

43.0 

IK.  .SO 

■22.  '20 

Sierra 

49.0 

IH.  40 

22  00 

RULES  AND   REGULATIONS 


1M2  FciD  Orain   Prooram     Continued 

County    I9i9   $0    Adjusted    Average    Tirld    and 
I'er  Acre  Pawmemt§  f«r  Bor^Tf —Continued 

NSW   MEXICO     ciintlniied 


Dlitrnt 


CiHinly 


1959-60 
a.l-      i 
Ja^tcd 

.IVtT-      I 

ai'e 
yield 


.Socorro 

(■|,,iv.'.s  

I  >"iia  .\n».. 
K  I  l\ 
lea 

I.llll  nln 

I  I'.T'I      . 


liu'htll 

4'.i  II 

V«  0  I 

tt\  5  I 

57  II 

i)  0 

:iii  o 

3«i  II 


.V)  [ler- 

CPIlt 

puy- 
iiient 
rate 
is-r 
acre 


$|H  40 

■22  10 

•J2  t'lO 

J.".  ',«i 

1'.  70 

1,1  Kl 

l.f  l«l 


60  i>er- 

Cl'Ilt 

pay- 
ment 
rate 

iwre 


\:ri 


riM'A.ii      ... 
Surry 

\V  it.lllK.i 

Ullkrs 

'I  i.lkm 

Munioml)* 

MiirWe      

lliri'liTsnn    ... 
Mrllowrll       .. 

M  idisori    

I'liik      

Kuth'rfiird 

\  llli-ey 

\  I, nil  ini-f  . ... 

(■  :l,•^»•.•ll 

1  iiirli  im 

Kiirsytli  .    . . .. 

Franklin     

( Jranville    .  ... 

Oiiilfnrd      

()raii;;i' 
I'lTSOIl       

KiM'kinKtiam.. 

Stoki's 

V.wicc      

Warren 

.\le  lander     ... 
('  it.iwba  . .    .. 
(ti.itliani 
I  i.ivid.son 

Davii-         

Ired.'ll.    .      ... 

I-.e  

Randolph 

Rowan     


lih.theli 

3J  0 

36  0 
•27  0 

:u)  II 

37  0 
•^1  II 

41  '. 
3«>  5 
31  '. 
■>  II 
3s  II 
•J<*  .'> 

•j»;  ', 

4o  o 

a  I  ,'. 

39  0 

441  II 

3.'.  0 

■JX.  I) 

39  5 

39  5 

2^1  D 

37  ". 
3.'. 
33 
33 
33 
3f< 

39  D 

39  0 

42  5 
37  5 
33  9 
37  0 
37  0 


$16  f*) 
IS  70 
I  t  no 


till 
Jll 

10 

I'd  I 

'HI 

III 


Is 
!'■■ 

II  <*< 

I'l  Ml 

r.  to 

1.)  70 

JO  Ml 

\S  M) 

JO  .10 

Jll  Ml 

Is  JO 

14  rtO 

20  I'lO 

■JO  ri<i 

1,1  10 

\'i  r^i 

Is  'f\ 

17  JO 

17  :*\ 

17  ,V) 

IH  W) 

JO  M\ 

'20  30 

22  DO 

19  H) 

17  70 

19  20 

19  20 


DO 
Jt.  ,'i) 
-"7  JO 
,il  ID 
Is  M) 
1'.   TO 


Bufhth 

1.  iTerson 

35  0 

$1H.  20 

»-M 

V 

1   ■■*  us.     

35  5 

K5<l 

JJ 

Jll 

St    L.iwrence 

■  31  .^ 

16   (O 

11 

7'. 

Clinton 

3H  5 

.11  00 

Jl 

u. . 

Kr  iiiklin 

M'y   ' 

is   Xl 

."J 

SJI 

Krie        

:ii  s 

If.   'y 

11 

'HI 

<  ii'iies'e. . 

.U     ' 

Is    1,1 

Jl 

,  1 1 

Livingston 

.(.<  •' 

17   7.1 

Jl 

1 

Monroe 

.1.1  ■■, 

17   ,'-■ 

Jl 

INI 

\i  igar  I 

,(j  1' 

17  i«i 

Jll 

til 

1  )!it  irii) 

,u  ; 

1"  .til 

^  1 

711 

1  irl..  IMS 

;*.(   1 

1'    7n 

Jt 

1    ' 

-.till- 1    

:ti  s 

Is    1.. 

Jl 

7'i 

U  i\;.e     

J"*  7 

1",    (II 

Is 

".■1 

Wyoming. 

34  II 

»:  70 

Jl 

11 

Yates    

35  6 

IS  .50 

_-J 

,iii 

< '  i.Mii;-!             

.U  >\ 

17   .'-1 

Jl 

nil 

(    h.'nanijo          

,r  .' 

[1  .11 

J.l 

||| 

1  "r.rtl   lll'l                   

4  J   ". 

JJ    HI 

_>. 

',11 

ll.Tkni.r          

32  II 

16  fiO 

Jll 

IKI 

M  i.lis.iii    

.^H    ,1 

36  D 

37  0 

40  n 

JO  no 
■JO  Ul 
IH.  70 

19   20 
JO   Ml 

Jl 
J I 

J.I 

1  N  1 

1  iiii'..l  I 

1  M> 

t  MiDii.l  iga 

,'i*l 

'  Nwcljo        

in 

1  its<'>;.).  . .- 

1  N. 

\I..ntrnrTicrv 

3i<   '. 

1-,    Hll 

ri 

ml 

Keii-vsel  11  r      

;u  .' 

r  711 

Jl 

.1. 

S.ir  ling  I              

3t     ' 

17   7'. 

Jl 

Jl< 

Schenerl  i.l'.     

:ij  " 

1.;  i-<i 

."11 

,,<! 

Sclidh  irie      

:(j  ', 

ll,    N. 

Jl' 

(n 

W  i.shmnton     

.n  .. 

17    7.. 

Jl 

.1 1 

MleL'itu          

.-(1  " 

1'.    1 

\> 

.(' 

Car  ir  \\icn< 

,i.i  1. 

17  .ii 

."< 

'■4  1 

( 'li  lUt  ui<|ii  1 

.«i.  11 

15  60 

Is 

71. 

~te.l!.en    

.•H   H 

1.-  im 

Is 

1  K  1 

37   '. 
31    D 

I'l  1'*) 
l>\  in 

J.( 
I'l 

til 

,10 

S.  hwyler  

J7  1) 

11    IKI 

H. 

Ml 

Tluea        

31    .1 

:<!  II 

If.   Ill 
I',  in 

I'l 

.tn 

T.iinpkin^        

,to 

1 '..liiinbi  I       

3.'.    '. 

Is    -.(I 

■ ».  1 

JO 

hell  ware 

3.-,  0 

is  .11 

Jl 

Ml 

Dut.he.ss ... 

36.5 

IH   'HI 

-"J 

sn 

(ireeiie 

29  9 

l.-i  1.0 

IS 

iM) 

LLstcr 

34  0 

17.70 

21 

Jll 

$-.>0  00 

■>'l 

M 

If. 

so 

IS 

7(1 

J.I 

10 

Is 

in 

J," 

'HI 

JJ 

Ml 

r.i 

7o 

17 

■<l 

J.) 

7ll 

Is 

to 

If. 

Ul 

.','. 

no 

I'l 

00 

Jt 

M) 

'J-'' 

IKI 

Jl 

Ml 

17 

,■■<) 

J  4 

I'rl) 

Jl 

tM 

is 

ID 

J.I 

40 

SJ 

.11 

•JO 

f|4l 

■20 

90 

.11 

90 

■ft 

SO 

ji 

:to 

24 

.10 

26 

.50 

23 

40 

21 

10 

23 

10 

23 

10 

1M2  Fred  Grain   PKOiiRAM     Continued 

County    t9i9   SO    AdiuMted    Avrrage    Yield    and 
Per  Acre  Payment*  for  Barley     Continued 

NiiRTlI    I   Mini. ISA       coiiliniii'd 


District 


Coiiiily 


19  ".9  I'tl 

.1.1 

Jn^le.l 

aver 

ai'e 

Sl.ld 


.*l  per 
O'llt 
pay- 
ment 
r.Ue 
per 
acre 


I 


60  1ST- 

(Till 

piy- 

iiient 

rale 

|HT 

acre 


Uik.       

.\Tl-«lll  

( •  iM.  iru-s 

CleMlin.l       ... 

(liston  

Lincoln 
Mei-klenl.iirt' 
MonlL'iiinery  _ 
Moore 
Richmond.    .. 

,<t  inly    

Inion 

lierlle 
I  •  ini'lell 

('tlOW.lIl  .      . 

Cnrriniik  ... 
K.lireroniN'    .. 

liates.. 

Ilalif.n   

llerlford 

M  irliii   

\    ish 

Nortliainplon. 
1'  i-'inotaiik ... 
I'l-rnuiinins... 

W    l^llltlL'tOlI... 

He  infort 

('  irleret 

Cr.iVeii.  . .. 

(ireene 

My.le 

!.)hn>ton 

Ii.ne-        

U'noir    

I'  iinlui)., 

Pill         

Wayne 

Wilson 

lilailen 

llruiKuirk 

('oliimt.ns 

( 'limUrl  iri'l .  . 

Iiiiplni  

Harnett 

Hoke        

New  II  mover. 
P.'n.ler 
Kol».rson 
.~  irnp--on 
.Stullalld        


H'.fKeh 

.tf. 

.1 

3J 

0 

2*.' 

n 

37 

1 

3.1 

', 

;v. 

,', 

.17 

.-, 

.u 

r, 

1        24 

.'. 

■.1. 

0 

37 

.') 

37 

D 

31 

r, 

•'.''. 

11 

27  0 
3.H    1 

32  0 
32  5 

31'.   D 

29  5 
27  (I 

32  5 

30  II 

31  5 

33  0 
36  0 

32  5 
2;<  o 
2»'>  0 
29  5 
Xi  5 
3  J  II 
•29  D 
3.5  5 

31  I) 

34  II 
a-.  II 
39  .'. 
XI  II 

3;i  II 
x'l  5 
:ti  D 

32  ■. 
34   '. 

Xl  '. 

27  II 

31  :• 

32  D 

32  5 

33  6 


Jls  90 
If.  60 
15  ID 
I'l  fiO 
IH   ni 

15  <I0 
I'J  60 

1:  >.«) 

I J  70 

13  .5(1 

19  t'i<l 

19  20 

16  40 

13  IMI 

14  DO 
19  Ml 
16  r<i 

16  HO 
IH  70 

15  441 

14  DO 

16  M) 
\r,  I'il 

16  40 

17  JO 
IH.  7(1 

16  SO 
IJ  (XI 
13  ,50 

15  40 

17  ,'.0 

16  fi<l 

15  ID 
IH  ,VI 
If.    10 

17  70 
IH  JO 
JO  I'jl 
17  .11 
17 
1: 
17 
16 

r 

17    ,'-! 

It  00 

16  VO 

16  Cfl 
16  Ml 

1 7.  :.o 


'.11 
.11 

M) 

'.•O 


$J2  so 
JO  nil 

is    III 

■J3  40 
22  JO 

22  St) 
•23  40 

21  .'HI 

15  :«i 

16  Jll 
2:1  40 

23  10 

19  70 

15  fm 

16  SO 
Si  HO 
■20  (K) 
•20  30 

K  41) 

16  St) 

20  3l) 
IH  7(1 
19  7(1 
■JO  ft) 
■/2  .50 
■.1)  ;«) 

14  40 
16  20 
IH.  41) 
•20  !«) 
JO  IH) 

15  111 

?J  21) 

19  .*) 

21  21) 
Jl  SO 
J4  fill 
■.II  (iO 

•.1)  f«l 

-.1)  9(1 
■.II  l'i\ 

.11  31) 
J I  ."lO 
■.11  90 

16  SO 

19  71) 
■.M.  11) 
■JO  .•» 

20  90 


I 


s.  .KTU   1.  \Kiir\ 


BunhelM 

1 

I 

Hurk.'      

■JO  ,'. 
■.»2  1) 
■20  5 

$H    .=^1 
9  DO 

8  rtl 

$10  30 

|)1S1.|,-            

10  HI) 

\Ioimtrall 

10  30 

r.n-.ille 

220 

9  JO 

11    10 

U   irl        

23  5 
19  7 

9  90 
H  DO 

11   HI) 

W  illi  itiis     

9  70 

2 

H.ti-.-.n          

^5  3 

11     ID 

13  41) 

Hollm.'iM       

22  2 

9  30 

11  ■Jl) 

Mrll.nry   

21   7 

9  30 

11  ■» 

I'leriT 

•23  1) 

10  00 

12  00 

Unletle 

20  5 

8  SO 

10  6U 

.1 

('  i\   lll.T             

•2.5  0 

11   II) 

13  ■jn 

1  if, III, 1    1-  ul  k.s 

31   5 

14  40 

1:  S) 

N.U.n      

20  I 
•.N  5 

11   60 
13  20 

14  (»1 

1'. ml. ma.. 

1.'.  SO 

1 ;  I  n  1  -s '  V 

•i5  0 

II    01 

13  ■» 

Tio*  ner 

■J3  II 

ID  DO 

12  IH) 

W  .iN.'i   

•J-.i  D 

12  HI 

15  ,V) 

t 

1  innn         . .   

'22.0 
2L0 

»  13 

H  40 

11  IW 

\li  Kenile 

11)  10 

\lclxan 

Zi  4 

10    ID 

IJ  ID 

MernT 

2J  0 

9  40 

11   Jl 

Oliver 

22  0 

9  441 

11   V 

5 

K.Mv    .   

Jti  f. 

11    Ml 

14  a) 

Foster 

Ifi  6 

12  DO 

14  40 

Ki.MiT 

21   II 

9  20 

11    10 

Sheri'lan. 

22  D 

9  60 

II   M 

.-^I'll --n:  111         

•  »',  ■> 

11   .HI 

13  60 

Wells                  

■26  9 

11   MO 

14  a) 

6 

Hirn.-   

27  5 

12  1)0 

15  01) 

Ci-          

31    5 

14  .50 

17  40 

(irlKk's 

■27  2 

12  40 

14  140 

St^'le   

2>*  2 

12.  HO 

15  44) 

Traill  

31   9 

•20  2 
22  0 

■22.  0 

14.60 
H  40 
9  10 

9  no 

1:  40 

7 

.\<Uni» 

Billings  

1000 

11110 

Bowman 

10  HO 

Oolden  \alley... 

J4  0 

9  60 

11. SO 

Hettinger 

■j;)  6 

9.90 

11  » 

Slo[ie     

.Stark 

-'J  5 

-^1    ■) 

9  00 
9  30 

10  80 
ll.» 

Saturday,  January  6,  1962 

l'.tn2   Feed  Grain   Program  — Continued 

County    1959   60    Adiutted    Average    Yield   and 
I'lr  Acre  Paymentt  for  Barley — Contiiiaed 

NORTH   OAKi.TA      continued 


iy59-fi0 

50  per- 

60 per- 

ad- 

cent 

cent 

justed 

pay- 

pay- 

I'l trii  t 

(  uunty 

aver- 

ment 

ment 

Hge 

rate 

rate 

yield 

ler 

l>er 

acre 

acre 

Iluthrh 

t 

RurU'lph 

22.0 

$g.rio 

$11.50 

Eniriions 

21.7 

9.30 

11.20 

Ciraiit 

21.8 

9.20 

11.00 

Morion 

21.0 

8.90 

10.70 

."-loin 

17.7 

7.50 

B.OO 

9 

Dickey 

25.0 

11.40 

13.60 

LaMoure 

24.5 

11.00 

ia20 

Ix>pan 

22.4 

9.90 

11.80 

Mcintosh 

21.  I 

9.30 

11.20 

Ran.ion 

25.0 

11.50 

13.80 

Richland. 

31.0 

14.40 

17.30 

Sargent 

27.2 

12.50 

15  00 

OHIO 


Allen  

Defiance     .. 

Fulton     

Hancock 

Henry.      . .. 

Luc:is     

Paulding  .. . 
Putnam  .. 
Van  Wert  . . 
Williatiij  .. 
Woo.1       .... 

Ashland   

Craw  ford. . . 

Krie      

Huron. 

Ixir.iin   

Ottawa 

Ricliland 

Sandusky. .. 

Seneak     

Wyandot    .. 
Ashtabula 
(^olumbiana 
Oeaiipa    .    . . 

Ijike     

Vlalionlng 

Me<lina  

Portage 

Stark      

Summit       ... 

Trumliull 

Wayne  

.^uplaiie  .. 
Cluirniiaign   . 

Clark       

Darke    

llar.lin 

Lot;  in 

Mri  *r 

Miami 

Shelby 

I  )eliware. . 

Kairncld 

Kiiyette 

Franklin 

Knox 

Licking 

Maili.soii 

Miirion 

Morrow 

Pic'i^away 

Row:    

l'nion    

Uel  •  ont 

Carroll. 

Coslioeton 

II  1  r  r  Lson     .    . 

Hol'i  OS 

JelTorson 

Tu.si-irawa!!. . 

Holler 

Clrrii'oot 

Clinton 

Cireene 

Hamilton.  . ,_ 
Monlpomerv. 

Preble ". 

WiuTcn 

Adaii  s 

Ilrowii 

Oalli) 

Highland 

Jackson 

Pike 

Scioto 


Butheli 

r..8 

36.  4 
42.0 
42.0 
41.8 
43.4 
34  0 
41  0 
43  2 
37.1 
40  0 
37.5 
S!».  8 
46.  S 
37.0 
33.0 
36,5 
3.'..  5 
39.  5 
41.4 
i.'.0 
33.5 
SO  0 


3f..  1 
39.5 
37.5 
39.7 
39.  3 
41.7 
35.0 


40. 
41 
37 
43. 

39, 

as.  5 

34.5 
37.0 
37.5 
41.5 
33.0 
37.5 
37.5 
35.5 
40.8 
34.0 
36.0 
39.  0 
34,5 
37.5 
33.5 
31.7 
31.5 

39.  5 

40.  5 
39.0 
38.5 
42.0 
41.5 
42.0 
35.0 
27.4 
32.0 
38.0 
30.  0 
36.5 
38.5 
32.0 
25.0 
29.0 
.37.9 
29.0 
3&0 
28.0 
S7.0 


$17.20 
17.30 
20.00 

ao.ao 

19.90 
20.60 
16.30 
19.70 
20.70 
17.90 
19.20 
18.20 
19  10 
22.30 
17.80 
16.00 

17.  ,'0 
17.30 
19.00 
19.90 
16.80 
16.60 

19.  10 
17.80 
19.40 

18.  W) 
19.20 

i9.no 

20.20 
17.00 
20.00 
20.30 
18.00 

20.  M 
IS.fiO 

18.  fO 
16.50 
17.60 
18.00 
19.80 
15.80 

laoo 

18.00 
16.70 
19.40 
16.80 
17.30 

15.  80 

16.  50 
IH.  OO 
1G.0O 
16.80 
15.20 

19.  20 
19.60 
18.90 
18.60 
20.40 
20.40 
ao.40 
16.40 
12.90 
15.00 
17.90 
14.  10 
17.10 
18.00 
15.00 
1190 
13.60 
17.70 
13.90 
1&90 

13.  ao 

17.  40 


$20.60 
30.70 
23.90 
24.20 
23.80 
24.70 
19.60 
23.60 
24.90 
21.40 
23.00 
21.80 
22.90 
26.80 
21.30 
19.20 
21.00 
20.70 
22.80 
23.80 
20.20 
19.90 
22.90 
21.50 
23.30 
22.30 
23.10 
22.90 
24.30 
30.40 
24.00 
24.20 
21.60 
24.  .'0 
22.30 
22.40 
19.90 
21.10 
21.60 
23.70 
lO.flO 
21.60 
21.60 
20.00 
23.30 
19.60 
30.70 
22.20 
19.90 
21.80 
19.10 
19.80 
18.10 
23.  (W 
23.60 
22.70 
22.40 
24.40 
24.40 
24.40 
19.70 
15.40 
18.00 
21.40 
16.90 
30.60 
21.70 
18.00 
14.10 
16.40 
21.30 
16.70 
30.30 
1&80 

ao.80 


FEDERAL  REGISTER 

iae2  riED  grain  PaooaAM — Continued 

County   l»S9-t9   Aijuated   Average   Yield   and 
Per  Acre  PapmeHta  for  Barley — Contlnned 

OHIO — continued 


District 


County 


Athens 

Guernsey 

Hocking 

Meigs 

Monroe 

Morgan 

Muskingum. 

Noble 

Perry 

Vinton 

Washington.. 


195&-60 

50  per- 

ad- 

cent 

justed 

pay- 

aver- 

ment 

age 

rate 

jield 

per 

acre 

BmhfU 

35.0 

$16.80 

34.0 

16.60 

31.0 

14.90 

30.0 

14.10 

37.0 

17.90 

37.0 

17.90 

38.0 

18.40 

35.5 

17.30 

40.5 

19.40 

36.5 

17.50 

37.0 

17.90 

OELABOUA 


4 


Beaver 

Cimarron 

Ellis 

Harper 

Texas 

Alfalfa 

Garfield 

Grant 

Kay 

Major 

Noble 

Woods 

Wooilward 

Craig 

Delaware 

Mayes 

Nowata 

Osago 

Ottawa 

Pawnee 

Rogers 

Tulsa 

Wagoner 

Washington... 

Beckham 

Blaine 

Custer 

Dewev 

Roger  Mills... 

Washita 

Canadian 

Cleveland 

Creek 

Grady 

Kingfisher 

Lincoln 

Logan 

McClain 

Okfuskee 

Oklahoma 

Payne 

Pottawatomie. 

Seminole 

Adair  

Cherokee 

Haskell 

Hughes 

Mcintosh 

Muskogee 

Okmulgee 

PitUtburg 

Sequoyah 

Caddo 

Comandie 

Cotton 

Oreer 

Harmon 

Jackson 

Kiowa 

Tillman 

Atoka 

Bryan 

Carta- 

Coal  

Ow-vln 

JefTerson 

Johnston 

Love 

Marshall 

Murray 

Pontotoc 

Stephens 

ChocUw 

Latimer 

Le  Flore 

McCartaln 

Pushmataha... 


Rushels 


60  per- 
cent 
pay- 
ment 
rate 
per 
acre 


$20.20 
19.80 
17.90 
16.90 
21.50 
21.50 
22.10 
20.70 
23.30 
21.00 
21.60 


17.8 

$8.00 

$9.00 

16.4 

7.10 

8.50 

17.6 

8.00 

9.60 

17.5 

8.00 

9.60 

18.0 

7.90 

9.50 

26.9 

12.50 

15.00 

26.7 

12.50 

14.90 

26.1 

12.10 

14.60 

30.9 

14.30 

17.  20 

24.8 

11.40 

13.70 

27.4 

12.70 

15.30 

24.6 

11.20 

13.  ,50 

22.0 

10.  10 

12.  10 

24.0 

11.60 

14.00 

27.4 

13.20 

15.  70 

28.0 

13.30 

16  00 

24.6 

11.90 

14.40 

24.6 

11.60 

13.90 

2.5.3 

12.20 

14.70 

35.3 

11.70 

14.  10 

23.2 

11.10 

13.30 

21.6 

10.30 

12.40 

2'<  2 

11.00 

13.20 

23  0 

11.20 

13.40 

20.6 

9.60 

11.50 

25.4 

11.80 

14.  10 

22.3 

10.40 

12.50 

19.6 

9.00 

10.90 

17.1 

7.90 

9.  ,50 

22.3 

10.40 

12.50 

25.4 

11.80 

14.  10 

23.0 

10.70 

12.80 

19.2 

8.90 

10.70 

27.4 

12.  70 

15.  30 

25  4 

11.80 

14.  10 

22.3 

10.40 

12.  ,50 

26.7 

12.  ,'0 

14.  iO 

27.4 

12.70 

15.30 

21.6 

10.00 

12.10 

24.7 

11.. ^0 

13.80 

25.0 

u.m 

14.00 

23.2 

10.80 

12.  <.« 

24.0 

11.20 

13.40 

22.0 

10.20 

12.30 

19.2 

9.00 

10.80 

28.8 

13.40 

16.  10 

16.6 

7.70 

9.30 

26.6 

12.40 

14.90 

22.4 

10.40 

12.  ,'K) 

17.0 

7.90 

9.  ;.0 

20.0 

9.30 

11.20 

30.8 

14.30 

17.20 

25.4 

11.  SO 

14.10 

24.4 

11.30 

13.60 

24.9 

11. 50 

13.90 

21.3 

9.90 

11.  W 

21.6 

10.00 

12.10 

27.2 

12.60 

15.20 

26.4 

12.30 

14.70 

26.4 

12.30 

14.70 

22.8 

10.60 

12.70 

20.0 

9.30 

11.20 

21.0 

9.  SO 

11.70 

16.0 

7.40 

8.90 

23.6 

11.00 

13.20 

24.1 

11.20 

13.  50 

21.2 

9.90 

11. SO 

£5.2 

11.70 

14.00 

28.2 

13.10 

15.  70 

25.4 

11.80 

14.10 

22.4 

10.40 

12.  .50 

24.0 

11.30 

13.40 

2ao 

9.30 

11.20 

17.5 

8.20 

9.80 

23.8 

11.10 

13.30 

27.0 

12.60 

15.10 

25.0 

11.60 

14.00 

161 

1962  Feed  Geain  Peogeam— Contlnned 

County   19S9-60   Adjusted    Average   Yield   and 

Per  Acre  Paymentt  for  Barley — Contlnuefl 

OEECON 


District 

County 

1959-60 

ad- 
justed 
aver- 
are 
yield 

50  per- 
cent 
pay- 
ment 
rate 
per 
acre 

60  per- 
cent 
pay- 
ment 
rate 
per 
acre 

1 

2 

Benton 

Clackamas 

Columbia 

Lane 

Linn 

Marion 

Multnomah 

Polk 

Washinsrton 

YamhiU 

(illliam 

ButheU 
36.0 
32.0 
34.6 
34.0 
30.0 
35.3 
40.2 
39.0 
40.2 
39.2 
33.0 
35.0 
31.4 
38.0 
34.6 
30.6 
43.8 
38.6 
32.6 
32.7 
41.4 
24.5 
37.5 
29.0 
29.6 
23.0 
38.1 
38.4 
23.0 
46.2 

;^4 

$18.20 
16.50 
17.50 
16.70 
15.20 
18.10 
21.30 
19.  SO 
21.10 
20.40 
17.30 
18.40 
16.30 
20.00 
18.70 
16.00 
22.60 
19.10 
15.60 
15.40 
18.40 
10.90 
19.40 
14.90 
15.30 
9.70 
20.00 
18.60 
11.20 
20.30 
12.60 

$21.80 
19.80 
21.10 
20.00 
18.20 
21.80 
25.50 
23.90 
25.30 
24.40 
20.80 
22.00 
19.60 
23.90 
22.50 
18.00 
27.10 
23.00 
18.80 
18.40 
22  in 

3 

7 

Hood  River 

Morrow 

Sherman 

Wasco 

Baker 

Cmatilla 

l'nion 

Wallowa 

Douelas 

Jackson. 

Josephine 

13  10 

8 

Crook 

23.20 
17  90 

Deschutes 

Grant 

Harney 

JefTerson  

Klamath 

18.30 
11.60 
24.00 
22.30 
13  40 

Lake 

Malheur 

24  40 

Wheeler 

15  00 

rENNSTLTANIA 

BtukeU 

1 

Crawford 

31.3 

$16.20 

Krie- 

34.8 

18.10 

Fore"!t  .. 

32  0 

16  60 

Mercer 

37.4 

19.40 

\  enanpo 

37.6 

19.60 

^\  arren 

36  0 

18  70 

2 

Bradford 

34  4 

17.90 
15.10 

Can^eron 

29.0 

Clinton.   .. 

3.5.  8 

18.60 

Flk.... 

34.6 

17.90 

Lvcoming 

34.2 

17  80 

McKean 

32.9 
32.6 

17  10 

Potter 

17.00 

Sullivan 

30.4 

15.80 

Tiopa 

29.2 

15.30 

3 

Lackawanna 

40  0 

30.80 
30.30 

Susquehanna 

39.0 

W  ayne 

35.0 

18.20 

W  yon;ins 

43  4 

22.60 

4. 

Arm.<:trong 

32.1 

16.60 

Beaver 

41.4 

39.0 

21.50 
30.30 

Butler 

Clarion 

34.6 

18.00 

Indiana 

40.6 

21.10 

Jefferson 

33.6 

17.50 

Lawrence 

36.8 
37  6 

19.10 
19  60 

5 

Blair.. 

Cambria 

34.9 
36.4 

18.10 
18.40 

Centre 

Clearfield 

33.9 

17.70 

Colunihia 

37.1 

19.30 

Dauphin 

33.8 

17.60 

Huntingdon 

38.4 

20.00 

Juniata 

35.0 

18.20 

Mifflin... 

40.6 

21.10 

Montour... 

31.5 
37.0 

16.40 
19.20 

Xorlhumtierland.. 

Perry     .  . 

38  1 

19  80 

Snyder 

37.5 

19.60 

Union 

38.6 

2a  10 

6 

Carbon.. 

35.4 

18.40 

Lehiph .». 

39.1 

20.40 

Luierne 

32.0 
29.1 
39.6 

16.60 
15.20 
20.60 

Monroe 

-N'orthampton 

Pike   

34.0 

17.70 

SciiuylklU 

36.3 

18.90 

7 

Alleeicny... 

34.4 

17.90 

Favptle 

37.4 

19.40 

Greene 

36.2 

18.80 

Somerset    .  . . 

33.2 
35.7 

17.30 
18.50 

Washinpton 

Westmoreland 

38.  h 

20.20 

8 

Adams    .  . 

36.6 

19  00 

Be«lford 

3.5.5 
37.6 

18.  .50 
19.60 

Cumberland 

Franklin 

37.4 
34.4 
42.6 

19.40 
17.90 
22.20 

Fulton... 

York 

$19.60 
21.70 
30.00 
23.30 
23.50 
22.50 
21.40 
18.10 
22.40 
21.50 
21.30 
20.50 
20.40 
18.90 
18.20 
25.00 
24.30 
21.80 
27.00 
20.10 
25.80 
24.30 
21.60 
25.40 
21.00 
23.00 
23.50 
21.70 
22.00 
21.10 
23.30 
21.10 
23.90 
21.80 
25.40 
19.70 
23.10 
23.80 
23.40 
24.10 
22.00 
24.40 
20.00 
18.20 
24.80 
21.20 
22.70 
21.40 
23.30 
22.60 
20.70 
22.30 
24.20 
22.90 
22.20 
23.50 
23.30 
21.40 
26.60 
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11)62   Fbed  Grain   Pro<;r.\m  -  Ci>ntlnued 

County    1959-t»    Adfusted    Averaga    Yield    und 
I'fr  Acre  Payment*  for  BorJ<v -Continued 

PKNNSTLVANIA      Continued 


1959^  «0 

SOper- 

fiO  per- 

ad- 

n>nt 

cent 

justed 

pay- 

pay- 

Oi.strlct 

County 

aver- 

ment 

ment 

age 

r:>te 

r;ite 

yield 

V*r 
acre 

ix-r 
atTe 

BusktU 

9     

Berks 

40.  0 

120.  W 

$2.1.  00 

Bucks 

42.2 

21  90 

2fi  *) 

Chestw 

44  4 

23.  10 

27  70 

Delaware 

41   5 

21.60 

2.1  iJO 

f -lincMter  . . 

44  4 

41,8 

23  10 

21   70 

27  70 

Lebanon 

■2lV  10 

Montgomery 

Pbiladelphia 

40  0 

20  -^O 

2.1  (») 

43  3 

■22  50 

27  W 

SOl'TH  OAROLISA 


RuthtU 

1     

Anderson 

Cherokee 

2>.  K 
31  fi 

$1.1  DO 
Kl  44) 

$H  no 

19   >«) 

Oreenrllle 

34)  .1 

15  * 

19  IJO 

Laurens 

29  9 

15.  «) 

IH  tiO 

Oconee 

27  2 

14   10 

17  00 

Pickens 

2X  rt 

14  90 

17  91) 

Spartanburg 

l^nion 

27  H 
2»>  .1 

14.  ,10 
13  70 

17  40 
U".  14) 

2 

Chester          

29,7 
33  i 
24  9 

27  fi 

3»;  2 

15  40 
17  30 
12.  90 

14  44) 

15  >4I) 

IH    14) 

Fairfield 

20  MO 

Kershaw. 

1.1   K) 

Lancaster  

17  34) 

York... 

22  >*) 

3 

Chesterfield 

Darlington 

2.1  4 

27  0 

13  21) 

14  01) 

1,1    H) 

I'i   S) 

DUlon      

27  s 

14  .14) 

17    V) 

Florence 

32  2 
31   .1 

1»;  70 
HV  40 

20.  10 

OeorgetowTi 

19  70 

Horry 

2t.,  5 

13  70 

l>'i  H) 

Marlon 

25  t> 

13.34) 

\<\  1141 

Marlboro        

25  s 
25  0 

13.  14) 
13  00 

\<\    III 

Williamsburg 

1,1   >■<) 

4 

Abbeville      

'*7  7 
24  s 

14  44) 

12  90 

17   34) 

Aiken 

11    ,14) 

EdgefleJd 

32  S 

17   10 

JO   ,14) 

Greenwood.. 

34  3 

17  90 

21    44) 

McCormick 

33  0 

17  20 

•20.  ri4) 

Newberry 

341.0 

1*4.70 

•22  ,V) 

Saluda 

30.  1 

15  fiO 

It  S4) 

6 

Calhoun 

Clarendon . .  

•2S.  4 
2»V  4 

14  S) 
13.70 

17  70 

ItV  441 

Lee 

27.5 

14  44) 

17  ."0 

Lexington. 

25  2 

13   10 

11  71) 

Orangeburg 

27  0 

14,00 

It)  H) 

Richland 

33  2 

17  M) 

20  70 

.Sumter 

30  S 

11  04) 

19  20 

8.    

Allendale. 

Bamberg 

■29.7 
21   7 

15  44) 

11   24) 

IX    'i4) 

13    14) 

Barnwell.  

24.  S 

12.  94) 

1,1    14) 

Berkeley 

•20.0 

10  40 

12  .14) 

Charleston 

30.6 

15  90 

19   10 

Colleton 

19.3 

10.00 

12   10 

Dorchester 

20  0 

10.40 

12   14) 

ffumptnn 

21,. 

11   20 

IJ   10 

SOI  TH    DAKOTA 


Butte 

Corson 

Dewey 

Harding 

Perkins 

Ziebach 

Brown 

Campbell.. 
F.dmunds.. 

Faulk 

Mcpherson 

Potter 

Spink 

Walworth.. 

Clark 

Codington. 

Day 

Deuel 

fJrant 

Hamlin 

.Marshall... 

Roberts 

Ha;ikon 

Jackson 

Lawrence.. 

.Mea<le 

Pennington 

Stanley 

Aurora 

Beadle 

Brule 

Buffalo 

Hand 

Hughes 

Hyde 


22  0 


17 
17 

•20 

IH. 

17 

2». 
20 


4 

.0 

4 

,1) 
4 
H 

22,  J 
•27  S 
22.  4 
26  0 
2R  H 
23  I) 
•2fi.  7 
27.5 
'28.4 


31   5 

;«)  0 

2N.  3 
2».  7 
31  5 
23  6 
21,6 
20.2 
•20.  S 
•20.8 
•24.  0 
27  3 
25.4 
26.3 
26.3 
26.5 
■28.5 
27.0 


$8.94) 
7.40  I 
7.  10  ' 
H,  60  ' 
7  60 
7,  10 

13  10 
9  04) 

10  10 

12.  50 

10  1)4) 

11  >44) 
12.34) 
10.  10 

r2.  54) 

13.00 

13.  10 
14.90 

14.  10 
13.30  , 
13.20  ! 
14.70  . 

9  *)  1 

9.  10 

8.30 

8.40 

8.40 

10.80 

12.50 

11.70 

12.00 

12.00 

12.00 

12.80 

12.00 


$10 
H 


ID  40 

9  10 

8.  ,11) 

1,1  60 

ID  'J) 

12  ID 

11  1)4 1 

II  ',«) 

M  J) 

It  -Ml 

12.  ID 

U  ',*l 

15  ,14) 
1,1  fXI 
17  84) 

16  90 

16  (X) 
15  80 

17  60 
11  84) 
10  <J0 

9  90 

ID  ID 

ID  ID 


12 
l.V 


14.00 
14.40 
14.40 
14.50 
15.00 
14.40 


RULES  AND   REGULATIONS 


1962  Fbed  Grain  Prooram     Continued 

County    1959   SO    Adituttd    Avtng*    Yield    •nd 
Per  Acre  Payment*  for  Barley-  Continued 

.Sdi  rn    DARiiTA      Continued 


District 


CfUiiiy 


Irr  Jil.L 

.<ully 

liroolsinKS... 

1 ) n ivin 

II  i!i><in. 

K  ini."-tiiirv. . 

L.ilvf     

MrC(jok 

Miner   

Miiiiifh  ih,«. 
M.hMv   . 

~  iiiiHirii 

li.'iin.-tt 

'  'llstiT 

r  kll  Kiver.. 
-)i  inrion. . 
\^  l.^h,l^,lll^.■h 
I  irrnorv 
loii.-^      ... 

1.  VIll  111   

\f.  ll.tte 

lo.i.l 

Iripl' 

Hi>ii  lloninic 
Ch  irl.v-  Mix 

«  liy       

1  >nin;l.i.< 

Ilutrhinson 
I. m. -Clin 

I'liriiiT 

I     Mlnll  

")■  iiiikton 


19.19  60 

,1.1- 

ju.^tivl 

aver- 

avv 

yi.-i^l 


UhfheU 
2ti  8 
27  6 
32  3 


.V)  per- 
cent 
piiy- 

inrllt 

rite 

|HT 

II  ri' 


60  per- 
cent 

pay- 
ment 
rate 
I  XT 
:nTV 


31  .i 
31    1 

J.H    I 

31  J 
31  ''. 
31    M 

;ti  J 

34  4 
•27  D 
22  .1 
IX   « 

26  4 

21  2 

22  4 
■2»V  J 
24  3 
24  X 
21  J 
•22  D 
Si  1 
2f<  0 

27  3 

31  X 
■2>  6 

*)    9 

32  D 
341  II 
32.2 

a&o 


$!-• 

:i4i 

IJ 

im 

11 

Jii 

11 

'^i 

It 

'.«! 

1,1 

HI 

It 

'<) 

It 

'HI 

14 

4ii 

11 

X(l 

I''. 

Jii 

IJ 

4il 

'* 

'HI 

7 

I'rfi 

11 

IMI 

'* 

JII 

'* 

4<i 

IJ 

JII 

ID 

<i 

II 

IN) 

II 

im 

ID 

im 

III 

'.«! 

I  J 

411 

IJ 

I'p4l 

11 

4D 

1,4 

Ml 

14 

'Al 

1  1 

JD 

14 

JII 

M 

.,11 

13 

til 

TE.VNE9SEE 


H'.fhfh 


$14 

80 

14 

441 

iH 

JO 

17 

'*\ 

17 

Nl 

11 

7d 

17 

tD 

17 

'«! 

i: 

.141 

|x 

94) 

I'l 

4<l 

14 

V«l 

II 

941 

'* 

III 

I.I 

III 

II 

ml 

11 

.141 

11 

it) 

IJ 

t'i\ 

I.I 

Ml 

l.t 

JII 

IJ 

im 

l.i 

lai 

14 

X4I 

r. 

.III 

ix 

'tt) 

I''. 

DO 

17 

4D 

ix 

JII 

17 

ID 

IX 

7d 

I'. 

111 

Hv.T      

.fi  II 

»H    ID 

$11   x<i 

l.iki'                

34   9 

17  >*l 

Jl     ID 

l.,lll.|.T'll!.'       

26  (■. 

13  40 

1''.   .8) 

iihimi     

27  0 

1.)  fwi 

16  40 

.-(i.-lbv 

21    1 

ID  '.*) 

l.t    ID 

rilitiin   

•-N  2 

14   70 

17   70 

(    irnill   

•2;t  J 

11    70 

14  DO 

ifii.  ki'tt 

•2:t  7 

11    94) 

14  3D 

K IV. tie   

•.1)  0 

ID  10 

12   ID 

(iib-ion     

2:1  7 

II    ',141 

14  :»o 

11  ir'lfiii.in     

;4.i  n 

17  70 

21    .8) 

1 1  lywiMi.l      

J?«    X 

14    ■*) 

17    14) 

1  liTi'li'r>oii    

;h  X 

17  U) 

Jl    10 

lli'nry          

21   2 

ID  70 

IJ  X4) 

M.iili.-ion   

3;!  X 

17    ID 

JO   V) 

W...iklfy 

.■•J    9 

11    ■■II 

1,1  X4) 

Il.iUon 

•JII    II 

111    ID 

IJ    ID 

(  he  ith.ini        

34   4 

17   4il 

Jtl   X4) 

Il.',:i[ur            

Itl  II 

HI   ID 

IJ    11) 

iMik.i'iii        

23  X 

IJ    IKI 

14    44) 

Iliflin        

:.ii  n 

ID    ID 

IJ   10 

Ilirltm,in        ...... 

■2;t  '■) 

II    ',«) 

14  M) 

Il'iiiston       ....... 

31   ■■ 

I'-.   INI 

I'l    ID 

llumiihrcys 

■j;!  II 

11    I'i4l 

1,1   '.40 

L.iwrrnce 

•22  D 

11     10 

It  .to 

\a-v,\<   

•JO   D 

ID    ID 

IJ    ID 

Moritt!omrry 

:tii  0 

11   ■.'<l 

Ix    .8) 

I'l-rry 

■J<l  0 

10    ID 

IJ    ID 

Kolx-rtiou 

31    6 
211  0 

•Jt)   D 
21    1 
I'l  II 

IH   1)41 
ID    ID 
ID    ID 
ID   70 
9   I'm 
IJ  711 

19  .8) 

.-<tPw.irt 

IJ    ID 

I  J    ID 

Mi"lfiir'l 

1  J    X4) 

< '  innon              

1  1     14) 

'iiy            

11   .10 

1 1  ivi'lson        

2.3  3 

II    711 

It    ID 

li.>  Kilh   

•2:t  1 

II      XI) 

14    ID 

ijili's      

21    1 

21    D 

III  711 
III  Ml 

IJ    X() 

I  irk-ion    

I  J   71) 

2J   X 
3!    4 

11      '.41 
11    '(41 

1.1    X4I 

M  iron    

19   l«) 

M  irsh;ill         

•Jli  1 

10   .141 

IJ    441 

M  iiiry            

21    8 

II    IN) 

13  Jl 

Moore              

211  1 

III   .«l 

IJ    4D 

Rutherford     

•2.3  .1 

II    711 

14    ID 

Smith             

■f1      ^ 

II     '*) 

13  7D 

Sumner. - 

27   4 

1.1    84) 

!>•>  641 

Irou.siliile 

22  0 

11     ID 

13  M) 

Wllll.itnson 

■2ty  4 

13  .«) 

It;  INI 

Wilson 

.>»  .J 

11  JII 

13  40 

Hledsoe 

'Ml  I) 
2.''  D 
30   D 

11  .1) 

IJ   64) 
15    JO 

IX  Jl) 

Coffpe 

11  .1) 

Cumberland 

18   Jl) 

Fentress     

3.3  8 

17    ID 

.11    .14) 

Franklin           

2X  4 
27  0 

14    .<4> 
13  641 

17  Jl) 

Orundy  

Ml  40 

Marlon     

•2S.  I) 
.'9  D 
32  2 

14    ID 

14    '.41 
16  Ml 

17   1)4) 

MorKtin  

17    I'N) 

Overton 

19  .'>() 

Pickett 

29  4 

14   84) 

17  80 

Putnam 

27.5 

13  90 

16.70 

1&62  Feed  Grain   Proi.ram      Continued 

County    1959    SO    Adjunted    Aifyiiije    Yirhl    and 
Per  Acre  Paymrnti  for  Barhy      C.intiniied 


TKN  NK.S.SKE 


.lit  illlli'il 


I 


Dl.strirt 


Ciiinfy 


Sefjuiti  l-.i.'    .... 

\  m  HuriD  

W  .irreti 

White  

.\riilerson 

Hlount 

Hridl.'y 

Cirtrr   

( 'I  iit'<iriie 

Cocke     

'  ir  luik'er 

liri-ene  

11  iinhl.'ii 

11  iniiltoii 

1 1  innxk 

Iln*  kins 

l.irerxin,       ... 

l.ihn.voii     .  .    

Knox 

Lnll.l.'ll 

M(  \linn 

M' li,'-     

Moiir'v 

I'olk        

Kh.  1       

Kuiii.'      

,-^1  ■  ■.  I.  r     

Siilli\  til 

I    lUml        

\\  >~hini:ion  ... 


19.M>^fiO 

ii.t- 

Jil-iti'd 

tt\er 

lU'e 

yiei.i 


liHuhfh 


ant 

!•  ly 

merit 
r:Ue 
li.r 
.icre 


(f  lit 
p.iy 

ineiit 
r.lte 

|ier 
.icre 


26  4 

$13  :«) 

$16   INl 

32  0 

16  -.I) 

19  4ii 

•.•2  D 

11    10 

13  311 

22  D 

11    111 

13  :tD 

341  4 

15  44) 

18  441 

34  7 

17  fill 

21  im 

27   4 

13  84) 

16.  t'NI 

31    6 

16  DO 

19  211 

37  4 

18,90 

■22  I'NI 

37  D 

18  70 

22  441 

37  1) 

18  70 

22  44) 

;*)  9 

15  60 

18  7i) 

37  D 

1 8,  70 

22.44) 

211  1) 

10   10 

12  10 

211    8 

10  .14) 

12  I'NI 

•.'7,  4 

13  84) 

16.60 

341   (1 

15  •JO 

18  Jl) 

3:1  2 

16  ,80 

20  10 

3.1  1 

18  110 

21    ,14) 

■.">  4 

14  :<4) 

17  JII 

34  i\ 

17  .VI 

21    Dll 

•2S  8 

14  50 

17  .m 

34)  2 

18,  *l 

21  911 

X\  »> 

17  114) 

20.  4<l 

•2J  X 

11    .14) 

13.80 

■j;i  5 

11    90 

14.  •JO 

31    J 

15   841 

18,90 

.U  6 

17  00 

•20  4D 

*i  II 

15   JO 

18  -.11 

37  0 

IX  711 

■22  4<l 

TEXAS 


I    N 


liinhfh 

\rn;-lruaj; 

Jtl    X 

$10   ID 

$12  lU 

Hriscin>  

■2J  D 

11   Oil 

13  20 

C.irson  

■J)  0 

9  70 

11  tU 

Cistro 

31   0 

15  00 

18  («) 

D:ill:im 

1.1  2 

7    10 

8  til) 

D.-af  .-;mlll) 

34  X 

16  90 

20  30 

Flovil            

■J3  D 

11    40 

13  >«) 

•  iray     

19    1 

9  34) 

11   .1) 

H.ile       

341    X 

14  90 

17  90 

II  iiisford  

1'.    X 

7  90 

9  .V) 

llirllev            

15  4 

7  20 

8  liU 

Hemphill          

16.5 

7   84) 

9  40 

lliltrliin.uiii 

17  6 

S  44) 

10  10 

LlpMomi.        

l.V  7 

7  ;i4l 

8  70 

.MiHire      

18  0 

19  8 
14  6 
*)    1 

8  .14) 

9  '.D 
7  ()4) 

14  44) 

ID  Jl) 

Ochiltrtv 

11    111 

()l.Ih,iin      

X  40 

I'armer.- 

17  4(1 

I'ott.r     

21   0 
•23  J 

10  20 

11  30 

12  '.ll 

R.m'lall 

13  .10 

RolierLs   

IX   .', 
15   8 

8  h4) 
7   40 

HI  w 

Sherman.. 

8  91) 

Swisher 

•2>  4 

13   S) 

16  H) 

Halley    

Ml  0 

14  fi) 

17  H\ 

•23  6 
24  4 

11    44) 
11   80 

13  81) 

Crosl'v  

14  20 

D  iwson 

l.V  4 
15  9 

7  ,'4) 
7  80 

8  W) 

( iaine.s 

9  211 

(II.Lvsem-k      

41  2 

19  80 

■23  71) 

IIiKkUv        

25  6 

12  40 

14  140 

Ilow.iril 

•20  0 
•.■7  D 

9  70 
13   10 

11  tiO 

LamI)  

11  70 

I.ulil'Oi'k....: 

•2f.  0 
•20  2 
41    J 
13  X 

12,  »<) 
9  80 
19  80 

6,  fO 

11   10 

I.vnn      

11  71) 

Martin      

:'3  711 

Mj.ll.m^l       

8  (») 

lerrv              

•s\  ■ 

11    441 

13  7(1 

^'o.ikum 

Jl.    X 

13  Oil 

1.1  m 

Ilorilen  

M    8 
•  fl  -. 

7  70 
10  XO 

9  10 

ChiMres-!     

IJ  90 

CollinKNWuith 

19   D 

9  -.1) 

11    10 

Cottle            

21   0 

ID  ■.I) 

12  'J) 

1  )iikens... 

21   1. 
211  X 
21    7 
17   4 
211  2 
•24  1. 

10  .'« 
10   10 

10  S) 

8  44) 

9  841 

11  911 

IJ  IV 

Doiil.  y  

IJ  11) 

KlMPl        

12.60 

( i,ir/;i       ... 

10  10 

Hall         

11   71) 

Harileman 

14  44) 

Kent     

■JII  9 

ID    10 

U  10 

Motley 

'.11  2 

9  HO 

11   70 

Wh.x-ler 

17  0 

8  20 

y  80 

Wichll.i       

22   I 
24  3 

10  81) 

11  m 

13  (») 

Williarifer     

\\1 

Havlor  

24  5 

11   80 

Coleman 

20  0 

10  00 

12  00 

Fisher  

21  3 

10  30 

12  40 

lla.skell 

22  6 

21  2 

22  8 
18.5 

11(10 

10.30 

11.10 

8.90 

13  20 

r.'  30 

Knox 

13  30 

.Mitchell 

10  M 

Nolan    

21.4 
22.4 

10  40 

11  10 

12  40 

Runnels 

13  30 

Saturday,  January  6,  1962 

1962  Fbbo  Okaih  PROoaiu— Continued 

County   ifS9-t»   Adfutted   Average  TieU  m»4 
I'lr  Acre  Payment*  for  Barley — Continued 

TEXAS — continued 


restrict 


>-S. 
I.... 


County 


»-N. 


»-S. 


•-N. 


Scurry 

Btonewall 

Taylor 

Archer 

Brown 

Callahan 

nay 

Comanche 

Eastland 

Erath 

Hood 

Jack 

Mills 

Montague 

Palo  Pinto 

Parker  

Shackelford 

Somervell 

Stephens 

Throckmorton     . 

Wise 

Young 

Bell      

Bosque 

Collin 

Cooke 

Coryell     

Dallas     

DclU 

Benton     

Fills   

Falls  

Fannin 

Cirayson      

Hamilton     .   

Hill       

Hunt      

Johnson 

Kaufman 

Lamar 

Limestone   

McLennan 

.Milam     

Navarro     .       .   . 

Rockwall     

Tamuit 

Williamson       .   . 

Bowie 

Cass 

Henderson 

Hopkins 

Panola 

Rains 

Red  River 

Van  Zandt 

Fre«>stone 

(Irimes 

Robertson. 

San  Aujrustine 

Culberson 

El  Paso 

Hudsjieth I 

Jeff  Daxis 

JyOVlng 

I'ecos I 

Presidio ! 

Reeves 

Ward 

Winkler 

Bandera 

Blance 

Burnet 

Coke  

Concho 

fllllesiiie 

Irion 

Kendall 

Kerr 

Kimble 

Kinr>ey 

Lampasas.. 

IJano 

McCulloch 

Mason 

Menard 

Real 

San  Saba.. 

Schleicher 

Sterling 

Tom  Oreen 

Upton 

Uralde 

Van  Verde 

Austin 

Bastrop 

Bazar 

BurlMon 

CaJdwaU. 


lS5»-60 

ad- 
Justed 
aver- 
age 
yield 


fiO  per- 
cent 
pay- 
ment 
rate 
per 
acre 


22 

20 

18. 

37, 

18, 

18.0 

61.3 

49.3 

49.3 

42.0 

42.0 

47.0 

42,0 

42  4 

42.0 

10.6 

26.4 

22.2 

19.4 

21  0 

21.6 

2&5 

21  0 

24.0 

25  8 

25  6 

25.6 

22.1 

22 


21 

24 

20 

25 

21 

21 

21 

21.9 

36.2 

25.6 

21.6 

20  6 

17.8 

26.6 

21.6 

1S.8 


ButhtU 
20.9 
20.9 
20.8 
21.6 
19.7 
20.0 
22.7 
18.2 
18.9 
19.0 
2f..  4 
19.8 
19.3 
23.6 
19.6 
20.0 
17.5 

19  8 
17.0 
21.2 
23.6 
20.6 
1.8.7 
19.6 
24.4 
27.4 
18.  6 
23.0 
15.8 
22.  6 

20  4 
18.6 
21.8 
21.2 
17.7 
18.8 
19.7 
23  4 
17.9 
19,5 
18.4 
19.6 
18.2 
19  4 
21.8 
19.7 
16.1 
37.4 
16.0 
15.0 
16.0 
18.0 
13  0 


$10. 10 
10.10 
10.20 
10.60 
10.00 
9.fi0 
11. to 
9.10 
9.40 
9.60 
13.50 
9.M 
10.  OQ 
11.80 
9.M 
10.30 
8.60 
10.30 
8.50 
10.40 
12.00 
10.30 
10.  10 
10.30 
12.60 
13.80 
0.90 
12.00 
8.00 
11.50 
10.  HO 
10.00 
11.00 
10.70 
9.  10 
10.00 

10.  OO 
12.20 

9.30 
9.80 
9.90 

10.50 
9.90 

10.40 

11.  10 
10.20 

8.60 

18.90 

&20 

8.00 

8.10 

9.60 

6.80 

11.10 

10.60 

9.90 

15.50 

10.10 

9.60 

22.30 

21.40 

21.40 

18.30 

18.70 

30.70 

18.30 

18.70 

19.30 

5.00 

13.70 

11.90 

10.  ao 

10.20 
10.80 
13.60 
0  60 
12.40 
13.30 
12.90 
12.  80 
11.60 
12.00 
10.70 

i^ao 

10  20 
13.10 
10.90 

9,70 

9.70 
10.70 
16.10 
13.10 
10.60 
11.60 

9.60 
13.60 
11.90 
10.20 


00  per- 
cent 
pay- 
ment 
rate 
per 
acre 


$12. 10 
12.10 
12.20 
12.60 
12.00 
11.90 
13.60 
11.10 
11.30 
11.50 
16.10 
11.90 
12.10 
14.20 
11.80 
12.40 
10.30 
12.30 

10.  ao 

12.40 
14.60 
12.40 
12.00 
12.40 
15.00 
16.60 
11.90 
14.40 
9.60 
13.90 
12.90 
12.10 
13.20 
12.80 
10.90 
12.00 
12.00 
14.60 
11.00 
11.70 
11.00 
12.60 
11.90 
12.40 
13.40 
12.30 
10.50 
22.60 
9.80 
9.50 
9.70 
11.40 
&10 
13.30 
12.70 
11.00 
1&60 

izao 

11.00 
26l80 
25.80 
26.80 
21.00 
22.40 
24.80 
21.90 
22.40 
23.20 
&10 
16.40 
14.20 
12.20 
1Z20 
IZOO 
1ft.  40 
11.60 
14.80 
16.00 
15.60 
15.40 
14.00 
14.40 
12.80 
14.80 
12.20 
15.70 
13.10 
11.60 
11.60 
12.70 
19.30 
15.70 
12.60 
14.00 
11.40 
16.30 
14.30 
12.20 


FEDERAL  REGISTER 

IMS  Fbbd  Obaih  Pbooram — Continued 

Oountp  t»l»-»»  Adiueted  Average  Yield   and 
Per  Aen  Papmemte  for  Barley— Continued 

TncAB — continued 


UTAH 


Box  Elder.. 

Cache 

Davis 

Morgan 

Rich 

Salt  Lake.. 

Tooele 

Weber 

Juab 

Millard 

Sanpete 

Sevier 

Utah 

Carbon 

Danett 

Duchesne... 

Emery 

Oran4i 

San  Juan 

Summit 

Uintah 

Wasatch.... 

Beaver 

Garfield 

Iron 

Kane 

Piute 

Washington. 
Wayne 


ButheU 
43.6 
40.5 
48.8 
M.6 
32.2 
41.0 
36.7 
60.8 
37.8 
45.6 
43.8 
69.5 
64.2 

sas 

28.8 
35.0 
41.0 
46.0 
12.8 
49.8 
39.0 
63.2 
42.2 
47.6 
62.0 
29.5 
49.8 
49.8 
48.5 


$18.60 
17.20 
20.70 
23.20 
13.70 
17.40 
15.10 
21.60 
16.10 
19.40 
18.60 
25.30 
23.00 
16.50 
12.20 
14.90 
17.40 
19.60 
6.40 
21.20 
16.  GO 
26.60 
17.90 
20.20 
22.10 
12.60 
21.20 
21.20 
20.60 


VtROIVTA 


Clarke 

Culpeper 

Fairfax 

Fauquier 

Frederick 

Loadoun 

Maditon 

Page 

Prince  William... 
Rappahannodc . . . 

Rocnncham 

Shenandoah 

Stafford 

Wamn 

Alleghany 

Aogusta 

Bath 

Botetourt 

Craif 

Hichland 

Roanoke 

Rockbridce 

AlbermarkB 

Amelia 

Amherst 

Appomattox 

Bedford 

Bqclringham 

Campbell 

Caroline  

Chesterfield 

Comberland 

Fluvanna 

Goochland 

Oreeoe 

Hanovir 

Hanrteo 


Buthd* 
38.2 
41.4 
38.7 
36.5 
37.0 
41.2 
40.4 
40.6 
38.2 
38.4 
41.8 
30.1 
40.4 
36.8 
37.2 
46.6 
87.5 
41.2 
43.0 
34.2 
42.4 
3S.7 
40.0 
44.7 
31.6 
36.0 
42.6 
37.4 
36.4 
39.2 
33.9 
80.7 
41.0 
87.4 
86. 4 

ao.s 

10.7 


$19.00 
21.60 
20.20 
18.90 
10.20 
21.40 
21.00 
21.10 
19.90 
20.00 
21.70 
20.40 
21.00 
19.10 
19.30 
23.70 
19.60 
21.40 
22.90 
17.80 
22.00 
20.60 
20.80 
23.30 
16.40 
18.70 
22.20 
19.40 
18.90 
20.40 
17.70 
20.60 
21.30 
10.40 
1&40 
28.80 

ao.w 


District 

County 

1060-60 

ad- 
Justed 
aver- 
age 
yield 

60  per- 
cent 
pay- 
ment 
rate 
per 
acre 

60  per- 
cent 
pay- 
ment 
rate 
per 
acre 

8-N 

Comal 

ButhtU 
24.2 
22.7 
26.2 
23.9 
22.6 
29.4 
22.9 
22.6 
17.5 
28.4 
17.6 
20.6 
22.6 
18.0 
15.8 
16.6 
13.8 
15.8 
26.4 
26.6 

$12.90 

12.40 

14.40 

13.10 

12.30 

15.70 

12.30 

12.10 

9.60 

14.80 

9.50 

11.50 

12.00 

9.90 

8.20 

8.60 

7.20 

8.40 

13.10 

12.50 

$15.50 
14.80 
17.30 
15.60 
14.80 
18.80 
14.80 
14.60 
11  40 

DeWltt 

Fayette 

Goliad 

Gonzales 

Guadalupe 

Hays 

Karnes 

Lee..... 

9 

10-N 

Medina 

Travis 

Washington 

Wilson 

Jackson 

Atascosa 

Frio 

La  Salle 

Live  Oak 

17.70 
11.30 
13.90 
14.40 
11.90 

9.90 
10.40 

8.60 
10  10 

Maverick 

15  60 

Zavala 

15.10 

$22.20 
20.70 
24.90 
27.90 
16.40 
20.90 
18.20 
25.90 
19.30 
23.20 
22.40 
30.30 
27.60 
19.80 
14.70 
17.80 
20.90 
23.60 
6.50 
25.40 
19.90 
32.20 
21.60 
24.20 
26.50 
15.00 
25.40 
25.40 
24.70 


$23.80 
25.80 
24.10 
22.80 
23.10 
26.70 
25.20 
26.40 
23.80 
23.90 
26.10 
24.40 
26.20 
23.00 
23.20 
28.60 
23.40 
25.70 
27.40 
21.30 
26.40 
24.80 
25.00 
27.90 
19.80 
22.50 
26.60 
23.30 
22.70 
24.40 
21.10 
24.80 
25.60 
23.30 
22.00 
24.90 
34.80 
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County   l»S9-eo   Adfuated   Average   Yield  and 
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District 


9.. 


Cotmty 


1050-60 

ad- 
Justed 
aver- 
age 
yield 


Louisa 

Nelson 

Orange 

Powhatan 

Prince  Edward... 

Spotsylvania 

Accomac 

Charles  City 

Essex 

Gloucester 

James  City 

King  and  Queen. 

King  George 

King  William.... 

Lancaster 

Mathews 

Middlesex 

New  Kent 

Northampton 

Northumoerland. 

Richmond 

Westmoreland 

York 

Bland 

CarroU 

Floyd 

GUes 

Grayson. 

Lee 

Montgomery 

Pulaski 

RusseU. 

Scott 

Smyth 

Tarewell 

Washington 

Wythe 

Charlotte 

Franklin 

Halifax 

Henry 

Lunenburg 

Nottaway 

Patrick 

Pittsylvania 

Brunswick 

Dinwiddie 

Greensville 

Isle  of  Wight 

Mecklenburg 

Naasemond 

Norfolk 

Prince  George 

Princess  Anne 

Southampton 

Surry 

Sussex 

City  of  Hampton.. 

City  of  NewTWrt 

News.. 


Buihelt 
34.0 
87.0 
42.8 
40.0 
37.5 
41.6 
38.0 
40.0 
44.6 
42.6 
44.1 
39.2 
42.0 
42.7 
40.0 
38.5 
42.1 
89.6 
37.5 
41.0 
41.4 
44.5 
39.6 
38.0 
35.0 
41.8 
39.8 
43.1 
36.0 
36.1 
43.0 
44.8 
39.0 
36.0 
37.6 
39.2 
41.3 
39.0 
37.0 
33.8 
31.7 
36.6 
39.2 
34.0 
34.0 
32.6 
36.4 
34.9 
37.1 
34.0 
31.0 
3L7 
34.9 
35.8 
31.6 
37.0 
36.6 
40.0 

40.0 


60  per- 
cent 
pay- 
ment 
rate 
per 
acre 


$17.70 
19.  ao 
22.30 
20.80 
10.60 
21.60 
19.80 
20.80 
23.20 
22.20 
22.90 
20.40 
21.80 
22.30 

ao.80 

20.00 
21.80 
20.60 
19.60 
21.30 
21.60 
23.10 
20.60 
19.80 

18.  ao 

21.70 
ao.TO 
22.60 
18.70 
18.70 
22.40 
23.30 
20.30 
18.70 
19.60 
20.40 
21.40 
20.30 
19.20 
17.60 
16.40 
18.90 
20.40 
17.70 
17.70 
17.00 
18.40 

laio 

19.30 
17.70 
16.10 
16.40 
18.10 
18.60 
16.40 
19.20 
18.60 
20.80 

20.80 


■WABHINGTtM* 


Clallam 

Clark 

CowHtx 

Grays  Harbor. 

Island 

Jefferson 

King 

Kitsap 

Lewis 

Pierce 

San  Jaun 

Skagit.. 

Skamania 

Snohomish 

Thurston 

Whatcom , 

Benton 

Chelan 

Kittitas 

Klickitat 

Okanogan 

Yakima 

Ferry 

Pend  Oreille... 

Spokane. 

Stevens 

Adams 

Douglas 

Franklin 

Grant 

Ltncoin 


BuMkeU 

58.6 

$27  20 

38.8 

20.40 

36  0 

18.20 

44.6 

22.20 

42.0 

21.60 

62.6 

24  00 

37.6 

19.70 

36.5 

17.40 

34.4 

17.20 

31.1 

16.40 

29.5 

16.10 

60.4 

25.70 

42.5 

22.30 

40.0 

20.60 

88.6 

10.60 

48.6 

24.40 

80.5 

16.80 

10.2 

«.80 

45.4 

24.10 

81.0 

16.80 

21.2 

10.70 

61.2 

26.40 

23.2 

0.70 

aai 

1X80 

86.7 

17.40 

81.5 

14.70 

83.6 

17.10 

36.6 

12.  to 

88.8 

17.40 

81.2 

15.00 

U.4 

17.70 

00  per- 
cent 
pay- 
ment 
rate 
per 
acre 


$21.20 
23.10 
26.70 
26.00 
23.40 
26.00 
23.70 
26.00 
27.90 
26.60 
27.60 
24.40 
26.20 
26.  (iO 
25.00 
24.00 
26.30 
24.80 
23.40 
25.60 
25.80 
27.80 
24.80 
23.70 
21.80 
26.10 
24.90 
26.90 
22.50 
22.60 
26.80 
28.00 
24.30 
22.60 
23.40 
24.40 
26.80 
24.30 
23.10 
21.10 
19.80 
22.80 
24.40 
21.20 
21.20 
20.40 
22.00 
21.70 
23.20 
21.20 
19.30 
19.80 
21.70 
22.40 
19.80 
23.10 
22.30 
25.00 

26.00 


$32.60 
24.50 
21.80 
26.70 
26.00 
20.90 
23.60 
20.90 
20.60 
10.60 
18.10 
30.80 
26.80 
24.70 
33.40 
20.40 
10.00 
11.70 
38.80 
20.10 
13.80 
81.60 
U.70 
16.40 
31.00 
17.60 
30.60 
15.50 
30.90 
10.10 
21.30 


l&t 


RULES  AND  REGULATIONS 


IMS 


Ommmtf   ns 
Pmr  Aarm  Fi 


WAoauMToa — comtlsa«d 


1980-00 

JO  per- 

flO per- 

»d- 

cent 

cent 

Justtid 

1>»7- 

pay- 

IMatrtet 

OoontF 

k*ir- 

ment 

atre 

rate 

rst« 

yield 

per 

acre 

per 
acre 

ButktU 

9        

Ajotta 

32.4 

«t&.go 

819  00 

CoiamU* 

47  8 

M.«0 

29  30 

Oarfletd 

46  4 

2XX 

27  SO 

WkllaWaJte 

47.6 

M.  ao 

•J9  SO 

WMtmat 

41.8 

21  70 

2»i  UO 

B9T   VIKOINIA 


Barbour 

Brooke 

Hancock 

Uarriaon 

Lewis 

MarshaU 

Monongalia  . 

Ohio 

Praaton 

Rl«ehto 

Taylor 

rpahor 

Woo<l 

CabeU 

CattMOB 

Payette. 

MaaoB 

N'lofaoiaa 

P«tiun> 

Berketoy 

Oranl. 

Or«n  brier. . . 
Hampahire... 

Hardy 

Jefcrson 

Mineral 
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Okviile  L  Frfeman, 

SecrctaTy. 
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Chapter  IX — Agricultural  Marketing 
Service  (Marketing  Agreements  and 
Orders),  Department  of  Agriculture 

( Orange  Reg.  1  ] 

PART  905— ORANGES,  GRAPEFRUIT, 
TANGERINES,  AND  TANGELOS 
GROWN   IN   FLORIDA 

Limitation  of  Shipments 

§  905.302     Oraniee  Rc-ffulation   1. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  905.  as  amended  (7  CFR  Part 
905) .  regulating  the  handling  of  oranges, 
grapefruit,  tangerines,  and  tangelos 
grown  In  Florida  effectire  under  the  ap- 
plicable provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937.  as 
amended  (7  U.S.C.  601-674).  and  upon 
the  basis  of  the  recommendations  of  the 


committees  established  uzkter  the  afore- 
said amended  marketing  agreement  and 
order,  and  up<»i  other  avaUlaibie  inionna- 
tion.  it  Is  hereby  found  that  the  limita- 
tion of  shipments  of  oranges,  including 
Temple  oranges,  as  hereinafter  pro- 
vided, will  tend  to  effectuate  the  de- 
clared policy  of  the  act. 

(2)  It  is  hereby  further  found  that 
it  is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  no- 
tice, engage  in  public  rule-making  pro- 
cedure, and  postpone  the  effective  date 
of  this  section  until  30  days  after  pub- 
lication thereof  in  the  FmrRAL  Rigister 
(5  U.S.C.  1001-1011)  because  the  time 
intervening  between  the  date  when  in- 
formation upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  act  is  insufflcient;  a  reasonable 
time  Is  permitted,  under  the  circum- 
stances, for  preparation  for  such  effec- 
tive time;  and  good  cause  exists  for 
making  the  provisions  hereof  effective 
as  hereinafter  set  forth.  Shipments  of 
oranges,  including  Temple  oranges, 
grown  in  the  production  area,  are  pres- 
ently subject  to  regulation  by  grades  and 
sizes,  pursuant  to  the  amended  market- 
ing agreement  and  order;  the  recommen- 
dation and  supporting  information  for 
regulation  during  the  period  specified 
herein  were  promptly  submitted  to  the 
Department  after  an  open  meeting  of  the 
Growers  Administrative  Committee  on 
January  2.  1962.  such  meeting  was  held 
to  consider  recommendations  for  regula- 
tion, after  giving  due  notice  of  such 
meeting,  and  interested  persons  were 
afforded  an  opportunity  to  submit  their 
views  at  this  meeting ;  the  provisions  of 
this  section,  including  the  effective  time 
hereof,  are  identical  with  the  aforesaid 
recommendation  of  the  committee,  and 
information  concerning  such  provisions 
and  effective  time  has  been  disseminated 
among  handlers  of  such  oranges;  it  is 
necessary,  in  order  to  effectuate  the  de- 
clared policy  of  the  act,  to  make  this 
section  effective  during  the  period  here- 
inafter set  forth  so  as  to  provide  for  the 
continued  regulation  of  the  handling  of 
oranges,  including  Temple  oranges,  and 
compliance  with  this  section  will  not  re- 
quire any  special  preparation  on  the  part 
of  the  persons  subject  thereto  which  can- 
not be  completed  by  the  effective  time 
hereof. 

(bi  Order,  (li  Terms  used  in  the 
amended  markotin.ij  agreement  and 
order  shall,  when  used  herein,  have  the 
same  meaning  as  is  given  to  the  respec- 
tive term  in  said  amended  marketing 
agreement  and  order ;  and  terms  relating 
to  grade,  diameter,  standard  pack,  and 
standard  box.  as  used  herein,  shall  have 
the  same  meaning  as  is  given  to  the 
respective  term  in  the  United  States 
Standards  for  Florida  Oranges  and 
Tangelos  (§5  51.1140-51.1178  of  this  title; 
25  FR.  8211). 

(2)  During  the  period  beginning  at 
12:01  a.m..  e.s.t.,  January  8.  1962,  and 
ending  at  12:01  a.m.,  e.s.t..  January  23. 
1962.  no  handler  shall  ship  between  the 
production  area  and  any  point  outside 
thereof  in  the  continental  United  Statei, 
Canada,  or  Mexico: 


Saturday,  January  6,  1962 

li)  Any  oranges,  including  Temple 
oranges,  grown  in  the  production  area, 
which  do  not  grade  at  least  U.S.  No.  1 
Russet; 

«iii  Any  oranges,  except  Temple 
oranges,  grown  in  the  production  area, 
which  are  of  a  size  smaller  than  2^6 
inches  in  diameter,  except  that  a  toler- 
ance of  10  percent,  by  count,  of  oranges 
smaller  than  such  minimum  diameter 
shall  be  permitted,  which  tolerance  shall 
be  applied  in  accordance  with  the  provi- 
sions for  the  application  of  tolerances 
specified  in  said  United  States  Standards 
for  Florida  Oranges  and  Tangelos: 
Provided.  That  in  determining  the  per- 
centage of  oranges  in  any  lot  which  are 
smaller  than  2'^lf,  inches  in  diameter. 
such  percentage  shall  be  based  only  on 
those  oranges  in  such  lot  which  are  of  a 
size  2'Sn  inches  in  diameter  or  smaller; 
or 

liii)  Any  Temple  oranges,  grown  in 
the  production  area,  which  are  of  a  size 
smaller  than  2^o  inches  in  diameter, 
except  that  a  tolerance  of  ten  percent,  by 
count,  of  Temple  oranges  smaller  than 
such  minimum  diameter  shall  be  per- 
mitted, which  tolerance  shall  be  applied 
in  accordance  with  the  provisions  for  the 
application  of  tolerances  specified  in  the 
aforesaid  United  States  Standards  for 
Florida  Oranges  and  Tangelos. 

(Seca.  1-19,  48  Stat.  31,  as  amended;  7  VS.C. 

(501-674) 


Dated:  January  4,  1962. 

Paul  A.  Nicholson, 
Deputy     Director,     Fruit     and 
Vegetable    Divnsion.    Agricul' 
tural  Marketing  Service. 

|FR.     Doc      62-220;     Piled.    Jan.     6.     1983; 
8:53  a.m.| 


[Grapefruit  Reg.  1) 

PART  905 — ORANGES,  GRAPEFRUIT, 
TANGERINES,  AND  TANGELOS 
GROWN  IN   FLORIDA  j 

Limitation  of  Shipments 
§  905.303      Crapefruir   Regulation    1. 

(a)  Findings,  d)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  905  as  amended  (7  CFR  Part 
905 ) .  regulating  the  handling  of  oranges, 
grapefruit,  tangerines,  and  tangelos 
grown  in  Florida,  effective  under  the  ap- 
plicable provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended  (7  U.S.C.  601-674),  and  upon 
the  basis  of  the  recommendations  of  the 
committees  established  under  the  afore- 
said amended  marketing  agreement  and 
order,  and  upon  other  available  informa- 
tion, it  is  hereby  found  that  the  limita- 
tion of  shipments  of  grapefruit,  as  here- 
inafter provided,  will  tend  to  effectuate 
the  declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that 
It  is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication' 
thereof  in  the  Federal  Register  (5  U.S.C. 
1001-1011)  because  the  time  intervening 
between  the  date  when  information  upon 
which  this  section  is  based  became  avail- 
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able  and  the  time  when  this  section  must 
become  effective  in  order  to  effectuate 
the  de<uared  policy  of  the  cu;t  is  insuffi- 
cient; a  reasonable  time  is  permitted, 
imder  the  circumstances,  for  preparation 
for  such  effective  time;  and  good  cause 
exists  for  making  the  provisions  hereof 
effective  as  hereinafter  set  forth.  Ship- 
ments of  all  grapefruit,  grown  in  the 
production  area,  are  presently  subject  to 
regulation  by  grades  and  sizes,  pursuant 
to  the  amended  marketing  agreement 
and  order;  the  recommendation  and  sup- 
porting information  for  regulation  dur- 
ing the  period  specified  herein  were 
promptly  submitted  to  the  Department 
after  an  open  meeting  of  the  Growers 
Administrative  Committee  on  January  2, 
1962,  such  meeting  was  held  to  consider 
recommendations  for  regulation,  after 
giving  due  notice  of  such  meeting,  and 
interested  persons  were  afforded  an  op- 
portunity to  submit  their  vISws  at  this 
meeting;  the  provisions  of  this  section, 
including  the  effective  time  hereof,  are 
identical  with  the  aforesaid  recommen- 
dation of  the  committee,  and  informa- 
tion concerning  such  provisions  and  ef- 
fective time  has  been  disseminated 
among  handlers  of  such  grapefruit;  it  is 
necessary,  in  order  to  effectuate  the  de- 
clared policy  of  the  act,  to  make  this 
section  effective  during  the  period  here- 
inafter set  forth  so  as  to  provide  for  the 
continued  regulation  of  the  handling  of 
grapefruit,  and  compliance  with  this 
section  will  not  require  any  special  prep- 
aration on  the  part  of  the  persons  sub- 
ject thereto  which  cannot  be  completed 
by  the  effective  time  hereof. 

(b)  Order.  (1)  Terms  used  in  the 
amended  marketing  agreement  and 
order  shall,  when  used  herein,  have  the 
same  meaning  as  is  given  to  the  respec- 
tive term  in  said  amended  marketing 
agreement  and  order;  and  terms  relat- 
ing to  grade,  diameter,  standard  pack, 
and  standard  box,  as  used  herein,  shall 
have  the  same  meaning  as  is  given  to  the 
respective  term  in  the  United  States 
Standards  for  Florida  Grapefruit 
(55  51.750-51.783  of  this  title;  26  PR. 
163). 

(2)  During  the  period  beginning  at 
12:Q1  ajn.,  e.s.t.',  January  8,  1962,  and 
ending  at  12:01  ajn.,  e.s.t.,  January  22, 
1962,  no  handler  shall  ship  between  the 
production  area  and  any  point  outside 
thereof  in  the  continental  United  States, 
Canada,  or  Mexico: 

(i)  Any  grapefruit,  grown  in  the  pro- 
duction area,  which  do  not  grade  at  least 
U.S.  No.  1:  Provided.  That  such  grape- 
fruit may  have  discoloration  to  the  ex- 
tent permitted  under  the  U.S.  No.  2  Rus- 
set grade,  and  may  have  slightly  rough 
texture  caused  only  by  speck  type 
melanose; 

(ii)  Any  seeded  grapefruit,  grown  in 
the  production  area,  which  are  smaller 
than  S^iHo  inches  in  diameter,  except 
that  a  tolerance  of  10  percent,  by  count, 
of  seeded  grapefruit  smaller  than  such 
minimum  size  shall  be  permitted,  which 
tolerance  shall  be  applied  in  accordance 
with  the  provisions  for  the  application 
of  tolerances,  specified  in  said  United 
States  Standards  for  Florida  Grapefruit ; 
or 

(ill)  Any  seedless  grapefruit,  grown 
In  the  production  area,  which  are  small- 
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er  than  3%6  inches  in  diameter,  except 
that  a  tolerance  of  10  percent,  by  coimt, 
of  seedless  grapefruit  smaller  than  such 
minimum  size  shall  be  permitted,  which 
tolerance  shall  be  applied  in  accordance 
with  the  provisions  for  the  application 
of  tolerances,  specified  in  said  United 
States  Standards  for  Florida  Grapefruit. 

XSecs.  1-19,  48  Stat.  31,  as  amended;  7  U.S.C. 
601-674) 

Dated:  January  4,  1962. 

Paul  A.  Nicholson, 
Deputy  Director,  Fruit  and  Veg- 
etable  Division,    Agricultural 
Marketing  Service. 

[FM.    Doc.     62-221;     PUed,     Jan. ,  5,     1962; 
8:53  a.m.] 


[Tangelo  Reg.  1] 

PART  905— ORANGES,  GRAPEFRUIT, 
TANGERINES,  AND  TANGELOS 
GROWN  IN  FLORIDA 

Limitation  of  Shipments 
§905.304     Tangelo   Regulation   1. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  905,  as  amended  (7  CFR  Part 
905) ,  regulating  the  handling  of  oranges, 
grapefruit,  tangerines,  and  tangelos 
grown  in  Florida,  effective  under  the 
applicable  provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended  (7  U.S.C.  601-674),  and  upon 
the  basis  of  the  recommendations  of 
the  committees  established  under  the 
aforesaid  amended  marketing  agree- 
ment and  order,  and  upon  other  available 
information,  it  is  hereby  found  that  the 
limitation  of  shipments  of  tangelos,  as 
hereinafter  provided,  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (5  U.S.C. 
1001-1011)  because  the  time  intervening 
between  the  date  when  information  upon 
which  this  section  is  based  became  avail- 
able and  the  time  when  this  section  must 
become  effective  in  order  to  effectuate  the 
declared  policy  of  the  act  is  insufficient; 
a  reasonable  time  is  permitted,  imder 
the  circumstances,  for  preparation  for 
such  effective  time;  and  good  cause  ex- 
ists for  making  the  provisions  hereof 
effective  as  hereinafter  set  forth.  Ship- 
ments of  tangelos,  grown  in  the  produc- 
tion area,  are  presently  subject  to  regu- 
lation by  grades  and  sizes,  pursuant  to 
the  amended  marketing  agreement  and 
order;  the  recommendation  and  sup- 
porting information  for  regulation  dur- 
ing the  period  specified  herein  were 
promptly  submitted  to  the  Department 
after  an  open  meeting  of  the  Growers 
Administrative  Committee  on  January  2, 
1962,  such  meeting  was  held  to  consider 
recommendations  for  regulation,  after 
giving  due  notice  of  such  meeting,  and 
interested  persons  were  afforded  an  op- 
portunity to  submit  their  views  at  this 
meeting;  tlie  provisions  of  this  section, 
including  the  effective  time  hereof,  are 
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Identical  with  the  aforesaid  recom- 
mendation ot  the  committee,  and  in/or- 
mation  concerning  such  provisions  and 
effective  time  has  been  disseminated 
among  handlers  of  such  tangelos.  it  la 
necessary,  in  CH-der  to  effectuate  the 
declared  policy  of  the  act.  to  make  this 
section  effective  during  the  period  here- 
inafter set  forth  so  as  to  provide  for  the 
continued  regulation  of  the  handling  of 
tangelos.  and  compliance  with  this  sec- 
tion will  not  require  any  special  prepara- 
tion on  the  part  of  the  persons  subject 
thereto  which  cannot  be  completed  by 
the  effective  time  hereof. 

(b)  Order.  (1)  Terms  used  in  the 
kmended  marketing  agreement  and 
order  shall,  when  used  herein,  have  the 
same  meaning  as  Is  given  to  the  respec- 
tive term  in  said  amended  marketing 
agreement  and  order;  and  terms  relat- 
ing to  grade,  diameter,  standard  pack. 
and  standard  box.  as  used  herein,  shall 
have  the  same  meaning  as  is  given  to  the 
respective  term  in  the  United  States 
Standards  for  Florida  Oranges  and 
Tangelos  (}}  51.1140-51.1178 of  this  title; 
25PJ1.8211). 

(2)  During  the  period  beginrUng  at 
12:01  a.m..  e.s.t..  January  8,  1962.  and 
ending  at  12:01  a.m..  e.s.t..  January  22, 
1962.  no  handler  shall  ship  between  the 
prodiiction  area  and  any  point  outside 
thereof  in  the  continental  United  States. 
Canada,  or  Mexico: 

(i)  Any  tangelos.  grown  in  the  pro- 
duction area,  which  do  not  grade  at  least 
US.  No.  1  Russet;  or 

(11)  Any  tangelos,  grown  in  the  pro- 
duction area,  which  are  of  a  size  smaller 
than  2" in  inches  in  diameter,  except  that 
a  tolerance  of  10  percent,  by  count,  of 
tangelos  smaller  than  such  minimum 
diameter  shall  be  permitted,  which  tol- 
erance shall  be  applied  in  accordance 
with  the  pdTOVisions  for  the  application  of 
tolerances  specified  in  said  United  States 
Standards  for  Florida  Oranges  and 
Tangelos. 

(S«s.  1-10.  48  SUt   SI,  u  amended.  7  U  S  C 
601-674) 

Dated:  January  4, 1962. 

Paul  A.  Nichouson, 
Deputy  Director,  Fruit  and  Veg- 
etable   Division,    Affricultural 
Marketing  Service. 

(PR.     Doc      62-222;     Piled.     Jan      5.     1962; 
8  53    a.m  I 
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PART  907— NAVEL  ORANGES 
GROWN  IN  ARIZONA  AND  DESIG- 
NATED PART  OF  CALIFORNIA 

Limitation   of  Handling 

§907.301      Navel  Orange  Regulation   1. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  907,  as  amended  (7  CFR  Part 
907).  regulating  the  handling  of  navel 
oranges  grown  in  Arizona  and  designated 
part  of  California,  effective  under  the 
applicable  provisions  of  the  Agricultural 
BCarketing  Agreement  Act  of  1937.  as 
amended  (7  U.S.C.  601-674),  and  upon 
the  basis  of  the  recommendations  and 
information    submitted    by    the    Navel 
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Orange  AdministraUve  Committee,  es- 
tablished under  the  said  amended 
marketing  agreement  and  order,  and 
upon  other  available  information,  it 
is  hereby  found  that  the  limitation 
of  handling  of  such  navel  oranges,  as 
hereinafter  provided,  will  tend  to  effec- 
tuate the  declared  policy  of  the  act  by 
tending  to  establish  and  maintain  such 
orderly  marketing  conditions  for  such 
oranges  as  will  provide,  in  the  interests 
of  producers  and  consumers,  an  orderly 
flow  of  the  supply  tliereof  to  market 
throughout  the  normal  marketing  season 
to  avoid  unreasonable  fluctuations  in 
supplies  and  prices,  and  is  not  for  the 
purpose  of  maintaining  prices  to  farm- 
ers above  the  level  which  it  is  declared 
to  be  the  policy  of  Congress  to  establish 
under  the  act. 

(2)  It  is  hereby  further  found  that 
it  is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  no- 
tice, engSge  in  public  rule-making  proce- 
dure, and  postpone  the  effective  date  of 
this  section  until  30  days  after  publica- 
tion hereof  in  the  Federal  Register  (5 
U.S.C.  1001-1011)  because  the  time  in- 
tervening between  the  date  when  infor- 
mation upon  which  this  section  is  based 
became  available  and  the  time  when  this 
section  must  become  effective  in  order 
to  effectuate  the  declared  policy  of  the 
act  is  insufficient,  and  a  reasonable  time 
is  permitted,  under  the  circumstances, 
for  prepyaration  for  such  effective  time; 
and  good  cause  exists  for  making  the 
provisions  hereof  effective  as  hereinafter 
set  forth.  The  committee  held  an  open 
meeting  during  the  current  week,  after 
giving  due  notice  thereof,  to  consider 
supply  and  market  conditions  for  navel 
oranges  and  the  need  for  regulation ;  in- 
terested persons  were  afforded  an  oppor- 
tunity to  submit  information  and  views 
at  this  meeting;  the  recommendation 
and  supporting  information  for  regula- 
tion during  the  period  specified  herein 
were  promptly  submitted  to  the  Depart- 
ment after  such  meeting  was  held;  the 
provisions  of  this  section,  including  its 
effective  time,  are  idrntical  with  the 
aforesaid  recommendation  of  the  com- 
mittee, and  information  concerning  such 
provisions  and  effective  time  has  been 
disseminated  among  handlers  of  such 
navel  oranges;  it  is  necessary,  in  order 
to  effectuate  the  declared  policy  of  the 
act.  to  make  this  section  effective  during 
the  period  herein  specified:  and  com- 
pliance with  this  section  will  not  require 
any  special  preparation  on  the  part  of 
persons  subject  hereto  which  cannot  be 
completed  on  or  before  tlie  effective  date 
hereof.  Such  committee  meeting  was 
held  on  J^uary  4,  1962. 

(b)  Order.  (1>  The  respective  quan- 
tities of  navel  oranges  grown  in  Arizona 
and  designated  part  of  California  which 
may  be  handled  during  the  period  be- 
ginning at  12:01  a.m.,  P.s.t.,  January  7, 
1962.  and  ending  at  12:01  am.,  P.s.t, 
January  14,  1962.  are  hereby  fixed  as 
follows : 

(i)   District  1:  375,000  cartons; 

(ii)   District  2:  225,000  cartons; 

(iii)   District  3:  unlimited  movement; 

(iv)  District  4:   unlimited  movement. 

(2)  As  used  in  this  section,  handled." 
"District  1."  "District  2.'  "District  3," 
"District  4."  and  "carton"  have  the  same 


meaning  as  when  used  in  said  amended 
marketing  agreement  and  order. 

(Seca.  1-19.  48  Stat  31,  a«  amended;  7  U.S.C 
601  674) 

Dated:  January  5.  1962. 

Paul  A.  Nicholson, 
Deputy  Director,  Fruit  and  Veg- 
etable   Division,    Agricultural 
Marketing  Service. 

[PR      Doc      62  238;     Filed.     Jan      5,     1962; 
n    11  ajm  I 
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PART  910— LEMONS  GROWN  IN 
CALIFORNIA  AND  ARIZONA 

Limitation   of   Handling 

§  010.301      I^mon   Regulation    I. 

(a>  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  910,  as  amended  (7  CFR  Part 
910 »,  regulating  the  handling  of  lemons 
prown  in  California  and  Arizona,  effec- 
tive under  the  applicable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended  (7  U.S.C.  601- 
674  > .  and  upon  the  basis  of  the  recom- 
mendation and  information  submitted  by 
the  Lemon  Administrative  Committee. 
established  under  the  said  amended  mar- 
keting agreement  and  order,  and  upon 
other  available  information,  it  is  hereby 
found  that  the  limitation  of  handling  of 
such  lemons  as  hereinafter  provided  will 
tend  to  effectuate  the  declared  policy  of 
the  act. 

( 2 )  It  is  hereby  further  found  that  it  is 
impracticable  and  contrary  to  the  public 
interest  to  give  preliminary  notice,  en- 
gage in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
hereof  in  the  Federal  Register  <5  U.S.C. 
1001-1011 »  because  the  time  intervening 
between  the  date  when  information  upon 
which  this  section  Is  based  became  avail- 
able and  the  time  when  this  section  must 
become  effective  in  order  to  effectuate 
the  declared  policy  of  the  act  is  insuf- 
ficient, and  a  reasonable  time  is  per- 
mitted, under  the  circumstances,  for 
preparation  for  such  effective  time; 
and  good  cause  exists  for  making  the 
provisions  hereof  effective  as  hereinafter 
set  forth.  The  committee  held  an  open 
meeting  during  the  current  week,  after 
Riving  due  notice  thereof,  to  consider 
.•;upply  and  market  conditions  for  lemons 
and  the  need  for  regulation;  interested 
persons  were  afforded  an  opportunity  to 
.submit  information  and  views  at  this 
meeting;  the  recommendation  and  sup- 
porting information  for  regulation  during 
the  period  specified  herein  were  promptly 
submitted  to  the  Department  after  such 
meeting  was  held ;  the  provisions  of  this 
section,  including  its  effective  time,  are 
identical  with  the  aforesaid  recom- 
mendation of  the  committee,  and  infor- 
mation concerning  such  provisions  and 
effective  time  has  been  disseminated 
among  handlers  of  such  lemons;  It  is 
necessary,  in  order  to  effectuate  the  de- 
clared policy  of  the  act,  to  make  this  sec- 
tion effective  during  the  period  herein 
.specified ;  and  compliance  with  this  sec- 
tion will  not  require  any  special  prep- 
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aration  on  the  part  of  persons  subject 
hereto  which  cannot  be  completed  on  (HT 
before  the  effective  date  hereof.  Such 
committee  meeting  was  held  on  January 
3.   1962. 

tb)  Order.  (1)  The  respective  quan- 
tities of  lemons  grown  in  California  i^n^i 
Arizona  which  may  be  handled  during 
the  period  beginning  at  12:01  am..  P.s.t.. 
January  7,  1962.  and  ending  at  12:01 
am..  P.s.t..  January  14,  1962.  are  hereby 
n.\cd  as  follows: 

t  i  I   District  1 :  18,600  cartons ; 

<  ii )   District  2 :  148,800  cartons; 

(lii)   District  3:  unlimited  movement. 

•  2 )  As  used  in  this  section,  "handled." 
District  1,"  "District  2,"  "District  3," 
and  "carton"  have  the  same  meaning  as 
when  used  in  the  said  amended  market- 
ing sigreement  and  order. 

(Sec«.  1-19.  48  Stat.  31.  as  amended;  7  US.C. 

601-674) 

Dated:  January  4,  1962.     ' 

Paul  A.  Nicholson, 
Deputy  Director,  Fruit  and  Veg- 
etable  Division,    Agricultural 
Marketing  Service. 

IP.R.     Doc.     62-223;     Filed.     Jan.     5,     1862; 
8:53    a.m.] 

I 

Title  13— BUSINESS  CREDIT 
AND  ASSISTANCE 

Chapter  I — Small  Business 
Administration 

(Amdt.  1]  I 

PART  107— SMALL  BUSINESS 
INVESTMENT  COMPANIES 

Miscellaneous  Amendments 

There  was  published  in  the  Pedekal 
Recistsr  on  September  29.  1961  (26  FJL 
9179).  a  notice  of  intention  to  amend 
§  107.716  relating  to  the  rest2-icti<Mi  ot 
borrowing  power  of  a  Licensee  and  of- 
ficers and  directors  thereof,  and  there 
was  published  on  November  15,  1961  (26 
P.R.  10702).  a  noUce  of  intention  to 
amend  55  107.11,  107.104.  107.301,  107.- 
402.  107.403.  107.704.  107.707.  and  107.- 
708  of  Part  107  of  Subcliapter  B.  Chapter 
I  of  Title  13  of  Uie  Code  of  Federal  Regu- 
lations as  revised  in  26  FJl.  8232-3242. 

Interested  p)ersons  were  given  an  op- 
portunity to  present  their  comments  or 
suggestions  pertaining  thereto  to  the  In- 
vestment Division,  Small  Business  Ad- 
ministration, Washington  25.  D.C..  within 
fifteen  days  and  twenty -one  days,  re- 
spectively, of  the  date  of  publication  of 
the  notices  in  the  Federal  Reczstkr. 
After  consideration  of  all  such  relevant 
matter  as  was  presented  by  the  interested 
persons  regarding  the  proposed  amend- 
ments, the  amendments  of  regulations 
as  so  proposed  with  changes  resulting 
from  such  consideration  are  htardtif 
adopted  as  set  forth  below.  Proposed 
§  107.708(a)  is  being  further  considered 
and  does  not  appear  in  the  amendments 
set  forth  below. 

Because  of  the  necessity  for  promptly 
applying  the  proposed  procedures  to  the 
program   authorized   under   the   Small 
No.  4 « 
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BmlneM  Investment  Act  of  1958.  as 
amended,  the  subject  amendments  of 
regulations  shall  become  effective  upon 
mihUcatkm    thereof    in    the    Feberal 

RXCISTBR. 

The  Regulations  Governing  Small 
Business  Investment  Companies  (26  FH. 
8232-8242)  is  hereby  amended  by: 

1.  Deleting  the  period  at  the  end  of 
§  107.11(a)  and  substituting  a  comma  in 
lieu  thereof  and  by  adding  "and  the 
Small  Business  Investment  Act  Amend- 
ments of  1961,  which  became  effective 
October  3,  1961."  As  amended,  S  107.11 
(a)  reads-as  follows: 

§  107.11      Scope  of  part. 

(a)  Hie  Small  Business  Investment 
Act  of  1958  became  law  August  21,  1958. 
Such  Act  has  been  amended  by  the 
Small  Business  Investment  Act  Amend- 
ments of  1960,  which  became  effective 
June  11.  1960.  and  the^  Small  Business 
Investment  Act  Amendments  of  1961, 
which  became  effective  October  3,  1961. 

2.  Adding  at  the  end  of  §  107.102(a) 
a  new  sentence  which  reads  as  follows: 
"The  Proposal  consists  of  three  parts: 
Part  I  deals  with  the  plans  of  operation; 
Part  n  deals  with  the  experience  of  the 
proposed  operators;  and  Part  III  is  a 
financial  statement  of  each  proposed 
officer,  director  and  ten  or  more  percent 
stockholder."  As  amended.  §  107.102(a) 
reads  as  follows: 

§  107.102     Proposal. 

(a)  A  Proposal  shall  be  submitted  on 
SBA  Form  No.  414 '  to  SBID  through  a 
Regional  Offlce  of  SBA.  The  Proposal 
cmisistB  of  three  parts:  Part  I  deals  with 
the  plans  of  operation;  Part  II  deals  with 
the  experience  of  the  proposed  opera- 
tors: and  Part  m  is  a  financial  state- 
mmt  of  each  proposed  officer,  director 
and  ten  or  more  percent  stockholder. 

3.  Deleting  the  words  "financial  insti- 
tutions" as  they  appear  in  §  107.104(g) 
and  substituting  in  lieu  thereof  "inves- 
tors or  lenders,  incorporated  or  unincor- 
porated". As  amended.  S  107.104(g) 
reads  as  follows: 

S  107.104     Charter  requirements. 

•  •  •  •  • 

(g)  To  undertake  its  operations  in 
cooperation  with  banks  or  other  inves- 
tors or  lenders,  incorporated  or  unincor- 
porated, as  contemplated  under  section 
808(a)  of  the  Act; 

4.  Deleting  S  107.301  in  its  entirety  and 
substituting  a  new  §  107.301  which  reads 
as  follows: 

§  1 07.301     Capital  and  surplus  of  Licensee. 

(a)  SBA,  in  considering  whether  to 
issue  a  license  to  a  Proposed  Operator. 


'Filed  wltb  the  Federal  Register  Offlce  as 
part  of  the  original  document.  Copies  ol 
SBA  Form  414.  Proposal  To  Operate  a  Small 
Business  Investment  Company,  together  with 
instructions,  are  available  at  the  offlce  of 
the  Deputy  Administrator,  Investment  EMvi- 
■tCMi.  Small  BuHaea  Administration.  811 
Vmtvaoat  AvwitM  MW^  Washington  25.  DX:.. 
and  at  all  Begtoaal  Oflccs  of  the  Small  Busi- 
ness Administration,  the  addresses  of  which 
ofDces  may  be  obtained  from  the  office  of  the 
Deputy  Administrator.  Investment  Division, 
Small  Bxislneas  Administration,  811  Vermont 
Avenue  NW..  Washington  25.  D.C. 
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will,  in  addition  to  other  criteria  set 
forth  in  these  regulations  and  the  ma- 
terial submitted  with  SBA  Forms  414 
and  415.  give  preference  to  those  Pro- 
posals which  contemplate  the  minimum 
use  of  Government  funds. 

(b)  Each  Licensee  authorized  to  op- 
erate under  the  Act  must  have  a  paid-in 
capital  and  paid-in  surplus  equal  to  at 
least  $300,000  as  required  under  §  107.- 
202 (c) .  The  management  of  a  Proposed 
Operator  or  Licensee  shall  encourage  the 
maximum  investment  therein  of  private 
funds. 

(c)  In  order  to  facilitate  the  forma- 
tion of  small  business  investment  com- 
panies, SBA  may,  to  the  extent  that  the 
necessary  funds  are  not  available  to  the 
Proposed  Operator  from  private  sources 
on  reasonable  terms,  upon  request  con- 
tained in  the  License  Application,  pur- 
chase or  agree  to  purchase  debentures 
of  such  Proposed  Operator  in  an  amount 
equal  to  such  deficiency  but  not  in  ex- 
cess of  $150,000. 

(d)  In  order  to  facilitate  the  growth 
of  small  business  investment  companies, 
SBA  may.  to  the  extent  that  necessary 
additional  paid-in  capital  and  paid-in 
surplus  are  not  available  to  the  Licensee 
from  other  sources  on  reasonable  terms. 
upon  request  filed  pursuant  to  5  107.709. 
purchase  or  agree  to  purchase  debentures 
of  a  Licensee  in  an  amount  not  to  exceed 
the  lesser  of  $400,000  or  the  amoimt  of 
paid-in  capital  and  paid-in  surplus  of 
such  Licensee,  excluding  therefrom  any 
debentures  previously  purchased. 

(e)  In  connection  with  any  applica- 
tion for  funds  pursuant  to  paragraphs 
(c)  and  (d)  of  this  section,  the  Licensee 
shall  submit  evidence  satisfactory  to 
SBA  that  such  funds  are  not  available 
on  reasonable  terms  from  other  sources. 

(f)  Any  request  for  funds  under  para- 
graph (d)  of  this  section  must  be  sub- 
mitted to  SBA  by  a  Licensee  within  two 
years  from  the  issuance  of  its  License 
or  October  3,  1961,  whichever  is  later. 
SBA  may  issue  commitments  for  such 
funds  extending  for  a  period  of  twelve 
months  ^rom  the  date  of  the  issuance 
of  the  commitment;  provided,  however, 
that  the  purchase  by  SBA  of  any  deben- 
tures under  paragraph  (d)  of  this  sec- 
tion must  be  consummated  within  three 
years  after  the  date  of  the  issuance  of 
the  License  or  October  3,  1961.  which- 
ever is  later. 

(g)  Any  debentures  (which  may  be 
prepaid  by  a  Licensee  without  penalty) 
so  purchased  by  SBA  under  the  provi- 
sions of  section  302(a)  of  the  Act  shall 
be  subordinate  to  any  other  debenture 
bonds,  promissory  notes,  or  other  obliga- 
tions which  may  be  issued  by  a  Licensee 
as  determined  by  SBA,  and  while  treated 
and  accounted  for  as  a  debt  transaction, 
shall  be  deemed  a  part  of  the  paid-in 
capital  and  paid-in  surplus  of  such  Li- 
censee for  the  statutory  purposes  of  sec- 
tions 302(a) ,  303(b) ,  and  306  of  the  Act. 

( h )  Any  such  subordinated  debentures 
of  a  Licensee  purchased  under  section 
302(a)  of  the  Act  shall  contain  such 
terms  and  conditions,  including  provi- 
sions with  respect  to  subordination,  as 
shall  be  detomined  by  SBA.  Such  de- 
bentures shall  be  purchased  from  only 
one  Licensee  among  Licensees  having 
substantially  the  same  beneficial  owner- 
ship.   Interest  upon  the  amount  of  such 


168 

debentures  shall  be  at  the  rate  of  Ave 
percent  per  annum,  and  amortization 
shall  commence  no  later  than  the  begin- 
ning of  the  second  half  of  the  term 
thereof.  Maturities  shall  not  exceed 
twenty  years. 

(i)  The  commitment  of  SBA  to  pur- 
chase subordinated  debentures  of  a 
Licensee  under  the  provisions  of  para- 
graph (c)  of  this  section  shall  constitute 
the  equivalent  of  cash  in  an  amount 
equal  to  the  amount  of  such  SBA  com- 
mitment, which  amount  shall  thereupon 
be  deemed  to  be  paid  in  as  a  part  of  the 
capital  and  surplus  of  such  Licensee  for 
the  statutory  purposes  of  sections  302  ( a  > , 
303(b>.  and  306  of  the  Act.  Any  com- 
mitment of  SBA  to  purchase  subordi- 
nated debentures  of  a  Licensee  under  the 
provisions  of  paragraph  (d)  of  this  sec- 
tion shall  not  constitute  the  equivalent 
of  cash  in  an  amount  equal  to  the 
amount  of  such  SBA  commitment  but 
subordinated  debentures  purchased 
under  the  provisions  of  paragraph  <d) 
of  this  section  shall  be  deemed  to  be 
paid  in  as  a  part  of  the  capital  and 
surplus  of  the  Licensee  for  the  statutory 
purposes  of  sections  303(b)  and  306  of 
the  Act  only  upon  disbursement  by  SBA 
of  funds  therefor  to  the  Licensee. 

( j )  The  proceeds  derived  from  the  sale 
of  any  such  subordinated  debentures  of 
a  Licensee  under  section  302(a)  of  the 
Act  shall  be  used  to  provide  Equity  Capi- 
tal and  -{nake  long-term  loans  to  small 
business  concerns:  Provided,  however, 
That  Licensee  cannot  use  such  proceeds 
for  Investments  and  loans  involving 
enterprises  which  derive  a  substantial 
portion  of  their  net  sales  from  the  sale 
of  alcoholic  beversiges.  and  accordingly, 
within  thirty  days  after  the  disburse- 
ment of  any  funds  to  Licensee  under 
authority  of  section  302(a)  of  the  Act. 
and  thereafter  during  period  in  which 
any  such  subordinated  debentures  re- 
main unpaid,  the  Licensee  shall  maintain 
assets  consisting  of  cash,  eligible  Gov- 
ernment obligations,  and  portfolio  in- 
vestments and  loans  involving  enter- 
prises which  do  not  derive  a  substantial 
portion  of  their  net  sales  from  the  sale 
of  alcoholic  beverages  (exclusive  of  all 
investments  and  loans  already  in  the 
Licensee's  portfolio  at  the  time  that  the 
proceeds  of  such  subordinated  deben- 
tures were  disbursed ) .  equal  In  face  value 
to  no  less  than  the  unpaid  principal  of 
such  subordinated  debentures. 

(k)  A  commitment  charge  at  the  rate 
of  one-twelfth  of  one  percent  of  the 
principal  amount  of  any  commitment  of 
SBA  to  purchase  subordinated  deben- 
tures of  a  Licensee  under  the  provisions 
of  paragraphs  (c)  or  (d)  of  this  section 
for  each  thirty-day  period  shall  be  paid 
to  SBA  by  such  Licensee  beginning  with 
the  first  day  after  the  first  thirty  days 
following  such  commitment.  Disburse- 
ment of  such  commitment  shall  be  re- 
quested by  the  Licensee  at  any  time  prior 
to  the  end  of  one  year  but  such  commit- 
ment shall  be  reduced  to  the  extent  pri- 
vate equity  funds  are  acquired  for  such 
purpose  prior  to  any  disbursement  by 
SBA  on  accoxmt  of  such  commitment. 


RULES  AND   REGULATIONS 

5.  Inserting  the  phrase  "on  reasonable 
terms,"  following  the  words  from  pri- 
vate sources"  in  {  107.402(a)  and  by 
deleting  the  period  at  the  end  of  S  107.402 
(a)  and  inserting  a  comma  in  lieu 
thereof  and  by  adding  thereafter  "or 
$4,000,000.  whichever  is  less."  As 
amended.  9  107.402(a)   reads  as  follows: 

§  107.402      SB.A    operatinfc    loan<t    to    Li- 
censees under  »ecti«>n  303  of  the   \cl. 

(a)  To  the  extent  that  a  Licensee  is 
unable  to  borrow  or  otherwise  secure 
operating  funds  from  private  sources, 
on  reasonable  terms.  SBA  may  lend  or 
agree  to  lend  to  such  Licensee  funds  for 
such  purpose  up  to  a  total  amount  out- 
standing at  any  one  time  not  in  excess  of 
fifty  percent  of  the  i>ald-in  capital  and 
paid-in  surplus  of  such  Licensee,  includ- 
ing as  a  part  of  such  capital  and  surplus 
any  outstanding  balance  due  SBA  under 
subordinated  debentures  purchased  by 
SBA  under  the  provisions  of  section  302 
(a)  of  the  Act.  or  $4,000,000.  whichever 
Is  less. 

6.  Deleting  in  its  entirety  §  107  402(b) 
and  substituting  in  lieu  thereof  a  new 
§  107.402<b»  which  reads  as  follows: 

§  107. i02      ."^BA    operuliiiK    lo;iii>    to    I.i- 
cen>«re*  umlor  serti«>n  303  of  the   \<-l. 

•  •  •  •  • 

(b)  The  funds  applied  for  shall  be 
deemed  to  be  available  from  private 
sources  on  reasonable  terms,  unless  it 
is  satisfactorily  demonstrated  that: 
Proof  of  refusal  of  the  required  funds 
has  been  obtained  from: 

( 1 )  The  Licensee's  bank  of  account,  or 
(21  If  the  amount  of  the  loan  applied 
for  is  in  excess  of  the  lecal  lending  limit 
of  the  Licensee's  bank  or  in  excess  of  the 
amount  that  the  bank  normally  lends  to 
any  one  borrower,  then  a  refusal  from  a 
correspondent  bank  or  from  any  other 
lending  institution  whose  lending  ca- 
pacity is  adequate  to  cover  the  loan  ap- 
plied for.  or 

(3)  Not  less  than  two  banks  in  cities 
where  the  population  exceeds  200.000. 

Proof  of  refusal  must  contain  the  date, 
amount,  and  terms  requested,  and  the 
reasons  for  not  granting  the  desired 
credit. 

7.  Deleting  §  107.403(a)  in  its  entirety 
and  substituting  a  new  §  107.403(a) 
which  reads  as  follows: 

§  107.403      Purpose     and     loan     re«iuirc- 
ments. 

(a)  Disbursement  of  loans  under  sec- 
tion 303  of  the  Act  will  be  subject  to  the 
execution  and  delivery  of  the  certificate 
required  by  9  107.709. 

8.  Striking  the  words  "gross  Income  ' 
as  they  appear  In  9  107.403(b)  and  sub- 
stituting in  lieu  thereof  "net  sales".  As 
amended,  9  107.403(b)   reads  as  follows: 

§  107.403      PurpoflC     and     loan     require- 
menlD. 


(b)  The  proceeds  of  any  loan  obtained 
by  Licensee  under  the  provisions  of  sec- 
tion 303(b)  of  the  Act  shall  be  used  to 


provide  Equity  Capital  and  make  long- 
term  loans  to  small  business  concerns: 
Provided,  however.  That  Licensee  cannot 
use  such  proceeds  for  investments  and 
loans  involving  enterprises  which  derive 
a  substantial  portion  of  their  net  sales 
from  the  sale  of  alcoholic  beverages, 
and,  accordingly,  within  thirty  days 
after  the  disbursement  of  any  loan 
funds  to  Licensee  under  authority  of 
section  303(bi  of  the  Act.  and  thereaiter 
during  the  i^enod  In  which  any  such 
loan,  or  any  part  thereof,  remains  un- 
paid, the  Licensee  shall  maintain  assets 
consisting  of  cash,  eligible  Government 
obligations,  and  portfolio  Investments 
and  loans  Involving  enterprises  which  do 
not  derive  a  substantial  portion  of  their 
not  sales  from  the  sale  of  alcoholic 
beverages  (exclusive  of  all  investments 
and  loans  already  in  the  Licensee's  port- 
folio at  the  time  that  the  proceeds  of 
such  loans  were  disbursed) ,  equal  in  face 
value  to  no  less  than  the  unpaid  princi- 
pal of  such  loan. 

9.  i^ddlng  at  the  end  of  §  107.704(c)  (1) 
a  new  sentence  which  reads  as  follows: 
"A  post  licensing  amendment  Involving 
a  change  in  the  oflQcers.  directors  or  own- 
ers of  ten  or  more  percent  of  the  stock 
of  the  Licensee  sl.all  Include  as  a  part 
thereof  an  executed  Part  in  to  SBA 
Form  414  (Financial  Statement)  for 
each  such  officer,  director  or  stockhold- 
er." As  amended,  5  107.704(c>  (1 »  reads 
as  follows: 

§  107.704      Arli\ilie»  of  I.iceii>-ce. 

•  •  •  •  • 

(c)(1)  A  Licensee  shall  not  voluntarily 
at  any  time  reduce  or  Increase  Its  paid-in 
capital  and  paid-in  surplus  without  the 
prior  written  consent  of  SBA.  and  a 
Licensee  shall  not  change  Its  Investment 
policy,  plans  to  raise  additional  capital, 
borrowing  or  other  plans,  previously  sub- 
mitted to  SBA  In  Its  Proposal  or  in  any 
other  document  at  any  other  time,  with- 
out the  prior  written  consent  of  SBA. 
Any  change  in  the  officers,  directors,  or 
owners  of  ten  or  more  percent  of  Its 
stock,  as  set  forth  In  Its  Proposal  or 
otherwise  previously  submitted  to  SBA. 
shall  be  reported  immediately  to  SBA. 
All  such  changes  shall  be  filed  in  the  form 
of  a  pKJst  licensing  amendment  and  sub- 
ject to  the  approval  of  SBA  as  a  condition 
for  the  continuance  of  the  License  of 
such  Licensee.  Any  conditions  Imposed 
by  SBA  in  connection  with  the  latter 
shall  be  complied  with  by  the  Licensee. 
A  post  licensing  amendment  involving  a 
change  in  the  officers,  directors  or  owners 
of  ten  or  more  percent  of  the  stock  of  the 
Licensee  shall  Include  as  a  part  thereof 
an  executed  Part  III  to  SBA  Form  414 
(Financial  Statement)  for  each  such 
officer,  director  or  stockholder. 

10.  Deleting  the  phrase  "and  such 
written  contract  shall  specifically:"  as 
it  appears  at  the  end  of  the  opening 
paragraph  of  9  107.704(d)  and  by  insert- 
ing a  semicolon  after  the  word  'services" 
and  thereafter  the  following:  "Provided, 
however.  That  no  Licensee  may  contract 
for  such  services  with  any  person  or  other 
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entity  which  renders  the  same  or  similar 
services  to  any  other  Licensee.  The  ooq- 
tract  shall  fipeciflcally : ".  As  amended, 
the  opening  paragraph  of  i  107.704(d) 
reads  as  follows:  i 

§107.704     Activities  of  Ucensee. 

•  •  •  •  • 

(d)  Every  Licensee  which  obtains  in- 
vestment advisory  services  or  manage- 
ment services  on  a  continuing  basis,  per- 
formed for,  or  supplied  to  such  Licensee 
by  any  person  or  other  entity  other  than 
Uie  directors,  officers,  or  employees  in 
their  capacities  as  such  shall  contract  in 
writing  for  such  services:  Provided,  how- 
ever. That  no  Licensee  may  contract  for 
such  services  with  any  person  or  other 
entity  which  renders  the  same  or  similar 
services  to  any  other  Licensee.  The  con- 
tract shall  specifically: 

11.  Striking  the  words  "financial  in- 
stitutions" from  the  heading  of  9  107.707 
and  Inserting  in  lieu  thereof  "investors 
or  lenders '.  As  amended,  the  heading 
reads  as  follows:  "9  107.707  Services  to 
banks  or  other  investors  or  lenders." 

12.  Striking  the  words  "financial  in- 
stitutions" as  they  appear  in  S  107.707 
and  substituting  In  lieu  thereof  "in- 
vestors or  lenders,  incorpxsrated  or  unin- 
corporated.". As  amended.  9  107.707 
reads  as  follows: 

§  107.707      Service*    to    banks    or    other 
inve.xlors   or   lenders. 

A  Licensee  may  render  services  for  and 
receive  compensation  from  banks  or 
other  Investors  or  lenders,  incorporated 
or  unincorporated,  only  in  connection 
with  the  financing  of.  or  the  providing 
of  consulting  and  advisory  services  to, 
a  small  business  concern  by  the  Licensee 
in  participation  or  cooperation  with  such 
bank  or  other  investors  or  lenders. 

13.  Deleting  9  107.708  in  its  entirety 
and  substituting  a  new  9  107.708  whidi 
reads  as  follows:  , 


§  107.708      Participation 
cens 


a  ni  o  n  g     li- 


Wlthout  the  prior  written  approval  of 
SBA,  no  more  than  five  Licensees  may, 
by  participation  or  otherwise,  provide 
Equity  Capital  or  long-term  loans  to  any 
single  small  business  concern  unless  the 
total  financing  involved  is  $300,000  or 
less. 

14.  Adding  at  the  end  of  S  107.716  a 
new  9  107.716(c)  which  reads  as  follows: 

§  107.716     Self-dealing  limitation. 

•  •  •  •    I  • 

(c)  Without  the  prior  written  ap- 
proval of  SBA,  no  Licensee,  nor  any  offi- 
cer or  director  thereof,  shall  borrow 
money  from  a  small  business  concern,  or 
from  any  officer,  director  or  owner 
thereof,  which  has  sold  Equity  Securi- 
ties as  defined  in  9 107.501  to  or  has  bor- 
rowed money  from  said  Licensee. 

Dated:  January  4.  1962.        | 

John  E.  Hosmk, 
Admiitistrator. 

(PS.    Doe.    aa-30Q;    PUed.    Jaa.    S. 
e:M   ajn.] 
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Chapter  n — Cvil  Aeronautics  Board 

SWCHAPTEI  B—rtOCEDURAL  REGULATIONS  ^ 
[Reg.  No.  PR-57] 

PART  302— RULES  OF  PRACTICE  IN 
ECONOMIC  PROCEEDINGS 

Subpart  H — Rules  Applicable  to  the 
Loan  Guaranty  Program 

Adopted  by  the  Civil  Aeronautics 
Board  at  Its  oOce  in  Washington,  D.C., 
on  the  26th  day  of  December  1961. 

At  the  present  time,  the  Board's  Loan 
Guaranty  Program  as  provided  in  the 
Act  of  September  7.  1957,  71  Stat.  629, 
is  administered , without  formal  rules  of 
practice.  The  Board  finds  that  the  ex- 
perience gained  in  this  field  indicates  the 
need  for  procedural  regulations. 

Under  this  regulation,  the  procedural 
steps  will  remain  essentially  the  same  as 
those  presently  followed  in  the  present 
informal  procedure.  However,  the  for- 
malization of  the  procedural  methods 
will  facilitate  and  speed  up  the  steps 
which  must  be  taken  to  obtain  such  loan 
guaranties. 

Under  the  rule,  a  proceeding  to  obtain 
Board  approval  for  government  guaranty 
of  aircraft  purchase  loans  may  be  insti- 
tuted by  the  filing  of  appropriate  CAB 
application  forms  by  the  lender  and  air 
carrier,  together  with  supporting  docu- 
ments. The  rule  sets  forth  the  contents 
of  such  application  forms.  Action  taken 
on  applications  will  continue  to  be  on 
an  informal  basis.  Requests  for  formal 
hearing  will  not  be  entertained.  Upon 
receipt  of  such  material,  the  Board  will 
make  Its  determination  and  issue  its 
decision  in  the  form  of  a  Board  Order. 
Where  necessary,  the  Board  will  com- 
mimicate  with  both  lenders  and  air  car- 
riers in  order  to  avail  itself  of  additional 
or  clarifying  information  prior  to  its 
disposition  of  the  applications,  llie  rule 
also  states  the  procedure  to  be  followed 
in  obtaining  Board  approval  for  any  de- 
Tlati9ns  from  the  terms  of  the  guaranty 
and  k)an  agreements. 

Since  this  amendment  is  not  a  sub- 
stantive rule,  but  one  of  agency  pro- 
cedure, notice  and  public  procedure 
hereon  are  not  required  and  the  amend- 
ment may  become  effective  upon  less 
than  30  days'  notice. 

In  consideration  of  the  foregoing,  the 
Civil  Aeronautics  Board  hereby  amends 
Part  902  of  the  Board's  Procedxiral  Regu- 
latioDs  (14  cm  Part  302) ,  effective  Jan- 
uary 6,  1M2.  by  adding  a  new  Subpart 
H  to  read  as  follows: 

Subpart  H— Sules  Applicable  to  the 
Leon  Guaranty  Program 

Sec. 

SOSjBOO  AppIloabUlty  of  this  sul^Mrt. 

MBMl  lastttatlOB  al  proeeedlags. 

~1JH  ODnt<nf  of  appilcaticsM. 

Dsvlatlaiis  from  tlM  tcmu  of  loan 
•greements. 
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Authoritt:  {<  302.800  to  302.S04  Issued 
under  sec.  204(a),  72  Stat.  74»;  49  D5.C. 
1324.  Interpret  or  apply  sec.  3,  Act  of  Sep- 
tember 7.  1»57,  71  Stat.  029. 

§  302.800      Applicability  of  this  subpart. 

This  subpart  sets  forth  the  special 
rules  applicable  to  the  filing  and  proc- 
essing of  applications  for  loan  guaran- 
ties as  provided  in  the  Act  of  Septem- 
ber 7.  1957.  71  Stat.  629  or  any  exten- 
sions thereof. 

§  302.801      Institution  of  proceedings. 

A  proceeding  to  obtain  Board  approval 
for  government  guaranty  of  an  aircraft 
purchase  loan  may  be  instituted  by  the 
filing  of  CAB  Forms  411A  and  41  IB  by 
the  lender  and  air  carrier,  respectively, 
together  with  supporting  documents. 
The  provisions  of  Subpart  A  of  this  part 
respecting  documents  apply;  however, 
only  an  original  and  four  copies  of  sup- 
porting documents  are  required. 

§  302.802      Contenu  of  applicadoos. 

(a)  CAB  Form  411  A— Application  for 
Loan  Guaranty.^  This  form  contains  re- 
quests for  the  following  information:  (1) 
Name  and  address  of  lender.  (2)  name 
and  address  of  carrier,  (3)  amount  of 
loan,  maturity  date,  interest  rate,  pur- 
chase price,  term  of  loan  (years),  guar- 
anty requested,  (4)  disbursement 
schedule.  (5)  repayment  schedule.  (6) 
collateral.  (7)  yes  or  no  answer  as  to 
whether  lender  would  grant  this  loan,  or 
a  comparable  loan,  without  guaranty  by 
the  Civil  Aeronautics  Board,  and  (8) 
the  lender's  name,  an  authorized  sig- 
nature, title  and  date. 

(b)  CAB  Form  illB—Statem^nt  of 
Carrier  in  Support  of  Application  for 
Loan  Guaranty.^  This  form  contains  re- 
quests  for   the   following  information: 

(1)  A  list  of  all  banks  (or  other  sources) 
with  whom  the  air  carrier  has  attempted 
to  negotiate  a  loan  during  the  past  year. 

(2)  a  yes  or  no  answer  as  to  whether  the 
air  carrier  has  attempted  to  obtain  equity 
capitsd  during  the  past  year,  (3)  the 
type,  quality,  and  cost  of  equipment  to 
be  purchased  with  the  proceeds  of  this 
loan.  (4)  name  and  address  of  seller (s) 
of  aircraft  and  major  groups  of  spare 
parts.  (5)  the  purchase  plan.  (6)  use  to 
Ve  made  of  new  equipment.  (7)  expected 
financial  effect  of  new  equipment.  (8) 
common  stockholders  controlling,  di- 
rectly or  indirectly,  more  than  5  percent 
of  the  stock  of  both  the  lender  and  the 
aircarrier.  and  (9)  the  air  carrier's  name 
and  authorized  signature,  title  and  date. 

§  302.803      Action  taken  on  applications. 

Action  taken  on  applications  will  be 
on  an  informal  basis.  Requests  for  for- 
mal hearings  will  not  be  entertained. 
Upon  receipt  of  the  applications  and  sup- 
plemental material,  the  Board  will  make 
its  deteimination  and  issue  its  decision 
in  the  form  of  a  Board  Order.  Prior  to 
issuance  of  said  Order,  the  Board  may 
communicate  witii  both  lenders  and  air 
carriers  where  necessary,  in  order  to 


>  Forma  available  from  Subsidy  Dlvlalon. 
ClvU  Aeronautics  Board. 


170 

avail  Itself  of  additional  or  clarifying 
Information. 

§  302.804      Deviations  from  the  terms  of 
loan   agreements. 

Following  the  grant  of  a  loan  guar- 
anty, no  deviations  from  the  terms  of 
the  guaranty  and  loan  agreements  may 
be  made  without  prior  Board  approval. 
An  original  and  nineteen  copies  of  re- 
quests for  such  approval  and  two  copies 
of  any  supporting  documents  must  be 
filed  with  the  Etocket  Section  of  the 
Board.  Information  contained  In  such 
requests  and  supporting  documents  shall 
be  withheld  from  public  disclosure  dur- 
ing the  life  of  the  loan  guaranty  Involved 
unless  the  Board  finds  that  disclosure 
of  such  information  is  required  in  the 
public  interest. 

NoT«:  The  reporting  requirements  con- 
tained herein  have  been  approved  by  the 
Bureau  of  the  Budget  In  accordance  with 
the  Federal  Reports  Act  of   1942. 

By  the  Civil  Aeronautics  Board. 

(seal!  Harold  R.  Sanderson. 

Secretary. 

|F.R.     Doc.     62-177;     Piled.     Jan      5.     1962; 
8:52    am  I 
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SURCHAPTER   E — AIR   NAVIGATION 
REGULATIONS 

(Airspace  Docket  No.  61-WA-106I 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

Alteration   of   Federal   Airway 

On  Jime  29.  1961.  a  notice  of  proposed 
rule  m  it  Icing  was  published  in  the  Federal 
Recistkr  (26  P.R.  5833).  stating  that  the 
Federal  Aviation  Agency  proposed  to 
alter  the  segment  of  intermediate  alti- 
tude VOR  Federal  airway  No.  1530  be- 
tween Parmington,  N.  Mex..  VOR  and 
Cimarron.  N.  Mex..  VOR.  It  was  pro- 
posed to  realign  this  segment  from  the 
Parmington  VOR  via  the  Taos.  N.  Mex.. 
VOR  to  the  Cimarron  VOR. 

The  Air  Transport  Association  of 
America  objected  to  the  proposal  on  the 
basis  that  the  navigational  guidance  be- 
tween Cimarron  VOR  and  Parmington 
VOR  is  satisfactory  and  realignment  via 
Taos  VOR  would  require  an  additional 
compulsory  reporting  point,  navigational 
frequency  change  and  heading  changes. 
No  other  adverse  comments  were  re- 
ceived. 

The  present  minimum  en  route  alti- 
tude between  Parmington  VOR  and 
Cimarron  VOR  is  20,000  feet  MSL.  Sub- 
sequent to  the  publishing  of  the  notice, 
the  Federal  Aviation  Agency  has  deter- 
mined that  realignment  of  Victor  1530 
via  the  Taos  VOR  would  reduce  the  mini- 
mum en  route  altitude  to  14.500  feet 
MSL  between  Parmington  VOR  and  Taos 
VOR  and  15.200  feet  between  Taos  VOR 
and  Cimarron  VOR.  The  availability  of 
additional  altitudes  along  this  segment 
Is  considered  to  compensate  for  the  In- 
convenience of  a  navigational  frequency 
change  and  a  minor  heading  change. 


RULES  AND  REGULATIONS 

The  Federal  Aviation  Agency  Is  cogni- 
zant of  the  position  reporting  require- 
ments currently  being  imposed  upon  the 
user  by  the  Incorporation  of  additional 
NAVAIDS  into  the  Intermediate  alti- 
tude system.  A  study  Is  now  being  con- 
ducted to  alleviate  this  condition  and 
the  results  of  the  study  will  be  the  sub- 
ject of  separate  airspace  action. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rule  herein  adopted,  and 
due  consideration  has  been  piven  to  all 
relevant  matter  presented 

The  substance  of  the  proposed  amend- 
ment having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  i25  P\R.  12582 » 
and  for  the  reasons  stated  herein  and 
in   the   notice,   the   following   action    is 

In  the  text  of  §  500.1530  <26  PR  1084. 
108741  •  P^arminRton.  N  Mex.  VOR; 
Cimarron.  N.  Mex.  VOR;"  is  deleted 
and  '  Parminyton.  N  Mex.  VOR;  Taos, 
N  Mex  .  VOR:  Cimarron.  N  Mex  . 
VOR;"  is  substituted   therefor 

This  amendment  shall  become  effec- 
tive 0001  est.  March  8,  1962. 

(Sec     307(ai,    72    Stat.  749;    49   U  S  C     1348) 

Issued  in  Washington.  DC.  on  Jan- 
uary 2.  1961 

D    D    Thomas, 

Director.  Air  Traffic  Service. 

(FR      Doc      62-159;     Filed.     Jan      5,     1962, 
8.47  a  m  I 


[  Airspace  Docket  No  61   FW  621 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alteration  of  Federal  Airways  and  As- 
sociated Control  Areas;  Alteration 
of  Control  Area  Extension 

On  August  16,  1961.  a  notice  of  pro- 
posed rule  making  was  publLshed  in  the 
Federal  Register  (26  PR.  7607' .  stating 
that  the  Federal  Aviation  Agency  pro- 
posed to  alter  low  altitude  VOR  Federal 
airway  No.  9  from  Memphis,  Tenn..  to 
Maiden.  Mo.,  and  Victor  11  from  Mem- 
phis to  Dyersburg,  Tenn.  In  addition, 
it  was  proposed  to  make  minor  altera- 
tions to  the  Memphis  control  area  ex- 
tension and  the  Blytheville.  Ark.,  control 
area  extension.  No  formal  action  is 
taken  regarding  the  Blytheville  control 
area  extension:  this  control  area  exten- 
sion is  so  designated  that  it  would  auto- 
matically conform  to  the  alteration  of 
VOR  Federal  airway  No.  9  taken  herein. 

Subsequent  to  publication  of  the 
notice,  the  Memphis  control  area  exten- 
sion was  altered  In  Airspace  Docket  No. 
61-WA-160  (26  PR.  12285).  This  action 
obviates  the  requirement  to  redefine  the 
Memphis  control  area  extension  in  this 
document. 


No  adverse  comments  were  received 
regarding  the  proposed  amendments. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rules  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  PR.  12582) 
and  for  the  reasons  stated  in  the  notice, 
the  following  actions  are  taken: 

1.  In  the  text  of  §600.6009  (14  CPTR 
600  6009"  'Memphis.  Tenn..  VOR.  in- 
cluding an  east  alternate  via  the  INT 
of  the  Greenwood  VOR  027°  and  the 
Memphis  VOR  168°  radials  and  also  a 
west  alternate;  INT  Memphis  VOR  322^ 
and  the  Maiden  VOR  195°  radials;  Mai- 
den. Mo  .  VOR,  including  an  east  alter- 
nate from  the  Memphis  VOR  to  the 
Maiden  VOR  via  the  INT  of  the  Mem- 
phis VOR  345°  and  the  Maiden  VOR 
185  radials;"  is  deleted  and  "Memphis. 
Tenn  .  VORTAC,  including  an  E  alter- 
nate via  the  INT  of  the  Greenwood  VOR 
027^  and  the  Memphis  VORTAC  168° 
radials  and  also  a  W  alternate;  INT 
Memphis  VORTAC  345°  and  the  Blythe- 
ville. Ark..  Air  Force  Base  VOR  186° 
radials;  Blytheville  VOR,  including  a  W 
alternate  from  Memphis  to  Blytheville 
via  the  INT  of  the  Memphis  VORTAC 
322"  and  the  Blytheville  VOR  201^ 
radials;  Maiden  VOR."  is  substituted 
therefor. 

2.  In  the  text  of  §600.6011  (14  CFR 
600.6011.  26  PR.  2220  >  "FYom  the  Mem- 
phis. Tenn..  VOR  via  the  point  of  INT  of 
the  Memphis  VOR  345  and  the  Maiden, 
Mo..  VOR  185°  radials;  point  of  INT  of 
the  Maiden.  Mo,  VOR  185  and  the  Dy- 
ersburg VOR  235°  radials:  Dyersburg. 
Tenn.,  VOR:"  is  deleted  and  "Prom  the 
Memphis,  Tenn..  VORTAC  via  the  INT 
of  the  Memphis  VORTAC  322^  and  the 
Blytheville  Air  Force  Base  VOR  201°  ra- 
dials: the  INT  of  the  Blytheville  VOR 
201°  and  the  Dyersburg  VORTAC  235' 
radials:  Dyersburg.  Term..  VORTAC;"  is 
substituted  therefor. 

These  amendments  shall  become  ef- 
fective 0001  est..  March  8,  1962. 

(Sec.  307(a),  72  Stat    749;  49  U.S.C.  1348) 

Issued  in  Washington.  DC.  on  Janu- 
ary 3.  1962. 

D.  D.  Thomas, 
Director,  Air  Traffic  Service. 

|PR      Doc      63-180;     Piled,     Jan.     5,     1962; 
8  53  a  m  ] 


[Airspace  Docket  No  61-AN-471 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alteration  of  Control  Area  Extension 

On  December  1,  1961,  a  notice  of  pro- 
posed rule  making  was  published  in  the 
Fkderal  Register  (28  PR.  11368),  sUt- 
Ing  that  the   Federal  Aviation  Agency 


Saturday,  January  6,  1962 

proposed  to  alter  the  Anchorage,  Alaska, 
control  area  extension. 

No  adverse  comments  were  received 
regarding  the  proposed  amendment. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  tiie 
making  of  the  rule  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ment having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  P.R.  12582) 
and  for  the  reasons  stated  in  the  notice, 
S  601.1398  (14  CFR  601.1398)  is  amended 
to  read  as  follows: 

§601.1398      Control       area      extension 
(.Anrhorage,   .Alaska). 

Within  a  55-mile  radius  of  the  An- 
chorage, Alaska,  VOR  extending  clock- 
wise from  the  NW  boundary  of  VOR 
Federal  airway  No.  456  SW  of  Anchorage 
to  the  Anchorage  VOR  309°  radial; 
within  a  72-mile  radius  of  the  Anchor- 
age VOR  extending  clockwise  from  the 
Anchorage  VOR  309°  radial  to  the  E 
boundary  of  VOR  Federal  airway  No. 
438  N  of  Anchorage;  and  within  a  50- 
mile  radius  of  the  Anchorage  VOR  ex- 
tending clockwise  from  the  E  boundary 
of  VOR  Federal  airway  No.  438  N  of 
Anchorage  to  the  NW  boundyy  of  VOR 
Federal  airway  No.  456  SW  of  Anchor- 
age; excluding  the  portion  which  coin- 
cides with  R-2203.  The  portion  which 
coincides  with  R-2201  shall  be  used  only 
after  obtaining  prior  approval  from  ap- 
propriate authority.  j 

This  amendment  shall  become  effec- 
tive 0001  e.s.t.,  February  8,  1962. 

(Sec  307(a),  72  Stat   749;  49  U.S.C.  1348) 

Issued  in  Washington,  DC,  on  Jan- 
uary 3,  1962. 

D.  D.  Thomas. 
Director.  Air  Traffic  Service. 

[FR.     Doc      62-178:     Piled.     Jan.     5,     1062; 
8:53  a.m.  I 


I  Airspace  Docket  No.  61-NY-34| 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

PART  608— SPECIAL  USE  AIRSPACE 

Alteration  of  Control  Area  Extension, 
Control  Zone  and  Restricted  Area 

On  December  14,  1961,  a  notice  of  pro- 
posed rule  making  was  published  in  the 
Federal  Register  (26  FJl.  11988),  stat- 
ing that  the  Federal  Aviation  Agency 
iPAA)  proposed  to  alter  the  Fort  Dix, 
N.J.,  Restricted  Area  R-5001,  the  New 
York,  N.Y.,  control  area  extension  and 
the  Wrightstown.  N.J.  (McGuire  AFB), 
control  zone. 

No  adverse  comments  were  received 
regarding  the  proposed  amendments. 

Subsequent  to  pubhcatlon  of  the  not- 
ice, the  Army  requested  that  the  using 
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agency  of  Rr-5001  be  changed  to  "Com- 
manding Oeneral.  Ftort  Dix,  N.J.".  Such 
action  la  taken  herein. 

Interested  persons  have  been  afforded 
an  opportimity  to  participate  in  the 
making  of  the  rules  herein  adopted,  and 
due  consideration  has  been  given  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  published,  therefore,  pur- 
suant to  the  authority  delegated  to  me 
by  the  Administrator  (25  P.R.  12582)  and 
for  reasons  stated  in  the  notice  the  fol- 
lowing actions  are  taken : 

1.  In  8  608.50  (26  P.R.  7198)  Rr-5001 
Fort  Dix,  N.J.,  Restricted  Area  is 
amended  to  read : 

R-5001    Port  Dlx,  N.J. 

Boundaries.  Beginning  at  latitude  40'- 
Oa'45"  N..  longitude  74''27'00"  W.;  to  lati- 
tude 39'58'45"  N.,  longitude  74''25'40"  W.; 
to  latitude  39*58'45"  N.,  longitude  74''31'25" 
W.:  to  latitude  39°59'15"  N.,  longitude 
74*33'30"  W.;  to  latitude  40°01'53"  N.,  longi- 
tude 74°33'30"  W.:  to  latitude  40°02'45"  N  , 
longitude  74°32'30"  W.;  to  point  of  be- 
ginning. 

Designated  altitudes.  Surface  to  8.000  feet 
MSL  east  of  and  surface  to  4,000  feet  MSL 
west  of  a  line  drawn  from  latitude  40°02'45" 
N..  longitude  74°31'25"  W.  to  latitude  39°- 
58'45"  N..  longitude  74"'31'25"  W. 

Time  of  desigriation.    Continuous. 

Controlling  agency.  Federal  Aviation 
Agency,  New  York  ARTC  Center. 

Using  agency.  Commanding  General.  Fort 
Dix.  KJ. 

2.  Section  601.2269  (26  PR.  6236)  is 
amended  by  deleting  *SW  of  the  TACAN, 
excluding  the  portions  which  would 
coincide  with  R-5001.  The  portions  of 
this  control  zone  which  coincide  with 
R-5003  shall  be  used  only  after  obtain- 
ing prior  approval  from  appropriate  au- 
thority.'*, and  substituting  therefor  the 
following :  "SW  of  the  TACAN.  The  por- 
tions of  this  control  zone  within  R-5001 
and  R-5003  shall  be  used  only  after  ob- 
taining prior  approval  from  appropriate 
authority.". 

3.  Section  601.1066  (26  FR.  10475)  is 
amended  by  deleting  "The  portions  of 
this  control  area  which  lie  within  R-5002, 
R-5003,  R^5205,  and  R-5206  shall  be 
used  only  after  obtaining  prior  approval 
from  the  appropriate  authority.  The 
portions  of  this  control  area  extension 
which  lie  within  R^2801  and  R-5001  are 
excluded  during  times  of  designation  of 
these  restricted  areas.",  and  substituting 
the  following:  "The  portions  of  this  con- 
trol area  extension  which  lie  within  R- 
5001,  R-5002.  R^003,  R-5205.  and  R- 
5206  shall  be  used  only  after  obtaining 
prior  approval  from  appropriate  author- 
ity. The  portion  of  this  control  area 
extension  which  lies  within  R-2801  is  ex- 
cluded during  the  time  of  designation  of 
this  restricted  area.". 

These  amendments  shall  become  effec- 
tive 0001  e.s.t.,  Ftebruary  8.  1962. 

(Sec.  307(a),  72  Stat.  749;    49   U.S.C.   1348) 

Issued  In  Washington,  DC,  on  Jan- 
uary 3, 1962. 

D.  D.  Thomas. 
Director.  Air  Traffic  Service. 
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Title  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  IV — Federal  National  Mort- 
gage Association,  Housing  and 
Home   Finance  Agency 

PART  1600— MORTGAGE  PUR- 
CHASES, SERVICING  AND  SALES, 
AND  SHORT-TERM  LOANS  ON  THE 
SECURITY  OF  MORTGAGES 

Part  1600  of  Chapter  IV  of  Title  24  of 
the  Code  of  Federal  Regulations  is  re- 
vised to  read  as  follows: 
Sec. 

1600.0  Scope  of  part. 

Organization  and  Scope  of  Operations 

1600.1  General. 

1600.2  Area  of  operations. 

SECftNDARY  Market  Operations 

1600.11  General. 

1600.12  Mortgage  purchases. 

1600.13  Purchase  price. 

1600.14  Loans  on  mortgages. 

1600.15  Financing     of     secondary     market 

operations. 

Special  Assistance  Functions 

1600.21  General. 

1600.22  Original  mortgagee. 

1600.23  Mortgage  Interest  rate. 

1600.24  Fees  or  charges. 

1600.25  Financing     of     special      assistance 

functions. 

Management  and  Liquidating  Functions 

1600.31  General. 

1600.32  Financing     of     management     and 

liquidating  functions. 

General  Acceptability  Requirements  Foa 
Mortgages 
1600.41 
1600.42 
1600.43 
1600.44 
1600.45 


1600.46 
1600.47 
1600.48 
1600.49 
1600.50 
1600.51 
1600.52 
1600.53 


1600.61 
1600.62 
1600.63 


1600.71 
1600.72 


1600.81 
1600.82 
1600.83 
1600.84 


General  requirements. 

Ownership. 

Offering  period. 

Maximum  mortgage. 

VA  mortgages,  extent  of  guaranty 

and  other  matters. 
Maturity. 

Advances  by  Seller. 
Credit. 
Property. 
Occupancy. 

Mortgage  Lien.  ^ 

Title  evidence. 
Hazard  Insurance. 

Eligible  Sellers 
General. 

VA-guaranteed  mortgages. 
FHA- insured  mortgages. 

Mortgage  Servicing 

Servicing  requirements. 
Servicer's  compensation. 

Mortgage  Sales 

Eligible  purchasers. 
Mortgages  for  sale  and  prices. 
Reservations. 
Consummating  sales. 

Exceptions 


fPJl.    Doc.    ea-17»;     Piled.    Jan.    6.     1962; 
8:53  a.m.] 


1600.91     Exceptions. 

AuTHORrry:  S§  1600.0  to  1600.91  Issued  un- 
der sec.  309.  68  Stat.  620;    12  U.S.C.   1723a. 

§  1600.0      Scope  of  part. 

This  part  consists  of  general  informa- 
tion, and  does  not  purport  to  set  forth 
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all  of  the  procedures  and  requirements 
that  apply  to  the  purchase,  servicing, 
and  sale  of  mortgages  by  FNMA.  or  to 
short-term  loans  made  by  FNMA  on 
the  security  of  mortgages.  All  such 
transactions  are  governed  by  the  specific 
terms  and  provisions  of  contracts  en- 
tered Into  by  the  parties.  Complete 
specific  information  may  be  obtained 
from  the  FNMA  Agency  Offices  listed 
below. 

Location  or  FNMA  Ackncizs  and  Aaea 
Served 

Atlanta  3.  Georgia.  34  Peachtree  Street  NE  : 
Alabama.  Florida.  Georgia.  Kentucky. 
Mlasisslppl.  North  Carolina.  South  Caro- 
lina. Tennessee. 

Chicago  3.  Illinois.  1120  Commonwealth-Edi- 
son Building.  72  West  Adams  Street  Illi- 
nois, Indiana.  Iowa.  Michigan.  Minnesota. 
Nebraska.  North  Dakota.  Ohio.  South 
D.xkota.  Wisconsin. 

Dallas  1.  Texas.  Dallas  Federal  Savings  Build- 
ing. 1506  Elm  Street:  Arkansas.  Colorado. 
Kansas.  Louisiana.  Missouri.  Nfw  Mexico. 
Oklahoma.  Texas. 

Los  Angeles  5.  CallXornla.  3540  Wllshlre 
Boulevard:  Alaska,  Arizona.  California, 
Guam.  Hawaii,  Idaho.  Montana.  Nevada. 
Oregon.  Utah.  Washington.  Wyoming 

Philadelphia  7.  Pennsylvania.  211  South 
Broad  Street:  Connecticut.  Delaware.  Dis- 
trict of  Columbia.  Maine.  Maryland. 
Massachusetts.  New  Hampshire.  New  Jer- 
sey. New  York,  Pennsylvania,  Puerto  Rico, 
Rhode  Island,  Vermont,  Virgin  Islands,  Vir- 
ginia. West  Virginia. 

Sales  Orricx 

149  Broadway.  Room  2310.  New  York  6.  New 
York 

Org.\nization  and  Scope  of  Oper.xtions 

§  1600.1      General. 

The  Federal  National  Mortgage  Asso- 
ciation (called  "FNMA"  or  "the  corpora- 
tion" in  this  part)  purchases  and  sells 
mortgages  <  including  home  improvement 
loans)  and  makes  short-term  loans  on 
the  security  of  mortgages.  All  such 
mortgages  are  ordinarily  Government- 
insured  or  guaranteed  (FHA  or  VA).  A 
mortgage  may  not  be  purchased  at  a 
rate  in  excess  of  par.  nor  in  the  usual  in- 
stance if  it  is  offered  by.  or  covers  prop- 
erty held  by.  a  Federal.  State,  territorial. 
or  municipErt  instrumentality.  FNMA 
itself  is  a  corporation  that  had  its  in- 
ception in  1938.  In  1954  FNMA  was  re- 
chartered  by  the  Congress  as  a  mixed - 
ownership  corporation.  All  of  the  com- 
mon stock  of  the  corporation  is  owned  by 
private  shareholders,  and  the  preferred 
stock  is  owned  by  the  Federal  Govern- 
ment (Secretary  of  the  Treasury) .  The 
charter  contemplates  that  in  due  course 
the  preferred  stock  will  be  retired  and  the 
Secondary  Market  Operations  (herein- 
after described)  will  qualify  to  become 
privately  owned  and  managed.  The  cor- 
poration is  required  to  pay  a  full  Fed- 
eral income  tax  equivalent  on  the  earn- 
ings of  its  Secondary  Market  Operations. 
Under  its  charter,  known  as  the  Federal 
National  Mortgage  Association  Charter 
Act.  12  use.  1716  et  seq..  the  corpora- 
tion has  established  and  maintained, 
dating  from  November  1,  1954,  three  in- 
dependent portfolios  of  FNMA-owned 
mortgages,  with  separate  accountability. 
These  three  portfolios  resulted  from 
three  separate  operations  predicated  on 
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different  purposes  and  objectives.  FNMA 
Is  authorized  to  conduct: 

ia>  Secondary  market  operations, 
basically  a  privately  financed  activity, 
to  provide  supplementary  assistance  to 
the  secondary  market  for  home  mort- 
Kagci  by  providing  a  dejiree  of  liquidity 
for  mortgage  investments,  thereby  im- 
proving the  distribution  of  investment 
capital  available  for  home  mortgage 
financing  <  described  further  in  5§  16C0.- 
11  to  1600  15'  ; 

ib>  Special  assistance  functions,  op- 
erated exclusively  for  the  account  of 
tl>e  Government,  which,  upon  specific 
ftuthoru:at:on  by  the  Pre  idcnt  of  the 
United  States,  or  by  the  Congress,  pro- 
vide special  a.ssistancv^  for  financing 
selected  types  of  home  mortgages  that 
qualify  under  special  programs;  the 
charter  also  makes  provi.-ions  for  special 
as3i.^tanco  lhrout;h  the  purchase  of  home 
mortgages  generally  as  a  means  of  re- 
tarding or  stopping  a  decline  in  mort- 
gage lending  and  home  building  activ- 
ities which  threaten.s  materially  the 
stability  of  a  high  level  national  economy 
(described  further  in  §5  1600  21  to 
1600.25)  .  and 

tc  Management  and  liquidating 
functions,  under  which  FNMA  manages 
and  liquidates  for  the  account  of  the 
Government  the  remaining  portfolio  of 
mortgages  acquirccj  pursuant  to  con- 
tracts entered  into  between  February  10, 
1938.  and  November  1.  1954,  and  certam 
other  mortgages  that  have  been  or  may 
t>e  acquired  from  authorized  sources,  in 
an  orderly  manner,  with  a  minimum  of 
adverse  effect  upon  the  home  mortgage 
market  and  minimum  loss  to  the  Federal 
Government  (described  further  in 
§5  1600  31  and  ie00  32>. 

§  1600.2      .Area  of  operation*. 

FNMA  is  authorized  to  conduct  its 
business  in  any  State  of  the  United 
States,  including  the  District  of  Colum- 
bia, the  Commonwealth  of  Puerto  Rico, 
and  the  territories  and  possessions  of 
the  United  States.  FNM.A  funct  ons 
through  Its  principal  otLce  located  at  811 
Vermont  Avenue  NW.,  Washington  25. 
D.C..  and  through  the  ofTiccs  of  il.'-.  Agen- 
cies listed  in  5  1600  0.  All  inquiries  con- 
cerning offerings  of  mortgages  to  FNMA 
should  be  directed  to  the  office  of  the 
Agency  serving  the  territorj*  in  which 
the  mortgaged  property  is  located.  In- 
quiries concerning  short-term  loans 
should  be  made  to  the  Agency  serving 
the  area  in  which  the  principal  office  of 
the  prospective  borrower  is  located. 

Secon'd.\ry  Market  Oper.vtions 

§  1600.11      General. 

In  accomplishing  the  purposes  of  the 
Secondary'  Mark'^'.  Operations  FNMA 
purchases  mortgages  in  areas  where 
market  funds  are  needed,  holds  such 
mortgages  available  for  sale  to  private 
investors,  and  makes  short-term  loans 
on  the  security  of  mortgages.  Certain 
fees  and  charges  are  imposed  under 
these  operations  with  the  objective  that 
they  will  reasonably  prevent  excessive 
use  of  FNMAs  facilities  and  that  the 
conduct  of  the  operations  will  be  within 
the  income  derived  therefrom  and  will  be 
fully    self-supporting.      The    users    of 


FNMA's  Secondary  Market  Operations 
are  required  to  subscribe  for  FNMA  com- 
mon stock  as  stated  in  S  1600. 15<a). 

§  1600.12      MortKage   purrhases. 

Mortgage  purchases  are  confined,  in- 
sofar as  practicable,  to  mortgages  which 
are  of  such  quality,  type,  and  class  as 
to  meet,  generally,  the  purchase  stand- 
ards imposed  by  private  institutional 
mortgage  investors.  FNMA  is  not  au- 
thorized to  purchase  participations  un- 
der its  Secondary  Market  Operations. 
Purchases  are  made  by  FNMA  under 
the  terms  of  specific  contracts,  and  in 
accordance  with  certain  conditions  and 
requirements  stated   therein. 

(a»  Immediate  Purchase  Contract.  A 
Seller  may  offer  a  mortgage  to  FNMA 
for  immediate  purchase  by  executing  an 
Immediate  Purchase  Contract  and  de- 
livering therewith  required  documents 
and  forms.  With  each  offer,  the  Seller 
must  agree  to  subscribe  for  common 
stock  in  FNMA  <as  stated  in  §  1600.15 
(a)  )  and  to  pay  a  Purchase  and  Market- 
uig  Fee. 

lb)  Repurchase  option.  With  respect 
to  Immediate  Purchase  Contract  trans- 
actions, the  Seller  may  obtain  an  Option 
Contract  which  will  permit  the  Seller  to 
repurchase,  at  Sellers  election,  the  mort- 
gages sold  to  FNMA.  at  a  stated  repur- 
chase price  rate  or  rates  which  may  be 
the  same  as  paid  by  FNMA.  The  Option 
Contract  is  issued  for  a  stated  period 
after  the  date  of  purchase  of  the  mort- 
gages by  FNMA.  upon  payment  by  the 
Seller  of  an  Option  Fee. 

ic"  Standby  Commitment  Contract. 
A  Seller  may  offer  mortgages  for  future 
purchase  by  FNMA  by  executing  a 
Standby  Commitment  Contract  which, 
when  accepted,  obligates  FNMA  to  pur- 
chase any  or  all  mortgages  specified  in 
the  contract  that  the  Seller  elects  to  de- 
liver within  the  commitment  period. 
With  each  such  offer  the  Seller  must  pay 
a  Commitment  Fee  wliich  is  nonrefund- 
able if  the  contract  is  accepted  by 
FNMA.  The  Seller  is  required  to  sub- 
scribe for  common  stock  in  FNMA  as 
stated  in  §  1600.15' a).  A  part  of  the 
stock  must  be  paid  for  at  the  time  of  the 
offer;  the  remainder  must  be  paid  for 
if  and  when  the  mortgage  purchase  is 
effected  under  the  contract.  A  Seller  is 
not  required  to  pay  a  Purchase  and  Mar- 
keting Fee  on  mortgages  purchased 
under  a  Standby  Commitment  Contract. 

(d>  Eligible  mortgages.  The  insur- 
ance or  guaranty  of  each  mortgage  pur- 
chased under  FNMA's  Secondary  Market 
Operations  must  be  pursuant  to  a  sec- 
tion, as  specified  by  FNMA.  of  the  Na- 
tional Housing  Act  or  of  the  Service- 
men's Readjustment  Act  of  1944  or 
chapter  37  of  title  38.  United  States 
Code.  If  required  by  FNMA,  each  such 
mortgage  offered  under  an  Immediate 
Purchase  Contract  must  have  been  in- 
sured or  guaranteed  within  such  period 
as  may  be  prescribed. 

(e>  Special  acceptability  requirements. 
On  the  date  of  the  offer  of  a  mortgage  to 
FNMA.  (1)  subject  to  some  exceptions, 
the  unpaid  principal  balance  may  not 
be  less  than  $5,000  and  the  unexpired 
term  may  not  be  less  than  10  years,  and 
( 2 )  the  rate  of  interest  must  be  currently 
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acceptable  to  FNMA.  In  addition,  the 
mortgage  must  meet  general  acceptabil- 
ity requirements,  as  indicated  in 
§§  1600.41  to  1600.53. 

§  1600.13      Punrhasc  price.   | 

I  a)  Immediate  Purchase  Contracts. 
The  price  to  be  paid  under  an  Immediate 
Purchase  Contract  for  a  mortgage  pur- 
chased by  FNMA  in  its  Secondary  Mar- 
ket Operations  is  established  within  the 
range  of  market  prices  for  the  particular 
class  of  mortgages  involved,  as  deter- 
mined by  FNMA.  The  price  paid  by 
FNMA  for  a  mortgage  may  vary  accord- 
ing to  its  interest  rate,  the  location  of 
the  mortgaged  property,  the  relative 
equity  of  the  mortgagor,  the  term  of  the 
loan,  and  other  factors.  Information  as 
to  current  prices  at  which  FNMA  pur- 
chases mortgages  may  be  obtained  by 
application  to  the  FNMA  Agency  serving 
the  area  in  which  the  mortgaged  prop- 
erty is  located.  All  prices  quoted  by 
FNMA  are  subject  to  change  without 
notice.  A  quotation  of  prices  is  not  to  be 
considered  as  an  offer  by  FNMA;  it  is 
solely  an  invitation  to  the  Seller  to  make 
an  offer  to  FNMA.  FNMA  is  under  no 
obligation  to  purchase  any  mortgage 
until  the  Seller  has  submitted,  and 
FNMA  has  executed  and  delivered,  a 
specific  contract  covering  such  purchase. 

(b)  Standby  Commitment  Contracts. 
FNMA  issues  Standby  Commitment 
Contracts  at  prices  which  are  sufficient 
to  facilitate  home  financing,  but  which 
are  sufficiently  below  the  price  then 
offered  by  the  corp>oration  for  immediate 
purchase  to  prevent  excessive  sales  to 
the  corporation  pursuant  to  such  com- 
mitments. 

§  1600.14      LoanH   on    mortgages. 

FNMA,  under  its  Secondary  Market 
Operations,  may  make  bank-type  short- 
term  loans  which  are  secured  by  FHA- 
insured  or  VA-guaranteed  mortgages. 
Loans  may  not  have  a  term  in  excess  of 
12  months;  consideration  will  be  given 
to  requests  for  extensions  not  in  excess 
of  12  months.  The  volume  of  lending 
activities  and  the  establishment  of  loan 
ratios,  interest  rales,  maturities,  and 
charges  or  fees  are  determined  by  FNMA 
from  time  to  time  with  the  objective  of 
preventing  excessive  use  of  the  facilities 
and  of  assuring  that  the  Secondary 
Market  Operations  will  remain  fully 
self-supporting. 

§  1600.15      Finanring  of  Secondary  Mar- 
kel    Operation!*. 

Funds  for  the  conduct  of  FNMA's 
Secondary  Market  Operations  are  ob- 
tained from  subscriptions  for  FNMA 
capital  stock,  borrowings,  and  net  pro- 
ceeds from  such  operations. 

(a)  Capital  stock.  The  corporation 
issues  nonvoting  common  and  preferred 
stock  (par  value  $100  per  share);  the 
common  stock  is  issued  to  lenders  and 
other  institutions  that  sell  mortgages  to, 
or  that  borrow  funds  from.  FNMA  in 
the  Secondary  Market  Operations;  the 
preferred  stock,  in  its  entirety,  is  held  by 
the  Secretary  of  the  Treasury.  The 
users  of  the  Secondary  Market  Opera- 
tions are  required  to  subscribe  for  com- 
mon stock  in  amounts  determined  by 
FNMA  as  prescribed  by  law.    With  re- 
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spect  to  such  subscriptions,  the  cor- 
poration issues  to  each  subscriber  shares 
of  common  stock  (only  in  denomina- 
tions of  $100,  or  multiples  thereof) .  The 
amount  of  any  subscription  that  carmot 
be  evidenced  by  a  whole  share  of  com- 
mon stock  may  not  be  withdrawn  by  the 
subscriber,  but  the  subscriber  will  be 
permitted  to  supplement  any  such 
amount  by  payment  of  an  additional  sum 
sufficient  to  pay  for  a  full  share.  FNMA 
imposes  no  restrictions  as  to  who  may 
be  the  holder  of  such  shares  of  common 
stock;  however,  the  shares  are  transfer- 
able only  on  the  books  of  the  corpora- 
tion. (Under  the  FNMA  Charter  Act 
any  institution,  including  a  National 
Bank  or  State  member  bank  of  the  Fed- 
eral Reserve  System,  or  any  member  of 
the  Federal  Deposit  Insurance  Corpora- 
tion, trust  company,  or  other  banking 
organization,  organized  under  any  law 
of  the  United  States,  including  the  laws 
relating  to  the  District  of  Columbia,  is 
authorized  to  subscribe  to  FNMA's  com- 
mon stock  under  conditions  described  in 
this  paragraph  and  to  receive,  hold  or 
dispose  of  such  stock.) 

(b)  Borrowings.  FNI.IA  may  issue, 
and  have  outstanding  at  any  one  time, 
obligations  in  an  aggregate  amount  not 
exceeding  ten  times  the  sum  of  its  cap- 
ital and  surplus,  and  not  in  excess  of 
its  ownership  under  its  Secondary  Mar- 
ket Operations,  free  from  any  liens  or 
encimibrances,  of  cash,  mortgages, 
short-term  notes  secured  by  mortgages, 
and  other  holdings  of  securities  in  which 
the  corporation  is  authorized  to  invest. 
Although  the  issuance  of  such  obligations 
is  subject  to  the  prior  approval  of  the 
Secretary  of  the  Treasury,  the  obliga- 
tions themselves  are  not  guaranteed  by 
the  United  States  and  do  not  constitute 
a  debt  or  obligation  of  the  United  States. 
FNBlA's  obligations  are  available  from 
time  to  time  for  sale  to  private  investors. 
The  Secretary  of  the  Treasury  may, 
within  certain  limitations,  purchase 
these  obligations  of  FNMA's  Secondary 
Market  Operations  imtil  such  time  as 
all  of  the  preferred  stock  of  FNMA  held 
by  the  Secretary  of  the  Treasury  has 
been  retired. 

Special  Assistance  Functions 

§  1600.21      General. 

To  carry  out  the  purposes  of  the  Spe- 
cial Assistance  Fimctions,  FNMA  makes 
conunitments  to  purchase  and  purchases 
mortgages  for  such  periods  of  time  and 
to  such  extent  as  the  President  of  the 
United  States  has  determined  to  be  in 
the  public  interest,  and  as  otherwise  au- 
thorized by  law.  The  operations  under 
the  Special  Assistance  Functions  are  con- 
fined, so  far  as  practicable,  to  mortgages 
which  are  deemed  by  FNMA  to  be  of  such 
quality  as  to  meet.^ubstantially  and  gen- 
erally, the  purchase  standards  imposed 
by  private  institutional  mortgage  inves- 
tors but  which,  at  the  time  the  mort- 
gages are  offered  to  FNMA  for  purchase, 
are  not  necessarily  readily  acceptable  to 
such  investors.  When  and  as  authorized 
by  the  President  of  the  United  States 
or  by  the  Congress,  FNMA  will  announce 
the  inauguration  of  Special  Assistance 
Programs  specifsring  the  types  of  mort- 
gages that  will  be  purchased,  the  prices 
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to  be  paid  therefor,  and  any  special  ac- 
ceptability requirements  relating  to  such 
Programs.  Purchases  may  be  made  im- 
der  Immediate  Purchsise  Contracts  or 
Commitment  Contracts,  as  announced 
in  the  Special  Assistance  Programs. 
Consideration  will  be  given  to  Sellers' 
requests  for  the  purchase  of  participa- 
tions in  mortgages  by  FNMA. 

§  1600.22      Original   mortgagee. 

Under  the  Special  Assistance  Func- 
tions, the  Seller  must  be  the  original 
mortgagee,  and  must  not  have  made  any 
prior  sale  of  the  mortgage  offered  to 
FNMA. 

§  1600.23      Mortgage  interest  rate. 

Each  mortgage  must  bear  interest  at 
the  highest  rate  permitted  by  FHA  or 
VA  rules  and  regulations  for  that  type 
of  mortgage  at  the  time  of  issuance  of 
the  FHA  insurance  commitment  or  the 
VA  Certificate  of  Reasonable  Value. 

§  1600.24      Fees   or  charges. 

Fees  or  charges  for  FNMA's  services 
under  the  Special  Assistance  Functions 
are  established  with  the  objective  that 
all  costs  and  expenses  of  its  operations 
thereimder  will  be  within  its  income 
derived  from  such  operations  and  that 
such  operations  will  be  fully  self-sup- 
porting. In  connection  with  the  pur- 
chase of  a  mortgage  by  FNMA  under 
these  functions,  unless  otherwise  spec- 
ified in  the  Special  Assistance  Program, 
the  Seller  is  required  to  pay  a  Purchase 
and  Marketing  Fee.  As  to  commitments 
to  purchase  a  mortgage  in  the  future, 
a  Cohmaitment  Fee  is  charged. 

§  1600.25      Financing    of    Special    As8i><t- 
ance   Functions. 

Mortgage  Sellers  are  not  required  to 
purchase  common  stock  of  FNMA  in 
connection  with  purchases  or  contracts 
for  purchases  under  these  Special  Assist- 
ance Functions,  nor  is  there  any  recourse 
to  the  capitalization  of  FNMA  with  re- 
spect to  such  functions.  Funds  required 
for  the  operation  of  these  functions  are 
obtained  principally  through  borrowings 
from  the  Secretary  of  the  Treasiur.  All 
of  the  benefits  and  burdens  incident  to 
the  administration  of  the  Special  Assist- 
ance Fimctions  inure  solely  to  the  Secre- 
tary of  the  Treasury. 

Management  and  Liquidating  Functions 
§  1600.31      General. 

The  Federal  National  Mortgage  Asso- 
ciation Charter  Act  authorizes  FNMA  to 
manage  and  liquidate  its  portfolio  of 
mortgages  acquired  pursuant  to  con- 
tracts entered  into  prior  to  November  1, 
1954,  and  those  other  mortgages  that 
have  been  or  may  be  acquired  from  au- 
thorized sources,  in  an  orderly  manner, 
with  a  minimum  of  adverse  effect  upon 
the  home  mortgage  market  and  mini- 
mum loss  to  the  Federal  Government. 

§  1600.32     Financing  of  Management  and 
Liquidating   Functions. 

Funds  required  for  the  Management 
and  liquidating  Functions  are  obtained 
through  borrowings  from  the  Secretary 
of  the  Treasury,  and  from  time  to  time 
through  the  sale  to  private  investors  of 
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FNMA's  obligations  Issued  under  Its 
BfanBgement  and  Liquidating  Functions. 
TYxe  aggregate  amount  of  such  separate 
obligations  issued  to  private  investors, 
the  proceeds  of  which  are  paid  to  the 
Secretary  of  the  Treasury  in  reduction 
of  the  corporation's  indebtedness  under 
the  Management  and  Liquidating  Func- 
tions, may  not  exceed  FNMA's  owner- 
ship under  such  functions,  free  from  any 
liens  or  encumbrances,  of  cash,  mort- 
gages, and  other  holdings  of  securities  in 
which  the  corporation  is  authorized  to 
invest.  Such  separate  obligations  are 
not  guaranteed  by  the  United  States  and 
do  not  constitute  a  debt  or  obligation  of 
the  United  States.  With  re.<:p€ct  to  the 
Management  and  Liquidating  Functions, 
there  is  no  recourse  to  the  capitaliza- 
tion of  FNMA.  All  of  the  benefits  and 
burdens  Incident  to  the  administration 
of  the  Management  and  Liquidating 
Functions  inure  solely  to  the  Secretary 
of  the  Treasury. 

Gemxral  Acceptability  Requirements 
rOR  Mortgages 

§  1600.41      General   requiremenln. 

As  a  condition  precedent  to  the  offer- 
ing of  a  mortgage  to  FNMA  for  purchase, 
a  designated  Seller  must  have  executed 
a  Selling  Agreement.  Any  mortgage  of- 
fered or  submitted  to  FNMA  under  the 
Secondary  Market  Operations  or  Special 
Assistance  Functions  must  meet  the  con- 
ditions contained  in  such  Agreement. 
The  mortgage  must  also  conform  to 
special  acceptability  requirements  pre- 
scribed by  FNMA,  and  to  general  ac- 
ceptability requirements,  as  indicated  in 
i§  1600.42  to  1600.53. 

§  1600.42      Owner<«lup. 

On  the  date  of  the  Seller's  offer  to 
enter  into  an  Immediate  Purchase  Con- 
tract with  FNMA.  the  Seller  must  be  the 
owner  of  the  mortgage,  and  the  mortgage 
must  have  been  insured  by  FHA  or  guar- 
anteed by  VA. 

§  1600.43      OfTering   period. 

(a)  Immediate  Purchase  Contract. 
An  offer  of  a  mortgage  under  an  Im- 
mediate Purchase  Contract  must  be 
delivered  subsequent  to  the  date  which 
precedes  by  one  month  the  due  date  of 
the  first  installment  of  principal  and  in- 
terest and  within  such  time  as  FNMA 
may  require  following  the  date  of  the 
FHA  final  insurance  endorsement  or  the 
VA  Loan  Guaranty  Certificate. 

(b)  Standby  Commitment  Contract  or 
Comm,itment  Contract.  An  offer  of  a 
Standby  Conmiitment  Contract  or  a 
Commitment  Contract  covering  a  home 
mortgage  must  be  delivered  subsequent 
to  the  issuance  of  the  FHA  insurance 
commitment  or  the  VA  Certificate  of 
Reasonable  Value  and  prior  to  the  date 
of  the  FHA  final  insurance  endorsement 
or  the  date  of  the  VA  Loan  Guaranty 
Certificate.  An  offer  of  a  Standby  Com- 
mitment Contract  or  a  Commitment 
Contract  covering  a  multifamily  housing 
mortgage  must  be  delivered  subsequent 
to  the  issuance  of  the  FHA  Insurance 
commitment  or  the  VA  Certificate  of 
Reasonable  Value  and  prior  to  the  com- 
mencement of  construction. 
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§  1600.44      Maxinaum   mortgage. 

Under  the  Secondary  Market  Opera- 
tions the  principal  obligation  must  not 
exceed  $20,000  for  each  family  residence 
or  dwelling  unit  covered  by  the  mortgage. 
Under  the  Special  Assistance  Functions 
the  original  principal  oblis^ation  of  a 
mortgage  must  not  exceed,  or  have  ex- 
ceeded. $17,500  for  each  family  residence 
or  dwelling  unit  covered  by  the  mortgage. 
Such  limitations  do  not  apply  to  mort- 
gages covering  properties  located  in 
Alaska,  Guam,  or  Hawaii,  or  to  any 
mortgage  insured  by  FHA  under  §  21.3 
and  covering  property  located  in  an 
urban  renewal  area,  or  under  .5  220.  or 
under  title  V'lII  of  the  National  Housing 
Act. 

§  1  f>00.  t5     VA  niorlgafEo*,  e\l«-nl  «»f  piiur- 
aiily    ami    other    niiitlrrn. 

Tlie  extent  of  the  VA  guaranty  must, 
in  all  cases,  meet  current  FNMA  re- 
quirements; and  in  cases  in  which  there 
i.s  more  than  one  mortgagor.  ia>  all  of 
the  mortgagors  must  be  jointly  and 
severally  liable  on  the  mortgage  in- 
drbtedne.'^s.  (bi  the  original  amount  of 
the  loan  must  not  have  exceeded 
$50,000.  and  <c»  the  number  of  living 
units  must  not  exceed  four. 

§  H>00. 16      Maturitv. 

The  mortgage  must  mature  within  the 
p>eriod  prescribed  by  law  or  the  appli- 
cable FHA  or  VA  regulations. 

§  1600.17      .4dvanre<«    bv    .Seller. 

On  the  date  of  submission  to  FNMA, 
the  mortgage  must  be  current  with  re- 
spect to  matured  installments  of  princi- 
pal, interest,  and  deposits.  Interest  ac- 
cruing to  the  date  which  precedes  by  one 
month  the  due  date  of  the  first  install- 
ment of  principal  and  interest  shall  have 
been  paid  by  or  for  the  account  of  the 
mortgagor.  The  Seller,  within  the  im- 
mediately preceding  3  months,  must  not 
have  advanced  funds,  nor  have  induced 
or  solicited  any  advance  of  funds  by 
another,  direcily  or  indirectly,  for  the 
payment  of  any  amount  required  by  the 
note  or  mortgage,  except  for  Interest 
accruing  from  the  date  of  the  note  or 
the  date  of  disbursement  of  the  loan  pro- 
ceeds, whichever  is  later,  to  the  day 
which  precedes  by  one  month  the  due 
date  of  the  first  full  installment  of 
principal  and  interest. 

§  1600.13      Crodil. 

There  should  not  be  any  circumstances 
of,  or  conditions  affecting,  the  mortgagor, 
the  present  owner,  or  their  affairs,  that 
would  cause  the  mortgage  to  become 
delinquent. 

§  1600.49      Properly. 

There  should  not  be  any  circumstances 
of,  or  conditions  affecting,  the  mortgaged 
premises,  that  adversely  affects  the  value 
or  marketability  of  the  mortgage,  or  that 
would  cause  private  investors  to  regard 
the  mortgage  as  unacceptable  for  pru- 
dent investment. 

§  1600.50     Oceupaney. 

Subject  to  specific  contractual  treat- 
ment otherwise,  the  property  covered  by 
a  home  mortgage  must  be  occupied  at 


the  time  the  mortgage  Is  submitted  to 
n*JMA  for  purchase,  and  the  property 
covered  by  a  multifamily  housing  mort- 
gage must,  at  the  time  the  mortgage  Is 
submitted  to  FNMA  for  purchase,  be  oc- 
cupied to  the  extent  that  the  Income 
therefrom  will  cover  all  proi>erty  ex- 
penses, carrying  charges,  and  payments 
required  by  the  mortgage. 

§  1600..'>I       M«»r!pnBe    lien. 

Except  in  the  case  of  certain  home 
improvement  loans,  the  mortgage  must 
be  a  first  and  paramount  Hen  on  the 
real  property,  and  on  the  personal  prop- 
erty if  any  is  required  to  be  covered, 
subject  only  to  liens  for  taxes  not  due 
and  payable,  acceptable  special  assess- 
ments not  in  arrears,  and  conditions, 
restrictions  and  encumbrances  not 
deemed  by  FNMA  to  be  material. 

§  I600..";2      Title   evidence. 

The  title  evidence  to  be  delivered  by 
the  Seller  must  meet  the  requirements  of 
the  National  Housing  Act  or  the  Service- 
men's Readjustment  Act  of  1944  or  chap- 
ter 37  of  title  38.  United  States  Code,  as 
the  case  may  be.  and  the  applicable  rules 
and  regulations  promulgated  pursuant 
thereto.  The  title  evidence  must  also  be 
in  such  form  and  substance  as  to  meet 
FNMA's  title  evidence  requirements. 

§  1600. .'53      Hazard    insurance. 

Property  securing  each  mortgage  must 
be  covered  by  hazard  insurance  that 
meets  all  of  the  hazard  insurance  re- 
quirements of  FNMA  including  FNMA's 
specifications  as  to  kinds  and  amounts 
of  hazard  insurance. 

ElLiGiBLE  Sellers 

§  1600.61      General. 

Designation  of  an  eligible  Seller  to 
sell  mortgages  to  FNMA  under  its  Sec- 
ondary Market  Operations  and  Special 
A.ssistance  Functions  is  consummated  by 
the  execution  of  a  Selling  Agreement. 
The  Selling  Agreement,  consistent  with 
§  1600  71.  requires  the  Seller,  with  re- 
spect to  each  mortgage  offered  or  sub- 
mitted for  purchase,  either  to  be  quali- 
fied as  a  FNMA  Servicer  by  the  execu- 
tion of  a  Servicing  Agreement  and  agree 
to  service,  or  to  proffer  facilities  satisfac- 
tory to  FNMA  for  servicing  the  mortgage. 
Sellers  are  not  required  to  furnish  serv- 
icing facilities  in  connection  with  the 
purchase  by  FNMA  of  multifamily  hous- 
ing mortgages. 

§  1600.62      V.\-puarantoe«I    niorl{;nges. 

In  order  to  be  eligible  to  sell  a  VA- 
guaranteed  mortgage  to  FNMA,  a  Seller 
must  be  acceptable  to  FNMA  and  also 
must  come  within  one  of  the  following 
three  classifications: 

(a)  Any  lender  that  is  classified  by 
VA  as  a  supervised  lender  under  section 
500' di  of  the  Servicemen's  Readjust- 
ment Act  or  Chapter  37,  title  38,  United 
States  Code,  as  applicable,  including  any 
National  bank.  State  bank,  private  bank, 
building  and  loan  association,  insurance 
company,  credit  union,  cr  mortgage  and 
loan  company,  that  is  subject  to  exam- 
ination and  supervision  by  an  agency  of 
the  United  States,  or  of  any  State,  in- 
cluding the  District  of  Columbia. 
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(b)  Any  lender  that  is  an  FHA- 
approved  mortgagee,  as  defined  in  sec- 
tion 1600.63;  or 

ic)  Any  other  lender,  if  such  lender 
has  a  net  worth  of  not  less  than  $100,000 
in  assets  acceptable  to  FNMA.  This  net 
worth  must  be  maintained  at  all  times. 

§  1600.6.3      Fll.\-in»tured    mortisages. 

In  order  to  be  eligible  to  sell  an  PHA- 
insured  mortgage  to  FNMA,  a  Seller 
must  be  acceptable  to  FNMA,  and  miist 
be  an  FHA  approved  mortgagee,  which 
term  does  not  include  a  mortgagee  that 
has  been  approved  on  the  basis  of  being 
a  duly  authorized  loan  correspondent  of 
an  approved  mortgagee  that  has  quali- 
fied with  FHA  to  originate  loans  under 
the  National  Housing  Act. 

Mortgage  Servicing 

§  1600.71       ."^ervi^inJI   requiremenls. 

A  Seller  may  not  service  a  mortgage 
purchased  by  FNMA  under  its  Secondary 
Market  Operations  or  Special  Assistance 
Functions  unless  it  has  qualified  as  an 
eligible  Servicer  and  has  executed  a 
Servicing  Agreement.  With  respect  to 
each  mortgage  that  is  offered  by  the 
Seller  to  FNMA  for  purchase,  either  the 
Seller  must  be  a  Servicer  having  an  out- 
standing Servicing  Agreement  with 
FNMA  and  shall  consent  to  service  the 
mortgage,  or  the  Seller  shall  represent 
that  when  the  mortgage  is  submitted  to 
FNMA  for  purchase  it  will  proffer  the 
facilities  of  a  Servicer  having  an  out- 
standing Servicing  Agreement  with 
FNMA  that  will  consent  to  service  the 
mortgage.  The  Seller  must  also  repre- 
sent that,  in  either  Instance,  there  is  an 
office  with  servicing  facilities  satisfac- 
tory to  FNMA  located  within  100  miles 
of  the  mortgaged  property.  When  the 
mortgage  is  submitted  to  FNMA  for 
purchase,  the  Servicer  (whether  the 
Seller,  or  another  Servicer  that  the  Seller 
has  previously  ascertained  Is  satisfactory 
to  FNMA  >  must  have  consented  to  serv- 
ice the  mortgage,  and  must  have  exe- 
cuted documentary  evidence  of  such 
consent.  This  requirement  does  not 
apply  to  multlf amfly  housing  mortgages. 

§  1600.72      .Servicer's   compensation. 

As  compensation  for  the  performance 
of  its  servicing  duties,  a  Servicer  may 
retain  from  each  full  monthly  install- 
ment collected  by  it  an  amount  equal  to 
one-half  of  1  percent  per  annum  com- 
puted on  the  same  principal  amount  and 
for  the  same  period  as  the  Interest  por- 
tion of  said  installment,  and  may  also 
retain  the  late  charges.  If  any,  paid  by 
the  mortgagor.  However,  no  compen- 
sation will  be  due  the  Servicer  with  re- 
spect to  any  period  either  prior  to  the 
date  of  commencement  of  its  servicing 
duties  or  subsequent  to  the  date  of  ter- 
mination of  Its  servicing  duties. 

Mortgage  Sales      | 

§  1600.81      Eligible   purchasers. 

Any  investor  that  Is  an  FHA-approved 
mortagee  Is  eligible  to  purchase  PHA- 
insured  mortgages,  and  any  investor 
that  in  the  opinion  of  FNMA  has  satis- 
factory facilities  to  service  mortgages 
is  eligible  to  purchase  VA-guaranteed 
mortgages. 
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§  1600.82      Mortgages  for  sale  and  prices. 

Lists  of  mortgages  owned  by  FNMA 
and  available  for  sale,  together  with  the 
current  sale  prices,  may  be  obtained  by 
prospective  purchasers  upon  applica- 
tion to  the  FNMA  Agency  OflBce  serving 
the  area  in  which  the  Investor  desires  to 
purchase  mortgages. 

§  1600.83     Reser>ations. 

Except  for  multifamily  housing  mort- 
gages, FNMA  does  not  Issue  firm  op- 
tions; Instead,  available  mortgages  may 
be  reserved  for  a  prospective  purchaser 
and  will  not  be  available  for  sale  to  any 
other  investor  for  a  period  of  1*  calen- 
dar days.  During  such  period,  mort- 
gaged properties  may  be  Inspected  and 
the  mortgage  documents  examined  In 
FNMA's  Agency  Office. 

§  1600.84      Consummating   sales. 

FNMA  will  endeavor  to  comply  with 
the  wishes  of  purchasers  with  respect  to 
arranging  closing  schedules  and  other 
matters  incident  to  consummating  sales. 
Unusual  expenses  that  may  be  Incurred 
by  FNMA  at  the  request  of  the  pur- 
chaser, in  connection  with  the  transfer 
of  mortgages,  must  be  assumed  by  the 
purchaser.  All  sales  of  mortgages  by 
FNMA  shall  be  made  pursuant  to  the 
terms  and  conditions  of  a  form  of  con- 
tract furnished  by  FNMA.  to  be  executed 
by  the  purchaser  and  FNMA.  Since 
existing  servicing  arrangements,  that 
are  transferable  with  the  mortgages  as 
may  be  provided  in  the  sales  contract. 
are  cancellable  on  30  days'  notice  to  the 
Servicer,  at  the  option  of  the  owner  of 
the  mortgages,  purchasers  will  always  be 
able  to  effect  their  own  arrangements  for 
future  servicing. 

Exceptions 

§  1600.91      Exceptions. 

In  the  conduct  of  its  affairs.  In  In- 
dividual cases  or  classes  of  cases,  FNMA 
reserves  the  right,  consistent  with  law, 
to  alter  or  waive  any  of  the  require- 
ments contained  in  this  part,  or  to  im- 
pose other  and  additional  requirements; 
it  further  reserves  the  right  to  amend  or 
rescind  any  or  all  of  the  material  set 
forth  in  this  part. 

(Sec.  309,  68  Stat.  620;  12  U.S.C.  1723a) 

Federal  National  Mortgage 

Association, 
J.  S.  Bauchman. 

President. 

IP.R.    Doc.     62-174;     Filed,     Jan.     5,     1962; 
8:51  a.m.] 


Title  29— LABOR 

Chapter  V — Wage  and  Hour  Division, 
Dopartment  of  Labor 

SUICHAPTH  A— lEGULATIONS 

PART  525 — EMPLOYMENT  OF  HANOI- 
CAPPED  CLIENTS  IN  SHELTERED 
WORKSHOPS 

On  Septonber  8,  1961,  notice  of  pro- 
posed rule  making  regarding  a  revision 
of  the  regulations  dealing  with  the  em- 
ployment of   handicapped   workers   in 
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sheltered  workshops  contained  In  29 
CFR  Part  525  was  pubUshed  in  the 
Federal  Register  (26  F.R.  8458) .  After 
consideration  of  all  such  relevant  matter 
as  was  presented  by  Interested  persons 
regarding  the  proposal,  the  regulations 
as  so  published  are  hereby  adopted,  ef- 
fective February  6,  1962.  subject  to  the 
following  change: 

Paragraph  (a)  of  the  proposed  §  525.11 
Is  amended. 

Signed  at  Washington,  D.C.,  this  29th 
day  of  December  1961. 

Clarence  T.  Lttndquist, 

Administrator. 

PART  525— EMPLOYMENT  OF  HAND- 
ICAPPED CLIENTS  IN  SHELTERED 
WORKSHOPS 

Sec. 
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AtrTHOBiTT:  §§  525.1  to  525.16  issued  under 
sec.  14,  25  Stat.  1068,  as  amended;  29  D.S.C. 
214.  Additional  authority  cited  In  paren- 
theses following  sections  affected. 

§  525.1      Applicability  of  regulations. 

The  regulations  contained  in  this  part 
are  issued  pursuant  to  section  14  of  the 
Fair  Labor  Standards  Act  of  1938,  as 
amended,  to  provide  for  the  employment 
by  sheltered  workshops  of  handicapped 
workers,  as  those  terms  are  delved  In 
§  525.2,  at  wages  lower  than  the  minimum 
wage  applicable  imder  section  6  of  the 
Act.  Such  special  certificates  issued  to 
sheltered  workshops  for  handicapped 
clients  engaged  in  or  producing  goods  for 
interstate  commerce  shall  state  the 
special  minimum  wages  permitted  and 
the  duration  of  the  special  certificate, 
£tnd,  in  addition,  shall  be  subject  to  the 
conditions  prescribed  in  the  regulations 
in  this  part. 

§  525.2      Definitions. 

(a)  "Administrator"  means  the  Admin- 
istrator of  Wage  and  Hour  and  Public 
Contracts  Divisions,  United  States  De- 
partment of  Labor. 

(b)  "Sheltered  workshop"  or  "work- 
shop" means  a  charitable  organization 
or  institution  conducted  not  for  profit, 
but  for  the  purpose  of  carrying  out  a 
recognized  program  of  rehabilitation  for 
individuals  whose  earning  capacity  is 
impaired  by  age  or  physical  or  mental 
deficiency  or  injury,  and  of  pfovlding 
such  individuals  with  remunerative  em- 
ployment or  other  occupational  rehabili- 
tating activity  of  an  educational  or 
therapeutic  nature. 
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(c)  "Handicapped  client"  or  "client" 
means  an  individual  whose  earning 
capacity  is  impaired  by  age  or  physical 
or  mental  deficiency  or  injury,  and  who 
Is  being  served  in  Mcordance  with  the 
recognized  rehabilitation  program  of  a 
sheltered  workshop  within  the  facilities 
of  such  agency  or  in  or  about  the  home 
of  a  client. 

<d>  "Act"  means  the  Pair  Labor 
Standards  Act  of  1938. 

§  525.3     Advisory  Commille*  on  Shelter**! 
UorkshopA. 

(a)  The  Advisory  Committee  on 
Sheltered  Workshops  appointed  from 
time  to  time  by  administrative  orders 
published  in  the  Fidcral  Ricistek  shall 
advise  and  make  recommendations  to 
the  Administrator  concerning  the  ad- 
ministration and  enforcement  of  this 
part  and  the  need  for  amendments 
thereof  from  time  to  time  and  for  such 
other  purposes  as  may  be  desired  by  the 
Administrator. 

(b)  The  Administrator  or  his  au- 
thorized representative  may  notify  the 
Advisory  Committee  on  Sheltered  Work- 
shops prior  to  the  denial  or  cancellation 
of  any  special  certificate  under  9§  525.6. 
525.8.  or  525.12  and  may  afford  the  Com- 
mittee 15  days,  or  such  additional  time 
as  he  may  allow,  to  present  its  views. 
The  Administrator  or  his  authorized 
representative  may  also  afford  the  Com- 
mittee an  opportunity  to  present  its 
views  in  connection  with  any  petition 
for  review  fUed  under  S  525.13.  any  hear- 
ing held  under  9  525.14.  or  any  petition 
for  amendment  of  this  part  filed  under 
i  525.16. 

g  525. 1      Application    for    ■    special   cer- 
tificate. 

(a)  Application  for  a  special  certif- 
icate may  be  filed  by  any  sheltered  work- 
shop with  the  Regional  Director  of  the 
administrative  region  of  the  Wage  and 
Hour  and  Public  Contracts  Divisions. 
United  States  Department  of  Labor,  in 
which  the  workshlp  is  located.  Appli- 
cation forms  may  be  obtained  from  the 
appropriate  Regional  Director. 

(b)  The  application  shall  contain, 
among  other  things,  a  description  of  the 
nature  of  the  disabilities  of  the  clients 
served  by  the  workshop,  a  description  of 
the  types  of  employment  and  the  re- 
habilitation program  provided  clients  by 
the  workshop,  and  the  earnings  of  each 
handicapped  client  engaged  in  work 
covered  by  the  Act. 

(c)  The  application  shall  be  signed  by 
the  president  of  the  board  of  directors 
and  a  duly  authorized  official  of  the 
workshop. 

(d)  Application  during  the  life  of  a 
special  certificate  for  an  Individual  rate 
for  a  client  who  Is  unable  to  earn  the 
applicable  certificate  rate  may  be  filed 
by  a  workshop  with  the  appropriate 
Regional  Director.  Such  application 
may  be  made  on  forms  which  can  be 
obtained  from  the  Regional  Director  or 
by  a  letter  from  the  workshop  executive 
or  his  authorized  representative  stating 
the  name  of  the  client,  his  straight-time 
hourly  earnings  during  the  most  recent 
payroll  period,  whether  he  is  paid  at 
piece  rates  or  time  rates,  the  type  of  work 
he  is  doing,  the  hourly  rate  the  workshop 
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proposes  to  guarantee,  and  the  reason 
for  requesting  such  rate  when  the  pro- 
posed rate  Is  substantially  less  than  the 
client's  actual  earnings.  An  individual 
client  rate  does  not  become  effective  until 
authorized  by  the  Adnilnistrator  or  his 
authorized  representative. 

§  325.5      r.rileria   for  ron««ideralion  in   i*- 
Buant-o   of  a   special   rortifiralo. 

The  following  criteria  may  be  con- 
sidered by  the  Administrator  or  his  au- 
thorized representative  in  determining 
the  necessity  of  Issuing  a  .special  certifi- 
cate and  the  conditions  to  be  specified 
therein; 

<a>  The  present  and  previous  earnings 
of  handicapped  clients  of  the  workshop 
engaged  in  work  covered  by  the  Act; 

(b>  The  nature  and  extent  of  the  dis- 
abilities of  clients  served  by  the  work- 
shop; 

(c»  The  wages  of  non-handicapped 
employees  employed  in  private  industry 
engaged  in  work  comparable  to  that  per- 
formed in  the  workshop; 

(d>  The  types  and  duration  of  medi- 
cal, educational,  therapeutic,  .social  work 
and  other  rehabilitative  services  given 
to  handicapped  clients; 

(e)  The  extent  to  which  clients  share, 
through  wages,  in  the  receipts  for  work 
done  in  the  workshop; 

(f)  The  extent  to  which  the  handi- 
capped clients  may  be  learners  or  other- 
wise Inexperienced; 

(g)  The  extent  to  which  earned  op- 
erating income,  other  than  normal  de- 
preciation allowances,  is  used  for  capital 
expenditures  for  equipment,  buildings  or 
expansion  of  activities  in  situations 
where  the  adequacy  of  the  wage  rates 
proposed  by  the  workshop  cannot  clearly 
be  established; 

(h>  Whether  there  exists  any  work- 
shop-customer arrangement  or  subcon- 
tract agreement  which  constitutes  an 
unfair  method  of  competition  In  com- 
merce and  which  tends  to  spread  or  per- 
petuate substandard  wage  levels; 

<l)  Whether.  In  the  case  of  non-gov- 
ernment operated  workshops,  the  or- 
ganization has  obtained  an  e.\cmptlon 
under  section  SOKc'iSi  of  the  Internal 
Revenue  Code  of  1954  <26  US  C  501  (O 
(3> )  and  has  registered  as  a  non-profit 
organization  with  the  appropriate  state 
or  local  agencies  providing  for  such 
registration. 

§  525.6      Issuance  of  a  special  cortifirute. 

(a)  If  the  application  and  other  avail- 
able Information  Indicate  that  the  ap- 
plicant Is  a  sheltered  workshop  within 
the  meaning  of  5  525  2ta>.  that  the 
clients  of  the  workshop  are  paid  com- 
mensurate with  their  productivity  at  the 
prevailing  rates  in  the  vicinity  in  regular 
commercial  Industry  maintaining  ap- 
proved labor  standards  for  the  type  of 
work  being  performed,  and  that  the 
clients  are  unable  toeam  the  applicable 
statutory  minimum  wage,  the  Adminis- 
trator or  his  authorized  representative 
shall  issue  a  special  certificate.  Other- 
wise he  shall  deny  a  special  certificate. 

(b)  If  a  special  certificate  is  Issued,  a 
copy  shall  be  sent  to  the  workshop.  If 
denied,  the  workshop  shall  be  notified 
In  writing  of  the  denial. 


(c)  A  special  certificate  may  be  Issued 
for  the  entire  workshop,  a  department  of 
the  workshop,  an  individual  handicapped 
client  or  any  combination  thereof. 

§  525.7      Terms  and  conditions  of  a  spe- 
cial cerlifirntf. 

(a>  A  special  certificate  shall  specify 
the  terms  and  conditions  under  which  it 
is  (^ranted. 

ib>  A  special  certificate  shall  apply  to 
every  handicapped  client  of  the  sheltered 
workshop  or  department  thereof,  for 
which  the  special  certificate  is  granted, 
(c^  A  special  certificate  shall  be  effec- 
tive for  a  period  to  be  designated  by  the 
Administrator  or  his  authorized  repre- 
sentative. Clients  may  be  paid  wages 
lower  than  the  statutory  minimum  only 
during  the  effective  period  of  a  special 
certificate. 

(d>  A  special  certificate  may  provide 
a  minimum  wage  rate  below  which  a 
client  may  not  be  paid  during  a  specified 
period  or  periods,  designated  as  "traln- 
InfT  period"  or  'training  periods",  to 
allow  for  evaluation  of  the  client's  ca- 
pacities and  for  job-training.  Such  rate 
may  apply  during  the  training  period  or 
periods  specified  to  a  client  who  has 
never  previously  worked  in  the  workshop, 
or  to  a  client  who  is  transferred  to  a 
skilled  or  semi-skilled  Job  In  the  work- 
shop at  which  he  has  never  previously 
worked,  or  to  a  client  who  has  returned 
to  the  workshop  after  such  period  of  sep- 
aration as  would  require  retraining. 

<e>  A  special  certificate  may  provide 
a  minimum  wage  rate  for  the  workshop 
or  minimum  wage  rates  for  departments 
of  the  work.shop  below  which  a  client 
may  not  be  paid  following  completion  of 
the  specified  training  period  or  periods, 
unless  a  lower  special  individual  wage 
rate  has  been  authorized  in  such  a  special 
certificate  for  a  client  who  is  unable  to 
cam  the  workshop  or  applicable  depart- 
ment minimum  wage  rate. 

(f>  The  wage  rates  paid  clients  work- 
ing at  time  rates  shall  be  based  on  the 
prevailing  rates  In  the  vicinity  In  regular 
commercial  Industry  maintaining  ap- 
proved labor  standards,  taking  into  ac- 
count the  type,  quality,  and  quantity  of 
the  work  produced  by  the  client.  In  no 
Instance,  however,  shall  wage  rates  be 
less  than  the  hourly  rate  or  rates 
specified  In  the  special  certificate. 

(g>  The  wage  rates  paid  clients  work- 
ing at  piece  rates  shall  not  be  le.«s  than 
prevailing  piece  rates  paid  non-handi- 
capped employees  In  the  same  work  In 
the  vicinity  In  regular  commercial  Indus- 
try maintaining  approved  labor  stand- 
ards. In  the  absence  of  Industry  piece 
rates,  time  studies  or  other  tests  may  be 
used  by  the  workshop  to  establish  piece 
rates.  Such  time  studies  should  be  made 
with  non-handicapped  persons,  although 
clients  may  be  used  In  those  situations 
where  they  are  not  handicapped  for  the 
type  of  work  being  tested  and  their  pro- 
duction Is  comparable  to  that  of  non- 
handicapped  persons  of  average  ability. 
The  base  hourly  rate  used  In  making 
time  studies  should  be  not  less  than  the 
prevailing  rate  In  regular  commercial 
industry  for  work  requiring  similar 
skill. 

(h)  Each  client  working  at  piece  ratei 
must  be  paid  his  full  piece-rate  eamlngi 
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but  not  less  than  the  hourly  rate  spec- 
ified In  the  special  certificate.  Pooling 
of  earnings  Is  not  permitted  except  where 
piece  rates  cannot  be  established  for 
each  Individual  worker,  e.g.,  in  a  team 
operation  where  each  worker's  individ- 
ual contribution  to  the  finished  product 
cannot  be  separately  tallied. 

(D  Clients  of  the  workshop  shall  be 
paid  not  less  than  time  and  one-half 
the  regular  rate  for  all  hours  over  forty 
worked  In  the  workweek. 

<j)  The  terms  of  any  special  certifi- 
cate may  be  amended  for  cause  upon 
request  of  the  sheltered  workshop  or 
handicapped  client  or  upon  the  initiative 
of  the  Administrator  or  his  authorized 
representative. 

§  525.8      Renewal  of  a  special  rertificale. 

(a)  Application  may  be  filed  for  re- 
newal of  any  special  certificate.  It  shall 
be  filed  In  the  same  manner  as  an  orig- 
inal application. 

<b)  If  an  application  for  renewal  has 
been  properly  and  timely  filed  prior  to 
the  expiration  date  of  a  special  certifi- 
cate, the  certificate  shall  remain  in  effect 
until  the  application  for  renewal  has 
been  granted  or  denied. 

(c>  Handicapped  clients  may  be  paid 
wages  less  than  the  statutory  minimum 
after  notice  that  the  application  for 
renewal  has  been  denied.  If  review  of 
such  denial  is  requested  In  accordance 
with  §525.13:  Provided,  however.  That 
if  the  denial  is  affirmed  on  review,  the 
sheltered  workshop  shall  reimburse  any 
person  covered  by  the  special  certificate 
in  an  amount  equal  to  the  difference 
between  the  applicable  minimum  wage 
and  any  lower  wage  paid  such  person 
subsequent  to  the  effective  date  of 
denial. 

§  525.9  Workers  other  than  handi- 
capped  clients  in  shrltet^d  work> 
shops.  I 

No  individual  who  is  not  a  handi- 
capped client  within  the  meaning  of 
i  525.2(b)  shall  be  employed  under  any 
special  certificate  Issued  pursuant  to  this 
part  at  wages  lower  than  the  minimum 
required  under  section  6  of  the  Act. 

§  525.10      Industrial   homework. 

A  special  certificate  issued  pursuant  to 
this  part  authorizes  a  sheltered  work- 
shop to  employ  a  handicapped  client  in 
or  about  a  home,  apartment,  tenement. 
or  room  In  a  residential  establishment, 
without  the  necessity  of  obtaining  a  spe- 
cial Industrial  homeworker's  certificate 
for  such  client  under  regulations  of  the 
Administrator  governing  the  employ- 
ment of  Industrial  homeworkers;  nor 
shall  it  be  necessary  for  a  sheltered  work- 
shop to  obtain  a  special  Industrial  home- 
worker's  certificate  for  clients  working  in 
or  about  a  home,  apartment,  tenement, 
or  room  in  a  residential  establishment. 
who  are  earning  the  minimum  required 
under  section  6  of  the  Act.  i 

(Sec.  11.  52  Stat   1066,  as  amended;  39  U.S.C. 

211) 

§  525.11      Records  to  be  kept. 

<a)   Every   sheltered   workshop  shall' 
keep,  maintain  and  have  available  for 
inspection  by  the  Administrator  or  his 
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authorized  representative  at  all  times  a 
record  of  the  nature  of  each  client's  dis- 
ability and  records  that  reflect  the  pro- 
ductivity of  each  client  on  a  continuing 
basis  or  at  periodic  &itervals  not  exceed- 
ing 6  months,  and  in  addition  the  rec- 
ords required  under  all  of  the  applicable 
provisions  of  Part  516  of  this  chapter. 
except  that  any  provision  pertaining  to 
homeworker's  handbooks  shall  not  be 
applicable  to  clients  of  a  sheltered  work- 
shop working  in  or  about  a  home,  apart- 
ment, tenement,  or  room  in  a  residential 
establishment. 

(b)  ,^ery  sheltered  workshop  engaged 
in  interstate  commerce  or  in  the  produc- 
tion of  goods  for  interstate  commerce 
shall  at  all  times  post  a  poster,  as  pre- 
scribed by  the  Administrator.  In  a  con- 
spicuous place  in  the  workshop  where 
it  may  be  observed  readily  by  the  handi- 
capped clients  and  other  workers  In  the 
workshop. 

(Sec.  11.  61  Stat.  1066,  as  amended;  29  U.S.C. 
211) 

§  525.12      Cancellation  of  a  special  cer- 
tificate. 

(a)  The  Administrator  or  his  author- 
ized representative  may  cancel  any  spe- 
cial certificate  for  caiise.  A  special  cer- 
tificate may  be  canceled  (1)  as  of  the 
date  of  issuance,  if  it  Is  found  that  fraud 
has  been  exercised  In  obtaining  the  spe- 
cial certificate  or  in  permitting  a  handi- 
capped client  to  work  thereunder;  (2)  as 
of  the  date  of  violation,  if  it  is  found  that 
any  of  the  provisions  of  the  Act  or  of  the 
terms  of  the  special  certificate  have  been 
violated;  or  (3)  as  of  the  date  of  notice 
of  cancellation,  if  it  Is  found  that  the 
special  certificate  is  no  longer  necessary 
in  order  to  prevent  curtailment  of  op- 
portunities for  employment,  or  that  the 
requirements  of  this  part  have  not  been 
compiled  with. 

(b)  If  a  petition  for  review  Is  filed  un- 
der 1525.13.  the  effective  date  of  the 
cancellation  shall  be  postponed  until  ac- 
tion la  taken  thereon:  Provided,  however. 
That  if  the  cancellation  order  Is  affirmed 
on  review,  the  workshop  shall  reimburse 
any  person  covered  by  the  special  cer- 
tificate in  an  amount  equal  to  the  dif- 
ference between  the  applicable  minimum 
wage  and  any  lower  wage  paid  such  per- 
son subsequent  to  the  effective  date  of 
cancellation. 

(c)  Except  in  cases  of  willfulness  or 
those  in  which  the  puttie  Interest  re- 
quires otherwise,  before  any  special  cer- 
tificate shall  be  canceled,  facts  or  con- 
duct which  may  warrant  such,  action 
shall  be  called  to  the  attention  of  the 
sheltered  workshop  in  writing  and  It 
shall  be  afforded  an  opportunity  to 
demonstrate  or  achieve  compliance  with 
all  lawful  requirements. 

§  525.13     Review. 

Any  person  aggrieved  by  any  action  of 
an  authorized  representative  of  the  Ad- 
ministrator taken  pursuant  to  this  part 
may,  within  15  days  or  such  additional 
time  as  the  Administrator  may  allow. 
file  with  the  Administrator  a  petition  for 
review.  Such  review,  if  granted,  shall  be 
made  either  by  the  Administrator  or  by 
an  authorized  representative  who  took 
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no  part  In  the  action  under  review,  who 
may,  to  the  extent  he  deems  it  appropri- 
ate, afford  other  interested  persons  an 
opportunity  to  present  data  and  views. 

§  525.14      Submission  of  information,  in- 
vestigations, and  hearings. 

The  Administrator  or  his  authorized 
representative  may  require  at  any  time 
the  submission  of  such  information, 
other  than  that  specified  elsewhere  in 
this  part,  as  is  deemed  appropriate,  or 
may  conduct  an  Investigation,  which 
may  Include  a  hearing  prior  to  taking 
any  action  pursuant  to  this  part.  To  the 
extent  he  deems  appropriate,  the  Ad- 
ministrator or  his  authorized  represent- 
ative may  provide  an  opportimity  to 
other  Interested  persons  to  present  data 
and  views. . 

§  525.15      Relation   to  other  laws. 

Nothing  contained  In  this  part  shall 
be  construed  as  authorizing  any  act  that 
Is  contrary  to  any  Federal  or  State  law 
or  municipal  ordinance. 

§525.16     Amendment  of  this  part. 

The  Administrator  may  at  any  time 
upon  his  own  motion  or  upon  written 
request  of  any  Interested  person  setting 
forth  reasonable  ground  therefor,  and 
after  opportunity  has  been  given  to 
interested  persons  to  present  their  views, 
amend  or  revoke  any  of  the  terms  of  this 
part. 

|P.R.     Doc.     62-182;     Plied.     Jan.     5,     1962; 
8:53  ajn.J 


Title  32— NATIONAL  DEFENSE 

Chapter  V — Department  of  the  Army 

SUBCHAPTER  A— AID  OF  CIVIL  AUTHORITIES 
AND  PUBLIC  RELATIONS 

PART  502— DISASTER  RELIEF 

Relief  Shipments 

Sections  502.10  and  502.12  are  revoked 
and  iS  502.11  is  revised,  to  read  as  follows: 

§  502.11  Commercial  freight  shipments 
of  Hupplies  by  voluntary  non-profit 
relief  agencies. 

(a)  Scope  of  section.  Provided  In  this 
section  are  the  rules  under  which  the 
Department  of  the  Army,  in  order  to 
further  the  efficient  use  of  United  States 
voluntary  contributions  for  relief  in  the 
foreign  country  hereinafter  named,  will 
pay  ocean  freight  charges  from  United 
States  ports  to  designated  foreign  ports 
of  entry  on  supplies  donated  to  or  pur- 
chased by  United  States  voluntary  non- 
profit relief  agencies  registered  with  and 
recommended  by  the  Advisory  Commit- 
tee on  Voluntary  Foreign  Aid  (called 
"the  Committee"  in  this  section),  for 
distribution  In  the  Ryukyu  Islands. 

(b)  Agencies  within  scope  of  this  sec- 
tion. Any  United  States  voluntary  non- 
profit relief  agency  may  make  applica- 
tion to  the  Chief  of  Civil  Affairs.  Depart- 
ment of  the  Army,  Washington  25.  D.C., 
for  reimbursement  of  ocean  freight 
charges  on  shipments  of  supplies  do- 
nated to  or  purchased  by  it  for  distribu- 
tion within  the  foreign  country  listed  in 
paragraph  (a)  of  this  section,  Provided: 
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(1)  The  aerency  Is  reglatered  with  and 
recommended  by  the  Committee  to  the 
Department  of  the  Army ; 

(2)  The  supplies  are  within  the  gen- 
eral program  and  projects  of  the  agency 
as  previously  submitted  to  and  approved 
by  the  Committee  and  are  essential  In 
support  of  such  programs  and  projects; 

(3)  The  agency's  representatives  to 
whom  the  supplies  are  consigned  for  dis- 
tribution abroad  are  acceptable  to  the 
Committee: 

(4)  The  Committee  has  notified  the 
Department  of  the  Army  that: 

(1)  The  agency  is  not  engaged  in 
commercial  or  political  activities; 

(II)  Contributions  to  the  agency  are 
eligible  for  tax  exemption  under  Income 
tax  laws; 

(III)  The  agency  Is  directed  by  an  ac- 
tive and  responsible  board  of  American 
citizens  who  serve  without  compensa- 
tion; 

(Iv)  The  accounts  of  the  agency  are 
regularly  audited  by  a  certified  public 
accountant ; 

(v)  The  agency  currently  reports  Its 
activities  and  operations  to  the  Commit- 
tee Including  its  budget  and  reports  of 
income  and  expenditures,  its  transfer 
of  funds,  and  its  exports  of  commodities 
and  such  other  ir^ormatlon  as  the  Com- 
mittee may  deem  necessary,  and  such 
reports  are  open  for  public  Inspection ; 

(vl)  The  general  program  and  proj- 
ects by  countries  of  operation  of  the 
agency  have  been  approved  by  the  Com- 
mittee to  permit  the  coordination  of  pri- 
vate agency  programs  with  each  other 
and  with  the  programs  of  the  Depart- 
ment of  the  Army  in  the  Ryukyu  Islands ; 

(vtl)  The  Oovemment  of  the  country 
In  which  the  supplies  are  distributed  af- 
fords appropriate  facilities  for  the  nec- 
essary and  economic  operation  of  the 
agency's  general  program  and  projects; 

(vlli)  The  supplies  are  free  of  customs 
duties,  other  duties,  tolls,  and  taxes; 

(Ix)  The  agency  has  assimied  respon- 
sibility for  noncommercial  distribution 
of  the  supplies  free  of  cost  to  the  person 
or  persons  ultimately  receiving  them  and 
distribution  of  the  supplies  is  supervised 
by  United  States  citizens,  and  such  op- 
erations are  appropriately  identified  as 
to  their  American  character. 

(c)  Manner  of  payment  of  ocean 
freight  charges.  (1)  The  Department  of 
the  Army  will  reimburse  agencies  qual- 
ified under  this  section,  to  the  extent  of 
ocean  freight  charges  paid  by  them  for 
shipments  made  in  conformity  with  this 
section:  Provided.  That  application  for 
such  reimbursement  on  shipments,  must 
be  submitted  to  the  Department  within 
thirty  days  of  date  of  shipment,  together 
with  receipted  Invoices  for  such  charges, 
supported  by  ocean  bills  of  lading,  show- 
ing that  such  charges  are  limited  to  the 
actual  cost  of  transportation  of  the  sup- 
plies from  end  of  ship's  tackle  at  the 
United  States  port  of  loading  to  end  of 
ship's  tackle  at  port  of  discharge,  cor- 
rectly assessed  at  the  time  of  loading 
by  the  carrier  for  freight  on  a  weight, 
measurement  or  unit  basis,  and  free  of 
any  other  charges. 

(2)  The  voluntary  non-profit  relief 
agencies  which  qualify  under  this  sec- 
tion may  apply  to  the  CfiBce  of  the  Chief 
of  Civil  Affairs,  Department  of  the  Army, 
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Washington  25,  DC,  for  authorization 
to  make  shipments  via  Military  Sea 
Transportation  Service  vessels,  in  con- 
formity with  this  section.  Upon  ap- 
proval of  the  request,  the  Chief  of  Civil 
Affairs  will  issue  a  Department  of  Army 
Approved  Part  Program  authorizing 
shipment  from  a  designated  Port  of  Em- 
barkation to  end  of  ship's  tackle  at  port 
of  discharge,  and  including  fund  citation 
for  reimbursement  of  Chief  of  Transpor- 
tation. All  costs  of  Inland  transporta- 
tion are  to  be  borne  by  the  voluntary 
agencies. 

(d)  Refund  by  agencies  Any  agency 
reimbursed  under  this  section  will  refund 
promptly  to  the  Department  of  the  Army 
upon  demand  the  entire  amount  reim- 
bursed I  or  such  lesser  amount  as  the 
Department  may  demand '  whenever  it 
is  determined  that  the  reimbursement 
was  Improper  as  being  in  violation  of  any 
of  the  provisions  of  the  Foreign  Asslst- 
tuice  Act  of  1948.  any  acts  amendatory 
thereof  or  supplemental  thereto,  any 
relevant  appropriation  acts,  or  any  rules, 
regulation  or  procedures  of  the  Depart- 
ment of  the  Army. 

(e)  Saving  clause.  The  Secretary  of 
the  Army  may  waive,  withdraw,  or 
amend  at  any  time  or  from  time  to  time 
any  or  all  of  the  provisions  of  this 
section. 

(Rega.    December    21.    1001.    CA  EA|      (Sec 
3012.  70A  Stat    167;  10  U  S  C  3012      Interpret 
or  apply  Title  II.  Public  Law  87  329.  Septem- 
ber 30.  1061.  75  SUt.  710) 

Julian  A.  Wilson. 
Major  General.  U  S.  Army, 
Acting  The  Adjutant  General. 

[PR.     Doc.     82-lM:     Piled,     Jan.     6.     1962; 
8 : 40  am  I 


Title  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  interior 

APPENDIX— PUBLIC    LAND    OtOERS 

[Public  Land  Order  2579] 

(Idaho  012028] 

IDAHO 

Revoking  Stock  Driveway  Withdraw- 
als in  Whole  or  in  Part  (Nos.  226, 
261,   271) 

By  virtue  of  the  authority  vested  in 
the  Secretary  of  the  Interior  by  section 
10  of  the  act  of  December  29.  1916  (39 
Stat.  865;  i3  U.S.C.  300'.  as  amended,  it 
is  ordered  as  follows: 

All  departmental  orders,  including 
those  of  August  5.  1931.  February  23, 
1945.  and  September  10.  1940.  reserving 
lands  for  stock  driveways  under  author- 
ity of  the  act  of  December  29,  1916 
(supra),  are  hereby  revoked  so  far  as 
they  affect  the  following  described  lands: 

Boise  Mzuoun 

idaho  countt 

T.  29  N..R.  1  E.. 

Sec.  5.  lot2andSViNE>4. 
T.  29  N.,  R  8B. 

Sec  7.  S'jSEVi  and  SE';SW'/;: 


Sec.  8.84SWV4  andSWi^SE'4; 

Sec.  17,  NViNE'h  andSEUNE'4. 
T  30N  ,R   1  W  . 

Sec.   25.   lota  4.  8.  7.  8.  and   10. 
T  28  N,  R  2  W  . 

Sec  15,  lots  1,2.  3.  and  SWi,4NE%; 

Sec.  23,  lota  1.  3.  4.  and  5. 
T  29N  ,R  3  W  , 

Sec.  5,  lots   3,  5.  6.   SE'^NW^;.  and  8W^ 
SW  '4 : 

Sec   6.  lots  7  and  12; 

Sec,   7.  lota    1,   6.   7,   SE^NEi;.   8Ei,iSWV4. 
and  W>^SE>4, 

Sec   18.  W',,Eij  andSE';SE«,4; 

Sec    19,  E'jNE'*; 

Sec  20,  SW>4NWi,4  and  W'^SWVi; 

Sec.   27,    lou    1.   2.   SW'/^NWV*.   and    NE^ 
SW'^; 

Sec  28,  lot  3; 

Sec  29,  lota  1,  2,  3,  and  4; 

Sec  34.  lots  1.2,3.  4.  andNW^NEV;. 
T  30  N  .  R  3  W  . 

Sec  5.  lou  1,6.  7.  8,  and  SW^SWV;: 

Sec  a,  lot  11; 

Sec  7.  lota  1.  6.  7,  and  12; 

Sec   18,  lota  1.  4,  5.  and  10; 

Sec   19,  lots  1,6.  7,  and  12; 

Sec   20.  SW'^SWi,*; 

Sec.    29,    lota    1,    3,    4.    7.    8E>/48E>4,    and 
NE'4NW'4; 

Sec  30,  lot  1; 

Sec  32,  lota  1  and  4. 

LTWIS  COUWTT 

T  31  N.R  3  W  . 

Sec.  26.  lota  3.  4.  7.  8.  and  8E>48WV4; 
Sec  27.  lot  5. 

NrZ  PmCE  COVNTT 

T  31  N    R  3  W  . 

Sec  28,  lots  4  and  5; 
Sec.  32.  lot  3: 

Sec  33.  lota  1.  3.  4,  and  SW^SWy*. 
T.  31  N  ,  R    4  W  . 

Sec  ai,SW'4NE>4  andSE'4; 
Sec  27.  W',,; 
Sec  28.  NE'4; 
8ec.34.  N'aNW>4. 

The  areas  described  aggregate  4.551  80 
acres.  They  are  in  part  withdrawn  for 
other  purposes,  or  patented. 

2.  The  lands  are  situated  in  Idaho.  Nez 
Perce  and  Lewis  Counties.  They  are 
characterized  generally  by  extremely 
steep  slopes,  deep  canyons  and  sharp 
draws.  Soil  is  mainly  fine  to  coarse  sand. 
The  greater  part  of  the  area  sustains 
little  vegetative  cover. 

3.  The  public  lands  released  from 
withdrawal  by  this  order  are  hereby 
restored  to  the  operation  of  the  public 
land  laws,  subject  to  valid  existing  rights 
and  equitable  claims,  the  requirements 
of  applicable  law.  rules  and  regulations, 
and  the  provisions  of  any  existing  with- 
drawals, provided  that  until  10:00  am, 
on  July  3.  1962.  the  State  of  Idaho  shall 
have  a  preferred  right  to  apply  to  select 
the  lands  in  accordance  with  subsection 
drawals.  provided  that  until  10:00  am., 
(c)  of  section  2  of  the  act  of  August  27, 
1958  (72  Stat.  928;  43  U.S.C.  851,  852). 
They  have  been  open  to  mineral  leasing 
and  mining  location. 

Inquiries  concerning  the  lands  should 
be  addressed  to  the  Manager,  Land  Of- 
fice, Bureau  of  Land  Management,  Boise, 
Idaho. 

John  A.  Carver,  Jr.. 

Assistant  Secretary  of  the  Interior. 

January  2,  1962. 

[PJl.    Doc.    a2-l«l:     Plied,    Jan.    B.     19at 
8:48  a.m.] 


Saturday,  January  6,  1962 

(Public  Land  Order  2S80] 
[56486] 

UTAH 

Portly  Revoking  Forest  Service  Admin- 
istrative Site  Withdrawals  (Cache 
National   Forest)  . 

By  virtue  of  the  authority  vested  In 
the  President,  and  pursuant  to  Execu- 
tive Order  No.  10355  of  May  26,  1952. 
It  IS  ordered  as  follows: 

1  The  Departmental  order  of  Jxme  5, 
1908,  and  Public  Land  Order  No.  694  of 
December  26,  1950,  so  far  as  they  with- 
drew the  following  described  lands  for 
use  of  the  Forest  Service  for  adminis- 
trative sites,  are  hereby  revoked: 

Salt  Lakk  Mxbioian 

cache  national  rorest 

Elk  Valley  Adminiitrative  Site 

T   12  N  .  R.  4E  . 
Sec.  33.N'aSEi4.  I 

Containing  approximately  80  acres. 

High  Creek  Adminittrativ€  Site 

T  14  N  .R,2E.. 
Bee   O.N'aSViiS'i. 
Containing  approximately  80  acre*. 

2  Beginning  at  10:00  a.m.,  on  Feb- 
ruary 7,  1962,  the  lands  shall  be  open 
to  such  forms  of  disposition  as  may  by 
law  be  made  of  national  forest  lands. 


John  A.  Carver.  Jr. 

Assistant  Secretary  of  the  Interior. 


January  2. 1962. 


I 


|FR     Doc      62   162;     Piled.     Jan.     5,     1963: 
8:48    a.m.] 
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I  Public  Land  Order  2681  ] 
I  Arizona  026592 1 

ARIZONA 

Withdrawing  Lands  Within  Tonto  Na- 
tional Forest  for  School  Purposes 

By  virtue  of  the  authority  vested  In 
the  President,  and  pursuant  to  Execu- 
tive Order  No.  10355  of  May  26,  1952, 
it  is  ordered  as  follows: 

Subject  to  valid  existing  rights,  the 
following  described  lands  within  the 
Tonto  National  Forest,  Ariaona,  are 
hereby  withdrawn  from  prospecting,  lo- 
cation, entry  and  purchase  under  the 
mining  laws  of  the  United  States  under 
jurisdiction  of  the  Forest  Service,  De- 
partment of  Agriculture,  for  school 
purposes: 

OiLA   AND   Salt  Rives   Mekibiam 
TONTO  National  forest 
T    10  N.,  R.  10  E..  I 

Sec.  4,  NW'^SEVi    and  Wi/jNE^SR^. 

(60)  acres.) 

JOHIf    A.    CARVKIl.Jr., 

Assistant  Secretary  of  the  Interior. 
January  2, 1962.  i 

(PR.    Doc.    63-168;     PUed.    Jan.    6.    lOttl; 
8:48  ajn] 
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[Public  Land  Order  3682] 
[1030461] 

ALASKA 

Porfly  Revoking  Executive  Order  No. 
6039  of  February  20,  1933 

By  virtue  of  the  authority  vested  In 
the  President  and  piu-suant  to  Execu- 
tive Order  No.  10355  of  May  26.  1952, 
It  Is  ordered  as  follows: 

1.  Executive  Order  No.  6039  of  Febru- 
ary 20.  1933.  as  amended  by  Executive 
Order  No.  8442  of  June  12,  1940,  and 
as  modified  by  Public  Land  Order  No. 
1612  of  April  4.  1958,  and  which  reserved 
public  lands  In  Alaska  for  use  of  the 
War  Department  as  a  radio  station,  is 
hereby  revoked  so  far  as  It  affects  the 
following-described  lands: 

KODIAK   TOWNsm 
U.S.    SmvXT    3S38    A 

Parcel  A 

From  the  southweit  comer  of  the  Inter- 
MCtlon  of  etb  Avenue  and  Mill  Bay  Road, 
Mid  corner  being  the  point  of  beginning, 
thence : 

8.  47*24'  W..  344.32  feet  to  corner  No.  2; 
8.  03*19'  W..  151.00  feet  to  corner  No.  3; 
8.  84*4S'  K..  450.01  feet  to  corner  No.  4; 
N.  55*17'  E.,  30.4S  feet  to  corner  No.  6;  N. 
84*48'  W.,  850  feet  to  corner  No.  6;  N.  66°  17' 
■.,  460  fMt  to  corner  No.  7;  N.  34°43'  W., 
138.00  feet  to  comer  No.  1,  which  is  the  point 
of  beginning. 

Containing  1.33  acres. 

Parcel  B 

Beginning  at  corner  No.  9.  U.S.  Survey  No. 
1272,  thence: 

North,  131.67  feet  to  a  point  that  coincides 
with  the  eouth  comer  of  the  A.C.S.  Reserva- 
tion boimdary:  N.  66*  17'  E..  1681.67  feet  to 
the  true  point  of  beginning,  which  coincides 
with  the  east  corner  of  the  A.C.S.  Reservation 
boundary;  N.  34*43'  W.,  460  feet  to  a  point  on 
the  A.CJB.  Reservation  boundary;  8.  66*17' 
W.,  460  feet  to  a  point;  S.  34*43'  E.,  460  feet 
to  a  point:  N.  65*17'  E.,  460  feet  along  the 
A.C.S.  Reservation  boundary,  to  the  true 
point  of  beginning. 

Containing  4.86  acres. 

2.  Until  10:00  a.m.,  on  April  3. 1962.  the 
State  of  Alaska  shall  have  a  preferred 
right  to  select  the  lands  In  accordance 
with  and  subject  to  the  limitations  and 
requirements  of  the  Act  of  July  28.  1956 
(70  Stot.  709;  48  U.S.C.  46-3b),  and  sec- 
tion 6g  of  the  Alaska  Statehood  Act  of 
July  7,  1958  (72  Stat.  339).  Thereafter, 
the  lands  wlU  not  be  subject  to  disposi- 
tion under  the  public  land  laws  unless 
and  until  It  is  so  provided  by  order  of 
an  authorized  officer  of  the  Biu-eau  of 
Land  Management. 

Inquiries  concerning  the  lands  should 
be  addressed  to  the  Manager,  Land  Of- 
fice. Bureau  of  Land  Management,  An- 
chorage. Alaska. 

JoHir  A.  CARvca,  Jr., 
Assistant  Secretary  of  the  Interior. 

jANUAtT  2.  1962. 

[FJl.    Doe.    62-164;    Filed,    Jan.    8,    1969; 
8:46  aja.] 
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[Public  Land  Order  2583  ] 
ALASKA 


Revolcing  Public  Land  Order  No.  2163 
of  July  15,  1960  and  Departmental 
Order  of  July  8,  1947;  Opening 
Public  Lands 

By  virtue  of  the  authority  contained 
in  section  4  of  the  act  of  May  24,  1928 
(45  Stat.  729;  49  U.S.C.  214),  and  other- 
wise, It  is  ordered  as  follows: 

[1935568] 

1.  The  departmental  order  of  July  "8, 
1947,  adding  the  following  described 
lands  to  Air  Navigation  Site  No.  167,  is 
hereby  revoked: 

Coppia  RivB  Mkbuun 

T.4N..  R.  1  W., 

Sec.  6.  NW 1/4. 
T.  6N..  R.  1  W., 

Sec.  31,  S'/a. 

Aggregating  469.69  acres. 

[Anchorage  039164] 

2.  Public  Land  Order  No.  2163  of  July 
15,  1960,  reserving  1.89  acres  In  the 
SW«/4  of  sec.  23.  T.  4  N.,  R.  2  W.,  Copper 
River  Meridian,  for  use  of  the  Bureau  of 
Sport  Fisheries  as  an  administrative 
site  is  hereby  revoked.  The  lands  have 
been  conveyed  to  the  State  of  Alc^ka. 

[  Anchorage  05 1064  ] 

3.  Public  Land  Order  No.  616  of  No- 
vember 15,  1949,  revoked  Public  Land 
Order  No.  46  of  October  8,  1942,  so  far  as 
the  latter  affects  the  following  described 
landG,  but  barred  the  initiation  of  any 
rights  in  the  lands  or  any  disposition 
thereof  under  the  public  land  laws  pend- 
ing issuance  of  an  order  of  classification 
and  opening  under  the  Small  Tract  Act 
of  June  1,  1938  (52  Stat.  609;  43  U.S.C. 
682a) : 

Coppxa  RivEa  Mbudiam 

T.  4N.,  R.  1  W., 

Sees.  7  and  18: 

Sec.  19,  NE14  and  WV^. 
T.  4N..R.  2W., 

Sees.  20  to  24,  incl. 

Aggregating  about  3,680  acres. 

Some  of  the  lands  have  been  classified, 
disposals  have  been  made  of  others,  and 
portions  are  otherwise  withdrawn  or  are 
within  outstanding  claims.  Further 
small  tract  planning  has  been  aban- 
doned. Specific  Information  concern- 
ing the  status  of  any  of  the  lands  may 
be  obtained  by  inquiring  of  the  Manager 
of  the  Land  Office,  Bureau  of  Land  &fan- 
agement,  Anchorage  Alaska.  About 
2,331  acres  are  public  land. 

4.  The  pubUc  lands  released  from 
withdrawal  by  this  order  are  hereby  re- 
stored* to  the  operation  of  the  public 
land  laws  subject  to  valid  existing  rights 
and  equitable  claims,  the  requirements 
of  applicable  law,  rules  and  regulations, 
and  the  provisions  of  any  existing  with- 
drawals, provided,  that  until  10:00  ajn., 
on  AprU  3, 1962,  the  State  of  Alaska  shall 
have  a  preferred  rigkt  to  select  the  lands 
in  accordance  with  and  subject  to  the 
limitations  and  requirements  of  the  act 
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of  July  28.  1956  (70  Stat.  709;  48  U.S.C. 
46-3b) ,  section  6(g)  of  the  Alaska  State- 
hood Act  of  Jxoly  7.  1958  (72  Stat.  339). 
ani  the  regxilations  In  43  CFR  Part  76. 

Inquiries  concerning  the  lands  should 
be  addressed  to  the  Manager.  Land 
Office,  Bureau  of  Land  Management. 
Anchorage,  Alaska. 

John  A.  Carver.  Jr.. 
Assistant  Secretary  oj  the  Interior. 

jAlfTTARY   2,    1962. 

(F.R.     Doc.     82-165:     Filed,     Jar      5.     1962; 
8  48  am  I 


Title  46— SHIPPING 

Chopter  I — Coast  Guard,  Department 
of  the   Treasury 

SUBCHAPTER   Q — SPECIFICATIONS 
[CGFR  61-82) 

PART   164 — MATERIALS 

Costs  of  Pre-Approval  Tests  of  Mate- 
rials, and  Statutory  Authorities  for 
Material  Specifications 

The  purpose  for  the  amendments  to 
46  CFR  164.006-5(0  (4),  164.008-4(0  (2) , 
and  164.009-4(0)  is  to  change  the  pro- 
cedures for  approval  to  agree  with  pres- 
ent practices  followed  by  the  National 
Bureau  of  Standards.  In  lieu  of  re- 
quiring a  check  to  cover  estimated  costs 
of  the  tests  the  manufacturer  will  be 
required  to  submit  a  commitment  stat- 
ing he  will  reimburse  the  National  Bu- 
reau of  Standards  for  the  costs  of  the 
tests  when  billed  by  them.  The  National 
Bureau  of  Standards  no  longer  requires 
advance  payment  of  estimated  costs  of 
tests  to  be  made  by  check  payable  to  the 
Treasurer  of  the  United  States.  The 
revised  procedures  require  the  payment 
be  made  direct  to  the  National  Bureau  of 
Standards.  

In  accordance  with  1  CFR  13.46.  the 
citations  of  authority  in  46  CFR  Part 
164  are  brought  up  to  date. 

Because  the  amendments  to  the  regu- 
lations in  this  document  are  changes  in 
procedures,  or  changes  considered  to  be 
editorial  in  nature,  it  is  hereby  found 
that  compliance  with  the  Administra- 
tive Procedure  Act  (respecting  notice  of 
proposed  rule  making,  public  rule  making 
procedures  thereon  and  effective  date 
requirements  thereof)  is  impracticable 
and  unnecessary. 

By  virtue  of  the  authority  vested  in  me 
as  Commandant,  United  States  Coast 
Guard,  by  Treasury  Department  Orders 
120,  dated  July  31.  1950  (15  F.R.  6521), 
167-14.  dated  November  26,  1954  (19 
¥R.  8026),  167-20,  dated  June  18.  1956 
(21  F.R.  4894).  CGFR  56-28.  dated  July 
24.  1956  (21  F.R.  5659) .  and  167-38,  dated 
October  26,  1959  (24  F.R.  8857).  the  fol- 
lowing amendments  are  prescribed  and 
shall  be  in  effect  on  and  after  the  date 
of  publication  of  this  document  in  the 
Federal  Register  : 

Subpart  164.001 — Cork,  Sheet,  for 
Merchant  Vessels 

1.  The  authority  note  for  the  sections 
in  Subpart  164.001  is  amended  to  read 
as  follows: 


RULES  AND   REGULATIONS 

AuTHoniTY  §5  164001-1  to  164001-5  In- 
terpret or  apply  RS  4417a.  oa  amended. 
4426.  aa  amended.  4488.  as  amended,  4491. 
sees  1.  2.  49  Stat.  1644.  1645,  aa  amended, 
»ccs  6,  17.  54  Stat.  164,  as  amended,  166,  as 
nmendcd.  sec  3.  54  Stat  347.  as  amended,  sec 
3.  70  Stat  152.  sec  3,  68  Stilt  675.  46  USC 
391a,  404,  481,  489.  367.  526e,  526p.  1333, 
390b,  50  U  S  C  198:  E  O  1C402,  17  F  R  9917, 
3  CFR,  1952  Supp 

Subpart  164.002 — Balsa  Wood  for 
Merchant  Vessels 

2.  The  authority  note  for  the  sections 
in  Subpart  161.00L'  is  amended  to  read 
as  follows: 

ArTHOBiTT  5  5  164  002  1  to  164  002  6  In- 
terpret or  apply  R  -S  4417.i.  as  amended.  4426. 
as  amended.  4488.  as  amendetl,  4491,  as 
amended,  sees  1,  2,  49  SUit  1544,  1545,  as 
amended,  sees  G.  17.  54  Stat  164.  as  amended. 
166,  as  amcndf^d,  sec  3.  54  Stat  347.  aa 
amended,  sec  3.  70  St.it  152,  sec  3.  68  Stat 
675:  46  USC  391a,  404.  481.  489.  367,  526e, 
526p.  1333,  390b,  50  USC  198,  E  O.  10402. 
17  PR   9917,  3  CFR,  1952  Hupp 

Subpart    164.003 — Kapok,    Processed 

3,  The  authority  note  for  the  sections 
in  Subpart  164.003  is  amended  to  read  as 
follows: 

Authoritt:  §§164003  1  to  164003-5  In- 
terpret or  apply  R  S  4417.i.  as  amended.  4426, 
as  amended.  4488.  as  amended,  4491,  as 
amended,  sees  1,  2,  49  Stat  1544,  1545.  aa 
amended,  sees  6,  17,  54  Stat  164  as  amended, 
166,  as  amended,  sec.  3,  54  Stat.  347,  aa 
amended,  sec  3,  70  Stat  152.  sec  3.  68  Stat. 
675;  46  USC  391a,  404,  481.  489.  367,  526e. 
626p,  1333,  390b,  50  USC  198:  EO  10402, 
17  F  R   9917,  3  CFR.  1952  Supp 

Subpart  164.006 — Deck  Coverings  for 
Merchant  Vessels 

4,  The  authority  note  for  the  sections 
in  Subpart  164.006  is  amended  to  read  as 
follows: 

AuTHORrrT:  55  164006-1  to  164  006  5  In- 
terpret or  apply  R  S.  4417.  as  amended,  4417a. 
as  amended,  4418.  as  amended,  4426,  as 
amended,  4488.  as  amended,  sec  5,  49  Stat. 
1384,  as  amended,  sees.  1,  2,  49  Stat.  1544, 
1545,  as  amended,  sec  3,  54  Stat  347,  aa 
amended,  sec  3,  70  Stat.  152,  sec  0,  68  st.it 
675:  46  use.  391,  3Sla,  392,  404,  481.  369, 
367,  1333,  390b.  50  USC.  198:  EO  10402,  17 
F  R  9917,  3  CFR,  1952  Supp 

5.  Section  164. 006-5IC' i4»  is  amended 
to  read  as  follows : 

§  164.006—5      Procedure    for    appro%nI. 
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(4>  A  commitment  that  he  will  reim- 
burse the  National  Bureau  of  Standards 
for  the  cost  of  the  tests  when  bUled  by 
them. 

(R.S.  4405,  as  amended,  4462,  as  amended; 
46  use  375,  416) 

Subpart   164.008 — Bulkhead   Panels 
for  Merchant  Vessels 

6.  The  authority  note  for  sections  in 
Subpart  164.008  is  amended  to  read  as 
follows : 

Authoritt:  {|  194  008-1  to  184  008-4  In- 
terpret or  apply  R.S.  4417.  aa  amended,  4417a, 
aa  amended,  4418,  slb  amended,  4420,  aa 
amended.  4488,  aa  amended,  sec.  5,  49  Stat. 
1884,  aa  amended,  sees.   1.  2.  49  Stat    1544, 


1646,  as  amended,  sec  3,  64  Stat.  347,  aa 
amended,  sec  3,  70  Stat  152,  sec  3,  68  Stat 
876;  48  USC  391,  391a,  392,  404.  481,  369, 
367,  1333,  390b,  50  USC  198;  EO.  10402, 
17  F  R  9917,  3  CFR,  1952  Supp. 

7.  Section  164.008-4ic>  t2)  is  amended 
to  read  as  follows: 

§   I (>  1.001^1      rru4<Mlurr    fur   approval. 


(2 1  A  commitment  from  the  manu- 
facturer that  he  will  reimburse  the  Na- 
tional Bureau  of  Standards  for  the  cost 
of  the  tests  when  billed  by  them  shall  be 
submitted  to  the  Coast  Guard  prior  to 
testing. 

(RS    4405,   as  amended,  4482,  a.s  amended: 
46  use  375,  416  ) 

Subpart     164.009 — Incombustible 
Materials  for  Merchant  Vessels 

8.  The  authority  note  for  the  sections 
in  Subpart  164  009  is  amended  to  read 
as  follows: 

Adthority:  5  5  164  00&1  to  164.009-4  In- 
terpret or  apply  R  S  4417.  as  amended,  4417a, 
as  amended,  4418.  as  aniended.  4426,  as 
amended,  4488,  as  amended,  sec  5,  49  Stat 
1384,  aa  amended,  sees  1,  2,  49  Stat.  1544, 
1545,  as  amended,  sec  3,  54  Stat.  347.  as 
amended,  sec  3,  70  Stat  152.  sec  3.  68  Stat 
676;  46  USC  391,  391a.  392,  404,  481,  369. 
367,  1333,  390b,  50  USC  198,  E  O.  10402,  17 
FR    9917,  3  CFTl,  1952  Supp. 

9.  Section  164  009--4ic>  is  amended  by 
adding  a  subparagraph  (3>  reading  as 
follows: 

§   161.009-1       l*ro<«-cliirc    fi)r    approval. 


(3)  A  commitment  that  he  will  reim- 
bur.se  the  National  Bureau  of  Standards 
for  the  cost  of  the  tests  when  billed  by 
them. 

(RS    4405,   as   amended,   4462,   as   amended; 
48USe   375,  4161 

Dated:  December  28,  1961. 

[seal]  J.    A.    HiRSHFIELD, 

Vice  Admiral.  U.S.  Coast  Guard. 

Acting  Commandant. 

[FR      Doc      62-175;     Filed,     Jan.     5,     1963; 
8  52  a  m  I 


Title  47— TELECOMMUNICATION 

Chapter    I — Federal    Communications 
Commission 

PART  2— FREQUENCY  ALLOCATIONS 
AND  RADIO  TREATY  MATTERS; 
GENERAL  RULES  AND  REGULA- 
TIONS 

Table  of  Frequency  Allocations 

The  Commission  having  under  con- 
sideration certain  editorial  changes  in 
§  2.106  of  its  rules;  and 

It  appearing,  that  the  Commission  has 
amended  Parts  7  and  8  of  its  rules  to 
make  the  frequencies  4072.4  kc/s.  4377.4 
kc  s  and  8210.8  kc  s  available  for  as- 
signment to  coast  and  ship  stations 
operating  in  the  Mississippi  River  sys- 
tem and  connecting  Inland  waters  (other 
than  the  Great  Lakes)  beginning  Decem- 


ber 22.  1961  (26  FJR.  10018)  in  lieu  of 
4067  kc/8.  4372.4  ke/a  and  8205.5  kc/s. 
respectively;  and 

It  further  appearing,  that  Footnote 
Na29  to  S  2.106  should  be  amended  to 
reflect  these  changes  In^f^uts  7  and  8; 
and 

It  further  appearing,  that  this  amend- 
ment is  editorial  in  nature  and  hence 
that  section  4  of  the  Administrative  Pro- 
cedure Act  is  not  applicable;  and 

It  further  appearing,  that  the  amend- 
ment adopted  herein  is  issued  pursuant 
to  authority  contained  in  sections  4(1) 
and  303  (c) .  (f )  and  (r)  of  the  Communi- 
cations Act  of  1934,  as  amended,  and 
section  0.341(a)  of  the  Commission's 
Statement  of  Organization.  Delegations 
of  Authority,  and  Other  Information; 

It  is  ordered.  This  2d  day  of  Jan- 
uary 1962.  that  effective  January  10. 
1962.  S  2.106  of  the  Commission's  rules 
Is  amended  as  set  forth  below. 

(Sec  4,  48  Stat.  1068.  aa  amended;  47  U.S.C. 
154.  Interprets  or  applies  sec.  303,  48  Stat. 
1082,  as  amended;  47  n.S.C.  303) 

Released:  January  3,  1962. 

I     Fedkral  Communications 
Commission, 
[seal]         Ben  F.  Waple. 

I  Acting  Secretary. 

§  2.106      [Amendment] 

1.  Footnote  N029  to  S  2.106  of  the 
Commission's  rules  and  regulations  is 
amended  to  read  as  follows: 

NG29  Ship  or  coast  radiotelephone  sta- 
tions operating  In  the  MlaslsUppl  River  sys- 
tem may  be  authorized  to  use  the  frequen- 
cies 4072.4,  4377.4  and  8210.8  kc/8.  These 
frequencies  are  replacements  for  4067,  4372.4 


and  8206.8  kc/s,  respectiyely.  which  shall  not 
be  used  for  such  operations  after  June  30. 
1962. 

[F.R.     Doc.     62-185;     Piled.    Jan.     6.     1962; 
8:53    a.m.] 


Title  49— TRANSPORTATION 

Chapter  I — Interstate  Commerce 
Commission 

SUBCHAPTER  B — CARRIERS  BY  MOTOR  VEHICLE 

[Ex  Parte  No.  UC-A3] 

PART  207— LEASE  AND  INTER- 
CHANGE OF  VEHICLES 

Lease  and  Interchange  of  Vehicles  by 
Motor  Carriers 

In  the  matter  of  postponement  of  the 
effective  date  of  the  fifth  supplemental 
report  of  the  Commission  in  this  pro- 
ceeding. 

Upon  consideration  of  the  record  In 
the  above-entitled  proceeding,  and  good 
cause  appearing  therefor: 

It  is  ordered.  That  the  effective  date 
of  the  fifth  supplemental  order  in  this 
proceeding,  entered  July  24,  1961.  by  the 
Commission,  be.  and  it  is  hereby, 
indefinitely  postponed  until  further 
order  of  the  Commission. 

Dated  at  Washington.  D.C.,  this  28th 
day  of  December  A.D.  1961. 

By  the  Commission,  Chairman  Hutch- 
inson. 

[SEAL]  Harold  D.  McCoy, 

Secretary. 

[P.R.    Doc.     62-170:     PUed.    Jan.    6.     1962; 
6:50  &jn.] 


Proposed  Rule  Making 


DEPARTMENT  OF  LABOR 

Division   of   Public   Contracts 

[  41    CFR   Part  50-202  1 

PUMPS  AND  COMPRESSORS 
INDUSTRY 

Hearing  to  Determine  Prevailing 
Minimum   Wages 

Pursuant  to  section  4  of  the  Adminis- 
trative Procedure  Act  (5  U.S.C.  1003). 
notice  Is  hereby  given  that  a  hearing  to 
determine  the  prevailing  minimum 
wages  In  the  Pimips  and  Compressors 
Industry  under  section  1  of  the  Walsh- 
Healey  Public  Contracts  Act  (41  U  S C 
35)  will  be  held  on  January  30,  1962.  at 
10  o'clock,  a.m.  in  Room  2325.  United 
States  Department  of  Labor  Building. 
14th  Street  and  Constitution  Avenue 
NW..  Washington,  DC. 

The  Pumps  and  Compressors  Industry 
is  defined  tentatively  as  that  industry 
which  manufactures  hand  and  power- 
driven  pumps,  compressors,  and  pump- 
ing equipment,  including  parts  especially 
deslgrned  therefor.  Products  of  this  in- 
dustry include,  but  without  limitation, 
industrial  pimips,  pimi];>s  for  fluid  power 
systems,  hydraulic  pumps,  vacuum 
pumps,  domestic  water  systems  and 
pumps,  domestic  hand  and  windmill 
pumps,  oil  well  and  oil  field  pumps,  air 
and  gas  compressors,  tire  inflators.  and 
dusting  and  spraying  outfits  for  metals, 
paints,  and  chemicals  (except  agricul- 
tural dusting  and  spraying  machinery 
and  equipment ) . 

Excluded  is  the  manufacture  of  re- 
frigerating and  air  conditioning  com- 
pressors, laboratory  vacuum  pumps,  fuel 
pumps  for  motor  vehicles,  aircraft  en- 
gine pumps,  propeller  feathering  pumps. 
gasolWe  and  oil  measuring  and  dispens- 
ing pumps,  grease  guns,  and  agricul- 
tural dusting  and  spraying  machinery 
and  equipment. 

Interested  persons  may  appear  at  the 
hearing  to  submit  evidence  relative  to 
the  following  subjects  and  issues:  d) 
Any  amendments  which  should  be  made 
in  the  tentative  definition  of  the  indus- 
try. (2)  whether  the  geographic  area  of 
competition  for  contracts  subject  to  the 
Walsh -Healey  Public  Contracts  Act  for 
products  in  the  industry  extends  to  all 
the  area  in  which  the  industry  has  its 
plants,  so  as  to  require  industry-wide 
determination,  or  whether  such  competi- 
tion is  limited  to  smaller  geographic 
areas  (including  the  boundaries  of  such 
areas)  so  as  to  authorize  separate  wage 
determinations  for  each  area  or  locality. 
and  (3)  what  are  the  prevailing  mini- 
mum wages  for  the  areas  for  which 
determinations  should  be  made.  Inter- 
ested persons  may  also  submit  evidence 
on  the  question  of  whether  there  is  good 
cause  to  delay  the  effective  date  of  any 
prevailing  minimum  wage  determination 
made  in  a  final  decision  in  this  proceed- 
ing for  more  than  seven  days  after  it  is 
published  in  the  Federal  Register.    In 
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two  recent  decisions  in  similar  proceed- 
ings relating  to  the  Manifold  Business 
Forms  Industry  (26  F  R.  7698)  and  the 
Paper  and  Pulp  Industry  (26  PR.  7699) 
gocd  cause  was  found  to  shorten  the 
delay  in  effective  date  to  seven  days  since 
such  determinalions  are  only  applicable 
to  contracts  for  which  bids  are  solicited 
or  negotiations  otherwise  commenced  on 
or  after  its  effective  date  <26  F  R.  9042; 
41  CFR  50-201  1 1  and  consequently  there 
would  be  suCBcient  time  for  potential 
contractors  to  adjust  to  any  minimum 
wage  obligations  resulting  from  such  a 
determination  without  undue  postpone- 
ment in  the  application  of  sucii  a  deter- 
mination. 

Data  relating  to  competition  in  this 
industry  for  contracts  subject  to  the 
VValsh-Healey  Public  Contracts  Act  have 
been  collected  by  the  Department  of 
Labor.  Elmployment  and  wage  data  in 
this  industry  for  the  payroll  period  end- 
ing nearest  September  15.  1961.  have 
also  been  gathered.  This  information 
will  be  submitted  for  consideration  at  the 
hearing,  and  is  now  available  to  inter- 
ested persons. 

Written  statements  may  be  filed  with 
the  Chief  Hearing  Examiner  at  any  time 
prior  to  the  hearing  by  persons  who  can- 
not appear  personally.  An  original  and 
three  copies  of  any  such  statement  shall 
be  filed  and  shall  include  the  reason  or 
reasons  for  non-appearance.  Such  state- 
ments shall  be  under  oath  or  aflBrmation, 
and  will  be  offered  in  evidence  at  the 
hearing.  If  objection  is  made  to  the 
admission  of  any  such  statement,  the 
presiding  ofiBcer  shall  determine  whether 
It  will  be  received  in  evidence 

To  the  extent  possible,  the  evidence  of 
each  witness  and  any  sworn  or  affirmed 
statements  of  persons  who  cannot  appear 
personally  should  permit  evaluation  on 
a  plant-by-plant  basis,  and  should  state: 
ill  The  number  and  location  of  estiub- 
ILshments  in  the  industry  to  which  the 
testimony  of  such  witness  or  such  written 
statement  is  applicable.  (2>  the  number 
of  workers  in  each  such  establishment. 
( 3  •  the  minimum  wage  paid  to  covered 
workers  presently  and,  if  possible,  on  or 
about  September  15.  1961.  and  the  num- 
t)er  of  covered  workers  (41  CFR  50-201  - 
102*  at  each  such  establishment  receiv- 
ing such  wages,  and  (4'  the  identity  of 
any  product  not  now  included  in  the 
tentative  definition  of  the  industry  which 
should  be  included  and  of  any  product 
now  included  which  should  be  excluded. 

The  hearing  shall  be  conducted  pur- 
suant to  the  rules  of  practice  for  mini- 
mum wage  determinations  under  the 
Walsh-Healey  Public  Contracts  Act  (41 
CFR  50-203. 15 — 203  22),  and  the  amend- 
ments thereto  published  in  the  Federal 
Register  on  September  22,  1961  i  26  F.R. 
8945). 

Signed  at  Washington.  DC,  this  28th 
day  of  Decemljer  1961. 

W.  WiLLARD  WiRTZ, 

Acting  Secretary  of  Labor. 


|PR      Doc. 


03-181:     Piled, 
8:53  a.m  I 


Jan      5,     1962; 


DEPARTMENT  OF  HEALTH.  EDU- 
CATION. AND  WELFARE 

Food   and   Drug   Administration 

[  21    CFR   Part   120  1 

TOLERANCES  AND  EXEMPTIONS 
FROM  TOLERANCES  FOR  PESTICIDE 
CHEMICALS  IN  OR  ON  RAW  AGRI- 
CULTURAL COMMODITIES 

Terpene  Polychlorinates;  Notice  of 
Proposal  To  Establish  a  Higher 
Tolerance 

An  order  was  published  in  the  Fed- 
ER.^L  Register  of  August  31.  1961  (26  F.R. 
8172 ' ,  establishing  a  tolerance  of  3  parts 
per  million  for  residues  of  terpene  poly- 
chlorinates (chlorinated  mixture  of 
camphcne,  pinene,  and  related  terpenes, 
containing  65-66  percent  chlorine),  cal- 
culated as  a  chlorinated  terpene  of  mo- 
lecular weight  396  6  containing  67  per- 
cent chlorine,  in  or  on  cottonseed.  On 
December  8,  1961,  an  order  was  published 
in  the  Feder.\l  Register  (26  F.R.  11799" 
establishing  a  tolerance  of  5  parts  per 
million  for  residues  of  toxaphene  (chlo- 
rinated camphene  containing  67-69  per- 
cent chlorine',  calculated  as  a  chlorin- 
ated terpene  of  molecular  weight  396.6 
containing  67  percent  chlorine,  in  or 
on  cottonseed. 

Since  residues  of  these  two  pesticides 
are  practically  indistinguishable  analyt- 
ically, tolerances  on  cottonseed  were 
established  in  terms  of  the  same  chlo- 
rinated intermediary.  When  the  toler- 
ance for  toxaphene  was  established,  the 
order  provided  that  where  tolerances  are 
established  for  both  terpene  polychlo- 
rinates and  toxaphene  on  the  same  raw 
aiincultural  commodities,  the  total 
amount  of  such  pesticides  shall  not  yield 
more  residue  than  that  permitted  by  the 
larger  of  the  two  tolerances,  calculated 
as  the  chlorinated  intermediary.  In 
effect,  this  provision  increased  the 
tolerance  limit  for  terpene  polychlo- 
rinates on  cottonseed  to  5  parts  per 
million.  Consequently,  for  clarification 
the  tolerance  for  terpene  p>olychlorin- 
ates  on  cottonseed  should  be  established 
at  this  level. 

Available  data  show  that  residues  of 
terpene  polychlorinates  on  cottonseed  at 
5  parts  per  million  will  not  be  concen- 
trated at  a  higher  level  in  cottonseed  oil 
or  flour  prepared  for  human  consump- 
tion. The  data  also  show  that  residues 
at  this  level  in  cottonseed  meal  and 
hulls  from  such  cottonseed,  when  fed  to 
livestock,  will  not  result  in  residues  in 
meat  and  milk,  and  that  the  prop>osed 
increase  in  tolerance  will  involve  no  haz- 
ard to  health. 

Accordingly,  notice  is  given  that  the 
Commissioner  of  Food  and  Drugs,  on  his 
own  initiative,  pursuant  to  the  provisions 
of  the  Federal  Food.  Drug,  and  Cosmetic 
Act  (sec.  408(e).  68  Stat.  514;  21  U.S.C. 
348(e) )  and  in  accordance  with  the  au- 
thority delegated  to  him  by  the  Secre- 
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tary  of  Health.  Education,  and  Welfare 
(25  F.R.  8625),  proposes  to  amend 
§  120.164  (21  CFR  120.164;  26  P.R.  8172) 
by  changing  the  terpene  polychlorin- 
ates residue  tolerance  in  or  on  cottonseed 
to  read  as  follows: 

§  120.164     Tolerance   for  terpene   poly- 
chlorinates. 

A  tolerance  of  5  parts  per  million  is 
established  for  residues  of  terpene  poly- 
chlorinates (chlorinated  mixtiu>e  of 
camphene,  pinene.  and  related  terpenes, 
containing  65-66  percent  chlorine) ,  cal- 
culated as  a  chlorinated  terpene  of 
molecular  weight  396.6  containing  67 
percent  chlorine,  in  or  on  cottonseed. 

Any  person  who  has  registered  or  who 
has  submitted  an  application  for  the  reg- 
istration of  an  economic  poison  under 
the  Federal  Insecticide.  Fungicide,  and 
Rodenticide  Act  containing  terpene  poly- 
chlorinates may  request,  within  30  days 
from  the  publication  of  this  proposal  in 


«o.  4 8 


the  Federal  Register,  that  the  proposal 
be  referred  to  an  advisory  committee 
in  accordance  with  section  408(e)  of  the 
Federal  Food.  Drug,  and  Cosmetic  Act. 
Any  interested  person  is  invited  at  any 
time  prior  to  the  thirtieth  day  from  the 
date  of  publication  of  this  notice  in  the 
Federal  Register  to  file  with  the  Hearing 
Clerk.  Department  of  Health,  Education, 
and  Welfare,  Room  5440,  330  Independ- 
ence Avenue  SW.,  Washington  25,  D.C., 
written  comments  on  the  proposal. 
Comments  may  be  accompanied  by  a 
memorandum  or  brief  in  suppKjrt  thereof. 
All  documents  shall  be  filed  in  quin- 
tuplicate. 

Dated:  December  29,  1961. 

John  L.  Harvey, 
Deputy  Commissioner 
of  Food  and  Drugs. 

[F.R.    Doc.     62-168;     Piled.    Jan.     5,     1962; 
8:49  a.m.] 


DEPARTMENT  OF  THE  TREASURY 

Burcou  of  Customs 

(342.03] 

IMPORTED  BRANDIED  CHERRIES 

Notice  of  Prospective  Assessment  of 
Internal-Revenue  Tox 

December  30.  1961. 

It  appears  that  imported  brandied 
cherries  (1)  in  syrup  containing  more 
than  12  percent  of  alcohol  by  volume.  (2) 
In  syrup  containing  12  percent  of  al- 
cohol by  volume  and  a  solids  content 
(mostly  sugar)  of  less  than  60  grams  per 
100  ml,  or  (3)  in  syrup  containing  less 
than  12  percent  alcohol  by  volume  and 
a  solids  content  which,  expressed  in 
grams  per  100  ml.,  is  numerically  less 
than  five  times  the  percentage  of  alcohol 
by  volume,  or  in  ajiy  case,  solids  of  less 
than  25  grams  per  100  ml.,  are  properly 
subject  to  the  internal-revenue  tax  on 
imported  distilled  spirits  under  section 
5001.  Internal  Revenue  Code  of  1954.  at 
the  rate  of  $10.50  a  proof  gallon  of  syrup 
content  or  wine  gallon  of  syrup  content 
when  below  proof. 

It  Is  the  present  uniform  and  estab- 
lished practice  not  to  assess  the  internal- 
revenue  tax  on  such  imported  merchan- 
dise. 

Pursuant  to  §  16.10a(d) .  Customs  Reg- 
ulations, notice  is  hereby  given  that  the 
correctness  of  this  practice  is  under  re- 
view. Consideration  will  be  given  to 
any  relevant  data,  views  or  arguments 
pertaining  to  assessment  of  the  tax  on 
such  merchandise  which  are  submitted 
to  the  Bureau  of  Customs.  Washington 
25.  D.C.,  in  writing.  To  assure  consid- 
eration, such  communications  must  be 
received  in  the  Bureau  not  later  than 
30  days  from  the  date  of  publication  of 
this  notice.    No  hearings  will  be  held. 

[seal]  Phuip  Nichols.  Jr.. 

Commissioner  of  Customs. 

[F.R.    Doc.     62-176:     PUed.     Jan.     5.     1962: 
8:52  ajn.) 


DEPARTMENT  OF  AGRICULTURE 

Agricultural   Stabilization  and 
Conservation  Service 

RICE 

Notice  of  Marketing  Quota  Referen- 
dum  for   1962   Crop 

Marketing  quotas  for  the  crop  of  rice 
to  be  produced  in  1962  have  been  duly 
proclaimed  pursuant  to  provisions  of  the 
Agricultural  Adjustment  Act  of  1938.  as 
amended.  Said  act  requires  a  referen- 
dum to  be  conducted  within  30  days  after 
the  date  of  the  insurance  of  said  proc- 
lamation of  farmers  who  were  engaged 
in  the  production  of  rice  in  1961  to  deter- 
mine whether  such  farmers  are  in  favor 
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of  or  opposed  to  such  quotas.  Prior  to 
establishing  the  date  for  the  referendum 
on  the  1962  crop  of  rice,  public  notice 
(26  P.R.  8675)  wtis  given  in  accordance 
with  the  Administrative  Procedure  Act 
(5  use.  1003)  that  it  was  proposed  to 
hold  the  referendum  on  December  12, 
1961.  No  data,  views,  or  recommenda- 
tions pertaining  thereto  were  submitted 
pursuant  to  such  notice.  However,  it 
was  found  necessary  to  delay  the  proc- 
lamation with  respect  to  marketing 
quotas  beyond  the  date  originally  an- 
ticipated and  likewise  to  delay  the  date 
of  the  referendum.  Such  proclamation 
has  now  been  made  and  it  is  hereby 
determined  that  the  nee  marketing 
quota  referendum  under  said  act  for  tiie 
1962  crop  of  rice  shall  be  held  on  Janu- 
ary 23.  1962.  which  is  within  thirty  days 
from  the  date  of  issuance  of  the  proc- 
lamation of  marketing  quotas. 

Signed   at  Washington,  DC.  on   De- 
cember 27.  1961. 

H.  D.  Godfrey. 
Administrator,  Agricultural  Sta- 
bilization   and    Conservation 
Service. 

(PR    Doc    61   12430:    Piled.     Dec     28.    1961: 
3  55  p  m  1 


FEDERAL  COMMUNICATIONS 
COMMISSION 

(Docket  No.  14085  etc  ;  FCC  62 M  2] 

COMMUNITY  SERVICE  BROAD- 
CASTERS, INC.,  ET  AL. 

Order   Continuing    Hearing 

In  re  applications  of  Community 
Service  Broadcasters,  Incorporated. 
Ypsilanti.  Michigan.  Docket  No  14085. 
File  No.  BP-13846;  et  al.  Group  III. 
Docket  Nos.  14287,  14288,  14289,  14290, 
14291,  14292.  14293.  14294,  14295.  14296. 
14298,  14299.  14300,  14301.  14303.  14304. 
14305.  14306,  for  construction  permits. 

The  Hearing  Examiner  having  under 
consideration  petition  filed  by  Wilbur  J. 
Meyer,  tr  as  Peter-Mark  Broadcasting 
Company,  requesting  continuance; 

It  appearing  that  coun.sel  for  other 
applicants  in  Group  in  have  consented 
to  immediate  consideration  and  prant  of 
the  petition,  and  Coun.sel  for  the  Chief 
of  the  Commi.s-sion's  Broadcast  Bureau 
has  consented  to  the  revised  schedule 
provided  the  hearing  date  is  satisfac- 
tory to  the  Hearing  Examiner: 

It  is  ordered.  This  2d  day  of  January 
1962.  that  the  at>ove  petition  is  granted; 
and  the  dates  for  procedural  steps  for 
Group  III  are  continued  as  follows: 


Prom —        To — 

Notification  of  wit- 
nesses  Peb.    1-Feb.  26.  1062 

Commencement  of 

hearing    Feb.    6  Mar.    6.1962 

Released:  January  2.  1962. 

federal  commttnications 
Commission, 
[seal]         Ben  F.  Waple. 

Acting  Secretary. 

[F.R      Doc.     62-184:     Filed.     Jan.     6.     1962. 
8  53  am  1 


FEDERAL  MARITIME  COMMISSION 

REDERIAKTIE-BOLAGET  NORD3T- 
JERNAN   ET  AL. 

Notice  of  Agreements   Filed  for 
Approval 

Notice  is  hereby  given  that  the  follow- 
ing described  agreements  have  been  filed 
with  the  Commission  for  approval  pur- 
suant to  section  15  of  the  Shipping  Act, 
1916  (39  Stat.  733.  75  Stat.  763;  46  U.S.C. 
8141  : 

Agreement  8738.  between  Rederiaktie- 
Bolaget  Nordstjernan  (Johnson  Line) 
and  Grace  Line.  Inc..  covers  a  through 
billing  arrangement  in  the  trade  from 
Port-au-Prince.  Haiti,  to  Pacific  Coast 
ports  of  the  United  States  and  Canada, 
with  transhipment  at  Cristobal.  Canal 
Zone. 

Agreement  8757,  between  the  carriers 
comprising  the  Knutscn  Line  and  the 
A.  P.  Moller-Maersk  Line  joint  services, 
covers  a  through  billing  arrangement  in 
the  trade  between  U.S.  Atlantic  Coast 
ports  and  Fremantle.  Western  Australia, 
with  transhipment  at  Hong  Kong  or 
Singapore. 

Interested  parties  may  inspect  these 
agreements  and  obtain  copies  thereof  at 
the  Bureau  of  Foreitin  Regulation.  Fed- 
eral Maritime  Commission.  Washington. 
DC,  and  may  submit  within  20  days 
after  publication  of  this  notice  in  the 
Federal  Register,  written  statements 
with  reference  to  either  of  these  agree- 
ments and  their  position  as  to  approval, 
disapproval,  or  modification,  together 
with  requests  for  hearing  should  such 
hearing  be  desired. 

Dated:    January  3.  1962. 

By  order  of  the  Federal  Maritime 
Commission. 

Thomas  List, 
Secretary. 

(PR.     Doc.     62   172:     Filed.     Jan.     5.     1962: 
8  50  am  1 


Saturday,  January  6,  1962 

with  the  Commission  for  approval  pur- 
suant to  section  15  of  the  Shipping  Act, 
1916  (39  Stat.  733.  75  Stat.  763;  46  U.S.C. 
814>  : 

Agreement  131-236.  between  the  mem- 
ber lines  of  the  Trans-Pacific  Passenger 
Conference,  modifies  the  basic  Agree- 
ment (No.  131,  as  amended)  to  Include 
a  new  By-Law  providing  that  fares  for 
pa.ssengers  utilizing  the  services  of  mem- 
ber lines  within  the  Conference  juris- 
diction on  Sea,  Air  combination  tickets. 
in  conjunction  with  the  services  of  co- 
operating and  connecting  air  carriers, 
may  be  constructed  on  the  basis  of  one- 
half  the  respective  carrier's  normal 
round-trip  fare,  for  the  section  of  travel 
111  which  the  member  carrier  partici- 
pates. Such  reduction  shall  apply  only 
when  the  passenger  travels  by  an  air 
carrier  recognized  as  an  approved  in- 
ternational or  national  scheduled  air 
carrier  or  a  member  of  the  International 
Air  Transport  Association. 

Interested  parties  may  inspect  this 
agreement  and  obtain  copies  thereof  at 
the  Bureau  of  Foreign  Regulation,  Fed- 
eral Maritime  Commission,  Washington. 
DC.  and  may  submit  within  20  days 
after  publication  of  this  notice  in  the 
Federal  Register,  written  statements 
with  reference  to  the  agreement  and 
their  position  as  to  approval,  disapproval, 
or  modification,  together  with  request  for 
hearing  should  such  hearing  be  desired. 


From — 
Preliminary  exchange  of 

engineering  exhlblte-  Jan.  10  Feb.    5,  1962 
Pinal    exchange    of    all 

exhibits Jan.  23-Feb.  19.  1962 


TRANS-PACIFIC   PASSENGER 
CONFERENCE 

Notice  of  Agreement  Filed  for 
Approval 

Notice  Ls  hereby  given  that  the  follow- 
ing described  agreement  has  been  filed 


Dated:  January  3.  1962. 

By    order    of    the   Federal    Maritime 
Commission. 

Thomas  Lisi, 
Secretary. 

[PR.     Doc,     62-173:     Piled,     Jan.     5,     1963; 
8:50  a.m. I 


DEPARTMENT  OF  COMMERCE 

Bureau  of  the  Census 

RETAILERS'  INVENTORIES,  SALES, 
NUMBER  OF  STORES 

Notice  of  Determination  To  Continue 
Survey  j 

Pursuant  to  the  Act  of  Congress  ap- 
proved August  31.  1954.  13  UJS.C.  181, 
224,  and  225.  and  due  Notice  of  Con- 
sideration having  been  published  Novem- 
ber 30.  1961  (26  F.R.  11 301),  I  have  deter- 
mined that  certain  1961  annual  data  for 
retail  trade  establishments  are  needed 
to  provide  a  sound  statistical  basis  for 
the  formation  of  policy  by  various  gov- 
ernment agencies  and  are  also  applicable 
to  a  variety  of  public  and  business  needs. 
The  survey  is  part  of  a  continuing  Census 
series  on  retail  trade,  and  for  1961  will 
cover  year-end  inventories,  annual  sales, 
and  number  of  retail  stores  operated  as 
of  the  end  of  the  year.  The  data  are  not 
publicly  available  from  non-govern- 
mental or  other  governmental  sources. 

Reports  will  be  required  only  from  a 
selected  sample  of  retail  establishments 
in  the  United  States.  The  sample  will 
provide,  with  measurable  reliability,  sta- 
tistics on  the  subjects  specified  above. 
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Reports  will  be  requested  from  sampled 
stores  on  the  basis  of  their  sales  size 
and/or  location  in  Census  Sample  Areas. 
A  group  of  the  largest  firms,  in  terms 
of  number  of  retail  stores,  will  be  re- 
quested to  report  their  sales  summarized 
by  geographic  areas. 

Report  forms  will  be  furnished  to  the 
firms  covered  by  the  survey  and  will  be 
due  15  days  after  receipt.  Additional 
copies  of  the  forms  are  available  on  re- 
quest to  the  Director,  Bureau  of  the  Cen- 
sus, Washington  25,  D.C. 

I  have  therefore  directed  that  an  an- 
nual survey  be  conducted  for  the  pur- 
pose of  collecting  these  data. 

Richard  M.  Scammon, 
Director,  Bureau  of  the  Census. 

[P.R.    Doc.    62-206:     Filed.     Jan.     5,     1962; 
8:50  ajn.j 


Maritime  Administration 

TRADE  ROUTE  NO.  21;  U.S.  GULF/ 
UNITED  KINGDOM  AND  CONTI- 
NENT 

Notice  of  Conclusions  and  Determina- 
tions Regarding  the  Essentiality  and 
United  States  Flag  Service  Require- 
ments 

Notice  is  hereby  given  that  on  Decem- 
ber 21, 1961,  the  Maritime  Administrator 
acting  pursuant  to  section  211  of  the 
Merchant  Marine  Act,  1936,  as  amended, 
found  and  determined  the  essentiality 
and  United  States  flag  service  require- 
ments of  United  States  foreign  Trade 
Route  No.  21  and  ordered  that  the  fol- 
lowing conclusions  and  determinations 
reached  by  the  Maritime  Administrator 
with  respect  to  said  trade  route  be  pub- 
lished in  the  Federal  Register  : 

1.  Trade  Route  No.  21  as  described 
below  is  reafSrmed  as  an  essential  for- 
eign trade  route  of  the  United  States- 
Trade  Route  No.  21— U.S.  Gulf /United 
Kingdom  and  Continent  between  United 
States  Gulf  ports  (Key  West  to  Mexican 
border)  and  ports  in  the  United  King- 
dom. Republic  of  Ireland  and  Continen- 
tal Europe  north  of  Portugal. 

2.  Requirements  for  United  States 
flag  operations  on  Trade  Route  No.  21 
are  approximately  17  freighter  sailings 
per  month,  of  which  approximately  2 
sailings  per  month  should  serve  the  West 
Coast  United  Kingdom/Ireland  area  of 
the  route. 

3.  Existing  Victory  type,  C-1  aod  C-2 
type  freighters  are  suitable  for  operation 
on  Trade  Route  No.  21,  pending  replace- 
ment. 

4.  Replacement  freighters  which  serve 
the  major  portion  of  the  route  should  be 
superior  in  speed  and  have  approxi- 
mately the  same  carrying  capacity  as 
the  present  C-2  type  ships. 

Dated:  January  3, 1962. 

By  order  of  the  Maritime  Adminis- 
trator. 

James  S.  Dawson,  Jr., 
Secretary. 

[P.R.    Doc.    62-169:     FUed.    Jan.     5,     1962; 
8:60  a.m.] 


185 

FEDERAL  POWER  COMMISSION 

[Doclut  No.  CP62-110J 

SOUTHWEST  GAS  CORP. 

Notice  of  Application  and  Date  of 
Hearing 

December  29,  1961. 
Take  notice  that  on  October  30.  1961. 
as  supplemented  on  November  3,  14  and 
21,  1961,  and  December  6,  1961,  South- 
west Gas  Corporation  (Applicant) ,  P.O. 
Box  271,  Las  Vegas,  Nevada,  filed  in 
Docket  No.  CP62-110  an  application  pur- 
suant to  section  7(c)  of  the  Natural  Gas 
Act  for  a  certificate  of  public  conven- 
ience and  necessity  authorizing  Appli- 
cant to  acquire  by  merger  and  to  operate 
all  of  the  facilities  of  Nevada  Natural 
Gas  Pipe  Line  Co.  (Nevada  Natural) ,  to 
perform  all  acts  and  services  now  being 
performed  by  Nevada  Natural,  and  to 
make  all  sales  now  being  made  by  Ne- 
vada Natural,  to  the  extent  that  such 
facilities,  acts,  services  and  sales  are  sub- 
ject to  the  jurisdiction  of  the  Commis- 
sion, all  as  more  fully  set  forth  in  the  ap- 
plication, as  supplemented,  on  file  with 
the  Commission  and  open  to  public  in- 
spection. 

Applicant  is  a  public  utility  distribut- 
ing natural  gas  at  retail  to  some  40,000 
customers  in  the  States  of  Arizona,  Cali- 
fornia and  Nevada.  Applicant  buys  gas 
f rodi  ( 1 )  El  Paso  Natural  Gas  Company 
(El  Paso)  for  service  in  several  towns  in 
Arizona,  (2)  Pacific  Gas  and  Electric 
Company  for  service  in  several  towns  in 
California  and  (3)  Nevada  Natural  for 
service  in  Las  Vegas,  Nevada,  and  vi- 
cinity. 

Nevada  Natural  owns  and  operates  two 
parallel  transmission  lines  extending 
from  a  connection  with  El  Paso  near  the 
Arizona -Nevada  state  line  north  through 
a  portion  of  California  to  the  Las  Vegas 
area  where  it  sells  gas  to  Applicant  for 
resale  in  and  near  Las  Vegas  and  to  Cali- 
fornia-Pacific Utilities  Company  for  re- 
sale in  Henderson,  Nevada,  and  to 
Boulder  City,  Nevada,  for  resale  in 
Boulder  City.  Nevada  Natural  also 
transports  and  sells  gas  directly  to  six 
industrial  customers  near  Las  Vegas. 
Nevada  Natural's  facilities  consist  of  ap- 
proximately 223  miles  of  main  trans- 
mission lines,  32.5  miles^  of  sales  lateraL; 
and  other  appurtenant  facilities.  In  ad- 
dition, Nevada  Natural  owns  all  the  out- 
standing stock  of  the  Utility  Financial 
Corp.  and  the  Carson  Water  Company. 

The  application  shows  that  pursuant 
to  the  agreement  of  merger,  dated  Au- 
gust 15, 1961,  Applicant  proposes  to  issue 
on  the  effective  date  of  the  merger: 

(1)  240,000  shares  of  $1.00  Dividend 
Cumulative  Convertible  Preferred  Stock, 
S5.00  par  value,  in  exchange  for  480,000 
shares  of  $1.00  par  value  Common  Cap- 
ital Stock  of  Nevada  Natural,  or  on  a 
basis  of  one  share  for  two  shares. 

(2)  19,806  shares  of  $1.50  Dividend 
Cumulative  Preferred  Capital  Stock. 
$21.00  par  value,  in  exchange  for  19,806' 
shares  of  $1.50  Dividend  Cumulative 
Preferred  Capital  Stock,  $21.00  par  value, 
issued  and  outstanding  of  Nevada 
Natural. 
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The  application  further  shows  that  as 
of  August  31,  1961.  the  total  depreciated 
plants  of  Applicant  and  Nevada  Natural 
were  $12,434,167  and  $5,893,404,  respec- 
tively. 

Required  authorizations  have  been  re- 
ceived from  the  appropriate  regulatory 
agencies  of  Arizona  and  California. 

Applicant  as  the  surviving  corporation 
will  continue  all  services  presently  being 
rendered  by  Nevada  Natural  at  the 
latters  existing  filed  FPC  rates;  there- 
fore. Applicant  states  that  there  will  be 
no  interruption  or  abandonment  of  serv- 
ice now  being  rendered  by  Nevada 
Natural. 

Applicant  requests  that  its  name  be 
substituted  for  that  of  Nevada  Natural 
in  all  certificate  authorizations  hereto- 
fore granted  to  Nevada  Natural  by  this 
Commission. 

This  matter  is  one  that  should  be  dis- 
posed of  as  promptly  as  possible  under 
the  applicable  rules  and  regulations  and 
to  that  end: 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  Jurisdiction  conferred  upor#  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natural  Gas  Act.  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  on  Janu- 
ary 25,  1962.  at  9:30  a.m..  est.,  in  a 
Hearing  Room  of  the  Federal  Power 
Commission,  441  O  Street  NW.,  Wash- 
ington, D.C.,  concerning  the  matters  in- 
vol- ed  in  and  the  issues  presented  by 
such  application:  Provided,  however. 
That  the  Commission  may.  after  a  non- 
contested  hearing,  dispose  of  the  pro- 
ceedings pursuant  to  the  provisions  of 
5  1.30(c)  (1)  or  (2)  of  the  Commission's 
rules  of  practice  and  procedure.  Under 
the  procedure  herein  provided  for,  un- 
less otherwise  advised,  it  will  be  unnec- 
essary for  Applicant  to  appear  or  be 
represented  at  the  hearing. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Com- 
mission, Washington  25,  DC,  in  accord- 
ance with  the  rules  of  practice  and  pro- 
cedure (18  CFR  1.8  or  1.10)  on  or  before 
January  22.  1962.  Failure  of  any  party 
to  appear  at  and  participate  in  the  hear- 
ing shall  be  construed  as  waiver  of  and 
concvu-rence  In  omission  herein  of  the 
intermediate  decision  procedure  in  cases 
where  a  request  therefor  is  made. 

Gordon  M.  Grant. 
Acting  Secretary. 

\TB..    Doc.     63-160;     Piled.     Jan.     5.     1962; 
^8:47  ajn.) 


[Docket  Noe.  CP6 1-234  etc  ) 

MONTANA-DAKOTA  UTILITIES  CO. 
ET  AL 

Notic*  of  Further  Postponement  of 
Hearing 

December  4. 1961. 

Montana-Dakota  Utilities  Co..  E>ocket 
Nos.  CP61-234;  CP61-297;  Amerada  Pe- 
troleum Corporation.  Docket  No.  CI61- 
1133;  Signal  Oil  and  Gas  Company,  Doc- 
ket No.  CI61-1271:  Lyda  Hunt-Herbert 
Trusts,  et  al..  Docket  No.  CI61-1621:  The 
TXL  Oil  Corporation,  Docket  No.  CI61- 


NOnCES 

1687;  Continental  Oil  Company,  Opera- 
tor, et  al..  Docket  No.  0^14440. 

Notice  is  hereby  given  that  the  hear- 
ing in  the  above-designated  matters  now 
scheduled  to  commence  on  December  12. 

1961,  is  hereby  postponed  to  January  22, 

1962.  at  10:00  am  .  in  a  hearing  room 
of  the  Federal  Power  Commission.  441  G 
Street  NW  ,  Washington.  DC. 

GOR'^ON  M,  Gr.^nt. 
Acting  Secretary. 

(FR      Doc      62  211;     Piled.     Jan      5.     1962; 
8  50  am  I 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[File  No   54  223  etc  ) 

ARKANSAS  FUEL  OIL  CORP.  AND 
CITIES  SERVICE   CO. 

Order  Approving  and  Releasing  Juris- 
diction in  Respect  of  Certain  Fees 
and  Expenses  and  Continuing  Res- 
ervation of  Jurisdiction  in  Respect 
of  Other  Requests  for  Allovs^ances 

December  20.  1961. 

In  the  matter  of  Arkansas  Fuel  Oil 
Corporation  (Shreveport.  Louisiana^ 
Cities  Service  Company  iNew  York. 
New  York);  File  Nos.  54-223;  54-226; 
54-227;  31-622;  54-186;   59-93;   70-1804. 

In  the  above  consolidated  proceedinRs 
the  Commission;  pursuant  to  section 
ll'd)  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  ("Act">,  among  other 
things,  approved  a  plan,  as  modified 
(Holding  Company  Act  Release  No  14260. 
July  14,  1960.  approved  and  enforced  by 
the  United  States  District  Court  for  Dis- 
trict of  Delaware.  No  2223,  September  2. 
1960  >.  to  effectuate  compliance  with  the 
order  issued  September  20.  1957   i  Hold- 


ing Company  Act  Release  No.  13549) 
under  section  11(b)(2)  of  the  Act. 
Under  the  plan,  as  modified,  the  48.5 
percent  publicly-held  minority  stock 
Interest  in  Arkansas  Fuel  Oil  Corpora- 
tion ("Arkansas"),  a  subsidiary  com- 
pany of  Cities  Service  Company 
(•'Cities") .  a  registered  holding  company, 
was  eliminated  by  the  payment  to  the 
public  stockholders  of  Arkansas,  of  $41 
in  cash  per  share,  or  a  total  of 
$75,577,186.  In  the  order  approving  the 
section  11  <d)  plan,  the  Commission  re- 
served jurisdiction  in  respect  of  the 
allowance  and  allocation  of  fees  and  ex- 
penses, incurred  in  connection  with  the 
consolidated  proceedings,  which  are  to 
be  paid  by  Cities. 

Pursuant  to  notice  given  by  the  Com- 
mission, applications  for  the  allowance 
of  the  fees  and  expenses  or  the  approval 
of  sums  paid  therefor,  have  laeen  filed 
by  the  various  parties  to  and  participants 
in  the  consolidated  proceedings. 

Subsequently,  as  a  first  step  in  the 
procedure  for  determining  whether  the 
fees  requested  are  for  compensable  serv- 
ices rendered  and  whether  the  amounts 
of  fees  and  expenses  requested  are 
reasonable,  the  Commission,  in  order  to 
expedite  the  proceeding  in  respect  there- 
of, and  to  assist  it  in  making  such 
determinations,  requested  Cities  in 
writing  (with  a  copy  to  each  of  the 
applicants)  to  advise  the  Commission, 
on  or  before  July  25.  1961  <  later  extended 
to  September  11.  1961) .  as  to  the  amounts 
of  fees  and  expenses  which  the  Company 
is  willing  to  pay  and  which  each  of  the 
applicants,  after  negotiations  with  the 
company,  ha.s  indicated  a  willingness  to 
accept  as  settlement  in  full  of  his  request 
for  allowance  of  fees  and  expenses  in 
connection  with  the  consolidated  pro- 
ceeding. Thereafter,  Cities  and  certain 
of  the  fee  claimants  have  agreed  that  the 
following  such  persons  are  to  be  paid 
the  following  amounts: 


cities  Service  Co  — 

Counsel :  Fees 

Cravath,    Swalne    &    Moore,    and    Meyer.    Kissel,    Matz    ft 

Seward - 1200,  000.  00 

Experts: 

Stone  tt  Webster  Service  Corp 161.535  00 

D«Oolyer  and  Mac  Naughton 81.818   10 

Standard  Research  Consultanta.  Inc 70.618  96 

Thompson,  Knight.   Wright  &  Slmmona 70.000.00 

Dlstrlbutlan  trustee: 

Wilmington  Trtist  Co.   (plus  $1  60  per  transaction  subse- 
quent to  Mar    30.   1961) 17.  434  50 


Total 601,406.  56 


ErpensfS 

•18.359  01 

ai.400  88 

93, 551  57 

3.  845  46 

7.095.04 

3,970  18 
148.  222  14 


a.  Common  Stockholders  Committee  of  Cities  Service  Co. — 

Members: 

Estate  of  James  M    Fawcett,  deceased 

Norman   S.   Nemser 

Dr.   Samuel    R.    Berlin 

Irwin   L.   Pelnberg 

Counsel : 

Nemerov  it  Shapiro  and  Stanley  Nemser 

Experts: 

Theodore    R.   Mackoul 


Total 


1.  600.  00 

1  500  00 

1  000  00 

1.  000.00 

60.000.00 
25.000.00 

8,319.72 
1,040.18 

80.  000  00 


8.  Arkansas  Fuel  Oil  Corp. — 
Counsel : 
Blanchard.  Goldstein.  Walker  A  O'Quin. 


Total 


30.  000.  00 


30.  000.  00 


9 

369 

90 

1 
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19 

1, 

003. 
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4.  Arkansas  Fuel  Oil  Corp.  Public  Common  Stock  Committee. 

Members: 

Dr.   Louis  Alfano 

Herbert    H.    Lederman 

William  Stuberfleld Iinilll"" 

Perry  King 

Counsel : 

Perclval  E.  Jackson 

Experts: 

King  and  Co 

PiiTvln  &  Gertz,  Inc " 

H.  J.  Gruy  and  Associates,  Inc 

Joseph  T.   Foley 


Fees 


2,  500. 00 


Expenses 
5,  005.  84 


ToUl. 


5    Soctlon  11(d)  plan  proponents^ 
Counsel: 

Shanley   &    Fisher 


Total. 


2,600.00 

2,  500.  00 

5,  000.  00 

532,  500.  00 

24,  545.  89 

45,  000.  00 

1.481.26 

58,  418.  75 

9,  856.  74 

11,  742.  50 

1,799.22 

475.  00 

516.00 

660,  636.  25 

43,  294.  95 

85.  000.  00 

2,  357.  63 

85,  000.  00 

2,  357.  63 

As  a  part  of  the  agreements  pursuant 
to  which  the  amounts  of  fees  and  ex- 
pen.ses  set  forth  above  were  fixed,  the 
applications  of  Berl,  Potter  and  Ander- 
son for  allowance  of  fees  in  the  sum  of 
$7,250.00  and  expenses  in  the  sum  of 
$176  83;  of  Madison  Fund.  Inc.  for  al- 
lowance of  expenses  in  the  sum  of 
$23,990.70;  and  of  Louis  E.  Marron  for 
allowance  of  expenses  in  the  sum  of 
$36,192.02.  were  withdrawn. 

Upon  motion  of  counsel  for  Cities,  the 
various  applications  for  the  amounts  set 
forth  above  were  severed  for  disposition 
from  the  remaining  applications. 

The  Commission  having  considered 
the  applications  filed  by  applicants 
whose  names  are  set  forth  above  and 
the  amounts  agreed  upon;  and  being  of 
the  opinion  that  the  allowances  itemized 
above  are  for  necessary  services  and 
reasonable  in  amounts,  and  that  an  or- 
der should  be  entered  approving  such 
fees  and  expenses,  directing  payment 
thereof,  and  releasing  jurisdiction  in 
respect  thereof; 

It  is  Ordered.  That  the  applications 
for  allowances  of  fees  and  reimburse- 
ment of  expenses  incurred  by  the  appli- 
cants named  and  in  the  amounts  set 
forth  above,  be,  and  they  herel^  are, 
approved,  and  that  Cities  is  hereby  di- 
rected to  pay  such  amounts  to  Ihem  to 
the  extent  that  any  portion  thereof  has 
not  been  heretofore  paid,  and  that  the 
jurisdiction  heretofore  reserved  in  re- 
spect thereof  Is  hereby  released. 

It  is  further  ordered.  That  the  juris- 
diction reserved  in  respect  of  the  other 
applications  for  allowances  of  fees  and 
expenses  be,  and  hereby  is,  continued. 

By  the  Commission. 


[seal] 


Orval  L.  Dubois, 
Secretary. 


(PR      Doc.     62-166;     Piled,     Jan.     6.     1982; 
8:49a.m. 1 


(Pile No.  812-14731         ' 
TOWNSEND  MANAGEMENT  CO. 

Notice  of  Filing  of  Application  for  Or- 
der Permitting  Closed-End  Invest- 
ment Company  To  Purchase  Stock 
Issued  by  It 

December  28, 1961. 
Notice  Is  hereby  given  that  Towns^id 

Management    Company    C'TMC"),    38 


Chatham  Road.  Short  Hills,  N.J.,  a 
registered  closed-end,  non -diversified  in- 
vestment company  has  filed  an  appli- 
cation under  section  23(c)(3)  of  the 
Investment  Company  Act  of  1940  (the 
"Act")  for  an  order  exempting  from 
the  provisions  of  section  23(c)  the  pro- 
posed acquisition  by  TMC  of  20,000 
shares  of  its  stock  at  $31  per  share  from 
Pennsylvania  Investment  and  Real  Es- 
tate Corporation  ("PIRE") . 

The  request  of  TMC  is  based  upon  the 
following  representations  and  informa- 
tion contained  in  its  application: 

TMC  owns  (a)  163,431  shares  of  Class 
A  c(munon  stock  (non-voting)  of  FTP 
Associates,  Inc.  ("Associates"),  (b) 
18,159  shares  (33.9  percent)  of  the  Class 
B  common  stock  (voting)  of  Associates, 
(c)  163,431  shares  of  Class  A  common 
stock  (non-voting)  of  PIF  Management 
Company  ("Management"),  and  (d) 
18.159  shares  (32.7  percent)  of  the  Class 
B  commcm  stock  (voting)  of  Manage- 
ment. 

Under  an  agreement  dated  November 
10,  1959,  TMC  sold  to  PIRE  20,000  shares 
of  TMC  stock  at  $25  a  share,  and  agreed 
to  repurchase  such  shares  upon  demand 
two  years  thereafter  at  $31  per  share, 
which  is  in  excess  of  its  current  net  asset 
value.  The  repurchase  obligation  was 
secured  by  a  pledge  of  36,000  shares  ef  ' 
Class  A  common  stock  of  Associates, 
4.000  shares  of  Class  B  common  stock  of 
Associates,  36.000  shares  of  Class  A  com- 
mon stock  of  Management,  and  4,000 
shares  of  Class  B  stock  of  Management. 
TMC  registered  as  an  investment  Com- 
pany pursuant  to  the  Act  on  June  19, 
1960,  and  on  April  24,  1961,  this  Com- 
mission commenced  an  action  against 
TMC  in  the  United  States  District  Court 
for  the  District  of  New  Jersey  ("Court") 
seddng  injunctive  relief  with  respect  to 
alleged  violations  of,  and  seeking  to  en- 
force c<»npllance  with,  certain  sections 
of  the  Act  TMC  consented  to  the  entry 
of  a  final  decree  enjoining  certain  viola- 
tions of  the  Act,  specifying  the  procedure 
required  for  compliance  with  the  Act, 
and  aiHwinting  an  interim  bof>rd  of  di- 
rectors ("Interim  Board") . 

The  decree  directed  that  TMC  take 
prompt  action  to  divest  itself,  through 
sale  or  other  distribution,  of  all  of  its 
holdings  of  Class  A  and  Class  B  common 
stock  in  both  Management  and  Asso- 
ciates, including  the  securities  pledged 
under  the  repurchase  agreement.    The 
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Interim  Board  has  discussed  many  alter- 
native methods  of  divesting  TMC  of 
these  Securities,  and  has  taken  steps  to 
investigate  the  possibility  of  a  public 
offering  as  well  as  the  possibility  of  a 
private  sale.  After  negotiations,  the 
Interim  Board,  subject  to  the  Court's  ap- 
proval, has  entered  into  contracts  for 
the  sale  of  all  the  securities,  including 
the  pledged  securities,  with  two  insur- 
ance companies  and  five  individuals  as- 
sociated with  them.  In  order  to  make 
delivery  to  the  purchasers  of  all  of  the 
stock  of  Associates  and  Management 
that  TMC  owns,  it  must  perform  its 
agreement  to  repurchase  the  20,000 
shares  of  its  stock  held  by  PIRE. 

The  Application  states  that  while  the 
repurchase  of  the  shares  from  PIRE 
would  be  at  a  price  in  excess  of  the 
current  net  asset  value  of  TMC  shares, 
it  would  not  be  an  unfair  discrimination 
against  other  shareholders  since  the 
purchase  would  be  made  pursuant  to  the 
terms  of  an  agreement  under  which 
PIRE  has  contractual  rights,  secured  by 
portfolio  securities  of  TMC,  beyond  those 
of  a  shareholder. 

Section  23(c)(3)  of  the  Act  prohibits 
a  registered  investment  company  from 
purchasing  its  own  securities  other  than 
on  a  securities  exchange  or  pursuant  to 
tenders,  except  under  such  circum- 
stances as  the  Commission  may  permit  by 
order  to  insure  that  such  purchases  are 
made  in  a  manner  or  on  a  basis  which 
does  not  unfairly  discriminate  against 
any  holders  of  the  class  of  securities  to 
be  purchased.  Since  the  proposed  pur- 
chase by  TCA  from  PIRE  of  the  20,000 
shares  of  its  stock  does  not  involve  pur- 
chase on  a  securities  exchange  or  pursu- 
ant to  tenders,  such  purchase  is  pro- 
hibited unless  the  Commission  issues  its 
order  permitting  it. 

Notice  is  further  given  that  any  inter- 
ested person  may  not  later  than  Janu- 
ary 11,  1962,  submit  to  the  Commission 
in  writing  a  request  for  a  hearing  on  the 
matter  accompanied  by  a  statement  as  to 
the  nature  of  his  interest,  the  reason  for 
such  request  and  the  issues  of  fact  or 
law  proposed  to  be  controverted,  or  he 
may  request  that  he  be  notified  if  the 
Commission  should  order  a  hearing 
thereon.  Any,  such  communication 
should  be  addressed:  Secretary,  Secu- 
rities and  Exchange  Commission,  Wash- 
ington 25,  D.C.  A  copy  of  such  request 
shall  be  served  personally  or  by  mail 
(airmail  if  the  person  being  served  is 
located  more  than  500  miles  from  the 
point  of  mailing)  upon  TMC.  Proof  of 
such  service  (by  affidavit  or  in  case  of 
an  attomey-at-law  by  certificate)  should 
be  filed  contemporaneously  with  the  re- 
quest. At  any  time  after  said  date,  as 
provided  by  Rule  0-5  of  the  rules  and 
regulations  promulgated  under  the  Act, 
an  order  disposing  of  the  application 
her^Jp  may  be  issued  by  the  Commission 
upon  the  basis  of  the  showing  contained 
in  said  application,  unless  an  order  or 
hearing  upon  said  application  shall  be 
issued  on  request  or  upon  the  Commis- 
sion's own  motion. 

By  the  Commission. 

tSEAL]  Orval  L.  DnBois. 

Secretary. 

(P.R.    Doc.    62-167:     Piled,    Jan.    6,    1962; 
8:49  ajn.] 
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INTERSTATE  COMMERCE 
COMMISSION 

[Notice  583] 

MOTOR   CARRIER  TRANSFER 
PROCEEDINGS 

Jantjary  3.  1962. 

Synopses  of  orders  entered  pursuant 
to  section  212ib)  of  the  Interstate  Com- 
merce Act.  and  rules  and  regulations 
prescribed  thereunder  (49  CFR  Part 
179) .  appear  below: 

As  provided  in  the  Commissions 
special  rules  of  practice  any  interested 
person  may  file  a  petition  seeking  re- 
consideration of  the  following  numbered 
proceedings  within  20  days  from  the  date 
of  publication  of  this  notice.  Pursuant 
to  section  17(8)  of  the  Interstate  Com- 
merce Act,  the  filing  of  such  a  petition 
will  postpone  the  effective  date  of  the 
order  in  that  proceeding  pending  its 
disposition.  The  matters  relied  upon  by 
petitioners  must  be  specified  in  their 
petitions  with  particularity. 

No.  MC-PC  64368.  By  order  of  De- 
cember 27.  1961.  the  Transfer  Board 
approved  the  transfer  to  Walter  W. 
Nogay.  doing  business  as  Nogay  &  Sons. 
Movers.  Weirton.  W.  Va..  of  Certificate 
No.  MC  76339,  Issued  May  20.  1949.  to 
Anthony  Nogay  and  Walter  Wm.  Nogay. 
a  partnership,  doing  business  as  Nogay 
k  Son,  Movers.  Weirton,  W.  Va.,  author- 
izing the  transportation  of:  Household 
goods,  as  defined  in  Practices  of  Motor 
Common  Carriers  of  Household  goods, 
17  M.C.C.  467,  over  Irregular  routes,  be- 
tween points  In  Hancock  County.  W.  Va  , 
on  the  one  hand,  and.  on  the  other, 
points  in  West  Virginia.  Ohio  and  Penn- 
sylvania. George  P.  Bohach,  3216  Main 
Street.  Weirton,  W.  Va.,  Attorney  for 
applicants. 

No.  MC-PC  64635.  By  order  of  De- 
cember 27,  1961,  the  Transfer  Board 
approved  the  transfer  to  James  McAllis- 
ter, doing  business  as  B  &  H  Transfer, 
P.O.  Box  256.  Butte,  Nebr..  of  Certificate 
No.  MC  88966.  Issued  October  19.  1949, 
to  Ben  Hahn.  Butte.  Nebr..  authorizing 
the  transportation  of :  Livestock,  between 
Atkinson,  O'Neill  and  Butte,  Nebr.,  and 
points  within  50  miles  of  Butte,  on  the 
one  hand.  and.  on  the  other.  Sioux  City. 
Iowa;  household  goods  and  grain,  be- 
tween Butte.  Nebr.,  and  points  within 
10  miles  of  Butte,  on  the  one  hand,  and. 
on  the  other,  points  in  Iowa;  coal,  build- 
ing materials,  supplies  and  equipment, 
fencing  materials,  feed,  seeds,  agricul- 
tural implements,  between  Butte.  Nebr., 
and  points  within  10  miles  of  Butte,  on 
the  one  hand,  and,  on  the  other,  Sioux 
City,  Iowa;  livestock,  agricultural  com- 
modities, feed,  and  agricultural  imple- 
ments, between  Naper,  Nebr..  and  points 
in  Nebraska  within  12  miles  of  Naper, 
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on  the  one  hand,  and  Sioux  City,  Iowa, 
on  the  other;  petroleum  products.  In 
containers,  and  binder  twine,  from  Sioux 
City.  Iowa,  to  Butte.  Nebr  ;  empty  pe- 
troleum containers,  from  Butte,  Nebr., 
to  Sioux  City,  Iowa;  and  emigrant  mov- 
ables, from  Butte.  Nebr .  and  points 
within  10  miles  of  Butte,  to  points  in 
Iowa. 

No.  MC-FX:  64640.  By  order  of  De- 
cember 27.  1061.  the  Transfer  Board 
approved  the  transfer  to  Shamrock 
Transport.  Inc  ,  Tow.son.  Md  ,  of  Cer- 
tificate No.  MC  35539.  is.sued  April  4. 
1957.  to  John  Robert  Walker.  Jr  .  doing 
business  as  Dallas  Express  Co.,  Phila- 
delphia. Pa  .  authorlzinK  the  transporta- 
tion of:  General  commodities,  excluding 
household  goods,  commodities  in  bulk, 
and  other  specified  commodities,  between 
poiiits  In  the  Philadelphia.  Pa  .  Com- 
mercial Zone,  as  defined  by  the  Com- 
mission J(  hn  W  Hes-stan  III.  Campbell 
Building.  Towson  4.  Md  .  attorney  for 
applicants. 

No  MC-FC  64648.  By  order  of  De- 
cember 27,  1961,  the  Transfer  Board 
approved  the  transfer  to  General  Trans- 
fer Company,  a  corporation.  Decatur. 
Ill  ,  of  the  operating  rii-^hts  in  Certificates 
Nos.  MC  98952  Sub  2  and  MC  98952 
Sub  8,  Issued  March  21.  1958  and  De- 
cember 8.  1960.  respectively,  to  M  W. 
Cr  sby  and  C  E  Maxey.  a  partnership, 
doing  business  as  General  Transfer  Co  , 
Decatur.  Ill  .  authorizing  the  transporta- 
tion over  irregular  routes  of  meat,  meat 
products,  meat  byproducts,  dairy  prod- 
ucts, and  articles  distributed  by  the 
meat-packing  houses,  as  described  in 
Appendix  I  to  the  report  In  Descriptions 
In  Motor  Carrier  Certificates,  61  M  C  C. 
209  empty  containers  used  in  transport- 
ing such  commodities,  and  such  com- 
modities as  are  used  by  meat  packers  in 
the  conduct  of  their  business  when 
destined  to  and  for  use  by  meat  packers, 
between  Decatur,  Tl  ,  on  the  one  hand, 
and.  on  the  other.  Paducah.  Owensboro. 
and  Henderson.  Ky..  and  points  within 
5  miles  of  each  point,  and  points  in  53 
specified  counties  in  Indiana,  meat,  meat 
products,  meat  byproducts,  dairy  prod- 
ucts, and  articles  distributed  by  meat- 
packing houses,  between  Decatur.  Ill  . 
and  points  In  Illinois,  petroleum  prod- 
ucts, in  bulk,  in  tank  vehicles,  from  New 
Goshen.  Ind  .  and  points  within  5  miles 
thereof  in  Vigo  County,  Ind  ,  to  points 
In  Illinois,  and  agricultural  machinery, 
agricultural  Implements,  and  parts 
thereof,  from  Springfield,  111.,  to  points 
in  44  specified  counties  In  Missouri. 
Marvis  S.  Lieberman.  602  Millikln  Build- 
ing. Decatur.  111.,  attorney  for  applicants. 

No  MC-PC  64652.  By  order  of  Decem- 
ber 29.  1961.  the  Transfer  Board  ap- 
proved the  transfer  to  E.  J.  Davlcs.  Inc.. 
New  York  (Bronx).  NY.,  Permits  Nos. 
MC  88726  and  MC  88726  Sub  1.  Issued 
May  18.  1950  and  April  4.  1958,  respec- 
tively, to  L.  M.  &  M.  Trucking  Co.,  Inc  , 
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New  York  (Bronx).  NY.,  authorizing  the 
transportation  of  concrete  reinforce- 
ments of  wire  and  steel,  over  regular 
routes,  between  New  York.  N.Y.,  and 
Trenton  and  Camden,  N.J  ,  Component 
parts  used  In  wire  display  racks,  bar 
accessories,  and  barbecue  grills,  which  do 
not  require  special  equipment,  from  the 
site  of  the  plant  of  Display  and  Construc- 
tion Units  Company  at  Freeland,  Pa.,  to 
the  site  of  the  plant  cf  Convcr  Steel  and 
Wire  Company,  Inc  .  New  York  (Bronx). 
N  Y  :  and  wire,  in  coils,  and  steel  sheets 
and  blanks,  not  requiring  special  equip- 
ment, from  the  site  of  the  plant  of  Convei 
Steel  and  Wire  Company.  Inc.  New  York 
I  Bronx ) ,  N  Y.  to  the  site  of  the  plant  of 
Display  and  Construction  Units  Com- 
pany at  Freeland.  Pa.  William  D.  Traub, 
350  Fifth  Avenue.  New  York  1,  NY., 
representative  for  applicants. 

No.  MC-FC  64713.  By  order  of  Decem- 
ber 28.  1961.  the  Transfei  Board  ap- 
proved the  transfer  to  William  P.  Brod- 
erlck.  doing  bu.'^ine.'^s  as  John  W.  Brod- 
erick  Company.  311  North  Harvard 
Street.  Allston,  Mass.  of  Certificate  No. 
MC  11698.  Issued  February  19.  1942,  to 
John  W.  Broderick,  311  North  Harvard 
Street.  Allston.  Mass  .  authorizing  the 
transportation  of:  Acoustical  tile,  from 
Portsmouth,  N  H..  to  Boston,  Mass.; 
printed  matter,  chemicals,  plywood, 
metal,  building  materials,  auto  parts, 
oil  burners,  and  machinery,  from  Boston, 
Mass  ,  to  points  in  Rhode  Islands,  gas 
stoves,  machinery,  electric  refrigerators, 
and  acoustical  stock,  from  Boston.  Mass., 
and  points  within  10  miles  of  Boston,  to 
points  in  Connecticut;  building  material, 
acoustical  stock,  asphalt  in  containers, 
tools,  advertising  matter  and  chemicals, 
from  Boston.  Mass  ,  to  Manchester  and 
Nashua  NH  :  and  hcusohcld  goods,  be- 
tween Boston.  Mass.,  and  points  within 
20  miles  of  Boston,  on  the  one  hand.  and. 
on  the  other,  points  in  New  York,  Rhode 
Island,  New  Hampshire,  Connecticut, 
and  New  Jersey. 

No  MC-FC  64728.  By  order  of  Decem- 
ber 29,  1961,  the  Transfer  Board  ap- 
proved the  transfer  to  Kecnan  Transit 
Co  .  a  corporation,  Melrose  Park.  111.,  of 
Permit  No.  MC  116510  issued  April  7, 
1958,  to  William  B  Keenan.  doing  bu-^l- 
ness  as  Keenan  Transit  Co  ,  Stone  Park, 
ni  ,  authorizing  the  transportation  of: 
Cast  Iron  pipe,  and  fittings,  cast  Iron 
manhole  covers,  jute,  caulking  leads,  fire 
hydrants  and  waterworks  valves  only 
when  transported  with  cast  iron  pipe, 
from  Bensenvllle,  111.,  to  points  In  In- 
diana, Iowa.  Wi.'^consln,  Minnesota  (ex- 
cept St.  Paul  and  Minneapolis),  and 
Michigan.  Carl  L.  Steiner.  39  South 
La  Salle  Street.  Chicago.  111.,  attorney 
for  applicants. 
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[seal] 


Harold  D.  McCoy, 

Secretary. 


[FR.     Doc      62-171;     Filed.     Jan.     B.     1963; 
8  60    a.m  ] 
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Presidential  Documents 


Title  3— THE  PRESIDENT 

Executive  Order  10984 

AMENDING  THE  SELECTIVE  SERVICE   REGULATIONS 

li^V  virtue  of  the  autliority  vested  in  nie  by  tlie  Universal  Military 
Traming  and  Service  Act  (62  Stat.  004),  as  amended,  I  hereby  pre- 
scribe the  following  amendments  of  the  Selective  Service  Regulations 
pn-scribed  by  Executive  Orders  No.  I>()88  of  August  20,  1948,  No. 
10001  of  September  17,  1948,  No.  10008  of  October  18,  1948,  No.  101 16 
of  March  9,  1950,  No.  10202  of  January  12,  19:)1,  No.  10292  of  Septem- 
ber 25,  1951,  No.  10328  of  February  20,  1952,  No.  10363  of  Jmie  17, 
1952,  No.  10562  of  September  20, 1954,  No.  10594  of  January  31,  1955, 
No.  10650  of  January  6,  1956,  No.  10659  of  February  145,  1956,  No. 
10714  of  June  13,  1957,  No.  10735  of  October  17,  1957,  and  No.  10809 
of  Afarch  19,  1959,  and  constituting  portions  of  Chapter  XVI  of 
Title  32  of  the  Code  of  Federal  Regulations : 

1.  Section  1617.10  of  Part  1617,  Registration  Certifcate,  is  amended 
to  lead  as  follows: 

"§  1617.10     Duty  of  regifttraut  ncpaiotxJ  from  active  duty  in  Armrd 
Force-'i. 

''P^very  registrant  who  is  separated  from  active  duty  in  the  Anned 
Forces  and  who  does  not  have  a  Registi-ation  Ortificate  (SSS  Form 
No.  2)  shall,  within  10  days  after  the  date  of  his  separation,  request 
his  local  boa  I'd  to  issue  to  him  a  duplicate  Registration  Certificate 
(SSS  Form  No.  2).  The  registrant  shall  make  this  request  by  a 
letter  mailed  to  his  local  board  or  on  a  Request  for  Duplicate  Regis- 
tration Certificate  or  Notice  of  Classification  (SSS  Form  No.  6) 
which  he  sliall  file  with  his  own  or  any  other  local  board." 

2.  (a)  Section  1622.2  of  Part  1622,  Classification  Rules  and  Princi- 
pJe.«t,  is  amended  (1)  by  inserting  immediately  followmg  Class  I-W 
in  the  list  of  classes  appearing  therein  "Class  I-Y:  Registrant  quali- 
fied for  military  service  only  m  time  of  war  or  national  emergency.*', 
and  (2)  by  deleting  from  the  list  of  classes  "Class  IV-F:  Physically, 
mentally,  or  morally  unfit."  and  inserting  in  lieu  thereof  "Class  IV-F : 
]\egistrant  not  qualified  for  any  military  service." 

(b)  Paragraph  (b)  of  section  1622.12  of  Part  1622  is  amended  to 
re^id  as  follows: 

"(b)  Every  registrant  who  is  a  cadet,  United  States  Military  Acad- 
emy; or  a  midshipman,  United  States  Navy;  or  a  cadet.  United 
States  Air  Force  Academy;  or  a  cadet,  United  States  Coast  Guard 
Academj'."' 

(c)  Paragraphs  (a),  (b),  (c),  and  (f)  of  section  1622.13  of  Part 
1622  are  revoked  and  paragraphs  (d),  (e),  (g),  (h),  (i),  (j),  (k), 
and  (1)  of  section  1622.13  are  redesignated  as  paragraphs  (a).  (1>). 
(c),  (d),  (e),  (f),  (g),and  (h),  respectively. 

(d)  The  following  new  section  is  added  to  Part  1622  immediately 
following  section  1622.16: 

"§  1622.17     ClaJtg  I-Y:  Registrant  quaUfed  for  military  service  only 
in  tim^  of  rear  or  ivationaJ  emerge tiry. 

"In  Class  I-Y  shall  be  placed  any  registrant  who  would  have  been 
classified  in  Class  I-A  or  Class  I-A-O  as  being  currently  available 
for  service  in  the  Armed  Forces  but  for  the  fact  that  he  has  been 
found  to  be  physically,  mentally,  and  morally  qualified  for  such  serv- 
ice onlj'  in  time  of  war  or  national  emergency  declared  by  the 
Congreiss." 
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(e)  Section  162'2.25  of  Part  1622  is  amended  to  read  as  follows: 

§  1622.25     ('his8  II-S :  Registrant  deferred  broiuse  of  activity   in 
stxidtj. 

''(a)  In  Class  IIS  sliall  l)e  placed  any  re«]^istranL  whose  activity 
in  study  is  found  to  he  nec*>ssary  to  the  maintenance  of  the  national 
health,  safety,  or  interest. 

"(h)  Tiie  Dinvtor  of  St'le<ti\t'  S»'r\  iie,  after  consultation  with 
such  departments  and  other  apMicie.s  of  the  executixe  hranch  of  the 
(lovernment  as  may  he  appioftiiate,  may  proniulfj^ate  criteria,  which 
shall  Ix'  advisory  only,  concerning  the  placing  of  registrants  in  Class 
II-S." 

(f)  (1)  Suhparagiaphs  (1)  and  (H  of  paiagraph  (a)  of  s«'ciion 
lt>22.4()  of  Part  16-_>i>  are  n^okt'd  and  snl)paraL'raphs  (•_'),  (H),  (.")), 
(6),  (7),  (S),  (<J),  (10).  and  (11)  of  paragraph  (a)  are  redesignale<l 
as  suhparagraphs  (1),  (2),  (:'>),  (h,  ( :> ) ,  (tl),  (7).  (S),  aiid  ('.>), 
res|)e<-tively. 

(2)    Paragrapli  (h)  of  >ecti()n  Krj-J.li)  is  amended  to  read  as  follows: 

"(b)  For  the  purpose  of  computation  of  [H-riod  of  active  duty 
referred  to  in  suhparagraphs  (1),  (2),  or  ( ;? ) ,  of  paragraph  (a)  of 
this  seK'tion,  no  credit  shall  l>e  allowed  for — 

(1)  Periods  of  active  duty  tiaining  p<M-formed  as  a  meml)er  of  a 
re.serve  component  pursuant  to  an  ordei-  or  call  to  actixe  duty  solely 
for  training  puq^oses; 

(2)  Perio<ls  of  active  duty  in  whi<'h  the  sor\  ice  consisted  solely  of 
training  under  the  Army  spe«iali/.cd  training  nrogram,  the  Army  Air 
Force  college  training  program,  or  any  similar  progi-am  under  the 
jurisdiction  of  the  Navy.  Marine  ( "orps,  or  Coast  ( iuartl : 

{'-\)  Periods  of  active  duty  as  a  cadet  at  the  I'nited  States  Military 
Academy,  I'nited  States  Air  Force  Acadt'iny,  or  l'nite<l  States  Coast 
Cuard  Academy,  or  as  a  midshipman  at  the  I'nited  States  Naval 
Academy,  or  in  a  pi"e()aratory  school  after  nomination  as  a  principal, 
alternate,  or  candidate  for  admission  to  any  of  such  academies; 

(4)  Periotls  of  active  duty  in  any  of  the  Armed  Forces  while  being 
pnx'essed  for  entry  into  or  separation  from  any  educatioiuil  program 
or  institution  referre<.l  to  in  suhparagra[)hs  (2)  or  (.'5)  of  this  [)ara- 
graph ;  or 

(;■))  Periods  of  active  duty  j)erformt'd  by  medical,  dental,  or  allied 
s{)ecialists  in  student  programs  prior  to  receipt  of  the  apj)ropriate 
pi-ofessional  degree  or  in  intern  training." 

(g)  Section   1622.-14  of  Part    1«»-J2  is  amende<l  to  read  as  follows: 

"jj  1622.44     Cla.sH  IV-F :   lie<i'isti<u\t   not   quiili'fied  fur  ant/   inilit'inj 
■srrvi/e. 

"(a)  In  Class  IV-F  shall  1h>  {)laced  any  registrant  (1)  who  is 
found  to  be  physically,  mentally,  or  morally  not  (pialihed  for  any 
service  in  the  Armed  Forces;  or  (2)  who  would  have  been  classilied 
in  Class  I-O  under  the  {)rovisions  of  section  1622.14  but  for  the  fact 
that  he  is  found  to  l)e  physically,  mentally,  and  morally  ((ualilied  for 
service  in  the  Anned  Forces  oidy  in  time  of  war  or  natiomil  emergency 
declared  by  the  Congress. 

"(b)  In  Class  IV-F  shall  be  i)laced  any  registrant  in  the  medical, 
dental,  and  allied  specialist  categories  who  has  applied  for  an  appoint- 
ment as  a  Reserve  officer  in  one  of  the  Armed  Force.s  in  any  of  such 
categories  and  has  l)een  rejected  for  such  appointment  on  the  sole 
ground  of  a  physical  di.s<iualitication."" 

n.  (a)  Section  1623.2  of  Part  162.'>,  Cl.i.sxijxrntioi)  PnHednn.  is 
amended  to  read  as  follows : 

'•^  1623.2     Consideration  of  classr-i. 

'•p]yery  registrant  shall  be  placed  on  Class  I- A  under  the  provisions 
of  section  1622.10  of  this  chapter  except  that  when  grounds  are  es- 
tablished to  place  a  registrant  in  one  or  more  of  the  chusses  listed  in 
the  following  table,  the  registrant  shall  1h>  classilied  in  the  lowest  class 
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for  which  lie  is  determined  to  be  eligible,  with  Class  I-A-0  considered 
the  highest  class  and  Class  I-C  considered  the  lowest  class  according 
to  the  following  table: 

Class:  l-A-O 
I-O 
1-S 
I-Y 
1 1- A 

ir-c 

II-S 

I-D 

II  I- A 

IV-K 

IV-C 

IV-I) 

IV-F 

IV- A  .  • 

V-A 

i-w 

I-C' 

(b)  Section  1623.7  of  Part  1623  is  amended  to  read  as  follows: 

"Jj  1623.7     Issuing  a  duplicate  of  a  lost,  destroyed^  mislaid,  or  Ifolen 
Notice  of  Classification  (SSS  Form  No.  110) . 

"A  duplicate  Notice  of  Classification  (SSS  Form  No.  110)  may  be 
issued  to  a  registrant  only  by  the  local  board  which  mailed  the  original 
Notice  of  Classification  (SSS  Form  No.  110)  to  him  upon  his  written 
re<piest  therefor  made  by  letter  or  on  a  Request  for  Duplicate  Regis- 
tration Certificate  or  Notice  of  Classification  (SSS  Form  No.  6)  and 
the  presentation  of  proof  satisfactory  to  the  local  board  that  his  Notice 
of  Classification  (SSS  Form  No.  110)  has  been  lost,  destroyed,  mis- 
laid, or  stolen.  When  the  request  for  the  duplicate  notice  is  made  by 
a  letter  which  does  not  present  sufficient  information  concerning  the 
bsusis  for  the  reouest.  the  local  board  shall  mail  to  the  registrant  a  copy 
of  Request  for  Lhiplicate  Registration  Certificate  or  Notice  of  Classi- 
fication (SSS  Form  No.  6)  and  direct  him  to  complete  thereon  and 
return  to  the  local  board  the  request  for  the  duplicate  notice.  When- 
ever the  local  board  issues  a  duplicate  Notice  of  Classification  (SSS 
Form  No.  110),  it  shall  mark  it  'Duplicate'  and  note  the  issuance  of 
such  notice  upon  the  request,  which  shall  be  filed  in  the  registrant's 
Cover  Sheet  (SSS  Form  No.  101 ) ." 

4.  (a)  Paragrapli  (a)  of  section  1626.24  of  Part  1626,  Appeal  to 
A  ppeal  Board,  is  amended  to  read  as  follows : 

"(a)  The  appeal  board  shall  consider  api)eals  in  the  order  in  which 
they  are  received  unless  otherwise  directed  by  the  Director  of  Selec- 
1  ive  Service,  in  which  event,  they  shall  be  considered  in  sucli  order  a.s 
the  Director  of  Selective  Service  shall  prescribe." 

(b)  Paragraph  (a)  of  section  1626.26  of  Part  1626  is  amended  to 
read  as  follows : 

"(a)  The  appeal  board  shall  classify  the  registrant,  eiving  consid- 
eration to  the  various  classes  in  the  same  manner  in  wdiich  the  local 
board  gives  consideration  thereto  when  it  classifies  a  registrant,  except 
that  an  appeal  board  may  not  place  a  registrant  in  Class  IV-F  be- 
cause of  his  physical  or  mental  condition  unless  he  has  been  found  by 
the  local  board  or  the  Armed  Forces  to  be  physically  or  mentally  not 
(pialified  for  any  service  in  the  Armed  Forces.'' 

(c)  Section  1626.61  of  Part  1626  is  revoked  and  the  center  heading 
"SPECIAL  APPEAL"  preceding  that  section  is  deleted. 

5.  (a)  Paragraphs  (a)  and  (b)  of  se<?tion  1628.11  of  Part  1628, 
Physical  Examination^  are  amended  to  read  as  follows: 

"(a)  In  accordance  with  instructions  of  the  Director  of  Selective 
Service,  the  State  Directw  of  Selective  Service  shall  periodically 
issue  to  each  local  board  in  his  State  a  Physical  Examination  Call 
on  Local  Board  (SSS  Form  No.  202)  specifying  the  number  of  reg- 
istrants to  be  delivered  for  armed  forces  physical  examination  and  the 
t  inie  and  place  fixed  for  their  delivery. 

"(b)  In  complying  with  such  Physical  Examination  Call  on  Local 
Board  (SSS  Form  No.  202),  the  local  board  shall  mail  an  Order  to 
Report  for  Armed  Forces  Physical  Examination   (SSS  Form  No. 
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2-2'^)  to  ivjrl>ti:int.s  wlio  have  hoen  il,i--itit'il  iii  Class  I  A,  ("lass  I -A  O, 
and  ('las«  I  ()  without  it'^rard  to  wluMlicr  tiic  ri'«:ist  rants  have  re- 
quested or  will  request  a  {)orsoiial  ap|H'aran<v  Ix^fore  tlie  local  l)oard 
and  witliout  repinl  to  whether  an  apjx^al  has  Ixh'u  or  will  be  taken. 
The  looal  Umrd  shall,  so  fai-  as  is  pracl  icahle,  seh'ct  and  order  to 
report  for  armed  forces  physical  exaininafion  tii-st  such  registrants 
wTio  are  volunteers  in  the  seipience  in  which  they  have  volunteered 
for  induction  or  for  civilian  work  mnf  rihut  iiiir  to  the  maintenance 
of  the  national  health,  safely,  or  intcif-t  and  then 
who  are  non\ olunteeis    in   the  order   of 
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>ucli   re<;ist rants 
liability    for  service." 

(I))  Sul){)ara(jraph  ( :? )  of  parairia[)li  (a)  of  section  Itcjs.l;]  of 
Part  102s  is  amemled  to  read  a^  follow  -  : 

"'d'-'')  Asst'iiihle  and  attaili  to  I  he  ic^i-^t  i  ant "-  IJi-conl  of  Induction 
(Dl)  Form  No.  47)  any  information  in  the  poss4'ssion  of  the  local 
l)oard  wliich  should  U'  con-idered  in  determining  wlu-ther  the  ri'i;- 
istrant  isipialiiied  for  ser\  ice  in  the  .\rme<l  Forces." 

(c)  Paragraphs  (f)  and  (h)  of  st'ction  IfcJs.ll  of  Part  ICrJ^  are 
anienrled  to  lead  as  f(illo\s  r>  ; 

"(0  The  loi-al  Uiard  to  which  such  ivtristrant  is  transferred  for 
armed  forces  j^)hy.siial  examination,  when  it  rec»'ives  the  paj)ers  from 
the  rejjistrants  own  hn-al  Ix^ard  as  provided  in  paragrapli  (e)  of 
this  section,  shall  pi-^'pare  a  new  Order  to  Ilcport  for  Armed  Forces 
Physical  Fxamination  ( SSS  P^)rm  N'o.  22'A),  in  duplicate,  mail  the 
ori|2:inul  to  the  registrant,  file  the  copy,  and  add  tlie  name  of  the 
registrant  to  its  Physical  F.xaminatioi'i  List  (SSS  Form  No.  2'25) 
indicatin<j:  in  the  'Remarks'  column  tliereof  that  the  re«;istrant  lias 
U'en  transferred  from  another  h)cal  Ixiard." 

••••••• 

'•(  h)  The  State  Director  of  SeU'ctive  .Ser\  ici'  for  tlu'  State  in  which 
the  Kx-al  hoard  of  ori<:in  is  hHatisI  .shall,  upon  n'cei()t  of  the  comj)leted 
original  Transfer  for  Armed  Forces  Physical  Fxamimition  or  In- 
duction (SSS  p\)rm  No.  230),  rec4)rd  on'his  copy  of  that  form  the 
di.sposition  of  the  transferred  iv^^istrant  and  forward  t!ie  original 
of  the  form  to<rether  with  all  other  papers  received  from  tlie  local 
board  of  transfer  to  the  local  l)oard  of  origin,  except  that  he  shall 
retain  one  cony  of  the  Record  of  Induction  (I)D  Form  No.  47)  and 
one  copy  of  the  Report  of  Medical  Fxamimition  (Standard  Form  sS) 
whenever  tlie  rejjistrant  has  U'en  found  not  (lualiiied  for  .service  in 
the  Armed  F'orces." 

(d)  Para<rraph  (c)  of  -edion  HVj^.lf,  of  Part  1('.28  i-,  amended  to 
read  as  follows: 

"(c)  I'pon  reportini;  for  armed  forces  physical  examination,  it 
shall  1)6  the  duty  of  the  re<,'istrant  (1)  to  follow  the  instructions  of 
a  member  or  clerk  of  the  hx-al  board  as  to  the  manner  in  which  ho 
will  1)6  transported  to  the  lo<-ation  where  his  armed  forces  physical 
examination  will  take  place,  (2)  to  obey  the  instructions  of  the  leader 
or  a.ssistant  leaders  appointed  for  the  proup  l)eing  forwarded  for 
armed  forces  j^hysical  examination,  {',))  to  appear  for  and  submit  to 
such  examination  as  the  commanding  officer  of  the  examining  station 
shall  direct,  and  (4)  to  follow  the  instructions  of  a  nieml)er  or  clerk 
of  the  local  l)oard  as  to  the  manner  in  whii-h  he  will  l)e  transported 
on  his  return  trip  from  the  place  where  his  armed  forces  physical 
examination  takes  place." 

(e)  Paragraphs  (e)  and  (f)  of  s,>,tion  Hcjs.lT  of  Part  1»12S  are 
amended  to  read  iis  follows: 

"(e)  When  it  is  ne<'essary,  travel  tickets  or  transportat  iim  recpiesfs. 
and  meal  and  lodging  retpiests  for  the  group,  lK)th  for  the  trip  to  the 
examining  .station  and  for  the  return  trip,  shall  lx>  issued.  The  leader 
shall  be  instructed  to  deliver  the  seale<l  pjuket  c^)ntaining  the  original 
and  two  copies  of  the  Physical  Examination  List  (SSS  Form  No.  225), 
the  originals  and  three  copies  of  the  Record  of  Induction  ( DD  Form 
No.  47),  and  other  infonnation  to  the  commanding  ofKcer  of  the 
examining  .station  or  his  representative.  He  shall  be  instructed  to 
return  any  unused  portions  of  the  transimrtation  requests  or  any 
unused  meal  and  lodging  requests  to  the  local  board. 


"(f)  The  local  board  shall  instruct  all  registrants  in  the  group 
that  it  is  their  duty  to  obey  the  instructions  of  the  leader  and  assistant 
leaders  during  the  time  they  are  going  to  and  returning  from  the 
examining  station,  that  they  will  be  met  by  proper  representatives 
of  the  Armed  Forces,  that  while  they  are  at  the  examining  station, 
they  will  be  subject  to  and  must  obey  the  orders  of  the  representatives 
of  the  Armed  Forces,  that  they  must  present  themselves  for  and  sub- 
mit to  such  examination  as  the  commanding  oflicer  of  the  examining 
station  shall  direct,  and  that  they  will  be  returned  to  the  local  board 
when  the  examination  is  completed." 

(f)   Section  1628.25  of  Part  1628  is  amended  to  read  as  follows: 

"§  1(^28.25     Disposition  of  records. 

"  (a)  The  commanding  officer  of  the  examining  station  w  ill  forw  ard 
to  the  local  board  the  following  documents  concerning  registrants  for- 
warded for  armed  forces  physical  examination  : 

(1)  For  all  registrants  whether  found  qualified  or  not  qualified 
f()r  service  in  the  Armed  Forces,  the  original  Physical  Examination 
List  (SSS  Form  No.  225)  indicating  in  the  'Disposition'  column  the 
disposition  of  each  registrant  forwarded  for  armed  forces  physical 
examination,  and  two  copies  of  the  Statejnent  of  Acceptability  (DD 
Form  No.  62). 

(2)  For  each  registrant  found  qualified  for  service  in  the  Armed 
Forces,  the  original  and  three  copies  of  the  Record  of  Induction  (Dl) 
Form  No.  47),  the  original  and  three  copies  of  the  Report  of  Med- 
ical Examination  (Standard  Form  88),  any  X-ray  films,  and  two 
copies  of  the  Report  of  Medical  History  (Standard' Form  89). 

(3)  For  each  registrant  found  not  qualified  for  service  in  the 
Armed  Forces,  the  original  and  one  copy  of  the  Record  of  Induction 
(DD  Form  No.  47),  the  original  and  one  copy  of  the  Report  of  Med- 
ical Examination  (Standard  Form  88),  and  one  copy  of  the  Report 
of  Medical  History  (Standard  Form  89) . 

(4)  All  other  records  forwarded  by  the  local  board. 

"(b)  The  commanding  officer  of  the  examining  station  will  retain 
one  copy  of  the  PhysicarExamination  List  (SSS  Form  No.  225)  and 
send  one  copy  of  that  form  to  the  State  Director  of  Selective  Service. 

"(c)  For  each  registrant  found  not  qualified  for  service  iu  the 
Armed  ForceSj  the  commanding  officer  of  the  examining  station  will 
retain  two  copiee  of  the  Record  of  Induction  (DD  Form  No.  47).  two 
copies  of  the  Report  of  Medical  Examination  (Standard  Form  88), 
and  one  copy  of  the  Report  of  Medical  Histoiy  (Standard  Form  89). 

"(d)  Except  as  otherwise  provided  in  sections  1628.14  and  1628.15, 
the  local  boara^  upon  receipt  of  the  documents  described  in  paragrapli 
(a)  of  this  section,  shall  take  the  following  action : 

(1)  File  the  original  Phvsical  Examination  List  (SSS  Form  No. 
225). 

(2)  Mail  the  registrant's  cop^  of  the  Statement  of  Acceptability 
(DD  Form  No.  62)  together  with  any  attachments  thereto  to  the 
registrant,  record  the  date  of  mailing  on  the  registrant's  Classification 
Questionnaire  (SSS  Form  No.  1(X)),  and  file  the  local  board's  copy  of 
the  Statement  of  Acceptability  (DD  Form  No.  62)  in  the  registrant's 
Cover  Sheet  ( SSS  Form  No.  101 ) . 

(3)  For  each  registrant  found  qualified  for  service  in  the  Armed 
Forces,  file  the  original  and  three  copies  of  the  Record  of  Induction 
(DD  Form  No.  47l,  the  original  and  three  copies  of  the  Report  of 
Medical  Examination  ^Standard  Form  88),  any  X-ray  films,  and  two 
copies  of  the  Report  of  Medical  History  (Standard  Form  89)  in  the 
registrant's  Cover  Sheet  (SSS  Form  No.  101).  These  forms  and 
X-ray  films  shall  be  retained  in  the  registrant's  Ck)ver  Sheet  (SSS 
Form  No.  101)  until  such  time  as  he  may  be  forwarded  for  induction. 

(4)  For  each  registrant  found  not  qualified  for  service  in  tlie 
Armed  Forces,  file  the  original  of  tlie  Record  of  Induction  (DD  Form 
No.  47),  tlie  original  of  Uie  ReDort  of  Medical  Extunination  (Stand- 
ard Form  88),  and  the  copy  of  tiie  Report  of  Medical  History  (Stand- 
ard Form  89)  in  the  registrant's  Cover  Sheet  (SSS  Form  No.  101) 
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and  forward  to  the  State  Director  of  Selective  Service  the  copy  of  tlie 
Record  of  Induction  (DD  Form  No.  47)  and  the  copy  of  the'lleport 
of  Medical  Examination  (Standard  Form  NS)." 

(fX)   Section  IG-JS.-JO  of  Part  IG-Js  is  revoked. 

r>.  (a)  Section  lf?;5(<.l  of  Part  ir.;',(),  \'<>/,t,i/,,  >s^  is  amended  to  ivad 
as  follows : 

"§  1630.1      Who  iruiy    volunfc^r. 

••(a)  Any  rejji Strang  wlio  ha.s  aitaiiuxl  tlie  a^e  of  18  years  and  who 
has  not  attained!  the  a<re  of  20  yeai-s  may  volunteer  for  "induction  into 
the  Anned  Force.s  by  completing  and  hlinp:  with  his  local  lK)ard  an 
Applicivtion  for  Voluntary  Induction  (  SSS  Form  N'o.  254)  which  shall 
be  completed  and  filed  in  \lui)liciUe  if  he  ha-  not  attained  the  a<re  of  18 
years  and  6  months. 

"(b)  \s\y  j)ers()n  who  has  attained  the  a^r^  of  17  years  and  who  has 
not  attained  the  a«je  of  IS  yj.ai-s  may  volunteer  for  "induction  into  the 
Armed  Fon-es  by  completing  and  tilm^  with  his  local  board  two  copies 
of  the  Application  for  Voluntary  Induction  (SSS  Form  No.  2UA)  on 
both  copies  of  which  the  con.'^ent  to  his  induction  has  been  si<rned  by 
his  parents  or  guardian." 

(b)  Para<;raphs  (a)  and  (b)  of  section  \(VM\;\  of  Part  lO.'U)  are 
amended  to  i-eatl  as  follows: 

"(a)  If  a  i^erson  who  is  inquired  to  l)e  re^istei-ed  but  who  has  failed 
to  register  volunteers  for  induction,  he  shall  Ixi  registered  and  shall  be 
given  a  selective  service  numl)er  in  the  same  manner  as  in  the  case  of 
a  late  registrant. 

"(b)  If  a  person  not  rt^piired  to  be  registered  volunteei-s  for  induc- 
tion, including  a  pei"son  who  volunteei-s  under  the  provisions  of  para- 
graph (b)  of  section  1630.1,  he  shall  l>e  registered  and  shall  be  given  a 
selective  ser\ice  number  in  e.xactly  the  same  manner  as  any  other 
registrant." 

(c)  Paragraph  (d)  of>ection  16:50.4  of  Part  IG.U)  is  amended  to  i-ead 
as  follows: 

"(d)  He  is  found  to  be  nhysically.  mentally,  or  morally  not  qualified 
for  service  in  the  Armeci  Forces." 

7.  (a)  Paragraphs  (b),  (c),  and  (d)  of  .section  1631.2  of  Part  1631, 
Quotas  and  Calhy  are  amended  to  read  as  follows: 

"(b)  The  Armed  Forces  will  fumi.sh  to  each  State  Dii-ector  of  Se- 
lective Service  a  Notification  of  Entry  into  Active  Military  Service 
(DD  Form  No.  53)  for  each  person,  whether  a  registrant  or  not,  who 
is  a  resident  of  that  State  and  who  enters  upon  active  duty  in  the 
Armed  Forces  other  than  by  induction  through  a  local  board. 

"(cj  When  a  person  on  active  duty  in  the  Armed  Forces  is  trans- 
ferred to  an  inactive  duty  status  or  is  discharged,  the  appropriate 
State  Director  of  Selective  Service  will  receive  from  the  Anned  Forces 
a  report  of  transfer  or  discharge  for  each  such  person. 

"(d)  Each  State  Director  of  Selective  Service  .shall  report  period- 
ically to  the  Director  of  Selective  Service  on  State  MonthW  Report  of 
Deliveries,  Inductions,  and  Examinations  (SSS  Form  No,  26*2)  the 
number  of  Notifications  of  Entry  into  Active  Military  Service  (DD 
Form  No.  53)  and  the  number  of  re{X)rts  of  transfer  or  discharge 
properly  forwarded  to  him  for  crediting  and  debiting  purposes  in  his 
State.  Each  State  Director  of  Selective  Service  shall  al.so  compute  and 
allocate  the  debits  and  credits  for  each  local  bojird  in  his  State." 

(b)  Paragraph  (a)  of  section  1631.7  of  Part  1631  is  amended  by 
substituting  "Statement  of  Acceptability  (DD  Form  No.  62)"  for 
"Certificate  of  Acceptability  (DD  Form  No.  62)"  wherever  the  latter 
appears  in  such  paragraph. 

(c)  Paragraph  (a)  of  section  1631.8  of  Part  1631  is  amended  to  "read 
as  follows: 

"(a)  Notwithstanding  any  other  provision  of  the  regulations  in 
this  chapter,  any  registrant  enlisted  in  the  Ready  Reserve  of  any 
reserve  component  of  the  Armed  Forces  pursuant  to  authority  con- 
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f erred  by  section  6(c)(2)  of  the  Universal  Military  Training  and 
Service  Act,  as  amended,  or  under  section  262  of  the  Armed  Forces 
Reserve  Act  of  1952,  as  amended,  or  any  registrant  who  is  a  member 
of  the  National  Guard  deferred  from  training  and  service  by  section 
6(c)  (2)  (A)  of  the  Universal  Military  Training  and  Service  Act,  as 
amended,  or  any  registrant  enlisted  or  appointed  in  the  Ready  Re- 
serve of  any  reserve  comjionent  of  the  Armed  Forces  (other  than  under 
.section  511(b)  of  title  10,  United  States  Code),  the  Army  National 
Ciuard,  or  the  Air  National  Guard  after  October  4,  1961,  but  prior  to 
his  attaining  the  age  of  26,  who  fails  to  .serve  satisfactorily  as  a  mem- 
Ihu-  of  such  Ready  Reserve  or  National  Guard  or  the  Ready  Reserve 
of  another  reserve  component  of  which  he  becomes  a  member  as  certi- 
lie<l  by  the  respective  armed  force,  shall  be  ordered  to  report  for 
induction  by  the  local  board  regardless  of  the  class  in  which  he  is 
clas.sified  and  without  changing  his  classification.  Any  registrant 
who  is  ordered  to  report  for  induction  under  tbis  ])aragraph  shall  be 
forwarded  for  induction  at  the  next  time  the  local  board  is  forwarding 
other  registrants  for  induction  or  at  any  prior  time  when  si)ecial  ar- 
rangements have  been  made  with  the  induction  .station,  without  any 
calls  being  made  for  the  delivery  of  such  registrants.  "Vyhenever  the 
local  board  desii*es  to  deliver  such  a  registrant  specially,  it  shall  re- 
quest the  State  Director  of  Selective  Service  to  make  the  sj)ecial  ar- 
rangements for  the  time  and  place  at  which  the  registrant  may  l)e 
delivei-ed  for  induction." 

8.  (a)  Paragraph  (b)  of  section  1632.2  of  Part  1632,  Ddh-enj  ni,d 
/ndiU'fion,  is  amended  to  read  as  follows : 

"(b)  The  local  board  shall  issue  to  each  registrant  whose  induction 
is  postponed  a  Postponement  of  Induction  (SSS  Form  No.  264), 
shall  mail  a  copy  of  such  form  to  the  State  Director  of  Selective  Serv- 
ice, and  shall  file  a  copy  in  the  registrant's  Cover  Sheet  (SSS  F^orm' 
No.  101).  Tlie  local  board  shall  note  the  date  of  the  granting  of  the 
postponement  and  the  date  of  its  expiration  in  the  'Remarks'  column 
of  the  Classification  Record  (SSS  F'orm  No.  102).'' 

(b)  Subparagraph  (2)  of  paragraph  (a)  of  section  1632.5  of  Part 
1 632  is  amended  to  read  as  follows : 

"(2)  Assemble  the  original  and  three  copies  of  each  registrant's 
Record  of  Induction  (DD  Form  No.  47),  the  original  and  three  copies 
of  tlie  Report  of  Medical  Examination  (Standard  Form  88),  two 
copies  of  the  Report  of  Medical  Histoiy  (Standard  Form  89),  any 
X-i*ay  films  made  at  the  time  of  the  armed  forces  physical  examina- 
t  ion,  any  waiver  of  disqualification,  any  order  tenninating  civil  cus- 
tody,  all  other  information  concerning  the  (jualification  of  the 
registrant  for  service  in  the  Armed  Forces,  and,  if  the  registrant  has 
volunteered  for  induction  and  has  not  attained  the  age  of  18  years  and 
6  months,  one  copy  of  the  Application  for  Voluntary'  Induction  (SSS 
F^ormNo.254)." 

(c)  Paragraphs  (g),  (i),  and  (j)  of  section  1632.9  of  Part  1632 
are  amended  to  read  as  follows : 

"(g)  When  the  local  board  to  which  the  registrant  has  been  trans- 
ferred for  induction  receives  the  papers  from  the  registrant's  own 
local  board,  as  provided  in  paragraph  (f )  of  this  section,  it  shall  pro- 
ceed to  deliver  nim  for  induction  as  soon  as  practicable  after  the  date 
fixed  for  him  to  report  for  induction  in  the  Order  to  Report  for  In- 
duction (SSS  Form  No.  252)  issued  by  his  own  local  board.  When- 
ever i>ossible,  the  local  board  of  transfer  shall  deliver  the  transferred 
registi*ant  for  induction  with  its  next  induction  call,  but  if  there  is 
to  be  110  such  call  within  30  days  after  the  local  board  of  transfer 
receives  the  papers  from  the  registrant's  own  local  board,  it  shall 
deli\-er  the  transferred  registrant  specially.  When  the  transferred 
registrant  is  to  be  delivered  specially,  the  local  board  of  transfer 
shall  request  its  State  Director  of  Selective  Service  to  make  the 
necessary  arrangements  to  deliver  the  transferred  i-egistrant  specially 
at  the  earliest  possible  date.  The  local  board  to  which  the  registrant 
lias  been  transierred  for  induction  shall  prepare  an  Order  for  Trans- 
ferred Man  to  Reiwrt  for  Induction  (SSS  Form  No.  253) ,  in  duplicate, 
mail  the  original  to  the  transferred  registrant,  and  file  the  copy.  The 
local  board  to  which  the  registrant  has  been  transferred  for  indue- 
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tion  shall  add  the  name  of  the  i-epistiant  to  its  Di  livorv  List  (SSS 
Form  No.  261)  indicatin":  in  the  •Reniaiks'  cohmin  tlieivof  that  the 
refiristrant  has  been  transferred  from  another  hxal  l>oiird." 

•  •••••• 

"(i)   ^Vlien  the  transferred  registrant  has  l)een  indiuted  or  found 
("  not  qualified  for  induction  or  if  lie  fails  to  report   for  or  submit  to 

induction,  tlie  local  l)<)ard  to  which  the  rcjiistrant  was  transferred  for 
induction  shall  complete  Pait  4  on  the  oii<;inal  and  one  copy  of 
Transfer  for  Armed  Forces  Physical  Kxaminalion  or  Induction  (SSS 
Form  No.  ii30),  forward  the  original  to<:ctIier  with  all  the  j)aj.ei-s 
pertaininf^  to  the  induction  of  the  re<:istiant  to  the  State  Director 
of  Selective  Service  for  the  State  in  which  the  Icnal  lM)ard  of  oi-irrin 
is  locate<l,  retain  the  completed  copy,  and  dotioy  the  copy  it  retained 
when  the  application  for  transfer  was  approved. 

"(j)  The  State  Dire<tor  of  Selective  Service  for  the  State  in 
which  the  l<x*al  board  of  origin  is  Icn^ated  shall,  upon  receipt  of  the 
complete<l  orijrinal  Transfer  for  Armed  P'orces  Physical  Examination 
or  Induction  (SSwS  Form  No.  2;i<)),  record  on  his  copy  of  that  form 
the  disposition  of  the  transferred  retristrant  and  forward  the  original 
of  the  form  together  with  all  other  pa{)eT-s  received  from  the  local 
board  of  transfer  to  the  hx'al  board  of  origin,  e.xcept  that  he  shall 
retain  one  copy  of  the  Record  of  Induction  (1)1)  P'orm  No.  47)  and 
one  copy  of  the  Report  of  .Medical  Kxamination  (Stantlard  Form  8S) 
whenever  the  registrant  has  Ijeen  found  not  qualitied  for  service  in 
the  Armed  Forces." 

(d)  Parajjraph  (c)  of  sivtion  ir);')2.1(>  of  Part  IG-Vi  is  amended  to 
read  as  follows: 

"(c)  When  the  local  lK)ard  to  which  the  reiristrant  lias  b*»en  trans- 
ferred for  induction  nveives  the  papers  fiorii  the  repistnint's  own 
local  board,  as  provide<l  in  paraf^raph  (b)  of  this  sei'tion,  it  shall 
proceed  to  deliver  him  for  induction  as  soon  as  pract it-able.  The  local 
board  to  which  the  reuristi-ant  has  been  transferred  for  induction  shall 
prepare  the  Order  to  Repent  for  Induction  (SSS  Form  No.  2r>2),  in 
duplicate,  in  the  same  manner  as  if  the  transferred  rejristrant  were 
one  of  its  own  re<;istrants,  mail  the  oriiiinal  to  the  transferred  rej^is- 
trant,  and  file  the  cony.  The  local  board  to  which  the  re<;istrant  has 
been  transferred  for  induction  shall  add  the  name  of  the  rej^istmnt  to 
its  Delivery  IJst  (SSS  Form  No.  201),  shall  make  a  notation  of  such 
transfer  in  the  'Remarks'  column  of  the  Delivery  List  (SSS  Form 
No.  261),  and  shall  take  the  other  actions  provided  for  in  paracrraphs 
(h)  and  (i)  of  section  ir.32.0.  The  State  I)ire<"torof  Selective  Service 
for  the  State  in  which  the  re<^istrant's  own  hn-al  board  is  lo<wted  shall 
take  the  action  provided  for  in  paragraph  (j)  of  se<tion  ir).'V2.n." 

(e)  Para<>:raph(  b)  of  section  1('>;>2.14  of  Part  l»)o2  is  amended  to 
read  as  follows: 

"(b)  I'pon  report in<;  for  induction,  it  shall  Ix?  the  duty  of  the  regis- 
trant (  1 )  to  follow  the  instructions  of  a  member  or  cleik  of  the  hn-al 
lx)ard  as  to  the  manner  in  wliich  he  shall  U^  transported  to  the  loca- 
tion where  his  induction  will  be  accomplished.  (2)  to  ol)ey  the  instruc- 
tions of  the  leader  or  a-ssistant  leaders  appointed  for  the  <rroup  beinij 
forwarded  for  induction,  (.'})  to  aj^j^ear  at  the  place  where  his  induc- 
tion will  be  accomplished,  (4)  to  obey  the  orders  of  the  representatives 
of  the  Armed  Forces  while  at  the  place  where  his  induction  will  be 
accomplished,  (5)  to  submit  to  induction,  and  (0)  if  he  is  found  not 
qualified  for  induction,  to  follow  the  inst  met  ions  of  the  representatives 
of  the  Armed  Forces  as  to  the  manner  in  which  he  will  1k>  transjx)rted 
on  his  return  trip  to  the  local  Ixiard." 

(f)  Paraij;rai)h3  (a)  and  (e)  of  section  l<'>o2.15  of  Part  10;i2  are 
amended  to  read  as  follows : 

"  (a)  The  roll  shall  be  called,  using  the  previously  ])repared  Delivery 
Ijist  (SSS  Form  No.  261)  and  noting  any  absences  thereon  in  the 
'Remarks'  column.  If  any  registrant  fails  to  report  for  delivery,  fails 
to  report  at  the  place  of  induction,  is  transferred  to  another  local 
boara  for  delivery,  or  is  found  not  qualified  for  induction,  the  local 
board  shall  not  furnish  a  replacement  for  such  registrant." 

•  •••••• 
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"(e)  The  local  board  shall  inform  all  registrants  in  the  group  that 
it  is  their  dut^  to  obey  the  instructions  of  the  leader  or  assistant  leaders 
during  the  tune  they  are  going  to  the  place  of  induction;  that  they 
will  he  met  by  representatives  of  the  Armed  Forces  at  the  place  of  in- 
duction; that  while  they  are  at  the  place  of  induction  they  will  be 
subject  to  and  nui.st  obey  the  orders  of  the  representatives  of  the 
Armed  Forces;  that  they  must  present  themselves  for  and  submit 
to  induction:  and  that,  if  they  are  found  not  qualified  for  induction, 
the  rej)resentatives  of  the  Armed  Forces  will,  to  the  extent  prescribed 
by  the  regulations  of  the  Armed  Foici's.  provijcle  transportation  and 
Mibsistence  for  tlieir  return  trip." 

(g)    Section  1(532. Ki  of  Pari    1(>:!2  L-  amended  to  lead  as  follows: 

*•;;  HW>2.1('>     Ijuhict'ton. 

"At  the  induction  station  the  selected  men  w ho  have  been  forwarded 
for  induction  and  found  qualified  will  1h'  inducted  into  the  Arnu'd 
Forces. 

(h)   Section  1632.20  of  Part  1032  is  amended  to  read  as  follows: 

"S  1632.20     Recordx  tetuiHi'd  tolodil  hodnl. 

"(a)  The  commanding  officer  of  the  induction  station  will  return 
to  the  local  board  the  following  documents  concerning  registrants 
foiwarded  for  induction : 

( 1)  The  original  Delivery  List  (SSS  Foim  No.  201),  indicating  in 
column  4  the  disposition  of  eacli  registrant  forwarded  for  induction. 

(2)  For  eiich  registrant  inducted,  a  copy  of  the  Record  of  Induc- 
I  ion  (DD  Form  No.  47),  a  copy  of  the  Report  of  Medical  Examination 
(Standard  Fomi  88),  and  any  previous  records  of  induction  and  re- 
poi-ts  of  medical  examination  submitted. 

(3)  For  each  registrant  found  not  qualified  for  service  in  the  Armed 
Forces,  the  original  and  one  copy  of  the  Record  of  Induction  (DD 
Form  No.  47),  the  original  and  one  copy  of  the  Report  of  Medical 
Examination  (Standard  Form  88),  one  copy  of  the  Report  of  Medical 
History  (Standard  Foi-m  89),  and  any  copy  of  the  Application  for 
Voluntary  Induction  (SSS  Form  No.  254)  submitted. 

"(b)  Except  as  otherwise  provided  in  sections  1632,9  and  1632.10, 
the  IcK'al  board^  upon  receipt  of  the  documents  described  in  paragiapli 
(a)  of  this  section,  sliall  take  the  following  action : 

( 1)  File  the  original  Delivery  List  ( SSS  Form  No.  261 ) . 

(2)  For  each  registrant  inducted,  file  the  copy  of  the  Record  of  In- 
duction (DD  Form  No.  47)  and  the  copy  of  the  Report  of  Medical 
Fxamination  (Standai"d  F'orm  88)  in  the  Cover  Sheet  (SSS  Form  No. 
101). 

(3)  For  each  registrant  found  not  qualified  for  service  in  the 
-Vrmed  Forces,  file  tlie  original  Record  of  Induction  (DD  Form  No. 
47),  the  original  Report  of  Medical  Examination  (Standard  Form 
>^>^),  the  copy  of  the  Report  of  Medical  History  (Standard  Form  89), 
and  any  copy  of  the  Application  for  Voluntary  Induction  (SSS  Form 
No.  254)  in  the  Cover  Sheet  (SSS  Form  No.  101)  and  forward  to  the 
State  Dii'ector  of  Selective  Service  the  co})y  of  the  Recoi-d  of  Induct  ion 
( DD  Form  No.  47)  and  the  copy  of  the  Report  of  Medical  Examination 
(Standard  Form  88).'' 

(i)  Paragrafphs  (a)  and  (b)  of  section  1632.21  of  Part  J<);)2  are 
amended  to  read  as  follows : 

"(a)  For  each  registrant  inducted,  retain  the  original  and  two 
copies  of  the  Record  of  Induction  (DD  Form  No.  47),  the  original 
and  two  copies  of  the  Rej)ort  of  Medical  Examination  (Standard  Form 
88)  together  with  any  X-ray  film,  two  copies  of  the  Report  of  Medical 
History  (Standard  Form  89),  and  any  copy  of  the  Application  for 
Voluntary  Induction  (SSS  Form  No.  254)  submitted. 

"(b)  For  each  registrant  found  not  qualified  for  service  in  the 
Armed  Forces,  retain  two  copies  of  the  Record  of  Induction  (DD 
Form  No.  47),  two  copies  of  the  Report  of  Medical  Examination 
(Standard  Form  88)  together  with  any  X-ray  film,  and  one  copy  of 
the  Report  of  Medical  History  (Standard  Form  89)." 
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( j )   Soct  ion  1  •').■'.•_'.•")"  i>f  r;ii  t  lCi.".-_'  i-  ;iiii('I1(1(m1  to  loiid  as  follows : 

''§  1G32.30     Chis-<if<-,iil,,)i  "i  /•- y/x/'/v////'*  Inihi^'tcd  or  fiTUilIy  found  not 
qualiixcd. 

*'I'j)on  rfcei villi;  not  ict*  from  tho  iiiducf  ion  stat  ion  that  a  soUvtwl  man 
who  has  l)eon  foi  \vai<if<l  for  induction  has  U'on  inducttMl  or  tinally 
found  not  quaiitiod  for  service  in  tho  Armed  Forces,  tho  lo<"al  lx)ard 
shall  reo|>en  his  classilicat ion  and  classify  hini  anew." 

0.  Section  I'VJ-J.ll  of  Part  ItU'J,  !>■  rnupi,  nff,  is  amended  to  read  as 
follows: 

''§1G4'2.11      R'(jist I nt'njn    <nid    ('Ia.i>/fii(it(on    oj    \init'<j'i.sti-vcd    drlin- 
(juents. 

"Whenever  a  {HM'son  \\  ho  is  a  delin(|uent  because  he  lias  not  retrisfered 
re|X)rts  or  is  broupht  U'foie  a  lo<-al  l)<)ariK  he  shall  Im'  re;;istered  in  the 
normal  manner,  except  that  if  the  hx-al  Ixiard  with  which  he  re^risters 
determines  that  Ix'cause  of  his  delay  in  re^risterini;  he  should  l>e  de- 
clared to  l)e  a  delincjuent  under  the  provisions  of  section  1('4'J.4  and 
processed  for  induction  ;us  a  delin(|uent,  the  hx-al  lH)ard  may  enter  in 
Item  "2  of  the  Kefrisf  ration  Card  (SSS  Form  Xo.  1)  an  adilress  within 
its  jurisdiction.  If  the  hn-al  board  makes  such  determination  and  re- 
tains jurisdiction  of  the  re«;istrant,  it  shall,  as  s(M)n  as  possible  after  his 
rejjistration,  declare  the  registrant  to  be  a  delincpient  and  classify  him 
as  provided  in  section  lt^t_M2/' 

10.  (a)  Section  KW^O.IO  of  Part  lOGO,  Cn-tlian  Work  in  Liru  of 
Induction,  is  amende<l  to  read  as  follows: 

'•§  1660.10      Volnnticrirui  for  cirUinn  xrork. 

''Any  reijistnint  who  is  l)etween  the  a<ies  of  IS  and  20  and  who  has 
l)een  classified  in  Class  I  ( ),  or  who  claims  elijjibility  for  classifica- 
tion in  Class  I-O,  may  volunteer  at  his  hxal  lK)ard  for  civilian  work 
contributing?  to  the  maintenance  of  tlio  national  health,  safety,  or 
interest  in  lieu  of  induction.  The  local  board  shall  promptly  classify 
any  such  volunteer  who  claims  eli<;ibility  for  Class  I-O.  Kach  such 
volunteer  who  is  in  Class  I-()  ancT  who  has  Uvn  found  qualified  for 
service  in  the  Anned  Forces  after  his  arme<l  forces  physical  exam- 
ination shall  be  pnxessed  in  the  same  manner  as  a  volunteer  for 
induction  except  that,  in  lieu  of  induction,  he  shall  be  ordere<i  by  the 
local  board  to  perfoi-m  civilian  work  contributing  to  the  maintenance 
of  the  national  health,  safety,  or  interest  as  defined  in  section  1660.1." 

•  (b)   Parajjraph  (a)  of  section  1600.20  of  Part  1060  is  amended  to 
read  as  follows: 

"(a)  Wlien  a  re<?istrant  in  Class  I-O  has  been  found  qualified  for 
service  in  the  Armed  Foi-ces  after  his  armed  forces  physical  exam- 
ination or  when  such  a  realist  rant  has  failed  to  n'port  for  or  to  submit 
to  armed  forces  physical  examination,  he  shall,  within  ten  days  after 
a  Statement  of  Acceptability  ^DD  Form  Xo.  62)  has  l>een  mailed  to 
him  by  the  local  board  or  within  ten  days  after  he  has  failed  to  report 
for  or  submit  to  anned  forces  physical  examination,  submit  to  the 
local  board  three  types  of  civilian  work  contributing^  to  the  mainte- 
nance of  the  national  health,  safety,  or  interest  as  defined  in  section 
1660.1,  which  he  is  qualified  to  do  and  which  he  offers  to  perfonn  in 
lieu  of  induction  into  the  Armed  Forces.  If  the  local  board  deems 
any  one  of  these  types  of  work  to  U»  appropriate,  it  will  order  tho 
registrant  to  i)erfonn  such  work,  but  such  order  shall  not  be  i.ssued 
prior  to)  the  time  that  the  rep^istnint  would  have  l)een  ordered  to  report 
lor  induction  if  he  had  not  betni  classified  in  Class  I-O,  unless  he  hius 
volunteered  for  such  work." 

11.  Para^a])h3  (a),  (b),  and  (c)  of  section  1680.3  of  Part  16S0, 
Selection  of  (Jertdin  Persorvt  Who  Hare  Critirnl  Skilh  far  Erdist- 
m^nt  in  Unitn  of  the  R cud ^Rc nerve  of  the  Anned  Forces^  are  amended 
to  read  as  follows: 

"(a)  I'|)on  receipt  of  tho  request  of  the  registrant  for  his  selection 
for  enlistment  in  tlie  Ready  lie.serve,  the  local  board  shall  susj)end 
any  further  processing  in  his  case  pending  consideration  or  his 
request,  exce|)t  that  if  the  registrant  has  notDeen  found  to  be  quali- 
fied for  service  in  the  Armed  Forces  after  an  armed  forces  physical 
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examination, 
examination. 

**(b)  If  the  registrant  is  found  to  l)e  not  qualified  for  service  in 
I  he  Armed  Forces  after  such  an  examination,  the  local  board  shall 
reopen  his  clnssiHcation  and  classify  him  anew  and  shall  advise  the 
registrant  by  letter  that  his  request  lor  selection  for  enlistment  cannot 
Ik"  approved  because  he  is  not  qualified  for  service. 

"(c)  If  the  registrant  has  been  or  is  found  to  bo  qualified  for  service 
in  the  Armed  Forces  after  an  anneal  forces  physical  examination,  the 
local  board  shall  refer  the  registrant's  request  to  the  appropriate 
State  Advisoi*y  Committee  on  Scientific,  Engineering,  and  S|)ecialized 
Personnel  established  pursuant  to  the  instructions  of  the  Director  of 
Selective  Service  and  to  such  other  gj-oups  or  agencies  as  may  be  aj)- 
|)ropriate  for  consideiat ion  and  rocommendat  ion." 

Joiix  F.  Kk-nnkdv 
TlIK  WlIITK   HousK,   , 

Jamuiry  6,  1902. 
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Title  14-AERONAUTICS  AND 
SPACE 

Chapter  HI — Federal  Aviation  Agency 

SUBCHAPTEI   C — AIRCRAFT   REGUUTIONS 

I  Regulatory  Docket  No  1019;  Amdt  383] 

PART  507— AIRWORTHINESS 
DIRECTIVES 

Fairchlld   Model   F-27  Aircraft 

Amendment  253.  26  PJl.  1241.  requires 
replacement  of  the  Walter  Kidde  chem- 
ical drier  housing  on  Fairchild  F-27 
Series  aircraft  every  2,000  hours'  time 
in  service.  Subsequently,  the  manufac- 
turer has  redesigned  the  housing  to  pro- 
vide improved  service  life.  Therefore. 
Amendment  253  is  being  superseded  by 
a  new  directive  which  continues  the 
provisions  of  Amendment  253.  and.  in 
addition,  provides  for  the  use  of  the 
new  housing  with  longer  replacement 
intervals. 

Since  this  amendment  imposes  no  ad- 
ditional burden  on  any  person,  and 
affords  an  alternative  means  of  compli- 
ance, notice  and  public  procedure  hereon 
are  uhnecessary  and  it  may  be  made 
effective  upon  publication  in  the  Fed- 

ZRAJL   REGISTER. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  PJl.  6489) . 
5  507.10(a)  of  Part  507  (14  CFR  Part 
507)  is  hereby  amended  by  adding  the 
following  new  airworthiness  directive: 

Paibchilo.  Applies  to  Walter  Kidde  Com- 
pany Chemical  Drier  Housings.  P  N 
890395  and  P/N  890800-0001.  used  on 
Palrcblld   P-27   Series    aircraft. 

Compliance  required  as  Indicated. 

It  has  been  determined  that  Walter  Kidde 
Company  Chemical  Drier  Housing.  P,  N 
890395.  U  subject  to  cycling  failure  at  a  time 
limit  lower  than  originally  esubllshed  by 
the  manufacturer.  Accordingly,  the  follow- 
ing shall  be  accomplished : 

Chemical  Drier  Housing.  P  N  890395.  shall 
be  removed  from  service  at  each  2.000  hours' 
time  In  service,  or  2  years,  whichever  occurs 
first. 

Chemical  Drier  Housing.  P  N  890800-0001, 
may  be  Installed  as  a  replacement  for  P  N 
890395.  This  replacement  housing  shall  be 
removed  from  service  at  each  4.300  hours" 
time  in  service. 

All  housings  shall  be  visually  Inspected  at 
each  cartridge  change  during  their  service 
life.  If  cracking,  distortion  or  corrosion  Is 
evidenced,  remove  the  housing  for  a  detail 
Inspection.  If  cracks  or  distdrtior.  are  found 
In  either  the  housing  tube  or  end  caps,  or 
If  corrosion  is  found  in  the  threaded  areas, 
the  entire  unit  shall  be  replaced  prior  to 
further  flight.  Any  surface  corrosion,  other 
than  in  the  threaded  areas,  may  be  removed 
provided  the  wall  thickness  is  not  reduced 
below  the  f oUowlng : 

P/N  890395:  0.160  Inch. 

P/N  890800-0001 :  0.206  inch. 

After    the   removal    of   corrosion,   clean    the 
surface  and  apply  a  corrosive  resistant  finish. 
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(Palrchlld  Aircraft  and  Missiles  DlvliHm 
Service  Bulletin  No.  36-6,  Revision  1.  covers 
this  same  subject.) 

This  supersedes  AD  61-4-3. 

This  amendment  shall  become  effec- 
tive January  9,  1962. 

(Sees.  313(a).  601,  603;  72  Stat.  752,  775,  776, 
49  use    1354(a),  1421.  1423) 

Issued  in  Washington,  D.C..  on  Jan- 
uary 2, 1962. 

G.  S.  Moore. 
Acting  Director. 
Flight  Standards  Service. 


[PR      Doc 


62  186:     Piled. 
8:45  ajn  I 


Jan      8,     1962; 


I  Regulatory  Docket  No   1020;  Amdt   384] 

PART  507— AIRWORTHINESS 
DIRECTIVES 

Lockheed  49,  149,  649,  749,  and  1049 
Series   Aircraft 

Amendment  23  (AD  59-7-3)  24  F.R. 
4651.  as  amended  by  Amendment  353.  26 
P.R.  10097,  requires  inspection  of  the 
main  landing  gear  cylinder  cap  weld 
on  certain  Lockheed  49.  149,  649,  749. 
and  1019  Series  aircraft.  As  a  result  of 
additional  failures  it  has  been  deter- 
mined that  the  inspection  techniques, 
procedures,  and  rejection  criteria  speci- 
fied are  not  adequate.  Better  inspection 
techniques  and  different  rejection  cri- 
teria have  been  developed,  and  accord- 
ingly Amendment  23.  as  amended,  is 
being  suf>erseded  by  a  new  directive. 

As  a  situation  exists  which  demands 
Immediate  action  In  the  Interest  of 
safety.  It  Is  found  that  notice  and  public 
procedure  hereon  are  impracticable  and 
good  cause  exists  for  making  this  amend- 
ment effective  upon  publication  in  the 
Federal  Register. 

In  consideration  of  the  fore?olng  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  PR.  6489) . 
§507.10ia)  of  Part  507  (14  CFR  Part 
507 » ,  Is  hereby  amended  by  adding  the 
following  new  airworthiness  directive: 

Lockhei:d      Applies    to    all    Models    49.    149, 
649.  749,  and   1049  Series  aircraft  Incor- 
porating     Cleveland     Pneumatic      Tool 
Company   main    landing   gear    cylinders. 
P   N's    9040-2.    9040A  2.    9106-2,    9291   2. 
9291B-2,    9291B-2B.    or    9291D-2 
Compliance  required  as  Indicated 
As  a  result  of  lallures  of  the  cap  weld  on 
main  landing  gear  cylinders  which  have  been 
returned     to    service    following    compliance 
with  the  provisions  of  AD  59-7-3.  as  amended 
(24  PR    4651  and  26  FR    10097)   all  aircraft 
shall      be      Inspected     and  or     modified      as 
foUows 

(a)  Within  the  next  400  hours'  time  In 
service  after  the  effective  date  of  this  AD, 
unless  already  accomplished,  all  landing  gear 
cylinders  with  cap  welds  which  previously 
have  been  Inspected  by  the  double-wall 
gamma  radiographic  technique  In  compli- 
ance with  AD  59-7-3.  shall  be  relnspected  In 
accordance    with    (c),    or   shall    be   replaced 


with  cylinders  which  have  been  Inspected  In 
accordance  with  (c)  and  found  to  exhibit 
no  evidence  of  cracks. 

(b)  Within  the  next  1,200  hours'  time  In 
service  after  the  effective  date  of  this  AD. 
unless  already  accomplished,  all  landing  gear 
cylinders  with  cap  welds  which  previously 
have  been  radlographlcally  Inspected  by  a 
method  other  than  the  double-wall  gamma 
technique  In  compliance  with  AD  59-7-3, 
shall  be  relnspected  In  accordance  with  (c), 
or  shall  be  replaced  with  cylinders  which 
have  been  Inspected  in  accordance  with  (c) 
and  found  to  exhibit  no  evidence  of  cracks. 

(c)  The  Inspection  techniques  and  pro- 
cedures to  be  applied  to  all  cylinders  noted 
in  (a)  and  (b)  shall  be  those  prescribed  by 
section  B  of  Lockheed  Field  Service  Letter 
No  FS  254049L,  dated  August  29.  1961,  or 
FAA  engineering  approved  equivalent.  The 
entire  periphery  of  the  cap  weld  shall  be 
Inspected. 

(d)  Any  cylinder  with  a  cap  weld  which 
Is  found  to  exhibit  any  evidence  of  cracks 
when  Inspected  as  required  by  (a)  or  (b), 
shall  be  replaced  prior  to  further  flight  of 
the  aircraft  Cracked  cylinders  are  not  eli- 
gible for  any  further  use  In  certificated 
aircraft. 

(e)  The  cap  welds  on  all  cylinders  which 
have  been  Installed  or  which  have  been  In- 
spected, found  to  exhibit  no  evidence  of 
cracks,  and  returned  to  service  In  accordance 
with  (a)  or  (b).  shall  be  relnspected  in  ac- 
cordance with  (c).  at  periods  thereafter  not 
to  exceed  5.000  hours'  time  In  service.  The 
first  periodic  relnspectlon  of  any  cylinder  In 
service  which,  prior  to  the  effective  date  of 
this  AD.  was  Inspected  In  the  manner  pre- 
scribed by  (c)  shall  be  accomplished  within 
5.000  hours'  time  In  service  following  the 
date  of  that  Inspection. 

(f)  Cylinders  with  the  cap  welds  which 
exhibit  any  evidence  of  cracks  during  any 
of  these  periodic  relnspectlons  shall  be  re- 
placed prior  to  further  flight  of  the  aircraft. 
Cracked  cylinders  are  not  eligible  for  any 
further  use  In  certificated  aircraft. 

(I?)  Upon  request  of  the  operator,  an 
FAA  maintenance  Inspector,  subject  to  prior 
approval  of  the  Chief,  Engineering  and  Man- 
ufacturing Branch,  FAA  Western  Region,  may 
adjust  the  repetitive  Inspection  Intervals 
specified  In  this  Airworthiness  Directive  to 
permit  compliance  at  an  established  Inspec- 
tion period  of  the  operator  If  the  request 
contains  substantiating  data  to  Justify  the 
Increase  for  such  operator. 

(h)  When  the  cylinders  described  above 
arc  replaced  with  new  cylinders,  TPC  Co. 
P  Ns  9040A-2A,  9106-2A,  and  9291I>-2A,  In- 
corporating flash  welded  caps,  the  Inspec- 
tions specified  In  (a)  through  (g),  may  be 
discontinued 

(Lockheed  Field  Service  Letter  FS  254049L 
covers  this  same  subject  ) 

This  supersedes  AD  59-7-3. 

This  amendment  shall  become  effec- 
tive January  9,  1962. 

(Sec  313(a).  601.  603;  72  Stat  752,  775.  776; 
49  US  C.  1354(a)  ,  1421,  1423) 

Issued  in  Washington.  D.C..  on  Jan- 
uary 2. 1962. 

G.  S.  Moore, 
Acting  Director, 
Flight  Standards  Service. 

IPR      Doc      62-187:     Filed,     Jan.    8.     1962; 
8:45  a.m.] 


SUICHAPTER  E — AIR  NAVIGATION 
REGUUTIONS 

[Airspace  Docket  No.  61-WA-1191 

PART  602— DESIGNATION  OF  JET 
ROUTES,  JET  ADVISORY  AREAS, 
AND  HIGH  ALTITUDE  NAVIGA- 
TIONAL AIDS  I 

Designation  of  Jet  Advisory  Area 

On  August  26.  1961,  a  notice  of  pro- 
posed rule  making  was  published  in  the 
Federal  Register  (26  P.R.  8040),  stating 
that  the  Federal  Aviation  Agency  was 
considering  the  designation  of  a  radar 
let  advisory  area  within  16  miles  either 
.side  of  Jet  Route  No.  50  from  flight  level 
240  to  flight  level  390  inclusive,  between 
Alexandria.  La.,  and  Crestview,  Pla. 

No  adverse  comments  were  received 
regarding   the   proposed   amendment. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rule  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ment having  been  published,  therefore. 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  TM.  12582) 
and  for  reasons  stated  in  the  notice,  the 
following  action  is  taken: 

In  the  text  of  S  602.200  Eiiroute  Jet 
Advisory  Areas  (26  F.R.  7079)  the  fol- 
lowing is  added: 

Jet  Route  No.  50  Jet  advisory  area.  Ra- 
dar— Alexandria,  La.,  to  Crestview,  Pla. 

This  amendment  shall  become  effec- 
tive 0001  est.  March  8,  1962. 

I  Sec    307(a),  72  Stat.  749:  49  U.B.C,  1348) 

Issued  in  Washington.  D.C.,  on  Janu- 
ary 3,  1962. 

D.  D^  THOMAS, 
Director,  Air  Traffic  Service. 

IFR      Due      62-188;     Filed,     Jan.     8.     1962; 
8:46  a.m.] 


I  Airspace  Docket  No.  61-WA-234] 

PART  608~SPECIAL  USE  AIRSPACE 

Alteration  of  Restricted  Area 

The  purpose  of  this  amendment  to 
;  608.48  of  the  regulations  of  the  Admin- 
istrator is  to  alter  the  descriptions  of 
the  Las  Vegas,  Nev.,  Restricted  Areas 
R-4806  and  R-4808  and  the  Tonopah, 
Nev.,  Restricted  Area  R-4807. 

The  E>epartment  of  the  Air  Force  has 
stated  an  urgent  and  immediate  re- 
quirement for  the  alteration  of  R-480S. 
This  alteration  would  include  portions 
of  R-4806  and  R-4807  and  would  also 
entail  the  inclusion  of  approximately  145 
square  miles  of  airspace  not  previously 
designated.  The  Department  of  the  Air 
Force  has  stated  that  this  alteration  and 
inclusion  of  additional  airspiace  is  re- 
quired in  support  of  a  classified  project 
and  has  justified  this  requirement  as  a 
matter  of  military  urgency  and  neces- 
.sity.  and  in  the  interest  of  national 
defense. 

For  the  reasons  stated  above,  the  Ad- 
ministrator finds  that  a  condition  exists 
which  requires  expeditious  action  in  the 
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interest  of  national  defense  and  safety 
and  that  notice  and  public  procedure 
hereon  are  impracticable  and  contrary 
to  the  public  interest,  and  that  good 
cause  exists  for  making  this  amendment 
effective  on  less  than  30  days'  notice. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582) , 
the  following  actions  are  taken: 

In  !  608.48  Nevada,  the  following 
changes  are  made: 

1.  Rr-4806  Las  Vegas,  Nev.  (26  F.R. 
6233),  is  amended  as  follows: 

Boundaries.  Beginning  at  latitude  37°- 
17'00"  N.,  longitude  115*18'00"  W.;  to  lati- 
tude 36*26'00"  N.,  longitude  115*1800"  W.; 
to  latitude  36*26'00"  N.,  longitude  115''23'- 
00" W.;  to  latitude  36'35'00"  N..  longitude 
115'37'00"  W.;  to  Utitude  36'35'00"  N.,  lon- 
gitude 116<'42'00"  W.;  to  latitude  36°41'00  ' 
N.;  longitude  116*42'00"  W.;  to  latitude  36°- 
4r00"  N.,  longitude  115*56'00"  W.;  to  lati- 
tude 37*12'00"  N..  longitude  llS-seOO"  W.: 
to  latitude  ST'WOO"  N.,  longitude  115°45'- 
00"  W.;  to  latitude  37''17'00"  N.,  longitude 
115''46'00"  W.;  to  the  point  of  beginning. 

is  deleted  and 

Boundaries.  Beginning  at  latitude  37°  17- 
00"  N.,  longitude  IIS'IS'OO"  W.;  to  latitude 
36'26'00"  N..  longitude  115*18'00"  W.;  to 
Utitude  3e*2e'00"  N„  longitude  115*2300' 
W.;  to  Utitude  S6*35'00"  N.,  longitude  115*- 
37'00"  W.;  to  latitude  86*3500"  N..  longitude 
116*42'00"  W.;  to  latitude  36*4100"  N., 
longitude  116*42'00"  W.;  to  latitude  36*41'- 
00"  N..  longitude  116*5600"  W.;  to  latitude 
87*06'00"  N..  longitude  116*6600  '  W.;  to 
UUtude  37*06'00"  v.,  longitude  115*3500" 
W.:  to  Utitude  37*17'00"'  N..  longitude  115°- 
36'00"  W.;  to  the  point  of  beginning. 

is  substituted  therefor. 

2.  R^807  Tonopah,  Nev.  (26  F.R. 
6233)  is  amended  as  follows: 

Boundaries.  Beginning  at  latitude  36°  51- 
00"  N..  longitude  118*83"30 '"  W.;  to  latitude 
37*2e'S0  '  N..  longitude  117"'04"30""  W.;  to 
Utitude  87*68'00"  N.,  longitude  117*01  00' 
W.;  to  Utitude  37*63'00  "  N.,  longitude  116*- 
56'00"  W.;  to  Utitude  37*4700"  N..  longi- 
tude lie*6S'00"  W.;  to  Utitude  37*3300" 
N.,  longitude  116*43'00"  W.;  to  latitude  37*- 
33'00"  N.,  longitude  116*2600'"  W.;  to  lati- 
tude 87*6S'00"  N„  longitude  116*2600"  W.; 
to  UUtude  S7*63'00"  N.,  longitude  116*11- 
00"  W.:  to  Utitude  37*42'00  "  N..  longitude 
11«*11'00"  W.;  to  latitude  37'=42'00""  N..  lon- 
gitude 116*68'00"  W.;  to  latitude  37*3300" 
N.,  longitude  116*53'00"  W.;  to  latitude  37*- 
33'00"  N.,  longitude  116*48"00 '"  W,;  to  lati- 
tude 37*17'00"  K..  longitude  115*4800"'  W.; 
to  Utitude  37*17'00"  N..  longitude  116*66- 
00"  W.;  to  Utitude  37*1800  "  N.,  longitude 
116*6«'00"  W.:  to  latitude  37*1600"  N., 
longitude  110*34'OO""  W.:  to  tlie  point  of 
beginning. 

is  deleted  and 

Boundaries.  Beginning  at  latitude  36*51'- 
00"'  N..  longitude  1 16*33 '30  "  W.;  to  latitude 
37*2«'30"  N..  longitude  117*0430  "  W.;  to 
Utitude  87*68'00"  N..  longitude  117°01'00  " 
W,;  to  Utitude  37*63'00"  N.,  longitude  116*- 
65'00"  W.;  to  UUtude  37*4700"  N..  longitude 
116'66'00"  W.;  to  latitude  37*3300"  N.. 
longitude  116*43'00"  W.;  to  latitude  37*33'- 
00"  N.,  longitude  116*26"00"  W.;  to  latitude 
37*83'00"  H..  longitude  116*2600"  W.;  to 
UUtude  87*63'00"  N.,  longitude  I16*11'00  " 
W.:  to  UUtude  87*42'00"  N.,  longitude  116*- 
ll'OO"  W.;  to  Utitude  37*4200"  N.,  longi- 
tude 115'83'00"  W.:  to  latitude  37*33'00"' 
N..  longitude  116*6300"  W.;  to  laUtude  37*- 
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33'00""  N.,  longitude  116*48'00"  W.;  to  lati- 
tude 37*28'00  "  N..  longitude  116*48'00"  W.; 
to  latitude  37*2800  "  N„  longitude  116*00- 
00  "  W.;  to  Utitude  37*16'00""  N..  longitude 
116°00'00"  W.;  to  latitude  37°16'00"  N., 
longitude  116*3400"  W.;  to  tlie  point  of 
beginning. 

is  substituted  therefor. 

3.  R-4808  Las  Vegas.  Nev.  (26  F.R. 
6233),  is  amended  as  follows: 

Boundaries.  Beginning  at  latitude  36°41'- 
00  "  N..  longitude  115*56'00"  W.;  to  latitude 
36*41'00  "  N„  longitude  116*26'30"  W.:  to 
latitude  36*51'00  "  N.,  longitude  116*2630  " 
W.;  to  latitude  36*51'00"  N..  longitude  116*- 
33'30  "  W.;  to  latitude  37*16'00  "  N.,  longi- 
tude 116*3400"  W.;  to  latitude  37*16"00" 
N.,  longitude  115*5600"  W.;  to  latitude  37*- 
1700"  N..  longitude  115''56'00"  W.;  to  lati- 
tude 37°17'00  "  N.,  longitude  115*45'00"  W.; 
to  latitude  37°12'00"  N..  longitude  115*45'- 
00  "  W.;  to  latitude  37*12'00  "  N.,  longitude 
115'56'00  "  W.;  to  the  point  of  beginning. 

is  deleted  and 

Boundaries.  Beginning  at  latitude  36*41'- 
00  "  N..  longitude  H5*56'00  "  W.;  to  latitude 
36*4100"  N.,  longitude  116*26'30"  W.:  to 
latitude  36*51'00"  N..  longitude  116*26'30" 
W.;  to  latitude  36*51'00  "  N.,  longitude  116*- 
3330""  W.;  to  latitude  37*1600""  N..  longi- 
tude 116*34"00""  W.:  to  latitude  37*16"00"" 
N..  longitude  116*00"00"'  W.;  to  Utitude  37*- 
2800"  N.,  longitude  116*0000""  W.;  to  lati- 
tude 37*2800"  N.,  longitude  115*36'00"  W.; 
to  latitude  37*06"00""  N.,  longitude  115*36- 
00  "  W.;  to  latitude  37*06'00  "  N.,  longitude 
115*6600"  W.;  to  the  point  of  beginning. 

is  substituted  therefor. 

These  amendments  shall  become  effec- 
tive 0001  e.s.t.  January  15.  1962. 

(Sec.  307(a).  72  Stat.  749;  49  U.S.C.  1348) 

Issued  in  Washington,  D.C.,  on  Janu- 
ary 2. 1962. 

D.  D.  Thomas, 
Director,  Air  Traffic  Service. 

[F.R.     Doc.    62-189;     Filed.     Jan.    8,     1962; 
8:46  ajn.] 


I  Reg  Docket  No.  986;  Amdt.  260] 

PART  609— STANDARD  INSTRUMENT 
APPROACH  PROCEDURES 

Miscellaneous  Amendments 

The  amendments  to  standard  instru- 
ment approach  procedures  contained 
herein  are  being  adopted  to  become  effec- 
tive when  indicated  in  order  to  promote 
safety.  The  revised  procedures  super- 
sede the  existing  procedures  of  the  same 
classification  now  In  effect  for  the  air- 
ports specified  therein.  For  the  con- 
venience of  the  users,  the  revised  pro- 
cedures specify  the  complete  procedure 
and  Indicate  the  changes  to  the  existing 
procedures. 

As  a  situation  exists  which  demands 
immediate  action  in  the  interests  of 
safety  in  air  commerce,  I  find  that  com- 
pliance with  the  notice,  procedure  and 
effective  date  provisions  of  section  4  of 
the  Administrative  Procedure  Act  would 
be  contrary  to  the  public  interest  and  is 
therefore  not  required. 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (24  F.R. 
5662) ,  Part  609  is  amended  as  follows: 
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206  I^UI-ES  AND  REGULATIONS 

1.  The  low  or  medium  lre<iuency  range  procedures  prescribed  In  S  609  lOO^a)   are  amended  to  read  In  part: 

LfR  SiAJfSABi)  Ijistrumkn:  AppBOArn  I'Rtv  idvrx 

Bmri^m,  hwrtlnn.  ocwiiM  tad  nOith  t*  nucnutie.     ElrrmtioDt  »nd  aUitodes  u«  In  trtt  MSL.     t".  lUnifs  src  in  (.vi  abo-  c  lUrpor'  flpvailon.     Pbtances  are  In  nautical 
mllM  unlMBoUMnriM'liKUcftt«d.ezcapt  TldbUltiM  whlcb  aniB  sUtute  mtlM.  .....  ^  ^ 

uiua  luuiM  r—  >— ^      ^j  ^^  aboT«  tTp«  Is  conducted  at  the  t*low  naire«l  airport.  It  shall  (  f  acconlaiioe  with  the  following  inaUument  approach  procedure. 

X  with  a  dlnerent  ppoewdiir*  tor^nch  aln>ort  authorlfe<i  ly  the  Adnunwtrator  of  the  Federal  Aviation  ArencT      Initial  approaches 
um  aHltudee  shall  cwreapond  with  thoee  e«Ul  ILshed  for  en  route  ofwnitlon  In  the  particular  area  or  aa  set  forth  beiow. 


un 

sh 


TranslUon 


From— 


CellLnK  and  visibility  mlnlmumj 


Coume  aii'l 
dl^it&nct' 


Mlnimtini 
altituite 


CoQdlllon 


: -engine  or  leas 


T  dn  10 
T-.ln-28 
C-dn.... 
S  dn  ... 
A-dn.. 


65  knoLa 
or  leas 


300-1 
SOO-1 
7VX>  1 
NA 
SOO-2 


More  than 
65  knots 


300-1 

SOO-1 

700-1 

NA 

SOO-3 


More  than 
2-en(tln«, 

more  than 
65knoU 


200-H 
SOO-lU 
700-l>j 
■NA 
900-2 


Procedure  turn  8  side  8W  crs,  209*  Outbnd,  029*  Inbnd.  2«X)'  within  10  ml. 
Minimum  altitude  over  facility  on  flnal  approach  en,  lOW. 

It  Tisual  contact  not  eBtablishe<l  upon  descent  to  authorized  landing  nunimuxii.-;  or  il  landing  not  accompliih.-d  within  1  5  miles  after  passing  Ani:ik  LPR .  turn  right  climbing 
to  2300' on  8W  crs  209*  Outbnd  within  20  mllea.  .„.»,.  ,     . 

Notm:  (1)  ADF  approach  NA.     (2)   Final  approach  from  holding  pattern  at  Aniak  LFK  N  A,     I'roctvlurc  turn  riKjuired. 
CAtmoN:  lOOC  terrain  3.1  mUee  North  of  Aniak  LFR. 

City   Aniak-  8Ute   Alaska-  Airport  Name,  Aniak;  Elev.,  %';  Far   CU-is  ,  n.MRI.Z,  Ident  .  AM.  Procclure  No    1,  Amdt   6;  E(I.  Date,  6  Jan   62;  Pup   Amdt.  No  5;  Dated, 

16  Dec.  61 


PROCEDURE  CA>fCELLED,  EFFECTIVE  6  JANUARY  19f.2. 

City   Fort  Worth   3Ut«   Tei  ;  Airport  Name,  Meacham ,  F:Wv  ,  r.gr.  V'dc   C'.a.vi  ,  PHRA7.  I.l.nt  ,  FTW,  rro.v.Iiirc  No   2,  Aradt.  R.  FtT.  Date.  15  Nov   .V,  ?up   Amdt.  No. 

7.  Dated.  28  May  55 


PROCEDURE  CANCELLED.  EFFECTIVE  6  JANUARY  1962.  OR  UPON  DECOMMISdIONIN  O  OF  LKR. 

City  Greenwood  SUte,  Miss    Airport  Name,  Municipal,  EleT  ,  IIV,  Fac   Clasa.,  BMLZ.  Ident.,  ORW,  Procedure  No   1,  Amdt.  7;  E(T  Date,  M  Doc   57,  Sup.  Amdt.  No.  G; 
'*  '  '  Dated.  4  June  55 


NaahTtlle  VOR 

Lebanon  Int 

Brentwood  HW  (LOM). 


LFR... .- - Direct 

LFR..  - I  Dir««-t 

LFR  1  Direct 


2100 

T-dn       

900-1 
4«J0-1 

*IO  1 
800-2 

300-1 
SOO-1 
400-1 
800-2 

200-»i 

2100 

("-<ln  

ftOO  l'» 

.    .                   2100 

S  dn-23 

A-dn           

400-1 

800-3 

Radar  terminal  area  transition  altitude*:  346'-195»  within  10  milos.  2(j«W,  34«;'  195°  within  10  .'5  m!U-».  ;5«X)'.  lW-34'r  within  2!,  miles.  3000'.  All  hearings  and  distances  are 
from  radar  site  with  sector  azimuths  progressing  clockwi.se. 

Procedtire  turn  North  side  of  crs,  om'  Outbnd,  246*  Inbnd.  2100'  within  10  miles. 

Minimum  altitude  over  facility  on  flnal  approach  crs.  1200'. 

Crs  and  distance,  facility  to  airport,  24W°— '2.2  ml.  ,  ,  , 

If  visual  contact  not  establi.shed  upn  descent  to  authorue<l  huiding  mininiuni.<  or  if  landing  rmt  a<-comiUi=»i*.l  within  2  2  mile.<.  (Umb  tu  3000  on  >\\  crs  wltnin  15  miles. 

CACflON:  2049'  tower  11  miles  S  W  of  airport. 

City  Nashville-  State  Tenn     \lrport  Name,  Nashville  Miinicipai  >Hen-y  Field';  EIPT.,t505'.  Kac  Chvvs  .  SHRAZ, Ident  ,  BA.  Procedure  No  1,  Amdt    10,  E(T  Date,  C  Jan.  f.2; 
■  '  sup    Amdt.  No.  y,  Datt-^i,  W  Dw    61 

2.  The  automatic  direction  finding  procedures  prescribed  In  5  609.100(b)   are  amended  to  read  in  part: 

.\DF  ST\..vnARD  iNSTatniNT  Approach  PaoctDva* 

Bearings,  headings,  courses  and  radials  are  magnetic.  ElcvaUons  and  altltudee  are  In  feft  MSL.  Ceilings  are  In  fwt  alx>vc  airi<irt  eUnation.  Di.staiuvs  im-  In  nautli-ul 
mllea  unleM  otherwise  Indicated,  except  visibilities  which  are  in  statute  miles.  ^  .  . 

If  an  Inatniment  approach  procedure  of  the  atove  type  ia  conducted  at  the  l>elow  named  airport  It  nhall  he  in  accordance  with  the  following  injtniment  apj-ronrh  procedure, 
unless  an  approach  Is  conducted  in  accordanre  with  a  ditVerent  procdure  for  such  alriwt  authorlted  by  tne  A.UnlnUtrator  of  the  F^leral  Aviation  Anency^  Initial  approach.^ 
shaU  be  made  over  specified  routes.     .Minimum  altituilcs  shall  corrcspon<l  with  those  estoblUhed  for  en  route  oiwraUori  m  the  particular  area  or  as  set  forth  t»-iow. 


Transition 


Ceding  and  visibility  oilmmunu 


From  - 


To 


TRI-VOR 

Telford  Int 

Hilton  Int - 

Int   BFO-VOR   R-187  and    brng   224"  to 
LOM  (HW). 


LOM   (HW) Dlrr.-t 


Course  and 

dlitaucw 


Minimum 
altllii'to 

(f.M-t) 


LO.VI   (HW). 
LOM   aiW) 
LOM  (UW) 


Fin^iU 


Direct 

Dire.t     .... 
Direct 


Condition 


i>nglne  or  less 


65  knots 
or  'eaa 


I 


6000 
4hX) 
5U00 
4100 


T-dn... 
C-d#  .. 
(^-n# 
S-^-'23# 

A  o  sa 

A-dn... 


3I10  1 
9IKV  I 
900-2 
900-1 

yoo  2 

1000-2 


More  than 
t>5  knots 


3fy  I 
v*y  1 
yiiiV2 

UU)  1 

yoo  2 
IilOO-  2 


More  than 
2-engino, 

more  than 
65  knots 


-200- '  J 
900-1'i 

yoo-2 
yoo  1 

y<ii>  2 

l(XX)-2 


Procedure  turn  East  side  of  crs,  044*  Outbnd,  224°  Inbnd,  4100'  within  19  ml.    Nonstanilard  due  to  terrain  NW. 
Minimum  altitude  over  facility  on  final  approach  crs,  %3800'. 

Crs  and  distance,  facility  to  airport.  234'*— 6.2  ml.  .,»,.,„,,,         ,      i    .     ..^„v     „  f  >■..    fr,„T,  i  n\f 

If  visual  contact  not  esUbashed  upon  descent  to  authorized  landing  mlnimums  or  if  landing  not  arcompU.-^hcd  within  r,  2  miles.  cUnih  tn  looo  on  .  r-  uf  -.1    from  i.u.m 
(HW)  within  20  miles  or,  when  directed  by  ATC,  turn  left,  chmb  to  4100'  and  return  via  crs  of  044'  to  L(;.\I  (HW,. 
Cactioi*:  Abrupt  changes  In  terrain  elevation  immediately  adjacent  to  procedure  areas. 
'Runway  4  and  22  only. 

♦Norednctlon  of  any  landing  celllnf  or  ▼Wbllity  minimum  Is  authorliad.  .        .     ,    -.  ,      T^nr  rr^a  o  tm 

%Desoent  from  4100*  authorized  In  hoVdlnf  pattern  at  LOM  (HW).    Descent  from  4100*  also  authorlzt  1  on  final  afler  p«ilng  TKl-\  OK  K-33-2. 

City.  Bristol,  3tate,  Tcnn.;  Airport  Name,  Trl-Clty  Municipal;  Elev..  1519';  Fac.  Claas..  LOM  (U  W),  Ident.,  BJU,  Proce.lure  No  1,  AmJt  Orig  ;  EfT   Date.  G  Jan   62,  or  upon 

com.  of  facility 


i 
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207 


Transition 


From — 


Mii>\mi.-m1U  VOR 


BO  RBn. 


Course  and 
distance 


Dlrort . 


Minimum 

alUtude 

(feet) 


1600 


Ceiling  and  visibility  mtniinnTnT 


Condition 


T-dn 

C-dn..._ 

8-dn-17R 

A-dn 


2-englne  or  less 


05  knots 
or  less 


300-1 
400-1 
400-1 
800-2 


More  than 
S6  knots 


300-1 
fiOO-1 
400-1 
800-2 


More  than 
3-englne, 

more  than 
06  knots 


200-H 
MO-lH 
400-1 
80O-2 


rrtK-odure  turn  West  side  of  crs,  335"  Outbnd,  155*  Inbnd,  1600'  within  10  mi. 
.Minimum  altitude  over  facility  on  flnal  approach  crs,  TOO'. 
Cru  and  dbUincx',  facility  to  airport,  155"— 2  mi. 

.  r,.-,- wuh"n*20  ml^'  "*"  ^'**'''*''''^  "»*°  '^^^"^  to  authorized  landing  mlnimums  or  if  landing  not  accomi.lbhcd  within  2.0  miles,  turn  left.cUmb  to  leoC  on  BO  RBn  brng 

Cavtion:  15«)'  wafer  tank  0.5  mi  WEST  of  airport. 
u.ty,  Brownsville;  State,  Tox  ;  Airport  Name,  Rio  Grande  Valley  International;  Elev.,  22';  Fac.  Class.,  BII;  Ident.,  BO;  Procedure  No.  2,  Amdt  Orig  •  EfT  Date  6  Jan  fi2- 

or  upon  com.  of  facility  e-.  »-".  ^-'awr,  o  jau.  o.^, 


<RI'  VOR. 


CP  RBn. 


Direct. 


1400 


T-dn 
C-dn 
A-dn 


300-1 
SOO-1 
800-2 


80(V-1 
800-1 
800-2 


aoo-H 

600-1^ 
80O-2 


Procedure  turn  North  side  of  crs,  038"  Outbnd,  219"  Inbnd.  HOC  within  10  ml 
Minimum  altitude  over  faeility  on  Bnal  approach  crs,  1000'. 
Crs  and  distance,  fn-ility  to  airport,  210"— 2.2  ml 


If  visual  contact  not  esUhlishcd  upon  descent  to  authorized  landing  m<nlmiiTn«  or  if  landing  not  accomplished  within  "  -^  mile?   turn  loft  ^i(.v,k  ♦«  i  j/w  «    .v    nor,o  u 
Iiom  Cr  RHn  within  M  miles  or.  when  directed  by  ATC,  turn  right  acTd  climb  to  ISOC  on  brng  231"  wmin  20  mL  *~  '  to  1400-  on  the  039"  brng 

City,  Corpus  ChMMi:  State.  Tex  ;  Airport  Name,  IntcrnaUona] ;  Elev.,  44';  Fac.  Cl^|.  BH;  Ident.,  CP;  Procedure  No.  2.  Amdt.  Orig.;  Efl.  Date,  «  Jan.  «2,  or  upon  eom.  of 


Procedure  turn  West  side  of  crs.  210*  Outbnd,  OW"  Inbnd,  ISOO'  within  10  miles. 

Minimum  altitude  over  f;uility  on  fln.il  approach  crs,  TOO'. 

Crs  and  distaiiec,  faeility  to  airiwrt,  030"— 3.5  ml. 

If  visual  contiict  not  eslablislied  upon  descent  to  authorised  landing  miiiiroums  or  if  huidiiie  not  accomplished  within  3  1  miles  make  a  ri<rhf  ,.iimhin»  .,.™  ..,  nr^> .    ■  . 

Caution:  LItrhts  inoperative  on  Runway  lT-35. 

•Alternate  minlmunw  of  800-2  authorized  for  those  who  have  approved  arrangements  for  weather  service  at  the  airport. 

(  ,ty,  Ro<kl:,nd:  State.  Mnine:  Airport  Name.  Rockland  Municipal;  Elev..  W;  Fac  Cta.ss..  MHW;  Ident.,  RKD;  Procedure  No.  1.  Amdt.  2;  EfT.  Date  6  Jan  62  Sup    ^mdf 

No.  1;  Date<i,  is  June  54  '      '    "*  ■ -^"^  "• 

3.  The  very  high  frequency  omnirange  (VOR)  procedures  prescribed  In  5  609.100(c)  are  amended  to  read  In  part: 

'  VOR  Standard  INSTBVMENT  Approach  PROCEorRE 

n,.,,^'S^otKlk^^nrcaTd."e'iU"pfvt  a5 tatllrt/SdlS"^"  '^  '"  '"^  ^'''^-    ^^"''^  ^'  '"  ^^^'  ''^^  ^'^'-^'  '■^--'-"-    ^^^-<-^  -  in  nauticl 

If  an  instrument  approach  procedure  of  the  above  type  is  oondncted  at  the  below  named  airport,  it  shall  be  in  accordance  with  the  followinc  Instrument  annroArh  nrn«.<i„~ 


Transition 


From 


To- 


Oourseand 
dlstanoa 


Minimum 

altitude 

(feet) 


Celling  and  visibility  mlnimums 


Condition 


T-dn 

C-dn 

A-dn 


2-ongine  or  less 


65  knots 
or  less 


30O-1 
fiOO-1 
800-2 


Proei-'liire  turn  S  side  of  crs.  237"  Outbnd,  057"  Inbnd,  1800'  within  10  mL 
Minimum  altitude  over  facility  on  flnal  approach  crs,  laOO* 
' facility  to  airport,  057"— 4.3  ml. 


More  than 
66  knots 


300-1 
500-1 
800-2 


More  than 
2-engine, 
more  than 

65  knots 


200-'>i 

SOO-l!i 

800-2 


Crs  and  distance. 


direc'[e'dty"'AT(^%\ar  Z'X^^cnt^T^l^'^lSSX'ai^S'^^r  "  " **°"°'  °"^  accomplished  within  4.3  ml.  climb  to  1800'  on  R^  within  15  mi  or.  when 


Other  change 
City,  CriTHMood; 


IVletes  transition  from  Greenwood  LFR, 
tute,  M1.SS  ;  Airport  Name,  Munidpal;  Elev.,  ISC';  Fac.  CTus.,  BVOR;  Ident.,  ORW;  Procedure  No.  1.  Amdt.  2;  EfT.  Date.6Jan.  62;  Sup.  Amdt.  No.  1; 


No.5- 
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RULES  AND  REGULATIONS 


TOR  Starkabo  iNarmcifiirT  ArnoAca  PaocBniia — Continued 


Traoiiaoa 

Ccliinr  and  visibility  niiiiliniims 

To—              • 

Course  and 
dlst&iioe 

Miiilniiini 

ftitltlKlc 

(feet) 

I'onlltion 

2-enKine  or  1ps> 

More  lliH'i 
2-cnKln.', 

more  thivn 
&J  knots 

From— 

(li  knots      More  than 
or  levs          (VS  knota 

T-,ln  ..  

C-iln 

Mtyi 
4(«v  1 

4(«V  1 
SOO-J 

4(«)-I 
hOO-l' 

:i)()-|  , 
.'><«v  1 '  i 

S-iln-i! 

A -.In' 

4(I«V1 

Procedure  tuni  N  sld«  of  crs,  062°  Outbnd,  SS"-"  Inbnd.  2000'  within  10  miles.     Heyoii  1  10  miles  N  A 

Minimum  altitude  over  facility  on  QnaJ  approach  en,  liOU'. 

Crs  and  distance,  facility  to  airport,  232*— 3  3  mi. 

If  Ttaual  contact  not  establlslie<i  upon  deacon  t  to  author  izol  Lulling  iuiiuinuiii.s  ir  if !  kii  l:n,;  n  it  i.  .'•iiiiii1l>!)»'I  wuhiii  :i  5  ini  ift'T  p  kv-.iji^  Kiiistoii  \'ou,  m.ikt'  ininiodi.ite 
rlfht  cUmbUiR  turn  to  2000',  rctumtnit  to  ISO  VOK 

CAtTTlON.  aw  M3L  radio  tower  2  mi.  SW  of  airport. 

Other  cbanm:  Deletes  transitions  and  tran.sition  note. 

•Authorlicd  as  an  aJtemate  for  air  carriers  only,  providcl  they  t!;ivo  approvtil  of  ctininmnuations  :iii'l  wct\tli(>r  scrvuf  .u  this  iiirix'rt.  Vcitlur  ^itvIcc  not  av.uhiMe  to  the 
gen«nU  public 

City,  Klnston;  State,  N'.C  ,  Airport  Namf.  Stallings  Fwld.  El<-v  ,  'iS' .  Kac    f'ljji.^.,  HVOK.  Mcnt  ,  I.-^O,   I'rin-ivlure  No    1.  Amlt    2.   KiT    1  ),it(>,  fi  Jin.  i\2,  Sup    Amdt    No.  I: 

Dated,  7  Jan    fil 


Kaahvllle  LFR 

'   »NA  VOR 

Din-ct 

2000 

T-dn 

C-dn    

300-1 
400-1 
400-1 
SOO-2 

300-1 
VM-l 
400-1 
800-2 

200-Vi 
800-1"^ 
400-1 
800-2 

S-dn-ai 

A-dn 

Radar  terminal  area  transition  altitude  34«>'-l».'>'  within  10  miles,  aiOO'.  JlO  11*5'  within  la  23  miles,  2500',  195*  Mb"  within  2.'  niUf:',  3iHKi'.  All  bcurluKs  and  distances 
ara  (torn  radar  site  with  sector  azimuths  proftreiBtnx  clockwL«. 

Procedure  turn  N  side  of  crs,  131  Outbnd,  311  inbnd,  2000'  within  10  ml. 

Minimum  altitude  over  (acUlty  on  final  approach  crs,  2000'. 

Crs  and  dlstanoe,  bcillty  to  airport,  318"— 4.1  mi. 

If  visual  contact  not  e8tabllsbe<l  upon  descent  to  authorized  lantlni;  mlninmnLS  or  if  Uiillnx  not  tti'('oni|>lL'<h<'d  v>  ithln  4  1  miles,  clinih  to  3tn^)'  t>ii  K  33,'i  w  ithin  '20  miles. 

Caution:  High  tension  line  138'  above  field  elevation  between  the  \'OK  station  :uid  the  airport. 

City,  Nashville;  SUte,  Tenn.:  Airport  .Name,  NiishvUle  .Municlp.il,  t:\cv  .  WV,  Fac   Cl^-a  .  HVOKT  \r    I  lent  ,  UNA.  rro(v.lijri'  No    l,  Am  It    M.  KiT.  Date,  6  Jan.  fi2;  Sup. 

Amiit.  No   «,  Dated,  25  Nov    t>l 

•     4.  The  terminal  very  high  frequency  omnirange  (TerVOR)  procedures  prescribed  In  §  609.200  are  amended  to  read  In  part: 

TeRIII.NAL    VOK    ST.\.Sl>.lRD    Is.STR!   M  K  NT    .VrPRiUln     I'RcXEDlRE 

Bearings,  headings,  courses  and  radlals  are  mnKnctic  FHi'vations  and  altitudes  arf  in  f'l-t  .\1.-^I.  Ciilinci  arc  In  Ict't  al>o\c  iiriK>rt  •  Uv.itioii  Di.-.tancc3  are  In  nautical 
miles  unless  otherwise  indicated,  except  visibilities  which  arc  in  statute  mill's 

If  an  Instrtiment  approach  procedure  of  the  at>ove  type  u  conducted  at  the  ln'l(;w  mimed  airjiort,  it  sh.ill  b«'  in  iiorordance  with  the  foUovvinR  iii.strument  approach  procedure, 
unless  an  approach  Is  conducted  In  accordance  with  .1  lUtTerent  prrnvdure  f<jr  such  un">i't  auihoritcd  hy  the  .\  Imlni.Htrntnr  of  the  Keder:il  AMatlon  .\Kiiu^y      InitiiU  approaches 


shall  be  macie  over  specified  routes.     Minimum  alutudea  shall  corresponil  with  thow 

estatilished  for  en  route  on'ratlon  111  the  [>tuticiil.ir 

irea  or  a.s  s«"t 

forth  Ulow 

Transition 

('eilingand  vLsil'iIity  mliiiiiiums 

T»- 

Course  and 

duUlIKX- 

Direct 

Mlnlmiini 

altitude 

(feet) 

Condition 

.'-engine  or  less 

.More  tluin 

From— 

r..^  knots 
(jr  Iras 

More  than 
|>A  knotjj 

3110-1 
7UO-1 
7U>-1 
NA 

more  thmi 
tiS  knotd 

BTL  VOR                             

AZO  VOR 

■2.'<)0 
30«X) 

2.''<I0 

2.VJ0 

2.'.II0 

•J.^<lo 

2i00 

T-dn 

.•«OlV  1 

701  >-l 

71  HI  1 
NA 

■20i>  '  j 

ORR  LO.M 

PMM  VOR 

ELX  VOR                                         -  .  .. 

AZO   VOR 

AZO  VOK 

AZo   VOK    

Direct 

Direct 

Direct 

C^ln  .._ 

S  dn-l7« 

A  da" 

:m  1 '  i 

7KH1 
-NA 

Cooper  Int      

AZO  VOK 

Direct 

Leroy  Int                          ..   

AZO  VOR 

Direct 

Lawton  Int                                . _.  . 

AZO   VOK 

Direct 

Direct 

Oentervllle  Int 

.V20   VOR                                  

Int  R-2A8  LFD  and  R-180  A«0  

AZO   VUK 

Direct 

If  :f  i  iTi  !ins 


.t    ii-eoinpli-.l;ed  w  it  Inn  0 '1  mile  aftiT  px-^'-iru'  AZO  \'ol{,  <  Unib  to  2SO0' on 


Procedure  turn  West  side  of  crs,  002"  Outbnd.  M2'  Inbnd.  '2400'  within  10  miles. 
Minimum  altitude  over  facility  on  final  approach  crs,  U'MYt. 
Crs  and  distance,  brcakoff  point  to  Runway  17,  173'— O..*!  ml. 
If  visual  contact  not  established  upon  descent  to  authorized  lajiliiih'  iiiiiiimunH 
R-1H2  within  '20  miles. 

NoTK:  All  approaches  controlled  by  Battle  Creek  ('.•'  T. 

•400-1  mlnlmums  authorized  for  aircraft  enulp[H-<l  with  funotioninu  dual  omni  reomrs  ifi,  r  pivvMiu'  the  R  270  of  tho  in  "L  \  oK  inhouii  1  i>ii  ihe  final  upproaeh  coiir-^-. 

••.\IR  CaRRIBR  .Note:   Alternate  minlmums  "MKK  2  aiithorize.l  for  thosti  air  carriers  with  weutiier  reporliii»;  xrviiv. 

11300'  minimum  altitude  over  facility  on  final  a|iproach  if  400-1  stralght-ln  minimum^  authorize  I. 

City,  Kalamazoo;  State,  Mich.:  Airport   Name,  Kalamazoo,  F.lev  ,  S74',  Fac.  Cl.i-ss  ,  V\  oH.    Ment  ,  AZo.    Trondure    No.  Ter\'OK   17,  Am  It    Oru-  ,  KIT.    Dati',  6  J.iii   i'i2 


BTL  VOR... 





AZO   VOK 

AZO  VOK 

AZO  VOK - 

AZO   VOK 

AZO   VOK    

I>irect 

Direct 

DiriKt 

Direct 

Direct      

2.'JH) 

;iuio 

.1JH) 
2.'i<K) 

2»'-HJ 
2 '.00 
2i<XJ 

T^ln 

C-iln      

•s  ,ln  X,' 

A  dn" 

■MMt  1 
,'<)0   i 

-.(Kl    1 

NA 

30<V1 
.'.<I0-1 
.'-«►  1 
NA 

2(HV  '  . 

ORR  LOM     .. 
PM.VI  VOK    .. 

.VH>   1  1  , 
.'lOO    1 

F-LX  VOK      . 
Cooper  Int   . 

NA 

I.^roy  Int 

AZO   VOK 

Direct      

I^wlon  Int 

AZO   VOK 

Dlrert        

Centervllle  Int. 
InCR  258  LFD 

and  R 

lio  AZo'// '..'..'.'.'.. 

AZO   VOK    ..    

AZO  VOK ... 

Direct       

Direct 

Procedure  turn  East  side  of  crs,  168"  Outbnd.  348'  Inbnd.  2400'  within  10  miUs. 
.Minimum  alfjMide  over  facility  on  final  approach  crs,  I4(X)'*. 
Crs  and  distance,  breakofi  {x)int  to  Runway  3S,  S-VI"— 0.5  ml. 

If  vi.sual  contact  not  established  upon  descent  to  authorized  landing  mlnimumi  or  if  1  in  lin.;  n   t  aocompli-^hed  within  0  n  mile  after  p,v.;-in^  AZo  \' OK,  climb  to  3000'  on  R- 
348  within  20  miles. 

Note:  All  approaches  controlled  by  Battle  Creek  CS  T. 

•400-1  minlmums  authorized  for  aircraft  equipped  with  functioning  dual  omnl  receivers  after  i>iis.slnK  the  K  233  of  the  HTL  VOR  inlx)und  on  tlie  final  approach  course. 

••Air  Carrier  Note:  Alternate  minlmums  SOO-2  authorized  for  those  air  carriers  with  weatlier  reporting  service. 

11300"  minimum  altitude  over  facility  on  final  approach  if  4U0-1  straigbt-ln  minlmums  autliorized 

City,  Kalamazoo;  SUte,  Mich.;  Airport  Name,  Kalamazoo;  Elev.,  874';  Fac.  Class.,  BVOR,  Ident  ,  AZO,  Procedure  No.  TerVOR  3.\  Amdt.  Orig  ;  Eff.  Date,  6  Jan.  62 
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T^-tt- 

Ceilinp  nnd  vUihiHty  mlnlTnnnn. 

From— 

T»- 

Course  and 
dlstanoe 

Minimum 

altitude 

(feet) 

Condition 

2-engine  or  leas 

More  than 
2-«iigine, 

more  than 
ftS  knots 

65  knots     More  than 
or  less         06  knots 

«♦ 

T-dn...  . 

300-1 
600-1 
600-2 
500-1 
800-2 
NA 

300-1 
600-1 
600-2 
500-1 
600-2 
NA 

C-d. 

C-n 

S-d-16  . 

S-n-15  . 

A-dn'.. 

I'rocedure  turn  West  side  of  crs,  320*  Outbnd,  140"  Inbnd,  2800'  within  10  miles. 

Kacillty  on  airport. 

Minimum  altitude  over  facility  on  final  approach  era,  21W. 

Cm  and  distance,  breakoff  point  to  approach  end  of  runway,  147°— 0.4  mi. 

If  vLsual  contact  not  established  upon  clesoent  to  authortied  landing  minlmums  or  if  landing  not  accomplished  within  0.0  mile,  turn  right,  climb  to  2900'  on  R-185  RHI-VOR 
Hit  Inn  20  miles. 

.Notk:  122.1  receiver  remoted  from  Rhlnelander  VOR  to  Wausau  FSB. 

(Ai-TioN    Radio  Tower?  1U33'  M8L  3.5  miles  East  and  MIV  M8L  1.7  miles  ESE  of  airport. 

•Air  C.^rrikr  Notk   800-2  authorized  for  those  air  canten  with  weattier  reporting  service. 

(  iiy,  Uhinclajider  state, WLs;  Airiwrt  .N'ame,  Rhinelander-Oneida  County;Elev.,  1599';  Fac.  Clas5.,  BVOR;  Idcnf.,  RIII;  Procedure  \o.  TerV'OR-lS,  Amdt    Orie    EfT  Date 

6  Jan.  62  •       B-.       • 

5.  The  very  high  frequency  omnirange-distance  measuring  equipment  (VOR/DME)  procedures  prescribed  in  S  609  300  are 
amended  to  read  in  part:         . 

I  VOR-DME  8TANDABD  iNflTRUMENT  APPROACH  PKOCEDURI 

Ce  ling-  arc  in  feel  above  alr|>ort  elevation, 


Distances  are  In  nautical 


Hi^arlnps,  headlnF?,  course.'^  and  radinLs  nre  magnetic.    Elevations  and  altitudes  are  in  feet  MSL, 
n.iles  unk'ss  otherw  iso  iiidicaie<l,  except  visibilities  which  are  in  statate  miles. 

If  an  instrument  a|ipr(«ch  procedure  of  the  above  type  is  conducted  at  the  below  named  airport,  it  shall  be  in  accordance  with  the  following  instrument  approach  procedure 
unless  an  ai>proftch  is  ctinducled  In  acrordanoe  with  a  diflercnt  pnoedure  for  sacfa  airport  authorized  by  the  Administrator  of  the  Federal  Aviation  Agoicy  Initial  approaches 
shall  l«e  made  ov.r  vpecifu'd  routes.    Minimum  altitudes  shall  ooirespond  with  those  established  for  en  route  operation  in  the  particular  area  or  as  set  forth  below 


Transition 


I'rom 


If  n,i  f\\  n  324 


To- 


Course  and 
distance 


6mifixR-324(FlnaI). 


Direct 


Minimum 

altitude 

(feet) 


2000 


Ceiling  and  visibility  minimums 


Condition 


T-dn... 
C-dn... 
S-dn-13 
A-dn... 


2-englne  or  less 


66  knots 
or  less 


300-1 
600-1 
SOO-1 
800-2 


More  than 
66  knots 


300-1 
600-1 
60O-1 
800-2 


More  than 
2-engine, 

more  than 
66  knots 


20O-I2 
600-1'i 
SOO-1 
800-2 


Radar  terminal  area  tran.Mtion  altitudes:  SOO^-lOO"  within  25  miles,  1900';  100''-180"'  within  25  miles,  1600';  ISC-^W"  within  10  miles.  1600';  ISC-aoO"  within  lO-ls'miles   1700' 
'.Ki    300    Within  15^  2."^  miles  27UO'.    All  bearings  and  distances  are  f»om  radar  site  ou  Robins  Air  Force  Base  with  sector  azimuths  progressing  clockwise 
Procedure  turn  West  side  of  crs,  324'  Outbnd,  144"  Inbnd,  3000*  between  0  and  IC  miles  of  VOR.    Beyond  16  ml  NA 
Kacillty  on  airport. 

.M  inimiim  altitude  over  fi  mi  fl\  R-324  on  final  approach  crs,  260O'. 
Crs  and  distaniv,  breakoff  jwint  to  approach  end  of  Ronway  13, 129"— 0.22  ml. 

If  viMial  contact  not  esfabli.shed  upon  descent  to  autborl£ed  landing  minimums  or  if  landing  not  accomplished  within  0  mile  of  VOR,  turn  right  and  climb  to  2000' 00  R-324 
w  It  hill  Hi  miles. 

Non    When  mitliorizr.l  by  ATC,  DME  may  be  used  within  16  miles  at  200O' In  all  directions  to  position  aircraft  for  a  final  approach  with  the  elimination  of  a  procedure 


u.  11. 
(    Iv 


M.icoii,  Stale,  (ia 


Airport  Name,  Macon  Municipal  (Cochran);  Elev^  354';  Fac.  Class.,  LBVORTAC;  Idcnt.,  MCN;  Procedure  Vo.  VOR/DME-1,  \mdt    Orie 

Date,  6  Jan.  62 


Eff. 


6.  The  instrument  landing  system  procedures  prescribed  in  §  609.400  are  amended  to  read  in  part: 

ILS  8TAKOASD  IksTRUMENT  APPROACH  PROCEDURE 

Bearing?,  heailmps,  conrses  and  radiaLs  are  magnetic.    Elevations  and  altitudes  are  in  feet,  MSL.    Ceilings  are  In  feet  above  airport  elevation.    DUtanoes  arc  In  nautical 
Holes  unless  oiherw  i.se  indicated,  eiorpt  Visibilities  which  are  in  Statute  miles. 

If  an  instniment  approach  procedure  of  the  above  type  is  conducted  at  the  below  named  airport,  it  shall  be  in  accordance  with  the  following  Instrument  approach  procedure 
utiles!!  an  approach  Ls  conducted  In  accordance  with  a  diflerent  procedure  for  such  airport  authorized  by  the  Administrator  of  the  Federal  AvIaUon  Agency.  Initial  approaches' 
ciiall  be  made  over  s|>ecifled  routes.    Minimum  altitudes  shall  oomspond  with  those  established  for  en  route  operation  in  the  particular  area  or  as  set  forth  below 


Transition 

Ceiling  and  visibility  minlmums 

in^m—                    1 

To- 

1 

Course  and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-enginc  or  less 

More  than 
2-engine, 

more  than 
65  knots 

65  knots 
or  less 

More  than 
65  knots 

Anchorakre  I.KK 

LOM 

LOM 

LOM 

LOM 

LOM 

Direct 

l."i00 
1500 
1500 
1500 
1500 

T-dn^ 

300-1 
600-1 

2oo-;v 

600-2 

30O-1 
600-1 
200->'i 
600-2 

200  '  2 

I'eltu  Island  Int 

SuMtn,.  Int       .   .     

1  uriiJkMin  Int     

Direct 

Direct 

Direct  . 

C-dn 

8-dn-6" 

A-dn 

600-14 
20O-,4 
000-2    - 

Aiic  horaj:e  \OH 

Direct 

Radar  tranMilon'^  to  final  iipproadi  course  authorized.    Radar  transitions  and  vectoring  using  Anchorage  radar  authorized  in  accordance  with  approved  radar  natterus 

rrocrdure  turn  S  siih  of  W  crs,  '244  Outbnd,  004  Inbnd,  1500*  within  10  mi  of  LOM. 

.Minimum  allllude  at  (IS   interception  inbnd,  1500'. 

Aliitiide  of  OS  Hn<l  distance  to  approach  end  of  runway  at  CM,  I486' — 4.4  mi;  at  MM,  33r>'— 0.6  mi. 

If  visual  contact  not  esialilishcd  u[hio  descent  to  authorized  landing  minimums  or  If  landing  not  acconii)lishcd,  turn  rigl.l,  climb  to  1500'  on  SW  crs  AC  LFR  within  20 
iiili  V  or,  when  directed  by  Alt',  clinili  to  1500' on  W  crs  ILS  (244")  within  20  miles  of  LOM. 

Cm  Ti(i\     Terrain  3.S4'  MSL  1.6  miles  SSW  of  airport  and  1.6  miles  S  of  approach  to  Runway  6. 

.Notk:  Narrow  locallier  course  4  degrees. 

Other  cl-.ance    Deletes  portion  ofcniition  note  regarding  unuseabic  sectors. 

•Runway  Msual  rantie  2<".00' also  authorized  for  UkeofTon  Runway  6 in  lieu  of  200-H  when  200-;^  is  authorized  provided  high  intensity  runway  lights  are  operational. 

"Kuimay  visual  range  2»ioo'  al.so  authorized  for  landing  on  Runway  6;  provided  all  components  of  the  ILS,  high  intensity  runwav  lights,  approach  Ughts,  condenser  dls- 
rharce  Hu.sber.  middle  and  outer  compa.ts  locators  and  all  related  airborne  equipment  are  operating  satisfactory.  Descent  below  324'  MSL  shall  not  be  made  imless  visual  con- 
tu(  t  H  ith  the  approach  lights  has  been  established  or  the  aircraft  Is  clear  of  the  clouds. 

City,  Aiuhorape,  State,  Alaska;  Airport  Name,  Anchorage  International;  Eley.,  124';  Fac.  Class.,  ILS;  Ident.,  I-ANC,  Procedure  No.  ILS-6,  Amdt.  11;  Eff.  Date,  6  Jan.  62; 

Sup.  Amdt.  No.  10;  Dated,  29  Apr.  61 
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Transition 

CelllnK  and  visibility  mlnttnums 

To- 

C'oiirs.'  aiiil 
iJutancv 

Minlmuni 

altituile 

Ifwt) 

Comlltlon 

2-enKlne  or  less 

More  than 
2-enftlne, 

more  than 
6A  knots 

From— 

M  knots 
or  less 

More  than 
66  knots 

PROCEDURE  CAN'CELLED.  EFFECTIVK  6  JAMAKY  19«2 


City.  Augusta;  State,  Oa.;  Airport  Name,  Hu-sh.  Kiev  ,  142',  Far   Class  ,  II.S,  M.  nt  .  I   AOS,  I'nxriliirf  Nu   II. S   17,  AniJt  2,  EfT.  I>;iti',  2»i  NDv   Ml.  Sup   Annlt    No   1    Dated, 

It  June  !>n  . 


CLT  VOR                 

LOM   

Clover  Inf         

Direct         

2100 
■.•:«io 
2300 
3000 

■Jvoo 

ZJOO 
2100 
2300 
23(X) 
2300 

T-.ln 

C-tIn 

S-dn-5* 

.300-1 
400-1 

fi(J<>  2 

300-1 

■200-H 
000-2 

20O-'.j 
5<I0-1.4 
200- 1^ 

Fort  Mill  VOK 

Direct        

Clover  Inf 

I.O.M     Final)     

Direct 

I'nlon  Int     

York  Int      

Direct  

A  dii 

GOO-2 

Bradley  Int          

LO.M    

Dlreit       

Mount  Holly  Int.  

Weddlnftton  Int 

Fort  Mill  VOR         

LOM     

I)|re<t          

LOM 

LO.M    

Direct 

Direct 

B«thany  Int       

LO.M    

DIrwt         

York  Int                 

Clover  Int"         

Du-wt          

Procedure  tnra  N  side  of  3W  en,  230°  Outbnd.  mf  Inbnd,  2300'  within  10  miles. 
Minimum  altitua«  at  glide  slope  int  inbnd.  SSUO'. 

Altitude  of  O.3.  and  distance  to  appr  end  of  my  at  O.M  2200'— 4. fi  ml,  at  M  M  OSC— O.i  nil. 

If  Ylsual  contact  not  established  upon  descent  to  authorire<l  landims  minlmums  or  if  Ian  lintf  not  accompll.shtvl,  clinih  to  2900' on  CLT  \'OR  U  ttM  within  20  miles  or  when 
directed  by  ATC,  turn  left,  climb  to  2400*  on  FML-VOR  K-007  to  .Mount  Holly  Int  or  turn  right,  climb  to  210O'  on  R-007  to  F.ML  VOR. 
'400-H  required  when  glide  slope  not  utllize<l. 
••Clover  Int:  Int  R-32«  F.MI^VOR  and  CLT-ILS  3W  era. 

City,  Charlotte;  State,  N.C  ;  Airport  .Name,  Douglas  Municlp-.»1,  Elev.,  748',  Fac.  Cl;i.s  ,  ILS,  Ment  ,  I-CIT,    Proctvlure  No.  ILS  ,1,  Amdt.  17;  EtT.  Date,  6  Jan   62;  Sup 

-Vmdt.  .No.  16;   Uate.1,  15  Apr.  61 


LAX  RBn 

Compton  Int  'Final;* 

Direct        

1600 

T-<ln# 

C-dn 

300-1 

HOO-2 
500-1 
SOO  2 

300-1 
800-2 

.y»-i 

800  2 

300- H 
800-2 

S-dn-12 

A-dn 

500-1 
800-2 

Radar  vectors  to  final  approach  course  utilizing  Long  Beach  Radar  authorized  In  accordance  with  approved  patterns. 

Procedure  torn  NA. 

Minimum  altitude  over  •Compton  Int  on  final  approach  crs.  1600'. 

Cn  and  distance,  •Compton  Int  to  airport,  120"— 5.5  ml. 

No  glide  slope. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  mlnimums  or  If  landinK  not  a<-conii)h.shed  wltliln  5.5  ml  of  'Compton  Int,  climb  via  the  .^E  crs  of  the 
localizer  to  1000',  Intercept  and  proceed  via  the  R-l*l  Long  Heach  VOR  to  Albacore  Int  at  1500'  or,  when  Jiri'ctod  by  ATC,  climb  via  the  SE  crs  of  the  localizer  to  1500'  and 
proceed  to  the  Long  Beach  LOM. 

Cadtion:  JOC  hill  with  oil  derricks  one  mile  south  of  alnwt,  all  maneuvering  and  circling  shall  l^c  accomplished  North  of  field. 

#300-1  required  for  takeoff  on  Runways  16L  23L.  34R;  600- U4  required  for  taieofi  on  Runway  16R. 

•Compton  Int:  Int  NW  (back)  crs  LOB  ILd  and  042*  bmg  to  Dow  RBn. 

Clty.Long  Beach;  8  Ute.  Calif.;  Airport  Name,  Long  Beach  .Municipal;  Elcv.SS';  Fac.  Class,  I L3;  Ident  ,1  LOB,  Procedure  No.  11^-12,  .\mdt.  Orig;  Eff.  Date,  6  Jan.  62 


Ventur*  VOR 

Thousand  Oaks  Int^ 

Twin  Lakes  Int 

Fillmore  VOR 

Int.  LAX  VOR  R-277  and  LH3  R-169. 


Thon.sand  Oak.i  Int*      I  Direct 

WocxUand  Int  iFinal)**.  I  Direct 

Woo<lland  Int** '  Direct 

W'oo<lland  Int** Direct 

Woodland  Int'* Direct 


5000 
3200 
4000 
4500 
4500 


T-dn 
C-d.. 
C-n  . 

A-dn. 


300-1 

7(XV1 
70O-J 
800-2 


300-1 
70O-1 
700-2 
800-2 


300-1 
700-U^ 

7oo-a 

800-2 


If  4  ml.  radar  fix  received  west  of  alr|X)rt,  the  following 
mlnimums  apply: 


C-dn. 


500-1 


500-1 


600-14 


Radar  transitions  and  vectoring  using  Borbank  Radar  via  approve<l  patterns  authorized. 
Procedure  turn  not  authorised.     Holding  at  Woodland  Int.  right  hand  1  minute  4000'. 
Minimum  altitude  over  ••Woodland  Int  on  final  approach  crs,  3200*,  at  4  mile  radar  Qi,  2000'. 
Crs  and  distance.  Woodland  Int^^  to  airport,  076"— 6.5  mi. 
BUR  ILS  OM  on  Van  Nuys  Airport. 

II  visual  contact  not  established  upon  descent  to  authorized  landing  mlnimums  or  If  UndInK  not  iicooinpli.she<l,  climb  straight  abea  I  witliln  3  0  milos  of  BUR  ILS  OM, 
reverse  course  to  the  left  and  climb  rla  W  crs  Bl'R  ILS  Loc,  to  Woodland  Int.     Cross  ••Woo>lland  int  at  minimum  altitude  3200'. 
CAtTTiON:  Disregard  glide  slope  indications. 

•Thousand  Oaks  Int:  Int  W  crs  BUR  ILS  and  Fillmore  VOK  R-IW. 
••Woodland  Int;  Int  W  crs  BUR  ILS  and  Fillmore  VOR  R-lll. 

City,  Van  Nuys;  State,  Calif.;  Airport  Name,  Van  Nuys;  Elev.,  7W,  Fac.  Class  ,  BUR  IL.-^  Loc  ;  Ident  ,  I-BUR;  Procedure  No,  ILS-08.  AmJt,  Orlg.;  Eff.  Date,  6  Jan.  63 
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7.  The  radar  procedures  prescribed  in  S  609.500  are  amended  to  read  in  part: 


Radae  Standakd  Instrument  appboacii  Procedure 

Mearin.s,  headings,  courses  and  radlals  are  magnetic  EleTstions  and  alUtudes  are  in  feet.  MSL.  CeUlngs  are  In  feet  alove  airport  elevaUon.  Distances  are  in  nautical 
miles  mi!eK,'.otlierwl'«  indlc.itcd,  except  vlsibilltieswhich  ar«lnstatutemlle8.  i^»ow»un:>  are  lu  uauiitai 

If  a  radur  I  nstrumwit  approach  is  conducted  at  tbeMow  named  afrport.  it  *aU  be  in  accordance  with  the  foUowlng  instrument  procedure,  unless  an  approach  is  conducted 
in  iccordMnce  with  a  d  ff«w"t  procedure  tor  aidh  aiirat  aatfWilMd  Ijy  the  Administrator  of  the  Fe<ieral  AviaUon  Agency.  Initial  approacheslhall  be  made  overWlflld 
routes.  M«mmum  altltude(s  shall  correspond  with  &>m  MtabUatMd  for  en  route  operation  in  the  particular  area  or  as  set  forth  below.  PoslUve  idmtifl^^n  mtllTbyS^^ 
nJied  with  the  r.ular  oontrpllcr  From  InlUal  contact  with  ra<^  to  final  aathoriied  landing  mlnimums.  the  Instructions  of  the  radar  controller  are  m^dVtory  efcept^en 
.^  .  visual  contact  Is  establ  s^ie.l  on  final  approach  at  orbefore  descent  to  the  authorized  landing  mlnimums,  or  (B)  at  pilot's  discretion  if  it  appear  deSle  to  Sndnue 
the  approach,  except  when  the  radar  controller  may  (Urect  othwwtae  prior  to  final  approach,  n  missed  approach  shaU  be  executed  as  provide-l  below  when  (A)  comm^lSn 


(Cl 


iiiiu  iii>iTuani  i>  lOM  lor  more  man  o  seouiius  uuruiK  »  preasion  appro.acn,  or  lor  more  than  30  seconds  during  a  sur 
\  i.-uul  coiU;i<  t  If  not  e,-^t^Mished  uiHJii  descent  to  authorized  landing  mlnimums:  or  (D)  if  landing  is  not  accomplished. 


Transition 


From  — 


To- 


Coiirsc  and 
distance 


Minlmun 
altitude 

(fcoi) 


Ceiling  and  visibility  minimums 


Coudiiiou 


2 -engine  or  less 


65  knots 
or  less 


More  than 
65  knots 


More  than 
2-cnglne, 

more  than 
65  knots 


IROCEDUHE  (WNCKLLKl),  EFFECTIVE  6  JANUARY  1962. 

City,  Ewa,  State,  Hawaii,  Airport  Name,  NAS  Barbers  Point;  Elev.,  21';  Fac.  Class,  and  Ident.,  Barbers  Point  Radar;  I'rocedure  No.  1,  .\nidt.  Orig.;  EfT.  Date,  28  May  60 

All  directions Radar  site. 


Within  25  milts.. 


1500 


Surveillance  approach 


T-dn 

C-dn 

S-dn-9,   23,   27, 
and  30. 

S-dn-6,  12 

A-dn 


300-1 
400-1 
400-1 

500-1 
800-2 


30O-1 
500-1 
400-1 

800-1 
BOO-2 


200-) 4 

800-14 

400-1 

600-1 
800-2 


RiKlar  control  will  provide  10(10'  vertical  clearance  within  a  2-nillc  radius  or  SOC  vertical  clearance  within  a  3-  to  6-mlle  (Inclusive)  radius  of  radio  antenna  towers  00V  \f  qt 
7.1  mi,  11W3'  6.3  ml,  and  015'  Mt^L  10.3  mi  South  of  radar  antenna,  and  also  must  provide  separaUon  from  restricted  area  R-ieiA  antenna  towers  995  MSL 

Procedure  turn  .N.\. 
\  OH  ^^""'  """tact  not  cstabll.-^hed  upon  descent  to  authorized  landing  mlnlmum.s  or  if  landing  not  accomplished,  climb  to  1500'  straight  ahead,  then  proceed  to  JX-LFR  or 

Other  change:  D«  Ictos  Runway  18  for  stralght-in. 

City,  Jacksonville,  Slate,  Fla.;  AiriK)rt  Name,  Imeson;  EJcv.,  52';  Fac.  Cla.ss.  and  Ident.,  Inieson  Radar,  Procedure  .No.  1,  Amdt.  2;  Eff  Date  6  Jan  62  SuD  Amdt   No   i- 

Dated,  2  July  56  '  '      '  vii.  -  u.  i, 


PROCEDURE  CANCELLED,  EFFECTIVE  6  JANUARY  19«. 

City,  .-^anta  .\na;  State,  Cahf.;  Airport  Name,  Orange  County;  Elev,,  54';  Fac.  Class,  and  Ident.,  El  Toro  Radar;  Procedure  No.  1,  Amdt.  Orig  ;  Eff.  Date,  22  Apr.  61 

These  procedures  shall  become  effective  on  the  dates  specified  therein. 
(Sees.  31S(a),  307(c).  72  SUt.  752,  749;  49  VS.C.  lS64(a),  1348(c)) 

Issued  in  Washington.  D.C.,  December  4, 1961. 

G.  S.  Moore, 
Acting  Director.  Flight  Standards  Service. 
(F.R.  Doc.  62-21;  Piled,  Jan.  8,  1962;  8:53  a.m.] 


(Beg.  Docket  No.  995;  Amdt.  251] 

PART  609— STANDARD  INSTRUMENT  APPROACH  PROCEDURES 

Miscclloneous  Amendments 

The  amendments  to  standard  instrument  approach  procedures  contained  herein  are  being  adopted  to  become  effective 
when  indicated  in  order  to  promote  safety.  The  revised  procedures  supersede  the  existing  procedures  of  the  same  classi- 
fication now  in  effect  for  the  airports  specmed  therein.  For  the  convenience  of  the  users,  the  revised  procedures  specify  the 
complete  procedure  and  indicate  the  changes  to  the  «>T<»^<ng  procedures. 

.*v.^w*  8^^"*^^o>^  e*^^  which  demands  immediate  acUon  In  the  interests  of  safety  in  air  commerce,  I  find  that  compUance 
with  the  notice  procedure  and  effecUve  date  provisions  of  section  4  of  the  Administrative  Procedure  Act  would  be  contrary 
to  the  public  interest  and  is  therefore  not  required. 

Pursuant  to  the  authority  delegated  to  me  by  the  Administrator  (24  F.R.  5662).  Part  609  is  amended  as  follows- 


ii 


212  I^ULES  AND   REGULATIONS 

1.  The  low  or  medium  frequency  range  procedures  prescribed  In  §  609  100(a)  are  amended  to  read  In  part: 

LFH    STASnARIl    iNSTRrXKNT    AlPROACH     PRiKTEDfRr 

B««ria9,  beftdlngs,  eounea  and  ndlAla  are  mafaiolic.  Eli'vatloni  anl  altuudes  art-  in  (<ft  MSL  fiulUiin  arr  in  twl  sliovt  airport  ilovalion.  UbUQwa  arc  in  nautical 
miles  unlcH  otherwiae  Indlcmtea.  except  TtslbtilUea  which  arc  in  itatatf  niil«-3 

If  an  Instrument  approACti  prooedure  of  the  above  tvpe  11  poniluct^'l  i»t  the  t»'low  nanifl  .iinx)rt.  11  Hliall  ti*-  .n  ai-cordanoe  with  the  (oUowtnu  Instrument  approach  procedure, 
nnle«  an  approach  ts  conducted  In  aceorlanoe  with  »  different  pnxvlurf  for  such  airi^irf  mtdunr.-l  !■>  lli.-  A.lniiiiistralor  ol  tht-  Kfd.-nU  Aviation  ApTicy  Initial  apiiroachea 
shall  be  m*de  over  ipedfled  routes.     Minimum  alutules  shall  oiirri«poiid  with  thiMo  t'stallwlied  for  .n  rt)ut«'  Di.Tsiuiii  111  the  particular  aren  or  as  s«'t  forth  l*low. 


Tnuisltion 


From— 

1 

To- 

■ 

Courv  and 

dLsHn.v 

Min.tnimi 
aliunde 

Scarsd<ik  VlIK  Int  

la  I. in   Fin  .r  

Dir.'il     

'\-*iO 

CclliiiK  iud  vbiljility  miiiliiiuiiis 


J-OHKU 

»\.ii 

lit 

on 

tVS  knots 
ur  li  .vi 

T 
(• 

\ 

-<hi^ 

diif 
dii  J- 

Hill 

^$' 

3»iO-l 

7U>  1 
,V»|   1 

.Mori'  ll..in 
i-^  kllot.s 


.ViO-1 

rim  J 
:t*\  1 


More  than 
..'-I'nKlm', 

Qiorf  tlian 
u")  knots 


TIKI-  J 
,'<ll>-l 
SOO  J 


nil. 

Iv,  llllllli   to 

:'  i;.sl  J  11.1 


Procedure  turn  N  side  N'K  crs,  043'  Outlnl.  .'-■J    In'nl.  \  **'    >wt;,.n  10  :...lfs. 

Minimum  altitude  over  facility  on  Iln.il  aiiproiu'i  tr*.  i-jki  "    hniif"  aut.'ioriied  after  N.-v*   Ro<-h<>ll<>  MIIW  >      Prs  ml  dbt^ince,  ftwlllty  to  alri>ort,  21'3      •:.<» 
if  vuual  contact  not  estaMiihed  iii>ou  Jujkvnt  to   utl.i.ri.'r  i  1  m  l.iu  :i.iui;..u:..s  u.  if  liii  Iuik  iiol  .utoii.piLsl.ol  .wl  ,:ii  .  ^  i..ili-.^  .i.'ter  po-vsuif;  I.,i  ( iuar.li.i  1,1" 
2M0' on  3W  cr»  La 'iuardla  I.KR  to  Coney  Island  Int      lli.ld  foiuy  Ishin  1  Int  n.'lit  tunn.  om- rniiifUc.  (MJ    mi  iil 

CaL'TIO.V:  Stdiidard  clearance  not  pro.  idcl  O'.  cr  o!.str,n-:i. 'ii;  .a  '.ii  »i   liijT  y-it  Ii  ari-,i  m  !  i;i  ::.iv  .■  1    i[.;  i  .  icl.   k.  ■  1      I'l:  l^i   to.'  iri  '^.i    •.;.■<'.  J  '  ii.i  NT,  ;  wi'-.  1^: 

North. 

NoTK;  Lariuardla  I-KIl  must  1  e  nionitore.!  aurally  if  .M>r  .ipjiro.i. '.  U  :■.  v  lo  <ii  l    i,^  ,  1  i.t  1  .r.- 

•IT  New  Rochelle  .MIIW  not  recelve<l,  strawht-iu  iiiinuiiiiiiM  not  auth.onzed 

"Deacent  to  lAndln,{  minl::iiitiis  authorlitd  ouly  after  iia.v:i.ii-  I.a    ^  lor  !;a  LKK 

takeoff  mlnlniums  for  Kunways  4  and  31  will  not  t*  less  tliau  -UV  1  durin.?  |i«'rio<l.s  u  i:i-n  toAir  .il.  :.m.c;c.>  Ui  '.n-.il.  ins«'iuc  of  .siirfSof  shij'S  in  ih;»niifl. 

#AIS  Carkikb  Note:  Sliding  icaJe  not  authorlwd  for  Ian  Im  -s  on  !'.an*ay>  13.  31,  an  1  -■-'. 

City   New  York    State   N  Y     Airport  Name    I.a  1  iuwlia,  Kl«/  .  j),  1  w   Cl-wvs  ,  S  A  UK  A  /    I  l.iit  ,  I.  \    rro,eliire  No    1.  An.  It    ■<    1  iT    P  lu-,  U  J  ah   iVJ,  Sup    Aiiidt    No  S 

l)ate<l.  11  No.    '>l 


2.  The  automatic  direction  finding  procedures  prescribed   in   §  609.100(b)    are  amended  to  read  in   part: 


.\[)F    ^TAVDVUD    [-.•'TR'MF.VT    .\MH.H(I1     I 'R(<l  rpllllt 

iL    '.;  ■   I.,       ('.  .l.l.^.s    .11'      .li    .'ill    ..lo\r    .iljp.irl 


I  i.-l.iijcx  s  .irc  III  iiaulic.d 


BearlnKS,  lieadings.  coursfs  and  radioia  arc  ii.,n;ii'  lu  .     KU  \  ..Uoio  ai.  '.  .liiiiu  .•  ■  iri 
miles  tiniess  otherwiae  Indicated,  except  vLsiliilitic.i  wliuli  arc  In  st.itiitj'  n  llis 

Han  Instrument  approach  procedure  of  tliC  aU.vi  type  l>  lui.  ii.iU'o  .it  lU  :<  l.u  r.ai..i  1  .;r|»  it.  '.i  '...i'.W-  11.  mor.Lii'.iv  \*iti.  tt»-  follow  iiiij  iu-f;iiii.enl  approach  procvdure, 
onlMS  an  approach  is  comlucted  in  accordance  witli  a  dillcrt'iit  priM-e.lurr  for  ■■iii!'  ilrport  hiiIIi'  n^i'i  !  \  {\»-  Adn  inL<tr;itor  of  tin-  Ke.lernl  Aviation  A^-ency.  Initial  opprouclies 
■ball  be  maje  over  specified  routts.     Mluiinuni  ilt.tudej  shall  >  '/in    ;  •  ii>l  .  .'•.'■•  ;!.' 


.:al..i-. 


f..r 


'.[    '.all  N   II.  iiior.Lu'.iv  will,  tin-  f..!lowinij  lu-f  Miii.cnl  approach  procedure, 
e  A.!n,inL<tr;itor  of  till-  Ke.lernl  .\vlatlon  .K^-ency.      Initial 
i.ti    .  («  tut  loll  111  tU"  p.irti(-ul.»r  are. I  .-i    l^  ^  t  forth  l<  I.jw, 


Transition 


From — 


To- 


('■•iK-j'    in  1 
Ul~'  111"- 


\I  ini;;;ii:ii 
,.i|.i,,  |,. 

..fee  I) 


("elliiig  an.l  vL>il  lllty  nilniir.unis 


2-englne  or  less 

.\Iorf  than 

i-  -i-IiLi  .li 

..>r  loss 

Mop'  timn 
'j  knots 

more  til  m 
tiS  kiiot,^ 

T  dn        

(■  .J 

3<rv  1 
.'<«)  1 
.'<»)  1 

NA 

.■1)10  1 
UV   1 
t<K>  1 
NA 

(■   n         

UK)    1  <  , 

A-ilii*          

NA 

Procedure  turn  W  side  of  crs  038°  Outbnd,  ais"  Inbn.l.  jmio  within  ID  nnles 
Minimum  altitude  over  facility  on  flnai  appro-ich  its.  SD"''. 
Cn  and  distance,  facility  to  airport,  218°— 2  2  mi. 

If  visual  contact  not  pstablUheil  upon  dosc«>nt  to  luthori.'el  liii  Imis  n.iiiUT.iiTns  or  if  1  m  lnv  not   i.-niMiplishe  1  «  iMin  .'  .'  n,ile«.  rv  ik.    i  ni;lit  dr 
on  bmg  to  280"  from  Bar  Harbor  .M  HW  within  in  mi 

Reverse  crs  and  return  to  Bar  Harbor  MHW  at  JiXXV.  holl  lUIB  .MIIW  one  .ilnule  rii:>;l  turns,  o,v.'  ml.ii.l 

AlB  Carkicr  Notk-  No  reduction  in  miniinums  authi>ri7ed 

Note:  Facility  mast  be  monitored  aurally  .luring  approach 

"Alternate  minimums  of  S0iV2  ituthorhcd  for  tho.se  who  li  ive  appro,  el  irrinRfment  for  vie  ither  s,-i  vjiv  uf  the  lirivirt 

City,  Bar  Harbor.  State,  Maine,  Airport  N  ;Tne.  Municipal,  F.le.  ,  ?l',  1' ic   Cl.iss  ,  MHW,  I  lent  ,  Blllt.  I'roi-c.lure  No    1.  A'Tilt    !    KIT    1' 

HaU-  1,  is  June  A 


tri>;  'urn.  .  li'i  !•  '■ 


l.(  J 


-up 


Boston  LFR  to  LOM    ...J  LOM..     Direct 

Kast  Boeton  Int  to  LOM     I  LOM.. |  Direct 

Franklin  Int  to  BmK03.V  lo  LOM* I  LOM |  08.^  -12  4 

Bedford  RBn  to  LOM      .   .   '   LOM I   Direct 

Radar  Terminal  Area  Tran-sitlons  to  Radar    .  Within  J.' 

Bite.  !  i 


mi 


1*100 

i.y» 

IHOO 

2300 

(f«l>>00 


T-dn% 

r-dn 

S-dn-lI^R 

A-dn 


.«*V  1 
li(X)-l 

»■«)- 1 

«4K>  J 


1 

300-1 

fiOO-l 

Ulr>  I 

SI  10- 2 

It    N. 


■JlllV  .'  i 
liOiV  1 '  J 
an  1 


Procedure  turn  Kast  side  of  .'?outh  cn,  21.^^  Outhnd,03.V  Inhcl,  l-^OC  within  10  ml. 

Minimum  altitude  over  facility  on  final  approach  crs,  ISOC. 

Crs  and  distance,  facility  to  airport.  035="  -5.6  ml. 

If  visual  contact  not  established  upon  descent  to  authorlie<l  laiiding  nilnlmuius  or  If  I.ui.ling  not  accompluho"!  vsithlu  .1  C  nille.s  after  pajolii,?  I.oM,  dlnit  to  1300'  on  its 
035"  from  LO.Vl  within  15  miles  or,  when. directed  by  ATC,  make  a  right  turn  to  liOC  on  Kast  crs  Boston  LK  R. 

CaiTTiov:  StraiKht-ln  and  clrcllnft  mlnimums  do  not  provide  standard  clearance  over  STi/  stacks  SW  of  airport     IS^y  TV  tower  10.5  ml  W  of  .iirport. 

Note:  .Ml  fixes  may  be  determined  and  supplemented  by  surveillance  ra<lar. 

-Vote:  Nonstandard  apprt>ach  light  system  servlnf;  Runway  4R  contains  displaced  outboard  itreep  threshold  lights  2523'  from  ninwny  end. 

%  Except  where  radar  vectoring  Is  used,  and  when  weather  Is  1000-3  or  below,  departures  from  RBy  27  make  left  or  right  turn  an  soon  as  iiracticahlc  .ml  .lepartiiro.s  from 
Runw  ays  22  and  33  climb  straight  ahea<l  to  at  least  1000'  prior  to  proceeding  toward  lii^  W  BZ-TV  tower. 

©Except  2300'  when  more  than  6  ml  from  airport  between  8W  and  NVV  courses  of  Boston  LFR. 

'Final  authorized  after  interception  of  final  approach  course  Inlxiund. 

City,  Boston,  .-'tate,  Mass.;  Airport  Name.  Lok.ui,  Elev.,  l^;  Fac.  Class.,  LOM.  Ident..  BO.  rroc«dLixe  .No.  I.  AmJt.  11,  EH.  DaU>.  13  Jan.  M.  ^u\).  Aindt.  .No,  10,  Dated,  10 

June  61 

PROCEDURE  CANCELLED,  EFFECTIVE  13  JANUARY  1M2,  OR  UPON  DECOMMI88IONINO  OF  KAOIUTY, 

City,  Detroit;  State,  Mich.;  Airport  Name,  Detroit  City;  Eler  ,  626';  Fac.  Class..  MR;  Ident.,  DET;  Procedure  No.  1,  Amdt.  7;  Efl.  Date,  M  Feb.  58;  3up   Amdt.  No.  6; 

Dated.  18  Aug.  S« 


I 

Tuesday,  January  9,  1962  FEDERAL  REGISTER 

ADF  Standabo  iMnwouun  Affboach  PBOcaDCBK— ConUnued 


213 


Truisition 


Kroin- 


ll.<\"  \  OR 
I  iUrle\  lilt 
llohb-  M  m 


1  Int. 


I  I  mieton  Int 


To- 


LOM. 
LOM. 
LOM. 


LOM. 


Course  and 
distance 


Direct 

Direct 

Via  R-158  HSV- 
VOR  and  brng 
357°  to  LOM. 

Direct 


Minimum 

altitude 

aect) 


3000 
3000 
3000 


3000 


Celling  and  visibility  mlnlmums 


Condition 


T-dn... 
C-d#... 
C-^l#... 
S-d-18. 

8-n-18. 
A-dn... 


2-engIne  or  less 


6£  knots 
or  less 


300-1 
800-1 H 
800-2 
800-1 
800-2 
1000-2 


More  than 
65  knots 


300-1 
900-lH 
900-2 
800-1 
800-2 
1000-2 


More  than 
2-engine, 

more  than 
ftS  knots 


aoo-H 

900-2 
900-2 
800-1 
800-2 
1000-2 


Proirlure  turn  Wi  .st  Mdr  of  crs,  357°  Outbnd,  177"  Inbnd,  2500'  within  10  mi. 
.\1  illinium  altiiude  over  facility  on  Anal  approach  era,  2500'. 

Crs  and  distance,  facilitv  to  airixirt,  177">»-^.2  ml. 

iv'Tius    »Circlinp  approaches,  avoid  high  terrain  1.3  mi  E  of  airport. 

A'l  ;  Airixirt  Nmic.  Huntsville;  Elcv..  t\V;  Fac.  Class    LOM;  Ident.,  IIS;  Procedure  No.  5,  Amdt.  1;  EfT.  Date,  13  Jan.  62;  Sup  Amdt   No   Orie 

Dated,  30  Dec.  &1  ■  ■        b  • 


it  y,  lliintsv  illi 


~t;.ti 


AmbOY  VHF  Int 

(Imthuin  RBn.. 

R^ar  I  ransi lions: 
S  Quadrant  Neviark  l.KK 
.N  K  sector  from  O.V*"  to  IWli" 
.^ II  other  s«'<ton;     


LOM  (Final). 
LOM 


Radar  Site. 
Radar  Site. 
Radar  Site. 


Direct... 
Direct... 
Within: 

15  ml.. 

20  ml.. 

aomi.. 


1000 
2000 

1500 
2500 
2000 


T-dn.. 
C-dn... 
8-dn-4. 
A-dn... 


300-1 
600-1 
600-1 
800-2 


300-1 
600-1 
600-1 
800-2 


200-J4 

eoo-Dii 
eoo-1 

800-2 


l'nic.dur«>  turn  \\  est  side  of  crs   217°  Outbnd,  037*  Inbnd,  1500'  within  10  mi. 
.Minimum  altitude  over  lacility  on  filial  approAcb  cn,  1000'. 

("rs  and  di.stancc.  facility  to  airjiort,  037°— 4.9  mi. 


If  V  isual  ft.ntai  I  not  csiubh.s  ed  ui>on  descent  to  authoriied  laadlnc  mlnimums  or  li  landing  not  accomplished  within  4.9  miles,  dimb  to  1000'  on  crs  037< 
ake  Wt  chml.inK  tiini  to  aMKC  direct  to  Chatham  RBn.    Hold  8W  CAT  RBn.  2000',  right  turns,  one  minute  inbnd  crs  065°  «» iwu  on  ere  im. 

Other  chanpi  s    I  leletc.s  traiLsitions  from  New  Brunswick  Int,  C«lt«  Neck  VOR  and  .Newark  LFR. 


from  LOM.  then 


<'itv,  Nov  ark:  .-^t:!!!',  NT 


Airport  Name,  Ne^-ark;  Etev.,  IS*;  Fk.  Cbas.,  LOM;  Ident.,  EW;  Procedure  No.  1,  Amdt.  15;  Eff.  Date,  11  Jan.  62;  Sup.  Amdt.  No.  14-  Dated 

22  July  61  '  ' 


.^.kiidv  Hook  \HK  Int 

.-ixitlan.l   UHn 

li.id.ir    I'ein.inil    \ii   .    1  r.in~itioii> 


Scotland  RBn _ 

IDL  RBn , 

.\11  directions 

E  of  NE-SW  crs  of  LOA-LFR. 


Direct      

Direct 

Within 

Within  l.'i  miles. 


T-dn 

C-dn 

S-dn-lR,  4L. 
A-dn... 


300-1 
500-1 
800-1 
800-2 


300-1 
500-1 
800-1 
800-2 


200-  '$ 
500-11^ 
500-1 
800-2 


Pro.  V.  lure  turn  .^oiitli  si  Ic  of  crs  223°  Outbnd.  043' Inbnd,  1200*  witliln  lOmiles  of  OM/RPn 

.Mininiuin  alt  it  ude  over  facility  on  final  approach  crs.  700'. 

(  rs  in  1  dist  uicc,  facility  to  Runway  4R,  043°— 2.6  ml;  to  Runway  4L.  032'— 2.7  ml. 

V.uT'V'  ""iVx','  I'iV.'  ''^,' '''''s'"""'  uiwn  descent  to  authorized  Unding  minimunis  or  if  l:indiiip  not  ac-oniplislied  within  2.0  miles  after  passing  OM,RBn   climb  lo  500'  on 
-  ofiM.t    fioin  ( )  \    R  Bn.    hen  make  a  right  climbing  turn  to  1500-  and  proceed  to  Lido  RBn  and  hold  S\\-.     1  min  rigid  turns  inbound  course  035° 

I  VTMN    (  1!   lini;  I. 111. liiiK  minimums  do  not  provide  standard  clearance  over  stack  278' MSL  1.7  ini  Si^E  of  airport. 
;t>,  Ni  «  ^  uik   S!  ite,  V Z^'  ;  Alr[x)rt  Naine.  International;  Elev.,  12";  Fac.  Class..  MIIW;  Ident,,  IDT. 

Dated,  5  -Mar.  (iO 


Procedure  No.  1,  Amdt.  19;  Eff.  Date,  11  Jan.  62;  Sup.  Amdt.  No.  18; 


MlevslldVOR  I  LOM 

I'eer  P.irk  \  II 1  liii      'Roslyn  Int. 


RosUii  Ini* 


LOM  (final). 


Direct 

Via  LOA  VOR 

R-100. 
Direct 


1500 
2000 

1500 


T-dn 

C-dn 

8-dn-?2L. 
A-dn 


800-1 
500-1 
800-1 
800-2 


800-1 
800-1 
600-1 
800-2 


200- Js 

800- 1;^ 

890-1 
800-2 


R.ilir  tr.msitions    All  directions  2.500'  within  25  miles  East  of  NE,rSW  crs  LGA-LFR;  1500'  within  15  miles 
I*ro.vdurc  turn  K;i.sl  side  .NK  crs.  043'  Out  bnd.  22r'Inbnd,  IJOC  within  lOmi  of  LO.M  (Nonstandard  to  a\ 
.Minimum  aUitu.le  over  facility  on  final  approach  era,  IfiOO'. 
Crs  :ind  distiuiee,  f:»rility  to  airport,  223°— 5,6 mL 


oid  LaGuardia  traffic). 


Int.    After  S(ot- 


If  vLsual  oniai  t  not  eslabhshed  yi\x>n  descent  fo  authorized  landing  mlnimums  or  if  landing  not  accomplished  climb  to  lOOC  direct  to  Scotland  .MHW 
,n  I,  chnii)  to  1 '-»>',  hold  .s\\  on  Scotland  .Mil  W/Int  one  minute,  right  turns.  Inbound  course  044°  oiii  lu  .louiuu  .^un 

( ■  Y'TioM    Cirrlmg  inininiuins  do  not  provide  clearance  over  2W  stack  1.1  mi  SE  of  Runway  4R  and  185'  control  tower  on  airport 
other  ilianire    1  )eletes  transit  ions  from  (ilen  Cove -MHW  and  Mitdiel  LFR 
•Ko.>l,\nInl     Int  I.OA   NOR  IMOl  and  043°  brng  from  IDL  LOM. 

I  ii.v.  New  York,  .Mate,  N,V  ;  AiriHirt  Name,  International;  Elev.,  12';  Fac.  Cla.«i5.,  LOM;  Ident.,  IW;  Procedure  .No.  2,  Amdt  1;  Eff.  Date,  11  Jun  f.2-  Pup    \md1   No  Orip  • 

Dated,  10  Dec.  60  >       .  •  f-. 


I  ll*rt\   Vlll    Int 
lYosiH'i  t  \  II  1    Inl 
1  'iA    \i)H 
1     .A   l.KK         .      . 


i 


Prospect  VHF  Int. 

LO.M  (final) 

LO.M 

LO.M 


Via  IDL 
Direct  .. 
Dirert  .. 
Direct 


R-271... 


2500 
1200 
2500 
2500 


T-dnV. 
O-dn". 
S-dn-t" 
A-dn... 


300-1 
70(V-1 
500-1 
800-2 


aoo-1 

700-2 
500-1 
800-2 


aoo-^i 

700-2 
500-1 
80O-2 


Radar  tr  iiislllons  aiitliorued  in  accordance  with  approved  radar  patterns. 
Procedure  turn  Soul  li  side  of  crs.  224"  Outbnd,  044°  Inbnd.  2500'  within  10  ml  of  LOM 
Mlnimuiii  altitude  over  facility  on  final  approach  crs,  1200'. 
("rs  ami  di.-taiue.  facility  to  airiHirt,  044°— 3.9  mi. 


hed  within  3,9  mi  after  pa.<t*ing  LOM,  climb  to  2«iO'  on  crs 043° 
bnd. 


If  visiiil  coiitait  not  established  upon  descent  to  authorised  landing  mlnimums  or  If  landing  not  acconiplis 
or  NK  crs  I.a<iuarilia  I.KR  to  New  P.ocholle  UBn.    Hold  New  Rochelle  RBn  right  turns,  one-minute,  043^  inl 

NoTK    I.aiiu.irdia  I.KR  must  lie  monitored  during  ADF  approach. 
u  J\)',VTr..  lm'„''iV.^"'.'i^i''lrT,'"l^  iiot  provided  over  obrtructlpns  in  final  approach  area  and  in  mKsed  approach  area.    (2)  Unlighted  obstructions  In  approach  rone  (Run- 
*\?er  !)W)'  msl  3  ,5  ,ni  SW   bidSi"  msi*  7  ml  sV  *PP™^  Ufhtiane  decreasing  to  IC  above  Ughts  at  1100'  from  approach  end  of  runway.    (3)  Tower  415'  msl  3.8  mi  SW; 

^•';',''B'V!V»»I'rL"v"^'J°'M' n"*"^'.*  ""^  ^'  .T"L°<".  ^  'f^i!"*"  ^'  during  such  periods  when  tower  advisories  Indicate  presence  of  surface  ships  In  channel. 
AiR  t  \RRtER  Note    .--liding  scale  not  authorized  for  landing  on  Runways  13/31  and  22. 


City,  New  ^ork;  .-^tate.  NY 


Airjiojl  Niinic.  Laduardia;  Elcv..  20';  Foe.  Class.,  LOM;  Ident.,  LO;  Procedure  No.  1,  Amdt.  If.;  Eff.  Date,  11  Jan.  C2;  Sup.  Amdt.  No    15- 

Dated,  II  Nov.  61  •  .       i  . 


I 
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RtJLES  AND  REGULATIONS 

ADF  Standabd  lumirMairr  ArPtOAca  Pbock>cbb— /'ontlnued 


Tr»nsitlon 


From— 


I  oiirse  and 
instance 


Minimum 

altittiile 

(feet) 


R8T-V0B... 
ODI-VOB... 

B«lllnf 

Byron  lat".. 


R3T  LOM -  Direct. 

Bell  Inf Direct. 

RST  LOM  (Final) Direct 

R3T  LOM - Direct 


I 


2000 
2SO0 


CelllnK  anil  visibility  inlnltnums 


Condition 


T^ln.... 
C-dn... 
B-dn^l. 
A-dn... 


2-engliM  or  Ins 


65  knots 
or  leas 


.TOO  1 
800-2 


More  than 
6i  knots 


300-1 
.V)0-1 
400-1 

81J0-2 


More  than 
2-enKlnc. 

more  than 
6i  knot.s 


200  I  . 
600-D, 
400-1 
800-2 


Procedure  turn  North  side  era,  IZT  Outbnd.  307"  Inbnd,  ZSOC  within  10  m\. 
Crs  and  distanoe,  facility  to  alrrwrt,  307*— 4.3  ml. 

Mtnlmum  aRitude  OTer  laclllty  on  Dual  approach  en,  asotr.  ^.     .  .,      ,        ,      .  ,  -^        ,         ,  nxt     i.. 

If  Tlsual  contact  not  eatabUsbed  upon  descent  to  authoriieJ  binding  mluirnums  or  if  l.uihu,?  ii.)t  jixxdupUohed  wuhlu  4.3  luik^  climb  t.j  j.kai  ou  jo.    en  fiom  LOM  wiihin 
ao  ml  Of,  when  directed  by  ATC,  make  left  climbing  turn  to  3000*.  proceed  direct  to  the  K?T  A'OH.  • 

•Bell  Int;  Int  B8T-V0B  R-078  and  SOT"  brag  to  LOM 
••Byron  Int:  Int  R3T-V0R  R-Sil  and  127    bmg  to  LOM. 

OItT   Rochester-  State   Minn  ■  Airport  Name.  Rochester  Municipal.  F.lev  ,  1310',  Fac   ru^s  .  LiiM,  Mcnt  ,  R.-J.  Trooe^lurc  .So.  1  Amdt    4,  KtT    Date,  13  Jan,  62;  Sup.  Amdt. 
'  '  .So.  3.  Dated.  U  .Nov.  «1 


BAT-VOR....\ 

SAT   RBn 

LOM 

LO.M 

IMr.Ht     ..   

Direct .. 

2500 
2S00 

T-dn  

iiii 

300-1 
(MO-1 
000-1 

80o-a 

aoo-vi 

r-iln 

•flOO-l'j 

S-dn-12 

600-1 

A-dn 

80O-2 

Radar  terminal  are*  maneuvering  altitudes  mea^jured  dockwuse  :u'ound  radar  antenna  iite: 

OtS*  to  ISO*  0-26  ml  aOOO'. 

ISO*  to  330*  0-10  mi  SaOC,  10-36  ml  SOOC. 

330*  to  046*  0-10  ml  SaOO',  10-16  mi  2600',  15-20  ml  3000'.  .,    ,    „  r- 

Radar  control  will  proTlde  lOOO'  rertical  clearance  within  a  3-mlle  radius  or  500'  vertu-al  ok-dranct;  *  ithin  d  3-  to  5-mlle  (.melusivp)  radiui  of  radio  towors  204^  .M&L  19  ml  st, 
1341'  MSL  6  ml  S8£,  1100'  MSL  10  ml  SE,  1107'  MSL  3.5  mi  8E  of  alriwrt. 

Procedure  turn  West  side  of  N  W  eri,  308*  Outbnd,  123"  Inbnd.  300O'  within  10  ml.     Hoyond  10  ml  .N  A. 
Minimum  altitude  over  LOM  on  final  approach  crs,  2000'. 
Cn  and  dtitanfie.  iM^ty  to  airport,  133*— 5.9  mi. 

If  Tlaakl  contact  not  established  upon  descent  to  authoriied  landing  mlnlmunu  or  if  lamllng  not  accompUsho<l   turn  right,  Intercept  ind  climb  to  3000'  on  174'  bmg  from 
SAT  RBn  within  30  miles  or,  when  directed  by  ATC,  turn  right,  cUmb  to  SOOC  on  SAT  VOK  K-158  within  20  mlteii. 
•Runway  17-36  restricted  to  2-eng^  alrcra/t  and  smaller. 

City  San  Antonio-  SUte,  Tex.;  Airport  Name,  International,  Kiev  ,  806',  Fac   Class  .  LOM,  Idont  ,  A.N',  Proooduro  No   3,  Amdt.  J,  Fit.  Date,  13  Jiui  02,  Sup.  Amdt.  No.  4; 

Dated,  9  Dec.  61 


F-B  LMM 

EB  LMM     

Direct 

aooo 

IHOO 
2000 
2000 

T-dn 

30O1 

1000  I 

1000-2 

300-1 

1000-1 

1000-3 

300-1 

Newark  LOM 

Direct  

C-<in 

1000-14 

Pfttitfunn  RRn 

FH  LMM 

EB  L.M.M 

Direct 

Direct 

A-d« 

looaj 

Morrlstown  VHF  Int 

Radar  sectors  may  be  utilixed  to  effect  the  above  transitions. 

Procedure  turn  W  side  of  crs,  23«r  Outbnd.  OW  Inbnd.  ISOO'  within  10  ml  of  OM 

Minlmnm  altitode  over  BB  LMM  on  final  approach,  140O'#. 

Cn  and  distance  OM  to  airport.  OSO*— 4.1  ml. 

Cn  and  dUtMoe.  EB— LMM  to  airport,  0S«°-0.5  ml.  ...  ,    .  ,       n,,  t  ....         i.         ,.    .-■ 

If  visual  eootact  not  eetabUshed  upon  descent  to  authoriied  landing  mlnlmums  or  if  l.indlng  not  accompli.thed  within  0.5  ml  after  passln?  EB-LMM,  make  a  climbing 
left  turn  to 3000' on  direct  cn  to  Paterson  RUn.  .    ^       .      ,    ..  ^..       _,      .       ,,o 

Caption;  Tetorbore  OM  and  Newark  OM  at  approximately  same  geographic  location  and  ilgnals  ar"  simultaneously  keyed  to  Indicate  one  O.M  serving  two  ILb  systems. 
Emplr*  SUte  Building  ISX/,  0.6  miles  SE  of  airport. 

IDescent  to  airport  mlnimums  authorized  after  passing  OM;  If  O.M  not  received  maintain  1400'. 

LMM- Ident  ,  E»;  Procedure  No.  1,  Amdt.  3,  Ffl   Djte,  11  Jsn  62;  Sup.  Amdt.  No.  2,  Dated, 
30  May  59 


City,  Teterboro;  SUte,  N.J.;  Airport  .Name,  Tcterboro;  Elev  ,  7';  Fac.  Claas., 


Hemdon  VOR                         .  . 

aTN-*.DF    

Direct 

1800 
IHOO 
1800 

T-dn 

.VJO-l 

900-1 

900-1 

1000^2 

300-1 

900-1 

900-1 

1000-3 

200-.S 

Snrtncfleld  MIIW 

OTN-.\DF    .      .                 

Direct - 

C-dn- 

90O-l>i 

Wash  ngton  LFR.     .         

QTN-ADF 

Direct 

&-dn-l5, 18 

A-dn 

900-1 

100O2 

Procedure  turn  W  side  of  crs,  330*  Outbnd,  150*  Inbnd,  1800'  within  10  miles. 

Mlnlmnin  altitude  Over  hclllty  on  final  approach  crs.  1300'. 

Crsanddlstance,  facility  to  airport,  150*— 3.6  ml.  ^  ,      ^  .,.,„.     ,     .. 

If  visual  contact  not  esUbUshed  upon  descent  to  authorized  landing  minlmums  or  if  I.mdlng  not  accomplished  within  3ft  miles  after  passing  (leorgetown  MIIW,  climb  to 
1000'  on  cn  of  l.W*,  make  a  right  turn  and  proceed  to  DA-LFR  at  ISOoT 

Norm:  Radv  transition  altitudes:  1500' In  the  E,  W,  and  8  quadranU  of  the  Washington  LFR  and  ISOC  In  the  N  quadrant  within  25  miles  of  the  Washington  Nutlonal 
Airport.    2500'  In  all  quadrants  within  40  mUes.  exclusive  of  danger  and  prohibited  areas.    Radar  flies  m'iy  be  substituted  for  all  fixes  shown. 

Other  change:  Deletes  transiUon  from  Riverdale  MHW. 


City,  Washington;  State,  D.C.;  Airport  Name.  National;  Elcv  ,  19' 


Fac.  Class..  MHW;  Ident 
Dated,  2*;pt  61 


QT.N;  Procedure  No.  3.  Amdt   7,  EfT    Date,  I  i  Jan   C2;  Sup.  .^mdt.  No.  6, 


Tuesday,  January  9,  1962 
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3.  The  very  high  frequency  omnirange  (VOR)  procedures  prescribed  in  S  609.100(c)  are  amended  to  read  in  part: 

VOR  Standabd  Instrument  .Approach  Procedure 

li.arinps,  >'«'lln(fs  courses  and  radials  are  magnetic  Etevatiras  and  alUtudes  arc  in  feet  MSL.  CeiUngs  are  in  feet  above  airport  elevation.  Dlstanoee  are  In  nautical 
II.  It  ~  unlis.'s  otherwise  Indicated,  except  visibilities  which  are  in  sUtote  miles.  ^^towMJuw  oic  lu  u»uin»i 

I f  am iiMninient  approach  procedure  p(  the  above  type  is  oondncted  at  the  below  named  airport,  it  shall  be  in  accordance  with  the  following  instrument  aDDfoarfi  orocedure 
1)1,1.  ^>  an  Hpnroach  is  cnducted  in  accordance  wltli  a  diflerent  procedure  for  such  airport  authoriied  by  the  Administrator  of  the  Federal  Aviation  Agency.  tS^aoDroa^ 
st,:i  II  I  o  niude  over  ppeclfled  routes.    Minimum  altitudes  shall  correspond  with  those  established  for  en  route  operation  in  the  particular  area  or  as  set  forth  betow  **'*'™^'"* 


Transition 

• 

Celling  and  visibility  mlnimums 

From— 

To- 

Coui-se  and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-engine  or  less 

More  than 

66  knots 
or  less 

More  than 
66  knots 

2-engine, 

more  than 

66  knots 

N  .-\x\::u  M  H    

BNA-VOR 

Direct 

2000 

T  dn 

300-1 
400-1 
400-1 
800-2 

300-1 
800-1 
400-1 
800-2 

aoo-ii 
600-1  ;.i 

400-1 
800-2 

C-dn...  . 

1 

8-dn-31 

1 

A-dn 

_ 

Radar  -Tcrniiual  Area  Transition  .\ltitudes:  346*-195*wlthin  lOmllea,  aoOC;  346°-l%=  witliin  1(1-2.1  niiU's,  2.W;  195°-316<=  within  25  miles,  3000'.    All  bearings  and  distances 
air  from  radar  Site  with  sector  aiimuths  progressmg  clockwise.  "^^u »  ga  iiuu  uioianws 


Procedure  turn  N  side  of  crs.  132°  Outbnd,  312*  Inbnd,  2000*  within  10  mi. 

Mininium  altitude  over  facility  on  final  approach  crs,  2000^. 

Crs  iuid  dLstance,  facility  to  airport,  312* — 4.5  ml. 

If  visual  (xnitact  not  establUhed  upon  descent  to  authoriied  landing  mlnimums  or  if  landing  not  accomplished  within  4.5  miles,  climb  to  3000'  on  R-335  within  20   miles 

C  .MTioN    High  tension  line  138' above  field  elevation  between  the  VOR  station  and  the  airport.  'i"u  .«"   '"ms. 

(  iiy.  Na.-hMllc;  .-^tate,  Ttnn  ;  Airport  Naiie,  Nashville  Municipal;  Elev.,  fl06';Tac.  Class.,  BVORTAC;  Idcnt.,  UNA;  Procedure  No.  1,  Amdt.  11-  Efl  Date  13  Jan  6'>-  Sun 

Amdt.  No.  10;  Dated,  6  Jan.  62  '  '  •    -.       i^. 

4.  The  terminal  very  high  frequency  omnirange  (TerVOR)  procedures  prescribed  in  §  609.200  are  amended  to  read  in  part: 

I  Tbrmwal  VOR  Standabd  Instruuent  AppEOAcn  Procedure 

H.urliiFs,  headlncs,  courses  and  radials  are  magneUe.    Elevations  and  altitudes  arc  In  feet  MSL.    Ceilings  arc  in  feet  alx)ve  airport  elevation.    Distances  arc  In  nautical 
milts  unless  otherwise  indicated,  except  visibilities  which  are  In  sUtute  miles.  »^  ».v  u.  uaunuu 

if  an  instrument  approach  procedure  Of  the  above  type  is  conducted  at  the  below  named  airport,  it  shall  be  in  accordance  with  the  following  instrument  aPDroach  oroceduiv 
ss  an  approach  Is  conducted  in  accor<fenoe  with  t  Afferent  proeedure  tor  such  airport  authoriied  by  the  Administrator  of  the  Federal  Aviation  Agency  Initial  aDoroarfjes 
I  be  made  over  sincifled  routes.    Minimum  altitudes  shall  oorrespoDd  with  those  eeUbllshed  for  en  route  operation  in  the  particular  area  or  as  set  forth  below 


unless 
shall 


1                   Transition 

Celling  and  vi.<rihnUy  mlnimnmp 

To- 

Course  and 
distance 

Minimum 

alUtude 

(feet) 

Condition 

2.€ngine  or  leas 

More  than 

From- 

65  knots 
or  less 

More  than 
66  knots 

2-engine, 

more  than 

66  knots 

HI.  I.FK 

BALVOR 

Direct 

1500 
1800 

T-dn 

300-1 
500-1 
600-1 
500-1 
800-2 

aoo-1 

600-1 
600-1 
500-1 
800-2 

aoo-j^ 

500-lJ^ 
600-14 
600-1 
800-2 

lUiwic  Int 

BAL  VOR.            .      . 

Direct 

C-dn 

C-dn.... 

1 

S-dn-28# 

A-dn 

Uadar  vertorinp  authoriied  In  accordance  with  approved  Radar  procedures. 

I'rcHvdure  turn  North  side  of  crs,  096*  Outbnd,  276*  Inbnd,  leOO'withln  10  mi  of  Green  Haven  Int.* 
.Minimum  altitude  over  facility  on  final  approach  crs,  tW.    MainUin  laOC  until  passing  Green  Uaven  Int.* 
Crs  arid  dLstaiice,  breakofT  point  to  approach  end  of  runwav,  284*— 0.0  mi. 

If  visual  contact  not  established  upon  descent  to  authorited  landing  mlnimums  or  if  landing  not  accomplished  within  0.0  niilo  .Uter  passing  BAL  VOR  climb  to  2000'  on 
276  H.\L  \  OR  within  20  miles.    Retirn  to  VOR,  bold  on  R-276 one-minute  right  turns. 
Caition:  Pnuvdure  turn  N.\  when  Restricted  Area  R-4001  In  use. 
other  change    Di'letes  transition  from  Beltsville  FM. 
♦  DcsoMid  to  laiKliuK  minimuins  after  passing  Green  Uaven  Int.* 
•Int  H-<»96  BAL  VOR  and  S  crs  BAL  LFR. 


City,  Haltimi,r. :  State,  Md 


Airport  Name,  Friendship  Internatfonal;  Elev.,  146';  Fac.  Cla.ss  .  BVORTAC:  Ident.,  BAL;  Procedure  No.  TerVOR-28,  Amdt   5'  Efl  Date  13 

Jan.  62;  Sup.  Amdt.  No.  4;  Dated,  its  Sept.  Cl 


Bedford  II W 

nosliin  LFR 

S<nianliini  Rlln... 

Uailar  Tcrniiiial  .\rea  Transition  Altitudes: 
All  din^tioiis  (except  N'tween  S\V  aiui 
-NW  cour.s«'S  of  BOS  LFRK 


BOS-VOR. 
BOS-VOR. 
BOS-VOR. 


Direct.... 
Direct.... 
Direct.... 
Within: 

26  mi... 

6-26  mi 


1700 
1500 
1500 

1800 
2300 


T-dn%, 
C-dn„. 
8-dn-4. 
A-dn... 


300-1 
700-1 
700-1 
800-2 


300-1 
700-1 
700-1 
800-2 


200-W 
700-1 J i 
700-1 
800-2 


All  fixes  may  lio  determined  and  supplemented  by  surveiUanoe  radar. 

' ,  EioM't  wherv'  radar  vectoring  Is  u.sed,  and  when  weather  Is  1000-3  or  below,  departures  from  Runway  27  make  left  or  right  turn  as  soon  as  practicable,  and  departures 
from  Hunw ays  22  and  33  climb  stralcht  ahea<l  to  at  least  1000*  prior  to  proeeeding  toward  1349'  WBZ-TV  tower. 

I'rooi-<luri'  turn  E  sidi-  of  (ts,  237°  outbnd,  057*  Inbnd,  1800*  within  10  ml  of  Dorchester  Int. 

.Mlnlnuim  altitude  over  Dorchester  Int  on  final  approach  1300';  over  BOS-VOR  TOO*. 

Crs  and  distiuice,  hreakofl  point  to  apn  end  Runway  4R,  036"--0.87.  mL 

Dorchester  Int    Int  R-237  BOS  and  NW  crs  Squantum  LFR. 

If  visual  contact  not  established  upon  descent  to  authorised  landing  mlnimums  or  if  landing  not  accomplished  within  0  mile  ol  BOS-VOR,  climb  to  1800'  on  R-029  within 
111  miles,  or  when  rr<|iicsted  by  .\TC,  climb  to  1500"  on  R-lOO  within  10  miles. 

Cmtkin    \M<i'  TV  tower  10.5  ml  WSW  of  airport 

-N  oTE    .\on.-.iaiidard  approach  light  system  serving  Runway  4R  contelns  displaced  outboard  green  threshold  lights  2523'  from  runway  end. 

City,  Ho.^l(.ll;  .'^t;iti ,  Mass ;  Airjwt  Name,  Logan  Airport;  Elev.,  l^;  Fac.  Class.,  BVORTAC;  Ident.,  BOS;  Procedure  No.  TerVOR-*R.  Amdt.  8;  Efl.  Date.  13  Jan.  O; 

Sup.  Amdt.  No.  2;  Dated,  23  Feb.  67  .  .  .  «^ 


No.  5- 
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RULES  AND  REGULATIONS 


IRAL  VOS  ■tamdau)  Irstbciiirt  ArrmoACR   PmorcorRB — Continued 


TnuultloD 

Celling  an<l  vLiiblllty  minirauraa 

- 

Coiirsf  »n<1 

dl'tSDCV 

MLnlmiim 
kltltiidr 

(ftvn 

i7no 

I.SfH 
I.VJO 

isno 

2300 

Conillt  on 

T  .InT-    

l'-<ln        

jV^ln  33      

A  dn 

3-ancine  or  1«m 

More  tha; 

3-en»lne. 
mor»  than 

U  knoU 

Itom- 

W  knots 
or  lo« 

Sn(Vl 

#.>*)- 1 

NHVl 

SU>  2 

MofP  than 
M  knots 

3(10-1 

»•««)- 1 
.MO- 1 
(M>-2 

B«lfcrd  HW 

BOS-VOR        

Direct 

200-4 
«)0-lli 
501V I 

BoatenLrR _ 

B03-VOR     

Plrpct        

BOS-VOK     - - 

OirfCt        

lUdar  TMrnkMl  Aim  Tnuuition  Altitudw: 
Afl  dtaveUOM  <MMOt  betwMB  8W  aad 
NW  ooonH  of  M  L>U). 

Within: 
2^  ml 

f|iOO-2 

&  iS  nil  .    

MOO-l  rwiulrad  when  rlrcUnf  west  ol  airport. 

AM  flaes  ma/  be  determined  and  supplemented  by  surTelllunce  radar. 

%  Bvept  where  radar  ▼eetortng  Is  ueed,  and  wbeia  weather  Is  lUUO-3  or  l>^k)w,  departiirr.s  [mm  Hitiiwty  ;>7  ni»kc  left  or  neht  turn  aj  soon  is  |>r:ictlcal>l(^.  and  do|urtiires 
from  Runways  22  and  33  cUmb  stralkht  ahead  to  at  least  1000'  prtDr  m  (>r<>oe«-<llnK  tnwHrd  I  MV  Wll/.  TV  tow<>r 

Procedure  turn  E  side  or  crs,  159*  Outbnd,  339'  Inbnd,  ISOO*  within  10  mil»>s  of  Mull  Inf. 

Mintanum  altitude  over  Hun  Int*  on  final  approach,  laoy.  over  BOS-VOR,  SOC, 

Crvaad  dMiuDoe,  braakolT  point  to  append  Runway  3S,  330*— 0.33  mL 

If  visual  contact  not  established  upon  descent  to  autborlzM  landlntc  nilnlmiims  or  If  LindlnK  not  3cci>mi>luh>^l  wlttiLu  0  mile  of  BOS-VOR,  niake  a  Veil  cUmbtng  turn  to 
laOiy  on  R-21&  within  10  mllea,  or  when  directed  by  ATC,  climb  u>  1300'  on  K^n«  within  10  niU.-s 

CAimON:  1349'  TV  tower  10.5  ml  WSW  of  airport.     600'  clrc  mliilmums  d<i  not  provldi-  std  clrnc  over  370'  stick  3W  or  arpL 

•Hull  lot  :  Int  R-159  BOS  and  OW  bmj  from  Squantum  non directional  HBn. 

CUT  Boetoo  SUte.  Mass.;  Airport  Name,  Lofan;  Elev  ,19',  Fac.  Class.  BVORTAC;  Ident.,   BOS.  Procedure  No.  TerVOR  33  Amdt.  I;  F.tt.  Date,  13  Jan.  62;  Sap.  Amdt. 

No.  3;  Dated,  16  Sept.  61 


Deer  Park  VH  Flat 

voR  R-om. 


(23ml  DME  fli  IDIj- 


IDL-VOR  R  0B5  (23ml  DME  di;* 


23  mile  counter 
cluc^wtM  arc. 


3000 


T-dn 
C-dn 
A-dn 


300-1 

lUOU-J 
lOOO-S 


30O-1 

lUOO-3 
1000-3 


200-H 
lOUO-3 
1000-3 


Termln*!  Are*  Radar  TraostUon  altltudae  from  R -030  ck)ck wise  through  R  liO  IDL-VOK,  \uxy  within  20  ml.  2500'  within  25  ml 
Procedure  turn  NA.    Radar  vectors  to  final  approach  are  required. 
f4tntmipm  attttadr*  over  tecUtty  on  fln*l  approach  crs,  1000'. 
Cra  and  dlManoe,  breakofT  point  to  appr.  end  of  Runway  29,  2U*-  3.0  ml. 

If  Ttounl  cpntart  nrrt  refahlhhcirt  iinnn  iiwrunt  tn  niithnrlififl  landtnc  mlntmums  of  If  landing  not  accomplished  within  OmUeoflDLr-VOR,  mjike  a  left  climbing  turn  to  3000' 
on  R-IDO  IDL-VOR  to  Sandy  Hook  VHF  Int.  (19  ml  DME  fit),  hold  South  one  minute  right  turns  Inbnd  crs  010*. 
Nan:  DME  W\xm  line  of  4ght 
■Final  appniacb  radial  08&. 

CRT  New  York;  State,  N.Y.,  Airport  Name,  luleroarlonal,  Elev..  12  .  Fac.  Chvss.,  BVORTAC,  Ident.,  IDI.,  rroadur;  No.  TorVOR-2.'i,  Amdt.  1,  EiT  Date,  11  Jan.  62;  Sup. 

Amdt.  No.  OrUt.,  DaU-d,  4  Sfpt.  5« 


Deer  Fvk   VHF   Int   (23  ml   DME   fix 

IDL-VOR  R-fl77) 
Bandy  Hook  VHF  Int  (19  mi.  DME  Ox 

IDL  VOR  R-190). 


IDL  VOR  R  117  (23  mi  D.ME  flxr.---    23  mi   cl<K-kwise 

arr. 
IDL-VOR  R  117  .19ml  DME  fljj*.     '   1»  mi  counter 

i      clockwise  arc 


awo 

T-<ln 

C  <ln 

300-1 
liiOO  3 
lUOO-3 

300-1 
10»X>3 
1000-3 

200-4 
1000-3 

JOIX) 

A  dn 

100O3 

Twminal  Area  Radar  Transition  .Mtltades  from  R-030  clockwise  through  R-210  of  IDL  VOR,  1500'  witluu  JO  milos.  2300'  within  25  miles. 
Procedure  torn  not  autborlxed.     Radar  vectors  to  final  approach  are  required. 
Minimum  alUtode  over  facility  on  final  approach  crs,  loix/. 
Crs  and  distance,  breakoff  point  to  approach  end  of  Runway  31R.  31J"— 2  4  ml. 

If  visual  contact  not  established  upon  descent  to  authoriiP<l  lanting  niiiiimums  or  if  Un  ling  not   fti-^-.niiplUtiP^I  within  0  mile  of  II)L-\'OR.  m:«ke  a  left  climbing  turn  to 
2000'  on  R-190  IDIy-VOR  to  Sandy  Hook  VHF  Int  (19  mi  DME  fix.)     lloll  South  one  minute  right  turns  inbound  crs  010*. 
NoTi:  DME  Fixes  are  Ime  of  sight, 
■rtnal  approach  R-117. 

City   New  York   State   N  Y  ;  Airport  .Name,  International,  EUv  ,  I.-',  Fac.  Cla.<i.s,  BVORTAC,  Idcnt.,  IDL,  Procc^lure  No.  TwVOR  31R.  Amdt.  Ori«.,  Efl.  Date, 

11  Jan.  t>2 

5.  The  very  high  frequency  omnirange-distance  measuring  equipment  (VOR/DME)  procedures  prescribed  in  S  609.300  are 
amended  to  read  in  part: 

VOR-DME  ST.isriARD  I.n-strlme.st  APPROArii  rRocirnai 

Bearings,  headings  courses  and  radials  are  magnetic.  Elevations  anil  altitudes  are  in  feet  .\l.-^U  Ceilings  ;ire  in  fivt  above  airport  rlcvation  Distances  arc  In  nautical 
n^les  unless  otherwiae  Uidicatfd.  except  viabilities  w  hich  are  in  statute  ttile.s 

If  an  in.strun  ent  afiproach  proccilure  of  the  al>ove  tyjieis  ct)nilu<te(l  at  the  U^low  named  alrp<irt,  it  <h  ill  )•<•  in  accordance  with  the  followlnc  instrument  approach  proce.iiire, 
cmleaian  approach  Is  conducted  in  accordance  with  a  dItTerent  procedure  for  such  airjxjrt  aul  homed  hy  the  Adiiimistralor  of  the  Keli-r  il  A  v..iti')n  \i:<'ncy  initial  approaches 
shall  be  n:8de  over  si<-cif.cd  routes.     Mtnln.uni  altitudes  shall  (i)rr>  .■^K'"'!  «"*'  tho.se  estal  ll<hed  for  en  route  oi«'ratlon  in  tho  particular  arfa  or  a-s  s«.t  forth  UMow. 


Transition 


Ci'iliiig  and  vLiliihty  mlnimiims 


Prom — 


To— 


Course  and 
db'tanee 


38  mUe  fix  R-105 
10  mile  fix  R-090. 
5  mile  Qx  R-oe«.. 


10  mile  fix  R   105 ..'    Direct 

S  mile  fix  R-096  iKInalj    |   Direct 

1  mile  fix  R-Oy»)    Fln.ili Direct 


.Ml  II I  mum 

altitiitle 

(feel) 


I.VIO 
1300 
tiOO 


2^'nglne  or  less 


Condition 


Tdn 

C^n 

S  dn-28 

A^n....^. 


6.^  knots 
or  less 


300-1 
500  1 
40»>  1 
SOO-2 


.More  than 
05  knots 


300-1 
5<»  1 
4«)0  I 
80(^2 


More  th.'\n 
'2-engine. 

more  than 
65  knots 


200- « 
500-l.'i 
400^1 
80O-2 


Radar  vectoring  authorlwd  In  accordance  with  approved  pattema. 

Procedure  turn  .North  side  of  crs,  096'  Outbnd,  '276='  Inhnd.  l.VXJ'  to  be  acromplished  between  S  mile  DME  fit  and  1.1  mile  DME  fix  I>^cend  to  lan.ling  mlnlmums  after 
passing  5  mile  D.ME  fix.     D.ME  may  be  usi-d  within  10  mile.s  from  270=  clockwi.se  to  030'  at  '2no«)'   a«)'  clmkwls,.  to  140'  at  l.MiO'  to  [x).sHlon  airiTaft  for  a  strai^rht-ln  approach. 

If  visual  contact  not  established  upon  descent  to  authorized  huiding  mitiimums  or  If  1  indliig  not  accomplished  within  0  0  mile  after  pikssing  \i.KL  VOR,  climb  to  2000" 
on  R-276  HAL  VOR  within  10  miles.     Return  to  HAL  VOR.  hold  on  R  2715  oiie-nunute  rii;ht  turns. 

Cautiom:  Procedure  turn  .N.V  when  restricted  area  R-4001  tn  use. 


City;  Baltimore;  State,  Md. 


.Mrport  Name,  Friendship  International,  Elev.,  14fi';  Fac   Cl.k;« 

Date  13  Jan.  02 


U\  ORTAC,  Mint  ,  IIAL,  rrocodure  No.  VOK/DME  28,  Amdt.  Orlg.;  EfT. 


Tuesday,  January  9,  1962 
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6.  The  instrument  landing  system  procedures  prescribed  in  §  609.400  are  amended  to  read  in  part: 

I  IL8  Stamdaro  Instrument  .\ppROACit  Procedure 

Hruriiips,  lieadinps,  courses  and  radtels  arc  magnetic.    Elevations  and  altitudes  are  in  feet.  MSL.    Ceilings  are  In  foot  above  airport  elevation.    Distances  are  In  nautical 
iKilr>  unless  otherwise  indicated,  except  visibilities  wbicb  are  In  statute  milcB. 

I  f  an  Instrument  approach  procedure  of  the  above  type  Is  conducted  at  the  below  named  airport,  it  shall  be  in  accordance  with  the  following  instrument  approadi  procedures 
mile.s.s  an  approach  Is  conducted  in  accordance  with  a  different  procedure  for  such  airport  authorized  by  the  Administrator  of  the  Federal  Aviation  Agency.    Initial  approaches 
li.ill  be  made  over  8i>ecifled  routes.    Minimum  altitudes  shall  correspond  with  those  established  for  en  route  oiKjratlon  in  the  particular  area  or  as  set  forth  below 


Transition 

Ceiling  and  visibility  mlnlmums 

To- 

Course  and 
distance 

Minimum 

altitude 

Jeet) 

Coiidilloil 

2K!ngine  or  less 

More  than 
2-engine, 

more  than 
65  knots 

I  loni 

65  knots 
or  less 

More  than 
65  knots 

\~ln  \lllr  V()K  

Broad  River  Inf 

Direct .     . 

Direct. . 

.'-.soo 

T  dn* 

C-<i" 

C  n 

S-dn  34# 

A-'> 

\  n . 

.100-1 
1000-2 
NA 

500  1 
1000  2 
.NA 

500-1 
1000-2 
NA 

500-1 
1000-2 
NA 

500  1 
1000  2 
NA 

.500-1 
1000  2 
NA 

Broad  River  Int. 

.■.;p;irtant>urg  Ndlt .   _. 

Int     H  214    .K\\.  yon     lUid     AVI,     II. S 

Int  R  214  AVL-VOR  and  AVL  ILS 

Localiier. 
Broad  River  Int  (Final) 

Direct .VJOO 

Direct                                   .Vion 

l/Ocalirer. 

Trfx^dure  turn  Exst  side  of  crs,  Ifii"  Outbnd,  3420  Inbnd,  SOOC  within  10  ml  of  Broad  Riv.  r  Int. 

Minimum  altitude  over  Broad  River  Int  on  final  approach  crs,  5000'. 

Crs  and  dLstjuicc,  Bro.id  River  Int  tO  LOM  (IIW),  342»— 5.2  mL 

.Minimum  ullittide  at  glide  >l(ii>e  interception  inbnd,  5000'  (Broad  River  Int). 

Altitude  of  glide  slojx-  and  distance  to  approach  end  of  Runway  at  OM,  KW — 4.7  mi;  at  M.M,  23'20'— 0.6  mi. 

If  visual  eiintact  not  established  ui)On  descent  to  authorlced  landing  mlnlmums  or  if  landing  not  accomplished,  clinib  on  crs  of  312°  to  Owen  Int  and  continue  climb,  i 
m  cev-iiry,  in  holding  pattern  south  of  Owen  Int  (right  turns,  one  minute)  to  SOOO'  or  higher  as  directed  by  ATC  before  returning  to  Broad  River  Int  or  continuing  climb  oi 
cxmrs*'  or,  w  hen  directed  by  ATC,  climb  on  crs  of  342"  from  LOM  (HW)  to  SOOC  within  20  miles  before  proceeding  ou  course. 

Nktks    No  approach  lights.    This  jirocedurc  is  autborlxed  only  for  aircraft  having  an  operating  VOR  receiver  in  addition  to  the  normal  ADF/IL8  equipment. 

•I  KR  Departure  l'r(K'»"dures:   l  akeolTs  to  the  North  will  comply  with  missed  approach  procedure  when  climbing  to  altitude.    Takeofls  to  the  Soutn  will  climb  on  crs  of 
liij    over  the  LOM  (HW  i  and  continue  on  crs  of  162°  to  Broad  River  Int.    Upon  reaching  5000',  or  higher  as  directed  by  ATC.  continue  climb  on  course. 

••Cai  ti'v    '1  errain  rises  rai>idly  2.0  miles  West  of  airport.    All  maneuvering  for  circling  approach  must  be  accompLshed  East  of  airport. 

#si«»  1  re<iijiris|  w  hen  plide  \>\o]>e  not  ulUlized. 


r 

on 


(  ny,  Ashevilli,  .<tau,  N.C.;  .Mriwrt  Name,  .\slH>villc  Municipal; 


Elev.,  2161';  Fac.  Class.,  ILS;  Ident., 
Amdt.  No.  Orig.;  Dated,  30  Dec.  61 


I-AVL:  Procedure  No.  IL.S-34,  Amdt.  1;  E£f.  Date,  13  Jan.  62,  .■? 


up. 


Uost^n  LFR       

K.isl  Boston  lilt 

Ki.inklin  Int 

lltslford  RHn         

Radar  terminal  area  transitions  Rad:ir  Site 


LOM 

LOM 

ILS  8W  crs»» 
LOM 


Direct 

Direct 

085°— 12.4  . 
Direct 

Within  25  mi 


1800 
1500 
1800 
2300 
@»1800 


T-dn%^.. 

C-dn 

8-dn-4R** 
.V-dn 


300-1 
•500-1 

#aoo-H 

600-2 


aoo-1 

800-1 

#aoo-H 

60&-2 


600-1 r» 

600-2 


II 


Procedure  turn  E  side  .><  crs,  215°  Oiitlmd,  035°  Inbnd,  ISOC  within  10  ml. 

Mininuiin  altitude  at  elide  sloi)0  int  inbnd.  1800*. 

Altituile  of  glide  sIojh'  and  di.stanee  to  displaced  threshold,  2S23'  from  approach  end  of  runwav,  at  OM,  1700' — 5.3  ml;  at  MM,  270' — 0.6  ml. 

If  visual  (xmtact  not  established  upon  descent  to  autborlsed  landing  mlnlmums  or  if  landing  not  accomplished  within  5.G  miles  after  passing  LOM,  climb  to  13(X)'  on  NE  crs 

w  lihin  1.1  mi  or,  w  hen  directinl  by  ATC,  make  a  climbing  right  turn  to  1500*  on  East  crs  of  Boston  LFR. 

C\i  TioN:  IL.><  (mint  of  touchdown  approx.  3500"  In  from  approiach  end  of  runw'ay  pavement  to  allow  clearance  of  ship  channel.  1349'  TV  tower  10.5  mi  W  of  airport.  Circling 
iinnimums  do  not  provide  standard  clearance  over  370'  stack  8W  of  airport. 

.NoTK.s  (i»  .Ml  fixes  may  Im>  determined  and  supplemented  by  surveillance  radar.  (2)  NonsUmdard  approach  light  s>-stem  serving  Rimway  4R  contalnfi  displaced  outboard 
>T(rn  threshold  lights  2.123'  from  runway  end. 

'  ;Eko-|)t  where  riwlar  vectoring  is  iLsed,  and  when  weather  is  1000-3  or  below,  departures  from  Runway  27  make  left  or  right  tiun  as  soon  as  practicable,  and  departures  from 
Hiiiiways-22  and  33  climb  straight  ahead  to  at  least  1000*  prior  to  proceeding  toward  134^  WBZ-TV  tower. 

rf  Celling  20O'  and  Runw  ay  Visual  Range  2G00'  also  autboriceo  for  landinc  on  Runway  4R;  provided  that  all  components  of  the  ILS  and  all  related  airborne  equipment  are 
ill  s.itlsfactory  o[)«'nitliig  condition. 

f  Runway  Visual  Range  2600'  is  also  authorized  for  takeoff  on  Runway  4R  in  lieu  of  aoo-.'i  when  200-i-j  authoiired;  providing  associated  high-intensity  runway  lights  are 
oii*  rational. 

»40(V^«  n'quin>d  with  gll<le  slope  inoperative. 

(u  Except  2300'  w  hen  more  than  6  miles  from  airport  between  SW  and  NW  crs  of  BOS  LFR.  , 

•tiOO  1  required  when  circling  W  of  airt>ort. 

"KInul  iiutborUe<l  after  Intera'ptiou  of  final  approach  course  inbound. 

(  iiy,  Ho.stoii.  .-^tate,  Mass  ;  Airiwrt  Name,  Logan  International;  Elev.,  IV;  Fac.  Clas.s.,  ILS;  Ident.,  I-BOS;  Procedure  .No.  ILS-4R,  Amdt.  13;  Eff.  Date,  ISJan.  62;  Sup.  Amdt. 

No.  12;  Dated,  10  June  61 


rui  VOR.. 

T.  Iford  Int 

Hilton  Inl 

Int    HKO-VOR 
LO.M  (11  W). 


R  IS7    md   bing   224°   to 


LO.M  (HW) 

LOM  (HW) 

LOM  (HW) 

LOM  (IIW)  (Final)% 


Direct 
Direct 
Direct 
Direct 


6000 
4100 
5000 
4100 


T-dn 

C-d# 

C-«# 

8-dn-2a|i* 
A-dn 


300-1 
700-1 
70fr-m 
300-li 
1000-2 


300-1 
800-1 
800-m 
M(H< 
1000-2 


••200-J8 

aoo-i'a 

800-2 
30(Hi 
100(h2 


Procedure  turn  E;ist  side  of  crs,  044°  Outbnd,  224"  Inbnd,  4100*  within  10  mi.    (Nonstandard  due  to  terrain  NW.) 
linal  approach  from  holding  [wttern  at  LOM  (H  W)  not  authorized,  procedure  turn  required. 
.Minimum  altitude  at  glide  slope  intf  roeption  inbnd,  %3000'. 

.Mtitude  of  glide  sloi>c  and  distance  to  approach  end  of  runway  at  OM,  3538'— 6.2  mi;  at  MM,  1741'— 0.5  ml. 

If  visual  contact  not  establishtMl  upon  deecent  to  autboriaed  landing  mintmoms  or  if  landing  not  accomplished,  dinib  to  4000'  on  brg  of  224°  from  LOM  (HW)  within  20 
niiKsor,  when  direcu>d  by  ATC,  turn  loft,  climb  to  4100' and  return  via  localizer  course  to  LOM  (HW). 
CArnoN.  Abrupt  eiianges  in  terrain  immediately  adjacent  to  procedure  areas.    No  approacli  lights. 
"  Runways  4  and  22  only. 
•7;K>  1  required  when  gUde  slope  not  utilized. 

tSo  reduction  of  any  landing  ceiling  or  visibility  minimum  is  authorized. 
'[  Descent  from  4100^  must  be  made  on  glide  slope  or  SW  of  TRI-VOR  R-332  on  final. 


•  iiy.  Bristol,  State,  Tcnn. 


Airiwrt  Name,  Tri-City;  Elev.,  UlV;  Fac.  Class.,  ILS;  Ident.,  1-TRI;  Procedure  No.  lLS-'22,  Amdt.  Orig.;  Eff.  Date,  13  Jan.  62,  or  on  com.  of 

ftM«tty 


HKOVOR 

lio  Rbn 

Int  URO  VOR  R-3:<'land  IIRL-VOR  R- 

110. 


LOM 

LOM 

BRG  ILS  N  crs  (Final) 


Direct 

Direct 

Via  BRO  R-330. 


1600 
1600 
1600 


T-dn... 
C-dn... 
8-dn-17. 
A-dn... 


30O-1 

300-1 

2oa->.j 

fiOO-1^ 

500-1 

600-1 

•200-4 

•aoo-H 

•200-?i 

600-2 

•00-2 

flOO-2 

Procedure  turn  W  side  N  crs,  353°  Outbnd,  173"  Inbnd,  1000  within  10  mL    Beyond  10  mi  N.A. 

.Minimum  altitude  at  glide  slope  interception  inbnd,  1200'.  ■ 

Altitude  of  O.8.  and  distance  to  appr  end  of  nmway  at  OM  1180'— 8.8  mi;  at  MM  240'— 0.6  ml. 

If  visual  contact  not  established  upon  descent  to  autborlzed  landing  mlnlmums  or  if  landing  not  accomplished,  turn  left,  climb  to  1600'  on  BRO-VOR  R-062  within  20  miles 
,  wlien  directed  by  ATC,  chmb  to  laocT  on  S  crs  ILS  within  4.6  miles. 
Caption    1,16'  water  tank  0.5  mile  W  of  airports 
•400-»4  required  when  glide  slope  not  utilized. 


<'ity,  Brownsville;  State,  Tex.;  Airport  Name,  Rio  Grande  Valley  Intemattonnl;  Elev.,  22';  Fac.  Class..  ILS;  Idont. 

Jan.  83;  Sap.  Amdt.  No.  16;  Dated,  28  Nov.  U 


I-BRO;  Procedure  No.  IL8-17,  Amdt.  1«;  Iff.  Date,  IS 


218 


RiJLES   AND   REGULATIONS 


ILS    ST*!»DARD    iNSTRfMENT     Allll'    »IH     PltixMURi;       Cnntlnuod 


Transttloi 


Celllns  and  TUlbUlly  mlnUnumi 


From— 


roin-»  anil 


M:niiiHiiii 

!tltltll<ll 
I  f<>»'  t  I 


3-eDi(j)e  or  Imb 


r  iinlitlon 


"5  knots 
or  Itvu 


Moro  than 
I J  knots 


nsv  voR 

flurley  Int       

Uobba  bland  Int. 


LOM   _ I   DirM-t    

LOM    I  DiriN  t 

LOM I  \u   H   ivi   iis\ 

i  \  i)R  lui^l   I  ni. 

I  .1^7"  U)  1.1  iM. 

Princeton  Int. LOM   Dir.d 


I 


.«■■) 


3i>»> 


'In  ... 
-III*... 
<ln-l>^* 
dn... 


.T(»>  1 

Nll)-l'a 

imm-J 


300-1 
"Jl  10-11.  J 

lUOO-J 


Mor*  thiin 

2-en(tln*, 

more  than 

<'>5  knot? 


3UV1, 
UOl>-'.> 

lOOU-2 


or, 


Ppocerlur*  turn  West  *lde  of  en.  357*  Outbnd.  177*  Inhn<l.  itiou'  witliin  10  ml. 
Minimum  altitude  at  irllde  slope  interception  Inbnd  xaY. 

Altitude  of  elide  sloi>e  and  distance  to  approach  end  of  runuay  m  oM,  iS^"i'^6  2  nii.   it  M  M.  *?7'     ii  '■  ml 

If  visual  contact  not  eauMlsbe<l  upon  descent  to  authortzisl  1  m. ling  iiiiiiuiiiiiiu  or  if  Lwilui--  n.jt  *  .■.jiiii.IisIh'.I.  clinih  to  3c»iu'  on   K   l\s  HS\'  \i)It  wiiinn  r,  mil.. 
when  directed  by  ATC.  climb  to  3000' on  crs  oX  177*,  turn  riiihl  an. 1  reliuu  direct  to  I.().\I 
Note:  N'o  approarh  llKhta. 
Cautio.n:  (Circling  approaches,  avoid  high  terrsiin  I  3  au  K  of  mriiort.     'TUO-l  ro'inirt.J  when  ili  ,V  ■,h>\v  not  utiliztil 

City.  Huntsvllle;  SUte,  Ala.;  Airport  N'ame,  HuntaviUc,  Kiev  ,  f,i/.   Kjw    (Mass..  l\.t>.  Id.'nt  .  I   IIS\-,  I'rwedure  .No    II.S  1h,  Amdt    1     Kil    Dale    13  Jim    tVJ    Sun    Anidt 

.No    Orifc'  ,   Ujtt'il,  J()  I)«v-   tU  .  .        1  . 


OOO-VOR 
Int    UIM-VOK 

Int    I  IM-VOR 
B-a65. 


K-140    and 
R-140    and 


OUO-VOR 
OOO-VOR 


LOM. 
LO.M 


Direct 
Dirict 


I.OM Direct 


1900 
IMJO 

1900 


T^ln 
C  <ln 
.■^<ln-13 
A -dn    .. 


I 


300-1 

<00-l 

•3U0-*« 

600-3 


nthiii  10  ml. 


30»  1 

.SOO-l 

•30&H 

000^3 


aoo-s 

500-1.4 
•300-H 

eoo-3 


Procedure  turn  8  aide  of  NW  crs.  30«*  Outbnd.  126"  Inbnd,  lyoo' 

Minimum  altitude  at  glide  slope  lnt«roeptk>n  Inbnd.  1900'. 

Altitude  of  glide  slope  and  distance  to  approach  end  of  runway  at  OM.  K'.O'-  .'.^  ml;  at  MM.  M.'j'    n  f,  nil 

If  viaual^oontact  no^  established  upon  descent  toauthonzt-d  l.iiiding  imrumuais  or  if  l.mdmg  ijot  iiccomi.li:.licd,  climb  to  lyOO'  on  SE  crsofOUG  ILi  viiilauaOmUes 


No  approach  lights. 
Cautiom:  ft44'  MSL  Tower  5  ml  NW  of  alrticrt. 
'HOH-H  repaired  whew  jllde  slope  not  otillied. 

City,  Loncview:  State,  Tex.;  Airport  N'ame,  Oregf  County  Muniniml. 

'.-',  .-;up 


PUfv  ,  3»v,': 

.\md:.  .No. 


Fao 
Onu 


CU»..  IL.'^.  M.«nt 
,   Dat^l.  3  Dw.  f>l 


I  liOO.  ProcedurB  No    IL^I3.  .\nhlt.  1;  KtT.  Date,  13  J.m. 


Amboy  VHKInt  ... 


Chatham  RBn   I  LOM 

Radar  Transitions:  I 

8  Quadrant  .Newark  LFR  I  Radar  .''ite 

NE  sector  from  068*  to  090* |   Radar  -Site 

All  other  sectors i  Kadar  Site 


LOM  (Final) Direct 


Direct 

Within: 

1.')  mi 

31)  ml 

30  ml 


I'flO 
30U0 

l.M» 

3000 


T  .In" 
r^ln 
S-(ln-»*# 
A-dn 


Procedure  turn  W  side  SW  crs,  217*  Outbnd.  037°  Inbnd.  i:,00'  wittiin  10  mi 
Minimum  altitude  at  gUde  slope  intereeptloa  inbnd.  1500'. 
Altitude  of  glide  slope  and  dlsUnce  to  approach  end  of  runway  »t  OM.  I'W 
If  riaoal  oootaet  not  established  upon  descent  to  anthorlusri  landine  i 


UNonsUind.inl  due  to  ATC  ) 
•1.9  ml.  at  .MM.  VW    Ofi  mi. 


300-1 

300-1 

auo-.v» 

fiOO-l 

fiOO-1 

CAIO-Ui 

aio-v» 

auo-H 

sa)-^i 

tiU>-2 

OOO  3 

600-3 

vno  Y,  n^        u    1  ».  .  J  ■   J  .     ..  ,-..r,,  '"'"'""im.^  or  if  landing  not  accorapll.shed.  climb  to  2000' on  rr*  crs  from  LOM  to  lnU>rc*i>tion  of  LOA- 

VOR  R-292.  make  left  turn  andproceert  to  Momstown  VMF  Int  at  3000'.  hold  SW  one  minute,  left  turns  inU)und  cm  WA" 

•Ronwmy  Vlsaai  Rwjge  aMTabo  antbortzed  for  takeofi  and  landing  on  Runway  4.  provMcl  that  all  com|K>nent.i  of  the  IIJ!.  high  Inten-slty  runway  llght-i  st'Pro^ch  llrhts 

condenser-discharge  tJaahers.  middle  and  outer  compass  locator?  and  all  relate<l  airborne  equipment  are  In  satisfactory  oiwating  condition.     l>escpnt  l)cJow  21s'  MSL  shall  not 

tm  made  anleas  tIsmu  contact  with  the  approach  lighl-n  has  been  establwhe<l  or  the  aircraft  h  clear  of  cloud.^^ 

II^'^''*L!l!?*'.rJ"Ifi'"?'  ^  authorized  for  takeoff  on  Runway  4  m  lieu  of  300-ii  when  200-  }-j  authorized,  i.roviding  high  Uitcn.slty  runway  hghts  arc  oi  crationaL 

pjDO-1  reqiurea  with  gnae  slope  inoperatlre. 

Other  changes:  Deletes  transitions  from  .New  Brunswick  Int.  .Newark  LFR.  Colts  .Neck  VOR. 


City,  Newark;  State,  .N.J.;  Airport  .Name,  Newark,  Elev  ,  IS';  Fac.  Cl.kss 


ILS;  Ident  ,  I-F.WR,  Procedure  No.  1L<>  4.  Amdt 
DaUnl.  23  July  fil 


I«,  Efl.  Date.  II  Jan.  02;  Sui>.  Amdt.  No.  IS; 


Chatham  BBa... 
Paterson  RBn 
Teterboro  L-M.M 


NE  crs  ILS   

.NE  crs  I  US  (Final) 
O.M  (Flnsl) 


09.VI4  5 

Irtl^.-i 

Direct. 


1900  I  T-dn 

INIO  I  C  <\n 

lyjO  I  .-^-.In  33* 

I  A  dn 


300^1 

Ht>  i 
3(«>  *« 
('«>  2 


300-1 

fiOO-l 
300-H 
t)00  2 


300-4 
fiOO-l'j 
31)0^  H 
000-2 


Radar  rectors  may  be  used  to  effect  above  transitions. 

Radar  transitions:  O.'i8*-090*  within  30  mi  2500'.  090* -avj*  within  20  nil  300O';  S  quad  EWR  LFK  within  Ij  ml  I'.OO' 

Procedure  turn  W  side  NE  crs.  037*  Outbnd,  217*  Inbnd,  IsOO'  within  10  miles 

Minimum  altitude  at  O.S.  int  Inbnd.  1800'. 

Altitude  of  OS.  and  dlsUnce  to  appr  end  of  runway  at  OM  i:rj'-«.l  ml;  at  .VI  .M  210'    0  «  mi 
»     i'l*f?5'.r'."^ll""'  established  upon  descent  to  authorlie.1  landing  minimum^  or  if  Undiiig  not  .^ccompll.^hed.  climb  to  2000'  stniight  ahe;ul  on  SW  crs  of  Nc*  irk  ILS  to 
Ambo^  VHF  Int.  then  turn  right  and  proceed  direct  to  Kilmer  VKF  Int  at  200O'.     Hol.l  aw  Kilmer  Int  right  turns,  one  minute  0*59°  inbnd 
vr     ^'^^VflT  ^  nanif^  row  200'  east  of  apnroach  light  lane  i)etween  M  .M  and  end  of  Rnwy  22.     IToce.lure  turn  aoc)mpli.she.l'over  Teterboro  LM  M 
Newark  O.M  at  approximately  !«ame  geographic  location  and  siiai:il.s  are  slmultjincously  key(«.l  to  Indicate  one  U.M  WTlng  two  ILS  systems 

Other  change:  I>eletes  transition  from  Int  .NW  crs  LOA-LKR  and  NK  crs  ILS  and  from  Newark  LKR 

•flOO-1  required  when  glide  path  inoperative. 

City,  Newark;  State,  N.J.;  .\irport  Name,  Newark.  Elev..  IS'.  Fic    Cla-ss. 


Teterboro  O.M  and 


ILS;  Ident  .  I  ARK.  Proce«lure  .No.  ILS  22,  Amdt.  5;  Eff.  Date,  II  Jan   f.2,  Sup    .\mdt    No   4 
DaKvl.  31  J  in    f,l  i  , 


Sandy  Hook  VHF  Int '  Scotland  RRn  Dir.M  t 

Scotland  RBn !   LOM  fUnaJi  Dirr<t 

Sandy  Hook  VUF  Int  (19ml  DME  FU)...|  US  SWcrs  il»mi  D.ME  di  Idlewild  i  19    ml    dotkwlae 

I       VOR  R-224).  arr 

ILS8Wcrs(19miD.ME  FlxIdlewUd  VOR  '  LO.M   .  Direct 

R-224).  I  I  

Radar  Terminal  Area  TranaitloM j  All  direcflons .  i  Within  25  ml 

E  of  .NE-SW  crs  of  L(iA  LFR Within  15  mi 


l.WO 

iimo 

3UU0 
1300 

2.'i<» 

1500 


Tdn* 

r  dn 

S-dn-4R** 
A  dn 


30O  1 
.V)r>  I 

aio  ', 

600  3 


30O  I 

500  1 
300- V-j 
600  3 


Procedure  tarn  South  side  of  crs,  233*  Outbad.  043*  Inbnd,  Ijoo'  witiun  10  mi  of  LO.M 

Mmlmum  altitude  at  glide  slope  int  Inbnd,  1000'. 

Altitude  of  glide  slope  and  distance  to  approach  end  of  runway  at  OM,  747'-  2  6  ml,  at  MM,  209' 


200-4 
600  3 


.«  ml. 


f,™ 'j^Si^^"}???  °d'«^'*.^'"t\*'^  liP"?  ^^l^}  ^  authorized  landing  minlmums  or  if'landing  not  accomplishe<l.  climb  to  500'  on  NE  crs  of  ILS,  then  make  a  climbing  right 
turn  to  SOOC  on  IDL  R-077  to  Deer  Park  VHF  Int  (23  mi  D.M  E  fix).     Hold  Ea.st  one  romute  left  turns   ml.nd  cr*  357°  i^'iuiuuig  mk 

xill'I'*'J^»/.  Wf"'  landing  mlnlmunis  do  not  provide  standard  clearance  over  airport  control  tower  and  stack  27«'  MSL  1.7  ml  8SE  of  airport 

rMOTa:  UMB  nxee — Lineof  sight. 

tensl\yZ^^aySts'*8!Jro^'tlona"l'^'''''^'^  ^°'  ^^^^  °"  Kiinway  4R  and  RVR  2fX)0'  on  Runway  3IL  in  Ueu  of  200-',  when  SOO-H  authoriie<l,  provided  associated  high  In- 

'mr^l^l^^^^^MW^2\frJ^^^I^"^^  ^T  landing  on  Runway  4R;  provided  that  all  components  of  the  ILS.  high  intensity  runway  lights,  approach  lights,  conden- 
~:2J?*!5?^  °???*»l  ™!9.'^'.*:  ^"  outer  compass  lotatcrs  and  ail  related  airborne  wjuipment  are  in  salufactory  operatln*  coodlUon.     Descent  U-low  313'  MSL  shall  not  be  made 


I  risual  contact  with  the  approach  lights  has  been  estaMlshed  or  the  alrcran  U  clear  of  clouds. 

City,  New  York;  SUte.  NY.;  Airport  Name,  International;  Elev  ,  ir;  Fac.  Class.,  ILS-  Ident.,  I-IDL;  Procedure  No.  ILS^R.  Amdt   3;  Eff  Date.  11  Jan   62  Sup  Amdt. 

.No.  2;  Dated  22  July  61  '       f 


s 
■i 


Tuesday,  January  9,  196Z 

I 
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Transition 


From — 


1>..  r  Turk  VHF  Int  i3;i  nii  DMK  fix  IDI. 

i;  0771. 

K..^lvn  VHF  IntI  

Ml.  wild  VOR     

IH,  r  I'urk  VHF  Int 


Ttt- 


RosljTi  VII  Pint* 

OM  (Filial) 

O.M 

Roslyn  VIIFlnt* 


Course  .and 
dl..<tanct 


IDL  R-077  to 
nil  counter 
clockwl.so  arc. 

Direct. 

Direct 

LUA  R-101.. 


12 


Minimum 

altitude 

(feel) 


•JOOO 


-I 


l.VJO 
3000 


Ceiling  and  visibility  minimums 


2-englne  or  less 


('  I'l'ii'iii.n 


T-dn 

C-<in 

S-<ln-23L 
A-dn 


05  knots 
or   less 


300-1 
400-1 

3OO-J4' 
000-2 


More  than 
66  knots 


300-1 
500-1 
300-H 
600-2 


More  than 
2<n(rlne. 

more  than 
65  knots 


200-',; 

500-1 '"i 

300-Ji 

600-3 


Itndar  Terminal  Area  Tran.-sition  Altitudes:  AU  directions— withta  26  ml,  2600';  E  of  .\E/SW  crs  LaGuardia  LFR— within  15  mi   1500' 

l-roivdiire  turn  Last  side  of  N  E  crs,  043^  Outbnd,  223*  Inbnd,  1600'  within  10  ml  of  OM.     (Nonstandard  to  avoid  LOA  traffic  ^   '  ' 

.Minimum  altitude  at  ghdo  sloix-  int  inbnd,  1500*.  ' 

.^  !'\'.".^''__°'  R"<?r  f  lope  and  distance  to  •pproach  end  of  Rnwy  at,  OM.  15U'_5.5  mi;  at  M  M,  199'-0.0  mi.    If  visual  wntact  not  established  upon  descent  to  authorized  h.nd- 


27^'  stack  1 ,1  mi  .<K  of  Riinwa.v  1;  18.V  control  tower  on  airport. 


:.  minimums  or  if  landuig  not  accomplished   cUmb  to  600'  on  8 W  era  ILS,  make  cUmbing  left  turn  to  2000'  on  IDL  R-ioo  to  Sandv  Hook  VHF  Int  (19  mi  DME  fix)   hold 
iilh  one-minule  right  turns  inbound  course  010".  ji^uh.  »  jix-  iu\.  u»  "u  uimi-  nx),  noia 

Cm  TioN:  Circling  minimums  do  not  provide  standard  clearance  over  the  following  obstruction- 
other  changes:  I^letes  transitions  from  Olen  Cove  MHW  and  Mitchell  LFR. 
Note:   DME  Axes— Line  of  .sight. 
'4<io-«4'  re(juirpd  with  glide  sloiv  inoperative. 
fltoslyn  Int:  Int  LOA  VOR  R-101  and  IDL  .NE  ILS  crs  (12  mi  DME  fix  IDL  VOR  R-012). 

iry.  Ne«  York;  .^t  itc.  N.Y  :  Air|H>rl  Nanie,  IntemaUonal;  Elev.,  12';  Fac.  Class.,  ILS;  Ident.,  I-IW  V;  I'locedinv  Xo.  1LS-3JI.,  .\nidt  3  Eff   Date   11  Jan  (i2-  '*ud    Amdt 

No.  2;  Dated,  24  June  61  ,  .      ,       k-  -         i. 


Ki  in.-hurg  VHF  Int Prospect  VHF  Int. 

I  <IA  VOR Prospect  VHF  Int 

I  ivriy  VHF  Int I  Prospect  VHF  Int  (Final). 


Direct 

Direct 

Via  IDL  R-271 


2500 
2.W0 
2.500 


T-dii^... 
C-dnl... 
S-dn-4#' 
A-dn.... 


300-1 
700-1 
400-^ 
70O-2 


300-1 
700-2 
400-^ 
700-2 


700-2 

400-^4 

700-2 


R:uiiir  vectors  may  be  .substituted  for  the  above  transitions. 

I'roce.lure  turn  S  side  S  W  crs,  224"  Oatbnd.  O+i"  Inbnd,  2600*  8  of  Prospect  Int  but  within  10  mi  of  LOM. 

.Minimum  altitude  at  glide  slope  interception  inbnd,  2600'  at  Prospect  Int. 

Altitude  of  OS.  and  dl.stance  to  appr  end  ofrny  at  OM  1310'— 3.S  mi,  at  MM  296'— 0.7  ml. 

if  vi.sual  contact  not  established  upon  descent  to  autborited  landinc  minimums  or  If  landing  not  acoomplishcd,  climb  to  4000' on 
.  1  iss  Scarsdale  VH  F  Int  at  3000*  or  above,  hold  NE  Scarsdale  Int  one-minute  left  turns,  inbnd  crs  226°. 

Caitios:  (I)  Standard  clearance  not  provided  over  obsbiicUons  In  final  approach  area,  circling  area  of  airport,  and  in  missed  approach  area.     (2)  Unlighted  obstructions 
ll^l  3^'ml  Sw"to\Jlr3»'  mT3.Tmi"iw.  B  wr«^  i^i.7*Sl8wf     '*'*  "*     '^*  decreasing  to  10'  above  lights  at  11%'  from  apjiroach  end  of  runway.    (3)  T^er  415^ 

Otlier  Changes:  Deletes  transitions  from  LaUuardia  LFR,  Glen  Cove  RBn,  and  Flatbush  FMAnt. 

•.■ioo-l  required  with  any  com|X)nent  of  the  ILS  inoperative. 


LO.V-VOR  R-046to  Stamford  VHF  Int, 


<  ■ ,  t  V 


inoperative. 

^Takeoff  minimums  for  Runwaj-s  4  and  31  will  not  be  less  than  aoO-1  during  period  when  tower  advisories  indicate  presence  of  surface  shins  in  channel 
»AiR  Carrier  .Nute:  Sliding  scale  not  authorized  for  landing  on  Runways  13,  31,  and  22.  «-»«^. 

New  York;  St:ite,  NY 


Airiwrl  Name.  LaGuardia;  Elev.,  30';  Fac.  Class.,  ILS;  Ident.,  I-LOA;  Procedure  No.  ILS  4 

No.  15;  Dated,  11  Nov.  61 


Amdt.  16;  Eff.  Date,  U  Jan.  62;  Sup.  Amdt. 


Chatham  RHn  via  crs  O^tS. . 

Chatham  RUn . 

New.irk  LOM 

I'alerson  RHn . 

(  r:iiiford  VHF  \r\\' ,, 

.Mornstown  \HK  Int. .    


ILS  SWcrs... 
ILS  SWcrs... 
ILSSW  crs... 
EB  LMM.... 

EBOM 

EB  LMM.... 


Direct 

Via  crs  095° 
Via  crs  348° 

Direct 

Direct 

Direct 


2000 
2000 
1800 
2000 
#1800 
2000 


T-dn 

C-dn 

8-dn-6*.... 
A-Hln 


300-1 
lOOO-l 

500-1 
1000-1 


300-1 
1000-1 

600-1 
1000-2 


300-1 
1000-1 

500-1 
1000-2 


Radar  vectors  may  Ix-  utilized  to  effect  above  transitions. 

rrocNiure  turn  W  side  SW  crs,  239  Outbnd,  058  Inbnd,  1800  within  10  miles  of  OM. 
.Minimum  altitude  at  glide  slope  interception  inbnd,  1400*. 

Minimum  altitude  at  glide  slope  interception  inbnd  at  Kearney  VHF  Int**,  1800'. 

Altitude  of  glide  slope  and  distance  to  approach  end  of  runway  at  Kearney  Int**,  1800'— 6.0  mi;  at  OM,  1325'— 4.0  mi  at  .MM   340°— 0  5  mi 

If  vLsual  contact  not  established  u|)on  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished,  climb  to  1000'  on  a  heading  of  059°.  turn  left,  climb  to  2000' 
on  .\DF  crs  to  Paterson  RRn.  o  .  ,         «      •^~>. 

Caitios:  Teterboro  OM  and  Newark  OM  at  approximately  same  geographic  location  and  signals  are  simultaneously  kevcd  to  Indicate  one  OM  serving  two  ILS  systems 
Kmplre  state  Hulldinp  1522' 6.5  mi  SE  of  airport.  "  t-  -j  . 

•700-1  'j  re()ulred  with  any  component  of  the  ILS  inopwative. 
#Final  I LS  descent  authorized  after  passing  Kearney  VHF  Int. 
•l,Criinford  VHF  Int:  Int  R-181  SAX  VOR  and  Teterboro  8W  localizer  course. 
"Kearney  VHF  Int:  Int  Idlewild  VOR  R-308and  Teterboro  8 W  localizer  course. 

Ciiy.   I  eterhoro.  State,  N.J.:  Airport  Name,  Teterboro;  Elev,,  7';  Fac.  Class.,  ILS;  Ident.,  TKB:  Pioocdure  Xo  ILS-V..  Amdt.  11;  Kff.  Date,  11  Jan.  62;  Sun   Amdt  No  10- 

Dated,  30  May  59 


220  RULES  AND   REGULATIONS 

7.  The  radar  procedures  prescribed  in  5  609  500  are  amended  to  read  In  part: 

Hai'ar  Stanpako  iN^rmi  mint  Approach  Prixidi  ki 

BfATliiKS,  htadlnip,  cour:**'  an.l  rnilUiL"  art-  ni,ii:iut!c.  Kiev  itlorv*  ^n.l  \Ultuile«  arf  In  fwt,  MST..  rflllnipi  mrf  In  fwt  alxivo  Mrjiort  clovntton.  Dbtiuipi*  w*  in  nnuUcal 
mil*  ualMiOtherwts*  indicaleO,  eicept  vLsll.llluwi  which  ;\r»- in  ^tituto  nilUw.  ,     .     ,  ,,  .  ,  ,  ,   .  i     .    . 

Uantdw  imtrument  apnrott<-h  Ls  con.lucttsl  m  \he  U-low  n.iin.iJ  *lrp«)rl.  it  ■^hitll  t*  In  iccor.l  iiu-«>  »lih  ih.>  follow  inK  lll^tnl^llOIlt  pnx-*>-liiro,  iiiil.v-s  ;m  approach  l-*  con.luctp<l 
In  Meordkno*  with  s  dltTerent  proc*<lure  for  'uch  iiiriwt  autl«iri».l  I'y  th.-  A.linlnl--<trit'>r  of  the  Kt-h-ril  AM.ilhKi  AK.iuy  Iiiiti.il  appr.nch.v  .h.ll  N-  iiKi.le  over  ^xH-ifled 
routM      MtaUnam  altUudHsi)  shall  oorrtsitxmd  with  th.r^e  est.ll.lL^ho.|  f.  r  .mi  roule  oi*r.itlon  in  tho  pirticuUr  ir.-.i  or  ik>  -.•!  forth  holow      r.r.uiv.>  i.lmtlflmtlon  nuiM  l*  l^^lal)- 


Ushed'wlth  th«  rmd«r  controller      Krom  InitUI  conl.ict  with  rilir  to  f^niil   uiihorircl  hinlm.:  niinuiiiini.^  the  ln.^lrll<■tloIl>  of  the  ri.l  ir  ci 
(A)  visual  contact  Is  eBtablthe*!  on  final  appri»ich  it  or  l.«forf  .l.'>c.Mit  to  ih.-  uith.-nip.!  l,iii.lliic  nunliimiu*.  or  i  Ii  >  :it  pilot  <  ,li.MTi'tioM  i 


ri'l  ir  (iiiitroli.T  vrr  nriml.iiory  cxcvpt  » ht-n 
<A)  visual  contact  Is  establfcihe*!  on  final  appri»icri  ii  or  r>«iorf  .if>c«'iii  lo  \  m-  un  nonii-.i  ijiunnit  Miouiuui..'.  or  i  ■.  ,.i  ,.ii..i  ^  ,,i.(Ti'tion  if  u  !i|>|»-  ir^  Jf.-lniMi'  to  lUximtlruje 
the  aPDToach  except  when  the  rtuhir  controller  n.  iy  .lir.-ct  oth.rwi-r  rn-.r  to  f\!i  il  .prnmch.  >  n.L-.M  lippr^.ch  ^h  ,11  U-  .■icciitcl  is  provMc-l  t^low  wh.-n  (A '  communication 
on  fln»r«ppft»ch  to  Icet  for  more  than  5  -eo-nd-  .I'jring  ^  precl-loTi  inTo^uh.  (k-  for  inop-  th  ui  M)  m-otlI  durinif  a  ~iirv.LU.iiice  apKo.uh  i  »'  dir.rt.'l  by  rvlui  cxinlrolkr; 
(C)  visual  contact  f  not  estaMlshe.!  iii>on  Jcsteiit  lo  nuthon/r.l  Ian  MiiiC  iiiinlrmiin*   or  (  D    if  Undint:  l-  ii.t  ici-ompll-hd 


TnuisUion 

C'l'llliij:  mil  vLsihll'.ty  ntnimumi 

To- 

1 
,.                 ,            M  in  initial 

Coiiilitiou 

.'-t'lMtine  or  less 

More  than 
;i -engine, 

more  than 
6£  knots 

From- 

(  oursc  in.l 
di.st  :uu-e 

aititii'le 
J.ft) 

V,  knot' 
or  less 

More  than 

'\;  knots 

Kailar  ^ito  

Within  :5  ml 

#1<«0 

(•    !n   III 

S  .lii-(Kr 

A  tin  ^l: 

M 

T  .In  ',  tt 

-  or  (•  tin" 

(■  .ln—« 

-;  tin'"M 

("  tinW* 

-  tInWJ       

\  tin    All 

rrccl^on  api 

iriiiuh 

^ 

•V¥»  1 

■JMV    '  , 
tVKI   'J 

ir\  eiilano'  a 

SlXV   1 
TlHV-l 

u*\    1 

lint    1 

".<iO   1 
MNI-  1 

rjx)  1 
,m  :• 
iprijuih 

*«)   1 

'410-1 
l*Hh  1 
KHV-1 
'.M    1 

■jot)  •» 
•>J0  2 

2i>t>  4 

1.00- 1  \t 
14)0-1 

r<io  114 

NX)    1 

HXl  2 

If  vlsu»l  contact  not  establUheil  ujwn  Jescent  to  authorize  I  hui.llni{  mJnlmums  or  If  lanJine  not  acrompU^lutl.  climb  lo  130U'  on  the  N  cm  ol  Ihe  Hoston  I.KK  witliiu  S  ml. 
Alternate  missed  approach  when  re<iuestetl  by  ATC    climb  to  IMXj'  on  K  cr^*  of  the  Ilonon  1  H  It  within  10  mi 

CAtrriON-  PAR  point  of  touchdown  approi  3500'  in  from  appr  end  of  runway  to  allow  cleiuTuicj'  for  ship  channel 

Note-  Noustantlard  approach  IHthl  system  serilnit  Runway  4R  contains  (ll5pla<<e<l  outl.o«d  ^reen  ihreMhol  1  lithls  2i23   from  runwaj  end 

ifKxcept  2300'  when  more  than  6  ml  from  airport  U'tween  .N  W  and  s\V  cr^  Boston  LKK. 

I#Caution:  Stan<lard  clearanee  not  provided  over  370'  stack  .SW  of  airport. 

###Ranwa7S  2T  and  S3. 

•»iOO-l  re<iulred  when  circling  W  of  airport. 

"Runways  4R  and  15. 

•••Runway  22L. 


KunwBV  27  make  led  or  ri:;ht  turn  ;i.s  Mn>r\  as  practical. le,  ;uid  diiiarturcs  from  Bun- 
__  _  _  tower 

'«Oelll«o*»0'andrTJnw«yvlsuiU  range  2tA)0' abb  authorized  tor  landing  un  Kunway  4K   pruM.led,  that  all  components  of  the  PAH  lui  1  all  related  airborne  o'iul[)ment  are 
operating  satisfactorily. 


ways  22 


Except  where  radar  vectoring  Is  use<l.  and  weather  Is  1000-3  or  Ih-Iow.  departures  from  Kun' 
2  and  33  climb  straight  ahead  to  at  lea.n  1000'  prior  to  priHt-.'.link:  t4>w  a.- 1  \MV  V\  H/  '1  V 


'ftR^way  Visual  Range  2G00' also  authorized  tor  takeofTon  Kunway  4K  In  lieu  of  200- '1  when  200  ':i  authored,  provldinK-  hi^h-lntensity  runwa\  lUdits  are  o|>eratlonal 

City   Boston   SUte.  Mass.;  Airport  Name,  I.o^an  IntemaUonal.  Kiev  .  1/    i'ac  Ci^s  .  l.ovan 

.No   13,  l)ated,  J  I'ei 


I. lent  .  Kadar,  PnKvlure  No    1,  Amdt    14,  KfT   Date,  13  Jan    '2,  .-^up.  Anidt, 
c  'il 


All  sectors -.. 

035°  clockwise  to  260° 


Radar  site Within  2.1  ml 


Kadar  : 


Within  Pj  ml. 


'2>«I0 
iJOO 


SurveUUaci'  apiiroach 


r  dn  ,     -  - 

(■  -.In    - 

.-^  <ln  1,  I'J,  and 

7R. 

!V-dn  13     

S-dn  25  L  and 

31 
A-dn 


3IX>  1 
IK  10  1 
40C   1 

StXVl 
6IJU  1 

900-2 


3orv  1 
tiKV  1 
400  1 

SXV  1 

eoo^i 

MX>2 


•200-1 1 
t"<li>-li  I 

vn>  I 

500-1 
600-1 

80P-2 


If  visual  cont-vjt  not  established  upon  descent  to  anthoriied  landing  minimums  or  If  landing  not  ic  omplished: 

Runway  1— climb  to  •2700'  on  N  crs  MW    LKK  within  20  ml. 

Rim  way  ID— climb  to  2500*  on  localizer  crs  to  I.OM. 

Runways  7B-13— right  turn  climb  to  2.WO'  and  proceed  to  the  I.O.M 

Rimways  25Lr-31— left  turn  climb  to  2500'  and  proo-ed  to  I.OM. 
Caution.  "TV  lowers  I6H5'  M3L  7.8  NM  N  of  airport.  1735'  MSL  tf  2  N.M  N  of  airport,  ^nd  I74«'  MSI.  1";  2  NM  N  of  airport 

City    MUwaukee   3tate    Wis     \irport  Name,  General  MltcheU  Fi.dd,  Kiev.  608';  Fac.  Clxw  .  Mtlwaukro,  I.l-nt  .  Radar;  Procedure  No    1,  Anidt.  7.  KfT   Dale.  13  Jan.  G2; 

Sup.  Amdt    No.  C,  Dated,  1«  Dec.  td 


OSS 

090 

Within 
20  nil 

2500 
2l»IO 
I'XX' 

S  dn  4* 

A  db  4 

Si 

T  ,hi#  

(■  dn'";.     . 

1 

Preclsi  jn  approach 

Railar  site 

'20  mi  

■200-,','             200  >•,, 
tV  i(>  2               i'liX}  2 

2<K^  "■I 

South  quan'irant  EWR  LKR.. 

t 

Rad  ir  site                           

15  ml 

W)  2 

irve:Uanco  a 

30<>  1 
rxio  1 

^KX*    1 

>'*»>- 1 

WXVl 

soo  2 
y»o  2 

iproarh 

3110  1 
1.00  1 
UOO-1 
fiOO-l 
yoo-1 

MK^  2 

yoo  2 

200-'4 
6OO-I14 

(•-.In  21' 

S  .In''; 

UO(V|i.» 
(iOO-1 

S  <lu   22. -. 

900-1 

A  dnl^ 

A  -dn  22 

, — ^ — 

KOO  2 

yu)  2 

Radar  terminal  area  lran.sition  altitudes— all  bearings  are  from  the  radiir  site  w  ilh  sector  aiimulhs  pr.>gTossing  clockwise. 

%  Run  ways  4-11-29.  .  ,       ,  ,    ,,  ,  ,  , 

•Runway  4  only— aOOH  or  runway  visual  range  of  2000';  provi.Ied.  that  appro;uhes  conducted  on  the  ha.sl.sof  reix>rte.l  runway  vl.sual  range  sliall  t>e  govrrno'l  i.\ 
(1)  All  oomponenU  of  tt>«  approach  lights  and  high  Intenaity  runway  lights  shall  be  m  normal  oueration  and  (2j  dwk-ent  below  tlic  aulhori»«^l  landing  minlniuni 
M3L  shall  not  be  made  unless  (aj  visual  contact  with  the  approach  lights  has  lieen  establlshetl  or  (hi  the  aircraft  is  clear  of  clouds.  (3)  Holh  conipaas  loci»tora 
operative  for  RVR  2000'. 

IRunway  4  only— nmway  visual  range  of  2000' may  be  utlUze.l  In  lieu  of  acD-^  when '200  I'J  is  authorlre.l.  ^  r    wi       ■    . 

If  visual  contact  not  established  upon  descent  to  authorized  landinc  minimums  or  if  l.inding  not  !»c<-ompli.stied.  1  limb  to  2000' on  037"  crs  from  I.O.M  to  interie 
VOR  R-292,  make  left  turn,  proceed  to  Morrlstown  VliK  Int  at  JOOO',  hold  SW,  one  minute  left  turn.s.  o«U"  inl-nd. 

City,  Newark;  State,  N.J.;  Airport  Name,  Newark;  Elev.,  IS',  Fac.  Class.,  Newark;  Ident  ,  Ka.lar,  iTocc-lurc  No.  1,  Amdt.  11.  Eff.  Date,  11  Jan,  02,  Sup,  Amdt, 

I'i  Oct    57 


the  following 
altitude  of  21 H' 
rejjuired  lo  be 


ptionof  I.OA- 
No.  10;  Dated, 


Tuesday,  January  9,  1962 
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Transition 


Kroni- 


^  II  ■lirrctions 
K  of  \KS\V  (T- 


l.CA    I.KK 


To- 


Radftrsitc. 
Radar  site 


Cour.sc  and 
distance 


Minimum 

altitude 

(feet) 


Within: 

2.imi 
1 5  mi 


2,^>00 
l.-iOO 


Celling  and  visibility  minimums 


Condition 


2-engIne  or  less 


66  knots 
or  less 


Precision  approach 


T-dn* 

C-du 

S-dn-4R". 
A-dn-4R'*. 
A-dn- A 11.. 


300-1 

fjOO-l 

200-J-^ 

600-2 

800-2 


More  than 
65  knots 


More  than 
2-engine, 

more  than 
65  knots 


300-1 
fiOO-I 

600-2 
800-2 


200-1  , 
500-ifi 
200-'  . 
600-2 
800-2 


.  o  ..ix^  on  '1 .7 r.n.?;\^^^,^^':l'S"^lVj^rhold  E^JSt^^^Anfn'^Tna'^tr':  "'''  ''^^^"'P"^'^-  ^"'"'^ »»  ^'  on  heading  of  043=.  make  a  climbing  right  ,  urn 
Ca'tids     Ceiling  ininlinunis  do  not  provide  standard  clearance  over  278' Stack  1.1  statute  miles  SSE  of  Runway  4R  and  165'  airoort  control  to«-er 

,u.c,' sVty  mnwa'ruUVsTe'S^rationil''''"''^  '"  takeoff  on  Runway  4R  and  RVR  2600'  on  Runway  31L  in  lieu  of  '.-OO-..,  when  20CMi  authorized;  provided  associated  high 
•  •  Run  wuv  N'isual  Range  2000'  also  authorircd  for  landing  on  Riinway  4R;  provided  that  all  components  of  i  he  ILS,  high  Inton.sif  v  runway  lights,  approach  lights   conden^-r 

■  h.,  hargo  nivsfiers   nild.   e  an.l  outer  oompiKs  locators  and  all  retoted  airborne  equipment  are  in  satisfactory  ofK^iatinp  .orulition      Descent  1k-1ow  212' msl  ^hall  nofKide 

unles.s  visu.il  conia<t  with  the  approach  lights  has  been  established  or  the  aircraft  is  clear  of  clouds.  <:'..;  "im  miuji  not  oe in. i.ie 

City,  N,  w  York.  Siiir,  N  Y  ;  Airport  N'ame,  International;  Elcv..  12';  Fac.  Class.,  Idlcwild;  Ident.,  Kadai;  Procedure  .\o.  1,  Aiii.ii.  i;  EfT.  Date,  UJan  tV2  Sup    ■^mdt   No 

Orig.;  Dated,  16  Apr.  fio  '  .      i .  .  .  .     . 


Precision  approach 


C-dnid.... 
S-dn-4*#. 
A-dn 


300-1 
700-1 
40a-S4 
700-2 


300-1 
700-2 
400-N 
700-2 


200-,' i 
700-2 
4(»-?4 
700-2 


HoiyNF"  on7iui7iutTlVfi'\ures'lnbnd  "  '^  2K°* '"  authoriicd  landing  minimums  or  If  landing  not  accomplished,  climb  to  4000'  on  LOA-VOR  R-046  to  Stamford  VHF  Int" 
CwTios:  ( 1 )  St.mdard  clearance  not  provided  over  obstructions  in  final  approach  area  and  in  missed  approach  area.     (2)  Unlightcd  obstructions  In  annrnju.h  »«iie  rp„„ 
3.^^  m  J'3°5  nri  S  w!*b.dR*^'\'ul?«1  miW."^  *" "^""^  "'''""'  deaeasing  to  10'  above  lights  at  1 100'  fr?ni  approach  ciid  of  runlar  (3)  "I^wer  «y  ^S^S^i'sW.  fc 

i''"^r°*^  "''"''.'"""^ '°'  Runways  4  and  31  »111  not  be  less  than  200-1  during  periods  when  tower  advisories  in<licatc  presence  of  surface  shins  in  channel 
•.V10-1  require. 1  with  approach  lights  inoperative.  »^>j  .ii  v^ouuci. 

#AiR  Carrikr  Note:  Sliding  scale  not  autborited  for  landing  on  Ronways  18,  31,  and  22. 

City,  New  York;  St.ii.',  NY,;  Airport  Name,  LaGuardia;  Elev.,  ZC;  Fac.  Class.,  LaOuardia;  Ident,,  K.i-l.ir ;  I'lo..  .lui.  \d  1.  Ain.li   ^.;  KIT,  Date,  11  Jan  02-  Sup   \mdt   Vo 

8;  Dated,  11  Nov.  01  '  '  -j  •    i  ■  -         .  .  o. 

These  procedures  shall  become  effective  on  the  dates  specified  therein. 

(Sees.  313(a),  307(c),  72  Stet.  753.  749;  49  UJB.O.  1854(a).  1848(c) ) 

Issued  in  Washington,  D.C.,  on  December  8, 1961. 

G.  S.  Moore, 

Acting  Director,  Flight  Standards  Service. 
IP.R.  Doc.  62-22;  Filed,  Jan.  8,  1962;  8:53  a.m.] 


Title  5— ADMINISTRATIVE 
PERSONNa 


I 


Chapttr  I — Civil  Service  Commission 

PART  30— ANNUAL  AND  SICK  LEAVE 
REGULATIONS 

Sick  Leave      ' 

Effective  January  9.  1962,  paragraphs 
(a),  (c)  and  (d>  of  §30.702  and  para- 
graph (b)  of  §30.704  are  amended  as 
set  out  below. 

§  30.702      .Sick   leave   rerredit. 

(a)  An  employee's  sick  leave  account 
shall  be  certified  for  credit  or  charge 
when  he  transfers  without  a  break  in 
service  between  positions  subject  to  the 
Act.  If  there  is  a  break  in  service  not 
in  excess  of  three  years,  the  employee's 
sick  leave  shall  be  recredited  upon  re- 
employment in  the  Federal  service. 
subject  to  the  limitations  in  these  regu- 
lations. 

•  •  •  •  • 

(c)  When  an  employee  transfers  to  a 
position  under  a  different  leave  system 
to  which  he  can  transfer  only  a  part  of 
his  sick  leave,  the  untransferred  leave 
shall  be  recredited  to  him  if  he  returns 


to  the  leave  system  under  which  it  was 
earned  without  a  break  in  service  in 
excess  of  three  years. 

(d)  When  an  employee  transfers  to  a 
position  to  which  he  caimot  transfer 
his  sick  leave,  the  untransferred  leave 
shall  be  recredited  to  him  if  he  returns 
to  the  leave  system  under  which  it  was 
earned  without  a  break  in  service  in 
excess  of  three  years. 

§  30.704     Rccstablishment    of    leave    ac- 
count as  a  credit  or  charge. 

Any  employee  who  leaves  his  civilian 
position  to  enter  the  military  service 
shall  have  his  existing  leave  accoimt  cer- 
tified for  credit  or  charge  and  such  leave 
account  shall  be  reestablished  as  a 
credit  or  ch&rge  when: 

•  •  •  *  • 

(b)  He  is  reemployed  in  a  position 
under  the  Act  not  more  than  three  years 
after  separation  from  active  military 
duty. 

(Sec.  206,  65  Stat.  681;  5  U.S.C.  2065) 

United  States  Civil  Serv- 
ice Commission, 

[SEALl         MAKT  V.  WENZEL. 

Executive  Assistant  to 
the  Commissioners. 

(P.R.    Doc.    62-198;     Piled,    Jan.    8.     1962; 
8:48  ajn.] 


Chapter  III — Foreign  and  Territorial 
Compensotion 

PART  350— DIFFERENTIALS  AND 
COST-OF-LIVING  ALLOWANCES 
PAYABLE  IN  NON-FOREIGN 
AREAS 

Christmas  Island 

Effective  December  5.  1961,  S  350.10 
is  amended  by  the  addition  of  the  fol- 
lowing item: 

§  350.10      Places  and  rales  at  which  dif- 
ferentials shall  be  paid. 

*  •  *  •  • 

Christmas  Island:  25  percent  of  rate  of 
basic  compensation. 

(Sec.  207,  62  Stat.  194,  as  amended;  5  UJ5.C. 
118h;  sec.  202,  E.O.  10000,  13  FJt.  6453,  3 
CFR,  1948  Supp.;  E.O.  10636.  20  P.R.  7025, 
3   CFR.   1955  Supp.) 

United  States  Civil  Serv- 
ice Commission, 
I  SEAL]       Mary  V.  Wenzel, 

Executive  Assistant  to 
the  Commissioners. 

[FR.     Doc.     62-199;     Piled,     Jan.    8.     1962; 
8:48  a.m.] 
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ride  19— CUSTMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Dopartmont  of  tho  Troasury 

(TD.  S«M1| 

PART  3— DOCUMENTATION  OF 
VESSEiS 

PART  4 — VESSELS  IN  FOREIGN  AND 
DOMESTIC  TRADES 

Trodo  With  Noncontiguous  Territory — 
Home  Ports 

Definition  of  noncontiguous  territory; 
definition  of  home  port;  and  clearances 
of  vessels  In  trade  with  noncontifiruous 
territories:  55  3.1.  3.17.  and  4.81.  Cus- 
toms Regulations,  amended. 

In  view  of  an  apparent  inadvertency 
In  amending  the  regulations  following 
the  admission  of  Alaska  to  the  Union. 
5  3.1(g) ,  Ciistoms  Regulations,  is  amend- 
ed by  deleting  the  words  "Alaska  and". 

In  view  of  the  further  amendment  of 
section  1  of  the  Act  of  February  16,  1925 
(4«  JJS.C.  18).  by  PubUc  Law  86-«24 
(74  Stat.  421).  footnote  9  to  5  3.17(a). 
Customs  Regulations,  which  quotes  sec- 
tion 1  In  part,  is  similarly  amended  by 
striking  out  the  words  "Alaska,  Hawaii, 
and". 

(R.S.  161.  see.  2.  23  Stat.  118,  as  amended;  5 
VS.C.  23.  46U.S.C.  2) 

Section  4.84(a),  Customs  Regulations, 
provides  for  clearances  of  vessels  in 
trade  with  noncontiguous  territory  of 
the  United  States,  pursuant  to  the  pro- 
visions of  the  Act  of  April  29.  1902,  as 
amended  (46  U3.C.  95) ,  but  provides 
for  an  exception  for  Alaska  and  Hawaii 
pursuant  to  the  amendment  of  April  7. 
1948  (62  SUt.  161).  to  the  above-cited 
act  adopted  when  Alaska  and  Hawaii 
were  territories  of  the  United  States. 
Upon  the  admission  of  Alaska  and  Ha- 
waii to  the  Union,  the  provisions  of  the 
Act  of  April  29.  1902.  as  amended,  be- 
came applicable  to  them  as  States.  Ac- 
cordingly, the  first  sentence  of  5  4.84 
(a).  Customs  Regulations,  is  amended 
to  delete  the  word  "continental"  in  the 
phrase  "the  continental  United  States" 
appearing  therein  and  to  delete  the 
clause  of  exception  for  Alaska  and  Ha- 
waii at  the  end  thereof  so  that  that 
sentence  will  read  as  follows:  "No  vessel 
shall  depart  from  a  port  in  noncontigu- 
ous territory  of  the  United  States  for 
any  other  port  in  such  territory  or  for 
any  port  in  the  United  States,""  nor 
from  any  port  in  the  United  States  for 
any  port  in  such  territory,  until  a  clear- 
ance for  the  vessel  has  been  granted."*" 

Part  4  is  amended  to  add  a  new  foot- 
note designated  as  footnote  113a  read- 
ing as  follows : 

'"•The  term  "United  States"  as  used  In 
this  section  Includes  all  the  States  and  the 
District  or  (^lumbla. 

(RwS.  4197.  as  amended.  4200.  as  amended, 
32  Stat.  173;  46  U.S.C.  01,  93.  96) 

The  amendments  of  55  3.1  and  4.84 
shall  be  effective  on  and  after  January  I. 


RULES  AND  REGULATIONS 

1962.  The  amendment  of  5  3.17  shall  be 
effective  upon  publication  in  the  Pedekal 
Rkgistxr. 

[sxal]  Philip  Nichols.  Jr.. 

Commissioner  of  Customs. 

Approved:  December  29.  1961. 

James  A.  Rxed, 

Assistant  Secretary  of  the 
Treasury. 

(PR      Doc.     62-207.      Piled.     Jan      8,      1962. 
8  50   a  m  I 


Title  7— AGRICULTURE 

Chapter  IX — Agricultural  Marketing 
Service  (Marketing  Agreements  and 
Orders),  Department  of  Agriculture 

[Lemon  Reg.  932.  Amdt  1 ) 

PART    910— LEMONS    GROWN    IN 
CALIFORNIA  AND  ARIZONA 

Limitation   of   Handling 

Findings.  1.  Pursuant  to  the  market- 
ing agreement,  as  amended,  and  Order 
No.  910,  as  amended  (7  CFR  Part  910), 
regulating  the  handling  of  lemons  prown 
in  California  and  Arizona,  effective  un- 
der the  applicable  provisions  of  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937.  as  amended  (7  US  C.  601-674) .  and 
upon  the  basis  of  the  recommendation 
and  information  submitted  by  the  Lemon 
Administrative  Committee,  established 
under  the  said  amended  marketing 
agreement  and  order,  and  upon  other 
available  information,  it  is  hereby  found 
that  the  limitation  of  handling  of  such 
lemons  as  hereinafter  provided  will  tend 
to  effectuate  the  declared  policy  of  the 
act.  ^ 

2.  It  is  hereby  further  found  that  It  Is 
impracticable  and  contrary  to  the  public 
Interest  to  give  preliminary  notice,  en- 
gage in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
regulation  until  30  days  after  publica- 
tion hereof  in  the  F*edehal  Register  (5 
JJ B.C.  1001-1011)  because  the  time  in- 
tervening between  the  date  when  infor- 
mation upon  which  this  amendment  is 
based  became  available  and  the  time 
when  this  amendment  must  become  ef- 
fective in  order  to  effectuate  the  declared 
policy  of  the  act  is  insufficient,  and  this 
amendment  relieves  restriction  on  the 
handling  of  lemons  grown  in  California 
and  Arizona. 

Order,  as  amended.  The  provisions  in 
paragraph  (b)(1)  (i)  and  (U)  of  5  910.- 
1039  (Lemon  Regulation  932.  26  FR. 
12752)  are  hereby  amended  to  read  as 
follows : 

(i)   District  1 :  32.550  cartons: 
(ii)   District  2:  167,400  cartorw. 

(Sees.  1-19.  48  SUt.  l.~as  amended;   7  U -S  C 
601-674) 

Dated:  January  4.  1962. 

Padx  a.  Nicholson, 
Deputy  Director.  Fruit  and  Veg- 
etable  Division.   Agricultural 
Marketing  Service. 

IPR.     Doc.     82-224;     Piled.     Jan      8.     1962; 
8:53  ami 


Title  21— FUOD  AND  DRUGS 

Chapter  I — Food  and  Drug  Adminis- 
tration, Department  of  Health,  Edu- 
cation, and  Welfare 

SUBCHAPTER    »— FOOD    AND    FOOD    NOOUCTS 

PART   121— FOOD  ADDITIVES 

Subpart  D — Food  Additives  Permitted 
in  Food  for  Human  Consumption 

Food  Starch-Modified 

The  Commissioner  of  Pood  and  Drugs 
has  evaluated  the  data  submitted  in 
petitions  submitted  by  the  Corn  Indus- 
tries Research  Foundation.  Inc..  1001 
Connecticut  Avenue  NW..  Washington  6, 
DC,  Stein  Hall  and  Company,  Inc.. 
285  Madison  Avenue,  New  York.  New 
York,  and  A.  E.  Staley  Manufacturing 
Company.  Decatur,  Illinois,  proposing 
amendments  to  §  121.1031  of  the  food 
additive  regulations  for  modified  starch. 
In  addition  to  requesting  the  amend- 
ments to  provide  for  certain  additional 
modifications  of  starch,  the  Com  In- 
dustries Research  Foundation.  Inc.,  re- 
quested that  the  name  of  the  additive 
be  changed  to  food  starch-modifled." 
The  petitioner  also  requested  modifica- 
tion of  paragraph  (b)  (2)  of  the  regula- 
tions to  permit  substitution  of  a  code 
number  to  fulfill  the  label  requirement  of 
how  the  starch  has  been  modified. 

Based  upon  the  evidence  submitted 
and  after  consideration  of  other  relevant 
material,  the  Commissioner  has  con- 
cluded that  the  label  of  the  additive 
should  provide  information  as  to  how 
the  starch  has  been  modified,  that  the 
name  of  the  additive  should  be  changed 
as  indicated,  and  that  the  following 
amendment  to  §  121.1031  should  issue. 
Therefore,  pursuant  to  the  provisions 
of  the  Federal  Food.  Drug,  and  Cosmetic 
Act  (sec.  409(c)(1).  72  Stat.  1786;  21 
U.S.C.  348(c)(1)).  and  under  the  au- 
thority delegated  to  the  Commissioner 
by  the  Secretary  of  Health,  Education, 
and  Welfare  (25  FM.  8625).  5  121.1031 
(21  CFR  121.1031:  26  F.R.  6583.  7580) 
is  amended  In  the  following  respects: 

1 .  The  name  of  the  additive  is  changed 
to  read  "food  starch-modified"  in  the 
section  title,  the  introduction  to  the 
section,  and  paragraph  (a),  and  para- 
graph (a)  is  further  amended  by  adding 
thereto  new  subparagraphs  (9)  through 
<17)  as  follows: 

§  121.1031      Food    Ma^h-modiTiMl. 

Food  starch-modifled  may  be  safely 
used  in  foods  as  a  thickener,  to  improve 
texture  and  palatabillty,  and  to  impart 
stability,  under  the  following  prescribed 
conditions : 

(a)  Food  starch -modified  is  a  food 
starch  which.  In  accordance  with  good 
manufacturing  practice,  has  been  struc- 
turally altered  in  part,  in  one  of  the 
following  ways: 

•  •  •  •  • 

(9)  By  treatment  with  hydrochloric 
acid  or  sulfuric  acid. 

(10)  By  treatment  with  not  more  than 
5.0  percent  acetic  anhydride. 

(11)  By  treatment  with  not  more  than 
0.3  percent  eplchlorohydrin  In  the  pres- 
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ence  of  not  more  than  5.0  percent  acetic 
anhydride. 

(12)  By  treatment  with  not  more  than 
0.16  percent  active  oxygen  obtained  from 
hydrogen  peroxide  and/or  peracetic  add. 

( 13 )  By  treatment  with  not  more  tban 
7.5  percent  vinyl  acetate  so  as  to  pro- 
vide no  more  than  2.5  percent  acetyl 
groups. 

(14)  By  treatment  with  not  more  than 
0.1  percent  phosphorus  oxychloride  and 
8.0  percent  propylene  oxide  and  so  proc- 
essed as  to  remove  unreacted  residues  of 
these  ingredients. 

(15)  By  treatment  with  not  more  than 
0.5  percent  sodium  chlorite. 

(16)  By  treatment  with  not  more  than 
0.2  percent  potassium  permanganate  and 
so  processed  that  residues  of  manganese 
do  not  exceed  50  parts  per  million. 

(17)  By  treatment  with  not  more  than 
0.12  percent  adipic  anhydride  in  the 
presence  of  not  more  than  5.0  percent 
acetic  anhydride. 

2.  Subparagraph  (1)  in  paragraph  (b) 
is  changed  to  read  as  follows: 

(b)    •   •   • 

(1)  The  name  of  the  additive,  "food 
starch-modifled". 

Any  person  who  will  be  adversely  af- 
fected by  the  foregoing  order  may  at  any 
time  prior  to  the  thirtieth  day  from  the 
date  of  its  publication  in  the  Fedekal 
Register  file  with  the  Hearing  Clerk, 
Department  of  Health,  Education,  and 
Welfare,  Room  5440,  330  Independence 
Avenue.  SW.,  Washington  25.  D.C.,  writ- 
ten objections  thereto.  Objections  shall 
show  wherein  the  person  fUing  wUl  be 
adversely  afifected  by  the  order  and 
specify  with  particularity  the  provisioiu 
of  the  order  deemed  objectionable  and 
the  grounds  for  the  objections.  If  a 
hearing  Is  requested,  the  objections  must 
state  the  issues  for  the  hearing.  A  hear- 
ing will  be  granted  if  the  objections  are 
supported  by  groimds  legally  sufficient 
to  justify  the  relief  sought.  Objections 
may  be  accompanied  by  a  memorandum 
or  brief  in  suppjort  thereof.  All  docu- 
ments shall  be  filed  in  quintupllcate. 

Effective  date.  This  order  shall  be  ef- 
fective on  the  date  of  its  publication  in 
the  Federal  Register. 

(Sec.    409(c)(1),    72    Stat.    1788;    21    U.S.C. 
348(c)(1)) 

Dated:  January  3,  1962. 

John  L.  Harvkt, 
Deputy  Commissioner 
of  Food  and  Drugs. 

[F.R.     Doc.     62-197;     Piled,    Jan.    8.     1062; 
8:48  a.in.]         ■ 


PART   121— FOOD  ADDITIVES 

Subpart  F — Food  Additives  Resulting 
From  Contact  With  Containers  or 
Equipment  and  Food  AddHivM 
Otherwise  Affecting   Food 

Industrial  Starch-Modsfied 

The  Commissioner  of  Food  and  Drugs, 
having  evaluated  the  data  submitted  In 
a  petition  filed  by  the  Corn  Industries 
Research  Foundation,  Inc.,   1001  Con- 
No.  6 6  1 
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necticut  Avenue  NW.,  Washington  6, 
D.C.,  and  other  relevant  material  has 
concluded  that  the  following  amendment 
to  8  121.2506  of  the  food  additives  regu- 
lations shmild  issue  with  respect  to 
changing  the  name  of  the  food  addi- 
tive "packaging  starch"  to  "industrial 
starch-modifled,"  permitting  substitu- 
tion of  a  code  number  to  fulfill  the  label 
requirement  as  to  how  the  starch  is 
modified,  and  permitting  use  of  the  addi- 
tive on  textiles.  Therefore,  pursuant  to 
the  provisions  of  the  Federal  Food,  Drug, 
and  Cosmetic  Act  (sec.  409(c)(1),  72 
Stat  1786;  21  U.S.C.  348(c)(1)).  and 
under  the  authority  delegated  to  the 
Commissioner  by  the  Secretary  of 
Health.  Education,  and  Welfare  (25  FJR. 
8625) ,  S  121.2506  of  the  food  addlUve 
regulations  (21  CFR  121.2506;  26  F.R. 
189,  7581)  is  amended  to  read  as  follows: 

§  121^506     Industrial  starch-modified. 

Industrial  starch-modified  may  be 
safely  used  in  the  preparation  of  packag- 
ing materials  under  the  following  pre- 
scribed conditions: 

(a)  Industrial  starch-modified  is  food 
starch-modifled  or  starch  which  in  ac- 
cordance with  g(X)d  manufacturing  prac- 
tice has  been  structurally  altered  in  part 
in  one  of  the  following  ways: 

(1)  By  treatment  with  ethylene  oxide 
so  that  the  finished  modified  starch  con- 
tains not  more  than  3.0  percent  of  re- 
acted ethylene  oxide. 

(2)  By  treatment  with  not  more  than 
3.0  percent  ^-diethylamlno-ethylchloride 
hydrochloride. 

(3)  By  treatment  of  food  starch-modi- 
fied (S  121.1031(a)(1))  with  not  more 
than  0.3  percent  eplchlorohydrin. 

(4)  By  treatment  with  not  more  than 
1.0  percent  sodium  hydroxide. 

(b)  It  is  intended  for  use  as  follows: 

(1)  In  the  preparation  of  surface  siz- 
ing or  coatings  for  paper,  paperboard,  or 
textiles  Intended  for  food  packaging. 

(2)  In  the  fabrication  of  other  food 
packaging  materials  when  so  authorized 
by  the  regulations  in  this  subpart  f. 

(c)  To  assure  safe  use  of  the  additive, 
the  label  of  the  food  additive  contains* 
shall  bear,  in  addition  to  the  other  in- 
formation required  by  the  act: 

(1)  The  name  of  the  additive. 

(2)  Information  describing  how  the 
starch  is  modified. 

Any  person  who  will  be  adversely  af- 
fected by  the  foregoing  order  may  at  any 
time  prior  to  the  thirtieth  day  from  the 
date  of  its  publication  in  the  Federal 
RcGiSTBt  file  with  the  Hearing  Clerk, 
Department  of  Health,  Education,  and 
Welfare,  Room  5440,  330  Independence 
Avenue  SW.,  Washington  25,  D.C.,  writ- 
ten objections  thereto.  Objections  shall 
show  wherein  the  person  filing  will  be 
adversely  affected  by  the  order  and  spec- 
ify with  particularity  the  provisions  of 
the  order  deemed  objectionable  and  the 
grounds  for  the  objections.  If  a  hearing 
is  requested,  the  objections  must  state 
the  issues  for  the  hearing.  A  hearing 
will  be  granted  if  the  objections  are  sup- 
ported by  grounds  legally  sufficient  to 
Justify  the  relief  sought.  Objections 
may  be  accompanied  by  a  monorandum 
or  brief  in  support  thereof.  All  docu- 
ments shall  be  flled  in  quintupllcate. 
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Effective  date.  This  order  shall  be  ef- 
fective on  the  date  of  its  publication  in 
the  Federal  Register. 

(Sec.  409(c)  (1).  72  EM»t.  1788;  21  U.S.C.  348 

(c)(1)) 

Dated:  January  3. 1962. 

John  L.  Hahvxy, 
Deputy  Commissioner 
of  Food  and  Drugs. 

[PJl.    Doc.     62-195:     Piled.     Jan.     8.     1962; 
8:47  ajn.] 


Title  32— NATIONAL  DEFENSE 

Chapter  XVI — Selective  Service 
System 

PART  1617— REGISTRATION 
CERTIFICATE 

PART  1622— CLASSIFICATION  RULES 
AND  PRINCIPLES 

PART  1623— CLASSIFICATION 
PROCEDURE 

PART   1626— APPEAL  TO  APPEAL 
BOARD 

PART  1628— PHYSICAL      ' 
EXAMINATION 

PART  1630— VOLUNTEERS 

PART  1631— QUOTAS  AND  CALLS 

PART  1632— DELIVERY  AND 
INDUCTION 

PART  1642— DELINQUENTS 

PART   1660— CIVILIAN  WORK  IN 
UEU  OF  INDUCTION 

PART  1680— SELECTION  OF  CERTAIN 
PERSONS  WHO  HAVE  CRITICAL 
SKILLS  FOR  ENUSTMENT  IN  UNITS 
OF  THE  READY  RESERVE  OF  THE 
ARMED  FORCES 

Amending  Selective  Service 
Regulations 

Ooss  Reterence:  For  a  document  af- 
fecting the  regulations  of  the  above- 
mentioned  parts,  see  Title  3.  Executive 
Order  10984.  supra. 

Title  38— PENSIONS,  BONUSB. 
AND  VETERANS' REUEF 

Chapter   I — Veterans   Administration 

PART  36— LOAN  GUARANTY 

Miscellaneous  Amendments 

1.  In  !  36.4301,  a  new  paragraph  (gg) 
is  added  and  former  paragraphs  (ee). 
(X).  (y).  (z),  (aa).  (ff).  (bb).  (dd).  and 
(cc)  have  been  redesignated  (x)  through 
(ff)  respectively  so  that  these  para- 
graphs read  as  follows : 

§  36.4301     DefiniUooa. 

•  •  •  •  • 

(x)  "Net  loss"  (insured  loans)  medns 
the  indebtedness,  plus  any  other  charges 
authorized  under   S  36.4313,   remaining 
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uncatiafied  after  the  liquidation  of  all 
available  security  and  recourse  to  all  in- 
tangible rights  of  the  holder  against 
those  obligated  on  the  debt. 

(y)  'Non-real  estate  loan"  means  any 
obligation  Incurred  for  the  purchase, 
alternation,  Improvement,  or  repair  of 
personal  property;  or  any  loan  which  is 
not  a  real  estate  loan. 

<z>  "Purchase  price"  means  the  en- 
tire legal  consideration  paid  or  payable 
upon  or  on  account  of  the  sale  of  prop- 
erty, exclusive  of  acquisition  costs,  or 
for  the  cost  of  materials  and  labor  to  be 
applied  thereto. 

(aa)  "Real  estate  loan"  means  any 
obligation  incurred  for  the  purchase  of 
real  property  or  a  leasehold  estate  as 
limited  in  SS  36.4300  to  36.4375.  inclu- 
sive, or  for  the  construction  of  fixtures 
or  appurtenances  thereon  or  for  altera- 
tions. Improvements,  or  repairs  thereon 
required  by  S}  36.4300  to  36.4375.  to  be 
secured  by  a  lien  on  such  property  or  is 
so  secured. 

(bb)  "Reasonable  value"  means  that 
figure  which  represents  the  amount  a 
reputable  and  qualified  appraiser,  unaf- 
fected by  personal  interest,  bias,  or  prej- 
udice, would  recommend  to  a  prospective 
purchaser  as  a  proper  price  or  cost  in  the 
light  of  prevailing  conditions. 

(cc)  "Registered  mall."  The  term 
"registered  mail"  wherever  used  in  the 
regulations  concerning  guaranty  or  in- 
surance of  loans  to  veterans  shall  in- 
clude certified  mail. 

(dd)  "Repairs"  means  any  alteration 
of  existing  realty,  machinery,  or  equip- 
ment which  is  necessary  or  advisable  for 
protective,  safety,  or  restorative  pur- 
poses. 

(ee)  "Repossession-repossessed" 
means  recovery  or  acquisition  of  such 
physical  control  of  property  (pursuant  to 
the  provisions  of  the  security  instnunent 
or  as  otherwise  provided  by  law)  as  to 
make  further  legal  or  other  action  un- 
necessary in  order  to  obtain  actual  pos- 
session of  the  property  or  to  dispose  of 
the  same  by  sale  or  otherwise. 

(ff)  "Residential  property"  means  (1) 
any  Improved  real  property  or  leasehold 
estate  therein  as  limited  by  §§  36.4300  to 
36.4375,  Inclusive,  the  primary,  use  of 
which  Is  for  occui>ation  as  a  home,  con- 
sisting of  not  more  than  four  family 
units,  plus  an  added  unit  for  each  eligible 
veteran  if  more  than  one  participates  in 
the  ownership  thereof;  or  <2)  any  land 
to  be  purchased  out  of  the  proceeds  of 
a  loan  for  the  construction  of  a  dwelling, 
and  on  which  such  dwelling  is  to  be 
erected. 

(gg)  "Three  months":  For  the  pur- 
poses of  section  1803(a)  of  Title  38, 
United  States  Code,  this  term  shall  mean 
90  calendar  days. 

2.  In  §  36.4312(d),  paragraph  C  of 
Part  I  is  amended  to  read  as  follows : 

§  36.4312      Allowable  rhargr*  and  fre<«. 

•  •  •  •  • 

(d)   •  •   • 

Pabt  I — Loans  roii  thk  Purchase,  CoNSTmuc- 

TION,   RKPAH.  AlTXIATION.   or  IliPROVKMCNT 

or  Resiokntial  Profditt   (38  USC.  1810) 
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C  In  caxes  where  a  lender  makes  ad- 
vances to  a  veteran  during  the  progress  of 
construction,  alteration,  improvement,  or 
repair,  either  under  a  commitment  of  the 
Veterans  Administration  to  Issue  a  guaranty 
certificate  or  Insurance  credit  upon  comple- 
tion, or  where  the  lender  would  be  entitled  to 
guaranty  or  In.surance  on  such  advances 
when  reported  under  nutoniatic  procedure. 
fhe  lendor  may  make  a  charge  against  the 
vetoran  of  not  e.xceedlng  2  percent  of  the 
amount  of  the  loan  for  Its  services  In  .super- 
visins  'h«*  making  of  advances  and  the  prog- 
ress of  coi\striiction  notwith.standlng  that 
the  holdback"  or  final  advance  is  not 
acttially  paid  out  until  after  the  construc- 
tion, .ilteratlon.  Improvement,  or  repair  Is 
fully  completed  Provided.  That  the  major 
portion  (51  percent  or  more)  of  the  loan 
proceeds  is  paid  out  during  the  actual  prog- 
ress of  the  construction,  alteration.  Improve- 
ment, or  repair  Such  charge  may  b(  In 
addition  to  the  1  percent  charge  allowed 
under  paragraph  B  above 

3.  In  5  36.4335.  paraKraph  b'  i.s 
amended  to  read  as  follows: 

§  .16.  t333     Siipplrnienlarv   ailiiiiiiUlruli^e 
iit-lion. 

•  •  •  •  • 

(b)  The  requirement  in  5  36.4303id> 
that  a  lender  originating  a  loan  under  a 
certificate  of  commitment  report  the 
loan  for  issuance  of  guaranty  or  insur- 
ance evidence  within  30  days  following 
actual  payment  of  the  full  proceeds  of 
the  loan.  In  such  cases  it  Is  not  neces- 
sary that  a  finding  be  made  that  the 
loan  is  not  in  default. 

4.  In  3  36.4501.  a  new  paragraph  *n) 
is  added  and  former  paraKraph  <ni  is 
redesignated  'o)  to  read  as  follows: 

t)  36.  t30I      Definitiono. 

•  •  •  •  • 

in'  Three  months,"  For  the  pur- 
poses of  section  1803<a)  of  Title  38. 
United  States  Code,  this  term  shall  mean 
90  calendar  days. 

(o)  "Veterans  Administration"  means 
the  Administrator  of  Veterans  Affairs, 
or  any  employee  of  the  Veterans  Admin- 
istration authorized  by  him  to  act  in 
his  stead. 

(72  Stat     1114;    38  USC    210) 

These  regulations  are  effective  Janu- 
ary 9,  1962. 

I  SEAL  I  W  J.  Driver, 

Deputy  Administrator. 

|FR      Dor      62  205;     Filed,     Jan,     8.     1962, 
8  50  am  I 


Title  39— POSTAL  SERVICE 

Chapter  I — Post  Office  Department 

PART  61— MONEY  ORDERS 

PART  62— NONPOSTAL  STAMPS 
AND  BONDS 

PART  63— POSTAL  SAVINGS 

Nonmail  Service   Regulations 

The  regulations  of  the  Post  Offlce  I>e- 
partment  are  amended  as  follows: 

I.  In  Part  81 — Money  Orders,  as  pub- 
lished in  26  F.R.  11596-11601.  make  the 
following  changes : 


^61.1       I  Amendment] 

A.  In  1611  Issuance  of  domestic 
money  orders  make  the  following 
changes: 

1.  In  paragraph  (b>  .sub pai'a graph  (3) 
is  amended  to  show  that  United  States 
coins  are  legal  tender  in  any  amount. 
As  so  amended,  subparagraph  <3)  reads 
as  follows: 

i3'  Paying  for  money  orders.  Money 
orders  must  be  paid  for  in  American 
money.  Coins  are  legal  tender  in  any 
amounts.  Postmasters  may  accept,  at 
their  own  risk,  from  a  person  whose  en- 
dorsement is  acceptable,  a  Federal  Gov- 
ernment check  in  payment  for  a  money 
order. 

Note  The  corresponding  Postal  Manual 
•section  Is  171  123. 

2.  In  paragraph  (c>(l),  subdivision 
ti  > ,  with  the  exception  of  the  illustration. 
IS  amended  to  give  further  details  on  the 
proper  issuance  of  a  money  order.  As  so 
amended,  subdivision  (i)  reads  as  fol- 
lows : 

(i>  Manual  rnethod.  ta)  Use  post  of- 
fice ballpoint  pen  and  write  the  whole 
dollar  amount  in  words  on  the  "Pay" 
line  and  the  dollar  and  cents  amount  in 
figures  in  the  "Amount"  block  and  draw- 
two  lines  through  unused  "Dollar"  blocks 
on  the  order  portion  only. 

ib>  Enter  control  stamp  for  the  same 
or  next  higher  amount  after  the  words 
Not  Valid  For  More  Than." 

<ci  Draw  a  straight  line  In  the  space 
between  the  words  "Pay"  and  ' Dollars" 
when  the  amount  is  cents  only. 

(d»  Write  figures  "00"  in  "Cents" 
block  when  the  amount  is  for  even 
dollars. 

The  following  illustration  shows  the 
prop>er  manner  of  issuing  order  for  pay- 
ment in  Canada:  (The  rate  of  exchange 
used  in  the  illustration  is  hypothetical.  > 

Note  The  corresponding  Postal  Manvial 
section  Is  171  1 

§61.2      I  Amendment] 

B.  In  J  61  2  Issuance  of  interriational 
money  orders,  make  the  following 
changes  to  clarify  the  regulations  as  to 
the  issuance  of  money  orders: 

1.  In  paragraph  <b)  make  the  follow- 
ing changes: 

a.  Delete  subparagraph  (D  and  re- 
designate subparagraphs  (2>  through 
(5)  as  subparagraphs  (1>  through  (4' 
respectively. 

b.  In  redesignated  subparagraph  <  1  > 
strike  out  the  reference  to  paragraphs 
<f)  and  <g>  and  insert  in  lieu  thereof 
■  (h»  and  (i»  of  this  section." 

c.  In  redesignated  subparagraph  <  3  > 
strike  out  the  reference  to  paragraph  <c  i 
and  insert  in  lieu  thereof  "paragraph 
'd>  (2)  <ili>  of  this  section." 

2.  Redesignate  paragraphs  (c>.  <d>, 
(e).  (f  >.  ^g>  as  paragraphs  (d),  (e).  (f  >, 
(h)  and  <i)  respectively  and  Insert  new 
paragraphs  ic)  and  <g)  to  read  as 
follows : 

(c)  Issuance  of  domestic  international 
money  orders.  Por  countries  listed  In 
paragraph  (g^   of  this  section  the  do- 
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mestic  money  order  form  Is  used  and 
there  Is  no  application. 

•  •  •  •  • 

(g)  Countries  where  service  is  avail- 
able on  domestic  basis. 


Antigua. 
Bahamas. 
Barbados. 
Bermuda. 
British  Honduras. 
British  Virgin 

Islands. 
Canada. 
Canal  Zone. 
Cuba. 


E>omtolca. 

Grenada. 

Jamaica. 

Montserrat. 

Nevis. 

Saint  Kltts. 

Saint  Lucia. 

Saint  Vincent. 

Tobago. 

Trinidad. 


3.  In  redesignated  paragraph  (d)  (2) 
amend  the  parenthetical  phrase  in  sub- 
division (ill)  to  read  "(See  paragraph 
(b)(2)  of  this  section.)" 

NoTz:  The  corresponding  Postal  m«tiii«i 
section  is  17U. 

§  61.3      [.Amendment] 

C.  In  S  61.3  Cashing  money  orders 
make  the  following  changes: 

1.  In  paragraph  (f).  the  last  sentence 
of  subparagraph  (4)  Is  amended  to  pro- 
vide for  the  use  of  Form  31  in  lieu  of 
Form  6006.  As  so  amended,  the  last  sen- 
tence of  subparagraph  (4)  reads  as  fol- 
lows: "If  in  doubt  as  to  the  date  or 
amount  on  a  domestic  order,  an  inquiry 
shall  be  sent  to  the  Issuing  postmaster 
for  verification,  using  Form  31,  'OfBee 
Memorandum.'  " 

2.  Redesignate  paragraph  (1)  as  new 
§  61.4  Wrong  payment,  and  Insert  a  new 
paragraph  ( i )  as  follows  to  iixslude  regu- 
lations for  cashing  money  orders  issued 
by  foreign  countries : 

(i)  Cashing  money  orders  issued  by 
foreign  countries.  Money  orders  issued 
in  coimtries  listed  In  S  61.2(g)  with  or 
without  an  advice  and  money  orders  is- 
sued by  the  New  York.  San  FTandsco, 
and  Dallas  Exchange  Offices  for  the 
countries  listed  In  S  61.2  (h)  and  (1)  are 
valid  for  one  srear  from  the  last  day  of 
the  month  of  original  issue.  Except  for 
the  period  of  validity,  payment  shall  be 
made  in  accordance  with  Instructions 
covering  domestic  money  orders. 

NoTs:  The  cmrespondlng  Postal  M*«ii»| 
sections  are  ITl.aand  171.4. 

§§  61.5,  61.6,  61.7      [RedesignatioBl 

D.  Redesignate  the  original  9161.4. 
61.5  and  61  6  as  §S  61.5.  61.6.  and  61.7  re- 
spectively as  a  result  of  the  foregoing 
amendment. 

Note:  The  corresponding  Postal  M»niin^ 
sections  are  171.6  through  171.7. 

E.  In  redesignated  5  61.6  InqtUries. 
paragraph  (b)  (2)  is  amended  to  specify 
when  Form  6684  may  be  accepted.  As 
so  amended,  paragraph  (b)  (2)  reads  as 
follows : 

(2)  Orders  issued  on  international 
form.  Send  Form  6684.  "Inquiiy  Con- 
cerning International  Money  Order  Is- 
sued in  the  United  States,"  to  proper 
U.S.  exchange  ofBce  for  order  issued  in 
the  United  States.  Do  not  accept  untfl 
30  days  after  the  Issue  date  of  the  money 
order.  When  reply  Is  received  from  the 
exchange^ofBce,  enter  the  required  in- 
formation on  Form  6860  "Reply  to  In- 
quiry Concerning  Payment  of  Intema- 
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tional  Money  Order."  and  forward  it 
to  the  patron. 

Nora:  The  corresponding  Postal  Manual 
section  is  171.6. 

(R.S.  ISl,  as  amended;  6  UJS.C.  22,  39  U.S.C. 
601,  606,  607.  5101-6104) 

n.  In  Part  62 — Non  Postal  Stamps 
and  Bonds,  as  published  in  26  F.R.  11601- 
11603,  make  the  following  changes: 

A.  In  5  62.1  paragraph  (c)  is  amended 
to  show  the  current  list  of  internal  rev- 
enue stamp  denominations  available;  and 
a  new  paragraph  (e)  Is  added  to  include 
regulations  on  the  redemption  of  internal 
revenue  stamps.  As  so  amended  and 
added  paragraphs  (c)  and  (e)  respec- 
tively read  as  follows: 

§  62.1      Documentary     internal     revenue 
stamps. 

•  «  *  •  • 

(c)  Denominations.  Documentary  in- 
ternal revenue  stamps  are  furnished  in 
denominations  of  1.  2,  3,  4,  5,  8,  10,  20, 
25,  40,  50,  55,  and  80  cents;  1,  1.10,  1.65, 
2.  2.20.  2.75,  3.  3.30,  4,  5.  10,  20,  30.  50, 
60.  lOOL  500.  and  1,000  dollars.  The  30, 
SO,  60,  100,  500.  and  1,000  dollar  stamps 
are  each  furnished  In  books  of  40  stamps 
and  the  other  denominations  are  fur- 
nished in  sheets  of  100.  All  denomina- 
tions are  for  sale  singly  or  in  quantities 
desired. 


(e)  Redemption.  Stamps  shall  not  be 
redeemed,  repiirchased  or  exchanged. 
Persons  desiring  to  sell,  exchange  or 
redeem  internal  revenue  stamps  shall  be 
directed  to  I4>ply  to  the  nearest  District 
Collector  of  Internal  Revenue. 

Notb:  The  corresponding  Postal  Itlanual 
section  is  172.1 

§§  62.4,  62.5      [Redesignatlon] 

B.  Redesignate  II  62.3  and  62.4  as 
S8  62.4  and  62.5  respectively,  and  Insert 
a  new  S  62.3  to  read  as  follows: 

§  62.3     Boat  stamps. 

(a)  Denominations.  Boat  stamps  are 
In  denominations  of  $1  and  $3. 

(b)  Use.  The  $3  stamp  Is  attached  to 
boat  owner's  application  for  number. 
Form  CO-3876,  for  boats  used  prin- 
cipally in  the  District  of  Columbia  and 
any  of  the  following  States:  Alaska. 
Hawaii,  Maine,  New  Hampshire,  New 
Jersey,  Pennsylvania,  Tennessee,  Wash- 
ington, and  Wyoming.  The  $1  stamp  is 
attached  to  Form  CG-3919  to  secure  a 
duplicate  certificate  of  number  when  the 
original  certificate  has  been  lost  or  de- 
strojred. 

(c)  Where  sold.  Boat  stamps  are  sold 
at  any  post  ofBce,  except  in  Puerto  Rico, 
Virgin  Islands,  Guam,  and  Samoa,  where 
there  is  a  demand  in  connection  with 
ressels  used  principally  In  any  one  of 
the  9  States  jor  the  District  of  Columbia. 
They  are  not  sold  loose  or  unafflxed  to 
•iq>licatlons  for  number  (Forms  CO- 
3ST6  and  CO-3919) .  Loose  boat  stamps 
for  philatelic  purposes  only  may  be  pur- 
chased directly  from  the  Philatelic  Sales 
Agency,  Poet  Offlce  Department.  Wash- 
ington, 25,  D.C.  . 

(d)  Additional  information.  Ap- 
plicants with  questions  that  cannot  be 
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answered  at  the  post  office  should  con- 
tact the  nearest  Coast  Guard  facility. 

Non:  The  correspK>ndlng  Postal  Manual 
sections  are  172.3  through  172.5. 

(R.S.  161,  as  amended:  68  Stat.  A  830;  72 
Stat.  1756;  5  U.S.C.  22,  26  U.S.C.  6802,  39 
U.S.C.  501,  46  U.S.C.  527) 

m.  In  Part  63 — Postal  Savings,  as 
published  in  26  F.ll.  11603-11606,  make 
the  following  changes: 

A.  Section  63.6  is  amended  to  clarify 
the  procedures  for  handling  inactive 
postal  saving  accounts.  As  so  amended, 
§  63.6  reads  as  follows: 

§  63.6      Inactive  accounts. 

The  main  post  offlce  stations,  and 
branches  shall  review  Forms  PS  600  once 
each  year  for  inactive  accounts  and  pro- 
ceed as  follows: 

(a)  Pull  out  accounts  that  have  been 
inactive  for  10  years.  Whenever  possi- 
ble, turn  them  over  to  a  superyisory  of- 
ficial or  designated  employee  who  shall 
keep  a  control  record  of  all  accounts 
turned  over  to  him.  If  Inactive  accoimts 
cannot  be  taken  from  the  custody  of  the 
postal  savings  clerk  because  of  a  limited 
office  staflf.  they  may  be  kept  in  the  same 
file  cabinet  with  the  active  accounts  but 
shall  be  grouped  separately.  When  a 
transaction  occurs  in  an  inactive  ac- 
count, return  the  account  to  the  active 
files. 

(b)  Report  accounts  Inactive  or  un- 
claimed for  20  years  to  the  regional  con- 
troller, and  await  instructions.  Count 
the  20  years  from  date  of  last  transac- 
tion or  date  of  depositor's  reply  to  an 
inquiry  on  Form  PS  159  (now  obsolete) 
whichever  is  later. 

(c)  When  a  depositor  whose  account 
has  been  transferred  to  the  regional  con- 
troller as  unclaimed  requests  pasrment, 
furnish  him  a  Form  315  and  Instruct  Mm 
to  complete  and  send  It.  together  with 
the  endorsed  certificates,  to  the  regional 
controller  where  the  account  Is  held. 
Payment  will  be  made  by  the  regional 
controller  direct  to  the  depositor.  Par- 
tial payment  of  unclaimed  accoimts  will 
not  be  made ;  they  must  be  paid  in  full. 

Non:  The  corresponding  Postal  Manual 
section  Is  173.6. 

B.  In  9  63.8.  paragraph  (b)  is  amended 
to  clarify  the  regulations  for  hunrfiing 
Form  PS  607.  As  so  amended,  paragraph 
(b)  reads  as  follows: 

§  63.8     Depositor's    lost,    stolen,    or    de- 
stroyed  certificates. 

•  •  •  •  • 

(b)  Application  for  replacemenL 
Form  PS  607,  "Depositor's  Application 
for  New  Postal  Savings  Certificates", 
shall  be  prepared  if  depositor  knows  cer- 
tificate cannot  be  recovered,  following 
instructions  on  the  form.  If  depositor  is 
uncertain  as  to  what  happened  to  his 
certificates,  he  should  be  asked  to  search 
again  and  return  in  10  days  to  fill  out 
Form  PS  607.  (Exception  may  be  made 
when  delay  will  cause  depositor  hard- 
ship.) "the  serial  numbers  of  the  cer- 
tificates should  be  verified  against  those 
on  Form  PS  600.  llie  application  must 
not  be  certified  In  the  postmaster's  name 
until  the  identification  data  in  section  1^ 
page  4  has  been  verified  with  ttiat  on 
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Form  PS  600  to  identify  the  applicant  as 
the  true  depositor.  Depositors  must  not 
be  asked  to  apply  for  reissue  of  cer- 
tificates to  determine  if  the  account  rec- 
ord is  correct.  Any  difference  between 
item  39  of  the  postal  savings  records  and 
the  total  of  the  Forms  PS  600  should  be 
shown  on  Form  PS  607. 

Ncmt:    The    corresponding    Poetal    Manual 
section  U  173  8 

(R.S.  161    as  amended.  5  USC    22.  39  U  S  C 
601.  5203.  5204) 

Louis  J.  Doyle, 

General  Cowuscl 

|FR      I>ic      6J  218;     Filed.     Jan      8.     1962 
8  52   a  m  I 


Title  46— SHIPPING 

Chapter  II — Maritim*  Administration, 
0«partm«nt  of  Comn>«rc« 

SUtCHArriR  O— fMfRGENCY   OPflATIONS 
(Oeneral  Order  83.  5th  Rev  | 

PART  309— VESSEL  VALUES  FOR  WAR 
RISK  INSURANCE 

Part  309  is  hereby  revised  by  changing 
the  existing  text  to  read  as  follows: 


soe  1 

309  2 


300  3 
309  4 


Findings  and  Scope 


Findings 
Scope 

Basic  Valuia 

VeaselB  built  during  or   after    1939 
Vessels  built  prior  to  1939 

OufiaAL  PaovisioNs 


309  5         Adjustments   for   condition,   equip- 
ment, and  other  considerations. 
309  6         Definitions 
309.7         Modifications. 
309  8         Vessel  data  forms. 


Valxtes  rot  Individual  Vessbls 

309.101     Determination  of  values. 

AOTMOarrr:  11300.1  through  309  8  and 
300.101  Issued  under  sec.  204.  40  Stat  1087. 
as  amended,  sec.  1200,  64  Stat.  775.  as 
amended.  70  Stat    984:  46  USC    1114.   1289 

Findings  and  Scope 

§  309. 1      FindinsM. 

The  Maritime  Administrator  has  found 
that  the  values  provided  in  this  part 
constitute  Just  compensation  for  the 
vessels  to  which  they  apply,  computed 
in  accordance  with  subsection  902<a)  of 
the  Merchant  Marine  Act,  1936.  as 
amended  (46  U.S.C.  1242).  pursuant  to 
section  1209ia>,  Merchant  Marine  Act. 
1936.  as  amended  <46  U.S.C.  1289<ai>. 
Public  Law  958,  84th  Congress,  and  the 
authority  delegated  to  the  Maritime 
Administrator  by  the  Secretary  of  Cem- 
merce  in  section  3,  of  Department  Order 
No.  117  (Revised*  <26  P.R  7713,  August 
17,  1961 ». 

§  309.2      .S  ope. 

'a>  Vessels  included.  This  part  e.s- 
tablishes  values  for  self-propelled  ocean- 
going iron  and  steel  vessels  (other  than 
vessels  excluded  pursuant  to  paragraph 
(b)  of  this  section)  for  which  war  risk 
Instirance  is  provided  by  the  Maritime 
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Administrator  pursuant  to  Title  XII, 
Merchant  Marine  Act.  1936.  as  amended 
(46  use.  1281-12941.  Public  Law  763. 
81st  Congress.  Public  Law  209.  84th  Con- 
gress, Public  Law  958.  84th  Congress. 
The  values  established  by  this  part  rep- 
resent the  maximum  amounts  for  whicli 
the  Maritime  Administrator  will  provide 
war  risk  hull  insurance  for  damage  to  or 
actual  or  con.structive  total  loss  of  the 
vessel  and  for  which  claims  for  damatie 
to  or  actual  or  con.stiuctive  total  lo.ss 
of  such  insured  vessels  may  bo  adjusted, 
compromised,  settled,  adjudged,  or  paid, 
by  the  Maritime  Administrator  with  re- 
spect to  insurance  attaching  on  or  after 
July  1.  1961,  under  the  Standard  Forms 
of  War  Risk  Hull  in.surance  Interim 
Binder  or  policy  prescribed  by  5  5  308  106 
and  .108.107  of  this  chapter  (Oeneral 
Order  75,  2d  Rev  ,  26  FR  4541.  May  26. 
1961 1 .  Revised  values  will  be  prescribed 
In  subsequent  revisions  of  this  part, 
which  are  expected  to  be  issued  at  least 
every  six  months.  The  latest  published 
values  will  remain  in  effect  until  new- 
ones  are  published. 

(b)  Vessels  excluded.  The  values  es- 
tablished pursuant  to  15  309  3  through 
309.5  do  not  apply  to  passenger  vessels, 
lumber  schooners,  car  ferries,  seatralns, 
cable  ships,  bulk  cement  and  ore  carriers 
other  than  colliers  built  prior  to  1939, 
vessels  operated  on  the  Great  Lakes  and 
inland  waterways,  fully  refrigerated  ves- 
sels, vessels  of  less  than  1.500  gross  tons, 
or  any  other  vessels  or  class  of  vessels  to 
which  the  Maritime  Administrator  finds 
that  the  provisions  of  said  sections  would 
not  be  appropriate.  Values  for  vessels 
excluded  by  this  paragraph  (b>,  shall 
be  specifically  determined  by  the  Mari- 
time Administrator  and  set  forth  in 
5  309  101. 

ic>  Fuel,  stores,  and  supplies  Values 
for  fuel,  stores  and  supplies  will  be  pros- 
cribed at  a  later  date. 

Basic  Values 

§  .^09.3      Vr<«el«i     built    durinf    ur    iifter 
1939. 

'a'  Basic  values.  The  values  of  ves- 
sels built  during  or  after  1939  shall  be 
determined  in  accordance  with  this  .sec- 
tion, subject  to  the  applicable  adjust- 
ments provided  in  8  309.5. 

(bi  War-built  vessels.  <  1  >  The  values 
of  the  standard  types  of  war-built  ves- 
sels listed  in  this  subparagraph  ( 1 )  which 
have  the  lawful  right  to  engage  in  the 
coastwise  trade  of  the  United  States  are 
as  follows: 

standard-type    irvsei  Value 

EC2   S  CI    . »260.0O0 

EC2-S-AW1     .    300,000 

VC2-S-AP-2 .512.600 

Cl-M-AVl - 325.000 

Cl-A  and  B   (Steam)... 400.000 

Cl-A   and   B    (Diesel) 380.000 

C2  S  Bl 700.000 

C3-S-Aa 900.000 

C4   «    Bo 1,000.000 

Tl    M   BT 350.000 

T2  SE-Al    430.000 

T3  S   Al     475.000 

T3  S-BZl    1.015.000 

(2)  The  values  of  the  standard  types 
of  war-built  vessels  "whether  under 
United  States  or  foreign  flag)  listed  in 
this    subparagraph    '2)    which    do    not 


have  the  lawful  right  to  engage  in  the 
coastwise  trade  of  the  United  States  are 
as  follows: 

Standgrd-type    vessel  Value 

EC2  S  CI .1240.000 

EC2   S^AWl     280.000 

CI    M-AVl  -    .   300.000 

VC2  S  AP2     470.000 

CI    A   (Diesel). 355,000 

T2  SE   Al    286,000 

Tl    M  BT  225,000 

«3'  Tho  value.s  of  the  standard  sub- 
types of  warbuilt  vessels  listed  in  this 
subparagraph  i3'  shall  be  determined  as 
follows: 

il'  If  the  subtype  vessel  has  the  law- 
ful right  to  engage  in  the  coastwise  trade 
of  the  United  States,  by  multiplying  the 
basic  value  of  the  standard-type  vessel 
listed  in  subparagraph  (1)  of  this  para- 
graph by  the  factor  shown  opposite  the 
subtype  in  the  table  set  forth  m  this  sub- 
paragraph (3) .  or 

<li)  If  the  subtype  vessel  does  not 
have  the  lawful  right  to  engage  In  the 
coastwise  trade  of  the  United  States,  by 
multiplying  the  basic  value  of  the  stand- 
ard-type vessel  listed  in  subparagraph 
(2>  of  this  paragraph  by  the  factor 
shown  opposite  the  subtsrpe  in  this  table, 
set  forth  In  the  subparagraph  (3). 

Tabli 
Subtype  Factor 

VC2-S-AP3        .-    lia'-r— VCa-S-AP2 

VC»-M-AP4 OO-i^— VC2-8-AP2 

Cl-M-AVe 100'^      Cl-M-AVl 

C1-M-AV8    100%— Cl-M-AVl 

C2-S-A1    .    88%— C2^8-B1 

C2-S-AJ1 100%— Ca-8-Bl 

C2-8-AJ2 110-^; — ca-8-Bi 

ca-s  AJ3 loc^  — ca-s-Bi 

CJ-S-AJ5 108% — Ca-S-Bl 

Ca  Cargo 100%— Ca-8-Bl 

C2  S-El  100%— ca-s-Bi 

C2-F 100%— ca-s-Bi 

C2-8    103%— Ca-8-Bl 

e2  8U 06%— ca  «-Bl 

C3-Cftrgo  ..      100"-— C3-8-A2 

C3-S-A1 100'-;— C3-&-Aa 

C3-S-A3 80%— C3-S-A2 

C3-&  A4 109%— CS-S-A2 

C3-S-A5 109", C3-S-A2 

C3  E 74%— C3-8-A2 

C3-M 100%— C3-8-A2 

C3-S-BH1    100%      C3-S-A2 

C3-S- BH2 108%— C3-8-A2 

C4^  S-A4 100%— C4-8-B6 

Tl-M-BTl 100%— Tl-M-BT 

Tl   M  BT2 100;— Tl-M-BT 

Ta  SE-A2 108'^  — Ta-S&-Al 

Ta-SB-A3 .-  108'^ — Ta-SE-Al 

Ta 108"^ T2-SE^A1 

T3  M  AZl 112-^.  — T3-S^  Al 

T3-S  BFl 132  :— T3-S-A1 

(c>  Other  vessels.  The  value  of  a 
vessel  built  during  or  after  1939  which 
IS  not  Included  in  paragraph  (b>  of  this 
.section  shall  be  the  current  domestic 
market  value  as  detei-mlned  by  the  Mari- 
time Administrator. 

§  30<).  1      \fnnvU  built  prior  to  1939. 

The  basic  values  of  vessels  built  prior 
to  1939  shall  be  as  follows,  subject  to 
applicable  adjustments  provided  In 
5  309.5: 

<a)  For  dry  cargo  vessels,  $6  25  per 
deadweight  ton; 

(b)  For  tank  vessels,  $6.00  per  dead- 
weight ton; 

<c >  For  collier  vessels,  $6.25  per  dead- 
weight ton. 
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Oenkral  Provisions 

§  309.5      AdjustmenU      for      condition, 
equipment,  and  other  considerations. 

The  basic  values  provided  In  8  309.3 
shall  be  adjusted  for  individual  vessels 
to  the  extent  provided  in  paragraphs  (a) 
to  (d)  of  this  section.  The  basic  values 
provided  in  9  309.4  shall  be  adjusted  for 
Individual  vessels  to  the  extent  provided 
in  paragraphs  (a)  to  (f)  of  this  section. 

(a)  AdjtLStment  for  a  vessel  of  sub- 
standard condition.  If  the  Maritime 
Administrator  is  of  the  opinion  that  a 
vessel  is  not  in  class  or  is  in  substandard 
condition  for  a  vessel  of  her  type  or 
subtype  and  age,  there  shall  be  sub- 
tracted from  the  basic  value  of  such 
vessel,  as  determined  pursuant  to 
§S  309.3  and  309.4,  the  amount  estimated 
by  the  Administrator  as  the  cost  of 
putting  the  vessel  in  class  or  the  amount 
estimated  by  the  Administrator  as  the 
difference  in  value  of  the  substandard 
vessel  and  a  vessel  in  standard  condition. 

(b)  Special  equipment.  For  any  spe- 
cial equipment  of  material  utility  in  the 
handling  of  cargo  or  utilization  of  the 
vessel,  not  otherwise  Included  in  deter- 
mining the  basic  value  pursuant  to 
S  309.3  or  t  309  4.  if  the  depreciated  re- 
production cost  less  construction  sub- 
sidy. If  any,  of  all  such  special  equip- 
ment Is  In  excess  of  $50,000.00,  an  allow- 
ance in  such  amount  as  the  Maritime 
Administrator  shall  determine  to  be  the 
fair  and  reasonable  value  of  such  equip- 
ment less  construction-differential  sub- 
sidy thereon,  shall  be  added  to  the  basic 
value. 

(O  Government  installations.  The 
values  provided  by  this  part  shall  not 
include  any  allowance  for  any  special 
installations  or  equipment  to  the  extent 
that  their  cost  was  borne  by  the  United 
States. 

(d)  Construction  subsidized  vessel.  In 
the  case  of  a  construction  subsidized  ves- 
sel, for  the  period  of  insurance  prior  to 
requisition  for  title  or  use  the  valuation 
determined  in  accordance  with  1309.3 
shall  be  reduced  by  such  proportion  as 
the  amount  of  construction  subsidy  paid 
with  respect  to  the  vessel  bears  to  the 
entire  construction  cost  and  capital  im- 
provements thereof  (excluding  the  cost 
of  national  defense  features),  and  for 
the  period  of  Insurance  after  requisition 
for  use  the  valuation  determined  in  ac- 
cordance with  5  309.3  shall  not  exceed 
the  amount  which  would  be  payable 
under  section  802  of  the  Merchant 
Marine  Act.  1936,  as  amended  (48  U.S.C. 
1212) ,  in  the  case  of  requisition  for  title 
or  use. 

(e)  Speed.  The  basic  values  deter- 
mined pursuant  to  §  309.4  for  vessels 
built  prior  to  1939  shall  be  adjusted  as 
provided  in  subparagraph  (1)  or  (2) 
of  this  paragraph. 

(1)  Allowance  for  speed  or  more  than 
It  knots.  For  vessels  having  a  speed  of 
more  than  11  knots,  there  shall  be  added 
to  the  basic  values  provided  in  9  309.4 
$0.15  per  deadweight  ton  for  each  knot 
thereof  in  excess  of  11  knots  (fractions 
of  knots  to  be  prorated  to  the  nearest 
one-fourth) . 

(2)  Deductions  for  speeds  of  less  than 
9  knots.  For  vessels  having  a  speed  of 
less  than  9  knots,  there  shall  be  deducted 
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from  the  basic  values  provided  in  §  309.4 
$0.15  pep  deadweight  ton  for  each  knot 
thereof  less  than  9  knots  (fractions  of 
knots  to  be  prorated  to  the  nearest  one- 
fourth). 

(f)  Refrigeration.  (l)  The  basic 
values  determined  pursuant  to  §  309.4 
shall  be  adjusted  for  refrigerated  space 
as  provided  in  this  paragraph,  subject 
to  the  limitation  provided  in  paragraph 
(c)  of  this  section. 

(2)  The  net  cubic  capacity  of  each 
separately  insulated  refrigerated  com- 
partment of  the  vessel,  exclusive-  of  any 
refrigerated  space  ordinarily  required 
for  vessel's  stores,  shall  be  computed,  and 
the  total  cubic  capacity  of  all  such 
compartments  shall  then  be  ascertained. 

(3)  The  number  of  net  cubic  feet  of 
the  sum  of  all  refrigerated  compartments 
of  the  vessel,  exclusive  of  the  refrig- 
erated space  ordinarily  required  for  the 
vessel's  stores,  shall  then  be  multiplied 
by  $0.05  for  vessels  built  prior  to  1939. 

§  309.6     Definitions. 

(a)  Date  vessel  is  built.  The  date  a 
vessel  is  built  is  the  date  upon  which 
the  vessel  Is  delivered  by  the  shipbuilder. 

(b)  Deadweight  tonnage.  The  dead- 
weight tonnage  of  a  vessel  means  her 
deadweight  capacity  established  in  ac- 
cordance with  normal  Summer  Free- 
board as  assigned  pursuant  to  the  Inter- 
national Load  Line  Convention,  1930,  and 
shall  be  her  capacity  (in  tons  of  2,240 
pounds)  for  cargo,  fuel,  fresh  water. 
spare  parts  and  stores,  but  exclusive  of 
permanent  ballast. 

(c)  Speed  of  vessel.  The  speed  of  a 
vessel  means  the  speed  determined  in 
accordance  with  the  formulae  provided 
in  Part  246  of  this  chapter  (General 
Order  43,  3d  Revision,  24  F.R.  3793, 
May  12.  1059). 

(d)  Passenger  vessel.  A  passenger 
vessel  is  a  ship  which  carries  more  than 
twelve  passengers. 

(e)  Construction  subsidized  vessel.  A 
construction  subsidized  vessel  is  a  vessel 
built,  reconstructed,  or  reconditioned 
with  the  aid  of  a  construction-differen- 
tial subsidy  under  Title  V  of  the  Mer- 
chant Marine  Act.  1936,  as  amended,  or 
a  vessel  sold  by  the  United  States  which 
is  subject  by  operation  of  law  or  con- 
tract to  the  provisions  of  section  802  of 
the  Merchant  Marine  Act,  1936,  as 
amended. 

(f )  Vessel.  The  stated  valuation  of  a 
vessel  In  this  order  applies  to  a  vessel 
In  Class  A-1  American  Bureau  of  Ship- 
ping or  equivalent,  with  all  required  cer- 
tificates, including  but  not  limited  to 
marine  inspection  certificates  of  the 
Coast  Guard.  Treasury  Department,  with 
all  outstanding  requirements  and  recom- 
mendations necessary -for  retention  of 
class  accomplished;  and  so  far  as  due 
diligence  can  make  her  so,  Ught.  staxmch, 
strong  and  well  and  sufficiently  tackled, 
appareled,  furnished  and  equipped,  and 
In  every  respect  seaworthy  and  in  good 
rtmnlng  condition  and  repair,  with  clean 
swept  holds  and  in  all  respects  fit  for 
service.  A  vessel  in  substandard  condi- 
tion is  subject  to  section  309.5(a) .  The 
stated  valuation  of  a  vessel  provided  in 
this  order  doca  not  Include  vessel  stores 
and  supplies.  n^Mi  consist  of  (1)  Con- 
sumable Stores,  (2)  Subsistence  Stores, 
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(3)  Slop  Chest,  (4)  Bar  Stock,  and  (5) 
Fuel,  as  defined  in  Maritime  Administra- 
tion Inventory  Manual,  Vessel  Inven- 
tories, Part  1,  and  Maritime  Adminis- 
tration Inventory  Books,  Forms  MA- 
4736,  A  through  K,  which  will  be  valued 
separately. 

§  309.7      Modifications. 

The  Maritime  Administrator  reserves 
the  right  to  exempt  specific  vessels  from 
the  scope  of  this  part,  or  to  amend, 
modify,  or  terminate  the  provisions 
hereof. 

§  309.8     Vessel   data   forms. 

(a)  To  accompany  application  for 
insurance.  Each  application  for  war 
risk  hull  insurance  submitted  in  ac- 
cordance with  §  308.101  of  this  chapter 
(General  Order  75,  2d  Rev.,  26  FM.  4541. 
May  26,  1961)  shall  be  accompanied  by 
Information  relating  to  the  vessel  for 
use  by  the  Maritime  Administrator  in 
determining  the  value  pursuant  to  this 
part.  The  information  shsdl  be  sub- 
mitted in  duplicate  on  the  applicable 
form  prescribed  in  this  section,  copies  of 
whlQh  may  be  obtained  from  the  Ameri- 
can War  Risk  Agency,  99  John  Street. 
New  York,  N.Y.,  or  the  Chief,  Division 
of  Insurance,  Maritime  Administration, 
Washington  25,  D.C. 

(b)  Vessels  of  1,500  gross  tons  or 
over — (1)  War-built  vessels.  If  the  ves- 
sel is  a  standard  or  subtype  war-built 
vessel  listed  in  9  309.3(b)  (1),  (2),  or 
(3),  vessel  data  shall  be  submitted  on 
Form  MA-470. 

(2)  Construction  subsidized  vessels. 
If  the  vessel  Is  a  construction  subsidized 
vessel  as  defined  in  9  309.6(e)  or  a  ves- 
sel for  which  the  purchase  price  was  ad- 
Justed  under  section  9  of  the  Merchant 
Ship  Sales  Act  of  1946.  vessel  data  shall 
be  submitted  on  Form  MA-471. 

(3)  Other  vessels  built  during  or  after 
1939.  If  the  vessel  was  built  during  or 
after  1939,  and  if  it  is  not  included  in 
subparagraph  (1)  or  (2)  of  this  para- 
graph, vessel  data  shall  be  submitted  on 
Form  MA-472. 

(4)  Vessels  built  prior  to  1939.  If  the 
vessel  is  a  dry  cargo,  tank  or  collier  ves- 
sel built  prior  to  1939,  vessel  data  shall 
be  submitted  on  Form  MA-473. 

(5)  Vessels  excluded  by  9  309.2(b).  If 
the  vessel  is  1,500  gross  tons  or  more  and 
is  excluded  by  9  309.2(b),  vessel  data 
shall  be  submitted  on  Form  MA-474. 

(c)  Vessels  of  less  than  1.500  gross 
tons.  If  the  vessel  is  of  less  than  1,500 
gross  tons,  vessel  data  shall  be  submitted 
on  Form  MA-63. 

(d)  Modifications  to  vessels.  Revised 
vessel  data  shall  be  submitted  on  the 
appropriate  form  prescribed  above  when- 
ever a  vessel  undergoes  a  physical  change 
which  increases  or  decreases  its  value 
by  five  percent  or  more. 

Values  for  Individual  Vessels 

§  309.1      Determination  of  valncs. 

(a)  Vessels  covered  bv  99  309.5  through 
309.5.  (1)  Whereas,  the  Maritime  Ad- 
ministrator has  found  that  the  values 
established  pursuant  to  9S  309.3  through 
309.5  constitute  Just  compensation  for 
the  vessels  to  which  they  apply,  oom- 
puted  in  accordance  with  section  902(a) 
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of  the  Merchant  Marine  Act,  1936.  as 
amended  <46  U.S.C.  1242);  and  section 
1209(a)  of  the  Merchant  Marine  Act. 
1936.  as  amended  (46  U.S.C.  1289),  Pub- 
lic Law  958,  84th  Congress  <70  Stat. 
984);  and  pursuant  thereto  has  deter- 
mined the  values  of  vessels  covered  by 
Interim  binders  for  war  risk  hull  insur- 
ance. Form  MA-184.  prescribed  by  Part 
308  of  this  chapter  t General  Order  75. 
2d  Rev.,  26  F.R.  4541,  May  26,  1961) 

(2»  Therefore,  it  is  ordered  that  the 
Interim  binders  listed  below  shall  be 
deemed  to  have  been  amended  as  of 
July  1.  1981,  by  inserting  in  the  space 
provided  therefor  or  in  substitution  for 
any  value  now  appearing  in  such  space 
the  stated  valuation  of  the  vessels  set 
forth  below  for  the  binders  and  vessels 
as  designated.  Nevertheless,  the  Assured 
shall  have  the  right  within  sixty  days 
after  date  of  publication  of  this  order  or 
within  sixty  days  after  the  attachment 
of  the  insurance  imder  said  binder, 
whichever  is  later,  to  reject  such  valua- 
tion and  proceed  as  authorized  by  section 
1209(a)  (2)  of  the  Merchant  Marine  Act. 
1936,  as  amended  (46  U.S.C.  1289). 
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.\rickuree 

Ariiona.    .... 

Ariii<a      

Arlington 

Atlantic  .><un.      

Atlantic  Victory 

Attleboro  Victory.. 

.\u<lrey  J.  Luckenbach. 

Avlla -. 

Badger  State 

Bart»ra 

Barbara  Frletchle 
Barbara  Jane.. 
Barbara  Lykcs 
Battle  Rock... 


inuiai 

."^l.ilfl 

No. 

valiiui  ion 

t 

asiTirJ 

Ri.  -..vi,  nx) 

244<11H 

7U»I.  (««l 

24.'i»)3.^ 

71)11.  mill 

-'4rJ!M 

TXt)  (l»)(l 

244«77 

Till,  um) 

■2*f>:ub 

Tin),  (IKI 

24.M3I 

7(11 »,  it*) 

■H.^T2^ 

7(ji).  mi) 

442 

J«).  1)1)1) 

2J.M4M 

700.  («iO 

24.>10 

.'ijn.  tn») 

247421) 

.174,  IUKI 

24."iWs'i 

4:«i.  inn) 

80H 

'.'44).  <)■■> 

24wr.'7 

7ili.  ()i)l) 

247291 

4.)l).l)0l) 

2432W7 

<«•).  11)11 

J.'illTll 

7l)«).))H<) 

24721)1 

71)1).  mit) 

2K.7J2 

7l)l).  (MH) 

.•7S3.>7 

S.  l.'ii).  ora) 

217417 

701).  n*t 

24N<I74 

700.  (»() 

■i'i2»i77 

7()r).  000 

2.^2f>79 

701).  con 

240.'>17 

7()().  UOI) 

247:{2l 

901).  UOO 

247r.4.t 

TfH).  an) 

2UVM 

TOO.  (Xll) 

■2i.T>^7.i 

701).  OiH) 

243W2 

7f)i).  mm 

iM«i70 

TIM),  IX») 

247.Vj<) 

71 X).  i»*) 

2M<.l«i 

Til).  iXII) 

253.'i72 

71  »i.  (XX) 

■.'.MiyVJ 

7(«).  IXX) 

246427 

.•44).  OfX) 

2i32>i9 

7(X).  ))l)l) 

2.MXV. 

7(X).  rxxi 

24730i; 

4.U).  (XX) 

i'52H7<< 

7(X»  (XX) 

2472'«1 

7(X).(X«J 

240147 

42ft.  )XX) 

217292 

.17J,(X«) 

2473(B 

70().  OU) 

.'M 

.>4<).  000 

I04.S 

24«),  (XX) 

.■>;« 

24«.  000 

243tiH^ 

4.2M),000 

■.'4.'.17t) 

4.K).  OOU 

2i;i.i21 

2IJO.(X)0 

24.1979 

700.  (XX) 

9.'.2 

.tki.  IXX) 

247721 

'.74.  (XX) 

2.M'.<n- 

7(X).  (XX) 

2*XIXt\ 

;)ix).  (XX) 

2444»»'. 

.132.  OfX) 

248749 

.1I2..14X) 

24747.1 

470.000 

248884 

1 .  (XX),  0<X) 

267181 

2,  700,  OUO 

24.M3t; 

700.000 

248070 

430.000 

24470M 

260.000 

278103 

8,17.1,000 

24.Vtt>4 

7lX).0(X) 

9.M 

2<i.1.  000 

IHti'lir 

.So. 


708 

919 
-•» 

71 »» 
1.'.' 
l.M 
no, 
119 
Till 
I  III 

IJ3 

|l»-4, 

l\i 
'•»J 
•    It 

.'.•«. 
I.»1 

>! 
4  '. 
•Ml 
l.'l 

Hir 

07 

(»« 

IT! 

.13 

'»>4 
1,1(1 
427 
hTJ 
ll.M 
1<«I 
9.V, 
Wl 
244 
.'•.■> 
.'»•> 

.'7:i 

I'M'. 

iiTii 
rt.T.' 
HI 
711 


Name  of  vfwsel 


Oltnial     .'^t.U.'l 
I     No.     'valn.il  loii 


M.tyoii  .Stale 
ll.i>  s*tale.. 
IleatrlfT 

IteaMT  ^trtle. . . 
lt<iil.<  Fort 
|terwiii'lv:«le 
111  1 1, (Oil..!. r 
HMIiforl  Vli  tory 
Hlile  (irn.Ht  ."^talc 

Ho^'rill 

\1\    III  i.livircit 
Mr.t'irorl  MniKl 
llrik-lii'iii 
liiu<ikl)n  ll<iKlil« 

IliK  k.   .1'  >l.l(i 
lllllkrinir 

Miilkliilx 

HVT'ill    I  >     I'll  II  •<'!) 


C.iIU.Ih,' 

(    tlin.ir 

( '.iiiiii  S  iin.iiii) 

( '  III  i<l.t  111  111 

C  ilM.li  \l.ill 

(  itiilimn 

C:ililjiiii  Nli'holik^  Sltlnu.< 

Ciirbl'le  .-eiMlrilt      . . . 

C.iiM'li'  Ti\A.i  City 

Cliarlc'tic  l.yki  ■■ 

CtiiMuic;il   Tr  in  \m'iu  r 

Cli.ii.i 

('tie\ron 

Ctillorc 

Chln.'A  lii.ir 

Chris  H    . 

(  hryx-l  ;*.  M 

<'ii>  of  Mini 

CI  .rkrs  Wluirf  . 

CcKiiinira  Mills 

C0.1SI  il  .Monirih 

CoiLst.il  N'otn.nl 

Coiwitiil  Kani)'ler 
(■Hilr  D'.Miiic  V  li  to:  J 
Cc»'  \'i(  toiy. .,,,,,.,.,.. 

*    'Mill!  '■*......•.*• 

Ciil'irwio ........... 

(''■Iiin)l>(a 

C<inror<l .... 

Constitution  ."^tute 

712      Copp«T  .•^fate 

71.)      Cotton  .State 

7(H      Cottonwool  I  Creek 

12H      Counv  il  drove        

:»ii.t      C    R    Mu.s,ser.      

1M       Cn.tl).'*  WiKHl.t 

1.17      Cvnttii.i  (Tlson.       

i;tl      l>nv).|  I).  Irwin 

•.'12      l)-AV|i|  K    Day 

■2J\>      Oavi.l  McKeIvy    

;U9       Del  CallllH) 

lirj       lie  Soto        

.177  I   I  >olly  Tiirmim      ... 

1M.I  ^   MV  r>oli.h.-v.Tett 

114.'      .MV  Doiicverelt 

74  I   Dorolhy 

S76  I   Dorothy  Boylitn 

71X)       K  ijtlr  CoiiriiT 

(.99      K;i?lr   PransportiT. ...... 

ti97      K.iirli'  'rr.ivi'itr 

f.i»»      K  iglc  Voyager ., 

1^7      F.:vstern  .Siin  

7V>      K'lgar  F.  I.iK'ki'nh^ii'h 

71  I   K.lith  

'f.'l       Kliiiiir      

T'l      F.hMUth      

TT       Kinilii      

Tiiii      Kin|i|rc  State......... 

Th      Evelyn 

:ii4      Ev<-rert>«'n  ."^tate 

)^"i5      Exilona 

KIM      Expe.lUor 

siVt      Expre.s.s    

liCJ  Fairport 
28.1  1  Fc'leril. 
lolH      Fcrore 

MVi      V    K    Weyerhwiiser. 
(".1 1  '  Floinar  . 
.'IH      Flyjiii;  A     California 
219  '  Flying  A     Washington 
Hi.'      Fiving  fliiUM^r.  - 
sn      Flying  Cloud 
HU      Klyme  Eagle 
818      KlTlng  Kuterpn*  II 
H-.M      FIving  (iiill 
828      Klymg  Hawk 

818  Flying  Inilep«'n'lcni 

819  Flying  >t>ray 
hA)  ,  Flying  Trailer 
.■>««      Fort  Itrl'lger. 
.184      Fort  Fi'lternuii 
9.Ki  j   Fort  Mltn.i  . 

247  '   Fortuna. 

498  i   Four  Lakes  ... 

70      Frances 

222      Frank  Hankell 

.<80  ]   Frank  I-ykeji. 

177  I   Fruitvale  Hills .. 

350  I   F.  8    Bell 

9152  '  F.  S.  Bryant 

248  Oalena 


2.V4012 

r:it\  (XII 

2.M13II 

7ia>.  rxai 

2.1.11311 

7>f.',  i»«i 

24.VA3 

ITI,  (««) 

24H'i|t( 

t.m,  laai 

24Ti^«1 

.iiii  laii 

2.'><Mw\ 

11'  laai 

24»I.W   , 

4To, laai 

2.\i>u*,  1 

7iai,  (aai 

.•I71I.I 

*ai  iia) 

Hki 

.«<!  iiai 

2471^(1 

4. Ill,  laai 

Ml'.  -."( 

'.  't;i  laai 

.•»T»7J 

.M.',  '4«l 

211177 

'.lai.  (a>i 

24.14W) 

(.27  (aai 

244^1(1 

1.27  (ail 

24iH7;i 

4.411  laai 

24.ViM) 

4.I11  ixai 

24«'<|il| 

'..M.  laai 

«.M 

.IV  laai 

2»7;iK,1 

171,  laai 

2,12»Trt 

■aai.iaii 

2474.12 

4.4ii.  laai 

2«*i;i3 

4.ill    III! 

241K.11 

4.UI.  iiai 

.'•2.M2 

4:x>.(aa) 

-'47117 

.'.!.'.  .'«ai 

: 1 t9i2 

I    4s.'.,  IX«) 

J4.•7l^4 

JXV.lXXl 

."<xm 

i.1il.  IXXI 

2.13219 

l.c^i.txa) 

24.1837 

7(«i,(XX) 

2t4*'>.Vt 

240.  IXX) 

401 

J44I.(*X) 

2»7,1irj 

7lXl  l««) 

2477.1H 

V«i.  (aa) 

.'40.HI11 

4:10.  laai 

24MV99 

.T2-..  IXX) 

248.1M2 

,J21.  (XX) 

24WV4H 

.42.1,  IXX) 

J4TII.I 

,174.  IXX) 

247>>m 

.171.  (XX) 

24277'. 

4.'4(l.  (XX) 

.•4M7S*! 

174.  (XX) 

24;t8.12 

4.«1.  (XX) 

247870 

.«ai.(XX) 

2t.19H.1 

.-.74.  (XX) 

244137 

!««).  (XX) 

24H440 

.112,  VX1 

24<Mi>4 

2M,  (XX) 

24T-W. 

4;«),  0«X) 

24«.T.14 

2»^),  (XX) 

24.KX)U 

430.  (XK) 

2.V444I 

■24V1,  (XX) 

242ri.M 

44.4.  0(X) 

24H8M) 

2.  hil,  OIX) 

.'4<i3.V. 

km  (XX) 

.■4192:1 

42»v  (XX) 

24.1.19H 

7(X).  IXX) 

249747 

700.000 

i.Mrr 

;i.'..i.  000 

1372 

iV,.  (XX) 

242002 

■J14).  (XX) 

24.189.1 

•JW),  IXX) 

277.V.I 

7.  IIXI.  (XX) 

277710 

7.  1(XJ.  IXX) 

27S442 

H.  r.>.i.  IXX) 

27>«fi24 

H,  IJ.'.,  (XX) 

27(Xr2.1 

C,  (XX).  (XX) 

24HM82 

|,(XXI.  IX)I) 

24-V/^4 

;«a).  IXX) 

2471.1.1 

4.'4ii.  ixai 

24.118;) 

771. (XX) 

24.119M 

9li4'..  (XX) 

2K212 

7(X).  (XX) 

2  47' mi 

:<(ai,  (xx) 

217H27 

■«X),  ia)i) 

^■.23ii;i 

721).  (XX) 

2.M97I 

T2II.  (X«) 

2.12:)7''> 

7.11.  0<X) 

24*X)72 

7iai  lax) 

9«i2 

2»ki.  lax) 

l.V* 

24(1.  IXX) 

24.1.V>4 

•2i».  (xal 

247-2f.l 

.V.I).  (XX) 

J>l»i2H. 

.'.,•<«).  (XX) 

2»187K) 

2,  .vm.  (XX) 

J.I.VJI 

7(ai,  (NX) 

247001) 

7(10,  (XI) 

2.1 1  iV^ 

7iai.  lax) 

24.1374 

7<»i.  I»X) 

24<mvj 

TJliaai 

244  XJ2 

72l.iaai 

.'411.1 1 

44ai.  laai 

J4t.2l7 

44X),  (XX) 

24H7.K) 

.112,  ,KX) 

9.Hi 

2»i.1.  (X)0 

24493.1 

2,  3-J.1,  (X« 

J4H73«i 

431),  («« 

24.'i88U 

2t'.ll,  IX)U 

244971 

2,  44X),000 

24.'..M1 

771,  (X)l) 

24rt307 

430,  (XX) 

24.VM0 

700,000 

2487  Hi 

430,  (XX) 

244714 

2«0,  000 

2.10827 

470,  (XX) 

248122 

32.1. 000 

lliii.ler' 

N.inie  of  viVM'l 

Official 

Stated 

No. 

No. 

valuat  lull 

048  ' 

fJarilen  ."talc 

24SOft7 

t.l74.(xai 

;i.H2 

(icnevK  vr  l.ykt'.s  

292444 

7(X).  (Xai 

.i)vi 

(ieorgc  I.vkc!!    

245 1. T2 

4<X).(xai 

i;w 

(irorgi-  Olson 

217W0 

14441 

34501:) 

2(1.1.  (XXI 

lO^lH 

240.  (Kxi 

.«.i 

(J..O    S     l...llg 

21.41,  (XBi 

.txi 

(111. Us  I.vkes 

241H2 

7(Xl.  (««i 

714   , 

tioMi  Ik  St  ite. 

246M4 

.11.'.  .'HB) 

21 

(ioM   •'tl.vlIM. 

27.Vft4| 

2.  .'■K'.  (xxi 

.( -il 

Oopli.  1  St.ite 

244979 

(XX).  iXai 

•O"! 

(h..ii  Diy     

2442»7 

(HU,  (am 

KV. 

(ii.iii  < 'live. .............. 

24720H 

7i>).  ixai 

•VSI'. 

( In-,  a  11  irlHHir         

2477ti() 

.11.',  '.lai 

247079 
247118 

470.  laai 

ll.'.4) 

(In.  II  Mountain  StoU 

'.!.'.  vai 

.SAS 

(iri'»n  I'oinl  .....••*.. . 

3484  VUl 
247'J.'<) 

7ixi  (xai 

V*') 

( iriM  11  \  alley , 

.11.'.  •<». 

X'HI 

(iri.ii  \V  .iM' .  ._^..«.  . 

■i.12;»1l 

7iai,  laa. 

.'Ti. 

(liiK  I'.inkir...^      .. 

24M*>U 

7iai.  laai 

7'«) 

'■M|fl"-f             .      ,..,. 

2479)9 

2. 1'ai.  iXai 

791 

(liilflxaMr     ..,.- 

343657 

2.  IV), laai 

7"fJ 

iiiilfcri«t    

279334 

7,  t..'X).  (X»i 

... 

(lolf  F.irnnr.  .,»,,,„ 

244.14M 
'24IWT2 
275103 

7ix).iaai 

~'H 

( iiilfjagii.ir        

2, 2.10.  (XXI 

7't.l 

ihilfkliig 

7,«2.1.ixxi 

7'»'. 

Oulfkniglil 

277183 

8.0'2.1.  (Xai 

7'i7 

Oninioii 

24liugO 

2,  :44X),  (XX) 

M)^ 

(iiilMuN' 

2.M4IXi 

,KK),(XXI 

-'Th 

(lull  M.rili.inl . 

2.12445 

7ix),(X«i 

799 

i(ulf|>arillnT. 

244VM3 

3,  2.10,  (Xai 

H|l) 

(iulf|)a.s."«       

3480H0 

434).  OIX) 

S4l| 

27fi034 
27.VMS 

7, 8<x),  (xai 

81  rj 

(  illlfqlU'en  ..    

7.  7tX),(XX) 

Ntll 

ilulfseal     

347.157 
204224 

2,400.01X1 

Ml 

(liilf-^Tvlcr 

2,  4.V).0IXl 

.'79 

(iulf  siii|>i>er 

252443 

TW.  IXai 

>«l)7 

(liilfstag 

251004 

2,S(X).(Xa) 

H4H 

(lulftitfir       

2477i>7 

■2.  32,1,  (XX) 

■-■Nl 

(Iulf  Ttadir 

3447,10 

71X1.  (xai 

•t.M 

(lulfw.»t<r      

24MIH 

240,  IXX) 

i.4<, 

Ilaniptoii  RovN    ... 

348748 

1.01,1,  Oil) 

s.'» 

lliin-4  l»t.ranilt«n 

27T7IO 

7,W.'.1.0ia) 

.■4.  a) 

Mnwullan  llulliler. 

247Wfl 

1,  139,  (XX) 

*il 

Ilawali.m  Craflsman 

347821^ 

983.  (XX) 

■Mr: 

Hawaiian  Kdiiiator 

247322 

9,M.(xai 

.^i:i 

Hawaiian  Farmer 

245MVI 
348A4.1 

1.011. IXX) 

;xM 

Hawaiian  Merchant 

1,139.  OIX) 

:xvi 

Hawaiian  Packer  .   . 

243020 

1,I34,IXX) 

:<i)A 

Ilawalliui  Pilot 

24.'S0IA 

700,0iai 

MK 

Hawaiian  Planter  -. 

348741 

074.  (Xa) 

."44  tH 

llawail.in  Kancher 

34A204 

1.1.1).  (XII 

3(X) 

Hawaiian  ReflniT 

34.V.04 
2J12477 

1,07h.(XX) 

nil) 

Il  iwiillan  Retailer 

OtXI.lXli 

:)ii 

Hawaii. ui  Touri.st 

248171 

,174,  (XX) 

4:i4) 

Hawaii  Hcir 

247104 

.174.  (xai 

9.M 

Hr.l/e  llavin         

347MO 

4:«i,  (XXI 

>.1 

Helen  I.vkiS 

34.1245 

7fX),  (xai 

i^M 

IN'ss  liiiiik.T  

24381)4 

430.  (XXI 

IM 

Ile>.  Di.'s.!  

348r27 

t;30.<xa) 

UV. 

Ilcvs  Kuci 

243867 

1.. Mil.  (XXI 

(•J7 

Hev,  .M.iruier 

247220 

430.IXX) 

9<.l 

Ihllvir  Hruwn 

2fiffl33 

2.  .MO.  OIX) 

Hi) 

Hilton 

245110 

2«iO.  IXX) 

71 W, 

llno-Irr  St.iii- 

2477fi2 

l.OOO.lKX) 

.14^) 

Horace  lr\  :ne 

240083 

2*50,011) 

7h7 

Hor.ici'  l.nckeiili.u  li 

245M4 

OIX).  (XXI 

.vx: 

How.ll  I.yW.s           

230005 

9(X).(xa) 

lo.l 

Hurricane       

24(T7«8 

71X).  (XX) 

llXi 

llM-rville 

248480 

7lX).  (XX) 

1.79 

Malio     .    -   . .   ...     

2.12271 

91X1.  OIX) 

'«>> 

Malio  SiaiKlanl         . 

24544->l 

430,  (XX) 

.'49 

Ili.iiiiii.i                           .      .  - 

'244'iK48 

282. (XX) 

TM) 

Illinois                              .... 

247  4M 

.174.  (Ill 

4;42 

India  l<)  ar 

•2.125H8 

7iX),  (XXI 

943 

Iiidi.i  Mall                       

2517fi7 

91X1,  IXX) 

HI 

Ines                                          .. 

24V290 

72:4,  (XX) 

H7.1 

K»iic  M  iiiii        ..           

242477 

•.IX).  (XX) 

inl't 

Janiv.s  MoiiriM".   

.1-22 

244),  (XX) 

»78 

J  111.  t  Uiimii     

1  i\a  M  111    

242049 

2fiO.  (XX) 

04.1 

2.12478 

9011.  (Xa) 

H2 

I.iii                 

244612 

94:).  (XX) 

107 

Jean  l.a  Fitte 

243814 

'       7(X).lXXi 

274 

Ji'llrrsoii  Cilv  Victory 

24734'. 

.174.011) 

lOK 

John  H    Hiitiriuaii        

2402.34 

1       7(X).(XX) 

.W, 

John  WryerhiMMisier 

24.VV.1fl 

.VO.IMX) 

«< 

Jiwiflna         

247(H2 

1       3iX>.(XXi 

(■►47 

Iiisliii.i  TnT 

3470.M 

430.  (xai 

.'.n»i 

Iiili-il.iiri.'      

243123 

2.  4.K).  (xai 

H.) 

K  nhrvti    - 

2.12470 

794.ixai 

1.12 

Kiiiinar     

24«WU 

.'>2ll.  (Xai 

l.-X) 

Kriii).  tl)  H.  Stevenson 

244080 

2iX).  (xa) 

.'«H 

Ki-y.Hl'jiMT 

I6fi730 

{  2, 4'>7.'>,  OUU 

^r^■, 

Kivfoii'-  St.iti-     

2477rj 

1.000.(1  a) 

tXX) 

K.>lru.l.r 

267005 

2,  07.1,  (XX) 

109 

Kyski             

24>*rt.M 

7ix).(xa) 

ITH 

I^  Br.  a  Hills      

3474.V1 

430.  IXX) 

288 

Lake  ( i.  or>;i'        

0,17 

aii.1,  (XX) 

l(l.',8 

I-ake  I'.i)our<le 

1370 

7,  8.10.  IXX) 

110 

1^1  Salic   

251104 

7a).  (XX) 

TW 

U'na  hiu'keiibacti 

344040 

eik).  (XXI 

1141 

MV  I.4Mie\erett 

588 

3IX).  (XX) 

391 

1.4'tltla  l.ykes 

34fl807 

700,  OIX) 

142 

U'xmgton       

348270 

800,  (XX) 

tX)3 

Ll.vi  H               

347270 

240,000 

71.1 

Lonestar  Stat* 

Mm6 

000,000 

2t)7 

l>ongvlew  Victory 

347077 

574,000 

613 

Ixwmar      .            

3451U 

530,000 

K.18 

Lucile  Bloomflcid 

340301 
244002 

700,000 

111 

.Ma.lakct 

700,000 

Tuesday,  January  9,  1962 
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Hinder 
No. 


1130 

M 

710 

112 

143 

3(M 

275 

305 

OIX) 

8A 

20 

23 

87 

HH 

80 

90 

01 

02 

93 

ItW 

mt 

mi 

307 

nio 

023 
01 
308 
2f40 
00* 
053 
681 
18S 
180 
100 
101 
103 
101 
420 

on 

200 
33 
33 

34 

35 

3« 

38 

44 

45 

47 

50 

S3 

50 

fiO 

832 

833 

830 

838 

281 

835 

2.10 

.188 

r>4H 

027 
251 
f*I 
421 
1.H0 
144 
fi83 
1144 
268 
9.-46 
020 
931 
5M6 
SfiO 
684 
ITO 
2«5 
047 
971 
1003 
033 
0:14 
9.15 
7>v1 
11 
717 
149 
71S 
M2 

»il7 

.•M3 
344 
171 
345 
34G 
1H3 
680 
54.2 
.Wl 
571 
677 
878 
184 
038 
204 
10 
018 
701 


Ni 


OffleUl 
No, 


MwUionBeU 

Mm 

Magnolia  8t«te 

MaidcoCiMk 

MaldMt 

.Mallory  LjrkM 

.Mank«to  Victory 

Martaret  LvkM 

.Mar(tkit»tt  Brown 

.Marine  Courlrr 

Muine  BlMtrlc..: 

Marine  I«*(ler 

Marine  Pioneer , 

Marine  Proirr«a 

Marine  Kwicer 

Marine  Shlpiwr 

Marine  Tndor 

Marine  Tran«|>ort 

.Marine  Voyaper 

Maryland  Sun 

Maryland  Trader 

Maryinar       

Majion  Lykoi  

Mammar 

Maiton 

Mayflower 

Mavo  Lykes 

McKltUtrk  Hlllii 

M.  B.  Lombardl 

Mermaid 

Michigan      

Mobil  Aero 

MobU  rual 

Mobllpu 

Mobil  La  bo 

MoMMl 

Mobil  Power 

Mollne  VWory 

Montana 

MontebaUo  U1U> 

Mormacdore 

Momaoelm 

Mormacfli' 

Mormacftiel 

Mormaccutde 

Mormacnawk 

Momacoak 

Mormacowl 

Mormarplne 

Morma<Tlo 

Morma43iin 

Mormacteal 

Mormacwren 

Mount  Evans 

Mount  McKlnley 

Motint  Rainier 

Mount  Shasta 

Mount  Vernon  Victory.. 

.Mount  Whitney 

N'adlrta 

Na4Hx> 

Nashhulk 

NataUe 

N'enana 

Neva  West I 

N'ewN-rry  Victory 

New  Market 

Newton. , 

New  York 

.MV  Norevorrtt 

North  western  Victory 

'^akey  I,.  Alexander 

Ocean  Obuiy 

Ocean  Evelyn 

Oeean  Mall 

Oivan  Victory 

Ohio 

Ohio  Sun " 

OI>-mplc  Pioneer 

Oregon  Rfall    

On^pon  .Standard 

O^weco  I..eader 

Overs4as  Eva  .    ..... 

Oversea.s  Joyce 

Ovi-rsciis  HiliiHXTi 

Overseas  Rose 

Pacificus 

Palmetto  State ] 

Pandora _. 

Pelican  StuU" 

Pcnn  Explun-r       

I'ennniar 

Pcnn  Mariner 

Penn  Shipper I 

Pinnsylvanla  Sun 

Pcnn  Trader 

Pi-nn  VoyaRcr 

Penohseot 

Perote    IJ^II"! 

Plon4>er  Cove 

Plone<'r  I.-sle 

Plonivr  Rtvf 

I'loneer  Surf 

Pioneer  1'ldc '., 

Plymouth 

P(H-ahontas  Fuel 

Point  Arena 

Ponca  City 

Portmar 

Pratrie  Qrore "'. 


481 

24810S 
247144 


347W7 
244881 
348730 
24M6I 

240174 
248010 
34M75 
247808 
249000 
34S088 
240674 
247.100 
347374 
247001 
247080 
248101 
247178 
340331 
282448 
340328 
248800 
384040 
247406 
060 
240328 
24A808 
24OS00 
278471 
274388 
2n44« 
378051 
270004 
274008 
347348 
247478 
000 
246337 
248303 
248060 
243460 
36aM7 
248083 
245066 
245338 
247477 
248746 
352340 
24S040 
245014 
246087 
24M16 
246041 
240032 
284178 
2'i322e 
246604 
344063 
247307 
346323 
247015 
240283 
248460 
347270 
24741 t 
248742 
580 
247402 
247470 
244216 
249217 
241750 
248013 
246388 
344060 
346620 
248844 
246773 
12.58 
344878 
243008 
24.va2 
345023 
34.V110 
347823 
343023 
345364 
346701 
34.1046 
347370 
344882 
380202 
346034 
345333 
347706 
3<3M1 
240748 
256787 
244020 
354842 
240030 
247867 
248655 
245226 
244336 
246063 
340080 


Btotod 
TaluattoB 


•348;  OM 
100,000 
813,800 
700,000 
800,000 
700,000 
874.000 
700.000 
700,000 
37&000 
480,000 
800,000 
308,000 
38^000 
380,000 
300,000 
300,000 
310.000 

saaoo 

430,000 
3,S3^000 
830,000 
700,000 
62a  000 
430,000 
11,878^000 

safloo 

386,000 
370,000 
43a  000 

ooaooo 

7,  aoaooo 
aaoaooo 
8,e8aooo 

8,  ooaooo 

7,878,000 

aisaooo 

813,000 
574,000 
385.000 

Toaooo 

574.000 
574.000 
43a  000 

ooaooo 

7oaooo 

574.000 

Toaooo 

674,000 
000,000 

ooaooo 
7oaooo 
7oaooo 
3Baooo 

28a  000 
20a  000 

asaooo 
iav7\ooo 

380,000 
271000 

1,  leaooo 

1.01&000 

Toaooo 
200,000 

7«l,000 
612.500 
43a  000 
300,000 
000,000 
300,000 
674,000 
430,000 

Toaooo 

1,00a  000 
085,000 
511600 
10a  000 

43a  000 
38a  000 

ooaooo 
4aaooo 

366.000 

Toaooo 

700,000 
700,000 
000.000 
280.000 
61^600 
24a  000 
574,000 
24a  000 
53a  000 
340.000 

soaooo 

II,  25a  000 
24a  000 
340,000 
300.000 
286.000 

Toaooo 

770.000 
778,000 
782,000 

Toaooo 
3oaooo 
ooaooo 

43a  000 
43a  000 
62a  000 
43a  000 


Btndir 
No. 


1130 
604 

607 
M9 
838 
834 
038 
098 
637 
088 
030 
880 
881 
808 
148 

1145 
833 
301 
088 

1100 
333 
185 
150 
157 
188 
180 
1«3 
057 
ISO 
870 

1140 
173 
104 
IH 
108 
838 
335 
433 
181 

1080 
801 


64 
800 
000 
008 
006 
211 
000 
010 
348 
108 
100 
185 
10 
28 
820 
87 
68 
00 
70 
200 
330 
823 
201 
337 
357 
682 
430 
440 
441 
442 
443 
444 
446 
448 
447 
448 
440 
450 
461 
452 
453 
454 
456 
458 
457 
468 
450 
460 
461 
173 
262 
86 
404 
203 
253 
708 
254 
1114 
385 
402 
463 
1073 
470 
478 
1078 
480 
484 
IOM 


Name  of  vessel 


Official 
No. 


Pnxltaiet 1036 

Pratldant  Fillmore 2457M 

Pretldent  Hardlnft 248.I6.1 

Preduoer 245888 

Provitlenoo  Ootty 254689 

PAT  Adventurer 247220 

BiUldor 247121 

Explorer 25'2524 

Forester 242041 

Loodor 24.1244 

Navigator 2.12304 

Softfarer 243000 

P  A  T  Vojrager.. 248787 

Rachel  V 248785 

Rea'llnf 248271 

MV  Reboverett 691 

Remien  Heights 247865 

Republic 003 

R.  O.  Follis 251140 

Ridfefleld I02l 

Robort  E.  Hopkins 247757 

Robin  Ooodfcllow 247254 

Robin  Oray 252626 

Robin  Hood 2472.15 

Robin  Kirk 254272 

Robin  Mowbray 255316 

Robin  Tront   2M64I 

Rock  Landing 248802 

Royal  Oak 247574 

Runell  L 247511 

MV  Rntheverett 1373 

SablnaSun 241668 

Bacbem 243626 

Baeona 244641 

SaoaoDet 246643 

SaiHarfoor 244117 

Samuel  Q.  Drown 246082 

San  Anf^  Victory 248842 

SanJactnto 248804 

SsBsinena 1314 

Santa  Adela 242243 

SantsAnita 245130 

Santa  Emilia 246833 

BanUPe 246602 

Santa  Flavia 242702 

SantaJuana 242111 

Santa  MalU 24M50 

Santa  Maria 263781 

Santa  Mariana 246038 

Santore 2M624 

Saiwila 277033 

Satueket 245227 

Sauoon 244706 

Seaoannet....<L 247412 

Saatelr — 245216 

Sealady 244457 

Seamar 346507 

Saatnin  New  Jersey 239688 

Seatraln  New  York 231005 

Saalraln  Savannah 231916 

Seatraln  Texas 230540 

Shabcmee 244028 

Sierra 247831 

Sir  John  Franklin 244734 

Siwanoy 244362 

SoDoma 252413 

Sooner  State 247130 

Spirit  of  Liberty 243263 

Steel  Advocate 245731 

Steti  Age 244161 

Steel  Apprentice... 252498 

Steel  Architect 247168 

Steel  Artisan 247833 

Steel  Chemist 252037 

Steel  Designer 247S32 

Steel  Director 244078 

Steel  Executive. 248843 

Steel  Fabricator 251781 

Steel  Flyer 244831 

Steel  King _    252490 

Steel  Maker 247221 

Steel  Navigator 248846 

Steel  Recorder 251847 

Steel  Rover 2.12.100 

Steel  Scientist 24.1730 

Steel  Seafarer 248738 

Steel  Surveyor 244968 

Steel  Traveler 247198 

Steel  Vendor 246464 

Steel  Voyager 25il0l 

Steel  Worker 247834 

Sunoll 246908 

Suaitna 248389 

Sutanne 2.13'226 

Sylvia  Lykes 247841 

Syosset 2474.18 

Talkeetna 24.1733 

Tarapioo 246344 

Tanana 247310 

Tascalusa 3254-FP 

Tatallna 247906 

Texaco  Alabama 24«9«>8 

Texaco  California 266910 

MVTexaeo  Cristobal 2006^53 

Tezaoo  Indiana. 244244 

Texaeo  Louisiana 245053 

Teiaoo  Maine 4600-50 

Texaco  New  Jersey 245831 

Texaoo  Oklahoma 275882 

Soatbamptoo. i      1165 


Stated 
valuation 


1. 


8240,000 
674,000 
574,000 
430,000 
3.10,000 
574,  000 
574, 000 
900,000 
900,000 
674.000 
000,000 
000,000 
6 1 4.  000 
574,  000 
300,000 
300,  (XX) 
5 1 2,  ,100 
265,000 
470,000 
240,000 
430,000 
900,000 
000,000 
000,000 
900,000 

ooaooo 

000,000 
430,000 
430,000 
260,000 
365,000 
450,000 
475.000 
476,000 
47.1,000 

2aaooo 

430,000 
512,600 
425,000 
625,000 
700,000 
400,000 
240,000 
400,000 
700,000 
700,000 
700,000 
.1.10, 000 
700,000 
020,000 

8, 075, 000 
475,000 
475,000 
300,000 
26a  000 
3.10,000 
630,000 
750,000 
47a  000 
47a  000 
750,000 
475,000 
019,000 
40a000 
475,000 

1,024,000 
700,000 
430,000 

ooaooo 

000,000 
900,000 
000,000 
900,000 
900,000 
900,000 
000,000 
900,000 
900,000 
900.000 
900,000 
900,000 
900,000 
900,000 
900,000 
900.000 
900,000 
4XX),000 
900,000 
900,000 
9(X),000 
9(X),000 
430.000 
32.1, 000 
7S0.000 
700,000 
475, 000 
200,  0(K) 
430,  (XX) 
32.1,  (XX) 
286,000 
325.  (XX) 
430.000 
3,  1.10,  (XXI 
22.1, 000 
445,000 
430,000 
6,  075, 000 
2,  .125,  000 
7,700.000 
266,000 


Hinder 
No. 


200 

174 
665 
407 

1137 
933 
182 
834 
216 
115 
880 
881 
882 
231 
633 
883 

1068 
680 
338 
978 
703 

12(M 
400 
666 
028 
719 
116 
117 
074 
607 
364 
146 

1050 
362 
224 
368 
687 
622 


Name  of  vessel 


Texan 

Texas  Sun 

Texas  Trader 

The  Cabins 

Theopan 

Thetbi 

Tillamook 

Titan 

Tonslna 

TopaTopa  

Tran.samerlcan 

1'raniil>orln(|uun 

Tran.viarlbbean 

Trana4>a»tem 

Transiiorthern 

Transunlon 

Trinidad 

Utah 

Ventura 

Vicksburg 

Village 

Villa  .Marlon 

Virginia  Lykes 

Virginia  Trader.. 

Vivian.. 

Volunteer  State. 

Wacoste 

Warrior 

Washington  Standard. - 

Washington  Trader 

W.  n.  Peabody 

Winchester 

Winnebago 

W.  L.  McCormlck 

Wm.  F.  Humphrey 

Wolverine  State 

Wyoming 

Yorkmar 


Official 
No, 


240S83 
283807 
246758 
240148 

682 
2704127 
246104 
281177 
262647 
247000 
245780 
240640 
247086 
270438 
248011 
247060 
4336-58 
248206 
262833 
244708 
246124 

654 
246135 
244780 
247467 
247702 
245180 
243816 
246203 
245666 
246065 
247708 
213747 
244804 
240657 
248740 
348343 
340087 


Stated 
valuation 


81,076.000 

11,860,000 

430,000 

2.626,000 

240,000 

0,200,000 

430,000 

11,676,000 

367,000 

700.000 

200,000 

400,000 

612,800 

la  126, 000 

430.000 
260,000 

8,775,000 
674,000 

1,123,000 
430,000 
24a  000 
240,000 
700,000 
4.30,000 
612,600 
612.600 
700,000 
700,000 
430,000 
430,000 
20a  000 
300,000 
265,000 
260,000 
430.000 

1.00a  000 
674.000 
63a  000 


(b)  Vessels  of  less  than  1.500  gross 
tons — 03  0/  July  1,  1961.  (1)  Whereas, 
the  Maritime  Administrator  has  deter- 
mined for  certain  vessels  of  less  than 
1,500  gross  tons  the  values  which  con- 
stitute Just  compensation  for  the  vessels 
to  which  they  apply,  computed  in  ac- 
cordance With  section  902(a)  of  the 
Merchant  Marine  Act,  1938,  as  amended 
(46  n.S.C.  1242) :  and  section  1209(a)  of 
the  Merchant  Marine  Act.  1936.  as 
amended  (46  UJ3.C.  1289).  Public  Law 
958.  84th  Congress  (70  Stat.  984) ;  and 
pursuant  thereto  has  determined  the 
values  of  vessels  covered  by  interim 
binders  for  war  risk  hull  insurance. 
Form  MA-184  prescribed  by  Part  308  of 
this  chapter  (CSeneral  Order  75,  2d  Rev., 
26  FJl.  4541.  May  26. 1961) . 

(2)  Therefore,  it  is  ordered  that  the 
interim  binders  listed  below  sbaXl  be 
deemed  to  have  been  amended  as  of  July 
1, 1961,  by  inserting  in  the  space  provided 
therefor  or  in  substitution  for  any  value 
now  appearing  in  such  space  the  stated 
valuation  of  the  vessels  set  forth  below 
for  the  binders  and  vessels  as  designated. 
Nevertheless,  the  Assured  shall  have  the 
right  within  sixty  days  after  date  of 
publication  of  this  order  or  within  sixty 
days  after  the  attachment  of  the  insur- 
ance under  said  binder,  whichever  is 
later,  to  reject  such  valuation  and  pro- 
ceed as  authorized  by  section  1209(a)  (2> 
of*  the  Merchant  Marine  Act,  1936,  as 
amended  (46  U.S.C.  1289) . 


Hinder 
No. 

Name  of  vessel 

omclal 
No. 

Stated 
valuation 

1180 
1187 
1188 
1196 
1197 
1198 
1199 
11.13 
673 
1138 
1IC5 
1166 

Barge  114 

Itarge  116 

Uarge  118 

Barge  128 

Uarne  120.... 

Harfse  133 

HarKe  134 

Hritton 

Curlew 

Cyrus  Field 

Dammam  7 

Dammam  8 

'   iio 

24S2I3 
147080 

MWWO' 

814.000 
17,000 
14,000 
14.000 
14,000 
36,000 
16,000 
2a  000 
73,000 

253,000 
2a  000 
21  000 

1167 

Dammam  0.. 

61, 000 

230 


BindtT 

Naiuo  of  vcss«'l 

OtVicuil 

<l,.t..l 

No. 

No. 

\  ,ilU  >1  ."11 

lliW 

Damniain  10   .* 



P>»,||«1 

IIW 

Daininani  11    . 

l.t  n«i 

1170 

Damniaiii  1.' 

.«i.  laai 

1171 

Dammani  13. 

if.i.  lam 

117-.' 

Dumiii-.im  14.. 

Ml.  ia»i 

1.7 » 

Udkirn  Kagle 

.MH<rj 

■ai,  ia«i 

11. ■ill 

ll.iblh     

UJ 

.'J.  '*ii 

ir.i 

lloriu-       

11'. 

.';i ,  1  a  a  1 

•  t7"' 

KiiiirflsluT    .     .. . 

■J'lJHi.J 

lii^l.  laai 

1 1  7i'. 

y;itlf7 

'Xi  laai 

I  177 

Q.ilifs 

'".t.iaai 

lus 

S^ixlv     

111 

JM. laai 

U'.-' 

Swi^Turt . .  - .' 

ll.-* 

Jl,.>>. 

NoTi:  The  recordkeeping  and  reporting  re- 
quirements contained  herein  have  been 
approved  by  the  Bureau  of  the  Budget  In 
accordance  with  the  Federal  Reports  Act  of 
1942 

Dated:  December  22.  1961. 

By  order  of  the  Maritime  Admini.s- 
trator. 

James  S.  Dawson,  Jr., 

Secretary. 

[F.R.     Doc.     62-142;     Piled,     Jan.     8,     1962; 
8:45  am.] 


Title  49— TRANSPORTATION 

Chapter  I — Interstat*  Commerce 
Commission 

PART  120— ANNUAL,  SPECIAL  OR 
PERIODICAL  REPORTS 

Annual  Report  Form  B-1 ;  Refrigerator 
Car  Lines  Owned  or  Controlled  by 
Railroad  Companies 

At  a  session  of  the  Interstate  Com- 
merce Commission.  Division  2.  heW  at 
its  office  In  Washington,  D.C..  on  the 
14th  day  of  December  A.D.  1961. 

The  matter  of  annual  reports  of  re- 
frigerator car  lines  owned  or  controlled 
by  railroad  companies  being  under  fur- 
ther consideration,  and  the  changes  to 
be  made  by  this  order  being  minor 
changes  in  the  data  to  be  furnished, 
rule-making  procedures  under  section 
4(a)  of  the  Administrative  Procedure 
Act,  5  U.S.C,  1003,  being  deemed 
unnecessary : 

It  is  ordered.  That  §  120.70  of  the  order 
of  November  21,  1960,  in  the  matter  of 
Annual  Report  Form  B-1  (Refrigerator 
Car  Lines  Owned  or  Controlled  by  Rail- 
road Companies),  be,  and  it  Is  hereby. 
modified  and  amended  with  respect  to 
annual  reports  for  the  year  ended  De- 
cember 31,  1961,  and  subsequent  years, 
to  read  as  shown  below. 

It  is  further  ordered.  That  49  CFR 
120.70  be,  and  its  is  hereby,  modified 
and  amended,  to  read  as  follows: 

§  120.70  .Annual  repoHs  of  refrijceralor 
car  linrs  owned  or  controlled  by  rail- 
road  companie!!. 

Commencing  with  reports  for  the 
year  ended  December  31.  1961,  and 
thereafter,  until  further  order,  all  re- 
frigerator car  lines  which  are  operated 
in  interstate  commerce  subject  to  the 
provisions  of  section  20(6)  of  the  Inter- 
state Commerce  Act,  49  U.S.C.  20,  and 
which  are  owned  or  controlled  by  rail- 
road companies,  are  required  to  file 
annual  reports  in  accordance  with  An- 


RULES  AND   REGULATIONS 

nual  Report  Form  B-1  (Annual  Re- 
ports of  Refrigerator  Car  Lines  Owned 
or  Controlled  by  Railroad  Companies  >. 
which  is  attached  to  and  made  a  part 
of  this  section.'  Such  report  shall  be 
filed  in  duplicate  in  the  Bureau  of 
Transport  Economics  and  Statistics, 
Interstate  Commerce  Commission,  Wash- 
in^'ton  25,  DC  ,  on  or  before  March  31 
of  the  year  followini;  the  year  to  which 
it  relates 

(Sec  12.  24  Stat  383.  as  amendi-d,  49  U  S  C 
12  Interpret  or  apply  sec  20,  24  Slut  J86, 
iW   umended,    49   USC    20) 

And  it  is  further  ordered,  That  copies 
of  this  order  and  of  Annual  Report 
Form  B-1  shall  be  served  upon  all  re- 
frigerator car  lines  subject  to  section 
20' 6)  of  the  Interstate  Commerce  Act. 
owned  or  controlled  by  railroad  com- 
panies, and  upon  every  trustee,  receiver, 
executor,  administrator,  or  assignee  of 
any  such  car  line,  and  that  notice  of  this 
order  shall  be  given  to  the  general  pub- 
lic by  depositing  a  copy  in  the  office  of 
the  Secretary  of  the  Commission  at 
Washington,  DC,  and  by  filing  it  with 
the  Director,  Office  of  the  Federal 
Register. 

By  the  Commission.  Division  2. 

ISEALl  Harold  D.  McCoy. 

Secretary. 
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ing  cars  to  railroads  or  express  com- 
panies, other  than  refrigerator  car  lines 
owned  or  controlled  by  railroad  com- 
panies, and  owning  or  operating  10  or 
more  cars,  are  required  to  file  annual 
reports  in  accordance  with  Form  B-2 
(Annual  Reports  of  Persons  FurnishinR 
Cars.  Other  than  Refrigerator  Car  Lines 
Owned  or  Controlled  by  Railroad  Com- 
panies), which  is  attached  hereto  and 
made  a  part  of  this  section.'  Such  rep>ort 
shall  be  filed  in  duplicate  in  the  Bureau 
of  Transpwrt  Economics  and  Statistics. 
Interstate  Commerce  Commission,  Wash- 
ington 25,  DC  .  on  or  before  March  31 
of  the  year  following  the  year  to  which 
it  relates. 

(Sec  12.  24  Stat  383.  ns  amended;  40  USC 
12  Interpret  or  apply  sec  20,  24  Stat  386 
as  amended;  49  U  S  C   20 ) 

It  is  further  ordered,  That  copies  of 
this  order  and  of  Annual  Report  Form 
B-2  shall  be  sei-ved  upon  all  persons  fur- 
nishing cars,  other  than  refrigerator  car 
lines  owned  or  controlled  by  railroad 
companies,  subject  to  its  terms,  and  upon 
every  trustee,  receiver,  executor,  admin- 
istrator or  assignee  of  any  such  persons, 
and  that  notice  of  this  order  shall  be 
given  to  the  general  public  by  depositing 
a  copy  in  the  oflBce  of  the  Secretary  of 
the  Commission  at  Washington,  DC, 
and  by  filing  a  copy  with  the  Director. 
Office  of  the  Federal  Register. 

By  the  Commission,  Division  2. 


PART   120— ANNUAL,  SPECIAL  OR 
PERIODICAL  REPORTS 

Annual  Report  Form  B-2;  Persons 
Furnishing  Cars,  Other  Than  Rail- 
road Refrigerator  Car  Lines 

At  a  session  of  the  Interstate  Com- 
merce Commission,  Division  2,  held  at  its 
office  in  Washington,  DC,  on  the  14th 
day  of  December  AD.  1961. 

The  matter  of  annual  reports  of  per- 
sons furnishing  cars,  other  than  refrig- 
erator car  lines  owned  or  controlled  by 
railroad  comr>anies,  and  owning  10  or 
more  cars,  being  under  further  consid- 
eration, and  the  changes  to  be  :nade  by 
this  order  being  minor  changes  in  the 
data  to  l>e  furnished,  rule-making  proce- 
dures under  section  4tai  of  the  Admin- 
istrative Procedure  Act,  5  U.S.C.  1003, 
being  deemed  unnecessary: 

It  is  ordered.  That  §  120.70a  of  the  or- 
der of  January  22,  1960,  in  the  matter  of 
Annual  Report  Form  B-2  (Persons  Fur- 
nishing Cars,  other  than  Refrigerator 
Car  Lines*,  be.  and  it  is  hereby,  modi- 
fied and  amended,  with  respect  to  an- 
nual reports  for  the  year  ended  Decem- 
ber 31,  1961,  and  subsequent  years,  to 
read  as  shown  below. 

It  is  further  ordered.  That  49  CFR 
120.70a  be,  and  is  hereby,  modified  and 
amended  to  read  as  follows: 

§  120.70a  .Annual  reportH  of  persons 
furni-nhinK  rant,  oilier  llian  refrigera- 
tor car  lines  onned  or  controlled  by 
railroad   companies. 

Commencing  with  reports  for  the  year 
ended  December  31,  1961,  and  thereafter, 
until  further  order,  all  persons  furnish - 
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Tuesday,  Jcmuary  9,  1962 


(seal] 


Harold  D.  McCoy. 

Secretary. 
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I  Docket  No.  MC-C-33581 

PART  180a— REGULATIONS  GOV- 
ERNING DISCRIMINATION  IN  OP- 
ERATIONS OF  INTERSTATE  MOTOR 
COMMON  CARRIERS  OF  PASSEN- 
GERS 

Use  of  Non-Discrimination  Notice  on 
Passenger  Tickets 

December  11.  1961. 

Inquiries  have  been  received  by  the 
Commission  concerning  the  proper  usage 
of  the  notice  required  by  the  provisions 
of  section  180a(3»  of  the  regulations 
promulgated  by  the  Commission  in 
Docket  No.  MC-C-3358.  Discrimination 
in  Operations  of  Interstate  Motor  Car- 
riers of  Passengers.  This  section  reads 
as  follows : 

180.1(3)  Notice  to  be  printed  on  tickets 
Every  motor  common  carrier  of  passengers 
subject  to  section  216  of  the  Interstate  Com- 
merce Act  shall  cause  to  be  printed  on  every 
ticket  sold  by  It  for  transportation  on  any 
vehicle  operated  In  Interstate  or  foreign  com- 
merce a  plainly  legible  notice  a«  follows 
•  Seating  aboard  vehicles  operated  In  Inter- 
stale  or  foreign  commerce  Is  without  regard 
to  race,  color,  creed,  or  national  origin  " 
This  section  (49  C  P.R.  180a(3))  shall  be 
applicable  to  all  tickets  sold  on  or  after 
January  1,  1963. 

The  words.  "Seating  aboard  vehicles 
operated  in  interstate  or  foreign  com- 
merce is  without  regard  to  race,  color, 
creed,  or  national  origin",  should  appear 
on  the  face  of  every  ticket  coming  within 
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the  purview  of  the  section,  if  the  ticket 
is  in  parts  or  consists  of  additional  ele- 
ments, such  as  coupons.  Identification 
stubs,  or  checks,  it  shall  be  sufficient  for 
the  purposes  of  section  180a(3)  that  the 
notice  appear  only  once  on  the  ticket  and 
be  placed  on  the  face  of  that  portion  of 
the  ticket  which  is  held  by  the  passenger. 
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Harold  D,  McCoy, 
Secretary. 

62-201;     Filed,     Jan.     8,     1962; 
8:49  a.m.] 


\ 


Proposed  Rule  Making 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(Release  33-M371 

[17  CFR   Part  230  1 

EXEMPTION  OF  SHARES  OFFERED  IN 
CONNECTION  WITH  CERTAIN 
TRANSACTIONS 

Notice  of  Proposed  Rule  Making 

Notice  Is  hereby  given  that  the  Securi- 
ties and  Exchange  Commission  has  un- 
der consideration  a  proposed  new  rule. 
to  be  designated  Rule  236  (5  230.236  >, 
which  would  exempt  from  registration 
under  the  Securities  Act  of  1933.  under 
certain  conditions,  shares  of  stock  of 
a  corporation  which  are  publicly  offered 
to  provide  funds  to  be  distributed  in  lieu 
of  Issuing  fractional  shares,  script  cer- 
tificates or  order  forms,  in  connection 
With  a  stock  dividend,  stock  split,  re- 
verse stock  split,  merger  or  similar  trans- 
action. The  proposed  new  rule  would  be 
adopted  pursuant  to  section  3(b>  of  the 
Act. 

The  condition  of  the  proposed  exemp- 
tion are  that  the  issuer  files  reports  with 
the  Commission  pursuant  to  section  13 
or  15(d)  of  the  Securities  Exchange  Act 
of  1934.  that  the  aggregate  market  value 
of  all  shares  so  offered  in  the  transac- 
tion does  not  exceed  $50,000  and  that 
the  issuer  furnish  certain  information  to 
the  Commission  at  least  ten  days  prior 
to  the  offering  of  the  shares. 

The  text  of  the  proposed  rule  follows: 

§  230.236      Exemption  of  Hhares  offered 
in   eonnertion    with   transaction.**. 

Shares  of  stock  of  a  corporation  of- 
fered to  provide  funds  to  be  distributed 
to  shareholders  in  lieu  of  issuing  frac- 
tional shares,  script  certificates  or  order 
forms,  in  connection  with  a  stock  divi- 
dend, stock  split,  reverse  stock  split,  mer- 
ger or  similar  transaction,  shall  be 
exempt  from  registration  under  the  Act 
if  the  following  conditions  are  met: 

(a)  The  issuer  of  such  shares  flies  re- 
ports with  the  Commission  pursuant  to 
section  13  or  15<d»  of  the  Securities  Ex- 
change Act  of  1934; 

(b)  The  aggregate  market  value  of  all 
shares  offered  in  connection  with  the 
transaction  for  the  purpose  of  providing 
such  funds,  computed  upon  the  basis  of 
such  value  at  the  time  of  the  offering, 
does  not  exceed  $50,000;  and 

<c)  At  least  ten  days  prior  to  the  of- 
fering of  the  shares,  the  issuer  shall  fur- 
nish to  the  Commission  in  writing  the 
following  information:  »i)  That  it  pro- 
poses to  offer  shares  in  reliance  upon  the 
exemption  provided  by  this  rule;  (in 
the  estimated  number  of  shares  to  be  so 
offered;  (ill)  the  aggregate  market  value 
of  such  shares  as  of  the  latest  practicable 
date;  and  (iv)  a  brief  description  of  the 

232 


transaction  in  connection  with  which  the 
shares  are  to  be  offered. 

(Sees     3ib)    and    19(a).   48    Stat.    75.    85.    aa 
iimended.  15  USC    77c.  77s) 

All  interested  persons  are  invited  to 
submit  their  views  and  comments  in  writ- 
ing to  the  Securities  and  ElxchanRe  Com- 
mission. Washington  25.  DC,  on  or 
before  January  30.  1962.  Except  where 
nondisclosure  is  requested,  all  such  com- 
munications will  be  considered  available 
for  public  inspection. 

By  the  Commission. 

ISEALl  Orv  \L  L  Di'Bois. 


Secretary. 


December  29.  1961. 
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DEPARTMENT  OF  THE  TREASURY 

Internal    Revenue   Service 

[  26  CFR   Parts  20,   25  1 

ESTATE  AND  GIFT  TAXES 

Notice  of  Proposed  Rule  Making 

Proposed  amendment  of  estate  and 
gift  tax  regulations  to  conform  to  public 
Laws  86-141  and  8&-175  and  to  prescribe 
regulations  as  to  signing  and  verification 
of  returns. 

Notice  is  hereby  given,  pursuant  to  the 
Administrative  Procedure  Act.  approved 
June  11.  1946.  that  the  regulations  set 
forth  in  tentative  form  below  are  pro- 
posed to  be  prescribed  by  the  Commis- 
sioner of  Internal  Revenue,  with  the  ap- 
proval of  the  Secretary  of  the  Treasury 
or  his  delegate?.  Prior  to  the  final  adop- 
tion of  such  regulations,  consideration 
will  be  given  to  any  comments  or  sug- 
gestions pertaining  thereto  which  are 
submitted  in  writing,  in  duplicr.to,  to  the 
Commissioner  of  Internal  Revenue,  At- 
tention: T;P.  Washini^ton  25.  DC, 
within  the  period  of  30  days  from  the 
date  of  publication  of  this  notice  m  the 
Peder.al  Register.  Any  person  submit- 
ting written  comments  or  suggestions 
who  desires  an  opportunity  to  comment 
orally  at  a  public  hearing  on  the.se  pro- 
posed regulations  should  submit  his  re- 
quest, in  writing,  to  the  Commissioner 
within  the  30-day  period.  In  such  a 
case,  a  public  hearing  will  be  held  and 
notice  of  the  time,  place,  and  date  will 
be  published  in  a  subsequent  issue  of  the 
Federal  Register.  The  proposed  regu-* 
lations  are  to  be  issued  under  the  author- 
ity contained  in  section  7805  of  the  In- 
ternal Revenue  Code  of  1954  i68A  Stat. 
917;  26  use.  7805*. 

ISE\Ll  Mortimer  M.  Caplin. 

Commissioner  of  Internal  Revenue. 

In  order  to  TCnform  the  Estate  Tax 
Regulations  ( 26  CFR  Part  20  •  to  Act  of 
August  7.  1959  (Public  Law  86-141.  73 
SUt.  288 •  ;  Act  of  August  21,  1959  'Pub- 


lic Law  86-175,  73  Stat.  396>  ;  to  prescribe 
Estate  Tax  Regulations  and  Gift  Tax 
Regulations  under  section  6165  of  the 
Internal  Revenue  Code  relating  to  bonds, 
and  under  sections  6061,  6065,  and  6091 
relating  to  signing,  verification,  and 
place  for  filing  of  returns  and  other 
documents;  and  to  change  cross-refer- 
ences such  regulations  are  amended  a.s 
follows: 

Estate  Tax  Regulations 

Paragraph  1.  Section  20.2011  is 
amended  by  revising  section  2011<e» 
and  the  historical  note  to  read  as  fol- 
lows : 

§  20.201  I  .'siululory  pro\i!>ion<>;  «-re«lil 
for    .Stale    dealli    taxef*. 

Sec  2011.  Credit  for  State  death  taxes  •  •  • 

(e)  Limitation  in  cases  intolring  deduc- 
tion under  sect  ton  2053(d).  In  any  ca.se 
where  a  deduction  is  allowed  under  section 
2053(di  for  an  estate,  succession,  legacy,  or 
InherlUince  tax  lmp(jsed  by  a  State  or  Terri- 
tory or  the  District  of  Columbia  upon  a 
transfer  for  public,  charitable,  or  rellglou.s 
uses  described  In  section  2055  or  2106(a)  (2) . 
the  allowance  of  the  credit  under  this  sec- 
tion shall  be  subject  to  the  following  con- 
ditions and  limitations: 

(1)  The  taxes  described  In  jubsectlon  (ai 
shall  not  Include  any  estate,  succession. 
l«'u:acy.  or  inheritance  u»x  for  which  such 
deduction  Is  allowed  under  .section  2053(di 

(2  I  The  credit  shall  not  exceed  the  lesser 
of   - 

(Ai  The  amount  sUited  In  subsection  (bi 
on  a  taxable  estate  determined  by  allowing 
such  deduction  authorized  by  section  2053 
(di . or 

(Bi  That  projwrtlon  of  the  amount  stated 
In  subsection  (bi  on  a  taxable  estate  de- 
termined without  regard  t^)  such  deduction 
authorized  by  section  2053id)  aa  (1»  the 
amount  of  the  Uixes  described  In  subsection 
(.11.  as  limited  by  the  provisions  of  para- 
graph 111  of  this  subsection,  bears  to  (in 
the  amount  of  the  uxes  described  in  sub- 
sci-tlon  (ai  before  applying  the  llmllath  n 
cont.iined  In  paragraph  (  1  »  of  thi-s  subsection 

(3(  If  the  amovint  determined  under  sub- 
paragraph iB»  of  paragraph  (2i  is  less  than 
the  amount  determined  under  subparagraph 
(A(  of  that  paragraph,  then  for  purixjsos  o! 
subsection  idi  .vuch  les.ser  amount  shall  be 
the  maximum  credit  pro%  Idf d  by  subsection 
(bi. 

|S*c    2011  as  amended  by  sec    3    Act  of  Feb 
20.  1956  (Public  L;iw  414.  84th  Cong  .  70  Stat 
24i;    sec.1     65(ai     and    lu2(ci(n.    Technical 
Amendments  Act   1958   (72  Slat    16.37.  1674) ; 
sec    3.  Act  of  Aui;    21     1959   (Public  Liw  8C 
175.  73  Stat    397  i  | 

Par.  2  Section  20  2011  2  i.s  rcvi.sod  to 
read  as  follows: 

S  20.201  1-2  I.iniilalioii  on  rrr«lil  if  a 
drdiK-tion  for  .Siale  death  luxe-  i- 
alloHcd    UMtler   -eriion    2033(d). 

If  a  deduction  is  allowed  under  section 
2053(d)  for  State  death  taxes  paid  with 
respect  to  a  charitable  gift,  the  credit  for 
State  death  taxes  is  subject  to  special 
limitations.  Under  tht?se  limitations,  the 
credit  cannot  exceed  the  least  of  the 
following : 

<a>  The  amount  of  State  death  taxes 
paid  other  than  those  for  which  a  de- 
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duction  is   allowed  under  section  2053 
(d); 

(b)  The  amount  indicated  in  sectl<m 
2011(b)  to  be  the  maximum  credit  al- 
lowable with  respect  to  the  decedent's 
taxable  estate;  or 

(c)  An  amount,  A,  which  bears  the 
same  ratio  to  B  (the  amount  which  would 
be  the  maximum  credit  allowable  under 
section  2011(b)  if  the  deduction  under 
section  2053(d)  for  State  death  taxes 
were  not  allowed  in  computing  the  de- 
cedent's taxable  estate)  as  C  (the 
amount  of  State  death  taxes  paid  other 
than  those  for  which  a  deduction  is  al- 
lowed under  section  2053(d) )  bears  to  D 
(the  total  amount  of  State  death  taxes 
paid ) .  For  the  puii;x>se  of  this  compu- 
tation, in  determining  -vtviX  the  de- 
cedent's taxable  estate  would  be  if  the 
deduction  for  State  death  taxes  under 
section  2053(d)  were  not  allowed,  ad- 
justment must  be  made  for  the  decrease 
in  the  deduction  for  charitable  gifts  un- 
der section  2055  or  2106(a)(2)  (for  es- 
tates of  nonresidents  not  citizens)  by 
reason  of  any  increase  in  Federal  estate 
tax  which  would  be  charged  against  the 
charitable  gifts. 

The  application  of  this  section  may  be  il- 
lustrated by  the  following  example: 

Example.  The  decedent  died  January  1. 
1955.  leaving  a  gross  estate  of  $925,000.  Ex- 
penses. Indebtedness,  etc.,  amounted  to 
$25,000.  The  decedent  bequefttbed  $400,000 
to  his  son  with  the  direction  that  the  son 
bear  the  State  death  taxes  on  the  bequest. 
The  residuary  estate  was  left  to  a  charitable 
organization.  Except  as  noted  above,  all 
Federal  and  State  death  taxes  were  payable 
out  of  the  residuary  estate.  The  State  Im- 
posed death  taxes  of  $60,000  on  the  eon's 
bequest  and  death  taxes  of  $75,000  on  the 
bequest  to  charity.  No  death  taxes  were 
Impoeed  by  a  foreign  country  with  respect 
to  any  property  1^  the  gross  estate.  The 
decedent's  taxable  estate  (determined  with- 
out regard  to  the  limitation  Imposed  by  sec- 
tion 2011(e)  (2)  (B) )  is  computed  as  foUows: 

Par.  3,  In  S  20.2014  section  2014  is  re- 
vised by  deleting  subsection  (f)  and  the 
historical  note  and  by  substituting  the 
following : 

§  20.2014     Statutory    provisions;    credit 
for  foreign  death  taxes. 

Sec.  2014.     Credit  for  foreign  death  taxes 

•    •   • 

(f)  Additional  limitation  in  cases  involv- 
ing a  deduction  under  section  2053(d).  In 
any  case  where  a  deduction  Is  allowed  under 
section  2063(d)  for  an  estate,  succession, 
legacy,  or  inheritance  tax  Impoeed  by  and  ac- 
tually paid  to  any  foreign  country  upon  a 
transfer  by  the  decedent  for  public,  chari- 
table, or  religious  uses  described  In  section 
2055,  the  property  described  In  subparagraphs 
(A),  (B),  and  (C)  of  paragraphs  (1)  and  (3) 
of  subsection  (b)  of  this  section  shall  not  In- 
clude any  property  in  respect  of  which  such 
deduction  Is  allowed  under  section  aOS3(d). 

(g)  Possession  of  United  States  deemed  a 
foreign  country.  For  purposes  of  the  credits 
authorized  by  this  section,  each  possession 
of  the  United  States  shall  be  deemed  to  be 
a  foreign  country. 

I  Sec.  2014  as  amended  by  sec.  102(c)  (2), 
Technical  Amendments  Act  1958  (72  Stat. 
1674) ;  sec.  2,  Act  Of  Aug.  21.  1959  (Public  Law 
86-175.  73  Stat.  397) J  i 

Par.  4.  Paragraph  (a)  of  9  20.2014-1 
Is  amended  by  inserting  new  subpara- 
graph (4)  to  read  as  follows: 
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§20.2014-1     Credit    for    foreign    death 

.   (a)  In  general.  •  •  • 

(4)  Where  a  deduction  is  allowed  un- 
der section  2053(d)  for  foreign  death 
taxes  paid  with  respect  to  a  charitable 
gift,  the  credit  for  foreign  death  taxes 
Is  subject  to  further  limitations  as  ex- 
plahied  in  S  20.2014-7. 

Far.  5.  Paragraph  (a)  of  §  20.2014-2 
is  amended  to  read  as  follows: 

§20.2014-2      "First  limitation". 

(a)  The  amount  of  a  particular  foreign 
death  tax  attributable  to  property  situ- 
ated in  the  country  imposing  the  tax  and 


233 

included  in  the  decedent's  gross  estate 
for  Federal  estate  tax  purposes  is  the 
"first  limitation."  Thus,  the  credit  for 
any  foreign  death  tax  is  limited  to  an 
amoimt,  A,  which  bears  the  same  ratio 
to  B  (the  amount  of  the  foreign  death 
tax  without  allowance  of  credit,  if  any, 
for  Federal  estate  tax)  as  C  (the  value  of 
the  property  situated  in  the  coimtry  im- 
posing the  foreign  death  tax.  subjected 
to  the  foreign  death  tax,  included  in  the 
gross  estate  and  for  which  a  deduction 
is  not  allowed  under  section  2053(d)) 
bears  to  D  (the  value  of  all  property 
subjected  to  the  foreign  death  tax). 
Stated  algebraically,  the  "first  limita- 
tion" (A)  equals — 


Value  of  property  In  foreign  country  subjected  to  foreign 

death  tax.  Included  In  gross  estate  and  for  which  a 

deduction  Is  not  allowed  under  section  2053(d)  (C) 
Value  of  all  property  subjected  to  foreign  death  tax  (D)  ^  ^^°^^  °^  foreign  death  tax  (B) 


The  values  used  in  this  proportion  are 
the  values  determined  for  the  purpose  of 
the  foreign  death  tax.  The  amoimt  of 
the  foreign  death  tax  for  which  credit 
is  allowable  must  be  converted  into 
United  States  money.  The  application 
of  this  paragraph  may  be  illustrated  by 
the  following  example: 

Pah.  6.  Paragraph  (b)  of  §  20.2014-3  is 
amended  to  read  as  follows: 

§20.2014-3      "Second  limitation". 
•  •  •  •  • 

(b)  Adjustment  is  required  to  factor 
"O"  of  the  ratio  stated  in  paragraph  (a) 
of  this  section  if  a  deduction  for  foreign 
death  taxes  under  section  2053(d),  a 
charitable  deduction  under  section  2055, 
or  a  marital  deduction  under  section 
2056  is  allowed  with  respect  to  the  foreign 
property.  If  a  deduction  for  foreign 
death  taxes  Is  allowed,  the  value  of  the 
ikoperty  Situated  in  the  foreign  coun- 
try, subjected  to  foreign  death  tax,  and 
Included  in  the  gross  estate  does  not  in- 
clude the  value  of  any  property  in  re- 
spect of  which  the  deduction  for  foreign 
death  taxes  is  allowed.  See  §  20.2014-7. 
If  a  charitable  deduction  or  a  marital 
deduction  is  allowed,  the  value  of  such 
foreign  property  (after  exclusion  of  the 
value  of  any  property  in  respect  of  which 
the  deduction  for  foreign  death  taxes  is 
allowed)  is  reduced  as  follows : 

(1)  If  a  charitable  deduction  or  a 
marital  deduction  is  allowed  to  a  de- 
cedent's estate  with  respect  to  any  part 
of  the  foreign  property,  except  foreign 
property  in  respect  of  which  a  deduction 
for  foreign  death  taxes  is  allowed,  spe- 
cifically bequeathed,  devised,  or  other- 
wise specifically  passing  to  a  charitable 
organization  or  to  the  decedent's  spouse, 
the  value  of  the  foreign  property  is  re- 
duced by  the  amount  of  the  charitable 
deduction  or  marital  deduction  allowed 
with  respect  to  such  specific  transfer. 
See  example  (1)  of  paragraph  (c)  of  this 
section. 

(2)  If  a  charitable  deduction  or  a 
marital  deduction  is  allowed  to  •a  de- 
cedent's estate  with  respect  to  a  bequest, 
devise  or  other  transfer  of  an  interest  in 
a  group  of  assets  including  both  the  for- 
eign property  and  other  property,  the 
value  of  the  foreign  property  is  reduced 
by  an  amount,  I,  which  bears  the  same 


ratio  to  J  (the  amoimt  of  the  charitable 
deduction  or  marital  deduction  allowed 
with  respect  to  such  transfer  of  an  in- 
terest in  a  group  of  assets)  as  K  (the 
value  of  the  foreign  property,  except 
foreign  property  in  respect  of  which  a 
deduction  for  foreign  death  taxes  is 
allowed,  included  in  the  group  of  assets) 
bears  to  L  (the  value  of  the  entire  group 
of  assets).  As  used  in  this  subpara- 
graph, the  term  "group  of  assets"  has 
reference  to  those  assets  which,  under 
applicable  law,  are  chargeable  with  the 
charitable  or  marital  transfer.  See  ex- 
ample (2)  of  paragraph  (c)  of  this 
section. 

Any  reduction  described  in  subparagraph 
(1)  or  (2)  of  this  paragraph  on  account 
of  the  marital  deduction  must  propor- 
tionately take  into  account  the  50-per- 
cent limitation  on  the  aggregate  amount 
of  the  marital  deduction  contained  in 
section  2056(c),  if  applicable.  See  ex- 
ample (3)  of  paragraph  (c)  of  this 
section. 

Par.  7.  Immediately  after  S  20.2014-6 
insert  the  following  new  section: 

§  20.2014—7  Limitati<Hi  on  credit  if  a 
deduction  for  foreign  death  taxes  is 
allowed  under  sectimi  2053(d). 

If  a  deduction  is  allowed  under  sec- 
tion 2053(d)  for  foreign  death  taxes 
paid  with  respect  to  a  charitable  gift, 
the  credit  for  foreign  death  taxes  is  sub- 
ject to  special  limitations.  In  such  a 
case  the  property  described  in  subpara- 
graphs (A),  (B),  and  (C)  of  paragraphs 
(1)  and  (2)  of  section  2014(b)  shall  not 
include  any  property  with  respect  to 
which  a  deduction  is  allowed  under  sec- 
tion 2053(d).  The  application  of  this 
section  may  be  illustrated  by  the  follow- 
ing example: 

Example.  The  decedent,  a  citizen  of  the 
United  States,  died  July  l,  1955,  leaving  a 
gross  estate  of  $1,200,000  consisting  of: 
Shares  of  stock  Issued  by  United  States 
corporations,  valued  at  $6(X),000:  bonds  Is- 
sued by  the  United  States  Government 
physically  located  in  the  United  States, 
valued  at  $300,000;  and  shares  of  stock 
Issued  by  a  Country  X  corporation,  valued 
at  $300,000.  Expenses.  Indebtedness,  etc.. 
amounted  to  $40,000.  The  decedent  made 
specific  bequests  of  $400,000  of  the  United 
States  corporation  stock  to  a  niece  and 
$100,000  of  the  Country  X  corporatUm  stock 
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to  a  nepliew  The  residue  of  hl«  estate  waa 
left  to  charity.  There  U  no  death  tax  con- 
vei.Uon  In  existence  between  the  United 
States  and  Coxintry  X  The  Country  X  tax 
Inipof-ed  was  it  a  50-percent  rate  on  all 
b  •neftclnrl'«s      A    State    Inheritance    tax    of 


PROPOSED   RULE  MAKING 

$20,000  was  Impoaed  on  the  nleoe  and 
nephew.  The  decedent  did  not  provide  In 
hla  will  for  the  payment  of  the  death  taxes, 
and  under  local  law  the  Federal  eetate  tax 
la  payable  from  the  genentl  estatp.  the  same 
aa  administration  expenses. 


Distribution   or  tux   Estate 

Cross  estate      11200  000  00 

Debts  and  charges t40.  000  00 

Bequest  of  U  8.  corporation  stoclt  to  niece. 400.000  00 

Bequest  of  country  X  corporation  stock  to  nephew 100.  000  00 

Net  Federal   estate  tax. 13fl.  917  88 

676.917  88 

Residue  before  country  X  tax.    ,.._.», . . . 523.082    12 

Country  X  succession  tax  on  charity 100.000  00 

Charitable  deduction  .  423  082   12 

Taxable  Estate  and  Fxoxkai.  Estate   Tax 

Gross  estate    ,.        ,      $1   200  000  00 

Debts  and  charges $40,000  OO 

Deduction  of  foreign  death  tax  under  section  2053(d) -.    100.000  00 

Charitable  deduction 423.082   12 

Exemption . 60.000  00 

623  082   12 

Taxable  estate _ 576,917  88 

Gross  estate   Ux _ 172.621.26 

Credit  for  State  death  taxes.    15,  476  72 

Gross  estate  tax  less  credit  for  State  death  taxes . 157,  144  54 

Credit  for  foreign  death  Uixes 20.226  66 

o  

Net  Federal  CEtatc  tax    _ .:. 136  917  88 

Cazorr  roa  Fokxicn   Death  Taxes 

COUNTRY     X    TAX 

Succession  tax  on  nephew 

Value  of  stock  of  country  X  corporation $liK)  000 

Tax  (60%  rate) 50.000 

Succeaalon  tax  on  charity : 

Valtie  oX  stock  of  country  X  corporation _ 200,  000 

Tax  (SOx  rate)-- 100,000 

COMPUTATION    OF    EXCLUSION     UNDER    SECTION    2014(b) 

Value  of  property  situated  In  country  X_-    $300.  000 

Value  of  property  In  respect  of  which  a  deduction  is  allov^ed  under  section  2053 id  i .     200.  000 

Value  of  jM-operty  situated  within  country  X.  subjected  to  tax.  and  included 

In  gross  estate  as  limited  by  section  2014(r I _    ,      100.000 

naST    LIMITATION.     {  20  20  14     2(a) 

$100,000  (factor  C  of  the  ratio  stated  at 
f  20J014-2(a)  ) 
ri#^ «««-r-i.iiw,7i««— . *— ^  -  r»      /— .^r^       .     ■  (tSO. 000  :  $100,000)     (factor    B    of    the    ratio 
•  100.000 +  $200W)      '"f^r    D    of    the    ratio  ^^^,^  ^^   5  20  2014  2^a)) 

stated  at  I  20a014-2(a)  )  t  \    ,  , 

-$50.000  00 

SECOND    LIMITATION,     {20  2014     3(a) 

$100,000  (factor  G  of  the  ratio  stated  at  I  20.- 

a014-3(a) )  (asUmlted  by  secUon  2014(f) ) 
^,-SSirs^ii— STSS-SSo-TS-Ti^^ — «-..».         i.     X  ($172  62126-$15.476  72)      (factor    F    of    the 
•1.300.000-$4M.082.12  ( tactOT  H  of  the  ratio  „,,^  ^^^^  ^^      20.2014-3(a) ) 

stated  at  i  20.2014-3 (a)  ) 

•=$20.226  66 


Pah.  8.  Section  20.2038  is  amended  by 
adding  at  the  end  of  section  2038  new 
subsection  (c)  and  a  historical  note  to 
read  as  follows: 

§20.2038      Statutory    pru>iHionfl;   revm-a- 
blc   traiinfert. 

Sxc.  2038.  Retxxable  traiw/ers  •  •  • 
(c)  Effect  of  disability  in  certain  cases. 
For  purpoaes  of  this  secUon.  In  the  case  of  a 
decedent  who  was  (for  a  continuous  period 
beginning  not  leas  than  3  months  before 
December  31.  1947.  and  ending  with  his 
death)  under  a  mental  disability  to  relin- 
quish a  power,  the  term  "power"  ahall  not 
Include  a  power  the  relinquishment  of  which 
on  or  after  January  1,  1940.  and  on  or  be- 
fore December  31.  1947.  would,  by  reason  of 
■ection  1000(e)  of  the  Internal  Revenue  Code 


of  1939,  be  deemed  not  to  be  a  transfer  of 
property  for  purposes  o*  chapter  4  of  the 
Internal  Revenue  Code  of   1939. 

(See.  2038  as  amended  by  Act  of  Aug  7.  1959 
(Public  Law  86-141.  73  Stat   288)  | 

Par.  9.  Section  20.2038-1  is  amended 
by  adding  at  the  end  thereof  new  para- 
graph (f )  as  follows; 

§  20.2038-1       Revocable   tran^fen<. 


<f>  Effect  of  disability  to  relinquish 
power  in  certain  cases.  Notwithstand- 
ing anything  to  the  contrary  In  para- 
graphs (a)  through  (e)  of  this  section 
the  provisions  of  this  section  do  not  ap- 
ply to  a  transfer  if — 


( 1  •  The  relinquishment  on  or  after 
January  1,  1940.  and  on  or  before  Decem- 
ber 31.  1947.  of  the  power  would,  by  rea- 
son of  section  1000(e).  of  the  Internal 
Revenue  Code  of  1939.  be  deemed  not  a 
transfer  of  property  for  the  purpose  of 
the  gift  tax  under  chapter  4  of  the  Inter- 
nal Revenue  Code  of  1939.  and 

<2»  The  decedent  was.  for  a  continu- 
ous peri(xl  beijinninp  on  or  before  Sep- 
tember 30.  1947.  and  ending  with  hi.s 
death,  after  August  16.  1954.  under  a 
mental  disability  to  relinquish  a  power 

For  the  purpose  of  the  foregoing  provi- 
sion, the  term  "mental  disability"  means 
mental  incompetence,  in  fact,  to  release 
the  power  whether  or  not  there  was  an 
adjudication  of  incompetence.  Such 
provision  shall  apply  even  though  a 
Kuardian  could  have  reletised  the  power 
for  the  decedent.  No  interest  shall  be 
allowed  or  paid  on  any  overpayment  al- 
lowable under  .section  2038(C)  with  re- 
spect to  amounts  paid  before  August  7. 
1959. 

Par  10.  Section  20  2053  is  amended  by 
revising  section  2053(d>  and  the  histori- 
cal note  to  read  as  follows: 

§  20.20.'>3      Slalutury     provisions:     e\- 
pcn«r«.  indebtednef>i>,  and  taxes. 

Sec  2053  Expenses,  indebtedness,  and 
farct  •  •  •  (d)  Certain  State  and  foreign 
dratn  tarr^ — (1)  General  rule.  Notwlth- 
.suindlnR  the  provisions  of  subsection  (c)(1) 
(Hi  of  this  section,  for  purposes  of  the  tax 
lm{)06ed  by  section  2001  the  value  of  the  tax- 
able estate  may  be  determined,  if  the  execu- 
Uir  so  elects  betore  the  expiration  of  the  pe- 
riod of  limitation  for  assessment  provided  in 
.section  6501.  by  deducting  from  the  value  of 
the  gross  estate  the  amount  (as  determined 
In  accordance  with  regulations  prescribed  by 
the  Secretary  or  his  delegate)  of — 

(A)  Any  estate,  succession,  legacy,  or  in- 
heritance tax  Imposed  by  a  State  or  Territory 
or  the  District  of  Columbia  upon  a  transfer 
by  the  decedent  for  public,  charitable,  or 
religious  uses  de8crlt>ed  in  section  2065  or 
2106(a) (2),  and 

(B)  Any  estate,  succession,  legacy,  or  in- 
heritance tax  Imposed  by  and  actually  paid 
to  any  foreign  country,  in  respect  of  any 
property  situated  within  such  foreign  coun- 
try and  Included  In  the  gross  estate  of  a  cltl- 
Ben  or  resident  of  the  United  States,  upon  a 
transfer  by  the  decedent  for  public,  chart- 
table,  or  religious  uses  described  in  section 
2065 

The  determination  under  subparagraph 
(B)  of  the  country  within  which  property 
Is  situated  shall  be  made  in  accordance  with 
the  rules  applicable  under  subchapter  B 
(sec.  2101  and  following)  In  determining 
whether  property  is  situated  within  or  with- 
out the  United  States.  Any  election  under 
this  paragraph  shall  be  exercised  In  accord- 
ance with  regulations  prescribed  by  the  Sec- 
retary or  his  delegate. 

(2)  Condition  for  allowoTice  of  deduction 
No  deduction  shall  be  allowed  under  para- 
graph ( 1 )  for  a  State  death  tax  or  a  foreign 
death  tax  specified  therein  unless  the  de- 
crease In  the  tax  imposed  by  section  2001 
which  results  from  the  deduction  provided 
In  paragraph  ( 1 )  will  inure  solely  for  the 
benefit  of  the  public/  charitable,  or  religious 
transferees  described  In  section  2065  or  sec- 
tion 2106(a)(2).  In  any  case  where  the  tax 
Imposed  by  section  2001  Is  equitably  appor- 
tioned among  all  the  transferees  of  property 
included  in  the  gross  estate.  Including  those 
described  In  sections  2055  and  210fl(a)(2) 
(taking  Into  account  any  exemptions,  credits, 
or  deductions  allowed  by  this  chapter),  in 
determining  such  decrease,  there  ahall  be  dis- 
regarded any  decrease  In  the  Federal  estate 
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tax  which  any  transferees  other  than  those 
described  In  sections  2065  and  2100(a)  (2)  are 
required  to  pay. 

(3)  Effect  on  credits  for  State  and  foreign 
death  taxes  of  deduction  under  this  aitb- 
scction  (A)  Election.  An  election  under 
this  subsection  shall  be  deemed  a  waiver  of 
the  right  to  claim  a  credit,  against  the  Fed- 
eral estate  tax.  under  a  death  tax  convention 
with  any  foreign  country  for  any  tax  or 
portion  thereof  In  respect  of  which  a  deduc- 
tion is  taken  under  this  subsection. 

(B)  Cross  references.  See  section  2011(e) 
for  the  effect  of  a  deduction  taken  under 
this  subsection  on  the  credit  lor  state  deatb 
taxes,  and  see  section  2014(f)  for  the  elTect 
uf  a  deduction  taken  under  this  subsection 
e.n  the  credit  for  foreign  death  taxes. 

I  Sec.  2053  as  amended  by  sec.  2.  Act  of  Feb. 

20.  1956  (Public  Law  414,  84th  Cong..  70  Stat. 
23):  sec.  102(c)(3),  Technical  Amendments 
Act  1958  (72  Stat.  1674);  sec.  1,  Act  of  Axig 

21.  1959,  Public  Law  86-175  (73  Stat.  396)1 

Par.  11.  Immediately  after  §  20.2053-9 
the  following  new  section  is  added: 


FEDERAL  REGISTER 


§  20.2053—10      Deduction  for  certain  for- 
eign  death    taxes. 

(a)  General  rule.    A  deduction  is  al- 
lowed the  estate  of  a  decedent  dying  on 
or  after  July  1,  1955,  under  section  2053 
<  d )  for  the  amount  of  any  estate,  succes- 
sion, legacy,  or  inheritance  tax  imposed 
by    and   actually   paid   to   any   foreign 
country,  in  respect  of  any  property  sit- 
uated within  such  foreign  country  and 
included  in  the  gross  estate  of  a  citizen 
or  resident  of  the  United  Stat^.  upon  a 
transfer  by  the  decedent  for  charitable. 
etc.,  uses  described  in  section  2055,  but 
only  if  (1 )  the  conditions  stated  in  para- 
graph (b)   of  this  section  are  met,  and 
<2)   an  election  Is  made  in  accordance 
Wr-ith  the  provisions  of  paragraph  (c)  of 
this  section.    The  determination  of  the 
country  within  which  property  is  situ- 
ated is  made  in  accordance  with  the  rules 
contained  in   §§20.2104  and  20.2105  in 
determining  whether  property  is  situ- 
ated within  or  without  the  United  States. 
See  section  2014(f)   and  §20.2014-7  for 
the  effect  which  the  allowance  of  this 
deduction  has  upon  the  credit  for  foreign 
death  taxes. 

(b)  Condition  for  allowance  of  deduc- 
tion. (1)  The  deduction  is  not  allowed 
unless  either — 

(i)  The  entire  decrease  in  the  Federal 
estate  tax  resulting  from  the  allowance 
of  the  deduction  inures  solely  to  the  ben- 
efit of  a  charitable,  etc..  transferee  de- 
scribed in  section  205^,  or 

(ii)  The  Federal  estate  tax  is  equi- 
tably apportioned  among  all  the  trans- 
ferees (including  the  decedwit's  surviv- 
ing spouse  and  the  charitable,  etc 
transferees)  of  property  Included  in  the 
decedents  gross  estate. 

For  allowance  of  the  deduction,  it  is 
sufficient  if  either  of  these  conditions  is 
satisfied.  Thus,  in  a  case  where  the 
entire  decrease  in  Federal  estate  tax 
inures  to  the  benefit  of  a  charitable 
transferee,  the  deduction  is  allowable 
even  though  the  Federal  estate  tax  is  not 
equitably  apportioned  among  all  the 
transferees  of  property  included  in  the 
decedent's  gross  estate.  Similarly,  if  the 
Federal  estate  tax  is  equitably  appor- 
tioned among  all  the  transferees  of  prop- 
erty included  in  the  decedent's  gross 
estate,  the  deduction  is  allowable  even 


though  a  noncharitable  transferee  re- 
ceives some  benefit  from  the  allowance 
of  the  deduction. 

(2)  For  purposes  of  this  paragraph, 
the  Federal  estate  tax  is  considered  to 
be  equitably  apportioned  among  all  the 
transferees  (including  the  decedent's 
surviving  spouse  and  the  charitable,  etc., 
transferees)  of  property  included  in  the 
decedent's  gross  estate  only  if  each 
transferee's  share  of  the  tax  is  based 
upon  the  net  amoimt  of  his  bequest  sub- 
jected to  the  tax  (taking  into  account 
any  exemptions,  credits,  or  deductions 
allowed  by  chapter  11).  See  examples 
(2)  through  (5)  of  paragraph  (e)  of 
S  20.2053-8. 

(c)  Exercise  of  election.  The  election 
to  take  a  deduction  for  a  foreign  death 
tax  imposed  upon  a  transfer  for  chari- 
table, etc.  uses  shall  be  exercised  by  the 
executor  by  the  filing  of  a  written  notifi- 
cation to  that  effect  with  the  district 
director  of  internal  revenue  in  whose 
district  the  estate  tax  return  for  the  de- 
cedent's estate  was  filed.  An  election  to 
take  the  deduction  for  foreign  death 
taxes  is  deemed  to  be  a  waiver  of  the 
right  to  claim  a  credit  under  a.  treaty 
with  any  foreign  country  for  any  tax  or 
portion  thereof  claimed  as  a  deduction 
under  this  section.  The  notification 
shall  be  filed  before  the  expiration  of 
the  period  of  limitation  for  assessment 
provided  in  section  6501  (usually  3  years 
from  the  last  day  for  filing  the  return) . 
The  election  may  be  revoked  by  the  ex- 
ecutor by  the  filing  of  a  written  notifi- 
cation to  that  effect  with  the  district 
director  at  any  time  before  the  expira- 
tion of  such  period. 

(d)  Amount  of  foreign  death,  tax  im- 
posed upon  a  transfer.     If   a   foreign 
death  tax  is  imposed  upon  the  transfer  of 
the  entire  part  of  the  decedent's  estate 
subject  to  such  tax  and  not  upon  the 
transfer  of  a  particular  share  thereof, 
the  foreign  death  tax  imposed  upon  a 
transfer    for    charitable,    etc.,    uses    is 
deemed  to  be  an  amount,  J,  which  bears 
the  same  ratio  to  K   (the  amount  of 
the  foreign  death  tax  imposed  with  re- 
spect to  the  transfer  of  the  entire  part 
of  the  decedent's  estate  subject  to  such 
tax)  as  M  (the  value  of  the  charitable, 
etc.,  transfer,  reduced  as  provided  in  the 
next  sentence)    bears  to  N   (the  total 
value  of  the  properties,  interests,  and 
benefits  subjected  to  the  foreign  death 
tax  received  by  all  persons  interested  in 
the  estate,  reduced  as  provided  in  the 
last  sentence  of  this  paragraph).     In 
arriving  at  amount  M  of  the  ratio,  the 
value  of  the  charitable,  etc.,  transfer  is 
reduced  by  the  amount  of  any  deduction 
or  exclusion  allowed  with  respect  to  such 
property  in  determining  the  amount  of 
the  foreign  death  tax.     In  arriving  at 
amount  N  of  the  ratio,  the  total  value  of 
the   properties,   interests,   and    benefits 
subjected  to  foreign  death  tax  received 
by  all  persons  interested  in  the  estate 
is  reduced  by  the  amount  of  all  deduc- 
tions and  exclusions  allowed  in  deter- 
mining the  amount  of  the  foreign  death 
tax  on  account  of  the  nature  of  a  bene- 
ficiary or  a  beneficiary's  relationship  to 
the  decedent. 
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§  20.6061      Statutory  provisions;  signing 
of  returns  and  other  documenU. 

Sec.  6061.  Signing  of  returns  and  other 
documents.  •  •  •  any  return,  statement, 
or  other  document  required  to  be  made  under 
any  provision  of  i;he  Internal  revenue  laws 
or  regulations  shall  be  signed  In  accordance 
with  forms  or  regulations  prescribed  by  the 
Secretary  or  his  delegate. 

§  20.6061-1      Signing     of     returns     and 
other  documents. 

Any  return,  statement,  or  other  docu- 
ment required  to  be  made  under  any 
provision  of  chapter  11  or  subtitle  F  of 
the  Code  or  regulations  prescribed  there- 
under with  respect  to  any  tax  imposed 
by  chapter  11  of  the  Code  shall  be  signed 
by  the  executor,  administrator  or  other 
person  required  or  duly  authorized  to 
sign  in  accordance  with  the  regulations, 
forms  or  instructions  prescribed  with  re- 
spect to  such  return,  statement,  or  other 
document.  See  §  20.2203  for  definition 
of  executor,  administrator,  etc.  The  per- 
son required  or  duly  authorized  to  make 
the  return  may  incur  UabiUty  for  the 
penalties  provided  for  erroneous,  false, 
or  fraudulent  returns.  For  criminal 
penalties  see  sections  7201,  7203.  7206 
7207,  and  7269. 

§  20.6065      Statutory  provisions ;  verifica- 
tion of  returns. 

Sec.  6065.  Verification  of  returns — (a) 
Penalties  of  perjury.  Except  as  otherwise 
provided  by  the  Secretary  or  his  delegate, 
any  return,  declaration,  statement,  or  other 
document  required  to  be  made  under  any 
provision  of  the  internal  revenue  laws  or 
regulations  shall  contain  or  be  verified  by 
a  written  declaration  that  It  Is  made  under 
the  penalties  of  perjury. 

(b)  Oath.  The  Secretary  or  his  delegate 
may  by  regulations  require  that  any  return, 
statement,  or  other  document  required  to 
be  made  under  any  provision  of  the  Internal 
revenue  laws  or  regulations  shall  be  verified 
by   an   oath.     •   •   • 

§  20.6065-1      Verification  of  returns. 


Pab.  12.  Immediately  after  §  20.6036-1 
insert  the  following  new  sections: 


(a)  Penalties  of  perjury.  If  a  return, 
statement,  or  other  document  made 
under  the  provisions  of  chapter  11  or 
subtitle  F  of  the  Code  or  the  regulations 
thereunder  with  respect  to  any  tax  im- 
posed by  chapter  11  of  the  Code,  or 
the  form  and  instructions  issued  with 
respect  to  such  return,  statement,  or 
other  document,  requires  that  it  shall 
contain  or  be  verified  by  a  written  dec- 
laration that  it  is  made  under  the  pen- 
alties of  perjury,  it  must  be  so  verified 
by  the  person  or  persons  required  to 
sign  such  return,  statement  or  other 
document.  In  addition,  any  other  state- 
ment or  document  submitted  under  any 
provision  of  chapter  11  or  subtitle  F  of 
the  Code  or  regulations  thereunder  with 
respect  to  any  tax  imposed  by  chapter  11 
of  the  Code  may  be  required  to  contain 
or  be  verified  by  a  written  declaration 
that  it  is  made  under  the  penalties  of 
perjury. 

(b)  Oath.  Any  return,  statement,  or 
other  document  required  to  be  submitted 
under  chapter  11  or  subtitle  F  of  the 
Code  or  regulations  prescribed  there- 
under with  respect  to  any  tax  imposed 
by  chapter  11  ot  the  Code  may  be  re- 
quired to  be  verified  by  an  oath. 


Par.  13.  Section  20.6091   is  amended 
to  read  as  follows: 
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(20.6091      Statutory     provwionj*:     p\»rr 
for  filiniE  returm*  or  olhrr  dorumrnln. 

8»c.  80©  1.  Place  /or  filing  returns  or  other 
docujnents — (a)  Oeneral  rule.  When  not 
oUMTtrtae  provided  for  by  this  title,  the 
Becretary  or  bU  delegate  shall  by  regula- 
tions prescribe  the  place  for  the  QUng  or 
any  return,  declaration,  statement,  or  other 
document,  or  copies  thereof,  required  by 
this  title  or  by  regulations. 

(b)  Tax  return.H  In  the  case  of  returns 
of  Ux  required  under  authority  of  part  II 
of  this  subchapter— 

•  k  •  ■  • 

(3)  Estate  tox  returns.  Returns  of  estate 
tax  required  under  section  6018  shall  be 
made  to  the  Secretary  or  hU  delegate  In  the 
Internal  revenue  district  In  which  was  the 
domicile  of  the  decedent  at  the  time  of  his 
death  or.  If  there  was  no  such  domicile  In 
an  Internal  revenue  district,  then  at  such 
place  as  the  Secretary  or  his  delegate  may 
by  regulations  prescribe. 

(4)  Exceptional  cases  No'twlthstandlng 
paragraph  *  *  *  (3)  of  this  subsection,  the 
Secretary  or  his  delegate  may  permit  a  re- 
turn to  be  flled  In  any  Internal  revenue 
district,  and  may  require  the  rettlrn  of  any 
officer  or  employee  of  the  Treasury  Depart- 
ment to  be  flled  In  any  Internal  revenue 
district  selected  by  the  Secretary  or  his 
delegate. 

Par.  14.  Section  20.6091  1  is  revised 
to  read  as  follows : 

§  20.6091-1       Plure   for  filing  return^  or 
other   documents. 

U  the  decedent  was  a  resident  of  the 
United  States,  the  preliminary  notice 
required  by  5  20.6036-1  and  the  estate 
tax  return  required  by  §  20.6018-1  shall 
be  filed  with  the  district  director  in 
whose  district  the  decedent  had  his 
domicile  at  the  time  of  death.  If  the 
decedent  was  a  nonresident  (whether  a 
citizen  or  not  a  citizen),  the  notice  and 
the  return  shall  be  filed  with  the  Director 
of  International  Operations.  Internal 
Revenue  Service,  Washington  25,  D.C. 

Par.  15.  Immediately  after  5  20.6091-1 
the  following  new  section  is  added: 

§  20.6091—2      Exceptional   ra.*e». 

Notwithstanding  the  provisions  of 
f  20.6091-1  the  Commissioner  may  per- 
mit the  filing  of  the  preliminary  notice 
required  by  §  20.6036-1  and  the  estate 
tax  return  required  by  §  20.6018-1  in  any 
internal  revenue  district. 

Par.  16.  Paragraph  (b»  of  §  20.6165-1 
Is  amended  to  read  as  follows : 

§  20.6165—1      Bondn   where    time   to   pay 
tax  or  deficiency  ha.«  been  exlcnded. 


(b)  Extensions  under  section  6163  of 
time  to  pay  estate  tax  attributable  to  re- 
versionary or  remainder  interests.  As  a 
prerequisite  to  the  postponement  of  the 
payment  of  the  tax  attributable  to  a 
reversionary  or  remainder  interest  as 
provided  in  §  20.6163-1.  a  bond  equal  to 
double  the  amount  of  the  tax  and  in- 
terest for  the  estimated  duration  of  the 
precedent  interest  must  be  furnished 
conditioned  upon  the  payment  of  the 
tax  and  interest  accrued  thereon  within 
six  months  after  the  termination  of  the 
precedent  interest.  If  after  the  accept- 
ance of  a  bond  it  is  determined  that  the 
amount  of  the  tax  attributable  to  the 
reversionary  or  remainder  interest  was 
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understated  in  the  bond,  a  new  bond  or 
a  supplemental  bond  may  be  required, 
or  the  tax,  to  the  extent  of  the  under- 
statement, may  be  collected.  The  bond 
must  be  conditioned  upon  the  principal 
or  surety  promptly  notifying  the  district 
director  when  the  precedent  interest  ter- 
minates and  upon  the  principal  or  surety 
notifying  the  district  director  during  the 
month  of  September  of  each  year  as  to 
the  continuance  of  the  precedent  in- 
terest, if  the  duration  of  the  precedent 
interest  is  dependent  upon  the  life  or 
lives  of  any  person  or  persons,  or  is 
othei-wLse  indefinite.  For  other  provi- 
sions relating  to  bonds  where  an  exten- 
."^ion  of  time  has  been  pranted  for  paying 
the  tax.  see  the  regulations  under  sec- 
tion 7101  contained  in  Part  301  of  this 
chapter  <  ReKulationr.  on  Procedure  and 
Administration* . 

Par.  17.  Section  20  7101-1  is  amended 
to  read  as  follows; 

§20.7101-1       Form   of   bond!>. 

See  paragraph  (b>  of  §20  6165-1  for 
provisions  relating  to  the  bond  required 
in  any  case  in  which  the  payment  of  the 
tax  at-tributable  to  a  reversionary  or  re- 
mainder interest  has  been  postponed  un- 
der the  provisions  of  §  20  6163-1.  For 
further  provisions  relating  to  bonds,  see 
5  20.6165-1  of  these  regulations  and  the 
regulations  under  section  7101  contained 
in  Part  301  of  this  chapter  (Regulations 
on  Procedure  and  Administration  • . 
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Par  18.  Immediately  after  8  25  6019-4 
insert  the  following  new  sections: 

§  23.6061       Stululftry   pro^i^ions;   siieninf; 
of  relume  and  other  do«-unieiitM. 

Sec  8061.  Signing  of  returns  and  other 
documents.  •  •  •  any  return,  statement,  or 
other  document  required  to  be  made  under 
any  provision  of  the  Internal  revenue  laws  or 
regulations  shall  be  signed  In  accordance 
with  forms  or  regulations  prescribed  by  the 
Secretary   or   his  delegate 

§  25.6061-1     Sifrninc  of  return?"  and  other 
dorunient>«. 

Any  return,  statement,  or  other  docu- 
ment required  to  be  made  under  any 
provision  of  chapter  12  or  subtitle  P  of 
the  Code  or  regulations  prescribed  there- 
under with  respect  to  any  tax  imposed  by 
chapter  12  of  the  Code  shall  be  signed  by 
the  donor  or  other  person  required  or 
duly  authorized  to  sign  In  accordance 
with  the  regulations,  forms  or  instruc- 
tions prescribed  with  respect  to  such 
return,  statement,  or  other  document. 
The  person  required  or  duly  authorized 
to  make  the  return  may  incur  liability 
for  the  penalties  provided  for  erroneous, 
false,  or  fraudulent  returns  For  crim- 
inal penalties  see  sections  7'JOl.  7203. 
7206.  7207,  and  7269. 

§  2.1.6065      Statutory  pro\i-.i«in«.:  \eriliru- 
tion   of   retumo. 

Sec  6065  Venficatwn  of  returns  — {&) 
Penalties  of  perjury  Except  afi  otherwLse 
provided  by  the  Secretary  or  his  delej?ate, 
any  return,  declaration,  statement,  or  other 
document  required  to  be  made  under  any 
provision  of  the  Internal  revenue  laws  or 
regulations  shall  contain  or  be  verified  by 
a  written  declaration  that  It  Is  made  under 
the  penalties  of  perjury. 


(b)  Oath  The  Secretary  or  his  delegate 
may  by  regulations  require  that  any  return, 
statement,  or  other  document  required  to  be 
made  under  any  provlslor  of  the  internal 
revenue  laws  or  regulations  shall  be  verified 
by  an  oath.     •    •    • 

§  25.6065-1      Verification  of  returnii. 

<a>  Per'alties  of  perjury.  If  a  return, 
statement,  or  other  document  made 
under  the  provisions  of  chapter  12  or 
subtitle  F  of  the  Code  or  the  regulations 
thereunder  with  respect  to  any  tax  im- 
pKDsed  by  chapter  12  of  the  Code,  or  the 
form  and  instructions  issued  with  respect 
to  such  return,  statement,  or  other  docu- 
ment, requires  that  it  shall  contain  or  be 
verified  by  a  written  declaration  that  it 
is  made  under  the  penalties  of  perjury, 
it  must  be  so  verified  by  the  person  or 
persons  required  to  sign  such  return, 
statement,  or  other  document.  In  addi- 
tion, any  other  statement  or  dociiment 
.•submitted  under  any  provision  of  chap- 
ter 12  or  -subtitle  F  of  the  Code  or  regu- 
lations thereunder  with  respect  to  any 
tax  imposed  by  chapter  12  of  the  Code 
may  be  required  to  contain  or  be  verified 
by  a  written  declaration  that  it  is  made 
under  the  penalties  of  perjury. 

(b)  Oath.  Any  return,  statement,  or 
other  document  required  to  be  submitted 
under  chapter  12  or  subtitle  P  of  the 
Code  or  regulations  prescribed  there- 
under with  respect  to  any  tax  imposed 
by  chapter  12  of  the  Code  may  be  re- 
quired {0  be  verified  by  an  oath. 

Par.  19.  Section  25.6091  is  amended 
to  read  as  follows: 

§  25.609 1     Statutory  provisions ;  place  for 
filing  returns  or  other  document!*. 

Sec  6091.  Place  for  filing  returns  or  other 
documents — (a)  General  rule.  When  not 
otherwise  provided  for  by  this  title,  the 
Secretary  or  his  delegate  shall  by  regulations 
prescribe  the  place  for  the  flUng  of  any  re- 
turn, declaration,  statement,  or  other  docu- 
ment, or  copies  thereof,  required  by  this 
title  or  by  regulations. 

(b)  Tax  return.'^.  In  the  case  of  returns 
of  tax  required  under  authority  of  part  II 
of  this  svibchapter — 

(1)  Individuals.  Returns  (other  than  cor- 
poration returns)  shall  be  made  to  the  Sec- 
retary or  his  delegate  In  the  Internal  revenue 
district  In  which  Ls  located  the  legal  resi- 
dence or  principal  place  of  business  of  the 
person  making  the  return,  or.  If  he  has  no 
legal  residence  or  principal  place  of  busi- 
ness In  any  Internal  revenue  district,  then  at 
such  place  as  the  Secretary  of  his  delegate 
may  by  regulations  prescribe. 

•  •  •  •  • 

(4»  Exceptional  cases.  Notwithstanding 
paragraph  (1)  •  •  "of  this  subsection,  the 
Secretary  or  his  delegate  may  permit  a  re- 
turn to  be  nied  In  any  internal  revenue  dis- 
trict, and  may  require  the  return  of  any 
officer  or  employee  of  the  Treastiry  Depart- 
ment to  be  filed  In  any  Internal  revenue  dis- 
trict selected  by  the  Secretary  or  hU  delegate 

Par  20.  Immediately  after  5  25.6091-1 
the  following  new  section  Is  added: 

§  25.6091-2      Kxreplional   cases. 

Notwithstanding  the  provisions  of 
I  25.6091-1  the  Commissioner  may  per- 
mit the  filing  of  the  gift  tax  return  re- 
quired by  section  6019  in  any  Internal 
revenue  district. 

Par.  21.  Section  25.6165-1  is  amended 
to  read  as  follows: 
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§  25.6165-1  Bonds  where  time  to  pay  ticipate  in  the  rule  making  process.  Ac- 
tax  or  deficiency  has  been  extended,  cm'dingly.  Interested  persons  may  submit 
If  an  extension  of  time  for  payment  ^r*****  commehta,  suggestions  or  objec- 
of  tax  or  deficiency  is  granted  imder  see-  tions  with  respect  to  the  proposed 
tion  6161.  the  district  director  may.  If  aniendment  to  the  Bm-eau  of  Indian  Af- 
he  deems  it  necessary,  require  a  bond  '*^  Washington  25,  D.C,  within  thirty 
for  the  payment  of  the  amount  in  respect  ***y*  o'  ^^  date  of  publication  of  the 
of  which  the  extension  is  granted  in  ac-  notice  in  the  Federal  Register. 
cordance  with  the  terms  of  the  ezten-  ^-  Section  221.32  is  amended  to  read 
sion.    However,  such  bond  shall  not  ex-  **  follows: 

'^^^^^^^^^l^^^^^^^'^J^r^^P^^^  §221.32     Basic  and  other  water  charges. 

which  the  extension  is  granted.   I\)rpro- 

visions  relating  to  form  of  bonds,  see         ^*^  ^  compliance  with  the  provisions 

the  regulations  under  section  7101  con-  '<*'"  ***®  ^^  <>'  March  1,  1907  (34  Stat, 

tained  in  Part  301  of  this  chapter  (Regu-  1024),  and  August  31.   1954    (68   Stat, 

lations  on  Procedure  and  Administra-  1026),  the  annual  basic  water  charges 

tion ) .  'or  the  operation  and  maintenance  of  the 

n       oo    o    *•       «..«,«,..  ^  ^  lands  in  non-Indian  ownership  and  In- 

Par.  22.  Section  25.7101-1  is  amended  dian  owned  lands  leased  to  a  non-Indian 

to  read  as  follows:  or  non-member  of  the  Shoshone-Ban- 

§  25.7101-1     Form  of  bonds.  ^  ^otk.   Tribe   of   the    Port   Hall   Indian 

For   provisions   relating  to  foni  of  Sf^X^Si  ^o^TArt^oH^i'^  ^^^^  ""^ 

bonds,  see  the  regulations  under  ^Uon  St  Jlir  t^i?I„i7'lt"°'^aJo"    h^^'^S^ 

7101  contained  in  Part  301  of  this  chap-  ^J?/  SJ!1  f^^n"^  year  1962  and  sub- 

ter  (Regulations  on  Procedure^d  Ad-  ffSoS*   ^  "^       ^'^^^^'"  """^'^^  ^ 

ministration).  ,  iouowb. 

'  (1)  Port  Hall  Project:  Per  acre 

(PR.    Doc.    62-208;     Piled.    Jan.    8,     1963;  Baalcrate— $3.75 

8:51  a.m.l  (3)  Mlchaud  Division.  Port  HaU  Reser- 
I  vatlon: 

Baalcrate 6.00 

nPPADTUriJT    nr   TUC    lUTrDinD  AddUonal  rate  for  eprlnltler  Ir- 

ULl  AnlMunl    Ul     Int   INICnlUK  rlgaUon  when  pressure  is  sup- 

B  *   ■    J.         .<.   .  piled  by  the  project. _ _    3. 00 

Bureau   of   Indian    Attairs  (3)  Minor  Units,  Port  HaU  Reserva- 

[25   CFR   Part  2211  Basic  rate... _ 1.25 

FORT  HALL  INDIAN  IRRIGATION  (b)  In    addition    to    the    foregoing 

PROJECT,  IDAHO  charges,  there  shaU  be  coUected  a  mini- 

^         ^.             .  .,   .  ™"™  charge  of  $5.00  for  the  first  acre 

operation  and  Maintenance  or  fraction  thereof  on  each  tract  of  land 

Regulations  for  which  operation  and  maintenance 

Basis  and  purpose.    Notice  Is  hereby  «^^^J!PiI!^J^^^^'^i^,t 

given   that  pursuant  to   the  authority  S!t      -f^  "^  ^'  '^c'"n?''®'  ^  ^^^ 

vested  in  the  Secretary  of  the  Interior  S  ^^"^  ''***  ^"^  "^""^  ^^"^  ^^  °°- 
the  acts  of  March  1, 1907  (34  Stat.  1024).        2.  Section  221.33  is  amended  to  read 

August  1,1914(38  Stat.  583 ) .  and  August  as  follows : 

31,  1954  (68  Stat.  1026) .  it  is  proposed  to  e  221  33     P.vn.^nt 

amend   §5  221.32   through  221.36  of  the  ^^^'^     Payment. 
Code  of  Federal  Regulations,  TiUe  25—        The  assessments  fixed  in  §  221.32  shall 

Indians,  dealing  with  the  management  become  due  on  April  1  of  each  year  and 

and  operation  of  the  Fort  Hall  Indian  we  Payable  on  or  before  that  date.    To 

Irrigation  Project,  as  set  forth  below.  aU  assessments  against  lands  in  non- 

The  amendment  establishes  an  opera-  Indian  ownership  and  against  lands  in 

tion  and  maintenance  assessment  rate  Indian  ownership  which  do  not  qualify 

for  the  irrigation  system  of  the  Mlchaud  'or  're©  water  under  S  221.34,  there  shall 

Division,  Fort  Hall  Indian  Reservation,  *>e  added  a  penalty  of  one-half  of  one 

and  provides  that  the  annual  assessment  P*r  cent  per  month  or  fraction  thereof 

for  all  lands  shall  be  due  and  payable  on  'ro™  the  due  date  until  paid.    No  water 

April  1  of  each  year  instead  of  the  pres-  shall  be  delivered  to  any  of  these  lands 

ent  practice  permitted  under   existing  until  the  entire  irrigation  charges  have 

regulations,  which  allows  water  to  be  *>een   paid.    To  qualify    Indian   owned 

dehvered  upon  payment  of  50  percent  of  leased  lands  for  exemption  under  §  221.34 

the  annual  assessment  on  the  due  date  an  approved  lease  must  be  on  file  at  the 

and  the  balance  on  or  before  July  1  of  ^rt  HaU  Agency. 

non-Indian  owned  lands  or  Indian  otoS  '        '    ""  '™««ied  «o  «ad  as  toUows: 

lands  which  have  been  under  lease  for  §  221.34     Lands  owned  by  Indians  that 
a  total  period  of  three  years  to  non-In-  "*  "**•  ■«l»jeci  to  assessments. 

oi^H^  °l  Indians  who  are  not  members        When  lands  owned  by  members  of  the 

hLn  LiH     t'^.I    *"  asfssments  have  Shoshone-Bannock  Tribe  of  Indians  of 

i«nJ.^toc.H    t""^  "^^T^L^*^^*^  °^"*  ">«  ^^  HaU  Indian  Reservation  ai-e 

mpmh^rf  of  fv,^.  non-Indians  or  non-  leased  to  non-Indians  or  non-members 

mf.S^l  flf  ?^  tribe  an  approved  lease  of  the  tribe  such  leased  lands  are  not 

Sthe  Port  Han'inHfl'  f^^'^^J^^^^  Subject  to  operation  and  maintenance 

?l   5  u  ,      Indian  Agency  prior  to  assessments  for  three  years     The  three 

the  delivery  of  water  years  tiiat  Uie  land  is  not  subject  to  I!! 

thi  ri.  ^^^  ^y  °'  ^^^  Department  of  sessment  need   not   run  coriecutively 

nrd  ?h/  °'kT^^"^''^'"  P"if  "«f  ble.  to  af -  When  the  land  has  been  leased  for  a  totfi 

ford  the  public  an  ORportunlty  to  par-  of  Uiree  years,  whether  consecutively  m- 
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at  intervals,  the  lands  thereafter,  when 
under  lease  to  non-Indians  or  non-mem- 
bers of  the  tribe,  are  subject  to  opera- 
tion and  maintenance  assessments  the 
same  as  lands  in  non-Indian  ownership 
and  lands  owned  by  non-members  of  the 
tribe  within  the  project.  (See  Solicitor's 
Opinion  M28701.  approved  September  24, 
1936,  and  the  instructions  of  September 
19,  1938,  approved  September  24.  1938, 
and  instructions  of  December  1. 1938.  ap- 
proved December  17. 1938.) 

4.  The  headnote  and  present'  text  of 
§  221.35  are  amended  to  read  as  foUows: 

§221.35     Lands  owned  by  Indians  that 
are  subject  to  assessment. 

Lands  owned  by  members  of  the  Sho- 
shone-Barmock  Tribe  of  Indians  of  the 
Fort  HaU  Indian  Reservation  which  are 
under  lease  to  non-Indians  or  non- 
members  of  the  tribe  shaU  not  be  en- 
titled to  water  without  the  payment  of 
operation  and  maintenance  assessments 
as  prescribed  in  §  221.33,  except  where 
water  is  to  be  furnished  as  authorized 
by  §  221.34,  of  this  part. 

§  221.36     Delivery   to   lessees   with   con- 
tracts   [Revoked] 

John  A.  Carver,  Jr., 
Assistant  Secretary  of  the  Interior. 

[P.R.    Doc.    62-191:     PUed.    Jan.    8,    1963; 
8:46  ajm.] 


National  Park  Service 

[  36  CFR  Part  7  ] 

FREDERICKSBURG  AND  SPOTSYLVA- 
NIA COUNTY  BAHLEFIELDS  ME- 
MORIAL NATIONAL  MILITARY 
PARK,  VA. 

Night  Parking,  Travel  on  Lee  Drive, 
and  Fires  for  Cooking  Purposes 

Notice  is  hereby  given  that  pursuant 
to  the  authority  contained  in  section  3 
of  the  Act  of  August  25.  1916  (39  Stat 
535;  16  U.S.C.  3).  Departmental  Order 
2640  (16  F.R.  5846) ,  National  Park  Serv- 
ice Order  No.  14  (19  F.R.  8824) ,  Regional 
Director,  Region  One.  Order  No.  3  (21 
F.R.  1493),  as  amended,  it  is  proposed 
to  amend  Titie  36  CFR  Part  7  as  set 
forth  below.  The  purpose  of  this 
amendment  is  to  add  to  Part  7  a  new 
section  that  wUl  control  night  parking, 
travel  on  Lee  Drive,  and  fires  for  cook- 
ing purposes. 

It  is  the  poUcy  of  the  Department  of 
the  Interior  whenever  practicable,  to 
afford  the  public  an  opportunity  to  par- 
ticipate in  the  rule  making  process. 
Accordingly,  interested  persons  may 
submit  written  comments,  suggestions, 
or  objections  with  respect  to  the  pro- 
posed amendment  to  the  Superinten- 
dent. Fredericksburg  and  Spotsylvania 
Coimty  Battlefields  Memorial  National 
MiUtary  Park.  Box  679.  Fredericksburg, 
Virginia,  within  thirty  days  of  the  date 
of  pubUcation  of  this  notice  in  the 
Federal  Register. 

§  7.64  Fredericksbarg  and  Spotsylvania 
County  Battlefields  Memorial  Na- 
tional MUiUry  Park. 

(a)  Night  parking.     Vehicular  park- 
ing along  any  park  roadway  is  restricted 


I 


238 

to  daylight  hours  except  to  effect  emer- 
gency repairs. 

(b)  Travel  on  Lee  Drive.  Travel  on 
that  portion  of  Lee  Drive  between  the 
LanAdowne  Valley  Road  and  Hamilton's 
Crossing  is  permitted  only  dxiring  day- 
light hours. 

(c)  Fires  for  cooking  purposes.  Plres 
shall  be  built  for  cooking  purposes  only 
and  shall  be  conAned  to  the  established 
picnic  areas.  Such  fires  shall  be  confined 
to  existing  fireplaces  therein  or  to  port- 
able charcoal  grills.  All  remaining  fuel 
and  embers  in  portable  charcoal  grills 
must  be  extinguished  immediately  after 
use. 

Oscar  P.  Northincton,  Jr  , 
Superintendent.  Fredericksburg 
and      Spotsylvania      County 
Battlefields     Memorial     Na- 
tional Military  Park. 


|F.R.     Doc.     •2-190;     Piled. 
8:46    am  | 


Jan      8.      1962. 


Cim  AERONAUTICS  BOARD 

[14  CFR   Part  302  1 

I  Procedural  Regs..  Docket  No.  13232] 

RULES  OF  PRACTICE  M  ECONOMIC 
PROCEEDINGS 

Supplemental  Notic«  of  Proposed  Rule 
Making 

January  4.  1962. 

The  Board,  in  26  PR.  11685  and  by 
circulation  of  a  notice  of  proposed  rule 
making.  PDRr-15,  dated  December  1, 
1961,  gave  notice  that  it  had  under  con- 
sideration the  adoption  of  a  proposed 
amendment  to  Part  302  of  the  rules  of 
practice  which  would  establish  an  addi- 
tional method  for  initiating  route  pro- 
ceedings under  sections  401  and  402  of 
the  Act. 

In  its  notice  the  Board  requested  in- 
terested p<u-ties  to  submit  such  comments 
as  they  may  desire  not  later  than  Jan- 
uary 4. 1962.  A  request  has  been  received 
to  extend  the  date  for  such  comments 
because  of  the  delay  in  preparation 
caused  by  the  holiday  season.  The  un- 
dersigned, acting  under  authority  duly 
delegated  to  him  by  the  Board,  finds  that 
good  cause  has  been  shown  and  that  it 
will  be  in  the  public  interest  to  grant 
the  requested  extension  of  time  for  the 
filing  of  comments. 

Therefore,  pursuant  to  the  authority 
delegated  under  section  7.3  C  of  Public 
Notice  PN  15  and  redelegated  under  sec- 
tion 7.6  thereof,  the  undersigned  hereby 
extends  the  date  for  ccxnments  on  PDR^ 
15  until  January  15.  1962.  All  rele- 
vant matter  in  communciations  received 
on  or  before  January  15,  1962,  will  be 
considered  by  the  Board  before  taking 
final  action  on  the  proposed  amendments 
to  Part  302.  Copies  of  such  communica- 
tions will  be  available  for  examination 
by  interested  persons  in  the  Docket  Sec- 
tion of  the  Board,  Room  711,  Universal 
Building.  1825  Connecticut  Avenue  NW., 
Washington,  DC,  upon  receipt  thereof. 


PROPOSED  RULE  MAKING 

(Sec  204(a)  and  1001  of  the  Pederal  AviaUon 
Act.  72  Stat.  743.  788;  49  U  S  C.  1324,  1481) 

By  the  Civil  Aeronautics  Board: 

[seal]  Oerald  p.  Krassa, 

Acting  Associate  General  Counsel. 
Rules  and  Legislation. 

(PR      D<>c      62  216;     Piled,     Jan      8      1962; 
8  52  a  m  1 


DEPARTMENT  OF  AGRICULTURE 

Agricultural   Stabilization   and 
Conservation   Service 

17  CFR   Part   1070  1 

I  Docket  No  A0  229-A6| 

MILK  IN   CEDAR   RAPIDS-IOWA  CITY 
MARKETING  AREA 

Notice  of  Recommended  Decision  and 
Opportunity  To  File  Written  Excep- 
tions on  Proposed  Amendments 
to  Tentative  Marketing  Agreement 
and  Order 

Pursuant  to  the  provisions  of  tlic  Agri- 
cultural Marketing  Agreement  Act  of 
1937.  as  amended  *7  US.C  601  et  scq  ' . 
and  the  applicable  rules  of  practice  and 
procedure  governing  the  formulation  of 
marketing  agreements  and  marketing 
orders  1 7  CFR  Part  900  • .  notice  is  hereby 
given  of  the  filing  with  the  Hearing 
Clerk  .of  this  recommended  deci.sion  of 
the  Assistant  Secretary,  United  States 
Department  of  Agriculture,  with  re.spect 
to  proposed  amendments  to  the  tentative 
marketing  agreement,  and  order  regula- 
ting the  handling  of  milk  in  the  Cedar 
Raplds-Iowa  City  marketing  area  In- 
terested parties  may  file  written  excep- 
tions to  this  decision  with  the  Hearing 
Clerk.  Uriited  States  Department  of  Agri- 
culture, Washington  25,  DC.  not  later 
than  the  close  of  bu.«iness  the  10th  day 
after  publication  of  this  decision  in  the 
Pedekal  Register.  The  exceptions  should 
be  filed  in  quadruplicate. 

Preliminary  statement.  The  liearing 
on  the  record  of  which  the  proposed 
amendments,  as  hereinafter  set  forth,  to 
the  tentative  marketing  agreement  and 
to  the  order,  were  formulated,  was  con- 
ducted at  Cedar  Rapids,  Iowa,  on  Octo- 
ber 19,  1961.  pursuant  to  notice  thereof 
which  was  issued  September  28.  1961  <26 
PR.  9347). 

The  material  Issues  on  the  record  of 
the  hearing   relate  to: 

1    Individual  handler  pooling; 

2.  Pool  plant  qualification  of  a  plant 
operated  by  a  cooperative  association: 
and 

3.  Diversion  of  producer  milk  from 
pool  plants  to  nonpool  plants. 

The  notice  of  hearing  Included  pro- 
posals pertaining  to  the  pricing  of  Class 
II  milk.  However,  no  evidence  was  pre- 
sented on  the  record  with  respect  to  such 
proposals  and,  therefore,  no  issue  is  pre- 
sented herein. 

The  notice  also  contained  a  proposal 
to  modify  the  allocation  provision  of  the 
order.     The  proponent  of  the  proposal 


presented  testimony  on  the  record  in  sup- 
port of  the  proposal  but  In  its  brief 
requested  that  the  Issue  be  abandoned. 
No  other  supporting  testimony  was  re- 
ceived. Accordingly,  the  issue  Is  not 
presented  herein. 

Findings  and  Conclusions.  The  fol- 
lowing findings  and  conclusions  on  the 
material  issues  are  based  on  evidence 
presented  at  the  hearing  and  the  record 
thereof: 

1.  Marketwide  pooling  should  be  con- 
tinued in  the  Cedar  Rapids-Iowa  City 
order  as  the  method  of  distributing  to 
producers  the  use  value  of  their  milk. 

A  handler  proposed  that  the  order  be 
amended  to  provide  for  Individual 
handler  pooling.  Individual  handler 
pooling  would  provide  for  payment  of 
uniform  prices  for  all  milk  delivered  by 
producers  delivering  to  the  same  handler 
depending,'  on  the  use  of  the  milk  by  the 
handler.  Marketwide  pooling  provides 
for  payment  of  uniform  prices  for  all 
milk  delivered  by  all  producers  to  all 
handlers  based  upon  the  marketwide  use 
of  .such  milk 

The  class  utilization  of  milk  in  the 
market  by  handlers  is  not  uniform.  One 
handler  in  the  market,  the  Eastern  Iowa 
Cooperative  Dairy  Producers  Association, 
handles  most  of  the  milk  which  is  not 
needed  for  fluid  purposes. 

Distributing  pool  plants  in  the  market 
tend  to  limit  their  purchases  of  milk  to 
that  amount  required  for  use  in  Class  I 
products  plus  what  is  used  in  ice  cream 
and  cottage  cheese.  They  depend  on  the 
Eastern  Iowa  Cooperative  Dairy  Pro- 
ducers A-ssociaUon  to  care  for  excess  sup- 
plies during  periods  of  flush  production 
and  to  furnish  supplemental  supplies 
during  periods  of  short  production.  In 
addition  to  seasonal  variations,  handlers 
vary  their  purchases  according  to  the  day 
of  the  week  Some  handlers  do  not  take 
any  milk  from  the  cooperative  on  Sun- 
days. 

In  a  market  such  as  this  where  one 
handler  cares  for  the  reserve  supply  for 
the  market,  an  Individual  handler  pool 
would  not  contribute  the  same  degree  of 
stability  to  the  market  that  is  ac- 
complished through  the  present  market- 
wide  pool.  The  marketwide  pool  assures 
that  all  of  the  producers  supplying  the 
market  .share  equally  in  the  Class  I  sales 
in  the  market  and  that  the  burden  of 
carrying  reserve  supplies  Is  likewise 
shared  equally  among  all  producers. 

2.  The  qualifications  for  pool  plant 
status  of  a  plant  operated  by  a  co- 
operative association  under  the  order 
should  be  modified. 

The  order  provides  pool  plant  status 
for  a  plant  operated  by  a  cooperative 
association  whose  members  are  a  ma- 
jority of  the  total  number  of  producers 
shipping  to  pool  plants,  and  supply  half 
or  more  of  the  total  producer  milk  re- 
ceived at  all  pool  plants  during  the 
month. 

The  Eastern  Iowa  Cooperative  Dairy 
Producers  Association,  which  represents 
over  70  percent  of  the  producers  supply- 
ing the  market,  proposed  that  such  pool 
plant  provisions  be  changed  to  afford 
pool  plant   status   to   a  plant  located 
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within  10  miles  of  the  marketing  area 
which  receives  milk  from  dairy  farmers 
and  which  is  operated  by  a  cooperative 
association  having  member  producers 
whose  milk  is  delivered  to  regulated 
plants  of  other  handlers. 

The  association  operates  a  plant  lo- 
cated at  Marion,  Iowa,  whlph  la  about 
four  miles  from  the  marketing  area, 
This  plant  has  facilities  for  receiving,' 
cooling  and  storage  of  milk.  It  is  used 
primarily  for  supplying  spot  loads  of 
milk  to  distributing  pool  plants  and  as- 
sembling milk  for  shipment  to  other 
markets.  The  association  supplies  milk 
to  all  of  the  handlers  In  the  market, 
however,  two  of  the  handlers  also  re-^ 
celve  milk  from  other  producers. 

During  1960  distributing  pool  plants 
received  82  percent  of  their  total  milk 
supply  from  the  members  of  the  co- 
operative association.  The  proportion 
of  such  handlers'  receipts  from  the  co- 
operative association's  members  was  at 
least  79  percent  in  all  months  of  1960. 

In  February  1961  the  association  failed 
to  qualify  its  plant  for  pool  status  since 
on  February  1.  1961.  the  two  largest 
handlers  In  the  market  obtained  their 
entire  supplies  of  milk  from  sources  other 
than  members  of  the  Eastern  Iowa  Co- 
operative Dairy  Producers  Aasoclation. 
This  was  caused  by  a  dispute  arising  in 
negotiation  of  prices  above  those  estab- 
lished by  the  order.  However,  by  early 
March  both  of  these  handlers  resumed 
receiving  milk  from  members  of  the  as- 
sociation, but  in  limited  amounts  since 
a  greater  portion  of  their  needs  were 
being  supplied  by  new  producers. 

Due  to  the  Increased  amount  of  miiit 
on  the  market  from  new  producers,  the 
proportion  of  milk  received  at  dis- 
tributing pool  plants  from  members  of 
the  cooperative  association  has  declined. 
By  June  1961  the  proporUon  of  dis- 
tributing pool  plant  receipts  from  mem- 
bers of  the  cooperative  had  dropped  to 
53  5  percent. 

Pool  plant  status  for  the  cooperative's 
plant  became  critical  In  July  and  the 
provision  of  the  order*  which  requires  a 
cooperative  to  supply  at  least  50  percent 
of  the  milk  received  at  other  pool  plants 
in  order  to  have  its  plant  qualify  as  a 
pool  plant  was  suspended  for  the  months 
of  July  and  August  1961.  It  turned  out 
that  the  cooperative  did  supply  50  per- 
cent of  the  milk  received  at  other  pool 
plants,  however,  this  provision  of  the 
order  should  be  changed  in  order  to  as- 
sure continued  pool  status  for  a  co- 
operaUve's  plant  so  long  as  its  members' 
milk  is  associated  with  and  needed  In  the 
market. 

The  provision  proposed  by  the  Eastern 
Iowa  Cooperative  Dairy  Producers  Asso- 
ciation would  qualify  its  plant  for  pool 
status  on  the  basis  of  its  location.  How- 
ever, there  would  be  no  assurance  that 
its  members'  milk  was  sufBciently  associ- 
ated with  and  needed  on  the  market  to 
warrant  pooling  its  plant  as  Is  the  case 
under  the  present  provision.  Pool  status 
of  such  a  plant  should  continue  to  be 
based  on  performance  standards  which 
relate  the  cooperative's  total  supply  of 
milk  with  distributing  pool  plants 

During  1960  the  Eastern  Iowa  Cooper- 
ative Dairy  Producers  AssoclaUon  sold 
78  percent  of  Its  members'  milk  to  other 
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pool  plants.  Its  sales  to  pool  plants 
varied  seasonally  from  a  low  of  61  per- 
cent in  June  to  97  percent  in  November. 
The  oo(9erative  continues  to  sell  a  sub- 
stantial proportion  of  its  members'  milk 
to  pool  plants. 

From  March  through  September  1961 
the  co(9erative  association  sold  53  per- 
cent of  its  members'  milk  to  other  pool 
plants.  During  this  period  the  propor- 
tion of  such  sales  on  a  monthly  basis 
varied  from  41  percent  in  June  to  72 
percent  in  September.  On  many  days 
in  September  1961  virtually  all  of  the 
cooperative  association's  supply  of  milk 
was  sold  to  pool  plants.  Due  to  dally 
variation  in  demand  by  handlers,  the 
monthly  pr(qx>rtion  of  the  cooperative 
association's  supply  received  by  other 
handlers  was  oiUy  72  percent. 

The  amount  of  milk  needed  for  bot- 
tling purposes  is  fairly  constant  from 
month  to  month.  However,  the  available 
supply  of  producer  milk  Is  highest  In 
the  spring  and  lowest  in  the  fall.  Ac- 
cordingly, the  performance  standards 
should  be  varied  seasonally. 

In  view  of  the  increased  supply  of  milk 
on  the  market  and  that  pool  plants  do 
not  process  the  reserve  supply,  It  cannot 
be  expected  that  a  majorl^  of  the  avail- 
able supplies  be  moved  to  such  plants 
except  during  the  season  of  short  supply. 
Performance  standards  which  would  re- 
quire that  one-half  the  milk  of  mem- 
bers  of   a   cooperative   association   be 
moved  to  distributing  pool  plants  during 
September,  October  and  November;  30 
percent  during  May,  June  and  July;  and 
40  percent  in  all  other  months,  would 
assure  that  such  milk  is  associated  with 
and  needed  on  the  market.    A  coopera- 
tive association  which  supplies  such  pro- 
portions of  the  total  milk  of  its  pro- 
ducer members  should  be  afforded  pool 
plant  status  for  any  plant  which  it  oper- 
ates if  the  plant  is  approved  by  an  ap- 
proiMiate  health  authority  for  the  han- 
dling of  Grade  A  milk.    Pool  status  of 
such  a  idant  would  contribute  to  orderly 
marketing  by  allowing  it  to  be  used  for 
storage  of  supplies  that  would  be  avail- 
able to  other  handlers  on  short  notice. 
m  addition  it  could  be  used  to  assemble 
part  loads  of  milk  from  farms  for  ship- 
ment to  pool  plants  or  transfer  to  non- 
pool  plants. 

3.  The  diversion  provisions  of  the 
order  should  be  modified  to  allow  more 
liberal  diversion  of  producer  milk  from 
farms  to  nonpool  plants. 

The  order  provides  unlimited  diversion 
during  the  months  of  April.  May  and 
June.    During  other  months  milk  may 
be  diverted  on  as  many  days  as  It  is 
received  at  pool  plants  and  still  be  pooled 
under  the  order.    The  entry  of  new  pro- 
ducers on  the  market  has  resulted  in  the 
need  to  divert  greater  amounts  of  milk 
to  nonpool  plants  since  pool  plants  do 
not  process  the  markets  reserve  supply. 
Direct  movement  of  this  reserve  milk 
from  farms  to  nonpool  plants  is  the  most 
economical  means  of  handling  it.    How- 
ever, the  present  diversion  limits  of  the 
order  are  not  liberal  enough  to  allow  this 
milk  to  be  diverted  and  stUl  be  pooled 
under  the  order  without  being  shipped  to 
a  pool  plant  and  then  transferred  to  a 
nonpool  plant    The  Eastern  Iowa  Co- 
operative Dairy  Producers  Association 


proposed  that  this  be  corrected  by  allow- 
ing milk  to  be  pooled  so  long  as  if  is 
not  diverted  for  the  entire  month. 

This  cooperative  association  is  the  only 
handler  experiencing  dlfHculty  with  the 
present  diversion  limits  since  it  is  the 
sole  handler  of  the  increased  reserve 
supply  for  the  market.   In  order  to  keep 
its  members'  milk  pooled,  the  cooperative 
association  has  had  to  bring  the  milk  to 
its  own  plant  and  then  transfer  it  to 
nonpool     plants     for     manufacturing. 
Handlers  have  displaced  producer  milk 
of  the  cooperative  association's  members 
with  milk  from  other  producers.    Since 
April  1961  the  receipts  of  milk  at  dis- 
tributing pool  plants  from  producers  who 
are  not  members  of  the  Eastern  Iowa  Co- 
operative  Dairy  Producers  Association 
has  more  than  doubled.    During  the  pe- 
riod April-September  1961  distributing 
pool  plants  received  28.7  million  pounds 
of  milk  from  such  producers  compared  to 
13.6  million  pounds  during  the  same  pe- 
riod of  1960.    The  difference,  an  increase 
of  15.1  million  pounds,  was  more  than 
offset  by  the  drop  In  sales  of  milk  to  such 
plants  from  the  Eastern  Iowa  Coopera- 
tive Dairy  Producers  Association  which 
were  58.1  million  poimds  during  April 
through  September  1960  and  39.5  million 
pounds  for  the  same  period  of  1961,  or  a 
decrease  of  18.6  million  pounds. 

Further  evidence  that  this  associaUon 
has  the  role  of  caring  for  the  reserve 
supply  is  that  its  sales  of  milk  to  handlers 
are  Inversely  related  to  the  normal  sea- 
sonal production  pattern  while  the  op- 
posite It  true  of  such  handler's  receipts 
from  other  producers.  For  example, 
from  July  through  September  1961 
monthly  receipts  of  milk  at  distributing 
pool  plants  from  members  of  the  Eastern 
Iowa  Cooperative  Dairy  Producers  As- 
sociation Increased  from  6.5  million 
pounds  to  7.7  million  pounds  while  re- 
ceipts from  other  producers  dropped 
from  5.1  million  poimds  to  4.5  million 
pounds. 

In  addition  to  handling  the  seasonal 
reserve  for  the  market  this  cooperative 
association  handles  the  market's  weekly 
reserve  supply.  Handlers  tend  to  buy 
only  enough  milk  from  the  Eastern 
Iowa  Cooperative  Dairy  Producers  Asso- 
ciation to  fulfill  their  daily  bottling  re- 
quirements. Handlers  receive  very  little 
of  the  association's  milk  on  we^ends  but 
take  large  amounts  on  Thursdays  and 
Fridays.  On  these  days  diu-ing  Septem- 
ber 1961  virtually  all  of  the  cooperative's 
available  supply  of  milk  was  received  at 
distributing  pool  plants. 

The  present  diversion  limit  applies 
during  the  period  of  July  through  March. 
Unlimited  diversion  Is  permitted  during 
April,  May  aad  June.  In  1958  these 
three  months  represented  the  lowest  per- 
centage of  producer  milk  utilized  In  Class 
I.  However,  in  1959  the  percentage  of 
producer  milk  In  Class  I  during  July  was 
lower  than  in  April.  During  1960  and 
1961  a  lower  percentage  of  producer  milk 
was  utilized  In  Class  I  in  both  July  and 
August  than  in  April.  In  1961  the  per- 
centage of  producer  milk  utilized  in  Class 
I  was  50  percent  during  July  and  57  per- 
cent during  Augxist  compared  to  48  per- 
cent in  June  which  was  the  month  with 
the  lowest  percentage  Class  I  use  of 
producer  milk.    In  addition,  deliveries  to 
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distributing  pool  plants  by  members  of 
the  Eastern  Iowa  Cooperative  Dairy 
Producers  Association  during  these  two 
months  represented  42  percent  and  51 
percent  of  the  association's  total  avail- 
able supplies.  To  conform  to  this 
changed  condition  unlimited  diversion 
sho\ild  be  extended  to  include  the  months 
of  July  and  August.  This  change  In  the 
order  will  oihance  orderly  disposal  of 
the  seasonal  reserve  supply  on  the  mar- 
ket. It  would  also  help  preclude  any 
recurrence  of  the  need  for  emergency 
action  to  assure  that  producer  milk 
which  is  historically  associated  with  the 
market  be  pooled  under  the  order  as 
was  the  case  in  July  and  August  1961 

The  diversion  limits  applicable  dur- 
ing the  months  of  l^ptember  through 
March  should  also  be  modified  to  allow 
the  weekly  reserve  supply  to  be  moved 
directly  from  farms  to  nonpool  plants. 
Most  of  the  available  producer  milk  is 
needed  at  least  one  day  of  the  week. 
Accordingly,  this  milk  should  be  pooled 
to  assure  its  continued  availability  and 
allow  it  to  be  diverted  on  other  days. 
This  is  accomplished  by  providing  for 
diversion  of  up  to  25  days'  production 
of  a  producer  during  such  months. 

Rulings  on  proposed  findings  and  con- 
clusions. Briefs  and  proposed  findings 
and  conclusions  were  filed  on  behalf  of 
certain  interested  parties.  These  briefs. 
proposed  findings  and  conclusions  and 
the  evidence  in  the  record  were  con- 
sidered in  making  the  findings  and  con- 
clusions set  forth  above.  To  the  extent 
that  the  suggested  findings  and  con- 
clusions filed  by  interested  parties  are 
Inconsistent  with  the  findings  and  con- 
clusions set  forth  herein,  the  requests  to 
make  such  findings  or  reach  such  con- 
clusions are  denied  for  the  reasons 
previously  stated  in  this  decision. 

General  findings.  The  findings  and 
determinations  hereinafter  set  forth  are 
supplementary  and  in  addition  to  the 
findings  and  determinations  previously 
made  in  connection  with  the  issuance  of 
the  aforesaid  order  and  of  the  previously 
issued  amendments  thereto;  and  all  of 
said  previous  findings  and  determina- 
tions are  hereby  ratified  and  affirmed, 
except  insofar  as  such  findings  and  de- 
terminations may  be  in  confiict  with  the 
findings  and  determinations  set  forth 
herein. 


PROPOSED  RULE   MAKING 

lai  The  tentative  marketing  agree- 
ment and  the  order,  as  hereby  proposed 
to  be  amended,  and  all  of  the  terms  and 
conditions  thereof,  will  tend  to  effectuate 
the  declared  policy  of  the  Act; 

<b'  The  parity  prices  of  milk  as  de- 
termined pursuant  to  section  2  of  the 
Act  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which  af- 
fect market  supply  and  demand  for  milk 
in  the  marketing  area,  and  the  minimum 
prices  specified  in  the  proposed  market- 
in?,  agreement  and  the  order,  as  hereby 
proposed  to  be  amended,  are  such  prices 
as  will  reflect  the  aforesaid  factors,  in- 
.sure  a  sufficient  quantity  of  pure  and 
wholesome  milk,  and  be  in  the  public 
interest:  and 

'C  The  tentative  marketing  agree- 
ment and  the  order,  as  hereby  proposed 
to  be  amended,  will  regulate  the  handling 
of  milk  in  the  same  manner  as.  and  will 
be  applicable  only  to  persons  in  the  re- 
spective classes  of  industrial  and  com- 
mercial activity  specified  in,  a  market- 
ing agreement  upon  which  a  hearing  has 
been  held. 

Recommended  marketing  agreement 
and  order  amending  the  order.  The  fol- 
lowing order  amending  the  order  regu- 
lating the  handling  of  milk  in  the  Cedai* 
Rapids-Iowa  City  marketing  area  is  rec- 
ommended as  the  detailed  and  appropri- 
ate means  by  which  the  foregoing  con- 
clusions may  be  carried  out.  The  recom- 
mended marketing  agreement  is  not 
included  in  this  decision  because  the 
regulatory  provisions  thereof  would  be 
the  same  as  those  contained  in  the  order, 
as  hereby  proposed  to  be  amended : 

1.  Delete  paragraph  (d)  of  8  1070.10 
and  substitute  therefor  the  following: 

I  d  •  A  plant  ( 1 )  which  is  approved  by 
a  duly  constituted  health  authority  for 
the  handling  of  Grade  A  milk ;  ( 2 )  which 
is  operated  by  a  cooiierative  association : 
and  ( 3 )  from  which  the  quantity  of  milk 
transferred  by  the  association  to  plants 
of  other  handlers  specified  in  paragraph 
<a>  of  this  section  plus  that  delivered  by 
such  association  pursuant  to  paragraph 
(c»  of  this  section  and  that  delivered 
directly  from  the  farms  of  members  of 
such  association  to  such  plants  is  at  least 
the  following  percentages,  in  the  months 
indicated,  of  the  total  quantity  of  Grade 


A  milk  delivered  by  all  producers  who  are 

members  of  the  association: 

Minimum 

Mouth:  perctntagr 

September.  October  and  November 50 

May.  June,  and  July....      30 

All  other  months 40 

If  written  application  is  filed  with  the 
market  administrator  on  or  before  the 
5th  day  of  any  month,  such  plant  may  be 
designated  a  nonpool  plant  for  such 
month  and  for  any  subsequent  months, 
except  such  plant  shall  be  a  nonpool 
plant  during  any  month  in  which  it 
would  be  subject  to  the  classification  and 
pricing  provisions  of  another  order  Issued 
pursuant  to  the  Act.  unless  a  greater  vol- 
ume of  fluid  milk  products  is  disposed  of 
from  such  plant  to  retail  or  wholesale 
outlets  and  pool  plants  in  the  Cedar 
Rapids-Iowa  City  marketing  area  than 
in  the  marketing  area  regulated  pur- 
suant to  such  other  order. 

2.  Delete  5  1070.14  and  substitute 
therefor  the  following : 

§  1 070. It      Producer   milk. 

"Producer  milk"  means  all  skim  milk 
and  butterfat  produced  by  producers 
which  Is: 

(a>  Received  at  a  pool  plant  directly 
from  producers;  or 

(b>  Diverted  from  a  pool  plant  to  a 
nonpool  plant  for  the  account  of  the 
operator  of  a  pool  plant  or  a  cooperative 
association,  subject  to  the  following: 

(1)  Such  diversions  may  be  without 
limit  during  the  months  of  April  through 
August,  but  not  be  for  more  than  25 
days'  production  of  any  producer  during 
any  other  month  and  milk  diverted  in 
excess  of  this  limit  shall  not  be  producer 
milk; 

(2)  Milk  so  diverted  for  the  account 
of  the  operator  of  a  pool  plant  shall  be 
deemed  to  have  been  received  at  the 
plant  from  which  diverted;  and 

(3)  Milk  so  diverted  from  the  plant 
of  another  handler  for  the  accoimt  of  a 
cooperative  association  shall  be  priced  at 
the  location  of  the  plant  from  which  di- 
verted. 

Signed  at  Washington,  DC.  on  Janu- 
ary 3.  1962. 

JamksT.  Ralph, 
Assistant  Secretary. 

[FR     Doc.     62  219:     Filed.     Jan.    8.     1962: 
8:52  am  I 


DEPARTMENT  OF  COMMERCE 

Bureau  of  International  Programs 

[File  23-777] 

ALLKOR  INDUSTRIE  UND  KOMMERZ 
IMPORT-EXPORT-BUERO  AND 
RUDOLF   ROHL 

Order  Denying   Export  Privileges  for 
an   Indefinite   Period 

The  Director,  Investigations  Staff,  Bu- 
reau of  International  Programs,  U.S. 
Department  of  Commerce,  applied  for  an 
order  which  would  deny  to  Allkor  In- 
dustrie und  Kommerz  Import-Export- 
Buero  and  to  Rudolf  Rohl,  Opemgasse 
36  5.  Vierma  IV,  Austria,  all  export 
privileges  for  an  indefinite  period  be- 
cause of  their  failure  to  furnish  respon- 
sive answers  to  written  interrogatories 
served  upon  them  in  connection  with  an 
investigation  being  conducted  imder  the 
authority  of  the  Export  Control  Act  of 
1949,  as  amended. 

This  application  was  made  pursuant  to 
$  382.15  of  the  Export  Regulations,  and 
in  acordance  with  the  practice  there- 
under, was  referred  to  a  Compliance 
Commissioner  of  the  Bureau  of  Inter- 
national Programs  who,  after  reviewing 
the  application  and  the  evidentiary 
materials  in  support  thereof,  recom- 
mended that  it  be  granted. 

After  reviewing  and  considering  the 
Compliance  Commissioner's  Report,  the 
application,  and  the  evidence  submitted 
in  support  of  the  anplication,  I  make  the 
following  findings: 

<1)  The  firm  Allkor  and  Rudolph 
Rohl,  its  director,  were  and  are  engaged 
in  business  and  located  in  Vienna, 
Austria,  where  service  of  a  subpoena 
upon  them  was  impracticable; 

(2)  A  proper  investigation  was  and 
is  being  conducted  by  the  Investigations 
Staff  of  the  Bureau  of  International  Pro- 
grams to  determine  whether  there  oc- 
curred, as  is  suspected,  an  unauthorized 
disposition  by  the  Allkor  firm  and  Rudolf 
Rohl  of  specific  electronic  equipment  ex- 
ported from  the  United  States,  namely, 
an  oscilloscope,  a  pulse  generator,  and 
two  oscilloscope  record-cameras; 

(3)  Written  interrogatories  were  duly 
served  upon  the  Allkor  firm  and  Rudolf 
Rohl;  and 

(4)  The  Allkor  firm  and  Rudolf  Rohl 
did  not  answer  the  interrogatories  within 
10  days  after  service  as  required  by  writ- 
ten notification  in  the  letter  of  interrog- 
atories, and  the  Allkor  firm  and  Rudolf 
Rohl's  response  to  the  letter  of  interrog- 
atories which  was  subsequently  furnished 
was  not  full,  direct,  and  responsive  to  the 
questions,  and  did  not  contain  satisfac- 
tory reasons  for  the  Allkor  firm  and  Ru- 
dolf Rohl's  not  furnishing  adequate  and 
responsive  answers. 

It  is  concluded  therefore  that  the  All- 
kor firm  and  Rudolf  Rohl,  without  rea- 
sonable cause  or  adequate  explanation, 
failed  and  refused  to  furnish  responsive 
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answers  to  the  interrogatories  duly 
served  upon  them  as  is  required  by 
§  382.15  of  the  Export  Regulations. 

Now,  therefore.  In  view  of  the  fore- 
going and  being  of  the  opinion  that  the 
following  order  Is  reasonable  and  neces- 
sary to  protect  the  public  interest  and 
to  achieve  effective  enforcement  of  the 
Export  Control  Act  of  1949,  as  amended, 
and  regulations,  licenses  and  orders  pur- 
suant thereto:  It  is  hereby  ordered: 

1.  All  outstanding  validated  export  li- 
censes in  which  respondents,  the  Allkor 
firm  and  Rudolf  Rohl,  or  either  of  them, 
appear  or  participate  as  purchaser,  in- 
termediate or  ultimate  consignee,  or 
otherwise,  are  hereby  revoked  and  shall 
be  returned  forthwith  to  the  Bureau  of 
International  Programs  for  cancellation. 

n.  Said  respondents,  their  successors 
or  assigns,  offlcers.  partners,  representa- 
tives, agents,  and  employees  hereby  are 
denied  all  privileges  of  participating,  di- 
rectly or  indirectly,  in  any  manner  or 
capacity,  in  any  exportation  of  any  com- 
modity or  technical  data  from  the  United 
States  to  any  foreign  destination,  in- 
cluding Canada.  Without  limitation  of 
the  generality  of  the  foregoing  denial  of 
export  privileges,  participation  in  an  ex- 
portation is  deemed  to  include  and  pro- 
hibit their  participation,  directly  or  in- 
directly, in  any  manner  or  capacity,  (a) 
as  parties  or  as  representatives  of  a  party 
to  any  validated  export  license  applica- 
tion, (b)  in  the  preparation  of.  filing  of 
any  export  license  application  or  of  any 
document  to  be  submitted  therewith,  (c) 
in  the  obtaining  or  using  of  any  vali- 
dated or  general  export  license  or  other 
export  control  docimient,  (d)  in  the  re- 
ceiving, ordering,  buying,  selling,  deliv- 
ering, using,  or  disposing  in  any  foreign 
country  of  any  commodities  or  technical 
data  in  whole  or  in  part  exported  or  to 
be  exported  from  the  United  States,  and 
(e)  in  the  storing,  financing,  forwarding, 
transporting,  or  other  servicing  of  such 
exports  from  the  United  States. 

m.  Tliis  denial  of  export  privileges 
shall  extend  not  only  to  the  respondents, 
but  also  to  any  person,  firm,  corporation, 
or  business  organization  with  which 
either  of  them  may  be  now  or  hereafter 
related  by  affiliation,  ownership,  control, 
position  of  responsibility,  or  other  con- 
nection in  the  conduct  of  trade  which 
may  Involve  exports  from  the  United 
States  or  services  connected  therewith. 

IV.  This  order  shall  remain  in  effect 
until  the  respondents  provide  satisfac- 
tory answers,  written  information  and 
documents  in  response  to  the  interroga- 
torie^Jieretofore  served  upon  them  or 
give  adequate  reasons  for  their  failure 
so  to  do,  except  insofar  as  this  order  may 
be  amended  q^  modified  hereafter  in  ac- 
cordance with^the  Export  Regulations. 

V.  During  the  time  when  any  respond- 
ent or  related  party  is  prohibited  from 
engaging  in  any  activity  within  the  scope 
of  Part  n  hereof,  no  person,  firm,  cor- 
poration, partnership  or  other  business 
organization,   whether    in    the    United 


States  or  elsewhere,  without  prior  dis- 
closure to  and  specific  authorization 
from  the  Bureau  of  International  Pro- 
grams, shall  do  any  of  the  following  acts, 
directly  or  indirectly,  in  any  manner 
or  capacity,  on  behalf  of  or  in  any  asso- 
ciation with  any  such  respondent  or 
related  party,  or  whereby  any  such 
respondent  or  related  party  may  obtain 
any  benefit  therefrom  or  have  any  in- 
terest or  participation  therein,  directly 
or  indirectly:  (a)  Apply  for,  obtain, 
transfer,  or  use  any  license,  shipper's 
export  declaration,  bill  of  ladinjg,  or 
other  export  control  document  relating 
to  any  exportation,  reexportation,  trans- 
shipment, or  diversion  of  any  commod- 
ity or  technical  data  exported  or  to  be 
exported  from  the  United  States,  by,  to 
or  for  any  such  respondent  or  related 
party  denied  export  privileges;  or  (b)  or- 
der, buy;  receive,  use,  sell,  deliver,  store, 
dispose  of,  forward,  transport,  finance,  or 
otherwise  service  or  participate  in,  any 
exportation,  reexportation,  transship- 
ment, or  diversion  of  any  commodity  or 
technical  data  exported  or  to  be  exported 
from  the  United  States. 

Dated:    December  27,  1961. 

Forrest  D.  Hockkrsicith. 
Acting  Director, 
Office  of  Export  Control. 

[F.B.     Doc.    62-196;     FUed,     Jan.     8.     1962; 
8:47  ajn.] 


CIVIL  AERONAUTICS  BOARD 

[Docket  13324  etc..  Order  No.  £-17900] 

TRANS  WORLD  AIRUNES,  INC. 

Order  of  Investigation  and  Suspension 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington,  D.C. 
on  the  4th  day  of  January  1962. 

In  the  matter  of  reduced  eastbound 
freight  rates  on  perishables  pn^xised  by 
Trans  World  Airlines.  Inc..  Dockets 
13324.   13307.   13309. 

By  tariff  revisions  marked  to  become 
effective  January  7.  1962.  Trans  World 
Airlines.  Inc.  (TWA)  proposes  signifi- 
cantly lower  rates  at  selected  weight 
breaks  on  gladioli,  iris,  fresh  fruits  and 
vegetables,  and  seafood  from  Los  Angeles 
and /or  San  Francisco  to  midwest  and 
eastern  markets.  The  proposals,  except 
for  that  on  seafood,  would  have  an  expiry 
date  of  June  30. 1962.  TWA  asserts  that 
gladioli  and  iris  have  considerably  higher 
densities  and  are  hardier  than  other 
species  of  fiowers.  that  California  flower 
growers  are  at  a  rate  disadvantage, 
which  the  proposals  would  reduce,  in 
eastern  markets  as  compared  with  Flor- 
ida growers:  that  the  proposals  on  fruits 
and  vegetables  would  divert  "quality^ 
shipments  from  siuface  transport;  that 
large  gains  in  traffic  are  expected  to  re- 
sult from  the  filings  on  flowers,  fruits 
and   vegetables,   and   that  such   gains 
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would  coincide  with  the  lowest  volume 
of  nonnal  eastbound  traffic. 

American  Airlines,  Inc.  < American* 
and  The  Plying  Tiger  Line  Inc.  (Tiger* 
have  filed  complaints  requesting  inves- 
tigation and  suspension  of  these  pro- 
posals. In  simunary.  the  complaints 
allege  that  the  proposals  are  below  com- 
petitive levels  and  would  dilute  carrier 
revenues  without  adequate  justification; 
that  there  is  no  difference  in  transpor- 
tation cost  characteristics,  warranting 
rate  differences  between  gladioli  and 
iris  and  other  species  of  cut  flowers :  that 
the  proposals  would  still  leave  Califor- 
nia growers  at  a  substantial  rate  dis- 
advantage in  comparison  with  Florida: 
that  large  quantities  of  fruits  and  vege- 
tables are  now  being  flown  from  Cali- 
fornia, and  it  is  very  doubtful  whether 
the  proposed  reductions  would  develop 
substantial  additional  volumes  of  traffic ; 
that  the  Board  had,  in  recent  actions, 
suspended  equal  or  even  higher  rates 
on  the  same  commodities;  and  that  the 
proposals   are   below   TWAs    operating 

costs. 

Upon  consideration  of  the  matters  of 
record,  the  Board  finds  that  the  rates 
proposed  may  be  unjust  or  unreason- 
able,   or    unjustly    discriminatory,    or 
unduly    preferential,    or    unduly    prej- 
udicial, and  should  be  investigated.    The 
rates  filed  would  significantly  undercut 
competitive  rates  in  effect  for  other  car- 
riers, by  almost  20  percent  for  gladioli 
and  iris,   almost   10  percent  for   fresh 
fruits  and  vegetables,  and  6  to  18  percent 
for  seafood.     For  fruits  and  vegetables. 
the  jrlelds  from  the  proposed  rates  would 
be  low  even  for  eastbound  movements 
(which   would    involve    directional    im- 
balance),   averaging    about    10.5    cents 
per   ton-mile,    ranging    as    low    as    9.7 
cents;  the  proposals  would  typically  be 
the  lowest  100  pound  rates  in  effect  for 
any  commodity  for  any  carrier  in  the 
markets  in  which  they  are  to  apply.    For 
gladioli  and  iris,  the  yields  would  aver- 
age approximately   12.5  cents  per  ton- 
mile,  significantly  low  for  flowers,  which 
have  traditionally  been  hauled  at  higher 
rates  than  numerous  other  commodities 
eastboimd.    Although  TWA  claims  that 
costs  of   transporting  gladioli   and   iris 
are    lower    than    on    other    species    of 
flowers,  it  presents  no  data  showing  that 
the  cost  decreases  are  reasonably   re- 
lated to  the  decreases  in  rates  proposed. 
The  reduced  rates  proposed  on  seafood 
are  also  on  a  low  level,  yielding   11.8 
cents  per  ton-mile,  for  which  TWA  of- 
fers no   justification.     Finally,   we    are 
not  convinced  on  the  basis  of  the  facts 
available    that    significant    volumes    of 
these  commodities  would  be  attracted  to 
air  transportation  from  existing  surface 
means. 

As  the  Board  has  previously  stated,  it 
is  important  that  the  industry  have 
"maximum  fiexibility  and  opportunity 
to  experiment  with  promotional  rates 
designed  to  increase  air  cargo  traffic," 
(Order  E-16432,  dated  February  24. 
1961).  but,  as  the  Board  added  at  that 
time,  such  experimentation  must  t>e 
"within  the  limits  imposed  by  the  rate- 
making  criteria  of  the  Act."  In  view 
of  the  significant  reductions  and  the  low 
levels  of  the  proposed  rates,  the  Board 
Is  not  satisfied  that  the  instant  proposal 
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meets  such  criteria.  Because  of  the  dilu- 
tion of  carrier  revenues  which  might 
result  from  the  application  of  the  fore- 
going rates,  the  Board  has  concluded,  in 
addition  to  instituting  an  investigation, 
to  suspend  the.se  portions  of  the  tariff 
revisions  and  defer  their  use  pending 
investigation. 

AccordinRly.  pursuant  to  the  Federal 
Aviation  Act  of  1958  and  particularly 
sections  204"  a  I    and  1002  thereof. 

It  ts  ordered.  That: 

1.  An  investigation  i.s  instituted  to 
determine  whether  the  rate.s  and  pro- 
vi.sions  desciibcd  in  Appendix  A  are. 
or  will  be,  unjust  or  unreasonable,  un- 
justly discriminatory,  unduly  preferen- 
tial, unduly  prejudicial,  or  otherwise  un- 
lawful, and  if  found  to  be  unlawful,  to 
determine  and  prescribe  the  lawful  rates 
and  provisions. 

2.  Pending  hearing  and  decision  by 
the  Board,  the  rates  and  provisions  de- 
scribed in  Appendix  A  •  are  suspended 
and  their  use  deferred  to  and  including 
April  6.  1962.  unless  otherwise  ordered 
by  the  Board  and  that  no  changes  t>e 
made  therein  during  the  period  of  sus- 
pension except  by  order  or  special  per- 
mission of  the  Board. 

3  The  complaints  in  Dockets  13307 
and  13309  are  consolidated  herein. 

4.  The  proceeding  ordered  herein  be 
assigned  for  hearing  l>efore  an  examiner 
of  the  Board  at  a  time  and  place  here- 
after to  be  designated. 

5.  Copies  of  this  order  shall  be  filed 
with  the  Uriff  and  shall  be  served  upon 
American  Airlines,  Inc..  The  Flying  Tiger 
Line  Inc.,  and  Trans  World  Airlines. 
Inc.,  which  are  hereby  made  parties  to 
this  proceeding. 

This  order  will  be  published  in  the 
Federal  Register. 

By  the  Civil  Aeronautics  Board 

[SEALl  Harold  R.  Sanderson. 

Secretary. 

|FR      Doc      62-217;     Piled.     Jan.     8.     1962. 
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Cim  SERVICE  COMMISSION 

PROFESSOR  OF  FOREIGN  AFFAIRS, 
NATIONAL  WAR   COLLEGE 

Notice  of  Increase  in  Minimum  Rote  of 
Pay 

Under  the  provisions  of  section  803  of 
the  Classification  Act  of  1949,  as  amended 
(68  Stat.  1106;  5  U.S.C.  1133),  pursuant 
to  5  CFR  25.103,  25.105,  the  Commission 
has  increased  the  minimum  rate  of  pay 
as  follows: 

For  the  position  of  GS- 130-1 5  Profes- 
sor of  Foreign  Affairs,  National  War 
College.  Fort  Leslie  J.  McNair,  Washing- 
ton, DC.  to  $15,030  'rate  e).  The  in- 
crease is  effective  the  first  day  of  the 
second  pay  period  which  begins  after 
January  9,   1962. 

United  States  Civil  Serv- 
ice Commission, 
(SEALl       Mary  V.  Wenzel, 

Executive  Assistant  to 
the  Commissioners. 


IFR      Doc.     62-204;     Filed,     Jan.     8.     1962; 
8:50    a.m  I 


Filed  as  part  of  the  original  document, 


FEDERAL  MARITIME  COMMISSION 

IDocket  No  964  (Sub-l)l 

ATLANTIC-GULF/PUERTO  RICO 
TRADE 

Investigation  of  Rates  and  Practices; 
Notice   of   Supplemental   Order 

On  December  21.  1961,  the  Federal 
Maritime  Commission  entered  the  fol- 
lowing Second  Supplemental  Order  to 
the  original  order  in  this  proceeding 
dat^  November  13,  1961. 

It  appearing  that  there  is  currently 
pending  in  this  proceeding  an  investiga- 
tion into  and  concerning  certain  rates 
and  practices  from  Atlantic  and  Gulf 
coast  ports  of  the  United  States  to  ports 
in  the  Commonwealth  of  Puerto  Rico 
which  k)ecame  effective  November  13. 
1961.  and  on  various  dates  thereafter; 
and 

It  further  appearing  that  A.  H.  Bull 
Steamship  Co.  and  American  Union 
Transport,  Inc.  have  been  named  re- 
spondents in  this  proceeding;  and 

It  further  appearing  that  there  has 
been  filed  with  the  Federal  Maritime 
Commission  (Commission)  by  the  A.  H. 
Bull  Steamship  Co.  a  7th  revised  page 
No  81  to  its  Outward  Freight  Tariff  No 
1,  FMB-F  No.  1  which  became  effective 
November  14.  1961.  which  page  contains 
a  new  provision  designated  as  "Note  G " 
providing  that  an  allowance  of  10  per- 
cent will  be  made  on  buses  stowed  on 
deck"  of  carriers  vessel  when  same  is 
for  the  convenience  of  the  carrier;  and 
It  further  appearing  that  said  allow- 
ance may  result  in  An  imjust  and  unrea- 
sonable rate  on  buses  which  has  been 
instituted  by  A.  H.  Bull  Steamship  Co 
solely  to  meet  the  competition  of  Ameri- 
can Union  Transport,  Inc.  whose  tariff 
publishes  similar  provisions,  i.e.  Rule  25. 
which  provides  that  an  allowance  of  10 
percent  will  be  made  on  vehicles  stowed 
on  deck"  of  the  carriers  vessel  when 
same  is  for  the  convenience  of  the  car- 
rier: and 

It  further  appearing  that  the  Commis- 
sion is  of  the  opinion  that  said  provisions 
as  well  as  the  rate  on  buses  and  vehicles 
to  which  they  apply  should  be  made  the 
subject  of  a  public  Investigation  and 
hearing  to  determine  whether  they  are 
just,  reasonable,  and  otherwise  lawful 
under  the  Shipping  Act.  1916.  as 
amended,  or  the  Intercoastal  Shipping' 
Act,  1933,  as  amended; 

Now  therefore  it  is  ordered.  That  this 
proceeding  be.  and  it  hereby  is,  ex- 
panded to  include,  in  addition  to  the 
matters  now  under  investigation,  an  in- 
vestigation of  and  a  hearing  concerning, 
the  lawfulness  under  the  Shipping  Act, 
1916,  as  amended,  or  the  Intercoastal 
Shipping  Act,  1933,  as  amended,  of  Note 
G  and  the  rate  on  Buses,  empty,  boxed 
or  unboxed",  published  on  seventh  re- 
vised page  No.  81  of  A.  H.  Bull  Steam- 
ship Co.s  Outward  Freight  Tariff  No.  1. 
FMB-F  No.  1.  and  of  Rule  25  on  third 
revised  page  No.  11  and  the  rate  on  ve- 
hicles published  on  first  revised  page  No. 
44  of  American  Union  Transport,  Inc.s 
Southbound  Freight  Tariff  No.  6,  PMB-F 
No.  6,  with  a  view  to  making  such  find- 
ings and  orders  in  the  premises  as  the 
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facts  and  circumstances  shall  warrant; 
and 

It  is  further  ordered.  That  all  subse- 
quent revisions  of  the  said  rates  and  pro- 
visions subsequently  filed  by  the  re- 
spondents in  this  proceeding,  be,  and  they 
are  hereby,  placed  under  investigation  Jn 
this  proceeding;  and 

It  is  further  ordered.  That  copies  of 
this  order  shall  be  filed  with  the  said 
tariff  schedules  in  the  Bureau  of  Do- 
mestic Regulation  of  the  Federal  Marl- 
time  Commission;  and 

It  is  further  ordered.  That  (I)  the  in- 
vestigation herein  ordered  be  assigned 
for  public  hearing  before  an  examiner  of 
the  Commission's  OfiQce  of  Hearing  Ex- 
aminers, at  a  date  and  place  to  be  de- 
termined and  announced  by  the  Chief 
Examiner,  to  receive  evidence  in  this 
proceeding,  which  will  provide  an  ade- 
quate record  for  proE>er  disposition  of 
the  issues  and  that  an  initial  decision 
be  issued;  (II)  a  copy  of  this  order  shall 
forthwith  be  served  upon  the  American 
Union  Transport,  Inc.  and  the  A.  H.  Bull 
Steamship  Co..  and  all  others  heretofore 
named  respondents  hereto ;  (rH)  the  said 
respondents  be  duly  notified  of  the  time 
and  place  of  the  hearing  ordered;  and 
irV)  this  order  and  notice  of  the  said 
hearing  be  published  in  the  Federal 
Register. 


Dated:  January  4, 1962. 


I 


By    order   of    the    Federal    Maritime 
Commission. 

Thomas  Lisi, 
Secretary. 

|PR     Doc.    62  210:     Piled,    Jan.    8.     1963; 
8:51  a.m.] 


FEDERAL  POWER  COMMISSION 

[Docket  No.  CP62-1281 

NORTHERN  NATURAL  GAS  CO. 

Notice  of  Application  and  Dot*  off 
Hearing 

December  26, 1961. 

Take  notice  that  on  November  22, 1961, 
as  supplemented  on  December  1,  1961, 
Northern  Natural  Gas  Company  (Ap- 
plicant), 2223  Dodge  Street.  Omaha  1, 
Nebraska,  filed  in  Docket  No.  CP62-128 
an  application  pursuant  to  section  7(b) 
of  the  Natural  Gas  Act  for  permission 
and  approval  to  abandon  its  Otis,  Kan- 
sas, Compressor  Station,  all  as  more  fully 
set  forth  in  the  application,  as  supple- 
mented, which  is  on  file  with  the  Com- 
mission and  oF>en  to  public  inspection. 

Applicant  states  that  this  500  HP. 
station  is  no  longer  used  due  to  the  de- 
pletion of  the  Otis  gas  field  in  Rush  and 
Barton  Counties,  Kansas.  Applicant 
further  states  that  the  two  250  H.P.  units 
comprising  the  station  are  obsolete  and 
cannot  efficiently  be  utilized  on  Its  sys- 
tem in  other  locations.  Applicant  has 
made  arrangements  to  sell  the  subject 
facilities  if  permission  and  approval  to 
abandon  are  received. 

The  Otis  compressor  facilities  were 
certificated  by  the  Commission  in  Docket 
No.  a-667  on  May  28.  1946. 

The  original  cost  of  the  subject  fa- 
cilities was  $101,911.  which  has  been  de- 
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predated  by  $90,311.  Applicant  proposes 
to  sell  the  facilities  for  $25,000. 

This  matter  Is  one  that  should  be  dis- 
posed of  as  promptly  as  possible  under 
the  applicable  rules  and  regulations  and 
to  that  end: 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  Jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natural  Gas  Act,  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  on  Janu- 
ary 30, 1962,  at  9:30  a.m.,  e.s.t.,  in  a  Hear- 
ing Room  of  the  Federal  Power  Commis- 
sion, 441 G  Street  NW.,  Washington,  D.C., 
concerning  the  matters  involved  In  and 
the  Issues  presented  by  such  application: 
Provided,  however.  That  the  Commission 
may.  after  a  noncontested  hearing,  dis- 
pose of  the  proceedings  pursuant  to  the 
provisions  of  S  1.30(c)  (1)  or  (2)  of  the 
Commission's  rules  of  practice  and  pro- 
cedure. Under  the  procedure  herein 
provided  for,  imless  otherwise  advised, 
it  will  be  imnecessary  for  Applicant  to 
appear  or  be  represented  at  the  hearing. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis- 
sion, Washington  25,  D.C.,  in  accordance 
with  the  rules  of  practice  and  procedure 
(18  CFR  1.8  or  1.10)  on  or  before  Jan- 
uary 19,  1962.  Failure  of  any  party  to 
appear  at  and  participate  In  the  hearing 
shall  be  construed  as  waiver  of  and  con- 
currence in  omission  herein  of  the  inter- 
mediate decision  procedure  in  cases 
where  a  request  therefor  is  made. 

Gordon  M.  Grant, 
Acting  Secretary. 

(Fit.    Doc.     61-312:     PUed,     Jan.    8.     1962; 
8:51  ajn.l 


(Docket  No.  CP62-371 

NORTHERN  NATURAL  GAS  CO. 

Notic*  of  Application  and  Date  of 
Hearing 

Janitart  3,  1962. 

Take  notice  that  on  August  15,  1961, 
Northern  Natural  Gas  Company  (Appli- 
cant), 2223  Dodge  Street.  Omaha,  Ne- 
braska, filed  In  Docket  No.  CP62-37  an 
application  pursuant  to  section  7(c)  of 
the  Natural  Gas  Act  for  a  certificate  of 
public  convenience  and  necessity  author- 
izing the  construction  and  operation  of 
field  facilities  to  enable  Applicant  to  take 
into  its  certificated  main  pipeline  system 
natiural  gas  which  will  be  purchased  from 
producers  thereof  from  time  to  time  dur- 
ing the  calendar  year  1962  at  a  total  cost 
not  to  exceed  $3,000,000.  with  no  single 
project  to  exceed  a  cost  of  $500,000.  all  as 
more  fully  ftt  forth  In  the  application 
which  Is  on  file  with  the  Commission  and 
open  to  public  inspection. 

The  purpose  of  this  "budget-type'  ap- 
plication is  to  augtnent  Applicant's  abil- 
ity to  act  with  reasonable  dispatch  in 
contracting  for  and  connecting  to  Its 
Pipeline  ssrstem  new  supplies  of  natural 
gas  In  various  producing  areas  generally 
coextensive  with  said  system. 
*  The  pr(^;)osed  facilities  would  be 
financed  fnwi  funds  on  hand  and  from 
funds  generated  through  operations. 
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This  matter  Is  one  that  should  be  dis- 
posed of  as  promptly  as  possible  imder 
the  applicable  rules  and  regulations  and 
to  that  end: 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natural  CJas  Act,  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  on  Jan- 
uary 30,  1962  at  9:30  ajn.,  e.s.t..  In  a 
hearing  room  of  the  Federal  Power  Com- 
mission, 441  G  Street  NW.,  Washington, 
D.C.,  concerning  the  matters  involved 
in  and  the  issues  presented  by  such  ap- 
plication: Provided,  however.  That  the 
Commission  may.  after  a  noncontested 
hearing,  dispose  of  the  proceedings  pur- 
suant to  the  provisions  of  S  1.30(c)  (1) 
or  (2)  of  the  Commission's  rules  of  prac- 
tice and  procedure.  Under  the  procedure 
herein  provided  for,  unless  otherwise  ad- 
vised, it  will  be  unnecessary  for  Applicant 
to  appear  or  be  represented  at  the  hear- 
ing. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Com- 
mission, Washington  25,  D.C.,  in  accord- 
ance with  the  rules  of  practice  and  pro- 
cedure (18  CFR  1.8  or  1.10)  on  or  before 
January  24,  1962.  Failure  of  any  party 
to  appear  at  and  participate  In  the  hear- 
ing shall  be  consthied  as  waiver  of  and 
concurrence  In  omission  herein  of  the 
intermediate  decision  procedure  in  cases 
where  a  request  therefor  is  made. 

Gordon  M.  Grant, 
Acting  Secretary. 

[YR.    Doc.     62-213:     FUed,    Jan.    8.     1962: 
8:51  ajn.] 


[Docket  No.  cn»62-122] 

EL  PASO  NATURAL  GAS  CO. 

Notice  of  Application  and  Dote  of 
Hearing 

January  3, 1962. 

Tjike  notice  that  on  November  14, 1961, 
El  Paso  Natural  CJas  Company  (Appli- 
cant), P.O.  Box  1492,  El  Paso.  Texas. 
filed  in  Docket  No.  (!;P62-122  an  applica- 
tion pursuant  to  section  7(c)  of  the  Nat- 
ural Gas  Act  for  a  certificate  of  public 
convenience  and  necessity  authorizing 
the  sale  and  delivery  of  additional  nat- 
ural gas  to  Northwest  Natural  Gas  Com- 
pany (Northwest  Natural),  an  existing 
customer,  for  resale  and  distribution  in 
the  communities  of  Scappoose  and  St. 
Helens,  Columbia  County,  Oregon,  and 
environs,  all  as  more  fully  set  forth  In 
the  application  and  exhibits  which  are  on 
file  with  the  Commission  and  open  to 
public  inspection. 

Applicant  proposes  to  make  delivery  to 
Northwest  Natural  at  the  existing  meas- 
uring and  regulating  station  located  at 
the  terminus  of  Applicant's  18-Inch  OJ>. 
Portland -Vancouver  sales  lateral  near 
Portland,  from  which  point  Northwest 
Natural  will  construct  the  necessary  con- 
necting line  and  the  distribution  systems 
at  Scappoose  and  St.  Helens. 

Northern  Natural  estimates  the  ftT>"ual 
and  peak  day  requirements  of  the*two 
communities  as  follows: 
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The  sale  by  Applicant  will  be  on  a 
firm  and  an  interruptible  basis.  The 
gas  will  be  used  for  residential,  commer- 
cial and  industrial  purposes  by  the  ulti- 
mate consumers. 

Service  under  this  application  is  pro- 
posed to  be  rendered  in  accordance  with 
revised  exhibits  to  service  agreements 
contained  in  Applicant's  FPC  Gas  Tariff. 
Original  Volume  No.  3.  which  revised 
exhibits  were  filed  concurrently  with  the 
instant  application. 

No  new  facilities  or  construction  are 
necessary  for  this  additional  service. 

This  matter  is  one  that  should  be  dis- 
posed of  as  promptly  as  possible  under 
the  applicable  rules  and  regulations  and 
to  that  end: 

Take  further  notice  that,  pursuant  to 
the  authority  contained  In  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections  7 
and  15  of  the  Natiiral  Gas  Act.  and  the 
Commission's  rules  of  practice  and  pro- 
cediire.  a  hearing  will  be  held  on  Feb- 
maiy  8.  1962.  at  9:30  a.m..  e.s.t..  in  a 
Hearing  Room  of  the  Federal  Power 
Commission.  441  G  Street  NW..  Wash- 
ington, D.C..  concerning  the  matters  in- 
volved in  and  the  Issues  presented  by 
such  application:  Promded,  however, 
That  the  Commission  may,  after  a  non- 
conteeted  hearing,  dispose  of  the  pro- 
ceedings pursuant  to  the  provisions  of 
I  1.30(c)  (1)  or  (2)  of  the  Commission's 
rules  of  practice  and  procedure.  Under 
the  procedure  herein  provided  for.  unless 
otherwise  advised,  it  will  be  unnecessary 
for  Applicant  to  appear  or  be  represented 
at  the  hearing. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Com- 
mlasicm,  Washington  25,  DC.  in  accord- 
ance with  the  rxiles  of  practice  and  pro- 
cedure (18  C:FR  1.8  or  1.10)  on  or  before 
January  26.  1962.  Failure  of  any  party 
to  appear  at  and  participate  in  the  he£h-- 
ing  shall  be  construed  as  waiver  of  and 
concurrence  in  omission  herein  of  the 
Intermediate  decision  procedure  in  cases 
where  a  request  therefor  is  made. 
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ness  at  Charlotte,  North  Carolina,  seek- 
ing an  order  authorizing  the  issuance  of 
$50,000,000.  principal  amount  of  First 
and  Refunding  Mortgage  Bonds  (Bonds) 
due  1992. 

On  or  about  February  7,  1962.  Appli- 
cant proposes  to  invite  bids  for»the  pur- 
chase of  the  Bonds,  which  will  be  dated 
February  I,  1962  and  which  will  bear 
interest  from  their  date  at  an  annual 
rate  to  be  fl.xed  by  competitive  bidding. 
The  Bonds  will  be  is.suod  under  Appli- 
cant s  Indenture,  dated  December  1. 
1927.  to  Guaranty  Tru.st  Company  of 
New  York  >  now  Morgan  Guaranty  Trust 
Company  of  New  York»,  as  Trustee,  as 
heretofore  supplemented  and  amended, 
and  as  to  be  further  supplemented  and 
amended  by  a  proposed  Supplemental 
Indenture  to  be  executed  by  Applicant 
and  the  above-mentioned  Trustee  and 
to  be  dated  as  of  February  1.  1962  The 
proceeds  from  the  proposed  sale  of  the 
Bonds  will  be  applied  and  used  by  Appli- 
cant for  the  purpose  of  financing  in  part 
the  cost  of  construction  of  additions  to 
its  electric  generating,  transmission  and 
distribution  facilities  and  also  for  reim- 
bursing, in  whole  or  in  part,  its  treasury 
for  expenditures  heretofore  made  and  to 
be  made  by  Applicant  for  such  purpose 
between  Septeml)er  1.  1961  and  Febru- 
ary 28,  1962,  including  payment  by  Ap- 
plicant of  any  short-term  notes  hereto- 
fore or  hereafter  issued  by  Applicant  for 
the  afore-mentioned  purposes  pending 
the  issuance  of  the  Bonds. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  the  22d 
day  of  January  1962.  file  with  the  Fed- 
eral Power  Commission,  Washington  25, 
D.C.,  petitions  or  protests  In  accordance 
with  the  requirements  of  the  Commis- 
sion's rules  of  practice  and  procedure 
(18  CFR  1.8  or  1.10>.  The  application 
is  on  file  and  available  for  public  in- 
spection. 

(30RD0N  M.  Grant. 
Acting  Secretary. 

|FR      Doc      62  215:     Piled.     Jan.     8.      1962. 
8:51   a.in  | 


Gordon  M.  Grant, 
Acting  Secretary. 
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I  Docket  No.  E-70181 

DUKE   POWER  CO. 
Notice  of  Application 

January  3,  1962. 
Take  notice  that  on  December  27, 
1961.  an  application  was  filed  with  the 
Federal  Power  Commission  pursuant  to 
section  204  of  the  Federal  Power  Act  by 
Duke  Power  Company  ( Applicant  >.  a 
corporation  organized  under  the  laws  of 
the  State  of  New  Jersey  and  qualified  to 
do  business  as  a  foreign  corporation  in 
the  States  of  North  Carolina  and  South 
Carolina,  with  its  principal  place  of  busi- 


I  Docket  No.  CI60-193  etc  1 

GLENN  F.  THOMAS  AND  GEORGE  W. 
BREWER  JR.   ET  AL. 

Notice  of  Applicotions  and  Date  of 
Hearing 

January  2.  1962. 
Glenn  F.  Thomas  b  George  W.  Brewer. 
Jr.,  d.b.a.  Thomas  L  Brewer,  Docket  No. 
CI60-193:  Brown  and  Key,  Inc..  Docket 
No.  CT60-816;  Wellshire  Development 
Company.  Docket  No.  CI61-25;  Kay 
Kimbell.Oil  Properties  (Operator)  et  al.. 
Docket  No  CI61-138:  Kay  Kimbell.  Oil 
Properties.  Operator.  Docket  No. 
CI61-154:  Benson-Montin-Greer  Drilling 
Corp..  Docket  No  CI6 1-156;  Gulf  Oil 
Corporation,  Docket  No.  CI61-197; 
Caulkins  Oil  Company,  Operator  (for 
Caulkins  Producing  Co.  et  al. ),  Docket 
No.  CI61-234:  Petroleum  Exploration, 
Inc.  of  Texas,  Docket  No.  CI61-669:  Gulf 
Oil  Corporation,  Docket  No.  CI61-820; 
E.  C.  Sidwell  et  al ,  Docket  No.  CI61-965; 
Val  R.  Reese  b  Associates,  Inc.,  Operator. 


Docket  No.  CI61-991;   Yates  Petroleum 
Corporation.  Docket  No.  CI61-993:  C.  H 
Lyons.  Sr.  et  al..  Docket  No.  CI61-1001 : 
Southwest  Production  Company.  Dockoi 
No.  CI6 1-1057 :  Texoma  Production  Com- 
pany. Docket  No.  CI61-1059;   The  Ohio 
Oil  Company.  Operator.  Docket  No.  CI61 
1072:  E.  C  Ware  et  al..  Docket  No.  CI61- 
1115:   The  Frontier  Refining  Company 
Docket    No     CI61-1139;    The    Frontier 
Refining     Company,     Operator     et     al  . 
Docket  No    CI61-1140:  Texas  Crude  Oil 
Company.  Operator   et   al..   Docket   No 
CI61-1218:  Jack  L  Burrell  et  al..  Docket 
No.  CI61-1223;  W.  P.  Luse  et  al..  Docket 
No   CI61-1224;  Keith  F.  Walker.  E>ocket 
No.  CI61-1239;   Robert  L.  Wolff.  Docket 
No.    CI61-1248:    Thelma   Conley    Oil    L 
Gas   Co.   et   al  ,  Docket  No.   CI61-1264: 
Bower.  Hall  &  Wetzel,  Docket  No.  CI61- 
1278;     Odessa     Natural     Gasoline     Co. 
Docket  No.  CI61-1319:  Rio  Sabine,  Inc 
Docket    No.     CI61-1379;     Alton    Coats, 
d.b.a..  Coats  DrilUng  Company.  Docket 
No.  CI61-1381;  Sinclair  Oil  L  Gas  Com- 
pany.  Docket  No.  CI61-1401;   Northern 
Pump  Company.  Docket  No.  CI61-1409; 
Champhn  Oil  b  Refining  Co.,  Docket  No. 
CI61-1426:  Socony  Mobil  Oil  Company. 
Inc  ,  Docket  No.  CI61-1431. 

Sun  Oil  Company,  Docket  No.  CI61- 
1432:    Cities    Service    Petroleum    Com- 
pany,   Docket    No.   CI61-1446:    Western 
Natural  Gas  Company,  Docket  No.  CI61- 
1454;    Hamilton  Brothers,   Ltd..  Docket 
No.  CI61-1458:   Appalachian  Land  and 
Development  Co  .  Docket  No.  CI61-1465; 
Tower    Service    Company.    Docket    No. 
CI61-1474;  Odessa  Natural  Gasoline  Co.. 
Docket  No.   CT81-1482;  John  J.  Eisner, 
Docket  No.  CI61-1487;  Clyde  J.  Brannan. 
Jr.  et  al .  Docket  No.  CI61-1506:  See-Tee 
Minin*r   Corp.   Docket   No.    CI61-1523; 
Charles    A.   Haynes    (Operator)    et   al.. 
Docket  No.  CI61-1536;  Deb  Oil  and  Gas 
Company.  Docket  No.  CI61-1540;   Gulf 
Oil  Corporation.  Docket  No.  CI61-1555; 
Bert  T.  Combs.  Docket  No.  CI61-1558: 
Rock   Island   Oil   b  Refining  Co..   Inc  . 
Docket  No.  CI61-1563;  Prior  Oil  Com- 
pany. Docket  No.  CI61-1577;  "Musgrove 
Drilling    Company.    Docket    No.    CI61- 
1698;  Queen  Gas  Company.  Docket  No 
CI61-1761 ;  W.  L.  Meadows  et  aL.  Docket 
No    CI61-1762;   Welcome  Gragg   Oil   b 
Gas   Company.   Docket   No.   CI61-1765; 
Paul  H.  Ash  said  M.  D.  Carey,  d.b.a., 
A.  b  C.  Oil  b  Gas  Co..  Docket  No.  CI61- 
1767;  James  Drilling  Corporation  et  al . 
Docket  No.  CI61-1768;  Midway  Oil  Com- 
pany. Docket  No.  CI61-1797;  HoUis  Ker- 
by  Oil  and  Gas  Co..  Docket  No.  CI61- 
1798;  Cooper  Gas  Company.  Well  No.  1, 
Docket  No.   C161-1801:   D.  A.  Dorward 
et  al..  Docket  No.  CI61-1802;  Laurel  Fork 
Oil  b  Gas  Company.  Docket  No.  CI61- 
1815:  Camden  Gas  Company.  Docket  No 
CI61-1816;    Blackwell    Zinc    Company, 
Inc.,  Operator.   Docket   No.   (7181-1817: 
Joseph  E.  Newman,  Operator,  Docket  No 
CI61-1820;    John   B.    Crawford,   Agent. 
Docket    No.    CI62-10;    Mutual    Drilling 
Company.    Inc.,    Docket    No.    (7162-11; 
Af  roma  Oil  and  Gas  Co..  Inc..  Docket  No. 
CI62-12;  Mallard  Petroleum.  Inc.  (Op- 
erator)    et    al..    Docket    No.    CI62-15; 
Woods  Exploration  Co..  Docket  No.  CI62- 
19;  Otis  Russell  (Operator).  Docket  No. 
CI62-20;  James  Duskey  Oil  and  Gas  Co  . 


•M   J  Moran  et  al  ,  Docket  No.  0161-1670. 
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Docket  No.  CI62-23;  P.  b  J.  Development 
Company,  Inc..  Docket  No.  CI62-24; 
Benjamin  K.  Harton.  Richard  W.  Thome 
and  James  Thorson,  Docket  No.  CI63-29; 
H.  F.  Sears,  Docket  No.  CI62-J0;  Robert 
B.  Stallworth,  Jr.,  d.b.a.,  Dominion  Oil 
L  Gas  Company.  Docket  No.  CI62-42; 
Palm  Petroleum  Corporation,  Docket  No. 
CI62-48;  Pioneer  Production  Corpora- 
tion, Docket  No.  CI62-50 ;  Henry  O.  Gos- 
sett,  Jr..  Docket  No.  CI62-51:  Consoli- 
dated Oil  b  Gas,  Inc.,  Docket  No.  CI62- 
54 ;  Belco  Petroleum  Corporation,  Docket 
No.  Cn62-55;  The  Ohio  Oil  Company 
'Operator)  et  al..  Docket  No.  CI62-71; 
Cities  Service  Petroleum  Company, 
Docket  No.  CI62-72;  Standard  Oil  Com- 
pany of  Texas.  Docket  No.  CI62-78; 
Irving  Pasternak,  Docket  No.  CI62-79; 
Irving  Pasternak,  Docket  No.  CI62-80: 
Kansas  Natural  Gas  Inc.,  Docket  No. 
CI62-95;  Sinclair  Oil  b  Gas  Company, 
'Docket  No.  CI62-96;  Twin  Gas  Company, 
Docket  No.  (7162-98;  Texaco  Inc.,  Docket 
No.  CI62-138;  Olin  Gas  Trajismlssion 
Corporation,  Docket  No.  CP61-255. 

Take  notice  that  each  of  the  above  Ap- 
plicants has  filed  an  application  pur- 
suant to  section  7(c)  of  the  Natural  Gas 
Act  for  a  certificate  of  public  convenience 
and  necessity  authorizing  the  construc- 
tion and  operation  of  facilities  and  the 
sale  of  natural  gas  in  interstate  com- 
merce, as  hereinafter  described,  all  as 
more  fully  represented  in  the  respective 
applications,  amendments  and  supple- 
ments thereto  which  are  on  file  with  the 
Commission  and  open  to  public  inspec- 
tion. 

The  Applicants  herein  produce  and 
propose  to  sell  natural  gas  for  transpor- 
tation in  interstate  commerce  for  re- 
sale as  indicated  below: 

Docket  No..  Field   and  Location.  Purchaser. 
Price  per  Mcf 

CI60-193:   Acreage  In  Meade  County.  Kans.. 

Panhandle  Eastern  Pipe  Line  Co.;  18.0  cents 

at  14.65  psla. 
CI60-816;      Langlle-Mattlx     Oil     Pool,     Lea 

County.  N.  Mex.;  E  Paso  Natural  Oaa  Co.; 

6  5  cents  at  14,65  psla. 
0161-25:     Fulcher    Kutz    Field.    San    Juan 

County,  V.  Mex.;  El  Paso  Natural  Oas  Co.; 

13  0  cents  at  15.025  psla. 
CI61-138;    Acreage  In  San  Juan  County,  N. 

Mex.;  El  Paso  Natural  Gas  Co.;   13.0  cents 

at  15.025  psla. 
CI6 1-154;   Acreage   In  San  Juan  County,  N. 

Mex.;   El  Paso  Natural  Gas  Co.;   13.0  cents 

at  15  025  psla. 
CI61-156    (as  Supp.);    Blanco  PleM.  Blanco 

Mesaverde    Field,    and    Dakota   Field,   Rio 

Arriba  County.   N.  Mex.;    Kl  Paao  Natural 

C-xs  Co.;  13  0  cents  at  15.025  psla. 
CI61-197   {as  Supp.);   Ballard  Field.  Rio  Ap- 

rlb.i  County.  N.  Mex.;  El  Paso  Natural  Gas 

Co;  13  0  cents  at  15.025  psla. 
CICl  234;   Acreage  In  Rio  Arriba  County.  N. 

Mex  ;   El  Paso  Natural  Gas  Co.;   13.0  cents 

at  15.025  psla. 
ri6l  669:    Share-Mlsslsslpplan   Field,   OchU- 

tree   County,  Tex.;    Transwestem  Pipeline 

Co;   17  0  cents  at  14.65  psla. 
CI61  820;   Wiilte  City  Area.  Eddy  County.  N. 

Mex  ;  Transwestem  Pipeline  Co.;  16.0  cents 

at  14  65  psla. 
CI61  965   (as  Supp.);  East  Panhandle  Field. 

t'olllng.sworth  County.  Tex.;   El  Paso  Nat- 
ural Gas  Co  ;  12  0  cents  at  14.65  psla. 
CI61  991;    Acreage    In    Rio    Arriba    County. 

N  Mex  ;  El  Paso  Natural  Gas  Co.;  13.0  cents 
at  15  025  psla. 
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CI61-008;  Atoka-Penn  Field.  Eddy  County. 
N.  Mex.;   Ttanswestern  Pipeline  Co.;    16.0 
cents  at  1446  psla. 
CI61-1001:     Bmwood    West    Field.    Beaver 
County.  Okla.;  TTanswestern  Pipeline  Co.; 
list  cents  at  14.85  psla. 
CI61-1057;  San  Juan  Field.  San  Juan  County. 
N.  Mex.;    El  Paso  Nattiral   Gas   Co.;    13.0 
cents  at  IS.oas  psla. 
CX61-1060;  Luther  HIU  Field.  Ellis  County, 
CNda.;    Transwestem    Pipeline    Co.;     17.0 
cento  at  14.65  psU. 
CI61-1072;    Kutz    Canyon    Area,    San    Juan 
County,  N.  Mex.;  El  Paso  Natural  Gas  Co.; 
13.a cento  at  15.025  psla. 
CI61-1116:  Tug  River  District,  Mingo  Coun- 
ty, W.  Va.;  United  Fuel  Gas  Co.;  23.0  cento 
at  15.326  psU. 
CI61-11S9;  West  Kutz  Area.  San  Juan  Coun- 
ty, W.  Vs.;  United  Fuel  Gas  Co.;  23.0  cento 
cento  at  15.025  psla. 
CI01-114O:  West  Kutz  Area.  San  Juan  Coun- 
ty, N.  Mex.;  El  Paso  Natural  Oas  Co.;  13.0 
cento  at  15.025  psla. 
CI61-iai8;   Worsbam  Field.  Reeves  County. 
Tex.;  Transwestem  Pipeline  Co.;  16.0  cento 
at  14.65  psla. 
CI61-12a3;   Acreage   In  Waha  Field.  Reeves 
and   Pecos   Counties,    Tex.;    Transwestem 
Pipeline  Co.;  16.0  cento  at  14.65  psla. 
CI61-12a4;    Acreage  In  Waha  Field.   Reeves 
and  Peoos   Counties,   Tex.;    Transwestem 
«  Pipeline  Co.;  16.0  cento  at  14.65  psla. 
CI61-1230;     South     Dixie     Area.     JeCferson 
Cotmty,  Okla.;  Lone  Star  Oas  Corp.;   15.0 
cento  at  14.65  psla. 
CI61-ia48;     Court     House     District.     Lewis 
County,  W.  Va.;   Equitable  Gas  Co.;   25  0 
cento  at  15.325  psla. 
CI61-1264;     Washington    District.     Calhoun 
County,  W.  Va.;    Hope   Natural   Gas  Co; 
25.0  cento  at  15.325  psla. 
CI61-1278;   Freeman's   Creek  District,  Lewis 
County,  W.  Va.;    Hope   Natural   Gas  Co; 
26.0  cento  at  15.325  psla. 
Ciei-1319;   Follet,  North  Morrow,  and  Un- 
designated. Lipscomb  County,  Tex.;  Trans- 
westem Pipeline  Co.;   17.0  cento  at  14.65 
psla. 
CI61-137S  (as  Supp.);  North  Carthage  Field; 
Panola     and     Harrison     Counties.     Tex.; 
Arkansas  Louisiana  Gas  Co.;  15.0  cento  at 
14.65  psla. 
CI61-IS81:  North  Carthage  Field.  Panola  and 
Harrison  Counties,  Tex.;  Rio  Sabine,  Inc.; 
15.0  at  14.66  psla. 
CI61-1401  (as  Supp.) ;  Worsham  Field.  Reeves 
Coimty  Tex.;   Transwestem  Pipeline   Co.; 
16.0  cento  at  14.65  psla. 
CI61-140B;    Texana   Field,   Jackson   County, 
Tex.;    Tennessee    Gas    Transmission    Co.; 
I5.3S333  cento  at  14.65  psla. 
Ciei-14a6;  Unspecified,  Texas  County,  Okla.; 
Panhandle  Eastern  Pipeline  Co.;  16.0  cento 
at  14.65  psla. 
CI61-1431:    Kermlt   Field.    Winkler    County, 
Tex.;  Transwestem  Pipeline  Co.;  16.0  cento 
at  14.65  psU. 
CI61-1433;  Waha  Field.  Pecos  County.  Tex ; 
Transwestem  Pipeline  Co.;    16.0  cents  at 
14.65   psla. 
CI61-1446;  Unspecified  Texas  County.  Okla.; 
Panhandle  Eastern  Pipeline  Co.;  16.0  cento 
at  14.65  psla. 
CI61-1454;  Hlway  and  Farmlngton  Areas.  San 
Juan  CJounty.  N.  Mex.;  El  Paso  Natural  Gas 
Co.;  13.0  cento  at  15.025  psla. 
CI61-1458;    Canorlck    Field.    Texas    County. 
Okla.;  Kansas-Nebraska  Natural  Gas  Co., 
Inc.;  16.8  cento  at  14.65  psla. 
CI61-1465;   Fteeman's  Creek  District,  Lewis 
County,  W.  Va.;  Hope  Natural  Gas  Co.;  25.0 
cento  at  16.325  psla. 
CI61-1474:  OoUlns  Settlement  District,  Lewis 
County,  W.  Va.;   Hope  Natural   Oas  Co.; 
26.0  cento  at  16.325  psla. 
CI61-1482;   Undesignated,  Eddy  County.   N. 
Mex.;  Transwestem  Pipeline  Co.;  16.0  cento 
at  14.66  psla. 
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CI61-1487;      Elmwood-Camp     Creek     Field. 
Beaver  County,  Oklahoma.;  Northern  Na- 
tural Gas  Co.;   17.0  cento  at  14.65  psla. 
CI61-1506;    Sonora    Field,    Sutton    County, 
Tex.;   El  Paso  Natural  Gas  Co.;    15.70925 
cento  at  14.65  psla. 
CI61-1523;    Twin    Motmds  Area.   San   Juan 
Coxmty.  N.  Mex.;  El  Paso  Natural  Oas  Co.; 
13.0  cento  at  15.025  psla. 
CI61-1536;    Mesa  Vista  McKee  Field,  Pecos 
CkJtinty,  Tex.;  Transwestem  Pipeline  Co.; 
16.0  cento  at  14.65  psla. 
CI61-1540;  Warren  District,  Upshur  County, 
W.  Va.;  Equitable  Gas  Co.;   25.0  cento  at 
15.325  psla. 
CI61-1555:    Palmer    Field,    Barber    County, 
Kans.;  Cities  Service  Gas  (So.;  13.0  cento  at 
14.65  psla. 
CI61-1563;  North  Scarborough  Field.  Winkler 
County,  Tex.;    El  Paao  Natural   Oas  Co.; 
9.0  cento  at  14.65  psla. 
CI61-1577;  Flnster-Trees.  Court  Houas  Dis- 
trict, Lewis  County.  W.  Va.;  Eqtiltable  Oas 
Co.;  25.0  cento  at  15.325  psla. 
CI61-1558:  Nunnery  Branch  of  Johns  Creek. 
Floyd  County,  Ky.;  Kentucky  West  Virginia 
Gas  Co.;  18.0  cento  at  15.325  psla. 
CI61-1670;   Freeman's  Creek  District,  Lewis 
County,  W.  Va.;  Hope  Natural  Oas  Co.;  26.0 
cento  at  15.325  psla. 
(^61-1698;     Hugoton     Oas     Field,     Finney 
County,  Kans.;   Kansas-Nebraska  Natural 
Gas  Co..  Inc.;  11.0  cento  at  14.65  psla. 
(3161-1761;  Hodgesvllle,  Warren  District,  Up- 
shur Cotmty,  W.  Va.;  Hope  Natural  Oas 
Co.;  25.0  cento  at  15.325  psla. 
CI61-1762;   Union  District.  Ritchie  County. 
W.  Va.:  Hope  Nattiral  Gas  (Do.;  25.0  cento 
at  15.325  psla. 
CI61-1765;    Spruce   Creek,   DeKalb   District. 
Gilmer  County;  Hope  Natural  Oas  <3o.:  25.0 
cento  at  15.325  psla. 
CI61-1767;     Court     House     District,     Lewis 
County.  W.  Va.;   Equlteble  Oas  Co.;   25.0 
cento  at  15.325  psla. 
CI61-1768  (as  Supp.);  Washington  District. 
Calhoun  County,  W.  Va.;  Hope  Natiu^  Oas 
Co.;  25.0  cento  at  15.325  psla. 
CI61-1797;  Braman  Area.  Kay  County.  Okla.; 
Arkansas  Louisiana  Gaa  Co.;  11.0  cento  at 
14.65  psla. 
CI61-1798;    Lee    District,    Calhoxin    Ckmnty. 
W.  Va.;  TLape  Natural  Oas  Co.;  25.0  cento  at 
15.325  psla. 
CI61-1801:  DeKalb  District.  OUmer  CJounty, 
W.  Va.;  Hope  Natural  Gas  Co.;  25.0  cento  at 
15.325  psla. 
CI61-1802;  Glenvllle  District,  Gilmer  County, 
W.  Va.;  Hope  Nattiral  Gas  Co.;  25.0  cento  at 
15.325  psla. 
CI61-1815;   Union  District,  Ritchie  Coimty, 
W.  Va.;  Equitable  Gas  C3o.;  25.0  cento  at 
15.325  psla. 
CI61-1816;  DeKalb  District,  Gilmer  County, 
W.  Va.;  Hope  Natural  Gaa  Co.;  25.0  cento  at 
15.325  psia. 
CI61-1817;  Laverne  Gas  Field,  Harpo*  County, 
Okla.;  Northern  Natural  Gas  Co.;  17.0  cento 
at  14.65  psla. 
CI61-1820;    Belprle    Field,   Edwards   County, 
Kans.;  Northern  Natural  Gas  Co.;  13.5  cento 
at  14.65  psia. 
CI62-10;     Troy     District,     Gilmer     County, 
W.  Va.;   Equlteble  Gas  Co.;  25.0  cento  at 
15.325  psia. 
CI62-11:   Skin  Creek  District,  Lewis  (bounty, 
W.  Va.;    Equlteble  Gas  Co.;   25.0  cento  at 
15.325  psla. 
CI62-12;    Rlggs  Area.  GoUad  County,   Tex.; 
United  Gas  Pipe  Line  Co.;  12.1536  cento  at 
14.65  psia. 
CI62-15;  Azalea  Field,  Midland  County,  Tex.; 
Phillips  Petroleum  Co.;  12.5  cento  at  14.66 
psia. 
CI62-19;  Southeast  Sterling  Field,  Comanche 
County,  Okla.;  Cities  Service  Gas  Co.;  15.0 
cento  at  14.65  psla. 
CI62-20;    West    El    Campo    Area,    Wharton 
County,  Tex.;  Tennessee  Gas  Transmission 
Co.;  14.5  cento  at  14.65  psla. 
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CI62-23:     Lee     DUtrlct.     Calhourt     County, 
W.  Va  :  Hope  Natural  Gaa  Co  ;  25  0  cents  at 
15335  p«la. 
0162-34:     Eagle    District.    Harrison    County 
W.  Va  :  Hope  Natural  Oa«  Co  ;  35  0  cents  at 
15  325  psla 
CI63-39:    Acreage    In   San    Juan    County.    N 
Mex  :  El  Paso  Natural  Oa«  Co  :  12  0  cents  at 
15  035  pela. 
CI6a-30;  West  Panhandle  Pleld.  Hutchinson. 
Moore,  and  Potter  CounUes.  Tex  ;  Colorado 
Interstate  Gas  Co.;  12  0  cenU  at  14  85  psla 
CI62-42:  Union  District.  Clay  County.  W   Va 
United  Fuel  Gaa  Co  ;   23  0  cent*  at   15  325 
pela. 
0163-48:     Weesatche    Pleld.    Goliad    County. 
Tea.;  United  Gas  Pipeline  Co  ;  12  1536  cent* 
at  14  65  pala. 
CI63-60;  Acreage  In  Ochiltree  County.  Tex  : 
Northern   Natural  Gaa    Co  ;    17  0   cent^   at 
14  65  pftla 
CI62-61;  Troy  District  and  OlenvlUe  District. 
Ollmer  County.  W.  Va.;  Equitable  Gas  Co  ; 
35.0  cents  at  15  335  psla. 
CI63-54:   Cotton  Valley  Pleld.  Weld  County. 
Colo.;    Kansas-Nebraska   Natural   Gas   Co 
Inc.;  12.0  cents  at  16.4  psla. 
CI62-55;  Birch  Creek  Area,  Sublette  and  Lin- 
coln Covmtles,  Wyo.;  Mountain  Puel  Sup- 
ply Co.;   15.0  cents  at  14.65  psla. 
CI6a-71;  Calhoun  Pleld.  Lincoln  Parish.  La  : 
Texas  Gas  Transmission  Corp  ;   18.75  cents 
at  15.025  psla. 
CI62-73;    Camrlck    Southeast   Pleld.    Beaver 
county.  Ckla.;  Natural  Gas  Pipeline  Co   of 
America;  17.0  cents  at  14.65  psla. 
CI63-78;     Escrlto-Oallup    Pool.    Rio    Arriba 
Ctounty.  N.  Mex.;  El  Paso  Natural  Gas  Co  : 
11.0  cents  at  15.025  pela. 
0162-78;    Acreage  In  LaPlata  County.  Colo.; 
El    Paso    Natural    Gas    Co.;    13.0   cents    at 

15.025  psla. 

CI62-80;   Acreage  In  LaPlata  County,  Colo  : 
Kl    Paso   Natural    Gas    Co ;    13  0    cents    at 

15.026  psla. 

CI62-05;   Acreage  In  Sherman  County.  Tex.; 

Phillips  Petroleum  Co.;   10.0  cents  at  14  65 

psla. 
CI63-96;  Brown-Bassett  Pleld.  Terrell  Coun- 
ty.  Tex.;    El  Paso  Natural   Gaa  Co ;    16  0 

cents  at  14.65  psla. 
OI62-98;  Tatums  Pleld.  Carter  County.  Okla  : 

Lone  Star  Gas  Co.;  16.0  cents  at  14.65  psla. 
CI62-138;    Eumont    Pleld.    Lea    County.    N. 

Mex.;    El  Paso  Natural  Gas   Co.;    15  11144 

cents  at  14.65  psla. 
CP61-265;  North  Carthage  Pleld.  Panola  and 

Harrison  Counties.  Tex.;  Rio  Sabine,  Inc  : 

4.0  cents  at  14.65  psla. 

The  public  convenience  and  necessity 
require  that  these  matters  be  heard  on 
a  consolidated  record  and  disposed  of  as 
promptly  as  possible  under  the  appli- 
cable rules  and  regulations  and  to  that 
end: 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jtirisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections  7 
and  15  of  the  Natural  Gas  Act,  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  on  Febru- 
ary 6,  1962,  at  9:30  a.m.,  est.,  in  a  hear- 
ing room  of  the  Federal  Power  Commis- 
sion, 441  G  Street  NW.,  Washington, 
D.C.,  concerning  the  matters  involved  in 
and  the  issues  presented  by  such  applica- 
tions: Provided,  however.  That  the  Com- 
mission may  after  a  non-contested  hear- 
ing, dispose  of  the  proceedings  pursuant 
to  the  provisions  of  §  1.30(c)  (1)  or  (2) 
of  the  Commission's  rules  of  practice 
and  procedure.  Under  the  procedure 
herein  provided  for,  unless  otherwise  ad- 
tlsed.  It  will  be  unnecessary  for  Appli- 
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cants  to  appear  or  be  represented  at  the 
hearing 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis- 
sion. Washington  25.  DC.  in  accordance 
with  the  rules  of  practice  and  procedure 
1 18  CFR  1  8  or  1  10»  on  or  before  Janu- 
ary 24.  1962  Failure  of  any  party  to 
appear  at  and  participate  in  the  hearing 
shall  be  construed  as  waiver  of  and  con- 
currence in  omission  herein  of  the  in- 
termediate decision  procedure  in  cases 
where  a  request  therefor  is  made:  Pro- 
vided, further.  If  a  protest,  petition  to 
intervene,  or  notice  of  intervention  be 
timely  filed  in  any  of  the  above  dockets, 
the  above  hearing  date  as  to  that  docket 
will  be  vacated  and  a  new  date  for  hear- 
ing vtill  be  fixed  as  provided  in  §  1.20 
I  mi '2'  of  the  rules  of  practice  and 
procedure. 

Gordon  M    Grant. 
Acting  Secretary. 
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SECURITIES  AND  EXCHANGE 
COMMISSION 

IPlle  No.  812-14191 

EQUITY  ANNUITY  LIFE  INSURANCE 
CO. 

Notice  of  Application  for  Relief 
From   Undertaking 

January  2,  1962. 

Notice  is  hereby  given  that  Equity  An- 
nuity Life  Insurance  Company  CEalic" ) , 
2480  16th  Street  NW..  Washington.  DC, 
an  open-end  investment  company  regis- 
tered under  the  Investment  Company 
Act  of  1940  ("Act")  has  fUed,  pursuant 
to  section  6ic)  of  the  Act.  an  applica- 
tion for  an  order  of  the  Commission  re- 
lieving Ealic  from  its  undertaking  to 
maintain  reserves  for  variable  annuity 
contracts  in  the  pay-out  period  of  not 
less  than  125  percent  of  the  reserves  re- 
quired for  such  contracts  by  the  Life 
Insurance  Act  of  the  District  of  Colum- 
bia ("Insurance  Act").  This  undertak- 
ing was  made  in  connection  with  an 
earlier  application  by  Ealic  to  exempt 
Ealics  issuance  of  variable  annuity 
contracts  from  certain  provisions  of  the 
Act.  including  the  prohibitions  of  sec- 
tion ISifxl)  against  the  issuance  of 
senior  securities. 

The  Commissions  Order  of  February 
25,  1960  (Investment  Company  Act  Re- 
lease No.  2975),  granted  the  requested 
exemption  and  the  Commission's  find- 
ings and  opinion,  on  the  basis  of  which 
such  order  was  issued,  referred  to  this 
undertaking  as  one  of  the  substantial 
protections  which  exist  to  minimize  the 
possibility  that  the  risks  involved  in 
selling  and  administering  the  variable 
annuity  and  insurance  contracts  and 
the  mortality  risks  inherent  in  the  vari- 
able annuity  contracts  will  not  devolve 
upon  the  variable  annuity  contract 
holders. 

Ealic  points  out  that  since  the  Com- 
missions  order  of  Febi-uary  25,  1960.  the 


Insurance  Act  has  been  amended  to  pro- 
vide for  the  establishment  of  separate 
accounts  in  connection  with  the  issuance 
of  variable  annuity  contracts.  Among 
other  things,  the  new  law  provides  that 
"Any  surplus  or  deficit  which  may  arise 
in  any  such  separate  account  by  virtue 
of  mortality  experience  shall  be  adjusted 
by  withdrawals  from  or  additions  to  such 
account  so  that  the  assets  of  such  ac- 
count shall  always  equal  the  assets  re- 
quired to  satisfy  the  company's  obliga- 
tions for  such  variable  payments."  The 
new  law  also  provides  that  "the  assets  of 
such  separate  account  shall  not  be 
chargeable  with  liabilities  arising  out  of 
any  other  business  the  company  may 
conduct." 

The  application  states  that  because  the 
new  law  insulates  the  assets  held  in  the 
separate  account  from  the  other  li- 
abilities of  the  company,  and  requires 
that  the  assets  in  such  segregated  ac- 
count must  always  equal  the  liability  of 
the  company  under  variable  annuity 
contracts,  maintenance  of  the  additional 
reserve  of  25  percent  is  no  longer  neces- 
sary to  assure  the  financial  Integrity  of 
such  account. 

In  this  connection  Ealic  points  out 
that,  in  accordance  with  its  undertaking 
in  connection  with  the  Commission's 
order  of  February  25,  1960,  it  will  con- 
tinue to  reinsure  all  of  its  liabilities 
incurred  as  a  result  of  the  life  and  dis- 
ability insurance  written  In  connection 
with  variable  annuity  contracts  and  that 
it  does  not  presently  intend  to  Issue  any 
other  form  of  conventional  insurance. 

Section  6(c)  of  the  Act  authorizes  the 
Commission  by  order  upon  application 
to  exempt,  conditionally  or  uncondi- 
tionally, any  transaction  from  any  pro- 
vision of  the  Act  or  of  any  rule  or  regu- 
lation thereunder,  if  and  to  the  extent 
that  the  Commission  finds  that  such 
exemption  is  necessary  or  appropriate  in 
the  public  interest  and  consistent  with 
the  protection  of  investors  and  the  pur- 
poses fairly  intended  by  the  policy  and 
provisions  of  the  Act. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  Jan- 
uary 16,  1962.  at  5:30  p.m.,  submit  to  the 
Commission  in  writing  a  request  for  a 
hearing  on  the  matter  accompanied  by  a 
statement  as  to  the  nature  of  his  interest, 
the  reason  for  such  request  and  the  is- 
sues of  fact  or  law  proposed  to  be  contro- 
verted, or  he  may   request  that  he  bo 
notified  if  the  Commission  shall  order  a 
hearing  thereon.    Any  such  communica- 
tion   should    be    addressed:    Secretary. 
Securities   and   Exchange   Commission. 
Washington  25,  DC.    A  copy  of  such  re- 
quest shall  be  served  personally  or  by 
mail  (airmail  if  the  person  being  served 
is  located  more  than  500  miles  from  the 
point  of  mailing )  upon  applicant.    Proof 
of  such  service  (by  affidavit  or  in  case 
of    an    attorney-at-law    by    certificate! 
should  be  filed  contemporaneously  with 
the  request.    At  any  time  after  said  date, 
as  provided  by  Rule  0-5  of  the  rules  and 
regulations  promulgated  under  the  Act. 
an  order  disposing  of   the   application 
herein  may  be  issued  by  the  Commission 
upon  the  basis  of  the  showing  contained 
in  said  application,  unless  an  order  for 
hearing  upon  said  application  shall  be  is- 


Tucsday,  January  9,  1962 

sued  upon  request  or  upon  the  Commis- 
sion's own  motion.  i 

By  the  Commission. 


I  seal! 


Orval  L.  DtrBois, 
Secretary. 


|FR      Do<-      62   194.     Filed,     Jan.     8,     1962; 
8:47a.m.| 


INTERSTATE  COMMERCE 
COMMISSION     ' 

FOURTH   SECTION  APPLICATIONS 
FOR   RELIEF 

January  4, 1962. 
Protests  to  the  granting  of  an  applica- 
tion must  be  prepared  in  accordance  with 
Rule  40  of  the  general  rules  of  practice 
(49  CFR  1.40)  and  filed  within  15  days 
from  the  date  of  publication  of  this  no- 
tice in  the  Federal  Register. 

Lonc-and-Short  Hattl 

FSA  No.  37498:  Cement  from  Ironton. 
Ohio.  Filed  by  Traffic  Executive  Asso- 
ciation-Eastern Railroads,  Agent  (E.R. 
No.  2595),  for  interested  rail  carriers. 
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Rates  on  cement,  hydraulic,  natural  or 
Portland,  in  carloads,  from  Ironton, 
Ohio,  to  specified  points  in  Kentucky, 
North  Carolina,  Virginia,  and  West 
Virginia. 

Oroimds  for  relief:  Market  competi- 
tion. 

Tariffs:  Supplement  112  to  Traffic 
Executive  Association-Eastern  Railroads 
tariff  I.C.C.  3826  (Hinsch  series)  and 
suiH)lement  34  to  Norfolk  and  Western 
Railway  Company  tarifif  I.C.C.  9685. 

FSA  No.  37409:  Wrought  iron  or  steel 
pipe  to  Sharpstovon.  Tex.  Filed  by 
Southwestern  Freight  Bureau,  Agent 
(No.  B-8128).  for  interested  rail  carriers. 
Rates  on  wrought  iron  or  steel  pipe,  and 
related  articles.  In  carloads,  from  spec- 
ified points  in  official,  western  tnmk- 
line,  southwestern  and  southern  terri- 
tories, to  Sharpstown,  Tex. 

Grounds  for  relief:  Market  competi- 
tion. 

Tariff:  Supplement  260  to  Southwest- 
em  Freight  Bureau  tariff  I.C.C.  4116. 

Aggbegate-of-Intermidiates 

FSA  No.  37500:  Commodities  between 
points  in  Texas.  Filed  by  Texas-Louisi- 
ana Freight  Bureau.  Agent  (No.  426) ,  for 
interested  rail  carriers.  Rates  on  motor 
fuel  anti-knock  compound,  in  tank-car 
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loads,  from  Chaison,  Tex.,  to  specified 
points  in  Texas. 

Grounds  for  relief:  Maintenance  of 
depressed  rates  published  to  meet  intra- 
state competition  without  use  of  such 
rates  as  factors  in  constructing  com- 
bination rates. 

Tariff:  Supplement  21  to  Texas-Loui- 
siana Freight  Bureau  tariff  I.C.C.  935. 

FSA  No.  37501:  Commodities  between 
points  in  Texas.  Filed  by  Texas-Loui- 
siana Freight  Bureau,  Agent  (No.  427) , 
for  interested  rail  carriers.  Rates  on 
synthetic  plastics,  other  than  liquid,  in 
bulk  ,in  carloads,  from  Beaumont,  Chai- 
son. Port  Neches,  and  Spindletop,  Tex., 
to  Dallas,  Ft.  Worth,  Great  Southwest, 
and  Tyler.  Tex. 

Grounds  for  relief:  Maintenance  of 
depressed  rates  published  to  meet  intra- 
state competition  without  use  of  such 
rates  as  factors  in  constructing  com- 
bination rates. 

Tariff:  Supplement  22  to  Texas-Loui- 
siana Freight  Bureau  tariff  I.C.C.  935. 

By  the  Commission. 

Harold  D.  McCoy, 
Secretartf. 

(F.R.     Doc.     62-200;     PUed,    Jan.     8,     1962; 
8:49  a.m.] 
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Agricultural  Marketing  Service 

Proposed  Ruli  Making  : 

Handling  of  Central  California 
grapes  for  crushing;  notice  of 
additional  time  for  receipt  of 
data,  views,  or  arguments 256 

Agricultural  Stabilization  and 
Conservation  Service 

Notices: 

Marketing  quota  review  commit- 
tee panels:  notice  of  establish- 
ment of  areas  of  venue 263 

Proposed  Rule  Making  :       I 

Milk  in  certain  designated  mar- 
keting areas: 

Milwaukee.  Wisconsin 

Puget  Sound,  Washington 

Rules  and  Regulations: 

Wheat;   farm  acreage  allotments 

for  1960  and  subsequent  crops; 

redesignation  of  subparagraph 

of  regulations 

Agriculture  Department 

See  Agricultural  Marketing  Serv- 
ice; Agricultural  Stabilization 
and  Conservation  Service. 

Army  Department 

See  Engineers  Corps. 

Atomic  Energy  Commission 

Notices  : 

Consumers  Public  Power  District; 
Power  Demonstration  Reactor 
Project 

University  of  Utah;  notice  of  is- 
s  u  a  n  c  e  of  facility  license 
amendment 

Civil  Aeronautics  Board 

Notices  : 

Mackey  Airlines.  Inc.,  renewal 
case;  notice  of  hearing 266 

Civil  Service  Commission 

Rules  and  Regulations: 
Exceptions  from  competitive  serv- 
ice: 

Commerce  Department 251 

Labor  Department-. 251 

Post  Office  Department 251 


266 


266 


Commerce  Department 

See  also  International  Programs 
Bureau;  Maritime  Administra- 
tion. 

NoncKs: 

Office  of  Field  Services;  organiza- 
tion and  functions 
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Customs  Bureau 

Nonas: 

Commissioner  of  Customs;  order 
designating  officers  of  the  Bu- 
reau to  make  certain  decisions 
and  perform  certain  functions.      262 

Defense  Department 

See  Engineers  Corps. 

Emergency  Planning  Office 

NoncEs: 

Rosser.  James  B.;  appointee's 
statement  of  business  interests.      287 

Engineers  Corps 

Rtjlbs  akd  Rbcttlations  : 
Bayou    Plaquemine,    La  ;    bridge 
regulations 253 

Federal  Aviation  Agency 

Noncss: 

Aviation  Research  and  Develop- 
ment Service;  organization  and 
functions 266 

Proposed  radio  antenna  struc- 
tures; determinations  of  no 
hazard  to  air  navigation  (2 
documents)-. 268,269 

RULBS  AKD  Regulations: 
Restricted  area   alteration;   cor- 
rection       253 

Federal  Communications 
Commission 

NoncBs: 

Radio  MtroDomy:  Inquiry  into 
allocatton  of  frequency  bands. >      270 

Statemoit  of  organisation,  dele- 
gations of  authority,  and  other 
Information;  Inspection  of  rec- 
ords  269 


Hearings,  etc.: 
Flower    City    Television    Corp. 
et  al 271 

Kent -Ravenna  Broadcasting 
Co.  etal 273 

KIWTX  Broadcasting  Co. 
(KWTX)    and    Kerr vi lie 

Broadcasting  Co.  (KERV) 276 

Little  Joe  Enterprises  (WJOE) 
and     Sarasota -C  harlotte 

Broadcasting  Corp 276 

Peninsula  Television  Relay 
Corp.  and  Eastern  Shore  Mi- 
crowave Relay  Co 277 

Proposed  Rule  Making  : 
International  Telecommunication 
Union;  radio  astronomy  observ- 
atories    and     frequencies     in- 
volved       258 

Tables  of  assignments  for  certain 
designated  television  broadcast 

stations  (4  documents) 259,  260 

Rules  and  Regulations: 
Practice  and  procedure;  notice  of 
violations 254 


Federal  Power  Commission 

Rules  and  Regulations  : 

Independent  producers  of  natural 
gas;  form  of  filing  for  rate  in- 
creases        252 


Federal  Trade  Commission 

Rules  and  Regulations  : 
Neiman-Marcus    Co. ;    prohibited 
trade   practices 251 

Food  and  Drug  Administration 

Rules  and  Regulations: 

Hazardous  substances;  tempo- 
rary suspension  of  certain  pro- 
visions requiring  front  panel 
placement  and  Increase  in  con- 
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Rules  and  Regulations 


Title  5— ADMINISTRATIVE 
PERSONNa 

Chapter  I — Civil  Service  Commission 

PART  '6— EXCEPTIONS  FROM  THE 
COMPETITIVE  SERVICE 

Department  of  Lobor 

Effective  upon  publication  in  the  Fed- 
eral Register,  paragraph  (f)(1)  is 
added  to  §  6.113  as  set  out  below. 

§  6. 11 3      Drpjirtnirnt  of  I>abor. 

•  •  •  •  • 

(fi  President's  Coniviission  on  the 
Status  of  Women. 

(1)  All  positions  on  the  staff  of  the 
President's  Commission  on  the  Status  of 
Women  established  by  Executive  Order 
10980  of  December  14,  1961. 

(RS    1753.  sec.  2.  22  Stat   403.  as  amended; 
5  use.  631,  633) 

United  States  Civil  Sirv- 
icE  Commission, 
1  SEAL  1       Mary  V.  Wknzel, 

Executive  Assiitant  to 
the  Commissioneri. 

|FR      Doc      62-255;     Filed,     Jan.     9.     1963; 
8:62  a.m.)        , 


PART  6— EXCEPTIONS  FROM  THE 
COMPETITIVE  SERVICE 

Department  of  Commerce 

Effective  ui>on  publication  in  the  Fed- 
eral Register,  subparagraph  (2)  Is  added 
to  paragraph  (1)  of  {  6.312  as  set  out 
below. 

§  6.312      DrpHrlniriil  of  (".oinmrrre. 


li)   Patent  Office.  *   •   • 

(2)   Assistant  to  the  Commissioner. 

iR8.  1753,  sec.  2,  22  Stat.  403.  as  amended; 
5  U  SC  631,  633) 

UNrTED  States  Civil  Serv- 
ice Commission, 
ISEALl       Mary  V.  Wenzel. 

Executive  Assistant  to 
the  Commissioners. 

|FR      Doc      62-256;     Filed,     Jan.     9.     1962; 
8:52    a.m. I 


(R.S.  1753.  sec.  2.  22  Stot.  403,  as  amended; 
5UJS.C.631,633) 

United  States  Civil  Serv- 
ice Commission, 
[SEAL]       Mary  V.  Wenzel, 

Executive  Assistant  to 
the  Commissioners. 

1F.R.     Doc.     62-257;     Piled,     Jan.     9,     1962; 
8:52    a.m. I 


Title  15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  International 

Programs,  Department  of  Commerce 

SuicHAPTEl  »--EXPORT  REGULATIONS 

|9th  General  Rev.  of  Export   Regs.;    Amdt. 
No.  66;  Correction  1 

PART  385— EXPORTATIONS  OF 
TECHNICAL  DATA 

Correction 

In  Item  3  of  Amendment  No.  56  ( §  385.2. 
26  PH.  12763).  the  listing  In  subpara- 
graph (4)  (I)  (b)  of  "000  process"  is  cor- 
rected to  read  "oxo  process." 

In  subparagraph  (4)  (ill)  of  S  385.2  the 
reference  to  "UB.  Post  OfBce"  Is  cor- 
rected to  read  "United  States  Patent 
Office." 

(See.  8,  68  SUt.  7;  60  U.S  C  App.  2023,  E  O. 
10046,  26  PJt.  4487) 

F.  D.  Hockersmith. 

Acting  Director. 
Office  of  Export  Control. 

\rn.    Doc.    62-241;     FUed.    Jan.     9.     1962; 
8:50  a.m.] 


PART  6— EXCEPTIONS  FROM  THE 
COMPETITIVE  SERVICE 

Pott  Office  Department 

Effective  upon  publication  in  the  Fed- 
eral Register,  subparagraph  (6)  of  para- 
graph <f  >  of  8  6.309  is  amended  aa 
follows : 


§  6.309      Pool  Oflicc  Drpurlinent. 

•  •  •  •  • 

if)   Bureau  of  Operations.  •   •   • 
( 5 )  Two  Deputy  Assistant  Postmasters 
General. 


Title  7— AGRICULTDRE 

Chapter  VII— Agricultural  Stabiliza- 
tion and  Conservation  Service  (Ag- 
ricultural Adfustment),  Department 
of  Agriculture 

(Amdt.  No.  17] 

PART  728— WHEAT 

Subpart— 'Regulations  Pertaining  to 
Farm  Acrooge  Allotments  for  1960 
ond  Subsequent  Crops  of  Wheat 

Basis  and  purpose.  This  amendment 
is  issued  to  redesignate  subparagraph  (8) 
of  1 728.1017b(b)  as  subparagraph  (7). 
This  amendment  is  required  because  sub- 
paragraph (6)  was  deleted  and  subpara- 
graph (7)  was  designated  subparagraph 
(6)  by  amendment  14  published  in  Fed- 
eral RegUter  Doc.  61-10266  (26  F.R. 
10096).  Subparagraph  (8)  was  not  re- 
designated. Since  this  amendment  is 
for  the  purpose  of  providing  the 
proper  numbering  of  subparagraphs  of 
I  728.1017b(b) .  compliance  with  the  pub- 
lic notice,  procedure  and  30-day  ef- 
fective date  provisions  of  section  4  of 


the  Amendment  Procedure  Act  is  im- 
practicable and  contrary  to  the  public 
interest.  Therefore,  the  amendment 
shall  become  effective  upon  its  publica- 
tion in  the  Pereral  Register. 

Section  728.1017b(b)  is  amended  by 
redesignation  of  subparagraph  "(8)"  as 
subparagraph  "  (7) ." 

(Sees.  334.  375.  377.  52  Stat.  53.  as  amended. 
66.  71  Stat.  592,  as  amended;  7  US.C.  1334, 
1375.1377) 

Effective  date :  Upon  publication  in  the 
FEDERAL  Register. 

Signed  at  Washington,  D.C,  on  Janu- 
ary 5.  1962. 

E.    A.    JAENKE, 

Acting  Administrator,  Agricul- 
tural Stabilization  and  Con- 
servation Service. 

|FR.     Doc.     62-274;     Piled,     Jan.    9.     1962; 
8:55  ajn. I 


Title  16— COMMERCIAL 
PRACnCES 

Chapter  I — Federal  Trade 
Commission 

[Docket  8249  CO.] 

PART    13— PROHIBITED   TRADE 
PRACTICES 

Neiman-Marcus  Company 

Subpart — Advertising  falsely  or  mis- 
leadingly:  S  13.155  Prices:  i  13.155-40 
Exaggerated  as  regular  and  customary: 
i  13.155-45  Fictitious  marking:  I  13.155- 
70  Percentage  savings. 

(Sec.  6,  38  SUt.  721;  18  U5.C.  46.  Interpret 
or  apply  sec.  6,  38  Stat.  719.  as  amended; 
sec.  8.  65  Stot.  179;  16  U.S.C.  46.  e9f )  (Ceaae 
and  desist  order.  Neiman-Marcus  Company. 
Dallas.   Tex.,   Docket   8349,   Sept.    38,    1961] 

Consent  order  requiring  a  Dallas,  Tex., 
department  store  to  cease  violating  the 
Fur  Products  Labeling  Act  by  adver- 
tising fictitious  amounts  as  the  usual 
prices  for  fur  products  in  newspapers, 
through  use  of  the  term  "comparable 
value"  or  the  word  "originally"  with  a 
larger  figure  followed  by  a  purportedly 
reduced  sale  price ;  by  representing  prices 

falsely  as  "40%  off"  and  "reductions 

Vb  to  V2  off";  and  by  failing  to  keep 
adequate  records  as  a  basis  for  pricing 
claims. 

The  order  to  cease  and  desist  is  as 
follows : 

It  is  ordered.  That  Neiman-Marcus 
Company,  a  corporation,  and  its  officers, 
and  respondent's  representatives,  agents 
and  employees,  directly  or  through  any 
corporate  or  other  device,  in  connection 
with  the  introduction  into  commerce,  or 
the  sale,  advertising,  or  offering  for  sale 
in  commerce,  or  the  transportation  or 
distribution  in  commerce,  of  fur  prod- 
ucts, or  in  connection  with  the  sale,  ad- 
vertising, offering  for  sale,  transporta- 
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tlon  or  distribution  In  commerce,  of  fur 
products,  or  in  connection  with  the  sale, 
advertising,  offering  for  sale,  transporta- 
tion or  distribution  of  fur  products  which 
are  made  in  whole  or  in  part  of  fur 
which  has  been  shipped  and  received  in 
commerce,  as  "conmierce",  '"fur"  and 
•fur  product"  are  defined  in  the  Pur 
Products  Labeling  Act.  do  forthwith 
cease  and  desist  from: 

A.  Falsely  or  deceptively  advertising 
fur  products  through  the  use  of  any 
advertisement,  representation,  public 
ajanouncement  or  notice  which  is  in- 
tended to  aid,  promote  or  assist,  directly 
or  indirectly,  in  the  sale,  or  the  offering 
for  sale,  of  fur  products,  and  which : 

1.  Represents,  directly  or  by  implica- 
tion, that  any  price  is  respondent's  usual 
retail  price  when  it  is  in  excess  of  the 
price  at  which  the  merchandise  has  been 
usually  and  customarily  sold  by  respond- 
ent at  retail  in  the  recent,  regular  course 
of  business. 

2.  Represents,  directly  or  by  implica- 
tion, that  the  price  at  which  respondent 
offers  fur  products  affords  a  savings  to 
consumers  unless  such  representation  is 
true  and  the  basis  of  such  representa- 
tion is  truthfully  stated. 

3.  Uses  the  term  "originally"  to  desig- 
nate prices  unless  they  are  the  prices 
at  which  the  merchandise  has  been 
usually  and  customarily  sold  by  respond- 
ent in  the  recent,  regular  course  of 
business. 

4.  Designates  prices  of  fur  products  by 
the  term  "comparable  value",  or  any 
other  term  of  the  same  import.  In  con- 
nection with  lower  prices,  in  such  man- 
ner as  to  represent  that  the  prices  so 
designated  are  respondent's  usual  and 
customary  retail  selling  prices  in  the 
recent,  regiilar  course  of  business,  unless 
they  are  such  In  fact. 

5.  Represents,  directly  or  by  implica- 
tion, through  percentage  savings  claims 
that  the  prices  at  which  respondent  had 
usually  and  customarily  sold  fur  prod- 
ucts in  the  recent,  regular  course  of 
business  were  reduced  in  direct  propor- 
tion to  the  amount  of  savings  stated, 
when  contrary  to  the  fact. 

B.  Making  price  claims  or  represen- 
tations respecting  prices  or  values  of  fur 
produots  unless  respondent  maintains 
full  and  adequate  records  disclosing  the 
facts  upon  which  such  claims  or  repre- 
sentations are  based. 

By  "Decision  of  the  Commission",  etc., 
report  of  compliance  was  required  as 
follows : 

It  is  ordered.  That  respondent  herein 
shall,  within  sixty  (60)  days  after  service 
upon  it  of  this  order,  file  with  the  Com- 
mission a  report  In  writing,  setting  forth 
in  detail  the  manner  and  form  in  which 
it  has  complied  with  the  order  to  cease 
and  desist. 

Issued:  September  25,  1961. 

By  the  Commission. 

[SXAL]  J06KPH    W.    SHKA, 

Secretary. 

(FR.     Doc.    63-225;     Filed.     Jan.    9.     1962: 
8:46  a.m.] 


RULES  AND   REGULATIONS 

Title  18— CONSERVATION 
OF  POWER 

Chapter  I — Federal  Power 
Commission 

|D;cket  No   R  204.  Order  No   240] 

PART  154— RATE  SCHEDULES  AND 
TARIFFS 

Independent  Producers  of  Natural 
Gas — Form  of  Filing  for  Rate  In- 
creases 

Jani'ary  4.  1962. 

The  Commis.sion  has  under  considera- 
tion in  this  proceeding  the  adoption  of 
.1  smfjle-page  form  for  u.se  by  .small  in- 
dependent producers  <  and  in  certain 
cases  large  producers)  in  submitting  for 
fliinE:  propo.sed  changes  in  rates  pursuant 
to  section  4<d)  of  the  Natural  Gas  Act. 
The  use  of  the  form  will  obviate,  in  most 
cases,  the  submission  of  the  full  sup- 
porting; statement  now  required,  thereby 
lessening  the  burdens  incident  to  rate 
filings. 

In  essence,  the  amendments  to  the 
regulations  herein  adopted  provide  that: 

( 1 )  Small  producers,  who  sold  5.000.- 
000  Mcf .  or  less,  of  gas  in  interstate  com- 
merce annually,  in  each  year  of  their 
operations  during  the  preceding  five 
years  will  use  the  form  without  a  further 
supporting  statement  for  any  proposed 
contractual  rate  change. 

(2)  Producers  who  sold  more  than 
5.000,000  Mcf  of  gas  in  Interstate  com- 
merce annually  in  any  year  during  the 
preceding  five  years  and  are  proposing 
a  contractual  rate  level  equal  to.  or  less 
than,  the  applicable  area  price  level  for 
Increased  rates  shall  submit  the  Informa- 
tion required  by  the  form  but  need  not 
submit  any  additional  supporting  state- 
ment. 

< 3 ''Producers  who  sold  more  than 
5,000,000  Mcf  of  gas  in  interstate  com- 
merce annually  in  any  year  during  the 
preceding  five  years  and  are  proposing 
a  contractual  rate  change  to  a  level  ex- 
ceeding the  announced  applicable  area 
rate  level  and  all  producers  proposing 
an  ex  parte  or  unilateral  rate  change 
shall  submit  the  information  required 
by  the  form  and  a  full  supporting  state- 
ment. 

The  Commission  finds: 

i  1  >  Amendment  of  the  retiulations  as 
herein  ordered  is  appropriate  and  neces- 
sary for  carrying  out  the  provisiorvs  of 
the  Natural  Gas  Act. 

(2>  The  amendments  herein  ordered 
represent  matters  of  practice  and  proce- 
dure which  do  not  require  notice  or 
hearing  under  section  4(ai  of  the 
Administrative  Procedure  Act. 

The  Commission,  acting  pursuant  to 
authority  granted  by  sections  4  and  16 
of  the  Natural  Gas  Act  (15  USC.  717c. 
717o).  orders: 

(A)  Part  154  of  Subchapter  E,  Regula- 
tions Under  the  Natural  Gas  Act,  Chap- 
ter I  of  Title  18  of  the  Code  of  Federal 
Regulations,  is  amended  as  follows: 


In  S  154.94,  paragraphs  (e).  (f),  and 
( g )  are  amended  to  read  as  follows — 

(e)  With  each  change  in  rate  sched- 
ule not  constituting  a  change  in  rate 
level  by  any  means  there  shall  be  sub- 
mitted reasons,  nature  and  basis  for  the 
proposed  change  and  the  date  upon 
which  the  change  Is  proposed  to  be  made 
effective.  Changes  In  service  such  as 
compression,  dehydration,  etc.,  by  either 
.seller  or  buyer  shall  be  considered  as  a 
change  in  the  existing  rate  level. 

(f>  Notice  of  change  in  rate  level. 
1 1  >  An  independent  producer  who  has 
sold  In  Interstate  commerce  5.000.000 
Mcf  of  gas  or  less  annually  In  each  year 
of  his  operations  during  the  preceding 
five  years  and  who  Is  proposing  a  con- 
tractual change  In  rates,  charges,  etc.. 
.shall  file  the  information  called  for  in 
the  following  form: 

N'>raE     or      I.vDcrENDCNT      Produce«      Rate 
Chance    Filing 

1.   Prixliicer 

( Name ) 
(Address) 


2.  Buyer 


3.  Location  of  sale 


(Name) 


(Field)  (County)  (State) 

4.  (a)    FPC  ga«  rate  schedule  No. 

(b)    Basic  contract  date 

5.  (a)    Type  of  Increase 


(Periodic,  favored-nation,  renegotiated,  etc.) 
(b)    Contract  basis 


(Specify  Contract  Provision) 


(CI 


(Proposed  Effective  Date) 

6    Rates  In  cents  per  Mcf  at psla: 

(Specify) 
ta)    Present  effective  rate: 

Base  rate  Tax  reimbursement 


Other  ■' 
{specify  separately) 

(b)    Proposed  rate: 
Base  rate 

Other  ' 
i^pcci/y  separately) 


Total  rate 

Till  reimbursement 

Total  rate 


7.  Statement  of  estimated  sales  volume  and 
comparative  revenues  for  the  twelve- 
month period  succeeding  the  proposed 
effective  date  (shown  with  volume  and 
rates  at  the  same  psla  as  In  Item  6)  : 
Estimated  ro/ume  Reienues  at  present 

(Mcf)  effective  rate 


Rei'enues  at 
proposed  rate 


Difference  in 
revenues 


->- 


8.  Average  Btu  content  per  cubic  foot  of  the 
gas  sold  during  the  last  twelve-month 
period :  estimated  for  the  succeed- 
ing twelve-month  period 


( Date ) 


(Signed) 


(Title) 


'Dehydration,    compression,    Btu    adjust- 
ment, etc. 


I 


Wednesday,  January  10,  1962 

(2)  An  Independent  producer  who  has 
sold  in  Interstate  commerce  more  than 
5.000,000  Mcf  of  gas  annually  In  any 
year  during  the  preceding  five  years  and 
who  is  proposing  a  contractual  change  in 
rate  level  to  a  price  below  or  equal  to 
the  applicable  area  price  level  for  in- 
creased rates  as  set  out  in  the  Statement 
of  General  Policy  No.  61-1,  as  amended 
( §  2.56  of  this  chapter) ,  shall  file  the  In- 
formation required  in  subparagraph  (1) 
of  this  paragraph  and  may,  at  his  option, 
submit  a  statement  in  support  of  the 
proposed  change  but  shall,  in  any  event, 
submit  additional  information  in  expla- 
nation of  any  pertinent  circumstance 
not  specifically  required  by  the  form. 

( 3 )  An  independent  producer  who  has 
sold  in  Interstate  commerce  more  than 
5,000,000  Mcf  of  gas  annually  in  any  year 
during  the  preceding  five  years  and  Is 
proposing  a  contractual  change  in  rate 
level  to  a  price  higher  than  the  applicable 
area  price  level  for  increased  rates  set 
out  in  the  Statement  of  General  Policy 
No.  61-1,  as  amended  (§2.56  of  this 
chapter) ,  and  any  independent  producer 
(regardless  of  the  quantity  of  annual 
sales)  proposing  an  ex  parte  or  imilateral 
rate  change  shall  file,  in  addition  to  the 
information  required  by  subparagraph 
(1)  of  this  paragraph,  a  full  statement 
In  support  of  the  proposed  change  in 
rate. 

(g)  A  complete  copy  of  all  material 
filed  pursuant  to  this  section  shall  be 
furnished  to  each  party  to  the  rate 
schedule.  With  each  such  filing  there 
shall  be  submitted  to  the  Commission  a 
list  of  the  parties  to  whom  such  material 
has  been  furnished. 

(B)  The  amendments  herein  adopted 
shall  become  eCTectlve  February  12,  1982. 

(C)  The  Secretary  shall  cause  prompt 
publication  of  this  order  to  be  made  In 
the  Federal  Register. 

By  the  Commission.  | 

IsEAL]  Joseph  H.  Gutridb, 

Secretary. 

|FR      Doc      62  226;     Filed,     Jan.     9,     19C2; 
8:46  ami 


Title  14-AERONAUTICS  AND 
SPACE     ' 

Chapter  III — Federal  Aviation  Agency 

SUBCHAPTER   E — AIR   NAVIGATION 
REGULATIONS 

(Airspace  Docket  No.  60-KC-391 

PART  608 — SPECIAL  USE  AIRSPACE 

Alteration   of  Restricted  Areo 

Correction        , 

In  FJl.  Doc.  61-12328.  appearing  at 
page  12684  of  the  issue  for  FViday,  De- 
cember 29.  1961,  the  last  latitude  In  the 
boundaries  paragraph  of  Restricted  Area 
R-4201  should  read  "laUtude  44«64'00" 
N..".  instead  of  "latitude  44'52'00"  N..". 


FEDERAL  REGISTER 

Title  21— FOOD  AND  DRUGS 

Chapter  I — Food  and  Drug  Adminls- 
Iratien,  Department  of  Health,  Edu- 
cation, and  Welfare 

SUICHAPTER  »— FOOD   AND   FOOD   PRODUCTS 

PART  120— TOLERANCES  AND  EX- 
EMPTIONS FROM  TOLERANCES  FOR 
PESTICIDE  CHEMICALS  IN  OR  ON 
RAW  AGRICULTURAL  COMMODI- 
TIES 

Further  Extension  of  Effective  Date  of 
Statute 

Effective  as  of  the  date  of  signature  of 
this  order,  the  item  reading  "1,2-di- 
bromo-3-chloropropane"  in  §  120.37  is 
changed  to  read  as  follows: 


Product 


],2-Dibromo-3- 
cfakiropropane. 


Spccifled  u.ses  or 
rei^trictions 


Effective 

date  ol 

statute  ei- 

tended  to — 


Soil  (uinifrant  for 
nematodes. 


Jan.      1,1903 


(Sec.  701(a).  62  Stat.  1066;  21  U.S.C.  371(a) ) 

Dated:  December  29,  1961. 

JORM  L.  Harvey, 
Deputy  Commissioner 
of  Food  and  Drugs. 

[VH.    Doc.    62-237;     FUed,     Jan.     9.     1962; 
8:49  ajn.] 


SUICHAPTER  D — HAZARDOUS  SUBSTANCES 

PART  191— HAZARDOUS  SUB- 
STANCES; DEFINITIONS  AND  PRO- 
CEDURAL AND  INTERPRETATIVE 
REGULATIONS 

Temporary  Suspension  of  Certain  Pro- 
visions Requiring  Front  Panel  Place- 
ment and  Increase  in  Conspicuous- 
ness  and  Contrast  for  Warning 
Information 

The  Commissioner  of  Food  and  Drugs, 
pursuant  to  the  provisions  of  the  Fed- 
eral Hazardous  Substances  Labeling  Act 
(sec.  10.  74  Stat^  378;  15  U.S.CA.  1269) 
and  under  the  'authority  delegated  to 
him  by  the  Secretary  of  Health,  Educa- 
tion, and  Welfare  (25  F.R.  8625),  on 
August  12,  1961,  promulgated  regula- 
tions for  the  efficient  enforcement  of 
this  statute.  The  regulations  become 
effective  February  1,  1962. 

On  the  basis  of  information  obtained 
by  field  investigators,  and  from  repre- 
sentations by  the  Manufacturing  Chem- 
ists' Association,  Chemical  Specialties 
Manufacturers  Association.  National 
Paint  and  Varnish  Association,  American 
Petroleum  Institute,  and  other  inter- 
ested persons,  the  Commissioner  con- 
cludes that  more  time  is  necessary  for 
full  compliance  with  the  requirements 
of  main  panel  placement  and  increased 
consplcuousness  and  contrast. 
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Therefore,  paragraphs  (a),  (c),  and 
(d)  of  S  191.101  (21  CFR  191.101;  26  F.R. 
7333,  11214)  are  suspended  until  August 
1.  1962.  Articles  subject  to  the  act  must 
bear  all  the  mandatory  labeling  by  Feb- 
ruary 1,  1962.  But  the  placement,  con- 
splcuousness, and  contrast  requirements 
of  the  implementing  regulation  will  not 
be  enforced  before  their  new  effective 
date,  August  1, 1962. 

Effective  date.  This  order  shall  be- 
come effective  on  the  date  of  signature. 

(Sec.  10.  74  Stat.  378;  15  U.S.C-A.  1269) 

Dated:  Januai-y  2,  1962. 

John  L.  Hartey, 
Deputy  Commissioner 
of  Food  and  Drugs. 

9 


|PR 


Doc.     62-236;     Piled.     Jan.     9,     1962; 
8:49  a.m.] 


Title  33— NAVIGATION  AND 
NAVIGABLE  WATERS 

Chapter  II — Corps  of  Engineers, 
Department  of  the  Army 

PART  203— BRIDGE  REGULATIONS 

Bayou   Piaquemine,  Louisiana 

Pursuant  to  the  provisicms  of  section  5 
of  the  River  and  Harbor  Act  of  Au- 
gust 18,  1894  (28  Stat.  362;  33  U.S.C. 
499),  S  203.245  is  hereby  amended  with 
respect  to  paragraph  (j)  by  combining 
the  present  regulations  in  subparagraphs 
(1),  (2)  and  (3)  in  one  subparagraph 
(3)  and  by  prescribing  a  new  subpara- 
graph (1)  to  permit  The  Texas  and 
Pacific  Railway  Company  bridge  and  the 
Louisiana  Department  of  Highways 
bridge  across  Bf^u  Piaquemine.  Louisi- 
ana, to  remifci  in  a  closed  position,  ef- 
fective on  i^lication  in  the  Feoeral 
Register  since  the  Piaquemine  Lock  is 
closed  to  navigation,  as  follows: 

§  203.245  Navigable  waters  dischargiiMi; 
into  the  Atlantic  Ocean  south  of  and 
including  Chesapeake  Bay  and  into 
the  Gulf  of  Mexico,  except  the  Mia- 
Aissippi  River  and  its  tributaries  and 
outlets ;  bridges  where  constant  at- 
tendance of  draw  tenders  is  not  re- 
quired. 


(j)  Waterways  discharging  into  Gulf 
of  Mexico  west  of  Mississippi  River.  ( 1 ) 
Bayou  Piaquemine,  La.;  The  Texas  and 
Pacific  Railway  Company  and  the  Louisi- 
ana Department  of  Highways  bridges  at 
Piaquemine.  The  draws  need  not  be 
opened  for  the  passage  of  vessels,  and 
the  special  regulations  contained  in 
paragraphs  (b)  to  (e).  inclusive,  of  this 
section  shall  not  apply  to  these  bridges. 

(2)  1  Reserved]. 

(3)  Bayou  Lafourche.  La.;  Texas  and 
New  Orleans  Railroad  Company  bridge 
at  Lafourche  and  Louisiana  Department 
of  Highways  bridges  at  Thibodaux  and 


^1 


I 
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Labadieville.    At  least  48  hours'  advance 
notice  required. 

I  Regs..   December    15.    1901.    380/91    (Bayou 
PUquemine.  Lft.)-KMOCW-ON| 

(Sec    5.  38  SUt.  383;   33  U.S.C.  4M) 

Julian  A.  Wilson. 
Major  General,  U.S.  Army. 
Acting  The  Adjutant  General. 

(PR      Doc.     83-239:     Piled.    Jan      9.     1963: 
8  49  a.m.] 

Title  36— PARKS,  FORESTS. 
AND  MEMORIALS 

Chapt«r  I — Notional  Pork  Service, 
Department  of  the  Interior 

PART  7— SPECIAL  REGULATIONS  RE- 
LATING TO  PARKS  AND  MONU- 
MENTS 

Vicksburg  National  Military  Park, 
Mississippi;  Use  of  Radiomicro- 
waves  (Radar) 

On  pages  10.600  and  10.601  of  the  Ped- 
KRAL  Register  of  November  10, 1961.  there 
was  published  a  notice  and  text  of  a  pro- 
posed amendment  to  §  7.51  of  Title  36, 
Code  of  Federal  Regulations.  The  pur- 
pose of  this  amendment  is  to  permit  the 
use  of  radiomlcrowaves  (radar)  or  other 
electrical  timing  devices  In  checking  the 
speed  of  motor  vehicles  at  Vicksburg 
National  Military  Park. 

Interested  persons  were  given  30  days 
within  which  to  submit  written  com- 
ments, suggestions,  or  objections  with 
respect  to  the  proposed  amendment.  No 
comments,  suggestions,  or  objections 
have  been  received,  and  the  proposed 
amendment  is  hereby  adopted  without 
change.  This  amendlnent  shall  become 
effective  at  the  beginning  of  the  30th 
calendar  day  following  the  date  of  this 
publication  in  the  Federal  Register. 

(80  Stat.  238:  5  U.S.C.  1003:  39  SUt    535:    16 
U.S.C.  3) 

R.  K.  Rundell, 
Suverintendent . 
Vicksburg  National  Military  Park. 

Section  7.51  is  amended  by  designating 
the  present  text  as  paragraph  (a)(1) 
and  by  adding  a  new  subparagraph  (2i 
to  read  as  follows: 

§  7.51       Vicksburs  National  Military  Park. 

(a)   Speed.    (1)    •   •   • 

(2>  Speed  electronically  checked.  The 
speed  of  any  motor  vehicle  may  be 
checked  on  any  park  road  within  Vicks- 
burg National  Military  Park  by  th^use 
of  radiomlcrowaves  or  other  electrical 
device.  Signs  which  read  "Speed 
Checked  by  Radar"  or  "Speed  Radar 
Enforced"  shall  be  posted  at  each  en- 
trance to  the  park  from  all  public  ac- 
cess roads  and  streets. 

(PR.    Doa    83-337;     Piled.     Jan.     9.     1962; 
8:47  a.m.] 


RULES  AND  REGULATIONS 

Title  38— PENSIONS,  BONUSES, 
AND  VHERANS'  RUEF 

Chapter  I — Veterans  Administration 

PART  3— ADJUDICATION 

Subpart  A — Pension,  Compensation, 
and  Dependency  and  Indemnity 
Compensation 

Miscellaneous  Amendments 

1.  In  §  3  250 Id),  subparagraph  '12)   is 
added  to  read  as  follows; 

§  3.230      pcpondenry. 


•     •     • 


(di    Income  excluded. 

•  12)  Net  profit  from  the  sale  of  the 
claimants  residence,  received  during  the 
calendar  year  of  sale,  as  follows: 

(i»  To  the  extent  that  it  Is  applied 
within  the  calendar  year  of  the  sale,  or 
the  succeeding  calendar  year,  to  the  pur- 
chase price  of  another  residence  as  his 
principal  dwelling: 

(ii)  Such  application  of  the  net  profit 
is  reported  within  1  year  following  the 
date  so  applied;  and 

<ui>  The  net  profit  is  so  applied  aft^r 
the  date  of  promulgation  of  this  amenda- 
tory regulation  to  a  purchase  made  after 
said  date.  This  exclusion  will  not  apply 
where  the  net  profit  is  applied  to  the 
price  of  a  home  purchased  earlier  than 
the  calendar  year  preceding  the  calendar 
year  of  sale  of  the  old  residence. 

2.  In  §  3.251(e).  subparagraph  "S'  is 
added  to  read  as  follows: 

§  3.2.>1  Income  of  parent*,  depenilenry 
and  indemnity  rompen«tation. 

•  •  •  •  • 

(e)   Income  excluded.     •   •   • 

(8)  Net  profit  from  the  sale  of  the 
claimants  residence,  received  during  the 
calendar  year  of  sale,  as  follows: 

(i)  To  the  extent  that  it  Is  applied 
within  the  calendar  year  of  the  sale,  or 
the  succeeding  calendar  year,  to  the  pur- 
chase price  of  another  residence  as  his 
principal  dwelling; 

(il)  Such  application  of  the  net  profit 
is  reported  within  1  year  following  the 
date  so  applied;  and 

(iii)  The  net  profit  is  so  applied  after 
the  date  of  promulgation  of  this  amend- 
atory regulation  to  a  purchase  made 
after  said  date.  This  exclusion  will  not 
apply  where  the  net  profit  is  applied  to 
the  price  of  a  home  purchased  earlier 
than  the  calendar  year  preceding  the 
calendar  year  of  sale  of  the  old  residence. 

3.  In  5  3.252(d).  subparagraph  '14)  Is 
added  to  read  as  follows: 

§  3.2S2  Annual  income ;  penniun  ;  World 
War  1,  World  War  II  and  Korean 
con  flirt. 

•  •  •  •  • 

(d)  Income  excluded  <38  U.S.C.  503). 
•   •   • 

(14)  Net  profit  from  the  sale  of  the 
claimant's  residence,  received  during  the 
calendar  year  of  sale,  as  follows: 


(1)  To  the  extent  that  it  Is  applied 
within  the  calendar  year  of  the  sale,  or 
the  succeeding  calendar  year,  to  the 
purchase  price  of  another  residence  as 
his  principal  dwelling; 

(ii)  Such  application  of  the  net  profit 
Is  reported  within  1  year  following  the 
date  so  applied;  and 

(ill)  The  net  profit  Is  so  applied  after 
the  date  of  promulgation  of  this  amend- 
atory regulation  to  a  purchase  made 
after  said  date.  This  exclusion  will  not 
apply  where  the  net  profit  is  applied  to 
the  price  of  a  home  purchased  earlier 
than  the  calendar  year  preceding  the 
calendar  year  of  sale  of  the  old  residence. 

(72  Stat.  1114,   38  use    210) 

These  regulations  are  effective  Jan- 
uary  10.  1962. 

[SEAL]  A.  H.  Monk. 

Associate  Deputy  Administrator.  * 

|FR      Doc      62  280:     Piled,     Jan      9,      1962: 
8:56  am  1 


Title  47— TELECOMMUNICATION 

Chapter   I — Federal   Communications 
Commission 

|PCC  62^1 

PART   1— PRACTICE   AND 
PROCEDURE 

Notice  of  Violations 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  Its  ofiBces  In 
Washington.  D  C  ,  on  the  3d  day  of  Janu- 
ary 1962; 

The  Commission  having  under  con- 
sideration S  1.76  of  Its  rules  of  practice 
and  procedure,  pertaining  to  notice  of 
violations;  and 

It  appearing,  that  §  1  76  requires  the 
filing  of  an  answer  to  a  notice  of  viola- 
tion but  does  not.  except  where  the  viola- 
tion Involves  the  physical  or  electrical 
characteristics  of  the  transmitter,  require 
a  statement  concerning  measures  which 
have  been  taken  to  correct  the  condition 
or  omission  complained  of  and  to  pre- 
clude its  recurrence;  and 

It  further  appearing,  that  such  a 
statement  Is  needed  to  determine  wheth- 
er further  enforcement  action  Is  required, 
and  that  §  1.76(c)  should  be  clarified  to 
reflect  this  need  and  to  apprise  those  an- 
swering violation  notices  as  to  the  con- 
tent of  the  answer;  and 

It  further  appearing,  that  the  amend- 
ment herein  adopted  Is  issued  pursuant 
to  authority  contained  in  sections  4(1) 
and  303(r)  of  the  Communications  Act 
of  1934.  as  amended;  and 

It  further  appearing,  that  the  amend- 
ment her-ln  adopted  pertains  to  matters 
of  procedure,  and  hence  that  section  4  of 
the  Administrative  Procedure  Act  Is  In- 
applicable ; 

It  is  ordered.  That,  effective  Febru- 
ary 13.  1962.  5  1  76(c)  of  the  Commis- 
sion's rules  of  practice  and  procedure  is 
amended  to  read  as  follows: 


I 
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§  1.76      Notice  of  violations.    | 

•  •  •  •  • 

( c »  The  answer  to  each  notice  shall  be 
complete  in  itself  and  shall  not  be  ab- 
breviated by  reference  to  other  com- 
munications or  answers  to  other  no- 
tices. In  every  Instance  the  answer  shall 
contain  a  statement  of  action  taken  to 
correct  the  condition  or  omission  com- 
plained of  and  to  preclude  its  recurrence. 
In  addition: 

( 1 )  If  the  notice  relates  to  violations 
that  may  be  due  to  the  physical  or  elec- 
trical characteristics  of  transmitting  ap- 
paratus and  any  new  apparatus  is  to  be 
installed,  the  answer  shall  state  the  date 
.such  apparatus  was  ordered,  the  name 
of  the  manufacturer,  and  the  promised 
date  of  delivery.  If  the  installation  of 
such  apparatus  requires  a  construction 
permit,  the  file  number  of  tJie  applica- 
tion shall  be  given,  or  if  a  file  number 
has  not  been  assigned  by  the  Commission. 
such  identification  shall  be  given  as  will 
permit  ready  Identification  of  the  appli- 
cation. 

(2)  If  the  notice  of  violation  relates 
to  lack  of  attention  to  or  improper  opera- 
tion of  the  transmitter,  the  name  and  li- 
cense number  of  the  operator  in  charge 
sliall  be  given. 

(Sec.  4.  48  Stat.  1066,  as  amended;  47  U.S.C. 
154.   Interprets  or  applies  sec.  303,  48  Stat.' 
1082.  as  amended:  47  UjS.C.  303) 

Released:  January  5,  1962. 

Federal  CoionTMicATiONS 
Commission, 
I  SEAL]         Ben  F.  Waplb, 

Acting  Secretary. 

[PR.     Doc.     62-258:     Filed.    Jan.    9,     1963; 
8:52  ajn.] 


FEDERAL  REGISTER 

Title  49— TRANSPORTATION 

Chapter  I — Interstate  Commerce 
Commission 

PART  1— GENERAL  RULES  OF 
PRACTICE 

Special  Rules  of  Practice  Governing 
Procedure  of  Certain  Boards 

At  a  general  session  of  the  Interstate 
Commerce  Commission,  held  at  its  of- 
fice in  Washington,  D.C.,  on  the  29th  day 
of  December  A.D.  1961. 

There  being  imder  consideration 
S  1.225  of  the  special  rules  of  practice: 

It  is  ordered.  That  S  1.225  (a)  and  (b) , 
of  Chapter  I  of  Title  49  of  the  Code  of 
Federal  RegulaUons  (49  CFR  1.225)  is 
revised  (and  to  include  a  footnote)  to 
read  as  follows: 

§  1.225  Special  rules  of  practice  govern- 
ing the  procedure  of  the  Temporary 
Authorities  Board,  tlie  Transfer 
Board,  Finance  Board  '  Nos.l,  2,  and 
3,  the  Safety  and  Service  Boards,  the 
Motor  Carrier  Boards,  the  Special 
Permisaion  Board,  the  Released  Rates 
Board,  and  Operating  Rights  Board  ' 
Nos.  1  and  2. 

(a)  The  proceedings  of  the  Tempo- 
rary Authorities  Board,  the  Transfer 
Board.  Finance  Board  Nos.  1,  2,  and  3, 
the  Safety  and  Service  Boards,  the  Motor 
Carrier  Boards,  the  Special  Permission 
Board,  the  Released  Rates  Board,  and 


^Th»  general  rules  of  practice  apply  to 
tbe  procedure  of  all  employee  l>oar(ls  except 
to  tbe  extent  specifically  provided  for  In 
II  1.300  and  1.225. 
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Operating  Rights  Board  Nos.  1  and  2 
shall  be  informal.  No  transcription  of 
such  proceedings  will  be  made.  Sub- 
poenas will  not  be  issued  and,  except 
when  applications  or  petitions  are  re- 
quired to  be  attested,  oaths  will  not  be 
administered. 

(b)  A  petition  for  reconsideration  of 
an  order  of  (1)  the  Temporary  Authori- 
ties Board,  the  Transfer  Board,  a  Safety 
and  Service  Board,  a  Motor  Carrier 
Board,  the  Special  Permission  Board, 
the  Released  Rates  Board,  or  Operating 
Rights  Board  No.  2  may  be  filed  by  any 
interested  person,  and  (2)  Operating 
Rights  Board  No.  1  and  the  Finance 
Boards  may  only  be  filed  by  a  party  to 
the  proceeding.  Such  petition  and  reply 
thereto  will  be  governed  by  the  Commis- 
sion's general  rules  of  practice,  except 
as  otherwise  provided  in  paragraphs 
(c),  (d),  and  (e)   of  this  section. 

It  is  further  ordered.  That  the  fore- 
going amendment  shall  become  effective 
February  12,  1962. 

Notice  of  this  order  shall  be  given  to 
the  general  public  by  depositing  a  copy 
thereof  in  the  Office  of  the  Secretary  of 
the  Commission.  Washington.  D.C..  and 
by  filing  a  copy  with  the  Director,  Of- 
fice of  the  Federal  Register. 

(Sees.  12,  17,  24  Stat.  383,  as  amended,  385, 
as  amended:  sees.  204,  205,  40  Stat.  546,  as 
amended,  548,  aa  amended;  sec.  304.  54  Stat. 
933;  sec.  403,  56  Stat.  285;  49  UjS.C.  12,  17, 
304,305,904,  1003) 

By  the  Commission. 

[seal]  Harold  D.  McCoy. 

Secretary. 

\ 

[P.R.     Doc.     62-242;     Plied,     Jan.     9,     1962; 
8:50  ajn.] 
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Proposed  Rule  Making 


DEPARTMENT  OF  AGRICULTURE 

AgricuHwrol  Morkvting  Service 

[  7  CFR   Part  990  1 

HANDLING  OF  CENTRAL  CALIFORNIA 
GRAPES  FOR  CRUSHING 

Notice  for  Additional  Time  for  Receipt 
of  Written  Data,  Views,  or  Argu- 
ments 

Notice  was  published  in  the-November 
17,  1961,  issue  of  the  Federal  Register 
(26  P.R.  10772),  that  there  were  under 
consideration  certain  proposed  provisions 
of  the  Subpart — Administrative  Rules 
and  Regulations,  including  conversion 
factors  and  a  shrinkage  allowance,  to  be 
made  effective  pursuant  to  the  provisions 
of  Marketing  Agreement  No.  133  and  Or- 
der  No.  990  (26  FJl.  7797).  regulating 
the  handling  of  Central  California  grapes 
for  crushing.  Said  notice  alTorded  in- 
terested persons  a  14-day  period  (which 
was  to  have  expired  December  1.  1961). 
in  which  to  file  written  data,  views,  or 
arguments  on  the  proposed  provisions. 

On  November  22, 1961,  notice  was  pub- 
lished in  the  Federal  Register  (26  PR 
10933),  that  the  time  for  the  receipt  of 
such  written  data,  views,  or  argximents 
was  extended  to  5  pjn..  e.s.t..  December 
15,  1961,  and  on  E>ecember  14,  1961.  no- 
tice was  published  in  the  Federal  Regis- 
ter (26  FJl.  11982).  that  said  period  was 
further  extended  to  5  p.m..  e.s.t.,  Janu- 
ary 4,  1962.  However,  additional  time  is 
necessary  for  interested  persons  to  give 
consideration  to  such  proposed  pro- 
visions. 

Notice  is  hereby  given  that  additional 
time  is  granted  for  the  receipt  by  the 
Director,  Fruit  and  Vegetable  Division. 
Agricultural  Marketing  Service.  United 
States  Department  of  Agriculture.  Wash- 
ington 25,  DC,  of  written  data,  views,  or 
argimients  on  the  proposed  provisions 
of  the  Subpart — Administrative  Rules 
and  Regulations,  such  time  to  expire 
5:00  pjn..  e^.t.,  January  26.  1962. 

Dated  January  5. 1962. 

Floyd  P.  Hedlund, 
Director,   Fruit   and   Vegetable 
Dimsion,    Agricultural    Mar- 
keting Service. 

(PR.     Doc.     82-277:     Filed.     Jan.     9.     1962: 
8:50  a.m.) 


[7  CFR   Part   1125  1 
(Docket  No.  AO-228-A7| 

MILK  IN  PUGET  SOUND,  WASHING- 
TON, MARKETING  AREA 

Decision  on  Proposed  Amendments  To 
Tentative  Marketing  Agreement 
and  to  Order 

Pursuant  to  the  provisions  of  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937.  as  amended  (7  U5.C.  601  et  seq.). 
and  the  applicable  rules  of  practice  and 
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procedure  governing  the  formulation  of 
marketing  agreements  and  marketing 
orders  (7  CFR  Part  900) .  a  public  hear- 
ing was  held  at  Seattle.  Washington,  on 
September  11.  1961.  pursuant  to  notice 
thereof  Issued  on  August  18.  1961  <26 
F.R.  7836). 

Upon  the  basis  of  the  evidence  intro- 
duced at  the  hearing  and  the  record 
thereof,  the  Assistant  Secretary,  United 
States  Department  of  Agriculture,  on 
November  2.  1961  (26  F.R.  10486;  F.R. 
Doc  61-10623)  filed  with  the  Hearing 
Clerk.  United  States  Department  of 
Agriculture,  his  recommended  decision 
containing  notice  of  the  opp>ortunity  to 
file  written  exceptions  thereto. 

The  material  issue  on  the  record  of 
the  hearing  relates  to  the  status  of  state 
institutions  In  producing  milk  for  use  of 
their  inmates. 

Findings  and  conclusions.  The  follow- 
ing findings  and  conclusions  on  the 
material  issue  are  based  on  evidence  pre- 
sented at  the  hearing  and  the  record 
thereof: 

The  State  of  Washington,  in  produc- 
ing milk  for  use  of  Inmates  of  its  insti- 
tutions, should  be  exempt  from  the 
limitations  imposed  upon  producer-han- 
dlers but  should  be  considered  a 
producer-handler  with  respect  to  move- 
ments of  milk  to  or  from  regulated 
plants. 

Under  present  provisions  of  the  Puget 
Sound  order  the  milk  production  re- 
sources and  facilities,  and  the  milk  han- 
dling, processing  or  distributing  facili- 
ties of  each  producer-handler  are  des- 
ignated. The  handling  in  the  designated 
facilities  of  fluid  milk  products  that  are 
not  from  the  designated  production  is 
limited  to  a  dally  average  cf  100  pounds 
of  certain  packaged  products  from  pool 
plants,  with  provision  for  unlimited  pur- 
chases in  bulk  or  packaged  form  from 
such  plants  within  a  single  span  of  45 
consecutive  days  in  any  12-month  pe- 
riod. Use  of  nondesignated  facilities,  or 
receipts  in  excess  of  these  limits,  results 
In  cancellation  of  producer-handler 
status  and  pooling  of  production,  and 
sales  for  the  ensuing  12-month  iJerlod. 

The  Department  of  Institutions  of  the 
State  of  Washington  maintains  dairy 
herds  on  farms  operated  in  connection 
with  three  State  institutions  located  In 
the  marketing  area.  The  milk  produced 
is  processed  at  a  single  plant  located  at 
one  of  these  institutions  and  is  used  in 
feeding  inmates  of  these  three  and  ten 
other  State  institutions  also  located  in 
the  marketing  area.  All  institutions  un- 
der the  supervision  of  the  Department 
are  mental  hospitals,  children's  Institu- 
tions and  penal  or  corrective  Institutions. 
In  carrying  out  these  milk  production 
and  handling  operations  the  Department 
of  Institutions  comes  within  the  terms 
specified  in  the  present  order  for  pro- 
ducer-handlers and  has  been  treated  as  a 
producer-handler. 

The  Department  of  Institutions  differs 
from    other   producer-handlers    in    the 


market  in  that  It  produces  for  use  in 
public  institutions  and  makes  no  private 
sales  except  to  avoid  waste  or  spoilage. 
The  State  law  under  which  operations 
are  carried  out  precludes  production  for 
profit.  The  policy  has  been  to  produce 
only  enough  to  meet  the  consumption 
needs  of  the  inmates.  With  the  excep- 
tion of  a  short  period  in  1959  all  milk 
produced  on  Department  farms  has  been 
utilized  by  inmates  of  the  various  Institu- 
tions. Due  to  fluctuations  in  production 
and  Inmate  population,  there  is  danger 
that  the  Department  might  become  a 
fully  regulated  handler  should  it  be 
necessary  to  purchase  milk  from  pool 
sources  to  supply  the  needs  of  the  in- 
mates committed  to  its  care. 

Since  the  Department  of  Institutions 
operates  no  routes  In  competition  with 
regulated  handlers  and  Ls  not  permitted 
by  law  to  do  so.  Its  operations  cannot 
affect  the  volume  of  trade  sales  that  rep- 
resents the  primary  Class  I  market  for 
producer  milk.  So  long  as  this  state 
agency  makes  no  Class  I  trade  sales  there 
is  no  need  to  subject  It  to  full  regulation 
in  the  event  that  supplemental  purchases 
are  necessary  in  excess  of  the  limits  ap- 
plicable to  producer-handlers.  The 
order  should  be  amended  to  exempt  the 
state  agency  from  the  limitations  ap- 
plicable to  other  producer-handlers;  the 
agency  should,  however,  continue  to  be 
classed  as  a  producer-handler  In  order 
that  milk  it  receives  from  regulated 
plants  may  continue  to  be  classifled  as 
Class  I  milk  and  any  milk  It  delivers  to  a 
regulated  plant  may  be  other  source  milk. 

The  cooperative  associations  In  the 
market  approved  exemption  of  the  De- 
partment of  Institutions  but  requested 
that  the  Department  continue  to  file 
monthly  reports  of  receipts  and  utiliza- 
tion in  order  that  statistics  complied 
and  published  by  the  market  administra- 
tor will  continue  to  reflect  the  total 
amount  of  exempt  milk.  This  will  not  be 
necessary  because  statistics  regarding  its 
production  and  consimiptlon  are  public 
Information  and  therefore  available  for 
use  by  anyone. 

Rulings  on  proposed  findings  and  con- 
clusions. Briefs  and  proposed  findings 
and  conclusions  were  filed  on  behalf  of 
certain  Interested  parties.  These  briefs, 
proposed  findings  and  conclusions  and 
the  evidence  in  the  record  were  con- 
sidered in  making  the  findings  and  con- 
clusions set  forth  above.  To  the  extent 
that  the  suggested  findings  and  con- 
clusions filed  by  interested  parties  are 
inconsistent  with  the  findings  and  con- 
clusions set  forth  herein,  the  requests  to 
make  such  findings  or  reach  such  con- 
clusions are  denied  for  the  reasons  pre- 
viously stated  in  this  decision. 

General  findings.  The  findings  and 
determinations  hereinafter  set  forth  are 
supplementary  and  in  addition  to  the 
findings  and  determinations  previously 
made  in  connection  with  the  issuance 
of  the  aforesaid  order  and  of  the  previ- 
ously issued  amendments  thereto;   and 
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all  of  said  previous  findings  and  deter- 
minations are  hereby  ratified  and  af- 
firmed, except  insofar  as  such  findings 
and  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

<a)  The  tentative  marketing  agree- 
ment and  the  order,  as  hereby  proposed 
to  be  amended,  and  all  of  the  terms  and 
conditions  thereof,  will  tend  to  effectuate 
the  declared  policy  of  the  Act; 

( b )  The  parity  prices  of  milk  as  deter- 
mined pursuant  to  section  2  of  the  Act 
are  not  reasonable  in  view  of  the  price 
of  feeds,  available  supplies  of  feeds,  and 
other  economic  conditions  which  affect 
market  supply  and  demand  for  milk  in 
the  marketing  area,  and  the  minimum 
prices  specified  in  the  proposed  market- 
ing agreement  and  the  order,  as  hereby 
proposed  to  be  amended,  are  such  prices 
as  will  refiect  the  aforesaid  factors,  in- 
sure a  sufficient  quantity  of  pure  and 
wholesome  milk  and  be  In  the  public  in- 
terest; and 

(c)  The  tentative  marketing  agree- 
ment and  the  order,  as  hereby  proposed 
to  be  amended,  will  regulate  the  han- 
dling of  milk  in  the  same  manner  as,  and 
will  be  applicable  only  to  persona  in 
the  respective  classes  of  industrial  and 
commercial  activity  specified  in.  a  mar- 
keting agreement  upon  which  a  hearing 
has  been  held. 

Rulings  on  exceptions.  In  arriving 
at  the  findings  and  conclusions,  and  the 
regulatory  provisions  of  this  decision, 
the  exception  received  was  carefully  and 
fully  considered  in  conjunction  with  the 
record  evidence  pertaining  thereto.  In 
the  light  of  this  exception  certain  clari- 
fying changes  have  been  made  in  the 
language  of  the  amendatory  provision. 
To  the  extent  that  the  findings  and 
conclusions,  and  the  regulatory  pro- 
visions of  this  decision  are  at  variance 
with  the  exception,  such  exception  is 
hereby  overruled  for  the  reasons  previ- 
ously stated  in  this  decision. 

Marketing  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hereof 
are  two  documents  entitled  respectively. 
Marketing  Agreement  Regulating  the 
Handling  of  Milk  in  the  Puget  Sound, 
Washington  Marketing  Area",  and 
"Order  Amending  the  Order  Regulating 
the  Handling  of  Milk  in  the  Puget  Sound. 
Washington  Marketing  Area",  which 
have  been  decided  upon  as  the  detailed 
and  appropriate  means  of  effectuating 
the  foregoing  conclusions. 

It  is  hereby  ordered.  That  all  of  this 
decision,  except  the  attached  marketing 
agreement,  be  published  in  the  Federal 
Reglster.  The  regulatory  provisions  of 
said  marketing  agreement  are  identical 
with  those  contained  in  the  order  as 
hereby  proposed  to  be  amended  by  the 
attached  order  which  will  be  published 
with  this  decision. 

Determination  of  representative  period. 
The  month  of  September  1961  is  hereby 
determined  to  be  the  representative 
period  for  the  purpose  of  ascertaining 
whether  the  issuance  of  the  attached 
order  amending  the  order  regulating  the 
No.  6 a 
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handling  of  milk  in  the  Puget  Sound, 
Washington  mai^eting  area,  is  approved 
or  favored  by  producers,  as  defined 
under  the  terms  of  the  order  as  hereby 
proposed  to  be  amended,  and  who,  during 
such  rei»%sentative  period,  were  engaged 
in  the  production  of  milk  for  sales  within 
the  aforesaid  marketing  area. 

Signed  at  Washington,  D.C.,  on  Janu- 
ary 5,  1962. 

James  T.  Ralph, 
Assistant  Secretary. 

Order  *  Amending  the  Order  Regulating 
the  Handling  of  Milk  in  the  Puget 
Sound,  Washington,  Marketing  Area 

§  1 125.0     Findings  and  delerniination». 

The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 
in  addition  to  the  findings  and  determi- 
nations previously  made  in  connection 
with  the  issuance  of  the  aforesaid  order 
and  of  the  previously  issued  amendments 
thereto;  and  all  of  said  previous  findings 
and  determinations  are  hereby  ratified 
and  afflrmed.  except  insofar  as  such  find- 
ings and  determinations  may  be  in  con- 
flict with  the  findings  and  determi- 
nations set  forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  pro- 
visions of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended  (7 
UJS.C.  601  et  seq.),  and  the  applicable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  marketing  orders  (7  CFR 
Part  900),  a  public  hearing  was  held 
upon  certain  proposed  amendments  to 
the  tentative  marketing  agreement  and 
to  the  order  regulating  the  handling  of 
milk  in  the  Puget  Sound,  Washington, 
marketing  area.  Upon  the  basis  of  the 
evidence  introduced  at  such  hearing  and 
the  record  thereof,  it  is  found  that: 

( 1 )  The  said  order  as  hereby  amended , 
and  all  of  the  terms  and  conditions 
thereof,  will  tend  to  effectuate  the  de- 
clared policy  of  the  Act; 

(2)  The  parity  prices  of  milk,  as  de- 
termined pursuant  to  section  2  of  the 
Act.  are  not  reasonable  In  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which 
affect  market  supply  and  demand  for 
milk  in  the  said  marketing  area,  and  the 
minimum  prices  specified  in  the  order  as 
hereby  amended,  are  such  prices  as  will 
reflect  the  aforesaid  factors,  insure  a 
sufficient  quantity  of  pure  and  whole- 
some milk,  and  be  in  the  public  interest ; 
and 

(3)  The  said  order  as  hereby  amended, 
regulates  the  handling  of  milk  in  the 
same  manner  as,  and  is  applicable  only 
to  persons  in  the  respective  classes  of 
industrial  or  commercial  activity  speci- 
fied in.  a  marketing  agreement  upon 
which  a  hearing  has  been  held. 


>  This  order  shaU  not  become  effective  un- 
leM  and  until  the  requirements  of  {  900.14 
of  the  rules  of  practice  and  procedure  govern- 
ing proceedings  to  formulate  marketing 
•greementa  and  marketing  orders  have  been 
met. 
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Order  relative  to  handling.  It  is  there- 
fore ordered.  That  on  and  after  the  ef- 
fective date  hereof,  the  handling  of  milk 
in  the  Puget  Sound.  Washington  mar- 
keting area  shall  be  in  conformity  to  and 
in  compliance  with  the  terms  and  con- 
ditions of  the  aforesaid  order,  as  hereby 
amended,  and  the  aforesaid  order  is 
hereby  amended  as  follows: 

1.  Revise  §  1125.16  to  read  as  follows: 

§  1125.16      Producer-liandler. 

"Producer-handler"  means  a  person 
who  is  both  a  dairy  farmer  and  a  han- 
dler, and  who  has  been  so  designated  by 
the  market  administrator  upon  his  de- 
termination that  all  of  the  requirements 
of  §  1125.102  have  been  met,  and  that 
none  of  the  conditions  therein  for  can- 
cellation of  such  designation  exists.  All 
designations  shall  remain  in  effect  until 
cancelled  pursuant  to  §  1125.102(d) . 
The  Department  of  Institutions,  State  of 
Washington,  shall  be  a  producer-han- 
dler exempt  from  the  provisions  of 
§§  1125.102  (other  than  paragraph  (g) 
thereof) ,  1125.30  and  1125.32  with  respect 
to  milk  of  its  own  production  and  re- 
ceipts from  fiuid  milk  plants  and  country 
plants  processed  or  received  for  con- 
sumption in  state  institutions  and  with  > 
respect  to  movements  of  milk  to  or  from 
a  fiuid  milk  plant  or  country  plant. 

[F.R.     Doc.     62-275;     Piled,    Jan.    9,     1962; 
8:55  ajn. 
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Agricultural   Stabilization   and 
Conservation  Service 

[  7  CFR   Part  1039  ] 

(Docket  No.  AO-212-A11) 

MILK  IN  MILWAUKEE,  WIS., 
MARKETING  AREA 

Notice  of  Extension  of  Time  for  Filing 
Exceptions  to  Recommended  De- 
cision on  Proposed  Amendments  to 
Tentative  Marketing  Agreement 
and  to  Order 

Pursuant  to  the  provisions  of  the  Agri- 
cultural Msu-keting  Agreement  Act  of 
1937,  as  amended  (7  U.S.C.  601  et  seq.). 
and  the  applicable  rules  of  practice  and 
procedure  governing  the  formulation  of 
marketing  agreements  and  marketing 
orders  (7  CFR  Part  900) ,  notice  is  hereby 
given  that  the  time  for  filing  exceptions 
to  the  recommended  decision  with  re- 
spect to  the  proposed  amendments  to  the 
tentative  marketing  agreement  and  to 
the  order  regulating  the  handling  of  milk 
in  the  Milwaukee,  Wisconsin  marketing 
area,  which  was  issued  December  22, 1961 
(26  F.R.  12580),  is  hereby  extended  to 
January  24,  1962. 

Signed  at  Washington,  D.C.,  on  Janu- 
ary 4,  1962. 

Robert  G.  Lewis, 
Deputy  Administrator,  Price  and 
Production,  Agricultural  Sta- 
bilization   and    Conservation 
Service. 

\rjR.    Doc.    62-276;     Piled,    Jan.    »,     1962; 
8:66  aja.] 
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FEDERAL  COMMUNICAnONS 
COMMISSION 

[  47  CFR   Part  2  1 

(Dcfcket  No.   14476;    FCC  67-«] 

INTERNATIONAL  TELECOMMUNI- 
CATION  UNION 

Notification  Relative  to  Radio  As- 
tronomy Observatories  and  Fre- 
quencies; Notice  of  Proposed  Rule 
Making 

1.  Notice  Is  hereby  given  of  proposed 
rule  making  in  the  above-entitled  mat- 
ter. 

2.  The  Administrative  Radio  Confer- 
ence. Geneva  (1959).  conferred  recog- 
nition Qjp  the  Radio  Astronomy  Service. 
Pursuant  to  ratification  of  the  Geneva 
(1959)  Radio  Regiilatlons  by  this  coun- 
try on  October  4.  1961.  Part  2  of  the 
Commission's  rules  was  amended  to  re- 
flect, among  other  things,  most  of  the 
Geneva  provision  for  the  radio  astron- 
omy service. 

3.  The  ability  of  the  radio  astronomy 
service  to  share  frequencies  with  other 
services  has  not  been  specifically  de- 
termined. However,  in  view  of  the 
extremely  low-level  signals  involved  in 
radio  astronomical  observations,  this 
service  requires  a  considerable  degree  of 
protection  from  man-made  radio  emis- 
sions. 

4.  Recommendation  32  of  the  inter- 
national Radio  Regulations  recognizes 
the  necessity  for  protection  of  the  radio 
astronomy  service  and  para^aph  4  of 
that  Recommendation  reads  in  part  as 
follows:  "administrations  should  notify 
to  the  Secretary  General  the  locations  of 
observatories  in  their  countries  and  those 
of  the  bands  allocated  in  the  Table  of 
Frequency  Allocations  that  are  In  use 
at  each  obaervatory;  and  that  the  Secre- 
tary General  should  communicate  this 
information  to  Members  and  Associate 
Members  •   •   •". 

5.  Although  paragraph  4  of  Recom- 
mendation 32  requests  notification  of  ra- 
dio astronomical  observations  only  in 
those  bands  allocated  to  the  radio  astron- 
omy service,  a  Ust  of  all  frequencies  being 
observed  during  a  particular  period  is 
considered  of  value  for  the  purpose  of 
information.  Observations  on  out-of- 
band  frequencies  cannot  normally  be  ex- 
pected to  receive  any  measure  of  protec- 
tl(»i  from  Interference  caused  by  duly 
authorized  radio  stations,  inasmuch  as 
such  bands  cannot  be  permitted  to  go 
unused  In  the  normal  assignment  of  fre- 
quencies to  stations  in  the  various  radio 
services.  However.  If  an  extremely  im- 
portant out-of-band  requirement  de- 
velops, radio  astronomers  may  petition 
the  Commission  to  amend  the  rules  to 
afford  recognition  of  the  radio  astronomy 
service  in  the  new  band(s)  for  whatever 
possible  protection  can  be  extended  to 
the  service. 

6.  Nationally,  the  following  bands 
have  been  allocated  exclusively  to  the 
radio  astronomy  service.  In  the  two 
lowest  bands.  40.66-40.7  and  73-74.6 
Mc/s.  stations  authorized  prior  to  De- 
cember 1,  1961.  and  still  holding  a  valid 
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authorization  as  of  that  date,  are  per- 
mitted to  continue  to  operate  No  new 
stations  will  be  authorized  in  any  of 
these  bands  however 

Radio  Asthonomy  ycRvicE 


40  66-40  7  Mc  s 
73  0-74  6  Mc  s 
1400-1427  Mc  s 
2690-2700  Mc/S 
4990  5000   Mc  s 


10.680-10.700  Mc  s 
15.35a  15.400  Mc  a 
19  300  19.400  Mc  n 
31.300  31  500  Mc  s 


In  addition,  the  following  band.s  may 
be  used  nationally  for  radio  a.stronomy 
observation.s  on  a  secondary  basis; 


2495-2505  kc  s 

4995-5005  kc  s 

9995-10005  kc  s 

14990-15010  kc  ■ 


19990  20010  kc  s 

24990-25010  kc  s 

404-406   Mc  3 


It  should  be  noted,  pursuant  to  §  2  105 
(g)  (Note  2)  set  forth  below,  that  as  a 
secondary  service  in  the  above  bands  the 
radio  astronomy  service:  <a)  Cannot 
claim  protection  from  harmful  inter- 
ference from  stations  of  a  primary  or 
permitted  service  to  which  frequencies 
are  already  assigned  or  may  be  assigned 
at  a  later  date:  and  (b)  can  claim  pro- 
tection, however,  from  harmful  interfer- 
ence from  stations  of  other  secondary 
service's)  to  which  frequencies  may  be 
assigned  at  a  later  date. 

7.  In  view  of  the  foregoing,  it  is  pro- 
posed to  amend  Subpart  B  of  Part  2.  as 
set  forth  in  the  Appendix  below,  pur- 
suant to  the  authority  contained  in  sec- 
tions 303(c).  (f).  and  (D  of  the  Com- 
munications Act  of  1934,  as  amended. 

8.  All  interested  persons  are  invited 
to  file,  on  or  before  February  16,  1962, 
comments  supporting  or  opposing  the 
proposal  set  out  below,  or  outlining  any 
modifications  or  counter-proposals  the 
parties  may  wish  to  submit.  Conunents 
in  reply  thereto  may  be  submitted  on  or 
before  February  26,  1962.  The  CTommis- 
sion  will  consider  all  comments  filed 
hereunder  prior  to  taking  final  action  in 
this  matter  provided  that,  notwithstand- 
ing the  provisions  of  i  1.213  of  the  rules, 
the  Commission  will  not  be  limited  solely 
to  the  comments  filed  in  this  proceeding. 

9.  In  accordance  with  the  provisions  of 
§  1.54  of  the  Conunission's  niles  and  reg- 
ulations, the  original  and  14  copies  of  all 
statements,  briefs  or  comments  filed 
shall  be  furnished  the  Commission. 

Adopted:   January  3,  1962. 

Released:  January  5.  1962. 

Fedctal  Communications 
Commission, 
[seal]         Ben  P.  Waple, 

Acting  Secretary. 

It  is  proposed  that  Subpart  B  of  Part 
2  of  the  Commission's  rules  and  regu- 
lations be  amended  as  follows: 

Subpart  B  of  Part  2  of  the  Commis- 
sion's rules  and  regulations  is  revised  as 
follows: 

The  provisions  of  55  2.104  and  2.105  are 
incorporated  into  amended  §  2.105  and  a 
new  5  2.104  is  added  as  follows: 

§  2.104      Radio  Astronomy  notification. 

Paragraph  4  of  Recommendation  32 
adopted  by  the  International  Telecom- 
munication Union's  Ordinary  Adminis- 
trative Radio  Conference,  Geneva  (1959) , 
provides  for  the  notification  of  Members 
and  Associate  Members  relative  to  radio 


a.stronomy  observations  being  conducted 
throughout  the  world.  Pursuant  to  this 
Recommendation,  it  is  requested  that 
each  radio  astronomy  observatory  file  an 
annual  report  with  the  Federal  Com- 
munications Commission.  Washington. 
DC.  each  January  1.  supplying  the  fol- 
lowing information,  which  will  be  for- 
warded to  the  International  Telecom- 
munication Union  for  distribution  to  its 
various  Members  and  Associate  Members. 

<a>  Location  of  observatory  (nearest 
city,  town,  or  recognizable  hamlet). 

<b>  Geographic  coordinates  of  observ- 
atorj". 

<c)  Frequencies  allocated  nationally  to 
the  radio  astronomy  service  on  which  ob- 
servations are  being  made,  and  a  brief 
statement  of  the  purpose(s)  of  the  ob- 
.servations. 

<d)  Frequencies  allocated  nationally  to 
the  radio  astronomy  service  on  which 
observations  are  planned  to  be  made 
during  the  forthcoming  calendar  year, 
and  a  brief  statement  of  the  purpose(s) 
of  the  observations. 

(f)  Frequencies  not  allocated  na- 
tionally to  the  radio  astronomy  service 
on  which  observations  are  planned  to  be 
made  during  the  forthcoming  calendar 
year,  and  a  brief  statement  of  the  pur- 
pose (s)   of  the  observations. 

§  2.105      Application   and  format  of  the 
Table  of  Frequency  Allocations. 

(a)  In  the  Table  of  Frequency  Alloca- 
tions below  25  Mc/s.  the  authority  ex- 
tended to  stations  in  the  fixed  service. 
unless  otherwise  specified,  extends  only 
to  those  stations  in  the  following  cate- 
gories of  service: 

(1)  Aeronautical  fixed. 

(2)  Fixed  (in  U.S.  possessions  and 
Alaska). 

(3)  International  fixed  public. 

(b)  In  the  Table  of  Frequency  Alloca- 
tions between  5,000  and  25.000  kc/s,  the 
authority  extended  to  stations  in  the 
mobile  service,  unless  otherwise  speci- 
fied, extends  only  to  thoee  stations  In 
the  following  categories  of  service: 

( 1 )  Aeronautical  mobile. 

(2)  Maritime  mobile. 

(c)  Columns  1.  2.  3.  and  4  of  the 
Table  of  Frequency  Allocations  indicate 
the  allocation  applicable  on  a  world- 
wide basis  or  in  Region  2  in  accordance 
with  the  Geneva  Radio  Regulations. 

(d)  In  Column  6  (above  25  Mc/s)  the 
letter  G  means  Federal  Government 
radio  stations,  i.e.,  those  belonging  to 
and  operated  by  the  United  States.  The 
symbol  NG  means  other  than  Federal 
Government  radio  stations,  i.e.,  those 
whose  frequencies  are  assigned  by  the 
Commission. 

(e)  Column  10  lists  certain  frequen- 
cies which  have  national  or  interna- 
tional significance  and  are  used  for  spe- 
cific standardized  purposes.  These 
frequencies  may  be  made  available  for 
assignment  to  stations  which  conform  to 
the  nature  of  service  or  station  listed 
in  column  11  opposite  the  assignable 
frequency.  The  assignment  and  use  of 
the  frequencies  listed  in  Colimin  10  Is 
limited  to  those  stations  which,  by  defi- 
nition, are  included  in  the  services  and 
classes  of  stations  (Column  8  or  0)  to 
which  the  frequency  band  (Column  7)  is 
allocated. 
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(f)  In  Column  11  "Services"  are  in 
large  block  print  and  "stations"  in  small 
pi-lnt. 

(gi  Where,  in  Columns  2,  4,  and  8,  a 
band  is  indicated  as  alienated  to  more 
than  one  service,  such  services  are  listed 
in  the  following  order: 

il>  Services,  the  names  of  which  are 
punted  in  all  capital  letters  (example: 
FIXED" ;  these  services  are  called  "prl- 
iiiary"  services; 

t2>  Services,  the  names  of  which  are 
Italicized  and  are  printed  with  the  first 
letter  capitalized  and  all  others  smaU 
type  (example:  Radionavigation) ;  these 
services  are  called   "permitted"  services; 

(3)  Services,  the  names  of  which  are 
printed  as  in  (2)  above,  but  not  italicized 
I  example:  Mobile) ;  these  are  called  "sec- 
ondary" services,  which  are  on  a  non- 
interference basis  to  the  primary  and 
permitted  services. 

Note  1.  Geneva  Radio  Regulation  No.  138: 
Permitted  and  primary  services  have  equal 
rights,  except  that.  In  the  preparation  of 
frequency  plans,  the  primary  service,  as  com- 
pared with  the  permitted  service,  shall  have 
prior  choice  of  frequencies. 

Note  2.  Geneva  Radio  Regulation  No.  139: 
Stations  of  a  secondary  service:  (a)  Shall 
not  cause  harmful  interference  to  stations  of 
primary  or  permitted  services  to  which  fre- 
quencies are  already  assigned  or  to  which 
frequencies  may  be  assigned  at  a  later  date; 
lb)  cannot  claim  protection  from  harmful 
interference  from  stations  of  a  primary  or 
permitted  service  to  which  frequencies  are 
iUready  assigned  or  may  be  assigned  at  a  later 
date:  (c)  can  claim  protection,  however. 
from  harmful  interference  from  stations  of 
the  same  or  other  secondary  servlce(s)  to 
which  frequencies  may  be  assigned  at  a 
later  date. 

( h )  The  following  symbols  are  used  to 
designate  footnotes  in  the  Table  of 
Frequency  Allocations. 

(1)  Any  footnote  consisting  only  of 
digits,  e.g.  (170).  denotes  a  paragraph  in 
the  Geneva  (1959)  Radio  Regulations. 
Where  such  a  footnote  is  applicable, 
without  modification,  to  the  national 
Table  of  Frequency  Allocations,  the  ssrm- 
bol  appears  in  the  national  table  as  well 
as  in  Column  1,  2,  3,  or  4. 

( 2 )  Any  footnote  consisting  of  the  let- 
ters US  followed  by  one  or  more  digits, 
e.g.,  USl,  denotes  a  stipulation  the  ap- 
plication of  which  is  a  matter  of  agree- 
ment between  the  Commission  and  other 
appropriate  Government  agencies. 

(3)  Any  footnote  consisting  of  the 
letters  NG  followed  by  one  or  more  digits. 
e.g..  NGl.  Is  a  stipulation  applicable  to 
non -Government  stations. 

IFR      Doc      62-260:     Filed.     Jan.     9,     1962; 
8:52  am  I 
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TELEVISION  BROADCAST  STATIONS 
(PALM  SPRINGS,  I  N  D  I  O,  SAN 
DIEGO,   CALIFORNIA)      | 

Table  of  Assignments;  Further  Notice 
of    Proposed  Rule  Making 

1.  Notice  is  hereby  given  of  further 
proposed  rule  making  in  the  above- 
entitled  matter. 


FEDERAL  REGISTER 

2.  On  July  26.  1961  the  Commission 
granted  the  application  of  Norman  H. 
Rogers  for  Channel  18  at  San  Bernar- 
dino, Calilomia.  The  proposed  trans- 
mitter site  of  the  grantee  is  only  50  miles 
from  the  reference  point  in  Palm  Springs 
to  which  Channel  19  is  assigned  and 
therefore  the  San  Bernardino  pro[>osal 
did  not  meet  the  55  mile  adjacent  chan- 
nel separation  required  by  §  3.610(c)  d) 
of  the  rules. 

3.  As  there  was  no  operating  station. 
construction  permit  outstanding,  or  ap- 
plication on  file  for  Channel  19  at  Palm 
Springs  the  Commission  on  September 
13. 1961  adopted  a  notice  of  proposed  rule 
making  to  amend  its  Television  Table 
of  Assignments  by  deleting  Channel  19 
from  Palm  Springs  and  assigning  it  to 
Indio,  California. 

4.  H  It  B  Communications  Corpora- 
tion (formerly  Transcontinent  Commu- 
nications Systems.  Inc.)  filed  comments 
opposing  the  deletion  of  Channel  19  from 
Palm  Springs  stating  that  at  the  time 
of   the    issuance   of    the    Commission's 
notice  of  proposed  rule  making  it  had 
for  some  time  been  preparing  and  in- 
tended to  file  in  the  near  future  an  ap- 
plication for  the  Palm  Springs  channel: 
that  in  November  1958  when  the  Com- 
mission assigned  Channel   19  to   Palm 
Springs  the  mileage  separation  between 
the  center  of  San  Bernardino  and  the 
center  of  Palm  Springs  was  47  miles: 
that  on  July  26,  1961  when  the  Commis- 
sion granted  the  application  of  Norman 
H.  Rogers  to  operate  Station  KCHU  at 
San    Bernardino    on    Chaimel    18    the 
KCHU  site  was  only  49.7  miles  from  the 
Palm  Springs  reference  point  whereas 
the  rules  require  a  separation  of  55  milesr 
that  it  intends  to  file  an  application  for 
Channel  19  at  Palm  Springs  specifying  a 
site  located  some  6'/2  miles  east-north- 
east from  the  center  of  Palm  Springs  and 
53  miles  from  the  KCHU  site;  that  the 
proposed  site  would  be  some  two  miles 
less  than  the  55  mile  adjacent  channel 
separation  required  by  the  rules;   that 
prior  to  the  issuance  of  the  notice  of  pro- 
posed rule  making  it  had  made  extensive 
local  surveys   to   determine   the   avail- 
ability of  sites  meeting  the  required  55 
mile  separation  and  that  no  such  site 
was  found  to  be  practicable:  that  the 
only  suitable  area  from  which  to  sei-ve 
Palm  Springs  is  located  in  the  Indio  Hills 
to  the  east  and  northeast  of  the  city: 
that  the  only  site  in  this  area  found 
meeting  the  requirements  of  having  road 
access  and  commercial  power  available 
was  that  which  it  proposed  to  use;  that 
its  proposed  site  provides  a  line  of  site 
path  to  Desert  Hot  Springs,  California, 
a  commimity  of  some  3.000  persons  to 
which  the  prcqxtfied  station  would  provide 
a  first  television  service;  and  that  the 
area  along  the  radial  from  the  KCHU 
site  to  the  H  It  B  proposed  site  is  rugged 
mountain  terrain  ranging  from  5.000  to 
10,000  feet  in  the  area  of  possible  inter- 
ference which  area  has  only  about  30 
homes. 

5.  Norman  H.  Rogers,  permittee  of 
television  Station  KCHU,  Channel  18. 
San  Bern^ino,  California,  filed  reply 
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comments  stating  that  should  H  li  B  file 
an  application  for  Channel  19  in  Palm 
Springs  it  would  not  oppose  the  granting 
of  a  waiver  of  §  3.610(c)  (1)  of  the  rules 
to  permit  the  station  to  be  located  be- 
tween 53  and  55  miles  from  the  Station 
KCHU  site  using  low  power,  but,  should 
higher  power  than  now  contemplated  by 
H  ^^B  be  sought  it  reserves  the  right  to 
consider  the  effect  of  such  an  operation 
on  its  service  area. 

6.  The  mileage  separation  problem  in- 
volved in  this  proceeding  could  be  re- 
solved by  assigning  another  UHP  chan- 
nel to  the  city  of  Palm  Springs.  Since 
it  appears  that  Channel  27  may  be  as- 
signed to  Palm  Springs  by  deleting  it 
from  San  Diego.  California,  in  which 
community  the  channel  has  not  been 
used,  and  that  Channel  27  would  be  as 
satisfactory  for  use  at  Palm  Springs  as 
Channel  19,  we  have  decided  to  invite 
comments  on  the  following  proposal: 


rity 

Channel  No. 

Present 

Pro|>ose<l 

l';ilni  ."^prinu.'s,  Calif... 
IiKlio.  ralif      

19+ 

19+ 

S;in  Dicfro,  Ciilif 

8. 10, '15+,  27. 
39,61 

8,  111.  •l.^-^-,39. 

Unless  an  active  Interest  is  manifested 
we  find  it  desirable  in  the  public  interest 
to  defer  action  on  making  available  a 
substitute  UHP  channel  for  San  Diego, 
California,  until  decisions  are  reached 
in  Docket  14229  concerning  the  future 
methods  of  assigning  stations  on  UHF 
channels. 

7.  Since  Palm  Springs  and  Indio  are 
within  200  miles  of  the  United  States- 
Mexican  border  the  reassignment  of 
these  channels  is  subject  to  coordination 
with  the  Mexican  authorities. 

8.  Pursuant  to  applicable  procedure 
set  out  in  §  1.213  of  the  Commission's 
rules,  interested  parties  may  file  com- 
ments on  or  before  February  5,  1962,  and 
reply  comments  on  or  before  February 
19.  1962.  In  reaching  its  decision  on  the 
rule  amendment  which  is  proposed  here- 
in the  Commission  will  not  be  limited  to 
consideration  of  comments  on  record,  but 
will  take  into  account  all  relevant  infor- 
mation obtained  in  any  manner  from 
informed  sources. 

9.  Authority  for  the  adoption  of 
amendments  proposed  herein  is  con- 
tained in  sections  4(1)  and  303(r)  of  the 
Communications  Act  of  1934,  as 
amended. 

10.  In  accordance  with  the  provisions 
of  §  1.54  of  the  rules,  an  original  and 
14  copies  of  all  written  comments  and 
statements  shall  be  furnished  to  the 
Commission. 

Adopted:  January  3, 1962. 

Released :  January  5,  1962. 

Federal  Communications 
Commission. 
[seal!         Ben  F.  Waple, 

Acting  Secretary. 

|F.R.     Doc.     62-261:     Filed.    Jan.    9.     1962; 
8:53  ajn.l 
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[Docket  No.  1448S  (RM-OM) ;  PCC  e3-i21 

TELEVISION  BROADCAST  STATIONS 
(STERUNG,  COLORADO-CHEYENNE, 
WYOMING 

TabI*  of  Assignments;  Notice  of 
Proposed  Rule  Making 

1.  Notice  is  hereby  given  of  rule  mak- 
ing in  the  above-entitled  matter. 

2.  The  Commission  has  before  It  a 
petition,  filed  November  3.  1961.  by 
Richard  B.  Steuer.  requesting  rule  mak- 
ing on  a  proposal  to  shift  television 
Channel  3  from  Sterling.  Colorado,  to 
Cheyenne.  Wyoming.  The  proposal 
would  amend  the  television  Table  of 
Assignments  as  follows: 


City 

Cti.uine;  No. 

Trrsj-nt 

rroiKwp'l 

Sterling   Colo          

3, 1.^- 

■J^- 

.1.  '•r 

3.  Station  KFBC-TV  operates  on 
Channel  5  at  Cheyenne.  No  stations  are 
operating  on  the  Sterling  television  as- 
signments. Steuer  Broadcasting  Com- 
pany, a  corporation  wholly  owned  by 
petitioner,  holds  a  construction  permit 
for  Station  KHQL-TV  on  Channel  3  at 
Sterling.  Two  applications,  filed  on  May 
11,  1961.  by  Sterling  Television  Booster 
Committee.  Inc..  are  also  i>ending  for 
VHP  television  translator  stations  on 
Channels  11  and  13  at  Sterling. 

4.  Channel  3  was  originally  assigned 
to  Cheyenne  in  the  television  Table  of 
Assignments  adopted  in  1952.  In  1957 
we  reassigned  Channel  3  from  Cheyenne 
to  Sterling  in  response  to  the  request  of 
Bi-States  Company  which  desired  to  use 
the  channel  at  Sterling  for  a  satellite 
station,  broadcasting  programs  origi- 
nated by  its  Channel  13  station  at 
Kearney,  Nebraska  (KHOL-TV).'  Since 
Cheyenne  had  one  operating  station 
(KFBC-TV.  Ch.  5)  and  there  was  no 
evidence  of  any  interest  by  anyone  in  the 
retention  of  use  of  Channel  3  at  Chey- 
enne at  that  time,  we  were  then  of  the 
view  that  the  public  interest  would  be 
served  by  using  the  channel  to  provide 
a  first  needed  television  service  in  the 
Sterling  area. 

5.  We  authorized  Bi-States  Company 
to  construct  a  station  on  Channel  3  at 
Sterling  in  June  of  1958.  but  the  station 
was  never  built.  In  February  of  1961. 
we  authorized  Bi-States  to  assign  its 
construction  permit  for  Channel  3  at 
Sterling  to  Richafd  B.  Steuer.  the  peti- 
tioner herein.  Mr.  Steuer.  in  turn, 
sought  and  obtained  authority  on  Octo- 
ber 19.  1961,  to  assign  his  construction 
permit  for  Channel  3  to  the  present  per- 
mittee, Steuer  Broadcasting  Company. 

6.  Petitioner  states  that  he  is  inter- 
ested in  establishing  a  second  local  VHF 
television  service  at  Cheyenne,  which  is 
much  larger   than  Sterling.'   and   that 


'  Report  and  Order  (PCC  57-1223)  adopted 
November  6.  1967,  in  Docket  No.  12173  (15 
Pike  ft  PUcher  RR  lS2ab^ 

•  The  U.S.  Ceiuua  for  1960  Indicates  that 
Cheyenne  had  a  population  of  43.505  and 
Sterling  had  a  population  of  10.751. 
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Channel  3  could  be  used  for  such  pur- 
poses there  if  the  Channel  3  assignment 
at  Sterling  is  deleted.  He  sUtes  that  if 
the  subject  proposal  is  adopted  and 
Steuer  Broadcasting  Company  is  au- 
thorized to  construct  and  operate  a  sta- 
tion on  Channel  3  at  Cheyenne,  it  plans 
to  give  the  Cheyenne  Board  of  Educa- 
tion an  opportunity  to  telecast  educa- 
tional programs  a  minimum  of  45  min- 
utes per  day,  Monday  through  Friday, 
on  a  direct  cost  basis. 

7  The  Commission  is  of  the  view  that 
a  rule  making  proceeding  should  be  in- 
stituted in  order  that  all  interested  par- 
ties may  submit  their  views  and  relevant 
data  on  petitioner's  proposal. 

8.  If  the  Commission  decides  to  adopt 
the  rule  amendments  proposed  herein, 
it  will  take  such  further  action  as  may 
be  appropriate  with  respect  to  Steuer 
Broadcast  Company's  outstanding  au- 
thorization for  Channel  3  at  Sterling. 

9.  Authority  for  the  adoption  of  the 
amendments  proposed  herein  is  con- 
tained in  sections  4m >,  303,  and  307^ b> 
of  the  Communications  Act  of  1934.  as 
amended. 

10.  Pursuant  to  the  applicable  pro- 
cedures set  out  in  §  1  213  of  the  Commis- 
sion's rules,  Interested  persons  may  file 
comments  on  or  before  February  5,  1962, 
and  reply  comments  on  or  before  Febru- 
ary 19.  1962.  All  submissions  by  parties 
to  this  proceeding  or  by  persons  acting 
in  behalf  of  such  parties  must  be  made 
in  written  comments,  reply  comments 
or  other  appropriate  pleadings. 

11.  In  accordance  with  the  provisions 
of  §  1  54  of  the  rules,  an  original  and 
14  copies  of  all  written  comments  and 
statements  shall  be  furnished  to  the 
Commission. 

Adopted:  Januar>'  3,  1962. 

Released:  January  5,  1962. 

Federal  Communications 
comkission, 
[SEALl  Ben  F.  Wapli. 

Acting  Secretary. 

|FR.     Doc      62  262:     Filed.     Jan.     9.     1962; 
8  53    am  1 


[  47   CFR   Part   3  1 

[Docket    No.    14420;    RM-2871 

TELEVISION  BROADCAST  STATIONS 
(BLOOMINGTON  -  INDIANAPOLIS, 
INDIANA) 

Table  of  Assignments;  Order  Extend- 
ing Time  for  Filing  Comments  and 
Reply  Comments 

1.  National  Educational  Television 
and  Radio  Center  (NET)  filed  a  peti- 
tion December  29,  1961,  requesting  that 
time  for  filing  comments  and  reply  com- 
ments herein  be  extended.  This  pro- 
ceeding, inter  alia,  is  to  explore  "the 
question  of  whether  more  than  three 
VHF  commercial  services  are  needed  in 
the  Indianapolis-Bloomington  area  and 
whether  it  would  better  serve  the  public 
interest  and  enable  more  effective  use  of 
VHF  assignments  in  this  area  to  re- 
serve one  of  them  for  educational  use." 

2.  NET  points  out  its  interest  in  com- 
menting and  that  several  other  educa- 
tional groups  desire  to  participate  in  the 


proceeding  but  that,  particularly  in  view 
of  the  intervening  holiday  season,  more 
time  is  needed  to  enable  these  groups  to 
crystallize  and  formulate  their  posi- 
tions in  order  to  present  meaningful 
proposals  for  the  Commission's  con- 
sideration. 

3.  It  appears  that  the  petition  sets 
forth  good  cause  for  the  extension  of 
time  requested. 

4.  Accordingly,  it  i.s  ordered.  This  2d 
day  of  January  1962.  That  the  aforesaid 
petition  of  National  Educational  Televi- 
.sion  and  Radio  Center  is  granted;  and 
that  the  time  for  filing  comments  herein 
is  extended  from  January  10.  1962  to 
February  10,  1962.  and  that  the  time  for 
filing  reply  comments  is  extended  from 
January  25.  1962.  to  February  25.  1962. 

5.  This  action  is  taken  pursuant  to  au- 
tlionty  contained  in  sections  4(i)  and 
303iri  of  the  Communications  Act  of 
1934.  as  amended,  and  section  0.24Ud) 
i8»  of  the  Commission  rules. 

Released:  January  4,  1962. 

»>  Federal  CoBonnncATiONS 

Commission. 
IsiALl         Ben  F.  Waple. 

Acting  Secretary. 

|FR      Doc      62  363;     Piled,     Jan.     9,     1962; 
8  53  ami 


[  47  CFR   Part  3  1 

I  Docket    No.    14484    (RM~289):    PCC    63-441 

TELEVISION  BROADCAST  STATIONS 
(MODESTO  AND  SAN  MATEO,  CAL- 
IFORNIA) 

Table  of  Assignments;   Notice  of 
Proposed   Rule  Making 

1.  Notice  is  hereby  given  of  rule  mak- 
ing in  the  above-entitled  matter. 

2.  The  Commission  has  before  It  a 
petition,  filed  October  26.  1961.  by  the 
National  Educational  Television  and 
Radio  Center  (NET),  requesting  rule 
making  on  a  proposal  to  shift  television 
Channel  14  from  Modesto.  California,  to 
San  Mateo,  California,  and  to  reserve 
the  channel  for  noncommercial  educa- 
tional use  at  San  Mateo.  The  proposal 
would  amend  the  television  Table  of  As- 
signments as  follows: 


City 

Channel  No. 

rrivs.'nt 

Proposed 

M(xli"sto   Calif        

14f  ,iS 

58 

^:ill   Vatt'O     ('(lllf           -.--. 

•M+- 

3.  There  are  no  stations  operating  on 
the  Modesto  television  channel  assign- 
ments, and  no  applications  are  on  file 
for  their  use.  Petitioner  submits  that 
Channel  14  may  be  reassigned  from 
Modesto  to  San  Mateo  In  conformity 
with  minimum  spacing  and  other  tech- 
nical requirements  and  that  it  would  be 
a  desirable  channel  to  use  for  a  non- 
commercial educational  station  to  serve 
San  Mateo  and  the  surrounding  area, 
which  includes  hiUy  terrain. 

4.  NET  states  that  the  College  of  San 
Mateo,  which  is  part  of  the  California 
Junior  College  system  and  a  tuition- 
free,  two-year  college  serving  the  major 
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portion  of  San  Mateo  County,  has  em- 
barked on  a  rapid  expansion  pmonam. 
Including  construction  of  a  new  twelve 
and  a  half  million  dollar  campus  now  20 
percent  complete  and  scheduled  for  oc- 
cupancy in  the  fall  of  1962.  If  Channel 
14  is  asaigned  to  San  Mateo,  petttkner 
states  that  the  College  plans  to  apply  for 
and  use  Channel  14  for  a  noncommer- 
cial educational  station  to  expand  its 
teaching  program  and  to  meet  commun- 
ity needs  for  educational,  cultural  and 
informative  programming  that  is  dif- 
ferent from  that  furnished  by  the 
commercial  stations  serving  the  area. 

5.  The  Commission  is  of  the  view  that 
a  rule  making  proceeding  should  be  in- 
stituted so  that  all  interested  parties 
may  submit  their  views  on  the  NET 
proposal. 

6.  Authority  for  the  adoption  of  the 
amendments  proposed  herein  is  con- 
tained in  secUons  4(1),  803,  and  307(b) 
of  the  Communications  Act  of  1934.  as 
amended. 


7.  Pursuant  to  the  applicable  proce- 
<lures  set  out  in  §  1.213  of  the  Commis- 
sion's rules,  interested  parties  may  file 
comments  on  or  before  February  5,  1962, 
and  reply  comments  on  or  before  Febru- 
ary 19,  1962.  In  reaching  its  decision 
herein,  the  Commission  will  not  be 
limited  to  consideration  of  comments  of 
record,  but  will  take  into  account  all 
relevant  information  obtained  in  any 
manner  from  informed  sources. 

8.  In  accordance  with  the  provision  of 
§  1.54  of  the  rules,  an  original  and  14 
copies  of  all  written  comments  and 
statements  shall  be  furnished  to  the 
Commission. 

Adopted:  January  3.  1962. 

Released:  January  5,  1962. 

Pederal  Communications 
Commission. 
[seal]        Ben  P.  Waple, 

Acting  Secretary. 

[P.R.     Doc.     62-264;     Filed,    Jan.    9,    1962; 
8:53  a.m.] 


DEPARTMENT  OF  STATE 

(XMegatlon  of  Authority  No.  aa-P-S] 

PROCUREMENT  TRANSACTIONS 

Am*ndm«nt  of  D«l*9atten  of 
Authority 

Pmragraph  lb  of  Delegation  of  Au- 
thority No.  23-P  dated  May  28.  1961. 
as  amended.  "Subject:  Delegation  of 
Authority  for  Procurement  Transac- 
tions", la  hereby  cancelled  effective 
close  of  business  December  31,  1961. 

Dated:  December  29.  1961. 

HzRiCAN  Pollack. 
Acting  Assistant  Secretary 

for  Administration. 

(FR      Doc.    62-353:     Filed.    Jan      9,     IMS; 
8:61  a.iB.| 


DEPARTMENT  OF  THE  TREASURY 

Buroou  of  Customs 

(TD.  55M3I 


Notices 


preted   as    revolting   or   modifying   any 
delegation  made  to  customs  field  officers. 

[sxALl  Philip  Nichols,  Jr.. 

Commissioner  of  Customs. 


[CTustoms    Delegation    Order     1, 
Amended  ] 


Revised — 


IFR      Doc 


62  262:     Filed. 
8  51   am  I 


Jan      9.     1962: 


CERTAIN  OFFICERS  OF  BUREAU 
OF  CUSTOMS 

Dologation  of  Authority  and 
Assignment  of  Functions 

Jaicuakt  4.  1962. 

Treasury  Department  Order  No.  165- 
13,  dated  November  3. 1961.  published  as 
TX).  55508,  26  FM.  10643.  among  other 
things,  established  the  new  ofBce  of 
Deputy  Commissioner.  Division  of  Ma- 
rine Administration  in  the  Bureau  of 
Customs.  I  have  decided  that  this  new 
office  shall  replace  the  office  formerly 
designated  as  Chief,  Division  of  Marine 
Administration. 

Therefore,  by  virtue  of  the  authority 
vested  in  me  by  Treasury  Department 
Order  No.  165,  Revised  (T.D.  53654;  19 
PJl.  7241),  Customs  Delegation  Order 
No.  1  (TJD.  53161;  17  P.R.  11705).  as 
revised  by  TJD.  53694  (19  FH.  8756); 
and  as  amended  by  TX>.  53914  (20  PJl. 
7554).  TX).  54654  (23  PR.  5962).  and 
TX).  55431  (26  FR.  6628),  is  hereby 
further  amended  as  follows: 

Section  1(c)  is  amended  by  substitut- 
ing the  title  of  Deputy  Commissioner. 
Division  of  Marine  Administration,  for 
Chief,  Division  of  Marine  Administra- 
tion. 

Section  4  is  amended  to  read  as 
follows: 

4.  The  delegations  made  by  this  order 
to  the  Deputy  Commissioners  relate  to 
decisions  to  be  made  and  functions  to  be 
performed  at  tt\e  headquarters  office  of 
the  Bureau  of  Customs,  and  no  such  del- 
egation to  these  officers  shall  be  Inter- 
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Office  of  the  Secretary 

[Dept  Clrc.  570,  1S31  Rev  Supp  No  21] 

STATE   SURETY   COMPANY 

Surety   Companies   Acceptable   on 
Federal   Bonds 

January  3,  1962. 

A  Certificate  of  Authority  has  been  Is- 
sued by  the  Secretary  of  the  Treasury  to 
the  following  company  under  the  Act  of 
Congress  approved  July  30.  1947.  6 
use.  sees.  6-13,  as  an  acceptable 
surety  on  Federal  bonds. 

An  underwriting  limitation  of  $42.- 
000.00  has  been  established  for  the  com- 
pimy.  Further  details  as  to  the  extent 
and  localities  with  respect  to  which  the 
company  Is  acceptable  as  surety  on  Fed- 
eral bonds  will  appear  In  the  next  re- 
vision of  Department  Circular  570.  to  be 
issued  as  of  May  1.  1962.  Copies  of  the 
circular,  when  Issued,  may  be  obtained 
from  the  Treasury  Department.  Bureau 
of  Accounts.  Surety  Bonds  Branch, 
Washington  25.  DC. 

state  in  Which  Incorporated.  Name  of  Com- 
pany and  Location  of  Principal  Executive 
Office 

Iowa.  State  Surety  Connpany.  Des  Moines. 
Iowa. 


their  views  in  writing  to  the  undersigned 
officer  of  the  Bureau  of  Land  Manage- 
ment. Department  of  the  Interior.  1245 
North    29th    Street.    Billings.    MonUna. 

If  circumstances  warrant  it.  a  public 
hearing  will  be  held  at  a  convenient  time 
and  place,  which  will  be  announced. 

The  determination  of  the  Secretary  on 
the  application  will  be  published  in  the 
Federal  Register.  A  separate  notice  will 
he  sent  to  each  interested  party  of  record. 

The  lands  involved  in  the  application 


are: 

Black  Hills  MtRiDL\N.  Soith  Dakota 

BLACK  HU-LS   NATIONAL  FOREST 

V  S  Highicay  385  Roadside  Zone 

A  strip  of  land  330  feet  on  each  side  of  the 
crntcr  line  of  US  Highway  No  385  through 
the  following  legal  subdlvl.slona; 


[SE.AL]  W.  T.  Heffelfincer. 

Fiscal  Assistant  Secretary. 

[PR.     Doc      62  251:     Piled.     Jan.     9.     1962; 
8:51  am.) 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land   Management 

( 047492  (SD)  1 

MONTANA 

Notice   of   Proposed   Withdrawal 
and   Reservation   of  Lands 

January  2,  1962. 

The  Forest  Service,  U.S.  Department 
of  Agriculture  has  filed  an  application. 
Serial  Number  MONTANA/047492(SD) 
for  the  withdrawal  of  the  lands  described 
below,  from  location  and  entry  under 
the  general  mining  laws,  subject  to  exist- 
ing valid  claims.  The  applicant  desires 
the  land  for  public  and  recreational  use. 

For  a  period  of  30  days  from  the  date 
of  publication  of  this  notice,  all  persons 
who  wish  to  submit  comAents.  sugges- 
tions, or  objections  in  connection  with 
the   proposed  withdrawal  may   present 
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us  Highway  No.  16.  Roadside  Zone 

A  strip  of  land  330  feet  on  each  side  of  the 
center  line  of  VS.  HlgMWay  No.  16  through 
the  following  legal  subdivisions: 
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Sec. 
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Sec. 
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Sec. 
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.  R.  I  E. 

1:  S'^S',; 
2:  SE>4SE>4. 
.  R.  2  E.. 
1:  N'aN'z; 
S14: 

8'^; 
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34:  S^SVi: 
35:  S'i. 
R  3  E. 
1:  N'^: 
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32:  SK^SB>4: 
33:  SW'4NE'i. 
R.4E.,' 

6:  SV2N14. 
Rimrock  Highway  Withdrawal 


T  2N.,  R.  5B., 

Sec.2e:  S'^SW',*; 

Sec.  27:  S'iSE>4: 

Sec.  33:  N>^NE'4NEi4; 

S«c  36:  N'^jN'i: 

Sec.  36:  NB'4NW',NW'4,  E'tiNE^4. 
T.  1  N.,  R.6E.. 

Sec.  6:  SW'A; 

Sec.  6:  NE!4NE'4SEi4; 

Sec.  9:  NB^NW>4; 

Sec.  10:  NWV4NE'4,SE'4NB'4,  NE'4SB«4: 

Sec.  11:  S'/2. 

Ditch  Creek  Recreation  Site 

T   1  S  .  R  2E, 

Sec     14:    NE'4NWV4SE>/4.    8B^SWV4SB%, 

E'2SWUSW>4SE%: 
Sec.     23:     E '/j  W '/a  NE  »4 ,     B'.i  W^W^NK%. 

SW'4NW'4SE'4NEy4,  W«48W%8E% 

NEV4.     E4NE'^NWl4SB'^.     NWV4NW% 

NEi4SE'4. 

Tepee  Agate  Area 

T  4  S  ,R.2E.,  I 

Sec    2:    N>/,SWi4    (that  portion  north  of 
centerllne  of  U.S.  16); 

Sec   3:  8^2   (that  portion  north  of  center- 
line  of  U.S.  16): 

Sec.  4:   All  that  portion  north  of  center- 
llne of  U.S.  16  (excluding  patented 
405); 
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Sec.  6:  BVi  (that  portion  north  at  center- 

NneofUJB.  16); 
Sec.  10:  N^NWV4    (that  portion  north  of 

centerllne  of  U.8.  16) . 

Harry  Mills  Campground 

T.  4  S.,  R.  3  B.. 
Sec.  1:  NW%   (that  portion  south  of  U.S. 
16  centerllne,  excluding  M.S.  2134  and 
PLO  1344  withdrawal); 
Sec.  2:  BViEV^NE%  (that  portion  south  of 
U.S.  16  centerllne.  excluding  HES  165) . 

Clog  Gulch  Water  System 

T.  1  S..  R.  S  B.. 

Sec.    11:    SV4SBViNW«4.    NW'4NE'48Wy4. 
NV4N«'4NBV4SW»4,  NE>/4NW»4SW»4, 

S^NWi4SW«4     (less    patent),    S'/iNW'/* 
NW^^SWV4   (less  patent). 

R.  Paul  Rigtrup, 
Manager,  Land  Office. 

[FJt.    Doc.    62-228;     Filed,     Jan.     9,     1962; 
8:47  ajn.) 


DEPARTMENT  OF  AGRICULTURE 

Agriculttfral  Stabilization  and 
Conservation  Service 

[Amdt.    3] 

AREAS  OF  VENUE  FOR  MARKET- 
ING QUOTA  REVIEW  COMMITTEE 
PANELS 

Establishment 

PuxBuant  to  sectioa  3(a)(1)  of  the 
Afdministrattve  Procedure  Act  (60  Stat 
238;  5  n.8.C.  1002)  which  requires  that 
the  field  organization  be  published  in 
the  nontAL  Register  and  §  711.12  of 
the  Marketing'  Quota  Review  Regulations 
(26  FJl.  10204)  which  provides  for  es- 
tablishment of  areas  of  venue  for  mar- 
ketinK  quota  review  committee  panels, 
notice  is  hereby  given  that  the  areas  of 
venue  established  for  the  following 
States  <26  FJl.  689.  10522)  have  been 
revised  and  established  by  the  ASC  State 
Committees  as  follows: 

Arkansas 
Ck>untles  of: 

Area  I — Clay,  Conway.  Craighead,  Faulkner, 
Oreene.  Independence.  Jackson.  Lawrence, 
lOaBlwtppI,  Poinsett.  Randolph,  White. 

Area  II — ^Arkansas,  Crittenden.  Cross,  Lee, 
Lonoke.  Monroe.  Phillips.  Prairie,  Pulaski, 
St.  Itanels.  Woodruff. 

Area  in — Aidiley.  Bradley,  Calhoun,  Chicot, 
Cleveland.  Dallas,  Desha,  Drew,  Grant,  Jef- 
fenon.  Linooln,  Union. 

Area  IV — Clark,  Columbia,  Garland, 
HenqMtead,  Hot  Spring,  Howard,  Lafayette, 
Uttle  River,  Logan,  Miller,  Montgomery. 
Nevada.  Ouachita,  Perry,  Pike,  Polk,  Saline, 
aoott.  Sevlar.  TeU. 

Area  V — Baxter,  Benton,  Boone.  Carroll, 
Clerbume,  Crawford,  Franklin,  Fulton,  Izard, 
Johnson,  Madison.  Marion.  Newton,  Pope, 
Searcy.  Sharp,  Stone,  Van  Buren.  Washing- 
ton, Sebastian. 

California 
Counties  of : 

Area  I — Del  Norte,  Humboldt,  Lassen.  Mo- 
doc. Plumas,  aiasta.  Sierra,  Siskiyou,  Te- 
hama. Trinity. 

Area  II — Contra  Costa,  Mendocino,  Sonoma, 
Lake.  Napa,  Marin,  Solano. 

Area  in — ^Alpine,  Amador,  Butte,  Colusa, 
El  Dorado,  Qlenn,  Inyo,  Mono.  Nevada, 
Placer,  Sacramento,  Sutter,  Yolo,  Yuba. 

Area  IV — Calaveras,  Madera,  Mariposa, 
Merced,  San  Joaquin,  Stanislaus,  Tuolumne. 
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Area  V — Alameda,  Monterey,  Saa  Benito, 
San  Luis  Obispo.  San  Idateo,  Santa  Barbara, 
Santa  Clara.  Santa  Croz. 

Area  Vl — Fresno.  Kern.  Kings.  Tulare. 

Area  VTI — Imperial,  Los  Angeles,  Orange, 
Riverside,  San  Bernardino,  San  Diego,  Ven- 
tura. 

Geobgia 
Counties  of: 

Area  I — Bartow,  Butts,  Carroll,  Catoosa, 
Cbattoga,  Cherokee,  Clajrton,  Cobb,  Coweta, 
Dade,  DeKalb.  Douglas,  Fannin,  Fayette, 
Floyd,  Fulton,  Gilmer,  Gordon,  Haralson, 
Heard.  Henry,  Meriwether,  Murray,  Newton, 
Paulding,  Pickens.  Pike,  Polk,  Rockdale. 
Spalding,  Troup,  Walker,  Whitfield. 

Area  II — Banks,  Barrow,  Clarke,  Columbia, 
Dawson,  Elbert.  Forsyth.  Franklin.  Greene. 
Gwinnett,  Habersham,  Hall.  Hart,  Jackson, 
Jasper,  Lincoln,  Lumpkin,  McDuffie,  Madison, 
Morgan,  Oconee,  Oglethorpe,  Putnam,  Rabun, 
Stephens,  Taliaferro,  Towns,  Union.  Walton, 
Warren,  White.  Wilkes. 

Area  HI — Baker.  Bibb.  Calhotm.  Chatte- 
hoochee.  Clay,  Crawford,  Dougherty.  Early, 
Harris,  Jones,  Lamar,  Lee,  Macon,  Marion, 
Miller,  Mitchell,  Monroe.  Muscogee.  Quitman. 
Randolph.  Schley.  Seminole,  Steward,  Sumter, 
Talbot,  Taylor,  Terrell,  Upson,   Webster. 

Area  IV — Baldwin,  Bleckley,  Btirb.  Crisp. 
Dodge,  Dooly,  Glascock,  Hancock,  Houston, 
Jefferson,  Johnson,  Laurens,  Montgomery, 
Peach,  Pulaski,  Richmond,  Telfair.  Treutlen, 
Twiggs,  Washington,  Wheeler,  WUcoz.  Wil- 
kinson. 

Area  V — Atkinson,  Ben  Hill,  Berrien, 
Brooks,  Clinch,  Coffee,  Colquitt,  Cook,  De- 
catur. Echols.  Grady.  Irwin.  Lanier,  Lowndes. 
Thomas,  Tift.  Turner.  Worth. 

Area  VI — Appling.  Bacon.  Brantley.  Bryan, 
Bulloch,  Camden.  Candler,  Charlton,  Chat- 
ham, Effingham,  Emanuel,  Evans,  Glynn,  Jeff 
Davis,  Jenkins,  Liberty,  Long,  Mcintosh, 
Pierce,  Screven,  TattnaU,  Toombs,  Ware. 
Wa3me. 

Idaho 
Counties  of: 

Area  I — Butte,  Clark,  Custer,  Fremont,  Jef- 
ferson, Lemhi.  Madison,  Teton. 

Area  II — ^Bannock,  Bear  Lake,  Bingham. 
Bonneville,  Caribou,  Franklin,  Oneida,  Power. 

Area  m — Blaine,  Camas,  Cassia,  Gooding. 
Lincoln,  Jerome,  Minidoka,  Twin  FaHs. 

Area  IV — Ada,  Adams,  Boise,  Canyon,  El- 
more, Gen,  Owyhee,  Pajwtte,  Valley,  Wash- 
ington. 

Area  V — Benewah.  Bonner,  Boundary, 
Clearwater,  Idaho,  Kootenai,  Latah,  Lewis. 
Nez  Perce. 

Illinois 
Counties  of : 

Area  I — Carroll,  Joe  Daviess,  Lee,  Stephen- 
son, Whiteside. 

Area  n — Bureau,  Henry,  Mercer,  Rock  Is- 
land, Stark. 

Area  III — Boone,  DeKalb,  McHenry,  Ogle, 
Winnebago. 

Area  IV — Cook,  DuPage,  Kane.  Lake,  Will. 

Area  V — Grundy,  Kankakee,  Kendall,  La 
Salle,  Marshall,  Putnam. 

Area  VI — DeWitt,  Livingston,  McLean,  Peo- 
ria. Tazewell.  Woodford. 

Area  VII — Hancock.  Henderson,  Knox, 
McDonough,  Warren. 

Area  VIII — Adams,  Brown,  Pike,  Schuyler, 
Scott. 

Area  IX — Cass,  Pulton,  Logan,  Mason,  Men- 
ard, Morgan. 

Area  X — Christian,  'Montgomery,  Sanga- 
mon, Shelby. 

Area  XI — Champaign,  Edgar,  Ford,  Iro- 
quois, VermUion. 

Area  XII — Coles,  Douglas,  Macon,  Moul- 
trie, Piatt. 

Area  xm — Clark,  Crawford,  Cumberland, 
Effingham,  Jasper. 

Area  XIV — Edwards,  Lawrence,  Richlapd, 
Wabash. 

Area  XV — Calhoun.  Greene.  Jersey.  Macou- 
pin. Madison. 
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Area  XVI — Bond.  Clinton.  Fayette.  Mon- 
roe, St.  Clair. 

Area  XVn — Clay.  Pranklln.  Jefferaon,  Mar- 
lon. Wayne. 

Area  xvm — Oallatln.  HamUton.  Saline. 
White. 

Area  XIX — Jackson.  Perry.  Randolph. 
Union.  Washington.  Williamson. 

Area  XX — Alexander,  Hardin,  Johnson. 
Massac.  Pope.  Pulaski. 

Indiana 
Counties  of: 

Area  I — Benton.  Jasper.  Lake.  La  Porte. 
Newton.  Porter.  Pulaski.  Starke.  Tippecanoe. 
White. 

Area  II — Brown.  Daviess.  Greene.  Gibson. 
Knox.  Lawrence.  Martin.  Monroe.  Morgan. 
Owen.  Sullivan. 

Area  m — Adams.  Allen.  De  Kalb.  Hunting- 
ton. Jay.  LaOrange,  Noble.  Steuben.  Wells. 
Whitley. 

Area  IV — Boone,  Clay.  Fountain.  Hendricks. 
Montgomery.  Parke.  Putnam.  Vermllllan. 
Vigo.  Warren. 

Area  V — Blackford.  Delaware.  Grant.  Ham- 
ilton. Hancock.  Howard.  Madison.  Marlon. 
Randolph.  Tipton. 

Area  VI — Carroll.  Cass.  Clinton.  Elkhart. 
Fulton.  Kosciusko.  Marshall.  Miami.  St 
Joseph.  Wabash. 

Area  VII — Bartholomew.  Decatur.  Payette. 
Franklin.  Henry,  Johnson.  Rush.  Shelby. 
Union.  Wayne. 

Area  Vm — Crawford.  Dubois.  Harrison. 
Orange,  Perry,  Pike,  Posey,  Spencer,  Van- 
derburgh. Warrick.  Washington. 

Area  IX — Clark.  Dearborn.  Floyd.  Jackson. 
Jefferson.  Jennings,  Ohio.  Ripley.  Scott, 
Switzerland. 

lOWA 

Counties  of: 

Area  I — Buena  Vista.  Cherokee.  Clay.  Dick- 
inson. Emmet.  Humboldt.  Lyon.  O'Brien. 
Osceola.  Palo  Alto.  Plymouth.  Pocahontas 
and  Sioux. 

Area  II — Butler.  Cerro  Gordo.  Floyd. 
Franklin,  Grundy,  Hancock,  Hardin,  Kos- 
suth. Mitchell,  Winnebago.  Worth,  Wright. 

Area  in — Allamakee,  Black  Hawk.  Bremer, 
Buchanan,  Chickasaw,  Clayton.  Delaware. 
Dubuque.  Fayette.  Howard.  Jackson.  Jones. 
Winneshiek. 

Area  rv — Audubon.  Calhoun.  CSarrolI.  Craw- 
ford, Guthrie,  Harrison,  Ida.  Monona,  Sac. 
Shelby,  Woodbury. 

Area  V — Boone,  Dallas.  Greene.  Hamilton. 
Jasper.  Madison,  Marlon.  Marshall.  Polk. 
Story,  Warren,  Webster. 

Area  VI — Benton,  Cedar.  Clinton,  Iowa. 
Johnson,  Unn.  Louisa.  Miiscatlne.  Poweshiek. 
Scott,  Tama,  Wiuhlngton. 

Area  Vn — Adair,  Adams.  Cass,  Clarke.  E>e- 
catur.  Fremont.  Mills,  Montgomery,  Page. 
East  Pottawattamie.  West  Pottawattamie. 
Ringgold.  Taylor.  Union. 

Area  VIII — Appanoose.  Davis.  Des  Moines, 
Henry.  Jefferson.  Keokuk,  Lee,  Lucas,  Ma- 
haska. Monroe,  Van  Buren,  Wapello.  Wayne. 

LoxnsiANA  ' 

Parish  of : 
Area  II — Change  Cadwell  to  read  Caldwell. 

Missouai 
Counties  of: 

Area  I — Andrew.  Atchison.  Buchanan.  Clay. 
Clinton,  Davlesa.  DeELalb,  Gentry,  Harrison, 
Holt,  Nodaway.  Platte.  Worth. 

Area  II — Caldwell.  Carroll,  Charlton.  Grun- 
dy. 'Jackson.  Lafayette,  Lima,  Livingston. 
Mercer,  Putnam,  Ray,  Saline.  Sullivan. 

Area  m — Adair,  Clark,  Knox.  Lewis,  Ma- 
con. Marlon.  Monroe,  Ralls,  Randolph.  Schuy- 
ler. Scotland,  Shelby. 

Area  IV — Audrain.  Boone.  Callaway.  How- 
ard. Lincoln.  Montgomery,  Pike.  St.  Charles. 
St.  Louis,  Warren. 
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Area  V — Bates,  Benton.  Cass.  Cole,  Cooper. 
Henry.  Johnson.  Miller.  Moniteau.  Morgan, 
Pettis. 

Area  VI — Barton.  Camden.  Cedar.  Dade. 
Dallas.  Hickory.  Laclede.  Polk.  Pulaski.  St. 
Clair.  Vernon.  Webster.   Wright. 

Area  VII — Crawford.  Dent.  Franklin.  Gas- 
conade. Jefferson.  Maries.  Osage.  Phelps.  St. 
Francois.  Texas,  Washington. 

Area  VIII — Bollinger.  Cape  Girardeau. 
Madison.  Mississippi.  New  Madrid.  Perry.  Ste. 
Genevieve.  Scott,  Stoddard 

Area  IX — Butler,  Carter.  Dunklin.  Howell. 
Iron,  Oregon.  Pemiscot,  Reynolds.  Ripley. 
Shannon.  Wayne. 

Area  X — Barry,  Christian.  Doui?las.  Greene, 
Jasper.  Lawrence.  McDonald,  Newton.  Ozark. 
Stone.  Taney 

Nebraska 
Counties  of: 

Area  I-  B.inner,  Box  Butte  Cheyenne, 
Dawes.  Deuel,  Garden,  Kimball,  MorrlU, 
Scotts  Bluff.  Sheridan.  Sioux 

Area  II — Arthur.  Blaine,  Brown,  Buffalo. 
Cherry.  Custer,  Dawson.  Grant,  Hooker,  Keya 
Paha.  Lincoln,  Logan.  McPherson,  Rock. 
Thomas. 

Area  III — Antelope.  Boone.  Boyd.  Burt, 
Cedar.  Cuming.  DakoU.  Dixon.  Garfield. 
Greeley,  Holt.  Howard,  Knox.  Loup.  Madison. 
Merrick.  Nance.  Pierce.  Platte.  Sherman. 
Stanton.  Thurston.  Valley,   Wayne,  Wheeler. 

Area  IV — Chase.  Dundy.  Frontier,  Furnas, 
Gosper.  Hayes,  Hitchcock.  Keith.  Perkins. 
Red  Willow 

Area  V — Clay,  Fillmore.  Franklin,  Harlan, 
Jefferson,  Kearney,  Nuckolls.  Phelps,  Saline, 
Thayer.  Webster. 

Area  VI — Adams.  Butler.  Colfax,  Dodge, 
Hall,  Hamilton,  Polk.  Saunders.  Seward. 
York. 

Area  VH — Cass,  Douglas.  Gage.  Johnson. 
Lancaster.  Nemaha.  Otoe.  Pawnee.  Richard- 
son, Sarpy.  Washington. 

Nrw  YosK 
County  of: 

Area  II — Change  Oswega  to  read    Oswego 

NOBTH    CABOLINA 

County  of: 

Area  VI — Change  PupUn  to  read     Duplin. 

Wisconsin 
Counties  of: 

Area  I — Ashland.  Barron.  Bayfield,  Buffalo, 
Burnett.  Chippewa.  Clark.  Douglas.  Dunn. 
Eau  Claire,  Iron.  Jackson,  Pepin.  Pierce.  Polk. 
Price.  Rusk.  St.  Croix.  Sawyer.  Taylor, 
Trempealeau,  Washburn 

Area  II — Brown.  Door,  Florence,  Forest, 
Kewaunee,  Langlade.  Lincoln.  Marathon. 
Marinette.  Menominee.  Oconto.  Oneida. 
Outagamie,  Portage.  Shawano.  Vilas.  Wau- 
paca. Wood. 

Area  III — Columbia.  Crawford,  Dane. 
Dodge.  Grant.  Green.  Iowa.  Jefferson,  Juneau. 
LaCrosse.  Lafayette.  Monroe.  Richland.  Rock. 
Sauk.  Vernon. 

Area  IV — Adams.  Calumet,  Fond  du  Lac. 
Green  Lake.  Kenosha.  Manitowoc.  Marquette, 
Milwaukee.  Ozaukee.  Racine.  Sheboygan. 
Walworth.  Washington.  Waukesha.  Wau- 
shara. Winnebago. 

(Sec.  3.  60  Stat.  238;  5  U8C.  1002;  Sec    363. 
52  Stat.  63.  as  amended;  7  USC.  1363) 

Effective  date :  January  1.  1962. 

Signed  at  Washington.  D.C.,  on  Janu- 
ary 5.  1962. 

E.  A.  Jaenke, 
Acting  Administrator.  Agricul- 
tural Stabilization  and  Con- 
servation Service. 

[FR.    Doc.     02-279:     FUe<l,    Jan.     0,     1983; 
8:56  a.m.] 


DEPARTMENT  OF  COMMERCE 

Maritime  Administration 

MOORE-McCORMACK  LINES,  INC. 

Notice  of  Application  for  Approval  of 
Certain   Cruises 

Notice  is  hereby  given  that  Moore- 
McCormack  Lines,  Inc..  acting  pursuant 
to  Public  Law  87-45.  has  applied  to  the 
Maritime  Administration  for  approval 
of  the  following  listed  cruises: 

Sfiip.  xailing  date,  and  itinerary 

Brasll;  Apr  27,  1962;  New  York.  Nassau.  New 
York. 

Argentina;  May  1.  1962;  New  York,  Bermuda. 
Nassau.  New  York. 

Brasll;  May  4.  1962,  New  York,  Barbados. 
Martinique,  St  Thomas,  San  Juan.  New 
York 

Argentina;  May  10.  1962;  New  York.  San 
Juan.  St  Thomas,  Martinique.  Trinidad. 
Barbados.  Bermuda,  New  York. 

Brasll;  May  15,  19^.  New  York.  Bermuda. 
San  Juan.  St  Thomas.  Martinique.  Barba- 
dos. Nassau,  New  York. 

Argentina;  May  24.  1962;  New  York.  San 
Juan.  St.  Thomas,  Martinique,  Barbados. 
Cartagena.  Cristobal.  Nassau.  New  York 

Brasll;  Sept  19.  1962;  New  York,  Bermuda. 
New  York 

Brasll;  Sept.  25,  1962;  New  York.  Bermuda. 
New  York 

Brasll;  Oct.  2,  1962;  New  York.  Barbados. 
Martinique,  St.  Thomas.  San  Juan.  Nassau. 
Bermuda,  New  York 

Argentina;  Oct.  24.  1962;  New  York,  San 
Juan.  Bart>ado6,  Trinidad,  Cartagena.  Nas- 
sau, New  York 

Argentina;  Nov.  9,  1962;  New  York.  Port  Ev- 
erglades. San  Juan,  St.  Thomas.  Marti- 
nique. Barbados,  Cartagena,  Cristobal,  Nas- 
sau. Port  Everglades. 

Argentina;  Nov.  28.  1962;  Port  Everglades. 
San  Juan.  St  Thomas.  Cartagena.  Cristo- 
bal. Nassau.  Port  Everglades. 

Argentina;  Dec.  9.  1962;  Port  Everglades.  St. 
Thomas,  Martinique.  Barbados,  Trinidad. 
San  Juan.  Nassau.  Port  Everglades,  New 
York 

Argentina:  Dec  22,  1962;  New  York.  Nassau. 
Cristobal.  Cartagena,  Barbados.  Martinique, 
St    Thomas.  San  Juan.  New  York. 

Any  person,  firm  or  corporation  having 
any  interest,  within  the  meaning  of  Pub- 
lic Law  87-45,  in  the  foregoing  who  de- 
sires to  offer  data,  views  or  arguments 
should  submit  the  same  in  writing,  in 
triplicate,  to  the  Secretary.  Maritime 
Subsidy  Board,  Washington  25,  D.C..  by 
close  of  business  on  January  30,  1962.  In 
the  event  an  opportunity  to  present  oral 
argument  is  also  desired,  specific  reason 
for  such  request  should  be  included.  The 
Maritime  Subsidy  Board  will  consider 
these  comments  and  views  and  take  such 
action  with  respect  thereto  as  In  its  dis- 
cretion it  deems  warranted. 

Dated :  January  5, 1962. 

By  order  of  the  Mau-ltime  Subsidy 
Board. 

James  S.  Dawson,  Jr., 
Secretary. 

(FR      Doc      82-272;     Filed.     Jan.     9.     19«3; 
8:55     a.m.] 
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Wednesday,  January  10,  1962 
OfRce  of  the  Secretory 

[Department  Order  No.  168  (Rev.)  ] 

OFFICE  OF  RELD  SERVICES 
Organixotion  and  Functions 

The  following  order  was  issued  by  the 
Secretary  of  Commerce  on  December  19, 
1961.  The  material  appearing  at  25  PJl. 
1531-1532  of  February  20.  1960.  and  at  26 
F  R  2270  of  March  17.  1961,  is  super- 
seded by  the  following:  ■ 

Sec.  1.  Purpose: 

The  purpose  of  this  order  is  to  describe 
the  organization  and  define  the  functionfi 
of  the  Office  of  Field  Services. 

Sec.   2.  Organization  and  Functions: 

.01  The  Office  of  Field  Services  is  a 
constituent  unit  of  the  Office  of  the  Sec- 
retary. The  Office  of  Field  Services  shall 
be  headed  by  a  Director  who  shall  report 
directly  to  the  Under  Secretary  of  Com- 
merce. 

.02  The  Office  of  Field  Services  shall 
consist  of  the  Office  of  the  Director  and 
the  Business  Service  Center  in  Washing- 
ton. DC,  the  Administrative  Service 
Office  in  Chicago,  Illinois,  and  field  offices 
located  in  such  cities  as  may  be  desig- 
nated by  the  Director  of  the  Office  of 
Field  Services  with  the  concurrence  of 
the  Under  Secretary  of  Commerce. 

.03  The  Office  of  Field  Services  shall 
be  responsible  for  carrying  out  the  field 
programs  of  the  Business  and  Defense 
Services  Administration,  the  Bureau  of 
International  Programs,  the  Bureau  of 
International  Business  Operations,  and 
the  Office  of  Business  Economics,  and 
such  other  organization  units  as  the  Sec- 
retary of  Commerce  may  designate.  In 
addition,  it  shall  disseminate  the  reports, 
data,  and  statistical  Information  pub- 
lished by  the  Bureau  of  the  Census  and 
other  bureaus  as  they  relate  to  the  de- 
velopment of  business. 

.04  Continuing  contacts  with  organi- 
zation units  whose  field  programs  are 
executed  under  this  order  shall  be  main- 
tained for  the  purpose  of  assisting  such 
units  in  the  initiation  and  development 
of  programs  and  policies  governing  ac- 
tivities relating  to  their  respective  re- 
sponsibilities and  to  obtain  information 
helpful  to  the  Business  Service  Center 
and  the  field  offices  in  serving  business 
and  industry  within  their  areas. 

05  Local  and  State  associations. 
Chambers  of  Commerce.  Boards  of  Trade, 
State  development  agencies,  and  similar 
organizations  or  groups  shall  be  utilized 
to  the  fullest  extent  possible  to  increase 
the  use  and  effectiveness  of  the  services, 
facihties.  and  published  information  and 
data  of  the  Department,  and  toUtuelop 
close  relationships  between  the  Depai 
ment  of  Commerce  and  such  organiza^ 
tions  and  the  business  public  in  the  areas 
they  serve.  To  this  end.  the  Director  of 
the  Office  of  Field  Services  is  authorized 
to  enter  into  formal  cooperative  olBce 
afrrecments  or  appropriate  informal 
airangcments  as  may  be  feasible  with 
f>uch  agencies. 

Sec.  3.  The  Office  of  the  Director: 
.01  The  Director,  Office  of  Field  Serv- 
ices, shall  be  responsible  for  formulating 
the  policies,  developing  and  coordinating 
the  programs,  and  directing  all  opera- 
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Uons  fA  the  Office  of  Field  Services,  in- 
cluding the  organization  and  (^leration 
of  the  Business  Service  Center  and  the 
departmental  field  offices. 

.02  The  Deputy  Director  shall  be  the 
chief  (verating  aide  to  the  Director  and 
Shan  assist  in  the  direction  of  operations 
of  the  Office  of  Field  Services  and  per- 
form such  other  duties  as  the  Director 
may  assign. 

.03  The  Assistant  Director  shall  assist 
the  Director  in  fulfilling  his  responsibil- 
ities for  administrative  efficiency  and 
economy  in  the  operation  of  the  office. 
He  shall  supervise  the  activities  of  the 
Administrative  Service  Office  and  per- 
form such  other  duties  as  the  Director 
may  assign. 

.04  The  specific  functions  of  the  Of- 
fice of  the  Director  include  but  are  not 
limited  to  the  following: 

1  Maintains  contact  with  the  operat- 
ing divisions  of  the  constituent  units  of 
the  Department  to  develop  information 
required  by  the  Business  Service  Center 
and  the  field  offices  and  to  coordinate 
requests  for  information; 

2  Reviews  field  programs  of  the  con- 
stituent units  of  the  Department  desig- 
nated in  section  2.03;  assists  in  develop- 
ing appropriate  programs  based  on  the 
needs  of  business  or  on  recommendations 
of  the  field  offices;  reviews  operating  pro- 
cedures and  Instructions  to  determine 
adequacy  and  effectiveness  as  they  relate 
to  specific  programs;  and  issues  such 
implementing  procedural  and  program 
instructions  to  the  field  offices  as  may  be 
necessary; 

3  Maintains  liaison  with  the  Office  of 
Publications  Management,  the  Office  of 
Public  Affairs  and  otlier  units  of  the 
Department  and  other  Crovemment 
agencies  on  all  matters  pertaining  to  the 
distribution  and  sale  of  publications,  and 
the  distribution  of  manual  issuances, 
rdeases.  orders,  and  regulations  to  the 
Bostness  Service  Center  and  the  field 
offices:  issues  the  "Commerce  Business 
Daily;"  and  maintains  records  and  con- 
trols over  publication  sales  by  the  field 
offices  and  accounting  therefor  to  the 
Superintendent  of  Documents;  and 

4  Maintains  necessary  liaison  with 
other  Government  agencies  on  matters 
relating  to  field  operations. 

6kc.  4.  Bvatnett  Service  Center: 
.01  A  Business  Service  Center  located 
in  the  Department  of  Commerce  main 
building  shall  provide  a  focal  point  for 
business  service  and  information  con- 
cerning the  functions  and  activities  of 
the  United  States  Government.  The 
Business  Serrioe  Center  shall  operate 
under  the  supervision  of  a  Manager  who 
shaJl  report  and  be  responsible  to  the 
Director,  Office  of  Reld  Services. 

.02  The  functions  of  the  Business 
Service  Center  are  as  follows: 

1  Serves  as  a  center  for  business 
infonnation,  providing  guidance,  in- 
fonnatinn  and  service  on  inquiries  and 
problems  arising  in  dealing  with  any 
Department  or  Agency  of  the  Federal 
Oovemment;  and  coordinates  all  such 
inqiary  services  in  the  Department  of 
Commerce; 

2  Publicises  the  center  and  promotes 
the  services  of  offices  and  bureaus  of  the 
Department  of  Commerce  and  other  de- 
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partments  and  agencies  by  establishing 
liaison  with  knowledgeable,  responsible 
officials  throughout  Government,  by 
evaluating  inquiries  smd  problems  for 
referral  to  the  appropriate  individual 
or  office  for  resolution,  and  by  malcing 
initial  contacts  and  arranging  appoint- 
ments; and 

3  Coordinates  the  activities  of  the 
Commerce  Department  concerning  edu- 
cational seminars  for  visiting  High 
School  and  College  classes,  including  the 
scheduling  of  conferences  and  arrang- 
ing of  programs. 

Sec.  5.  Field  Offices. 
-  .01  Each  field  office  shall  he  operated 
under  the  supervision  of  a  Field  Office 
Manager  who  shall  report  and  be  re- 
sponsible to  the  Director  of  the  Office 
of  Field  Services.  Field  Office  Managers 
shall  act  as  the  representatives  of  the 
Department  in  maintaining  appropriate 
relationships  lietween  the  Department 
and  representatives  of  business  and  in- 
dustry in  the  areas  served.  (See  Appen- 
dix A  below  for  location  of  field  offices.) 

.02  The  functions  of  the  fl^id  offices 
are  as  follows: 

1  International  trade.  (1)  Assists 
in  the  promotion  of  international  trade, 
foreign  investment  and  travel,  by  ad- 
vising and  consulting  with  exporters, 
importers,  bankers,  service  agencies  and 
trade  associations,  with  respect  to  mar- 
ket and  general  economic  conditions 
al>road  including  import  quotas,  ex- 
change restrictions  and  other  trade 
controls  established  by  foreign  govern- 
ments ;  supplying  export  and  Import  sta- 
tistics for  commodities  or  manufactured 
products  lx>th  here  and  abroad ;  furnish- 
ing trade  lists  and  World  Trade  Directory 
reports  and  similar  promotional  media 
relating  to  t^  establishment  of  contacts 
with  agents,  distributors,  producers  and 
suppliers  abroad ;  supplying  information 
and  assistance  relating  to  investment, 
insurance,  travel,  transportation,  com- 
munications and  utilities  abroad;  pro- 
viding information  on  international 
trade  fairs  to  develop  American  Industry 
participation;  furnishing  informatian  on 
trade  development  missions  and  nomi- 
nating industry  representatives  to  serve 
on  them;  aiding  American  and  foreign 
firms  in  the  amicable  adjustment  of  in- 
ternational trade  disputes ;  assisting  and 
advising  American  firms,  trade  associa- 
tions and  attorneys  in  respect  to  laws, 
regulations  and  services  pertaining  to 
the  protection  of  United  States  industrial 
pr(H>erty  rights  (patents,  trademarks  and 
copyrights)  abroad; 

(2)  Assists  in  the  administration  of 
the  Export  Contnrt  Act  of  1949,  as 
amended;  by  keeping  businessmen  in- 
formed in  export  control  policies,  regula- 
tions, and  procedures;  <^*g<g""e  in  em- 
ergency handling  of  export  license 
applications;  and,  under  an  appropriate 
delegation  of  authority,  amending  and 
extending  licenses  and  certifying  docu- 
ments under  the  Import  Certificate/ 
Delivery  Verification  procedures;  and 
providing  technical  guidance  and  other- 
wise assisting  Customs  Officials  and 
Postmasters  in  export  control  matters; 
and 
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(3)  In  accordance  with  the  agreement 
entered  Into  between  the  Department  of 
Commerce  and  the  Agency  for  Interna- 
tional Derelopment  acts  as  the  repre> 
sentatlve  of  the  latter  In  disseminating 
to  the  business  public  Information  on  the 
policies  and  programs  of  that  agency, 
and  assists  the  business  community  on 
procurement  programs  financed  by  the 
AID. 

2  Domestic  trade.  (1)  Assists  busi- 
nessmen and  trade  and  Indiistrlal  groups 
engaged  In  manufacturing,  construction, 
distribution,  banking,  communications, 
advertising,  publishing,  transportation 
and  other  service  trades  by  providing 
factual,  analytical  and  interpretive  dattf 
on  comodities,  products,  industries,  and 
marketing  for  use  as  basic  guides  for 
business  in  trade  maintenance  and  ex- 
pansion programs:  maintains  close  con- 
tact with  trade  associations  and  other 
Industrial  and  public  service  groui>s  and 
Idvlse  such  groups  of  activities  and  pro- 
grams designed  to  promote  close  co- 
operation between  them  and  the  De- 
partment of  Commerce;  gathers  factual 
information  and  data  as  may  be  required 
by  the  several  organization  units  of  the 
Department:  upon  request,  conducts 
periodic  studies  of  economic  conditions 
throughout  the  area,  analyzing  trends 
and  supply  and  demand  factors  for  prin- 
cipal goods  produced  or  consumed,  mar- 
keting opportunities,  sources  of  supply, 
accumulation  of  inventories,  plans  for 
expansion  of  new  product  facilities: 
maintains  a  business  reference  library 
with  appropriate  books,  periodicals,  re- 
ports and  other  printed  materials  of  use 
and  value  to  businessmen  and  trade  and 
Industrial  groups  in  the  area; 

(2)  Utilizing  the  services,  facilities, 
publications,  and  reports  of  the  Office  of 
Technical  Information  and  the  National 
Bureau  of  Standards,  assists  business- 
men on  technological  research  and  de- 
velopment problems  and  provide  in- 
formation on  the  development  of  new 
products  or  processes;  and 

(3)  Maintains  contact  with  State, 
local  and  Industrial  development  groups 
to  provide  effective  utilization  of  the 
services  and  facilities  of  the  Area  Re- 
development Administration  on  problems 
of  labor  surplus  areas  and  assistance  on 
community  self-help  development  pro- 
grams. 

3  Defense  prodtiction  activities.  As- 
sists and  advises  all  segments  of  business 
with  respect  to  the  orders,  regulations, 
policies,  directives,  priorities,  allocations, 
inventory  controls,  conservation  orders 
and  other  actions  of  the  BDSA;  main- 
tains continuing  contact  with  industry 
and  business  so  that  BDSA  may  be  kept 
Informed  of  the  views  and  reactions  of 
business  and  mdustry  on  current  pro- 
grams and  so  that  business  and  Industry 
may  in  turn  be  kept  Informed  as  fully 
as  possible  on  the  activities  and  re- 
sponsibllties  of  the  BDSA;  acts  as  the 
local  contact  in  gathering  of  such  in- 
formation as  may  be  required  by  the 
BDSA  on  a  local  or  area  basis. 

Sxc.  6.  Saving  Provision.  Nothing  in 
this  order  shall  be  deemed  to  supersede 
existing  and  currently  effective  Field  Op- 
erations   Orders.    Field    Administrative 
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Orders.  Field  Operations  Bulletins  and 
Field  Administrative  Circulars. 

Effective  date:  December  19,  1961. 

[seal]  Johk  Prxncs. 

Deputy  Assistant  Secretary 

for  Administration, 

Omcx  or  Piklo  SnviCKS — Fixld  Omcis 
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I  have  found  that  construction  of  the  fa- 
cility necessary  for  the  performance  of 
the  "Dry  Zero-Power  Experiments"  has 
been  completed  in  conformity  with  the 
"Final  Safeguards  Report"  and  Supple- 
ments 1  and  2  thereto,  for  the  Hallam 
Nuclear  Power  Facility. 

Accordingly,  pursuant  to  paragraph  A, 
Page  15  of  the  above  referenced  decision 
and  9  115.45.  10  CFR  Part  115,  Pro- 
visional Operating  Authorization  No. 
DPRA-1  effective  January  2.  1962.  has 
been  issued  to  North  American  Aviation, 
Inc..  authorizing  operation  of  the  Hallam 
Nuclear  Power  Facility  only  to  the  ex- 
tent required  for  the  conduct  of  the 
proposed  "Dry  Zero-Power  Experiments". 

Dated  at  Oermantown,  Md..  this  4th 
day  of  January  1962. 

For  the  Atomic  Energy  Commission. 

R.  L.  KntK. 
Deputy  Director.  Division  of 
Licensing  and  Regulation. 

[PR      Doc.     62-295:     Piled.     Jan.     9.     1962: 
8:47  am.) 


ATOMIC  ENERGY  COMMISSION       Qiyi^  AERONAUTICS  BOARD 


[Docket  No.  50-73 

UNIVERSITY  OF  UTAH 

Notice  of  Issuance  of  Facility  Licens* 
Amendment 

Please  take  notice  that  no  request  for 
a  formal  hearing  having  been  filed  fol- 
lowing publication  of  the  notice  of  pro- 
IK>sed  action  in  the  Federal  Register  on 
October  27,  1961.  26  F.R.  10103.  the 
Atomic  Energy  Commission  has  issued 
Amendment  No.  4  to  Facility  License  No. 
R^25  authorizing  University  of  Utah  to 
operate  its  reactor  Model  AGN-201. 
Serial  No.  107  at  power  levels  up  to  100 
milliwatts  (thermal)  at  the  new  loca- 
tion in  the  Merrill  Engineering  Building 
on  the  University's  campus  in  Salt  Lake 
City.  Utah. 

Dated  at  Germantown.  Md..  this  3d 
day  of  January  1962. 

For  the  Atomic  Energy  Commission. 

Robert  H.  Bryan. 
Chief.     Research     and     Power 
Reactor   Safety   Branch,   Di- 
vision of  Licensing  and  Regu- 
lation. 

(PR.     Doc.     62-228:     Piled.    Jan      9.     1962; 
8:47  a.m.  I 


I  Docket  No.  115-3] 

CONSUMERS  PUBLIC  POWER  DIS- 
TRICT; POWER  DEMONSTRATION 
REACTOR   PROJECT 

Provisional  Operating  Authorization 

Please  take  notice  that  pursuant  to 
paragraph  A,  Page  15  of  the  Intermediate 
Decision  dated  December  28.  1961,  in 
this  matter  and  based  upon  a  review  and 
evaluation  by  this  Division  of  the  resxilts 
of  an  Inspection  by  the  Division  of  Com- 
pliance with  respect  to  the  status  of  com- 
pletion of  the  Hallam  Nuclear  Power 
Facility  located  near  Hallam.  Nebraska. 


(Docket  12435  etc.) 

MACKEY   AIRLINES,    INC.,    RENEWAL 
CASE 

Notice  of  Hearing 

In  the  matter  of  applications  of  Mac- 
key  Airlines.  Inc..  and  Riddle  Airlines, 
Inc..  for  certificates  of  public  conven- 
ience and  necessity. 

Notice  is  hereby  given,  pursuant  to 
the  provisions  of  the  Federal  Aviation 
Act  of  1958.  as  sunended.  that  a  hearing 
in  the  above-entitled  proceeding  will 
be  held  on  January  23,  1962.  h.t  10:00 
a.m..  e.s.t.,  at  the  Trade  Winds  Hotel, 
Fort  Lauderdale.  Florida,  before  the  un- 
dersigned examiner. 

For  Information  concerning  the  issues 
Involved  and  other  details  in  this  pro- 
ceeding, interested  persons  are  referred 
to  the  prehearing  conference  report 
served  on  December  18,  1961.  Board  or- 
der E-17745,  adopted  November  20,  1961, 
and  all  other  documents  which  are  In 
the  docket  of  this  proceeding  on  file  in 
the  Docket  Section  of  the  Civil  Aeronau- 
tics Board. 

Dated  at  Washington.  DC.  January 
5. 1962. 

[seal]  William  J.  Madden, 

Hearing  Examiner. 

(FR      Doc      62-273;     Piled.    Jan.     9.     1962; 
8:55    am.) 
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{Agency    Order   9) 

AVIATION  RESEARCH  AND  DEVELOP- 
MENT SERVICE 

Organization  and  Functions 

1.  Purpose.  The  purpose  of  this  Order 
Is  to  prescribe  the  organizational  struc- 
ture and  functions  of  the  Aviation  Re- 
search and  DeveloiHnent  Service. 
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2.  Organizational  structure.  The  Avi- 
ation Research  and  Development  Bcri- 
ice  shall  consist  of  the  following  organi- 
zational units:  I 

Office  of  the  Director: 

Technical  InTonnatlon  Staff. 

European     Aviation    Research     and     De- 
velopment Office. 
Assistant  Director  for  System  Design: 

System  Design  Team. 
Deputy  Director  for  Technical  Programs: 

System  Management  Division. 

Research  Division. 

Development  Division. 

Experimentation  Division. 

Evaluation  Division. 
Deputy    Director    for    Administration     and 
Support : 

Administrative  Services  Division. 

Contracta  Division. 
Center  Manager,  National  Aviation  Facilities. 
Experimental  Center: 

Management  Service?  Division. 

Supporting  Services  Division.         I 

Technical  Services  Division. 

The  Director,  Aviation  Research  and 
Development  Service,  is  authorized  to 
prescribe  further  subdivision  ol  organ- 
ization in  the  Aviation  Research  and 
Development  Service,  provided  this  shall 
be  done  in  writing  and  a  copy  filed  with 
the  Office  of  Management  Services. 

3.  Functions  of  the  Service.  Uhderthe 
general  supervision  of  the  Director  and 
within  Agency  plans,  policies  and  direc- 
tives, the  Aviation  Research  and  Devel- 
opment Service  shall : 

a.  Plan,  design,  develop,  modify  and 
test  new  systems,  procedures,  facilities, 
and  equipment  to  meet  the  needs  for  safe 
and  efficient  navigation  and  traffic  con- 
trol of  all  civil  and  military  aviation  with 
the  exception  of  those  military  needs 
peculiar  to  air  warfare  and  primarily  of 
military  concern. 

b.  Recommend  to  the  Deputy  Admin- 
istrator for  Plans  and  Development 
new  systems,  procedures,  facilities,  and 
devices  that  will  best  serve  the  needs  of 
the  common  air  traffic  control/naviga- 
tion system. 

c.  Assist  the  Deputy  Administrator  for 
Plans  and  Development  with  respect  to 
(1>  the  technical  evaluation  of  research 
and  development  programs  of  military 
agencies  or  others  that  may  have  poten- 
tial application  to  the  needs  of,  or  pos- 
sible conflict  with  the  common  system 
and  (2)  determining  whether  the  Fed- 
eral Aviation  Agency  or  others  have  the 
responsibility  for  such  programs. 

d.  Maintain  liaison  with  other  Agency 
components  to  obtain  system  require- 
ments and  maximize  interchange  of 
technical  data. 

e.  Plan  and  provide  the  necessary  re- 
search, development,  experimentation, 
and  evaluation  to  meet  the  needs  of  the 
Agency  with  respect  to  improved  air- 
craft airworthiness  standards,  safe^ 
resulations.  and  aircraft  safety. 

f.  Direct,  supervise,  and  conduct  sys- 
tems design,  research,  developmmt,  ex- 
perimentation, and  evaluation  progams. 

p.  Provide  operations  research  and 
technical  research  to  support  all  Service 
functions. 

h.  Administer  and  operate  the  Na- 
tional Aviation  Facilities  Experimental 
Center  at  Atlantic  City,  New  Jersey,  and 
any  other  systems  research  and  develop- 
ment facilities  of  the  Agency. 
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L  CSoDtraet  tar  research.  devekq?ment. 
exporimeBtation.  and  evaluation  serv- 
ioes  required  In  support  of  its  programs. 
This  may  Include  property,  utilities,  and 
other  senriees  required  at  NAFEC  in 
support  of  BerrUx  i»ograms  or  for  ad- 
ministrative purposes. 

J.  Operate  and  maintain  aircraft  and 
avionics  used  in  support  of  Service  pro- 
grams. 

k.  Substantiate  the  need,  as  identified 
by  ARD8  or  requested  by  other  Agency 
components,  for  modifying  or  improving 
planned  and  Installed  air  navigation, 
traffic  control,  communications,  and  re- 
lated equipment,  facilities  and  systems. 

1.  Develop  and  test  modifications  and 
improvements  to  the  extent  necessary  to 
assure  that  they  adequately  meet  system 
needs. 

m.  Obtain  approval  for  inclusion  of 
modifications  and  improvements  in  air 
navigation,  traffic  control,  communica- 
tions, and  related  equipment,  facilities 
and  Kftbans  through  the  selection  pro- 
cedures prescribed  by  nAgency  Order  52. 

4.  Ot/Cce  of  the  Director.  Under  the 
general  supervision  of  the  Director,  the 
Ofllce  of  the  Director  shall: 

a.  Direct  and  supervise  the  activities 
of  the  Aviation  Research  and  Develop- 
ment Service. 

b.  As  required,  represent  the  Deputy 
Administrator  for  Plans  and  Develop- 
ment or  the  Administrator  on  all  mat- 
ters within  the  responsibilities  of  the 
Aviation  Research  and  Development 
Service. 

4.1  Technical  Information  Staff. 
Under  the  general  supervision  of  the 
Chief,  the  Technical  Information  Staff 
shall: 

a.  Maintain  liaison  with  other  Bu- 
reaus, Services,  and  Offices  of  the  Fed- 
eral Aviation  Agency,  other  govern- 
mental agencies,  and  the  scientific,  tech- 
nical, and  aviation  community  to  obtain 
and  provide  information  required  for 
research  and  development. 

b.  Coordinate  required  briefings  and 
assist  appropriate  Divisions  in  preparing 
briefing  material. 

c.  Provide  and  coordinate  program 
status  information  for  distribution  out- 
side the  Service. 

d.  Coordinate  and  monitor  all  activi- 
ties of  the  Service  concerned  with  in- 
ternational matters,  such  as  those  con- 
cemlxig  IQIA,  ICAO,  ITU,  lATA,  etc. 

4.2  European  ArHation  Research  and 
Dev^opment  Office.  Under  the  general 
supervision  of  the  Chief,  the  European 
Aviati<m  Research  and  Development 
Office  shall: 

a.  Coordinate,  conduct,  and  maintain, 
between  European  coimtries  and  the 
Aviation  Research  and  Development 
Service,  and  as  required  by  the  Federal 
Aviation  Agency  and  the  U.S.  Govern- 
ment, a  program  for  the  exchange  of 
aviation  research  and  development  in- 
formation. 

b.  Represent  the  Director  of  the  Avia- 
tion Research  and  DevelojHnent  Service, 
and  as  required,  the  Federal  Aviation 
Agency  and  the  UJS.  Oovemment.  in 
jointljr  qMoaored  research  and  develop- 
ment programs  with  European  coimtries. 

5.  Fumetkms  of  the  AMistant  Director 
for  System  Design.  The  Assistant  Di- 
rector for  System  Design  shall: 
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a.  Direct  and  supervise  the  activities 
of  the  Syston  Design  Team  to  create  a 
oomprtiiensive  system  design  for  the 
Nation's  air  traffic  contnd  and  naviga- 
tion system. 

b.  Assist  the  Director  in  formulating 
policies  for  the  Aviation  Research  and 
Development  Service. 

5.1  System  Design  Team.  Under  the 
general  supervision  of  the  Assistant  Di- 
rector for  System  Design,  the  System 
Design  Team  shall : 

a.  Create  and  recommend  to  Uie  Di- 
rector, a  comprehensive  system  design 
for  the  Nation's  air  traffic  control  and 
navigation  system. 

b.  Provide  guidance  to  the  Deputy  Di- 
rector for  Technical  Programs  on  pro- 
grams and  projects  essential  to  carry 
out  the  research  and  development  pro- 
gram to  achieve  the  optimum  system 
design  and  evaluate  the  feasibility  of  its 
implementation. 

c.  Coordinate  the  system  design  with 
other  components  of  the  Agency  as 
appropriate. 

d.  Prepare  briefings,  seminars,  and 
papers  on  system  design  for  discussion 
with  the  Technical  Advisory  Board  and 
with  other  organizations  outside  of  the 
Agency  as  directed. 

e.  Consult  with  designated  Depart- 
ment of  Defense  repres^tatives  on  the 
integratioai  of  military  requirements  in 
the  National  aviation  system  design. 

6.  Functions  of  the  Deputy  Director 
for  Technical  Programs.  The  Deputy 
Director  for  Technical  Programs  shall: 

a.  Direct  and  supervise  the  technical 
program  activities  of  the  Aviation  Re- 
search and  Development  Service  within 
the  limits  of  Service  objectives,  policies, 
and  directives. 

b.  Assist  the  Director  in  formulating 
policies  for  the  Aviation  Research  and 
Development  Service. 

6.1  System  Management  Division. 
Under  the  general  supervision  of  the 
Chief,  the  System  Management  Divi- 
sion shall: 

a.  Plan  azul  manage  all  technical  ixo- 
grams  from  conception  through  evalua- 
tion. 

b.  Be  the  point  of  contact  for  an  action 
office  of  the  Aviation  Resesirch  and  De- 
velopment Service  for  all  CHDerational 
requirements  requiring  research  and 
development  activity. 

c.  Define  and  formulate  research  and 
development  programs  which  will  ful- 
fill requirements. 

d.  Recommend  the  initiation  of  proj- 
ects for  modifying  or  improving  planned 
and  installed  air  navigation,  traffic  con- 
trol, communications,  and  related  equip- 
ments, facilities,  and  systems. 

e.  Formulate  and  keep  current  the 
Service  Five  Year  Plan. 

f.  Be  responsible  for  reporting  on  the 
adequacy  in  terms  of  content,  timeliness, 
deficiencies,  etc.,  of  all  technical  pro- 
grams from  program  formulation 
through  evaluation. 

g.  Set  and  maintain  priorities  for  tech- 
nical programs  within  the  Service. 

h.  Prepare  progress  reports  for  all 
technical  programs. 

1.  Represent  the  Service  in  the  review 
and  approval  of  plans  and  specifications 
prepared  by  other  Agency  components. 
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J.  Represent  and  coordinate  the  activ- 
ities of  the  Aviation  Research  and  De- 
velopment Service  with  respect  to  related 
mllltMT  programs. 

k.  Prepare  all  Selection  Memoranda 
for  submission  to  the  Administrator. 

6.2  Research  Division.  Under  the  gen- 
eral supervision  of  the  Chief,  the  Re- 
search  Division   shall: 

a.  Conduct  applied  research  as  re- 
quired to  establish  the  feasibility  of  us- 
ing specific  scientific  principles,  equip- 
ment, or  advances  In  the  state-of-the-art 
to  make  improvements  In  efllciency  and 
safety  of  aircraft  operations. 

b.  Conduct  human  factors  research  in 
support  of  ARD6  programs,  and  provide 
human  factors  services. 

c.  Study  and  assess  the  logistical  im- 
pact of  the  Introduction  of  new  systems. 

6.3  Development  Division.  Under  the 
general  supervision  of  the  Chief,  the  En- 
velopment Division  shall: 

a.  Plan,  establish  specifications  for 
and  supervise  all  equipment  development 
of  the  Service. 

b.  Apply  the  results  of  research  analy- 
sis, experimentation,  and  evaluation  in 
development  of  new  equipment  systems. 

c.  Provide  technical  consultation  and 
assistance  in  system  implementation  by 
the  Agency. 

8.4  Experimentation  Division.  Under 
the  general  supervision  of  the  Chief,  the 
Experimentation  Division  shall: 

a.  Provide  experimentation  services 
for  air  trafSc  control,  aircraft  safety,  and 
other  aviation  support  systems  and 
equipment. 

b.  Provide  technical  services  as  re- 
quired in  connection  with  developmental 
equipments  to  other  divisions  of  the 
Service. 

6.5  EvaliMtion  Division.  Under  the 
general  supervision  of  the  Chief,  the 
Evaluation  Division  shall: 

a.  Conduct  evaluation  of  systems, 
equipment,  and  procedures,  to  determine 
suitability  to  meet  established  criteria. 

b.  Demonstrate  the  operational  capa- 
bilities of  systems,  equipment,  and  pro- 
cedures developed  by  the  Service  to  other 
Oovemment  agencies  and  private  user 
organizations. 

7.  Functions  of  the  Deputy  Director 
for  Administration  and  Support.  The 
Deputy  Director  for  Administration  and 
Support  shall: 

a.  Direct  and  supervise  the  adminis- 
trative and  support  activities  of  the 
Aviation  Research  and  Development 
Service  within  the  limits  of  Service  ob- 
jectives, policies  and  directives. 

b.  Assist  the  Director  in  formulating 
policies  for  the  Aviation  Research  and 
Development  Service. 

c.  Direct  the  review  of  the  Service 
budget. 

7.1  Administrative  Services  Division. 
Under  the  general  supervision  of  the 
Chief,  the  Administrative  Services  Divi- 
sion shall: 

a.  Recommend  Service  budget  policy 
and  direct  the  formulation  of  the  Serv- 
ice budget. 

b.  RecMnmend  Service  policy  mi  re- 
sources, accounting,  personnel,  training, 
security,  sui>ply.  and  general  services. 

c.  Recommend  Service  policy  relating 
to  office  equipment,  space,  mall  distrlbu- 
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tlon.  messenger  service,  communications, 
records  management,  and  transporta- 
tion, and  provide  these  services  in  Wash- 
ington. 

d.  Coordinate  the  Service's  overall 
resources  requirements. 

e.  Perform  financial  management 
functions,  and  personnel  coordination 
and  liaison  in  Washington. 

f.  Provide  the  Service  in  Washington 
with  information  services,  including 
operation  of  a  technical  data  and  file 
room,  and  a  reports  center. 

g.  Provide  the  Service  with  manage- 
ment analysis  services. 

h.  Review  and  publish  all  Service 
Orders,  Practices,  and  Bulletins. 

7.2  Contracts  Division .  Under  the  gen- 
eral supervision  of  the  Chief,  the  Con- 
tracts Division  shall: 

a.  Recommend  Service  policy  for  con- 
tracting activities  within  the  scope  of 
the  authority  of  the  Service. 

b.  Conduct  all  Service  contracting  ac- 
tivities performed  except  those  delegated 
for  performance  at  NAFEC. 

c.  Compile  and  maintain  a  master  list 
of  prospective  bidders. 

d.  Direct  and  carry  out  all  administra- 
tive phases  of  negotiations,  preparation, 
execution,  and  termination  of  contracts 
and  agreements  except  those  delegated 
for  performance  at  NAFEC 

e.  Coordinate  with  the  Office  of  the 
General  Counsel  to  insure  Service  com- 
pliance with  all  applicable  policies, 
statutes,  and  regulations  for  contracting 
activities. 

f.  Provide  the  necessary  liaison  with 
the  Office  of  Management  Services  and 
with  technical,  legal.  Inspection,  auditing 
and  other  groups  having  functions  re- 
lating to  Service  contracts. 

8.  Office  of  the  Center  Manager — 
NAFEC.  Under  the  general  supervision 
of  the  Center  Manager,  the  Office  of  the 
Center  Manager  shall : 

a.  Direct  and  supervise  the  adminis- 
trative and  support  activities  of  the 
Aviation  Research  and  Development 
Service  within  the  limits  of  Service  plans, 
policies,  and  directives  at  the  National 
Aviation  Facilities  Experimental  Center. 

b.  Advise  the  Deputy  Director  for 
Administration  and  Support  in  formu- 
lating policies  and  plans  which  will 
affect  administrative  and  support  func- 
tions at  NAFEC. 

c.  Act  as  the  representative  of  the 
Office  of  the  Director  for  community  and 
public  relations  for  NAFEC. 

8.1  Management  Services  Division. 
Under  the  general  supervision  of  the 
Chief,  the  Management  Services  Division 
shall: 

a.  Coordinate  the  budget  preparation 
and  perform  financial  management 
functions  for  activities  located  at 
NAFEC. 

b.  Direct  and  administer  the  NAFEC 
personnel,  training,  and  personnel  secu- 
rity programs. 

c.  Direct  and  administer  NAFEC  ac- 
counting and  fiscal  services. 

d.  Provide  management  analysis  serv- 
ices at  NAFEC. 

e.  Provide  contracting  services  per- 
formed at  NAFEC. 


8.2  Supporting  Services  Division.  Un- 
der the  general  supervision  of  the  Chief, 
the  Supporting  Services  Division  shall: 

a.  Provide  activities  at  NAFEC  with 
services  relating  to  office  equipment, 
space,  mail  distribution,  messenger  serv- 
ices, communications,  reproduction,  and 
records  management. 

b.  Plan,  furnish,  maintain,  allocate, 
and  protect  the  supporting  plant,  prop- 
erty, and  administrative  facilities  for  the 
National  Aviation  Facilities  Experi- 
mental Center. 

c.  Provide  activities  at  NAFEC  with 
such  services  as  local  transpwrtation. 
first  aid.  industrial  and  motor  vehicle 
safety  inspection,  and  the  receipt,  stor- 
age, and  issuance  of  supplies. 

d.  Manage  and  operate  a  library  and 
information  retrieval  service  at  NAFEC. 

e.  Manage  the  airport. 

8.3  Technical  Services  Division.  Un- 
der the  general  supervision  of  the  Chief, 
the  Technical  Services  Division  shall: 

a.  Provide  the  Service  with  computa- 
tion, simulation,  measurement  and  other 
technical  support  services  for  Service 
programs. 

b.  Provide  for  operation,  maintenance, 
and  modification  of  aircraft  for  Service 
programs. 

c.  Plan,  manage,  and  schedule  all 
technical  facilities  at  NAFEC. 

9.  Effective  date.  This  order  is  effec- 
tive Immediately.  It  supersedes  Agency 
Order  9  (Revised)  of  October  16,  1960. 
and  Agency  Bulletin  61-1  dated  Janu- 
ary 13,  1961.  All  other  Orders  or  parts 
thereof  issued  prior  to  this  date  which 
are  Inconsistent  or  in  confiict  with  this 
Order  are  amended  or  superseded  ac- 
cordingly. 

N.  E.  Halaby, 
Administrator. 

(PR      Doc.     62-254;     Filed.     Jan.     9.     1962; 
8:51  am] 
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PROPOSED  RADIO  ANTENNA 
STRUCTURE 

Determination  of  No  Hazard  to  Air 
Novigation 

The  Federal  Aviation  Agency  has  cir- 
cularized the  following  proposal  to  in- 
terested persons  for  aeronautical  com- 
ment and  has  conducted  a  study  to 
determine  its  effect  upon  the  safe  and 
efficient  utilization  of  airspace:  The  Tri- 
County  Broadcasting  Company,  Sauk 
Rapids,  Minnesota,  proposes  to  construct 
a  radio  antenna  structure  near  Sauk 
Rapids.  Minnesota,  at  latitude  45''35'48" 
north,  longitude  94  09'26"  west.  The 
overall  height  of  the  structure  would 
be  1.344  feet  above  mean  sea  level  (262 
feet  above  ground). 

Objections  were  made  in  response  to 
the  circularlzation  by  the  State  of  Min- 
nesota Department  of  Aeronautics  and 
the  National  Association  of  State  Avia- 
tion Officials  on  the  bases  that  the  pro- 
posed structure  would  exceed  the  State 
of  Minnesota  Regulations  and  the  hor- 
izontal surface  criteria  of  the  Joint  In- 
dustry/Oovemment  Tall  Structures 
Committee  as  applied  to  the  Whitney 
Memorial  Airport.  St.  Cloud.  Minnesota; 
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would  be  a  hazard  to  Visual  Flight  Rules 
operations  in  the  area;  and  would  have 
an  adverse  effect  upon  a  planned  VOR 
Instrument  Approach  Piocedure  to  the 
northeast  southwest  runway  of  the 
Whitney  Memorial  Airport.  The  Airline 
Pilots  Association  objected  on  the  bases 
that  the  proposed  structure  would  ex- 
ceed the  criteria  of  the  JIGTSC  and  this 
Agency's  TSO-N18.  At  the  FAA  Kansas 
City  Regional  Airspace  Meeting,  the 
State  of  Minnesota  Department  of  Aero- 
nautics advised  that  the  proposed  struc- 
ture exceeds  the  approach  slope  criteria 
contained  in  the  zoning  ordinances 
adopted  by  the  City  of  St.  Cloud  and  the 
State  of  Minnesota  hopes  to  have  a  VOR 
instrument  approach  procedure  approved 
using  the  State  owned  St.  Cloud  State 
TVOR  located  on  this  airport. 

The  proposed  structure  would  be  lo- 
cated approximately  1.7  miles  northeast 
of  the  airport  reference  point  of  the 
Whitney  Memorial  Airport,  St.  Cloud, 
Minnesota.  The  Agency  study  disclosed 
that  there  is  no  current  instnmient  ap- 
proach procedure  for  this  airport  and 
no  plans  have  been  filed  with  this 
Agency  for  the  establishment  of  an  in- 
strument approach  procedure  bas^  on 
the  use  of  the  St.  Cloud  State  TVOR. 
Part  626  of  the  regulations  of  the  Ad- 
ministrator. $  626.12(b),  precludes  this 
Agency  from  considering  the  effect  of  a 
proposed  structure  on  a  prospective  in- 
strument approach  procedure  not  on  file 
with  this  Agency  as  of  the  filing  date  of 
the  Notice  of  Proposed  ConstnKtion  or 
Alteration.  The  study  further  disclosed 
that  although  the  proposed  structure 
would  penetrate  the  criteria  of  the 
JIGTSC  and  this  Agency's  TSO-N18, 
this  factor  would  result  in  no  substantial 
adverse  effect  upon  VFR  operations  at 
the  Whitney   Memorial  Airport. 

No  other  aeronautical  operations, 
procedures  or  minimum  flight  altitudes 
would  be  affected  by  the  proposed 
structure. 

Therefore,  pursuant  to  the  authority 
delegated  to  me  by  the  Administrator 
(14  CFR  626.33;  26  P.R.  5292),  it  Is  con- 
cluded that  the  proposed  structure,  at 
the  location  and  mean  sea  level  eleva- 
tion specified  herein.  Would  have  no  sub- 
stantial adverse  effect  upon  aeronauti- 
cal operations,  procedures  or  minimum 
flight  altitudes:  and  it  is  hereby  deter- 
mined that  this  structure  would  not  be 
a  hazard  to  air  navigation  provided  that 
the  structure  is  obstruction  marked  and 
lighted  in  accordance  with  Federal  Com- 
munications Commission  rules. 

This  determination  is  effective  as  of 
the  date  of  issuance  and  will  become  final 
30  days  thereafter,  provided  that  no  ap- 
peal herefrom  under  §  626.34  (26  F.R. 
5292)  is  granted.  Unless  otherwise  re- 
vised or  terminated  a  final  determina- 
tion hereunder  will  expire  18  months 
after  its  effective  date  or  upon  earlier 
abandonment  of  the  construction  pro- 
posal (§  626.35;  26  F.R.  5292). 

Issued  in  Washington,  D.C.,  on  De- 
cember 27.  1961.  I 

Joseph  Vivari. 
Acting  Chief, 
Obstruction  Evaluation  Branch. 

|FR.     Doc.    62-231;     Filed.    Jan.    0,     IOCS; 
8:48  a.m.l 
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PROPOSED  TELEVISION  ANTENNA 
STRUCTURE 

D«t«nninotion  of  No  Hazard  to  Air 
Navigation 

The  Federal  Aviation  Agency  has  cir- 
cularized the  following  proposal  to  in- 
terested persons  for  aeronautical  com- 
ment and  has  conducted  a  study  to 
determine  its  effect  upon  the  safe  and 
efficient  utilization  of  airspace:  The 
South  Dakota  Television,  Inc.,  Aberdeen, 
South  Dakota,  proposes  to  construct  a 
television  antenna  structure  near 
Crocker.  South  Dakota,  at  latitude  45°- 
06'32"  north,  longitude  97''53'30"  west. 
The  overall  height  of  the  proposed  struc- 
ture wotild  be  3,048  feet  above  mean  sea 
level  (1,288  feet  above  ground). 

Objections  were  made  In  response  to 
Che  circularlzation  by  the  Air  Transport 
Association  of  America  on  the  basis  that 
the  proposed  structure  would  require  an 
Increase  from  3,000  feet  above  mean  sea 
level  to  3,500  feet  above  mean  sea  level 
in  the  minimum  en  route  instrument 
flight  rules  altitude  on  VOR  Federal  Air- 
way No.  24  between  the  Aberdeen,  South 
Dakota,  VOR  and  the  Watertown,  South 
Dakota,  VOR.  The  Aircraft  Owners  and 
Pilots  Association  objected  on  the  basis 
that  the  proposed  structure  would  ex- 
ceed 1,000  feet  above  ground  and  would 
appear  to  violate  Part  626  of  the  Regu- 
lations of  the  Administrator.  At  the 
FAA  Kansas  City  Informal  Airspace 
Meeting  the  ATA  withdrew  its  objection. 
The  AOPA  was  not  represented  at  this 
meeting.  The  South  Dakota  Aeronau- 
tics Commission  requested  that  special 
consideration  be  given  to  the  Visual 
Flight  Rules  flyway  requirements  in  that 
area. 

The  proposed  structure  would  be 
located  5.3  miles  west  of  Crocker,  South 
Dakota,  and  8.7  miles  southwest  of  the 
centerline  of  Victor  24.  It  would  re- 
quire an  increase  from  3,000  feet  MSL 
to  3,500  feet  MSL  in  the  MEA  on  Victor 
24  between  the  Aberdeen  VOR  and  the 
Watertown  VOR.  The  1961  peak  day 
instrument  flight  rules  traffic  count  for 
this  segment  of  airway  was  1  flight.  The 
Agency  study  disclosed  that  this  increase 
in  MEA  would  have  no  substantial  ad- 
verse effect  upon  IFR  operations.  Dur- 
ing fiscal  year  1961,  there  were  200  VFR 
general  aviation  flight  plans  filed  be- 
tween the  Aberdeen  and  Watertown  Air- 
ports. Of  these  flights,  180  were  filed  via 
direct  route  and  20  via  airways.  The 
study  disclosed  that  the  proposed  struc- 
ture would  not  be  located  in  close  prox- 
imity to  these  or  other  known  routes 
generally  used  by  VFR  operations.  The 
proposed  structure  would  exceed  the 
criteria  contained  in  Part  626  of  the  reg- 
ulations of  the  Administrator.  However, 
the  study  further  disclosed  that  this  fac- 
tor would  have  no  substantial  adverse 
effect  upon  aeronautical  operations. 

No  othef  aeronautical  operations,  pro- 
cedures or  minimum  flight  altitudes 
would  be  affected  by  the  proposed 
structure. 

Therefore,  pursuant  to  the  authority 
delegated  to  me  by  the  Administrator  ( 14 
CFR  626.SS;  26  FIL  5292) ,  it  Is  concluded 
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that  the  proposed  structure,  at  the  loca- 
tion and  mean  sea  level  elevation  speci- 
fied herein,  would  have  no  substantial 
adverse  effect  upon  aeronautical  opera- 
tions, procedures  or  minimum  flight 
altitudes;  and  it  is  hereby  determined 
that  this  structure  would  not  be  a  hazard 
to  air  navigation,  provided  that  the 
structure  bej  obstruction  marked  and 
lighted  in  accordance  with  applicable 
Federal  Communications  Commission 
rules. 

This  determination  is  effective  as  of 
the  date  of  issuance  and  will  become 
final  30  days  thereafter,  provided  that  no 
appeal  herefrom  under  S  626.34  (26  F.R. 
5292)  is  granted.  Unless  otherwise  re- 
vised or  terminated  a  final  determina- 
tion hereunder  will  expire  18  months 
after  its  effective  date  or  upon  earlier 
abandonment  of  the  construction  pro- 
posal (§  626.35;  26  F.R.  5292). 

Issued  in  Washington,  D.C.,  on  Decem- 
ber 28,  1961. 

Joseph  Vivari, 
Acting  Chief, 
Obstruction  Evaluation  Branch. 

IF.R.    Doc.    62-232;     Piled,    Jan.    8,     1962; 
8:48  a.m.] 

FEDERAL  COMMUNICATIONS 
COMMISSION 

[FCC  62-7) 

STATEMENT  OF  ORGANIZATION,  DEL- 
EGATIONS  OF  AUTHORITY,  AND 
OTHER  INFORMATION 

Inspection  of  Records 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington,  D.C.,  on  the  3d  day  of  Jan- 
uary 1962; 

The  Commission  having  under  con- 
sideration sections  0.404  and  0.406  of  its 
rules  and  regulations  pertaining  to  rec- 
ords of  the  Commission  which  are  open 
to  the  public  for  inspection,  and  the  ne- 
cessity to  amend  the  aforementioned 
sections; 

It  appearing,  that  the  amendments  to 
the  rules  ordered  herein  codify  existing 
practice,  are  procedural  in  natm-e,  and 
that  therefore  the  notice  and  effective 
date  provisions  of  section  4  of  the  Ad- 
ministrative Procedure  Act  are  inappli- 
cable; and 

It  further  appearing,  that  the  author- 
ity for  the  adoption  of  these  rules  is  con- 
tained in  sections  4(i)  and  303 (r)  of  the 
Communications  Act  of  1934,  as 
amended. 

It  is  ordered.  That  effective  January 
15, 1962,  Part  0  of  the  Commission's  rules 
and  regulations  is  amended  as  set  forth 
below. 

(Sec.  4.  48  Stat.  1066,  as  amended;  47  U.S.C. 
154.  Interprets  or  applies  sec.  303,  48  Stat. 
1082,  as  amended;  47  UJS.C.  303) 

Released :  January  5, 1962. 

Federal  Communications 
Commission, 
rsEALl         Ben  F.  Waple, 

Acting  Secretary. 


Wfiilnfiatlntt     Jnntietrti    Ith     1Qdt9 
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1.  In  section  0.404.  paracraph  (a)  Is 
amended  and  a  new  paragraph  (g)  Is 
added  as  follows: 

8k.  0.404    Public  reference  rooms. 

•  •  •  •  • 

(a)  The  Broadcast  and  Docket  Refer- 
ence Room.  Here  the  public  may  In- 
spect all  broadcast  applications  and  flies 
relating  thereto,  lists  designated  In  sec- 
tion 0.406  (g),  (h),  and  (i),  dockets 
relating  to  all  Commission  matters 
which  have  been  designated  for  hear- 
ing or  which  are  the  subject  of  rule 
making  proceedings,  any  other  docketed 
matters,  and  undocketed  petitions  for 
nile  making. 

•  •  •  •  • 

(g)  The  Equipment  and  Syst^ns 
Branch  of  the  Technical  Research  Di- 
vision of  the  Office  of  the  Chief  Engineer. 
Here  the  public  may  inspect  the  Radio 
Equipment  List  (list  of  tjrpe-approved 
and  tsrpe-accepted  equipment). 

2.  In  section  0.406.  paragraph  (e)  is 
redesignated  paragraph  (k) .  paragraph 
(g)  Is  amended,  and  new  paragraphs  (e) , 
(h).  (I),  and  (J)  are  added  as  follows: 

Sac.  0.406    Inspection  of  records. 

•  •  •  •  • 

(e>  The  Master  Frequency  Records 
(Standard  Form  128)  are  available  for 
public  inspection  in  the  offices  of  the 
Frequency  Registration  and  Notification 
Branch  of  the  Frequency  Allocations  and 
Treaty  Dtrislon,  Office  of  Chief  Engineer. 

•  •  •  •  • 

(g)  Lasts  of  frequency  assignments  to 
radio  stations  authorized  by  the  Com- 
mission are  recapitulated  periodically  by 
means  of  a  machine  record  system.    All 
statiorw  licensed  by  the  Commission  are 
Included,  except  the  following:  Aircraft. 
Amateur,  Citizens  (except  Class  A) .  Civil 
Air  Patrol,  and  Disaster.    The  resulting 
documents,  the  F.C.C.  Service  Frequency 
Lists,  consist  of  several  volumes  arranged 
by  Nature  of  Service,  in  frequency  order. 
inchiri*»g  station  locations,  call  signs  and 
other  technical  particulars  of  each  as- 
signment.   These  docxmients  are  avail- 
able for  public  examination  at  each  of 
Mat  Commission's  Field  Engineering  and 
Monitoring  Bureau  field  offices  (see  sec- 
tion 0.49) .  and  in  Washington.  D.C..  at 
the  Commission's  Broadcast  and  Docket 
Reference  Room,  and  in  the  offices  of 
the  Frequency  Registration  and  Noti- 
fication Branch  of  the  Frequency  Allo- 
cations and  Treaty  Division.  Office  of 
Chief    Engineer.    They    may    be    pur- 
chased from  the  Seabrooke  Printing  Co.. 
514  10th  Street  N.W..  Washington  4.  D.C. 
(h)   Pursuant  to  the  North  American 
Regional  Broadcast  Agreement  and  the 
U.S./Mexlcan    Agreement,    appropriate 
countries  are  notified  of  standard  broad- 
cast station  assignments   as   they   are 
made.    The  information  thus  supplied  by 
notice  Includes  frequency,  station  loca- 
Uon,  can  letters,  power  and  other  tech- 
nical particulars.     Every  six  months,  a 
recapitulative  list  containing  this  infor- 
mation for  all  pyt*ting  standard  broad- 
cast   stations,    arranged    in    frequency 
order.  Is  prepared  by  the  Commission. 
This  Is  the  so-caned  NARBA  List.    These 
lists  are  available  for  public  examination 
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at  each  of  the  Commission's  Field  Engi- 
neering and  Monitoring  Bureau  field  of- 
fices (see  section  0.49),  and  In  Washing- 
ton. DC.  at  the  Commissions  Broad- 
cast and  Docket  Reference  Room.  They 
may  be  purchased  from  the  Seabrooke 
Printing  Co  ,  514  10th  Street  NW..  Wash- 
ington 4,  DC. 

(i)  Periodically  the  Commission  pre- 
pares lists  containing  information  about 
authorized  broadcast  stations  and  pend- 
ing applications  for  such  stations  as  set 
forth  below.  The.se  lists,  which  are  pre- 
pared by  an  addressing  machine,  contam 
frequency,  station  location,  and  other 
particulars.  They  are  available  for  pub- 
lic examination  at  the  Commission's 
Broadcast  and  Docket  Reference  Room. 
Washington.  DC.  and  may  be  purchased 
from  Cooper-Trent.  Inc..  1130  19th 
Street  NW..  Washington  6.  DC. 

(1)  For  standard  broadcast  stations 
the  lists  are  arranged  as  follows: 

(1)  Authorized  stations  arranged  In 
frequency  order,  alphabetically  by  state 
and  city,  and  by  caU  letters. 

(ii)  Pending  applications  for  new  sta- 
tions and  major  changes  in  existing  fa- 
cilities arranged  in  frequency  order  and 
alphabetically  by  state  and  city. 

( 2 )  For  PM  broadcast  stations  the  lists 
are  arranged  as  follows: 

(i)  Authorized  stations  arranged  by 
call  letters  and  alphabetically  by  state 
and  city. 

(ii)  Pending  applications  for  new  sta- 
tions and  major  changes  in  existing  fa- 
cilities arranged  alphabetically  by  state 
and  city. 

(3)  For  television  broadcast  stations 
only  one  list  is  prepared.  This  list  con- 
tains authorized  stations  and  pending 
applications  for  new  stations  and  major 
changes  in  existing  facilities,  and  Is  ar- 
ranged alphabetically  by  state  and  city. 

(4)  For  television  broadcast  translator 
stations  only  one  list  is  prepared.  This 
list  contains  authorized  stations  and 
pending  applications  for  new  stations 
and  major  changes  in  existing  facilities 
and  is  arranged  alphabetically  by  state 
and  city. 

(J)  Lists  of  type-approved  and  type- 
accepted  equipment  (the  Radio  Equip- 
ment Lists)  are  prepared  periodically  by 
the  Commission.  These  documents  are 
available  for  public  examination  at  each 
of  the  Commission's  Field  Engineering 
and  Monitoring  Bureau  field  offices  (see 
section  0.49)  and  in  Washington.  D.C. 
in  the  offices  of  the  Equipment  and  Sys- 
tems Branch  of  the  Technical  Research 
Division  of  the  Office  of  the  Chief 
Engineer. 

(FJl.     Doc.     62-265;     Filed,     Jan      9,     1962; 
8:54  ajn  | 


I  Docket  No.  14477;  PCC  62-46) 

ALLOCATION  OF  FREQUENCY  BANDS 
FOR  RADIO  ASTRONOMY 

Notice  of  inquiry 

1.  The  Administrative  Radio  Confer- 
ence. Geneva.  1959.  gave  recognition  to 
radio  astronomy  as  a  new  radio  service 
meriting  status  in  the  international 
Table  of  Frequency  Allocations.  The 
new  service  was  permitted  access  to  a 
rinmh*»r  of  frequency  bands  by  virtue  of 


footnotes  to  the  Table  of  Frequency  Al- 
locations and  only  the  band  1400-1427 
Mc  s  was  aUocated  exclusively  to  the 
radio  astronomy  service  on  a  world-wide 
basis.' 

2.    Subsequent    to    the    1959    Geneva 
Conference,    the   Commission,    in   con- 
sultation  with    the  Office  of  Civil   and 
Defense  Mobilization  (recently  renamed 
the     Office     of     Emergency     Planning 
<  OE3P  > )  and  the  Interdepartment  Radio 
Advisory   Committee    (IRAO,  came   to 
the  conclusion  that  it  would  be  difficult 
to  administer  frequency  bands  wherein 
sharing   was   permitted    between   radio 
astronomy  observatories  and  radio  sta- 
tions  in   other   radio  services.     Conse- 
quently, the  Commissions  notice  of  pro- 
posed nile  making  in  Docket  No.  13938. 
adopted  January  25.  1961,  recommended 
that  the  national  Table  of  Frequency  Al- 
locations be  amended  to  provide  exclu- 
sive allocations  for  radio  astronomy  in  a 
considerable  number  of  those  frequency 
bands  wherein  the  international  Radio 
Regulations     provided     only     footnote 
status.    In  certain  other  bands  the  Com- 
mission's   proposal    could    recommend 
only  secondary  status  for  the  new  serv- 
ice.   AU  comments  filed  with  the  Ck>m- 
mission  relative  to  its  radio  tistronomy 
proposals  in  Etocket  No.  13928  were  fav- 
orable.    As  a  result,  the  Commission's 
Second     Memorandum     Opinion     and 
Order  adopted  October  18,  1961,  to  be- 
come effective  December  1,  1961,  adopted 
its   earlier   radio    astronomy    proposals 
without  change. 

3.  The  Administrative  Radio  Confer- 
ence, Geneva,  1959.  also  adopted  Rec- 
ommendation 36  wherein  an  Extraor- 
dinary Administrative  Radio  (Conference 
(EARC)  is  tentatively  scheduled  for  the 
latter  part  of  1963,  to  deal  with  the 
matter  of  frequency  aUocations  for 
space  radiocommunication.  Although 
radio  astronomy  was  not  Intended 
initiaUy  to  be  a  subject  for  discussion 
at  such  an  EARC.  there  is  a  rapidly 
growing  sentiment  throughout  the  sci- 
entific commimity  to  attempt  to  have  it 
placed  on  the  agenda,  should  that  con- 
ference be  convened,  in  an  effort  to 
obtain  International  allocation  status 
compsirable  to  that  presently  afforded 
within  the  United  SUtes. 

4.  The  attached  document,  "Prelim- 
inary Views  of  the  United  States  of 
America — Frequency  Allocations  for 
Radio  Astronomy".'  has  been  developed 
in  antlcipatiwi  of  the  above  EARC  and 
in  response  to  the  stated  requirements 
of  goverrmient  and  non-government 
radio  astronomy  interests.  It  is  em- 
phasized that  this  document  does  not 
constitute  a  U.S.  position  for  presenta- 
tion at  the  tentatively  scheduled  1963 
EARC  for  space  radiocommunication 
but  is  designed  to  elicit  the  comments 
and  reactions  of  other  governments  with 
respect  to  initial  planning  in  this  area. 
In  the  event  the  Administrative  Council 
of  the  International  Telecommunication 
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'  Thla  exclusive  allocation  U  mo<llfl«d 
somewhat  by  footnote  No.  350  which  readi 
as  roUow»:  "In  Albania.  Bulgaria.  Hungary, 
Poland.  Roumanla.  Czechoslovakia  and  the 
US.SJl..  the  band  1400-1427  Mc/»  la  also 
aUocated  to  ttie  fixed  service  and  tba  mobile, 
except  aeronautical  mobile,  aervlce." 
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Union  (ITU)  should  take  action  to  add 
frequency  allocations  for  the  radio 
a.stronomy  service  as  a  separate  agenda 
Item  for  the  above  mentioned  EARC.  the 
attached  views  -  would  be  relevant.  All 
parties  having  an  interest  in  that  con- 
ference are  requested  to  comment  spe- 
cifically on  the  desirability  of  such  action 
by  the  ITU. 

5  The  preliminary  views  propose  the 
allocation  of  the  following  bands  to  the 
radio  astronomy  service  on  a  world- 
wide, exclusive  basis,  except  as  indi- 
cated: 

40  66-40  70  Mc  S. 

73.0   74.6 
328  6-335  4    (secondary   to  the   aeronautlc.<il 

fiidionavigallcn  service) 
140O  1427 
1664  4-1668.4    (secondary 
."latellltesi . 
2690  2700 
499O-5000 
1068-10.7  Gc   s. 
1535-15.4 
193-194 
.31  3-31.5 
88  0-90.0 

6.  Ideally,  an  allocation  structure  de- 
signed for  the  radio  astronomy  service 
should   provide  spectrum  space   at  the 
more  important  spectral  lines  and  also 
provide  for  continuum  studies  by  desig- 
nating    frequency     bands     in     octaves 
throughout    the   spectrum.      It   will   be 
noted  that  the  above  bands  are  not  fully 
responsive   to  the  desires  of  radio  as- 
tronomers, particularly  in  the  latter  re- 
Rard.    The  bands  1400-1427  and  1664.4- 
1668.4  Mc  s  are  associated  with  the  spec- 
tral lines  of  hydrogen  and  the  hydroxyl 
complex,  respectively,  whereas  the  others 
represent  an  effort  to  meet  the  octave 
concept  with  a  minimum  of  impact  upon 
existing  radio  services.    The  band  40.66- 
40.70  Mc  s,  for  example,  is  only  40  kc/s 
wide  rather  than  500  kc/s  as  suggested  by 
radio  astronomers.     This  band,  however. 
is  in  a  very  heavily  congested  portion  of 
the  spectrum  and  it  is  only  because  of 
unusual  circumstances  that  even  40  kc/s 
appears  usable  on  a  world-wide  basis  for 
the   radio    astronomy   service.     At   the 
present  time,  the  center  frequency  of  this 
band.  40.68  Mc  s.  is  designated  in  the 
Radio  Regiilations  and  in  the  national 
Table  of  Frequency  Allocations  for  in- 
dustrial, scientific  and  medical  devices 
•  ISM),   which  are  required  to  contain 
their  emissions  within  the  band  40.66- 
40.70  Mc/s.    Because  this  places  a  strin- 
gent technical  requirement  upon  ISM  de- 
vices designed  for  40.68  Mc/s,  there  has 
been  virtually  no  development  anywhere 
in   the   world.     The   preliminary  views 
propose  to  delete  any  provision  for  ISM 
in  this  band,  allocating  it  exclusively  to 
radio  astronomy. 

7.  The  proposal  at  73.0-74.6  Mc/s 
would  make  the  band  exclusively  radio 
astronomy  on  a  world-wide  basis.  This 
would  be  an  expansion  of  the  existW 
footnote  status  for  Region  2  (the  Ameri- 
cas*. Should  this  be  adopted  by  a  fu- 
ture radio  conference,  those  operations 
presently  permitted  to  use  the  band  on  a 
Krandfather  clause "  basis  would  be  in 
derogation  of  the  new  Regulations  and 
would  be  required  to  move  if  they  caused 

'  Piled  as  part  of  the  original  document. 
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interference  to  the  radio  astronomy  serv- 
ice of  other  countries. 

8.  F(ri]owing  the  octave  concept,  one 
would  expect  to  find  additional  bands 
proposed  in  the  vicinity  of  150-160  Mc/s 
and  600-650  Mc/s.  The  lower  band,  how- 
ever, is  in  what  is  undoubtedly  the  most 
heavily  congested  portion  of  the  spec- 
trum with  literally  thousands  of  land 
mobile  systems  spread  throughout  every 
state  in  the  Union.  The  upper  band  falls 
within  the  UHP  TV  band.  A  possible 
solution  for  the  radio  astronomy  service 
at  these  orders  of  frequency  can  be  con- 
sidered only  as  a  very  long  range  ob- 
jective. 

9.  Attention  is  invited  to  the  fact  that 
the  attached  views  -  would  delete  the 
existing  provision  for  radio  astronomy 
at  404-406  Mc/s,  substituting  328.6-335.4 
Mc/s  in  its  stead.  This  change  is  pro- 
posed on  the  ground  that  328.6-335.4 
Mc/s  is  better  suited  to  the  needs  of  the 
radio  astronomy  service  on  a  long  term 
basis  and  the  allocation  of  two  bands  to 
radio  astronomy,  in  the  same  portion  of 
the  spectrum,  cannot  be  justified.  The 
continuing  expansion  of  meteorological 
aid  operations  in  the  band  404-406  Mc/s, 
coupled  with  increasing  space  satellite 
needs,  is  expected  to  render  the  band 
less  and  less  useful  for  radio  astronomy 
observations  as  time  goes  on. 

10.  With  the  exception  of  the  band 
88-80  Gc/s,  which  is  well  above  that 
portion  of  the  radio  spectrum  allocated 
to  specific  radio  services,  the  bands  re- 
maining which  have  not  been  discussed 
are  precisely  those  radio  astronomy 
bands  now  specified  in  footnotes  to  the 
international  Table  of  Frequency  Allo- 
cations in  the  Radio  Regulations.  The 
attached  views*  propose  exclusive  allo- 
cation to  radio  astronomy  in  each  case. 

11.  The  Commission  offers  herein  for 
public  comment  the  "Preliminary  Views 
of  the  United  States  of  America— Fre- 
quency Allocations  for  Radio  Astron- 
omy".* Following  study  of  the  com- 
ments received  in  response  to  this  Notice 
of  Inquiry,  the  Commission,  in  consulta- 
tion with  the  Office  of  Emergency  Plan- 
ning (OEP),  expects  to  make  such 
modifications  in  the  attached  statement ' 
as  appear  to  be  appropriate  and  prac- 
Ucable.  It  is  anticipated  that  the  re- 
sultant statement  would  then  be  trans- 
mitted to  the  Department  of  State  with 
a  recommendation  that  It  be  distributed 
abroad  through  appropriate  channels  so 
that  the  ideas  and  reactions  of  other 
countries  can  be  obtained  and  taken  into 
account. 

12.  Inasmuch  as  the  attached  state- 
ment* has  been  prepared  for  interna- 
tional study,  it  is  inappropriate  to  indi- 
cate the  ultimate  national  provisions 
which  might  be  applied  to  any  given 
band.  Additionally,  since  this  document 
represents  only  preliminary  views,  it  is 
reasonable  to  expect  that  it  may  be 
changed  somewhat  before  it  reaches  the 
status  ot  a  U.S.  proposal  to  an  interna- 
tional conference  empowered  to  allocate 
frequency  space  for  the  radio  astronomy 
service.  Following  such  a  conference, 
and  depending  upon  the  results  thereof, 
it  then  will  be  i4>propriate  to  perfect 
domestic  arrangonents  for  implementa- 
tion of  the  new  allocations. 
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13.  Any  interested  person  is  invited  to 
file  comments  with  the  Commission  con- 
cerning this  matter  on  or  before  Febru- 
ary 16,  1962.  Comments  in  response  to 
initial  comments  may  be  filed  on  or  be- 
fore February  26.  1962.  Due  to  the  in- 
terest expected  to  be  expressed  in  the 
subject  of  radio  astronomy  and  the  ex- 
tensive intra-governmental  coordination 
necessary  to  formulate  a  national  posi- 
tion on  this  subject,  it  is  requested  that 
an  original  and  39  copies  of  each  com- 
ment be  furnished  to  the  Commission. 

Adopted:  January  3, 1962. 

Released:  January  5, 1962. 

Federal  Commtjnications 

COBOflSSION, 

I  SEAL  I         Ben  F.  Waple, 

Acting  Secretary. 

|P.R.     Doc.     62-266;     FUed,     Jan.     9,     1962; 
8.54  a.m.J 


I  Docket  No.  14394  etc.;  PCC  61-1611 J 

FLOWER  CITY  TELEVISION  CORP., 
ET  AL. 

Order  Designating  Applications  for 
Consolidated  Hearing  on  Stated 
Issues 

In  re  applications  of  Flower  City  Tele- 
vision    Corporation,     Rochester,     New 
York.  Docket  No.  14394,  File  No.  BPCT- 
2929;    Genesee    Valley    Television    Co., 
Inc.,  Rochester,  New  York,  Docket  No 
14395,  FUe  No.  BPCT-2944;  for  construc- 
tion permits  for  new  television  broad- 
cast   stations.    In    re    applications    of 
Rochester  Area  Educational  Television 
Association,  Inc.,  Rochester,  New  York, 
Docket  No.  14459,  File  No.  BPCT-2943; 
Star   Television,   Inc.,   Rochester,   New 
York,  Docket  No.  14460,  FUe  No.  BPCT- 
2948;    Community    Broadcasting,    Inc., 
Rochester,  New  York,  Docket  No.  14461. 
File  No.  BPCT-2953 ;  Heritage  Radio  and 
Television  Broadcasting  Co.,  Inc.,  Roch- 
ester,   New    York,    Docket    No.    14462. 
File  No.  BPCT-2961;  Ivy  Broadcasting 
Company,   Inc.,   Rochester,   New   York, 
Docket  No.  14463.  File  No.  BPCT-2963; 
Main   Broadcast    Co.,    Inc.,    Rochester, 
New  York,  Docket  No.  14464.  FUe  No, 
BPCT-2964;  The  Federal  Broadcasting 
System,    Inc.,    Rochester,    New    York, 
Docket  No.  14465,  FUe  No.  BPCT-2966; 
Citizens  Television  Corp.,  Rochester,  New 
York,  Docket  No.  14466,  FUe  No.  BPCT- 
2967;  Rochester  Broadcasting  Corpora- 
tion, Rochester,  New  York,  Docket  No. 
14467.  FUe  No.  BPCT-2972;   Rochester 
Telecasters,  Inc..  Rochester,  New  York, 
Docket  No.  14468,  File  No.  BPCT-2974; 
for  construction  permits  for  new  televi- 
sion broadcast  stations. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington,  D.C,  on  the  27th  day  of 
December  1961; 

The  Commission  having  under  con- 
sideration the  applications  Rochester 
Area  Educational  Television  Association, 
Inc.  (BPCT-2943),  Star  Television,  Inc. 
(BPCT-2948) ,  Community  Broadcasting, 
Inc.  (BPCT-2953),  Heritage  Radio  and 
Television  Broadcasting  Co.  (BPCT- 
2961),  Ivy  Broadcasting  Company,  Inc. 
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(BPCT-2963),  Main  Broadcasting  Co. 
Inc.  (BPCT-2»64),  TTie  Federal  Broad- 
castinc  System.  Inc.  (BPCT-2966), 
Citizens  Television  Corp.  ( BPCT-2»(J7 ) . 
Rochester  Broadcasting  Corporation 
'BPCT-2972).  Rochester  Telecasters, 
Ixic.  (BPCT-2974 )  captioned  above,  each 
requesting  a  construction  permit  for  a 
new  television  broadcast  station  to  oper- 
ate on  Channel  13  in  Rochester.  New 
York:  and 

It  appearing,  that  on  November  31. 
1961.  the  Commission  designated  for 
hearing  two  appUcations  (BPCT-2929 
and  BPCT-2944)  each  requesting  a  con- 
struction permit  for  Channel  13  in  Roch- 
ester. New  York  (PCC-€1-1367.  Docket 
Nos.  14394  and  14395)  :  and 

It  further  appearing,  that  the  above- 
capUoned  appUcaUons  (BPCT-2943. 
2948.  2953.  2961.  2963.  2964.  2966.  2967. 
2972.  2974  >  were  on  file  on  November  20. 
1961,  the  day  preceding  the  date  on 
which  the  prior  applications  were  des- 
ignated for  hearing,  and  are  mutually 
exclusive  and  entitled  to  comparative 
consideration  therewith;  and 

It  further  appearing,  that  the  above- 
captioned  applications  propose  antenna 
locations  In  the  vicinity  of  the  antennas 
of  Standard  Broadcast  SUUons  WBBF. 
WVET.  WHEC,  and  WSAY;  that  the 
installation  and  operation  of  the  tele- 
vision antennas  as  proposed  are  possible 
and  feasible  without  adversely  affecting 
the  ability  of  the  SUtions  WBBF. 
WVET.  WHEC  and  WSAY  to  operate  in 
accordance  with  the  tenns  of  their  li- 
censes, but  that  appropriate  proof 
thereof  should  be  submitted  after  instal- 
lation of  any  of  the  proposed  antennas: 
and  that  a  grant,  if  made,  of  any  of  the 
above-captioned  applications  should  be 
subject  to  the  condition  in  this  respect 
as  follows: 

Th«  construction  authorized  herein  U 
•ubject  to  the  condition  that  the  ability  of 
Standard  Broadcaat  StaUona  WBBP.  WVCT. 
WHBC  and  W8AT  to  operate  in  aocotlance 
with  the  terms  of  tbelr  licenses  shall  not  be 
adrersely  affected  thereby,  particularly  with 
reqMct  to  their  radiation  patterns,  and  that 
at  least  five  field  Intensity  measurements  on 
each  radial  established  during  the  last  proof 
of  performance  for  each  of  these  standard 
broadcast  stations  shall  be  submitted  with 
the  t«l«vlalon  application  for  license  to  prove 
that  such  patterns  have  not  been  materially 
affected. 

It  further  appearing,  that  Rochester 
Area  Educational  Television  Association. 
Inc.,  and  Rochester  Telecasters.  Inc., 
propose  a  share- time  operation;  and 

It  further  appearing,  that  the  above- 
captloned  applications  are  mutually  ex- 
clusive with  the  exception  that  the  appli- 
cations of  Rochester  Area  Educational 
Television  Association.  Inc..  and  Roch- 
ester Telecasters.  Inc.  are  comple- 
mentary and  mutually  contingent  and 
considered  together  are  mutually  exclu- 
sive with  the  other  applications:  and 

It  further  appearing,  that  the  follow- 
ing matters  are  to  be  considered  in  con- 
nection with  the  Issues  specified  below: 

(a)  The  proposal  of  Star  Television, 
Inc.  (BPCT-2948).  Based  on  informa- 
tion contained  in  the  application,  it 
appears  that  cash  in  the  approximate 
amount  of  $981,000  will  be  required  for 
construction  and  initial  operation  of  the 
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E>rot>osed  station.  It  appears  that  con- 
struetion  and  operation  will  be  financed, 
in  part,  by  means  of  a  line  of  credit  from 
the  Central  Trust  Bank  in  the  amount  of 
$1,000,000.  This  loan  Is  subject  to  the 
condition  that  the  applicant  has  paid  in 
capital  and  loans  by  stockholders  of  not 
less  than  $600,000.  This  condition  has 
not  been  met  and.  therefore,  it  cannot  be 
determined  that  Star  Television.  Inc  is 
financially  qualified. 

«b)  The  proposal  of  Ivy  Broadc;istins 
Company.  Inc.  (BPCT-2963'. 

1.  The  applicant  has  pending  an  appli- 
cation (BPCT-2949)  for  a  con.struction 
permit  for  a  new  television  broadcast 
station  to  operate  on  Channel  9  in 
Syracuse,  New  York  In  the  event  both 
applications  were  to  be  pranted.  it 
appears  that  substantial  overlap  would 
result.  Under  such  circumstances  and 
assuming  a  grant  of  the  Syracu.se  appli- 
cation, it  appears  appropriate  to  con.sider 
the  size,  extent  and  location  of  the  areas 
served  and  to  be  served;  the  extent  of 
the  overlap  involved;  the  number  of  per- 
sons served;  the  number  of  persons  re- 
siding within  the  overlap  area;  the  extent 
of  other  competitive  service  to  the  areas 
in  question:  the  extent  to  which  the  sta- 
tions will  rely  on  the  same  revenue  and 
program  sources:  the  nature  of  the  pro- 
gramming that  the  stations  will  present, 
with  particular  reference  to  the  partic- 
ular need  of  the  communities  they  are 
designed  to  serve:  the  advertising  prac- 
tices of  the  stations:  the  source  of  pro- 
gram material  and  talent  for  each 
station;  and  such  other  factors  as  will 
tend  to  demonstrate  that  the  overlap 
involved  will  not  be  in  contravention  of 
§  3.636< a)  <  1  >  of  the  Commission's  rules. 

2.  Based  on  information  contained  in 
the  application,  it  appears  that  cash  in 
the  approximate  amount  of  $1,310,000 
will  be  required  for  construction  and 
initial  operation  of  the  proposed  station. 
Applicant  proposes  to  finance  the  costs 
of  construction  and  operation  by  means 
of  a  bank  loan  of  $1,000,000  and  existing 
capital  of  $75,000.  With  respect  to  exist- 
ing capital,  the  applicant's  balance  sheet 
shows  that  current  assets  exceed  current 
liabilities  by  only  $10,000.  In  addition, 
it  appears  that  current  liabilities  are 
understated  since  Commission  records 
show  that  the  current  portion  of  long 
term  debts  has  not  been  included  as  a 
current  liability.  Moreover,  the  appli- 
cant has  pending  an  application  ( BPCT- 
2949)  for  a  permit  to  construct  a  tele- 
vision broadcast  station  on  Channel  9 
in  Syracuse.  New  York  and  in  connection 
therewith  proposes  the  use  of  existing 
capital  for  financing  the  cost  of  con- 
struction and  initial  operation.  In  view 
of  the  foregoing,  it  carmot  be  determined 
that  Ivy  Broadcasting.  Inc  .  is  financially 
qualified  to  construct  and  operate  the 
proposed  station. 

(O  The  proposal  of  Main  Broadcast- 
ing Co..  Inc.    (BPCT-2964). 

1.  Based  on  information  contained  in 
the  application,  it  appears  that  cash  in 
the  approximate  amount  of  $570,000  will 
be  required  for  construction  and  initial 
operation  of  the  proposed  station.  The 
applicant  proposes  to  finance  the  con- 
struction and  initial  operation  by  means 
of  a  bank  loan  of  $500,000   £ind  stock 


subscriptions  of  $100,000  from  the  four 
stockholders.  The  balance  sheets  sub- 
mitted for  the  stockholders  do  not  dis- 
close current  and  liquid  assets  in  excess 
of  current  liabilities  sufficient  in  amount 
to  meet  their  commitments.  Conse- 
quently, it  cannot  be  determined  that 
applicant  is  financially  qualified  to  con- 
struct and  operate  the  proposed  tele- 
vision broadcast  station. 

2.  The  electrical  center  and  gain  for 
the  type  antenna  proposed  do  not  cor- 
respond with  data  filed  with  the  Com- 
mission by  the  manufacturer.  It  is 
necessary,  therefore,  to  determine  the 
correct  antenna  gain  and  or  electrical 
center  of  the  proposed  antenna. 

(d)  The  Federal  Broadcasting  System, 
Inc.  ( BPCT-2966  >.  It  appears  that  the 
site  elevation  figure  utilized  In  determin- 
ing the  antenna  height  above  average 
terrain  and  the  antenna  height  above 
sea  level  and  the  heights  affected  there- 
by is  in  error. 

It  further  appearing  that  upon  due 
coixsidcration  of  the  above-captioned  ap- 
plications (BPCT-2943.  2948.  2953.  2961. 
2963.  2964.  2966.  2967.  2972.  and  2974). 
the  Commission  finds  that  Rochester 
Area  Educational  Television  Association. 
Inc..  is  legally,  financially,  technically 
and  otherwise  qualified  to  construct,  own 
and  operate  the  proposed  television 
broadcast  station;  that  Star  Television. 
Inc..  is  legally  and  technically  qualified 
to  construct,  own  and  operate  the  pro- 
posed television  broadcast  station  and  is 
otherwise  qualified  except  with  respect 
to  issue  "1'  below;  that  Community 
Broadcasting.  Inc..  is  legally,  financially, 
technically  and  otherwise  qualified  to 
construct,  own  and  operate  the  proposed 
television  broadcast  station;  that  Herit- 
age Radio  and  Television  Broadcasting 
Co..  Inc.,  is  legally,  financially,  tech- 
nically and  otherwise  qualified  to  con- 
struct, own  and  operate  the  proposed 
television  broadcast  station;  that  Ivy 
Broadcasting  Company,  Inc.,  is  legally 
and  technically  qualified  to  construct, 
own  and  operate  the  proposed  television 
broadcast  station  and  is  otherwise  quali- 
fied except  with  respect  to  Issues  "2  "  and 
•  3  "  below;  that  Main  Broadcast  Co..  Inc.. 
is  legally  qualified  to  construct,  own  and 
operate  the  proposed  television  broad- 
cast station,  is  technically  so  qualified 
except  with  respect  to  issue  ■■4"  below 
and  is  otherwise  qualified  except  with 
respect  to  issue  "5"  below;  that  The 
Federal  Broadcasting  System.  Inc..  is 
legally  arul  financially  qualified  to  con- 
stnKt,  own  and  operate  the  proposed 
television  broadcast  station  and  is  tech- 
nically and  otherwise  qualified  except 
with  respect  to  issue  "6"  below;  that 
Citizens  Television  Corp.  is  legally,  fi- 
nancially, technically  and  otherwise 
qualified  to  construct,  own  and  operate 
the  proposed  television  broadcast  sta- 
tion; that  Rochester  Broadcasting  Cor- 
poration is  legally,  financially,  techni- 
cally and  otherwise  qualified  to  construct, 
own  and  operate  the  proposed  television 
broadcast  station;  and  that  Rochester 
Telecasters.  Inc.,  is  legally,  financially, 
technically  and  otherwise  qualified  to 
construct,  own  and  operate  the  proposed 
television  broadcast  station. 

It  is  ordered.  That  puisuant  to  section 
309<3>    of  the  Communications   Act  of 
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1934,  as  amended,  the  above-captioned 
applications  (BPCT-2943.  2948.  2953. 
2961.  2963,  2964.  2966.  2967.  2972.  and 
2974)  are  designated  for  hearing  and 
consolidated  into  the  pending  proceeding 
in  Docket  Nos.  14394  and  14395  upon  the 
following  issues: 

1.  To  determine  whether  Star  Televi- 
sion. Inc.,  is  financially  qualified  to  con- 
struct, own  and  operate  the  proposed 
television  broadcast  station. 

2.  To  determine  whether  Ivy  Broad- 
casting Company,  Inc.,  is  financially 
qualified  to  construct,  own  and  operate 
the  proposed  television  broadcast 
station. 

3.  To  determine,  assuming  a  grant  of 
Ivy  Broadcasting  Company's  application 
iBPCT-2949)  for  Channel  9.  Syracuse. 
New  York,  whether  a  grant  of  the  sub- 
ject application  would  contravene  the 
provisions  of  5  3.636  of  the  Commission's 
rules. 

4.  To  determine  the  correct  antenna 
gain  and  or  electrical  center  of  the  an- 
tenna proposed  by  Main  Broadcast  Co., 
Inc. 

5.  To  determine  whether  Main  Broad- 
cast Co.,  Inc.,  is  financially  qualified  to 
construct,  own  and  operate  the  proposed 
television  broadcast  station. 

6.  To  determine  the  exact  elevation 
above  mean  sea  level  of  the  antenna  site 
proposed  by  The  Federal  Broadcasting 
System,  Inc..  and  other  elevations  that 
would  be  affected  thereby. 

7.  To  determine  on  a  comparative 
basis  which  of  the  mutually  excluaive 
operations  proposed  in  the  above-cap- 
tioned applications  would  best  serve  the 
public  interest,  convenience  and  neces- 
sity in  light  of  the  significant  differences 
among  the  applicants  as  to: 

( a )  The  background  and  experience  of 
each  bearing  on  its  ability  to  own  and 
operate  the  proposed  television  broad- 
cast station. 

(b)  The  proposals  of  each  with  re- 
spect to  the  management  and  operation 
of  the  proposed  television  station. 

(c)  The  programming  service  pro- 
posed in  each  of  the  above-captioned 
applicatiorvs. 

8.  To  determine,  in  light  of  the  evi- 
dence adduced  pursuant  to  the  forego- 
ing issues,  which  of  the  applications 
should  be  granted. 

It  is  further  ordered,  That  Issues  "7" 
and  "8  •  of  this  order  shall  supersede 
the  issues  specified  in  the  Commission's 
Order  of  November  15.  1961  (FCC  61- 
1367)  in  Docket  Nos.  14394  and  14395. 

It  is  further  ordered.  That  the  time 
and  place  of  the  consolidated  hearing 
will  be  specified  in  a  subsequent  order. 

It  is  further  ordered.  That  the  Issues 
in  the  above-entitled  proceeding  may  be 
enlarged  by  the  Examiner  on  his  own 
motion  or  on  petition  properly  filed  by 
a  party  to  the  proceeding  and  upon 
sufficient  allegations  of  fact  in  support 
thereof,  by  the  addition  of  the  following 
issue:  To  determine  whether  the  funds 
available  to  the  applicants  wllf  give 
reasonable  assurance  that  the  proposals 
set  forth  in  the  applications  will  be 
effectuated. 

It  is  further  ordered.  That  to  avail 
themselves  of  the  opportunity  to  be 
heard,  the  applicants,  pursuant  to  §  1.140 
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of  the  Commission's  rules,  in  person  or 
by  attorney,  shall,  within  twenty  (20) 
dasrs  of  the  mailing  of  this  order,  file 
with  the  Commission  in  triplicate  a  writ- 
ten appearance  stating  an  Intention  to 
appear  on  the^ate  fixed  for  the  hear- 
ing and  present'  evidence  on  the  Issues 
q;)ecifled  in  this  order. 

/(  is  further  ordered.  That,  the  ap- 
plicants herein  and  the  applicants  pre- 
viously designated  for  hearing  in  Docket 
Nos.  14394  and  14395  shall,  pursuant  to 
S  311(a)  (2)  of  the  Commimications  Act 
of  1934.  as  amended,  and  §  1.362(b)  of 
the  Commission's  rules,  give  notice  of  the 
hearing,  either  individually  or,  if  feasible, 
jointly,  within  the  time  and  in  the  man- 
ner prescribed  in  such  rule,  and  shall 
advise  the  Commission  of  the  publica- 
tion of  such  notice  as  required  by  §  1  362 
(c)  of  the  rules. 

Released  January  5,  1962. 

Federal  Communications 
Commission, 
[seal]        Ben  F.  Waple. 

Acting  Secretary. 

IFH.    Doc.    62-287;     Piled,     Jan.    9.     1962; 
8:54  a.m.] 


(Docket  No.  14076,  etc.;  FCC  61-13501 

KENT-RAVENNA  BROADCASTING 
CO.,  ET  AL. 

Memorandum  Opinion  and  Order 
Amending  Issues 

In  re  applications  of  Kent-Ravenna 
Broadcasting  Co.,  Kent,  Ohio,  Docket 
No.  14076.  FUe  No.  BP-13749;  et  al.,  for 
construction  permits. 

1.  The  Commission  has  before  it  for 
consideration  a  petition  to  enlarge, 
change,  and  clarify  issues,  filed  May  15, 
1961,  by  Carnegie  Broadcasting  Corpo- 
ration; pleadings  filed  in  response  there- 
to; and  a  motion  to  strike,  motion  for 
leave  to  file  reply,  and  reply,  tendered 
Jvme  23.  1961,  by  Carnegie. 

2.  This  proceeding  was  designated  for 
hearing  by  Commission  order,  26  F.R. 
3658,  April  28,  1961.  The  instant  plead- 
ings principally  involve  four  applica- 
tions: 

Petty  Dtirwood  Johnson,  tr/as  Radio  TYum- 

bull,    NUes.    Ohio.      Bequests:     1510    kc, 

G00w,D. 
Monroevllle    Broadcasting    Co.,    MonroevUIe, 

Pa.    Requests:  1610  kc.  250  w.  D. 
Carnegie  BroadcMtlng  Corp.,  Pittsburgh.  Pa. 

Requests:  IfilO  kc,  50  kw,  DA,  D. 
Miners  Broadeastixig  Serrlce,  Inc.  (WMBA), 

Ambrldge-AUqulppa,   Pa.     Has:    1460    kc. 

500  w,  DA.  D  (Ambrldge,  Pa.).    Requests: 

1510  kc.    10   kw,  DA.   D   (Ambrldge,   All- 

quippa,Pa.). 

Sbctton  307(b)  Considerations 

3.  A  number  of  the  hearing  issues  in 
this  proceed,ing  look  toward  a  determi- 
nation of  various  matters  relating  to  the 
ultimate  determination  imder  sectim 
307(b)  (tf  the  Act.  quoted  in  paragraph 
6.  infra.  These  issues  read  substanti- 
ally as  follows:  * 
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9.  To  determine,  in  light  of  their  loca- 
tion and  urban  and  industrial  charac- 
teristics, and  other  relevant  factors, 
whether  Monroeville,  Pennsylvania,  is  a 
separate  community  with  respect  to 
Pittsburgh,  Pennsylvania,  for  the  piu-- 
poses  of  47  U.S.C.  307(b) ; 

10.  To  determine,  in  the  light  of  47 
U.S.C.  307(b),  which  of  the  instant  pro- 
posals would  best  provide  a  fair,  efficient, 
and  equitable  distribution  of  radio 
service ; 

11.  To  determine,  if  Monroeville  is  a 
separate  community  with  respect  to 
Pittsburgh,  and  if  Moru-oeville  is  selected 
as  having  the  greater  need  for  a  new 
facility,  whether  the  proposal  of  Car- 
negie Broadcasting  Corporation  will  pro- 
vide service  to  Monroeville; 

12.  To  determine,  if  (a)  Monroeville 
and  Pittsburgh  are  separate  communi- 
ties, and  (b)  Monroeville  is  deemed  to 
have  a  greater  need  for  the  new  facility 
and  (c)  Carnegie  Broadcasting  Corpo- 
ration will  provide  service  to  Monroe- 
ville, which  of  the  proposals  of  Monroe- 
ville Broadcasting  Company  or  Carnegie 
Broadcasting  Corporation  would  better 
serve  the  public  interest,  convenience 
and  necessity  in  the  light  of  the  evidence 
adduced  under  the  issues  herein  and  the 
record  made  with  respect  to  the  signifi- 
cant differences  between  the  said  appli- 
cants as  to: 

(a)  The  background  and  experience 
of  each  having  a  bearing  on  the  appli- 
cant's ability  to  own  and  operate  its  pro- 
posed station; 

(b)  The  proposals  of  each  of  the  ap- 
plicants with  respect  to  the  management 
and  operation  of  the  proposed  station; 
and 

(c)  The  programing  service  proposed 
in  each  of  the  said  applications. 

13.  To  determine,  if  Monroeville  is 
found  not  to  be  a  separate  community, 
whether  the  proposal  therefor  will  pro- 
vide service  to  Pittsburgh; 

14.  To  determine,  if  (a)  Monroeville 
is  not  a  separate  community  and  (b)  the 
proposal  for  Monroeville  provides  serv- 
ice to  Pittsburgh  and  (c)  Pittsburgh  is 
determined  to  have  the  greater  need  for 
the  new  facility,  which  of  the  proposals 
of  Monroeville  Broadcasting  Company  or 
Carnegie  Broadcasting  Corporation 
would  better  serve  the  public  interest, 
convenience  and  necessity  in  the  light 
of  the  evidence  adduced  under  the  issues 
herein  and  the  record  made  with  respect 
to  the  significant  differences  between  the 
said  applicants  as  to: 

(a)  The  background  and  experience 
of  each  having  a  bearing  on  the  appli- 
cant's ability  to  own  and  operate  its 
proposed  station; 

(b)  The  proposals  of  each  of  the  appli- 
cants with  respect  to  the  management 
and  operation  of  the  proposed  station; 
and 

(c)  The  programming  service  pro- 
posed in  each  of  the  said  applications. 

4.  Alleging  that  certain  of  the  fore- 
going issues  need  revision  and  clarifica- 
tion, and  that  further  issues  should  be 
added,  Carnegie  contends: 


>By  Order.  FOG  61U-829.  May  11,  1961.  an 
application  for  Oreen  Tnt,  Pennsylvania,  was 
dismissed  and  reference  thereto  in  the  is- 
sues has   been   deleted.     By   Memorandum 


Opinion  and  Order,  28  FJl.  5378,  June  16, 
1961,  an  Issue  was  added  and  existing  Issues 
8-16  were  ren\mibered  9-17  (the  cited  Issue* 
reflect  this  renumbering) . 
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a.  There  should  be  a  "separate  com- 
munity" issue  and  a  "contingent  stand- 
ard comparative"  issue  with  respect  to 
Pittsburgh  vis-a-vis  Ambridge-Allquippa : 

b.  The  comparison  contemplated  by 
Issue  12  would  literally  come  into  play 
even  if  Carnegie's  50  kw  proposal  were  to 
be  ultimately  preferred  under  307 ib) 
<  because  of  greater  "efflclency"  > ,  and 
thus,  it  should  be  made  clear  that  this 
comparison  becomes  necessary  only  if 
section  307  <  b  >  is  not  determinative : 

c.  Engineering  •  coverage)  factors  arc 
relevant  to  the  contingent  standard 
comparative  issues  and  this  should  bo 
made  clear: 

d.  The  Issues  overlook  the  possibility 
that  Pittsburgh  and  Monroeville  may  be 
separate,  that  Pittsburgh  may  have  the 
greater  need  and  that  the  Monroeville 
applicant  may  serve  Pittsburgh,  thus  re- 
quiring comparison  of  Carnegie  and 
Monroeville:  and 

e.  In  Issue  14.  if  Monroeville  and  Pitts- 
burgh are  not  separate,  there  would  be 
no  choice  to  make,  and  therefore  clause 
lO  should  be  deleted. 

5.  Consideration  of  the  matters  at 
hand  requires  an  analysis  of  47  USC  307 
•  a*  and  <b)  which  state: 

(A)  The  CommlMlon.  \f  public  cunven- 
tence.  Interest,  or  necesalty  will  be  served 
thereby,  aubject  to  the  limitations  of  this 
Act.  shall  grant  to  any  applicant  there- 
for a  station  license  provided  for  by  this  Act. 

(b)  In  considering  applications  for  li- 
censee, and  modlflcatlons  and  renewals 
thereof,  when  and  Insofar  as  there  Is  demand 
for  the  same,  the  Commission  shall  make 
such  distribution  of  licenses,  frequencies, 
hours  of  operation,  and  of  power  among  the 
several  States  and  communities  as  to  provide 
a  fair.  eflSclent.  and  equitable  distribution  of 
radio  service  to  each  of  the  same 

The  heart  of  47  USC  307<b>  is  the  man- 
date "to  provide  a  fair,  efficient,  and 
equitable  distribution  of  radio  service", 
aiul  to  do  so  "among  the  several  States 
and  communities '.  Read  in  the  light  of 
the  requirement  of  47  USC  307 'a >  that 
an  application  may  be  granted  only  if 
the  "public  convenience,  interest,  or 
necessity"  would  be  served  thereby,  it  is 
axiomatic  that  the  requirements  of 
307(b)  must  be  a  constant  consideration 
of  the  Commission  and  that  the  Com- 
mission must  look  to  these  directives  in 
reviewing  applications  for  broadcasting 
facilities.  In  making  a  choice  between 
mutually  exclusive  applications,  it  is  es- 
sential that  all  those  relevant  considera- 
tions which  bear  on  "fair,  efficient,  and 
equitable  distribution"  must  be  weighed 
and  balanced  on  the  particular  facts  of 
each  individual  proceeding.  We  will  here 
review  some  of  those  considerations  and 
will  discuss  them  as  they  relate  to  "fair 
and  equitable"  and  efficient"  distribu- 
tion. 

6.  The  Commission  has  by  rule  ■  es- 
tablished, in  the  standard  broadcast 
band,  three  broad  classes  of  channels, 
designating  one  class  for  primarily  local 
service  and  two  classes  for  primarily 
wide  area  and  regional  service.  Com- 
mission rules  require  each  applicant  to 
make  a  definitive  showing  of  the  entire 
area  it  proposes  to  serve,  to  specify  some 
community  and  State  as  its  station  lo- 
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cation,  and  requires  certain  engineering 
specifications  to  be  met  for  such  station 
location  or  "principal  city".  Implicit  in 
these  rules  Is  the  requirement  that  every 
station  provide  two  types  of  service — a 
reception  service  for  Its  entire  proposed 
service  area  and  a  transmission  service 
lie,  outlet  for  local  expression'  for  its 
proposed  community  of  station  location. 
It  Is  recognized  that  some  proposals  may 
be  so  designed  that  the  entire  service 
area  does  not  extend  to  any  appreciable 
degree  beyond  the  principal  community 
Itself:  and  that  other  proposals  may 
contemplate  an  entire  service  area  and 
population  considerably  greater  than  Its 
station  location.  In  each  case,  however, 
every  proposal  must  look  to  providing 
t>oth  a  transmission  and  reception  serv- 
ice. In  determining  the  relative  needs  of 
the  proposed  service  areas  for  the  re- 
spective proposed  reception  services 
where  multiple  applications  are  Involved, 
principal  reliance  Is  had  on  the  relative 
populations  and  extent  of  the  areas  pro- 
posed to  be  served  and  the  number  of 
reception  services  presently  available  to 
each  of  the  proposed  service  areas  and 
portions  thereof. 

7.  The  relative  needs  for  a  transmis- 
sion service  are  weighed  primarily  In  the 
light  of  the  number  of  standard  broad- 
cast facilities  in  each  of  the  communities 
and  the  populations  of  these  communi- 
ties. Whether  a  given  concentration  of 
population  constitutes  a  community  for 
purposes  of  307ibi  must,  of  course,  be 
decided  under  the  facts  of  each  case  and 
m  accordance  with  the  provisions  of  our 
Rules.  It  Is  not  necessary  for  present 
purposes  to  list  the  various  Indicia  of  a 
"community":  that  this  question  is  pres- 
ent at  some  stage  in  every  307<b"  de- 
termination Is,  however,  clear.  In  this 
connection,  see  i  3.30  of  our  rules,  and 
on  order  cited  In  l  RR  53  156" a'  'FCC 
61-1157' ,  In  determining  equitable  dis- 
tribution of  broadcast  facilities,  the 
Commission  will  look  to  the  relative 
needs  of  the  respective  prop>osed  service 
areas  for  a  reception  service,  and  will 
also  look  to  the  relative  needs  of  each 
of  the  principal  communities  for  a  new 
transmission  service. 

8  In  determining  which  of  the  mu- 
tually exclusive  proposals  (whether  for 
the  same  community  or  different  com- 
munities* best  meets  the  efficient"  dis- 
tribution requirement  of  section  307ib>. 
the  types  or  classes  of  frequencies  in- 
volved, the  areas  which  would  recei%'e 
service,  and  the  power  and  hours  of  op- 
eration proposed  are  relevant.  Material 
to  this  consideration  Is  whether  a  re- 
gional or  local  frequency  Is  proposed  for 
a  regional  or  local  use,  as  the  case  may 
be,  or  whether  the  power  proposed  for 
the  frequency  applied  for  is  not  suited 
to  the  use  which  is  proposed.  The  im- 
portance of  the  transmission  aspects  may 
diminish  where  the  proposal  is  designed 
to  serve  a  wide  area,  and  the  Importance 
of  the  reception  aspecH  of  the  proposed 
service  may  be  considerably  secondary  to 
Its  transmission  asF>ects  where  the  use  of 
local  channels  Is  contemplated.  In  every 
case  the  amount  of  Interference  such 
proposals  will  cause  and  receive  Is 
relevant. 


9.  The  application  of  these  criteria  has 
been  complicated  by  the  fact  that  in  re- 
cent years  there  have  been  increasing 
numbers  of  applications  for  suburban 
area  communities  which  conflicted  with 
applications  for  those  suburbs'  principal 
cities.  See.  for  example.  Huntington 
Broadcasting  Company.  6  RR  569  ( 1950 1 ; 
Manchester  Broadcasting  Co..  14  RR  219 
(1958):  Michigan  Broadcasting  Com- 
pany. 20  RR  221  (I960).  Recognizing 
the  Commission's  traditional  view  of  at- 
taching great  Importance  to  proposals 
that  would  provide  a  community  with  its 
first  transmission  service,  central  city 
applicants  frequently  have  raised  ques- 
tions as  to  whether  the  suburb  was  In 
fact  a  community  separate  from  the 
central  city,  and  issues  have  been  re- 
quested to  permit  the  central  city  appli- 
cant to  show  that  actually  the  suburb 
did  not  have  that  Identity  of  Interest 
which  required  a  first  transmission  out- 
let, or  that  if  It  did,  the  proposal  there- 
for was  an  Inefficient  use  of  frequency. 
As  In  the  instant  proceeding,  such  re- 
quested Issues  are  complex  and  presup- 
pose facts  which  are  often  in  dispute 
Since  the  problems  underlying  such  re- 
quested Issues  are  part  of  the  overall 
307(b>  question,  the  Commission  will  In 
the  future  consider  them  as  encompassed 
by  the  standard  307(b)  issue.  This  will 
serve  to  relieve  both  the  parties  and  the 
Commission  of  the  necessity  of  attempt- 
ing to  predict  the  course  of  the  proceed- 
ing by  tailoring  Issues  to  facts  not  yet 
established,  and  will  leave  In  the  Hearing 
Examiner  the  responsibility  of  determin- 
ing, on  the  basis  of  a  showing  made  by 
any  of  the  parties  to  the  proceeding, 
what  facets  of  the  problem  should  be  ex- 
plored at  the  hearing.  Should  It  be  de- 
termined that  the  suburb  Is  a  separate 
community  for  307(b)  purposes,  a  choice 
between  mutually  exclusive  proposals  for 
the  city  and  its  suburb  is  to  be  made  in 
the  light  of  the  criteria  pertinent  to  a 
determination  of  which  proposal  would 
provide  the  more  efficient  and  equitable- 
distribution  of  broadcast  facilities. 

10.  A  second  problem  which  has  been 
presented  with  increasing  frequency  is 
the  so-called  reciprocal  service  consider- 
ation, e.g.  where  applicant  A  will  by 
engineering  standards  provide  primary 
service  to  applicant  B's  community.  In 
some  such  instances,  where  B's  com- 
munity was  favored  under  307(b).  appli- 
cant A  has  contended  that  it  is  entitled 
to  comparative  consideration  with  appli- 
cant B.  To  be  entitled  to  comparative 
consideration,  applicant  A  must  not  only 
provide  primary  service  to  B's  com- 
munity, but  must  also  meet  the  same 
requirements  Imposed  on  applicant  B  by 
$  3  30  of  our  rules  as  to  studio  location 
and  program  origination.  In  the  usual 
case,  the  latter  requirements  could  not 
be  met  by  applicant  A.  and  should  It 
desire  comparative  consideration  with  B 
it  would  in  most  instances  be  necessary 
for  it  to  request  an  issue  as  to  whether 
the  requirements  of  S  3.30  should  be 
waived.  A  request  for  such  Issue  should 
be  directed  to  the  Commission.  If,  under 
such  issue,  it  is  determined  that  the  re- 
quirements of  that  section  should  be 
waived,  and  if  applicant  A  provides  pri- 
mary service  to  community  B.  compara- 
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tive  consideration  of  the  two  applicants 
is  In  order. 

11.  We  wish  to  emphasize  that  thoae 
equitable  and  efficient  factors  relevant 
to  any  particular  proceeding  can  be  de- 
termined only  with  regard  to  the  par- 
ticular facts  of  the  case,  and  they  must 
be  weighed  and  balanced  to  reach  an  ul- 
timate conclusion  as  to  which  applica- 
tions would  best  serve  the  public  Interest, 
convenience-    and    necessity.     Tn    such 
cases  as  are  designated  for  hearing  it  will 
be  necessary  for  the  Hearing  Examiner 
to    determine,    under    the    designated 
307(b)   Issue,  the  necessity  for  Inquiry 
into  any  particular  facet  of  this  problem 
as  it  relates  to  the  circumstances  before 
him  and  to  what  extent  any  proffered 
evidence  is  desirable  or  necessary.  When 
considering   the   multiple   and   complex 
questions  involved  with  regard  to  mu- 
tually exclusive  applicants,  whether  for 
the  same  or  different  communities,  only 
In  those  situations  in  vhlch,  after  the 
balancing  of  all  those  factors  necessary 
In  any  particular  case,  neither  proposal 
can  be  awarded  a  significant  preference 
under  section  307(b),  will  the  Commis- 
sion look  to  the  standard  comparatJre 
Issue  to  make  a  cholee  between  the  pro- 
posals.* 

12.  With  the  foregoing  discussion  as 
a  guide,  we  will  now  consider  the  spedfle 
questions  raised  by  Carnegie.  Its  re- 
quested separate  community  issue,  para- 
graph 4a,  supra,  is  unnecessary,  since  It 
would  only  determine  whether  a  dencmi- 
Inated  station  community  has  such 
Identity  of  interest  as  to  require  a  trans- 
mission service  and  whether  the  proposal 
for  that  community  constitutes  an  e£B- 
clent  use  of  frequencies.  Hencefortli. 
the  Commission  regards  this  matter  as 
encompassed  within  the  standard  307(b) 
issue,  here  Issue  10.  In  conIormity>witta 
this  view.  Issue  9  will  be  deleted  a^ un- 
necessary. Carnegie  asserts,  paragraph 
4b.  supra,  that  Issue  12  requires  that  It 
be  compared  with  Monroeville  under  the 
standard  comparative  issue  even  if  it  is 
ultimately  preferred  on  307(b)  grounds. 
Should  it  be  determined  that  separate 
communities  are  not  involved,  and  that 
the  two  "communities"  are  only  one 
community  in  contemplation  of  section 
307(b),  the  efficient  and  equitable*  re- 
quirements nonetheless  continue  to  be 
applicable.*  As  we  have  noted,  if  an  a(>- 
plicant  obtains  a  significant  ultimate 


'  As  In  the  past,  a  contingent  comparative 
Issue  will  be  Included  among  the  issues 
specified  In  the  designation  order  where, 
under  the  facU  then  avaUable,  it  appean 
that  307(b)  considerations  may  not  be  de- 
terminative. Should  such  an  Issue  not  be 
included  in  the  designation  order,  the  Com- 
mission win.  upon  request  of  any  of  the 
parties,  consider  the  addition  of  a  contingent 
comparative  issue  should  it  subsequently  ap- 
pear that  307(b)  conslderaUoia  may  not  be 
determinative. 

*  Because  different  service  areas  would  us- 
u.vlly  be  involved  In  the  two  propoeals,  the 
equitable  considerations  are  applicable. 
Television  Corporation  of  Michigan  v.  FCC, 
21  RR  2107  (C.AJJ.C.  1961). 

•Should  It  be  determined  that  the  two 
communities  are  not  separate,  a  question 
may  arise  as  to  whether  either,  or  botb.  of 
the  proposals  continue  to  meet  the  require- 
ments of  the  rules  as  to  the  service  to  be 
provided  to  the  single.  Lj'ger  community. 
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preference  on  a  307(b)  issue,  a  further 
comparison  of  the  applicants  is  unnec- 
evaiT.    Should  it  appear  that  a  signifi- 
cant preference  cannot  be  awarded  un- 
der section  307(b),  a  comparison  of  the 
applicants  imder  the  standard  compara- 
tive issue  would  be  necessary;  if  such  an 
issue  was  not  included  as  a  contingent 
issue  in  the  designation  order,  a  request 
for  the  addition  of  such  an  issue  should 
be  addressed  to  the  Commission.    Since, 
under  the  circumstances  presented   in 
this  case,  307(b)   considerations  might 
not  In  every  instance  be  decisive,  we  will 
add  a  contingent  standard  comparative 
issue,  applicable  to  all  applicants  of  this 
proceeding   that   must   resort    thereto. 
This  action  also  meets  Carnegie's  request, 
paragraph  4a,  supra,  for  a  new  standard 
comparative  Issue.    In  view  of  the  scope 
of  the  matters  subject  to  consideration 
under  the  standard  307(b)  issue,  and  in 
view  of  our  Inclusion  of  the  contingent 
standard  comparative  issue  as  to  all  of 
the  4;>plleants,  there   is  no   need   for 
Issues  11  through  16,  and  they  will  ac- 
cordlnf  ly  be  deleted.   Carnegie  seeks  as- 
surance, paragraph  4(c) ,  supra,  that  en- 
Vlneerlnff  (eoverage)  factors  will  be  rele- 
vant to  the  standard  comparative  issue; 
It  Is  dear,  from  an  examination  of  the 
contingent  standard  comparative  issue, 
that  a  choice  between  applicants  is  to  be 
made  not  only  imder  the  standard  com- 
paradve  criteria  but  also  in  the  light  of 
the  "foregoing"  issues,  which  includes 
the  307(b)   Issue  and,  hence,  coverage 
considerations.    The  question  of  "recip- 
rocal service",  paragraph  4d.  supra,  is 
already  encompassed  by  the  307(b)  Issue, 
and  a  separate  issue  is  not  necessary. 
In  view  of  the  deletion  of  Issue  14,  Car- 
negie's   contention    in    paragraph    4e, 
supra,  becomes  moot. 

FiNAMCUL  QUAUriCATIONS 

13.  Carnegie  s^eks  financial  issues 
with  regard  to  both  Radio  Trumbull  and 
Miners.  The  petition  in  this  respect 
falls  to  comply  with  47  CFR  1.12(a)(2); ' 
these  questions  are  not  properly  ad- 
dressed to  the  Commission  and  will  not 
be  considered,  as  neither  will  Carnegie's 
motion  to  strike,  motion  for  leave  to  file 
reply,  and  reply;  and  pursuant  to  47 
CFR  1.12(c)  the  parties  will  be  required 
to  fUe  additional  copies  with  the  Chief 
Hearing  Examiner  for  his  action. 

Aeeordingly.  it  U  ordered.  This  15th 
day  of  November  1961.  that  the  petition 

•47  CFR  1.12  states:  "(a)  A  separate  plead- 
ing should  be  filed:  •  •  •  (2)  Far  each  re- 
quest which,  under  Part  O.  the  Commission's 
Stetement  of  Organization,  Delegations  of 
Authority,  and  Other  Information,  will  be 
acted  upon  by  different  Biveau  or  Of- 
floee  •  •  • 

"(c)  Where  pleadings  are  filed  containing 
requests  which  diould  be  acted  upon  under 
said  Part  O  by  different  Btireau  or  Offices, 
the  petttloaer  may.  except  in  case  of  a  re- 
quest for  stay,  be  requested  to  file  additional 
copies  at  the  original  pleading  within  a  spec- 
ified period  of  time.  In  such  case  the  action 
on  the  pleading  will  be  held  in  abeyance 
during  the  period  ao  specified.  In  case  of 
falltune  to  timely  comply  with  said  request, 
the  orlgiBal  pleatflBg  wiU  be  returned  wlth- 
oat  ooMHiwation.  Tike  time  within  which 
responsive  pleadings  to  such  pleadings  should 
be  filed  will  be  computed  from  the  date  of 
timely  compUanoe  with  said  request." 
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to  enlarge,  change,  and  clarify  issues, 
filed  May  15.  1961.  by  Carnegie  Broad- 
casting Corporation  is  granted  to  the 
extent  indicated  by  the  foregoing  dis- 
cussion and  following  ordering  clauses, 
and  is  denied  in  all  other  respects; 

It  is  further  ordered.  That  issues  10. 
11,  12,  13,  14,  15  and  issue  16  conceVnlng 
Kettering.  Ohio,  are  deleted,  and  that 
the  following  issue  is  added: 

10.  To  determine,  in  the  event  it  is 
concluded  that  a  choice  between  the  in- 
stant applications  cannot  be  made  on 
considerations  relating  to  section  307(b) , 
which  of  the  operations  proposed  in 
the  above-captioned  applications  would 
better  serve  the  public  interest  in  the 
light  of  the  evidence  adduced  pursuant 
to  the  foregoing  issues  and  the  record 
made  with  respect  to  the  significant  dif- 
ferences between  the  applicants  as  to: 

(a)  The  bcuskground  and  experience 
of  each  having  a  bearing  on  the  appli- 
cant's ability  to  own  and  operate  the 
proposed  station; 

(b)  The  proposals  of  each  of  the  in- 
stant applicants  with  respect  to  the 
management  and  operation  of  the  pro- 
posed station; 

(c)  The  programming  service  pro- 
posed in  each  of  the  instant  applications; 

and  that  the  remaining  issues  herein  are 
hereby  renumbered  as  shown  below: 

1.  To  determine  the  areas  and  popu- 
lations which  would  receive  primary 
service  from  each  of  the  instant  pro- 
posals, except  the  proposal  of  Station 
WMBA.  Ambridge-Allquippa.  Pennsyl- 
vania, and  the  availability  of  other  pri- 
mary service  to  such  areas  and  popula- 
tions. 

2.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  proposed 
operation  of  Station  WMBA  and  the 
availability  of  other  primary  service  to 
such  areas  and  populations. 

3.  To  determine  the  nature  and  extent 
of  the  interference,  if  any,  that  each  of 
the  instant  proposals  would  cause  to  and 
receive  from  each  other  and  the  inter- 
ference that  each  of  the  instant  propos- 
als would  receive  from  all  other  «»Ti«».<ny 
standard  broadcast  stations,  the  areas 
and  populations  affected  thereby,  and  the 
availability  of  other  primary  service  to 
the  areas  and  populations  affected  by  in- 
terference from  any  of  the  instant  pro- 
posals. 

4.  To  determine  whether  the  follow- 
ing proposals  would  cause  objectionable 
interference  to  the  stations  indicated  be- 
low, or  any  other  existing  standard 
broadcast  stations,  and  if  so.  the  nature 
and  extent  thereof,  the  areas  and  popu- 
lations affected  thereby,  and  the  avail- 
ability of  other  primary  service  to  such 
areas  and  populations: 

Proposals  and  Existing  Stations 

BP-13783,  Television  Corporation  of  Michi- 
gan. Inc.;  BP-13068  ( WABJ ),  Adrian,  Mich. 
Req:  1400  kc,  2fi0  w,  1  kw-LB.  U. 

BP-13834.  Speldel  Broadcasting  Corp.  of 
Ohio;  WCKT.  Cincinnati,  Ohio,  SO  kw. 
DA-US.  U;  BP-ia7S9  (WKBV).  Richmond. 
Ind.    Beq:  1490  kc.  250  w.  1  kw^LS,  U. 

BP-13840.  Community  Service  Broadcaster*. 
Inc.;  KJBK,  Detroit,  Mich..  1  kw,  10  kw- 
LS,  DA-2,  U. 
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5.  To  determine  whether  the  Interfer- 
ence received  by  each  instant  proposal 
from  any  of  the  other  proposals  herein 
and  any  existing  station  would  affect 
more  than  ten  percent  of  the  percent  of 
the  population  within  its  normally  pro- 
tected primary  service  area  In  contra- 
vention of  5  3  28<c)<3>  of  the  Commis- 
sion rules  and.  If  so.  whether  circum- 
stances exist  which  would  warrant  a 
waiver  of  said  section. 

6  To  determine  whether  the  instant 
proposals  of  Portage  County  Broadcast- 
ing Corporation  and  Miners  Broadcast- 
ing Service.  Inc.  are  consistent  with  the 
requirements  of  }  3.30(b>  of  the  Com- 
mission rules  to  warrant  an  authoriza- 
tion for  dual  city  operation. 

7.  To  determine  whether  James  E. 
Vaughn.  George  W.  Vaughn  and  Ralph 
J.  Bltzer  d  b  as  WXEN  Is  financially 
qualified  to  construct  and  operate  Its 
proposed  station. 

8.  To  determine  whether  Portage 
County  Broadcasting  Corporation  would 
have  available  to  it  the  funds  shown  in 
Its  application. 

9.  To  determine.  In  the  light  of  section 
307(b>  of  the  Communications  Act  of 
1934.  as  amended,  which  of  the  Instant 
proposals  would  best  provide  a  fair,  effi- 
cient and  equitable  distribution  of  radio 
service. 

10.  To  determine,  in  the  event  it  is 
concluded  that  a  choice  between  the  in- 
stant applications  cannot  be  made  on 
considerations  relating  to  section  307  ( b  > . 
which  of  the  operations  proposed  in  the 
above -captioned  applications  would  bet- 
ter serve  the  public  interest  in  the  light 
of  the  evidence  adduced  pursuant  to  the 
foregoing  issues  and  the  record  made 
with  respect  to  the  slgnflcant  differences 
between  the  applicants  as  to: 

(a)  The  background  and  experience  of 
each  having  a  bearing  on  the  applicant's 
ability  to  own  and  operate  the  proposed 
station. 

(b)  The  proposals  of  each  of  the  in- 
stant applicants  with  respect  to  the 
management  and  operation  of  the  pro- 
posed station. 

(c)  The  programming  service  pro- 
posed in  each  of  the  instant  applications. 

11.  To  determine.  In  the  event  it  is 
concluded  pursuant  to  Issue  9  that  one  of 
the  proposals  for  Xeniz,  Ohio  should  be 
favored,  which  of  the  proposals  of  James 
E.  Vaughn.  George  W.  Vaughn  and  Ralph 
J.  Bltzer  d/b  as  WXEN  or  R.  Roy  Stone- 
burner.  Paul  W.  Stoneburner  and  Vernon 
H.  Baker  d/b  as  Greene  County  Radio 
would  better  serve  the  public  interest. 
convenience  and  necessity  in  the  light  of 
the  evidence  adduced  under  the  issues 
herein  and  the  record  made  with  respect 
to  the  significant  digerences  between  the 
said  applicants  as  to: 

(a»  The  background  and  experience  of 
each  having  a  bearing  on  the  applicant's 
ability  to  own  and  operate  its  proposed 
station. 

tb)  The  proposals  of  each  of  the  ap- 
plicants with  respect  to  the  management 
and  operation  of  the  proposed  station. 

<  c )  The  programming  service  proposed 
in  each  of  the  said  applications. 
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12  To  detei-mlne.  in  the  event  it  is  con- 
cluded pursuant  to  Issue  0  that  either 
the  City  of  Kent  of  Ravenna.  Ohio  has 
the  greatest  need  for  a  new  facility, 
which  of  the  proposals  of  Kent-Ravenna 
Broadcasting  Co.  or  Portage  County 
Broadcasting  Corp.  would  better  serve 
the  public  Interest,  convenience  and  ne- 
cessity in  the  light  of  the  evidence  ad- 
duced under  the  issues  herein  and  the 
record  made  with  respect  to  the  sinnifi- 
cant  differences  between  the  said  ap- 
plicants as  to: 

•  a'  The  background  and  experience  of 
each  having  a  bearing  on  the  applicants 
ability  to  own  and  operate  its  proposed 
station. 

<bi  The  proposals  of  each  of  the  ap- 
plicants with  respect  to  the  management 
and  operation  of  the  proposed  station 

ic)  The  programming  service  proposed 
in  each  of  the  said  applications. 

13.  To  determine  whether  Petty  Dur- 
wood  Johnson  Is  financially  qualified  to 
construct  his  proposal  herein,  taking 
into  consideration  his  existing  financial 
status  and  such  capital  commitments  as 
he  may  have  undertaken 

14.  To  determine  what  efforts  have 
been  made  by  Petty  Durwood  Johnson  to 
ascertain  the  progranuning  needs  and  in- 
terests of  the  area  he  proposes  to  serve, 
and  the  manner  in  which  he  proposes 
to  meet  such  needs  and  interests. 

15.  To  determine,  in  the  light  of  the 
evidence  adduced  pursuant  to  the  fore- 
going issues,  which,  if  any.  of  the  instant 
applications  should  be  granted. 

It  is  further  ordered.  That  additional 
copies,  expressly  directed  to  the  attention 
of  the  Chief  Heaiing  Examiner,  of  the 
foregoing  petition  and  related  pleadings 
and  Carnegie's  motion  to  strike,  motion 
for  leave  to  file  reply,  tendered  June  23. 
1961.  are  to  be  filed  within  seven  days  of 
the  release  of  this  Memorandum  Opinion 
and  Order. 

Released:  Januai-y  4.  1962. 

Federal  ComruNicATiONS 
Commission, 
I  SEAL  1         Ben  p.  Waple. 

Acting  Secretary. 

|PR      Doc      62-268:     Piled,     Jan.     9.     1962; 
8  54  ami 


I  Docket  Nos   14404.  14405:  FCC  62M   19] 

KWTX  BROADCASTING  CO.  (KWTX) 
AND  KERRVILLE  BROADCASTING 
CO.  (KERV) 

Statement  and  Order  After 
Prehearing  Conference 

In  re  applications  of  KWTX  Broad- 
casting Company  (KWTX>.  Waco. 
Texas.  Docket  No.  14404.  File  No.  BP- 
13806;  Kerrville  Broadcasting  Company 
(KERV).  Kerrville.  Texas.  Docket  No. 
14405.  File  No.  BP-14050;  for  construc- 
tion permits. 

At  a  prehearing  conference  today,  the 
transcript  of  which,  when  available,  will 
be  incorporated  by  reference,  the  follow- 
ing table  was  set: 

1.  Exchange  of  applicants*  affirmative 
direct  written  cases;  by  February  12, 
1962. 


2.  Receipt  of  notification  of  witnesses 
desired  for  cross-examination;  by  Feb- 
ruary 26.  1962. 

3.  Hearing — Rescheduled  from  Feb- 
ruary 1  to  Monday.  March  5,  1962,  at 
10  a.m..  in  the  offices  of  the  Commission, 
Washington.  DC. 

So  ordered.  This  4th  day  of  January 
1962. 

Released    January  5.  1962. 

Federal  Commttnications 
Commission, 
I  SEAL  I         Ben  F.  Waple, 

Acting  Secretary. 

iFR     Doc     62  269:     Filed.    Jan.    9,    1962: 
8:54    ami 


lD«.>ckct  Nos    14275,  14276:  FCC  62M-131 

LITTLE  JOE  ENTERPRISES  (WJOE)  AND 
SARASOTA-CHARLOTTE  BROAD- 
CASTING  CORP. 

Order  Continuing  Hearing  Conference 

In  re  applications  of  Robert  D.  Sidwell. 
tr  as  Little  Joe  Enterprises  (WJOEi, 
Ward  Ridge.  Florida.  Docket  No.  14275, 
File  No.  BP-14059;  Sarasota-Charlotte 
Broadcasting  Corporation,  Englewood. 
Florida.  Docket  No.  14276,  File  No.  BP- 
14211;  for  construction  permits. 

The  Hearing  Examiner  having  under 
consideration  his  order  dated  December 
7.  1961  released  December  8.  1961  which, 
among  other  things,  scheduled  a  further 
prehearing  conference  in  the  above-en- 
titled proceeding  for  January  9.  1962: 
and 

It  appearing  that  on  December  29. 
1961,  the  above  applicants  filed  a  Joint 
Request  for  Action  on  Applications  pur- 
suant to  the  provisions  of  §§  1.316  and 
1.363  of  the  Commission's  rules,  which 
request,  If  granted,  will  render  unneces- 
sary an  evidentiary  hearing  in  these  pro- 
ceedings: and 

It  further  appearing,  that  on  Decem- 
ber 29.  1961.  pursuant  to  the  agreement 
attached  to  the  above-mentioned  Joint 
Petition.  Robert  D.  Sidwell.  tr/as  Little 
Joe  Enterprises  (WJOE)  filed  a  Petition 
for  Leave  to  Amend;  and 

It  further  appearing  that  the  orderly 
conduct  of  the  Commissions  business 
requires  that  the  prehearing  conference 
now  scheduled  for  January  9.  1962  be 
continued  pending  Commission  action  on 
the  above-mentioned  pleadings; 

It  is  ordered.  This  the  4th  day  of  Janu- 
ary 1962  on  the  motion  of  the  Hearing 
Examiner  that  the  further  prehearing 
conference  now  scheduled  to  l)egln  Janu- 
ary 9.  1962  is  continued  to  a  date  to  be 
armounced  after  the  Commission  has 
acted  on  the  above-mentioned  Joint  Re- 
quest for  Action  on  Applications. 

Released:  January  5.  1962. 


I  SEAL  1 


Federal  Commttnications 

Commission. 
Ben  F.  Waple. 

Acting  Secretary. 


1PJ».     Doc.     62-270;     Piled.     Jan.     9,     1962; 
8:64    a.m.] 
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Wednesday,  January  10,  1962 

(Dock*tNo«.  14478, 144741 

PENINSULA  TELEVISION  RELAY  COtP. 
AND  EASTERN  SHORE  MICROWAVE 
RELAY  CO. 

Memorandum  Opinion  and  Ordor 
Designating  Applications  for  Con- 
solidated Hearing  on  Stated  Issuos 

In  re  applications  of  Peninsula  Tele- 
vision Relay  Corporation.  Salisbury, 
Maryland,  Docket  No.  14473,  File  Nob. 
2604/2605-C1-P-60;  Eastern  Shore 
Microwave  Relay  Company.  Salisbury, 
Maryland,  Docket  No.  14474.  FUe  No. 
3423-C1-P-60;  for  construction  permits 
for  common  carrier  point-to-point  mi- 
crowave relay  stations. 

1.  The  Commission,  by  Its  Chief  of  the 
Common  Carrier  Bureau  acting  under 
delegation  of  authority,  pursuant  to  sec- 
tion 0.262  of  the  Commission's  rules,  has 
before  it  for  consideration,  the  respective 
applications  of  Peninsula  Television  Re- 
lay Corporation  (hereinafter  called 
Peninsula) ;  and  Martin  F.  Malarkey. 
d  'b  as  Eastern  Shore  Microwave  Relay 
Company  (hereinafter  called  Eastern) ; 
for  construction  permits  for  point-to- 
point  microwave  relay  systems.' 

2.  The  Peninsula  application,  filed  on 
April  6.  1960.  requests  authorization  to 
construct  a  two-hop  four-channel  point- 
to-point    common    carrier    microwave 
radio  relay  system  originating  near  Clal- 
bourne.  Maryland,  and  terminating  at  a 
point  near  Salisbury.  Maryland,  which 
will  enable  the  applicant  to  relay  ofT-the- 
air  pickup  of  TV  broadcast  signals,  pur- 
suant  to  customers'   orders,  from   sta- 
tions    in     Baltimore,     Maryland,     and 
Washington,  DC.  to  customers  at  Salis- 
bury. Maryland.    In  addition,  the  appli- 
cant will  provide  Radio  Station  WBOC, 
at  Salisbury.  Maryland,  with  an  audio 
channel  to  be  used  by  this  customer  to 
enable  it  to  rebroadcast  material  orig- 
inating over  FM  stations  at  Annapolis, 
Maryland;    Baltimore.    Maryland,    and 
Washington.    DC.    Peninsula    and    its 
proposed  customer.  Peninsula  TV  Relay 
Corporation,  are  wholly  owned  subsidi- 
aries   and    are    directly    controlled    by 
WBOC.  Inc..  the  licensee  of  WBOC-TV 
and  WBOC-PM.  Peninsula's  other  cus- 
tomers.   WBOC.  Inc.,  is  a  wholly  owned 
subsidiary  and  Is  directly  or  indirectly 
controUed  by  A.  S.  Abell  Company,  the 
licensee   of   station   WMAR-TV,   Balti- 
more. Maryland.     Consequently,  a  ques- 
tion exists  as  to  whether  there  is  a  need 
for  the  holding  out  of  this  communica- 
tion common  carrier  service  in  view  of 
the  apparent  absence  of  any  present  or 
prospective  request  for  such  service  from 
any  public  subscribers,  i.e..  subscribers 
not  directly  controlling  or  controlled  by, 
or  under  direct  or  indirect  common  con- 
trol with  the  applicant. 


'  The  captioned  applications  of  PenlnBUla 
were  dismissed  by  staff  action  on  liarch  10, 
ii'6l.  because  of  Peninsula's  failure  to  timely 
:;!p  information  requested  In  a  CommlBslon 
;>tter.  dated  February  21.  1961.  The  appll- 
'  It  lull  of  Eastern  was.  on  the  same  date. 
•r.«nt«l.  The  Commission,  on  May  17.  1961, 
^.itiited  the  action  dismissing  Peninaula's 
applications,  vacated  and  set  aside  the  grant 
■I  Eastern's  application,  and  restored  all  the 
<Ppllcatlons  to  pending  status. 
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8.  The  BMtem  application,  flled  on 
June  24,  1960.  requests  authorization  to 
oonatruot  a  one-hop  four-channel  point- 
to-point  common  carrier  microwave  ra- 
dio system  originating  at  Cambridge, 
Maryland,  and  terminating  at  a  point 
near  Salisbury,  Maryland,  which  will 
enable  the  applicant  to  relay  pursuant 
to  the  customer's  order,  off-the-air  pick- 
up of  TV  broadcast  signals  from  stations 
In  Baltimore,  Maryland,  and  Washing- 
ton, D.C.,  to  its  customer  at  Salisbury, 
Maryland.  With  regard  to  Eastern, 
questions  remain  as  to  the  nature  and 
extent  of  the  Interests  existing  between 
the  applicant  and  its  proposed  customer, 
Delmarva  Community  Television  Corpo- 
ration; and  as  to  whether  Delmarva 
Community  Television  Corporation  is  a 
public  subscriber,  i.e.,  a  subscriber  not 
directly  controlling  or  controlled  by,  or 
imder  direct  or  Indirect  common  control 
with  the  applicant.  In  the  event  Eastern 
falls  to  meet  the  burden  of  proof  on  this 
issue,  a  further  question  will  have  to  be 
resolved,  namely,  whether  there  is  a  need 
for  a  holding  out  of  this  communication 
common  carrier  service  in  view  of  the 
apparent  absence  of  any  present  or  pro- 
spective request  for  such  service  from 
any  public  subscriber,  as  previously 
defined. 

4.  In  view  of  the  fact  that  the  respec- 
tive applicants  propose  to  provide  what 
appears  to  be  an  essentially  identical 
service  to  its  proposed  customers  In  Salis- 
bury, Maryland,  a  question  is  also  pre- 
sented as  to  the  need  for  two  like  com- 
mon carrier  point-to-point  microwave 
radio  systems. 

5.  Except  as  otherwise  indicated  be- 
low, we  find  and  conclude  that  each  of 
the  applicants  is  legally,  financially,  and 
technically  qualified  to  become  a  licensee 
for  the  service  proposed. 

6.  In  view  of  the  foregoing:  It  is  or- 
dered. That  pursuant  to  the  provisions  of 
section  309(e)  of  the  Communications 
Act  of  1934,  as  amended,  the  above  en- 
titled i4>Plication  are  designated  for 
hearing,  in  a  consolidated  proceeding, 
to  be  held  at  the  Commission's  offices  in 
Washington.  D.C.  on  a  date  to  be  here- 
after specified,  upon  the  following  Issues : 

(a)  Tb  determine  the  need  for  Penin- 
sula's holding  out  of  this  particular  com- 
mon carrier  service  in  view  of  the  ap- 
parent absence  of  any  present  or 
prospective  request  for  such  service  from 
any  public  subscribers,  i.e.,  subscribers 
not  directly  controlling  or  controlled  by, 
or  under  direct  or  indirect  common  con- 
trol with  the  applicant. 

(V)  To  determine  the  nature  and  ex- 
tent of  the  interests  existing  between 
the  appUcant,  Martin  F.  Malarkey.  Jr., 
d/b  as  Eastern  Shore  Microwave  Relay 
Company,  and  Delmarva  Commvmity 
Television  Corporation. 

(c)  To  determine  whether  Delmarva 
Community  Television  Corporation  is  a 
public  subscriber,  i.e..  a  subscriber  not 
directly-  controlling  or  controUed  by,  or 
under  direct  or  indirect  common  control 
with  the  applicant. 

(d)  To  determine,  in  the  event  East- 
em  fails  to  meet  the  burden  of  proof 
under  issue  (c),  the  need  for  Eastern's 
holding  out  of  this  particular  common 
carrier  service  In  view  of  the  apparent 
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absence  of  any  present  or  prospective 
request  for  such  service  from  any  public 
subscribers,  as  defined  in  issue  (c). 

(e)  To  determine  the  comparative 
facts  with  respect  to  the  proposed  facili- 
ties, personnel,  rates,  regulations,  prac- 
tices, and  services  of  each  applicant. 

(f)  To  determine  the  subscribers  who 
may  be  expected  to  receive  service  from 
the  proposed  facilities  of  Peninsula  and 
Eastern,  respectively,  and  the  public 
need  for  either  or  both  services. 

(g)  To  determine,  in  the  light  of  the 
evidence  adduced  on  the  foregoing  issues, 
whether  the  public  interest,  convenience, 
or  necessity  would  be  served  by  a  grant 
of  either,  or  both,  of  the  respective 
applications. 

It  is  further  ordered.  That  the  Chief, 
Common  Carrier  Bureau  is  made  a  party 
to  the  proceeding  herein ; 

It  is  further  ordered,  That  the  parties 
desiring  to  participate  herein  shall  file 
their  appearances  in  accordance  with 
§  1.140  of  the  Commission's  rules. 

Adopted:  December  28,  1961. 

Released:  January  3,  1962. 

Federal  CoionmicATiONs 
Commission, 
fsEALl         Ben  F.  Waple, 

Acting  Secretary. 

[P.R.     Doc.     62-271;     Piled.     Jan.    9,     1962; 
8:56  a.m.] 


HOUSING  AND  HOME 
FINANCE  AGENCY 

Public  Housing  Administration 

DESCRIPTION  OF  AGENCY  AND 
PROGRAMS 

Acting  Regional  Director,  Puerto  Rico 
Regional  Office 

Section  I,  Description  of  Agency  and 
Programs,  is  hereby  amended  as  follows: 

Paragraph  F  is  amended  by  chang- 
ing the  list  of  officials  authorized  to 
serve  as  Acting  Regional  Director  in  the 
Puerto  Rico  Regional  Office  to  read  as 
follows : 

1.  Alberto  Hernandez,  As.sistant  Direc- 
tor for  Development. 

2.  Jose  R.  Janer,  Regional  Man- 
agement Coordinator. 

Approved:  January  3.  1962. 

Marie  C.  McGuire, 

Commissioner. 

(P.R.     Doc      62-240;     PUed,     Jan.     9,     1962; 
8:50    a.m.] 


INTERSTATE  COMMERCE 
COMMISSION 

[Notice  192] 

MOTOR  CARRIER  ALTERNATE  ROUTE 
DEVIATION  NOTICES 

January  5. 1962. 
The   following  letter-notices  of   pro- 
posals to  operate  over  deviation  routes 
for  operating  convenience  only  with  serv- 
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Wednesday,  January  10,  1962 
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lc«  at  no  Intermediate  points  have  been 
filed  with  the  Interstate  Commerce  Com- 
mission, under  the  Commission's  devl- 
aUon  niles  revised.  1957  <49  CFR  211  1 
(O  (8) )  and  notice  thereof  to  all  inter- 
ested persons  is  hereby  given  as  provided 
In  such  rules  (49  CFR  2111(d)(4>). 

Protests  against  the  use  of  any  pro- 
posed deviation  route  herein  described 
may  be  filed  with  the  Interstate  Com- 
merce Commission  in  the  manner  and 
form  provided  in  such  rules  (49  CFR 
211.1(e) )  at  any  time  but  will  not  oper- 
ate to  stay  commencement  of  the  pro- 
posed operations  unless  filed  within  30 
days  from  the  date  of  publication. 

Successively  filed  letter-notices  of  the 
same  carrier  under  the  Commission's 
deviation  rules  revised.  1957,  will  be 
numbered  consecutively  for  convenience 
In  identification  and  protests  if  any 
should  refer  to  such  letter-notices  by 
niunt>er. 

Motor  Cabriers  of  Property 

No.  MC  82  (DeviaUon  No.  1>.  BEST 
WAY  OF  INDIANA,  INC..  10  Cherry 
Street.  Terre  Haute.  Ind.,  filed  Decem- 
ber 18. 1961.  Carrier  proposes  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
of  general  commodities,  with  certain  ex- 
ceptions, over  a  deviation  route  as  fol- 
lows: Prom  Indianapolis.  Ind.,  over 
Indiana  Highway  67  to  the  junction  of 
Indiana  Highway  39,  thence  over  Indiana 
Highway  39  to  Martinsville.  Ind..  and 
return  over  the  same  route,  for  operat- 
ing convenience  only,  serving  no  inter- 
ttoediate  points.  The  notice  indicates 
that  the  carrier  is  presently  authorized 
to  transport  the  same  commodities  over 
a  pertinent  service  route  as  follows: 
From  Indianapolis,  over  Indiana  High- 
way 37  to  Martinsville,  amd  return  over 
the  same  route. 

No.  MC  222  (Deviation  No.  3).  NEW 
YORK  CONSOLIDATED  FREIGHT- 
WAYS  CORPORATION,  715  South  25th 
Av«fnue,  Bcllwood.  ni.,  filed  December  26. 
1961.  Carrier  proposes  to  operate  as  a 
common  carrier,  by  motor  vehicle,  of 
general  commodities,  with  certain  ex- 
ceptions, over  a  deviation  route  as  fol- 
lows: From  the  jimction  of  U.S.  High- 
way 40  and  Interstate  Highway  70S  over 
Interstate  Highway  70S  to  jimction  In- 
terstate Highway  SOS  (Pennsylvania 
Turnpike)  at  or  near  Interchange  8, 
thence  over  Interstate  Highway  80S  to 
Philadelphia.  Pa.,  and  return  over  the 
same  route,  for  operating  convenience 
only,  serving  no  intermediate  points. 
The  notice  indicates  that  the  carrier  Is 
presently  authorized  to  transport  the 
same  commodities  over  pertinent  service 
routes  as  follows:  From  Philadelphia 
over  U.S.  Highway  30  to  Mansfield.  Ohio, 
thence  over  U.S.  Highway  30-N  to  Del- 
phos.  Ohio,  thence  over  U.S.  Highway 
30  to  junction  U.S.  Highway  41.  thence 
over  U.S.  Highway  41  to  Chicago.  111. 
(also  between  Mansfield  and  Delphos. 
over  U.S.  Highway  30-S) :  from  Pitts- 
burgh. Pa.,  over  U.S.  Highway  19  to 
Washington,  Pa. :  and  from  Philadelphia 
over  U.S.  Highway  13  to  junction  U.S. 
Highway  4tf,  thence  over  U.S.  Highway 
40  to  St.  Lobis.  Mo.,  and  return  over  the 
same  routes. 

No.  MC  2202  (DevUtion  No.  31). 
ROADWAY  EXPRESS.   INC  .   147   Park 


NOTICES 

Street.  PO  Box  471.  Akron  9.  Ohio, 
filed  December  18.  1961.  Carrier  pro- 
poses to  operate  as  a  common  carrier. 
by  motor  vehicle,  of  general  commodi- 
ties, with  certain  exceptions  over  a  de- 
viation route  between  Muskegon  and 
Grand  Rapids,  Mich.,  over  Intei-state 
Highway  196,  for  operating  convenience 
only,  serving  no  intermediate  points. 
The  notice  indicates  that  the  carrier  is 
presently  authorized  to  transport  the 
same  commodities  over  a  pertinent  serv- 
ice route  as  follows:  Prom  Grand  Rapids 
over  US  Highway  16  to  junction  US 
Highway  31.  thence  over  US  HiRhway  31 
to  Muskegon,  and  return  over  the  same 
route. 

No.  MC  2202  (Deviation  No  32  >. 
ROADWAY  EXPRESS.  INC  ,  147  Park 
Street.  PO  Box  471.  Akron  9.  Ohio,  filed 
December  18.  1961.  Carrier  proposes  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  of  general  commodtties.  with 
certain  exceptions  over  a  deviation  route 
between  Dayton  and  Toledo.  Ohio,  over 
Interstate  Highway  75.  for  operating 
convenience  only,  serving  no  interme- 
diate points.  The  notice  indicates  that 
the  carrier  is  presently  authorized  to 
transport  the  same  commodities  over  a 
pertinent  service  route  as  follows:  Prom 
Dayton  over  U.S.  Highway  25  via  Wapo- 
koneta.  Lima,  and  Findlay.  Ohio,  to 
Toledo,  and  return  over  the  same  route. 

No.  MC  2990  (Deviation  No.  4> .  BLUE 
ARROW  TRANSPORT  LINES.  INC. 
525  Burton  Street  SW..  Grand  Rapids. 
Mich.,  filed  December  22.  1961.  Carrier 
proposes  to  operate  as  a  common  carrier. 
by  motor  vehicle,  of  general  commodi- 
ties, with  certain  exceptions,  over  devia- 
tion routes  as  follows:  (A>  FYom  Jack- 
son. Mich.,  over  Interstate  Highway  94 
to  Junction  U.S.  Highway  20.  near  Michi- 
gan City.  Ind.:  (B)  From  Chicago.  Ill . 
over  the  Indiana  Tollway  to  Exit  8. 
thence  over  Indiana  Highway  13  to  the 
Michigan-Indiana  State  line,  thence 
over  Michigan  Highway  103  to  Junction 
U.S.  Highway  112;  and  (C>  from  Chi- 
cago, m..  over  city  streets  to  the  Calumet 
Expressway,  thence  over  the  Calumet 
Expressway  to  the  Kingery  Expressway, 
thence  over  the  Kingery  Expressway  to 
Gary,  Ind.,  and  return  over  the  same 
routes,  for  operating  convenience  only, 
serving  no  intermediate  points.  The 
notice  indicates  that  the  carrier  is  pres- 
ently authorized  to  transport  the  same 
commodities  over  pertinent  service 
routes  as  follows:  From  Bay  City.  Mich., 
over  U.S.  Highway  23.  via  Saginaw. 
Mich.,  to  Flint.  Mich.,  thence  over  Michi- 
gan Highway  21.  via  Owosso  and  Grand 
Rapids.  Mich.,  to  Holland.  Mich.,  thence 
over  U.S.  Highway  31  to  Benton  Harb6r. 
Mich.,  and  thence  over  US.  Highway  12, 
via  Michigan  City.  Ind..  to  Chicago.  111.; 
from  Bay  City  over  the  above-specified 
route  to  Benton  Harbor,  thence  over  US. 
Highway  12  to  junction  Indiana  High- 
way 212,  thence  over  Indiana  Highway 
212  to  junction  U.S.  Highway  20,  thence 
over  U.S.  Highway  20  to  Chicago:  and 
from  New  Buffalo.  Mich.,  over  U.S.  High- 
way 112  to  junction  US  Highway  127. 
thence  over  U.S.  Highway  127  to  Jack- 
son, Mich.,  and  return  over  the  same 
routes. 

No.  MC  10761  (Deviation  No.  14), 
TRANSAMERICAN    FREIGHT    LINES. 


INC,  1700  North  Waterman  Avenue, 
Detroit  9,  Mich.,  filed  December  14.  1961. 
Carrier  proposes  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  of  general 
commodities,  with  certain  exceptions, 
over  a  deviation  route  between  Cincin- 
nati, and  Columbus.  Ohio,  over  Inter- 
state Highway  71.  for  operating  con- 
venience only,  serving  no  intermediate 
points.  The  notice  indicates  that  the 
carrier  is  presently  authorized  to  trans- 
port the  same  commodities  over  a  perti- 
nent service  route  as  follows:  From 
Cmcinnati  over  U.S.  Highway  22  to 
junction  US.  Highway  62,  thence  over 
US.  Highway  62  to  Columbus,  and  re- 
turn over  the  same  route. 

No.  MC  10761  (Deviation  No.  15 >, 
TRANSAMERICAN  FREIGHT  UNES. 
INC.  1700  North  Waterman  Avenue. 
Detroit  9.  Mich.,  filed  December  15.  1961 
Carrier  proposes  to  operate  sls  di  com- 
mon carrier,  by  motor  vehicle,  of  general 
commodities,  with  certain  exceptions, 
over  a  deviation  route  a^  follows:  From 
Chicago.  111.,  over  Interstate  Highway  55 
to  St.  Louis,  Mo.,  and  return  over  the 
same  route,  for  operating  convenience 
only,  serving  no  intermediate  points. 
The  notice  indicates  that  the  carrier  is 
presently  authorized  to  transport  the 
same  commodities  over  pertinent  service 
routes  as  follows:  From  St.  Louis  over 
U.S.  Highway  67  to  Alton,  111.,  thence 
over  Illinois  Highway  140  to  Hamel.  Ill  , 
and  thence  over  US.  Highway  66  to 
Chicago;  and  from  Chicago  over  U.S. 
Highway  54  via  Kankakee  and  Onargo, 
III.,  to  junction  Illinois  Highway  48. 
thence  over  Illinois  Highway  48  to  junc- 
tion U.S.  Highway  66,  thence  over  U.S. 
Highway  66  to  St.  Louis,  and  return  over 
the  same  routes. 

No.  MC  18459  (Deviation  No.  2) .  BRIT- 
TON  MOTOR  SERVICE.  INC.,  185  Eaton 
Avenue.  St.  Paul  7.  Minn.,  filed  December 
18.  1961.  Carrier  proposes  to  operate  as 
a  common  carrier,  by  motor  vehicle,  of 
general  commodities,  with  certain  ex- 
ceptions, over  deviation  routes  as  fol- 
lows: (A)  Prom  Eau  Claire.  Wis.,  over 
Interstate  Highway  90  to  Chicago.  Ill . 
and  (B)  from  Eau  Claire.  Wis.,  over  In- 
tersUte  Highways  90  and  94.  via  Mil- 
waukee, Wis.,  to  Chicago,  and  return 
over  the  same  routes,  for  operating  con- 
verUence  only,  serving  no  intermediate 
points.  The  notice  indicates  that  the 
carrier  is  presently  authorized  to  trans- 
port the  same  commodities  over  perti- 
nent service  routes  as  follows:  Prom  Eau 
Claire  over  U.S.  Highway  12  to  junction 
Wisconsin  Highway  89,  thence  over  Wis- 
consin Highway  89  to  junction  U.S. 
Highway  14.  thence  over  US.  Highway 
14  to  Chicago;  and  from  Eau  Claire, 
over  U.S.  Highway  12  to  junction  U.S. 
Highway  16.  thence  over  U.S.  Highway 
16  to  Wisconsin  Highway  36,  thence  over 
Wisconsin  Highway  36  to  junction  Wis- 
consin Highway  83,  thence  over  Wis- 
consin Highway  83  to  junction  Illinois 
Highway  173.  thence  over  Illinois  High- 
way 173  to  junction  Interstate  Highway 
94,  and  return  over  the  same  routes. 

No.  MC  30073  (Deviation  No.  4). 
JOHNSON  FREIGHT  LINES  COM- 
PANY, INC..-  420  Sixth  Avenue.  South 
Nashville.  Tenn..  filed  December  26. 1961. 
Carrier  proposes  to  operate  as  a  common 
carrier,    by   motor   vehicle,    of    general 
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commodities,  with  certain  exceptions, 
over  a  deviation  route  as  follows:  From 
Nashville,  Tenn.,  over  U.S.  Highway  41 
to  junction  unnumbered  county  high- 
way. 2  miles  north  of  Pelham.  Tenn., 
thence  over  unnumbered  county  high- 
way to  junction  Interstate  Highway  24, 
thence  over  Interstate  Highway  24  to 
junction  U.S.  Highway  64.  thence  over 
U.S.  Highway  64  to  Junction  U.S.  High- 
way 41,  thence  over  U.S.  Highway  41  to 
Atlanta,  Ga.,  and  return  over  the  same 
route,  for  operating  convenience  only, 
serving  no  intermediate  points.  The 
notice  indicates  that  the  carrier  is  pres- 
ently authorized  to  transport  the  same 
commodities  over  a  p>ertinent  service 
route  as  follows:  From  Nashville,  over 
U.S.  Highway  41  to  Atlanta,  and  return 
over  the  same  route. 

No.  MC  52629  (Deviation  No.  4). 
HUBER  L  HUBER  MOTOR  EXPRESS, 
INC.,  970  South  Eighth  Street,  Louisville 
3.  Ky..  filed  December  20.  1961.  Carrier 
proposes  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  of  general  com- 
modities, with  certain  exceptions,  over  a 
deviation  route  as  follows:  Prom  the 
Junction  of  Interstate  Highway  64  and 
U.S.  Highway  60,  Just  east  of  Middle- 
town  (Jefferson  Co.).  over  Interstate 
Highway  64  to  Junction  Frankfort  In- 
terchange, approximately  one  mile  west 
of  Frankfort,  Ky..  and  return  over  the 
same  route,  for  operating  convenience 
only,  serving  no  intermediate  points. 
The  notice  indicates  that  the  carrier  is 
presently  authorized  to  transport  the 
same  commodities  over  pertinent  service 
routes  as  follows:  Prom  Louisville.  Ky., 
over  U.S.  Highway  60  to  junction  Ken- 
tucky Highway  151,  thence  over  Ken- 
tucky Highway  151  to  junction  Ken- 
tucky Highway  35.  thence  over  Ken- 
tucky Highway  35  to  junction  UJS.  High- 
way 62,  thence  over  U.S.  Highway  62  to 
junction  U.S.  Highway  60.  thence  over 
U.S.  Highway  60  to  Lexington.  Ky..  and 
return  ov^r  the  same  route. 

No.    MC    52629    (Deviation    No.    5), 
HUBER  &  HUBER  MOTOR  EXPRESS 
INC..  970  South  Eighth  Street.  Louis- 
ville 3.   Ky..   filed  December   20.   1961. 
Carrier  proposes  to  operate  as  a  common 
carrier    by    motor    vehicle,    of   general 
commodities,    with    certain    exceptions, 
over  a  deviation  route  as  follows:  From 
Covington.  Ky.,   over  Interstate  High- 
way 75  to  the  junction  of  UJS.  Highway 
25  and  Interstate  Highway  75  at  Dry 
Ridge,  Ky.,  and  return  over  the  same 
route,  for  operating  convenience  only, 
serving   no   intermediate   points.     The 
notice  indicates  that  the  carrier  is  pres- 
ently authorized  to  transport  the  same 
commodities   over   a   pertinent   service 
route  as  follows:  Prom  Cincinnati.  Ohio, 
.  over  US.  Highway  25  to  Lexington.  Ky., 
and  return  over  the  same  route. 

No.  MC  65967  (Deviation  No.  3) ,  WIL- 
SON TRUCK  COMPANY.  INC.,  176 
Lafayette  Street,  NashviUe.  Tenn.,  lUed 
December  22.  1961.  Carrier  proposes  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  of  general  commodities,  with 
certain  exceptions  over  a  deviation  route 
as  follows:  From  a  point  approximately 
two  miles  north  of  Pelham.  Tenn..  over 
unnumbered  county  highway  to  Junction 
Interstate  Highway  24.  thence  over  In- 
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terstate  Highway  24  to  Junction  U.S. 
Highway  64.  west  of  U.S.  Highway  41 
at  Monteagle,  Tenn.,  and  return  over 
the  same  route,  for  operating  conven- 
i&ace  only,  serving  no  intermediate 
points.  The  notice  indicates  that  the 
carrier  is  presently  authorized  to  trans- 
port the  same  commodities  over  a  perti- 
net-t  service  route  as  follows:  From 
Nashville,  Tenn.,  over  U.S.  Highway  41 
to  Chattanooga,  Tenn.,  and  return  over 
the  same  route. 

No.  MC  69116  (Deviation  No.  9). 
SPECTOR  FREIGHT  SYSTEM.  INC.. 
3100  South  Wolcott  Avenue,  Chicago  8. 
HI.,  filed  December  18.  1961.  Carrier 
proposes  to  operate  as  a  common  carrier, 
by  motor  vehicle,  of  general  commodities, 
with  certain  exceptions,  over  a  deviation 
route  as  follows:  Prom  Chicago,  III.,  over 
Interstate  Highways  90  and  94  to  Eau 
Claire.  Wis.,  and  retxim  over  the  same 
route,  for  operating  convenience  only, 
serving  no  intermediate  points.  The  no- 
tice indicates  that  the  carrier  is  pres- 
ently authorized  to  transport  the  same 
commodities  over  a  pertinent  service 
route  as  follows:  Prom  Chicago  over 
UJ3.  Highway  12  to  junction  U.S.  High- 
way 14,  thence  over  U.S.  Highway  14 
to  Junction  Wisconsin  Highway  89. 
thence  over  Wisconsin  Highway  89  to 
Whitewater.  Wis.,  thence  over  U.S.  High- 
way 12  to  Junction  UJS.  Highway  53. 
east  of  Eau  Claire,  thence,  over  U.S. 
Highway  53  to  Eau  Claire,  and  return 
over  the  same  route. 

No.    MC    69224    (Deviation    No.    3), 
H  Ji  W  MOTOR  EXPRESS  COMPANY 
3000  Elm  Street.  Dubuque.  Iowa,  fUed 
Deconber  18,  1961.    Carrier  proposes  to 
operate  as  a  common  carrier,  by  motor 
vehicle,   of   general   commodities,   with 
certain  exceptions  over  deviation  routes 
as  follows^  (A)  From  Chicago,  ni..  over 
Interstate    Highways    90    and    94    to 
Minneapolis-St.  Paul,  Minn,  (when  com- 
pleted, and  until  completed  U.S.  High- 
way 14  or  61  will  be  used  between  Rock- 
ford,  ni..  and  Beloit.  Wis.,  and  between 
Janesville  and  Madison,  Wis.;  U.S.  High- 
way 12  will  be  used  between  Wisconsin 
Dells  and  Eau  Claire.  Wis.,  also,  from 
Chicago  over  VS.  Highway  20  to  junc- 
tion  Illinois   Highway   5,    thence    over 
Illinois  Highway  5  to  Rockford.  111.) .  and 
(B)    From    Ehibuque.    Iowa    over    U.S 
Highway  20  to  East  Dubuque,  HI.,  thence 
over  Illinois  and  Wisconsin  Highways  35 
to  La  Crosse.   Wis.,   thence  over  US. 
Highway  61  to  the  Minneapolis-St.  Paul. 
Miim.,  C(mimercial  Area,  and  return  over 
the   same   routes,    for   operating    con- 
venience only,  serving  no  intermediate 
points.    The  notice  indicates  that  the 
carrier  Is  iM-esently  authorized  to  trans- 
port the  same  commodities  over  perti- 
nent service  routes  as  foUows:   From 
Chicago,    over    Uj8.    Highway    20    to 
Dubuque,  thence  over  U.S.  Highway  52 
to  the  IfCinneapoUs-St.  PaHl,  Minn..  Com- 
mercial Zone:  from  Rockford,  over  U.S. 
Highway  20  to  Dubuque,  thence  over  U.S. 
Highway  62  to  the  Minneapolis-St.  Paul, 
Minn.,    Oommerclal    Zone;    and   from 
Dubuque  over  UjB.  Highway  52  to  the 
MInneapoIls-St.  Pmul,  Minn.,  Commer- 
cial  Zone,  and  return  over  the  same 
routes. 
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No.  MC  78643  (Deviation No.  3) ,  HART 
MOTOR  EXPRESS.   INC..   2417   North 
Cleveland.  St.  Paul  13.  Minn.,  filed  De- 
cember   26,    1961.      Attorney    Val    M. 
Higglns.  1000  First  National  Bank  Build- 
ing, Minneapolis  2.  Minn.    Carrier  pro- 
poses to  operate  as  a  common  carrier,  by 
motor  vehicle,  of  general  commodities. 
with  certain  exceptions,  over  deviation 
routes  as  follows:     (A)   From  Chicago, 
IH..  over  Interstate  Highway  90  to  Madi- 
son. Wis.,  thence  over  Interstate  High- 
ways 90  and  94  to  Tomah.  Wis.,  thence 
over  Interstate  Highway  94  to  St.  Paul. 
Minn..    (B)    from  Madison.   Wis.,   over 
Interstate   Highway   94   to   Milwaukee. 
Wis.,  thence  over  Interstate  Highway  94 
to  Chicago,  III.,  and  (C)   from  Tomah. 
Wis.,  over  Interstate  Highway  90  to  La 
Crosse,  Wis.,  thence  over  UJS.  Highway 
61  to  Minneapolis  and  St.  Paul,  Minn., 
and   return  over  the  same  routes,  for 
operating  convenience  only,  serving  no 
intermediate  points.     The  notice  indi- 
cates that  the  carrier  Is  presentiy  au- 
thorized  to  transport   the   same   com- 
modities over  pertinent  service  routes  as 
follows:  From  Chicago  over  U.S.  High- 
way  20   to   Marengo,   m..   thence  over 
Illinois   Highway   23    to   jimction   U.S. 
Highway  14.  thence  over  U.S.  Highway  14 
to    junction    Wisconsin    Highway    89, 
thence  over  Wisconsin  Highway  89  to 
junction  U.S.  Highway  12.  thence  over 
U.S.   Highway   12   to  Minneapolis,  also 
from  Chicago  over  U.S.  Highway  12  to 
Minneapolis;    from  Madison   over   U.S. 
Highway  18  to  Milwaukee,  thence  over 
Waukesha  Coimty  Highway  A  to  junc- 
tion U.S.  Highway  45,  thence  over  U.S. 
Highway  45  to  junction  U.S.  Highway 
12,   thence   over   U.S.    Highway    12    to 
Chicago;   and   from  Tomah,  over  U.S. 
Highway  12  to  Minneapolis,  and  return 
over  the  same  routes. 

No.    MC    106456    (Deviation   No.    5) 
SUPER   SERVICE   MOTOR   FREIGHT 
CO.,  Fessler  Lane.  NashviUe.  Tenn..  filed 
December  22.  1961.    Carrier  proposes  to 
operate  as  a  common  carrier,  by  motor 
vehicle,   of   general   commodities,   with 
certain    exceptions,    over    a    deviation 
route  as  follows:  Prom  Kingsport.  Tenn. 
over  U.S.  Highway  IIW  to  a  point  ap- 
proximately 2^  mUes  west  of  Bristol. 
Tenn.,  thence  over  Interstate  Highway  81 
to  junction  U.S.  Highway  11.  approxi- 
mately 21/^  miles  north  of  Abingdon,  Va. 
and  return  over  the  same  route,  for 
operating  convenience  only,  serving  no 
Intermediate    points.      The    notice    in- 
dicates that  the  carrier  Is  presently  au- 
thorized  to   transport  the  same   com- 
modities over  a  pertinent  service  route 
as  follows:    From  Kingsport  over  US. 
Highway   IIW  to  Bristol,   thence   over 
U.S.    Highway    11    to   a    point    beyond 
Abingdon,   and   return   over   the   same 
route. 

No.  MC  108586  (Deviation  No.  2) 
STEPFKE  FREIGHT  CO..  3100  South 
Wolcott  Avenue,  Chicago  8.  111.,  filed 
December  18.  1961.  Carrier  proposes  to 
operate  as  a  common  carrier,  by  motor"^ 
vehicle,  of  general  commodities,  with 
certain  exceptions,  over  a  deviation  route 
as  follows:  Prom  Chicago,  m.,  over  In- 
terstate Highways  90  and  94  to  Eau 
Claire,  Wis.,  and  return  over  the  same 
route,  for  operating  convenience  only. 
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serving  no  intermediate  points.  The 
notice  indicates  that  the  carrier  is  pres- 
ently authorized  to  transport  the  same 
commodities  over  a  pertinent  service 
route  as  follows :  Prom  Chicago,  over  U.S. 
Highway  20  to  RocMord,  111.,  thence  over 
U.S.  Highway  41  to  junction  Wisconsin 
Highway  73.  thence  over  Wisconsin  High- 
way 73  to  junction  Wisconsin  Highway 
13,  thence  over  Wisconsin  Highway  13  to 
junction  US.  Highway  10.  thence  over 
US.  Highway  10  to  juncUon  U.S.  High- 
way 12.  thence  over  U.S.  Highway  12,  to 
Eau  Claire,  and  return  over  the  same 
route. 

No.  MC  110166  (Eteviation  No  1'. 
TENNESSEE  CAROLINA  TRANSPOR- 
TATION. INC  .  905  Mile  End  Avenue. 
Nashville  7.  Tenn.,  filed  December  26. 
1961.  Carrier  proposes  to  operate  as  a 
common  carrier,  by  motor  vehicle,  of 
general  commodities,  with  certain  ex- 
ceptions, over  a  deviation  route  as  fol- 
lows: Prom  Knoxville.  Tenn.  over  In- 
terstate Highway  40  to  junction  U.S. 
Highway  70.  approximately  2  miles  west 
of  Kingston,  Tenn..  and  return  over  the 
same  route,  for  operating  convenience 
only,  serving  no  intermediate  points. 
The  notice  indicates  that  the  carrier  is 
presently  authorized  to  transport  the 
game  commodities  over  pertinent  service 
routes  as  follows:  Prom  Nashville.  Tenn.. 
over  U.S.  Highway  706  to  McMinnville. 
Teim..  thence  over  U.S.  Highway  70S 
to  junction  U.S.  Highway  70N.  thence 
over  U.S.  Highway  70  to  junction  US. 
Highway  11.  thence  over  U.S.  Highway 
11  to  Knoxville.  and  from  Nashville  over 
U.S.  Highway  70N  to  junction  US.  High- 
way 70S.  thence  over  U.S.  Highways  70 
and  11  as  above:  and  from  Chattanooga. 
Tenn.  over  U.S.  Highway  11  to  Knox- 
Tille,  and  return  over  the  same  routes. 

No.  MC  110166  (Deviation  No  2>. 
TENNESSEE  CAROLINA  TRANSPOR- 
TATION. INC..  905  Mile  End  Avenue, 
Nashville  7,  Tenn.,  filed  December  26. 
1961.  Carrier  proposes  to  operate  as  a 
common  carrier,  by  motor  vehicle,  of 
general  comm^ities.  with  certain  ex- 
ceptions, over  a  deviation  route  as  fol- 
lows: Prom  the  junction  of  U.S.  Highway 
41  and  an  imnumbered  county  highway, 
approximately  two  miles  north  of  Pel- 
ham.  Tenn..  over  unnumbered  county 
highway  to  junction  Interstate  Highway 
24,  thence  over  Interstate  Highway  24  to 
junction  U.S.  Highway  64,  thence  over 
U.S.  Highway  64  to  junction  US.  High- 
way 41,  and  return  over  the  same  route, 
for  operating  convenience  only,  serving 
no  Intermediate  points.  The  notice  in- 
dicates that  the  carrier  is  presently  au- 
thorized to  triinsport  the  same  commodi- 
ties over  a  pertinent  service  route  as 
follows:  Prom  Nashville,  Tenn.  over 
U.S.  Highway  41  to  Chattanooga.  Tenn., 
and  return  over  the  same  route. 

No.  MC  111231  (Deviation  No.  16 >. 
JONES  TRUCK  LINES,  INC  .  610  East 
Emma  Avenue.  Springdale,  Ark.,  filed 
December  18, 1961.  Carrier's  representa- 
tive B.  J.  Wiseman,  same  address.  Car- 
rier proposes  to  operate  as  a  common 
carrier,  by  motor  vehicle,  of  general  com- 
moditiet,  with  certain  exceptions,  over  a 
deviation  route  as  follows:  From  the 
junction  of  Missouri  Highways  25  and 
77.  over  Missoiui  Highway  77  to  junc- 
tion US.  Highway  81,  thence  over  US. 
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Highway  61  to  junction  Missouri  High- 
way 84,  thence  over  Missouri  Highway 
84  to  Kennett,  Mo.,  and  return  over  the 
same  route,  for  operating  convenience 
only,  serving  no  intermediate  points. 
The  notice  indicates  that  the  carrier  is 
presently  authorized  to  transport  the 
same  commodities  over  a  pertinent  serv- 
ice route  as  follows:  Prom  St.  Louis,  Mo., 
over  U.S.  Highway  61  to  Jackson,  Mo  . 
thence  over  Missouri  Highway  25  to  the 
Missouri-Arkansas  State  line,  and  return 
over  the  same  route. 

No.  MC  111594  (Deviation  No.  3», 
CENTRAL  WISCONSIN  MOTOR 
TRANSPORT  COMPANY.  P  O  Box  200. 
Wisconsin  Rapids.  Wis.,  filed  December 
26.  1961  Carrier  proposes  to  operate  as 
a  common  carrier,  by  motor  vehicle,  of 
general  commodities,  with  certain  ex- 
ceptions, over  deviation  routes  as  fol- 
lows: (A>  Prom  Eau  Claire.  Wis,  over 
Interstate  Highway  94  to  junction  Inter- 
state Hiijhway  90,  near  Tomah,  Wis., 
thence  over  Interstate  Highway  90  to 
junction  Interstate  Highway  94.  thence 
over  Interstate  Highways  90  and  94.  to 
junction  said  highways,  approximately 
one  mile  northeast  of  Madison.  Wis.. 
thence  over  Interstate  Highway  90  to 
Chicago,  m  .  and  <B>  from  Eau  Claire. 
Wis .  over  Interstate  Highway  94  to 
junction  Interstate  Highway  90.  near 
Tomah.  Wis.,  thence  over  Interstate 
Highways  90  and  94  to  the  junction  of 
said  highways,  approximately  one  mile 
northeast  of  Madison.  Wis.,  thence  over 
Interstate  Highway  94.  via  Milwaukee. 
Wis  .  to  Chicago.  111.,  and  return  over 
the  same  rou(!es.  for  operating  conven- 
ience only,  serving  no  intermediate 
points.  The  notice  indicates  that  the 
carrier  is  presently  authorized  to  trans- 
port the  same  commodities  over  perti- 
nent service  routes  as  follows:  Prom  Eau 
Claire  over  U.S.  Highway  12  to  junction 
Wisconsin  Highway  89,  thence  over  Wis- 
consin Highway  89  to  junction  U.S. 
Highway  14.  thence  over  US  Highway  14 
to  Chicaco,  111.,  and  from  Eau  Claire  over 
U.S.  Highway  12  to  Madison,  thence  over 
Wisconsin  Highway  30  to  Milwaukee, 
thence  over  Wisconsin  Highway  32  to  the 
Wisconsin-Illinois  State  Line,  thence 
over  Illinois  Highway  42  to  Chicago,  and 
return  over  the  same  routes. 

Motor  Carriers  or  Passengers 

No.  MC  1501  (Deviation  No.  73).  THE 
GREYHOUND  CORPORATION.  140 
South  Dearborn  Street.  Chicago,  111 .  filed 
December  22.  1961.  Attorney  Robert  J. 
Bernard,  same  address.  Carrier  pro- 
poses to  operate  as  a  common  carrier. 
by  motor  vehiclr.  of  passengers  and  their 
baggage,  over  a  deviation  route  as  fol- 
lows: Prom  Chicago,  111.,  over  Congress 
Expressway  to  junction  U.S.  Highway  20 
at  Ellnihurst.  111.,  and  return  over  the 
same  route,  for  operating  convenience 
only,  serving  no  intermediate  points. 
The  notice  indicates  that  the  carrier  Is 
presently  authorized  to  transport  pas- 
sengers over  a  pertinent  service  route  as 
follows:  Prom  Chicago  over  city  streets 
to  Oak  Park.  111.,  thence  over  U.S.  High- 
way 20  to  Hmhurst,  and  return  over  the 
same  route. 

No.  MC  2890  (Deviation  No.  11  >, 
AMERICAN  BUSLINES,  INC.,  1805 
Leavenworth   Street,   Omaha   2.    Nebr., 


filed  December  22.  1961.  Carrier  pro- 
poses to  operate  as  a  common  carrier,  by 
motor  vehicle,  of  passengers  and  their 
baggage,  over  a  deviation  route  as  fol- 
lows: Prom  Webb  City.  Mo.,  over  relo- 
cated U.S.  Highway  66  to  junction  US 
Highway  166.  thence  over  U.S.  Highway 
166  to  junction  Missouri  Highway  43, 
south  of  Joplin.  Mo.,  and  return  over  the 
same  route,  for  operating  convenience 
only,  serving  no  intermediate  points. 
The  notice  indicates  that  the  carrier  is 
presently  authorized  to  transport  pas- 
sengers over  a  pertinent  service  route  as 
follows:  Prom  Webb  City  US.  Highway 
171  (formerly  US.  Highway  66)  to  junc- 
tion Missouri  Highway  43.  thence  over 
Missouri  Highway  43  to  Joplin,  and  re- 
turn over  the  same  routes. 

By  the  Commission. 

I  SEAL  1  Harold  D.  McCoy. 

Secretary 

(PR      Dof      62  245:     FUed,     Jan      9.     1962. 
8  50  am  | 
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MOTOR  CARRIER  APPLICATIONS  AND 
CERTAIN  OTHER   PROCEEDINGS 

Jamuasy  5. 1962. 

The  following  publications  are  gov- 
erned by  the  Interstate  Commerce  Com- 
mission's general  rules  of  practice  in- 
cluding special  rules  (49  CFR  1.241  > 
governing  notice  of  filing  of  applications 
by  motor  carriers  of  property  or  passen- 
gers or  brokers  under  sections  206,  209. 
and  211  of  the  Interstate  Commerce  Act 
and  certain  other  proceedings  with  re- 
spect thereto. 

All  hearings  and  pre-hearing  confer- 
ences will  be  called  at  9:30  o'clock  a.m.. 
United  States  standard  time  (or  9:30 
o'clock  a.m..  local  daylight  saving  time, 
if  that  time  is  observed),  unless  other- 
wise specified. 

Applications  Assigned  for  Oral  Heaking 
or  Pre-Hearinc  Conference 

MOTOR    CARRIZas   OF    PROPERTY 

No  MC  2202  (Sub-No.  223).  filed  De- 
cember 7.  1961.  Applicant:  ROADWAY 
EXPRESS.  INC..  147  Park  Street.  Akron 
9.  Ohio.  Applicants  attorney:  William 
O.  Turney.  2001  Massachusetts  Avenue 
NW..  Washington  6.  DC.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  regular  routes, 
transporting :  General  commodities  (ex- 
cept those  of  unusual  value.  Classes  A 
and  B  explosives,  livestock,  household 
goods  as  defined  by  the  Commission, 
commodities  in  bulk,  and  those  requiring 
special  equipment ) .  serving  the  new 
Plant  Site  of  The  Jeffrey  Manufacturing 
Company  at  or  near  Belton,  S.C.,  as  an 
off-route  point  in  connection  with  ap- 
plicant's present  authorized  regular 
route  operations. 

Note:  AppUcant  Btatea  that  In  MC-P  6161 
tt  was  authorized  to  own.  control,  and  oper- 
ate M  &  R  Transportation  Ck)..  Inc..  MC  6C274 

HEARING:  Pebruary  14,  1962.  at  the 
U.S.  Court  Rooms.  Columbia,  S.C,  be- 
fore Joint  Board  No.  177. 

No.  MC  31600  (8ub-No.  517) .  filed  De- 
cember    6,     1961.       Applicant:     P.     B. 
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Wednesday,  January  10,  1962 

MUTRIE  MOTOR  TRANSPORTATION, 
INC.,  Calvary  Street,  Waltham  64,  Mass. 
Applicant's  attorney:  H.  C.  Ames,  Jr., 
Transportation  Building,  Washington, 
DC.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Dry  com- 
modities (except  cement,  salt,  sugar, 
flour,  ferro-alloys,  fly  ash,  and  building 
materials  as  defined  by  the  Commission 
in  61  M.C.C.  666).  in  bulk,  in  tank  or 
hopper-type  vehicles,  from  points  in 
Worcester  County,  Mass.,  to  points  in 
New  Jersey,  New  York  and  Pennsylvania. 
-  HEARING:  Pebruary  15.  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington,  D.C.,  before  Ex- 
aminer Charles  B.  Heinemann. 

No.  MC  52709  (Sub-No.  154).  filed 
January  2.  1962.  AppUcant:  RINGSBY 
TRUCK  LINES.  INC.,  3201  Ringsby 
Court,  Denver,  Colo.  Applicant's  attor- 
ney: Thomas  P.  Kilroy,  Suite  610,  1000 
Connecticut  Avenue  NW.,  Washington  6, 
DC.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Frozen 
foods,  from  Boyertown,  Dowingtown. 
Morgantown,  Philadelphia,  and  Potts- 
town.  Pa.,  to  points  in  Arizona,  Cali- 
fornia, Colorado,  Kansas,  Missouri,  New 
Mexico.  Oklahoma,  Arkansas,  and  Texas. 
HEARING:  January  15,  1962,  at  the 
US.  Custom  House  Building,  Second  and 
Chestnut  Streets,  Philadelphia.  Pa., 
before  Examiner  Henry  A.  Cockrum. 

No.  MC  59264  (Sub-No.  28).  filedNo- 
vember  28.  1961.  Applicant:  SMITH  L 
SOLOMON  TRUCKING  COMPANY,  a 
corf>oration.  How  Lane.  New  Brunswick, 
N.J.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Printing 
ink  and  printing  iJik  components,  in  bulk, 
in  tank  vehicles,  from  Monmouth  Junc- 
tion. N.J.,  to  Philadelphia,  Pa. 

HEARING:  February  12,  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission, Washington,  DC,  before  Ex- 
aminer Edith  H.  Cockrill. 

No.  MC  59264  (Sub-No.  29),  filed  No- 
vember  28,  1961.  Applicant:  SMITH  k 
SOLOMON  TRUCKING  COMPANY,  a 
corporation.  How  Lane.  New  Brunswick, 
N.J.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  InsiHat' 
ing  oil.  In  vacuum  and  pressure  tank 
vehicles,  electrical  cable  (power  trans- 
mission system)  requiring  the  use  of 
special  equipment  in  the  transportation 
of  and  /or  the  installation  of  cable  at 
point  of  installation,  and  related  jna- 
terials,  equipment  and  supplies  in  the 
same  vehicle  when  the  transportation 
thereof  is  incidental  to  the  transporta- 
tion by  carrier  of  the  above-described 
electrical  cable,  from  Bayonne  and 
Paterson.  N.J..  and  Yonkers,  N.Y.,  to 
points  In  Maine.  New  Hampshire.  Ver- 
mont, Massachusetts,  Rhode  Island, 
Connecticut,  New  York,  New  Jersey, 
Pennsylvania,  Delaware,  Maryland,  Vir- 
ginia, North  Carolina.  South  Carolina, 
Georgia,  Florida,  West  Virginia,  Ten- 
nessee, Kentucky,  Alabama,  Mississippi. 
Ohio,  Indiana,  Illinois.  Michigan,  Texas, 
Wisconsin,  and  the  District  of  Columbia. 
and  empty  containers  or  other  such  in- 
cidental facilities  (not  specified)  used 
No.  6 5 
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in    tranflportisg    the    above-described 
commodities,  on  return. 

HEARING:  February  13,  1962,  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington,  D.C.,  before  Ex- 
aminer Henry  A.  Cockrum. 

No.  MC  61396  (Sub-No.  87).  filed  De- 
cember 28,  1961.  Applicant:  HERMAN 
BROS.  I  INC.,  P.O.  Box  189.  Omaha, 
Nebr.  i  Authority  sought  to  operate  as  a 
comm^^  carrier,  by  motor  vehicle,  over 
irregulair  routes,  transporting:  Fertilizer 
compounds,  fertilizer  ingredients  and 
fertilizer,  in  bulk,  from  Sanborn  and 
Mason  ^City,  Iowa,  and  points  within 
ten  (10)  miles  of  each,  to  points  in  Min- 
nesota. North  Dakota.  South  Dakota. 
and  Nebraska,  and  returned  and  re- 
jected shipments  of  the  above-specified 
commodities,  on  return. 

HEARING:  January  23, 1962,  in  Room 
393,  Federal  Building,  and  U.S.  Court 
House,  110  South  Fourth  Street,  Min- 
neapolis, Minn.,  before  Examiner  James 
Anton. 

No.  MC  66900  (Sub-No.  25),  filed  No- 
vember 27,  1961.  Applicant:  HOUFP 
TRANSFER,  INCORPORATED,  P.O.  Box 
61,  Weyers  Cave,  Va.  Applicant's  attor- 
ney: Spencer  T.  Money.  Mills  Building, 
Washington,  D.C.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Paper,  pulpboard,  and  fl.br eboard. 
from  Hopewell,  Va..  to  Gettysburg,  Mt. 
Wolf,  and  Washington,  Pa.,  and  empty 
containers  or  other  such  incidental  fa- 
cilities (not  specified) .  used  in  transport- 
ing the  above-specified  commodities,  on 
return. 

HEARING:  February  13.  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission, Washington,  D.C,  before  Joint 
Board  No.  250. 

No.  MC  78787  (Sub-No.  44),  filed  De- 
cember 22,  1961.  Applicant:  PACIFIC 
MOTOR  TRUCKINQ  COMPANY,  a  cor- 
poration. 110  Market  Street,  San  Fran- 
cisco 11,  Calif.  Applicants  attorney: 
John  MacDonald  Smith,  65  Market 
Street,  San  Francisco  5,  Calif.  Author- 
ity sought  to  operate  as  a  contract  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  New  automobiles 
and  new  trucks,  in  initial  movements.  In 
truckaway  and  driveaway  service,  from 
the  site  of  General  Motors  Corporation's 
assembly  plant  at  Fremont,  Calif.,  to 
Hawthorne,  Carson  City,  Mlnden,  Aus- 
tin, Tonopah,  and  Yerington,  Nev..  and 
points  in  Nevada  which  are  stations  on 
the  rail  lines  of  Southern  Pacific 
C(Mnpany. 

Non:  Applicant  states  the  proposed  serv- 
ioe  l8  an  extension  of  existing  operations 
from  Oakland,  Calif.,  to  the  same  destina- 
tions, authorised  In  MC  78787  and  Sulie  23. 
31.  and  84  thereunder.  It^ls  further  noted 
that  applicant  la  a  wholly  owned  subsidiary 
of  Southern  Paciflc  Company,  a  carrier  by 
railroad.  Applicant  has  common  control 
authority  under  MC  78786  and  Sube  there- 
under, therefore  dual  operations  may  be 
involved. 

HEARING:  February  6.  1962.  at  the 
New  Mint  Building.  133  Hermann  Street. 
San  Francisco.  Cmlif..  before  Joint  Board 
No.  78.  or.  If  the  Joint  Board  waives  its 
right  to  parUcipate  before  Examiner  F. 
Roy  linn. 
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No.  MC  95540  (Sub-No.  393),  filed 
January  2,  1962.  AppUcant:  WATKINS 
MOTOR  LINES.  INC..  Albany  Highway, 
Thomasvllle.  Oa.  Applicant's  attorney: 
Joseph  H.  Blackshear.  Gainesville.  Ga. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Frozen 
foods,  from  Boyerstown.  Downingtown, 
Morgantown,  Philadelphia,  and  Potts- 
town,  Pa.,  to  points  In  Arkansas. 

Note:  The  purpose  ot  this  application  is  to 
Include  a  request  for  authority  to  transport 
the  above-named  commodities  to  points  In 
the  State  of  Arkansas,  which  State  waa 
inadvertently  omitted  from  the  filing  In  ap- 
plication No.  MC  95540    (Sub-No.  381). 

HEARING:  January  15,  1962,  In  Roam 
300,  U.S.  (Custom  House  Bldg.,  'Second 
and  Chestnut  Streets.  Philadelphia,  Pa., 
before  Examiner  Henry  A.  Cockrum 

No.  MC  103993  (Sub-No.  356). 
(AMENDMENT),  filed  October  9,  1961. 
published  Federal  Register.  Issue  De- 
cember 20.  1961.  amended  January  2. 
1962,  republished  as  amended  this  issue. 
Applicant:  MORGAN  DRIVE-AWAY. 
INC.,  500  Equity  Building.  Elkhart.  Ind. 
Applicant's  attorney:  John  E.  Lesow. 
3737  North  Meridian  Street.  Indianapolis 
8.  Ind.  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  (i) 
Trailers,  designed  to  be  drawn  by  pas- 
senger automobiles.  In  Initial  movements. 
In  truckaway  service  from  points  in 
Florida  (except  from  Clearwater,  Boca 
Raton.  Jasper.  Ocala,  Sebring.  Lake  City. 
Fla..  and  points  within  five  (5)  miles  of 
Lake  City,  and  the  plant  site  of  General 
Coach  Works,  Inc..  near  Traveres,  Fla.), 
to  points  in  the  United  States,  Including 
Als^ka  (but  excluding  Hawaii),  and  (2) 
Campers  and  camper  coaches,  designed 
for  Installation  on  pickup  trucks,  in 
initial  movements.  In  towaway  and 
truckaway  method,  from  points  in 
Florida  to  points  In  the  United  States 
(except  Hawaii),  and  (3)  empty  con- 
tainers or  other  su^h  incidental  facilities 
(not  specified) .  used  In  transporting  the 
commodities  specified  In  (1)  and  (2).  on 
return. 

Note:  The  purpose  of  this  republication  Is 
to  include  items   (2)   and  (3). 

HEARING:  Remains  as  assigned,  Feb- 
ruary 9,  1962,  at  the  U.S.  Court  Rooms. 
Tampa,  Fla.,  before  Examiner  James  H. 
Gaflfney. 

No.  MC  106965  (Sub-No.  184).  filed 
December  5.  1961.  Applicant:  M.  I. 
O'BOYLE  &  SON.  INC..  doing  business 
as  O'BOYLE  TANK  LINES.  1825  Jeffer- 
son Place  NW..  Washington  6,  DC. 
Applicant's  attorney:  Dale  C.  Dillon 
(same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Edible  oils.  In  bulk,  in 
tank  vehicles,  from  Baltimore,  Md.,  to 
(a)  points  In  Delaware  on  and  south  of 
Delaware  Highway  273  from  the  inter- 
section of  Delaware  Highway  273  and 
U.S.  Highway  13  to  Christiana,  Del.,  on 
and  south  or  west  of  Delarware  Highway 
7  from  Christiana,  Del.,  to  the  Delaware- 
Pennsylvania  State  line,  (b)  points  in 
Pennsylvania  on  and  south  of  Pennsyl- 
vania Highway  41  from  the  Delaware- 
Pennsylvania  State  line  to  CochranvlUe, 
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Pm.,  on  and  west  of  U.S.  Highway  122 
tnm  Cochranvllle.  Pa.,  to  PottcvUle.  Pa.. 
OD  and  north  of  U.S.  Highway  209  from 
FotUvUle.  Pa.,  to  Tamaqua.  Pa.,  on  and 
WMt  of  U.a  Highway  309  from  Tamaqua. 
Pa.  to  WUlces-Barre.  Pa.,  on  and  south 
of  Penn^lvania  Highway  115  from 
Wilkes- Barre.  Pa.,  to  Williamsport.  Pa. 
and  on  and  west  of  U.S.  Highway  220 
from  Williamsport.  Pa.,  to  the  Pennsyl- 
vania-liCaryland  State  line.  (O  points  in 
Virginia  on  and  east  of  U.S.  Highway 
(22  from  the  Virginia-West  Virginia 
State  line  to  Powhatan.  Va..  on  and  north 
of  U.S.  Highway  60  from  Powhatan.  Va.. 
to  Richmond,  Va  .  on  and  north  of  U.S. 
Highway  360  from  Richmond.  Va  .  to 
Reedville.  Va.,  and  to  points  in  Acco- 
mack and  Northampton  Counties.  Va.. 
and  (d)  points  in  the  Ehstrict  of 
Columbia. 

NoTX:  Applicant  states  it  Is  under  common 
control  with  O'Boyle  Tanit  Lines.  Incorpo- 
r»ted.  •  Virginia  Corporation. 

HEARING:  February  16.  1962.  at  the 
OfBces  of  the  Interstate  Commerce  Com- 
mission. Washington.  DC  .  before  Ex- 
aminer Bernard  J   Hasson.  Jr. 

No.  MC  107107  (Sub-No.  187 >.  filed 
November  27,  1961.  Applicant:  ALTER- 
MAN  TRANSPORT  LINES.  INC  .  PO 
Box  65.  Allapattah  Station.  Miami  42. 
Pla.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting :  (1  >  Candy 
itnd  confectionery  and  ingredients  there- 
of, chocolate,  cocoa,  coating,  syrup,  and 
(2)  advertising,  promotional,  and  display 
materials,  and  premiums,  from  points  in 
Berks  County,  Pa.,  to  points  in  Florida. 

HEARING:  February  12.  1962.  at  the 
OfBces  of  the  Interstate  Commerce  Com- 
mission, Washington.  DC.  before  Exam- 
iner Gordon  M.  Callow. 

No.  MC  107107  (Sub-No.  188 >.  filed 
November  27.  1961.  Applicant:  ALTER- 
MAN  TRANSPORT  LINES.  INC  .  P.O. 
Box  65,  Allapattah  Station.  Miami  42. 
Fla.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  (1>  Food. 
food  inpredients.  food  coloring,  food 
preservatives,  and  (2)  advertising,  pro- 
motUmal  and  display  materials,  and  pre- 
miums, from  Baltimore,  Md.  to  points  in 
Florida. 

HEARING:  February  13.  1962,  at  the 
Of&ces  of  the  Interstate  Commerce  Com- 
mission, Washington.  DC,  before  Exam- 
iner James  Anton. 

No.  MC  107107  (Sub-No.  189).  filed 
November  27.  1961.  Applicant:  ALTER - 
MAN  TRANSPORT  LINES.  INC..  P  O. 
Box  65.  Allapattah  Station.  Miami  42. 
Fla.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregiilar  routes,  transporting:  Frozen 
foods  from  Nashville,  Tenn..  to  points  in 
Florida,  Alabama,  and  Georgia,  with 
service  to  Alabama  and  Georgia  re- 
stricted to  partial  delivery  of  shipments 
on  which  final  delivery  Is  to  be  made  in 
Florida. 

HEARING:  February  14.  1962.  at  the 
OfBces  of  the  Interstate  Commerce 
Commission.  Washington.  D.C..  before 
Examiner  Harold  P.  Boss. 

No.  MC  107i96  (Sub-No.  215)  (COR- 
RECTION) .  filed  November  9, 1961.  pub- 
lished Federal   Rxcisrsa  issue  Decem- 
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ber  13. 1961. corrected  December  13. 1961. 
republished  as  corrected  this  issue.  Ap- 
pUcant:  RUAN  TRANSPORT  COR- 
PORATION. 408  Southeast  30th  Street. 
Des  Moines,  Iowa. 

NoTX:  The  purpose  of  this  republication  Is 
to  show  the  origin  point  In  previous  publica- 
tion to  be  that  ot  •"Princeton.  Indiana  ".  In 
lieu  of  •'Princeton.  Inc  " 

HEARING:  Remains  as  assigned  Janu- 
ary 25.  1962.  at  the  Midland  Hotel.  Chi- 
CRKO.  111.,  before  Joint  Board  No.  21 

No  MC  107515  (Sub-No.  375'. 
•  AMENDMENT*,  filed  November  16. 
1961.  published  Federal  RECis-rER.  issue 
December  13.  1961,  amended  Decem- 
ber 22.  1961,  republi.shed  as  amended  this 
issue  Applicant:  REFRIGERATED 
TRANSPORT  CO  .  INC  .  290  University 
Avenue  SW.,  Atlanta  10.  Ga.  .f\pplicanfs 
attorney:  Paul  M.  Danlell.  Suite  214-17 
Grant  Building.  Atlanta  3,  Ga.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  (1»  Frozen  foods. 
(2)  Chilled  citrus  products  and,  (3> 
chilled  citrus  juice,  in  bulk,  in  tank  vehi- 
cles, from  points  in  Cameron,  Hidalgo, 
and  Willacy  Counties.  Tex.,  to  points  in 
Alabama.  Georgia,  Florida,  North  Caro- 
lina, South  Carolina,  Virginia,  and  Ten- 
nessee. RESTRICTION:  With  the  au- 
thority to  be  performed  herein  to  be 
subject  to  the  restriction  that  shipments 
to  Memphis.  Tenn  ,  shall  be  restricted  to 
those  for  partial  unloading  and  subse- 
quent delivery  at  destinations  in  the 
other  states  named. 

Non  Applicant  states  "J  L.  Uiwhon, 
President  ol  Refrigerated  Transport  and 
owner  of  >■<,  of  the  stock  holds  permits  as 
a  contract  carrier,  which  authorize  the  trans- 
portation of  carbonated  beverages"  The 
purpose  of  thl.s  republication  Is  to  show  a 
change  In  the  origin  polnta. 

HEARING:  Remains  as  a.ssigned.  Jan- 
uary 26,  1962,  at  the  Southland  Hotel, 
Dallas.  Tex.,  before  Elxaminer  William 
N.  Culbertson. 

No.  MC  107698  (Sub-No  28>.  filed  De- 
cember 26.  1961.  Applicant:  BONANZA. 
INC..  P.O.  Box  5526,  Southeast  28th  and 
Sooner  Road,  Oklahoma  City  10,  Okla. 
Applicant's  attorney:  John  H.  Joyce,  26 
North  College.  Fayetteville.  Ark.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Frozen  foods,  and 
potato  products  not  frozen,  from  points 
in  Washington.  Oregon,  and  Idaho  to 
points  in  Texas.  New  Mexico.  Kansas. 
Louisiana,  and  Arkansas,  and  empty 
containers  or  other  such  incidental  fa- 
cilities ( not  specified  •  used  in  transport- 
ing the  above  described  commoditie.*!.  on 
return. 

HEARING:  February  5.  1962.  at  the 
Public  Utilities  Commission,  State  House. 
Boise.  Idaho,  before  Elxaminer  Donald  R 
Sutherland. 

No.  MC  108449  (Sub-No.  133  > 
(AMENDMENT),  filed  September  20. 
1961,  published  issue  of  December  20, 
1961,  amended  December  27.  1961,  and 
republished  as  amended  this  issue.  Ap- 
plicant: INDIANHEAD  TRUCK  LINE, 
INC..  1947  West  County  Road  C.  St.  Paul 
13.  Minn.  Applicant's  attorney:  Gleim 
W.  Stephens.  121  West  Doty  Street. 
Madison   3.   Wis,     Authority  sought   to 


operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Fertilizer  compounds  (manufac- 
tured fertilirers).  urea,  ammonium  ni- 
trate fertilizer,  and  superp?io$phate, 
from  Port  Cargill,  Minn.,  and  points 
within  one  mile  thereof,  to  points  in 
Iowa,  Minnesota,  North  Dakota,  South 
E>akota.  Wisconsin,  and  Nebraska  and 
returned  and  rejected  shipments  ot  the 
above -specified  commodities,  on  return. 

Note  The  purpose  of  this  republication 
is  to  remove  the  restrictions  on  the  com- 
modities as  previously  published  and  to  add 
the  State  of  Nebraska  as  a  destination  State 

HEARING:  Remains  as  assigned  Feb- 
ruary 5, 1962,  in  Room  393,  Federal  Build- 
ing. U.S.  Court  House,  110  South  Fourth 
Street,  Minneapolis,  Minn.,  before  Ex- 
aminer Henry  C.  Darmstadter. 

No.  MC  109637  (Sub-No.  195).  filed 
December  29.  1961.  Applicant:  SOUTH- 
ERN TANK  LINES.  INC..  4107  Bells 
Lane.  Louisville  11,  Ky.  Applicant's  rep- 
resentative: H.  N.  Nunnally  (same  as 
applicant).  Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transport- 
ing: Liquefied  petroleum  gases,  in  bulk. 
in  tank  vehicles,  from  the  pipeline  termi- 
nal site  of  the  Texas  Eastern  Transmis- 
sion Corporation  located  near  Oakland 
City.  Ind.,  to  points  in  Dlinols. 

Note:  Applicant  states  it  U  under  com- 
mon control  with  Alabama  Tank  Lines.  Inc  , 
Louisville,  Ky.  J.  P.  Bealrd.  Stockholder  and 
Director  of  Alabama  Tank  Lines,  Inc.  J.  A 
Gammon,  Stockholder,  President,  and  Direc- 
tor of  applicant,  la  also  Executive  Vice- 
President  and  Director  of  Alabama  Tank 
Lines.  Inc. 

HEARING:  January  25,  1962,  at  the 
Midland  Hotel,  Chicago.  Ill,  before  Joint 
Board  No.  21. 

No.  MC  110098  (Sub-No.  29).  filed 
December  6.  1961.  Applicant:  ZERO 
REFRIGERATED  LINES,  a  corporation, 
815  Merida  Street  (Station  A,  Box  4066) , 
San  Antonio  7.  Tex.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Frozen  foods,  (1)  from  points  in 
California,  Oregon,  and  Washington  to 
points  in  Arizona  and  (2)  from  points  in 
California  to  pwints  in  New  Mexico. 

HEARING:  February  5.  1962,  at  the 
Public  UUlities  Commission.  State  House. 
Boise.  Idaho,  before  Examiner  Donald  R. 
Sutherland. 

No.  MC  110525  (Sub-No.  487).  filed 
December  22.  1961.  Applicant:  CHEMI- 
CAL LEAMAN  TANK  LINES.  INC..  520 
East  Lancaster  Avenue.  Downingtown. 
Pa.  Applicants  attorney:  Leonard  A. 
Jaskiewicz.  Munsey  Building.  Washing- 
ton 4.  DC.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  (a> 
Conduits  and  pipe  made  of  cement  and 
asbestos  fibre,  attachments,  parts,  fit- 
tings and  connections  therefor,  cement 
arid  asbestos  fibre,  and  sealing  and  ad- 
hesive materials,  (b)  containers,  backs, 
dividers,  skids,  pallets,  or  other  shipping 
devices  used  in  connection  with  out- 
bound transportation  of  the  above- 
described  commodities,  from  Rootstown 
and  Ravenna.  Ohio,  and  points  within 
five  (5)  miles  of  each,  to  points  in  the 
United  States  on  and  east  of  VS.  High- 
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way  85,  and  (c)  returned,  damaged  and 
rejected  shipments  of  conduits  and  |4pe 
made  of  cement  and  fibre,  and  abore- 
related  materials,  on  return. 

Note:  Applicant  holds  contract  carrier 
authority  In  MC  117507  and  Subs  there- 
under. 

HEARING:  January  31,  1962,  at  the 
New  Post  Office  Building,  Columbus. 
Ohio,  before  Examiner  Warren  C.  White. 
No.  MC  114019  (Sub-No.  76).  filed  Pe- 
cember  29,  1961,  Applicant:  MIDWEST 
EMERY  FREIGHT  SYSTEM.  INC.,  7000 
South  Pulaski  Road,  Chicago  29,  IlL 
Applicant's  attorney:  Clarence  D.  Todd, 
1825  Jefferson  Place  NW.,  Washington 
6.  D.C.  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
iregular  routes,  transporting :  Lard,  fats, 
and  greases,  and  mixtures  and  blends 
thereof.  In  bulk,  in  tank  vehicles,  from 
Louisville,  Ky.,  to  points  in  Illinois, 
Indiana,  Iowa,  Michigan,  Wisconsin, 
Ohio,  Pennsylvania,  New  York.  New  Jer- 
sey. Miimesota.  Missouri,  and  Nebraska. 
HEARING:  January  10.  1962.  at  the 
U.S.  Court  Rooms.  Louisville.  Ky..  before 
Examiner  Samuel  Horwlch. 

No.  MC  114098  (Sub-No.  32),  filed 
November  28,  1961.  Applicant:  LOW- 
THER  TRUCKING  COMPANY,  a  corp- 
oration, 521  Penman  Street,  P.O.  Box 
2115,  Charlotte  1,  N.C.  Applicant's  at- 
torney: James  E.  Wilson,  Perpetual 
Building,  nil  E  Street  NW..  Washing- 
ton 4.  D.C.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Pipe 
and  pipe  fittings,  meter  boxes.  7nan?iole 
frames  and  covers  from  Swan  (near  Ty- 
ler), Tex.,  and  points  within  five  miles 
thereof,  to  points  In  Alabama,  Connecti- 
cut, Delaware,  District  of  Columbia, 
Florida.  Georgia.  Kentucky.  Maine. 
Maryland,  Masachusetts,  Mississippi. 
New  Hampshire.  New  Jersey.  New  York, 
North  Carolina,  Pennsylvania,  Rhode 
Island.  South  Carolina,  Tennessee, 
Vermont.  Virginia,  and  West  Virginia, 
HEARING:  February  14.  1962.  at  the 
Offices  of  the  Interstate  Commerce 
Commisison,  Washington.  D.C,  before 
Examiner  A.  Lane  Crlcher. 

No.  MC  115322  <Sub-No.  25),  ffled 
November  29,  1961.  Applicant:  J.  M. 
BLYTHE,  doing  business  as  J.  M. 
BLYTHE  MOTOR  LINES,  P.O.  Box  489. 
2939  Orlando  Drive,  Sanford.  Pla.  Ap- 
plicant's attorney:  Frank  B.  Hand,  Jr., 
Transportation  Building.  Washington  6. 
DC,  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Frozen 
meat,  from  Wilmington,  Del.,  to  points 
in  North  Carolina,  South  Carolina,  Ten- 
nessee, Georgia.  Alabama,  Mississippi, 
Louisiana,  and  Florida. 

HEARING:  February  14,  1962.  at  the 
Office  of  the  Interstate  Commerce  Com- 
mission, Washington,  D.C,  before  Ex- 
aminer Abraham  J.  Essrick. 

No.  MC  116273  (Sub-No.  7),  fUed  De- 
cember 21,  1961.  Applicant:  D  ft  L 
TRANSPORT,  INC.,  3800  South  Laramie 
Avenue,  Cicero  50,  111.  Applicant's  at- 
torney: William  B.  Adams,  PacUlc 
Building.  Portland.  Greg.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Petroleum  and  petroleum 
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.  products.  In  bulk.  In  tank  vehicles,  from 
points  in  the  Chicago,  HI.,  Commercial 
Zone,  as  defined  by  the  Commission,  to 
points  In  Colorado,  Wyoming,  Nebraska 
(on  and  west  of  U.S.  Highway  83),  and 
South  Dakota  (on  and  west  of  U.S.  High- 
way 83). 

HEARING:  January  11,  1962,  at  the 
New  Mint  Building,  133  Hermann 
Street,  San  Francisco,  Calif.,  before  Ex- 
aminer F.  Roy  Linn. 

No.  MC  118808  (Sub-No.  3),  filed  No- 
vember 30,  1961.  Applicant:  A.  B.  C 
EXPRESS  COMPANY,  Fifth  Street  and 
Columbia  Avenue,  Philadelphia  22,  Pa. 
Applicant's  attorney:  Anthony  C  Vane©. 
2001  Massachusetts  Avenue  NW.,  Wash- 
ington 6,  D.C  Authority  sought  to  oper- 
ate as  a  contract  carrier,  by  motor  ve- 
hicle, over  Irregular  routes,  transporting: 
Such  commodities  as  are  dealt  in  by  de- 
partment stores,  between  Philadelphia, 
Pa.,  and  Moorestown,  N.J.,  and  New 
York  City,  N.Y. 

HEARING:  February  15,  1962,  at  the 
OfDces  of  the  Interstate  Commerce  Com- 
mission. Washington,  D.C,  before  Ex- 
aminer Lyle  C  Farmer. 

No.  MC  123643    (REPUBLICATION), 
filed  May  31, 1961,  published  in  the  Ped- 
KRAL  RBGisrn,  Issues  of  June  28  and  Au- 
gust 2,  1961,  and  republished  this  Issue. 
AppUcant:     C    J.    BLICKHAN.    doing 
business  as  BUCK'S  TRUCJK  SERVICE, 
Qulncy,  m.,  and  No.  MC  123709  (REPUB- 
LICATION) .fUed  May  31, 1961,  published 
In  the  ntoKKAL  Register,  Issues  of  June 
28  and  August  2,  1961,  and  republished 
this  Issue.    Applicant:    ALVIN  J.  JAN- 
SEN,  Qulncy.  m.    AppUcants"  attorney: 
Thomas  P;  Rose.  Jefferson  Building,  Jef- 
ferson City.  Mo.    The  subject  proceed- 
ings were  heard  on  a  consolidated  rec- 
ord together  with  six  other  applications 
seeking  similar  authority  in  the  same 
general  area.    The  two  subject  applica- 
tions were  amended  at  the  hearing  so  as 
to  broaden  the  scope  of  the  authority 
sought.    A  Report  of  the  Commission, 
division  1,  decided  December  18,  1961, 
and  served  December  26.  1961.  finds  that 
the  present  and  future  public  conven- 
ience and  necessity  require  operation  by 
the  respective  applicants  as  common  car- 
riers by  motor  vehicle,  in  interstate  or 
foreign  commerce,  over  Irregular  routes, 
of    road    construction    materials    and 
building  materials  (except  cement).  In 
bulk.  In  dump  vehicles,  between  points 
In  Hancock,  Pike,  and  Adams  Counties, 
ni.,  and  points  In  Marion,  Lewis,  Clark, 
Shelby,  Monroe,  and  Knox  Counties.  Mo., 
except  Qulncy.  lU.,  and  the  commercial 
zone  thereof.    The  Report  further  pro- 
vides that  any  person  or  persons  who 
might  have  been  prejudiced  by  the  al- 
lowance of  the  amendment  broadening 
the  scope,  may,  within  30  days  from  the 
date  of  this  republication  of  the  author- 
ity granted,  file  an  appropriate  pleading. 
No.  MC  123681  (Sub-No.  1)  (CLARIFI- 
CATION), filed  November  24.  1961,  pub- 
lished FtoKKAi.  Register  Issue  of  Decem- 
ber 20. 1961.  republished  as  corrected  and 
clarified  this  Issue.   Applicant:  WIDINQ 
TRANSPORTATION.  INC.,  3347  North- 
west St.  Helens  Road.  Portland  10,  Oreg. 
Applicant's  attorney:    Earle  V.   White, 
Fifth  Avenue  Building,  2130  Southwest 
Fifth  Avenue,  Portland  1,  Oreg.     Au- 
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thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Ferro-nickel  pigs, 
from  the  plant  site  of  Hanna  Nickel 
Smelting  Co..  at  or  near  Riddle,  Oreg., 
to  Portland,  Oreg. 

Notk:  The  purpose  of  this  republicatirai  Is 
to  strike  reference  to  the  transportation  of 
liquid  petroleiun  products  on  return. 

HEARING:  Remains  as  assigned* 
February  13.  1962,  at  the  Interstate 
Commerce  Commission  Hearing  Roixn, 
410  Southwest  10th  Avenue,  Portland,' 
Oreg.,  before  Joint  Board  No.  172,  or,  if 
the  Joint  Board  waives  its  right  to  par- 
ticipate, before  Examiner  Donald  R. 
Sutherland. 

No.  MC  123984  (CLARIFICATION), 
filed  October  12.  1961,  published  Federal 
Register,  issue  of  December  20,  1961, 
and  republished  as  clarified,  this  issue' 
Applicant:  CXDPEY  TRAILERS,  INC. 
606  Board  of  Trade  Building,  Indian- 
apolis, Ind.  Applicant's  attorney:  John 
P.  McMahon,  44  East  Broad  Street, 
Columbus,  Ohio.  Notice  of  the  filing  of 
the  subject  application  was  published  in 
the  Federal  Register  December  20,  1961. 
This  is  to  advise  that  the  portion  of  the 
commcKiity  description  reading:  "in  and 
on  trailers"  should  read  "general  com- 
modities, in  or  on  trailers".  Further,  the 
base  points  In  the  application  are  Sharon, 
Pa.,  and  Leavlttsburg,  Ohio,  and  the 
radial  points  named  In  the  previous  pub- 
lication are  all  stations  on  the  Erie- 
Lackawanna  Railroad  Company's  lines. 

HEARING:  Remains  as  assigned  Janu- 
ary 29, 1962,  at  the  Old  Post  Office  Build- 
ing, Cleveland,  Ohio,  before  Examiner 
Joseph  A.  Reilly. 

No.  MC  124045,  filed  December  1, 1961. 
Applicant:  D.  R.  UNGENPELTER, 
Claysburg,  Pa.  Applicant's  attorney:' 
Christian  V.  Graf.  407  North  Front 
Street,  Harrisburg,  Pa,  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Sand.  In  bulk,  from  Klaple- 
ton  (Huntingdon  County)  and  McVey- 
town  (Mifflin  County) ,  Pa.,  to  points  in 
New  York,  New  Jersey.  Delaware.  Mary- 
land. West  Virginia.  Ohio,  and  the  Dis- 
trict of  Columbia. 

HEARING:  February  16,  1962,  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission, Washington.  D.C.  before  Ex- 
aminer Isadore  Preidson. 

MOTOR  CARRIERS  OF  PASSENGERS 

No.  MC  58915  (Sub-No.  43).  filed 
December  26,  1961.  Applicant:  LIN- 
COLN TRANSIT  CO.,  INC.,  U.S.  High- 
way 46.  East  Paterson,  N.J.  Applicant's 
attorney:  Robert  E.  Goldstein.  24  West 
40th  Street.  New  York  18,  N.Y.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  regular 
routes,  transporting:  Passengers  and 
their  baggage,  express,  and  newspapers 
In  the  same  vehicle  with  passengers, 
within  the  city  of  Newark,  N.J.,  from  the 
junction  of  Port  Street  and  New  Jersey 
Turnpike  Interchange  Road  14,  over  Port 
Street  and  Terminal  Street  to  the  Port 
of  New  York  Authority  Marine  Terminal 
Port  Newark,  N.J.,  and  return  over  the 
same  route,  serving  all  Intermediate 
points. 


HEARING:  January  31.  1962.  In  Room 
212.  SUte  OAce  Bulldinc.  1100  Raymond 
Boulerard.  Newark.  HJ..  before  Joint 
Board  No.  119. 

No.  IfC  123895  (Sub-No.  1)  (COR- 
RECTION), filed  August  3.  1961.  pub- 
lished PxDCRAL  RccisTKR  issue  December 
28.  1961.  corrected  December  30.  1961. 
republished  as  corrected  this  issue.  Ap- 
plicant: H.  B.  SHEARIN  AND  WALTER 
LUTES,  doing  business  as  SHEARIN  L 
LUTES  TRANSPORTATION  SERVICE. 
Route  2.  Box  326-A.  Blytheville.  Ark. 
Applicant's  attorney:  Louis  Tarlowski. 
Rector  Building.  Little  Rock.  Ark.  Au- 
thority sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Migrant  workers. 
and  their  baggage,  in  the  same  vehicle 
with  passengers,  between  the  Port  of 
Entry  at  Hidalgo.  Tex.,  on  the  Inter- 
national Boundary  Line  between  the 
United  States  and  Mexico,  and  points 
In  Mississippi  County.  Ark. 

NoTs:  The  purpose  of  this  republication 
Is  to  show  that  the  proposed  operations  will 
be  oonducted  as  a  contract  carrier  in  lieu 
of  common  carrier  operations  as  set  forth 
In  prenotu  publication  in  error. 

HEARINO:  Remains  as  assigned.  Feb- 
ruary 7.  1962.  at  the  Arkansas  Commerce 
Commission.  Justice  Building,  State 
Capitol.  Little  Rock.  Ark.,  before  Joint 
Board  No.  152.  or,  if  the  Joint  Board 
waives  Its  right  to  participate  before  Ex- 
aminer Leo  M.  Pellerri. 

Applications  in  Which  Handling  With- 
out Obal  Hxabinc  Is  Requested 

motor  carriers  op  property 

No.  MC  8964   (Sub-No.  19).  filed  De- 
cember   22.    1961.      Applicant:    WITTE 
TRANSPORTATION  COMPANY,  a  cor- 
poration. 2481  North  Cleveland  Avenue. 
8t  Paul  13,  Minn.    Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  regular  routes,  transport- 
ing: General  commodities  (except  those 
of  unusual  value,  household  goods  as  de- 
fined by  the  Commission,  commodities 
in    bulk,    and    those    requiring    special 
equipment);  (1)  Between  Winona.  Minn.. 
and  Mondovi.  Wis.,  from  Winona  over 
Mississippi  River  Bridge  to  junction  with 
Wisconsin  Highway  35.  thence  north  over 
Wisconsin  Highway  35   to   Alma.   Wis.. 
thence   over  Wisconsin  Highway  37   to 
Mondovi.  and  return  over  the  same  route, 
serving  no   intermediate   points,   as   an 
alternate  route  for  operating  convenience 
only,  in  connection  with  applicant's  pres- 
ently   authorized    regular-route    opera- 
tions;  (2)  Between  Junction  US,  High- 
way 10  and  UJS.  Highway  63  west  of 
Ellsworth,  Wis.,  and  Red  Wing.  Minn.. 
from  junction  U.S.  Highway  10  and  US. 
Highway  63,  over  U.S.  Highway  63  to  Red 
Wing,  and  return  over  the  same  route, 
serving  no  intermediate  points,   as  an 
alternate  route  for  operating  convenience 
only  in  connection  with  applicant's  pres- 
ently   authorized    regular-route    opera- 
tions;   '3)    Between    Menomonle.    Wis. 
and  junction  Wisconsin  Highway  25  and 
U.S.  Highway  10.  from  Menomonie  over 
Wisconsin  Highway  25  to  Junction  US. 
Highway  10.  and  return  over  the  same 
route,  serving  no  intermediate  points,  as 
an  alternate   route  for  operating  con- 
venience only  in  connection  with  appli- 
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cant's  presently  authorized  regular-route 
operations. 

No.  MC  13367  < Sub-No  4)  (CORREC- 
TION), filed  December  8,  1961,  published 
Pbocral  Recistei.  issue  of  December  20, 
1961.  and  republished  as  corrected  this 
issue.  Applicant:  ROBERT  MERLEY. 
Box  1312.  New  Carlisle.  Ind.  Applicants 
representative:  William  L.  Carney.  105 
East  Jennings  Avenue.  South  Bend.  Ind. 
Authority  soupht  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Meat  scraps,  tank- 
age and  dried  blood,  from  Milwaukee. 
Wi.*^  .  to  points  m  Ohio.  Illinoi.';.  Indiana, 
and  the  lower  peninsula  of  Michigan 

Notf  The  purpose  of  tills  republication  Is 
to  fhow  applicant's  rrpresei'itaUve's  address 
as  shown  above  In  lieu  of  2248  Parkview 
Place   as   shown   in   previous   publication 

No  MC  22167  'Sub-No.  17>,  filed  De- 
cember 26,  1961  Applicant:  (X)NSOL- 
IDATED  COPPERSTATE  UNES.  a  cor- 
poration. 1220  West  Warhin^^ton  Boule- 
vard. Montebello.  Calif.  Applicants 
attorney:  Reagan  Sayers.  Century  Life 
Building.  Port  Worth  2.  Tex.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  regular  routes, 
transporting:  General  commodities  'ex- 
cept those  of  unusual  value.  Classes  A 
and  B  explosives.  hou.sehold  goods  as 
defined  by  the  Commission,  commodities 
in  bulk,  and  those  requiring  special 
equipment",  from  Houston,  Tex.  to  the 
site  of  Rice  University  Research  Center 
located  approximately  9  miles  from  the 
Houston,  Tex  .  city  limits;  from  Hous- 
ton over  US.  Highway  75  to  its  inter- 
section with  Farm-Market  Road  528, 
thence  over  Farm-Market  Road  528  to 
the  Rice  University  Research  Center 
(also  from  Houston  over  the  Spencer 
Highway  and  Red  Blufl  Road  to  its  in- 
tersection with  Kirby  Road,  thence 
over  Kirby  Road  to  its  junction 
with  Farm-Market  Road  528.  thence 
over  Farm-Market  Road  528  to  the  Rice 
University  Research  Center) ,  and  return 
over  the  same  routes,  serving  no  inter- 
mediate points,  but  serving  the  area  of 
Rice  University  Research  Center  and 
coordinatlnR  the  service  with  that  ren- 
dered under  other  authority  held  by 
applicant. 

Note;  Applicant  states  It  owns  99  93  per- 
cent of  the  capital  stock  of  Valley  Motor 
Lines.  Inc.  MC  9«3,  and  100  percent  of 
the  capital  stock  of  Valley  Express  Com- 
pany. MC  39807. 

No.  MC  22179  'Sub-No  2»  'AMEND- 
MENT", filed  Ju!y  7,  1961,  published  is- 
sue of  July  19,  1961.  amended  Septem- 
ber 6,  1961,  and  republished,  as 
amended,  this  issue.  Applicant:  DUD- 
LEY E.  FREEMAN,  doing  business  as 
FREEMAN  TRUCK  LINE.  Box  467,  Ox- 
ford. Miss.  Applicants  attorney: 
Edward  G.  Grogan.  1500  Commerce  Title 
Building.  Memphis.  Tenn.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  regular  routes, 
transporting:  General  commodities  (ex- 
cept those  of  unusual  value)  including 
Classes  A  and  B  explosives,  livestock, 
household  goods  as  defined  by  the  Com- 
mission, commodities  in  bulk,  and  those 
requiring  special  equipment ,  (1)  between 
Memphis.  Tenn.,  and  Oxford.  Miss.,  and 
(2)  between  Grenada  and  Oxford.  Miss.; 


.  (1)  from  Memphis  over  U.S.  Highway  51 
to  junction  Mississippi  Highway  6  at 
Batesville.  Miss.;  thence  over  Missis- 
sippi Highway  6  to  Oxford,  and  return 
over  the  same  route,  serving  no  inter- 
mediate points,  as  an  alternate  route 
for  operating  convenience  only,  in  con- 
nection with  carrier's  regular  route  op- 
erations between  Memphis  and  Oxford 
and  between  Memphis  and  Grenada;  and 
(2)  from  Grenada  over  U.S.  Highway  51 
to  junction  Mississippi  Highway  6  at 
Bate.svllle;  thence  over  Mississippi  High- 
way 6  to  Oxford  and  return  over  the 
.•^ame  route,  serving  no  intermediate 
point.s,  a.s  an  alternate  route  for  oper- 
ating convenience  only,  in  connection 
with  carrier's  regular  route  operation.s 
botwcrn  Grenada  and  Oxford  and  be- 
tween Memphis  and  Grenada. 

Note:  Tlie  amendment  clarifies  the  routes 
proposed  to  be  utilized,  and  the  origin  and 
destination  jjolnts  And.  in  addition,  broad- 
ens the  scope  of  the  commodities  proposed 
to  be  transported 

No.  MC  110525  (Sub-No.  488>.  filed 
December  28.  1961.  Applicant:  CHEMI- 
CAL TANK  LINES.  INC..  520  East  Lan- 
caster Avenue,  Downingtown.  Pa.  Ap- 
plicant's attorney:  Ronald  N.  Cobert. 
Munsey  Building.  Washington  4,  D.C. 
Authority  sought  to  0F>erate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Liquid 
cfiemicals,  in  bulk,  in  tank  vehicles,  from 
Coshocton.  Ohio,  to  Granite  City.  lU. 

Note:  Applicant  is  also  authorized  to  con- 
duct operations  as  a  contract  carrier  In  Per- 
mit MC  117507  therefore  dual  operations  may 
be  Involved 

No.  MC  112617  (Sub-No.  101  > 
(AMENDMENT),  filed  November  22. 
1961.  published  in  Federal  Register  is- 
sue of  December  6,  1961.  amended  De- 
cember 28.  1961.  and  republished,  as 
amended,  this  issue.  Applicant:  LIQUID 
TRANSPORTERS,  INC..  P.O.  Box  5135, 
Cherokee  Station.  Louisville  5.  Ky.  Ap- 
plicant's attorney:  Leonard  A.  Jaskie- 
wicz.  Munsey  Building.  Washington  4, 
DC.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Petro- 
leum and  petroleum  products,  in  bulk,  in 
tank  vehicles,  from  Bowhng  Green.  Ky.. 
to  points  in  Tennessee  (except  points  in 
the  Nashville.  Teim.,  Commercial  Zone 
and  except  petroleum  chemicals  from 
Bowling  Green,  Ky.,  to  Eliza bethton  and 
Kingsport,  Tenn. ) 

Note:  The  purpose  of  this  republication  Is 
to  delete  "asphalt"  as  shown  in  the  previous 
publication  and  to  add  the  restriction:  "'ex- 
cept  petroleum  chemicals  from  Bowling 
Green.  Ky  .  to  Ellzabethton  and  Kingsport, 
Tenn   ■ 

No  MC  112668  'Sub- No.  24",  filed  De- 
cember 28.  1961.  Applicant:  HARVEY 
R  SHIPLEY  <t  SONS.  INC..  FinksburR, 
Md.  Applicant's  representative:  Donald 
E.  Freeman,  97  Uniontown  Road,  West- 
minster, Md.  Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor  vehi- 
cle, over  Irregular  routes,  transporting: 
Salt,  in  bulk,  ( 1 )  between  points  in  Mary- 
land, and  (2)  between  points  In  Mary- 
land on  the  one  hand,  and  on  the  other, 
(Mints  in  Fauquier,  Fairfax,  Loudoun, 
and  Prince  William  Counties.  Va.,  Berk- 
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ley,  Jefferson,  and  Morgan  Counties.  W. 
Va..  and  the  District  of  Columbia. 

No.  MC  123078  (Sub-No.  1).  filed  De- 
cember 26,  1961.  Applicant:  EVAN  D. 
WHEELER,  doing  business  as  E.  D. 
WHEELER  b  SONS,  2229  Washington 
Boulevard.  Baltimore  30,  Md.  Ap- 
plicant's representative:  Donald  E.  Free- 
man. 97  Uniontown  Road,  Westminster, 
Md.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Motor  ve- 
hicles (including  automobiles),  wrecked 
and  disabled,  by  standard  wrecker  trucks. 
between  Baltimore,  Md.,  on  the  one 
hand,  and,  on  the  other,  points  in  Vir- 
ginia and  the  District  of  Columbia. 

Notice  of  Filing  or  Petitions 

No  MC  105632  (PETITION  FOR 
MODIFICATION  OF  KEY  POINT  RE- 
STRICTIONS AND  REVISION  OF  CER- 
TIFICATE OF  PUBLIC  CONVENIENCE 
AND  NECESSITY),  filed  November  21, 
1961.  Petitioner:  CENTRAL  OF  GEOR- 
GIA MOTOR  TRANSPORTATION 
(X>MPANY  AND  CENTRAL  OF  GEOR- 
GIA RAILWAY  COMPANY.  Savannah. 
Ga.  Petitioner's  attorney:  James  I.  Col- 
Uer.  Jr.,  P.O.  Box  2126,  Savannah,  Ga. 
By  petition  filed  November  25. 1961,  peti- 
tioner requests  the  Commission  to  enter 
an  order  reopening  the  proceeding  and 
modifying  the  key-point  restrictions  em- 
braced in  petitioner's  Certificate  No. 
MC  105632.  speciflcaUythat  portion  con- 
tained on  sheet  6  of  consolidated  Cer- 
tificate MC  105632.  dated  February  19, 

1960.  so  as  to  eliminate  therefrom  the 
Icey  points  of  Millen  and  Americas,  Ga., 
and  Andalusia,  and  Alexander  City.  Ala. 
Any  person  or  persons  desiring  to  oppose 
the  relief  sought,  may.  within  $0  days 
from  the  date  of  this  publication  in  the 
Federal  Register,  file  an  appropriate 
pleading. 

No.  MC  115915  (Sub-No.  3)  (PETI- 
nON  FOR  APPROVAL  OF  ADDI- 
TIONAL SHIPPERS) .  filed  November  29, 

1961.  Petitioner:    FRED    E.    HAOEN. 
doing     business     as     HAGEN     TRUCK 
LINES.  Sioux  City.  Iowa.     Petitioner's 
attorney:    J.   Max   Harding.   605   South 
12th  Street.   Lincoln,   Nebr.     The  sub- 
ject application,  as  originally  filed  and 
published     in     the    Federal     Registhi 
»ught  authority  for  the  transportation 
of  meat  and  packing  house  products,  as 
described    by    the    Commission,    from 
Omaha,  Nebr.,  to  points  in  North  Da- 
kota. South  Dakota,  and  a  specified  area 
in  Iowa.    An  Order  was  entered  by  divi- 
sion 1  on  May  18,  1961,  and  a  Permit 
Issued,  dated  December  21,  1961,  grant- 
ing the  authority  with  certain  conditions, 
Mid  limiting  the  service  to  be  performed 
to  be  that  for  Wilson  &  Co.,  only.    The 
petition   filed   November   29.    1981,   re- 
Quests  the  Commission  approve  the  addl- 
Uon  of  contracts  with  Swift  &  Company, 
Cudahy  Packing  Company,  and  Armour 
*  Co.,  all  of  Omaha,  Nebr.,  to  the  Per- 
mit in  MC   115915    (Sub-No.   3).     Any 
person  or  persons  desiring  to  object  co 
Uie  addition  of  the  additional  shippers, 
»ay.  within  30  days  from  the  date  of 
Uila  pubUcatlon  in  the  Federal  Recistu, 
file  a  protest  thereto. 
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Rule  1.240  to  the  Extent  Applicable 

i      No.  MC  110325  (Sub-No.  28) ,  filed  De- 
cember 19.   1961.     Applicant:    TRANS- 
CON  LINES,  a  corporation,  1206  Maple 
Avenue,  Los  Angeles  15,  Calif.    Appli- 
cant's attorney:  Lee  Reeder.  Suite  1010, 
1012  Baltimore  Avenue,  Kansas  City  5, 
Mo.    Authority  sought  to  operate  as  a 
commxyn  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (l)  Gen- 
eral   commodities     (except     (a)     used 
household  goods  and  personal  effects  not 
packed,    (b)    automobiles,    trucks    and 
buses,  viz.:  new  and  used,  finished  or 
unfinished    passenger    automobiles    in- 
cluding Jeeps,  ambulances,  hearses,  and 
taxis;   freight  automobiles,   automobile 
chassis,    trucks,    truck    chassis,    truck 
trailers,  trucks  and  trailers  combined, 
buses  and  bus  chassis,  (c)  livestock,  viz.: 
bucks,  bulls,  calves,  cattle,  cows,  dairy 
cattle,  ewes,  goats,  hogs,  horses,  kids, 
lambs,  oxen,  pigs,  sheep,  sheep  camp 
outfits,  sows,  steers,  stags  or  swine,  (d) 
commodities  requiring  the  use  of  special 
refrigeration  or  temperature  control  in 
specially  designed  and  constructed  re- 
frigerator equipment,  (e)   liquids,  com- 
pressed gases,  commodities  in  semi-plas- 
tic form,  and  commodities  in  suspension 
in  liquids  in  bulk.  In  tank  trucks,  tank 
trailers,  tank  semi-trailers  or  e  com- 
bination of  such  highway  vehicles,  (f) 
commodities  when  transported  in  bulk 
in  dump  trucks  or  in  hopper  type  trucks, 
(g)    commodities  when  transported  in 
motor  vehicles  equipped  for  mechanical 
mixing  in  transit,   (h)   logs);  between 
points  in  the  San  Francisco,  Calif.  Ter- 
ritory, as  described  by  mjpllcant  In  note 
(1)    below.     (2)    Sugar;   between   San 
Francisco.  Salinas,  and  Manteca.  Calif., 
on  the  one  hand,  and,  on  the  other,  San 
Jose,  Calif. 


Nom:  (1)  Applicant  states  the  San  Pran- 
cUco  Territory  In  which  It  proposes  to  oper- 
ate includes  aU  the  City  of  San  Jose  and 
that  area  embraced  by  the  following  boun- 
dary:   Beginning    at    the    point    the    San 
n-anclfloo-San  BfCateo  County  Boundary  Line 
meets   the   Pacific   Ocean;    thence   easterly 
along  said  boundary  line  to  a  point  1  mile 
west  of  UjS,  Highway  101;  southerly  along 
an  Imaginary  Une  1  mile  west  of  and  paral- 
leling U-8.  Highway  101  to  Its  Intersection 
with  Southern  Pacific  Company  right  of  way 
at  Arastradero  Road;  southeasterly  along  the 
Southern  Pacific  Company  right  of  way  to 
Pollard  Road,  Including  Industries  served  by 
tha  Southern  Pacific  Company  spxir  line  ex- 
tending  ^>praxlmately   a   miles   southwest 
from  Simla  to  Permanente;   easterly  along 
Pollard  Road  to  W.  Parr  Avenue;   easterly 
along   West  Parr   Avenue   to   Capri    Drive; 
southerly  along  Chprl  Drive   to  East   Parr 
Avenue;  easterly  along  East  Parr  Avenue  to 
the  Southern  Pacific  Company  right  of  way; 
southerly  along  the  Southern  Pacific  Com- 
pany  rl^t    of    way   to    the    CampbeU-Los 
Oatos     city     UmlU;     easterly     along     said 
limits    and    the    prolongation    thereof    to 
the    San    Jom-Lm     Oatos    fload;     north- 
easterly  along   San    Jom-Los    Oatos    Road 
to  FoEworthy  Avenue;  easteriy  along  Pox- 
worthy  Avenue  to  Almaden  Road;   south- 
«rlj    along    Almaden    Road    to    Hillsdale 
Avenue:  easterly  along  RlUadale  Avenue  to 
VB.  Highway  101;  northwesterly  along  UJS. 
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Highway   101   to  Tully  Road;   northeasterly 
along  TuUy  Road  to  White  Road;  northwest- 
erly   along    White    Road    to    McKee    Road; 
southwesterly  along  McKee  Road  to  Capitol 
Avenue;    northwesterly    along   Capitol  Ave- 
nue to  State  Highway  17   (Oakland  Road); 
northerly  along  State  Highway  17  to  Warm 
Springs;    northerly  along  the   unnumbered 
highway  via  Mission  San  Jose  and  Nlles  to 
Hayward;   northerly  along  Foothill  Boulve- 
vard    to    Seminary    Avenue;    easterly    along 
Seminary  Avenue  to  Mountain   Boulevard; 
northerly    along   Mountain    Boulevard    and 
Moraga  Avenue    to   Estates   Drive;    westerly 
along    Estates     Drive.     HarbOT     Drive     and 
Broadway  Terrace  to  College  Avenue;  north- 
erly along  College  to  Dwight  Way;  easterly 
along    Dwight    Way     to    Berkeley-Oakland 
boundary  line;   northerly  along  said  boun- 
dary line  to  the  campus  boundary  of  the 
University  of  California;  northerly  and  west- 
erly along  the  campus  boundary  of  the  Un- 
iversity   of    California    to    Euclid    Avenue; 
northerly  along  Euclid  Avenue  to  Marin  Ave- 
nue;   westerly  along  Marin  Avenue  to  Ar- 
lington Avenue;    northerly  along  Arlington 
Avenue  to  UJS.  Highway  40  (San  Pablo  Ave- 
nue);  northerly  along  UJ3.  Highway  40  to 
and  including  the  city  of  Richmond;  south- 
westerly along  the  highway  extending  from 
the  City  of  Richmond  to  Point  Richmond; 
southerly    along    an    Imaginary    line    frtmi 
Point  Richmond  to  the  San  Francisco  Wata- 
front  at  the  foot  of  Market  Street;  westerly 
along  said  waterfront  and  shore  line  to  the 
Pacific    Ocean;    southerly   along    the   shore 
line  of  the  Pacific  Ocean  to  the  point  of 
beginning.    Also,  within  five  miles  laterally 
of  all  points  and  places  on  State  Highway 
17   between    San    Jose    and    Junction    with 
Stete  Highway  9,  and  within  five  mUes  lat- 
erally  of   aU   points   and   places   on   State 
Highway    9    between    Junction    with    State 
Highway  17  and  Hayward.     (2)   The  appli- 
cation   Is    directly   related    to   a   section    5 
application    No.    MC-F-8028.    published    In 
the  Federal  Registee,  Issue  of  December  28 
1961. 

No.  MC   112617   (Sub-No.   104).  filed 
December  19.  1961.    Applicant:  LIQUID 
TRANSPORTERS,  INC.,  P.O.  Box  5135. 
Cherokee  Station.  Louisville.  Ky.    Appli- 
cant's attorney:  Leonard  A.  Jasklewlcz 
Munsey  Building.   Washington  4.   D.c! 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle, -#ver  a 
regular    route,    transporting:     General 
commodities,  including  those  of  unusual 
value.  Classes  A  and  B  explosives,  house- 
hold goods  as  defined  by  the  Commission, 
commodities  in  btOk.  and  those  requiring 
special  equipment,  between  Hardinsburg. 
Ky.,  and  Louisville.  Ky..  from  Hardins- 
burg over  U.S.  Highway  60  to  Irvington, 
Ky.,  thence  over  Kentucky  Highway  448, 
via  Brandenburg.  Ky..  to  junction  UJs! 
Highway  60.  thence  over  U.S.  Highway 
60  to  Louisville,  and  return  over  the  same 
route,  serving  all  intermediate  points  on 
that   portion   of   the   above-designated 
route  between  Hardinsburg,  Ky.,  and  the 
junction  of  combined  UJS.  Highways  60 
and  31-W  at  Tip-Top.  Ky. 

Note:  This  appUcaUon  Is  directly  related 
to  M<3-F-8029;  applicant  requesU  that  they 
be  handled  concurrently. 

Applications  Under  Sections  5  and 
210a(b) 

The  following  applications  are  gov- 
erned by  the  Interstate  Commerce  Com- 
mission's special  rules  governing  notice 
of  filing  of  applications  by  motor  carriers 
of  property  or  passengers  under  section 
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5(a)  and  210a(b)  of  the  Interstate  Com- 
merce Act  and  certain  other  proceedings 
with  respect  thereto  (49  CPR  1.240) . 

MOTOR  CARRIERS  OF  PROPERTY 

No.  MC-P-7962  <ALL  STATES 
FREIGHT,  IN  C— MERGER— ALL 
STATES  FREIGHT.  INC..  OF  INDI- 
ANA) published  in  the  September  13. 
1961.  issue  of  the  Federal  Register  on 
pa«e  8583.  Amendment  filed  January  3. 
1962  seeks  authority  for  ALL  STATES 
FREIGHT.  INC..  to  change  Its  corporate 
domicile  to  the  State  of  Rhode  Island 

No.  MC-F-8032.  Authority  sought  for 
merger  into  C  A.  WORTH  k  CO  ,  350 
Second  Street.  San  Francisco  7,  Calif.. 
of  the  operating  rights  and  property  of 
UNITED  TRANSFER  COMPANY-CAR- 
LEY  li  HAMILTON.  INC,  1717  17th 
Street,  San  Francisco  3.  Calif.,  and  for 
acquisiUon  by  SIGNAL  TRUCKING 
SERVICE.  LTD..  4455  Pruitland  Avenue. 
Los  Angeles  58,  Calif.,  and  in  turn  by 
JOHN  E.  CARROLL,  also  of  Los  Angeles. 
Calif.,  of  control  of  such  rights  and  prop- 
erty through  the  transaction.  Appli- 
cants' attorney:  Geo.  M.  Carr.  Berol. 
Loughran  k  Geernaert,  100  Bush  Street. 
San  Francisco  4.  Calif.  Operating 
rights  sought  to  be  merged:  General 
commodities,  excepting,  among  others. 
household  goods  and  commodities  in 
bulk,  as  a  common  carrier  over  irregular 
routes,  between  points  in  San  Francisco 
County,  Calif.,  on  the  one  hand,  and.  on 
the  other,  points  In  Oakland.  Berkeley. 
Alameda.  Emenrville.  Albany,  and  Pied- 
mont, Calif.,  between  points  in  San  Fran- 
cisco County.  Calif.,  and  between  points 
in  Oakland.  Berkeley.  Alameda.  Emmery - 
ville.  Albany,  and  Piedmont.  Calif.;  and 
general  merchandise,  between  points  in 
San  Francisco.  Calif.,  between  points  in 
Oakland.  Calif.,  and  between  San  Fran- 
cisco. Calif.,  on  the  one  hand.  and.  on 
the  other,  Bayshore.  Brisbane.  South 
San  Francisco.  Richmond,  Alameda.  Al- 
bany, Berkeley.  El  Cerrito.  Emeryville. 
Oakland,  Piedmont,  and  San  Leandro. 
Calif.;  operations  under  the  Second  Pro- 
viso of  section  206(a)(1)  of  the  Inter- 
state Commerce  Act.  in  the  State  of 
California,  as  more  specifically  described 
in  MC-31114  Sub-1  and  MC-3ill4  Sub- 
3.  C.  A.  WORTH  k  CO.  Is  authorized  to 
operate  under  the  Second  Proviso  of  sec- 
tion 206(a)(1)  of  the  Interstate  Com- 
merce Act  in  the  State  of  California. 
Application  has  not  been  filed  for  tem- 
porary authority  under  section  210a(b). 

No.  MC-P-8034.  Authority  sought  for 
purchase  by  H.  W.  TAYNTON  COM- 
PANY. INC..  40  Main  Street.  Wellsboro, 
Pa.,  of  the  operating  rights  and  property 
of  ITHACA  TRANSPORTATION  SERV- 
ICE. INC.,  716  West  Clinton  Street,  Ith- 
aca, NY.,  and  for  acquisition  by  TICXJA 
SAVINGS  AND  TRUST  COMPANY, 
PAUL  TAYNTON  and  ROBERT  TAYN- 
TON, all  of  Wellsboro.  Pa..  ACTING  AS 
CO-EXECUTORS  OP  THE  ESTATE  OF 
HORACE  W.  TAYNTON,  of  control  of 
such  rights  and  property  through  the 
purchase.  Applicants'  attorneys:  Rob- 
ert DeKroyft,  233  Broadway,  New  York 
7,  NY.,  and  Bowes  k  MiUner,  1060  Broad 
Street.  Newark.  N.J.  Operating  rights 
sought  to  be  transferred:  General  com- 
modities,    excepting,     among     others, 
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household  goods  and  commodities  in 
bulk,  as  a  common  carrier  over  irregular 
routes  from  Ithaca.  N.Y  ,  and  points 
within  20  miles  of  Ithaca,  to  New  York. 
NY.,  and  points  in  Hudson,  Essex,  Ber- 
gen. Sussex.  Morris,  suid  Middlesex 
Counties.  N.J  ,  and  from  New  York.  NY, 
and  points  in  Hudson.  Essex.  Bergen, 
Sussex.  Morris,  and  Middlesex  Counties. 
N.J..  to  Ithaca,  NY  .  and  points  within 
40  miles  of  Ithaca;  agricultural  commod- 
ities, from  Ithaca,  NY.,  and  points  within 
30  miles  of  Ithaca,  to  New  York.  NY.  and 
points  in  Hudson.  Essex.  Bergen.  Sussex, 
Morn.s.  and  Middlesex  Counties.  N  J  ; 
honey,  from  Ithaca.  NY  .  and  points 
within  50  miles  of  Ithaca,  to  New  York. 
N  Y  .  and  points  In  Hudson.  Essex,  Ber- 
gen, Sussex.  Morrir.  and  Middlesex 
Counties,  N  J  ;  sugar,  from  Edgewater. 
N.J  ,  to  Westfield.  Wellsboro,  Blossburg, 
Canton,  and  Mansfield,  Pa  .  Deposit. 
Hancock.  Roscoe.  Livingston  Manor, 
Liberty,  Jefferson  ville,  Callicoon.  Mon- 
tlcello.  South  Fallsburg.  Ellenvllle. 
Wurtzboro.  Windsor,  and  Ithaca.  NY. 
and  points  within  50  miles  of  Ithaca,  and 
glass  bottles,  from  Port  Allegany,  Pa.,  to 
Baltimore,  Md.  Vendee  Is  authorized  to 
operate  as  a  common  carrier  in  Pennsyl- 
vania, New  York,  New  Jersey.  Delaware, 
Ohio.  Maryland,  Rhode  Lsland,  Massa- 
chusetts, West  Virginia,  Connecticut.  In- 
diana, and  Kentucky  Application  has 
been  filed  for  temporai-y  authority  under 
section  210a<b> 

No.  MC-F-8035.  Authority  sought  for 
purchase  by  POBER  FREIGHT  LINES. 
INC  ,  2  Kimball  Street.  Chlcopee.  Mass., 
of  a  portion  of  the  operating  rights  of 
HkB  FREIGHTWAYS,  INC.  (JOHN  H. 
KRICK.  TRUSTEE'.  Totoket  Road. 
North  Branford.  Conn.,  and  for  acqui- 
sition by  ALBERT  J.  FOBER.  60  Cabot 
Street,  Chlcopee,  Mass.,  of  control  of  such 
rights  through  the  purchase.  Appli- 
cants' attorneys:  Reubin  Kamlnsky.  410 
Asylum  Street.  Hartford.  Conn.,  and 
Gerald  W.  Brownsteln.  157  Church 
Street.  New  Haven.  Conn.  Operating 
rights  sought  to  be  transferred:  General 
commodities,  excepting,  among  others, 
household  goods  and  commodities  in 
bulk,  as  a  common  earner  over  regular 
routes  between  New  York.  NY.,  and 
Pawcatuck.  Conn.,  between  Saybrook, 
Conn  ,  and  Norwlchtown.  Conn.,  tietween 
Norwich,  Conn.,  and  Pawcatuck.  Conn  . 
between  Westbrook.  Conn.,  and  Deep 
River,  Conn.,  between  New  Haven,  Conn., 
and  Hartford.  Conn.,  between  New 
Haven.  Conn  .  and  Chesire,  Conn  ,  be- 
tween Bridgeport.  Conn.,  and  Plainvllle. 
Conn.,  and  l)etween  New  Haven.  Conn  . 
and  Seymour,  Corm..  serving  all  inter- 
mediate and  certain  off-route  points. 
Vendee  is  authorized  to  operate  as  a 
common  carrier  in  New  Hampshire,  Con- 
necticut, Rhode  Island,  Massachusetts, 
and  New  York.  Application  has  been 
filed  for  temporary  authority  under  sec- 
tion 210a(b). 

No.  MC-F-8036.  Authority  sought  for 
purchase  by  RED  STAR  EXPRESS 
LINES  OF  AUBURN,  INCORPORATED, 
doing  business  as  RED  STAR  EXPRESS 
LINES,  24-50  Wright  Avenue,  Auburn, 
NY.,  of  the  operating  rights  and  prop- 
erty of  GERALD  N.  SPRINGER  and 
HUGH   R.   SPRINGER,   a    partnership, 


doing  business  as  SPRINGER'S  EX- 
PRESS LINES,  430  North  West  Street, 
Syracuse,  NY.,  and  for  acquisition  by 
JOHN  BISGROVE,  264  East  Genesee 
Street.  Auburn,  N.Y.,  of  control  of  such 
rights  and  property  through  the  pur- 
chase. Applicants'  attorney:  Leonard 
A.  Jasklewlcz,  Dow,  Lohnes  and  Albert- 
son,  600  Munsey  Building.  Washington 

4.  DC.  Operating  rights  sought  to  be 
transferred:  General  commodities,  ex- 
cepting, among  others,  household  goods 
and  commodities  in  bulk,  as  a  common 
carrier  over  regular  routes  between  Syra- 
cuse, NY,  and  Cortland,  N.Y.,  serving 
all  intermediate  and  certain  off-route 
points;  several  alternate  routes  for  op- 
erating convenience  only;  and  operations 
under  the  Second  Proviso  of  section  206 
(a)  (1)  of  the  Interstate  Commerce  Act. 
in  the  State  of  New  York,  as  more  spe- 
cifically descril)ed  In  No.  MC-32665  Sub- 

5.  Vendee  is  authorized  to  operate  as 
a  common  carrier  In  New  York,  New  Jer- 
sey, and  Pennsylvania.  Application  has 
been  filed  for  temporary  authority  under 
section  210a(b). 

Note     No    MC -581:15   Sub-13    is   a   matter 

directly  related. 

No.  MC-F-8037.  Authority  sought  for 
control  by  PUGET  SOUND  FREIGHT 
LINES.  Pier  62,  Seattle  1,  Wash.,  of 
ALASKA -SEATTLE  MOTOR  EXPRESS. 
INC..  Pier  62,  Seattle  1,  Wash,  and  for 
acquisition  by  C.  H.  CARLANDER.  H.  E 
LOVEJOY.  INDIVIDUALLY  AND  AS 
CO-EXECUTOR  OF  THE  ESTATE  OP 
EDITH  R.  LOVEJOY.  O.  W.  POSS,  J 
KNOX  WOODRUFF.  JEAN  LOVEJOY. 
INDIVIDUALLY  AND  AS  CO-EXECU- 
TRIX OF  THE  ESTATE  OP  EDITH  R. 
LOVEJOY,  L.  S.  CARLANDER,  all  of 
Pier  62.  Seattle  1,  Wash.,  and  PEOPLES 
NATIONAL  BANK  OF  WASHINGTON, 
in  Seattle,  AS  CO-EXECUTOR  OP  THE 
ESTATE  OF  EDITH  R.  LOVEJOY.  1414 
Fourth  Avenue.  Seattle  1.  Wash.,  of  con- 
trol of  ALASKA -SEATTLE  MOTOR 
EXPRESS.  INC  ,  through  the  acquisi- 
tion of  PUGET  SOUND  FREIGHT 
LINES.  Applicants'  attorney:  Charles 
J  Keever.  2112  Washington  Building, 
PO  Box  340,  Seattle  1,  Wash.  Oper- 
ating rights  sought  to  be  controlled: 
Authority  applied  for  tmder  application 
filed  December  26,  1961,  in  Docket  No 
MC-124119  to  transport,  as  a  common 
carrier  over  Irregular  routes,  general 
commodities,  between  points  in  Alaska 
east  of  an  imaginary  line  constituting 
a  southward  extension  of  the  Inter- 
national Boundary  Line  between  the 
United  States  (Alaska)  and  Canada 
(Yukon  Territory);  between  points  in 
Washington  and  Oregon  on  the  one  hand 
and  points  in  Alaska  east  of  an  imagi- 
nary line  constituting  a  southward  ex- 
tension of  the  International  Boundary 
Line  between  the  United  States 
(Alaska'  and  Canada  (Yukon  Terri- 
tory on  the  other  hand.  PUGET 
SOUND  FREIGHT  LINES  Is  a  water 
common  carrier  of  commodities  gen- 
erally operating  in  interstate  and  for- 
eign commerce  on  Puget  Sound  and 
adjacent  inland  waters  of  the  State  oi 
Washington  and  In  British  Columbia 
waters  under  Certificate  No.  W-506 
issued  by  this  Commission.    It  Is  afflll- 
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ated  with  PUGET  SOUND  TRUCK 
LINES.  INC.,  Pier  62.  Seattle  1.  Wash.. 
which  is  authorized  to  operate  as  a  com- 
mon carrier  in  Washington  and  Oregon. 
Application  has  not  been  filed  for  tem- 
porary authority  under  section  210a(b>. 

MOTOR  carriers  OF  PASSENGERS 

No.  MC-F-8033.  Authority  sought  for 
purchase  by  W.  R.  CHESTER,  an  Indi- 
vidual, doing  business  at  TRENTON-ST. 
JOSEPH  COACHES.  1801  South  Ninth 
street.  St.  Joseph,  Mo.,  of  a  portion  of 
the  operating  rights  of  TRANSCON- 
TINENTAL BUS  SYSTEM.  INC..  315 
Continental  Avenue,  Dallas  7,  Texas. 
Applicant's  attorney:  C.  Zimmerman, 
P.O.  Box  730.  WichiU.  Kansas,  Oper- 
ating  rights  sought  to  be  transferred: 
Pasesngers  and  their  baggage,  and  ex- 
press, and  newspapers,  in  the  same  vehi- 
cle, as  a  common  carrier  over  a  regular 
route  from  Kansas  City.  Mo.,  to  Monroe 
City.  Mo.,  via  Excelsior  Springs  and 
CarroUton,  Mo.,  serving  all  Intermediate 
points.  Vendee  is  authorized  to  operate 
as  a  common  carrier  in  Missouri  and 
Kansas.  Application  has  not  been  filed 
for  temporary  authority  under  section 
210a(b). 
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as  using  in  whole  or  in  part  the  opera- 
tions perfonned  by  a  railroad  In  trans- 
porting trailers  on  flat  cars,  in  a  so-called 
substituted  rall-for-motor  service,  with 
or  without  havlDg  on  file  with  this  Com- 
mission, and  in  effect,  specific  tariffs 
providing  for  such  service;  or  whether 
such  through  transportation  is  actually 
a  Joint  motor-rail-motor  operation  by 
connecting  carriers  which  should  be  so 
reflected  in  the  tariffs,  and  which  need 
not  be  subject  to  any  of  the  criteria  gen- 
erally applied  in  authorizing  motor  serv- 
ice over  alternate  routes,  but  which  as 
to  each  separate  segment  of  the  motor 
operation  must  be  covered  by  the 
carrier's  certificate. 

Those  who  are  not  parties  to  these 
prooeedings  but  are  Interested  in  a  de- 
termination of  the  principles  Involved 
may.  without  intervention,  apply  for  an 
allotment  of  time  at  the  oral  argument. 
Requests  for  aUotment  of  time  by  those 
who  desire  to  participate  in  the  oral 
argument  should  be  addressed  to  the 
Secretary  of  the  Commission  and  mailed 
so  M  to  reach  the  Commission  at  least 
10  days  before  the  date  of  the  argmnent. 


[SEAL] 


By  the  Commission. 

rsEALl  Harold  D.  McCoy, 

Secretary. 

|PR      Doc.     62-24«;     Piled.    Jan.     9,     19e3; 
8:60    ajn.] 


Harold  D.  McCoy. 
Secretary. 


irSL    Doc.    0»-244;     Piled.    Jan.    9,     1962; 
8:60  aju.) 


[No.  SS606] 

GORDONS  TRANSPORTS,  INC.,  ET  At. 
Assignment  for  Oral  Argument 

JamrAiY  5.  1M2. 

Gordons  Transports.  Inc..  et  al.  ▼. 
Strickland  Transportation  Company,  et 
al ;  Investigation  and  suspension  Docket 
No.  M-13964 ',  substituted  raU  service 
between  East  St  Louis  and  New  Orleans. 

Notice:  The  above-enUtled  prooeed- 
ings are  assigned  for  oral  argument  on 
February  6.  1962.  at  10:00  o'clock  ajn.. 
United  States  standard  time,  at  the  Of- 
fice of  the  Interstate  Commerce  Com- 
mission. Washington.  D.C..  before  the 
Commission. 

These  proceedings  present  for  consid- 
eration issues  which  may  involve  certain 
important  general  principles  governing 
»-called  substituted  rail-for-motor  <«>- 
eration  through  the  use  of  traller-on-flat 
car  service.  Among  them  are  whether,  or 
under  what  conditions,  a  regular  route 
motor  common  carrier  of  general  com- 
modities, in  the  movement  of  traflBc  it 
is  certificated  to  handle  from  origin  to 
destination,  may,  under  motor  carrier 
billing  and  rates,  use  or  hold  itself  out 

'Embrace*  alao  Investl|{aUon  and  Suspen- 
«»on  Docltet  No.  M-14022  (as  supplemented). 
Substituted  Service  Between  Chicago,  HI.', 
»n<l  New  Orleans,  La.,  Investigation  and 
Suspension  Docket  No.  M-140eB,  Substituted 
Serrlce  Between  Utile  Rock.  Ark.,  and  N«w 
*lean».  La..  Fourth  Section  AppUcatton  No. 
•6573,  Substituted  Servlce-DUnols  Central 
8*llTOad  Company;  Fourth  Section  AppUca- 
Hon  No.  36625,  Same  TlUe;  Fourth  Section 
Application  No.  36668,  Same  Title;  and 
TOurth  Section  AppllcaUon  No.  36682,  Strlck- 
••nd  TransportaUon  Co.,  Inc.  . 


(No.  lfC-C-S44«] 

SERVICE  TRUCKING  CO.,  INC. 
Request  for  Order 


Javuaxy  5,  1962. 
In  the  matter  of  Service  Trucking  Co.. 
Inc.,  Federalsburg,  Maryland. 

Petitioner  holds  authority  in  Certifi- 
cate No.  MC-7518S.  which  is  here  perti- 
nent as  follows:  Agricultural  commod- 
iUes.  live  and  dressed  poultry,  canned 
goods,  preserved  foods,  forest  products, 
seafood,   and   empty   containers,    from 
points  in  Delaware.  Maryland,  and  Vir- 
ginia east  of  Chesapeake  Bay  and  south 
of  the  Chesapeake  and  Delaware  Canal, 
to  Norfolk.  Portsmouth,  and  Richmond. 
Va..  points  in  New  Jersey,  the  District  of 
Columbia,  points  in  Maryland  on  and 
east    of    U.S.    Highway    15.    points    in 
Pennsylvania  within  the  area  bounded 
by  a  line  extending  from  the  Maryland- 
Pennsylvania  State  line  along  U.S.  High- 
way 15  to  Sunbiuy.  Pa.,  thence  along 
UA  Highway  11  to  Scranton.  Pa.,  thence 
along  US.  Highway  6  to  the  Delaware 
River,  thence  along  the  Delaware  River 
to    the    Pennsylvania-Delaware    State 
line,   thence   along   the   Pennsylvania- 
Delaware    and    Pennsylvania-Maryland 
State  lines  to  Junction  UJS.  Highway  15. 
the  point  of  beginning,  including  points 
on  the  highways  specified,  points  in  New 
York  CO  and  south  of  U.S.  Highway  6. 
points  in  Connecticut  bounded  by  a  line 
commencing  at  the  New  York-Connecti- 
cut State  line  and  extending  along  U.S. 
Highway  6  to  Danbury,  Conn.,  thence 
along  U.8.  Highway  7  to  Norwalk,  Conn., 
thence  along  Long  Island  Sound  to  the 
ConnecUcut-New  York  State  line,  thence 
along  the  ConnecUcut-New  York  State 
line  to  Junction  UJB.  Highway  6,  the 
point  of  beginning,  including  points  on 
the  highways  specified,  and  points  on 
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Long  Island,  N.Y.,  on  and  east  of  New 
York  Highway  112.  and  points  In  Dela- 
ware north  of  the  Chesapeake  and  Dela- 
ware Canal.  General  commodities, 
except  those  of  unusual  value,  and  except 
dangerous  explosives,  livestock,  house- 
hold goods  as  defined  in  Practices  of 
Motor  Common  Carriers  of  Household 
Gtoods,  17  M.C.C.  467,  commodities  in 
bulk,  and  those  requiring  special  equip- 
ment, from  points  in  the  above-described 
destination  territory  to  points  in  Dela- 
ware, Maryland,  and  Virginia  east  of 
Chesapeake  Bay  and  south  of  the 
Chesapeake  and  Delaware  Canal. 

Petitioner  states  that  imder  the  au- 
thority set  forth  above,  it  conducts  op- 
erations from  points  in  Maryland. 
through  a  point  In  Delaware,  principally' 
Bridgeville,  Del.  The  subject  petition! 
dated  October  16.  1961,  requests  the 
Commission  enter  an  order  declaring 
that  petitioner's  Certificate  authorizes 
interstate  operations  between  Baltimore 
and  points  on  the  eastern  shore  of  Mary- 
land providing  such  operations  are  con- 
ducted through  a  sister  state;  the  good 
faith  of  petitioner's  operations  between 
Baltimore  and  points  on  the  eastern 
shore  of  Maryland  so  long  as  they  are 
conducted  through  a  sister  state  may 
not  be  challenged  in  a  state  forum  for 
the  issue  of  good  faith  has  been  con- 
clusively determined  by  the  Interstate 
Commerce  Commission  in  its  i«aiftnf^ 
of  the  Certificate. 

Any  person  or  persons  desiring  to  par- 
ticipate in  this  proceeding,  may.  within 
30  days  frcxn  the  date  of  this  publication 
of  the  notice  of  the  filing  of  this  petiti<m. 
file  an  apprc^riate  pleading. 

Petitioner's  attorney:  Rimcis  W.  Mc- 
Inemy,  Suite  602.  Solar  Building.  1000 
16th  Street  NW..  Washington  6.  D.C. 
By  the  Commission. 


[seal] 


Haxolo  D.  McCoy, 
SeeretcuTf. 


[PJt.    Doc.     63-248:     PU«d.    Jan.    0.     19e2- 
8:S0a.in.| 

'     OFHCE  OF  EMERGENCY 
PLANNING 

JAMES  B.  KOSSER 

Appointee's  Sfatement  of  Business 
Interests 

Hie  following  stat^nent  lists  the 
names  and  concerns  required  by  subsec- 
tion 710(b)  (6)  of  the  Defense  Producticm 
Act  of  1950,  as  amended. 

I  am  a  Vice  President  of  Pullmaa-Stand- 
ard,  a  division  at  Pullman  Incorporated,  and. 

in  addition,  I  own  250  shares  ot  Pullman 
Incorporated  stock.    Purthermore,  I  own  the 
following  stiarea  of  stock  In  the  CMnpanlM 
shown  below  : 
Sharea: 

185— National  Lead  Co. 
62 — American  Bakeries  Co. 
108 — Commonwealth  ISdlson  Co.> 
3 — Northern  Illinois  Oas  Co.« 
3 — Evans  Products  Co. 


'  55  shares  added  since  last  statement. 
■  1  share  added  since  last  statement. 
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Other  than  the  above  connection  with 
Pullman-Standard  and  the  ownership  of  the 
■tocka  listed  above.  I  do  not  have  any  afflU- 
atlon.  connection  or  Interest  In  any  otlMr 
conx>ratlon.  partnership,  or  any  other 
business. 

This  amends  statement  published 
July  6.  1961   <26  PR.  8064). 

James  B.  Rosser. 

DiECCMBER  28.  1961 

|FR.     Doc      63-230;     Piled.     Jan      9 
8:47  am  I 


1962: 


SECURITIES  AND  EXCHANGE 
COMMISSION 

I  Pile  No.  1-9291 

HONOLULU  OIL  CORP. 

Notics  of  Application  To  Strike  From 
Listing  and  Registration  and  of  Op- 
portunity  for   Hearing 

January  4.  1962. 

In  the  matter  of  Honolulu  Oil  Corpora- 
tion, capital  stock;  Pile  No.  1-929. 

Pacific  Coast  Stock  Exchange  has  filed 
an  application  with  the  Securities  and 
Exchange  Commission  pursuant  to  sec- 
tion 12(d)  of  the  Securities  Exchange 
Act  of  1934  and  Rule  12d2-l(b)  promul- 
gated thereunder,  to  strike  the  specified 
security  from  listing  and  registration 
thereon. 

The  reasons  alleged  in  the  application 
for  striking  this  security  from  listing  and 
registration  include  the  following:  The 
company  sold  its  oc>erating  properties  on 
October  18,  1961,  and  is  in  process  of 
dissolution. 

Upon  receipt  of  a  request,  on  or  before 
January  19,  1962,  from  any  interested 
person  for  a  hearing  in  regard  to  terms 
to  be  imposed  upon  the  delisting  of  this 
security,  the  Commission  will  determine 
whether  to  set  the  matter  down  for  hear- 
ing. Such  request  should  state  briefly 
the  nature  of  the  interest  of  the  person 
requesting  the  hearing  and  the  position 
he  proposes  to  take  at  the  hearing  with 
respect  to  imposition  of  terms.  In  ad- 
dition, any  interested  person  may  submit 
his  views  or  any  additional  facts  bearing 
on  this  application  by  means  of  a  letter 
addressed  to  the  Secretary  of  the  Securi- 
ties and  Exchange  Commission,  Wash- 
ington 25,  D.C.  If  no  one  requests  a 
hearing  on  this  matter,  this  application 
will  be  determined  by  order  of  the  Com- 
mission on  the  basis  of  the  facts  stated 
in  the  application  and  other  informa- 
tion contained  in  the  official  files  of  the 
Commission  pertaining  to  the  matter. 

By  the  Commission. 


[seal] 


Orval  L.  DuBois. 

Secretary. 


[PR.    Doc.    62-238;     Piled.    Jan.    9.     1902: 
8:48  a.m.] 


NOTICES 

I  File  No   1-929] 

HONOLULU  OIL   CORP. 

Notice  of  Application  to  Strike  From 
Listing  and  Registration  and  of  Op- 
portunity for  Hearing 

JANU.^RY    4.    1962 

In  the  matter  of  Honolulu  Oil  Corpora- 
tion, capital  stock;  File  No.  1-929. 

New  York  Stock  Exchange  has  filed 
an  application  with  the  Securities  and 
Exchange  Commission  pursuant  to  sec- 
tion 12* d»  of  the  Securities  Exchange 
Act  of  1934  and  Rule  12d2-l(b"  promul- 
Kated  thereunder,  to  strike  the  specified 
security  from  listing  and  registration 
thereon. 

The  reasons  alleged  in  the  application 
for  striking  this  security  from  listing  and 
registration  include  the  following: 

The  company  sold  its  operating  prop- 
erties on  October  18.  1961.  and  is  m  proc- 
ess of  dissolution. 

Upon  receipt  of  a  request,  on  or  before 
January  19.  1962.  from  any  interested 
person  for  a  hearing  in  regard  to  terms 
to  be  imposed  uix)n  the  delisting  of  this 
security,  the  Commission  will  determine 
whether  to  set  the  matter  down  for  hear- 
ing. Such  request  should  state  briefly 
the  nature  of  the  interest  of  the  person 
requesting  the  hearing  and  the  position 
he  proposes  to  take  at  the  hearing  with 
respect  to  imposition  of  terms.  In  ad- 
dition, any  interested  p>erson  may  submit 
his  views  or  any  additional  facts  bearing 
on  this  application  by  means  of  a  letter 
addressed  to  the  Secretary  of  the  Securi- 
ties and  Exchange  Commission,  Wash- 
ington 25,  DC.  If  no  one  requests  a 
hearing  on  this  matter,  this  application 
will  be  determined  by  order  of  the  Com- 
mission on  the  basis  of  the  facts  stated 
in  the  application  and  other  informa- 
tion contained  in  the  official  files  of  the 
Commission  pertaining  to  the  matter. 

By  the  Commission. 


I  seal] 
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Orval  L.  DdBois. 

Secretary. 
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(Pile  No.  2-16079  (22  2804  i  ] 

SOUTHWEST   FOREST  INDUSTRIES, 
INC. 

Notice  of  Application  and  Opportunity 
for   Hearing 

January  3,  1962. 
Notice  is  hereby  given  that  Southwest 
Industries.  Inc.,  (the  Company)  has  filed 
an  application  pursuant  to  clause  (ii)  of 
section  310(b)  (1 )  of  the  Trust  Indenture 
Act  of  1939  (the  Act)  for  a  finding  by 
the  Commission  that  the  trusteeship  of 
Bankers  Trust  Company  of  New  York 
(Bankers  Trust)  under  an  indenture  of 
the  Company  dated  as  of  June  1,  1960 
(1960  Indenture)  which  was  heretofore 
qualified  under  the  Act.  and  trusteeship 


by  Bankers  Trust  under  an  indenture 
dated  as  of  August  1,  1961  (New  Inden- 
ture )  which  was  not  qualified  under  the 
Act.  is  not  so  likely  to  involve  a  material 
conflict  of  interest  as  to  make  it  neces- 
sary In  the  public  interest  or  for  the  pro- 
tection of  investors  to  disqualify  Bankers 
Trust  from  acting  as  Trustee  under  both 
indentures. 

Section  310<bt  of  the  Act,  which  is  in- 
cluded in  the  1960  Indenture,  provides 
in  part  that  if  a  trustee  under  an  Inden- 
ture qualified  under  the  Act  has  or  shall 
acquire  any  conflicting  interest  (as  de- 
fined therein » .  it  shall  within  ninety 
days  after  ascertaining  that  it  has  such 
conflicting  interest,  either  eliminate  such 
conflicting  interest  or  resign.  Subsection 
( 1  >  of  this  section  provides,  with  cer- 
tain exceptions  stated  therein,  that  a 
trustee  is  deemed  to  have  conflicting  in- 
terest if  it  is  acting  as  trustee  under  a 
qualified  indenture  and  is  trustee  under 
another  indenture  of  the  same  obligor. 

However,  an  issuer  may  sustain  the 
burden  of  proving,  on  application  to  the 
Commission  and  after  opportunity  for 
hearing  thereon,  that,  trusteeship  under 
a  qualified  indenture  and  such  other  in- 
denture is  not  so  likely  to  involve  a  mate- 
rial conflict  of  interest  as  to  make  it 
necessary  in  the  public  interest  or  for 
the  protection  of  investors  to  disqualify 
such  trustee  from  acting  tks  tnistee  under 
either  or  both  of  such  indentures. 

The  application  alleges  that: 

(1>  It  has  outstanding  the  following 
two  issues  of  unsecured  subordinated 
debentures  which  are  in  equal  rank  to 
one  another: 

( a )  $12,000,000  principal  amount  of  its 
6 '  2  percent  Subordinated  Income  Deben- 
tures due  January  1,  1985  (the  1960  In- 
denture) to  Bankers  Trust  Company  of 
New  York  (Bankers  Trust),  as  Trustee 
These  debentures  were  registered  under 
the  Securities  Act  of  1933  (Pile  No. 
2-16079). 

(b>  $3,000,000  principal  amount  of  its 
5 '2  percent  Subordinated  Convertible 
Debentures  due  August  1,  1981  (the  New 
Indenture)  to  Bankers  Trust  Company 
of  New  York  (Bankers  Trust),  as  Trus- 
tee. These  debentures  were  privately 
placed  and  not  registered  under  the 
i^ecurities  Act  of  1933. 

(2)  The  debentures  issued  under  the 
New  Indenture  are  convertible  into  com- 
mon stock  of  the  Company,  whereas  the 
debentures  issued  under  the  1960  Inden- 
ture are  not. 

( 3 )  Interest  on  the  Convertible  Deben- 
tures must  be  paid  semiannually  wheth- 
er or  rot  earned,  whereas  interest  on  the 
Income  Debentures  issued  under  the 
1960  Indenture,  although  cumulative,  is 
paid  only  if  earned  in  accordance  with 
tests  and  formulas  set  forth  in  the  1960 
Indenture.  These  computations  are  not 
made  by  the  Trustee  but  by  independent 
accountants. 

(4)  The  trusteeship  of  the  Trustee 
under  the  1960  Indenture  and  the  New 
Indenture  is  not  likely  to  Involve  a  ma- 
terial conflict  of  Interest  as  to  make  It 


Wednesday,  January  10,  1962 

necessary  in  the  public  interest  or  for  the 
protection  of  investors  to  disqualify  the 
Trustee  from  acting  as  such  under  one  of 
the  Indentures  because  the  differences 
mentioned  above  or  any  other  differences 
in  the  terms  of  the  Indentures  are  not  of 
the  type  or  scope  which  would  involve 
the  exercise  of  discretion  on  the  part  of 
the  Trustee  so  as  to  result  in  any  conflict 
of  interest. 

For  a  more  detailed  statement  of  the 
matters  asserted,  all  persons  are  referred 
to  said  application  which  is  on  file  in  the 
offices  of  the  Commission  at  425  Second 
Street  NW.,  Washington.  D.C. 
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FEDERAL  REGISTER 

Notice  ts  further  given  that  an  order 
granting  the  application  may  be  issued 
by  the  Commission  at  any  time  on  or 
after  January  19,  1962,  unless  prior 
thereto  a  hearing  upon  the  application 
is  ordered  by  the  Commission,  as  pro- 
vided by  clause  (ii)  of  Section  310(b)  (1) 
of  the  Trust  Indenture  Act  of  1939.  Any 
interested  person  may,  not  later  than 
January  18,  1962,  at  5:30  p.m..  e.s.t.,  in 
writing,  sulnnit  to  the  Commission,  his 
views  or  any  additional  facts  bearing 
upon  this  application  or  the  desirability 
of  a  hearing  thereon.  Any  such  com- 
munications    or     request     should     be 


289 

addressed:  Secretary,  Securities  and  Ex- 
change Commission,  425  Second  Street 
NW..  Washington  25,  D.C,  and  should 
state  briefly  ttie  nature  of  the  Interest 
of  the  person  submitting  such  informa- 
tion or  requesting  a  hearing,  the  reasons 
for  such  request,  and  the  Issues  of  fact 
and  law  raised  by  the  application  which 
he  desires  to  controvert. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

jF.R.     Doc.    62-235;     Piled,    Jan.    9.     1962; 
8:48  a.m.] 
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Title  33— NAVIGATION  AND 
NAVIGABLE  WATERS 

Chapter  I — Coast  Guard,  Department 
of  the   Treasury 

SUBCHAPTER   B — MILITARY   PERSONNEL 
(CGPR  *?1-371 

PART  40~CADETS  OF  THE  COAST 
GUARD 

Revision  I 

By  virtue  of  the  authority  contained  in 
Title  14,  United  States  Code,  sections  92, 
182,  and  633  (sections  92.  182,  633.  63 
Stat.  503.  508,  545) ,  and  delegated  to  me 
as  Commandant,  United  States  Coast 
Guard,  by  Treasury  Department  Orders 
167.  dated  December  30.  1952  (18  FR. 
233).  167-3.  dated  May  6,  1953  (18  FH. 
2961.  2962).  and  167-17,  dated  June  29, 
1955  (20  FM.  4976).  Part  40  is  amended 
in  its  entirety  to  read  as  follows,  which 
shall  be  in  effect  on  and  after  the  date 
of  publication  of  this  document  in  the 
Federal  Register  : 
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Sec  I    '  . 

40  1  Purpose. 

40  2  Applications. 

40  3  General  requirements  for  eligibility. 

40  4  Specific  requirements  for  ellglbUlty. 

40  5  Rejection  of  certificate.         . 

40  6  Definition  of  units.  ' 

40  7  Scope  of  studies  for  required  subjects. 

40  8  Physical  requirements. 

40  9  Physical  standards  and  dlBquallflca- 
tlons. 
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§  40.1      Purpose. 


I 


Cadets  are  appointed  in  the  Coast 
Guard  for  training  to  fit  them  to  become 
commissioned  officers  in  the  Service. 
The  Coast  Guard  Academy,  located  at 
New  Ijondon.  Conn.,  is  maintained  by  the 
Government  for  the  practical  and 
theoretical  training  of  young  men  to  en- 
able them  to  enter  upon  the  duties  of 
Ensign  in  the  Coast  Guard.  Appoint- 
ments are  made  through  competitive 
examinations. 


§  40.2      Applications. 


I 


The  Coast  Guard  is  Interested  in  re- 
ceiving applications  for  cadetship  from 


all  young  men  who  feel  that  they  meet 
the  requirepients  outlined  in  the  regula- 
tions in  this  part.  Any  young  man  who 
recognizes  in  himself  no  serious  defici- 
ency and  who  is  sincerely  interested  in  a 
Coast  Guard  career  is  encouraged  to 
make  application. 

§  40.3     General    requirements    for   eligi- 
biUty. 

(a)  A  candidate  must  be  a  citizen  of 
the  United  States  and  must  have  reached 
his  seventeenth  but  not  his  twenty- 
second  birthday  on  July  1  of  the  calendar 
year  in  which  he  is  appointed  a  cadet.  If 
the  candidate  has  not  reached  his  seven- 
teenth birthday,  or  if  he  has  reached  his 
twenty-second  birthday,  on  July  1  of  the 
calendar  year  in  which  he  seeks  to  be 
appointed  a  cadet,  he  will  be  ineligible 
for  appointment.  If  under  21  years  of 
age.  he  will  be  required  to  furnish  the 
written  consent  of  parent  or  guardian 
before  admission  to  the  Coast  Guard 
Academy. 

(b)  He  must  satisfy  the  Commandant 
of  the  Coast  Guard  as  to  his  good  moral 
character  and  standing  in  the  com- 
munity. 

(c)  He  must  satisfy  the  Commandant 
of  the  Coast  Guard  that  he  has  sufficient 
credits  in  prescribed  subjects  to  justify 
his  being  designated  for  examination. 

(d)  He  must  be  unmarried  and  have 
never  been  married.  Any  cadet  who  shall 
marry,  or  who  shall  be  found  to  be  mar- 
ried, or  to  have  been  married  l>efore  his 
final  graduation,  shall  be  required  to 
resign.  Refusal  to  resign  will  result  in 
dismissal. 

(e)  He  must  be  physically  sound  and 
not  less  than  5  feet  4  inches  nor  more 
than  6  feet  6  inches  in  height,  stripped. 

(f )  No  person  who  has  been  dismissed 
or  compelled  to  resign  from  the  United 
States  Military  Academy,  the  United 
States  Naval  Academy,  the  United  States 
Air  Force  Academy,  or  the  United  States 
Coast  Guard  Academy  for  improper  con- 
duct is  eligible  for  appointment  as  a 
cadet  in  the  Coast  Guard.  No  person 
whose  discharge  from  any  branch  of  the 
military  service  was  under  conditions 
other  than  honorable  is  eligible  for  ap- 
pointment as  a  cadet. 

§  40.4     Specific    requirements   for   eligi- 
bUity. 

(a)  No  waivers  of  educational  or 
physical  requirements  are  granted  to 
applicants. 

(b)  A  candidate  must  l>e  a  graduate 
of  an  accredited  high  school  or  prepara- 
tory school  or  be  in  actual  attendance  in 
his  senior  year  at  an  accredited  prepara- 
tory 8cho(4  or  high  school,  and  have 
already  completed  three  (3)  years'  work 
at  such  a  school.  A  candidate  indicat- 
ing prospective  graduation  from  a  pre- 
paratory school  or  high  school  must,  as 
a  conditiOD  of  admission,  satisfactorily 
complete  his  oourae  not  later  than  June 
30.  With  the  exception  of  courses  com- 
pleted through  the  United  States  Armed 
Forces  Institute,  for  which  credit  has 


been  granted  by  an  accredited  school, 
correspondence  schools  do  not  meet  the 
requirements  for  "Accredited  Schools." 
Certificates  issued  by  correspond^ice 
schools  will  not  be  accepted.  A  total  of 
15  units  obtained  in  high  school,  pre- 
paratory school,  or  college  must  be 
submitted. 

Required  ^ 

(1)  The  subjects  listed  below,  com- 
prising 6  units,  are  mandatory  and  are 
required  for   eligibility: 

Mathematics  (1)  (algebra  to  quad- 
ratics)    1 

Mathematics  (2)  (quadratics  and  be- 
yond)    1 

Mathematics  (3)  (plane  geometry) l 

English  1,  2,  and  3 3 

Total 6 

OPTIONAL 

(2)  Further  evidence  of  adequate 
preparation,  amounting  to  9  units  of 
optional  subjects  is  required  and  may  be 
ofifered  from  the  following  groups: 

Mathematics. 

Fourth  Ye£ir  English. 

Social  Studies  (history,  civics,  problems  of 
democracy,  citizenship,  American  problems, 
sociology ) . 

Biological  Science  (biology,  zoology,  botany, 
physiology). 

Physical  Science  (physics,  chemistry,  general 
science,  geology,  astronomy) . 

Foreign  Language  (not  less  than  2  units 
credit  will  be  allowed  In  any  language. 
This  means  the  student  must  complete, 
successfully,  a  2-year  course  in  an  accred- 
ited school) . 

(3)  A  total  of  not  more  than  2  units 
credit  will  be  accepted  from  any  or  all  of 
the  following  groups: 

Agriculture. 

Conunerclal  Arithmetic. 

Commercial  History. 

Commercial  Law. 

Driver  Education. 

Drama. 

Pine  Arts. 

Industrial  Problems. 

Journalism. 

Manual  Training. 

Mechanical  Drawing. 

Music. 

Occupations. 

Public  Speaking. 

(4)  While  not  required,  it  is  strongly 
recommended  that  a  candidate  include 
Solid  Geometry,  Trigonometry,  Physics, 
and  Chemistry  in  his  preparation. 

(c)  Candidates  whose  high  schools  of- 
fer only  11/2  years  of  Algebra  may.  at 
the  discretion  of  the  Commandant,  be 
given  credit  for  1  unit  of  Algebra  2  on 
presentation  of  proof  that  they  have  cov- 
ered the  subject  matter  listed  in  S  40.7 
(a)  (2)  "Mathematics,  quadratics  and 
beyond." 

(d)  To  satisfy  the  requirements  of 
§  40.3(c),  a  candidate  may  submit  both 
high   school   and   college  credits.    Be- 


I  A  requirement  of  4  credits  in  English,  2 
credits  in  a  foreign  language,  1  credit  in 
physics  or  chemistry,  and  ^  credit  in  trigo- 
nometry may  be  introduced  In  future  years. 
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cause  of  the  great  variation  in  academic 
standards  and  credit  requirements 
among  schools,  the  Commandant  re- 
serves the  right  to  evaluate  each  aca- 
demic record  sutxnitted  on  its  individual 
merits.  In  general,  college  credits  from 
an  accredited  institution  will  be  given 
greater  weight  than  high -school  credits 
for  the  same  amount  of  work,  but  in  no 
case  will  one  semester  of  college  work 
be  considered  equivalent  to  more  than 
one  unit  of  high-school  work. 

§  40.5      Rejeclion   of  cerliliralr. 

The  Commandant  reserves  the  right  to 
reject  the  certificate  of  any  candidate 
whose  assigned  grades  create  doubt  as  to 
his  ability  to  pursue  successfully  the 
course  at  the  Coast  Guard  Academy 

§  40.6      Definition   of   unit!*. 

(a)  The  definition  of  a  unit  and  of  the 
ground  covered  by  the  designated  sub- 
jects is  as  follows:  A  unit  represents  a 
year's  study  in  any  subject  in  a  second- 
ary school.  A  4-year  secondary  school 
curriculum  should  be  regarded  as  repre- 
senting not  more  than  16  units  of  work. 
This  statement  is  designed  to  afford  a 
standard  of  measurement  for  the  work 
done  in  secondary  schools.  It  takes  the 
4-year  high-school  course  as  a  basis,  and 
assumes  that  the  length  of  the  school 
year  is  from  36  to  40  weeks,  that  a  pe- 
riod is  from  40  to  60  minutes  in  length. 
and  that  the  study  is  pursued  for  4  or  5 
periods  a  week;  but  under  ordinary  cir- 
cumstances a  satisfactory  years  work 
in  any  subject  cannot  be  accomplished 
in  less  than  120  sixty-minute  periods  or 
their  equivalent.  Schools  orgaruzed  on 
any  other  than  a  4-year  basis  can.  never- 
theless, estimate  their  work  in  terms  of 
this  unit. 

§  40.7      Scope  of  studies  for  rej|uirod  -iib- 
jert». 

(a)   Mathematics: 

(D   Algebra  to  quadratics.    One  unit 

(i)  The  meaning,  use,  evaluation,  and 
necessary  transformations  of  simple 
formulas  involving  ideas  with  which  the 
pupil  is  familiar,  and  the  derivation  of 
such  formulas  from  rules  expressed  in 
words. 

(ii)  The  graph  and  graphical  repre- 
sentation in  general.  The  construction 
and  Interpretation  of  graphs. 

(ill)  Negative  numbers;  their  mean- 
ing and  use. 

(iv)  Linear  equations  in  one  unknown 
quantity,  and  simultaneous  linear  equa- 
tions Involving  two  unknown  quantities, 
with  verification  of  results.    Problems. 

<v)  Ratio,  as  a  case  of  simple  frac- 
tions: proportion,  as  a  case  of  an  equa- 
tion between  two  ratios;  variation. 
Problems. 

(vi)  The  essentials  of  algebraic  tech- 
nic. 

<  vii  I   Exponents  and  radicals. 

(2>   Quadratics  and  beyond.    One  unit. 

(i>  Numerical  and  literal  quadratic 
equations  in  one  unknown  quantity. 
Problems. 

"ii)  The  binomial  theorem  for  posi- 
tive integrsJ  exponents,  with  applica- 
tions. 

(Ui)   Arithmetic  and  geometric  series. 

(iv)  Simultaneous  linear  equations  In 
three  unknown  quantities. 
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<v)  Simultaneous  equations,  consist- 
ing of  one  quadratic  and  one  linear 
equation,  or  of  two  quadratic  equations 
of  certain  types.    Graphs. 

(vi)   Logarithms. 

(3>   Plane  geometry.    One  unit. 

(i)  The  usual  theorems  and  construc- 
tions of  good  textbooks,  including  the 
general  prop)erties  of  plane  rectilinear 
figures;  the  circle  and  the  measurement 
of  angles:  similar  polygons;  areas;  regu- 
lar polygons;  and  the  measurement  of 
the  circle. 

<ii>  The  solutions  of  numerous  orig- 
inal  exercises,   including   loci  problems. 

liiit  Applications  to  the  mensuration 
of  lines  and  plane  surfaces. 

(b>  English  1.  2.  and  3:  Grammar, 
Composition,  and  Literature  Three 
units. 

I  1  •  Entrance  to  the  Coast  Guard 
Academy  is  based  on  the  assumption 
that  each  successful  candidate  will  be 
adequately  grounded  in  the  principles 
of  English  grammar  and  composition. 
The  ability  to  write  and  speak  clearly, 
correctly,  and  effectively  should  be  the 
outgrowth  of  the  candidate's  experiences 
in  his  secondary-school  English  courses. 
There  should  be.  in  those  courses,  special 
emphasis  on  spelling,  punctuation,  and 
good  usage  a^  the  normal  requirement 
for  successful  work  in  composition.  It 
is  taken  for  granted  that  all  candidates 
will  have  some  ability  to  write  clear  and 
well -organized  paragraphs  or  short  es- 
says, although  the  entrance  examination 
may  not  require  any  such  composition. 
Advantage  should  be  taken  of  the  oral 
work  that  is  now  a  recognized  part  of 
most  secondary  English  courses. 

'2>  The  candidate's  preparation  in 
literature  should  conform  to  the  stand- 
ards set  up  in  most  States  as  a  minimum 
for  the  college  preparatory  courses. 
These  standards  call  for  the  appreciative 
reading  and  understanding  of  a  number 
of  Shakespeare's  plays,  some  narrative 
and  descriptive  poems,  and  .several  of  the 
classic  short  stories  and  novels.  A  sur- 
vey of  American  or  English  literature 
is  essential  for  the  requirements  in  Eng- 
lish. The  candidate  who  has  read  widely 
and  intelligently  will  generally  be  better 
prepared  than  the  candidate  who  has 
limited  the  scope  of  his  reading  to  one 
or  two  authors  or  one  or  two  books. 
Because  of  the  vast  extent  of  the  field 
and  because  of  the  wide  variation  in 
secondary  English  courses,  no  specific 
list  of  books  or  authors  can  be  given. 
Standard  high  school  texts  or  course 
outlines  suggested  by  many  of  the  State 
educational  systems  are  adequate  guides 
to  prepartion  in  this  field. 

§  to. 8      Phyjtifal    requirement". 

1  a )  All  candidates  for  the  Coast  Guard 
Academy  must  meet  the  physical  stand- 
ards established  in  this  section  and  in 
§  40.9  under  the  heading  Physical  Stand> 
ards  and  Disqualifications. 

(b)  The  physical  standards  outlined 
in  the  succeeding  paragraphs  in  this 
section  and  in  }  40.9.  although  not  all  in- 
clusive, cover  general  physical  require- 
ments which  are  necessary  for  an  ef- 
fective career  in  the  Coast  Guard. 
Conditions  which  are  noted  as  disquali- 
fying and  make  the  applicant  unaccept- 


able fall  In  categories  which  may  en- 
danger the  health  of  other  personnel, 
require  repeated  admission  to  the  sick 
list,  cause  prolonged  hospitalization  and 
early  retirement  for  physical  disability, 
or  preclude  an  active  general  service 
career. 

(c '  Two  physical  examinations  are  re- 
quired : 

1 1 1  formal  physical  examination  be- 
fore appointment  is  tendered: 

i2»  physical  re-examination  at  the 
time  of  reporting  to  the  Academy. 

id»  Applicants  are  encouraged  to  ob- 
tain a  preliminary  physical  examination 
from  a  private  physician  prior  to  submis- 
sion of  application  for  cadetship.  A  pre- 
liminary physical  examination  serves 
to  rule  out,  at  this  stage  of  the  potential 
cadets  processing,  those  applicants  who 
obviously  will  not  meet  the  required 
physical  standards  for  appointment. 
The  private  physician  should  be  re- 
quested/to  review  the  physical  require- 
ments set  forth  in  §  40.9  and  upon  com- 
pletion of  his  examination  advise  the 
candidate  whether  or  not  in  his  opinion 
the  candidate  meets  the  physical  require- 
ments for  appointment.  Inaccuracy  in 
ascertaining  defects  and  determining  the 
physical  status  of  the  candidate  at  the 
time  of  his  preliminary  physical  results 
in  unnecessary  work  for  the  Coast  Guard 
and  disapp>ointment  to  the  candidate 
when  defects  are  found  later  at  the  time 
of  the  formal  physical  examination. 

<e>  Candidates  and  their  parents  and 
sponsors  are  urged  to  refrain  from  re- 
questing waivers  for  medical  defects. 
The  Coast  Guard  bases  its  decision  to 
disqualify  a  young  man  on  medical  facts 
revealed  in  a  thorough  medical  examina- 
tion. Candidates  unable  to  satisfy  the 
minimum  requirements  are  not  suited  for 
commissions  in  the  Regular  Coast  Guard, 
and  consequently  are  not  eligible  for 
training  at  the  Coast  Guard  Academy. 
A  request  for  waiver  for  a  medical  defect 
invariably  results  in  disappointment  to 
all  concerned. 

if>  Prior  to  formal  physical  exami- 
nation, all  applicants  are  required  to  ex- 
ecute Standard  Form  89,  Report  of  Medi- 
cal History,  furnishing  a  true  account  of 
all  injuries,  illnesses,  operations  and 
treatments  since  birth  and  present  same 
to  the  examining  medical  officer.  False 
statements  or  willful  omissions  ^in  exe- 
cuting Standard  Form  89  may  result  in 
the  separation  of  the  candidate  from  the 
service  on  arrival  at  the  Academy  or  later 
in  his  service  career. 

ig»   Formal      physical     examinations 
prior  to  acceptance  of  candidates  must^ 
be  performed  by  a  U.S.  Public  Health' 
Service.  Navy,  Army.  Air  Force  or  Vet^ 
erans    Administration    medical    officer. 
All  candidates  are  instructed  where  ID 
report  for  such  examinations.    The  re- 
sults of  this  formal  physical  examination 
must  be  reported  on  Standard  Form  88. 
Report  of  Medical  Examination. 

ih)  The  medical  officer,  prior  to  the 
physical  examination,  will  review  the 
data  furnished  by  the  candidate  on 
Standard  Form  89  as  to  completeness  of 
the  medical  history  submitted  and  will 
then  complete  item  40.  Standard  Form 
89,  and  sign  same. 


i 

Thursday,  January  11,  1962 

§  40.9      Phrpical  standards  and  duqnalifi- 
rations. 

(a)  Physical  proportions.  The  appli- 
cant's weight  should  be  well  distributed 
and  In  proportion  to  age.  height,  and 
skeletal  structure.  Medical  examiners 
will  recommend  rejection  of  individuals 
who  show  poor  physical  development, 
u  ho  appear  to  be  undesirable  candidates 
because  of  excess  fat,  or  show  a  definite 
tendency  to  obesity  regardless  of  height 
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and  weight  table  ratio.  The  following 
TaUe  40.8(al)  and  Table  40.9(a2)  are 
for  growing  youths  and  are  for  the  guid- 
ance ol  medical  officers  in  connection 
with  the  other  data  obtained  at  the 
examination,  a  consideration  of  all  of 
which  will  determine  the  candidate's 
physical  eligibility.  The  applicant's 
height  shoiild  be  measured  in  Inches  to 
the  nearest  %  inch  without  shoes,  and 
weight  measured  to  the  nearest  pound 
without  clothes. 


Tabu  «>.9(al) 


wSmKn^L-): M«««r««70n7273'74      75,76      7778 

Minimum     112    116    120    124    128    132    136    140    144    148    152    156    160    164    168 

Mailmum 160    165    170    176    181    186    182    197    203    209    214    219    225    230    235 

Table  40.9 (a2)  Of  Clothing;  exophthalmic  goiter  or  thy- 

Minimum  height..... S  '?^?  enlargement  from  any  cause  asso- 

Maximum  height 78  elated  With  toxic  Symptoms  or  which  is 

Minimum  cheat  expansion.  .  a  ^^Isflguring. 

,.  ,   ^^     ^     ^         .      .        '""'  <16>  Torticollis. 

(b)   The  head,  scalp,  face  and  neck.        ai)  Tracheal  openings,  thyroglossal 

The  following  conditions  are  causes  for  or  cervical  flstulae 

""^nT^iLa  *r,  .r.^  f ^"^  Restricted  motUity  sufficient  to 

J     T  r  K    ?  ^^  '°"°-     X-.  w  -  "°^*  "»e  normal  range  of  motion. 

JmL^  ,      .^  .'^°"  T/if^  *^  ^'        ^"^  Cervical  rib  when  symptomatic; 

sufficient  size  to  interfere  with  the  wear-  scalenus  anUcus  syndrome 
ing  of  military  headgear,  or  subject  to         (c)   The  nose  and  sinuses.     The  fol- 

n>'"?Jfnir?ii°t''nc  ,f,     H         .  .K  ^°^^  conditions  are  causes  for  rejec- 

(3)   Imperfect  ossification  of  the  era-     Uon- 

j;lnli;?ilff  °''  P^'"^^^^^'^'^^  °^  ^^  anterior  (i)  Loss  of  the  nose,  malformation, 

vit  |.i;'                     *.                    .,  or  deformities  thereof  that  interfere  with 

.„oi„Si^rfr     ^^^*^^^^«^'     especiaUy  speech  or  breathing,  or  extensive  ulcera- 

such  adherent  scars  as  show  a  tendency  tions 

^  .V.^^t1'*°''"J"?  ulcerate.  (2)"  Perforated  nasal  septum  if  consid- 

(5)  Depressed  fractures  or  other  de-    ered   causative   of   symptoms    or    local 
pressions   or  loss  of  bony  substance  of    patiiology.  or  Ukely  to  do  so. 

JJfn  tHo  H  f"  f^"^  i^'k.^'^T^"^'"  ^  *'®'"  <3)  Nasal   obstruction  due  to   septal 

f n  nrl  tr^fnS?  ""  '  '^^^  ^"""^  ^"^  '''''^^  ''^  dcviaUon,  hypertrophit  rhinitis,  or  oSer 

/«rT^*        ■*•        ,  *w      ,    ,.  causes,  and  particularly  if  sufficient  to 

(6)  Deformities  of  the  skuU  resulting  produce  mouth  breathing 

in  any  unusual  physical  appearance  or  (4)  Hay  fever  if  moi'etiian  mild  or 

of  any  degree  associated  wiUi  evidence  if  ukely  to  cause  more  than  minimal  loss 

nlrfnw»^,  ^'  ^^^  *''^'"'  '^^^^  ''°'"'*'  °^  °'  ^^^  ''o°»  ^^^^  ^r  if  associatcd  with 

"^  n"^  HPrn^^'Tfth.  hr«,n  '^^  P°^  °'  hyperplastic  sinusitis. 

o     ^^^?^t  ?'  "^*  ^^^^^-  <5)  Atrophic  rhinitis. 

(8)  Unsightly    defonnities.    such    as  (6)  Chronic   sinusitis,   if   more   than 
arge  birthmarks,  large  hairy  moles,  ex-  mild,  and  if  not  amenable  to  therapy 

tensive  cicatrices.  mutUations  due  to  (d)  The  mouth  and  throat  The  fol- 
injuries  or  surgical  operations,  tumors,  lowing  conditions  are  causes  for  rejec- 
ulcerations,  fistulae.  atrophy  of  a  part    tion- 

riLifitJ^^f"   ""^   ^^""^    °^    symmetilcal  ({)  Harelip,    unless    adequately    re- 

deye  opment  paired,  loss  of  tlie  whole  or  a  large  part 

(9)  Persistent  neuralgia,  tic  doulou-  of  eitherlip.  unsightiy  mutilation  of  tiie 
reux.   or   paralysis   of   central    nervous  lips  from  wounds,  bums,  or  disease 
^'^Mm   TT        ♦  ^  #      *           ,  .^  *2)  Malformation,  partial  loss,  atro- 

(10)  Ununited  fractures  of  the  max-    phy,  or  hypertrophy  of  the  tongue,  split 
ary  bones   deformities  of  elUier  max-     or   bifid   tongue,    or   adhesions   of   the 

illary  bone  interfering  witii  mastication  tongue  to  the  sides  of  tiie  moutii  pro- 
or  speech,  extensive  exostosis,  necrosis,    vided    these   conditions    interfere    with 

°'(mT^,^n'i!f«rth  iu     f.H    ♦  mastication,  speech,  or  swallowing,   or 

(11)  Chronic  arthritis  of  the  tempore-  appear  to  be  progressive 
mandibular  articulation,  badly  reduced        (3)  Malignant  tumors  of  the  tongue 
or  recurrent  dislocations  of  this  joint,  or  benign  tumors  that  interfere  with  its' 
or  ankylosis,  complete  or  partial.  function. 

Ki  ?^JL  *^^*™"cy ,    or     substantiated  (4)  liCarked  stomatitis,  or  ulcerations, 

history  thereof,  unless  successfully  re-  or  severe  leukoplakia 

""  n^  !,°^  ,°'°'"*^  J^J?.  previously.  (6)  Ranula  if  at  all  extensive,  or  sall- 

(13)  Cervical  adenitis  of  other  than  vary  fistula 

vfn.lf'H?'"^*^^'  '"'^^V.^*'^  <^"»c«»"'  H«J«-  («)  Perforation  or  extensive  loss  of 

.^^Koi  f"*'    >«^«°^»'    tuberculosis,  substance  or  ulceration  of  the  hard  or 

syphuis.  et«.                 ^.  «     _  »oft  palate,  extensive  adhesions  of  tiie 

fJi  HI           ?"f    ?"■    ^4***^»»1n»    «»"  «rft  palate  to  the  pharynx,  or  paralysis 

from  disease,  injuries  or  bums.  of  the  soft  palate  '^      '     '       ^      """' 

(15). Thyroid  adenoma:  exophUudmlc  (7)  Malfonnations  or  deformities  of 
fn!^uK'  K^^?  enlargement  interfer-  the  pharynx  of  sufficient  degree  to  inter- 
Ing  with  breathing  or  with  the  wearing    fere  with  function. 
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(8)  Postnasal  adenoids  Interfering 
with  respiration  or  associated  with  mid- 
dle-ear disease. 

(9)  Marked  enlargement  of  the  ton- 
sils or  markedly  diseased  tonsils. 

(10)  Larsmgltis  if  not  amenable  to 
therapy  or  recurrent. 

(11)  Paralysis  of  the  vocal  cords,  or 
aphonia. 

(e)  The  ears  and  hearing.  The  fol- 
lowing conditions  are  causes  for  rejec- 
tion: 

(1)  The  total  loss  of  an  external  ear, 
marked  hypertrophy  or  atrophy,  or  dis- 
figuring deformity  of  the  organ. 

(2)  Atresia  of  the  external  auditory 
canal,  or  tumors  of  this  part. 

(3)  Acute  or  chronic  suppurative  otitis 
media,  or  chronic  catarrhal  otitis  media. 

(4)  Mastoiditis,  acute  or  chronic. 

(5)  Existing  perforation  of  either 
membrana  tympani. 

(6)  Deafness  of  one  or  both  ears. 

(7)  Any  diminution  of  auditory  acuity 
in  either  ear,  below  15/15  by  whispered 
voice.  If  any  question  of  dlminuted  au- 
ditory acuity  arises  on  whispered  voice 
test  an  audiometrlc  determination  should 
be  made.  Loss  of  hearing  as  determined 
by  the  audiometer  must  not  be  greater 
than  15  decibels  in  any  of  the  frequencies 
500,  1000.  2000  nor  greater  than  45  deci- 
bels in  either  of  the  frequencies  4000  or 
5000.  If  hearing  loss  ascertained  is  not 
considered  completely  stabilized,  candi- 
date should  be  rejected. 

(8)  Any  acute  or  chronic  disease  of 
the  external,  middle,  or  internal  ear. 

(f)  Eyes  and  vision.  ( 1 )  For  appoint- 
ment as  a  cadet  in  the  Coast  Guard  a 
minimum  uncorrected  visual  acuity  of 
20/30  each  eye  is  acceptable  provided 
that  vision  is  correctible  to  20/20  each 
eye  and  that  refraction  by  an  ophthal- 
mologist reports  eye  grounds  free  from 
disease  with  no  indication  of  an  acceler- 
ated progression  toward  further  de- 
creased visual  acuity.  Refraction  is  not 
required  where  the  vision  in  each  eye  is 
20/20  uncorrected,  unless  medically  in- 
dicated. 

C2)  Disease  of  the  eye  groimds  shall 
be  cause  for  rejection. 

( 3 )  Contraction  of  visual  field. 

(4)  Both  eyes  must  be  free  from  any 
disflgxu-ing  or  Incapacitating  abnormal- 
ity and  from  acute  or  chronic  disease. 

(5)  Any  cadet  in  the  United  States 
Coast  Guard  Academy  whose  vision  has 
dropped  below  20/40.  correctible  to  20/20 
in  each  eye,  for  any  significant  period  of 
time  shall  be  reported  upon  by  a  Board 
of  Medical  Survey. 

(6)  The  requirement  as  given  above 
is  considered  necessary  in  order  to  grad- 
uate cadets  with  vision  sufficiently  serv- 
iceable to  enable  them  to  carry  out  their 
duties  at  sea.  During  late  adolescence 
it  is  quite  common  for  developmental 
myopia  to  become  manifest  to  such  an 
extent  that  the  resulting  myopic  visual 
defect  is  sufficient  to  disqvtalify  the 
cadet.  It  is  therefore  imperative  that 
a  careful  examination  for  visual  acuity 
be  performed. 

(7)  The  following  conditions  are 
causes  for  rejection: 

(i)  Trachoma. 

(ii)  Chronic  conjunctivitis,  or  xero- 
phthalmia. 
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(111)  Pterygium  encroaching  upon  the 
cornea. 

<iv)  Complete  or  extensive  destruc- 
tion of  the  eyelid,  disflgiiring  cicatrices, 
adhesions  of  the  lids  to  each  other  or  to 
the  eyeball. 

(V)  Inversion  or  eversion  of  the  eye- 
lids, or  lagophthalmus. 

<vi)  Trichiasis,  ptosis,  blepharospasm, 
or  chronic  blepharitis. 

(vii)  Epiphora,  corneal  dystrophy, 
chronic  dacryocystitis,  or  lachrymal 
fistula. 

<vlil)  Chronic  keratitis,  ulcers  of  the 
cornea,  staphyloma,  or  corneal  opacities 
encroaching  on  the  pupillary  area  and 
reducing  the  acuity  of  vision  below  the 
standard  and  any  corneal  distrophy. 

(ix)  Irregularities  in  the  form  of  the 
iris,  or  anterior  or  posterior  synechiae 
sufficient  to  reduce  the  visual  acuity  be- 
low the  standard. 

(X)  Opacities  of  the  lens  or  its  cap- 
sule sufficient  to  reduce  the  acuity  of 
vision  below  the  standard,  or  progres- 
sive cataract  of  any  degree. 

(xi)  Extensive  coloboma  of  the  cho- 
roid of  iris,  absence  of  pigment  ( albino  > . 
glaucoma,  iritis,  or  history  of  recurrent 
iritis,  extensive  or  progressive  choroidi- 
tis of  any  degree. 

(xii)  Any  retinopathy  or  detachment 
of  the  retina,  neuroretinitis,  optic  neu- 
ritis, choreoretinopathy,  or  atrophy  of 
the  optic  nerve. 

(xlli)  Loss  or  disorganization  of  either 
eye.  or  pronounced  "exophthalmos. 

(xiv)  Pronounced  nystagmus,  strabis- 
mus, or  lack  of  continuous  and  complete 
third  degree  binocular  fusion. 

(XV)   Diplopia,  or  night  blindness. 

(xvi)  Abnormal  condition  of  the  eye 
due  to  disease  of  the  brain. 

(xvii)  Malignant  tumors  of  the  lids  or 
eyeballs. 

( X viii )   Asthenopia . 

(xix)  Any  organic  disease  of  either 
eye. 

( XX )   Ocular  foreign  bodies. 

( 8 )   Color  perception : 

(i)  Color  blindness,  complete  or 
partial,  is  cause  for  rejection.  Color 
perception  will  be  tested  by  the  color 
plate  test  as  set  forth  in  the  American 
Optical  Test  Book.  1940  Edition,  or  the 
Farnsworth  Lantern  test.  Candidates 
who  fail  to  pass  the  American  Optical 
Company  pseudo-isochromatic  plate  test 
shall  be  considered  qualified  if  they  pass 
the  Farnsworth  Lantern  test.  The  re- 
sults obtained  with  the  Farnsworth  Lan- 
tern test  shall  be  considered  final  in  the 
resolution  of  all  cases  of  questionable 
color  perception. 

(ii)  Detailed  instruction  for  the  ad- 
ministration of  the  Farnsworth  Lantern 
test,  as  well  as  the  criteria  for  passing 
the  test,  are  engraved  on  a  metal  plate 
which  is  permanently  attached  to  the 
Instrimient  and  shall  be  followed  with- 
out exception.  The  results  of  the  test 
shall  be  recorded  in  item  64.  Report  of 
Medical  Examination  as  "Passed  Fa- 
Lanf  or  "Failed  FaLant." 

(iU)  Candidates  who  failed  the  Amer- 
ican Optical  Company  pseudo-isochro- 
matic plate  test  at  places  where  the 
Farnsworth  Lantern  test  is  not  available 
may  be  given  a  reexamination  on  the 
Farnsworth  Lantern  test  at  places  where 
same  is  available.     The  cost  of  travel 
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to  and  from  the  place  of  reexamination 
and  subsistence  must  be  borne  by  the 
applicant. 

(iv)  The  standard  requirement  for 
color  perception  will  be  ability  to  pass 
the  abbreviated  test  with  not  more  than 
three  errors. 

<gt  Lungs  and  chest.  The  following 
conditions  are  causes  for  rejection: 

<  1 1  A  chest  expansion  of  less  than  2 
mches. 

<2'  Congenital  malformations  or  ac- 
quired deformities  which  result  in  re- 
ducing the  chest  capacity  and  diminish- 
ing the  respiratory  function  to  such  v 
degree  as  to  interfere  with  vigorous  phys- 
ical exertion  or  to  produce  disfigurement 
when  the  applicant  is  dressed. 

I  3  '  Pronounced  contractions  or 
markedly  limited  mobility  of  the  chest 
wall  following  pleurisy  or  empyema. 

•  4»  Deformities  of  the  scapulae  suffi- 
cient to  Interfere  with  the  carrying  of 
equipment.^ 

<5>  Absence  or  faulty  development  of 
the  clavicle. 

i6»  Old  fracture  of  the  clavicle  where 
there  is  much  deformity  or  interference 
with  the  carrying  of  equipment;  un- 
united fractures,  or  partial  or  complete 
dislocation  of  either  end  of  the  clavicle. 

( 7 1  Suppurative  periostitis  or  carles 
or  necrosis  of  the  ribs,  the  sternum,  the 
clavicles  or  the  scapulae. 

i8>  Old  fractures  of  the  ribs  with 
faulty  union,  if  interfering  with  function. 

1 9  •  Malignant  tumors  of  the  breast  or 
chest  walls  or  substantiated  history  of 
same,  unless  successfully  treated  5  or 
more  years  previously  in  the  absence  of 
disqualifying  residuals. 

<10>  Benign  tumors  or  cysts  of  the 
breast  or  chest  wall  which  %jfib  so  large 
as  to  interfere  with  the  wearing  of  a 
uniform  or  equipment. 

Ill"  Unhealed  sinuses  of  the  chest 
wall. 

1 12'  Scars  of  old  operations  for  em- 
pyema unless  the  examiner  is  assured 
that  the  respiratory  function  is  entirely 
normal. 

<13>  Active  tuberculosis  of  any  de- 
gree or  extent. 

1 14)  A  history  of  tuberculosis  clini- 
cally active  within  the  preceding  5  years. 

<15i  A  substantiatec*  history  of.  or 
X-ray  findings  of.  tuberculosis  of  more 
than  minimal  extent,  at  any  time. 

(16)  Pleurisy  with  effusion  of  unde- 
termined origin  or  history  thereof. 

(17)  Recurrent  spontaneous  pneumo- 
thorax  within    the    preceding    3    years. 

(18>  Pneumoconiosis,  extensive  pul- 
monary fibrosis  or  pulmonary  emphy- 
sema. 

(19)  Acute  or  chronic  pleurisy  or 
empyema. 

<20>  Pneumothorax,  hydrothorax,  or 
hemothorax. 

(21)  Tumors  of  the  lung,  pleura  or 
mediastinum. 

(22)  Chronic  bronchitis  if  more  than 
mild  or  if  mild  and  does  not  respond  to 
therapy. 

(23)  Bronchiectasis. 

(24)  Asthma  or  a  history  of  asthma 
(except  a  history  of  childhood  asthma 
with  a  trustworthy  history  of  freedom 
from  symptoms  since  the  twelfth  birth- 
day) is  a  cause  for  rejection. 


( 25 )  Abscess  of  the  lung. 

(26)  Pulmonary  infiltration  of  unde- 
termined origin. 

(27)  Cystic  disease  of  the  lung. 

(28)  Actinomycosis,  nacardiosis,  blas- 
tomycosis, coccidioidomycosis,  asper- 
gillosis or  histoplasmosis  if  there  is 
reason  to  suspect  recent  activity  of  the 
disease  process. 

(29)  Sarcoidosis. 

(30>  Hydatid  or  cchinococcus  cysts  of 
the  lung. 

<31>  Foreign  body  in  the  lung  or 
mediastinum  causing  symptoms,  or  ac- 
tive inflammatory  reaction. 

'32)  History  of  pneumonectomy  or 
lobectomy. 

1 33  •  Disqualifying  defects  demonstra- 
ble by  a  roentgenographic  examination 
of  the  chest,  such  as: 

<1>  Evidence  of  reinfection  (adult) 
type  tuberculosis,  active  or  inactive, 
other  than  slight  thickening  of  the  apical 
pleura  or  thin  solitary  fibroid  strands. 

<  li »  Evidence  of  active  primary  ( child- 
hood >  type  tuberculosis. 

iiii>  Extensive  calcification  of  the 
pleura,  lung  parenchyma  or  hllum,  if  of 
questionable  stability  or  of  such  size  and 
extent  as  to  Interfere  with  pulmonary 
function. 

( iv  >  Evidence  of  fibrous  or  serofibrin- 
ous pleurltis.  except  moderate  diaphrag- 
matic adhesions  with  or  without  blunting 
or  obliteration  of  the  costophrenic  sinus. 

(h*  Heart  and  vascular  system.  The 
following  conditions  are  causes  for  re- 
jection: 

•  1 '    All  dia-stolic  murmurs. 

(2»  Apical  systolic  murmurs,  when 
persistent  in  both  the  recumbent  and  up- 
riKht  positions,  when  moderate  in  in- 
tensity, when  transmitted  to  the  axilla, 
and  when  not  abolished  nor  significantly 
diminished  in  intensity  by  forced  breath- 
ing 

<  3  >  Harsh  systolic  nurmurs,  heard  at 
aortic  area,  even  of  less  than  moderate 
intensity  with  diminished  or  absent 
second  sound. 

(4>  All  organic  valvular  diseases  of 
the  heart,  congenital  heart  disease,  or 
pathological  murmurs. 

(5)  Hypertrophy  or  dilation  of  the 
heart. 

(6>  History  of  angina  pectoris,  coro- 
nary occlusion,  or  coronary  arterioscle- 
rosis. 

<  7  I  A  pulse  of  100  or  over,  or  of  50  or 
under  if  felt  to  be  a  manifestation  of 
organic  heart  disease. 

(8>  Persistent  marked  cardiac  ar- 
rhythmia or  irregularity,  unless  due  to 
sinus  arrhythmia  or  an  authenticated 
history  of  paroxysmal  tachycardia,  or 
auricular  fibrillation  or  fiutter. 

<9)   Arteriosclerosis. 

(10)  Arterial  hypertension,  essential 
hypertension  (hypertensive  vascular 
disease).  The  diagnosis  of  essential 
hypertension,  especially  in  the  earlier 
phases  when  blood  pressure  is  still  vari- 
able, requires  Judgment  tempered  by 
experience  and  with  evaluation  of  any 
family  history  of  hypertension,  the  vas- 
cular reaction  to  special  tests,  axul  re- 
peated Mood  pressure  and  puly  rate 
determinations.  In  general,  a  persixtent 
systolic  blood  pressxire  above  140,  or  a 
persistent  diastolic  blood  pressure  above 
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90.  is  cause  for  rejection,  particularly  if 
associated  with  a  labile  pulse  rate  or 
evidence  of  vasomotor  lability,  or  with 
positive  family  history  of  hypertensive 
vascular  disease  (sitting  blood  pressure 
values).  The  objective  is  to  disqualify 
those  applicants  who  are  most  likely  to 
develop  severe  and  incapacitating  hyper- 
tension within  a  relatively  short  time. 
Generally,  youthful  applicants  with  a 
healthy  vascular  system  are  to  be  con- 
sidered quaUfied  even  though  blood  pres- 
sure values  sometimes  exceed  the 
standard. 

(11)  Aneurysm  of  any  variety  in  any 
situation. 

(12)  Intermittent  claudication. 

(13)  Peripheral  vascular  disease  in- 
cluding Raynaud's  disease.  Buerger's 
disease  (thromboangiitis  obliterans), 
erythromelalgla,  arterioscelerotic  and 
diabetic  vascular  disease.  Special  test 
wil  be  employed  in  doubtful  cases. 

( 14)  Thrombophlebitis  of  one  or  more 
extremities,  if  there  is  a  persistence  of 
the  thrombus  or  any  evidence  of  obstruc- 
tion to  circulation  in  the  involved  vein  or 
veins. 

(15)  An  authenticated  history  of 
rheumatic  fever  or  chorea  within  the 
past  5  years,  or  a  history  of  more  than 
one  attack  of  rheumatic  fever. 

(16)  Arterial  hypotension  if  it  is 
causing,  or  has  caused,  symptoms. 

(17)  Varicose  veins  if  large,  or  if 
ass(x:iated  with  edema  or  with  skin 
ulceration. 

(1)  Abdomen  and  viscera,  anus  and 
rectum.  The  following  conditions  are 
causes  for  rejection: 

(1)  Wounds,  injuries,  cicatrices,  or 
muscular  ruptuies  of  the  abdominal  wall 
sufficient  to  interfere  with  function. 

(2)  Fistulae  or  sinuses  from  visceral 
or  other  lesions  or  following  operation. 

( 3 )  Hernia  of  any  variety. 

(4)  Large  tumors  of  the  abdominal 
wall. 

( 5 )  Scar  pain .  if  severe  or  causing  per- 
sistent or  recurring  complaints. 

(6)  Chronic  diseases  of  the  stomach 
or  intestine  or  a  history  thereof,  includ- 
ing such  diseases  as  peptic  ulcer,  re- 
gional ileitis,  ulcerative  colitis  and 
divertlcuUtis. 

(7)  Gastric  resection,  resection  of 
peptic  ulcers,  gastroenterostomy,  or 
bowel  resection. 

(8)  Chronic  appendicitis   (so-called). 

(9)  Ptosis  of  the  stomach  or  intestines. 

(10)  Acute  or  chronic  disease  of  the 
liver,  gall  bladder,  pancreas,  or  spleen. 

(11)  Chronic  peritonitis  or  peritoneal 
adhesions. 

( 12 )  Chronic  enlargement  of  the  liver. 

(13)  Chronic  enlargement  of  the 
spleen. 

(14)  Jaundice  or  substantiated  his- 
tory of  recurrent  Jaundice. 

(15)  Splenectomy  for  any  cause  other 
than  trauma,  or  congenital  spherocy- 
tosis. 

( 16)  Proctitis,  stricture  or  prolapse  of 
the  rectum. 

(17)  Fissure  of  the  anus  of  pruritus 
anl  If  severe  or  recurrent. 

(18)  Fistula  in  ano  or  ischiorectal 
abscess. 

(19)  External  hemorrhoids  sufficient 
in  size  to  produce  marked  symptoms; 
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Internal  hemorrhoids,  if  large  or  ac- 
c(»ni>aiiled  by  hemorrhage,  or  protrud- 
ing Intermittently  or  constantly. 

(20)  Incontinence  of  feces. 

(21)  Amoeblasis;  uncinariasis. 

(J)  Endocrine  system  and  metabo- 
lism. The  following  conditions  are 
causes  for  rejection : 

( 1 )  Toxic  goiter  and  thyroid  adenoma. 

(2)  Cretinism;  hypothyroidism;  myx- 
edema, spontaneous  or  post-operative 
(with  clinical  manifestations  and  diag- 
nosis not  based  solely  on  low  basal  meta- 
bolic rate) . 

(3)  Gigantism  or  acromegaly;  diabe- 
tes insipidus.  Slmmonds'  disease; 
Cushing's  syndrome,  other  diseases  be- 
cause of  a  disorder  of  the  pituitary  gland. 

(4)  Frohlich's  syndrome. 

(5)  Hyperparathyroidism  and  hypo- 
parathyroidism when  the  diagnosis  is 
supported  by  adequate  laboratory 
studies. 

(6)  Addison's  disease. 

(7)  Glycosuria  if  persisting;  diabetes 
mellitus;  if  sugar  is  found  in  the  urine, 
further  specimens  voided  in  the  presence 
of  the  physician  or  authorized  assistant, 
should  be  examined.  In  doubtful  cases 
the  fasting  blood  sugar  and  glucose  toler- 
ance tests  should  be  obtained.  In  the 
presence  of  diabetes  mellitus  in  a  parent, 
sibling,  or  grandparent,  a  standard  glu- 
cose tolerance  test  Is  required. 

(8)  Nutritional  deficiency  diseases 
(including  sprue,  beriberi,  pellagra  and 
scurvy)  which  are  severe  or  not  readily 
remediable  or  in  which  permanent  path- 
ological changes  have  been  established. 

(9)  Gout. 

(10)  Hyperinsulinism  when  estab- 
lished by  adequate  investigation. 

(k)  Crenito-urinary  system. 

(1)  All  candidates  for  the  Coast 
Guard  Academy  shall  receive  a  serologic 
test  for  syphilis  and  a  urinalysis.  These 
tests  shall  be  conducted  at  the  time  of 
the  formal  physical  examination. 

(i)  When  albumin,  casts,  hemoglobin, 
or  red  blood  cells  are  found  in  the  urine, 
the  applicant  shall  not  be  accepted  un- 
less further  study  proves  such  findings  to 
be  of  no  significance.  Such  further 
study,  if  desired,  should  include  daily 
complete  examinations  of  the  urine  for 
at  least  3  days  and  such  other  tests  as 
are  necessary,  unless  the  presence  of 
albumin  and  casts  is  associated  with  en- 
largement of  the  heart,  high  blood  pres- 
sure, or  other  evidence  of  cardiovascular 
disease  of  such  degree  that  a  diagnosis  of 
renal  disease  may  be  made  immediately. 
When  albumin  or  casts  are  constantly 
or  intermittently  present,  the  underlying 
patholocical  condition  should,  if  possible, 
be  determined  and  stated  as  the  cause  for 
rejection:  but  if  albuminuria  or  casts  are 
present  daily  during  a  period  of  3  days, 
it  should  be  regarded  as  reason  for  re- 
jection, even  if  the  origin  cannot  be 
determined. 

(11)  When  the  specific  gravity  of  the 
specimen  first  examined  is  under  1.010, 
further  observation  of  the  applicant  and 
repeated  complete  lulnary  examinations 
are  indicated. 

(ill)  A  negative  serological  test  will 
be  accepted  as  satisfactory  evidence  of 
freedom  from  syphilis  in  the  absence  of 
a  history  of  previous  treatment  for.  or 
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clinical  signs  of  ssrphills.  When  the 
serological  test  for  syphilis  is  positive, 
the  possibUity  of  a  false  positive  test 
should  be  considered.  In  view  of  the 
possibility  of  error  In  such  a  test  the  can- 
didate will  be  given  the  opportunity  of  a 
reexamination.  A  repeated  positive  se- 
rological test,  in  the  absence  of  a  history 
of  syphilis,  will  be  cause  for  rejection. 

(2)  The  following  conditions  are 
causes  for  rejection: 

(i)  Acute  or  chronic  nephritis,  dia- 
betes, mellitus  or  insipidus,  or  glycosuria 
if  accompanied  by  abnormal  response  to 
bl(X}d  sugar  tests. 

(ii)  Blood,  pus,  or  albiunin  in  the 
urine,  if  persistent. 

(iii)  Floating  kidney,  hydronephrosis, 
pyelonephrosis,  pyelitis,  tumor  of  the 
kidney,  renal  calculi,  or  absence  of  one 
kidney,  horseshoe  kidney,  or  double 
ureter. 

(iv)   Acute  or  chronic  cystitis. 

(v)  Vesical  calculi,  tumors  of  the 
bladder,  incontinence  of  urine,  enuresis, 
or  retention  of  mine. 

(vi)  Hypertrophy,  abcess,  or  chronic 
infection  of  the  prostate  gland. 

(vii)  Urethral  stricture  or  urinary 
fistula. 

(viii)  Epispadias  or  hypospadias,  ex- 
cept for  minor  displacements  of  the 
urethral  orifice  with  no  impairment  in 
function  of  micturition,  and  no  symp- 
toms or  irritation. 

(ix)  Phimosis  when  prepuce  is  adher- 
ent in  whole  or  in  part  to  the  glands. 

(X)   Hermaphroditism. 

(xi)  Amputation  of  the  penis. 

(Xii)  Varicocele,  if  large  and  painful, 
or  hydrocele. 

(xiii)  Atrophy  of  both  testicles  or  loss 
of  both. 

(xiv)  Undescended  testicle  (acceptable 
if  unilateral,  abdominal  and  unassoci- 
ated  with  hernia),  infantile  genital 
organs. 

(XV)  Chronic  orchitis  or  epididymitis. 

(xvi)  A  persistently  positive  serologic 
test  for  syphilis. 

(xvii)  Syphilis  in  any  stage,  or  a 
clearly  defined  history  thereof. 

(xvlii)  Any  active  venereal  infection, 
acute  or  chronic,  or  any  active  infectious 
process  resulting  therefrom. 

(xix)  Reiter's  disease. 

(1)  The  extremities.  The  following 
conditions  are  causes  for  rejection: 

(1)  All  anomalies  in  the  number,  the 
form,  the  proportion,  and  the  move- 
ments of  the  extremities  which  produce 
noticeable  deformity  or  interfere  with 
function. 

(2)  Atrophy  of  the  muscles  of  any 
part,  if  progressive  or  if  sufficient  to  in- 
terfere with  function. 

(3)  Benign  tumors  if  sufficiently  large 
to  interfere  with  function. 

(4)  Ununited  fracture,  fractures  with 
shortening  or  callus  formation  sufficient 
to  interfere  with  function,  old  disloca- 
tions unreduced  or  partially  reduced, 
complete  or  partial  ankylosis  of  a  Joint, 
or  relaxed  articular  ligaments  permit- 
ting of  frequent  voluntcuy  or  involuntsjT 
displacement. 

(5)  Reduced  dislocation  or  united 
fractures  with  incomplete  restoration  of 
function;  substantiated  history  of  recur- 
rent dislocations  of  major  Joints. 
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(6)  Amputation  of  any  portion  of  a 
limb  (except  fingers  or  toes  if  there  is 
no  interference  with  military  activities) , 
or  resection  of  a  Joint. 

(7)  Excessive  curvature  of  a  long 
bone  or  extensive,  deep,  or  adherent 
scars  interfering  with  motion. 

( 8 )  Severe  sprains. 

(9)  Disease  of  the  bones  or  Joints; 
active  osteomyelitis;  history  of  an  at- 
tack of  hematogenous  osteomyelitis;  re- 
current attacks  of  osteomyelitis: 
sequestrum  demonstrable  on  X-ray;  or 
a  substantiated  history  of  a  single  attack 
of  osteomyelitis,  except  when  treated 
successfully  3  or  more  years  previously 
without  subsequent  recurrent  or  dis- 
qualifying sequelae. 

(10)  Chronic  sjmovitls;  torn  carti- 
lage; osteochondltls  dessicans;  or  other 
internal  derangement  in  a  Joint  (partic- 
ularly of  knee  Joint  with^  history  of 
dlsabllty ) . 

(11)  Varicose  veins  in  an  extremity 
when  they  cover  a  large  area;  are 
markedly  tortuous  or  much  dilated,  or 
are  associated  with  edema,  or  are  ac- 
companied by  subjective  symptoms. 

(12)  Varices  of  any  kind  situated  In 
the  leg  below  the  knee.  If  associated  with 
varicose  ulcers  or  scars  from  old  ulcera- 
tions; chronic  edema  of  a  limb. 

(13)  Chronic  or  obstinate  neuralgias, 
particularly  sciatic  neuritis. 

(14)  Adherent  or  united  finger  (web 
fingers). 

(15)  Deviation  of  the  normal  axis  of 
the  forearm  to  such  a  degree  as  to  Inter- 
fere with  the  proper  execution  of  the 
manual  of  arms. 

(18)  (1)  Permanent  flexion  or  exten- 
sion of  one  or  more  fingers,  as  well  as 
Irremediable  loss  of  motion  of  these 
parts,  if  sufBcient  to  interfere  with 
proper  execution  of  duties. 

(11)   Entire  loss  of  any  finger. 

(ill)  Mutilation  of  either  thumb  to 
such  an  extent  as  to  produce  material 
loss  of  apposition  or  strength  of  the 
member. 

(iv)  Loss  of  more  than  one  phalanx 
of  the  right  index  finger. 

(V)  Loss  of  the  terminal  and  middle 
phidanges  of  any  two  fingers  on  the 
same  hand. 

(17)  Perceptible  lameness  or  limping. 

(18)  Knock-knee,  when  the  gait  Is 
clumsy  or  ungainly,  or  when  subjective 
symptoms  of  weakness  are  present: 
bow-legs  if  so  marked  as  to  produce  no- 
ticeable deformity  when  the  applicant 
is  dressed. 

(19)  (1)  Clubfoot  unless  the  defect  is 
so  slight  as  to  produce  no  symptoms. 

(11)  Pes  cavus  if  extreme  and  causing 
symptoms. 

(ill)  Flatfoot  when  accompanied  with 
symptoms  of  weak  foot  or  when  the  foot 
is  weak  on  test.  Pronounced  cases  of 
flatfoot  attended  with  decided  everslon 
of  the  foot  and  marked  bulging  of  the 
inner  border,  due  to  inward  rotation  of 
the  astragalus,  are  disqualifying,  re- 
gardless of  the  presence  or  absence  of 
subjective  symptoms. 

(20)  Loss  of  either  great  toe  or  loss 
of  any  two  toes  on  the  same  foot. 

(21)  Orerridlnff  or  super  position  of 
any  of  the  toes  to  soch  a  degree  as  win 
produce  pain. 
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(22)  Ingrowing  toenails  when  marked 
or  painful. 

(23)  (I)  Hallux  valgus,  particularly 
congenital  type  or  when  accompanied 
by  bunloiL 

( li )  Bunions  sufBciently  pronounced  to 
Interfere  with  function. 

(lll»  Hammertoes  when  existing  to  such 
a  degree  as  to  Interfere  with  function 
when  wearing  shoes. 

(Iv)  Corns  or  callu-ses  on  the  sole  of 
the  foot  when  they  are  tender  or  painful. 

(24)  (1)  Hyperldrosls  or  bromldrosls 
when  present  to  a  marked  degree. 

(u»  Habitually  sodden  feet  with  blis- 
tered skin. 

<lil>  Unusually  large  or  deformed  feet 
for  which  proper  shoes  cannot  be  read- 
ily obtained. 

<25>  Severe  fungoid  Infection  of  nail- 
beds. 

•  28'  Surgical  procedures  Involving 
major  Joints  unless  at  least  a  six-month 
period  since  operation,  has  elapsed  and 
full  function  has  been  restored. 

'm>  The  spine  and  other  musculo- 
skeletal The  following  conditions  are 
causes  for  rejection: 

( 1  >  Lateral  deviation  of  the  spine  from 
the  normal  midline  of  such  degree  that 
it  Impairs  normal  function  or  Is  likely 
to  do  so. 

(2>  Curvature  of  the  spine  of  such 
decree  that  function  Is  Interfered  with 
or  is  likely  to  be  Interfered  with,  or  In 
which  there  Is  noticeable  deformity 
when  the  applicant  Is  dressed  'scoliosis, 
kyphosis,  or  lordosis) . 

(3>  Practure  or  dislocation  of  the 
vertebrae 

(4'   Vertebral  caries  (Pott's  dlsease>. 

'5)  Abscess  of  the  spinal  column  or 
Its  vicinity:  acute  or  chronic  osteomyell- 
Us 

(8)  Osteo-arthrltis  of  the  spinal  col- 
umn, partial  or  complete. 

a>  Coccyd3mia:  spina  bifida  mani- 
fests: spondylolisthesis:  cervical  rib. 

(8»  Active  arthritic  processes  from 
any  cause. 

(9)  Herniation  of  intervertebral  disc 
(nucleus  pulposus)  or  history  of  opera- 
tion for  this  condition. 

(10)  Malformation  and  deformities  of 
the  pelvis  sufBcient  to  Interlere  with 
function 

(11^  Disease  of  the  sacroiliac  and 
lumbo-sacral  Joints  which  Is  chronic  In 
nature,  associated  with  pain  referred  to 
legs,  muscular  spasm,  postural  deformi- 
ties, and  'or  limitation  of  motion  In  the 
region  of  the  lumbar  spine. 

(12)  History  of  chronic  or  recurrent 
low  back  pain. 

(n)  Skin.  The  following  conditions 
are  causes  for  rejection: 

( 1 )  Eczema  of  long  standing  or  which 
Is  resistant  to  treatment:  allergic  derma- 
tosis. If  severe. 

(2)  Chronic  impetigo;  sycosis;  car- 
buncle: acne  upon  face  or  neck  which 
Is  so  pronounced  as  to  be  definitely 
unsightly. 

(3)  Actinomycosis;  dermatitis  herpet- 
iformis; mycosis  fungoides. 

(4)  Extervsive  peorlasis,  ichthyosis; 
chronic  lichen  planus. 

(5)  Elephantiasis. 

(8)  Scabies;  pediculosis  (If  indicative 
of  unhygienic  habits) . 


«7)  Ulcerations  of  the  skin  not  ame- 
nable to  treatment,  or  those  of  long 
standing  or  of  considerable  extent,  or  of 
syphilitic  or  malignant  origin,   • 

(8)  Extensive,  deep,  or  adherent  scars 
that  interfere  with  muscular  movements, 
or  that  show  a  tendency  to  break  down 
and  ulcerate. 

<  9 )  Naevl  and  other  erectile  tumors  If 
extensive,  disfiguring  or  exposed  to  con- 
stant pressure. 

(10)  Obscene,  offensive,  or  indecent 
tattooing. 

(11)  Pilonidal  cyst  or  sinus  if  evi- 
denced by  presence  of  readily  palpable 
tumor  mass  or  If  there  is  a  history  of 
inflammation  or  of  purulent  discharge. 

(12)  Lupus  vulgaris;  other  tubercu- 
lous skin  lesions. 

(13  >  Lupus  erythematosus,  discoid  or 
generalized:  scleroderma. 

(14)  Epidermolysis  bullosa;  pemphi- 
gus. 

(15)  Plantar  warts  on  weight-bearing 
areas. 

( 18 »  Cyjita  and  benign  tumors  of  such 
a  size  and  or  location  as  to  Interfere 
with  the  normal  wearing  of  military 
equipment. 

(17)  Any  other  chronic  skin  disease 
of  a  degree  w^hlch  renders  the  Individual 
unfit  for  military  duty  or  so  disfiguring 
as  to  render  It  difficult  for  the  individual 
to  adjust  to  the  ordinary  social  relation- 
ships. 

(o>  The  nervous  system.  The  follow- 
ing conditions  are  causes  for  rejection: 

(1)  Neurosyphilis  of  any  form  (gen- 
eral paresis,  tabes  dorsalls.  meningovas- 
cular ssrphllls). 

(2)  Degenerative  disorders  (multiple 
sclerosis,  encephalomyelitis,  cerebellar 
and  Prledreich's  ataxia,  athetoses,  Hunt- 
ington's chorea,  muscular  atrophies  and 
dystrophies  of  any  type,  cerebral  arterio- 
sclerosis). 

(3)  Residuals  of  Infection  (moderate 
and  severe  residuals  of  poliomyelitis, 
meningitis  and  abscesses,  paralysis  agi- 
tans.  postencephalltls  syndromes,  Syden- 
ham's chorea). 

(4)  Peripheral  nerve  disorder  (chron- 
ic or  recurrent  neuritis  or  neuralgia  of 
an  intensity  which  Is  periodically  in- 
capacitating, multiple  neuritis,  neurofi- 
bromatosis ) . 

(5)  Residuals  of  trauma  (residuals  of 
concussion  or  severe  cerebral  trauma, 
post -traumatic  cerebral  syndrome,  in- 
capacitating severe  injuries  to  peripheral 
nerves). 

(6)  Paroxysmal  convulsive  disorders 
and  disturbances  of  consciousness  (grand 
mal,  petit  mal.  and  psychomotor  attacks. 
syncope  narcolepsy,  migraine). 

(7)  Miscellaneous  disorders  (tics. 
spasmodic  torticollis,  spasms,  brain  and 
spinal  cord  tumors,  whether  operated 
upon  or  not.  cerebrovascular  disease, 
congenital  malformations,  including 
spina  bifida  If  associated  with  neurologi- 
cal manifestations  and  meningocele  even 
If  uncomplicated,  Meniere's  disease). 

(p)  Psychiatric  and  personality  devia- 
tions. The  following  conditions  are 
causes  for  rejection: 

(1)  Psychotic  disorders  or  a  substan- 
tiated history  of  psychotic  episode. 

(2)  Psychoneurotic  reactions  which 
have  been  incapacitating. 
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( 3 )  Character  and  behavior  disorders 
which  have  prevented  a  good  adjustment 
with  particular  reference  to  antisocial 
tendencies,  sexual  deviation,  chronic  al^ 
cohollsm  or  drug  addiction. 
4)   Immaturity  reactions. 

'  5 »   Disorders  of  intelligence. 

iq)    Teeth. 

'  1 )  All  candidates  shall  be  given  a 
type  2  dental  examination  (mouth  mir- 
ror and  explorer  examination;  adequate 
natural  or  artificial  light ;  posterior  biter 
wing  roentgenograms,  when  indicated)* 
by  a  dental  officer  at  the  time  of  physical 
reexamination  and.  if  practicable,  at  for- 
mal physical  examination,  report  of 
which  shall  be  recorded  imder  item  44. 
Standard  Form  88,  Report  of  Medical 
Examination. 

(2)  Candidates  must  have  a  minimum 
of  20  serviceable  permanent,  natural 
teeth,  of  which  at  least  10  must  be  in  each 
arch.  When  third  molar  teeth  have  not 
erupted  and  are  shown  by  X-ray  exami- 
nation to  be  present  and  in  normal  posi- 
tion for  eruption,  they  may  be  counted 
as  serviceable  teeth  in  the  event  candi- 
dates do  not  otherwise  meet  the  mini- 
mum requirement  of  20  teeth. 

(3)  Definitions: 

(I)  Serviceable  teeth  are  permanent, 
natural  teeth  which  meet  all  of  the  fol- 
lowing conditions: 

(a)  Adequately  supported  by  healthy 
tissue. 

(b)  In  satisfactory  occlusion  with  op- 
posing natural  or  artificial  teeth. 

(c)  Of  sufficient  size  (crown  and/or 
roots)  and  without  faulty  calcification 
(severe  dysplasia). 

(d)  If  carious,  capable  of  being  satis- 
factorily restored. 

(e)  If  filled  or  crowned,  the  tooth  and 
restoration  are  in  satisfactory  condition. 

(/)  If  nonvltal.  treated  with  satis- 
factory pulp  canal  fillings. 

(II)  A  nonservlceable  tooth  is  one  that 
fails  to  meet  any  of  the  above  conditions. 

(ill)  Satisfactory  masticatory  function 
exists  when  a  minimum  of  3  masticating 
teeth  (bicuspids  and/or  molars,  natural 
or  artificial)  are  In  functional  bilateral 
occlusion. 

(4)  Prior  to  the  candidates'  reporting 
to  the  Academy,  missing  teeth  that  cause 
unsatisfactory  inclsal  and/or  mastica- 
tory function  or  that  result  in  unsighUy 
spaces  must  be  replaced  by  well-designed, 
functional,  partial  dentures  or  fixed 
bridges,  and  all  carious  teeth  except 
those  with  Incipient  carious  lesions  must 
be  satisfactorily  restored. 

(5)  The  following  conditions  are  causes 
for  rejection: 

1 1 )  Loss  of  teeth  in  excess  of  the  num- 
ber specified  In  subparagraph  (2)  of  this 
paragraph. 

(11)  Nonconformance  with  subpara- 
graph (4)  of  this  paragraph. 

(ill)  Malocclusion  that  Interferes  with 
satisfactory  inclsal  and/or  masticatory 
function  or  proper  phonation. 

(Iv)  Unsightly  dento-facial  deformity. 

(V)  Chronic  subluxation  of  the  man- 
dible associated  with  pain  and  not  amen- 
able to  treatment. 


'  Tbeae  X-rays  are  only  needed  when  un- 
erupted  third  molars  must  be  oounted  M 
serviceable  permanent  teeth  to  meet  require- 
ments of  subparagraph  (2)  of  this  paragraph. 
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(vi)  Advanced  and  extensive  peridon- 
toclasla. 

(vU)  Syphilitic  lesions,  malignant  tu- 
mors. 

(vlll)  Benign  timiors  or  cysts,  which 
require  treatment  or  may  require  treat- 
ment in  the  foreseeable  future. 

(Ix)  Perforations  from  the  oral  cavity 
into  the  nasal  cavity  or  maxillary  sinus. 

(r)  MiaceUaneous  conditions. 

(I)  The  following  miscellaneous  con- 
ditions are  causes  for  rejection : 

(i)  Any  deformity  which  is  repulsive 
or  which  prevents  the  proper  function- 
ing of  any  part  to  a  degree  interfering 
with  military  efficiency. 

(II)  Stuttering  or  other  impediment  of 
speech. 

(ill)  Deficient  muscular  development 
or  deficient  nutrition. 

(iv)  Evidences  of  physical  character- 
istics of  congentlal  asthenia,  such  as 
slender  bones,  a  weak  ill -developed 
thorax,  nephroptosis,  gastroptosis,  con- 
stipation, and  "drop"  heart,  with  its  pe- 
culiar attenuation  and  weak  and  easily 
fatigued  musculature. 

(v)  All  acute  communicable  diseases. 

(vi)  All  diseases  and  conditions  which 
are  not  easily  remediable  or  that  tend 
physically  to  incapacitate  the  individual 
such  as:  chronic  malaria  or  malarial 
cachexia;  tuberculosis;  leprosy,  acti- 
nomycosis; rheiunatold  arthritis;  osteo- 
myelitis; malignant  disease  of  any  kind 
in  any  location  or  substantiated  history 
of  same  unless  successfully  treated  5  or 
more  srears  previously;  hemophilia; 
purpura,  leukemia  of  all  types;  perni- 
cious anemia;  sickle  cell  anemia;  try- 
panosomiasis; fllariasis  which  has  pro- 
duced permanent  disability  or  deformity, 
history  of  any  acute  attack  of  filariasis 
within  6  months  of  date  of  examination, 
or  the  finding  of  mlcro-filaria  in  the 
blood  stream,  chronic  metallic  poisoning, 
allergic  manifestations  such  as  hay  fever, 
if  more  than  mild  or  if  likely  to  cause 
more  than  minimal  loss  of  time  from 
duty  or  if  associated  with  nasal  polyps 
or  hyperplastic  sinusitis;  allergic  con- 
junctivitis, allergic  dermatoses,  or  aller- 
gic rhinitis  particularly  if  there  is  asso- 
ciated hyperplastic  sinusitis  or  nasal 
polsrps.  or  a  history  thereof,  when  in  the 
opinion  of  the  examiner,  the  condition 
is  likely  to  frequently  recur,  or  to  cause 
more  than  minimal  loss  of  time  from 
duty  or  otherwise  is  of  present  or  future 
clinical  significance. 

(2)  Conditions  not  enumerated  or  com- 
binations of  conditions  which,  in  the 
opinion  of  the  medical  examiner,  will  not 
permit  a  full  productive  military  career, 
should  be  recorded  in  detail  with  appro- 
priate recommendations. 

(S)  If  all  defects  present  are  recorded 
on  Standard  Form  88  and  the  medical 
examiner  considers  all  defects  in  final 
determination  as  to  qualification  of  can- 
didate, the  Commandant's  acceptance  or 
rejection  of  candidates  will  be  simplified. 

§  40.10     Physical  aptitude  test. 

In  addition  to  the  physical  require- 
ments in  If  4041  i^nd  40.9.  candidates  are 
notified  that  If  appointed  a  cadet  in  the 
United' States  Coast  Ouard  they  must, 
during  the  preliminary  term  at  the  Coast 
Ouard  Academy,  qualify  in  phjrsical  ap- 
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tltude  as  determined  by  a  one-hour  ex- 
amination. This  examination  measiu'es 
neuromuscular  coordination,  muscular 
power,  muscular  endurance,  cardiovascu- 
lar endurance,  and  flexibility.  The  ex- 
amination comprises  a  series  of  tests  in- 
volving such  activities  as  rurming.  Jump- 
ing, throwing,  climbing,  dodging,  push- 
ing, and  pulling.  The  examination  will 
consist  of  a  number  of  tests  such  as  a 
vertical  Jump,  standing  broad  Jimip.  pull- 
ups,  dips,  push-ups.  300-yard  shuttle 
run,  squat  Jump,  sit-ups,  rope  climb,  etc. 
All  candidates  are  advised  to  condition 
themselves  physically  by  participation  in 
a  wide  range  of  physical  activities. 

§40.11      Designation  for  examination. 

A  candidate  who  has  been  accepted  as 
such  will  be  designated  to  report  for  the 
examination  and  will  be  advised  of  the 
time  and  place  he  should  so  report. 

§  40.12      Date  of  examination. 

Examinations  will  be  held  annually  for 
two  successive  days,  commencing  on  the 
third  Monday  in  February,  at  places 
where  examiners  are  available.  If  either 
of  these  days  falls  on  Washington's 
Birthday,  the  examination  will  be  held 
on  the  two  days  immediately  following 
the  holiday.  The  examiners  will  be  com- 
missioned officers  of  the  Coast  Ouard,  or 
clvU-servlce  examiners.  All  expenses 
connected  with  the  candidate's  appear- 
ance before  examiners  and  medical 
boards  must  be  borne  by  the  candidate. 

§  -i0.13      Annual     rompetitive     examina- 
tions. 

(a)  Purpose.  The  annual  competitive 
examination  Is  designed  to  select,  on  a 
fair  competitive  basis,  those  candidates 
who  are  best  qualified  and  most  likely  to 
succeed  as  cadets  and  officers  in  the 
United  States  Coast  Ouard. 

(b)  Scope  and  form. 

(1)  Successful  completion  of  the 
Academy  course  and  success  as  an  officer 
depends : 

(1)  on  an  adequate  educational  back- 
ground. 

(li)  on  the  possession  of  aptitudes 
related  to  both  technical  and  cultural 
studies. 

(ill)  on  a  sincere  interest  in  the  Coast 
Ouard  as  a  career,  and 

(Iv)  on  relevant  personality  and  phys- 
ical characteristics. 

(2)  In  addition  to  the  essential  virtues 
of  honesty,  dependability,  and  persever- 
ance, item  of  subparagraph  (l)(iv)  of 
this  paragraph  above  includes  physical 
stamina,  coordination,  physical  and 
mental  courage,  self-confidence,  emo- 
tional stability,  alertness,  leadership,  and 
the  ability  to  live  and  work  harmoniously 
in  close  contact  with  others.  The  com- 
plete examination  will  measure  as  fairly 
and  accurately  as  possible  the  extent  to 
which  each  candidate  meets  these  four 
general  qualifications. 

(c)  Achievement  tests.  The  subject 
matter  of  the  achievement  tests  will  be 
material  within  the  scope  of  most  high- 
school  curricula,  ^e..  knowledge  ordi- 
narily required  for  admission  to  college. 
In  the  construction  of  the  tests,  allow- 
ances will  be  made  for  the  fact  that  high- 
school  curricula  are  not  completely  uni- 
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form  throughout  the  country.  The  tests 
are  dcalciied  to  be  m  fair  as  possible  to 
students  from  all  varieties  of  secondary 
schools,  but  no  candidate  can  be  expected 
to  have  had  detailed  Instruction  In  all 
the  topics  covered  In  the  various  tests. 
Any  candidate  who  has  taken  the  re- 
quired courses  listed  In  i  40.4  can  feel 
that  he  Is  qualified  to  take  the  tests  as 
far  as  formal  training  Is  concerned.  It 
must  be  stressed  that  this  examination  is 
competitive,  not  merely  qualifying. 
Therefore,  the  examination  will  be  diffi- 
cult enough  to  discriminate  between 
candidates  of  nearly  equal  ed\Katlonal 
achievement.  Each  candidate  will  be 
tested  for  knowledge  in  all  the  following 
subjects: 

(1)  English  (Orr.mmar.  Composition, 
Literature,  and  Reading  Comprehen- 
sion ) . 

(2>  Mathematics  (Algebra  and  Plane 
Geometry ) . 

(d)  Aptitxide  tests.  (1)  The  examina- 
tion will  Include  a  battery  of  short  tests 
in  the  following : 

(1)  Science  Aptitude. 
(U)  Verbal  ApUtude. 
(ill)   Spatial  Aptitude. 

(iv)  Quantitative  Aptitude. 

(2)  Because  these  tests  stress  ability 
factors  rather  than  knowledge  or 
achiavement,  they  are  comparatively 
uninfluenced  by  training  and  experience. 
It  is  not  practical  to  prepare  for  them, 
and  no  ^>eclfic  information  on  their  con- 
tent will  be  furnished. 

(e)  Index  of  backaround  and  activity 
questionnaire.  Each  candidate  will  be 
given  a  questionnaire  regarding  his  voca- 
tional interest,  study  habits,  backgrotind. 
and  personality  characteristics. 

(f)  Personal  interview.  The  exami- 
ner before  whom  the  candidate  appears 
will  report  to  the  Commandant  his  ap- 
praisal of  the  candidate's  fitness  and 
adaptability  for  a  career  as  an  officer  in 
the  Coast  Guard.  Particular  attention 
will  be  paid  to  neatness,  cleanliness, 
physical  appearance,  bearing,  manner  of 
speech,  manliness,  and  qualities  of 
leadership.  The  examiner  will  report  in 
detail  any  defects  of  character  or  be- 
havior that  may  hinder  or  prevent  the 
development  of  leadership,  any  marked 
inaptitude  or  aversion  for  military  train- 
ing, and  any  evidence  of  evasion,  in- 
sincerity, or  immaturity. 

(g)  General  adaptability  board. 

(I)  A  specially  designated  board  of 
Coast  Guard  officers  will  be  charged  with 
the  duty  of  assigning  a  mark  in  general 
adaptability  to  each  candidate  who  has 
satisfied  minimum  reqiilrements  in  the 
above  written  tests.  The  term  "general 
adaptability"  includes  all  the  factors 
known  to  influence  success  as  a  cadet 
and  officer.  The  marks  will  be  based  on 
the  relative  merit  of  candidates  as  shown 
by  tests,  questionnaires,  and  the  inter- 
view reports  noted  in  paragraph  (f)  of 
this  section.  While  the  term  "general 
adaptability"  is  very  broad,  the  board's 
decision  will  be  based  on  factual  objec- 
tive Information  such  as  the  following: 

(1)  The  candidate's  attitude  toward 
assigned   tasks  and  his   willingness   to 
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work  as  shown  by  the  consistency  and 
pattern  of  his  previous  school  work. 

(11)  The  candidate's  previous  extra- 
curricular and  athletic  Interests  and  ex- 
perience, with  particular  attention  to 
evidence  of   leadership   and   teamwork. 

(iii)  The  candidate's  personal  quali- 
ties as  shown  by  his  reference  question- 
naire, the  interviewer's  report,  his  high- 
school  principal's  comments,  etc. 

(IV)  The  candidate's  physical  build, 
appearance,  and  his  bearing,  as  shown 
by  the  photographs  and  the  inter- 
viewer's report. 

(V)  The  candidate's  score  on  one  or 
more  tests  of  emotioruil  stability,  social 
adjustment,  vocational  interest,  study 
habits,  background,  and  personality 
characteristics  as  may  be  administered 
for  the  purpose. 

(2)  The  board  will  be  charged  with  the 
duty  of  obtaining  the  best  possible  ca- 
dets and  officers  for  the  Coast  Guard. 
It  is.  therefore,  to  a  candidate's  interest 
to  cooperate  fully  in  supplying  the  board 
with  all  relevant  mformation  on  the 
above  factors.  The  board's  judgment 
will  be  final  and  subject  to  review  only 
by  order  of  the  Commandant. 

(h)  Minimum  requirements.  To  es- 
tablish a  list  of  eligible  candidates  and 
eliminate  those  who  are  markedly  de- 
ficient in  one  or  more  parts  of  the  exami- 
nation, the  board  will  not  consider  can- 
didates who  fail  to  meet  minimum  test 
requirements.  All  raw  scores  will  be 
converted  to  standard  scores  by  the 
method  commonly  employed  in  modern 
testing  techniques.  The  board  will  then 
set  minimum  standard  score  require- 
ments. Candidates  who  have  standard 
scores  below  the  prescribed  individual 
and /or  combined  test  levels  will  be  elim- 
inated from  further  consideration. 

(i)  Computation  of  final  mark.  The 
final  marks  of  each  candidate  will  be 
computed  by  averaging  the  following 
subscores  in  accordance  with  the  indi- 
cated weights: 

( 1 )    Achievement  Tests 

English    -  ao 

Mathematics    _ 20 

<2)    Aptitude  Tests: 

Science   Aptitude     10 

Verbal,     SpaUal.     and     Quantita- 
tive    Aptitudes 10 

(3)  Index  of  Background  and  Activi- 

ties     15 

(4)  General    Adaptability... 25 

Total    100 

(j>  Appointments.  A  formal  ph^'si- 
cal  examination  will  be  given  about  six 
weeks  after  the  competitive  examination 
to  those  candidates  who  are  considered 
qualified.  Candidates  will  be  offered  ap- 
pointments in  the  order  of  their  final 
marks  until  the  vacancies  for  the  year 
have  been  filled.  A  candidate  who  fails 
to  receive  an  appointment  may  compete 
again  In  subsequent  years  without  prej- 
udice, provided  he  meets  the  age  and 
physical  qualifications. 

§  40. 1 1      .Srhednle  of   examinations. 

(a)  The  schedule  of  examination  will 
normally  be  as  follows: 
(1)   First  Day: 
8  ajn.  to  12  noon — ^Mathematics  and 
Sclenoe  Aptitude. 


1  pjn.  to  4:30  p.m. — English,  Per- 
sonal Inventory. 
(2)  Second  Day: 
8  ajn.  to  12  noon — Verbal.  Spatial 
and  Quantitative  Aptitude  'Tests; 
Index  of  Background  and  Activi- 
ties Questionnaire. 
(b)   All  material  necessary  for  taking 
the  examination  will  be  furnished  each 
candidate.      Drawing    instjnunents    and 
slide  rules  will  not  be  permitted. 

§  to.  13      Sample    qur^lionK    and    annwrr 
nhm. 

(a>  The  questions  in  this  section,  tak- 
en from  objective-type  examinations, 
and  a  sample  answer  sheet  are  Intended 
for  the  information  and  use  of  candi- 
dates who  may  be  unfamiliar  with  this 
type  of  test.  These  questions  illustrate 
various  kinds  of  questions  used.  The 
questions  are  answered  by  marking  the 
answer  sheet  in  accordance  with  instruc- 
tions which  precede  the  specific  exam- 
ination questions.  You  choose  the  one 
correct  answer  and  blacken  the  space 
beneath  the  corresponding  letter  on  the 
answer  sheet. 

MATHEMATICS 

<1»  If  2X-4J/-17  and  3y-2j  =  ll, 
then  y  -  2j     i?) 

I.*)    '■, 

(B)  1 

(C)  2 

(D)  3 

IK)     « 

(2)  Two  triangles  of  equal  area  have 
bases  of  4  and  9  inches,  respectively. 
What  is  the  ratio  of  the  altitude  of  the 
first  triangle  to  the  altitude  of  the 
second  triangle? 

<*)  4  to  9 

<B>  2   to  3 

(C)  3   to  2 

ID)  9   to  4 

(C)  81   to  16 

•  3)  The  equation  x'  +  px-|-q^O  has 
equal  roots  if 

(A)      p        0 

(B)  p-q 

( c  I    p  -  2(7 
(  D  )    p'  -  2q 

(E)  p'-5<7 

(4)  In  Figure  1,  points  P.  Q.  R.  and  S 
lie  on  the  same  circle.  PR  and  QS  in- 
tersect at  K.  If  Q*  =  12.  RK=6.  and 
SK    4.thenP#r=(?) 


Fnnns  1 

(A)     2 

(B)     8 

(c>  8 

a»   10 

(!)    18 

i 
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(5)  If  log,.x=8-l-log»4,  i=(t) 

(A)     13 

(B)  lao 

<c)   2M 
(O)    1004 
(E)   4000 

KITCLIBH 

( 6 )  Several  ways  are  given  for  wrltinff 
the  underlined  portion  of  the  sentence 
in  quotation  marks.  Choose  the  one  cor- 
rect answer. 

"The  organization  of  the  United  Nations 
Is  more  comply  than  the  League  at  Nations." 

( A )  no  change 

(B)  than  was 

(C)  than  that  of 
<D)    than  those  of 

( 7 )  The  sentences  below  are  presented 
in  scrambled  form,  and  need  to  be  rear- 
ranged to  form  a  well -organised  para- 
graph. Each  sentence  has  a  place  in  the 
paragraph ;  there  are  no  extra  sentences. 
"Which  sentence  did  you  put  first?" 

Sentetices 

President  Coolldge  entered  upon  his 
duties  at  Washington  without  display 
of  any  sort  and  showed  himself  to  be 
extremely  simple  In  tastes,  laconic  in 
speech,  and  thoroughly  absorbed  in  hla 
exacting  task. 

The  oath  of  office  was  administered  to 
the  new  President  by  his  aged  father. 

Vice-President  Coolldge  waa  enjoying 
his  vacation  at  his  boyhood  home  in 
Plymouth.  Vermont,  when  the  news  of 
President  Harding's  death  came  over 
the  wires. 


(A) 


(B) 


(C) 


(8)  In  rearranging  the  sentences  in 
question  7,  which  sentence  did  you  put 
after  (b)?  Directions:  Consider  that 
"D"  means  that  nothing  follows.  If  you 
arranged  the  sentences  in  the  order 
CAB,  your  answer  will  be  "d"  I.e.,  "No 
sentence." 

<9)  This  question  concerns  the  follow- 
ing poem: 

The  sigh   that  heaves  the  grasses 

Whence  thou  wilt  never  rise 
Is  of  the  air  that  passes 

And  knows  not  If  It  sighs. 
The  diamond  tears  adorning 

Thy  low  mound  on  the  lea. 
Those  are  the  tears  of  morning 

That  weeps,  but  not  for  thee. 

The  poem  Is  written  as  if  addressed  to 

(A)  Nature 

(B)  the  reader 

(C)  the  poet 

(D)  a  ruined  dwelling 
(E>  someone  dead 

(10)  In  the  poem  quoted  in  subpara- 
graph (9)  of  this  section,  the  speaker 
feels  that  Nature: 

(A)  does  not  participate  in  his  aadneaa 

(B)  should  be  reverenced 

(C)  Is  an  affectionate  mother  to  all  her 

children 

(D)  inspires  wonder  In  her  beholderB 

(E)  Is  a  cruel  and  Implacable  foe 

(b)  The  following  figure  2  is  a  sample 
of  the  "answer  sheet."  The  correct 
answer  Is  marked  on  the  answer  sheet 
by  making  a  solid  line  under  the  letter 
opposite  the  number  of  the  question. 
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§  40.16     Appoinlmenta. 

(a)  TTie  number  of  appointments  to  be 
made  each  year  from  candidates  who 
have  successfully  passed  the  examina- 
tions is  discretionary,  and  will  depend 
upon  the  needs  of  the  Service  at  the  time. 

<b)  Candidates  who  are  considered 
eligible  for  appointment  and  who  have 
passed  the  required  physical  examina- 
tion will  teceive  appointments  as  cadets 
In  the  United  States  Coast  Guard  and 
will  be  sent  instructions  to  report  to  the 
Coast  Guard  Academy  early  in  July.  A 
final  physical  examination  is  given  at  the 
Academy  prior  to  execution  of  the  oath 
of  ofBce. 

(c)  Having  been  appointed  and  hav- 
ing taken  the  oath  of  office,  a  cadet  will 
be  reimbursed  for  the  actual  mileage 
from  his  home  to  the  Acaden^  at  the 
rate  of  6  cents  per  mile. 

(d)  No  person  shall  become  a  cadet 
in  the  Coast  Guard  who  does  not  obligate 
himself,  in  such  manner  as  the  Com- 
mandant may  prescribe,  to  serve  at  least 
4  years  as  an  officer  in  the  Service  after 
graduation,  if  his  services  be  so  long  re- 
quired. 

§40.17     D^odt  required. 

A  cadet,  upon  admission  to  the  Coast 
Gumrd  Acadony,  shall  be  credited  with 
the  sum  of  $<K)0  to  defray  the  cost  of  his 
initial  clothing  and  equipment,  this  sum 
to  be  deducted  subsequently  from  his  pay 
in  accwdADee  with  the  regulations  pro- 
mulgated by  the  Commandant.  In  addi- 
tion each  cadet  upon  appointment  shall 
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<!tepo8it  with  the  Superintendent  of  the 
Academy  the  sum  of  $300,  this  amount 
to  be  used  to  help  defray  initial  cloth- 
ing and  equipment  costs  which  exceed 
the  amount  of  the  $600  credited.  The 
Superintendent  of  the  Academy,  in  ex- 
ceptional circumstances,  is  authorized 
to  waive  this  requirement  in  part,  but  the 
amount  so  waived  shall  be  made  up  by 
deductions  in  amounts  to  be  determined 
by  the  Superintendent  from  the  cadet's 
monthly  cash  allowances.  A  cadet  may 
use  so  much  of  this  $300  as  may  be  neces- 
sary to  defray  his  traveling  expenses  to 
the  Academy.  The  amoimt  thus  used 
will  be  deposited  with  the  Superintend- 
ent of  the  Academy  when  the  cadet  shall 
have  been  paid  his  mileage. 

§  40.18     Pay  of  cadets. 

A  cadet  in  the  Coast  Guard  receives 
the  same  pay  and  allowances  as  are  now 
or  may  hereafter  ^  provided  by  law  for 
midshipmen  in  the  Navy.  At  present 
these  equal  $1,333.80  per  annum  and 
commutation  one  ration  per  day.  Pay 
commences  upon  the  date  the  oath  of  ^ 
office  as  a  cadet  is  taken.  A  cadet's  pay 
is  not  a  wage  or  salary  for  services  ren- 
dered. It  is  money  furnished  by  the 
Government  for  uniforms,  equipment, 
textbooks,  and  other  expenses  incidental 
to  his  training.  A  cadet  does  not  receive 
allowances  for  dependents.  Cadet  pay 
is  disbursed  and  expended  only  as  di- 
rected by  the  Superintendent. 

§  40.19     Expenses  of  cadets. 

Practically  all  of  a  cadet's  pay  will  be 
required  to  defray  his  expenses  during 
his  cadetship  and  for  deposits  that  he 
will  be  required  to  make  toward  a  fund 
which,  upon  his  graduation,  will  be 
available  to  be  applied  toward  the  cost 
of  the  outfit  required  for  a  commissioned 
officer. 

§  40.20      Contracting  of  debts. 

No  cadet  may  contract  any  debt  or  re- 
ceive any  financial  assistance  from  home 
or  elsewhere  without  the  permission  of 
the  Superintendent  of  the  Academy. 
The  pay  of  a  cadet  is  sufficient  for  his 
support. 

§  40.21      Practice  cruises. 

During  the  months  of  June,  July,  and 
August,  cadets  are  sent  to  sea  in  Coast 
Guard  ships  for  instruction  and  practical 
exi>erience  in  seamanship,  navigation, 
gimnery.  and  marine  engineering. 
These  practice  cruises  include  visits  to 
foreign  ports  when  conditions  permit. 
Underclass  cadets  are  required  to  per- 
form the  duties  of  seamen  and  firemen 
during  their  basic  training.  The  First 
and  Third  Class  are  assigned  the  long 
cruise  which  lasts  about  9  weeks;  the 
Second  Class  and  the  new  Fourth  Class 
go  on  a  short  cruise  of  about  3  weeks  dur- 
ation at  the  end  of  the  Summer  Term. 

§  40.22     Privileges. 

(a)  With  the  approval  of  the  Com- 
mandant, the  Superintendent  may  grant 
leave  of  absence  to  cadets  meriting  it, 
exclusive  of  the  fourth  dasa,  at  the  ter- 
mination of  the  long  practice  cmlae  or, 
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for  thoM  cadeU  undergoing  summer 
training  ashore,  at  an  appropriate  time 
during  the  summer  months. 

<b)  Studies  and  exercises  shall  be  sus- 
pended on  January  1,  February  22.  May 
30.  July  4.  the  first  Monday  in  Septem- 
ber. November  11.  Thanksgiving  Day. 
December  25,  and  on  such  other  days  as 
may  be  designated  by  the  President  as 
national  holidays.  On  such  days  the 
Superintendent  may  grant  liberty  to 
cadets. 

(c>  The  Superintendent  may  grsmt 
leave  to  cadets  meriting  it  during  the 
period  which  includes  Christmas  and 
New  Year. 

(d)  Uberty  and  other  privileges  are 
granted  to  cadets  meriting  the  same 
under  regulations  prescribed  by  the 
Superintendent. 

(e)  Relatives  and  friends  of  cadets 
may  visit  them  at  the  Academy  at  such 
hours  as  the  Superintendent  may  pre- 
scribe for  visitors. 

§  40.23      Unifonni*. 

Cadet  luiifonns  and  equipment  are 
supplied  at  the  Academy  in  accordance 
with  Academy  uniform  regulations  and 
as  directed  by  the  Superintendent.  Most 
articles  must  be  of  imiform  design.  For 
that  reason  it  is  best  to  take  only  those 
items  of  clothing  which  will  be  needed 
for  the  five  or  six  days  until  you  receive 
your  prescribed  uniforms.  However,  the 
following  items  need  not  be  of  uniform 
pattern  and  may  be  brought  from  home 
by  a  cadet  on  original  entry  if  he  so 
desires : 


Garters,  plain. 
Hairbrush. 
Toothbrush. 
Comb. 


Shaving  kit. 
Whiskbroom. 
Shoe-blacking  kit. 
Sewing  kit. 


§  40.24      Graduation   and   promotion. 

(a)  Upon  graduation  from  the  Coast 
Guard  Academy,  cadets  are  awarded  de- 
grees of  bachelor  of  science  and  are  eligi- 
ble, if  physically  qualified,  to  be  com- 
missioned by  the  President  to  fill 
vacancies  in  the  grade  of  ensign  in  the 

..Coast  Guard.  When  so  commissioned, 
they  shall  have  rank  with  second  lieu- 
tenants in  the  Army.  Air  FV>rce,  and  Ma- 
rine Corps  and  ensigns  in  the  Navy. 

(b)  Promotions  of  ofQcers  of  the  Coast 
Guard  are  made  by  seniority  through  the 
successive  grades — lieutenant  (junior 
grade),  lieutenant,  lieutenant  com- 
mander, commander,  and  captain. 
When  so  commissioned,  ofOeers  of  the 
Coast  Guard  have  parallel  rank  with  offl-^ 
cers  of  the  Army,  Air  Force,  Marine 
Corps  and  Navy  of  corresponding  rank. 

§  40.25  General  requirrmrnt.<«  for  admis- 
sion  of  citizens  of  .Ameriran  Re- 
publies. 

(a)  The  Act  of  Congress  approved  24 
June  1938,  and  Executive  Order  7964  of 
29  August  1938  (3  CFR  1943  Cum.  Supp.) , 
provide  for  the  admission  of  citizens  of 
American  Republics  (other  than  the 
United  States)  to  receive  instruction  at 
the  United  States  Coast  Guard  Academy 
at  New  London.  Conn.  The  total  number 
of  citizens  from  American  Republics 
(other  than  the  United  States)  to  be  en- 
rolled at  any  one  time  shall  not  exceed 
twenty  (20)  and  the  number  enrolled  In 
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each  class  shall  not  exceed  five  (5)  at 
any  one  time.  Not  more  than  one  (D 
person  from  any  such  Republic  shall  re- 
ceive instructions  at  the  same  time.  The 
persons  receiving  instruction  shall  re- 
ceive the  same  pay,  allowances,  and 
emoluments — no  more  and  no  less — as  do 
citizens  of  the  United  States,  to  be  paid 
by  the  respe<jtive  Republics.  The  US 
Grovemment  will  not  provide  any  funds 
for  travel  or  maintenance  of  these  stu- 
dents. However,  the  United  States  Coast 
Guard  will  absorb  the  cost  of  instruction. 
They  shall  be  subject  to  the  same  rules 
and  regulations  govenung  admission,  at- 
tendance, discipline,  resignation,  dis- 
charge, dismissal,  and  graduation  as 
cadets  at  the  Coast  Guard  Academy  ap- 
pointed from  the  United  States,  subject 
to  such  necessary  exception  as  may  be 
determined  by  the  Commandant  of  the 
Coast  Guard.  However,  such  persons 
shall  not  be  entitled  to  appointment  to 
any  office  or  position  in  the  United  States 
Coast  Guard  by  reason  of  their  gradua- 
tion from  the  Coast  Guard  Academy. 

(b)  The  following  regulations  are 
established : 

( 1 )  United  States  Coast  Guard  Acad- 
emy. New  London.  Conn..  4-year  basic 
course.  Begins  in  July.  Each  candidate 
must; 

li)  Be  unmarried  bona  fide  male  citi- 
zen of  the  country  transmitting  the  re- 
quest, be  not  less  than  17  years  of  age 
and  not  have  reached  his  22d  birthday 
on  1  July  of  the  calendar  year  in  which 
he  enters  the  Coast  Guard  Academy. 
(Candidate  must  not  marry  during  the 
course  of  Instruction.) 

(il>  Possess  physical  qualifications  as 
specified  in  this  publication.  All  candi- 
dates must  undergo  a  physical  examina- 
tion at  the  United  States  Coast  Guard 
Academy.  Requests  for  waivers  for 
minor  defects  which  would  In  no  way 
prevent  the  Individual  from  participat- 
ing in  all  cadet  activities  may  be  sub- 
mitted to  the  Commandant,  United 
States  Coast  Guard. 

(ill)  Be  proficient  in  reading,  writing, 
and  speaking  Idiomatic  English  and  must 
demonstrate  In  the  regular  annual  en- 
trance examination  ability  to  profit  by 
Instruction.  Due  consideration  will  be 
given  In  the  English  examination  to  the 
probable  Inadequacy  of  his  preparation 
In  English  and  American  literature. 

'  iv )  Be  prepared  to  submit  certificates 
of  previous  academic  credits  equivalent 
to  those  required  of  candidates  from  the 
United  States  as  set  forth  in  this  publica- 
tion. 

(O  Regular  examinations  for  en- 
trance Into  the  United  States  Coast 
Guard  Academy  may  be  taken  either  In 
the  United  States  or  In  the  candidates' 
respective  native  countries.  In  the  latter 
case,  the  examination  will  be  taken  un- 
der the  supervision  of  a  diplomatic 
representative  of  the  United  States  who 
shall  furnish  a  report  as  to  the  candi- 
date's proficiency  in  the  use  of  idiomatic 
English. 

(d)  In  lieu  of  the  oath  of  allegiance 
to  the  United  States,  a  substitute  oath 
will  be  required  In  substance  as  follows: 

I,   

a  citizen  of 

aged years months,  having 


been  appointed  a  cadet  at  the  United 
States  Coast  Guard  Academy  do  solemn- 
ly swear  to  comply  with  all  regulations 
for  the  police  and  discipline  of  the  Acad- 
emy, and  to  give  my  utmost  efforts  to 
accomplish  satisfactorily  the  required 
curriculum :  do  swear  not  to  divulge  any 
Information  of  military  value  which  I 
may  obtain,  directly  or  indirectly,  in 
consequence  of  my  presence  at  the 
United  States  Coast  Guard  Academy,' to 
any  alien  government;  and  do  agree  that 
I  shall  be  withdrawn  from  the  United 
States  Coast  Guard  Academy  if  deficient 
in  conduct,  health  or  studies. 

Dated:   January  5.  1962. 

f^EALl  A.  C.  Richmond. 

Admiral.  U.S.  Coast  Guard. 

Commandant. 

|FR      Doc      62  301;     Filed.     Jan.     10.     1962; 
8  47   ami 


Title  5— ADMINISTRATIVE 
PERSONNEL 

Chopfer  I — Civil  Service  Commission 

PART  6— EXCEPTIONS  FROM  THE 
COMPETITIVE  SERVICE 

Deparlment  of   Defense 

Effective  upon  publication  In  the 
Federal  Register,  subparagraph  (5)  is 
added  to  paragraph  (a)  of  §  6.104  as  set 
out  l)elow. 

§6.10^1      t)«>purtnienl   of   Defenj»*. 

<a)   Office  of  the  Secretary.  •   •   • 
<5)    Not  to  exceed  January  1,  1964.  8 
positions  of  Regional  Director  In  the  Of- 
fice of  the  Assistant  Secretary  of  De- 
fense (Civil  Defense). 

(RS.   1753.  sec    2.  22  Stat    403.  as  amended: 
5  use    631.  633) 

United  States  Civil  Serv- 
ice Commission, 
I  seal)       Mary  V.  Wenzel, 

Executive  Assistant  to 
the  Ccnnmissioners. 

|FR      Doc      62  282;     Piled.    Jan.     10.     1962; 
8:45  am. I 


PART  6^EXCEPTIONS  FROM  THE 
COMPETITIVE  SERVICE 

Federal  Aviation  Agency 

Effective  upon  publication  in  the  Fed- 
eral Register,  paragraph  <g)  is  added  to 
§  6.364  as  set  out  below. 

§  6.36-t      Federal   .Aviation   .Agenrv. 

(g)  One  Private  Secretary  to  the  Ad- 
ministrator. 

(RS.  1753,  sec.  2,  22  Stat.  403,  as  amended; 
5  use.  631.  633) 

United  States  Civn.  Sehv- 
icE  Commission, 
I  seal  1       Mary  V.  Wenzel. 

Executive  Assistant  to 
the  Commissioners. 

I  PR.    Doc.     62-310;     Piled.    Jan.    10,     1962; 
8:49  a.m.] 


Thursday^  January  11,  1962 

Title  7— AGRICULTURE 

Chapter  VII — ^Agricultural  Stabiliza- 
tion and  Conservation  Service  (Agri- 
cultural Adjustment),  Department  of 
Agriculture 

PART  722— COnON 

Proclamation  of  Results  of  Marketing 
Quota  Referendum  for  1962  Crop 
of  Upland  Cotton 

§  722.506      Battin  and  purpose. 

The  purpose  of  this  proclamation  is  to 
announce  the  results  of  the  marketing 
quota  referendum  for  the  1962  crop  of 
upland  cotton.  Under  the  provisions  of 
the  Agricultural  Adjustment  Act  of  1938, 
as  amended,  the  Secretary  of  Agriculture 
on  October  12,  1961,  proclaimed  a  na- 
tional marketing  quota  for  the  1962  crop 
of  upland  cotton  (26  P.R.  9703),  and 
5  722.523  of  the  Acreage  Allotment  Reg- 
ulations for  the  1962  Crop  of  Upland 
Cotton  (26  FR.  9966)  provided  that  a 
referendum  would  be  held  on  December 
12,  1961,  to  determine  whether  cotton 
farmers  were  In  favor  of  or  opposed  to 
such  quota.  Since  the  only  purpose  of 
this  proclamation  is  to  announce  the  re- 
sults of  the  referendum,  it  is  hereby 
found  and  determined  that,  with  respect 
to  the  proclamation,  application  of  the 
notice  and  public  procedure  require- 
ments of  section  4  of  the  Administrative 
Procedure  Act[  (60  Stat.  238;  5  UJS.C. 
1003)  Is  unnef^ssary. 

§  722.507  Prorlnmation  of  results  of  the 
mnrketinf:  quota  referendum  for  the 
1962  crop  of  upland  cotton. 

In  a  referendum  held  on  December  12, 
1961.  of  farmers  engaged  In  the  produc- 
tion of  the  1961  crop  of  upland  cotton. 
280.499  farmers  voted.  Of  those  voting 
271.824,  or  96.9  percent,  favored  the  na- 
tional marketing  quota  proclaimed  by 
the  Secretary  for  the  1962  crop  of  up- 
land cotton  and  8,675,  or  3.1  percent, 
opposed  such  quota.  Therefore,  the  na- 
tional marketing  quota  of  15,714,000 
bales  proclaimed  by  the  Secretary  of 
Agriculture  on  October  12,  1961.  for  the 
1962  crop  of  upland  cotton  shall  con- 
tinue in  effect. 

(Sees.    342-345.    375.    52    Stat.    56-58,    66.   as 

amended;  7  U.S.C.  1342-1345.  1375) 

Effective  date :  Date  of  filing  with  the 
Director,  OfBce  of  the  Federal  Register. 

Signed  at  Washington,  D.C.,  on  Janu- 
ary 8.  1962. 

E.  A.  Jaenkz, 
Acting  Administrator.  AgrictU- 
tural  Stabilization  and  Con- 
servation Service. 

!PR.    Doc.    62-331;     Piled,    Jan.    10.    1062; 
8:51  ajn.|  | 


PART  722 — COTTON 

Proclamation  of  Results  of  MoHceting 
Quota  Referendum  for  1962  Crop 
of  Extra  Long  Staple  Cotton 

§  722.555      Basis   and  purpose. 

The  purpose  of  this  proclamation  is 
to  announce  the  results  of  the  marketing 
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quota  referendum  for  the  1962  crop  of 
extra  long  staple  cotton.  Under  the  pro- 
Tisions  of  the  Agricultural  Adjustment 
Act  of  1938.  as  amended,  the  Secretary 
of  Agriculture  on  October  12,  1961,  pro- 
claimed a  national  marketing  quota  for 
the  1962  crop  of  extra  long  staple  cot- 
ton (26  PJl.  9704) ,  and  §  722.572  of  the 
Acreage  Allotment  Regulations  for  the 
1962  Crop  of  Extra  Long  Staple  Cotton 
(26  PJt  9975)  provided  that  a  referen- 
dum would  be  held  on  December  12,  1961, 
to  determine  whether  extra  long  staple 
cotton  farmers  were  in  favor  of  or  op- 
posed to  such  quota.  Since  the  only 
purpose  of  this  proclamation  is  to  an- 
nounce the  results  of  the  referendum, 
it  is  hereby  found  and  determined  that, 
with  respect  to  the  proclamation,  appli- 
cation of  the  notice  and  public  procedure 
requirements  of  section  4  of  the  Admin- 
istrative Procedure  Act  (60  Stat.  238;  5 
U.S.C.  1003)  is  unnecessary. 

§  722.556  Proclamation  of  results  of  the 
marketing  quota  referendum  for  the 
1962  crop  of  extra  long  staple  cotton. 

In  a  referendum  held  on  December  12, 
1961.  of  farmers  engaged  in  the  produc- 
tion of  the  1961  crop  of  extra  long  staple 
cotton.  1,175  farmers  voted.  Of  those 
voting,  1.042,  or  88.7  percent,  favored 
the  national  maiiceting  quota  proclaimed 
by  the  Secretary  for  the  1962  crop  of 
extra  long  staple  cotton,  and  133,  or  11.3 
percent,  opposed  such  quota.  There- 
fore, the  national  marketing  quota  of 
102,800  bales  proclaimed  by  the  Secre- 
tary of  Agriculture  on  October  12,  1961, 
for  the  1962  crop  of  extra  long  staple 
cotton  shall  continue  in  effect. 

(Sees.  342-345,  847,   375,   52  Stat.  56-59,  66. 
as  amended;  7  D.S.C.  1342-1345,  1347,  1375) 

Effective  date:  Date  of  filing  with  the 
Director.  Office  of  the  Federal  Register. 

Signed  at  Washington,  D.C..  on  Janu- 
ary 8, 1962. 

E.  A.  Jaenke, 
Acting  Administrator,  Agricul- 
tural Stabilization  and  Con- 
servation Service. 

[PJR.    Doc.    62-333:     Piled,    Jan.    10.    1962; 
8:51  ajn.j 


Title  14-AERONAimCS  AND 
SPACE 

Chapter  III — Federal  Aviation  Agency 

SUBCHAFTER   E — AIR   NAVIGATION 
REGULATIONS 

(AlrqMce  Docket  No.  61-WA-41] 

"  PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alteration  of  Federal  Airway  and 
Associoted  Control  Areas 

On  April  25. 1961,  a  notice  of  proposed 
rule  maklnf  was  published  in  the  Fed- 
■XAi.  RxGiSTn  (26  FH.  3540)  stating  that 
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the  Federal  Aviation  Agency  proposed  to 
designate  low  altitude  VOR  Federal  air- 
way No.  526  from  Winslow,  Ariz.,  to  Taos, 
N.  Mex.,  via  Crownpoint.  N.  Mex.,  and  to 
designate  the  control  areas  associated 
with  Victor  526  to  extend  upward  from 
at  least  1200  feet  above  the  surface  or. 
if  appropriate.  500  feet  below  the  mini- 
mum IFR  en  route  altitude,  when  estab- 
lished, to  the  base  of  the  continental 
control  area. 

On  August  1.  1961.  a  supplemental 
notice  of  proposed  rule  making  was  pub- 
lished in  the  Federal  Register  (26  FH. 
6860)  amending  the  original  notice.  The 
supplemental  notice  proposed  that  the 
control  areas  associated  with  Victor  526 
extend  upward  from  700  feet  above  the 
surface  to  the  base  of  the  continental 
control  area  until  such  time  as  all  control 
areas  associated  with  the  other  airways 
in  the  vicinity  of  Winslow  and  Taos  can 
be  altered  by  applsring  Amendment  60-21 
to  Part  60  of  the  Civil  Air  Regulations. 
No  adverse  comments  were  received 
regarding  the  proposed  amendments. 

The  notice  proposed  that  Victor  526 
be  designated  from  Winslow.  Ariz.,  to 
Taos,  N.  Mex.  The  Federal  Aviation 
Agency  has  re-evaluated  this  proposal 
and  has  determined  that  this  airway 
segment  should  be  designated  as  a  seg- 
ment of  low  altitude  VOR  Federal  air- 
way No.  514  which  presently  extends 
from  Tobe,  Colo.,  to  Russell,  Kans.  This 
would  simplify  the  air  route  structure 
by  adding  a  segment  to  an  existing  air- 
way instead  of  designating  a  new  airway. 
Therefore,  action  Is  taken  herein  to  des- 
ignate a  segment  of  Victor  514  from  the 
Winslow  VOR  to  the  Taos  VOR.' 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rules  herein  adopted  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  P.R.  12582) 
and  for  the  reasons  stated  herein  and  in 
the  notices,  the  following  actions  are 
taken : 

1.  Section  600.6514  (26  Fit.  5)  is 
amended  to  read: 

§  600.6514  (Whiitlow,  Ariz.,  to  Taos, 
N.  Mex.,  and  Tobe,  Colo.,  to  Ruaaell, 

Kans.). 

Prom  the  Winslow,  Ariz.,  VOR  via  the 
Crown  Point,  N.  Mex.,  VOR;  to  the  Taos, 
N.  Mex.,  VOR.  Prom  the  Tobe,  Colo.. 
VORTAC  via  the  Garden  City.  Kans., 
VORTAC;  to  the  Russell,  Kans.,  VOR. 

2.  SecUon  601.6514  (26  PJR.  5)  is 
amended  to  read: 

§601.6514  Control  areas  (Winslow, 
Ariz.,  to  Taos,  N.  Mex.,  and  Tobe, 
Colo.,  to  Russell,  Kans.). 

AU  of  VOR  Federal  airway  No.  514. 

These  amendments  shall  become  effec- 
tive 0001  e.s.t.,  March  8.  1962. 
(Sec.  307(a),  72   Stat.  749;    49   n.S.C.   1348) 

Issued  in  Washington,  D.C.  on  Jan- 
uary 4,  1962. 

D.  D.  Thomas, 
Director.  Air  Traffic  Service. 

[FH.    Doc.    62-289;    Piled,    Jan.    10,    1062; 
8:46  a.m.] 
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Title  15— COMMERCE  AND 
F0REI6N  TRADE 

Chapter  II— National  Bur«au  of  Stand- 
ards,  Dopartmont  of  Commorco 

SUtCHArrER  k^STANOARO  SAMKES  AND 
REFEtffNCE    STANDARDS 

PART  230— STANDARD  SAMPLES  AND 
REFERENCE  STANDARDS  ISSUED  BY 
THE  NATIONAL  BUREAU  OF  STAND- 
ARDS 

Subpart  B-^Standard  Samples  and 
Roforonce  Standards  With  Schedule 
of  Weights  and   Fees 

DiscRiPTrvE  List 

In  accordance  with  the  provisions  of 
section  4  (a)  and  (c)  of  the  Administra- 
tive Procedure  Act,  it  has  been  found 
that  notice  and  hearing  on  these  sched- 
ules of  fees  are  unnecessary  for  the  rea- 
son that  such  procedures,  because  of  the 
nature  of  these  rules,  serve  no  useful 
purpose.  These  amendments  are  effec- 
tive from  the  date  of  publication  in  the 
FxDXRAL  Register. 

In  S  230.11  Descriptive  list,  paragraphs 
(a),  (b).  (c).  (d).  (e).  (f).  (g».  <h).  <i). 
and  (k)  are  revised  to  read  as  follows: 

(a)   Steels. 


Sample 
No 

Name 

A[>prox 

wciuht 
(if  s:iliil>lc 

III  Krauij 

s;llll 

8i 
lOK 
170a 
IM 
llK 
12R 
132 

isr 

I4d 
lAd 
lOf 
20f 
51b 
ASd 
iOOb 
lOi 

129a 

129b 

130a 

ISl 

30e 

32e 

33d 

721 

Ulb 

3«a 

106b 

139a 

IM 

190 

SOc 

132a 

134a 

lS3a 

199 

73b 

133a 

101c 

121c 

123b 
160a 
1Mb 
12eb 


Bessemer.  0  1  C 

Bessemer.  0  2  (" 

B.O.H..  0.09  C,  0  2  Ti 

BO  n.,0  1  C 

BO  II  .0.2C 

BOH  .0.4r 

B.O.II  ,0.5  C,0.04Sn 

B.O.II.O.iir 

B.O.II  .OHC 

BOH..  IOC 

A.O.H  ,0.2r 

A.O.H  ,0.4C 

Electric  furnace.  1.2  C 

Basic  electric.  0  3  C      . 
-Manganese  (SAE  T1340i 
HlKh-suIfur.   0  2   C    icarUin  j 

only) 

niKh-sillcon.  3  .SI I 

Hlgh-suIfur  (.SAE  X1112»     . 

Lead-bearing,  0.2  Pb.    

Boron-bearing.  0  0O3  B 

Cr-V  (SAE  6150) 

Cr-Nl  (8AE3140) 

M-Mo  (SAE  4«20) 

Cr-Mo  (SAE  X4130) 

.Nl-Mo  (SAE  4620) 

Cr2-Mol 

Cr-Mo- Al  (.Nltralloy  (1)  .. 

Cr-N'i-Mo  (AISI8640) 

Cr-N'i-Mo  (NE  iH90) , 

Crl-Mo0.4-Ag0.1 I 

W18-Cr4-Vl 

Mo5-W6.Cr4-V2 

Mo*.W2-Cr4-Vl 

Mo»- W2-Cr4-V2-Co« 

CrO.5-W0.5 - 

Stainless  (Cr  13)  (SAE  420) 
Stainless  (Crl3-Mo0.3-S0.3).. 

Crl8-M9  (SAE  304) 

Crl8-Nil0  (Tl-bearlntJ(SAE 

321) 

Cr-N'l-Nb0.7-Ta0.2  (SA  E  .147) 
Crl(>-N'tl4-Mo3  (SAE  316)... 

Crl9-Nl»  (carbon  only) 

Hlgh-nlckel  (Ni36) 


I.W 
IV) 
I.V) 
l.iO 
l.'W 
l.V) 
l.V) 
I.W 
t.50 
IM 
l.V) 
I.V) 
[■*) 
l.V) 
IV) 

l.» 

150 
tV) 
l.V) 
l.V) 
1.V) 
l.V) 
l.V) 
l.V) 
I.V) 
l.V) 
I.V) 
150 
l.V) 
IV) 
l.V) 
150 
150 
l.V) 
150 
l.V) 
1.V) 
150 

1.V) 
150 
150 
150 
ISO 


$H  no 
r<  tin 

ti.  00 

r>.  no 
«  on 

K  (X) 

«  00 
6.00 
6.00 
tVOO 

fi.no 

f.  00 

rt  DO 

i>  1)0 

h  00 

ti.  no 

fi.  00 
6  00 
6.00 
3.  iX) 

6  00 
.00 
.00 
.00 
.00 
,00 

00 
.00 
.00 
.00 

7  .V) 
7  50 
7  V) 
7  50 
7  V) 
7  .V) 
7  50 
7  .V) 

7  V) 
7.50 
7  50 
7  50 
7  SO 


RULES  AND  REGULATIONS 


(b)   Irons. 


Approi- 

Price 

Sample 

lmat« 

per 

.So. 

Nam« 

weight 

sam- 

of sample 

ple 

In  gramj 

:\ 

Willie  iron   

l.*5 
IV) 
IV) 
IVI 
I.V) 

$7  ,V) 

4i 

Cw-it  iron        .... 

7  50 

-■k 

Cik^tiron 

7  V) 

i.f 

("'kslifon        -...--........ 

7  .V) 

7tt 

Cikst  iron       ..„.„..„,„.. 

7  .V) 

.'A- 

Ingot  iron      , 

IV) 

7  .V) 

HJa 

N'lrk'-I  i-firoiiiiuiii  (•a.-l  iron 

rji 

7  V) 

lil7h 

S  Kkcl  1  tiroiimini  ii."l\  ti  !•■ 

mini  av-t  iron 

1  VO 

7     t) 

ll.Vt 

.\l<k<l     (■(iroiiimin     r..|.i..'r 

(•H.^t  iron 

i<i 

7   -'«J 

1  .-.■  1 

Ci-t  iron    i-ar  »  !i'^  1         

1.'*) 

7  50 

.Ul 

1  iiiiliN"  iron                        .... 

I.V> 

7  .V) 

u: 

.N(|.liilu-  iron - 

1.V} 

7   V) 

(c)   steel-making  alloys. 


!,7 
61a 


f-4l 


"  .1 

"I 


K<-f)iii-il  -silicon. 
Krrruviin.i'lium    ihieli    car- 

hon '   .  

KiTriM-tiroiii.iiiii      tiiKli    cur- 

l.on  

.>|iii'pi.l.is4'n    

<  ■  ilniirn  inolyfxiat*. 

VirroplLisphorii'*. ...... 

Krrrol'oroii  -..„ 


Apl'r.jx 
Ini.iit' 

Wl-lglll 

if  ^uni'lr 
lu  grains , 


<« 

liii) 

IlKI 
till) 

to 

75 

luo 


I'rliv 
I«-r 


V>  (in 

1-.  no 

'.  no 
ti  uo 

6  01) 
6  00 
0  00 


id  I    Nov. ferrous  alloys. 


Sample 
.So. 


Approx-  I  Price 


i»b 

KTi 

.M.l 

-re 

IM 
tVJ.I 
li"4u 
'Vk- 
l.'i'l 
l.W 
l'i7 
\<\x 
;My 

157» 

im 

li^2a 

16U 

171 

127-1 

Mb 


S.iiiie 


.\llitninuni   illoy.  wrouiflit 
.\hlinlnuin  t..i.s<"    i-!W<tlnn    iii 

!">• 

.\luniliuirii  siluiin  .»lloy 
HiMrini?  nii'tal.  l<'iiill'ii..x' 

lic.iriiiir  metal,  tin  tj.i.sc 

Hr.i.s.s.  .slwi't    

Uronie.  rn.<f     .,..- 

Hronrr.  Icmliil  tin ..... 

Bronze,  manifiuie.s* 

Uronie.  iilunununi         

Bronze.  pti<).sphoru.-i       

Bronze  ((  u.s.5-l'l..'.-.>n5-ZnS) 

Bronze    siIkdii        

(  o43-Mo4  SI);j-\V4    

(  ()-«lMo4  Sl..iT.il  «  4 
.Slrltellia.se    (Sl'.T Colt 

CrJii 
Slckel     ^llver      (('ij'..hSiI.' 

Zn2«)  

Sic'kel-liikie  iitstinn  ;illoy  .  .  . 

.Monel-tyi*-  (.SifV4-(u31) 

Si77-('r'20  alloy     

.M agneslum-bttse  alloy 

.■«)lJer  (I'l>70-Sn3<)'       .     . 
Zinc  lia.se  ilie-ca.stinK  alloy 


nil  lie 

'■f  >  inil'le 
111  iT  ini> 


170 

170 

I'm 

IVI 

1'4I 

r<i 

l"<l 

\-i\ 

\'i\ 

\->\ 

1'<I 

I<1 

fr 


te  00 

ti  III 

ri  III 

111  III) 

111  II) 

III  III 

III  III 

111  II) 

III  III 

III  III 

III  III 

III  III 

HI  III 

III  III 

III  III 


l'<i      in  III 


l.VJ 
I  VI 

IVI 
iiii 

170 
IVI 


111  III 

in  III 

in  III 

HI  III 

6  III 

in  III 

ti  III 


(e)    Titanium- 
alloys. 


and     zirconium -base 


Sample 
No. 


Same 


173 
174 
360 


A16-V4 ,. 

A14-.Vln4 1. 

Zlrcaloy 


ApiH-oi-  I'riiv 

imat4-  ;^T 

weight  Siim- 

of  sample  pie 

in  graiii:i 


ino  $11)  un 
nil)  I  In  00 
ino  !  .11  no 


(f) 

Ores. 

.\l>prox- 

I'ri.r 

Sample 

Imate 

p.'r 

-So. 

S 11  me 

weight 
of  sample 
in  grams 

V. 

siini- 
Pl.- 

69h 

Baimle                    . . 

(>.  Ill 

.-71 

Iron  ore.  Mi-Miln. 

IIII 

1.  Ill 

.■?« 

Iron  ore.  Nome 

VI 

.1  III 

HI 

I.itliuini  ore    spo  liiiiii'ii'' ' 

4.'. 

1.  Ill 

IH-.' 

1. 11  hiiiiii  ore  '  I'i'IhIiIi'i 

45 

i<  III 

I<» 

l.ltliimii  ore    I.rpi.lolil4-) .  . . 

4.'i 

1,  III 

J.V 

.MiiiiKiuii'>e  ori'      

nil 
4.". 

i<  III 

1.1  hi 

l'ho^[i|l;lle  rixk         

li    Kl 

n7 

1  in    ore      Ho|i\  mn    ronrrn 

lr«te 

VI 

ti    II) 

ii» 

1  in  ori'    N  .  K  I   loini'nir.'itei 

.V) 

t.    Ill 

113 

/inc  ore  iTri  ^t.ite  eonein 

Irate^ 

.V) 

>.    Ill 

<gi    Ceramurnaterials. 


■^iimplo 

No 


N.%nie 


I 


.\pproT- 
imale     I 
weight 

of  sample! 

In  gram.s  ; 


I'riiv 

l»r 

>ikiii 


7ti  Hiirni    I       f  fr  irtory       (4l»^: 

.M.'ii^ 

77  Hiirii.^l       r>'fr:iitory        ititC', 

.Miiii'  

7s  lliini.^l      r-fmlory       (TIT; 

\lj'i.  

lik-li      1   liroiiu'  r>  frill  tory       

I'Jh  .-^ili'-JirifriH  torv   li  2}",.  .\li<)i> 

I'W  .-^ilinirrfriiitorv    n  ."i'';  AljOji 

177  j    I 'eninit,  [xirtl.inil 

WW  I    KeliNpir.  <(><!.i       

SK  '    tili-S.-..  li  ;iil  I'arMUIl 

Wl        I  il.Lsv,  oplll  .. 

'rj      <  ilkvi.  |o\*  ("irmi 

'*.(      I  iLk-vs.  Iiii.'li  iKiroii  

|ii."i  I  il:l.s.s  <.inil     low    iroIP       .... 

I  I        I.IIllrstone.  ,iri.Mll.Mroll.s 

lo2       Silii-:i.  tiriik  

im       Hiirii'l  niikiiii  Nitf 

112      .>illn)ii  enrl'i'li' 

I.M.i  ,   ■ril.iiuurn 'lloiiili-      


ft)      t».  in 


60 


60 

r,  (II 

60 

ii  III 

45 

ti  III 

4.^ 

ti  III 

15 

li  III 

40 

ti  III 

45 

r,  III 

45 

ti  nri 

45 

6  III 

45 

t.  Ill 

till 

(i  III 

VI 

li  III 

till 

ti  III 

III 

ti  III 

s.'. 

ii  III 

411 

li   III 

( h )    Mi 


cTOc/t 


emical  standards. 


-ample 
No. 


S  line 


.\ppr(H-  I'ruv 

linale  IHT 

weight  -.1111 

of  sample  pie 
in  grams  i 


I4llli 

I4U 

I4J 

14.(l< 

145 

147 


111  u;oir   11  1 

1     

•1 
2 
2 
2 
2 
2 

f4i   III 

\i-»-rHnil|.li 

li   III 

,\ni<li-  :ii-li| 
t  *  \  >line 

It   III 

ii  nil 

.'  ioi|ol..'n,'i 
Tripliiiiyl 

ic  mill         

i|iosph.ite 

li  (HI 
6  IV 

I 


(ii   Chemicals. 


Approx- 

I'rkr 

.-^amiile 

imate 

[XT 

No 

Same 

weight 

.•<;iin- 

of  sample 

ple 

In  gram.-i 

H4f 

Aciil  p<it.is.suini  plitlialate. . 

to 

U  00 

:wh 

Benzole  .wiil 

ao 

30 
til) 
75 
75 

4  (10 

.l.V) 

BenzoU  arl'l        

4  OU 

41  )g 

.■^ixlliini  oialate  

4  00 

<Hi 

.^rs•"nl^  trloilde  . 

4.00 

i:j6b 

I'ota.'vsiiim  illc-hrnmiite    

4  no 

17 

Siieros*'  icune-sugar)   

60 

4  00 

41 

Deitrose  (glucose) 

70 

4  00 

UVI 

rraniiiip  omle  (CjOii     

25 

5  00 

I 

Thursday,  January  11,  1962 

(k)   Freezing-point  itandards. 


Sample 
No. 

Name 

Appros- 

weight 
of  mnple 
In  grama 

PriM 
aun- 

44< 

.Munilnum 

aoo 

490 
000 

380 
390 

18.00 
A.00 
8.00 
8.00 
8.00 

4,V1 

Cop  n't 

4i»<- 
4-2f 

Ix-IK 

Tin       "   

4^ 

Zinc 

(Sec.  9,  31  Stat.  1460.  u  amended;  15  UJ8.C. 
377.  Interprets  or  applies  sec.  7.  70  Stat. 
959;   15  U  S.C.  275a) 

A.  V.  ASTIN. 

Director. 

IP.R.    Doc.    62-260;     rUed,    Jan.    10,    1082; 
8:46  a.m. J 


Title  16— COMMERCIAL 
PRACTICES ' 

Chapter  I — Federal  Trade  Commission 

(Docket  8208  c.o.l 

PART   13— PROHIBITED  TRADE 
PRACTICES 

George  W.   Reaves,  Jr. 

Subpart — Discriminating  In  price  un- 
der section  2.  Clayton  Act — Payment  or 
acceptance  of  commission,  brokerage  or 
other  compensation  under  2(c) :  {  13.820 
Direct  buyers. 

(Sec.  6,  38  Stat.  721;  15  U.S.C.  4fl.  Interpreta 
or  applies  sec  2.  49  Stat.  1527;  16  U.S.C.  13) 
I  Cease  and  desUt  order.  Geor^  W.  BeaTea, 
Jr  .  Dallas,  Tex  ,  Docket  8208.  Oct.  24,  1961  / 

In  the  Matter  of  George  W.  Reaves.  Jr., 
an  Individual  Doing  Btsiness  as 
George  W.  Reaves.  Jr. 

Consent  order  requiring  a  distributor 
of  food  products  in  Dallas,  Tex.,  to  cease 
violating  section  2(c)  of  the  Clayton  Act 
by  receiving  from  suppliers  brokerage  on 
purchases  for  his  own  account  for  resale, 
such  as  a  discount  of  10  cents  per  1% 
bushel  box  of  citrus  fruit  from  Florida 
sellers. 

The  order  to  cease  and  desist  is  as 
follows : 

It  is  ordered,  That  George  W.  Reaves. 
Jr.,  an  individual  doing  business  as 
George  W.  Reaves.  Jr.,  and  respondent's 
agents,  representatives,  and  employees, 
directly  or  through  any  corporate,  part- 
nership, sole  proprietorship,  or  other 
device,  in  connection  with  the  purchase 
of  citrus  fruit  or  produce  in  commerce, 
as  "commerce"  is  defined  in  the  Clayton 
Act.  do  forthwith  cease  and  desist  from: 

Receiving  or  accepting,  directly  or  in- 
directly, from  any  seller,  ansrthinff  rtf 
value  as  a  commission,  brokerage,  or 
other  compensation,  or  any  allowance 
or  discount  in  lieu  thereof,  upon  or  in 
connection  with  any  purchase  ot  citms 
fruit  or  produce  for  his  own  account,  or 
where  respondent  is  the  agent,  i«preaent- 
ative.  or  other  intermediary  acting  for 
or  in  behalf,  or  is  subject  to  the  direct 
or  indirect  control,  of  any  buyer. 

By  "Decision  of  the  Commission",  etc., 
report  of  compliance  was  required 
follows : 


FEDERAL  REGISTER 

/*  is  ordered.  That  the  respondent 
herein  sbaU  within  sixty  (60)  days  after 
service  upon  him  of  this  order,  file  with 
the  Commission  a  report  in  writing  set- 
ting forth  in  detail  the  manner  and  form 
in  which  he  has  complied  with  the  order 
to  cease  and  desist. 

IsMied:  October  24. 1961. 

By  the  Commission. 

[SEAL]  Joseph  W.  Shea, 

Secretary. 


(P.B.    Doc.    62-283:    Piled.    Jan.    10. 
8:45  ajn.] 


1962; 


(Docket  8308  CO.] 

PART  13— PROHIBITED  TRADE 
PRACTICES 

Perl  Pillow  Co.  et  al. 

Subpart — Misbranding  or  mislabeling: 
8  13.1185  Composition:  S  13.1185-40  In 
general. 

(fitec.  6.  38  Stot.  721;  16  UJS.C.  46.  Interprets 
or  applies  aec.  6,  38  Stat.  719.  aa  amended; 
15  D3.C.  46)  (Cease  and  desist  order,  Perl 
Pillow  Company  et  al.,  Houston,  Tex.,  Docket 
8308,  Sept.  38, 1961] 

In  the  Matter  of  Perl  Pillow  Company,  a 
Corporation,  and  Jack  Perlman.  Mar- 
tin Perlman.  Maurice  Dubinski.  and 
Joseph  Arena.  Individually  and  as 
Officers  of  Said  Corporation 

Consent  order  requiring  Houston, 
Tex.,  manufacturers  to  cease  misrepre- 
senting the  flUing  material  in  their  pil- 
lows by  such  practices  as  labeling  their 
"Countess"  pillows  as  "All  New  Material 
Consisting  of  Imported  white  C3roose 
Down"  when  they  actually  contained 
substantial  quantities  of  other  material. 

The  order  to  cease  and  desist  is  as 
follows  (including  order  requiring  report 
of  compliance  therewith) : 

It  is  ordered.  That  respondents  Perl 
Pillow  Company,  a  corporation,  and  its 
officers,  and  Jack  Perlman,  Martin  Perl- 
man, and  Maurice  Dubinski,  individually 
and  as  officers  of  said  corporation,  and 
Arena  Joseph  Schwartz,  as  an  officer  of 
said  corporation,  and  their  representa- 
tives, agents,  and  employees,  directly  or 
through  any  corporate  or  other  device, 
in  connection  with  the  offering  for  sale, 
sale   or  distribution   in   commerce    as 
"eommerce"  is  defined  in  the  Federal 
Trade  Commission  Act,  of  feather  and 
down  products,  do  forthwith  cease  and 
desist  from  misrepresenting  in  any  man- 
ner, or  by  any  means,  directly  or  by  im- 
plication, the  identity  of  the  kind  or  type 
of  filling  material  contained  in  any  such 
products,  or  of  the  kinds  or  types,  and 
proportk>n  of  each,  when  the  filling  ma- 
terial is  a  mixture  of  more  than  one  kind 
or  type. 

It  U  further  ordered.  That  the  com- 
plaint be,  and  the  same  hereby  is,  dis- 
missed as  to  Arena  Jos^h  Schwarts  in 
her  capacltyas  an  individual  regiondent. 
It  is  furffier  ordered.  That  the  re- 
spondents herein  shall,  within  sixty  (60) 
days  after  service  upon  them  of  this 
order,  file  with  the  Commission  a  report 
in  writing  setting  forth  in  detail  the 
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manner  and  form  in  which  they  have 
complied  with  this  order. 

Issued:  September  28,  1961. 

By  the  Commission. 

[seal]  Joseph  W.  Shea, 

Secretary. 

[PJl.    Doc.    6»-290;    PUed,    Jan.    10,    1962; 
8:45  ajn.] 

Title  21— FOOD  AND  DRUBS 

Chapter  I — Food  and  Drug  Adminis- 
trah'on,  Department  of  Health,  Edu- 
cation, and  Welfare 

SUBCHAPTE8    B — FOOD    AND    FOOD   PRODUCTS 

PART   121— FOOD  ADDITIVES 

Subpart  D — Food  Additives  Permitted 
in  Food  for  Human  Consumption 

Hydrogen  Cyanide 

The  Commissioner  of  Pood  and  Drugs, 
having  evaluated  additional  data  sub- 
mitted in  a  petition  filed  by  the  American 
Cyanamid    Company.    P.O.    Box    400, 
Princeton.   New  Jersey,   requesting  the 
establishment  of  a  tolerance  for  residues 
of  hydrogen  cyanide  in  cocoa  derived 
from  fumigation  of  the  food,  has  con- 
cluded   that    the    following    regidation 
should  issue  amending  S  121.1072  of  the 
food  additive  regulations.    Scientific  in- 
formation demonstrating  rapid  dissipa- 
tion of  these  residues  during  and  after 
shipment  and  loss  of  residues  by  heating 
in  preparing  cocoa  for  consumption  has 
been  taken  into  account.    Therefore,  pur- 
suant to  the  provisions  of  the  Federal 
Pood,  Drug,  and  Cosmetic  Act  (sec.  409 
(c)(1),  72  Stat.  1786;  21  U.S.C.  348(c) 
(1) ) ,  aiKl  under  the  authority  delegated 
to  the  Commissioner  by  the  Secretary  of 
Health,  Education,  and  Welfare  (25  PJl. 
8625),  §  121.1072(b)    (21  CPR  121.1072; 
26  FR.  10476)    is  amended  by  adding 
thereto  a  new  subparagraph  (4) ,  reading 
as  follows : 

§  121.1072      Hj'drogen  cj^anide. 


(b)    •  •  • 

(4)   200  parts  per  million  (0.02  per- 
cent) in  cocoa. 

Any  person  who  will  be  adverse  af- 
fected by  the  foregoing  order  may  at  any 
time  prior  to  the  thirtieth  day  from  the 
date  of  its  publication  in  the  Fb>bsal 
Registek  file  with  the  Hearing  Clerk,  De- 
partment of  Health,  Education,  and  Wel- 
fare. Room  5440.  330  Ind^>endence  Ave- 
nue SW..  Washington  25.  D.C.,  written 
objections  thereto.  Objections  shall 
show  wherein  the  person  filing  will  be 
adversely  affected  by  the  order  and 
specify  with  particularity  the  provisions 
of  Che  order  deemed  objectionable  and 
the  grounds  for  the  objections.  If  a 
bearing  Is  requested,  the  objections  must 
state  the  issues  for  the  hearing.  A  hear- 
ing will  be  granted  if  the  objections  are 
supported  by  grounds  legally  sufficient  to 
justify  the  relief  sought  Objections 
may  be  accompanied  by  a  memorandum 
or  brief  in  support  thereof.  All  docu- 
ments shall  be  filed  in  quintuplicate. 
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Effective  date.    This  order  shall  be  ef- 
fective on  the  date  of  its  publication  in 

the  PXDSKAL  RSGISTSa. 

(Sec.  406(0(1),  7a  Stat.  17M:  31  DSC    348 
(c)(1)) 

Dated:  January  5. 1962. 

Geo.  p.  Larrick. 
CoviTnissioner  of  Food  and  Drugs. 

(PR     Doc     63-309:     Filed.    Jan      10.     1962; 
8:47  a.m.  I 


PART   121— FOOD  ADDITIVES 

Subpart  F — Food  Additives  Resulting 
From  Contoct  With  Containers  or 
Equipment  and  Food  Additives 
Otherwise  Affecting  Food 

3,5-Dii«thyl-1,3,5,2//-Tetrahydrothia- 

DIAZINI -2 -THIONE 

Correction 

In  FJl.  Doc.  61-11276,  appearing  at 
page  11242  of  the  issue  for  Wednesday. 
November  29,  1961.  only  one  "1"  should 
appear  in  the  wording  of  the  section 
heading  for  9  121.2529,  so  that  the  head- 
ing reads  as  follows:  "§  121.2529  3.5- 
Dimethyl  -  1.3.5,2//  -  tetrahydrothiadia- 
zine-2-thione.". 


SUICHAPTER   D — HAZARDOUS   SUBSTANCES 

PART  191— HAZARDOUS  SUB- 
STANCES; DEFINITIONS  AND  PRO- 
CEDURAL AND  INTERPRETATIVE 
REGULATIONS 

Ball-Point  Ink  Cartridges;  Exemption 
From   Labeling   Requirements 

There  has  been  submitted  to  the  Com- 
missioner  of  Food  and  Dnigs.  pursuant 
to  section  3(c>  of  the  Federal  Hazardous 
Substances  Labeling  Act  and  S  191.62  of 
the  hazardous  substances  regulations,  a 
request  to  exempt  ball-point  ink  car- 
tridges from  the  labeling  requirements 
of  section  2(p)  (1)  of  the  act.  The  peti- 
tion deals  with  viscous  liquids  which  are 
"toxic"  substances  as  defined  in 
9  191.1(f)(1)  having  an  LD  50  single 
oral  dose  between  500  milligrams  and  5 
grams  per  kilogram  of  body  weight  of 
the  test  animals.  Individual  ball-point 
pen  cartridges  and  refills  are  constructed 
in  such  a  way  that,  with  any  reasonably 
foreseeable  handling  and  use.  including 
use  by  children,  the  contents  do  not  pre- 
sent an  ingestion  hazard.  The  Commis- 
sioner therefore  concludes  that  only  a 
minor  hazard  is  presented  and  full  com- 
pliance with  the  labeling  requirements 
of  section  2(p)  ( 1)  of  the  act  is  not  neces- 
sary in  the  case  of  these  articles. 
Therefore,  pursuant  to  the  provisions  of 
the  Federal  Hazardous  Substances  La- 
beUng  Act  (sec.  3(c),  74  Stet.  374;  15 
U.S.C.  1262)  and  imder  the  authority 
vested  in  the  Secretary  of  Health,  Edu- 
caticMi,  and  Welfare  and  delegated  to  the 
Commissioner  (25  F.R.  8625),  9  191.63  is 
amended  by  adding  thereto  a  new  para- 
graph (g),  reading  as  follows: 
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§  191.63  Exempliona  for  small  parkagr*, 
minor  hazards,  and  upecial  rirrum- 
»tanc««. 

•  •  •  •  • 

(g>  Rigid  or  semirigid  ball-point  ink 
cartridges  are  exempt  from  the  labeling 
requirements  of  section  2<p)(l)  of  the 
act  insofar  as  such  requirements  would 
be  necessary  because  the  ink  contained 
therein  is  a  "toxic"  substance  as  defined 
in  §  191.1(f)  (1)  provided  that: 

(1)  The  ball-point  ink  cartridKe  is  of 
such  construction  that  the  ink  will,  un- 
der any  reasonably  foreseeable  condi- 
tions of  manipulation  or  use.  emerne  only 
from  the  ball-point  end. 

(2>  When  tested  by  the  method  de- 
scribed in  §  191.1  (f )  1 1  > ,  the  ink  does  not 
have  an  LD  50  single  oral  dose  of  less 
than  500  milligrams  per  kiloRram  of 
body  weight  of  the  test  animal. 

<3)  The  cartridge  does  not  have  a 
capacity  of  more  than  2  grams  of  ink. 

The  Commissioner  finds  that  because 
of  the  minor  hazard  involved,  all  of  the 
labeling  statements  required  by  section 
2ipH  1)  of  the  act  are  not  necessary  for 
the  protection  of  the  public  health  and 
therefore  notice  and  public  procedure 
are  not  necessary  prerequisites  to  the 
promulgation  of  this  order. 

Effective  date.  This  order  shall  be- 
come effective  February  1,  1962. 

(Sec    3(C).  74  Stat.  374;  15  U.S  C    1262) 

Dated:   January  4.  1962. 

John  L.  Harvey. 
Deputy  Commissioner 
of  Food  and  Drugs. 

(PR      Doc      62  303;     Piled.    Jan      10,     1962: 
8 : 48  am  | 


Title  41— PUBLIC  CONTRACTS 

Chapter  50 — Division  of  Public  Con- 
tracts, Department  of  Labor 

PART  50-201— GENERAL 
REGULATIONS 

Miscellaneous   Amendments 

A  recent  determination  published  in 
the  Federal  Register  on  September  26. 
1961  (26  F.R.  9042).  that  $1.15  per  hour 
is  the  prevailing  minimum  wage  in  all 
those  groups  of  industries  currently  op- 
erating in  each  locality  in  which  the 
materials,  supplies,  articles,  or  equip- 
ment are  to  be  manufactured  or  fur- 
nished under  contracts  subject  to  the 
Walsh-Healey  Public  Contracts  Act  <41 
use.  35-45)  except  those  particular 
or  similar  industries  for  which  minimum 
wage  determinations  higher  than  $1.15 
per  hour  have  been  made  and  the  revi- 
sion at  that  time  of  41  CFR  Part  50-202 
have  rendered  obsolete  the  proviso  to 
paragraph  (b)  of  41  CFR  50-201.1  and 
paragraph  (a)  and  the  last  sentence 
in  paragraph  (b)  of  41  CFR  50-201.1101. 
The  purpose  of  these  amendments  is  to 
delete  these  obsolete  provisions.  They 
shall  become  effective  immediately  upon 
publication    in    the    Federal    Register. 


The  procedural  requirements  of  section  4 
of  the  Administrative  Procedure  Act  are 
found  unnecessary  because  of  the  obso- 
lescence of  the  provisions  involved,  and 
good  cause  is  found  for  affording  no 
delay  in  the  effective  date  under  that 
section  for  the  same  reason. 

Accordingly,  pursuant  to  section  4 
of  the  Walsh-Healey  Public  Contracts 
Act  <41  use.  2038.  41  U.S.C.  38).  Part 
50-201  of  Title  41  of  the  Code  of  Federal 
Regulations  is  hereby  amended  in  the 
manner  indicated  below. 

1.  The  proviso  to  paragraph  <b>  of  41 
CFR  50-201  1  is  deleted.  As  amended  by 
tJie  deletion,  paragraph  ib»  of  that  sec- 
tion reads  as  follows: 

§  .>0-20l.l       iiitrrliiin  <»f  "lipiiluliuiio. 

•  •  •  •  • 

(b>  All  persons  employed  by  the  con- 
tractor in  the  manufacture  or  furnishing 
of  the  materials,  supplies,  articles,  or 
equipment  used  in  the  performance  of 
the  contract  will  be  paid,  without  sub- 
sequent deduction  or  rebate  on  any  ac- 
count, not  less  than  the  minimum  wages 
as  determined  by  the  Secretary  of 
Labor  to  be  the  prevailing  minimum 
wages  for  persons  employed  on  similar 
work  or  in  the  particular  or  similar  in- 
dustries or  groups  of  industries  cur- 
rently operating  in  the  locality  in  which 
the  materials,  supplies,  articles,  or  equip- 
ment are  to  be  manufactured  or  fur- 
nished under  the  contract. 

2.  Paragraph  (ai  and  the  last  sentence 
in  paragraph  (b)  of  41  CFR  50-201.1101 
are  hereby  deleted.  As  amended  by  these 
deletions.  41  CFR  50-201.1101  reads  as 
follows: 

§30-201.1101       Mininiiiiii    mukp<«. 

Determinations  of  prevailing  minimum 
wages  or  changes  therein  will  be  pub- 
lished in  the  Federal  Register  and  sent 
to  contracting  officers  by  the  Public 
Contracts  Division  of  the  Department  of 
Labor. 
(Sec.  4.  49  Stat   2038:  41  US  C.  38) 

Signed  at  Washington.  DC.  this  8th 
day  of  January  1962. 

Arthur  J.  Goldberg, 
Secretary  of  Labor. 

|FR      Doc     62  333:     Piled,     Jan.     10.     1962: 
8:52  a.m  I 


Chapter  A — Department   of 
Agriculture 

APPLICABILITY  OF  FEDERAL  PRO- 
CUREMENT  REGULATIONS 

Chapter  IV — Department  of  Agricul- 
ture, is  hereby  added  to  Title  41. 

Effective  upon  publication  in  the  Fed- 
eral Rbgister,  procurement  by  the  De- 
partment of  Agriculture  is  subject  to  the 
Federal  Procurement  Regulations,  Chap- 
ter 1  of  this  title,  except  as  may  be 
otherwise  authorized  by  law. 

Joseph  M.  Robertson. 
Administrative  Assistant  Secretary. 

January  8.  1962. 

[P.R.    Doc.     62-334:     Piled.    Jan.     10,     1963; 
8:5a  ajn.] 


Thursday,  January  11,  1962 

Title  42— PUBUC  HEALTH 

Chapter  I — Public  Health  Service, 
Department  of  Health,  Education, 
and  Welfare  | 

SUBCHAPTER   B — PERSONNEL 

PART  21— COMMISSIONED  OFFICERS 

Prescription  of  Numbers  in  Grade 

Section  21.111  of  Subpart  O  is  amended 
to  read  as  follows: 

§21.111      Preitrriplion     of    numbers     in 
grade. 

The  following  maximum  nimiber  of  of- 
ficers is  authorized  to  be  on  Mtive  duty 
in  the  Regular  Corps  in  each  of  the 
grades  from  the  Junior  assistant  grade 
to  the  director  grade,  inclusive,  during 
the  fiscal  year  beginning  July  1,  1961, 
and  ending  June  30,  1962: 

Dlrector  Grade 666 

Senior  Grade 830 

Full   Grade ^  710 

Senior  Assistant  Grade 335 

Assistant    Grade 60 

Junior  Assistant  Grade 0 

(Sec.  206.  68  Stat.  694,  as  amended;  42  U.S.C. 
and  Sup.  207) 

This  amendment  shall  be  effective  as 
of  July  1.  1961.  I 

Dated:  December  6,  1961. 

[SEAL]  Luther   L.   Terry, 

Surgeon  General. 

Approved:   January  4,  1962. 

Abraraii  RiBicorp, 
Secretary. 

(P.R.    Doc.    62-304;     Filed,    Jan.    10,    1982; 
8:48  a.m.) 


SUBCHAPTER    F — QUARANTINE,    INSPECTION, 
LICENSING 

PART  73— BIOLOGICAL  PRODUCTS 

Sterility  Standards  and  Technicol 
Correction  in  Blood  Standards 

On  October  26,  1961,  a  notice  of  pro- 
posed rule  making  was  published  in  the 
Federal  Register  proposing  several 
amendments  to  the  sterility  test  provi- 
sions for  licensed  biological  products  and 
an  editorial  correction. 

Views  and  arguments  respecting  the 
proposed  amendments  were  invited  to  be 
submitted  within  30  days  after  publica- 
tion in  the  Federal  Register,  and  notice 
was  given  of  intention  to  make  any 
amendments  that  were  adopted  effective 
30  days  after  the  date  of  publication  of 
the  adopted  amendments. 

No  objections  having  been  submitted, 
the  following  amendments  to  Part  73  of 
the  Public  Health  Service  regulations  are 
hereby  adopted  to  become  effective  30 
days  after  the  date  of  publication  in  the 
Federal  Register. 

A.  Amend  9  73.73  in  the  following 
respects : 

1.  Amend  paragraph  (a)(1)  by  delet- 
ing the  comma  in  each  of  the  three  in- 
stances where  a  comma  precedes  the 
word  "fourth"  and  Insert  in  lieu  thereof 
the  word  "or".  As  thus  amended  para- 
graph (a)(1)  reads  as  follows: 
No.  7 3 
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(a)  The  te«fr— (if  VHng  Fluid  Thio- 
glycoUate    Medium.    The     volume    of 
product,  as  required  by  paragraph  (d)  of 
this  section  (hereinafter  referred  to  also 
as  the  "inoculum") ,  from  samples  of  both 
bulk  and  final  container  material,  shall 
be  inoculated  into  test  vessels  of  Fluid 
Thioglycollate  Medium.    The  inoculum 
and  medium  shall  be  mixed  thoroughly 
and  incubated  at  a  temperature  of  30° 
to  32"  C.  for  a  test  period  of  no  less  than 
seven  days  and  examined  visually  for 
evidence  of  growth  on  the  third  or  fourth 
or  fifth  day  and  on  the  seventh  or  eighth 
day.    If  incubation  is  continued  beyond 
eight  days,  an  additional  examination 
shall  be  made  on  the  last  day  of  the 
test   period.    If   the   inoculum   renders 
the  medium  turbid  so  that  the  absence 
of  growth  cannot  be  determined  reliably 
by  visual  examination,  portions  of  this 
turbid  medium  in  amounts  of  no  less 
than  1.0  ml.  shall  be  transferred  on  the 
third  or  fourth  or  fifth  day  of  incubation, 
from  each  of  the  test  vessels  and  inocu- 
lated into  additional  vessels  of  medium. 
The  material  in  the  additional  vessels 
shall  be  incubated  at  a  temperature  of 
30'to  32«  C.  for  no  less  than  seven  days. 
Notwithstanding  such  transfer  of  mate- 
rial, examination  of  the  original  vessels 
shall  be  continued  as  prescribed  above. 
The  additional  test  vessels  shall  be  ex- 
amined visually  for  evidence  of  growth 
on  the  third  or  fourth  or  fifth  day  of 
incubation  and  on  the  seventh  or  eighth 
day  and  if  incubation  is  continued  be- 
yond a  period  of  eight  days,  an  addi- 
tional examination  shall  be  made  on  the 
last  day  of  the  incubation  period.    If 
growth  appears,  repeat  tests  may  be  per- 
formed as  prescribed  in  paragraph  (b) 
of  this  section  and  interpreted  as  speci- 
fied in  paragraph  (c)  of  this  section. 

2.  Amend  paragraph  (a)  (2)  (iii)  by 
adding  the  words  "or  twelfth"  between 
the  word  "eleventh"  and  the  word  "day" 
and  as  thus  amended  paragraph  (a)  (2) 
(ill)  shall  read  as  follows: 

(2)  Using  Fluid  Sabouraud  Medium. 
Except  for  dried  products,  a  test  for 
fungi  and  yeast  shall  be  made  on  final 
container  material,  following  the  pro- 
cedures prescribed  in  subparagraph  (1) 
of  this  paragraph  except  that  (1)  the 
medium  shall  be  Ruid  Sabouraud  Me- 
divan;  (ii)  the  incubation  shall  be  at 
a  temperature  of  20°  to  25°  C;  (ill)  the 
period  of  Incubation  shall  be  no  less 
than  ten  days  and  an  examination  shall 
be  made  on  the  tenth  or  eleventh  or 
twelfth  day  in  lieu  of  an  examination 
on  the  seventh  or  eighth  day. 

3.  Amend  paragraph  (c)  by  inserting 
"(2)  or  (b)  (3) ,  whichever  is  applicable" 
after  the  letter  (b)  where  it  appears  in 
the  last  sentence,  and  as  thus  amended 
paragraph  (c)  shall  read  as  follows: 

(c)  Interpretation  of  test  results.  The 
results  of  all  tests  performed  on  a  lot 
shall  be  considered  hi  determining 
whether  or  not  the  lot  me^ts  the  require- 
ments for  sterility,  except  that  tests  may 
be  excluded  when  demonstrated  by  ade- 
quate controls  to  be  invalid.  The  lot 
meets  the  test  requirements  if  no  growth 
appears  In  the  tests  prescribed  in  para- 
graph (a)  of  this  section.    If  repeat  tests 
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are  performed,  the  lot  meets  the  test 
requirements  if  no  growth  appears  in  the 
tests  prescribed  in  paragraph  (b)  (2)  or 
(b)  (3)  of  this  section,  whichever  is 
applicable. 

4.  Amend  paragraph  (d)  (1)  and  (2) 
by  deleting  the  parenthetical  sentence 
at  the  end  of  each  paragraph  and  sub- 
stituting therefor  in  each  instance~the 
following:  "(Note  exceptions  in  para- 
graph (f )  of  this  section) ".  As  amend- 
ed paragraph  (d)  reads  as  follows: 

(d)  Test  samples  and  volumes — (1) 
Bulk.  Each  sample  for  the  bulk  sterility 
test  shall  be  representative  of  the  bulk 
container  material  and  the  volume  tested 
shall  be  no  less  than  10  ml.  (Note  ex- 
ceptions in  paragraph  (f)  of  this 
section.) 

(2)  Final  containers.  The  sample  for 
the  final  container  and  first  repeat  final 
container  tests  shall  be  no  less  than  20 
final  containers  from  each  filling  of  each 
lot,  selected  to  represent  all  stages  of 
filling  from  the  bulk  container.  If  the 
amount  of  material  in  the  final  container 
is  1.0  ml.  or  less,  the  entire  contents 
shall  be  tested.  If  the  amount  of  mate- 
rial in  the  final  container  is  more  than 
1.0  ml.,  the  volume  tested  shall  be  the 
largest  single  dose  recommended  by  the 
manufacturer  or  1.0  ml.,  whichever  is 
larger,  but  no  more  than  10  ml.  of  mate- 
rial or  the  entire  contents  from  a  single 
final  container  need  be  tested.  (Note 
exceptions  in  paragraph  (f)  of  this 
section.) 

5.  Amend  paragraph  (f )  (8)  by  insert- 
ing the  words  "Fibrinogen  (Himian)" 
before  the  word  "when"  where  it  ap- 
pe£u-s  in  the  first  sentence  and  as  thus 
amended  subparagraph  (8)  of  para- 
graph (f)  shall  read  as  follows: 

(8)  Samples — large  volume  of  product 
in  final  containers.  For  Normal  Serum 
Albumin  (Human),  Normal  Human 
Plasma,  Antihemophilic  Plasma  (Hu- 
man) and  Plasma  Protein  Solution  (Hu- 
man), Fibrinogen  (Human),  when  the 
volume  of  product  in  the  final  container 
is  50  ml.  or  more,  the  final  containers 
selected  as  the  test  sample  may  contain 
less  than  the  full  volume  of  product  in 
the  final  containers  of  the  filling  from 
which  the  sample  is  taken:  Provided. 
That  the  containers  and  closures  of  the 
sample  are  identical  with  those  used  for 
the  filling  to  which  the  test  applies  and 
the  sample  represents  all  stages  of  that 
filling. 

6.  Amend  paragraph  (f )  by  adding  a 
new  subparagraph  (10)  to  read  as 
follows: 

(10)  Human  immune  globulin  prepa- 
ration. For  human  immime  globulin 
preparations,  the  test  samples  from  the 
bulk  material  and  from  each  final  con- 
tainer need  be  no  more  than  two  ml. 

B.  Amend  8  73.304(b)  by  changing  the 
word  "inoculimi"  to  the  word  "medium" 
where  it  appears  in  the  third  sentence, 
and  as  changed  paragraph  (b)  reads  as 
follows: 

(b)  Periodic  check  on  sterile  tech- 
nique. Within  the  18th  to  24th  day  after 
collection,  at  least  one  container  of  blood 
that  upon  visual  examination  appears 
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normal,  shall  be  tested  each  month  as  a 
continuing  check  on  technique  of  blood 
collection.  The  test  shall  be  performed 
with  a  total  sample  of  no  less  than  10  ml. 
of  blood  and  a  total  volume  of  fluid 
thioglycollate  or  thioglycoUate  broth  me- 
dium 10  times  the  volume  of  the  sample 
of  blood.  The  test  sample  shall  be  inocu- 
lated into  one  or  more  test  vessels  in  a 
ratio  ot  blood  to  medium  of  1  to  10  for 
each  vessel,  mixed  thoroughly.  Incubated 
for  seven  to  nine  days  at  a  temperature 
of  30*  to  32*  C.  and  examined  for  evi- 
dence of  growth  of  microorganisms  every 
workday  throughout  the  test  period.  On 
the  third,  fourth,  or  fifth  day  at  least  1 
ml.  of  material  from  each  test  vessel 
shall  be  subcultured  in  additional  test 
vessels  containing  the  same  culture  me- 
dium and  in  such  proportion  as  will  per- 
mit significant  visual  inspection,  mixed 
thoroughly,  incubated  for  seven  to  nine 
days  at  a  temperature  of  30°  to  32°  C. 
and  examined  for  evidence  of  growth  of 
microorganisms  every  workday  through- 
out the  test  period.  If  growth  Is  ob- 
served in  any  test  vessel,  the  test  shall 
be  repeated  to  rule  out  faulty  test  pro- 
cedure, using  another  sample  of  blood 
from  either.  (1)  the  container  from 
from  which  the  initial  test  sample  was 
taken.  (2)  the  residual  cells  or  plasma 
from  that  blood,  or  (3)  two  different 
containers  of  blood,  each  18  to  24  days 
old  and  each  tested  separately.  The 
formula  for  fluid  thioglycollate  medium 
shall  be  as  prescribed  in  S73.73(e>a) 
and  the  formula  for  thioglycollate 
broth  medium  shall  be  as  prescribed  in 
i  73.73<f )  (5) .  Media  and  design  of  con- 
tainer shall  meet  the  requirements  pre- 
scribed in  I  73.73(e)  (2)  (i).  In  Ueu  of 
performing  one  test  using  an  incubation 
temperature  of  30*  to  32*  C.  two  tests 
may  be  performed,  each  in  all  respects 
as  prescribed  in  this  paragraph,  one  at 
an  incubation  temperature  of  18*  to  22' 
C.  and  one  at  an  incubation  temperatiire 
of  35*  to  37*  C.  A  different  test  may  be 
performed  provided  that  prior  to  the 
performance  of  sach  a  test  a  manufac- 
turer submits  data  which  the  Surgeon 
General  finds  adequate  to  establish  that 
the  different  test  is  equal  or  superior  to 
the  test  herein  prescribed  as  a  check  on 
sterile  technique  and  makes  the  finding 
a  matter  of  official  record. 

(Sec.  215.  58  Stat.  690.  as  amended:  42  U  S.C. 
316.  Interpret  or  apply  aec.  361.  58  Stat.  702, 
M  amended;  42  U.S.C.  262) 

Dated:  December  28,  1961. 

[SXAL]  LUTHXa  L.  TiajiT, 

Surgeon  General. 

Approved:  January  4,  1962. 

Abraham  Rnicorr, 
Secretary. 

[TJSL    Doe.    «»-306;    PUed.    Jao.    10,    1963: 
8:48  ajn.] 


RULES  AND  REGULATIONS 

Title  43— PUBUC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

APKNOIX — PU8UC   LAND  OROEIS 
I  Public  Land  Order  3065 1 

[Anchorage  047014] 

ALASKA 

Withdrawing  Lands  for  Use  of  Federal 
Aviation  Agency 

By  virtue  of  the  authority  contained  In 
section  4  of  the  act  of  May  24.  1928  '45 
Stat.  728;  49  U.S  C.  214  >,  it  Is  ordered 
as  follows: 

1.  Subject  to  exi.sting  valid  rights,  the 
following-described  lands  are  hereby 
withdrawn  from  all  forms  of  appropria- 
tion under  the  public  land  laws,  includ- 
ing the  mining  but  not  the  mineral- 
leasing  laws  nor  materials  disposals  un- 
der the  act  of  July  31.  1947,  (61  Stat. 
681 ;  30  U.S.C.  801-604 ) .  as  amended,  and 
reserved  for  use  of  the  Federal  Aviation 
Agency  in  the  maintenance  of  air  navi- 
gation facilities. 

KxNAi  Area 

SKWAU)  kCXalOIAN 

T  8  N  ,  R   11  W  .  (unaurveyed), 

Sec.  10.  SW I4 SE % .  84 SW ><i : 

Sec.  15.  NWV4.NV,NH9W'.4.N'jNW><.8EIh. 
and  W>4NE>4: 

Sec.  16.  EV^E>4NE^. 

Containing  approximately  460  acre*. 

2.  This  order  shall  take  precedence 
over  but  not  otherwise  affect  the  exist- 
ing reservation  of  the  lands  as  p«ut  of 
the  Kenai  National  Moose  Range  estab- 
lished by  Executive  Order  No.  8d79  of 
December  16,  1941. 

John  A.  Carvbi.  Jr.. 
Assistant  Secretary  of  the  Interior. 

January  5,  1962. 

(PJl.    Doc.     62-291:     FUed.    Jan.     10.     1962: 
8:45    am.] 


Title  50— WILDLIFE  AND 
FISHERIES 

Chapter  I — Bureau  of  Sport  Fisheries 
and  Wildlife,  Fish  and  Wildlif* 
Service,  Department  of  the  Interior 

PART  33— SPORT  FISHING 

Havasu  Lake  National  Wildlife  Ref- 
uge, Arizona  and  California 

TTie  following  special  regulation  is  la- 
sued  and  la  effective  on  date  of  publica- 
tion in  the  Pbderal  Recistir. 


§  33.5     Special  regulations;  sport  fishing; 
for  individual  wildlife  refuge  mrr»%. 

Arizona  and  Calitornia 

HAVASU  LAKX  national  WILDLIFE  REFUGE 

Sf>ort  fishing  on  the  Havasu  Lake  Na- 
tional Wildlife  Refuge.  Arizona  and  Cali- 
fornia is  permitted  only  on  waters  des- 
ignated by  signs  as  open  to  fishing. 
These  open  waters,  comprising  22.880 
acres  and  50  percent  of  the  total  refuge 
area,  are  delineated  on  a  map  available 
at  the  refuge  headquarters  and  from 
the  ofBce  of  the  Regional  Director. 
Bureau  of  Sport  Fisheries  and  Wildlife. 
Albuquerque.  New  Mexico.  Sport  fishing 
is  subject  to  the  following  conditions: 

(a)  S[>ecies  permitted  to  be  taken: 
Large  Mouth  Bass.  Channel  Catfi.^^h. 
Crappie  and  other  minor  species  permit- 
ted under  State  regulations. 

(b)  Open  season:  January  15.  1962, 
through  December  31,  1962. 

(c>  Daily  creel  limits:  Large  Mouth 
Bass.  10;  Channel  Catfish.  10;  Crappie, 
no  limit;  and  other  creel  limits  for  minor 
species  as  are  prescribed  for  State  regu- 
lations. 

(di   Methods  of  fishing: 

(U  As  prescribed  by  State  regula- 
tions. 

(e)   Other  provisions: 

( 1 )  The  provisions  of  this  special  reg- 
ulation supplement  the  regulations 
which  govern  fishing  on  wildlife  refuge 
areas  generally  which  are  set  forth  in 
Title  50,  Code  of  Federal  Regulations, 
Part  33. 

(2)  A  Federal  permit  is  not  required 
to  enter  the  public  fishing  area. 

(3)  The  provisions  of  this  special  reg- 
ulation are  effective  January  15,  1962. 
through  December  31,  1962. 

Dated:  January  3,  1962. 

Lewis  R.  Garlick, 
Acting  Regional  Director,  Bureau 
of  Sport  Fisheries  and  Wildlife. 

im.    Doc.    62-311:     PUed,    Jan.     10.     1862: 
8:49   am.] 


PART  33— SPORT  FISHING 

Imperial  National  Wildlife  Refuge, 
Arizona  and  California 

The  following  special  regulation  is  is- 
sued and  is  effective  on  date  of  publica- 
tion in  the  Federal  Register. 

§  33.5     .Special  refnilations;  sport  fishing; 
for  individual   wildlife  refuge  areas. 

Arizona  and  California 

imperial  national  wildlit*  retuge 

Sport  fishing  on  the  Imperial  National 
Wildlife  Refuge.  Arizona  and  California, 
is  permitted  only  on  waters  designated 
by  signs  as  open  to  fishing.  These  open 
waters,  comprising  8,100  acres  and   18 
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percent  of  the  total  refuge  area,  are  de- 
lineated on  a  map  available  at  the  refuge 
headquarters  and  from  the  office  of  the 
Regional  Director,  Bureau  of  SJxu-t  Fish- 
eries and  Wildlife,  Albuquerque,  New 
Mexico.  Sport  fishing  is  subject  to  the 
following  conditions: 

•  a)  Species  permitted  to  be  taken: 
Large  Mouth  Bass,  Channel  Catfish, 
Crappie.  and  other  minor  species  per- 
mitted under  State  regulations. 

ib>  Open  season:  January  15,  1962, 
thiough  December  31,  1962,  except  an 
area  of  approximately  165  acres  in 
Martinez  Lake  as  posted  be  closed  during 
the  period  October  1,  1962,  through 
December  31. 1962. 

(c)  Daily  creel  limits:  Large  Mouth 
Bass,  10;  Channel  Catfish,  10;  Crappie, 
no  limit;  plus  other  creel  limits  for  minor 
species  as  are  prescribed  for  State 
regulations. 

( d )  Methods  of  fishing : 

(1>  As  prescribed  by  State  regula- 
tions. 

(e)  Other  provisions :  I 

(1)  The  provisions  of  this  special 
regulation  supplement  the  regulations 
which  govern  fishing  on  wildlife  refuge 
areas  generally  which  are  set  forth  in 
Title  50,  Code  of  Federal  Regulations, 
Part  33. 

(2)  A  Federal  permit  is  not  required 
to  enter  the  public  fishing  area. 

(3)  The  provisions  of  this  special 
regulation  are  effective  January  15, 1962, 
through  December  31, 1962. 


FEDERAL  REGISTER 

(1)  As  prescribed  by  State  regula- 
tions, except  as  follows: 

(2)  The  use  of  boats  or  other  floating 
devices  Is  prohibited. 

(e)  Other  provisions: 

(1)  Fishing  is  restricted  to  children 
15  years  old  and  under. 

(2)  The  provisions  of  this  special  reg- 
ulation supplement  the  regulations 
which  govern  fishing  on  wildlife  refuge 
areas  generally  which  are  set  forth  in 
Title  50,  Code  of  Federal  Regulations, 
Part  33. 

(3)  A  Federal  permit  is  not  required 
to  enter  the  public  fishing  area. 

(4)  The  provisions  of  this  special  reg- 
ulation are  effective  January  15,  1962 
through  December  31, 1962. 

Dated:  January  3, 1962. 

Lewis  R.  Garlick, 
Acting  Regional  Director.  Bureau 
of  Sport  Fisheries  and  Wildlife. 

(PJl.    Doc.    62-313;     Piled.    Jan.     10.    1962; 
8:49  ajn.l 
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(2)  A  Federal  permit  is  not  required 
to  enter  the  public  fishing  area. 

(3)  The  provisions  of  this  special 
regulation  are  effective  January  15,  1962, 
through  December  31,  1962. 

Dated:  January  3,  1962.- 

Lewis  R.  Garlick, 
Acting  Regional  Director,  Bureau 
of  Sport  Fisheries  and  Wildlife. 

IFH.    Doc.     62-314;     Piled,    Jan.     10,     1962; 
8:49  a.m.] 


Dated:  January  3, 1962.         | 

Lewis  R.  Garlick. 
Acting  Regional  Director,  Bureau 
of  Sport  Fisheries  and  Wildlife. 

|FR.    Doc.    62-312:     Filed.    Jan.     10,     1962; 
8:49  a.m.| 


PART  33 — SPORT  FISHING 

Monte  Vista  National  Wildlife  Refuge, 
Colorado  | 

The  following  special  regulation  Is 
Issued  and  is  effective  on  date  of  publi- 
cation In  the  Federal  Register. 

§  33.5    Special  regulations;  sport  fishing; 
for  individual  wildlife  refuge  areas. 

Colorado 

monte  vista  national  wildlife  refuge 

Sport  fishing  on  the  Monte  Vista 
National  Wildlife  Refuge.  Colorado,  is 
permitted  only  on  waters  designated  by 
signs  as  open  to  fishing.  These  open 
waters,  comprising  V2-acre  and  .004  per- 
cent of  the  total  refuge  area,  are  de- 
lineated on  a  map  available  at  the  refuge 
headquarters  and  from  the  oflloe  of  the 
Regional  Director,  Bureau  of  Sport  Fish- 
eries and  Wildlife,  Albuquerque.  New 
Mexico.  Sport  fishing  is  subject  to  the 
following  conditions: 

(a)  Species   permitted   to  be  taken: 
Trout. 

(b)  Open  season:  July  4, 1962  through 
October  31, 1962. 

(c)  Daily  creel  limit:  10 

(d)  Methods  of  fishing: 


PART  33~SPORT  FISHING 

Kirwin  National  Wildlife  Refuge, 
Kansas 

The  following  special  regulation  is 
issued  and  is  effective  on  date  of  publi- 
cation in  the  FtoERAL  Register. 

§33.5    Special  regulations ;  sport  fishing ; 
for  individual  wildlife  refuge  areas. 

Kansas 

kirwin   national   WILDLIFE   REFUGE 

Sport  fishing  on  the  Kirwin  National 
Wildlife  Refuge,  Kansas,  is  permitted 
only  on  waters  designated  by  signs  as 
open  to  fishing.  These  open  waters, 
comprising  5,000  acres  and  50  percent 
of  the  total  refuge  area,  are  delineated 
on  a  map  available  at  the  refuge  head- 
quarters and  from  the  office  of  the 
Regional  Director,  Bureau  of  Sport 
Fisheries  and  Wildlife,  Albuquerque, 
New  Mexico.  Sport  fishing  is  subject 
to  the  following  conditions : 

(a)  Species  permitted  to  be  taken: 
Large  Mouth  Bass,  Walleye,  Channel 
Catfish,  Crappie,  and  other  minor  species 
permitted  under  State  regulations. 

(b)  Open  season:  January  15.  1962, 
through  December  31,  1962. 

(c)  Dally  creel  limits:  Large  Mouth 
Bass  and  Channel  Catfish,  10;  including 
a  combination  of  these  species.  Walleye 
5.  Crappie  30  pounds,  plus  other  creel 
limits  for  minor  species  as  are  pre- 
scribed by  State  regulations. 

(d)  Methods  of  fishing: 

(1)  Ttekle:  It  Is  unlawful  to  take  fish 
by  any  means  than  by  rods,  lines,  and 
baited  fishhooks,  except  as  otherwise 
provided  by  State  regulations. 

(e)  Other  provisions: 

(1)  The  provisions  of  this  special 
regulation  supplement  the  regulations 
which  govern  fishing  on  wildlife  refuge 
areas  generally  which  are  set  forth  in 
Title  50.  Code  of  Federal  Regulations, 
Part  SS. 


PART  33— SPORT  FISHING 

Charles  Sheldon  Antelope  Range, 
Nevada 

The  following  special  regulation  is 
issued  and  is  effective  on  date  of  publi- 
cation in  the  Federal  Register. 

§33.5    Special  regulations;  sport  fishing; 
for  individual  wildlife  refuge  areas. 

Nevada 

charles  sheldon  antelope  range 

Sport  fishing  on  the  Charles  Sheldon 
Antelope  Range,  Nevada,  is  permitted 
only  on  the  areas  designated  by  signs  as 
open  to  fishing.  This  open  area,  com- 
prising 600  acres  or  less  than  1  percent  of 
the  total  area  of  the  refuge,  is  delineated 
on  a  map  available  at  the  refuge  head- 
quarters and  from  the  office  of  the 
Regional  Director,  Bureau  of  Sport  Fish- 
eries and  Wildlife.  1002  Northeast  Holla- 
day"  Street,  Portland  8,  Oregon. 

Sport  fishing  is  subject  to  the  follow- 
ing conditions: 

(a)  Species  permitted  to  be  taken:  All 
species. 

(b)  Open  season:  January  20,  1962 
through  December  31,  1962. 

(c)  Daily  creel  limits:  Trout— 10  fish 
or  10  pounds,  whichever  is  reached  first, 
or  5  fish  regardless  of  weight.  Minor 
species — as  per  State  regulations. 

(d)  Methods  of  fishing: 

1.  Tackle:  One  rod  and  line,  closely 
attended,  may  be  used  to  which  will  be 
attached  not  more  than  three  baited 
hooks,  nor  more  than  three  fly  hooks, 
or  not  more  than  two  plugs  or  similar 
lures.  No  more  than  two  such  plugs  or 
lures,  irrespective  of  the  number  of  hooks 
or  attractor  blades  attached  thereto, 
shall  be  attached  to  the  line.  Only  one 
such  combination  of  hook,  line  and  rod 
shall  be  used  by  one  person  at  any  time. 

2.  Boats:  Boats  without  motors  may 
be  used  for  fishing. 

(e)  Other  provisions: 

1.  Camping:  Camping  will  be  per- 
mitted at  designated  areas  only. 

2.  A  Federal  permit  is  not  required  to 
enter  the  public  fishing  area. 

3.  The  provisions  of  this  specisd  regu- 
lation are  effective  to  January  1,  1963. 

Richard  E.  Griffith, 
Acting  Regional  Director,  Bureau 
of  Sport  Fisheries  and  WildUfe. 

January  3, 1961. 

[F.R.    Doc.    62-315;    Filed.    Jan.    10.    1962; 
8:60  ajn.j 
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PAiT  33— SPORT  FISHING 
D«««rt  Gom*  Rang*,  N*vada 

The  foUowing  special  regrilatlon  Is 
issued  and  is  effective  on  date  of  pub- 
lication in  the  Pbokral  Rkcxstzk. 

§  33.5     Special  reculatioas ;  iiport  (tshing; 
for  indivHlual  wildlife  refuge  areas. 

Nkvaoa 

db8srt  oaxe  kaitoi 

Sport  fishing  on  the  Desert  Game 
Range.  Nevada,  is  permitted  only  on  the 
areas  designated  by  signs  as  open  to 
fishing.  This  open  area,  comprising  1 
acre  or  less  than  1  percent  of  the  total 
area  of  the  refuge.  Is  delineated  on  a  map 
available  at  the  refuge  headquarters  and 
from  the  office  of  the  Regional  Director. 
Bureau  of  Sport  Fisheries  and  Wildlife, 
1002  Northeast  HoUaday.  Portland  8, 
Oregon. 

Sport  fishing  Is  subject  to  the  following 
conditions : 

(a)  Species  permitted  to  be  taken:  All 
species. 

(b)  Open  season:  May  6. 1962  through 
October  31.  1962. 

(c)  Daily  creel  limits:  5  game  fish. 

(d)  Methods  of  fishing: 

1.  Tackle:  One  rod  and  line  only, 
closely  attended,  may  be  used  to  which 
will  be  attached  not  more  than  three 
baited  hooks,  nor  more  than  three  fiy 
hooks,  or  not  more  than  two  plugs  or 
similar  lurea  No  more  than  two  such 
plugs  or  lures,  irrespective  of  the  num- 
t>er  of  hooks  or  attractor  blades  attached 
thereto,  shall  be  attached  to  the  line. 
Only  one  such  combination  of  hook,  line 
and  rod  shall  be  used  by  one  person  at 
any  time. 

2.  Boats :  The  use  of  boats  is  prohibited. 

(e)  Other  provisions: 

1.  A  Federal  permit  is  not  required  to 
enter  the  public  fishing  area. 

2.  The  provisions  of  this  special  regu- 
lation are  effective  to  November  1.  1962 

Richard  E.  Grhtith. 
Acting  Reffional  Drrectar,  Bureau 
of  Sport  Fisheries  and  Wildlife. 

jAinjART  3,  1962. 

(FJl.    Doc.    82-318:     FUed,    Jan      10,     1962. 
8:50  am  I 


PART  33— SPORT   FISHING 

Ruby  Lake  National  Wildlife  Refuge, 
Nevada 

The  following  special  regulation  is 
issued  and  is  effective  on  date  of  publi- 
cation in  the  Pkdbkai  Rxgistki. 

§  33.3     Special  regulationn;  uport  fi.xhinK; 
for  individual   wildlife  refupe  area*. 

Nevada 

ruby  lake  national  wiij>lipc  refuge 

Sport  fishing  on  the  Ruby  Lake  Na- 
tional Wildlife  Refuge.  Nevada,  is  per- 
mitted only  on  the  areas  designated  by 
signs  as  open  to  fishing.  This  open  area, 
comprising  500  acres  or  1  percent  of  the 
total  area  of  the  refuge,  is  delineated  on 
a  map  available  at  the  refuge  headquar- 
ters and  from  the  oflBce  of  the  Regional 
Director.  Bureau  of  Sport  Fisheries  and 
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WUdlife.  1002  Northeast  Holladay  Street. 
Portland   8.   Oregon. 

Sport  fishing  is  subject  to  the  follow- 
ing conditions: 

(a>  Species  permitted  to  be  taken: 
Bass,  trout. 

(b»    Open  season:  Elko  County — Jan- 
uary 20. 1962  through  September  30.  1962. 
White   Pme  County — January   20.    1962 
through  December  31.  1962. 

(c>  Daily  creel  Lmits:  Bass — 20  fish. 
Trout — 15  fish  or  10  pounds,  whichever 
is  reached  first,  or  5  trout  may  be  taken 
regardless  of  weight. 

I  d  I    Methods  of  fishing : 

1.  Tackle:  One  rod  and  line,  closely 
attended  may  be  used  to  which  will  be 
attached  not  more  than  three  baited 
hooks,  nor  more  than  three  fly  hooks,  or 
not  more  than  two  plugs  or  similar  lures. 
No  more  than  two  such  plugs  or  lures, 
irrespective  of  the  number  of  hooks  or 
attractor  blades  attached  thereto,  shall 
be  attached  to  the  line.  Only  one  such 
combination  of  hook,  line  and  rod  shall 
be  used  by  one  person  at  any  time. 

2.  Bait:  Angling  with  fish  "dead,  live 
or  parts  thereof)  is  prohibited  except 
that  salmon  eggs  may  be  used. 

3.  Boats:  No  boats  will  be  permitted  in 
the  area  north  of  the  south  dike.  Air 
thrust  boats  with  motors  of  more  than  5 
horsepower  prohibited.  Boats  with 
motors  may  be  used  for  fishing  south  of 
the  south  dike  from  June  15.  1962  to 
end  of  fi&hing  season. 

(ei   Other  provisions : 

1.  A  Federal  permit  is  not  required  to 
enter  the  public  fishing  area,  but  fisher- 
men will  report  at  such  checking  stations 
as  may  be  designated  when  entering  or 
leaving  the  area. 

2.  The  provisions  of  this  special  reg- 
ulation are  effective  to  January  1,  1963. 

PllCHARD  E.   GRirriTH. 
Acting  Regional  Director.  Bureau 
of  Sport  Fisheries  and  Wildltfe. 

January  3,  1962 

(PR.     Doc      62  317.     Piled,     Jan      10.     1962: 
8.50  am  | 


PART  33 — SPORT  FISHING 

Stillwater  National  Wildlife  Refuge, 
Nevada 

The  following  special  regulation  is  is- 
sued and  is  effective  on  date  of  publica- 
tion in  the  Federal  Register. 

§  33.5     Spuria!  rriEulalion^ :  nport  fi^hinc: 
for   indi\idaal   wildlife   rrfii|;e  arra*. 

Nevada 

stillwater  national  wildlife  refuge 

Sport  fishing  on  the  Stillwater  Na- 
tional Wildlife  Refuge.  Nevada,  is  per- 
mitted only  on  the  areas  designated  by 
signs  as  open  to  fishing.  This  open  area, 
comprising  4,000  acres  or  16  percent  of 
the  total  area  of  the  refuge,  is  delineated 
on  a  map  available  at  the  refuge  head- 
quarters and  from  the  office  of  the 
Regional  Director,  Bureau  of  Sport 
Fisheries  and  Wildlife,  1002  Northeast 
Holladay  Street,  Portland  8,  Oregon. 

Sport  fishing  is  subject  to  the  following 
conditions : 


(a)  Species  permitted  to  be  taken:  All 
species. 

(b)  Open  season:  January  20.  1962 
through  December  31, 1962  except  closed 
during  migratory  waterfowl  hunting 
season. 

(CI  Daily  creel  limits:  Bass — 5  fish, 
minimum  size  12  inches.  Catfish — 25 
fish.  Bluegill— 25  fish.  Minor  species — 
As  prescribed  by  State  regulations. 

<  d  >    Methods  of  fishing : 

1.  Tackle:  One  rod  and  line,  closely 
attended,  may  be  used  to  which  will  be 
attached  not  more  than  three  baited 
hooks,  nor  more  than  three  fly  hooks,  or 
not  more  than  two  plugs  or  similar  lures. 
No  more  than  two  such  plugs  or  lures, 
irrespective  of  the  number  of  hooks  or 
attractor  blades  attached  thereto,  shall 
be  attached  to  the  line.  Only  one  such 
combination  of  hook,  line  and  rod  shall 
be  used  by  one  person  at  any  Lime. 

2.  Boats:  Boats  with  motors  up  to  10 
horsepower  may  be  used  for  fishing. 

( e  >    Other  provisions : 

1  A  Federal  permit  is  not  required  to 
enter  the  public  fishing  area. 

2.  The  provisions  of  this  special  reg- 
ulation are  effective  to  January  1,  1963. 

Richard  E.  Griffith, 
Acting  Regional  Director.  Bureau 
of  Sport  Fisheries  and  Wildlife. 

January  3.  1962. 

(PR      Doc      83  318:     Filed.    Jiin      10,     1982; 
8  50  ajn.l 


PART  33— SPORT   FISHING 

BiHer  Lake  National  Wildlif*  Refuge, 
New  Mexico 

The  following  special  regulation  is 
issued  and  is  effective  on  date  of  publica- 
tion in  the  Federal  Register. 

§  33.3     Spreial  rriculalions ;  nport  fi»hing; 
fur  individual   wildlife  refuKe  areas. 

New  Mexico 

bitter  lake  national  wildlife  refuge, 
new  mexico 

Sport  fishing  on  the  Bitter  Lake  Na- 
tional Wildlife  Refuge.  New  Mexico,  is 
permitted  only  on  waters  designated  by 
signs  as  open  to  fishing.  These  open 
waters,  comprising  945  acres  and  4  per- 
cent of  the  total  refuge  area,  are  deline- 
ated on  a  map  available  at  the  refuge 
headquarters  and  from  the  office  of  the 
Regional  Director.  Bureau  of  Sport  Fish- 
eries and  Wildlife,  Albuquerque.  New 
Mexico.  Sport  fishing  is  subject  to  the 
following  conditions : 

(a)  Species  permitted  to  be  taken: 
Large  Mouth  Bass.  White  Bass.  Chan- 
nel Catfish,  and  other  minor  species  per- 
mitted under  State  regulations. 

(b)  Open  season:  May  30.  1962, 
through  October  15.  1962. 

(c)  Daily  creel  limits:  Largemouth 
bass.  12;  channel  catfish.  12;  white  bass. 
no  limit;  plus  other  creel  limits  for  minor 
species  as  are  prescribed  for  State  regu- 
lations. 

fd>   Methods  of  fishing: 

(1)  As  pTescrlt)ed  by  State  reg\ila- 
tions  except  as  follows: 

(2>  Use  of  boats  or  floating  devices 
are  prohibited. 


Thursday,  January  11,  1962 

(e)  Other  provisions:  ' 

(1)  The  provisions  of  this  special 
regulation  supplement  the  regulatfons 
which  govern  fishing  on  wildlife  refuge 
areas  generally  which  are  set  forth  in 
Title  50.  Code  of  Federal  Regulations. 
Part  33. 

(2)  A  Federal  permit  Is  not  required 
to  enter  the  public  fishing  area. 

(3)  The  .provisions  of  this  special 
regulation  are  effective  January  15, 1962, 
through  December  31,  1962. 

Dated:  January  3,  1962.       | 

Lewis  R.  Garlick, 
Acting  Regional  Dtrectar,  Bureau 
of  Sport  Fisheries  and  Wildlife. 

[FH.    Doc.    62-319;     FUed,    Jan.    10,    1062; 
8:50  a.in.| 


PART  33 — SPORT  FISHING 

Bosque  del  Apache  Nationol  Wildlife 
Refuge,  New  Mexico 

The  following  special  regulation  is  Is- 
sued and  is  effective  on  date  of  publica- 
tion in  the  Federal  Rkgistkr. 

§  33.5     Special  regulations;  «port  fishing; 
for  individual  wildlife  refuge  areas. 

New  Mexico 

bosque   del    apache    national    wildliti 

REPTJCE 

Sport  fishing  on  the  Bosque  del  Apache 
National  Wildlife  Refuge,  New  Mexico. 
is  permitted  only  on  waters  designated 
by  signs  as  open  to  fishing.  These  open 
waters,  comprising  4.300  acres  and  8  per- 
cent of  the  total  refuge  area,  are  delin- 
eated on  a  map  available  at  the  refuge 
headquarteis  and  from  the  office  of  the 
Regional  Director.  Bureau  of  Sport 
Fisheries  and  Wildlife,  Albuquerque, 
New  Mexico.  Sport  fishing  is  subject  to 
the  following  conditions: 

(a)  Siiecies  permitted  to  be  taken: 
Large  Mouth  Bass.  Bluegill.  and  other 
minor  species  permitted  under  State 
regulations. 

(b)  Open  season:  May  30,  1962, 
through  October  15.  1962. 

(c)  Daily  creel  limits:  Largemouth 
bass,  12;  bluegill.  no  limit;  pliis  other 
creel  limits  for  minor  species  as  are  pre- 
scribed for  State  regulations. 

(d)  Methods  of  fishing : 

( 1 )  As  prescribed  by  State  regulations 
except  as  follows: 

<2)  Use  of  boats  or  fioatlng  devices 
are  prohibited. 

<e)   Other  provisions: 

1 1 )  The  provisions  of  this  special  reg- 
ulation supplement  the  regulations 
which  govern  fishing  on  wildlife  refuge 
areas  generally  which  are  set  forth  in 
Title  50.  Code  of  Federal  Regulations. 
Part  33. 

(2)  A  Federal  permit  is  not  required 
to  enter  the  public  fishing  area. 

'  3  >  The  provisions  of  this  special  reg- 
ulation are  effective  January  15,  1962, 
through  December  31,  1962. 

Dated:  January  3,  1962. 

Lewis  R.  Garlick, 
Acting  Regional  Dtrectar,  Bureau 
of  Sport  Fisheries  and  WikUife. 
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PART  33— SPORT  FISHING 

Salt  Pfaint  Nofienal  Wildlife  Refuge, 
Oklahoma 

Tlie  following  special  regulation  is  is- 
sued and  is  effective  on  date  of  publica- 
ti<»i  in  the  FBOKRAL  Rkgistek. 

§33.5    ^tecial  regulations;  sport  fishing; 
for  individual  wildlife  refuge  areas. 

Oklahoma 

salt  plains  national   wildlife  refuge 

Sport  fishing  on  the  Salt  Plains  Na- 
tional Wildlife  Refuge.  Oklahoma,  is 
permitted  only  on  waters  designated  by 
signs  as  open  to  fishing.  These  open 
waters,  comprising  7,800  acres  and  25 
percent  of  the  total  refuge  area,  are  de- 
lineated on  a  map  available  at  the  ref- 
uge headquarters  and  from  t^e  office  of 
the  Regional  Director,  Bm-eau  of  Sport 
Fisheries  and  Wildlife,  Albuquerque, 
New  Mexico.  Sport  fishing  is  subject  to 
the  following  conditions: 

(a)  Species  permitted  to  be  taken: 
Largemouth  bass,  channel  catfish,  crap- 
pie  and  other  minor  species  permitted 
imder  State  regulations. 

(b)  Open  season:  April  15,  1962 
throu^  October  15,  1962  in  Great  Salt 
Plains  Lake,  as  posted.  January  15, 
1962  through  December  31,  1962  for  a 
portion  of  Great  Salt  Plains  Lake,  as 
posted.  February  1. 1962  through  Octo- 
ber 15.  1962  in  Sand  Creek,  the  three 
main  channels  of  Salt  Creek,  and  the 
right-of-way  of  Oklahoma  State  High- 
way 11,  as  posted. 

(c)  Daily  creel  limits:  largemouth 
bass,  10;  channel  catfish.  15;  crappie.  37; 
pius  other  creel  limits  for  minor  species 
as  are  prescribed  by  State  regulations. 

d.  Methods  of  fishing: 

(1)  Tackle:  It  is  illegal  to  take  game 
fish  by  any  means  other  than  hook  and 
line. 

(e)  Other  provisions: 

<1)  The  provisions  of  this  special  reg- 
ulation supplement  the  regulations 
which  govern  fishing  on  wildlife  refuge 
areas  generally  which  are  set  forth  in 
Title  50.  Code  of  Federal  Regulations, 
Part  33. 

(2)  A  Federal  permit  is  not  required 
to  enter  the  public  fishing  area. 

(3)  The  provisions  of  this  special  reg- 
ulation are  effective  January  15.  1962 
through  December  31.  1962. 

Dated:  January  3. 1962. 

Lewis  R.  Garlick, 
Acting  Regional  Director,  Bureau 
of  Sport  Fisheries  and  Wildlife. 

(F.R.    Doc.    62-321:     Plied.    Jan.    10.     1962; 
8:50  ajn.I 


[FR.    Doc. 


82-820;     Piled. 
8:50  ajn.I 


Jan.    10,    1903; 


PART  33— SPORT  FISHING 

Tishomingo  Notional  Wildlife  Refuge, 
Oklahoma 

The  following  q>ecial  regulatirai  is 
Issued  and  Is  effective  on  date  of  pub- 
lication in  the  FxDERAL  Register. 


311 

§  33.S    Special  regulations;  sport  fishing; 
for  individual  wildlife  refuge  area*. 

Oklahoma 

tishomingo  national  wildlite  retpge 

Sport  fishing  on  the  Tishomingo  Na- 
tional Wildlife  Refuge.  Oklahoma,  is  per- 
mitted only  on  waters  designated  by 
signs,  as  open  to  fishing.  These  open 
waters,  comprising  10,000  acres  and  62 
percent  of  the  total  refuge  area,  are  de- 
lineated on  a  map  available  at  the  refuge 
headquarters  and  from  the  office  of  the 
Regional  Director.  Bureau  of  Sport  Fish- 
eries and  Wildlife,  Albuquerque.  New 
Mexico.  Sport  fishing  is  subject  to  the 
following  conditions: 

(a)  Species  permitted  to  be  taken: 
Channel  catfish,  largemouth  bass,  crap- 
pie and  other  minor  species  permitted 
under  State  regulations. 

(b)  Open  season:  January  15,  1962, 
through  December  31,  1962,  the  waters 
east  of  the  north -south  center  line  of 
sees.  19.  30,  and  31.  T.  4.  S.,  R.  7  E.,  and 
in  Rock  Cre^.  Bell  Creek,  Big  Sandy 
Creek,  Dick's  Pond  and  Goose  Pen  Pond. 
April  1. 1962  through  September  30. 1962 
for  all  other  waters  of  the  refuge. 

(c)  Daily  creel  limits:  Channel  cat- 
fish, 15;  largemouth  bass,  10;  crappie, 
37;  plus  other  creel  limits  for  minor 
species  as  are  prescribed  for  State 
regulations. 

(d)  Methods  of  fishing : 

(1)  Tackle:  As  prescribed  by  State 
regulations. 

(e)  Other  provisions: 

( 1 )  The  provisions  of  this  special  regu- 
lation supplement  the  regulations  which 
govern  fishing  on  wildlife  refuge  areas 
generally  which  are  set  forth  in  Title 
50.  Code  of  Federal  Regulations.  Part 
33. 

(2)  A  Federal  permit  is  not  required 
to  enter  the  public  fishing  area. 

(3)  The  provisions  of  this  special  reg- 
ulation are  effective  January  15,  1962 
through  December  31.  1962. 

Dated:  January  3,  1962. 

Lewis  R.  Garlick, 
Acting  Regional  Director,  Bureau 
of  Sport  Fisheries  and  Wildlife. 

[FS..    Doc.    62-322:     PUed.    Jan.    10.     1962; 
8:50    BJn.] 


PART  33— SPORT  FISHING 

Wichita  Mountolns  Wildlife  Refuge, 
Oklahoma 

The  following  special  regulation  is  is- 
sued and  is  effective  on  date  of  publica- 
tion in  the  Federal  Register. 

§  33.5     Special  regulations;  sport  fishing; 
for  individual  wildlife  refuge  areas. 

Oklahoma 

wichita  mountains  wildlife  refttge 

Sport  Fishing  on  the  Wichita  Moun- 
tains Wildlife  Refuge.  Oklahoma,  is  per- 
mitted only  on  waters  designated  by  signs 
as  open  to  fishing.  These  open  waters, 
comprising  900  acres  and  1.5  percent  of 
the  total  refuge  area,  are  delineated  on 
a  map  available  at  the  refuge  head- 
quarters and  from  the  office  of  the 
Regimial  Directcn-.  Bureau  of  Sport 
Fisheries    and    Wildlife,    Albuquerque. 


II 
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New  Mexico.  Sport  flshln«  is  subject  to 
the  following  conditions: 

(a>  Species  permitted  to  be  taken: 
Largemouth  bass,  channel  catfish,  crap- 
ple  and  other  minor  species  permitted 
under  State  regulations. 

(b)  Open  season:  January  15,  1962 
through  December  31.  1962. 

<c)  Dally  creel  limits:  Largemouth 
bass.  10;  channel  catfish.  15;  crappie, 
35;  plus  other  creel  limits  for  minor 
species  as  are  prescribed  for  State 
regulations. 

(d)   Methods  of  fishing: 

(1)  As  prescribed  by  State  regula- 
tions, except  as  follows; 

(2)  Tackle:  Pishing  with  pole  and  line 
only,  including  rOd  and  reel. 

(3)  Use  of  outboard  motors  and  boats 
is  permitted  on  Lake  Elmer  Thomas. 
The  use  of  boats  or  other  floating  devices 
on  other  lakes  is  prohibited. 

<e)   Other  provisions: 

( 1 )  The  provisions  of  this  special  regu- 
lation supplement  the  regulations  which 
govern  fishing  on  wildlife  refuge  areas 
generally  which  are  set  forth  in  Title 
60.  Code  of  Federal  Regulations,  Part  33 

(2)  A  Pederal  permit  is  not  required 
to  enter  the  public  fishing  area. 

(3)  The  provisions  of  this  special  reg- 
ulation are  effective  January  15.  1962. 
through  December  31,   1962. 

Dated:    January  3,  1962. 

Lewis  R.  Garlick, 
Acting  Regional  Director.  Bureau 
of  Sport  Fisheries  and  Wildlife. 

[F-R.     Doc     82-323;     Piled,    Jan,     10.     1962; 
8:50  a.m. I 


PART  33— SPORT   FISHING 

Hagerman  Notional  Wildlife  Refuge, 
Texas 

The  following  special  regulation  is 
issued  and  is  effective  on  date  of  publica- 
tion in  the  Federal  Register. 

§  33.5     Special  reKulationn;  !>por1  ii<>hins: 
for  individual   wildlife  refuge  area». 

Texas 

hagerman  national  wildlife  refuge 

Sport  fishing  on  the  Hagerman  Na- 
tional Wildlife  Refuge,  Texas,  is  per- 
mitted only  on  waters  designated  by 
signs  as  open  to  fishing.  These  open 
waters,  comprising  2.900  acres  and  25 
percent  of  the  total  refuge  area,  are 
delineated  on  a  map  available  at  the 
refuge  headquarters  and  from  the  office 
of  the  Regional  Director.  Bureau  of 
Sport  Fisheries  and  Wildlife.  Albuquer- 
que. New  Mexico.  Sport  fishing  is  sub- 
ject to  the  following  conditions: 

(a)  Species  permitted  to  be  taken: 
Largemouth  bass,  crappie.  channel  cat- 
fish, blue  catfish,  white  bass,  and  other 
minor  species  permitted  under  State 
regulations. 

(b)  Open  season:  April  1,  1962, 
through  September  30, 1962. 

(c)  Dally  creel  limits:  Largemouth 
bass,  15;  crappie,  25;  channel  catfish, 
25;  blue  catfish,  25;  white  bass.  25;  plus 
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other  creel  limits  for  minor  species  as 
are  prescribed  for  State  regulations. 

(d)  Methods    of    fishing: 

(1 )  As  prescribed  by  State  regula- 
tions. 

(e)  Other  provisions : 

( 1 1  The  provisions  of  this  special  reg- 
ulation supplement  the  regulations 
which  govern  fishing  on  wildlife  refuge 
areas  generally  which  are  set  forth  in 
Title  50,  Code  of  Federal  Regulations, 
Part  33. 

i2>  A  Federal  permit  is  not  required 
to  enter  the  public  fishing  area. 

i3t  The  provisions  of  this  special 
regulation  are  effective  January  15.  1962, 
through  December  31,  1962. 

Dated:  January  3,  1962. 

Lewis  R    Garlick. 
Acting  Regional  Director.  Bureau 
of  Sport  Fisheries  and  Wildlife. 


I  F  R      Doc 


62   325;     Filed.     Jan 
8  51    am) 


10      1962. 


PART  33— SPORT   FISHING 

Muteshoe  National  Wildlife  Refuge, 
Texas 

The  following  special  regulation  is 
issued  and  is  effective  on  date  of  publi- 
cation in  the  Federal  Register. 

§  33. .1     ."^perial  refculatluno  :  »p<)rt  fi>liiii|c; 
ftir    individual    wildlife    refuse   area."*. 

Texas 

muleshoe  national  wildlife  refuge 

Sport  fishing  on  the  Muleshoe  Na- 
tional Wildlife  Refuge,  Texas,  is  per- 
mitted only  on  waters  designated  by 
signs  as  open  to  fishing.  These  open 
waters,  comprising  40  acres  and  .007  per- 
cent of  the  total  refuge  area,  are  deline- 
ated on  a  map  available  at  the  refuge 
headquarters  and  from  the  office  of  the 
Regional  Director,  Bureau  of  Sport  Fish- 
eries and  Wildlife,  Albuquerque,  New 
Mexico.  Sport  fishing  is  subject  to  the 
following  conditions: 

(a)  Species  permitted  to  be  taken: 
Largemouth  bass,  channel  catfish,  and 
other  minor  species  permitted  under 
State  regulations. 

(b)  Open  season:  May  30,  1962 
through  September  30,   1962. 

<c>  Daily  creel  limits:  Largemouth 
bass,  15;  channel  catfish,  25;  plus  other 
creel  limits  for  minor  species  as  are 
prescribed   for   State  regulations. 

I  d  >    Methods  of  fishing : 

(It  As  prescribed  by  State  regulations. 
except  as  follows: 

( 2  >  Use  of  boats  and  other  floating  de- 
vices is  prohibited. 

I  e )   Other  provisions : 

( 1 )  The  provisions  of  this  special 
regulation  supplement  the  regulations 
which  govern  fishing  on  wildlife  refuge 
areas  generally  which  are  set  forth  in 
Title  50,  Code  of  Pederal  Regulations, 
Part  33. 

(2)  A  Federal  permit  is  not  required 
to  enter  the  public  fishing  area. 


(3>  The  provisions  of  this  special 
regulation  are  effective  January  15.  1962 
through  December  31.  1962. 

Dated:   January  3,  1962. 

Lewis  R.  Garlick, 
Acting  Regional  Director,  Bureau 
of  Sport  Fisheries  arid  Wildlife. 

|PR      Doc      62  326;     Filed.     Jan.     10.     1962; 
8  51  am  ] 


PART  33— SPORT   FISHING 

Bear  River  Migratory  Bird   Refuge, 
Brigham,   Utah 

The  following  .special  regulation  Is 
issued  and  is  effective  on  date  of  publi- 
cation in  the  Federal  Register. 

v;  33. .>     Special  regulations;  (tport  fiAhing: 
for  indi\idual   wildlife   refuge  areas. 

Utah 

bear  river  migratory  biro  refuge 

Sport  fishing  on  the  Bear  River  Migra- 
tory Bird  Refuge,  Utah,  is  permitted  only 
on  waters  designated  by  signs  as  open  to 
fishing.  These  open  waters,  comprising 
10  acres  and  .01  percent  of  the  total  re- 
fuge area,  are  delineated  on  a  map  avail- 
able at  the  refuge  headquarters  and 
from  the  office  of  the  Regional  Director, 
Bureau  of  Sport  Fisheries  and  Wildlife, 
Albuquerque,  New  Mexico.  Sport  fish- 
ing is  subject  to  the  following  conditions: 

ia»  Species  permitted  to  be  taken: 
Catfish  and  other  minor  species  per- 
mitted under  State  regulations. 

(b>  Open  season:  January  15,  1962, 
through  December  31,  1962. 

(c)  E>aily  creel  limits:  Catfish  20,  or 
20  pounds  and  1  fish  whichever  is  caught 
first  plus  other  creel  limits  for  minor 
species  as  are  prescribed  for  State  regu- 
lations. 

•  d)   Methods  of  fishing: 

( 1  >  As  prescribed  by  State  regulations 
except  as  follows: 

(2 1  Tackle:  Fishing  with  pole  and 
line  only,  including  rod  and  reel. 

(3»    The  use  of  boats  is  prohibited. 

(e)   Other  provisions: 

( 1  >  The  provisions  of  this  si>ecial 
regulation  supplement  the  regulations 
which  govern  fishing  on  wildlife  refuge 
areas  generally  which  are  set  forth  in 
Title  50,  Code  of  Federal  Regulations, 
Part  33. 

( 2 )  Permission  is  required  to  enter  the 
public  fishing  area  by  registering  at  the 
refuge  office. 

(3)  The  provisions  of  this  special 
regulation  are  effective  January  15.  1962, 
through  December  31,  1962. 

Dated:  January  3,  1962. 

Lewis  R.  Garlick, 
Acting  Regional  Director,  Bureau 
of  Sport  Fisheries  arid  Wildlife. 

|FR      Doc      62-327;     Filed,     Jan.     10,     1962; 
8:51    am.) 


PART  33— SPORT  FISHING 
National   Elk   Refuge,   Wyoming 

The  following  special  regulation  is  is- 
sued and  is  effective  on  date  of  publica- 
tion in  the  F*ederal  Register. 


Thursday,  January  11,  1962 

§  33.5    Special  regulations;  aport  fiahins; 
for  individual  wildlife  refuge  areas. 

Wyomino 

MATIOHAL  ELK  REFUaz 

Sport  fishing  on  the  National  Elk  Ref- 
uge, Wyoming,  is  permitted  only  on  wa- 
ters designated  by  signs  as  opai  to 
fishing.  These  open  waters,  comprising 
327  acres  and  1.3  percent  of  the  total 
refuge  area,  are  delineated  on  a  map 
available  at  the  refuge  headquarters 
and  from  the  office  of  the  Regional  Di- 
rector. Bureau  of  Sport  Fisheries  and 
Wildlife.  Albuquerque,  New  Mexico. 
Sport  fishing  is  subject  to  the  foUowing 
conditions: 

(a)  Species  permitted  to  be  taken: 
Trout  and  other  minor  species  permitted 
under  State  regulations. 

( b )  Open  season :  I 

Gros  Ventre  River  and  its  tributaries: 
June  1.  1962,  through  October  31,  1962. 

Flat  Creek:  August  1,  1962  through 
September  30.  1962. 

(c)  Daily  creel  limits:  Trout,  12  or  10 
pounds  and  1  fish,  plus  other  creel  limits 
for  minor  species  as  are  prescribed  for 
State  regulations. 

(d)  Methods  of  fishing : 

( 1 )  As  prescribed  by  State  regulations, 
except  as  follows : 

(2)  The  use  of  boats  or  other  floating 
devices  is  prohibited. 

(e)  Other  provisions: 

( 1 )  The  provisions  of  this  special  reg- 
ulation supplement  the  regulatkms 
which  govern  fishing  on  wildlife  refuge 
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areas  generally  which  are  set  forth  in 
Title  50.  Code  of  Federal  Regulations, 
Part  33. 

(2)  A  Federal  permit  is  not  required 
to  enter  the  public  fishing  area. 

(3)  The  provisions  of  this  special 
regulation  are  effective  January  15,  1962 
through  December  31,  1962. 

Dated:  Januarys,  1962. 

Lewis  R.  Garlick, 
Acting  Regional  Director,  Bureau 
of  Sport  Fisheries  and  Wildlife. 

IP.R.    Doc.    62-328;     FUed.    Jan.    10.    1963; 
8:51  ajn.) 


PART  33— SPORT  FISHING 

Pothflnder  Notionol  Wildlife  Refuge, 
Wyoming 

The  following  special  regulation  is  is- 
sued and  Is  effective  on  date  of  publica- 
tion in  the  FKDmAL  Registeb. 

§  33.5    Special  regukuioiu ;  sport  fishing ; 
for  indivklual  wildlife  refuge  areas. 

Wyominc 

pathmrokb  national  wilolifk  sefttgx 

Sport  fishing  on  the  Pathfinder  Na- 
tional WildUfe  Refuge.  Wyoming,  is  per- 
mitted only  on  waters  designated  by 
signs  as  open  to  fishing.  These  open 
waters;  comprising  16.500  acres  and  33 
percent  of  the  total  refuge  area,  are  de- 
lineated on  a  map  available  at  the  refuge 
headquarters  and  from  the  office  of  the 
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Regional  Director,  Bureau  of  Sport  Fish- 
eries and  WildUfe,  Albuquerque,  New 
Mexico.  Sport  fishing  is  subject  to  the 
following  conditions : 

(a)  Species  permitted  to  be  taken: 
Trout  and  other  minor  species  permitted 
under  State  regulations. 

(b)  Open  season:  January  15,  1962 
through  December  31,  1962,  except  that 
approximately  4.265  acres  of  Sand  Creek 
Bay  as  posted  be  closed  from  April  1, 
1962  through  August  31,  1962. 

(c)  Daily  creel  limits:  Trout  12,  or  10 
pounds  and  1  fish,  plus  other  creel  limits 
for  minor  species  as  are  prescribed  for 
State  regulations. 

(d)  Methods  of  fishing: 

(1)  As  prescribed  by  State  regulations 
for  Drainage  Area  5. 

(e)  Other  provisions : 

( 1 )  The  provisions  of  this  special  reg- 
ulation supplement  the  regulations 
which  govern  fishing  on  wildlife  refuge 
areas  generally  which  are  set  f(»th  in 
Title  50,  Code  of  Federal  Regulations. 
Part  33. 

(2)  A  Federal  permit  is  not  required 
to  enter  the  public  fishing  area. 

(3)  The  provisions  of  this  special  reg- 
ulation are  effective  January  15,  1962 
through  December  31, 196^. 

Dated:  January  3, 1962. 

Lewis  R.  Gaslicx, 
Acting  Regional  Director,  Bureau 
of  Sport  Fisheries  and  Wildlife. 

[F.R.    Doc.    62-329;    Filed.    Jan.    10.     1063; 
8:51  ajn.] 
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DEPARTMENT  OF  AGRICULTURE 

Agricultural  Stabilization  and 
Conservation   Sorvic* 

(  7  CFR   Part   1008  otc.  1 

HANDLING  OF  MILK  IN  CERTAIN 
MARKETING  AREAS 

Notice  of  Hearing  on  Proposed 
Amendments  to  Tentative  Market- 
ing Agreements  and  Orders 

7  CFR  Part.  Docket  No.,  and  Marketing  Area 

OOe.  AO-2e8-A6.  Greater  Wheeling. 

009.  AO-268-A6.  Clarkaburg,  W.  Va. 

09O,  AO-101-A26.  Chicago.  111. 

031.  AO-170-A13.  South  Bend-LaPorte-Ek- 

bart.  Ind. 
033.  AO-313-A4,  Suburban  St.  Louie. 

033.  AO-lS6-Aa6.  Greater  Cincinnati. 

034.  AO-176-Aie,  Dayton -Springfield.  Ohio 
035-AO-17d-A14.  Columbus.  Ohio. 

.03«.  AO-179-A22.  Northeastern  Ohio. 
037.  AO-197-A7.  North-Central  Ohio. 
088.  AO-194-A7.  Rockford-Freeport.  111. 

039.  AO-ai2-A13.  Milwaukee.  Wis. 

040.  AO-225-A13.  Southern  Michigan. 

041.  AO-72-A24.  Toledo.  Ohio. 

042.  AO-240-A6.  Muskegon.  Mich. 
.043.  AO-247-A7.  Dpetate  Michigan 

1044.  AO-29^A3.  Michigan  Upper  Peninsula 
046.  AO-334-A4.  Northeastern  Wisconsin. 
04«.  AO-308-A3,  Ohio  Valley. 
.047.  AO-33-A26.  Port  Wayne.  Ind 
.043.  AO-325-A1.  Greater  Youngstown- War- 
ren. 
049.  AO-319-A2.  Indianapolis.  Ind 
0«1.  AO-327-A1.  St.  Joseph.  Mo 
0«2.  AO-10-A27.  St.  Louis.  Mo. 
0«8.  AO-106-A16.  Quad  Cltles-Enjbuque 
064.  AO-33-Aa3.  Greater  Kansas  City. 

067.  AO-223-A11.  Ozarks. 

068.  AO-178-A13.     Mlnneapolls-St      Paul. 
Minn. 

069.  AO-153-A7.  Duluth -Superior. 

070.  AO-229-A7.  Cedar  Raplds-Iowa  City. 

078.  AO-27»-A2.  North-Central  Iowa. 

079.  AO-296-A3.  Dee  Moines.  Iowa. 
095.  AO-123-A25.  LoulsvlUe-Lexlngton.  Ky. 
097.  AO-219-A10.  Memphis.  Tenn. 
099.  AO-183-A7.  Paducah.  Ky. 
108.  AO-243-A7,  Central  Arkansas. 

Pursviant  to  the  provisions  of  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937.  as  amended  (7  UJS.C.  601  et  seq.). 
and  the  applicable  rtiles  of  practice  and 
procedure  governing  the  formulation  of 
marketing  agreements  and  marketing 
orders  (7  CFR  Part  900) ,  notice  is  hereby 
given  of  a  Joint  public  hearing  to  be  held 
at  the  Sherman  Hotel.  Randolph  and 
Clark  Streets.  Chicago.  Illinois,  begin- 
ning at  10:00  ajn.,  est.,  on  each  of  the 
following  days:  January  17,  18.  and  19. 
1962.  This  hearing  is  with  respect  to 
proposed  amendments  to  the  tentative 
marketing  agreements  and  to  the  orders, 
regulating  the  handling  of  milk  in  each 
of  the  marketing  areas  hereinafter 
specified. 

The  public  hearing  is  for  the  purpose 
of  receiving  evidence  with  respect  to  the 
economic  and  marketing  conditions 
which  relate  to  the  proposed  amend- 
ments, hereinafter  set  forth,  and  any 
appropriate  modifications  thereof,  to  the 
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tentative  marketing  agreements  and  to 
the  orders. 

The  proposed  amendments,  set  forth 
below,  have  not  received  the  approval  of 
the  Secretary  of  Agriculture. 

Proposals  with  respect  to  the  matters 
set  forth  below  have  been  made  by  the 
following : 

Dairymen's  Cooperative  Sales  AssoclHllon 
Pure  Milk  Association 
Sanitary  Milk  Producers.  Inc. 
Cincinnati  Milk  Sales  Association.  Inc. 
Miami  Valley  Milk  Producers  Association 
Central  Ohio  Cooperative  Milk  Producers 
Milk  Producers  Federation  of  Cleveland 
Northwestern   Cooperative  Sales   Association 
Midwest  Dairymen's  Association 
Pure  Milk  Products  Cooperative 
Michigan  Milk  Producers  Association 
Kyana  Milk  Producers.  Inc 
Wayne  Cooperative  Milk  Producers.  Inc 
Allen  Milk  Co. 

St  Joseph  Milk  Producers  Association 
Nemaha  Cooperative  Creamery  Association 
United  Dairy  Producers  Cooperative  Associa- 
tion 
Pure  Milk  Producers  Association  of  Greater 

Kansas  City.  Inc. 
Producers  Creamery  Co. 
Shawnee  Milk  Producers  Association.  Inc 
Twin  City  Milk  Producers  Association 
Twin  Porta  Cooperative  Dairy  Association 
Arrowhead  Creameries.  Inc. 
Mid-South  Milk  Producers  Association 
Paducah  Graded  Milk  Producers  Association 
Central  Arkansas  Milk  Producers  Association 

Proposal  So.  1.  That  the  basic  for- 
mula price  to  be  used  in  computing  the 
price  for  Class  I  milk  under  each  of 
the  following  orders  'and  the  price  for 
Class  11  milk  under  the  order  for  the 
Chicago,  Illinois,  marketing  area"  shall 
be  the  average  price  per  hundredweight 
for  manufacturing  grade  milk.  fob. 
plants  in  Wisconsin  and  Minnesota,  as 
reported  by  the  United  States  Depart- 
ment of  Agriculture  for  the  applicable 
month,  adjusted  to  a  3.5  percent  butter- 
fat  basis  by  a  butterfat  differential  com- 
puted by  multiplying  the  Chicago 
92-score  butter  price  by  0.12  with  ap- 
propriate adjustments  to  be  made  in  the 
Class  I  differentials  of  the  orders. 

This  proposal  affects  the  following 
marketing  su-eas  and  order  provisions: 

ProvUions  affected 
Marketing  area:  (Section) 

Greater  Wheeling ..-   1008  50 

Clarksburg.   W.   Va 1009.60 

Chicago.  Ill ---   103060 

South  Bend-LaPorte-Elkhart,  Ind.   1031.51 

Suburban   St.  Louis -      (') 

Greater  Cincinnati 1033  50 

Dayton-Sprlngfleld.   Ohio 1034  50 

Columbus.    Ohio... .--   1035  50 

Northeastern   Ohio. 1036.50 

North-Central    Ohio _       (') 

Rockford-Freeport.    Ill (•) 

Milwaukee.  Wis 1039.50 

Southern  Michigan .-.   1040.50 

Toledo.  Ohio 1041.51 

Muskegon.    Mich -   1042.50 

>  Class  I  price  based  on  that  of  Order  No. 
02  for  St.  Louis  marketing  area. 

'  Class  I  price  based  on  that  of  Order  No. 
36  for  Northeastern  Ohio  marketing  area. 

•  Class  I  price  baaed  on  that  of  Order  No.  30 
for  Chicago  marketing  area. 


Provisions  affected 
Marketing   area — Continued        (Section) 

Upetate  Michigan 1043.50 

Michigan  I7pper  Peninsula 1044.50 

Northeastern    Wisconsin 1045.60 

Ohio     Valley-- - 1046.50 

Fort  Wayne.  Ind 1047.50 

Greater    Youngstown-Warren (•) 

Indianapolis.    Ind 1049  50 

St    Joseph.  Mo (M 

St     Louis.   Mo.. - (») 

Quad    CItles-Dubuque («) 

Greater  Kansas  City..- 1064.50 

Ozarks (') 

Mlnneapolls-St.  Paul.  Minn 1068.51 

Duluth-Superlor 1069.60 

Cedar  Raplds-Iowa  City (') 

North   Central    Iowa (') 

Des  Moines.  Iowa (») 

LmlsvlUe-Lexlngton.    Ky 1095  50 

Memphis,   Tenn 1097  50 

Paducah.  Ky - 1099  50 

Central    Arkansas 110860 

<  Class  I  price  based  on  that  of  Order  No. 
64  for  Greater  Kansas  City  marketing  area 

Under  this  proposal  evidence  will  be 
received  only  with  respect  to  change  in 
the  basic  formula  prices  used  to  compute 
prices  for  the  classes  stated  in  the  pro- 
posal. To  the  extent  that  prices  now 
stated  as  basic  formula  prices  or  alterna- 
tive basic  formula  prices  in  any  of  the 
orders  are  used  to  compute  prices  for 
other  classes  of  milk  it  is  anticipated 
that  amendment  of  such  orders  on  the 
basis  of  this  pror>osal  will  require  con- 
forming changes  to  preserve  present 
pricing  provisions. 

Proposal  No.  2.  That  prices  under  the 
orders  for  the  Ohio  Valley,  Louisville- 
Lexington.  Memphis  and  Central  Ar- 
kansas marketing  areas  be  stated  on  a 
3  5  percent  butterfat  basis. 

Proposed  by  the  Milk  Marketing  Or- 
ders Division,  Agricultural  Stabilization 
and  Conservation  Service : 

Proposal  No.  3.  Make  such  changes 
as  may  be  necessary  to  make  the  entire 
marketing  agreements  and  the  orders 
conform  with  any  amendments  thereto 
that  may  result  from  this  hearing. 

Copies  of  this  notice  of  hearing  and 
the  orders  may  be  obtained  from  the 
Milk  Marketing  Orders  Division.  Agri- 
cultural Stabilization  and  Conservation 
Service.  United  States  Department  of 
Agriculture.  Washington  25.  DC.  or 
from  offices  of  market  administrators  at 
the  addresses  listed  below,  or  may  be 
there  inspected:  703  Hawley  Building, 
1025  Main  Street.  Wheeling.  W.  Va.; 
72  West  Adams  Street,  Room  814.  Chi- 
cago 3,  111.;  503  Strauss  Building,  809-11 
South  Calhoun  Street,  Fort  Wayne  2. 
Ind.;  2710  Hampton  Avenue,  St.  Louis 
39,  Mo.;  Hartman  Building,  Room  505. 
79  East  State  Street.  Columbus,  Ohio; 
7503  Brookpark  Road,  Cleveland  29. 
Ohio;  4920  West  Biu-leigh  Street.  Mil- 
waukee 10,  Wis.;  2899  West  Grand 
Boulevard,  Detroit.  Mich.;  3031  Parsons 
Road.  Traverse  City.  Mich.;  903  Baxter 
Avenue.  Louisville  4.  Ky.;  6130  North 
Brouse  Street,  Indianapolis  5.  Ind.;  7939 
Floyd  Avenue.  Overland  Park.  Kana.;  223 
P.O.  and  Courthouse.  Rock  Island.  111.; 
1750  Hermepln  Avenue,  Room  307,  Min- 
neapolis 3,  Minn  ;  407  Federal  Building. 


I 
Thursday,  January  11,  1962 

Duluth  2,  Minn.;  3108  Ingersoll  Avenue. 
Des  Moines  12,  Iowa;  35  South  Cooper 
Street,  Memphis  12,  Tenn. 

Signed  at  Washington,  D.C.,  on  Jan- 
uary 8. 1962. 

Robert  G.  Lkwxs, 
Deputy  Administrator,  Price  and 
Production.  Agricultural  Sto- 
bilization    and    Conservation 
Sermce. 

|FR     Doc.    62-335;     Filed.    Jan.    10,    1962; 
8:52  a.m.] 

DEPARTMENT  OF  LABOR 

Division  of  Public  Contracts 

[  41    CFR   Pdrt  50-202  ] 

DRUGS  AND  MEDICINE  INDUSTRY 

Tentative  Minimum  Wage 
Redetermination 

A  complete  record  of  proceedings  under 
sections  1  and  10  of  the  Walsh-Healey 
Public  Contracts  Act  (41  U.S.C.  35  and 
43a)  to  redetermine  the  prevailing  mini- 
mum wages  for  persons  employed  in  the 
drugs  and  medicine  Industry  has  been 
certified  by  the  hearing  examiner.  The 
whole  record  has  been  considered,  and 
it  is  now  appropriate  under  section  8  of 
the  Administrative  Procedure  Act  (5  . 
use.  1007)  to  make  a  tentative  de- 
cision, including  a  statement  of  findings 
and  conclusions,  as  well  as  the  reasons 
therefor,  on  all  material  issues  of  fact. 
law.  and  discretion  presented  on  the 
record,  and  any  appropriate  minimum 
wage  redetermination. 


DEFINmON 
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One  of  the  issues  set  out  in  the  notice 
of  hearing  (26  P.R.  8318)  was  whether 
any  amendments  should  be  made  In  the 
definition  of  the  industry  contained 
therein.  No  amendments  were  proposed 
by  interested  persons. 

The  noticed  definition  is  the  same  as 
that  in  the  present  minimum  wage  de- 
termination for  this  industry  except  for 
the  addition  of  the  manufacture  or  pack- 
aging of  processed  botanical  drugs  and 
herbs.  This  addition  makes  the  cover- 
age of  the  definition  the  same  as  that  in 
Standard  Industrial  Classification  (SIC) 
Group  283. 

The  Wage  and  Hour  economist  testi- 
fying at  the  hearing  stated  that  to  his 
knowledge  no  administrative  difficulties 
had  been  experienced  with  the  present 
definition  of  the  industry.  He  also  stated 
that  the  noticed  definition  had  been  con- 
sidered at  a  prehearing  conference  and 
had  been  acceptable  to  the  representa- 
tives of  labor  and  management  who  at- 
tended the  conference.  An  economist 
representing  the  AFL-CIO  and  its 
principal  member  unions  in  this  Industry 
testified  that  he  had  no  objection  to  the 
noticed  definition.  No  other  Interested 
persons  submitted  evidence  on  this  Issue. 

Upon  the  basis  of  the  foregoing,  the 
noticed  definition  is  found  appropriate 
for  the  purpose  of  this  proceeding. 

Locality 

The   evidence   in   the   record   dealing 
with  the  geographic  scope  of  any  mini- 
No.  7 4 
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mum  wage  detennination  in  this  in- 
dustry consists  entirely  of  that  found 
in  Goyenunent  l^chlbit  4.  That  exhibit 
sbows  the  origin  and  destination  of  ship- 
ments of  products  of  the  industry  under 
contracts  subject  to  the  Act. 

nt»n  this  evidence,  the  AFL-CIO  pro- 
poses that  an  industrjrwide  determina- 
tion be  made.  There  are  no  proposals 
suggesting  that  the  area  of  competition 
for  any  Government  contract  in  this 
industiy  is  narrower  than  all  of  that 
area  in  which  the  plants  of  the  industry 
are  located. 

An  analysis  of  Government  Exhibit  4 
indicates  that  the  competition  for  Gov- 
ernment contracts  in  this  Industry  is  not 
restricted  by  regional  boundaries.  That 
exhibit  shows  that  plants  in  the  region 
of  origin  are  awarded  Ctovernment  con- 
tracts calling  for  delivery  in  each  region 
of  destination  and  that  a  substantial  por- 
tion of  the  contract  awards  call  for  de- 
livery at  a  uniform  price  anywhere  in  the 
United  States.  Accordingly.  I  find  that 
an  industrywide  determination  for  this 
industry  is  appropriate  and  that  the 
"locality  in  which  the  materials,  sup- 
plies, articles,  or  equipment  are  to  be 
manufactured  or  furnished"  under  any 
contract  subject  to  this  determination 
cannot  be  more  narrowly  defined  than 
all  of  that  area  in  which  the  industry 
has  its  plants. 

Prevailing  Minimum  Wages 

The  only  evidence  relating  to  the  issue 
of  what  are  the  prevailing  minimum 
wages  in  this  industry  is  a  survey  con- 
ducted by  the  Bureau  of  Labor  Statistics 
(BUS)  for  use  in  these  proceedings.  The 
results  of  the  survey  are  tabulated  in 
Government  Exhibit  8.  The  most  signifi- 
cant table  in  that  survey  for  the  purpose 
of  a  minimum  wage  determination  is 
table  3.  which  contains  a  frequency  dis- 
tribution of  the  lowest  wage  rates 
actually  paid  to  workers  of  the  type 
covered  by  the  Walsh-Healey  Public 
Contracts  Act  in  the  payroll  period  end- 
ing nearest  liCarch  15,  1961. 

No  single  minimum  wage  rate  in  this 
distribution  appears  with  such  fre- 
quency that  it  may  be  fairly  said  on  that 
ground  alone  to  be  the  prevailing  mlni- 
mimi  wage  for  persons  employed  In  the 
industry.  There  are  66  establishments 
with  2.107  covered  workers  which  are 
shown  to  have  paid  $1.00  as  their  mini- 
mum wage.  However,  even  if  it  is  as- 
sumed that  these  plants  and  others  in 
the  range  of  $1.00  through  $1.14  are  now 
paying  the  minimum  wage  of  $1.15  re- 
quired by  the  Fair  Labor  Standards  Act, 
as  amended  by  the  1961  Amendments, 
such  plants  would  constitute  only  about 
28  percent  of  all  the  plants  in  the  in- 
dustry with  less  than  10  percent  of  the 
covered  worker  employment.  The  con- 
centration of  covered  worker  employ- 
ment at  the  $1.80  interval  (3  plants  hav- 
ing a  total  of  2.713  covered  workers  with 
minimum  wages  of  $1.80  and  under 
$1.81)  is  not  regarded  as  constituting 
prevailing  practice  for  similar  reasons. 

Under  such  circumstances,  there  is 
abundant  precedent  for  using  a  statis- 
tical approach  giving  appropriate  weight 
to  the  minimum  wages  paid  by  about 
one-half  of  the  establishments  or  pro- 
duction units  and  the  minimum  wages 
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paid  by  establishments  employing  about 
one-half  of  the  workers  who  would  be 
protected  by  the  determination  when 
engaged  on  the  work  to  which  it  would 
apply. 

The  spokesman  for  the  AFL-CIO  and 
its  member  unions  in  this  industry,  how- 
ever, would  have  me  consider  the  mini- 
mum wages  of  plants  weighted  by  their 
covered  worker  employment,  and  attach 
little  or  no  significance  to  the  minimum 
wages  paid  by  plants  without  such 
weighting.  As  a  consequence,  he  pro- 
poses that  the  median  minlmimi  wage 
of  establishments  weighted  by  their  cov- 
ered worker  employment,  which  is  $1.69. 
be  found  to  be  the  prevailing  minimum 
wage  as  of  the  survey  period. 

Neither  the  terms  of  the  statute  nor 
the  evidence  in  this  proceeding  compel 
such  a  finding.  See:  Drugs  and  Medi- 
cines Industry — tentative  decision  (23 
P.R.  2863) :  Paper  and  Paperboard  Con- 
tainers and  Packaging  Products  Indus- 
try—final decision  (26  F.R.  7) ;  and  Bat- 
tery Industry— final  decision  (22  P.R. 
3012)  and  the  reasons  stated  therein. 
Also,  an  analysis  of  the  evidence  indi- 
cates that  79.0  percent  of  the  establish- 
ments in  the  industry  employing  47.7 
percent  of  the  covered  worker  employ- 
ment paid  less  than  $1.69  as  a  minimvmi 
wage.  The  proposed  finding  does  not 
give  adequate  consideration  to  the  mini- 
mum wages  paid  by  an  overwhelming 
majority  of  the  establishments.  Con- 
sequently, I  decline  to  follow  the  pro- 
posal. 

In  the  payroll  period  covered  by  the 
BLS  survey,  50.1  percent  of  the  estab- 
lishments with  80.0  percent  of  the  cov- 
ered worker  employment  paid  a  mini- 
mum wage  of  $1.29  or  more,  while  21.0 
percent  of  the  establishments  with  52.3 
percent  of  the  covered  worker  employ- 
ment paid  a  minimum  wage  of  $1.69  or 
more.  The  most  representative  mini- 
mum wage  appears  to  rest  within  the 
range  between  these  medians,  rather 
than  at  either  of  them.  In  this  range. 
$1.42  appears  to  be  the  most  representa- 
tive in  terms  of  establishments  weighted 
by  their  covered  employment,  as  well  as 
establishments  not  weighted  by  such  em- 
ployment. There  were  36.0  percent  of 
the  establishments  with  69.1  percent  of 
the  covered  worker  employment  paying 
that  minimum  wage  or  more.  At  this 
point  the  deficit  in  establishments  is  ap- 
propriately overbalanced  by  the  surplus 
of  employment.  Therefore,  I  find  $1.42 
to  be  the  prevailing  minimum  wage  as  of 
the  survey  period. 

Turning  now  to  the  matter  of  what 
movements,  if  any,  have  occurred  in  the 
minimum  wage  level  since  the  BLS  sur- 
vey period,  there  is  uncontradicted  testi- 
mony that  the  movement  in  average 
straight -time  hourly  earnings  in  this  in- 
dustry since  the  survey  period  Is  In- 
dicative of  the  movement  in  minimum 
wages.  Government  Exhibit  5  shows  the 
movement  in  average  straight-time 
hourly  earnings  from  the  survey  period 
through  July  1961.  Government  Exhibit 
6,  comparing  the  median  minimum  wage 
levels  and  average  straight-time  hourly 
earnings  in  August  1956  with  those  in 
March  1961,  lends  support  to  the  testi- 
mony  referred  to  above. 
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Avermffe  stralcht-tlme  hourly  earn- 
ings Increased  by  4.6  cents,  or  2  percent, 
from  March  IMl  through  July  1961. 
Both  the  Wage  and  Hour  economist  and 
the  AFLr-CIO  economist  testified  that  the 
comparable  movement  in  minimum 
wages  would  be  somewhere  between  the 
percentage  increase  and  the  penny  in- 
crease, i.e .  between  3  and  4.6  cents. 

The  AFL-CIO  proposes  a  finding  that 
an  increase  of  4  cents  has  occurred.  The 
reasons  assigned  for  the  proposal  are 
that  so-called  "across  the  board"  penny 
increases  in  wages  are  common  in  the  in- 
dustry, and  secondly  that  the  BLS  earn- 
ings data  takes  no  account  of  advances 
in  earnings  which  have  continued  since 
July  1961.  However,  there  is  testimony 
Indicating  that  percentage  increases  are 
also  common  in  the  industry.  Further, 
an  attempt  to  assess  the  extent  of  ad- 
vances in  earnings  since  July  1961,  for 
which  the  record  contains  no  data,  would 
appear  to  be  only  speculative. 

When  both  percentage  increases  and 
penny  increases  are  common,  the  amount 
of  increase  in  median  minimum  wage 
levels  woiild  not  generally  be  as  great  as 
the  penny  increase  in  average  straight- 
time  hourly  earnings.  Government  Ex- 
hibit 6  Illustrates  this.  It  also  shows 
that  the  increase  in  median  minimum 
wage  levels  had  a  closer  afi&nity  to  the 
percentage  increase  in  average  hourly 
earnings  than  to  the  penny  increase  in 
such  earnings.  Therefore,  it  appears 
more  reasonable  with  regard  to  the  pe- 
riod subsequent  to  the  BLS  survey  to 
conclude  that  the  amount  of  the  in- 
crease in  minimum  wages  rests  closer  to 
the  extent  of  the  percentage  increase  in 
average  straight-time  hourly  earnings 
than  it  does  to  the  amoiuit  of  the  penny 
increase  in  such  earnings.  Therefore.  I 
find  that  the  amount  of  that  increase 
in  minimum  wages  is  3  cents.  The  re- 
sulting prevailing  minimum  wage  is 
$1.45. 

At  the  hearing  it  was  explained  that 
good  cause  had  been  found  to  make  final 
decisions  determining  prevailing  mini- 
mum wages  under  the  Walsh-Healey 
Public  Contracts  Act  effective  seven  days 
after  publication  in  the  Fkdebal  Rxgistxr 
in  the  paper  and  pulp  and  manifold 
business  forms  industries  (26  F.R.  7698. 
7699) .  It  was  further  explained  that  any 
evidence  or  argiunent  why  such  good 
cause  should  not  be  found  in  this  indus- 
try would  be  considered  in  these  proceed- 
ings. None  has  been  offered.  Accord- 
ingly, for  the  reasons  expressed  in  the 
decisions  cited  above,  this  tentative  de- 
cision finds  good  cause  to  provide  a  7 
day  delay  in  the  effective  date  of  the 
final  decision. 

Accordingly,  from  the  findings  and 
conclusions  hereinabove  stated  and  pur- 
suant to  section  4  of  the  Walsh-Healey 
Public  Contracts  Act  (41  U.S.C.  38),  I 
propose  to  amend  41  CFR  50-202.22  (26 
F.R.  9048)  to  read  as  follows: 

§  50-202.22      DrufCA  and  medicine  indvA- 
try. 

(a)  Definition.  The  drugs  and  medi- 
cine industry  is  defined  as  that  industry 
which  manufactiires  (or  packages) 
drugs  and  medicinal  preparations  (other 
than  food)  intended  for  internal  or 
external  use  in  the  diagnosis,  treatment. 
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or  prevention  of  diseases  in,  or  to  affect 
the  structure  or  any  functions  of.  the 
body  of  men  or  other  animals,  including 
without  limitation  the  following  prod- 
ucts: Bulk  organic  and  inorganic  me- 
dicinal chemicals  and  their  derivatives; 
processed  botanical  drugs  and  herbs; 
endocrine  products;  basic  vitamins; 
active  medicinal  principles,  such  as 
alkaloids  from  tMtanical  drugs  and 
herbs;  drugs  and  medicines  in  pharma- 
ceutical preparations,  such  as  ampules, 
tablets,  capsules,  ointments,  solutions, 
and  suspensions  for  human  and  veteri- 
nary use.  including  vitamin  preparations 
and  galenicals,  such  as  fluid  extracts  and 
tinctures;  viruses,  serums,  toxins,  and 
analogous  products,  such  as  allergenic 
extracts,  and  normal  serums  and  plasmas 
for  human  or  veterinary  use;  and 
bacteriological  media. 

(b»  Minimum  wage.  The  minimum 
wage  for  persons  employed  in  the  manu- 
facture or  furnishing  of  products  of  the 
drugs  and  medicine  industry  shall  be  not 
less  than  $1.45  per  hour. 

Within  twenty-one  days  from  the  date 
of  publication  of  this  tentative  decision 
in  the  Federal  Register,  interested  per- 
sons may  submit  written  exceptions  to 
the  proposed  action  described  therein, 
together  with  supporting  views.  Ex- 
ceptions shall  be  addressed  to  the  Secre- 
tary of  Labor,  United  States  Department 
of  Labor.  Washington.  DC. 

Signed  at  WashinKton.  DC.  this  8th 
day  of  January   1962. 

Arthur  J.  Goldberg, 
Secretary  of  Labor. 

(FR      Doc.     62-336;     Piled.    Jan      10.     1962; 
8:52  am  I 


[  41    CFR    Part   50-202  1 

ALASKA  AND  HAWAII 

Enforcemenf  of  Minimum  Wage 
Determinotions 

The  prevailing  minimum  wage  deter- 
minations under  the  Walsh-Healey 
Public  Contracts  Act  (41  U.S.C.  35  et 
seq.  > ,  have  legal  application  in  the  States 
of  Alaska  and  Hawaii  (41  CFR  Part 
50-202).  On  several  occasions,  however, 
the  Department  of  Labor  has  announced 
in  correspondence  to  particular  individ- 
uals and  in  circular  letters  to  contract- 
ing officers  that  the  following  prevailing 
minimum  wage  determinations  would  not 
be  enforced  in  Alaska  and  Hawaii: 

Photographic  and  Blueprinting  Equipment 
and  Supplies  Industry  (26  F  R.  9044;  41 
CPR  50-203  5). 

Soap  and  Related  Products  Industry  (36 
F  R.  9044:  41  CFR  60-202.6  ) . 

Small  Arms  Ammunition.  Explosives,  and 
Related  Products  Industry  (26  FR  9044; 
41  CPR  50-202  8). 

Evaporated  Milk  Industry  (26  F  R.  9044:  41 
CPR  50-302  9). 

Paint.  Vamlsh.  and  Related  Products  In- 
dustry   (26   FJl.   9044;    41    CPR   50-303  10). 

ChenUcai  and  Related  Products  Industry  (36 
FJl.  9045;  41  CPR  50-202  11). 

Woolen  and  Worsted  Industry  (26  PJi.  9045; 
41  CPR  90-202  12). 

Surgical  Instruments  and  Apparatus  Indus- 
try  (26  PR    9048:   41   CFTl  50-303  13). 

Scientific.  Industrial,  and  Laboratory  Instru- 
ments Industry  (36  F.R.  9046;  41  CFR 
50-203.14). 


lietAl     Business     PUrnlture,     and     Storagt 

Equipment  Industry  (36  PJt.  B04«:  41  CPB 

50-202  15). 
Electric  Lamp  Industry  (36  PJI.  9047;  41  CPR 

60-303.17). 
Battery    Industry    (26    PR.    9048:    41    CPB 

50  202  18) 
Plour    and    Related    Products    Industry    (36 

PR    9048.   41   CPR  50-203  19). 
Tires    and    Related    Products    Industry    (3Q 

PR    0048:   41  CPR  50^303  30). 
Electron  Tubes  and  Related  Products  Indus. 

Uy    (26  FR.  9048;   41   CFR  60-303.31). 
Drugs  and  Medicine  Indiutry  (36  F.R.  9048; 

41  CFR  50-202  33). 
Paper      and      Paperboard     Containers      and 

Piiflcaglnt?     Pnxlucts     Industry     (36    F.R. 

9048;  41  CPR  50  202  23). 

It  is  proposed  henceforth  to  enforce 
all  wage  determinations  in  Alaska  and 
Hawaii.  In  tlic  event  this  proposal  is 
adopted.  It  shall  become  effective  upon 
the  expiration  of  30  days  after  notice  of 
such  adoption  is  published  in  the  Federal 
Rehister. 

Any  person  adversely  affected  or 
aggrieved  by  tlvis  proposal  (who  shall  be 
deemed  to  include  any  manufacturer  of. 
or  regular  dealer  in.  materials,  supplies, 
articles,  or  equipment  purchased  or  to  be 
purchased  by  the  Government  from  any 
source  in  Alaska  or  Hawaii,  who  is  in 
any  industry  to  which  this  proposal  is 
applicable,  and  any  employee  or  repre- 
sentative of  employees  of  any  such  per- 
son) may  request  an  opportunity  for  a 
hearing  upon  timely  application  as  here- 
inafter provided.    • 

Any  such  hearing  would  be  Umlted  to 
the  following  Issues:  (1)  Whether  the 
geographic  area  or  areas  of  competition 
for  contracts  subject  to  the  Walsh- 
Healey  Public  Contracts  Act  for  products 
of  the  industry  (with  which  any  particu- 
lar hearing  is  concerned)  is  limited  to 
Alaska  or  Hawaii  (or  subdivisions  there- 
of) so  as  to  authorize  separate  wage 
determinations  for  these  areas;  and  (2) 
in  the  event  such  area  or  areas  are  so 
limited,  what  are  the  prevailing  mini- 
mum wages  in  such  area  or  areas. 

An  application  for  such  a  hearing  shaU 
be  in  writing,  filed  in  quadruplicate 
(original  and  three  copies)  with  the  Ad- 
ministrator of  the  Wage  and  Hour  and 
Public  Contracts  Divisions  at  the  United 
States  Department  of  Labor,  Constitu- 
tion Avenue  and  Fourteenth  Street  NW, 
Washington  25,  DC,  within  30  days 
after  this  notice  is  filed  for  publication 
with  the  OflQce  of  the  Federal  Register. 
It  shall  state  each  of  the  applicant's 
contentions  regarding  the  issues  set  out 
in  the  preceding  paragraph.  The  appli- 
cation, and  each  copy  thereof,  shall  be 
accompanied  by  a  copy  of  expected  docu- 
mentary evidence,  an  identification  of 
each  witness  intended  to  be  called,  and  » 
summary  of  the  expected  testimony  of 
such  witness,  the  name  and  address  of 
the  counsel  or  other  representative 
selected  to  present  such  evidence,  and  an 
estimate  of  the  time  the  presentation 
may  require. 

The  time  and  place  of  any  requested 
hearing  will  be  published  In  the  Feobral 
Register,  if  and  after,  applications  are 
received.  The  procedure  will  be  governed 
by  sections  7  and  8  of  the  Administrative 
Procedure  Act  (5  U.S.C.  1006  and  1007), 
and  41  CFR  Part  50-203.  Subpart  C.  ai 
recently  amended  (28  FJl.  8M5).  and 
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the  applicable  provisions  of  the  Walsh- 
Healey  Public  Contracts  Act  (41  UJ5.C. 

35etseq.).  i 

Signed  at  Washington,  D.C.,  this  8th 
day  of  January  1962. 

Arthur  J.  Goldberg, 
Secretary  of  Labor. 

\VU      Doc     62-337;     Filed.    Jan.     10,    1963; 
8:52  am. I 


FEDERAL  AVIATION  AGENCY 

(14  CFR   Parts  600,  601,  608  ] 

I  Airspace  EXocket  No.  61-WA-188| 

SPECIAL  USE  AIRSPACE,  FEDERAL 
AIRWAYS  AND  CONTROLLED  AIR- 
SPACE i 

Designation  of  Restricted  Areas  and 
Federal  Airways,  and  Alteration  of 
Federal  Airways,  Control  Areas  and 
Control  Zones;  Notice  of  Proposed 
Rule   Making 


Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (14  CFR 
409.13),  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  is  considering 
amendments  to  Parts  600,  601,  and  608, 
and  5  5  600.6012,  600.6017,  600.6074, 
600.6077.  600.6190.  600.6280.  600.6516. 
600.1530.  600.1531,  600.1539.  600.1541. 
600  1644.  601.1168.  601.1182,  601.1260. 
601.2270,  and  601.7101  of  the  regulations 
of  the  Administrator,  the  substance  of 
which  is  stated  below. 

The  Department  of  the  Air  Force  has 
declared  a  requirement  for  their  under- 
graduate pilot  training  activities  to  be 
conducted  in  segregated  airspace  sur- 
rounding six  selected  Air  Force  bases. 
Since  the  bulk  of  this  training  involves 
students  with  little  or  no  actual  flight 
training  it  is  the  contention  of  the  Air 
Force  that  this  activity  constitutes  a 
hazard  to  non -participating  aircraft. 
The  Air  Training  Command  has  in- 
dicated that  they  require  segregated  air- 
space in  the  amount  of  8,000  square  miles 
surrounding  each  location,  to  contain 
this  training  activity. 

In  addition  to  U.S.  students,  from  ap- 
proximately 50  other  nations  will  imder- 
go  flight  training  in  the  Undergraduate 
Pilot  Training  (UPT)  program.  Ap- 
proximately 6,000  student  and  support 
missions  will  be  flown  monthly  in  Jet 
trainers  with  approximately  63  sorties 
airborne  continuously  during  daylight 
hours.  The  majority  of  the  training 
sorties  will  consist  of  acrobatic  maneu- 
vers performed  at  high  speeds,  which  are 
not  adaptable  to  air  trafiBc  control  and 
cannot  be  conducted  on  Federal  airways. 
The  ability  of  the  student  pilot  to  per- 
form maneuvers  while  at  the  same  time 
maintaining  the  necessary  degree  of 
vigilance  for  other  aircraft  is  problem- 
atical, and  his  reactions  are  unpre- 
dictable. 

The  UPT  program  is  the  consolidation 
of  all  phases  of  undergraduate  pilot 
training  and  is  scheduled  in  three  phases 
of  instruction,  preflight,  primary  flight 
training  and  basic  flight  training.  Dur- 
ing the  primary  and  basic  flight  train- 
ing periods,  students  perform   a  con- 
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siderable. amount  of  solo  flight  and  it  is 
duriag  these  phases,  considering  the  type 
of  maneuvers  being  performed,  that  the 
need  tor  positive  segregation  from  other 
flight  activities  becomes  most  apparent. 
The  effective  operating  range  of  the 
tsrpe  of  aircraft  being  utilized  and  the 
tjrpe  of  training  to  be  performed  dictates 
the  outer  limits  of  the  flight  training 
areas.  In  order  for  the  missions  to  be 
effectively  performed,  the  training  areas 
must  be  situated  within  75  nautical  miles 
of  the  base.  Training  areas  presently 
utilized  by  the  Air  Force  are  situated  in 
a  manner  to  avoid  Federal  Airways; 
however,  some  of  these  areas  are  beyond 
the  optimum  operating  range  of  jet 
training  aircraft.  This  decreases  the 
effectiveness  of  the  training  mission. 

As  a  result  of  discussions  between  rep- 
resentatives of  the  Federal  Aviation 
Agency  and  the  Air  Force,  the  Adminis- 
trator has  under  consideration  the  des- 
ignation of  restricted  airspace  as  a 
means  of  meeting  the  stated  requirement 
for  segregation.  The  restricted  airspace 
herein  being  proposed  is  of  lesser  dimen- 
sions than  that  requested  by  the  Air 
Force  but  is  considered  sufficient  to  con- 
tain the  UPT  activity.  This  notice  is 
concerned  with  the  airspace  surrounding 
the  Vance  AFB.  Enid,  Okla. 

In  order  to  Insure  the  maximum  de- 
gree of  safety  and  minimum   conflict 
between  student  training  and  other  air- 
craft operations,  it  is  proposed  to  con- 
currently designate  restricted  airspace 
and  to  realign  certain  Low  and  Inter- 
mediate altitude  airways,   alter  others 
and   designate   certain   alternates,   ad- 
jacent to  and  through  the  proposed  area. 
The  airway  modifications  being  proposed 
would  permit   the  designation  of   air- 
space in  a  sufficiently  large  block  to  con- 
tain the  complete  flight  profiles  of  the 
many  types  of  maneuvers  comprising  the 
training  syllabus  while  remaining  within 
the  maximum  desirable  range  of  75  miles 
of  the  base.     Since  the  flight  profiles 
indicate  that  certain  of  the  maneuvers 
can  and  will  be  conducted  only  between 
certain  altitude  levels,  every  opportunity 
has  been  taken  to  propose  varying  fioors 
in  order  to  make  maximum  effective  use 
of  all  the  airspace.  The  airway  proposals 
contained  herein  would  permit  uninter- 
rupted flow  of  non-participating  aircraft 
around  the  proposed  area  during  times 
when  the  area  is  in  use.   Low  and  Inter- 
mediate altitude  airways  which  would 
traverse   the   proposed   restricted    area 
would  be  used  only  after  obtaining  prior 
approval  from  the  Kansas  City  Air  Route 
Traffic  Control  Center.    Also,  although 
practice  penetrations,   approaches   and 
landings  are  not  normally  considered  to 
be  hazardous  operations,  the  contem- 
plated volume  of  such  activity  coupled 
with  the  level  of  training  of  the  students 
would  appear  to  dictate  segregation  of 
this  type  traffic  to  the  extent  practicable 
at  the  primary  base,  Vance,  and  at  the 
satellite  field  at  Kegelman.     In  con- 
sideration of  these  factors  it  is  proposed 
to  designataacircular  restricted  areas  at 
these  two  locations  of  sufficient  size  to 
contain  this  type  activity  at  least  during 
the  phase  of  the  maximum  rate  of  des- 
cent.  At  Vance  AFB,  where  there  is  both 
civil  and  military  traffic,  it  is  considered 
that  since  there  Is  a  full-time  federally 
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operated  tower  in  operation  the  provi- 
sions of  Amendment  60-24  to  Civil  Air 
Regulations  will  permit  the  desired  seg- 
regation without  the  additional  restric- 
tions on  other  users  which  a  restricted 
area  would  impose.  Accordingly,  at  this 
location  the  fioor  of  the  restricted  area 
would  be  placed  at  2000  feet.  At  Kegel- 
man, where  only  a  part-time  mobile 
tower  with  no  provisions  for  Commu- 
nications with  transient  aircraft  will  be 
in  operation,  the  floor  of  proposed  re- 
stricted airspace  would  be  placed  at 
ground  level.  The  configuration  of  re- 
stricted airspace  at  these  two  locations 
would  also  take  into  accoimt  other  exist- 
ing airsports  and  existing  airways.  Fur- 
ther, since  the  restricted  airspace  being 
considered  would  be  joint  use  airspace, 
it  will  be  necessary  to  expand  the  con- 
trolled airspace  between  Anthony  and 
Ponca  City  to  include  those  areas  not 
now  so  designated.  Accordingly,  the 
Federal  Aviation  Agency  is  considering 
the  designation  of  the  following  re- 
stricted areas: 

1.  R-5602A    Vance,  Okla. 

Boundaries.  A  circular  area  with  a  5- 
nautlcal  mile  radius  centered  at  latitude 
36°20'20"  N.,  longitude  97°55'00"  W.,  ex- 
cluding the  area  within  a  2-nauttcaI  mile 
radius  of  the  Woodrlng,  Okla..  Airport  (lati- 
tude 36°22'45"  N.,  longrltude  97°47'30"  W.). 

Designated  altitudes.  2,000  to  8.000  feet 
MSL. 

Time  of  designation.  0700  to  1800  CST, 
Monday  through  Friday. 

Controlling  agency.  Federal  Aviation 
Agency.   Kansas   City   ARTC    Center. 

Using  agency.  Commander,  Vance  AFB, 
Okla. 

2.  R-5602B    Vance,  Okla. 

Boundaries.  Beginning  at  latitude  36*- 
47'55"  N.,  longitude  98'02'30"  W.;  clock- 
wise along  the  arc  of  a  5-nautlcal  mile 
radius  circle  centered  at  latitude  36'44'20" 
N.,  longitude  98°07'00"  W.  to  latitude  36°- 
48'50"  N.,  longitude  98°09'45"  W.;  to  the 
point  of  begltming. 

Designated  altitudes.  Surface  to  8,000  feet 
MSL. 

Time  of  designation.  0700  to  1800  CST, 
Monday  through  Friday. 

Controlling  agency.  Federal  Aviation 
Agency.   Kansas   City   ARTC   Center. 

Using  agency.  Commander.  Vance  AFB, 
Okla. 

3.  R^5602C    Vance,  Okla. 

Boundaries.  Beginning  at  latitude  36°- 
37'30"  N.,  longitude  97''15'00"  W.;  to  lati- 
tude 36°05'20"  N.,  longitude  97*15'00"  W.; 
to  latitude  35*52'30"  N..  longitude  98°02'- 
00"  W.;  to  latitude  35°41'15"  N.,  longitude 
98'42'30"  W.;  to  latitude  35°49'00"  N.,  lon- 
gitude 99'18'00"  W.;  to  latitude  36°25'40" 
N.,  longitude  99''31'50"  W.;  to  latitude  37*- 
04'40"  N.,  longitude  98"'10'20"  W.;  to  lati- 
tude 37'02'30"  N..  longitude  97''30'30"  W.; 
to  latitude  36*5000"  N..  longitude  97''20'30" 
W.;  to  the  point  of  beginning. 

Designated  altitudes.  Prom  8,000  feet 
MSL  to  23,500  feet  MSL. 

Time  of  designation.  0700  to  1800  CST, 
Monday  through  Friday. 

Controlling  agency.  Federal  Aviation 
Agency,   Kansas   City  ARTC   Center. 

Using  agency.  Commander,  Vance  AFB, 
Okla. 

4.  R-5602D    Vance,  Okla. 

Boundaries.  Beginning  at  latitude  36*- 
25'40"  N..  longitude  99'31'60"  W.;  to  lati- 
tude 37''04"40"  N.,  longitude  gS'lO'SO"  W.; 
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to  latitude  37*14'00"  N..  longitude  M'34'15" 
W  ;  to  latitude  M'Sl'SO"  N..  longitude  99*- 
2000"  W.:   to  the  point  ol  beginning. 

Deaiffnated  altitudes.  Prom  11,000  feet 
MSL  to  23.500  feet  MSL. 

Time  of  designation.  0700  to  1800  C8T. 
Minday  through  Friday. 

Controlling       agency. 
Agency.  Kansas  City  ARTC  Center 

Uung  agency.  Commander,  Vance  AFB. 
Okla. 

The  designation  of  the  foregoing  re- 
stricted areas  would  dictate  the  altera- 
tion of  Low  altitude  VOR  Federal  air- 
ways. Intermediate  altitude  VOR  Federal 
airways.  Control  area  extensions,  the 
Enid,  Okla.,  control  zone  and  the  Conti- 
nental Control  Area  as  follows : 

1.  Low  altitude  VOR  Federal  airway 
No.  12  extends  in  part  from  the  Gage. 
Okla.,  VOR  via  the  Anthony,  Kans.. 
VOR  to  the  Wichita,  Kans..  VOR  in- 
cluding a  north  alternate  from  Gage  to 
Wichita  via  the  intersection  of  the  Gage 
VOR  direct  radial  to  the  Hutchinson. 
Kans.  VOR  with  the  Anthony  VOR 
direct  radial  to  the  Dodge  City.  Kans  . 
VOR.  It  is  profX)sed  to  realign  Victor 
12  north  alternate  from  Gage  to  Wichita 
via  the  intersection  of  the  Gage  VOR 
028"  and  the  Wichita  VOR  250'  True 
radials. 

2.  Low  altitude  VOR  Federal  airway 
No.  17  extends  in  part  from  the  Okla- 
homa City,  Okla.,  VOR  to  Gage.  Okla.. 
VOR  including  a  west  alternate  via  the 
Intersection  of  the  Oklahoma  City  VOR 
282'  and  the  Gage  VOR  133°  True  radi- 
als. It  is  proposed  to  realign  Victor  17 
west  alternate  from  Oklahoma  City  to 
Gage  via  the  intersection  of  the  Okla- 
homa City  VOR  282'  and  the  Gage  VOR 
146''  True  radials. 

3.  Low  altitude  VOR  Federal  airway 
No.  74  extends  in  part  from  the  An- 
thony, Kans.,  VOR  to  the  Ponca  City. 
Okla.,  VOR.  It  is  proposed  to  alter  Vic- 
tor 74  by  designating  a  north  alternate 
from  Anthony  to  Ponca  City  via  the 
intersection  of  the  Anthony  VOR  085" 
and  the  Ponca  City  VOR  327'  True 
radials. 

4.  The  portions  of  low  altitude  VOR 
Federal  airways  Nos.  12,  17,  74,  77.  190. 
280.  and  516  and  the  portions  of  inter- 
mediate altitude  VOR  Federal  airways 
Nos.  1530.  1531.  1539.  1541,  and  1644 
which  would  coincide  with  the  proposed 
restricted  areas  would  be  used  only  after 
obtaining  prior  approval  from  appro- 
priate authority. 

5.  Intermediate  altitude  VOR  Federal 
airway  No.  1539  extends  in  part  as  a 
10-mile  wide  airway  from  the  Ponca 
City,  Okla..  VOR  via  the  intersection  of 
the  Ponca  City  VOR  328°  and  the 
Wichita,  Kans.,  VOR  190"  True  radials 
to  the  Wichita  VOR.  It  is  proposed  to 
realign  this  segment  of  Victor  1539  as  a 
10-mile  wide  airway  from  the  Ponca  City 
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VOR  via  the  intersection  of  the  Ponca 
City  VOR  327*  and  the  Wichita  VOR 
187"  True  radials  to  the  Wichita  VOR. 

6.  Designate  intermediate  altitude 
VOR  Federal  airway  No.  1768  as  a  10- 
mile  wide  airway  from  the  Gage.  Okla., 
VOR  via  the  intersecUon  of  the  Gage 
VOR  146"  and  the  Oklahoma  City.  Okla  . 
VOR  282'  True  radials  to  the  Oklahoma 
City  VOR. 

7.  Designate  intermediate  altitude 
VOR  Federal  airway  No  1770  as  a  10- 
mWe  wide  airway  from  the  Gage  VOR 
via  the  intersection  of  the  Gage  VOR 
028'  and  the  Wichita  VOR  250'  True 
radials  to  the  Wichita  VOR. 

8  Designate  intermediate  altitude 
VOR  Federal  airway  No.  1772  as  a  10- 
mile  wide  airway  from  the  Anthony, 
Kans  ,  VOR  via  the  intersection  of  the 
Anthony  VOR  085'  and  the  Ponca  City 
VOR  327  True  radials  to  the  Ponca  City 
VOR 

9  Desisnate  intermediate  altitude 
VOR  Federal  airway  No  1774  a.s  a  10- 
mile  wide  airway  from  the  Oklahoma 
City,  Okla..  VOR  to  the  Ponca  City, 
Okla..  VOR  via  the  intersection  of  the 
Oklahoma  City  VOR  040  and  the  Ponca 
City  VOR   181'  True  radiaLs. 

10.  The  Ponca  City,  Okla.,  control  area 
cxten-^ion  (601  1168'  would  be  expanded 
to  include  the  airspace  bounded  on  the 
north  and  northeast  by  the  propo.sed  low 
altitude  VOR  Federal  airway  No.  74 
north  alternate  between  the  Anthony 
VOR  and  the  Ponca  City  VOR;  on  the 
south  by  low  altitude  VOR  Federal  air- 
way No.  190,  and  on  the  northwest  by 
low  altitude  VOR  Federal  airway  No.  12. 
The  portion  of  this  control  area  exten- 
sion which  would  coincide  with  the  pro- 
posed restricted  areas  would  be  u.scd 
only  after  obtainin.t;  prior  approval  from 
appropriate  autliority. 

11.  The  portions  of  the  Altus.  Okla.. 
control  area  extension  (601.1260'.  the 
Enid.  Okla..  control  area  extension  (601- 
1182'  and  the  Elnid,  Okla.,  control  zone 
(601  2270'  which  comcide  with  the  pro- 
posed re.stricted  area-s  would  be  u.'^^ed 
only  after  obtaining  prior  approval  from 
appropriate  authority. 

12.  The  continental  control  area 
(601.71011  would  be  altered  .'•o  as  to  in- 
clude proposed  Restricted  Areas  R-5602C 
and    R-5602D. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator,  Southwest  Region,  Attn: 
Chief,  Air  Traffic  Division,  Federal  Avia- 
tion Agency,  P.O.  Box  1689,  Fort  Worth 
1,  Tex.  All  communications  received 
within  45  days  after  publication  of  this 
notice  in  the  Federal  Register  will  be 
considered  before  action  is  taken  on  the 
proposed  amendment.  No  public  hear- 
ing is  contemplated  at  this  time,  but  ar- 


rangements for  informal  conferences 
with  Federal  Aviation  Agency  officials 
may  be  made  by  contacting  the  Regional 
Air  Traffic  Division  Chief,  or  the  Chief. 
Airspace  Utilization  EMvision,  Federal 
Aviation  Agency,  Washington  25.  DC. 
Any  data,  views,  or  arguments  present- 
ed during  such  conferences  must  also  be 
submitted  in  writing  in  accordance  with 
this  notice  in  order  to  become  p>art  of 
the  record  for  consideration.  The  pro- 
posal contained  in  this  notice  may  be 
clianged  in  the  light  of  comments  re- 
ceived. 

The  official  docket  will  be  available 
for  examination  by  interested  persons  at 
the  Docket  Section,  Federal  Aviation 
Agency.  Room  C-226.  1711  New  York 
Avenue  NW  .  Washington  25,  DC.  An 
informal  docket  will  also  be  available  for 
examination  it  the  office  of  the  Re- 
gional Air  Traffic  Division  Chief. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (  72  Stat.  749;  49  U.S.C.  1348) . 

Issued  in  Washington,  DC,  on  Janu- 
ary 5.  1962. 

Charles  W.  Carmody, 
Chief.  Airspace  Utilization  Division. 

[FH.     Doc      62  292;     Filed.     Jan.     10,     1962; 

8:45   a  m  I 


FEDERAL  COMMUNICATIONS 
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t  47   CFR    Part   2  1 

I  Docket  No    14475:    FCC  62-5) 

RADIO   ASTRONOMY   SERVICE 

Modification  of  Existing  Frequency 
Allocation  Provisions;  Notice  of  Pro- 
posed   Rule   Making 

1.  On  January  25,  1961,  the  Commis- 
sion adopted  a  notice  of  proposed  rule 
making  in  Docket  No.  13928  wherein, 
among  other  things,  a  number  of  pro- 
posals were  made  relative  to  frequency 
allocations  for  the  radio  astronomy 
service.  On  the  basis  of  comments  re- 
ceived, those  proposals  were  subse- 
quently adopted,  without  change,  by  the 
Commission's  second  memorandum  and 
order  of  October  18,  1961,  in  Docket  No. 
13928,  and  became  effective  December  1, 
1961. 

2.  The  Commission  has  adopted  this 
day.  January  3,  1962,  a  notice  of  inquiry 
in  Ekjcket  No.  14477,  wherein  the  draft 
preliminary  views  of  the  United  States 
are  set  forth  relative  to  future  interna- 
tional frequency  allocation  changes  con- 
sidered desirable  for  the  radio  astron- 
omy service.  Although  the  results  of 
that  Inquiry  are  intended  for  distribu- 
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tion  abroad,  to  elicit  the  comments  and 
reactions  of  other  Administrfttions,  it 
appears  appropriate  to  institute  rule 
making  at  this  time  to  amend  our  na- 
tional provisions  for  radio  astronomy  to 
align  with  the  preliminary  views. 

3.  Accordingly,  it  is  proposed  to  amend 
the  national  Table  of  Frequency  Allo- 
cations in  Part  2  of  the  rules,  as  set 
forth  in  the  Appendix  below,  for  the  rea- 
sons given  below: 

(A)  Delete  the  existing  allocation  of 
1003-1005  kc  s  to  the  earth-space  and 
space  service  in  order  to  keep  the  band 
9995-10005  kc  s  free  of  all  transmissions 
other  than  those  of  standard  frequency 
stations. 

(B)  Delete  radio  astronomy  from  the 
band  20000-20010  kc/s;  the  band  19990- 
20000  kC/  s  will  be  kept  free  of  all  trans- 
missions other  than  those  of  standard 
frequency  stations.  Delete  Space'  and 
Earth-Space,  19990-20000. 

(C)  Delete  provisions  for  industrial. 
scientific  and  medical  (ISM)  devices  on 
40  68  Mc/s.  Although  this  frequency  has 
been  designated  for  ISM  for  a  number 
of  years,  it  remains  virtually  unused  for 
that  purpose.  Delete  ISM  footnote  No. 
236  from  Col.  5. 

<D)  Allocate  the  band  328.&.-335.4 
Mc  s  to  aeronautical  radionavigation  on 
a  primary  basis  and  to  the  radio  astron- 
omy service  on  a  secondary  basis.  On 
a  long  term  basis  this  band  appears  to 
offer  the  best  opportunity  for  uninter- 
rupted astronomical  observations,  pro- 
vided the  observatories  are  not  in  the 
vicinity  ol  major  airports. 

(E)  Delete  the  404-406  Mc  s  second- 
ary allocation  to  the  radio  astronomy 
service.  Increased  space  communication 
and  meteorological  aids  activities  in  this 
band  are  expected  to  make  it  less  and 
less  useful  for  radio  astronomy.  Addi- 
tionally, for  continuum  studies,  the 
bands  328.6-335.4  Mc  s  and  404-406  Mc/s 
are  not  sufficiently  separated  to  warrant 
retention  of  both  for  radio  astronomy. 

•  F)  Re-allocate  the  band  1660-1670 
Mc  s  to  provide  a  secondary  allocation 
to  the  radio  astronomy  service  at  1664.4- 
1668.4  Mc,  s  to  encourage  research  on 
the  hydroxyl  complex  spectral  lines. 

(G)  Delete  footnote  US68  from  Col- 
umn 6  in  the  bands  4990-5000  Mc/s  and 
15350-15400  Mc/s  inasmuch  as  the  bands 
are  allocated  exclusively  to  radio 
astronomy. 

(H)  Allocate  the  band  88000-90000 
Mc  s  (88-90  Gc/s)  to  the  radio  astron- 
omy service  to  permit  observations  at 
this  "window"  in  the  atmosphere. 

4.  In  view  of  the  foregoing,  it  is  pro- 
posed to  amend  §  2.106,  as  set  forth  in 
the  Appendix  below,  pursuant  to  the 
authority  contained  in  sections  303  (c) , 
•  f ) .  and  (r)  of  the  Communications  Act 
of  1934,  £is  amended. 

5.  All  interested  persons  are  invited 
to  file,  on  or  before  February  16,  1962, 
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comments  supporting  or  opposing  the 
proposal  set  out  in  the  Appendix  to  this 
notice,  outlining  any  modifications  or 
counterproposals  the  parties  may  wish 
to  submit.  Comments  in  reply  thereto 
may  be  submitted,  on  or  before  February 
26,  1962.  The  Commission  will  consider 
all  comments  filed  hereunder  prior  to 
taking  final  action  in  this  matter  pro- 
vided that,  notwithstanding  the  provi- 
sions of  §  1.213  of  the  rules,  the  Commis- 
sion will  not  be  limited  solely  to  the 
comments  filed  in  this  proceeding. 

6.  In  accordance  with  the  provisions  of 
§  1.54  of  the  Commission's  rules  and  reg- 
ulations, the  original  and  14  copies  of 
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all  statements,  briefs  or  comments  filed 
shall  be  furnished  the  Commission. 

Adopted:  January 3.  1962. 

Released:  January  5,  1962, 

Federal  CoBOtUNiCATiONS 
Commission, 
[SEAL]         Ben  p.  Waple, 

Acting  Secretary. 

Appendix 

§  2.106       [Amendment] 

1.  Section  2.106  Table  of  Frequency 
Allocations  of  the  Commission's  rules 
and  regulations  is  amended  to  read,  in 
part,  as  follows : 


United  States 

Federal  Communications  Commission 

Band 

(kc/s) 

(5) 

Allocation 

(6) 

Band 

(kc/s) 

(7) 

Service 

(8) 

Class  of  station 
(9) 

Fre- 
quency 

(kc,s) 

(10) 

.VaturefOF  SERVICES 
lof  statioifs 

(il) 

9995-10005 

• 

STANDARD  FRE- 
QUENCY. 
Radio  astronomy 

(US74). 

• 

Radio  astron- 
omy. 

Standard  fre- 
quency 

•         • 

10,000 

• 

RADIO  ASTRON- 
OMY. 
Standard  frequency. 

•              • 

19990- 
20000 

STANDARD  FRE- 
QUENCY. 
Radio  astronomy 

(US74). 

Radio  astron- 
omy. 

Standard  fre- 
quency. 

20,000 

Standard  frequency. 

20000- 

20010 

* 

STANDARD  FRE- 
QUENCY. 

Earth-Space  (US76). 
Space  (US76;. 

• 

Earth. 

Space. 

Standard  fre- 
quency. 

•         • 

• 

. 

Mc!t 

40.66-40.7 

* 

O,  NO 
US21 
U875 

• 

Melt 
40.66-40.7 

• 

RADIO  ASTRON- 
C).MY(rS74). 

• 

Riidio  a-stron- 
omy. 

• 

• 

RADIO  ASTRON- 
O.MY. 

• 

328.ft-335.4 
(310) 

« 

O,  NO 

• 

328.6-335.4 

• 

AERONAUTICAL 
RADIONAVIGA- 
TION (311). 

Radio  astronomy 
(l'S74). 

> 

Radio  astron- 
omy. 

Radio  naviga- 
tion land. 

• 

• 

RADIO  ASTRON- 
OMY. 

Glide  path. 

• 

401-406 

O,  NfO 

• 

401-406 

• 

.METEOROHxa- 

CAL  Ain.< 

(US70K 

• 

Radiosonde 

• 

• 

• 

• 

1660-1664.4 

a 

1660- 
1664.4 

1664.4- 
1668.4 

O,  N'O 

1664.4- 
1666.4 

Radio  astronomy 
(US74). 

Radio  astron- 
omy. 

RADIO  ASTRON- 
OMY. 

1668.  4-1670 

• 

o 

• 

1668  4- 
1670 

• 

• 

• 

• 

• 

4990-SOOO 

• 

a,  NO 

• 

4990-5000 

• 

15350- 
IMOO 

• 

RADIO  ASTRON- 
OMY (US74). 

• 

Radio  astron- 
omy. 

• 

• 

• 

153JO-15400 

• 

O,  NO 

• 

RADIO  ASTRON- 
OMY (US74). 

• 

Radio  astron- 
omy. 

• 

• 

• 

40000-88000 

O,  NO 

40000- 
88000 

Amateur. 
Experimental. 

8S0OO-W00O 

O,  NO 

8800O- 
90000 

RADIO  ASTRON- 
OMY (US74). 

Radio  astron- 
omy. 

Above 

O,  NO 

Above 
90000 

Amateur. 
Experimental 

00000 

[FJl.  Doc.  62-259;  Piled,  Jan.  10,  1962;  8:48  a.m.) 


SMALL  BUSINESS  ADMINISTRA- 
TION 

[Declaration  of  DUaater  Area  359] 

MISSISSIPPI 

Declaration  of  Disaster  Area 

Whereas,  it  has  been  reported  that 
during  the  month  of  December  1961.  be- 
cause of  the  effects  of  certain  disasters, 
damage  resulted  to  residences  and  busi- 
ness property  located  in  Hinds.  Rankin. 
Lowndes,  and  Monroe  Counties  in  the 
State  of  Mississippi ; 

Whereas,  the  Small  Business  Adminis- 
tration has  investigated  and  has  received 
other  reports  of  investigations  of  con- 
ditions in  the  areas  affected; 

Whereas,  after  reading  and  evaluating 
reports  of  such  conditions,  I  find  that  the 
conditions  in  such  areas  constitute  a 
catastrophe  within  the  purview  of  the 
Small  Business  Act. 

Now.  therefore,  as  Administrator  of 
the  Small  Business  Administration.  I 
hereby  determine  that: 

1.  Applications  for  disaster  loans  un- 
der the  provisions  of  section  7(b)  (1)  of 
the  Small  Biisiness  Act  may  be  received 
and  considered  by  the  Offices  below  In- 
dicated from  persons  or  firms  whose 
property,  situated  in  the  aforesaid  Coun- 
ties and  areas  adjacent  thereto,  suffered 
damage  or  destruction  resulting  from 
rain,  flood,  and  accompanying  conditions 
occurring  on  or  about  December  12 
through  17.  1961. 

Offices — 

Small    Biulnesa    Administration    Regional 
Office. 
90  Falrlle  Street  NW.. 
Atlanta  3.  Ga. 
Small     Biulness     Administration     Branch 
Office. 
fill  East  Yazoo  Street. 
jackaon  1 .  Miss. 

2.  Applications  for  disaster  loans  un- 
der the  authority  of  this  Declaration  will 
not  be  accepted  subsequent  to  June  30. 
1962. 

Dated:  December  27, 1961. 

John  E.  Hornz, 
Administrator. 

IFJl.     Doc.     92-300:     nied.     Jan.    10.    1962; 
8:47  a.m.  1 


DEPARTMENT  OF  AGRICULTURE 

Commodity  Credit  Corporation 

SALES  OF  CERTAIN  COMMODITIES 

January  Sales   List 

Notice  to  buyers.  Pursuant  to  the  pol- 
icy of  Commodity  Credit  Corporation 
Issued  October  12,  1954  (19  F.R.  6669). 
and   subject   to   the   conditions   stated 
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therein  as  well  as  herein,  the  commodi- 
ties listed  below  are  available  for  sale 
and.  where  noted,  for  redemption  of 
payment-in-kind  certificates  on  the  price 
basis  set  forth. 

The  prices  at  which  Commodity  Credit 
Corporation  commodity  holdings  are 
avail:;ble  for  sale  during  January  1962. 
were  announced  today  by  the  U.S.  De- 
partment of  Agriculture.  The  following 
commodities  are  available:  Butter.  Ched- 
dar cheese,  nonfat  dry  mlllc.  cotton  (up- 
land and  extra  long  staple),  peanuts, 
wheat,  rice  (rough),  corn.  oats,  barley, 
rye.  grain  sorghums,  and  gum  turpen- 
tine. 

Beginning  January  1.  CCC  will  discon- 
tinue charging  sales  of  nonstorable  corn 
and  grain  sorghums  against  its  pool  of 
1961  Peed  Grain  Program  certificates. 
Until  further  notice,  all  other  sales  of 
corn  and  grain  sorghums  for  unre- 
stricted use  (domestic  or  export)  will 
continue  to  be  In  redemption  of  the 
pooled  certificates. 

The  CCC  Monthly  Sales  List,  which 
varies  from  month  to  month  as  addi- 
tional commodities  become  available  or 
commodities  formerly  available  are 
dropped,  is  designed  to  aid  In  moving 
CCC's  inventories  into  domestic  or  ex- 
port use  through  regular  commercial 
channels. 

If  it  becomes  necessary  during  the 
month  to  amend  this  list  in  any  ma- 
terial way — such  as  by  the  removal  or 
addition  of  a  commodity  in  which  there 
is  general  interest  or  by  a  significant 
change  in  price  or  method  of  sale — an 
announcement  of  the  change  will  be  sent 
to  all  persons  currently  receiving  the 
list  by  mail  from  Washington.  To  be 
put  on  this  mailing  list,  address:  Direc- 
tor. Price  Division,  Agricultural  Stabili- 
zation and  Conservation  Service,  U.S. 
Department  of  Agriculture,  Washington 
25.  DC. 

All  commodities  except  oats  cur- 
rently offered  for  sale  by  CCC.  plus 
tobacco  from  CCC  loan  stocko,  are  eligi- 
ble for  special  export  sale  under  the 
CCC  Export  Credit  Sales  Program.  The 
following  commodities  are  currently 
eligible  for  barter:  Nonfat  dry  milk, 
butter,  cotton,  tobacco,  rice  <  Pearl 
rough",  wheat,  corn,  rye,  barley,  and 
grain  sorghums.  This  list  is  subject  to 
change  from  time  to  time. 

Interest  rates  per  annum  under  the 
CCC  Export  Credit  Sales  Program  for 
January  1962  are  3 '2  percent  for  periods 
up  to  six  months,  4  percent  for  periods 
from  over  six  and  up  to  18  months,  and 
4' 2  percent  for  periods  from  over  18 
months  up  to  a  maximum  of  36  months. 

The  CCC  wiU  entertain  offers  from 
responsible  buyers  for  the  purchase  of 
any  commodity  on  the  current  list  Of- 
fers accepted  by  CCC  will  be  subject  to 
the  terms  and  conditions  prescribed  by 
the  Corporation.  These  terms  include 
payment  by  cash  or  irrevocable  letter  of 
credit  before  delivery  of  the  commodity, 
and  the  conditions  require  removal  of 


the  commodity  from  CCC  storage  within 
a  reasonable  period  of  time.  Where  con- 
ditions of  sale  for  export  differ  from 
those  for  domestic  sale,  proof  of  expor- 
tation is  also  required,  and  the  buyer 
is  responsible  for  obtaining  any  required 
U.S.  Government  export  permit  or  li- 
cense. F*urchases  from  CCC  shall  not 
constitute  any  assurance  that  any  such 
permit  or  license  will  be  granted  by  the 
issuing  authority. 

Applicable  announcements  containing 
all  terms  and  conditions  of  sale 
will  be  furnished  upon  request.  For 
easy  reference  a  number  of  these 
announcements  are  identified  by  code 
number  in  the  following  list.  Inter- 
ested persons  are  invited  to  com- 
municate with  the  Agricultural  Stabili- 
zation and  Conservation  Service,  USDA, 
Washington  25,  DC.  with  respect  to  all 
commodities  or — for  specified  commod- 
ities— with  the  designated  ASCS  Com- 
modity Office. 

Commodity  Credit  Corporation  re- 
serves the  right  to  amend,  from  time  to 
time,  any  of  its  announcements.  Such 
amendments  shall  be  applicable  to  and 
be  made  a  part  of  the  sale  contracts 
thereafter  entered  into 

CCC  reserves  the  right  to  reject  any 
or  all  oilers  placed  with  it  for  the  pur- 
chase of  commodities  pursuant  to  such 
announcements 

If  CCC  does  not  have  adequate  infor- 
mation as  to  the  financial  responsibility 
of  a  prospective  buyer  to  meet  all  con- 
tract obligations  that  might  arise  by 
acceptance  of  an  offer  or  if  CCC  deems 
such  buyer's  financial  responsibility  to 
be  inadequate  CCC  reserves  the  right 
(1)  to  refuse  to  consider  the  offer,  (ii)  to 
accept  the  offer  only  after  submission  by 
the  buyer  of  a  certified  or  cashier's 
check,  bond,  letter  of  credit  or  other 
security  acceptable  to  CCC  assuring  that 
the  buyer  will  discharge  the  responsl- 
bihty  under  the  contract,  or  (ill)  to 
accept  the  offer  upon  condition  that  the 
buyer  promptly  submit  to  CCC  such  of 
the  aforementioned  security  as  CCC  may 
direct.  If  a  prospective  buyer  is  in  doubt 
as  to  whether  CCC  is  acquainted  with 
his  financial  responsibility  he  should 
communicate  with  the  ASCS  Office  at 
which  the  offer  is  to  be  placed  to  deter- 
mine whether  a  financial  statement  or 
advance  financial  arrangement  will  be 
necessary  In  his  case. 

Disposals  and  other  handling  of  in- 
ventory items  often  result  In  small  quan- 
tities at  given  locations  or  in  qualities 
not  up  to  specifications.  These  lots  are 
offered  by  the  appropriate  ASCS  Office 
promptly  upon  appearance  and  there- 
fore generally  they  do  not  appear  In  the 
Monthly  Sales  List. 

On  sales  for  which  the  buyer  Is  re- 
quired to  submit  proof  to  CCC  of  expor- 
tation the  buyer  shall  be  regularly  en- 
gaged in  the  business  of  buying  or 
selling  commodities  and  for  this  purpose 
shall  maintain  a  bona  fide  business  office 
in  the  United  States,  Its  territories  or 
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possessions,  and  have  a  person,  prindpal. 
or  resident  agent  upon  whom  service  of 
Judicial  process  may  be  had. 

Prospective  buyers  for  export  should 
note  that  generally,  sales  to  Uidted  States 
Government  agencies,  with  only  minor 
exceptions,  will  constitute  a  domestic 
unrestricted  use  of  the  commodity. 

Commodity  Credit  Corporation  re- 
serves the  right,  before  making  any  sales, 
to  define  or  limit  expKjrt  areas. 

Notice  to  exporters.  The  Department 
of  Commerce,  Bureau  of  International 
Programs  (the  Bureau  of  Foreign  Com- 
merce until  Aug.  9,  1961),  pursuant  to 
regulations  under  the  Export  Control 
Act  of  1949,  prohibits  the  exportation 
or  re-exportation  by  anyone  of  any  com- 
modities (except  absorbent  cotton  and 
sterilized  gauze  and  bandages  with  re- 
spect to  Cuba  only)  under  this  program 
to  Cuba,  the  Soviet  Bloc,  or  Communist- 
controlled  areas  of  the  Far  Blast  in- 
cluding Communist  China,  North  Korea. 
and  the  Communist-controlled  area  of 
Vietnam,  except  under  validated  license 
issued  by  the  U.S.  Department  of  Com- 
merce, Bureau  of  International  Pro- 
grams. 

These  regulations  generally  require 
that  exporters,  in  or  in  connection  with 
their  contracts  with  foreign  purchasers, 
where  the  contract  involves  $10,000  or 
more  and  exportation  is  to  be  made 
to  a  Group  R  country,  obtain  from 
the  foreign  purchaser  a  written  ac- 
knowledgment of  his  understanding  of, 
(1)  U.S.  Commerce  Department  prohi- 
bitions (Comprehensive  Export  Sched- 
ule, 15  CFR  371.4  and  371.8)  against 
sales  or  resale  for  re-export  of  said  com- 
modities, or  any  part  thereof,  without 
express  Commerce  Department  authori- 
zation, to  the  Soviet  Bloc.  Cbmmunist 
China.  North  Korea  or  the  CcmmunlsW 
controlled  area  of  "Vietnam  or  to  Cuba. 
and  ( 2 )  the  sanction  of  denial  of  future 
U.S.  export  privileges  that  may  be  im- 
posed for  violation  of  the  Commerce  De- 
partment regulations.  Exporters  who 
have  a  continuing  and  regular  relation- 
ship with  a  foreign  purchaser  may  ob- 
tain a  blanket  acknowledgment  from 
such  purchaser  covering  all  transactions 
involving  surplus  agricultural  commod- 
ities and  manufactures  thereof  pur- 
chased from  CCC  or  subsidized  for  ex- 
port by  the  Secretary  of  Agriculture  or 
CCC.  Where  commodities  are  to  be  ex- 
ported by  a  party  other  than  the  original 
purchaser  of  the  commodities  from  the 
OCC  the  original  purchaser  should  in- 
form the  exporter  in  writing  of  the 
requirements  for  obtaining  the  signed  ac- 
knowledgment from  the  foreign  pur- 
chaser. 

For  all  exportations,  one  of  the  desti- 
nation control  statements  specified  in 
Commerce  Department  Regulations 
(Comprehensive  Export  Schedule,  IS 
CPR  379.10(c) )  is  required  to  be  placed 
on  all  copies  of  the  shipper's  export 
declaration,  all  copies  of  the  bill  of  lad- 
ing, and  all  copies  of  the  commercial  in- 
voices.   For  additional  information  as  to 
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which  desUnaUoD  control  statement  to 
use.  the  exporter  should  communicate 
with  the  Bureau  of  International  Pro- 
grams or  one  of  the  field  offices  of  the 
Dvartment  of  Commerce. 
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Exporters  should  consult  the  applicable 
Commerce  DQ)artment  regulations  for 
more  detailed  information  if  desired 
and  for  any  changes  that  may  be  made 
therein. 


Oomiiwdity 


Dairy  pradaots. 


BuUer. 


Nonfat  dry  milk. 


Cheddar  CtMoae  (standard  mois- 
ture baria). 


Cotton .  ii|ilnn(l. 


Ootteo,  ratra  iai«  aUpto 

Oatalaga 

Wheat,  bulk 


WkefttC 


area) 


See  iootnotea  at  and  •!  table. 


S*les  price  or  method  of  aaie 


Sales  are  in  carlots  only  la  itore  at  storace  location  of  praducts. 
SubmLssion  of  otlen:  For  product!  in  Arlzma,  Caliiamia,  Idaho,  Kerada 
Orecon.  Uuh,  and  Washington,  submH  oflen  to  the  PortiandASCS  Com' 
modlty  OfTicc.  For  product<i  in  other  States  and  the  District  ot  Columbia 
submit  ofTcrs  to  the  Cincinnati  ASCS  Commodity  OflSoe. 
DomesUc,  unrestrirted  uat;  announced  priees,  under  LD-29  as  amoicted- 
65.75  oeaU  per  pound:  New  York,  Pennsylvania.  Xew  Jersey,  Xew  Bneland. 

and  other  .States  bordering  the  Atlantic  Oeean  and  Oul/oT  Mesioo 
66.0  cents  per  pound:  Wadilnrtoo,  Orefon,  and  Caltfbmia. 
All  other  States  64.75  cents  per  pound. 
Export; 
Competitive  bid  under  LD-33,  as  amended,  pursuant  to  Invltatiaas  to  bid 

to  be  issued  by  Ciudnnatt  ASCS  Cdmmodlty  OOcm— 
Announced  prices  under  LEK-3.S:  When  sales  an  made  under  LD-K,  as 
amended,  above,  any  butter  offered  but  not  s^d  under  the  invitation  to 
bid  v-iU  be  ottered  lor  sale  throuRh  the  UUowiag  Wednesday  at  nrloes  an- 
nounced in  Wasbinston  each  Thursday. 
Domestic,  unrestricted  use;  announced  prtoei.  under  LD-2Q  as  amended- 
Spray  process,  U.S.  extra  ftrade,  17.40  cents  per  pound. 
Roller  process,  U.S.  extra  grade,  1S.40  cents  per  pound. 
Export: 
Competittve  bid  under  LD^33,  as  amended,  potsuant  to  invitations  to  bid 

to  be  Issued  by  Cincinnati  and  Portlaad  ASC8  Commodity  Offieee 
Announced  prices  under  LD-35:  When  Mtos  are  made  under  LD-33  as 
amended,  above,  any  nootat  dry  milk  oflered  but  not  soU  under  the  invi- 
tation to  bid  will  be  oSered  for  sale  throuf  h  tbe  following  Monday  at  prices 
announced  In  Wa.slilnfrton  each  Tuesday. 
Domestic,  unrestricted  use;  announced  prices  under  I,D-2fl  as  amended: 
39.75  cents  per  pound:  New  York,  Pennsylvania,  New  Bnidand,  New  Jersey, 
and  other  States  bordering  the  AUantic  Ocean  and  Pacific  Ocean,  and  the 
Qulf  of  Mexico. 
All  other  States  38.75  cents  per  pound. 
Exiiort: 
Comi>etltive  bid  under  LD-33,  as  amended,  pursuant  to  invitations  to  bid 

to  be  issued  by  Clnclnnat.  ASCS  Commodity  Office. 
Announced  prices  under  LD-35:  When  sales  are  made  under  LD-33t  as 
amended,  above,  any  cheese  oflered  but  not  sold  under  the  Invitatioii  to 
bid  will  be  offered  for  sale  through  the  following  Wednesday  at  prices 
announced  in  Washington  each  Thursday. 
Domestic,  unrestricted  use:  Competitive  bid  under  the  terms  and  oondltians 
of  Announcement  NO-C-16  (Sale  of  Upland  Cotton  for  Unrestricted  Use). 
Under  this  announcement,  upland  cotton  acquired  under  prioo  support 
programs  will  be  sold  at  the  highest  price  offered  but  in  no  event  at  less  Uian 
the  higher  of  (a)  1 15  percent  of  the  current  support  price  plus  reasonable  carry- 
ing charges,  or  (b)  the  market  price  of  such  cotton,  as  determined  by  CCC. 
Export,  CCC  Credit  Sales:  Competitive  bid  under  the  terms  and  coadltionsof 
Announcements  CN-EX-14  (Acquisition  o/  Cotton  (or  Expert  "n/kr  Ciedit 
Sales  Program)  and  NO-C-17  (Sale  of  Upland  Cotton  (for  Credit  8ales)T. 
Cotton  to  be  sold  at  the  highest  price  oOered  bat  in  no  event  at  less  tluji  the 
higher  of  (a)  106  percent  of  the  ciBTBBt  support  priee  lor  such  cotton  plus 
reasonable  carrying  charpes,  or  (b)  tbe  market  price  ior  such  eotton,  as  deter- 
mined by  CCC,  loss  in  either  caae  an  amount  equal  to  the  paynent-in-kind 
cotton  export  payment  rate  in  effect  on  the  date  of  the  aoceptaaoe  of  an  offer. 
Domestic  or  export,  unreetricted  use:  Competitive  bid  and  uadsr  the  terms  and 
conditions  of  Announcement  NO-C-6  (Reviaed  July  22,  ItSO),  m  amended, 
and  NO-C-10,  as  amended.    Under  tbiase  announeements  eztnt  kwc  staple 
cotton  will  be  sokl  at  tbe  hisliest  price  oflered  but  fai  no  event  at  leas  than 
the  higher  of  (a)  115  percent  of  tbe  oorrent  suprwrt  price  pha  reasonable 
carryinc  charges,  or  (b)  the  domestic  market  price  as  detennteod  by  CCC. 
Catak«s  for  upland  cotton  and  extra  long  sUpie  cotton  showinc  quantities, 
quaStiea,  and  locations  may  be  obtained  lor  a  nominal  lee  from  tbe  New 
Orleans  ASCS  Commodity  Offices. 
Domestic,  unrestricted  use:  Market  price  basis  in  store,'  but  not  leas  than  1961 
appUcatile  support  priee  for  the  ciaas,  grade,  and  qoaHty  of  the  wheat  plus 
the  amount  sliown  below  applicable  to  tbe  t>-pe  of  carrier  involved. 


Unit 


Bushel. 


Received 
by- 

Truck 

Rail 

or 

barge 

Centt 

23 

Oenti 
19 

Examples  of  minimnm  prices  fexrail  or  barge) 


Terminal 


Chicago 

Minneapolis. 
Kansas  Ctty. 
Portland 


Export: 

(1)  Under  Announcement  OR-S45  (Revised  June  »,  1960),  as  amended  far 
redemption  of  oeriiflcates  under  export  payment-in-klnd  proeram,  (7i  under 
Announcement  OR-212  (Revision  2,  Jan.  9,  1961),  for  specified  offerings  as 
announced  and  (3)  as  wheat  under  Announcement  OR-261  (Revision  3, 
Jan.  9,  1961),  or  as  flour  under  Announcement  QR-262  (Revision  2,  Jan.  t, 
1961),  for  appUoatlon  under  arrangements  for  barter  which  permits  expor- 
tation of  wheat  as  flour  and  approved  credit  sales  only  at  prices  determined 
dally. 

Available  Evanston,  Dallas,  Kansas  City.  Minneapolis,  and  Portland  A808 
Commodity  Offices. 
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Commodity 


Onuu  surgbaiui,  bulk. 


lUor.  rauKh  im  armilablr) 


Prtrmt.«.  jhcIU'd  (»'  svaUnbli-i . . 


rfanuL'.    »hfllpd   and    imshfllod 

(IvTum  Rtock)  (M  tTalUbl*). 
Quiu  lurin'flUiie  (buJk  la  Unks) . . 


Bairn  prio*  oc  metbod  af  sale 


DoiqmUc  and  Axport: 

Redemptlcn  ormi  Fwd  Onln  Prognm  OertiflGatai:  Until  further  notloe 
COO  dlipodtlHU  af  tlaraUi  gnta  nq^baaH  lor  dooMtle  uiuMtrletad  um 
»ndtor«moft.Mclw1liif  iMiMdwOB  m— dQa-ai2,wmbetiiradem^^ 
tlon  of  oertlfloKtM  or  rlfoti  repwnted  hj  pooled  oartiflates  under  the  lOu 
Fwd  OnlB  Pmcna.  Book  radeaiittaM  will  b«  made  at  the  appUcabla 
market  prlee  at  polat  af  deUvwy.  ■■  ditwmtnBd  br  GOO.  CCC  reaervaa 
the  ricbt  to  datermlna  tbe  tlna  of  d^vaiy,  and  toe  class,  grade,  quality, 
and  oaantlty  of  irain  lorrimmi  that  wlU  be  made  arailable  for  reoemptton. 
OCO  alio  reaarves  tto  rifht  ta  laitrtet  tlM  aTaflabUUy  of  iratn  ■orgbnma  at 
any  tocatloo  wheDavar  aoeb  aotisn  la  daamad  aaoaiMry.  Far  InformaUon 
on  tbe  avaltablllty  of  ■odi  jratii  from  Mn  altea,  contact  A8CS  State  or 
county  oOoaa.  ForlaloraHlMaaa  tlMavaflablltyof  lactaEralabomother 
locatloni,  ooBtact  tha  Kvaaatw,  Dallas  ICanaa  City,  Mlnoeapolii,  or 
Portland  A8C8  Commodity  Offloei. 

Other  export  mlaa:  Uader  AMMOBaMHOt  ORr-3«  (Revteed  Auk.  11 ,  IBM) ,  aa 


amended,  lor  feed  tnim  iiafawl  Im  >Iim!  pracram,  and  under  Announce- 
ment OR-212  (RevialaB  a,  Jan.  8.  IMl),  lor  application  to 


arranxcmcnts 


for  barter  and  apprared  credit  and  emerieney  aalee.    CCC  reeer\'e«  tiie 
rtcht  to  determine  tha  claai,  mia,  qoabty  aod  q 


quantity  to  be  made  avail- 
able for  eale  under  tliaaa  anntrnnnrniaali  Available:  Evonston,  Dallas, 
Kantas  City,  MlnoaapoMa,  and  Portland  A8C8  Commodity  Offlcrs. 
Nonatarable,  aa  avatlabla:  At  aat  laai  tkaa  iMCket  price  ai  determined  by 
CCC.  At  bin  sitae  tJkrau^  ASOS  Cauntjr  omoes.  At  oUier  location* 
thrtmch  the  A8C8  Commodity  Offices  Indicated  above. 
Domestic,  unnatrtcted  user'  Market  price  but  not  less  than  106  percent  of  llie 

applicable  IBCl  support  prlee  pka  n  aaoli  par  ewt^  basis  la  store. 
Export 
As  milled  or  brawn  under  Anaaoaeeuient  OR-MB(ReTislon  1,  Feb.  I,  IMl), 
as  amended.  Rice  Kiport  Proimm  PtyBMOt-lD-iUnd,  and  Under  OR-879 
(Revision  1.  May  1.  IMl),  lor  approvad  credit  sales.    Calilomia  Pearl  rioe 
only  for  appHeation  to  approred  Darter  eontraets  under  QR-870. 
I'rioe,  quaatltlea,  and  varteb*  af  anwh  rto  avaUable  from  Dallas  and  Port- 
land ASCS  CommodUy  Offlosa. 
nomestlc.  unrestricted  use:  Marlcet  price  but  not  less  than  lOS  percent  of  the 
1961  support  price  (adjoalad  for  aslBtaic)  plae  reaeooable  carrylac  cbarBee. 
under  Peanut  AnnoaBeaoiaat  S. 
I>oniestle  for  crushlna  or  emort:  Competitive  bid  under  CCC  Peanut  .^n- 

nounooment  1  (Revwd)  Itll. 
Domestic,  unreetrtcted  am: 
Competitive  offers  lor  unreatrioted  use,  bulk  In  storage  tanks,  subject  to 

Announcement  TB-n-61  and  eupplemeBts  thereto. 
Available  throuRh  Naval  Stone  Bmaeh,  Tobacco  Dlvtston.  ASCS.  U.S. 
I         De;»artment  of  Agitauttura. 

'  (In  tun  ixtet  saltit  !>urh  delivery  bosLs  shall  be  Lo.b.  buyan  ooDvayaoee  at  tte  bin  sites. 

<  Nono(imnii<rrlal  productng  an>a  wheat  shall  be  on  the  same  basis  as  commercial  produdng  area  wheat  except 
lsen>aMr  H|iplioabte  support  priee  bv  IS  peraat. 

■  lo  (V)[D(Hite.  multiply  applioabt  support  price  by  1.05,  roond  pmlaet  up  to  nearest  wbole  cent,  and  add  amount 
sbnun  iilxive  an<l  any  Hpniieable  freight  lor  grain  stored  at  other  than  the  paint  of  production. 

<  InrUidrf  paid  tn  fri>icnt  from  Woodford  County.  IIL 


(Sec  4.  62  Stat.  1070.  as  amended:  15  U-S.C. 
714b.  Interpret  or  apply  aec.  407,  63  Stat. 
1055;  7  US.C.  1427) 

Signed  at  Washington,  D.C.,  on  Jan- 
uary 5,  1962. 

E.  A.  Jakmkk, 
Acting  Executive  Vice  President, 
Commodity  Credit  Corporation. 

I  PR.    Doc.    62-278:     FUad.    Jan.     10,    1963; 
8:46  am. I 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

I  Clas&lflcatlon  No.  81 1 

ARIZONA 

Small  Tract  Classification 

In  Federal  Register  Document  61- 
12348,  appearing  on  pages  12715-16,  pub- 
lished December  29, 1961,  the  description 
should  be  amended  to  read  as  follows: 

T  1  N  ,R.  BE.. 
Sec.  3:   LoU  3,  4.  SViNWVi,  8WV4.  8W%- 
NEi,i.  WV^SEy,,  8V4NEV48E%,  WH8Bi4- 

SEV4. 

Date:  January  3, 1962. 

FuaD  J.  WnuK, 
State  Dirtetar. 

I  PA.    Doc.    63^103:    ruad.    Jan.    !•,    lift; 
•  :aaja.] 

Ho.  t B 


11-381 

UTAH 

Notice  oi  Proposed  Withdrawal  and 
Reservation  of  Lands 

JANUABY  4,    1962. 

The  United  States  Forest  Service,  De- 
portment <tf  Agriculture,  has  filed  an  ap- 
pUcattan.  Serial  Mo.  IM)81486,  for  the 
withdrawal  of  lands  described  below 
from  prospecting  location,  entry  and 
purchase  under  the  general  mining  laws, 
subject  to  existing  valid  claims. 

The  applicant  desires  the  land  for 
management  as  a  scenic,  recreational, 
and  areheokKlcal  area  and  preservation 
of  scenic,  arefaeological.  and  geological 
values  contained  thertin.  The  lands  are 
in  the  liantl-LaSal  NaUonal  Foi«st. 

For  a  period  of  90  days  from  the  date 
ot  pubiteatlop  of  this  notice,  persons 
ha^^nc  cause  maj  present  their  objec- 
tions or  comments  in  writing  to  the  State 
Director  for  Utah.  Bureau  of  Land  Man- 
agement. Darling  Building.  P.O.  Box  777, 
Salt  Lake  City  10.  Utah.  If  any  objec- 
tloos  are  fUed  and  the  nature  of  the  op- 
poeltton  Is  sueli  as  to  warrant  it,  a  public 
hearing  will  be  held  at  a  convenient  time 
end  plaoe.  whl^  will  be  announced, 
where  opponente  to  the  propoeed  with- 
drawal may  state  their  views,  and  where 
propooante  maj  explain  its  purpose. 

Tlie  detflnalnatlon  of  the  Secretary  on 
the  applkietton  wiU  be  pubUshed  In  the 
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Fkiwral  RacisnR,  either  in  the  form  of 
a  public  land  order  or  in  the  form  of  a 
notice  of  determination  if  the  appUca- 
Uon  is  rejected.  In  either  case,  a  sepa- 
rate notice  will  be  sent  to  each  interested 
party  of  record. 

The  lands  Involved  in  the  application 
are: 

Salt  Laxx  MnmiaM 

UAim-LABAL   MATtONAL  VOIBT 

Hammond  Canyon  Archeologieal  and  Scenic 
Area  (Addition) 

T.  85  8.,  R.20X.. 

Sac.     20:     BEy^1TE%,     SW%,     NEViSB^, 
8»^8Bt4: 

8ec.21:  NW%BW^,8%SWy4:  , 

Sac.  27:  WV^; 

80C.28:  N^,MH8V4.S^8«%: 

8ec.29:Ni4,N%8^; 

Sec.  30:   Lots  1,  3.  and  3.  SV^NE^.  S>4 
NW  >/4 ,  NE  V4  8  W  >/4 ,  N  i/i  8E  y* ; 

Sec.  33:  NViNE>4. 
T.  SB  8.,  R.  19  E.  (unaUTTeyed) . 

Beginning  at  the  SW  corner  of  Lot  1,  Sec. 
SO,  T.  85  8.,  R.  90  B..  thenoa  W.  1,890  feat, 
thenoe  N.  1,830  feet,  tbenoe  W.  2,640  fast, 
tbenoe  S.  6,600  feet,  tbeoce  B.  8,960  feet  to  a 
point  on  the  waat  line  of  T.  85  S,  R.  90  B., 
tlience  N.  along  aald  townatilp  Una  £,280  feet. 
more  or  lees,  to  the  point  of  beginning,  con- 
taining 560  acres,  more  or  leas.  When  sur- 
veyed  the  tract  will  probably  be  in  Seetlona 
25  and  26,  T.  S5  8.,  R.  19  B. 

The  above  area  aggregates  2339.33 
acres,  more  or  less. 

R.  D.  NzxLsoN. 
State  Directw. 

(FJl.    Doc.    62-294;    Piled,    Jan.    10.    1963: 
S:45ajn.] 


CIVIL  AERONAUTICS  BOARD 

(Docket  1S397:  Order  Ma  B-17014| 

AMERICAN  AIRLINES,  INC.,  AND 
BRANiFF  AIRWAYS,  INC. 

Order  Tentatively  Approving 
Agreement 

Ad<H}ted  by  the  CtvU  Aenmautlcs 
Board  at  its  office  in  Washington,  ^.C, 
on  the  8th  day  of  January  1962. 

In  the  matter  of  an  agreement  be- 
tween American  Airlines,  Inc.,  and 
Braniff  Airways,  Inc.,  et  al..  Agreement 
CAB  16012,  Docket  13337;  filed  pursuant 
to  section  412  of  the  Federal  Aviation 
Act  of  1958,  as  amended. 

On  December  1,  1961.  eleven  trunkllne 
carriers'  (the  carriers)  filed  with  the 
Board  pursuant  to  section  412  of  the  Fed- 
eral Aviation  Act  of  1958  (the  Act), 
as  amended,  copies  of  an  agreement  en- 
titled "Reservation  Service  Charge  Plan" 
which  is  to  be  applicable  wholly  within 
the  Continental  United  States,  wherein 
the  parties  have  agreed  upon  procedures 
relating  to  ticketing  time  limits,  a  reser- 
vation service  charge,  and  the  method 


1  American  AlrUnea,  Inc..  Banlff  Airways, 
Inc..  Continental  Air  Linea,  Inc..  Delta  Air 
Llnea,  Inc.,  Baatam  Air  linaa.  Inc.  KitVwial 
AirUnea,  Inc.,  Northeaet  Alrllnea.  Inc..  Morth- 
weat  AlrUnaa.  Ine.,  Trans  World  Atrni»>^  lae., 
United  Air  Llnea,  Inc.,  and  Weetem  Air  Lines, 
Inc. 


.*l 
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of  Maessment  of  the  service  charge. 
Such  Afreement  which,  subject  to  prior 
Board  approval  Is  to  become  effective 
March  1,  1962  and  continue  in  effect  for 
an  Indefinite  period,'  has  been  entered 
into  pursuant  to  discussions  held  pur- 
suant to  Board  Order  E- 175 15  dated 
September  28,  1961.*  Such  discussions 
were  authorized  on  the  Board's  own 
motion  In  view  of  the  present  unsatis- 
factory financial  condition  of  the  domes- 
tic tnmkllnes  and  the  need  for  finding 
ways  and  means  to  reduce  carrier  costs 
and  Increase  revenues  without  undue 
burden  on  the  traveling  public,  and  the 
Board's  determination  that  it  Is  in  the 
public  Interest  to  authorize  the  carriers 
to  enter  into  Joint  discussions  for  a  lim- 
ited period  regarding,  inter  alia,  the 
control  of  "no-shows,"  subject  to  certain 
conditions. 

The  provision*  of  the  agreement  rela- 
tive to  ticketing  time  limits  specify  that 
for  reservations  confirmed  more  than  48 
hours  before  scheduled  flight  departure, 
tickets  must  be  purchased  at  least  24 
hours  before  scheduled  flight  departure ; ' 
that  In  cases  where  the  24  hour  ticket 
pick-up  requirement  Is  considered  to 
present  undue  hardship,  and  for  reserva- 
tions confirmed  within  48  hours  of  sched- 
uled flight  departure,  tickets  may  be 
purchased  at  the  passenger's  convenience 
only  If  the  customer  submits  his  full 
name  and  address  at  the  time  reserva- 
tions are  confirmed;  that  subscribers  to 
the  Universal  Air  Travel  Plan  (UATP) 
and  all  holders  of  On-Llne  Credit  Plans. 
"Wrlte-your-own-tlcket"  books,  or  Block 
Ticket  Accounts,  including  Teleticketlng 
or  Government  Transportation  Requests 
(OTR),  will  be  required  to  submit  their 
account  nimibers  or  OTR  numbers  at 
the  time  their  reservations  are  con- 
firmed; and  that  tickets  will  not  be  ac- 
cepted for  travel  over  other  than  the 
carrier  specified  on  the  fiight  coupon, 
unless  said  coupon  has  been  appro- 
priately endorsed  by  said  carrier,  or  the 
customer  presents  written  evidence  of 
cancellation. 

The  proposed  reservation  service 
charge  rule  provides  that  any  ticketed 
passenger  who  submits  a  ticket  for  volun- 
tary refund  or  voluntarily  for  use  after 
the  scheduled  fiight  departure  for  which 
the  first  remaining  fiight  coupon  was 
validated,  will  be  assessed  a  service 
charge  of  $5.00  or  50  percent  (whichever 
is  greater,  except  in  no  case  will  the  serv- 
ice charge  exceed  $50.00  or  the  total 
value  of  the  first  remaining  fiight 
coupon)  of  the  applicable  one-way  local 
fare  of  the  first  remaining  fiight  coupon: 
Unless,  the  customer  Is  able  to  present 
simultaneously  written  evidence,  as  pro- 


»The  parties  have  agreed  that  no  carrier 
will  withdraw  from  the  agreement  prior  to 
September  1. 19«2,  and  then  only  with  30  days 
written  notice,  and  that  any  early  termina- 
tion of  the  agreement  would  be  only  by 
unanimous  agreement  of  the  parties. 

•As  amended  by  Orders  B-17657  and  E- 
1T784.  dated  October  81.  1961.  and  November 
30.   1961.  respectively. 

*  The  ticketing  time  limit  requirements  are 
met  by  the  Issuance  of  a  ticket  which  In- 
dicates at  least  the  reserved  space  of  the  first 
fUgtat  segment  held  by  the  passenger,  or  the 
revalidation  of  a  previously  Issued  ticket  to 
Indicate  at  least  that  reserved  space. 
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vided  by  the  carrier,  that  he  canceled  his 
reservation  prior  to  scheduled  flight  de- 
parture for  which  the  first  remaining 
fiight  coupon  waa  validated.*  A  like 
charge  will  be  billed  subscribers  to  credit 
plans  (UATP,  "Wrlte-your-own-ticket." 
On-Llne  Credit  Plans.  Block  Ticket  Ac- 
counts, including  Teleticketing  and 
Government  Transportation  Requests) 
where  account  numbers  have  been  sub- 
mitted as  applying  to  customers  who  held 
confirmed  reservations  an'd  did  not  use 
the  flight  for  which  they  held  a  reserva- 
tion, and  who  had  not  presented  or 
forwarded  written  proof  of  cancellation.* 
The  carriers  have  further  agreed  that 
travel  agents  shall  be  responsible  for 
advising  passengers  of  the  reservations 
service  charge  and  for  the  collection  of 
such  charges  (commlssionable  at  the  rate 
of  5  percent). 

The  Board  is  cognizant  of  the  inher- 
ently complex  nature  of  the  reservation 
and  ticketing  aspects  Involved  in  the  sale 
of  air  transportation,  and  of  the  need 
to  improve  further  the  reservation  proce- 
dures. The  adoption  of  ticketing  time 
limit  standards  represents,  in  the  Board's 
view,  a  desirable  move.  The  Board  was 
also  aware  of  the  long-standing  economic 
and  service  problem  to  the  airlines  and 
air  travelers  alike  resulting  from  the 
failure  of  ticketed  passengers  to  cancel 
or  use  reserved  seat  space.  Thus,  a  fully 
booked  flight  may  actually  depart  with 
unoccupied  seats  that  could  have  been 
used  by  other  passengers,  because  prior 
seat  reservations  were  made  by  persons 
who  failed  to  use  or  cancel  their  reserva- 
tions. This  problem  has  resulted  in  a 
handicap  on  the  earning  power  of  the 
air  carriers  and  has  often  resulted  in  a 
denial  of  available  air  transportation  to 
the  public.  For  these  reasons,  the 
Board  believes  that  reservation  and  no- 
show  controls  are  desirable.  On  the 
basis  of  the  foregoing,  the  Board  has 
tentatively  concluded  that  the  agree- 
ment should  be  approved  subject  to  the 
terms  and  conditions  hereinafter  set 
forth  and  the  receipt  of  comments  from 
interested  persons. 

As  noted  above,  the  proposed  service 
charge  is  $5.00  or  50  percent  (whichever 
is  greater)  of  the  applicable  one-way 
local  fare  of  the  first  remaining  validated 
flight  coupon,  except  that  in  no  case  will 
the  charge  exceed  $50.00  or  the  total 
value  of  such  coupon.  The  Board  is 
concerned  that  the  penalty  may  be  in 
excess  of  that  necessary  to  accomplish 
the  desired  purpose,  and  thus  be  unduly 
harsh  on  the  passenger.  However, 
absent  experience  or  appropriate  guide- 
lines, we  are  unable  to  determine  what 
otherwise  would  be  a  reasonable  service 
charge.  Therefore,  while  we  tentatively 
have  decided  to  approve  the  penalty  as 
submitted,  we  Intend  to  consider  further 
the  level  of  assessment  at  the  end  of  an 
experimental  period  of  six  months.  To- 
ward this  end  we  have  concluded  that 


our  tentative  approval  should  be  condi- 
tioned as  to  require  the  carriers  to  report 
in  detail  by  September  1, 1962,  as  to  their 
experience  under  the  program.  Including 
a  speclflc  recommendation  as  to  any 
desirable  changes  in  the  amount  of  the 
penalty. 

The  Board  notes  that,  under  the  terms 
of  the  agreement,  application  of  the 
service  charge  is  related  in  part  to  a 
ticket  for  which  the  flrst  remaining 
flight  coupon  was  validated  (or  revali- 
ated».  The  word  "validated  '  Is  not  de- 
fined and  hence  may  be  subject  to  mis- 
Interpretation  by  the  public,  the  carriers 
and  the  Board,  particularly  In  view  of 
the  different  types  of  tickets  now  being 
used  In  providing  air  transF>ortatlon  and 
the  various  procedures  applicable  there- 
to In  order  that  all  concerned  may  be 
adequately  Informed,  the  Board  desires 
that  a  definition  be  adopted  or  that  the 
matter  otherwise  be  clarified  by  the 
parties,  both  with  respect  to  subscribers 
to  credit  plans,  as  mentioned  In  the 
agreement,  and  all  other  users  of  air 
transportation.  In  addition,  the  Board 
expects  that  the  carriers.  Individually 
or  collectively,  will  adopt  simplified  pro- 
cedures governing  ticket  endorsement 
and  the  furnishing  to  ticketed  passengers 
of  written  notice  of  cancellation  of  space. 

The  Board  further  proposes  that  Its 
approval  of  the  agreement  will  extend  to 
the  participation  therein  of  any  other 
certificated  route  air  carrier  upon  the 
filing  with  the  Board  by  such  a  carrier 
of  a  notice  of  intent  to  be  bound  by  the 
terms  of  the  agreement.  The  Board  will 
also  retain  jurisdiction  over  the  aigree- 
ment  for  the  purpose  of  Imposing  any 
other  conditions  or  limitations  on  the 
approval  which  may  be  justified  In  the 
future  or  of  requesting  such  Information 
as  the  Board  or  Its  staff  may  deem 
appropriate. 

The  imposition  of  a  reservations  serv- 
ice charge  on  no -show  passengers  raises 
the  related  question  of  the  procedures 
which  should  obtain  in  any  Instance 
where  a  passenger,  who  presents  himself 
for  carriage  at  the  appropriate  time  and 
place,  is  not  transported  on  a  fiight  that 
operated  and  for  which  he  held  a  proper 
ticket  because  of  insufficient  seats  on  the 
aircraft.' 

The  overbooking  practices  of  the 
trunkllne  carriers  have  been  the  basis 
for  numerous  complaints  to  the  Board 
and  on  August  4.  1960.  by  Order  E-15614, 
the  Board  directed  its  staff  to  undertake 
a  comprehensive  investigation  of  this 
problem.  The  staff  Issued  a  report  on 
July  28,  1961  setting  forth  its  tentative 
findings  and  conclusions  in  the  overbook- 
ing investigation  (Overbooking  Practices 


» In  Instances  where  the  ticket  Is  presented 
for  use.  the  penalty  will  be  assessed  before 
the  ticket  Is  either  revalidated  or  reissued. 

*  In  cases  where  the  names  and  addresses 
of  passengers  requesting  reservations  pur- 
suant to  any  of  the  credit  plans  are  given. 
Instead  of  an  account  number,  the  resolution 
provides  that  the  person  (rather  than  the 
account)    will  be  billed  the  service  charge. 


'  The  Board  gave  recognition  to  the  dual 
nature  of  this  problem  In  Its  order  Institut- 
ing an  Investigation  of  overbooking  prac- 
tices In  stating:  "It  Is.  on  the  one  hand, 
obvious  that  In  overbooking  on  the  assump- 
tion that  there  will  be  a  calculated  numbsr 
of  persons  holding  reservations  who  fall  to 
appear,  the  carrier  Is  Imposing  on  the  over- 
booked (Missengers  the  risk  that  reserved 
space  will  not  be  available  when  the  aircraft 
takes  off  •  •  •  It  Is.  on  the  other  hand,  also 
apparent  that  failure  to  use  reserved  space, 
for  whatever  reason,  presents  real  economic 
problems  for  the  carriers."  Order  E-16614. 
Aug.  4.  I960,  p.  4. 
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of  Trunkllne  Carriers,  Docket  11683). 
Facts  developed  in  the  investigation  in« 
dicate  that  substantial  overbooking. 
either  inadvertent  or  Intentional,  does 
occur  and  while  the  percentage  of  over- 
sales is  not  large  in  relation  to  the  total 
volume  of  traffic  handled,  the  number  of 
persons  inconvenienced  by  oversales  is 
not  insignificant.*  Therefore,  the  Board 
concludes  that  any  program  directed  to 
a  resolution  of  the  no-show  problem 
must  consider  also  the  oversale  aspect  of 
the  reservations  process  and  give  weight 
to  the  carrier's,  as  well  as  the  passen- 
ger s.  responsibility  in  confirming  a 
reservation. 

Implementation  of  the  no -show  agree- 
ment will  necessitate  a  filing  by  the  car- 
riers of  appropriate  tariff  rules.  How- 
ever, the  Board  does  not  intend  to  per- 
mit such  rules  to  become  effective  In  ad- 
vance of  the  submission  by  the  carriers 
of  a  program,  and  such  tariff  revisions 
as  may  be  necessary,  establishing  re- 
ciprocal payment  to  passengers  in  the 
event  of  oversales.*  In  this  connection,  it 
appears  to  the  Board  that  a  reasonable 
minimum  payment  by  the  carrier  should 
be  $25.00  or  50  percent,  whichever  is 
greater,  of  the  applicable  one-way  local 
fare  of  the  first  remaining  validated 
flight  coupon  of  the  ticket.'"  It  Is  to  be 
noted  that  such  payment  by  a  carrier 
would  be  higher  than  the  service  charge 
to  be  borne  by  a  no-show  passenger. 
However,  a  no-show  passenger  will  be 
subject  to  the  service  charge  Irrespective 
of  whether  his  failure  to  use  the  seat 
has,  in  fact,  "injured"  the  carrier," 
whereas  the  proposed  payment  by  the 


"  The  experienced  oversale  Incidence  to 
passengers  enplaned  of  .07  percent  for  the 
two  sample  surveys,  conducted  In  accordance 
with  the  staff's  Investigation,  applied  to  pas- 
senger enplanements  for  1960.  would  pro- 
duce an  estimated  total  of  33.600  oversales 
for  an  annual  period. 

•  A  passenger  holding  a  valid  ticket,  or  for 
whom  the  carrier's  records  show  space  was 
reserved,  and  who  has  complied  with  carrier 
requirements  as  to  ticketing  procedures,  and 
who  was  not  accommodated  at  flight  de- 
parture, shall  be  deemed  an  oversold  pas- 
senger. 

Passengers  holding  first  class  space  but 
provided  space  In  the  coach  section  of  a  flight 
shall  be  considered  as  accommodated,  but 
shall  be  due  the  difference  between  the  ap-  \ 
pUcable  first-class  and  coach  fare  In  accord- 
ance with  existing  tariff  provisions. 

Passengers  holding  confirmed  coach  or 
tourist  space  or  other  reduced-fare  space,  but 
tccommodated  In  the  first-class  section  shall 
be  considered  as  accommodated,  but  without 
liability  for  any  additional  collection.  This 
shall  not  apply  to  coach  stand-by  passengers 
who  are  boarded  In  the  first-class  seotlon. 

Where  such  minimum  payment  would 
not  fully  compensate  the  passenger  for  dam- 
ages sustained  as  a  result  of  the  oversale,  he 
would  be  free  to  claim  and  the  carrier  would 
be  free  to  pay.  such  additional  amount  as  the 
circumstances  would  warrant. 

'■'  E.g..  If  the  aircraft  never  was  fully  re- 
■erved  or  If  It  otherwise  departed  fully  loaded 
despite  the  no-show,  the  carrier  was  not  In- 
jured. 
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carrier  to  the  pMaenger  would  be  made 
only  if  the  paeaenger  is  not  transported. 

Because  of  the  consequences  of  the 
foregoing  propoeals  on  the  traveling  pub- 
lic, the  carriers  and  the  Board,  the  Board 
will  allow  a  period  of  twenty  days  for  the 
filing  of  comments  by  Interested  persons 
and  for  the  accomplishment  of  the  other 
matters  discussed  above.  For  the  dura- 
tion of  such  period  the  Board  also  will 
authorise  the  air  carrier  parties  to  the 
agreement  and  any  other  certificated 
route  air  carrier  to  engage  in  discussions 
concerning  the  no-show  and  oversale 
programs." 

Accordingly,  it  is  ordered: 

1.  That  action  on  Agreement  CAB 
16012  be  and  it  hereby  is  deferred  for  a 
period  of  twenty  days  to  permit  the  filing 
of  comments  by  interested  persons " 
relative  to  the  Board's  tentative  decision 
herein  and  the  accomplishment  of  other 
matters  discussed  above; 

2.  That  during  the  same  period  the 
air  carrier  parties  to  the  agreement  and 
any  other  certificated  route  air  carrier 
may  engage  in  discussions  of  the  no- 
show  and  oversale  in^grams,  subject  to 
terms  and  conditions  of  Order  E-17515; 
and 

3.  That  this  order  shall  be  published 
in  the  F^dkral  Rcgister. 

By  the  Civil  Aeronautics  Board. 

[seal!  Harold  R.  Sanderson, 

Secretary. 

IP.R.    Doc.    62-330:     Piled.    Jan.    10.     1962; 
8:51  ajn.] 


FEDERAL  DEPOSIT  INSURANCE 
CORPORATION 

INSURED  MUTUAL  SAVINGS  BANKS 
NOT  MEMBERS  OF  THE  FEDERAL 
RESERVE  SYSTEM 

Call  for  Annual  Report  of  Income  and 
Dividends 

Pursuant  to  the  provisions  of  section 
7(a)  of  the  Federal  Deposit  Insurance 
Act  each  insured  mutual  savings  bank 
not  a  member  of  the  Federal  Reserve 
System  is  required  to  make  a  Report  of 
Income  and  Dividends  for  the  calendar 
year  1961  on  Form  73  (Savings) ,  revised 
December  1951."  to  the  Federal  Deposit 
Insurance  Corporation  within  ten  days 
after  notice  that  such  report  shall  be 
made.  Said  Report  of  Income  and  Divi- 
dends shall  be  prepared  in  accordance 
with  "Instructions  for  the  preparation 
of  Report  of  Condition  on  Form  64  (Sav- 
ings and  R^?ort  of  Income  and  Divl- 


>*Tbe  Board  anticipates  that,  following 
final  action  by  It  on  the  matters  reviewed 
herein,  the  carrlcn  would  take  all  appropriate 
steps  to  advlae  those  concerned  of  the  details 
of  the  programs  well  in  advance  of  their  im- 
plementation. 

"Such  conunents  should  be  submitted  in 
tripUoat*.  addr—wl  to  the  Docket  Section, 
CivU  Aerooautici  Board,  Washington  25,  D.C. 

'•  PUed  as  part  of  original  document. 
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dends  on  Form  73    (Savings),"  dated 
January  1961.'* 

F^oEKAL  Deposit  Insurance 
Corporation, 
[seal]    Louise  R.  Demo, 

Acting  Secretary. 

(PJl.    Doc.    62-286:    Piled.    Jan.    10,    1962; 
8:45    a.m.] 


INSURED  STATE  BANKS  NOT  MEM- 
BERS OF  THE  FEDERAL  RESERVE 
SYSTEM  EXCEPT  BANKS  IN  THE 
DISTRICT  OF  COLUMBIA  AND 
MUTUAL  SAVINGS  BANKS 

Coll  for  Annual  Report  of  Income  and 
Dividends 

Pursuant  to  the  provisions  of  section 
7(a)  of  the  Federal  Deposit  Insurance 
Act  each  insured  State  bank  not  a  mem- 
ber of  the  Federal  Reserve  System,  ex- 
cept a  bank  in  the  District  of  Columbia 
and  a  mutual  savings  bank,  is  required 
to  make  a  Report  of  Income  and  Divi- 
dends for  the  calendar  year  1961  on 
Form  73  (revised  December  1961)  "  to 
the  Federal  Deposit  Insurance  Corpora- 
tion within  ten  days  after  notice  that 
such  report  shall  be  made.  Said  Re- 
port of  Income  and  Dividends  shall 
be  prepared  in  accordance  with  "Instruc- 
tions for  the  preparation  of  Report  of 
Income  and  Dividends  on  Form  73," 
dated  December  1961." 

Federal  Deposit  Insurance 
-  Corporation, 
[seal]    Louise  R.  Deno, 

Acting  Secretary. 

|F.R.    Doc.    62-287;    Piled.    Jan.    10,     1962; 
8:45    a.m.| 


COMPTROLLER  OF  THE  CURRENCY 
AND  BOARD  OF  GOVERNORS  OF 
THE  FEDERAL  RESERVE  SYSTEM 

Joint  Call  for  Report  of  Condition  of 
Insured  Banks 

Pursuant  to  the  provisions  of  section 
7(a)  (3)  of  the  Federal  Deposit  Insurance 
Act  each  Insured  bank  Is  required  to 
make  a  Report  of  Condition  as  of  the 
close  of  business,  December  30,  1961,  to 
the  appropriate  agency  designated  here- 
in, within  ten  days  after  notice  that  such 
report  shall  be  made:  Provided.  That  if 
such  reporting  date  is  a  nonbusiness  day 
for  any  bank,  the  preceding  business  day 
shall  be  its  reporting  date. 

Each  national  bank  and  each  bank  in 
the  District  of  Columbia  shall  make  its 
original  Report  of  Condition  on  Office  of 
the  Comptroller  Form  2130-A — Call  No. 
440."  and  shall  send  the  same  to  the 
Comptroller  of  the  Currency,  and  shall 
send  a  signed  and  attested  copy  thereof 
to  the  Federal  Deposit  Insurance  Cor- 
poration. Each  insured  State  bank 
which  is  a  member  of  the  Federal  Re- 
serve System,  except  a  bank  in  the  Dis- 
trict of  Columbia  and  a  mutual  savings 
bank,  shall  make  its  original  Report  of 
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Condition  on  Federal  Reserve  Form 
105 — Call  102,'  and  shall  send  the  same 
to  the  Federal  Reserve  Bank  of  the  Dis- 
trict wherein  the  bank  is  located,  and 
shall  send  a  signed  and  attested  copy 
thereof  to  the  Federal  Deposit  Insurance 
Corporation.  Each  insured  State  bank 
not  a  member  of  the  Federal  Reserve 
System,  except  a  bank  in  the  District  of 
Columbia  and  a  mutual  savings  bank, 
shall  make  its  original  Report  of  Con- 
dition on  FDIC  Form  64 — Call  No.  58,' 
and  shall  send  the  same  to  the  Federal 
Deposit  Insurance  Corporation. 

The  original  Report  of  Condition  re- 
quired to  be  furnished  hereunder  to  the 
Comptroller  of  the  Currency  and  the 
copy  thereof  required  to  be  furnished 
to  the  Federal  Deposit  Insurance  Cor- 
poration shall  be  prepared  in  accordance 
with  "Instructions  for  preparation  of  Re- 
ports of  Condition  by  National  Banking 
Associations."  dated  January  1961.'  The 
original  Report  of  Condition  required  to 
be  furnished  hereunder  to  the  Federal 
Reserve  Bank  of  the  District  wherein 
the  bank  is  located  and  the  copy  thereof 
required  to  be  furnished  to  the  Federal 
Deposit  Insurance  Corporation  shall  be 
prepared  in  accordance  with  "Instruc- 
tions for  the  preparation  of  Reports  of 
Condition  by  State  Member  banks  of  the 
Federal  Reserve  System."  dated  Febru- 
ary 1961."*  The  original  Report  of  Con- 
dition required  to  be  furnished  here- 
under to  the  Federal  Deposit  Insurance 
Corporation  shall  be  prepared  in  accord- 
ance with  "Instructions  for  the  prepara- 
tion of  Report  of  Condition  on  Form  64. 
by  Insured  State  Banks  not  members  of 
the  Federal  Reserve  System,"  dated 
January  1961.' 

Each  insured  mutual  savings  bank  not 
a  member  of  the  Federal  Reserve  System 
shall  make  its  original  Report  of  Con- 
dition on  FDIC  Form  64  (Savings) .'  pre- 
pared in  accordance  with  "Instructions 
for  the  preparation  of  Report  of  Con- 
dition on  Form  64  (Savings)  and  Report 
of  Income  and  Dividends  on  Form  73 
(Savings)  by  Mutual  Savings  Banks," 
dated  January  1961,'  and  shall  send  the 
same  to  the  Federal  Deposit  Insurance 
Corporation.  Each  insured  mutual  sav- 
ings bank  which  is  a  member  of  the  Fed- 
eral Reserve  System  shall  make  its  orig- 
inal Report  of  Condition  on  Federal 
Reserve  Form  105 — Call  182,*  prepared  in 
accordance  with  "Instructions  for  the 
preparation  of  Reports  of  Condition  by 
State  Member  banks  of  the  Federal  Re- 
serve System,"  dated  February  1961,'  and 
shall  send  the  same  to  the  Federal  Re- 
serve Bank  of  the  District  in  which  it  Ls 
located,  and  shall  send  a  signed  and  at- 
tested copy  thereof  to  the  Federal  De- 
posit Insurance  Corporation. 

[SSAL]  Erue  Cockx,  Sr., 

Chairman.  Federal 
Deposit  Insurance  Corporation. 
C.  C.  Baloesston, 
Vice  Chairman,  Board  of  Gov- 
ernors of  the  Federal  Reserve 
System. 

James  J.  Saxon, 
Comptroller  of  the  Currency. 


[FJt.    Doc.    63-288:     FUed.    Jan. 
8:45  a.m.] 


10.     1963; 


'  FUed  as  part  of  original  document. 


NOTICES 

FEDERAL  AVIATION  AGENCY 

[OE  Docket  No  ei-CK-«8] 

PROPOSED  TELEVISION  ANTENNA 
STRUCTURE 

Determination  of  No  Hazard  to  Air 
Novigotion 

The  Federal  Aviation  Agency  has  cir- 
cularized the  following  proposal  to  inter- 
ested persons  for  aeronautical  comment 
.and  has  conducted  a  study  to  determine 
its  effect  upon  the  safe  and  efficient  uti- 
lization of  airspace:  Station  WKBT-TV. 
La  Crosse,  Wisconsin.  proix>ses  to  con- 
struct a  television  antenna  structure 
near  Galesville.  Wisconsin,  at  latitude 
44'05'28"  north,  longitude  91°20'15" 
west.  The  overall  height  of  the  structure 
would  be  2,449  feet  above  mean  sea  level 
( 1 .629  feet  above  ground ) . 

This  is  the  third  proposal  for  a  struc- 
ture in  the  vicinity  of  La  Crosse.  Wis- 
consin, which  has  been  submitted  by  the 
sponsor.  Two  prior  proposals  were  with- 
drawn by  the  sponsor  because  of  objec- 
tions received.  An  objection  to  this 
proposal  was  made  by  the  State  of  Wis- 
consin Aeronautics  Commission  on  the 
basis  that  the  proposed  structure  wouli 
require  an  increase  in  the  procedure  turn 
altitude  for  the  VOR  instrument  ap- 
proach procedure  to  Runway  18  at  the 
La  Crosse  Airport  and  it  would  be  a  haz- 
ard to  VFR  operations.  This  proposal 
was  discussed  at  the  FAA  Kansas  City 
Informal  Airspace  Meeting  and  no  ob- 
jection was  mad?.  The  State  of  Wiscon- 
sin Aeronautics  Commission  was  not 
represented  at  this  meeting. 

The  proposed  structure  would  be  lo- 
cated approximately  15.5  statJte  miles 
north  of  the  La  Crosse.  Wisconsin.  Air- 
port and  would  require  an  increase  from 
2.400  feet  MSL  to  3.400  feet  MSL  in  the 
procedure  turn  altitude  for  standard  in- 
stniment  approach  procedure  AL-219- 
VOR^RWY  18  to  this  airport.  However, 
if  the  proposed  structure  is  constructed, 
this  approach  procedure  would  be  modi- 
fled  so  that  this  approach  could  be  ef- 
fected without  requiring  an  excessive 
rate  of  descent.  The  Agency  study  dis- 
closed that  this  increase  in  the  proce- 
dure tu^  altitude  would  have  no  sub- 
stantial adverse  effect  upon  this 
approach  procedure.  This  increase  in  the 
procedure  turn  altitude  would  also  have 
the  side  effect  of  precluding  the  use  of 
4.000  feet  MSL  on  VOR  Federal  Ain^ays 
Nos.  129,  170.  and  2-97-171  during  such 
time  as  this  instrument  approach  pro- 
cedure would  be  used.  However,  there 
are  four  instrument  approach  procedures 
established  to  this  airport  and  instru- 
ment approach  procedure  AL-219-VOR- 
RWY  18  is  least  used.  The  study  dis- 
closed that  this  side  effect  would  have 
no  substantial  adverse  effect  upon  these 
operations. 

The  proposed  structure  would  require 
an  increase  from  2.600  feet  MSL  to  2.800 
feet  MSL  in  the  minimum  en  route  alti- 
tude on  VOR  Federal  Airway  No.  129 
from  the  Nodlne,  Minnesota,  VORTAC  to 
the  Arcadia  Intersection.  The  lowest 
Instrument  Flight  Rules  cardinal  en 
route  altitude  along  this  segment  of  air- 
way is  3.000  feet  MSL.  The  study  dis- 
closed that  this  increase  would  have  no 


substantial  adverse  effect  ucton  these  op- 
erations. The  study  further  disclosed 
that  the  proposed  structure  would  not  be 
located  in  close  proximity  to  specific 
known  routes  generally  used  by  VFR 
operations. 

No  other  aeronautical  operations, 
procedures  or  minimum  flight  altitudes 
would  be  affected  by  the  proposed  struc- 
ture. 

Therefore,  pursuant  to  the  authority 
delegated  to  me  by  the  Administrator 
(14  CFR  626.33;  26  F.R.  5292)  it  is  con- 
cluded that  the  proposed  structure,  at 
the  location  and  mean  sea  level  eleva- 
tion specified  herein,  would  have  no  sub- 
stantial adverse  effect  upon  aeronautical 
operations,  procedures  or  minimum 
flight  altitudes:  and  it  is  hereby  deter- 
mined that  this  structure  would  not  be  a 
hazard  to  air  navigation  provided  that 
the  structure  be  obstruction  marked  and 
lighted  in  accordance  with  applicable 
Federal  Communications  Commission 
rules. 

This  determination  is  effective  as  of 
the  date  of  issuance  and  will  become 
final  30  days  thereafter,  provided  that  no 
appeal  herefrom  under  5  626.34  (26  PR. 
5292  >  is  granted.  Unless  otherwise  re- 
vised or  terminated  a  final  determina- 
tion hereunder  will  expire  18  months 
after  its  effective  date  or  upon  earlier 
abandonment  of  the  construction  pro- 
posal ( S  626  35 ;  26  F  R.  5292 ) . 

Issued  in  Washington.  D.C..  on  Janu- 
ary 2.  1962. 

Oscar  W.  Holmes. 
Chief.  Obstruction  Eixiluation  Branch. 


|P.R.    Doc 


62  296:     Filed.    Jan. 
8:46  am  | 


10.     1963: 


PLAN  FOR  STANDARD  INSTRUMENT 
DEPARTURES 

Correction 

In  F.R.  Doc.  62-97  appearing  at  page 
126  of  the  issue  for  Friday,  January  5. 
1962.  paragraph  D  is  corrected  by  de- 
leting the  tenth  and  eleventh  linei 
thereof  and  substituting  the  following: 
"has  available  in  pictorial  and  narra- 
tive form  or  narrative  form  only,  all  the 
Standard '. 


FEDERAL  POWER  COMMISSION 

[Docket  No.  RI60-S95  etc.) 

F.  A.  CALLERY,  INC.,  ET  AL. 

Order  Providing  for  Hearings  on  and 
Suspension  of  Proposed  Changes  in 
Rates  ';  and  Allowing  Rate  Changes 
To    Become    Effective    Subject    To 

Refund 

January  4,  1962. 

F.  A.  Callery,  Inc.,  et  al..  Docket  No. 
RI60-395;  J.  C.  Trahan,  Drilling  Con- 
tractor. Inc..  Docket  No.  RI62-277;  The 
Superior  Oil  Company,  Docket  No. 
RI62-278;  Harway  Producers.  Inc.,  Dock- 
et No.   RI62-279;    Crescent  Production 


>  ThlB  order  does  not  provide  for  the  con- 
solidation for  hearing  or  disposition  of  tb* 
sever&l  matters  covered  herein, 
It  be  BO  conatrued. 


nor  should 


Thursday,  January  11,  1962 


FEDERAL  REGISTER 


Company,  Inc..  et  al..  Docket  No.  RI62-  Dodcet  No.  RI62-283;  Texaco  Inc.  (Op- 

280;  Edwin  L.  Cox.  Docket  No.  RI62-281:  erator)  et  aL,  Docket  No.  RI62-284. 

Amerada  Petroleum  Corporation,  Dock-  The  above-named  Respondents  have 

et  No.   RI62-282:    Shell   Oil   Company,  tendered  for  filing  proposed  changes  in 
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presently  effective  rate  schedules  for 
sales  of  natural  gas,  subject  to  the  juris- 
diction of  the  Commission.  The  pro- 
posed changes  are  designated  as  follows: 


Docket 
No. 


RICJ  .'77 
Rlii:  ;7S 
RI>i.".':9 

BI6J  JH) 

RIW  281 

RI'-.-'  >3 
RIOJ  >4 


Ucspoiiilcnt 


Ralp 

sclipil- 

No. 


K.  A.  Callery,  Inr. 
I't  111..  Hank  of  thf 
.Southwo.'Jt  Hullil- 
liKr,  Houston  2,  Ti'i. 

J.  ('.  Truhiin  nrilllng 
Cotitructor,  Inc.. 
■2>V25  I.inc  Ave, 
SlirrvrjKirt,  La. 

The  Su|Hrior  Oil  ("n., 
I'.O.  Hoi  l,^■.>l, 
llou.ston  1,  Tex. 

Ilitrway  rrodiioiT!!. 
Inc..  hll>  Ouacliita 
National  Hank 
IMillillnf!,  Monror, 
I.a. 

(■ri'.s<.vnt  rr(Kliiction 
Co..  Inc.  It  ul.,  »\2 
Ouachita  National 
Hank  Ilulldtni;. 
Monro*',  I.a. 

K<l»in  L.  Cox,  I'ino 
.A'lolptius  Totter, 
KiilLks,   Tci. 


Atncraila  I'l  iroli  uiii 
Corp  ,  r  <)    hox 
•MU),  Tulsa  2,  Ok  la. 

Sli.ll  Oil  Co.,  .V)  West 
.•KMli  .>^t  .  New  York 
ai,  N.Y. 

Ti  x.'ico  Inc.  (0|xn\- 
tor)  et  al  .  I'.O  Hoi 
ZiSi,  Houston  Tex. 


G9 


10 

13 
17 
25 
12 

I.V3 
1.13 


Sup- 
ple- 
ment 
No. 


1-3 


Purchaser  and  producing  arcs 


8 
8 
4 
6 

4 

30 


1 


El  Paso  Natural  Oas  Co.  (Pecos  Val- 
ley Field,  PeoDs  County,  Tex.) 
(R.R.  Dlst.  No.  8). 

Texas  Qas  Transmission  Corp.  (Bayou 
Chevrull  FUld,  Lafourche,  St. 
James,  St.  John  the  Baptist  Par- 
ishes, La.)  (South  Louisiana). 

Texas  Oas  Transmission  Corp.  (East 
Lake  Palourde  and  Amelia  Fields, 
Assumption  Parish,  La.)  (South 
Louisiana). 

Mississippi  River  Fuel  Corp.  (North 
Choudrant  Field,  Lincoln  Parish, 
La.)  (North  Louisiana). 


Nfississippi  River  Fuel  Corp.  (North 
Choudrant  Field,  Lincohi  Parish, 
La.)  (North  Louisiana). 


Natural  Oas  Pipeline  Co.  of  America 
(Beaver  County,  Oltia.). 

Natural  Oas  Pipeiine  Co.  of  America 
(Texas  County,  Okla.). 

Natural  Oas  Pipeline  Co.  of  America 
(Texas  County,  Okla.). 

Texas  Oas  Transmission  Corp.  (South 
Lewlsburx  Field,  Acadia  and  St. 
Landry  Parishes,  La.)  (South  Lou- 
isiana). 

Texas  Oas  Transmission  Corp. 
(Chalkley  Field,  Cameron  I'ar- 
tsh.  La.)  (South  Louisiana). 

Natural  Oas  Pipeline  Co.  of  America 
(Camrick  Southeast  Field,  Texas 
and  Beaver  Counties,  Okla..  and 
Blakemore  Area,  Hansford  County. 
Tex.)  (R.R.  Dist.  No.  10). 


Amount 
of  aimual 
Increase 


r3 


Date 

filing 

tendered 


12-  5-61 


IK.  829      12-11-61 


31,916      12-11-61 


78      12-14-61 


Effective 
date  > 
unless 
sus- 
pended 


Date  sus- 
pended 
until- 


Cents  per  Mcf 


Rate  in 
effect 


1-5-62       1-6-62        n5.6488 


Proposed 

Increased 

rate 


""15.70925 


1-11-62'     6-11-62        '21.75  '23.25 


Rate  in 
effect  sub- 
ject to 
refund  in 
docket 
Nos. 


«  R 160-395 


2-  1-62 


7-  1-62 


1-14-62       1-15-62 


113     12-14-61        1-14-62       1-15-62 


277      12-14-61 

582     12-14-61 

I 
98  I  12-14-61 


1-23-62 
1-23-62 
1-23-62 


6-23-62 
6-23-62 
6-23-62 


'21.875 
'13.586 

'  13.  586 

M7.0 
«17.0 
«  17.0 


5.035      12-14-611     1-14-62'     6-14-62      '« 18. 875 


I 


2ir..  r.i'.i     i:  11  f,i       1-14-02  1    6-14-62 


'.».  i:.'      I.'  14  -111   ,     1-23-62 
2.  Til      1.'  11  t.l        1-23-62 


18.5 


6-23-62  ;  «  i«  17.0 
<V-23-62     «  16  17.  if.32 


« 23.  875 
'14.036 

'14.036 

'17.2 

'17.2 

'17.2 

«  ■  23.  25 

•23.758 


'17.2 
"17.36512 


0-1 7707 
0-20515 

0-20514 

R 161-325 
RI61-325 
RI61-325 
•  0-17538 

a-12192 


RI60-S07 
RI61-337 


'  1  tie  iiroi><>s."lelT.etive  .l:it''  Is  the  first  'lay  after  expiration  Of  the  required  30  da>-s' 
notl<e  or,  if  later,  the  ilate  requesteii  liy  res|>olHiciil. 
'  I'erlodic  incn  iit'  hy  contract. 
'  I'reivHure  ha.s.'  is  \r<  025  psia. 
•  I'n'ssure  i>a.s.>  ls  14  (>.'>  psia 

'  Iiieluiies  1  h:,',  ciiiLs  ixT  .Mcf  tai  reinihursi'raent. 
'  liieludes  2  ,)  11  Ills  per  .M(  f  tai  reiinbursiTHrnt. 
■  K.ivoreil-nation  :inil  tai  reimtuirseincnt  increase. 
'  Also  suhj"'et  to  orders  in  diKket  Ncs.  U-15f>5i  and  (1-11883. 


•  RciieternMiiikil  iiicri  ase  by  contract. 
i»  .\lso  subject  to  orders  in  "docket  No.  0-19645. 
"  Correction  to  ua  reimbursement. 

"  Subject  to  0.5  cent  i)or  Mcf  for  compression  (where  applicable^  deducteil  by 
purchas<T. 
»  Also  subject  to  orders  in  docket  Nos.  0-18564,  O-15071,  and  0-1263.%  inter  alia 
'«  Oklahoma  production. 

'»  Periodic  increase  plus  applicable  tax  reimbursement. 
'•  Texas  production. 


The  proposed  rate  increases  of  J.  C. 
Trahan.  Drilling  Contractor,  Inc.,  The 
Superior  Oil  Company.  Edwin  L.  Cox, 
Texaco  Inc.  (Operator),  et  al..  Amerada 
Petroleum  Corporation  and  Shell  Oil 
Company  exceed  the  applicable  area 
price  levels  established  by  the  Commis- 
sion s  Statement  of  General  Policy  No. 
61-1.  as  amended  (18  CFR.  Chapter  I, 
Part  2.  5  2.56). 

The  proposed  increased  rates  of  Har- 
way Producers.  Inc..  and  Crescent  Pro- 
duction Company,  Inc..  et  al.  are  below 
the  applicable  area  price  level,  but  in- 
clude questionable  reimbursement  of  the 
Louisiana  Severance  tax.'  However,  the 
suspension  periods  of  these  proposed  in- 
creases and  the  tax  correction  of  P.  A. 
Callery,  Inc..  et  al..  may  be  shortened 
to  one  day. 

The  increased  rates  and  charges  so 
proposed  may  be  unjust,  unreasonable, 
unduly  discriminatory,  or  preferential, 
or  otherwise  unlawful. 

The  Commission  finds:  It  is  necessary 
and  proper  in  the  public  interest  and  to 
aid  in  the  enforcement  of  the  provisions 
of  the  Natural  Gas  Act  that  the  Com- 
mission enter  upon  hearings  concerning 
the  lawfulness  of  the  several  proposed 

'  Only  the  tax  portion  of  the  increaacd 
rate  shall  be  subject  to  refund. 


Changes  and  that  the  above-designated 
supplements  be  suspended  and  the  use 
thereof  deferred  as  hereinafter  ordered. 
The  Commission  orders : 

(A)  Pursuant  to  the  authority  of  the 
Natural  Oas  Act.  particularly  sections  4 
and  IS  thereof,  the  Commission's  rules 
of  practice  and  procedure,  and  the  regu- 
lations under  the  Natural  Gas  Act  (18 
CFR,  Ch.  I),  public  hearings  shall  be 
held  upon  dates  to  be  fixed  by  notices 
from  the  Secretary  concerning  the  law- 
fulness of  the  several  proposed  increased 
rates  and  charges  contained  in  the 
above-designated  supplements. 

(B)  Pending  hearings  and  decisions 
thereon,  the  above-designated  rate  sup- 
plements are  hereby  suspended  and  the 
use  thereof  deferred  imtil  the  date  indi- 
cated in  the  above  "Date  Suspended 
Until"  column,  and  thereafter  until  such 
further  time  as  they  are  made  effective 
in  the  manner  prescribed  %y  the  Natural 
Gas  Act:  Provided,  however.  That  the 
suK>lement8  to  the  rate  schedules  filed 
by  Harway  Producers,  Inc.,  Crescent 
Production  Company.  Inc.,  et  al.,  and 
P.  A.  callery.  Inc.,  et  al..  as  set  forth 
above,  shall  become  effective  subject  to 
refund  on  the  date  and  in  the  manner 
herein  prescribed  if  within  20  days  from 
the  date  of  issuance  of  this  order  Re- 
spondents shall  each  execute  and  file 


imder  its  above-designated  docket  num- 
ber with  the  Secretary  of  the  Commis- 
sion its  agreement  and  imdertalElng  to 
comply  with  the  refimding  and  report- 
ing procedure  required  by  the  Natural 
Gas  Act  and  §  154.102  of  the  regulations 
thereunder,  accompanied  by^  certificate 
showing  service  of  copies  thereof  upon 
all  purchasers  under  the  rate  schedule 
involved.  Unless  Respondents  are  ad- 
vised to  the  contrary  within  15  days  after 
the  filing  of  their  respective  agreement 
and  undertaking,  such  agreement  and 
imdertaking  shall  be  deemed  to  have 
been  accepted. 

(C)  Neither  the  supplements  hereby 
suspended,  nor  thfe  rate  schedules  sought 
to  be  altered  thereby,  shall  be  changed 
until  these  proceedings  have  been  dis- 
posed of  or  until  the  periods  of  suspen- 
sion have  expired,  imless  otherwise  or- 
dered by  the  Commission. 

(D)  Notices  of  intervention  or  peti- 
tions to  intervene  may  be  filed  with  the 
Federal  Power  Commission.  Washing- 
ton 25,  D.C..  in  accordance  with  the  rules 
of  practice  and  procedure  (18  CFR  1.8 
and  1.37)  on  or  before  February  19, 1962. 

By  the  Commission. 

Gordon  M.  Grant. 
Acting  Secretary. 

[FH.    Doc.    62-297;     Filed.    Jan.    10,     19S2; 
8:40  a.m.| 
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(Project No.  3304] 

PHELPS  DODGE  CORP. 
Notic*  of  Application  for  Liconso 

Janttaky  5.  1962. 

Public  notice  is  hereby  given  that  ap- 
plication has  been  filed  under  the  Fed- 
eral Power  Act  (16  US.C.  791a-825r)  by 
Phelps  Dodge  Corporation  (correspond- 
ence to  Walter  C.  Lawson.  Vice  Presi- 
dent and  General  Manager,  Phelps  Dodge 
Corporation.  Box  872.  E>ougIas.  Arizona) 
for  license  for  proposed  Project  No.  2304, 
to  be  known  as  Blue  Ridge  Project,  to  be 
located  on  East  Clear  Creek,  a  tributary 
of  Little  Colorado  River,  and  on  East 
Verde  River,  in  Coconino  and  Gile  Coun- 
ties. Arizona,  about  45  miles  southwest  of 
Winslow.  Arizona,  and  affecting  lands 
of  the  United  States  within  Coconino  and 
Tonto  National  Forests. 

The  proposed  project  will  consist  of: 
A  concrete  arch  dam  about  160  feet  high 
with  spillway  at  elevation  6.720  feet  on 
East  Clear  Creek,  creating  a  reservoir 
with  a  gross  capacity  of  15.000-acre-feet 
and  a  surface  area  of  275  acres:  intake 
and  pumphouse  on  reservoir  shore:  a 
steel  pressure  pipe  line  about  9  miles  in 
length  to  a  balancing  reservoir  with  a 
capacity  of  about  10  acre-feet  at  eleva- 
tion 7.276  feet  on  the  Mogollon  Rim  di- 
vide between  the  Little  Colorado  and 
Verde  River  Basin;  a  penstock  pipe 
about  2  5  miles  to  powerplant  with  im- 
pulse wheel  nozzle  at  elevation  5.784 
feet;  switchyard;  a  33  kv  transmission 
line  to  piunphouse  on  reservoir  shore; 
and  other  appurtenant  facilities. 

Protests  or  petitions  to  Intervene  may 
be  filed  with  the  Federal  Power  Commis- 
sion. Washington  25.  DC.  in  accord- 
ance with  the  rules  of  practice  and  pro- 
cedure of  the  Commission  (18  CFR  1.8 
or  1.10).  The  last  day  upon  which  pro- 
tests or  petitions  may  be  filed  Is  Febru- 
siry  20,  1962.  The  application  Is  on  file 
with  the  Commission  for  public  inspec- 
tion. 

Gordon  M.  Grant, 
Acting  Secretary. 

[Vlt.    Doc.    62-298;     Piled,    Jan.     10.     1902; 
8:47  a.m  1 


[Docket  No.  CP62-107) 

TRANSCONTINENTAL  GAS  PIPE  LINE 
CORP. 

Notice  of  Application  and  Date  of 
Hearing 

January  4.  1962. 

Take  notice  that  on  October  27,  1961, 
as  supplemented  on  November  27.  1961. 
Transcontinental  Gas  Pipe  Line  Cor- 
poration (Tranaco) ,  P.O.  Box  296.  Hous- 
ton 1.  Texas,  filed  in  Docket  No.  CP62-107 
an  application  pursuant  to  section  7(c) 
of  the  Natural  Gas  Act  for  a  certificate 
of  public  convenience  and  necessity  au- 
thorizing the  construction  and  opera- 
tion of  natural  gas  facilities  and  the  sale 
of  natural  gas.  as  hereinafter  described, 
all  as  more  fully  described  in  the  applica- 
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tlon.  as  supplemented,  which  Is  on  file 
with  the  Commission  and  open  to  public 
inspection. 

Transco  seeks  authority  to  construct 
and  operate  a  sales  meter  station  and 
appurtenant  facilities  in  Hudson  County, 
New  Jersey,  near  Transco's  Central  Man- 
hattan meter  station  on  the  west  bank 
of  the  Hudson  River.  The  application 
states  that  the  proposed  meter  station 
will  be  used  as  an  additional  delivery 
point  to  provide  gas  service  to  Public 
Service  Electric  and  Gas  Company  (Pub- 
lic Service  >.  an  existing  customer,  for 
resale. 

Transco  states  that  Public  Service  has 
requested  the  proposed  new  delivery 
point  in  order  that  it  miKht  serve  a  new 
industrial  customer.  Lever  Brothers 
Company  (Lever  Brothers",  on  a  firm 
basis,  which  service  Public  Service  would 
be  unable  to  render  from  its  existing 
facilities.  Public  Service  will  construct 
and  operate  the  required  facilities  be- 
tween the  proposed  meter  station  and 
Lever  Brothers'  plant,  and  such  service 
will  be  rendered  from  authorized  alloca- 
tions of  gas  from  Transco. 

The  proposed  facilities  are  estimated 
to  cost  approximately  $22,000  and  will 
be  financed  initially  by  Transco  from 
its  general  funds.  Public  Service  has 
agreed  to  reimburse  Transco  in  full  for 
the  cost  of  the  facilities. 

This  matter  is  one  that  should  be  dis- 
posed of  as  promptly  as  possible  under 
the  applicable  rules  and  regualtions  and 
to  that  end : 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natural  Gas  Act,  and  the 
Commissions  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  on  Feb- 
ruary 6,  1962,  at  9:30  a.m.,  est.,  in  a 
Hearing  Room  of  the  Federal  Power 
Commission,  441  G  Street  NW..  Wash- 
ington. D.C  .  concerning  the  matters  in- 
volved in  and  the  Issues  presented  by 
such  application:  Provided,  however. 
That  the  Commission  may,  after  a  non- 
contested  hearing,  dispose  of  the  pro- 
ceedings pursuant  to  the  provisions  of 
§  1.30(c)  <  I)  or  (2)  of  the  Commissions 
rules  of  practice  and  procedure.  Under 
the  procedure  herein  provided  for,  unless 
otherwise  advised,  it  will  be  unnecessary 
for  Applicant  to  appear  or  be  represented 
at  the  hearing. 

Protests  or  petitions  to  Intervene  may 
be  filed  with  the  Federal  Power  Com- 
mission. Washington  25.  D.C,  in  accord- 
ance with  the  rules  of  practice  and  pro- 
cedure (18  CFR  1.8  or  1.10)  on  or  before 
January  26,  1962.  Failure  of  any  party 
to  appear  at  and  participate  in  the  hear- 
ing shall  be  construed  as  waiver  of  and 
concurrence  in  omission  herein  of  the 
Intermediate  decision  procedure  In  cases 
where  a  request  therefor  Is  made. 

Gordon  M.  Grant, 
Acting  Secretary. 

[P.R.    Doc.    63-299:     PUed,    Jan.     10,     1962; 
8:47  ajn  ] 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[FUe  No.  813-14361 

ALLIED  CAPITAL   CORP. 

Ncfice  of  Filing  of  Application  for  Or- 
der Exempting  Transaction  Between 

Affiliates 

January  3.  1962. 

Notice  is  hereby  given  that  Allied  Cap- 
ital Corporation,  formerly  Allied  Small 
Business  Investment  Corporation  ("Ap- 
plicant"* 7720  Wisconsin  Ave..  Bethesda, 
Md  .  a  closed -end  nondiversifled  invest- 
ment company  registered  under  the  In- 
vestment Company  Act  of  1940  ("Act"), 
which  company  is  also  a  small  business 
Investment  company  licensed  as  such 
under  the  Small  Business  Investment 
Act  of  1958  (SBIA"),  has  filed  an 
amended  application  pursuant  to  sec- 
tion 17<b>  of  the  Act  for  an  order  ex- 
empting from  section  17<a>  thereof  the 
proposed  sale  by  Applicant  of  a  6  per- 
cent. 20-ycar  convertible  debenture 
("Debenture"*  in  the  principal  amount 
of  $25,000  and  four  shares  of  Common 
Stock  Issued  by  Ritchie  Market  Corpora- 
tion ("Ritchie"*  to  Berens  Real  Estate 
Investment  Corporation    I'Berens"). 

The  application  makes  the  following 
representations: 

On  June  15.  1960.  Applicant,  acting 
as  a  co-lender,  invested  $25,400  in  Ritchie 
through  the  purchase  of  its  Debenture 
In  the  principal  amount  of  $25,400.  At 
that  time  a  similar  investment  in  the 
amount  of  $50,800  was  made  in  Ritchie 
by  the  Small  Business  Investment  Com- 
pany of  Pennsylvania.  Thereafter,  on 
January  24.  1961,  Applicant  converted 
$400  of  its  Debenture  into  four  shares 
of  the  Common  Stock  issued  by  Ritchie; 
and  the  Small  Business  Investment  Com- 
pany of  Pennsylvania  converted  $800  of 
its  Debenture  into  eight  shares  of  such 
Common  Stock.  These  twelve  shares 
constitute  all  of  Ritchie's  outstanding 
Common  Stock.  Ritchie  invested  $75,000 
of  the  proceeds  from  the  Debenture  Issue 
in  the  Ritchie  Market  partnership 
(■  Partnership ">  which  in  turn  organized 
and  now  holds  all  the  outstanding  stock 
of  an  operating  company  known  as 
Ritchie  Highway  Farmers*  Market.  Inc. 
( 'Operating  Company")  located  in  Glen 
Burnle.  Maryland. 

The  Partnership  consists  of  four  gen- 
eral partners  and  24  5  limited  partner- 
ship units,  or  a  total  of  28.5  partnership 
units.  The  investment  Applicant  pro- 
(>oses  to  sell  to  Berens  constitutes,  in 
effect,  one  such  unit.  The  combined  net 
worth  of  the  Operating  Company  and 
the  Partnership  as  of  May  14,  1961  was 
$623,890,  or  approximately  $21,891  for 
each  of  the  28.5  partnership  imits.  In 
the  period  from  December  2,  1960  to  May 
14.  1961.  net  operating  profits  of  the  Op- 
erating Company,  before  income  taxes 
and  depreciation  of  $19,735.49.  amounted 
to  $68,382.62,  and  in  the  same  period  the 
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net  Income  of  Ritchie  amounted  to 
$7,197.95  or  $2,399.39  for  each  of  the 
three  partnership  units  it  owns.  On  an 
annual  basis,  AUied's  original  investment 
of  $25,400  would  thus  yield  approxi- 
mately 20  percent  before  depreciation 
and  14  percent  after  depreciation,  but 
before  income  taxes. 

In  Julf  1961.  the  Small  Business  Ad- 
ministration advised  Applicant  that  the 
formation  of  Ritchie  as  a  financing 
vehicle  through  which  Applicant  and 
another  licensee  provided  capital  to  a 
partnership  was  inconsistent  with  sec- 
tion 304  of  the  SBIA  and  violated 
§§  107.308-9(a)  and  107.304-1  of  the 
rules  and  regulations  promulgated  under 
that  Act  which  limit  a  small  business  in- 
vestment company  to  investments  in 
corporations  and  The  Small  Business 
Administration  directed  Applicant  "to 
correct  such  violations  by  making  a  bona 
fide  disposal  of  all  of  its  investment  in 
Ritchie. 

Pursuant  to  such  advice  and  direc- 
tions. Applicant's  Board  of  Directors  de- 
termined to  offer  its  investment  to  Ap- 
plicant's directors  and  to  certain  other 
persons  familiar  with  the  investment,  in- 
cluding the  24  persons  who  owned  the 
four  general,  and  the  other  limited  in- 
terests in  the  Partnership.  Three  bids 
were  received,  one  in  the  amount  of 
$25,000  plus  adjustments  for  accrued 
earnings,  from  a  director,  one  for  $27,500 
from  a  limited  partner,  and  the  other 
from  Berens  in  the  amount  of  $30,100  in 
cash  plus  accrued  earnings  to  the  date" 
the  transaction  is  consunmiated.  Ber- 
ens was  awarded  the  bid  subject  to  the 
approval  of  the  Small  Business  Admin- 
istration and  subject  to  the  compliance 
with  the  requirements  of  the  Investment 
Company  Act  of  1940. 

Berens  is  a  publicly-held  corporation 
with  approximately  forty-one  percent  of 
its  stock  owned,  directly  or  indirectly,  by 
George  W.  DePranceaux,  its  President, 
and  the  various  affiliated  Berens  com- 
panies of  which  Mr.  DePranceaux  is  the 
controlling  stockholder.  Mr.  DePran- 
ceaux is  also  President,  Director  and 
Chairman  of  the  Board  of  Directors  of 
the  Applicant.  He  and  Berens  are  affili- 
ates of  each  other  by  reason  of  his  stock 
holdings  in  Berens  and  he  is  an  afOliate 
of  Applicant  by  reason  of  his  positions 
with  the  Apphcant.  The  sale  of  the  in- 
vestment by  Applicant  and  the  purchase 
by  Berens  is  therefore  prohibited  by  sec- 
tion 17(a)  (2)  of  the  Act  unless  exempted 
therefrom  piu-suant  to  section  17(b). 
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Section  17(a)  of  the  Act  with  certain 
exceptions  not  here  relevant,  prohibits 
an  affiliated  person  (Mr.  DePranceaux) 
of  a  registered  investment  company  (Ap- 
plicant) or  an  affiliated  person  (Berens) 
of  such  a  person  from  selling  to,  or  pur- 
chasing from  such  registered  company, 
any  securities  or  other  property.  Sec- 
tion 17(b)  provides,  in  pertinent  part, 
that  the  Commission  shall  grant  an  ex- 
emption from  the  provisions  of  section 
17(a)  if  it  finds  that  the  terms  of  the 
proposed  transaction,  including  the  con- 
sideration to  be  paid,  are  reasonable  and 
fair  and  do  not  involve  overreaching  on 
the  part  of  any  person  concerned,  that 
the  proposed  transaction  is  consistent 
with  the  policy  of  any  registered  invest- 
ment compuiy  concerned  as  recited  in 
its  registraticHi  stat^nent  and  reports 
filed  imder  the  Act,  and  is  consistent 
with  the  general  purposes  of  the  Act. 

The  application  states  that  on  the  date 
Applicant's  Board  of  Directors  decided 
to  dispose  of  the  Ritchie  investment, 
there  was  no  public  market  for  the  se- 
citfities  issued  by  Ritchie  and  the  invest- 
ment was,  accordingly,  valued  by  Appli- 
cant  at  its  cost  of  $25,400;  and  it  further 
states  that  the  proposed  transaction,  in- 
cluding the  price  of  $30,100  plus  adjust- 
ments for  earnings  to  be  paid  by  Berens 
meets  the  standards  contained  in  section 
17(b)  of  the  Act. 

Notice  is  further  given  that  any  in- 
terested person  may,  not  later  than  Jan- 
uary 23.  1962.  at  5:30  pjn.,  submit  to 
the  Commission  in  writing  a  request  for 
a  hearing  on  the  matter  accompanied  by 
a  statonent  as  to  the  nature  of  his  in- 
terest, the  reason  for  such  a  request  and 
the  issues  of  fact  or  law  proposed  to  be 
controverted,  or  he  may  request  that  he 
be  notified  if  the  Commission  should 
order  a  hearing  thereon.  Any  such  com- 
munication should  be  addressed :  Secre- 
tary. Securities  and  Exchange  Commis- 
sion, Washington  25.  D.C.  A  copy  of 
such  request  shall  he  served  personally 
or  by  mail  (air  mail  if  the  person  being 
served  is  located  more  than  500  miles 
from  the  point  of  mailing)  upon  Appli- 
cant. Proof  of  such  service  (by  affidavit 
or  In  case  of  an  attomey-at-law  by  cer- 
tificate) should  be  filed  contemporane- 
ously with  the  request.  At  any  after  said 
date,  as  provided  by  Rule  0-5  of  the  rules 
and  regulations  promulgated  under  the 
Act,  an  (»tler  disposing  of  the  applica- 
Uon  herein  may  be  issued  by  the  Com- 
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mission  upon  the  basis  of  the  showing 
contained  in  said  application,  imless  an 
order  for  hearing  upon  said  application 
shall  be  issued  upon  request  or  upon  the 
Commission's  own  motion. 

By  the  Commission. 


[seal] 
(P.R.    Doc.    62-284;     Piled,    Jan.    10,     1962; 


Orval  L.  Dubois, 
Secretary. 


8:45    a.m.] 


[Pile  No.  1-3848] 

APEX  MINERALS  CORP. 

Order  Summarily  Suspending  Trading 

January  5,  1962. 

The  common  stock.  $1.00  par  value,  of 
Apex  Minerals  Corporation,  being  listed 
and  registered  on  the  San  Francisco 
Mining  Exchange,  a  national  securities 
exchange;  and 

The  Commission  being  of  the  opinion 
that  the  public  interest  requires  the  siun- 
mary  suspension  of  trading  in  such 
security  on  such  Exchange  and  that  such 
action  is  necessary  and  appropriate  for 
the  protection  of  investors;  and 

The  Commission  being  of  the  opinion 
further  that  such  suspension  is  necessary 
in  order  to  prevent  fraudulent,  deceptive 
or  manipulative  acts  or  practices,  with 
the  result  that  it  will  be  unlawful  \mder 
section  15(c)(2)  of  the  Securities  Ex- 
change Act  of  1934  and  the  Commission's 
Rule  15c2-2  thereunder  for  any  broker 
or  dealer  to  make  use  of  the  mails  or  of 
any  means  or  instnunentality  of  inter- 
state commerce  to  effect  any  transaction 
in,  or  to  induce  or  attempt  to  induce  the 
purchase  or  sale  of  such  security,  other- 
wise than  on  a  national  securities 
exchange ; 

It  is  ordered.  Pursuant  to  section  19 
(a)(4)  of  the  Securities  Exchange  Act  of 
1934  that  trading  in  said  security  on  the 
San  Francisco  Mining  Exchange  be  sum- 
marily suspended  in  order  to  prevent 
fraudulent,  deceptive  or  manipulative 
acts  or  practices,  this  order  to  be  effec- 
tive for  a  period  of  ten  (10)  days.  Janu- 
ary 6.  1962,  to  January  15,  1962,  both 
dates  inclusive. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

(P.R.    Doc.    62-285;    PUed,    Jan.    10,    1962; 
8:45    ajn.] 
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Title  3— THE  PRESIDENT 

Proclamation  3444 

HOMESTEAD  CENTENNIAL  YEAR 

By  the  President  of  the  United  States  of  America 
A   Proclamation 


AVIIP:KEAS  May  "20,  liK)2,  marks  the  centennial  of  the  enactment 
of  the  Homestead  Act  (12  Stat.  •iJ>2),  approved  by  President  Lincoln, 
inducing  settlement  and  cultivation  of  the  undeveloped  public  lands 
and  the  establishment  of  homes  thereon  :  and 

WIIEKEAS  tlie  granting  of  patents  to  more  than  270  mrllion  acres 
of  public  domain  lands  has  promoted  the  economic,  social,  and  j)olitical 
development  of  this  country  through  the  establishment  oi  farms, 
ranclies,  and  communities  and  has  provided  the  foundation  for  our 
liighly  productive  agricultural  economy;  and 

WHEREAS  the  Homestead  Act  and  supplemental  acts  of  Congress, 
^^hich  are  unique  and  distinctively  American,  stand  as  a  tribute  to 
the  wisdom  of  those  responsible  for  their  enactment,  in  providing  for 
the  settlement  of  the  public  lands  and  thereby  contributing  to  our 
free  enterprise  system  by  offering  landless  and  laboring  people  an 
opportunity  to  accjuire  lands  to  provide  for  the  needs  of  their  families; 
and 

WHEREAS  the  Homestead  Act  and  supplemenlal  acts  ))rovide  for 
the  further  recognition  of  those  who  have  served  in  the  armed  forces 
of  the  United  States;  and 

WHP^REAS  specific  Federal  adminisUation  of  the  lands  of  the 
])ublic  domain  began  one  hundred  and  fifty  years  ago  with  the  estab- 
lishment on  April  25,  1812,  of  the  General  Land  Office,  now  the 
Bureau  of  Land  Management  in  the  Department  of  the  Interior,  and 
the  development  of  the  West  has  been  coextensive  with,  and  based 
substantially  upon,  the  acquisition,  use,  and  disposal  of  tliese  lands; 
and 

AVHEREAS  the  Nation's  public  lands  have  contributed  to  tlie 
development  and  maintenance  of  the  land-grant  colleges  and  univer- 
sities and  the  transcontinental  and  other  railroads,  and  constitute  the 
resource  from  which  our  national  forest  and  park  systems  liave  been 
created;  and 

WHEREAS  the  a])pro.\imately  477  million  acres  of  i)ublic  domain, 
under  the  administration  of  the  Department  of  the  Interior,  constitute 
a  vital  and  necessary  national  land  reserve,  a  trust  dedicated  to  the 
greatest  use  and  benefit  of  the  public;  and 

WHEREAS  the  Congress,  by  a  joint  resolution  approved  Septem- 
ber 22,  19G1  (75  Stat.  671),  has  requested  the  President  to  issue  a 
pnxlamation  designating  the  calendar  year  1002  as  the  centennial  of 
the  enactment  of  the  Homestead  Act : 

NOW,  THEREFORE,  I,  JOHN  F.  KENNEDY,  President  of  the 
United  States  of  America,  do  hereby  designate  the  year  1002  as 
Homestead  Centennial  Year. 

I  call  upon  the  Governors  of  the  States,  mayors  of  cities,  and  other 
public  officials,  as  well  as  other  {persons,  organizations,  and  groups, 
particularly  in  the  States  most  directly  affected  by  the  Homestead 
Act,  to  observe  such  centennial  by  appropriate  celebrations  and 
ceremonies. 
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THE   PRESIDENT 

I  reqiu'>t  tlu'  iVpartment  of  the  Interior  to  plan  and  participate 
in  ap{)ropriate  coinineniorntive  activities  reoo^ni/.ing  tlie  centennial 
of  the  enactment  of  the  Homestead  Act  and  the  sewpiicentennial  of 
the  establishment  of  tlie  General  Land  Oftice;  and  I  also  i-equest  the 
iH'partment  of  the  Iiiteiior  and  other  Federal  ai;encie.s  to  c(K)perafe 
fullv  with  State  ;ind  hx-al  ^*)\  ernments  diirinir  1!m;-_'  in  commemorating' 
thesi'   e\enls. 

IN  Wl  TNKSS  WllKKKOF,  I  have  heivunlo  set  my  hand  and 
caustMl  the  Seal  of  the  I'nited  States  of  Ameiua  to  W  atlixed. 

Done  at  the  ("ilv  of  Washm^on  tiiis  tifth  day  of  .lanuary  in  the 
vfiii- of  oiir  Lord  nineteen  huntlred  and  sixty-two,  and  of  the 
|sK\i  I      hul»'|)endenre  of  the  I'niteil  State-  of  Ameriia  the  one  lnin 

(hcd    ai\il    ci<:hty  -i.\l  ii. 

John    F.   Kknnkdv 

\\\    \\iv    rroideiit  : 

.v<  t  I  >  fn I  1/    <it    '-'fitti. 


\V  \i     l>...      t;i>    »L'7      Kil.Ml,    Jjui     HI.    VMVl       I 
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Title  7— AGRICULTURE 

Chapter  VIII — Agricultural  Stabiliza- 
tion and  Conservation  Servict 
(Sugar),  Department  of  Agriculture 

SUBCHAPTER  B — SUGAR  REQUIREMENTS  AND 
QUOTAS 

l^ugiir  Reg.  820,  Amdt.  1) 

PART  820— REQUIREMENTS  RELAT- 
ING TO  NON-QUOTA  PURCHASE 
SUGAR  FOR  THE  SIX-MONTH 
PERIOD    ENDING    JUNE    30,    1962 

Non-Quota  Purchases  of  Sugar 
Authorized 

For  the  purpose  of  increasing  the 
quantity  of  non-quota  sugar  authorised 
for  purchase  from  869,013  short  tons. 
raw  value,  to  1,185,000  short  tons,  raw 
value,  and  to  delete  the  reference  in 
paragraph  (b)  to  withholding  of  author- 
ization for  purchase  of  the  proration  for 
the  Dominican  Republic  amounting  to 
315.987  tons,  paragraphs  (b)  and  (c)  of 
S  820.22  of  Part  820  are  hereby  amended 
to  read  as  follows: 

§  820.22      Nun-qii<»la   piirrhascs  of  sugar 
authorized. 


(b)   Pursuant  to  section  408(b)  of  the 
Act.  the  President  by  Proclamation  No. 
3440    (26   FJl.    11714)    established  the 
amount  of  the  quotas  for  sugar  and  for 
liquid  sugar  for  Cuba  for  the  6-month 
period   ending  June  30,   1962,   at  aero. 
At  a  level  of  consumption  requirements 
for  consumers  in  the  United  States  of 
9.500,000  short  tons,  raw  value  of  sugar 
for  1962,  the  amount  of  the  quotas  that 
otherwise  would  have  been  provided  for 
Cuba  under  the  terms  of  Title  n  of  the 
Act  for  the  6-month  period  ending  June 
30.   1962,  are  1,574,622  short  tons,  raw 
value  of  sugar  and  3,985,279  wine  gallons 
of   liquid   sugar,   72   per   centum   total 
sugar    content,    which    represent    the 
quantities  that  may  be  caused  or  per- 
mitted to  be  brought  or  imported  Into 
or  marketed  in  the  United  States  during 
the  6-month  period  ending  June  30, 1962, 
pursuant  to  section  408(b)  of  the  Act. 
In  paragraph  (c)  of  this  section  a  total 
of  1,185,000  short  tons,  raw  value  of  non- 
quota purchase  sugar  is  authorized  for 
purchase   from   foreign   countries   with 
which  the  United  States  is  in  diplomatic 
relations.     This   authorized  quantity  is 
based  upon  a  proration,  in  accordance 
with  section  408(b)(2)    of  the  Act,  of 
1.185.000  short  tons,  raw  value,  to  for- 
eign  countries  for  which  quotas  have 
been  established  pursuant  to  section  202 
of  the  Act.    Of  the  1.185,000  short  tons, 
raw    value,    authorized    for    purchase, 
1.085,000  tons  are  authorized  for  pur- 
chase from  coimtrles  for  which  quotas 
have  been  established  pursuant  to  sec- 
tion 202  of  the  Act.    Peru  and  Nicaragua 
will    be   unable    to   supply   85,096   and 
10,691  short  tons,  raw  value,  respectively, 
of  their  prorations.    The  prorations  for 
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Canada  of  2,311  tons,  for  the  United 
Kingdom  of  1,887  tons  and  for  Hong 
Kong  of  15  tons  may  not  be  authorized 
for  the  reasons  set  forth  in  §  820.20(c). 
A  total  of  100.000  short  tons,  raw  value, 
which  represents  the  sum  of  the  pro- 
rations for  Canada,  the  United  Kingdom 
and  Hong  Kong  and  the  portions  of  the 
prorations  which  Peru  and  Nicaragua 
will  be  unable  to  supply  is  authorized  for 
purchase  from  India,  Brazil  and  the  Re- 
public of  China  in  accordance  with  the 
proviso  in  section  408(b)  (2)  (iii)  of  the 
Act.  In  accordance  with  the  proviso  in 
section  408(b)  (2)  (iii)  of  the  Act,  in  au- 
thorizing the  purchase  of  non-quota 
sugar  from  Brazil,  the  Republic  of  China 
and  India,  special  consideration  was 
given  to  countries  of  the  Western  Hemi- 
sphere and  to  those  countries  purchas- 
ing United  States  agricultural  commodi- 
ties. Of  the  total  1,574,622  short  tons, 
raw  value,  which  may  be  authorized  for 
purchase  during  the  6-month  period 
ending  June  30,  1962,  389,622  short  tons, 
raw  value,  is  not  prorated  or  authorized 
for  purchase  at  this  time.  Also,  the 
3,985.279  wine  gallons  of  liquid  sugar 
are  not  allocated  or  authorized  for  pur- 
chase at  this  time. 

(c)  The  amounts  of  non-quota  pur- 
chase sugar  permitted  to  be  imported 
into  the  continental  United  States  for 
consumption  therein  from  individual  for- 
eign countries  during  the  period  Janu- 
ary 1,  1962,  through  June  30.  1962,  are 
as  follows: 

Short  tons. 

Country:  raw  value 

Haiti 1,388 

Netherlands 3.100 

Republic  of  China 23. 158 

Panama a,  158 

Coeta  Rica 3,163 

Republic  of  the  Philippines...  175.655 

Dominican  Republic 315,987 

Peru 280,070 

Mexico 255,648 

Nicaragua 42.700 

Belgium 666 

British  Oulana 307 

Brasil 30.000 

India   60,000 

Total   1,186,000 

The  regulation  can  be  amended  from 
time  to  time  to  increase  or  decrease  the 
quantities  of  sugar  authorized  for  pur- 
chase from  any  of  the  countries  named 
herein  as  is  necessary  to  meet  United 
States  consumption  and  market  require- 
ments, or  to  reflect  each  such  country's 
ability  to  sun?Iy  sugar  consistent  with 
United  States  market  requirements. 
Also,  quantities  may  be  established  for 
countries  or  groups  of  coimtries  which 
are  not  named  herein  if  it  later  appears 
that  supplies  from  any  country  or  coun- 
tries named  herein  will  not  be  forth- 
coming at  any  time  in  a  manner  that 
meets  market  requiremoits  or  if  addi- 
tional supplies  are  needed  to  meet  con- 
sumption and  mai^et  requirements. 

Statement  of  bases  and  corisiderations. 
In  view  of  the  resumption  of  diplomatic 
relations  between  the  United  States  and 


the  Dominican  Republic,  the  proration 
of  non-quota  sugar  for  the  Dominican 
Republic  under  section  408(b)  of  the 
Sugar  Act  of  1948,  as  amended,  amount- 
ing to  315,987  short  tons,  raw  value,  is 
herein  authorized  for  purchase  and  im- 
portation during  the  first  6  months  of 
1962.  The  authorization  to  purchase 
such  quantity  previously  had  been  with- 
held while  the  United  States  was  not  in 
diplomatic  relations  with  the  Dominican 
Republic. 

(Sec.  403,  61  Stat.  932;  7  U.S.C.  1153.  Inter- 
prets or  applies  sees.  101.  408;  61  Stat.  922. 
as  amended,  933,  as  amended;  7  UJ5.C.  1101. 
1158;  Public  Law  87-15,  approved  March  31. 
1961.  Presidential  Proclamation  3440  (26 
F.R.  11714)  ) 

Effective  date.  To  permit  the  non- 
quota sugar  herein  authorized  for  pur- 
chase to  be  marketed  in  an  orderly  man- 
ner it  is  essential  that  the  amendments 
made  herein  be  made  effective  immedi- 
ately. Therefore,  it  is  hereby  deter- 
mined and  found  that  compliance  with 
the  notice,  procedure,  and  effective  date 
requirements  of  the  Administrative  Pro- 
cedure Act  is  uimecessary.  impracti- 
cable, and  contrary  to  the  public  inter- 
est, and  this  amendment  to  the 
regulations  shall  become  effective  when 
published  in  the  Federal  Register. 

Done  at  Washington,  D.C.,  this  9th 
day  of  January  1962. 

Orville  L.  Freeman, 
Secretary. 

I  F.R.    Doc.    62-371;     Piled.    Jan.     11.     1962; 
8:50  a.m.] 


Chapter  IX — Agricultural  Marketing 
Service  (Marketing  Agreements  and 
Orders),  Department  of  Agriculture 

[970.302  Amdt.  1] 

PART  970— CARROTS  GROWN  IN 
SOUTH  TEXAS 

Limitation  of  Shipments 

Findings,  (a)  Pursuant  to  Marketing 
Agreement  No.  142  and  Order  No.  970 
(7  CPR  Part  970).  regulating  the  han- 
dling of  carrots  grown  in  designated 
counties  in  South  Texas,  effective  under 
the  applicable  provisions  of  the  Agricul- 
tural Marketing  Agreement  Act  of  1937. 
as  amended  (Sees.  1-19.  48  Stat.  31.  as 
amended;  7  UJ5.C.  601-674),  and  upon 
the  basis  of  the  recommendation  and 
information  submitted  by  the  South 
Texas  Carrot  Committee,  established 
pursuant  to  said  marketing  agreement 
and  order,  and  upon  other  available  in- 
formation, it  is  hereby  found  that  the 
amendment  to  the  limitation  of  ship- 
ments hereinafter  set  forth  will  tend  to 
eCFectuate  the  declared  policy  of  the  act. 

(b)  It  is  hereby  found  that  it  is  im- 
practicable and  contrary  to  the  public 
interest  to  give  preliminary  notice,  or  en- 
gage in  public  rule  making  procedure, 
and  that  good  cause  exists  for  not  post- 
335 
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poning  the  effective  date  of  this  amend- 
ment until  30  days  after  publication  in 
the  Peokral  Registsr  (5  U.S.C.  1001- 
1011)  in  that  (1)  the  time  intervening 
between  the  date  when  information  upon 
which  this  amendment  Is  based  became 
available  and  the  time  when  this  amend- 
ment must  become  effective  in  order  to 
effectuate  the  declared  policy  of  the  act 
IS  insufficient.  (2)  more  orderly  mar- 
keting in  the  public  interest  than  would 
otherwise  prevail,  will  be  promoted  by 
regulating  the  handling  of  carrots  in  the 
manner  set  forth  below,  on  and  after  the 
effective  date  of  this  amendment.  t3' 
compliance  with  this  amendment  will 
not  require  any  special  preparation  on 
the  part  of  handlers  which  cannot  be 
completed  by  the  effective  date.  <4>  rea- 
sonable time  is  permitted  under  the  cir- 
cumstances, for  such  preparation,  and 
<5>  information  regarding  the  commit- 
tee's recommendation  has  been  made 
available  to  producers  and  handlers  in 
the  production  area 

Order  as  amended.  In  §970  302  <26 
PR.  10124)  delete  paragraphs  <b>.  <d> 
1 2  >  ( ii ) .  and  <  e ) ,  and  in  lieu  thereof  sub- 
stitute new  paragraphs  (b>.  id'<2'<ip. 
and  (e).  as  set  forth  below. 

§  970.302       Limilation    of    «hipnienl«. 


ib»  Sizing  requirements —  '1'  Me- 
dium-to-large: \  inch  minimum  diame- 
ter to  1*2  inches  maximum  diameter.  6 
inches  minimum  length : 

(2)  Jumbos:  1  inch  minimum  diame- 
ter to  3  inches  maximum  diameter  and  6 
inches  minimum  length. 


<d>   Pack  requirements      •    •*  • 

(2'    •    •    * 

<ii>  Master  containers  of  packa-ies 
with  the  following  weight  classifications 
may  not  weigh  more  than  their  averaere 
gross  weight,  plus  the  followintj  tol- 
erances. 

(.a)  One-pound  packages.  22.5  per- 
cent. 

'b>  Over  1 -pound  and  including  2- 
pound  packages,  15  percent. 

(c»  Over  2-pound  packages.  10  per- 
cent. 

•  *  •  •  • 

<e>  Minimum  quantities.  Pursuant 
to  5  970.52(c)  (2>  of  this  part  any  person 
subject  to  these  regulations  may  handle. 
except  for  export,  up  to  but  not  to  ex- 
ceed 100  pounds  of  carrots  per  calendar 
month  without  regard  to  the  require- 
ments of  this  section  or  to  the  inspection 
and  assessment  requirements  of  this 
part,  but  this  exception  may  not  apply 
to  any  portion  of  a  shipment  of  over 
100  pounds  of  carrots. 

•  •  •  •  • 

(Sees,  1-19.  48  Stat   31.  as  amended.  7  U  S  C 
601-674) 

Effective  date.  Dated  January  9. 1962. 
to  become  effective  January  14.  1962. 

Ployd  p.  Hedlund. 
Director,   Fruit   and    Vegetable 
Division.    Agricultural    Mar- 
keting Service. 


(F.R.    Doc.    63-309;     Piled. 
8:50  am  I 
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RULES  AND  REGULATIONS 

Title  9— ANIMALS  AND 
ANIMAL  PRODUCTS 

Chapter    I — Agricultural     Research 
Service,  Department  of  Agriculture 

SUBCHAPTER    C — INTERSTATE    TRANSPORTATION 
OF    ANIMALS    AND    POULTRY 

PART   74 — SCABIES   IN   SHEEP 
Interstate   Movement 

On  October  31.  1961.  there  was  pub- 
lished m  the  Federal  Hecister  '26  VR 
10173'.  a  notice  with  respect  to  a  pro- 
posal to  amend  5  74  3  a'.  Part  74.  Sub- 
chapter C.  Chapter  I,  Title  9.  Code  of 
Federal  Regulations  After  due  con- 
sideration of  all  relevant  material  and 
pursuant  to  the  provisions  of  sections  1 
through  4  of  the  Act  of  March  3.  1905. 
as  amended,  sections  1  and  2  of  the  Act 
of  February  2,  1903.  as  amended,  and 
sections  4  through  7  of  the  Act  of  May 
29.  1884,  as  amended  '21  USC  111  113. 
115.  117.  120.  121.  123  126».  W43<a'  of 
.said  Part  74  is  hereby  amended  to  read 
as  follows: 

§  71.3       Oetienalion  uf  rradirulion  ;ireu«. 

I  a '  Notice  is  hereby  given  that  sheep 
i!i  the  following  States.  Territories,  and 
parts  thereof  as  specified,  are  being  han- 
dled systematically  to  eradicate  .scabies 
m  sheep  and  such  States.  Territories,  and 
parts  thereof,  are  hereby  designated  as 
eradication  areas 

il'  Arkansas.  Hawaii.  Illinois.  New- 
Jersey.  New  York,  Tennessee,  and  Wis- 
consin: 

'2'  That  portion  of  South  Dakota 
lyms  east  of  the  Missouri  River, 

13'  The  following  Counties  in  Kan- 
.sas:  Barber,  Barton,  Cloud,  Ellsworth. 
Harper.  Harvey.  Kingman,  Lincoln,  Mc- 
Phenson,  Mitchell,  Osborne,  Ottawa. 
Pratt.  Reno.  Republic,  Rice.  Rus.sell. 
Sedgwick.  Smith.  Stafford,  and  Sumner 
Counties :  t 

'4»  All  Counties  in  Nebra.ska  except 
Banner,  Box  Butte.  Cheyenne.  Dawes. 
Deuel.  Garden,  Kimball,  Morrill.  Sheri- 
dan. Sioux,  and  Scottsbluff ; 

<5>  That  portion  of  Eddy  County  in 
New  Mexico  bounded  on  the  north  by 
the  Chaves-Eddy  County  line  road 
I  FAS  1215 » ,  on  the  south  by  State  High- 
way 83  <FAS  1200 >.  on  the  east  by  US 
Highway  285.  and  on  the  west  by  Range 
Line  24E:  and  that  portion  of  Chaves 
County  in  New  Mexico  bounded  on  the 
north  by  Township  15S.  on  the  south  by 
the  Chaves-Eddy  County  line  road  'FAS 
1215 >.  on  the  cast  by  US.  Highway  285. 
and  on  the  west  by  Range  Line  24E, 

i6i  All  of  the  State  of  North  Dakota 
except  that  area  lying  west  of  the  Mis- 
souri River  and  State  Highway  No.  8, 
beginning  at  a  point  where  said  river 
intersects  the  South  Dakota  boundary 
line  and  continuing  along  said  river  to 
a  point  on  the  Garrison  I>am  Reservoir 
directly  south  of  the  intersection  of  State 
Highways  Nos.  23  and  8;  thence,  directly 
north  to  the  intersection  of  State  High- 
ways Nos.  23  and  8;  thence,  north  along 
State  Highway  No.  8  to  the  North 
Dakota-Canadian  boundary:  and 


t?"*  The  following  Counties  in  Michi- 
gan: Alger.  Baraga.  Chippewa.  Delta. 
Dickinson.  Gogebic,  Houghton.  Iron. 
Keweenaw.  Luce.  Mackinac,  Marquette, 
Menominee,  Ontonagon,  and  Schoolcraft 
Counties 

(Sees    4   7.  23  Stat    32.  as  amended,  sees    1    J 
32   St;«t    791   792.   as   amended,   sees     I   4.   33 
Stat    1264    as  amended.  1265.  as  amended.  21 
USC      111    113      115.    117      120,    121.     123    12« 
19  F  R  74.  a»  amended  i 

Effective  date.  The  foregoinn  amend- 
ment shall  become  effective  upon  pub- 
lication in  the  Federal  Register. 

The  amendment  adds  the  counties  of 
Alger.  Barat^a,  Chippewa,  Delta.  Dickin- 
son. Gogebic.  Houghton,  Iron,  Kewee- 
naw. Luce,  Mackinac.  Marquette,  Me- 
nominee. Ontonagon,  and  Schoolcraft, 
in  Michigan,  to  the  list  of  eradication 
areas  since  the  cooperative  sheep  scabies 
eradication  program  is  now  being  con- 
ducted in  the  specified  counties.  These 
counties  are  presently  Included  in  the 
infected  areas  as  sheep  scabies  is  known 
to  exist  in  such  counties.  Hereafter, 
the  restrictions  pertaining  to  the  inter- 
state movement  of  sheep  from  or  into 
infected  and  eradication  areas  as  con- 
tained in  9  CPR  Part  74.  as  amended, 
will  apply  to  the  specified  counties. 

Tlie  amendment  imposes  certain  re- 
strictions nece.ssary  to  prevent  the  spread 
of  .scabies,  a  communicable  disease  of 
sheep,  and  must  be  made  effective 
promptly  in  order  to  accomplish  its  pur- 
pose in  the  public  interest.  Accordingly, 
under  section  4  of  the  Administrative 
Procedure  Act  '5 'USC  1003 >,  good 
cause  is  found  for  making  the  amend- 
ment effective  le.ss  than  30  days  after 
publication  in  the  Federal  Register. 

Done  at  Washington.  DC  .  this  9th 
day  of  January  1962. 

M.  R.  Clark.son, 
Acting  Administrator. 
Aqncultural  Research  Service. 

|FR      Dne      62  370;     Piled,    Jan      11.     1962: 
8  50  a    ml 


Title  14-AERDNAUTICS  AND 
SPACE 

Chapter  III — Federal  Aviation  Agency 

SUBCHAPTER    C — AIRCRAFT   REGULATIONS 
(Reg    Docket  No    908;   Amdt    53) 

PART  514 — TECHNICAL  STANDARD 
ORDERS  FOR  AIRCRAFT  MATE- 
RIALS, PARTS,  PROCESSES,  AND 
APPLIANCES 

TSO— C61a  Portable  Aircraft  Emer- 
gency Communications  Equipment; 
for  Air  Carrier  Aircraft 

A  proposed  amendment  to  §  514  66. 
Portable  Aircraft  Emergency  Communi- 
cations Equipment  (for  Air  Carrier  Air- 
craft)   was   published   in  26   F.R.    9347 

Interested  persons  have  been  af- 
forded an  opportunity  to  participate 
in  the  making  of  the  amendment 
One  manufacturer  recommended  two 
changes:     (1>     The    effective    radiated 


I 

Friday,  January  12,  1962 

I 
power  (ERF)  from  the  antenna  be  at 
least  500  milliwatts  instead  of  the  pro- 
posed 225  milliwatts;  and  (2)  the  trans- 
mitter output  carrier  be  capable  of 
being  tone  modulated  to  a  depth  of  90 
i)ercent  by  an  audio  frequency  signal 
between  900  and  1600  c.p.s.  and  by  a 
1000  c  p.s  signal  applied  to  the  micro- 
phone, if  voice  modulation  is  provided. 
I  hese  recommendations  are  not  accepted 
for  the  following  reasons:  (1)  The  225 
milliwatt  minimum  EIRP  has  been  shown 
by  test  to  be  adequate  for  an  operational 
range  of  100  miles  which  is  required  for 
Starch  and  rescue  equipment.  (2)  The 
KTommended  modulation  capability  is 
more  restrictive  than  the  standard  speci- 
fied for  equipment  which  has  performed 
.satisfactorily  in  military  service,  and  is 
more  restrictive  than  that  which  we  be- 
lieve to  be  necessary  for  such  equipment 
used  on  air  carrier  aircraft. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  6489), 
Part  514  of  the  regulations  of  the  Ad- 
ministrator (14  CFR  Fait  514)  is  hereby 
amended  by  revising  S  514.66  to  read  as 
follows : 

§  .>  14.66  Purlable  airrruft  emergency 
coniniuniration^  rquipment  (for  air 
carrier  airrrufl) — TSO— C61«. 

(a)  Applicability — (1)  Minimum  per- 
formance standards.  Minimum  per- 
formance standards  are  hereby  estab- 
lished for  portable  aircraft  emergency 
communications  equipment  which  spe- 
cifically is  required  to  be  carried  on  civil 
aircraft  of  the  United  States  engaged  in 
particular  air  carrier  operations.  The 
radio  frequencies  to  be  utilized  by  such 
equipment  shall  be  selected  from  500 
kc,  8364  kc,  or  121.5  mc.  A  single 
frequency  or  a  combination  of  the  above 
frequencies  may  be  used.  New  models 
of  portable  aircraft  emergency  com- 
munications equipment  manufactured 
for  use  on  air  carrier  aircraft  on  or  after 
the  effective  date  of  this  section  shall 
meet  the  standards  in  the  following 
Radio  Technical  Commission  for  Aero- 
nautics Papers : 

49-59,  DC>-95«  dated  March  10,  1959.  for 
500  or  8364  kc.  equipment;  26-59 /DO-04  > 
dated  February  10,  1959,  for  121.5  mc.  equip- 
ment; 100-54  DO-60'  dated  April  13.  1954, 
Environmental  Test  Procedures;  25e-58/EC- 
366  '  dated  November  13.  1958,  Amendment 
to   100-64  DO-60. 

Exceptions,  additions,  and  substitutions 
to  these  standards  are  listed  in  sub- 
paragraph (2)  of  this  paragraph. 

(2)  Exceptions,  (i)  Radio  Technical 
Commission  for  Aeronautics  Paper  lOO- 
54/DO-60.  and  Amendment  Paper  256- 
58  EC-366  dated  November  13, 1958,  out- 
line environmental  test  procedures  for 
equipment  designed  to  operate  under 
three  environmental  test  conditions  as 
.specified  therein  under  Procedures  A, 
B.  and  C.  Only  equipment  which  meets 
the  operating  requirements  as  outlined 


'  Copies  of  these  papers  may  be  obtained 
from  the  RTCA  Secretariat,  Room  1072.  T-6 
Building.  16th  and  Conatltutlon  Avenue  NW.. 
Washington  25,  D.C.,  Paper  4&-59/DO-B5, 
30  centB  per  copy;  Pajjer  26-59/DO-M,  30 
centa  per  copy;  Paper  100-54/DO-60.  with 
Amendment  Paper  256-S8/EO-366,  20  centa 
per  copy. 
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under  Procedure  A  or  Procedure  B  of 
Paper  100-54/DO-60,  as  amended,  is 
eligible  imder  this  section. 

(11)  (a)  The  vibration  values  specified 
below  may  be  used  in  lieu  of  those  speci- 
fied in  Paper  100-54/DO-60,  as  amended. 
If  these  values  are  used,  no  external 
shock  mounting  shall  be  used  during  the 
conduct  of  the  test. 

(5)  Constant  total  excursion  of 
0.020"  from  10  to  55  c.p.s.  with  a  max- 
imum acceleration  of  3g. 

(iu)  Paper  26-59/DO-94,  Paragraph 
2.1,  Operating  Life.  The  capacity  of  the 
power  supply  shall  be  sufficient  to  pro- 
vide continuous  operation  for  at  least 
24  hours  under  the  condition  of  maxi- 
mum power  consumption.  At  the  end 
of  the  24-hour  period,  the  radiated 
power  output  shall  not  have  deteriorated 
by  more  than  3  db  from  that  specified 
in  paragraph  2.2.1,  as  amended  by  sub- 
division (iv)  of  this  subparagraph. 
These  values  also  apply  to  the  test  pro- 
cedures contained  in  Paragraph  T-1, 
Appendix  A. 

(iv)    Paper  26-59/DO-94.   Paragraph 

2.2.1.  Radiated  Po^jtrer.  The  effective 
radiated  power  (ERP)  from  the  antenna 
shall  be  at  least  225  milliwatts.  This 
value  also  applies  to  the  test  procedures 
contained  in  Paragraph  T-2,  Appendix  A. 

(V)    Paper   26-59/DO-94.    Paragraph 

2.2.2,  Modulation  Capability.  The  trans- 
mitter output  carrier  shall  be  capable 
of  being  tone  amplitude  modulated  a 
minimum  of  90  percent  downward  and 
10  percent  upward  by  an  audiofrequency 
signal  between  900  and  1600  c.p.s.  and 
by  a  1000  c.p.s.  signal  applied  to  the 
microphone.  If  voice  modulation  is 
provided. 

(vl)  Paper  49-59/DO-95,  Paragraph 
2.1.  Operating  Life.  The  capacity  of  the 
power  supply  shall  be  sufficient  to  pro- 
vide continuous  operation  for  at  least 
24  hours  under  the  condition  of  maxi- 
mum power  consumption.  At  the  end 
of  the  24-hour  period,  the  radiated  power 
ouU>ut  shall  not  have  deteriorated  by 
more  than  3  db  from  that  specified  in 
paragraph  2.2.1.  These  values  also  apply 
to  the  test  procedures  contained  &  Para- 
graph T-1.  Appendix  A. 

(b)  Marking.  In  addition  to  the 
maridngs  specified  in  S  514.3,  equipment 
which  has  been  designed  to  operate  over 
the  environmental  conditions  outlined 
in  Procedure  A  of  RTCA  Paper  100- 
54/DO-4{0,  as  amended,  shall  be  marked 
as  Category  A  equipment.  Equipment 
which  has  been  designed  to  operate  over 
the  environmental  conditions  outlined  in 
Procedure  B  of  this  same  paper  shall  be 
marked  as  Category  B  equipment. 

(c)  Data  requirements,  (l)  The 
manufacturer  shall  maintain  a  current 
file  of  complete  design  data. 

(2)  The  manufacturer  shall  maintain 
a  current  file  of  complete  data  describ- 
ing the  inspection  and  test  procedures 
aiH>licable  to  his  product.  (See  para- 
graph (d)  of  this  section.) 

(8)  Six  copies  each,  except  where 
noted,  of  the  following  shall  be  furnished 
to  the  Chief.  Engineering  and  Manufac- 
turing Division.  Plight  Standards  Serv- 
ice. Federal  Aviation  Agency,  Washing- 
ton 25,  D.C. 

(I)  Manufacturer's  operating  instruc- 
tions and  equipment  limitations. 
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(ii)  Installation  procedures  with  ap- 
plicable schematic  drawings,  wiring  dia- 
grams, and  specifications.  Indicate  any 
limitations,  restrictions,  or  other  condi- 
tions pertinent  to  installation. 

(iii)  One  copy  of  the  manufactmer's 
test  report. 

(d)  Quality  control  Portable  aircraft 
emergency  communications  equipment 
shall  be  produced  under  a  quality  con- 
trol system,  established  by  the  manufac- 
turer, which  will  assure  that  each  equip- 
ment is  in  conformity  with  the  require- 
ments of  this  section  and  is  in  a  condition 
for  safe  operation.  This  system  shall  be 
described  in  the  data  required  under 
paragraph  (c)  (2)  of  this  section.  A  rep- 
resentative of  the  Administrator  shall 
be  permitted  to  make  such  insptections 
and  tests  at  the  manufacturer's  facility 
as  may  be  necessary  to  determine  com- 
pliance with  the  requirements  of  this 
section. 

(e)  Previously  appr&ved  equipment. 
Portable  aircraft  emergency  communi- 
cations equipment  approved  prior  to  the 
effective  date  of  this  section  may  con- 
tinue to  be  manufactured  under  the  pro- 
visions of  its  original  approval. 

(f)  Effective  date.    February  15,  1962. 

(Sees.  313(a) ,  601;  72  Stat.  752,  775;  49  U.S.C. 
1354(a),  1421) 

Issued  in  Washington,  D.C,  on  Jan- 
uaiy  5,  1962. 

G.  S.  Moore. 
Acting  Director, 
Flight  Standards  Service. 

[F.R.    Doc.    62-342;     Piled,    Jan.     11,     1962; 
8:45  ajn.1 


SUBCHA*TEt   t—An  NAVIGATION 
tEGULATIONS 

[Airspace  Docket  No.  61-LA-131J 

PART  602— DESIGNATION  OF  JET 
ROUTES,  JET  ADVISORY  AREAS 
AND  HIGH  ALTITUDE  NAVIGA- 
TIONAL AIDS 

Alteration  of  Jet  Advisory  Areos 

The  purpose  of  these  amendments  to 
§  602.200  of  the  regulations  of  the  Ad- 
ministrator is  to  alter  the  enroute  jet  ad- 
visory areas  associated  with  Jet  Routes 
Nos.  9,  58,  60,  80,  and  107. 

At  the  present  time  nonradar  jet  ad- 
visory areas  exist  between  fiight  levels 
270  and  310,  inclusive,  and  370  and  390. 
inclusive,  on  the  portions  of  J-9,  J-58. 
J-60,  J-80,  and  J-107  in  the  vicinity  of 
Milford.  Utah,  which  restricts  civil  tur- 
bojet air  carrier  aircraft  to  the  use  of 
these  flight  levels.  The  Federal  Avia- 
tion Agency  (FAA)  is  commissioning  the 
secondary  radar  portion  of  the  Milford 
Air  Route  Surveillance  Radar  (ARSR) 
on  or  about  January  31.  1962,  which  will 
permit  the  use  of  flight  levels  240  to  390, 
inclusive,  for  civil  turbojet  air  carrier 
aircraft  within  the  area  of  radar  cover- 
age of  the  Milford  ARSR. 

J-60  and  J-80  are  two  of  the  most 
heavily  used  transcontinental  routes. 
The  FAA  Enroute  IFR  Peak  Day  Survey 
for  fiscal  year  1961  shows  a  total  of  41 
aircraft  movements  on  J-60  between  Las 
Vegas,  Nev.,  and  Grand  Junction,  Colo., 
and  a  total  of  25  aircraft  movements  on 
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JSO  between  Tonopah.  Nev..  and  Grand 
Junction. 

In  addition  there  are  numerous  direct 
flights  operating  between  the  Salt  Lake 
City.  Utah.  MetropoUtan  area  and  ter- 
minals to  the  south  and  southwest  which 
traverse  the  nonradar  advisory  areas  in 
the  vicinity  of  Milford  and  add  to  the 
complexity  of  the  air  traffic  service.  The 
utilization  of  the  Milford  ARSR  would 
alleviate  this  complexity.  The  FAA  has 
contacted  the  principal  users,  the  Air 
Force,  the  Navy,  and  the  Air  Transport 
Association,  to  ascertain  their  views 
toward  the  conversion  of  these  nonradar 
advisory  areas  to  radar  advisory  areas 
and  has  received  their  concurrence. 

Therefore,  in  order  to  provide  in- 
creased safety  and  improved  service  in 
this  heavily  congested  area  of  high-speed 
aircraft,  the  PAA  is  altering  the  jet  ad- 
visory areas  associated  with  the  follow- 
ing Jet  route  segments,  from  nonradar 
to  radar: 

J  9  Prom  40  nautical  miles  southwest  of 
Milford,  Utah,  to  30  nautical  miles 
northeast  of  Milford. 

J  58  Prom  140  nautical  miles  ea.st  of 
Tonopah.  Nev  .  to  20  nautical  miles 
southeast   of   Bryce   Canyon.   Utah 

J-60  Prom  25  nautical  miles  southwest  of 
Bryce  Canyon.  Utah,  to  65  n.iutical 
miles  southwest  of  Grand  Junc- 
tion, Colo. 

J-80  Prom  145  nautical  miles  east  of 
Tonopah.  Nev  .  to  65  nautic.il  miles 
southwest  of  Grand  Junction 
Colo. 
J  107  Prom  40  nautical  miles  souihwe.st  of 
Milford,  Utah,  to  50  nautical  miles 
northeast  of  Milford 

In  addition,  action  is  taken  herein  to 
delete  the  exclusion  l)elow  flight  level  290 
from  20  nautical  miles  southeast  of  Bryce 
Canyon  to  105  nautical  miles  southeast 
of  Bryce  Canyon  presently  appearing  in 
the  description  of  the  jet  advisory  areas 
associated  with  J-58. 

In  view  of  the  foregoing,  the  Adminis- 
trator finds  that  a  condition  exists  which 
requires  expeditious  action  in  the  inter- 
est of  safety  and  that  notice  and  public 
procedure  hereon  are  impracticable  and 
contrary  to  the  public  interest  and  that 
good  cause  exists  for  making  this  amend- 
ment effective  on  less  than  30  days  notice. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  ( 25  F.R  12582  > . 
the  following  actions  are  taken: 

In  S  602.200  Enroute  jet  advisory  areas 
<26  F.R.  7082.  9131).  the  jet  advisory 
areas  associated  with  Jet  Routes  Nos.  9. 
58.  60.  80  and  107  are  amended  to  read: 

1  Jet  Route  No  9  Jet  advisory  area  Ra- 
dar— Los  Angeles.  Calif  .  to  Salt  Lake  City, 
Utah. 

2  Jet  Route  No.  58  Jet  advisory  area  Ra- 
dar— Oakland.  Calif  ,  to  New  Orlean?  La  . 
excluding  the  portion  below  FL  290  from 
105  nml  SE  of  Bryce  Canyon.  Utah,  to  Farm- 
ington.  N.  Mex. 

3  Jet  Route  No.  60  Jet  advisory  area  Ra- 
dar— Los  Angeles.  Calif.,  to  65  nml  SW  of 
Grand  Junction.  Cole;  from  70  nml  WSW  of 
Denver,  Colo.,  to  160  nml  ENE  of  Denver; 
from  50  nml  WSW  of  Wolbach.  Nebr  .  to  Idle- 
wild.  N.Y.  Nonradar — Prom  65  mnl  SW  of 
Grand  Junction.  Cole,  to  70  nml  WSW  of 
Denver.  Colo.;  from  160  nml  ENE  of  Denver 
to  50  nml  WSW  of  Wolbach.  Nebr. 

4.  Jet  Route  No.  80  Jet  advisory  area.  Ra- 
dar—Oakland. Calif.,  to  65  mnl  SW  of  Grand 
Junction,  Colo  :  from  70  nml  WSW  of  Denver. 
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Colo  .  to  120  nmi  ESE  of  Denver,  from  25  iimi 
W  of  Hill  City.  Kans  .  to  IdlewUd.  N  T  Non- 
radar— Prom  65  nml  SW  of  Grand  Junction. 
Colo  ,  to  70  nml  WSW  of  Denver,  Colo  ,  from 
120  nml  ESE  of  Denver  to  25  nml  W  of  Hill 
City,  Kans 

5  Jet  Route  No  107  jet  .idvisory  area  Ra- 
dar—Prom Los  Angeles.  Calif  to  40  nml  NE 
of  R<x;lc  Springs,  Wyo  :  from  10  nml  NE  of 
Crazy  Woman  Wyo  to  the  United  State.s 
Canadian  Border  Nonradar- -From  40  umi 
NE  of  Rock  Sprit. gs.  Wyo  ,  to  10  iimi  NE  of 
Crazy  Woman.  Wyo 

These  amendment.s  shall  bocomt'     ef- 
fective 0001  est,  February  8,  1962 

(Sec   307(a(.  72  Stat.  749.  49  US  C    1348  i 

Issued  in  Washinnton.  DC  ,  on  J;inu- 
ary  5.  1962 

D  D  Thomas. 
Director.  Atr  Traffic  Service 

|FR       Doc      62   339.      Filed.     Jati       11       1962 
8  45  a  m  I 


Title  21— FOOD  AND  DRUGS 

Chapter  I — Food  and  Drug  Adminis- 
tration, Department  of  Health, 
Education,  and  Welfare 

SUBCHAPTEt    B — FOOD    AND    FOOD    PtODUCTS 

PART  17— BAKERY  PRODUCTS;  DEFI- 
NITIONS AND  STANDARDS  OF 
IDENTITY 

Bread,  Enriched  Bread,  Milk  Bread, 
Raisin  Bread,  Whole  Wheat  Bread; 
Effective  Date  of  Order  Amending 
Standards   of   Identity 

Pursuant  to  the  provisions  of  tlie  Fed- 
eral Food.  Drun,  and  Cosmetic  Act  'sees 
401.  701.  52  Stat.  1046,  1055.  as  amended 
70  Stat  919.  72  Stat.  948:  21  U  S.C  341 
371 '  and  in  accordance  with  the  author- 
ity delegated  to  the  Commissioner  of 
Food  and  Dru^s  by  the  Secretary  of 
Health,  Education,  and  Welfare  <  25  FR 
8625  >.  notice  is  given  that  no  objection.s 
were  filed  to  the  order  published  in  the 
Federal  Register  of  November  9.  1961 
(26  F.R*»  10550'  amending  the  identity 
standards  apphcable  to  the  above-listed 
breads  so  as  to  provide  the  san^e  status 
for  hydroxylated  lecithin  that  has  here- 
tofore been  provided  for  lecithin  and  to 
delete  '» except  lauric  acid>"  from  the 
mono-  and  diglyceride  designation  Ac- 
cordingly, the  amendments  promulgated 
by  that  order  will  become  effective  Jan- 
uary 8.  1962. 

Dated    January  4    1962 

Geo.  P    Larrick, 
Comynissioner  of  Food  and  Druos 


|FR      DcK-      62  359,     Filed. 
8  47  a  m  I 
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PART  120— TOLERANCES  AND  EX- 
EMPTIONS FROM  TOLERANCES 
FOR  PESTICIDE  CHEMICALS  IN  OR 
ON  RAW  AGRICULTURAL  COM- 
MODITIES 

Tolerances  for  Residues  of  Ronnel 

A   petition  was   filed   with    the   Food 
and  Drug  Administration  bj^The  Dow 


Chemical  Company.  Midland.  Michigan, 
requesting  the  establishment  of  toler- 
ances for  residues  of  ronnel  lO.o-di- 
methyl  0-<2.4,5-trlchlorophenyl)  phos- 
phorothioate  I  in  or  on  bananas,  at  0  5 
part  per  million  in  or  on  banana  skins 
and  zero  in  the  pulp  of  bananas. 

The  Secretary  of  Agriculture  has  certi- 
fied that  this  pesticide  chemical  is  useful 
for  the  purposes  for  which  tolerance., 
are  being  established 

After  consideration  of  the  data  sub- 
mitted in  the  petition  and  other  relevaiU 
material  which  show  that  the  tolerances 
established  in  this  order  will  protect 
the  public  health,  and  by  virtue  of  the 
authority  vested  in  the  Secretary  of 
Health.  Education,  and  Welfare  by  the 
Federal  Food,  Drug,  and  Cosmetic  Act 
'sec  408idM2i,  68  Stat.  512;  21  U.SC 
346ajdM2'  I  and  delegated  to  the  Com- 
missioner of  Food  and  Drugs  by  the  Sec- 
retary t25  FR  8625'.  the  regulations 
for  tolerances  for  pesticide  chemicals  in 
or  on  raw  a'.'riciiltural  commodities  <21 
CFR  120  177'  are  amended  by  changing 
this  .section  to  read  as  follows: 


?!   120.177      ToUraiHT. 
r«iiiiu>l. 
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Tolerances  for  residues  of  ronnel  'O.o- 
dimethyl  0-<  2,4.5-trichlorophenyl)  phos- 
phoi'othioate '  in  or  on  raw  agricultural 
commodities  are  established  as  follows: 

0  5  part  per  million  on  bananas  loi 
which  residue,  zero  shall  be  in  the  pulp 
after  peel  is  removed  and  di.scarded* 

Zero  in  or  on  the  uncooked  meat  and 
meat  byproducts  from  cattle. 

Any  person  who  will  be  adversely  af- 
fected by  the  foregoing  order  may  at  any 
time  prior  to  the  thirtieth  day  from  the 
date  of  its  publication  in  the  Federal 
Register  file  with  the  Hearing  Clerk. 
Department  of  Health.  Education,  and 
Welfare.  Room  5440.  330  Independence 
Avenue  SW  ,  Washington  25.  DC. 
written  objections  thereto.  Objections 
shall  show  wherein  the  person  filing  will 
be  adversely  affected  by  the  order  and 
specify  with  particularity  the  provisions 
of  the  order  deemed  objectionable  and 
the  grounds  for  the  objections.  If  a 
hearing  is  requested,  the  objections  must 
state  the  i.ssues  for  the  hearing.  A  hear- 
ing will  be  granted  if  the  objections  are 
supported  by  grounds  legally  suflQcient 
to  justify  the  relief  sought.  Objections 
may  be  accompanied  by  a  memorandum 
or  brief  in  support  thereof  All  docu- 
ments shall  be  filed  in  quintuplicate 

Effective  date  This  order  shall  be 
effective  on  the  date  of  its  publication  in 
the  Federal  Register, 

(Sec      408tdM2i.     68    St.it      512      21     USC 
346a(d) (2)1 

Dated:  January  9,  1962 

Geo.  P  Larrick. 
Commissioner  of  Food  and  Drugs. 

|FR      Doc      62  361;     Piled,     Jan      11,     1962, 
8  48  am. I 
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PART   121— FOOD  ADDITIVES 

Subpart  F — Food  Additives  Resulting 
From  Contact  With  Containers  or 
Equipment  and  Food  Additives 
Otherwise  Affecting   Food 

Chelating  Agents 

The  Commissioner  of  Food  and  Drugs, 
having  evaluated  the  data  submitted  in 
a  petition  filed  by  Stein,  Hall  and  Com- 
pany, Inc.,  285  Madison  Avenue,  New 
York  17.  New  York,  and  other  relevant 
material  has  concluded  that  the  food 
additive  regulations  should  be  amended 
to  broaden  the  use  of  chelating  agents 
in  the  manufacture  of  pvaper  and  paper- 
board  and  to  add  disodium  ethylenedia- 
mine  tetraacetate  as  a  chelating  agent. 
Therefore,  pursuant  to  the  provisions  of 
the  Federal  Food,  Drug,  and  Cosmetic 
Act  (sec.  409<c)<l).  72  Stat.  1786;  21 
U.S.C.  348(c)  (1>).  and  under  the  au- 
thority delegated  to  the  Commissioner 
by  the  Secretary  of  Health,  Education, 
and  Welfare  (25  F.R.  8625).  the  food 
additive  regulations  (21  CPR  121.2515 
<26  F.R.  2515) )  are  amended  as  follows: 

1.  In  §  121.2515  Chelating  agents  used 
in  the  manufacture  of  paper  and  paper- 
board,  paragraph  (a)  is  amended  by  in- 
serting in  the  "List  of  substances",  pre- 
ceding "Sodium  glucoheptonate"  the 
item  "Disodium  ethylenediamine  tetra- 
acetate." 

2.  Section  121.2515<c)  is  changed  to 
read:  ~  | 

(O  The  substances  are  added  in  an 
amount  not  greater  than  that  required 
to  accomplish  the  intended  technical  ef- 
fect nor  greater  than  any  specific  limita- 
tion, where  such  is  provided. 

Any  person  who  will  be  adversely  af- 
fected by  the  foregoing  order  may  at  any 
time  prior  to  the  thirtieth  day  from  the 
date  of  its  publication  in  the  Federal 
Register  file  with  the  Hearing  Clerk, 
Department  of  Health.  Education,  and 
Welfare.  Room  5440.  330  Independence 
Avenue  SW..  Washington  25,  D.C.,  writ- 
ten objections  thereto.  Objections  shall 
show  wherein  the  person  filing  will  be 
adversely  affected  by  the  order  and  spec- 
ify with  particularity  the  provisions  of 
the  order  deemed  objectionable  and  the 
grounds  for  the  objections.  If  a  hearing 
is  requested,  the  objections  must  state 
the  issues  for  the  hearing.  A  hearing 
will  be  granted  if  the  objections  are  sup- 
ported by  grounds  legally  suflRcient  to 
justify  the  relief  sought.  Objections 
may  be  accompanied  by  a  memorandum 
or  brief  in  support  thereof.  All  docu- 
ments shall  be  filed  in  quintuplicate. 

Effective  date.  This  order  shall  be 
effective  on  the  date  of  its  publication  in 
the  Federal  Register. 

(Sec     409(0(1).    72    Stat      1786;     21    U.S.C. 
:?4a(C)(l)) 

Dated:  January  9.  1962. 

Geo.  p.  Larrick, 
Co7n77iissioner  of  Food  and  Drugs. 

IKR      Doc     62-360:     Piled.    Jan.     11,    1993; 
8:47  a.m.l 
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Title  32— NATIONAL  DEFENSE 

Chapter  XVI — Selective  Service 
System 

[Amdt.  89) 

PART  1617— REGISTRATION 
CERTIFICATE 

Issuing  of  Duplicate  Certificate 

Sections  1617.11  and  1617.12  of  the 
Selective  Service  Regulations  are 
amended  to  read  as  follows: 

§  1617.11       iHHuine  of  diiplifule  regi>ira- 
tion   certifirute. 

(a)  Upon  receipt  of  a  request  for  a 
duplicate  Registration  Certificate  <SSS 
Form  No.  2),  inade  by  letter  or  on  a 
Request  for  Duplicate  Registration  Cer- 
tificate or  Notice  of  Classification  (SSS 
Form  No.  6),  from  a  registrant  who  has 
been  separated  from  active  duty  in  the 
Armed  Forces,  the  local  board  with 
which  the  registrant  is  registered  shall 
issue  a  duplicate  Registration  Certificate 
(SSS  Form  No.  2)  to  such  registrant. 
The  local  board  shall  not  is3ue  more  than 
one  duplicate  certificate  to  a  registrant 
under  this  paragraph  after  each  time 
he  is  separated  from  active  duty  in  the 
Armed  Forces. 

(b)  A  duplicate  Registration  Certifi- 
cate (SSS  Form  No.  2)  shall  be  issued 
to  a  registrant  by  the  local  board  with 
which  he  is  registered  upon  receipt  of 
his  request  therefor  made  by  letter  or  on 
a  Request  for  Duplicate  Registration 
Certificate  or  Notice  of  Classification 
(SSS  Form  No.  6)  and  the  presentation 
of  satisfactory  proof  to  the  local  board 
that  the  Registration  Certificate  (SSS 
Form  No.  2)  of  the  registrant  has  been 
lost,  destroyed,  mislaid,  or  stolen.  When- 
ever the  request  for  a  duplicate  certifi- 
cate is  made  by  a  letter  which  does  not 
indicate  whether  the  certificate  previ- 
ously Issued  has  been  lost,  destroyed, 
mislaid,  or  stolen,  the  local  board  shall 
mail  to  the  registrant  a  copy  of  Request 
for  Duplicate  Registration  Certificate  or 
Notice  of  Classification  (SSS  Form  No.  6 ) 
and  direct  him  to  complete  thereon  the 
request  for  the  duplicate  certificate  and 
return  it  to  the  local  board. 

(c)  When  the  local  board  issues  a 
duplicate  Registration  Certificate  (SSS 
Form  No.  2) .  it  shall  mark  it  "Duplicate" 
and  note  the  issuance  of  the  duplicate 
certificate  upon  the  request  which  shall 
be  filed  in  the  registrants  Cover  Sheet 
(SSS  Fbrm  No.  101). 

§  1617.12  Artion  by  loral  lM)urd>>  when 
requetit  for  duplicate  rrcislralion 
rrrtitioate   is    filed. 

A  registrant  may  complete  and  file  a 
request  for  a  duplicate  Registration 
Certificate  (SSS  Form  No.  2)  made  on 
a  Request  for  Duplicate  Registration 
Certificate  or  Notice  of  Classification 
(SSS  Form  No.  6)  at  his  own  or  any 
other  local  board.  When  he  makes  such 
request  by  letter  he  may  file  it  only  at 
his  own  local  board.  If  the  registrant 
Hies  a  request  made  on  Request  for  Du- 
plicate Registration  Certificate  or  No- 
tice of  Classification  (SSS  Form  No.  6) 
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at  any  local  board  other  than  the  local 
board  with  which  he  is  registered  and 
the  registrant's  own  local  board  or  the 
place  of  residence  of  the  registrant  at 
the  time  of  registration  is  within  its 
State,  the  local  board  with  which  the 
request  is  filed  shall  immediately  mail 
the  request  to  the  local  board  having 
jurisdiction  of  the  registrant.  If  the 
local  board  with  which  the  request  is 
filed  has  any  doubt  as  to  which  other 
local  board  in  its  State  has  jurisdiction 
or  if  the  registrant's  own  local  board 
or  his  place  of  residence  at  the  time  of 
registration  is  not  within  its  State,  it 
shall  mail  the  request  to  the  State  Di- 
rector of  Selective  Service  for  transmis- 
sion to  the  proper  local  board.  Upon 
receipt  of  the  request,  the  locai  board 
with  which  the  registrant  is  registered 
shall  issue  a  duplicate  Registration  Cer- 
tificate <SSS  Form  No.  2)  to  the  regis- 
trant. If  the  registrant  has  appeared  in 
person  at  his  local  board  to  file  the 
request,  the  local  board  shall  deliver 
the  duplicate  Registration  Certificate 
(SSS  Form  No.  2)  to  him.  If  the  regis- 
trant has  filed  the  request  through 
another  local  board  or  by  letter,  the 
duplicate  Registration  Certificate  (SSS 
Form  No.  2)  shall  be  mailed  to  him  at 
his  mailing  address. 

(Sec.  10.  62  Stat.  618,  as  amended;  50  U.S.C 
App.  460;  E.G.  9979.  July  20,  1948,  13  P  R 
4177:  3  CFR.  1943-1948  Comp.) 

The  foregoing  amendments  to  the 
Selective  Service  Regulations  shall  be- 
come effective  upon  filing  with  the 
Office  of  the  Federal  Register. 

I  seal  I  Lewis  B.  Hershey. 

Director  of  Selective  Service. 

J.^NU.^RY  9,  1962. 

I  PR.     Doc.     62-353;     Piled.     Jan.     11.     1962; 
8:46    a.m.l 
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PART   1619— CANCELLATION  OF 
REGISTRATION 

Cancellation   of   Duplicate 
Registration 

Section  1619.15  of  the  Selective  Service 
Regulations  is  amended  to  read  as  fol- 
lows : 

§  1619.13  ('aiK-ellation  of  diiplicale  rep- 
i^triilion  ^lien  ref:i>lranl  found  not 
qualified    for    ^ervi«■o. 

If  a  registrant  who  is  registered  with 
two  or  more  local  boards  has  responded 
to  an  order  to  report  for  armed  forces 
physical  examination  or  for  induction 
from  one  of  such  local  boards  and  has 
been  found  not  qualified  for  service  in 
the  Armed  Forces,  the  other  local  board 
or  local  boards  with  which  he  is  regis- 
tered, upon  learning  that  he  has  been 
found  not  qualified  for  service,  shall  can- 
cel his  registration  and  write  across  the 
face  of  his  Registration  Card  (SSS  Form 
No.  1)  "Canceled — Duplicate  Registra- 
tion— Delivered  Local  Board  No. 

( identify  the  local  board  which  delivered 
him)  and  found  not  qualified  for  service. 
Date " 
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(Sec  10.  83  SUt.  618.  M  amended:  50  U  S  C. 
App.  460:  B.O.  9979.  July  20.  1948.  IS  FJL 
4177;  3  cm.  1943-1948  Comp.) 

The  foregoing  amendment  to  the 
Selective  Service  Regulations  shall  be- 
come effective  upon  filing  with  the  OfBce 
of  the  Federal  Register. 

I  SEAL  I  Lewis  B.  HXKSHIY. 

Director  of  Selective  Service. 

January  9.  1962. 

\PH.    Doc.     63-354:     Piled.     Jan      11.     1962. 
8:46  am  I 


Title  38— PENSIONS,  BONUSES, 
AND  VETERANS'  REUEF 

Chapter   I — V«t*rans   Administration 

PART  3— ADJUDICATION 

Subpart  A— Pension,  Compensation, 
and  Dopondoncy  and  Indemnity 
Componsation 

MiscxLLAjrzoiTs  Amendments 

1.  In  S  3.701,  paragraph  <a)  is  amend- 
ed to  read  as  follows : 

§  3.701      Elections    of    pension    or    rom- 
penMUion. 

(a)  General.  Except  as  otherwise 
provided,  a  person  entitled  to  receive 
pension  or  compensation  under  more 
than  one  law  or  sections  of  a  law  admin- 
istered by  the  Veterans  Administration 
may  elect  which  benefit  to  receive  re- 
gardless of  whether  it  is  the  greater  or 
lesser  benefit  and  even  though  his  elec- 
tion results  in  reducing  the  benefits  of 
his  dependents.  This  person  may  at  any 
time  elect  or  reelect  the  other  benefit. 
An  election  by  a  veteran  controls  the 
rights  of  all  dependents  in  that  case  and 
an  election  by  a  widow  controls  not  only 
her  claim  but  those  of  the  children  as 
well.  Including  children  over  the  age  of 
18  and  children  not  in  the  widow's 
custody. 

2.  Section  3.711  is  added  to  read  as 
follows: 

§3.711      Public  Law  86-211. 

(a)  Right  to  elect.  Effective  July  1, 
1960.  any  E>erson  receiving  or  entitled  to 
receive  pension  based  on  service  in 
World  War  I.  World  War  n  or  the  Ko- 
rean conflict  under  laws  in  effect  on 
June  30.  1960.  may  elect  to  receive  pen- 
sion under  Title  38.  United  States  Code 
as  amended  by  Public  Law  86-211. 
Effective  September  1.  1960.  veterans  of 
the  Indian  Wars  who  meet  the  service 
requirements  of  38  U.S.C.  511(b)  and 
veterans  of  the  Spanish  American  War 
who  meet  the  service  requirements  of  38 
U.S.C.  512(a)  may  elect  to  receive  pen- 
sion under  this  law.  (Public  Law  86-670) 

(b)  Finality  of  election.  An  election 
of  pension  under  this  law  is  final  w^hen 
the  payee  (or  his  fiduciary)  has  nego- 
tiated one  check  for  this  benefit  There 
is  no  right  of  reelection. 

3.  A  new  cross  reference  is  added  im- 
mediately following  5  3.956: 


RULES  AND   REGULATIONS 

Caoss  Rxr«»ENC¥-  Concurrer^t  bt-nofi*". 
and  el«cUoiu.  Public  Law  80-31 1.    6ee  {3711 

(72  SUt.  1114:  38  use.  210) 

These  regulations  are  efloctivi'  Jan- 
uary 12.  1962. 

[SEALl  A    H  Monk. 

Associate  Deputy  Administratur. 

jPR      E>oc     62  355.     Filed.     J^n      11      19J2. 
8  46  am  I 

Title  43— PUBLIC  LANDS: 
INTERIOR 

Chopter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

APPCNDIX — PUBLIC    LAND   ORDERS 

(Public  Land  Order  2584) 

(19264301 

COLORADO 

Amending  Public  Land  Order  No.  2547 
of   December  4,    1961 

Public  Land  Order  No.  2547  of  Ekjcem- 
ber  4. 1961.  which  released  the  following- 
described  lands  from  the  withdrawal 
made  by  Public  Land  Order  No.  61  of 
November  18.  1942.  is  hereby  amended 
to  the  extent  necessary  to  provide  that 
the  locatable  minerals  in  the  lands  shall 
be  open  to  location  under  the  United 
States  mining  laws  beginning  at  10:00 
am.  on  June  1.  1962.  rather  than  Jan- 
uary 9.  1962.  as  provided  in  Public  Land 
Order  No.  2547 : 

Sixth  P«incipal  Mexioian 

T   3  S  .  R   75  W  . 

Sec    29.  SW'^SW",: 
Sec.  30.  S',jS4. 
Sec.  31.  N'jN't 

Aggregating  3«6  57  acres. 

John  A.  Carver.  Jr  . 
Assistant  Secretary  of  the  Interior. 

January  4.  1962. 

(PR.     Doc.    62-324:     Filed.     Jan      11,     1962; 
8  45  am  I 


Title  47— TaECOMMUNICATION 

Chapter    I — Federal    Communications 
Commissionv 

(Docket    No     13768    (RM-101):    FCC    62  39) 

PART   3— RADIO  BROADCAST 
SERVICES 

FM  and  TV  Broadcast  Stations 

1.  On  September  12.  1960.  the  Commis- 
sion released  a  notice  of  proposed  rule 
making  In  the  above-captioned  matter. 
Time  for  filing  comments  and  reply 
comments  expired  on  October  14  and 
October  24.  1960.  respectively. 

2.  Comments  in  this  proceeding  were 
filed  by  Electronic  Industries  Association 
(EUA).  Columbia  Broadcasting  System, 
Inc.  (CBS) .  Radio  Corporation  of  Amer- 
ica (RCA),  and  General  Electric.  No 
reply  comments  were  filed. 

3.  The  commenting  parties  join  in  re- 
questing  that    the    proposed   standards 


relating  to  transmitter  response  for 
color  transmissions  be  relaxed  slightly  to 
provide  that,  at  a  modulating  frequency 
of  4  18  Mc.  the  response  may  be  down 
4  db  below  its  value  at  3.58  Mc.  It  was 
suR>;ested  that  the  proposed  standard, 
which  specified  a  ±2  db  tolerance  for 
modulating  frequencies  between  2.1  and 
4.18  Mc.  be  changed  to  provide  that  the 
I*  2  db  tolerance  be  restricted  to  modulat- 
ing frequencies  between  2.1  and  4.1  Mc 
and  a  —  4  db  tolerance  be  specified  for 
a  modulating  frequency  of  4.18  Mc.  It 
is  submitted  that  the  requested  modifica- 
tion will  avoid  placing  an  unduly  severe 
requirement  on  the  transmitter  and  is 
consistent  with  the  color  transmission 
standards  submitted  to  the  Commission 
by  the  National  Television  Systems  Com- 
mittee (NTSC). 

4.  All  parties  additionally  request  that 
the  proposed  standard  specifsrlng  the 
accuracy  tolerance  for  t>ower  output  de- 
terminations be  modified  to  refiect  per- 
formance capabilities  of  available  power 
measuring  equipment.  It  is  noted  that. 
In  the  existing  state  of  the  art,  com- 
mercially available  equipment  for  meas- 
uring transmitter  output  power  has  an 
overall  accuracy  guarantee  of  ±5  per- 
cent. 

5.  CBS  further  suggests  that  the  pro- 
posed rule  amendment  which  would 
require  installation  of  an  output  moni- 
toring meter  for  stations  electing  to  de- 
termine PM  and  TV  aural  transmitter 
power  by  the  indirect  method  would 
tend  to  impose  an  unnecessary  burden 
on  such  stations.  Since  the  indirect 
method  of  determining  power  output  is 
based  upon  values  of  the  plate  voltage 
and  plate  current  of  the  last  radio  stage 
of  the  transmitter,  and  since  the  Com- 
mission's rules  require  that  these  same 
parameters  be  logged  every  30  minutes, 
the  operating  power  is  automatically 
monitored. 

6.  The  Commission  has  carefully  con- 
sidered the  comments  and  concludes  that 
the  suggested  modifications  to  the  pro- 
posed rule  amendments  are  In  keeping 
with  acceptable  engineering  practice  and 
procedures  and  are  consistent  with  public 
interest  considerations. 

7.  Accordingly,  it  is  ordered.  This  3d 
day  of  January  1962,  that,  effective  Feb- 
ruary 13.  1962.  and  pursuant  to  the  au- 
thority contained  In  section  303  (e)  and 
(r)  of  the  Communications  Act  of  1934, 
as  amended,  the  Commission's  rules  are 
amended  as  set  forth  below. 

(Sec.  4.  48  Stat  1066,  as  amended;  47  U  S  C 
154.  Interprets  or  applies  sec  303.  48  Stet 
1082.  aa  amended;    47  USC    303) 

Relea.sed:  January  8.  1962. 
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[SEAL] 


Federal  Commtjnications 

commi.ssion. 
Ben  F    Waple. 

Acting  Secretary. 


1  Section  3  267  is  amended  to  read  as 
follows: 

§  3.2f>7      Oporatiiic  poKcr:  dclrriiiiiialii>ii 
and    niainleniiiirr    of. 

(a)  Determination.  The  operating 
power  of  each  station  shall  be  deter- 
mined by  cither  the  direct  or  indirect 
method. 


Friday,  January  12,  1962 

*  1 )  Using  the  direct  method,  the  pow- 
er shall  be  measured  at  the  output  ter- 
minals of  the  transmitter  while  operating 
into  a  dummy  load  of  subetantiaUy  zero 
reactance  and  a  resistance  equal  to  the 
transmission  line  characteristic  imped- 
ance. The  transmitter  shall  be  unmodu- 
lated during  this  measurement.  If  elec- 
trical devices  are  used  to  determine  the 
power  output,  such  devices  shall  permit 
determination  of  this  power  to  within  an 
accuracy  of  ±5  percent  of  the  power  in- 
dicated by  the  full  scale  reading  of  the 
electrical  indicating  instrument  of  the 
device.  If  temperature  and  coolant  flow 
indicating  devices  are  used  to  determine 
the  power  output,  such  devices  shall  per- 
mit determination  of  this  power  to 
within  an  accuracy  of  4  percent  of  meas- 
ured average  power  output.  During  this 
measurement  the  direct  plate  voltage  and 
current  of  the  last  radio  stage  and  the 
transmission  line  meter  shall  be  read  and 
compared  with  similar  readings  taken 
with  the  dummy  load  replaced  by  the 
antenna.  These  readings  shall  be  in 
substantial  agreement. 

(2)  Using  the  indirect  method,  the  op- 
erating power  is  the  product  of  the  plate 
voltage  (Ep)  and  the  plate  current  (/p) 
of  the  last  radio  stage,  and  an  efficiency 
factor.  F.  as  follows : 

Operating  power  -E..     Ip-.F 

<3»  The  efficiency  factor.  F,  shall  be 
e.stablished  by  the  tran.smitter  manufac- 
turer for  each  type  of  transmitter  for 
which  he  submits  data  to  the  Commis- 
sion, and  shall  be  shown  In  tlie  instruc- 
tion books  supplied  to  the  customer  with 
each  transmitter.  In  the  case  of  com- 
posite equipment,  the  factor  F  shall  be 
furnished  to  the  Commission  with  a 
statement  of  the  basis  used  in  determin- 
ing such  factor. 

(b)  Maintenance.  <1>  The  operating 
power  shall  be  maintained  as  near  as 
practicable  to  the  authorized  power  and 
shall  not  be  less  than  90  percent  nor 
greater  than  105  percent  of  authorized 
power  except  as  indicated  in  paragraph 
'c)  of  this  section. 

<2»  When  determined  by  the  direct 
method,  the  operating  power  of  the 
transmitter  shall  be  monitored  by  a 
transmission  line  meter  which  reads  pro- 
iwrtional  to  the  voltage,  current,  or 
power  at  the  output  tenninals  of  the 
transmitter,  the  meter  to  be  calibrated 
at  intervals  not  exceeding  6  months. 
The  calibration  shall  cover,  as  a  mini- 
mum, the  range  from  90  to  105  percent 
of  authorized  power  and  the  meter  shall 
provide  clear  indications  which  will  per- 
mit maintaining  the  operating  power 
within  the  prescribed  tolerance  or  the 
meter  shall  be  calibrated  to  read  directly 
in  power  units. 

<ct  Reduced  power.  In  the  event  it 
becomes  technically  Impossible  to  oper- 
ate with  authorized  power,  the  station 
may  be  operated  with  reduced  power  for 
a  period  of  10  days  or  less  without 
further  authority  of  the  Commission: 
Provided,  That  the  Commission  and  the 
Engineer  In  Charge  of  the  radio  district 
in  which  the  station  is  located  shall  be 
immediately  notified  in  writing  if  the 
station  is  unable  to  maintain  the  mini- 
mum operating  schedule  (specified  in 
$  3.261 )  with  authorized  power  and  shall 
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be  subsequently  notified  upon  resump- 
tion of  operation  with  authorized  power. 

2.  Section  3.567  is  amended  to  read 
as  follows: 

§  3.567      Operating  power :  determination 
and   maintenance  of. 

(a)  Determination.  The  operating 
power  of  each  station  shall  be  deter- 
mined by  either  the  direct  or  indirect 
method. 

( 1 )  Using  the  direct  method,  the  power 
shall  be  measured  at  the  output  termi- 
nals of  the  transmitter  while  operating 
into  a  dummy  load  of  substantially  zero 
reactance  and  a  resistance  equal  to  the 
transmission  line  characteristic  imped- 
ance. The  transmitter  shall  be  unmodu- 
lated dm-ing  tliis  measurement.  If  elec- 
trical devices  are  used  to  determine  the 
power  output,  such  devices  shall  permit 
determination  of  this  power  to  within 
an  accuracy  of  ±5  percent  of  the  power 
Indicated  by  the  full  scale  reading  of  the 
electrical  indicating  instrument  of  the 
device.  If  temperature  and  coolant  fiow 
indicating  devices  are  used  to  determine 
the  power  output,  such  devices  shall  per- 
mit determination  of  this  power  to  with- 
in an  accuracy  of  4  percent  of  measured 
average  power  output.  During  this 
measurement  the  direct  plate  voltage 
and  current  of  the  last  radio  stage  and 
the  transmission  line  meter  shall  be  read 
and  compared  with  similar  readings 
taken  with"  the  dummy  load  replaced  by 
the  antenna.  These  readings  shall  be 
in  substantial  agreement. 

(2)  Usins  the  indirect  method,  the 
operating  power  is  the  pi-oduct  of  the 
plate  voltage  (Ep)  and  the  plate  current 
(/p)  of  the  last  radio  stage,  and  an 
efficiency  factor,  F.  as  follows: 

Operating  power  =  EpXlj,  :■  F 

(3)  The  efficiency  factor,  F,  shall  be 
established  by  the  transmitter  manu- 
facturer for  each  type  of  transmitter 
for  which  he  submits  data  to  the  Com- 
mission, and  shall  be  shown  in  the  In- 
struction books  supplied  to  the  customer 
with  each  transmitter.  In  the  case  of 
composite  equipment,  the  factor  F  shall 
be  furnished  to  the  Commission  with  a 
statement  of  the  basis  used  in  determin- 
ing such  factor. 

(b)  Maintenance.  The  operating 
power  of  stations  licensed  for  trans- 
mitter power  output  greater  than  10 
watts  shall  be  maintained  in  accordance 
with  subparagraph  (1)  of  this  para- 
graph and  the  operating  power  of  sta- 
tions licensed  for  transmitter  output 
power  of  10  watts  ot  less  shall  be  main- 
tained in  accordance  with  subparagraph 
l2)  of  this  paragraph. 

<1)  The  operating  power  of  stations 
licensed  for  transmitter  output  power 
greater  than  10  watts  shall  be  main- 
tained as  near  as  practicable  to  the  au- 
thorized power  and  shall  not  be  less  than 
90  percent  nor  greater  than  105  percent 
of  authorized  power  except  as  indicated 
in  paragraph  (c)  of  this  section. 

(i)  When  determined  by  the  direct 
method,  the  operating  power  of  the 
transmitter  shall  be  monitored  by  a 
transmission  line  meter  which  reads  pro- 
portional to  the  voltage,  current,  or 
power  at  the  output  terminals  of  the 
transmitter,  the  meter  to  be  calibrated 
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at  intervals  not  exceeding  6  months. 
The  calibration  shall  cover,  as  a  mini- 
mum, the  range  from  90  to  105  percent 
of  authorized  power  and  the  meter  shall 
provide  clear  indications  which  will  per- 
mit maintaining  the  operating  power 
within  the  prescribed  tolerance  or  the 
meter  shall  be  calibrated  to  read  directly 
in   power   units. 

(2)  Stations  licensed  to  operate  with 
a  transmitter  output  power  of  10  watts  or 
loss  may  be  operated  at  less  than  author- 
ized power  but  in  no  event  shall  the 
operating  power  be  greater  than  5  per- 
cent above  the  authorized  power.  The 
transmitter  of  each  such  station  shall 
be  GO  maintained  as  to  be  capable  of 
operation  at  maximum  licensed  power. 

fc)  Reduced  power.  If  a  station 
licensed  for  transmitter  power  output 
greater  than  10  watts  finds  it  impossible 
to  operate  with  authorized  power,  the 
station  may  operate  with  reduced  power 
for  a  period  not  to  exceed  10  days.  In 
the  event  the  period  of  reduced  power 
operation  exceeds  10  days,  the  Commis- 
sion and  the  Engineer  in  Charge  of  the 
radio  district  in  which  the  station  is  lo- 
cated shall  be  notified  in  writing  on  the 
eleventh  day  and  shall  also  be  notified 
when  oiJeration  with  authorized  power 
is  resumed. 

3.  Section  3.687 1 a)  (2)  is  amended  to 
read  as  follows: 

§  3.(tS7      TranKnlitler^      and      a>>4M-ialed 
equipment. 

( a )  Visual  transmitter.  *  ♦  • 
«2)  For  color  transmission,  the  stand- 
ard given  by  subparagraph  (1)  of  this 
paragraph  applies  except  as  modified  by 
the  following:  A  sine  wave  of  3.58  Mc  s 
introduced  at  those  terminals  of  the 
transmitter  which  are  normally  fed  the 
composite  color  picture  signal  shall  pro- 
duce a  radiated  signal  having  an  ampli- 
tude (as  measured  with  a  diode  on  the 
R.F.  transmission  line  supplying  power 
to  the  antenna)  which  is  down  6±2  db 
with  respect  to  a  signal  produced  by  a 
sine  wave  of  200  kc/s.  In  addition,  be- 
tween the  modulating  frequencies  of  2.1 
and  4.1  Mc  s,  the  amplitude  of  the  radi- 
ated signal  shall  not  vary  by  more  than 
-*:2  db  from  its  value  at  3.58  Mc/s.  At 
the  modulating  frequency  of  4.18  Mc  s. 
the  amplitude  of  the  radiated  signal 
.shall  not  be  down  more  than  4  db  below 
its  value  at  3.58  Mc  s. 

4.  Section  3.689  is  amended  to  read 
as  follows: 

§  .?.f>89      Operating   power. 

'a>  Determination — <li  Visual  trans- 
mitter. The  operating  power  of  the 
visual  transmitter  shall  be  determined  at 
the  output  terminals  of  the  transmit- 
ter, which  includes  any  vestigial  side- 
band and  harmonic  filters  which  may  be 
used  during  normal  operation.  For  this 
determination  the  average  power  output 
shall  be  measured  while  operating  into 
a  dummy  load  of  substantially  zero  re- 
actance and  a  resistance  equal  to  the 
transmission  line  characteristic  imped- 
ance. During  this  measurement  the 
transmitter  shall  be  modulated  only  by 
a  standard  synchronizing  signal  with 
blanking  level  set  at  75  percent  of  peak 
amplitude  as  observed  in  an  output 
monitor,   and   with   this   blanking  level 
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amplitude  maintained  throughout  the 
time  tntenral  between  synchronizing 
pulse*.  If  electrical  derlces  are  used  to 
determine  the  output  power,  such  de- 
vices shall  permit  determination  of  this 
power  to  within  an  accuracy  of  ±5  per- 
cent of  the  power  Indicated  by  the  full 
scale  reading  of  the  electrical  indicating 
instrument  of  the  device.  If  temperature 
and  coolant  flow  Indicating  devices  are 
used  to  determine  the  power  ouU>ut.  such 
devices  shall  permit  determination  of 
this  power  to  within  an  accuracy  of  4 
percent  of  measured  average  power  out- 
put. The  peak  power  output  shall  be 
the  power  so  measured  in  the  dummy 
load  multiplied  by  the  factor  1.68.  Dur- 
ing this  measurement  the  direct  plate 
voltage  and  current  of  the  last  radio 
stage  and  the  transmission  line  meter 
shall  be  read  and  compared  with  similar 
readings  taken  with  the  dummy  load 
replaced  by  the  antenna.  These  read- 
ings shall  be  in  substantial  agreement. 

(2)  Aural  traJismitter.  The  operating 
power  of  the  aural  transmitter  shall  be 
determined  by  either  the  direct  or  in- 
direct method. 

( 1 )  Using  the  direct  method,  the  power 
shall  be  measured  at  the  output  terminals 
of  the  transmitter  while  operating  into 
a  dummy  load  of  substantially  zero  re- 
actance and  a  resistance  equal  to  the 
transmission  line  characteristic  imped- 
ance. The  transmitter  shall  be  unmodu- 
lated during  this  measurement.  If  elec- 
trical devices  are  used  to  determine  the 
output  power,  such  devices  shall  permit 
determination  of  this  power  to  within  an 
accuracy  of  :t5  percent  of  the  power 
indicated  by  the  full  scale  reading  of  the 
electrical  indicating  instnmient  of  the 
device.  If  temperature  and  coolant  flow 
Indicating  devices  are  used  to  determine 
the  power  output,  such  devices  shall  per- 
mit determination  of  this  power  to  within 
an  accuracy  of  4  percent  of  measured 
average  power  output.  During  this  meas- 
urement the  direct  plate  voltage  and 
current  of  the  last  radio  stage  and  the 
transmission  line  meter  shall  be  read 
and  compared  with  similar  readings 
taken  with  the  dummy  load  replaced  by 
the  antenna.  These  readings  shall  be 
in  substantial   agreement. 

(ii)  Using  the  indirect  method,  the 
operating  power  is  the  product  of  the 
plate  voltage  (£,)  and  the  plate  current 
dp)  of  the  last  radio  stage,  and  an  effi- 
ciency factor.  F,  as  follows: 

Operating  power  =EpXlpXF 

(ill)  The  efiflciency  factor,  F.  shall 
originally  be  established  by  the  trans- 
mitter manufacturer  for  each  type  of 
transmitter  for  which  he  submits  data  to 
the  Commission,  and  shall  be  shown  in 
the  instruction  books  supplied  to  the  cus- 
tomer with  each  transmitter.  In  the 
case  of  composite  equipment,  the  factor 
F  shall  be  furnished  to  the  Commission 
by  the  applicant  along  with  a  statement 
of  the  basis  used  in  determining  such 
factor. 

(h)  Maintenance — (1)  Visual  trans- 
mitter. The  peak  power  shall  be  moni- 
tored by  a  peak  reading  meter  which 
reads  proportional  to  voltage,  current, 
or  power  at  the  output  terminals  of  the 
transmitter,  this  meter  to  be  calibrated 
at  Intervals  not  exceeding  6  months.  The 
meter  shall  cover,  as  a  minimum,  the 
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range  from  80  to  110  percent  of  author- 
ized power  and  it  shall  be  of  sufficient 
accuracy  and  clarity  of  indication  to 
permit  maintaining  the  operating  power 
within  the  prescribed  tolerance  or  the 
meter  shall  be  calibrated  to  read  directly 
in  power  units.  The  operating  power  so 
monitored  shall  be  maintained  as  near 
as  practicable  to  the  authorized  power 
and  shall  not  be  less  than  80  percent  nor 
greater  than  110  percent  of  authorized 
power  except  as  indicated  in  subpara- 
graph (3)  of  this  paragraph. 

<2)  Aural  transmitter.  (i>  The  oper- 
ating power  shall  be  maintained  as  near 
as  practicable  to  the  authorized  power 
and  shall  not  be  less  than  80  percent  nor 
greater  than  110  percent  of  authorized 
power  except  as  indicated  in  subpara- 
graph '3)  of  this  paragraph. 

(11)  When  determined  by  the  direct 
method,  the  operating  power  of  the 
transmitter  shall  be  monitored  using  a 
transmission  line  meter  which  reads 
proportional  to  the  voltage,  current,  or 
power  at  the  output  terminals  of  the 
transmitter,  the  meter  to  be  calibrated 
at  Intervals  not  exceeding  6  months.  The 
calibration  shall  cover,  as  a  minimum, 
the  range  from  80  to  J 10  percent  of  au- 
thorized power  and  the  meter  shall  pro- 
vide clear  indications  which  wiU  permit 
maintaining  the  operating  power  within 
the  prescribed  tolerance  or  the  meter 
shall  be  calibrated  to  read  directly  in 
power  units. 

(3)  Reduced  power.  In  the  event  it 
becomes  technically  impossible  to  oper- 
ate with  the  authorized  power,  the  sta- 
tion may  be  operated  with  reduced  power 
for  a  period  of  10  days  or  less  without 
further  authority  of  the  Commission: 
Provided.  That  the  Commission  and  the 
Engineer  in  Charge  of  the  radio  district 
in  which  the  station  is  located  shall  be 
immediately  notified  in  WTiting  if  the 
station  is  unable  to  maintain  the  mini- 
mum operating  schedule  ' specified  In 
§  3.651 )  with  authorized  power  and  shall 
be  subsequently  notified  upon  resumption 
of  operation  with  authorized  power. 

[PR      Doc      62-386;     Filed,    Jan      11,     1962, 
8  51  a  m  I 
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PART  7— STATIONS  ON  LAND  IN  THE 
MARITIME  SERVICES 

PART  11— INDUSTRIAL  RADIO 
SERVICES 

PART  16— LAND  TRANSPORTATION 
RADIO  SERVICES 

Eligibility  Rules  for  Authorizations  in 
Certain  Safety  and  Special  Radio 
Services 

1.  Notice  of  proposed  rule  making  in 
the  above-captioned  matter  was  released 
on  October  23.  1961.  and  it  was  published 
in  the  Federal  Register  on  October  26. 
1961  (26  P.R.  10075).  With  the  notice, 
the  Commission  invited  comments  on  a 
proposal  to  amend  its  rules  Kovernin-^ 
ehgibility  for  authorizations  for  Power, 
Petroleum,  Forest  Products,  Motion 
Pictures.  Relay  Press.  Motor  Carrier. 
Railroad  radio  stations.  Limited  coast 
stations  using  telegraphy.  Limited  coast 
stations  using  telephony,  and  Fixed  sta- 
tions associated  with  the  Maritime  Mo- 


bile Service,  to  extend  the  eligibility  for 
such  authorizatlMis  to  a  subsidiary  cor- 
poration proposing  to  furnish  a  non- 
profit radiocommunication  service  to  its 
parent  corporation  or  to  another  sub- 
sidiary of-  the  same  parent  corporation 
where  the  party  to  be  served  is  engaged 
in  one  or  moie  of  the  activities  which 
establish  the  basic  eligibility  in  the  par- 
ticular radio  service.  The  Commission 
also  proposed  to  amend  }  16.3  to  cover 
the  parent-subsidiary  arrangement,  and 
to  delete  from  §S  7.203  and  7.351  of  the 
rules  the  provisions  contained  in  para- 
graphs <a)<2)  of  these  sections.  Com- 
ments were  invited  by  November  15. 
1961.  and  reply  comments  by  Novem- 
ber 25.  1961. 

2.  Timely  comments  were  filed  by  The 
National  Committee  for  Utilities  Radio 
•  NCUR).  the  Central  Committee  on 
Communications  Facilities  of  the  Amer- 
ican Petroleum  Institute  (Central  Com- 
mittee). Forest  Industries  Radio  Com- 
munications (FIRC) .  Humble  Communi- 
cations Company  (Humble),  and  by  The 
A^ssociation  of  American  Railroads 
( AAR ) .  No  reply  conmients  have  been 
filed.  All  comments  supported  the  Com- 
mission's proposed  amendments;  how- 
ever. Central  Committee  conditioned  its 
support  of  the  Commission's  proposed 
amendment  of  §  11.301  upon  the  reten- 
tion of  the  provisions  now  contained  in 
paragraphs  <a)  and  (b)  of  that  section. 
The  notice  of  proposed  rule  making  did 
not  suggest  that  the  Commission  would 
consider  other  changes  in  the  Rules  be- 
yond those  specifically  described  therein. 
Accordingly,  no  other  changes  have  been 
contemplated,  nor  are  any  undertaken 
herein. 

3.  Humble,  in  addition  to  supporting 
adoption  of  the  proposed  amendments, 
requested  the  Commission  to  expand  or 
Interpret  the  amendments  to  permit  a 
licensee  thereunder  to  furnish  radiocom- 
munication service  to  affiliates  of  the 
licensee  in  addition  to  its  parent  or  to 
another  subsidiary  of  the  same  parent. 
Humble's  proposal  to  include  affiliates 
into  the  arrangements  adopted  herein 
goes  beyond  the  scope  of  the  notice  of 
proposed  rule  making.  Furthermore, 
the  term  'affiliate"  is  not  well  defined 
and  its  adoption  into  our  rules  might 
cause  serious  problems  of  interpretation. 
Accordingly,  Humble's  request  is  denied. 

4  As  stated  In  the  notice  of  proposed 
rule  making,  the  purpose  of  the  amend- 
ments is  to  incorporate  Into  the  eligibil- 
ity rules  of  the  various  Safety  and  Spe- 
cial Radio  Services  the  parent-subsid- 
iary arrangement  which  is  now  found 
in  the  eligibility  rules  for  certain  other 
Safety  and  Special  Radio  Services;  i.e.. 
Special  Industrial.  Business.  Telephone 
Maintenance  and  Citizens  Radio  Serv- 
ices, because  this  provision  has  been 
shown  to  have  worked  satisfactorily  in 
these  services  in  that  it  enables  a  group 
of  corporations,  under  common  owner- 
ship or  control,  having  similar  radio- 
communication  needs  to  meet  these 
needs  by  operating  one  radio  system.  We 
adhere  to  that  view. 

5.  In  accordance  with  the  policy  con- 
tained in  §  16.3.  the  same  requirements 
are  imposed  upon  applicants  and  licen- 
sees in  the  Motor  Carrier  and  Railroad 
Radio  Services  under  the  parent-sub- 
sidiary arrangement  adopted  herein  as 
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those  imposed  in  1 16.3(c)  upon  users  of 
the  other  cooperative  anrmngcmento 
under  Part  16  of  the  rulea.  The  AAR. 
the  only  organization  representinc  li- 
censees under  Part  16  which  filed  com- 
ments, stated  that  It  did  not  oppose  the 
imposition  of  this  requirement. 

6.  The  provision  contained  in  para- 
;;raplis  (a)(2)  of  S§  7.203  and  1J351  are 
deleted.  Persons  who  might  conceivably 
be  eligible  under  these  provisions  would 
b:?  eligible,  as  far  as  it  can  be  foreseen. 
under  the  parent-subsidiary  arrange- 
ment or  under  the  provisions  of  55  7.203 
(a>  (3)  or  7.351(a)(5), 

7.  Authority  for  the  amendments  or- 
dered herein  is  found  in  sections  4(1) 
and  303  of  the  Communications  Act  of 
1934.  as  amended. 

8.  It  is  ordered.  This  3d  day  of  Jan- 
uar>'  1962,  that  effective  February  13. 
1962.  Parts  7.  11,  and  16  of  the  Commis- 
sion's rules  are  amended  as  set  forth 
below. 

(Sec.  4.  48  Stat.  1066,  as  amended;  47  U.S.C. 
164.  Interprets  or  applies  sec.  303,  48  Stat, 
1082,  aa  amended:  47  U.S.C.  303) 

Released:  January  8,  1962. 

Federal  Communications 
Commission,* 
[SEALl         Ben  F.  Wapli, 

Acting  Secretary. 

1.  Section  7.203(a)(2)  Is  amended  to 
read  as  follows:  | 

§  7.203  Supplemental  eliKibiltly  require- 
ments for  limited  coat>t  station  au- 
thorization. 

(a)    •  •  • 

(2>  A  subsidiary  corporation  propos- 
ing to  furnish  a  non-profit  radloc(»n- 
munication  service  to  its  parent  corpo- 
ration or  to  another  subsidiary  of  the 
same  parent  where  the  party  to  be  served 
is  regularly  engaged  in  performing  a 
service  for  one  or  more  governmental 
agencies;  or 

2.  Section  7.351(a)  (1)  through  (5)  is 
amended  to  read  as  follows: 

§  7.331  Supplemental  eligibility  require- 
ments. I 

(a)    •    •   •  I 

<  1 )  Regularly  engaged  in  the  opera- 
tion of  one  or  more  commercial  transport 
vessels,  or  one  or  more  vessels  of  a  mu- 
nicipal or  state  government;  or  is 

(2)  Legally  responsible  for  the  opera- 
tion, control,  maintenance,  or  develop- 
ment of  a  harbor,  port,  or  waterway  used 
by  commercial  transport  vessels;  or  is 

(3)  Engaged  in  furnishing  a  ship  ar- 
rival and  departure  service,  and  will  em- 
ploy the  station  only  for  the  purpose  of 
obtaining  the  information  essential  to 
that  service;  or  is 

<4)  A  subsidiary  corporation  propos- 
ing to  furnish  a  non-profit  radiocom- 
munication service  to  its  parent  cor- 
poration or  to  another  subsidiary  of  the 
same  parent  where  the  party  to  be  served 
is  regularly  engaged  in  one  or  more  ac- 
tivities set  forth  in  subparagraphs  (1), 
<2i,  and  (3)  of  this  paragraph;  or  is 

<5)  A  non-profit  corporation  or  asso- 
ciation, organized  for  the  purpose  of 
furnishing  a  maritime  mobile  service 
solely  to  persons  who  are  engaged  m  the 
operation  of  one  or  more  commercial 
transport  vessels. 

'  Oommlssloner  Cross   dissenting. 
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3.  Section  7.451  is  amended  to  read  as 
follows: 

§-  7.451     Sapplementitl  eKgibility  reqnire- 
menU. 

(a)  Subject  to  the  basic  eligibility  re- 
quirements set  forth  in  S  7.23,  the  fol- 
lowing perscma  are  eligible  for  authoriza- 
tions for  marine  fixed  stations: 

(1)  Perstms  engaged  in  prospecting 
for,  producing,  collecting,  refining,  or 
transporting  petroleum  or  petroleum 
products  in  the  Immediate  vicinity  of  the 
marine  fixed  station  requested ; 

(2)  Persons  engaged  in  an  activity 
in  the  immediate  vicinity  of  the  marine 
fixed  station  requested  which  activity  is 
necessary  to  a  construction  project  of 
a  public  character:  or 

(3)  A  subsidiary  corporation  propos- 
ing to  furnish  a  non-profit  radiocom- 
munication service  to  its  parent  cor- 
poration or  to  another  subsidiary  of  the 
same  parent  where  the  party  to  be  served 
is  engaged  in  one  or  more  of  the  activi- 
ties set  forth  in  subparagraphs  (1)  and 
(2)  of  this  paragraph. 

(b)  Additionally,  and  subject  to  the 
basic  eligibility  requirements  set  forth 
in  S  7.23.  authorizations  for  marine  fixed 
stations  may  be  granted  to  any  non- 
profit corporation  or  association,  organ- 
ized for  the  purpose  of  furnishing  a 
radiocommunication  service  solely,  to 
persons  who  are  actually  engaged,  in  the 
immediate  vicinity  of  the  marine  fixed 
station,  in  one  or  more  of  the  activities 
designated  in  paragraphs  (a)(1)  and 
(a)  (2)  of  this  section.  Such  a  corpora- 
tion or  association  shall  render  service 
only  on  a  non-profit  cost-sharing  basis, 
said  costs  to  be  prorated  on  an  equitable 
basis  among  all  persons  to  whom  serv- 
ice is  rendered.  Records  which  reflect 
the  cost-sharing  non-profit  basis  shall 
be  maintained  and  held  available  for 
inspection  by  Commission  representa- 
tives. 

4.  Section  11.251  Is  amended  to  add  a 
new  provision;  as  amended,  paragraphs 
(d)  and  (e)  read  as  follows: 

§11.251     Eligibility. 

•  •  «  •  • 

(d)  A  subsidiary  corporation  propos- 
ing to  furnish  a  non-profit  radiocommu- 
nication service  to  its  parent  coriraration 
or  to  another  subsidiary  of  the  same 
parent  where  the  party  to  be  served  is 
engaged  In  one  of  the  activities  set  forth 
In  paragraphs  (a),  (b),  and  (c)  of  this 
section. 

(e)  A  non-profit  corporation  or  as- 
sociation, organized  for  the  purpose  of 
furnishing  a  radiocommunication  serv- 
ice to  persons  who  are  actually  engaged 
in  one  or  more  of  the  activities  set  forth 
in  paragraphs  (a),  (b).  and  (c)  of  this 
section.  Such  a  corporation  or  associa- 
tion shall  render  service  only  on  a  non- 
profit cost-sharing  basis,  said  costs  to 
be  prorated  on  an  equitable  basis  among 
all  persons  to  whom  service  in  rendered. 
Records  which  reflect  the  cost-sharing 
non-profit  nature  of  the  arrangement 
shall  be  maintained  and  held  available 
for  inspection  by  Commission  represent- 
atives. Each  person  licensed  imder  the 
provisions  of  this  paragraph  shall  obtain 
prior  approval  from  the  Commission  for 
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each  person  who  pr(^)oses  to  participate 
in  the  licensee's  service. 

5.  Section  11.301  is  amended  to  add  a 
new  iM-ovision;  as  amended,  paragrai^is 
(b)  and  (c)  read  as  follows: 

§  11.301      EligibUity. 

•  •  •  •  • 

(b)  A  subsidiary  corporation  propos- 
ing to  furnish  a  non-profit  radiocom- 
munication service  to  its  parent  cor- 
poration or  to  another  subsidiary  of  the 
same  parent  where  the  party  to  be  served 
is  engaged  in  one  or  more  of  the  activi- 
ties set  forth  in  paragraph  (a)  of  this 
section. 

(c)  A  n<Mi-profit  corporation  or  asso- 
ciation, organized  for  the  purpose  of  fur- 
nishing a  radiocommunication  service  to 
persons  who  are  actually  engaged  in  one 
or  more  of  the  activities  set  forth  in 
paragraph  (a)  of  this  section.  Such  a 
corporation  or  association  shall  render 
service  only  on  a  non-profit  cost-sharing 
basis,  said  costs  to  be  prorated  on  an 
equitable  basis  among  all  i}ersons  to 
whom  service  is  rendered.  Records 
which  reflect  the  cost-sharing  non-profit 
nature  of  the  arrangement  shall  be 
maintained  and  held  available  for  in- 
spection by  Commission  representatives. 
Each  person  licensed  under  the  provi- 
sions of  this  paragraph  shall  obtain  prior 
approval  from  the  Commission  for  each 
person  who  proposes  to  participate  in  the 
licensee's  service. 

6.  Section  11.351  is  amended  to  add  a 
new  provision;  as  amended,  paragraphs 
(b)  and  (c)  read  as  follows: 

§11.351     ElijiibilitT. 

•  •  •  •  • 

(b)  A  subsidiary  corporation  propos- 
ing to  furnish  a  non-profit  radiocom- 
munication service  to  its  parent  corpora- 
tion or  to  another  subsidiary  of  the  same 
parent  where  the  party  to  be  served  is 
engaged  In  any  of  the  activities  set  forth 
in  paragraph  (a)  of  this  section. 

(c)  A  non-profit  coiporation  or  asso- 
ciation, organized  for  the  purpose  of  fur- 
nishing a  radiocommunication  service 
solely  to  persons  who  are  actually  en- 
gaged in  one  or  more  of  the  activities  set 
forth  in  paragraph  (a)  of  this  sectitm. 
Such  a  corporation  or  association  shall 
render  service  only  on  a  non-profit  cost- 
sharing  basis,  said  costs  to  be  prorated 
on  an  equitable  basis  among  all  persons 
to  whom  service  is  rendered.  Records 
which  refiect  this  cost-sharing,  non- 
profit basis  shall  be  maintained  and  held 
available  for  inspection  by  Commission 
representatives.  Each  person  licensed 
imder  the  provisions  of  this  paragraph 
shall  obtain  prior  approval  from  the 
Commission  for  each  person  who  pro- 
poses to  participate  in  the  licensee's 
service. 

7.  Section  11.401  is  amended  to  add  a 
new  provision;  as  amended,  paragraphs 
(b)  and  (c)  read  as  follows: 

§11.401      Eligibility. 

•  •  •  •  • 

(b)  A  subsidiary  corporation  propos- 
ing to  furnish  a  non-profit  radiocom- 
munication service  to  Its  parent  corpora- 
tion or  to  another  subsidiary  of  the  same 
parent  whtrt  the  party  to  be  served  is 
engaged  in  the  production  or  fil&taig  of 
motion  pictures. 
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(c)  A  non-profit  corporation  or  asso- 
ciation, organized  for  the  purpose  of  fur- 
nishing a  radlocommunlcatlon  service 
solely  to  persons  who  are  actually  en- 
gaged In  one  or  more  of  the  activities  set 
forth  In  paragraph  (a)  of  this  section. 
Such  a  corporation  or  association  shall 
render  service  only  on  a  non-profit  cost- 
sharing  basis  among  all  persons  to  whom 
service  is  rendered.  Records  which  re- 
flect this  cost-sharing  non-profit  basis 
shall  be  maintained  and  held  available 
for  insi>ectlon  by  Commission  repre- 
sentatives. Each  person  licensed  under 
the  provisions  of  this  paragraph  shall 
obtain  prior  approval  from  the  Commis- 
sion for  each  person  who  proposes  to 
participate  in  the  licensee's  service. 

8.  Section  11.451  is  amended  to  add 
a  new  provision;  as  amended,  paragraphs 
(b)  and  (c)  read  as  follows: 

§  11.451     Eligibility. 

•  •  •  •  • 

(b)  A  subsidiary  corporation  propos- 
ing to  furnish  a  non-profit  radlocom- 
munlcatlon service  to  its  parent  cor- 
poration or  to  another  subsidiary  of  the 
same  parent  where  the  party  to  be  served 
is  engaged  in  one  or  more  of  the  activi- 
ties set  forth  in  paragraph  (a)  of  this 
section. 

(c)  A  non-profit  corporation  or  as- 
sociation, organized  for  the  purpose  of 
furnishing  a  radlocommunlcatlon  service 
solely  to  persons  who  are  actually  en- 
gaged in  one  or  more  of  the  activities 
set  forth  in  paragraph  (a)  of  this  sec- 
tion. Such  a  corporation  or  association 
shall  render  service  only  on  a  non-profit 
cost-sharing  basis,  said  costs  to  be  pro- 
rated on  an  equitable  basis  among  all 
persons  to  whom  service  is  rendered. 
Records  which  reflect  this  cost -sharing 
non-profit  basis  shall  be  maintained  and 
held  available  for  Inspection  by  Commis- 
sion representatives.  Each  person  li- 
censed imder  the  provisions  of  this  para- 
graph shall  obtain  prior  approval  from 
the  Commission  for  each  person  whb  pro- 
poses to  participate  in  the  licensee's 
service. 

9.  Section  16.3(c)  is  amended  to  add 
a  new  provision:  as  amended,  the  intro- 
ductory text  of  paragraph  (o>  reads  as 
follows: 

§  16.3      Arrangements  for  cooperative  u»ve 
of  facilities. 


(c)  A  licensee  authorized  under  the 
provisions  of  the  various  subparts  of 
this  part  which  makes  eligible  in  certain 
of  these  services,  either  a  non-profit 
corporation  or  association  organized  for 
the  purpose  of  furnishing  a  private  ra- 
dlocommunlcatlon service  to  persons  en- 
gaged in  the  respective  activities,  or  a 
subsidiary  corporation  proposing  to  fur- 
nish a  private  radiocommuiiication  serv- 
ice to  the  parent  corporation  or  to  an- 
other subsidiary  of  the  same  parent 
where  the  party  to  be  served  is  engaged 
in  the  respective  activities,  may  render 
that  communication  service  only  upon 
specific  advance  approval  by  the  Com- 
mission with  respect  to  every  person  to 
whom  such  radlocommunlcatlon  service 
is  to  be  rendered  and  upon  satisfaction 
of  the  following  additional  conditions: 
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10.  Section  16.251(a)  is  amended  to 
add  a  new  provision:  as  amended,  sub- 
paragraphs (5)  and  (6)  read  as  follows: 

§  16.251      Eligibility   for  license. 

(a)    •   •   • 

(5)  A  subsidiary  corporation  propos- 
ing to  furnish  a  non-profit  radiocom- 
munlcatlon  service  to  its  parent  corpora- 
tion or  to  another  subsidiary  of  the  same 
parent  where  the  party  to  be  served  is 
engaged  in  one  or  more  of  Uie  activities 
set  forth  in  subparagraphs  1 1  >  through 
(4)  of  this  paragraph. 

(6)  A  non-profit  corporation  or  asso- 
ciation organized  for  the  purpose  of 
furnishing  a  radiocommunication  service 
on  a  cost-sharing  basis  to  persons  all  of 
whom  are  actually  engaged  in  activities 
set  forth  in  subparagraphs  ( 1 )  through 
•  4)  of  this  paragraph:  Provided.  That 
the  frequency  on  which  such  operation  is 
proposed  is  available  for  assignment  for 
use  by  base  stations  or  mobile  stations 
in  connection  with  all  such  transporta- 
tion activities. 

11.  Section  16.351(a)  Is  amended  to 
add  a  new  provision:  sis  amended,  sub- 
paragraphs (2>  and  (3>  read  as  follows: 

§  16.351      Eligibility. 

(a)    •   •   • 

(2)  A  subsidiary  corporation  propos- 
ing to  render  a  non-profit  radiocommu- 
nication service  to  its  parent  corporation 
or  to  another  subsidiary  of  the  same 
parent  where  the  party  to  be  served 
is  engaged  in  the  activities  set  forth  in 
subparagraph  (1)  of  this  paragraph. 

(3)  A  non-profit  organization  or  as- 
sociation organized  for  the  purp>ose  of 
furnishing  a  radibcommunication  serv- 
ice solely  to  railroad  common  carriers 
who  are  actually  engaged  in  the  activity 
set  forth  under  subparagraph  1 1 »  of  this 
paragraph. 

(PR.     Doc.    62-387:     Piled.    Jan      11.     1962; 
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Title  22— FOREIGN  RELATIONS 

Chapter  I — Department  of  State 

(Dept.  Reg   108.4751 

PART  51— PASSPORTS 

Pursuant  to  the  authority  vested  in 
me  by  Paragraph  126  of  Executive  Order 
No.  7856  dated  March  31. 1938,  issued  un- 
der the  authority  of  section  1  of  the  Act 
of  Congress  approved  July  3.  1926.  44 
Stat.  887  (22  U.S.C.  211a)  and  section 
4  of  the  Act  of  May  26.  1949.  63  Stat.  HI 
(5  US.C.  151c)  I  hereby  revise  5S  51.135 
to  51.170  inclusive  of  Part  51  of  Title  22 
of  the  Code  of  Federal  Regulations  to 
read  as  follows: 

§  51.135      Denial  of  pa.«<tport.H  to  members 
of  Communi.Ht  organ izalion.i. 

A  passport  shall  not  be  issued  to,  or 
renewed  for,  any  individual  who  the  is- 
suing officer  knows  or  has  reason  to  be- 
lieve is  a  member  of  a  Communist  or- 
ganization registered  or  required  to  be 
registered  under  section  7  of  the  Sub- 
versive Activities  Control  Act  of  1950  as 
amended.    (50  U.S.C,  sec.  786. ) 

§  51.136     Limitations  on  i^Muanrp  of  pa.<««- 
ports  to  certain  other  per»on.H. 

In  order  to  promote  and  safeguard 
the  interests  of  the  United  States,  pass- 


port facilities,  except  for  direct  and  Im- 
mediate return  to  the  United  States, 
shall  be  refused  to  a  person  when  it  ap- 
pears to  the  satisfaction  of  the  Secretary 
of  State  that  the  person's  activities 
abroad  would:  (a)  Violate  the  laws  of 
the  United  States;  (b)  be  prejudicial  to 
the  orderly  conduct  of  foreign  relations ; 
or  (c)  otherwise  be  prejudicial  to  the 
interests  of  the  United  States. 

§51.137  Tentative  denial  of  passports 
and  available  administrative  pro- 
cedures. 

Any  person  whose  application  for  a 
passport  or  renewal  of  a  passport  has 
been  tentatively  denied  under  9  51.135  or 
§  51.136  shall  be  entitled  to  a  notification 
in  writing  of  the  tentative  denial.  The 
notification  shall  set  forth  clearly  and 
concisely  the  sisecific  reasons  for  the 
denial  and  the  procedures  for  review 
available  to  the  applicant. 

§  51.138  Procedure  for  review  of  tenta- 
tive  denial. 

(a)  A  person  whose  application  for  a 
passport  or  renewal  of  a  passport  has 
been  tentatively  denied  in  accordance 
with  §51.135  or  §51.136  shaU  be  en- 
titled, upon  request,  and  before  the 
denial  becomes  final,  to  present  to  the 
Passp>ort  Office  any  information  he  deems 
relevant  to  support  his  application.  He 
shall  be  entitled  to  appear  in  p)erson 
before  a  Hearing  Officer  In  the  Passport 
Office:  to  be  represented  by  counsel:  to 
present  evidence:  to  be  Informed  of  the 
evidence  upon  which  the  Passport  Office 
relied  as  a  basis  for  the  tentative  denial: 
to  be  informed  of  the  source  of  such  evi- 
dence: and  to  confront  and  cross- 
examine  adverse  witnesses. 

(b)  The  applicant  shall,  upon  request 
by  the  Hearing  Officer,  confirm  his  oral 
statements  in  an  affidavit  for  the  record. 
After  the  applicant  has  presented  his 
case,  the  Passport  Office  shall  review  the 
record  and  advise  the  applicant  of  its 
decision.  In  making  its  decision,  the 
Passport  Office  shall  not  take  into  con- 
sideration confidential  security  Informa- 
tion that  Is  not  made  available  to  the 
applicant  In  accordance  with  paragraph 
<a»  of  this  section.  If  the  decision  is 
adverse  to  the  applicant,  he  shall  be 
notified  In  writing,  and  the  notification 
shall  state  the  reasons  for  the  decision. 
Such  notification  shall  also  inform  the 
apphcant  of  his  right  to  appeal  to  the 
Board  of  Passport  Appeals  under  §  51.139. 

§  51.139      Appeal   by  pa!i.«port  applicant. 

In  the  event  of  a  decision  adverse  to 
the  applicant,  he  shall  be  entitled  within 
thirty  days  after  receipt  of  notice  of  such 
decision  to  appeal  his  case  to  the  Board 
of  Passport  Appeals  provided  for  In 
§  51.150. 

§  51.150  Creation  and  functions  of  Board 
of  Paftnport  .Appeals. 

There  Is  hereby  established  within  the 
Department  of  State  a  Board  of  Pass- 
port Appeals,  hereinafter  referred  to  as 
the  Board,  composed  of  not  less  than 
three  officers  of  the  Department  to  be 
designated  by  the  Secretary  of  State. 
The  Board  shall  act  on  all  appeals  under 
§  51.139.  The  Board  shall  adopt  and 
make  public  rules  of  procedure  to  be 
approved  by  the  Secretary. 
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§  51.131      Organization   of   Board. 

The  Board  of  Passport  Appeals  shaU 
consist  of  three  or  more  members  desig- 
nated by  the  Secertary  of  State,  one  of 
w  horn  shall  be  designated  by  the  Secre- 
tary as  Chairman.  The  Chairman  shall 
as.sure  that  there  is  assigned  to  hear  the 
appeal  of  any  applicant  a  panel  of  not 
Ics.s  than  three  members  including  him- 
self or  his  designee  as  presiding  officer, 
which  number  shall  constitute  a  quortmi. 

t;. 11. 1 52      Cliairman.  | 

The  Chairman,  or  his  designee,  shall 
preside  at  all  hearings  of  the  Board,  and 
shall  be  empowered  in  all  respects  to  reg- 
ulate the  course  of  the  hearings  and  to 
pass  upon  all  issues  relating  thereto.  The 
Chairman,  or  his  designee,  shall  be  em- 
powered to  administer  oaths  and 
affirmations. 

§  51.153      Counsel    to   the   Board. 

A  Counsel,  to  be  designated  by  the 
Sfif  retary  of  State,  shall  be  responsible 
ytothe  Board  for  the  schedule  and  pre- 
sentation of  cases:  for  assistance  in  legal 
and  procedural  matters;  for  providing 
information  to  the  applicant  as  to  his 
procedural  rights  before  the  Board;  for 
maintenance  of  records:  and  for  such 
other  duties  as  the  Board,  or  the  Chair- 
man on  Its  behalf,  may  determine. 

§  5l.l5i      Examiner. 

The  Board  may.  In  Its  discretion,  ap- 
point an  examiner  In  any  case,  who  may, 
with  respect  to  such  case  be  vested  with 
any  or  all  authority  vested  in  the  Board 
or  the  Chairman,  subject  to  review  and 
final  decision  by  the  Board,  but  an  ap- 
plicant shall  not  be  denied  an  oppor- 
tunity for  a  hearing  before  the  Board 
unless  he  expressly  waives  it. 

§  5 1 . 1 55  Duty  of  Board  to  advise  Seere- 
tary  of  State  on  arlion  for  disposition 
of   appealed   cases. 

It  shall  be  the  duty  of  the  Board,  on 
the  basis  of  the  evidence  on  the  record,  to 
advise  the  Secretary  of  the  action  it  finds 
necessary  and  proper  to  the  disposition 
of  the  cases  appealed  to  it,  and  to  this 
end  the  Board  may  first  call  for  clarifi- 
cation of  the  record;  make  further  In- 
vestigation: or  take  other  action  con- 
sistent with  Its  duties. 

8  51 . 1 56  BafiN  for  findings  of  fact  by  the 
Board. 

In  making  or  reviewing  findings  of 
fact,  the  Board,  and  all  others  with  re- 
sponsibility for  so  doing  under  §§  51.135 
to  51.154  shall  be  convinced  by  a  pre- 
ponderance of  the  evidence,  as  would  a 
trial  court  in  a  civil  case.  In  determin- 
ing whether  there  is  a  preponderance  of 
evidence  supporting  the  denial  of  a  pass- 
port, the  Board  shall  consider  the  en- 
tire record  before  It.  The  Board  shall 
not  take  Into  consideration  any  con- 
fidential security  Information  which  is 
not  part  of  the  record. 

§  51.157      Decisions  of  the  Board. 

Decisions  shall  be  by  majority  vote. 
Voting  may  be  either  In  open  or  closed 
session  on  any  question  except  recom- 
mendations under  §  51.155  which  shall 
be  in  closed  session.  Decisions  under 
§  51.155  shall  be  In  writing  and  shall  be 
signed  by  all  participating  members  of 
the  Board. 
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§  51.158     Delivery  of  papers. 

Appeals  or  other  papers  for  the  atten- 
tion of  the  Board  may  be  delivered  per- 
sonally, by  registered  mail,  or  by  leaving 
a  copy  at  the  office  of  the  Board  at  the 
address  to  be  stated  in  the  notification 
of  adverse  decision  furnished  to  the  ap- 
plicant by  the  Passport  Office. 

§  51.159      Notice  of  hearing. 

An  applicant  shall  receive  not  less  than 
five  business  days  notice  in  writing  of 
the  scheduled  date  and  place  of  hearing, 
which  shall  be  set  for  a  time  as  soon 
as  possible  after  receipt  by  the  Board  of 
the  applicant's  appeal. 

§  51.160     Appearance. 

Any  party  to  any  proceeding  before 
the  Board  may  appear  in  person,  or  by 
or  with  his  attorney,  who  must  possess 
the  requisite  qualifications,  as  herein- 
after set  forth,  to  practice  before  the 
Board. 

§  51.161      Applicant's  attorney. 

(a)  Attorneys  at  law  in  good  standing 
who  are  admitted  to  practice  before  the 
Federal  courts  or  before  Uie  courts  of 
any  State  or  Territory  of  the  United 
States  may  practice  before  the  Board. 

(b)  No  officer  or  employee  of  the  De- 
partment of  State  whose  official  duties 
have,  In  fact,  included  participation  in 
the  investigation,  preparation,  presenta- 
tion, decision  or  review  of  cases  of  the 
class  within  the  competence  of  the 
Board  of  Passport  Appeals  shall,  within 
two  (2)  years  after  the  termination  of 
such  duties,  appear  as  attorney  in  behalf 
of  an  i^pUcant  in  any  case  of  such  na- 
ture, nor  shall  any  one  appear  as  such 
attorney  in  a  case  of  such  class  if  in  the 
course  of  prior  government  service  he 
has  dealt  with  any  aspects  of  the  appli- 
cant's activities  relevant  to  a  determina- 
tion of  the  ease. 

§  51.162     Hearings. 

The  record  of  proceedings  held  under 
S  51.138  shall  be  made  available  to 
the  applicant  in  coimection  with  his 
appeal  to  the  Board.  The  applicant 
may  appear  and  testify  in  his  own  be- 
half, be  represented  by  counsel,  present 
witnesses  and  offer  other  evidence  in  his 
own  behalf.  The  Passport  Office  may 
also  present  witnesses  and  offer  other 
evidence.  The  applicant  and  witnesses 
may  be  examined  by  any  member  of  the 
Board  or  by  counsel.  If  any  witness 
whom  the  applicant  wishes  to  call  is 
unable  to  appear  personally,  the  Board 
may,  in  its  discretion,  accept  an  affidavit 
by  him  or  order  evidence  to  be  taken  by 
deposition.  Such  deposition  may  be 
taken  before  any  person  designated  by 
the  Board  and  such  designee  is  hereby 
authorized  to  administer  oaths  and 
affirmations  for  purposes  of  the  deposi- 
tions. The  applicant  shall  be  entitled 
to  be  informed  of  all  the  evidence  before 
the  Board  and  of  the  source  of  such  evi- 
dence, and  shall  be  entitled  to  confront 
and  cross-examine  any  adverse  witness. 

§  51.163     Admissability. 

The  Passport  Office  and  the  applicant 
may  introduce  such  evidence  as  the 
Board  deems  proper.  Formal  rules  of 
evidenee  shall  not  apply,  but  reasonable 
restrictions  shall  be  Imposed  as  to  the 
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relevancy,  competency  and  materiality 
of  evidence  presented. 

§  51.164      Privacy   of  hearings. 

Hearings  shall  be  private.  There  shall 
be  present  at  the  hearing  only  the  ap- 
plicant, his  coimsel,  the  members  of  the 
Board,  Board's  Counsel,  official  stenog- 
raphers. Departmental  employees  and 
the  witnesses.  Witnesses  shall  be  pres- 
ent at  the  hearing  only  while  actually 
giving  testimony,  or  when  otherwise  di- 
rected by  the  Board. 

§  51.165      Misbehavior  before  Board. 

If,  in  the  course  of  a  hearing  before 
the  Board,  an  applicant  or  attorney  is 
giiilty  of  misbehavior,  he  may^be  ex- 
cluded from  further  participation  in  the 
hearing.  In  addition,  an  attorney  guilty 
of  misbehavior  may  be  excluded  from 
participation  in  any  other  case  before 
the  Board. 

§  51.166      Transcript  of  hearings. 

A  c(Hnplete  verbatim  stenographic 
transcript  shall  be  made  of  the  hearing 
by  qualified  reporters,  and  the  transcript 
shall  constitute  a  permanent  part  of  the 
record.  Upon  request,  the  applicant  or 
his  counsel  shall  have  the  right  to  inspect 
the  complete  transcript,  and  to  purchase 
a  copy  thereof.  , 

§  51.167      IVotice  of  decision. 

The  Board  shall  communicate  to  the 
Secretary  of  State  the  action  that  it 
recommends  under  §  51.155.  In  taking 
action  upon  such  recommendation  of  the 
Board,  the  Secretary  shall  not  take  into 
consideration  any  confidential  security 
information  which  is  not  part  <rf  the 
record.  The  decision  of  the  Secretary 
shall  be  promptly  communicated  in  writ- 
ing to  the  applicant. 

General  AppLicABn.rrY   of  Review  and 
Appeal  Procedxtres 

§51.170     ApplicabiUty     of     §§51.138- 
51.167. 

Except  for  action  taken  by  reason  of 
noncitizenship  or  geographical  limita- 
tions of  general  applicability  necessitated 
by  foreign  policy  considerations,  the  pro- 
visions of  §§51.135  to  51.167  shall  apply 
in  any  case  where  the  person  affected 
takes  issue  with  the  action  of  the  Sec- 
retary in  refusing,  restricting,  with- 
drawing, canceling,  revoking,  or  in  any 
other  fashion  or  degree  affecting  the 
ability  of  such  person  to  receive  or  use  a 
passport. 

The  regulations  contained  in  this  ordei 
shall  become  effective  upon  publication 
in  the  Federal  Register.  The  provisions 
of  section  4  of  the  Administrative  Pro- 
cedure Act  (60  Stat.  238;  5  U.S.C.  1003) 
relative  to  notice  of  proposed  rule  mak- 
ing and  delayed  effective  date  are  inap- 
plicable to  this  order  because  the  provi- 
sions thereof  involve  foreign  affairs 
functions  of  the  United  States. 

For  the  Secretary  of  State. 

Roger  W.  Jones, 
Deputy  Under  Secretary 
for  Administration. 

January  II,  1962. 

|F.R.    Dcx;.     62-459;     Piled,    Jan.     11.     IMl; 
12:30  a.m.) 


Proposed  Rule  Making 


DEPARTMENT  OF  LABOR 

Wag*  and  Hour  Division 

[  29  CFR   Part  522  1 

EMPLOYMENT  OF  LEARNERS  IN  THE 
APPAREL  INDUSTRY 

Opportunity  for  Public  Participation 

Persons  interested  in  the  apparel  in- 
dustry have  requested  changes  in  the 
supplemental  regxilations  dealing  with 
that  industry  published'  in  29  CFR  Part 
522.  Upon  consideration  of  these  re- 
quests, notice  is  hereby  given  that  on 
February  26.  1962,'at  10:00  a.m..  in  Con- 
ference Room  B,  Departmental  Audi- 
torium, Constitution  Avenue,  between 
Twelfth  and  Fourteenth  Streets.  NW.. 
Washington.  D.C.,  interested  persons 
rOjrill  be  afforded  an  opportunity  to  make 
vin  anl  presentation  before  hearing  ex- 

sr  Clifford  P.  Grant  of  data,  views. 

argximent  on  the  followin^ubjects 

issues : 

Whether  the  issuance  pf  special  cer- 
tU^^OesfpF'^iiveempU^y^jAlit  of  learners 
at  wi^P^^wwer  tlTsirthemlnlmum  wages 
ai>plicabl^^>u£der  section  6  of  the  Fair 
Labor  Standards  Act  of  1938  (29  U.S.C. 
206)  tor  the  production  of  garments  in 
the  sportwear  and  other  odd  outerwear, 
rainwear,  and  robes  divisions  of  the  ap- 
parel Industry  (29  CFR  522.21  (c>,  (d). 
and  (e> )  should  be  discontinued  or 
limited  imder  the  standards  provided  in 
section  14  of  the  Fair  Labor  Standards 
Act  of  1938  (29  U.S.C.  214)  . 

2.  Whether  the  Issuance  of  special  cer- 
tificates for  the  employment  of  learners 
at  wages  lower  than  the  minimum  wages 
applicable  under  section  6  for  the  pro- 
duction of  dresses  and  blouses  in  the 
women's  apparel  division  of  the  apparel 
Industry  (29  CFR  522.21(a))  should  be 
restricted  by  a  maxlmtim  price  provision, 
and  the  terms  of  any  such  provision ; 

3.  Whether  the  final  inspection  of  as- 
sembled garments  and  machine  operat- 
ing (other  than  sewing  machine  operat- 
ing and  pressing)  should,  under  the 
standards  of  the  aforementioned  section 
14,  be  restricted  or  discontinued  as  au- 
thorized occupations  for  the  employment 
of  learners  under  special  certificates  as 
provided  by  29  CFR  522.23 ; 

4.  Whether,  and  the  extent  to  which. 
the  number  or  proportion  of  learners 
provided  imder  29  CFR  522.22<a)  should 
be  reduced ; 

6.  Whether,  and  the  extent  to  which, 
the  maximum  period  of  480  hours  at  spe- 
cial minimum  rates  authorized  in  29  CFR 
522.23(a)  for  sewing  machine  operating, 
final  pressing,  hand-sewing,  and  finish- 
ing operations  involving  hand-sewing 
should  be  reduced. 

Interested  persoivs  may  also  submit 
written  data,  views,  and  argument  with 
regard  to  the  above-described  subjects 
and  issues.  All  such  data,  views,  and 
argument  should  be  filed  with  the  Ad- 
ministrator of  the  Wage  and  Hour  and 

346 


Public  Contracts  Divisions,  United  States 
Department  of  Labor.  Washington  25. 
D.C..  prior  to  the  date  of  the  oral  pro- 
ceedings, or  they  may  be  filed  with  the 
hearing  examiner  during  the  proceed- 
ings. 

The  oral  proceedings  shall  be  steno- 
graphically  reported.  Transcripts  will 
be  made  available  to  interested  persons 
on  such  terms  as  the  hearing  examiner 
shall  prescribe.  The  hearing  examiner 
shall  regulate  the  proceedings;  dispose 
of  procedural  requests  or  similar  matters ; 
and  confine  the  proceedings  to  the  above- 
described  subjects  and  issues.  The  hear- 
ing examiner  shall  have  discretion  to 
keep  the  record  open  for  a  reasonable 
time  after  the  close  of  the  hearing  to 
permit  any  person  who  participated  in 
the  proceedings  to  submit  additional 
data,  views,  and  argument  responsive  to 
the  presentations  made  by  other  inter- 
ested persons. 

When  the  transcript  of  testimony  is 
available,  after  the  record  has  been 
closed,  the  hearing  examiner  shall  cer- 
tify it  and  the  exhibits  and  written  data 
received  pursuant  to  this  notice  to  the 
Administrator  of  the  Wage  and  Hour 
Public  Contracts  Divisions,  who  shall 
make  any  appropriate  changes  in  Part 
522  of  Title  29,  Code  of  Federal  Regula- 
tions, after  considering  all  relevant  mat- 
ter presented  and  any  other  pertinent 
information  which  may  be  available  to 
him. 

Signed  at  Washington,  DC  .  this  9th 
day  of  January  1962. 

Claaencc  T  Lundquist. 
Administrator 

[PR      Doc      62  345:     Filed.    Jan      11,     1962. 
8  45  a  m  I 


FEDERAL  AVIATION  AGENCY 

I  14  CFR   Part  601  1 

[Airspace   Docket  No    61-FW-r7| 

CONTROL  AREAS  AND  CONTROL 
ZONES 

Withdrawal  of  Proposal  to  Alter 
Control   Zone 

In  a  notice  of  proposed  rule  making 
published  in  the  Federal  Register  as 
Airspace  Docket  No.  61-FW-17  on  June 
21,  1961  (26  F.R.  5527).  it  was  stated 
that  the  Federal  Aviation  Agency  (FAA) 
proposed  the  alteration  of  the  Wink. 
Texas,  control  zone. 

Subsequent  to  publication  of  the  no- 
tice, the  FAA  has  determined  that  a  fur- 
ther review  of  this  area  is  desirable  prior 
to  taking  any  action  to  alter  the  con- 
trolled airspace  associated  with  the  Wirik 
Terminal  Area.  Accordingly,  the  notice 
is  being  withdrawn,  and  a  new  proposal 
will  be  issued  upon  completion  of  this 
review. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 


me  by  the  Administrator  (25  F,R.  12582) . 
notice  is  hereby  given  that  the  proposal 
contained  in  Airspace  Docket  No.  61- 
FW-17  is  withdrawn. 

(Sec  307(a)  of  the  Federal  Aviation  Act  of 
1958   (72  Stat    749:   49  USC    1348)) 

Issued  in  Washington.  DC  ,  on  Jan- 
uary 5. 1962 

Charles  W.  Carmody. 
Chief.  Airspace  Utilization  Division. 

|FR      Doc      62   338;     Filed.    Jan      11.     1962; 
8  45  am  1 


[  14   CFR    Part   601  1 

(Alrsp.irc  D<xrlcet  No    60  NY   111) 

CONTROL  AREAS  AND  CONTROL 
ZONES 

Withdrawal   of   Proposal   To   Alter 
Control   Zone 

In  a  notice  of  proposed  rule  making 
published  in  the  Federal  Register  as  Air- 
space Docket  No.  60-NY-lll  on  Novem- 
ber 11.  1960  (25  F.R.  10778) ,  it  was  stated 
thai  the  Federal  Aviation  Agency  pro- 
posed the  alteration  of  the  Wilmington. 
Ohio,  control  zone. 

The  Federal  Aviation  Agency  is  pres- 
ently conducting  a  review  of  the  require- 
ments for  controlled  airspace  in  the  Wil- 
mington area  relating  to  implementing 
Amendment  60-21  to  Civil  Air  Regula- 
tions; Part  60.  Air  Traffic  Rules.  Accord- 
ingly, with  the  Department  of  the  Air 
Force  concurrence,  the  notice  is  being 
withdrawn  and  a  new  proposal  will  be 
issued  upon  completion  of  the  study. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582  >. 
notice  is  hereby  given  that  the  prop>osal 
contained  in  Airspace  Docket  No. 
60-NY-lll  is  withdrawn. 

(Sec    307(ai    of  the  Federal  Aviation  Act  of 
1958,  72  Stat    749;  49  USC    1348) 

I-ssued  in  Washington,  DC.,-  on  Janu- 
ary 5.  1962 

Charles  W.  Carmody. 
Chief.  Airspace  Utilization  Division. 

|PR      Doc      62-340;     Filed,     Jan      11,     1962; 
8  45    a  m  I 

FEDERAL  COMMUNICATIONS 
COMMISSION 

[  47   CFR    Part  3  1 

I  Docket    No     1294«| 

TELEVISION   BROADCAST  STATIONS 

Table  of  Assignments,  San  Francisco 
and  Sacramento,  Calif.,  and  Reno, 
Nov.;  Order  Extending  Time  to 
Respond  to  Petition  for  Reconsid- 
eration 

In  the  matter  of  amendment  of  9  3.606, 
Table  of  Assignments,  television  broad- 


I 
Friday,  January  12,  1962 

cast  stations  (San  Francisco  and  Sacra- 
mento, California  and  Reno,  Nevada), 
Docket  No,  12946. 

1.  Golden  Empire  Broadcasting  Co., 
licensee  of  Station  KHSL-TV,  Chlco, 
California,  and  a  party  to  the  above- 
entitled  proceeding,  requests,  by  motion 
filed  January  3,  1962,  that  the  time  for 
responding  to  the  petition  for  recon- 
sideration of  the  Commission's  Further 
Report  and  Order  of  November  15,  1961, 
in  this  proceeding,  filed  on  December  22, 
1961.  by  S.  H.  Patterson,  holder  of  a 
permit  for  UHF  Station  KSAN-TV  at 
San  Francisco,  be  extended  from  Jan- 
uary 2.  1962,  to  January  19. 1962. 

2.  Golden  Empire  states  that  it  did 
not  receive  a  copy  of  the  Patterson  peti- 
tion for  reconsideration  until  December 
28.  1961.  and  needs  additional  time  to 
complete  its  study  of  it.  Petitioner  fur- 
ther states  that  Metropolitan  Broadcast- 
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Ing  Corporation  of  California,  licensee 
of  Station  KOVR  at  Stockton.  California. 
and  also  a  party  to  the  proceeding,  also 
did  not  receive  a  copy  of  the  Patterson 
petition  until  that  date  and  joins  in  its 
instant  motion.  Golden  Empire  advises 
that  counsel  for  S.  H.  Patterson  has 
indicated  that  he  has  no  objection  to 
the  immediate  consideration  and  grant 
of  the  subject  motion. 

3.  The  requested  extension  of  time  will 
not  delay  the  Commission's  disposition 
of  the  petition  for  reconsideration  or 
prejudice  any  party.  Moreover,  it  is  de- 
sirable that  the  Commission  have  before 
it  the  benefit  of  the  views  of  other  parties. 
We,  therefore,  believe  that  extending 
the  time  to  January  19,  1962,  for  filing 
responses  to  the  Patterson  petition  for 
rec<»isideration  is  warranted  in  the 
public  interest. 
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4.  Accordingly,  it  is  ordered.  This  5th 
day  of  January.  1962.  That  the  aforesaid 
motion  of  Golden  Empire  Broadcasting 
Co.  is  granted;  and  that  the  time  for 
filing  responses  to  the  above-mentioned 
petition  for  reconsideration  of  S.  H.  Pat- 
terson is  extended  from  January  2,  1962, 
to  January  19, 1962. 

5.  This  action  is  taken  pursuant  to 
authority  found  in  sections  4(1) .  5(d)  (1 ) 
and  303 (r)  of  the  Communications  Act 
of  1934,  as  amended,  and  §  0.241(d)  (8j 
of  the  Commission's  rules. 

Released:  January  8, 1962. 

Federal  Communications 
Commission, 
[seal]         Ben  P.  Waple, 

Acting  Secretary. 

[F.R.    Doc.    62-385;    PUed.    Jan.    11.    1962; 
8:51  EJn.] 


DEPARTMEHT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

OUTER   CONTINENTAL  SHELF  OFF 
LOUISIANA 

Oil  and  Gas  L*a««  OfFer 

Janvary  5.  1962 
Pursuant  to  section  8  of  the  Outer  Con- 
tinental Shell  Lands  Act  (67  Stat  462; 
43  U.S.C.  sec.  1331  et  seq.)  and  the  regu- 
lations issued  thereunder  (43  CFR  Part 
201).  sealed  bids  addressed  to  the  Man- 
ager, Bureau  of  Land  Management  Office, 
T-9003  Federal  Office  Building.  701 
Loyola  Avenue.  New  Orleans  12.  Louisi- 
ana, will  be  received  on  or  before  March 
13.  1962,  at  9:00  a.m.,  c.s.t.,  for  the  lease 
of  oil  and  gas  in  certain  areas  of  the 
Outer  Continental  Shelf,  adjacent  to  the 
State  of  Louisiana.  Bids  will  be  opened 
at  10:00  ajn.,  c.s.t.,  March  13,  1962,  in 
the  Conference  Room.  T- 13028  Federal 
Office  Building.  701  Loyola  Avenue.  New 
Orleans  12,  Louisiana.  Bids  may  be  de- 
livered in  person  to  the  Office  of  the  Man- 
ager or  to  the  Conference  Room  between 
8:00  a.m..  c.s.t..  and  9:00  a.m.  est, 
March  13,  1962.  Bids  received  by  mail 
or  delivered  in  person  after  9:00  am  . 
c.s.t..  March  13.  1962.  will  not  be  con- 
sidered. 

All  bids  must  be  submitted  in  accord- 
ance with  applicable  regulations,  par- 
ticularly 43  CFR  20120,  201.21.  and 
201.22.  Bids  may  not  be  modified  or 
withdrawn  unless  the  modification  or 
withdrawals  are  received  prior  to  the 
time  fixed  for  filing  of  the  bids.  Bidders 
are  warned  against  violation  of  section 
1860.  Title  18  U.S.C.  prohibiting  unlaw- 
ful combination  or  intimidation  of  bid- 
ders. Bidders  must  submit  with  each 
bid  one-fifth  of  the  amount  bid  in  cash, 
or  by  cashier's  check,  bank  draft,  cer- 
tified check  or  money  order  payable  to 
the  order  of  the  Bureau  of  Land  Manage- 
ment. The  leases  will  provide  for  a 
royalty  rate  of  one-sixth,  and  a  rental 
or  minimimi  royalty  of  $3  per  acre  or 
fraction  thereof.  Leases  in  Zone  3, 
Louisiana,  will  be  subject  to  terms  and 
conditions  of  the  agreement  of  October 
12.  1956.  between  the  United  States  and 
the  State  of  Lo\ilslana. 

Bids  will  be  considered  on  the  basis  of 
the  highest  cash  bonus  offered  for  a 
tract  but  no  total  bid  amounting  to  less 
than  $15.00  per  acre  or  fraction  thereof 
will  be  considered.  The  United  States 
Government  reserves  the  right  to  reject 
any  and  all  bids  even  though  the  bid 
may  exceed  the  minimimi  referred  to 
previously.  Oil  jpayment.  overriding 
royalty,  logarithmic  or  sliding  scale  bids 
will  not  be  considered.  No  bid  for  less 
than  a  full  tract,  as  listed  below,  will  be 
considered.  A  separate  bid.  in  a  separate 
sealed  envelope,  must  be  subobitted  for 
each  tract.  The  envelope  should  be  en- 
dorsed "Sealed  bid  for  oil  and  gas  lease. 
Louisiana,  (insert  number  of  tract) ,  not 
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I>Hii*iani.     lU'       12, 

ly.v. 

All  

do 

.N' J 


:,  w  ' 


3,  .'/to 

4,  9^2 

.Miai 
.Siaai 

5,  laai 

,'^.  laai 
.s.  !■■) 
.'.,  («ai 
.'.  'oi 

.'.  laai 


'.  laai 


All 


d<T 

.to 
do 

.do 

do     .. 

■lo 
.lo 
do 

'io  [ 

.lo 

.lo 

do         . 

i!o 

.lo 

■lo     .    , 


do 

.In 
.do 
.do 

do 
do 

do 
do 
do 
<lo 
■  lo 
d.i 
•  lo 
do 
d.) 

..lo 
.io 

.d.i 

.do 

.dn. 

-do. 

.do. 

.do. 


2.  1 70 

;  2. 114 

I  2,  .vm 
'  2,  M) 
I  -2,  .Hm 

2.  .V«) 

I  .vorti 
'  .^,  UK) 
'  :■,  (ui 


.do. 
.do. 


000 

tut 

01  Kl 
Ikll 
000 
000 

laai 

111! 

Ill) 
iiai 
ooo 

(■10 
f<,  000 

.I,  uai 
.^,  laai 
.■..  out 
.^.i««i 

5.  out 
f>.  fHXI 

&,vou 

R.0OII 

.V  ttio 
.Vooo 
5,  UXI 

5,  mio 
:..  («o 

.MMl 
.'..  00(1 
.">,  OU) 
5.000 
S,(»() 
5,000 

5.  ax) 

.^,000 

.*>.  ooo 

,S.  (XX) 
5.IXX) 
.■>,  (XXI 

.•;,  o«xi 
5.  aw 

5.IXX) 

.^(x» 


I 
Friday,  January  12,  1962 

I.uiisuNA     Contiuued 

I  rHi   lU    I  K\.sl.Nii  MAP,  LOUISIANA  MAP  so.  2- 

(ApproTnl  June  8,  1954) 
Kant  Cameron  Area — Continued 


-con. 


1 1 


u  t  No. 

11  lock 
214 

rVscripiion 

Acreaee 

'.'I'l 

All 

5,000 

21,^ 

.     .do 

5,000 

'.x.m 

210 

do   

6.000 

ixiy     . 

217 

do 

i.4ge.87 

KXXI 

21 N 

.do     ... 

1.  440. 77 

lIHIl     . 

219 

..   .do 

5,000 

lixrj  . 

•2-20 

.     do 

5.000 

11X13 

■221 

do 

5,000 

11X14  . 

222 

.   .do.    

5,000 

KXl.'.  . 

22.3 

..   ..do 

5,0U0 

lIXKi   .. 

224 

...do 

5.000 

1(X)7... 

•22\< 

...     do 

5,000 

IIX*  . 

■230 

■2:11 

....  do    

5,000 

1(XW 

do 

\000 

101(1  _ 

•232 

do.    

^ooo 

1011    .. 

ZU 

.     .-do 

5,000 

1012 

XH 

...do 

.S,000 

1013  .. 

235 

1 

.     -do 

1,384.67 

'itmiM   I  EV^IV,  inr,  LOriSIANA  MAP  NO,  2i 
(Ap|irovwl.>5e|)t.8,  1959) 
rail  Caineron  Arra,  South  Addition 


1014   ... 

2.'Wi 

All  .   

3,828.56 

101. ^  ... 

2.1; 

do 

2.600 

loift  ... 

241 

do 

.VOOO 

-1017  .. 

24.^ 

do        

5,000 

-loid  ... 

ZVJ 

do 

5,000 

-1019  ... 

2tlO 

do  ..     

5,000 

-1O20  .. 

2f.l 

do.. 

5.000 

-1021   ... 

2«.2 

do  

5,000 

-I(r22  ... 

204 

do 

5.000 

-\cra  .. 

■2M 

do 

.\000 

10^24  .. 

•2iW 

..   do    . 

5.000 

102.'^     . 

27S 

do 

5,000 

KKSi     . 

279 

.....k)  

5.000 

La 

Ln. 

La 

U, 

I.J1. 

La, 

La 

\m. 

La, 

Iji. 

\m. 

L.I 

1^1 


OVUllU,    11    \-.|N..    M\r,    lOlI.SlANA    M.AP    NO.    3 

^I.pi.iV,  d  Inn.  s,  I'l.'^,  Revised  June  2'',  19.'^,  and  July 
22,  19,'^) 


\'erinilion  Arra 


L.I    l(r27 


101 


.N"'-. 


2,265.80 


orrinAi  it  asint,  map,  loiikiana  map  no.  4 

iAplirovi  il  June  S,  1954;  RevLsed  Julf  22,  19.'>4) 

FxLttiit  Iiland  Arte 


la    1(128.    .       10« 

All 

^ooo 

6,000 

la  -lirjy  ...1     214 

do  .     . 

La    lo;lO  .      '     217 

dn 

5  000 

L.I  11131  ...  2-29 
1.1.-1032  ..  2.10 
I.a, -10.13  ...  '231 
La. -10,14  ..        'ilO 

do       

do       

do 

do       .     . 

5.000 
5,000 
6,000 
5,000 

Ln.-KKW  ..        ■j.T 

do       ...              ■.'"" 

\oao 
^ooo 

5,000 
6.000 
6,000 

U.-1030  ...      -238 

do  

La,-ia'17  ...  2.V2 
L«.-lo:i8  ..  xu 
La, -1039  ..    i     2.S4 

do       

do       ... 

do  :;.;■■ 

La, -1040  ..  1  2Sa 
l.a.-imi  ..  1  2.^7 
La-im2  ..  '  2.\8 
I.a,  1IM3  ...  'J,'* 
La -1044  ..        2lX) 

do ;:' 

.   ...do       

2,500 
2.500 
\000 
5.000 
5,000 

■rm  1  M   ir\-i\>,  u\r,  loiikiana  mat  no.  4a 

(Approved  Si  pt.  8,  19,'rt») 

I'.gtuf  hlind  Artu,  South  Addition 


I.a 
I., I 
1.1 
1,1 

I  .1 
1.1 


la 
I,. I 
I    I 


104,'i 

[ 
270      .>J '  J 

2.500 

1040  . 

■-^i '  All 4— 

5,000 

1047  . 

273    do 

.%000 

lo<s 

27.1 

do . 

.^,000 

104'l     .. 

270 

do.    

5.000 

KI.'Xl   ... 

277 

.    ..do , 

.\000 

ln-,1 

27H 

F-'i 

■2,500 

10,-,2     .. 

279 

do 

2,500 

ui.';i  .. 

■2h4 
•2S5 

All 

5,000    . 
5,000 

10.'4  . 

do... 

lO.V  ... 

2S0 

do 

.\000 

Ul.'X'i  .. 

287 

do 

5,000 

10.V  _. 

2>'2 

do 

5,000 

10.'*  .. 

293 

do 

5,000 

lll.'.*l  ... 

300 

do. ^ 

6,000 

imxi  ... 

308 

do . 

5.000 

llXd... 

309 

do 

6,000 

FEDERAL  REGISTER 

LODiauMA — Continued 

OrnCIAL  LKAOlfO  MAP,  lOUUIANA  MAP  NO.  fi 

(Approved  June  8, 1964) 
Skip  Skoal  Arm 


Tract  No. 


La.-1082. 


U.-I0S3.. 
La.-1064.. 
1^.-1086.. 
La.-IOM.. 
L8.-1067.. 
La.-1068.. 
U.-I080.. 
La.-1070.. 


Block 


l^U 

-lU/l 

u 

-1072.... 

La 

-1073.... 

La 

-1074.... 

La 

-1075.... 

Lm 

-1078.... 

La 

-1077.... 

La 

-1078 

La 

-1078.... 

La 

-1080.... 

La 

-1081.... 

La 

-1082... 

La 

-1083.... 

La 

-1084... 

La. 

-1086.... 

La. 

-1088.... 

La. 

-1087.... 

La. 

-1088.... 

La. 

-1088.... 

La, 

-1080.... 

La. 

-lOBl.... 

La. 

-1082... 

La. 

-1083  ... 

La. 

-1084  ... 

La. 

-1088  ... 

U.- 

-1088  ... 

U.- 

-1087  ... 

La.- 

-1088  ... 

La.- 

-1088.... 

La.- 

-1100.... 

U.- 

-1101... 

U.- 

■1102... 

U.- 

■1103  ... 

La.- 

■1104... 

U.- 

■1106... 

U.- 

■1106... 

U.- 

1107.... 

61 


52 
63 
64 
55 

66 
67 
68 
68 
60 


74 
76 
76 
77 
78 
78 
80 
81 
82 
83 
84 
88 


88 
88 

100 
101 

loa 

106 
106 
108 
123 
IM 


Description 


That  portion  in  Zon(>  3, 
as  that  zone  is  defined 
in  the  ajrreement  be- 
tween the  United 
States  and  the  State 
of  Louisiana,  Oct.  12, 
195A. 

....do 


AU 

do . 

do 

do 

do . 

....do 

....do 

That  portion  in  Zone  3, 
as  that  rone  is  defined 
in  the  aKreement  be- 
tween the  l'nlte<l 
States  and  the  State 
of  I.«ui8iana,  Get.  12, 
195fi. 

....do 

....do 

All - 

....do 

....do 

do 

..do 

..do 

..do 

..do 

do 


Acreage 


606 


4,  41A 
.\000 
.1,000 
,1,000 
5,000 
.1,000 
5,000 
5,000 
2,  332 


146 
170 
170 
171 
181 
181 
183 
183 
317 
218 
228 
234 
236 
238 


That  portion  in  Zone  3. 
aa  that  zone  is  defineci 
in  the  agreement  be- 
tween the  I'nitod 
States  and  the  State  of 
Louisiana,  Oct.  12, 
1866. 

AU 

....do 

do , 

do 

do 

do 

do 

do 

do 

AU  (4,83S  acres  in  Zone  3 
and  74  acres  in  Zone  4, 
as  thoae  zones  are  de- 
fined In  the  ajtreement 
between  the  Unitod 
States  and  the  State  of 
Louisiana,  Oct.  12, 
1056). 

AU 

N^ 

S 

Al 

EH 

W>^ 

K4 

W4 

AU- 

do 

....do 

....do 

Wi'i 

AH 


K\\.. 


711 
4,638 
5,000 
5,000 
5,000 
5,000 
5,000 
5,000 
6,000 
5,000 
5,000 
4,fi01 


5,000 
6,000 
5,(KX) 
5,0(X) 
5,000 
5,0(X1 
5,  (XX) 
6,000 
5,000 
5,000 


.1,0(X) 
2,500 
2,  .VX) 
5,000 
2,  .VX) 
2,500 
2,  .VW 
2,600 
5,000 
.1,000 
5.0(X) 
5,000 
2.500 
.1,  0(X) 


oprinAL  LEAsiNn  map.  loiisiana  map  no 
(Approved  .S<'pt.  8,  10.19) 
Skip  Skoal  Area,  South  Addilinn 


La,-1108.... 

330 

All 

.I.IXXI 

La.-llOB.... 

340 

do 

.1,0(XI 

La.-UIO.... 

241 

do 

5, 0(X1 

La.-llJl.... 

244 

do 

5,  OCX) 

La.-1112.... 

245 

do 

.1,000 

La.-1113.... 

246 

do 

.1,  (XX3 

La.-1114.... 

247 

do 

5,000 

1^.-1116.... 

248 

do 

5,0(X) 

La.-I116.... 

249 

do 

6.  (XX) 

La.-1117.... 

260 

do 

,1.000 

La.-lU8.... 

261 

do 

.1,(XX) 

1^.-1119.... 

252 

do 

.1.000 

La.-1130.... 

263 

do 

5.000 

1,^.-1121.... 

264 

do 

5,000 

La.-1122.... 

266 

do 

5.000 

La.-1123.... 

262 

Wij .. 

2.500 

La.-1124.... 

263 
265 

All 

6,000 
5, 0(X) 

Ln.-1125.... 

do 

La.-U36.... 

286 

do 

5,000 

La.-1127.... 

267 

do 

5,000 

L«.-1128.... 

268 

do 

5,000 

La.-U28.... 

388 

do._ 

5,oa) 

La.-1130.... 

270 

do 

5,000 

349 


Louisiana — Continued 


OFKICIAL  LEA8IN0  MAP,  LODIRIAIfA  MAP  No.  .'.A 

continued 

(Approved  Sept.  8,  1M9) 

Skip  Shoal  Area.  South  Atf4«to»— Continui-d 


Tract  N'o. 

Block 

Description 

Acreage 

La.-ll3l..._ 

271 
273 
274 
275 
276 
277 
280 
290 
291 
292 
293 
294 
299 
300 
30. 

All 

5,000 
5,000 
5,000 
5,000 
6,000 
5,000 
6,0(X) 
5,000 
5,  OCX) 
5,0(NI 
5,0(XI 
5,000 
5,000 
5.000 
5,000 

La,- 1132... 
La,-1133.... 
La,-ii34.... 
La,-113.1.... 
La.-113C.... 
La,-ll37.... 
La.-ll3«.... 
La,-113«  ... 
La,-ll40  ... 

La, -1141 

La,-U42.... 
La,-1143.... 
Lu,   1144  ... 
La,- 114.1  .. 

do 

do 

do 

do 

do 

do 

do :::' 

do 

do 

do 

do ;■ 

do 

do 

do 

OFPICUL  LEASING    MAP,   LOITSIAXA   MAP   NO.    S 

(Apj.ioved  June  8,   1954;   Revised  July  22,   19.14,   and 
l:>ec.  9,  1954) 

South  Timbalier  Area 


OFPICIAL  LEASINc;    MAP,   LOUISIANA   MAP  NO,    SA 

(Approved  Sept.  8,  1950) 
South  Timbalitr  Area,  South  Addition 


La. 

1149... 

227 

La, 

1150.... 

228 

La, 

1151.... 

229 

La, 

1152.... 

230 

La, 

1163.... 

231 

La. 

-1154.... 

232 

La, 

-1155.... 

25.1 

La. 

-1166... 

2.10 

I>a, 

-11.17.... 

257 

I.a, 

-11.18.... 

2.18 

La, 

11.19... 

2.19 

La, 

llflO.... 

260 

AIL 


-do. 


do. 

do. 

do. 

do. 

do. 

....do. 

do. 

....do. 
....do. 
....do. 


5,000 

^000 

2,148.46 

2,148.46 

6,000 

\000 

^000 

6,000 

2, 148,  46 

2, 146,  46 

6,000 

5,000 


OFFiriAI.  LEASING  MAP,  LOUBUNA  MAP  NO, 

(Approved  June  8,  1954) 
Orand  I  tit  Area 


La, -1101 


Ln,-1102 
La,-llCKl 
Ln,-ll04 


Ln,-llfv.1 
La, -1106 
I-a,-1167 
La.-llft8 
La.-1109 
La. -1170 
La, -1171 
La.-1172 
La,-1173  , 
La,-1174  , 
La,-I175  , 
La.-1176  . 
La.-1177  . 
La,-1178  . 
La,- 1179  . 
Ln,  1180  . 


29 


30 
33 
!   34 


3.1 
44 
45 
.10 
.17 
62 
63 
(V4 
60 
67 
6H 
69 
71 
72 
73 
74 


La.  UM 


75 


That  portion  in  Zone  3, 
as  that  zone  U  defined 
in  the  attreoinent  be- 
tween the  United 
States  and  the  State 
of  l/ouislana,  Oct.  12, 
19.16. 

do 

All 

'iliat  iMrtion  in  Zone  £ 
a.^  that  tone  Is  dcflnod 
in  the  arn>einent  be- 
tween the  United 
StaU's  and  Uie  SUtc 
of  I/ouislann,  Oct.  12, 
19.'iO. 

do       

S'i 

All  ...   

do        

do        .   . 

dn        .... 

do 

do       ...   

do       

do 

do       ..     .   . 

do       

do    . 

....do 

....do 

All  u',33fi,20  acres  in 
Zone  3  and  2,303,63 
acres  in  Zone  4,  as 
those  zones  arc  denned 
in  the  aprceniont  l>e- 
tween  the  l'nitc<l 
.'States  and  the  State  of 
I>oui.siana,  Oct.  12, 
1950), 

All  (2,052  acres  in  Zone  3 
and  2,348  acres  in  Zone 
4.  as  those  zones  are 
defined  in  the  agrea- 
ment  between  the 
United  SUtes  and  the 
State  of  IxNiisiana, 
Oct.  12.  1986). 


624 


4,2.34 
5, (XKI 
4,  ,110 


993 
2,  5(1) 
6,000 
5,000 
\OQU 

4.  6»9,  89 
5,000 

5,  ax( 
.1,000 

5,000 

5,000 

5,000 

5,000 

6,000 

4.539,89 

4,  .139.  89 


5,000 


Friday,  January  12,  1962 


FEDERAL  REGISTER 


LoL'iauNA      C'ontiniird 
Urril  lAL  LEAIINO  UAr,  LOUiaiA.MA  MAI'  N" 

(▲pproTed  June  8.   1954) 
Ch^n4  I$le  Area— Continued 


Tract  .Vo. 

Block 

Description 

.\crea(te 

u   im ... 

76 

AU  (2,734  acrps  in  Zone  3 
And  2,2M  acres  in  Zone 

.VOOO 

4,  u  tboM  tones  arc 

• 

de&ned  In   the  agroc- 

ment     t>«twecn      the 

United  States  and  the 

State    of     Louisiana, 

Oct.  12,  19M). 

I.a    IIHS  ... 

79 

All  (3,8(ttacresinZ(>nr3 
and  2,090  acres  in  /one 
4,  as  tbofle  zonei  arc 
defined  In   the  ii|[riH- 
ment     betwwn      the 
United  StaU>!<.»nd  tin- 
State     of     I>uui>i.kn.k, 
Oct.  12.  19Mi. 

.-.  mw 

U.-llM  ... 

81 

All 

■'.i««( 

U.    IIMS   ... 

83 

do     

,S.OI»i 

L«.-ilM.... 

83 

do       

.1.  OU) 

orncui.  LEA!*i>ir.  m.^p,  r.()ii!«iAV  *  v\r  s<»  7< 

(Approved  dept.  8,  19,M).  Hevisod  M^r   :    Id.i 

Grand  lilt  Area,  SoiilA    iiUitfut 


U.-1187  ... 

101 

All   . 

4    Vl'l  19 

U.-U88  ... 

102 

.lo         .     .         

'i.lKX) 

U.-1189  ... 

103 

do        

\  om) 

U.-1190  ... 

104 

do      

'..  an) 

U.  1191  ... 

lOS 

.   ..do 

s.ooo 

La.-1193  ... 

10« 

.    .     do       ,...,♦.. 

."i.UOll 

La.-1193  ... 

107 

..      do       ^ 

S.  {*»> 

La.-ll»4  ... 

lOB 

do       

4..y.»  H9 

U-n93    .. 

111 

do 

^.  01)11 

U.-1196. ... 

112 

do       

.'i.nDd 

L«.-1197 

113 

114 

do         

'i  (XX) 

U.-1198.... 

..       do        ^ 

.i.OIJI) 

U.-U99    .. 

lis 

.     do 

r,.o») 

U.-1300  ... 

118 

do 

4."i;jv  «*') 

L«.-1301  ... 

119 

do 

1. 000 

I4»    1202  ... 

120 

.do 

.•.,  00(1 

OrrifUL    L1.<.<<IN0    M.tP,    KJll-^MW    V\V 

(Approved  Juno  S.  19.'4 
H'tMt  Delta  Ana 


u 

1203... 

33 

W'i,    that    portion    in 
Zone  3,  as  that  zone  us 
defined  in  the  agree- 
ment    between     thf 
United  State;*  and  t)io 
State     of     LouL-iiaiui, 
Oct.  12,  19,Vi 

.MM 

La 

lavi    .. 

33 

That  portion  lu  Zone  3, 
as  that  tone  is  defined 
in  the  aftreement  be- 
tween     the      liiitod 
States  and  the  St  itf 
of  Louisiana,  Oct    1:^, 
1956. 

.>    •i.j^ 

La. 

1205.... 

34 

do 

.«,  t.,: 

U. 

130«.... 

36 

do 

i.XiH 

La. 

-1207.... 

36 

do 

3,  Ji:. 

La. 

-1308... 

37 

do 

801    47 

La. 

1209... 

38 

AU 

1,  79»i  .'1 

La. 

1210.... 

99 

do       

5.000 

La. 

-1211.... 

40 

.do 

5,0Ui 

U 

-1212.... 

41 

do.      

5, 000 

La. 

-1213.... 

42 

do       

5.000 

(,a. 

-1214     .. 

43 

do       

\  nrxi 

Lh 

iji";  ... 

46 

That  portion  in  Zone  3,  as 
that  lone  Is  defined  In 
the  agreement  hetwi-»'n 
the  United  States  ami 
the    State    of    Ix)iiisi- 
ana,  Oct.  12,  19.t6. 

;<  7.H 

l.ii 

1216    .. 

61 

All 

:>.!»») 

La. 

-1217  ... 

-'  62 

do       

X  i*») 

La 

-1218  ... 
-1219  ... 

63 
64 

do       

0.  ONI 

La. 

do    :...:.::. 

.s.  iNm 

U. 

-1220  ... 

6fi 

do       

.i,l»l«l 

I4t 

-1221  ... 

-1222  ... 

66 

67 

...     do       ...       . 

:>.  ijoii 

La. 

-N'j  

2.  500 

U 

1223  ... 
-1224  ... 
-122S  ... 
-1226  ... 
-1227  ... 

68 
72 

73 
74 
75 

do       

LMJ   -..It 

IM 

AU 

S.  1100 

La 

do 

.'i.  om  1 

La 

do       

5.  IXH) 

La. 

do. 

s,m) 

La. 

-122H  ... 

88 

W4    

i,  .-rti 

La 

12»  ... 

88 

E'^,  that  portion  in  Zone 
3,  as  that  lone  is  de- 
fined In  the  agreement 
between    the    Unitt'd 
States  and  the  State  of 
Louisiana,     Oct.     12. 
I9M. 

1.  171) 

La. 

1230  ... 

80 

AU 

5,0l)O 

La. 

12:J1  ... 

90 

do. 

5,  001) 

La. 

1232  ...' 

91  ' 

do 

-.noo 

NOTICES 

L"il  ISIAN  V      ("Liilliin.  1 
lit  Kl'    I  U    I  e AS !.■«(;  MAP.  LOUISI  «NA  M  M'   N' 

(Approved  June  S.  1934  i 
Wett  Delia  Area     Contlnuid 


Tract  No 


I>a.-r233 
La.  I. '34 


La 
La 

La 

I-a 

I.I 


1ZJ.5 
12  J». 
1 237 

I2:w 

l.'3« 
1240 
1241 

I. '4.' 


Block 


92 

9.1 

«5 

M 

97 

IM 

WU 

100 

102 

106 


lVs(  riplloii 


Air.  Ik''' 


All 


■  In  

■In         

>lo         ... 

'In 

Th.it  (xirti'iM  in  /mi.'  ,1. 
as  that  zoiif  i.<  'l.-flrn-.l 
111    Ihi     i|fr.<Tii.iit    N- 
twc.  II  tlir  I  niti't  St.itrs 
.ill'l  lb.'  Sl.ilr  uf  I.nll 
Kl.ill  1,    Oct     U,    lU."*! 


OOil 

tmi 

itm 

(V,', 

(III 

OKI 
(Mill 

laai 

7«i 


(irrnui   II  v.'is.  xM    i..'  i^ivvv  v  w  m>   n\ 

\pi.ro\.'.|  Sci't    H    1"'''    UrSKC'l   \,n    .'4,  imii 

llc»'   l)fll(i    \r,n    V.., ')i    l./,/.>i.m 


I 

I 

I 

I 

La 

La 

La 

La 

L.i 

1.1 


,.l 
.J 

1243 
IJM 

1245 
-1246 

'      1..-. 
117 

IIH 

'  il'J 

Ml 
..do 
.  do 
■  lo 



5.000 

5.  Dim 

.i1 

5.  OMI   lill 

,a. 

5.o>«i  mi 

•1.'47  IJI  .|o       I   5.()HI 

124.1..         l.'l  .|ii  I   5.1)1111 

1249.      •      122    ..       'I.. .1  .5.000 

-li50      .123  .In  I  ."S.OIHi 

12.51  I.M  ilo  '..1)1)1' 

l.'.'ii  l.tl       .Ml  ii:j»7   icrc.^  II) /one  .(      '..irnii 

nnd  in^X.i  icrc-i  in  Zone   j 
4.    Ls  those   fonos  .irc  I 
deflncil   in   tin-   .iiirn- 
nient      bet  ween      tin- 
Unite'l  St  ites  .in'l  tti.' 
Slate     of     I.Diiisi.m  i.   i 
Oct    12.  195»;'  I 

!.'■-'  132      All  11.1115  .icrcs  in  /i.nc  .1      5,001) 

lUXl  M'fiS  MTV^  in  Zonr    ' 
4.   .L<   fhos«'   null  s   .ire 
detincl    in    I  he   .igriT     i 
riicnl      N-t»iMii      till' 
Unite<)  Stales  aii'l  tin- 
State     of     IxjULiiana.   | 
'  Oct    12.  iy.v. 

l.'"-t        I     lit      .\ll  11223  .icns  in  Zone  3      '.i«<' 
■\l\'\  .■<777  .icres  in  Zone   i 
4.   a,<   those    7one>  .ire 
dofliit'd   in   the  airree-  | 
ment      betwitn      the 
Unite. 1  St.ile.s  iiii'l  the 
State     of     I.oili-iiiii  1. 
Oct    12.  19.V.) 

I..      I.'."..-.  1:H       All  iU4()  acres  111  Z'.ne  :f       •.  nixi 

anit  :j>i&i  .irres  in  Zulu- 
4.  .IS  those  roni")  are 
defined  in  the  .igree-  I 
iiicnt  bitween  the 
Unite. 1  St.ite.s  .in. I  the 
State  of  I.(iui''i.in  I. 
Oct    12.  lysf. 

I  I   -IJ.V.  135     .\11 'lii.v*  icTcs  in  Zone  3      '■  i«"' 

and  3942  vcri  s  in  Zone  ^ 
4.  iif  those  7ones  ar- 
deflneil  in  the  agree-  j 
iiient  helween  the  i 
United  State.s  and  tlic  I 
State  of  I.OUISI  HI  1. 
Oct    12,  I'AV. 

Lit.    1257...    '136      All  (tfyi  fH  acres  in  Z'lii.'      ■..".■«'  ui 
3  and  4IJWJ  Vi  acres  m 
Zone  4,  as  those  zones  I 
are     'leflned     in     the 
agreement        t»"twe«-n 
the  UnitC'l  Sl.ii.s  .iii,| 
the  StJteiif  I'liii-i  111  I.  ' 
Oct     12,  1950  .  I 

r.  .       1J.M  l.t'i       AU      .5.tlK' 

I.a      12.su    .         14<i  do I  5.U«i 

r..i      12fili  141  '!.«  ...I  .5,000 


'Olficial  LciLsing  M.ip.  I.ouisi.ina  M  i[i  N"  sA  »,i-  r.' 
V  i.s*'il  Nov.  J4.  li<»)l,  to  slm\\  the  ctirrect  uTea»te  nf  ^'ll.<■k^ 
111.  119.  \V>.  ami  137  to  (■<•  '.iiMi  (VLwres  .iii'l  to  cl.irif>  the 
ea.<t-»(st  dimension  of  ttus<'  tilocks  1  hi^  re\  i.st'.l  in.i|i 
IS  uiduded  in  .i  s«'t  of  12  otHi  hil  I.oui.si  iii.k  le  lmiik  lll,t^l^ 
ilcsiRTiated  South  and  E.LSt  .\d.litioiis  The  ^'l  can  t«e 
purchased  for  $1  no  from  .Nt.in.iifer.  Hiiremi  nf  I.nn.l  .\l  ii; 
agemeiit.  New  Orleans  Ot!U>>.  T-'.ilKi3  Ke.l.T  il  OHi.i' 
Building.  7111  Loyola  .\MTuie,  \.w  Orients  IJ.  I.,i  ,  or 
the  Direotor,  Bureau  of  I-.m.)  .\I  WKiit.ii  .  ii'.  \\  istiuii; 
Ion  25.  I)  f". 

Some  of  the  tracts  offered  for  lease 
fall  in  fairway  areas  (including  prolonga- 
tions thereof)  or  anchorage  areas,  or 
both,  as  designated  by  the  District  En- 
gineer, New  Orleans  District.  Corps  of 


Eiiuiiici  r.s.  U.S.  Army.  For  the  location 
of  these  areas  and  for  operational  re- 
-strictioiis  imposed  by  that  Agency,  the 
District  Engineer  should  be  consulted. 

Until  final  determination  of  the  posi- 
tion of  the  State  boundary  has  been 
made,  the  acreage  in  Zone  3  and  Zone  4 
herein  assigned  to  each  tract  will  be  con- 
sidered administratively  to  be  the  acre- 
awe  of  that  tract  in  the  zone  indicated. 

Bidders  are  requested  to  submit  their 
bids  in  the  following  form: 

Maiiat^er. 

Bureau  of  Liiul  Muiia^;enieiu  Office. 

Department  of  the  Interior. 

T  9003  Federal  Office  Building 

701  Loyola  Avenue 

New  Orleans  12   La 

On  .\ND  Oas  Bid 

The  following  bid  Is  submitted  for  an  oil 
and  gax  lease  on  land  of  the  Outer  Conti- 
nental Shelf  specified  below: 

Area  

OfUcial  Leasing  Map  No         . 

Tract    No     ..        

Total   amount 

Axnount  per  acre         

Amouiit  submitted  with  bid 


(Signature) 


(Address) 

Important  The  bid  must  be  accom- 
panied by  one-fifth  of  the  total  amount 
bid.  This  amount  may  be  in  cash, 
money  order,  cashier's  check,  certified 
check,  or  bank  draft. 

A  separate  bid  must  be  made  for  each 
tract 

Karl  S    Landstrom, 

Director. 
Bureau  of  Land  Management 


F  R       Doc 


62   247,      Filed. 
8  45   am  I 


Jan       11       1962 


OUTER  CONTINENTAL  SHELF  OFF 
LOUISIANA  AND  TEXAS 

Oil  and  Gas  Lease  Offer 

t         January  5,  1962. 

Pursuant  to  section  8  of  the  Outer  Con- 
tinental Shelf  Lands  Act  (67  Stat.  462; 
43  use.  sec.  1331  et  seq.)  and  the  regu- 
lations issued  thereunder  (43  CFR  Part 
201),  sealed  bids  addressed  to  the  Man- 
ager, Bureau  of  Land  Management  Of- 
fice. T-9003  Federal  Office  Building,  701 
Loyola  Avenue,  New  Orleans  12,  Loui- 
siana, will  be  received  on  or  before 
March  16.  1962.  at  9:00  a.m..  est.,  for 
the  lease  of  oil  and  gas  in  certain  areas 
of  the  Outer  Continental  Shelf,  adjacent 
to  the  States  of  Louisiana  and  Texas 
Bids  will  be  opened  at  10:00  a.m..  est.. 
March  16.  1962.  in  the  Conference  Room. 
T-13028  Federal  Office  Building,  701 
Loyola  Avenue.  New  Orleans  12,  Loui- 
siana. Bids  may  be  delivered  in  person 
to  the  Office  of  the  Manager  or  to  the 
Conference  Room  between  8:00  a.m.. 
c.s.t.,  and  9:00  a.m..  c.s.t.,  March  16. 
1962.  Bids  received  by  mail  or  delivered 
in  person  after  9:00  a.m.c.s.t..  March  16. 
1962,  will  not  be  considered. 

All  bids  must  be  submitted  in  accord- 
ance with  applicable  regulations,  par- 
ticularly   43    CPR    20120.    201.21.    and 


i 

Friday,  January  12,  1962 

201  22.  Bids  may  not  be  modifled  or 
withdrawn  unless  the  modification  or 
withdrawals  are  received  prior  to  the 
time  fixed  for  filing  of  the  bids.  Bidders 
are  warned  against  violation  of  section 
I860,  Title  18  U.8.C.,  prohibiting  unlaw- 
ful combination  or  intimidation  of  bid- 
ders. Bidders  must  submit  with  each  bid 
one-fifth  of  the  amount  bid  in  cash,  or 
by  cashier's  check,  bank  draft,  certified 
check  or  money  order  payable  to  the 
Dider  of  the  Bureau  of  Land  Manage- 
ment. The  leases  will  provide  for  a 
royalty  rate  of  one-sixth,  and  a  rental  or 
minimum  royalty  of  $3  per  acre  or  frac- 
tion thereof.  Leases  in  Zone  3,  Louisi- 
ana, will  be  subject  to  terms  and  con- 
ditions of  the  agreement  of  October  12, 
1956,  between  the  United  States  and  the 
State  of  Louisiana. 

Bids  will  be  considered  on  the  basis 
of  the  highest  cash  bonus  offered  for  a 
tract  but  no  total  bid  amounting  to  less 
than  $15.00  per  acre  or  fraction  thereof 
will  be  considered.  The  United  States 
Government  reserves  the  right  to  reject 
any  and  all  bids  even  though  the  bid 
may  exceed  the  minimum  referred  to 
previously.  Oil  payment,  overriding 
royalty,  logarithmic  or  sliding  scale  bids 
will  not  be  considered.  No  bid  for  less 
than  a  full  tract,  as  listed  below,  will  be 
considered.  A  separate  bid,  in  a  sepa- 
rate sealed  envelope,  must  be  submitted 
for  each  tract.  The  envelope  should  be 
endorsed  "Sealed  bid  for  oil  and  gas 
lease.  Louisiana,  (or  Texas)  (insert 
number  of  tract) ,  not  to  be  opened  until 
10:00  a.m..  est..  March  16,  1962." 

The  tracts  offered  for  bid  are  as 
follows: 


'ri,\.\<> 

orril  I  \i     M    \SIV..    MAT.   TK\AS    H  <l'    NO.   fi 

^  ^Iiprov.'.l  July  If..  I'.i.Vti 
(lahffioii  Area 


rr.iet  No.    'Bloekl 


Description 


III.  \M 
I.I  IS'i 
ieX.-IN"! 
1.  X  IKT 
In,    IV< 


4a'. 

42: 
427 
44V.' 
46;i 


8WI4 

NK4. 
NK'i. 


i- 


.Xcreagc 


1,440 
1.440 
1.440 
1.440 
1.440 

^ 


'iKFI<  1*111   ^xlNli    MAP.   TEXAS   MAP  NO. 
I  Alipruved  July  Ifi.  ly.M) 
U<gh  Itlaiid  .iff a 


I  .  \ 

I  .  \ 

i  .  X 

I  .  .1 

I  .  I 


I  .  \ 
I  .  \. 
1.  \. 


I  I  \ 

I  .  \. 


IVI 

:w 

l'.«l 

.» 

I'.M 

.-.1 

lirj 

.".1 

i'.);t 

M 

VM     . 

1.7 

]'.i:, 

1.7 

i>.m 

t'lS 

l!t7 

1.') 

ii#« 

ii!) 

iw 

7i) 

W', 
.WV^i 

SWJ.4.- 

S'/  .... 
K'j.    . 


:::::::;:: 


I.  \ 


■jtii 

■Jrj 
Ji;( 

•Jl)4 

■jii,'. 
.\)i; 


I .  t 
I.  \ 

l.'X  -21)7 

I  '  I.  'JilH 

leX.-aC.t 

I.  V  210 

I  .1.  211 

I  .  I-  212 

I I  I  213 


•At 
Ml 
<.M 
".).'> 
l«. 
1(17 
lli»« 

loy 
139 
141 

1.S5 
l.W 
1.'.7 


.>;wi.4 

w,  

NW"4    ... 

N'  . 

.<W<4     . 

All 

.•^'^ 

All 


.<lo  

.do       .. 
-do       . 

.lo 

.do 


2.880 
2.880 
2.88(1 
1,440 
1.440 
'2.880 
1,440 
2.880 
2,880 
1.440 
2.88U 
1.440 
'2,880 
2,880 
1,440 
0,760 
2,880 
5,760 
5,760 
^760 
5,760 
5,760 
5,760 
2,880 
2.880 


FEDERAL  REGISTER 

Louisiana 

OrriClAL  LKASINO  MAP,  LOUISIANA  MAP  SO.  3 

(Approvc<l  June  8,  1964;  Revised  June  2."),   19.14,   amJ 
July  22,  1954) 

VermUion  .irea 


Traet  No.    Bloc-k 


I.n.  r2f.l  .. 


Description 


Acre  ape 


I.i.-12<i2 

I.i).-12<i;«  . 

I.1.-1204  . 

I.:i.-1268.. 

l-n.-1260.. 

I.:i.-12ti7  . 

La.-1268.. 

La. -J  269.. 

Ln.-1270.. 

L:l.-1271  . 

I-n.-1272  . 

T,.i.-1273  . 

I.:).-1274  . 

I-n.-lOT.")  . 

Ln.-127«  . 

Ln.-1277  . 

La.-1278  . 

I-a.-1279  . 

I.a.-1280.. 

La.-1281.. 

La.-1282  . 

La.-128.1.. 

La.-12M  . 

La.-1286  . 

1^.-1286.. 

I.4J.-I287.. 

La.-I288  . 

La.-1288.. 

La.-12fl0-. 

L8.-1201  . 

U.-12K.. 

La.-1203.. 

La.-12»4.. 

La.-12«B.. 

LO.-1296.. 

Iia.-12»7.. 

1^.-1208.. 

La.-1290.. 

La.-1300.. 

La.-iaoi.. 

La.-1302.. 

1.8.-1303.. 

La.-1304.. 

La.-1306.. 

La.-1306.. 

U.-1307.. 

u.-iaoe.. 

IA.-1309.. 
Ij».-1310.. 
La.-1311.. 
1^.-1312.. 
1.A.-1313.. 
La.-1314.. 
l.«.-1316.. 
I.A-1316.- 
La.-1317.. 
La.-1318.. 
La.-1319.. 
1^.-1320.. 
La.-1321.. 
La.  1322.. 
1^.-1323.. 
La.-1324.. 
1^-1326.. 
I  A.  1326.. 
lA  1327.. 
1^.-1328.. 
1^.-1329.. 
La.-1330.. 
La.-1331.. 
La.-1332.. 
L:».  1333.. 


Tliiit  portion  in  Zone  3. 
as  that  zone  is  defined 
in  the  aRre<>niont  be- 
tween the  I'nitcfl 
States  and  the  State 
of  I^oulslnna.  Oit.  12, 
laV), 


1,118 


48 
49 
.12 
A3 
.■>4 
.Vi 
fW 
69 
72 
87 
87 
103 
104 
130 
133 
149 
150 
151 
162 
153 
164 
161 
102 
160 
170 
171 
172 
173 
174 
189 
180 
190 
191 
192 
193 
194 
194 
199 
200 
203 
204 
214 
215 
217 
218 
221 
222 
225 
226 
'228 
229 
231 
232 
233 
234 
235 
236 
237 
238 
2S9 
240 
241 
242 
243 
244 
246 
246 
247 
248 
249 
-250 
251 


All. 


<lo 
.do 

.do 
do 
do 

.do 
do. 

.<lo 


E'j.    . 

wi ; 

All'... 

.v ;.... 

All".... 

do.. 

do.. 

do. 

do.. 

do.. 

-lo.. 

do.. 

do 

do.. 

do., 

do-. 

do.. 

do. 

do.. 

do.. 

N»~'. 

84---. 

All 

do.. 

do.. 

do  . 

N'i..._ 

S>, 

All 

do.. 

do. 

do  . 

do. 

do.. 

do.. 


:(." 


.do- 


.do. 
.do 
.do. 
-do. 
.do 
.do. 
-do 
.do. 
-do. 
.do. 
.do. 
-do. 
.do. 
.do. 
-do. 
.do. 
-do. 
-do. 
.do. 
-do- 
-do. 
do. 
-do. 
-do. 


.do 
.do. 
-do 


I.Of)h 
1.779 
4.  .'■.40. 
.').  (XK) 
.1.  000 
.1.000 
.1,  000 
.1,000 
4,461.0.-. 
2.  .100 
2,500 
.1.  (X)0 
2.  .VKl 
.1.  (KKl 
.1.  niKI 
.1.  UK) 
.1.  000 
4.  MO.  »)7 
4.  Kl  \.  57 
.1.000 
.1. 1)00 
4.  HTkS  21 
4.  <.»24.  :i2 
.1. 000 
.1.000 
4.  778.  47 
4,  742.  :{Js 
.1.000 
.1.  000 
2.  500 
2,  .100 
.1.000 
4,  700.  •2H 
4,f.70.  18 
.1,000 
2,  ,V» 
•2,500 
.1,000 
.1,000 
5,000 
5.000 
.1.000 
1. 000 
.1,  (1)0 
.1.000 
.1, 204.  S3 
.1,  '260.  93 
.1,000 
.1,800 
.1,0<K) 
5,000 
4,561.89 

4,  ,1i1.  79 
5,000 

5.  000 
5.0(K) 
.1,000 
.1,000 
.1.000 
.1.  00(1 
.1.000 
.1.31 
.1,373.13 
.1.000 
.1,000 
.1.000 

.1,  000 
5.  000 
5,000 
.1.(W0 
.1,000 
4,  489  70 


.03 


•  iFFirHL   LEASING    MAP.   LOIISIANA    SJAP    Mi     :IR 

(Approved  Sept,  8.  1959) 
\'trmUion  .\rta.  South  Addition 


I^.  1334.   . 

252 

All 

4.  4,13. 1*1 

La. -1335.... 

253 

do 

.1.  000 

La.- 1336 

254 

do 

.1.000 

La.- 1337-..- 

265 

do 

.1.000 

L«.  1338.... 

256 

do 

.1,000 

L«.-1839..-. 

267 

do 

.1.000 

1^.-1840...- 

258 

do 

.1,  om 

La.-1341.... 

250 

do 

.1.000 

L«.-1842.... 

364 

do 

6,  (XX) 

La.-1»43.... 

265 

do 

5.000 

L«.-l»44.... 

266 

do 

.1,000 

lA-1346.... 

267 

do 

,^1,000 

■Two 

La.-IM6.... 

268 
368 

NH - 

La.-lS47.... 

ifc::::::::::::::::::: 

L».-1348..-. 

260 

.1,000 

La.  1349..  . 

270 

do -.. 

,1.  000 

351 


Lot  ISIANA      Continued 


OFKIrlAI.  I.KASING   MAP,  IX)DI8IAXA    MAI-   X...   :;ll    - 

continued 

^Approved  Sept,  8,  1959) 

VeimilioH  Area,  South  Addition     Continued 


Traet  No. 

Block 

Dcfcriptlon 

Acreage 

La.  13.10  .   . 

271 

All 

4,417.50 

I.a.  13.11  . 

■272 

do 

4,381.41 

1.3.-1352... 

273 

'lo. 

5,000 

L:).-1353...- 

274 

do 

.1,000 

I.a. -1.3.14.. 

27.1 

...     do. 

5,000 

L:i. -13.15  .. 

27(i 

.       .do     

.1.000 

Ln.-13.Vi  . 

2S7 

do 

.1.000 

r.:i. -13.17. 

288 

.10     

.1.000 

Ln.-1.3.1H 

289 

.10 - 

.1,000 

I.n.  1.3.1'.) 

■290 

Mo..  _ - 

.1,000 

I..|.-1.3<-.o 

293 

-       ..lo-.. 

.1,  (KK) 

I.;i.-i:j(il 

■291 

-do.     ,^..... 

.1.  000 

I.I.   i:ii-.2  . 

29.1 

.'lo .,. 

,1.  000 

I.:i.   13t'.:f. 

290 

..    ..'id 

5.  000 

I.:i.-!.3r,1 

297 

.lo. 

5,  000 

I.:l.-13tKl  . 

■298 

..lo.    .. 

5.  000 

I.;i.-13t>-. 

2\»9 

,1.  000 

I.n.-i;«i7  . 

:<04 

<lo            .         .. 

.1.  000 

Lri.-I3(W 

mi 

..       ..lo 

.1,  (XJO 

I.n.   i;«ii) 

■.m 

-.     ..In 

5.000 

La.- 1370     . 

307 

do 

5, 000 

L1I.-1371.   . 

■.MM 

- .1(1     

.1.000 

La.-1.372.   . 

309 

.lo. 

.1,000 

La. -1373  . 

310 

do 

.1,000 

L;i.- 1.374. 

311- 

do 

4,  273.  1 1 

I.n.-137.S  .    . 

312 

do.-.    

4, 237.  01 

L;i.-137(i  . 

313 

-lo 

5,  000 

L;i.-1377..   . 

317 

--     ..lo 

,1.000 

Ln.-137S... 

318 

'lo 

.1,000 

I.I.   137'.) 

319 

do.      

5,000 

>l  HI  I  M    l.KASIN.;  MAP,  LOI  I«IA\A  MAI'  NO.  3A 

I  Approved  .\ug.  7,  19.19) 
■'>oiith  .\farth  hlaiid  Area 


I.n.- 1380.-. 

1 

All.-.   

5,000 

I.n. -1381   . 

2 

do- -. 

5, 107.  4f. 

La.  1382  . 

3 

- do 

5, 143.  5)i 

I.a.-i:«3... 

4 

do  - -. 

5,000 

Ln.-1384-.. 

r. 

do-.-- -- 

5,000 

La.-138.1..    . 

0 

do - 

5,000 

I.n,-138fi.. 

. 

do.-- 

5,000 

La.-13S7.. 

h 

do 

3, 146.  45 

La.-138K  . 

9 

do 

5.000 

La.  l:^89.- 

10 

do-.-  - 

5,000 

Ln.-1390.. 

U 

do— 

.1.000 

I.n. -1391.. 

12 

do- -- - 

5,000 

La.  1392 

13 

do 

5.000 

Ln.-1393... 

14 

do -  .. 

5. 179.  66 

1.5.-1394.. 

15 

do -.. 

.5,215,75 

La.-1395-... 

16 

do... 

5.000 

I.n. - 1390..    . 

1" 

do 

5.00O 

I.n. -1397.- 

18 

do-.- 

5.000 

La.-1398 

19 

<l0-        -.- -. 

.1,000 

La.-1399... 

24 

...--do 

5,000 

La. -14(H).. - 

25 

do 

5,000 

Ln.-14<)I.. 

20 

do 

5,000 

I-n.-1402..- 

27 

do 

5,000 

La.-1403..- 

28 

do .1- 

5.251,85 

Ln.-1404  - 

•29 

do 

5,287.95 

I..a.-1405-.. 

30 

do 

5,000 

La.  140(j.- 

31 

do 

5,000 

La.  1407.. 

34 

do ..-- 

5,000 

La.  1408... 

40 

do-- --- 

5.000 

La.  1409... 

41 

do-- 

5,000 

La.  1410  - 

42 

do -  .. 

5,324  or 

La.  1411.. 

.12 

do 

5,000 

Ln.  1412.. 

.13 

do 

5,000 

Ln    1413  - 

57 

-       .do 

5,  433.  34 

La    1414.. 

.18 

..      do.--- 

.1,000 

La.   141.1... 

.19 

..   . ..lo 

5,000 

La.  141ti.... 

60 

do 

5,000 

La    1417... 

61 

do ---- 

.%000 

I.a.   141S.-   . 

62 

do 

5,000 

La.  1419  -. 

t>3 

do... - 

2.987,71 

La,  14^2().. 

iW 

-.     -do - 

2.  965  03 

La.  1421  . 

tvl 

do - 

5,000 

I>a.  1422  . 

m 

<1o 

.1,000 

La.  1423  . 

ti7 

do 

5,000 

La.   1424.. 

(» 

do - 

5,000 

La.   142.1. 

(W 

do-- 

5,000 

I.n    14'20  - 

70 

do 

5,  4«i8  44 

OFKll  lAI    )  KASIN.,  MAP,  1.(111^1  VN.V   MAP  Ml.  31 
(.\pprov<'<l  Sept,  K.  lill'.d 
Soiilh  Marth  Inland  Ar<a,  S>,iith  Addition 


La.-1427  .. 

1 

71  :  All 

3,004  52 

La.  142^  .   . 

72  ' do. 

'2.500 

I-a.-I429    . 

73    ..      ilo.. 

1     .5,000 

1^.-1430  ... 

74  i .lo. 

'     5,000 

LiV-14;«... 

75  i do. 

'     5,000 

I>a.-1432.... 

76  ! do-. 

1     5,000 

I>a.-1433...- 

77    do- 

5,000 

La.-1434  .   - 

78  1 do- 

2,942,35 

I-a.-14;j.i  .. 

79  ' <lo- 

2,919  67 

La.  14;«i 

80    -.     ..lo 

,1,000 

352 


LocisiANA — Continued 


orririAL  LCAsma  mat.  uocisiAifA  map  no   so — 
continued 

(Approved  Sept  S.  1909) 

South  Marih  IiUtnd  Area.  South  Addition-  Con. 


Tract  No. 

Block 

Description 

Acreage 

La.-I437  ... 

81 

All 

S.000 

IJI.-143K  ... 

«2 

do.     

5,000 

lM.-\i3»  ... 

m 

do 

3.04afi2 

1^.-1440  ... 

87 

'Jo. 

3.078.71 

Ij».-1«I.... 

91 

do 

5,000 

1^.-1442  .. 

92 

do       

5,000 

IA.-1443  .. 

93 

do 

5.000 

L*.-t444     . 

»4 

do.       

2,896.99 

L^-HV>  .. 

97 

...      do 

5,000 

La.-144«  ... 

103 

do 

3.112  81 

Uk.-1447  ... 

141 

do..      .   

5,000 

l*.-144«.... 

143 

(to 

2.7Ha91 

L*.-1449  ... 

143 

do.      

2.  :3a  23 

La.-1450  ... 

144 

do 

5,000 

omaxL  LKASiNO  map,  lovisiana  map  no.  « 

(Approved  June  8,  1964;  Revised  July  22,  1054) 

Fugeiu  liUnd  At  em 


LiL-li61.... 

Ul 

AU  (833  men*  in  Zona  3 
and  4,178  acres  In  Zooe 
4,  as  those  tones  are 
defined  In  the  fxt*- 
ment     between     the 
United  States  and  the 
State    of     Ixwblana. 
Oct.  IX  lOfifl). 

\000 

LA.-1432.... 

132 

AU 

^000 

L^-14a.... 

133 

do ..   

5.000 

L*.-14A4... 

IM 

do 

5.0IM 

LlL-1446.... 

178 

do 

5.  Olio 

L».-1456... 

1T9 

do 

5,000 

L4.-1457.... 

180 

do 

5.0OO 

L*.-14fi8.... 

181 

do 

5,000 

L».-14».... 

300 

do 

5.000 

L*.-i4ao.... 

301 

do 

&.000 

LA.-1461... 

222 

do 

5.000 

L*.-1462.... 

223 

do 

5,000 

L*.-1463.... 

242 

do 

5.000 

1*.-14«4.... 

243 

do 

5.000 

L*.-14«5.... 

244 

do 

5,000 

L».-14«6... 

245 

do 

5.000 

L*.-14«7.... 

247 

do 

5,000 

La.-1468... 

248 

do 

5,000 

OmCIAL  LIA3IN0  MAP,  LOl'lSIANA  MAP  NO.  5 

(Approved  June  8,  1954) 
Ship  fJioal  Area 


L«.-14ea. 
LiL-1470. 
L*.-1471. 
La.- 1472. 
La.-1473. 


115 
116 
117 
118 
136 


La.-1474 


137 


La.- 1475 


138 


AU. 


La.-147« 
La.-1477. 

La.-1478. 

La.-M79. 

La.-14«0. 

La.-1481 

La.-14a2. 


20ft 
210 
211 
212 
213 
215 
235 


do 

81, 

S"^ 

All  (3294  acres  In  Zone  3 
and  1706  acres  In  Zone 
4.  as  thone  tones  are  de- 
fined In  the  agreement 
between  the  United 
States  and  the  Stale  of 
I»uislana,     Oct.     12. 

19S«). 
All  (3386  acres  In  Zone  3 
and  1614  acres  In  Zone 
4,  as  those  :ones  arr  dt-- 
flne<l  In  the  agn!«>ment 
Iwtween  the  United 
States  and  the  Slate  of 
Louisiana,  Oct.  12, 
195«i». 
All  (347S  acres  In  Zone  3 
and  1522  atres  In  Zone 
4,  as  those  tones  are  de- 
ftne<l  In  the  ajnwnient 
t>etwpen  the  Unite<l 
States  and  the  St^te  of 
liOiusiana,  Oct.  12. 
ia5«i). 
All  . 

do 

do 

do 

do 

do 

do 


4,967  71» 
4.880.56 
2.500 
2.500 

5,000 


5.000 


5. '»no 


5,000 
5,  01)0 
5.  l).5()  iri 
5.  IJ7-J.  >50 
5,  UK) 
5.  IMW 
5, 1)1)0 


orriaAL  lea.sin'".  map.  Lori3  a.na  map  .so.  5a 

(Ajiproved  S.>i>t.  H.  1959) 

Ship  Shoal  .Irea,  South  Addition 


L*.-1483.... 

236 

AU... 

5.118.36 

La.-i4m.... 

259 

do   

5.141.  14 

La.-14«5.... 

2fiO 

do   

5.  163  92 

La.-14»6.... 

261 

do   

5.000 

L*.-14K7.... 

2«2 

do  

5,000 

L«.-1488.... 

'283 

do  

5,  186.  70 

NOTICES 

IX)C  IS  I  A.I  A  — Continued 

omaAL  liAsiNO  MAP,  lonaiA.vA  M^r  so   e 

(Approred  June  8,   19M,  Revised  July  22,   19.54  and 
Pec  9.  19M) 

SoiUh  Prtto  Am 


Tract  No.     Block 


I^    1 4,><9 


I^.  1490 
La. -1491 
I^.-14tf.' 
1^-1493 
La.- 1494 
I^.-14»5 
La.-149K 
L*.-1497 
L*.-148B 


15 


17 
1'^ 
1'* 
21 
22 

i'l 

24 

25 


LH-MTiiiilon 

Asp-aste 

Tli  it  i>ortlon  in  Zoiio  %, 

2.  KM 

.\s  Ilmt  lnu<-  Ks  ilctliird 

In   the  aKri-t'nii'tit   l«i»- 

t\»i>«'n      tli»«       1  nitcd 

.•^[aU'Miiid  Ihi-  Sl.it.- i,f 

I.<m:-l.in:l,       Oit.       12. 

li',.,. 

Al             

5.  r»") 

do       

5.  (O) 

do      

.5. 1«W 

K    .          

2.  uro 

All        

5.01)0 

do 

5.0110 

do    

5.(«I0 

do        .                   

5.1110 

d.) 

5,000 

South  TimlMlieT  Area 


La.-M99  .. 

50 

That  portion  In  Z^jne  3, 
aa  that  lono  l.i  dfflri<><l 
In   the  ttttnvnient  be- 
tween     the      Unitt><l 
States  an  1  the  .Slat.- of 
l/oiiljiana,     Oct.     12, 
19,56. 

3,244 

L«.-1500.. 

51 

do 

3.0»>7  22 

IA.-1501.. 

52 

All 

3.  772.  18 

LA.-1302.. 

.53 

do 

5.(«10 

I.*.-1503  . 

fi8 

.do 

ft.UUU 

La.-1.504  . 

m 

.do 

3,  772  18 

ljk.-lS«X5... 

70 

.do    

5.  IMW 

IA.-ISV,.. 

71 

.do 

5.UI0 

1^.-1507.. 

72 

.     .do    

5.01O 

1^.-1508  . 

73 

...do 

S.U0O 

Ia.-1S()9 

74 
144 

...do      

S.OIX) 

IA.-1510  . 

.       do 

5.01)0 

I-«.-151l   . 

14.5 

.do 

5.  {»*) 

I-*.-1512 

14« 
147 

do          

3.772   IS 

La. -1513  . 

do 

5.UIW 

I.«.-1514  . 

IrtO 

...do 

^»)o 

U.-1515  . 

llSl 

..do 

5.000 

I^.-151«  . 

1«2 

---do 

6.1)00 

!*.-1517  . 

1H3 

..do 

3.772  IS 

I,«.'151H  . 
IjH  -151'i 

l^^ 

do 

5.U00 

1>.5 
l..« 

do        

5.1)01) 

I,a.-l,5J).. 

.do 

5.1)00 

Ia.-1,521    - 

1H7 

.        .do    

5.01)0 

I,a.-1.522.. 

KX 

do 

4.731    10 

I>a.-1523  - 

lr.9 

..do 

4.  7IK  32 

I-a.-l.5-M  . 

170 

.do 

5.  OOO 

La.- 152.5 

1^^ 

do        

5,1)00 

I.a.-l,52ti  . 

5.  UOO 

La.- 1.527  . 

173 

-■1.5 

5.  01)0 

U.-152S  . 

171 

.       .do 

3,  77-.'   IS 

IJL-l5Jy-.. 

-175 

...do 

5.U10 

IJL-1.531)  . 

17ti 

do         

.5,1)00 

Ia.-1.531. 

177 

..do 

5. 1)00 

La  -15;i2 

ISM 
isy 

190 
I'M 

do           

5.000 

I-a.-lsiJ 

.do      

6,  UOO 

I>a. -1.534 

.do       

A,  UOO 

La.-l.S3.5.. 

.         .rlO 

»,772   IS 

lA  -IM''.  . 

!■<-.' 

do      

5,10) 

I,a.-lV(7 

1<j3 
l>t 

do 

.5.111) 

I-rt.-1.5.W  . 

do 

5,  >100 

l.!\      [ .').«» 

l'J5 

do           

5  1X10 

La  -1.540  . 

.do      

4.'>s.5    A 

La.   1.541   . 

197 

do    

4.  nii  :■> 

La.-l.VIJ  . 

I'rfS 

.     .do 

5.0)0 

La.-1M3  . 

V'J 

...do 

5.  i«)0 

La.  1.5-1 1 

."(»l 

.  .do 

5.  KM) 

La  -1.545  . 

Jd 

-do  

5.  UK) 

La.   IM'.  . 

-irj 

do 

3,  77 J   IS 

La.   l.>t: 

.113 

do        

5.  IKI) 

I.a.    151H  . 

.1J4 

.do     .    

5.IJUIJ 

OrrillAL    LFASISi)    MAP.    I.'i'   [.SIANA    MAP    NO     aA 

I  Approved  .-^e;  t.  s,  i'j,vj) 
So'ifi  Ti'it-'fUur  .lr"i.  South  AJliiion 


1,1    ;-ri 

-Ml 

AM       

5.  .»)0 

la.    I.V<i 

Jl  _' 

.  do 

6.  i<<) 

Ij»,-1V1    . 

jn 

...do 

5.  IKIO 

La.   li-.J 

J 11 

..do 

5,  I'll 

La.-l.VU  . 

jr. 

-.  .do 

4,  UM  98 

l.a.-lV4  . 

jir. 

.    do 

i.>m  25 

I.S.-1.5.V,  . 

ji: 

-        do 

.5.  It  a) 

La.-15.Vi.. 

21S 

--     ■!"  

5.  Ill) 

La.-l,V-  . 

■jij 

do            

,5,000 

La.-1.5.>  . 

.'.V 

.     .lo    

,5,  IH) 

La.- 1.5.59.. 

223 

...       -lo 

5, 1100 

LaJ-l.V4).. 

2-J4 

...    .lo 

5.  i««) 

Ij».-15'd... 

23.5 

...    do... . 

5.  (M) 

I,a.-15«..'... 

23»S 

--    'lo - 

5.  000 

La.-15<J... 

239 

..-.    'lo 

5.  UOO 

La.-1.5<4... 

240 

...do 

5. i»)0 

IA.-1.V..5  .. 

241 

....  do 

5.  m) 

La.   15<>;.... 

242 

do 

5.  mw 

LofisiANA      Continued 

orriri*!    i.iasin']  maf.  i.opibh.ha   map  wo.  sa- 
continued 

(Approved  Sept.  S.  1050) 

Siiuth   Timbaher  Arm,  South    AilJitinn      r,.n 


Tnu-t  .N'o. 

Block 

De.vripllon 

.\creaj^ 

Ul    1.5»i7  . 

243 

.Ml 

4.  ,594  tJ 

L;i     IVJ. 

JU 

.1..        ■. 

4.571   <A 

!.«  -15<i«  . 

24.5 

■  lo        

.5.  OOO 

!.«     1.571)  . 

24». 

•  lo        

5,  000 

I«     1-.71 

247 

.      .1.-. 

5.000 

La. -1572 

24H 

.|o           

.5,  000 

I  a. -1.573  . 

2.51 

.lo 

.5,000 

I  :\     1574 

■21.4 

■  lo          

5, 1)00 

Ln     1,575  . 

2li5 

do        

.5,  000 

1. 11.    1.57t'.  . 

2».7 

do         

5.  turn 

La.    1.577  . 

2»> 

do       

5.001) 

La. -1.578  . 

'260 

Wll 

2.500 

La.    1579.. 

•271) 

All   

.5.  000 

IjI     15H0.. 

•271 

K.ltr    

•2. '274  43 

I.u     1.581 

275 

27r) 

•295 
'296 

AU                

6.000 

1 .11     1 ,5«2 

do           

5.000 

La  -I5M3 

.       do           

5.000 

L.l.    1,5M 

<lo           

5,000 

orriciAL  i.r.AsiNT.  map.  lot-i.-oana  map  no.  9A 

(Approved  S«-pt.  8,  1959) 

South  Past  Area,  SoiUh  and  Eatl  AddUto* 


La. 

1.VS5  ... 

62 

All    .    

5.000 

La 

15M«.... 

63 

All  (9rX)  acres  In  Zx>ne  3 
and  4,  lou  acres  ui  Zone 
4,  as  those  rone-i  are 
defined  in  the  at{ree- 
ment  between  the 
Unite<l  States  and  the 
State  of  Ix)uisiana, 
(A-t.  12.  1956). 

6,000 

La 

1.587  ... 

64 

That  portion  tn  Zone  3 
and  Zone  4  (4.723  acre* 
in  Zone  3  and  lti3  acres 
In  Zone  4.  a.^  tltose 
rones  are  defined  In 
the  n|{reen;ent  lie- 
tween  tlie  Unite<l 
St.Htrs  and  tlie  State 
of  LouLOiuia,  Oct.  12. 
l'.*5«). 

4.886 

L.i 

1-S8  ... 

75 

That  [>ortion  of  Zone  3, 
as  that  rone  Is  def>ne<l 
in  the  ajjTeernent  be- 
tween the  I'liilod 
.stiiles  sn.l  the  State 
of  I  ouiM.ina.  Uct     12, 

1,930 

rj.5«. 

OrrlClAI.  l.f  A.^IS'i   MAP.   tOrLSlANA  MAP  N   I     10 

I  Approvi  .1  June  8,  1354,   U.  vtst'd  July  22.  liM) 
Main  I'utt  Area 


I.a.   15.V.). 


29 


1. 1    l'',«l 

l.l     iv,i 

1.  l.l  ■  fj 

Li    I'Jt 
l.l     iv.t 

La.-1.5'V5 
La  -15'.*) 
La.-15y7. 
Lh.-1.5'I.S 
La  -I5'« 
l-i.-lfid). 


A'i 

|o 

01 


9»"i 
'.*7 
9« 
99 
lou 
I'll 


La 

IfiOl    .. 

105 

La. 

1602  ... 

111*') 

I>a. 

1603  ... 

107 

La 

lti<H.... 

108 

I>a. 

1605.... 

109 

La. 

IfiOf"..... 

111) 

La 

1607   ... 

111 

La 

U'lOa... 

112 

La. 

Hit)9.... 

113 

rii.il  |)ortlon  of  Zone  3. 
.i.<  that  rone  i.i  defined 

3,8«k5 

in   the  aprefnient   1*- 

t»<'«'n       tlie       United 

Suti-.<an.l  the  Suite  of 

Liiu.^i  ma       Oil.      12, 
l.l  v.. 

3.  2<v5 

All       

4.y,M  .5.5 

.10 

4. '.194  .55 

V.'  1 

2.  I'.l7  2^ 

'1  .1  it  [xirtion  of  Zone  3 

1 .  '.I7'J 

a-i  Ih  it  tone  Ul  ilellne.l 

ill   111.'    ifri'i-ni.'nl    N-- 

Hie*'!!       the       1  nited 

•■^l.il.'^  and  the  St.ile  of 

L.iu.Mana,      (lit.      12. 

rjdO. 

All     

4.994  .5.5 

do 

4.  994.  .5.5 

.|o - 

4,  994.  .V5 

....    .!.) 

4.  994  .55 

.    .      .1.1 

4.994  55 

1  h  It  |M)rtlon  s<'a\»;ir.l  of 

4.tW») 

11  ii;ii'  3  ininiie  Uml'Uivs 

.li^lint     from     ('ha[)- 

m  in  line  as  ileflned  in 

the      agreement       be- 

t»i.«n       the       Unite<l 

St. lies  in.l  the  State  of 

I>>ui.siana.      Oct.     12, 

lUV). 

do        

4.285 

.Ml              .               

4,  0M  .55 

.lo 

4.  9M  .V5 

.lo 

4,994.  ,56 

.lo 

4,  994  ,^5 

.lo 

4.  994  .55 

.lo 

4.994  .\5 

, .1.) 

4.994.55 

' -io 

4.9M.&6 

Friday,  January  12,  1962 


I.ol  l.siAN  \       Uiinliiiiii'd 
111.   Ill      1K\-<IN.;     MAP.     I.OCIRIANA     MAP    NO.     10-- 

coutlnixd 

\|.|.iov.,l  June  s.  1!(.'j4  ;  Kevi>ed  .fuly  22.  1064) 

it  din  /'(idn  .4r<'(i-  Tontlnned 


II 

ul  \'o. 

Block 

DiMiiplioo 

1 

1... 

K.ltl 

1M 

Ml    :<•.  2t  .uns  In  ■/.nw 
3  .111.1  l,iJ3h  31  a(■n•^  il) 
Zoii.   4,  .e-  ituiM  zones 
.l.tin.'d    in   (he   a^nee- 
iiMlit       Ulmcii      Ihr 
1   lull  (1  Sljlis  lUld  llie 

.\creii(;e 

4.  <iiM  .V. 


I        I-.ll 


li.lJ 
I". 13 


III 

ii: 


I.  ,     Ilil4 
I.a  -lt)15 

r.i  ifiifi 

I  .1     H'd7 


I    .     1|.1.^ 
I..     H.l't 

r  I   II.20 


ll^ 
llSJ 
I'JIi 
r2i. 


140 
141 


Stale  of  Ixiui>iaiia. 
Oil     12,  1  !).>.' 

riial  iKiitiiiii  Ml  /one  3 
.Did  Zone  4  .3.7.50  :UIe.'< 
in  Zone  ;<  and  144  <tl 
icn  s  in  Zoin  4,  a.s 
lliov  r.oiir^  .111  lie- 
line.l  in  Ihr  at'tiTllh  111 
IhIhiiII  the  Unilid 
Sl,ilr>  aii.l  Ihr  stall 
of  l/oui.-^iaii.i,  (Il  I  12. 
lilt     1.',  Id,"-,*;. 

Ml 

Ml  '1.74  92  aiies  in  /iiiii 
3  all. I  4,31\<  tk4  ;ii'ii'S  In 

'/on.     4.    .IS    IllOSj     7i)llis 

111-  .lifiliid  III  the 
i^Ti  run  III  iK-lwnn 
Ihr  Unite. 1  .-^iMlis  and 
111!  Slut,  of  Ixiui.^laJia. 
Del     12.  l'.i.'<i)  I 

All  ' 

.lo 
do 
I  li;il  |Miiiion  lit  Zone  3. 
1^  Kill  7oni  IV  defined 
in  till  .i;.'n  .nieiit  Ik  ■ 
I  ween  Ih.  I'liiteil 
Stales  in.l  Ih.  Sliilf 
o(  IxMll^i.ul.l.  Oil  ]J 
lil.V. 

Ml 

.lo 
Ml      -.i. 

/onr 


3.  V<(  III 


1.  IHM 
4.'<'M 


r2".i  . 

3 

in 


I    ,  11.21 

l.l  I<i22 

I    1  lii'2.3 

I    I  11.24 


I    1     li.2)> 
i  .1    lt)27. 


142 
143 
141. 
147 


II'.) 
|-<) 
1.-.3 


'  ■'.I  acre-  in 
an. I  l.2i'>4.!«i 
nil-  in  Zulu  4.  ;is 
lliovi  rones  are  de-  j 
lini'd  in  the  auKi  iiieiit  ' 
l-lwern  the  UniU-d  I 
-^latis  and  llir  Sljte  1 
of  l.<iuiMaiia.  Oil    12.   ' 

I'.l.'Kil 

Ml 

■  lo 

.lo 
1  hat  [xirl  11)11  of  Zom    3, 
1--  III. It  rotie  IS  detiiiid 
111   111!'   ai;n'«'inent    be- 
iMeeii       Ihe       UniKd   ' 
Sl.ite-.  .111.1  thi  .'J^teof  ' 
Louiv|.iii  I.      Or("     IJ 
l'|-<i 

.1.. 

.1.. 

do 


t.'.f.lt  .Vi 
4.  994  .V) 
4.994.  ,^5 

1,  »;i8  .'* 


4.  ir.M.  .-..5 
4.  te.M  .V) 
t.'MH  .55 


4.  '.194.  .Vi 
4.  91M.  .V) 
4.  j)'4)  81 
2.  .548 


4.  4,-.l 

3.  .528 
3.  SI  4 


.)HI  Ul    )  I    \-l\'     MM,   I.iOInUN  \    M  IP  \i)     10  V 


Vppi. 


.1  .<.|il 


l'.l.".!( 


\f.j...   /'.i<i     lr,,i.    So;,//,  „,id  1ai>!     Miii'mi, 


I  1  11.29 
I  1  ir>,«i 
1    I     l>..tl 


2117 

2<»9 
.1110 


1    .     lutj 


.-^il 


1...     lisM  ... 

:Kr2 

1.1     lUM... 

3o;i 

1 .1   it'>;i.5  ... 

3111 

I.a   i»y*j.... 

311 

All  I 

.lo 
.      .lo 

Ml  (3,144.-.<i  aires  in 
/oni  A  .md  1.411.2.5 
.iires  lo  Zone  4.  as 
lh(.s«'  tones  are  di-- 
lined  III  the  aKre<'Uient 
helMK'H  the  Unili'il 
Slates  and  Ihe  Stale  of 
liouisiana.  Oil.  I'J 
I'.W'.) 

All  (2.(r23. 14  acres  111  Zone 
3  and  2,971.. 82  iMTes  ill 
/one  4,  as  those  rones 
are  defined  in  tlh' 
rjpreenicnt  betwron 
the  United  Slates  lUid 
the  Slate  of  Louisiana. 
Oct.  V2,  19.V.). 

All     

--.'I"     --- .:.". 

-''"  I- 

do     


.560.81 
560.81 
.560.81 
ififl  SI 


4,999.96 


999.96 

999.96 
WW.  96 


FEDERAL  REGISTER 

l-MlisiANA      ColUioued 

HKKUIAI.    I.KANIM:    MAP,   LOCIRIA.NA    MAT    NO.    lOA ■ 

continued 

(. Approved  .Sei>t.  S,   lit.'iiii 

UaiH  Past  Area,  South  and  Eaut  Addition     Con. 


Tract  .So.    Block, 


Desciipiioii 


.\ci.-ipe 


La.   IftC  .'412      All  (2.7M7.I-.4  acres  in  Zoii.' 

3  and  2,212.32  acres  in 
Zone  4,  a-^^  I  hosi'  71. m- 
are  define. 1  in  ihr 
a>rreeiiieiil  Uluiiii 

Ihe  Unite. 1  Si. ill  -  aii.l 
the  Stale  of  Iy<iiiisi:ni:i 
Oct.  12.  19."iiii 

L.l.    KLts  ;{i;j      All(3,34(i..51;icii-iii/.iii. 

3  and  l,(i.5'.i.  f,  icr,  >  m 
Zone  4.  as  t  Iiom'  zones 
are  deflnril  in  the 
a>;reeTneiil  liilwecn 
Ihe  United  Slates  ainl 
the  Slalcof  Loiii>i:iiia 
Ocl.  12,  l!t.'.i.' 

La     lii3it  314      All 

La.    H',40  31.5  do 


f.f.i  ;». 
I'.i'.i  '.«. 


Some  of  the  tracts  offered  for  lease  fall 
in  fairway  areas  (including  prolonga- 
tions thereof)  or  anchorage  areas,  or 
both  as  designated  by  the  District  En- 
gineer. New  Orleans  District,  or  the 
District  Engineer.  Galveston  District 
Corps  of  Engineers.  U.S.  fi  rmy.  For  the 
location  of  these  areas  and  for  opera- 
tional restrictions  imposed  by  that 
Agency,  the  appropriate  District  En- 
gineer should  be  consulted. 

Until  final  determination  of  the  posi- 
tion of  the  State  boundary  of  Louisiana 
has  been  made,  the  acreage  in  Zone  3  and 
Zone  4  herein  assigned  to  each  tract  will 
be  considered  administratively  to  be  the 
acreage  of  that  tract  in  the  zone 
indicated. 

Bidders  are  requested  to  submit  their 
bids  in  the  following  form: 
Manager, 

Bureau  of  Land  Management  Office. 
Department  of  the  Interior. 
T-9003  Federal  Office  Building. 
701  Loyola  Avenue. 
New  Orleans  12,  La. 

Oil  and  Gas  Bid 

The  following  bid  is  submitted  for  an  oil 
and  gas  lease  on  land  of  the  Outer  Conti- 
nental Shelf  specified  below; 

Area  

Official  Leasing  Map  No.   '."^, 
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Tract   No.    

Total  amount "   ^  " 

Amount  per  acre ~ 

Amount  submitted  with  bid 

(Signature) 

( Address  i 

Important.  The  Bid  must  be  accom- 
panied by  one-fifth  of  the  total  amount 
bid.  This  amount  may  be  in  cash,  money 
order,  cashiers  check,  certified  check,  or 
bank  draft. 

A  separate  bid  must  be  made  for  each 
tract. 

Karl  S.  Landstrom, 

Director, 
Bureau  of  Land  Management. 

|FR      Due      62-248;     Filed.     Jan.     11,     1962; 
8:45    a.m. I 


Bureau   of   Reclamation 

I  Public  Announcement  No.  34) 

COLUMBIA  BASIN  PROJECT, 
WASHINGTON 

Public  Announcement  of  the  Sale  of 
Full-Time   Farm   Units 

Lands  Covered 

December  27. 1961. 

Section  1 .  Offer  of  farm  units  for  sale. 
It  is  hereby  announced  that  certain  farm 
units  in  the  Columbia  Basin  Project, 
Washington,  will  be  sold  to  qualified 
applicants  in  accordance  with  the  pro- 
visions of  this  announcement.  Appli- 
cations for  certificates  of  qualification 
to  purchase  farm  units  may  be  submitted 
beginning  at  2:00  p.m.,  January  12,  1962. 

In  order  to  permit  the  continued 
orderly  development  and  settlement  of 
project  lands,  this  public  announcement 
is  issued  irrespective  of  there  being 
pending  applications  for  exchange  pur- 
suant to  the  Act  of  August  13,  1953  i67 
Slat.  566). 

a.  Farjn  units  presently  owned.  The 
farm  units  which  are  presently  owned 
by  the  United  States  and  hereby  offered 
for  sale  are  described  as  follows : 
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b.  Additional  farm  units.  If.  through 
the  operation  of  its  land  acquisition  pro- 
vmn.  the  United  States  should,  follow- 
ing the  date  of  this  announcement  and 
prior  to  the  date  on  which  the  first  farm 
unit  la  offered  for  selection  to  an  appli- 
cant under  the  provisions  hereof,  own 
additional  farm  units  in  the  Columbia 
Basin  Project  which  are  scheduled  to 
receive  water  before  the  close  of  the 
1962  irrigation  season,  such  farm  units 
may  be  offered  for  sale  under  the  provi- 
sions of  this  announcement. 

The  offlcial  plats  of  these  irrigation 
blocks  are  on  file  in  the  offices  of  the 
Bureau  of  Reclamation  at  Ephrata, 
Washington,  and  Boise.  Idaho.  The 
prices  of  tlie  farm  units  are  subject  to 
minor  changes  which  may  result  from 
adjustments  in  the  irrigable  'acreages 
due  to  changes  in  rights  of  way  or  other 
causes. 

S«c.  2.  Limit  of  acreage  which  may 
be  purchased.  The  lands  covered  by 
this  announcement  have  been  divided 
into  farm  units.  Each  of  the  farm  units 
represents  the  acreage  which,  in  the 
opinion  of  the  Regional  Director,  Region 
1.  Bureau  of  Reclamation,  will  support 
an  average  size  family  at  a  suitable  level 
of  living.  The  law  provides  that  no  ap- 
plication for  a  certificate  of  qualification 
shall  be  received  from  (1)  anyone  who 
then  has  outstanding  a  certificate  of 
qualification  to  select  a  farm  unit  on  the 
Columbia  Basin  Project.  (2)  anyone  who 
owns  another  farm  unit  on  that  project, 
or  (3)  any  person  who,  or  a  member  of 
whose  family,  has  theretofore  purchased 
or  entered  into  a  contract  to  purchase  a 
farm  unit  under  the  Colimibia  Basin 
Project  Act.  except  those  whose  farm 
units  have  been  acquired  by  the  United 
States  for  exchange  purposes.  A  family 
is  defined  as  comprising  husband  or  wife, 
or  both,  together  with  their  children 
imder  18  years  of  age.  or  all  of  such 
children  if  both  parents  are  dead. 

Prefzrcncx  or  Appucants 

S«c.  3.  NcUure  of  preference.  Except 
for  a  prior  preference  given  applicants 
for  exchange  under  the  provisions  of 
the  Act  of  August  13,  1953  (67  Stat.  566) , 
who  are  hereinafter  called  "exchange  ap- 
plicants", preference  right  to  purchase 
the  farm  units  described  above  will  be 
given  to  persons  who  submit  applica- 
tions during  a  45 -day  period  beginning 
at  2:00  p.m.,  January  12,  1962.  and  end- 
ings at  2:00  p.m..  February  26,  1962. 

QUALinCATIONS  RTQUIRKD  OF  PXJUCHASEHS 

Sec.  4.  Exam.ining  board.  An  examin- 
ing board  of  three  members  has  been 
appointed  by  the  Regional  Director  to 
determine  the  qualifications  and  fitness 
of  applicants  to  undertake  the  purchase, 
development,  and  operation  of  a  farm 
on  the  Coliunbia  Basin  Project.  The 
Board  will  make  careful  Investigations 
to  verify  the  statements  and  representa- 
tions made  by  applicants.  Any  false 
statements  may  constitute  grounds  for 
rejection  of  an  application  and  cancella- 
tion of  the  applicant's  right  to  purchase 
a  farm  unit. 

Skc.  5.  Minimum  qualifications.  Cer- 
tain minimum  qualifications  have  been 
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established  which  are  considered  neces- 
sary for  the  successful  development  of 
farm  units.  Applicants,  unless  qualified 
exchange  applicants,  must,  In  the  judg- 
ment of  the  examining  board,  meet  these 
qualifications  in  order  to  be  eligible  for 
the  purcha.se  of  farm  units.  Failure  to 
meet  them  in  any  single  respect  will  be 
sufficient  cause  for  rejection  of  nn  appli- 
cation. No  credit  will  be  given  for 
qualifications  in  excess  of  the  required 
minimum.  The  minimum  qualifications 
are  as  follows: 

a.  Character  and  industry.  An  appli- 
cant must  be  possessed  of  honesty. 
temperate  habits,  thrift,  industry,  seri- 
ousness of  purpose,  record  of  good  moral 
conduct,  and  a  borui  fide  intent  to  engage 
in  farming  as  an  occupation. 

b.  Farm  experience.  Except  as  other- 
wise provided  in  this  subjection,  an  ap- 
plicant must  have  had  a  minimum  of 
two  years  (24  months)  of  full-time  farm 
experience,  which  shall  consist  of  par- 
ticipation in  actual  farming  operations 
after  reaching  the  as,'e  of  17  years.  At 
least  one  year  of  such  full-time  farm 
experience  must  have  been  obtained 
after  a  date  five  years  prior  to  the  date 
of  this  announcement,  except  as  pro- 
vided in  Section  12.  Except  for  the 
above-mentioned  one  year  of  recent  farm 
experience,  time  spent  in  agricultural 
courses  in  an  accredited  agricultural 
college  or  time  spent  in  work  closely  asso- 
ciated with  farming,  such  as  teaching 
vocational  agriculture,  agricultural  ex- 
tension work,  or  field  work  in  the  pro- 
duction or  marketing  of  farm  products, 
which  in  the  opinion  of  the  Board  will 
be  of  value  to  an  applicant  in  operating 
a  farm,  may  be  substituted  for  full-time 
experience.  Such  substitution  shall  be 
on  the  basis  of  one  year  (academic  year 
of  at  least  nine  months)  of  agricultural 
college  courses  or  one  year  (twelve 
months)  of  work  closely  associated  with 
farming  for  six  months  of  full-time  farm 
experience.  Not  more  than  one  year  of 
full-time  experience  of  this  type  will  be 
allowed. 

Applicants  who  have  acquired  their 
experience  on  an  irrigated  farm  will 
not  be  given  preference  over  those 
whose  experience  was  acquired  on  a  non- 
irrigated  farm,  but  all  applicants  must 
have  had  farm  experience  of  such  nature 
as  in  the  judgment  of  the  examining 
board  will  qualify  the  applicant  to  under- 
take the  development  and  operation  of 
an  irrigated  farm  by  modern  methods. 

c.  Health.  An  applicant  must  be  in 
such  physical  condition  as  will  enable 
him  to  engage  in  normal  farm  labor. 

d.  Capital.  To  be  eligible  for  a  certi- 
ficate of  qualification  for  farms  listed 
in  Section  1,  applicants  must  possess  in 
excess  of  liabilities  either  ( 1 )  at  least 
$7,500  in  cash  or  (2)  various  assets 
amounting  to  at  least  $8,500.  No  value 
will  be  allowed  for  a  passenger  car  or 
household  goods.  At  the  time  he  moves 
to  the  Project  to  take  possession  of  the 
farm  unit  selected,  the  applicant  must 
re-establish  to  the  satisfaction  of  the 
Project  Manager  that  he  possesses  in  ex- 
cess of  liabihties  either  (1)  at  least  $7,- 
500  in  cash  or  (2)  at  least  $5,000  in  cash 
plus  $3,500  in  property  such  as  livestock, 
farm  machinery,  or  equipment  which,  in 
the  opinion  of  the  Board  and  the  Proj- 


ect Manager,  will  be  useful  In  the  de- 
velopment and  operation  of  a  new. 
irrigated  farm  on  the  Columbia  Basin 
Project.  Before  executing  a  land  sale 
contract  and  acquiring  the  right  of 
possession  of  the  farm  unit,  the  pur- 
chaser must  establish,  to  the  satisfac- 
tion of  the  Project  Manager,  that  he  has 
moved  to  the  Project  to  take  possession 
of  the  farm  unit  selected  and  re-estab- 
lish his  net  worth  as  required  above, 
except  that  the  amount  paid  as  an 
earnest  money  deposit  can  be  credited 
as  part  of  the  assets  making  up  the  ap- 
plicant's net  worth. 

Sec  6.  Other  qualifications  required. 
Each  applicant  must  meet  the  following 
requirements: 

a.  Be  a  citizen  of  the  United  States  or 
have  declared  an  intention  to  become  a 
citizen  of  the  United  States. 

b.  In  addition  to  the  limitations  in 
section  2,  not  own  outright,  or  be  ac- 
quiring under  a  contract  to  purchase, 
more  than  10  acres  of  crop  land  or  a 
total  of  160  acres  of  land  at  the  time  of 
execution  of  a  purchase  contract  for  a 
farm  unit. 

c.  Not  previously  have  purchased  a 
farm  unit  from  the  United  States  under 
provisions  of  the  Reclamation  Law.  ex- 
cepting therefrom  actions  under  the  Act 
of  August  13.  1953. 

d.  Not  have  outstanding  a  certificate 
of  qualification  for  the  purchase  of  a 
farm  unit  on  the  Colimibia  Basin 
Project. 

e.  Not  own  outright,  or  be  acquiring 
under  a  contract  to  purchase,  a  farm 
unit  on  the  Columbia  Basin  Project. 

f .  If  a  married  woman  or  a  person  un- 
der 21  years  of  age  who  is  not  a  veteran 
with  acceptable  service,  be  the  head  of  a 
family.  The  head  of  a  family  Is  ordi- 
narily the  husband,  but  a  wife  or  a  minor 
child  who  is  obliged  to  assume  major  re- 
sponsibility^or  the  support  of  a  family 
may  be  the  nead  of  a  family. 

Where  and  How  To  Submit  an 
Application 

Sec.  7.  Filing  application  blanks. 
Any  person  desiring  to  apply  for  a  cer- 
tificate of  qualification  to  purchase  a 
farm  unit  offered  for  sale  by  this  an- 
nouncement must  fill  out  the  attached 
application  blank  and  file  It  with  the 
Bureau  of  Reclamation.  Ephrata.  Wash- 
ington, in  person  or  by  mail.  Additional 
application  blanks  may  be  obtained  from 
the  office  of  the  Bureau  of  Reclamation 
at  Ephrata.  Washington;  Boise.  Idaho: 
or  Washington,  DC.  No  advantage  will 
accrue  to  an  applicant  who  presents  an 
application  in  person.  Each  applica- 
tion submitted,  including  the  evidence 
of  qualification  to  be  submitted  follow- 
ing the  public  drawing,  will  become  a 
part  of  the  records  of  the  Bureau  of 
Reclamation  and  cannot  be  returned  to 
the  applicant. 

Selection  or  Qualified  Applicants 

Sec.  8.  Priority  of  applications.  All 
applications,  except  those  received  from 
qualified  exchange  applicants  prior  to 
2:00  p.m.,  February  26,  1962,  which  shall 
be  given  prior  preference,  will  be  classi- 
fied for  priority  purposes  as  follows: 
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a.  First  Group.  All  complete  appli- 
cations filed  prior  to  2:00  pjn.,  Feb- 
ruary 26,  1962.  Such  applications  will 
be  treated  as  simultaneously  filed. 

b.  Second  Group.  All  complete  ap- 
plications filed  after  2:00  p.m.,  Frt>- 
luary  26,  1962.  Such  applications  will 
be  considered  in  the  order  in  which  they 
are  filed  if  any  farm  units  are  available 
for  sale  to  applicants  within  this  group. 

Sec.  9.  Public  dratving.  After  the 
priority  classification,  the  Board  will 
conduct  a  public  drawing  of  the  names 
of  the  applicants  in  the  First  Group  as 
defined  in  subsection  8.a.  of  this  an- 
nouncement. Applicants  need  not  be 
present  at  the  drawing  to  participate 
therein.  The  names  of  a  sufficient  num- 
ber of  applicants  (not  less  than  four 
times  the  number  of  farm  units  offered 
for  sale)  shall  be  drawn  and  numbered 
in  the  order  drawn  for  the  purpose  of 
establishing  the  order  in  which  the  ap- 
plications drawn  will  be  examined  by  the 
Board  to  determine  whether  the  appli- 
cants meet  the  minimum  qualifications 
prescribed  in  this  announcement  and  to 
establish  the  priority  of  qualified  appli- 
cants for  the  selection  of  farm  units. 
After  such  drawing,  the  Board  will 
notify  each  applicant  of  his  respective 
standing  as  a  result  of  the  drawing. 

Sec  10.  Submission  of  evidence  of 
qualification.  After  the  drawing,  a 
sufficient  number  of  applicants,  in  the 
order  of  their  priority  as  established  by 
the  drawing,  will  be  supplied  with  forms 
on  which  to  submit  evidence  of  qusdi- 
fication  showing  that  they  meet  the 
qualifications  set  forth  in  Sections  5  and 
6  of  this  announcement.  Full  and  ac- 
curate answers  must  be  made  to  all 
questions.  The  completed  form,  to- 
gether with  any  attachments  required, 
must  be  mailed  or  delivered  to  the  Bu- 
reau of  Reclamation,  Ephrata.  Wash- 
ington, within  20  days  of  the  date  the 
form  is  mailed  to  the  last  address  fur- 
nished by  the  applicant.  Failure  of  an 
applicant  to  furrush  all  of  the  informa- 
tion requested  or  to  see  that  information 
is  furnished  by  his  references  within  the 
time  period  specified  will  subject  his  ap- 
plication to  rejection. 

Sec.  U.  Examination  and  interview. 
After  the  information  outlined  in  sec- 
tion 10  of  this  announcement  has  been 
received  or  the  time  for  submitting  such 
statements  has  expired,  the  Board  shall 
examine  in  the  order  drawn  a  sufficient 
number  of  applications,  together  with 
the  evidence  of  qualification  submitted, 
to  determine  the  applicants  who  will  be 
iJermitted  to  purchase  farm  units.  This 
examination  will  deteiTnine  the  suffi- 
ciency, authenticity,  and  reliability  of 
the  information  and  evidence  submitted 
by  the  apphcants.  If  the  applicant  fails 
to  supply  any  of  the  information  required 
or  the  Board  finds  that  the  applicant's 
qualifications  do  not  meet  the  require- 
ments prescribed  in  this  announcement, 
the  applicant  shall  be  disqualified  and 
shall  be  notified  by  the  Board,  by  certi- 
fied mail,  of  such  disqualification  and 
the  reasons  therefor  and  of  the  right 
to  appeal  to  the  Regional  Director,  Re- 
gion 1,  Bureau  of  Reclamation.  All  ap- 
peals must  be  received  In  the  office  of 
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the  Project  Manager,  Bureau  of  Recla- 
mation, Ephrata,  Washington,  within  15 
days  of  the  applicant's  receipt  of  such 
notice  or,  in  any  event,  within  30  days 
from  tbe  date  when  the  notice  Is  mailed 
to  the  last  address  furnished  by  the 
applicant.  The  Project  Manager  will 
promptly  forward  the  appeal  to  the 
Regional  Director. 

If  the  examination  indicates  that  an 
applicant  is  qualified,  the  applicant  may 
be  required  to  appear  for  a  personal  in- 
terview with  the  Board  for  the  purposes 
of:  (1)  Affording  the  Board  any  addi- 
tional information  it  may  desire  relative 
to  his  qualifications;  (2)  affording  the 
applicant  any  information  desired  rela- 
tive to  conditions  In  the  area  and  the 
problems  and  obligations  relative  to  de- 
velopment of  a  farm  unit;  and  (3)  af- 
fording the  applicant  an  opportunity  to 
examine  the  farm  units. 

If  an  applicant  fails  to  appear  before 
the  Board  for  a  personal  interview  on 
the  date  requested,  he  will  thereby  for- 
feit his  priority  position  as  determined 
by  the  drawing.  If  the  Board  finds  that 
an  applicant's  qualifications  fulfill  the 
requirements  prescribed  in  this  an- 
nouncement, such  applicant  shall  be 
notified,  in  person  or  by  certified  mall. 
that  he  is  a  qualified  applicant  and  shall 
be  given  an  opportunity  to  select  one  of 
the  farm  units  available  then  for  pur- 
chase. Such  notice  will  require  the  ap- 
plicant to  make  a  field  examination  of 
the  farm  units  available  to  him  and  in 
which  he  is  interested,  to  select  a  farm 
unit,  and  to  notify  the  Board  of  such 
selection  within  the  time  specified  In  the 
notice. 

Skuction  of  Farm  Units 

Sic.  12.  Order  of  selection.  The  ap- 
plicants who  have  been  notified  of  their 
qualification  for  the  purchase  of  a  farm 
unit  will  successively  exercise  the  right 
to  select  a  farm  unit  in  accordance  with 
the  priority  established  by  the  drawing. 
If  a  farm  tmlt  becomes  available  through 
failure  of  a  qualified  applicant  to  exer- 
cise his  right  of  selection  or  failure  to 
complete  his  purchase.  It  will  be  offered 
to  the  next  qualified  applicant  who  has 
not  made  a  selection  at  the  time  the  unit 
is  again  available.  An  applicant  who 
is  considered  to  be  disqualified  as  a  re- 
sult of  the  personal  Interview  will  be 
permitted  to  exercise  his  right  to  select, 
notwithstanding  his  disqualification, 
unless  he  volimtarily  surrenders  this 
right  in  writing.  If,  on  appeal,  the  ac- 
tion of  the  Board  in  disqualifying  an  ap- 
plicant as  a  result  of  the  personal  inter- 
view is  reversed  by  the  Regional  Direc- 
tor, the  applicant's  selection  shall  be 
effective,  but  if  such  action  of  the  Board 
is  upheld  by  the  Regional  Director,  the 
farm  unit  selected  by  this  applicant  will 
become  available  for  selection  by  quali- 
fied applicants  who  have  not  exercised 
their  right  to  select. 

If  any  of  the  farm  units  listed  in  this 
announcement  remain  unselected  after 
all  qualified  applicants  whose  names 
were  selected  in  the  drawing  have  had  an 
opportunity  to  select  a  farm  imlt  and  If 
additional  applicants  remain  in  the 
First  Oroup,  all  said  remaining  appli- 
cants will  be  advised  by  the  Board  as  to 
the  number  and  nature  of  the  unsold 
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imlts.  If  any  of  the  applicants  so  ad- 
vised wish  to  be  considered  for  the  pos- 
sible purchase  of  one  of  the  remaining 
units,  they  must  so  advise  the  Board  in 
writing  within  20  days  of  the  date  of  the 
notice.  The  Board  will  consider,  in  the 
order  of  their  selection  priority  as  estab- 
lished by  drawing,  only  those  applicants 
who  make  affirmative  reply  within  the 
period  stipulated. 

Any  farm  units  remaining  unselected 
after  all  qualified  applicants  in  the  First 
Group  have  had  an  opportunity  to  select 
a  farm  unit  will  be  offered  to  applicants 
in  the  Second  Group  in  the  order  in 
which  their  applications  are  filed,  subject 
to  the  determination  of  the  Board,  made 
in  accordance  with  the  procedure  pre- 
scribed herein,  that  such  applicants  meet 
the  minimum  qualifications  prescribed  in 
this  armouncement.  In  considering  the 
qualifications  of  applicants  in  the  Second 
Group,  the  Board  of  Examiners  may 
waive  the  requirement  that  one  year  of 
the  two  years'  fulltime  farm  experience 
be  obtained  after  a  date  five  years  prior 
to  the  date  of  this  announcement  if  in 
the  opinion  of  the  Board  the  applicant 
has  sufficient  capital  or  outside  income 
to  make  the  required  real  estate  improve- 
ments largely  with  his  own  resources. 

If  £uiy  farm  imits  offered  by  or  under 
this  announcement  remain  unsold  for  a 
period  of  two  years  following  the  date  of 
this  announcement,  the  Project  Manage: 
may  sell,  lease,  or  otherwise  dispose  of 
such  units  to  qualified  applicants  with- 
out regard  to  the  provisions  of  section  9 
of  this  announcement. 

Sec.  13.  Failure  to  select.  If  any  appli- 
cant, except  a  qualified  exchange  appli- 
cant, refuses  to  select  a  farm  unit  or 
fails  to  do  so  within  the  time  specified  by 
the  Board,  such  applicant  shall  forfeit 
his  position  in  his  priority  group  and  his 
name  shall  be  placed  last  in  that  group. 

Purchase  of  Selected  Unit 

Sec.  14.  Execution  of  earnest  money 
agreement  and  land  sale  contract.  When 
a  farm  unit  is  selected  by  an  applicant 
as  provided  in  section  12  of  this  an- 
nouncement, the  Project  Manager  will 
promptly  give  the  applicant  a  written 
notice  confirming  the  availability  to  him 
of  the  unit  selected  and  will  furnish  an 
earnest  money  agreement  together  with 
instructions  concerning  its  execution 
and  return.  In  that  notice,  the  Project 
Manager  will  inform  the  applicant  of  the 
amoimt  of  his  down  payment  and  the 
amount  of  the  irrigation  charges  as- 
sessed by  the  irrigation  district  or,  if 
such  charges  have  not  been  assessed,  of 
an  estimate  of  the  amount  of  the  charges 
for  the  first  year  of  the  development 
period,  to  be  deposited  with  the  irriga- 
tion district. 

The  earnest  money  agreement  will  re- 
quire the  applicant  to  deposit  $200  or  5 
percent  of  the  purchase  price  of  the 
farm,  whichever  amount  is  greater,  with 
the  Project  Manager.  The  amoimt  de- 
posited with  the  earnest  money  agree- 
ment will  be  applied  to  the  down  pay- 
ment if  the  applicant  (1)  submits  proof 
that  he  has  moved  to  the  Columbia 
Basin  Project  before  March  1  of  the  year 
water  is  first  declared  available  to  the 
irrigation  block  in  which  the  farm  unit 
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is  located  or  within  six  months  of  the 
earnest  money  agreement,  whichever  is 
later,  and  possesses  the  minimum  capital 
assets  required  under  subsection  5.d  .  •2) 
pays  the  real  or  estimated  amount  of  the 
irrigation  charges  which  will  be  required 
by  the  Irrigation  district  for  the  first 
year  of  the  development  period  following 
the  date  of  contract.  '3>  pays  the  re- 
mainder of  the  required  down  payment 
on  the  purchase  price  of  the  farm  unit, 
and  "4»  executes  a  land  sale  contract  in 
accordance  with  the  Project  Managers 
instructions.  If  the  applicant  fails  to 
comply  with  any  of  the  four  requirementii 
described  in  this  paragraph,  he  will  for- 
feit his  light  to  purchase  the  farm  unit 
and  the  amount  he  has  deposited  as 
earnest  money  will  be  retained  by  the 
United  States  as  liquidated  damages 

When  the  applicant  submits  proof  to 
the  Project  Manauer  or  his  representa- 
tive that  he  has  moved  to  the  Project  to 
take  possession  of  the  farm  unit  and  that 
he  possesses  the  minimum  capital  assets 
required  under  subsection  5.d..  the  Proj- 
ect Manager  will  promptly  furnish  the 
applicant  the  necessary  land  sale  con- 
tract, together  with  instructions  con- 
cerning its  execution  and  return  Such 
proof  shall  be  in  the  form  of  an  affidavit 
that  he  has  actually  moved  to  the 
Project  area,  a  cuirent  financial  state- 
ment, and  where  appropriate,  a  personal 
inspection  of  farm  equipment  by  a  repre- 
sentative of  the  Project  Manager 

If  the  purchase  is  made  subsequent 
to  July  1  of  any  year  during  the  develop- 
ment period,  a  deposit  may  be  required 
to  cover  payment  of  water  charges  for 
the  balance  of  that  year  as  well  as  for 
the  year  following  the  purchase. 

Sec.  15.  Terms  of  sale  Contract.s  for 
the  sale  of  farm  units  pursuant  to  this 
announcement  will  contain,  amone 
others,  the  following  principal  pro- 
visions: 

a.  Down  payment.  An  initial  or  down 
payment  of  $400  or  10  percent  of  the 
purchase  price  of  the  lands  beinu  pur- 
chased from  the  United  States,  which- 
ever is  larger,  will  be  required.  Larger 
proportions  or  the  entire  amount  of  the 
price  may  be  paid  initially  at  the  pur- 
chaser's option. 

b.  Schedule  for  payment  of  balance 
Interest  rate.  If  only  a  portion  of  the 
purchase  price  is  paid  initially,  the  re- 
mainder will  be  payable  within  a  period 
of  20  years  following  the  date  of  the 
contract.  No  payments  on  the  principal, 
except  the  down  payment,  will  be  re- 
quired during  the  first  three  years,  and 
the  Project  Manager  may  postpone  .such 
payments  for  as  long  as  the  first  five 
years  of  the  contract.  Interest  on  the 
unpaid  balance  at  the  rate  of  three  per- 
cent per  annum,  however,  will  be  pay- 
able annually.  When  payments  on  the 
principal  are  resumed,  they  will  be  pay- 
able each  year.  The  schedule  of  prin- 
cipal payments,  which  will  be  estab- 
lished by  the  Project  Manager,  will  pro- 
vide for  relatively  small  payments  dur- 
ing the  first  years  and  larger  payments 
during  the  later  years  of  the  contract 
period.  Payment  of  any  or  all  install- 
ments, or  any  portion  thereof,  may  be 
made  before  their  due  dates  at  the  pur- 
chaser's option. 
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c.  Development  requirements  In  or- 
der that  the  irrigable  area  of  the  entire 
farm  unit  shall  be  developed  with  rea- 
sonable dispatch,  each  purchaser  will  be 
required,  as  a  minimum,  to  clear,  level, 
irrigate,  and  plant  to  crops  by  the  end 
of  each  of  the  calendar  years  indicated 
below  and  to  maintain  in  crops  there- 
after the  following  percentages  of  irri- 
gable land  as  tentatively  or  finally 
classified 
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d  Residence  requirements  A  major 
objective  of  the  settlement  program  for 
the  Columbia  Basin  Project  is  to  assist 
and  encourage  the  permanent  settle- 
ment of  farm  families.  In  keeping  with 
this  objective,  each  purchaser  will  be 
required  to  do  the  following  with  respect 
to  residence:  il'  Within  one  year  from 
the  date  of  his  contract  or  by  March  1 
of  the  year  water  is  first  declared  avail- 
able to  the  irrigation  block  in  which 
the  farm  unit  is  located,  whichever  is 
later,  he  must  initiate  residence  by  actu- 
allv  moving  onto  the  unit,  such  resi- 
dence to  be  maintained  by  living  thereon 
for  not  less  than  12  months  within  an 
18-month  period  following  the  initial 
date  of  residence,  and  '2'  before  receiv- 
ing title  to  the  unit  under  the  land  sale 
contract,  to  establish  a  permanent  and 
habitable  dwelling  on  the  unit.  The 
time  for  compliance  with  the  initiation 
of  residence  may  be  extended  by  the 
Project  Manager  for  periods  of  as  long 
as  six  months,  upon  his  determination 
that  an  extension  is  necessary  to  avoid 
undue  hardship  to  the  purchaser  and 
that  It  will  not  be  detrimental  to  the 
orderly  development  of  the  irrigation 
block  The  latest  permissible  date  for 
initiating  residence,  however,  will  not 
be  extended  for  more  than  one  year  m 
addition  to  the  one- year  period  speci- 
fied above. 

e.  Speculation  and  landhalding  limi- 
tations. Land  sale  contracts  and  deeds 
covering  farm  units  offered  by  this  an- 
nouncement will  include  provisions  gov- 
erning I  1  •  maximum  permissible  sizes  of 
holdings  of  irrigable  lands.  '2'  con- 
tinued conformance  of  land  to  the  area 
and  boundaries  of  the  farm  unit  plat 
for  the  block;  <2>  prices  at  which  land 
can  be  resold  during  a  period  of  five 
years  following  the  date  on  which  water 
IS  made  available  to  the  irrigation  block; 
i4>  disposal  of  land  should  it  become 
excess  at  any  time;  and  i5i  limitations 
as  to  total  area  that  may  be  operated 
on  the  Project,  whether  as  lessee  or  as 
owner  or  Ijoth. 

f.  Possession.  The  purchaser  may 
take  possession  of  the  lands  being  pur- 
chased when  he  has  complied  with  the 
requirements    described    in    section    14 


and  the  land  .sale  contract  has  been  exe- 
cuted by  the  Project  Manager  for  tho 
United  States,  except  that  if  a  farm 
unit  is  under  lease  when  sold  posses- 
sion may  not  be  taken  until  the  end 
of  the  period  for  which  the  unit  is 
leased  Such  leases  occur  infrequent  !v 
and  are  of  not  more  than  one  vein  s 
duration 

g  .Sa/e.s'  (i.sswnmt'nts.  /e«s«^^  Each 
purchaser  shall  be  required  to  agree  Ih  it 
ht\  his  hfMis.  and  a.s.signs  will  not.  ex- 
cept with  tli»-  approval  of  ihe  Projec-t 
Manager,  sell,  a.ssign,  lease,  or  other- 
wise dispose  of.  or  contract  to  .sell,  as 
sign  It-ase.  or  otherwise  dispose  of.  his 
land  during  a  period  ending  five  ye;ii^ 
from  the  date  of  hi.s  purcliase  contract 

h.  Copies  of  contract  form.  Tht- 
terms  listed  al)ove  and  all  other  stand- 
ard contract  provisions  are  contained  m 
the  land  .sale  contract  form,  copies  of 
which  may  be  obtained  by  writing  to 
the  Bureau  of  Reclamation.  Ephrata. 
Washington. 

IRRIOMION    Cn    RC.ES 

Sec  16  Wafer  rental  charges.  In 
Irrigation  Block  80  some  construction 
activities  will  be  continuing  and  the  sys- 
tem will  be  tested  during  the  irrigation 
.season  of  1962  However,  it  is  expected 
that  water  will  be  furnished  on  a  tem- 
porary rental  basis  to  those  desiring  it 
Ihe  terms  of  payment,  which  will  be  at 
a  fixed  rate  per  acre-foot  of  water  uscfl 
will  be  announced  by  the  Project  Man- 
ager before  the  beginning  of  the  irriga- 
tion season 

t^EC.  17  Development  period  charges 
Pursuant  to  the  provisions  of  the  repay- 
ment contracts  of  October  9.  1945.  be- 
tween the  United  States  and  the  three 
irrigation  districts  of  the  Columbia  Basin 
Project,  the  Secretary  of  the  Interior 
will  establish  a  development  period,  nor- 
mally ten  years,  for  each  irrigation 
block,  during  which  time  payment  of 
consliuction  charge  installments  will 
not  l)e  required.  The  Secretary  will 
announce  the  development  period  for 
Irrigation  Block  80  when  the  testing  of 
the  irrigation  facilities  gives  assurance 
that  the  development  period  can  begin 
The  development  period  began  in  1959 
for  Irrigation  Block  18.  in  1960  for  Irri- 
-.::»tion  Block  20.  and  will  begin  in  1962 
for  Irrigation  Block  201. 

During  the  development  period,  water 
rental  charges,  except  as  pointed  out 
later  in  this  section,  will  average  an  esti- 
mated $6  40  per  year  for  each  irrigable 
acre  as  t^MUatively  or  finally  classified 
This  figure  is  an  estimate  and  is  subjeC. 
to  adjustment  when  the  actual  costs  are 
determined  In  any  event,  there  will 
be  a  minimum  charge  per  farm  unit  each 
year  whether  or  not  water  is  used.  A 
notice  establishing  the  details  of  the 
plan  to  be  followed  and  announcint; 
charges  and  governing  provisions  for  the 
fir.st  year  of  the  development  period  will 
be  issued  prior  to  January  1  of  that 
vear   by    the   Project   Manager. 

The  present  plans  are:  ( 1  •  To  vary  the 
minimum  charge  according  to  the  antici- 
pated relative  repayment  ability  of  the 
various  land  cla.sses;  •2)  to  Increase  the 
minimum  charge  from  70  percent  of  the 
estimated  cost  for  the  first  year  to  about 
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115  percent  for  the  later  years  of  the 
development  period;  and  (3)  to  charge 
for  water  In  excess  of  the  amount  fur- 
nished for  the  minimum  charge  on  an 
Ticre-foot  basis.  The  mlnimtmi  charge 
will  entitle  each  user  to  a  quantity  of 
water,  to  be  specified  by  the  ftx)ject 
Manager,  vanning  with  the  water  re- 
quirement classification  of  the  land  and 
the  size  of  the  farm  unit.  In  addition 
to  the  water  rental  charges,  the  irriga- 
tion district  will  levy  a  charge  to  cover 
administrative  costs  and  probable  de- 
linquencies in  collections  and  to  accumu- 
late resei-ve  funds. 

Sec.  18.  Construction  period  repay- 
ment charges — a.  Operation  and  main- 
tenance charges.  After  the  development 
period  has  ended,  water  users  will  pay 
a  charge  for  operation  and  maintenance 
of  the  Project  irrigation  system  which 
will  be  imiform  for  the  irrigation  blocks 
throughout  the  Project.  These  charges 
may  be  graduated  among  land  classes. 
Assessment  procedure  will  be  left  for  the 
Irrigation  District  Board  Of  Directors 
to  determine,  but,  in  any  case,  there  will 
be  an  annual  minimimi  charge  per  acre. 
In  order  to  encourage  careful  use  of 
water,  this  annual  minimimi  charge  will 
entitle  the  water  <iser  to  one-half  acre- 
foot  of  water  per  acre  less  than  the 
amount  of  water  normally  required.  The 
normal  requirements  for  the  various 
classes  of  land  will  be  determined  and 
annoimced  as  provided  in  the  repayment 
contracts  with  the  irrigation  districts. 
Water  in  excess  of  the  quantity  covered 
by  the  minimum  charge  will  be  paid  for 
on  an  acre-foot  basis  in  accordance  with 
an  ascending,  graduated  scale. 

b.  Construction  charges.  The  existing 
repayment  contracts  between  the  United 
States  and  the  irrigation  districts  re- 
quire the  pajonent  of  construction 
charges  for  the  Project  irrigation  system 
during  the  forty  years  following  the 
end  of  the  development  period.  Under 
the  present  repayment  contracts,  the 
average  construction  charge  per  irrigable 
acre  for  the  entire  Project  is  $2.12  per 
year.  Thus,  the  total  construction  re- 
payment obligation  averages  $85  per  ir- 
rigable acre.  However,  that  amoimt  is 
predicated  on  an  estimated  total  direct 
investment  in  irrigation  works  costing 
not  to  exceed  $280,782,180,  most  of  which 
has  already  been  made.  If  the  existing 
repayment  contracts  are  amended  to  in- 
crease this  amount,  the  construction  re- 
payment obligation  of  the  districts  will 
be  increased,  as  will  the  average  con- 
struction charge  per  irrigable  acre.  The 
present  contracts  further  provide  that 
constnictlon  charges  shall  be  graduated 
according  to  the  relative  repayment  abil- 
ity of  the  land;  consequently,  the  charge 
per  Irrigable  acre  will  be  larger  for  the 
better  lands  than  for  the  poorer  lands. 
This  allocation  of  construction  charges 
by  classes  of  land  will  be  made  as  soon 
as  practicable. 

Sec.  19.  Drainage  charges.  In  addi- 
tion to  the  charges  described  in  sections 
17  and  18  above,  a  charge  will  be  assessed 
to  provide  for  the  construction  of  drain- 
age facilities.  This  charge  oould  reach 
S3. 50  per  acre  per  year  in  addition  to 
the  annual  water  rental  charge  or  the 
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annual  operation  and  maintenance 
cJHarge.  Hofvever,  the  drainage  con- 
•tmctlon  costs  would  be  removed  from 
the  annual  water  rental  charge  or  the 
annual  operation  and  maintenance 
charge  if  the  r^asrment  contracts  with 
the  irrigation  districts  were  amended  to 
allow  these  costs  to  be  capitalized  and 
returned  as  part  of  the  cost  of  construc- 
tion of  the  project  irrigation  system. 

Kenneth  Holum, 
Assistant  Secretary  of  the  Interior. 

DECKHBBR27,  1961. 

(PJl.    Doc.    62-356;     PUed,    Jan.     11, 
8:47  ajn] 
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POWELL  TOWNSITE,  SHOSHONE 
PROJECT,  WYOMING 

Sale  of  Lots 

1.  Statviory  authority.  Certain  lots  in 
the  townsite  of  Powell,  Wyoming,  iden- 
tified In  Par.  2  below,  will  be  disposed  of 
in  accordance  with  the  Act  of  August  17, 
1961  (75  Stat.  388) . 

2.  Description,  area,  and  appraised 
value.  A  parcel  of  land  together  with  im- 
provonents  located  thereon,  consisting 
of  Lots  21  and  22  of  Block  48  in  T.  55  N., 
R.  99  W.,  6th  P.M.,  Powell  Townsite, 
Wyoming,  containing  21,000  sq.  ft.,  hav- 
big  an  appraised  value  of  $25,000.00. 

3.  PvbUc  sale.    On  February  8,  1962, 
at  2:00  pjn.,  at  the  Project  Office,  Sho- 
shone and  Heart   Mountain  Irrigation 
Districts,  Powell,  Wyoming,  said  parcel 
of  land  will  be  sold  at  public  auction  to 
the  highest  bidder  at  not  less  than  the 
appraised  value.     Purchasers  must  be 
citizens  of  the  United  States  or  have  de- 
clared their  intention  to  become  a  citizen 
of  the  United  States,  and  there  will  be 
reserved  to  the  United  States  right-of- 
way  as  provided  by  the  Act  of  August  30, 
1890  (26  Stat.  391) ,  and  minerals  as  pro- 
vided by  the  Act  of  July  17, 1914  (38  Stat. 
509).    The  Shoshone  and  Heart  Moun- 
tain Irrigation  Districts  shall  have  the 
right  to  occupy  the  office  building  lo- 
cated on  the  land  and  to  remove  all  office 
equipment,  records  and  other  personal 
property  located  therein  for  a  period  of 
180  d^iys  from  the  date  the  property  is 
scAA.    P.  Duffy  Murry,  Irrigation  Divi- 
sion, Regional  Office.  Bureau  of  Recla- 
mation. Billings,  Montana,  has  been  des- 
ignated as  superintendent  of  sale,  and 
Robert  M.  Fagerberg,  Project  Manager, 
Shoshone  and  Heart  Moimtain  Irriga- 
tion Districts,  Powell  Wyoming,  will  be 
the  auctioneer,  or  in  the  event  that  they, 
or  either  of  them  are  or  is  unable  to  act, 
the  duly  appointed  designee  of  the  Re- 
gional Director,  Region  6,  Bureau  of  Rec- 
lamation, Billings,  Montana,  will  act  in 
their,  or  his  behalf. 

4.  Terms  of  sale.  Full  payment  for  the 
parcel  of  land  must  be  made  in  cash  on 
the  date  of  the  sale. 

5.  Authority  of  the  superintendent. 
The  superintendent  conducting  the  sale 
is  authorized  to  refuse  any  and  all  bids, 
and  to  suspend,  adjourn,  and  postpone 
the  sale  to  such  time  and  place  as  he  may 
deem  proper.  After  the  parcel  of  land 
has  been  offered,  the  superintendent  will 
close  the  sale.  If  the  property  is  not 
sold  at  the  above  time  and  place,  it  will 
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be  available  for  private  sale  at  not  less 
than  the  appraised  value  by  the  Regional 
Director,  Bureau  of  Reclamation,  Bill- 
ings, Montana. 

6.  Warning.  All  persons  are  wanved 
against  forming  any  combination  or 
agreement  ^rtiich  will  prevent  the  prop- 
erty from  selling  advantageously  or 
which  will  in  any  way  hinder  or  em- 
barrass the  sale.  Any  person  so  offend- 
ing will  be  prosecuted  under  18  U.S.C. 
1860. 

Approved :  January  8, 1962. 

Bruce  Johnson, 
Regional  Director. 

|F.R.    Doc.    62-451;     PUed.    Jan.     11,     1962; 
11:04  ajn.] 


DEPARTMENT  OF  THE  TREASURY 

Internal  Revenue  Service 

[Order  No.  11  (Rev.  2)] 

DELEGATION  OF  AUTHORITY  TO  AC- 
CEPT CERTAIN  OFFERS  IN  COM- 
PROMISE 

Deceiiber  29. 1961. 
Pursuant  to  the  authority  vested  in  me 
by  Treasury  Department  Order  No.  150- 
25,   dated   June    1.    1953,   it   Is   hereby 
ordered : 

1.  Subject  to  the  limitations  contained 
in  applicable  regulations  and  procedures. 
District  Directors  are  delegated  au- 
thority, under  section  7122  of  the  In- 
ternal Revenue  Code,  to  accept  offers  in 
compromise  in  cases  in  which  the  liability 
sought  to  be  compromised  (including  any 
interest,  additional  amount,  addition  to 
the  tax,  or  assessable  penalty)  is  less 
than  $50,000,  and  in  cases  involving 
specific  penalties. 

2.  This  authority  may  not  be  redele- 
gated. 

3.  This  Order  supersedes  Delegation 
Order  No.  11  (Revised),  issued  April  13, 
1960. 

Effective  date.    January  1, 1962. 

[seal]  MORTnCER  M.  Caplin, 

Commissioner. 

[F.R.    Doc.    62-351;     Piled.    Jan.    11,    1962; 
8:46  a.m.] 


(Order  No.  75  (Rev.  1)] 

AUTHORITY  OF  REGIONAL  APPELLATE 
DIVISION  IN  OFFERS  IN  COMPRO- 
MISE 

DECEksER  29, 1961. 

Pursuant  to  authority  vested  in  me  as 
Commissioner  of  Internal  Revenue,  it  is 
ordered  that: 

1.  Each  Assistant  Regional  Commis- 
sioner (Appellate)  as  Chief  of  the  Ap- 
pellate Division  of  the  region,  is  author- 
ized and  each  Associate  Chief  of  the  Ap- 
pellate Division  is  authorized  to  deter- 
mine the  disposition  to  be  made  of  any 
offer  in  compromise  submitted  under  the 
provisions  of  section  3761  of  the  Internal 
Revenue  Code  of  1939,  or  section  7122  of 
the  Internal  Revenue  Code  of  1954,  in 
which  (a)  the  proponent  has  made  a 
written  request  for  Appellate  Division 
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consideration  or  »bt  the  liability  was 
previously  determined  by  the  Appellate 
Division  and  the  offer  is  based  in  whole 
or  in  part  on  doubt  as  to  liability.  Each 
Assistant  Chief  and  each  Special  As- 
sistant to  the  Chief  is  authorized  to  de- 
termine the  disposition  to  be  made  of  any 
such  offer  in  compromise  in  which  the 
unpaid  amount  of  tax  (including  any  in- 
terest, penalty,  additional  amount  or  ad- 
dition to  the  tax»  is  less  than  $50,000 

2.  A  determination  by  the  Appellate 
Division  to  accept  an  offer  under  the  pro- 
vision of  paragraph  1 1  •  hereof  will  bv 
subject  to  my  approval  if  the  unpaid 
amount  of  tax  (including  any  interest, 
penalty,  additional  amount  or  addition 
to  the  Ux>  is  $50,000  or  more 

3.  The  authorities  delegated  in  para- 
graph 1 1 1  hereof  may  not  be  redelegated 
and  are  not  applicable  to  cases  arising 
under  laws  relating  to  narcotics,  smoking 
opium,  marihuana,  alcohol,  tobacco  tax 
or  firearms  or  to  offers  in  compromise 
coming  within  the  jurisdiction  of  the 
Chief  Counsel  under  existing  procedures, 
rules  or  delegations. 

4.  This  Order  supersedes  Delegation 
Order  No.  75.  issued  February  18,  1960. 
and  Amendment  No  1  thereto,  issued 
June  1.  1960, 

Effective  date.    January  1,  1962 

I  SEAL  I  Mortimer  M.  Caplin, 

Commissioner. 


[KR      Doc      62-352;     Plied. 
8  46  a  m.| 
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DEPARTMENT  OF  HEALTH.  EDU- 
CATION, AND  WELFARE 

Food   and   Drug   Administration 

CREAM    CHEESE    DEVIATING    FROM 
IDENTITY   STANDARD 

Notic*  of  Issuance  of  Temporary  Per- 
mit To  Cover  Market  Testing 

Pursuant  to  5  3.12 (j  >  of  Title  21  of  the 
Code  of  Federal  Regulations,  concerning 
temporary  permits  to  facilitate  market 
testing  of  foods  varying  from  the  re- 
quirements of  standards  of  identity  pro- 
mulgated pursuant  to  section  401  of  the 
Federal  Pood.  Drug,  and  Cosmetic  Act. 
notice  is  given  that  a  temporary  permit 
has  been  issued  to  Kraft  Foods.  500 
Peshtoga  Court,  Chicago  90.  Illinois,  to 
cover  interstate  marketing  tests  of  cream 
cheese  with  sorbic  acid  added  to  inhibit 
mold  growth.  This  article  differ.s  from 
cream  cheese  meeting  the  requirements 
of  the  standard  of  identity  ( J  19  515  of 
Title  21 ) ,  in  that  it  contains  sorbic  acid. 
It  is  to  be  labeled  in  part.  "Cream 
Cheese  •  •  *  Sorbic  Acid  Added  As  a 
Preservative."  This  permit  expires 
January  8.  1963. 

Dated:  January  8.  1962. 

John   L.  Harvey. 
Deputy  Commissioner 
of  Food  and  Drugs. 

|PR.     Doc.    62-357;     Piled,    Jan      11.     1962; 
8:47    am  I 


NOTICES 

MAYONNAISE,  FRENCH  DRESSING, 
AND  YELLOW  MARGARINE  DEVI- 
ATING FROM  IDENTITY  STAND- 
ARDS 

Notice  of  Issuance  of  Temporary  Per- 
mit  To   Cover   Market   Testing 

Pur.suant  to  J  3  12'  i  >  of  Title  21  of  the 
Code  of  Federal  Regulations,  concerning 
temporary  jiermits  to  facilitate  market 
testing  of  foods  varying  from  the  re- 
quuemenls  of  standards  of  identity  pro- 
inul^attd  i)ui;-uant  to  ection  401  of  the 
Federal  Food.  Dru'i,  and  Co.^mrtiC  Act 
notice  is  vA\cn  that  a  temporary  permit 
ha>  been  I'^sued  to  The  Corn  Product.-. 
Company.  717  Fifth  Avenue,  New  York 
22,  New  York,  to  co%c:  iniei state  market- 
nvj.  tests  of  mayonnaise,  french  dre.ssin^. 
and  yellow  mar-anne  each  containing 
calcium  di-odium  ethvlenediaminetetra- 
acetate  added  as  a  rhemical  preserva- 
tive Each  of  the  foods  covered  by  this 
Ijermit  differ.>  from  one  meeting  the  re- 
quirements of  the  respective  identity 
standard  '55  25  1  25  2,  or  45  1  of  Title 
21'.  m  that  it  contains  the  .specified 
preservative  These  articles  are  to  bear 
the  label  statement  Calcium  dlsodium 
ethylenediaminetetraao-tate  added  as  a 
preservative'.  This  permit  expires 
December  31.  1962. 

Dat'j'd    January  8.  1962 

John   L    Harvey, 

Di'nutu  Comvussjoner 
nt  Food  at'd  Drwf 
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ATOMIC  ENERGY  COMMISSION 

|n<).-ket  N..   RVf    I.'^.O  2 1 

STATE   OF   CALIFORNIA 

Proposed  Agreement  for  Assumption 
of  Certain  AEC  Regulatory  Authority 

Notice  i.s  hereby  given  that  the  U.S 
Atomic  FnerRy  Commi.«;sion  is  piibli.sh- 
ma  for  public  comment,  prior  to  action 
thereon,  a  proposed  agreement  received 
from  the  Governor  of  the  .State  of  Cali- 
fornia for  the  assumption  of  certain  of 
the  Conimi.ssion  reculatoiy  authoritv 
pursuant  to  section  274  of  the  Atomic 
Eneri'.y  Act  of  1954,  as  amended 

A  summary  of  the  California  program 
submitted  to  the  Commi.ssion  is  set  forth 
below  as  Appendix  A  to  this  notice.  A 
copy  of  the  complete  f^xt  of  the  Cali- 
fornia program,  includini.'.  projx).sed  Cali- 
fornia regulations,  is  available  for  public 
inspection  in  the  Commission's  Public 
Document  Room.  1717  H  Street  NW  , 
Washington.  DC,  or  may  be  obtained  by 
writing  to  the  Director.  Office  of  Radia- 
tion Standards,  United  States  Atomic 
Ener'-jy  Commission.  Washington  25.  DC. 
All  interested  persons  desiring  to  submit 
comments  and  suggestions  for  the  con- 
sideration of  the  Commission  in  connec- 
tion with  the  proposed  agreement  should 
send  them  in  triplicate  to  the  Secretary. 
U.S.  Atomic  Energy  Commission.  Wash- 
ington 25.  DC.  within  30  days  after  ini- 
tial publication  In  the  FEDER.^L  Register. 


Exemptions  from  the  Commission's 
regulatory  authority  which  would  Im- 
plement this  proposed  agreement,  as  well 
as  other  agreements  which  may  be  en- 
tered into  under  section  274  of  the 
Atomic  Energy  Act.  as  amended,  were 
published  as  proposed  Part  150  to  the 
Commission's  regulations  in  Federal 
Register  issuances  of  Sept.  29,  1961: 
Oct.  6,  1961:  Oct.  13.  1961;  Oct.  20.  1961: 
26  FR.  9174,  9428.  9678,  9873.  In  re- 
viewing this  proposed  agreement,  intc  - 
osted  persons  should  also  consider  the 
aforementioned  proposed  exemption.^, 
which  the  Commi;vsion  still  has  under 
consideration. 

Dated  at  Germantown.  Md  ,  this  9th 
d.iy  of  January  1962 

For  the  Atomic  Energy  Commission 

Woodford  B    McCool. 
Secretary 

.Ad I rr>ii, -tit  /'•■jp<i>.'d  by  tne  State  of  Cati- 
/orfiia  Put.^uatit  to  Sictton  274  of  thf 
Alninir  Enrig:/  Aft  of  1954,  a.<  amended 
tor  t>ir  A>Utnption  of  Ce'ta\n  of  the  MEC  < 
Rrnnliitory  Authority 

Whorp»«  the  UtiltMl  States  Atomic  Energy 
Ci)mmi.s.sU)ri  i  hereinafter  referred  to  as  the 
C'.>mnii.sslon  I  i.s  authorized  under  section 
274b  of  the  Afnmic  Energy  Act  of  1964,  as 
, •mended,  to  cntor  into  an  agreement  witii 
the  Governor  of  ,itiy  State  providing  for 
disL-ijntuiuan>e  of  the  regulatory  authority 
.if  the  Commission  under  Chapters  6,  7,  and 
8  and  section  161  of  that  Act  with  respect 
to  any  or  n\\  of  ihe  following  materials  with- 
in the  St, lie.  n.imoly,  byproduct  materials, 
source  m:'.terials.  .md  special  nuclear  ma- 
tori.ils  m  (|Urt»ititie.s  not  sviflBcient  to  form 
.1  critical  m;iss  i  hereiiKif  ter  referred  to  as 
,ik;rccmont,  materials  i.   and 

\Vh<»rpa.s  the  G<iveraor  of  the  State  of  Call- 
fortii.i  I  herrm;'ftT  referred  to  as  the  Statei 
IS  authorized  iindfr  .section  25830  of  the 
California  Health  and  Safety  Code  U)  enter 
ui;o  such  an  ifiet-ment.  which  agreement 
sh.iM  ber<^mc  c?teitl\e  when  ratified  by  the 
St  '.tc  Let^i.'.l.if  urr.   ;'iul 

\Vlirre.».<i.  the  Govi  i  nor  of  the  State  has 
.■•  1  tited  on  Deocnibcr  1 J  1961 .  that  the  Slate 
h,is  .1  proi;r 'hi  for  the  control  of  radlatUm 
h.'/anl.  .ulcqi].;te  to  protect  the  public 
health  and  D.tfety  *nn  respect  to  agree- 
ment materials  within  the  State,  and  that 
the  St.ite  desires  to  ascimc  the  regulatory 
responsibility  disc<intinued  by  the  Commis- 
sion for  svich  in.k'erials:  and 

Whereas,  the  Commission  has  found  on 
..  thnt  the  Slate  program  Is  coni- 
pi'ihle  Willi  the  Commi.ssion's  program  for 
the  resul.itioii  i,t  agreement  materials,  and 
tliat  the  Slate  program  Is  adequate  to  pro- 
tect the  public  health  .u>d  safely  with  re- 
aped to  such  materials,   and 

Whrrca.s.  the  CommlssHjn  and  the  St.ite 
rrcoeni/e  the  desirability  and  Importance  of 
m:iiuiain:ng  cdinpaflbllity  between  their  re- 
spective pri;Kr.ims  for  the  control  of  agree- 
ment m  itcrial;  with  rcpoct  to  public  health 
.oul  s.ifi'ty,   and 

Wherea.s,  the  C 'inmisbion  and  the  State 
,(irree  that  re.:pr 'ctl  recognition  of  licenses 
Issued  by  the  Commission  afid  by  all  States 
which  enter  into  agrf"ement«  with  the  Oom- 
mlssion  similar  to  this  agreement  (hereln- 
.ifter  referred  to  as  agreement  States)  is  of 
gre,>t  import  incc  for  the  development  of  the 
n.ses  of  agreement  materials  and  that  such 
reciprocal  recognition  must  be  bcMed  upon 
continuing  compatibility  of  the  programs  of 
the  Commission  and  such  States  for  the 
control  of  agreement  materials; 

Now,  therefore.  It  Is  hereby  agreed  between 
the   Commission   and   the  Governor   ot   the 
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state,  acting  In  behalf  of  the  State,  at 
follows: 
.4rttcle  /.  For  purpoaes  of  this  agreement: 
A  "Byproduct  materials,"  "critical  maaa," 
.iud  ocean  or  sea"  have  the  meanings  given 
u->  such  terms  In  Part  150  of  the  Commil- 
sion's  regulations  In  effect  on  the  ratlflca- 
lion  date  of  this  agreement. 

B  "Source  material."  "special  nuclear 
material."  "production  facility,"  and  "utUl- 
.'..itlon  facility"  have  the  meanings  given  to 
such  terms  In  thooe  parts  of  the  Commis- 
sion's regulations  that  are  incorporated  by 
reference  In  Part  160  and  that  are  In  effect 
on  the  ratification  date. 

C  "Ratification  date"  means  the  date  on 
which  the  California  Legislature  transmits 
to  the  Governor  for  signature  a  bill  ratify- 
ing this  agreement. 

Article  II.  Subject  to  the  exceptions 
stated  In  Article  III,  the  Commission  shall 
discontinue,  as  of  the  effective  date  of  this 
agreement,  the  regulatory  authority  of  the 
Oommlsslon  under  Chapters  6.  7.  and  8  and 
section  161  of  the  Atomic  Energy  Act  of 
1954.  as  amended,  with  respect  to  the  fol- 
lowing materials  within  the  State 
A  Byproduct  materials; 
B    Source  materials; 

C  Special  nuclear  materials  in  quantities 
such  that  the  amount  authorized  for  pos- 
session at  any  one  time  under  any  one  li- 
cense Is  not  sufBclent  to  form  u  critical  mass. 
Article  III.  This  agreement  does  not  pro- 
vide for  discontinuance  of  any  Commission 
responsibility  and  authority  with  respect 
to  regulation  of: 

A  The  construction  and  operation  of  any 
production  or  utilization  facility; 

B  The  export  from  or  Import  into  the 
United  States  of  byproduct,  source,  or  special 
nuclear  material,  or  of  any  production  or 
utilization  facility; 

C  The  disposal  into  the  ocean  or  sea  of 
byproduct,  source,  or  special  nuclear  waste 
materials; 

D  The  disposal  of  such  other  byproduct, 
source,  or  special  nuclear  material  as  the 
Commission  determines  by  regulation  or 
order  should,  because  of  the  hazards  or 
potential  hazards  thereof,  not  be  so  dis- 
posed of  without  a  license  from  the  Com- 
mission 

i4rfir/e  IV  Notwithstanding  this  agree- 
ment, the  Commission  Is  authorized : 

A  By  rule,  regulation,  or  order  to  require 
that  the  manufacturer,  processor,  or  producer 
of  any  equipment,  device,  commodity,  or 
other  product  containing  source,  byproduct. 
or  special  nuclear  material  shall  not  trans- 
fer possession  or  control  of  such  product 
except  pursuant  to  a  license  Issued  by  the 
Commission;  and 

B  To  Issue  rules,  regulations,  or  orders 
under  subsection  161  b  or  I  of  the  Atomic 
Energy  Act  of  1954.  as  amended,  to  protect 
the  common  defense  and  security,  to  protect 
restricted  data,  or  to  guard  against  the  loss 
or  diversion  of  special  nuclear  material. 

Article  V  Each  party  to  this  agreement 
will 

A  Use  Its  best  efforts  to  maintain  com- 
patibility Ijetween  its  program  for  the  con- 
trol of  agreement  materials  and  the  pro- 
grams of  the  other  party  and  of  otiier  agree- 
ment States  To  this  end,  each  party  will 
consult  with  the  other  and  with  all  agree- 
ment States  prior  to  any  modification  of  Its 
regulations  for  the  control  of  agreenv.  nt  ma- 
terials and  will  seek  to  arrive  at  a  common 
solution  of  dlfTerences,  to  t>e  incorporated  in- 
sofar as  practicable  into  the  regulations  of 
both  parties  and  all  agreement  States  con- 
currently. 

B  Provide  for  reciprocal  recognition  of 
licenses  for  agreement  materials  Issued  by 
the  other  party  or  by  any  agreement  State, 
subject  to  such  conditions  as  to  duration 
of  such  recognition  of  each  license,  report- 
ing of  Information,  and  compliance  with 
regulations  as  are  deemed  necessary  to  pro- 
tect  the  health  and  safety  of   the  public. 
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Such  reoognltlon  1b  conditioned  upon  the 
continuance  of  program  compatibility  in  ac- 
cordance with  paragraph  A  of  this  article. 

Article  VI.  This  agreement,  upon  accept- 
ance by  the  Commission  and  the  Governor  of 
the  State  and  ratification  by  law  of  the  State, 
shall  become  effective  on  July  1,  1962. 

Article  VII.  The  Commission,  upon  Its  own 
initiative,  after  reasonable  notice  and  op- 
portimity  for  hearing  to  the  State,  or  upon 
request  of  the  Governor  of  the  State,  may 
terminate  or  suspend  this  agreement  and 
reassert  the  licensing  and  regulatory  author- 
ity vested  in  it  under  the  Atomic  Energy 
Act  of  1054,  as  amended,  if  the  Commission 
finds  that  such  termination  or  suspension  is 
required  to  protect  the  public  health  and 
safety. 

Appendix  A 

Summary  of  California's  Proposed  Policies 
and  Procedures  for  the  Licensing  and 
Regulation  of  Byproduct,  Source,  and 
Special  Nuclear  Materials 

State  policy  and  courses  of  action  with  re- 
spect to  atomic  energy  development  and 
radiation  protection  have  been  the  subject 
of  California  legislative  consideration  for  a 
niunber  of  years.  Public  hearings  by  the 
Assembly  Interim  Committee  on  Public 
Health  in  1058  led  to  the  enactment  of  the 
Atomic  Energy  Development  and  Radiation 
Protection  Law  in  1059.  which : 

1.  Declared  it  to  be  State  policy  to  "en- 
courage the  constructive  development  of 
industries  producing  or  utilizing  atomic 
energy  and  radiation  and  to  eliminate  un- 
necessary exposure  of  the  public  to  ionizing 
radiation." 

2.  Established  the  position  of  Coordinator 
of  Atomic  Energy  Development  and  Radia- 
tion Protection  in  the  Governor's  Office. 

3.  Directed  the  Department  of  Public 
Health  to  Institute  a  program  for  the  reg- 
istration of  sources  of  radiation. 

The  Congress,  also  in  1959,  amended  the 
Atomic  Energy  Act  of  1954  to  permit  for  the 
first  time  a  transfer  of  certain  regulatory 
authority  from  the  U.S.  Atomic  Energy 
Commission  to  qualified  states  in  accordance 
with  negotiated  agreements. 

In  Implementation  of  the  State  statute 
and  with  a  view  toward  appraising  the  de- 
sirability or  necessity  for  a  broad  system  of 
radiation  control.  Including  assumption  of 
authority  from  the  KBC,  the  registration 
program  was  so  designed  as  to  obtain  a  max- 
imiun  of  Information  regarding  radiation 
use  in  California.  The  Assembly  Interim 
Committee  on  Public  Health,  following  pub- 
lic bearings  on  these  subjects  in  1060.  con- 
cluded that  a  comprehensive  program  of 
radiation  control  should  tye  Instituted 
promptly  and  that  the  state  should  prepare 
to  enter  Into  agreement  with  the  Atomic 
Energy  Commission,  subject  to  approval  of 
such  an  agreement  by  the  Legislature.  The 
Coordinator  of  Atomic  Energy  Development 
and  Radiation  Protection,  after  consultation 
with  the  Advisory  Council  and  the  Depart- 
mental Coordinating  Conunlttee  of  his  Office, 
and  with  representatives  of  industry  and  the 
professional  groups  that  use  atomic  energy 
and  radiation,  made  a  similar  recommenda- 
tion in  his  annual  report  to  the  Governor 
and  tbe  Legislatiuw  In  January  1961. 

As  a  result  of  these  recommendations.  As- 
sembly Bill  1075  was  Introduced  in  the  1961 
session  of  the  Legislature,  providing  the 
framework  for  such  a  program.  Including 
enabling  provisions  to  permit  the  Governor 
to  enter  into  agreement  with  the  Atomic 
Energy  Commission.  The  bill  was  derived 
in  large  measure  from  suggested  legislation 
of  the  Council  of  State  Oovernments.  It 
was  widely  circulated  and  critically  reviewed 
by  a  ntuiber  of  interested  and  affected  per- 
sons and  groups,  and  was  revised  to  take 
into  account  appropriate  comments.  After 
extensive  oonaideration  by  Committees  of 
the   Legislature,    including   several    public 
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hearings  at  which  all  interested  parties  were 
afforded  opportunity  to  be  heard,  the  meas- 
ure was  enacted  as  the  Radiation  Control 
Law  (Chapter  1711,  Laws  of  1061). 

The  statute  directed  the  State  Department 
of  Public  Health  to  adopt  regulations  for 
effectuating  the  purposes  of  this  legislation. 
In  drafting  regulations,  the  Department  was 
guided  by  the  statutory  provision  for  com- 
patibility with  the  standards  and  regulatory 
programs  of  the  Federal  government,  an  in- 
tegrated effective  system  of  regulation  with- 
in the  State,  and  a  system  consonant  insofar 
as  possible  with  those  of  other  states.  The 
regulations  were  drawn  largely  from  models 
developed  Jointly  by  the  Atomic  Energy  Com- 
mission, the  U.S.  Public  Health  Service,  and 
the  Council  of  State  Governments;  and  from 
recommendations  of  the  National  Commit- 
tee on  Radiation  Protection  and  Measure- 
ment. 

Assistance  in  drafting  the  regulations  was 
obtained  from  a  number  of  individuals, 
agencies,  and  groups,  including  the  Atomic 
Energy  Commission,  the  U.S.  Public  Health 
Service,  the  California  Coordinator  of 
Atomic  Energy  Development  and  Radiation 
Protection,  several  California  state  and  local 
agencies,  and  a  distinguished  twelve-member 
Advisory  Committee.  This  Advisory  Com- 
mittee included  representation  from  in- 
dustry, labor,  medicine,  dentistry,  medical 
physics,  and  local  health  departments. 

Two  public  meetings  were  held  under  the 
auspices  of  the  Department  of  Public  Health 
to  permit  interested  persons  to  present  their 
views  on  the  proposed  regulations.  These 
meetings  were  publicized  in  advance  through 
regular  news  media.  In  addition,  notices  of 
the  meetings,  together  with  copies  of  the 
proposed  regulations,  were  sent  to  some  500 
persons  and  groups  known  to  be  concerned. 
Such  notices  were  mailed  to  all  persons  who 
had  previously  requested  notifications  of  this 
sort;  known  leaders  of  affected  groups;  lead- 
ing industries,  distributors,  manufacturers, 
and  insurance  carriers;  leading  universities 
and  colleges;  major  hospitals;  the  Callf(»-nla 
Manufacturers"  Association;'  the  California 
Medical  Association;  and  others. 

The  first  such  meeting  was  held  In  Los 
Angeles  on  October  17,  1961,  and  56  persons 
attended.  The  second  meeting  was  held  in 
Berkeley  on  October  20,  with  64  persons  in 
attendance.  Each  meeting  lasted  more  than 
five  hours  and  the  proposed  regulations  were 
considered  in  detail.  The  notice  announcing 
the  meetings  stated  that  written  comments 
would  also  be  welcomed.  This  was  reiterated 
to  those  in  attendance  at  the  meetings.  A 
niunber  of  written  comments  were  received 
and  given  full  consideration. 

Following  the  public  meetings,  the  Ad- 
visory Conunlttee  met  to  consider  sxigges- 
tions  made  at  the  meetings  and  in  corre- 
spondence. This  led  to  a  final  redrafting  of 
the  regulations.  Copies  were  sent  to  all  per- 
sons and  groups  that  had  received  the  ini- 
tial draft. 

In  accordance  with  section  25734  of  the 
Health  and  Safety  Code,  this  final  draft  was 
submitted  for  review  by  the  Coordinator  of 
Atomic  Energy  Development  and  Radiation 
Protection  and  was  approved  for  public  notice 
of  a  hearing  to  be  held  before  the  State 
Board  of  Public  Health.  Such  notice  was 
published  thirty  days  In  advance  of  the  hear- 
ing date  In  accordance  with  section  11423 
of  the  Government  Code,  and  notice  of  the 
hearing  was  also  mailed  to  all  persons  and 
groups  to  whom  copies  of  the  proposed  regu- 
lations had  been  sent.  At  the  hearing  on 
December  8.  1061.  full  opportunity  was  given 
to  all  Interested  persons  to  be  heard  before 
action  was  taken.  The  Board  adopted  the 
regulations  and  they  constitute  Title  17, 
Chapter  5,  Subchapter  4,  sections  30100  to 
30397,  inclusive,  of  the  Administrative  Code 
of  CallfcMTila. 

Section  1.  The  Radiation  Control  Pro- 
gram.   The  radiation  control  program  of  the 
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SUte  Is  designed  to  regulate  all  sources  of 
radiation  other  than  those  for  which  regu- 
latory responsibility  Is  to  be  retained  by  the 
US  Atomic  Energy  Commission.  As  the 
term  •'radiation  sources"  Is  used  hereinafter 
In  thU  narrative.  It  U  Intended  to  mean  those 
sources  under  the  control  of  the  State.  The 
sources  are  divided  Into  two  major  cate- 
gories: radioactive  materials  and  radiation 
machines.  Radioactive  materials  are  to  l>e 
regulated  under  a  licensing  program  similar 
to  the  existing  pn-ogram  of  the  U  S.  Atomic 
Energy  Commission,  requiring  possession  of 
a  license  prior  to  acquisition  or  use  of  such 
materials.  Radiation  nuichlnes  and  certain 
generally  licensed  radioactive  materials  will 
be  subject  to  a  registration  program  involv- 
ing the  reporting  of  Information  by  the 
registrant  and  the  right  of  Inspection  by  the 
State  for  compliance  with  prescribed  safety 
standards  Each  of  these  two  major  seg- 
ments of  the  program  Is  to  be  supported  by  a 
schedule  of  fees  which  relates  to  that  specific 
part  of  the  program.  The  agency  charged 
with  the  responsibility  of  promulgating  regu- 
lations and  Issuing  licenses  Is  the  State  De- 
partment of  Public  Health.  A  portion  of  the 
Inspection  and  enforcement  activities  will 
be  delegated  by  specific  agreement  to  the 
DlTlBlon  of  Industrial  Safety  of  the  State 
Department  of  Industrial  Relations  and  may 
be  delegated  to  local  health  agencies  of  cities 
and  countiea  as  the  latter  develop  and  dem- 
onstrate competence. 

The  regulations  adopted  by  the  State  De- 
partment of  Public  Health  will  be  controlling 
In  this  program  throughout  the  State.  As 
agreements  for  the  delegation  of  respon- 
sibility for  inspection  and  enforcement  by 
other  agencies  are  developed.  It  is  planned 
to  insure  that  no  duplication  or  overlapping 
or  Jurladlction  occurs. 

S»c.  2.  Licensing.  Provision  is  made  for 
the  Issuance  of  both  specific  and  general  li- 
censes ccmparable  to  those  issued  by  the 
US.  Atomic  Energy  Commission.  Such  li- 
censes are  required  for  the  possession  of 
radioactive  materials  above  exempt  amounts 
or  concentrations,  regardless  of  the  mode  of 
formation  of  such  materials. 

The  responsibility  for  licensing  of  radio- 
active materials  has  been  assigned  by  statute 
to  the  State  Department  of  Public  Health 
The  statute  requires  that  Department  to 
enter  into  agreement  with  the  Division  of 
Industrial  Safety  of  the  Department  of  In- 
dustrial Relations  for  the  performance  of 
certain  inspection  and  enforcement  activ- 
ities. When  such  an  agreement  Is  concluded, 
it  will  allocate  to  that  Division,  among  other 
duties,  the  responsibility  for  technical  eval- 
uations of  license  applications  relating  to 
indiistrial  uses  in  general,  prior  to  Issuance 
of  such  licenses  by  the  Department  of  Public 
Health.  The  Department  of  Public  Health 
will  itself  conduct  such  technical  evalua- 
tions with  respect  to  other  uses.  As  author- 
ized by  the  Statute,  the  Department  of  Public 
Health  plans  to  enter  Into  agreement  with 
such  local  health  agencies  as  demonstrate 
adequate  competence,  authorizing  them  to 
conduct  technical  evaluations  of  license 
applications. 

It  Is  planned  to  make  pre-llcensing  Inspec- 
tion a  part  of  the  evaluation  procedure  In 
general.  In  connection  with  licensing  pro- 
cedures, provision  is  made  to  give  oppor- 
tunity for  all  Interested  persons  to  be  heard. 
With  respect  to  human  use  of  radlo€tctlve 
materials,  the  Department  of  Public  Health 
will  appoint  a  committee  of  not  less  than 
three  qualified  physicians  to  review  license 
applications  and  make  recommendations 
thereon.  The  Department  will  also  have  on 
its  staff  one  or  more  physicians  with  special 
competence  In  radiological  health  who  will 
review  the  recommendations  of  this  com- 
mittee. 

Skc.  3.  Inspection.  Inspection  for  com- 
pliance with  regulations  and  with  license 
conditions  will  be  carried  on  by  the  Depart- 
ment of  Public  Health,  the  Division  of  In- 
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dustrlal  Safety,  and  any  local  health  agencies 
with  which  agreement*  have  been  made  aa 
described  In  section  2— Licensing.  Bach 
license  will  be  assigned  to  a  single  agency 
for  such  purpxjses. 

Based  upon  the  existing  numt)er  and  kind 
of  the  specific  licenses,  a  priority  system  will 
be  established  under  which  Inspection  of 
the  most  hazardous  activities  will  be  con- 
ducted at  least  once  each  six  months,  and 
the  remainder  on  a  less  frequent  basis,  de- 
pendlni;  upon  the  relative  hazard  Initial 
priorities  will  be  established  on  the  basis 
of  the  pre-Ucenslng  evaluation  and  may  be 
modified  In  accordance  with  subsequent  In- 
.spectlons  It  is  expected  that  all  licensed 
activities  will  be  Inspected  at  le;ii.t  once  in 
two  years 

Most  Inspections  will  l>e  scheduU'd  visits; 
ii  significant  number  may  be  on  an  unan- 
nounced basis.  Inspection  vLslts  will  usually 
entail  a  comprehensive  review  by  the  In- 
spector of  the  licensee  s  equipment,  facilities, 
m  the  handling  or  storage  of  radioactive 
material,  the  procedures  In  effect.  Including 
actual  operation,  and  interviewing  the  per- 
sonnel directly  Involved  The  inspector  will 
review  the  licensees  survey  methods  and 
results,  personnel  monitoring  practices  and 
results,  the  posting  and  labeling  used,  the 
instructions  to  personnel,  and  the  methods 
and  apparent  effectiveness  of  maintaining 
control  of  people  in  the  restricted  area.  He 
will  review  the  licensees  records  of  receipts, 
transfers,  and  Inventory  of  llcen.sed  material 
He  may  physically  check  the  Inventory  He 
will  examine  records  concerning  disposal  to 
the  sewerage  system  and  burial  In  the  soil. 
If  pcrtinrnt.  He  may  make  measurements  of 
radiation  levels.  Prior  to  leaving  the  li- 
censees premises,  he  will  meet  with  manage- 
ment to  discuss  the  results  of  his  Inspection. 
During  this  meeting,  he  will  attempt  to 
answer  questions  concerning  the  regulatory 
program. 

The  Inspector  will  prepare  a  report  In 
sufficient  detail  to  Inform  his  supervisor  of 
the  factt  and  circumstances  olxserved  during 
the  Inspection.  These  reports  will  provide 
the  basis  for  any  necessary  enforcement 
action  Appropriate  elements  of  this  In- 
formation will  t>e  filed  in  the  various  agencies 
as  needed.  The  Department  of  Public  Health 
will  review  the  operation  of  this  system  to 
insure  that  timely  and  adequate  inspections 
are  performed  and  that  appropriate  actions 
are  taken 

In  addition,  there  will  be  Investigations  of 
Incidents  and  complaints  involving  licensed 
materials  and  operations  to  determine  the 
cause,  the  steps  taken  by  the  licensee  to  co\>e 
with  the  Incident,  whether  or  not  there  was 
noncompliance  with  a  regulauon.  and  the 
steps  the  licensee  Is  taking  to  avoid  recur- 
rence of  the  Incident. 

Licensees  will  be  Informed  of  the  results 
of  all  inspections,  first  orally  at  the  time  of 
the  inspection,  and  by  letter  or  notice  from 
the    Inspecting    agency. 

Sec.  4  £n/orcemenf  Reports  of  inspec- 
tions of  licensees'  activities  will  be  evalu- 
ated by  the  Inspecting  agency  to  determine 
the  status  of  compliance  of  the  licensees  with 
license  conditions  and  regulations.  If  no 
item  of  noncompliance  is  observed,  the  licen- 
see is  so  informed  If  only  minor  matters 
of  noncompliance,  such  as  Improper  signs, 
failure  to  label,  etc  .  are  Involved,  which,  at 
the  time  of  the  Inspection,  the  licensee 
agrees  to  correct,  the  licensee  will  be  In- 
formed In  writing  of  the  Items  of  noncom- 
pliance and  that  corrective  action  will  be 
reviewed  during  the  neit  inspection.  If  the 
InspectloR-seveala  a  noncompliance  of  a  more 
serious  nat\ire,  the  licensee  will  be  required 
to  Inform  the  Inspecting  agency  In  writing, 
usually  within  15  to  30  days,  as  to  corrective 
action  taken  and  the  date  completed.  In 
these  cases,  the  Inspecting  agency  represent- 
ative win  either  conduct  a  prompt  follow-up 
inspection   or   the   matter   will   b«  reviewed 


during  a  regular  Inspection  to  insure  that 
corrective  action  has.  in  fact,  l>een  accom- 
plished. If  the  reply  does  not  satisfactorily 
explain  the  noncompliance  and  assure  that 
further  violations  will  be  prevented,  the  In- 
specting agency  will  take  such  administra- 
tive actions  as  are  available  to  them. 

It   is   expected   that  most  of   the  enforce- 
ment functions  will  be  administratively  con- 
summated   by    the    inspecting    agency.      In 
cases   where   this   Is   not   successful,   the    In- 
specting agency  will  refer  the  matter  to  tl>e 
btate   Department   of   Public   Health,   which 
may  issue  an  order  to  show  cause  why  the 
license  should  not  be  modified  or  terminated 
In  that  event,  there  Is  provision  for  formal 
hearing    In    accordance    with    the   California 
Administrative  Procedures  Act.  and  for  judi- 
cial review  of  the  final  order  resulting  from 
.such    hearing       There    Is   also   provision    for 
emergency    action    without    notice    or    hear- 
ing,   but   such   emergency   action    Is   subject 
to   a    prompt    hearing    upon   request    of    the 
licensee       Among     the    enforcement    proce- 
dures available  to  the  State  Department  of 
Public   Health  are  modification.  sus(>enslon, 
or   revocation   of    licenses.    Injunctive   relief, 
and  criminal  sanctions  afforded  In  the  courts 
Sec     5.    Particvpattnn    by    other    agencxe: 
The  statute  provides  for  participation  In  the 
radiation  control  program  by  the  State  Divi- 
sion of  Industrial  Sivfety  and  by  local  health 
agencies  In  accordance  with  agreements  that 
may  be  made  between  such  agencies  and  the 
State  Department  of  Public  Health,  subject 
to  review  by  the  Coordinator  of  Atomic  En- 
ergy Development  and  Radiation  Protection 
Such   agreements  will  permit  the   technical 
evaluation  of  license  applications,  the  con- 
ducting of  Inspections   for  compliance  with 
licenses  and   regulations,  and  such  enforce- 
ment activities   as  may   be   administratively 
consummated  within  the  agency.    When  fur- 
ther enforcement   proceedings   are   required, 
involving  formal  hearings  upon  the  suspen- 
.sion  or  revocation  of  licenses,  such  hearings 
will  be  conducted  by  the  State  Department 
of    Public    Health.      ParUclpatlng    agencies 
will    be    required     to    maintain    equivalent 
standards  to  those  maintained  by  the  State 
Department  of  Public  Health  with  respect  to 
educational  and  experience  requirements  of 
technical  personnel  engaged  in  the  program. 
numl>ers  of  personnel  In  proportion  to  num- 
bers of  assigned  licenses,  adequacy  of  kinds 
and    amounts    of    equipment    and    facilities 
and   procedures   followed    In   Inspection   and 
enforcement.    Inspecting  agencies  will  be  re- 
quired to  Insure  compliance  by  licensees  with 
the   license    conditions    and    with   the    rules 
and     regulations     promulgated     under     the 
Radiation   Control   Ijiw^ 

The  statute  permits  the  existence  of  local 
ordinances  and  regulations  that  are  con- 
sistent with  State  Law  and  regulations.  It 
provides  that  only  the  State  shall  assess  a  fee 
and  that  the  proceeds  from  such  fees  shall 
be  equitably  distributed  between  the  parti- 
cipating agencies  Tliese  provisions  will  be 
Incorporated  In  agreements  for  the  partici- 
pation o'  such  agencies  in  the  program. 

Sec.  6  Organizatwn  and  Perwnnel.  Tlie 
radiation  control  program  will  be  estab- 
lished In  the  Bureau  of  Radiological  Health, 
an  existing  organizational  unit  of  the  StJite 
Department  of  Public  Health.  Technical 
positions  In  the  existing  program  of  this 
bureau  are  listed  below.  Personnel  will  be 
utilized  In  the  control  program  to  the  degree 
required 

Acting  Chief 
Senior  Health  Physicist. 
Senior  Engineer. 

4   Associate   Health   Physicists —One  posi- 
tion unfilled. 
Associate  Statistician. 
2     Consultant    Physicians — One    position 

unfilled. 
Consultant  Engineer. 

Upon  consummation  of  an  agreement  with 
the  AEC.  the  following  additional  personnel 
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will  be  employed,  as  available,  to  perform 
license  evaluations  and  to  provide  supervi- 
sion over  the  inspection  program: 

1  Supervising  Health  Physicist. 

2  Senior  Health  Physicists. 

1  Associate  Health  Physicist. 
The  Department  expects  to  maintain  as 
inspectors  qualified  personnel  trained  In 
health  physics  in  the  approximate  ratio  of 
one  for  each  175  licenses.  During  the  ini- 
tial phases,  the  equivalent  number  of  man- 
years  Is  planned  to  be  devoted  to  these 
purposes  by  the  existing  staff.  This  ratio 
of  Inspectors  to  licenses  will  also  apply  to 
other  agencies  having  Inspectlonal  responsi- 
bilities. 

The  educational  and  experience  require- 
ments for  the  position  categories  directly 
related  to  the  licensing  program  are  as 
follows: 

Supervising  Health  Physicist:  Bachelor's 
degree  in  physical  or  life  sciences.  Including 
or  supplemented  by  courses  In  health  physics 
or  radiation  biology.  Seven  years  of  respon- 
sible professional  experience  in  health 
physics  or  a  closely  related  field,  at  least 
three  years  of  which  must  have  Included 
principal  responsibility  for  a  major  program 
of  radiological  health. 

Senior  Health  Physicist:  Graduation  from 
college  with  major  work  In  the  applied  or 
life  sciences  and  Including  or  supplemented 
by  at  least  four  courses  In  nuclear  or  health 
physics  or  radiation  biology.  Plve  years  of  re- 
sponsible professional  experience  in  health 
physics  or  a  closely  related  field,  at  least  two 
years  of  which  must  have  Included  responsi- 
bility for  a  major  program  In  radiological 
health.  (Master's  degree  or  equivalent  aca- 
demic work  In  health  physics  or  closely  re- 
lated fields  may  be  substitutes  for  two  years 
of  experience:  one  year  of  Atomic  Energy 
Commission  fellowship  training  may  be  sub- 
stituted for  one  year  of  experience.)  As  an 
alternate  to  these  requirements,  two  years 
of  experience  as  an  Associate  Health  Physi- 
cist In  the  California  State  service  will  be 
acceptable. 

Associate  Health  Physicist:  Equivalent  of 
college  graduation  with  major  work  In 
physical  or  life  sciences,  including  or  supple- 
mented by  at  least  two  courses  in  nuclear 
or  health  physics  or  radiation  biology.  Three 
years  of  responsible  professional  experience 
(excluding  routine  radiation  monitoring  and 
surveys)  in  health  physics  or  closely  related 
fields.  (One  year  of  full  time  graduate  work 
m  health  physics  or  closely  related  fields,  or 
completion  of  one-year  Atomic  Energy  Com- 
mission health  physics  fellowship  may  be 
substituted  for  one  year  of  required 
exj>erlence.) 

[FR      Doc     62  364:     Piled.    Jan      11.     1962; 
8:4aa.m  I 


CIVIL  AERONAUTICS  BOARD 

[  Docket  13329  etc  :  Order  No  E-17917| 

EASTERN  AIR  LINES  INC.,  ET  AL. 

Order  of  Investigation  and 
Consolidation      | 

Adopted  by  the  Civil  Aeronautics 
Board  at  Its  office  in  Washington,  D.C., 
on  the  9th  day  of  January  1962. 

In  the  matter  of  the  "bus"  type  fares 
of  Eastern  Air  Lines,  Inc.,  National  Air- 
lines. Inc.,  Northeast  Airlines.  Inc., 
Docket  13329;  In  the  matter  of  the  com- 
plaints of  Eastern  Air  Lines.  Inc.,  Na- 
tional Airlines.  Inc..  Dockets  13248, 13297, 
and  requests  for  suspension  and  In- 
vestigation of  Northeast  Airlines.  Inc. 
Local  Sunliner  Bus  Tariff.  C.A.B.  No.  26; 
In  the  matter  of  the  "Air-Bus"  fares  of 
Eastern  Air  Lines,  Inc..  Docket  12364. 


FEDERAL  REGISTER 

By  tariff  filed  to  become  effective  Jan- 
uary 3, 1962,  Northeast  Airlines,  Inc.,  has 
proposed  to  Introduce  local  "bus"  type 
fares,  rules,  and  regulations  for  travel 
between  Boston  and  Miami/Tampa  and 
between  Miami  and  Tampa.'    The  more 
significant  features  of  the  tariff  are  that 
the  fares  between  the  Florida  points  and 
Boston  will  average  13  percent  less  than 
the  applicable  day  coach  fares ;  the  fares 
will    apply   only   on   flights   designated 
"Simliner   Bus"   flights   in    Northeast's 
schedules  operated  with  DC-6B  aircraft 
havingr76  or  more  seats;  no  food  or  al- 
coholic beverages  will  be  served;  -  tenta- 
tive reservations  will  not  be  made;  pur- 
chase of  a  ticket  for  a  specific  flight  on  a 
specific  date  shall  constitute  a  confirmed 
reservation   on   such    flight    and    date; 
tickets  may  not  be  purchased  more  than 
90  days  before  the  date  on  which  trans- 
portation Is  to  commence;  tickets  must 
be  purchased  at  designated  points  and 
will  be  valid  only  on  the  date  and  flight 
designated;  if  no  portion  of  the  ticket 
has  been  used  a  refund  will  be  made  if 
presented  at  a  designated  Northeast  office 
at  least  24  hours  prior  to  scheduled  de- 
parture time  of  the  flight  covered  by  the 
ticket;  and  no  refund  will  oe  made  on  lost 
tickets.    The  tariff  is  marked  to  expire 
April  29, 1962. 

Eastern  Air  Lines,  Inc.  and  National 
Airlines,  Inc.,  have  filed  complaints  re- 
questing suspension  and  investigation  of 
Northeast's  "bus"  type  tariff,  contending 
that  Northeast's  proposed  fares  are  un- 
just, unreasonable,  unduly  preferential, 
discriminatory,  and  otherwise  unlawful. 
The  carriers  state  that  Northeast's  "bus" 
tariff  is  an  attempt  to  imitate  their  "bus" 
tariffs  without  providing  high  density 
seating;  that  Northeast's  tariff,  which 
provides  service  in  76-seat  DC-6B  air- 
craft having  two-abreast  seating  con- 
figuration,  will  utilize   the  same   con- 
figuration aircraft  which  Northeast  is 
^sing  in  its  coach  service  over  competi- 
tive segments  and  in  first  class  service 
over  noncompetitive  segments;  that  use 
of  such  aircraft  for  "bus"  service  is  dis- 
criminating against  coach  and  flrst  class 
passengers  who  are  required  by  North- 
east to  pay  higher  fares  for  like  and  con- 
temporaneous acommodations  and  serv- 
ices;  and  that  the  use  of  such  com- 
paratively low  density  aircraft  at  the  low 
"bus"  fares  Is  unreasonably  and  unjustly 
imeconomic.     Eastern  alleges,  further- 
more, that  Northeast  has  not  adopted 
pertinent  baggage   rules   and   beverage 
rules*  pertaining  to  "bus"  type  service; 
and  that  the  circumstances  and  condi- 
tions under  which  Northeast's  services 
are  offered  result  in  a  break -even  load 
factor  of  74.5  percent  as  compared  to 
Eastern's  break-even  load  factors  vary- 
ing between  51.4  and  62.6  percent. 

In   answer    to    Eastern's    complaint. 
Northeast  alleges  that  its  DC-6B  aircraft 
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meet  the  Board's  standards  for  coach 
service;  that  its  tariff  is  substantially 
comparable  to  Eastern's  "bus"  tariff  and 
that  it  is  nearly  identical  to  National's 
tariff;  that  the  only  difference  between 
its  tariff  and  Eastern's  is  that  beverages 
may  be  sold'  and  baggage  will  be 
checked;  that  the  sale  of  beverages  is  a 
profltable  business  which  decreases  the 
cost  of  service;  that  the  data  on  break- 
even load  factors  submitted  by  Eastern 
fail  to  take  into  account  savings  in  in- 
direct cost;  that  Northeast's  tariff  has 
been  flled  as  a  defensive  measure;  and 
that  the  proposed  service  will  be  limited 
to  weekend  operations  since  the  DC-6B 
aircraft  to  be  used  in  the  proposed  serv- 
ice are  used  on  week  days  in  Northeast's 
commuter  services  in  other  areas. 

The  Board  has  permitted  "bus"  tariffs 
of  Eastern  and  National  to  become  ef- 
fective between  points  in  Florida  and 
Boston,  over  objection  of  Northeast.*  It 
was  felt  that  these  proposals  were  con- 
sistent with  the  Board's  policy  of  encour- 
aging the  offering  of  "no  frill"  services 
at  reduced  fares  designed  to  promote  air 
travel,  particularly  the  low  fare  type  of 
service  designed  to  enable  air  transporta- 
tion to  penetrate  more  effectively  into 
a  larger  market.  Northeast's  proposed 
"bus"  tariff  is  defensive  in  nature,  for  it 
competes  with  the  "bus"  service  of  both 
Eastern  and  National  between  Boston- 
Miami,  and  with  Eastern's  "bus"  service 
between  Boston-Tampa.  Northeast's 
proposed  "bus"  tariff  is  substantially 
similar  in  fares,  rules,  regulations,  and 
provisions  to  that  of  its  competitors. 
The  major  complaint  made  against 
Northeast's  "bus"  tariff  is  that  the  air- 
craft it  yill  utilize  in  this  service  are  of 
comparatively  low  density. 

Since  Northeast  proposes  tQ  provide 
"bus"  type  service  with  DC-6B  aircraft 
with  two-and-two  abreast  conflguration 
and  a  total  of  only  76  seats,  a  question  is 
raised  concerning  the  reasonableness  of 
the  proposed  fares  for  such  service.  In 
view  of  the  questions  of  the  lawfulness 
of  the  "bus"  fares  proposed  by  Northeast, 
it  is  foimd  that  an  investigation  is  re- 
quired. The  Board  will  include  in  such 
investigation  the  domestic  "bus"  tariffs 
of  Eastern  and  National  because  of  their 
close  relationship  to  that  of  Northeast 
and  the  necessity  for  uniform  treatment 
thereof.  The  Board  will  also  consolidate 
in  such  investigation  the  previous  inves- 
tigation instituted  in  Docket  12364.  by 
Order  E-16729,  adopted  April  27,  1961, 
with  respect  to  certain  refund  rules  con- 
tained in  Eastern's  "bus"  tariff." 

The  Board  has  concluded,  however,  not 
to  suspend  Northeast's  proposed  "bus"  - 
type  tariff  pending  investigation.     Al- 
though Northeast  will  provide  "bus"  type" 


iNBA  Local  Sunliner  Bus  Tariff.  CAB  No. 
26. 

*The  original  tariff  did  not  prohibit  the 
aervlng  of  aloc^oUc  beverages.  On  Jan.  2. 
1M2,  l^  special  tariff  permission.  Northeast 
revlMd  Its  "bus"  tariff  to  prohibit  service  of 
alcoholic  beverages. 

*  The  bcvernffe  provision  was  subsequently 
revised.    See  footnote  a,  supra. 


*  Order  E-17808,  adopted  Dec.  7.  1961.  and 
Order  E-17834.  adopted  Dec.  13.  1961. 

"By  motion  dated  Aug.  16.  1961.  supple- 
mented Oct.  18.  1961.  Eastern  requests  that 
the  Board  dismiss  the  investigation  in  Docket 
12364.  As  reason  therefor.  Eastern  states 
that  experience  under  its  "bus"  tariff  demon- 
strates that  the  refund  problem  has  been 
minimal.  The  Board  believes,  however,  that 
If  Investigation  is  held  herein,  opportunity 
should  be  provided  for  any  pcu-ty  or  Inter- 
ested person  to  present  evidence  on  this  Issue. 
Accordingly,  Eastern's  motion  to  dismiss  wiU 
be  denied. 
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service  In  aircraft  having  two-and-two 
abreast  seating,  the  seat  pitch  will  be 
less  than  that  of  Eastern  and  National. 
Alao  Northeast  has  sUted  to  the  Board 
that'  It  will  refrain  from  advertising  its 
"bus"  type  service  in  any  manner  which 
may  represent  to  the  public  that  it  is 
offering  "bus"  type  service  in  two-and- 
two  abreast  or  "luxury"  type  scats  during 
the  pendency  of  this  investigation.  This 
will  minimize  any  competitive  advantage 
Northeast  may  otherwise  have  due  to  the 
configuration  of  its  aircraft.  In  light  of 
these  considerations,  the  Board  has  de- 
cided to  permit  Northeasts  tariff  to  be- 
come effective  pending  invesUgation. 

In  permitting  the  "bus"  type  tariffs 
of  Eastern  and  National  to  become  effec- 
tive, the  Board  directed  these  carriers 
to  file  certain  statistical  data  each 
month.  Northeast  will  be  directed  to  file 
similar  data.  Also.  Eastern  and  National 
were  required  to  give  adequate  notice  to 
ticket  holders  of  the  effect  of  the  "bus" 
type  refund  rules  which  impose  penalties 
on  the  traveling  public.  Northeast  will 
be  required  to  give  similar  notice.  The 
ticket  or  ticket  folder  should  contain  a 
special  notice  printed  in  large  bold  face 
type  which  clearly  informs  the  holder 
that  no  refund  will  be  made  unless  the 
ticket  la  presented  at  least  24  hours  prior 
to  scheduled  departure  time.  The  Board 
will  not  require  liberalization  of  the  re- 
fvmd  rule  at  this  time  as  a  condition  to 
permitting  the  tariff  to  become  effective. 
Northeast,  however,  is  expected  to  retain 
sufBcient  records  of  Uckets  which  are 
sold.  used,  and  refunded,  refunds  denied, 
and  complaints  received,  so  that  such 
data  will  be  available  to  the  Board  dur- 
ing the  investigation  ordered  herein. 


NOTICES 

The  Board  finds  that  its  action  herein 
is  necessary  and  appropriate  in  order 
to  carry  out  the  provisions  and  objec- 
tives of  the  Federal  Aviation  Act  of  1958. 
particularly  sections  204ia',  403.  404. 
407.  and  1002  thereof. 

Accordingly,  it   is  ordered.   That; 

1  An  investigation  is  instituted  to 
determine  whether  the  fares  and  provi- 
sions in  Eastern  Air  Lines.  Inc..  CAB 
No  78:  National  Airlines.  Inc..  CAB. 
No  65.  and  Northeast  Airlines.  Inc. 
CAB.  No  26.  including  subsequent  re- 
visions and  reissues  thereof,  are.  or  will 
be,  unju.st  or  unreasonable,  unjustly  dis- 
criminatory, unduly  preferential,  unduly 
prejudicial,  or  otherwise  unlawful,  and 
if  found  to  be  unlawful,  to  determine 
and  prescribe  the  lawful  fares  and 
provKsions. 

2  Except  to  the  extent  granted  herein, 
the  complaints  of  Eastern  Air  Lines.  Inc  . 
in  Docket  13248.  and  National  Airlines. 
Inr  .  in  Docket  13297.  are  dismissed. 

3  The  complaints  in  Dockets  13248 
and  13297.  to  the  extent  granted,  are 
consolidated  herein. 

4  The  Investigation  Instituted  in 
Docket  12364  by  Order  E-16729.  adopted 
April  27.  1961.  te  consolidated  herein. 

5.  The  motion  of  Eastern  Air  Lines, 
Inc..  to  dismiss  the  investigation  in 
Docket  12364  is  denied 

6.  The  proceeding  ordered  herein  be 
assigned  for  hearing  before  an  examiner 
of  the  Board  at  a  time  and  place  here- 
after to  be  designated. 

7.  Northeast  Airlines.  Inc  ,  is  directed 
to  report  the  following  information  for 
all  "bus"  nights  operated  in  each  of  the 
months  of  January  through  April  1962: 


Soulliboun<l 
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noston- Miami 
UostoD-Tainpa. 


8.  Northeast  AirUnes,  Inc..  is  directed 
to  file  such  reports  in  ten  copies  with 
the  Docket  Section  of  the  Board  not 
later  than  20  days  after  the  close  of  the 
month  covered  by  the  report. 

9  Copies  of  this  order  shaU  be  served 
upon  Eastern  Air  Lines.  Inc..  National 
AirUnes.  Inc.,  and  Northeast  Airlines. 
Inc.,  which  are  made  parties  to  this 
proceeding. 

This  order  will  be  published  in  the 
Fkdekal  Rxgistkr. 

By  the  Civil  Aeronautics  Board. 

[SKALl  Harold  R.  Sanderson. 

Secretary. 

[FR.     Doc      62-366:     Filed,     Jan.     11.     1962; 
8:49  a.m.) 
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ing  on  February  1.  1962.  at  10  am..  In 
Room  1027.  Universal  Building.  Con- 
necticut and  Florida  Avenues  NW.. 
Washington.  DC.  before  the  under- 
signed examiner. 

Without  limiting  the  issues  raised  by 
the  orders  and  pleadings  In  this  proceed- 
ing, notice  Is  given  that  the  principal 
issues  Include  the  investigation  of  CAB 
Agreements  12633-Al  through  A7  and 
14622  to  determine  whether  these  agree- 
ments are  consistent  with  the  public 
interest  and  not  in  violation  of  the  Act. 

Dated  at  Washington.  DC  .  January 
9.  1962. 


I  SEAL  1 


S.  Thomas  Smon. 
Hearing  Examiner 

|FR      Doc     62  366;     Filed,    Jan      11.     1962; 
8:49  ami 


I  Docket  No.  9977] 

MUTUAL   AID   PACT   INVESTIGATION 
Notice  of  Hearing 

Notice  is  hereby  given,  pursuant  to  the 
Federal  Aviation  Act  of  1958,  as  amended, 
particularly  sections  204(a) .  407, 412  and 
1002(b)  thereof,  that  the  above-entitled 
proceeding  is  hereby  assigned  for  hear- 


( Docket  No.  116201 

TOOLCO-NORTHEAST  CONTROL 
CASE 

Notice  of  Prehearing  Conference 

Notice  is  hereby  given  that  a  prehear- 
ing conference  in  the  above-entitled  mat- 


ter Is  assigned  to  be  held  on  January  18. 
1962  at  10  a.m..  e.s.t..  in  Room  911,  Uni- 
versal Building.  Connecticut  and  Florida 
Avenues  NW.,  Washington,  D.C..  before 
Examiner  Merritt  Ruhlen. 

Dated  at  Washington,  DC,  January  D. 
1962. 

I  SEAL  1  Francis  W.  Brown. 

Chief  Examiner. 

|FR      Doc      02   367;     Filed.     Jan      11,     1962; 
8  49  A  m  I 

FEDERAL  COMMUNICATIONS 
COMMISSION 

I  Docket  No.  14482;  FCC  62-31 1 

ASHEBORO  BROADCASTING  CO. 
(WGWR) 

Order  Designating   Application  for 
Hearing   on   Stated   Issues 

In  re  application  of  Asheboro  Broad- 
casting Company  <WGWR).  Asheboro, 
North  Carolina.  Docket  No.  14482.  File 
No.  BP-14051.  Has:  1260  kc.  1  kw.  D. 
Requests:  1260  kc,  500  w.  5  kw-LS. 
DA-2.  U;    for  construction  permit. 

At  a  session  of  the  Federal  Communi- 
calioivs  Commission  held  at  its  offices 
in  Washington.  DC,  on  the  3d  day  of 
January  1962: 

1.  The  Commission  having  before  it 
for  consideration  the  above-captioncd 
application  to  improve  the  facilities  of 
standard  broadcast  Station  WGWR. 
Asheboro.  North  CaroUna.  Apart  from 
the  matters  and  Issues  set  forth  below, 
the  applicant  appears  to  possess  the 
requisite  qualifications  to  construct  and 
operate  the  subject  proposal. 

2.  The  following  matters  are  to  be 
considered  in  connection  with  the  issues 
set  forth  below : 

<a)  According  to  data  submitted  by 
the  applicant.  566  persons  reside  within 
the  1000  mv  m  contour  of  the  proposed 
daytime  operation.  Since  this  total 
(3  percent  of  population  within  the  25 
mv  m  contour)  exceeds  that  permitted 
by  §  3.24 <g)  of  the  Commission's  rules. 
It  will  be  necessary  to  determine  whether 
circumstances  warrant  a  waiver  of  the 

rule. 

(bi  The  applicant's  proposed  opera- 
tion would  be  limited,  nighttime,  to  its 
21.3  mv  m  contour.  Area  and  popula- 
tion losses  within  the  normally  protected 
4  mv  m  contour  would,  according  to  the 
applicant's  data,  be  84.4  percent  and 
43.5  percent,  respectively.  Although  the 
sublect  proposal  would  provide  a  first 
local  nighttime  service  to  the  city  of 
Asheboro — and  would  therefore  fall 
within  an  express  exception  to  §  3.28idi 
(3>  of  the  rules— it  cannot  be  deter- 
mined, on  the  basis  of  data  submitted, 
that  the  WGWR  nighttime  proposal 
would  represent  an  efficient  utllizaUon 
of  the  requested  channel,  in  accordance 
with  §  3.24(b)  of  the  Commission's  rules. 

(c>  It  appears  that  the  proposed  an- 
tenna system  Is  In  the  immediate  vicinity 
of  a  large  Unk  situated  approximately 
700  feet  north  northeast  of  the  proposed 
site.  It  will  be  necessary  to  determine 
whether   this   structure   would   prevent 
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satisfactory  adjustment  of  the  proposed 
array. 

3.  In  view  of  the  foregoing,  the  Com- 
mission is  unable  to  make  the  statutory 
finding  that  a  grant  of  the  subject  appli- 
cation would  serve  the  public  interest, 
convenience  and  necessity,  and  is  of  the 
opinion  that  the  application  must  be  des- 
ignated for  hearing  on  the  issues  set 
forth  below.  Accordingly,  it  is  ordered. 
Pursuant  to  section  309(e)  of  the  Com- 
munications Act  of  1934.  as  amended, 
that  the  Instant  application  is  designated 
for  hearing  at  a  time  and  place  to  be 
specified  in  a  subsequent  order,  upon  the 
following  issues: 

1  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  proposed 
operation  of  Station  WGWR  and  the 
availability  of  other  primary  service  to 
such  areas  and  populations. 

2.  To  determine  whether  circum- 
stances exist  which  would  warrant  a 
waiver  of  §  3.24(g)  of  the  Commission's 
rules,  with  respect  to  the  subject 
application. 

3.  To  determine  whether,  because  of 
interference  received,  the  proposed 
nighttime  operation  of  Station  WGWR 
would  be  consistent  with  §  3.24(b)  of  the 
Commission's  rules. 

4.  To  determine  whether  the  trans- 
mitter site  proposed  by  the  apphcant  is 
satisfactory  with  particular  regard  to 
any  conditions  that  may  exist  in  the 
vicinity  of  the  antenna  system  which 
would  distort  the  proposed  antenna 
radiation  pattern. 

5.  To  determine,  in  the  light  of  the 
evidence  adduced  pursuant  to  the  fore- 
going Issues,  whether  a  grant  of  the  in- 
stant application  would  serve  the  public 
interest,  convenience  and  necessity. 

It  is  further  ordered.  That  to  avail 
itself  of  the  opportunity  to  be  heard, 
the  applicant  herein,  pursuant  to  §  1.140 
of  the  C(Hnmission  rules,  in  person  or  by 
attorney,  shall,  within  20  days  of  the 
mailing  of  the  order,  file  with  the  Com- 
mlssion  in  triplicate,  a  written  appear- 
ance stating  an  intention  to  i^pear  on 
the  date  fixed  for  the  hearing  and 
present  evidence  on  the  issues  specified 
in  this  order. 

It  is  further  ordered.  That  the  appli- 
cant herein  shall,  pursuant  to  section 
311(a)(2)  of  the  Communications  Act 
of  1934.  as  amended,  and  §  1.362(b)  of 
the  Commission's  rulfes.  give  notice  of  the 
hearing,  within  the  time  and  in  the  man- 
ner prescribed  in  such  Rule,  and  shall 
advise  the  Commission  of  the  publica- 
tion of  such  notice  as  required  by  §  1.362 
<g>  of  the  rules. 

Released:  January  8.  1962.     I 

Federal  Communications 
Commission. 
I  SEAL  I         Ben  p.  Waple.        ' 

Acting  Secretary. 

|FR      Doc     62-372;     Filed.    Jan.     11,     1962; 
8:60  a.m.) 


FEDERAL  REGISTER 

No.  14261,  PUe  No.  BP-13795;  for  con- 
struction permits. 

The  Hearing  Examiner  having  under 
consideration  petition  filed  January  4. 
1962,  on  behalf  of  Clay  Service  Corpora- 
sion's  Broadcast  Bureau,  has  con- 
scheduled  for  January  9,  1962,  be  con- 
tinued and  rescheduled  for  January  23, 
1962; 

It  appearing,  that  good  cause  exists 
for  the  said  petition  to  be  granted,  there 
is  no  opposition  thereto,  and  the  other 
party  to  the  pr(x;eeding,  the  Commis- 
sion's Broadcasting  Bureau,  has  con- 
sented to  a  waiver  of  §  1.43  of  the  rules 
to  permit  immediate  consideration  of 
the  instant  pleading; 

Accordingly,  it  is  ordered.  This  5th  day 
of  January  1962,  that  the  petition  is 
granted  and  the  hearing  now  scheduled 
for  January  9,  1962,  be,  and  the  same 
is  hereby  rescheduled  for  January  23, 
1962,  9:00  a.m.,  in  the  Offices  of  the 
Commission,  Washington,  D.C. 
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Released:  January  8, 1962. 

Federal  Communications 
Commission. 
[SEAL]         Ben  p.  Waple. 

Acting  Secretary. 

|FR.     I>oc.     62-373;     Filed,    Jan      11.     1962; 
8:50  a.m.| 


(EkJCket  No.  14261;  FCC  62M~21| 

CLAY  SERVICE  CORP. 

Order  Continuing   Hearing 

In   re    applications   of   Clay    Service 
Corporation.  Ashland,  Alabama,  Docket 
No.  8 6 


(Docket  No.   14479;   FCC  62-29] 

DeKALB  BROADCASTING  CO. 

Order  Designating  Application  for 
Hearing  on  Stated   Issues 

In  re  application  of  Samuel  C.  Chafin 
and  N.  W.  Oriflln  d/b  as  DeKalb  Broad- 
casting Co.,  Decatur,  Georgia,  Docket 
No.  14479,  PUe  No.  BP-14133.  requests 
1310  kc,  500  w.  Day;  for  construction 
permit. 

1.  The  Commission  has  before  it  for 
consideration  the  above  captioned  appli- 
cation; a  "Petition  to  Deny"  filed  Au- 
gust 31,  1961,  by  Telerad,  Inc.,  licensee 
of  standard  broadcast  Station  WHIE, 
Griffin,  Georgia;  an  opposition  to  the 
petition  filed  November  13.  1961  by  the 
subject  applicant;  and  a  reply  to  the 
opposition  filed  December  6,  1961.' 

2.  Telerad  asserts  that  the  DeKalb 
1310  kc  proposal  would  involve  an  over- 
lap of  the  0.5  mv/m  contours  with  the 
existing  1320  kc  operation  of  WHIE 
and  that  the  resulting  interference 
would  involve  a  prospective  population 
loss  of  6,376  persons  within  the  WHIE 
normally  protected  contour.  In  support 
of  its  assertion,  Telerad  submits  an 
engineering  affidavit  containing  field 
measurement  data  taken  on  a  radial 
from  WHIE  to  a  point  north  of  the 
proposed  Decatur  site.  Telerad  locates 
the  existing  WHIE  0.5  mv/m  contour 


'Apart  from  matters  raised  by  the  Tele- 
rad petition,  DeKalb  Broadcasting  Co.  ap- 
pears to  possess  the  requisite  qualifications 
to  construct  and  operate  the  proposed  sta- 
tion. The  parties  to  the  present  applica- 
tion, Samuel  C.  Chafin  and  N.  W.  Griffin 
are  emplojred  by  standard  broadcast  Sta- 
tion WSB,  Atlanta,  Ga..  which  serves  the 
Decatur  area.  Therefore,  In  the  event  of  a 
grant  of  the  application,  the  permittee  will 
be  required  to  submit  evidence  to  show  that 
CThafln  and  GrifBn  have  severed  their  con- 
nections with  WSB. 


through  use  of  this  measurement  data 
and  further  asserts  that  the  measure- 
ments Indicate  a  higher  conductivity  in 
the  area  than  that  shown  in  Figure  M-3 
of  the  Commission's  technical  stand- 
ards. Petitioner  locates  the  0.5  mv/m 
contour  of  the  proposed  DeKalb  opera- 
tion by  employing  this  higher  conduc- 
tivity. 

3.  In  its  opposition,  DeKalb  objects 
to  Telerad 's  attempt  to  depict  the  pro- 
posed DeKalb  0.5  mv/m  contour  as  noted 
above  and  contends  that  in  the  absence 
of  measurement  data  taken  from  the  pro- 
posed DeKalb  site,  the  proposed  DeKalb 
contour  must  be  located  on  the  basis  of 
Figure  M-3  of  the  technical  standards. 
DeKalb  also  submits  its  own  measure- 
ment data  taken  on  WHIE  and,  on  the 
basis  of  this  measurement  data,  con- 
cludes that  the  WHIE  0.5  mv/m  con- 
tour falls  short  of  the  proposed  EteKalb 
contour  by  approximately  one-half  mile. 

4.  Telerad,  in  reply,  questions  the  ac- 
curacy of  the  DeKalb  measurement  data 
and  asserts  that  even  if  M-3  conductiv- 
ity were  used  to  locate  the  proposed 
DeKalb  0.5  mv/m  contour,  that  contour 
would  overlap  the  WHIE  normally  pro- 
tected contour  as  determined  by  Tele- 
rad'.s  measurements.  Thus,  asserts  peti- 
tioner, the  question  of  whether  or  not  the 
conductivity  from  the  proposed  £>eKalb 
site  towards  WHIE  is  greater  than  shown 
by  M-3  is  relevant  only  to  determining 
the  magnitude  of  prospective  interfer- 
ence to  WHIE.  and  not  to  the  question  of 
whether  or  not  such  interference  will 
In  fact,  occur. 

5.  It  appears  that  neither  petitioner  nor 
the  applicant  has  properly  depicted  both 
relevant  0.5  mv/m  contours  and,  there- 
fore, a  substantial  question  exists  as  to 
whether  the  DeKalb  proposal  will  cause 
objectionable  interference  to  the  exist- 
ing operation  of  WHIE.    Petitioner,  Tele- 
rad.  has .  apparently   utilized   measure- 
ment data  taken  on  WHIE  to  establish 
the  proposed  DeKalb  contour.  Since  reci- 
procity in  the  use  of  measurement  data 
does  not  always  depict  the  same  attenua- 
tion In  signal  characteristics,  it  must  be 
concluded  that  Telerad  has  not  properly 
depicted  the  DeKalb  contour.    The  ap- 
plicant,   in    opposition,    has    submitted 
measurement  data  which  were  not  taken 
in  accordance  with  §  3.186  of  the  rules. 
No  on  radial  measurements  were  taken 
within  the  first  mile;  therefore,  the  in- 
verse field  has  not  been  adequately  estab- 
lished.   Additionally,  the  applicant's  an- 
alysis of  Its  measurement  data  does  not 
appear  to  have  accurately  depicted  the 
extent  of  the  WHIE  0.5  mv  m  contour. 
Finally,  a  substantial  number  of  meas- 
urements (located  at  the  area  of  alleged 
interference),   were    not   made   on   the 
pertinent  radial. 

6.  In  view  of  the  foregoing,  the  Com- 
mission is  unable  to  make  the  statutory 
finding  that  a  grant  of  the  subject  ap- 
plication would  serve  the  public  Interest, 
convenience  and  necessity,  and  is  of  the 
opinion  that  the  application  must  be 
designated  for  hearing  on  the  Issues  set 
forth  below.  Accordingly,  it  is  ordered. 
That,  pursuant  to  section  309(e)  of  the 
Communications  Act  of  1934,  as  amend- 
ed, the  instant  application  is  designated 
for  hearing  at  a  time  and  place  to  be 


3&I 

specified  in  a  subsequent  order,  upon  the 

following  issues: 

(a)  To  determine  the  areas  and  popu- 
laUona  which  would  receive  primary 
service  from  the  proposed  operation  and 
the  availability  of  other  primary  service 
to  such  areas  and  populations. 

«b)  To  determine  whether  the  Instant 
proposal  would  cause  objectionable  in- 
terference to  SUtion  WHIE.  Griffin . 
Georgia,  or  any  other  existing  sUndard 
broadcast  stotions,  and.  if  so.  the  nature 
and  extent  thereof,  the  areas  and  popu- 
lations affected  t^ereby.  and  the  avaU- 
ability  of  other  primary  service  to  such 
areas  and  populations. 

(c)  To  determine,  in  the  light  of  the 
evidence  adduced  pursuant  to  the  fore- 
going issues,  whether  a  grant  of  the  in- 
stant application  would  serve  the  public 
Interest   convenience  and  necessity. 

It  is  further  ordered.  That  Telerad. 
Inc..  licensee  of  Station  WHIE.  Griffin. 
Georgia,  is  made  a  party  to  the  proceed- 
ing. 

It  is  further  ordered.  That,  in  the 
event  of  a  grant  of  the  application  of 
the  DeKalb  Broadcasting  Co  .  the  con- 
struction permit  will  include  the  follow- 
ing condiUon:  Program  tests  will  not  be 
authorized  until  the  permittee  has  sub- 
mitted evidence  to  prove  that  Samuel 
C.  Chafin  and  N.  W.  Griffin  have  severed 
their  connections  with  Station  WSB. 
Atlanta.  Georgia. 

It  is  further  ordered.  That,  to  avail 
themselves  of  the  opportunity  to  be 
heard,  the  applicant  and  party  respond- 
ent herein,  pursuant  to  5  1.140  of  the 
Commission  rules,  in  person  or  by  attor- 
ney, shall,  within  20  days  of  the  mailing 
of  this  order,  file  with  the  Commission 
in  triplicate,  a  written  appearance  stat- 
ing an  intention  to  appear  on  the  date 
fixed  for  the  hearing  and  present  evi- 
dence on  the  issues  specified  in  this 
order. 

It  is  further  ordered.  That  the  appli- 
cant herein  shall,  pursuant  to  section 
311(a)(2)  of  the  Communications  Act 
of  1934,  as  amended,  and  §  1.362<b)  of 
the  Commission's  rules,  give  notice  of 
the  hearing,  within  the  time  and  in  the 
manner  prescribed  in  such  rule,  and 
shall  advise  the  Commission  of  the  pub- 
lication of  such  notice  as  required  by 
S  1.362(g)  of  the  rules. 

Adopted:  January  3.  1962. 

Released:  January  9,  1962. 

Ptdiral  Communications 
Commission, 
[SEAL)         Ben  p.  Waple, 

Acting  Secretary. 


NOTICES 

The  Chief.  Safety  and  Special  Radio 
Services  Bureau,  under  delegated  au- 
thority, having  under  consideration  the 
matter  of  certain  alleged  violations  of 
the  CommunicaUons  Act  of  1934,  as 
amended,  by  the  captioned  radio  sta- 
tion licensee; 

It  appearing,  that,  on  November  16. 
1961.  the  Commission,  pursuant  to  sec- 
tion 308<b)  of  the  Communications  Act 
of  1934.  as  amended,  directed  a  letter  to 
the  licensee  by  Certified  Mail— Return 
Receipt  Requested  "No.  97389).  request- 
ing that  he  respond  to  certain  interroKa- 
tones  contained  therein  under  oath  or 
affirmation  within  fifteen  days  of  receipt 
of  such  letter;  and 

It  further  appearing,  that  the  Com- 
missions letter  of  November  16.  1961  was 
received  on  November  29.  1961.  but  no 
reply  thereto  was  made :  and 

It  further  appearing,  that,  the  Com- 
mission, on  December  19.  1961.  again  di- 
rected a  letter  by  Certified  Mail— Re- 
turn Receipt  Requested  iNo  97064  >  to 
the  licensee  pursuant  to  section  308<b) 
of  the  Communications  Act  of  1934.  as 
amended,  requesting  that  he  reply  to 
the  interrogatories  contained  in  the 
Commissions    letter    of    November    16, 

1961.  within  ten  days  of  receipt  of  such 
letter;  and 

It  further  appearing',  that  the  liccn.see 
did  not  respond  to  the  Commission  s  let- 
ter dated  December  19.  1961;  and 

It  further  appearing,  that,  in  view  of 
the  foregoing,  the  licensee  has  repeat- 
edly violated  section  308tb>  of  the  Com- 
munications Act  of  1934.  as  amended; 

It  IS  ordered.  This  8th  day  of  January 

1962.  pursuant  to  section  312  (aM4>  and 
ic>  of  the  Communications  Act  of  1934. 
as  amended,  and  section  0  291'bM8>  of 
the  Commissions  Statement  of  Delega- 
tions of  Authority,  that  the  said  hcensee 
show  cause  why  the  license  for  the  Clti- 

g  zens  Radio  Station  4Q0996  should  not  be 
revoked,  and  appear  and  give  evidence 
in  respect  thereto  at  a  hearing  to  be 
held  at  a  time  and  place  to  be  specified 
by  subsequent  order ;  and 

It  is  further  ordered.  That  the  Acting 
Secretary  send  a  copy  of  this  Order  by 
Certified  Mail— Return  Receipt  Re- 
quested to  Ray  Charles  Daw.son.  3005 
Granada  Avenue,  Baltimore  7.  Mary- 
land. 

Relea.sed:  January  9,  1962. 

Pederal  Commdnu  aticns 
Commission, 
fsEAi  !         Ben  P   Waple. 

Acting  Secretary 

[FR      IX>c      62,375:     Plied.    Jan      11       1062. 
8  50  a  m  I 


14462.  14463.  14464.  14465.  14466.  14468; 
for  construction  permits  for  new  tele- 
vision broadcast  stations  (Channel  13) 

The  Hearing  Examiner  having  under 
consideration  oral  request  of  Rochester 
Broadcasting  Corporation  for  continu- 
ance of  the  prehearing  conference  now 
scheduled  for  January  5.  1962.  due  to 
conflicting  assignments  of  counsel; 

It  is  ordered.  This  5th  day  of  January 
1962,  that  the  prehearing  conference 
now  scheduled  for  January  5.  1962.  is 
continued  to  January  12.  1962,  at  2:00 
p.m 

Rilcasod:  January  8,  1962. 

Pediral  Communications 

Commission. 
Ben  p.  Waple. 

Acting  Secretary. 

62-376;     Piled.     Jan      II.     1962. 
8  50  am] 


IFR      E)oc     62  347;     Piled.     Jan      11.     1962; 
8  50  a. ml 


[Docket  No.   14485] 

RAY  CHARLES  DAWSON 

Order  To  Show  Cause 

In  the  matter  of  Ray  Charles  Dawson. 
Baltimore,  Maryland.  Docket  No.  14485; 
order  to  show  cause  why  there  should 
not  be  revoked  the  license  for  radio 
station  4Q0996  in  the  Citizens  Radio 
Service. 


I  Docket  No    14394  etc  .  FCC  62M  25) 

FLOWER    CITY    TELEVISION    CORP. 

AND   ROCHESTER   BROADCASTING 

CORP. 

Order  Continuing  Hearing  Conference 

In  re  applications  of  Flower  City  Tele- 
vision Corporation.  Rochester,  New 
York.  Docket  No.  14394.  Pile  No.  BPCT- 
2929;  Rochester  Broadcasting  Corpora- 
tion, Rochest^,  New  York.  Docket  No. 
14467  File  No.  BPC7r-2972;  et  al  , 
Docket  Nos.  14395,   14459.   14460.  14461. 


fSEM.  I 


I  F  R       Doc 


I  Docket  No6    13525.  14478.  PCC62  27] 

SIMON  GELLER  AND  RICHMOND 
BROTHERS,  INC.  (WMEX) 

Order  Designating  Applications  for 
Consolidated  Hearing  on  Stated 
Issues 

In  re  applications  of  Simon  Geller, 
Gloucester.  Massachusetts.  Docket  No. 
13525.  Pile  No.  BP-14330.  Requests: 
1540  kc,  1  kw.  DA-D.  H;  Richmond 
Brothers.  Inc.  (WMEX).  Boston.  Massa- 
chusetts. Docket  No.  14478.  Pile  No.  BP- 
13760.  Has:  1510  kc.  5  kw.  DA-1.  U.  n. 
Requests:  1510  kc.  5  kw.  50  kw-LS.  DA- 
2.  U,  II;  for  construction  permits. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  Its  offices  in 
Washington.  DC.  on  the  3d  day  of  Jan- 
uai-y  1962; 

The  Commission  having  under  con- 
sideration the  abovc-captioned  and  de- 
scribed applications; 

It  appearing,  that  except  as  indicated 
by  the  issues  specified  below.  Simon 
Geller  possesses  the  necessary  qualifi- 
cations to  construct  and  operate  his  pro- 
posed station;  and 

It  further  appearing,  that  the  Com- 
mission makes  no  finding  at  this  time  re- 
garding the  qualifications  of  Richmond 
Brothers.  Inc.  to  operate  either  the  pres- 
ent or  proposed  facilities  of  WMEX  and 
will  make  no  finding  in  the  evidentiary 
hearing  ordered  herein,  except  to  the  ex- 
tent indicated  by  the  issues  set  forth 
below;  and 

It  further  appearing,  that  in  the  event 
It  is  concluded,  pursuant  to  the  issues  set 
forth  below,  that  the  application  of 
Richmond  Brothers.  Inc.  should  not  be 
denied,  the  application  will  be  held  with- 
out final  grant  until  such  time  as  dis- 
positive action  Is  taken  with  respect  to 
the  WMEX  license  renewal  application, 
deferred  since  April  1960.  and.  at  that 
time,  the  subject  WMEX  proposal  shall 
be  granted  or  dismissed,  as  appropriate; 
and 

It  further  appearing,  that  the  follow- 
ing matters  are  to  be  considered  in  con- 
nection with  the  aforementioned  Issues 
specified  below: 

1  The  transmitter  sites  of  the  sub- 
ject proposals  are  separated  by  28.4 
miles,  but  due  to  the  salt  water  path  in- 
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volved  the  proposed  25  mv/m  contours 
involve  substantial  overlap  on  land 
areas  in  contravention  of  S  3.37  of  the 
Commission  rules. 

2.  By  petition  filed  October  23,  1961, 
Newton  Broadcasting  Company,  appli- 
cant for  a  new  station  on  1550  kc,  at 
Newton.  Massachusetts  (BP-12884).  has 
requested  that  the  application  of  Simon 
Geller  be  denied.  (The  Geller  applica- 
tion was  not  timely  filed  to  be  con- 
sidered concurrently  with  the  Newton 
application,  currently  in  hearing  status.) 
In  substance,  Newton  claims  standing 
on  the  ground  that  Its  proposal  would  re- 
ceive Interference  from  the  Geller  pro- 
posal and  argues  that  the  latter  should 
be  denied  for  this  reason  and  for  other 
alleged  defects  in  the  application.  The 
Commission  has  considered  the  Newton 
Petition,  responsive  pleadings  filed  by 
Geller,  and  further  pleadings  filed  by 
petitioner,  and  finds  the  only  substan- 
tial Issue  raised  to  be  that  of  prospective 
Interference  to  the  Newton  proposal.  An 
appropriate  Issue  is  included  below  and 
Newton  Broadcasting  Company  is  made 
a  party  respondent  in  this  proceeding. 

3.  A  substantial  question  exists  as  to 
whether  the  Geller  proposal  would  re- 
ceive interference  in  excess  of  10  percent 
population  loss,  in  contravention  of 
$  3  28(d)(3)  of  the  Commission's  rules. 

It  further  appearing.  That,  in  view 
of  the  foregoing,  the  Commission  is  im- 
able  to  make  the  statutory  finding  that 
a  gjant  of  the  subject  applications  would 
serve  the  public  Interest,  convenience. 
and  necessity,  and  is  of  the  opinion  that 
the  applications  must  be  designated  for 
hearing  In  a  consolidated  proceeding  on 
the  Issues  set  forth  below: 

It  is  ordered.  That,  pursuant  to  sec- 
tion 309(e)  of  the  Communications  Act 
of  1934.  as  amended,  the  Instant  appli- 
cations are  designated  for  hearing  in  a 
consolidated  proceeding,  at  a  time  and 
place  to  be  specified  in  a  subsequent 
order,  upon  the  following  issues: 

1.  To  determine  the  areas  and  popu- 
lations which  would  receive  primary 
service  from  the  proposed  operation  of 
Simon  Geller  and  the  availability  of 
other  primary  service  to  such  areas  and 
population^:. 

2.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  pr(H>osed 
operation  of  Station  WMEX  and  the 
availability  of  other  primary  service  to 
such  areas  and  populations. 

3  To  determine  whether  the  instant 
proposal  of  Simon  GeUer  would  cause 
objectionable  interference  to  the  pro- 
posed operation  of  Newton  Broadcast- 
ing Company,  BP-12884,  or  any  other 
existing  standard  broadcast  stations, 
and,  if  so.  the  nature  and  extent  thereof, 
the  areas  and  populations  affected 
thereby,  and  the  availablUty  of  other 
primary  service  to  such  areas  and  p<»- 
ulations. 

4.  To  determine  whether  interference 
received  from  existing  and  proposed  ap~ 
erations  would  affect  more  than  ten  per- 
cent of  the  population  within  the  nor- 
mally protected  primary  service  area  of 
the  instant  proposal  of  Simon  OeUer 


FEDERAL  REGISTER 

in  contravention  of  S  3.28(d)  (3)  of  the 
Oommjsslon  rules,  and,  if  so.  whether 
circumstances  exist  which  would  war- 
rant a  waiver  of  said  section. 

5.  To  determine  whether  the  25 
mv/m  contours  of  the  two  subject  appli- 
cations would  overlap  in  contravention 
of  S  3.37  of  the  Commission  rules,  and, 
if  so.  whether  circumstances  exist  which 
would  warrant  a  waiver  of  said  section. 

6.  To  determine,  in  the  light  of  sec- 
tion 307(b)  of  the  Communications  Act 
of  1934,  as  amended,  which  of  the  in- 
stant proposals  would  better  provide  a 
fair,  efficient  and  equitable  distribution 
of  radio  service. 

7.  To  determine,  in  the  light  of  the 
evidence  adduced  pursuant  to  the  fore- 
going issues,  whether  the  application  of 
Simon  Geller  should  be  granted. 

8.  To  determine,  in  the  light  of  the 
evidence  adduced  pursuant  to  the  fore- 
going issues,  whether  the  application  of 
Richmond  Brothers.  Inc.  should  be 
denied. 

It  is  further  ordered.  That  Newton 
Broadcasting  Company,  applicant  for  a 
new  standard  broadcast  station  at  New- 
ton. Mass.  (BP-12884) ,  Is  made  a  party 
to  the  proceeding. 

It  is  further  ordered.  That  should  the 
application  of  Richmond  Brothers,  Inc. 
not  be  denied,  final  action  with  respect 
to  the  application  shall  be  withheld  until 
dispositive  action  is  taken  with  respect 
to  the  WMEX  license  renewal  applica- 
tion. 

It  is  further  ordered.  That  In  the 
event  of  a  grant  of  the  Simon  Geller  ap- 
plication, the  construction  permit  shall 
contain  a  condition  that  permittee  must 
use  approved  frequency  and  modulation 
monitors. 

It  is  further  ordered.  That  in  the  event  i 
the  application  of  Richmond  Brothers,! 
Inc.  should  be  granted,  the  construction  j 
permit  shall  contain  the  following  condi- 
tions: 

(1)  Permittee  shall  assume  respon- 
sibility for  the  installation  of  suitable 
filter  circuits,  or  other  equipment  that 
may  be  necessary,  to  prevent  excessive 
internal  or  external  cross -modulation 
or  the  radiation  of  extraneous  emissions 
resulting  from  the  proximity  of  the  pro- 
posed operation  to  Station  WEZE,  Bos- 
ton. Massachusetts  or  any  other  station. 

(2)  Permittee  shall  submit  new  com- 
mon point  impedance  measurements  and 
sufficient  field  intensity  measurements  to 
establish  that  the  new  tower  construc- 
tion has  not  adversely  affected  the  night- 
time radiation  pattern. 

It  is  further  ordered.  That  to  avail 
themselves  of  the  opportunity  to  be 
heard,  the  applicants  and  the  respondent 
herein,  pursuant  to  §  1.140  of  the  Com- 
mission rules,  In  person  or  by  attorney, 
shall,  within  20  days  of  the  mailing  of 
this  order,  file  with  the  Commission  In 
triplicate,  a  written  appearance  stating 
an  intention  to  appear  on  the  date  fixed 
for  the  hearing  and  present  evidence  on 
the  issues  specified  in  this  Order. 

It  is  further  ordered.  That  the  appli- 
cants herein  shall,  pursuant  to  section 
311(a)(2)  of  the  Communications  Act 
of  1934,  as  amended,  and  §  1.362(b)  of 
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the  Commission's  rules,  give  notice  of  the 
hearing,  either  individually  or.  if  feasible, 
jointly,  within  the  time  and  in  the  man- 
ner prescribed  in  such'rule,  and  shall  ad- 
vise the  Commission  of  the  publication 
of  such  notice  as  required  by  S  1.362(g) 
of  the  rules. 

It  is  further  ordered.  That,  the  Issues 
In  the  above -captioned  proceeding  may 
be  enlarged  by  the  Examiner,  on  his  own 
motion  or  on  petition  properly  filed  by  a 
party  to  the  proceeding,  and  upon  suf- 
ficient allegations  of  fact  in  support 
thereof,  by  the  addition  of  the  following 
issue:  To  determine  whether  the  funds 
available  to  the  applicant  will  give  rea- 
sonable assurance  that  the  proposals  set 
forth  in  the  application  will  be  effec- 
tuated. 

Released:  January  9, 1962. 

Federal  CosanmicATiONS 
Commission. 
[seal]         Ben  F.  Waple. 

Acting  Secretary. 

(F.R.    Doc.    62-377;     Piled,    Jan.    11,     1962; 
8:50  ajn.l 


[Docket  Nos.  14413, 14414;  PCC  62M-24] 

DON  L  HUBER  AND  BARTELL 
BROADCASTERS,  INC.  (WOKY) 

Order  Following  Prehearing 
Conference 

In  re  applications  of  Don  L.  Huber, 
Madison,  Wisconsin,  Docket  No.  14413. 
File  No.  BP-13625;  Bartell  Broadcasters, 
Inc.  (WOKY).  Milwaukee.  Wisconsin. 
Etocket  No.  14414,  File  No.  BP-13652;  for 
construction  permits. 

A  prehearing  conference  In  the  above- 
entitled  matter  having  been  held  on 
January  4,  1962.  and  It  appearing  that 
certain  agreements  were  reached  therein 
which  properly  should  be  formalized  in 
an  order; 

It  is  ordered.  This  4th  day  of  January 
1962.  as  follows: 

( 1 )  The  direct  cases  of  the  applicants 
shall  be  submitted  in  the  form  of  written 
exhibits  under  oath,  subject  to  the  im- 
derstanding  however,  that  supplemen- 
tary explanations  with  reference  to 
Issues  4  and  5  may  be  made  by  oral 
testimony; 

(2)  The  applicants  shall  make  a  pre- 
liminary exchange  of  their  proposed  ex- 
hibits (except  for  measurement  data  to 
be  prepared  by  WOKY  and  nonenglneer- 
Ing  evidence  bearing  on  Issue  5)  by 
March  1,  1962. 

(3)  A  final  exchange  of  all  proposed 
exhibits  of  the  applicants  on  the  Issues 
as  presently  specified  shall  be  made  by 
April  2,  1962. 

(4)  Notification  as  to  those  witnesses 
required  to  be  present  at  the  hearing  on 
April  16,  1962,  for  cross-examination 
shall  be  given  by  April  9,  1962. 

(5)  Respondents  shall  be  prepared  to 
present  any  rebuttal  evidence  immedi- 
ately upon  conclusion  of  the  direct  cases 
of  the  applicants. 

(6)  The  hearing  heretofore  scheduled 
to  commence  on  February  5,  1962.  at 
Washington,     D.C.     is     continued     to 
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April  16, 1962.  at  10:00  a.m..  in  the  offices 
of  the  Commiaslon.  Washington,  D.C. 

Released:  January  8.  1962. 

FEDCKAL    COimUNICATIONS 

Commission, 
[seal!         Ben  P.  Waple. 

Acting  Secretary. 

(PR     Doc     82-378:     Filed,    Jan      11.     1962 
8  50  ajn.| 


I  Docket  No   14406;  FCC  62M-27I 

LAKE  SHORE  BROADCASTING  CO., 
INC.  (WDOE) 

Order  Continuing   Hearing 

In  re  application  of  Lake  Shore  Broad- 
casting Company,  Inc.  (WDOE>.  Dun- 
kirk. New  York.  Docket  No.  14406,  File 
No.  BML.-1943;  for  modification  of 
license. 

A  prehearing  conference  in  the  above- 
entitled  matter  having  been  held  on 
January  5.  1962,  and  it  appearing  from 
the  record  made  therein  that  certain 
agreements  were  reached  which  properly 
should  be  formalized  in  an  order: 

It  is  ordered.  This  8th  day  of  January 
1962.  that: 

(1)  Exhibits  to  be  offered  in  evidence 
in  the  presentation  of  the  direct  affirma- 
tive cases  shall  be  exchanged  among  the 
parties  and  copies  thereof  supplied  the 
Hearing  Examiner  on  January  29,  1962; 

(2)  The  hearing  in  this  matter  pres- 
ently scheduled  to  commence  on  Febru- 
ary 1,  1962  is  continued  to  February  5, 
1962  commencing  at  10:00  a.m.  in  the 
offices  of  the  Commission  at  Washington, 
DC. 

Released :  January  9.  1962. 

Federal  Communications 
Commission. 
ISEALl         Ben  F.  Waple, 

Acting  Secretary. 

IPR.    Doc.    62-379:     Piled.    Jan.     11.     1062; 
850  a. ml 


(Docket  No.  14480.  14481;  FCC  62-30 1 

LORD  BERKELEY  BROADCASTING 
CO.,  INC.,  AND  GRAND  STRAND 
BROADCASTING  CO. 

Order  Designating  Applications  for 
Consolidated  Hearing  on  Stated 
Issues 

In  re  applications  of  Lord  Berkeley 
Broadcasting  Company,  Inc.,  Moncks 
Comer.  South  Carolina.  Docket  No. 
14480.  File  No.  BP-14123.  requests:  950 
kc.  500  w,  Day;  FYank  P.  Larson.  Jr.. 
Charles  T.  Tilghman  and  John  H.  Nye. 
d  b  as  Grand  Strand  Broadcasting  Com- 
pany, Myrtle  Beach,  South  Carolina. 
Docket  No.  14481.  File  No.  BP-14403.  re- 
auests:  950  kc.  500  w,  DA,  Day:  for  con- 
struction permits. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washmgton,  D.C,  on  the  3d  day  of  Jan- 
uary 1962; 

The  Commission  having  under  consid- 
eration the  above-captioned  and  de- 
scribed applications: 

It  appearing,  that  except  for  matters 
Involved  in  the  issues  set  forth  below. 


NOTICES 

each  of  the  subject  applicants  possesses 
the  requisite  qualifications  to  construct 
and  operate  its  proposal;  and 

It  further  appearing,  that  the  follow- 
ing matters  are  to  be  considered  in  con- 
nection with  the  aforementioned  issues 
.specified  below: 

1.  Simultaneous  operation  of  the  in- 
.stant  proposals  would  result,  in  each 
case,  in  extensive  mutual  interference 
greater  than  10  percent  of  the  popula- 
tion within  the  normally  protected  serv- 
ice contour 

2.  By  letter  dated  Augu.st  17.  1961. 
Grand  Strand  Broadcasting  Company 
wa.s  advisfd  by  the  Federal  Aviation 
At-ency  that  substantial  aeronautical 
objeclion.s  to  the  applicants  pl■opo^ed 
ant-nna  system  would  be  withdrawn  if 
the  applicant  agreed  to  reduce  its  pro- 
posed tower  hriRht  by  one  foot.  By  letter 
or  A'Kiust  21.  1961,  the  applicants  at- 
torney advised  the  Chief  of  Airspace 
Utihzation  Branch,  FA.A  ,  that  the  sub- 
ject application  would  be  amended  to 
reduce  tower  height  by  the  necessary  one 
foot.  However,  no  such  amendment  has 
been  submitted  to  the  Commission. 

3.  The  Lord  Berkeley  Broadcastiiw 
Company.  Inc.,  indicates  that  deferred 
credit  will  be  available  for  the  purchase 
of  equipment  but  did  not  submit  evi- 
dence that  such  credit  is.  in  fact,  avail- 
able. In  addition,  the  Lord  Berkeley 
Broadca.sting  Company  stockholders  in- 
dicate that  they  will  purchase  additional 
shares  of  stock  to  provide  funds  for  the 
construction  and  initial  operation  of 
the  propo.sed  station.  However,  the  bal- 
ance sheets  of  said  stockholders  indicate 
that  the  bulk  of  their  assets  consist  of 
corporate  stocks,  but  the  type  of  the 
stocks  i.s  not  shown  and  it  cannot  be 
determined  ^whether  the  stocks  are 
readily  convertible. 

It  further  appearing,  that,  in  view  of 
the  foregoing,  the  Commi.sMon  is  un- 
able to  make  the  statutory  finding  that 
a  grant  of  the  subject  applications  would 
serve  the  public  interest,  convenience, 
and  necessity  and  is  of  the  opinion  that 
the  applications  must  be  designated  for 
hearing  in  a  consolidated  proceeding  on 
the  i.s.sucs  set  forth  below : 

It  IS  ordered.  That,  pursuant  to  sec- 
tion 309ic>.  of  the  Communications  Act 
of  1934,  as  amended,  the  instant  applica- 
tions are  designated  for  hearing  in  a 
consolidated  proceeding,  at  a  time  and 
place  to  be  specified  in  a  subsequent  or- 
dfr.  upon  the  following  issues: 

1.  To  determine  the  areas  and  popula- 
tions which  would  receive  primary  serv- 
ice from  each  of  the  proposed  operation.s 
and  the  availability  of  other  primary 
service  to  such  areas  and  populations. 

2.  To  determine  the  nature  and  extent 
of  the  interference,  if  any,  that  each  of 
the  instant  proposals  would  cause  to 
and  receive  from  each  other  and  the  in- 
terference that  each  of  the  instant  pro- 
posals would  receive  from  all  other  exist- 
ing standard  broadcast  stations,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  primary 
service  to  the  areas  and  populations  af- 
fected by  interference  from  either  of 
the  instant  proposals. 

3.  To  determine  whether  the  inter- 
ference received  by  each  instant  pro- 
posal  from   the   other   proposal   herein 


and  any  existing  stations  would  affect 
more  than  ten  percent  of  the  population 
within  its  normally  protected  primary 
service  area  in  contravention  of  S  3.28 
<dM3)  of  the  Commission  niles  and.  if 
.so,  whether  circumstances  exist  which 
would  warrant  a  waiver  of  said  section. 

4.  To  determine  whether  there  is  a 
reasonable  possiblility  that  the  tower 
height  and  location  proposed  by  Grand 
Strand  Broadcasting  Company  would 
constitute  a  menace  to  air  navigation. 

5.  To  determine  whether  the  Lord 
Berkeley  Broadcasting  Company.  Inc.,  is 
Jinancially  qualified  to  contruct  and  op- 
iM  ate  Its  proposed  station. 

6  To  determine,  in  the  light  of  sec- 
tion 307 lb'  of  the  Communications  Act 
of  1934.  a.s  amended,  which  of  the  instant 
propc-sal.s  w»nild  better  provide  a  fair, 
(-mcient  and  equitable  distribution  of 
r.idio  .'■ervice. 

7  To  determine,  in  the  light  of  the 
tnidence  adduced  pursuant  to  the  fore- 
;;oiiu;  issues  which,  if  either,  of  the  in- 
.stant  applications  should  be  granted. 

It  15  further  ordered.  That  the  Federal 
Aviation  Agency  is  made  a  party  to  the 
proceeding. 

It  is  further  ordered.  That,  to  avail 
themselves  of  the  opportunity  to  be 
heard,  the  applicants  and  party  re- 
spondent, pursuant  to  §  1.140  of  the 
Commission  rules.  In  person  or  by  at- 
torney, shall,  within  20  days  of  the  mail- 
ing of  this  order,  file  with  the  Commis- 
sion in  triplicate,  a  written  appearance 
stating  an  intention  to  appear  on  the 
date  fixed  for  the  hearing  and  present 
evidence  on  the  i.ssues  specified  in  this 
order. 

It  is  further  ordered.  That  the  appli- 
cants herein  shall,  pursuant  to  section 
311'a>i2»  of  the  Communications  Act 
of  1934.  as  amended,  and  5  1.362(b)  of 
the  Commi.ssion's  rules,  give  notice  of 
thn  hearing,  either  individually  or.  if 
foasihle,  jointly,  within  the  time  and  in 
the  manner  prescribed  in  such  Rule,  and 
.shall  advi.se  the  Commission  of  the  pub- 
lication of  such  notice  as  required  by 
5  1  3G2iC)  of  the  rules. 

It  is  further  ordered.  Tliat.  the  issues 
in  the  above-captioned  proceeding  may 
be  enlarged  by  the  Examiner,  on  his  own 
motion  or  on  petition  properly  filed  by 
a  party  to  the  proceeding,  and  upon  suf- 
ficient allegations  of  fact  in  support 
thereof,  by  the  addition  of  the  following 
is.'^ue:  To  determine  whether  the  funds 
available  to  the  applicant  will  give  rea- 
•sonable  assurance  that  the  proposals  set 
forth  in  the  application  will  be  effectu- 
atrd. 

Relea.s.>d    January-  9,  1962. 

p^deral  communicmions 
Commission. 
f  SEAL  I         Ben  F.  Waple. 

Acting  Secretary. 

|FR      Doc      62  380.     FlJed.     Jan      11,     1962; 
8  50  am  | 


[Docket  Nos    14453,  14454;   FCC  62M.-2B] 

WILLIAM  B.  NEAL  AND  JAMES   R. 
WILLIAMS 

Order  Scheduling   Hearing 

In  re  applications  of  William  B.  Neal, 
Joplin.  Missouri,  Docket  No.  14453,  File 
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No.  BP-13695:  James  R.  Williams, 
Lamar.  Missouri,  Docket  No.  14454,  FUe 
No.  BP-14087;  for  construction  permits. 
It  is  ordered.  This  8th  day  of  January 
1962.  that  Chester  P.  Naumowicz.  Jr.. 
will  preside  at  the  hearing  in  the  above- 
entitled  proceeding  which  Is  hereby 
scheduled  to  commence  on  March  12. 
1962.  in  Washington,  D.C;  And  it  is 
further  ordered.  That  a  prehearing  c<m- 
ference  In  the  proceeding  will  be  con- 
vened by  the  presiding  ofBcer  at  9:00 
am.,  Monday,  February  12,  1962. 


FEDEIAL  REGISTER 


367 


Released:  January  9.  1962.       | 

Feokral  Communications 
Commission. 
tsBALl         Ben  p.  Waple,         I 

Acting  Secretary. 

|FR     Doc     62  381;     Filed,    Jan.     11,     1962; 
8  50  a. ml 


[Docket  Nos.  12666-12668;  FCC  62-121 

PUBLIX  TELEVISION  CORP.  ET  AL. 
Memorandum  Opinion  and  Order 

In  re  applications  of  Publix  Television 
Corporation,  Perrine.  Florida,  Docket  No. 
12666,  File  No.  BI>CT-2392:  South  Flor- 
ida Amusement  Co.,  Inc.,  Perrine,  Flor- 
ida. Docket  No.  12667.  FUe  No.  BPCT- 
2410;  Coral  Television  Corporation. 
South  Miami.  Florida,  Docket  No.  12668. 
File  No.  BPCT-2493;  for  construction 
permits  for  television  broadcast  stations. 

1.  The  Commission  has  before  It  for 
consideration  (a)  the  Initial  Decision  of 
Hearing  Examiner  Forest  L.  McClennlng. 
released  September  12.  1960  (FCC  60D- 
113;   Mimeo  93495);    (b)   Memorandum 
Opinion  and  Order.  September  14.  1961 
<FCC  61-1057;  Mimeo  No.  8477)  and  the 
pleadings  recited  in  paragraph  1  thereof; 
<  c »  Petition  for  Reconsideration,  filed  by 
Broadcast  Bureau.  October  9,  1961;  (d) 
Response  of  Coral  Television  Corpora- 
tion,   filed    October    19,   1961;    (e)    Op- 
position  of   South   Florida  Amusement 
Co.,    Inc.,    filed    October   20,    1961;    (f) 
Reply  to  Opposition  of  South  Florida  by 
Broadcast    Bureau,    filed    November    3, 
1961 ;  (g)  response  to  Opposition  of  South 
Florida  by  Coral  Television  Corp.,  filed 
November  3.  1961;  (h)  Motion  by  South 
Florida  Amusement  Co.,  Inc.  for  Leave  to 
Pile  Pleading,  filed  November  21,  1961; 
iji   Response  by  South  Florida  Amuse- 
ment Co..  Inc.  to  Broadcast  Bureau  Reply 
'  f ' .  supra  > .  lodged  November  21, 1961. 

2.  The  pleading  filed  by  Coral  Tele- 
vision Corp.  (par.  1.  (g),  supra)  is  an 
unauthorized  pleading,  leave  to  file  which 
w;i5  neither  sought  of  nor  granted  by 
proper  authority  under  47  CFR  1.13.  It 
will  be  stricken  and  the  ordering  clause. 
infra,  will  so  provide.  The  Motion  for 
Leave  to  File  Pleading,  by  South  Florida 
'Par.  l(h>.  supra)  has  been  examined 
and,  as  the  gravity  of  the  situation  is 
deemed  to  require  it.  the  same  will  be 
granted.  The  Secretary  is  authorized 
and  directed  to  file  the  pleading  de- 
scribed in  par  KD.  supra.  Subject  to 
these  actions,  all  documents  described  in 
par.  1,  supra,  are  incorporated  by  refer- 
ence as  fully  as  if  set  forth  herein. 

3.  The  relief  sought  by  Broadcast  Bu- 
reau's petition  herein  is  reopening  of  the 


record  and  remand  to  the  examiner  for 
adduction  of  evidence  bearing  on  and 
related  to  a  cliarge  more  fully  described 
In  pars.  4(1)-^  and  6  of  the  order  cited  in 
par.  Kb),  supra,  to  wit:  that  Sherwin 
Grossman  50.5  percent  owner  of  South 
Florida  did.  while  participating  in  the 
operation  of  WBUF-TV,  Bufifalo,   New 
Yoric,  aid.  abet  or  connive  at  the  faking 
of  certain  letters  to  the  Commission  re- 
questing that  an  additional  VHF  channel 
be  assigned  to  Buffalo  and  that  it  be 
awarded    to    (then)    UHP    WBUF-TV. 
Our  examination  of  the  conflictmg  affi- 
davits and  arguments  submitted  by  the 
parties  appears  to  Indicate  that,  while 
a  Judgment  that  such  letters  were  out- 
right fakes   (I.e.  prepared,  signed   and 
submitted    without   authority    from    or 
knowledge  by  their  purported  authors) 
could  not  be  Justified,  neither  were  the 
statements  by  Sherwin  Grossman,  and 
the  other  statements  which  he  submitted 
In  the  document  described  in  par.  Kc) 
of  the  order  described  In  par.  1  (b) ,  supra, 
to  the  effect  that  neither  he  nor  any 
other  WBUF-TV  personnel  had  anything 
to  do  with  or  knowledge  of  subject  let- 
ters, the  absolute  truth  either.    We  em- 
phasise that  the  foregoing  is  in  no  way 
to  be  construed  as  a  preliminary  judg- 
ment on  our  part  but  Is  merely  our  effort 
to  analyze  the  matters  In  dispute.    We 
are  of  the  opinion  that  an  evidentiary 
hearing  to  explore  more  fully  the  truth 
of  the  conflicting  claims  Is  warranted. 

4.  On  its  own  motion  the  Commission 
has  turned  to  and  reexamined  the  charge 
of  log-concealment  more  fully  described 
in  pars.  3  and  8-11  of  the  order  described 
in  par.  Kb),  supra.  This  may  be  briefly 
described  for  present  purposes  as  a 
charge  that  Sherwin  Grossman,  at  the 
time  of  the  transfer  of  WBUF-TV  to 
National  Broadcasting  Company  in  1955 
concealed  the  station  logs  rather  than 
turning  them  over  to  NBC,  but.  upon  a 
request  for  their  production  in  this  pro- 
ceeding, falsely  stated  that  they  had 
been  so  turned  over  and  hence  were  not 
available.  Upon  such  reexamination,  the 
Commission  is  of  the  opinion  that  further 
exploration  of  the  questions  presented  is 
warranted. 

Accordingly,  it  is  ordered.  This  3d  day 
of  January  1962.  that  the  document  de- 
scribed In  par.  Kg);  supra,  is  stricken; 
and 

It  is  further  ordered.  That  the  Motion 
for  Leave  to  File  Pleading  (par.  Kh). 
supra).  Is  granted;  and  the  Secretary  is 
authorized  and  directed  to  file  the  plead- 
ing described  In  par.  Ki).  supra;  and 
It  is  further  ordered.  That  the  Petition 
for  Reconsideration  of  the  Broadcast 
Bureau  is  granted,  the  Initial  Decision 
In  this  proceeding  Is  vacated,  the  record 
is  reopened  and  the  case  Is  remanded  to 
the  Examiner  for  further  hearing.  Said 
hearing  shall  be  upon  the  following  is- 
sues: 

1.  To  determine  whether,  during  the 
preliminary  stages  of  this  proceeding,  a 
request  was  made  by  Coral  Television 
Corporation  for  production  of  the  logs  of 
WBUF-TV  for  the  period  of  time  that 
Sherwin  Grossman  was  associated  with 
that  station. 

2.  In  the  event  that  Issue  1  be  an- 
swered    afllrmatlvely,     to     determine 


whether  a  reply  was  made  by  South  Flor- 
ida Amusement  Co.,  Inc.  stating,  in  part- 
"All  of  the  logs  •  •  •  of  the  station 
were  transferred  to  NBC." 
■  3.  In  the  event  that  Issues  1  and  2  be 
answered  affirmatively,  to  determine 
whether  such  reply  is  ascribable  to  and 
the  responsibility  of  Sherwin  Grossman. 

4.  To  determine  if  the  statement  in 
the  biography  of  Sherwin  Grossman 
(South  Florida  Exhibit  2)  in  this  pro- 
ceeding, to  wit:  '"the  records  of  WBUF- 
TV  are  not  available  to  applicant  since 
they  were  transferred  to  the  National 
Broadcasting  Company  when  it  pur- 
chased the  station.  Mr.  Grossman  at- 
tempted to  secure  them  from  NBC  for  the 
period  covered  by  Mr.  Grossman's  presi- 
dency but  was  advised  they  had  been 
destroyed."  was  ratified  and  adopted  by 
the  said  Sherwin  Grossman  in  his  testi- 
mony in  this  proceeding  at  Tr.  357,  Lines 
15-20,  inclusive. 

5.  To  determine  if  the  statement  of 
Sherwin  Grossman  on  page  2  of  his  af- 
fidavit attached  to  the  pleading  described 
in  par.  Kc)  of  the  order  described  in  par. 
Kb),  supra,  to  wit:  "To  the  best  of  my 
knowledge  everything  belonging  to  NBC 
was  turned  over  to  them.  I  have  never 
seen  the  station  logs  since  the  date  of  - 
transfer."  when  read  in  conjunction  with 
the  material  on  page  3  of  the  pleading 
described  in  par.  Kb)  of  the  order  de- 
scribed in  par.  Kb) ,  supra,  was  intended 
to  and  did  constitute  a  statement  by  the 
said  Sherwin  Grossman  that  the  logs  in 
question  were  turned  over  to  National 
Broadcasting  Company. 

6.  To  determine,  in  the  event  that  un- 
der Issues  3  and/or  4  and/or  5  determina- 
tions are  made  that  the  statements 
therein  were  the  statements  of  Sherwin 
Grossman,  whether  any  or  all  such 
statements  were  false,  in  whole  or  in 
part. 

7.  To  determine  whether  the  affidavit 
of  Sherwin  Grossman  appended  to  the 
pleading  described  in  par.  Kc)  of  the 
order  descril)ed  in  par.  Kb),  supra. 
which  reads  in  part:  "6.  •  •  •  an  affi- 
davit by  Betty  Lou  Paupst  •••(b)*** 
the  statement  that  for  weeks  toward  the 
termination  of  her  employment  either 
Gary  Cohen  or  I  ordered  her  and  other 
girls  in  our  employ  to  compose  letters  to 
the  FCC  petitioning  for  a  VHF  channel. 
The  letters  were  written  allegedly  on 
business  letter  head  stationery  of  other 
companies  and  were  signed  either  by 
myself  or  Gary  Cohen  or  by  the  secre- 
taries at  our  direction.  This  is  not  so 
*  ♦  *  I  can  personally  state  that  to  my 
knowledge,  neither  I  nor  any  other  per- 
son at  WBUF-TV  to  my  knowledge 
authorized,  directed  or  condoned  the 
typing  of  letters  to  the  FCC  on  other 
companies'  stationery  for  signature  by 
WBUF  personnel."  is  false  in  whole  or  in 
part. 

8.  To  conclude  in  the  light  of  deter- 
minations made  imder  Issues  1-7,  supra, 
whether  Sherwin  Grossman  possesses 
the  necessary  character  qualifications  to 
be  a  licen^  of  the  Federal  Communica- 
tions Commission. 

It  is  further  ordered.  That  the  Exam- 
iner, after  a  hearing  pursuant  to  the 


368 

foregoing,  issue  a  Cumulative  Initial  De- 
cision. 

Released.   January  9.  1962. 

Federal  Comhttnications 
ComnssiON, 
I  SEAL  1         Ben  P    Waple. 

Acting  Secretary 

|PR      D.K-      62.382;     Filed      J.m       11       1962 
8  50  a  m  I 
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VETERANS  BROADCASTING  CO  , 
INC.,  ET  AL. 

Memorandum  Opinion  and  Order 

In  re  applications  of  Veterans  Broad- 
casting Company,  Inc  .  Syracu.sc.  New 
York.  Docket  No.  14367.  Pile  No  BPCT- 
2912:  Syracuse  Television,  Inc..  Syra- 
cuse. New  York.  Docket  No.  14368.  Pile 
No.  BPCT-2924:  W.  R.  G.  Baker  Radio 
and  Television  Corporation.  Syracuse, 
New  York.  Docket  No.  14369.  Pile  No 
BPCT-2930:  Onondaga  Broadcasting. 
Inc..  Syracuse.  New  York,  Docket  No 
14370.  File  No.  BPCT-2931:  Wage.  Inc  . 
Syracuse.  New  York.  Docket  No.  14371. 
Pile  No.  BPCT-2932;  Syracuse  Civic 
Television  Association.  Inc..  Syracuse. 
New  Yorkr.  Docket  No.  14372.  Pile  No. 
BPCT-2933;  et  al.;  for  construction  per- 
mits for  new  Television  Broadcast  Sta- 
tions. 

1.  The  Commission  has  before  it  for 
consideration  the  petition  of  Onondaga 
Broadcasting.  Inc..  concerning  waiver  of 
J  3.613  of  the  rules,  filed  November  22. 
1961.  No  responsive  pleadings  have 
been  filed. 

2.  Three  of  the  applicants  in  this  pro- 
ceeding requested  in  their  applications 
waiver  of  Rule  47  CPR  3.613  to  permit 
the  location  of  their  proposed  main 
studios  outside  the  city  limits  of  Syra- 
cuse. New  York.  The  designation  order, 
released  November  15.  1961  (PCC  61- 
1336.  Mlmeo  No.  11921".  granted  the 
waivers  as  to  two  of  the  applicants.  The 
requested  waiver  as  to  the  third  appli- 
cant, present  jaetitioner.  was  not  men- 
tioned in  the  designation  order  Peti- 
tioner requests  that  the  designation 
order  be  amended  to  include  a  waiver  of 
the  rule  with  regard  to  it.  Our  review 
of  the  matter  indicates  that  the  omission 
in  question  was  inadvertent  and  that 
good  cause  for  waiver  of  the  rule  has 
been  shown  by  petitioner. 

Accordingly ^  it  is  ordered.  This  3d  day 
of  January  1962.  that  the  petition  of 
Onondaga  Broadcasting.  Inc..  filed  No- 
vember 22,  1961.  is  granted,  and  that  the 
order  of  the  Commission  released  No- 
vember 15,  1961  (PCC  61-1336,  Mimeo 
No.  11921),  is  hereby  amended  by  the 
addition  of  the  words  "Onondaga  Broad- 
casting. Inc.."  immediately  after  the 
words  'Syracuse  Television.  Inc.."  in 
the  third  "Appearing"  paragraph  of  that 
Order. 

Released:  January  8.  1962. 


[sealI 


Federal  Communications 

Commission, 
Ben  F.  Waple, 

Acting  Secretary. 


NOTICES 

[Docket    No     13696    iRM-156i      FCC    62  37] 

STANDARD  BROADCAST  STATIONS 

Permit  To  Operote  With  Full  Carrier 
and  Single  Sideband;  Memorandum 
Opinion   and   Order 

1.  The  Commission  has  before  it  a 
petition  for  rule  making  <RM-156i  by 
the  Kahn  Research  Laboratories,  Inc 
'Kahn>.  to  amend  Part  3  of  the  Com- 
missions rules  to  permit  standard  broad- 
cast stations  to  operate  with  a  com- 
patible single  sideband  system  of  modu- 
lation '  known  as  CSSB  It  also  ha.s 
before  it  the  comments  and  data  filed 
in  K  sponse  to  the  Notice  of  Inquiry 
i.ssued  m  this  proceedinn  on  June  20. 
1960  'FCC  60-699'  In  this  inquiry  we 
raised  certain  issues  which  we  felt  were 
nece.ssary  in  making  a  determination  as 
to  whether  i-ule  making  would  be  war- 
ranted on  the  Kahn  proposal 

2.  Comments  were  filed  by  Kahn, 
Electronics  Industries  Asvsociation  <  EIA  > 
CoUitvs  Radio  Company,  Westinghouse 
Broadcasting  Co  ,  Inc  .  Cleveland  Broad- 
casting, Inc  .  General  Electric  Company. 
Gates  Radio  Co,  WPAT.  Inc.  <WPAT). 
Paterson,  N  J.  and  RKO  General.  Inc 
Letters  were  also  received  from  eight 
broadcasters  which  support  the  Kahn 
propovsal  but  offer  no  data  which  would 
be  of  help  to  the  Commission  m  making 
a  determination  in  the  matter.  GE  and 
Gates  submitted  statements  which  said 
that  they  believe  their  transmitters  will 
operate  satisfactorily  with  the  equip- 
ment proposed  by  Kahn. 

3.  Proponent's  covtrnent.'^  oti  advan- 
tages of  the  system  Kahn  urges  that 
the  CSSB  system  has  a  number  of  ad- 
vantages to  both  the  broadcasters  and 
the  listening  public  and  should  be  au- 
thorized on  a  permissive  basis.  The  ad- 
vantages of  the  system  are  claimed  to  be 
as  follows ; 

la'  Provides  two-to-one  sisinal-to- 
noise  power  gain  for  a  mven  signal 
fidelity. 

ib»    Improves  audio  fidelity 

'C  '  Reduces  co-  and  adjacent  channel 
interference. 

'd'  Provides  a  means  for  reducing  in- 
terference produced  by  radiation  from 
improperly  shielded  television  receivers 

ie>  Minimizes  selective  fading  dis- 
tortion 

4  Proponent's  suggested  amendment. '^ 
of  rules.  Kahn  proposes  several  changes 
in  the  rules  as  follows: 

Section  3.3:  Should  be  amended  to 
include  single-sideband  as  well  as 
double-sideband  operation. 

Section  3.14:  The  following  definition 
of  CSSB  should  be  included:  A  sinsle- 
sideband  transmission  will  be  considered 
compatible  if  it  can  be  received  on  the 
existing  conventional  double-sideband 
receivers  without  any  modifications 
whatsoever  and  with  satisfactory  quality 
of  reception. 

Technical  Standards:  Standards 
should  be  included  in  the  rules  requiring 
that  the  high  frequency  audio  response 
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'  KORD.  Pasco,  Wash  .  KUTT.  Palmdale, 
Calif..  KWJJ,  Portland,  Oreg  ,  WWRJ.  White 
River  Junction,  Vt..  WPBC.  Minneapolis. 
Minn..  KREB.  Shreveport,  La..  WROB.  West 
Point.  Miss  ,  and  WAVZ.  New  Haven.  Conn 


should  be  limited  to  8  kilocycles  and  the 
level  should  be  down  from  1  kc  refer- 
ence at  least  20  db  at  9  kc  and  30  db  at 
10  kc  and  above.  The  average  rejec- 
tion of  the  undesired  sideband  for  all 
frequencies  above  500  cycles  should  be 
at  least  20  db  below  the  desired  sidet>and. 
The  radiation  of  the  undesired  side- 
band should  be  measured  so  as  to  in- 
clude all  sources  of  undesired  sideband 
radiation  such  as  odd  order  intermodu- 
lation  products  and  noise. 

Section  3  111:  A  provision  should  be 
inserted  requirinR  a  station  utilizing 
CSSB  to  make  log  entries  indicating 
whether  CSSB  or  double-sideband  trans- 
mi.vsions  are  utilized. 

,S  Kahn  submits  that  conversion  of  a 
transmitter  to  single-sideband  operation 
can  be  made  by  the  use  of  a  simple 
adaptor  without  any  major  modification 
of  the  transmitter  and  that  the  result- 
mu  signals  can  be  received  on  all  exist- 
ing AM  receivers  No  detailed  descrip- 
tion of  the  system  or  the  equipment 
employed  are  given  but  references  arc 
made  in  the  literature  to  articles  by 
Kahn  and  others  on  such  systems. 

6.  Description  of  CSSB.  Briefly,  the 
radiated  sipnal  produced  by  a  standard 
broadcast  transmitter  incorporating  the 
Kahn  "compatible  single  sideband" 
adaptor  comprises  a  full  carrier  which  is 
both  amplitude-  and  phase -modulated 
The  amplitude  modulation  is  produced  in 
the  same  manner  as  m  the  conventional 
double  sideband  AM  transmitters.  As 
a  result,  the  envelope  of  the  radio  fre- 
quency output  voltage  has  the  same 
shape  as  the  audio  waveform  being 
transmitted  and  may  be  received  with 
a  conventional  linear  detector,  without 
inherent  distortion  The  phase  mod- 
ulation 'PMi  is  adjusted  in  magnitude 
and  waveform  so  that  the  sidebands 
produced  by  the  PM  cancel  (approxi- 
mately the  sidebands  produced  by  the 
AM.  either  above  or  below  the  carrier 
frequency.  The  PM  also  produces  side- 
bands which  swld  to  the  AM  sidebands 
on  the  other  side  of  the  carrier  fre- 
quency. Thus,  the  spectrum  of  the  com- 
plete signal  consists  principally  of  a  full 
carrier  and  first  and  second  order  side- 
bands on  one  side  of  the  carrier  fre- 
quency. The  second  order  components 
of  the  transmitted  sideband  are  those 
sidebands  which  are  situated  from  the 
carrier  by  twice  the  modulating  fre- 
quency. Transmission  and  reception  of 
the  second  order  sideband  components 
as  well  as  the  carrier  and  first  order 
components  are  necessary  in  order  to 
obtain  approximately  the  distortion-free 
performance  attributed  to  this  system 
by  Kahn  The  second  order  component 
of  the  transmitted  sideband  is  often 
called  the  "anti-distortion"  component 
because  this  component  approximately 
compensates  for  the  waveform  distor- 
tion which  occurs  if  only  the  carrier 
plus  the  first  order  single  sideband  are 
received.  The  undesired  sideband  is 
estimated  to  be  about  30  db  below  the 
desired  sideband  and  the  desired  side- 
band has  a  level  approximately  6  db 
higher  than  in  the  standard  AM  system. 
The  CSSB  adaptor  contains  two  outputs 
which  must  be  connected  to  the  asso- 
ciated transmitter.     The  first  contains 
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the  PM  wave  centered  at  the  carrier  fre- 
quency and  Is  connected  to  a  Iow-lev<^ 
point  in  the  radio-frequency  section  of 
the  transmitter.  The  second  is  the 
audio  output  of  the  adaptor  which  is 
connected  to  the  audio  system  of  the 
transmitter.  Several  methods  of  syn- 
thesizing the  proposed  signal  have  been 
suggested  in  the  literature. 

7.  Signal  to  noise  improvement.  With 
respect  to  the  claimed  advantage  on  Im- 
proved signal-to-nolse  ratio  for  CSSB, 
Kahn  submits  that  there  would  be  an 
Improvement  of  3  db  or  better  for  ran- 
dom noise  and  6  db  for  impulse  noise 
when  perfect  receivers  are  considered 
and  even  greater  gains  for  typical  home 
receivers,  depending  on  the  response 
characteristics  of  the  receivers  and  the 
amount  of  detuning  needed  or  used. 

8.  Audio  fidelity  improvement.  The 
alleged  Improvement  in  audio  fidelity 
occurs  because  of  the  narrow  pass  bands 
employed  in  typical  receivers.  These  re- 
ceivers have  a  response  that  is  down  6 
db  at  about  3.75  kc  above  and  below  the 
carrier  frequency.  Thus,  using  the  CSSB 
system  and  tuning  the  receiver  to  favor 
the  transmitted  sideband  makes  more 
effective  use  of  the  pass  band  charac- 
teristic and  Is  said  to  result  in  greater 
audio  fidelity. 

9.  Co-channel  improvement.    Various 
combinations   of  side-band   co-channel 
operation    are   possible.     The    greatest 
gain   occurs   when  two  'stations  utilize 
the  CSSB   system   and   select  opposite 
sidebands.     Under  such  conditions  it  is 
claimed   that   gains  in   the   desired   to 
undesired  signal  ratios  up  to  a  theoreti- 
cal maximum  of  30  db  may  be  realized 
if  it  is  assumed  that  perfect  receivers 
are  used  and  that  the  ratio  of  the  de- 
sired to  undesired  sidebands  of  30  db  is 
maintained.    The  worst  situation  is  ob- 
tained when  the  two  stations  transmit 
on  the  same  sideband  in  which  case  no 
improvement  is  realized,  although  Kahn 
claims  that  the  other  advantages  of  the 
system  will  be  realized.    The  listener  to 
a  conventional  double-sideband  AM  sta- 
tion, it  is  alleged,  could  realize  a  gain 
in  the  presence  of  a  CSSB  station,  but 
with  some  distortion,  by  detuning  his  re- 
ceiver.   No  improvement  would  result  if 
the  listener  tunes  precisely  to  the  AM 
carrier.    Laboratory  measurements  were 
submitted  to  show   verification  of  the 
theoretical  results  of  two  situations,  one 
in  which   the  desired   station  operated 
with  CSSB  and  the  Interfering  station 
with   conventional   AM   and   the  other 
with  two  stations  operating  CSSB  one 
on  the  lower  sideband  and  the  other  on 
the    upper   sideband    (optimum    condi- 
tions) . 

10.  Adjacent  chayinel  interference. 
Pour  conditions  of  adjacent  channel 
operation  are  possible.  Here  again  Kahn 
suggests  that  the  optimum  arrangement 
would  be  for  the  stations  to  operate  on 
opposite  sidebands  and  the  worst  situ- 
ation would  be  for  the  stations  to  oper- 
ate on  adjacent  sidebands.  Kahn  states 
that  the  theoretical  improvement  for  the 
various  combinations  ranges  from  43  db 
for  the  optimum  to  none  for  the  poor- 
est arrangement  where  one  station  uses 
the  upper  sideband  and  the  other  the 
lower.    In  the  latter  case,  Kahn  concedes 
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that  the  advantage  ^^ich  might  be  real- 
ized by  the  vnpooed  limitation  of  the 
high  frequency  c(»nponents  of  the  signal 
to  8  ke  would  be  offset  by  the  fact  that  the 
level  of  the  sidebands  in  each  case  would 
be  raised  by  6  db.  Laboratory  measure- 
ments are  also  presented  for  operation 
under  the  various  adjacent  chaimel 
arrangements  which  purport  to  show 
close  agreement  with  the  theoretical 
calculations. 

11.  Reduction  of  interference  from  TV 
receivers.  Kahn  submits  that  the  radia- 
tion from  television  receivers  at  har- 
monics of  the  15.75  kc  horizontal  sweep 
frequency  is  a  serious  problem.  CSSB, 
by  permitting  the  broadcast  station  to 
operate  on  the  sideband  removed  from 
the  offending  radiation,  can  reduce  this 
tsrpe  of  interference  as  much  as  16  db. 
It  is  assumed,  of  course,  that  the  re- 
ceivers are  tuned  to  the  desired  sideband. 

12.  Minimizing  selective  fading  distor- 
tion. Kahn  states  that  laboratory  tests 
on  this  type  of  interference  are  unwieldy 
and  insufficient  and  that  further  proof 
would  require  extensive  field  testing 
imder  actual  station  operating  condi- 
tions. He  argues  that  time.  e::pense,  and 
the  lack  of  available  facilities  make  fur- 
ther tests  on  this  condition  impossible 
at  this  time.  However,  he  does  claim 
that  CSSB  is  less  sensitive  to  phase  dif- 
ferences between  the  carrier  and  the 
sidebands  and  therefore  should  be  more 
free  of  this  type  of  distortion. 

13.  Experimental  results.  Kahn  sub- 
mits that  the  results  of  experimental  op- 
erations  in  this  country  (KDKA,  Pitts- 
biu-gh.  WBE,  Boston,  WGBB,  Preeport, 
L.I.,  WMQM,  New  York,  WABC,  New 
York,  and  WSM.  Nashville)  and  in  others 
substantiate  the  claims  he  makes  for  the 
system.  In  the  case  of  WGBB  a  listener 
survey  solicited  by  the  station  resulted 
in  118  favorable  comments.  26  noting  no 
difference  and  7  stating  that  reception 
was  poorer  with  CSSB. 

14.  Petitioner's    response    to    issues 
raised  in  notice  of  inquiry.    In  response 
to  the  specific  questions  asked  in  the 
Notice  of  Inquiry  Kahn  states  there  has 
been  an  active  interest  by  broadcasters 
and  engineers  in  CSSB  as  witnessed  by 
articles  in  technical  journals,  books,  and 
elsewhere;  that  as  far  as  petitioner  is 
aware  the  proposed  system  is  the  only 
practical  method  for  obtaining  CSSB 
without  undue  distortion;  that  there  is 
no  greater  interference  potential  to  ex- 
isting stations;    and   that  no   burdens 
are  placed  on  existing  receivers.    Kahn 
fiu-ther  states  that  no  changes  are  re- 
quired in  the  co-channel  and  adjacent 
channel  ratios;  that  no  changes  would 
occiu-  in  the  signal  intensity  contours  of 
a  station  when  it  uses  CSSB;  and  that 
only  minor  changes  are  needed  in  the 
broadcast  rules  to  provide  for  this  type 
of  operation  on  a  permissive  basis.    As 
for  parameters  Kahn  recommends  that 
the  high  frequency  audio  response  of 
the  transmitter  should  be  limited  to  8 
kc  and  that  the  level  should  be  down 
from  the  1  kc  reference  at  least  20  db 
at  9  kc  and  30  db  at  10  kc  and  above; 
that  the  average  rejection  of  the  un- 
desired sideband  for  all  frequencies  above 
500  cycles  should  be  at  least  20  db  below 
the  desired  sideband;  and  that  the  ra- 
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dlation  of  the  undesired  sideband  should 
l>e  measured  so  as  to  include  all  sources 
of  undesired  sideband  radiation  such 
as  odd  order  intermodulation  products 
and  noise. 

15.    Other  comments.    Westinghouse, 
RKO  General,   Inc.,  Cleveland  Broad- 
casting, Inc.,  and  WPAT,  Inc.  support  the 
proposal  and  urge  the  adoption  of  rules. 
Westinghouse  cites  its  own  knowledge  of 
the  system  as  a  result  of  over  2600  houirs 
of    experimental    operation    with    the 
Kahn-CSSB  adaptor  over  the  facilities 
of     Station     KDKA.     It     substantially 
agrees  with  the  claimed  advantages  and 
supports  the  proposed  parameters. 
Westinghouse  contends  tliat  the  peti- 
tioner went  to  "considerable  effort  to  ar- 
rive at  laboratory  test  conditions  which 
produce  data  as  close  as  possible  to  that 
likely  to  occiu*  in  the  field  under  normal 
operating  conditions".    It  urges  that  the 
principal  advantage  to  the  system  is  in 
the  area  of  controlling  and  reducing  in- 
terference but  admits  that,  with  respect 
to  the  reduction  of  selective  fading,  the 
tests  at  KDKA  were  inconclusive.    EIA 
submits  that  it  does  not  have  enough  in- 
formation   concerning    the   Kahn    and 
other  methods  for  obtaining  single-side- 
band operation  to  comment.    It  raises 
some  questions  concerning  the  possibility 
of  interference  to  other  stations  operat- 
ing with  CSSB  and  points  out  that  data 
and  meastirements  cannot  be  obtained 
until  the  system  proposed  is  fully  dis- 
closed. 

16.  Opposition.  Collins  opposes  the 
proposal  urging  that  the  Kahn  CSSB  is 
not  a  single  sideband  system  but  rather 
is  basically  a  hybrid  AM  system  and  that 
the  major  advantages  of  SSB  are  not 
achieved  to  a  significant  degree.  It 
urges  that  there  is  no  available  SSB  sys- 
tem which  is  truly  compatible  with  the 
present  AM  system  and  that  authoriza- 
tion of  the  Kahn  system  would  place  a 
burden  on  receiver  and  transmitter  man- 
ufacturers to  produce  equipment  that 
will  perform  better  with  that  system. 
Collins  questions  the  ability  of  CSSB  to 
reduce  emission  l>eyond  10  kc  from  the 
carrier  as  effectively  as  in  conventional 
AM.  Collins  questions  some  of  the  other 
claims  of  the  proponents  of  CSSB  but 
presents  no  data  to  support  these  views. 
It  alleges  that  equipment  failures  would 
double  due  to  the  number  of  added  tubes 
and  components. 

17.  Reply  of  proponent.  In  reply  to 
Collins,  Kahn  submits  that  the  defini- 
tion he  uses  for  CSSB  is  the  same  as  that 
adopted  by  the  CCIR  and  others.'  He 
states  that  he  has  never  claimed  that  all 
the  benefits  of  SSB  are  obtained  by  his 
system;  rather,  that  a  comparison  must 
be  made  with  practical  home  receivers 
and  not  the  more  expensive  receivers 
needed  for  SSB.  He  contests  the  argu- 
ment that  CSSB  would  place  any  biu-den 
on  receiver  or  transmitter  manufacturers 
by  pointing  out  that  such  mantifacturers 


•  In  the  rxth  Plenary  Assembly  Meeting  in 
1959  at  Loe  Angeles  the  CCIR  defined  CSSB 
as  follows:  "A  single-sideband  transinlBsion 
is  considered  to  be  compatible  if  it  can  be 
received  on  tlie  existing  conventional  double- 
sldetxuxd  receivers  without  any  modlilcatlon 
whatsoever  and  with  satisfactory  quality  of 
reception." 
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as  RCA,  GE,  and  Gates  have  stated  that 
their  transmitters  can  be  operated  satis- 
factorily with  CSSB  equipment.  As  to 
receiver  compatibility  Kahn  notes  that 
during  a  Ave  month  period  of  experi- 
mental operation  and  tests  of  CSSB  at 
KDKA  no  complaints  were  received  by 
that  station.  With  regard  to  the  arsu- 
ment  that  the  addition  of  CSSB  equip- 
ment would  increase  the  possibility  of 
failures  at  broadcast  stations.  Kahn  ad- 
mits that  this  is  so  but  points  out  that 
the  CSSB  equipment  will  include  a  device 
which  will  allow  it  to  be  automatically 
switched  out  in  case  of  failure 

18.  Discxission  and  conclusions  After 
careful  review  of  the  comments  and  data 
submitted  we  are  of  the  view  that  the 
proponents  of  the  permissive  use  of  CSSB 
by  standard  broadcast  stations  have  not 
made  a  sufficient  showing  to  warrant  the 
institution  of  rule  making  in  this  matter 
First,  it  does  not  appear  that  there  is 
sufficient  interest  on  the  part  of  the 
broadcasters  or  the  public  to  warrant 
rule  making.  As  a  result  of  our  Notice 
of  Inquiry  issued  in  this  proceeding  only 
ten  broadcasters  responded  to  the  effect 
that  they  support  the  Kahn  proposal 
Two  parties  filed  oppositions.  This  re- 
sponse in  a  service  which  includes  over 
3500  stations  indicates  very  little  inter- 
est in  the  proposal  on  the  part  of  the 
standard  broadcast  industry  Only  two 
of  the  parties  supporting  the  proposal 
(one  was  the  petitioner)  submited  data. 
Only  one  of  the  six  broadcasters  'West- 
inghouse>  which  conducted  experimental 
operations  with  the  Kahn  system  offered 
any  comments  in  this  proceeding. 

19.  Interference  potential.  Our  great- 
est concern  with  the  proposed  system  is 
the  possibility  of  causing  interference  to 
other  stations.  This  is  especially  impor- 
tant in  a  service  such  as  standard  broad- 
casting with  millions  of  receivers  in  the 
hands  of  the  public  and  long  established 
listening  habits.  In  the  proposed  system 
the  transmitted  sideband  power  is  equal 
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to  the  carrier  power,  whereas  in  the  con- 
\entional  AM  system  each  sideband  is 
only   one- fourth   of   the  carrier   power. 
Thus  the  proposed  system  sideband  con- 
tains four  tunes  as  much  power  as  is  pres- 
ent  in   either  sideband  of    the  conven- 
tional AM  system  for  the  same  carrier 
power  and  modulation  percentage    This 
raises  the  question  of  possible  increased 
interference  to  other   stations      In   this 
connection  we  find  the  showinK  made  by 
Kahn  to  be  lacking     There  is  no  detailed 
explanation  of  how  the  co-channel  and 
adjacent  channel  tests  were  conducted, 
what    signals    were    changed,    how    the 
ratios    of    desired    to    undesired    signals 
were    determined,    and    to    what    extent 
li.steners  were  involved  in  the  lest-s  in  the 
event  the  tesUs  were  subjective      In  all 
the  te.sis  the  desired  signal   was  modu- 
lated by  a  single  tone  at  a  low  level  of 
modulation     Thus,  we  do  not  have  any 
a.ssurance  that  operation  of  one  or  more 
stations   with  CSSB  will   not  cause  any 
more  interference  to  other  stations  than 
they    would    receive    under    the    pre.sent 
.sv.stem 

20  Effect  on  NARBA  Kahn  .states 
that  the  proposed  operation  would  not 
violate  the  spirit  or  letter  of  the  NARBA 
.since  no  increased  interference  would  be 
created.  Annex  2.  Broadcast  Regula- 
tions, Section  B  6  under  the  term  Modu- 
lation reads  as  follows:  'The  form  of 
modulation  for  broadcasting  stations  is 
amplitude  modulation  of  an  unsup- 
pressed  carrier  of  constant  amplitude 
yieldmu    two  symmetrical  sidebands." 

In  view  of  the  fact  that  the  proposed 
system  does  not  conform  to  4he  NARBA 
definition,  this  agreement  would  require 
an  understanding  with  the  signatories  to 
NARBA  before  CSSB  operation  could  be 
approved  in  the  United  States 

21.  Clanned  advantages  of  the  pro- 
posed system  Some  of  the  advantages 
claimed  for  the  proposed  system  could 
be  obtained  with  conventional  AM 
transmitters   m    view   of    the    fact    that 


they  occur  m  the  proposed  system  only 
because  of  the  increased  sideband  power 
and  such  things  as  the  proposed  limita- 
tion of  the  transmitted  audio  frequency. 
Similar  increase  In  power  for  standard 
stations  and  similar  reductions  in  audio 
transmissions  could  result  in  increased 
signal  to  noise  ratios  and  reduced  adja- 
cent channel  interference.  The  pro- 
ponents concede  that  measurements  on 
the  reduction  of  selective  fading  are 
inconclusive. 

22  Order.  In  view  of  the  foregoing; 
It  is  ordered.  That  the  petition  of  Kahn 
Research  Laboratories.  Inc.,  is  denied, 
and  that  this  proceeding  is  terminated 

Adopted    January  3.  1962. 

Released    January  9.  1962. 

Federal  Communications 

Commission. 
Ben   F    Waple. 

Acting  Secretary. 
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NATHAN   APPLEMAN   ET   AL. 

Order  Providing  for  Hearings  on  and 
Suspension  of  Proposed  Changes  in 

Rates  ' 

January  5.  1962. 

Nathan  Appleman.  d  b.a.  N.  Appleman 
Company  i Operator!,  et  al..  Docket  No. 
RI62-285;  N.  Appleman  Company,  et  al . 
Docket  No  RI62-286. 

The  above-named  respondents  have 
tendered  for  filing  proposed  changes  in 
presently  effective  rate  schedules  for 
sales  of  natural  gas  subject  to  the  juris- 
diction of  the  Commission.  The  pro- 
posed changes  are  designated  as  follows: 
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The  increased  rates  proposed  herein 
may  result  in  the  sale  of  less  than  pipe- 
line quality  gas  at  the  applicable  area 
price  level  established  for  pipeline  qual- 
ity gas  by  the  Commissions  Statement 
of  General  Policy  No.  61-1.  as  amended 
>  18  CPR  Ch.  I.  Part  2.  S  2.56  • . 

The  proposed  increased  rates  and 
charges  may  be  unjust,  unreasonable, 
unduly  discriminatory,  or  preferential. 
or  otherwise  unlawful. 
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The  Commission  finds;  It  is  necessary 
and  proper  m  the  public  interest  and 
to  aid  in  the  enforcement  of  the  provi- 
sions of  the  Natural  Gas  Act  that  the 
Commission  enter  upon  hearings  con- 
cerning the  lawfulness  of  the  several 
proposed  changes  and  that  the  above- 
designated  supplements  be  suspended 
and  the  use  thereof  deferred  as  herein- 
after ordered. 

The  Commission  orders: 


I  A"  Pursuant  to  the  authority  of  the 
Natural  Gas  Act.  particularly  sections  4 
and  15  thereof,  the  Commission's  rulei 
of  practice  and  procedure,  and  the  regu- 
lations under  the  Natural  Gas  Act  <ll 


Commissioner  Cross  dissenting. 
•  This  order  does  not  provide  for  the  con- 
solidation for  hearing  or  disposition  of  th« 
.several  matters  covered  herein,   nor  shouW 
It  be  so  construed. 


Friday,  January  12,  1962 


CFR  Ch.  I ) .  public  hearings  shall  be  held 
upon  dates  to  be  fixed  by  notice  from 
the  Secretary  concerning  the  lawfulness 
of  the  several  proposed  increased  rates 
and  charges  contained  in  the  above< 
designated  supplements. 

(B>  Pending  hearings  and  decisions 
thereon,  the  above-designated  rate  sup- 
plements are  hereby  suspended  and  the 
use  thereof  deferred  until  the  date  indi- 
cated in  the  above  "Date  Suspended 
Until"  column,  and  thereafter  until  such 
further  time  as  they  are  made  effective 
111  the  manner  prescribed  by  the  Natural 
Gas  Act. 

iC>  Neither  the  supplements  hereby 
suspended,  nor  the  rate  schedules  sought 
to  be  altered  thereby,  shall  be  changed 
until  these  proceedings  have  been  dis- 
posed of  or  until  the  periods  of  suspen- 
sion have  expired,  unless  otherwise 
ordered  by  the  Commission. 

(Di  Notices  of  intervention  or  peti- 
tions to  intervene  may  be  filed  with  the 
Federal  Power  Commission.  Washing- 
ton 25,  DC,  in  accordance  with  the  rules 
of  practice  and  procedure  (18  CFR  1.8 
and  1.37)  on  or  before  February  20,  1962. 

By  the  Commission. 

Gordon  M.  Grant, 
Acting  Secretary. 

(PR      Doc      62-343.     Piled.     Jan      11.     1962; 
8  45  am  I 
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[Docket  No  RI62-101  etc  | 

SUN  OIL   CO.   ET  AL 

Order  Providing  for  Hearings  on  and 
Suspension  of  Proposed  Changes  in 
Rates;   Correction 

January  5,  1962. 
In  the  Order  Providing  For  Hearings 
On  and  Suspension  of  Proposed  Changes 
In  Rates,  issued  October  20.  1961,  and 
published  in  the  Federal  Register  on 
October  27.  1961  (F.R.  Doc.  61-10243;  26 
PR.  10110:  Docket  No.  RI62-101  > ,  in  the 
chart  under  the  heading  "Purchaser  and 
Producing  Area"  change  "Texas  East- 
em  Transmission  Corp."  to  read  "Stand- 
ard Oil  Co  of  Texas" 

Gordon  M.  Grant. 
Acting  Secretary. 

[PR      Doc     62  344;     Filed.     Jan      11,    1962; 
845  ami 


FEDERAL  MARITIME  COMMISSION 

AMERICAN   EXPORT  LINES,  INC., 
ET  AL. 

Notice  of  Agreement  Filed  for 
Approval 

Notice  is  hereby  given  that  the  follow- 
ing described  agreement  has  been  filed 
with  the  Commission  for  approval  pur- 
suant to  section  15  of  the  Shipping  Act. 
1916  (39  Stat.  733.  75  Stat.  763;  46  U.S.C, 
814)  : 

Agreement  8680,  between  American 
Export  Lines,  Inc..  American  President 
Lines,  Ltd..  Compagnie  de  Navigation 
Pralsslnet  et  Cyprlen  Fabre,  8. A.,  CosU 
Oiacomo  fu  Andrea— Socleta  Nome  Col- 

No  8 6 
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lettivo,  "Italia"  Socleta  per  Azioni  di 
Navlgazione.  Jugoslavenska  Linijska 
Plovidba,  Kulukundls  Lines,  Ltd.,  Mitsui 
Steamship  Company.  Ltd.,  Prudential 
Steamship  Corporation,  Villian  k  Fassio 
e  Compai^a  Intemazionale  di  Genova — 
Socleta  Riunite  di  Navlgazione,  Socleta 
per  Azioni,  and  the  carriers  comprising 
the  Concordia  Line  and  Fresco  Line  joint 
services  (all  presently  members  of  the 
West  Coast  of  Italy,  Sicilian  and  Adriatic 
Ports  North  Atlantic  Range  Conference. 
Agreement  2846,  as  amended) ,  covers  an 
arrangement  for  the  division  of  revenues 
on  cargo  loaded  at  all  ports  of  the  West 
Coast  of  Italy,  between  and  including 
Ventimiglla  and  Reggio  Calabria,  to  all 
United  States  ports  north  of  Cape 
Hatteras. 

Interested  parties  may  inspect  this 
agreement  and  obtain  copies  thereof  at 
the  Bureau  of  Foreign  Regulation,  Fed- 
eral Maritime  Commission,  Washington. 
D.C.,  and  may  sutaiit  within  20  days 
after  publication  of  this  notice  in  the 
Federal  Rigbtek.  written  statements 
with  reference  to  the  agreement  and 
their  position  as  to  approval,  disap- 
proval, or  modification,  together  with 
request  for  hearing  should  such  hear- 
ing be  desired. 

Dated :  January  9, 1962. 

By   order    of    the    Federal    Maritime 
Commission. 

Thomas  Lisi, 
Secretary. 

(F.R.    Doc.    62-362:    Filed.    Jan.    11.    1962; 
8:48  a.m.] 


SECURITIES  AND  EXCHANGE 
COMMISSION 

I  File  No.  1-3842] 

BLACK  BEAR  INDUSTRIES,   INC. 

Order  Summarily  Suspending  Trading 

Janttary  8,   1962. 

The  common  stock,  par  value  15  cents 
a  share,  of  Black  Bear  Industries,  Inc. 
(formerly  Black  Bear  Consolidated  Min- 
ing Co.),  being  listed  and  registered 
on  the  San  Francisco  Mining  Exchange, 
a  national  securities  exchange;  and 

The  Commission  being  of  the  opinion 
that  the  public  interest  requires  the 
summary  suspension  .of  trading  in  such 
security  on  such  Exchange  and  that  such 
action  is  necessary  and  appropriate  for 
the  protection  of  investors;  and 

The  Commission  being  of  the  opinion 
further  that  such  suspension  is  neces- 
sary in  order  to  prevent  fraudulent,  de- 
ceptive or  manipulative  acts  or  practices, 
with  the  result  that  it  will  be  xmlawful 
under  section  lS(c)  (2)  of  the  Securities 
Exchange  Act  -of  1934  and  the  Commis- 
sion's Rule  15c2-2  thereunder  for  any 
broker  or  dealer  to  make  use  of  the  mails 
or  of  any  means  or  instrumentality  of 
interstate  commerce  to  effect  any  trans- 
action in.  or  to  induce  or  attempt  to 
induce  the  purchase  or  sale  of  such 
security,  otherwise  than  on  a  national 
securities  exchange; 

It  i8  ordered.  Pursuant  to  section  19 
(a)  (4)  of  the  Securities  Exchange  Act 
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of  1934  that  trading  in  said  security  on 
the  San  Francisco  Mining  Exchange  be 
summarily  suspended  in  order  to  pre- 
vent fraudulent,  deceptive  or  manipu- 
lative acts  or  practices,  this  order  to  be 
effective  for  a  period  of  ten  (10)  days, 
January  9. 1962,  to  January  18,  1962,  both 
dates  inclusive. 

By  the  Commission. 

I  SEAL  I  OrVAL    L.    DuBoIS, 

Secretary. 

I  F.R.    Doc.    62-346:     Filed.    Jan.     11.     1962; 
8:46  a.m.l 


|FUe  No.  70-4003] 

YANKEE  ATOMIC  ELECTRIC  CO. 

Notice  of  Filing  Regording  Acquisition 
by  Public-Utility  Subsidiary  Com- 
pany of  its  Capital  Stock 

January  5,  1962. 
Notice  is  hereby  given  that  Yankee 
Atomic  Electric  Company  ("Yankee") 
(441  Stuart  Street,  Boston  16,  Mass.), 
a  public -utility  subsidiary  company  of 
New  England  Electric  S3rstem,  a  regis- 
tered holding  company,  has  filed  a  dec- 
laration and  an  amendment  thereto 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  ("Act")  seeking 
Commission  authorization  to  acquire 
46.600  shares  of  its  outstanding  capital 
stock,  $100  par  value,  upon  the  concm*- 
rent  payment  in  cash  to  its  stockholder 
companies  of  an  amount  equal  to  the 
par  value  of  the  shares  to  be  acquired, 
cancelled,  and  retired.  Yankee  has  des- 
ignated section  12(c)  of  the. Act  and 
Rules  42  and  46  promulgated  thereunder 
as  applicable  to  the  proposed  transac- 
tions. All  interested  persons  are  re- 
ferred to  the  declaration,  as  amended,  on 
file  in  the  office  of  the  Commission  for  a 
statement  of  the  proposed  transaction 
which  is  summarized  as  follows: 

Yankee  was  organized  in  1954  by  cer- 
tain New  England  public -utility  com- 
panies to  construct  and  operate  a  nuclear 
power  plant.  These  public-utility  CMn- 
panies  are  Yankee's  stockholders  owning 
all  of  its  outstanding  capital  stock  in 
specified  percentages.  During  the  period 
from  November  25,  1955,  to  Jime  12, 
1959,  the  Commission  authorized  Yankee 
to  issue  and  sell  solely  for  the  purpose 
of  financing  its  business  as  a  public - 
utility  company  $20,000,000  par  amount 
of  common  stock,  $17,000,000  face 
amount  of  4%  percent  promissory  notes, 
and  $20,000,000  principal  amount  of  5 
percent  first  mortgage  bonds.  This  fi- 
nancing program  was  designed  to  provide 
funds  equal  to  Yankee's  capital  require- 
ments estimated  at  $57,000,000  and  the 
senior  security  financing  was  arranged 
to  permit  the  issuance  and  sale  of  the 
bonds  and  notes  from  time  to  time  as 
^eeded  and  on  the  condition  that  the 
entire  $20,000,000  of  capital  stock  be  first 
issued  to  and  paid  for  by  the  stockholder 
companies. 

Yankee's  plant  has  been  completed  and 
was  placed  in  regular  commercial  opera- 
tion on  July  1,  1961.  The  cost  of  con- 
struction proved  to  be  less  than  the 
amount  originally  estimated.  The  ag- 
gregate amount  of  securities  issued  and 
sold  by  Yankee  is  $48,361,000,  consisting 
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of  $15,830,000  principal  amount  of  bonds. 
$13,031,000  face  amount  of  notes,  and 
$20,000,000  par  amount  of  common  stock. 
Further,  of  the  proceeds  from  the  sale 
of  the  bonds  and  notes  $4,670,000  waa 
not  needed  for  construction  purposes  and 
under  the  terms  of  the  bond  Indenture 
and  the  note  agreement  became  Ex- 
cess Cash".  Such  excess  cash  has  been 
paid  over  to  and  will  be  used  by  Yankee 
(to  the  extent  of  $4,860.000 »  for  the  pro- 
posed acquisition  of  46.600  shares  of  its 
outstanding  common  stock.  After  con- 
summation of  the  proposed  transaction. 
Yankee's  capitalization  ratios  will  be  re- 
stored to  those  originally  contemplated 
under  the  financing  program. 

In  the  declaration,  as  amended.  Yan- 
kee states  that  Old  Colony  Trust  Com- 
pany, as  trustee  under  the  Indenture 
securing  the  outstanding  bonds,  and  The 
First  National  Bank  of  Boston,  as  holder 
of  the  outstanding  notes,  have  been  in- 
formed of  the  proposed  reduction  of 
capital  and  that  both  institutions  regard 
the  transaction  as  fully  in  accord  with 
the  provisions  of  the  governing  instru- 
ments. Massachusetts  Department  of 
Public  Utilities  has  been  informed  by 
Yankee  of  the  proposed  transaction.  The 
declaration  states  that  approval  thereof 
by  the  Massachusetts  Department  of 
Public  Utilities  is  not  required. 

The  declaration,  as  amended,  further 
states  that  New  England  Power  Service 
Company,  an  affiliated  service  company, 
will  perform  Incidental  services  in  con- 
nection with  the  proposed  transaction 
and  that  such  services  will  be  performed 
at  the  actual  cost  thereof  estimated  not 
to  exceed  $4,600.  It  is  further  stated  that 
no  State  commission  and  no  Federal 
commission,  other  than  this  Commission, 
has  jurisdiction  with  respect  to  the  pro- 
posed transaction. 

Notice  Is  further  given  that  any  inter- 
ested person  may,  not  later  than  January 
24.  1962.  request  in  writing  that  a  hear- 
ing be  held  in  respect  of  the  declaration. 
as  amended,  stating  the  nature  of  his  in- 
terest, the  reasons  for  such  request,  and 
the  Issues  of  fact  or  law  which  he  desires 
to  controvert;  or  he  may  request  that  he 
be  notified  should  the  Commissloi;  order 
a  hearing  in  respect  thereof.  Any  such 
request  should  be  addressed:  Secretary, 
Securities  and  Exchange  Commission. 
Washington  25.  D.C.  A  copy  of  such  re- 
quest shall  be  served  personally  or  by 
mail  (air  mail  if  the  person  being  served 
is  located  more  than  500  miles  from  the 
point  of  mailing)  upon  declarant.  Proof 
of  such  service  (by  afSdavlt  or  in  case  of 
an  attomey-at-Iaw  by  certificate)  should 
be  filed  contemporaneously  with  the  re- 
quest. At  any  time  after  such  date  the 
declaration,  as  filed  or  as  It  may  be  fur- 
ther amended,  may  be  permitted  to  be- 
come effective  as  provided  In  Rule  23 
promulgated  under  the  Act;  or  the  Com- 
mission may  grant  exemption  from  Its 
rules  under  the  Act  as  provided  by  Rules 
20(a)  and  100  thereof  or  take  such  other 
action  as  is  deemed  appropriate. 

By  the  Commission. 


fSIALl 


Orval  L  DuBois, 

Secretary. 


[Tit.    Doc.    ea-S47;     ni»d.    Jan.     11.     1963: 
8:46  am  | 


NOTICES 

SMAU  BUSINESS  AOMINISTIIA- 
TION 

lD«lcg.iuon  of  Authority  No    30  V  35 1 

BRANCH  COUNSEL,  JACKSONVILLE, 
FLA. 

Delegation  Relating  to  Legal  Functions 

I  Pursuant  to  the  authority  delegated 
to  the  Branch  ManaKer  by  Delegation 
of  Authority  No.  30-V-34.  dated  Novem- 
ber 20,  1961  (26  FR.  11261).  there  is 
hereby  redelegated  to  the  Branch  Coun- 
sel. Jacksonville  Branch  Office,  the  fol- 
lowing Authority: 

A.  Legal.  To  disbui.so  all  approved 
loans,  Including  section  502  loaiis 

II.  The  authority  delegated  heiein 
may  not  be  redelegated. 

m.  The  authority  delegated  herein 
may  be  exercised  by  any  SEA  employee 
designated  as  Acting  Branch  Counsel 

Effective  date:  November  20,  1961. 

KiNNON     H.    TURNXH. 

Acting  Branch  Manager,  Jack- 
sonville Branch  Office,  At- 
lanta Regional  Office. 

|FR      I>'0      62  34«;     Ftlpd.     J.in      11       1962: 
8 :  4fl     ami 


days  from  the  date  of  publication  of  this 
notice  in  the  Pboskal  Riqistzr. 

Lonc-anv-Short  Haul 

PSA  No.  37503:  Iron  or  steel  plate  from 
Ashland.  Ky..  to  Plaquemine.  La.  nied 
by  Southwestern  Freight  Bureau.  Agent 
( No.  B-8133 ) .  for  interested  rail  car- 
riers. Rates  iron  or  steel  plate  or  sheet, 
nolbn,  in  carloads,  from  Ashland.  Ky  , 
to  Plaquemine,  La. 

Grounds  for  relief:  Market  competi- 
tion. 

Tariff:  Supplement  235  to  Southwest- 
ern Freight  Bureau  tariff  ICC.  4308. 

FSA  No.  37504:  Iron  and  steel  articles 
to  points  in  Texas.  Filed  by  Southwest- 
ern Freight  Bureau.  Agent  iNo.  B-6134) , 
for  interested  rail  carriers.  Rates  on 
iron  and  steel  articles,  in  carloads,  from 
specified  points  in  ofllclal.  southern  and 
western  trunk-line  territories,  to  For- 
tune, Oak  Forrest,  Rosslyn,  and  Mabr>-, 
Tex. 

Oround.s  for  relief:  Market  competi- 
tion. 

Tariff:  Supplement  235  to  Southwest- 
ern Freight  Bureau  tariff  ICC.  4308. 

By  the  Commission. 


lD<'logatlitii    of    Authority    No     30     (Rev     Si 
Amdt     4 1 

REGIONAL   DIRECTORS 

Delegation  Relating  to  Financial  As- 
sistance, Investment  Programs,  Pro- 
cur«m«nt  and  Technical  Assistance 
and   Adnrinistration 

Delegation  of  Authority  No.  30  (R<>vi- 
sion  6).  as  amended,  (25  F  R.  1706  and 
7418.  26  FR.  177  and  1456'  is  hereby 
amended  by: 

1.  Deleting  the  words  "and  the  Memo- 
randum of  Understanding,  dated  Octo- 
ber 19.  1956.  as  amended,  between  the 
Secretary  of  the  Interior  and  the  Ad- 
ministrator of  the  Small  Business  Ad- 
ministration (pursuant  to  Sec.  4  of  the 
Fish  L  Wildlife  Act  of  1956.  70  Stat.  1119, 
1121)  relating  to  the  operation  of  the 
Fisheries  Loan  Fund,"  from  Section  I. 

2.  Deleting  subsection  I  A.  10  in  lis 
entirety. 

Effective  date:  December  19,  1961. 

John  E.  Horne, 

Administrator. 

\rn      Doo      62  349;     Filed.     Jan      11      1963; 
8  40    ami 


INTERSTATE  COMMERCE 
COMMISSION 

FOURTH   SECTION  APPLICATIONS 
FOR   RELIEF 

January  S,  1962. 
Protests  to  the  granting  of  an  applica- 
tion  must   be   prepared   in   accordance 
with  Rule  40  of  the  general  rules  of  prac- 
tice (49  CFR  1.40)   and  filed  within  15 


seal] 


Harold  D  McCoy, 

Secretary. 


[PR      Dtx-      62  350.     Piled.    Jan      11.     1963, 
8 : 46  am  I 


FOURTH   SECTION  APPLICATION 
FOR   RELIEF 

January  8.  1962. 
Protests  to  the  granting  of  an  appli- 
cation must  be  prepared  in  accordance 
with  Rule  40  of  the  general  rules  of  prac- 
tice (49  CFR  1.40)  and  filed  within  15 
days  from  the  date  of  publication  of  this 
notice  in  the  Federal  Register. 

Lonc-and-Short  Haul 

FSA  No.  37502:  Motor  fuel  anti-knock 
compound  from  Dowling  and  Chaison, 
Tex.  Filed  by  Southwestern  Freight  Bu- 
reau. Agent  (No.  B-8130).  for  interested 
rail  carriers.  Rates  on  motor  fuel  anti- 
knock compound,  in  tank-car  loads,  from 
Chaison  and  Dowling,  Tex  .  to  Chicago, 
East  St.  Louis.  Hartford,  Lemont,  Lock- 
port.  Roxana,  and  Wood  River.  111. 

Grounds  for  relief:  Market  competi- 
tion. 

Tariff:  Supplement  78  to  Southwest- 
ern Fi-elght  Bureau  tariff  ICC  4370. 

By  the  Commission. 

I  seal!  Harold  D   McCoy, 

Secretary. 

(PR      Doc      62  300;     Piled.     Jan      10.     1062; 
8  40  tt  m  I 


DEPARTMENT  OF  JUSTICE 

OfRc*  of  Alien   Proptrty 

MUTSUO  ASAHARA 

Nolict  of  Intention  To  Return  Vetted 
Property 

Pursuant  to  section  32(f)  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  Is  hereby  given  of  Intention  to  re- 


Friday,  January  12,  1962 


turn,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following  prop- 
erty, subject  to  any  Increase  or  decrease 
resulting  from  the  administration  there- 
of prior  to  return,  and  after  adequate 
provision  for  taxes  and  conservatory 
expenses: 

Clatmant.  Claim  No     Pioprrty.  and  Location 

Mutsuo  Asaharn.  Az.i-Negl.  Ahlho-Putn- 
jlma  Yamaguchl  Shi.  Ynmaguchl  Ken. 
Japan.  Claim  No  62975.  Vesting  Order  No. 
12938.  $5.58795  In  the  Trc:\sury  of  the 
United  States 

Executed  at  Washlneton,  DC,  on 
January  4,  1962. 

For  the  Attorney  General. 

'sEALl  Paul  V.  Myron, 

Deputy  Director. 
Office  of  Alien  Property. 

1962; 


!FR      Doc- 


62-306;      Piled. 
8  49   a«i  I 
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property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Claimant,  Claim  No.,  Property,  and  Location 

Mrs.  Irene  Keller-Du  Bois,  Wlndlsch, 
Switzerland;  $4,960.00  in  the  Treasury  of  the 
United  States;  Miss  Louise  Du  Bols,  Peseux, 
Switzerland:  $4,817.62  In  the  Treasury  of  the 
United  States;  Mrs.  Annl  Reiner,  Frohburg- 
strasse  66.  Zurich  6,  Switzerland;  $828.33  in 
the  Treasury  of  the  United  States;  Claims 
Nos.  62861,  62862,  and  62863:  Vesting  Order 
No.  18249. 

Executed  at  Washington,  D.C.  on 
January  4,  1962. 

For  the  Attorney  General. 

I  seal!  Paul  V,  Myron. 

Deputy  Director, 
Office  of  Allen  Property. 

|P.R.    Doc    62-307;     Piled.    Jan.     10,     1962; 
8:49  a.m. I 


IRENE  KELLER-DU  BOIS  ET  AL. 

Notice  of  Intention  To  Return  Vested 
Property  | 

Pursuant  to  section  32* f)  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended. 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of    publication    hereof,    the    following 


CARMEN   MEYER 

Amended  Notice  of  intension  To 
Return  Vested   Property 

The  Notice  of  Intention  to  Return 
Vested  Property  to  Ida  Meyer,  Hamburg. 
Germany,  which  was  published  in  the 
FEDERAL  Register  on  May  20,  1959   (24 
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F.R,  4093) ,  is  hereby  amended  in  the  en- 
tirety to  read  as  follows: 

Pursuant  to  section  32(f)  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Cliimant,  Cluim  No..  Properly,  and  Location 

Carmen  Meyer,  Rothenbaumschaussee  219, 
Hnmbtirg,  Germany;  Claim  No.  69176;  Vest- 
ing Order  No.  13244;  $34,402.51  In  the  Treas- 
ury of  the  United  States  and  all  right,  title, 
interest  and  claim  of  any  kind  or  character 
whatsoever  of  Carmen  Meyer  in  and  to  and 
arising  out  of  or  under  that  certain  trust 
agreement  dated  AprU  21,  1936,  by  and  be- 
tween Ida  Meyer,  trustor,  and  Wells  Fargo 
Bank  &  Union  Trust  Company,  trustee,  pres- 
ently being  administered  by  Wells  Fargo 
Bank  &  Union  Trust  Company,  trustee.  Mar- 
ket Street,  San  Francisco  20.  Calif. 

Executed  at  Washington,  D.C,  on 
January  3,  1962. 

For  the  Attorney  General. 

I  seal!  Paul  V.  Myron, 

Deputy  Director, 
Office  of  Alien  Property. 
[F.R.    Doc.    62-308;     Filed,    Jan.    10,    1962; 
8:49  a.m.] 
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Title  10— ATOMIC  ENERGY 

Chapter  i — Atomic  Energy 
Commission 

PART  2— RULES  OF  PRACTICE 

PART   3 — RULES   OF   PROCEDURE   IN 
CONTRACT  APPEALS 

Revision   of  Rules 

The  Commission  has  adopted  a  re- 
vised 10  CFR  Part  2.  "Rules  Of  Practice", 
governing  procedure  in  all  proceedings 
under  the  Atomic  Energy  Act  of  1954. 
as  amended,  for  granting,  sustaining, 
revoking,  or  amending  any  license,  au- 
thorization or  construction  permit,  or 
application  to  transfer  control  of  a  li- 
censed facility;  public  rule  making;  the 
disposition  of  appeals  from  decisions  of 
contracting  officers  in  disputes  under 
contracts  or  subcontracts  of  the  Atomic 
Energy  Commission;  and  declaring  a 
patent  to  be  affected  with  the  public 
interest   or   granting   a   patent   license. 

Part  2,  which  has  been  in  effect  since 
March.  1956.  has  been  amended  from 
time  to  time.  On  February  1,  1961,  the 
Commission  adopted  "A  Report  on  the 
Regulatory  Program  of  the  Atomic  En- 
ergy  Commission",  which  was  the  basis 
of  a  recent  reorganization  of  its  regu- 
latory staff  and  functions.  That  Report 
recommended  further  action  directed 
toward  development  of  the  Commission's 
procedural  as  well  as  substantive  regtila- 
tions. 

In  order  to  expedite  and  improve  the 
performance  of  its  regulatory  functions, 
the  Commission  has  adopted  the  fol- 
lowing amendments  to  its  regulations. 
The  amendments  are  designed  to  ex- 
pedite proceedings  without  sacrificing  the 
fair  and  impartial  consideration  and  ad- 
judication of  issues,  and  to  embody  the 
results  of  experience  gained  under  the 
existing  rules  while  incorporating  use- 
ful provisions  of  the  rules  of  practice 
or  other  regulatory  agencies  and  of  the 
Federal  Rules  of  Civil  Procedure. 

The  existing  10  CFR  Part  3,  "Rules  of 
Procedure  in  Contract  Appeals",  largely 
incorporates  by  reference  pertinent  pro- 
visions of  Part  2.    The  revision  of  Part 

2  now  incorporates  the  substance  of  Part 

3  as  a  new  Subpart  D. 

Inasmuch  as  this  amendment  relates 
to  agency  procedure  and  practice,  the 
Commission  has  found  that  general  no- 
tice of  proposed  rule  making  and  public 
procedure  thereon  are  unnecessary,  and 
that  good  cause  exists  why  this  amend- 
ment should  be  made  effective  forty- 
five  (45)  days  after  publication  in  the 
Federal  Register.  The  Commission  wUl 
continue  to  study  the  problems  involved 
in  these  rules  with  a  view  to  making 
such  further  changes  as  may  from  time 
to  time  appear  desirable.  Members  of 
the  bar.  commission  contractors,  and 
others  are  invited  to  submit  comments 
and  suggestions  to  the  Commission. 
Comments   and    suggestions   should   be 
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addressed  to  the  Secretary,  United  States 
Atomic  Energy  Commission,  Washington 
25.  D.C,  and  will  be  reviewed  by  the 
Commission  prior  to  the  effective  date  of 
these  rules. 

Pursuant  to  the  Administrative  Pro- 
cedure Act  and  the  Atomic  Energy  Act 
of  1954,  as  amended,  the  following  rules 
are  published  as  a  document  subject  to 
codification,  to  be  effective  forty-five  (45) 
days  after  publication  in  the  Federal 
Recistk>. 

On  the  effective  date  of  these  rules, 
10  CFR  Part  3,  "Rules  of  Practice  in 
Contract  Appeals"  is  repealed. 

Dated  at  Germantown,  Md.,  this  8th 
day  of  January  1962. 

For  the  Atomic  Energy  Commission. 

Woodford  B.  McCool, 

Secretary. 
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2.743  E?vldence. 

Hearings 

2.750  Official  rejxjrter;  transcript. 

2.751  Hearings  to  be  public. 

2.752  Prehearing  conference. 

2.753  SUpulaUons. 

2.754  Proposed  findings  and  conclusions. 

2.755  Oral      argument      before      presiding 

officer. 
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RULM  AND   REGUiATIONS 


Initiai.   Dbctsiom    AJfD    CoMMissioM    Rfivirw      >^  2.2      Subparli*. 


a.Teo  Initial  dccUlon  and  lU  effect 

a. 761  Kxpedlt**!  decUlonal  procedure 

2.763  Petition  for  review. 

2  763  Oral  argument. 


2  770 
2  771 


2  780 


3.800 

a.801 
a.8oa 

3.80S 
3.80i 
3.80S 
3.80e 
3.807 


Pin AL  Dkcioion 

Pinal  decUlon. 

Petition  for  reconsideration 

■X    PASTC    COMirUNICATIONS 

KX  parte  communications 

Stibpart  H— lule   Making 

Scope  of  rule  maUng. 
Initiation  of  rule  malting 
Petition  for  rule  making 
Determination  of  petition 
Notice  of  proposed   rul^  making 
Participation    by    Interested    persons 
Cominlaalon  action, 
effective  date. 

ATTLAaiLTTT    OT    OmCIAI.     RKCOKD6 


3.810  Public  Inspection,  exceptions,  request 
for  withholding. 

Subpart  I— Special  Precedwret  ApplicobU  lo  Ad- 
iwdkotery  Proceedings  Involving  Rottrict»d 
Data 

3.900  Purpose. 

3.901  Scope. 
3.903     Definitions. 

3.903  Protection  of  Restricted  Data 

3.904  Claaalflcatlon  assistance 

3.905  Access    to    Restricted    Data    (or    par- 

ties— security  clearances 

2.906  Obligations  of  parties  to  avoid  intro- 

duction of  Restricted  Data. 

2  907  Notice  of  Intent  to  Introduce  Re- 
stricted Data. 

2  908  Contents  of  notice  of  Intent  to  Intro- 
duce Restricted  Data 

2.909  Rearrangement  or  suspension  uf  pro- 

ceedings. 

2.910  Unclassified  statements  required 

3.911  Admissibility  of  Restricted  DaU 

2.912  Weight    to   be    attached    to   classined 

evidence. 
2  913     Review  of  Restricted  Data  received  in 

,    evidence. 
2914     Access  under  Part  25  uf  this  chapter 
not  affected. 

AtrrHOBm:  |J  2.1  to  2914  issued  under 
sec.  161.  68  Stat.  948.  as  amend<>d  42  UKC 
3301 

§2.1      Scope. 

This  part  governs  the  conduct  of  all 
proceedings  under  the  Atomic  Energy 
Act  of  1954,  as  amended,  for  <a>  granting. 
suspending,  revoking,  amending,  or  tak- 
ing other  £u:tion  with  respect  to  any 
license,  authorization,  construction  per- 
mit, or  application  to  transfer  a  license: 
(b)  public  rulemaking;  (c)  appeals  from 
decisions  of  contracting  officers  in  dis- 
putes arising,  or  alleged  to  arise,  under  a 
contract  with  the  Atomic  Energy  Com- 
mission or  a  subcontract  under  such  a 
contii^t;  and  (d)  declaring  a  patent  to 
be  affected  with  the  public  interest,  and 
the  granting  of  a  patent  license  under 
section  153  of  the  Act,  but  excluding  all 
other  patent  matters.' 


'  The  specifications,  pursuant  to  Section 
156  of  the  Act,  for  patent  licenses  to  use  Com- 
mission-held patents  or  those  declared  sub- 
ject to  licensing  under  Section  153  a.  of  the 
Act.  are  set  forth  in  Part  81  of  this  chapter. 
Patent  Compensation  Bocuxl  proceedings 
under  Sections  167  and  173  of  the  Act  are 
governed  by  Part  80  of  this  chapter. 


Each  subpart  other  than  Subpart  Q 
sets  forth  special  rules  applicable  to  the 
type  of  proceeding  described  in  the  fli^t 
section  of  that  subpart.  Subpart  O  sets 
forth  general  rules  applicable  to  all  types 
of  proceedings  except  rule  making,  and 
should  be  read  in  conjunction  with  the 
subpart  governing  a  particular  proceed- 
ing. Subpart  I  sets  forth  special  pro- 
cedures to  be  followed  in  proceedings  in 
order  to  safeguard  and  prevent  disclosure 
of  Restricted  Data. 

i)  2.3       KrM>luli<>n    uf    <-oiiflirl. 

In  any  (Sonflict  between  a  general  rule 
in  Subpart  G  of  this  part  and  a  special 
rule  in  another  subpart  applicable  to  a 
particular  type  of  proceeding,  the  special 
rule  governs. 

§2.1      [Vfiniiiun<). 

Words  or  phrases  which   are  defined 
in  the  Atomic   EInergy  Act  of    1954.  as 
amended,  and  in  this  chapter  have  the 
same  meaning  when  used  in  this  part 
In  addition,  as  used  in  this  part: 

•  a)  "ACRS"  means  the  Advisory  Com- 
mittee on  Reactor  Safeguards  estab- 
lished by  the  Act. 

ib»  Act"  means  the  Atomic  Energy 
Act  of  1954.  as  amended  i68  Stat   919  >. 

<c>  'Adjudication'  means  the  process 
for  the  formulation  of  an  order  for  the 
final  disposition  of  the  whole  or  any 
part  of  any  proceeding  subject  to  this 
part,  other  than  rule  making. 

(d>  "Authorization"  means  an  au- 
thorization or  order  issued  pursuant  to 
Part  115  of  this  chapter  authorizing 
construction  or  operation  of  certain 
nuclear   reactors 

<ei  "Commission"  means  the  Com- 
mission of  five  members  or  a  quorum 
thereof  sitting  as  a  body,  as  provided  by 
section  21  of  the  Act.  or  any  officer  to 
whom  has  been  delegated  authority  pur- 
suant to  section  161n  of  the  Act. 

«f>  'Director  of  Regulation"  means 
the  Director  of  Regulation  or  any  oCBcer 
to  whom  he  has  delegated  authority  to 
act. 

<g>  "Hearing  Examiner"  means  an 
individual  app>ointed  pursuant  to  section 
11  of  the  Administrative  Procedure  Act 
to  conduct  proceedings  subject  to  this 
part. 

•  h>  'License'  means  a  license,  con- 
struction permit,  or  authorization  issued 
by  the  Commission. 

•  i>  "Licensee"  means  a  person  who  is 
authorized  to  conduct  activities  under  a 
license,  coristruction  permit,  or  author- 
ization issued  by  the  Commission. 

<j»  "Public  Document  Room"  means 
the  place  at  1717  H  Street  NW.,  Wash- 
ington. D.C..  at  which  public  records  of 
the  Commission  will  ordinarily  be  made 
available  for  inspection. 

<k>  "Regulatory  staff  "  means  the  Di- 
rector of  Regulation,  the  offices  and 
divisions  under  his  authority,  and  such 
legal  counsel  as  may  be  assigned  by  the 
General  Counsel. 

(1»  "Secretary"  means  the  Secretary 
to  the  Commission. 


Subpart  A — Procedure  for  Issuance, 
Amendment,  Transfer,  or  Renewal 
of  a   License 

i)  2.100      .Sropr   uf   Hubpart. 

This  subpart  prescribes  the  proce- 
dures for  issuance  of  a  license:  amend- 
ment of  a  license  at  the  request  of  the 
licensee:  and  transfer  and  renewal  of 
a  license. 

>i2. 101       Filing   of   applirulion. 

<a>  An  application  for  a  license  or  an 
amendment  to  a  license  shall  be  filed 
with  the  Director  of  Regulation  as  pre- 
scribed by  the  applicable  provisions  of 
this  chapter.  A  prospective  applicant 
may  corifer  Informally  with  the  reg- 
ulatory staff  prior  to  the  filing  of  an 
application.  E^ch  application  will  be 
assigned  a  docket  number. 

(b>  An  applicant  for  a  license  for  a 
facility  or  to  receive  waste  radioactive 
material  from  other  persons  for  the 
purpose  of  packaging,  storage  or  dis- 
posal, shall  serve  a  copy  of  the  applica- 
tion on  the  chief  executive  of  the  munic- 
ipality In  which  the  facility  Is  to  be 
located  or  the  activity  Is  to  be  con- 
ducted or.  If  the  facility  is  not  to  be 
located  or  the  activity  conducted  within 
a  municipality,  on  the  chief  executive  of 
the  county.  The  Director  of  Regulation 
will  send  a  copy  of  each  such  application 
to  the  Ciovernor  or  other  appropriate 
official  of  the  State  In  which  the  facility 
IS  to  be  located  or  the  activity  is  to  be 
conducted,  and  will  cause  to  be  pub- 
lished In  the  Pkderal  Register  a  notice 
of  receipt  of  the  application  which  states 
the  purpose  of  the  application  and  speci- 
fies the  location  at  which  the  proix}sed 
activity  would  be  conducted. 

§2.102  .\dniini*ilrati\e  review  uf  appli- 
raliun. 

(a)  During  review  of  an  application 
by  the  regulatory  staff,  an  applicant  may 
be  required  to  supply  additional  Informa- 
tion, and  may  be  requested  to  confer  in- 
formally. 

tb>  The  Director  of  Regulation  will 
refer  the  application  to  the  ACRS  as 
required  by  law  and  In  such  additional 
cases  as  he  or  the  Commission  may  de- 
termine to  be  appropriate.  The  ACRS 
will  render  to  the  Commission  one  or 
more  reports  as  required  by  law  or  as 
requested  by  the  Commission. 

(C)  The  Director  of  Regulation  will 
make  each  report  of  the  ACRS  a  part 
of  the  record  of  the  application,  and 
transmit  copies  to  the  appropriate  State 
and  local  officials. 

§2.103  Arliun  on  applirationo  fur  by- 
produrl,  fiourre,  Hperial  nurlear  ma- 
terial, and  uperator  lireniten. 

I  a  >  If  the  EMrector  of  Regulation  finds 
that  an  application  for  a  byproduct, 
source,  special  nuclear  material  or  op- 
erator license  compiles  with  the  require- 
ments of  the  Act  and  this  chapter,  he 
will  Issue  a  license  and  inform  the  ap- 
propriate State  and  local  officials. 

( b)  If  the  Director  of  Regulation  finds 
that  an  application  does  not  comply 
with  the  requirements  of  the  Act  and 
this  chapter,  he  may  issue  a  notice  of 
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proposed  denial  or  a  notice  of  denial  of 
the  application  and  inform  the  appli- 
cant in  writing  of : 

(1)  The  information,  if  any,  which  Is 
deficient: 

<2)  Other  reasons,  if  any,  for  the  pro- 
posed denial  or  denial ; 

(3)  If  a  notice  of  proposed  denial,  the 
time  within  which  the  applicant  must 
supply  the  additional  information;  and 

<4)  If  a  notice  of  denial,  the  right  of 
the  applicant  to  request  a  hearing  within 
thirty  <30)  days  from  the  date  of  the 
denial.  | 

Hbarinc  on  Application — How  Initiated 

§  2.104      Notice  of  hearing. 

(a)  In  the  case  of  an  application  on 
which  a  hearing  Is  required  by  the  Act 
or  this  chapter,  or  in  which  the  Com- 
mission finds  that  a  hearing  is  required 
in  the  public  Interest,  the  Secretary  will 
issue  a  notice  of  hearing  to  be  published 
in  the  Federal  Register  as  required  by 
law  at  least  thirty  (30)  days  prior  to 
the  date  set  for  hearing  in  the  notice. 
The  notice  will  state: 

( 1 )  The  time,  place,  and  nature  of  the 
hearing ; 

(2)  The  authority  under  which  the 
hearing  is  to  be  held; 

<3)  The  matters  of  fact  and  law  to  be 
considered;  and 

«4)  The  time  witliin  which  answers  to 
the  notice  shall  be  filed. 

<b>  The  Secretary  will  give  timely 
notice  01  the  hearing  to  all  parties  and 
to  other  persons,  if  any,  entitled  by  law 
to  notice.  The  Director  of  Regulation 
will  transmit  a  notice  of  hearing  on  sui 
application  for  a  facility  license  or  for 
a  license  to  receive  waste  radioactive 
material  from  other  ijersons  for  the  pur- 
pose of  packaging,  storage  or  disposal, 
to  the  Governor  or  other  appropriate 
official  of  the  State  and  to  the  chief 
executive  of  the  municipality  in  which 
the  facility  Is  to  be  located  or  the  ac- 
tivity is  to  be  conducted  or.  if  the  facil- 
ity Is  not  to  be  located  or  the  activity 
conducted  within  a  municipality,  to  the 
chief  executive  of  the  county. 

§2.105      Notice  of  propoHed  anion. 

(a)  If  a  healing  is  not  required  by 
the  Act  or  this  Chapter,  and  if  the  Com- 
mission or  the  Director  of  Regulation 
has  not  found  that  a  hearing  is  in  the 
public  interest,  he  will,  prior  to  acting 
thereon,  cause  to  be  published  in  the 
Federal  Register  a  notice  of  proposed 
action  with  respect  to  an  application 
for: 

<1)    A  license  for  a  facility; 

<2>  A  license  to  receive  waste  radio- 
active material  from  other  persons  for 
the  purpose  of  packaging,  storage,  or 
disposal:  or 

<  3  >  An  amendment  of  a  license  speci- 
fied in  subparagraph  (1)  or  (2)  of  this 
paragraph  and  which  involves  considera- 
tion of  safety  factors  significantly  differ- 
ent from  those  previously  evaluated. 

•  b )  The  notice  of  prc^?osed  action  will 
concisely  state: 

»1)  The  nature  of  the  action  pro- 
posed; 

<2)  The  manner  in  which  r  copy  of 
the  safeguards  analysis  and  of  the  ACRS 
report.  If  any,  may  be  obtained  or 
examined ; 


'nPEDER AC  REGISTER      " 

<3)  A  finding  that  the  application 
does  or  does  not  comply  with  the  re- 
quirements of  the  Act  and  this  chapter; 
and 

(4)  The  text  of  the  proposed  license. 

(c)  If  an  application  for  a  construc- 
tion permit  Is  complete  enough  to  per- 
mit all  evaluations,  other  than  comple- 
tion Inspection,  necessary  for  the  issu- 
ance of  a  construction  permit  and  oper- 
ating license,  the  notice  of  proposed 
issuance  of  a  construction  permit  may 
provide  that  on  completion  of  construc- 
tion and  Inspection  the  operating  license 
will  be  issued  without  further  prior 
notice. 

(d)  The  notice  of  proposed  action  will 
provide  that,  within  not  less  than  fifteen 
(15)  days  from  the  date  of  publication 
of  the  notice  In  the  Federal  Register  : 

(1)  The  applicant  may  file  a  request 
for  hearing;  and 

(2)  Any  person  whose  Interest  may  be 
affected  by  the  proceeding  may  file  a 
petition  for  leave  to  intervene. 

(•)  If  no  request  for  a  hearing  or 
petition  for  leave  to  intervene  is  filed 
within  the  time  prescribed  in  the  notice, 
the  Director  of  Regulation  vill  issue  the 
license.  Inform  the  appropriate  State 
and  local  officials,  and  cause  to  be  pub- 
lished In  the  Federal  Register  a  notice 
of  issuance  of  the  license.  If  a  request 
for  a  hearing  or  a  petition  for  leave  to 
Intervene  Is  filed  within  the  time  pre- 
scribed In  the  notice,  the  Secretary  will 
issue  a  notice  of  hearing  or  an  appro- 
priate order. 

§  2.106      Nolire  of  tasuanrc. 

(a)  The  Director  of  Regulation  will 
cause  to  be  published  in  the  Federal 
Rxcxster  notice  of  the  issuance  of  a 
license  for  which  a  notice  of  proposed 
action  has  been  previously  published. 

(b)  The  Director  of  Regulation  will 
cause  to  be  published  in  the  Federal 
RiGisTBE,  and  inform  the  ^propriate 
State  and  local  officials  of,  the  notice  of 
Issuance  of  an: 

(1)  Amendment  of  a  license  for  a 
facility:  or 

(2)  Amendment  of  a  license  to  re- 
ceive waste  radioactive  material  from 
other  persons  for  the  purpose  of  pack- 
aging, storage  or  disposal,  which  does 
not  Involve  consideration  of  factors 
significantly  different  from  those  pre- 
viously evaluated. 

(c)  The  notice  of  issuance  will  con- 
cisely state  : 

(1)  The  nature  of  the  amendment; 

(2)  The  manner  in  which  copies  of  the 
safeguards  analysis  may  be  obtained  and 
examined: 

(3)  A  finding  that  the  application  for 
the  amendment  complies  with  the  re- 
quirraoents  of  the  Act  and  this  chapter- 
and 

(4)  The  text  of  the  amendment. 

(d)  If  a  notice  of  proposed  action  has 
not  been  previously  published,  the  notice 
of  Issuance  will  provide  that,  within  not 
less  than  fifteen  (15)  days  from  the  date 
of  publication  of  the  notice  in  the  Fed- 
eral Register: 

(1)  The  applicant  may  file  a  request 
for  a  hearing: 

(2)  Any  pencm  whose  interest  may  be 
affected  by  the  proceeding  may  file  a 
petition  for  leave  to  Intervene. 
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(e)  If  a  request  for  a  hearing  or  a  peti- 
tion for  leave  to  intervene  is  filed  within 
the  time  prescribed  in  the  notice,  the 
Commission  will  issue  a  notice  of  hearing 
or  an  appropriate  order. 

§  2. 1 07      Withdrawal  of  applicaUon. 

(a)  An  applicant  may  withdraw  an 
application  at  any  time  prior  to  the  is- 
suance of  a  notice  of  hearing. 

(b)  The  withdrawal  of  an  application 
does  not  authorize  the  removal  of  any 
document  from  the  files  of  the  C<Mn- 
mission. 

(c)  The  Director  of  Regulation  will 
cause  to  be  published  in  the  Federal 
Register  a  notice  of  the  withdrawal  of 
an  apphcation  if  notice  of  receipt  of  the 
application  has  been  previously  pub- 
lished. 

§  2.108      Denial  of  application  for  failure 
to  supply  information. 

<a)  The  Director  of  Regulation  may 
deny  an  application  if  an  applicant  fails 
to  respond  to  a  request  for  additional  In- 
formation within  thirty  (30)  days  from 
the  date  of  the  request,  or  within  such 
other  time  as  may  be  specified. 

(b)  The  Director  of  Regulation  will 
cause  to  be  published  In  the  Federal 
Register  a  notice  of  denial  when  notice 
of  receipt  of  the  application  has  previ- 
ously been  published.  The  notice  of 
denial  will  provide  that,  within  thirty 
(30)  days  after  the  date  of  the  denial, 
(1)  the  applicant  may  demand  a  hear- 
ing, and  (2)  any  person  whose  Interest 
may  be  affected  by  the  proceeding  may 
file  a  petition  for  leave  to  intervene. 

§2.109      EflTert  of  timely  renewal   appli- 
r:ition. 

If  a  licensee  files  an  application  for  a 
renewal  or  a  new  license  at  least  thirty 
(30)  days  prior  to  the  expiration  of  an 
existing  license  for  any  activity  of  a  con- 
tinuing nature,  the  existing  license  will 
not  be  deemed  to  have  expired  vmtil  the 
application  has  been  finally  determined. 

Subpart  B — Procedui^  for  Imposing 
Requirements  by  Order,  or  for  Mod- 
ification, Suspension,  or  Revocation 
of  a   License 

§  2.200      .Scope  of  subpart. 

This  subpart  prescribes  the  procedure 
in  cases  initiated  by  the  regulatory  staff 
to  impose  requirements  by  order  on  a 
licensee  or  to  modify,  suspend,  or  revoke 
a  license,  or  for  such  other  action  as 
may  be  prop>er. 

§  2.201       Notice  uf  violation. 

(a)  Before  instituting  any  proceeding 
to  modify,  suspend,  or  revoke  a  license 
or  to  take  other  action  for  alleged  viola- 
tion of  any  provision  of  Uie  Act  or  this 
chapter  or  the  conditions  of  the  license 
the  Director  of  Regulation  will  serve  on 
the  licensee  a  written  notice  of  violation, 
except  as  provided  in  paragraph  (c)  of 
this  section.  The  notice  of  violation  will 
concisely  state  the  alleged  violation  and 
will  require  that  the  licensee  submit, 
within  twenty  (20)  days  of  the  date  of 
the  notice  or  other  specified  time,  a  writ- 
ten reply  including  a  statement  as  to: 

(1)  Whether  the  licensee  admits  or 
dalles  the  violation; 
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(2)  The  reMons  for  the  violation,  if 
admitted: 

(3)  Corrective  steps  which  have  been 
taken  by  the  licensee,  and  the  results 
achieved; 

(4)  CMTective  steps  which  will  be 
taken;  and 

(5)  The  date  when  full  compliance 
will  be  achieved. 

(b)  The  notice  will  provide  that,  if  an 
adequate  reply  is  not  received  within  the 
time  apecifled  in  the  notice,  the  Director 
of  Regulation  may  issue  an  order  to  show 
cause  why  the  license  should  not  be 
modified.  suH>ended,  or  revoked  or  such 
other  action  be  taken  as  may  be  proper 

(c)  When  the  Director  of  Regulation 
finds  that  the  public  health,  safety,  or 
interest  so  requires,  or  that  the  violation 
is  willful,  the  notice  of  violation  may  be 
omitted  and  an.  order  to  show  cau.<:e 
issued. 

§  2.202      Order  to  ^how  rau^r. 

(a)  The  Director  of  Regulation  may 
institute  a  proceeding  to  modify,  suspend, 
or  revoke  a  license  or  for  such  other  ac- 
tion as  may  be  proper  by  serving  on  the 
licensee  an  order  to  show  cause  which 
wUl: 

( 1 )  Concisely  allege  the  viola tion.«i  with 
which  the  licensee  is  charged ; 

(2)  Provide  that  the  licensee  may  file 
a  written  answer  to  the  order  under  oath 
or  affirmation  within  twenty  i20>  days 
of  its  date,  or  such  other  time  as  may 
be  specified  in  the  order; 

(3)  Inform  the  licensee  of  his  right, 
within  twenty  (20)  days  of  that  date  of 
the  order,  or  such  other  time  as  may  be 
specified  in  the  order,  to  demand  a 
hearing; 

(4)  Specify  the  issues;  and 

<5)  State  the  effective  date  of  the 
order. 

(b)  A  licensee  may  respond  to  an  order 
to  show  cause  by  filing  a  written  answer 
under  oath  or  affirmation.  The  answer 
shall  ^?ecifically  admit  or  deny  each 
allegation  or  charge  made  in  the  order  to 
show  cause,  and  may  set  forth  the  mat- 
ters of  fact  and  law  on  which  the  licensee 
relies.  The  answer  may  demand  a 
hearing. 

(c)  If  the  answer  demands  a  hearing. 
the  Commission  will  issue  an  order  desig- 
nating the  time  and  place  of  hearing 

(d)  An  answer  may  consent  to  the 
entry  of  an  order  in  substantially  the 
form  proposed  in  the  order  to  show 
cause. 

(e>  The  consent  of  the  licensee  to  the 
entry  of  an  order  shall  constitute  a 
waiver  by  the  licensee  of  a  hearing,  find- 
ings of  fact  and  conclusions  of  law.  and 
of  all  right  to  seek  Commission  and  ju- 
dicial review  or  to  contest  the  validity  of 
the  order  in  any  forimi.  The  order  shall 
have  the  same  force  and  effect  as  an 
order  made  after  hearing  by  a  presiding 
ofllcer  or  the  Commission. 

(f)  When  the  Director  of  Regulation 
finds  that  the  public  health,  safety,  or 
interest  so  requires  or  that  the  viola- 
tion is  willful,  the  order  to  show  cause 
may  provide,  for  stated  reasons,  that 
th*  proposed  action  be  temporarily 
effective  pending  further  order. 


RULES  AND  R€GULATIONS 

§  2.203      .'V'lllemenl. 

At  any  time  after  the  i.s.suance  of  an 
oixler  designating  the  time  and  place  of 
hearing  in  a  proceeding  to  modify,  sus- 
pend or  revoke  a  license  or  for  other 
action  the  regulatory  staff  and  a  li- 
censee may  enter  into  a  stipulation  for 
the  settlement  of  the  proceeding.;  The 
stipulation  shall  be  subject  to  approval 
by  the  designated  presiding  officer  or.  if 
none  has  been  designated,  by  the  Chief 
Hearing  Examiner,  according  due  weight 
to  the  i>osition  of  the  reKUlator\-  staff 
The  presiding  officer,  or  if  none  has  been 
designated,  the  Chief  Hearing  Examiner, 
may  order  such  adjudication  of  the  is- 
sues as  he  may  deem  to  be  required  in 
the  public  interest  to  dispose  of  the  pro- 
ceeding. If  approved,  the  terms  of  the 
settlement  shall  be  embodied  in  a  deci- 
.sion  and  order  settlins;  and  discontinuing 
the  proceeding. 

Subpart  C — Procedure  for  Declaring 
Patents  Affected  With  the  Public 
Interest  and  for  Licensing  of  Patents 

§  2.300      I^cope    of   ••ubparl. 

This  subpart  prescribes  the  procedures 
for  declaring  a  patent  to  be  affected  with 
the  public  interest  pursuant  to  Section 
153a  of  the  Act.  and  for  granting  a  li- 
cense pursuant  to  Sections  153b<2>  and 
153e  of  the  Act 

§  2.301      Definition. 

•  a)  "Patent  owner  '  means  the  owner 
of  a  patent  of  record  in  the  United  States 
Patent  Office. 

Procedure     for     Declaring     a     Patent 
Affected  With  the  Public  Interest 

§  2.302      Noii«e. 

Prior  to  a  declaration  pursuant  to  Sec- 
tion 153a  of  the  Act  that  a  patent  is 
affected  with  the  public  interest,  the 
Commission  will  serve  upon  the  patent 
owner  a  written  notice  of  intent  to  de- 
clare the  patent  to  be  affected  with  the 
public  interest. 

§  2. .303      RtHiuent    fur  hearing. 

(a)  On  written  request  by  the  patent 
owner  for  a  hearing,  filed  within  3C  days 
after  the  service  of  the  notice  or  such 
other  time  as  the  Commission  may  pro- 
vide by  the  terms  of  the  notice,  the  Sec- 
retary will  issue  a  notice  of  hearing. 

(b>  Failure  of  the  patent  owner  to 
request  a  hearing  within  the  time  speci- 
fied in  the  notice  may  result  in  a  dec- 
laration by  the  Commission  that  the 
patent  is  affected  with  the  public  inter- 
est. The  Secretary  will  serve  the  dec- 
laration on  the  patent  owner. 

Proceduri  for  Granting  a  License 
Pursuant  to  Section  153b(2i 

§  2.304  AdminiHtrative  examination  of 
appliraliona,  notice  to  olhent,  in- 
formal  conferences. 

An  application  for  a  license  pursuant 
to  Section  153b(2)  of  the  Act.  imder  a 
patent  declared  to  be  affected  with  the 
public  interest  shall  be  filed  with  the 
Secretary,  and  will  be  assigned  a  docket 
number.  The  Secretary  will  give  notice 
of  the  filing  of  the  application  as  re- 
quired by  law,  and  such  additional  notice 


as  the  Commission  may  direct.  The 
applicant  may  be  required  to  submit 
additional  information,  and  may  be  re- 
quested to  confer  informally. 

>)  2. .305      Action    on    application. 

I  a  >  If  the  Commission  proposes  to 
deny  an  application  it  will  serve  on  the 
applicant  a  notice  of  denial,  which  will 
afford  an  opportunity  to  file  within  the 
time  specified  a  demand  for  a  hearing. 

ib>  If  the  Commission  proposes  to 
approve  the  application  and  issue  a  li- 
cense, it  will  serve  on  the  applicant  and 
the  patent  owner  a  notice  of  intent  to 
issue  a  license,  which  will  specify  the 
scope  of  the  proposed  license  and  afford 
an  opportunity  to  file  within  the  time 
specified  a  demand  for  a  hearing. 

t:|  2.306      Reque?>t    for   hearing. 

If  either  the  applicant  or  the  patent 
owner  demands  a  hearing  within  the 
time  specified  in  the  notice,  the  Secre- 
tary liill  issue  a  notice  of  hearing.  Fail- 
ure of  the  applicant  to  demand  a  hearing 
within  the  time  specified  may  result  in 
a  denial  of  the  request  for  a  license,  and 
failure  of  the  patent  owner  to  demand 
a  hearing  within  the  time  specified  may 
result  in  the  issuance  of  a  license. 

Procedure     for     Granting     a     License 
Pursuant  to  Section  153c  of  the  Act 

^  2.307  .AdminiKtralive  examination  of 
an  application,  notice  to  olhen>,  in- 
formal   conference*. 

An  application  for  a  license  pursuant 
to  Section  153c  of  the  Act  for  a  patent 
useful  in  the  production  or  utilization 
of  special  nuclear  material  or  atomic 
energy  shall  be  filed  with  the  Secretary, 
and  will  be  assigned  a  docket  number. 
TTie  Secretary  will  give  notice  of  the 
filing  of  the  application  as  required  by 
law,  and  such  additional  notice  as  the 
Commission  may  direct.  The  applicant 
may  be  required  to  submit  additional 
information  and  may  be  requested  to 
confer  informally  regarding  the  appli- 
cation. 

>^  2.308      !Nolicc   t>f    application. 

Within  thirty  (30>  days  after  the  filing 
of  the  application,  the  Secretary  will 
serve  a  copy  of  the  application  on  the 
patent  owner. 

i;  2.309      Notice   of    hearing. 

Within  thirty  (30>  days  after  the  filing 
of  the  application,  the  Secretary  will 
serve  on  the  applicant  and  patent  owner 
a  notice  of  hearing  to  be  held  not  later 
than  sixty  days  after  the  filing  of  the 
application. 

Royalties 

§2.310      Koyaltien. 

If  the  Commission  grants  a  patent 
license  pursuant  to  Section  153b  or  153e 
of  the  Act,  the  patent  owner  shall  be 
entitled  to  a  reasonable  royalty  fee  from 
the  licensee  pursuant  to  Section  153  of 
the  Act.  The  royalty  fee  may  be  agreed 
upon  by  the  patent  owner  and  the  li- 
censee or,  in  the  absence  of  an  agree- 
ment, will  be  determined  by  the  Com- 
mission pursuant  to  Section  157  of  the 
Act. 
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Subpart  D — Rules  of  Procedure  in 
Contract  Appeals 

§  2.400      Scope  of  aubfMul. 

This  subpart  prescribes  the  procedure 
for  the  disposition  of  appeals  from  deci- 
.sions  of  contracting  officers  under  the 
disputes  articles  of  contracts  with  the 
Atomic  Energy  Commission  and  subcon- 
tracts under  those  contracts. 

i;  2.401       L>erinition>«. 

As  used  in  this  subpart : 

<  a )  "Contracting  officer"  means  a  rep- 
resentative of  the  Commission  who  is 
authorized  by  the  terms  of  a  contract 
or  subcontract  to  decide  a  dispute  in 
the  first  instance. 

lb)  "Contractor"  includes  a  subcon- 
tractor, and  "contract"  includes  a  sub- 
contract. 

(c)  "Party"  includes  <1)  the  contract- 
ing officer  and  the  prime  contractor,  if 
the  dispute  arises  or  is  alleged  to  arise 
under  a  prime  contract;  (2)  the  prime 
contractor  and  subcontractor,  if  the  dis- 
pute arises  or  is  alleged  to  arise  under 
a  subcontract;  and  (3)  any  other  person 
permitted  to  intervene  in  the  proceed- 
ing. The  hearing  examiner  may,  for 
good  cause  shown,  permit  or  require  the 
contracting  officer  to  participate  as  a 
party  to  an  appeal  under  a  subcontract. 

§  2.402      Security.  | 

All  proceedings  under  this  subpart 
shall  be  so  conducted  as  to  insure  com- 
pliance with  the  security  regulations  and 
requirements  of  the  Commission.  The 
contracting  officer,  the  hearing  exam- 
iner, and  the  Commission  will  take  ap- 
propriate steps  to  insure  oompliance 
with  those  regulations  and  requirements. 

Preliminary  Proceedings 

§2.  no      Initial   determination. 

When  a  dispute  arising  or  alleged  to 
arise  under  a  contract  cannot  be  settled 
by  agreement,  the  contracting  officer 
will  expeditiously  prepare  and  serve  on 
the  parties  his  ^?eciflc  written  findings 
of  fact,  his  decision,  and  a  copy  of  this 
part. 

§2.411      Appeal. 

A  contractor  may  appeal  from  a  deci- 
sion of  the  contracting  officer  by  serv- 
ing upon  the  contracting  officer  the  orig- 
inal and  three  copies  of  a  notice  of 
appeal  within  the  period  provided  in  the 
contract  or.  if  no  such  period  is  pro- 
vided, within  thirty  days  after  service 
of  the  decision  of  the  contracting  officer 
upon  the  parties.  A  complaint  may  be 
served  with  the  notice  of  appeal. 

§  2.412      Notice  of  appeaL 

(a)  The  notice  of  appeal  (1)  shall  be 
in  writing.  (2)  shall  Indicate  that  an 
appeal  is  intended  thereby,  (3)  shall 
identify  by  number  the  contract  imder 
which  the  dispute  has  arisen,  or  is  al- 
leged to  arise,  and  the  decision  frtxn 
which  the  apiieal  is  taken,  and  (4)  may 
request  a  hearing. 

(b)  A  suggested  form  of  notice  of  ap- 
peal is  set  forth  In  Appendix  A  to  this 
subpart. 
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%2A13     Complaint. 

(a)  The  contractor  shall  either  (1) 
serve  a  complaint  on  the  contracting  of- 
ficer with  the  notice  of  appeal,  or  (2) 
file  the  complaint  with  the  Secretary 
within  twenty  (20)  days  thereafter.  The 
hearing  examiner  assigned  to  the  case, 
or  the  Chief  Hearing  Examiner  in  the 
absence  of  such  assignment,  may  grant 
an  extension  of  time  on  motion  on  rea- 
sonable notice  to  all  parties.  The  com- 
plaint shall  be  served  or  filed,  as  the 
case  may  be,  in  an  original  and  three 
copies. 

<b)  The  complaint  shall  d)  identify 
the  contract  by  number;  (2)  set  forth 
the  text  of  any  articles  of  the  contract 
pertaining  to  disputes;  (3)  identify  any 
other  articles  of  the  contract  alleged  to 
be  relevant  to  the  dispute;  (4)  identify 
the  decision  from  which  the  appeal  is 
taken;  and  (5)  specify  the  portion  of 
the  decision  which  the  contractor  al- 
leges to  be  erroneous,  with  a  brief  state- 
ment of  the  grounds  of  the  appeal.  A 
suggested  form  of  complaint  is  set  forth 
in  Appendix  B  to  this  subpart. 

(c)  Docimientary  material  in  support 
of  the  complaint  may  be  attached  to  it 
and  incorporated  by  reference.  Such 
docimientary  material  may  be  sidmitted 
in  evidence  on  motion  or  on  oral  request 
at  the  hearing. 

§  2.414     Transmittal  of  notice  of  appeal. 

(a)  On  service  of  a  notice  of  appeal, 
the  contracting  officer  shall  forthwith 
endorse  the  date  of  receipt  on  the  orig- 
inal and  all  copies  and,  within  twenty 
dajrs  thereafter,  shall  file  with  the  Secre- 
tary: 

(1)  The  original  and  two  (2)  copies 
of  the  notice  of  appeal  and  the  com- 
plaint, if  served; 

(2)  Two  (2)  copies  of  the  contract; 
<3)  Three  (3)  copies  of  his  findings 

of  fact  and  decision; 

(4)  Two  (2)  c(9)ies  of  any  relevant  in- 
formaticm,  correspondence  and  other 
documoits;  and 

(5)  Three  (3)  copies  of  a  list  of  all 
documents  transmitted. 

(b)  In  c(»nplying  with  the  require- 
ment of  service  prescribed  by  S  2,712, 
the  contracting  officer  shall  serve  on  the 
contractor  a  copy  of  the  contract  and  of 
any  relevant  information,  correspond- 
ence, and  other  documents,  only  if  the 
contractor  danands  them  in  writing 
within  ten  (10)  days  after  service  of 
the  other  doctmients  specified  in  para- 
graph (a)  of  this  section. 

§  2.415     Notification  of  parties  hy  hear- 
ing examiner. 

On  receipt  of  the  docimients  specified 
in  f  2.414,  the  Secretary  will  transmit 
them  to  the  Office  of  Hearing  Examiners, 
which  will  assign  a  docket  number  to  the 
appeal  and  transmit  to  all  parties  notice 
of  the  filing  of  the  appeal. 

§  2.416     Answer. 

(a)  Within  twenty  (20)  days  after 
service  of  the  complaint,  the  respondent 
shall  file  with  the  Secretary  an  original 
and  three  copies  of  an  answer,  imless 
an  extension  of  time  is  granted. 

(b)  Tbe  answer  shall  admit  or  deny 
each  material  allegation  of  the  com- 
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plaint,  and  shall  allege  any  matters  of 
fact  or  law  asserted  to  constitute  a  com- 
plete or  partial  defense.  If  the  re- 
spondent has  no  knowledge  or  informa- 
tion sufficient  to  form  a  belief  as  to  the 
truth  of  an  allegation,  the  answer  shsJl 
so  state  and  the  allegation  will  be 
deemed  to  be  denied.  Each  affirmative 
defense  shall  be  separatdy  stated  and 
numbered. 

(c)  Lack  of  jurisdiction  of  the  hear- 
ing examiner  to  hear  the  appeal,  or 
failure  to  state  a  claim  on  which  relief 
can  be  granted,  may  be  asserted  in  the 
answer  or  by  motion. 

(d)  Etocumentary  material  in  support 
of  the  answer  may  be  attached  to  it  and 
incorporated  by  reference.  Such  docu- 
mentary material  may  be  admitted  in 
evidence  on  motion  or  on  oral  request  at 
the  hearing. 

§  2.417      Amendment   of  pleadings. 

(a)  The  hearing  examiner  may  at  any 
time  permit  a  party  to  amend  his  com- 
plaint or  answer,  or  order  that  a  party 
make  a  more  definite  statement  of  a 
complaint  or  answer,  or  reply  to  an  an- 
swer. If  evidence  is  objected  to  at  the 
hearing  on  the  groimd  that  it  is  not 
within  the  issues  raised  by  the  com- 
plaint and  answer,  the  hearing  examiner 
may  allow  the  pleadings  to  be  amended 
within  the  scope  of  the  appeal  when 
justice  will  be  served. 

<b)  Any  issue  within  the  scope  of  the 
appeal  but  not  raised  by  the  complaint 
and  answer,  and  tried  by  express  or  im- 
plied consent  of  the  parties,  shall  be 
treated  in  all  respects  as  if  it  had  been 
raised  in  the  complaint  and  answer. 

§  2.418      Dismissal  of  complaint. 

The  hearing  examiner  may  at  any  time 
order  that  a  complaint  be  dismissed  for 
lack  of  jurisdiction  or  for  failure  to  state 
^i  claim  on  which  relief  can  be  granted 
or,  for  good  cause  found,  may  order  a  dis- 
missal with  or  without  leave  to  file  an 
amended  complaint. 

§  2.419     Decision    by   hearing   examiner 
witliout  hearing. 

If  a  hearing  has  not  been  demanded  by 
any  party  and  the  hearing  examiner  does 
not  order  a  hearing  on  his  own  motion, 
he  may  (a)  decide  the  appeal  on  the 
record  as  it  then  exists;  or  (b)  direct 
that  proposed  findings,  conclusions,  and 
supporting  briefs  be  filed  by  each  party 
and  may  then  proceed  to  decide  the 
app>eal. 

Hearing 

§  2.430      Notice  of  hearing. 

(a)  If  a  hearing  has  been  demanded 
or  has  been  ordered  by  the  hearing  ex- 
aminer on  his  own  motion,  a  notice  of 
hearing  will  be  issued  specifying  the  time 
and  place  for  the  hearing.  The  notice 
of  hearing  will  be  served  on  the  parties 
at  least  thirty  (30)  days  prior  to  the  date 
set  for  a  hearing,  unless  all  parties  stipu- 
late to  a  shorter  time. 

(b)  Hearings  will  ordinarily  be  held 
at  the  Commission  office  administering 
the  contract,  but  may  be  held  at  Com- 
mission  Headquarters,  Germantown, 
Maryland,  or  such  other  place  as  the 
hearing  examiner  may  designate. 
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i  2.431     Omdun  of  hearkif. 

(a)  The  hearing  will  be  conducted  as 
a  trial  de  novo  of  the  lasues  of  fact  and 
any  relevant  loues  of  law.  The  hearing 
examiner  will  consider  the  appeal  on 
the  record  for  decision. 

(b)  Except  as  the  hearing  examiner 
may  otherwise  order  in  the  Interests  of 
Justice,  the  party  making  a  claim  has 
the  burden  of  proof. 

§  2.432      Record    for   decision. 

The  record  for  decision  shall  consist  of : 

(a)   The  findings  of  fact  and  decision 
of  ptie  contracting  officer ; 
"~^bi   The  notice  of  appeal: 

<c>  Such  portions  of  the  contract,  rel- 
evant information,  correspondence  and 
other  docimients  filed  by  the  contracting 
ofBcer  as  may  be  Incorporated  by  refer- 
ence Into  the  record; 

<d)  The  pleadings: 

•  e)  The  transcript  of  hearing,  if  any. 
and  exhibits  received  in  evidence;   and 

(f)  All  other  written  motions,  orders, 
briefs,  and  other  documents  ordered  to 
be  made  a  part  of  the  record. 

§  2.433      Decision    by    the     liearini:     ex- 
aminer. 

(a)  When  the  record  is  closed,  the 
hearing  examiner  will  consider  and  de- 
cide the  issues  of  fact  raised  by  the  ap- 
peal and  all  questions  of  law  necessary 
for  the  adjudication  of  such  issues  of 
fact. 

(b>  The  hearing  examiner  will  make 
specific  findings  of  fact  and  conclusions 
of  law  supported  by  the  substantial 
evidence  of  record. 

(c)  The  decision  of  the  hearing  ex- 
aminer will  constitute  the  final  action 
of  the  Commission  thirty  (30)  days  alter 
its  date  unless  any  party  files  a  petition 
for  review  within  twenty  (20>  days  of 
its  date  or  the  Commission  directs  the 
record  be  certified  to  It  for  final  decision  ' 

Commission  Rkvizw 

§  2.140      ConuniMion   review. 

(a)  A  party  may  seek  an  appeal  from 
a  decision  of  a  hearing  examiner  as 
provided  in  Subpart  G. 

(b)  In  determining  whether  it  will 
grant  the  appeal,  the  Commission  may 
take  into  consideration: 

Q)  The  propriety  of  the  award  on 
Its  face,  and  the  size  of  the  award; 

^2)  Compliance  by  the  contractor, 
contracting  officer,  and  hearing  exam- 
iner with  the  requirements  of  law  and 
of  the  contract ;  and 

<3)  Substantial  and  imi)Oi°tant  ques- 
tions of  law.  policy,  or  discretion  pre- 
sented by  the  record. 

Apvendix  a  to  Subpart  D 
Form  of  Notice  of  Appeal 

UNITED     STATES     ATOMIC     ENKKGT      COMMISSION 

Appeal  of 

(Contractor  or  subcontractor) 

Under    Contract    (Subcontract)    No.    

Docket  No.  CA- 

Notice  of  Appeal 
Notice     of     appeal     hereby     Ib     filed     by 

(Name  of   contractor  or  subcontractor) 


RULES  AND  REGUlATtONS 

under    lt»    Contract    (or    subcontract  i     No 

dated ..  with 

The  deci8lon(Bi    of   the   AEC   ContractuiK 
CXBcer. 


(Name  and  location* 
from   which   the   appeal    is   taken     witli    the 
date(8)    thereof  Is   (are)    as  follows 

(here  Insert  by  numbered  paragraphs  tiic 
decision  or  decisions.  In  subsuintially  the 
following   form: 

1.  The  decision  of  the  Contracting  OfBcer 
dated  November  4.  1958.  that  radiaU)r  valves 
must  be  furnished  and  Installed  on  Invectors 

2.  The  decision  of  the  Contracting  OfHcer 
dated  November  4.  1958.  denying  the  Con- 
tractors claim  for  an  equitable  adjustment 
In  contract  price  ) 


(Name  of  contractor  or  subcontractor) 


By 


(Authorized   officer   of.  or   attorney   for 
appellant) 

Address   

Telephone  No    

Dated 

Appendix  B  to  Subpart  D 

Form  of  Complaint 

l-NITED     STATES     ATOMIC     ENERGY      COMMISSION 

Appeal  of 


(Name  of  contractor  or  subcontractor! 

Under    Contract    (Subcontract  i     No     . 

tXx-ket  No    CA- _ 

Complaint 

The  appellant  states  to  the  Commission 
as  follows . 

1  This  appeal  arises  under  Contract  lor 
Subcontract)    No       .    .        dated    ..      

2  Said  Contract  (or  Subcontract)  con- 
tains a  disputes  article   reading   as  follows 

3  Other  articles  of  the  Contract  (or  Hub- 
contract)  relevant  to  the  dispute  which  Is 
the  subject  of  this  appeal  are  as  follows 

4  This  appeal  Is  taken  from  the  decl- 
sion(s)   of  the  Contracting  Officer. 


(Name  and  title  i 
dated -- 

5  The  portion  or  portions  of  sa.d  deci- 
slon(s)  which  appellant  claims  to  be  er- 
roneous, with  reasons  therefor,  is  larei  as 
follows : 

6  The  following  documentisi  is  ,.irpi 
submitted  In  support  of   the   appeal 

Note:  Here  list,  by  exhibit  number,  a 
short  description  of  the  document  (si  sub- 
mitted, each  copy  of  which  should  be 
marked,   as   follows. 

Exhibit     No      to     Complaint     of 

(Name  of  contractor  or  subcontractor) 
Docket  No    CA- 

7  Appellant  requests  that  an  oral  hearing 
on  the  appeal  be  held  by  the  AEC  Hearing 
Examiner  (Note:  This  paragraph  should  be 
omitted  where  the  right  to  hearing  Is 
waived) . 

Slgrned -- - 

(Authorized  officer  or  represent- 
ative of  appellant) 

Address   

Telephone   No.    -- 

Dated    

Subpart  G — Rules  of  General 
Applicability 

§  2.700      .Sfopc  of  !«ubpart. 

The  general  rules  in  this  subpart  gov- 
ern procedure  in  all  adjudications  ini- 
tiated by  the  issuance  of  an  order  to 
show  cause,  a  notice  of  hearing,  or  a 
notice  of  appeal. 


i)  2.701      FiliiiK   of  do4iiiiiriilf>. 

I  a  I  Documents  shall  be  filed  with  the 
Commission  in  adjudications  subject  to 
this  part  either  d)  by  delivery  to  the 
Public  E)ocument  Room  at  1717  H  Street 
NW..  Washington.  DC,  or  Office  of  the 
Secretary  at  Commission  Headquarters. 
Gcrmantown.  Maryland;  or  (2)  by  mail 
or  telegram  addressed  to  the  Secretary, 
United  States  Atomic  Energy  Commis- 
sion. Washington  25.  DC. 

<bi  All  documents  offered  for  filing 
.shall  be  accompanied  by  proof  of  serv- 
ice as  required  by  law  or  by  rule  or 
order  of  the  Commission. 

ic>    Piling  by  mail  or  telegram  will  be-v 
deemed  to  be  complete  as  of  the  time 
of  deposit  in  the  mail  or  with  a  tele- 
graph company. 

§  2.702      Do4  kel. 

The  Secretary  will  maintain  a  docket 
of  each  proceeding  subject  to  this  part, 
conunencing  with  the  issuance  of  the 
initial  notice  of  hearing  or  order  to  show 
cause  or.  in  the  case  of  a  contract  ap- 
peal, receipt  of  the  notice  of  appeal. 
The  Secretary  will  maintain  all  files  and 
records,  including  the  transcripts  of 
testimony  and  exhibits  and  all  papers, 
correspondence,  decisions  and  orders 
filed  or  issued. 

V)  2.703      Nolior   uf   hearing. 

(a)  In  a  proceeding  in  which  the 
terms  of  a  notice  of  hearing  are  not 
otherwise  prescribed  by  this  part,  the 
order  or   notice  of   hearing   will  state: 

( 1  >  The  nature  of  the  hearing,  and  its 
time  and  place,  or  a  statement  that  the 
time  and  place  will  be  fixed  by  subse- 
quent order; 

(2)  The  legal  authority  and  jurisdic- 
tion under  which  the  hearing  is  to  be 
held; 

i3>  The  matters  of  fact  and  law  as- 
serted or  to  be  considered:  and 

(4>  The  time  within  which  an  an- 
swer .shall  be  filed. 

(b>  The  time  and  place  of  hearing 
will  be  fixed  with  due  regard  for  the 
convenience  of  the  parties  or  their  rep- 
resentatives, the  nature  of  the  proceed- 
ing, and  the  public  interest. 

sj  2.704       Droieiiiilion  of  preitidinK  officer. 
di<>qualifi ration,  iina\ailabilily. 

(a>  The  Commission  may  provide  in 
the  notice  of  hearing  that  one  or  more 
members  of  the  Commission,  or  a  named 
officer  to  whom  has  been  delegated  final 
authority  in  the  matter,  shall  preside 
If  the  Commission  does  not  so  provide, 
the  Chief  Hearing  Examiner  will  issue 
an  order  designating  a  hearing  examiner 
appointed  pursuant  to  Section  11  of  the 
Administrative  Procedure  Act  to  preside 

(b)  If  a  designated  presiding  officer 
deems  himself  disqualified  to  preside,  he 
shall  withdraw  by  notice  on  the  record 
and  shall  notify  the  Commission  of  his 
withdrawal. 

(c)  If  a  party  deems  the  presldlnji 
officer  to  be  disqualified,  he  may  move 
that  the  presiding  officer  disqualify  him- 
self. The  motion  shall  be  supported  by 
affidavits  setting  forth  the  alleged 
grounds  for  disqualification.  If  the  pre- 
siding officer  does  not  grant  the  motion 
he  will  refer  It  to  the  Commission,  which 
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will    determine    the    sufficiency    of    the 
grounds  alleged. 

(d)  If  a  presiding  officer  becomes 
unavailable  during  the  course  of  a  hear- 
ing, the  Commission  will  designate 
another  presiding  officer.  If  he  becomes 
unavailable  after  the  hearing  has  been 
concluded,  the  Cotiunission  may: 

<  1  *  Designate  another  presiding  of- 
ficer to  make  the  decision;      ^s^^ 

<2»  Direct  that  the  record  beoerti- 
fied  to  it  for  decision;  or 

(3)  Designate  another  presiding 
officer. 

(e)  In  the  event  of  substitution  of  a 
presiding  officer  for  the  one  originally 
designated,  any  motion  predicated  upon 
the  substitution  shall  be  made  within 
five  (5)  days  thereafter.  i 

§  2.705      .AuHHer. 

(a)  Within  twenty  (20)  days  after 
service  of  the  notice  of  hearing,  or  such 
other  time  as  may  be  specified  in  the 
notice  of  hearing,  a  party  may  file  an  an- 
swer which  shall  concisely  state  (1)  the 
nature  of  his  defense  or  other  position; 
(2)  the  items  of  the  specification  of 
issues  he  controverts  and  those  he  does 
not  controvert,  and  (3)  whether  he  pro- 
poses to  appear  and  present  evidence. 

<b)  If  facts  are  sdleged  In  the  specifi- 
cation of  issues,  the  answer  shall  admit 
or  deny_>p^iflcally  each  material  alle- 
gation of  fact;  or,  where  the  party  has 
no  knowledge  or  information  sufficient 
to  form  a  belief,  the  answer  may  so 
state  and  the  statement  shall  have  the 
effect  of  a  denial.  Material  allegations 
of  fcu;t  not  denied  shall  be  deemed  to  be 
admitted.  Matters  alleged  as  affirma- 
tive defenses  or  positions  shall  be  sepa- 
rately stated  and  identified  and,  in  the 
absence  of  a  reply,  shall  be  deemed  to 
be  controverted. 

(c)  If  a  party  does  not  oppose  an  or- 
der or  proposed  action  embodied  in  or 
accompanying  the  notice  of  hearing,  or 
does  not  wish  to  appear  and  present 
evidence  at  the  hearing,  the  answer  shall 
so  state.  In  lieu  of  appearing  at  the 
hearing,  a  party  may  request  leave  to 
file  a  statement  under  oath  or  affirma- 
tion of  reasons  why  the  proposed  order 
or  action  should  not  be  issued  or  should 
differ  from  that  proposed.  Such  a  state- 
ment, if  accepted,  will  l>e  accorded  what- 
ever weight  is  deemed  proper.  -^ 

4}  2.706     Reply. 

A  party  may  file  a  reply  to  an  answer 
within  five  f5>  days  after  it  is  served. 

§  2.707      Drfault.  I 

On  failure  of  a  party  to  file  an  answer 
within  the  time  prescribed  in  this  part 
or  as  specified  in  a  notice  of  hearing  or 
pleading,  or  to  appear  at  a  hearing  or 
prehearing  conference,  the  Commission 
may: 

( a )  Find  the  facts  as  alleged  and  enter 
such  findings  or  order  as  may  be  appro- 
priate without  further  notice;  or 

<b)  Proceed  without  further  notice  to 
take  proof  on  the  issues  specified. 

§  2.708      Formal  requirements  for  docu- 
ments. 

<  a )  Each  document  filed  in  an  adjudi- 
cation subject  to  this  part  to  which  a 
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docket  number  has  been  assigned  shall 
bear  the  docket  number  and  title  of  the 
proceeding. 

(b)  Each  document  shall  be  bound  on 
the  left  side  and  typewritten,  printed  or 
otherwise  reproduced  in  permanent  form 
on  good  unglazed  paper  of  standard 
letterhead  size.  Each  page  shall  begin 
not  less  than  one  and  one-quarter  inches 
from  the  top,  with  side  and  bottom  mar- 
gins of  not  less  than  one  and  one-quar- 
ter inches.  Text  shall  be  double -spaced, 
except  that  quotations  may  be  single- 
spaced  and  indented.  The  requirements 
of  this  paragraph  do  not  apply  to 
original  documents  or  admissible  copies 
offered  as  exhibits,  or  to  specially  pre- 
pared exhibits. 

(c)  The  original  of  each  document 
shall  be  signed  in  ink  by  an  attorney  of 
record  for  the  party  or,  in  the  case  of  a 
party  not  represented  by  coimsel,  by 
the  party  or  his  authorized  repre- 
sentative. The  capacity  of  the  person 
signing,  his  address,  and  the  date 
shall  be  stated.  The  signature  of 
a  person  signing  in  a  representative 
capacity  is  a  representation  that  the 
document  has  been  subscribed  in  the 
capacity  specified  with  full  authority, 
that  he  has  read  it  and  knows  the  con- 
tents, that  to  the  best  of  his  knowledge, 
information,  and  belief  the  statements 
made  in  it  are  true,  and  that  it  is  not 
interposed  for  delay.  If  a  document  is 
not  signed,  or  is  signed  with  intent  to 
defeat  the  purpose  of  this  section,  it 
may  be  stricken. 

(d)  Except  as  otherwise  provided  by 
this  part  or  by  order,  a  pleading  or 
other  document  other  than  correspond- 
ence shall  be  filed  in  an  original  and 
fifteen  conformed  copies. 

(e)  The  first  document  filed  by  any 
person  in  a  proceeding  shall  designate 
the  name  and  address  of  a  person  on 
whom  service  may  be  made. 

§  2.709      Acceptance   for   filina. 

A  document  which  fails  to  conform 
to  the  requirements  of  §  2.708  may  be 
refused  acceptance  for  filing  and  may 
be  returned  with  an  indication  of  the 
reason  for  nonacceptance.  Any  matter 
so  tendered  but  not  accepted  for  filing 
shall  not  be  entered  on  the  Commis- 
sion's docket. 

§  2.710      Computation   of   time. 

In  computing  any  period  of  time,  the 
day  of  the  act.  event,  or  default  after 
which  the  designated  period  of  time 
begins  to  run  is  not  included.  iTie  last 
day  of  the  period  so  computed  is  in- 
cluded unless  it  is  a  Saturday,  Sunday, 
of  legal  holiday,  in  which  event  the 
period  runs  imtil  the  end  of  the  next 
day  which  is  neither  a  Saturday,  Sun- 
day, nor  holiday.  When  the  period  of 
time  is  less  than  seven  (7)  days,  inter- 
mediate Saturdays,  Sundays,  and  holi- 
days are  excluded.  Whenever  a  party 
has  the  right  or  is  required  to  do  some 
act  or  take  some  proceeding  within  a 
prescribed  period  after  the  service  of  a 
notice  or  other  paper  upon  him  and  the 
notice  or  pi4>er  is  served  upon  him  by 
mail,  three  (3)  days  shall  be  added  to 
the  prescribed  period. 
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§2.711     Extension  of  time. 

Except  as  otherwise  provided  by  law, 
whenever  an  act  la  reouired  or  allowed 
to  be  done  at  w  within  a  qpedfled  time, 
the  time  fixed  or  the  period  of  time  pre- 
scribed may  for  good  eause  be  eztoided 
or  shortened  by  the  Commissi<xi  or  the 
presiding  oSiceT. 

§  2.712      .Service     of     papers,     methods, 
proof. 

(a)  Who  may  make  service.  Except 
for  subpoenas,  service  of  which  is  gov- 
erned by  §2.720,  the  Commission  will 
sei-ve  all  orders,  decisions,  nottces,  and 
other  papers  issued  by  it  mwn  all 
parties. 

(b)  Who  may  be  served.  Any  paper 
required  to  be  served  upon  a  party  shall 
be  served  upon  him  or  upon  the  repre- 
sentative designated  by  him  or  by  law 
to  receive  service  of  pi^iers.  When  a 
party  has  appeared  by  attorney,  service 
may  be  made  upon  the  attorney  of 
record. 

<ct  How  service  may  be  made.  Serv- 
ice may  be  made  by  personal  delivery,  by 
first  class,  certified  or  registered  mail  in- 
cluding air  mail,  by  telegraph,  or  as 
otherwise  authorized  by  law.  Where 
there  are  numerous  parties  to  a  proceed- 
ing, the  Commission  may  make  special 
provision  regarding  the  service  of  papers. 

(d)  When  service  complete.  Service 
upon  a  party  is  complete: 

(1  >  By  personal  delivery,  on  handing 
the  paper  to  the  individual,  or  leaving 
it  at  his  office  with  his  clerk  or  other 
person  in  charge  or,  if  there  is  no  one 
in  charge,  leaving  it  in  a  conspicuous 
place  therein  or,  if  the  office  is  closed 
or  the  person  to  be  served  has  no  office, 
leaving  it  at  his  usual  place  of  residence 
with  some  person  of  suitable  age  and  dis- 
cretion then  residing  there; 

<2)  By  telegraph,  when  deposited  with 
a  telegraph  company,  properly  addressed 
and  with  charges  prepaid ; 

(3)  By  mail,  on  deposit  in  the  United 
States  mall,  properly  stamped  and  ad- 
dressed; or 

( 4 )  When  service  cannot  be  effected  In 
a  manner  provided  by  sul>paragn4>hs  <  1  > 
to  (3)  inclusive  of  this  paragraph,  in 
any  other  manner  authorized  by  law. 

(e)  Proof  of  service.  Proof  of  sei-vice. 
stating  the  name  and  address  of  the  per- 
son on  whom  served  and  the  manner  and 
date  of  service,  shall  be  shown  for  each 
document  filed,  and  may  be  made  by: 

<1)  Written  acknowledgment  of  the 
party  served  or  his  counsel: 

(2)  The  certificate  of  counsel  if  he 
has  made  the  service ;  or 

(3)  The  affidavit  of  the  person  making 
the  service. 

§  2.713  .Appearanre  and  practice  before 
the  Commission  in  .4djudirator> 
Proceedinics. 

fa)  Representation.  A  person  may 
appear  in  an  adjudication  on  his  own 
behalf  or  by  an  attomey-at-law  in  good 
standing  admitted  to  practice  before  any 
court  of  the  United  States,  the  District 
of  Columbia,  or  the  highest  court  of  any 
State,  territory,  or  possession  of  the 
United  States.  An  attorney  aiH>earing  in 
a  representative  capacity  shall  file  with 
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the  CommlMlon  a  written  notlee  of  ap- 
pearance whlcb  shall  state  his  name,  ad- 
dress, and  telephone  number;  the  basts 
of  his  eUglblltty:  and  the  name  and  ad- 
dress of  the  person  on  whose  behalf  he 
appears. 

(b)  Standards  of  coTiduct.  An  attor- 
ney shall  conform  to  the  standards  of 
conduct  required  in  the  courts  of  the 
United  States. 

(c)  Suspension  of  attorneys.  A  pre- 
siding ofoicer  may,  by  order  for  good 
cause  stated  on  the  record,  suspend  or 
bar  from  participation  In  a  proceeding 
any  attorney  who  engages  in  dilatory 
tactics  or  disorderly  or  contemptuous 
conduct  in  the  course  of  a  proceeding. 
An  appeal  from  such  an  order  by  a  pre- 
siding officer  may  be  taken  to  the 
Commission. 

§  2.714      Intervention. 

(a)  Any  person  whose  Interest  may  be 
affected  by  a  proceeding  and  who  desires 
to  participate  as  a  party  shall  ffle  a  writ- 
ten petition  under  oath  or  affirmation  for 
leave  to  mtervene  not  later  than  five  (5) 
days  before  the  commencement  of  the 
hearing  or  within  such  other  time  as  may 
be  specified  In  the  notice,  or  as  permitted 
by  the  presiding  officer.  The  petition 
shall  set  forth  the  interest  of  the  peti- 
tioner m  the  proceeding,  how  that  in- 
terest may  be  affected  by  Commission 
action,  and  the  contentions  of  the  peti- 
tioner. A  petition  for  leave  to  Intervene 
which  Is  not  timely  filed  win  be  dismissed 
unless  the  petitioner  shows  good  cause 
for  failure  to  file  it  on  time. 

(b)  Any  party  to  a  proceeding  may  file 
an  answer  to  a  petition  to  Intervene 
witliin  five  (5)  ;Jays  after  the  petition  Is 
filed. 

(c)  The  Commission  or,  in  the  event  a 
presiding  officer  has  been  designated,  the 
presiding  officer  will  rule  on  the  petition. 

(d)  An  order  permitting  Intervention 
may  be  conditioned  on  such  terms  as  the 
Commission  or  presiding  officer  may  di- 
rect. A  person  permitted  to  intervene 
becomes  a  party  to  the  proceeding.  The 
granting  of  a  petition  to  Intervene  does 
not  change  or  enlarge  the  issues  specified 
in  a  notice  of  hearing  unless  otherwise 
expressly  provided  in  the  order  allow- 
ing intervention. 

§  2.7  IS      Participation  by  a  person  not  a 
party. 

(a)  A  person  who  Is  not  a  party  may. 
in  the  discretion  of  the  presiding  officer, 
be  permitted  to  make  a  limited  appear- 
ance by  making  oral  or  written  state- 
ment of  his  position  on  the  issues  within 
such  limits  and  on  such  conditions  as 
may  be  fixed  by  the  presiding  officer,  but 
he  may  not  otherwise  participate  in  the 
proceeding. 

(b)  The  Commission  will  give  notice 
of  a  hearing  to  any  person  who  requests 
it.  When  a  communication  bears  more 
than  one  signature,  the  Commission  will 
give  the  notice  to  the  person  first  signing 
unless  the  communication  clearly  in- 
dicates otherwise. 

(c)  The  presiding  officer  will  afford  a 
representative  of  an  Interested  State 
which  is  not  a  party  a  reasonable  op- 
portunity to  participate  and  to  Introduce 
evidence.  Interrogate  witnesses,  and  ad- 
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vise  the  Commission  without  requiiin? 
the  representative  to  take  a  position  with 
respect  to  the  issues. 

§  2.716      Consolidation. 

On  motion  and  for  good  cause  shown 
or  on  its  own  Initiative,  the  Commission 
may  consolidate  for  hearing  or  for  other 
purposes  two  or  more  proceedings  if  It 
fljods  that  such  aetion  will  be  conducive 
to  the  proper  dispatch  of  its  business  and 
to  the  ends  of  Justice  . 

§  2.717  Commmrrmrnl  and  trrmina- 
tion  of  juriAdirtion  of  prr^iding 
officer. 

<a)  Unless  otherwise  ordered  by  the 
Commission,  the  presiding  officer  desig- 
nated to  conduct  a  hearing  has  Jurisdic- 
tion over  the  proceeding,  including  mo- 
tions and  procedural  matters,  from  the 
time  when  the  proceeding  commences 
until  the  initial  decision  is  rendered.  If 
no  presiding  officer  has  been  designated, 
the  Chief  Hearing  Examiner  has  such 
Jurisdiction  or,  if  he  is  unavailable,  an- 
other hearing  examiner  has  such  Juris- 
diction. A  proceeding  is  deemed  to 
commence  when  a  notice  of  hearing  is 
issued  or,  in  the  case  of  a  contract  ap- 
peal subject  to  Subpart  D,  when  a  no- 
tice of  appeal  is  filed.  When  a  notice 
of  hearing  provides  that  the  presiding 
officer  is  to  be  a  hearing  examiner,  the 
Chief  Hearing  Examiner  will  designate 
by  order  the  hearing  examiner  who  is 
to  preside. 

(b>  Administrative  actions  affecting 
persons  or  matters  involved  in  a  pro- 
ceeding before  a  presiding  officer  may 
be  taken  by  Commission  officers  author- 
ized to  act,  subject  to  such  modification 
as  may  be  determined  by  the  presiding 
officer  to  be  appropriate  to  the  purposes 
of  the  pending  proceeding. 

§  2.718      Power  of  presiding  officer. 

A  presiding  officer  has  the  duty  to  con- 
duct a  fair  and  impartial  hearing  ac- 
cording to  law,  to  take  appropriate 
action  to  avoid  delay,  and  to  maintain 
order.  He  has  all  powers  necessary  to 
those  ends,  including  the  powers  to: 

(a)  Administer  oaths  and  affirma- 
tions. 

(b)  Issue  subpoenas  authorized  by 
law. 

<c)  Rule  on  offers  of  proof,  and 're- 
ceive evidence. 

(d)  Order  depositions  to  be  taken. 

(e)  Regulate  the  course  of  the  hear- 
ing and  the  conduct  of  the  participants. 

(f)  Dispose  of  procedural  requests  or 
similar  matters. 

(g)  Examine  witnesses. 

(h)  Hold  conferences  before  or  during 
the  hearing  for  settlement,  simplification 
of  the  Issues,  or  any  other  proper 
purpose. 

(i)  Certify  questions  to  the  Commis- 
sion for  its  determination,  either  in  his 
discretion  or  on  direction  of  the  Com- 
mission. 

(J)  Reopen  a  proceeding  for  the  re- 
ception of  further  evidence  at  any  time 
prior  to  initial  decision. 

<k)    Issue  initial  decisions;  and 

(1)  Take  any  other  action  consistent 
with  the  Act.  this  chapter,  and  the  Ad- 
ministrative Procedure  Act  of  1946. 


§  2.719      Separation  of  functions. 

<a>  presiding  officer  shall  perform  no 
duties  inconsistent  with  his  responsibil- 
ities as  a  presiding  officer,  and  wOl  not 
be  responsible  to  or  subject  to  the  super- 
vision or  direction  of  any  officer  or  em- 
ployee engaged  in  the  performance  of 
investigative  or  prosecuting  functions. 

<b»  In  any  adjudication,  the  presiding 
officer  may  not  consult  any  person  other 
than  a  member  of  his  staff  on  any  fact 
In  issue  unless  on  notice  and  opportunity 
for  all  parties  to  participate,  except  as 
required  for  the  disposition  of  ex  parte 
matters  as  authorized  by  law. 

(O  In  any  case  of  adjudication,  no 
officer  or  employee  of  the  Commission 
who  has  engaged  in  the  performance  of 
any  investigative  or  prosecuting  func- 
tion in  the  case  or  a  factually  related 
case  may  participate  or  advise  in  the 
initial  or  final  decision,  except  as  a  wit- 
ness or  counsel  in  the  proceeding. 

§  2.720     Subpoenas. 

^a)  On  application  by  any  party,  the 
designated  presiding  officer  or.  if  he  is 
not  available,  the  Chief  Hearing  Exam- 
iner or  other  designated  officer  will  issue 
subpoenas  requiring  the  attendance  and 
testimony  of  witnesses  or  the  production 
of  evidence.  The  officer  to  whom  appli- 
cation is  made  may  require  a  showing 
of  general  relevance  of  the  testimony  or 
evidence  sought,  and  may  withhold  the 
subpoena  if  such  a  showing  is  not  made: 
but  he  shall  not  attempt  to  determine 
the  admissibility  of  evidence. 

<  b )  Every  subpoena  will  bear  the  name 
of  the  Commission,  the  name  and  office 
of  the  issuing  officer  and  the  title  of  the 
hearing,  and  will  command  the  per- 
son to  whom  it  is  directed  to  attend  and 
give  testimony  or  produce  specified  docu- 
ments or  other  things  at  a  designated 
time  and  place.  The  subpoena  will  also 
advise  of  the  quashing  procedure  pro- 
vided in  paragraph  (f)  of  this  section. 

(c)  Unless  the  service  of  a  subpoena 
is  acknowledged  on  its  face  by  the  wit- 
ness or  is  served  by  an  officer  or  em- 
ployee of  the  Commission,  it  shall  be 
served  by  a  person  who  is  not  a  party 
to  the  hearing  and  Is  not  less  than 
eighteen  (18)  years  of  age.  Service  of  a 
subpoena  shall  be  made  by  delivery  of 
a  copy  of  the  subpoena  to  the  person 
named  in  it  and  tendering  him  the  fees 
for  one  days  attendance  and  the  mile- 
ai;c  allowed  by  law.  When  the  sub- 
poena is  issued  on  behalf  of  the  Com- 
mission, fees  and  mileage  need  not  be 
tendered,  and  the  subpoena  may  be 
served  by  registered  mail. 

(d)  Witnesses  summoned  by  subpoena 
shall  be  paid,  by  the  party  at  whose  in- 
stance they  appear,  the  fees  and  mileage 
paid  to  witnesses  in  the  district  courts  of 
the  United  States. 

(e)  The  person  serving  the  subpoena 
shall  make  proof  of  service  by  filing  the 
subp>oena  and  affidavit  or  acknowledg- 
ment of  service  with  the  officer  before 
whom  the  witness  is  required  to  teAify 
or  produce  evidence  or  with  the  Secre- 
tary. Failure  to  make  proof  of  service 
shall  not  affect  the  validity  of  the  service. 

*f)  On  motion  made  promptly,  and  in 
any  event  at  or  before  Uie  time  specified 
in  the  subpoena  for  compliance  by  the 
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person  to  whom  the  subpoena  is  directed, 
and  on  notice  to  the  party  at  whose  in- 
stance the  subpoena  was  issued,  the  pre- 
siding officer  or,  if  he  is  unavailable,  the 
Conmiission  may  (1)  quash  or  modify 
the  subpoena  if  it  Is  unreasonable  or 
requires  evidence  not  relevant  to  any 
matter  in  issue,  or  (2)  condition  denial 
of  the  motion  on  just  and  reasonable 
terms. 

<  g )  On  application  and  for  good  cause 
shown,  the  Commission  will  seek  judicial 
enforcement  of  a  subpoena  issued  to  a 
party  and  which  has  not  been  quashed. 
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Motions 


§  2.730      MutionK. 
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(a)  Presentation  and  disposition.  All 
motions  shall  be  addressed  to  the  C<Mn- 
mission.  All  written  motions  shall  be 
filed  with  the  Secretary  and  served  on 
all  parties  to  the  proceeding.  During  the 
time  when  a  proceeding  is  before  tht 
Commission,  a  motion  for  an  extensicm  of 
time  which  would  ordinarily  be  granted 
as  of  course,  and  to  which  all  parties 
consent,  may  be  acted  upon  by  the  Chief 
Hearing  Examiner. 

(b)  Form  and  content.  Unless  made 
orally  on  the  record  during  a  hearing, 
or  the  presiding  officer  directs  otherwise, 
a  motion  shall  be  in  writing,  shall  state 
with  particularity  the  grounds  and  the 
rehef  sought,  and  shall  be  accompanied 
by  any  affidavits  or  other  evidence  relied 
on.  and.  as  appropriate,  a  proposed  form 
of  order. 

(c)  Answers  to  motions.  Within  five 
<5)  days  after  service  of  a  written  mo- 
tion, or  such  other  period  as  the  Commis- 
sion or  presiding  officer  may  prescribe,  a 
party  may  file  an  answer  in  support  of 
or  in  opposition  to  the  motion,  accom- 
panied by  affidavits  or  other  evidence. 
If  no  answer  is  filed,  the  parties  shall  be 
deemed  to  have  consented  to  the  grant- 
ing of  the  motion.  The  moving  party 
shall  have  no  right  to  reply,  except  as 
permitted  by  the  presiding  officer  or  the 
Commission. 

<d)  Oral  arguments:  briefs.  No  oral 
argument  will  be  heard  on  a  motion  un- 
less the  presiding  officer  or  the  Commis- 
sion directs  otherwise.  A  written  brief 
may  be  filed  with  a  motion  or  an  answer 
to  a  motion,  stating  the  arguments  and 
authorities  relied  on. 

(e»  Disposition  of  motion.  A  written 
motion  will  be  di^)osed  of  by  written 
order  and  on  notice  to  all  parties. 

(f )  Interlocutory  appeals  to  the  Com- 
mission. No  interlocutory  e^ipeal  may 
be  taken  to  the  Commission  f^rom  a  rul- 
ing of  the  presiding  officer.  When  In  the 
judgment  of  the  presiding  officer  prompt 
decision  is  necessary  to  prevent  detri- 
ment to  the  public  interest  or  unusual 
delay  or  expense,  the  presiding  officer 
may  refer  the  ruling  promptly  to  the 
Commission,  and  notify  the  parties 
either  by  announcement  on  the  record 
or  by  written  notice  if  the  hearing  is 
not  in  session. 

<g  >  Effect  of  filing  a  motion  or  allow- 
ance of  an  interlocutory  appeal.  Unless 
otherwise  ordered,  neither  the  fiUng  of 
a  motion  nor  the  allowance  of  an  inter- 
locutory appeal  shall  stay  the  proceed- 
ing or  extend  the  time  for  the  perform- 
ance of  any  act. 


§  2.731       Order   of   pro<-edure. 

The  presiding  officer  or  the  Commis- 
sion will  designate  the  order  of  proce- 
dure at  a  hearing.  The  proponent  of  an 
order  will  ordinarily  open  and  close. 

§  2.732      Burden  of  proof. 

Unless  otherwise  ordered  by  the  pre- 
siding officer,  the  applicant  or  the  pro- 
ponent of  an  order  has  the  burden  of 
proof. 

§  2.733      Examination    by   evpertis. 

At  the  request  of  a  party,  a  presiding 
officer  may  permit  a  qualified  individual 
who  has  scientific  or  technical  training 
or  experience  to  participate  on  behalf 
of  that  party  in  the  examination  and 
cross-examination  of  expert  witnesses. 

Depositions    and    Written    Interroga- 
tories; Discovery;  Admission;  Evidence 

§  2.740     Depositions  and  Written   Inter- 
rogatories. 

(a)  On  motion  and  for  good  cause 
shown,  the  Commission  may  order  that 
the  testimony  of  any  party  or  other  per- 
son be  taken  by  deposition  on  oral  ex- 
amination or  written  intei  rogatories. 
The  attendance  of  witnesses  may  be 
compelled  by  subpoena. 

(b)  The  motion  shall  give  reasonable 
notice  of  the  proposed  time  and  place 
of  taking  the  deposition;  the  name  and 
address  of  each  person  to  be  examined, 
if  known,  or,  if  the  name  is  not  known, 
a  general  description  sufficient  to  iden- 
tify him  or  the  class  or  group  to  which 
he  belongs;  and  the  reasons  why  the 
deposition  should  be  taken.  If  good 
cause  is  shown,  an  order  will  be  issued 
authorizing  the  deposition  and  imposing 
any  proper  limitations  for  the  benefit  of 
witnesses  or  parties.  The  order  shall  be 
served  on  all  parties  by  the  person  pro- 
posing to  take  the  deposition  a  reason- 
able time  in  advance  of  the  time  fixed 
for  taking  testimony. 

(c)  Within  the  United  States,  a  dep- 
osition may  be  taken  before  any  officer 
authorized  to  administer  oaths  by  the 
laws  of  the  United  States  or  of  the  place 
where  the  examination  is  held.  Outside 
of  the  United  States,  a  deposition  may 
be  taken  before  a  secretary  of  an  em- 
bassy or  legation,  a  consul  general,  vice 
consul  or  consular  agent  of  the  United 
States,  or  a  person  authorized  to  ad- 
minister oaths  designated  by  the  Com- 
mission. 

(d)  Unless  the  order  provides  other- 
wise, the  deponent  may  be  examined  re- 
garding any  matter,  not  privileged, 
which  is  relevant  to  the  subject  matter 
involved  in  the  hearing.  He  shall  be 
sworn  or  shall  affirm  before  any  ques- 
tions are  put  to  him.  Examination  and 
CKM^^xamlnation  shall  proceed  as  at 
a  hearing.  Except  as  the  parties  other- 
wise agree,  the  deposition  upon  written 
interrogatories  shall  be  taken  with  only 
parties  and  counsel,  the  deponent,  the 
officer,  and  the  reporter  or  stenographer 
present  during  the  interrogation,  and 
the  officer  shall  certify  to  that  fact. 
Each  question  propounded  shall  be  re- 
corded and  the  answer  taken  down  m 
the  words  of  the  witness.  Objections  on 
questions  of  evidence  shall  be  noted  in 
i^ort  form  without  the  arguments.    The 
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officer  shall  not  decide  on  the  c<»n- 
petency,  materially,  or  relevancy  of  evi- 
dence but  shall  record  the  evidence  sub- 
ject to  objection.  Objections  to  ques- 
tions of  evidence  not  made  before  the 
officer  shall  not  be  deemed  waived  unless 
the  ground  of  the  objection  is  one  which 
might  have  been  obviated  or  removed  if 
presented  at  that  time. 

(e)  When  the  testimony  is  fully  tran- 
scribed, the  deposition  shall  be  sub- 
mitted to  the  deponent  for  examination 
and  signature  unless  he  Is  ill  or  cannot 
be  found  or  refuses  to  sign.  The  officer 
shall  certify  the  deposition  or,  if  the 
deposition  is  not  signed  by  the  deponent, 
shall  certify  the  reasons  for  the  failure 
to  sign,  and  shall  promptly  forward  the 
deposition  by  registered  mail  to  the  Com- 
mission. 

<f)  Where  the  deposition  is  to  be 
taken  On  written  interrogatories,  the 
party  proposing  the  deposition  shall  file 
a  copy  of  the  proposed  interrogatories 
showing  each  interrogatory  separately 
and  consecutively  nimibered.  tbe  n^uno 
and  address  of  the  person  who  Is  to  an- 
swer them,  and  the  name,  description, 
title,  and  address  of  the  officer  before 
whom  they  are  to  be  taken.  Within 
seven  (7)  days  after  filing,  any  other 
party  may  serve  cross-interrogatories. 
Objections  to  interrogatories  or  cross- 
interrogatories  shall  be  made  promptly 
and  will  be  ruled  upon  by  the  presidlxig 
officer.  Objections  to  form,  unless  made 
before  the  order  for  taking  the  deposi- 
tion is  issued,  shall  be  deemed  waived. 
The  interrogatories,  cross-interroga- 
tories, and  answers  shall  be  recorded 
and  signed,  and  the  deposition  certified, 
returned,  and  filed  as  in  the  case  of  a 
deposition  on  oral  examination. 

(g)  A  deposition  will  not  become  a 
part  of  the  record  in  the  hearing  unless 
received  in  evidence.  If  only  part  of  a 
deposition  is  offered  in  evidence  by  a 
party,  any  other  party  may  introduce  any 
other  parts.  A  party  shall  not  be  deemed 
to  make  a  person  his  own  witness  for 
any  purpose  by  taking  his  deposition. 

(h)  A  deponent  whose  deposition  is 
taken  and  the  officer  taking  a  deposition 
shall  be  entitled  to  the  same  fees  as  are 
paid  for  like  services  In  the  district 
courts  of  the  United  States,  to  be  paid 
by  the  party  at  whose  instance  the 
deposition  is  taken. 

(i)  The  witness  may  be  accompanied. 
represented,  and  advised  by  legal 
counsel. 

§  2.741  DiM-overy  and  production  of 
clo<-iinient!<  and  things  for  inspection, 
fop^inf;.  or  photographing. 

(a)  Order  to  produce.  On  motion  of 
any  party  showing  good  cause  and  on 
notice  to  all  other  parties,  the  Commis- 
sion may : 

(1)  Order  any  party  to  produce  and 
permit  the  inspection  and  copying  or 
photographing,  by  and  on  behalf  of  the 
moving  party,  of  any  designated  docu- 
ments, papers,  books,  accounts,  letters, 
photographs,  objects  or  tangible  things 
in  his  or  its  possession,  custody,  or  con- 
trol, which  are  not  determined  to  be 
privileged,  and  which  constitute  or  con- 
tain evidence  (including  Uie  existence, 
description,  nature,  custody,  condition 
and  location  of  any  books,  documents, 
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or  other  tangliale  things  and  the  identity 
and  location  of  persons  having  knowl- 
edga  of  rderant  facts)  regarding  any 
matter  that  Is  relevant  to  the  subject 
matter  inTolved  in  the  pending  action. 
whether  it  relates  to  the  claim  or  defense 
of  the  f»fciwtnii>y  party  or  to  the  claim 
or  defense  of  any  party;  or 

(2)  Order  any  party  to  permit  entry 
upon  i1i^g*"»t^»**  land  or  other  property 
in  his  or  Its  possession  or  control  for  the 
purpose  of  inspecting,  measuring,  sur- 
vejring.  or  photographing  the  property 
or  axky  designated  object  or  operation 
which  is  relevant  within  subparagraph 
(1)  of  this  paragraph. 

(b>  Relation  to  admissible  evidence. 
It  is  not  grouxui  for  objection  to  the 
motion  that  the  evidence  will  be  inad- 
missible if  the  evidence  sought  appears 
reasonably  caknilated  to  lead  to  the 
discovery  of  admissible  evidence. 

(c>  Scope  of  order.  The  order  shall 
specify  the  time,  place,  and  manner  of 
iwffViTtg  ttje  inspection  and  taking  the 
c(H;>ies  and  photographing,  and  may  pre- 
scribe such  terms  and  conditions  as  are 
Just.  The  Commission  may  make  an 
order  that  the  inspection,  copying,  meas- 
uring, surveying,  or  photographing  shall 
be  limited  to  certain  matters  or  that 
secret  processes,  developments,  or  re- 
search need  not  be  disclosed  and  any 
other  order  which  Justice  requires  to  pro- 
tect the  party  from  annoyance,  em- 
barrassmenC  or  oppression. 

§  2.742      AdmiamonA. 

(a)  At  any  time  after  his  answer  has 
been  filed,  a  party  may  file  a  written  re- 
quest for  the  admission  of  the  genuine- 
ness and  authenticity  of  any  relevant 
document  described  In  or  attached  to 
the  request,  or  for  the  admission  of  the 
truth  of  any  specified  relevant  matter  of 
fact.  A  copy  of  the  docmnent  shall  be 
delivered  with  the  request  imless  a  copy 
has  already  been  furnished. 

(b)  Each  requested  admission  shall 
be  de«ned  made  unless,  within  a  time 
designated  by  the  presiding  officer  or 
the  Commission,  and  not  less  than  ten 
(10)  days  after  service  of  the  request  or 
such  further  time  as  may  be  allowed  on 
motion,  the  party  to  whom  the  reqsest 
is  directed  serves  on  the  requesting  party 
either  (1)  a  sworn  statement  denying 
specifically  the  relevsmt  matters  of  which 
an  admission  Is  requested  or  setting 
forth  In  detail  the  reasons  why  he  can 
neither  truthfully  admit  nor  deny  them, 
or  (2)  written  objections  on  the  ground 
that  some  or  all  of  the  matters  involved 
are  privileged  or  irrelevant  or  that  the 
request  Is  otherwise  Improper  in  whole 
or  in  iMtrt.  Answers  on  matters  to  which 
such  objections  are  made  may  be  de- 
ferred until  the  objections  are  deter- 
mined. If  written  objections  are  made 
to  only  a  part  of  a  request,  the  remainder 
of  the  request  shall  be  answered  within 
the  time  designated. 

(c)  Admissions  obtained  pursuant  to 
the  procedtire  In  this  section  may  be  used 
in  evidence  to  the  same  extent  and  sub- 
ject to  the  same  objections  as  other 
admissions. 


§  2.743     Evi 

(a)  General.    Every  party  to  a  pro- 
ceeding shall  have  the  right  to  present 
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such  oral  or  documentary  evidence  and 
rebuttal  evidence  and  conduct  such 
cross-examination  as  may  be  required 
for  full  and  true  disclosure  of  the  facts. 

'b)  Written  testimony.  Where  the 
interest  of  any  party  will  not  be  preju- 
diced, it  is  expected  that  each  party  will 
submit  all  or  part  of  the  direct  testimony 
of  his  witnesses  in  written  form,  unless 
objections  are  presented  and  as  other- 
wise ordered  by  the  presiding  officer. 
Unless  otherwise  ordered  by  the  presiding 
offlcer.  a  party  may :  Serve  copies  of  pro- 
posed written  testimony  on  all  parties  at 
least  five  <5)  days  in  advance  of  the 
session  of  the  hearing  at  which  such 
testimony  is  to  be  presented,  unless  all 
parties  agree  that  all  or  any  part  of 
such  five  '5)  days'  prior  service  be 
waived;  the  presiding  offlcer  may  permit 
the  introduction  of  written  testimony 
after  having  given  all  parties  present  a 
reasonable  opportunity  to  examine  it. 
Whenever  it  is  deemed  necessary  or  de- 
sirable, the  Commission  or  the  presiding 
offlcer  may  direct  that  proposed  testi- 
mony be  reduced  to  written  form  and  be 
served  and  ofTered  in  the  manner  de- 
scribed in  this  paragraph,  allowing  a 
reasonable  time  for  the  preparation  of 
the  written  testimony. 

<c>  Admissibility.  Only  relevant,  ma- 
terial, and  reliable  evidence  which  is  not 
unduly  repetitious  will  be  admitted.  Im- 
material or  irrelevant  parts  of  an  admis- 
sible document  will  be  segregated  and 
excluded  so  far  as  Is  practicable. 

^d)  Objections.  An  objection  to  evi- 
dence shall  briefly  state  the  grounds  of 
objection.  The  transcript  shall  Include 
the  objection,  the  grounds,  and  the  rul- 
ing. Ebcceptlon  to  an  adverse  ruling  is 
preserved  without  notation  on  the  record. 

(et  Offer  of  proof.  An  oCTer  of  proof 
made  in  connection  with  an  objection  to 
a  ruling  of  the  presiding  offlcer  excluding 
or  rejecting  proffered  oral  testimony 
shall  consist  of  a  statement  of  the  sub- 
stance of  the  proffered  evidence.  If  the 
excluded  evidence  Is  written,  a  copy  shall 
be  marked  for  identification.  Rejected 
exhibits,  adequately  marked  for  identifi- 
cation, shall  be  retained  In  the  record. 

*f)  Exhibits.  A  written  exhibit  will 
not  be  received  In  evidence  unless  the 
original  and  two  copies  are  offered  and 
a  copy  furnished  to  each  party,  or  the 
parties  have  previously  been  furnished 
with  copies  or  the  presiding  offlcer  directs 
otherwise.  The  presiding  offlcer  may 
permit  a  party  to  replace  with  a  true 
copy  an  original  document  admitted  in 
evidence. 

(g)  Record  of  the  application.  In  any 
proceeding  involving  an  application, 
there  shall  be  offered  in  evidence  the 
record  of  the  application,  including  the 
application,  amendments,  correspond- 
ence related  to  the  application,  reports 
if  any  of  the  ACRS.  and  any  other  doc- 
uments except  as  limited  by  section  181 
of  the  Act  or  order  of  the  Commission. 

(h)  Official  record.  An  official  record 
of  a  government  agency  or  entry  in  an 
official  record  may  be  evidenced  by  an 
official  publication  or  by  a  copy  attested 
by  the  officer  having  legal  custody  of  the 
record  and  accompanied  by  a  certificate 
of  his  custody. 

(1)  Official  notice.  Official  notice  may 
be  taken  of  any  fact  of  which  Judicial 


notice  might  be  taken  by  the  courts  of 
the  United  States  and  of  any  technical 
or  scientific  fact  within  the  knowledge  of 
the  Commission  as  an  expert  body.  If 
<  1 )  the  fact  is  specified  in  the  record  or 
is  brought  to  the  attention  of  the  parties 
before  final  decision,  and  i2)  every  party 
adversely  affected  by  the  decision  is  sif- 
forded  an  opportunity  to  controvert  the 
fact.  Any  party  may  oppose  a  request 
that  official  notice  be  taken  of  a  fact. 
If  a  decision  is  stated  to  rest  in  whole 
or  in  part  on  official  notice  of  a  fact 
which  the  parties  have  not  had  a  prior 
opportunity  to  controvert,  a  party  may 
controvert  the  fact  by  filing  a  petition  for 
review  of  an  initial  decision  or  a  petition 
for  reconsideration  of  a  final  decision, 
clearly  and  concisely  setting  forth  the 
mformation  relied  on  to  show  the 
contrary. 

Hearings 

§  2.730      Official  reporter;  tranacript. 

<a)  A  hearing  will  be  reported  under 
the  supervision  of  the  presiding  officer, 
stenographically  or  by  other  means,  by 
an  official  reporter  who  may  be  desig- 
nated from  time  to  time  by  the  Commis- 
sion or  may  be  a  regular  employee  of 
the  Commission.  The  transcript  pre- 
pared by  the  reporter  shall  be  the  sole 
official  transcript  of  the  proceeding.  Ex- 
cept as  limited  pursuant  to  Section  181 
of  the  Act  or  order  of  the  Commission, 
the  transcript  will  be  open  for  Inspec- 
tion at  the  Public  Document  Room. 
Copies  of  transcripts  are  available  to 
parties  and  to  the  public  from  the  of- 
ficial reporter  on  payment  of  the  charges 
fixed  therefor. 

<b>  Transcript  corrections:  Correc- 
tions of  the  official  transcript  may  be 
made  only  in  the  maimer  provided  by 
this  paragraph.  Corrections  ordered  or 
approved  by  the  presiding  officer  shall 
be  included  in  the  record  as  an  apr>endix, 
and  when  so  incorporated  the  Secretary 
shall  make. the  necessary  physical  cor- 
rections in  the  official  transcript  so  that 
it  will  Incorporate  the  changes  ordered. 
In  making  corrections  there  shall  be  no 
substitution  of  pages  but,  to  the  extent 
practicable,  corrections  shall  be  made  by 
nmning  a  bne  through  the  matter  to  be 
changed  without  obliteration  and  writ- 
ing the  matter  as  changed  immediately 
above.  Where  the  correction  consists  of 
an  Insertion,  it  shall  be  added  by  rider 
or  interlineation  as  near  as  possible  to 
the  text  which  Is  intended  to  precede 
and  follow  It. 

§  2.731      Hearings  to  be  public. 

Except  as  may  be  requested  pursuant 
to  Section  181  of  the  Act.  all  hearings 
will  be  public  unless  otherwise  ordered 
by  the  Commission. 

§  2.732      Prehearing  conference. 

(a)  The  Commission  or  the  presiding 
offlcer  may  direct  the  parties  or  their 
counsel  to  appear  at  a  s[>eclfied  time 
and  place  for  a  conference  to  consider: 

( 1 )  Simplification  and  clarification  of 
the  Issues: 

^2)  The  necessity  or  desirability  of 
amendments  to  the  pleadings ; 

(3)  The  possibility  of  obtaining  stipu- 
lations and  admissions  of  fact  and  of 
the  contents  and  authenticity  of  docu- 
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ments  which  will  avoid  unnecessary 
proof : 

'4)  The  limitation  of  the  nvunber  of 
ixpert  witnesses,  and  other  steps  to  ex- 
pedite the  presentation  of  evidence,  in- 
cluding the  preparation  of  written  testi- 
mony: and 

'  5 »  Such  other  matters  as  may  aid  in 
the  orderly  disposition  of  the  proceed- 
ins. 

tb»  Prehearing  conferences  may  be 
.stenographically  reported. 

'c>  The  Commission  or  the  presiding 
officer  may  enter  an  order  which  recites 
the  action  taken  at  the  conference,  the 
amendments  allowed  to  the  pleadings, 
and  agreements  by  the  parties,  and 
which  limits  the  issues.  The  order  shall 
control  the  subsequent  course  of  the 
proceeding  unless  modified  for  good 
cause. 

§  2.753      .Siipulutions.  | 

The  parties  may  stipulate  In  writing 
or  orally  on  the  record  during  a  hearing 
as  to  matters  of  fact  or  procedure.  Such 
a  stipulation  may  be  received  In  evi- 
dence. 

§  2.734      Propo.Hrd    rmdin({.>i   and   ronrlu- 
Mionti. 

<a)  Within  twenty  (20)  days  after  the 
record  is  closed,  or  within  such  reason- 
able additional  time  as  may  be  allowed 
by  the  presiding  offlcer,   any  party  to 
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the  proceeding  and  the  public  interest 
warrant,  he  may  allow  and  fix  a  time 
for  the  presentation  of  oral  argument. 
He  will  impose  i^wroprlate  limits  of 
time  on  the  argtmient.  The  transcript 
of  the  argument  shall  be  a  part  of  the 
record. 

IMXTIAI.  Decision  and  Commission  Review 

§  2.760      Initial  decision  and  il^  effect. 

(a)  After  hearing,  the  presiding  offlcer 
will  render  an  initial  decision  which  will 
constitute  the  final  action  of  the  Com- 
mission thirty  (30)  days  after  its  date 
unless  a  party  files  a  petition  for  review 
within  twenty  (20)  days  of  its  date  or 
the  Commission  directs  that  the  record 
be  certified  to  it  for  final  decision. 

(b)  Where  the  public  Interest  so  re- 
quires, the  Commission  may  direct  that 
the  presiding  (^cer  certify  the  record 
to  it  without  an  initial  decision,  and 
may: 

(1)  Prepare  its  own  initial  decision, 
which  will  become  final  unless  exceptions 
are  filed;  or 

(2)  Omit  an  initial  decision  on  a  find- 
ing that  due  and  timely  execution  of 
its  functions  imperatively  and  unavoid- 
ably so  requires. 

(c)  An  initial  decision  will  be  In  writ- 
ing and  will  be  based  on  the  whole 
record  and  supported  by  reliable,  pro- 
bative, and  substantial  evidence.     The 
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by  the  presldlnr  offlcer,  shall  file  proposed 
findings  of  fact  and  conclusions  of  law, 
briefs  and  a  proposed  form  of  order  or 
decision.  Failure  to  file  proposed  find- 
ings of  fact,  conclusions  of  law  or  briefs 
when  directed  to  do  so  may  be  deemed 
a  default,  and  an  order  or  initial  decision 
may  be  entered  accordingly. 

(b)  Except  as  otherwise  ordered  by 
the  presiding  offlcer: 

( 1  >  The  party  who  has  the  burden  of 
proof  shall  Initially  file  proposed  find- 
ings of  fact  and  conclusions  of  law  and 
briefs,  and  a  proposed  form  of  order 
or  decision: 

(2)  Other  parties  may  file  proposed 
findings,  conclusions  of  law  and  briefs 
within  twenty  (20)  days  thereafter: 

(3)  A  party  who  has  the  burden  of 
proof  may  reply  within  ten  (10)  days 
after  service  of  proposed  findings  and 
conclusions  of  law  and  briefs  by  other 
parties. 

(c)  Proposed  findings  of  fact  shall  be 
clearly  and  concisely  set  forth  In  num- 
bered paragraphs  and  shall  be  confined 
to  the  material  Issues  of  fact  presented 
on  the  record,  with  exact  citations  to 
the  transcript  of  record  and  exhibits 
in  support  of  each  proposed  finding. 
Pioposed  conclusions  of  law  shall  be  set 
forth  in  numbered  paragraphs  as  to  all 
material  Issues  of  law  or  discretion  pre- 
sented on  the  record.  Proposed  find- 
ings of  fact  and  conclusions  of  law  sub- 
mitted by  a  ilerson  who  does  not  have 
the  burden  of  proof  and  who  has  only 
a  limited  interest  in  the  proceeding  may 
be  confined  to  matters  which  affect  his 
mterests. 

S  2.735      Oral  argument  before  preMding 
officer. 

When,  In  the  opinion  of  the  presiding 
officer,  time  permits  and  the  nature  of 


(1)  Findings,  conclusions  and  rulings, 
with  the  reasons  or  basis  for  them,  on 
all  material  issues  of  fact,  law.  or  dis- 
cretion presented  on  the  record; 

(2)  All  facts  officially  noticed  and  re- 
lied on  in  making  the  decision: 

(3)  The  appr(H)riate  ruling,  order  or 
denial  of  relief  with  the  effective  date, 
and  the  time  within  which  a  petition 
for  review  may  be  filed ; 

(4)  In  the  case  of  an  initial  decision 
which  may  become  final  in  accordance 
with  paragraph  <a)  of  this  section,  the 
date  when  it  may  become  final. 

§  2.761      Expedited  decisional  prm-edure. 

(a)  The  presiding  offlcer  may  deter- 
mine a  proceeding  by  an  order  after 
the  conclusion  of  a  hearing  without  is- 
suing an  initial   decision,   when: 

<1)  All  parties  stipulate  that  the  ini- 
tial decision  may  be  omitted  and  waive 
their  rights  to  file  a  petition  for  review. 
to  request  oral  argument,  and  to  seek 
judicial  review; 

(2)  No  unresolved  substantial  Issue  of 
fact,  law,  or  discretion  remains,  and  the 
record  clearly  warrants  granting  the  re- 
lief requested;  and 

(3)  The  presiding  officer  finds  that 
dispensing  with  the  issuance  of  the  ini- 
tial decision  is  in  the  public  interest. 

(b)  An  order  entered  pursuant  to 
paragraph  (a)  of  this  section  shall  be 
subject  to  review  by  the  Commission  on 
its  own  motion  within  thirty  (30)  days 
after  its  date. 

(c)  An  initial  decision  may  be  made 
eCTective  immediately,  subject  to  review 
by  the  Cmnmission  on  its  own  motion 
within  thirty  (30)  days  after  its  date, 
when: 

(1)  All  parties  stipulate  that  the 
initial  decision  may  be  made  effective 
immediately  and  waive  their  rights  to 
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file  a  petition  for  review,  to  request  oral 
argument,  and  to  seek  Judicial  review; 

'2)  No  unresolved  substantial  issue 
of  fact,  law,  or  discretion  remains  and 
the  record  clearly  warrants  granting  the 
relief  requested;  and 

(3)  The  presiding  offlcer  finds  that  it 
is  In  the  pubhc  interest  to  make  the 
initial  decision  effective  immediately. 

§  2.762      Petition    for   review. 

(a»  Who  may  file.  A  party  may 
within  twenty  (20)  days  after  the  date 
of  an  initial  decision  file  a  petition  for 
review  of  the  Initial  decision  by  the 
Commission,  and  a  brief  in  support  of 
the  petition. 

(b)  Content.  The  petition  for  review 
shall  plainly  and  concisely  state  the 
facts,  and  the  brief  shall  plainly  and 
concisely  state  the  legal  grounds,  on 
which  the  petitioner  bases  his  claim 
that  he  has  been  aggrieved  by  the  de- 
cision of  the  presiding  offlcer,  or  that 
review  is  required  in  the  public  interest, 
and  the  relief  which  the  petitioner  seeks 
by  review.  Ten  (10)  copies  of  the  peti- 
tion and  brief  shall  be  filed. 

(c)  Answer.  Within  ten  (10)  days 
after  the  filing  of  the  petition  and  brief 
a  respondent  may  file  ten  (10)  copies  of 
an  opposing  brief. 

(d)  Granting  of  petition.  The  peti- 
tion for  review  may  be  granted  in  the 
discretion  of  the  Commission,  giving  due 
weight  to  the  existence  of  a  substantial 
question  with  respect  to  such  considera- 
tions as  the  following: 

(1)  A  finding  of  a  material  fact  is 
clearly  erroneous; 

(2)  A  necessary  legal  conclusion  is 
without  governing  precedent  or  is  a  de- 
parture from  or  contrary  to  established 
law; 

( 3 )  A  substantial  and  important  ques- 
tion of  law.  policy  or  discretion  has  been 
raised : 

(4)  The  conduct  of  the  proceeding 
involved  a  prejudicial  procedural  error: 
or 

(5)  Any  other  consideration  which 
the  Commission  may  deem  to  be  In  the 
public  interest. 

(e)  Effect  of  denial.  If  the  Commis- 
mission  denies  the  petition,  the  decision 
of  the  presiding  officer  will  thereupon 
become  the  final  action  of  the  Commis- 
sion. 

(f)  Effect  of  granting  petition.  If 
the  Commission  grants  the  petition,  the 
petitioner  shall  file  exceptions  and  a 
brief  in  support  of  them  within  twenty 
(20)  days  after  service  of  the  order 
granting  the  petition.  Each  psu-ty  may 
file  an  opposing  brief  within  ten  (10) 
days  after  the  service  of  the  exceptions 
and  brief.  Ten  (10)  copies  of  the  ex-  , 
ceptlons  and  brief  and  of  each  opposing 
brief  shall  be  filed. 

(g)  Exceptions.  Each  exception  shall 
relate  only  to  an  important  procedural 
or  substantive  matter  presented  by  the 
record  as  limited  by  the  Commission's 
order  granting  review;  shall  be  sepa- 
rately numbered ;  shall  identify  the  part 
of  the  decision  to  which  objection  is 
made ;  and  shall  specify  precisely  the  por- 
tions of  the  record  relied  upon.  The 
brief  shall  state  the  groimds  of  the  ex- 
ception, including  citation  of  authori- 
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ties.  Any  objection  to  a  ruling,  finding, 
or  conclusion  which  Is  not  made  a  part 
of  the  exceptions  will  be  deemed  to  be 
waived. 

(h»  Reason  for  denying  relief.  The 
failure  of  a  petitioner  to  present  clearly, 
concisely,  and  accurately  whatever  is 
essential  to  a  ready  and  adequate  under- 
standinir  of  his  exceptions  and  argu- 
ments will  be  sufBcient  reason  for  deny- 
ing relief. 

§  2.763      Oral   arKunienl. 

Oral  argument  will  not  be  allowed  on  a 
petition  for  review.  The  Commission 
may  allow  oral  argument  of  an  appeal 
after  granting  a  petition  for  review. 

Pinal  Decision 

§  2.770      Final   ftcciMon. 

(a)  The  Commission  will  ordinarily 
consider  the  whole  record  on  review,  but 
may  limit  the  issues  to  be  reviewed  and 
consider  only  findings  and  conclusions  to 
which  exceptions  have  been  filed. 

(b)  The  Commission  may  adopt, 
modify,  or  set  aside  the  findings,  conclu- 
sions and  order  In  the  Initial  decision, 
and  will  state  the  basis  of  its  action. 
The  final  decision  will  be  in  writing  and 
will  Include: 

(1)  A  statement  of  findings  and  con- 
clusions, with  the  basis  for  them  on  all 
material  issues  of  fact,  law  or  discretion 
presented : 

(2)  All  facts  officially  noticed: 

(3)  The  ruling  on  each  material  ex- 
ception ; 

<4)  The  appropriate  ruling,  order,  or 
denial  of  relief,  with  the  effective  date. 

§  2.771      Petition  for  recon«icleralion. 

(a)  A  petition  for  reconsideration  of  a 
final  decision  may  be  filed  by  a  party 
within  ten  (10)  days  after  the  date  of  the 
decision.  No  petition  may  be  filed  with 
respect  to  an  initial  decision  which  has 
become  final  through  failure  to  file  a 
petition  for  review. 

(b)  The  petition  for  reconsideration 
shall  state  specifically  the  respects  in 
which  the  final  decision  is  claimed  to  be 
erroneous,  the  grounds  of  the  petition, 
and  the  relief  sought.  Within  seven  (7) 
days  after  a  petition  for  reconsideration 
has  been  filed,  any  other  party  may  file 
an  answer  in  opposition  to  or  in  support 
of  the  petition. 

(c)  Neither  the  filing  nor  the  granting 
of  the  petition  shall  stay  the  decision  un- 
less the  Commission  orders  otherwise. 

Ex   PAITK   COMMTTinCATXONS 

§  2.780     Ex  parte  coininunication!«. 

(a)  Neither  (1)  Commissioners,  mem- 
bers of  their  immediate  staffs,  or  other 
.  AEC  officials  and  employees  who  advise 
the  Commissioners  in  the  exercise  of 
their  quasi -Judicial  functions  will  re- 
quest or  entertain  off  the  record  except 
from  each  other,  nor  (2)  any  applicant 
for  or  holder  of  an  AEC  license  or  per- 
mit, or  any  officer,  employee,  representa- 
tive, or  other  person  directly  or  In- 
directly acting  in  behalf  thereof,  shall 
submit  off  the  record  to  Commissioners 
or  such  staff  members,  officials,  and  em- 
ployees, any  evidence,  explanation,  an- 
alysis, or  advice,  whether  written  or 
oral,  regarding  any  substantive  matter 
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at  issue  in  a  proceeding  on  the  record 
then  pending  before  the  AEC  for  the 
issuance,  denial,  amendment,  transfer, 
renewal,  modification,  suspension,  or 
revocation  of  a  license  or  permit.  For 
the  purposes  of  this  section,  the  term 
■  proccedini',  on  the  record  then  pending 
before  the  AEC"  shall  include  any  appli- 
cation or  matter  which  has  been  noticed 
for  hearing  or  concerning  which  a  hear- 
ing has  been  requested  pursuant  to  this 
part. 

( b  I  Copies  of  written  communications 
covered  by  paragraph  (a)  of  this  section 
shall  be  placed  in  the  AEC  public  docu- 
ment room  and  served  by  the  Secretary 
on  the  communicator  and  the  parties  to 
the  proceeding  involved. 

(c>  A  Commissioner,  member  of  his 
immediate  staff,  or  other  AEC  official  or 
employee  advising  the  Commissioners  in 
the  exercise  of  their  quasi-judicial  func- 
tion.s,  to  whom  is  attempted  any  oral 
communication  concerning  any  sub- 
stantive matter  at  issue  in  a  proceeding 
on  the  record  as  described  in  paragraph 
(a>  of  this  section,  will  decline  to  listen 
to  such  communication  and  will  explain 
that  the  matter  is  pending  for  determi- 
nation. If  unsuccessful  in  preventing 
such  communication,  the  recipient  there- 
of will  advise  the  communicator  that  a 
written  summary  of  the  conversation 
will  be  dehvered  to  the  AEC  public  docu- 
ment room  and  a  copy  served  by  the 
Secretary  of  the  Commission  on  the 
communicator  and  the  parties  to  the 
proceeding  involved.  The  recipient  of 
the  oral  communication  thereupon  will 
make  a  fair,  written  summary  of  such 
communication  and  deliver  such  sum- 
mary to  the  AEC  public  document  room 
and  serve  copies  thereof  upon  the  com- 
municator and  the  parties  to  the  pro- 
ceeding Involved. 

(d)  This  section  does  not  apply  to  the 
disposition  of  ex  parte  matters  author- 
ized by  law.  or  to  communications  re- 
quested by  the  Commission  concerning: 

1 1 )  Its  proprietary  functions. 

<2)  General  health  and  safety  prob- 
lems and  responsibilities  of  the  Com- 
mission: or 

(3)  The  status  of  proceedings 

Subpart  H — Rule  Making 

§  2.800      Scope  of  rule  nnaking. 

This  subpart  governs  the  Issuance. 
amendment  and  repeal  of  regulations 
in  which  participation  by  interested  per- 
sons Is  prescribed  under  section  4  of  the 
Administrative  Procedure  Act. 

§  2.801      Initiation  of  rule  making. 

Rule  making  may  be  initiated  by  the 
Commission  at  Its  own  instance,  on  the 
recommendation  of  another  agency  of 
the  United  States,  or  on  the  petition  of 
any  other  interested  person. 

§  2.802      Petition  for  rule  nuking. 

Any  interested  person  may  petition 
the  Commission  to  issue,  amend,  or 
rescind  any  regulation.  The  petition 
shall  state  the  substance  or  text  of  any 
proposed  regulation  or  amendment,  or 
shall  specify  the  regulation  the  rescis- 
sion or  amendment  of  which  is  desired, 
and  shall  state  the  basis  for  the  re- 
quest.   The  Secretary  will  assign  a  doc- 


ket number  to  the  petition,  deposit  a 
copy  in  the  Public  Document  Room,  and 
cause  notice  of  the  filing  of  the  petition 
to  be  published  in  the  Federal  Registe«. 
Publication  will  be  limited  by  the  re- 
quirements of  section  181  of  the  Act 
and  may  bo  limited  by  order  of  the 
Commission. 

v;  2.8U3       Drlerniinalitin  of  petition. 

No  hearing  will  be  held  on  the  peti- 
tion unle.ss  the  Commission  deems  it 
advisable.  If  the  Commission  deter- 
mines that  sufficient  reason  exists,  it  will 
publish  a  notice  of  proposed  rule  making. 
In  any  other  case,  it  will  deny  the  peti- 
tion and  will  notify  the  petitioner  with 
a  simple  statement  of  the  grounds  of 
denial. 

S  2.80  J      Notice  of  proposed  rule  niuking. 

I  a  I  When  the  Commission  proposes 
to  adopt,  amend,  or  repeal  a  regulation 
it  will  cause  to  be  published  In  the 
Federal  Register  a  notice  of  proposed 
rule  making,  unless  all  persons  subject 
to  the  notice  are  named  and  either  are 
personally  served  or  otherwise  have 
actual  notice  in  accordance  with  law. 

1  b  I   The  notice  will  include : 

*  1  >  Either  the  terms  or  substance  of 
the  proposed  rule,  or  a  specification  of 
the  subjects  and  Issues  involved; 

<2>  The  manner  and  time  within 
which  Interested  members  of  the  pub- 
lic may  comment,  and  a  statement  that 
copies  of  comments  may  be  examined 
in  the  Public  Document  Room: 

<3)  The  authority  under  which  the 
regulation  is  proposed; 

(4)  The  time,  place,  and  nature  of  the 
public  hearing,  if  any; 

(5>  If  a  hearing  Is  to  be  held,  desig- 
nation of  the  presiding  officer  and  any 
special  directions  for  the  conduct  of  the 
hearing;  and 

<6)  Such  explanatory  statement  as 
the  Commission  may  consider  appro- 
priate. 

*c)  The  publication  or  service  of  no- 
tice will  be  made  not  less  than  fifteen 
(15)  days  prior  to  the  time  fixed  for 
hearing,  if  any.  unless  the  Commission 
for  good  cause  stated  in  the  notice  pro- 
vides otherwise. 

§  2.805      Participation  by  interested  per- 
sons. 

(a)  The  Commission  will  afford  Inter- 
ested persons  an  opportunity  to  partic- 
ipate in  rule  making  through  the  sub- 
mission of  statements,  information, 
opinions,  and  arguments  in  the  maimer 
stated  in  the  notice.  The  Commission 
may  grant  additional  reasonable  oppor- 
tunity for  the  submission  of  comments. 

(b)  The  Commission  may  hold  infor- 
mal hearings  at  which  interested  per- 
sons may  be  heard,  adopting  procedures 
which  in  its  judgment  will  best  serve 
the  purpose  of  the  hearing. 

§  2.806      (ktmnii.o^ion    action. 

The  Commission  will  incorporate  in 
the  notice  of  adoption  of  a  regulation  a 
concise  general  statement  of  Its  basis 
and  purpose,  and  will  cause  the  notice 
and  regulation  to  be  published  in  the 
PiDCRAL  Register  or  served  upon  af- 
fected persons. 
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%  2.807     Effective  date. 

The  notice  of  adoption  of  a  regulation 
will  specify  the  effective  date.  Publica- 
tion or  service  of  the  notice  and  regula- 
tion, other  than  one  granting  or  recog- 
nizing exemptions  or  relieving  from 
restrictions,  will  be  made  not  less  than 
thirty  (30)  days  prior  to  the  effective 
date  unless  the  Commission  directs 
otherwise  on  good  cause  found  and  pub- 
lished in  the  notice  of  rule  making. 

Availability  of  Official  Records 

v;  2.810      Public     in.^pection,     exceptions. 
reqlle^tK    for    Kithholding. 

\  "a)   Except  as  provided  in  paragraph 

'b)  of  this  section,  all  records  of  a  pro- 
ceeding subject  to  this  part,  and  related 
documents  which  constitute  public  rec- 
*  ords  of  the  Commission  as  defined  In 
Part  9  of  this  chapter,  will  be  made 
available  for  public  inspection  at  the 
Public  Document  Room. 

(b)  A  person  who  proposes  that  a  doc- 
ument or  a  part  be  withheld  in  whole 
or  in  part  from  public  disclosure  shall 
at  the  time  of  filing  it  submit  an  appli- 
cation for  withholding  or  make  timely 
application  thereafter  identifying  the 
document  or  part,  and  stating  reasons 
why  It  should  be  withheld.  He  shall,  as 
far  as  possible,  incorporate  in  a  separate 
paper  any  part  sought  to  be  withheld. 
The  Commission  may  withhold  any  doc- 
ument or  part  from  public  inspection  if 
disclosure  of  its  contents  is  not  required 
in  the  public  interest  and  would  ad- 
versely affect  the  interest  of  a  person 
concerned.  Withholding  from  public 
inspection  shall  not,  however,  affect  the 
right,  if  any.  of  persons  properly  and 
directly  concerned  to  inspect  the  docu- 
ment. If  the  applicant  fails  to  comply 
with  the  requirements  of  this  paragraph, 
the  Commission  will  inform  him  that  it 
intends  to  deny  his  application  unless 
he  complies  with  those  requirements 
within  the  time  stated  in  the  notice. 

(c)  If  a  request  is  denied,  the  Com- 
mission will  notify  an  applicant  of  the 
denial  with  a  statement  of  reasons.  The 
notice  of  denial  will  specify  a  time,  not 
less  than  thirty  (30>  days  after  the  date 
of  the  notice,  when  the  docimient  will 
be  placed  in  the  Public  Document  Room. 
If,  within  the  time  specified  In  the  no- 
tice, the  applicant  requests  withdrawal 
of  his  application,  the  document  will  not 
be  placed  in  the  Public  Document  Room. 

Subpart  I — Special  Procedures  Appli- 
cable to  Adjudicatory  Proceedings 
Involving   Restricted   Data 


f?  2.900      Purpo^e. 

This  subpart  is  issued  pursuant  to  sec- 
tion 181  of  the  Atomic  Energy  Act  of 
1954,  as  amended,  to  provide  such  pro- 
cedures in  proceedings  subject  to  this 
part  as  will  effectively  safeguard  and 
prevent  disclosure  of  Restricted  Data  to 
unauthorized  persons,  with  minimum 
impairment  of  procedural  rights. 

S  2.901      Scope. 

This  subpart  applies  to  all  proceed- 
ings subject  to  this  part. 
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§  2.902     Definitions. 

As  used  in  this  subpart: 

(a)  "Qovemment  agency"  means  any 
executive  department,  commission,  in- 
dependent establishment,  corporation, 
wholly  or  partly  owned  by  the  United 
States  of  America,  which  is  an  instru- 
mentality of  the  United  States,  or  any 
board,  bureau,  division,  service,  office, 
officer,  authority,  administration,  or 
other  establishment  in  the  executive 
branch  of  the  Government. 

(b)  "Interested  party"  means  a  party 
having  an  interest  in  the  issue  or  issues 
to  which  particular  Restricted  Data  is 
relevant.  Normally  the  interest  of  a 
party  in  an  issue  may  be  deteimined  by 
examination  of  the  notice  of  hearing. 
the  answers  and  replies. 

(c)  The  phrase  "introduced  Into  a 
proceeding"  refers  to  the  introduction  or 
incorporation  of  testimony  or  documen- 
tary matter  into  any  part  of  the  official 
record  of  a  proceeding  subject  to  this 
part. 

§  2.903      Protection  of  Rentricled   Dalu. 

Nothing  in  this  subpart  shall  relieve 
any  person  from  safeguarding  liestricted 
Data  in  accordance  with  the  applicable 
provisions  of  laws  of  the  United  States 
and  rules,  regulations  or  orders  of  any 
Government  Agency. 

§  2.904      Classification   iis>iAtunce. 

On  request  of  any  party  to  a  proceed- 
ing or  of  the  presiding  officer,  the  Com- 
mission will  designate  a  representative  to 
advise  and  assist  the  presiding  officer  and 
the  parties  with  respect  to  security  classi- 
fication of  information  and  the  safe- 
guards to  be  observed. 

§  2.905      Access    to    RcKlricted    Dal  a    for 
parties:  se<-urity  clearances. 

(a)  Access  to  Restricted  Data  intro- 
duced into  proceedings.  (1)  Restricted 
Data  which  is  within  a  category  specified 
in  Appendix  A,  Part  25  of  this  chapter, 
and  which  is  introduced  into  a  proceeding 
subject  to  this  part,  will  be  made  avail- 
able to  any  party  to  the  proceeding,  to 
counsel  and  to  such  other  individuals  as 
a  party  intends  to  use  in  connection  with 
the  preparation  and  presentation  of  his 
case,  provided  that  each  such  person  has 
the  required  security  clearance. 

(2)  Other  Restricted  Data  introduced 
into  a  proceeding  subject  to  this  part  will 
be  made  available  to  any  interested  party 
having  the  required  security  clearance; 
to  counsel  for  an  interested  party  pro- 
vided the  counsel  has  the  required  se- 
curity clearance;  and  to  such  additional 
persons  having  the  required  security 
clearance  as  the  Commission  or  the  pre- 
siding officer  determines  are  needed  by 
such  party  for  adequate  preparation  or 
presentation  of  his  case.  Where  the  in- 
terest of  such  party  will  not  be  preju- 
diced, the  Commission  or  presiding  officer 
may  postpone  action  upon  an  application 
for  access  tmder  this  subparagraph  until 
after  a  notice  of  hearing,  answers  and 
replies  have  been  filed. 

(3)  Any  party  desiring  access  to  Re- 
stricted Data  introduced  into  the  record 
of  a  proceeding  subject   to  this  part 
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should  file  an  application  for  order 
granting  access  pursuant  to  this  section. 

(b)  Access  to  Restricted  Data  not  in- 
troduced into  proceedings.  ( 1 )  On  appli- 
cation showing  that  access  to  Aestricted 
Data  may  be  required  for  the  preparation 
of  a  party's  case,  and  except  as  provided 
in  paragraph  (h)  of  this  section,  the 
Commission  or  the  presiding  c^cer  will 
issue  an  order  granting  access  to  such 
Restricted  Data  to  the  party  upon  his 
obtaining  the  required  security  clearance, 
to  counsel  for  the  party  upon  their  ob- 
taining the  required  security  clearance. 
and  to  such  other  individuals  as  may  be 
needed  by  the  party  for  the  preparation 
and  presentation  of  his  case  upon  their 
obtaining  the  required  clearance. 

(2)  Where  the  interest  of  the  party 
applying  for  access  will  not  be  prejudiced, 
the  Commission  or  presiding  officer  may 
postpone  action  on  an  application  pur- 
suant to  this  paragraph  until  after  a 
notice  of  hearing,  answers  and  replies 
have  been  filed. 

( c »  The  Commission  will  consider  re- 
quests for  appropriate  security  clear- 
ances in  reasonable  numbers  pursuant  to 
this  section.  A  reasonable  charge  will 
be  made  by  the  Commission  for  costs  of 
security  clearance  pursuant  to  this 
Section. 

(d)  The  presiding  officer  may  certify 
to  the  Commission  for  its  consideration 
and  determination  any  questions  relat- 
ing to  access  to  Restricted  Data  arising 
under  this  section.  Any  party  affected 
by  a  determination  or  order  of  the  pre- 
siding officer  under  this  section  may 
appeal  forthwith  to  the  Commission 
from  the  determination  or  order.  The 
filing  by  the  regulatory  staff  of  an  ap- 
peal from  an  order  of  a  presiding  officer 
granting  access  to  Restricted  Data  shall 
stay  the  order  pending  determination  of 
the  appeal  by  the  Commission. 

(e)  An  application  under  this  section 
for  orders  granting  access  to  Restricted 
Data  within  a  category  specified  in  Ap- 
pendix A,  Part  25  of  this  chapter,  will 
normally  be  acted  uiK>n  by  the  presiding 
officer,  or  if  a  proceeding  is  not  before 
a  presiding  officer,  by  the  Commission. 
An  application  for  an  order  granting  ac- 
cess to  Restricted  Data  which  is  not 
within  such  a  category  will  be  acted 
upon  by  the  Commission. 

(f »  To  the  extent  practicable,  an  ap- 
plication for  an  order  granting  access 
under  this  section  shall  describe  the  sub- 
jects of  Restricted  Data  to  which  access 
is  desired  and  the  level  of  classification 
(confidential,  secret  or  other)  of  the  in- 
formation ;  the  reasons  why  access  to  the 
infoi-mation  is  requested;  the  names  of 
individuals  for  whom  clearances  are 
requested;  and  the  reasons  why  security 
clearances  are  being  requested  for  those 
individuals. 

( g)  On  the  conclusion  of  a  proceeding, 
the  Commission  will  terminate  all  orders 
issued  in  the  proceeding  for  access  to 
Restricted  Data  and  all  security  clear- 
ances granted  pursuant  to  them;  and 
may  issue  such  orders  requiring  the  dis- 
posal of  classified  matter  received  pur- 
suant to  them  or  requiring  the  observ- 
ance of  other  procedures  to  safeguard 


390 


RULES  AND  RCGUIATIONS 


Saturday,  January  13,  1962 


FCOBGU.  REGISTER 


390' 

such  daasifled  mutter  as  It  deems  neces- 
sary to  protect  Reatrlcted  Data. 

(h)  The  OommlMlon  may  refuse  to 
grant  access  to  Restricted  Data  which  is 
not  within  a  category  specified  In  Ap- 
pendix A  to  Part  25  of  this  chapter  on 
a  determination  that  the  granting  of  ac- 
cess will  be  Inimical  to  the  common  de- 
fense and  security. 

§  2.906      OUiipition   of   partie«    to    avoid 
introduction  of  Refltrirtcd  Data. 

It  is  the  obligation  of  all  parties  in  a 
proceeding  subject  to  this  part  to  avoid. 
where  practicable,  the  introduction  of 
Restricted  Data  Into  the  proceeding. 
This  obligation  rests  on  each  party 
whether  or  not  all  other  parties  have 
the  required  security  clearance. 

§  2.907      Notice    of    intent    to    introduce 
Restricted  Data. 

(a)  If.  at  the  time  of  publication  of  a 
notice  of  hearing,  it  appears  to  the 
regulatory  staff  that  it  will  be  imprac- 
ticable for  it  to  avoid  the  introduction 
of  Restricted  Data  Into  the  proceeding, 
it  will  file  a  notice  of  intent  to  intro- 
duce Restricted  Data. 

(b)  If.  at  the  time  of  filing  of  an  an- 
swer to  the  notice  of  hearing  it  appears 
to  the  party  filing  that  it  will  be  imprac- 
ticable for  the  party  to  avoid  the  intro- 
duction of  Restricted  Data  into  the 
proceeding,  the  party  shall  state  In  the 
answer  a  notice  of  Intent  to  Introduce 
Restricted  Data  into  the  proceeding. 

(c)  If.  at  any  later  stage  of  a  pro- 
ceeding. It  appears  to  any  party  that  it 
will  be  Impracticable  to  avoid  the  intro- 
duction of  Restricted  Data  into  the  pro- 
ceedln^r,  the  party  shall  give  to  the  other 
parties  prompt  written  notice  of  intent 
to  Introduce  Restricted  Data  into  the 
proceeding. 

(d)  Restricted  Data  shall  not  be  intro- 
duced Into  a  proceeding  after  publica- 
tion of  a  notice  of  hearing  unless  a  notice 
of  Intent  has  been  filed  In  accordance 
with  9  2.908.  except  as  permitted  in  the 
discretion  of  the  presiding  officer  when 
It  Is  clear  that  no  party  or  the  public 
Interest  will  be  prejudiced. 

§  2.908     Contenu  of  notice  of  intent  to 
introduce  Restricted  Data. 

(a)  A  party  who  Intends  to  introduce 
Restricted  Data  shall  file  a  notice  of  in- 
tent with  the  Secretary.  The  notice 
shall  be  unclassified  and,  to  the  extent 
consistent  with  classification  reqmre- 
ments.  shall  Include  the  following: 

(1)  The  subject  matter  of  the  Re- 
stricted Data  which  it  is  anticipated  will 
be  Involved; 

(2)  The  highest  level  of  classification 
of  the  information  (confidential,  secret, 
or  other) ; 

(3)  The  stage  of  the  proceeding  at 
which  he  anticipates  a  need  to  introduce 
the  information,-  and 

(4>  The  relevance  and  materiality  of 
the  Information  to  the  Issues  on  the 
proceeding. 

(b)  In  the  discretion  of  the  presiding 
officer,  such  notice,  when  required  by 
i2J07(c>,  may  be  given  orally  on  the 
reconL 
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§  2.909    *  Rearrangement  or  •uspen<tion  of 
proceedings. 

In  any  proceeding  subject  to  this  part 
where  a  party  gives  a  notice  of  intent 
to  Introduce  Restricted  Data,  and  the 
pre&idhig  officer  determines  that  any 
other  interested  party  does  not  have  re- 
qiiired  security  clearances,  the  presiding 
officer  may  in  his  discretion: 

(a)  Rearrange  the  normal  order  of  the 
proceeding  in  a  manner  which  gives  such 
interested  parties  an  opportunity  to  ob- 
tain required  security  clearances  with 
minimum  delay  in  the  conduct  of  the 
proceeding. 

(b)  Suspend  the  proceeding  or  any 
portion  of  it  until  all  interested  parties 
have  had  opportunity  to  obtain  required 
security  clearances.  No  proceeding  shall 
be  suspended  for  such  reasons  for  more 
than  100  days  except  with  the  consent  of 
all  parties  or  on  a  determination  by  the 
presiding  officer  that  further  suspension 
of  the  proceeding  would  not  be  contrary 
to  the  public  interest. 

( c »  Take  such  other  action  as  he  deter- 
mines to  be  in  the  best  Interest  of  all 
parties  and  the  public. 
§  2.910     l'nrla««ified  statements  required. 

(a)  Whenever  Restricted  Data  is 
offered  in  evidence  in  a  proceeding,  the 
party  ofTering  it  shall  submit  to  the  pre- 
siding officer  and  to  all  parties  to  the 
proceeding  an  unclassified  statement 
setting  forth  the  information  in  the 
classified  matter  as  accurately  and  com- 
pletely as  possible. 

(b)  In  accordance  with  such  proce- 
dures as  may  be  agreed  upon  by  the 
parties  or  prescribed  by  the  presiding 
officer,  and  after  notice  to  all  parties 
and  opportunity  to  be  heard  thereon,  the 
presiding  officer  shall  determine  whether 
the  unclassified  statement  or  any  por- 
tion of  it.  together  with  any  appropriate 
modifications  suggested  by  any  party. 
may  be  substituted  for  the  classified 
matter  or  any  portion  of  it  without  prej- 
udice to  the  interest  of  any  party  or  to 
the  public  interest. 

(c)  If  the  presiding  officer  determines 
that  the  unclassified  statement,  together 
with  such  unclassified  modifications  as 
he  finds  are  necessary  or  appropriate  to 
protect  the  interest  of  other  parties  and 
the  public  interest,  adequately  sets  forth 
information  in  the  classified  matter 
which  Is  relevant  and  material  to  the 
issues  In  the  proceeding,  he  shall  direct 
that  the  classified  matter  be  excluded 
from  the  record  of  the  proceeding.  His 
determination  will  be  considered  by  the 
Commission  as  a  part  of  the  decision  in 
the  event  of  review. 

(d)  If  the  presiding  officer  determines 
that  an  unclassified  statement  does  not 
adequately  present  the  information  con- 
tained in  the  classified  matter  which 
Is  relevant  and  material  to  the  Issues  in 
the  proceeding,  he  shall  include  his  rea- 
sons m  his  determination.  This  determi- 
nation shall  be  Included  as  part  of  the 
record  and  will  be  considered  by  the 
Commission  in  the  event  of  review  of  the 
determination. 

(e)  The  presiding  officer  may  postpone 
all  or  pcut  of  the  procedures  established 


in  this  section  until  the  reception  of  all 
other  evidence  has  been  completed. 
Service  of  the  unclassified  statement  re- 
quired in  paragraph  (a)  of  this  section 
shall  not  be  postponed  if  any  party  does 
not  have  access  to  Restricted  Data. 

§  2.91 1      Admissibililr  of  Restricted  Data. 

A  presiding  officer  shall  not  receive 
any  Restricted  Data  in  evidence  unless: 

ia>  The  relevance  and  materiality  of 
the  Restricted  Data  to  the  issues  in  the 
proceeding,  and  its  competence,  are 
clearly  established;  and 

(b)  The  exclusion  of  the  Restricted 
Data  would  prejudice  the  interests  of  a 
party  or  the  public  interest. 

§  2.912      Weight  to  be  attarhed  to  rla.«>i- 
fied   evidence. 

In  considering  the  weight  and  effect  of 
any  Restricted  Data  received  in  evidence 
to  which  an  interested  party  has  not  had 
opportunity  to  receive  access,  the  presid- 
ing officer  and  the  Conunission  shall  give 
to  such  evidence  such  weight  as  is  ap- 
propriate under  the  circumstances,  tak- 
ing into  consideration  any  lack  of 
opportunity  to  rebut  or  impeach  the 
evidence. 

§  2.913      Review    of    Restricted    Data    re- 
ceived in   evidence. 

At  the  close  of  the  reception  of  evi- 
dence, the  presiding  officer  shall  review 
the  record  and  shall  direct  that  any  Re- 
stricted Data  be  expunged  from  the  rec- 
ord where  such  expunction  would  not 
prejudice  the  Interests  of  a  party  or  the 
public  interest.  Such  directions  by  the 
presiding  officer  will  be  considered  by 
the  Commission  in  the  event  of  review  of 
the  determinations  of  the  presiding 
officer. 

§  2.9 1  i      Access    under    Part    23   of    this 
chapter   not   affected. 

Nothing  in  this  subpart  or  any  order 
issued  in  a  proceeding  pursuant  to  the 
regulations  in  this  subpart  shall  be 
deemed  to  abridge  access  to  Restricted 
Data  to  which  any  person  may  be  en- 
titled under  the  regulations  in  Part  25 
of  this  chapter. 

[P.R.    Doc.    62-363:     Piled.    Jan.    12.     1962; 
8:45  ajn.] 


Title  5— ADMINISTRATIVE 
PERSONNa 

Chapter  I — Civil  Service  Commission 

PART  4— POLITICAL  ACTIVITY 
Investigation  and  Waiver  of  Hearing 

Paragraph  (b)  of  5  4  201  and  5  4.206 
of  Subpart  A  are  amended  as  set  out 
below. 

§  4.201      Invesitigatiun. 

•  •  •  •  • 

(b)  During  the  course  of  the  investi- 
gation, the  employee  shall  be  afforded 
an  opportunity  to  make  a  statement 
concerning  the  substance  of  the  political 
activity   disclosed   by   the   Investigation 
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and  to  furnish  the  names  of  witnesses  he 
wishes  to  have  interviewed. 

§  1.206      Waiver  of  hearing. 

If  the  employee  waives  a  hearing  and 
the  General  Counsel  agrees  to  such 
waiver,  the  case  shall  be  submitted,  on 
the  record,  to  the  Commission. 

(KS  1753.  sec.  2.  22  SUt.  403,  as  amended; 
^  use  631.  633:  E.O.  10577,  10  PH.  752l" 
3  CFR   1954  Supp  ) 

United  States  Civil  Skrv- 
icE  Commission, 
I  SEAL  I       Mart  V.  Wenzel. 

Executive  Assistant  to 
the  Commissioners. 

|FR     Doc     62-419;     Piled,    Jan.     12,    1962; 
8:48  a.m.| 
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PART  6— EXCEPTIONS   FROM  THE 
COMPETITIVE  SERVICE 

Department  of  Health,  Educotion,  oitd 
Welfare  | 

Effective  upon  publication  in  the  Fed- 
eral Register,  paragraph  (d)  (3)  of 
§  6.114  is  amended  as  set  out  below. 

§  6J14      Department    of   Health,   Educa- 
w(  lion,   and  Welfare. 

•  •  •  •  • 

id»    Social   Security   Administration. 

•    •    • 

<3)  Not  to  exceed  100  positions  directly 
concerned  with  programs  conducted  by 
the  Department  in  connection  with  the 
problems  of  Cuban  refugees:  Provided, 
That  employment  under  this  authority 
shall  be  temporary  and  no  emplosmnent 
shall  be  made  under  it  after  June  30, 
1963.  . 

lR.S    1753.  sec    2.  22  Stat    403,  as  amended; 
5  use    631.  633) 

United  States  Civil  Serv- 
ice Commission, 
I  SEAL]       Mart  V.  Wenzel, 

Executive  Assistant  to 
the  Commissioners. 

\FH     Doc.    62-418:     Piled.    Jan.     12,    1962; 
8:48  am. I 
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Title  7— AGRICULTURE 

Chapter  IX — Agricultural  Marketing 
Service  (Marketing  Agreements  and 
Orders),  Department  of  Agriculture 

(Navel  Orange  Reg.  2| 

PART  907— NAVEL  ORANGES 
GROWN  IN  ARIZONA  AND  DESIG- 
NATED PART  OF  CALIFORNIA 

Limitation  of  Handling 

§  907.302      Navel  Orange  Regulation  2. 

(a)  FiTidings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  907.  as  amended  (7  CFR  Part 
907).  regulating  the  handling  of  navel 
oranges  grown  In  Arizona  and  designated 
part  of  California,  effective  under  the 
applicable  provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended  (7  U.S.C.  601-674),  and  upon 
the  basis  of  the  reconmiendations  and 
information  submitted  by  the  Navel 
No  9 3  I 


Orange  Administrative  Committee,  es- 
tablished under  the  said  amended 
marketing  agreement  and  order,  and 
upon  other  available  Information,  it 
is  hereby  found  that  the  limitation 
of  handling  of  such  navel  oranges,  as 
hereinafter  provided,  will  tend  to  effec- 
tuate the  declared  policy  of  the  act  by 
tending  to  establish  and  maintain  such 
orderly  marketing  conditions  for  such 
oranges  as  will  provide,  in  the  interests 
of  producers  and  consumers,  an  orderly 
flow  of  the  supply  thereof  to  market 
throughout  the  normal  marketing  season 
to  avoid  unreasonable  fluctuations  in 
supplies  and  prices,  and  is  net  for  the 
purpose  of  maintaining  prices  to  farm- 
ers above  the  level  which  it  is  declared 
to  be  the  policy  of  Congress  to  establish 
under  the  act 

(2)  It  is  hereby  further  found  that 
it  is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  no- 
tice, engage  in  public  rule-making  proce- 
dure, and  postpone  the  effective  date  of 
this  section  until  30  days  after  publica- 
tion hereof  in  the  Federal  Register  (5 
U.S.C.  1001-1011)   because  the  time  in- 
tervening between  the  date  when  infor- 
mation upon  which  this  section  Is  based 
became  available  and  the  time  when  this 
section  must  become  effective  in  order 
to  effecMiate  the  declared  policy  of  the 
act  is  insufflcient.  and  a  reasonable  time 
is  permitted,  under  the  circumstances, 
for  preparation  for  such  effective  time; 
and  good  cause  exists  for  making  the 
provisions  hereof  effective  as  hereinafter 
set  forth.    The  committee  held  an  open 
meeting  during  the  current  week,  after 
giving  due  notice   thereof,  to  consider 
supply  and  market  conditions  for  navel 
oranges  and  the  need  for  regulation ;  in- 
terested persons  were  afforded  an  opjwr- 
tunity  to  submit  information  and  views 
at   this  meeting;   the  recommendation 
and  supporting  information  for  regula- 
tion during  the  period  specified  herein 
were  promptly  submitted  to  the  Depart- 
ment after  such  meeting  was  held;  the 
provisions  of  this  section,  including  its 
effective   time,   are   identical   with   the 
aforesaid  recommendation  of  the  com- 
mittee, and  information  concerning  such 
provisions  and  effective  time  has  been 
disseminated  among  handlers  of  such 
navel  oranges;  it  is  necessary,  in  order 
to  effectuate  the  declared  policy  of  the 
act,  to  make  this  section  effective  during 
the  period  herein  specified;   and  com- 
pliance with  this  section  will  not  require 
any  special  preparation  on  the  part  of 
persons  subject  hereto  which  cannot  be 
completed  on  or  before  the  effective  date 
hereof.     Such  committee  meeting  was 
held  on  January  11.  1962. 

(b)  Order.  (1)  The  respective  quan- 
tities of  navel  oranges  grown  in  Arizona 
and  designated  part  of  California  which 
may  be  haixlled  during  the  period  be- 
ginning at  12:01  ajn.,  P.s.t.,  January  14, 
1962.  and  ending  at  12:01  ajn..  P.s.t.. 
JaniuuT  21,  1962.  are  hereby  fixed  as 
follows: 

(i)  District  1:  300.000  cartons; 
(ii)  District  2.  300,000  cartons; 
(ill)  District  3:  unlimited  movement; 
(iv)  District  4:  unlimited  movement. 
(2)  As  used  in  this  section,  "handled," 
•District  1,"  "District  2."  'District  3." 
•District  4,"  and  "carton"  have  the  same 
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meaning  as  when  used  in  said  amended 
marketing  agreement  and  order. 

(Sec«.  1-19,  48  Stat.  31,  as  amended;  7  U.S.C. 
601-r?4) 

Dated:  January  12,  1962. 

Paul  A.  Nicholson, 
Deputy  Director,  Fruit  and  Veg- 
etable  Division,    Agricultural 
Marketing  Service. 

|F.R.     Doc.     62-493;     Filed.    Jan.     12,     1962- 
11:21  a.m.) 


I  Grapefruit  Reg.  1 J 

PART  909— GRAPEFRUIT  GROWN  IN 
ARIZONA;  IN  IMPERIAL  COUNTY, 
CALIF.,  AND  IN  THAT  PART  OF 
RIVERSIDE  COUNTY,  CAUF.,  SITU- 
ATED SOUTH  AND  EAST  OF  WHITE 
WATER,  CALIF. 

Limitation  of  Shipments 

§  909.301      Grapefruit  Regulation  I. 

ta)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  909.  as  amended  (7  cm  Part 
909).  regulating  the  handling  of  grape- 
fruit grown  in  the  State  of  Arizcma;  in 
Imperial  Coimty,  California;  and  in  that 
part  of  Riverside  County.  California,  sit- 
uated south  and  east  of  White  Water. 
California,  effective  under  the  amilicable 
provisions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended  (7 
U.S.C.  601-674).  and  upon  the  basis  of 
the  recommendations  of  the  AdminisT 
trative  Committee  (established  under 
the  aforesaid  amended  marketing  agree- 
ment and  order) .  and  upon  other  avail- 
able information,  it  is  hereby  found  that 
the  limitation  of  shipments  of  grzpe- 
fruit,  as  hereinafter  iM-ovided,  will  tend 
to  effectuate  the  declared  policy  of  the 
act. 

<2)   It  is  hereby  further  found  that 
it  is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure. 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Reciste>  (5  U.S.C. 
1001-1011)  because  the  time  intervening 
between  the  date  when  information  upon 
which  this  section  is  based  became  avail- 
able and  the  time  when  this  section  must 
become  effective  in  order  to  effectuate 
the  declared  policy  of  the  act  is  insuflS- 
cient,    and   a   reasonable   time   is   per- 
mitted,   under    the    circumstances,    for 
preparation  for  such  effective  date.    The 
Administrative  Committee  held  an  open 
meeting  on  January  4.  1962,  to  consider 
recommendations  for  a  regulation,  after 
giving  due  notice  of  such  meeting,  and 
interested  pers<ms  were  aff(M-ded  an  op- 
portunity to  submit  their  views  at  this 
meeting;  the  recommendation  and  sup- 
porting information  for  regulation  dur- 
ing   the    period   specified   herem   were 
promptly  submitted  to  the  Department 
after  such  open  meeting ;  necessary  sup- 
plemental economic  and  statistical  in- 
formation upon  which  this  recommended 
regulation  is  based  were  received  by  the 
Fruit  Branch  (m  January  9. 1982;  Infor- 
mation regarding  the  proviskHis  of  the 
regulation  recommended  by  the  oommit- 
tee  has  been  disseminated  to  shippers  of 
grapefruit,  grown  as  aforesaid,  and  this 


392 

section.  Including  the  ^ectlve  time 
thereof.  Is  identical  with  the  recommen- 
dation of  the  committee;  it  is  necessary. 
in  order  to  effectuate  the  declared  policy 
of  the  act.  to  make  this  section  effective 
on  the  date  hereinafter  set  forth  so  as 
to  provide  for  the  continued  regulation 
of  the  handling  of  grapefniit;  and  com- 
pliance with  this  section  will  not  re- 
quire any  special  preparation  on  the  part 
of  persons  subject  thereto  which  can- 
not be  completed  on  or  before  the  effec- 
tive date  hereof. 

(b)  Order.  (1)  During  the  period 
beginning  at  12:01  ajn..  P.s.t..  January 
14.  1962,  and  ending  at  12:01  a.m..  P.s.t.. 
February  11.  1962.  no  handler  shall 
handle: 

(1)  Prom  the  State  of  California  or 
the  State  of  Arizona  to  any  point  out- 
side thereof  any  grapef  rtiit  of  any  variety 
grown  in  the  State  of  Arizona;  in  Im- 
perial County.  California:  or  in  that  part 
of  Riverside  County.  California,  situated 
south  and  east  of  White  Water.  Cali- 
fornia, unless  (a)  such  grapefruit  grade 
at  least  U.S.  No.  2:  Provided.  That  In- 
cluded in  the  tolerances  for  defects  per- 
mitted by  such  grade  not  more  than  5 
percent,  by  count,  shall  be  allowed  for 
grapefruit  having  peel  more  than  one 
inch  In  thickness  at  the  stem  end.  meas- 
ured from  the  flesh  to  the  highest  point 
of  the  peel,  and  (b)  not  less  than  50 
percent,  by  count,  of  such  grapefruit  in 
any  lot.  and  not  less  than  40  percent, 
by  count,  of  such  grapefruit  in  any  In- 
dividual container  In  such  lot  are  well 
formed ;  or    , 

(11)  Prom  the  State  of  California  or 
the  State  of  Arizona  to  any  point  out- 
side thereof  in  the  United  States,  any 
grapefruit,  grown  as  aforesaid,  which 
measure  less  than  3i'/ir,  Inches  in  diame- 
ter, except  that  a  tolerance  of  5  percent, 
by  count,  of  grapefruit  smaller  than  the 
foregoing  minimum  size  shall  be  per- 
mitted which  tolerance  shall  be  applied 
in  accordance  with  the  provisions  for  the 
application  of  tolerance,  specified  in  the 
revised  United  States  Standards  for 
Grapefruit  (California  and  Arizona),  7 
CFR  51.925-51.955:  Provided,  That,  in 
determining  the  percentage  of  grape- 
fruit in  any  lot  which  are  smaller  than 
3>>^a  inches  in  diameter,  such  percentage 
shall  be  bcued  only  on  the  grapefruit  in 
such  lot  which  are  of  a  size  4%i«  Inches 
in  diameter  and  smaller. 

(2)  As  used  herein,  "handler."  "vari- 
ety." "grapefruit."  and  "handle"  shall 
have  the  same  meaning  as  when  used 
in  said  amended  marketing  agreement 
and  order;  the  terms  "U.S.  No.  2"  axul 
"well  formed"  shall  each  have  the  same 
meaning  as  when  used  in  the  aforesaid 
revised  United  States  Standards  for 
Orapefnilt;  and  "diameter"  shall  mean 
the  greatest  dimension  measured  at  right 
angles  to  a  line  from  the  stem  to  blossom 
end  of  the  fruit. 

(Sees.  1-19.  48  Stot.  31.  aa  amended:  7  U  S  C. 
601-674) 

Dated:  January  10,  1962. 

PAm.  A.  Nicholson, 
Deputy     Director,     Fruit     and 
Vegetable  Diniaion,  Agricul- 
tural Marketing  Service. 

|P.R.    Doc    63-429:     FUed.    Jan.    12,     1962; 
8:40  ajn.l 


RULES  AND  REGULATIONS 

(Lemon  Reg.  2) 

PART  910— LEMONS  GROWN  IN 
CALIFORNIA  AND  ARIZONA 

Limitation  of  Handling 
§  910.302      Lemon  ReffuUtion  2. 

(a)  FindiTigs.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  910.  as  amended  (7  CFR  Part 
910),  regulating  the  h^indling  of  lemons 
grown  in  California  and  Arizona,  effec- 
tive under  the  applicable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended  (7  U  S.C.  601- 
674 ».  and  upon  the  basis  of  the  recom- 
mendation and  information  submitted  by 
the  Lemon  Administrative  Committee, 
established  under  the  said  amended  mar- 
keting agreement  and  order,  and  upon 
other  available  information,  it  is  hereby 
found  that  the  limitation  of  handling  of 
such  lemons  as  hereinafter  provided  will 
tend  to  effectuate  the  declared  policy  of 
the  act. 

<2)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  imtil  30  days  after  publication 
hereof  In  the  Federal  Register  (5  U.SC. 
1001-1011  )t  because  the  time  Intervening 
between  the  date  when  Information  upon 
which  this  section  is  based  became  avail- 
able and  the  time  when  this  section 
must  become  effective  In  order  to  ef- 
fectuate the  declared  policy  of  the  act 
is  InsufBcient.  and  a  reasonable  time 
is  permitted,  under  the  circumstances, 
for  preparation  for  such  effective  time; 
and  good  cause  exists  for  making  the 
provisions  hereof  effective  as  hereinafter 
set  forth.  The  committee  held  an  open 
meeting  during  the  current  week,  after 
giving  due  notice  thereof,  to  consider 
supply  and  market  conditions  for  lemons 
and  the  need  for  regulation;  Interested 
persons  were  afforded  an  opportunity  to 
submit  information  and  views  at  this 
meeting;  the  recommendation  and  sup- 
porting information  for  regulation  dur- 
ing the  period  specified  herein  were 
promptly  submitted  to  the  Department 
after  such  meeting  was  held;  the  pro- 
visions of  this  section.  Including  its  effec- 
tive time,  are  Identical  with  the  afore- 
said recommendation  of  the  committee, 
and  information  concerning  such  pro- 
visions and  effective  time  has  been  dis- 
seminated among  handlers  of  such 
lemons;  it  is  necessary.  In  order  to  effec- 
tuate the  declared  policy  of  the  act,  to 
make  this  section  effective  during  the 
period  herein  specified;  and  compliance 
with  this  section  will  not  require  any 
special  preparation  on  the  part  of  per- 
sons subject  hereto. which  cannot  be 
completed  on  or  before  the  effective  date 
hereof.  Such  committee  meeting  was 
held  on  January  9.  1962. 

(b)  Order.  ( 1 )  The  respective  quanti- 
ties of  lemons  grown  in  California  and 
Arizona  which  may  be  handled  during 
the  period  beginning  at  12:01  a.m..  P.s.t.. 
January  14,  1962,  and  ending  at  12:01 
a.m.,  P.s.t..  January  21,  1962.  are  hereby 
fixed  as  follows: 

(1)  District  1:  18.600  cartons: 

(U )  EMstrlct  2 :  148.800  cartons ; 


(ill)   District  3:  unlimited  movement. 

(2)  As  used  In  this  section,  "handled," 
"District  1,"  "District  2."  "District  3," 
and  "carton"  have  the  same  meaning  as 
when  used  in  the  said  amended  market- 
ing agreement  and  order. 

(Seca.  1-19.  48  Stat   31.  as  amended;  7  U.SC. 
601-674) 

Dated:  January  11.  1962. 

Paul  A.  Nicholson, 
Deputy  Director.  Fruit  and  Veg- 
etable   Division,    Agricultural 
Marketing  Service. 

|PR     Doc      62-452:     Piled.    Jan.     12.    1962; 
8:49  a.m.) 


Title  12— BANKS  AND  BANKING 

Chapter  II — Federal  Reserve  System 

SUBCHAPTER  A — BOARD  OF  GOVERNORS  Of 
THE   FEDERAL   RESERVE   SYSTEM 

(Reg    Q] 

PART   217— PAYMENT   OF   INTEREST 
ON  DEPOSITS 

Conversion  of  6-months  Time  Cer- 
tificate of  Deposit  Into  12-Months 
Certificate 

§  217.123  Conversion  of  6-months  time 
certificate  of  deposit  into  I2-monthB 
certificate. 

(a)  The  Board  of  Governors  has  been 
requested  to  give  Its  opinion  on  the  ques- 
tion whether,  under  the  current  Sup- 
plement to  the  Board's  Regulation  Q.  a 
6-months  certificate  of  deposit  may  be 
converted  to  a  12-months  certificate 
bearing  Interest  at  the  new  maximum 
rate  of  4  percent. 

(b)  In  1951,  the  Board  took  the  position 
that  where  a  time  deposit  subject  to 
withdrawal  upon  30  days'  notice  and 
bearing  interest  at  1  percent  was 
amended  so  as  to  provide  for  90  days' 
notice  of  withdrawal  and  Interest  at  IV4 
percent,  such  action  did  not  constitute 
payment  before  maturity  In  violation  of 
Regulation  Q.  since  the  amendment 
made  the  deposit  subject  to  more  severe 
restriction  as  to  wlthdrawed  and  did  not 
result  in  payment  to  the  depositor.  (12 
CFR  217.102)  Similarly,  conversion  of  an 
outstanding  6-months  certificate,  prior 
to  its  maturity,  to  a  12-months  certifi- 
cate would  not  constitute  payment  be- 
fore maturity,  since  it  would  not  cause 
the  bank  to  pay  out  any  funds  to  the 
depositor  before  the  maturity  date  fixed 
by  the  original  certificate.  Consequently, 
as  far  as  payment  before  maturity  is 
concerned  and  without  regard  to  maxi- 
mum rate  of  Interest,  an  outstanding 
certificate  may  be  aunended  to  extend  Its 
maturity  either  to  a  date  12  months 
after  its  original  issue  date  or  12  months 
after  the  date  of  the  amendment,  or  the 
same  results  may  be  accomplished  by  ex- 
change of  the  outstanding  certificate  for 
a  new  certificate  maturing  either  12 
months  after  the  Issue  date  of  the  orig- 
inal certificate  or  12  months  after  the 
date  of  such  exchange.  However,  the 
payment  of  the  maximum  rate  of  4  per- 
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cent  in  any  such  case  presents  a  dif- 
ferent question. 

(c)  In  the  1951  case  above  mentioned, 
the  more  restrictive  withdrawal  provlston 
became  effective  at  the  time  of  the 
amendment,  and  the  Board  therefore 
held  that  the  higher  maximum  rate 
applicable  to  the  more  restrictive  with- 
drawal provision  could  be  paid  on  the 
deposit  after  the  date  of  such  amend- 
ment. Applying  the  same  principle  to 
the  conversion  of  a  certificate  with  a 
specified  maturity  to  one  to  which  a 
higher  maximum  rate  Is  applicable,  the 
condition  precedent  to  payment  of  the 
higher  rate  will  exist  only  if  the  amended 
or  new  certificate  will  have  a  maturity 
to  which  such  higher  rate  Is  applicable, 
computed  from  the  date  of  such  con- 
version. Accordingly,  where  a  6-months 
certificate  is  converted  to  a  12-months 
certificate,  the  presently  permissible 
maximum  rate  of  4  percent  applidable 
to  a  12-months  certificate  may  be  paid 
from  the  date  of  the  conversion  (whether 
by  amendment  or  exchange  of  certificate) 
only  if  the  certificate  will  have  at  least 
12  months  to  run  after  the  conversion 
before  the  new  maturity  date. 

(d)  For  example,  if  a  6-months  cer- 
tificate issued  on  October  1,  1961.  should 
be  amended  or  exchanged  on  Pebniary  1, 

1962.  so  that  the  amended  or  new  cer- 
tificate  would   mature   on   February    1, 

1963.  a  maximum  rate  of  4  percent  could 
be  paid  for  the  period  following  the  date 
of  such  amendment  or  exchange.  If, 
however,  the  outstanding  certificate 
should  be  amended  or  exchanged  on 
February  1,  1962.  so  as  to  mature  on  Oc- 
tober 1.  1962.  the  deposit  would  never 
have  been  effectively  "tied  up"  for  more 
than  8  months,  and  the  mftrinrmm  per- 
missible rate  would  continue  to  be  that 
applicable  to  a  certificate  with  a  maturity 
of  more  than  6  but  less  than  12  months. 
Without  a  restriction  of  this  kind,  the 
maturity  of  an  outstanding  certificate 
could  be  extended  so  as  to  enable  the 
depositor  to  obtain  Interest  at  a  rate 
higher  than  that  allowed  for  the  addi- 
tional time  the  funds  are  on  deposit  and 
thus  facilitate  evasions  of  the  limitations 
on  maximum  rates  prescribed  by  the 
Board.  For  example,  if  a  12-month8  cer- 
tificate could  be  amended  to  extend  its 
maturity  for  an  additional  month,  suc- 
cessive such  amendments  would  make  it 
possible  for  the  depositor  after  12  months 
to  continue  to  obtain  the  maximum  rate 
of  4  percent  while  in  effect  being  able  at 
all  times  to  withdraw  his  deposit  at  the 
end  of  each  additional  month. 

I  Sec  11(1).  38  Stat.  262;  12  O.S.C.  248(1). 
Interprets  or  applies  sees.  19.  24.  38  Stat.  270, 
273.  as  amended,  sec.  8.  48  3tat.  168,  aa 
amended;  12  USC  264(c)(7),  371,  371a, 
371b.   461» 

Dated  at  Washington,  DC,  this  5th 
da.v  of  January  1962. 

Board  or  Governors  of  thb 
Federal  Reserve  System.     , 
I  SEAL  1     MERRrrr  Sherman, 

Secretary. 

I  PR     Doc     83-392;     Filed.    Jan.    U.     IM3; 
8:45  a.m. I 


'iH  > 


PEi^yHAL  R^GISTEr 


PART  261— RULES  REGARDING  IN- 
FORMATION, SUBMITTALS,  AND 
REQUESTS 

Correction 

In  S  261.4,  as  revised  effective  De- 
cember 15,  1961  (F.R.  Doc.  12232;  26 
FJR.  12496).  the  reference  to  9  262.3(b) 
should  read  8  262.2(b) . 

boako  of  oovernors  of  the 
Federal  Reserve  System, 
[seal]     Merritt  Sherman, 

Secretary. 


\FM.    Doc.    62-393:     Piled.    Jan.     12, 
8:45  ajn.| 


1962; 


Chopter  V — Federal    Home   Loan 
Bonk   Board 

SUBCHAPTEI  D — FEDERAL  SAVINGS  AND   LOAN 
INSURANCE  CORPORATION 

INC.  PSLIC-1.  2661 

PART  563— OPERATIONS 

Chonge  off  State-Chartered  Mutual 
Insured  Institution  to  a  Guaranty  or 
Permanent  Stock  Institution 

January  9, 1962. 

Resolved  that  the  Federal  Home  Loan 
Bank  Board,  upon  the  basis  of  consid- 
eration by  it  of  the  advisability  of 
amendment  of  Part  563  of  the  rules  and 
regulations  for  Insurance  of  Accounts 
(12  CFR  Part  563)  for  the  purpose  of 
establishing  minimum  requirements  for 
conversion  from  a  State-chartered  mu- 
tual institution  to  a  guaranty  or  perma- 
nent stock  tsrpe  institution  by  the  addi- 
tion of  a  new  section  to  said  Part  563 
setting  out  such  minimum  requirements, 
and  notice  and  public  procedure  having 
been  duly  afforded  (26  F.R.  11217).  and 
for  the  purpose  of  effecting  such  amend- 
ment, hereby  amends  said  Part  563.  ef- 
fective February  12,  1962,  as  follows: 

Part  563  aforesaid  Is  hereby  amended 
by  adding  thereto,  immediately  after 
i  563.22,  the  following  new  section : 

§  563.22-1  Chan|;e  of  Siatc-rhurtered 
mutual  inatitution  to  ■  guaranty  or 
permanent  alock  type   institution. 

No  State -chartered  mutual  Insured  in- 
stitution may  change  from  that  type  of 
institution  to  a  guaranty  or  permanent 
stock  type  institution,  or  an  institution 
of  a  type  having  stock  of  a  similar  na- 
ture, unless  the  following  minimum  re- 
quirements are  complied  with: 

(a)  The  change  may  be  effected  only 
in  accordance  with  a  written  plan  ap- 
proved by  the  Corporation,  and  in  pass- 
ing upon  any  such  plan  the  Corporation 
may  give  consideration  to  any  element 
of  good -will  value. 

(b)  All  requirements  of  or  under  State 
law  shall  have  been  complied  with. 

(c)  The  plan  shall  be  submitted  to  the 
Corporation  by  action  of  the  board  of 
directors  of  such  mutual  Institution  prior 
to  the  giving  of  notice  as  hereinafter 
provided. 

(d)  The  plan  shall  contain  provisions 
which,  in  the  Judgment  of  the  Corpora- 
tion, are  adequate  to  assure  that  each 
shareholder  of  record  at  such  date  as  the 
plan  shall  fix  with  the  approval  of  the 
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Corporation  will  be  entitled  to  receive, 
without  any  payment,  a  witbdrawalrie 
account  or  accounts  in  the  changed  type 
of  institution  equal  in  wlthdrawaMe 
amount  to  the  withdrawable  amount  of 
such  shareholder's  account  or  accounts 
in  the  mutual  institution  plus  the  full 
equivalent  in  cash  of  the  value  of  such 
shareholder's  interest  in  the  excess  of 
the  net  worth  of  the  mutual  Institution 
over  the  withdrawable  amoimt  of  all  ac- 
counts in  such  Institution,  as  determined 
by  the  Corporation  at  the  expense  of  the 
institution.  The  issuance  and  amount 
of  such  stock  shall  be  as  required  by  the 
Corporation,  provided  that  fxill  payment 
for  such  proposed  stock  will  be  made  of 
a  sum  which  shall  be  at  least  equal  to 
the  minimum  amount  required  by  or 
under  the  laws  of  the  State  or  5  percent 
of  total  withdrawable  accounts,  which- 
ever is  more. 

(e)  The  plan  shall  include  appropriate 
provisions  to  prevent  reduction  of  the 
Federal  insurance  reserve  as  a  result  of 
action  under  the  plan. 

(f)  The  Institution  shall  give  formal 
notice  of  a  special  meeting  called  to  vote 
on  the  plan,  which  notice  shall  be  in 
such  form  as  may  be  prescribed  by  the 
Corporation  anc^shall  be  mailed,  postage 
prepaid,  at  leasts 5  and  not  more  than  30 
days  prior  to  the  date  of  such  meeting, 
and  shall  set  forth  the  terms  of  the 
plan,  the  rights  of  the  members,  and 
such  other  matters  as  the  Corporatlcm 
may  require. 

(g)  The  plan  shall  be  approved  by  a 
vote  of  those  representing  at  least  two- 
thirds  In  withdrawable  amounts  of  the 
outstanding  shares  of  the  mutual  insti- 
tution as  of  the  end  of  the  month  next 
preceding  the  date  of  such  meeting  and 
by  not  less  than  two-thirds  in  nimaber  of 
the  eligible  votes  cast  at  such  meeting. 
Voting  by  proxy  shall  be  subject  to  such 
requirements  and  restrictions  as  the 
Corporation  may  prescribe. 

(Sees.  403,  403,  48  Stot.  1256,  1257.  as 
amended:  12  n.8.C.  1725,  1726.  Reorg.  Plan 
No.  3  of  1947.  12  F.R.  4981,  3  CFR,  1947  Supp.) 

By  the  Federal  Home  Loan  Bank 
Board. 

I  seal]  Harry  W.  Caulskm. 

Secretary. 

[PR.     Doc     62-420;     Piled.    Jan.     12.    1962; 
8:48    ajn.] 


Title  14-AEMNAIITICS  AND 
SPACE 

Chapter  III — Federal  Aviation  Agency 

SUBCHAPTER   E — AIR  NAVIGATION 
REGULATIONS 

[Airspace  Docket  No.  61-FW-721 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alterotion  of  Control  Zoim  ond  Dosig- 
nation  of  TrontiMon  Aroa 

On  September  23.   1061,  a  notice  of 
proposed  rule  making  was  published  in 
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the  PSDEXAL  RsGism  <26  F.R.  8990) 
stating  that  the  Peder&l  Aviation 
Agency  propoeed  to  alter  the  control 
zone  and  designate  a  transition  area  at 
Alma.  Oa. 

No  adverse  comments  were  received 
regarding  the  proposed  amendments. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rules  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  PR.  12582) 
and  for  the  reasons  stated  in  the  notice, 
the  following  actions  are  taken: 

1.  Part  601  (14  CFR  Part  601.  26  PR. 
1908)  Is  amended  by  adding  the  follow- 
ing section: 

§  601.10018      Alma,  Ca.,  transitiun  area. 

The  airspace  extending  upward  from 
1.200  feet  above  the  surface  within  a 
15-mile  radius  of  Alma  Intermediate 
Field  (laUtude  31''32'05"  N.  longitude 
82'30'35"  W.). 

2.  Section  601.2172  (14  CFR  601.2172) 
Alma.  Qa..  control  Eone  is  amended  to 
mul: 

§  601.2172      Alma,  Ca.,  control  zone. 

Within  a  5-mile  radius  of  the  Alma 
Intermediate  Field  (latitude  3 1*32  05" 
N..  longitude  8a*30'35"  W.) ;  and  within 
a  miles  either  side  of  the  Alma  VOR 
036*  and  225*  radials  extending  from 
the  5-mlle  radius  zone  to  8  miles  NE  and 
8W  of  the  VOR. 

These  amendments  shall  become  ef- 
fecUve  0001  est.  March  8.  1962. 

(Sm.  307(a),  73  8Ut.  749:  49  US.C.  1348) 

Issued  in  Washington.  D.C..  on  Jan- 
uary 9,  1962. 

Cbaslis  W.  Caucooy, 
For  Director. 
Air  Traffic  Service. 

(PR.    Doc.    82-300:     Piled.    Jan.    12.     1962: 
8:4ft  ajn.l 


(Reg.  Docket  No.  1033;  Amdt.83| 

PART  610— MINIMUM  EN  ROUTE 
IFR  ALTITUDES 

Mi«c«llan«out  Am«ndm«nts 

This  amendment  is  being  adopted  to 
Insure  the  safety  of  IFR  operations  by 
establishing  the  minimum  en  route  IFR 
altitudes  for  the  route  or  portions  thereof 
contained  herein,  and  the  altitudes 
which  assure  navigational  coverage  that 
is  adequate  and  free  of  frequency  inter- 
ference for  such  routes  or  portions 
thereof. 

As  a  situation  exists  which  demands 
immediate  action  in  the  interest  of 
safety,  I  find  that  compliance  with  the 
notice,  public  procedure  and  effective 
date  provisions  of  the  Administrative 
Procedure  Act  would  be  Impracticable. 

In  view  of  the  foregoing  and  pursaunt 
to  the  authority  delegated  to  me  by  the 
Administrator  (24  FJl.  5662) ,  Part  610  Is 
hereby  amended  as  follows: 


RULES  AND  REOULAHONS 

Section  610.18  Oreen  Federal  airway  8 
is  amended  to  delete: 

Prom  Cold  Bay.  Alaska:  to  LFR  King 
Salmon.  Alaska.  LPR:  MBA  «.(raO. 

Section  610.107  Amber  Federal  airway 
7  is  amended  to  read  in  part: 

Prom  Mllllnocket.  Maine.  LPR.  to  Presque 
Isle.  Maine.  LPR:    MSA  3.500. 

Section  610.299  Red  Federal  airway  99 
is  amended  to  read  in  part : 

Prom  Iliamna.  Alaska.  LPR:  to  Bruin  Bay 
I>rr.  Alaska.    MEA  6.(XX) 

Section  610  625  Blue  Federal  airway 
25  Is  amended  to  read  in  part: 

Prom  Oulkana,  Alaska.  LPR:  to  *Blg  Delta. 
Alaska.  LPR:  MKA  13,CXX)  •  10.600^ -MCA  Big 
Delta  LPR,  southbotind 

Section  610.1001  Direct  routes— US.  is 
amended  to  delete : 

Prom  Lanal.  TH  .  VOR.  to  "Southgate 
INT.  TH  :  MEA  5.000.  'SOOO— MCA  South- 
gate  INT,  eastbound 

Prom  Lanal.  TH..  VOR.  to  Makapun  Pt 
LP/RBN:  MEA  5,000. 

Prom  Maul,  TH..  LFR:  to  Makapun  Pt 
LP  RBN:   MEA  0.000 

Prom  Premont,  Calif  .  LP  RBN:  to  Alta- 
mont  INT,  Calif  ,  southwestbound  only:  MEA 
5,(X>0. 

Prom  Premont,  Calif  .  LP  RBN:  to  Bay 
Point.  Calif  .  FM.  southwestbound  only,  MEA 
6,000 

Prom  Premont.  Calif .  LP  RBN:  to  Half 
Moon  Bay  INT.  Calif  :  MEA  4.500 

Prom  Tampa.  Pla .  VOR:  to  West  Palm 
Beach.  Pla  .  VOR:  MEA  4.000. 

Prom  Weat  Palm  Beach.  Pla  .  LPR:  to  Int 
300  brg  from  West  Palm  Beach  LPR  and  CH5 
brg  from  Port  Myera  LP  RBN:  MEA  1.200 

Prom  Int.  300  brg  from  West  Pain)  Beach 
LPR  and  045  brg  from  Port  Myers  LP  RBN. 
to  Tampa.  Pla..  LPR:  MEA  3.100 

Prom  Orlando,  Pla  .  LPR;  to  Tampa.  Pl«  . 
VOR  (ORL-335  and  TPA-375) :  MEA  1.900 

Prom  Valdosta,  Oa  .  VOR.  to  Genoa  INT 
Pla.:   MEA  1.300. 

Section  610.1001  Direct  routes— US  Is 
amended  by  adding: 

Prom  Allendale,  S  C  .  VOR.  to  Tluimas 
INT,  S.C  :  MEA  3.000 

Section  610.6001  VOR  Federal  airway  1 
Is  amended  to  read  In  part: 

Prom  Charleston.  S.C,  VOR:  to  •Davis  INT. 
SC  ;    MEA  1.300.      'S.OOO— MRA 

Section  610.6002  VOR  Federal  airway 

2  is  amended  to  read  in  part: 

Prom  Mullan  Pass,  Idaho,  VOR.  u>  Mi.i- 
soula.  Mont..  VOR;   MEA  10,000 

Prom  Albany,  NY.  VOR;  to  'Melrose  INT, 
NY:  MEA  3,000.  '4.600— MCA  Melrose  INT. 
eastbound. 

Prom  Melrose  INT,  NY  :  to  'GrlswoldvlUe 
INT.  Mass.:  MEA  5,600  '4.300 — MCA  Grls- 
woldvUle  INT,  westbound.* 

Section  610.6003  VOR  Federal  airway 

3  is  amended  to  read  in  part: 

Prom  Daytona  Beach,  Pla  .  VOR.  via  E 
alter.;  to  'Croaker  INT.  Pla  .  via  E  alter  : 
MEA       ••2,000.         '3.500 — MRA  "1.100 — 

MOCA. 

Prom  Croaker  INT,  Pla  .  via  E  alter  : 
to  Marlon  INT,  Pla.,  via  E  alter  .  MEA 
•2,000.      'LlOO— MOCA 

Prom  Sea  Island  INT,  Ga  ,  via  E  alter  :  to 
•Sapelo  INT.  Oa..  via  E  alter  ;  MEA  "2,000 
•4.00O— MRA.     ••l.OOO— MOCA 

Prom  Sapelo  INT.  Ga..  via  E  alter  :  to 
•Catherine  INT.  Ga  .  via  E  alter.:  MEA 
••2.000.     •4,000— MRA       "I.IOO— MOCA. 


Prom  Catherine  INT.  Ga  .  via  E  alter.:  to 
Savannah,  Ga  .  VOR  via  E  alter  :  MEA  '2,000. 
'1.500 — MOCA 

Section  610.6004  VOR  Federal  airway 
4  Is  amended  to  read  In  part: 

Prom  Allegheny  INT,  Pa.;  to  Johnstown, 
Pa  .  VOR:   MEA  4.500 

Section  610  6006  VOR  Federal  airway 
6  Is  amended  to  read  in  part: 

From  Cherokee,  Wyo  .  VOR;  to  Medicine 
Bo*.  Wyo  .  VOR.  MEA  11.000 

Prom  Cherokee.  Wyo.  VOR,  via  N  alter  , 
to  Medicine  Bow.  Wyo  .  VOR.  via  N  alter.; 
MEA   11.000 

From  Medicine  Bow.  Wyo  .  VOR,  to  Bear 
Creek  INT,  Wyo  :  MEA  10.500 

Prom  'Lyman  INT,  Iowa;  to  "Middle 
River  INT.  Iowa;  MEA  2.600  '3.500 — MRA 
"3.000— MRA. 

Prom  'Newcastle  INT,  Calif  ,  via  N  alter  ; 
to  Blue  Canyon  INT.  Calif,  via  N  alter: 
southwest  bound.  MEA  7,000:  northeast 
bound,  MEA  11.000  '7,500— MCA  Newcastle 
INT.  northeast  bound 

Prom  Wauseon  INT.  Ohio,  to  WatervlIIe. 
Ohio,  VOR;   MEA   '21X»       '1,800— MOCA. 

Section  610  6008  VOR  Federal  airway 
8  Is  amended  to  read  in  part: 

Prom  'Lyman  INT,  Iowa,  to  "Middle 
River  INT,  Iowa,  MEA  2,600  '3.500— MRA. 
"3,000— MRA 

Prom  Hawkins  INT.  Calif  ,  via  N  alter  ;  to 
'Barstow  INT ,  Calif  ,  via  N  alter  :  MEA 
12,500  '8,500 — MCA  Barstow  INT.  south- 
west bound 

Section  610.6013  VOR  Federal  airu^ay 

13  Is  amended  to  read  In  part: 

Prom  Neosho.  Mo  ,  VOR,  via  W  alter  :  to 
Butler  Mo  ,  VOR,  via  W  alter  :   MEA  3.000. 

Prom  Butler,  Mo  .  VOR,  to  Kansas  City. 
Mo  .  VOR;  MEA  3,000 

Section  610.6014  VOR  Federal  airumy 

14  is  amended  to  read  In  part: 

Prom  'Norge  INT.  Okla  ,  via  S  alter  ;  to 
Oklahoma  City.  Okla  ,  VOR.  via  S  alter : 
MEA  2,800      '4.300— MRA. 

Prom  Albany,  N  Y  .  VOR.  to  'Melrose  INT. 
N  Y  ;  MKA  3,000  •4.600— MCA  Melrose  INT. 
eastbound 

Prom  Melrose  INT,  N  Y  :  to  'GrlswoldvlUe 
INT.  Mass  :  MEA  5,600  •4.300— MCA  Orla- 
woldvllle  INT,  westlwund 

Prom  •Ooldwater  INT,  Ind  ;  to  "Rockford 
INT,  Ohio:  MEA  '"3,000  '3,000 — MRA 
"3.000— MRA        '"2.200— MOCA. 

From  Rockford  INT,  Ohio;  to  Plndtay. 
Ohio.  VOR;  MEA  '3,000.     '2,600— MOCA. 

Section  810.6015  VOR  Federal  airway 

15  is  amended  to  read  in   part: 

Prom  Dallas.  Tex  .  VOR;  U-)  Prosper  INT, 
Tex  :    MEA   2.100. 

Section  610.6016  VOR  Federal  airway 

16  is  amended  to  read  in  part: 

From  Texarkana,  Ark  ,  VOR,  to  Hojie  INT, 
Ark  ;    MKA    1,700 

From  Hope  INT.  Ark  ;  to  Grapevine  INT, 
Ark;    MEA   '3.200.      '1.500— MOCA 

From  Mineral  Wells,  Tex,  VOR:  to  Dallas, 
Tex  .  VOR:   MEA  2.500. 

Section  610.6018  VOR  Federal  airicay 

18  is  amended  to  read  in  part: 

From  'Ashton  INT,  SC  ;  to  "Ruffln  INT, 
SC;  MEA  1.500  '2,500 — MRA.  ••2.400— 
MRA 

Section  610  6019  VOR  Federal  airway 

19  is  amended  to  delete: 

From  'Billings,  Mont  ,  VOR.  via  W  alter  ; 
to  Cushman  INT,  Mont ,  via  W  alter.:  south- 
ea-stbound       MEA     6.000;      northweatbound. 
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MEA     11.000.       '6.800— MCA    Billings    VOR, 

north  westbound. 

From  Cushman  INT.  Mont  .  via  W  alter.; 
to  'Lewlstown,  Mont..  VOR.  via  W  alter.; 
MKA   11.000.      '9.500— MCA  Lewlstown  VOR, 

soiitheastbound. 

Section  610.6021  VOR  Federal  airway 
21  is  amended  to  read  in  part: 

From  Pocatello,  Idaho.  VOR;  to  Idaho  Falls, 
Idaho,    VOR;    MKA    7,000. 

From  Idaho  Falls.  Idaho.  VOR;  to  •Dubois, 
Idaho,  VOR;  MKA  7.600.  •9.600— MCA 
Dubois  VOR,  northbound. 

From  Idaho  Palls.  Idaho.  VOR.  via  E  alter.; 
to  Dulx)ls.  Idaho,  VOR,  via  E  alter.;  MEA 
7.500 

From  Helena,  Mont..  VOR.  via  W  alter.; 
to  'Slmms  INT.  Mont  ,  via  W  alter.;  MKA 
9.500.      '9.500— MRA. 

From  Slmms  INT.  Mont.,  via  W  alter.; 
to  Choteau  INT.  Mont ,  via  W  alter.;  MKA 
9,500. 

Section  610  6035  VOR  Federal  airway 
35  is  amended  to  read  in  part: 

From  St  Petersburg.  Fla  .  VOR.  via  W 
alter  ,  to  'Oyster  INT.  Fla  .  via  W  alter.;  MEA 
1.300       '3.400— MRA. 

Section  610.6050  VOR  Federal  airway 
50  is  amended  to  read  in  part: 

From  Indianapolis.  Ind..  VOR.  via  N  alter.; 
to  •Cowan  INT.  Ohio,  via  N  alter.;  MEA 
2800       '4.000— MRA 

Section  610.6055  VOR  Federal  airway 

55  is  amended  to  read  in  part: 

From  Dayton.  Ohio.  VOR,  via  E  alter.;  to 
•Rockford  INT.  Ohlc,  via  E  alter.;  MEA 
2.300       '3,000— MRA. 

From  Rockford  INT.  Ohio,  via  E  alter.;  to 
Fori  Wayne,  Ind  ,  VOR.  via  E  alter.;  MEA 
2300. 

Section  610  6056  VOR  Federal  airway 

56  is  amended  to  read  in  part: 

From  Monetu  INT,  S.C  .  via  N  alter.;  to 
•Summit  INT.  SC.  via  N  alter.;  MEA  1.700. 
•2.3  OO— MRA. 

From  Summit  INT.  S  C  .  via  N  alter.;  to 
Columbia.  S  C  .  VOR,  via  N  alter.;  MfiA  1.700. 

Section  610.6066  VOR  Federal  airway 
66  is  amended  to  read  in  part: 

From  Denton  INT,  Tex.;  to  Prosper  INT 
Tex,   MEA    '2,100.      '1.800— MOCA. 

Section  610.6068  VOR  Federal  airway 
68  is  amended  to  read  in  part: 

From  Andrews  INT,  Tex  ;  to  Pipe  Line  INT 
Tex  ;  MEA  '4,800.     '4,500— MOCA. 

Prom  Johnson  INT.  Tex  ;  to  •Sterling  INT 
Tex  ;  MEA  "6,000.  '5,00O-MRA.  ••3.800—^ 
MOCA 

Section  610.6072  VOR  Federal  airway 
72  is  amended  to  read  in  part: 

From  Bennington  INT.  Vt.;  to  •Kewfane 
INT,  Vt  ;  MEA  •'6,000.  '6,000— MCA  New- 
fane  INT,  westbound.     '  '5,700— MOCA. 

Section  610.6077  VOR  Federal  airivay 
77  is  amended  to  read  in  part: 

From  'Norge  INT,  Okla  ;  to  Oklahoma  City 
Okla  ,  VOR;  MEA  2,800.     '4300— MRA. 

Section  610.6081  VOR  Federal  airway 
81  is  amended  to  read  in  part: 

From  'Hale  INT,  Tex.;  to  Plalnvlcw  INT. 
Tex  ;    MEA   4.500.      •8,000 — MBA.  [ 

Section  610.6083  VOR  Federal  airway 
83  is  amended  to  read  in  part: 

From  Santa  Fe.  N.  Mex..  VOR;  to  Ttm. 
N    Mex  ,  VOR;  MEA  11.000. 
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Section  610.6085  VOR  Federal  airway 
85  is  amended  to  read: 

From  Medicine  Bow,  Wyo.,  VOR.  via  W 
alter.:  to  •Cmapa,  Wyo.,  VOR,  via  W  alter.; 
MEA  11,000.  •9.500— MCA  Casper  VOR, 
southbound. 

Section  610.6088  VOR  Federal  airway 
88  is  amended  to  read  in  part: 

From  Vlnlta  INT,  Okla.;  to  "Waco  INT, 
Mo.;  MEA  ••6,500.  •fl.500— MCA  Waco  INt! 
southwestbound.     •  •  2 ,300 — MOCA . 

Section  610.6097  VOR  Federal  airway 
97  is  amended  to  read  in  part: 

Prom  St.  Petersburg.  Fla..  VOR.  via  W 
alter;  to  •Oyster  INT,  Pla..  via  W  alter  • 
MEA   1,300.      •3,400— MRA. 

Section  610.6100  VOR  Federal  airway 
100  is  amended  to  read  in  part: 

Prom  Medicine  Bow,  Wyo.,  VOR;  to 
•WhcaUand  INT.  Wyo;  MEA  11,000.  •9,200— 
MCA  Wheatland  INT,  westbound. 

Section  610.6104  VOR  Federal  airway 
104  Is  amended  to  read  in  part: 

Prom  Masaena.  N.T..  VOR;  to  •Malone 
INT.  N.Y.;  MKA  3,000.  •3,600— MCA  Malone 
INT,   eastbound. 

Section  610.6114  VOR  Federal  airway 
114  is  amended  to  read  in  part: 

Prom  Orcgg  Co.,  Tex.,  VOR.  via  N  alter.;  to 
Marshall  INT,  Tex.,  via  N  alter.;  MEA  1.900. 

Section  610.6118  VOR  Federal  airway 
lit  is  amended  to  read  in  part: 

Prom  Medicine  Bow,  Wyo.,  VOR;  to  •Lar- 
amie, Wye,  VOR:  MKA  0,000.  •  10.000— 
MCA  Laramie  VOR  southeast  bound. 

Section  610.6130  VOR  Federal  airway 
120  is  amended  to  read  in  part: 

Prom  IfuUan  Paaa,  Idaho,  VOR;  to  Chnrlo 
IKT,  Mont.;  westbound.  MKA  10,000;  east- 
bound,  MBA  18,000. 

Ftom  Cbarlo  INT.  Mont.:  to  Augusta  INT, 
Mont.;  MKA  •18.000.    •11.500— MOCA. 

Prom  Auguata  IMT,  Mont.;  to  •Slmms  INT, 
Mont ;  weatbound.  MBA  10.000;  eastbound 
MBA  7,000.     •0.800— MRA. 

Prom  Slmms  IMT,  Mont.;  to  'Pt.  Shaw  INT. 
Mont.:  westbound.  MKA  lO.OOO;  eastbound. 
MBA  7,000.     •8.000— MRA. 

Prom  Lewlstown.  Mont.,  VOR;  to  Forest - 
grove  INT.  Mont.;  MBA  8.000. 

Prom  Porest  grove  INT,  Mont.;  to  Sumatra 
INT.  Mont.:  MBA  0.000. 

Prom  Sumatra  INT.  Mont.;  to  Miles  City. 
Mont..  VOR;  MBA  •8,000.     'e.OOO— MOCA. 

Section  610.6132  VOR  Federal  airway 

132  is  amended  to  read  in  part: 

Ftom  McCune  INT,  Kans.,  via  S  alter.;  to 
Wm»  WT.  lio.,  via  8  alter.;  MBA  3.000. 

Section  610.6133  VOR  Federal  airway 

133  is  amended  to  read  in  part: 

Prom  Saginaw.  Mich..  VOR;  to  Traverse 
City.  Mich.,  VC»:  MBA  •3.000.  •2.600— 
MOCA. 

Section  610.6138  VOR  Federal  airuxiy 
139  is  amended  to  read  in  part: 

Prom  Medicine  Bow.  Wyo.,  VOR;  to  Chey- 
enne. Wyo..  VOR:  MBA  10.600. 

From  Medldna  Bow  Wyo.,  VOR,  via  N 
alter.:  to  Cheyenne.  Wyo.,  VOR,  via  N  alter.; 
MBA  10.800. 

Sectkin  610.61S9  VOR  Federal  airway 
139  Is  amended  to  read  In  part: 

PvovMene*.  BJ,  VOR;  to  Whitman. 
u.  VOR;  MBA  a.00a 
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VOR;    to   Boston, 


From   Whitman,   Mass., 
Mass.,  VOR;  MEA  2.000. 

SecUon  610.6157  VOR  Federal  tarway 
157  is  amended  to  read  in  part: 

Prom  Lotts  INT,  Ga.;    to  Allendale,  SC 
VOR:  MEA  1,600. 

Section  610.6159  VOR  Federal  airway 
159  is  amended  to  read  in  part: 

From  'Dixie  Ranch  INT,  Pla.,  via  W  alter 
to   BaUey    INT,   Pla.,    via   W   alter.;    ••1,800 
•1.500— MRA.      ••1,200— MOCA. 

From  BaUey  INT,  Pla.,  via  W  alter;  to 
•Gentry  INT.  Fla.,  via  W  alter.;  MEA  1,200 
•1.500— MRA. 

Prom  Gentry  INT.  Pla.,  via  W  alter  •  to 
•St.  Cloud  INT,  Pla..  via  W  alter.;  MEA  1  300 
•1.500— MRA. 

Prom  St.  Cloud  INT.  Pla.,  via  W  alter  •  to 
Orlando,  Fla,,  VOR,  via  W  alter.;  MKA  1300. 

Section  610.6168  VOR  Federal  airway 
168  is  amended  to  read  in  part: 

From  Medicine  Bow,  Wyo.,  VOR;  to  Scotts- 
bluff,  Nebr..  VOR;  MKA  10,200. 

Section  610.6185  VOR  Federal  airway 
185  is  amended  to  delete: 

From  Augusta.  Ga..  VOR.  via  W  alter.:  to 
•McCormlck  INT.  S.C.  via  W  alter.;  MEA 
2,000.      ^3,000— MRA. 

From  McCormlck  INT,  S.C.  via  W  alter.;  to 
Honea  INT.  Ga..  via  W  alter.;  MBA  2,000. 

From  Konea  INT.  Ga.,  via  W  alter.;  to 
Greenville,  8.C.,  ILS  loc.,  via  W  alter.;  MKA 
4.000. 

From  Greenville.  S.C.  ILS  loc..  via  W  alter.; 
to  TlEcrvllle  INT.  S.C,  via  W  alter.;  MKA 
4.000. 

From  TlgervUle  INT.  S.C,  vU  W  alter.;  lo 
Ashcvllle.  N.C  .  VOR,  via  W  alter.;  MBA  6.000. 

Section  610.6185  VOR  Federal  airway 
185  is  amended  to  read  in  part: 

From  Savannah,  Ga.,  VOR;  to  •Springfield 
INT,    Gn.;    MEA    1.500.      •5ja0O— MRA. 

From  Springfield  INT,  Ga.;  to  Klldare  INT, 
Ga.;   MEA  1,500. 

From  KUdnrc  INT,  Ga.;  to  •Sardls  INT  Ga  • 
MEA  "2.000.  '2,100— MRA.  ••1,600—^ 
MOCA. 

Prom  Statfsboro  INT,  Ga..  vla'W  alter.;  to 
Dover  INT,  Ga..  via  W  alter.;   MKA  1.000. 

Prom  Augusta.  Ga..  VOR;  to  Greenwood 
8C  .  VOR;  MEA  •2.300.      *2,100— MOCA. 

From  Greenwood,  B.C.,  VOR;  to  •Inman 
INT.  S.C;  MBA  ••3.000.  *4,000— MCA  In- 
man INT,  northbound.     •'2.500 — MOCA. 

From  Inman  INT,  S.C;  to  Aahevllle  N.C 
VOR;  MFA  6.000. 

Section  610.6187  VOR  Federal  airway 
187  is  amended  by  adding: 

Prom  Billings,  Mont.,  VOR;  to  'Judith  Gap 
INT.  Mont.;  northwest  bound.  MEA  8.000; 
southeast  bound.  MEA  7,000.  •10,000 — MCA 
Judith  Gap  INT,  north  westbound. 

Prom  Judith  Gap  INT,  Mont.;  to  Hughes- 
vllle  INT.  Mont.;  11,000. 

From  Hughesvllle  INT.  Mont.;  to  'Great 
Palls.  Mont..  VOR;  10,000.  '7.400 — MCA 
Great  Palls  VOR.  soutbeastl>ound. 

Section  610.6190  VOR  Federal  airway    ' 
J 90  is  amended  to  read  in  part: 

Prom  Oswego.  Kans.,  VOR;  to  Waco  INT 
Mo.;  IilEA  3,000. 

Section  610.6191  VOR  Federal  airway 
191  is  amended  to  read  in  part: 

Prom  Memphis.  Tenn..  VOR;  to  Gllmore 
INT.  Ark.;   MBA   •2.000.     •1.700— MOCA. 

Prom  Gllmore  INT,  Ark.;  to  Walnut  Ridge, 
Ark..  VOR;  MEA  2,300. 

Section  610.6193  VOR  Federal  airway 
193  is  amended  to  read  in  part: 
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From  WhlU  Cloud.  Mich  .  VOR;  to  Trav- 
•rM  City.  Mich..  VOR:  MSA  3.000. 

Section  610.6198  VOR  Federal  Airway 
l»t  ia  amended  to  read  In  part: 

Prom  Rocksprlngs.  Tex.  VOR:  to  'Haby 
INT,  TW.;  MBA  ••6.000.  •S.OOO— MRA. 
••3.800— MOCA. 

Section  610.6210  VOR  Federal  airway 

210  ia  amended  to  read  In  part: 

Prom  IndlanApoUs.  Ind..  VOR;  to  'Cowan 
INT.  Ohio;   MSA  2.800.     'i-OOO— MRA 

Prom  Cowan  INT.  Ohio;  to  Dawn  INT 
Ohio;  MSA  *4.000.  *a.500— MOCA. 

Prom  'Baratow  INT.  Calif:  to  Hector, 
Calif  ,  VOR;  MSA  8.000.  •8.500— MCA  Bar- 
stow  INT.  aouth westbound. 

Section  610.6211  VOR  Federal  airway 

211  ia  amended  to  read  in  part: 

Prom  Rocksprlnga.  Tex..  VOR;  to  •Sabinal 
INT,  Tex.;  MSA  ••5.500.  •5,500— MRA. 
••3.800— MOCA. 

Section  610.6213  VOR  Federal  airway 
213  ia  amended  to  read  in  part: 

Prom  Woodatown.  N  J..  VOR;  to  Columbus 
INT.NJ.;  MSAa.OOO. 

Section  610.6217  VOR  Federal  airway 
217  ia  amended  to  read  in  part : 

Prom  Green  Bay.  WU .  VOR;  to  Rhlne- 
landar.  WU.,  VOR;  MSA  3.000. 

Section  610.6222  VOR  Federal  airway 
222  is  amended  to  read  in  part: 

From  Oaona  INT.  Tex.;  to  Junction,  Tex.. 
VOR:  MSA  *e.000.     'S.SOO— MOCA. 

Section  610.6231  VOR  Federal  airway 
231  ia  amended  to  read : 

Prom  MlMOiila.  Mont ,  VOR;  to  Charlo 
INT.  Mont.:  MSA  10.000. 

Section  610.6233  VOR  Federal  airway 
233  ia  amended  to  delete: 

Prom  Peoria.  Ill  .  VOR;  to  Bradford.  Ill 
VOR;  MSA  2.100. 

Prom  Bradford,  111..  VOR.  to  Annawan 
INT.  III.;  MSA  2.100. 

Prom  Annawan  INT.  111.;  to  Cordova.  Ill 
VOR;  MSA  2.000. 

Section  610.6233  VOR  Federal  airway 
233  la  amended  by  adding: 

Prom  Springfield,  ni..  VOR.  via  E  alter  : 
to  Peoria.  lU.,  VOR,  via  S  alter.;  MSA  2.300. 

Prom  Peoria,  Dl  ,  VOR:  to  Cordova.  111.. 
VOR;  MEA2.10O. 

Section  610.6235  VOR  Federal  airway 
235  ia  amended  to  read: 

Prom  •Provo,  Utah,  VOR;  to  Fort  Bridger, 
Wyo.,  VOR;  MEA  14.000.  •12.500— MCA 
Provo  VOR,  northcastbound. 

Section  610.6253  VOR  Federal  airway 
253  is  amended  to  read  in  part: 

Prom  Lucln.  Utah.  VOR;  to  Rock  Creek 
nrr.   Idabo;    MEA    "ILOOO.     •10,000— MOCA. 

Section  610.6262  VOR  Federal  airway 
262  ia  amended  by  adding : 

Prom  PeorU,  111..  VOR;  to  Bradford.  Ill  , 
VOR;  MSA  2.100. 

Section  610.6267  VOR  Federal  airway 
267  ia  amended  to  read  in  part: 

Prom  *  Dixie  Ranch  INT.  Pla.;  to  Bailey 
INT,  Pla.:  MSA  ••1.800.  •  1.500— MRA. 
••1.200— MOCA. 

Prom  Bailey  INT,  Pla.;  to  •Gentry  INT, 
Pla.;  MSA  1,200.     •  1.500— MRA. 

Prom  Gentry  INT,  Pla.;  to  'St.  Cloud  INT. 
Pla . ;  MSA  1 ,300.     •  1 ,500— MRA. 
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From  St   Cloud  INT,  Pla  ;  to  Orlando.  Fla 
VOR,  MSA  1.300 

Section  610.6275  VOR  Federal  airway 
275  ia  amended  to  read  in  part: 

Prom  Cincinnati,  Ohio.  VOR  to  Camden 
INT,  Ohio;  MEA  2,500 

Prom  Camden  INT.  Ohio,  to  Dayton  Ohio 
VOR,    MEA    '2,500       •2.200— MOCA 

Section  610.6277  VOR  Federal  airway 

277  is  amended  to  read  In  part: 

Prom  Roaewood.  Ohio  VOR,  to  Amm  INT 
Ohio:  MEA  2,300 

From  Anna  INT.  Ohio:  to  'Rockford  INT 
Ohio.  MEA  "3.000  '3,000— MRA  "2.300- 
MOCA 

Prom  Rockford  INT.  Ohlc  to  Port  Wayne, 
Ind  ,  VOR:   MEA  2.300 

Section  610  6278  VOR  Federal  airway 

278  is  amended  to  read  In  part 

Prom  Texlco,  N  Mex  .  VOR;  to  Plalnview 
INT.  Tex  ;   MSA    '5.500       '5.200— MOCA 

Prom  Plalnview  INT,  Tex  ;  to  Guthrie.  Tex 
VOR;  MSA  '8,500.     '5,200— MOCA 

Section  610.6284  VjOR  Federal  airway 
284  Is  amened  to  read  in  part: 

Prom  Oaona  INT.  Tex  ;  to  San  Angelo.  Tex 
VOR;    MEA  '6.000      '3,700— MOCA. 

Section  610.6295  VOR  Federal  airway 
295  is  amended  to  read  in  part: 

Prom  Vero  Beach.  Fla  ,  VOR;  to  Biuley  INT. 
Fla  :   MEA  1.300 

From  Bailey  INT,  Fla  :  to  'Gentry  INT, 
Fla:   MEA   1.200      '1,500— MRA 

Prom  Gentry  INT,  Pla  ;  to  'St  Cloud  INT 
Fla;   MEA  1,300.      '1,500— MRA 

Prom  St.  Cloud  INT.  Fla  :  to  Orlando  Fla 
VOR    MEA  1.300 

SecUon  610.6401  Hawaii  VOR  Fed- 
eral airway  1  is  amended  to  read: 

Prom  Lanal,  Hawaii,  VOR,  to  Mango  INT, 
Hawaii;  MEA  4,600 

From  Mango  INT,  Hawaii,  to  Harp<xin  INT. 
Hawaii;  MEA  9.000. 

Prom  Harpoon  INT.  Hawaii,  to  Upolu 
Point.  Hawaii,  VOR;   MEA  6,000 

From  Upolu  Point,  Hawaii,  VOR.  to  Piwa- 
dlse  INT.  Hawaii;  MEA  6.000 

Prom  Paradise  INT.  Hawaii,  to  'Oraas 
Shack  INT,  Hawaii;  MEA  3,000. 

From  Grass  Shack  INT,  Hawaii,  to  Hibiscus 
INT,  Hawaii;   MEA  4,000 

From  Hibiscus  INT,  Hawaii:  to  Hllo.  Ha- 
waii.  VOR:    MEA  3.000 

Section  610.6402  Hawaii  VOR  Fed- 
eral airvjay  2  is  amended  to  read: 

Prom  South  Kauai,  Hawaii,  VOR;  to  Lihue 
Hawaii.  VC»;  MEA  5,000, 

Prom  Uhue.  Hawaii.  VOR;  to  Seaweed  INT, 
Hawaii;  aoutheastbound.  MEA  3.000;  north - 
westbound,  MEA  4.000 

Prom  Seawe«d  INT,  Hawaii;  t.>  Breakers 
INT.  Hawaii;  MSA  4.000 

Prom  Breakers  INT.  Hawaii:  U)  Honolulu. 
Hawaii.  VOR;  MSA  3,600 

Prom  Honolulu.  Hawaii,  VOR;  to  Kahaia 
INT,  Hawaii;  MEA  5.000. 

Prom  'Kahaia  INT,  Hawaii  to  Penguin 
INT.  Hawaii;  MEA  2,000  '4,000— MCA 
Kahaia  INT,  north  westbound 

Prom  Penguin  INT,  Hawaii,  to  'Lanal. 
Hawaii,  VOR;  MEA  4,000  '4,600— MCA  Lanal 
VOR,  easttmund 

Prom  Honolulu,  Hawaii,  VOR,  via  S  alter.; 
to  Ono  INT.  Hawaii,  via  S  alter.;  northwest- 
bound.  MXA  4.000;  southeastbound,  MSA 
3,000. 

Prom  'Ono  INT,  Hawaii,  via  3  alter.:  to 
Sampan  INT.  HawaU,  via  S  alter.;  MBA  2,000. 
•4,000 — MCA  Ono  INT.  northwestbound. 

Prom  S«unpcm  HIT,  Hawaii,  via  8  alter.;  to 
'Lanal,  HawaU,  VOR,  via  S  alter.;  MEA  4,000. 
•4,600— MCA  Lanal  VOR,  eastbound. 


From  Lanal,  Hawaii.  VOR;  to  Mango  INT, 
Hawaii;  MSA  4.600 

Prom  Mango  INT,  Hawaii;  to  Harpoon  INT. 
Hawaii;  MBA  9.000 

Prom  Harpoon  INT,  Hawaii;  to  U(>olu  Point, 
Hawaii,  VOR;  MBA  6,000 

From  Upolu  Point.  Hawaii,  VOR;  to  Para- 
dise INT,  Hawaii;  MSA  6.000 

From  Paradise  INT,  Hawaii;  to  Hllo,  Hawaii, 
VOR.  MSA  4.000 

From  'Hllo,  Hawaii,  VOR;  to  33  miles  E 
from  Hllo  VOR,  MEA  2,000  '3.000— MCA 
Hllo  VOR.  northwestbound 

Section  6106403  Hawaii  VOR  Fed- 
eral  airway  3  is  amended  to  read  in  part: 

Prom  'Hllo,  Hawaii,  VOR;  to  '•Grass  Shack 
INT,  Hawaii:  MSA  2,000  '3,000— MCA  Hllo 
VOR,  southbound       ••3,000— MRA 

Section  8106405  Hawaii  VOR  Fed- 
eral airway  5  is  amended  to  read: 

From  Southgate  INT,  Hawaii;  to  Sampan 
INT,  Hawaii:  MEA  2,000 

Prom    Sampan    INT.    Hawaii;    to    •Lanal,- 
Hawaii,  VOR:  MEA  4,000     '4.600— MCA  Lanal 
VOR,  eastbound 

Prom  Lanal.  Hawaii  VOR:  to  Mango  INT, 
Hawaii;  MEA  4.600  » 

Prom  Mango  INT,  Hawaii,  to  'Kahulul 
HawaU.  VOR;  MSA  6,000  '6,000— MCA 
Kahulul  VOR.  southbound. 

Section  610.6410  Hawaii  VOR  Fed- 
eral airway  10  is  deleted: 

Section  610  6411  Hawaii  VOR  Fed- 
eral airway  11  is  amended  to  read: 

From  INT  138  M  rad  Lanal  VOR  and  200  M 
rad  Upolu  Point  VOR;  to  Upolu  Point, 
HawaU,  VOR;  MEA  6,000 

Prom  Upolu  Point,  Hawaii,  VOR;  to  Sweet 
Pea  INT,  Hawaii;   MEA  5,000 

Section  610  6412  Hawaii  VOR  Fed- 
eral airway  12  is  amended  to  read  in 
part : 

Prom  Swordflsh  INT,  Hawaii;  to  Orchard 
INT,  Hawaii:  westbound,  MEA  7.000;  east- 
bound.  MEA  4,000 

Prom  Orchard  INT,  Hawaii;  to  Breakers 
INT,  Hawaii,  MEA  4,000 

Prom  Breakers  INT,  Hawaii,  to  Honolulu, 
HawaU,  VOR:  MEA  3,600, 

Section  6106413  Hawaii  VOR  Fed- 
eral airtoay  13  is  amended  to  read: 

From  Lihue,  Hawaii,  VOR:  Hula  Girl  INT. 
HawaU;   MEA  4.000, 

From  Hula  Girl  INT,  Hawaii:  to  Koko 
Head  Hawaii.  VOR:  northeastbound.  MEA 
4.500:   southwestbound.  MEA  4,000. 

Section  610.6414  Hawaii  VOR  Fed- 
eral airway  14  is  added  to  read: 

Prom  Dogwood  INT.  Hawaii;  to  South 
Kauai.  HawaU,  VOR;    MEA  6.000. 

Prom  South  Kauai.  HawaU.  VOR;  to  Hula 
Girl  INT,  Hawaii;   MEA  4,000 

From  Hpla  Girl  INT,  HawaU,  to  Koko 
Head.  Hawaii,  VOR;  northeastbound,  MEA 
4.500.   southwestbound.  MEA  4.000. 

Section  610.6415  Hawaii  VOR  Fed- 
eral airioay  15  is  amended  by  adding: 

Prom  Vanda  INT,  Hawaii;  to  South  Kauai. 
HawaU,  VOR:  MEA  6,000 

Prom  South  Kauai.  Hawaii.  VOR;  to  Int 
097  M  rad.  South  Kauai  VOR  and  119  M  rad 
Lihue  VOR:  eastbound,  MEA  4,000;  west- 
bound. MEA  5,000. 

From  Int  097  M  rad,  South  Kauai  VOB 
and  119  M  rad  Uhue  VOR;  to  Breakers  INT. 
Hawaii;  MEA  4.000. 

Prom  Breakers  INT,  Hawaii;  to  Honolulu. 
Hawaii,  VOR;   MEA  3.600. 

Prom  Honolulu,  Hawaii.  VOR;  to  Koko 
Head,  Hawaii,  VOR;  MEA  5,000, 
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Section  610.6436  VOR  Federal  airway 

436  is  amended  to  read  in  part: 

From  'Chinltna  INT,  Alaska,  via  E  alter.; 
to  Homer,  Alaska,  VOR,  via  E  alter.;  MSA 
••3,300  '7.700— MCA  Chinltna  IKT,  west- 
bound      "2.600— MOCA. 

Section  610.6437  VOR  Federal  airway 

437  IS  amended  by  adding: 

From     Daytona     Beach.     Pla,     VOR;     to 

•Croikcr   INT,   Pla;    MEA    "2.000,      '3.500 

MRA       "1,100— MOCA. 

From  Croaker  INT.  Pla  ;  to  Marlon  INT, 
Fl.i  ,  MEA  '2,000,      '1,100— MOCA. 

From  Marlon  INT,  Pla.;  to  St.  Johns  INT, 
Fla  ,  MEA '8,000       '1,100— MOCA. 

From  St.  Johns  INT,  Pla.;  to  Sea  Island 
INT   Oa  ;  MEA  '8,000.      '1,000— MOCA. 

From  Sea  Island  INT.  Ga.;  to  •Sapelo  INT, 
Ga  MEA  "2.000.  '4,000— MRA.  'LOOO-l 
MOCA 

From  Sapelo  INT,  Ga.;  to  'Catherine  INT, 
Oa:  MEA  "2,000  •4.000— MRA.  • '1,100— 
MOCA 

From  Catherine  INT,  Ga  ;  to  Savannah. 
OS,  VOR;    MEA    '2.000.      '1.500— MOCA. 

Section  610.6440  VOR  Federal  airway 
440  is  amended  to  delete: 

Prom  Anchorage.  Alaska,  VOR;  to  •Alex- 
ander INT.   Alaska:    MEA    "1,500.      *S,400 

MCA  Anchorage  VOR.  southeastbotmd. 
••5,000— MCA  Alexander  INT,  northwest- 
bound 

From  Alexander  INT,  Alaska;  to  Skwentna, 
Alaska.  LFR;  MEA  4,000. 

Section  610.6440  VOR  Federal  airtoay 
440  is  amended  by  adding: 

Prom  Anchorage,  Alaska.  VOR;  to  'Martha 
IlfT,  Alaska;  MEA  2.000.  '5,000— MCA 
Martha  INT.  northwestbound. 

From  Martha  INT,  Alaska;  to  •  Friday  INT, 
Alaska:  MEA  6.500.  '7,000— MCA  Friday  INT,' 
north  west  t)ound. 

From  Friday  INT.  Alaska;  to  Puntllla  Lake. 
Alaska.  LF  RBN;  MEA  •  11,500.  •  10,600— 
MOCA 

From  Anchorage,  Alaska,  VOR.  vlaN  alter.; 
to  'Alexander  INT,  Alaska,  via  N  alter.; 
MEA  1,600.  •5,000— MCA  Alexander  INT, 
northwestbound. 

Prom  Alexander  INT,  Alaska,  via  N  alter.; 
to  'Skwentna,  Alaska,  LFR,  via  N  alter.;  MEA 
6.40C  •7.00O— MCA  Skwentna  LFR,  north- 
westbound. 

From  Skwentna,  Alaska,  LFR,  via  N  alter.; 
to  PuntUla  Lake,  Alaska.  LF  RBN,  via  N 
alter  ;  MEA  10.000. 

Section  610.6450  VOR  Federal  airway 
450  is  amended  to  read : 

From  Muskegon.  Mich..  VOR;  to  Larrabee 
INT,  wis:    MEA    •3.800.      •1.900— MOCA. 

Prom  L.-irrabee  INT.  Wis  ;  to  Green  Bay 
Wis     VOR:  MEA  3.000. 

SecUon  610.6451  VOR  Federal  airway 
*Sl  is  added  to  read: 

Prom  Int  192  M  rad.  Whitman.  Mass..  VOR 
«nd  128  M  rad.  Providence.  R  I.,  VOR;  to 
Whltm.ui.  Mass  .  VOR;  MEA  1,500 

From  Whitman,  M.iss .  VOR;  to  Boston 
M.-iss  .  VOR;   MEA  1.500 

Section  610.6454  VOR  Federal  airway 
454  is  amended  to  read  in  part: 

From  Liberty.  NC  .  VOR;  to  Lawerence- 
<lUe,  V.i  ,  VOR;  MEA  6.000 

Section  610.6456  VOR  Federal  airway 
456  is  amended  to  read  in  part: 

From  Copper  INT.  Alaska:  to  •Harriet 
Orv.  Alaska;    MEA   ••13,000.     •15,000— MRA. 

•11.000— MCA  Harriet  INT.  Southwestbound. 
"12.100— MOCA. 
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Section  610.6477  VOR  Federal  airway 
477  is  amended  to  read  in  part: 

From  •Magnolia  INT,  Tex.,  via  W  alter.;  to 
DobMn  INT,  Tex..  Tla  W  alter.;  MEA  ••3,000. 
*3,000— MRA.     ••a,100— MOCA. 

Section  610.6490  VOR  Federal  airway 
490  la  amended  to  read  in  part: 

From  Cambridge,  N.Y.,  VOR;  to  Newfane 
INT.  Vt.;  MEA  •6.000.     •6,800— MOCA. 

From  Newfane  INT.  Vt.;  to  Manchester, 
N.H.,  VOR;  MEA  S,000. 

Section  610.6494  VOR  Federal  airway 
494  la  amended  to  read  in  part : 

From  •NewcMtle  INT,  Calif.;  to  ••Auburn 
INT,  Calif.;  southwestbound,  MEA  7.000; 
northeastbound,  MEA  11,000.     •7,500— MCA 

Newcastle  IKT,_northeaatbound.     "9,000 

MCA  Auburn  IlfT.  eastbound. 

Section  610.6494  VOR  Federal  airway 
494  la  amended  by  adding: 

i^'rom  Elko,  Nev.,  VOR;  to  Wells,  Nev  ,  VOR 
MEA  13,000. 

From  Wells,  Nev..  VOR;  to  Etna  INT 
UUh;  MEA  11,000.        . 

From  Etna  INT,  UL-xh;  to  StrevcU  INT 
Utah;  MEA  13.000. 

From  Strevell  INT,  Utah;  to  Malad  City. 
Idaho,  VOR;  southwestbound.  MEA  llOOQ- 
northeastbound,  MEA  10,000. 

Section  610.6504  VOR  Federal  airway 

504  is  added  to  read: 

From  Nenana.  Alaska,  VOR;  to  Fairbanks 
Alaska.  VOR;  MEA  3,900. 

Section  610.6505  VOR  Federal  airway 

505  la  added  to  read : 

From  Helena.  Mont.,  VOR;  to  'MUlegan 
INT.  Mont.;  MEA  11,000.  '10.000— MRA 
•10.000— MCA    Mlllegan    INT,    aouthbound. 

From  Mlllegan  JNT,  Mont.;  to  Great  Palls 
Mont..  VOR;  MEA  7.000. 

Section  610.6810  VOR  Federal  airway 
tlO  la  amended  to  read  in  part: 

From  Cherokee.  Wyo.,  VOR;  to  Medicine 
Bow,  Wyo..  VOR;  MEA  11,000. 

From  Medicine  Bow,  Wyo.,  VOR;  to 
•Wheatland  INT,  Wyo.;  MEA  11.000.  '9,200— 
MCA  Wheatland  INT.  westbound. 

Sectijgn  610.6830  VOR  Federal  airway 
830  la  amended  to  read  in  part: 

Fitrni  Texarkana.  Ark.,  VOR;  to  Hope  INT 
Ark.;  MBA  1,700. 

PttHn  Hope  INT,  Ark.:  to  Grapevine  INT 
Ark.;    MEA    •3.200.     '1,500— MOCA. 

Section  610.6837  VOR  Federal  airway 
837  is  amended  to  read  in  part: 

From  Providence.  R.I.,  VOR;  to  Whitman 
Mass.,  VOR;  MEA  2.000. 

From  Whitman.  Mass.,  VOR;  to  Cohasset 
INT,  Mass.;  MEA  2.000. 

SecUon  610.6839  VOR  Federal  airway 
839  la  amended  to  read  in  part: 

Prom  Letts  INT.  Ga.;  to  Allendale.  S.C. 
VOR;  MEA  1.000. 

Section  610.6853  VOR  Federal  airway 

853  la  amended  to  read  in  part: 

From  ZanesviUe.  Ohio.  VOR;  to  Proctor 
INT.  W.  Va.;  MEA  2.500. 

Ptom  Proctor  INT.  W.  Va.;  to  Morgantown, 
W.  Va.,  VOR:  MEA  4,000. 

Section  610.6854  VOR  Federal  airway 

854  ia  amended  to  read  in  part: 

Ftom  'Wheatland  INT,  Wyo.;  to  Medicine 
Bow.  Wyo..  VOR;  MEA  11,000.  '9.200— MCA 
Wheatland  INT,  westbound. 
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From  Medicine  Bow.  Wyo..  VOR;  to  Chero- 
kee. Wyo..  VC»:  MEA  11,000. 

From  Blue  Canyon  DTT,  Calif.;  to  •New- 
castle INT.  Calif.;  aouthwMtbound,  MEA 
7.000;  northeastboimd.  MEA  11.000.  •7.800— 
MCA  Newcastle  IMT.  northeastboimd, 

SecUon  610.6881  VOR  Federal  airway 
881  is  amended  to  read  in  part: 

Prom  Sardls  INT,  Oa.;  to  Dover  INT  Oa  • 
MEA   •2,000.     •l.eOO— MOCA. 

Section  610.6685  VOR  Federal  airway 
885  is  amended  to  read  in  part: 

Prom  Providence,  R.I.,  VOR;  to  Whitman. 
Mass.,    VOR;    MEA  2.000. 

Prom  Whitman,  Mass.,  VOR;  to  Cohassett 
INT,   Mass.;    MEA  2,000. 

Prom  Washington,  DC,  VOR;  to  Glen  INT 
Va.;  MEA  2.100. 

From  Glen  INT,  Va,;  to  BarnsvlUe  INT  Va.; 
MEA   2.300. 

Prom  BarnsvlUe  INT.  Vn,;  to  Martlnsburg, 
W.  Va..  VOR;   MEA  3,200. 

SecUon  610.6887  VOR  Federal  airway 
887  is  amended  to  read  in  part: 

From  Grapevine  INT,  Ark.;  to  Hope  INT, 
Ark.;   MEA  '3,200.     *1.5CiO — MOCA. 

From  Hope  INT.  Ark.;  to  Texarkana.  Ark., 
VOR;    MEA   1,700. 

Section  610.1508  VOR  Federal  airway 
1508  is  amended  to  read  in  part: 

From  Cherokee,  Wyo.,  VOR;  to  Medicine 
Bow.  Wyo.,  VOR;  MEA  14,500;  MAA  24.000. 

From  Medicine  Bow,  Wyo.,  VOR;  to  Sidney, 
Nebr.,  VOR;  MEA  14,500;  MAA  24.000. 

Section  610.1510  VOR  Federal  airway 
1510  is  amended  to  read  in  part: 

From  Ft.  Bridger,  Wyo.,  VOR;  to  Rock 
Springs.  Wyo.,  VOR;  MEA  14,500;  MAA  24,000. 

Prom  Sacramento.  Calif.,  VOR;  to  Reno. 
Nev..  VOR;   MEA  14,500;  MAA  24,000. 

Section  610.1512  VOR  Federal  airway 
1512  is  amended  to  read  in  part: 

From  Snn  Francisco,  Calif..  VOR;  to 
Unden,  Calif..  VOR;  MEA  14,500;  MAA  24,000. 

Section  610.1524  VOR  Federal  airway 
1524  is  amended  to  read  in  part: 

Prom  Parmlngton,  N.  Mex.,  VOR;  to  Ala- 
mosa. Colo.,  VOR;   MEA  16,000;   MAA  24,000. 

Section  610.1529  VOR  Federal  airway 
1529  is  amended  to  read  in  part: 

Prom  Laramie.  Wyo..  VOR;  to  Medicine 
Bow.   Wyo.,   VOR;    MEA   14,500;    MAA  24,000. 

Prom  Medicine  Bow,  Wyo..  VOR;  to  Casper. 
Wyo.,  VOR;    MEA   14.500;   MAA  24,000. 

Section  610.1531  VOR  Federal  airway 
1531  is  amended  to  delete: 

Prom  Int.  067  M  Kremmllng  VOR  and  278 
M  rads  Denver  VOR;  to  Kremmllng,  Colo.. 
VOR;   MEA  16.000;   MAA  24,000. 

Section  610.1543  VOR  Federal  airway 
1543  is  amended  to  read  in  part: 

Prom  Truth  or  Consequences.  N.  Mex.. 
VOR;  to  Socorro,  N.  Mex.,  VOR;  MEA  14,500; 
MAA  24,000. 

Prom  Socorro,  N.  Mex..  VOR;  to  Albuquer- 
que. N.  Mex..  VOR;  MEA  14,600;  MAA  24,000. 

From  Albuquerque.  N.  Mex..  VOR;  to  Santa 
Fe.  N.  Mex..  VOR;  MEA  14,500;  MAA  24,000. 

Prom  Santa  Pe,  N.  Mex..  VOR;  to  Taos,  N. 
Mex.,  VOR;   MEA  14,500;  MAA  24.000. 

Prom  Taos,  N.  Mex.,  VOR;  to  Alaidosa, 
Colo.,  VOR;  MEA  14.500;  MAA  24,000. 

Section  610.1547  VOR  Federal  airway 
1547  is  amended  to  read  in  part: 
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fYom  Lm  AntelM.  Calif.,  VOR;  to  Ontario, 
Calif..   VOR:    USA  14.800;   UAA  34.000. 

Prom  Ontario.  Calif..  VOR;  to  Haetor. 
Calif..  VOR:  UMA  14.A00:  UAA  34.000. 

Prom  Hactor.  Calif.,  VOR;  to  Laa  Vegaa, 
Nev..  VOR;   MSA  19.000;   UAA  34.000. 

Prom  Laa  Ve^aa.  Nev..  VOR;  to  Mormon 
M«aa.  Nev..  VOR;  MSA  14.A00:  MAA  34.000. 

Section  610.1553  VOR  Federal  airway 
1553  is  amended  to  read  in  part: 

Prom  Sacramento.  Calif..  VOR:  to  Lake 
Taboe.  Calif..  VOR;  MSA  14.800:  MAA  24.000. 

Prom  Lake  Tahoe,  Calif..  VOR:  to  Reno. 
Nev  .  VOR;   MSA  14.800:   MAA  24.000. 

Section  610.1553  VOR  Federal  airway 
1553  is  amended  by  adding: 

Prom  Oakland.  Calif..  VOR;  to  Sacramento. 
Calif  .  VOR:   MSA   14.500:    MAA  24.000. 

Section  610.1655  VOR  Federal  airuxiy 
1655  is  added  to  read: 

Prom  Jackaonville.  Pla..  VOR:  to  Savannah, 
Ga..  VOR:   MEA  15.000;   MAA  23.000 

Section  610.1668  VOR  Federal  airway 
1868  Is  amended  to  read: 

Prom  Medicine  Bow.  Wyo..  VOR:  to  Chad- 
ron,  Nebr.,  VOR:  MSA  14.500:  MAA  24.000. 

Section  610.1704  VOR  Federal  airway 
1704  Is  amened  to  read  in  part: 

Prom  Redmond.  Oreg..  VOR;  to  John  Day. 
Oreg..    VOR;    MSA   14.600:    MAA    34.000 

Prom  John  Day.  Oreg..  VOR;  to  Baker. 
Oreg..  VOR:   MSA  14.800;  MAA  34.000. 

Prom  Baker.  Oreg..  VOR;  to  McCall,  Idaho 
VOR;  MSA  14.600;   MAA  34.000. 

Section  610.1715  VOR  Federal  airway 
1715  is  amended  by  addiiig: 

Prom  Santa  Pe,  N.  Mex.;  to  Cimarron.  N. 
Max..  VOR:  MBA  15.500;   MAA  34.000. 

Prom  Clmamm,  N.  Mex.,  VOR;  to  Tobe. 
Colo  .  VOR;  MSA  14J}00:   MAA  24.000. 

Section  610.1738  VOR  Federal  airway 
1738  is  amended  to  read: 

Prom  Sacramento,  Calif.,  VOR:  to  Lake 
Tahoe.  Calif..  VOR;  MSA  14,600;  MAA  34.000. 

Prom  Lake  Tahoe.  Calif..  VOR;  to  Pallon, 
Nev..  VOR;   MEA  14,600;   MAA  34.000. 

Prom  Pallon.  Nev..  VOR;  to  Mount  Moees, 
Nev..  Vdb;   MSA  14,600;   MAA  34,000. 

Prom  Mo\int  Moaee.  Nev..  VOR;  to  Elko. 
Nev ,   VOR;    MEA    14.600;    MAA   24.000. 

Section  610.1755  VOR  Federal  airway 

1755  is  added  to  read: 

Prom  John  Day,  Oreg..  VOR;  to  The  Dalles, 
Oreg  .  VOR:   MEA  14.500:   MAA  24.000. 

Prom  The  Dalle*.  Oreg..  VOR;  to  Seattle. 
Wash..  VC«:  MBA  14.600;  MAA  34.000. 

Section  610.1756  VOR  Federal  airway 

1756  is  added  to  read: 

Prom  Zunl.  N.  Mex..  VOR;  to  Socorro,  N. 
Mex.  VOR:   MEA  14.500;   MAA  24.000. 

(Sees.  813.  307,   72  SUt    752,   749:   49   USC. 
1354.  1348) 

These  rules  shall  become  effective 
February  8,  1962. 

Issued  in  Washington,  D.C.,  on  Janu- 
ary 5.  1962. 

O.  S.  Moore, 
Acting  Director, 
Flight  Standards  Service. 

(P.R,    Doc.    62-341:    Plied.    Jan.    12.    1W2; 
8:46  a.m. I 
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RULES  AND  REGULATIONS 

Title  16— COMMERCIAL 
PRACTICES 

Choptcr  I — F«d*ral  Trad*  Commission 

(Docket  8410  co  ) 

PART   13— PROHIBITED  TRADE 
PRACTICES 

Eastland  Wool*n  Mills,  Inc.,  et  al. 

Subpart — Invoicing  products  falsely 
5  13.1108  Invoicing  products  falsely: 
5  13.1108-40  Federal  Trade  Commission 
Act.  Subpart — Misbranding  or  mislabel- 
ing: 5  13.1212  Formal  regulatory  and 
statutory  requirements  5  13.1212-90 
Wool  Products  Labeling  Act.  Subpart— 
Neglecting,  unfairly  or  deceptively,  to 
make  material  disclosure :  J  13  1845  Com- 
position:  §  13.1845-80  Wool  Products 
Labeling  Act. 

(Sec.  6.  38  Stat  731;  15  USC  46  Interpret 
or  apply  sec.  5,  38  Sut  719,  as  amended 
sees  2-5.  54  Stat.  1128-1130;  15  USC  46,  68) 
(Cease  and  desist  order.  Eastland  Woolen 
Mills.  Inc  (Corlnna.  Maine),  et  al  ,  Docket 
8410,  Sept   28.  1961) 

In  the  Matter  of  Eastland  Woolen  MUls. 
Inc.,  a  Corporation.  Max  Striar.  Louis 
Striar,  Bernard  Striar,  Individually 
and  as  Officers  of  the  Said  Corporation, 
and  as  Partners  Doing  Business  as 
Striar  Textile  Mill,  and  Ski-Land 
Woolen  MUl 

Consent  order  requiring  manufacturers 
with  headquarters  in  Corinna.  Maine,  to 
cease  violating  the  Wool  Products  Label- 
ing Act  and  the  Federal  Trade  Commis- 
sion Act  by  labeling  and  invoicing:  as 
"50%  Wool— 50%  Reprocessed  Wool" 
and  tagging  as  100%  Reprocessed 
Wool",  fabrics  which  contained  substan- 
tial quantities  of  nonwoolen  fibers,  and 
by  failing  to  disclose  on  fabric  labels  the 
true  generic  names  and  percentage  of 
the  constituent  fibers. 

The  order  to  cease  and  desist  is  as 
follows : 

It  is  ordered.  That  respondents  East- 
land Woolen  Mills,  Inc..  a  corporation, 
and  Max  Striar,  Louis  Striar  and  Ber- 
nard Striar.  individually,  and  as  offlcers 
of  said  corporation,  and.  as  partners, 
doing  business  as  Striar  Textile  MUl  and 
Ski -Land  Woolen  Mill,  or  under  any 
other  name  or  names,  and  respondents' 
representatives,  agents  and  employees, 
directly  or  through  any  corporate  or 
other  device,  in  connection  with  the  in- 
troduction or  manufacture  for  introduc- 
tion into  commerce,  or  the  offering  for 
sale,  sale,  transportation,  or  distribution 
in  commerce,  as  "commerce"  is  defined 
in  the  Federal  Trade  Commission  Act 
and  the  Wool  Products  Labeling  Act  of 
1939.  of  woolen  fabrics  or  other  "wool 
products",  as  such  products  are  defined 
in  and  subject  to  said  Wool  Products 
Labeling  Act  of  1939,  do  forthwith  cease 
and  desist  from  misbranding  such  prod- 
ucts by: 

1.  Falsely  or  deceptively  stamping, 
tagging,  labeling  or  otherwise  identify- 
ing such  products  as  to  the  character  or 


amount  of  the  constituent  fibers  included 
therein ; 

2.  Failing  to  securely  afBx  to.  or  place 
on.  each  such  product  a  stamp,  tag,  label 
or  other  means  of  identification  showing 
in  a  clear  and  conspicuous  manner  each 
element  of  information  required  to  be 
disclosed  by  section  4(a)  (2)  of  the  Wool 
Products  Labeling  Act  of  1939. 

It  is  further  ordered.  That  respondents 
Eastland  Woolen  Mills.  Inc..  a  corpora- 
tion, and  Max  Striar,  Louis  Striar  and 
Bernard  Striar,  Individually  and  as  offi- 
cers of  said  corporation,  and  as  partners 
dolnc  business  as  Striar  Textile  Mill  and 
Ski-Land  Woolen  Mill,  or  under  any 
other  name  or  names,  and  respondents' 
representatives,  agents  and  employees, 
directly  or  through  any  corporate  or 
other  device,  in  connection  with  the  of- 
fering for  sale.  sale,  or  distribution  of 
fabrics  or  other  products  in  commerce, 
as  "commerce"  is  defind  in  the  Federal 
Trade  Commission  Act.  forthwith  cease 
and  desist  from :  Misbranding  such  prod- 
ucts by  misrepresenting  the  character 
or  amount  of  constituent  fibers  con- 
tained in  such  products  on  invoices  or 
shipping  memoranda  applicable  thereto 
or  in  any  other  manner. 

By  "Decisiorf'of  the  Commission",  etc., 
report  of  compliance  was  required  as 
follows: 

It  is  ordered.  That  the  above-named 
respondents  shall,  within  sixty  (60)  days 
after  service  upon  them  of  this  order, 
file  with  the  Commission  a  report  In 
writing,  setting  forth  in  detaU  the  man- 
ner and  form  in  which  they  have  com- 
plied with  the  order  to  cease  and  desist. 

Issued  September  25,  1961. 

By  the  Commission. 


I  St.KL  I 


Joseph  W.  Shea. 
Secretary. 


(FR      Doc      62-394;     Filed.     Jan.     12.     1962; 
8:45  am.)  • 


(Docket  8276  c  o  .  8276 j 

PART   13— PROHIBITED  TRADE 
PRACTICES 

E.  J.   Korvette,   Inc.,  et  al. 

Subpart — Advetrtising  falsely  or  mis- 
leadlngly:  9  13.155  Prices:  §  13.155-40 
Exaggerated  as  regular  and  customary; 
i  13.235  Source  or  origin:  §  13.235-35  His- 
tory. Subpart — Combining  or  conspir- 
ing; §  13.490  To  sell  products  deceptively. 

(Sec.  6.  38  Stat.  721:  15  USC.  46.  Interpret 
or  apply  sec.  5.  38  Stat.  719,  as  amended;  15 
use.  45)  (Cease  and  desist  order.  K.  J. 
Korvette.  Inc.  (New  York.  NY),  et  al.. 
Docket  8276.  Oct.  24.  1961 J 

Identical  orders  consented  to  by  a 
New  York  City  department  store  chain, 
three  men's  retail  clothing  stores  in  Cali- 
fornia, and  six  New  York  City  men's 
clothlhg  manufacturers,  and  Issued  In 
default  against  four  New  York  City  men's 
clothing  manufacturers,  requiring  them 
to  cease  engaging  In  a  common  course 


Saturday,  January  13,  19S2 

at  action  xmder  which  said  chain  ar- 
ranged for  the  manufacturers  to  sew 
labels  of  the  three  fashionable  Callfomlm 
men's  retail  clothing  stores  into  gar- 
ments it  purchased  direct  from  the  man- 
ufacturers and  then  falsely  advertised 
the  merchandise  as  previously  stocked 
and  offered  for  sale  by  the  three  retailers 
at  stated  "Original  Prices"  and  that  pur- 
chasers would  save  the  differences  be- 
tween those  amounts  and  advertised 
lower  prices;  and 

Further  consent  order  requiring  said 
chain  specifically  to  cease  misrepresent- 
ing the  sources,  history,  prices,  and  sav- 
ings afforded  purchasers  of  men's  wear- 
ing apparel  it  sold  under  the  above- 
described  plan  or  otherwise. 

Two  identical  orders  (combining  here 
all  respondents)  were  issued  separately 
against  two  groups  of  respondents  as 
follows:  I 

It  is  ordered.  That  respondent,  E.  J. 
Korvette,  Inc.,  a  corporation.  Its  officers, 
agents,  representatives  and  employees, 
respondent  Rlchel,  Inc..  a  cori>oration, 
doing  business  as  Gus  S.  May,  or  doing 
business  under  any  other  trade  name. 
its  officers,  agents,  representatives  and 
employees,  respondent  Ray  Blumenthal, 
Jr.,  an  individual  doing  business  as  Ray's 
Shop  for  Men,  or  doing  business  imder 
any  other  trade  name,  his  agents,  repre- 
sentatives   and    employees,    respondent 
Monte  Factor,  Ltd..  a  corporation,  its  of- 
ficers, agents,  representatives  and  em- 
ployees, respondent  Bank  Street  Clothes, 
Inc.,  a  corporation.  Its  officers,  agents, 
representatives  and  employees,  respond- 
ent Al  Melrow,  an  Individual  doing  busi- 
ness as  Al   Melrow,  or  doing  business 
under  any  other  trade  name,  his  agents, 
representatives  and  employees,  respond- 
ent Damon  Creations,  Inc.,  a  corporation. 
its  officers,  agents,  representatives  and 
employees,  respondents  David  Rappaport 
and    Emanuel    Rappaport,    co-partners 
doing  business  as  Lord  Stuart  Company, 
or  doing  business  under  any  other  trade 
name,  their  agents,  representatives  and 
employees,  respondent  Atlantic  Shirt  Co., 
Inc..  a  corporation,  its  officers,  agents, 
representatives  and  employees,  and  re- 
spondent Lido  Shirt  Corporation,  a  cor- 
poration, its  officers,  agents,  representa- 
tives and  employees:  and  respondent  cor- 
porations Blacker  Bros.,  Inc.,  Kasinoff- 
Herman,  Inc.,  Townsman  Clothes,  Inc., 
and  Leslie  Lloyds  Clothes.  Incorporated. 
and  their  respective  officers,  agents,  rep- 
resentatives and  employees,  directly  or 
through  any  corporate  or  other  device. 
in  or  In  connection  with  the  adveitising, 
offering  for  sale,  sale  or  distribution  of 
apparel  merchandise  and  related  prod- 
ucts, in  commerce,  as  "commerce"  is  de- 
fined in  the  Federal  Trade  Commission 
Act.  do  forthwith  cease  and  desist  from 
entering   into,   continuing,   cooperating 
in.  or  carrying  out  any  planned  common 
course  of  action,  understanding,  agree- 
ment, or  combination  between  said  re- 
•spondents  and  any  other  respondent  or 
rrspondents  in  the  instant  case,  or  be- 
tween said  respondents  and  any  others 
not  parties  hereto,  to: 

1.  Engage  in,  maintain  or  perpetuate 
any  activities,  acts,  or  practices  or  to 
attempt  to  engage  in,  maintain  or  per- 
petuate any  activities,  acts  or  practices 
No.  9 4 
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in  purchasing,  selling,  manufacturing, 
or  distributing  said  merchandise  or  prod- 
ucts, whereby  the  origin,  prior  places  of 
sale,  past  or  present  prices,  or  the  quality 
or  any  other  characteristic  of  said  mer- 
chandise or  products,  is  misrepresented, 
by  any  means  or  in  any  manner,  or 
where  the  intent,  purpose,  or  effect  of 
same  is  to  deceive,  to  mislead  or  to  make 
any  false  claims  concerning  the  origin, 
prior  places  of  sale,  prices,  quality  or 
other  characteristics  of  said  merchandise 
or  products. 

Corporate  respondent  E.  J.  Korvette, 
Inc.,  was  additionally  ordered  as  follows: 

It  is  further  ordered.  That  respondent 
E.  J.  Korvette.  Inc.,  a  corporation,  and 
its  officers,  agents,  representatives  and 
employees,  directly  or  through  any  cor- 
porate or  other  device,  in  connection  with 
the  advertising,  offering  for  sale,  sale  or 
distribution  of  apparel  merchandise  and 
related  products,  in  commerce,  as  "com- 
merce" is  defined  in  the  Federal  Trade 
Commission  Act.  do  forthwith  cease  and 
desist  from: 

1.  Representing  directly  or  by  imphca- 
tion: 

(a)  That  any  of  said  merchandise  or 
products  so  advertised,  offered  for  sale, 
sold,  or  distributed  has  been  owned,  was 
a  part  of  the  stock  of.  had  been  offered 
for  sale  by.  or  had  been  purchased  by, 
any  corporation,  firm  or  individual  when 
such  is  not  the  fact; 

(b)  That  any  of  said  merchandise  or 
products  previously  has  been  offered  for 
sale  or  sold  in  any  place  or  geographical 
location,  when  such  is  not  the  fact; 

(c)  That  any  amotmt  is  the  price  at 
which  any  of  said  merchandise  or  prod- 
ucts previously  has  been  offered  for  sale 
or  sold  by  any  corporation,  firm  or  indi- 
vidual, when  such  is  not  the  fact;  or 

(d)  That  any  saving  is  afforded  in  the 
purchase  of  said  merchandise  or  prod- 
ucts f nnn  the  retail  price  of  any  corpora- 
tion, firm  or  individual,  which  previously 
had  sold  or  offered  to  sell  same,  unless 
the  price,  at  which  said  merchandise  or 
products  are  offered  by  respondent,  con- 
stitutes a  reduction  from  the  price  at 
which  said  merchandise  or  products 
previously  have  been  offered  for  sale  or 
sold  by  said  corporation,  firm  or  indi- 
vidual in  the  recent  regular  course  of 
business. 

2.  Bfisrepresenting,  in  any  manner, 
savings  available  to  purchasers  at  retail 
of  any  of  said  merchandise  or  products 
from  respondent,  or  the  amount  by 
which  the  price  of  any  of  said  merchan- 
dise or  products  is  educed  from  the  re- 
tail price  at  which  said  merchandise  or 
products  previously  have  been  offered 
for  sale  by  req^ondent  or  another  person 
in  the  recent  regular  course  of  business. 

By  two  separate  "Decision  of  the 
Commission",  etc..  reports  of  compliance 
were  required  from  each  of  the  two 
groups  of  respondents  as  follows: 

It  is  ordered.  That  the  respondents  or- 
dered to  cease  and  desist  in  the  initial 
decisions  herein  shall,  within  sixty  (60) 
days  after  service  upon  them  of  these 
orders,  file  with  the  Commission  reports 
in  writing  setting  forth  in  detail  the 
manner  and  form  in  which  they  have 
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complied  with  the  orders  to  cease  and 
desist  contained  in  the  aforesaid  initial 
decisions. 

Issued :  October  24, 1961. 

By  the  Commission. 

tSEAL]  JOSEPH  W.  Shea, 

Secretary. 
I  P.R.     I>oc     62-395;     Piled.    Jan.    12,     1962- 
8:46  a.m.| 


Title  21— FOOD  AND  DRUGS 

Chapter  I — Pood  and  Drug  Adminis- 
tration, Department  of  Health,  Edu- 
cation, and  Welfare 

SUBCHAPTER    I — FOOD   AND    FOOD    PtODUCTS 

PART  19— CHEESES;  PROCESSED 
CHEESES;  CHEESE  FOODS;  CHEESE 
SPREADS,  AND  RELATED  FOODS; 
DEFINITIONS  AND  STANDARDS  OF 
IDENTITY 

Swiss  Cheese,  Blue  Cheese,  and  Cer- 
tain Italian  Styte  Cheeses;  Rulings 
on  Proposed  Amendments  Con- 
cerning Artificial  Coloring  ond 
Bleaching 

In  the  matter  of  amending  the  defini- 
tions and  standards  of  identity  for  swlss 
cheese,  blue  cheese,  gorgonzola  cheese, 
provolone  cheese,  caciocavallo  siciliano 
cheese,  parmesan  cheese,  romano  cheese, 
and  asiago  fresh  cheese: 

The  Coounissioner  of  Food  and  Drugs 
has  considered  the  objections  filed  with 
respect  to  the  final  order  issued  in  the 
above-entitled  matter,  published  In  the 
Federal  Register  of  September  9.  1961 
(26  F.R.  8487),  and  has  concluded  that 
the  objections  received  did  not  afford  a 
basis  f<»-  a  public  hearing.  Therefore, 
the  order  became  effective  November  8 
1961. 

(Sec.  701.  52  Stat.  1065  as  amended;  21  U  S  C 
371) 

Dated:  January  9. 1962. 

Geo.  p.  Larrick. 
Commissioner  of  Food  and  Drugs. 

(FR     Doc.    62-414;     Filed,    Jan.     12,     1962: 
8:47  ajn.l 


Title  25— INDIANS 

Chapter  I — Bureau  of  Indian  Affairs, 
Department  of  the  Interior 

SUBCHAPTER  T— OPERATION  AND 
MAINTENANCE 

PART  221— OPERATION  AND 
MAINTENANCE  CHARGES 

Colorado  River  Indian  Irrigation 
Project,  Arizona 

There  was  published  in  the  FtonxL 
RsGisTES  on  November  8,  1961  (26  F.R. 
10516)  a  notice  of  intention  to  amend 
§§  221.6  and  221.7  of  25  CFR  to  provide 
for  an  increase  of  the  annual  c^eration 
and  maintenance  assessment  rate  from 
$8.50  to  $9.00  per  acre  on  the  Colorado 
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Rtv«r   fudian  IrrlcAtlon   Rrajeetv   Arl- 
tmm,  azMl  for  an  tncreMC  of  Um  vsmm 
ment  rate  for  ezce»  water  from  $1.75  to 
$2.00  per  acre-foot. 

Interested  persons  were  given  an  op- 
portunity to  submit  tbctr  oommenta.  siw- 
gestiona.  or  obiecilons  with  respect  to 
the  propoaed  amendments  to  the  Phoenix 
Area  Director  within  thirty  days  of  the 
date  of  publication  of  the  notice  In  the 
PCDBBAL  RsGZsm.  Only  one  objection 
was  received.  Its  contents  have  been 
conakiered.  However,  in  the  opinion  of 
the  Area  EMrcetar  the  Increases  In  aasess- 
ment  rates  are  necessary. 

1.  Section  231  •  is  hereby  amended 
to  read  as  follows: 

§  221.6     Charges. 

Pursuant  to  the  provlsiona  of  the  acta 
of  Congress  approved  August  1,  1914. 
and  ICarcfa  7.  1938  (38  SUt  583.  45  Stat. 
310:  35  VB.C.  386>-387).  the  annual  basic 
charge  agatnai  the  land  to  whleh  water 
can  be  dtUwmtA  under  the  Colorado 
River  Indian  Irrigation  Project  in  Ari- 
zona, for  the  operation  and  maintenance 
of  that  project,  ts  hereby  fixed  at  $9.00 
per  trrli^Ude  acre,  whether  water  is  used 
or  not.  Payment  of  this  charge  will 
entitle  the  water  user  to  but  not  In  excess 
of,  eight  acre-feet  of  water  per  acre  per 
ann^m  on  Certain  sandy  areas  as  de- 
scribed in  a  schedule  on  file  at  the  Colo- 
rado River  Indian  Agency,  and  available 
for  ins()eeUon  by  interested  partiea.  and 
to  five  acre-feet  of  water  per  annum  per 
irrigable  acre  on  all  other  lands.  With 
the  approval  of  the  Superintendent,  ad- 
V  ditlonal  water,  reasonably  sufficient  to 
carry  away  alkali  salts,  may  be  allowed 
on  certain  alkali  tracts  at  no  additional 
charge  for  the  purpose  of  reclaiming 
lands  by  the  uraal  methods,  such  as 
flooding  and  leaching.  The  foregoing 
chargea  and  allotments  of  water  shall 
bti'n"*wf  effective  for  the  calendar  year 
1963  and  continue  in  effect  thereafter, 
until  further  notice. 

3.  Section  331.7  is  hereby  amended  to 
read  as  follows: 

§  221.7      Exeem  water  charscs. 

Additional  water,  if  and  when  avail- 
able, in  excess  of  basic  allowances,  may 
be  delivered  upon  written  request  to  the 
Superintendent  by  landowners  or  users 
at  the  rate  of  $2.00  per  acre-foot,  or 
fraction  thereof. 


(00  Stat.  SSa:  Orttar  2253,  PJR.  Doc.  46-16562. 
11  PR.  109M:  Order  551.  Amdt.  1) 

Jams  B.  Rntc 
Acting  Area  Director. 

(FR.    Doc.    «3-39«:    Piled.    Jan.     12.     1962; 
8:45  aon.l 


Title  29— lABW 

Chapter  V — Wag*  ond  Hour  Division, 
Department  of  Labor 

SUaCMAnU  a— «E6U1ATI0NS 

PArr  536— AREA  OF  PtODUCTION 
DeAnMons;  Revision 

On  pages  8460  and  8481  of  the  PfeDiXAL 
RsczsTSx  of  September  8,  1961,  there  was 


RULB  AMD  REGULATIONS 

pubhahed  a  notice  of  proposed  rule  mak- 
ing to  rerlae  the  regulations  governing 
the  deflnltloD  of  "area  ot  production" 
as  that  term  is  uaed  in  section  13(a) 
of  the  Pair  habor  Standards  Act  of  1938 
(39  UJS.C.  213<a)).  Interested  persons 
were  given  15  days  in  which  to  submit 
written  data,  views  or  arguments  with 
respect  to  the  proposed  regulations.  No 
comments  have  been  received.  Accord- 
ingly, the  proposed  regulations  are 
hereby  adopted  as  set  forth  below  with- 
out change,  effective  February  12.  1962. 

Signed  at  Washington.  DC  ,  this  5th 
day  of  January  1962. 

CLAKEIfCX  T    LONOgUIST. 

Adminutrator. 
Sec. 
53S.1     "Area  of  prcxluctlon"  u  used  In  sec- 

tloa  7(c)  of  the  Pair  Labor  St&nd- 

artla  Act. 
68«2     ••Arwi  of  production'  ae  u«ed  In  sec- 
tion   13(a)  (10)    of   the    Pair  Labor 

Standards  Act. 
536.J     "Area  of  production"  aa  used  In  aec- 

Uon    13(a)  (17)    of    the   Pair   Labor 

Standards  Act. 
536  4     Petition    for    amendment    of    reg\Ua- 

tlons. 

AuTBoarrr:  i|  536.1  to  536.4  Issxicd  under 
52  Stat.  lOaO:  20  use.  201  et  seq.  Additional 
authority  Is  cited  tn  parentheses  following 
sections  affected. 

§  536.1  **.\rca  of  production"  as  u^ed 
in  section  7(r)  of  the  Fair  Labor 
Standards  Art. 

(a)  An  employer  shall  be  regarded  as 
engaged  in  the  first  processing  of  any 
agricultural  or  horticultural  commodity 
during  seasonal  operations  within  the 
"area  of  production"  within  the  meaning 
of  section  7(c)  of  the  Fair  Labor  Stand- 
anis  Act  if  he  is  so  engaged  in  an  estab- 
lishment which  is  located  in  the  open 
country  or  in  a  rural  community  and  in 
which  such  first  processing  is  performed 
on  commodities  95  percent  of  which  come 
from  normal  rural  sources  of  supply 
located  not  more  than  the  following  air- 
Line  distances  from  the  establishment: 

(1>  With  respect  to  grain,  soybeans, 
eg£s,  or  tobacco — 50  miles; 

1 2)  With  respect  to  any  other  agricul- 
tural or  horticultural  commodities — 20 
miles. 

(b)  For  the  purpose  of  this  section: 

( 1 )  "Open  country  or  rural  com- 
munity" shall  not  Include  any  city,  town, 
or  urban  place  of  2,500  or  greater  popu- 
lation or  any  area  within: 

(1)  One  air-line  mile  of  any  city,  town, 
or  urban  place  with  a  population  of  2,500 
up  to  but  not  including  50.000  or 

(ii>  Three  air-line  miles  of  any  city, 
town,  or  urban  place  with  a  population 
of  50.000  up  to  but  not  including  500.000. 
or 

(iii)  Five  air-line  miles  of  any  city 
with  a  population  of  500,000  or  greater. 
according  to  the  latest  available  United 
States  Census. 

(2)  The  commodities  shall  be  con- 
sidered to  come  from  "normal  rural 
sources  of  supply"  within  the  specified 
fiwtanfpB  from  the  establishment  if  they 
are  received  (i)  from  farms  within  such 
specified  distances,  or  (11)  from  farm 
assemblers  or  other  establishments 
through  which  the  commodity  custom- 
arily moves,  which  are  within  such  speci- 
fied distances  and  located  in  the  open 


country  or  in  a  rural  community,  or  (ill) 
from  farm  assemblers  or  other  estabUah- 
ments  not  located  in  the  open  country  or 
in  a  rural  community  provided  it  can  be 
demonstrated  that  the  commodities  were 
produced  on  farms  within  such  specified 
distances. 

<3)  The  period  for  determining 
whether  95  percent  of  the  agricultural 
or  horticultural  commodities  are  re- 
ceived from  normal  rural  sources  of 
supply  shall  be  the  last  preceding 
calendar  month  in  which  operations 
were  carried  on  for  two  workweeks  or 
more,  except  that  until  such  time  as  an 
establishment  has  operated  for  such  a 
calendar  month  the  period  shall  be  the 
time  during  which  it  has  been  in 
operation. 

(4)  The  percentage  of  commodities 
received  from  normal  rural  sources  of 
supply  within  the  specified  distances 
shall  be  determined  by  weight,  volume  or 
other  physical  unit  of  measure,  except 
that  dollar  value  shall  be  used  if  dif- 
ferent commodities  received  in  the  es- 
tablishment are  customarily  measured  in 
physical  units  that  £0*6  not  comparable.      ^ 

(Sec.  7(e>.  53  Stat.  1003.  29  UJBC.  a07(e>) 

S  S36.2  "Area  of  prodtx-tion"  as  used  in 
section  13(a)  (10)  of  the  Fair  Labor 
Standards   .Act. 

(a)  An  Individual  shall  be  reganied 
as  employed  within  the  "area  of  produc- 
tion" within  the  meaning  of  section 
13(a)  (10)  of  the  Pair  Labor  Standards 
Act  in  handling,  packing,  storing,  com- 
pressing, pastetirizing.  drying,  prepartog 
in  their  raw  or  natural  state,  or  canning 
of  agricultural  or  horticultural  com- 
modities for  market,  or  in  maiung  cheese 
or  butter  or  other  dairy  products: 

(1)  If  the  establishment  where  he  is 
employed  is  located  in  the  open  country 
or  in  a  rural  community  and  95  percent 
of  the  commodities  on  which  stich  opera- 
tions are  performed  by  the  establish- 
ment come  from  normal  rural  sotirces  of 
supply  located  not  more  than  the  follow- 
ing air- line  distances  from  the  estat^ish- 
ment: 

(i)  With  respect  to  operations  on 
fresh  fruits  and  vegetables — 15  miles; 

(ii)  With  respect  to  the  storing  of 
cotton  and  any  operations  on  com- 
modities not  otherwise  sp>ecified  in  this 
subparagraph — 20  miles; 

<iii>  With  respect  to  the  compressing 
and  compress-warehousing  of  cotton. 
and  operations  on  tobacco,  grain,  soy- 
beans, poultry  or  eggs — 50  miles. 

<b)   F^r  the  purposes  of  this  section: 

(1)  "Open  country  or  rural  com- 
munity" shall  not  include  any  city,  town, 
or  urban  place  of  2,500  or  greater  popu- 
lation, or  any  area  within: 

(i)  One  alr-llne  mile  of  any  city,  town, 
or  urban  place  with  a  population  of 
2.500  up  to  but  not  including  50.000,  or 

(ii)  Three  air-line  miles  of  any  city, 
town,  or  urban  place  with  a  population 
of  50.000  up  to  but  not  Including  500,000, 
or 

(ill)  Five  air-line  miles  of  any  city 
with  a  population  of  500.000  or  greater, 
according  to  the  latest  available  United 
States  Census. 

( 2  >  The  commodities  shall  be  consid- 
ered to  come  from  '^normal  rural  sources 
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of  supply"  within  the  specified  distances 
from  the  establishment  if  they  are  re- 
ceived (i)  from  farms  within  such  speci- 
fied distances,  or  (11)  from  farm  assem- 
blers or  other  establishments  through 
\k  hich  the  commodity  customarily  moves, 
wluch  are  within  such  specified  distances 
and  located  in  the  open  country  or  in 
.1  rural  community,  or  (ill)  from  farm 
a.s.semblers  or  other  establishments  not 
located  in  the  open  country  or  in  a  rural 
community  provided  it  can  be  demon- 
.st rated  that  the  commodities  were  pro- 
duced on  farms  within  such  specified 
distances. 

<3)  The  period  for  determining 
whether  95  percent  of  the  commodities 
are  received  from  normal  rural  sources 
of  supply  shall  be  the  last  preceding  cal- 
endar month  in  which  operations  were 
carried  on  for  two  workweeks  or  more, 
except  that  until  such  time  as  an  estab- 
lishment has  operated  for  such  a  calen- 
dar month  the  period  shall  be  the  time 
during  which  it  has  been  in  operation. 

( 4  >  The  percentage  of  commodities  re- 
ceived from  normal  rural  sources  of  sup- 
ply within  the  specified  distances  shall 
be  determined  by  weight,  volume  or  other 
physical  unit  of  measure,  except  that 
dollar  value  shall  be  used  if  different 
commodities  received  in  the  establish- 
ment are  customarily  measured  in  phys- 
ical units  that  are  not  c(xnparable. 

(Sec     13(a)  (10).    52    Stat.    1067.    29    USC 
3l3(a)(10)) 

§  S36.3      *'.4reu    of    production'*    a»i    used 
in    section     I3(m)(17)    of    the    Fair 
-  I^bor   Standard)*   Act. 
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distances  from  the  establishment  if  they 
are  received  (i)  from  farms  within  such 
specified  distances,  or  (ii)  from  farm 
assemblers  or  other  establishments 
through  which  the  commodity  custom- 
arily moves,  which  are  within  such 
specified  distances  and  located  in  the 
open  country  or  in  a  rural  community,  or 
(iii)  from  farm  assemblers  or  other 
establishments  not  located  in  the  open 
country  or  in  a*  rural  community  pro- 
vided it  can  be  demonstrated  that  the 
commodities  were  produced  on  fanns 
within  such  specified  distances. 

(3)  The  period  for  determining 
whether  95  percent  of  the  commodities 
are  received  from  normal  rural  sources 
of  supply  shall  be  the  last  preceding 
calendar  month  in  which  operations 
were  carried  on  for  two  workweeks  or 
more,  except  that  until  such  time  as  an 
establishment  has  operated  for  such  a 
calendar  month  the  period  shall  be  the 
time  during  which  it  has  been  in 
operation. 

(4)  The  percentage  of  commodities 
received  from  normal  rural  sources  of 
supply  within  the  specified  distances 
shaU  be  determined  by  weight,  volume 
or  other  physical  unit  of  measure,  except 
that  dollar  value  shall  be  used  if  different 
commodities  received  In  the  establish- 
ment are  customarily  measured  in  physi- 
cal units  that  are  not  comparable. 


(a)   An  employee  employed  by  an  es- 
tablishment commonly  recognized  as  a 
country  elevator  and  having  not  more 
than  five  employees  (including  such  an 
establishment  which  sells  products  and 
services  used  in  the  operation  of  a  farm) 
shall  be  regarded  as  employed  within  the 
area  of  production",  within  the  mean- 
ing of  section  13(a)  (17)  of  the  Pair  Labor 
Standards  Act.  if  the  establishment  by 
which  he  is  employed  is  located  in  the 
open  country  or  in  a  rural  community 
and  95  percent  of  the  agricultural  com- 
modities received  by  the  establishment 
for  storage   or  for  market  come  from 
normal  rural  sources  of  supply  within 
the  following  air-line  distances  from  the 
^stablishment: 

(1)  With  respect  to  grain  and  soy- 
beans— 50  miles; 

•2)  With  respect  to  any  other  agri- 
cultural  commodities— 20  miles. 
•b»  For  the  purpose  of  this  section: 
•1>  "Open  country  or  rural  com- 
munity" shall  not  include  any  city,  town. 
or  urban  place  of  2.500  or  greater  popu- 
lation or  any  area  within: 

U)  One  air-Une  mile  of  the  city,  town, 
or  urban  place  with  a  population  of  2,500' 
up  to  but  not  including  50.000,  or 

(u»   Three  air-line  miles  of  any  city 
town,  or  urban  place  with  a  populaUon  of 
50.000  up  to  but  not  including  500  000 
Or  ' 

'ill'  Five  air-line  miles  of  any  city 
with  a  population  of  500.000  or  greater, 
according  to  the  latest  available  United 
States  Census. 

<2)  The  commodities  shall  be  con- 
sidered to  come  from  "normal  rural 
sources  of  supply"  within  the  specified 


(Sec.  18(a)(17).  added  to  sec.   13.  52  Stat 
1067,  29  UJ3.C.  213.  by  sec.  9,  Pub.  Law  87-30) 

§  536.4      Petition  for  aniendnieni  of  reg- 
ulations. 

Any  interested  person  or  association 
wishing  a  revision  of  any  section  of  this 
part  may  submit  in  writing  to  the  Ad- 
ministrator a  petition  fot-  amendment 
thereof,  fetting  forth  the  changes  desired 
and  the  reasons  for  proposing  them.  If 
upon  inspection  of  the  petition  the 
Administrator  beUeves  that  reasonable 
cause  for  amendment  of  the  regulations 
is  set  forth,  the  Administrator  will  either 
schedule  a  hearing  with  notice  to  inter- 
ested parUes  or  will  make  other  pro- 
visions for  affording  interested  parties 
an  opportunity  to  present  then-  views  in 
support  of  or  opposition  to  the  proposed 
change. 

|PJl.    Doc.    83-397;     Piled,    Jan      12.     1962- 
•  :46a.m.| 

Title  32— NATIONAL  DEFENSE 

Chapter  I — OfRca  of  Hie  Secretary  of 
Daffansa 

SUKHAPTIt  r— tECOIDS 

PART  288— SCHEDULE  OF  FEES  AND 
CHARGES  FOR  COPYING,  CERTIFI- 
CATION,  AND  SEARCH  OF  REC- 
ORDS 

The  Assistant  Secretary  of  Defense 
(Comptroller)  i4)proved  the  following 
revision  of  Part  388  on  August  31,  1961. 
to  be  placed  into  operation  as  soon  as 
practicable  but  in  no  event  later  than 
ninety  (90)  days  after  the  approval  date. 
Sec. 

288.1  Purpoae. 

288.2  AnMcablU^. 
288.8     - 
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Sec. 

288 .4  Review  of  schedule  of  fee*. 

288.5  Disposition  of  receipts 

288.6  Exhibit  A— Schedule  of  Pees. 

AirrHORrnr:  §§288.1  to  288.6  issued  under 
Title  V,  Independent  Offices  Appropriation 
Act  of  1950  (5  U.S.C.  140)  as  amended. 

§  288.1      Purpose. 

Part  289  of  this  chapter  prescribed  De- 
partment of  Defense  policies  and  proce- 
dures for  developing  an  equitable  and 
uniform  system  of  charges  for  services 
and/or  property  which  convey  special 
benefits  to  recipients  above  and  beyond 
those  accruing  to  the  public  at  large 
This  Part  288  designates  certain  types  of 
common  services  relating  to  copying,  cer- 
tification and  search  of  records  that  are 
rendered  by  the  Department  of  Defense 
for  which  a  prescribed  fee  shall  be  col- 
lected. In  addiUon,  this  Part  288  es- 
tablishes an  amended  schedule  of  fees 
that  shall  be  collected  for  these  services 
(Exhibit  A.  §  288.6). 

§  288.2     Applicability. 

The  provisions  of  this  part  are  appli- 
cable to  all  components  of  the  Depart- 
ment of  Defense. 

§  288.3     Fees. 

<a)  Services  and  fees.  The  types  of 
services  rendered  by  the  Department  of 
Defense  and  its  component  agencies  for 
which  a  prescribed  fee  shall  be  collected, 
subject  to  the  exemptions  indicated  in 
§  288.3(b)  are  listed  in  8  288.6.  The 
specific  charges  for  such  services  are  also 
indicated  in  §  288.6.  No  refunds  of  fees 
shall  be  made  by  reason  of  change  in 
regulation,  directive  or  fee  schedule,  or 
overpayments  of  one  dollar  ($1.00)  or 
less. 

(b)  Exemptions.  No  fees  shall  be  im- 
posed for  the  following  types  of  services 
when  requests  are  received  from  the 
sources  specified,  provided  the  fm-nish- 
ing  of  such  services  is  consistent  with 
established  policy,  does  not  Interfere 
with  the  mission  of  the  furnishing 
agency,  and  the  cost  of  the  services  can 
be  provided  with  available  funds.  As 
used  in  this  part,  the  term  Armed  Forces 
includes  the  Army,  Navy,  Air  Force. 
Marine  Corps  and  their  civilian  com- 
ponents. 

( 1 )  Any  service  requested  by  members 
of  the  Armed  Forces  when  the  document 
or  information  requested  is  required  by 
such  personnel  in  their  capacity  as  mem- 
bers of  the  Armed  Forces  of  the  United 
States. 

( 2 )  Any  service  requested  by  members 
of  the  Armed  Forces,  who  are  in  a  cas- 
ualty status,  or  by  their  next  of  kin  or 
legal  representatives;  and  requests  for 
information  from  any  source  relating  to 
a  casualty. 

<  3 »  Any  service  requested  by  members 
(or  retired  members)  of  the  Armed 
Forces  for  copies  of  or  information  from 
their  own  medical  or  dental  records. 

( 4 )  Any  service  requested  by  members 
(or  retired  members)  of  the  Armed 
Forces  or  their  dependents  for  copies  of 
or  information  from  the  medical  or  den- 
tal records  of  such  dependents. 

(5)  The  address  of  record  of  an  ac- 
tive duty  member  or  former  member  of 
the  Armed  Forces  when  it  can  be  fur- 
nished informally  through  local  director 
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(locator)  reference,  when  requested  by 
a  member  of  the  Armed  Forces  or  a 
relative  or  legal  representative  of  a  mem- 
ber of  the  Armed  Forces,  or  the  address 
of  record  reouM^ted  by  any  source  when 
the  address  Is  required  for  the  purpose 
of  paying  monies  or  forwarding  property 
to  a  member  or  former  member  of  the 
Armed  Forces,  or  when  the  address  Is 
sought  by  a  cui^odlan  or  manager  of 
property  owned  by  a  member  or  former 
member  of  the  Armed  Forces  for  pur- 
ix>ses  of  commimlcating  with  the  ad- 
dressee regarding  his  property. 

(6)  Any  service  requested  by  or  on  be- 
half of  a  member  or  former  member  of 
the  Armed  Forces,  or  If  deceased,  their 
next  of  kin.  pertaining  to  requests  for: 

(I)  Information  required  to  obtain 
financial  benefits. 

(II)  Document  showing  membership 
and  military  record  in  the  Armed  Forces 
if  discharge  or  release  was  under  honor- 
able conditions. 

(ill)  Information  relating  to  a  decora- 
tion or  award  or  information  required 
for  memorialization  purposes. 

(iv)  Review  or  chsinge  in  type  of  dis- 
charge or  correction  of  records. 

(V)  Personal  documents,  e.g..  birth 
certificates,  when  such  documents  were 
required  to  be  furnished  by  the  individ- 
uaL 

(7)  Those  services  which  are  fur- 
nished free  in  accordance  with  statutes 
or  Executive  Orders. 

(8)  Information  from  or  copies  of 
medical  and  dental  records  and/or  X- 
ray  films  of  patients  or  former  patients 
of  military  medical  or  dental  facilities 
when  such  information  is  required  for 
fvirther  medical  or  dental  care  and  re- 
quests for  such  data  are  (1)  submitted  by 
an  accredited  medical  facility,  physician 
or  d«itLst  or  (11)  requested  by  the 
patient,  his  next  of  kin  or  legal 
representative. 

(9)  Any  service  furnished  relating  to 
or  in  furtherance  of  the  Armed  Forces 
recruiting  programs  and  any  services 
furnished  representatives  of  public  in- 
foimation  media  or  the  general  public 
In  the  interest  of  public  understanding 
of  the  Armed  Forces. 

(10)  Any  service  involving  confirma- 
tion of  employment  or  salaries  of  active 
or  separated  civilian  or  military  per- 
sonnel when  requested  by  prospective 
employers  or  recognized  sources  of  in- 
quiry for  credit  or  financial  purposes. 

(11)  Any  service  requested  by  and 
furnished  to  a  member  of  Congress  for 
olBclal  use. 

(12)  Any  service  requested  by  a  state, 
territorial,  coimty  or  municipal  govern- 
ment or  an  agency  thereof  which  is 
carrying  on  a  function  related  to  or  in 
furtherance  of  an  objective  of  the  De- 
partment of  Defense. 

(13)  Any  service  requested  by  a  court 
when  the  furnishing  of  such  will  serve 
as  a  substitute  for  personal  court 
i^ipearance  of  a  military  or  civilian  em- 
ployee of  the  Department  of  Defense. 

(14)  Any  service  requested  by  a  non- 
proflt  organization  which  Is  carrying  on 
a  function  related  to  or  in  furtherance 
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of  an  objective  of  the  Federal  (jovern- 
ment  or  In  the  Interest  of  public  safety, 
health  and  welfare 

(15)  Any  service  requested  when  tlie 
cost  of  such  services  ultimately  would  be 
charRed  to  the  Federal  (jovernment. 

a6>  Any  service  requested  by  donors 
w  ith  respect  to  their  gifts. 

(17)  Any  request  which  results  in  an 
unsuccessful  search  of  records  other  than 
requests  to  determine  the  existence  or 
nonexistence  of  a  record. 

(18)  Requests  for  service  which  are 
occasional  and  incidental  iincludinR  any 
request  from  a  resident  of  a  fonign 
country) .  not  of  a  type  that  is  requested 
often.  If  It  Is  administratively  determined 
that  a  fee  would  be  Inappropriate  in  such 
an  occasional  case. 

(19)  Any  request  when  the  furnishing 
of  the  service  without  charge  Is  an  ap- 
propriate courtesy  to  a  foreign  country, 
international  organization,  or  compa- 
rable fees  are  set  on  a  reciprocal  basis 
with  a  foreign  country. 

§  288.1      Review  of  »<-hedule  of  fees. 

The  schedule  of  fees  shall  be  reviewed 
whenever  signiflcanf  changes  In  costs 
occur  and  at  least  once  each  year  to  de- 
termine whether  a  fee  should  be  collected 
for  any  additional  services  rendered  the 
public  or  whether  any  of  the  fees  pre- 
scribed in  the  schedule  should  be 
changed  or  discontinued.  Appropriate 
recommendations  for  change  in  the 
schedule  of  fees  shall  be  submitted  to  the 
Assistant  SeA-etary  of  Defense  (Comp- 
troller). The  cost  standards  contained 
In  Part  289  of  this  chapter  shall  be  ap- 
plied in  establishing  fees  for  additional 
services  and  for  changing  existing  fees. 

§  288.5      Disposition  of  receipts. 

As  required  by  Part  289  of  this  chapter 
disposition  of  fees  collected  for  services 
financed  by  working  capital  funds  shall 
be  made  in  accordance  with  regulations 
governing  the  use  of  working  capital 
funds.  In  all  other  cases  all  fees  or 
charges  collected  should  be  deposited  In 
the  Oeneral  Fund  of  the  Treasury  as 
Miscellaneous  Receipts  unless  other  dis- 
position is  specifically  authorized  by  law. 

§  288.6      Exhibit  .\ — .Schedule  of  iee». 

Applicable  to  authorized  services  of 
copying,  certifications  and  search  of 
records  rendered  to  the  public  by  com- 
ponents of  the  Department  of  Defense. 

RequestJ  InTolvlng:  '^« 

(1)  Training  and  education,  etich $3.50 

(Including  requesta  foe  tran- 
script*, ccrtlflcatea  and  verlflca- 
tlon  of  attendance,  course  comple- 
tion and  graduation  from  service 
schooia  and  other  facilities  ) 

(2)  Medtc&l  and  dental  records  of  rtrll- 

lana  (Includes  reqiicsts  for  In- 
formaflrtm  from  or  cop  lea  of 
medical  records  Including  clini- 
cal records,  outpatient  recorda, 
dental  recorda  and  loan  of 
X-rays) : 
Up  to  and  Including  two  type- 
written or  two   reproduced 

page... i  00 

■adi  additional  page 1-00 

lioan  of  each  X-ray 1.00 


R  quests  Involving-  Continued  Fee 

(J(  Medical  and  dental  recorda  of  uni- 
formed services  personnel  and 
tiielr  dependent*  when  request 
U  received  from  other  than  the 
member  or  their  dependent  (In- 
cludes requests  for  Information 
from  or  copies  of  medical  rec- 
ords including  clinical  recorda. 
outpatient  records,  dental  rec- 
ords and  loan  of  X-rays) 

Up  to  and  Including  two  type- 
written   or    two    reproduced 

pages $2  00 

E.w:h  additional  page 1.00 

Loan  of  each  X-ray 100 

(4)    Military  membership  and  record: 

(1)    Address  of  record.  each._    .      1   50 
(111    Certificate    In    lieu.    sUte- 
ment  of  verification  of  serv- 
ice, or  report  of  separation. 

each 2.50 

I  til)  Copy  or  extract  of  order  of 
other  record  (excluding 
medical,   dental   and    X-ray 

records ) .  each 2.  00 

(Iv)  Purnlshlng  Information  on 
decorations    and    awards   to 

service    organizations 2  00 

if>)    Photography: 

(I)  Still  pictorial  or  documen- 
tary photographic  prints 
8  X  10  black  and  white  and 
not  more  than  three  prlnta 
may  be  sold  from  any  Indi- 
vidual negative  on  each 
order.  Larger  standard  slzea 
of  black  and  white  prlnta 
will  be  furnished.  If  avail- 
able, at  proportionately 
higher  fees. 

Single    weight    glossy    finish. 

each -55 

Double    weight    matte    finish. 

each .60 

4x5  color  transparenclea  or 

color  negative,  each 5.00 

8  X  10  color  tranaparenclea  or 
color  negative  (In  quantl- 
tlea  not  to  exceed  three 
copies  any  one  view)  each..   10  00 

Color  prlnta  will  not  be  fur- 
nished for  public  use. 

(II)  Aerial  Photographic  Prlnta. 
contact  prints,  or  exact 
negative  sizes,  single  weight 
glossy  or  double  weight 
semi-matte. 

Size  7  x  9"  or  9  x  9    .  In  quan- 
tities: ' 

1-100,    each 70 

101-1.000.   each .55 

Over  1.000.  each 50 

Size   9   z    18",   In   quantities: 

1-100.    each 1.40 

lOl-l.OOO.   each 1.  10 

Over  1.000.  each 100 

(lU)  Aerial  Photographic  In- 
dexes and  Mosaic  Copies  In 
any   number,    size   20   x  24". 

each    1   20 

(Iv)    Reproduction       of       cover 
overlays: 
Transparent   Poll   Film   Over- 
lays, each 1   50 

Transparent    Paper    Overlays, 

each   -80 

Transparent  Paper  Plot  Maps. 

per  square   foot .  10 

Photostat  Plat  ICaps  (maxi- 
mum alae  17  Va  z  33") .  each.  .65 
(T)  Motion  picture.  16mm  or 
35mm  black  and  white  un- 
edited footage  and/or  op- 
tical sound  track,  per  foot.       .  10 
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I  f>  I    Photography — Continued 

Motion  picture,  etc. — Continued 

H«(ivu-sts  Involving — Continued  Fee 

Color  unedited  footage: 

16mm.  per  foot $.30 

16mm.  Inter-negatlve. .36 

;<.'>mm.  per  foot: 

Viewing  or  release  print, 

each    .26 

Separation    master    posi- 
tive (3  required) .76 

Color  Inter-poBltlve.  each.       .  55 
Color  tnter-negatlve.each-       .55 
Magnetic  Tape  (per  foot) 

16mm  (direct  dubb),  each.       .05 
35mm  (direct  dubb),  each.       .06 
Searching      (Including     over- 
head ) ,    each    hour   or   frac- 
tion  thereof   (per  hour) 5.00 

All  film  used  Is  duplication 
to  furnish  a  requested  end 
product  shall  be  charged  for 
on  a  per  foot  basis. 

Minimum  charge  (Includ- 
ing stock  search)  per 
order    10.00 

(6)  Construction      and      engineering 
Information: 

Copies  of  aerial  photographic 
maps,  speclficatlonB.  per- 
mits, charts,  blueprints,  and 
other  technical  engineering 
xlocuments. 
Searching  per  hour  or  fraction 
thereof  (Including  overhead 

costs)      2.00 

First  print .50 

Each  additional  print  of  same 

document .25 

(7)  Copies    of    medical    articles    and 

Illustrations.  Standards  con- 
tained In  Part  289  will  be 
utilized   In  computing  costs. 

(8)  Claims  and  Litigations: 

( i  )■  Requests  from  litigants  per- 
tjilning  to  private  litigation. 
(If  not  covered  in  §  288.6(a) 
(2)  and  (3).) 

Searching  per  hour  or  fraction 
thereof  (Including  overhead 
costs) 2.50 

Processing  per  hour — mini- 
mum charge  '2  hour 2.50 

Each  photocopy 25 

Certification     and     validation 

with  seal,  each .50 

Certification  and  validation 
without  seal,  each .25 

(II)  Requests  pertaining  to 
cases  in  which  the  United 
States  is  a  party  and  where 
court  rules  provide  for  re- 
production of  records  with- 
out cost  to  the  Government. 

Searching  per  hour  or  fraction 
thereof  (including  over- 
head   costs) 2.50 

Processing  per  hour— mini- 
mum charge  1^   hoiu 2.50 

Each  photocopy 25 

CJertfBcatlon    and    validation 

with  seal,  each .50 

Certification    and     validation 

without    seal,    each .26 

(III)  Furnishing  information 
from  Investigative  Reports, 
e.g.,  automobile  collision  in- 
vestigations, safety  reports. 

Searches,  overhead,  analysis 
and  preparation  of  report 
( per  hour — minimum  charge 
',i  hour) _     2.60 
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Re<|uests  Involving — Continued  Fee 

(9)  Oeneral: 

Charges  for  any  additional  serv- 
ices not  specifically  provided 
above  and  consistent  with 
the  provisions  of  Part  289 
will  be  made  by  the  respec- 
tive military  department  at 
the  following  rates : 

Searching  per  hour  or  fraction 
thereof  (including  over- 
head costs) $2  50 

Processing  per  hour — mini- 
mum charge  Vi  hour 2.  50 

Each  photocopy .25 

Certification  and  validation 
with  seal,  each .50 

Certification     and     validation 

without   seal,   each .25 

Maurice  W.  Roche, 
Administrative  Secretary. 

(P.R.    Doc.    62-405;    Filed,    Jan.    12,     1962: 
8:47  a.m.  I 


PART  289— USER  CHARGES  AND 
USER  CHARGES  REPORT 

The  Deputy  Secretary  of  E>efense  ap- 
proved the  following: 

Sec. 

280.1  Purpose. 

280.2  Background. 

289.3  AppUcability. 

288.4  Policies. 

289.5  Responsibilities. 

289.6  Costs. 

289.7  Fees. 

289.8  Disposition  of  collections. 

289.9  Legislative  proposals. 

289.10  Annual  report  on  user  charges. 

AtTTHOMTT:  S§  289.1  to  289.10  Issued  under 
Title  V.  Independent  OfBcers  Appropriation 
Act  of  1950  (6  U.S.C.  140)    as  amended. 

§289.1      Purpose. 

This  part  prescribes  Department  of 
Defense  policies  and  procedures  for  de- 
veloping an  equitable  and  uniform  sys- 
tem of  charges  for  services  and /or 
property  which  convey  special  benefits 
to  recipioits  above  and  beyond  those  ac- 
cruing to  the  public  at  large  and  pre- 
scribes the  submission  of  annual  reports 
(Standard  Form  No.  4)  to  the  Bureau  of 
the  Budget  as  required  by  BOB  Circular 
No.  A-25,  dated  September  23.  1959,  Sub- 
ject: "User  Charges." 

§  289.2     Background. 

Title  V  of  the  Independent  Officers  Ap- 
propriation Act  of  1952  (5  U.S.C.  140K 
as  amended,  provides  that  it  is  the  sense 
of  Congress  that  fees  shall  be  charged 
for  services  rendered  by  Federal  Agencies 
in  order  that  such  services  shall  be  per- 
formed on  a  self-sustaining  basis  to  the 
fullest  extent  possible.  This  Act  f urtlier 
provides  that  the  President  shall  pre- 
scribe policies  to  insure  uniform  applica- 
tion of  this  objective  within  the  Execu- 
tive Branch.  The  general  policies  and 
implonenting  ixistructions  for  the  Ex- 
ecutive Branch  of  the  Government  are 
prescribed  in  BOB  Circulai*  No.  A-25  re- 
ferred to  in  §  289.1. 
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§  289.3      Applicability. 

(a)  This  part  applies  to  all  DoD  ac- 
tivities which  convey  special  benefits  to 
recipients  above  and  beyond  those  accru- 
ing to  the  public  at  large. 

(b)  The  provisions  of  this  part  do  not 
apply  in  the  following  areas  which  are 
governed  by  separate  policies: 

(1)  Fringe  benefits  for  military  per- 
sonnel and  civilian  employees. 

<2)  Sale  or  disposal  under  approved 
programs  of  surplus  property. 

'O  The  provisions  of  this  part  are  not 
to  be  construed  in  such  a  way  as  to  re- 
duce or  eliminate  fees  and  charges  pres- 
ently in  effect. 

§  289.4      Poli<  ie.s. 

Except  for  the  specific  exclusions  and 
exemptions  listed  in  this  part,  a  reason- 
able charge,  as  prescribed  below,  will 
be  made  to  each  identifiable  recipient  for 
a  measurable  unit  or  amount  of  Gov- 
ernment service  or  property  from  which 
a  special  benefit  is  derived. 

(a)  Special  services.  Where  a  service 
(or  privilege)  provides  special  benefits 
to  an  idientifiable  rgCHWent  above  and 
beyond  those  which  accrue  to  the  public 
at  large,  a  charge  should  be  imposed  to 
recover  full  costs  of  rendering  the  serv- 
ice. For  example,  a  special  benefit  will 
be  considered  to  accrue  and  a  charge 
should  be  imposed  when  the  service 
rendered : 

(1)  enables  the  recipient  to  obtain 
more  immediate  or  substantial  gain  or 
values  (which  may  or  may  not  be  meas- 
mable  in  monetary  terms)  than  those 
which  accrue  to  the  general  public,  or 

(2)  is  performed  at  the  request  of  the 
recipient  and  is  above  and  beyond  the 
services  regularly  received  by  or  available 
to  the  general  public. 

(b)  Lease  or  sale.  Where  Federally- 
owned  resources  or  property  are  leased 
or  sold,  a  fair  market  value  should  be 
obtained.  So  far  as  practicable  and 
feasible,  charges  should  be  based  upon 
costs  determined  in  accordance  with 
comparable  commercial  practices.  How- 
ever, charges  need  not  be  limited  to  the 
recovery  of  costs — they  may  produce  net 
revenues  to  the  Government. 

§  289.5      Roponsibilities. 

The  Secretaries  of  the  military  de- 
partments are  responsible  for  initiating, 
developing,  and  adopting  schedules  of 
fees  and  charges  consistent  with  the 
provisions  of  this  part,  except  when  fees 
or  charges  are  prescribed  by  other  De- 
partment of  Defense  issuances  covering 
specific  subject  areas.  Each  military 
department  shall: 

(a)  Identify  each  service  or  activity 
covered  by  this  part; 

(b)  Determine  the  extent  of  the  spe- 
cial benefit  provided; 

( c )  Determine  applicable  costs ; 

(d)  Establish  appropriate  charges; 

(e)  Prepare  and  submit  to  the  Bureau 
of  the  Budget,  annual  reports  as  out- 
lined in  Appendixes  A  and  B.^ 


'  Piled  as  part  of  original  docxunent. 


404 

§  289.6     Cos««. 

Costa  th*n  be  determined  or  estimated 
from  tbe  best  available  records.  Cost 
Bccountinc  systems  will  not  be  estab- 
lished solely  for  this  purpose.  Cost  de- 
terminations shall  include  both  direct 
and  indirect  costs,  including  but  not 
limited  to: 

(a>  Salaries,  employee  leave,  travel 
expenses,  cost  of  fee  collection,  postage, 
materials  and  supplies  used,  operation 
and  maintenance  of  buildings  and  equip- 
ment (Including  depreciation  when  ap- 
propriate), and  personnel  costs  other 
than  direct  salaries  (e.g..  retirement  and 
employee  insurance). 

(b)  A  proportionate  share  of  the  man- 
agement and  supervisory  costs. 

(c)  A  proportionate  share  of  military 
Tptkj  and  allowances,  where  applicable. 

(d)  The  cost  of  research,  establishing 
standards  and  regulations  to  the  extent 
they  are  determined  to  be  properly 
chargeable. 

g  289.7      Fees. 

(a)  The  f»^*-g^«Tmm  feet  for  a  special 
serrlce  will  be  goremed  by  its  total  cost 
and  not  the  value  of  the  service  to  the 
redptenl  If  the  amount  of  the  fee  can 
be  determined  in  advance,  normally  it 
should  be  collected  prior  to  rendering 
the  service.  In  establishing  new  fees 
^md  Increasing  existing  fees,  exceptions 
to  the  policies  outlined  in  this  part  may 
be  made  when: 

(1)  The  cost  of  collecting  the  fees 
would  be  an  imduly  large  part  of  the 
receipts  from  the  activity; 

(2)  The  furnishing  of  the  service 
without  charge  is  an  appropriate  cour- 
tesy to  a  foreign  country  or  interna- 
tional organization,  or  comparable  fees 
are  set  on  a  reciprocal  basia  with  a  for- 
eign ooontry; 

(3)  The  reciplmt  is  engaged  in  a  non- 
profit activity  designed  for  the  public 
safety,  health,  or  welfare; 

(4)  The  payment  of  full  fee  by  a  State, 
local  government,  or  nonprofit  group 
would  not  be  hi  the  Interest  of  the  pro- 
gram. 

(b>  All  fees  and  charges  shall  be  re- 
viewed whenever  significant  changes  in 
costs  occur,  and  at  least  once  a  year,  to 
determine  whether  a  fee  should  be  col- 
lected for  any  additional  services  ren- 
dered. 

§  289.8     Diftpositioa  of  coUections. 

Disposition  ot  fees  or  charges  collected 
as  a  result  of  the  provisions  of  this  part 
for  services  financed  by  working  capital 
fimds  shall  be  made  in  sxcordaaice  with 
regiilations  governing  the  use  of  working 
capital  funds.  In  all  other  cases  all  fees 
or  charges  collected  should  be  deposited 
In  the  General  Fund  of  the  Treasvur  as 
Miscellaneous  Receipts  imless  other  dis- 
position is  specifically  authorized  by  law. 

§  2S9.9     Legislatrre  propoMb. 

In  cases  where  collection  of  fees  and 
charges  for  services  or  property  is  limited 
or  restricted  by  provisions  of  existing 
law.  each  military  department  concerned 
will  submit  appropriate  remedial  legisla- 
tive pnH>osals  under  applicable  legisla- 
tive procedures. 
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§289.10      Annual  repoH  on  iM«r  charges. 

(a)  As  a  result  of  the  annual  review 
specified  In  S  289.7(b).  a  report  (Stand- 
ard Form  No.  4)  covering  all  changes 
in  fees  or  charges  shall  be  made  and  sub- 
mitted to  the  Bureau  of  the  Budget  by 
December  31  of  each  year.  Each  report 
will  cover  the  situation  as  of  the  pre- 
ceding June  30  and  shall  be  prepared  in 
accordance  with  the  instructions  set 
forth  in  Appendixes  A  and  B  '  of  this 
part. 

(b)  When  one  military  department 
has  the  responsibiUty  for  the  sale  or 
lease  of  property  or  equipment  beloni;- 
ing  to  two  or  more  military  departments, 
the  military  department  having  the  re- 
sponsibility will  report  such  activity  on 
its  "User  Charges"  report. 

Maurice  W.  Roche. 
Administrattvf  Secretary. 

(PR      Doc      62-406;      Plied.     Jan     12.      1962; 
8 ;  47  a  m  I 


Chapter  VI — Department  of  the  Navy 

SUBCHAPTEI   0 — PtOCUtfMENT,  PtOfEITY, 
PATENTS,    AND  CONTtACTS 

PART  736— DISPOSITION  OF 
PROPERTY 

Sale  of  Personal   Property 

In  5  736.3(a)  the  list  of  "Activities 
Authorized  To  Sell  Contractor  Inventory 
at  Private  Plants"  Is  amended  by  revising 
the  5th  Item  under  "Office  and  Area" 
("Dallas")   to  read  as  follows: 

Dallas.  708  Jackaon  Stre«t.  DalUa,  Tex  ;   8th 
Naval  District. 

(Sec.    5031.    70A   Stat    278    as    amended;    10 
use.  5031  ) 

By  direction  of  the  Secretary  of  the 
Navy. 

[SEAL]  W.  C.  MOTT. 

Rear  Admiral.  U.S.  Navy.  Judge 
Advocate  General  of  the 
Nam/. 

Jaituasy  8,  1962. 

[Fit.    Doc.    63-398:     Piled.    Jan.     12.     1903; 
8:45  a.in.| 


Title  33— NAVIGATION  AND 
NAVIGABLE  WATERS 

Chapter  II — Corps  of  Ertgineers, 
Deportment  of  the  Army 

PART  203— BRIDGE   REGULATIONS 

St.   Jones   River,   Delaware 

P\irsuant  to  the  provisions  of  section 
5  of  the  River  and  Harbor  Act  of  Au- 
gust 18. 1894  (28  Stat.  362:  33  U.S.C.  499) . 
9  203.237  is  hereby  amended  to  include 
the  Delaware  State  Highway  Depart- 
ment bridge  across  St.  Jones  River  at 
Barkers  Landing.  Delaware,  effective  30 
days  after  publication  in  the  Federal 
Register,  as  follows: 
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§203.237  St.  Jon*.  River,  Del.;  Dela- 
war*  State  Highway  Department 
bridgrw  at  Barken  landing  and  at 
I.^banon. 

( a  >  The  owner  of  or  agency  con- 
trolling these  bridges  will  not  be  re- 
quired to  keep  draw  tenders  In  constant 
attendance. 

(b)  Whenever  a  vessel  unable  to  pass 
under  the  closed  bridges  desires  to  pass 
through  the  draws,  at  least  24  hours' 
advance  notice  of  the  time  opening  is 
required  must  be  given  to  the  authorized 
representative  of  the  owner  of  or  agency 
controlling  the  bridges  to  insure  prompt 
opening  thereof  as  the  time  required. 
•  •  •  •  • 

(d>  The  owner  of  or  agency  control- 
linR  the  bridges  shall  keep  conspicuously 
posted  on  both  the  upstream  and  down- 
str^am  sides  thereof.  In  such  manner 
that  it  can  easily  be  read  at  any  time, 
a  copy  of  the  regulations  of  this  section 
together  with  a  notice  stating  exactly 
how  the  representative  specified  in  para- 
praph  (b)  of  this  section  may  be  reached. 

ie>  The  operating  machinery  of  the 
draws  shall  be  maintained  in  a  service- 
able condition,  and  the  draws  shall  be 
opened  and  closed  at  intervals  frequent 
enouRh  to  make  certain  that  the  ma- 
chinery Is  In  proper  order  for  satisfactory 
operation. 

[Regs  .  Dec.  19.  1961.  285  91  (St.  Jone« 'River. 
Del.)-ENGCW-ONl 

(Sec    5.  M  Stat    363;   33  U  S  C.  499) 

J.  C.  LAJf  BERT, 
Major  General.  U.S.  Army, 
The  Adjutant  General. 

(PR      Doc.    62-388;     Piled.    Jan.     12.     1962; 
8  45  ami 


Title  39— POSTAL  SERVICE 

Chapter  I — Post  Offlca  Daportment 

PART  112— RATES  AND  CONDITIONS 
FOR  SPECIFIC  CLASSES 

PART   16«— DIRECTORY  OF 
INTERNATIONAL  MAIL 

Miscellanaous  Amendments 

The  regulations  of  the  Department  are 
amended  as  follows : 

I.  In  S  112.7  Small  packets,  as  pub- 
blished  in  26  F.R.  8701-8702.  amend 
paragraph  th)  by  deleting  "South 
Africa"  from  the  alphabetical  list  of 
countries  therein  not  accepting  small 
IMkckets. 

Note:  The  corresponding  Postal  Manual 
section  U  222.78. 

II.  In  §  168.5  Individual  country  reg- 
ulations, as  published  in  26  F.R.  8725- 
8805.  make  the  following  changes: 

A.  In  country  "Argentina",  as  amend- 
ed by  26  VR.  10771.  under  Parcel  Post, 
amend  the  tabular  information  immedi- 
ately following  the  item  Air  parcel  rates 
by  striking  out  "2  Form  2966 '  where  it 
appears  under  "Postal  forms  required", 
and  inserting  in  lieu  thereof  "3  Form 
2966".  Parcel  post  packages  for  Argen- 
tina must  now  be  accompanied  by  three 
customs  declarations. 
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B.  In  country  "Canada",  as  amended 
by  26  PR.  8945.  under  Postal  Union  Mail 
delete  the  third  paragraph  imder  the 
item  Observations.  Letter  packages  ad- 
dressed to  the  Yukon  District  are  no 
longer  limited  to  4  pounds  6  ounces  in 
weiKht. 

C.  In  country  "South  Africa"  under 
Postal  Union  Mail,  amend  the  item  Small 
packets,  by  striking  out  "Not  Accepted" 
and  inserting  in  lieu  thereof  "Accepted". 

D.  In  country    'United  Arab  Republic 
Egypt  I  "  make  the  following  changes  to 

.show  that  mall  addressed  to  "United 
Arab  Republic  (Egypt)"  should  now  be 
addressed  to  "United  Arab  Republic" 
without  the  name  Egypt.  The  name 
United  Arab  Republic  now  applies  only 
to  the  former  Egyptian  Region. 

1.  Under  Postal  Union  Mail,  amend 
the  item  Observations  by  inserting  a  new 
paragraph  immediately  preceding  the 
first  paragraph  therein  to  read  as 
follows: 

Observations.  Mail  should  be  ad- 
dressed "United  Arab  Republic",  without 
the  name  "Egypt". 

2.  Under  Parcel  Post  make  the  fol- 
lowing changes  in  the  item  Observations. 

a.  Insert  a  new  paragraph  immedi- 
ately preceding  the  first  paragraph 
therein  to  read  as  follows: 

Pai-cels  should  be  addiessed  "United 
Arab  Republic"  without  the  name 
"Egypt". 

b.  In   the   last   paragraph  strike  out 
Egypt"  where  it  appears  in  the  first 

.sentence    therein    and    insert    in    lieu 
thereof  "the  United  Arab  Republic." 

E.  In  country  "United  Arab  Republic 
'Syria) ",  make  the  following  changes  to 
show  that  the  Syrian  Region  of  the 
United  Arab  Republic  is  now  the  Sjrrlan 
Arab  Republic  and  that  mail  may  be  ad- 
dressed to  "Syrian  Arab  Republic"  or 
Syria": 

1.  Amend  the  country  heading  to  read 
Syria"  and  redesignate  the  new  coun- 
try heading  and  the  pertinent  regula- 
tions in  the  proper  alphabetical  order 
of  countries  therein. 

2.  Under  Postal  Union  Mail,  amend 
the  Item  Observations  to  read  as 
follows: 

Observations.  Mall  may  be  addressed 
"Syrian  Arab  Republic"  or  "Syria".  The 
post  office  of  destination  should  be  writ- 
ten in  Arabic  if  possible,  as  well  as 
in  English. 

3.  Under  Parcel  Post,  strike  out  the 
second  paragraph  of  the  item  Observa- 
tions, and  insert  in  lieu  thereof  the 
following :  , 

Parcels  may  be  addressed  "Syrian 
Arab  Republic"  or  "Syria".  The  post 
oflHce  of  destination  should  be  written 
in  Arabic  if  possible,  as  well  as  in 
English. 

III.  In  "Places  Not  Included  in  Alpha- 
betical List  of  Countries",  as  amended 
by  26  F.R.  9857.  11833,  make  the  foUow- 
ing  changes: 

A.  Delete  the  country  "Syria  (United 
Arab  Republic)"  where  it  appears  in 
alphabetical  order  therein. 

B.  Amend  the  country  "British  Somali- 
land  (Somaliland  Pi'otectorate) "  where 
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it  appears  in  alphabetical  order  therein 
to  read  "British  Somaliland  (Somali  Re- 
pubUc)". 

(R.S.  161.  aa  amended;  6  U.S.C.  22,  39  U  S  C 
601,  505) 

Louis  J.  DOYLE, 

General  Counsel. 

I  PR.    Doc.    62-409;     Filed.     Jan.     12.     1962; 
8:47  a.m.l 


PART  202— PROCEDURE  GOVERNING 
THE  ELIGIBILITY  OF  PERSONS  TO 
PRACTICE  BEFORE  THE  POST  OF- 
FICE DEPARTMENT 

PART  204— RULES  OF  PRACTICE  IN 
PROCEEDINGS  RELATIVE  TO  THE 
DENIAL,  SUSPENSION  OR  REVOCA- 
TION OF  SECOND-CLASS  MAIL 
PRIVILEGES 

Ravised  Procedures;  Correction 

In  FM.  Doc.  61-12390,  appearing  at 
pages  12771  through  12780  of  the  issue 
for  Saturday,  December  30,  1961  the 
followhig  corrections  are  made: 

1.  On  page  12777,  the  reference  in 
9  202.3  (a)  and  (b)  to  "§  202.2(d)" 
should  read  "S  202.2(c)". 

2.  On  page-  12777,   the    reference   in 

8  202.6(a)(1)    to  "§203.1"   should   read 
'§  202.2". 

3.  On  page    12778,   the   reference   in 

9  204.8(a)      to     "§  204"     should     read 
"9  204.10". 

4.  On  page  12779,  the  reference  in 
9  204.13(b)  to  "Subpart  A  of  Part  202 
of  this  chapter"  should  read  "Part  202 
of  this  chapter". 

Louis  J.  Doyle. 
General  Counsel. 

|P.R.    Doc.    62-408;    Piled,    Jan.    12.    1962; 
8:47  a.ir.l 


Title  41— PUBLIC  CONTRACTS 

Choptar  9 — Atomic  Energy 
Commission 

PAR'r  9-7— CONTRACT  CLAUSES 

PART  9-15--CONTRACT  COST  PRIN- 
CIPLES AND  PROCEDURES 

MIscollonoous  Amendments 

Subpart  9-7.50  is  amended  as  follows: 
SecUon  9-7.5006-12  Allowable  costs 
and  fixed  fee  (Architect-Engineer  Con- 
tracts) is  amended  by  deleting  i  Re- 
served! and  Inserting  in  lieu  thereof  the 
following: 

§  9-7.5006-12     Allowable  cosis  and  fi.ved 
•  fee  (Architect-Engineer  Contract!^). 

(a)  Compensation  for  contractor  s  services. 
Payment  for  the  allowable  cost  as  herein- 
after defined,  and  of  the  fixed  fee,  If  any, 
as  hereinafter  provided  shall  constitute  full 
and  complete  compensation  for  the  per- 
formance of  the  work  under  this  contract. 

(b)  Fixed  fee.  The  fixed  fee  payable  to 
the  contractor  for  the  performance  of  the 
work  under  this  contract  Is  • 

Notb:  This  provision  may  appropriately 
be  changed  to  cover  situations  where  the 
fee  is  for  a  period  of  time,  or  different  fees 
are  allowed  for  various  phases  of  the  work. 
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(c)  Allowable  cost.  The  allowable  cost  of 
performing  the  work  under  this  contract 
shall  be  the  costs  and  expenses  (less  appli- 
cable income  and  other  credits)  that  are 
actually  mcurred  by  the  contractor,  are 
applicable  and  properly  chargeable  either 
as  directly  incident  or  as  allocable  through 
appropriate  distribution  or  apportionment 
to  the  performance  of  the  contract  work  in 
accordance  with  its  terms  and  are  deter- 
mined to  be  allowable  pursuant  to  this  para- 
graph (c) .  The  determination  of  the  allow- 
ability of  cost  hereunder  shall  be  based  on : 
(1)  reasonableness,  including  the  exercise 
of  prudent  business  Judgment.  (2)  consist- 
ent application  of  generally  accepted  ac- 
counting principles  and  practices  that  result 
in  equitable  charges  to  the  contract  work 
and  (3)  recognition  of  all  exclusions  and 
limitations  set  forth  in  this  clause  or  else- 
where in  this  contract  as  to  types  or  amounts 
of  items  of  cost.  Allowable  cost  shall  not 
Include  cost  of  any  item  described  as  un- 
allowable in  paragraph  (e)  of  this  clause, 
except  as  indicated  therein.  Pallure  to  men- 
tion an  item  of  cost  specifically  in  paragraph 
(d)  or  paragraph  (e)  shaU  not  imply  either 
that  it  is  allowable  or  that  it  is  unallowable. 

Note:  This  paragraph  should  be  deleted 
and  paragraph  (c)  of  J  9-7.6006-9  Inserted  in 
lieu  thereof  for  on-site  archltect-mgineer 
contracts. 

(d)  Examples  of  items  of  allowable  cost. 
Subject  to  the  other  provisions  of  this  clause, 
the  following  examples  of  items  of  cost  of 
work  under  this  contract  shaU  be  allowable 
to  the  extent  Indicated: 

(1)  Bonds  and  Insurance  (including  self- 
insiirance)  as  provided  in  the  clause  en- 
titled "Required  Bonds  and  Insurance." 

(2)  Ck)mmunlcation  costs  Including  tele- 
phone services,  local  and  long  distance  tele- 
phone calls,  telegrams,  cablegrams,  radio- 
grams, postage  and  similar  items. 

(3)  Consulting  services  (including  legal 
and  accounting)  and  related  expenses,  as 
approved  by  the  Contracting  Officer. 

(4)  Litigation  expenses.  Including  reason- 
able counsel  fees,  Incurred  m  accordance 
with  the  clause  of  this  contract  entitled 
"Litigation  and  Claims." 

(5)  Losses  and  expenses  (mcludmg  settle- 
ments made  with  the  consent  of  the  Con- 
tracting Officer)  sustained  by  the  contractor 
in  the  perfonnance  of  this  contract  and  certi- 
fied in  writing  by  the  Contracting  Officer  to 
be  Just  and  recksonable,  except  the  leases  and 
expenses  expressly  made  vmallowable  under 
other  provisions  of  this  contract. 

(6)  Materials,  supplies  and  equipment,  in- 
cluding freight,  transporUtion,  material 
handling,  inspection,  storage,  salvage,  and 
other  usual  expenses  incident  to  the  prociire- 
ment,  use  and  disf>o6itlon  thereof,  subject 
to  approvals  required  under  other  provisions 
of  this  contract. 

(7)  Patents,  purchased  design,  and  royalty 
payments  to  the  extent  expressly  provided 
for  under  other  provisions  in  this  contract 
or  as  approved  by  the  Contracting  Officer; 
and  preparation  of  invention  disclosures,  re- 
p>orts  and  related  documents,  and  searching 
the  art  to  the  extent  necessary  to  make  such 
invention  disclosures  in  accordance  with  the 
Patent  Clause  of  this  contract. 

(8)  Personnel  costs  and  related  expenses 
incurred  In  accordance  with  Appendix  A,  or 
amendments  thereto,  such  as: 

(1)  Salaries  and  wages;  overtime,  shift  dif- 
ferential, holiday  and  other  premiiui  pay  for 
time  worked;  non-work  time  including  vaca- 
tions, holidays,  sick,  funeral,  military.  Jury, 
witness,  and  voting  leave;  salaries  and  wages 
to  employees  in  their  capacity  as  tmion 
stewards  and  committeemen  for  time  spent 
in  handling  grievances,  negotiating  agree- 
ments with  the  Contractor,  or  serving  on 
labor-management  (contractor)  committees; 
bonuses  and  incentive  compensation,  exoepfc 
that  when  the  salaries  and  wages  are  directly 
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chmrswUito  to  Xi>»  oontraet  relAtad  boniiwa 
•ad  laemUTs  canptaumOon  ttutll  Xm  rabjcct 
to  approval  hf  Um  OontncttxiK  Oflear; 

(II)  LagaUy  rwiulTMl  eontrlbuttaiia  to  old 
a^  and  aurrlTcra'  tnauranc*.  tuMmployment 
compenaatlon  plans  and  workaaen's  compen- 
sation plans  (wiwtbmt  or  not  eoTerad  tj  In- 
surance ) ;  Toluntary  or  agreed  upon  plaita 
providing  benefits  for  retirement,  separation, 
life  Insurance,  hospltallBatlOB,  medical- 
surgical  and  unemployment  (whether  or  not 
such  plans  are  covered  by  Insuraiicc): 

(III)  Travel  (except  foreign  travel  which 
requires  specific  approval  by  the  Contracting 
Officer  on  a  case  by  case  basis);  Incidental 
subsistence  and  other  allowances  of  contrac- 
tor employees.  In  connection  with  perform- 
ance of  work  under  this  contract  (Including 
new  employees  reporting  for  work  and  trans- 
fer of  employees,  the  transfer  of  their  house- 
hold goods  and  effects  and  the  travel  and 
subsistence  of  their  dependents): 

(Iv)  Employee  relations,  welfare,  morale, 
etc.,  programs.  Including  Incentive  or  sug- 
gestion awards,  employee  counseling  services. 
health  or  flrst-ald  clinics  and  house  or  em- 
ployee publications: 

(V)  Personnel  training  (except  special 
education  aiul  training  courses  and  research 
assignments  calling  for  attendance  at  educa- 
tlooai  Institutions  which  require  specific 
approval  by  the  Contracting  Officer  on  a  case 
by  case  basis)  Including  apprentlceslilp 
training  programs  designed  to  Improve  efi- 
eJeney  and  productivity  of  contract  opera- 
tlona.  to  develop  needed  skills  and  to  develop 
•deotlflc  and  technical  personnel  In  special- 
ized fields  required  In  the  contract  work;  and 

(vl)  Recruitment  of  personnel  (Inclxidlng 
help-wanted  advertisement)  Including  serv- 
ices of  employment  agencies  at  rates  not  In 
excees  of  standard  commercial  rates,  employ- 
ment oAee.  travel  of  prospective  employees 
at  the  request  of  the  contractor  for  employ- 
ment Interne 


Appendix  A  may  be  modified  from  time  to 
time.  In  writing,  without  execution  of  an 
amendment  to  this  contract  for  the  ptxrposes 
of  effecting  any  changes  In  or  additions  to 
Appendix  A  as  may  be  agreed  upon  by  the 
parties. 

IVoTs:  In  appropriate  drcximstancee,  the 
lead  sentence  may  be  changed  to  read  as 
followa: 

"Psnosmel  coats  and  related  expenses  in- 
curred In  accordance  with  the  contractor's 
•atabUahed  peracmnel  pollclea  and  programs 
applicable  on  a  eompany-wlde  baals  throogb- 
out  the  contractor's  private  operations,  by 
coUeetlve  bargaining  contracts,  or  by  custom 
tn  the  industry  or  area,  as  approved  by  the 
Contracting  OOecr  such  as:" 

Also  delete  last  paragraph  of  text  which  refers 
to  modifying  Appendix  A. 

(9)  Rentals  and  leases  of  land,  biiildings 
and  equipment  owned  by  third  parties  where 
such  items  are  twed  tn  the  performance  of  the 
contract,  except  that  such  rentals  and  leases 
when  directly  chargeable  to  the  contract  shall 
be  subject  to  approval  by  the  Contracting 
Officer. 

(10)  Repairs,  maintenance.  Inspection,  re- 
placement and  disposal  of  Government- 
owned  property  to  the  extent  directed  or  ap- 
proved by  the  Contracting  Officer. 

(11)  Repairs,  maintenance  and  Inspection 
of  contractor-owned  property  used  in  con- 
nection with  the  performance  of  this  contract 
Including  reasonable  standby  facilities  which 
are  due  to  ordinary  wear  and  tear  from  use 
and  the  action  of  the  elements  provided  such 
maintenance  and  repairs  keep  the  property  in 
efficient  operating  oonditloo  and  do  not  add 
to  its  parmaneBt  value  or  appreciably  pro- 
long Its  intended  useful  life;  and  major  re- 
pairs (tadwUnf  replacement)  to  such  prop- 
erty, except  tbat  such  major  repairs  when 
directly  chargeable  to  the  contract  shall  be 
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subject    to    approval    by    the    Contracting 
OOioer. 

(13)  Reproduction  and  art  work.  Including 
such  models  and  mock-upa  as  may  t>e  ap- 
proved by  the  Contracting  Officer. 

(13)  Structures  and  facilities  of  a  tempo- 
rary nature  as  approved  by  the  Contracting 
Officer 

(14)  Membership  in  trade,  business  and 
professional  organizations,  except  that  such 
memberships  when  directly  chargeable  to 
the  contract  shall  l>e  subject  to  approval  by 
the  Contracting  Officer 

(15)  Subcontracts,  purchase  orders  and 
purchases  from  contractor  controlled  sources, 
subject  to  approvals  required  by  other  pro- 
visions of  this  contract. 

(16)  Subscriptions  to  trade,  business, 
technical,  and  professional  periodicals,  ex- 
cept that  such  subscriptions  when  directly 
chargeable  to  the  contract  shall  be  subject 
to  approval  by  the  Contracting  Officer. 

(17)  Taxes,  fees  and  charges  levied  by 
public  agencies  which  the  contractor  Is  re- 
quired by  law  to  pay.  except  those  which  are 
expressly  made  unallowable  under  other  pro- 
visions of  this  contract. 

(18)  Utility  services  Including  electricity. 
gas.  water,  steam  apd  sewerage. 

(19)  The  costs  of  preparing  proposals  to 
the  extent  approved  by  the  Contracting  Of- 
ficer, but  not  to  exceed  1%  of  the  direct 
material  and  direct  labor  costs  of  the  con- 
tract work. 

Note:  This  paragraph  should  be  deleted  for 
on-site  architect-engineer  contracts. 

(e)  Examples  of  items  of  unallotmble 
costs.  The  following  examples  of  Items  of 
costs  are  unallowable  under  this  contract  to 
the  extent  indicated: 

(1)  Advertlaljig.  except  (1)  help- wanted 
advertising,  sind  (11)  other  advertising  (such 
as  costs  of  participation  In  exhibits)  ap- 
proved by  the  Contracting  Officer  as  clearly 
In  furtherance  of  work  performed  under  the 
contract. 

(3)  Bad  debts  (Including  expenses  of  col- 
lection) and  provisions  for  bad  debts  not 
arising  out  of  the  performance  of  this  con- 
tract. 

(3)  Bonuses  and  similar  compensation  un- 
der any  other  name,  which  (1)  are  not  pur- 
suant to  an  agreement  between  the  contrac- 
tor and  employee  prior  to  the  rendering  of 
the  services  or  an  established  plan  consist- 
ently followed  by  the  contractor.  (11)  arp  In 
excess  of  those  costs  wblcli  are  allowable  by 
the  Internal  Revenue  Code  and  regulations 
thereunder,  or  (111)  provide  total  compensa- 
tion to  an  employee  In  excess  of  reasonable 
compensation   for   the   services   rendered. 

(4)  Commissions.  t>ontiscs  and  feea  (under 
whatever  name)  in  connection  with  obtain- 
ing or  negotiating  for  a  Oovemment  con- 
tract or  a  modification  thereto. 

(5)  Contingency  reserves,  provisions  for 
(except  provisions  for  reserves  under  a  self- 
Insurance  program  to  the  extent  that  the 
type,  coverage,  rates  and  premiums  would  be 
allowable  If  commercial  Insurance  were 
purchased  to  cover  the  same  risk,  as  approved 
by  the  Contracting  Officer). 

(6)  Contributions  and  donations. 

(7)  Depreciation  In  excees  of  that  calcu- 
lated by  application  of  methods  approved  for 
use  try  the  Internal  Revenue  Service  under 
the  Internal  Revenue  Code  of  1954.  as 
amended.  Including  the  straight-line,  de- 
clining balance  (using  a  rate  not  exceeding 
twice  tlic  rate  wblcb  would  have  been  used 
had  the  depreciation  been  computed  under 
the  straight-line  method)  or  sum-of-the- 
years-dlgits  method,  on  the  basis  of  expected 
useful  life,  to  the  cost  of  acquisition  of  the 
related  fixed  assets  leas  estimated  salvage  or 
residual  value  at  the  end  of  the  expected 
useful  life.  Amortization  or  depreciation  of 
unrealized  appreciation  of  values  of  assets  or 
of  assets  fully  amortized  or  depreciated  on 


the    contractor's    books   of   account   Is   un- 
allowable. 

(8)  Dividend  provisions  or  payments  and. 
In  the  case  of  sole  proprietors  and  partners, 
distributions  of  profits. 

(9)  Bntertalnment  coats,  except  the  coats 
of  such  recreational  activities  for  on-site  em- 
pUiyees  as  may  be  approved  by  the  Contract- 
ing Officer  or  provided  for  elsewhere  in  this 
contract. 

(10)  Fines  and  penaltlea.  including  as- 
sessed Interest,  resulting  from  violations  of. 
or  failure  of  the  contractor  to  comply  with 
Federal.  State,  or  local  taws,  or  regulations, 
except  when  Incurred  in  accordance  with 
written  approval  of  the  Contracting  Officer 
or  as  a  result  of  compliance  with  the  pro- 
visions of  thla  contract. 

(11)  Oovernment-furnlshed  property,  ex- 
cept to  the  extent  that  cash  payment  there- 
for Is  required  pursuant  to  procedures  of 
the  Commission  applicable  to  transfers  of 
such  property  to  the  contractor  from  others. 

(12)  Insurance  (Including  any  provision 
of  a  self-insurance  reserve)  on  any  person 
where  the  contractor  under  the  Insurance 
policy  Is  the  beneficiary  directly  or  indi- 
rectly, and  Insurance  against  loss  of  or  dam- 
age to  Government  proj)erty  as  defined  In 
Clause 

(13)  Interest,  however  represented,  except 
Interest  Incurred  in  compliance  with  clause 
entitled  ''State  and  Local  Taxes."  bond  dis- 
counts and  expenses,  and  costs  of  financing 
and  refinancing  operations. 

(14)  Legal,  accounting,  and  consulting 
services,  and  related  costs  Incurred  In  con- 
nection with  the  preparation  of  prospec- 
tuses, preparation  and  issuance  of  stock 
rights,  organization  or  reorganisation,  pros- 
ecution or  defense  of  antitrust  suits,  pros- 
ecution of  clalnu  against  the  United  States. 
contesting  actions  or  proposed  actions  of  the 
United  States,  and  prosecution  or  defense  of 
patent-infringement   litigation 

(15)  Losses  (Including  litigation  expenses, 
counsel  fees,  and  settlements <  on.  or  arising 
from  the  sale,  exchange,  or  abandonment  of 
capital  assets.  Including  investments;  losses 
on  other  contracts,  including  the  contrac- 
tor's contributed  portion  under  coet-sharlng 
contracts;  losses  In  connection  with  price 
reduction  to  and  discount  purchases  by  em- 
ployees and  others  from  any  source;  and 
losses  where  such   losses  or  expeiises: 

(I)  Are  compensated  for  by  insurance  or 
otherwise,  or  which  would  have  t>een  com- 
pensated by  Insurance  required  by  law  or 
by  written  direction  of  the  Contracting  Of- 
ficer but  which  the  contractor  failed  to  pro- 
cure or  maintain  through  Its  own  fault  or 
negligence,  or  which  could  have  been  covered 
by  permissible  Insurance  In  keeping  with 
ordinary  business  practice  but  which  the 
contractor  failed  to  secxu^  or  maintain; 

( II )  Result  from  wilful  misconduct  or  lack 
of  good  faith  on  the  part  of  any  of  tbe  con- 
tractor's directors,  corporate  officers,  or  a 
supervising  representative  of  the  contractor, 
as  defined  in  Clause of  this  contract: 

(III)  Represent  llablllUes  to  third  persons 
for  which  the  contractor  lias  expressly  ac- 
cepted responsibility  under  other  terms  of 
this   contract. 

(16)  Precontract  costs,  except  as  expressly 
made  allowable  under  o'her  provisions  In 
this  contract. 

(17)  Reconversion,  alteration,  restoration, 
or  rehabilitation  of  the  contractor's  facili- 
ties, except  OS  expressly  provided  elsewhere 
In  this  contract. 

(18)  Research  and  development  costs, 
unless  speclflally  provided  for  elsewhere  In 
this  contract. 

(19)  Selling  and  distribution  activities 
and  related  expenses  not  applicable  to  the 
performance  of  thla  contract. 

(20»  Storage  of  records  pertaining  to  this 
contract  after  completion  of  operations 
under  this  contract  Irrespective  of  contract- 
ual or  statutory  requirement  of  the  pres- 
ervation of  records. 
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( 31 )  Taxes,  feea  and  charges  in  oonnactloii 
with  financing,  refinancing,  or  refunding  op- 
erations. Including  the  listing  of  seciirltlea 
on  exchanges:  taxes  which  are  paid  contrary 
to  the  claxise  entitled  "State  and  Zjocal 
Taxes:"  Federal  taxes  on  net  Incoma  and 
excess  profits;  and  special  assessments  on 
l.ind  which  represent  capital  Improvement. 

NoTc:  The  following  additional  exampiea 
of  Items  of  imallowable  costs  are  to  be  used 
in    on-site   architect-engineer   contracts: 

(22)  Costs  of  preparing  propoaala. 

(23)  Central  and  branch  office  expense* 
of  the  contractor,  except  as  q>ecifically  set 
lorth  in  the  contract. 

(24)  Travel  expenses  of  officers,  partners, 
proprietors,  executives,  administrative  heads 
and  other  employees  of  the  contractor's  cen- 
tral office  or  branch  office  organisation  con- 
cerned with  the  general  management, 
supervision  and  conduct  of  the  contractor's 
business  as  a  whole,  except  to  the  extent  that 
particular  travel  is  in  connection  with  the 
contract  and  approved  by  the  Contracting 
Officer. 

Subpart  9-15.50  is  amended  as  follows: 

§  9-15.5001      [.\mendment] 

Section  9-15.5001  DeAnitions.  is 
amended  by  adding  the  followlniB:  to 
paragraph  (e) : 

(1)  "Off-site  architect-engineer  con- 
tract" is  a  contract  where  the  design 
work  is  performed  in  the  contractor's 
central  or  branch  ofBce. 

(2)  "On-site  architect-engineer  con- 
tract" 1  s  a  contract  where  relatively 
complete  staffing  is  required  for  the  de- 
sign work  at  an  office  other  than  a  cen- 
tral or  branch  office  of  the  contractor, 
and  where  a  minimum  of  support  is  re- 
quired from  the  contractor's  central  or 
branch  office  staff.  The  office  where  the 
design  work  is  performed  may  be  at  the 
construction  site  or  any  other  location. 

Section  9-15.5002  is  deleted  and  the 
following  is  inserted  in  lieu  thereof: 

§  9-15.5002      Responsibilities. 

(a)  The  Controller  is  responsible  for 
developing  and  revising  the  policy  and 
procedures  for  the  determination  of  al- 
lowable costs,  and  for  seeing  that  they 
are  properly  coordinated  with  the  Gen- 
eral Qounsel.  the  Division  of  Contracts, 
and  with  other  Divisions  and  Offices 
having  Joint  interests. 

(b)  Directors  of  Headquarters  Divi- 
sions and  Offices  negotiating  contracts, 
and  Managers  of  Field  Offices  are  re- 
sponsible for  following  the  policy,  prin- 
ciples and  standards  set  forth  herein  in 
establishing  the  compensation  pxpvl- 
sions  of  contracts  and  subcontracts  and 
for  submission  of  deviations  for  Head- 
quarters consideration. 

( c )  The  General  Counsel  is  responsible 
for  the  preparation  and  interpretation 
of  contracts. 

Section  9-15.5003  is  deleted  and  the 
following  is  inserted  in  lieu  thereof: 

§9-15.5003     Deviation.     —  I 

Deviations  from  the  policy  and  prin- 
ciples set  forth  in  this  subpart  shall  not 
be  made  unless  such  action  is  authorized 
by  the  Headquarters  Division  Director 
concerned,  after  consultation  with  the 
Controller,  General  Counsel,  and  the  Di- 
rector, Division  of  Contracts,  on  the 
basis  of  a  written  Justification  stating 
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clearly  the  special  circumstances  in- 
volved. Where  appropriate,  any  ap- 
proved deviation  shall  be  reflected  in  the 
compensation  provisions  of  the  contract. 

Section  9-15.5005-2  is  deleted  and  the 
following  Is  Inserted  in  lieu  thereof: 

§  9-15.5005—2      Compensation      through 
fee. 

(a)  AEC  compensates  operating,  con- 
struction and  on-site  architect-engineer 
contractors  through  the  fixed  fee  for 
general  and  administrative  expenses  in- 
curred in  the  general  management  and 
administration  of  the  contractor's  busi- 
ness as  a  whole  by  the  contractor's  home. 
divisional  or  branch  offices. 

(b)  AEC  generally  compensates  con- 
struction contractors  through  the  fixed 
fee  for  the  salary  (and  associated  pay- 
roll costs,  taxes,  etc.,  related  to  such  sal- 
ary.^ of  the  contractor's  responsible 
supervising  representative  in  charge  of 
the  contract  work.  Accordingly,  the  sal- 
ary of  the  supervising  representative  is 
generally  not  reimbursable  as  an  allow- 
able cost  under  construction  contracts. 

(c)  In  a  particular  case,  the  contrac- 
tor may  be  compensated  on  the  basis  of 
allowable  cost,  rather  than  through  the 
fixed  fee  for  some  or  all  of  the  expenses 
described  in  paragraphs  (a)  and  (b)  of 
this  section  if  the  appropriate  Headquar- 
ters Division  Director,  the  Manager  of 
the  Field  Office,  or  a  representative  hav- 
ing the  authority  to  approve  the  con- 
tract, authorizes  use  of  this  alternative 
an>roach  and  determines  that  the  nego- 
tiated fixed  fee  reflects  proper  downward 
adjustment  from  that  which  would 
otherwise  have  been  established,  "in  the 
case  of  no-fee  contracts  (including  con- 
tracts providing  for  nominal  or  token 
fees)  these  categories  of  expenses  may 
be  either  reimbursed  on  the  basis  of 
actual  costs  or  compensated  through  a 
predetermined  fixed  amount. 

(d)  The  above-stated  policy  does  not 
preclude  the  pasmient  of  expenses  merely 
because  they  are  incurred  or  accounted 
for  at  or  by  the  contractor's  home,  divi- 
sional or  branch  offices;  where  expenses 
of  a  type  typically  incurred  at  construc- 
tion or  operation  sites  in  support  of  the 
contract  work,  are,  by  reason  of  a  par- 
ticular contractor's  greater  centraliza- 
tion, incurred  at  such  offices,  rather  than 
at  the  operation  site,  such  expenses  may 
be  reimbursed. 

(e)  In  the  case  of  on-site  architect- 
engineer  contracts,  the  Contracting  Of- 
ficer may  approve  performance  of  some 
of  the  work  in  the  contractor's  central 
or  branch  office  location.  The  direct 
costs  of  such  work  and  an  equitable  por- 
tion of  such  indirect  costs  at  the  central 
office  or  branch  office  location  as  are 
properly  applicable  and  apportionable  to 
such  work  are  allowable.  In  such  cases, 
the  indirect  costs  attributable  to  the  per- 
formance at  a  central  office  or  branch 
office  location  of  work  related  directly 
and  solely  to  individual  contracts  shall 
be  distinguished  with  care  from  general 
and  administrative  expenses  incurred  by 
the  contractor's  home  or  branch  offices 
in  the  general  management,  supervision, 
and  conduct  of  its  business,  since  these 
general  administrative  expenses  are  usu- 
ally compensated  for  through  fee  and, 
in  any  event,  where  allowable,  are  related 
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to  and  apportionable  over  all  work  under 
the  supervision  of  the  office  ccxicemed. 

(f )  As  to  work  performed  by  an  oper- 
ating contractor  in  its  own  facilities,  see 
§  9-15.5007-3. 

§  9-15.5005-3      [Amendment] 

Section  9-15.5005-3  is  amended  by 
deleting  the  note  at  the  end  thereof  and 
inserting  in  lieu  thereof  the  f (lowing: 

Note:  For  examples  of  allowable  and  un- 
allowable costs  see  {I&-7.5000-9  through 
9-7.5006-12. 

§  9-15.5005-4      [Amendmeol] 

Section  9-15.5005-4  is  amended  by 
deleting  paragraph  (b)  and  inserting  the 
following  in  lieu  thereof: 

(b)  Audit  by  other  Federal  agencies. 
Where  the  amount  of  cost-type  woi*  to 
be  performed  for  AEC  in  a  particular 
facility  is  less  than  that  being  performed 
at  the  same  facility  for  other  Federal 
agencies,  arrangements  may  be  made  to 
have  the  cognizant  agency  perform  the 
audit  of  the  AEC  contract  or  subcon- 
tract. These  arrangements  shall  be 
made  administratively  betweoi  AEC  and 
the  other  agency  involved,  and  wherever 
possible  shall  provide  for  the  cognizant 
agency  to  aadit  against  the  AEC  cost 
principles.  In  no  case,  however,  shall 
the  arrangements  preclude  determina- 
tion by  the  AEC  contracting  officer  of 
the  allowable  and  unallowable  costs  in 
accordance  with  AEC  cost  principles  set 
forth  in  §5  9-7.500ft-9  through  9-7.5006- 
12.  Steps  appropriate  in  the  light  of 
the  magnitude  and  nature  of  the  costs 
shall  be  taken  by  the  contracting  officer 
to  ascertain  that  the  audit  results 
properly  reflect  the  application  of  AEC 
cost  principles  (particularly  as  to  types 
and  amounts  of  items  of  cost  including 
incidence,  allocability,  and  equitable 
distribution  thereof) . 

§  9-15.5007-2      [Amendment] 

Section  9-15.5007-2  is  amended  by 
deleting  paragraph  (a)  and  inserting  the 
following  in  lieu  thereof: 

(a)  The  contractor's  Indirect  costs, 
which  must  be  appropriately  identifled 
and  supported  by  adequate  documenta- 
tion, must  be  carefully  examined  with 
the  objective  of  excluding  for  reimburse- 
ment purposes  all  types  of  indirect  costs 
that  are  either  unallowable  in  nature 
(see  list  of  examples  in  Standard  Cost 
Articles  SS  9-7.500&-9  through  9-7.500ft- 
12)  or  not  properly  allocalile  to  perform- 
ance of  work  under  the  AEC  contract. 
It  may  be  that  only  a  portion  of  a  given 
pool  of  indirect  costs  will  fail  to  meet 
these  tests  and  require  such  exclusion. 
After  excluding  all  such  expenses,  the 
remaining  indirect  costs  require  alloca- 
tion by  an  acceptable  method  or  methods 
that  result  in  equitable  charges  to  the 
AEC  contract.  Any  item  or  items  of  in- 
direct cost  that  are  so  excluded  in  whole 
or  in  part  shall  include  an  amount  for 
absorption  of  their  appropriate  share  of 
other  related  indirect  and  administra- 
tive expenses.  Some  examples  of  in- 
direct costs  that  should  include  a  fair 
share  of  other  indirect  and  administra- 
tive expenses  are :  research  and  develop- 
ment costs,  selling  expenses,  and  bidding 
and  proposal  costs. 
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Section  9-15.5007-3  is  deleted  and  the 
following  15  inserted  in  lieu  thereof: 

S  9—15.5007—3     Company  Krnrml  and  a»l- 
miniHtmli^e  exp«n!«c«. 

Although  the  AEC  generally  compen- 
sates operating,  construction  and  on-site 
architect-engineer  contractors  through 
fee  for  company  general  and  adminis- 
trative exiaenses  (see  §  9-15.5005-2  > .  it 
allows  such  company  general  and  ad- 
ministrative expenses  under  ofT-site 
architect-engineer,  supply,  and  research 
contracts  with  commercial  contractors 
performing  the  work  in  their  own  fa- 
cilities. Contractors  general  and  ad- 
ministrative expenses  may,  however,  be 
included  for  reimbursement  under  AEC 
off-site  architect-engineer,  supply,  and 
research  contracts  only  to  the  extent 
that  they  are  established,  after  careful 
examination,  to  be  allowable  in  natuf-e 
and  properly  allocable  to  the  work  Work 
performed  in  a  contractor's  own  facili-" 
ties  under  an  operating  or  construction 
contract  may  likewise  be  allowed  to  bear 
the  properly  allocable  portion  of  allow- 
able company  general  and  administra- 
tive expense. 

Section  9-15.5008-2  is  deleted  and  the 
following  is  inserted  in  lieu  thereof: 

§  9-15.5008-2     CoMi  data. 

Where  the  use  of  cost  data  is  required 
by  5  9-15.5008-1,  the  cost  principles  out- 
lined In  this  subpart  including  the  items 
listed  as  unallowable  costs  in  the  Stand- 
ard Cost  Articles  §5  9-7.5006-9  through 
9-7.5008-12   shall   be   applicable   in   the 
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accounting  reviews  of  contractor  s  pro- 
posals for  pricing  and  in  the  prepaiation 
of  the  advisory  accounting  reports  which 
are  to  be  used  as  a  guide  by  the  Con- 
tracting Officer  in  negotiating  the  final 
price  An  exception  to  this  us  the  treat- 
ment of  contingency  reserves  or  allow- 
ances m  connection  with  estimate.s  of 
future  costs.  If  contingencies  are 
known  to  exist  in  such  causes  and  the 
effects  may  ^e  gauged  withm  reasonable 
limits  I  such  as  anticipated  cosLs  of  de- 
fective work  • .  consideration  thereof  may 
be  included  in  the  estimates  Where 
conditioiis  are  known  that  may  give  n.se 
to  a  contingency  but  the  effects  cannot 
be  reasonably  estimated  'such  as  general 
business  risks',  the  contingency  should 
not  be  included  as  a  cost  factor  but 
should  be  disclosed  as  a  separate  item 
for  the  consideration  of  the  ContiactniR 
Officer 

^  4-|,->..>0<)«>-.>       i  Aniriwlmrfil  I 

Section  9-15.5009-5  is  amended  by 
deleting  the  f^rst  two  sentences  of  para- 
graph <a>  and  inserting  in  lieu  thereof 
the  following: 

'a'  Alloiv ability.  As  indicaU'd  in 
<  9-15.5005-3,  a  contractor's  general  and 
administrative  expenses  may  be  accepted 
for  apportionment  to  work  under  an 
AEC  off-site  architect-engineer,  supply, 
or  research  contract  only  to  the  extent 
that  they  are  established,  after  careful 
examination,  to  be  allowable  in  nature 
and.  on  the  basis  of  Incidence  to  its  per- 
formance, properly  allocable  to  the  work 


The  following  are  a  few  examples  of  ex- 
penses which,  although  not  unallowable 
because  of  their  basic  nature,  are  not 
incident  to  the  performance  of  an  AEC 
contract: 

§9-15.5010-11       I  \iiK-iidmrnl] 

Section  9-155010-14  is  amended  by 
deleting  paragraph  'c<  and  Inserting  m 
lieu  thereof 

'Ci  Bonuses  and  incentive  compensa- 
tion paid  to  employees  other  than  those 
whose  pay  is  directly  reimbursed  will  not 
be  allowed  in  on-site  architect-engineer, 
construction,  and  operating  contracUs 
where  home  office  general  and  adminis- 
trative expense  is  unallowable. 

Section  9-l.T  5010-14  is  amended  by 
deletn^g  paragraph  m'  and  inserting  m 
lieu  thereof: 

ij'  Training  and  education  expenses 
See  5  ><  9-7  5006-9' d'Si  (v>  .  9-7.5006-10 
'di'8''V'.  and  9-7.5006-12<d)  (8) 'vi . 

(Sec     161.   68  SUt    94«;   42   U  3  C    2201:    se<- 
20.")   «>3  Stat    390:  40  use   4861 

Effective  date  These  regulations  are 
effective  upon  publication  in  the  Federal 
Register. 

Dated  at  Germantown.  Md  .  this  4tii 
day  of  Januaiy  1962 

For   the  Atomic   Energy  Commission 

A.  R    LUEDECKE. 

General  Manager 

|FR      D<«'     62  389:     Filed.    Jan.     12      196J: 
8  45  A  m  I 
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DEPARTMENT  OF  AGRICULTURE 

Agricultural  Marketing  Service 

[  7  CFR   Part  26  ] 

GRAIN  SORGHUM 

Offlciol  Grain  Standards  of  the  United 
States;  Notice  of  Proposed  Rule 
Making 

Pursuant  to  section  4  of  the  Adminis- 
trative Procedure  Act  (5  U.S.C.  1003), 
notice  is  hereby  given  that  the  United 
States  Department  of  Agriculture  has 
under  consideration  a  proposed  revision 
of  the  OfHclal  Grain  Standards  of  the 
United  States  for  Grain  Sorghum  (7  CFR 
26.551  et  seq.).  promulgated  under  the 
authority  of  the  United  States  Grain 
Standards  Act.  39  Stat.  482,  as  amended 
(7  U.S.C.  71  etseq.). 

Since  the  last  revision  of  the  Official 
Grain  SUndards  of  the  United  States  for 
Grain  Sorghum,  effective  July  1.  1935, 
there  have  been  changes  In  the  charac- 
ter of  the  grain  sorghum  crop  due  to  the 
adoption  of  new  varieties  and  the  mech- 
anization of  the  methods  of  harvesting 
the  crop.    The  test  weight  per  bushel  of 
the  varieties  now  grown  is  higher  than 
that  of  the  varieties  grown  20  or  25  years 
ago.     It  has  also  been  found  that  the 
varieties  now  grown  are  not  true  durra. 
milo.  or  kaflr  types  but  are  crosses  and 
therefore  it  is  proposed  that  the  sub- 
classes  associated  with  these  types  be 
eliminated.     For  the  same  reason  it  is 
proposed  to  eliminate  the  class  Red  grain 
sorghums.     The  change  in  methods  of 
harvesting  has  to  a  large  extent  elimi- 
nated dockage  in  grain  sorghum.    It  is 
therefore  proposed  that  dockage  as  such 
be  eliminated  and  that  special  limits  for 
fine  foreign  material  be  included  under 
the  grading  factor  designated  as  foreign 
material.    As  an  alternative  to  this  pro- 
posal, dockage  as  applied  at  present  Is 
also  proposed.     In   addition  it  is  pro- 
posed  to   lower   the  moisture   require- 
ments In  grades  No.  1,  No.  2,  and  No.  3, 
to  provide  for  better  keeping  quality  for 
the  grain  In  these  grades  and  an  alterna- 
tive   proposal    providing   for   a   special 
grade  "Tough"  in  lieu  of  specific  mois- 
ture limits  as  numerical  grading  factors 
is  also  offered  for  consideration.     It  is 
further  proposed  that  nongrain  sorghum 
be  eliminated  as  a  grading  factor  since  It 
is  now  seldom  a  grade  determining  fac- 
tor.    In  addition,  other  minor  changes 
are  offered  for  consideration. 

Accordingly.  It  is  proposed  that  con- 
sideration be  given  to  revising  the  Official 
Grain  Standards  of  the  United  States  for 
Grain  Sorghum  to  read  as  follows: 

§  26.S51      Terms  defined. 

For  the  purposes  of  the  official  grain 
standards  of  the  United  States  for  grain 
sorghum  (Sorghum  vulgare) : 

(a)  Grain  sorghum.  Grain  sorghimi 
shall  be  any  grain  which  consists  of  50 
percent  or  more  of  whole  kernels  of  grain 


sorghum,  which  contains  not  more  than 
10.0  percent  of  other  grains  for  which 
standards  have  been  established  imder 
the  United  States  Grain  Standards  Act, 
and  which,  after  the  removal  of  foreign 
material,  contains  not  more  than  10.0 
percent  of  nongrain  sorghum. 

(b)  Classes.  Grain  sorghum  shall  be 
divided  into  the  following  four  classes: 
Yellow  Grain  Sorghum,  White  Grain 
Sorghum,  Brown  Grain  Sorghum,  and 
Mixed  Grain  Sorghum. 

(1)  Yellow  Grain  Sorghum.  The  class 
Yellow  Grain  Sorghum  shall  be  grain 
sorghum  with  yellow,  salmon-pink,  or 
red  seedcoats,  which  contains  not  more 
than  10.0  percent  of  grain  sorghum  of 
other  colors. 

(2)  White  Grain  Sorghum.  The  class 
White  Grain  Sorghmn  shall  be  grain 
sorghum  with  white  seed  coats,  which 
contains  not  more  than  10.0  percent  of 
grain  sorghum  of  other  colors.  Colored 
spots  upon  kernels  of  grain  sorghum 
otherwise  white  shall  not  affect  their 
classification  as  White  Grain  Sorghum. 
Grain  Sorghum  with  white  seedcoats 
and  brown  subcoats  shall  not  be  classed 
as  White  Grain  Sorghimi. 

(3)  Brown  Grain  Sorghum.  The  class 
Brown  Grain  Sorghiun  shall  be  grain 
sorghmn  with  brown  seedcoats.  which 
contains  not  more  than  10.0  percent  of 
grain  sorghum  of  other  colors.  Grain 
sorghum  with  white  seedcoats  and  brown 
subcoats  shall  be  classed  as  Brown  Grain 
Sorghum  (see  paragraph  (b)  (2)  of  this 
section). 

(4)  Mixed  Grain  Sorghum.  The  class 
Mixed  Grain  Sorghum  shall  be  grain 
sorghum  which  does  not  meet  the  re- 
quirements for  the  class  Yellow  Grain 
Sorghum,  White  Grain  Sorghum,  or 
Brown  Grain  Sorghum. 

(c)  Grades.  Grades  shall  be  the  nu- 
merical grades.  Sample  grade,  and  special 
grades  provided  for  in  section  26.553. 

(d)  Foreign  material  (total) .  Foreign 
material  (total)  shall  be  all  matter  in- 
cluding kernels  and  pieces  of  kernels  of 
grain  sorghum  which  will  pass  readily 
through  a  5/64  triangular  hole  sieve  and 
all  matter  other  than  grain  sorghum 
which  remains  on  the  sieve  after  sieving 

(e)  Fine  foreign  material.  Fine 
foreign  material  shall  be  foreign  material 
which  will  pass  readily  through  a  2»/2/64 
roimd  hole  sieve. 

(f)  Other  grains.  Other  grains  shaU 
be  barley,  hull-less  barley,  com,  flaxseed, 
oats,  rye.  soybeans,  wheat,  cultivated 
buckwheat,  einkom,  emmer,  Polish 
wheat,  popcorn,  poulard  wheat,  rice. 
spelt,  sweet  com,  and  wild  oats. 

(g)  Nongrain  sorghum.  Nongrain 
sorghum  shaill  be  the  seeds  of  sweet 
sorghum  (sorgo),  sorghum-sudan  hy- 
brids, sorgrass,  broomcorn,  Johnson 
grass,  and  Sudan  grass. 

(h)  Damaoed  kernels  (total).  Dam- 
aged kernels  (total)  shall  be  kernels  and 
pieces  of  kernels  of  grain  sorghum,  non- 
grain  sorghum,  and  other  grains  which 
are   heat   damaged,    sprouted,   frosted, 


badly  ground -damaged,  badly  weather- 
damaged,  moldy,  diseased,  or  otherwise 
materially  damaged. 

(i)  Heat-damaged  kernels.  Heat- 
damaged  kernels  shall  be  kernels  and 
pieces  of  kernels  of  grain  sorghimi.  non- 
grain  sorghum,  and  other  grains  which 
are  materially  discolored  and  damaged  by 
heat. 

(j)  Stones.  Stones  shall  be  concreted 
earthy  or  mineral  matter  and  other  sub- 
stances of  similar  hardness  that  do  not 
disintegrate  readily  in  water. 

(k)  5/64  triangular  hole  sieve.  A 
5/64  triangular  hole  sieve  shall  be  an 
aluminum  sieve  0.0319  inch  thick  with 
equilateral  triangular  perforations,  the 
inscribed  circles  of  which  are  0.0781 
(%4)  inch  in  diameter  and  which  are 
V4  inch  from  center  to  center.  The  per- 
forations of  each  row  shall  be  staggered 
in  relation  to  the  adjacent  row. 

(1)  2V2/64  round  hole  sieve.  A  2»^/64 
round  hole  sieve  shall  be  an  aluminum 
sieve  0.0319  inch  thick  perforated  with 
round  holes  0.0391  (2^2/64)  inch  in  di- 
ameter which  are  0.075  inch  from  center 
to  center.  The  perforations  of  each  row 
shall  be  staggered  in  relation  to  the 
adjacent  row. 

§  26.552      Principles    governing    applica- 
tion of  standards. 

The  following  principles  shall  apply  in 
the  determination  of  the  classes  i^d 
grades  of  grain  sorghum: 

(a)  Basis  of  determination.  Each  de- 
termination of  class,  damaged  kernels, 
heat-damaged  kernels,  nongrain  sor- 
ghum, and  stones  shall  be  on  th^  basis  of 
the  grain  when  free  from  that  part  of  the 
"foreign  material"  which  can  be  removed 
readily  by  the  use  of  a  5/64  triangular 
hole  sieve.  All  other  determinations 
shall  be  upon  the  basis  of  the  grain  as  a 
whole. 

(b)  Percentages.  Percentages  shall  be 
upon  the  basis  of  weight. 

(c)  Moisture.  Moisture  shall  be  as- 
certained by  the  air-oven  method  for 
grain  sorghum  prescribed  by  the  United 
States  Department  of  Agriculture  as  de- 
scribed in  Service  and  Regulatory  An- 
nouncements No.  147  (1959  revision), 
issued  by  the  Agricultural  Marketing 
Service,  or  ascertained  by  any  method 
which  gives  equivalent  results. 

(d)  Test  weight  per  bushel.  Test 
weight  per  bushel  shall  be  the  weight  per 
Winchester  bushel,  as  determined  by  the 
method  prescribed  by  the  United  States 
Department  of  Agriculture  as  described 
in  Circular  921.  issued  June  1953.  or  as 
determined  by  any  method  which  gives 
equivalent  results. 

§  26.553      Grades,     grade     requiremenU 
and  grade  designations. 

The  following  grades,  grade  require- 
ments, and  grade  designations  are  ap- 
plicable under  these  standards: 

(a)  Grades  and  grade  requirements 
for  the  classes  Yettow  drain  Sorghum, 
White  Grain   Sorghum.   Brown   Grain 
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Sorghum,   and   Mured   Grain    Sorghum. 
•  See  also  paragraph  <c)  of  this  section.) 
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<b)  Grade  designation  for  all  classes 
of  grain  sorghum.  The  grade  designa- 
tion for  grain  sorghum  shall  include,  in 
the  order  named,  the  number  of  the 
grade  or  the  words  "Sample  grade."  as 
the  case  may  be:  the  name  of  the  class; 
and  the  name  of  each  applicable  special 
grade.  In  the  case  of  the  class  Mixed 
Grain  Sorghum,  the  grade  designation 
shall  also  include,  following  the  name 
of  the  class,  the  approximate  percentages 
of  yellow  grain  sorghum,  white  grain 
sorghum,  and  brown  grain  sorghum,  if 
any,  in  the  mixture. 

<c)  Special  grades,  special  grade  re- 
quirements, and  special  grade  designa- 
tions for  grain  sorghum — tl*  Smutty 
grain  sorghum — (i)  Requirements. 
Smutty  grain  sorghum  shall  be  grain 
sorghum  the  kernels  of  which  are  covered 
with  smut  spores,  or  which  contains  20 
or  more  smut  masses  in  100  grams  of 
grain  sorghum. 

lii)  Grade  designation.  Smutty  grain 
sorghum  shall  be  graded  and  designated 
according  to  the  grade  requirements  of 
the  standards  applicable  to  such  grain 
sorghum  if  it  were  not  smutty,  and  there 
shall  be  added  to  and  made  a  part  of  the 
grade  designation  the  word     Smutty." 

(2)  Weevily  grain  sorghum — (i)  Re- 
quirements. Weevily  grain  sorghum 
shall  be  grain  sorghum  which  is  infested 
with  live  weevils  or  other  live  insects 
injurious  to  stored  grain. 

(ii)  Grade  designation.  Weevily  grain 
sorghum  shall  be  graded  and  designated 
according  to  the  grade  requirements  of 
the  standards  applicable  to  such  grain 
sorghum  if  it  were  not  weevily,  and  there 
shall  be  added  to  and  made  a  part  of  the 
grade  designation  the  word  "Weevily." 

The  following  alternative  proposals 
will  be  given  consideration : 

A.  Eliminate  fine  foreign  material  as 
a  grading  factor  and  provide  that  all 
material  which  will  pass  readily  through 
a  2 '2/64  round  hole  sieve  shall  be  con- 
sidered as  dockage. 

This  proposal  requires  the  following 
changes  in  the  several  sections  of  the 
original  proposal. 

1.  Substitute  the  following  paragraphs, 
respectively,  for  paragraphs  (a),  <d», 
and  'e)  in  5  26.551.  as  set  out  above: 


PROPOSED   RULE   MAKING 

<a'  Grain  sorghum.  Grain  sorghum 
shall  be  any  grain  which,  before  the 
removal  of  dockage,  consists  of  50  per- 
cent or  more  of  whole  kernels  of  grain 
sorghum,  which  contains  not  more  than 
10.0  percent  of  other  grains  for  which 
standards  have  been  established  under 
the  United  States  Gram  Standards  Act. 
and  which  after  the  removal  of  the  dock- 
age and  foreign  material,  contains  not 
more  than  10.0  percent  of  nongrain 
-soruhum 

<d'  Dockage.  Dockat;e  shall  bo  sand, 
dirt,  finely  broken  kernels  of  grain  sor- 
ghum, weed  seeds,  and  any  other  ma- 
terial which  will  pa.>NS  readily  through 
a  2'2  64  round  hole  sieve  isee  also  paia- 
sjraph  lb'  of  5  26  552  and  paragraph  'b' 
of  §  26  553>. 

'e>  Foretqn  material.  Foreign  ma- 
terial shall  be  all  matter  includinp  ker- 
nels and  pieces  of  kernels  of  grain  sor- 
ghum, except  dockage,  which  will  pass 
readily  through  a  5  64  triangular  hole 
sieve  and  all  matter  other  than  grain 
sorghum  which  remains  on  the  sieve 
after  sieving. 

2.  Substitute  the  following  paragraph 
for  paragraphs  'a>  and  'b'  in  •5  26  552. 
as  set  out  above: 

ia>  Ba^^is  of  determinations.  Each  de- 
termination of  foreign  material  shall  be 
on  the  basis  of  the  grain  when  free  from 
dockage.  Each  determination  of  class, 
damaged  kernels,  heat-damaged  kernels, 
nongrain  sorghum,  and  stones  shall  be 
made  upon  the  basis  of  the  grain  when 
free  from  dockage  and  that  part  of  the 
foreign  material  which  can  be  removed 
readily  by  the  use  of  a  5  64  triangular 
hole  sieve.  All  other  determination.s 
shall  be  upon  the  ba.sis  of  the  grain  as 
a  whole. 

'b>  Percentages.  Percentages  shall 
be  upon  the  basis  of  weight.  The  per- 
centage of  dockage  when  equal  to  1  per- 
cent or  more  shall  be  stated  in  terms 
of  whole  percent  and  when  less  than  1 
percent  shall  not  be  stated.  A  fraction 
of  a  percent  shall  be  disiegarded. 

3.  Substitute  the  following  para- 
graph for  paragraphs  'a>  and  'b'  in 
5  26.553: 

ia>  Grades  and  grade  requirements 
for  the  classes  of  Yellow  Grain  Sorghum. 
White  Grain  Sorghum.  Broxon  Grain 
Sorghum,  and  Mixed  Grain  Sorghum 
•  see  also  paragraph  'C  of  this  section'. 
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'  b '  Grade  designation  for  all  classes 
of  grain  sorghuin.  The  grade  designa- 
tion for  grain  sorghum  shall  include,  in 
the  order  named,  the  number  of  the 
grade  or  the  words  "Sample  grade,"  as 
the  case  may  be ;  the  name  of  the  class : 
the  name  of  each  applicable  special 
grade,  and  when  applicable  the  word 
Dockage"  together  with  the  percentage 
thereof  In  the  case  of  the  class  Mixed 
Grain  Sorghum  the  grade  designation 
shall  also  include,  following  the  name 
of  the  class,  the  approximate  percent- 
ages of  yellow  grain  sorghum,  white 
'^rain  sorghum,  and  brown  grain  sor- 
ghum, if  any.  in  the  mixture. 

B.  Eliminate  moisture  as  a  numerical 
trading  factor  in  the  table  of  grade  re- 
quirements and  .^  ubstitute  a  special  grade 
for  touf^h  Rrain  .sorghum. 

This  proposal  would  require  the  fol- 
lownm  changes  in  ?  26.553  of  the  original 
proposal: 

1.  Substitute  the  following  paragraph 
for  paracraph  'a'  of  5  26.553,  as  set  out 
above: 

ia»  Grades  and  grade  requirements 
for  the  classes  Yellow  Grain  Sorghum. 
White  Gram  Sorghum.  Brown  Grain 
Sorghum,  and  Mixed  Grain  Sorghum 
'see  also  paragraph  (C)  of  this  section'. 
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1.  Add  a  new  subparagraph  '3'  to 
paragraph  'C  of  ?  26.553.  as  set  out 
above,  to  read  as  follows: 

1 3)  Tough  gram  sorghum — n*  Re- 
quirements Tough  gi-ain  sorghum  shall 
be  grain  sort; hum  which  contains  more 
than  13.0  but  not  more  than  18.0  per- 
cent of  moisture. 

lii  I  Grade  designation.  Tough  grain 
sorghum  shall  be  graded  and  designated 
according  to  the  grade  requirements  of 
the  standards  applicable  to  such  grain 
sorghum  if  it  were  not  tough,  and  there 
shall  be  added  to  and  made  a  part  of 
the  grade  designation,  the  word 
•  Tough  " 

The  United  States  Orain  Standards 
Act  requires  that  public  notice  be  given 
of  the  revision  of  standards  adopted 
under  its  provisions  not  less  than  90 
days  in  advance  of  the  effective  date  of 
such  revision.  If  revised  standards  for 
grain  sorghum  are  promulgated,  they 
should  be  made  effective  on  or  about 
June  15.  1962. 

Pursuant  to  the  provisions  of  section 
4  of  the  Administrative  Procedure  Act 
'5  use.  1003 >,  informal  public  hear- 
inv;s  will  be  held  as  follows: 


i 

Saturday,  January  13,  1962 

Lubbock,  Texas,  beginning  at  1:30 
p.m.,  on  January  29.  1962.  in  the 
MacKenzie  Terrace,  407  East  Broadway. 
Kansas  City,  Missouri,  beginning  at 
9:30  ajn..  on  January  31,  1962.  in  the 
Georgian  Room  of  the  Continental 
Hotel. 

Written  data,  views,  or  arguments  may 
also  be  submitted  to  the  Director.  Grain 
Division,  Agricultural  Marketing  Service, 
United  States  Department  of  Agricul- 
ture. Washington  25,  D.C.,  to  be  re- 
ceived by  him  not  later  than  Febru- 
ary 15,  1962.  Consideration  will  be  given 
to  all  information  obtained  at  the  hear- 
ing, to  written  data,  views,  and  argu- 
ments received  by  the  Director  not  later 
than  February  15,  1962,  and  to  other 
information  available  In  the  United 
States  Department  of  Agriculture  before 
a  decision  Is  made  as  to  what  revisions. 
if  any,  shall  be  promulgated. 

Lawrence  SSelen/,  Grain  Division,  Ag- 
ricultural Marketing  Service,  is  hereby 
designated  to  conduct  the  hearings.  In 
case  this  designee  is  unable  to  conduct 
the  hearing^,  any  other  officer  of  the 
Department  designated  by  the  Director. 
Grain  Division,  Agricultural  Marketing 
Service,  is  hereby  authorized  to  conduct 
such  hearings. 

Done  at  Washington.  D.C.,  this  9th 
day  of  January  1962. 

O.  R.  Grakgk, 

Deputy  Administrator, 
•  Marketing  Services. 

(PR.    Doc.    82-368;     Filed,    Jan.     12.    1962; 
8:40  ajn.| 


[  7  CFR   Part  959  1 

rAO-322-All 

ONIONS  GROWN  IN  SOUTH  TEXAS 

Extension  of  Time  for  Filing  Exceptions 
to  Recommended  Decision  on  Pro- 
posed Amendments  to  Marketing 
Agreement  and  Order        i 

The  time  within  which  Interested 
parties  may  file  exceptions  to  the  recom- 
mended decision  (27  F.R.  108)  of  the 
Assistant  Secretary.  United  States  De- 
partment of  Agriculture,  with  respect  to 
the  proposed  amendments  to  the  market- 
ing agreement  and  order  regulating  the 
handling  of  onions  grown  In  South  Texas 
is  hereby  extended  to  not  later  than  the 
close  of  business  on  January  19,   19«2. 

Dated:  January  11,  1962. 

John  P.  Duncaw,  Jr., 
Assistant  Secretary. 

[PR.    Doc.    62-463:     Piled.    Jan.     12.    1982; 
9:01  a.m.] 


I  7  CFR  Part  993  1 

HANDLING  OF  DRIED  PRUNES  PRO- 
DUCED IN  CAUFORNIA 

Amendment  of  the  Administrotivo 
Rules  and  Regulations  To  Provide 
for  Establishment  of  Independent 
Producer  Districts;  Notice  of  Pro- 
posed  Rule  Making 

Notice  Is  hereby  given  that  there  is 
under  consideration  an  amendment  of 


FEDERAL  REGISTER 

the  Subpart — Administrative  Rules  and 
Regulations,  operative  pursuant  to  Mar- 
keting Agreement  No.  110,  as  amended. 
and  Order  No.  93,  as  amended  (7  CFR 
Part  993:  26  FJl.  475),  regulating  the 
handling  of  dried  primes  produced  in 
California,  effective  under  the  Agricul- 
tural Marketing  Agreement  Act  of  1937, 
as  amended  (sees.  1-19,  48  Stat.  31,  as 
amended;  7  U.S.C.  601-674). 

Theitroposed  amendment  was  recom- 
mended by  the  Prime  Administrative 
Committee  and  would  establish  seven 
independent  producer  districts  so  that 
such  districts  would  have,  insofar  as 
practicable,  equal  representation  by 
numbers  of  independent  producers  and 
production  of  dried  primes  by  such  pro- 
ducers, as  required  by  §  993.28.  The 
description  of  each  of  the  seven  districts 
would  be  included  in  paragraph  (a)  of 
§  993.128.  This  paragraph  was  reserved 
for  such  purpose  by  action  of  August  29, 
1961  (26  PJl.  8277),  promulgating  the 
Administrative  Rules  and  Regulations 
imder  the  amended  program. 

Consideration  will  be  given  to  any 
written  data,  views,  or  arguments  per- 
taining to  the  proposals  which  are  filed 
with  the  Director,  Fruit  and  Vegetable 
Division,  Agricultural  Marketing  Service, 
United  States  Department  of  Agricul- 
ture, Washington  25,  D.C.,  and  received 
not  later  than  the  close  of  business  on 
the  tenth  day  after  publication  of  this 
notice  in  the  Federal  Register. 
The  proposal  is  as  follows: 

§  993.128     Nominatioiu  for  membership. 

(a)  Districts.  In  accordance  with  the 
provisions  of  9  993.28,  the  districts  re- 
ferred to  therein  are  described  as 
follows: 

District  No.  1.  The  counties  of  Modoc. 
LasMn.  Plumas,  Sierra,  Butte,  Sutter,  Yuba, 
Nevada,  and  Placer. 

District   No.   2.     The   counties   of   Marin. 
Napa.  Lake.  Mendocino,  Humboldt,  Del  Norte, 
and  that  portion  of  Sonoma  County  south 
and  east  of  a  line  described  as  follows:  Begin- 
ning at  the  intersection  of  Bay  Highway  and 
Bodega  Bay  in  Bodega  Bay;  thence  easterly 
on  Bay  Highway  to  its  JxincUon  with  Bodega 
Highway  -in    Bodega;     thence    easterly    on 
Bodega  Highway  to  its  Junction  with  Biir- 
bank    Memorial    Highway     In    Sebastopol; 
thence  easterly  on  Burbank  Memorial  High- 
way to  Its  Junction  with  Sebastopol  Avenue 
at  Occidental  Bead;  then  east  on  Sebasto- 
pol Avenue  to  U.S.  Highway  101  Preeway  In 
Santa  Roffn  thence  north  on  U.S.  Highway 
101  Fteeway  to  its  Jimction  with  Redwood 
Highway  North  (XJJ3.  Highway  101 )  at  Men- 
docino Avenue;  thence  northwest  on  Red- 
wood Highway  North  (U.S.  Highway  101)  to 
Pleasant  Boad  near  East  Windsor:    thence 
east  OD  Pleasant  Boad  to  Chalk  Hill  Road; 
thence  northerly  on  Chalk  Hill  Road  to  its 
Jimction  with  Stote  Highway    128;    thence 
easterly  on  State  Highway  128  to  the  Napa 
County  line. 

District  No.  3.  All  of  that  portion  of 
Sonoma  County  not  Included  in  District 
No.  3. 

District  No.  4.  The  counties  of  Alameda, 
San  Ftaaclsoo,  Saa  Mateo.  SanU  Cruz,  and 
aU  that  portion  of  Santa  Clara  County  north 
and  west  of  a  Una  described  as  follows: 
Beginning  at  the  point  where  the  eastern 
Santa  Clara  County  line  and  the  southern 
boundary  of  Baa  Jose  Township  of  said 
county  meet;  thence  vest  on  said  township 
boundary  to  Saa  Fslipe  Boad  No.  2;  thence 
soutlMriy  on  Saa  MUpe  Boad  No.  a  to  San 
FeUpe  Boad;  tbence  westerly  and  north- 
westerly on«San  Felipe  Road  to  White  Road 
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in  Evergreen;  thence  northwest  on  White 
Boad  to  Santa  Clara.  Street  in  San  Jose; 
thence  west  on  Santa  Clara  Street  to  First 
Street  In  San  Jose;  thence  south  on  First 
Street  to  San  Carlos  Street  in  San  Jose; 
thence  west  on  San  Carlos  Street  to  Meridian 
Road  In  San  Jose;  thence  south  on  Meridian 
Road  to  Dry  Creek  Road;  thence  westerly  on 
Dry  Creek  Road  to  the  San  Jose-Los  Oatos 
Road;  thence  southwesterly  on  the  San  Jose- 
Los  Oatos  Road  to  Union  Avenue;  thence 
south  on  Union  Avenue  along  a  straight  line 
continuing  to  the  Santa  Cruz  County  line. 

District  No.  5.  That  part  of  Santa  Clara 
County  east  and  south  of  District  No.  4.  ex- 
tending in  a  southerly  direction  to  a  straight 
line  extending  from  along  the  main  ]x>rtlon 
of  the  Cochran  Road,  northeasterly  to  the 
Stanislaus  County  line  and  southwesterly  to 
the  Santa  Cruz  County  line. 

District  No.  6.  The  counties  of  San  Be- 
nito, Monterey,  and  San  Luis  Obispo,  and 
all  of  that  portion  of  Santa  Clara  County 
not  included  in  Districts  No.  4  and  No.  5. 

District  No.  7.  All  of  the  counties  in  the 
State  of  Calif(»-nia  not  included  in  Districts 
No.  1  to  No.  6,  inclusive. 

Dated:  January  10, 1962. 

Paul  A.  Nicholson, 
Deputy  Director, 
Fruit  and  Vegetable  Division. 

(FR.    Doc.    62-428;    Piled,    Jan.    12,    1962; 
8:49  a.m.] 


Agricultural   Research  Service 

[  9  CFR  Part  92  1 

IMPORTATION  OF  CERTAIN  ANIMALS 
AND  POULTRY  AND  CERTAIN  ANI- 
MAL  AND  POULTRY  PRODUCTS 

Miscellaneous  Amendments 

On  December  28,  1961,  there  was  pub- 
lished in  the  Federal  Register  (26  FJl. 
12579)  a  notice  of  proposed  amendments 
of  Part  92.  Code  of  Federal  Regulations, 
governing  the  importation  of  certain 
animals  and  poultry  and  certain  animal 
and  poultry  products.  After  further 
consideration  of  the  matter  it  is  now 
proposed  that  certain  further  changes 
be  made  In  §§  92.19,  92.27,  and  92.31  as 
specified  below: 

1.  Paragraph  (a)  of  §  92.19  would  be 
amended  to  read  as  follows: 


(a)  For    ruminants,    swine,    horses, 
poultry,  and  animal  semen  intended  for 
importation  from  Canada,  the  importer 
shall  first  apply  for  and  obtain  from  the 
Division  an  Import  permit  as  provided 
in  5  92.4:  Provided,  That  an  import  per- 
mit is  not  required  for  horses  or  poultry 
offered  for  entry  at  a  land  border  port 
designated  in  S  92.3(b)  of  this  part;  and 
Provided  further.  That  an  import  permit 
is  not  required  for  a  ruminant  or  swine 
offered  for  entry  at  a  land  border  port 
designated  in  {  92.3(b)   of  this  part  if 
such  animal:  (1)  Was  bom  in  Canada 
or  the  United  States,  and  (2)  has  been 
in  no  country  other  than  Canada  or  the 
United  States,  and  (3)  has  not,  during 
the  preceding  60  days,  been  corralled, 
pastured,  or  held  with,  or  bred  by.  or 
insoninated  with  semen  from,  any  ru- 
minants or  swine  for  which  a  permit 
would  be  required  under  this  part,  and 
(4)  is  not  pregnant  as  a  result  of  having 
l>een  bred  by,  or  artificially  irMM»minfttff1 
with  semen  from,  a  ruminant  or  swine 
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for  which  a  permit  would  be  required 
under  this  part. 

2.  Paragraph  (a)  of  S  92.27  would  be 
amended  by  adding  "horsea,"  after  the 
word  "swine,"  in  the  first  line  thereof. 

3.  Paragraph  (a>  of  9  92.31  would  be 
amended  to  read  as  follows: 

<ai  For  ruminants,  swine,  horses, 
poultry,  and  animal  semen  Intended  for 
importation  from  Mexico,  the  importer 
shall  flrst  apply  for  and  obtain  from  the 
Division  an  import  permit  as  provided  in 
5  92.4:  Provided.  That  an  import  permit 
is  not  required  for  horses  offered  for  en- 
try at  a  land  border  port  designated  in 
9  92.3fc)  of  this  part;  and  Provided  fur- 
ther. That  an  import  permit  is  not  re- 
quired for  a  ruminant  or  swine  offered 
for  entry  at  a  land  border  port  designated 
in  9  92.3(c>  of  this  part  if  such  animal: 
<1)  Was  born  in  the  Mexican  States  of 
Tamaupilas,  Nuevo  Leon,  Coahuila,  Chi- 
huahua. Sonora.  Durango.  and  Baja 
California,  or  the  United  States,  and  ( 2  > 
has  been  in  no  country  other  than  the 
United  States  or  Mexico,  and  in  no  Mexi- 
can State  other  than  those  specified 
above,  and  <3>  has  not,  during  the  pre- 
ceding 60  days,  been  corralled,  pastured, 
or  held  with,  or  bred  by,  or  inseminated 
with  semen  from,  any  ruminants  or  swine 
for  which  a  permit  would  be  required  un- 
der this  part,  and  <4 >  is  not  pregnant  as 
a  result  of  having  been  bred  by.  or  arti- 
ficially inseminated  with  semen  from,  a 
ruminant  or  swine  for  which  a  permit 
would  be  required  under  this  part. 

Any  person  who  wishes  to  submit  writ- 
ten data,  views,  or  arguments  concern- 
ing the  foregoing  proposed  changes  may 
do  so  by  filing  them  with  the  Director, 
Animal  Inspection  and  Quarantine  Di- 
vision. Agricultural  Research  Service, 
U.S.  Department  of  Agriculture,  Wash- 
ington 25,  DC  ,'  within  15  days  after 
publication  hereof  in  the  Federal  Reg- 

ISTKR. 

Done  at  Washington.  DC  .  this  10th 
day  of  Januai-y  1962. 

M.  R.  Clarkson. 
Acting  Administrator . 
Agricultural  Research  Service. 

\rR      I>oc      62-430;     Piled,     Jan      12.     1962. 
8  49  am. I 


Agricultural   Stabilization   and 
Conservation   Service 

[  7   CFR   Part    1126] 

I  Docket  No8  AO  231-A15.  AO  231   A18| 

MILK  IN  NORTH  TEXAS  MARKETING 
AREA 

Notice  of  Recommended  Decision  and 
Opportunity  To  File  Written  Excep- 
tions on  Proposed  Amendments 
to  Tentative  Marketing  Agreement 
and  Order 

Pursuant  to  the  provisions  of  the  Ag- 
ricultural Marketing  Agreement  Act  of 
1937.  as  amended  (7  U.S.C.  601  et  seq.  >. 
and  the  applicable  rules  of  practice  and 
procedure  governing  the  formulation  of 
marketing  agreements  and  marketing 
orders  <7  CFR  Part  900) .  notice  is  hereby 
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given  of  the  filing  with  the  Hearing 
Clerk  of  this  recommended  decision  of 
the  Assistant  Secretary.  United  States 
Department  of  Agriculture,  with  respect 
to  proposed  amendments  to  the  tenta- 
tive marketing  agreement,  and  order 
regulating  the  handling  of  milk  in  the 
North  Texas  marketing  area  Inter- 
ested parties  may  file  written  exceptions 
to  thi.s  decision  with  the  Hearing  Clerk. 
United  States  Department  of  Agricul- 
ture, Washington  25.  D  C  .  not  later  than 
the  clo.se  of  business  the  10th  day  after 
publication  of  this  decision  in  the  Fed- 
eral Register.  The  exceptions  should 
be  tiled  in  quadruplicate 

Preltmtnary  statement.  The  hear- 
ings on  the  record  of  which  the  pro- 
posed amendments,  as  hereinafter  .set 
forth,  to  the  tentative  marketing  agree- 
ment and  to  the  order,  were  formulated, 
were  conducted  at  Dallas,  Texas,  on 
April  24.  25,  and  26,  and  August  29,  1961. 
pursuant  to  notices  thereof  which  were 
issued  March  28,  1961  '  26  F.R,  2750 ' ,  and 
August   18,  1961   (26  FR.  7837'. 

The  material  issues  on  the  record  of 
the  hearings  relate  to: 

1  Classification  and  accountins  for 
dietary  products  and  other  fortified  fluid 
milk  products 

2  Modification  of  the  conditions  for 
pooling  plants  also  meeting  the  pooling 
requirements  of  another  Federal  order 

3  Individual-handler"  pooling  in  lieu 
of  the  pre.sent  markelwide  pooling 

4  Classification  of  fluid  milk  products 
disposed  of  for  animal  feed. 

5  Application  of  handler  location 
adjustments. 

The  notice  of  hearing  contained  a  pro- 
posal 'No.  6>  relating  to  the  estabhsh- 
ment  of  more  definite  handler,  hauler 
and  cooperative  responsibilities,  under 
the  order,  for  individual  producers 
weights  and  tests  of  milk.  No  testimony 
was  offered  either  in  support  of  or  in 
opposition  to  Proposal  No.  6.  therefore, 
no  further  mention  is  made  of  this 
proF>osal 

Findings  and  conclufttons  The  follow- 
in?  findings  and  conclusions  on  the  ma- 
terial issues  are  based  on  evidence  at 
the  hearing  and  the  record  thereof: 

1.  Classification  and  accounting  for 
dietary  products  and  otf\er  fortified  fluid 
milk  products.  Fortified  fiuid  milk  p^■od- 
ucts  should  be  classified  as  Class  I  only 
to  the  extent  of  the  weight  at  an  un- 
modified fluid  milk  product  of  the  same 
nature  and  butterfat  content,  excluding 
the  dry  weight  of  nonmilk  ingredients 
such  as  flavoring,  .sugar,  etc.  The  skim 
milk  equivalent  of  the  nonfat  milk  .solids 
not  classified  as  Class  I  .should  be  con- 
sidered a  Class  II  disposition 

The  present  order  provisions  provide 
for  full  skim  milk  equivalent  accounting 
so  that  when  nonfat  milk  solids  in  the 
form  of  nonfat  dry  milk  or  condensed 
skim  milk  are  added  to  a  fluid  milk  prod- 
uct to  increase  the  nonfat  milk  solids 
content,  the  skim  milk  equivalent  of  the 
total  nonfat  milk  solids  in  the  product  is 
classified  as  Class  I.  Producer  milk  is 
given  priority  of  assignment  in  Class  I 
and  to  the  extent  that  producer  receipts 
are  available  in  the  plant,  producers  re- 
ceive credit  for  a  Class  I  utilization  on 
the  full  skim  milk  equivalent  of  other 


.source  nonfat  milk  solids  received  in  con- 
centrated form  and  used  In  fortification 
or  reconstitution.  When  Class  I  utiliza- 
tion exceeds  available  producer  receipts 
and  "other  source  milk"'  is  assigned  to 
Class  I  a  compensatory  charge  is  ap- 
plicable on  such  other  source  milk  so 
a.ssigned  unless  such  milk  has  been  clas- 
sified and  priced  as  Class  I  by  another 
Federal  order.  Where  nonmilk  products 
such  as  sutjar,  flavoriiiR.  etc.,  are  used  m 
making  any  product,  the  weight  of  sucli 
additives  is  deducted  before  reconcilia- 
tion of  the  pounds  of  skim  and  butterfat 
to  bo  classified 

Proprietary  handlers  proposed  thai 
fluid  milk  dietary  foods  be  classified  as 
Class  II  in  lieu  of  the  present  Class  I 
classification  and  that  the  skim  milk 
equivalent  accounting  for  nonfat  milk 
solids  used  in  fortification  be  discon- 
tinued It  was  their  position  that  the 
product  cost  resulting  from  the  present 
Class  I  classification  of  dietary  fiuid  milk 
products  placed  them  at  a  competitive 
disadvantage  with  similar  products  in 
dry  fonn  or  in  hermetically  sealed  con- 
tainers made  from  non -Grade  A  milk 
and  milk  products  and  distributed 
through  grocery  stores,  drug  stores,  food 
establishments  and  similar  outlets 
They  suggested  that  a  Class  II  classifica- 
tion and  pricing  would  permit  more  com- 
p>etitive  resale  pricing  and  hence  create  a 
greater  demand  for  their  product.  Then 
proposed  changes,  they  suggested,  would 
serve  to  facilitate  the  economic  disposi- 
tion of  reserve  supplies  of  milk  of  the 
market.  They  further  contended  that  a 
Class  I  classification  and  pricing  on  the 
skim  milk  equivalent  of  nonfat  milk 
solids  used  in  the  fortification  of  Class  I 
products  is  unrealistic  and  unduly  in- 
creases handlers"  costs. 

Pioducers.  on  the  other  hand,  opposed 
any  change  in  the  present  accounting 
procedure  It  was  their  position  that 
full  skim  milk  equivalent  accounting  is 
essential  to  protect  the  Integrity  of  the 
classification  scheme  under  the  order  and 
that  unless  nonfat  milk  solids  used  in 
fortification  are  accounted  for  on  a  skim 
milk  equivalent  basis  in  Class  I.  handlers 
have  opportunity  to  displace  producer 
milk  in  Class  I  with  lower  priced  other 
source  milk 

A  great  deal  of  the  testimony  on  the 
record  was  offered  to  siibstantiate  that 
dietary  milk  products  were,  or  were  not, 
required  to  be  made  from  locally  ap- 
proved milk  under  the  various  health 
ordinances  m  effect  in  the  marketing 
area  Regardless  of  the  Intent  of  the 
ordinances  it  is  apparent  that  the  local 
health  authorities  aie  not  interpretinj; 
them  in  a  manner  so  as  to  require  that 
such  products  be  made  from  locally  ap- 
proved milk.  However,  this  is  of  little 
consequence  since  handlers  are  not  per- 
mitted to  bring  fiuid  ncMi-Orade  A  milk 
or  skim  milk  into  their  plants.  Under 
any  circumstances  it  is  clear  that,  be- 
cause of  the  perishability  of  the  finished 
dietary  product,  handlers  use  only  milk 
of  the  highest  quality  and  hence  they 
require  and  rely  on  their  regular  Grade 
A  producers  to  furnish  their  full  fiuid 
milk  requirements.  Therefore,  It  is  ap- 
propriate and  necessary  that  the  Class  I 
classification  be  retained. 
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Fortiflcatlon  of  fluid  milk  products 
customarily  Is  accomplished  by  the  addi- 
tion of  concentrated  nonfat  milk  aolkta 
to  fiuid  milk  or  skim  milk  to  yidd  a 
finished  product  of  higher  nonfat  mUk 
solids  content  than  that  of  an  equlvaloit 
amount  of  whole  (producer)  milk.  Re- 
constituted products,  on  the  other  hand. 
involve  the  process  of  '•flo«U4n«"  concen- 
trated milk  solids  In  water  to  yield  a 
weight  of  product  approximately  equal 
to  the  weight  of  milk  from  which  the 
concentrated  product  was  first  made  by 
the  removal  of  water. 

Nonfat  dry  milk  and  condensed  skim 
milk   are  ordinarily  derived  from   un- 
priced milk  or  milk  which  has  been  priced 
as  surplus  under  a  Federal  order.    These 
products  are  not  necessari^  processed 
from  producer  milk  and  may  be  made 
from  ungraded  milk.    An  economic  in- 
centive exists  for  handlers  to  substitute, 
where  possible,  reconstituted  fluid  milk 
products  for  fluid  milk  products  proc- 
essed from  current  receipts  of  producer 
milk.    Since  such  substitution  would  dis- 
place an  equivalent  amount  of  producer 
milk  In  Class  I.  the  application  of  skim 
milk  equivalent  accounting  In  this  cir- 
cumstance Is  economically  sound  »x\^  is 
necessary  to  maintain  orderly  marketing. 
The  same  economic  Incentive  does  not 
exist,  however,  wltli  respect  to  the  use 
of  nonfat  dry  milk  or  condensed  skim 
milk  to  fortify  a  fiuld  milk  product    If 
such  solids  are  to  be  derived  from  pro- 
ducer milk,  the  skim  milk  m\ist  flrst  be 
processed  Into  usable  form;  i.e.,  nonfat 
dry  milk  or  condensed  skim  milk.    Such 
products  processed  from  producer  mOk 
have  no  greater  value  for  forUflcation 
purposes    than    similar    products   pur- 
chased on  the  open  market     Concen- 
trated products  are  used  In  fortification 
to  Increase  the  palatabUlty  of,  and  hence 
the  salability  of,  the  finished  product 
Fortification  only  slightly  Increases  the 
volume  of  the  product  and  under  no 
circtmistances  can  It  be  concluded  that 
the  added  solids  displace  producer  milk 
in  Class  I  beyond  the  minor  increase  in 
volume  which  results. 

When  the  skim  milk  equivalent  pro- 
vision is  applied  to  fortified  milk  prod- 
ucts. It  Infiates  significantly  the  utili- 
zation and  disposition  of  Class  I  milk. 
The  Infiatlon  In  the  case  of  dietary  food 
products  results  In  a  Class  I  classifica- 
tion of  about  two  and  one-half  times 
the  actual  volume. 

For   reasons    previously   stated    it   is 
neither  necessary  nor  appropriate  that 
handlers  continue  to  be  required  to  ac- 
count and  pay  for  this  Inflated  volume 
in  Class  I.    Nevertheless.  It  is  practical 
and  administratively  necessary  to  main- 
tain full  skim  milk  equivalent  account- 
ing.    These  conclusions  can  be  recon- 
ciled  by   providing   that   fortified  fluid 
milk  products  shall  be  classified  as  Class 
I  only  to  the  extent  of  the  weight  of  an 
unmodified   fiuid   milk   product   of   the 
same  nature  and  butterfat  content,  ex- 
cluding the  dry  weight  of  any  nonmilk 
additive  such   as  fiavoring,   sugar,  etc. 
The  skim  milk  equivalent  of  the  nonfat 
milk    solids    not   classified    in   Class   I 
should  be  considered  as  Class  n  disposi- 
tion. 

No  change  was  proposed  in  the  ac- 
counting  procedure    followed    in   cases 
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where  flavoring  and  other  tMnmilk  addi- 
tive are  used  in  processing  imfortified 
products.  Thte  dry  weight  of  such  addi- 
tives shoald  be  deducted  in  determining 
the  amount  of  skim  milk  and  butterfat 
to  be  accounted  for.  This  is  generally 
consistent  with  the  procedure  now  em- 
plojred  and  the  conclusions  hereinbefore 
set  forth  relative  to  the  accounting  pro- 
cedure to  be  employed  for  fortified 
products. 

2.  Modification  of  the  conditions  for 
pooUng  plants  also  meeting  the  pooling 
requirement*  of  another  Federal  order. 
The    pooling   provisions    of    the    order 
should  be  modified  to  permit  a  distribu- 
tion plant  meeting  the  requirements  for 
full    regulation   imder   this   order   and 
another  Federal  order  and  with  a  greater 
proportion  of  its  Class  I  disposition  In 
the  other  market,  but  which  was  pooled 
tmdw  this  order  in   the   most  recent 
month,  to  retain  pooling  status  under 
this  order  until  the  third  consecutive 
month  in  which  a  greater  volume  of 
Class   I  sales  is   made   in   such   other 
marketing  area.    However,  It  must  be 
recognised  that  the  provisions  of  the 
other  order  may  require  such  plant  to 
be  pooled  under  such  other  order.    In 
such  circumstances,  the  plant  should 
be  exempted  from  regulation  under  this 
order  except  for  a  requirement  to  flle 
reports  and  permit  verification.    Pro- 
vision should  also  be  made  to  exempt 
a  distributing  plant  doing  a  greater  pro- 
portion of  its  total  Class  I  business  in 
this  mariceting  area,  but  which,  never- 
theless, retains  pooling  status  for  the 
month  under  another  order.    Federal 
orders  generally  provide  that  a  distrib- 
uting plant  meeting  the  pooling  require- 
ments for  more  than  one  order  shall  be 
regulated  under  that  order  covering  the 
area  in  which  the  greater  volume  of 
Class  I  sales  are  made.    Nevertheless, 
it  should  be  recognized  that  other  orders 
may  contain  similar  provisions  to  those 
herein  proposed  to  deter  plants  from 
changing  back  and  fortti  between  two 
orders  on  a  month-to-month  basis. 

Under  the  present  order  provisions, 
any  distributing  plant  which  disposes  of 
Class  I  milk  in  the  marketing  area  is 
subject  to  full  regulation  under  this 
order,  unless,  a  greater  volume  of  Class 
I  disposition  is  made  in  another  Federal 
order  marketing  area. 

A  handler  operating  pool  distributing 
plants  In  both  Dallas  and  Port  Worth 
and  also  distributing  milk  in  the  Central 
West  Texas.  Austin- Waco,  and  San  An- 
tonio Federal  order  markets,  proposed 
that  the  order  be  amended  to  permit  his 
plants  to  retain  pooling  status  under  this 
order  imless  Class  I  sales  in  another 
market  exceeding  Class  I  sales  in  this 
mai±et  over  an  extended  period  of  time. 
He  indicated  that  his  sales  in  the  Cen- 
tral West  Texas  mariEet  were  of  such 
nature  that  a  small  increase  In  sales  In 
that  market  or  decrease  of  sales  In  this 
mazket  could  result  in  regxilation  of  the 
Port   Worth   plant  under   the   Central 
West  Texas  order.    He  foresaw  the  pos- 
sibility that  audit  adjustments  could  re- 
sult in  ronoval  of  this  plant  from  reg- 
ulation under  this  order,  in  favor  of  the 
Central  West  Texas  order,  retroactively. 
It  was  this  handler's  position  that  a 


shift  in  regulation  of  either  of  his  plants 
would  tend  to  create  disorder  in  the  two 
markets  because  of  the  effect  on  the 
respective  market  blend  prices  and  be- 
cause of  the  different  procedures  pre- 
scribed under  the  two  regulations  for  dis- 
tributing returns  to  producers  (North 
Texas  has  a  base  rating  plan) , 

While  it  seems  likely  that  prt^jonent's 
initial  proposal   (an  identical  proposal 
was  also  made  to  amend  each  of  the 
other  Texas  Federal  orders)  was  made 
with  the  view  that  its  adoption  would 
permit  him  to  bid  In  military  and  other 
govermnent  contracts  In  other  Federal 
order  markets  without  the  possibility  of 
losing  pooling  status  under  this  order  it 
Is  apparent  that  the  distribution  from 
his  plants  is  such  that  a  relatively  incon- 
sequential change  in  the  proportion  of 
distribution  as  between  the  Central  West 
Texas  market  and  the  North  Texas  mar- 
ket could  result  in  regulation  under  the 
Central  West  Texas  order.    It  is*  also 
possible  that  the  plant  might  later  shift 
back  to  North  Texas  on  a  similar  basis. 
A  plant  doing  business  in  several  FW- 
eral  order  markets  generally  should  be 
regulated  under  that  order  imder  which 
it  does   the  greatest  proportion  of  its 
Class  I  business.    This  is  the  principle 
under  which  the  existing  provisions  were 
effected  and  this  record  provides  no  ba- 
sis for  changing  this  conclusion.    Never- 
theless, It  must  be  recognized  that  with 
recent  technolo^cal  changes  in  the  proc- 
essing and  distribution  fields,  milk  is 
moved  great  distances  and  distribution 
routes  have  been  greatly  extended.    It 
Is  apparent  that  while  proponent  has 
greatly  Increased  his  Central  West  Texas 
sales  in  recent  years  he  does  not  con- 
template or  intend  that  his  plant  should 
become  subj*»ct  to  regulation  imder  that 
order.    Such    a    change    would    have 
greater    adverse    affects    on    producers 
than  on  handlers  since  class  prices  as 
between   the   two   orders   are   aligned. 
Nevertheless,  It  Is  possible,  due  to  a  man- 
agement error  or  errors  on  the  part  of 
a  plant  employee  or  a  route  salesman 
that  an  inadvertent  sale  mi^t  result 
in  an  unintended  change  in  pooling.    It 
is  also  possible,  as  proponent  suggests, 
that  a  change  In  classlflcation  during 
audit  might  produce  the  same  result. 

The  situation  can  be  substantially  al- 
leviated   by    adoption   of    the   changes 
herein  recommended.    Under  this  pro- 
cedure a  handler  would  have  two  months 
warning  that  his  plant  was   changing 
from  one  regulation  to  another,  thus  pro- 
viding a  reasonable  time  to  permit  ad- 
justment of  his  business  in  cases  where 
such  change  was  not  contemplated.    At 
the  same  time,  this  change  retains  the 
principle  of  regulating  a  plant  under  that 
order  where  the  greatest  proportion  of  its 
Class  I  business  is  done.    Since  govern- 
ment contracts  normally  are  made  for 
longer  periods  than  two  months  there 
is  no  reason  to  expect  that  the  changes 
recommended  will  have  any  significant 
effect  on  the  length  of  time  in  which  a 
plant   is   pooled   in  a   particular  order 
where  the  change  in  the  proportion  of 
business  Is  the  result  of  gaining  or  losing 
a  government  contract. 

While  the  situation  prompting  the 
proposal  existed  only  between  the  Cen- 
tral West  Texas  and  North  Texas  mar- 
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kets.  and  involved  only  one  plant,  never- 
theless, because  of  the  location  of  the 
North  Texas,  market  in  relation  to  other 
Federal  order  markets,  it  is  possible  that 
a  similar  situation  could  develop  with 
a  plant  now  regulated  under  another 
order  or  with  some  other  plant  now  regu- 
lated under  this  order.  The  treatment 
herein  prescribed  would  be  equally  ap- 
propriate in  such  instances. 

While  there  is  no  indication  that  the 
existing  pooling  requirements  for  supply 
plants  have  presented  any  particular 
problem  it  cannot  be  presumed  that  this 
will  be  true  in  the  future.  Under  the 
existing  order  provisions  a  .supply  plant 
which  during  any  month  ships  50  percent 
of  its  Grade  A  milk  receipts  to  a  p>ool 
distrlbutiiig  plant  and  which  is  assigned 
to  reserve  supply  credit  is  eligible  for 
pooling  during  such  month.  Under  pre- 
scribed circumstances  the  plant  may  be 
pooled  on  the  basis  of  15  percent  ship- 
ments if  average  shipments  in  the  most 
recent  four  or  less  months  equal  50  t}«r- 
cent  of  Grade  A  milk  receipts.  A  plant 
which  is  pooled  in  each  of  the  months  of 
September  through  E>ecember  is  elfgible 
for  automatic  pooling  status  during  the 
January-July  period  (and  also  August  if 
a  15  percent  shipping  requirement  is 
met)  on  application  by  the  operator  to 
the  market  administrator  prior  to  Jan- 
uary 31.  During  the  September-Decem- 
ber period  any  plant  also  meeting  the 
pooling  requirements  of  another  order 
and  which  otherwise  would  be  pooled 
under  another  order  is  exempted  from 
regulation  under  this  order. 

During  the  short  production  months 
when  milk  is  most  needed  to  meet  the 
fluid  milk  requirements  of  a  market,  it 
is  desirable  that  supply  plants  meeting 
the  pooling  requirements  of  more  than 
one  order  be  pooled  on  a  month-to- 
month  basis  under  that  order  under 
which  the  greater  qualifying  shipments 
are  made.  This  also  is  an  appropriate 
standard  for  pooling  plants  during  the 
flush  production  months  except  in  the 
situation  where  a  plant  retains  automat- 
ic pooling  status  under  this  order  by 
virtue  of  performance  during  the  short 
production  months.  During  the  flush 
production  months  when  milk  of  supply 
plants  is  least  likely  to  be  needed  for 
fluid  uses  this  order  (as  well  as  many 
other  Federal  orders)  provides  automat- 
ic pooling  status  for  supply  plants 
which  have  been  closely  associated  with 
the  market  in  the  previous  short  produc- 
tion months  by  virtue  of  substantial  and 
regular  shipments  to  the  market.  Re- 
quiring a  supply  plant  with  automatic 
pooling  status  under  this  order  to  be 
regulated  under  another  order  on  the 
basis  of  casual  shipments  during  any 
flush  production  month  would  normally 
adversely  affect  returns  to  established 
producers  in  the  market  to  which  ship- 
ments were  made.  It  would  therefore 
be  more  appropriate  to  permit  such  a 
plant  to  retain  pooling  status  during  the 
flush  production  months  in  the  North 
Texas  market  with  which  it  has  had  an 
established  association  and  automatic 
pooling  status.  Any  plant  which  might 
be  qiialifled  for  automatic  pooling  status 
diirlng  the  flush  production  months  in 
another  Federal  order  market  would  be 
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required  to  make  substantial  shipments 
to  the  North  Texas  market  *  normally  SO 
percent)  to  qualify  for  pooling  under  this 
order  during  such  months.  Shipments 
of  this  magnitude  could  not  be  considered 
as  casual  .shipments  and  under  the  cir- 
cumstances it  is  appropriate  to  require 
that  a  plant  shipping  50  percent  or  more 
of  its  supply  and  having  it  assigned  to 
reserve  .supply  be  pooled  under  the  order. 

The  recommended  order  revisions 
hetemafter  set  forth  will  unplement  the 
foreKom'.;  conclusions  and  in  conjunction 
with  changes  recently  recommended  in 
the  langUBKC  of  other  Texas  Federal  or- 
ders will  facilitate  the  determination  of 
where  a  plant  meeting  the  pooling  re- 
quirements of  more  than  one  order 
should  be  regulated. 

As  was  pointed  out  by  proponent  one 
of  the  major  problems,  involved  m  the 
shifting  of  plants  from  one  regulation  to 
another,  is  the  impact  on  producer  re- 
turns where  a  base -excess  plan  is  in- 
volved. Under  the  present  oixler  pro- 
visions, if  a  plant  is  removed  from  regu- 
lation under  this  order  in  favor  of 
regulation  under  another  order  during 
any  part  of  the  base-forminn  period  and 
subsequently  again  becomes  regulated 
under  this  order  during  all  or  any  part 
of  the  base-op>erating  period,  the  re- 
turns to  dairy  farmers  associated  with 
such  plant  are  adversely  affected  by  the 
fact  that  such  dairy  fanners  did  not 
acquire  a  full  base.  Similarly,  dairy- 
farmers  delivering  to  any  plant  acquir- 
ing pooling  status  for  the  first  time  dur- 
ing the  base-operating  period  would  be 
paid  only  the  excess  price  during  the 
base -operating  period.  This  situation 
cannot  be  concluded  to  be  equitable  as 
among  producers  nor  can  it  be  concluded 
to  be  in  the  interest  of  orderly  market- 
ing. Dairy  farmers  delivering  milk  to  a 
fully  regulated  plant  .should  share  in  re- 
turns from  the  markets  Class  I  .sales  on 
the  same  basis  as  other  producers 

The  sole  purpose  of  a  base-exce.ss  plan 
i.s  to  encourage  more  even  production 
throughout  the  year.  This  purpose  will 
be  implemented  by  providing  opportunity 
for  the  operator  of  a  newly  regulated 
plant  to  establish  his  .seasonality  of  re- 
ceipts and  hence,  bases  for  each  of  his 
producers  However,  the  operator  of  the 
plant  must  assume  the  responsibility  of 
providing  the  market  administrator  the 
necessary  records  to  verify  hi.s  receipts 
from  each  producer  during  the  base- 
forming  months  TTie  recommended 
amendment  to  the  computation  of  bases 
hereinafter  set  forth  is  necessary  to  im- 
plement these  conclusions. 

3.  Provision  for  mdivtdual-handlrr 
pooling  in  lieu  of  marketxcide  pooling 
The  present  provisions  providing  for  a 
marketwide  pooHng  should  not  be 
changed.  The  order  has  provided  for 
marketwide  pooling  since  its  inception. 
Under  this  arrangement  all  handlers  are 
required  to  account  to  the  pool  for  all  of 
their  milk  receipts  on  a  classified  use 
ba-sis  at  specified  minimum  class  prices 
Each  month  the  total  value  of  the  pool  is 
distributed  among  all  producers  on  the 
basis  of  a  blended  or  uniform  price,  ex- 
cept that  during  the  months  of  March 
through  June  one  blended  price  is  appli- 
cable to  deliveries  of  milk  not  in  excess 


of  each  producer's  established  ba£e  and 
another  blended  price  is  appUcable  to 
deliveries  In  excess  of  established  bases 

A  handler  who  generally  receives  little 
or  no  milk  from  members  of  the  major 
cooperative  association,  which  represents 
approximately  eighty-five  percent  of  all 
producers  on  the  market,  proposed  that 
individual-handler  pooling  be  substituted 
for  the  present  marketwide  pooling.  H«^ 
contended  that  marketwide  pooling  has 
deterred  handlers'  efforts  to  maintain 
self-imposed  quality  controls  and  man- 
agement of  producer  milk  supplies  in  line 
with  Cla.ss  I  fluid  milk  requirements.  He 
also  said  that  marketwide  pooling  has 
encouraged  an  oversupply  of  milk  in  the 
market  and  suggested  that  under  indi- 
vidual-handler |)ooling  distant  producers 
would  be  encouraued  to  seek  other  outlets 
for  their  milk 

Another  liandler  distributing  a  "breed" 
milk  as  well  as  regulai-  Grade  A  milk 
supported  the  proposal  for  individual- 
handler  pooling.  He  pointed  out  that  he 
could  not  depend  on  the  reserve  market 
supply  to  supplement  his  requirements 
for  breed  ■  milk  and  that  he  had  no  need 
for  a  proportionate  share  of  the  resei-ve 
supply  in  his  regulai-  Grade  A  operations 
He  agreed  with  proponent,  that  market- 
wide  pooling  has  attracted  an  excessive 
market  supply  which  is  advei-sely  affect- 
ing producer  returns.  This  he  suggested 
was  not  in  the  interest  of  orderly  market- 
ing 

The  proposal  for  individual-handlei 
pooling  was  further  suppwrted  by  a  num- 
ber of  producer  witnesses  moet  of  whom 
deliver  their  milk  to  proponent's  plant 
The  principal  cooperative  association 
opposed  the  proix>sal. 

"The  pooling  standards  as  set  forth 
under  the  order  establish  what  milk  shall 
be  sub>ject  to  regulation.  The  prices  es- 
tablished by  the  order  are  those  prices 
which  are  deemed  necessary  to  maintain 
an  adequate  but  not  excessive  supply  of 
milk  for  the  market.  The  Class  I  pricing 
formula  includes  a  supply-demand  ad- 
justment mechanism  which  serves  to 
lower  the  Class  I  price  as  supplies  tend 
to  become  excessive  and  increases  the 
price  when  supplies  shorten.  It  is 
through  this  means  that  supply  adjust- 
ments are  intended  under  the  Act  to  be 
accomplished  and  it  is  not  intended  that 
the  market  supply  will  be  adjusted  by 
means  of  the  type  of  pooling  procedure 

The  milk  priced  under  the  Federal 
order  is  that  milk  which  the  appropriate 
health  authority  deems  acceptable  for 
disposition  as  Grade  A  milk  in  the  mar- 
keting area  and  which  is  marketed  in 
a  way  that  meets  prescribed  performance 
requirements.  While  handlers  may  de- 
mand higher  quality  standards  than 
those  generally  applicable  in  the  market. 
It  is  not  an  appropriate  function  of  the 
Federal  order  to  re-enforce  handlers" 
efforts  in  this  respect. 

When  the  order  was  promulgated  the 
Acting  Secretary  in  his  decision  of  July 
17.  1951.  concluded  as  follows: 

The  alternative  to  the  marketwide 
pool  is  the  individual-handler  pool.  Un- 
der this  latter  system  producers  deliver- 
ing to  each  handler  receive  a  uniform 
price  based  on  each  handler's  utilization 
of  milk.  Because  different  handlers 
utilize  different  proportions  of  their  milk 
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as  Class  I  and   Class  II,  the  uniform 
pi  ices  of  Individual  handlers  would  vary 
one  from  the  other.    The  order  has  been 
written  to  permit  a  cooperative  associa- 
tion to  become  a  handler  when  necessary 
to  market  the  siuplus  milk  of  its  mem- 
bers      Under    these    circumstances    an 
individual-handler  pool  would  result  In 
an  unequal  sharing  of  the  market  among 
producers  and  would  not  be  conducive 
to  orderly  marketing.     It  is  concluded. 
therefore,  that  marketwide  pools  are  nec- 
essary   to  distribute   the   returns  from 
the  sale  of  milk  equally  among  producers 
and  to  create  orderly  marketing  of  pro- 
ducer milk." 

It  must  be  concluded  that  the  market- 
wide  pooling  arrangement  has  tended  to 
maintain  equality  among  producers  and 
to  assure  the  orderly  disposition  of  the 
market's   reserve   supply.     Handlers   in 
the  market  have  very  limited  manufac- 
turing facilities,  other  than  for  ice  cream 
and   cottage   cheese.     Except   for   pro- 
ponent, they  generally  rely  on  the  major 
cooperative    association    for    balancing 
supplies  and  disposition  of  milk  in  excess 
of  fluid  requirements.    The  cooperative 
operates  two  manufacturing  plants,  one 
at  Muenster  and  the  other  at  Sulphur 
Springs.  Texas.     In   1960   these  plants 
handled   over  50   percent  of   the   total 
Class  n  milk   (239  million  pounds)    in 
the  market.    Under  such  circumstances, 
marketwide  pooling  is  essential  to  assure 
that  each  producer  will  receive  an  equita- 
ble  share   of   the    proceeds   from   milk 
utilized  in  fluid  form  and  that  all  pro- 
ducers share  equally  in  the  cost  of  han- 
dling    the     market's     reserve     supply. 
Clearly    also,    individual-handler    pools 
would  not  result  in  the  equitable  sharing 
of  the  costs  of  handling  market  reservd^ 
and  hence  its  adoption  would  engender 
disorderly  marketing  conditions  in  this 
market.     Accordingly,   the   request   for 
individual -handler  pooling  is  denied. 

4.  Classification  of  fluid  milk  products 
disposed  of  for  animal  feed.  The  provi- 
sions specifying  the  conditions  under 
which  fluid  milk  products  disposed  of  for 
animal  feed  may  be  classified  as  Class  n 
should  be  modified. 

Under  the  present  ordei-.  skim  milk 
and  butterfat  disposed  of  in  the  form 
of  fluid  milk  products  for  use  as  ai^al 
feed  may  be  classified  as  Class  U  milk 
up  to  one-hfilf  of  one  percent  of  the 
volume  of  skim  milk  and  butterfat  in 
fluid  milk  products  disposed  of  in  fluid 
form,   provided   certain  conditions  are 
met.    A  handler  is  required  to  keep  de- 
tailed records  of  the  amount  and  butter- 
fat test  of  all  products  disposed  of  for 
animal  feed,  to  notify  the  market  ad- 
ministrator prior  to  such  disposition  so 
that  he  can  physically  verify  disposition, 
and  to  furnish  a  receipt  signed  by  the 
purchaser  of  such  products  setting  forth 
the  details  of  the  transaction. 

In  September  1957,  a  provision  which 
provided  a  Class  II  classification  for  milk 
disposed  of  for  livestock  feed  was  deleted 
from  the  order  on  the  basis  that  normal 
shrinkage  plus  disposition  for  animal 
feed  did  not  exceed  the  two  percent 
shrinkage  allowance  in  the  order.  Sub- 
sequently. In  June  1959,  the  existing  pro- 
visions were  adopted  because  it  was 
found  that  the  two  percent  shrinkage 
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allowance  was  inadequate  to  cover  both 
normal  loss  incurred  in  plant  operations 
and  route  returns  of  fluid  milk  products 
sold  for  livestock  feed. 

One  handler  proposed  the  elimination 
of  the  requirements  for  record  keeping 
and  prior  notification  when  fiuid  milk 
products  are  disposed  of  for  livestock 
feed.  He  claimed  that  these  conditions 
were  working  a  hardship  on  all  handlers 
and  cm  the  members  of  the  market  ad- 
ministrator's staff.  It  was  his  position 
that  It  required  virtually  the  full  time  of 
one  of  his  employees  to  maintain  the 
necessary  records  and  meet  other  re- 
quiremoits  necessary  to  permit  a  Class 
n  classiflcation  for  milk  which  he  neces- 
sarily disposed  of  as  livestock  feed. 

Another  handler  had  no  objection  to 
the  record  keeping  and  reporting  require- 
ments, but  proposed  that  the  one-half  of 
one  percent  maxim  tun  allowance  in  Class 
n  for  milk  disposed  of  for  livestock  feed 
be  deleted.  He  contended  that  disposi- 
tion for  livestock  feed  was  costly  at  any 
price  and  handlers  used  this  outlet  only 
whm  there  was  no  means  of  salvaging 
the  milk  for  other  uses.  Hence,  tuere 
was  no  need  for  limiting  the  voliune 
which  might  be  disused  of  in  this 
manner  under  a  Class  n  classification. 

The  order  does  not  set  forth  the  spe- 
cific records  which  must  be  kept  or  the 
form  of  reports  which  must  be  made  to 
accommodate  classification  of  milk  dis- 
posed of  for  other  than  animal  feed.    It 
provides  that  the  handler  shall  report 
to  the  market  administrator  in  the  de- 
tail and  on  forms  prescribed  by  the  mar- 
ket administrator.    In  the  case  of  rec- 
ords the  handler  is  required  to  maintain 
and  make  available  to  the  market  ad- 
ministrator— such  accounts  and  records 
of  his  operations — as  are  necessary  for 
the  market  administrator  to  verify  or 
establish  the  correct  data  with  respect 
to  receipts  and  utUizaUon,  the  weights 
and  tests  for  butterfat.  and  other  content 
of  all  milk  and  milk  products  handled. 
This  authority  Is  wholly  adequate  to  per- 
mit the  market  administrator  to  pre- 
scribe the  type  of  report  and  detail  of 
information  which  he  deems  necessary 
to  verify  disposition  for  livestock  feed 
and,  accordingly,  there  is  no  need  to  set 
forth  the  detailed  requirements  now  con- 
tained In  the  order.    However,  since  the 
existing  order  provides  that  reports  rela- 
tive to  receipts  and  utilization  of  milk 
shall  be  filed  on  or  before  the  7th  day 
after  the  end  of  each  month.  It  Is  de- 
sirable that  the  order  be  amended  to 
provide  for  the  filing  of  reports  relating 
to  disposition  for  animal  feed  In  the 
manner  and  at  such  times  as  the  market 
administrator  may  require.    Elimination 
of  the  present  specified  requirements, 
from  the  order,  will  permit  the  market 
administrator  fiexibility  to  meet  varied 
situations  and  may  relieve  handlers  of 
some  reporting  or  record  keeping  if  all 
of  the  information  now  specifically  re- 
quired Is  not  needed  by  the  market  ad- 
ministrator for  satisfactory  verification. 
The  record  provides  no  basis  for  dele- 
tion of  the  present  condition  restricting 
classification  of  disposition  for  animal 
feed  In  Class  n  only  up  to  one-half  of 
one  percent  of  Class  I  disposition. 

Data  contained  In  the  market  statis- 
tics placed  In  the  record  by  the  market 


administrator  show  that  over  the  period 
since  June  1959.  at  no  time  has  the  vol- 
ume of  fiuld  milk  products  disposed  of 
for  animal  feed  exceeded  one-half  of  one 
percent  of  total  Class  I  disposition  of 
fiuld  milk  products.    The  marketi^aver- 
age   for  the   entire   period  since  June 
1959.  approximates  oiUy  three-tenths  of 
one  percent.    While  some  quantities  of 
animal  feed  disposition  were  classified  as 
Class  I  In  each  month  It  cannot  be  deter- 
mined on  the  record  whether  this  was 
the  result  of  Inadequate  records  on  the 
part  of  certain  handlers  or  whether.  In 
fact,  that  classified  as  Class  I  represent- 
ed disposition  of  certain  handlers  in  ex- 
cess of  the  one-half  of  one  percent  al- 
lowed in  Class  n.    Under  normal  circum- 
stances the  existing  allowance  would  ap- 
pear to  be  wholly  adequate  to  cover  dis- 
position In  animal  feed  of  those  route 
returns  for  which  there  is  no  other  sal- 
vageable uses.    Accordingly,  the  limita- 
tion should  be  retained. 

5.  Modification  of  the  procedure  for 
computing  handler  location  adjustment 
credits.  The  procedure  for  computing 
location  differential  credits  to  handlers 
should  be  modified  to  the  extent  of  pro- 
viding that  the  computation  shall  be 
made  on  the  basis  of  the  volume  of  milk 
remaining  after  producer  shrinkage  (de- 
ducted in  step  (1)  of  the  allocaUon 
provisions)  has  been  added  back  (step 
(9)).  less  5  percent  of  direct  producer 
receipts  at  the  plant. 

Under  the  existing  procedure  location 
differential  credits  are  computed  on  the 
basis  of  the  volume  of  milk  remaining 
after  the  assignment  of  opening  inven- 
tories (step  (8)  in  the  allocation  pro- 
cedure) .  less  5  percent  of  direct  producer 
receipts  at  the  plant. 

A  proprietary  handler  who  regularly 
obtains  a  substantial  part  of  his  milk 
supply  from  a  Missouri  plant  submitted 
a  proposal  (Included  In  the  hearing  no- 
tice) which,  under  certain  circiunstances 
would  have  substantially  Increased  the 
volume  of  his  Missouri  supply  which 
would  be  eligible  for  location  differential 
credits.  However,  no  testimony  was  of- 
fered In  support  of  the  proposal. 

A  witness  for  the  North  Texas  Milk 
Producers  Association  proposed  a  modi- 
fication of  the  proposal  contained  in  the 
hearing  notice.    His  proposal  would  de- 
crease the  amoimt  of  coimtry  plant  milk 
receipts  on  which  a  location  differential 
credit  would  be  claimed.    It  was  his  po- 
sition that  the  assignment  of  any  direct 
receipts  from  producers  to  Class  n  as  a 
step  in  computing  the  volimie  of  receipts 
from  country  plants  eligible  for  location 
differential   credits  was  no  longer  ap- 
propriate.   He  suggested  that  the  exist- 
ing provision  was  placed  In  the  order 
imder  conditions  of  short  supply  in  rec- 
ognition of  the  fact  that  additional  coun- 
try plant  supplies  were  needed  to  assure 
handlers  an  adequate  supply.    Because 
the  supply  situation  has  substantially 
changed  he  contended  the  Missouri  milk 
was  no  longer  needed  and  local  pro- 
ducers should  not  be  called  upon  to  sub- 
sidize the  shipments  of  milk  from  dis- 
tant sources. 

Under  the  order  a  handler  has  freedom 
of  choice  as  to  his  source  of  milk  supply. 
However,  if  his  direct  producer  receipts 
exceed  105  percent  of  the  available  Class 
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I  utilisation  plus  shrinkage  on  producer 
milk  no  location  adjustment  credits  are 
allowed  <»  receipts  from  supply  plants 
Milk  In  excess  of  the  markets  fluid  re- 
quirements and  which  Is  received  at 
country  plants  need  not  be  transported 
to  the  city  for  Class  n  disposition.  Ac- 
cordingly, no  location  adjustment  credits 
are  applicable  to  Class  II  milk. 

The  allocation  of  5  percent  of  direct 
producer  receipts  to  Class  II  prior  to  the 
allocation  of  receipts  from  country 
Iriants  Is  Intended  to  permit  a  handler 
to  recover  transportation  on  that  milk 
which  is  lost  in  shrinkage  and  on  that 
milk  which  is  packaged  and  distributed 
but  is  returned  and  necessarily  used  in 
other  than  Class  I  uses.  This  procedure 
is  concluded  to  be  appropriate  and  should 
be  continued.  However,  the  existing  pro- 
vision permits  location  differential  credits 
on  a  greater  volume  of  milk.  Since  al- 
lowable shrinkage  on  producer  receipts 
is  two  percent,  the  existing  procedure  has 
the  effect  of  assigning  seven  percent  of 
direct  producer  receipts  to  Class  II 
rather  than  five  percent,  as  was  intended 
This  deficiency  may  be  corrected  by  pro- 
viding that  location  differential  credits 
shall  be  considered  on  the  basis  of  the 
volvune  of  milk  available  after  step  (9> 
in  the  allocation  procedure,  rather  than 
after  step  <8». 

Rulings  on  proposed  findings  and  con- 
clusions. Briefs  and  proposed  findings 
and  conclusions  were  filed  on  behalf  of 
certoln  Interested  parties.  These  briefs, 
proposed  findings  and  conclusions  and 
the  evidence  in  the  records  were  con- 
sidered in  making  the  findings  and  con- 
clusions set  forth  above.  To  the  extent 
that  the  suggested  findings  and  conclu- 
sions filed  by  interested  parties  are  in- 
consistent with  the  findings  and  con- 
clusions set  forth  herein,  the  requests  to 
make  such  findings  or  reach  such  con- 
clusions are  denied  for  the  reasons  pre- 
viously stated  in  this  decision. 

General  findings.  The  findings  and 
determinations  hereinafter  set  forth  are 
supplementary  and  in  addition  to  the 
findings  and  determinations  previously 
made  in  cormection  with  the  issuance  of 
the  aforesaid  order  and  of  the  previously 
Issued  amendments  thereto:  and  all  of 
said  previous  findings  and  determina- 
tions are  hereby  ratified  and  affirmed. 
except  Insofar  as  such  findings  and  de- 
terminations may  be  in  conflict  with 
the  findings  and  determinations  set  forth 
herein. 

(a)  The  tentative  marketing  agree- 
ment and  the  order,  as  hereby  proposed 
to  be  amended,  and  all  of  the  terms  and 
conditions  thereof,  will  tend  to  effectuate 
the  declared  policy  of  the  Act: 

(b>  The  parity  prices  of  milk  as  de- 
termined pursuant  to  section  2  of  the  Act 
are  not  reasonable  in  view  of  the  price  of 
feeds,  available  supplies  of  feeds,  and 
other  economic  conditions  which  affect 
market  supply  and  demand  for  milk  in 
the  marketing  area,  and  the  minimum 
prices  specified  In  the  proposed  market- 
ing agreement  and  the  order,  as  hereby 
proposed  to  be  amended,  are  such  prices 
as  will  reflect  the  aforesaid  factors,  in- 
sure a  sufBcient  quantity  of  pure  and 
wholesome  milk,  and  be  in  the  public  in- 
terest: and 
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ic  The  tcntaUve  marketing  agree- 
ment and  the  order,  as  hereby  proposed 
to  be  amended,  will  regulate  the  handling 
of  milk  in  the  same  manner  as.  and  will 
be  applicable  only  to  persons  in  the  re- 
spective classes  of  industrial  and  com- 
mercial activity  specified  in.  a  marketing 
agreement  upon  which  a  hearing  has 
been  held. 

Recommended  markcttnq  agreement 
and  order  amending  the  order  The  fol- 
lowing order  amending  the  order  regu- 
latmg  the  handlmg  of  milk  in  the  North 
Texas  marketing  area  is  recommended 
as  the  detailed  and  appropriate  means 
by  which  the  foregoing  conclusions  may 
be  carried  out.  The  recommended  mar- 
ketint?  agreement  is  not  incUidrd  in  this 
decision  because  the  regulatory  piovi- 
.sions  thereof  would  be  the  same  as  those 
contained  in  the  order,  as  hereby  pro- 
posed to  be  amended 

i;  1126.32       I  Vinrn<liu<'iU  I 

il>  Add  a  new  paragraph  'C>  to 
IS  1126  32  to  read  as  follows 

•  c  I  Each  handler,  with  respect  to  fluid 
milk  products  disposed  of  for  animal 
feed,  shall  report  to  the  market  admin- 
istrator such  information  and  at  such 
time  as  the  market  administrator  may 
prescribe 

§   I  126.  }  I        I  Ainriulnunll 

2  Deleto  paragraph  <a> '  I  •  of  !!  1126  41 
and  substitute  therefor  the  following : 

ta '  Class  I  milk  shall  be  all  skim  milk 
'including;  reconstituted  skim  milk'  and 
butterfat: 

^  1  •  DLsposed  of  in  tlie  form  of  milk, 
.skim  milk,  buttermilk,  flavored  milk 
drinks,  cream  (except  cultured  sour 
cream  >.  and  any  mixture  <  except  egg- 
nog  and  bulk  ice  cream  and  frozen  dairy 
product  mixes)  of  cream  and  milk  or 
skim  milk:  Provided.  That  when  any 
fluid  milk  product  is  fortified  with  non- 
fat milk  solids  the  amount  of  skim  milk 
to  be  classified  as  Class  I  shall  be  only 
that  amount  equal  to  the  weight  of  skim 
milk  in  an  equal  volume  of  an  unfortified 
product  of  the  same  nature  and  butter- 
fat  content; 

3.  Delete  subparn^raph  i4'  of  5  1126- 
4lib>  and  substitute  therefor  the  fol- 
lowing : 

i4»  Disposed  of  in  the  form  of  fluid 
milk  products  and  used  for  livestock  feed 
subject  to  inspection  lat  his  discretion* 
by  the  market  administrator  and  the 
volume  of  skim  milk  and  butterfat  clas- 
.sified  as  Class  II  pursuant  to  this  sub- 
paragraph shall  not  exceed  0  5  percent 
of  the  volume  of  skim  milk  and  butter- 
fat in  fluid  milk  products  disposed  of  in 
fluid  form; 

4.  Delete  the  period  at  the  end  of  sub- 
paragraph (6»  of  $  1126.41  lb)  and  insert 

.  a  semicolon  and  add  a  new  subparagraph 
1 71  as  follows: 

( 7 )  That  portion  of  fortified  products 
excluded  from  a  Class  I  skim  milk  clas- 
sification pursuant  to  paragraph  la)  of 
this  section. 

§1126.53      I  Aniendmrnt  1 

5.  In  the  proviso  of  §  1126.53.  delete 
the  reference  "5  1126.46(a>   (1>  through 


<8»"  and  substitute  therefor  the  refer- 
ence   J  1126  4««  a)  (1)  through  <9)". 

6.  Delete  i  1126.61  and  substitute 
therefor  the  following: 

§  1 126.61     Planto  subject  lo  «»lhrr  FediTiil 
order*. 

The  provisions  of  this  part  shall  not 
apply  with  respect  to  the  operation  of 
any  plant  specified  in  pcu-agraph  <  a  • . 
tb)  or  <c)  of  this  section  except  that  the 
operator  shall,  with  respect  to  total  re- 
ceipts of  skim  milk  and  butterfat  at  such 
plant,  make  reports  to  the  market  ad- 
ministrator at  such  time  and  in  such 
manner  as  the  market  administrator  may 
require  and  allow  verification  of  such 
reports  by  tlie  market  administrator 

•  a  I  A  plant  meeting  the  requirements 
of  §  1126. 10(a)  which  also  meets  the 
|)Ooling  requirements  of  another  Federal 
order  and  from  which,  the  Secretary 
determines,  a  greater  quantity  of  Class 
I  milk  is  disposed  of  during  the  month 
on  routes  in  such  other  Federal  order 
marketing  area  than  was  disposed  of  on 
routes  in  this  marketing  area,  except  that 
if  such  plant  was  subject  to  all  the  pro- 
visions of  this  part  in  the  immediately 
preceding  month,  it  shall  continue  to  be 
subject  to  all  the  provisions  of  this  part 
until  the  third  consecutive  month  in 
which  a  greater  proportion  of  its  Class  1 
disposition  is  made  in  such  other  mar- 
keting area  unless,  notwithstanding  the 
provisions  of  this  paragraph,  it  is  regu- 
lated under  such  other  order. 

(b)  A  plant  meeting  the  requirements 
of  5  1126.10(a)  which  also  meets  the 
pooling  requirements  of  another  Federal 
order  on  the  basis  of  distribution  in 
such  other  marketing  area  and  from 
vwhich.  the  Secretary  determines,  a 
greater  quantity  of  Class  I  milk  is  dis- 
posed of  during  the  month  on  routes  in 
this  marketing  area  than  is  so  disposed 
of  in  such  other  marketing  area  but 
which  plant  is.  nevertheless,  fully  regu- 
lated under  such  other  Federal  order. 

(c)  A  plant  meeting  the  requirements 
of  §  1126  10(b)  which  also  meets  the 
pooling  requirements  of  another  Federal 
order  and  from  which  greater  qualifying 
.shipments  are  made  during  the  month 
to  plants  regulated  under  such  other 
order  than  are  made  to  plants  regulated 
under  this  part,  except  during  the 
months  of  January  through  August  if 
such  plant  retains  automatic  pooling 
status  under  this  part. 

^1126.80      I  Amrndnirntl 

7.  Delete  the  period  at  the  end  of 
paragraph  <a)  of  §  1126.80  and  insert  a 
semicolon  and  add  a  new  paragraph  ( b ) 
as  follows: 

(b)  In  the  case  of  producers  deliver- 
ing milk  to  a  plant  which  was  not  a  pool 
plant  during  the  entire  base  forming 
period,  a  daily  average  base  for  each 
such  producer  shall  be  calculated  pur- 
suant to  paragraph  (a)  of  this  section 
on  the  basis  of  his  deliveries  of  milk  to 
such  plant  diu-ing  August  through  Jan- 
uary: Provided.  That  records  of  such 
deliveries  to  the  plant  are  made  avail- 
able to  the  market  administrator. 


Saturday,  January  13,  1962 

Signed  at  Washington,  D.C.,  on  Jan- 
uaiy  9,  1962. 

Jamks  T.  Ralfh. 
Assistant  Secretary. 

>  r  R     Doc     62-404:     Filed,    Jan.    12.    1963; 
8:46  &jn.\ 
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17  CFR   Parts   1127,   1129  1 
I  Docket  Noa.  AO  256-A6,  AO  233-A10| 
MILK    IN    AUSTIN-WACO    AND    SAN 
ANTONIO,    TEXAS    MARKETING 
AREAS 

Decision  on  Proposed  Amendments 
to  Tentative  Marketing  Agreements 
and  Orders 

Pursuant  to  the  provisions  of  the  Ag- 
ricultural Marketing  Agreement  Act  of 
1937,  as  amended  (7  U.S.C.  601  et  seq.), 
and  the  applicable  rules  of  practice  and 
procedure  governing  the  formulation  of 
marketing    agi-eements   and    marketing 
orders  (7  CFR  Part  900),  a  public  hear- 
ing was  held  at  San  Antonio.  Texas,  on 
April  20,  1961,  pursuant  to  notice  thereof 
issued  on  March  28, 1961  (26  FJl.  2751). 
Upon  the  basis  of  the  evidence  intro- 
duced  at  the  hearing  and   the  record 
thereof,  the  Assistant  Secretary,  United 
States  Department  of   Agriculture,  on 
December  11,  1961   (26  F.R.  12037;  PR 
Doc.  61-11908).  filed  with  the  Hearing 
Clerk,  UrUtejJ  States  Department  of  Ag- 
riculture, his  recommended  decision  con- 
taining notice  of  the  opportunity  to  file 
written  exceptions  thereto.     No  excep- 
tions  were   filed    to   the   recommended 
decision. 

The  material  issues  on  the  record  of 
the  hearing  relate  to: 

1.  Classification  and  accounting  for 
dietary  products  and  other  fortified  fluid 
milk  products. 

2.  Modification  of  the  conditions  for 
pooling  plants  also  meeting  the  pooling 
requirements  of  another  Federal  order. 

3.  Modification  of  the  payment  pro- 
visions of  the  San  Antonio  order. 

4.  Modification  of  the  procedure  for 
computing  handler  location  adjustment 
credits  under  the  San  Antonio  order. 

5.  The  classification  of  skim  milk  and 
butterfat  disposed  of  for  animal  feed 
under  the  San  Antonio  order. 

Findings  and  conclusions.  The  fol- 
lowing findings  and  conclusions  on  the 
material  Issues  are  based  on  evidence  at 
the  hearing  and  the  record  thereof: 

1.  Classification  and  accounting  for 
dietary  products  and  other  fortified  fluid 
milk  products.  Fortified  fluid  milk  prod- 
ucts,  including  dietary  products,  should- 
be  classified  as  Class  I  only  to  the  extent 
of  the  weight  of  an  unmodified  fluid  milk 
product  of  the  same  nature  and  butter- 
fat content,  excluding  the  dry  weight 
of  any  nonmilk  additives  such  as  flavor- 
ing, etc.  The  skim  milk  equivalent  of 
the  nonfat  milk  solids  not  classified  as 
Class  I  should  be  considered  a  Class  n 
disposition. 

Under  the  existing  classification  pro- 
visions of  both  the  Austin- Waco  and  San 
Antonio  orders  the  products  included  in 
Class  I  are  those  fluid  milk  products 
which  are  disposed  of  for  fluid  consump- 
tion and  which  are  normally  required  to 


be  made  from  locally  approved  milk  sup- 
plies. Both  orders  presently  provide  for 
full  skim  milk  equivalent  accounting. 
When  nonfat  milk  solids  in  the  form  of 
nonfat  dry  milk  or  condensed  skim  milk 
are  added  to  a  fluid  milk  product  to  in- 
crease the  nonfat  milk  solids  content  of 
the  flniahed  product,  the  skim  milk 
equivalent  of  the  total  nonfat  mUk  solids 
in  the  product  is  classified  as  Class  I. 

The  Austin-Waco  order  provides  for 
individual-handler  pooling  and  there  is 
no  provision  for  a  compensatory  pay- 
ment on  other  source  milk  utilized  in 
Class  I.   However,  producer  milk  is  given 
priority  of  assigrmient  in  Class  I  and 
hence,  to  the  extent  that  skim  milk  in 
producer  receipts  is  available,  producer 
milk  is  credited  as  Class  I  utilization  on 
the  full  skim  milk  equivalent  of  other 
source  nonfat  milk  solids  received  in  con- 
centrated form  and  used  in  fortification 
or    reconstitution.      The    San    Antonio 
order  provides  for  marketwide  pooling 
and.  similar  to  the  Austin-Waco  order, 
priority  of  assignment  in  Class  I  is  given 
to  producer  milk.    Where  Class  I  utiliza- 
tion exceeds  producer  receipts,  a  com- 
pensatory charge  is  provided  for  other 
source  milk  assigned  to  Class  I  and  not 
classified  and  priced  as  Class  I  in  any 
Federal    order    market.      Under    both 
orders  the  weight  of  any  nonmilk  addi- 
tives such  as  flavoring,  etc.,  is  deducted 
before  reconciliation  of  the  pounds  of 
skim  milk  and  butterfat  to  be  classifled. 
Proprietary    handlers   proposed    that 
fluid  milk  dietary  products  be  classifled 
as  Class  n  in  lieu  of  the  present  Class  I 
classiflcation  and  that  skim  milk  equiva- 
lent accounting  for  nonfat  milk  solids 
used  in  fortification  be  discontinued.    It 
was  their  position  that  the  product  cost 
resulting  from  the  present  Class  I  clas- 
siflcation of  dietary  fluid  milk  products 
placed  them  at  a  competitive  disadvant- 
age with  similar  products  in  dry  form  or 
in  hermetically  sealed  containers  made 
from  non-Qrade  A  milk  and  milk  prod- 
ucts and  distributed   through   grocery 
stores,  drug  stores,  food  establishments 
and  similar  outlets.    They  suggested  that 
a  lower  classiflcation  and  pricing  would 
permit  more  competitive  resale  pricing 
and  hence  create  a  greater  demand  for 
their  product.    TTieir  proposed  changes, 
they  suggested,  would  serve  to  facilitate 
the  economic  disposition  of  reserve  sup- 
plies from  these  markets.    They  further 
contended  that  a  Class  I  classiflcation 
and  pricing  of  the  skim  milk  equivalent 
of  nonfat  milk  solids  used  in  the  fortifi- 
cation of  Class  I  products  was  unrealistic 
and    resulted    in    an    undue    cost    to 
handlers. 

Producers,  on  the  other  hand,  opposed 
any  change  in  the  present  accounting 
procedure.  It  was  their  position  that 
full  skim  milk  equivalent  accounting  is 
essential  to  protect  the  integrity  of  the 
classiflcation  scheme  under  the  Federal 
order  and  that  unless  nonfat  milk  solids 
used  in  fortification  are  accounted  for 
on  a  skim  milk  equivalent  basis  in  Class 
I.  handlers  have  an  opportunity  to  dis- 
place producer  milk  In  Class  I  with  lower 
priced  other  source  milk. 

A  great  deal  of  the  testimony  on  the 
record  was  offered  to  substantiate  that 
dietary  milk  products  are,  or  are  not.  re- 


quired to  be  made  from  locally  approved 
milk  under  the  various  health  ordinances 
in  effect  in  those  marketing  areas.    Re- 
gardless of  the  intent  of  the  ordinances  it 
is  apparent  that  the  local  health  au- 
thorities are  not  interpreting  them  in  a 
manner  so  as  to  require  that  such  prod- 
ucts be  made  from  locally  approved  milk 
However,   this  is  of   Uttle   consequence 
since    handlers    are    not    permitted    to 
bring  fluid  non-Grade  A  milk  or  skim 
milk  into  their  milk  plants.    Under  any 
circumstances  it  is  clear  that,  because  of 
the  perishability  of  the  finished  dietary 
product,  handlers  use  only  milk  of  the 
highest  quality  and  hence  they  require 
and  rely  on  local  producers  to  furnish 
their     full     fiuld     milk     requirements. 
Therefore,  it  is  appropriate  and  neces- 
sary that  the  Class  I  classification  be 
retained. 

Fortified  fiuld  milk  products  cus- 
tomarily result  from  the  addition  of  con- 
centrated nonfat  milk  solids  to  milk  or 
skim  milk  in  fiuld  form  to  yield  a  fin- 
ished product  of  higher  nonfat  solids 
content  than  that  of  an  equivalent 
amount  of  whole  (producer)  milk.  Re- 
constituted products,  on  the  other  hand, 
involve  the  process  of  "floating"  con- 
centrated milk  solids  in  water  to  yield 
a  weight  of  product  approximately  equal 
to  the  weight  of  milk  from  which  the 
concentrated  product  was  first  made  by 
the  removal  of  water. 

Nonfat  dry  milk  and  condensed  skim 
milk  are  ordinarily  derived  from  un- 
priced milk  or  milk  which  has  been 
priced  as  surplus  imder  a  Federal  order. 
These  products  are  not  necessarily  proc- 
essed from  producer  milk  and  may  be 
made  from  ungraded  milk.  An  economic 
incentive  exists  for  handlers  to  substi- 
tute, where  possible,  reconstituted  fiuld 
milk  products  for  fiuld  milk  products 
processed  from  current  receipts  of  pro- 
ducer milk.  Since  such  substitution 
would  displace  an  equivalent  amount  of 
producer  milk  in  Class  I,  the  application 
of  skim  equivalent  accounting  in  this 
circumstance  is  economically  soimd  and 
is  necessai-y  to  maintain  orderly  mar- 
keting. 

The    same    economic    incentive    does 
not  exist,  however,  with  respect  to  the 
use  of  nonfat  dry  milk  or  condensed  skim 
milk  to  fortify  a  fiuld  milk  product.    If 
such  solids  are  to  be  derived  from  pro- 
ducer milk,  the  skim  milk  must  first  be 
processed  into  usable  form;  i.e.,  nonfat 
dry  milk  or  condensed  skim  milk.    Such 
products  processed  from  producer  milk 
have  no  greater  value  for  fortification 
purposes    than    similar    products    pur- 
chased on  the  open  market.    Such  prod- 
ucts are  used  in  fortification  to  increase 
the  palatability  of.  and  hence  the  sal- 
ability  of.  the  finished  product.      Forti- 
fication only  slightly  increases  the  vol- 
ume   of    the    product    and    imder    no 
circumstances  can  it  be  concluded  that 
the  added  solids  displace  producer  milk 
in  Class  I  beyond  the  minor  increase  in 
volume  which  results. 

When  the  skim  milk  equivalent  pro- 
vision is  applied  to  fortified  milk  prod- 
ucts, it  inflates  signiflcant^  the  utiliza- 
tion and  disposition  of  Class  I  Tniifc  The 
inflation  in  the  case  of  dietary  food  prod- 
ucts results  in  a  Class  I  classification  of 
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about  two  and  one-half  times  the  ac- 
tual volume. 

For  reaaons  preyloualy  stated  it  is 
neither  necessary  nor  appropriate  that 
handlers  continue  to  be  required  to  ac- 
count for  pay  for  this  inflated  Tolume 
in  Class  I.  Nevertheless,  it  is  practical 
and  administratively  necessary  to  main- 
tain full  skim  milk  equivalent  account- 
ing. These  conclusions  can  be  recon- 
ciled by  providing  that  fortified  fluid 
milk  products  shall  be  classifled  as  Class 
I  only  to  the  extent  of  the  weight  of  an 
unmodified  fluid  milk  product  of  the 
same  nature  and  butterfat  content,  ex- 
cluding the  dry  weight  of  any  nonmilk 
additive  such  as  flavoring,  sugar,  etc. 
The  skim  milk  eqiiivalent  of  the  nonfat 
milk  solids  not  classified  in  Class  I  should 
be  coBsidered  as  Class  n  disposition. 

No  change  was  proposed  in  the  ac- 
counting procedure  when  flavoring  and 
other  nonmilk  additives  are  used  for 
processing  unfortifled  products.  The  dry 
weight  of  such  additives  should  be  de- 
ducted in  determining  the  amount  uf 
skim  milk  and  butterfat  to  be  accounted 
for.  This  is  generally  consistent  with 
the  procedure  now  employed  and  the 
f^nAi^ji^^fm  hereinbefore  set  forth  rel- 
atire  to  the  accounting  procedure  to  be 
employed  for   fortifled  products. 

The  amendatory  language  of  the  re- 
spective orders  as  hereinafter  set  forth 
will  implement  these  conclusions. 

2.  Modification  of  the  conditions  for 
pooling  plants  also  meeting  the  pooling 
requirements  of  another  order.  No 
change  should  be  made  in  the  basic 
qualifications  for  pooling  plants  under 
the  Austin- Waco  and  San  Antonio  or- 
ders. However,  the  provisions  prescrib- 
ing treatment  of  plants  meeting  the  pool- 
ing requirements  of  more  than  one  order 
should  be  clarified  and  modified  to  the 
extent  of  exempting  from  regulation,  ex- 
cept for  reporting  and  verification  any 
plant  which  retains  pooling  status  under 
another  Federal  order. 

Under  the  present  Austin-Waco  order 
a  packaging  and  distributing  plant  is 
suoject  to  full  regulation  if  Class  I  milk 
in  an  average  amount  of  500  pounds  per 
day  or  5  percent  of  Grade  A  receipts. 
whichever  is  less,  is  disposed  of  during 
the  month  on  routes  in  the  marketing 
area,  unless  such  plant  has  greater  dis- 
position in  another  Federal  order  mar- 
keting area  aiMl  would  be  fully  regulated 
under  the  other  order.  A  supply  plant 
is  subject  to  full  regulation  during  any 
month  of  February  through  July  If  ship- 
ments are  made  to  a  distributing  plant 
on  four  or  more  days  during  the  month 
or  if  daily  average  shipments  are  not 
less  than  3,300  pounds.  In  any  month 
of  August  through  January  shipments 
must  be  made  on  10  or  more  days  or 
average  iu>t  less  than  8.300  pounds  per 
day  unless  the  plant  was  a  supply  plant 
in  any  month  of  February  through  July. 
In  this  situation  the  shipping  require- 
ment is  identical  to  that  for  the  month 
of  February  through  July. 

Under  the  present  San  Antonio  order 
a  distributing  plant  is  pooled  in  any 
month  in  which  route  distribution  In  the 
marketing  area  equals  15  percent  or  more 
of  receipts  from  pool  plants  and  approved 
dairy  farmers  unless  such  plant  disposed 
of  a  greater  portion  of  its  milk  as  Class 
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I  milk  in  another  Federal  order  market 
in  the  current  month  as  well  as  the  two 
preceding  months  and  would  be  sub- 
ject to  full  regulation  under  such  other 
order.  A  supply  plant  is  pooled  in  any 
month  in  whidh  not  less  than  50  percent 
of  Its  receipts  from  approved  dairy  farms 
is  shipped  to  pool  distributing  plants, 
except  that  if  this  requirement  is  met 
in  each  of  the  months  of  July  through 
February  the  plant  has  automatic  pool- 
ing status  for  the  months  of  March 
through  June  unless  nonpool  status  is 
elected. 

A  regulated  handler  under  the  North 
Texas  order,  operating  padcagini,'  plants 
in  both  Fort  Worth  and  Dallas  and  dis- 
tributing milk  in  a  number  of  the  Texas 
Federal  order  markets.  prorx)sed  that 
the  Austin-Waco  and  San  Antonio  or- 
ders be  amended  to  preclude  the  poolinR 
of  either  of  his  plants  under  these  orders 
unless  its  Class  I  sales  in  cither  of  these 
markets  should  exceed  its  Class  I  sales 
m  the  North  Texas  market  over  an  ex- 
tended period  of  time.  A  .similar  pro- 
posal was  made  to  amend  eich  of  the 
other  Texas  Federal  orders 

While  the  handlers  principal  prob- 
lem involves  his  sales  as  between  the 
North  Texas  and  Central  West  Texas 
markets,  nevertheless,  it  was  his  posi- 
tion that  a  similar  situation  could  de- 
velop involving  either  or  both  of  these 
orders.  It  was  pointed  out  that,  when 
a  handler  has  approximately  equal  sales 
under  each  of  two  Federal  orders,  minor 
shifts  in  the  volume  of  sales  in  one  mar- 
ket as  compared  to  the  other  market 
could  result  in  a  shift  in  the  regulation 
of  tlie  plant  from  one  order  to  the  other. 
Such  a  shift  m  sales  could  be  inadvertent 
or  the  result  of  audit  adjustments, 
whereas  a  shift  in  regulation  was  neither 
contemplated  nor  intended  by  the  han- 
dler. It  was  proponents'  position  that 
such  a  shift  would  not  be  m  the  interest 
of  orderly  marketing  and  might  have 
substantial  adverse  effect  on  producers 
involved. 

The  proposal  was  opposed  by  both  reg- 
ulated handlers  and  by  producers.  They 
pointed  out  that  th^re  was  no  existing 
situation  of  the  nature  described  by  pro- 
ponent. They  further  pomted  out  that 
regulation  of  a  plant  under  the  Austin- 
Waco  order,  with  individual  handler 
pooling,  where  such  plant  did  more  busi- 
ness in  another  Federal  order  market 
could,  imder  certain  circumstances,  pro- 
vide the  plant  a  significant  competitive 
advantage. 

A  plant  doing  bu.smes.s  in  several  Fed- 
eral order  markets  generally  should  be 
regulated  under  that  order  under  which 
it  does  the  greatest  proportion  of  its  busi- 
ness. This  is  the  usual  standard  by 
which  it  is  determined  under  which  order 
a  plant  should  be  regulated.  Neverthe- 
less, a  number  of  Federal  orders,  includ- 
ing the  San  Antonio  order,  contain  a 
provision  similar  to  that  requested  by 
proponent. 

In  recommending  this  provision  the 
Assistant  Secretary  In  his  decision  of 
November  18.  1960  (FR.  Doc.  60-10848>. 
concluded  as  follows: 

"Some  handlers  dispose  of  fluid  milk 
producta  in  the  marketing  areas  of  more 
than  (me  Federal  order.  Such  handlers 
are  regulated  under   the  order   in   the 


marketing  area  where  they  dispose  of 
the  greatest  proportion  of  their  milk. 
If  a  handler  disposes  of  nearly  equal 
amounts  in  two  marketing  areas,  it  is 
possible  that  the  regulation  of  such  han- 
dlers may  periodically  shift  from  one 
order  to  the  other  depending  upon  slight 
changes  in  Class  I  sales.  These  shift.s 
in  sales  are  sometimes  not  discovered 
until  audits  are  made  a  month  or  two 
later.  Periodic  shifting  of  the  pooling 
of  such  a  handler's  milk  from  one  order 
to  another  tends  to  be  disruptive  to  both 
orders.  To  forestall  erratic  month-to- 
month  shifts  from  one  order  to  another 
in  the  regulation  of  a  handler,  it  is  con- 
cluded that  if  a  handler  disposes  of  a 
greater  portion  of  his  milk  as  Class  I 
milk  in  another  Federal  order  marketing 
area  for  more  than  two  consecutive 
months,  and  the  handler  would  be  sub- 
ject to  full  regulation  imder  such  order 
if  he  were  exempt  from  this  order,  such 
handler  should  not  be  regulated  under 
this  order  after  the  second  month,  ex- 
cept to  make  reports  as  the  market  ad- 
ministrator may  require  smd  allow  veri- 
fication of  such  reports." 

It  is  apparent  that  proponent  was  not 
aware  of  the  present  order  provision 
.since  hi.s  proposal  was  essentially  for  such 
a  provision.  Notwithstanding,  his  sup- 
porting testimony  was  compatible  with 
tlic  above  quoted  conclusions  of  the  Sec- 
retary and  it  is  concluded  that  the  intent 
of  the  cxi.sting  provision  should  be  re- 
tained However,  it  is  desirable  that  the 
provision  be  clarified  and  that  it  be 
recoRnized  that  similar  provisions  may 
be  contained  in  other  Federal  orders. 
Accordintily.  a  plant  should  be  exempted 
from  regulation  under  the  San  Antonio 
order,  even  though  it  might  distribute  a 
greater  proportion  of  its  Class  I  milk  in 
the  local  market,  if  it  retains  pooling 
status  in  another  market. 

Under  this  procedure  a  handler  would 
have  two  months  warning  that  his  plant 
was  c!ian!;:ing  from  one  regulation  to  an- 
other, thus,  providing  reasonable  time 
to  permit  adjustment  of  his  business  in 
cases  where  .'^uch  change  was  not  con- 
templated or  desired.  At  the  same  time 
the  principle  is  retained  of  regulating  a 
plant  under  that  order  where  the  greater 
proportion  of  its  business  is  done.  Since 
Kovernment  contracts  normally  are  made 
for  longer  periods  than  two  months  there 
Ls  no  reason  to  expect  that  this  provision 
will  have  any  significant  effect  on  the 
len'!th  of  time  in  which  a  plant  is  pooled 
in  a  particular  market  where  the  change 
in  proportion  of  business  is  the  result  of 
gaining  or  losing  a  government  contract. 
Supply  plants  performing  under  more 
than  one  order  are  normally  pooled  dur- 
ing the  month  under  that  order  under 
which  greater  qualifying  shipments  are 
made  Since  supply  plants  under  the 
San  Antonio  order  must  meet  a  50  per- 
cent shipping  requirement  to  be  eligible 
to  pool  no  special  direction  is  necessary 
to  determine  where  a  supply  plant  per- 
forming under  two  orders  should  be 
pooled. 

It  mubt  be  recognized  that  under  the 
individual  handler  pooling  arrangement 
in  effect  in  the  Austin-Waco  market  a 
handler  might  seek  regulation  under 
that  order  primarily  for  the  purpose  of 
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a  pricing  advantage  through  the  use  of 
unpriced  other  source  milk.    It  is  pos- 
sible, under  certain  circumstances  that 
the  inclusion  of  a  provision,  such  as  that 
herein  recommended  to  be  retained  in 
the  San  Antonio  order,  whereby  a  plant 
most  recently  regulated  under  the  Aus- 
tin-Waco order  but  which  subsequently 
disposed  of  a  greater  proportion  of  its 
milk  in  a  marketwlde  pool  market  could 
profit   by   holding  regulated  status  for 
-several    months    under    the    individual 
handler  pool.    In  any  event  there  was  no 
showing   that  such   a   provision   would 
likely  have  any  application  in  the  market 
under  existing  circumstances  and  since 
Its  adoption  was  generally  opposed  by 
both  regulated  handlers  and  by  producers 
It  is  concluded  that  the  requested  change 
should  not  be  adopted  on  the  basis  of  this 
record.    Nevertheless,  in  view  of  the  pro- 
vision of  the  San  Antonio  order,  as  herein 
proposed  to  be  amended,  and  the  fact 
that  a  similar  provision  is  under  con- 
sideration in  the  North  Texas  and  Cen- 
tral West  Texas  orders  it  is  necessary  to 
exempt  from  regulation  under  the  Aus- 
tin-Waco order  any  distributing  plant 
meeting  the  requirements  for  full  reg- 
ulation, but  which  nevertheless,  is  fully 
regulated  under  another  Federal  order. 
Since  Federal  orders  generally  provide 
that    distributing    plants    meeting    the 
pooling  requirements  of  more  than  one 
order  shall  be  regulated  under  that  order 
covering  the  marketing  area  in  which  the 
greater  volume  of  Class  I  milk  is  dis- 
posed of,  this  modification  could  have 
significance    only    under   circumstances 
in  which  a  plant  retained  pooling  status 
under  another  order   for  a  temporary 
period  under  a  provision  intended  to  give 
the  operator  reasonable  time  to  make 
sales   adjustments  as  between  markets 
and  thus  avoid  a  change  from  one  reg- 
ulation to  another  if  such  change  was  not 
contemplated  or  intended. 

The  present  Austin-Waco  order  pro- 
vides no  clear  direction  as  to  where  a 
supply  plant  performing  under  two  or- 
ders should   be   regulated.     This  defi- 
ciency  can   be  corrected   by   providing 
that  any  plant  meeting  the  requirements 
for    regulation    under    this    order    and 
another   Federal   order  shall   be   regu- 
lated  under   this  order  unless  greater 
qualifying  shipments  are  made  during 
the  month  to  plants  regulated  under  an- 
other order  or  the  plant  retains  auto- 
matic pooling  status  under  such  other 
order   by  virtue   of   performance   in   a 
previous  period.    During  the  fiush  pro- 
duction months,  when   milk  of  supply 
plants  is  least  likely  to  be  needed  for 
fluid  uses,  many  Federal  orders  provide 
automatic    pooling    status    for    supply 
plants  which  have  been  closely  associated 
with  the  market  in  previous  short  pro- 
duction months  by  virtue  of  substantial 
and  regular  shipments  to  the  market. 
Requiring  a  supply  plant  with  automatic 
pooling  status  under  another  order  to  be 
regulated  under  this  order  during  the 
flush  months,  on  the  basis  of  casual  ship- 
ments could  have  an  adverse  effect  on  re- 
turns to  dairy  farmers  delivering  to  such 
plant  since  their  normal  market  would 
likely  be  operated  under  a  marketwlde 
pooling  arrangement  and  regulation  un- 
der an  Individual -handler  pool  (as  pro- 
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vlded  in  this  order)  would  deny  them  a 
share  of  the  dass  I  sales  in  the  market- 
wide  pool  which  they  normally  serve.  It 
Is  therefore  more  appropriate  to  permit 
such  a  plant  to  retain  pooling  status 
<luring  the  flush  production  months  in 
the  market  with  which  it  had  an  estab- 
lished association  and  automatic  pool- 
ing status. 

3.  Modification  of  the  payment  pro- 
visions of  the  San  Antonio  order.  The 
payment  provisions  of  the  San  Antonio 
order  should  be  amended  to  provide  that 
a  handler  shall  pay  a  cooperative  asso- 
ciation for  milk  received  from  such  co- 
operative association  in  its  capacity  as 
a  handler  on  a  twice  a  month  basis. 

The  order  presently  provides  that  pro- 
ducers shall  be  paid  twice  monthly.    On 
or  before  the  last  day  of  each  month  an 
advance  payment  must  be  made  for  milk 
received  during  the  first  15  days  of  the 
month  at  not  less  than  the  Class  n  price 
for  the  preceding  month.   Final  payment 
is  due  on  the  15th  day  of  each  month 
for  the  full  value  of  milk  received  from 
producers  during  the  preceding  month 
less  advance  payments  previously  made. 
Upon  request  of  a  cooperative  associa- 
tion   authorized    to    collect    pajrments 
otherwise  due  its  individual  members  the 
payments  must  be  made  to  such  coopera- 
tive on  the  26th  and  13th  day  of  the 
month,    respectively.      However,    where 
milk  is  purchased  from  a  cooperative 
association  in  its  capacity  as  a  handler 
only  one  payment  date  is  provided.    On 
or  before  the  13th  day  of  each  month 
full  payment  is  required  for  milk  re- 
ceived from  the  cooperative  during  the 
preceding  month. 

The  payments  to  a  cooperative  associa- 
tion are  required  a  few  days  in  advance 
of  payments  to  Individual  producers  in 
order  that  the  cooperative  may  pay  its 
members  at  the  same  time  at  which  non- 
members  are  paid.    In  order  that  a  co- 
operative may  have  the  necessary  funds 
to  make  an  advance  payment  to  pro- 
ducers by  the  last  day  of  the  month  it 
is  necessary  that  it  receive  advance  pay- 
ment from  handlers  for  the  milk  which 
it  delivered  in  its  capacity  as  a  handler 
as  well  as  for  the  milk  delivered  In  the 
names  of  its  individual  members.    THC 
order  should  be  amended  to  require  such 
payments.    Producers  proposed  that  the 
language  of  the  payment  provisions  be 
further  modified  to  clarify  that  the  re- 
quired payments  be  In  the  hands  of  the 
cooperative  by  the  date  specified.    They 
suggested   that  handlers   do   not   uni- 
formly meet  the  pasrment  schedules  and 
that  this  seriously  impedes  their  office 
work. 

The  uniform  price  Is  announced  by  the 
market  administrator  on  the  twelfth 
day  of  the  month.  Therefore,  it  would 
be  impracUcal  to  require  that  handlers 
make  final  settlement  to  the  association 
prior  to  the  thirteenth  day  of  the  month. 
Under  usual  circiunstances  payments 
are  made  by  mail  and  would  ordinarily 
be  received  by  the  cooperative  on  the 
thirteenth  or  the  fourteenth  depending 
on  time  of  mailing,  since  earlier  pay- 
ment would  necessarily  be  impractical 
except  in  situations  where  the  uniform 
price  was  announced  earlier  than  the 
date  specified  (and  this  would  not  nor- 
mally be  possible)  the  cooperative  must 


adjust  its  operations  to  this  schedule. 
On  the  other  hand,  any  handler  not 
mailing  or  delivering  payments  on  the 
specified  date  is  violating  the  order. 
Hence,  no  change  in  the  order  is  needed 
in  this  regard. 

Handlers  proposed  that  the  order  be  ^ 
amended  to  eliminate  some  of  the  detail 
they  are  required  to  rejwrt  regarding 
individual  producer  deliveries  in  making 
payments  to  a  cooperative  association. 
They  suggested  that  the  information 
was  urmecessary  and  was  not  used  by  the 
cooperative  in  computing  payments  to 
its  individual  members.  The  coopera- 
tive on  the  other  hand  pointed  out  that 
all  of  the  information  now  required  was 
necessary  in  order  to  compute  individual 
member  payments.  Since  this  is  the 
identical  information  which  is  required 
to  be  reported  in  making  payments  to 
individual  nonmember  producers  and  it 
is  needed  by  the  cooperative  in  comput- 
ing payments  to  its  members,  the  pro- 
posal is  denied? 

The  payment  provisions  should  be  fur- 
ther revised  to  make  clear  that  each 
handler  whose  obligation  is  computed 
pursuant  to  §  1127.70  is  required  to  make 
payment  to  the  producer-settlement 
fund  by  the  14th  day  of  the  month  of 
any  amount  by  which  such  obligation 
exceeds  his  required  payment  pursuant 
to  §  1127.80.  This  is  clearly  the  Intent 
of  the  present  provision  and  no  substan- 
tive change  is  intended.  However,  pro- 
ducers pointed  out  that  the  language  was 
somewhat  ambiguous  and  requested  re- 
drafting of  §  1127.84.  Accordingly,  the 
payments  to  the  producer-settlement 
fund  provisions  has  been  revised. 

4.  Modification  of  the  procedure  for 
computing  handler  location  adjustment 
credits   under  the   San  Antonio   order. 
The  handler  location  adjustment  provi- 
sion of  the  order  should  be  modified  to 
provide  that  for  purposes  of  computing 
location  adjustment  credits  direct  re- 
ceipts at  a  pool  plant  of  milk  from  dairy 
farmers  for  which  a  cooperative  associ- 
ation is  the  handler  shall  be  considered 
as  receipts  from  producers  at  such  plant. 
The  order  presently  provides  that  lo- 
cation adjustment  credits  may  be  ap- 
plicable to  receipts  from  other  plants 
only  on  that  volmne  of  milk  represent- 
ing the  excess  of  Class  I  disposition  over 
95  percent  of  receipts  from  producers. 
Assignment  of  such  Class  I  disposition 
to  transferor  plants  is  made  in  sequence 
beginning  with  plants  having  the  lowest 
rate  of  adjustment  credit.    The  order 
further  provides   that   unless   it   elects 
otherwise  a  cooperative  association  shall 
be  the  responsible  handler  for  bulk  tank 
milk  of  its  producers  which  is  delivered 
directly  from  the  farm  to  a  pool  plant  in 
tank  trucks  owned  and  operated  by  or 
under  control  of  the  association.    Such 
milk  is  deemed  to  have  been  received  by 
the  cooperative  at  a  pool  plant  at  the 
location  of  the  pool  plant  to  which  it  is 
delivered. 

A  proprietary  handler  receiving  milk 
both  from  local  producers  and  from  a 
supply  plant  proposed  the  amendment 
herein  recommended.  He  pointed  out 
that  the  local  cooperative  was  not  pres- 
ently acting  as  the  responsible  handler 
on  bulk  tank  milk.  Hence,  if  the  coop- 
erative were  to  become  the  handler  on 
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that  milk,  the  result  would  be  a  reduc- 
tion In  the  volume  of  supply  plant  milk 
for  which  location  adjustment  credits 
could  be  claimed. 

Under  the  order  a  handler  has  freedom 
of  choice  as  to  his  source  of  milk  sup- 
I^.  However,  if  direct  receipts  at  his 
pool  plant  are  sufficient  to  cover  his 
Class  I  requirements  no  location  adjust- 
ment credits  are  allowed  on  receipts  from 
supply  plants.  Milk  in  excess  of  the 
market's  fluid  requirements  and  which  is 
received  at  country  plants  need  not  be 
transported  to  the  city  for  Class  II  dis- 
position. Accordingly,  no  location  ad- 
justment credits  are  applicable  to  Class 
II  milk.  The  order  does  recognize,  how- 
ever, that  a  handler  must  have  some 
milk  in  excess  of  his  actual  bottling  re- 
quirements in  his  plant  because  of 
shrinkage,  route  returns,  etc.  Accord- 
ingly, location  adjustment  credits  are 
applicable  on  that  volume  of  milk  rep- 
resented by  the  amount  by  which  actual 
Class  I  disposition  exceeds  95  percent  of 
direct  producer  receipts.  The  fact  that 
the  local  cooperative  association  might 
elect  to  become  the  handler  for  its  mem- 
ber milk  delivered  in  bulk  tanks  directly 
from  the  farms  would  in  no  way  change 
the  proprieUry  handler's  milk  require- 
ments. Hence,  it  is  appropriate,  for 
purposes  of  computing  location  differ- 
ential credits  to  consider  such  receipts  as 
direct  receipts  from  producers. 

5.  Clastihcation  of  skim  milk  aJid  but- 
terfat  disposed  of  for  animal  feed.  Skim 
milk  and  butterfat  disposed  of  for  ani- 
mal feed  under  the  San  Antonio  order 
should  continue  to  be  classified  as 
Class  II. 

Producers  proposed  that  the  classifica- 
tion provisions  be  amended  to  limit  the 
volume  of  skim  milk  and  butterfat  which 
a  handler  might  dispose  of  for  animal 
feed  under  a  Class  II  classification  to 
one-half  of  one  percent  of  fluid  milk 
products  disposition  and  only  under  con- 
ditions where  detailed  requirements  for 
reports  and  records  are  met  Proponents 
contended  that  the  order  provides  a  two 
percent  shrinkage  allowance  and  this  in 
conjunction  with  a  one-half  of  one  per- 
cent maximum  Class  II  disposition  as 
animal  feed  would  adequately  cover  nor- 
mal shrinkage  and  losses  from  spoilage, 
etc..  for  which  there  is  no  use  other  than 
animal  feed.  Handlers,  on  the  other 
hand,  opposed  any  change  in  the  classifi- 
cation of  animal  feed.  They  contended 
that  disposition  as  livestock  feed  was 
costly  to  handlers  and  that  such  dis- 
position was  made  only  under  circum- 
stances where  the  milk  Involved  could 
not  be  salvaged  for  other  uses. 

While  producers  seem  to  feel  that  some 
handlers  in  the  market  may  be  using  live- 
stock disposition  to  cover  excess  shrink- 
age or  possibly  even  actual  disposition 
in  Class  I  uses  it  is  apparent  that  they 
have  no  grounds  for  such  a  position. 
The  market  administrator  has  the  au- 
thority under  the  order  to  require  the 
necessary  reports  and  records  to  permit 
satisfactory  verification  of  any  alleged 
livestock  feed  disposition  and  clearly  he 
is  exercising  this  authority.  Hence, 
there  can  be  no  foundation  for  produc- 
ers' position. 

There  is  little  or  no  prospect  that  a 
handler  could  realize  a  return  over  the 
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order  Class  II  price  for  milk  disposed  of 
for  livestock  feed.  No  handler  is  en- 
gaged in  the  manufacture  of  milk  prod- 
ucts into  livestock  feed.  The  only  dis- 
position for  livestock  feed  is  fluid  milk 
and  milk  products  which  could  not  eco- 
nomically be  otherwise  used  or  which 
have  deteriorated  beyond  the  point  of 
salvage  Since  the  market  administra- 
tor requires  specified  reports  and  records 
which  permit  verification  of  such  dis- 
position to  his  own  satisfaction,  it  must 
be  concluded  that  any  such  reported  dis- 
position which  cannot  be  verified  to  his 
satisfaction  would  not  be  permitted  a 
Class  II  classification.  Accordingly, 
there  is  no  reason  for  any  change  in  the 
existing  provisions  and  the  proposal  is 
denied. 

Rulings  on  provosed  findings  and  con- 
clusions. Briefs  and  proposed  findings 
and  conclusions  were  filed  on  behalf  of 
certain  interested  parties.  These  briefs, 
proposed  findings  and  conclusions  and 
the  evidence  in  the  record  were  con- 
sidered in  making  the  findings  and  con- 
clusions set  forth  akxjve.  To  the  extent 
that  the  suggested  findings  and  conclu- 
sions filed  by  interested  parties  are  in- 
consistent with  the  findings  and  conclu- 
sions set  forth  herein,  the  requests  to 
mak.^  such  findings  or  reach  such  con- 
clu.s:ons  are  denied  for  the  reasons 
previously  slated  in  this  decision. 

General  findings  The  findings  and 
determinations  hereinafter  set  forth  are 
supplementary  and  in  addition  to  the 
findin'.;s  and  determinations  previously 
made  in  connection  with  the  issuance  of 
tlK  aforesaid  orders  and  of  the  previ- 
ous'y  issued  amendments  thereto;  and 
all  of  said  previous  findings  and  deter- 
minations arc  hereby  ra^fl^d  and  af- 
firmed, except  Insofar  as  su^h  findings 
and  detciminations  may  be  in  conflict 
with  the  findings  and  determinations  set 
fortli  herein. 

lut  The  tentative  maiketing  agree- 
ments and  the  orders,  as  hereby  pro- 
posed to  be  amended,  and  all  of  the  terms 
and  conditions  thereof,  will  tend  to  ef- 
fectuate the  declared  policy  of  the  Act; 

(b)  The  parity  prices  of  milk  as  de- 
termined pursuai^t  to  section  2  of  the 
Act  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which 
affect  market  supply  and  demand  for 
milk  in  the  respective  marketing  areas, 
and  the  minimum  prices  specified  in  the 
proposed  marketing  agreements  and  the 
orders,  as  hereby  proposed  to  be 
amended,  are  such  prices  as  will  re- 
flect the  aforesaid  factors.  Insure  a  suf- 
flclent  quantity  of  pure  and  wholesome 
milk,  and  be  in  the  public  interest;  and 

(c)  The  tentative  marketing  agree- 
ments and  the  orders,  as  hereby  proposed 
to  be  amended,  will  regulate  the  han- 
dling of  milk  in  the  same  manner  as.  and 
will  be  applicable  only  to  persons  In  the 
respective  classes  of  Industrial  and  com- 
mercial activity  specified  In.  marketing 
agreements  upon  which  hearings  have 
been  held. 

Marketing  agreements  and  orders. 
Annexed  hereto  and  made  a  part  hereof 
are  four  documents  entitled  respectively. 
"Marketing  Agreement  Regulating  the 
Handhng  of  Milk  in  the  Austin-Waco 
Marketing  Area  ".  and  "Order  Amending 


the  Order  Regulating  the  Handling  of 
Milk  in  the  Austin-Waco  Marketing 
Area  ".  Marketing  Agreement  Regulat- 
ing the  Handling  of  Milk  in  the  San  An- 
tonio. Texas,  Miti-keting  Area",  and  "Or- 
der Amending  the  Order  Regulating  the 
Handling  of  Milk  in  the  San  Antonio. 
Texas,  Marketing  Area",  which  have 
been  decided  upon  as  the  detailed  and 
appropriate  means  of  effectuating  the 
foregoing  conclusions. 

It  is  hereby  ordered.  That  all  of  this 
decision,  except  the  attached  marketing 
agreements,  be  published  in  the  Fed- 
eral Register.  The  regulatory  provi- 
sions of  said  marketing  agreements  are 
identical  with  those  contained  in  the 
orders  as  hereby  proposed  to  be  amended 
by  the  attached  orders  which  will  be 
published  with  this  decision. 

Determination  of  representative  pe- 
riod. The  month  of  November  1961 
is  hereby  determined  to  be  the  repre- 
sentative period  for  the  purpose  of 
ascertaining  whether  the  issuance  of  the 
attached  orders  amending  the  orders 
regulating  the  handling  of  milk  in  the 
Austin-Waco  and  San  Antonio.  Texas, 
marketing  areas,  are  approved  or  favored 
by  producers,  as  defined  under  the  terms 
of  the  orders  as  hereby  proposed  to  be 
amended,  and  who.  during  such  repre- 
sentative period,  were  engaged  in  the 
production  of  milk  for  sale  within  the 
aforesaid  marketing  areas. 

Signed  at  Washington.  DC,  on  Janu- 
ary 9.  1962. 

Jkmxs  T.  Ralph, 
Assistant  Secretary. 

Order  Amending  the  Order  Regulating 
the  Handling  of  Milk  in  the  Austin- 
Waco  Marketing  Area 

§  112^.0      Findingii  and  determinaiioiiF. 

The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 
in  addition  to  the  findings  and  deter- 
minations previously  made  in  connection 
with  the  Issuance  of  the  aforesaid  order 
and  of  the  previously  Issued  amendments 
thereto;  and  all  of  said  previous  findings 
and  determinations  are  hereby  ratified 
and  afBrmed,  except  insofar  as  such 
findings  and  determinations  may  be  In 
conflict  with  the  findings  and  deter- 
minations set  forth  herein. 

<a>  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  provi- 
sions of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended  <7 
use.  601  et  seq.>,  and  the  applicable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  marketing  orders  ( 7  CFR  Pait 
900 ) ,  a  public  hearing  was  held  upon 
certain  proposed  amendments  to  the 
tentative  marketing  agreement  and  to 
the  order  regulating  the  handling  of 
milk  in  the  Austin-Waco  marketing 
area.  Upon  the  basis  of  the  evidence 
Introduced  at  such  hearing  and  th? 
record  thereof.  It  Is  found  that: 
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( 1 )  The  said  order  as  hereby  amended. 
and  all  of  the  terms  and  conditions 
thereof,  will  tend  to  effectuate  the  de- 
clared policy  of  the  Act; 

<2)  The  parity  prices  of  milk,  as  de- 
termined pursuant  to  section  2  of  the 
Act.  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds. 
and  other  economic  condltloos  which  af- 
fect market  supply  and  demand  for  milk 
in  the  said  marketing  area,  and  the  mini- 
mum prices  specified  in  the  order  as 
hereby  amended,  are  such  prices  as  will 
reflect  the  aforesaid  factors,  insure  a 
suflflclent  quantity  of  pure  and  wh(de- 
some  milk,  and  be  in  the  public  interest; 
and 

<  3 )  The  said  order  as  hereby  amended, 
regulates  the  handling  of  milk  in  the 
saJne  manner  as,  and  is  applicable  only 
to  persons  in  the  respective  classes  of 
industrial  or  commercial  activity  spec- 
ified in,  a  marketing  agreement  upon 
which  a  hearing  has  been  held. 

Order  relative  to  handling.  It  is  there- 
fore ordered,  that  on  and  after  the  ef- 
fective date  hereof,  the  handling  of  milk 
in  the  Austin-Waco  marketing  area  shall 
be  in  conformity  to  and  in  compliance 
with  the  terms  and  conditions  of  the 
aforesaid  order,  as  hereby  amended,  and 
the  aforesaid  order  is  hereby  amended 
as  follows: 

§1129.41      [Amendment]       ' 

1.  Delete   paragraph  (a)  of    S  1129.41 
and  substitute  therefor  the  following: 

(a)  Class  I  milk.  Class  I  mUk  shall 
be  all  skim  milk  (including  reconsti- 
tuted skim  milk)  and  butterfat  (1)  dis- 
posed of  in  fluid  form  as  milk,  «Hm 
milk,  buttermilk,  flavored  milk  drinks, 
cream,  cultured  sour  cream,  any  mixture 
of  cream  and  mUk  or  skim  milk  (other 
than  frozen  storage  cream,  aerated 
cream  products,  eggnog,  ice  cream  mix 
or  other  frozen  mixes,  evaporated  or  con- 
densed milk  and  any  milk  product  con- 
tained in  hermetically  sealed  contain- 
ers) :  Provided,  however.  That  when  any* 
such  product  is  fortified  with  nonfat 
milk  solids  the  amount  of  skim  milk  to 
be  classified  as  Class  I  shall  be  only  that 
amount  equal  to  the  weight  of  skim  milk 
in  an  equal  volume  of  unfortified  product 
of  the  same  nature  and  butterfat  con- 
tent, and  (2)  not  accounted  for  as  Class 
II  milk. 
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section  except  that  the  operator  thereof 
•hall,  with  respect  to  total  receipts  of 
skim  milk  and  butterfat  at  such  plant, 
make  reports  to  the  market  administra- 
tor at  such  time  and  in  such  manner  as 
the  mariEet  administrator  may  require 
and  allow  verification  of  such  reports  by 
the  market  administrator. 

(a)  An  approved  distributing  plant 
which  also  meets  the  pooling  require- 
ments of  another  Federal  order  and  from 
which,  the  Secretary  determines,  a 
greater  qviantity  of  Class  I  milk  Is  dis- 
posed of  during  the  month  on  routes 
in  such  other  Federal  order  marketing 
area  than  is  disposed  of  on  routes  (other 
Uian  to  a  distributing  plant (s) )  in  the 
Austin-Waco  marketing  area. 

(b)  An  approved  dish-ibuting  plant 
which  also  meets  the  pooling  require- 
ments of  another  Federal  order  and 
from  which,  the  Secretary  determines, 
a  greater  quantity  of  Class  I  milk  is 
disposed  of  during  the  month  on  routes 
(other  than  to  a  distributing  plant (s) ) 
in  the  Austin-Waco  marketing  area  than 
is  disposed  of  on  routes  in  such  other 
Federal  order  marketing  area,  but  wnich 
plant  is,  nevertheless,  fully  regulated 
under  such  other  Federal  order. 

(c)  An  approved  supply  plant  which 
(1)  meets  the  pooling  requirements  of 
another  Federal  order  and  from  which 
greater  qualifying  shipments  are  made 
during  the  month  to  plants  regulated 
under  such  other  order  than  are  made  to 
plants  regulated  imder  this  part,  or  (2) 
retains  automatic  pooling  status  imder 
another  Federal  order. 


'  Thl«  order  shall  not  become  effective  un- 
less and  until  the  requlremenU  of  I  900  14 
of  the  rules  of  practice  and  prooadure  gov- 
erning proceedings  to  formulaU  marketing 
agrecmenu  and  marketing  order*  bave  been 
met 


2.  Delete  the  word  "and"  at  the  end 
of  subparagraph  (3)  of  I  1129.41(b). 

3.  Replace  the  period  at  the  end  of 
subparagraph  (4)  of  i  1129.41(b)  with  a 
semicolon,  add  the  word  "and"  immedi- 
ately thereafter  and  add  a  new  subpara- 
graph (5)  to  read  as  follows: 

•  5)  Skim  milk  contained  in  any  for- 
tified product  designed  pursuant  to  par- 
as raph  (a)(1)  of  this  section  in  excess 
of  the  pounds  of  skim  milk  In  such 
product  classified  as  Class  I  pursuant 
to  such  subparagraph.  | 

4.  Delete  S  1129.61  and  substitute 
therefor  the  following: 

S  1 1 29.61    Plants  subjeri  lo  other  Federal 
orders. 

The  provisions  of  this  part  shall  not 
apply  with  respect  to  any  plant  specified 
in  paragraph   (a),   (b),  or  (c)   of  this 


Order  *  Amending  the  Order  Regulating 
the  Handling  of  Milk  in  the  San  An- 
tonio, Texat.  Marketing  Area 

§  1127.0     Findings  and  determinations. 

The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 
in  addition  to  the  findings  and  determi- 
nations previously  made  in  connection 
with  the  issuance  of  the  aforesaid  order 
and  of  the  previously  issued  amendments 
thereto:  and  all  of  said  previous  findings 
and  determinations  are  hereby  ratified 
and  afllrmed.  except  insofar  as  such  find- 
ings and  determinations  may  be  in  con- 
flict with  the  findings  and  determina- 
tions set  forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.    Pursuant  to  the  provi- 
sions   of    the    Agricultural    Marketing 
Agreement  Act  of  1937,  as  amended  (7 
U.S.C.  601  et  seq.),  and  the  applicable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  marketing  orders  *(7  CFR 
Purt  000) .  a  public  hearing  was  held  upon 
certain  proposed  amendments  to  the  ten- 
tative marketing  agreement  and  to  the 
order  regulating  the  handling  of  milk  in 
the  San  Antonio.  Texas,  marketing  area. 
Upon  the  basis  of  the  evidence  intro- 
duced at  such  hearing  and  the  record 
thereof,  it  is  found  that: 


» This  order  thai!  not  become  effective  un- 
iMa  and  tmUl  the  requirements  of  i  900.14 
of  ths  rulM  of  practice  and  procedure  gov- 
•mlng  procMdlngs  to  formulate  marketing 
affTMmsnts  and  marketing  orders  have  been 
met. 
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(1 )  The  said  order  as  hereby  amended 
and  all  of  the  terms  and  conditions 
thereof,  wiU  tend  to  effectuate  the  de- 
clared poltt^of  the  Act; 

(2)  The  parity  prices  of  milk,  as  de- 
termined pursuant  to  section  2  of  the 
Act,  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds 
and  other  economic  conditions  which 
affect  market  supply  and  demand  for 
milk  in  the  said  marketing  area,  and 
the  minimum  prices  specified  in  the  order 
as  hereby  amended,  are  such  prices  as 
will  reflect  the  aforesaid  factors.  Insure 
a  sufficient  quantity  of  pure  and  whole- 
some milk,  and  be  in  the  public  interest- 
and 

(3)  The  said  order  as  hereby  amended 
regulates  the  handling  of  milk  in  the 
same  manner  as,  and  is  applicable  only 
to  persons  in  the  respective  classes  of  in- 
dustrial or  commercial  activity  specified 
in,  a  marketing  agreement  upon  which  a 
hearing  has  been  held. 

Order  relative  to  handling,  it  is 
therefore  ordered,  that  on  and  after  the 
effective  date  hereof,  the  handling  of 
milk  in  the  San  Antonio,  Texas,  market- 
ing area  shall  be  in  conformity  to  and  in 
compliance  with  the  terms  and  condi- 
tions of  the  aforesaid  order,  as  hereby 
amended,  and  the  aforesaid  order  is 
hereby  amended  as  follows: 

§  1127.41      [Amendment] 

1.  Substitute  a  colon  in  place  of  a 
semicolon  at  the  end  of  subparagraph 
(1)  of  paragraph  (a)  of  §  1127,41  and 
add  the  following:  "Provided,  however. 
That  when  any  such  product  is  fortified 
with  nonfat  milk  soUds  the  amount  of 
skim  milk  to  be  classified  as  Class  I  shall 
be  only  that  amount  equal  to  the  weight 
of  skim  milk  in  an  equal  voliune  of  un- 
fortified product  of  the  same  nature  and 
butterfat  content;" 

2.  Add  a  new  subparagraph  (4)  im- 
mediately following  subparagraph  (3) 
in  §  1127.41(b)  to  read  as  follows: 

(4)  Skim  milk  contained  In  any  for- 
tified product  designated  In  subpara- 
graph (a)  (1)  of  this  section  In  excess  of 
the  pounds  of  skim  milk  In  such  product 
classified  as  Class  I  pursuant  to  such 
subparagraph. 

§  1127.54      [Amendment] 

2a.  Delete  the  proviso  in  9  1127.54  and 
substitute  therefor  the  following:  "Pro- 
vided. That  In  calculating  such  adjust- 
ments, transfers  to  a  pool  plant  at  which 
a  location  adjustment  is  not  applicable 
or  at  which  It  Is  less  than  at  the  trans- 
feror plant  may  be  assigned  to  Class  I 
only  to  the  extent  that  Class  I  disposi- 
tion at  the  transferee  plant  exceeds  95 
percent  of  the  receipts  from  producers 
and  a  cooperative  association  (s)   in  ita 
capacity    as    a    handler    pursuant    to 
9  1127.10(d)  at  such  plant.   Such  assign- 
ment to  transferor  plants  shall  be  made 
first  to  plants  at  which  no  location  ad- 
justment credit  is  applicable  and  then 
In  sequence  to  plants  at  which  the  lowest 
rate  of  such  adjustment  credit  would 
apply." 

3.  Delete     9  1127.60     and     substltuta 
therefor  the  following: 
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f  1 127.60     Handlcn  subject  lo  olhrr  Fc-d- 
cral  orders. 

The  provisions  of  this  part  shall  not 
apply  with  respect  to  the  operation  of 
any  plant  specified  In  paragraph  (a)  or 
<b)  of  this  section  except  that  the  opera- 
tor thereof  shall,  with  respect  to  total 
receipts  of  skim  milk  and  butterfat  at 
such  plant,  make  reports  to  the  market 
administrator  at  such  time  and  in  such 
manner  as  the  market  administrator  may 
reqtiire  and  allow  verification  of  such 
reports  by  the  market  administrator, 
and,  in  the  event  he  has  disposed 
of  on  routes  in  the  marketing  area 
Class  I  milk  which  was  neither 
classified  nor  priced  under  such  other 
order  or  on  which  a  compensatory 
payment  was  not  made  under  any  other 
order,  shall  pay  to  the  market  adminis- 
trator on  or  before  the  13th  day  of  each 
month  an  amount  computed  by  multiply- 
ing the  total  volume  of  such  Class  I  milk 
disposed  of  on  routes  in  the  marketing 
area  from  such  plant  during  the  pre- 
ceding month  by  the  rate  of  compen- 
satory payment  computed  pursuant  to 
§  1127.65. 

(a>  A  plant  meeting  the  requirements 
for  pooling  pursuant  to  §  1 127.8*  a)  which 
also  meets  the  pooling  requirements  of 
another  Federal  order  and  from  which, 
the  Secretary  determines,  a  greater 
quantity  of  Class  I  milk  is  disposed  of 
during  the  month  on  routes  in  such  other 
Federal  order  marketing  area  than  was 
disposed  of  on  routes  in  this  marketing 
area,  except  that  if  such  plant  was  sub- 
ject to  all  of  the  provisions  of  this  part 
in  the  immediately  preceding  month,  it 
shall  continue  to  be  subject  to  all  of  the 
provisions  of  this  part  until  the  third 
consecutive  month  in  which  a  greater 
proportion  of  its  Class  I  route  disposition 
Is  made  in  such  other  marketing  area 
unless  notwithstanding  the  provisions  of 
this  paragraph  it  is  fully  regulated  under 
such  other  order. 

«b)  A  plant  meeting  the  requirements 
for  pooling  pursuant  to  §1127.8<a) 
which  also  meets  the  pooling  require- 
ments of  another  Federal  order  on  the 
basis  of  route  distribution  in  such  other 
marketing  area  and  from  which,  the 
Secretary  determines,  a  greater  quantity 
of  Class  I  milk  is  disposed  of  during  the 
month  on  routes  in  this  marketing  area 
than  is  so  disposed  of  in  such  other  mar- 
keting area,  but  which  plant  is  fully  reg- 
ulated under  such  other  Federal  order. 

§  1 127.80       I  Amendment  1 

4.  Delete  paragraph  lai  of  S  1127  80 
and  substitute  therefor  the  following: 

fa»  Each  handler  shall  pay  to  a  co- 
operative association  on  or  before  the 
13th  day  of  the  month,  for  milk  received 
from  it  during  the  preceding  month  for 
which  such  association  is  a  handler  pur- 
suant to  §  1127.10<d>,  the  value  of  such 
milk  at  not  less  than  the  applicable  class 
prices:  Provided,  however.  That  for  each 
hundredweight  of  milk  so  received  dur- 
ing the  first  15  days  of  any  month,  such 
handler  shall,  upon  written  request  of 
the  cooperative  association  make  an  ad- 
vance pasmient  to  such  association  by 
the  26th  day  of  the  month  at  not  less 
than  the  Class  n  price  of  the  preceding 
month,  in  which  case  the  obligation  of 
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the  handler  otherwise  payable  on  or  be- 
fore the  13th  day  of  the  following  month 
shall  be  reduced  by  the  amount  of  such 
advance  payment. 

§  1127.84       [Amendnienl] 

5.  Delete  I  1127.84  and  substitute 
therefor  the  following: 

§  I  1 27. 8 1      PaymentH     io     llie     pr<Mlurer- 
•telllenienl  fund. 

On  or  before  the  13th  day  after  the 
end  of  each  month  each  handler,  in- 
cluding a  cooperative  association  which 
is  a  handler,  shall  pay  to  the  market  ad- 
ministrator the  amount  by  which  the 
value  of  milk  for  such  handler  pursuant 
to  §  1127  70,  for  such  month  exceeds  the 
obligation  pursuant  to  §  1127.80' b)  of 
such  handler  to  producers  for  milk  re- 
ceived during  the  month. 

|PR      Ox-      62  402;     Filed 
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MILK  IN  CENTRAL  WEST  TEXAS 
MARKETING  AREA 

Decision  on  Proposed  Amendments 
to  Tentative  Marketing  Agreement 
and  Order 

Pursuant  to  the  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937.  as  amended  '7  USC  601  et 
seq  ' .  and  the  applicable  rules  of  practice 
and  procedure  governing  the  formula- 
tion of  marketing  agreements  and  mar- 
keting orders  "  7  CPR  Part  900  > .  a  public 
hearing  was  held  at  Abilene.  Texas,  on 
April  17-18.  1961.  pursuant  to  notice 
thereof  issued  on  March  28.  1961  •26 
PR.  2755' 

Upon  the  basis  of  the  evidence  intro- 
duced at  the  hearing  and  the  record 
thereof,  the  Assistant  Secretary,  United 
States  Department  of  Agriculture,  on 
November  29.  1961  <26  PR.  11498;  PR. 
Doc.  61-11496'.  filed  with  the  Hearing 
Clerk.  United  States  Department  of 
Agriculture,  his  recommended  decision 
containing  notice  of  the  opportunity  to 
file  written  exceptions  thereto 

The  material  issues  on  the  record  of 
the  hearing  relate  to: 

1  Classification  and  accounting  for 
dietary  products  and  other  fortified  fluid 
milk  products.  ' 

2.  Classification  of  sour  cream  and 
related  products. 

3  The  level  of  Class  I  price  and  the 
rate  of  location  adjustments. 

4  Revision  of  the  pooling  require- 
ments for  distributing  plants. 

5.  Modification  of  the  shrinkage  pro- 
visions. 

6.  Modification  of  the  conditions  for 
pooling  approved  plants  also  meeting  the 
pooling  requirements  of  another  Federal 
order. 

Findings  and  conclusions.  The  follow- 
ing findings  and  conclusions  on  the  mate- 
rial issues  are  based  on  evidence  pre- 
sented at  the  hearing  and  the  record 
thereof : 

1.  Classification  and  accountiJig  for 
dietary  products  and  other  fortified  fiuid 
milk    products.     The    order   should   be 


amended  to  provide  for  full  skim  milk 
equivalent  accounting.  Dietary  prod- 
ucts and  other  fortified  fiuid  milk  prod- 
ucts should  be  classified  as  Class  I  only 
up  to  the  weight  of  an  equal  volume  of 
an  urunodified  product  of  the  same  na- 
ture and  butterfat  content.  This  skim 
milk  equivalent  of  the  added  soUds  in 
excess  of  such  weight  should  be  classified 
as  Class  II. 

Under  the  existing  classification  pro- 
visions the  products  to  be  classified  as 
Class  I  are  those  fluid  milk  products 
which  are  disposed  of  for  fiuid  consump- 
tion and  which  are  normally  required  to 
be  made  from  locally  approved  xnilk  sup- 
plies. Unlike  many  Federal  orders  non- 
fat milk  solids  used  to  fortify  Class  I 
products  or  in  the  manufacture  of  Class 
II  products  are  accounted  for  on  a 
pound-for-pound  basis,  rather  than  on 
a  milk  equivalent  basis.  However,  if 
producer  milk  is  processed  into  Class  II 
products  In  a  pool  plant  and  8uc^  prod- 
ucts are  later  used  in  such  plant  in  for- 
tification, reclassification  is  on  the  basis 
of  milk  equivalent.  Nonfat  milk  solids 
used  to  make  reconstituted  fluid  milk 
products,  also  are  accounted  for  on  a 
milk  equivalent  basis.  Where  nonmilk 
products  such  as  salt,  sugar,  flavoring, 
etc  .  are  used  in  making  any  product, 
the  weiftht  of  such  additives  is  deducted 
from  the  finished  product  weight  before 
reconciliation  of  the  pounds  of  skim  and 
butterfat  to  be  classified. 

Handlers  proposed  that  fiuid  milk  die- 
tary foods  be  classified  as  Class  II  in 
lieu  of  the  present  Class  I  classification. 
It  was  their  contention  that  the  product 
cost  resulting  from  the  present  Class  I 
classification  places  them  at  a  competi- 
tive disadvantage  with  similar  products 
m  dry  form  or  in  hermetically  sealed 
containers  made  from  non-Grade  A  milk 
and  milk  products  distributed  through 
grocery  stores,  drug  stores,  food  estab- 
lishments and  similar  outlets.  They 
suggested  that  a  lo  A'er  classification  and 
pricing  would  permit  more  competitive 
resale  pricing  and  hence  create  a  greater 
demand  for  such  product.  This  they 
contended  would  serve  to  increase  over- 
all returns  to  producers  because  less  milk 
would  be  disposed  of  necesarily  in  Class 
II-A  (Cheddar  cheese'. 

Producers  opposed  any  change  in  the 
cla.ssification  scheme,  but  proposed  that 
the  accounting  procedure  be  amended 
to  require  full  .skim  milk  equivalent  ac- 
counting for  all  nonfat  milk  solids  used 
in  fortification  of  any  Class  I  product 
They  contended  that  full  milk  equivalent 
accounting  is  essential  to  protect  the 
integrity  of  the  classification  scheme  un- 
der the  Federal  order.  It  was  their 
position  that  producers  now  are  not  re- 
turned the  full  use  value  of  the  skim 
milk  and  butterfat  utilized  in  Class  I 
products  when  fortification  is  involved 
and  that  handlers  have  opportunity  to 
displace  producer  milk  in  Class  I  with 
lower  priced  other  source  milk. 

A  great  deal  of  the  testimony  on  the 
record  was  offered  to  substantiate  that 
dietary  milk  products  were,  or  were  not. 
required  to  be  made  from  locally  ap- 
proved milk  under  the  various  health 
ordinances  in  effect  in  the  marketing 
area.     Regardless  of  the  intent  of  the 
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ordinances  it  is  apparent  that  the  local 
health  authorities  are  not  interpretinff 
them  in  a  manner  so  as  to  require  that 
such  products  be  made  from  locally  ap- 
proved milk.  However,  this  Is  of  little 
consequence  since  handlers  are  not  per- 
mitted to  bring  fluid  non-Orade  A  miifc 
or  skim  milk  into  their  fluid  milk  plants. 
Under  any  circumstances  it  is  dear  that, 
because  of  the  perishability  of  the  fin- 
ished dietary  product,  handlers  use  only 
milk  of  the  highest  quality  and  hence 
they  require  and  rely  on  local  producers 
to  furnish  their  requirements.  There- 
fore, it  is  appropriate  and  necessary  that 
the  Class  I  classification  be  retained. 

Notwithstanding  producers'  position, 
the  existing  accounting  procedure  has 
provided  producers  assurance  that  their 
milk  will  not  be  displaced  in  Class  I  by 
lower  priced  other  source  milk.  Fur- 
ther, it  must  be  concluded  that  produc- 
ers have  received  the  full  use  value  for 
their  milk.  Nevertheless,  the  present 
accounting  procedure  in  reality  is  nei- 
ther product  pound  nor  skim  equivalent 
accounting.  Because  of  the  market's 
Interrelationship  with  other  regiilated 
markets  it  is  desirable  that  the  account- 
ing procedure  be  revised  to  conform  with 
that  employed  under  all  of  the  other 
Texas  Federal  order  markets,  i.e.,  full 
skim  milk  equivalent  accounting. 

When  nonfat  milk  solids  are  added 
to  a  fluid  milk  product  for  purposes  of 
fortification  such  solids  must  be  In  the 
form  of  nonfat  dry  milk  or  condensed 
skim  milk.    If  such  solids  are  to  be  de- 
rived from  producer  milk,  the  skim  miiif 
must  first  be  processed  into  usable  form; 
l.e..  nonfat  dry  milk  or  condensed  *ir<fn 
milk.     Such   products   processed   fnm 
producer  milk  have  no  greater  value  for 
fortification  purposes  than  Kimti^^r  prod- 
ucts  purchased   on   the  open  market 
Such  products  are  used  In  fortification 
to  increase  the  palaUbllity  of.  and  hence 
the  salability  of.  the  finished  product 
Fortification  only  slightly  Increases  the 
volume   of  the  product  and  under  no 
circumstance  can  it  be  concluded  thf^t 
the   solids    displace    producer   milk    In 
Class  I  beyond  the  minor  increase  in 
volume  which  results.     To  the  extent 
that  fortification  enhances  the  palata- 
bility  of  the  finished  product  and  hence 
its    salabUity.    it    actually    provides    a 
greater  outlet  for  producer  milk  in  Class 
I.    Hence,  it  would  be  inappropriate  to 
increase    handler's    costs    for    fortified 
products. 

It  is  concluded  therefore  that  under 
the    skim    milk    equivalent    accounting 
procedure  herein  recommended  fortified 
products  should  be  classified  as  Class  I 
only  to  the  extent  of  the  weight  of  an 
unmodified   fiuid   milk  product  of  the 
same  nature  and  butterfat  content,  ex- 
cluding the  dry  weight  of  any  nonmlDc 
additive  such  as  fiavoring,  minerals,  etc. 
The  skim  milk  equivalent  of  the  nonfat 
milk   solids   not   classified    as   Class  I 
should  be  considered  a  Class  n  disposi- 
tion.    This  procedure  will  provide  es- 
sentially the  same  product  cost  to  han- 
dlers as  now  results  from  the  present 
accounting  and  classification  procedure. 
However.  It  provides  a  uniform  basis  of 
accounting  for  all   nonfat  milk  solids, 
regardless  of  use  and  hence  is  more  logl- 
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cal  and  should  be  a  better  understood 
procedure  than  that  presently  employed. 
Where  flaToring  and  other  rmnniniy 
additive*  are  used  in  processing  unforti- 
fied products,  the  dry  weight  of  such 
additives  should  be  deducted  in  deter- 
mining the  amoimt  of  skim  milk  and 
butterfat  to  be  accounted  for.  This  is 
generally  consistent  with  the  procedure 
now  employed  and  the  concluisions  here- 
inbefore set  forth  relative  to  the  accoimt- 
ing  for  fortified  products. 

Notwithstanding  the  conclusions  here- 
inbefore set  forth,  it  is  essential  where 
reconstitution,  rather  than  fortification. 
Is   involved   that   the   full    skim    milk 
equivalent   of   the   nonfat   milk    solids 
used  be  classified  in  Class  I.   Unlike  forti- 
fication, when  nonfat  milk  solids   are 
used  in  reconstituting   any   fluid  milk 
product  they  displace  in  Class  I  use  a 
volume  of  producer  milk  equal  to  the 
volume   of    the    finished    reconstituted 
product.   Unless  handlers  are  required  to 
account  for  such  solids  on  a  skim  milk 
equivalent  basis  in  Class  I  there  would 
be  a  substantial  incentive  for  them  to 
reconstitute    wherever    possible.    This 
would  tend  to  result  in  unequal  costs  as 
between  handlers.    Further,  if  the  order 
permitted  handlers  to  obtain  impriced 
milk  for  Class  I  uses  whenever  it  was  ad- 
vantageous to  do  so  wUIe  producer  milk 
was  utilized  in  Class  n  It  would  not  be 
effective  in  carrying  out  the  purpose  of 
the  Act  and  the  market  would  be  de- 
prived of  a  dependable  milk  supply. 

2.  Classification  of  sour  cream  and  re- 
lated products.  The  classification  pro- 
visions shduld  be  revised  to  provide  in 
the  case  of  sour  cream,  that  only  sour 
cream  and  those  sour  cream  products 
which  are  distributed  imder  a  Grade  A 
label  shall  be  classified  as  Class  I.  Such 
products  distributed  without  a  Grade  A 
label  shotild  be  classified  as  Class  n. 

Handlers  proposed  revision  of  the  clas- 
sification provisions  to  provide  a  Class 
H  classlfleation  for  all  sour  cream  and 
sour  cream  derivatives  such  as  sour 
cream  dressings,  dips,  toppings,  etc. 
They  pointed  out  that  they  compete  for 
sales  of  such  products  with  handlers 
from  adjacent  Federal  order  markets 
where  such  products  are  classified  as 
Class  n.  They  also  compete  with  such 
products  processed  in  plants  In  distant 
unregulated  markets  and  sold  through 
grocery  and  dairy  stores  within  the  mar- 
keting area. 

Producers  opposed  any  change  from 
the  present  Class  I  classification,  point- 
ing out  that  the  applicable  health  regu- 
lations in  the  local  market  require  that 
sour  cream  carry  a  Grade  A  label  and 
that  while  sour  cream  products  are  not 
required  to  be  so  labeled,  nevertheless, 
regiUated  handlers  use  only  Grade  A 
milk  in  processing  such  products. 

The  products  required  to  be  made 
from  locally  myproved  milk  supplies  are 
classlfled  as  Class  I.  A  Class  I  classlfl- 
cati<m  and  pricing  for  such  products  is 
essmtlal  to  assure  sufficient  returns  to 
produceis  to  encourage  the  maintenance 
of  an  adeqiuite  milk  supply  for  the  mar- 
ket However,  it  is  not  necessary  that 
sufficient  producer  milk  be  available  to 
supply  the  market's  requirements  for 
sour  cream  products  not  required  to  be 
made  from  approved  milk.     Such  re- 


quirements, imder  normal  drciun- 
stances,  can  be  supplied  m(»e  eco- 
nomically through  manufactured  daky 
products  procured  on  the>open  market 
Nevertheless,  to  the  extent  that  the  re- 
serve supply  of  the  local  fluid  market  is 
available  for  disposition  in  such  prod- 
ucts its  economic  utilization  should  be 
encouraged. 

Products  derived  from  sour  cream  and 
originating  in  unregulated  markets  are 
now  being  distributed  in  the  marketing 
area  in  direct  competition  with  locally 
made  products.  In  addition,  regulated 
plants  under  other  orders,  where  sour 
cream  products  are  classified  as  Class  n, 
are  distributing  such  products  in  the 
local  market.  None  of  these  products 
are  marketed  imder  a  Grade  A  label, 
however. 

It  is  likely  that  locally  regulated  han- 
dlers are  operating  at  a  competitive  dis- 
advantage in  the  distribution  of  sour 
cream  products,  by  virtue  of  Iheir  higher 
product  costs  under  a  Class  I  classifica- 
tion. Under  the  circumstances,  it  is  de- 
sirable that  the  classification  of  sour 
cream  products  not  distributed  under  a 
Grade  A  label  be  changed  to  Class  IL 
However,  if  handlers  sell  their  locally 
made  products  as  sour  cream  or  under 
a  Grade  A  label  to  comply  with  local » 
health  regulations  the  product  should 
continue  to  be  classified  as  Class  L 

3.  The  level  of  the  Class  I  price  and 
the  rate  of  location  adjustment.  The  cur- 
rent level  of  the  Class  I  price  imder  the 
Central  West  Texas  order  should  be  con- 
tinued and  no  change  should  be  made  in 
the  structure  of,  or  in  the  amount  of  the 
location  differentials  provided. 

The  Class  I  price  applicable  at  plants 
in  the  Abilene  area  is  currently  set  at  a 
level  of  25  cents  over  the  North  Texas 
Class  I  price  and  the  price  applicable  at 
plants  located  within  70  miles  of  Mid- 
land. Texas,  is  15  cents  over  the  Abilene 
price.  The  price  at  plants  located  east 
of  the  103d  principal  meridian,  more 
than  180  miles  from  MMland  and  in 
excess  of  70  miles  but  less  than  105  miles 
from  Abilene  is  20  cents  less  than  the 
Abilene  price.  The  price  at  plants  so 
located  but  in  excess  of  105  miles  from 
Abilene  is  25  cents  less  than  the  Abilene 
price. 

Three  handler  proposals  to  revise  the 
Class  I  pricing  provisions  were  consid- 
ered at  the  hearing.  The  intent  of  these 
proposals  generally  was  to  provide  one 
level  of  Class  I  pricing  throughout  the 
market  at  a  level  identical  to  that  imder 
the  North  Texas  order.  Adoption  of  the 
proposals  would  result  in  a  25-cent  lesser 
price  at  Abilene  and  40-cent  lesser  price 
for  plants  within  70  miles  of  Midland. 

Proponents  contend  that  under  the 
existing  pricing  provisions  they  are 
placed  at  a  competitive  disadvantage 
with  North  Texas  handlers  who  have  a 
lesser  product  cost  and  who.  they  sug- 
gest, have  lower  processing  costs  because 
of  their  larger  plant  volumes.  North 
Texas  handlers  opposed  any  change  in 
pricing  provisions.  They  pointed  out 
that  historically  they  have  had  substan- 
tial distribution  in  the  local  market  and 
that  the  existing  pricing  as  between  the 
two  markets  does  not  fully  refiect  trans- 
portation costs  from  their  processing, 
plants  to  the  local  market.    Producers 
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alM>  on>oee<l  any  change  in  the  pricing 
meehanlsn.  oontending  that  the  market 
waa  la  a  comfortable  but  not  an  over- 
suppUed  Bltitatlon  and  that  the  existing 
price  level  was  necessary  to  maintain  an 
adequate  market  supply. 

The  Class  I  price  in  the  Central 
West  Texas  market  must  be  set  at  a  level 
sufficient  to  maintain  an  adequate  milk 
supply  to  meet  the  fluid  milk  require- 
ments of  local  handlers.  However,  too 
high  a  price  in  relation  to  prices  in  ad- 
jacent regulated  markets  likely  would 
result  in  a  displacement  of  sales  of  local 
handlers  by  sales  of  handlers  from  the 
adjacent  markets. 

While  production  over  an  extended  pe- 
riod has  increased  at  a  more  rapid  rate 
than  have  Class  I  sales,  nevertheless, 
during  1960,  83  percent  of  total  producer 
receipts  were  utilized  in  Class  I.  Official 
notice  is  taken  of  the  market  adminis- 
trator's releases  of  receipts  and  utiliza- 
tion and  price  announcements  for  the 
months  of  April  through  July  1961. 
While  producer  receipts,  thus  far  in 
1961,  have  continued  to  increase  in  rela- 
tion to  Class  I  sales,  the  supply-Class  I 
sales  relationship  in  the  local  market  is 
a  component  of  the  supply-demand  ad- 
justment mechanism  used  in  computing 
the  North  Texas  Class  I  price  on  which 
the  Central  West  Texas  Class  I  price  is 
based.  Hence,  the  increased  supply  sit- 
uation is  effecting  a  downward  adjust- 
ment in  the  Class  I  price  level  for  the 
local  market  and  it  caimot  be  concluded 
on  the  basis  of  the  record  that  a  further 
price  adjustment  is  necessary  at  this 
time. 

When  the  order  was  placed  in  effect 
in  1952.  local  handlers  had  approxi- 
mately 70  percent  of  the  Class  I  sales  in 
the  marketing  area.  The  remaining 
sales  were  made  by  handlers  from  other 
markets,  primarily  North  Texas.  Dur- 
ing 1957  local  regulated  handlers  made 
75  percent  of  the  market's  Class  I  sales. 
However,  this  percent  has  declined 
steadily  since  that  year  with  the  result 
that  during  1960  local  handlers  made 
only  70  percent  of  the  market's  Class  I 
sales,  the  identical  position  which  they 
held  at  the  inception  of  the  order. 

Prom  1957  through  1960,  sales  of  non- 
pool  handlers  within  the  market  in- 
creased at  a  higher  rate  than  did  sales 
of  pool  handlers.  Since  March  1960,  on 
a  month-to-month  basis  such  sales  have 
generally  declined  in  comparison  to  the 
same  month  of  the  preceding  year.  Dur- 
ing 1961  sales  of  nonpool  handlers  have 
also  decreased  in  relation  to  the  same 
period  one  year  earlier. 

In  comparing  local  Class  I  sales  of 
outside  handlers  with  those  of  local 
handlers  it  must  be  recognized  that 
there  has  been  a  substantial  reduction 
in  the  number  of  local  handlers.  North 
Texas  handlers  have  purchased  a  num- 
ber of  small  businesses  in  the  Central 
West  Texas  market,  closed  the  plants 
and  are  serving  portions  of  the  market 
from  their  North  Texas  pool  plants.  In 
some  cases,  the  businesses  purchased 
and  their  areas  of  distribution  are  closer 
to  the  North  Texas  plants  than  to  the 
plants  of  existing  Central  West  Texas 
handler.  While  the  remaining  local 
handlers  contend  that  they  have  lost  sub- 
stantial sales  to  North  Texas  handlers 
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It  cannot  k>e  established  whether,  in  fact, 
the  decline  in  the  proportion  of  the  mar- 
ket's total  Class  I  business  done  by  local 
handlers  reflects  the  volume  of  sales 
made  by  plants  absorbed  by  North  Texas 
handlers  or  an  actual  loss  of  business  by 
the  remaining  plants. 

The  location  differentials  presently 
contained  in  the  order  were  established 
to  reflect  costs  of  transporting  bulk  milk 
from  outlying  plants  and  the  differences 
m  costs  of  transporting  milk  from  the 
normal  supply  area  to  the  various  plant 
locations.  They  were  deemed  necessary 
to  a.ssure  the  maintenance  of  an  ade- 
quate milk  supply  for  the  market  They 
do  not  necessarily  reflect  the  cost  of 
moving  packaged  milk  from  adiacent 
markets.  Since  the  bulk  of  the  local 
milk  supply  continues  to  move  directly 
from  the  farm  to  local  processing  plant* 
rather  than  through  supply  plants  it 
cannot  be  concluded  that  the  location 
allowances  are  excessive. 

The  15-cent  higher  price  applicable 
at  the  plant  in  the  Midland  area  was 
established  to  reflect  the  greater  dis- 
tance and  higher  transportation  cost  of 
moving  milk  from  producers'  farms  to 
that  plant.  Much  of  the  local  milk 
.«;upply  for  the  three  Central  West  Texas 
distributing  plants  located  at  Abilene 
and  San  Angelo  originates  in  the  area 
east  of  Abilene,  particularly,  the  counties 
of  Erath.  Comanche.  Eastland.  Hamil- 
ton, Wise  and  Archer.  While  there  has 
been  a  substantial  shift  in  the  source  of 
supply  of  the  local  Midland  plant  from 
Comanche  County  to  western  Texas  and 
eastern  New  Mexico,  nevertheless,  a  sig- 
nificant part  (about  16  percent  in  1961 
as  compared  to  44  percent  in  1954  >  of 
this  plant's  supply  still  comes  from  Co- 
manche County.  Under  the  circum- 
stances, it  is  not  apparent,  on  the  basis 
of  this  record,  that  this  plant  could 
maintain  an  adequate  milk  supply  if  the 
differential  between  Abilene  and  Mid- 
land were  reduced  or  eliminated. 

4.  Revision  of  the  pooling  requirements 
for  distributing  plants.  The  allowable 
Class  I  route  disposition  in  the  market- 
ing area  within  which  a  distributing 
plant,  not  under  the  routine  inspection 
of  the  local  health  authorities,  may 
maintain  unregulated  status  should  be 
reduced  to  less  than  10  percent  (pres- 
ently 15  percent >  of  such  plants  total 
Class  I  sales. 

One  handler  proposed  that  the  pooling 
provisions  be  revised  to  require  full  regu- 
lation of  all  plants  with  any  Class  I 
disposition  in  the  marketing  area  As 
an  alternative,  he  proposed  that  a  plant, 
not  under  the  routine  inspection  of  the 
local  health  authority,  with  5  percent  or 
more  of  its  total  Class  I  business  in  the 
marketing  area  be  subject  to  full  regula- 
tion. He  contended  that  the  present 
provisions  have  permitted  a  multiple 
plant  competitor,  with  two  plants  regu- 
lated under  the  order,  to  build  sales  in 
the  marketing  area  from  an  unregulated 
plant  on  the  basis  of  milk  purchased 
at  a  price  approximating  the  order 
blend  price.  When  in-area  sales  from 
such  plant  approached  the  15  percent 
limitation,  which  would  require  full 
regulation  of  the  plant,  a  portion  of 
the  sales  so  established  were  transferred 


to  a  regulated  plant,  thus  pi-oviding 
further  opportunity  for  the  handler  to 
build  additional  sales  from  the  unregu- 
lated plant. 

It  is  neither  necessary,  nor  desirable, 
that  a  distributing  plant  with  only  a 
.small  proportion  of  its  total  Class  I  sales 
within  the  marketing  area  be  subject  to 
full  regulation.  Such  plant  would  bo 
more  closely  associated  with  another 
market  where  prices  paid  producers 
might  be  either  higher  or  lower  than 
those  in  the  regulated  market.  If  such 
handler  were  competing  for  producers  in 
a  market  where  returns  exceeded  those 
which  this  order  would  provide,  requir- 
ing such  handler  to  equalize  through  the 
marketwide  pool  might  place  him  at  a 
serious  competitive  disadvantage  in 
maintaining  a  milk  supply.  On  the 
other  hand,  if  pay  prices  in  his  local 
market  were  lower  than  the  prices  pro- 
vided by  the  order,  requiring  such  han- 
dler to  account  for  all  of  his  milk  at 
higher  prices  might  place  him  at  a 
serious  comp>etitive  disadvantage  with 
his  primary  competition.  Nevertheless. 
It  would  be  inappropriate  to  permit  a 
handler  a  pricmg  advantage  on  milk  dis- 
posed of  in  this  market.  The  require- 
ment that  an  unregulated  handler  pay 
into  the  pool,  on  each  hundredweight  of 
milk  distributed  in  the  regulated  market, 
the  difference  between  the  order  Class 
I  price  and  the  lowest  prices  paid  to  his 
producers  on  an  equivalent  volume  of 
milk  was  concluded  to  be  the  appropriate 
means  for  assuring  equal  pricing  to  all 
handlers  for  Class  I  milk  disposed  of  in 
the  marketing  area.  No  request  or  sug- 
gestions were  made  for  changing  this 
procedure. 

While  It  cannot  be  concluded  that  the 
operation  of  the  existing  provisions  have 
been  inappropriate,  it  is  apparent,  in  the 
incident  complained  of,  that  the  regu- 
lated handler,  who  also  operates  an  un- 
regulated plant,  has  for  some  reason 
continued  to  increase  his  in-area  sales 
from  the  unregulated  nlant.  Whether 
this  is  the  result  of  a  normal  Increase  in 
demand  in  the  particular  sales  area 
served  or,  in  fact,  an  increase  in  business 
at  the  expense  of  regulated  handlers,  re- 
sulting from  some  procurement  cost 
advantage  cannot  be  ascertained  on  the 
basis  of  this  record.  Nevertheless,  a  sub- 
stantial portion  of  the  unregulated 
plants  sales  in  the  market  have  now 
been  transferred  to  one  of  the  handler  s 
fully  regulated  plants  with  the  result 
that  such  unregulated  plants  in-area 
sales  are  now  less  than  10  percent  of  its 
total  Class  I  business.  It  is  apparent  that 
the  multiple  plant  handler  has  consider- 
able flexibility  in  his  choice  of  serving 
certain  customers  from  either  his  regu- 
lated or  his  unregulated  plants.  Accord- 
ingly, a  reduction  in  the  percentage  of 
sales  permitted  to  maintain  imregulated 
status  will  not  result  in  any  imdue  hard- 
ship to  this  handler.  Since  no  other  un- 
regulated plant  has  as  much  as  10  per- 
cent of  its  total  Class  I  business  in  the 
marketing  area  it  is  appropriate  to  re- 
duce the  existing  15  percent  requirement 
to  10  percent. 

Proponent  further  proposed  that  as 
as  his  pro  rata  share  of  the  costs  of  ad- 
ministration  of  the  order,  any  imregu- 
lated handler  with  distribution  in  the 
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marketing  area  be  required  to  pay  the 
administrative  assessment  in  the  same 
manner  and  on  the  same  volimie  of  milk 
as  fully  regulated  handlers  rather  than 
merely  on  the  volume  of  his  In-area  Class 
I  sales.  He  contended  that  the  audit 
costs  in  connection  with  such  a  handler 
are  substantially  the  same  as  for  a  fully 
regulated  handler  and  accordingly,  such 
handler  should  share  proportionately  in 
the  cost  of  order  administration. 

Contrary  to  proponent's  position,  the 
audit  of  records  of  a  handler  with  minor 
sales  in  the  market  normally  is  not  as 
extensive  or  costly  as  that  of  fully  regu- 
lated handlers.  Under  usual  circiun- 
stances  the  audit  procediu-e  involves 
merely  ascertairunent  of  the  volimie  of 
milk  disposed  of  on  routes  in  the  mar- 
keting /irea  and  of  the  lowest  prices  paid 
to  producers  for  an  equivalent  voliune  of 
milk.  It  is  only  under  circumstances 
where  the  volume  of  milk  so  disposed  of 
approximates  the  maximum  allowable 
percentage  that  extensive  audit  is  re- 
quired. Hence,  the  assessment  presoitly 
provided  for  such  a  handler  is  appro- 
priate and  no  change  should  be  made  in 
this  regard. 

5.  Modification  of  the  shrinkage  pro- 
visions. The  classification  provisions  of 
the  order  should  be  amended  to  provide 
a  maximum  2  percent  shrinkage  allow- 
ance on  skim  milk  and  butterfat,  respec- 
tively, in  producer  milk  in  Class  II  dur- 
ing all  months  of  the  year.  Provision 
also  should  be  made  for  an  appropriate 
division  of  the  shrinkage  allowance  be- 
tween handlers  when  interhandler  trans- 
fers are  involved. 

The  present  order  provisions  provide 
that  each  handler's  total  shrinkage  dur- 
ing the  month  shall  be  prorated  between 
his  receipts  of  producer  milk  and  other 
source  milk.    Actual  shrinkage  of  «>^i« 
milk  in  producer  receipts,  not  in  excess 
of  two  percent  during  the  months  of 
July   through  March  and  five  percent 
during  the  months  of  April  through  June 
is  classified  as  Class  n.   Actual  shrinkage 
on  butterfat  in  producer  receipts  to  be 
classified  as  Class  n  Is  limited  to  two 
percent  In  all  months  of  the  year.    The 
total  shrinkage  In  other  source  milk  is 
classified  as  Class  II.     No  provision  is 
made  for  a  division  of  the  shrinkage  as 
between    handlers    where   interhandler 
transfers  are  involved.    The  shrinkage 
allowance  on  producer  milk  applies  only 
to  the  receiving  handler. 

A  handler  buying  all  of  his  fluid  milk 
requirements  from  a  cooperative  asso- 
ciation proposed  that  the  2  percent 
shrinkage  allowance  be  split  to  permit 
the  cooperative  up  to  one-half  of  one 
percent  in  Class  n  and  the  transferee 
handler  the  remaining  one  and  one-half 
percent  shrinkage.  He  contended  that, 
while  an  overaU  shrinkage  limitatlc«i  of 
2  percent  is  reasonable,  the  greater  pro- 
portion of  actual  shrinkage  occurs  in 
processing  milk  through  a  plant  rather 
than  In  receiving  milk.  Notwithstand- 
ing, because  he  buys  his  mUk  from  the 
cooperaUve  association  all  of  his  plant 
shrinkage  Is  classified  as  Class  I. 

While  all  producers  on  the  market 
now  have  farm  bulk  tanks  and  the  haul- 
ing is  controlled  by  coperatives,  whose 
membership  include  virtually  100  per- 
cent of  the  producers,  nevertheless,  with 


FEDERAL  REGISTER 


425 


one  exception  the  proprietary  handlers 
in  the  market  are  the  responsible  han- 
dlwrs  in  accounting  to  the  pool  for  the 
milk  picked  up  at  the  farm  and  delivered 
to  their  plants.    They  accoimt  for  the 
milk  of  each  of  their  producers  on  the 
basis  of  the  farm  bulk  tank  stick  reading 
and    the    butterfat    tests    of    samples 
drawn  at  the  farm.    That  part  of  their 
total    shrinkage    experience    (including 
shrinkage   between  the   farm   and   the 
plant)  allocated  to  producer  receipts  and 
not  In  excess  of  2  percent  is  accounted 
for  as  Class  U  milk. 

In  only  one  instance  does  the  cooper- 
ative act  as  the  responsible  handler  on 
the  bulk  milk  which  it  picks  up  at  the 
farm  and  delivers  to  the  plant  of  a  pro- 
prietary handler.  In  this  situation  the 
cooperative,  as  the  responsible  handler, 
accounts  for  its  actual  shrinkage  ex- 
perience, not  in  excess  of  two  percent  as 
Class  n  and  the  Proprietary  handler  has 
no  Class  n  shrinkage  allowance  on  the 
processing  of  this  milk. 

Producers  opposed  any  change  In  the 
present  provision  pointing  out  that  the 
proponent  handler  purchases  milk  on  the 
basis  of  the  volume  measured  through  a 
flow  meter  In  his  receiving  pipe  line  and 
at  the  butterfat  tests  determined  from 
samples  taken  by  an  automatic  in-line 
sampler  at  his  plant,  whereas  the  co- 
operative's obligation  to  the  pool  is  based 
on  the  farm  tank  stick  measiu-ements 
and   the  butterfat   tests   of   the  farm 
drawn  samples.    They  further  pointed 
out  that  the  difference  between  volvune 
determined  on  the  basis  of  farm  tank 
stick  readings  and  as  recorded  through 
the  flow  meter  was  generally  less  than 
one-half  of  one  percent.    However,  dis- 
crepancies between  the  butterfat  test  of 
the  milk  as  determined  from  farm  drawn 
samples  and  from  samples  taken  by  the 
in-line  sampler  were  substantial  and  the 
cooperaUve  required  the  full  2  percent 
shrinkage  allowance  because  of  their  ex- 
cessive butterfat  losses.   Other  handlers, 
they  pointed  out,  were  purchasing  milk 
on  the  basis  of  farm  stick  readings  and 
butterfat  tests  of  samples  drawn  at  the 
farm. 

The  Secretary  concluded  in  his  de- 
cision of  September  30,  1952.  that  unac- 
counted for  producer  milk  hi  excess  of  a 
reasonable  allowance  for  plant  loss 
should  be  Class  I  milk  to  order  to  assure 
full  accounting  by  handlers  for  all  of 
their  receipts.  He  further  concluded 
that  two  percent  was  a  reasonable  maxi- 
mvaa  allowance  for  this  purpose.  The 
record  of  this  hearing  provides  no  basis 
for  any  change  In  this  conclusion.  How- 
ever, the  market  situation  has  changed 
significantly  since  the  order  was  origi- 
nally promulgated.  Effective  Ptebruary 
1. 1958,  the  order  was  amended  to  reqtilre 
a  cooperative  association  to  be  the  re- 
sponsible handler  In  accounting  for  bulk 
milk  picked  up  at  the  farm  in  trucks 
owned  and  operated  by  the  cooperative 
and  delivered  to  the  approved  plant  of 
another  handler  for  the  accoimt  of  the 
association. 

The  effect  of  this  amendment,  in  con- 
junction with  the  application  of  the 
shrinkage  provisions,  is  that  the  pro- 
ponent handler  has  been  required  to  ac- 
count for  as  Class  I  all  of  his  plant  loss 
associated  with  milk  purchased  from  the 


association.  Since  milk  for  his  fluid 
operations  is  purchased  exclusively  from 
the  cooperative  he  in  effect,  has  no 
shrinkage  allowaiu^  in  coimection  with 
his  fluid  milk  operations  whereas  prior 
to  February  1,  1958,  he- had  a  full  2  per- 
cent shrinkage  allowance  to  cover  losses 
on  both  his  receiving  and  processing 
operations. 

There  is  no  question  but  that  under 
normal  circumstances  losses  connected 
with  processing  and  packaging  exceed 
those  of  the  receiving  operation.    The 
existing  provisions  caimot  be  considered 
to  assure  equities  as  between  handlers 
when,  on  the  one  hand,  because  the  co- 
operative dehvers  milk  to  certain  han- 
dlers in  the  names  of  its  individual  pro- 
ducer members  such  handlers  have  a 
full  2  percent  shrinkage  allowance  and 
on  the  other  hand,  because  the  coopera- 
tive delivers  milk  for  its  own  account  to 
another  handler  such  haiKller  receives 
no  shrinkage  allowance.    The  problem 
therefore  is  one  of  determining  an  ap- 
propriate  distribution  of  shrinkage  be- 
tween   the    receiving    and    transferee 
handler. 

Experience  In  other  Federal  milk  mar- 
kets Indicates  a  one-half  of  one  percent 
shrinkage  aUowance  for  a  receiving  han- 
dler to  be  appropriate.    Data  presented 
on  the  record  by  the  Central  West  Texas 
Producers  Association  further  substan- 
tiates this  allowance  to  be  reasonable. 
Their  figiu-es  show  that  the  total  shrink- 
age in  milk  voltmies,  as  indicated  by  the 
difference  between  stick  readings  at  the 
farm  and  flow  meter  readings  in  the  re- 
ceiving plant,  is  somewhat  less  than  one- 
half  of  one  percent.     While  losses  in 
butterfat.  as  indicated  by  the  differences 
in  the  tests  of  farm  drawn  samples  and 
those  drawn  from  the  in-line  sampler 
at  the  plant,  averaged  about  1.3  percent 
during  the  period  June   1960  .^through 
March  1961.  and  exceeded  2.0  percent  in 
four  of  these  months  it  must  be  con- 
cluded that  these  butterfat  losses  are 
extreme  and  far  in  excess  of  normal  ex- 
pectation. 

It  seems  likely  that  this  situaticm  is 
the  result  of  inaccurate  sampling  and/or 
testing  either  at  the  farm  or  at  the  plant 
and  the  parties  involved  should  take  ap- 
propriate steps  to  correct  the  situation. 
In  the  interest  of  effective  and  equitable 
regulation,  the  shrinkage  allowed  a  re- 
ceiving handler  should  be  limited  to  an 
amount  not  in  excess  of  normal  expecta- 
tions. It  is  therefore  concluded  that 
such  shrinkage  allowance  should  be 
limited  to  one-half  of  one  percent.  The 
remaining  one  and  one-half  percentage 
^rinkage  allowance  should  be  assigned 
to  the  transferee  handler  to  cover  normal 
losses  in  processing  and  packaging 
operations. 

While  there  is  no  indication  on  the 
record  of  any  problems  in  connection 
with  the  shrinkage  provision  in  cases  of 
transfers  of  milk  between  proprietary 
handlers,  nevertheless,  the  apportion- 
ment of  shrinkage  herein  recommended 
is  appropriate  where  such  transfers  oc- 
cur. The  allowance  of  one-half  of  1 
percent  of  shrinkage  to  the  original  re- 
ceiving plant  is  concluded  to  be  a  reason- 
able allowance  for  receiving  operations 
and  gives  assurance  to  the  operator 
thereof  that  he  will  be  able  to  account 
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for  his  actual  shrinkage  experience  with- 
in this  limit  as  Class  II  milk.  It  also 
assures  the  transferee  handler  of  a  rea- 
sonable share  of  the  total  allowable 
shrinkage.  Notwithstanding,  should  the 
parties  involved  agree  that  a  different 
proration  would  be  more  equitable  be- 
tween them,  appropriate  adjustments 
could  be  made  in  the  price  at  which  such 
milk  is  transferred.  Where  the  trans- 
feror-handler is  a  cooperative  associa- 
tion, however,  any  such  adjustment  is 
not  permissible  if  it  results  in  a  price 
less  than  that  provided  by  the  order 

The  above  conclusions  would  decrease 
the  shrinkage  allowance  on  producer 
skim  milk  from  5  percent  to  2  percent 
during  the  months  of  April.  May  and 
June.  The  5  percent  allowance  during 
those  months  was  adopted  on  the  basts 
of  the  evidence  in  the  original  promul- 
gation record  and  recognized  that  small 
handlers  might  find  it  necessary  to  dump 
limited  small  lots  of  skim  milk  during 
these  months  as  the  only  economical 
outlet.  There  are  now  only  four  han- 
dlers operating  plants  under  the  order 
and  the  cooperative  association  supplies 
milk  to  such  handlers  on  a  day-to-day 
basis  in  accordance  with  their  specific 
requirements.  Hence,  there  is  no  reason 
for  continuation  of  the  higher  shrink- 
age allowance  for  skim  milk  during  these 
months. 

Several  exceptions  were  filed  pointing 
out  that  the  recommended  order  changes 
did  not  fully  implement  the  intended  ap- 
plication of  the  shrinkage  provisions  in 
the  case  of  interhandler  transfers.  Ex- 
ceptors requested  that  the  allocation 
provisions  be  revised  to  implement  the 
allocation  of  shrinkage  as  provided  in 
the  shrinkage  provisions.  The  requested 
revision  has  been  incorporated  in  the 
proposed  order  language  as  hereinafter 
set  forth.  In  addition,  certain  changes 
have  been  made  in  the  recommended  lan- 
guage of  the  shrinkage  provisions  solely 
for  the  purpose  of  clarity. 

6.  Modification  of  the  conditions  for 
pooling  approved  plants  also  meeting  the 
pooling  requirements  of  another  Federal 
order.  The  pooling  provisions  of  the 
order  should  be  modified  to  permit  an 
approved  distributing  plant  with  a 
greater  proportion  of  its  Class  I  disposi- 
tion in  another  marketing  area,  but 
which  was  pooled  under  this  order  in 
the  most  recent  month,  to  retain  pooling 
status  under  this  order  until  the  third 
cotisecutive  month  in  which  a  greater 
volume  of  Class  I  sales  is  made  in  such 
other  marketing  area.  However,  it  must 
be  recognized  that  the  provisions  of  the 
other  order  may  require  such  plant  to 
be  pooled  under  such  order.  In  such 
circumstances,  the  plant  should  be  ex- 
empted from  regulation  under  this  order 
except  for  a  requirement  to  file  reports 
and  permit  verification.  Provision  also 
should  be  made  to  exempt  a  distributing 
plant  doing  a  greater  proportion  of  its 
total  Class  I  business  in  this  marketing 
area  but  which,  nevertheless,  retains 
pooling  status  for  the  month  under  an- 
other order.  While  Federal  orders  gen- 
erally provide  that  a  distributing  plant 
meeting  the  pooling  requirements  of 
more  thsm  one  order  shall  be  regulated 
under  that  order  covering  the  area  in 
which   the   greater   volume   of   Class   I 
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.sales  are  made,  nevertheless,  it  should 
be  recogiuzed  that  other  orders  may  con- 
tain similar  provisions  to  those  herein 
proposed  to  deter  plants  from  changing 
back  and  forth  between  two  orders  on 
a  month-to-month  basis. 

The  pooling  provisions  also  should  be 
modified  to  permit  a  supply  plant  to  pool 
on  the  basis  of  qualifying  shipments  to 
any  pool  distributing  plant  is'.  Further, 
a  supply  plant  meeting  the  pooling  re- 
quirements of  both  this  order  and  an- 
other Federal  order  should  be  pooled 
under  this  order  in  any  month  in  which 
greater  qualifying  shipments  arc  made 
to  this  market  than  to  such  other  mar- 
ket, unless  such  plant  retains  automatic 
status  in  such  other  market  for  the 
month  on  the  basis  of  performance  in 
previous  months. 

Under  the  existing  order  provisions, 
a  distributing  plant  under  the  routine 
inspection  of  a  local  nealth  authority 
IS  eligible  to  pool  its  milk  in  any  month 
in  which  Class  I  milk  is  distributed  on 
routes  In  the  marketing  area  unle.»;s  a 
greater  volume  of  Class  I  disposition  is 
made  in  another  Federal  order  market- 
ing area.  A  distributing  plant  under 
the  routine  inspection  of  other  than  a 
local  health  authority  is  eligible  to  pool 
m  any  month  in  which  15  percent  or 
more  of  Its  total  Class  I  disposition  is 
made  in  the  marketing  area  unless  a 
greater  volume  of  Class  I  disposition  is 
made  in  another  Federal  order  market- 
ing area.  A  supply  plant  must  make 
specified  qualifying  shipments  to  a  pool 
distributing  plant  under  the  routine 
inspection  of  a  local  health  authority 
to  be  eligible  for  pooling  The  order 
provides  no  criteria  for  determination 
under  which  order  a  supply  plant  meet- 
ing the  pooling  requirements  of  both  this 
order  and  another  Federal  order  should 
be  regulated. 

A  regulated  handler  under  the  North 
Texas  order,  operating  packaging  plants 
m  both  Fort  Worth  and  Dallas  and  dis- 
tributing milk  in  both  the  North  Texas 
and  Central  West  Texas  markets,  as 
well  as  in  other  Federal  order  markets, 
proposed  that  the  order  be  amended  to 
preclude  the  pooling  of  either  of  his 
plants  under  this  order  unless  their 
Class  I  sales  in  this  market  should  ex- 
ceed Class  I  sales  in  the  North  Texas 
market  over  an  extended  period  of  time. 
He  indicated  that  his  sales  m  the  two 
respective  markets  were  of  such  nature 
that  a  small  increase  in  sales  in  this 
market  or  decrease  in  the  North  Texas 
market  could  result  in  regulation  of  his 
Fort  Worth  plant  under  this  order 
rather  than  the  North  Texas  order.  He 
further  indicated  that  in  order  to  mini- 
mize the  possibility  of  such  a  change  in 
regulation  he  had  resorted  to  shifting 
Class  I  sales  between  his  two  plants 
Nevertheless,  he  foresaw  the  possibility 
that  audit  adjustments  could  result  in 
the  removal  of  his  plant  from  regulation 
under  the  North  Texas  order  in  favor 
of  the  Central  West  Texas  order  It  was 
this  handler's  position  that  such  a  .shift 
in  regulation  would  tend  to  create  dis- 
order in  the  two  markets  because  of  the 
effect  on  the  respective  market  blend 
prices  and  because  of  the  different  pro- 
cedures prescribed  under  the  respective 


regulation.s  for  distributing  returns  to 
producers  "North  Texas  has  a  base- 
rating  plan.> 

While  it  is  apparent  from  proponent  s 
testimony  that  his  Initial  proposal  was 
made  with  the  view  that  its  adoption 
would  permit  him  to  bid  In  military  and 
other  government  contracts  in  the  Cen- 
tral West  Texas  market  without  the  po.s- 
sibility  of  pooling  under  this  order 
nevertheless,  it  is  apparent  that  the  di.'^- 
tribution  from  his  plants  is  such  that  a 
relatively  inconsequential  change  in  the 
proportion  of  distribution  as  between  the 
two  markets  could  result  in  regulation 
under  this  order  rather  than  the  North 
Texas  order  It  is  also  possible  that  the 
plant  might  later  shift  back  to  North 
Texas  on  a  similar  basis. 

A  plant  doing  business  in  several  Fed- 
eral order  markets  generally  should  be 
regulated  under  that  order  under  which 
it  does  the  greatest  proportion  of  its 
business  This  is  the  principle  under 
which  the  existing  provisions  were  ef- 
fected and  this  record  provides  no  basis 
for  changing  this  conclusion.  Never- 
theless, It  must  be  recognized  that  with 
recent  technological  changes  in  the 
processing  and  distribution  fields,  milk 
IS  moved  great  distances  and  distribu- 
tion routes  have  been  greatly  extended 
It  IS  apparent  that  while  proponent  has 
greatly  increased  his  Central  West  Texas 
sales  in  recent  years  he  does  not  con- 
template or  intend  that  his  plant  should 
become  subject  to  regulation  under  that 
order  Such  a  change  would  have 
greater  adverse  affects  on  producers  than 
on  handlers  since  class  prices  as  between 
the  two  orders  are  aligned.  Neverthe- 
less, it  IS  possible,  due  to  a  management 
error  or  error  on  the  part  of  a  plant 
employee  or  a  route  salesman,  that  an 
inadvertant  sale  might  result  in  an  un- 
intended change  in  pooling.  It  is  also 
possible,  as  proponent  suggests,  that  a 
change  in  classification  during  audit 
might  produce  the  same  result. 

The  situation  can  be  substantially  al- 
leviated by  adoption  of  the  changes 
herein  recommended.  Under  this  proce- 
dure a  handler  would  have  two  months 
warning  that  his  plant  was  changing 
from  one  regulation  to  another,  thus 
providing  reasonable  time  to  permit  ad- 
justment of  his  business  in  cases  where 
such  change  was  not  contemplated  or 
desired  At  the  same  time  this  change 
retains  the  principle  of  regulating  a 
plant  under  that  order  where  the  greater 
proportion  of  its  business  is  done.  Since 
government  contracts  normally  are  made 
for  longer  periods  than  two  months  there 
is  no  lea.son  to  expect  that  the  changes 
recommended  will  have  any  significant 
effect  in  the  length  of  time  in  which  a 
plant  Is  pooled  in  a  particular  market 
where  the  change  in  proportion  of  busi- 
ness is  the  result  of  gaining  or  losing  a 
Government  contract. 

While  the  situation  prompting  the 
propo.sal  existed  only  between  the  Cen- 
tral West  Texas  and  North  Texas  mar- 
kets, nevertheless,  because  of  the  loca- 
tion of  the  Central  West  Texas  market 
in  relation  to  other  Federal  order  mar- 
kets it  is  possible  that  a  similar  situa- 
tion could  develop  with  some  plant  now 
regulated  under  another  order  or  with 
a  plant  now  regulated  under  this  order. 
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The  treatment  herein  prescribed  would 
be  equally  appropriate  in  such  instances. 
While  there  is  no  indication  that  the 
existing  pooling  requirements  for  supply 
plants  have  presented  any  problem  it 
cannot  be  presumed  that  this  will  be 
true  in  the  future.    It  is  apparent  that 
the  market  structure  has  changed  sig- 
nificantly since  the  present  order  provi- 
sions were  effected.     It  can  be  readli7 
foreseen  that  the  North  Texas  plant  pre- 
viously referred  to  could  become  fully 
-•egulated  under  this  order.     While  the 
record  does  not  disclose  the  sources  of 
such  plant's  supplies,  nevertheless,  since 
the  plant  is  under  the  routine  Inspection 
of  the  Fort  Worth  health  department  it 
IS  apparent  that  any  supply  plant  con- 
nected with  It  could  not  be  pooled  under 
this  order.     It  would  be  inappropriate 
and  inequitable  to  require  a  distributing 
plant  to  pool  but  preclude  the  pooling 
of  Its  supply  plant.    For  this  reason  it 
is  desirable   that   the   pooling   require- 
ments for  supply  plants  be  modified  to 
recognize  as  qualifying  shipments,  move- 
ments of  milk  to  any  pool  distributing 
plant.    This  will  permit  the  pooling  of 
any  supply  plant  meeUng  the  pooling  re- 
quirements and  which  might  be  a  regxilar 
source  of  supply  for  the  Fort  Worth  plant 
or  any  other  plant  which  mlf  ht  become 
subject  to  regulation  imder  the  order 

As   previously   indicated   the  present 
order  provides  no  direction  as  to  where 
a  supply  plant  performing  under  two 
orders  should  be  pooled.    This  deficiency 
can  be  corrected  by  providing  that  any 
plant  meeting  the  pooling  requirement 
of  both  this  and  another  order  shall  be 
pooled  under  this  order  unless  greater 
qualifying  shipments  are  made  during 
the  month  to  plants  regxilated  under  an- 
other order  or  the  plant  retains  auto- 
matic pooling  status  under  such  other 
order  by  virtue  of  performance  in  a  pre- 
vious period.    During  the  flush  produc- 
tion months  when  milk  of  supply  plants 
13  least  likely  to  be  needed  for  fluid  uses 
this  order  (as  well  as  many  other  Federal 
orders)  provides  automatic  pooling  sta- 
tus for  supply  plants  which  have  been 
closely  associated   with   the  market  in 
the  previous  short  production  months  by 
Virtue  of  substantial  and  regular  ship- 
ments to  the  market.    Requiring  a  supply 
Want    with    automatic    pooling    status 
under  one  order  to  be  regulated  under 
another   order  on   the  basis  of  casual 
shipments  during  any  flush  producUon 
month    would    normally    have    an    ad- 
Terse   affect   on   returns   to  established 
producers  in  the  market  to  which  ship- 
ments were  made.     It  would  therefore 
De  more  appropriate  to  permit  such  plant 
to  retain  pooling  status  during  the  flush 
Productton  months  in  the  market  with 
which  it  had  an  established  assodaUon 
»nd  automatic  pooling  status.    The  rec- 
ooimended   order   amendments  herein- 
uter  set  forth  implement  these  conclu- 
sjons. 

Recommended  changes  in  the  order 
^uage.  other  than  the  provision* 
hereinbefore  specifically  discussed,  are 
clarifying  and  conforming  changet'nec- 
««8ary  to  implement  the  previous  con- 
clusions. These  include  redrafting  of 
«ie  producer  milk  and  other  source  milk 
MfiniUons  as  well  as  minor  changes  in 
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the  language,  but  not  in  the  appUcaUon 
of  other  parts  of  the  order. 

RvJingt  on  proposed  findings  and  con- 
clusion*.   Briefs  and  proposed  findings 
and  conclusions  were  filed  on  behalf  of 
certain  interested  parties.    These  briefs, 
proposed  findings  and  conclmions  and 
the  evidence  In  the  record  were  con- 
sidered In  making  the  findings  and  con- 
clusions set  forth  above.    To  the  extent 
that  the  suggested  findings  and  conclu- 
sions filed  by  Interested  parties  are  in- 
consistent with  the  findings  and  conclu- 
sions set  forth  herein,  the  request  to 
make  such  findings  or  reach  such  con- 
clusions are  denied  for  the  reasons  pre- 
viously stated  In  this  decision. 

General  findings.  The  findings  and 
determinations  hereinafter  set  forth  are 
supplementary  and  in  addition  to  the 
findings  and  determinations  previously 
made  in  connection  with  the  issuance  of 
the  aforesaid  order  and  of  the  previously 
issued  amendments  thereto;  and  all  of 
said  previous  findings  and  determina- 
tions are  hereby  ratified  and  affirmed 
except  insofar  as  such  findings  and  de- 
terminations may  be  in  confilct  with  the 
findings  and  determinations  set  forth 
herein. 

(a)  The  tentative  marketing  agree- 
m^t  and  the  order,  as  hereby  proposed 
to  be  amended,  and  aU  of  the  terms  and 
conditions  thereof,  will  tend  to  effectuate 
the  declared  policy  of  the  Act; 

Cb)  The  parity  prices  of  milk  as  de- 
termined pursuant  to  secUon  2  of  the 
Act  are  not  reasonable  In  view  of  the 
price  of  feeds,  available  supplies  of  feeds 
and  other  economic  conditions  which 
affect  market  supply  and  demand  for 
milk  In  the  marketing  area,  and  the 
minimum  prices  specified  in  the  pro- 
posed  marketing   agreement    and    the 
order,  as  hereby  proposed  to  be  amended 
are  such  prices  as  wlU  reflect  the  afore- 
said factors.  Insure  a  sufficient  quantity 
of  piure  and  wholesome  milk,  and  be  in 
the  public  Interest;  and 

(c)  The  tentative  marketing  agree- 
ment and  the  order,  as  hereby  proposed 
to  be  amendefjl.  wIU  regulate  the  han- 
dling of  milk  In  the  same  manner  as 
Mid  win  be  applicable  only  to  persons  iri 
the  respective  classes  of  industrial  and 
commendal  activity  specified  in,  a  mar- 
keting agreement  upon  which  a  hearing 
has  been  held. 

/JuHnjw  on  exceptions.  In  arriving  at 
the  findings  and  conclusions,  and  the 
reguUtory  provisions  of  this  decision 
each  of  the  excepUons  received  was  care- 
ful^ and  fully  considered  in  conjunction 
with  the  record  evidence  pertaining 
thereto.  To  the  extent  that  the  findings 
and  conclusions,  and  the  regulatory  pro- 
viJdons  of  this  decision  are  at  variance 
with  any  of  the  excepUons.  such  excep- 
tions are  hereby  overruled  for  the  rea- 
sons previously  stated  in  this  decision 

Marketing  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hereof  are 
«w  -.?*S"°*®^*»  enUUed,  respectively. 
Marketing  Agreement  Regulating  the 
Handling  of  Milk  in  the  Central  West 
Texaa  liarketing  Area",  and  "Order 
Amending  the  Order  Regulating  the 
Handling  of  Milk  in  the  Central  West 
Texas  Marketing  Area",  which  have  been 
decided  upcm  as  the  detailed  and  ap- 


427 

propriate  means  of  effectuating  the  f ore- 
gomg  conclusions. 

/«  M  hereby  ordered.  That  all  of  this 
decision,  except  the  attached  marketing 
^reement,  be  published  in  the  Pedkhal 
Register.  The  regulatory  provisions  of 
said  maiketing  agreement  are  identical 
with  those  contained  in  the  order  as 
hereby  proposed  to  be  amended  by  the 
attached  order  which  will  be  published 
with  this  decision. 

Determination  of  representative  pe- 
riod. The  month  of  November  1961  is 
hereby  determined  to  be  the  represent- 
ative period  for  the  purpose  of  ascertain- 
ing whether  the  issuance  of  the  attached 
order  amending  the  order  r^rxilating  the 
handling  of  mUk  in  the  Central  West 
Texas  marketing  area,  is  apiHxyved  w 
favored  by  producers,  as  defined  undo- 
the  terms  of  the  order  as  hereby  proposed 
to  be  amended,  and  who,  during  such 
representative  period,  were  engaged  in 
the  production  of  milk  for  sale  within  the 
aforesaid  marketing  area. 

Signed  at  Washington.  D.C.,  on  Jan- 
uary 9,  1962. 

Jamks  T.  Ralph, 
Assistant  Secretary. 

Order '  Amending  the  Order  RegtdaUng 
The  Handling  of  MUk  in  the  Central 
West  Texas  Marketing  Area 

§  1128.0     Findings  and  determinations. 

The  findings  and  determinations  here- 
inafter set  fMth  are  supplementary  and 
in  addition  to  the  findings  and  determi- 
nations previously  made  in  eoimecticm 
with  the  issuance  of  the  af  (M^said  wtier 
and  of  the  previously  issued  ftiHAnrfiYipntj 
tho-eto;  and  all  of  said  previous  findings 
and  determinations  are  hereby  ratified 
and  affirmed,  except  insofar  as  such  find- 
ings and  determinations  may  be  in  con- 
flict with  the  findings  and  determinations 
set  forth  herein. 

(a)    Findings  uptm  the  basis  of  the 
hearing  record.    Pursuant  to  the  provi- 
sions   of    the    Agricultural    Marketing 
Agreement  Act  of  1937,  as  nmAn/^f^  (7 
U.S.C.  601  et  seq.),  and  the  applicable 
rules  of  practice  and  procediu-e  governing 
the  formulation  of  marketing  agreements 
and  marketing  orders  (7  CPR  Part  900) 
a  public  hearing  was  held  upon  certain 
proposed  amendmente  to  the  tentative 
marketing  agreement  and  to  the  order 
regulating  the  handling  of  milk  in  the 
Central    West    Texas    marketing    area 
Upon  the  basis  of  the  evidence  intro- 
duced at  such  hearing  and  the  record 
thereof,  it  is  found  that: 

(1 )  The  said  order  as  hereby  amended 
and  aU  of  the  terms  and  conditions 
thereof,  will  tend  to  effectuate  the  de- 
clared policy  of  the  Act; 

(2)  The  parity  prices  of  milk  as  de- 
termined pursuant  to  section  2  of  the 
Act,  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  suppUes  of 
feeds,  and  other  economic  conditions 
which  affect  market  supply  and  demand 
for  milk  in  the  said  marketing  area. 


» This  order  shall  not  become  effective  un- 
less and  until  the  requirements  of  190014 
of  the  rules  oT  pnwtlce  and  proeetfure  gor- 
snung  prooeedlngB  to  formoUt*  markettnf 
agreement  and  marketing  orden  hm.y  been 
met. 
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and  the  minimum  prices  specified  in  the 
order  as  hereby  amended  are  such  prices 
AS  will  reflect  the  aforesaid  factors.  In- 
sure a  sufficient  quantity  of  pure  and 
wholesome  milk,  and  be  In  the  public 
interest:  and 

( 3 )  The  said  order  as  hereby  amended, 
regulates  the  handling  of  milk  in  the 
same  manner  as.  and  is  applicable  only 
to  persons  in  the  respective  classes  of 
industrial  or  awnmercial  activitj^peci- 
fled  in.  a  marketing  agreemen^upon 
which  a  hearing  has  been  held. 

Order  relative  to  handling  It  is 
therefore  ordered,  that  on  and  after 
the  effective  date  hereof  the  handling 
of  milk  in  the  Central  West  Texas  mar- 
keting area  shall  be  in  conformity  to 
and  in  compliance  with  the  terms  and 
conditions  of  the  aforesaid  order,  as 
hereby  amended,  and  the  aforesaid  order 
is  hereby  amended  as  follows: 

§  1128.7       [Amendment! 

1.  Delete  paragraph  (a'  <2)  of  5  1128  7 
and  substitute  therefor  the   following: 

(2)  At  which  milk  is  received  from 
producers  as  defined  in  5  1128.10(a)  and 
which  serves  as  a  receiving  station  at 
which  producer  milk  is  received,  weighed 
and  commingled  and  from  which  milk 
or  skim  milk  (i)  is  moved  during  the 
month  to  an  approved  plant (s^  speci- 
fied in  subparagraph  (1>  of  this  para- 
grai^  or  paragraph  (b>.  or  'ii'  was 
moved  to  any  such  plant <s)  in  an 
amoimt  equal  to  60  percent  or  more  of 
the  total  receipts  of  producer  milk  dur- 
ing the  months  of  October  through  Jan- 
uary immediately  preceding  any  month 
of  April,  May  or  June  during  which  no 
milk  was  moved  to  such  plant(s) :  or 

2  Delete  the  number  '15"  as  it  ap- 
pears In  paragraph  (b>  of  §  1128.7  and 
substitute  therefor  the  number  "10" 

§  1128.9       1 .4mendmenl  1 

3.  Delete  the  proviso  of  §  1 128.9' c 
and  substitute  therefor  the  following: 
"Provided.  That  such  milk  shall  be 
deemed  to  have  been  received  by  the 
cooperative  association  at  an  approved 
plant  at  the  location  of  the  plant  to 
which  it  is  delivered;  or  ' 

4.  Delete  5  1128.11  and  substitute 
therefor  the  following: 


§  1128.11      Produrer    milk. 

"Producer  milk"  means  only  that  skim 
milk  or  butterfat  contained  in  (a)  milk 
received  at  an  approved  plant  directly 
from  producers,  (b)  milk  of  producers 
diverted  from  an  approved  plant  to  an 
unapproved  plant  in  accordance  with 
the  conditions  set  forth  in  §  1128.10(c). 
or  (c>  milk  received  by  a  cooperative  as- 
sociation in  its  capacity  as  a  handler 
pursuant  to  9  1128.9 <c) . 

5.  Delete  §  1128.12  and  substitute 
therefor  the  following: 

§  1128.12      Other  source   milk. 

"Other  source  milk"  means  all  skim 
milk  and  butterfat  contained  in : 

(a)  Receipts  during  the  month  in  the 
form  of  products  designated  as  Class  I 
milk  pursuant  to  S  1128.41(a)  except  d) 
such  products  received  from  other  ap- 
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proved  plants,  including  milk  received 
from  a  cooperative  association  in  its 
capacity  as  a  handler  pursuant  to 
§1128.9<c>.  or   <2)    producer  milk;   and 

lb)  Products  designated  as  Class  II 
milk  pursuant  to  5  1128  41  (bMi»  or  (c> 
from  any  source  (including  those  pro- 
duced m  the  plant  >.  which  are  reproc- 
essed or  converted  to  another  product 
during  the  month. 
i:;  I  128. 11        I  AmeiidiiH'iil  I 

6.  Delete  paragraphs  '  a  '  and  ■  b  ■  of 
5S  1128.41  and  sub.stitute  thcrefoi  the 
following ; 

(  a  •  Class  I  milk  shall  be ;  <  1 '  All  .skim 
milk  <  including  recon-stauted  skim  milk  • 
and  butterfat  disposed  of  in  the  form  of 
milk,  skim  milk,  buttermilk,  flavored 
milk  drinks,  cream,  sour  cream  and  sour 
cream  products  under  a  Grade  A  label, 
and  any  mixture  (except  eggnog. 
aerated  cream  products  and  mixes  for 
ice  cream  or  other  frozen  dairy  prod- 
ucts" of  cream  and  milk  or  skim  milk: 
Provided.  However,  that  when  any  such 
product  is  fortified  with  nonfat  milk 
solids  the  amount  of  skim  milk  to  be 
classified  as  Class  I  shall  be  only  that 
amovint  equal  to  the  weight  of  skim  milk 
in  an  equal  volume  of  unfortified  prod- 
uct of  the  same  nature  and  butterfat 
content,  and  <2)  all  skim  milk  and  but- 
terfat not  specifically  accounted  for  as 
Class  II  or  Class  II-A; 

(bi  Class  II  milk  shall  be  all  skim 
milk  and  butterfat; 

1 1 )  Used  to  produce  any  product 
other  than  those  specified  in  paragraph 
'a»  or  (c>  of  this  section: 
(21  Disposed  of  for  livestock  feed: 
I  3)  In  actual  shrinkage  of  skim  milk 
and  butterfat,  respectively,  not  to  ex- 
ceed the  following; 

(i)  Two  percent  of  receipts  directly 
from  producers  (excluding  milk  diverted 
pursuant  to  §  1128. 10(c'  :   plus 

lii)  15  percent  of  bulk  receipts  of 
milk  from  other  handlers  except  that 
where  the  handler  Is  purchasing  milk 
from  a  cooperative  association  in  its  ca- 
pacity as  a  handler  pursuant  to  S  1128.9 
(C)  and  files  with  the  market  adminis- 
trator, prior  to  the  first  day  of  the 
month,  notice  that  he  is  purchasinp  such 
milk  on  the  basis  of  the  butterfat  tests 
of  farm  drawn  samples  and  weights  de- 
termined at  the  farm,  the  applicable 
percentage  on  such  milk  shall  be  2  per- 
cent, less  J, 

lui)  1.5  percent  of  bulk  iran.sfeis  of 
milk  from  an  approved  plant  to  other 
milk  plants  '  in  the  ca,se  of  a  cooperative 
association  selling  milk  to  a  handler  on 
the  basis  of  farm  weights  and  tc^ts.  as 
provided  in  subdivision  (ii)  of  this  sub- 
paragraph (3)  the  applicable  percent- 
age shall  be  2.0» ,  plus. 

(iv)  Shrinkage  in  other  source  milk 
determined  pursuant  to  §  1128.42. 

(4)  In  inventory  of  any  products  spe- 
cified in  subparagraph  ( a  •  ( i  >  of  this 
section  on  hand  at  the  end  of  the  month; 
and 

(5 1  Skim  milk  contained  in  any  for- 
tified product  designated  In  paragraph 
(a)(1)  of  this  section  in  excess  of  the 
pounds  of  skim  milk  in  such  product 
classified  as  Class  I  pursuant  to  such 
subparagraph. 


7  EK'lete     5  1128  42     and     substitute  - 
therefor  the  followinR: 

«;   I  128.42       Mirinkajfe     on     oilier     *our.r 
milk. 

The  marktt  administrator  shall  detei  - 
mine  the  .shrinkage  in  other  source  milk 
as  follows: 

ia>  Compute  the  total  shrinkape  of 
.skim  milk  and  butterfat  for  each  han- 
dler  and 

(bi  Assign  a  pro  rata  share  of  such 
shrinkape  to  other  source  milk  on  the 
basis  of  the  percentage  that  such  other 
source  milk  represents  of  total  receipt.s 
at  such  plant  to  which  shrinkage  may 
be  assigned  to  Class  n  pursuant  to 
5  ll2841(bt  '3' 

;:;   1128. 13       I  Viiundment] 

8  Delete  paragraph  (b)   of  ,5  1128  43 

?;  1128.  I.>       I  Vinendnient] 

9  Add  a  proviso  to  §  1128.45  to  read  a.s 
follows:  :  Provided.  That  if  any  of  the 
water  contained  in  the  milk  from  which 
a  product  is  made  is  removed  before  the 
product  is  utilized  or  disposed  of  by  a 
handler,  the  pounds  of  skim  milk  dis- 
posed of  m  such  product  shall  be  con- 
sidered to  be  an  amount  equivalent  lo 
the  nonfat  milk  solids  contained  in  such 
product,  plus  all  of  the  water  originally 
associated  with  such  solids." 

i;   I128.t<i       I  \niendmenl] 

10a.  Delete  the  words  "from  pio- 
ducers"  as  they  appear  m  the  preamble 
of  5  1128  46 

b  In  $  1128  46(a>  d  »  change  the  refer- 
ence "5  1128  41(bi  <3>  "  to  read  "5  1128  41 
.b>  (3'   (I)  through  (ill)". 

c.  In  15  1128.46(a)  renumber  subpara- 
graph (5i  as  (6"   and  subparagraph  «6i 

as  (5' . 

11.  Delete  ?  1128  61  and  substitute 
therefor  the  following: 

!?   I  128.61      PIhiU-  -iibjert  lo  olher  K«><l«ral 
or«UT». 

The  provisions  of  this  part  shall  not 
apply  with  respect  to  the  operation  of 
any  plant  specified  in  paragraph  <a'. 
(b>.  or  (c>  of  this  section  except  that 
the  operator  thereof  shall,  with  respect 
to  total  receipts  of  skim  milk  and  butter- 
fat at  such  plant,  make  reports  to  the 
market  administrator  at  such  time  and 
in  such  manner  as  the  market  admin- 
istrator may  require  and  allow  verifica- 
tion of  such  reports  by  the  market  ad- 
ministrator 

<a»  An  approved  plant  pursuant  to 
?  1128.7  laMi)  or  <b)  which  also  meet* 
the  pooling  requirements  of  another  Fed- 
eral order  and  from  which,  the  Secre- 
tai-v  determines,  a  greater  quantity  of 
Class  I  milk  is  disposed  of  during  tlie 
month  on  routes  in  such  other  Federal 
order  marketing  area  than  was  disposed 
of  on  routes  in  this  marketing  area,  ex- 
cept that  if  such  plant  was  subject  to 
all  the  provisions  of  this  part  in  the  im- 
mediately preceding  month.  It  shall  con- 
tinue to  be  subject  to  all  the  provisions 
of  this  part  until  the  third  consecutive 
month  in  which  a  greater  proportion  of 
its  Class  I  route  dispositiwi  la  made  In 
such  other  marketing  area  unless  not- 
withstanding the  provisions  of  this  para- 
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graph  it  Is  regulated  under  such  other 
order. 

(b)  An  approved  plant  pursuant  to 
i  1138.7  (a)  (1)  or  (b)  which  alao  meets 
the  pooling  requirements  of  another  Fed- 
eral order  on  the  basis  of  route  distribu- 
tion in  such  other  marketing  area  and 
from  which,  the  Secretary  determines,  a 
greater  quantity  of  Class  I  milk  is  dis- 
posed of  during  the  month  on  routes  in 
this  maiiceting  area  than  is  so  disposed 
of  in  such  other  marketing  area  but 
which  plant  is  fully  regulated  under  such 
other  Federal  order. 

(c)  An  approved  plant  pursuant  to 
9  1128.7(a)  (2)  which  (1)  meets  the  pool- 
ing requirements  of  another  Federal  or- 
der and  from  which  greater  qualifying 
shipments  are  made  during  the  month  to 
plants  regulated  under  such  other  order 
than  are  made  to  plants  regulated  under 
this  part  or,  (2)  retains  automatic  pool- 
ing status  for  the  month  tmder  another 
Federal  order  by  virtue  of  its  perform- 
ance in  previous  months. 

12.  Delete  that  portion  of  §  1128.70 
preceding  paragraph  (a)  and  substitute 
therefor  the  following: 

§  112S.70     Gkoipaution    of    each    han- 
dler** pool  obligation. 

For  each  month,  the  market  adminis- 
trator shall  compute  the  pool  obligaUons 
of  each  handler  as  follows: 

§  1128.71      [Amoidnient] 

13.  Insert  Immediately  following  the 
word  "payments"  as  it  appears  in  para- 
graph (a)  of  i  1128.71,  the  word  "due". 
§  1128.94     [Amendment] 

14.  Delete  the  words  "value  of  the  milk 
received  by  such  handler  from  pro- 
ducers" as  they  appear  in  S  1128.94  and 
substitute  therefor  the  words  "pool  obli- 
gation of  such  handler". 

[F.B.    Doc.    83-408;    Filed.    Jan.    12.    1968; 
8:48  ajn.] 
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DEPARTMENT  OF  THE  INTERIOR 

Bur«au   of   Indion   Affairs 

SOUTHERN  UTE  AND  UTE  MOUNTAIN 
LAND   RECORDS 

Transfer  to   Gallup   Area   Office 

January  9,  1962 

In  accordance  with  25  CFR  Part  120, 
notice  is  hereby  given  that  all  title  source 
documents  and  land  records  pertaining 
to  trust  or  restricted  Indian -owned  lands 
on  the  Southern  Ute  Indian  Reservation 
in  the  State  of  Colorado  and  the  Ute 
Mountain  Indian  Reservation  in  the 
States  of  Colorado  and  New  Mexico,  and 
including  Allen  Canyon  allotments  in  the 
State  of  Utah,  have  been  transferred 
from  the  City  of  Washington  to  the 
Oallup  Area  Office.  Bureau  of  Indian 
Affairs.  Oallup,  New  Mexico. 

Effective  Jamuary  1.  1962.  the  Gallup 
Area  OOce  will  be  the  office  for  the  main- 
tenance of  records  for  all  trust  and  re- 
stricted lands  as  described  above. 

John  O.  Crow, 
Deputy  Commissioner 

(PR     Doc     82-416:     Piled,    Jan      12.     1962 
8  47  ami 


DEPARTMENT  OF  HEALTH,  EDU- 
CATION, AND  WELFARE 

Social   Security   Administration 

SIERRA  LEONE 

Foreign  Social   Insurance  and 
Pension   System 

Section  202(t)(2)  of  the  Social  Secu- 
rity Act  (42  UJ3.C.  402(t)  (2) )  authorizes 
and  requires  the  Secretary  of  Health.  Ed- 
ucation, and  Welfare  to  find  whether  a 
foreign  country  has  in  effect  a  social  in- 
surance or  ];>enslon  system  which  is  of 
general  application  in  such  country  and 
under  which  periodic  benefits,  or  the 
actuarial  equivalent  thereof,  are  paid  on 
account  of  old  age,  retirement,  or  death: 
and  whether  Individuals  who  are  citizens 
of  the  United  States  but  not  citizens  of 
such  foreign  coUntry  and  who  qualify 
for  such  benefits  are  permitted  to  receive 
such  benefits  or  the  actuarial  equivalent 
thereof  while  outside  such  foreign 
country  without  regard  to  the  duration 
of  the  absence. 

Pursuant  to  authority  duly  vested  in 
him  by  the  Secretary  of  Health,  Educa- 
tion, and  Welfare,  the  Commissioner  of 
Social  Security  has  considered  evidence 
submitted  by  Sierra  Leone  to  the  effect 
that  Sierra  Leone  does  not  have  a  social 
insurance  or  pension  system. 

Accordingly,  it  is  hereby  determined 
and  found  that  Sierra  Leone  does  not 
have  In  effect  a  social  Insurance  or  pen- 
sion system  which  meets  the  requlre- 
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ments  of  section  202<t>  <2)  of  the  Social 
Security  Act  <42  USC  402(tM2)). 

I  SEAL  1  W  L.  Mitchell, 

Commissioner  of  Social  Security. 

Approved:  January  8.  1962 

Abraham   Ribicoff. 

Secretary  of  Health    Fducatton 
and  Welfare 

IFR      Doc      62-415;     Piled      Jrtii      12      1962; 
8  47  am  1 


ATOMIC  ENERGY  COMMISSION 

[Docket  No    50-99] 

BABCOCK   <   WILCOX   CO. 

Notice   of   Issuance   of   Utilization 
Facility   License   Amendment 

Please  take  notice  that  the  Atomic 
Energy  Commission  has  issued  Amend- 
ment No  5.  set  forth  below,  to  Facility 
License  No  R^7.  as  amended  The 
license  authorizes  The  Babcock  L  Wilcox 
Company  to  operate  its  Lynchburg  Pool 
Reactor  located  near  Lynchburg.  Vir- 
ginia. The  amendment  authorizes  the 
licensee,  as  requested  in  its  application 
for  license  amendment  dated  Novem- 
ber 10,  1961,  to  use  aluminum  canned, 
graphite  reflector  elements  in  the  reactor 
during  the  conduct  of  experiments  which 
require  that  reflector  elements  be  used 
to  shape  or  thermalize  the  neutron  flux 
The  Commission  has  found  that  the  con- 
duct of  the  proposed  activities  in  ac- 
cordance with  License  No  R-47.  as 
amended,  will  not  present  undue  hazard 
to  the  health  and  safety  of  the  public 
and  will  not  be  inimical  to  the  common 
defense  and  security. 

The  Commission  has  further  found 
that  prior  public  notice  of  proposed  is- 
suance of  this  amendment  is  not  neces- 
sai-y  in  the  public  interest  since  the 
operation  of  the  reactor  in  accordance 
with  the  terms  of  the  license,  as 
amended,  does  not  present  any  sub- 
stantial change  in  the  hazards  to  the 
health  and  safety  of  the  public  from 
those  previously  considered  and  eval- 
uated In  connection  with  the  previously 
approved  operation  of  the  reactor. 

In  accordance  with  §2.1Q2<ai  of  the 
Commission's  rules  of  practice  <  10  CFR 
Part  2>  the  Commission  will  direct  the 
holding  of  a  formal  hearing  on  the  mat- 
ter of  issuance  of  the  license  amendment 
u|)on  receipt  of  a  request  therefor  from 
the  licensee  or  a  petition  to  intervene 
pursuant  to  $  2.705  of  the  rules  of  prac- 
tice within  30  days  after  the  issuance  of 
license  amendment.  Petitions  for  leave 
to  intervene  and  requests  for  a  formal 
hearing  shall  be  filed  in  accordance  with 
the  provisions  of  5  2.700  of  the  Commis- 
sion's rules  of  practice  <10  CFR  Part  2). 

For  further  details  see  tai  the  applica- 
tion for  license  amendment  submitted  by 
The  Babcock  k  Wilcox  Company  and  <b> 


a  related  hazards  analysis  prepared  by 
the  Research  li  Power  Reactor  Safety 
Branch  of  the  Division  of  Licensing  and 
Regulation.  l>oth  available  for  public  in- 
spection at  the  Commission's  Public 
IDocument  Room.  1717  H  Street  NW  . 
Washington.  DC.  A  copy  of  item  *b' 
above  may  be  obtained  at  the  Commis- 
sion's Public  Document  Room,  or  upon 
request  addressed  to  the  Atomic  Energy 
Commission.  Washington  25,  D.C..  Atten- 
tion: Director,  Division  of  Licensing  and 
Regulation. 

Dated  at  Geiinantown,  Md..  this  8th 
day  of  JanuaiT  1962. 

For  the  Atomic  Energy  Commission 

Robert  H.  Bryan, 
Chief.  Research  and  Power  Re- 
actor Safety  Branch.  Division 
of  Licensing  and  Regulation. 

I  License  No  R-47:  Amdt  5] 

In  aUdition  to  the  activities  prevliivi.sly 
authorized  by  the  ComixUsslon  in  License 
No  R-47,  as  amended.  The  Babcock  &  Wil- 
cox Con\pany  Is  authorized,  as  requested  In 
Its  application  for  license  amendment  dated 
November  10,  1961.  to  use  aluminum  canned 
graphite  reflector  elements  In  Its  LynchbuiR 
Pool  Reactor  located  near  Lynchburg,  Vlr- 
Klnla,  during  the  conduct  of  experiment* 
which  require  that  reflector  elements  be  used 
to  shape  or  thermalize  the  neutron  flux 
The  reflector  elements  shall  be  used  and 
the  experiments  conducted  In  accordance 
with  the  procedures  and  subject  to  the  limi- 
tations in  License  No  R-47,  as  amended, 
and  In  The  Babcix-k  &  Wilcox  Company* 
application  for  license  amendment  dated 
November  10   1961 

This  amendeiit    is  effective  as  of  the  date 
of  issuance 

Date  of  issuiin -p     January  8.  1963 

For  the  At<imic  Energy  Commission 

RoBEmr  H.  BxYAN 
CUu'/    Research  and  Power  Reactor 
Safety  Branch.  Division  of  Lire n.s- 
mg  iind  Regulation. 

|FR      Doc      62  413:     Piled,    Jan      12.     1962. 
8  47  am  I 


DEPARTMENT  OF  JUSTICE 

Office  of  the  Attorney   Generol 

I  Order  Ho  267-621 

CHARLES   F.   SIMMS 

Designation  as  Representative  From 
Department  of  Justice  on  Adminis- 
trative Committee  of  Federal  Reg- 
ister 

By  virtue  of  the  authority  vested  in  me 
by  section  6  of  the  Federal  Register  Act, 
as  amended  (44  U.8.C.  306).  I  hereby 
designate  Charles  F.  Slmms.  Office  <^ 
Legal  Counsel,  as  the  representative  from 
the  Department  of  Justice  on  the  Admin- 
istrative Conm^lttee  of  the  Federal  Reg- 
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ister  in  place  of  WiUlam  O.  Burtner. 

retired.  , 

Dated :  January  9,  1962. 

Robert  F.  Kennedt. 
Attorney  Oeneral 

|FR     EVx     6»-4a6:    Piled.    Jan.    la,    1962; 
8:49  a.m.)  | 
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OZARK  AIR  LINES,  INC.  "USE-IT-OR. 
LOSE-IT"  INVESTIGATION 
Notice  of  Oral  Argument 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Federal  Aviation  Act  of 
1958.  as  amended,  that  oral  argument  in 
the  above-entitled  proceeding  Is  assigned 
to  be  heard  on  January  24,  1962  at  10 
a.m..  e.s.t.,  in  Room  1027,  Universal 
BuUdlng.  Connecticut  and  Florida  Ave- 
nues NW.,  Washington.  DC,  before  the 
Board. 

Dated  at  Washington,  DC.  January 
10.  1962. 
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bit^Uom,  in  dupUcate.  to  the  Docket 
Section.  Room  C-226,  1711  New  York 
Avenue  NW..  Washington  25.  D.C.  Such 
notice  should  Include  the  name  and 
number  of  persons  expected  to  attend 
the  organization,  if  any.  represented  and 
an  estimate  of  the  time  required  for  the 
presentation  of  views  and  comments 

All  comments  presented  at  the  hearing 
wiU  be  considered  before  action  is  taken 
on  the  subject  filed  petition. 

Issued  in  Washington,  D.C,  on  Janu- 
ary 10.  1962. 

N.  E.  Halaby, 
Administrator. 
|P.R.    Doc.    62-407;     Piled,    Jan.    12,     1962 
8:47    a.m.] 
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Francis  W.  Brown. 
Chief  Examiner. 


IFR 
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8:49  a.m  I 


FEDERAL  AVIATION  AGENCY 

I  Reg    Docket  No.  861 1 

INVESTIGATION  OF  COMPLAINT  RE- 
GARDING TURBOJET  OPERATIONS 
AT  MOISANT  INTERNATIONAL  AIR- 
PORT,  LOUISIANA 

Notice  of  Public  Hearing 

By  a  petition  dated  August  14.  1961 
Rosemaiy  and  Mrs.  A.  AngeU  and  37 
other  persons  residing  east  of  the  east- 
west  runway  of  the  Molsant  Inter- 
national Airport.  Kenner.  Louisiana 
Have  petitioned  the  Administrator  of 
the  Federal  Aviation  Agency  to  conduct 
an  investigation  and  hearing  of  their 
alleged  complaints  and.  either  discon- 
tinue turbojet  operations  at  Mbisant 
International  Airport,  or  revise  existing 
patterns  of  take-offs  and  landings. 

Upon  review  of  the  petition,  it  has  been 
concluded  that  the  Agency  should  obtain 
further  statements,  views  or  comments 
either  oral  or  written,  of  interested  per- 
sons in  regard  to  the  subject  matter  of 
tne  petition. 

Accordingly.  noUce  is  hereby  given 
mat  a  public  hearing  will  be  held  before 
a  representative  of  the  Administrator  at 
»_  30  a  m.,  c.s.t,  on  February  15.  1962.  at 
Uie  Hilton  Hotel.  901  AlrUne  Highway 
'opposite  Molsant  International  Air- 
port), New  Orleans,  Louisiana,  for  the 
purpose  of  receiving  such  statements 
^ews,  or  comments. 

All  parties  who  wish  to  present  their 

statements,  views  or  comments  at  the 

public    hearing    should    send    advance 

written  notice  as  soon  as  possible  of  such 

No  9 — -a 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  No.  13306  etc.:  PCC  62M-34| 

FRANCIS  M.  FITZGERALD  ET  AL. 
Ord«r  Continuing  Hearing 

In  re  applications  of  Francis  M  Fitz- 
?oiS?'   Greensboro.   N.C.,    Docket   No. 
13205.    Pile    No.    BP-13979;    Ralph    D 
Ep^rson  and  Earlene  S.  Epperson,  d/b 
as  Frederick  County  Broadcasters.  Win- 
chester, Va..  Docket  No.  13624.  File  No 
BP-12531;  John  Laurino,  tr/as  Virginia 
Regional    Broadcasters.    Chester.    Va 
Docket  No.   14382.  Pile  No.   BP-13752' 
Stuart    W.    Epperson.    Wakefield,    Va' 
Docket  No.   14383.  Pile  No.  BP-13754' 
York-Clover     Broadcasting     Co.,     Inc' 
(WYCTi).  York.  8.C..  Docket  No.  14384; 
Pile  No.  BP-13898;  Harry  A.  Epperson 

f5;oc***2i?*    ^°"y'    NC.    Docket    No. 

14385.  File    No.    BP-14203;    Boyce    J. 

Ji^*4u?^  Gastonia,  N.C.  Docket  No. 

14386.  Pile  No.  BP-14237:  Wilkes  Broad- 

?252P*i?-il^®***^®'  N-C..  Docket  No. 
14388.  PUe  No.  BP-14288;  E.  Raymond 
Parker.  OaffUey,  S.C.  Docket  No.  14389 
™e  NO;  BP-14301:  Risden  Allen  Lyon 
Chariotte,  N.C,  Docket  No.  14390.  Pile 
No.  BP-14661;  Stuart  W.  Epperson.  Win- 
ston-Salem. N.C,  Docket  No.  14391.  File 

S?,  ^"i*^'7*"*«  P-  Poston.  Kerners- 
ylUe.  N.C.  Docket  No.  14392.  File  No.  BP- 
14918;  for  construction  permits. 

Pursuant  to  the  agreements  reached 
at  the  prehearing  conference  held  on 
December  26. 1961,  the  evidentiary  hear- 
ing In  the  above-entitled  proceeding  now 
scheduled  for  February  5,  1962.  is  con- 
tinued to  a  date  to  be  announced  at  the 
Close  of  the  further  prehearing  confer- 

fS^  *t5i?^**  ^  Monday.  Ptebruary  26, 
1962.  beginning  at  10:00  am.,  in  the 
offlces  of  the  Commission,  Washington, 
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[Docket  No.  14407  etc.;  PCC  62M-31I 

GRAND  BROADCASTING  CO.  ET  AL. 
Order  Continuing  Hearing 

In  re  applications  of  Grand  Broadcast- 

l'i!n^°™?''?f  **  ^P^^'  ^'^^•'  Docket  No. 
14407.  Pile  No.  BPCT-2928;  Atlas  Broad- 
casting Co..  Grand  Rapids.  Mich.,  Docket 
No-    1*408.    File  No.   BPCT-2950;    West 

^n^nf  Sr.  J^l^^^"'  ^<^-  Grand 
Rapids,  Mich.,  Docket  No.  14469,  PUe  No 

BPCT-2956;  MKO  Broadcasting  Corp' 
Grand  Rapids,  Mich.,  Docket  No.  14470' 
Pile  No.  BPCT-2959;   Major  Television 
r?:nP^^^  Rapids,  Mich.,  Docket  No. 
14471    Pile  No.  BPCT-2960;  Peninsular 
BroadcasUng  Co..  Grand  Rapids.  Mich 
Docket  No.  14472.  PUe  No.  BPCr-2962' 
for  construction  permits  for  new  tele- 
vision broadcast  stations. 
.Jl "  °^<i^ed.  This  9th  day  of  January 
1962,  pursuant  to  the  agreements  reached 
at  the  prehearing  conference  held  herein 
on  January  8.  1962,  that  a  further  pre- 
hearing conference  shall  be  held  on  Jan- 
uary 30.  1962,  commencing  at  9:00  am 
in  the  offices  of  the  Commission  at  Wash'- 
ington,  D.C; 

It  is  further  ordered.  That  the  hearing 
herein  presently  scheduled  to  commence 
on  February  19.  1962,  is  continued  with- 
out date. 

Released:  January  9,  1962. 

Federal  CojonrmcATiONS 
ComassiON. 
I  SEAL!        Ben  p.  Waplb, 

Acting  Secretary. 
|F.R.    Doc     62-422;    Piled.    Jan.    12     1962- 
8:48   a.m. I 


It  is  SO  ordered.  This  the  9th  day  of 
January  1962.  ^ 

Released:  January  10,  1962. 

FkDKiAL  Communications 

OOintTBSION, 

[SEAL]        Bnr  P.  WAPtE, 

Acting  Secretary. 

[PJl.    Doc.    «a-4ai:    Filed.    Jan.    la.    1962; 
•:48  ajn.) 


(Docket  No.  14097  etc.;  PCC  62M-33J 

LINDSAY  BROADCASTING  CO.  ET  AL. 

Order  Scheduling  Prehearing 
Conference 

In  re  applications  of  Richard  E.  Lind- 
say, tr/as .  Undsay  Broadcasting  Co.. 
Punta  Gorda,  Pla..  Docket  No.  14097 
Pile  No.  BP-12914;  Peace  River  Broad- 
casting Corp.,  Punta  Gorda,  Pla..  Docket 
No.  14098,  Pile  No.  BP-13S36;  WUliam 
S",5^*«?'  ^^  Myers,  Pla..  Docket  No. 
14100,  Pile  No.  BP-13997;  for  construc- 
tion permits. 

The  Hearing  Examiner  having  under 
consideration: 

(a)  The  Commission's  Memorandum 
Opinion  and  Order  herein  (FXX;  61- 
1497).  released  December  27.  1961 
wherein  it  was  ordered  that  the  issues 
in  the  proceeding  should  be  enlarged  by 
the  inclusion  of  an  issue  relating  to  the 
efforts  made  by  each  of  the  respective 
remaining  applicants  "to  determine  the 
programming  needs  of  the  area  he  pro- 
poses to  serve  and  the  manner  in  which 
he  proposes  to  meet  such  needs." 

(b)  Volume  10  of  the  transcript  of 
testunony  in  the  proceeding  wherein  it 
was  ordered  at  page  1036  that  the  record 
m  the  proceeding  "Is  closed,"  and 

(c)  An  Order  of  the  Acting  Chief 
Hearing  Examiner  (PCC  61M-2009)  re- 
leased December  29,  1961.  wherein 'the 
time  for  the  Gling  of  proposed  findings 
of  fact  and  conclusions  of  law  and  for 
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replies  thereto.  If  any,  was  continued  to 
dAtes  to  be  specified  hereinafter  by  the 
Hearing  Elxamlner; 

It  appearing,  that  since  the  Commis- 
sion has  added  a  new  issue  herein  and 
required  that  the  remaining  applicants 
should  re^Tond  thereto  at  an  evidentiary 
hearing,  it  is  necessary  to  reopen  the 
record: 

It  further  appearing,  that  prompt  and 
orderly  disposition  of  sUch  issue  would 
be  furthered  by  the  holding  of  an  addi- 
tional prehearing  conference  in  this 
matter: 

It  is  ordered.  This  9th  day  of  January 
1962.  on  the  Hearing  Examiners  cwn 
motion  that  the  record  herein  is  re- 
opened: and 

It  is  further  ordered.  On  the  Hearing 
Examiner's  own  motion,  that  the  remain- 
ing parties  hereto  or  their  counsel  are 
directed  to  appear  at  a  prehearing  con- 
ference at  the  OfQces  of  the  Commission 
in  Washington.  D.C.,  at  10:00  a.m.,  on 
January  12.  1962,  to  discuss  the  appro- 
priate procedures  for  the  prompt  com- 
pliance with  requirements  of  the  afore- 
mentioned Memorandum  Opinion  and 
Order  of  the  Commission  herein  released 
December  27,  1961. 

Released:  January  10,  1962. 


[SKALl 


FEOBRAL  COMITDNICATIONS 

Commission, 
Beh  F.  Waple. 

Acting  Secretary. 


[PJR.     Doc.    62-423;     PUed.    Jan.     12,     1962 
8:48  ajn  I 


(Docket  Nob   14360-14363;  FCC  62M-32| 

MAM  TELECASTERS  ET  AL. 

Statement  and  Order  After 
Prehearing  Conference 

In  re  applications  of  L.  E.  Manseau 
and  Daniel  E.  Molina,  d/b  as  M  &  M 
Telecasters.  Santa  Maria.  Calif.,  Docket 
No.  14360.  FUe  No.  BPCT-2891:  MiU 
Acqxiistapace,  James  H.  Ranger.  Bums 
Rick.  Marlon  A.  Smith,  and  Ed  J.  Zu- 
chelli.  d/b  as  Central  Coast  Television. 
Santa  Maria,  Calif..  Docket  No.  14361. 
File  No.  BPCT-2903;  Thomas  B.  Fried- 
man, tr/as  Elson  Electronics  Co..  Santa 
Maria.  Calif.,  Docket  Na  14362.  Pile  No. 
BPCT-29<H:  Santa  Maria  Telecasting 
Corp..  Santa  Maria,  Calif..  Docket  No. 
14363.  File  No.  BPCT-2919:  for  con- 
struction permits  for  new  television 
broadcast  stations. 

A  prehearing  conference  was  held  on 
January  5.  1962.  The  transcript,  when 
available,  is  incorporated  by  reference. 
Among  other  things  the  following  time- 
table was  set: 

1.  Exchange  of  applicants'  afflrmative  di- 
rect written  caaea — by  March  12.  1962,  5  pjn. 

2.  Receipt  of  notification  of  witnesses  de- 
sired tat  croas-examlnatlon — by  March  26, 
1982. 

3.  Healing — Reecheduled  from  January  15 
to  Monday.  April  16.  1962  at  10  ajn  .  In  the 
oOcea  ot  the  Commission,  Washington.  DC. 


NOTICES 

So  ordered,  this  9th  day  of  January 
1962. 

Released:  January  10,  1962. 

Pedekal  Communications 
Commission. 

I  SEAL  I         Ben    p.    Waple, 

Acting  Secretary 

|FR      Doc      62  424:     Filed.     Jan      12.    1962. 
8  48  a  m  I 


|D<jcket  Nus    14473.  14474    FCC  62M  291 

PENINSULA  TELEVISION  RELAY  CORP. 
AND  EASTERN  SHORE  MICROWAVE 
RELAY  CO. 

Order   Scheduling    Hearing 

In  re  applications  of  Peninsula  Tele- 
VK-^ion  Relay  Corp..  Salisbury.  Md..  Doc- 
ket No  14473.  Pile  Nos.  2604  2605-Cl-P- 
60;  Eastern  Shore  Microwave  Relay  Co  . 
Salisbury.  Md  .  Docket  No.  14474,  File 
No.  3423-C1-P-60;  for  construction  per- 
mits for  common  carrier  point-to-point 
microwave  relay  stations. 

It  is  ordered.  This  8th  day  of  January 
1962.  that  Walther  W.  Guenther  will 
preside  at  the  hearing  in  the  above- 
entitled  proceeding  which  is  hereby 
scheduled  to  commence  on  March  6. 
1962.  in  Washington.  DC:  i4nd  it  is 
further  ordered.  That  a  prehearing  con- 
ference in  the  proceeding  will  be  con- 
vened by  the  presiding  ofTicer  at  9  00 
am,  Tuesday.  February  6.  1962. 

Released:  January  9.  1962. 

FKOKRAL  Communications 
Commission. 
I  SEAL  I         Ben    p.    Waple, 

Acting  Secretary. 

[PR      D<x:      62  425:     Filed.     Jan      12.    1962 
8  48  a  m  | 


FEDERAL  POWER  COMMISSION 

I  Docket  No  E-7020| 

PACIFIC   POWER   &  LIGHT  CO. 
Notice   of  Application 

January  8.  1962. 

Take  notice  that  on  December  28.  1961. 
an  application  was  filed  with  the  Federal 
Power  Commission,  pursuant  to  section 
204  of  the  Federal  Power  Act.  by  Pacific 
Power  ii  Light  Company  (Applicant)  for 
authorization  for  the  issuance  of  secu- 
rities. Applicant  is  a  corporation  organ- 
ized under  the  laws  of  the  State  of  Maine 
and  doing  business  as  a  foreign  corpora- 
tion in  the  States  of  Oregon.  Wyoming. 
Washington.  California,  Montana,  and 
Idaho.  Applicant  proposes  to  amend  its 
Certificate  of  Organization  and  By-Laws 
so  as  to  increase  and  change  the  ccmimon 
stock  which  it  is  authorized  to  issue  from 
8.212.679  shares  of  common  stock  of  the 
par  value  of  $6.50  per  share  to  16,425,358 
shares  of  common  stock  of  the  par  value 
of  $3.25  per  share,  and  to  split  and  change 
the  number  of  shares  of  its  common  stock 
of  the  par  value  of  $6.50  per  share  which 
shall  be  outstanding  immediately  prior 


to  the  becoming  efifectlve  of  such  amend- 
ments into  twice  such  number  of  Its  pro- 
posed new  $3.25  par  value  common  stock. 
After  the  effective  date  of  the  proposed 
amendments  (which  will  require  the 
affirmative  vote  of  Stockholders  repre- 
senting a  majority  of  the  voting  power) 
outstanding  certificates  for  shares  of  the 
present  $6.50  par  value  common  stock 
will  be  treated  as  evidencing,  and  will 
automaticaUy  represent,  the  same  num- 
ber of  shares  of  the  new  $3.25  p*r  value 
common  stcxrk.  As  promptly  as  possible 
after  such  effective  date  all  holders  of 
common  stock  of  record  at  the  close  of 
business  on  such  date  will  be  sent  cer- 
tificates for  the  additional  shares  of 
$3  25  par  value  common  stock  to  which 
ihey  will  become  entitled  as  a  result  of 
the  two-foi-one  split.  Stockholders  will 
then  have,  together  with  the  certificates 
which  they  will  retain,  two  shares  of 
$3.25  par  value  common  stock  for  each 
share  OT  $6  50  par  value  common  stock 
held  before  the  split.  Applicant  states 
that  the  proposcci  split  of  its  common 
.stock,  with  the  consequent  lower  market 
pi  xc  per  share,  should  result  in  a  broad- 
ening of  public  interest  in  the  stock,  an 
increase  in  the  number  of  stockholders 
and  a  greater  availabiUty  of  shares  for 
purchase  and  sale,  proving  beneficial  to 
both  the  Stockholders  and  Applicant. 
The  capital  and  surplus  accounts  of  the 
Applicant  will  not  be  affected  by  the  pro- 
po.sed  split  of  common  stock. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  the  29th 
day  of  January  1962.  file  with  the  Fed- 
eral Power  Commission.  Washington  25. 
D.C..  petitions  or  protests  in  accordance 
with  the  requirements  of  the  Commis- 
sion's rules  of  practice  and  procedure 
<18  CFR  1.8  or  1.10).  The  application 
is  on  file  and  available  for  public  inspec- 
tion. 

Joseph  H.  Outride. 
Secretary. 

|PR      Doo      62  391      Filed.    Jan.     12.     1962. 
8  45  am  I 


INTERSTATE  COMMERCE 
COMMISSION 

FOURTH   SECTION  APPLICATIONS 
FOR   RELIEF 

January  10,  1962. 

Protests  to  the  granting  of  an  appli- 
cation must  be  prepared  in  accordance 
with  Rule  40  of  the  general  rules  of 
practice  (49  CFR  1.40)  and  filed  within 
15  days  from  the  date  of  publication  of 
this  notice  in  the  Federal  Register. 

Long-and-Short  Haul 

PSA  No.  37505:  Substituted  service— 
NYC&ST.  L  for  Midwest  Haulers,  Inc. 
Filed  by  Midwest  Haulers.  Inc.  (No.  42). 
for  interested  carriers.  Rates  on  prop- 
erty loaded  in  trailers  and  transported 
on  railroad  flat  cars,  between  Chicago, 
and  East  St.  Louis.  lU.,  BufTalo.  N.T.. 
Cleveland.  Ohio,  and  Erie.  Pa.,  on  the 


I 


Saturday,  January  13,  1962 

one  hand  jind  specified  points  in  Illi- 
nois. Indiana.  Ohio,  and  Pennsylvania. 
on  the  other,  on  traffic  originating  at 
or  destined  to  such  points  or  points  be- 
yond as  described  in  the  application. 

Grounds  for  relief:  Motor-truck  com- 
petition. 

Tariff:  Supplement  23  to  Midwest 
Haulers.  Inc..  tariff  MF-I.C.C.  22. 

FSA  No.  37506:  Clay,  kaolin  or  pyro- 
phyllite  from  Carter sville.  Ga.  Piled  by 
0  W.  South.  Jr..  agent  (No.  A4147),  for 
interested  rail  carriers.  Rates  on  clay, 
kaolin  or  pyrophyllite.  as  described  in 
the  application,  in  carloads  from  Car- 
tersville.  Ga..  to  points  in  southwestern 
territory. 

Grounds  for  relief:  Modified  short- 
line  distance  formula,  and  grouping. 

Tariff:  Supplement  10  to  Southern 
Freight  Association  tariff  ICC.  S-206. 

By  the  Commission. 

IsEALl  Harold  D.  McCoy. 

Secretary. 

[PR     Doc     62-410:     Piled,    Jan.     12.    1962; 
8:47  a.m. I 


FEDERAL  REGISTER 


[Notice  5841 


MOTOR  CARRIER  TRANSFER 
PROCEEDINGS 

January  10,  1962. 
Synopses  of  orders  entered  pursuant 
to  section  212(b)  of  the  Interstate  Com- 
merce Act.  and  rules  and  regulations 
prescribed  thereunder  (49  CFR  Part 
179 >,  appear  below: 

As  provided  in  the  Commission's 
special  rules  of  practice  any  interested 
person  may  file  a  petition  seeking  re- 
consideration of  the  following  numbered 
proceedings  within  20  days  from  the  date 
of  publication  of  this  notice,  pursuant 
to  section  17(8)  of  the  Interstate  Com- 
merce Act,  the  filing  of  such  a  petition 
will  postpone  the  effective  date  of  the 
order  in  that  proceeding  pending  Its 
disposition.  The  matters  relied  upon  by 
petitioners  must  be  specified  in  their 
petitions  with  particularity. 

No.  MC-FC  64149.     By  order  of  Jan- 
uary 3.   1962.   the  Transfer  Board  ap- 
proved the  transfer  to  Edward  Miller.  Jr., 
doing  business  as  Edward  Miller  &  Son! 
Richmond  Hill   18.  N.Y..  of  Certificate 
No.  MC  112744  issued  March  26.   1952 
in  the  name  of  Edward  Miller.  Sr..  and 
Edward  Miller,  Jr.,  a  partnership,  doing 
business  as  Edward  Miller  L  Son.  Rich- 
mond Hill,  N.Y..  authorizing  the  trans- 
portation of  household  goods  as  defined 
by  the  Commission,  over  irregular  routes 
between  New  York.  N.Y..  and  points  in 
Nassau  and  Suffolk  Counties.  N.Y..  on 
the  one  hand.  and.  on  the  other,  points 
in  New  York.  Connecticut.  New  Jersey. 
»nd  those  in  that  part  of  Pennsylvania 
on  and  east  of  U.S.  Highway  15.    Joseph 
S.  Williams.  Jr.,  Jamaica  Chamber  of 
Commerce  Building.  89-31  161st  Street. 
Jamaica  32.  NY.,  attorney  for  applicants 
No.  MC-FC  64643,    By  order  of  Jan- 
uary 4.   1962.  the  Transfer  Board  ap- 
proved the  transfer  to  Ernert  Labum- 
bard.  Gladstone.  Mich.,  of  Certificate  in 
No.   MC   115705.    issued   September   10, 
1956.  to  Edward  Wender.  Iron  Mountain, 
Mich.,  authorizing  the  transportation  of: 


Fertilizer,  from  Madison.  Wis.,  to  points 
in  the  upper  peninsula  of  Michigan,  with 
no  tranaportation  for  compensation  on 
return  except  as  otherwise  authorized. 
Michael  D.  OUara,  Spies  Building.  Me- 
nominee, Mich.,  attorney  for  applicants. 
No.  MC-PC  64649.  By  order  of  Jan- 
uary 5,  1962,  the  Transfer  Board  ap- 
proved the  transfer  to  Vrabel  Trucking 
Corp..  Yonkers.  N.Y..  of  Certificate  in 
No.  MC  34688.  issued  November  6.  1950 
to  Abe  Seidman.  Bro<Alyn,  NY.,  author- 
izing the  transportation  of:  General 
commodities,  excluding  household  goods, 
commodities  in  bulk,  and  other  specified 
commodities,  from  New  York.  N.Y.,  to 
points  in  New  Jersey  within  25  miles  of 
New  York.  N.Y.  Martin  Werner.  2  West 
45th  Street,  New  York  36,  N.Y.,  attorney 
for  applicants. 

No.  MC-FC  64657.    By  order  of  Jan- 
uary 4.  1962.  the  Transfer  Board  ap- 
proved the  transfer  to  Bruno  &  D'Elia, 
Inc..   Hackensack,  NJ.,  of   Certificates 
Nos.  MC  100031  Sub  1.  MC  100031  Sub  2, 
and  MC  100031  Sub  3.  issued  July  2,  1953, 
October  29. 1959,  and  August  22, 1960,  re- 
spectively, to  Seaboard  Mill  Supply,  inc., 
New  York  5.  N.Y.,  authorizing  the  trans- 
portation of  cork  and  cork  board,  nails, 
Itimber,    asphaltic    emulsion,    in    cans, 
paper,  paper  products,  and  printed  mat- 
ter, over  irregular  routes,  between  New 
Yoric.  N.Y.,  on  the  one  hand,  and,  on  the 
other,  points  in  Essex  and  Union  Coun- 
ties. N.J..  and  those  in  that  part  of  Ber- 
gen and  Hudson  Counties,  N.J.,  not  in- 
cluding the  New  York  Commercial  Zone 
as  defined  by  the  Commission;   waste 
paper,  from  New  York,  N.Y.,  and  points 
in  Nassau  County.  N.Y.,  to  points  in  Ber- 
gen. Essex,  Hudson.  Union.  Passaic,  Mid- 
dlesex. Morris  and  Somerset  Counties, 
N.J.;  and  from  New  York,  N.Y.,  points 
in  Nassau  County,  N.Y..  and  points  in 
Bergen.  Essex.  Hudson,  Union,  Passaic, 
Middlesex,  Morris;  and  Somerset  Coun- 
ties. N.J..  to  Versailles,  Montville.  and 
New   Haven,    Conn.;    and   skids,    from 
points  in  Bergen.  Essex,  Hudson,  Union 
Passaic,  BCiddlesex.  Morris,  and  Somer- 
set Counties,  N  J.,  to  New  York.  NY.,  and 
points   in   Nassau   County,    N.Y.;    and 
empty  skids,  from  Versailles.  Montville 
and  New  Haven.  Conn.,  to  points  in  Ber- 
gen. Essex.  Hudson.  Union,  Passaic,  Mid- 
dlesex. Morris,  and  Somerset  Counties 
N.J.    William  D.  Traub,  350  Fifth  Ave- 
nue, New  York  1,  N.Y.,  representative  for 
applicants. 

No.  MC-PC  64719.    By  order  of  Janu- 
ary 3. 1962.  the  Transfer  Board  approved 
the  transfer  to  G.  Richard  Arner.  doing 
business  as  G.  R.  Arner,  Tamaqua,  Pa 
of  Certificate  No.  MC  52862  Sub  5,  issued 
to  Edward  J.  Boyle,  doing  business  as 
E.  J.  Boyle.  Tamaqua.  Pa.,  authorizing 
the   transportation   of:    Shale    derived 
aggregate.  In  bulk,  from  Rahn  Town- 
ship, and  points  within  five  miles  thereof 
in  SchuylkiU  County,  Pa.,  to  points  in 
Delaware,  Maryland.  New  Jersey  (except 
those  In  Cumberland.  Salem.  Gloucester, 
Cape  May,  Atlantic,  Camden,  and  Bur- 
lington CounUes),  New  York,  Virginia. 
West    Virginia,    and    the    District    of 
Columbia.    WUliam  J.  Wilcox,  624  Com- 
monwealth Building.  AUentown,  Pa.,  at- 
torney for  applicants. 
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No.  MC-FC  64726.  By  order  of  Janu- 
ary 3,  1962,  the  Transfer  Board  approved 
the  transfer  to  Washington  Moving  & 
Storage  Co.,  Inc.,  New  York,  N.Y.,  of 
Certificate  No.  MC  95642.  issued  July  23. 
1959,  to  James  J.  Borda,  doing  business 
as  Railway  Crating  &  Packing  Co..  New 
York,  N.Y.,  authorizing  the  transporta- 
tion of:  Household  goods,  between  New 
York,  N.Y..  on  the  one  hand.  and.  on  the 
other,  Bethlehem,  and  Philadelphia,  Pa., 
and  points  in  Connecticut,  and  New 
Jersey.  Morris  Honig,  150  Broadway, 
New  York,  N.Y..  attorney  for  applicants. 


[SEAL] 


Harold  D.  McCoy, 
Secretary. 


IP.R.    Doc     62-411;     Piled,    Jan.    12,     1962; 
8:47  a.m.J 


I  No.  33760] 

FOURTH  CLASS  MAIL 

Reformation  of  Rates  and  Other  Con- 
ditions of  Mailability 

At  a  general  session  of  the  Interstate 
Commerce  Commission,  held  at  its  office 
in  Washington.  D.C.,  on  the  9th  day  of 
January  A.D.  1962. 

It  appearing,  that  on  January  2,  1962, 
the  Postmaster  General  submitted  to  the 
Commission  for  its  consent,  after  investi- 
gation, specific  proposals  for  reforma- 
tions of  rates  and  other  conditions  of 
maliability  of  fourth  class  mail,  including 
revisions  of  the  limits  of  size  and  weight 
of  parcel  post; 

It  further  appearing,  that  the  Commis- 
sion's consent  to  the  establishment  of  the 
reformations  is  requested  pursuant  to 
that  part  of  the  paragraph  under  the 
heading  "General  Provisions"  under  the 
appropriations  for  the  Post  Office  De- 
partment contained  in  Chapter  rv  of  the 
Supplemental  Appropriations  Act  1951 
approved  September  27,  1950.  64*  Stat. 
1050,  as  amended  by  section  213  of  the 
Postal  Rate  Increase  Act,  1958,  72  Stat 
143  (31  U.S.C.  695) ;  and  section  207  of 
the  Act  of  February  28.  1925,  43  Stat. 
1067,  as  amended  by  section  7  of  the  Act 
of  May  29,  1928,  45  Stat.  942  (39  U.S  C 
247,  1958  ed.) : 

And  it  further  appearing,  that  the  pro- 
posals for  revision  of  the  maximum  limits 
of  size  and  weight  and  for  rate  revisions 
are  "interdependent  and  inseparable," 
and  that  the  Commission's  jurisdiction 
to  consent  to  an  increase  in  the  maxi- 
mum size  and  weight  of  parcels  may  have 
been  abrogated  by  the  provisions  of 
Public  Law  199  of  the  82d  Congress  (65 
Stat.  610) : 

It  is  ordered.  That  no  investigation  be 
instituted  at  this  time. 

It  is  further  ordered.  That  within  15 
days  of  the  date  of  the  service  of  this 
order,  the  Postmaster  General  shall  file 
a  brief,  and  serve  copies  thereof  upon 
those  parties  who  attended  the  public 
conference  held  at  the  Post  Office  De- 
partment on  December  11-12.  1961,  de- 
voted solely  to  the  jurisdiction  of  this 
Commission  to  consent  to  his  pnqiwsals 
in  the  light  of  the  purpose  and  pro- 
visions of  Public  Law  199. 

It  is  further  ordered.  That  any  per- 
son interested  may  within  10  days  after 
service  of  the  aforesaid  brief,  file  with 
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the  Commission  and  serve  upon  the  Post- 
master General  a  brief  Umited  to  the 
same  issue. 

And  it  is  further  ordered.  That  notice 
of  this  order  be  given.  <  1)  by  depositing 
a  copy  In  the  office  of  the  Secretary  of 
the  Commission  for  public  inspection. 
(2)  by  fUlng  a  copy  thereof  with  the 
Director.  Office  of  the  Federal  Register. 
( 3  >  by  senrtng  copies  thereof  on  the  Post- 
master General  and  the  Comptroller 
General  of  the  United  States,  and  '4" 
by  serving  copies  thereof  on  all  parties 
who  attended  the  public  conference  held 
on  December  11-12.  1961  at  the  Past 
Office  Department. 

By  the  Commission. 

I  SEAL  1  Harold  D    McCoy. 

Secretary. 

|PR      Doc      62  412:      Piled.     Jan       12.     1962. 
8  47  am  I 


SECURITIES  AND  EXCHANGE 
COMMISSION 

IFlleNo  812   1472 1 

AMEIICAN   RESEARCH   AND 
DEVELOPMENT  CORP. 

Notice  of  Filing  of  Application  for  an 
Ordor  Exempting  Proposed  Trans- 
oction 

JANUABY    8.    1962 

Notice  is  hereby  given  that  American 
Research  and  Development  Corporation 
< "Applicant" ) .  The  John  Hancock  Build- 
ing. Boston  18.  Mass..  a  Massachusetts 
corporation  and  registered  closed -end. 
nondiversified  management  investment 
company,  has  filed  an  application  under 
section  17* b>  of  the  Investment  Com- 
pany Act  of  1940  <'Act">.  for  an  order 
of  the  Commission  exempting  from  the 
provisions  of  section  17ia>  of  the  Act  the 
proposed  extension  of  the  maturity  date 
of  a  promissory  note  In  the  principal 
amount  of  $50,000  issued  to  Applicant  by 
Intercontinental  Electronics  Corporation 
( "Intercontinental"  > ,  an  affiliated  person 
of  Applicant. 

The  application  contains  the  followinc: 
representations : 

Intercontinental,  a  Delaware  corpora- 
tion, was  organized  in  1956.  and  is  en- 
gaged in  the  business  of  the  development 
and  sale  of  various  electronic,  aircraft 
detection  and  navigation  equipment. 
Applicant  states  that  it  owns  approxi- 
mately 17  percent  of  the  outstanding 
voting  securities  of  Intercontinental,  and 
that  it  believes  the  proposed  maturity 
date  extension  would  be  prohibited  by 
section  n(a><3»  of  the  Act.  unless  ex- 
empted therefrom  by  an  order  of  the 
Commission. 

By  an  order  dated  December  19,  1960, 
the  Commission  exempted  from  the 
provisions  of  section  17(a)  <3)  of  the  Act 
a  loan  of  $50,000  from  the  Applicant  to 
Intercontinental  evidenced  by  a  promis- 
sory note  dated  December  2.  1960.  The 
note  provided  for  Interest  on  the  princi- 
pal simi  at  the  rate  of  six  percent  per 
annum,  and  matured  December  2.  1961. 
Intercontinental,  with  the  consent  of 
Applicant,   has   withheld   repayment   of 
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the  loan  pending  disposition  of  this  ap- 
plication, during  which  time  Applicant 
does  not  Intend  to  sue  on  the  note.  No 
other  Indebtedness  of  Intercontinental 
has  been  or  will  be  accelerated  by  the 
note  being  overdue. 

It  is  intended  to  extend  the  maturity 
date  of  the  note  to  March  31.  1962.  The 
extension  of  the  maturity  date  of  the 
note  is  proposed  in  order  to  allow  the 
continued  use  of  funds  for  working  capi- 
tal purposes  by  Intercontinental 

Applicant  has  determined  that  it 
v.ould  be  in  its  best  interests  to  divest 
Itself  of  Its  .securities  investment  in  In- 
tercontinental, and  has  made  applica- 
tion to  this  Commission  for  an  exemp- 
tion of  the  proposed  sale  of  its  portfolio 
voting  securities  of  Intercontinental  to 
an  affiliated  person  of  Intercontinental. 
Pending  disposition  of  that  application. 
Applicant  desires  that  Intercontinental 
be  able  to  use  the  funds  to  promote  the 
commercial  development  of  its  business 
enterprises. 

Section  17  >  a  >  '  3  >  of  the  Act.  in  relevant 
part,  prohibits  the  borrowing  of  money 
from  a  registered  investment  company 
by  an  affiliated  person  thereof  Under 
section  17<bi  of  the  Act.  the  Commission 
shall  grant  an  exemption  from  the  pro- 
hibitions of  section  17' a >  of  the  Act.  if 
It  finds  that  the  terms  of  the  proposed 
transaction,  including  the  consideration 
to  be  paid  or  received,  are  reasonable 
and  fair  and  do  not  involve  overreach- 
ing on  the  part  of  any  person  concerned: 
and  that  the  proposed  transaction  is 
consistent  with  the  policy  of  the  regis- 
tered investment  company  concerned, 
and  consistent  with  the  general  purpases 
of  the  Act. 

Notice  Ls  further  given  that  any  inter- 
ested per.son  may.  not  later  than  Janu- 
ary 30,  1962,  at  5  30  p.m  .  submit  to  the 
Commission  in  writing  a  request  for  a 
hearing  on  the  matter  accompanied  by 
a  statement  as  to  the  natuic  of  his 
interest,  the  reason  for  such  request  and 
the  Lssues  of  fact  or  law  proposed  to  be 
controverted,  or  he  may  request  that  he 
be  notified  If  the  Commission  shall  order 
a  hearing  thereon  Any  such  communi- 
cation should  be  addressed  Secretary, 
Securities  and  Exchange  Commission, 
Washington  25.  DC.  A  copy  of  such 
request  shall  be  served  personally  or  by 
mail  <  air  mail  if  the  person  being  served 
is  located  more  than  500  miles  from  the 
point  of  mailing  >  upon  applicant.  Proof 
of  such  service  <by  affidavit  or  in  case 
of  'an  attomey-at-la\v  by  certificate" 
should  be  filed  contemporaneously  with 
the  request.  At  any  time  after  said 
date,  as  provided  by  Rule  0-5  of  the 
rules  and  regulations  promulgated  under 
the  Act,  an  order  disposing  of  the  ap- 
plication herein  may  be  issued  by  the 
Commission  upon  the  basis  of  the  show- 
ing contained  in  said  application,  unless 
an  order  for  hearing  upon  said  applica- 
tion shall  be  issued  upon  request  or  upon 
the  Commission's  own  motion. 

By  the  Commission. 

[SEALl  Orval  L.  DuBois, 

Secretary. 

|FR     Doc      62  399:     Filed,    Jan.     12.     19«a; 
8:44  a.m  I 


I  File  No    70-4006] 

COLUMBIA   GAS  SYSTEM,  INC.  AND 
ATLANTIC  SEABOARD  CORP. 

Notice  of  Filing  Regarding  Itsuo  and 
Sale  of  $6,000,000  Faco  Amount  of 
Unsecured  installment  Note  by  Sub- 
sidiary Company  to  Registered 
Holding  Company 

January  8,  1962. 

Notice  IS  hereby  given  that  The 
Columbia  Gas  System,  Inc.  ("Colum- 
bia''. 120  East  41st  Street.  New  York 
17.  N.Y  .  a  registered  holding  company, 
and  Its  wholly  owned  nonutility  subsid- 
iary company  Atlantic  Seaboard  Cor- 
poration ("Seaboard").  1700  MacCorkle 
Avenue  SE  ,  Charleston,  W.  Va..  have 
filed  a  joint  application-declaration  and 
an  amendment  thereto  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935  '"Act',  designating  sections  6(b'. 
9.  10.  and  12' f'  of  the  Act  and  Rule  43 
thereunder  as  applicable  to  the  proposed 
transaction. 

All  interested  persons  are  referred  to 
the  joint  application-declaration  on  file 
m  the  office  of  the  Commission  for  a 
statement  of  the  proposed  transaction 
which  is  summarized  as  follows: 

Seaboard  proposes  to  issue  and  sell  to 
Columbia  and  Columbia  proposes  to  ac- 
quire, an  unsecured  installment  promis- 
•sory  note  in  the  face  amount  of  $6,000.- 
000.  The  note  is  to  be  non-registered 
and  dated  when  issued.  The  face 
amount  thereof  will  be  due  in  twenty- 
five  equal  annual  installments  on  Janu- 
ary 15,  of  each  of  the  years  1963  to  1987, 
inclusive.  Interest  Is  to  be  paid  semi- 
annually at  the  rate  of  5  1  percent  per 
annum ,  the  cost  of  money  to  Columbia 
on  iUs  last  sa'.c  of  debentures. 

The  proceed.s  from  the  sale  of  the  note 
will  be  used  by  Seaboard  to  repay  to 
Columbia  an  emergency  cash  advance  of 
$6,000,000  made  by  Columbia  to  Sea- 
board on  June  27,  1961.  Columbia  ad- 
vLscd  the  Commission,  by  letter  dated 
June  29.  1961,  that  it  had  made  the 
emergency  loan  pursuant  to  the  provi- 
.sions  of  Rule  45ib'<3)  under  the  Act 
Such  advance  was  made  as  a  non- 
intercst-bearing  short-term  loan  in  the 
amount  of  S6.000,000  to  assist  Seaboard 
m  making  rate  refunds  to  its  customers 
m  the  amount  of  $8,653,700.  pursuant  to 
an  Older  of  the  Federal  Power  Com- 
mission issued  April  21.  19S1.  A  part  of 
the  revenues  collected  by  Seaboard  under 
the  contested  rate  was  ased.  in  lieu  of 
long-term  debt  financing,  for  plant 
improvements. 

It  is  represented  that  no  State  com- 
mission and  no  Federal  commission, 
other  than  this  Commission,  has  juris- 
diction over  the  proposed  transaction. 
The  fees  and  expenses  to  be  Incurred  by 
Seaboard  and  Columbia  are  estimated 
at  $100  for  each  company. 

Notice  IS  further  given  that  any  Inter- 
ested person  may.  not  later  than  Janu- 
ary 30.  1962.  request  this  Commission  In 
writing  that  a  hearing  be  held  in  respect 
of  such  matter,  stating  the  nature  of  hla 
interest,  the  reasons  for  such  request, 
and  tlie  Issues  of  fact  or  law  which  he 
desires  to  controvert;  or  he  may  requcat 
that  he  be  notified  If  the  Commission 
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Saturday,  January  13,  1962 

should  order  a  hearing  thereon.     Any 
such  request  should  be  addressed:  Sec- 
retary. Securities  and  Exchange  Com- 
mission, Washington  25,  D.C.    A  copy  of 
the  request  should  be  served  personally 
or  by  mail  (air  mall  If  the  person  being 
.served  is  located  more  than  500  miles 
from  the  point  of  mailing)  upon  appli- 
cants-declarants,  and  proof  of  service 
by    affidavit,    or    in    the    case    of    an 
attorney-at-law.  by  certificate)   filed  or 
dispatched  contemporaneously  with  the 
request.    At  any  time  after  that  date  the 
joint    a  p  p  1 1  c  a  1 1  o  n-declaration,    as 
amended,  may  be  granted  and  permitted 
to  become  effective  as  provided  In  Rule 
23  of  the  rules  and  regulations  promul- 
gated under  the  Act;  or  the  Commission 
may  grant  exemption  from  its  rules  as 
provided  In  Rules  20(a)  and  100  thereof, 
or  take  such  other  action  as  it  may  deem 
appropriate.  i 

By  the  Commission. 


I  seal] 


Orval  L.  DuBois. 
Secretary. 


|FR      Doc      62-400;     Filed.     Jan      12.     1962; 
8:46    a.m  I 


(File  No.  70-40061 

NEW  ORLEANS  PUBLIC  SERVICE  INC. 

Notice  of  Proposed  Transfer  of  a  Por- 
tion of  Earned  Surplus  to  Capital 
Surplus 

January  8.  1962. 
Notice  Is  hereby  given  that  New  Or- 
leans Public  Service  Inc.  cNew  Or- 
leans"). New  Orleans  9,  Louisiana,  a 
public-utility  subsidiary  of  Middle  South 
Utilities,  Inc..  a  registered  holding  com- 
pany, has  filed  a  declaration  with  this 
Commission  pursuant  to  the  Public  Util- 
ity Holding  Company  Act  of  1935 
•  "Act"),  designating  sections  6(a)(2) 
and  7  of  the  Act  as  applicable  to  the 
proposed  transaction. 


FEDERAl  REGISTER 

All  interested  persons  are  referred  to 
the  declaration,  on  file  at  the  office  of 
the  Commission,  for  a  statement  of  the 
transaction  therein  proposed  which  is 
summarized  as  follows : 

New  Orleans  proposes  to  transfer  from 
its  earned  surplus  account  to  its  capital 
surplus  account  as  of  December  31,  1961 
an  aggregate  of  $710,264.89  which  is 
equivalent  to  50  cents  per  share  on  its 
outstanding  no  par  value  common  stock. 
At  October  31,  1961.  its  earned  surplus 
amounted  to  $12,346,604.  after  giving 
effect  to  net  income  of  $4,754,516  for  the 
12-month  period  ended  as  of  that  date, 
the  payment  of  dividends  to  its  preferred 
and  common  stockholders  in  the  aggre- 
gate amount  of  $3,979,152,  and  the 
transfer  from  earned  surplus  to  capital 
surplus  of  $355,132. 

The  declaration  states  that  no  State 
regulatory  body  or  agency  and  no  Fed- 
efal  commission  or  agency,  other  than 
this  Commission,  has  jurisdiction  over 
the  proposed  transaction.  It  is  also 
stated  that  no  fees  or  commissions  are 
to  be  paid  and  no  special  and  separable 
expenses  are  anticipated  in  connection 
with  the  proposed  transaction. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  Janu- 
ary 30,  1962.  request  in  writing  that  a 
hearing  be  held  on  such  matter,  stating 
the  nature  of  his  interest,  the  reasons 
for  such  request,  and  the  issues  of  fact 
or  law  raised  by  said  declaration  which 
he  desires  to  controvert;  or  he  may  re- 
quest that  he  be  notified  if  the  Commis- 
sion  should   order   a   hearing  thereon. 
Any  such  request  should  be  addressed: 
Secretary,     Securities     and     Exchange 
Commission,    Washington   25,   D.C.     A 
copy  of  such  request  should  be  served 
personally  or  by  mail   (airmail  if  the 
person  being  served  is  located  more  than 
500  miles  from  the  point  of  mailing) 
upon  declarant,  and  proof  of  service  ( by 
affidavit  or,  in  case  of  an  attorney-at- 
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law,  by  certificate)  should  be  filed  con- 
temporaneously with  the  request.  At 
any  time  after  said  date,  the  declaration, 
as  filed  or  as  amended,  may  be  permitted 
to  become  effective  as  provided  in  Rule 
23  of  the  general  rules  and  regulations 
promulgated  under  the  Act.  or  the  Cwn- 
misslon  may  grant  exemption  from  such 
rules  as  provided  in  Rules  20(a)  and  100 
thereof  or  take  such  other  action  as  it 
may  deem  appropriate. 

By  the  Commission. 


I  SEAL] 


Orval  L.  DuBois, 

Secretary. 


[F.R.    Doc.    62-401:     Piled,     Jan.     12,     1962- 
8:46  a.m.J 


TARIFF  COMMISSION 

CYLINDER,  CROWN,  AND  SHEET 
GLASS 

Additional  Report  to  the  President 
January  10,  1962. 
The  U.S.  Tariff  Commission's  report 
to  the  President  supplying  information 
additional  to  that  given  in  the  Com- 
mission's report  on  escape-clause  in- 
vestigation No.  7-101  concerning  cylin- 
der, crown,  and  sheet  glass  was  released 
today.  The  present  report  was  prepared 
in  response  to  the  President's  letter  to 
the  Commission  of  June  29. 1961  ;4-elease 
of  the  report  has  been  authorized  by 
the  President. 

Copies  of  the  Commission's  report  are 
available  upon  request  as  long  as  the 
limited  supply  lasts.  Address  requests 
to  the  U.S.  Tariff  Commission,  Eighth 
and  E  Streets  NW.,  Washington  25,  D.C 


I  SEAL] 


DoNN  N.  Bent, 
Secretary. 


I  F.R.    Doc.    62-417;     Filed,    Jan.     12.    1962; 
8:48  a.m.] 
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Presidential  Documents 


Title  3— THE  PRESIDENT 

Executive  Order  10985 


AMENDMENT  OF  EXECUTIVE  ORDER  NO. 
GUARDING   OFFICIAL   INFORMATION 
DEFENSE  OF  THE  UNITED  STATES 


10501,'  RELATING  TO  SAFE- 
IN    THE    INTERESTS    OF   THE 


By  virtue  of  the  authority  voste^l  in  me  by  the  Conslitiition  and 
^tatntes  of  the  United  States,  and  as  I'resident  of  tlie  United  States, 
and  deeming  such  action  necessary  in  tlie  l>est  interest  of  the  national 
security,  it  is  ordered  that  section  2  of  Executive  Order  No.  10501  of 
November  5,  1953,  as  amended  by  Executive  Order  No.  10901  of 
January  0,  1961,  be,  and  it  is  hereby,  further  amended  as  follows: 

Skction  1.  Subsection  (a)  of  section  2  is  anfended  (1)  by  deleting: 
fiom  the  list  of  departments  and  agencies  thereunder  the  ()j)ei*ations 
Coordinating  Board;- the  Office  of  Civil  and  Defense  Mobilization, 
the  International  Cooperation  Achuinistration,  the  Council  on  Foreign 
Economic  Policy,  the  Development  Ix)an  F'und.  and  the  T^resident's 
Board  of  Consultants  on  Foreign  Intelligence  Activities.  ;uid  (2)  by 
adding  theretx)  the  following-named  agencies: 

Ag*nwy  for  International  Development 

Office  of  Emergency  Planning 

reiic-e  Corpe 

I'reKident's  Foreign  Intelligence  Advisory -Board 

I'nited  States  Arms  Control  and  Disarmament  Agt'iuy 

Skc.  2.  Subsection  (b)  of  se<'tion  2  is  amended  by  deleting  from 
the  list  of  departments  and  agencies  thereunder  the  Government 
Patents  Board,  and  by  adding  thereto  the  following-named  agency: 

K<>d<>ral  Maritime  Commission 

ShX".  3.  The  agencies  which  have  been  added  by  this  order  to  the 
lists  of  departments  and  agencies  under  subsections  (a)  and  (b)  of 
section  2  of  Executive  Order  No.  10501,  as  amended,  shall  be  deemed 
to  have  had  authority  for  classification  of  information  or  material 
from  the  respective  dates  on  which  such  agencies  were  established. 

I  John  F.  Kknnkoy 

T 1 1 K  W  H I TE  House, 

January  12^196^. 

[F.R.  Do«'.  62-518;   Filed,  Jnn.  in.  VMVl .   10:2.'  a.iir.l 


Executive  Order  10986 

AMENDMENT  OF  EXECUTIVE  ORDER  NO.  10898/  ESTABLISHING 
.|        THE  INTERDEPARTMENTAL  HIGHWAY  SAFETY  BOARD 

By  virtue  of  the  authority  vested  in  me  as  President  of  the  United 
States,  it  is  hereby  ordered  that  Executive  Order  No.  10898  of  Decem- 
ber 2,  1960,  entitled  "Establishing  the  Interdepartmental  Highway 
Safety  Board,"  be,  and  it  is  hereby,  amended  by  substituting  for 
subsection  (b)  of  section  1  thereof  the  following: 

•  IS  F.R.  7049 ;  3  CFR,  1940-1953  Conip..  p.  «.>79. 

•  2r>  F.R.  12429 ;  3  CFR,  1960  Supp.,  p.  90. 


439 


THE  PRESIDENT 


440 


THE  PRESIDENT 

(b)   The  Board  shall  have  as  members  the  following: 

(1)  The  Secretary  of  Conmierce,  who  shall  be  the  Chairman  of 
the  Board. 

(2)  The  Secretary  of  Defense. 

(3)  The  Postmaster  (Jeneral. 

(4)  The  Secretary  of  Labor. 

(5)  The  Secretary  of  Health,  Education,  and  Welfare. 

(6)  The  Chairman  of  the  Interstate  Commerce  Commission. 

(7)  The  Administrator  of  (Jeneral  Servic^.s. 

.FoMN    F.     Kf.nnkdy 
TnK   Wiihk   ni'r>K, 

J I  mm  I  r  If    I  ',.   VMl^. 

\V AK    I»"M    <;•_'  .-.]!»    h'jU'd.  .1,111    1'.    1;h;j     id  jr,  a  m  | 


Rules  and  Regulations 


Title  7— AGRICULTUIIE 

Chapter  VII — Agriculturol  Stoblllza- 
tion  and  Cons«rvotion  Service  (Agri- 
cultural Adjustment),  Department  m\ 
Agriculture 

SUBCHAPTER   D — SPECIAL  RPOGRAMS    . 
1 1962  Peed  Grain  Program.  Supp.  1] 

PART  775 — FEED  GRAINS 

Subpart — 1962   Feed  Grain   Program 
Regulations 

Correction 

In  F.R.  Doc.  61-12428  appearing  at 
page  155  of  the  issue  for  Saturday.  Jan. 
6.  1962,  the  following  corrections  are 
made  in  the  table  of  S  775.152: 

1.  Ptor    "Marion    County.    Iowa",    the 
■1969-60  adjusted  average  yield"  should 

read  "31.2". 

2.  Por  "Juneau  County.  Wisconsin", 
the  "50  percent  payment  rate  per  acre" 
should  read  "18.70". 

I 

Chapter  IX — Agricultural  Marketing 
Service  (Marketing  Agreements  ond 
Orders),  Department  of  Agriculture 

(Lemon  Reg.  1.  Amdt.  1) 

PART    910— LEMONS    GROWN    IN 
CALIFORNIA  AND  ARIZONA 


Limitation   of   Handling 

Findings.  1 .  Pursuant  to  the  market- 
ing agreement,  as  amended,  and  Order 
No.  910,  as  amended  (7  CPR  Part  910), 
regulating  the  handling  of  lemons  grown 
in  California  and  Arizona,  effective  mi- 
der  the  applicable  provisions  of  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937.  as  amended  (7  U.S.C.  601-674) .  and 
upon  the  basis  of  the  recommendatkm 
and  information  submitted  by  the  Lemon 
Administrative  Committee,  established 
under  the  said  amended  marketing 
agreement  and  order,  and  upon  other 
available  information,  it  is  hereby  found 
that  the  limitation  of  handling  of  such 
lemons  as  hereinafter  provided  will  tend 
to  effectuate  the  declared  policy  of  the 
act. 

2.  It  is  hereby  further  found  that  it  is 
impracticable  and  contrary  to  the  public 
interest  to  give  preliminary  notice,  en- 
gage in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
regulation  until  30  days  after  publica- 
tion hereof  in  the  Pboksal  Rxsism  (5 
U.S.C.  1001-1011)  because  the  time  in- 
tervening between  the  date  when  infor- 
mation upon  which  this  amendment  is 
based  became  available  and  the  time 
when  this  amendment  must  become  ef- 
fective in  order  to  effectuate  the  dedared 
policy  of  the  act  Is  insufBcient.  and  this 
amendment  relieves  restriction  on  the 
handling  of  lemons  grown  in  California 
and  Arizona. 


Order,  as  amended.  The  provisions  in 
paragraph  (b)(1)  (i)  and  (U)  of  §910.- 
301  (Lemon  Regulation  1,  27  FJl.  166) 
are  hereby  amended  to  read  as  follows: 

(i)  District  1 :  23,250  cartons; 
(il)  District  2:   176,700  cartons. 

(8«cg.  1-19,  48  Stat.  31,  as  amended;  7  U.S.C. 
601-674) 


Dated:  January  11.  1962. 

Paul  A.  Nicholson, 
Deputy  Director.  Fruit  and  Veg- 
etable  Division,   Agricultural 
Marketing  Service. 

|P.R.     Doc.     62-463:     Piled,     Jan      15.     1962; 
8:46    a.m.| 


PART  990— CENTRAL  CALIFORNIA 
GRAPES  FOR  CRUSHING 

Establishment  ot   Handler  Charges 

Notice  was  published  in  the  November 
8,  1961,  issue  of  the  Federal  Register 
<26  P.R.  10516),  that  there  was  under 
consideration  a  proposal  to  establish  a 
schedule  of  charges  which  handlers  may 
deduct  from  any  monies  owed  by  them 
to  producers  (or  their  successors  in  in- 
terest) as  compensation  for  costs  in- 
curred by  the  handlers  in  connection 
with  setaside  under  Marketing  Agree- 
ment No.  133  and  Order  No.  990  (7  CTR 
Part  990;  26  PJl.  7797).  hereinafter  re- 
ferred to  collectively  as  the  "order",  reg- 
ulating the  handling  of  Central  Cali- 
fornia grapes  for  crushing.  This  mar- 
keting order  program  is  effective  under 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (7  U.S.C.  601- 
674). 

Said  notice  afforded  interested  persons 
a  14-day  period  (which  was  to  have  ex- 
pired December  1,  1961)  to  submit  writ- 
ten data,  Tiews.  or  arguments  pertaining 
to  the  proposal.  The  period  prescribed 
in  said  notice  for  the  receipt  of  such  com- 
ments was  extended  on  November  22, 
1961  (26  PJl.  10933) ,  to  expire  E>ecember 
15,  1961,  and  further  extended  on  De- 
cember 14.  1961  (26  PR.  11982),  to  ex- 
pire January  4,  1962. 

After  consideration  of  all  relevant 
matters  presented,  includihg  the  com- 
mittee's recommendations,  said  handler 
charges  are  hereby  established  for  the 
period  August  26,  1961-June  30,  1962,  as 
follows: 

§  990.401  Eslabli»hmenl  of  char|;e«>  lo 
coBipeiuale  handlers  for  receiving, 
processing,  storing  and  certain  other 
costs  relating  to  setaside  of  the  1961- 
62  crop  year. 

(a)  Costs.  Each  handler  who  incurs 
a  setaside  otdigation  during  the  period 
beginning  on  August  26, 1961,  and  ending 
on  June  30,  1962,  and  sets  aside  proof 
gallons  of  |>roducts,  or  the  concentrate 
equlvalait  tbicrcof,  in  accordance  with 
volume  regulation  in  effect  under 
11990.54  and  990.203.  shall  be  com- 
pensated as  provided  in  paragraph  (b) 


of  this  section,  for  the  cost  items  per- 
taining to  such  setaside  that  are  set 
forth  below. 

(1)  Costs  of  receiving,  processing,  and 
storing,  and  other  costs  including : 

(i)   Sugar  testing, 

(ii)   Maintenance  and  care, 

•  ivi)  Insurvice,  computed  on  the  prod- 
uct at  the  rate  of  $20.00  per  ton  for  an 
equivalent  quantity  of  fresh  grapes  at  21 
degrees  Balling,  or  the  maximum  value 
allowed  by  carriers  for  insurance  pur- 
poses, whichever  is  less, 

(iv)   County  taxes, 

(v)  Loading  out  for  delivery  to  the 
Grape  Crush  Administrative  Committee, 
or  its  designee,  for  ultimate  disposition, 
and 

t  vi )  The  processing  of  dessert  wine  to 
a  condition  which  is  acceptable  for  inter - 
winery  sales. 

(b)  Establishment  of  c  h  a  r  g  e  s — <li 
Grapes  for  crushing,  other  than  raisin 
residual  material.  Each  haiKller  may 
deduct  from  money  owed  any  producer 
•  or  his  successor  in  intei'est)  the  amount 
of  $12.0()  per  ton  for  each  ton  of  that 
quantity  of  grapes  for  crushing  obtained 
by  applying  the  surplus  percentage  foi- 
the  crop  year  established  by  §  990.203. 
adjusted  to  any  subsequent  reduction  of 
such  percentage,  to  the  total  receipts  of 
grapes  for. crushing  from  such  person 
during  the  period  beginning  on  August 
26,  1961,  and  ending  on  June  30.  1962. 
at  premises  within  the  State  of  Califor- 
nia controlled  or  operated  by  such  han- 
dler. The  sum  of  $12.00  shall  include 
compensation  for  all  cost  items  specified 
in  paragraph  (a)  of  this  section.  Of 
such  amount,  $8.50  per  ton  shall  con- 
stitute the  charge  for  costs  incurred 
during  the  period  August  26,  1961-June 
30,  1962;  and  $3.50  per  ton  shall  consti- 
tute the  charge  for  the  cost  of  storage 
and  for  such  of  the  costs  specified  in 
paragraph  (a)  (2)  of  this  section  as  may 
be  applicable,  incurred  during  the  crop 
year  beginning  on  July  1,  1962.  For  the 
purposes  of  this  subparagraph  only, 
'total  receipts  of  grapes  for  crushing" 
shall  not  include  (i)  sweepings  or  othor 
residual  material  from  raisin  processing, 
and  (ii)  those  varieties  of  grapes  for 
crushing  exempted  by  f  990.202  from 
volume  regulation  for  the  said  period. 

(2)  Grapes  for  crushing — raisin  resid- 
ual material.     [Reserved] 

It  is  hereby  found  and  determined  that 
good  cause  exists  for  not  postponing  the 
effective  date  hereof  until  30  dasrs  after 
publication  in  the  Federal  Registeb  (5 
U.S.C.  1003(c))  in  that:  (1)  The  order 
became  effective  August  26,  1961,  and 
beginning  with  that  date  handlers  have 
been  incurring  setaside  obligations  on 
grilles  for  crushing,  other  than  those 
exempted  from  volume  regulation  by 
§  990.202;  (2)  handlers  have  been  incur- 
ring expenses  of  receiving,  processing, 
storing  and  ether  costs  of  setaside  in 
satisfaction  of  such  obligations;  (1)  au- 
thorization contained  herein  for  han- 
dlers to  deduct  said  charges  will  auto- 
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matlcally  apply  from  August  26.  1961, 
and  <4)  no  advance  preparation  by  han- 
dlers Is  required  to  comply  with  this 
subpart. 

(Sec*.  1-10  48  Stat  31  u  Amended:  7  U  SC 
601-674) 

Dated:  January  11.  1962.  to  become 
effective  upon  publication  In  the  Fideral 
RKGism. 

Ployd  p.  Hkdluwd. 
Director .   Fruit  and    Vegetable 
Division,    Agricultural    Mar- 
keting Service. 

iPJl.     Doc.     62-464;     PUed.    Jan.     15.     1962. 
8  47  am  I 


Title  5— ADMINISTRATIVE 
PERSONNa 

Chapf*r  I-— Civil  S«rvic«  Commission 

PART  6— EXCEPTIONS  FROM  THE 
COJMPETITIVE  SERVICE 

Doportmont  of  HooHh,  Education,  and 
Wolforo 

Effective  upon  publication  In  the  Pio- 
nuL  Raoztm.  subparagraphs  (7)  and 
(8)  are  added  to  paragraph  'a)  of  I  6  114 
as  set  out  below 

§^114      Departmenl   of    Heallli.    Kdiira- 
lion,    and   Welfare. 

•  a)   St.  Elizabeth' $  Hospital      *    *    • 
(7)   Three  Medical  OfBcers   (Internal 
Medicine   Resident)    for  not   to  exceed 
three  months'  employment  in  the  case 
of  any  one  Individual. 

(8>  One  Medical  Officer  (Physical 
Medicine  and  Rehabilitation  Resident) 
for  not  to  exceed  one  year's  employment 
in  the  case  of  any  one  Individual 

tR3.  17S3.  sec    3.  22  Stat    403.  as  timendeU 
9  use    631.  633) 

Unitid  Statm  Civil  Serv- 
ick  commzssion. 
[  SEAL  1       Mart  V.  WsifziL, 

Extcutive  Assistant  to 
the  Commissioners 

fFR     Doc      62-462;     Piled.     Jan      l.S      1962 
8  47  am.) 


Title  12— BANKS  AND  BANKING 

Chaptor  V — Fodoral  Home  Loan  Banit 
Boord 

SUICHAPTER   C— f€DHAl  SAVINGS  AND   LOAN 
SYSTEM 

INo.    153571 

PART  545 — OPERATIONS 

Fixing  of  Dotermination  Date 

Janttasy  11.  1962 
Resolved  that  the  Federal  Home  Loan 
Bank  Board,  upon  the  basis  of  considera- 
tion by  it  of  the  advisability  of  amend- 
ment of  f  545.1-1  of  the  rules  and  regula- 
ttona  for  the  Pederal  Savings  and  Loan 
System  (12  CPR  545.1-1)  as  hereinafter 
set  forth,  and  for  the  purpose  of  effecting 
said  amendment,  hereby  amends  said 
i  545.1-1  as  follows,  effective  immedi- 
ately: 


RULES  AND   REGULATIONS 

Paragraph  (d)  of  said  section  is  hereby 
amended  to  read  as  follows: 

«d)    Determination  date.    For  the  pur- 
pose of  computing  earnings  for  distribu- 
tion on  savings  accounts,  the  board  of 
directors  of  a  Pederal  association  which 
has  a  charter  in  the  form  of  Charter  N 
or  Charter  K  <rev.i  may.  after  adoption 
of  a  resolution  so  providing  and  while 
sucli  resolution  remains  in  effect,  fix  a 
date,    not    later   than    the    twentieth   of 
the  month,  for  determining  the  date  of 
Investment  of  payments  on  savines  ac- 
counts   or    designated    classes    thereof 
Provided.  That,  prior  to  June  30.   1963. 
no  such  Federal  association  may  fix  as 
such  date  a  date  later  than  the  tenth  of 
the  month  if  it  is  a  date  whicli  building 
and   loan  or  savings  and   loan  associa- 
tions, homestead  associations,  coopera- 
tive  banks,  and   mutual  savings  banks 
in  the  State,  district,  or  territory   (In- 
cluding   Puerto    Rico.    Guam,    and    the 
Virgin  Islands)  in  which  the  home  office 
of   such   Federal   association   is   located 
are  prohibited  by  the  laws  of  such  State, 
district,  or  territory  from  fixing  as  such 
date,  except  that  such  a  Pederal  asso- 
ciation may  Ax  as  such  date  a  date  not 
later  than  the  fifteenth  of  the  month  if 
its  home  'ofBce  is  located  in  a  State,  dis- 
trict, or  territory  the  laws  of  which  ex- 
pressly provide  that  building  and  loan 
or  savings  and  loan  associations,  home- 
stead associations,  cooperative  banks,  or 
mutual  savings  banks  may  fix  as  such 
date  a  date  not   later  than   the   tenth 
business  day  of  the  month     Payments, 
affected  by  such  determination  date,  re- 
ceived by  the  association  on  or  before 
such    determination   date   shall    receive 
earnings  as  If  Invested  on   the  first  of 
such  month ,  payments,  affected  by  such 
determination  date,  received  subsequent 
to  such  determination  date  shall  receive 
earnings  as  if  invested  on   the  first  of 
•  the  next  succeeding  month 

(Sec  5.  48  Stat  132.  aa  amended:  12  USC 
1464  Reorg  Plan  No  3  of  1947  12  PR 
4981     3   CFR.    1947   Supp  i 

Resolved  further  that,  as  the  Board 
for  good  cause  finds  and  determines  that 
notice  and  public  procedure  herein  are 
impracticable  under  the  provision*  of 
section  4<a)  of  the  Administrative  Pro- 
cedure Act.  because  due  and  timely  exe- 
cution of  its  functions  require  the  im- 
mediate amendment  of  paragraph  idi 
of  said  9  545.1-1  so  as  to  give  effect,  for 
the  present,  to  state  laws  in  several 
states  which  prohibit  determination 
dates  as  early  as  that  provided  for  in 
the  existing  regulation,  and  for  the  same 
reason  the  Board  finds  and  determines 
for  good  cause  that  deferment  of  the 
effective  date  of  such  amendment  is  im- 
practical and  that,  under  the  circum- 
stances, notice  and  public  procedure 
under  section  4fa)  of  said  Act.  and 
deferral  of  the  effective  date  under  sec- 
tion 4<c)   of  said  Act,  are  not  required. 

By    the    Federal    Home    Loan    Bank 
Board. 


SEAL  1 


Harry  W.  Caulskn. 
Secretary 


IPR      Doc      62-471;     Piled      Jan      15      1962 
8  48  am  | 


Title  14-AERONAIITICS  AND 
SPACE 

Chapter  III — Fodoral  Aviation  Agency 

SUBCHAPTEI    C — AIICIAFT    REGULATIONS 

(Reg  Docket  No   1013:  Amdt  385) 

PART  507— AIRWORTHINESS 
DIRECTIVES 

Boeing   707/720  Series  and  Douglas 
DC-8   Series   Aircraft 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  PR.  6489* . 
an  airworthiness  directive  was  adopted 
on  December  22.  1961.  and  made  effec- 
tive immediately  because  of  the  safety 
emergency  Involved  as  to  all  known 
United  States  operators  of  Boeing  707 
720  Series  and  Douglas  DC-8  Series  air- 
craft equipped  with  Pratt  and  Whitney 
JT3D-3  turbofan  engines.  Ehie  to  re- 
cent failures  of  P/V  393504  fourth  stage 
compressor  rotor  disc,  the  amendment 
required  that  the  disc  be  Inspected  for 
cracks  and  if  cracks  were  found,  the 
engine  was  to  be  removed  for  disc  re- 
placement prior  to  further  flight. 

Since  it  was  found  that  immediate 
corrective  action  was  required  in  the 
interest  of  safety,  notice  and  public  pro- 
cedure thereon  were  impracticable  and 
contrary  to  the  public  interest  and  good 
cause  existed  for  making  the  airworthi- 
ness directive  effective  immediately  a.s 
to  all  known  US.  operators  of  Boeing 
707  720  Series  and  IDouglas  DC-8  Series 
aircraft  equipped  with  Pratt  and  Whit- 
ney JT3D-3  turbofan  engines  by  indi- 
vidual telegrams  dated  December  22. 
1961.  Since  these  conditions  still  exist, 
the  airworthiness  directive  is  hereby 
published  In  the  Federal  Register  as  an 
amendment  to  i  507.10(a)  of  Part  507 
( 14  CFR  Part  507) .  to  make  it  effective 
as  to  all  persons.  The  provision  of  par- 
agraph B  of  the  telegraphic  directive 
has  been  revised  in  this  amendment  to 
clarify  the  compliance  requirement  for 
engines  with  less  than  200  hours'  time 
in  service. 

BoriNi;  AND  Dtji'JiLAS      Applies  to  all  707   720 
Series  and  DC-8  Series  aircraft  equipped 
wttli  Pratt  and   Whitney  JT3D-3  turbo- 
fan engines 
Compliance   required  aa  Indicated 

(a)  Por    engines    previously    Inspected    by 
the    procedure  described    in    ptaragraph    (ci 
relnapect  in  accordance  with  paragraph   (ci 
every  225  hours'  time  In  service  thereafter 

( b )  Por  engines  not  previously  inspected 
by  the  procedure  described  in  paragraph  (ci 
inspect  In  accordance  with  paragr.iph  ici 
u«  foUowa. 

I  1  I  Inspect  engines  with  200  or  more 
hours'  time  In  service  within  the  next  25 
hours'  time  In  service  and  every  225  hours' 
time  in  service  thereafter 

(2)  Inapect  engines  with  less  than  200 
hours'  time  In  service  by  the  time  225  hours' 
time  In  service  have  been  accumulated  and 
every  225  hours'  time  In  service  thereafter 

(ci  Due  to  recent  failures  of  P  N  393504 
fourth  stage  compressor  rotor  disc.  Inspect 
the  disc  for  cracka  adjacent  to  the  Inside 
edge  of  the  tie  bolt  circular  rib  in  the  dUc 
web  Such  cracks  may  progress  along  the 
inside  of  the  rib  and  then  toward  the  disc 
bore  through  the  bore  stiffening  section. 

To  accomplish  the  Inspection,  remove  the 
front  accessory  drive  support   aasembly    (Nl 


i 


Tuesday,  January  16,  1962 

gearcaae)  and  the  front  scceaory  drive  niain 
spur  gaar  (Nl  fares—  oeupilng).  UilBg  a 
strong  light  and  borescop*  or  atmllar  optical 
device,  visually  Inspect  the  fourth  stage  com- 
pressor rotor  disc  In  the  area  noted  above. 
If  any  cracking  la  found,  the  engine  must  be 
removed  for  dlac  replacement  prior  to  fur- 
ther flight. 

I  Pratt  and  Whitney  Aircraft  telegraphic 
message  of  December  19,  1961.  covers  the 
f  r»me  subject  ) 

This  amendment  shall  become  effec- 
tive upon  publication  in  the  Fsoxral 
Recistee  for  all  persons  except  those  to 
whom  it  was  made  effective  Immediately 
by  telegram  dated  December  22.  1961. 

(Sec    313(a),  801,  603;  73  Stat.  753,  776,  778; 
40  use.  1364(a).  1431.1423)  i 

Issued  in  Washington,  DC,  on  Janu- 
ary 9.  1962. 

a.  S.  MooRx. 
Acting  Director, 
Flight  Standards  Service. 

|PR      Doc      62-434:     Filed 
8  45  a.m.  I 


Jan.    16.    1863; 


Title  16-COMMERaAL 
PRACTICES    I 

Chopter  I — F«d«ral  Trod*  Cemmistibn 

[Docket  8412  CO. I         | 

PART   1 3— PROHIBITED  TRADE 
PRACTICES  I 

Acufthnat  Carp*t  Mills,  Inc.,  •!  al. 

Subpart— Advertising  falsely  or  mls- 
leadlngly:  i  13.30  Composition  of  goods: 
i  13  30-76  Textile  Fiber  Products  Iden- 
tification     Act.      Subpart— Purnishtof 
means  and  instrumentalities  of  misrep- 
resentation or  deception:  f  13.1055  Fur- 
nishing means  and  instrumentalities  of 
misrepresentation   or  deception.     Sub- 
part— M  isbranding  or  misIabeUnf : 
5  13.1212  Formal  regulatory  and  statu- 
tory requirements:    f  13.1212-^0  Textile 
Fiber      Products      Identification      Act- 
5  13.1323  Size  or  weight.    Subpart— Neg- 
lecting, unfairly  or  deceptively,  to  make 
material  disclosure:   5  13.1845  Composi- 
iton:  9  13.1845-70  Textile  Fiber  Products 
Identification     Act;     9  13.1852     Formal 
regulatory  and  statutory  requirements' 
5  13.1852-70  Textile  Fiber  Products  Iden- 
tification Act.    SulH>art^-Using  mislead- 
ing   name— Goods:    }  13.2280    Composi- 
tion: 5  13.2280-70  Textile  Fiber  Products 
Identification  Act.' 

(Sec  6.  38  Stat.  721;  18  USC.  46.  Interpret 
or  apply  sec  5,  38  Stat.  719.  aa  amended-  72 
Stat.  1717;  15  U.S.C.  46.  70)  |  Ceaae  and 
desist  order,  Acushnet  Carpet  Mma.  Inc 
I  New  Bedford,  Mass),  et  al..  Docket  8412 
tSppt   29,  19611 

In  the  Matter  of  Acushnet  Carpet  Mills. 
Inc..  a  Corporation,  and  Martin  Berdy 
and  Morris  Lefkowitz.  Individually 
and  as  Officers  of  Said  Corporation: 
Arcco  Selling  Agency,  Inc.,  a  Corpora- 
tion, and  Myron  S.  Rosenberg,  /.  Stan- 
ley Bailey  aTid  Milton  L.  Rosenberg, 
Individually  and  as  Officers  of  Said 
Corporation 

Consent    order    requiring    manufac- 
turers in  New  Bedford,  Mass.,  to  cease 
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violatinc  the  TextUe  Fiber  Products 
Identification  Act  by  advertising  on  a 
price  list  as  "Woolray  Blend  oT  wool, 
rayon,  cotton,  nylon",  rugs  the  constitu- 
ent fibers  of  whi^  were  not  designated 
in  the  order  of  predominance  as  re- 
quired, and  in  which  the  wool  content- 
implied  to  be  substantial  by  the  term 
"Woolray"- was  insignificant;  by  failing 
to  label  rugs  with  the  true  generic  name 
of  fibers  in  the  order  of  their  predomi- 
nance by  weight  and  the  "other  fibers" 
present  in  amounts  of  5  percent  or  less. 
together  with  percentages  of  each;  and 
by  faliteg  to  comply  with  other  require- 
ments of  the  Act;  and  to  ceaai  violating 
the  Federal  Trade  Commission  Act  by 
labeling  as  "Approx.  9'  x  12  ",  rugs 
which  were  substandard  both  In  length 
and  in  width  by  as  much  as  eight  inches. 
The  order  to  cease  and  desist,  includ- 
ing order  requiring  report  of  compliance 
therewith.  Is  as  follows: 


It     is     ordered.     That     respondents 
Acushnet  Carpet  Mills.  Inc.,  a  corpora- 
tion. Its  ofBeen,  Martin  Berdy  and  Bdor- 
rls  Lefkowits.  Individually  and  as  ofBeers 
of  said  corporation,  ana  Arcco  Selling 
Agency,  Ine^  a  corporation,  its  officers. 
and  Mynm  8.  RoMnberg  and  I.  Stanley 
Bailey,  IndivkhiaUjr  and  as  oflloers  of 
said  corporation,  and  respondents'  rep- 
resentatives, acents  and  employees,  di- 
rectly or  through  any  corporate  or  other 
device,  in  connection  with  the  Introduc- 
tion, delivery  for  introduction,  manu- 
facture for  introduction,  sale,  advertis- 
ing or  offering  for  sale,  in  commerce,  or 
in  the  transportation  or  causing  to  be 
transported  in  commerce,  or  In  the  im- 
porUtlon   into    the   United    States,   of 
textile  fiber  products:  or  in  connection 
with  the  selling,  offering  for  sale,  adver- 
tising, delivering,  transporting,  or  caus- 
ing to  be  transported,  textile  fiber  prod- 
ucts.   which   have   been   advertised   or 
oCered  for  sale,   in   commerce;    or   in 
connection  with  the  selling,  offering  for 
sale.  adverUstng.  deUvering,  transport- 
ing, or  causing  to  be  transported,  after 
shipment    in    commerce,    textile    fiber 
products,  either  In  their  original  state 
or  which  were  contained  in  other  tex- 
tile fiber  products,  as  the  terms  "com- 
merce" and  "textUe  fiber  products '  are 
defined  in  the  Textile  Fiber  Products 
Identification  Act.  do  forthwith   cease 
and  desist  from: 

A.  Misbranding  such  products  by 
falsely  or  deceptively  stamping,  tagging, 
labeling,  invoicing,  advertising  or  other- 
wise identifsring  nich  products  as  to  the 
name  or  amount  of  constituent  fibers 
contained  therein. 

B.  Misbranding  textUe  fiber  products 
by  failing  to  aflfac  labeb  to  such  prod- 
ucts showing  each  element  of  inforraa- 
Uon  required  to  be  disclosed  by  section 
4(b)  of  the  Textile  Fiber  Products  Iden- 
tification Act. 

C.  Making  any  representations  by  dis- 
closure or  by  iOQriicatlon  of  tlie  fiber 
contorts  <rf  any  textUe  fiber  product  In 
any  written  advertisement  which  Is  used 
to  aid.  promote,  or  assist  directly  or  in- 
directly in  tho  sate  or  oflerlxw  for  sale 
of  such  tcoEtUe  fiber  pioduet  unless  the 
samt  inf annatton  requirad  to  bo  dwwn 
on  the  stamp,  tag.  label  or  other  UMans 
of  identification  under  section  4(b)  (1) 
and   (2)   of  the  TextUe  Fiber  Products 
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IdentificaUon  Act  is  contained  in  the 
said  advertisement,  except  that  the  per- 
centages of  the  fibers  present  in  the 
textUe  fiber  product  need  not  be  stated. 
D.  Making  any  reprcaentatiaBs  as  to 
fiber  content  of  any  textUe  fiber  prod- 
uct or  any  portion  of  a  textile  fiber 
product  which  has  been  labeled  as  be- 
ing composed  of  unknown  or  undeter- 
mined fibers. 

It  is  further  ordered,  That  respond- 
ents Acushnet  Carpet  BCills,  Inc.,  a  cor- 
poration, its  oflOcers,  and  Martin  Berdy 
and  Morris  Lefkowitz,  individuaUy  and 
as  officers  of  said  corporation,  and  Arcco 
Selling  Agency.  Inc..  a  corporation.  Its 
officers,  and  Myron  S.  Rosenberg  and  L 
Stanley  BaUey.  individuaUy  and  as  ofli- 
cers  of  said  corporation,  and  respondents' 
representatives,  agents  and  pmployees. 
directly  or  through  any  corporate  or 
other  device,  in  connection  with  the 
offering  for  sale,  sale  or  distribution  of 
rugs  or  any  other  product  in  commerce, 
as  "commerce"  is  defined  in  the  Federal 
Trade  Commission  Act,  do  forthwith 
cease  and  desist  from:  Representing, 
directly  or  Indirectly,  the  size  of  said 
products  to  be  of  larger  dimensions  than 
is  the  fact. 

It  is  further  ordered.  That  the  com- 
plaint be,  and  the  same  hereby  is  dis- 
missed as  to  Milton  L.  Rosenberg,  indi- 
vidually and  as  an  officer  of  Areco  Selling 
Agency.  Inc. 

It  is  further  ordered.  That  the  respond- 
ents herein  shaU.  within  sixty  (60)  days 
after  service  upon  them  of  this  order, 
file  with  the  Commission  a  report  In 
writing  setting  forth  in  detail  the  man- 
ner and  form  in  iHiich  they  have  com- 
plied with  this  order. 

Issued:  September  29.  1961. 

By  the  Commission. 


I  SEAL] 


Joseph  W.  Srba. 
Secretary. 


[PR      Doc.     62-438;     Filed.    Jan      15.     1962; 
8.45  a.ra.| 


riUe  21— FOOD  AND  DMIfiS 

Chapter  I — Food  and  Drug  Adminis- 
tration, DeportmoNt  of  HetHth,  Edu- 
cation, and  Wolforo 

SUBCHAFTEg  C — DRUGS 

PART  146o— CHtBFICATION  Of  PEN- 
ICILLIN AND  PB4ICILUN-CONTAIN- 
ING  DRUGS 

PART  146b— CERTIFICATION  OF 
STREPTOMYCIN  (OR  DIHYDRO- 
STREPTOMYON)  AND  STtEPTO- 
MYCIN-  (Oft  DIHYOROSTftEPTO- 
MYCIN-)  CONTAINING  DftUGS 

MiscoUanoows  Amondmonts 

Under  the  authority  vested  in  the 
Secretary  of  Health.  Education,  and 
WelfM^  by  the  Federal  Food.  Drug,  and 
Cosmetic  Act  (sec.  507.  59  Stat.  483.  as 
amended;  21  U.8.C.  357>  smA  delegated 
to  the  OsaanisBkmer  of  Food  and  Dn«a 

by  the  awretary  (2S  FA.  8t25) .  tiM  reg- 
ulations for  certification  of  antibiotic 
and  antibiotic -containing  drugs  (21  CFR 
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14te.67.     14«b.l06)     are    amended    as 
foUowe: 

1.  Section  146a.67  Procaine  peniciUin 
in  atrtptomwdn  wulfate  tolutkm;  *  *  *. 
le  amenitert  In  the  foUowlnc  rejects: 

a.  m  the  concluelon  to  paracraph  (a) . 
the  worda  "by  1 14«b.l01(a)  "  and  "by 
I  146b.l06(a)"  are  chanced  to  read  "by 
If  146b.l01(a)  or  14«b.l06(a)"  and  "by 
ii  14«b.l03(a)  or  146b.l0«(a)".  reapeo- 
tlTely.  Am  amended,  the  ooneluslon  to 
paragraph  (a)  reads  as  follows: 

The  procaine  penicillin  used  conforms 
to  the  reqiilrements  prescribed  by 
I  146a.44(a) .  The  streptomycin  sulfate 
used  conforms  to  the  requirements  pre- 
scribed by  I  IMb.lOKa)  or  1 14«b.l0«(a) 
of  this  chapter.  The  dlhydrostreptomy- 
eln  sulfate  used  conforms  tp  the  require- 
ments prescribed  by  1 14eb.l03(a)  or 
f  14«b.l0e(a)  of  this  chapter.  Each 
other  substance  used,  If  Its  name  Is  rec- 
ofniaed  In  the  X3B:p.  or  NJ^.,  conforms 
to  the  standards  prescribed  therefor  by 
sueh  ofBdal  compendlimi. 

b.  Paracraph  (d)  (S>  (Ul)  is  amended 
by  addlni  thereto  the  following  new  sen- 
tence: "If  the  streptomycin  or  dlhydo- 
streptomyclB  used  In  making  the  batch 
la  a  iolutton  of  the  drug,  the  person  who' 
requests  oertifloatlon  shall  dry  a  sufB- 
dent  quantity  of  the  solution  to  meet 
these  sample  requirements." 

2.  Section  146b.  106  Streptomycimul- 
taU  M<aunon:  *  •  *.  is  amended  in  the 
fidlowlng  respects: 

a.  Paragraph  (d)  (2)  (11)  Is  changed  to 
read  as  follows: 

(11)  The  streptomycin  or  dlhydro- 
streptomydn  sulfate  used  In  making  the 
batch;  potency  on  dry  basis  and  crystal- 
Unity  If  It  Is  crystalline  dlhydrostrepto- 
mydn  sulfate. 

b.  Paragraph  (d)  (3)  (ill)  is  changed  to 
read  as  follows: 

(ill)  The  streptomycin  or  dihydro- 
str^tomycln  used  in  making  the  batch; 
one  immediate  container,  unless  It  is 
crsrstalline  dlhydrostreptomycin.  in 
which  case  the  sample  shall  consist  of 
three  Immediate  containers.  Each  im- 
mediate container  shall  contain  approxi- 
mately 0.5  gram  of  the  dried  dnig  pack- 
aged in  accordance  with  the  requirements 
of  1 146b.l01(b) .  If  the  streptomycin  or 
dihydrostreptomyeln  used  in  m^fciTig  the 
batch  is  a  solution  of  the  drug,  the  per- 
son who  requests  certification  shall  dry  a 
sul&cient  quantity  of  such  solution  for 
potency  testing  ou  the  dry  basis. 

Notice  and  public  procedure  are  not 
necessary  prerequisites  to  the  promul- 
gation of  this  order,  and  I  so  find,  since 
the  amendments  are  a  relaxation  of  ex- 
isting requirements,  in  that  they  provide 
certification  procedure  to  cover  alterna- 
tive methods  of  manufacture  for  certain 
antibiotic  dnigs.  I  also  find  that  such 
changes  in  manufacture  do  not  alter  the 
safety  and  efficacy  of  these  drugs,  con- 
ditions pertinent  to  their  certification 
under  section  507  of  the  Federal  Food, 
Drug,  and  Cosmetic  Aot. 

Effective  date.  This  order  shall  be 
effective  30  days  from  the  date  of  its 
publication  in  the  Fsdrul  RcoamL 


RULES  AND  REGULATIONS 

(Sm.  507.  M  SUt.  468.  M  unended.  31  U  8  C 
887) 

Dated:  January  10.  1062. 

Oso.  P.  Larrick, 
Commissioner  of  Food  and  Drugs. 

[TB,.    Doc.    83-480:     FU«d.    Jan.     15.     1843: 
8:48  ajn  I 


Title  32— NATIONAL  DEFENSE 

Chapter  V — Deportment  of  the  Army 

SUaCHAmi   I — OlOANIZiO   liSflVfS 

PART  562— RESERVE  OFFICERS' 
TRAINING  CORPS 

Miscellaneous  Amendments 

1.  In  I  562.13.  add  new  sentence  to 
paragraph    (b)(1)    as  follows: 

§562.13     Establiahmcnt   of   M>nior   divi- 
•ion   ROTC  uniu. 

•  •  •  •  •      . 

(b)  Procedure  for  the  establishment  of 
a  senior  dixHsion  ROTC  unit.  (1)  •  •  •. 
The  Institution  may  make  application  for 
the  Army  (o  maintain  accountability 
and  responsibility  for  Government  prop- 
erty provided  for  ROTC  training  at  the 
Institution  at  the  same  time  application 
Is  made  for  the  establishment  of  an 
ROTC  unit. 

2.  In  i  562.15.  revise  paragraph  (e)  to 
read  as  follows: 

§  562.15      Conditiofu     for     mention     of 
aniUu 

In  order  to  retain  an  established 
ROTC  unit,  each  Institution  must  con- 
tinuously meet  the  following  require- 
ments: 


(e)  Other  factors.  (1)  Each  Institu- 
tion must  maintain  the  appropriate  re- 
quirements of  AR  145-421  concerning 
storage  of  and  responsibility  for  Oovem- 
ment  property  provided  for  ROTC  train- 
ing at  the  institution. 

(2)  Each  class  MC  and  CC  institution 
must  maintain  the  requirements  for  es- 
tablishment of  a  senior  division  unit  as 
prescribed  in  i  562.13. 

3.  Add  new  paragraphs  <d)  to  §  562.19. 
to  read  as  follows: 

§  362.19      Enrollnwnt   quotas. 

•  •  •  •  • 

(d)  At  class  MC  institutions,  all  stu- 
dents who  qualify  (5  562.21)  for  enroll- 
ment in  the  ROTC  will  be  enrolled  there- 
in without  regard  to  quota  limitations. 

4.  Revise  paragraph  (f )  in  i  562.21.  to 
read  as  follows: 

§  562 JEl      C«ner»l   requirement!!    for  en- 
rollment. 

Each  student  must  meet  the  following 
requirements  to  be  eligible  for  enroll- 
ment in  any  division  of  the  ROTC: 

•  •  •  •  • 

(f)  Other  reQUirements.  (1)  The  ap- 
I^cant  must  be  selected  by  the  PMS. 

(2)  The  applicant  must  have  the  ap- 
proval of  the  head  of  the  Institution  or 
his  r^)resentative. 


(3)  If  previously  enrolled  in  an  officer 
candidate  type  training  course,  the  ap- 
plicant must  be  favorably  recommended 
for  other  officer  training  programs  by 
the  officer  in  charge. 

5.  Revise  I  562.25  to  read  as  follows: 

§  562.25      Training    of   nonenrolled    stu- 
dent*. 

Students  who  meet  the  requirements 
for  enrollment  prescribed  In  SI  562.21 
through  562  24  will  not  be  authorized 
to  pursue  the  ROTC  courses  under  the 
provisions  of  this  section.  Students  who 
are  ineligible  for  enrollment  or  who  do 
not  fulfill  the  requirements  for  enroll- 
ment may  pursue  ROTC  training  under 
the  authority  of  this  section  only  if  they 
are  withm  one  of  the  following  cate- 
gories. The  provisions  of  paragraphs 
(a)  and  (f )  of  this  section  are  applicable 
to  all  divisions  of  the  ROTC: 

(a)  A  noncltlzen  may  be  permitted  to 
participate  In  ROTC  tralxUng.  and  un- 
classified ROTC  training  materials  may 
be  disclosed  to  him.  subject  to  subpara- 
graph (1)  or  (2)  of  this  paragraph: 

(1)  A  noncitiaen  who  Intends  to  be- 
come a  citizen  of  the  United  States  must 
present  evidence  of  such  intent  to  the 
PMS.  DA  Form  1624-R  (fig.  1).  which 
will  be  reproduced  locally  on  8-lneh  by 
SVj-inch  paper,  will  be  used  for  this 
purpose. 

(2)  A  national  of  a  foreign  country 
(Who  does  not  intend  to  become  a  citi- 
zen) with  which  the  United  States  en- 
tertains friendly  relations  must  present 
evidence  of  accreditation  from  his  gov- 
ernment. For  this  purpose  each  student 
will  obtam  a  letter  from  the  representa- 
tive of  his  government  in  Washington. 
DC.  stating  that  there  is  no  objection 
to  the  student  receiving  ROTC  training. 
The  PMS  will  retain  the  original  of  the 
letter  in  the  student's  201  file  and  for- 
ward a  copy  for  file  to  the  Office  of  the 
Assistant  Chief  of  Staff.  02.  in  the  Army 
area  in  which  the  institution  is  located. 
If  the  PMS  is  in  doubt  regarding  the 
maintenance  of  friendly  relations  be- 
tween the  United  States  and  another 
country,  he  will  forward  all  papers  to  the 
next  higher  headquarters  for  decision. 

(b)  At  class  HS.  class  MI  and  class 
MJC  institutions,  students  under  14 
years  of  age  may  pursue  ROTC  courses 
only  under  the  provisions  of  this  section. 

(c)  A  student  who  meets  requirements 
for  enrollment  In  the  senior  division 
except  for  a  requirement  for  which  a 
request  for  waiver  is  submitted  to  higher 
authority  may  be  permitted  to  pursue 
the  course  until  a  determination  is  made. 
Upon  receipt  of  such  determination,  one 
of  the  following  actions  will  be  taken : 

(1)  A  student  whose  request  for 
waiver  is  approved  will  be  enrolled,  un- 
less his  enrollment  is  not  desired  for 
other  reasons. 

( 2 )  A  student  whose  request  for  waiver 
is  not  favorably  considered  will  not  be 
authorized  to  pursue  the  course  at  the 
discretion  of  the  PMS  only  for  the  re- 
mainder of  that  semester,  provided  the 
student  requires  the  academic  credit 
toward  graduation. 

(d)  A  student  who  is  found  medi- 
cally disqualified  for  initial  or  continued 
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enrollment  in  the  senior  division,  when 
his  condition  is  considered  remediable, 
or  subject  to  reexamination  wlthla  a 
specified  period  may  pursue  ttM  course 
until  final  determination  is  made,  aee 
paragraph  (g)  of  this  section.  However. 
if  the  student  is  already  enrolled,  he  will 
be  disenrolled  and  informed  in  writing 
of  his  disenrollment.  as  prescribed  by 
the  provisions  of  S  562.29a. 

(e)  Elxcept  students  who  are  excluded 
from  pursuing  the  ROTC.  courses  for 
loyalty  reasons  ( I  562.24),  any  student 
attending  a  class  MC  institution  who  Is 
ineligible  for  enrollment  or  does  not  meet 
enrollment  requirements  may  pursue 
the  course.  If  desired  by  the  PMS  and 
institutional  authorities,  under  the  fol- 
lowing conditions: 

(1)  The  student  load  must  be  within 
the  capability  of  the  ROTC  instructor 
Kroup.  No  authority  exisU  for  the  as- 
.signment  of  additional  millUry  instruc- 
tors for  nonenrolled  students. 

( 2 1  There  must  be  no  loss  In  effective- 
ness of  military  Instruction  and  training. 
(3)  If  DA  Form  134  (MlUtary  Train- 
ing Certificate — Reserve  Officers'  Train- 
ing Corps)  is  presented  to  the  student 
upon  completion  of  his  ROTC  training, 
notation  will  be  made  thereon  that  the 
student  participated  in  ROTC  training 
In  a  "nonenrolled  status."  See  I  662.9d. 
'  f  >  Pursuance  of  ROTC  training  other 
than  in  an  enrolled  status  or  under  the 
provisions  of  this  paragraph  is  not  au- 
thorized There  is  no  provialon  for 
■provisional"  or  •informal"  enrollment. 
or  similar  terms. 

(g»  Individuals,  who  have  successfully 
completed  MS  I  through  MS  IV  training 
requirements  (including  or  excltiding 
summer  camp  training),  and  whose 
medical  disqualifications  have  been  de- 
termined to  be  remediable  or  subject 
to  reexamination,  may  be  retained  in  an 
eligible  appointment  status  pending  ac- 
ceptable correction  of  identified  medical 
defect.  The  students  will  not  be  au- 
thorized a  period  in  excess  of  18  months 
after  graduation  to  meet  medical  re- 
quirements for  appointment.  Such  stu- 
dents will  be  reported  on  DA  Form  13t 
as  prescribed  in  paragraph  (h)(4)  of 
thi^  section. 

( h )  Any  student  authorized  to  pursue 
ROTC  training  in  accordance  with  the 
provisions  of  this  section  will  be  subject 
to  the  following  conditions: 

(1)  The  Institution  will  not  receive  a 
uniform  allowance  for  such  students, 
nor  will  the  studmts  be  furnished  a 
Grovernment  issued  uniform  while  train- 
ing at  the  institution.  The  conditions 
under  which  such  students  may  be  per- 
mitted to  wear  the  ROTC  uniform  is  set 
forth  in  paragraph  (i)  of  this  section. 
<2)  The  students  will  not  be  eligible 
for  commutation  of  subsistence. 

<3>  The  students  will  not  be  eligible 
for  an  ROTC  deferment  or  to  be  exempt 
from  registration  under  the  provisions 
of  section  6(a)  of  the  Universal  Military 
Training  and  Service  Act.  as  amended. 

n)  Tltie  10.  United  States  Code,  sec- 
tion 773.  as  amended,  authorizes  a  stu- 
dent permitted  to  pursue  the  course  (not 
enrolled)  to  wear  the  ROTC  uniform 
while  attending  the  course  of  Instruction. 
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This  proTlalon  does  not  include  students 
denied  enndliiient  because  of  refusal  to 
sign  the  loyalty  oath  (1562.23).  The 
voUorm  may  be  purchased  by  the  in- 
stttntlon  or  with  the  student's  own 
'unda.  The  students  may  wear  the  Army 
Oreen  imlform  while  pursuing  a  course 
In  which  the  enrolled  students  are  per- 
mitted to  wear  the  Army  Green  unifopn. 
A  forelfn  national  may  wear  the  Army 
Oreen  uniform  during  his  participation 
in  ROTC  training,  provided : 

<1)  The  uniform  is  purchased  by  the 
institution- 

(2)  The  uniform  remains  the  property 
of  the  Institution. 

(8)  The  ftodent  returns  the  uniform 
to  Uie  Inatltntien  when  he  completes  his 
ROTC  training  or  withdraws  therefrom. 

(j)  If  the  obstruction  which  prevented 
enrollment  la  removed,  the  student,  if 
othenidie  quallfled,  will  be  enrolled  in 
the  ROTC.  Upon  enrollment,  the  stu- 
dent win  be: 

(1)  Reported  on  DA  Form  131  as  any 
other  enrolled  atudent. 

(2)  Granted  ereilt  for  that  portion  of 
the  oourse(B)  suooeaafully  completed  un-* 
der  provlalona  of  thla  section. 

(t>  EUflble  to  receive  a  uniform  or 
uniform  allowaaee  (as  appropriate). 
Uniform  allowances  will  be  paid,  or  a 
uniform  iacued,  aa  prescribed  in  AR 
145-421  (administrative  Army  regula- 
tions) . 

(4)  Eligible  to  receive  commutation 
of  subsistence  ( if  appropriate ) .  Commu  - 
tation  aUowancea  will  be  paid  as  pre- 
scribed in  AR  145-421. 

(5)  EUglble  for  ROTC  deferment,  if 
not  otherwise  deferred  from  induction. 

(k)  Students  who  are  authorized  to 
pursue  the  advanced  course  \mder  the 
provisions  of  this  section  may  be  author- 
ized to  attend  summer  camp,  as  pre- 
scribed In  paragraph  11.  AR  146-30 
(Army  Regulations  pertaining  to  summer 
training  camps) . 

|C  1,  AR  146-a60.  Dec.  15.  1881]  (Sec.  3012. 
70A  SUt.  167:  10  t7Ja.C.  3012.  Interpret  or 
apply  MCS.  4381-4387,  70A  Stat.  248-248;  10 
U.S.C.    4381-4387) 

J.  C.  Lakbert. 
Major  General,  U.S.  Army, 
The  Adjutant  General. 


|F.R.    Doc.    82-432:     Filed,    Jan.     15. 
8:46    a.m.l 
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Title  33— NAVKATHW  AW) 

mam  waters 

Chopter  U— Corps  of  Ensineers, 
PepcMhnenI  ol  the  Army 

PART  203— BRIDGE  REGULATIONS 

MiaceNmioowt  Amendments 

1.  Pursuant  to  the  provisions  of  sec- 
tion 5  of  the  River  and  Harbor  Act  of 
August  18.  ia04  (28  Stat  362;  33  U.S.Cr 
490).  |20SJ5(b)  governing  the  opera- 
tion of  the  Connecticut  State  Highway 
Department  bridge  across  B^stic  River 
at  MlBdc,  Conn.,  la  hereby  amended  ef- 
feettve  80  days  after  publication  in  the 
FtoBRAL  Rrasna,  as  fellows: 
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§  203.95     M>Hiir  River  at  Myiitic,  Conn. 
•  •  •  •  • 

(b>  Connecticut  State  Highway  De- 
partment bridge.  ( 1 )  Between  the  hours 
of  8:10  a.m.  and  4:10  p.m.  and  between 
5:10  p.m.  and  5:40  p.m.  each  day,  the 
drawspan  shall  be  required  to  open  for 
the  passage  of  vessels  only  at  thlrty- 
<"30> -minute  intervals  at  10  minutes 
after  the  hour  and  20  minutes  before 
each  hour,  except  in  an  emergency,  each 
opening  to  be  of  five  (5)  minutes'  dura- 
tion unless  river  traffic  requires  more  or 
less  to  clear  the  drawspan.  This  will  not 
apply  to  vessels  owned  or  operated  by 
the  United  States  nor  vessels  employed 
for  police  or  fire  protection. 

(2)  Between  4:10  p.m.  and  5:10  p.m.. 
the  draw  need  not  be  opened  for  the  pas- 
sage of  vessels  other  than  vessels  owned 
or  operated  by  the  United  States  and 
vessels  employed  for  police  or  fire  pro- 
tection. 

'3»  Prom  May  1  to  October  31.  in- 
clusive, between  the  houra  of  5:40  p.m. 
and  8:10  a.m.  and  from  November  1  to 
April  SO.  inclusive,  between  the  hours  of 
5:40  p.m.  and  8:00  pjn.  anff  between 
the  hours  of  4:00  a.m.  and  8:1«  a  m..  the 
draw  shall  be  opened  on  call  tar  pasMge 
of  commercial  vessels,  veasela  owned  or 
operated  by  the  United  States,  and  ves- 
sels employed  for  poUee  or  ik«  pratee- 
tlon.  As  soon  as  practicable  and  in  no 
case  later  than  20  minutes  after  call 
signal,  the  draw  shall  be  opened  for  all 
other  vessels  which  cannot  pass  the 
closed  bridge. 

<4)  Prom  November  1  to  April  30,  in- 
clusive, between  the  hours  of  0:00  p.m. 
and  4:00  a.m..  the  draw  shaU  be  opraed 
ffxr  the  paaaage  of  oMnmndal  veaaals. 
vessels  owned  or  oporatedlqr  the  United 
States,  and  vessels  employed  for  pohee 
and  fire  protection  upon'  nedee  to  the 
drawtender  given  at  least  one  hour  in 
advance  of  the  time  at  the  reooested 
opening. 

( 5 )  All  the  times  listed  are  loeal  time 
at  Mystic.  The  call  signal  for  opoiing 
the  draw  shall  be  one  kmg  blast  and  two 
short  Masts.  If  the  draw  cannot  be 
opened  immediately,  a  red  flag  or  ball 
shall  be  conspicuously  disiriayed  on  the 
bridge. 

I  Regs.,  Dec.  20,  1»«1,  886/91  (Mystic  Rlv-r 
C!onn.)-ENGCW-ONI  (Sec.  5,  28  SUt.  362 
33  UJB.C.  4M) 

2.  Pursuant  to  the  provisions  of  sec- 
tion 5  of  the  River  and  Harbor  Act  of 
August  18,  1894  (28  Stat.  362;  33  U.S.C. 
499)  §  203.130  governing  the  operation  of 
certain  bridges  over  Poquonock  River, 
Yellow  Mill  Channel  and  Johnsons  River. 
Conn.,  is  hereby  amended  to  omit  the 
Grand  Street  Highway  Bridge  and  i  203.- 
131  is  hereby  prescribed  to  govern  the 
operation  of  the  Grand  Street  Highway 
Bridge  across  Poquonock  River,  Conn., 
effective  30  days  after  publication  in 
the  FUKBAL  RjEcisTKK.  as  f  (dlows : 


§  20S.130  Po^MMMKk  RiTcr,  YcU«w  Mill 
Channel,  and  Johnsons  River,  CMtn. ; 
bridges  (highway  and  railroad)  at 
Bridgeport,  Conn. 

(a)  The  regiilations  in  this  section  are 
prescribed  to  govern  the  opening  of  cer- 
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Uln  drftwbrldgM  In  the  city  of  Bridge- 
port. Conn. : 

Poquonook  River : 
StTfttford  AT«nv»  Rich  way  Bridge. 
New  Tark.  New  HaTen.  and  Hartford  Rail- 
road Brtdge. 
Congreee  Street  Highway  Bridge. 
Mwt  Waahlngton  ATenue  Highway  Bridge. 
TeUow  ICll  Channel: 
Yellow  Uni  Highway  Bridge  at  Stratford 
ATenue. 
Johneona  River : 

Pleaaure  Beach  Highway  Bridge  at  end  of 
Seavlew  Avenue. 

(b)  The  sigjiala.  (1)  The  signals  for 
opening  the  draws  of  the  bridges  shall 
be  given  by  blast  of  a  horn  or  steam 
whistle  as  follows: 

For  Stratford  Avenue  Highway  Bridge,  one 
long  and  one  ahort  blast. 

For  New  York.  New  Haven,  and  Hartford 
Railroad  Bridge,  three  short  blasts. 

For  Coogrees  Street  Highway  Bridge,  four 
■taort  blasta. 

^or  Bast  Waahlngton  Avenue  Highway 
Bridge,  one  long  and  two  short  blasts. 

For  Yellow  Mill  Highway  Bridge,  one  long 
and  one  short  blast. 

For  Pleasure  Beach  Highway  Bridge,  one 
long  and  one  ahort  blast. 

(2)  In  ease  the  draw  of  any  of  the 
above  bridges  cannot  be  immediately 
opened  when  the  signals  are  given,  a  red 
flag  or  ban  by  day  and  a  red  light  by 
night  shaB  be  eonsplcuously  displayed 
on  the  bridge. 

(c)  The  remdatioru.  (1)  Except  as 
hereinafter  provided,  the  draws  of  the 
iMldges  shall  be  immediately  opened 
upon  the  prescribed  signal  at  all  times  of 
the  day  or  night  for  the  passage  of 
foreign  vessels  and  '*ve88els  of  t^  United 
States'*  as  defined  In  sectioh  4311  of  the 
Revised  SUtutes  (46  UJ3.C.  251) .  and  for 
any  other  vessels  or  watercraft  which 
cannot  pass  the  closed  bridges  the  draws 
shall  be  opened  %*  such  time  within  20 
minutes  after  the  prescribed  signal  as  in 
the  Judgment  of  the  bridge  tender  will 
cause  the  least  interference  with  the 
land  traffic  over  the  bridge. 

(2)  Sxceptiont.  Closed  periods  when 
the  draws  of  the  -above  highway  bridges 
over  the  Poquonock  River  and  the  Yellow 
Mill  Channel  need  not  be  opened: 

(1)  For  vessels  of  any  class: 


6:46  ajn. 
7:45  ajn. 


7:16  ajn. 
8:16  ajn. 


(11)   Opened  only  for  the  passage  of 
power-driven  vessels  other  than  yachts 
and  pleasure  craft.  50  feet  or  over  in 
length  or  25  tons  or  over  net  register: 
11:46  ajn.  to  1:16  pjn. 

(ill)  For  vessels  of  apy  class,  except 
when  emergency  condition  exists,  such 
emergency  to  be  decided  mutually  by 
the  Superintendent  of  Bridges  or  his 
authorized  representative,  and  naviga- 
tion Interests  involved,  and  is  provision- 
ally defined  as  the  passage  of  boats  that 
are  unavoidably  compelled  to  pass 
through  the  bridges  during  the  period 
due  to  urgency  of  service  or  condition 
of  tide: 

4:30  p.m.  to  0:10  pjn. 

<iv)  Pleasure  Beach  Highway  Bridge 
for  vessels  of  any  class: 

10:30  p.m.  to  11:00  pjn. 
11:16  pjn.  to  11:46  pjn. 
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(V)  Delay  in  opening  the  draw  of  the 
New  York.  New  Haven,  and  Hartford 
Railroad  Bridge  for  not  more  than  7 
minutes  after  the  giving  of  signal,  is 
authorized  when  a  train  is  actually  ready 
to  pass  over  the  bridge. 

(3)  For  every  vessel  that  cannot  pass 
the  closed  bridges,  the  operation  of  the 
draws  shall  afford  full  horizontal  and 
veitical  clearance  of  the  draw  opening 
regardless  of  the  size  or  requirements 
of  the  passing  vessel. 

(4)  There  shall  be  conspicuously 
ix>sted  on  both  the  upstream  and  down- 
stream sides  of  the  bridges  in  a  manner 
that  it  can  readily  be  read  at  any  time 
a  copy  of  the  regulations  of  this  section ; 
a  notice  shall  also  be  posted  at  the  Strat- 
ford Avenue  Bridge  over  the  Poquonock 
River  and  the  Yellow  Mill  Channel 
Bridge  stating  exactly  how  the  Super- 
intendent of  Bridges,  or  his  authorized 
representative,  specified  in  subpara- 
graph (2)  (ill)  of  this  paragraph  may 
be  reached. 

§203.131  Poouonock  River,  Grand 
Street  Highway  Bridge,  Bridgrport, 
Conn. 

(a)  The  owner  of  or  agency  controlling 
this  bridge  will  not  be  required  to  keep 
drawtenders  in  constant  attendance. 

(b)  Whenever  a  vessel  unable  to  pass 
under  the  closed  bridge  desires  to  pass 
through  the  draw,  at  least  24  hours' 
advance  notice  of  the  time  the  opening 
is  required  shall  be  given  to  the  author- 
ized representative  of  the  owner  of  or 
agency  controlling  the  bridge,  except  in 
case  of  emergency  the  draw  shall  be 
opened  promptly  upon  notification.  Ad- 
vance notice  shall  be  given  either  in 
person,  by  telephone,  or  otherwise  to  the 
mayor,  city  of  Bridgeport,  Bridgeport. 
Conn.,  or  to  such  person  as  may  be 
designated  an  authorized  representative 
for  the  prompt  opening  of  the  draw  at 
the  time  specified  in  the  notice  for  the 
passage  of  the  vessel. 

(c)  The  owner  of  or  agency  controlling 
the  bridge  shall  keep  conspicuously 
posted  on  both  the  upstream  and  down- 
stream sides  of  the  bridge  In  such  man- 
ner that  it  can  be  easily  read  at  any 
time,  a  copy  of  the  regulations  of  this 
section,  together  with  a  notice  stating 
exactly  how  the  drawtender  may  be 
reached  in  an  emergency  and  how  the 
representative  specified  in  paragraph 
(b)  of  this  section  may  be  reached  by 
telephone  or  otherwise. 

(Regs..  Dec.  ao,  1061.  285  91  (Poquonock 
River.  C!onn.)-ENOCW-ON1  (Sec.  5.  28  Stat 
382:  33  U3.C.  4W)  ^ 

3.  Pursuant  to  the  provisions  of  Sec- 
tion 5  of  the  River  and  Harbor  Act  of 
August  18.  1894  (28  Stat.  362;  33  U.S.C. 
499),  S  203.525  is  hereby  revoked  and 
i  203.245  is  hereby  amended  with  respect 
to  paragraph  (J)  revising  subparagraphs 
(26)  and  (27) .  redesignating  subpara- 
graphs (29)  and  (30)  as  (30)  and  (31), 
and  subparagraphs  (31)-(37>  as  (34)- 
(40) .  by  adding  new  subparagraphs  (29) . 
(32),  (33).  and  (35)  (ii)  to  govern  certain 
bridges  over  Trinity  River.  Clear  Creek, 
Chocolate  Bayou,  and  Brazos  River.  Tex., 
and  by  making  minor  revisions,  effective 
on  publication  in  the  Feoekal  Recistkr 
since  the  bridges  covered   by   the  new 


subparagraphs  are  presently  being  op- 
erated as  indicated  therein,  as  follows: 

§  203.525  Qear  Creek  at  Seabrook, 
Tex. ;  bridde  of  Galveston,  HarrisburK 
&  San  Antonio  Railroad.     [  Revoked  ] 

§  203.245  Navigable  waters  diiKharginfc 
into  the  Atlantic  Orean  MMith  of  and 
including  Chesapeake  Bay  and  inio 
the  Gulf  of  Mexico,  except  the  MiiuiiH' 
nippi  River  and  its  trilMitaries  and 
outlets;  bridges  where  the  constant 
attendance  of  draw  tender*  in  nut 
required. 
•  •  •  •  • 

(j>  Waterways  discharging  into  Gulf 
of  Mexico  west  of  Mississippi  River.  '  •  • 

(26)  Sabine  River,  La.  and  Tex.: 
Texas  and  New  Orleans  Railroad  Com- 
pany bridge  near  Echo.  Tex..  Kansas 
City  Southern  Railway  Company  bridge 
near  Ruliff.  Tex.,  and  Louisiana  E>epart- 
ment  of  Highways  bridge  between 
Starks.  La.,  and  Deweyville,  Tex.  At 
least  24  hours'  advance  notice  required. 

(27)  Cow  Bayou,  Tex.;  Orange  Coimty 
highway  bridge  on  Round  Bunch  Road 
and  Texas  Highway  E>epartment  bridge 
at  Orangefield.  At  least  6  hours'  ad- 
vance notice  required. 

(28)  Taylors  Bayou.  Tex.  •   •   • 

(29)  Trinity  River.  Tex.;  Texas  and 
New  Orleans  Railroad  Company  bridge 
at  Liberty  and  Missouri  Pacific  Railroad 
Company  bridges  near  Kenefick  and  at 
Riverside.  The  draws  need  not  be 
opened ^for  the  passage  of  vessels,  and 
paragraphs  (b)  to  (e) ,  inclusive,  of  this 
section  shall  not  apply  to  these  bridges. 

(30)  Buffalo  Bayou,  Tex.;  Texas  and 
New  Orleans  Railroad  bridge  at  the  head 
of  Houston  Turning  Basin.  Houston,  and 
drawbridges  upstream  therefrom.  At 
least  24  hours'  advance  notice  required. 

(31)  Brays  Bayou.  Tex.;  city  of  Hous- 
ton highway  bridge  at  Broadway.  Hous- 
ton. At  least  12  hours'  advance  notice 
required. 

(32)  Clea|-  Creek,  Tex.;  Texas  and 
New  Orleans  Railroad  Company  bridge 
at  Seabrook.  The  draw  will  be  main- 
tained in  the  open  position  for  the  pass- 
age of  vessels  except  when  it  is  necessary 
to  close  the  draw  for  the  passage  of 
trains.  A  draw  tender  shall  be  in  con- 
stant attendance  when  the  draw  is 
closed.  Paragraphs  (b)  to  (d).  inclu- 
sive, of  this  section  shall  not  apply  to 
this  bridge. 

(33)  Chocolate  Bayou,  Tex.;  Missouri 
Pacific  Railroad  Company  bridge  near 
Liverpool.  The  draw  is  fixed  in  the 
closed  position  to  navigation.  Para- 
graphs (b)  to  (e),  inclusive,  of  this  sec- 
tion shall  not  apply  to  this  bridge. 

(34)  Freeport  Harbor,  Tex.;  Missouri 
Pacific  Railroad  Company  bridge  be- 
tween Freeport  and  Velasco.  At  least 
24  hours'  advance  notice  required. 

(35)  Brazos  River.  Tex. 

( i  >  Texas  Highway  Department  bridge 
near  Freeport.  At  least  12  hours*  ad- 
vance notice  required. 

di)  Missouri  Pacific  Railroad  Com- 
pany bridge  at  Brazoria.  The  draw  is 
fixed  in  the  closed  position  to  navigation. 
Paragraphs  (b)  to  (e).  Inclusive,  of  this 
section  shall  not  apply  to  this  bridge. 

(36)  Colorado  River,  Tex.  [Redesig- 
nated] 


/ 
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(37)  Lavaca  River,  Tex.;  Missouri 
Pacific  Railroad  Company  and  Texas 
Highway  Department  bridges  near  Van- 
derbilt.  At  least  48  hours'  advance  no- 
tice required,  except  in  emergencies, 
when  the  draws  will  be  opened  as  soon 
a.s  possible  after  the  receipt  of  notice. 

(38)  Nueces  Bay,  Tex.;  Texas  High- 
way I>epartment  bridge  between  Corpus 
Christi  and  Portland.  On  Sundays, 
Texas  State  holidays,  and  national  holi- 
days, and  between  9:00  p.m.  and  6:00 
a.m.  on  all  other  days,  advance  notice 
required:  Provided.  That  during  a  hur- 
ricane alert  or  in  the  event  of  a  major 
disaster  affiecting  the  Nueces  Bay  area, 
a  draw  tender  shall  be  in  constant  at- 
tendance and  the  draw  shall  be  opened 
promptly  on  signal.  Advance  notice 
when  required  shall  be  given  between  the 
hours  of  6:00  ajn.  and  8:00  p.m.  on  a 
day  the  draw  tender  is  required  to  be  in 
attendance. 

(39)  Laguna  Madre.  Tex.;  Padre 
Island  Causeway  (Nueces  County)  swing 
barge  bridge  across  Himible  Oil  and  Re- 
fining Company  channel.  Between  4:00 
p.m.  and  7:00  a.m..  at  least  1  hour  ad- 
vance notice  required:  Provided,  That 
the  regulations  of  this  section  may  be 
temporarily  suspended  by  the  District 
Engineer.  US.  Army  Engineer  District. 
Galveston.  Tex.,  for  such  periods  as  he 
may  determine  to  be  necessary  upon 
notice  to  Nueces  County. 

(40)  Arroyo  Colorado.  Tex.;  Texas 
Highway  Department  bridge  at  Rio 
Hondo.  At  least  12  hours'  advance  notice 
required. 

[Regs.    Dec     18.    1961.    285  Sl-ENGCW-ON) 
(Sec    5.  28  Stat    362:  33  US  C    499) 

4.  Pursuant  to  the  provisions  of  section 
5  of  the  River  and  Harbor  Act  of  August 
18.  1894  (28  Stat,  362;  33  U.S.C.  499). 
§  203.641  is  hereby  amended  prescribing 
'  f  •  ( 4  >  to  govern  the  operation  of  the 
Chicago  and  North  Western  Railway 
bridge  across  the  north  branch  of  the 
Chicago  River,  mile  5.06.  Chicago,  111.. 
effective  on  publication  in  the  Federal 
Register  since  the  bridge  was  last 
opened  for  navigation  on  July  30.  1960. 
as  follows :  , 

§203.641  Gr«-ai  I.  a  k  e  ..  Iributariei.; 
bridges  where  ronstitnl  aUendanre  of 
draw  lender.^  i?.  nut  required. 

•  •  •  •  • 

<f)  The  bridges  to  which  this  section 
applies  and  the  special  regulations  appli- 
cable in  each  case,  are  as  follows: 

•••••• 

(4>  Chicago  River,  North  Branch. 
Chicago.  111.;  The  Chicago  and  North 
Western  Railway  bridge,  mile  5.06.  will 
be  opened  on  2-hour  advance  telephone 
notice  except  during  closed  bridge  hours 
which  are  between  7:00  and  8:00  in  the 
morning  and  5:30  and  6:30  in  the 
evening,  Monday  through  Saturday. 

I  Regs.  Dec.  22.  1961,  S85  91  (Chicago  River, 
ni  )  ENGCW-ON)  (Sec  5.  28  Stat.  362;  33 
use.    499) 

5.  Pursuant  to  the  provisions  of  sec- 
tion 5  of  the  River  and  Harbor  Act  of 
August  16.  1894  (28  SUt.  362;  S3  UAC. 
499> .  S  203.712  is  hereby  amended  revok- 
ing paragraph  (f )  governing  the  opera- 
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tion  of  the  highway  bridge  across 
Novato  Cre^  near  Ignaclo.  Calif.,  effec- 
tive on  puUteatlon  in  the  Federal 
RBGBm  stnce  the  bridge  no  longer 
exists,  as  follows: 

§2«3.712      Tribntarieff  of  San   Franri!<ro 
Bajr   and  San  PaUo  Bar,  Calif. 


(f)    IRevoked.l 

(Regs..  Dec.  22.  .1901.  285/91  (Novate  Creek. 
Caltf.)>-SfaCW-ON|  (Sec.  5.  28  Stat  362; 
33  U.8.C.  499) 

J.  C.  Lambert, 
Major  General,  U.S.  Army, 
The  Adjutant  General. 

|F.R.     Doc.    62-433;     Piled.    Jan.     15.     1962; 
8:45  a.m.  I 


Title  47— TaECOMMUNICATION 

Chopter   I — Federal   Communications 
Commission 

rFCC6a-S8| 

PART  4— EXPERIMENTAL,  AUXILIARY, 
AND  SPECIAL  BROADCAST  SERV- 
ICES 

Mitcellonecus  Amendnrents 

At  a  session  of  the  Federal  Commimi- 
cations  Commission  held  at  its  ofiBces  in 
Washington.  D.C.,  on  the  3d  day  of  Jan- 
uary 1962; 

The  Commission  on  October  18,  1961. 
after  conducting  the  rule  making  thereon 
adopted  a  second  memorandum  opinion 
and  order  in  7\)cket  No.  13928  containing 
a  revision  of  Subparts  A  and  B  of  Part  2 
of  its  rules  primarily  to  conform  them 
to  the  Geneva  Radio  Regulations  <  1959) . 

The  editorial  changes  set  forth  below 
are  now  necessary  in  Part  i  of  our  rules 
to  make  them  consistent  with  the  Ge- 
neva Radio  Regulations  and  the  recently 
adopted  changes  in  Part  2.  Because  rule 
making  has  already  been  conducted  in 
E>ocket  No.  13928  and  the  changes  in 
Part  4  are  simply  to  conform  them  to  the 
results  of  that  rule  making,  they  are 
editorial  in  nature  and  pursuant  to  the 
provisions  of  section  4  of  the  Adminis- 
trative Procedure  Act  additional  i-ule 
making  thereon  Is  unnecessary. 

Authority  for  adoption  of  the  amend- 
ments herein  Is  foimd  in  section  4  (i) 
and  (J)  and  303  of  the  Communications 
Act  of  1934,  as  amended. 

Acciirdingly,  it  is  ordered,  That  effec- 
tive January  3.  1962,  the  Commission's 
rules  are  amended  as  set  forth  below. 

Released:  January  8, 1962. 

]ta>caAL  ComraNicATiuNs 
Commission. 
I  seal!         Bbn  F.  Waple. 

Acting  Secretary. 

1.  Section  4.161  is  amended  to  read 
as  follows: 

§  4.161      Frequeney  tolerance. 

The  licensee  ttf  an  experimental  tele- 
vision broadcasting  station  shall  main- 
tain the  operating  frequency  of  its  sta- 
tion within  the  tolennce  specified  in  the 
instrument  of  authwization. 
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2.  Section  4.261  is  amended  to  read 
as  follows: 

§  4.261      Frequency    tolerauce. 

The  licensee  of  an  experimental  fac- 
simile broadcasting  station  shad  main- 
tain the  operating  frequency  of  its  sta- 
tion within  the  tolerance  specified  in  the 
instrument  of  authorization. 

3.  Section  4.361  is  amended  to  read  as 
follows : 

§  4.361      Frequency   t<»lerance. 

The  licensee  of  a  developmental 
broadcasting  station  shall  maintain  the 
operating  frequency  of  its  station  within 
the  tolerance  specified  in  the  instrument 
of  authorization. 

§  4.402      l.imendment] 

4.  Section  4.402  is  amended  by  deleting 
note  2. 

5.  Section  4.502(c)  is  amended  to  read 
as  follows: 

§  l..'>02      Frequency    aKsignment. 

•  •  •  •  , 

<  c )  FM  intercity  relay  stations  may  be 
licensed  to  operate  on  any  of  the  fre- 
quencies listed  in  paragraph  (a)  of  this 
section,  subject  to  the  condition  that  no 
harmftil  Interference  is  caused  to  sta- 
tions operating  in  the  band  94d-962  Mc/s 
in  accordance  with  the  table  of  frequency 
allocations  contained  in  §  2.106  of  this 
chapter. 

6.  In  §4.602  paragraphs  *a)  and  'f> 
are  amended  to  read  as  follows: 

§  4.602      Frequency   assiipiaienl. 

<a)  The  following  freQuencies  are 
available  for  assignment  to  television 
pickup,  television  STL,  and  television  in- 
tercity relay  stations: 


liiii'l   \       Hitii.l  It 


MiinJ  (■    i       Hand  1)  i  \l 


<s) 


■A)4i'  ai.v.*! 

2«I.V.>-2<l7<i! 
2ll7(r-2(l<.i:i! 
■J(K«-21I(I 
24.V>-J4»iT 
■J4Ci7-'J4M 
■.MH4  -.'.VMI 

I 


(>S7.^-<>WXll 

tHt-V)  -»»7.'> 
•iy7.V70«)| 
7(l*Kl-7(KJf.l 
7(^^-7(^11 
7(l5(l-7(t7.'i 
7(17.1-7 1  (K) 
7100-712.1 


10,M<I  10.17q  12700-1272.1 


l(U175-l(W()0 
l(»(i(K)-l(JC2» 
I(M>2.V  10630 
I<l»l.Vl-l(»(».1 


12725-1-2750 
1 27.10- 1-2775 
r277.VI-2H0O 
1-2800-1-2X25 
,  ,I-28-2.V12S50 
..ijl28,10-12875 
.^:.  !ia<75-12900 
...  12900-12925 
..  129-25-1-29.10 
129.10-12975 


1297.VI30IIO 
l^lOO-l^rj.-, 
13(r25- 13050 
I305()-I.-J<I75 
I3075-I3100 
13I0O-I.S125 
131-26-131.10 
13150-1317.1 
13175-I.-«P<I 
13200  i;«2.1 
I322.1-1325l> 


'  IVndini:  further  fwdor  by  tlir  ronimission.  fn-- 
nui-ncus  Niwi'tn  7050  Aff/s  und  71-25  Mc/s  will  U-  ro- 
s»'rv('<l  for  u."!*'  I>y  rommanlcation.':  common  cirrlcrs  lo 
providf  television  pickup  and  television  ST  I,  scrvici  to 
t<  levision  tiroadi^a.'^t  .station-^. 

Frequencies  in  the  bands  17700-19300 
Mc/s.  19400-19700  Mc/s.  27525-31300 
Mc/s,  and  38606-40000  Mc/s  are  avail- 
able for  assigvonent  on  a  case-by-case 
basis  for  television  pickup.  STL  and  in- 
tercity relay  purposes.  Channel  widths 
and  frequency  tolerance  will  be  specified 
in  individual  authorizations.  Frequen- 
cies shown  above  between  2450  and  2500 
Mc/s  in  band  A  are  allocated  to  accoip- 
modate  the  incidental  radiations  of  in- 
dustrial, scientific,  and  medical  (ISM) 
equipment,  and  stations  operating 
therein  must  accept  any  interference 
that  may  be  caused  by  the  operation  of 
such  equipment.  Frequencies  between 
2450  and  2500  Mc/s  are  also  shared  with 
other  communication  services  and  ex- 
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elusive  chjmnel  usUnments  will  not  be 
miuto.  nor  Is  the  channeling  shown 
aboire  necessarily  that  which  will  be  em- 
plcqred  by  such  other  services. 

•  •  •  •  • 

(X)  The  use  of  frequencies  in  the 
bands  1990-2110  Mc/s.  6875-7125  Mc/s 
and  12700-13200  lic/s  by  television  in- 
toxlty  relay  stations  shall  be  on  a  sec- 
ondary basis,  Le.,  subject  to  the  condi- 
tion that  no  harmful  interference  is 
caused  to  stations  operating  in  accord- 
ance with  the  table  of  frequency  allocs - 
Uons  in  f  2.106  of  this  chapter 


RULES  AND   REGULATIONS 

It  is  ordered,  That  the  eCTective  date 
of  the  order  of  the  Commission,  entered 
November  17.  1961,  in  this  proceeding. 
be.  and  it  is  hereby,  postponed  from 
January  4.  1962.  to  March  5.  1962. 

Dated  at  Washington.  DC  .  this  4th 
day  of  January  A.D..  1962 

By  the  Commission.  Chairman  Mur- 
phy 


ISXAL I 


Hakold  D  McCoy. 
Secretary 


iPR      Doc      62-457.     Piled.     Jan       15.     1963. 
8  4«  am  1 


(P.R     Doc.    63-468:     PUed.    Jan 

8:47  ftjn.l 


15.     1962: 


Title  49— TRANSPORTATION 

Chaptar  I— Intarstote  Commerce 
Commission 

SUtCHAPTfl  ■ — CAUIEtS  IT  MOTOR  VEHICLE 

(No.  liC-C-2] 

(IS  Parte  No.  lfC-^7| 

PART  170— COMMERCIAL  ZONES 

Now  York,  N.Y.,  Commorciai  Zones 
and  Torminal  Aroas;  Postponement 
of  Effocfivo  Doto 

Upon  consideration  of  the  record  in 
the  above-oititled  proceeding,  and  good 
cause  appearing  therefor: 


I  No   MC-C-21 
I  Ex  Parte  No  MC  37] 

PART   170— COMMERCIAL  ZONES 

New    York,   N.Y.,   Commercial    Zones 
and  Terminal  Areas 

At  a  Reneral  session  of  ttie  Interstate 
Commerce  Commission  held  at  its  ofBce 
in  Washington,  DC.  on  the  20th  day 
of  December  AD.   1961. 

Upon  consideration  of  the  record  in 
the  above-entitled  proceeding,  and  of: 

1.  Joint  petition  of  The  Port  of  New 
York  Authority  Brooklyn  Chamber  of 
Commerce.  Inc..  Shippers'  Conference 
of  Greater  New  York,  New  York  Shipping 
Association,  Inc.,  Commerce  and  Indus- 
try Association  of  New  York.  Inc  ,  New- 
ark Chamber  of  Commerce.  New  Jersey 


^  , 


"^ 


Industrial  Traffic  League,  and  Chamber 
of  Commerce  of  Eastern  Union  County, 
filed  June  30.  1961  for  reconsideration 
and  oral  argument: 

2.  Joint  reply  by  Middle  Atlantic  Con- 
ference and  New  Jersey  Motor  Truck 
Association,  protestants.  filed  August  21, 
1961: 

3.  Joint  reply  by  Jayne's  Motor 
Freight,  Inc.,  and  Johnson  Bros.  Truck- 
ing Co..  Inc..  protestants.  and  J.  Leo 
Cooke  Warehouse  Corp.,  Allgood  Termi- 
nal Warehouses,  and  Oeneral  Warehouse 
Corp..  interveners,  filed  August  21.  1961; 

4.  Reply  of  city  of  Jersey  City.  N.J., 
intervener,  filed  August  21.  1961; 

and  good  cause  appearing  therefor: 

It  is  ordered.  That  the  said  petition  be, 
and  it  is  hereby,  denied,  for  the  reasons 
that  the  findings  of  EH  vision  1  are  in  ac- 
cordance with  the  evidence  and  the  ap- 
plicable law.  and  no  sufficient  cause  ap- 
pears for  reopening  the  proceeding  for 
reconsideration  or  oral  argument  :'•. 

It  is  further  ordered,  That  the  cor- 
rected order  of  April  28,  1961.  as  post- 
poned pursuant  to  section  17(8)  of  the 
Interstate  Commerce  Act,  be.  and  It  is 
hereby,  reinstated  and  the  effective  date 
IS  fixed  as  February  19.  1962. 

By  the  Commission. 

I  SEAL)  Harold  D.   McCoy, 

Secretary. 

|PR      Doc      62-458;     Filed,    Jan      16,     1962, 
8  46  a  m  I 
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DEPARTMENT  OF  STATE 

Agency  for  Intornotional  Doveiopmont 

[Delegation  of  Authority  4) 

ASSISTANT  ADMINISTRATOR  BUREAU 
FOR   LATIN  AMERICA 

Oologation  of  Authority 

By  virtue  of  the  authority  delegated 
to  me  by  Department  of  State  Delegation 
No.  104,  I  hereby  delegate  to  the  Assist- 
ant Administrator  Bureau  for  Latin 
America  the  authority  to  exercise  <m 
behalf  of  the  Oovemment  of  the  United 
States  all  rights,  duties,  and  obligations 
of  the  Oovemment  of  the  United  States 
under  the  Agreement  between  the  Gov- 
ernment of  the  United  States  and  the 
Pan  American  Union,  dated  Nov«nber 
29.  1961.  including  the  authority  to  obli- 
gate and  make  provision  for  the  advance, 
to  carry  out  the4>urposes  of  said  Agree- 
ment, of  up  to  $6,000,000  of  the  funds 
appropriated  for  such  purposes. 

Fowler  Hamilton. 
Administrator. 


December  19,  1961 


I 


[FR     Doc     62-446;     Piled,    Jan      15,     1962; 
8:45  a.m. I 


I  Delegation  ol  Authority  6| 

ASSISTANT  ADMINISTRATOR  BUREAU 
FOR  LATIN  AMERICA 

Delegation  of  Authority 

By  virtue  of  the  authority  delegated  to 
me  by  Department  of  State  Delegation 
No.  104.  I  hereby  delegate  to  the  Assist- 
ant Administrator  Bureau  for  Latin 
America  the  authority  to  exercise  on  be- 
half of  the  Government  of  the  United 
States  all  rights,  duties,  and  obligations 
of  the  Government  of  the  United  States 
under  the  Social  Progress  Trust  Fund 
Agreement  dated  June  19,  1961.  between 
the  Inter-American  Development  Bank 
and  the  Government  of  the  United 
States. 

Fowler  Hamilton, 
Administrator. 

December  20,  1961. 

|FR     Doc     62-448;     Piled.    Jan.     15,     1962; 
8:45    ajn.) 
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1  Delegation  of  Authority  51 

VARIOUS  OFFICIALS 

Delegation  of  Authority 

December  29, 1961. 

To:  the  Assistant  Administrator  for 
the  Near  East-South  Asia,  the  Assistant 
Administrator  for  Latin  America,  the 
Assistant  Administrator  for  Africa  and 
Europe,  the  Assistant  Administrator  for 
Par  East. 

Piu^uant  to  the  authority  delegated  to 
n;e  by  Delegation  of  Authority  No.  104 
from  the  Secretary  of  State,  I  hereby 
delegate  the  following  functions  to  each 


Notices 


of  the  Assistant  Administrators  listed 
above  for  the  countries  or  areas  within 
their  responsibility,  with  authority  to 
redelegate  as  stated  herein,  retaining  for 
mjrself  concurrent  authority  to  exercise 
any  of  the  functions  herein  delegated; 

(1)  Authority  to  negotiate,  execute 
and  implement: 

(a)  All  loan  and  guaranty  agreements 
authorized  under  the  Foreign  Assistance 
Act  of  1961: 

(b)  All  loan  and  guaranty  agreements 
which  have  been  authorized  by  the  Board 
of  Directors  of  the  corporate  Develop- 
ment Loan  Fund; 

(c)  All  guaranty  agreements  which 
have  been  authorized  pursuant  to  section 
413(b)  (4)  of  the  Mutual  Security  Act  of 
1954.  as  amended. 

T}kt  authorities  enumerated  in  this  sec- 
tion may  be  redelegated  as  appropriate. 

(2)  Authority  to  approve,  negotiate. 
execute  and  implement  all  amendments 
of.  and  ancillary  agreements  with  re- 
spect to,  the  loans  and  guarantees  enu- 
merated in  (1)  above  as  the  Assistant 
Administrator  may  de«n  necessary  or 
desirable,  provided  that  the  foregoing 
authority  may  not  be  utilized  to 
approve  amendments  which  would  in- 
crease the  maxlmtim  total  amount  of  a 
loan  or  potential  liability  of  the  United 
States  under  a  guaranty.  The  authority 
to  negotiate,  execute  and  implement 
those  agreements  referred  to  in  this  sec- 
tion may  be  redelegated  as  appropriate. 

Nothing  hi  this  Delegation  shall  be 
deemed  to  siipersede  paragraph  4  of  my 
Delegation  of  Authority  No.  3  of  Novem- 
ber 4. 1961. 

This  Delegation  of  Authority  shall  be 
effective  immediately  and  shall  continue 
in  full  tone  and  effect  until  such  time  as 
it  is  rescinded  by  me. 

Fowler  Hamilton, 
Administrator. 

December  29, 1961. 


JPJl.     Doc. 


63-447:     Piled, 
8:45  a.m.] 


Jan  15,     1962; 


DEPARTMENT  OF  AGRICULTURE 

Office  of  the  Secretary 

GEORGIA 

Designation  of  Areas  f6r  Emergency 
Loons 

For  the  purpose  of  making  emergency 
loans  pursuant  to  section  321(a)  of  Pub- 
lic Iaw  87-128  (7U.S.C.  1961)  it  has  been 
determined  that  In  the  following  coun- 
ties In  the  State  of  Georgia  natural  dis- 
asters have  caused  a  need  for  agricul- 
tural credit  not  readily  available  from 
commercial  banks,  cooperative  lending 
agencies,  or  other  responsible  sources: 


Bwtow. 

Laurens. 

Dodge. 

Pulaski. 

Fioya. 

Screven. 

Gkntlon. 

Wilcox. 

J<Anaon. 

Pursuant  to  the  authority  set  forth 
above,  emergency  loans  will  not  be  made 
in  the  above-named  coimties  after 
June  30.  1962,  except  to  applicants  who 
previously  received  emergency  or  special 
livestock  loan  assistance  and  who  can 
qualify  under  established  policies  and 
procedures. 

Done  at  Washington,  D.C.,  this  10th 
day  of  January  1962. 

Orville  L.  Freeman, 

Secretary. 

|PR     Doc      62^54;     PUed,     Jan.     15,     1962; 
8:46  a.m.  J 


UTAH 


Designation  of  Areas  for  Emergency 
Loans 

For  the  purpose  of  making  emergency 
loans  pursuant  to  section  321(a)  of 
Public  Law  87-128  (7  U.S.C.  1961)  it  has 
been  determined  that  in  the  entire  State 
of  Utah  natural  disasters  have  caused  a 
need  for  agricultural  credit  not  readily 
available  from  commercial  banks,  co- 
operative lending  agencies,  or  other  re- 
sponsible sources. 

Pursuant  to  the  authority  set  forth 
above,  emergency  loans  will  not  be  made 
in  the  above-named  State  after  Jime  30. 
1962.  except  to  applicants  wljo  previously 
received  emergency  or  special  livestock 
loan  assistance  and  who  can  qualify  im- 
der  established  policies  and  procedures. 

Done  at  Washington,  D.C.,  this  10th 
day  of  January  1962. 

Orville  L.  Freeman, 

Secretary. 

|F.R.    Doc.    62-455;     Piled.    Jan.    15,    1962; 
8:46  a.m. I 


CIVIL  AERONAUTICS  BOARD 

(Docket  No.  11620] 

TOOLCO-NORTHEAST  CONTROL 
CASE 

Notice  of  Postponement  of  Prehearing 
Conference 

Notice  is  hereby  given  that  the  pre- 
hearing conference  in  the  above-entitled 
matter  now  assigned  to  be  held  on  Jan- 
uary 18  is  postp(med  to  January  19.  1962. 
10  a.m.,  e.s.t..  Room  911,  Universal  Build- 
ing, Connecticut  and  Florida  Avenues 
NW..  Washington,  D.C.,  before  Examiner 
Merritt  Ruhlen. 

Dated  at  Washington,  D.C.,  January 
10, 1962. 


[seal] 


Francis  W.  Brown, 
Chief  Examiner. 


(PJl.    Doc.    62-460;     PUed,    Jan.    16,    1962; 
8:47  ajn.] 
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nVL  SERVICE  COMMISSION 

CERTAIN  POSITIONS  OF  PROFES- 
SIONAL ENGINEERS  AND  SCIEN- 
TISTS  THROUGHOUT   THE   WORLD 

Notic*  of  Increase  in  Minimum  Rates 
of   Pay 

Under  the  provisions  of  section  803 
of  the  Classlflcatior.  Act  of  1949.  as 
amended  (68  Stat.  1106:  5  USC  1133). 
pursuant  to  5  CFR  25  103.  25  105,  the 
Conunission  has  increased  the  minimum 
rate  of  pay  as  follows: 

I. 

GS-9  to  $7,085  (rate  ei 
03-10  to  t7.«55(rat*  ei 
OS- II     to  W.340(rmte  di 

n.  The  above  new  minimum  rates  ap- 
ply to  classes  of  positions  at  grade.*-.  GS-9. 
GS-10,  and  GS-11  In  the  following  series 
and  specializations : 

A.  All  professional  series  in  the  GS- 
800  group.  Professional  Engineering 
Series  at  present  in  the  GS-800  group 
are: 

OS-801  General 

OS-803  Safety 

OS-804  Plre  Prevention 

GS-a05  Maintenance 

08-aoe  MatcrUlB 

OS-«06  Architectural 

OS-810  Civil. 

OS-8 1 1  Conatructlon . 

OS-8I2  Structural 

OS-8 13  Hfdraullc 

OS-^19  Sanitary 

OS-830  HigtMray 

GS-834  Bridge 

08-830  Mechanical 

OS-833  Automotive 

06-840  Nuclear. 

OS-8fiO  Electrical 

OS-855  Bectronlc 

OS-861  Aeroepace. 

08-862  Airvays 

OS-870  Marine. 

G8-871  Naval  Architecture. 

OS-880  Mining. 

GS-881  Petroleuni  Production  and  Natu- 
ral Oas 

GS-890  Agricultural 

OS-892  Ceramic 

GS-893  Chennlcal. 

OS-804  Welding. 

OS-888  Industrial. 

GS-897  Valuation 

B.  Until  agencies  have  had  an  oppor- 
tunity to  change  positions  from  the  for- 
mer GS-B61  Aeronautical  Engineering 
Series  ( recently  superseded ) ,  and  the 
former  GS-834  Internal  Combustion 
Power  Plant  Engineering  Series  (recent- 
ly abolished ) .  positions  in  those  series 
are  also  included  in  the  Increases. 

C.  Science  Series  and  specializations: 

OS-OIS  Operations  Research 

03-1040  Architecture 

OS-1041  Landscape  Architecture 

OS-iaai  Patent  AdvUer 

OS-ia24  Patent  Examining. 

OS- 1306  Health  Physics. 

08-1310  Physics. 

08-1313  Oeopfayalca  ( Selsmolofy ) . 

OS- 13 1 3  Geophysics  ( Oeomagnetica ) . 

OS-1313  Ocophyslcs  (Earth  Physics). 

08^1390  Chemistry.  ; 

OS- 1321  Metallurgy 


NOTICES 

G8-1330     Astronomy  and  Space  Science. 
03-1340     Meteorology. 
Oa- 1300     Oceanography  (.Physical ) . 
GS- 1372     Oeodesy 

OS  1380     Forest  Product*  Technology 
CiS   1390     Technology       In      the      follnvmij; 
Upeclaltzations 

Rubt)er 

Plastics 

Rubber  and  Plastics 

Aviation  Survival  Equlpnicut 

Industrial  Radiography 

Paclcaglng  and  Preservatmn 

Photographic  Equipment 
CIS    1510      Actuary 
OS  1520      Mathematics 
CfS-  1529      Mathematical  Stati.siios 
GS   1301  1      Physical    Science    Subseries    nf 

the  General  Physical  Science  Series 

D.  Until  agencies  have  had  an  oppor- 
tunity to  change  positions  from  the 
former  GS-1330  Astronomy  Series  i  re- 
cently revised!,  positions  m  that  series 
are  also  included 

III  (ZieoKraphlc  coverane  for  the  in- 
creased rates  for  the  classes  of  positions 
desiKnated  above  ii>  worldv^ide 

IV  Also  under  authority  of  .'^ectlon  803 
of  the  Classification  Act  of  1949.  as 
amended,  the  Commission  has  taken 
action  to  increa.'^e  the  minimum  rate  of 
compensation  as  follows: 

A.  For  classes  of  positioivs  in  Series 
GS-861-0  Aerospace  EnnineerlnK.  and 
GS- 1330-0  Astronomy  and  Space 
Science 

OS  3  to   S5.335  (rate   ri 

OS-8  to   $5,490  irate  et 

GS-7  to  $8,346  (rate  gi 

GS  8  to  $6,380  (  rate  d  i 

B.  For  classes  of  positions  m  GS- 1301  - 
1-0  Physical  Science  Subsenes 

GS-5     to  $5,335    (rate   gi 
GS  7     to  $6,345    (rate  g» 

V.  Geographic  coverage  for  the  in- 
creased rates  for  the  cla.'^ses  of  positions 
designated  in  IV  above  is  wofldwlde. 

VI.  Geographic  coverage  is  extended 
to  worldwide  for  existing  section  803 
rates  for  cla.sses  of  positions  shown  in 
table  I  attached  to  Departmental  Cir- 
cular 793,  Supplement  61  'dated  July  6. 
1960  >.  smd  cla.«!ses  of  positions  in  Series 
GS-840-0  Nuclear  EIncineerine.  grades 
5,  6,  7,  and  8. 

Vn.  Geographic  coverage  is  ext^^nded 
to  worldwide  fof  existing  section  803 
rates  for  cla.sses  of  position.';,  m  ados  5  and 
7.  in  the  following  .series: 

06-1221  0  Patent  Adviser 

aS-1224-0  Patent  Examining 

GS- 1340-0  Meteorology 

OS- 1372  0  Geodesy 

OS-1510-0  Actuary 

Vni.  ElTective  date  for  new  minimum 
rates  d  through  V)  and  for  action  to  ex- 
tend geographic  coverage  of  existing 
minimum  rates  (VI  and  VII  above)  will 
be  the  first  day  of  the  second  pay  period 
which  begins  after  January  16.  1962. 

Unitid  States  Civil  Serv- 
icx  Commission. 
I  siAL  I       Mait  V.  WnrzxL. 

Executive  Assistant  to 
thi*  Commissioners. 

|PJl.    Doc     tS-^Sl;     Piled.    Jan      15.     19«3; 
•  47    am  | 


FEDERAL  COMMUNICATIONS 
COMMISSION 

|PCC   62   36  I 

SUBVERSIVE  ACTIVITIES  CONTROL 
ACT   OF    1950 

Communist  Organiiation  Sponsorship 
Required  To  Be  Identified 

January  8.  1962. 
Under  the  Subversive  Activities  Con- 
liol  Act  of  1950.  the  Communist  Party 
of  tlie  United  States  has  been  found 
to  be  a  Communist-action  organization 
Within  the  meaning  of  tliat  act  and  an 
order  requiring  it  to  register  as  such 
ii>  outstanding.  In  view  of  this  develop- 
ment, the  Federal  Communications 
Commission  calls  attention  to  section 
10  of  the  act  which  in  relevant  part 
provides:  -^ 

It  .shall  be  unlawful  for  any  organization 
which  is  registered  under  section  786  of 
this  title,  nr  for  any  organization  with 
respect  to  which  there  is  In  effect  a  flnal 
order  of  the  Board  requiring  It  to  register 
under  said  .section,  or  determining  that  It 
is  a  Communist-Infiltrated  organization  ur 
for  any  person  acting  for  or  on  behalf  of 
nny  such  organization  •  •  *  (2)  to  brond- 
cu.st  or  cause  to  be  broadcast  any  matter 
over  any  radio  or  television  station  in  the 
United  States,  unless  such  matter  Is  preceded 
by  the  following  statement,  with  the  name 
nf  the  organization  being  stated  In  place 
of    the    blank      'The    following    progrum-^ls 

.sponsored     by      .     a     Commiinl.st 

organization    " 

Accordingly,  the  Commissiqn  hereby 
advises  its  licensees  that  in  Che  case  of 
any  program  broadcast  or  caused  to  be 
broadcast  by  the  Communist  Party  of 
the  United  States,  the  program  shall  be 
preceded  by  the  announcement,  "The 
following  program  is  sponsored  by  the 
Communist  Party  of  the  United  States, 
a  Communist  organization." 

Adopted:    January  3.   1962. 

Federal  Communications 
Commission. 
I  seal  1  Ben  F    Waple. 

Acting  Secretary 

!FR      J>^c      62  466;     Piled.     Jan       15.     1962; 
8  47  a  m  I 


I  Docket  No    14380;    FCC  62M  37  | 

KSAY   BROADCASTING  CO. 
Order   Changing   Place   of   Hearing 

In  re  application  of  Grant  R.  Wrathall 
and  Taft  R.  Wrathall  as  trustee  for 
Grant  R.  Wrathall.  Jr..  Charlotte  Wra- 
thall. Lawrence  Wrathall.  and  Loretta 
Wrathall.  d/b  as  KSAY  Broadcasting  Co  . 
San  Francisco.  Calif.,  Docket  No.  14380. 
File  No.  BR-3528 ;  for  renewal  of  license 
of  standard  broadcast  station  KSAY. 

The  Acting  Chief  Hearing  fxaminer 
having  under  consideration  petition  filed 
December  21,  1961,  on  behalf  of  the 
applicant  KSAY  Broadcasting  Co.  re- 
questing a  change  of  place  of  hearing 
now  scheduled   to  commence  February 


I 
Tuesday,  January  16,  1962 

5.  1962,  from  Washington,  DX;.,  to  San 
Francisco,  Calif.; 

It  appearing,  that  the  Commission  In 
Its  order  of  designation  released  Novon- 
ber  22.  1961.  set  the  hearing  in  this 
m  oceeding  to  commence  in  Washington, 
DC,  on  February  5.  1962; 

It  further  appearing,  that  petitioner 
i)leads  that  the  hearing  was  ordered 
.solely  because  of  alleged  effects  of  the 
station's  operation  upon  certain  Army 
installations  In  Oakland,  Calif.,  and 
further  inter  alia  that  its  witnesses  are 
located  in  the  general  area  of  San 
Francisco-Oakland ; 

It  further  appearing,  that  petitioner 
pleads  that  the  Secretary  of  the  Army,  a 
party  respondent,  has  advised  that  the 
Army  is  agreeable  to  holding  the  hearing 
in  the  San  Francisco  Bay  area,  with  the 
understanding  that  sessions  will  be  ar- 
ranged in  Washington  if  requested  by 
any  of  the  parties; 

It  further  appearing,  that  counsel  for 
the  Commission's  Broadcast  Bureau  has 
informfiOly  advised  the  Acting  Chief 
Hearing  Examiner  that  It  interposes  no 
objection  to  the  transfer  of  the  hearing 
from  Washington.  D.C.,  to  San  Fran- 
cisco, Calif.; 

It  further  appearing,  that  good  cause 
exists  why  the  petition  should  be  granted 
and  there  is  no  objection  thereto; 

Accordingly,  it  is  ordered.  This  10th 
day  of  January  1962,  that  the  petition  is 
granted  and  the  place  of  hearing  now 
scheduled  to  commence  February  5, 1962. 
is  transferred  from  Washington,  D.C., 
to  San  Francisco,  Calif.,  at  an  hour  and 
place  to  be  announced.  i 

Released :  January  10,  1962. 

FiOKKAL  Communications 
Commission, 
[SEAL]         Bin  p.  Waple. 

Acting  Secretary. 

|F.R.     Doc.    62-487:     Piled.    Jan.     15,     1962; 
8:47  a.m.)  . 


(Docket  Noe.  12668-12668:  FCC  •2M-36| 

PUBLIX  TELEVISION  CORP.  ET  AL. 

Order  Scheduling   Prehearing 
Conference 

In  re  applications  of  Publix  Television 
Corp.,  Perrine.  Pla.,  Docket  No.  12666, 
File  No.  BPCT-2392;  South  Florida 
Amusement  Co.,  Inc..  Perrine.  Fla.,  Dock- 
et No.  12667,  File  No.  BPCT-2410;  Coral 
Television  Corp..  South  Miami.  Pla., 
Docket  No.  12668,  Pile  No.  BPCT-2493: 
for  construction  permits  for  television 
broadcast  stations. 

The  Hearing  Examiner  having  under 
consideration  the  order  of  rei&and  re- 
leased herein  on  January  9.  1962; 

It  is  ordered.  This  9th  day  of  January 
1962,  that  a  further  hearing  conference 
shall  be  held  on  February  16.  1962.  com- 
mencing at  10:00  am.,  in  the  ofBces  of 
the  Commission  at  Washington,  D.C. 

Released:  January  10.  1962. 

Federal  CoMinrNiCATiON& 
Commission, 
I  seal]         Ben  F.  Waple, 

Acting  Secretary. 

(FR.    Doc.    63-469:     Filed.    Jan.    15.    1968; 
8:47  Bjn. I 


FEDERAL  REGISTER 

(Docket  No.  14415;  FOG  62M-41] 

RARITAN  VALLEY  BROADCASTING 
CO.,  INC.  (WCTC) 

Ord«r  Continuing  Hearing 

In  re  implication  of  Rarltan  Valley 
Broadcasting  Co.,  Inc.  (WCTC),  New 
Brunswick.  NJ..  Docket  No.  14415.  Pile 
No.  BP-14494:  tor  construction  permit. 

Aiprehearing  conference  in  the  above- 
entitled  matter  having  been  held  on  Jan- 
uary 10,  1962,  and  it  appearing  from  the 
record  made  therein  that  certain  agree- 
ments were  reached  which  properly 
should  be  formalized  by  order; 

It  is  ordered.  This  10th  day  of  Jan- 
uary 1962.  th»t: 

(1)  The  direct  case  of  the  applicant 
shall  be  presented  by  written,  sworn 
exhibits; 

(2)  Preliminary  drafts  of  the  exhibits 
shall  be  exchanged  among  the  parties  on 
January  25.  1962; 

XZ)  The  written,  sworn  exhlWts  con- 
stituting the  direct  case  of  the  applicant 
shall  be  exchanged  among  the  parties 
and  oofAes  thereof  supplied  the  Hearing 
Examiner  on  February  1.  1962; 

(4)  Rebuttal  exhibits,  if  any,  shall  be 
exchanged  among  the  parties  and  copies 
thereof  supplied  the  Hearing  Examiner 
on  or  before  Fd>niary  12,  1962 ; 

(5)  Notification  of  witnesses  to  be 
called  for  cross-examination  shall  be 
given  on  or  before  February  14,  1962; 

It  is  further  ordered.  That  the  hearing 
in  this  matter  heretofore  scheduled  to 
commence  on  February  7,  1962,  is  con- 
tinued to  Febniary  15, 1962.  commencing 
at  10:00  ajn.  In  the  offices  of  the  Com- 
mission at  Washington.  D.C. 

Released:  January  11.  1962. 

FXOISAL   ComnTNICATIONS 

CoiaossiON. 
[sEALl        BxK  F.  Waple. 

Acting  Secretary. 


|FJl.    Doc. 


62-470:     Filed. 
8:48  a.in.) 


Jan.     15,     1962: 


INTERSTATE  COMMERCE 
COMMISSION 

(Notice  585] 

MOTOR  CARRIER  TRANSFER 
PROCEEDINGS 

January  U,  1962. 

SyxuHMes  of  orders  entered  pursuant  to 
section  212(b)  of  the  Interstate  Com- 
merce Act,  and  rules  and  regulations  pre- 
scribed thereunder  (49  CFR  Part  179). 
appear  below: 

As  provided  in  the  Commission's 
general  rules  of  practice  any  interested 
person  may  ffle  a  petition  seeking  recon- 
sideration of  the  following  numbered 
proceedings  within  30  days  from  the  date 
of  service  of  the  order.  Pursuant  to 
section  17(8)  ot  the  Interstate  Com- 
merce Act.  the  filing  of  such  a  petition 
will  pos^wne  the  effecUve  date  of  the 
order  In  that  proceeding  pending  its  dis- 
position. The  matters  relied  upon  by 
petitioners  must  be  specified  in  their 
petitions  with  particularity. 
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No.  MC-PC  64435.  By  order  of  Jan- 
uary 9.  1962,  Division  3.  acting  as  an 
Appellate  Division,  approved  the  trans- 
fer to  Mateo  Transportation,  Inc.. 
Brooklyn,  N.Y.,  of  the  operating  rights 
issued  by  the  Commission  January  26, 
1953,  in  Certificate  No.  MC  44513,  to  SUk 
City  Express,  Inc..  Paterson,  N,J.,  au- 
thorizing the  transportation,  over  ir- 
regular routes,  of  general  commodities, 
excluding  household  goods,  and  other 
specified  coinmodlties.  between  points  in 
Bergen,  Hudson.  Passaic.  Union,  and 
Essex  Coimtles.  N.J..  on  the  one  hand, 
and.  on  the  other,  New  York,  N.Y.,  and 
points  in  Nassau  and  Suffolk  Counties, 
N.Y.  Arthur  J.  Piken,  16(^16  Jamaica 
Avenue,  Jamaica  32,  N.Y.,  transferee's 
attorney.  Bert  Collins.  140  Cedar  Street. 
New  York  6.  N.Y..  transferor's  repre- 
sentative. 


[SEAL] 


Harold  D.  McCoy, 
Secretary. 


[FR.    Doc.    62-456;     FUed,    Jan.    15,     1962; 
8:46  ajn.] 


TARIFF  COMMISSION 

[22-25] 

COTTON   PRODUCTS 
Correction  of  Notice  of  investigation 

The  use  of  the  word  "Cotton"  first 
appearing  in  the  last  clause  of  the  Tariff 
Commission's  notice  of  investigation 
under  section  22  of  the  Agricultural  Ad- 
justment Act.  as  amended,  with  respect 
to  articles  and  materials  wholly  or  In 
part  of  cotton,  published  in  the  Federal 
REGzsTBt  on  November  28.  1961  (26  F.R. 
11226) .  was  an  error.  The  clause  is  cor- 
rected so  as  to  read  as  follows:  "or  to 
reduce  substantially  the  amount  of  any 
product  processed  in  the  United  States 
from  cotton  or  products  thereof  with 
respect  to  which  such  i>rograms  or  op- 
erations are  being  undertaken." 

As  previously  announced,  the  hearing 
in  connection  with  the  above-mentioned 
investigation  has  been  rescheduled  for 
10  am..  e.s.t..  on  February  13,  1962  (26 
P.R.  11402). 

Issued:  January  11.  1962. 

By  order  of  the  Commission. 

'  rsEAL]  DoNN  N.  Bent. 

Secretary. 

Jan.    15,    1062; 


[P.R.    Doc. 


62-449:     FUed. 
8:45  a.m.] 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  ef  Land  Management 

[Misc.  NM  No.  8] 

NEW  MEXICO 

Order  Providing  for  Opening  of  Public 
Lands 

Janttaby  8.  1962. 
Pursuant  to  authority  delegated  to  me 
by  Order  No.  684  section  1.5  of  the  Di- 
rector, Bureau  of  Land  Management, 
approved  August  28,  1961  (26  FJl.  8216), 
it  is  ordered  as  follows: 


I 


NOTICES 


Tuesday.  January  16.  1962 


BBnCBAI     BC/Mevi 
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In  exchange  of  lands  made  under  the 
provlslpns  of  section  8  of  the  Act  of 
June  28.  1934  (48  SUt.  1269),  as 
amended,  the  following  described  lands 
have  been  reconveyed  ^  the  United 
SUtes: 

New    Mrxico    PRfS'ciPAL    MebidiaN 

T    29  N  .   R.   11    E. 

S«c.   39.    All 
TUN      R    0   V(^ 

Sec.  «.  Lou   1.'   a.  SK'4NEi4.  NB^SB'*. 
T    6   N  .  R    10   W  . 
S«c.    10,  SW'i 

The  area  described  aKgregates  929.80 
acres. 

The  lands  in  T.  29  N..  R.  11  E..  are 
located  10  miles  west  of  the  village  of 
Questa.  New  Mexico,  and  are  accessible 
over  graded  and  primitive  roads.  The 
soils  are  light  to  medium  in  texture,  and 
the  topography  is  smooth  to  moderately 
undulating  with  a  moderate  upslope 
from  south  to  north.  The  extreme 
north  end  of  the  section  is  on  a  hillside. 
The  vegetation  consists  chiefly  of  grama 
grass,  white  and  other  sage,  blade  grass. 
jmd  a  few  scrub  trees  of  no  commercial 
value. 

The  lands  in  T.  8  N  .  R.  9  W..  are 
located  16  miles  southeast  of  the  town 
of  Grants.  New  Mexico.  The  soils  are 
sandy  loam  and  are  subject  to  wind  and 
gully  erosion.  The  topography  is  flat 
to  rolling  with  rocky  slopes.  Three  gul- 
lies cross  the  tract  varying  from  wide 
and  shallow  to  narrow  and  very  deep 
Vegetation  consists  of  grama  grasses. 
Russian  Thistle,  chamisa.  galleta.  little 
bluestem.  Apache  plume,  plnon.  cedar, 
and  Juniper  of  no  commercial  value. 

The  lands  in  T.  6  N..  R.  10  W  .  are 
located  approximately  27  miles  south  of 
Grants.  New  Mexico.  The  southwest 
comer  of  the  parcel  is  gently  sloping 
and  has  a  fair  vegetative  cover,  whereas 
the  remainder  is  primarily  rocky  mesa 
tops  broken  by  a  southward  trending 
canyon  which  develops  into  an  arroyo 
approximately  30  feet  deep.  The  pri- 
mary vegetative  cover  on  the  gently 
sloping  part  is  grama  grass,  chamisa. 
and  rabbit  brush;  the  remainder  is  in 
Juniper,  cedar,  and  pinon  with  a  few 
scattered  Ponderosa  Pine  of  no  commer- 
cial value. 

The  public  lands  affected  by  this  order 
are  hereby  restored  to  the  operation  of 
the  public  land  laws,  subject  to  any  valid 
existing  rights,  the  provisions  of  existing 
withdrawals,  and  the  requirements  of 
applicable  law.  rules  and  regulations. 

Inquiries  and  applications  concerning 
the  above  lands  shall  be  addressed  to 
the  Manager.  Land  Office.  Bureau  of 
Land  Management.  P.O.  Box  1251.  Santa 
Pe.  New  Mexico. 

Chesley  p.  Sesly, 

State  Director. 

[PR      Doc      62-436:     Filed.     Jan      15.     1962; 
8  45  am  I 


Office   tff  the   Secretory 

LESTER   R.   GAMBLE 

V      Statement  of  Changes  in  Financial 
Interests 

In  accordance  with  the  requirements 
of  section  710<b)  t6)  of  the  Defense  Pro- 


NOTICES 

ductlon  Act  of  1950.  as  amended,  and 
Executive  Order  10«47  of  November  28, 
1955,  the  foIkmlBg  ehAnges  have  taken 
place  in  my  financial  interests  during 
the  past  six  months: 

(1)  None. 

(2)  None. 

(3)  None. 

(4)  None. 

This  statement   is   made   as   of   Jan- 
uary 1,  1962. 

Dated:  December  24.  1961. 

LxsTiR  R.  Gamble. 

IFR      Doc      62  437:     Filed.     Jan      15.     1962; 
8:45   a.m  I 


C.   R.  LEEVER 

Statement  of  Changes  in  Financial 
Interests 

In  accordance  with  the  requirements 
of  section  710(b)  (8)  of  the  Defense  Pro- 
duction Act  of  1950,  as  amended,  and 
Executive  Order  10647  of  November  28. 
1955,  the  following  changes  have  taken 
place  in  my  financial  interests  during 
the  past  six  months: 

( 1 )  No  change. 

( 2 )  No  change 

(3)  No  change 

(4)  No  change 

This  statement  is  made  as  of  Jan- 
uary  1.  1962. 

Dated:   December  29.   1961. 

C.  R    Leivir. 

|FR      Doc      62  438:     Filed,     Jan      15,     1962; 
8  45  am  | 


MAX   R.   LLEWELLYN 

Statement  of  Changes  in  Financial 
Interests 

In  accordance  with  the  requirements 
of  section  710<b»  (6'  of  the  Defense  Pro- 
duction Act  of  1950.  as  amended,  and 
Executive  Order  10647  of  November  28. 
1955.  the  following  changes  have  taken 
place  in  my  financial  interests  during 
the  past  six  months: 

( 1 )  No  change. 

(2)  Arizona  Public  Service  C<i  ;  Dividend 
Shares;  One  Williams  Street,  Arden  Farms; 
US  Savings  Bonds.  Series  E:  Bank  Deposits; 
Safeway  Stores;  Allls  Chalmers;  Savage 
Industries. 

(3)  No  change. 
I  4  I    No  change. 

This  statement  i.s  made  as  of  Decem- 
ber 26,  1961. 

Dated:  December  26.  1961. 

Max  R.  Llewellyn. 

|FR      Df)C      62   439;      Filed.     Jan       15.     1962; 
8  45   ami 


JOHN   P.  MADGETT 

Statement  of  Changes  in  Financial 
Interests 

In  accordance  with  the  requirements 
of  section  710(bi  <6)  of  the  Defense  Pro- 
duction Act  of  1950.  as  amended,  and 
Executive  Order  10647  of  November  28. 
1955,  the  following  changes  have  taken 


place   in  my   financial   Interests  during 
the  past  six  months: 

( 1 1  No  changes 

i2i  No  changes 

(3i  No  changes 

(4)  No  changes 

This  statement  is  made  as  of  Decem- 
ber 15.  1961. 

Dated:  December  27.  1961. 

John  P.  Madcett. 

|FR      D.)c      62  440;     Filed.    Jan      15,     1962; 
8:45  ajn  | 


WILLARD  9.   SIMONDS 

Statement  of  Chonges  in  Financial 
Interests 

In  accordance  with  the  requirements 
of  section  710(b)  (6)  of  the  Defense  Pio- 
duction  Act  of  1950,  as  amended,  and 
Executive  Order  10647  of  November  28. 
1955,  the  following  changes  have  taken 
place  in  my  financial  interests  during  the 
past  six  months: 

(  1 1  None. 

(2)  None. 

(3)  None. 

(4)  None. 

This  statement  is  made  as  of  Decem- 
ber 22.  1961. 

Dated:  December  22,  1961 

WiLLAKD  B.  Simon DS 

|FR      Doc      62  441;     Filed.     Jan.     15,     1962. 
8  45    am  I 


JOSEPH   F.   SINNOTT 

Statement  of  Changes  in  Financial 
Interests 

In  accordance  with  the  requirements 
of  section  710ib)  (6)  of  the  Defense  Pro- 
duction Act  of  1950.  as  amended,  and 
Executive  Order  10647  of  November  28 
1955.  the  following  changes  have  taken 
place  in  my  financial  interests  during  the 
past  six  months: 

(  1 )  None. 

( 2 )  None. 

(3)  None. 

(4  I  None.  • 

This  statement  i.s  made  as' of  January 
3.   1962. 

Dated    January  3.  1962. 

Joseph  F.  Sinnott 

|FR      Doc      62  442;      Filed.     Jan      15,     1962; 
8  45    ami 


HARRY   R.   WALL 

Statement  of  Changes  in  Financial 
Interests 

In  accordance  with  the  requirements 
of  section  710(bi  (6>  of  the  Defense  Pro- 
duction Act  of  1950,  as  amended,  and 
Executive  Order  10147  of  November  28, 
1955,  the  following  changes  have  taken 
place  in  my  financial  interests  during 
the  past  six  months: 

( 1 )  No  change. 

(2)  No  change 

(3)  No  change 
(41  No  change 


i 

Tuesday,  January  16,  1962 

This  statement  Is  made  a«  of  Decem- 
ber 28, 1961. 

Dated :  December  38, 1961.     I 

Harby^r  Wall. 

IFR     Doc.    62-443:     PUed,    Jan,     16.    1962; 
8:46ajn.] 


FEDEIAL  REGISTER 

TUs  statement  is  made  as  of  Decem- 
ber 29. 1961. 

Dated:  December  29. 1961. 

Alan  A.  Woodward. 

IPH.    Doc.    ea-444:     Piled,    Jan.     16,     1962; 
8:4Sajn.] 


ALAN  A.  WOODWARD 

Statement  of  Changes  in  Finoncial 
interests 

In  accordance  with  the  requirements 
of  section  710(b)  (6)  of  the  Defense  Pro- 
duction Act  of  1950,  as  amended,  and 
Executive  Order  10647  of  November  28, 
1955,  the  following  changes  have  taken 
place  in  my  financial  interests  during 
the  past  six  months: 

(1)  None. 

(2)  None. 

(3)  None. 

(4)  None. 


Souriiwestom  Power  Administration 

CHIEF,  DIVISION  OF  CUSTOMER 

SERVICE 

DologaHon  of  Authority  Concerning 
Markoting  of  Electric  Power  and 
Enorgy 

The  following  material  is  a  portion  of 
the  Administration's  General  Order 
Manual  and  the  numbering  system  is 
that  of  the  Manual. 

SPA  Genkral  Order  No.  224 

SsonoN  1,  Revocation.  SPA  General 
Order  No.  d94  (25  P.R.  3010),  is  hereby 
revoked. 
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Sec.  2.  Delegation  of  authority.  Pur- 
suant to  the  provisions  of  200  DM  3  2 
(25  P.R.  326) ,  the  Chief.  Division  of  Cus- 
tomer Service  may.  subject  to  the  ap- 
plicable provisions  of  the  act  of  Decem- 
ber 22,  1944.  exercise  the  authority  dele- 
gated by  the  Secretary  of  the  Interior  to 
the  Administrator.  Southwestern  Power 
Administration,  under  270  DM  2.2  (25 
P-R.  2244),  to  enter  into  contracts  for 
the  sale  or  interchange  of  electric  power 
and  energy. 

Sec  3.  Limitation.  The  authority 
granted  to  the  Chief,  Division  of  Cus- 
tomer Service,  in  section  2  above  may 
not  be  redelegated. 

Douglas  G.  Wright. 
Adnninistrator. 

January  10.  1962. 

(F.R.    Doc.    62-446;     Piled,    Jan.    15,     1962; 
8:45  ajn.] 
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Title  5— ADMINISTRATIVE 
PERSONNEL    , 

Chapter  I — Civil  Service  Comnnission 

PART  24 — FORMAL  EDUCATION  RE- 
QUIREMENTS FOR  APPOINTMENT 
TO  CERTAIN  SCIENTIFIC,  TECHNI- 
CAL, AND  PROFESSIONAL  POSI- 
TIONS 

Psychologist 

Sections  24.23.  24.44,  and  24.101  are 
revoked,  and  a  new  §  24.152  is  added  as 
set  out  below.  | 

§24.152  PtiyihuluKittt  [All  specialua- 
lions  except  C«>un6elinK  Psychologist 
(Vm-aliunal  Rchabilitution  and  Edu- 
cHiion),  CS-1 80-1 1-12],  GS-180- 
S-15. 

(a>  Educational  requirement.  Appli- 
cants must  have  successfully  completed 
ji  bachelor's  or  higher  degree  including. 
or  supplemented  by,  courses  in  psychol- 
osy  totalling  at  least  24  semester  hours, 
and  including  at  least  one  course  in 
statistics. 

(bt  Duties.  Psychologists  perform, 
supervise,  administer,  or  consult  on  pro- 
fessional or  scientific  work  (not  requiring 
medical  licensure)  which  relates  to  be- 
havior, capacities,  traits,  interests,  and 
tw:tivities  of  both  human  and  animal  or- 
Ranisms.  This  work  may  involve  any  one 
or  combination  of  the  following  func- 
tions: <1>  Experimentation  with  and/or 
systematic  observation  of  organisms  in 
an  effort  to  develop  scientific  principles 
or  laws  concerning  relationships  of  be- 
havior to  factors  of  environment,  experi- 
ence, and  physiology  or  with  a  view  to 
the  practical  application  of  findings  (re- 
search ) ;  ( 2 )  application  of  professional 
or  technical  knowle<lge  of  psychological 
principles,  theories,  methods,  or  data  to 
practical  situations  and  problems  (direct 
services);  or  (3)  provision  of  college- 
level  training  in  psychological  principles, 
theories,  methods,  and  techniques  to  ad- 
vance knowledge  of  them  and  their  14)- 
propriate  use  (training).  Psychologists 
are  concerned  with  how  an  organism  be- 
haves in  an  environment  (including 
sensing,  F>erceiving.  moving,  learning 
and  remembering,  feeling  and  emoting, 
thinking  and  problem  solving,  and  90cial- 
izing)  in  response  to  internal  and  ex- 
ternal stimuli;  with  the  reasons  for  the 
behavior  (e.g.,  heredity,  present  environ- 
ment, and  past  history,  conditioning  and 
training ) ;  and  with  the  prediction  and 
iv.odiflcation  of  behavior. 

ic)  Knowledge  and  training  requisite 
lor  performance  of  duties.  In  its  total- 
ity, psychology  covers  the  full  gamut  of 
human  and  animal  behavior  and  be- 
havior characteristics.     Amons  occupa- 


tionfl  fields  touched  by  its  peripheries 
are  peychiatry.  physiology,  pharmacol- 
ogy, engineering,  sociology,  social  work, 
education,  statistics,  and  personnel.  In 
either  research  or  direct  services  its  aim 
is  partly  integrative  of  (either  to  discover 
or  to  apply  relationships  between)  these 
various  areas  of  psychological  knowl- 
edge. Psychotogy  contains  a  large  body 
of  fimdamental  theories  and  concepts, 
and  of  experimental  data,  and  requires 
training  in  the  concepts  and  techniques 
of  scientific  methodology.  The  breadth 
of  its  interests;  the  necessity  for  relating 
theories  and  concepts  from  the  various 
areas;  and  the  large  body  of  behavioral 
theory  and  concepts,  and  experimental 
data  with  which  a  psychologist  must  be 
familiar  can  only  be  obtained  through 
systematic  formal  training  in  an  organ- 
ized curriculum  which  will  provide  broad 
coverage  of  the  relevant  areas  of  human 
knowledge,  and  particular  coverage  of 
the  major  areas  of  the  behavioral  sci- 
ences, including  provision  of  the  neces- 
sary laboratory  facilities. 

(Sec.  11,  58 Stat.  390;  5U.S.C.  860) 

UKrTED  States  Civil  Serv- 
icK  ComossioN. 

I  SEAL  1         MAET  v.  WENZEL. 

Executive  Assistant  to 
the  Commissioners. 

[PR.    Doc.    62-506:     Piled,    Jan.     16.     1962; 
'  8:49  B.m.) 

* 

Title  7— AGRICULTURE 

Chapfvr  VII — Agricultural  Stabiliza- 
tion and  Conservation  Service  (Ag- 
ricultural Adjustment),  Department 
off  Agriculture 

SU8CHAPTEI  D — SPECIAL  PIO(»AMS 

PART  775— FEED  GRAINS 

Subport — 1962  Feed  Grain   Program 
Regulations 

Correction 

In  P.R.  Doc.  61-12427,  appearing  at 
page  146  of  the  issue  for  Saturday,  Jan- 
uary 6,  1962.  the  first  sentence  of 
I  775.124(b)  should  read  as  follows: 

(b)  When  any  person  who  would  have 
had  an  interest  as  producer  (herein 
called  "predeeesaw")  in  com  or  grain 
sorghums  or  in  barley,  as  applicable,  if 
It  had  been  produced  on  the  diverted 
acreage  has  been  succeeded  on  the  farm 
by  another  producer  (herein  called  "suc- 
cessor") after  Form  477  has  been  filed 
and  the  successor's  name  is  listed  on 
Form  477-2,  their  share  of  the  advance 
and  final  payment  shall  be  divided  on 
such  basis  as  the  predecessor  and  suc- 
cessor agree  is  fair  and  equitable.  •  •  • ". 


Chapter  IX — ^Agricultural  Marketing 
Service  (Marketing  Agreements  and 
Orders),  Department  of  Agriculture 

[Orange  Beg.  2] 

PART  906— ORANGES  AND  GRAPE- 
FRUIT GROWN  IN  THE  LOWER  RIO 
GRANDE  VALLEY  IN  TEXAS 

Limitation  of  Shipments 
§  906.303      Orange  Regulation  2. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement  and  Order  No.  906 
(7  CFR  Part  906),  regulating  the  han- 
dling of  oranges  and  grapefruit  grown 
in  the  Lower  Rio  Grande  Valley  in  Texas. 
effective  under  the  applicable  provisions 
of  the  Agricultural  Bfarketing  Agree- 
ment Act  of  1937,  as  amended  (7  n.S.C. 
601-674),  and  upon  the  basis  of  the 
recommendation  of  the  Texas  Valley 
Citrus  Committee  establi^ed  under  the 
aforesaid  maiiceting  agreement  and 
order,  and  upon  other  available  informa- 
tion, it  is  hereby  found  that  the  limita- 
tion of  shipments  of  oranges,  as  here- 
inafter provided,  will  tend  to  effectuate 
the  declared  policy  of  the  act. 

( 2 )  It  is  hereby  further  found  that  it  is 
impracticable  and  contrary  to  the  public 
interest  to  give  preliminary  notice,  en- 
gage in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  t^is 
section  until  30  days  after  publication 
thereof  in  the  Fedekal  Racism  (5  U.S.C. 
1001-1011)  because  the  time  intervening 
between  the  date  when  information  upon 
which  this  section  is  based  became  avail- 
able and  the  time  whai  this  section  must 
become  effective  in  order  to  effectuate 
the  declared  policy  of  the  act  is  in- 
sufficient; a  reasonable  time  is  permitted, 
under  the  circumstances,  for  preparation 
for  such  effective  time;  and  good  cause 
exists  for  making  the  provisions  hereof 
effective  as  hereinafter  set  forth.  Ship- 
ments of  oranges,  grown  in  the  produc- 
tion area,  are  presently  subject  to  regula- 
tion by  grades  and  sizes,  pursuant  to  the 
marketing  agreement  and  order;  the 
recommendation  and  supporting  in- 
formation for  regulation  during  the 
period  specified  herein  were  promptly 
submitted  to  the  Department  after  an 
open  meeting  of  the  Texas  Valley  Citrus 
Committee  on  January  11,  1962.  such 
meeting  was  held  to  consider  recom- 
mendations for  regulation,  after  giving 
due  notice  of  such  meeting,  and  inter- 
ested persons  were  afforded  an  oppor- 
tunity to  submit  their  views  at  this  meet- 
ing; the  provisions  of  this  section,  in- 
cluding the  effective  time  hereof,  are 
identical  with  the  aforesaid  recom- 
mendation of  the  committee,  and  in- 
formation concerning  such  provisions 
and  effective  time  has  been  disseminated 
among  handlers  of  such  oranges;  it  is 
necessary,  in  order  to  effectuate  the  de- 
clared policy  of  the  act.  to  make  this 
section  effective  during  the  period  here- 
inafter set  forth  so  as  to  provide  for  the 
continued  regulation  of  the  handling  of 
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oranges,  enid  compliance  with  this  sec- 
tioi)  will  not  require  any  special  prepara- 
tion on  the  part  of  the  persons  subject 
thereto  which  cannot  be  completed  by 
the  effective  time  hereof. 

(b)  Order.  (1)  Terms  used  in  the 
marketing  agreement  and  order  shall. 
when  used  herein,  have  the  same  mean- 
ing as  is  given  to  the  respective  term  in 
said  marketing  agreement  and  order: 
and  terms  relating  to  grade  and  diameter, 
when  used  herein,  shall  have  the  same 
meaning  as  is  given  to  the  respective 
term  in  the  United  States  Standards 
for  Oranges  (Texas  and  States  other 
than  Florida.  California,  and  Arizona' 
(SS  51.680-51.712  of  this  title) 

(2)  Orange  Regulation  No.  1  <!S906- 
301;  27  FM.  7)  is  hereby  terminated  at 
12:01  a.m..  cs.t..  January  18,  1962. 

(3)  During  the  period  beginning  at 
12:01  a.m.,  est..  January  18.  1962.  and 
ending  at  12:01  a.m.,  cs.t..  February  5, 
1962.  no  handler  shall  handle: 

(i)  Any  oranges  of  any  variety,  grown 
in  the  production  area,  unless  such 
oranges  grade  at  least  U.S.  No.  2  Russet; 

(ii)  Any  oranges  of  any  variety,  grown 
as  foresaid,  which  are  of  a  size  smaller 
than  2'^K,  inches  in  diameter,  except  that 
not  more  pian  ten  ( 10)  percent,  by  count, 
of  such  oranges  in  any  lot  of  containers, 
and  not  more  than  fifteen  (15)  percent. 
by  count,  of  such  oranges  in  any  in- 
dividual container  in  such  lot  may  be  of 
a  size  smaller  than  2'Sr.  inches  in  di- 
ameter; 

'(iii)  Any  oranges  of  any  variety, 
grown  as  aforesaid,  packed  in  any  box  or 
carton  of  inside  dimensions  other  than 
those  specified  in  subdivision  (iv> .  unless 
the  oranges  are  of  a  size  within  the  di- 
ameter limits  specified  for  one  of  the  fol- 
lowing pack  sizes  and  otherwise  are 
packed  in  accordance  with  the  require- 
ments of  standard  pack,  except  that  not 
to  exceed  a  total  of  10  percent,  by  count, 
of  the  oranges  in  any  such  container  may 
be  outside  such  diameter  limits: 

Diameter  limits 
in  inches 

Pack  sizes:  Min.  Max 

100^ 3'i,.  3'm,. 

125 3:Virt  3'»„. 

183-.- 2'»i,.  3'i,. 

200 -.  211,,.  3>,>. 

252 2'ii,  2'-ii; 

324 2:V|.;  2'»i.. 

( iv)  Any  oranges  of  arty  variety,  grown 
as  aforesaid,  packed  in  a  box  or  carton 
having  inside  dimensions  of  19^4  x  13'2 
X  13 '2  inches,  imless  such  container  is 
packed  in  accordance  with  one  of  the  fol- 
lowing pack  sizes  and  contains  the  ap- 
plicable number  of  oranges  specified  fOr 
the  pack  size:  Provided.  Such  oranges 
are  within  the  diameter  limits  specified 
in  subdivision  (iii)  of  this  subparagraph 
for  the  particular  pack  size,  except  that 
not  to  exceed  a  total  of  10  percent,  by 
count,  of  the  oranges  in  any  such  con- 
tainer may  be  outside  such  diameter 
limits: 

Sumber  0/ 
Pack  sizes:  oranges 

100 100 

125 125 

163 163 

200 198 

252 252 

324 319 


RULES  AND   REGULATIONS 

I  V  I  Any  oranges  of  any  variety,  grown 
as  aforesaid,  for  which  inspection  is  re- 
quired unless  an  appropriate  inspection 
certificate  has  been  Issued  with  respect 
thereto  not  more  than  48  hours  prior  to 
the  lime  of  shipment. 

ivi>  The  provisions  of  subdivisions 
'iii'  and  uv>  of  this  subparagraph  shall 
not  apply  to  the  oranges  in  any  gift 
package  of  fruit 

All  oranges  of  any  variety,  grown  as 
aforesaid,  handled  during  the  period 
specified  in  this  section  are  subject  to 
all  applicable  container  regulations 
which  are  in.  effect  pursuant  to  the 
aforesaid  marketing  agreement  and  or- 
der during  such  period 

(Sec    1-19.  48  Strtt    31    us  iimetided    7  UyC 
601-674) 

Dated:  January  15,  1962. 

F.  L.  SOUTHERLAND. 

Acting  Director.  Fruit  and  Veg- 
etable   Division.    Agricultural 

Marketing  Serince. 

|FR      Doc      62  606.     Filed.     Jan      16.     1962, 
11   24a  m  I 
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PART  944 — FRUITS;   IMPORT 
REGULATIONS 

Oranges 

Pursuant  to  the  provisions  of  section 
Be  of  the  Agricultural  Marketing  Agree- 
ment Act  of  1937.  as  amended  (7  U.S.C 
601-674).  the  provisions  of  paragraph 
la)  of  §944  300  i Orange  Regulation  1; 
26  PR.  9668.  9905;  27  F  R.  8)  are  hereby 
amended  to  read  as  follows: 

<a)  On  and  after  12:01  a.m.  est., 
January  18.  1962.  the  importation  into 
the  United  States  of  any  oranges  is 
prohibited  unless  such  oranges  are  in- 
spected and  grade  at  least  U.S.  No.  2 
Russet,  and  are  of  a  size  not  smaller 
than  2'|,!  inches  in  diameter,  except  that 
not  more  than  10  percent,  by  count,  of 
such  oranges  in  any  lot  of  containers, 
and  not  more  than  15  percent,  by  count, 
of  such  oranges  in  individual  containers 
in  such  lot,  may  be  of  a  size  smaller 
than  2'-i,,  inches  in  diameter. 

It  is  hereby  found  that  it  is  imprac- 
ticable, unnecessary,  and  contrary  to  the 
public  interest  to  give  preliminary  no- 
tice, engage  in  public  rule-making  pro- 
cedure, and  postpone  the  effective  time 
of  this  amendment  beyond  that  herein- 
after specified  <5  U.S.C.  1001-1011)  in 
that  <a)  the  requirements  of  this 
amended  import  regulation  are  imposed 
pursuant  to  section  8e  of  the  Agricul- 
tural Marketing  Agreement  Act  of  1937. 
as  amended  (7  U.S.C.  601-674;  75  Stat. 
305 ' .  which  makes  such  regulation  man- 
datory; (b)  such  regulation  Imposes  the 
same  restrictions  on  imports  of  oranges 
as  the  grade  and  size  restrictions  being 
made  applicable  to  the  shipment  of 
oranges  grown  in  Texas  under  Orange 
Regulation  2  (§906.303)  issued  simul- 
taneously herewith  to  become  effective 
January  18.  1962;  (O  compliance  with 
this  amended  import  regulation  will  not 
require  any  special  preparation  which 
cannot  be  completed  by  the  effective 
time  hereof;   and   id)    this  amendment 


relieves  restrictions  on  the  importation 
of  oranges. 

(Sees   1-19.  48  Stat   31.  at  amended;  7  US  C 
601-674) 

Dated  January  15.  1962.  to  become  ef- 
fective at  12:01  a.m.,  est..  January  18. 
1962. 

F.  L.  SOUTHERLAND. 

Acting  Director,  Fruit  and  Veg- 
etable Divisio7i.  Agricultural 
Marketing  Service. 

|FR      Doc      62  605;     Piled.     Jan      16.     1962; 
11   24  am  I 


PART  993 — DRIED   PRUNES  PRO- 
DUCED IN  CALIFORNIA 

Amendment   of  Administrative   Rules 
and   Regulations 

Notice  was  published  in  the  December 
15.  1961  issue  of  the  Federal  Register 
•  26  F.R.  12037)  that  the  Department  had 
under  consideration  an  amendment  of 
the  Subpart — Administrative  Rules  and 
Regulations,  operative  pursuant  to  Mar- 
keting Agreement  No.  110.  as  amended, 
and  Order  No.  993,  as  amended  (7  CFR 
Part  993;  26  F.R.  475 ».  hereinafter  re- 
ferred to  collectively  as  the  "order",  reg- 
ulating the  handling  of  dried  primes 
produced  in  California,  effective  under 
the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended  i7  U.S.C.  601- 
674). 

The  amendment  would  provide  for  the 
addition  of  a  new  paragraph  (f)  to 
§  993.150  (.Disposition  of  prunes  by  han- 
dlers). Said  paragraph  (f>  would  pro- 
vide for  the  disposition  of  pitted  prunes 
for  ( 1 )  human  consumption  as  pitted 
prunes,  and  <2)  use  in  prune  products, 
on  the  basis  of  the  quality  of  such  prunes 
prior  to  pitting. 

Interested  persons  were  afforded  the 
opEKjrturuty  to  file  written  data,  views,  or 
arguments  with  respect  to  the  proposal 
within  the  time  limit  specified  in  said 
notice.    None  were  filed. 

After  consideration  of  all  relevant 
matters  presented,  including  the  infor- 
mation and  recommendations  submitted 
by  the  committee,  and  other  available 
information,  it  is  concluded  that  amend- 
ment of  this  subpart,  as  hereinafter  set 
forth,  would  tend  to  effectuate  the  de- 
clared policy  of  the  act. 

Therefore,  it  is  hereby  ordered.  That 
§  993.150  be  amended  as  follows: 

§  993.150      Di^poKition  of  pruiieH  bv  liun- 
dler«. 


(f)  Pitted  prunes — tl)  For  human 
consumption  as  such.  No  handler  shsdl 
ship  or  otherwise  make  final  disposition 
of  any  lot  of  pitted  prunes  for  human 
consumption  as  pitted  prunes  unless  the 
lot.  before  pitting,  met  (i)  the  applicable 
minimum  standards  set  forth  in  S  993.97 
( Exhibit  A ) .  or  as  such  standards  may  be 
modified,  for  standard  prunes  or  stand- 
ard processed  prunes,  and  (ii)  the  re- 
quirements specified  in  9  993.50  (c)  and 
<d). 

(2)  For  use  in  prune  products.  Any 
lot  of  substandard  prunes,  whether  na- 
tural condition  or  processed,  if  within 
the  applicable  tolerances  prescribed  In 
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5  993.97  n  C  (1),  (2).  and  (3),  may  be 
pitted  and  shipped  or  disposed  of  for 
use  and  used  in  prune  products  for 
human  consumption:  Provided.  That 
prior  to  shipment  or  other  final  disposi- 
tion by  handler,  such  prunes  have  lost 
their  form  and  character  as  prunes  to 
the  satisfaction  of  the  insi)ector  and  the 
committee.  An  inspection  certificate  on 
such  lot  shall  not  be  issued  until  the 
inspector  has  determined  that  the  prunes 
therein  have  lost  their  form  and  charac- 
ter as  prunes.  Disposition  of  pitted 
prunes  by  handlers  for  use  in  prune 
products  shall  be  in  accordance  with  the 
applicable  provisions  of  paragraph  (e) 
of  this  section. 

It  is  hereby  found  and  determined 
that  good  cause  exists  for  not  postponing 
the  effective  date  hereof  until  30  days 
after  publication  in  the  Federal  Regis- 
ter (5  U.S.C.  1003(c) )  in  that:  (1)  Cer- 
tain handlers  recently  have  begun  mar- 
keting pitted  prunes  in  consiimer 
packages  for  human  consumption  as 
pitted  prunes;  (2)  Therefore,  in  keeping 
with  the  quality  objectives  of  the  order 
and  to  be  consistent  with  present  re- 
quirements for  prunes  other  than  pitted 
pr\ines.  it  is  necesary  to  ensure  that  (i) 
prunes  to  be  pitted  for  human  consump- 
tion as  pitted  prunes  meet,  prior  to 
pitting,  the  same  minimum  level  of 
quality  as  that  required  for  prunes  for 
human  consumption  as  such,  (ii)  that 
substandard  prunes  not  in  excess  of  the 
tolerances  specified  for  the  food  and 
drug  defects  of  mold,  imbedded  dirt,  in- 
sect infestation  and  decay,  may  be  pitted 
and  used  in  prune  products  for  human 
consumption,  and  (iii)  that  pitted 
prunes,  from  substandard  lots,  will  not 
be  sold  in  consumer  packages  for  human 
consimiption  as  pitted  prunes. 

(SeoB.  1-19.  46  Stat   31.  as  amended;  7  UjS.C. 

601-874) 

Dated:  January  12.  1962.  to  become 
effective  ur>on  publication  in  the  Federal 
Register. 

Pattl  a.  Nicholson, 
Deputy  Director. 
Fruit  and  Vegetable  Division. 

(PR     Doc     62-494;     Piled.    Jan.    16.    1962; 
8  47  a.m.) 

Title  13— BUSINESS  l»EDIT 
AND  ASSISTANCE 

Chapter  i — Small  Business 
Administrotion 

PART  109— ADJUDICATIVE  PRO- 
CEEDINGS; SMALL  BUSINESS  IN- 
VESTMENT COMPANIES 

Pursuant  to  aiithority  contained  in 
sections  308  and  309  of  the  Small  Busi- 
ness Investment  Act  of  1958.  Pirt»Ue  Lsw 
85-«99,  72  Stat  694.  as  amended,  the 
Small  Business  Admlnlstratioa  taereiqr 
adopts  new  Part  109  of  Suhrhaptw  B, 
Chapter  I  of  Title  13  of  the  Code  of 
Federal  Regulations. 

Information  and  eiective  date.  Tbe 
Small  Business  InTestment  Act  Amead- 
menU  of  1961.  Public  Law  87-<341.  aectkm 
309.  provides  SBA  with  the  power  to 


>v.' 
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suspend  Licenses  and  to  issue  cease  and 
desist  orders.  Tlie  new  Part  109,  as  set 
forth  below,  establishes  the  rules  of 
practice  for  such  proceedings.  Since 
these  rules  of  practice  relate  to  matters 
which  are  exempt  from  the  rule  making 
requirements  of  the  Administrative  Pro- 
cedure Act  (5  U.S.C.  1003),  they  shall 
become  effective  upon  publication  in  the 
Federal  Register. 

Sec. 

109.1  Scope  of  rules. 

100.2  Definitions. 

109.3  Appearances. 

109.4  Commencement  of  proceeding. 

109.5  Order  to  show  cause  and  notice  of 

hearing. 

109.6  Answer. 

109.7  Motions. 

109.8  Amendments       and       supplemental 

pleadings. 

105.9  Prehearing  conferences. 

109.10  Voluntary  Intervention. 

109.11  Depositions. 

109.12  Admissions    as    to    facts    and    docu- 

ments. 

109.13  Evidence. 

109.14  Presiding  officials. 

109.15  Hearings;  transcripts. 
100J6    Subpoenas. 

100.17  WltaeaMs  and  fees. 

109.18  Proposed  findings,  conclusions,  and 

order. 

109.19  Interlocutory  appeals. 

109.20  Initial  decision. 

100.21  Petition  for  review. 
10922     Administration  review. 

100.23  Decision  on  review. 

109.24  Requirements  as  to  form  and  filing 

of   documents   other   than    corre- 
spondence. 

109.25  Time. 

100.26  Service. 

100.27  Ex  parte  communication. 

109.28  RepcHts  of  compliance. 

109.29  Reopening  of  proceedings. 

Authoutt:  ii  109.1  to  100.29  issued  under 
sec.  808.  PubUc  Law  85-699  and  sec.  309,  Pub- 
lic Law  87-841. 

§  109.1      Scope  of   rules. 

The  following  rules  of  practice  govern 
proceedings  under  section  309  of  the  act 
concerned  with  the  suspension  of  a  li- 
cense, the  ordering  of  a  licensee 
to  cease  and  desist  from  action  or 
failure  to  act,  and  the  ordering  of  a 
licensee  to  take  such  action  or  to  refrain 
from  such  action  as  the  Administration 
deems  necessary  to  ensure  compliance 
with  the  act  and  the  regulations  of  the 
Administration. 

§  109^     Defiwtimis. 

Examiner.  "Examiner"  means  the 
heaiins  examiner  conducting  a  hearing 
puTBiMUit  to  section  309  of  the  Act; 

Order.  *X>rder."  except  as  used  in  the 
I^iraae  "order  to  show  cause"  and  except 
as  otherwise  indicated,  shall  mean  an 
order  to  suapend  or  cease  and  desist; 

Party.  "Party"  means  the  Adminis- 
tration or  respondent; 

JtespofHfenl.  "Respondent"  means  a 
lieenaee  named  in   an   order   to   show 


Secretary.  "Secretary"  means  the 
Adndnlstratiye  Secretary  of  the  Admin- 
istration, Small  Business  Administration, 
Waihingtoii  26.  D.C. 


f  1«9^ 

(a)  QuaUfieation*.     (1)    Members  of 
the  bar  of  a  Federal  court  or  of  the 
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highest  court  of  any  State  or  Territory 
of  the  United  States  not  disbarred  or 
suspended  by  any  court  or  administrative 
agency,  may  practice  before  the  SBA  in 
an  adjudicative  proceeding. 

(2)  A  Respondent  may  be  represented 
by  a  bona  fide  officer  thereof  upon  a 
showing  of  adequate  authorization. 

(b)  RestrictioTis  €is  to  former  em- 
ployees. In  addition  to  the  provisions  of 
§  105.3-1  of  this  chapter,  no  former  em- 
ployee of  the  Administration  shall  appear 
as  attorney  or  counsel  in  any  proceeding 
the  subject  matter  of  which  was  pending 
in  any  manner  or  form  in  the  Adminis- 
tration while  such  former  employee  was 
employed  by  the  Administration,  unless 
and  until  the  Administrator  determines, 
upon  the  written  statement  of  the  former 
Mnployee  and  a  statement  from  the 
SBIO  Deputy  Administrator,  that  such 
subject  matter  did  not  come  to  the 
official  attention  of  such  former  employee 
during  his  employment  by  the  Adminis- 
tration and  that  he  did  not  participate 
personally  and  substantially  in  the 
proceeding. 

(c)  Notice  of  appearance.  Any  at- 
torney desiring  to  appear  before  the 
Administration  or  an  examiner,  on  be- 
half of  a  respondent,  shall  file  with  the 
secretary  a  written  notice  of  such  ap- 
pearance, which  shall  contain  a  state- 
ment of  such  attorney's  ^gibility  as 
provided  in  ttns  section.  No  other  appli- 
cation shall  be  required  for  culmission  to 
practice,  and  no  register  of  attorneys 
.<;hall  be  maintained. 

(d)  Standards  of  conduct.  All  counsel 
practicing  before  the  Administration 
shall  conform  to  the  standards  of  ethical 
conduct  required  of  practitioners  in  the 
courts  of  the  United  States  and  by  the 
bars  of  which  they  are  members. 

(e)  Suspension  or  disbarment  of  at- 
torneys. (1)  The  examiner  shall  have 
the  authority,  for  good  cause  stated  on 
the  record,  to  bar  frcnn  participation  in 
a  particular  proceeding  any  attorney  who 
shall  refuse  to  comply  with  his  direc- 
tions, or  who  shall  be  guilty  of  disorderly 
conduct,  dilatory  tactics,  or  contemp- 
tuous language  in  the  course  of  such 
proceedings.  Any  attorney  so  barred 
shall  have  the  right  to  appeal  to  the 
Administrator  from  such  action  of  the 
examiner,  whereupon  the  Administrator 
will  review  the  action  of  the  examiner 
and  take  such  action  as  he  deems 
warranted  by  the  circumstances. 

(2)  The  Administrator,  for  good  cause 
shown,  may  issue  an  order  requiring  any 
alleged  offender  to  show  cause  why  he 
should  not  be  suspended  or  disbarred 
from  practice  before  the  Administration. 
Such  alleged  offender  shall  be  granted 
due  opportunity  to  be  heard  in  his  own 
defense.  Thereafter,  if  warranted  by  the 
facts,  the  Administration  will  issue 
against  such  (lender  an  order  of  repri- 
mand, suspension  or  disbarment. 

§  109.4     Cosumencemeiit  of  proceoiUiii;. 

An  adjudicative  proceeding  mder  sec- 
tion 309  of  the  act  is  commenced  by  the 
issuance  and  service  upon  the  Respond- 
ent of  an  order  to  show  cause  hy  the 
Administration. 
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§  109.3      Order  to  show  raunr  »nd  nolirr 
of   hearing. 

»a)  Form  and  notice.  An  order  to 
show  cause  shall  coHtain  a  statement  of 
the  matters  of  fact  and  law  asserted  by 
the  Administration  and  the  legal  au- 
thority and  Jurisdiction  under  which  a 
hearing  is  to  be  held,  and  shall  inform 
the  Respondent  that  a  hearing  will  be 
held  at  a  time,  at  least  thirty  days  after 
service  of  the  order  to  show  cause  and 
place  stated  in  said  order. 

(b)  Motion  for  more  definite  order  to 
show  cause.  If  the  statement  in  an  or- 
der to  show  cause  is  so  vague  or  ambig- 
uous that  a  party  cannot  reasonably 
frame  a  responsive  answer,  the  resp)ond- 
ent  may  move  for  a  more  definite  state- 
ment before  filing  its  answer.  Such  a 
motion  shall  be  filed  within  fifteen  days 
after  service  of  the  order  to  show  cause 
and  shall  point  out  the  defects  com- 
plained of  and  the  details  desired. 

§  109.6      .4ni>wrr. 

<a)  Time  for  filing.  A  respondent 
shall  have  thirty  days  after  service  of  the 
order  to  show  cause  within  which  to  file 
an  answer  thereto:  Provided,  however. 
That  the  filing  of  a  motion  for  a  more 
definite  statement  alters  this  period  of 
time  as  follows,  unless  a  different  time 
is  fixed  by  the  examiner :  (1  >  If  the 
motion  is  denied,  the  answer  shall  be 
filed  within  ten  days  after  notice  of  such 
action:  <2>  if  the  motion  is  granted,  in 
whole  or  in  part,  the  answer  shall  be  filed 
within  ten  days  after  service  of  the  more 
definite  statement:  Provided  further. 
however.  That  in  no  event  need  an  an- 
swer be  filed  in  less  than  thirty  days 
after  service  of  the  order  to  show  cause 

(b)  Content  of  answer.  An  answer 
shall  conform  to  the  following : 

(1)  Contesting  allegations  of  order  to 
show  cause.     Such  answer  shall  contain : 

(i)  A  concise  statement  of  the  facts 
constituting  the  ground  of  defense: 

(ii)  Specific  admission,  denial,  or  ex- 
planation of  each  fact  alleged  in  the 
order  to  show  cause,  or  if  the  respondent 
is  without  knowledge  thereof,  a  state- 
ment to  that  effect. 

(2>  Admitting  allegations  of  order  to 
show  cause.  If  the  respondent  elects 
not  to  contest  the  allegations  of  fact  set 
forth  in  the  order  to  show  cause,  the 
answer  shall  consist  of  a  statement  that 
respondent  admits  all  material  allega- 
tions to  be  true.  Such  an  answer  shall 
constitute  a  waiver  of  hearings  as  to 
facts  so  alleged,  and  an  initial  decision 
containing  appropriate  findings  and  con- 
clusions and  an  appropriate  order  dis- 
posing of  the  proceeding  shall  be  issued 
by  the  examiner.  In  such  answer,  the 
respondent  may,  however,  reserve  the 
right  to  submit  proposed  findings  and 
conclusions  and  the  right  to  petition  for 
review  under  §  109.21. 

(c)  Default.  Failure  of  the  respond- 
ent to  file  answer  within  the  time  pro- 
vided shall  be  deemed  to  constitute  a 
waiver  of  its  right  to  appear  and  to 
authorize  the  Examiner,  without  further 
notice  to-  respondent,  to  find  the  facts 
to  be  as  alleged  in  the- order  to  show 
cause  and  to  enter  an  initial  decision 
containing  such  findings,  appropriate 
conclusions  and  order. 


RULES  AND  REGULATIONS 

<d>  Signature  on  answer.  Every  an- 
swer filed  pursuant  to  this  rule  shall  be 
signed  by  an  officer  of  the  respondent 
or  by  the  attorney  who  represents  the 
respondent. 

lai  Presentation  and  disposition 
During  the  time  a  proceedinK  is  before 
an  e.xaminer.  all  molioiis  therein,  except 
as  provided  in  5  109  M'e",  shall  be  ad- 
dressed to  and  ruled  upon  by  him,  and, 
if  in  wntinji,  shall  be  filed  with  the 
Secretary.  All  motions  addressed  to 
the  Administrator  shall  be  in  writinu 
and  shall  be  filed  with  the  Secretary 

tb'  Content.  All  written  motions  shall 
state  the  particular  order,  rulinK,  or 
action  desired  and  the  grounds  therefor 

"C  Answers.  Within  ten  days  after 
service  of  any  written  motion,  or  within 
such  longer  or  shorter  time  as  may  bo 
designated  by  the  examiner  or  the  Ad- 
ministrator, the  opposing  party  shall 
answer  or  be  taken  to  have  consented 
to  the  granting  of  the  relief  asked  for 
in  the  motion.  The  moving  party  shall 
have  no  right  to  reply,  except  as  per- 
mitted by  the  examiner  or  the  Admin- 
istrator 

'd>  Af onions  for  extensions  As  a 
matter  of  discretion,  the  examiner  or 
the  Administrator  may  waive  the  re- 
quirements of  this  section  as  to  motions 
for  extensions  of  time,  and  may  rule 
upon  such  requests  ex  parte 

ici  Rulinos  on  motions  for  di.smissal 
When  a  motion  to  dismiss  an  order  to 
show  cause  or  for  other  relief  is  granted 
with  the  result  that  the  proceeding  be- 
fore the  examiner  is  terminated,  the 
examiner  shall  make  and  file  an  initial 
decision  in  accordance  with  the  pro- 
visions of  5  109.20.  When  a  motion  to 
dismiss  is  made  at  the  close  of  the  evi- 
dence offered  in  support  of  the  order  to 
show  cause  based  upon  the  alleged  fail- 
ure to  establish  a  prima  facie  case,  the 
examiner  may,  if  he  so  elects,  defer 
ruling  thereon  until  the  close  of  the  case 
for  the  reception  of  evidence 

§  109.R      Amencliiienio  and   ■•iipplniirntul 
plradin|E<i. 

lai  Amendments — 'li  By  leave.  If 
and  whenever  determination  of  a  con- 
troversy on  the  merits  will  be  facilitated 
thereby,  the  examiner  may.  upon  such 
conditions  as  are  necessary  to  avoid 
prejudicing  the  public  interest  and  the 
rights  of  the  parties,  allow  appropriate 
amendments  to  pleadings:  provided, 
however,  that  an  application  for  amend- 
ment of  an  order  to  show  cause  may  be 
allowed  only  if  the  amendment  is  rea- 
sonably within  the  scope  of  the  proceed- 
ing initiated  by  the  original  order  to 
show  cause. 

i2»  Conformance  to  evidence.  When 
issues  not  raised  by  the  pleadings,  but 
reasonably  within  the  scope  of  the  pro- 
ceeding initiated  by  the  original  order 
to  show  cause,  are  tried  by  express  or 
implied  consent  of  the  parties,  they  shall 
be  treated  in  all  respects  as  if  they  had 
been  raised  in  the  pleadings:  and  such 
amendments  of  the  pleadings  as  may  be 
necessary  to  make  them  conform  to  the 
evidence  auid  to  raise  such  issues  shall 
be  allowed  at  any  time. 


ih^  Supplemental  pleadings.  The  ex- 
aminer may.  upon  reasonable  notice  and 
such  terms  as  are  just,  permit  service 
of  a  supplemental  pleading  setting  forth 
trsmsactions,  occurrences,  or  events 
which  have  happened  since  the  date  of 
the  pleading  .sought  to  be  supplemented 
and  which  are  relevant  to  any  of  the 
issues  involved. 

§  109.9      Prrhfarinic    ronforenrctt. 

I  a »  The  examiner  upon  motion  of  any 
party  or  upon  his  own  motion  may  direct 
counsel  for  all  parties  to  meet  with  him 
for  a  conference  to  consider : 

1 1 )  Simplification  and  clarification  of 
the  issues. 

( 2  >  Necessity  or  desirability  of  amend- 
ments to  pleadings,  subject,  however,  to 
the  provisions  of  §  109.8iaMl); 

1 3 1  Stipulations,  admissions  of  fact 
and  of  the  contents  and  authenticity  of 
documents; 

i4i  Expedition  in  the  presentation  of 
evidence,  including,  but  not  limited  to. 
restriction  of  the  number  of  expert,  eco- 
nomic or  technical  witnesses;  and 

"5)  Such  other  matters  as  may  aid  in 
the  orderly  disposition  of  the  proceeding, 
including  disclosure  of  the  names  of  wit- 
nesses or  furnishings  for  inspection  or 
copying  of  nonprivileged  documents, 
papers,  books  or  other  physical  exhibits, 
which  constitute  or  contain  evidence 
relevant  to  the  subject  matter  involved 
and  which  are  in  the  pKjssession,  custody, 
or  control  of  any  party  to  the  proceeding. 

(b)  Prehearing  conferences,  in  the 
discretion  of  the  examiner,  may  be 
stenographically  reported  as  provided  in 
§  109.15<f »,  but  shall  not  be  public  unless 
all  parties  so  agree. 

ic>  The  examiner  shall  enter  in  the 
record  an  order  which  recites  the  action 
taken,  the  amendments  allowed  and  the 
agreements  made  at  the  conference;  and 
such  prder  shall  control  the  subsequent 
course  of  the  proceeding,  unless  modified 
at  the  hearing  to  prevent  manifest  in- 
justice. If  counsel  for  any  party  after 
proper  direction  fails  or  refuses  to  dis- 
close the  names  of  witnesses  or  to  make 
available  for  inspection  or  copying  non- 
privileged  documents,  papers,  books  or 
other  physical  exhibits,  the  Examiner,  in 
his  discretion,  may  also  enter  in  the  rec- 
ord an  order  providing,  as  appropriate: 

(1)  That  the  testimony  of  the  wit- 
nesses whose  names  are  not  disclosed  or 
the  documents,  papers,  books  or  other 
physical  exhibits  which  are  not  made 
available  for  Inspection  or  copying  In 
accordance  with  the  direction  shall  not 
be  Introduced  In  evidence;  or 

1 2)  That  counsel  who  falls  or  refuses 
to  comply  with  the  examiner's  direction 
In  respect  to  any  of  the  foregoing  shall 
be  barred  from  participation  In  the  pro- 
ceeding In  accordance  with  the  provisions 
of  §  109.3(e)  (1) 

§  109.10      Voluntary    inlrrvention. 

ta)  Any  Individual,  partnership,  unin- 
corporated association,  or  corporation 
desiring  to  Intervene  in  an  adjudicative 
proceeding  shall  make  written  applica- 
tion in  the  form  of  a  motion  setting  forth 
the  basis  therefor.  Such  application 
shall  have  attached  to  it  a  certificate 
showing  service  thereof  upon  each  party 
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to  the  proceeding  in  accordance  with  the 
provisions  of  1 109.26(b) .  A  similar  cer- 
tificate shall  be  attached  to  the  answer 
filed  by  any  party  other  than  counsel  in 
support  of  the  order  to  show  cause,  show- 
ing service  of  such  answer  upon  the 
applicant. 

(b)  The  examiner  or  the  Administrator 
may  by  order  permit  the  intervention  to 
such  extent  and  upon  such  terms  as  are 
provided  by  law  or  as  otherwise  may  be 
deemed  proper.  The  examiner  or  the 
Administrator  shall  consider,  among 
other  matters,  whether  the  intervention 
will  unduly  delay  or  prejudice  the  adjudi- 
cation of  the  rights  of  the  parties. 

§  109.11       Depooitions. 

(a)  When,  how  and  by  whom  taken. 
Oood  caxise  being  shown,  the  testimony 
of  any  witness  may  be  taken  by  deposi- 
tion in  any  proceeding  after  answer  to 
the  order  to  show  cause  has  been  filed. 
Depositions  may  be  taken  orally  before 
any  person  designated  by  the  examiner 
and  having  power  to  administer  oaths. 

(b)  Application.  Any  party  desiring 
to  take  the  deposition  of  a  witness  shall 
make  application  in  writing  to  the  ex- 
aminer, setting  forth  the  reasons  why 
such  deposition  should  be  taken;  the  time 
when,  the  place  where,  and  the  name  and 
post  office  address  of  the  person  before 
whom  the  deposition  is  to  be  taken;  the 
name  and  post  office  address  ot  each 
witness:  and  the  subject  matter  concern- 
ing which  each  witness  is  expected  to 
testify. 

<c)  Notice.  Such  notice  as  the  ex- 
aminer may  order  shall  be  given  of  the 
taking  of  a  deposition,  but  this  shall  not 
be  less  than  five  days'  written  notice  of 
the  taking  of  a  deposition  within  the  con- 
tinental United  States,  and  not  less  than 
fifteen  days'  wTitten  notice  when  the  de- 
position is  to  be  taken  elsewhere. 

(d)  Taking  and  reception  in  evidence. 
Each  witness  testifying  upon  deposition 
shall  be  duly  sworn,  and  the  adverse 
party  shall  have  the  right  to  cross-ex- 
amine. The  questions  propounded  and 
the  answers  thereto,  togetho-  with  all 
objections  made,  shall  be  reduced  to  writ- 
ing and,  in  the  presence  of  the  officer 
before  whom  the  deposition  is  taken, 
read  to  the  witness,  subscribed  by  him. 
and  certified  in  the  usual  form  by  the 
officer.  Thereafter,  the  officer  shall  for- 
ward the  deposition,  with  three  copies 
thereof,  in  an  envelope  under  seal,  en- 
dorsed with  the  title  of  the  proceeding, 
to  the  examiner,  find,  subject  to  appro- 
priate rulings  on  such  objections  to  the 
questions  and  answers  as  were  noted  at 
the  time  of  taking  the  depo6iti<Hi  (h:  as 
would  be  valid  were  the  witness  person- 
ally present  and  testifying,  such  deposi- 
tion may  be  read  In  evidence  by  the  party 
taking  it  as  against  any  party  who  was 
present  or  represented  at  the  taking  of 
the  depKjsltlon  or  who  had  due  notice 
thereof. 

§  109.12      Adniii«»ionM  a^  lo  (tket»  and  doc- 
uments. 

(a)  At  any  time  after  answer  has  been 
filed,  any  party  may  serve  upon  any  other 
party  a  written  request  for  the  admission 
of  the  genuineness  of  any  relevant  docu- 
ments descril}ed  in  the  request,  or  the 
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admission  of  the  truth  of  any  relevant 
matters  of  fact  set  forth  in  such  docu- 
ments. Copies  of  the  dociunents  shall  be 
delivered  with  the  request  unless  copies 
have  already  been  furnished. 

(b)  Each  requested  admission  shall  be 
deemed  made  unless,  within  a  period 
designated  by  the  examiner,  not  less 
than  ten  days  after  service  thereof,  or 
within  such  further  time  as  the  exam- 
iner may  allow,  the  party  so  served  serves 
upon  the  party  making  the  request 
either  (1)  a  sworn  statement  denying 
specifically  the  relevant  matters  of  which 
an  admission  is  requested  or  setting  forth 
in  detail  the  reasons  why  he  can  neither 
truthfully  admit  nor  deny  them,  or  (2) 
written  objections  on  the  ground  that 
some  or  all  of  the  matters  involved  are 
privileged  or  irrelevant  or  that  the  re- 
quest is  otherwise  improper  in  whole  or 
In  part,  together  with  a  copy  of  a  request 
to  the  examiner  for  a  hearing  on  the 
objections  at  the  earliest  practicable 
time.  Answers  on  matters  to  which  such 
objections  are  made  may  be  deferred 
until  the  objections  are  determined,  but 
if  written  objections  are  made  to  only  a 
part  of  a  request,  the  remainder  of  the 
request  shall  be  answered  within  the 
period  designated. 

(c)  Admissions  obtained  pursuant  to 
this  procedure  may  be  used  in  evidence 
Xo  the  same  extent  and  subject  to  the 
same  objections  as  other  admissions. 

§  109.13      Evidence. 

(a)  Burden  of  proof.  Counsel  sup- 
porting the  order  to  show  cause  shall 
have  the  burden  of  proof,  but  the  pro- 
ponent of  any  factual  proposition  shall 
be  required  to  sustain  the  burden  of 
proof  with  reference  thereto. 

(b)  AdmisslbiUty.  Relevant,  material, 
and  reliable  evidence  shall  be  admitted. 
Irrelermnt.  immaterial,  unreliable,  and 
unduly  repetitious  evidence  shall  be  ex- 
cluded. Immaterial  or  irrelevsuit  parts 
of  an  admissible  document  shall  be 
segregated  and  excluded  so  far  as 
practicable. 

(c)  OSlcial  notice  of  facts.  When  any 
decision  of  an  examiner  or  of  the  Ad- 
ministrator rests,  in  whole  or  in  part, 
upon  the  taking  of  official  notice  of  a  ma- 
terial fact  not  appearing  in  evidence  of 
record,  opportunity  to  disprove  such 
noticed  fact  shall  be  granted  any  party 
ma^ng  timely  motion  therefor. 

(d)  Obieetions.  Objections  to  evi- 
dence shall  timely  and  briefly  state  the 
grounds  relied  upon  and  the  transcript 
shall  include  argument  or  debate  thereon 
except  as  ordered  by  the  Examiner. 
Rulings  on  aU  objections  shall  appear  in 
the  record. 

(e)  ^xccpWons.  Formal  exceptions 
to  an  adverse  ruling  by  the  examiner  is 
not  required. 

(1)  Record  of  excluded  evidence. 
When  an  objection  to  a  question  pro- 
poimded  to  a  witness  is  sustained,  the 
examining  attorney  may  make  a  specific 
offer  of  what  he  expects  to  prove  by  the 
answer  of  the  witness,  or  the  examiner 
upon  rcQuest  shall  receive  and  report  the 
evidence  in  full,  unless  it  clearly  appears 
that  the  evidence  is  not  admissible  on 
any  ground  or  that  the  witness  is  prlv- 
fleged.  Similarly,  rejected  exhibits, 
adequately    marked    for    identification. 
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shall  be  retained  in  the  record  so  as  to  be 
available  for  consideration  by  any  re- 
viewing authority. 

§  109.14      Presiding  officials. 

(a)  Who  presides.  All  hearings  in 
adjudicative  proceedings  shall  be  pre- 
sided over  by  an  examiner. 

(b)  Powers  and  duties.  Examiners 
shall  have  the  duty  to  conduct  fair  and 
impartial  hearings,  to  take  all  necessary 
action  to  avoid  delay  in  the  disposition 
of  proceedings,  and  to  maintain  order. 
They  shall  have  all  powers  necessary  to 
that  end,  including  the  following: 

(1)  To  administer  oaths  and  affirma- 
tions; 

(2)  To  issue  subpoenas; 

(3)  To  rule  upon  offers  of  proof  and 
receive  evidence; 

(4)  To  take  or  cause  depositions  to  be 
taken  and  to  determine  their  scope; 

(5)  To  regulate  the  course  of  the  hear- 
ings and  the  conduct  of  the  parties  and 
their  counsel  therein; 

t6»  To  hold  conferences  for  simplifi- 
cation of  the  issues  or  any  other  proper 
purpose ; 

(7)  To  consider  and  rule  upon  all  pro- 
cedural and  other  motions  appropriate 
In  an  adversary  proceeding; 

(8)  To  make  and  file  initial  decisions: 
and 

(9)  To  take  any  action  authorized  by 
these  rules  or  in  conformance  with  the 
provisions  of  the  Administrative  Pro- 
cedure Act  (5  U.S.C.  1001  to  1011). 

(c)  Substitution  of  examiner.  In  the 
event  of  substitution  of  a  new  examiner 
for  the  one  originally  designated,  any 
motion  predicated  upon  such  substitu- 
tion shall  be  made  within  five  days 
thereafter. 

(d)  Interference.  In  the  performance 
of  their  adjudicative  functions.  Exam- 
iners shall  not  be  responsible  to,  nor 
subject  to  the  supervision  or  direction 
of,  any  officer,  employee,  or  agent  en- 
gaged in  the  performance  of  investiga- 
tive or  prosecuting  functions  for  the 
Administration,  and  all  directions  by  the 
Administrator  to  examiners  concerning 
any  adjudicative  proceeding  shall  appear 
in  and  be  made  a  part  of  the  record. 

(e)  Disqualification  of  examiners,  d) 
When  an  examiner  deems  himself  dis- 
qualified to  preside  in  a  particular  pro- 
ceeding, he  shall  withdraw  therefrom 
by  notice  on  the  record  and  shall  notify 
the  Administrator  of  such  withdrawal. 

(2)  Whenever  any  party  shall  deem 
the  examiner  for  any  reason  to  be  dis- 
qualified to  preside,  or  to  continue  to 
preside,  in  a  particular  proceeding,  that 
party  shall  file  with  the  Administrator 
a  motion  to  disqualify  and  remove  such 
examiner,  such  motion  to  be  supported 
by  affidavits  setting  forth  the  alleged 
grounds  for  disqualification.  Copy  of 
such  motion  shall  be  served  by  the  Ad- 
ministration on  the  examiner  whose  re- 
moval is  therein  sought,  who  shall  have 
ten  days  from  such  service  within  which 
to  reply  thereto.  If  the  examiner  does 
not  disqualify  himself  within  ten  days, 
then  the  Administrator  shall  promptly 
determine  the  validity  of  the  grounds 
alleged,  either  directly  or  on  the  report 
of  another  hearing  examiner  appointed 
to  conduct  a  hearing  for  that  purpose. 
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§  109.15     Hearinft;  traiurript*. 

(a>  Public  hearings.  All  hearings  in 
adjudicative  proceedings  shall  be  public 
unless  otherwise  specified  in  the  order 
to  show  cause  or  ordered  by  the  exam- 
iner for  good  cause  shown. 

(b)  Rights  of  parties.  Every  party 
shaU  have  the  right  to  due  notice,  cross- 
examination,  presentation  of  evidence, 
objection,  motion,  argument  and  all 
other  rights  essential  to  a  fair  hearing 

(C>  Adverse  witnesses.  An  adverse 
party,  or  an  ofBcer.  agent,  or  employee 
thereof,  and  any  witness  who  appears  to 
be  hostile,  unwilling,  or  evasive,  may  be 
interrogated  by  leading  questions  and 
may  also  be  contradicted  and  impeached 
by  the  party  calling  him. 

(d>  Expedition.  Hearings  shall  pro- 
ceed with  all  reasonable  expedition  Un- 
less the  Administrator  otherwise  orders 
upon  a  certificate  of  necessity  therefor 
by  the  examiner,  all  hearings  will  be 
held  at  one  place  and  will  continue  with- 
out suspension  until  concluded.  "This 
shall  not  bar  overnight,  week  end.  or 
holiday  recesses,  or  other  brief  intervals 
of  the  sort  normally  involved  in  judicial 
proceedings. ) 

(e>  Notice.  Not  less  than  ten  days" 
notice  of  the  time  and  place  of  any  hear- 
ing shall  be  given,  and  in  setting  such 
hearings  due  regard  shall  be  had  for  the 
public  interest  and  the  convenience  and 
necessity  of  all  parties,  witnesses,  and 
counsel. 

(f>  Transcripts.  Hearings  shall  be 
stenographically  retorted  and  tran- 
scribed by  the  official  reporter  of  the  Ad- 
ministration under  the  supervision  of  the 
examiner,  and  the  original  transcript 
shall  be  a  part  of  the  record  and  the 
sole  official  transcript.  Copies  of  tran- 
scripts are  available  to  respondents  and 
to  the  public  from  the  reporter  at  rates 
not  to  exceed  the  maximum  rates  fixed 
by  contract  between  the  Administration 
and  the  reporter. 

(g>  Corrections  of  the  transcript 
Corrections  of  the  official  transcript  may 
be  made  only  when  they  involve  errors 
affecting  substance  and  then  only  in 
the  manner  herein  provided :  Corrections 
ordered  by  the  examiner  or  agreed  to  in 
a  written  stipulation  signed  by  all  coun- 
sel and  approved  by  the  examiner  shall 
be  included  in  the  record,  and  such  stip- 
ulations, except  to  the  extent  they  are 
capricious  or  without  substance,  shall  be 
approved  by  the  examiner.  Corrections 
shall  not  be  ordered  by  the  examiner  ex- 
cept upon  notice  and  opportunity  for 
the  hearing  of  objections  Corrections 
so  ordered  or  approved  shall  be  incor- 
porated in  the  record  as  an  appendix  and 
when  so  incorporated  the  Secretary  shall 
make  or  cause  to  be  made  the  necessary 
physical  corrections  in  the  official  tran- 
script so  that  it  will  incorporate  the 
changes  agreed  upon  or  ordered.  In 
making  such  physical  corrections,  there 
shall  be  no  substitution  of  pages,  but,  to 
the  extent  practicable,  such  corrections 
shall  be  made  by  running  a  line  through 
the  matter  to  be  changed,  but  without 
obliteration,  and  writing  the  matter  as 
changed  immediately  above.  Where  the 
correction  consists  of  an  insertion,  it 
shall  be  added,  by  rider  or  interlineation. 
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as  near  as  may  be  to  the  text  which  i.s 
intended  to  precede  and  follow  it 

§  109.16      SubpoenuM. 

<a>  Subpoenas  ad  tt'stifitanduni  Ap- 
plication for  issuance  of  a  subpoena  re- 
quiring a  witness  to  appear  and  testify 
before  an  examiner  at  a  specified  Mlace 
and  time  may  be  made  to  the  e.xainiiu-i . 
or  to  the  Administrator 

ibi  Subpoenas  du(i\s  tecu!'!  Appli- 
cation for  issuance  of  a  subpoena  reciuir- 
ins  a  witness  to  appear  before  an  E.x- 
aminer  at  a  specified  time  and  place 
and  produce  specified  documents  sliall 
be  made  in  writing  to  tlie  examiner  or 
to  the  Administrator,  and  sliall  specify 
as  exactly  as  possible  the  documents  to 
be  produced,  showing  their  general  rele- 
vancy and  reasonable  .scope  Any  motion 
to  limit  or  quash  such  subpoena  shall 
be  filed  within  ten  days  aftei  date  of 
.service  of  the  subpoena 

ic>  Servicr.  A  subpoena  shall  be 
served   as  provided   in    i5  109  26' a' 

id"  Appeal.  An  appeal  to  the  Ad- 
ministrator from  the  examiner's  ruling 
granting  or  denying  a  motion  to  issue, 
limit  or  quash  any  subpoena  will  be  en- 
tertained by  the  Administrator  only  upon 
a  showing  that  the  ruling  complained  of 
involves  substantial  rights  and  will  ma- 
terially affect  the  final  decision  and  that 
a  determination  of  its  correctness  be- 
fore conclusion  of  the  hearing  will  better 
serve  the  interests  of   justice 

§   109.17       V^ilneAM>i>    and    fee-. 

la'  Witnesses  at  heannus  shall  be  ex- 
amined orally.  Witnesses  shall  be  paid 
the  same  fees  and  mileage  as  are  paid 
witnesses  in  the  courts  of  the  United 
States. 

<b>  Witnesses  who.se  dejKjsitions  are 
taken,  and  the  persons  taking  such  dep- 
ositions, shall  severally  be  entitled  to 
the  same  fees  as  are  paid  for  like  services 
m  the  courts  of  the  United  States. 

'C »  Witness  fees  and  mileage,  and  fees 
for  depositions,  shall  be  paid  by  the 
party  at  whose  instance  witnesses  appear. 

i;   109.18     Propo^eci   findiiifc-,  <-onrhioion«. 
and    order. 

At  the  close  of  the  reception  of  evi- 
dence in  an  adjudicative  proceeding,  or 
within  a  reasonable  time  thereafter  fixed 
by  the  examiner,  any  party  may  file  with 
the  Secretary  for  consideration  of  the 
Examiner  propo.sed  findings  of  fact,  con- 
clusions of  law,  and  order,  together  with 
reasons  therefor  and  briefs  in  .support 
thereof.  Such  proposals  shall  be  in  writ- 
ing, shall  be  served  upon  all  parties,  and 
shall  contain  adequate  references  to  the 
record  and  authorities  relied  on.  The 
record  shall  show  the  examiner's  ruling 
on  each  proposed  finding  and  conclusion, 
except  when  his  order  disposing  of  the 
proceeding  otherwise  informs  the  parties 
of  the  action  taken  by  him  thereon. 

§  109.19      Interloeulury    appeals. 

Except  as  provided  in  5  109  16'd>  and 
§  109.3(e).  interlocutory  appeals  from 
rulings  of  an  examiner  may  be  filed  only 
after  permission  is  ftrgt  obtained  from 
the  Administrator.  Any  request  for 
such  permission  shall  be  in  writing,  not 
to  exceed  ten  pages  in  length,  and  shall 
be  filed  within  five  days  after  notice  of 


the  ruling  complained  of.  No  such  per- 
mission shall  be  granted  by  the  Admin- 
istrator unless  he  finds  that  such  ruling 
involves  substantial  rights  and  will  ma- 
terially affect  a  final  decision  and  that 
determination  of  its  correctness  before 
the  conclusion  of  the  proceeding  would 
better  serve  the  interests  of  justice. 

Interlocutory  appeals  .shall  be  in  the 
form  of  a  brief,  not  to  exceed  thirty 
pa«es  in  length,  and  shall  be  filed  within 
five  days  after  notice  of  the  ruling  com- 
plained of.  in  the  case  of  appeals  under 
S  109,16<d'  or  !5  109. 3'e'.  or  within  five 
days  after  notice  of  permission  to  file, 
in  the  ca.se  of  appeals  under  5  109  19 
Answer  thereto  may  be  filed  within  five 
days  after  service  of  the  appeal  brief 
The  appeal  shall  not  operate  to  suspend 
the  hearing  unless  otherwise  ordered  by 
the  examiner  or  the  Administrator. 

i;   I0*>.20       Initial    l>e<  i-ion. 

lai  W}ien  filed  and  nhen  efjectivr 
Within  thirty  days  after  completion  of 
the  reception  of  evidence  in  a  proceed- 
in.Ej.  or  within  such  further  time  as  the 
Administrator  may  allow  on  the  exam- 
iners  written  request,  the  examiner  .shall 
file  an  initial  decision  which  shall  be- 
come the  decision  of  the  Administration 
thirty  days  after  service  thereof  upon 
the  parties,  unless  1 1  >  within  fifteen  days 
after  service  of  such  initial  decision  a 
petition  for  review  thereof  shall  be  filed, 
or  t2»  within  such  thirty-day  period  the 
Administrator  issues  an  order  placing 
the  case  on  his  own  docket  for  review 
A  copy  of  the  initial  decision  and  order 
shall  be  served  upon  the  respondent  and 
each  counsel  or  other  representative  who 
has  appeared  in  the  proceeding  pursuant 
to  ^  109.3. 

(b>  Content.  An  mitial  decision  shall 
include  a  statement  of  <  1  >  findings  and 
conclusions,  with  the  reasons  or  basis 
therefor,  upon  all  the  material  issues  of 
fact,  law,  or  di.scretion  presented  on  the 
record,  and  <2i  an  appropriate  order 
specifying  the  -  effective  date  thereof. 
Initial  decisions  shall  be  based  upon  a 
consideration  of  the  whole  record  and 
supported  by  reliable,  probative  and  sub- 
stantial evidence. 

ic>  By  whom  made.  The  initial  deci- 
sion in  an  adjudicative  proceeding  shall 
be  made  and  filed  by  the  examiner  who 
presided  therein,  except  when  he  shall 
have  become  unavailable  to  the  Adminis- 
tration, m  which  event  a  substitute  ex- 
aminer shall  be  designated. 

id>  Reopening  termination  of  exam- 
iner's jurisdiction.  1 1  •  At  any  time  prior 
to  the  filing  of  his  initial  decision,  an  ex- 
aminer may  reopen  the  proceeding  for 
the  reception  of  further  evidence 

(2)  Except  for  the  correction  of  cleri- 
cal errors,  the  jurisdiction  of  the  exam- 
iner is  terminated  upon  the  filing  of  his 
initial  decision,  unless  and  until  the 
proceeding  is  remanded  to  him  by  the 
Administrator. 

8   109.21       Petilion   for  review. 

(a>  Who  may  file..  Any  party  to  a 
proceeding  may  file  a  petition  for  review 
within  the  time  prescribed  by  §  109.20. 

<bt  Content.  The  petition  for  review 
shall  concisely  and  plainly  state  ( 1 )  the 
questions  presented  for  review.  <2)   the 
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facts  in  abbreviated  form,  and  (3>  the 
reasons  why  review  by  the  Administrator 
is  deemed  to  be  in  the  public  interest. 
Such  petition  shall  not  exceed  ten  pages 
m  length. 

(c)  Answer.  Within  ten  days  after 
service  upon  the  opposing  party  of  a 
petition  for  review,  such  party  may  file 
in  opposition  thereto  an  answer  of  not 
exceeding  ten  pages. 

(d)  Disposition.  A  petition  for  re- 
view will  be  granted  where,  on  examina- 
tion of  the  record,  the  petition  for  re- 
view, and  the  answer,  the  Administrator 
finds  that  the  questions  presented  are 
substantial  and  that  determination 
thereof  by  the  Administrator  is  neces- 
sary or  appropriate  under  the  law  to 
insure  a  just  and  proper  disposition  of 
the  proceeding  and  to  protect  the  rights 
of  all  parties.  If  the  petition  for  review 
is  denied,  the  initial  decision  of  the 
examiner  shall  thereupon  become  the 
decision  of  the  Administration. 

§  109.22      .Administration    review. 

(a>  Within  thirty  days  after  service  of 
the  Administrator's  order  granting  the 
petition  for  review,  the  petitioner  may 
file  exceptions  to  the  initial  decision  and 
a  brief  in  support  thereof. 

(b>  Exceptions.  Each  exception  (1) 
shall  relate  only  to  substantive  or  pro- 
cedural matters  presented  on  the  record, 
limited  to  the  questions  stated  in  the 
petition  for  review:  (2)  shall  identify 
the  part  of  the  initial  decision  to  which* 
objection  is  made:  <3»  shall  specify  the 
portions  of  the  record  relied  upon;  and 
'  4 )  shall  state  the  grounds  for  the  ex- 
ception, including  the  citation  of  author- 
ities in  support  thereof.  Any  objection 
to  a  ruling,  finding,  or  conclusion  which 
IS  not  made  a  part  of  the  exceptions 
shall  be  deemed  to  have  been  waived. 
Any  exception  which  fails  to  present 
with  accuracy,  brevity  and  clearness 
whatever  is  essential  to  a  ready  and  ade- 
quate understanding  of  the  points 
requiring  consideration  may  be  disre- 
garded. 

(c>  Brief.  The  brief  in  support  of  the 
exceptions  shall  contain,  in  the  order 
indicated,  the   following: 

(li  A  subject  index  of  the  matter  in 
the  brief,  with  page  references,  and  a 
table  of  cases,  text  books,  statutes,  and 
other  material  cited,  with  page  references 
thereto: 

(2^  A  concise  statement  of  the  case 
containing  all  that  is  material  to  the 
consideration  of  the  questions  presented ; 

«3>  A  specification  of  the  assigned 
errors;  and 

•  4)  The  argument  presenting  clearly 
the  points  of  fact  and  law  relied  upon  in 
support  of  the  position  taken  on  each 
question,  with  specific  page  references  to 
the  transcript  and  the  legal  or  other  ma- 
terial  relied  upon. 

Material  not  included  in  the  exceptions 
or  brief  may  not  be  presented  to  the  Ad- 
ministrator in  oral  argument  or  other- 
wi.se 

•  di  Answering  brief.  Within  thirty 
(lays  after  service  of  the  brief  upon  the 
opposing  party,  such  party  may  file  an 
answering  brief  which  shall  also  contain 
a  subject  index,  with  page  references, 
and  a  table  of  cases,  text  books,  statutes, 
and  other  material  cited,  with  page  ref- 
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erences  thereto.  It,  shall  be  limited  to 
the  questions  raised  in  the  brief  in  sup- 
port of  the  exertions  and  shall  present 
clearly  the  points  of  fact  and  law  relied 
upon  in  support  of  the  position  taken 
on  each  question,  with  specific  page  ref- 
erences to  the  transcript  and  legal  or 
other  material  relied  upon. 

(e)  Reply  brief.  Reply  briefs,  not  in 
excess  of  ten  pages  and  limited  to  rebut- 
tal of  matter  in  an  answering  brief,  will 
be  received  if  filed  and  served  within 
seven  days  after  receipt  of  the  answering 
brief  or  the  day  preceding  the  oral  ar- 
gument, whichever  comes  first.  No  an- 
swer to  a  reply  brief  will  be  permitted. 

(f)  Length  of  briefs.  No  brief  in  ex- 
cess of  sixty  pages,  including  any  ap- 
pendices, shall  be  filed  without  leave  of 
the  Administrator. 

(g)  Oral  argument.  No  oral  argu- 
ments will  be  held  in  cases  in  which  the 
Administrator  grants  review,  luiless  he 
otherwise  orders  (1)  upon  request  of  any 
party  made  at  the  time  of  filing  its  brief, 
or  (2)  upon  ttie  Administrator's  own  mo- 
tion. Oral  arguments  before  the  Admin- 
istrator shaU  be  reported  stenographi- 
cally unless  otherwise  ordered  by  the 
Administrator. 

§  109.23      Decision   on  review. 

<a)  Upon  review  of  an  initial  decision, 
the  Administrator  will  consider  such 
parts  of  the  record  as  are  cited  or  as  may 
be  necessary  to  resolve  the  issues  pre- 
sented; and  in  addition  will,  to  the  ex- 
tent necessary  or  desirable,  exercise  all 
the  powers  which  he  could  have  exercised 
if  he  had  made  the  initial  decision, 

<b)  In  rendering  his  decision,  the  Ad- 
ministrator will  adopt,  modify,  or  set 
aside  the  findings,  conclusions  and  order 
contained  in  the  initial  decision,  and  will 
include  in  the  decision  a  statement  of  the 
reasons  or  basis  for  his  action. 

§  109.24  Requirements  asi  to  form  and 
filing  of  documents  other  than  cor- 
respondence. 

<a)  Filing.  All  documents  in  proceed- 
ings hereunder  before  the  Administra- 
tion shall  be  addressed  to  and  filed  with 
the  Administrative  Secretary,  Small 
Business  Administration.  Washington  25, 
DC. 

(b)  Title.  Documents  shall  clearly 
show  the  docket  number  and  title  of  the 
proceeding. 

(c)  Copies.  Ten  copies  shall  be  filed 
of  a  petition  for  review  and  of  all  briefs ; 
five  copies  of  all  other  documents  shall 
be  filed  with  the  exception  of  reports  of 
compliance  under  §  109.28.  in  which  case 
only  two  copies  need  be  filed,  and  notices 
of  appearances  under  §  109.3,  in  which 
case  ondy  one  copy  need  be  filed. 

(d)  Form.  (1 )  Documents,  other  than 
briefs  filed  with  the  Administrator  on 
petitions  for  review,  shall  be  printed, 
typewritten  or  otherwise  processed  in 
permanent  form  and  on  good  unglazed 
paper.  The  paper  must  not  be  less  than 
eight  (8)  inches  nor  more  than  eight  and 
one-half  (8»/i)  inches  by  not  less  than 
ten  and  one-half  <  lOVi )  inches  nor  more 
than  eleven  (11 )  inches.  The  left  margin 
must  be  one  and  one-half  dVi)  inches 
and  the  right  margin  one  (1)  inch. 
Documents  must  be  bound  on  the  left 
side.    If  printed,  the  type  shall  be  not 
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less  than  ten  (10)  point  adequately 
leaded. 

(2)  Briefs  before  the  Administrator 
on  review  shall  be  printed  on  good  un- 
glazed paper  seven  (7)  inches  by  ten 
(10)  inches.  The  type  shall  not  be  less 
than  ten  (10)  point  adequately  leaded. 
Citations  and  quotations  shall  not  be 
less  than  ten  (10)  point  single  leaded 
and  footnotes  shall  not  be  less  than  eight 
(8)  point  single  leaded.  The  printed 
line  shall  not  exceed  four  and  three- 
quarter   (4%)   inches  in  length. 

(e)  Sig7iature.  (1)  One  copy  of  each 
document  shall  be  signed  by  an  attorney 
of  record  for  the  party  or,  in  the  case 
of  respondents  not  represented  by  coun- 
sel, by  an  officer  of  respondent. 

•  2)  Signing  a  document  constitutes  a 
representation  by  the  signer  that  he  has 
read  it,  that  to  the  best  of  his  knowledge, 
information,  and  belief,  the  statements 
made  in  it  are  true,  and  that  it  is  not 
interposed  for  delay.  If  a  document  is 
not  signed  or  is  signed  with  intent  to 
defeat  the  purpose  of  this  section,  it  may 
be  stricken  as  sham  and  false  and  the 
proceeding  may  go  forward  as  though  the 
document  had  not  been  filed. 

§  109.23      Time. 

<  a )  Computation.  Computation  of  any 
period  of  time  prescribed  or  allowed  by 
these  rules,  by  order  of  the  AdminisU'a- 
tor,  or  an  examiner,  or  by  any  applicable 
statute,  shall  begin  with  the  first  business 
day  following  that  on  which  the  act, 
event  or  development  initiating  such 
period  of  time  shall  have  occurred.  When 
the  last  day  of  the  period  so  computed  is 
a  Saturday,  Sunday,  or  national  holiday, 
or  other  day  on  which  the  office  of  the 
Administration  is  closed,  the  period  shall 
run  until  the  end  of  the  next  following 
business  day.  When  such  period  of  time, 
with  the  intervening  Saturdays,  Sundays 
and  national  holidays  cotmted,  is  less 
than  seven  days,  each  of  the  Saturdays, 
Sundays  and  such  holidays  shall  be  ex- 
cluded from  the  computation.  When  such 
period  of  time,  with  the  intervening 
Saturdays,  Svmdays  and  national  holi- 
days counted,  exceeds  seven  days,  each  of 
the  Saturdays,  Sundays  and  such  holi- 
days shall  be  included  in  the 
computation. 

(b)  Extensions.  For  good  cause 
shown,  the  examiner  may,  in  any  pro- 
ceeding before  him.  extend  any  time 
limit  prescribed  or  allowed  by  these  rules 
or  by  order  of  the  Administrator  or  the 
examiner,  except  those  governing  inter- 
locutory appeals  and  initial  decisions  and 
those  expressly  requiring  Administrator 
action.  Except  as  otherwise  provided  by 
law,  the  Administrator,  for  good  cause 
shown,  may  extend  any  time  limit  pre- 
scribed by  these  rules  or  by  order  of  the 
Administrator  or  the  examiner:  Pro*- 
tided,  however.  That  in  a  proceeding 
pending  before  an  examiner,  the  applica- 
tion shall  first  be  made  to  him.  Appli- 
cations for  extensions  of  time  shall  be 
made  by  motion. 

§  109.26      Service. 

(ai  By  the  Administration.  (1)  Serv- 
ice of  orders  to  show  cause,  orders  and 
other  processes  of  the  Administration 
may  be  effected  as  follows: 
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(i)  Sy  registered  mail.  A  copy  of  the 
document  shall  be  addressed  to  the  per- 
son. p«rUiership.  corporation  or  unin- 
corporated aandatlon  to  be  aerred  at 
his  or  Its  residence  or  principal  ofllce  or 
Iriace  of  business,  registered,  and  mailed : 
or 

(II)  By  deiioery  to  an  individual.  A 
copy  tliereof  may  be  delivered  to  the 
person  to  be  serred.  or  to  a  member  (tf 
the  partnership  to  be  served,  or  to  the 
president,  secretary,  or  other  executive 
officer  or  a  dlrectra*  of  the  corporation 
or  unincorporated  association  to  be 
served;  or 

(III)  By  delivery  to  an  address.  A 
copy  thereof  may  be  left  at  the  principal 
office  or  place  of  business  of  the  person, 
partnership,  corporation  or  unincorpo- 
rated association,  or  It  may  be  left  at  the 
reaidenee  of  the  person  or  of  a  member 
of  the  partnership  or  of  an  ofBcer  or 
director  of  the  cmrporation  or  unincorpo- 
rated association  to  be  served. 

(2)  Documents  other  than  orders  to 
show  cause,  orders  and  other  processes 
of  the  Administration,  the  service  of 
which  starts  the  running  ot  prescribed 
periods  of  time  provided  or  allowed  by 
any  of  the  rules  in  this  part  or  by  any 
order  of  the  Administration  or  an  ex- 
amina*  for  the  performance  of  some  act 
or  the  occurrence  <rf  some  event  or  de- 
velopment, shall  be  served  in  the  same 
manner  as  mtlers  to  show  cause,  orders 
and  oth^  processes  of  the  Administra- 
tion, or  by  certified  mall. 

(3)  AH  other  doc\mients  may  be  simi- 
larly served,  or  they  may  be  served  by 
ordliuuT  fhrst-class  mall. 

(b)  By  other  parties.  Service  of  docu- 
ments by  parties  other  than  the  Admin- 
istration shall  be  by  delivering  coi^es 
thereof  as  follows:  Upon  the  Administra- 
tion, by  personal  delivery  or  delivery  by 
first-class  mail  to  the  office  of  the  Secre- 
tary; upon  any  other  party,  by  delivery 
to  the  party.  If  the  party  is  an  indivi- 
dual or  partnership.  dellvN-y  shall  be  to 
such  individual  or  a  mnnber  ot  the  part- 
nership; If  a  corporation  or  unincorpo- 
rated association,  to  an  officer  or  agent 
authorized  to  accept  service  of  process 
therefore.  Delivery  to  a  party  other  than 
the  Administration  means  handing  to 
the  individual,  partner,  officer,  or  agent; 
leaving  at  his  ofBce  with  a  person  in 
charge  thereof,  or.  if  there  is  no  one  in 
charge  or  if  the  office  is  cloaed  or  if  he 
has  no  office,  leaving  at  his  dwelling 
house  or  usual  place  of  abode  with  some 
person  of  suitable  age  and  discretion 
then  residing  therein;  or  sending  by 
maU. 

(c)  Proof  of  service.  (1)  When  serv- 
ice is  by.  mall,  registered  or  ordinary 
first-class,  it  Is  complete  upon  delivery  oi 
the  document  by  the  post  office. 

(2)  When  a  party  has  appeared  in  a 
in-oceeding  by  a  partner,  officer,  or  at- 
torney, service  upon  such  partner,  officer, 
or  attorney  of  any  document  other  than 
an  order  to  show  cause,  order  or  other 
process  of  the  Administration  shall  be 
deemed  service  upon  the  party. 

(3)  The  return  post  office  receipt  for 
a  document  registered  and  mailed,  or  the 
verified  return  or  certificate  by  the  per- 
son serving  the  document  by  personal 
delivery  or  ordinary  mail,  setting  forth 
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the  manner  of  said  service,  shall  be  proof 
of  the  service  of  the  document. 

S  109.27      fLx  parte  ronnuunuKtiuu. 

(a)  In  an  adjudicative  proceeding. 
no  employee  or  agent  of  the  Adminis- 
tration who  performs  any  Investigative 
or  prosecuting  function  in  connection 
with  the  proceeding  and  no  respondent 
in  the  proceeding,  or  agent,  or  counsel, 
or  anyone  acting  on  behalf  of  a  re- 
spondent, shall  communicate  ex  parte, 
directly  or  indirectly,  with  the  Admin- 
istrator, or  the  examiner,  or  any  em- 
ployee involved  in  the  decisional  process 
in  such  proceeding,  with  respect  to  the 
merits  of  that  or  a  factually  related 
proceeding. 

(b)  In  an  adjudicative  proceeding. 
the  Administrator,  examiner  or  em- 
ployee involved  in  the  decisional  process 
of  such  proceeding,  shall  not  communi- 
cate ex  parte,  directly  or  Indirectly,  with 
any  employee  or  agent  of  the  Admin- 
istration who  performs  any  investigative 
or  prosecuting  function  in  connection 
with  the  proceeding,  or  with  any  party 
respondent  In  the  proceeding,  or  agent, 
or  counsel,  or  anyone  acting  on  behalf 
of  a  party  respondent,  with  resiject  to 
the  merits  of  that  or  a  factually  related 
proceeding. 

(c)  In  an  adjudicative  proceeding.  If 
any  ex  parte  communication  Is  made 
to  or  by  the  examiner,  or  employee  In- 
volved in  the  decisional  process,  in  viola- 
tion of  paragraph  (a)  or  (b)  of  this  sec- 
tion, such  examiner  or  wnployee.  as  the 
case  may  be.  shall  promptly  Inform  the 
Administrator  of  the  substance  of  such 
communication  and  the  circumstances 
thereof. 

§  109.28      Report.4   of  complianrr. 

Unless  otherwise  specifically  provided 
in  an  order,  in  every  proceeding  in 
which  the  Administration  has  Issued  an 
order,  the  respondent  named  in  such 
order  shall  file  with  the  Administration 
within  twenty  days  after  service  thereof. 
a  report  in  writing,  signed  by  the  re- 
spondent, setting  forth  in  detail  the 
manner  and  form  of  his  compliance 
with  the  order,  and  shall  thereafter  file 
with  the  Administration  such  further 
signed,  written  reports  of  compliance  as 
it  may  require.  Reports  of  compliance 
shall  be  under  oath  if  so  requested. 
Where  court  review  of  an  order  of  the 
Administration  is  pending,  respondent 
shall  file  only  such  reports  of  compliance 
as  the  court  may  reqiilre.  Thereafter, 
the  time  for  filing  report  of  compliance 
shall  begin  to  run  de  novo  from  the 
final  Judicial  determination. 

§  109.29      Reopening  of  proceeding*. 

(a)  In  any  case  where  an  order  hak 
been  issued  by  the  Administration  it 
may.  upon  notice  to  the  parties,  modify 
or  set  aside,  in  whole  or  in  part,  its  re- 
port of  findings  as  to  the  facts  or  order 
In  such  manner  as  it  may  deem  proper 
at  any  time  prior  to  expiration  of  the 
time  aUowed  for  filing  a  petition  for  re- 
view or  prior  to  the  filing  of  the  tran- 
script of  record  in  the  proceeding  In  a 
United  States  Court  of  Appeals  pursuant 
to  a  petition  for  review. 


( b )  In  any  case  where  an  order  Issued 
by  the  Administration  has  become  final 
by  reason  of  court  affirmance  or  expira- 
tion of  the  statutory  period  for  court 
review  without  a  petition  for  such  review 
having:  been  filed,  the  Administration 
m:iy  at  any  time  after  reasonable  notice 
and  opportunity  for  hearing  as  to 
whether  changed  conditions  of  fact  or 
of  law  or  the  public  interest  so  require, 
reopen  and  alter,  modify  or  set  aside,  in 
whole  or  in  part,  its  report  of  findings 
as  to  the  facts  or  order  therein  whenever 
in  the  opinion  of  the  Administrator  such 
action  Is  required  by  said  changed  condi- 
tions or  by  the  public  interest. 

<c>  After  an  order  dismissing  an  or- 
der to  show  cause  has  been  Issued,  the 
Administration  may.*  upon  reasonable 
notice  to  the  parties  and  opportunity 
for  a  hearing  as  to  whether  said  pro- 
ceeding should  be  reopened.  Issue  an  or- 
der reopening  such  proceeding  whei\ever. 
in  the  opinion  of  the  Administrator, 
changed  conditions  of  fact  or  of  law 
or  the  public  interest  so  require. 

Dated:  January  12.  1962. 

JOHK  E.  HORlfS. 

Administrator. 

|FR      Doc     62  505:     Piled,    Jan.    16,    1M2: 
8  49    am.) 


PART  110— INVESTIGATIONS;  SMAU 
BUSINESS  INVESTMENT  COMPA- 
NIES 

Pursusmt  to  authority  contained  in 
sections  308  and  310  of  the  Small  Busi- 
ness Investment  Act  of  1958,  Public  Law 
85-699,  72  Stat.  694,  as  amended,  the 
Small  Business  Administration  hereby 
adopts  new  Part  110  of  Subchapter  B. 
Chapter  I  of  Title  13  of  the  Code  of  Fed- 
eral Regulations. 

Information  and  effective  date.  The 
Small  BusineasJnvestment  Act  Amend- 
ments of  1961,  Public  Law  87-341.  sec- 
tion 310,  provides  SBA  with  the  power 
to  make  Investigations.  The  new  Part 
110.  as  set  forth  below,  establishes  the 
Rules  Oovemlng  Investigations.  Since 
these  Rules  Ck>veming  Investigations  re- 
late to  matters  which  are  exempt  from 
the  rule  making  requirements  of  the 
Administrative  Procedure  Act  (5  UB.C. 
1003  > .  they  shall  become  effective  upon 
publication  in  the  Federal  Recistsx. 

Sec. 

110  1     Scope  of  rules 

llO.a  Right  to  oopy  of  data  or  transcript  of 
of  testimony. 

110  3  Counsel  for  witnesses  In  investiga- 
tions. 

110  4     Suspension  or  disbarment  of  counsel. 

lies  Information  obtained  in  investiga- 
tions. 

Authoutt:  If  110.1  to  110.6  Issued  under 
sec  308,  Public  Law  85-699  and  sec.  310, 
Public  Law  87-341. 

§  110.1      Scope  of  rules. 

(a)  The  following  rules  govern  in- 
vestigations under  section  310  of  the  Act. 
Where,  from  examinations  made  pur- 
suant to  section  308(c)  of  the  Small 
Business  Investment  Act  of  1958,  as 
amended,  complaints  received  from 
members  of  the  public,  examination  of 
filings  and  reports  made  with  the  Ad- 
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ministration,  or  otherwise,  it  appears 
that  there  may  be  a  violation  of  the 
Small  Business  Investment  Act  of  1958, 
as  amended,  or  the  regulations  there- 
under, or  where  It  appears  that  there  is 
a  likelihood  that  a  violation  has  been  or 
is  about  to  be  committed,  the  Admin- 
istration may  order  a  formal  investiga- 
tion if  it  Is  deemed  necessary.  Unless 
otherwise  ordered  by  the  Administration, 
the  Investigation  is  nonpublic  and  the 
reports  thereon  are  for  the  Administra- 
tion's use  only. 

(b)  Where  It  appears  after  investiga- 
tion or  otherwise  that  there  has  been  a 
violation  of  any  of  the  provisions  of  the 
Small  Business  Investment  Act  of  1958, 
as  amended,  or  the  regulations  there- 
under, the  Administration  may  take  one 
or  more  of  the  following  actions:  In- 
stitution of  adjudicative  proceedings 
looking  to  the  imposition  of  remedial 
sanctions.  Initiation  of  Injunctive  pro- 
ceedings In  the  courts,  or  proceedings 
looking  to  the  revocation  of  a  license. 

§  110.2      Rifchl  lo  copy   of  data  or  tran- 
script of  testimony. 

A  person  who  has  submitted  data  or 
evidence  In  such  Investigations  shall  be 
entitled  to  retain  or  procure  a  copy  of 
his  data  or  a  transcript  of  his  testimony 
on  payment  of  the  prescribed  fees;  pro- 
vided, however.  In  the  case  of  nonpublic 
investigations  such  person  shall  file  a 
written  request  stating  the  reason  for 
desiring  to  procure  such  copy  or  tran- 
script. The  Administration  may  in  any 
nonpublic  Investigatory  proceeding  for 
Ljood  cause  deny  such  request.  In  the 
latter  event,  such  person,  upon  proper 
identification,  shall  have  the  right  to 
inspect  the  official  transcript  of  his 
testimony.  j 

§  110.3      (!oiin<>el  for  Milne!*He»  in  invenli- 
ftaliunii. 

Any  person  compelled  to  appear  in 
person  at  an  Investigation  designated  in 
paragraph  (a)  of  S  110.1  may  be  accom- 
panied, represented  and  advised  by 
counsel,  but  such  counsel  may  not  repre- 
sent any  other  witness  or  any  person 
being  investigated,  unless  permitted  in 
the  discretion  of  the  officer  conducting 
the  Investigation  or  of  the  Administra- 
tion upon  being  satisfied  that  there  is 
no  conflict  of  Interest  In  such  representa- 
tion and  that  the  presence  of  Identical 
counsel  for  other  witnesses  or  persons 
t>eing  investigated  would  not  tend  to 
hinder  the  course  of  the  investigation. 

§  110. 1      .SiiMpenttion     or     dittliarnient     of 
conned. 

The  Administrator,  for  good  cause 
!>hown,  may  issue  an  order  requiring  any 
counsel  In  an  investigation  to  show  cause 
why  he  should  not  be  suspended  or  dis- 
barred from  practice  before  the  Adminis- 
tration for  reason  of  disorderly  or  con- 
temptuous conduct  or  dilatory  tactics  in 
the  course  of  any  investigation.  Such 
counsel  shall  be  granted  due  opportunity 
to  be  heard  In  his  own  defense.  There- 
after, If  warranted  by  the  facts,  the  Ad- 
ministration win  issue  against  such  coun- 
sel an  order  of  reprimand,  suspension  or 
disbarment. 
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§  1 10.5      Informution  obtained  in  inveMli- 
galionH. 

Information  or  documents  obtained  by 
the  Administration  in  the  course  of  any 
investigation  shall,  unless  made  a  matter 
of  public  record,  be  deemed  confidential. 
Officers  and  employees  are  hereby  pro- 
hibited from  making  such  confidential 
information  or  documents  or  any  other 
non-public  records  of  the  Administration 
avedlable  to  anyone  other  than  an  officer 
or  employee  of  the  Administration,  unless 
the  Administration  authorizes  the  dis- 
closure of  such  Information  or  the  pro- 
duction of  such  documents  as  not  being 
contrary  to  the  public  interest.  Any 
officer  or  employee  who  is  served  with 
a  subpoena  requiring  the  disclosure  of 
such  information  or  the  production  of 
such  documents  shall  appear  in  court 
and,  unless  the  authorization  described 
in  the  preceding  sentence  shall  have  been 
given,  shall  respectfully  decline  to  dis- 
close the  information  or  produce  the 
documents  called  for,  basing  his  refusal 
upon  this  section.  Any  officer  or  em- 
ployee who  is  served  with  such  a 
subpoena  shall  promptly  advise  the 
Administrator  of  the  service  of  such 
subpoena,  the  nature  of  the  information 
or  documents  sought,  and  any  circum- 
stances which  may  bear  upon  the  desir- 
ability of  making  available  such  infor- 
mation or  doctmients. 

Dated:  January  12.  1962. 

John  E.  Horne, 
Administrator. 

|F.R.    Doc.    62-504;    Piled.    Jan.    16,    1062; 
8:49  a.m.] 


Title  14-AERONAUTICS  AND 
SPACE 

Chapter  I — Federal  Aviation  Agency 

I  Reg.  Docket  No.  65;  Reg.  SR-436B] 

PART  40— SCHEDULED  INTERSTATE 
AIR  CARRIER  CERTIFICATION  AND 
OPERATION  RULES 

PART  41— CERTIFICATION  AND  OP- 
ERATION RULES  FOR  SCHEDULED 
AIR  CARRIER  OPERATIONS  OUT- 
SIDE THE  CONTINENTAL  LIMITS  OF 
THE  UNITED  STATES 

PART  42— IRREGULAR  AIR   CARRIER 
AND  OFF-ROUTE  RULES 

Airbern*  W«oth*r  Radar  Equipment 
Rttquir«m«nt«  for  Airplon«s  Carry- 
ing Potttngtrt;  Sptcial  Civil  Air 
R*gukitien 

Correction 

In  F.R.  Doc.  62-98.  appearing  at  page 
97  of  the  issue  for  Fi-iday,  January  5. 
1962,  the  second  sentence  of  paragraph 
9(b)  ot  the  i^Declal  Civil  Air  Regulation 
should  befin  with  the  words  "After  the 

date  specified instead  of  "After 

the  dfttft  specified  *  *  * '. 
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Chapter  II — Civil   Aeronautics   Board 

SUBCHAPTER   A — ECONOMIC   tEOULATIONS 
I  Reg.  No.  El-846] 

PART  227— TARIFFS  OF  AIR  CAR- 
RIERS AND  FOREIGN  AIR  CAR- 
RIERS: REDUCED  RATES  FOR  FUR- 
LOUGHED  MILITARY  PERSONNEL 
AND  IMMEDIATE  FAMILIES  OF 
MILITARY  PERSONNEL 

.  Reduced  Rates  for  Dependents 

January  12,  1962. 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington.  DC, 
on  the  12th  day  of  January  1962. 

The  Board  in  26  F.R.  10238  and  by  cir- 
culation of  Ek;onomic  Draft  Release, 
EDRr-38  dated  October  30,  1961,  Docket 
13142,  gave  notice  that  it  had  under  con- 
sideration an  amendment  to  Part  227  of 
the  Ek:onomic  Regulations  for  the  pur- 
pose of  permitting  air  carriers  and  for- 
eign air  carriers  to  file  tariffs  providing 
for  reduced-rate  transportation  for  cer- 
tain limited  travel  of  members  of  the 
immediate  families  of  military  personnel 
stationed  overseas. 

The  only  timely  comment  received  in 
response  to  the  Notice  suggests  that  final 
action  on  the  proposal  be  deferred  pend- 
ing evaluation  of  certain  reduced-rate 
transportation  now  being  provided  for 
military  personnel  and  members  of  their 
immediate  family  in  overseas  and  foreign 
air  transportation  on  a  temporary  basis. 
No  comments  were  received  which  op- 
posed the  adoption  of  the  proposal. 

The  rules  contained  in  Port  227  as 
well  as  the  subject  amendment  are  per- 
missive. Therefore,  it  is  discretionary 
with  the  air  carriers  or  foreign  air  car- 
riers whether  they  will  file  tariffs  provid- 
ing such  reduced -rate  transportation. 
In  view  of  this  the  Board  is  of  the  opinion 
that  no  useful  purpose  will  be  served  by 
delaying  the  finalizatlon  of  this  proposal. 

Section  227.5  is  being  renumbered 
§  227.0.  amended  to  remove  the  restric- 
tion of  the  applicability  of  Part  227  to 
round-trip  or  open-jaw  transportation, 
and  clarified  to  eliminate  the  implication 
that  It  stands  In  the  way  of  carriers 
filing  tariffs  providing  for  group  travel 
of  individually  ticketed  passengers.  Fur- 
thermore, the  requirement  that  trips 
must  originate  at  a  foreign  point  has 
been  deleted  as  irrelevant  to  the  policy 
of  this  regulation.  Since  these  changes 
relieve  restrictions  on  the  air  carriers 
subject  to  this  regulation,  the  Board 
finds  that  notice  and  public  procedure 
thereon  are  unnecessary. 

The  amendment  adopted  herein  re- 
lieves'air  carriers  and  foreign  air  car- 
riers of  a  restriction  and  serves  the  pub- 
lic interest.  Gtood  cause  therefore  exists 
for  making  the  amendment  effective  less 
than  30  days  after  publication. 

Accordingly,  the  Board  hereby  amends 
Part  227  of  its  Economic  Regulations,  14 
CFR  Part  227,  effective  January  17, 1962, 
by  adopting  the  following  amendments 
thereto: 
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RULES  AND   REGULATIONS 


g  227  1       f  iMfilMrml  ticket  or  tlckeU  for who  U  (are)      §600.1517      VOR     Fedrrai     airwar     No. 

®                  ^                                                           ,  ray  spouse  and  dependent  child   (children)                1517  (Miami,  Fla.,  to  Oiirago,  111.). 

(1)  By    amendlDC    paragraph    (b)     of  and  who  Uve(s)   in  my  household  for  travel                        ^^     .„        .    ™        ,r^r,  .     »i,     r 

5  227  1  to  read-  m  foreign  or  overseas  air  transportation                 From  the  Miami.  Fla..  VOR  to  the  La 

'^  BeUe,  Fla..  VOR;   thence   10-mile  wide 

(b>  "Reduced     rate     tranaporUUon '       .  . .....  airway   via   the   Lakeland.   Fla..    VOR; 

meana  the  carriage  by  a  carrier  subject  *  commanding  officer)                                      ocadsL,   Fla..   VOR:    INT   of   the   Ocala 

to  theprovlaKMUOf  thlaPartof  any  fur-.  (siRnedi VOR     343'      and     the     Taylor.     Fla.. 

loughed  military  pcraotmel  or  members  '                          YOR      170°      radials;      Taylor      VOR; 

of  the  immediate  family  of  military  per-  (Oradei  Alama.  Ga..  VOR;   Macon.  Ga..  VOR; 

sonnel  on  actlye  duty  status  and  sta-  .        .     McDonough.Ga,  VOR;  to  thelNTof  the 

tioned   outside   the  continental   United  (Branch  of  service)           McDonough  VOR  345'  and  the  Royston. 

States,  for  compensation  specified  in  the  ca  .  VOR  273°   radials;   thence  via  tlie 

appUcable  tariff  •   •   •   [remainder  un-  (Service  number)            ciossville.  Tenn..  VOR;  BowUng  Green, 

changed].  (5i   By  deleting  9  227.5  and  inserting     Ky..  VOR;  Lewis,  Ind..  VOR;  thence  10- 

(2)  By  adding  a  new  paragraph  td  -  to  in  lieu  thereof,  at  the  beginning  of  Part  mile  wide  airway  to  the  INT  of  the  Lewis 
S  227  1  of  thla  nart  to  read  227.  a  new  S  227  0  to  read:  VOR  349°  and  the  Indianapolis.  Ind., 
'                         *^  VOR  288°  radials;  thence  to  the  INT  of 

(d)   "Immediate   Family"   means   the  §227.0      Vpplu  ability.                                    the  Peotone.  m.  VOR  168*  and  the  Brad- 

spouae  and  dependent  children,  living  in  ijus    part    applies    to    reduced    rate     ford,  111.,  VOR  098'  radials;  thence  10- 

the  same  household,  of  a  member  of  the  transportation  furnished  to  individually     mile  wide  airway  to  the  Peotone  VOR 

Armed  Forces  of  the  United  States  who  ticketed  passengers  traveling  singly  or         _    Q^.i^„  Ann  i-voi    loa  vvt    inai.    ic 

is  on  active  duty  sUtua  and  stationed  ^   ^^oups   in   overseas   or   foreign    air         ^   Section  600.1521   (26  F.R.  1083-    is 

outside  the  continental   United  States.  transporUtlon                                                  amended  to  read : 

(3)  By  amending  5  227.2  of  this  part  ,«.  By  .^ending  the  title  of  Part  227  §  ''^^liif  (M^rl?!,  nt"i  FTr^ .iUl": 
to  read:  to  read:   "Part  227— Tariffs  of  Air  Car-              Mo.). 

8  227  2     Condiiioaii    coverninc   the    fur-  riers  and  Foreign  Air  Carriers :   Reduced 

^       JLhii;  o;^uS-r"r?ra«.^.a-  Rates  for  Furloughed  MiliUry  Personnel        From  the  Miami  Fla    VOR  via  the  La 
lio-  and    Immediate    Families    of    MUitary     Belle.  Fla..  VOR:  to  the  INT  of  the  St 
••*""  Personnel"                                                         Petersburg,  Fla..  VOR  133*  and  the  Lake- 
Subject  to  compliance  with  the  other  °"                                                              lund  pi^    vOR  227*  radials;  thence  10- 
provlalona   of   this  Part  and   with   the  iSec.  ao4(a).  72  sut    J«-  *»  use    i334      mue^ide  airway  via  the  St.  Petersburg 
llmltaUons  imposed  In  an  air  carrier's  ^"'f/f  •Vf  ^pp^"  "^  *<"''"    ^^  ^'*'   '*"      VOR;    to   the  Tallahassee.   Fla..   VOR: 
certificate    of    public    convenience    and  '»»u3v. u/j)                                                   thence    via   the   Tuskegee.   Ala..    VOR: 
necessity.   Issued   under  section  401   of  By  the  Civil  Aeronautics  Board                   Birmingham.  Ala.  VOR:  Muscle  Shoals, 
the  Act;  In  the  appUcable  reg\ilaUon  or  harold  r  fiAwnriiviw             Ala  .  VOR:  Paducah.  Ky  ,  VOR;  to  the 
order  of  the  Board  authorizing  an  air  's"^'          "*•»<*"  «         slc^tarv         Farmington, Mo, VOR. 
carrier's  operation;  or  In  a  foreign  air  a^finr,  nnn  mno  (9«  pr    in«7i    u 
carrier's  foreign  air  carrier  permit  issued  (PR    doc     6a-507.    ptied.    jan     i«     i962         *„„^^"?"  ,t.. 
under  section  402  of  the  Act.  any  air  a  49  a  m  i                                 amended  to  read, 
carrier  or  foreign  air  carrier  may  furnish 
reduced-rate  transportation  to: 

(a)  Furloughed  military  personnel 
traveling  on  through  tickets  calling  for 
overseas  or  foreign  air  transiwrtatlon. 

(b)  Members  of  the  Immediate  family 
of  furloughed  military  personnel  travel- 
ing on  through  tickets  calling  for  over- 
seas or  foreign  air  transportation:  Pro- 
vided. That  such  members  are  accom- 
panied on  the  trip  by  such  military 
personnel. 

(e>  Members  of  the  Immediate  family 
of  military  personnel  traveling  on  a  one- 
way through  ticket  calling  for  overseas 
or  foreign  air  transportation  from  an 
overseas  or  foreign  point  to  the  United 
States.  Its  territories  or  possessions. 


I  227.4      [  Amendment  1 

(4)  By  changing  the  section  heading 
of  I  227.4  to  read  "Identification";  re- 
designating present  t  227.4  as  paragraph 
fa)  of  I  227.4;  and  adding  a  new  para- 
graph (b)  to  I  237.4  to  read: 

(b)  tdentiflcation  of  members  of  the 
immediate  family.  No  air  carrier  or 
foreign  air  carrier  shall  sell  reduced-rate 
tickets  or  furnish  reduced-rate  trans- 
portation, pursuant  to  this  Part,  to  the 
immediate  family  of  any  member  of  the 
Armed  Forces  of  the  United  States  un- 
less such  member  shall  execute  and 
have  countersigned  by  his  Commanding 
Officer  and  deliver  to  the  representatives 
of  the  carrier  at  the  time  of  sale  a  dec- 
laration of  eligibility  reading  as  follows: 

I  declare  that  I  am  a  member  of  tha 
United  State*  Armed  Forces  on  active  duty 
status  and  stationed  outside  the  continental 
United  States  and  that  I  am  purchasing  a 
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I  Airspace  Docket  No  ei-rw-94| 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

Alteration   of  Federal  Airways 

On  October  3.  1961.  a  notice  of  pro- 
posed rule  making  was  published  in  the 
FiDCKAL  Riois-m  (28  F.R.  9325  > ,  stating 
that  the  Federal  Aviation  Agency  pro- 
posed to  alter  VOR  Federal  airway  Nos. 
1515, 1517. 1521, and  1602. 

No  adverse  comments  were  received 
regarding    the    proposed    amendments. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rules  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582) 
and  for  reasons  stated  in  the  notice,  the 
following  actions  are  talcen: 

§  600. 1313      [  .\mendmrnt  ] 

1.  In  the  text  of  1600.1515  (26  F  R. 
1083.  4052)  "thence  to  the  Pahokee.  Fla., 
VOR;  Vero  Beach.  Fla..  VOR;"  is  deleted 
and  "thence  via  the  Pahokee.  Fla..  VOR; 
INT  of  the  Pahokee  VOR  009*  and  the 
Vero  Beach,  Fla..  VOR  193'  radials;  Vero 
Beach  VOR:"  is  substituted  therefor. 

2.  Section  600.1517  (26  F  R.  1083,  4052) 
i3  amended  to  read : 


§  600.1602  VOR  Federal  airway  No. 
1602  (Fort  Myers,  fla.,  to  Vera 
B«ach,   Fla.). 

From  the  Fort  Myers.  Fla..  VOR  via 
the  La  Belle.  Fla..  VOR;  to  the  Vero 
Beach,  Fla  .  VOR 

These  amendments  shall  become  ef- 
fective 0001  est..  March  8,  1962. 

(See    307(a).  72  8Ut.   749;    49   U8C     lS4Si 

Issued  In  Washington,  DC  ,  on  Jan- 
uary  11.  1962. 

Charles  W.  Cariiody, 

Acting  Director. 
Air  Traffic  Service. 

|FR     Doc     82-475;     Filed.    Jan      18,     19«2 
8  45  am  | 


[Airspace  Docket  No    61-LA-aa| 

PART  60D— DESIGNATION  OF 
FEDERAL  AIRWAYS 

Correction  to  an  Amendment 

On  October  4.  1961.  Federal  Register 
Document  61-9473  was  published  In  the 
Ftoiral  RKciSTtK  (26  FR.  9335)  and 
amended  S  600  8248  of  the  regulations  of 
the  Administrator  by  altering  VOR  Fed- 
eral airway  No.  248  from  Avcnal.  Calif., 
to  Bakersfleld.  Calif. 

In  citing  the  number  of  this  airway  In 
the  caption  of  the  section  amended,  the 
airway  number  was  Incorrectly  reported 
as  No.  428:  action  is  taken  herein  to 
correct  this  error. 

Since  this  modlflcatlon  of  amendment 
corrects  an  error  and  Imposes  no  addi- 
tional burden  on  any  person,  notice  and 
public  procedure  hereon  are  unnecessfiry, 


Wednesday,  January  17,  1962 

and   It  may  be  made  effective   Imme- 
diately. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582) , 
effective  Immediately,  Federal  Register 
Document  61-9473  (26  F.R.  9335)  Is 
modified  by  deleting  In  the  caption  to 
f  600.6248  "No.  428 '  and  substituting 
therefor  "No.  248". 

(Sec.   307(a),   72   Stat.   749;    49    U.S.C.    1348) 

Issued  In  Washington.  DC,  on  Jan- 
uary 11,  1962. 

Charles  W.  Carmody, 

Acting  Director. 
Air  Traffic  Service. 

|P.R      Doc      62-476;     Filed.     Jan.     16.     1962; 
8:45  a.m.| 


[Airspace  Docket  No.  61-NY-112) 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

Alteration  of  Federal  Airways 

The  purpose  of  these  amendments  to 
!S  600.6016.  600.6103.  600.6258,  600.6260, 
and  600.6875  of  the  regulations  of  the 
Administrator  is  to  change  the  name  of 
the  Holllns,  Va.,  VORTAC  to  Roanoke. 
Va..  VORTAC.  This  action  will  associate 
the  en  route  navigational  aid  with  the 
principal  city  at  this  location  and  will 
result  in  improved  charting  clarity. 

Since  these  amendments  are  of  a  pro- 
cedural nature  and  do  not  assign  or 
reassign  the  use  of  navigable  airspace, 
notice  and  public  procedure  hereon  are 
unnecessary.  However,  since  it  Is  nec- 
essary that  sufficient  time  be  allowed  to 
permit  appropriate  changes  to  be  made 
on  aeronautical  charts,  these  amend- 
ments will  become  effective  more  than  30 
days  after  publication. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582) , 
the  following  actions  are  taken:     

1.  In  the  text  of  1600.6016  (14  CFR 
600.6016,  26  F.R.  3521.  3852)  "HoUlns, 
Va  .  VOR;"  and  "including  a  north  alter- 
nate from  the  HoUlns  VOR  to  the  Oor- 
donsvllle  VOR  via  the  point  of  INT  of 
the  Holllns  VOR  035'"  are  deleted,  and 
•Roanoke,  Va..  VORTAC;"  and  "Includ- 
ing a  N  alternate  from  the  Roanoke 
VORTAC  to  the  Oordonsvllle  VORTAC 
via  the  INT  of  the  Roanoke  VORTAC 
035°"  are  substituted  therefor. 

2.  In  the  text  of  «  600.6103  (14  CFR 
600.6103.  26  F.R.  3771)  "Holllns,  Va., 
VORTAC ;"  is  deleted  and  "Roanoke.  Va., 
VORTAC;"  is  substituted  therefor. 

3.  In  the  text  of  8  600.6258  (14  CFR 
600.6258)  "Holllns.  Va.,  VOR;"  Is  deleted 
and  "Roanoke,  Va  ,  VORTAC;"  Is  sub- 
stituted therefor. 

4.  In  the  text  of  S  600.6260  <14  CFR 
600  6260 »   "Holllns.  Va..  VORTAC;"  and 

including  a  6  alternate  via  the  INT  of 
tlio  Holllns  VORTAC  177°  and  the 
Lynchburg  VOR  253°  radials;"  are  de- 
leted, and  "Roanoke.  Va..  VORTAC;" 
and  "including  a  S  alternate  via  the 
INT  of  the  Roanoke  VORTAC  177°  and 
the  Lynchburg  VORTAC  253°  radials;" 
are  substituted  therefor. 
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5.  In  the  text  of  f  600.6875  (14  CFR 
600.6875.  26  PH.  21.  26  FH.  8246) 
"HoUlns,  Va..  VORTAC  035*  radials; 
HoUlns  VORTAC:"  Is  deleted  and 
"Roanoke,  Va.,  VORTAC  035'  radials; 
Roanoke  VORTAC;"  Is  substituted 
therefor. 

These  amendments  shall  become  ef- 
fective 0001  e.s.t.,  March  8,  1962. 

(Sec.  307(a),  72  Stat.  749;  49  U.S.C.  1348) 

Issued  In  Washington,  D.C.,  on  Janu- 
ary 11,  1962. 

Charles  W.  Carmody, 

Acting  Director, 
Air  Traffic  Service. 

|P.R.    Doc.    62-478;     Piled,    Jan.     16.     1962; 
8:45  a.m. I 


[Airspace  Docket  No.  61-NY-40| 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS  AND  POSITIVE  CON- 
TROL AREAS 

Designation  of  Federal  Airway  and 
Associated  Control  Areas 

On  August  0, 1061,  a  notice  of  proposed 
rule  making  was  published  In  the  Federal 
Register  (26  FJl.  7149) ,  stating  that  the 
Federal  Aviation  Agency  proposed  to 
designate  low  altitude  VOR  Federal  air- 
way No.  423  from  the  Ithaca.  N.Y.,  VOR 
to  the  Syracuse.  N.Y.,  VORTAC  via  the 
Intersection  of  the  Ithaca  VOR  001  *  True 
nkllal  and  the  en  route  radial  between 
the  Watklns  Olen.  N.Y.,  VOR  and  Syra- 
cuse VORTAC.  Subsequent  to  the  pub- 
lication of  the  notice.  It  has  been  deter- 
mined that  alignment  of  Victor  423  via 
the  Ithaca  VOR  856*  radial  will  facilitate 
the  flow  of  traffic  between  Ithaca  and 
Ssmtcuse  and  wUl  provide  a  common 
Intersection  with  Victors  14  and  35. 
Since  this  alteration  constitutes  a  minor 
change  In  alignment  of  the  airway  as 
proposed,  action  Is  hereby  taken  to  desig- 
nate Victor  428  from  Ithaca  to  Syracuse 
via  the  Intersection  of  the  Ithaca  356° 
radial  and  the  en  route  radial  between 
Watklns  Olen,  N.Y.,  and  Syracuse,  N.Y. 

No  adverse  comments  were  received 
regarding  the  proposed  amendments. 

Interested  persons  have  been  afforded 
an  opportunl^  to  participate  In  the 
nmklnf  of  the  rules  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  pubUshed,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R. 
12682)  and  for  the  reasons  stated  In  the 
notice,  Parts  600  and  601  (14  CFR  Parts 
600.  601)  are  amended  by  adding  the 
following  sections: 

§6004(428  VOR  Frdeml  airway  No. 
42S  (Ithaea,  N.Y.,  lo  Syrmcunr, 
N.Y.). 

From  the  Ithaca,  N.Y..  VOR  to  the 
Syracuse,  N.Y.,  VORTAC  via  the  inter- 
secUon  of  the  Ithaca  VOR  356°  radial 
and  the  en  route  radial  between  Watklns 
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Glen,    N.Y.,    VOR    and    the    Syracuse 
VORTAC. 

§601.6423  VOR  Federal  airway  No. 
423  (Ithaca,  N.Y.,  to  Syracuse, 
N.Y.). 

All  of  VOR  Federal  airway  No.  423. 

These  amendments  shall  become  effec- 
tive 0001  e.s.t.,  March  8, 1962. 

(Sec.   307(a).   72   Stat.  749;    49  U.S.C.   1348) 

Issued  In  Washington,  D.C.,  on  Jan- 
uary 11.  1962. 

Charles  W.  Carmody, 

Acting  Director. 
Air  Traffic  Service. 

I  F.R.     Doc.     62-477;     PUed,    Jan.     16,     1962; 
8:45  a.m.] 


[Airspace  Docket  No.  61-LA-126| 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alteration  of  Continental  Control  Area 

The  purpose  of  this  amendment  to 
§  601.7101  of  the  regulations  of  the  Ad- 
ministrator is  to  alter  the  description  of 
the  continental  control  area  to  include 
the  Bullion  Mountains,  Calif.,  Restricted 
Area  R^2501. 

R-2501  Is  currently  designated  as  a 
Joint  use  area  with  the  Los  Angeles 
ARTC  Center  as  the  controlling  agency. 
The  Inclusion  of  R-2501  within  the  con- 
tinental control  area  will  provide  addi- 
tional controlled  airspace  southeast  of 
the  Hector,  Calif.,  VORTAC  for  the 
radar  vectoring  of  aircraft  transiting  the 
Hector-Daggett  area.  This  area  east 
northeast  of  Los  Angeles  is  a  point  of 
convergence  for  three  Jet  routes  and  two 
Intermediate  altitude  airways  that  are 
the  principal  east-west  routings  for  civil 
turbojet  traffic  arriving  and  departing 
Los  Angeles.  Therefore,  inclusion  of  R- 
2501  within  the  continental  control  area 
will  promote  more  efBcient  utilization 
of  the  airspace.  Such  action  Is  taken 
herein. 

Since  this  amendment  imposes  no 
additional  burden  on  the  public,  notice 
and  public  procedure  hereon  are  un- 
necessary, and  It  may  be  made  effective 
upon  publication. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582) , 
the  following  action  is  taken: 

In    the   text   of    $601.7101    »26    F.R, 
1399 ) ,  the  following  is  added : 
R-2601     Bullion  Mountalna,  Calif. 

This  amendment  shall  become  effec- 
tive  upon   publication   In   the   Federal 
Register. 
(Sec.  307(a).  72  Stat.  749;  49  U.S.C.  1348) 

Issued  in  Washington.  DC.  on  Jan- 
uary 11, 1962. 

Charles  W.  Carmodt, 
Acting  Director, 
Air  Traffic  Service. 

[F.R.    Doc.    62-472;    PUed,    Jan.    16,    1062; 
8:45  a.m.] 


(i 


''I 


0' 


I 


MJLF«    AND    tEGULATIONS 


Wednesday,  January  17,  1962 


FEDERAL  REGISTER 


469 


468 

|Alnp*c«  Docket  No.  6e-LA-liai 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alteration  of  Control  Zono 

On  November  8.  1961.  a  notice  of  pro- 
posed rule  making  was  published  In  the 
PUKKAL  RicisTM  (26  PR.  10520).  stat- 
ing that  the  Federal  Aviation  Agency 
proposed  to  alter  the  Hoqulam.  Wash  , 
control  zone. 

No  adverse  comments  were  received 
regarding  the  proposed  amendment. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  In  the 
making  of  the  nile  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ment having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  P.R.  12582) 
and  for  the  reasons  stated  In  the  notice, 
9  601.2413  (14  CFR  601.2413)  is  amended 
to  read: 

§  601.2413      Hoquiam,     W«»h.,     control 
zone. 

Within  a  5 -mile  radius  of  Bowerman 
Airport,  Hoqulam.  Wash.,  (latitude 
46'58'16"  N..  longitude  123*56'08"  W.>. 
and  within  2  miles  either  side  of  the 
Hoqulam  VOR  059*  radial  extending 
from  the  5-mlle  radius  zone  to  the  VOR. 

This  amendment  shall  become  effective 
0001  e.s.t..  March  8,  1962. 
(Sec.   307(a).   72   Stat.   740;    49  U.S  C.    1348) 

Issued  in  Washington.  D.C..  on 
January  11.  1962. 

Charles  W.  Carmody. 

Acting  Director, 
Air  Traffic  Service. 

[F.R.    Doc.    62-473:     FUed.    Jan.     18.     1962: 
8:46  ajn.| 


[Airspace  Docket  No.  61-SW-116| 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Rovocotion  of  Control  Zone 

The  purpose  of  this  amendment  to 
Part  601  of  the  regulations  of  the  Ad- 
ministrator is  to  rev(rice  the  Marianna. 
Pla.,  control  zone. 

The  Air  Transport  Association  of 
America  has  stated  that  National  Air- 
lines has  discontinued  service  Into  Mari- 
anna Municipal  Airport  and  as  a  result 
airport  weather  service  Is  no  longer 
available.  Therefore,  action  Is  taken 
herein  to  revoke  the  Marianna  control 
zone. 

Since  this  amendment  imposes  no  ad- 
ditional burden  on  any  person,  notice  and 
public  procedure  hereon  are  unnecessary 
and    It    may    be    made    effective    im- 
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mediately.  However,  since  it  is  necessary 
that  sufficient  time  be  allowed  to  permit 
appropriate  changes  to  be  made  on  aero- 
nautical charts,  this  amendment  will 
become  efTective  more  than  30  days  after 
publication. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  PR.  12582) . 
Part  601  (14  CFR  Part  601)  is  amended 
as  follows : 

Section  601.2316  Marianna.  Fla..  con- 
trol zone  is  revoked. 

This  amendment  shall  become  effective 
0001  e.s.t..  March  8,  1962 

(Sec.   307(a).    72   SU»t     749.    49   U  S  C     1348) 

Issued  in  Washington.  DC  .  on  Jan- 
uar>'  11.  1962. 

Charles  W.  Carmody. 

Acting   Director. 
Air   Traffic  Service. 

(PR     Doc     «3-474:     Piled.    Jan      16.     1962: 
845    a  m  I 


Title  16— COMMERCIAL 
PRACTICES 

Chopter  I — Federal  Trade  Commission 

I  Docket   8363    c  o  | 

PART   13— PROHIBITED  TRADE 
PRACTICES 

Seneca  Quilting  Co.,  Inc.,  et  al. 

Subpart — Furnishing  false  guaranties: 
§  13.1053  Furnishing  false  guaranties: 
9  13.1053-90  Wool  Products  Labeling  Act. 
Subpart — Invoicing  products  falsely : 
§  13.1108  Invoicing  products  falsely: 
§  13.1108-40  Federal  Trade  Commission 
Act.  Subpart — Misbranding  or  mislabel- 
ing: S  13.1185  ComposJfJon.  §  13.1185-90 
Wool  Products  Labeling  Act.  Subpart — 
Neglecting,  unfairly  or  deceptively,  to 
make  material  disclosure:  S  13.1852  For- 
mal regulatory  and  statutory  require- 
ments: S  13.1852-80  Wool  Products 
Labeling  Act. 

(Sec.  6.  38  Stat.  721;  15  US  C  46  Interpret 
or  apply  sec.  5.  38  Stat.  719,  as  ar.iended.  sees. 
2-5.  54  SUt.  1128-1130:  15  U  S.C.  45,  68) 
(Cease  and  desist  order.  Seneca  Quilting  Co.. 
Inc.,  et  al.  Brooklyn,  NY.,  Docket  8363.  Sept 
29.  19611 

In  the  Matter  of  Seneca  Quilting 
Company,  Inc..  a  Corporation,  and 
Arthur  Eisenberg.  and  Paul  Melinger, 
Individually  and  as  Officers  of  Said 
Corporation 

Consent  order  requiring  Brooklyn 
manufacturers  to  cease  violating  the 
Wool  Products  Labeling  Act  by  labeling 
as  "100%  reprocessed  wool,  exclusive 
of  ornamentation"  and  "90%  reprocessed 
wool.  10%  other  fibers",  interlining  ma- 
terials which  contained  substantially 
less  woolen  fibers  than  so  represented. 
by  failing  to  comply  with  other  labeling 
requirements,  and  by  furnishing  false 
guaranties  that  certain  of  their  wool 
products  were  not  mlsbranded;  and  to 
cease  violating  the  Federal  Trade  Com- 
mission Act  by  using   on  invoices  the 


misrepresentations  as  to  fiber  content 
above  set  out  . 

The  order  to  cease  and  desist,  in- 
cluding order  requiring  report  of  com- 
pliance therewith,  is  as  follows: 

It  is  ordered.  That  respondents  Sen- 
eca Quilting  Company.  Inc.,  a  corpora- 
tion, and  its  officers,  and  Arthur  Eisen- 
berg and  Paul  Melinger.  individually  and 
as  officers  of  said  corp>oration,  and  re- 
spondents' representatives,  agents  and 
employees,  directly  or  through  any  cor- 
porate or  other  device,  in  connection 
with  the  introduction,  or  manufacture 
for  introduction,  into  commerce,  or  the 
offering  for  sale,  sale,  transportation  or 
distribution,  in  commerce,  as  "com- 
merce" Is  defined  In  the  Federal  Trade 
Commission  Act  and  the  Wool  Prod- 
ucts Labeling  Act  of  1939.  of  wool  inter- 
lining  materials  or  other  'wool  prod- 
ucts"  as  such  products  are  defined  in 
and  subject  to  the  Wool  Products  Label- 
ing Act  of  1939.  do  forthwith  cease  and 
desist  from: 

A.  Misbranding  such  products  by: 

1.  Falsely  or  deceptively  stamping, 
tagging,  labeling  or  otherwise  Identify- 
ing such  products  as  to  the  character 
or  amount  of  the  constituent  fibers  con- 
tained therein; 

2.  Failing  to  affix  labels  to  such  prod- 
ucts showing  each  element  of  informa- 
tion required  to  be  disclosed  by  section 
4  <  a  1 1 2 )  of  the  Wool  Products  Labeling 
Act  of  1939.  and  In  the  manner  and 
form  prescribed  by  the  rules  and  regu- 
lations promulgated  under  said  Act. 

B.  Furnishing  false  guarantees  that 
wool  products  are  not  mlsbranded  under 
the  provisions  of  the  Wool  Products  La- 
beling Act,  when  there  Is  reason  to  be- 
lieve that  the  wool  products  so  guaran- 
teed may  be  Introduced,  sold,  transported 
or  distributed  In  commerce. 

It  is  further  ordered.  That  respond- 
ents Seneca  Quilting  Company,  Inc..  a 
corporation,  and  Its  officers,  and  Arthur 
Eisenberg  and  Paul  Melinger,  Individu- 
ally and  as  officers  of  said  corporation, 
and  respondents'  representatives,  agents 
and  employees,  directly  or  through  any 
corporate  or  other  device,  in  connection 
with  the  offering  for  sale,  sale  or  distri- 
bution of  Interlining  materials  or  any 
other  products  In  commerce,  as  "com- 
merce" Is  defined  In  the  Federal  Trade 
Commission  Act.  do  forthwith  cease  and 
desist  from  misrepresenting,  directly  or 
indirectly,  the  constituent  fibers  of  which 
such  products  are  composed,  or  the  per- 
centages thereof.  In  Invoices,  shipping 
memoranda,  or  In  any  other  manner. 

It  is  further  ordered.  That  the  respond- 
ents herein  shall,  within  sixty  (60)  days 
after  service  upon  them  of  this  order, 
file  with  the  Commission  a  report  in 
writing  setting  forth  in  detail  the  man- 
ner and  form  in  which  they  have  com- 
plied with  this  order. 

Issued:  September 29. 1961. 


By  the  Commission 
[seal! 


Joseph  W.  Shea, 
Secretary. 

(PR     Doc     62-483;     Piled.    Jan.     16,     1963; 
8:46  a.m.l 
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Title  21— FOOD  AND  DRUGS 

Chapter  I — Food  and  Drug  Adminis- 
tration, Department  of  Health,  Edu- 
cation,  and  Welfare 

SUBCHAPTEt    I — FOOD    AND    FOOD    PRODUCTS 

PART   121— FOOD  ADDITIVES 

Subpart  A — Definitions  and  Proce- 
dural and  Interpretative  Regula- 
tions 


Extension  or  Etfective  Date  or  Statute 
roR  Certain  Specified  Pood  Additives 

Correction 

In  F.R.  Doc.  61-12280,  appearing  at 
page  12769  of  the  issue  for  Saturday.  De- 
cember 30.  1961.  the  following  entry 
should  be  Inserted  as  the  third  listing 
under  "Silicone  basic  polymers  •  •  •" 
in  the  Product  column  of  the  tabular 
material  In  S  121.91:  "Vsl-Silicone  elas- 
tomer methyl  and  vinyl  groups.". 


PART   121— FOOD  ADDI/tVES 

Subpart  A — Definitions  an^  Proce- 
dural and  Interpretative  Regula- 
tions 

Deletion   of   Obsolete   Material   From 
Extension  List 

Correction  I 

In  F.R.  Doc.  61-12424,  appearing  at 
page  12771  of  the  issue  »for  Saturday, 
December  30,  1961.  the  parenthetical 
identification  for  Hexylene  glycol  should 
read  as  follows:  •(2-methyl-2.4-dl- 
hydroxypentane  i ". 


Title  22— FOREIGN  RELATIONS 

Chapter  I — Department  of  State 

SUaCHAPTER    B— PERSONNEL 

I  Departmental  Reg.  108.476) 

PART    11— APPOINTMENT    OF    FOR- 
EIGN SERVICE  OFFICERS 

Eligibility 

Part  11  is  revised  by  changing  §5  11.1 
through  11.7  to  read  as  follows: 

§  11.1      Eliicibilily     for     Mppoininient     as 
Foreign  Service  officer. 

No  person  shall  be  eligible  for  appoint- 
ment as  a  Foreign  Service  officer  unless 
he  shall  have  demonstrated  his  loyalty 
to  the  Government  of  the  United  States 
and  his  attachment  to  the  principles  of 
the  Constitution.  The  religion,  race  and 
political  affiliations  of  a  candidate  will 
not  be  considered  in  designations,  exami- 
nations or  certifications. 

ii  I  1.2     Wrilirn  exaniinalion  for  appoint- 
iiicnl  tu  clatio  8. 

(a)  The  written  examination  will  be 
mven  annually  or  semi-annually,  if  re- 
quired, in  designated  cities  In  the  United 
States  and  at  Foreign  Service  posts 
abroad  on  dates  established  by  the  Board 
of  Examiners  for  the  Foreign  Service. 
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(b)  No  person  will  be  permitted  to 
take  a  written  examination  for  appoint- 
ment as  Foreign  Service  officer  who  has 
not  been  specifically  designated  by  the 
Board  of  Examiners  to  take  that  par- 
ticular examination.  Prior  to  each 
written  examination  the  Board  will  es- 
tablish a  closing  date  for  the  receipt  of 
applications  for  designation  to  take  the 
examination.  No  person  will  be  desig- 
nated for  the  examination  who  has  not 
as  of  that  closing  date  filed  an  applica- 
tion with  the  Board.  Except  as  pro- 
vided in  paragraph  'O  in  this  section, 
to  be  designated  for  the  written  exami- 
nation a  candidate,  as  of  the  first  day  of 
the  month  preceding  the  closing  date 
for  the  filing  of  applications,  shall  have 
been  a  citizen  of  the  United  States  for 
at  least  9  years  and  shall  be  at  least  21 
but  under  31  years  of  age.  except  that 
an  applicant  who  has  been  awarded  a 
Bachelor's  degree  by  a  college  or  uni- 
versity, or  has  completed  successfully 
his  Junior  year  at  a  college  or  university, 
may  qualify  as  to  age  if  at  least  20  but 
under  31  years  of  age. 

(c)  Foreign  Service  staff  employees 
and  Civil  Service  employees  of  the  De- 
pai'tment  of  State  who  are  31  years  of 
age  or  more  may  apply  if  they  are 
under  35  years  of  age  and  will  have 
completed  not  less  than  3  years  of  satis- 
factory sn^ice  as  of  the  closing  date 
for  receipt  of  applications. 

(d)  The  written  examination  is  de- 
signed to  permit  the  Board  to  test  the 
candidate's  intelligence  and  the  breadth 
and  quality  of  his  knowledge  and  imder- 
standing.  It  will  consist  of  4  parts :  ( 1 ) 
A  general  ability  test.  (2)  an  English 
expression  test.  (3)  a  general  back- 
ground test,  and  (4)  a  test  in  a  modern 
language  (French,  German,  Russian,  or 
Spanish) . 

(e)  The  several  parts  of  the  written 
examination,  exclusive  of  the  modern 
language  test,  will  be  weighted  in  ac- 
cordance with  the  rules  laid  down  by 
the  Board  of  Examiners.  The  modern 
language  test  will  be  graded  separately. 

§11.3      Oral    examination    for    appoint- 
mral  to  rIaM  8. 

(a)  The  oral  examination  will  be 
given  throughout  the  year  at  Washing- 
ton and  periodieally  in  selected  cities  in 
the  United  States  and  at  selected 
Foreign  Service  posts  abroad. 

(b)  A  candidate  who  receives  a  grade 
of  70  or  above  on  the  modern  language 
portion  of  the  written  examination  will 
receive  a  bonus  of  5  points  to  be  added 
to  the  weighted  average  grade  he  re- 
ceives on  the  first  three  parts  of  the 
written  examination.  If  a  candidate's 
weighted  average  grade  on  the  first 
three  parts  of  the  written  examination, 
with  the  addition  of  the  aforementioned 
5  bonus  points  (if  he  is  entitled  to 
them),  is  70  or  higher,  he  will  be  eligible 
to  take  the  oral  examination.  Candi- 
dates eligible  for  the  oral  examination 
will  be  given  an  opportunity,  and  will 
be  required,  to  take  the  oral  examina- 
tion within  9  months  after  the  date  of 
the  written  examlnatioa  If  a  candi- 
date falls  to  present  himself  for  the 
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oral  examination  on  an  agreed  date 
within  the  9  month  period,  his  candi- 
dacy will  automatically  terminate. 
Time  spent  on  Government  duty  out- 
side the  United  States  will  not  be 
counted. 

( c )  The  oral  examination  will  be  given 
by  a  panel  of  deputy  examiners  selected 
by  the  Board  of  Examiners  from  a  roster 
of  Foreign  Service  officers,  officers  from 
the  Department  of  State  and  other  Gov- 
ernment agencies,  and  qualified  private 
citizens  who  by  prior  service  as  members 
of  selection  boards  or  through  other  ap- 
propriate activities  have  demonstrated  > 
special  qualifications  for  this  work.  The 
examination  wiH  be  conducted  in  the 
light  of  all  available  information  con- 
cerning the  candidate  and  will  be  de- 
signed to  determine  his  competence  to 
perform  the  work  of  a  Foreign  Service 
officer  at  home  and  abroad,  his  potential 
for  growth  in  the  Service,  and  his  suit- 
ability to  serve  as  a  representative  of 
the  United  States  abroad.  Extermina- 
tions of  duly  constituted  panels  of  deputy 
examiners  are  final,  unless  modified  by 
specific  action  of  the  Board  of  Exam- 
iners for  the  Foreign  Service. 

( d )  Candidates  appearing  for  the  oral 
examination  will  be  graded  "recom- 
mended for  class  8",  "recommended  for 
class  7".  or  "not  recommended". 

§11.4      Phyiiirai     examination      for     ap- 
pointment to  rlaM  8. 

la'  A  candidate  graded  "recom- 
mended" on  the  oral  examination  will 
be  eligible  for  the  physical  examination. 

•  b)  The  physical  examination  will  be 
designed  to  determine  the  candidate's 
physical  fitness  to  perform  the  duties 
of  a  Foreign  Service  officer  and  to  de- 
termine the  presence  of  any  physical, 
nervous  or  mental  disease  or  defect  of 
such  a  nature  as  to  make  it  unlikely  that 
he  woiUd  become  a  satisfactory  officer. 
The  Executive  Director  of  the  Board  of 
Examiners  for  the  Foreign  Service,  with 
the  concurrence  of  the  Director,  Medical 
Division,  may  make  such  exceptions  to 
these  physical  requirements  as  are  in  the 
interest  of  the  Service.  All  such  excep- 
tions shall  be  reported  to  the  Board  of 
Examiners  for  the  Foreign  Service  at  its 
next  meeting. 

(c)  The  physical  examination  will  be 
conducted  either  by  medical  officers  of 
the  Armed  Services,  the  Public  Health 
Service,  the  Department,  or  accredited 
colleges  and  universities,  or,  with  the 
approval  of  the  Board  of  Examiners,  by 
private  physicians. 

(d)  The  Board  of  Examiners  will  de- 
termine on  the  basis  of  the  report  of  the 
physician (s)  who  conducted  the  physical 
examination  whether  the  candidate  has 
met  the  standards  set  forth  in  paragraph 
(b)  in  this  section. 

§  11.5      Certifiralion   for  appointment  to 
i*la8!i   8. 

No  person  will  be  certified  as  eligible 
for  appointment  as  a  Foreign  Service 
officer  of  class  8  unless  he  is  at  least  21 
years  of  age,  has  been  a  citizen  of  the 
United  States  for  at  least  10  years,  and, 
if  married,  is  married  to  a  citizen  of  the 
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United  States.  A  person  shall  be  certi- 
fled  as  eligible  for  direct  appointment  to 
class  7  if  in  addition  to  meeting  these 
specifications  he  is  at  least  25  years  old 
and  has  a  record  of  graduate  training  or 
employment  which  clearly  demonstrates 
ability  and  special  skills  for  which  there 
is  a  need  in  the  Foreign  Service.  Recom- 
mended candidates  who  meet  these  re- 
quirements, who  pass  their  physical 
examinations,  and  who.  on  the  basis  of 
investigation  are  found  to  be  loyal  to 
the  Government  of  the  United  States  and 
personally  suitable  to  represent  it  abroad, 
will  have  their  names  placed  on  the 
rank-order  register  for  class  8  appoint- 
ments or,  if  deemed  appropriate  by  the 
Board  of  Examiners,  in  the  light  of  their 
age  and  education  or  employment  record, 
on  the  rank-order  register  for  class  7 
aivointments  and  they  will  be  certified 
for  appointment,  in  accordance  with  the 
needs  of  the  Service  in  the  order  of  their 
standing  on  their  respective  registers. 
Postponement  of  entrance  on  duty  for 
reqiiired  active  military  service  will  be 
authorized.  A  candidate  may  be  certi- 
fied for  appointment  to  class  7  or  8 
without  first  having  passed  the  written 
examination  in.  a  modem  langiiage.  but 
his  appointment  will  be  subject  to  the 
condition  that  he  may  neither  be  pro- 
moted to  a  higher  class  nor  be  retained 
in  the  Service  unless  within  a  specified 
period  ot  time,  he  passes  either  a  written 
examination  In  French,  German,  Rus- 
sian, or  Spcmish,  or  an  oral  examination 
in  any  modem  foreign  language  ac- 
ceptable to  the  Department. 

§  11.6     Termination   of  eligibilitx. 

Candidates  who  have  qualified  and 
whose  names  have  been  sent  to  the  Presi- 
dent, but  who  have  not  been  appointed 
because  of  lack  of  vacancies,  will  be 
dropped  from  the  rank -order  register  30 
months  after  the  date  of  the  written 
examination:  Provided,  however.  That 
time  spent  in  required  active  military 
service  subsequent  to  establishing  eligi- 
bility for  appointment  will  not  be 
counted.  ^ 

§  11.7      Travel  expenses  of  randidatr.*. 

The  travel  and  other  personal  expenses 
of  candidates  Incurred  in  connection 
with  the  written  and  oral  examinations 
will  not  be  borne  by  the  Government,  ex- 
cept that  the  Department  may  issue 
round  trip  invitational  travel  orders  to 
bring  candidates  to  Washington  at  Gov- 
ernment expense  when  it  is  determined 
that  it  is  necessary  in  ascertaining  a 
candidate's  qualifications  and  adapta- 
bility for  appointment. 

(Sees.  212,  302.  and  SIO.  60  Stat    1001   and 
1008.  as  amended:  22  UB.C.  827.  842.  and  911) 

Dated:  January  10. 1962. 

For  the  Secretary  of  State. 

William  J.  Crociutt. 
Assistant  Secretary, 
for  Administration. 

JFE     Doc.    e2-«12:     FUed.    Jan.    19.    1962; 
8:00  am.] 
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Title  41— PUBLIC  CONTRACTS 

Chapter  9 — Atomic  Energy 
Commission 

PART  9-12 — LABOR 

Subpart  9-12.53     Workmen's 
Compensation  Insurance 

Part  &-12  IS  amended  as  follows: 

Sec 

9-12  5300         Scope  of  subpart 

9-12  5301  Policies  and  requirements. 

9-12  5301-1      General 

9-12  5301-2     Special  requirements 

9-125301-3     Contractor    employees'    benefit 

plan — self  Insurers 
9-12  5302  Assignment  of  responslbiliiies 

9-125302-1      General 
9-125302-2     Responsibility    of    Managers    of 

Field  Offices 
9-12  5302  3     Responsibilities  of  the  Director. 

Division    of    Labor    Relations 

and  Controller.  Headquarters 

Authority  $§9-12  5300  to  9  12  5302-3  Is- 
sued under  sec  161.  70  Stat  1069,  42  U  S  C 
2201  Implement  and  supplement  sec  205. 
63  Stat    390;  40  USC   486 

Subpart  9-12.53 — Workmen's 
Compensation  Insurance 

§9-12.5300      .Srop«   of   -lubpart. 

This  subpart  establishes  the  policies 
and  requirements  applicable  to  AEC  cost- 
type  contractors  managing,  operating, 
maintaining,  or  constructing  Govern- 
ment-owned facilities  for  Insurance  cov- 
ering workmen's  compensation  and  em- 
ployers" liability.  This  subpart  does  not 
apply  to  supply  contracts  for  materials, 
equipment,  services,  etc.,  which  are  to  be 
performed  in  the  contractor's  own  facil- 
ities, even  though  such  contracts  may 
provide  for  reimbursement  of  certain 
costs. 

§  9—12.5301       Polirieit  and   requicvinenti*. 

§  9-12.5301-1      Oneral. 

Workmen's  compensation  insurance 
protects  employers  against  liability  im- 
posed by  workmen's  compensation  laws 
for  injury  or  death  to  employees  arising 
out  of  or  in  the  course  of  their  employ- 
ment. This  type  of  insurance  is  required 
by  State  laws  unless  employers  have  ac- 
ceptable programs  of  self-insurance 

§  9—12.5301-2      Special    requirrmrnl<«. 

Certain  workmen's  compensation  laws 
contain  provisions  which  result  in  limit- 
ing the  protection  afforded  persons  sub- 
ject to  such  laws.  The  pohcy  of  the  AEC 
with  respect  to  these  limitations  as  they 
affect  persons  employed  by  cost-type  con- 
tractors falling  within  the  scope  of  this 
subpart  is  set  forth  below: 

(a)  Elective  provisions.  Some  work- 
men's compensation  laws  permit  an  em- 
ployer to  elect  not  to  be  subject  to  its 
provisions.  It  is  the  policy  of  AEC  to 
require  cost-type  contractors  to  be  sub- 
ject to  workmen's  compensation  provi- 
sions in  jurisdictions  permitting  election. 

(b)  Statutory  immunity.  Under  the 
provisions  of  some  workmen's  compensa- 
tion laws  certain  types  of  employers: 
e.g.,  non-profit  educational  Institutions, 
are  relieved  from  liability.     If  a  con- 


tractor falling  within  any  of  these  cate- 
gories has  a  statutory  option  to  accept 
liability  it  is  the  policy  of  AEC  to  require 
him  to  do  so. 

(c>  Limited  medical  benefits.  Some 
workmen's  compensation  laws  limit  the 
liability  of  the  employer  for  medical  care 
to  a  maximum  dollar  amount  or  to  a 
specified  period  of  time.  In  such  cases, 
a  cost-type  contractor's  workmen's  com- 
pensation insurance  policy  should  con- 
tain a  standard  extra-statutory  medical 
coverage   endorsement. 

»d>  Lim.its  on  occupational  disease 
coverage:  employer's  liability.  Some 
workmen's  compensation  laws  do  not 
provide  coverage  for  all  occupational 
diseases.  In  such  situations,  a  con- 
traw:tor's  workmen's  compensation  in- 
surance policy  should  contain  voluntary 
coverage  for  all  occupational  diseases. 

§9-12.5301-3     Contractor    employees' 
benefit    plan — nelf    insurent. 

The  policies  and  requirements  set  forth 
In  §  9-12.5301-2  apply  in  situations  where 
cost-type  contractors  at  Government- 
owned  atomic  energy  Installations  pur- 
chase workmen's  compensation  insur- 
ance. With  respect  to  self-insured  con- 
tractors, the  objectives  specified  in  that 
subsection  shall  also  be  met.  Inasmuch 
as  self-Insurers  cannot  comply  with  the 
technical  requirements  of  paragraphs 
(C)  and  (d)  of  §9-12.5301-2.  the  AEC 
encourages  the  use  of  a  contract  supple- 
ment providing  for  a  Contractor  Em- 
ployees' Benefit  Plan.  Under  unusual  or 
unique  circumstances,  where  adequately 
justified,  certain  contractors  who  are  not 
self-Insurers  may  also  be  considered 
eligible  for  a  Contractor  Employees' 
Benefit  Plan. 

§  9-12.5302      A".«i)sninenl      of      responsi- 
bilities. 

§9-12.5302-1       Oneral. 

Directors.  Headquarters  Divisions  and 
OCBces.  and  Managers  of  Field  Offices 
consistent  with  their  delegations  of 
responsibilities,  shall  assure  that  AEC 
cost-type  contract  operations  at  Govern- 
ment-owned atomic  energy  installations 
are  implemented  consistent  with  the  pol- 
icies   and    requirements   of    S  9-12.5301. 

§  9-12.5302-2      Re!>ponsibilily    of    Man- 
agers of  Field  Office*. 

In  dl^harging  their  assigned  respon- 
sibilities Managers  of  Field  Offices  shall: 

(a»  Review  periodically  the  work- 
men's compensation  Insurance  programs 
of  cost-type  contractors  to  whom  this 
subpart  applies  in  the  light  of  applicable 
workmen's  compensation  statutes  to  as- 
sure conformance  with  the  requirements 
of  5  9-12.5301. 

(b)  E^valuate  the  adequacy  of  cover- 
age of  "self-insured"  workmen's  com- 
pensation programs  to  determine  the 
need  for  a  Contractor  Employees'  Benefit 
Plan. 

(c)  Arrange  for  the  establishment  of 
procedures  for  both  new  and  existing 
Contractor  Einployees'  Benefit  Plans 
which  will; 

( 1 )  Permit  informal  agreement  when- 
ever possible  between  the  contractor  and 
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an  employee  as  to  the  origin  and  extent 
of  disabilities  and  the  amount  of  pay- 
ments which  will  be  made  under  the 
Benefit  Plan,  and 

(2»  Provide,  in  the  case  of  failure  of 
more  informal  methods,  for  an  impartial 
determination  of  the  origin  and  extent 
of  disabilities  and  the  appropriate  pay- 
ments to  be  made  under  a  benefit  plan. 

idt  Submit  to  the  Director,  Division 
of  Labor  Relations,  Headquarters,  all 
proposals  for  the  establishment  of  new 
Contractor  Employees'  Benefit  Plans  or 
the  modification  of  existing  Plans. 

§0-12.5302-3  Re.-ponhibilitiei*  of  the 
Director,  Division  of  Labor  Rela- 
tions, and  Cxintroller,  Headquarters. 

The  Director.  Division  of  Labor  Rela- 
tions, and  the  Controller  are  responsible 
jointly  for  approving  Contractor  Em- 
ployees' Benefit  Plans. 

These  regulations  are  effective  im- 
mediately upon  publication. 

Dated  at  Germantown,  Md..  this  9th 
day  of  January  1962. 

For  the  Atomic  Energy  Commission. 

A.   R.   LUEDBCXX. 

General  Manager. 

|PR      Doc     62-468:     Filed.     Jan      16.     1962; 
8  45  am  ) 
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Title  47— TELECOMMUNICATION 

Chapter   I — Federal   Communications 
Commission 

[Docket  No.   13852:   FCC  62-06) 

PART  3 — RADIO  BROADCAST 
SERVICES 

Table  of  Assignments,  Television 
Broadcast  Stations;  Augusta, 
Bangor,  Calais  and  Presque  Isle, 
Maine 

1.  The  Commission  has  before  it  for 
consideration  a  Request  for  Reconsidera- 
tion filed  by  the  University  of  Maine  (the 
University),  and  a  Petition  for  Recon- 
sideration filed  by  Commiuilty  Telecast- 
ing Service  (Community),  licensee  of 
WABI-TV.  Bangor.  Maine.  These  docu- 
ments request  reconsideration  of  the 
Report  and  Order  adopted  by  the  Com- 
mission on  April  19,  1961,  and  released 
on  April  24,  1961.  in  Docket  No.  13852 
•  RM-102  and  RM-183)  wherein  the  tele- 
vision Table  of  Assignments  contained 
in  i  3.606  of  the  Commission's  rules  and 
regulations  was  amended  by  reserving 
for  educational  use  Chaimel  10  in  Au- 
gusta, Maine,  and  Channel  10  in  Presque 
Lsle.  Maine,  and  by  removing  Channel  7 
from  Calais,  Maine,  and  assigning  it  to 
Bangor.  Maine.  Community  and  the 
University  do  not  request  any  change  tn 
the  action  of  the  Commission  with  re- 
;;ard  to  Augusta  and  Presque  Isle,  aiming 
I  heir  new  pleadings  solely  at  the  action 
w  hlch  transferred  Channel  7  from  Ctdals 
to  Bangor.  In  the  original  rule  wiaktug 
the  University  supported  the  reservation 
of  Channel  7  in  Calais  for  education*! 
use,  and  Community,  while  supportinc 
the  position  of  the  University,  desired 
Channel  7  to  remain  in  Calais  for  corn- 
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mercial  use  if  not  so  reserved  for  educa- 
tion. In  this  connection,  Community 
submitted  an  application  for  a  construc- 
tion permit  for  Channel  7  in  Calais  con- 
tingent on  its  not  being  reserved  for 
educational  use.  The  application  was 
accepted  for  filing  on  March  22, 1961,  and 
is  now  pending  (BPCT-2860). 

Other  Documents  Filed  After  Adoption 
OF  THE  Report  and  Order 

2.  The  University  also  filed  a  Request 
for  Stay  and  a  supplement  thereto.' 
Community  filed  a  Petition  for  Stay  of 
the  aforementioned  Report  and  Order. 
In  addition,  both  requested  oral  argu- 
ment of  the  matter.'  Leon  P.  Gorman 
filed  the  following  pleadings :  a  letter  op- 
posing the  requests  for  stay,  an  Opposi- 
tion to  Petitions  for  Stay,  an  Opposition 
to  Request  for  Reconsideration,  and  a 
Petition  To  Accept  Late  Filing  of  Op- 
positions.' Responsive  to  some  of  the 
Gorman  pleadings,  the  University  filed  a 
Statement  Concerning  "Opposition  to 
Petitions  for  Stay"  and  a  Reply  to  'Op- 
position to  Request  for  Reconsidera- 
tion." *  On  September  13,  1961,  the 
University  of  liaine  filed  with  the  Com- 
mission a  "Request  for  Waiver  and  Ac- 
ceptance of  Supplemental  Comments"  to 
which  was  attached  a  "Supplement  to 
Request  for  Reconsideration."  * 

3.  On  October  3.  1961,  Governor  John 
H.  Reed  of  Maine  sent  a  telegram  to  the 
Chairman  requesting  that  a  final  de- 
cision In  this  proceeding  be  held  in 
abeyance  until  the  conclusion  of  a  spe- 


>  We  did  not  consider  the  material  appear- 
ing In  the  aupptement  because  It  contained 
no  lnformatk>n  not  already  within  the  pur- 
view of  tbe  Comnlsalon. 

*  We  are  of  the  opinion  that  the  written 
document*  filed  in  this  proceeding  supply  an 
adequate  picture  of  the  varloua  proposals 
and  the  conflicting  points  of  view,  and  that 
oral  argument  is  unnecessary.  Accordingly 
we  deny  the  requests  for  oral  argument. 

*  The  formal  Oorman  oppositions  were  not 
tinaely  filed,  both  having  been  received  by 
the  Cotnmlsslon  about  a  week  late.  The 
Petition  TO  Accept  late  Piling  of  Oppositions 
■tated  that  the  illness  of  counsel  prevented 
timely  preparation  and  filing.  The  petition 
Is  hereby  granted  although  it  Is  pointed  out 
that  the  oppositions  did  not  alter  the  de- 
cision of  the  Commission  in  this  matter, 
since  the  record  without  the  Oorman  opposi- 
tions would  have  led  us  to  the  same  result. 

*  Letters  from  Maine  congressmen  were 
also  received  and  made  part  of  tbe  docket  in 
addition  to  letters  and  petitions  (consist- 
ing of  lists'  of  signatures)  most  of  which 
came  from  the  Calais  area  and  which  favored 
the  reservation  for  educational  use  of  Chan- 
nel 7  in  Calais. 

'  As  a  reason  for  the  late  filing,  it  is  stated 
that  the  supplemental  Information  was 
brought  to  tbe  attention  of  the  University 
since  the  filing  of  their  "Request  for  Recon- 
sideration." This  new  Information  consists 
of  a  statement  that  If  Channel  7  were  as- 
signed to  Calais  and  reserved  for  noncom- 
mercial educational  use  It  would  improve  the 
chanees  of  developtng  ETV  in  New  Bruns- 
wick, Canada,  and  the  chances  for  an  inter- 
change of  KTV  prognma  betwen  Canada  and 
the  United  Stats*.  The  request  for  waiver 
and  aeoeptance  of  supplemental  comments 
Is  ilmttil  stnce  the  Oommlaslon  gave  oonsld- 
sratton  to  tbe  ethsnge  ot  programs  between 
Canada  aatf  tka  Vntted  SUtes  in  the  Report 
and  Oedsr  hartln  and  the  suppiemental  com- 
ments contain  no  new  material  of  decisional 
slgnlficaoos. 
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cial  session  of  the  Maine  legislature 
which  he  planned  to  convene  on  Novem- 
ber 27,  1961.*  In  response  to  a  Public 
Notice  issued  by  the  Commission  on 
October  5,  1961,  inviting  comments  on 
the  Governor's  telegram,  the  following 
documents  were  timely'  filed:  "State- 
ment of  the  University  of  Maine." 
"Further  Comments  of  American  Broad- 
casting Company,"  "Statement  on  Be- 
half of  Dirigo  Broadcasting,  Inc.," ' 
"Comments  of  Downcast  Television,  Inc. 
in  Opposition  to  Request  for  Delay,"' 
and  "Request  to  Accept  Late-Piled  Mate- 
rial" 'also  filed  by  Downcast  Television, 
Inc.)." 

4.  On  December  4,  1961,  the  Commis- 
sion received  a  telegram  from  the 
(jovernor  of  Maine  stating  that  the  spe- 
cial session  of  the  Maine  Legislature  had 
enacted  and  that  he  had  signed  an  act 
providing  for  construction  of  an  Educa- 
tional Television  Network  for  the  State 
of  Maine  and  the  issuance  of  not  exceed- 
ing one  million  five  himdred  thousand 
dollars  of  State  of  Maine  bonds  for  the 
financing  thereof.  It  further  stated 
that  inasmuch  as  this  is  a  bonding  issue, 
it  will  be  submitted  to  the  electorate  in 
a  referendum  election  on  June  18,  1962. 
The  Governor  then  urged  that  in  the 
light  of  this  devel(H>ment  the  Commis- 
sion reconsider  its  decision  in  this  mat- 
ter." 

Decision  of  the  Commission 

5  The  Commission  has  given  careful 
consideration  to  the  record  herein  and 
is  of  thi  opinion  that  Chaimel  7  should 
remain  in  Calais  but  not  be  reserved  for 
noncommercial  educational  use.  There 
has  been  no  request  to  reconsider  our 
reservation  for  noncommercial  educa- 
tional use  of  Channel  10  in  Augusta  and 
Channel  10  in  Presque  Isle,  and  that  por- 
tion of  our  previous  decision  stands. 

Reasons  for  the  Deczsion 

6.  Throughout  this  proceeding  it  has 
been  clear  that  there  Ls  not  only  a  need 


•  The  Governor  stated  that  he  would  make 
a  specific  reconunendatlon  at  such  legislative 
BeF£lon  for  appropriate  funds  to  Implement 
the  proposed  statewide  educational  television 
plan.  (The  legislature  convened  on  Nov.  27. 
1961.) 

'  A  pleading  of  the  Unlveralty  captioned 
"Reply  of  the  Unlveralty  of  Maine  to  Down- 
east  Television,  Inc.,  In  Opposition  to  Re- 
quest for  Delay"  was  not  timely  and  was 
therefore  not  given  consideration. 

"Dirigo  and  Downcast  are  applicants  for 
construction  permits  for  a  new  station  on 
Channel  7  in  Bangor.  Each  filed  its  applica- 
tion after  th^  release  of  the  Report  and 
Order  herein. ^^ 

'  Downeast  filed  comments  in  which  it  re- 
ferred to  an  "attached  statement"  prepared 
by  Its  consulting  engineer,  but  because  of  an 
unavoidable  delay  in  the  malls,  the  statement 
was  not  available  for  timely  filing  with  the 
comments  which  were  filed  on  Friday, 
Oct.  20.  1961.  It  was  filed,  Ihstead.  on  Mon- 
day, Oct.  23.  IMI.  Since  parties  are  not 
prejudiced  thereby  and  since  sufficient  cause 
was  shown.  Downcast's  "Request  to  Accept 
Late -Filed  Material"  Is  granted. 

'"Since  this  telegram,  at  most,  confirms 
predictions  made  in  the  Govemor's  earlier 
telegram,  upon  which  oppmtunlty  to  com- 
ment has  been  had.  It  has  been  associated 
with  the  lUe  herein  and  considered  by  the 
Commission.  However,  attention  is  directed 
to  paragraph  10  below. 
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for  a  third  competitive  service  in  Ban- 
gor, but  for  a  flrst  service,  commercial  as 
well  as  educational.  In  the  Calais  area 
The  problem  has  been  to  weigh  the  con- 
flicting elements  in  the  total  picture  and 
arrive  at  a  solution  that  would  most  fully 
reflect  the  public  interest.  Many  factors 
were  considered,  among  which  were  the 
possibility  of  the  earliest  use  of  Channel 
7,  the  problem  of  conversion,  and  meth- 
ods for  serving  the  Calais  area  if  Channel 
7  were  removed  from  that  city.  The 
question  was  a  close  one. 

7.  Our  decision  in  the  Report  and 
Order  herein  was  predicated  on  the  be- 
lief that  a  third  service  could  be  pro- 
vided for  Bangor  while  at  the  same  time 
a  satisfactory  means  could  be  found  for 
furnishing  an  educational  network  serv- 
ice to  the  Calais  area.  One  possibility  of 
serving  Calais  was  that  of  a  UHP  station 
at  Calais.  The  record  as  supplemented 
by  the  petitions  for  reconsideration  dis- 
closes that  about  90  percent  of  the  homes 
in  that  area  have  VHP  television  sets 
(even  though  it  is  a  "white  area"  with 
regard  to  U.S. -originated  programs)  and 
that  a  serious  conversion  problem  would 
exist  which  was  not  previously  apparent. 
Although  this  in  itself  is  not  determina- 
tive, considered  with  other  factors  it 
weighs  in  the  balance  for  reversal  of  our 
previous  decision. 

8.  We  stated  in  the  Report  and  Order 
that  the  record  led  to  the  conclusion 
that  the  best  chance  for  utilization  of 
Channel  7  (which  had  been  lying  fallow 
at  Calais  since  the  Sixth  Report  and 
Order)  in  the  foreseeable  future  lay  in 
Bangor.  This,  coupled  with  other  con- 
siderations, influenced  our  decision  to 
remove  the  charuiel  from  Calais.  Upon 
reconsideration  it  appears  that,  al- 
though prediction  of  such  a  matter  is 
difficult,  there  is  a  substantial  possibility 
that  Channel  7  in  Calais  will  be  used 
in  the  not  too  distant  future — if  not  by 
educators,  then  by  a  commercial  group. 
Commimlty,  for  example,  has  applied  for 
the  chaxmel  and  emphasizes  its  firm  in- 
tention to  construct  a  commercial 
station. 

9.  In  deciding  that  Channel  7  should 
be  assigned  to  Calais  without  a. non- 
commercial educational  reservation,  we 
are  not  deciding  against  the  use  of  that 
channel  for  educational  television.  Such 
an  assignment  leaves  the  channel  open 
for  applications  by  both  commercial  and 
educational  interests.  Should  both  ap- 
ply, the  public  interest  question  of  com- 
mercial vs.  educational  use  of  the  chan- 
nel in  that  area  may  be  fully  explored 
in  a  comparative  hearing.  In  view  of 
the  confusion  which  existed  as  to  the 
ultimate  status  of  Channel  7,  action  on 
applications  for  use  of  the  channel  in 
Calais  will  be  deferred  for  a  reasonable 
period  of  time. 

10.  Although  we  did  not  rule  upon  the 
Governor's  request  to  hold  this  proceed- 
ing in  abeyance  until  the  conclusion  of 
the  special  legislative  session  and  the 
question  is  now  moot,  we  find  the  argu- 
ments filed  in  opposition  thereto  per- 
.suasive.  The  same  considerations  are 
applicable  to  the  present  posture  of  the 
proceeding.  The  question  of  funds  for 
educational  television  in  Maine  is  still 
undetermined  and  must  be  submitted  to 
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the  voters  of  the  state  six  months  hence 
However,     the     proceeding     has     been 
lengthy,    comprehensive    and    complete 
All    relevant    data    are    in    the    record 
There  is  a  pressing  need  for  administra- 
tive finality  and  orderly  di-spatch  of  the 
Commissions    business.     This    is    espe- 
cially so  since  delay  pending  a  referen- 
dum vote  would  serve  no  useful  purpose, 
neither    our    original     nor    our    present 
decision    having    been    founded    on    the 
availability  or  nonavailability  of  funds 
Thus,  if  any  petitions  were  to   be  filed 
requesting    further    delay    pending     the 
outcome  of  the  June.  1962,  referendum, 
they  would  be  denied 

Order 

11  In  view  of  the  foregoinK  It  is 
ordered.  That  the  request  for  recon- 
sideration of  the  University  of  Maine  is 
denied;  that  the  petition  for  reconsider- 
ation of  Community  Telecasting  Serv- 
ice is  denied  insofar  as  it  requests  that 
Channel  7  be  reserved  for  noncommer- 
cial educational  use  in  Calais  and  is 
granted  insofar  as  it  requests  that 
Channel  7  be  assigned  to  Calais  without 
such  a  reservation;  that  the  requests  of 
both  parties  for  oral  argument  are 
denied;  that  the  request  for  stay  of  the 
University  of  Maine  and  the  petition  for 
stay  of  Community  Telecasting  Service 
are  dismissed  as  moot;  that  the  petition 
to  accept  late  filing  of  oppositions,  filed 
by  Leon  Gorman  is  granted;  that  the 
request  for  waiver  and  acceptance  of 
supplemental  comments  filed  by  the 
University  of  Maine  is  denied;  that  the 
request  to  accept  late-filed  material  of 
Downcast  Television,  Inc  ,  is  granted; 
that  the  inquest  of  the  Governor  of 
Maine  aslcing  that  a  decision  herein  be 
held  in  abeyance  pending  the  conclu- 
sion of  a  special  session  of  the  Maine 
Legislature  is  dismissed  as  moot:  and 
that  the  request  of  the  Governor  of 
Maine  asking  for  reconsideration  is 
denied. 

12.  It  is  further  ordered,  pursuant  to 
the  authority  contained  in  sections  4 
(I)  and  (j),  303,  and  307(b)  of  the  Com- 
munications Act  of  1934,  as  amended, 
that  effective  February  26,  1962.  the  table 
of  assignments  contained  in  5  3.606  of 
the  Commissions  rules  and  regulations 
is  amended,  irxsofar  as  the  communities 
named  are  concerned,  to  read  as  follows: 

City  Channel    No 

Bangor,  Maine ..2,5«,'16 

Calais.  Maine 7  -  .  20  - 

(Sec  4.  48  Stet.  1066.  slb  amended;  47  UBC. 
154  Interprets  or  applies  sec  303  48  Stat 
1082.  as  amended;  47  U  S  C  303 1 

Adopted:  January  10.  1962. 

Released:    January    12,    1962 

Federal  Commtjnications 
CoiudssiON," 

1  SEAL  I         Ben  p.  Waple, 

Acting  Secretary. 

(FR      Doc      62-511:     Piled.    Jan.     16.     1962; 
8.50  a.m. I 


"EHsAentlng  statement  of  Commissioner 
Lee,  and  atatementB  of  partial  dissent  by 
Chairman  Mlnow  and  Commissioners  Hyde, 
Oo68,  and  Craven,  filed  aa  part  of  original 
document. 


Title  50— WILDLIFE  AND 
FISHERIES 

Chapter  I — Bureau  of  Sport  Fisheries 
and  Wildlife,  Fish  and  Wildlife 
Service,  Department  of  the  Interior 

PART   33— SPORT  FISHING 

Noxubee   National  Wildlife   Refuge, 
Mississippi 

The  following  special  regulation  is 
issued  and  is  effective  on  date  of  publi- 
cation in  the  Federal  Register. 

§  .33.3     .Special  rpfculalioRH;  nport  fiyhinfc: 
for  indnidual  wildlife  refuge   area;*. 

Mississippi 

noxubee  n.mional  wildlife  retuce 

Sport  fishing  on  the  Noxubee  National 
Wildlife  Refuge,  Mississippi,  is  permit- 
ted only  on  the  areas  designated  by  signs 
as  open  to  fishing.  This  open  area,  com- 
prising 1,277  acres  or  3  percent  of  the 
total  area  of  the  refuge,  is  delineated 
on  a  map  available  at  the  refuge  head- 
quarters and  from  the  ofBce  of  the  Re- 
gional Director,  Bureau  of  Sport  Fish- 
eries and  Wildlife,  Peachtree-Seventh 
Building,  Atlanta  23,  Georgia.  Sport 
fishing  IS  subject  to  the  following 
conditions; 

(a)  Species  permitted  to  be  taken: 
Largemouth  black  bass,  bream,  crappie, 
catfish  and  other  minor  sf>ecies  pennit- 
ted  by  State  regulations. 

•  b)  Open  season:  March  1,  1962,  to 
October  31,  1962.     Daylight  hours  only. 

(O  Daily  creellimits:  Bass,  15;  bresun. 
50;  and  crappie,  30. 

Aggregate  daily  limit  of  all  kinds  shall 
not  exceed  75  per  day. 

(d)    Methods  of  flshirig: 

1.  Pole  and  line,  artificial  baits  and 
lures,  trotlines,  grappling  in  accordance 
with  State  regulations.  Snaglines  pro- 
hibited. 

2.  Boats  and  motors  permitted. 
(e>   Other  provisions: 

1.  The  provisions  of  this  special  regu- 
lation supplement  the  regulations  which 
govern  fishing  on  wildlife  refuge  areas 
generally  which  aie  set  forth  in  Title 
50,  Code  of  Federal  Regulations,  Part  33 

2  A  daily  permit  ($.50)  Is  required  by 
the  Mississippi  State  Game  and  Fish 
Commission  to  fish  in  Bluff  Lake  aJid 
tail  waters  of  the  big  and  little  spillways. 

3  No  permit  is  required  in  Betts  Pond 
and  Keaton  Tower  Pond,  Parker  Slough 
and  Pete  Slough  and  that  portion  of 
(?ypress  Creek,  Oktoc  Creek  and  Noxu- 
bee River  within  the  refuge  not  covered 
by  (2)  above, 

4.  A  Federal  permit  is  not  required  to 
enter  the  public  fishing  area. 

5,  The  provisions  of  this  special  regu- 
lations are  effective  to  November  1,  1962 

Louisiana 

sabine  national  wildlife  refuge 

Sport  fishing  on  the  Sabine  National 
Wildlife  Refuge.  Louisiana,  is  permitted 
only  on  the  areas  designated  by  signs  as 
open  to  fishing.  This  open  area,  com- 
prising 40,000  acres  or  28  percent  of  the 
total  area  of  the  refuge,  is  delineated  on 
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a  map  available  at  the  refuge  headquar- 
ter* and  f  ran  the  olfioe  of  the  Regional 
Director,  Bureau  of  Sport  Fisheries  and 
Wildlife.  Peachtree-Seventh  Building, 
Atlanta  23,  Georgia.  Sport  fishing  is 
subject  to  the  following  conditions: 

(a)  Species  permitted  to  be  taken: 
Black  bass,  yellow  bass,  white  bass,  crap- 
pie. sunflsh  and  other  minor  species  per- 
mitted by  State  regulations. 

(b)  Open  season:  March  15,  1962, 
throu^  October  15. 1962.  From  45  min- 
utes before  sunrise  to  45  minutes  after 
sunset. 

(c)  Daily  creel  limits:  Black  bass,  15; 
yellow  bass.  25;  white  bass,  25;  crappie. 
25:  and  sunflsh,  50. 

Other  creel  limits  for  minor  species  are 
as  prescribed  for  State  regulations. 

(d)  Methods  of  fishing: 

1.  Rod  and  reel,  pole  and  line,  artifi- 
cial and  live  baits  permitted. 

2.  Boats  with  outboard  motors  no 
larger  than  7^8  h.p.  permitted  in  refuge 
lakes  and  impoundments.  No  size  re- 
strictions on  boats  and  motors  in  the 
canals  and  rivers. 

(e)  Other  provisions: 

1.  The  provisions  of  this  special  regu- 
lation supplement  the  regulations  which 
govern  fishing  on  wildlife  refuge  areas 
generally  which  are  set  forth  in  Title  50, 
Code  of  Federal  Regulations,  Part  33. 

2.  Boats  may  be  left  in  the  pool  during 
fishing  seascm  but  must  bear  the  owner's 
name  and  address.  Unmarked  boats  left 
in  the  pool  will  be  removed  to  refuge 
headquarters.  All  boats  must  be  re- 
moved from  the  refuge  prior  to  the  close 
of  the  fishing  season. 

3.  Travel  over  the  refuge  is  restricted 
to  water  wasrs. 

4.  A  Federal  permit  is  not  required  to 
enter  the  public  fishing  area. 

5.  The  provisions  of  this  special  reg- 
ulation are  effective  to  October  16,  1962. 

W.  L.  Towns. 
Acting  Regional  Director,  Bureau 
of  Sport  Fisheries  and  Wildlife. 

Jamvakt  10,  1962. 

|FJt.    Doc.    62-603:     Piled.    Jan.     16.    1962; 
8:40  ajn.] 
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Proposed  Rule  Making 


DEPARTMENT  OF  AGRICULTURE 

Agricultural  Mark*ling  S«rvic« 

[  7  CFR   Ports  907,  908  1 

I  Docket    No8.    AO-a4*-A5    and    AO-250-A31 

HANDLING  NAVEL  AND  VALENCIA 
ORANGES  GROWN  IN  ARIZONA 
AND  DESIGNATED  PART  OF  CALI- 
FORNIA 

Notic*  of  Hearing  With  Respect  to 
Proposed  Amendments  of  the  Mar- 
keting Agreements  and  Orders 

Pursuant  to  the  applicable  provisions 
of  the  Agricultural  Marketing  Agree- 
ment  Act  of  1937.  as  amended  'Sees 
1-19,  48  SUt.  31.  as  amended:  7  U.S.C. 
801-674),  and  in  accordance  with  the 
applicable  rules  of  practice  and  proce- 
dure governing  proceedings  to  formulate 
marketing  agreements  and  marketing 
orders  (7  CFR  Part  900).  notice  is  here- 
by given  of  a  public  hearing  to  be  held 
in  Room  810,  Federal  Building.  312  North 
Spring  Street,  Los  Angeles.  California, 
begiruiing  at  10:00  a.m..  P.s.t.,  February 
8,  1962,  with  respect  to  proposed  amend- 
ments to  the  marketing  agreements  and 
orders  regxilating  the  handling  of  navel 
and  Valencia  oranges  grown  in  Arizona 
and  designated  part  of  California.  The 
proposed  amendiments  have  not  received 
the  approval  of  the  Secretary  of 
Agriculture. 

The  public  hearing  is  for  the  purpose 
of  receiving  evidence  with  respect  to  the 
economic  and  marketing  conditions  re- 
lating to  the  proposed  amendments, 
which  are  hereinafter  set  forth,  and  to 
any  i4}propriate  modifications  thereof. 

Proposed  by  Pure  Gold.  Inc..  Western 
Fruit  Growers  Sales  Company,  and  Sun- 
kist  Growers.  Inc.: 

Proposal  No.  1.  A.  Add  a  new  5  907.33 
as  follows : 

§  907.33      Research   and  ilevelopmenl. 

The  c<Hnmittee,  with  the  approval  of 
the  Secretary,  may  establish  or  provide 
for  the  establishment  of  marketing  re- 
search and  development  projects  de- 
signed to  assist,  improve,  or  promote 
the  marketing,  distribution,  and  con- 
sumption of  navel  oranges,  the  expense 
of  such  projects  to  be  paid  from  funds 
collected  pursuant  to  this  part. 

§907.60      [Amendment] 

B.  Delete  the  proviso  and  all  subse- 
quent language  in  §  907.60  and  substitute 
in  lieu  thereof  the  following:  "Early 
maturity  allotments  issued  to  any  han- 
dler may  be  used  only  during  the  week 
for  which  issued,  and  the  undershipment 
of  any  such  allotment  shall  not  entitle 
such  handler  to  handle  an  additional 
quantity  of  oranges  due  to  such  under- 
shipment. Upon  the  reaching  of  general 
maturity,  the  qiianUty  of  oranges  avail- 
able for  current  shipment  of  any  han- 
dler who  failed  to  use  all  of  the  early 
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maturity  allotments  issued  to  him  shall 
be  adjusted  by  deducting  therefrom  a 
quantity  of  oranges  equivalent  to  the 
total  quantity  of  his  oranges  for  which 
early  maturity  allotments  were  issued 
but  were  not  used.  The  committee  shall, 
with  the  approval  of  the  Secretary,  adopt 
procedural  rules  and  regulatioivs  to 
effectuate  the  provisions  of  this  part. 
Early  maturity  allotments  issued  under 
this  section  shall  be  on  a  prorate  district 
basis." 

«i  *>07.  t       I  Ain«-iidiufnl  I 

C  Revi.se  the  provisions  of  $  907  4 
Production    area    to    read    as    follows 

Production  area'  means  the  State  of 
Arizona  and  that  part  of  the  State  of 
California  south  of  a  line  drawn  due 
east  and  west  through  the  po.st  ofRce  in 
Turlock.  California  " 

§  <H)7.66       I  \mrndmrnl  I 

D.  Delete  paragraphs  ia>.  (b>.  ic). 
and  tdi  of  iS  907.66  Prorate  districts  and 
substitute  in  lieu  thereof  the  following: 

<  a )  District  1  shall  include  that  part 
of  the  State  of  California  which  is  south 
of  a  line  drawn  due  east  and  west 
through  the  post  office  in  Turlock.  Cali- 
fornia, and  north  of  a  line  drawn  due 
east  and  west  through  the  post  office 
in  Oildale.  California,  but  excluding  San 
Luis  ObispK)  County. 

(bi  District  2  shall  include  that  part 
of  the  State  of  California  which  is  south 
of  a  line  drawn  due  east  and  west 
through  the  post  office  in  Gorman.  Cali- 
fornia, but  including  all  of  San  Luis 
Obispo  and  Santa  Barbara  Counties,  and 
west  of  a  line  drawn  due  north  and  south 
through  the  post  office  in  White  Water, 
California. 

(c)  District  3  shall  include  the  State 
of  Arizona  and  that  part  of  the  produc- 
tion area  not  included  in  Districts  1.  2. 
and  4. 

id)  District  4  shall  include  that  part 
of  the  State  of  California  which  is  south 
of  District  1  and  north  and  east  of  Dis- 
trict 2.  but  shall  exclude  that  part  of 
San  Bernardino  County  located  east  of 
the  115th  Meridian. 

§907.31       [. Amendment  ] 

E.  Delete  the  amount  of  $10  wherever 
it  appears  in  S  907.31  and  substitute  in 
lieu  thereof  the  amount  $15. 

§  907.20      [Amendment] 

F.  Delete  from  §  907.20  the  words  who 
shall  not  be  handlers,  or  employees  of 
handlers,  or  employees  of  central  mar- 
keting organizations." 

G.  Revise  the  provisions  of  §  907.67 
by  adding  immediately  before  the  last 
sentence  the  following:  "The  exception 
provided  in  this  section  shall  apply  only 
if  oranges  are  handled  directly  for  the 
purposes  specified  in  paragraphs  <a)  to 
(e)  of  this  section  by  the  Initial  handler 
thereof." 

Proposal  No.  2.  A.  Add  a  new  $  908. 33 
as  follows: 


§  908.33      Kr«ear«-li    and   drvclopmenl. 

The  committee,  with  the  approval  of 
the  Secretary,  may  establish  or  provide 
for  the  establishment  of  marketing  re- 
search and  development  projects  de- 
signed to  assist,  improve,  or  promote  the 
marketing,  distribution,  and  comsump- 
tion  of  Valencia  oranges,  the  expense  of 
such  projects  to  be  paid  from  funds  col- 
lected pursuant  to  this  part 

§  908. (>0       I  \iii«ndni<Mil  I 

B  Delete  tl^e  proviso  and  aH>  sub- 
sequent laiiRuatre  in  5  908.60  and  sub- 
stitute in  lieu  thereof  the  followint; 
"Early  maturity  allotments  issued  to  any 
handler  may  be  used  only  during  the 
week  for  which  issued  and  the  under- 
shipment of  any  su<jh  allotment  shall  not 
entitle  such  handler  to  handle  an  ad- 
ditional quantity  of  oranges  due  to 
such  undershipment.  Upon  the  reaching 
of  general  maturity,  the  quantity  of 
oranges  available  for  current  shipment  of 
any  handler  who  failed  to  use  all  of  the 
early  maturity  allotments  issued  to  him 
shall  be  adjusted  by  deducting  therefrom 
a  quantity  of  oranges  equivalent  to  the 
total  quantity  of  his  oranges  for  which 
early  maturity  allotments  were  issued 
but  were  not  used.  The  committee  shall, 
with  the  approval  of  the  Secretary,  adopt 
procedural  rules  and  regulations  to  ef- 
fectuate the  provisions  of  this  part 
Early  maturity  allotments  issued  under 
this  section  shall  be  on  a  prorate  district 
basis." 

§908.t       I  A  mend  mem  1 

C.  Revise  the  provisions  of  §  908.4  Pro- 
duction area  to  read  as  follows:  "  'Pro- 
duction area'  means  the  State  of  Arizona 
and  that  part  of  the  State  of  California 
south  of  a  line  drawn  due  east  and  west 
through  the  post  office  in  Turlock,  Cali- 
fornia." 

§908.66       [Amendment] 

D.  Delete  paragraphs  (a) .  (b) ,  and  (C 
of  §  908.66  Prorate  districts  and  substi- 
tute in  lieu  thereof  the  following: 

(a)  District  1  shall  include  that  part 
of  the  State  of  California  which  is  south 
of  a  line  drawn  due  east  and  west 
through  the  post  office  in  Turlock.  Cali- 
fornia, and  north  of  a  line  drawn  due 
east  and  west  through  the  post  office  in 
Gorman,  California,  but  excluding  San 
Luis  Obispo  and  Santa  Barbara  Counties, 
and  that  part  of  San  Bernardino  County 
located  east  of  the  115th  Meridian. 

(b)  District  2  shall  include  that  part 
of  the  State  of  California  which  Is  south 
and  west  of  District  1  and  west  of  a  line 
drawn  due  north  and  south  through  the 
post  office  in  White  Water,  California. 

(c)  District  3  shall  include  the  State  of 
Arizona  and  that  part  of  the  production 
area  not  included  in  Districts  1  and  2. 

§908.31       [Amendment] 

E.  Delete  the  amoimt  $10  wherever  it 
appears  in  §  908.31  and  substitute  in  lieu 
thereof  the  amount  $15. 


Wednesday,  January  17,  1962 

§908.20      [Amendment] 

P.  Delete  from  S  908.20  the  words  "who 
shall  not  be  handlers,  or  employees  of 
handlers,  or  employees  of  central 
marketing  organizations." 

;;;  908.67      f  Amendment  1        { 

G.  Revise  the  provisions  of  §  908.67  by 
adding  immediately  before  the  last 
sentence  the  following:  "The  exemption 
provided  in  this  section  shall  apply  only 
if  oranges  are  handled  directly  for  the 
purposes  specified  in  pai'agraphs  (a)  to 
<e)  of  this  section  by  the  initial  handler 
thereof." 

Proposed  by  the  Fruit  and  Vegetable 
Division,  Agricultural  Marketing  Service: 

§907.83      [Amendment] 

Proposal  No.  3.  A.  That  paragraph 
(c)(3)  of  S  907.83  be  amended  to  read 
as  follows:  'Upon  recommendation  of 
the  committee,  received  not  later  than 
January  15  of  each  odd-numbered  year. 
the  Secretary  shall  conduct  a  referen- 
dum prior  to  March  15  of  such  year  to 
ascertain  whether  continuance  of  this 
part  is  favored  by  the  producers." 

§908.83       [Amendment]         | 

B.  That  paragraph  ( c )  <  3  >  of  S  908.83 
be  amended  to  read  as  follows:  "Upon 
recommendation  of  the  committee,  re- 
ceived not  later  than  August  15  of  each 
even-numbered  year,  the  Secretary  shall 
conduct  a  referendum  prior  to  October 
15  of  such  year  to  ascertain  whether 
continuance  of  this  part  is  favored  by 
the  producers. "  « 

That  consideration  be  given  to  make 
such  changes  in  the  marketing  agree- 
ments and  orders  as  may  be  necessary 
to  make  the  entire  marketing  agreements 
and  orders  conform  with  any  amend- 
ments thereto  that  may  result  from  this 
hearing. 

Copies  of  this  notice  of  hearing  may 
be  obtained  from  the  Office  of  the  Hear- 
ing Clerk,  United  States  Department  of 
Agriculture.  Room  112,  Administration 
Building.  Washington  25,  D.C..  or  the 
Field  Representative,  Fruit  and  Vege- 
table Division.  Agricultural  Marketing 
Service.  1031  South  Broadway,  Room 
1005.  Los  Angeles  15.  California. 

Dated:  January  12.  1962. 

Floyd  F.  Hedlund, 
Director.   Fruit   and   Vegetable 
Division.    Agricultural    Mar- 
keting Service. 

IFR      Doo      62  514;     Piled.     Jan.     16.     1962; 
8  51    a  m  I        . 


[  7  CFR   Part  910  1 

[Docket  No    AO  144-A10| 

HANDLING  OF  LEMONS  GROWN  IN 
CALIFORNIA  AND  ARIZONA 

Notice  of  Hearing  with  Respect  to 
Proposed  Amendments  to  the 
Amended  Marketing  Agreement 
and  Order 

Pursuant  to  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (sees.  1-19,  48 
Stat.  31,  as  amended:  7  U.S.C.  601-674) 
and  in  accordance  with  the  applicable 
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rules  of  practice  and  procedure  govern- 
ing proceedings  to  formulate  marketing 
agreements  and  marketing  orders,  as 
amended  (7  CFR  Part  900),  notice  is 
hereby  given  of  a  public  hearing  to  be 
held  in  Room  810,  Federal  Building.  312 
North  Spring  Street,  Los  Angeles,  Cali- 
fornia, beginning  at  10  a.m.,  P.s.t.,  Feb- 
ruary 9,  1962,  with  respect  to  proposed 
further  amendments  to  the  marketing 
agreement,  as  amended,  and  Order  No. 
910,  as  amended  (7  CFR  Part  910) ,  here- 
inafter referred  to  as  the  "marketing 
agreement"  and  "order,"  respectively, 
regulating  the  handling  of  lemons  grown 
in  California  and  Arizona.  The  pro- 
posed amendments  have  not  received 
the  approval  of  the  Secretary  of  Agri- 
culture. 

The  public  hearing  is  for  the  purpose 
of  receiving  evidence  with  respect  to  the 
economic  and  marketing  conditions  re- 
lating to  the  proposed  amendments, 
which  are  hereinafter  set  forth,  and  ap- 
propriate modifications  thereof. 

The  following  amendments  to  the 
marketing  agreement  and  order,  which 
have  been  proposed  by  the  Pure  Crold, 
Inc..  Western  Fruit  Growers  Sales  Co., 
and  Sunkist  Growers,  Inc.,  are  as 
follows: 

1.  Add  a  new  §  910.33  as  follows: 

§  910.33     Research  and  development. 

The  committee,  with  the  approval  of 
the  Secretary,  may  establish  or  provide 
for  the  establishment  of  marketing  re- 
search and  development  projects  de- 
signed to  assist,  improve,  or  promote 
the  mailceting,  distribution,  and  con- 
sumption of  lemons,  the  expenses  of 
such  projects  to  be  paid  from  funds 
collected  pursuant  to  this  part. 

§  910.12      [Amendment] 

2.  Delete  the  provisions  of  §  910.12ib) 
and  substitute  in  Ueu  thereof  the 
following: 

(b)  With  respect  to  District  2,  the  total 
quanUt^r  of  lemons  which,  in  accordance 
with  standards  prescribed  by  the  com- 
mittee with  the  approval  of  the  Secre- 
tary, potentially  are  marketable  as  fresh 
fruit  under  applicable  laws  and  which 
were  delivered  to  the  handlers  in  such 
district  during  the  preceding  20-week 
period. 

3.  Delete  the  woi-ds  "ten  percent " 
wherever  they  appear  in  §  910.57  and 
substitute  in  lieu  thereof  the  words 
"twenty  percent." 

§910.15      [Amendment] 

4.  Delete  the  provisions  of  §  910.15 
Production  area  and  substitute  in  lieu 
thereof  the  following:  "'Production 
area'  means  the  State  of  Arizona  and 
that  part  of  the  State  of  California  south 
of  a  line  drawn  due  east  and  west 
through  the  post  office  in  Turlock. 
California." 

§910.64      [Amendment] 

5.  Delete  paragraphs  (a)  and  (b)  of 
§  910.64  Districts  emd  substitute  in  lieu 
thereof  the  following: 

(a)  "District  1"  shall  include  that  part 
of  the  State  of  California  which  is  south 
of   a  line  drawn   due   east   and  west 
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through  the  post  office  in  Turlock,  Cal- 
ifornia, and  north  of  a  line  drawn  due 
east  and  west  through  the  post  office  in 
Gorman.  California,  but  excluding  San 
Luis  Obispo  and  Santa  Barbara  Counties 
and  that  part  of  San  Bernardino  Coimty 
located  east  of  the  115th  Meridian. 

(b)  "District  2"  shall  include  that  part 
of  the  State  of  California  which  is  south 
and  west  of  District  1,  and  west  of  a 
line  drawn  due  north  and  sout^  through 
the  post  office  in  White  Water,  Cali- 
fornia. 

§  910.29      [Amendment] 

6.  Delete  the  amount  "$10"  wherever 
it  appears  in  §  910.29  and  substitute  the 
amount  "$15." 

7.  Add  a  new  §  910.61a  as  follows: 

§  910.61a     Early  availability  allotmenis. 

Notwithstanding  the  provisions  of 
§  910.56  the  committee  may,  prior  to  the 
re£u;hing  of  general  availability  in  Pro- 
rate District  3,  issue  special  allotments 
for  the  handling  of  lemons  of  early  avail- 
ability. Handlers  controlling  lemons  of 
early  availabiUty  in  Prorate  District  3 
may  apply  to  the  committee  for  such  al- 
lotments on  forms  prescribed  by  the 
committee  and  shall  furnish  to  the  com- 
mittee such  information  as  it  may  re- 
quire. On  the  basis  of  all  available  in- 
formation and  after  consideration  of  all 
of  the  factors  enumerated  in  §  910.51(b) 
the  committee  shall  detennine  the  extent 
to  which  early  availability  allotment 
shall  be  granted.  Total  early  availabiUty 
allotments  approved  by  the  committee 
for  this  prorate  district  shall  be  distrib- 
uted to  all  handlers  who  qualify  therefor 
in  proportion  to  the  quantity  requested 
by  each  handler  in  his  application:  Pro- 
vided however.  That  early  availability 
allotments  issued  to  any  handler  prior 
to  the  reaching  of  general  availability 
shall  not  permit  the  handling  of  a  larger 
share  of  the  lemons  available  for  cur- 
rent shipment  controlled  by  such  han- 
dler than  the  share  of  lemons  available 
for  current  shipment  in  this  prorate  dis- 
trict estimated  to  be  allotted  to  all  han- 
dlers in  the  utilization  schedule  estab- 
lished by  the  committee  at  the  beginning 
of  the  season.  Early  availability  allot- 
ments may  be  loaned  only  to  handlers 
to  whom  early  availability  allotments 
have  been  granted  Upon  the  reaching 
of  general  availability,  allotments  issued 
for  early  availability  lemons  shall  be  off- 
set or  repaid  by  reducing  the  lemons 
available  for  current  shipment  of  each 
handler  who  has  received  early  availa- 
bility allotments  by  the  quantity  of  lem- 
ons for  which  early  availability  allot- 
ments were  Issued  to  him.  The  commit- 
tee shall,  with  the  approval  of  the 
Secretary,  adopt  the  procedural  rules 
and  regulations  to  effectuate  the  pro- 
visions of  this  part. 

§910.51       [Amendment]  * 

8.  Delete  paragraph  (c)  of  §  910.51 
and  substitute  in  lieu  thereof  the  fol- 
lowing : 

(c)  At  any  time  during  a  week  for 
which  the  Secretary,  pursuant  to 
§  910.52,  has  fixed  the  quantity  of 
lemons  which  may  be  handled  during 
such  week,-^e  committee  may.  if  such 
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action  ts  deemed  adrisable,  recommend 
to  the  Secretary  that  such  qxAnttty  be 
Incrvaaed  for  such  we^  Any  so^ 
1  ecommendatlon.  together  wlXti  the  com- 
mittee's reasons  for  such  recommenda- 
tion, shall  be  submitted  promptly  to 
the  Secretary. 


§910.22      [Aif^Mftl 

9.  Add  the  foBowhiff  at  the  end  of 
i  910.22(d) :  "At  least  one  of  the  nomi- 
nees for  member  or  alternate  member 
shall  be  a  grower  from  District  3  " 

§  910.23      [AimjiiJimiul 

10.  Amend  the  prorisioos  of  1910.23 
by  MkBUam  therefrom  the  last  two 
sentences  of  the  section  and  au^tltating 
In  Ue«  thereof  the  foDowlns:  ''Ftom  the 
nominations  made  pursuant  to  i  910.22 
(d)  or  from  other  qualified  grrowers  and 
handlen,  th«  Secre(tary  shaU  select  two 
grower  uMwr't^f"  at  the  rmmmlttne  and 
an  alternate  to  such  grower  members; 
also  one  hazMUer  mesber  of  the  com- 
mittee and  an  alternate  to  such  handler 
mcmhnr  At  least  one  of  the  growers  so 
selected  shall  be  a  grower  of  lemons  In 
I>tetriet  3.  Prom  the  nominations  made 
pursuant  to  I  910^2(f )  or  from  other 
qualified  persons,  the  Secretary  shall 
sdect  one  member  of  the  otHmnlttee  and 
an  alternate  to  such  member." 

The  Prult  and  Vegetable  Division. 
Agricultural  Marketing  Service,  has 
proposed  that  consideration  be  given  to 
making  such  other  changes  in  the 
marketing  agreement  and  order  as  may 
be  necessary  to  make  the  entire  market- 
ing agreement  and  order  ccmf  orm  with 
any  amendments  thereto  that  may  re- 
sult from  this  hearing. 

Copies  of  this  notice  of  hearing  may 
be  obtained  from  the  OfBce  of  the  Hear- 
ing Clerk.  United  States  Department  of 
Agrlcidture.  Room  112,  Administration 
BidMing.  Washington  25.  D.C.,  or  the 
PleM  Representative.  Fruit  and  Vege- 
table Division.  Agricultural  Marketing 
Serrioe,  lOSl  South  Broadway.  Room 
1005.  Los  Alleles  15.  California. 

Dated:  January  12,  1962. 

PLOTS  P.  HlBLUKfi. 

Director,  FrvU  and  Vepetuble 
Division.  Agricultural  Mar- 
keting Service. 

[FR      Doc.     62-51S:     FUed.    Jan      18,     1982; 
851  am  I 
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[  14  CFR  Part  601  ] 

I  AlrapM:e  Docket  No  Sl-WA-lSOl 

CONTIOLLEO  AIRSPACE 

Proposed  Alteration  of  Control 
Area   Extensions 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  <14  CFR 
409.13).  notice  Is  hereby  given  that  the 
Federal  Aviation  Agency  Is  considering 
amendments  to  91  601.1138  and  601.1013 
of  the  regulations  of  the  Administrator, 
the  substance  of  which  Is  stated  below. 

On  January  11,  1962.  new  aircraft 
holding  pattern  procedures  were  Imple- 
mented within  the  continental  limits  of 
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the  .United  States  and  in  areas  beyond 
soch  Hmlts  where  adequate  controlled 
atrspaee  was  currently  established.  Pro- 
cedures requiring  the  designation  of  ad- 
ditional controlled  airspace  beyond  the 
oontinenUl  limits  will  be  implemented 
upon  completion  of  the  processing  of  ap- 
propriate amendments  to  the  Regula- 
tions of  the  Administrator  These  pro- 
cedures were  developed  to  accommodate 
the  Increasing  variety  of  aircraft  speeds 
and  operating  altitudes  In  the  IFR  en- 
vironment and  provide  for  the  contain- 
ment of  aircraft  holding  maneuvers 
within  the  holding  pattern  areas  de- 
signed for  such  operation  However,  a 
number  of  these  holding  pattern  areas 
require  the  designation  of  additional 
controlled  airspace  to  encompass  the  in- 
creased dimensions  of  such  arras  The 
pilot  then  need  only  adhere  to  the  stand- 
ardised operating  procedxu-es  and  limita- 
tions for  his  tjrpe  aircraft  to  remain 
within  oon trolled  airspace. 

To  fulfill  additional  controlled  airspace 
requirements  for  the  implementation  of 
these  procedures  in  the  Miami.  Pla  .  Air 
Route  Traffic  Control  Center  area,  the 
Federal  Aviation  Agency  is  considering 
the  following  airspace  actions: 

1  The  Orlando,  Fla..  control  area  ex- 
tension (J  601.1138)  would  be  altered  to 
add  that  airspace  northwest  of  Orlando, 
bounded  on  the  northwest  by  VOR  Fed- 
eral airway  No.  97  east  alternate  on  the 
east  by  VOR  Federal  airway  No  35  west 
alternate  and  on  the  southwest  by  VOR 
Federal  airway  No.  97,  excluding  the  por- 
tion below  2.000  feet  MSL.  This  would 
provide  additional  controlled  airspace 
for  the  protection  of  aircraft  in  holding 
patterns  at  Shrimp.  Pla..  IntersecUon 
( intersection  of  the  Cross  City,  Pla..  VOR 
185^  and  the  SL  Petersburg.  Fla..  VOR- 
TAC  335'  True  radials)  and  Scallop.  Fla., 
Intersection  (intersection  of  the  Cross 
City.  VOR  207*  and  the  St.  Petersburg 
VORTAC  335°  True  radials) . 

2.  The  Port  Myers.  Fla.^  control  area 
extension  (5  601.1013)  would  be  redesig- 
nated as  that  area  bounded  on  the  north- 
east by  VOR  Federal  airway  No.  35.  on 
the  east  by  VOR  Federal  airway  No.  225 
and  on  the  west  by  Tampa.  Fla..  con- 
trol area  extension  (j  601.1228)  exclud- 
ing the  portion  of  this  control  area 
extension  below  2,000  feet  MSL  and 
excluding  the  portion  above  20.000  feet 
MSL  south  of  the  Miami.  Pla.,  control 
area  extension  <  5  O01.1230)  This  would 
provide  additional  controlled  airspace 
for  the  protection  of  aircraft  in  holding 
patterns  at  Marco.  Fla..  IntersecUon  (in- 
tersection of  a  091°  True  bearing  to  the 
Miami.  Fla..  RBN  and  a  171'  True  bear- 
ing to  the  Key  West,  Fla..  radio  range) 
Cape  Romano.  Pla..  Intersection  (Inter- 
section of  the  Port  Myers,  Fla.  VOR  177' 
and  the  Miami.  Pla..  VORTAC  289°  True 
radials)  and  the  Port  Myers  VOR.  The 
presently  designated  portion  of  the  Port 
Myers  Control  Area  Extension  that  is 
not  included  in  the  proposal  would  be 
revoked  since  this  area  is  designated  as 
control  area  associated  with  VOR  Fed- 
eral airways. 

Because  of  the  time  limitations  im- 
ix>sed  by  the  elTecttve  date  of  the  revised 
holding  pattern  procedures.  Implemen- 
tation of  the  provisions  of  Amendment 


60-21  to  the  Civil  Air  Regulations.  Part 
60.  Air  Traffic  Rules  is  being  deferred  in 
this  instance.  Upon  completion  of  the 
review  of  controlled  airspace  require- 
ments attendant  to  these  provisions,  sep- 
arate airspace  action  will  be  initiated  to 
convert  these  control  area  extensions  to 
transition  areas  with  appropriate  con- 
trolled airspace  floor  asstenments. 

Interested  persons  may  sukxnit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator.  Southern  Region.  ATTN : 
Chief.  Air  Traffic  Division.  Federal  Avia- 
uon  Agency.  52  Pairlie  St.,  AtlanU  3, 
Georgia.  All  communications  reoeiyed 
within  thirty  days  after  publication  of 
this  notice  in  the  Federal  REcismi  will 
be  considered  before  action  Is  taken  on 
the  proposed  amendment.  No  public 
hearing  is  contemplated  at  this  time,  but 
arrangements  for  Informal  conferences 
with  Federal  Aviation  Agency  olBelals 
may  be  made  by  contacting  the  Regional 
Airspace  Utilieatlon  Division,  Faderal 
Air  Traffic  Division  Chief,  or  the  Chief. 
Aviation  Agency.  Washington  25,  D.C. 
Any  data,  views  or  arguments  presented 
during  such  conferences  must  also  be 
submitted  In  writing  In  accordance  with 
this  notice  in  order  to  become  part  of  the 
record  for  consideration.  The  proposal 
contained  in  this  notice  may  be  changed 
in  the  light  of  comments  received. 

The  official  Etocket  will  be  available 
for  examination  by  interested  persons  at 
the  Docket  Section.  Federal  Aviation 
Agency,  Room  C-226.  1711  New  York 
Avenue  NW  .  Washington  25,  D.C.  An 
informal  Docket  will  also  be  available 
for  examination  at  the  office  of  the  Re- 
gional Air  Traffic  Service  Division  Chief. 

This  amendment  is  proposed  under 
sections  307(a)  and  1110,  72  SUt.  749 
and  800:  49  USC.  1348  and  1510.  and 
ExecuUve  Order  10854.  24  FM.  9565. 

Issued  in  Washington,  D.C  ,  on  Janu- 
ary- 12,  1962. 

Charles  W.  Carmoby. 
Chief.  Airspace  Utilization  Division 

IFR      Doc      62  498;     Filed.     Jan      16.     1962. 
8  47   am  1 
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I  Docket  No   14486:  FCC  62  49) 

AUTHORIZATION  PRACTICES  WITH 
RESPECT  TO  THE  RADIONAVIGA- 
TION  SERVICE  IN  CERTAIN  BANDS 

Notice  of  Proposed  Rule  Making 

1  Notice  is  hereby  given  of  proposed 
rule-making  in  the  above  entitled  matter. 

2.  This  proceeding  is  being  instituted 
by  the  Commission  in  order  to  reflect  ac- 
curately existing  operations  or  policies 
in  the  bands  90-110  kc/s.  200-415  kc  s 
and  1800-2000  kc^s  which  are  allocated 
nationally  to  the  Radionavigation  Serv- 
ice. Radionavlgatlon  aids  are  normally 
operated  by  the  United  States  Oovem- 
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ment,  however,  this  service  may  require 
the  operation  of  non-Oovemment  radio- 
navigation  stations  which  ttie  Govern- 
ment is  not  sret  prepared  to  furnish.  Ex- 
isting footnote  US18  authorizes  such 
non-Government  radionavigation  aid 
stations  to  operate  in  the  band  200-415 
kc/s  subject  to  certain  limitations. 

3.  It  is  the  purpose  of  this  proposal 
to  extend  the  scope  of  footnote  US  18  to 
include  the  frequency  bands  90-110  kc  s 
and  1800-2000  kc/s  and  thus  reflect  the 
actual  availability  of  these  bands  to  non- 
Govemment  radionavigation  aid  sta- 
tions. 

4.  This  proposal  will  not  involve,  nor 
would  it  adversely  aflfect,  any  stations 
operating  in  any  service  other  than 
radionavigation. 

5.  The  proposed  amendment  to  the 
rules,  as  set  forth  below  is  issued  pur- 
suant to  the  authority  contained  in  sec- 
tions 303  (c),  (f)  and  (r)  of  the  Com- 
munications Act  of  1934,  as  amended. 

6.  Pursuant  to  applicable  procedures 
set  out  in  §  1.213  of  the  Commission's 
rules,  interested  parties  may  file  com- 
ments on  or  before  March  1,  1962,  and 
comments  in  reply  to  the  original  com- 
ments may  be  filed  on  or  before  March 
12,  1962.  The  Commission  will  consider 
all  such  comments  and  such  other  ma- 
terial and  information  as  may  be  deemed 
necessary  and  relevant  prior  to  taking 
final  action  in  this  matter. 

7.  In  accordance  with  the  provisions 
of  §  1.54  of  the  Commission's  rules,  the 
original  and  14  copies  of  all  statements, 
briefs  or  comments  shall  be  furnished 
the  Commission. 

Adopted:  January  10.  1962. 

Released:  January  12,  1962. 
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Commission. 
Ben  p.  Waple, 

Acting  Secretary. 


§  2. 106      I  .Aniendnient  ] 

Footnote  US18  to  §  2.106  of  the  Com- 
mission's rules  and  regulations  is  amend- 
ed to  read  as  follows : 

nS18  Navigation  aids  in  the  U.S.  and  pos- 
sesslona  between  90  and  110  kc  s.  200  and  415 
kc/8,  and  1800  and  2000  kc/s.  are  normally 
operat«d  by  the  U.S.  Government.  However, 
authorizatlona  may  be  made  by  the  Com- 
mission tat  non-Government  operation  in 
tliese  bands  subject  to  the  conclusion  of  ap- 
propriate arrangements  between  the  Com- 
mission and  the  Government  agencies  con- 
cerned and  upon  special  showing  of  need 
for  service  which  the  Government  is  not 
yet  prepared  to  render. 

|P.R.    Doc.    62-510:     Piled,    Jan      16.     1962: 
8:50  a.m  1 


Wednesday,  January  17,  1962 


FEDERAL  REGISTER 


479 


DEPARTMENT  OF  THE  INTERIOR 

Bur«au  of  Land  Management 

CALIFORNIA 

Notice  of  Proposed  Withdrawal  and 
Reservation  of  Lands;  Correction 

January  8.  1962 
The  notice  of  Proposed  Withdrawal 
and  Reservation  of  Lands  published  on 
Page  10735  of  the  PionAL  Registxk.  issue 
for  Thursday,  November  16.  1961  (PR. 
Doc.  61-10902;  Filed.  Nov.  15.  1961: 
8:47  a.m.).  is  hereby  corrected  as  to 
land  in  T.  2  N..  R.  4  W..  SBM..  Sec  9  by 
deleting  the  8 ViNWViSEVli  and  replacing 

it  with  the  sy2Nwy4.  Ny2Nwy4SE>/4. 

RoLLA  B.  Chandler, 
Manager. 

[FR      Doc      62-4S5;     Filed.     Jan      16.     196-': 
8:46  a.m.] 
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NEW  MEXICO 

Amended  Notice  of  Proposed  With- 
drawal and  Reservation  of  Lands 
and  Notice  of  Termination  of  Pro- 
posed Withdrawal  and  Reservation 
of  Lands 

Jantjary  8,  1962. 
The  Bureau  of  Reclamation  has  filed 
an  application.  Serial  Number  NM 
094367  for  the  withdrawal  of  the  lands 
described  below,  from  all  forms  of  ap- 
propriation including  general  mining  but 
not  the  mineral  leasing  laws.  The  ap- 
plicant desires  the  land  for  the  Navajo 
Unit,  Colorado  River  Storage  Project. 
For  a  period  of  30  days  from  the  date 
of  publication  of  this  notice,  all  persons 
who  wish  to  submit  comments,  sugges- 
tions, or  objections  in  connection  with 
the  proposed  withdrawal  may  present 
their  views  in  writing  to  the  undersigned 
officer  of  the  Bureau  of  Land  Manage- 
ment. Department  of  the  Interior.  P.O. 
Box  1251.  Santa  Pe.  New  Mexico. 

If  circumstances  warrant  it,  a  public 
hearing  will  be  held  at  a  convenient  time 
and  place,  which  will  be  announced. 

The  determination  of  the  Secretary  on 
the  application  will  be  published  in  the 
FxDKRAL  Register.  A  separate  notice 
will  be  sent  to  each  interested  party  of 
record. 

The  lands  involved  in  the  application 
are: 

New  Mexico  Principal  Meridian 

T  31  N  .  R.  5  W.. 

Sec.  5,  SW^SEVi: 

Sec.  8.  NW^NEViNW'i,  SVfUS'W^. 
T.  3aN.  R.  5  W.. 

Sec.  7,  W^  of  Lot  1. 
T.  30N..  R.  8  W.. 

Sec.8.  SViNWi4: 

Sec.  0.  SE>4SE>4: 

Sec.  10.  Lote  1.  a.  3.  4,  5,  W',SW«4. 
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Sec  2.  NE'.4SWi,4SE'h  (  Sl*te  owned  t : 
Sec  4.  Lot  8.  N'.jNW'i^SE'«. 
Sec.  ao.  NW«<,NW'.4.  NE'.,iiE'.4  .  SW'^SE'.,  . 
Sec  2a.SE',4NWi,4: 
Sec  29.  ffW'^NE'*,  SW^NW... 
Stc   30.  SE'^NE", 
T   32  N  .  R   6  W  . 

Sec   10  Lots  1  nnd  2. 

Sec        16,      ESSW-^NW,        E    ,NWi«SW% 

(  State  owned  i  . 
Sec   24.  NW^NW-^NW* 
T  30  N  .  R   7  W  . 

Sec   3.  Lot6,  S',NE'.4.  SE'hNW'«. 
Sec  4,  Lota.  SW'4NWU: 
Sec   5.S'jNE'«.  SEUNW*. 
Sec    10,  S'jSE<4; 
Sec   IS.SW'^SW'^; 
Sec  14.34: 
Sec   IS.  SE><4 
T  31  N  .  R.  7  W  . 
Sec.  18.  Lot  7; 
Sec.  23.S4SE^SWi-4: 
Sec.  25,  NW';4SE'.4: 
Sec.  26.  E4NEV4NE'4.  W'jW'.NEU,  NE'* 

NW';.E',E'aW',W',.  W4NAV'«SE'4: 
Sec     27.    S'2SW<4FrW'4.    SW>4SE'4NW».4 . 

W'jE^SWi.,: 
Sec  28.  S'v,N«''4SEi.4: 

Sec.   33.   ssrrw'-4SW'4    s'jsws    sw'4 

SE  >.  4 : 
Sec.  34,  Si-aN4NEV4; 
Sec.  35,SWk«NW',4 
T  30  N..  R.  8  W.. 

Sec.    I,    Lots    1.    2.    3.    4,    S'.N',.    N'.,S',, 

S>iSW>4.  SW'4SE'4 
Sec    a,  Lots  1.  2.  S4NE'4    (State  owned) 
T  31  K    R   8  W  . 

Sec  36.  All  ( State  owned  i 

The  area  described  above  aggregates 
3725.22  acres  of  which  854  30  acres  are 
State  owned. 

Notice  of  applications  Serial  Nos  NM 
030466  and  NM  037508  for  withdrawal 
and  reservation  of  lands  were  published 
as  Federal  Register  Document  No.  58- 
465  on  pages  400  and  401  of  the  issue  for 
January  22.  1958.  and  Document  No. 
58-2236  on  page  2048  of  the  issue  for 
March  27.  1958.  respectively.  The  ap- 
plicant agency  has  cancelled  its  applica- 
tions as  to  lands  not  in  the  amended 
application.  Therefore,  pursuant  to  the 
regulations  contained  in  43  cm.  Part 
295.  those  lands  will  be  at  10:00  am.  on 
January  15,  1962  relieved  of  the  segrega- 
tive effect  of  applications  NM  030466  and 
NM  037508. 

Chesley  P.Skely. 
State  Director. 

|PR      Doc      62  486;     Filed.    Jan.     16.     1962; 

8  46  a  m  I 


This  statement  is  made  as  of  January 
3.   1962. 

DaU'd    Januarys.  1962 

Walter  Brenton. 

|FH      Doc      62  487.     Filed.     Jan       16,     1962: 

8  47  a  m  I 
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JOHN   L.   McNEALEY 

Statement  of  Changes   in 
Financial   Interests 

In  accordance  with  the  requirements 
of  section  710tb)  <6»  of  the  Defense  Pro- 
duction Act  of  1950,  as  amended,  and 
Executive  Order  10647  of  November  28, 
1955.  the  following  changes  have  taken 
place  in  my  financial  interests  during  the 
past  six  months: 

(1)  No  change 

(2)  No  change 

(3)  No  change  • 

(4)  No  change. 

This  statement  is  made  as  of  January 
1.  1962. 

Dated:   January  5.  1962. 

J.  L.  McNealey. 

|FR      Doc      62  488:      Filed.     Jan      IS.     1962; 
8  47  am  | 


OfRce  of  the  Secretary 

WALTER    BRENTON 

Statement  of   Changes   in 
Financial   Interests 

In  acordance  with  the  requirements 
of  section  710(b)(6)  of  the  Defense 
Production  Act  of  1950,  as  amended,  and 
Executive  Order  10647  of  November  28. 
1955.  the  following  changes  have  taken 
place  in  my  financial  Interests  during 
the  past  six  months:  No  change. 


CHARLES  W.  WATSON 

Statement  of   Changes   in 
Financial   Interests 

In  accordance  with  the  requirements 
of  section  710(b)  (6)  of  the  Defense  Pro- 
duction Act  of  1950,  as  amended,  and 
Executive  Order  10647  of  November  28. 
1955.  the  following  changes  have  taken 
place  In  my  financial  interests  during  the 
past  six  months: 

(1)  None 

(2)  None. 

(3)  None 

(4)  None. 

This  statement  is  made  a.s  of  Janu- 
ary 1,  1962. 

Dated:  January  5,  1962. 

Charles  W   Watson. 

|FR      Doc      6J   489:      Piled.     Jiin      16,     1962, 
8  47   ami 


DEPARTMENT  OF  STATE 

Agency  for  International  Development 

[Redelegatlon  of  Authority  7] 

CERTAIN  AID  OFFICIALS 

Delegation    of    Authority    Regarding 
Foreign  Excess  Property 

Pursuant  to  the  authority  vested  in 
me  by  Delegation  of  Authority  No.  104 
from  the  Secretary  of  State.  I  hereby 
delegate  to  each  AID  Mission  Director. 
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AID  Representative,  or  AID  Liaison  Offi- 
cer, the  authority  to  make  the  deter- 
mination required  under  section  607  of 
the  Foreign  Assistance  Act  of  1961  to 
permit  the  furnishing  of  foreign  excees 
property  in  an  amount  not  to  exceed 
$50,000  of  original  acquisition  cost  in 
any  fiscal  year,  provided  that:  (1)  Such 
property  is  available  in  the  coimtry  for 
w  hlch  the  person  making  the  determina- 
tion is  the  AID  Mission  Director,  AID 
Representative,  or  AID  Liaison  Officer, 
and  (2)  transfers  pursuant  hereto  are 
made  only  to  the  government  of  the 
country  in  which  such  person  is  the  AID 
Mission  Director,  AID  Representative,  or 
AID  Liaison  Officer,  Determinatlcms 
made  pursuant  to  this  authority  shaJl  be 
made  m  accordance  with  prescribed  pro- 
cedures approved  by  the  Assistant  Ad- 
ministrator for  Materials  Reseources. 

POWLER    HAMn.TON. 

Administrator  of  Agency 
for  IntemationtU  Development. 

DCCEMBEK  29.  1961. 

|PR     Doc.    62-484:     Pllod.    Jan.     18.     ig«2: 
8:46   a.m. I         i 


DEPARTMENT  OF  AGRICULTURE 

Office  of  the  Secrefory 

TENNESSEE     I 

Designation  of  Areas  for  Emer- 
gency Loans  | 

For  the  purpose  of  making  emergency 
loans  pursuant  to  section  321(a)  of  Pub- 
lic Law  87-128  ( 7  XJJS.C.  1961 )  it  has  been 
determined  that  in  the  following  counties 
In  the  State  of  Tennessee  natural  disas- 
ters have  caused  a  need  for  agricultural 
credit  not  readily  available  from  com- 
mercial banks.  coor>erative  lending  agen- 
cies, or  other  resp>onsible  sources: 


Tknnksskz 


Franklin 


Qlles.  Uncoln. 

Pursuant  to  the  authority  set  forth 
above,  emergency  loans  will  not  be  made 
in  the  above-named  counties  after 
June  30.  1962,  except  to  applicants  who 
previously  received  emergency  or  special 
livestock  loan  assistance  and  who  can 
qualify  under  established  policies  and 
procedures. 

Done  at  Washington,  D.C.,  this  11th 
day  of  January  1962, 

ORVILLE  L.  FSEElIAir. 

Secretary. 


IFR      IXk     62-495:     Filed.    Jan. 
8  47  am  ] 
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DEPARTMENT  OF  COMMERCE 

Maritime  Administration 

AMERICAN   PRESIDENT  LINES,  LTD. 

Notice  of  Application 

Notice  is  hereby  given  that  American 
President  Lines.  Ltd..  has  filed  an  aiHdi- 
catlon  for  a  modification  of  a  waiver 
previou&Iy  granted  under  section  804  of 
the  Merchant  Marine  Act.  1036,  as 
amended,  whereby  Signal  Oil  and  Gas 
Company,  an  affiliate  of  American  Presi- 
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dent  Lines.  Ltd..  or  any  Division  or  Sub- 
sidiary of  Signal  Oil  and  Oas  Company, 
was  permitted  to  operate  or  charter 
foreign-flac  tanker  vessels  for  world-wide 
carriage  at  petitdeiun  and  its  products, 
80  as  to  penait  Signal  Oil  and  Gas  Com- 
pany additionally,  directly  or  through 
subsidiary  or  affiliated  corporations, 
from  time  to  time  to  construct  or  to  take 
under  long-term  charter  (up  to  20  years 
or  more  in  term)  not  more  at  any  time 
than  5  tankers  of  foreign  registry  and 
each  of  20,000-65,000  tons  capacity,  for 
use  in  world-wide  carriage  of  petroleum 
and  petroleum  products. 

Any  person,  firm  or  corporation  having 
an  interest  in  such  application  who  de- 
sires to  offer  views  and  comments  there- 
on for  consideration  by  the  Maritime 
Administrator  should  submit  the  same  in 
writing,  in  triplicate,  to  the  Secretary, 
Maritime  Administration,  Washington 
25.  D.C..  by  close  of  business  on  January 
25.  1962.  The  Maritime  Administrator 
will  consider  these  views  and  comments 
and  take  such  action  with  respect  thei-eto 
as  may  be  deemed  appropriate. 

Dated:  January  15,  1962. 

By  Order  of  the  Maritime  Adminis- 
trator. 


ir.R.    Doc. 


James  S.  Dawson.  Jr., 
Secretary. 

62-557:     Filed.    Jan.    16,     1962; 
8:51  a.m.] 


FEDERAL  MARITIME  COMMISSION 

ASSOCIATED  STEAMSHIP  LINES 
(MANILA)  CONFERENCE 

Notice  of  Agreements  Filed  for 
Approval 

Notice  is  hereby  given  that  the  fol- 
lowing described  agreements  have  been 
fUed  with  the  Commission  tor  approval 
pursuant  to  section  15  of  the  Shipping 
Act.  1016  (30  Stat.  733,  75  Stat.  763;  46 
U.S.C.  814) : 

Agreements  5600-20  and  5600-21,  be- 
tween the  member  lines  of  the  Associ- 
ated Steamship  Lines  (Manila)  Confer- 
ence, modify,  as  indicated  below,  the 
bcwic  agreement  of  that  conference  which 
covers  the  trade  from  ports  in  the  Phil- 
ippine Islands  direct  to,  or  with  trans- 
shipment at  or  via  ports  in  Ceylon.  India, 
Pakistan.  Malaya.  East  Indies.  Indo- 
china. Burma.  Slam,  Hong  Kong,  China. 
Korea,  Ji4>an.  Siberia,  United  States  of 
America.  Canada,  Cuba,  Mexico,  Central 
Amolca,  Canal  Zone.  South  America, 
Caribbean  Sea  ports,  the  West  Indies, 
Australia  and  New  Zealand. 

Agreement  5600-20,  adds  a  new  para- 
grai^  to  the  conference  By-Laws  to  pro- 
vide that  during  the  absence  abroad  of 
any  member  of  the  Management  Com- 
mittee, the  two  remaining  members  may 
select  the  representative  of  another 
member  line  as  a  substitute  to  serve  on 
the  Committee  only  for  the  duration  of 
such  temporary  absence. 

Agreement  5600-21  modifies  the  basic 
conference  agreonent  to  provide  for  a 
new  methojl  of  appointment  of  arbitra- 
tors for  handling  of  disputes  between 
member  lines  under  the  present  arbitra- 
tion provision. 


479 

Interested  parties  may  inspect  these 
agreonents  and  obtain  copies  thereof  at 
the  Bureau  of  Foreign  Regulation,  Fed- 
eral Maritime  Commission.  Washington, 
D.C.,  and  may  submit  within  20  days 
after  publication  of  this  notice  in  the 
Federal  RsciSTn,  written  statements 
with  reference  to  either  of  these  agree- 
ments and  their  position  as  to  approval, 
disapproval,  or  modification,  together 
with  request  for  hearing  should  such 
hearings  be  desired. 

By  order  of  the  Federal  Maritime 
Commission. 

Dated:  January  11.  1962. 

Thomas  Lisi. 
Secretary. 

|FR     Doc     62  502;     Piled.    Jan.     16.     1962; 
8:48  ajn.l 
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[Docket  No8.  14411,  14412;  PCC  62M-441 

LA  FIESTA  BROADCASTING  CO.  AND 
MID-CITIES  BROADCASTING  CORP. 

Order  Continuing   Hearing 

In  re  applications  of  J.  R.  Earnest  and 
John  A.  Flache,  d/b  as  La  Fiesta  Broad- 
casting Co.,  Lubbock.  Tex.,  Docket  No. 
14411,  PUe  No.  BP-14116;  Mid-Cities 
Broadcasting  Corp.,  Lubbock.  Tex.. 
Docket  No.  14412.  Wle  No.  BP-15073;  for 
construction  permits. 

The  Hearing  Examiner  having  under 
consideration  agreement  of  parties  par- 
ticipating at  prehearing  conference  on 
January  11,  1962,  regarding  date  for 
hearing; 

It  is  ordered.  This  11th  day  of  January 
1962,  that  the  hearing  now  scheduled  for 
February  12, 1962,  is  continued  to  April  2, 
1962,  at  10:00  ajn. 

Released:  January  11,  1962. 

Federal  Combcunications 
Commission, 
[SEALl         Ben  F.  Waple, 

Acting  Secretary. 


[PR.    Doc.    62-508;     Piled.    Jan. 
8:50  a.m.] 


16,     1962; 


[List  No.  31] 

STANDARD  BROADCAST  APPLICA- 
TION READY  AND  AVAILABLE  FOR 
PROCESSING 

January  12,  1962. 
In  accordance  with  Commission  action 
of  January  10,  1962,  granting  a  waiver  of 
§  1.354(c)  of  the  Commission  rules  per- 
mitting the  below-described  application 
to  be  placed  at  the  Utp  of  the  processing 
line,  notice  is  hereby  given  that  on  Feb- 
ruary 19,  1962,  the  f (lowing  application:. 

BP-15298     New.      Tawas     City-East     Tawas, 
Mich., 
Superior  Broadcasting  Co. 
Req:   1480  kc.  1  kw.  DA.  Day. 
(Requests  the  facility  of  Station 
WIOS.) 

will  be  considered  as  ready  and  available 
for  processing,  and  that  pursuant  to 
§  1.106(b)(1)  and  5  1.361(c)  of  theCom- 
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mlMlon  rules,  an  application,  in  order  to 
be  ootuldered  with  this  application  or 
with  any  other  application  on  file  by  the 
close  of  btisiness  on  February  16.  1962. 
which  Involves  a  conflict  necessitating  a 
hearing  with  this  application,  must  be 
substantially  complete  and  tendered  for 
flllnc  at  the  ofllces  of  the  Commission  in 
Washington,  D.C.  by  whichever  date  is 
earlier:  (a)  the  close  of  business  on  Feb- 
ruary 16.  1962,  or  (b)  the  earlier  effective 
cut-off  date  which  this  application  or  any 
other  conflicting  application  may  have  by 
virtue  of  conflicts  necessitating  a  hearinR 
with  applications  appearing  on  previous 
lists. 

The  attention  of  any  party  in  in- 
terest desiring  to  file  pleadings  concern- 
ing any  pending  standard  broadcast  ap- 
plication pursuant  to  section  309 < d  ><  1  • 
of  the  Conununicalions  Act  of  1934.  a.s 
amended,  is  directed  to  }  1.359<i>  of  the 
Commission  rules  for  provisions  govern- 
ing the  time  of  filing  and  other  require- 
ments relating  to  such  pleadini^s 

Adopted:  January  10.  1962 


I  SEAL  I 
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ProcRAL  Communications 

Commission. 
Bin  P  Waple. 

Acting  Secretarij 


62   509.      Piled 
8  50    ami 
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FEDERAL  POWER  COMMISSION 

I  Docket  No  CP«2   114| 

EL  PASO  NATURAL   GAS  CO. 

Notice   of   Application   and   Date 
of   Hearing 

January  9,   1962. 

Take  notice  that  on  November  3,  1961, 
El  Paso  Natural  Gas  Company  (Appli- 
cant), P.O.  Box  1492.  El  Paso.  Texas, 
filed  in  Docket  No.  CP62-114  an  applica- 
tion pursuant  to  section  7ici  of  the 
Natural  Gas  Act  for  a  certificate  of  public 
convenience   and    necessity   authorizing 


>U|H>1- 

nii'iit 

.So. 


NOTICES 

the  sale  and  delivery  of  an  additional 
100,000  Mcf  of  natural  gas  per  day  to 
Pacific  Gas  and  Electric  Company 
(PG*Ei  on  a  best  efforts  basis  for  the 
limited  term   commencing  E>ecember   1. 

1961.  and   extending   through   April   30, 

1962.  all  as  more  fully  set  forth  in  the 
application  which  is  on  file  with  the 
Commission  and  open  to  public  in.spec- 
tion. 

Applicant  seeks  authority,  during  the 
United    term   commencing    December    1, 

1961,  and   extending    through   April   30, 

1962.  to  sell  and  deliver  up  to  100,000 
Mcf  of  natural  gas  per  day  to  POiE  on 
an  interruptible  and  best  efforts  basis. 
at  the  exi.stin«  delivery  point  to  PO&E 
located  near  Topock.  Arizona.  Said 
quantities  of  uas  to  be  provided  are  in 
addition  to  the  presently  certificated 
quantities  of  (^as  delivered  by  Applicant 
to  PG&E  and  are  to  be  provided  from 
.Applicant  s  existing  sources  of  gas  supply 
by  use  ot  it.s  certificated  pipeline  facil- 
ities only  after  meeting  its  other  cus- 
tomer requirements  throughout  its  pipe- 
line system. 

No  additional  pipeline  facilities  ai"e 
proposed  by  Applicant  to  render  the  sub- 
ject .service. 

The  proposed  service  would  be  rend- 
ered by  Applicant  in  accordance  with  a 
service  agreement  between  Applicant  and 
PG&E  dated  October  12.  1961,  and  at 
rates  contained  in  Applicant's  FPC  Gas 
Rate  Schedule  G-X-1  on  file  with  the 
Commission  as  a  part  of  its  FPC  Gas 
Tariff.  OriRinal  Volume  No  1. 

This  matter  is  one  that  should  be  dis- 
posed of  as  iMomplly  as  possible  under 
the  applicable  rules  and  regulations  and 
to  that  end 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
U>  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natural  Gas  Act.  and 
the  Commission's  rules  of  practice  and 
procedure,  a  hearing  will  be  held  on  Feb- 
ruary 8,  1962  at  9:30  am  .  est.  in  a 
Hearing  Room  of  the  Federal  Power 
Commi.ssion.  441  G  Street   NW  .  Wash- 
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ington.  DC  .  concerning  the  matters  in- 
volved in  and  the  issues  presented  by 
such  application:  Proxnded.  however, 
Tliat  the  Commission  may.  after  a  non- 
contested  hearing,  dispose  of  the  pro- 
ceedings pursuant  to  the  provisions  of 
J130<c>  <1»  or  <2)  of  the  Commis- 
sion's rules  of  practice  and  procedure. 
Under  the  procedure  herein  provided 
fur.  unless  othei-wise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis- 
sion. Washington  25,  D.C,  in  accordance 
with  the  rules  of  practice  and  procedure 
1 18  CFR  1.8  or  1.10 »  on  or  before  Jan- 
uary 31.  1962.  Failure  of  any  party  to 
appcsu-  at  and  participate  in  the  hear- 
ing shall  be  construed  as  waiver  of  and 
concurrence  in  omission  herein  of  the 
intermediate  decision  procedure  in  cases 
where  a  request  therefor  is  made. 

Joseph  H.  Outride. 

Secretary. 

02-^9-,    Piled.    Jan.    1«,    196^; 
8:46  a.m.j 
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(Docket  Noe.  Riea-aST— IU6a-3&21 

HUMBLE  OIL  A  REFINING  CO.  ET  AL 

Order  Providing  for  Hoorlngi  On  and 
Suspension  of  Proposed  Changes 
in  Rates  ' 

JANTTART   10,  1962. 

Humble  Oil  L  Refining  Co.  (Operator) , 
et  al..  Docket  No.  RIS2-287;  Amerada 
Petroleum  Corp.  (Operator),  et  al.. 
Docket  No.  RI62-288;  Amerada  Petro- 
leum Corp.,  Docket  No.  RI62-2B9;  Red- 
fem  Oil  Co  ,  Docket  No.  RI62-290:  Herd 
Oil  and  Oas  Co.,  Docket  No.  RI62-291: 
Sinclair  Oil  b  Oas  Co..  Docket  No.  RI62- 
292. 

The  above-named  respondents  have 
t.endered  for  filing  prcHXtsed  changes  in 
presently  effective  rate  schedules  for 
.sales  of  natural  gas  subject  to  the  juris- 
diction of  the  Conunlssion.  The  pro- 
posed changes  are  designated  as  follows: 
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I'he  stated  effe«;tlve  date  is  the  first  day  a/ter  expiration  of  the  miuirf!  <l.itiitory 
notice  or,  If  lal«,  the  date  re<iue«>t<Hl  hv  responilent. 
'  rhc  pre8sur«  base  is  15.026  psla. 
'  The  pressure  boj*  is  14.6.5  psia. 

*  Periodic  Inereaae  by  contract 
'  i-'avored-.N'ation  Increas*- 

*  Includes  tax  reimbursement  0/  I  7">  cents  i>er  .Mcf. 
■  Includes  tax  reinibiirsenicnf  of  i  M  i-ent.s  per  .Mif. 
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'  This  order  does  not  provide  for  tlie  consolidation  for  he«tflng  or  disposition  of  the  several  matters  covered  herein,  nor  should  it  be  •© 
construed. 
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Wednesday,  January  17,  1962 

The  propoeed  Increased  rates,  exe^H 
that  propoeed  by  Sinclair  Oil  k  Cms  Oom- 
pany,  exceed  the  applicable  area  inlee 
levels  set  forth  In  the  000111118810111 
Statement  of  Oeneral  PoVtcj  NO.  61-1, 
as  amended  (18  CFEl  Cb.  I,  Part  S, 
;  2.56 > .  The  increased  rate  propoeed  by 
Sinclair  Oil  b  Oas  Company,  may  resolt 
in  the  sale  of  less  than  pipeline  quality 
pas  at  the  area  price  Icvd  for  pipeline 
quality  gas. 

The  proposed  changed  rates  and 
charges  may  be  unjust,  unreaaonabte, 
unduly  discriminatory,  or  preferential, 
or  otherwise  unlawful. 

The  Commission  finds:  It  is  necessary 
and  proper  in  the  public  interest  and  to 
aid  in  the  enforcement  of  the  provisions 
of  the  Natural  Gas  Act  that  the  Com- 
mission enter  upon  hearings  concerning 
the  lawfulness  of  the  several  proposed 
changes  and  that  the  above-designated 
supplements  be  suspended  and  the  use 
thereof  deferred  as  hereinafter  ordered. 

The  Ck>mmission  orders: 

(A)  Pursuant  to  the  authority  of  the 
Natural  Oas  Act.  particularly  sections  4 
and  15  thereof,  the  Commission's  rules 
of  practice  and  procedure,  and  the  regu- 
lations under  the  Natural  Oas  Act  (18 
CFR  Ch.  I),  public  hearings  shall  be 
held  upon  dates  to  be  fixed  by  notice 
from  the  Secretary  concerning  the  law- 
fulness of  the  several  proposed  increased 
rates  and  charges  contained  in  the 
above -designated  supplements. 

'B)  Pending  hearings  and  decisions 
thereon,  the  above-designated  rate  sup- 
plements are  hereby  suspended  and  the 
use  thereof  deferred  until  the  date  in- 
dicated in  the  above  "Date  Suspended 
Until"  column,  and  thereafter  until  such 
further  time  as  they  are  made  effective 
in  the  manner  prescribed  by  the  Natural 
Gas  Act. 

(C)  Neither  the  supplements  hereby 
susp>ended,  nor  the  rate  schedules  sought 
to  be  altered  thereby,  shall  be  changed 
until  these  proceedings  have  been  dis- 
posed of  or  until  the  periods  of  suspen- 
sion have  expired,  unless  otherwise 
ordered  by  the  Commission. 

(D>  Notices  of  intervention  or  peti- 
tions to  Intervene  may  be  filed  with  the 
Federal  Power  Commission.  Washington 
25  D.C.  in  accordance  with  the  rules  of 
practice  and  procedure  (18  CFR  1.8  and 
1.37>  on  or  before  February  22,  1962. 

By  the  Commission. 

Gordon  M.  Grant. 
Acting  Secretary. 

IFR      Doc      62  480;     Piled,     Jan.     1«.     1981; 
8:46  ajn  I 


[Docket  No.  CP62-1371 

LAKE  SHORE  PIPE  LINE  CO. 

Norice   of  Application    and    Oal*   of 
Hearing 

jAlfXIAKT  9, 1963. 
Take  notice  that  on  December  1.  1961. 
I  ake  Shore  Pipe  Line  Company  (Ap- 
plicant), 1717  East  Ninth  Street.  Cleve- 
land 14,  Ohk),  filed  in  Docket  No.  CPei- 
137  an  application  pursuant  to  section 
"'ci  of  the  Natural  Gas  Act  for  a. cer- 
tificate of  public  convenience  and  neces- 


FEDERAl  REGISTER 

flity  auttiortalnK  the  construction  and 
openttton  of  Add  f  acfllties  to  enable  Ap- 
pUeaat  to  take  Into  Its  oertlfleated  main 
ptpeUne  syaHem  natural  gas  which  will  be 
purchased  from  prodiTcers  thereof  frcHn. 
ttme  to  time  during  the  twelve-month 
period  commencing  on  the  date  on  which 
the  order  in  this  docket  issues,  at  a 
total  cost  not  to  exceed  $250,000,  with  no 
single  project  to  exceed  a  cost  of  $50,000, 
all  as  more  fully  set  forth  in  the  applica- 
tion which  Is  on  file  with  the  Commission 
and  open  to  public  inspection. 

The  purpose  of  this  "budget-type"  ap- 
jdlcation  is  to  augment  applicant's 
ability  to  act  with  reasonable  dispatch  in 
contracting  for  and  connecting  to  its 
pipeline  system  new  supplies  of  natural 
gas  in  various  producing  areas  generally 
coextensive  with  said  system. 

TTie  proposed  facilities  will  be  financed 
by  cash  on  hand  or  short-term  bank 
loans. 

This  matter  is  one  that  should  be  dis- 
posed of  as  promptly  as  possible  under 
the  applicable  rules  and  regulations  and 
to  that  end : 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natural  Gas  Act,  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  on  Febru- 
ary 8,  1962  at  9:30  a.m.,  e.s.t..  in  a  Hear- 
ing Room  of  the  Federal  Power  Com- 
mission. 441  G  Street  NW.,  Washington, 
D.C,  concerning  the  matters  involved  in 
and  the  issues  presented  by  such  applica- 
tion: Provided,  however.  That  the  Com- 
mission may.  after  a  non-contested  hear- 
ing, dispose  of  the  proceedings  pursuant 
to  the  provisions  of  §  1.30(c)  (l)  or  (2) 
of  the  Commission's  rules  of  practice  and 
procedure.  Under  the  procedure  herein 
provided  for.  unless  otherwise  advised,  it 
will  be  unnecessary  for  Applicant  to  ap- 
pear or  be  represented  at  the  hearing. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis- 
sion, Washington  25,  DC,  in  accordance 
with  the  niles  of  practice  and  procedure 
(18  CFR  1.8  or  1.10)  on  or  before  Janu- 
ary 29, 1962.  Failure  of  any  party  to  ap- 
pear at  and  participate  in  the  heaiing 
shall  be  construed  as  waiver  of  and  con- 
currence in  omission  herein  of  the  inter- 
mediate decision  procedure  in  cases 
where  a  request  therefor  is  made. 

Joseph  H.  QirmmE. 
Secretary. 

IFJl.    Doc.    62-181:     Piled,    Jan.     16,    1962; 
8:46    a.m.] 


IProJectNo.  675] 

UTAH  POWER  AND  L4GHT  CO. 

Notice   of  AppKcation   for  Surrender 
of  License 

jAimARY  9,  1962. 
Public  notice  is  hereby  given  that  ap- 
plication has  been  filed  under  the  Fed- 
eral Power  Act  (16  U.S.C.  791a-«25r) 
by  Utah  Power  and  Light  Company,  of 
^Jt  Lake  City,  Utah  (correspondence  to 
I^lghton  and  Sherllne,  910  Seventeenth 
Street  NW.,  Washington  6,  DC.,),  li- 
censee for  Project  No.  675,  situated  in 
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Utah  County,  Utah,  and  affecting  lands 
of  the  United  States  witbte  Wasatch 
National  Forest  (now  known  as  Uinta 
Naticmal  Forest). 

Protests  or  petitions  to  Intervene  may 
be  filed  with  the  Federal  Power  Com- 
mission. Washington  25.  D.C.  in  accord- 
ance with  the  rules  of  practice  and  proce- 
dure of  the  Commission  (18  CFR  1.8  or 
1.10) .  TTie  last  day  xqxxi  which  protests 
or  petitions  may  be  filed  is  February  26. 
1962.  The  application  is  on  file  with  the 
Commission  for  public  inspection. 

Joseph  H.  Gutride, 
Secretary. 

|F.R.    Doc.     62-482;     Piled.     Jan.     16,     1963; 
8:46  ajn.l 


FEDERAL  TRADE  COMMSSiON 

CERTAIN  OFHOALS 
Delegation  of  Functions 

Pursuant  to  the  authority  provided  by 
Reorganixation  Plan  No.  4  of  1961,  the 
Federal  Trade  Commission  on  January  9, 
1962,  made  the  following  Delegations  cf 
Authority : 

(1)  In  re:  Motions,  requests,  and  in- 
terlocutory appeals.  The  Commission 
delegates  to  an  individual  Commissioner 
to  be  designated  by  the  Chairman  the 
authority  to  consider  and  determine  all 
motions,  requests,  and  interlocutory  ap- 
peals to  the  Commission  filed  under  the 
Commission's  rules  of  practice,  other 
than  those  motions,  requests,  and  inter- 
locutory appeals  concerning  the  merits 
of  a  proceeding,  and  to  have  prepared 
and  issued  in  the  name  of  the  Commis- 
sion orders  disposing  of  such  motions,  re- 
quests, and  interlocutory  appeals. 

(2)  In  re:  Closing  of  docketed  investi- 
gational files.     The   Commission   dele- 
gates to  the  Director  and  Assistant  Di- 
rector, Bureau  of  Restraint  of  Trade ;  the 
Director  and  Assistant  Director.  Bureau 
of  Deceptive  Practices;  and  the  Director 
and  Assistant  Director,  Bureau  of  Tex- 
tiles  and   Furs,   severally   and   without 
power  of  redelegation,  the  authority  to 
close  docketed  investigational  files,  ex- 
cept those  involving  alleged  false  adver- 
tising of  food,  drugs,  devices  or  cosmetics 
which  are  inherently  dangerous,  the  sale 
of  fabrics  and  wearing  apparel  which  are 
so  highly  flammaMe  as  to  be  dangerous, 
the  suppression  or  restraint  of  competi-. 
tlon  through  conspiracy  or  discrimina- 
tory or  monopolistic  practices,  or  viola- 
tion of  section  7  of  the  Clayton  Act:  Pro- 
vided, however.  That  such  closing  shall 
not  be  effective  until  the  files  shall  have 
been  transmitted  to  the  Secretary  and 
he  shall  have  advised  the  Commission 
of  the  direction  to   close   and   no  one 
member,  within  five  working  days  there- 
after, shall  have  objected  to  the  closing. 
If  upon  the  expiration  of  such  five-day 
period  no  Commissioner  shaU  have  ob- 
jected, the  Secretary  shall  enter  upon  the 
records  of  the  Commission  the  closing 
of  the  matter  and  take  such  other  action 
as  the  closing  requires. 

(3)  In  re:  Extensions  of  time  pre- 
scribed for  compliance  with  demands  for 
access,  subpoenas,  or  orders  issued  dur- 
ing investigation  of  any  matter.    The 
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Commission  delegates  to  the  Director 
and  Assistant  Director,  Bureau  of  Re- 
straint of  Trade:  the  Director  and  As- 
sistant Director.  Bureau  of  DecepUve 
Practices:  the  Ehrector  and  Assistant 
Director.  Bureau  of  Textiles  and  Purs: 
and  the  Director  and  Assistant  Director. 
Bureau  of  Economics,  severally  and 
without  power  of  redelegation.  the  au- 
thority, for  good  cause  shown,  to  extend 
the  time  prescribed  for  compliance  with 
demands  for  access,  subpoenas,  or  orders 
Issued  during  the  investigation  of  any 
matter. 

(4)  In  re:  Extensions  of  time  for  fil- 
ing reports  of  compliance  The  Com- 
mission delegates  to  the  Director  and 
Assistant  Director.  Bureau  of  Restraint 
of  Trade:  the  Director  and  Assistant 
Director.  Bureau  of  Deceptive  Practices: 
and  the  Director  and  Assistant  Director. 
Bureau  of  Textiles  and  Purs,  severally 
and  without  power  of  redelegation.  the 
authority,  for  good  cause  shown,  to  ex- 
tend the  time  prescribed  in  S  4.28  of  the 
Commission's  rules  of  practice,  or  in  any 
order,  within  which  reports  of  compli- 
ance with  orders  to  cease  and  desist  may 
be  filed 

(5)  In  re:  Initiation  of  investigations. 
Tlie  Commission  delegates  to  the  Direc- 
tor and  Assistant  Director.  Biu-eau  of 
Restraint  of  Trade:  the  Director  and 
Assistant  Director.  Bureau  of  Deceptive 
Practices:  and  the  Director  and  As- 
sistant Director.  Bureau  of  Textiles  and 
Purs,  several^r  and  without  power  of 
redelegation.  the  authority  to  initiate 
investigations  of  alleged  or  suspected 
violations  of  any  law,  or  provision 
thereof,  which  the  Commission  is  em- 
powered or  directed  to  enforce:  or  the 
manner  and  form  of  cwnpliance  with 
final  orders  issued  by  the  Commission 

By  direction  of  the  Commission. 

I  SEAL  I 


Joseph  W.  Shea. 
Secretary 


Jakuahy  12. 1962. 


NOTICES 

ing  privileges  in  the  common  stocks  of 
the  following  companies,  which  securi- 
ties are  listed  and  registered  on  one  or 
more  other  national  securities  ex- 
changes: 

Liiix)rau>ry      For     Electronics      Inc        Pile 
7    2217 

Pan   American  Sulphur  Co     File  7  2218 

Upon  rectipt  of  a  request,  on  or  before 
January  26.  1962.  from  any  interested 
person,  the  Commission  will  detennine 
whether  the  application  with  respect  to 
any  of  the  companies  named  shall  be  set 
down  for  hearing  Any  such  request 
should  .state  briefly  the  title  of  the 
.security  in  which  he  is  interested,  the 
nature  of  the  interest  of  the  person 
making  the  request,  and  the  ix>sition  he 
proposes  to  take  at  the  hearing,  if 
ordered  In  addition,  any  intere.sted 
person  may  submit  his  views  or  any 
additional  facts  bearing  on  any  of  the 
.said  applications  by  means  of  a  letter 
addressed  to  the  Secretary,  Securities 
and  Exchange  Commission.  Washington 
25.  DC  .  not  later  than  the  date  spec- 
ified. If  no  one  requests  a  hearing  with 
respect  to  any  particular  application, 
such  application  will  be  determined  by 
order  of  the  Commission  on  the  basis  of 
the  facts  stated  therein  and  other  in- 
formation contained  in  the  official  files 
of  the  Commission  pertaining  thereto 

By  the  Commission 

I  SEAL  Orv.al  I.   DuBois. 

Secret  arij 

IPR      Dix-      62  490.      Filed      J.iii      16      1962. 
847  am  I 


to  take  at  the  hearing,  if  ordered.  In 
addition,  any  interested  person  may  sub- 
mit his  views  or  any  additional  facts 
bearing  on  any  of  the  said  applications 
by  means  of  a  letter  addressed  to  the 
Secretary.  Securities  and  Exchange 
Commission.  Washington  25.  DC,  not 
later  than  the  date  specified.  If  no  one 
requests  a  hearing  with  resi>ect  to  any 
particular  application,  such  application 
will  be  determined  by  order  of  the  Com- 
mission on  the  basis  of  the  facts  stated 
therein  and  other  information  contained 
in  the  official  flies  of  the  Commission 
pertaining  thereto. 

By  the  Coiiimi.ssion 

I  SEAL  I  Orval  L  DuBois, 


|FR.    Doc.    82-501;     Filed,    Jan       16.     1962. 
8:48  a.m  I 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[Pile  7-2217,  7-22181 

LABORATORY  FOR  ELECTRONICS 
INC.  AND  PAN  AMERICAN  SUL- 
PHUR CO. 

Notice  of  Applications  for  Unlisted 
Trading  Privileges  and  of  Oppor- 
tunity for  Hearing 

January  11.  1962. 

In  the  matter  of  applications  of  the 
Boston  Stock  Exchange  for  unlisted 
trading  privileges  in  certain  securities. 

The  above  named  national  securities 
exchange  has  filed  applications  with 
the  Securities  and  Exchange  Commis- 
sion pursuant  to  section  12(f)  (2)  of  the 
Securities  Exchange  Act  of  1934  and 
Rule  12f-l  thereunder,  for  unlisted  trad- 


iFlle  7-2215   7  221»5| 

LITTON   INDUSTRIES,   INC.   AND   SAN 
DIEGO  IMPERIAL  CORP. 

Notice  of  Applications  for  Unlisted 
Trading  Privileges  and  of  Oppor- 
tunity for  Hearing 

January  11.  1962 
In  the  matter  of  applications  of  the 
Philadelphia-Baltimore  Stock  Exchange 
for  unlisted  trading  privileges  in  certain 
securities. 

The  above  named  national  securities 
exchange  has  filed  applications  with 
the  Securities  and  Exchange  Commis- 
sion pursuant  to  section  12<f>»2)  of  the 
Securities  Exchange  Act  of  1934  and  Rule 
12f-l  thereunder,  for  unlisted  trading 
privileges  in  the  common  stocks  of  the 
following  companies,  which  securities  are 
listed  and  registered  on  one  or  more 
other  national  securities  exchanges : 

Litton  Industries.  Inr  ,  File  7-2215 
San  Diego  Imperial  Corp  .  Pile  7-2216 

Upon  receipt  of  a  request,  on  or  before 
January  26,  1962.  from  any  interested 
person,  the  Commission  will  determine 
whether  the  application  with  respect  to 
any  of  the  companies  named  shall  be  set 
down  for  hearing.  Any  such  request 
should  state  briefly  the  title  of  the  se- 
curity in  which  he  is  interested,  the  na- 
ture of  the  Interest  of  the  person  making 
the  request,  and  the  position  he  proposes 


1  F  H       L)<)C 


Secretary. 

e>2  4<>1      Filed     J.in      16.     1962. 
H  47  a  m  I 


iFUe  No    1    17171 

UNITED   STATES  DIVERSIFIED 
INDUSTRIES,  INC. 

Notice  of  Application  to  Strike  From 
Listing  and  Registration  and  of  Op- 
portunity for  Hearing 

January  11,  1962 

The  Pittsburgh  Stock  Exchange  has 
filed  an  application  with  the  Securities 
and  Exchange  Commission  pursuant  to 
section  12'd>  of  the  Securities  Exchange 
Act  of  1934  and  Rule  12d2-l(b)  promul- 
gated thereunder,  to  strike  the  speclfled 
security  from  listing  and  registration 
thereon. 

The  reasons  alleged  in  the  application 
for  striking  this  security  from  listing 
and  registration  Include  the  following: 
Since  this  Company's  auditors  refuse  to 
express  an  opinion  as  to  Its  financial 
condition,  the  Annual  Report  for  1960 
must  be  considered  Incomplete  and  un- 
acceptable. 

Upon  receipt  of  a  request,  on  or  before 
January  26,  1962,  from  any  interested 
person  for  a  hearing  in  regard  to  terms 
to  be  imposed  upon  the  delisting  of  this 
security,  the  Commission  will  determine 
whether  to  set  the  matter  down  for 
hearing.  Such  request  should  state 
briefiy  the  nature  of  the  interest  of  the 
person  requesting  the  hearing  and  the 
position  he  proposes  to  take  at  the  hear- 
ing with  respect  to  imposition  of  terms 
In  addition,  any  Interested  person  may 
submit  his  views  or  any  additional  facts 
bearing  on  this  application  by  means  of 
a  letter  addressed  to  the  Secretary  of  the 
Securities  and  Exchange  Commission. 
Washington  25,  DC.  If  no  one  requests 
a  hearing  on  this  matter,  this  application 
will  be  determined  by  order  of  the  Com- 
mission on  the  basis  of  the  facts  stated  in 
the  application  and  other  information 
contained  In  the  official  files  of  the  Com- 
mission pertaining  to  the  matter. 

By  the  Commission. 

I  seal  I  Orval  L  DuBois. 

Secretary. 

|FR      r>K-     62  492;     Filed.    Jan      18,     1962; 
8  47  a.m  I 
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Wednesday,  January  17,  1969 

INTERSTATE  COMMERCE 
COMMISSION 

(Notice  193) 

MOTOR  CARRIER  ALTERNATE  ROUTE 
DEVIATION  NOTICES 

January  12, 1962. 

The  following  letter-notices  of  pro- 
posals to  operate  over  deviation  routes 
for  oF>erating  convenience  only  with  serv- 
ice at  no  Intermediate  points  have  been 
filed  with  the  Interstate  Commerce  Com- 
mission, under  the  Commission's  devi- 
ation rules  revised,  1957  (49  CPR  211.1 
•  CMS) )  and  notice  thereof  to  all  inter- 
ested persons  Is  hereby  given  as  provided 
In  such  rules  (49  CFR  211.1(d)(4)). 

Protests  against  the  use  of  any  pro- 
posed deviation  route  herein  described 
may  be  filed  with  the  Interstate  Com- 
merce Commission  in  the  manner  and 
form  provided  in  such  rules  (49  CPR 
211.1(e) )  at  any  time  but  will  not  oper- 
ate to  stay  conunencement  of  the  pro- 
posed operations  unless  filed  within  30 
,    days  from  the  date  of  publication. 

Successively  filed  letter-notices  of  the 
same  carrier  under  the  Commission's 
deviation  rules  revised.  1957,  will  be 
numbered  consecutively  for  convenience 
in  identification  and  protests  if  any 
should  refer  to  such  letter-notices  by 
number. 

Motor  Carriers  of  Property 

No.  MC  3261  (Deviation  No.  5), 
KRAMER  BROS.  FREIGHT  LINES. 
INC..  4195  Central  Avenue.  Detroit  10. 
Mich.,  filed  January  4,  1962.  Carrier 
proposes  to  operate  as  a  common  carrier, 
by  motor  vehicle,  of  general  commodities, 
with  certain  exceptions,  over  a  deviation 
route  as  follows:  Prom  Cleveland.  Ohio. 
over  Interstate  Highway  90  to  Buffalo. 
NY.,  and  return  over  the  same  route,  for 
operating  convenience  only,  serving  no 
intermediate  points.  The  notice  Indi- 
cates that  the  carrier  is  presently  au- 
thorized to  transport  the  same  commodi- 
ties over  a  pertinent  service  route  as 
follows:  Prom  Cleveland  over  Ohio 
Highway  283  to  Wlllowick.  Ohio,  thence 
over  Ohio  Highway  288  to  Willoughby. 
Ohio,  thence  over  Ohio  Highway  174  to 
junction  Ohio  Highway  84.  thence  over 
Ohio  Highway  84  to  Ashtabula,  Ohio. 
thence  over  U.S.  Highway  20  to  Erie.  Pa., 
thence  over  Pennsylvania  Highway  5  to 
the  Pennsylvania-New  York  State  Line, 
and  thence  over  New  York  Highway  5 
to  Buffalo,  and  return  over  the  same 
route. 

No.  MC  13062  (Deviation  No.  1) .  SUT- 
TON TRANSFER.  INC..  332  High  School 
Avenue.  Lebanon.  Ky..  filed  January  5. 
1962.  Attorney  Fred  F.  Bradley.  P.O. 
Box  127.  Frankfort.  Ky.  Carrier  pro- 
poses to  operate  as.  a  common  carrier, 
by  motor  vehicle,  of  general  commodi- 
ties, with  certain  exceptions,  over  a  de- 
viation route  as  follows:  From  the  Junc- 
tion of  Interstate  Highway  64  and  UjB. 
Highway  60.  Just  east  of  Mlddletown 
(Jefferson  County),  Ky.,  to  the  Frank- 
fort Interchange,  thence  over  UJ3.  High- 
way 127  to  Junction  U.S.  Highway  60. 
west  of  Frankfort,  Ky..  and  rettim  over 
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the  same  route,  for  operating  conven- 
ience only,  serving  no  intermediate 
points.  The  notice  indicates  that  the 
carrier  is  inresently  authorized  to  trans- 
port the  same  commodities  over  perti- 
nent service  routes  as  follows:  From 
Louisville,  Ky.,  over  U.S.  Highway  60 
to  Winchester,  Ky. ;  and  from  Louisville, 
Ky..  over  U.S.  Highway  60  to  the  Parkers 
Blill  Road,  thence  over  the  Lane  Allen 
Road  and  Rosemont  Gardens  Street  to 
Junction  U.S.  Highway  27,  thence  over 
U.S.  Highway  27  to  Nicholas ville.  Ky., 
thence  over  U.S.  Highway  29  to  Wilmore, 
Ky..  and  return  over  the  same  routes. 

No.  MC  13900  (Deviation  No.  1),  MID- 
WEST   HAULERS,    INC..    228   Superior 
Street,  Toledo,   Ohio,   filed  January   5. 
1962.    Carrier  proposes  to  operate  as  a 
common  carrier,   by   motor   vehicle,   of 
general  commodities,  with  certain  excep- 
tions, over  deviation  routes  as  follows: 
(A)   Minneapolis-St.   Paul,  Mirm.,  over 
Interstate  Highway  94  to  junction  U.S. 
Highway   12,  four  miles  west  of  Eau 
Claire.  Wis..  (B)   from  the  junction  of 
■Interstate  Highway  90  and  U.S.  Highway 
12.  at  Wisconsin  Dells.  Wis.,  over  Inter- 
state Highwajrs  90  and  94  to  junction 
U.S.   Highways    12,    51    and   Interstate 
Highway  90,  just  south  of  Madison,  Wis., 
(C)  from  the  junction  of  U.S.  Highways 
12,   18,  51  and  Interstate  Highway  90, 
just  south  of  Madison,  Wis.,  over  U.S. 
Highway  51  to  junction  U.S.  Highways 
14  and  51.  near  Janesville,  Wis.,  and  (D) 
from  the  junction  of  U.S.  Highways  14, 
51,    and   Interstate   Highway   90,    near 
Janesville.  Wis.,  over  Interstate  Highway 
90  to  Chicago,  HI.,  and  return  over  the 
same  routes,  for  operating  convenience 
only,    serving   no    intermediate    points. 
The  notice  indicates  that  the  carrier  is 
presently  authorized   to  transport  the 
same  cmmnodities  over  pertinent  service 
routes  as  follows:  Prom  Dubuque,  Iowa, 
over  UJ3.  Highway  20  to  Boston,  Mass.; 
frMn    Minneapolis-St.    Paul    over    U.S. 
Highway  12  to  junction  Wisconsin  High- 
way 89,  thence  over  Wisconsin  Highway 
89  to  juncticm  U.S.  Highway  14.  thence 
over  U.S.  Highway  14  to  Chicago,  ni.; 
from  Madison,  Wis.,  over  U.S.  Highway 
18  to  Waukesha,  Wis.;  from  Waukesha, 
Wis.,  over  Wisconsin  Highway  59  to  Mil- 
waukee.  Wis.;    from    Milwaukee,    Wis., 
over  U.8.  Highway  41  to  Evansville.  Ind.; 
from  Madison.  Wis.,  over  U.S.  Highway 
12  (formerly  U.S.  Highway  51)  to  Junc- 
tion U.8.  Highway  51,  thence  over  U.S. 
Highway  61,  to  Bloomington,  111.;  from 
Beloit,  Wis.,  over  Wisconsin  Highway  15 
to  Milwaukee;   Wis.;   and  from  Effing- 
ham, IlL,  over  U.S.  Highway  45  to  junc- 
tion Wisctmsin  Highway  15.  and  return 
over  the  same  routes. 

No.  MC  36436  (Deviation  No.  2), 
MOLAND  BROTHERS  TRUCKING  CO., 
2502  West  Huron  Street,  Duluth,  Minn., 
fUed  January  2,  1962.  Attorney  Claude 
J.  Jusper.  Ill  South  Fairchlld,  Madison, 
Wis.  Carria:  pr<H>06es  to  operate  as  a 
common  carrier,  by  motor  vehicle,  of 
general  commodities,  with  certain  excep- 
tions, over  a  deviation  route  as  follows: 
From  the  Junction  of  Interstate  Highway 
90  and  U.8.  Highway  12.  at  Wisconsin 
Ddls,  Wis.,  over  Interstate  Highway  90 
to  JunetUm  UJ3.  Highway  14.  east  of 
Janesville,  Wis.,  and  return  over  the 


483 

same  route,  for  operating  convmlence 
only,    serving   no    intermediate   points. 
The  notice  indicates  that  the  carrier  is 
presently   authorized   to   transport   the 
same  conunodities  over  pertinent  service 
routes  as  follows:   From  Ehiluth,  Minn, 
over  US.  Highway  53  to  Eau  Claire,  Wis., 
thence  over  U.S.  Highway  12  to  Wisconsin 
Dells,  thence  over  U.S.  Highway  16  to 
Watertown,  Wis.,  thence  over  Wisconsin 
Highway  26  to  Janesville.  thence  over 
U.S.  Highway  14  to  Walworth,  Wis.,  also 
from  Watertown,  Wis.,  over  Wisconsin 
Highway    26    to    Fort    Atkinson,    Wis., 
thence  over  Wisconsin  Highway  89  to 
junction  U.S.  Highway  14,  thence  over 
U.S.    Highway    14    to    Walworth,    Wis., 
thence  over  U.S.  Highway  14  to  junction 
U.S.  Highway  12,  thence  over  XJB.  High- 
way 12  to  Chicago,  111.;   from  Duluth. 
Minn.,  to  Watertown,  Wis.,  as  specified 
above,  thence  over  U.S.  Highway  16  to 
junction  Wisconsin  Highway  67,  thence 
over  Wisconsin  Highway  67  to  junction 
U.S.  Highway  18,  thence  over  U.S.  High- 
way  18,  via  West  Allis,   Wis.,  to  Mll- 
waiikee.  Wis.  (also  from  West  Allls  over 
Wisconsin  Highway  59  to  Milwaukee), 
thence  over  U.S.  Highway  41  to  Chicago, 
m.  (also  from  Milwaukee  over  Milwaukee 
County  Trunk  Highway  A  to  Junction 
Wisconsin  Highway  100,  thence  over  Wis- 
consin  Highway    100   to  Junction   UJ3. 
Highway  45,  thence  over  U.S.  Highway 
45  to  junction  U.S.  Highway  12.  thence 
over  U.S.  Highway  12  to  Chicago,  HI.) ; 
from  Duluth,  Minn.,  over  U.S.  Highway 
53  to  Chippewa  Falls,  Wis.,  thence  over 
Wisconsin  Highway   29   to  Abbotsford, 
Wis.,  thence  over  Wisconsin  Highway  13 
to  Wisconsin  Rc^ids,  Wis.,  thence  over 
Wisconsin  Highway  73  to  Plainfield.  Wis., 
thence  over  U.S.  Highway  51  to  Madison. 
Wis.,  thence  over  U.S.  Highway  14  to 
Chicj^o,  m.;  and  from  Ehiluth.  Minn., 
over  U.S.  Highway  53  to  Eau  Claire,  Wis., 
thence  over  U.S.  Highway  12  to  Jimcti(m 
U.S.  Highway  16,  thence  over  U.S.  High- 
way 16  to  Portage,  Wis.,  thence  over  U.S. 
Highway  51   to  Madison,  Wis.,  thence 
over  U.S.   Highway   12   to  Whitewater. 
Wis.,  thence  over  Wisconsin  Highway  89 
to  junction  U.S.  Highway  14.  thence  ovw 
U.S.    Highway    14   to   Jtinctlon   Illinois 
Highway  31,  thence  over  Illinois  Highway 
31  to  junction  Illinois  Highway  62.  thence 
over  Illinois  Highway  62  to  Chicago.  tii  , 
and  return  over  the  same  routes. 

No.  MC  47848  (Deviation  No.  1) .  HUD- 
SON TRUCKING  CO.,  INC..  P.O.  Box 
222,  Kendallville,  Ind.,  filed  January  2. 
1962.  Attorney  Donald  W.  Smith.  Suite 
511  Fidelity  Building,  Indianapolis  4. 
Ind.  Carrier  proposes  to  operate  as  a 
common  carrier,  by  motor  vehicle,  of 
general  commodities,  with  certain  ex- 
ceptions, over  deviation  routes  as  fol- 
lows: (A)  From  Kendallville,  Ind..  over 
UJ3.  Highway  6  to  Junction  Indiana 
Highway  9,  thence  over  Indiana  Highway 
9  to  junction  Indiana  East-West  Toll 
Road,  thence  over  Indiana  East-West 
Toll  Road  to  the  Illinois  Calimiet  Ex- 
pressway, thence  over  the  Illinois  Calu- 
met Expressway  to  Chicago.  111..  (B) 
from  Kendallville.  Ind..  over  XJJB.  High- 
way 6  to  Junction  UJ3.  Highway  421, 
thence  over  UJS.  Highway  421  to  Junction 
Indiana  East-West  Toll  Road,  thence 
over  Indiana  East-West  Toll  Road  to 
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the  Illinois  Calumet  Expressway,  thence 
over  the  Illinois  Calumet  Expressway  to 
Chicago.  IlL.  (C)  from  KendaUrllle.  Ind.. 
ever  UJ9l^ichway  8  to  Junction  Indiana 
Highway  49.  thence  over  Indiana  High- 
way 49  to  the  Indiana  East- West  Toll 
Road,  thence  over  Indiana  East-West 
Toll  Road  to  the  Illinois  Calumet  Ex- 
pressway, thence  over  Illinois  Calumet 
Expressway  to  Chicago.  111..  (D)  from 
Kendallville.  Ind.,  overU5.  Highway  6  to 
Jimctlon  Indiana  Highway  53.  thence 
over  Indiana  Highway  53  to  Junction 
Kingery  Expressway,  thence  over  Kin- 
gery  Expressway  to  the  Illinois  Calumet 
Expressway,  thence  over  Illinois  Calumet 
Expressway  to  Chicago.  111.,  and  return 
over  the  same  routes,  for  operating  con- 
venience only,  serving  no  intermediate 
points.  The  notice  indicates  that  the 
carrier  is  presently  authorized  to  trans- 
port the  same  commodities  over  a  perti- 
nent service  route  as  follows:  Prom 
Kendallville  over  US.  Highway  6  to 
Junction  D5.  Highway  41,  thence  over 
U.S.  Highway  41  to  Chicago,  and  return 
over  the  same  route. 

No.    MC    52748    <  Deviation    No.    5  > . 
KNAbs  TRUCK  LINES,  INC..  715  South 
2Sth  Avenue.  Bellwood.  111.,  filed  Janu- 
ary 5,  1962.    Carrier  proposes  to  operate 
as  a  common  carrier,  by  motor  vehicle. 
of  general  commodities,  with  certain  ex- 
ceptions, over  a  deviation  route  as  fol- 
lows: Prom  Leon.  Iowa,  over  Iowa  High- 
way  2    to   junction   U.S.   Highway    169. 
ttence  over  U.S.  Highway  189  to  junc- 
tion U.fl.  Highway  34.  thence  over  U.S. 
Highway  34  to  junction  U.S.  Highway  75. 
thence  over  U.S.  Highway  75  to  junc- 
tion U.S.  Highway  30.  thence  over  U.S. 
Highway  30  to  junction  U.S.  Highway  85. 
thence  over  U.S.  Highway  85  to  Denver. 
Colo.,  and  return  over  the  same  route. 
for  operating  convenience  only,  serving 
DO  intermediate  points.    The  notice  in- 
dicates   that    the    carrier    is    presently 
aatboriied  to  transport  the  same  com- 
modities over  pertinent  service  routes  as 
follows:  Prom  Kansas  City.  Kans.,  over 
U.S.  Highway  69,  via  Osceola.  Iowa,  to 
Des  Moines,  Iowa:   from  Kansas  City, 
Kans.,    over    the   Kansas   Turnpike    to 
Wichita.   Kans.;    from   Wichita,   Kans.. 
o>ver  U.S.  Highway  54  to  Liberal.  Kans.: 
from  Bucklin  over  imnumbered  highway 
to  junction  U.S.   Highway    154,  thence 
over  U.S.  Highway  154  to  Dodge  City. 
Kans..  thence  over  U.S.   Highway   50S 
(now  U.8.  Highway  50)  to  Garden  City. 
Kans.:  from  Liberal  over  U.S.  Highway 
83  to  junction  U.S.  Highway  24,  thence 
over  U.S.  Highway  24  to  Colby,  Kans.; 
from  Denver,  over  U.S.  Highway  40.  via 
Agate,   Colo.,   to   Limon,   Colo.,   thence 
over  U.S.  Highway  24  to  Halford,  Kans.. 
and   thence  over   U.S.   Highway   83    to 
Oakley.  Kans.,  and  return  over  the  same 
routes. 

No.  MC  66562  (Deviation  No.  6>. 
RAILWAY  EXPRESS  AGENCY.  IN- 
CORPORATED, 219  East  42d  Street.  New 
York  17,  NY,  fUed  December  28,  1961. 
Attorney  William  H.  Marx,  same  address. 
Carrier  proposes  to  operate  as  a  common 
carrier,  by  motor  vehicle,  of  general 
commodities,  moving  in  express  service, 
over  a  deviation  route  as  f(^ows:  Prom 
St.  Johnsbury,  Vt.,  over  U.S.  Highway  5 
to  Junction  U.S.  Highway  2,  thence  over 
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US  Highway  2  to  joncUon  New  Hamp- 
shire Highway  18.  thence  over  New 
Hampshire  Highway  18  to  junction  US. 
Highway  93.  thence  over  US.  Highway 
93  to  Littleton.  N.H..  and  return  over  the 
same  route,  for  operating  convenience 
only,  serving  no  intermediate  points. 
The  notice  indicates  that  the  carrier  is 
presently  authorized  to  transport  the 
same  commodities  over  a  pertinent 
service  route  as  follows:  Prom  White 
River  Junction.  Vt.  over  U  S  Hmhway  5 
to  Wells  River.  Vt .  thence  over  US 
Highway  302.  via  Woodsville,  NH  .  to 
Littleton.  NH .  and  thence  over  New 
Hampshire  Highway  116  to  Whitefleld. 
N  H  .  and  return  over  the  same  route 

No.  MC  69116  (Deviation  No.  10'. 
SPECTOR  FREIGHT  SYSTEM.  INC  . 
310«  South  Wolcott  Avenue.  Chicago  8, 
111  .  filed  January  4,  1962.  Carrier  pro- 
poses to  operate  as  a  common  carrier,  by 
motor  vehicle,  of  general  commodities. 
with  certain  exceptions,  over  a  deviation 
route  between  Chicago.  111.,  and  St.  Louis. 
Mo.  over  Interstate  Highway  55.  for 
operating  convenience  only,  serving  no 
intermediate  points.  The  notice  indi- 
cates that  the  carrier  i.s  presently  au- 
thorized to  transpKjrt  the  same  commodi- 
ties over  a  pertinent  service  route  as 
follows:  From  Chicago,  over  US  High- 
way 66  to  junction  Alternate  US  High- 
way 66.  thence  over  Alternate  US.  High- 
way 66  to  Gardner.  Dl..  thence  over  U.S. 
Highway  66  to  Springfield.  111.,  thence 
over  U.S.  Highway  36  to  junction  US. 
Highway  67.  thence  over  U.S.  Highway 
67  to  junction  Alternate  US.  Highway 
67.  thence  over  Alternate  US  Highway 
67  to  St.  Louis,  and  iiturn  over  the 
same  route. 

Motor   Cakriers   of   Passengers 

No.  MC  45626  (Deviation  No.  7>.  VER- 
MONT TRANSIT  CO..  INC..  135  St  Paul 
Street.  Burlington.  Vt.,  filed  January  5, 
1962.  Carrier  proposes  to  operate  as  a 
common  carrier,  by  motor  vehicle,  of 
passengers  and  their  baggage,  over  a 
deviation  route  between  Waterbury  and 
Bolton.  Vt..  over  Interstate  Highway  91, 
for  operating  convenience  only,  serving 
no  in  ter media  te  poi  nts .  The  notice  ind  i  - 
cates  that  the  carrier  is  presently  au- 
thorized to  transport  passengers  over  a 
pertinent  service  route  as  follows:  Prom 
Waterbury  over  U.S.  Highway  2  to  Bol- 
ton, and  return  over  the  same  route. 

By  the  Commission. 


[SEAL] 


Harold  D    McCoy. 
Secretary. 
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MOTOR  CARRIER  APPLICATIONS  AND 
CERTAIN  OTHER  PROCEEDINGS 

January  12.  1962. 
The  following  publications  are  gov- 
erned by  the  Interstate  Commerce  Com- 
mission's general  rules  of  practice  in- 
cluding special  rules  (49  CPR  1241) 
governing  notice  of  filing  of  applications 
by  motor  carriers  of  property  or  passen- 
gers or  brokers  under  sections  206,  209, 
and  211  of  the  Interstate  Commerce  Act 


and  certain  other  proceedings  with  re- 
spect thereto. 

All  hearings  and  jxe-hearing  confer- 
ences will  be  called  at  9:30  o'clock  am  . 
United  States  standard  time  (or  9:30 
o'clock  a.m.,  local  daylight  saving  time. 
If  that  time  is  observed),  unless  other- 
wi.so  specified. 

A; :  i.icATiONS  Assigned  for  Oral  Hearing 
OR  Pre-Hearing  Conference 

MOTOR    carriers   OF    PROPERTY 

No  MC  9895  (Sub-No.  122),  filed  Jan- 
uary 8  1962.  Applicant:  DENVER  CHI- 
CAGO TRANSPORT  COMPANY.  INC  . 
East  45th  Avenue  and  Jackson  Street. 
Denver,  Colo.  Applicant's  attorney: 
Marion  F.  Jones.  Suite  526  Denham 
Building.  Denver.  Colo.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Cryogenic  liquids,  in  bulk, 
in  government-owned  and  shipper- 
owned  specially  designed  tank  trail- 
ers, loaded  and  empty  (D  between 
Painesville.  Ohio,  and  points  in  Tennes- 
.see  and  i2)  between  West  Palm  Beach. 
Fla..  and  points  in  Tennessee. 

HEARING:  February  5.  1962,  at  the 
Claridge  Hotel.  Memphis,  Term.,  before 
E*xaminer  Richard  H.  Roberts. 

No.  MC  14514  (Sub  No.  4).  filed  June 
22.  1961.  Applicant:  JOHN  KOEHN. 
JR  .  doing  business  as  MERCHANTS 
DELIVERY.  115  Wabash  Court.  Dan- 
ville. 111.  Applicant's  attorney:  Ray  M. 
Foreman.  704-710  Baum  Building,  Dan- 
ville. 111.  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  il> 
Meat,  packing-house  products  and  gro- 
ceries, and  commodities  as  described  in 
paragraphs  <a>.  <b\  and  (c)  of  the  Ap- 
pendix to  the  Report  of  the  Commission 
in  Modification  of  Permits— Packing 
House  Products.  46  M.C.C.  23.  and  empty 
containers  or  other  such  incidental  fa- 
cilities (not  specified!,  used  in  trans- 
porting the  commodities  specified  above, 
from  the  site  of  Swift  and  Company 
plant  at  or  near  Rochelle,  111.,  to  points 
in  Illinois  and  Indiana  within  seventy 
(70>  miles  of  Danville.  111.,  and  '2' 
Such  merchandise  as  is  dealt  in  by  mail 
order  houses,  and  empty  containers  or 
other  such  incidental  facilities  'not 
specified)  used  in  transporting  the  com- 
modities specified  in  (2)  above,  between 
Chicago.  111.,  and  points  in  Illinois  and 
Indiana,  within  seventy  (70»  miles  of 
Danville.  111. 

HEARING:  March  12.  1962,  at  the 
Midland  Hotel.  Chicago.  111.,  before 
Joint  Board  No.  21,  or.  if  the  Joint 
Board  waives  its  right  to  participate  be- 
fore Examiner  Gordon  M.  Callow.  This 
is  to  be  heard  on  a  consolidated  record 
with  MC  14514,  John  Koehn.  Jr..  doing 
business  as  Merchants  Delivery.  Dan- 
ville, ni..  and  MC  14514  (Sub-No.  3>, 
John  Koehn,  Jr.,  doing  business  as  Mer- 
chants Delivery,  Conversion  Proceeding. 

No.  MC  25798  iSub-No.  56).  filed  No- 
vember 3,  1961.  Applicant:  CLAY  HY- 
DER  TRUCKING  LINES.  INC..  Chimney 
Rock  Highway.  P.O.  Box  1290.  Gender- 
sonville.  N.C.  Applicant's  attorney: 
Thomas  F.  Kilroy,  1000  Connoctlcut 
Avenue  NW.,  Washington  6,  D.C.  Au- 
thority sought  to  operate  as  a  common 
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carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Chocolate,  choco- 
late coating,  cocoa,  and  ice  cream  coat- 
ings, from  Milwaukee,  Wis.,  and  New- 
ark, N.J..  to  points  in  North  CaroUna, 
South  Carolina,  Georgia,  Florida.  Ken- 
tucky. Tennessee,  Virginia,  Mississippi, 
Alabama,  and  West  Virginia. 

HEARING:  February  20,  1962.  at  the 
Midland  Qotel.  Chicago,  XIL,  before  Ex- 
aminer Leo  A.  Riegel. 

No.  MC  27817  (Sub-No.  41).  filed  De- 
cember 18.  1961.  Applicant:  H.  C.  GAB- 
LER,  INC.,  RH.  No.  3.  Chambersburg. 
Pa.  Applicant's  attorney:  Christian  V. 
Graf,  407  North  Front  Street.  Harris - 
burg,  Pa.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Grass  stop,  in  rolls,  metal  stove  shovels, 
metal  roofing  and  siding,  and  fabricated 
metal  building  products,  from  the  site 
of  the  plant  of  Penn  Supply  and  Metal 
Corix>rallon  at  Philadelphia,  Pa.,  to 
points  In  Ohio,  Indiana,  Illinois,  and 
Michigan. 

HEARING:  February  23,  1962,  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission, Washington,  D.C,  before  Exam- 
iner William  E.  Messer. 

No.  MC  30837  (Sub-No.  290).  filed 
December  15,  1961.  Applicant:  KE- 
NOSHA AUTO  TRANSPORT  CORPO- 
RATION, 4519  76th  Street.  Kenosha. 
Wis.  Applicant's  attorney:  Paul  P. 
Sullivan,  1821  Jefferson  Place  NW., 
Washington,  D.C.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport- 
ing: Boat  trailers.  In  Initial  movements 
by  the  truckaway  method,  from  Wau- 
kegan,  HI.,  to  points  in  the  United 
States  (except  in  Hawaii) . 

Note:  Applicant  states  that  the  authority 
sought  does  not  in  any  way  duplicate  Its 
present  oi>erating  rights. 

HEARING:  February  21.  1962.  at  the 
Offices  of  the  Interstate  Commerce  C(xn- 
mlsslon.  Washington.  D.C,  before  Ex- 
aminer John  B.  Mealy. 

No.  MC  35334  (Sub-No.  53),  filed  De- 
cember 20,  1961.  Applicant:  COOPER- 
JARRETT,  INC.,  2113  West  73d  Street. 
Chicago  36,  HI.  Applicant's  attorney: 
Harris  J.  Klein.  280  Broadway.  New 
York  7,  N.Y.  Authority  sought  to  ap- 
erate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Frozen  foods  between  Marshall, 
CarroUton,  Moberly,  and  Macon,  Mo.,  on 
the  one  hand,  and  on  the  other.  New 
York.  NY.,  Baltimore,  Md.,  points  in 
Ohio,  New  Jersey,  Connecticut,  Penn- 
sylvania, and  Delaware,  and  points  in 
Nassau.  Suffolk.  Westchester,  Orange, 
Rockland,  and  Putnam  Counties.  N.Y. 

HEARING:  February  27.  1962,  at  the 
Offices  of  the  Interstate  Commerce 
Commission,  Washington,  D.C.  before 
Examiner  W.  Elliott  Nefflen. 

No.  MC  52709  (Sub-No.  150)  (AMEND- 
MENT) published  in  the  Federai.  Rm- 
isTER,  issue  of  December  20,  1961,  re- 
published, as  amended,  this  issue.  Ap- 
plicant: RINGSBY  TRUCK  LINES, 
INC.,  a  Nebraska  corporation,  3201 
Ringsby  Court,  Denver  5.  Colo.  Appli- 
cant's representative:  Eugene  St.  M. 
Hamilton,  3201  Ringsby  Court.  Denver  5, 
Colo.    Authority  sought  to  operate  as  a 
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common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Frozen 
foods:  potatoes,  dehydrated;  and  potato 
products  other  than  frozen,  from  Salt 
Lake  City  and  Ogden.  Utah,  and  points 
in  Idaho,  to  points  in  Colorado,  Ne- 
braska, Iowa,  Kansas,  Missouri.  Illinois, 
Indiana,  and  Ohio,  and  points  in  Wis- 
consin on  and  south  of  U.S.  Highway  8. 

Noxs:  Applicant  states  that  it  "controls 
United  Freight,  Inc.  (Docket  FF  155).  and 
Inter  State  Express,  Inc.  (£>ocket  FF  102). 
both  of  which  are  wholly-owned  by  appli- 
cant; Ariaona  Pacific  Tank  Lines  (MC- 
109584) ;  Portier  Transportation  Company 
under  Temporary  Management  (MC-108398) ; 
and  Colonial  &  Pacific  Frigidways.  Inc.  (MC- 
111138) ,  Temporary."  Thla  amendment  adds 
potatoes,  dehydrated,  and  potato  products 
other  than  frozen,  as  commodities  to  be 
transported. 

Non:  Previous  publication  identified  ap- 
plicant's representative  as  an  attorney  In 
error.  Mr.  Hamilton  is  admitted  to  practice 
before  the  Commission's  Bar  as  a  Class  B 
practitioner. 

HEARING:  Remains  as  assigned.  Feb- 
ruary 5,  1962,  at  the  Public  Utilities 
Commission.  State  House,  Boise,  Idaho, 
before  Examiner  Donald  R.  Sutherland. 

No.  MC  65525  (Sub-No.  14),  filed 
November  2.  1961.  Applicant:  WHITE 
BROTHERS  TRUCKING  CO.,  a  cor- 
poration, Wasco.  111.  Applicant's  Rep- 
resentative: George  S.  MuUlns,  4704 
West  Irving  Park  Road,  Chicago  41,  111. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Precast, 
prestressed,  reinforced  and  prefabricated 
concrete  products,  including  slabs, 
beams,  columns,  forms  and  piling,  and 
accessories  used  in  the  installation  there- 
of, (1)  between  points  in  Illinois,  on  the 
one  hand,  and,  on  the  other,  points  in 
Indiana.  Iowa,  Minnesota,  Missouri, 
Michigan,  Ohio,  and  Wisconsin,  smd  (2) 
l>etween  points  in  Ohio,  on  the  one  hand, 
and,  on  the  other,  points  in  Indiana. 
Kentucky,  Michigan,  Pennsylvania,  and 
Wisconsin. 

HEARING:  February  21,  1962,  at  the 
Midland  Hotel.  Chicago,  111.,  before  Ex- 
aminer Leo  A.  Riegel. 

No.  MC  71331  (Sub-No.  10),  filed 
October  23.  1961.  Applicant:  FOY 
CHALKER  AND  A.  C.  CREEL,  a  pcu-t- 
nership  doing  business  as,  DOVE 
TRUCK  UNE,  Route  5,  Dothan,  Ala. 
Applicant's  attorney:  Wilmer  A.  Hill, 
Transportation  Building,  Washington, 
D.C.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Table 
sauces,  mayonnaise,  salad  dressing, 
sandwich  spread,  french  dressing,  chili 
sauce,  prune  juice  and  beverage  syrup. 
from  Brundidge,  Ala.,  to  points  in 
Florida  east  of  a  line  beginning  at  the 
Georgia-Florida  state  line  and  extend- 
ing aiong  US.  Highway  319,  through 
Tallahassee,  Fla.,  to  junction  with  VS. 
Highway  98.  thence  on  and  east  of  U.S. 
Highway  98,  to  the  Gulf  of  Mexico  at 
Panacea.  Fla. 

HBARINO:  March  2.  1962.  at  the  UJS. 
Court  RoMns,  Montgomery,  Ala.,  before 
Joiirt  Board  No.  99.  or,  if  the  Joint  Board 
waives  its  right  to  participate,  before 
Examiner  J.  Thcmias  Schneider. 

No.  MC  73166  (Sub-No.  168) .  filed  De- 
cember   11,    1961.    Applicant:    EAQLE 
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MOTOR  LINES.  INC.,  830  North  33d 
Street,  P.O.  Box  1348,  Birmingham,  Ala. 
Applicant's  attorney:  Maurice  F.  Bishop, 
325  Frank  Nelson  Building,  Birmingham 
3.  Ala.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  (1)  Cot- 
ton gin  machinery  and  cotton  gin  ma- 
chinery parts,  from  Prattville,  Ala.,  and 
Columbus,  Ga.,  to  points  in  Arizona. 
California,  and  New  Mexico;  and  (2) 
between  Prattville,  Ala.,  and  Columbus. 
Ga,  on  the  one  hand,  and  on  the  other, 
points  in  Texas. 

Note:  Applicant  indicates  that  it  proposes 
to  transport  only  empty  containers  or  other 
such  Incidental  facilities  ( not  specified )  used 
in  transporting  the  commodities  specified  in 
this  application,  on  return. 

HEARING:  February  26,  1962.  at  the 
Hotel  Thomas  Jefferson,  Birmingham. 
Ala.,  before  Examiner  j.  Thomas 
Schneider. 

No.  MC  83539  (Sub-No.  81),  (CLARI- 
FICATION), filed  November  21,  1961, 
pubUshed  Federal  Register,  issue  of  De- 
cember 28,  1961,  and  republished  as 
clarified,  this  issue.  Applicant:  C  &  H 
TRANSPORTATION  CO..  INC.,  1935 
West  Commerce  Street.  P.O.  Box  5976, 
Dallas,  Tex.  Applicant's  attorney:  W. 
T.  Brunson,  419  Northwest  Sixth  Street, 
Oklahoma  City  3,  Okla.  Notice  of  the 
filing  of  the  subject  application  was  pub- 
lished in  the  Federal  Register,  issue  of 
December  28,  1961.  Applicant's  attor- 
ney advised,  in  a  letter  dated  January 
5,  1962,  that  the  purpose  of  the  applica- 
tion is  to  remove  the  gateways  contained 
in  applicant's  Certificates,  Nos.  MC 
83539,  Subs  6,  14,  32  and  47. 

HEARING:  Remains  as  assigned  Feb- 
ruary 15,  1962.  at  the  Baker  Hotel, 
Dallas,  Tex.,  before  Examiner  Leo  M. 
Pellerzi. 

No.  MC  86687  (Sub-No.  62)  (CORREC- 
TION AND  CLARIFICATION) ,  filed  Oc- 
tober 27,  1961,  published  in  the  Federal 
Register,  issue  of  December  20,  1961, 
republished  as  corrected  and  clarified, 
this  issue.  Applicant:  SEABOARD  AIR 
LINE  RAILROAD  COMPANY,  a  corpora- 
tion, 3600  West  Broad  Street,  Richmond, 
Va.  Applicant's  attorney:  Wilkes  C. 
Robinson  (same  address  as  applicant). 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  regu- 
lar routes,  transporting:  General  com- 
modities, between  Hamlet,  Raleigh. 
Wilmington.  Charlotte,  and  Henderson. 
N.C,  and  Columbia.  S.C,  over  regular 
routes  presently  authorized  in  Certificate 
MC  86687,  at  sheets  1,  2.  and  5  of  said 
Certificate,  serving  the  intermediate  and 
off-route  points  named  therein. 

Note:  (1)  Applicant  states  that  under  its 
present  Certificate  MC  86687.  the  points  of 
Raleigh,  Hamlet,  Wilmington  and  Charlotte, 
N.C,  and  Columbia,  S.C,  are  designated  as 
key  points.  Accordingly,  no  shlpmsnts  can 
be  transported  by  the  Seaboard  as  a  oonunon 
carrier  by  motor  vehicle  between  those 
points.  Seaboard's  less-than-carload  ship- 
ments i^^esently  moving  to  and  from  these 
points  and,  also,  Henderson,  N.C  (not  a  key 
point),  which  Involve  another  key  point  are 
presently  being  handled  In  Seaboard's  regu- 
lar merchandise  box  car  service  through  the 
break-bulk  point  of  Hamlet,  N.C.  At  Hamlet, 
these  shipments  are  reloaded  In  box  cars  for 
movement  beyond  to  destination.  The  Sea- 
board |Mx>poses  handling  Inbound  shlpmanta 
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to  thcM  potnU  by  rail  to  Hamlet.  V  C  .  and 
from  ttutt  point  by  truck  to  destination  and 
tiMtiHHwg  outbound  ablpmentA  originating  at 
ttoM*  point*  by  truck  to  Hamlet  and  by  rail 
beyond  to  destination.    Therefore,  all  traffic 
moving    to   or    from    these    points    through 
Hamlet  will  either  recelTe  a  prior  rail  haul 
to  Hamlet  or  a  subsequent  rail  haul  from 
Hamlet.    Applicant  also  states  It  Is  not  here 
proposing   to  eliminate   lU  presently  appli- 
cable   key    point    restrictions.      Accordingly. 
shipments  morlng  between  these  key  points 
could  still  not  move  entirely  by  truck  IX  the 
authority  here  sought  U  granted,  but  must 
move    partly   In    rail    service.      This    arsures 
that    the   operation    here    proposed    will    be 
auxiliary  and  supplemental  of  rail  service 
(3)  By  letter  dated  January  3.  1963.  subse- 
quent to  previous  publication,  applicant  fur- 
ther   darlflea    the    application    as    follows 
"What  applicant  Is  proposing  to  do  is  handle 
Inbound  shipments  to  Raleigh.  Wllmlngtun. 
and  Charlotte.  N.C.,  and  Columbia.  S  C  .  or 
outbound  shipments  from  those  points  which 
aaov*  through  Hamlet.  N.C  .  by  truck,  pro- 
vided   such   shipments   receive   a   prior    rail 
haul  to  Hamlet  or  wlU  receive  a  subsequent 
1^1  haul  from  Hamilet.     In  other  words,  all 
traflic  moving  to  or  from  the  described  points 
thK>ugh  Hamlet  must  receive  either  a  prior 
or  subaequent  rail  haul  to  or  from  Hamlet 
bcfor«    It   could   be   handled    by   applicants 
tmek  between  Hamlet  and  these  key  points 
As  to  all  other  traOc.  the  key  polnu  will  be 
operative.      Therefore,    an    Interstate    ship- 
ment originating,  for  example,  at  Columbia, 
S.C.,  and  destined  to  Charlotte.  N.C  ,  could 
not   be   handled   enUrely   by   truck   through 
Hamlet  should  this  application  be  granted 
Such  transportation  would  still  be  prohibited 
by  application  of  the  presently  Imposed  key 
points".     (3)  This  republication  corrects  the 
note  as  previously  published,  to  that  shown 
in  note  (1)  above,  and  adds  note  (2)   above 

HEARING:  Remains  as  assigned. 
January  29.  1962.  at  the  U.S.  Court 
Rooms,  Uptown  P.O.  Building,  Raleigh, 
N.C,  before  Joint  Board  No.  2. 

No.  MC  95540  (Sub-No.  366 )  » AMEND- 
MENT),  filed  May  29,  1961,  published 
Issue  of  June  7, 1961.  amended  November 
30.  1961,  and  republished  as  amended 
this  issue.  Applicant:  WATKINS  MO- 
TOR LINES.  INC.,  Albany  Highway. 
ThomasvUle,  Ga.  Applicant's  attorney : 
Joseph  H.  Blackshear.  205  Jackson 
Building.  Gainesville.  Ga.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  <a>  Meats,  meat  products, 
meat  by-products,  and  articles  distrib- 
uted by  meat  packing  houses,  as  deflned 
by  the  Commission,  from  Rochelle.  Ill . 
to  points  in  Alabama.  Georgia.  Louisi- 
ana. Mississippi.  North  Carolina,  and 
South  Carolina,  and  (b)  Dairy  products. 
from  Rochelle,  HI.,  to  points  in  Alabama, 
Georgia,  Louisiana,  and  Mississippi. 

NoTx:  The  purpose  of  this  republication 
is  to  eliminate  the  destlnaUon  points  of 
North  Carolina  and  South  Carolina  In  (b) 
above. 

FURTHER  HEARING:  March  14, 
1962.  at  the  Midland  Hotel,  Chicago,  111., 
before  Examiner  Gordon  M.  Callow. 

No.  MC  95540  (Sub  No.  371 ) ,  filed  June 
12.  1961.  Applicant:  WATKINS  MO- 
TOR LINES.  INC..  Albany  Highway. 
Thomasville.  Ga.  Applicant's  attorney: 
Joseph  H.  Blackshear.  Gainesville.  Ga. 
Authority  sougght  to  operate  as  a  cotn- 
mom  carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Vineffar, 
wine,  juices  and  oils  'other  than  petro- 
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leum  and  foodstuffs) .  in  bulk,  from  Bal- 
timore, Md  :  Kansas  City,  Mo;  New 
Orleans.  La  ;  Savannah.  Ga  ;  Wilming- 
ton. NC  :  and  points  in  California. 
Illinois.  Iowa.  New  York,  and  VirRinla.  to 
points  in  Alabama.  Florida,  and  OeorKia. 

HEARING:  February  19,  1962.  at  680 
West  Peachtreo  Street  NW  ,  Atlanta.  Ga  , 
before  Examiner  J.  Thomas  Schneider. 

No.  MC  95540  ^  Sub-No.  389  >.  filed  De- 
cember 6.  1961.  Applicant:  WATKINS 
MOTOR  IJNES.  INC  .  Albany  Highway 
Thoma-sville.  Ga.  Applicants  attorney: 
Joseph  H  Black.shear.  Gainesville.  Ga 
Authority  souj^ht  to  operate  a.s  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transportins :  Food  and  food- 
stuff.•<.  frozen  and  unfrozen,  from  pomUs 
in  Maine  New  Hampshire,  and  Ma.ssa- 
chusetts.  to  points  in  Alabama.  Arkansas. 
Florida.  GeorRia.  Louisiana.  Mississippi. 
North  Carolina.  Oklahoma.  South  Caro- 
lina. Tennessee,  and  Texas 

Note:  Applicant  states  thai  it  is  affllial^il 
with  Arctic  Express,  liic  through  slock 
ownership  In  Bill  Watkiis  and  Watklns 
Motxir  Lines    Inc  ' 

HEARING:  February  16.  1962,  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington.  DC  ,  before  Ex- 
aminer Lacy  W.  Hinely. 

No.  MC  95540  <  Sub-No  394  > .  filed 
January  8.  1962.  Applicant  WATKINS 
MOTOR  LINES.  INC  .  Albany  Highway. 
Thomasville.  Ga.  Applicants  attorney: 
Duane  W  Acklie.  605  South  12th  Street 
Lincoln,  Nebr.  Authority  souKht  to  op- 
erate as  a  common  earner,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing :  Frozen  foods  and  prepared  foods  and 
foodstuffs,  frozen  and  unfrozen,  from 
points  in  Idaho,  Oregon.  Utah,  and 
Washington,  to  points  in  Alabama. 
Arizona.  Arkansas.  California,  Colorado. 
Connecticut.  Delaware,  the  District  of 
Columbia.  Florida,  Georgia.  Illinois. 
Indiana,  Iowa.  Kansas.  Kentucky.  Louisi- 
ana, Maryland.  Massachusetts.  Michigan. 
Minnesota,  Mississippi.  Missouri.  Mon- 
Una,  Netwaska.  Nevada,  New  Jersey. 
New  Mexico,  New  York,  North  Dakota. 
Ohio.  Oklahoma.  Pennsylvania,  Rhode 
Island.  South  Dakota,  Tennessee.  Texas. 
Utah.  Virginia.  West  Viry:inia.  Wisconsin. 
and  Wyoming. 

Not*.  Applicant  sUtPS  that  It  la  affiliated 
with  Arctic  Express,  Inc  through  stock 
ownership  in  Bill  Watklns.  and  Watklns 
Motor   Lines.    Inc 

HEARING:  February  5,  1962.  at  the 
Public  Utilities  Commission.  State  House. 
Boise.  Idaho,  before  Examiner  Donald  R 
Sutherland. 

No.  MC  102816  t Sub-No.  701  >.  filed 
December  11,  1961  Applicant: 
COASTAL  TANK  LINES.  INC..  501 
Grantley  Road.  York.  Pa.  Apphcants 
attorney:  Harold  G.  Hernly.  1624  Eye 
Street  NW ,  Washington  6.  DC.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Chemicals,  in  bulk, 
from  Cleveland,  Ohio,  to  points  in  Illi- 
nois. Indiana.  Minnesota.  Wisconsin, 
and  St.  Louis.  Mo. 

HEARING:  February  20,  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington.  DC,  before  Ex- 
aminer Reece  Harrison. 


No  MC  103880  ( Sub  237  > .  filed  Octo- 
ber 27.  1961.  Applicant:  PRODUCERS 
TRANSPORT.  INC  .  224  Buffalo  Street, 
New  Buffalo,  Mich.  Applicant's  attor- 
ney: David  Axelrod.  39  South  La  Salie 
Street.  Chicago  3.  111.  Authority  .sout;ht 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport - 
ins:  Anhydrous  ammonia  and  nitrogen 
sulvtions.  in  bulk,  in  tank  vehicles,  from 
ilio  plant  site  of  the  Amoco  Chemicals 
Corporation  located  about  six  (6'  miles 
.southwest  of  Joliet.  111.,  to  points  in  Min- 
nc::ota.  Iowa.  Wisconsin.  Mis.souri.  Indi- 
ana. Michigan,  and  Ohio. 

Not:  Ap|)llcnnt  states  tliat  it  is  the  owner 
f  r  so  per.cat  of  the  outstanding;  .--.hare  s  o.' 
■:  ).k  of  Tank  lYuck  Transjiort.  Ltd 

HEARING:  March  1.  1962.  at  Midland 
Hotel.  Chicago.  HI.,  before  Examiner 
Gordon  M.  Callow. 

No.  MC  103993  »Sub-No.  156'. 
•  AMENDMENT),  filed  October  9.  1961. 
published  Federal  Ricistkk.  issue  De- 
cember 20.  1961.  amended  January  2. 
1962.  republished  as  amended  this  issue 
Applicant:  MORGAN  DRIVE-AWAY. 
INC  .  500  Equity  Building.  Elkhart.  Ind. 
Applicant's  attorney:  John  E.  Lesow. 
3737  North  Meridian  Street,  Indianapolis 
8.  Ind.  The  republication  of  the  subject 
application,  as  amended,  showed  the  sub- 
sequent filing  docket  number  assigned 
a-s  Sub  356  in  error.  The  correct  sub 
number  assigned  as  shown  above  is  Sub 
No  156. 

No.  MC  104589  < Sub-No.  19 » ,  filed  Jan- 
uary 8.  1961.  Applicant:  J.  L.  LAWHON. 
209  University  Avenue  SW.,  Atlanta  10. 
Ga.  Applicant's  attorney:  Paul  M 
Daniell.  Suite  214-217  Grant  Building. 
Atlanta  3.  Ga.  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Carbonated  beverages,  flavoring 
sijrup.  extracts  of  flavoring  syrup,  and 
advertising  matter  moving  in  connection 
with  these  commodities,  for  the  account 
of  Canada  Dry  Corporation,  from  At- 
lanta. Ga  .  to  points  in  Florida  (except 
Escambia.  Santa  Rosa.  Okaloosa,  Walton 
Holmes.  Washington,  Bay,  Jackson.  Cal- 
houn, and  Gulf  Counties),  and  empty 
containers  and  bottles,  on  return. 

NoTF  .^p^licant  states.  "It  owns  one-h;.If 
of  the  capital  stick  of  Refrigerated  Trani'p'>rt 
Co .  Inc  " 

HEARING:  February  23,  1962,  at  680 
West  Peachtree  Street  NW..  Atlanta.  Ga.. 
before  Joint  Board  No.  64.  or,  if  the  Joint 
Board  waives  its  right  to  participate,  be- 
fore Examiner  J.  Thomas  Schneider. 

No.  MC  105813  (Sub-No.  56 ».  filed 
Dt^ember  1.  1961.  Applicant:  BELFORD 
TRUCKING  CO.,  INC.,  1299  Nortliwest 
23d  Sticct,  Miami.  Fla.  Applicants  at- 
torney: David  Axelrod.  39  South  LaSalle 
Street.  Chicago  3,  HI.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport- 
ing: Building,  roofing  and  insulating  ma- 
terials, and  pertite  products  from  Flor- 
ence. Ky  .  to  points  in  Alabama,  Flor- 
ida. Georgia.  Louisiana.  Mississippi, 
North  Carolina,  South  Carolina,  Ten- 
nessee, and  Virginia. 

HEARING:  March  8. 1962,  at  the  Mid- 
land Hotel.  Chicago,  HI.,  before  Ex- 
aminer Gordon  M.  Callow. 


Wednesday,  January  17,  1962 

No.  MC  106456  (Sub-No.  37) ,  filed  Jan- 
uary 3,  1962.  Applicant:  SUPER  SERV- 
ICE MOTOR  FREIGHT  COMPANY, 
INC..  Box  180,  Fessler  Lane.  Nashville. 
Tenn.  Applicant's  attorney:  James  R. 
Browder,  Box  180,  Nashville.  Tenn.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  regular 
routes,  transporting:  General  commodi- 
ties <  except  those  of  unusual  value, 
household  goods  as  defined  by  the  Com- 
mission, and  those  requiring  special 
equipment),  serving  the  plant  site  of 
Nachman  Corporation  near  Milford.  111., 
as  an  off-route  point  in  connection  vrith 
applicant's  regular  route  operations  to 
and  from  Chicago.  111. 

HEARING:  January  22,  1962.  at  the 
Midland  Hotel,  Chicago,  111.,  before  Joint 
Board  No.  149. 

No.  MC  107107  (Sub-No.  192).  filed 
January  4,  1962.  Applicant:  ALTER- 
MAN  TRANSPORT  LINES.  INC..  P.O. 
Box  65,  AUapattah  Station.  Miami  42, 
Fla.  Applicant's  representative:  H.  R. 
Marlane  (same  as  applicant).  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Meats,  meat  prod- 
ucts and  packinghouse  products,  as  de- 
scribed by  the  Commission  in  Ex  Parte 
MC-43,  from  Austin.  Tex.,  to  points  In 
Alabama,  Florida,  Georgia.  North  Caro- 
lina, South  Carolina,  and  Tennessee  (ex- 
cept Memphis.  Tenn.) . 

HEARING:  February  16.  1962.  at  the 
Baker  Hotel,  Dallas,  Texas,  before  Ex- 
aminer Leo  M.  Pellerzi. 

No.  MC  107403  (Sub-No.  370).  filed 
December  6,  1961.  Applicant:  E. 
BR<X)KE  MATLACK,  INC..  33d  and 
Arch  Streets,  Philadelphia  4.  Pa.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting :  Chemicals,  in  bulk, 
from  Cleveland,  Ohio,  to  points  in  Il- 
linois, Indiana.  Minnesota,  Wisconsin, 
and  St.  Louis.  Mo. 

Note:  Applicant  has  contract  authority 
under  MC  117637  and  Subs  thereunder,  there- 
fore dual  operations  may  be  Involved.  Ap- 
plicant states  "It  Is  authorized  to  control 
Reader  Brothers,  Inc.,  and  Edwin  E.  Clarke 
dba  Clarke  Bulk  Transfer." 

HEARING:  February  20,  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission, Washington,  D.C..  before  Ex- 
aminer Reece  Harrison. 

No.  MC  107496  (Sub-No.  206).  filed 
October  23.  1961.  Applicant:  RUAN 
TRANSPORT  CORPORATION,  408 
Southeast  30th  Street,  Des  Moines.  Iowa. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  Ir- 
regular routes,  transporting:  Anhydrous 
ammonia  and  liquid  fertilizer  solutions, 
in  bulk,  in  tank  vehicles,  from  Joliet,  ni.. 
and  points  within  ten  (10)  miles  thereof, 
to  points  in  Iowa,  Missouri,  Indiana, 
Michigan,  Ohio,  Wisconsin,  and  Min- 
nesota. 

Note:  Applicant  states  It  Is  "wholly  owned 
by  John  Ruan.  Applicant  controls  and  owns 
all  of  the  outstanding  capital  stock  of  nii- 
nols-Ruan  Transport  Oorix>railon,  an  Illlnota 
corporation,  which  also  operates  as  a  com- 
mon carrier;  by  motor  vehicles  In  Interstate 
commerce  for  the  transportation  of  petro- 
leum and  other  products.  In  bulk,  by  author- 
ity of  certificates  Issued  by  the  I.C.C.  and  by 
various  state  regulatory  commissions."    Ap- 
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pllcant  has  contract  authority  under  MC 
110186  and  Subs  thereunder,  therefore,  dual 
<^)ermtloiu  may  be  involved. 

HEARING:  MBLTCh  1,  1962.  at  the 
Midland  Hotel,  Chicago.  111.,  before  Ex- 
aminer Gordon  M.  Callow. 

No.  MC  108207  (Sub-No.  87) ,  filed  De- 
cember 29,  1961.  Applicant:  FROZEN 
FOOD  EXPRESS,  318  Cadiz  Street.  Dal- 
las, Tex.  Applicant's  attorney:  Ralph 
W.  Pulley,  Jr.,  First  National  Bank 
Building.  Dallas  2.  Tex.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: ChiUed  citrus  products  from  points 
in  Cameron.  Hidalgo,  and  Willacy  Coun- 
*ties,  Tex.,  to  Memphis,  Tenn.,  and  points 
in  Mississippi.  Louisiana,  Oklahoma, 
Arizona.  New  Mexico,  California,  Kansas, 
Missouri,  Illinois,  Indiana,  Wisconsin. 
Minnesota,  Iowa.  Michigan,  Arkansas, 
and  Nebraska. 

HEARING:  January  25,  1962,  at  the 
Southland  Hotel.  Dallas,  Tex.,  befoje 
Examiner  Wm.  N.  Culbertson. 

No.  MC  109497  (Sub-No.  7).  filed  De- 
cember 27.  1961.  Applicant:  A.  P. 
COMER,  doing  business  as  A.  F.  COMER 
TRANSPORT  SERVICE,  Rocky  Mount, 
N.C.  Ai>plicant's  attorney :  James  E.  Wil- 
son. 1111  E  Street  NW.,  Washington  4, 
D.C.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Gasoline, 
kerosene,  fuel  oils,  jet  fuels,  and  lubricat- 
ing oils,  from  Wilmington,  N.C,  to  points 
in  Virginia. 

HEARING:  January  31,  1962,  at  the 
U.S.  Court  Rooms,  Uptown  Post  Office 
Building,  Raleigh.  N.C,  before  Joint 
Board  No.  7. 

No.  MC  110420  (Sub-No.  301).  filed 
November  8, 1961.  Applicant:  QUALITY 
CARRIERS,  INC..  Calumet  Street,  Burl- 
ington, Wis.  Applicant's  attorney :  Paul 
P.  Sullivan.  1821  Jefferson  Place  NW.. 
Washington  6.  D.C.  Authority  sought 
to  operate  as  a  common  carrier,  by 
motor  vehicle,  over  irregular  routes, 
transporting:  (1)  Liquid  chocolate,  in 
bulk,  in  tank  vehicles,  from  Mt.  Joy,  Pa., 
to  points  in  Ohio.  Michigan.  Indiana, 
Illinois,  and  Wisconsin;  (2)  table  sauce. 
in  bulk,  in  tank  vehicles,  from  Harbor 
Beach.  Mich.,  to  points  in  Ohio.  Indiana, 
Illinois,  Wisconsin.  Iowa.  Minnesota, 
Missouri,  Kentucky,  and  Pennsylvania; 
(3)  liquid  sugar,  in  bulk,  in  tank  vehicles, 
from  Clinton.  Iowa,  to  points  in  Wiscon- 
sin, Indiana.  Nebraska,  Minnesota, 
Michigan,  Missouri,  Illinois,  Ohio,  Ar- 
kansas, Kentucky,  South  Dakota,  North 
Dakota,  and  Tennessee;  (4)  grain  neu- 
tral spirits,  in  bulk,  in  tank  vehicles, 
from  KOlwaukee,  Wis.,  to  points  in 
Pennsylvania,  New  York,  New  Jersey, 
Ohio,  and  Indiana. 

Note:  Applicant  states  that  it  also  con- 
trols Bulk  Itansport  Co.  and  Beaver  Trans- 
port Co.  (Dockets  MC-P-4371  and  MC-P- 
7372  respectively) 

HEARING:  February  23.  1962,  at  the 
Midland  Hotel.  Chicago,  III.,  before 
Examiner  Leo  A.  Riegel. 

No.  MC  110525  (Sub-No.  483).  filed 
December  12,  1961.  Applicant:  CHEM- 
ICAL LEAMAN  TANK  LINES,  INC.,  520 
East  Lancaster  Avenue,  Downingtown, 
Pa.     Applicant's  attorney:    Leonard  A. 
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Jaskiewlcz,  Munsey  Building.  Washing- 
ton 4,  D.C.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Chemicals,  in  bulk,  from  Cleveland, 
Ohio,  to  points  in  Illinois,  Minnesota. 
Wisconsin,  and  St.  Louis.  Mo. 

HEARING:  February  20,  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington,  D.C,  before  Ex- 
aminer Reece  Harrison. 

No.  MC  110525  (Sub-No.  484),  filed 
December  13,  1961.  Applicant:  CHEM- 
ICAL LEAMAN  TANK  LINES,  INC.,  520 
East  Lancaster  Avenue.  Downingtown. 
Pa.  Applicant's  attorney:  Leonard  A. 
Jaskiewicz,  Munsey  Building.  Washing- 
ton 4,  D.C.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Dry 
cement,  from  Security,  Md..  to  points  in 
Pennsylvania  (except  Franklin.  Adams. 
Cumberland,  Dauphin.  York,  and  Lan- 
caster Coimties),  and  West  Virginia 
(except  Hardy,  Mineral.  Hampshire. 
Morgan,  Berkeley,  and  Jefferson  Coun- 
ties ) . 

Note:  Applicant  holds  contract  authority 
In  MC  117507,  therefore,  dual  operations  may 
be  Involved. 

HEARING:  February  23,  1962,  at  the 
Offices  of  the  Interstate  Commerce 
Commission,  Washington,  D.C.  before 
Examiner  Parks  M.  Low. 

No.  MC  110698  fSub-No.  194) ,  fUed  De- 
cember 28,  1961.  Applicant:  RYDER 
TANK  LINE,  INC  (York  Division) .  9020 
La  Porte  Expressway.  Houston  17.  Tex. 
Applicant's  attorney:  Dale  Woodall 
(same  address  as  applicant).  Authority 
sought  to  operate  £is  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting :  Vegetable  oils  and  coconut 
oils,  in  bulk,  in  tank  vehicles,  from  points 
in  California,  to  points  in  Illinois,  Iowa. 
Kansas,  Missouri,  Nebraska,  Oklahoma, 
and  Texas. 

Note:  Applicant  states  that  capital  stock 
of  Ryder  Tank  Line.  Inc.  is  held  by  Ryder 
System,  Inc. 

HEARING:  January  22,  1962,  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission, Washington,  D.C,  before  Ex- 
aminer Leo  M.  Pellerzi. 

No.  MC  111717  (Sub-No.  21).  fUed  No- 
vember 3,  1961.  Applicant:  TRACTOR 
TRANSPORT,  INC..  535  South  84th 
Street,  Milwaukee,  Wis.  Applicant's  at- 
torney: Prank  M.  Coyne,  Bank  of  Madi- 
son Building,  1  West  Main  Street.  Madi- 
son 3.  Wis.  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Lumber  (a)  from  points  in  Washington. 
Oregon,  Idaho.  Montana.  Wyoming,  and 
Colorado  to  points  in  Wisconsin,  Illinois, 
Minnesota,  and  Iowa,  and  (b)  from  poots 
of  entry  on  the  International  Boundary 
between  United  States  and  Canada  in 
North  Dakota  and  Minnesota,  to  points 
in  Minnesota,  Wisconsin,  Iowa,  and 
Illinois. 

HEARING:  February  19.  1962.  at  the 
Midland  Hotel.  Chicago,  Illinois,  before 
Examiner  Leo  A.  Riegel. 

No.  MC  112617  (Sub-No.  106).  filed 
January  3.  1962.  Applicant:  LIQUID 
TRANSPORTERS.  INC.  P.O.  Box  5135. 
Cherokee  Station.  Louisville.  Ky.  Appli- 
cant's attorney:  Leonard  A.  Jaskiewlcs, 
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Munaey  Building.  Washington  4.  DC. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  rchicle.  over  Ir- 
regular routes,  transporting :  Paint,  paint 
products.  v<ii^t  ingredients  and  x>amish, 
in  bulk,  in  tank  vehicles,  from  MUwaukee. 
Wis.,  to  points  in  Illinois.  Indiana,  Iowa. 
Kentucky.  Ohio.  Michigan.  Minnesota. 
Missouri,  Georgia,  and  Pennsylvania 

HEARING:  February  7.  1962.  at  the 
Midland  Hotel.  Chicago.  Ill .  before  Ex- 
aminer Joseph  A.  Reilly. 

No  MC  113336  (Sub-No  52',  filed  De- 
cember 27.  1961.  Applicant:  PETRO- 
LEUM TRANSIT  COMPANY.  INC  .  P  O 
Box  29.  Lumbcrton.  N.C.  Applicants 
attorney:  James  E.  Wilson.  Perpetual 
Building.  1111  E  Street  NW..  Washing- 
ton 4.  DC.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle. 
over  Irregular  routes.  tran.sporting :  Gas- 
oline, kerosene,  fuel  oils,  jet  fuels,  lubri- 
cating oils,  from  Wilmington.  NC  .  to 
points  in  Virginia. 

HEARING:  January  31.  1962.  at  the 
VS.  Court  Rooms.  Uptown  Post  Office 
Building.  Raleigh.  N.C.  before  Joint 
Board  No.  7. 

No.  MC  113678  <Sub-No  13' ,  filed  Jan- 
uary 2.  1962.  Applicant:  CURTIS.  INC 
770  East  51st  Street.  Denver  16.  Colo 
AM>Ucant's  atttorney:  Duane  W.  Acklie. 
1319  First  National  Bank  BuildinR. 
Omaha.  Nebr.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Foodstuffs,  from  Kennewick,  Wash  , 
to  Scottsbluff  and  Gering,  Nebr..  Alpine. 
El  Paao  and  Pecos,  Tex.,  and  points  in 
Arizona,  Colorado,  New  Mexico,  luid 
Wyoming. 

HEARING:  January  31.  1962.  at  the 
New  Mexico  State  Corporation  Commis- 
sion. Santa  Fe.  N.  Mex..  before  Exam- 
iner Lyle  C.  Parmer. 

No.  MC  113678  (Sub-No.  15).  filed 
January  8.  1962.  Applicant:  CURTIS. 
INC..  770  East  51st  Street.  Denver  16. 
Colo.  Applicant's  attorney:  Duane  W. 
Acklie.  605  South  12th  Street.  Lincoln. 
Nebr.  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Meat. 
meat  products,  meat  by-products  and 
packing  house  products,  as  listed  in  Ap- 
pendix I.  subheadings  A  and  C,  Ex  Parte 
No.  MC  45,  Descriptions  in  Motor  Car- 
rier Certificates,  in  mechanically  refrig- 
erated vehicles,  from  Booneville,  Miss.. 
to  Topeka.  Kans..  Dubuque.  Waterloo. 
Des  Moines,  and  Davenport.  Iowa,  and 
points  in  Colorado.  Idaho.  Montana. 
Minnesota.  Nebraska.  North  Dakota, 
South  Dakota,  Utah.  Washington.  Wis- 
consin, and  Wyoming. 

HEARING:  February  2.  1962.  at  the 
Arkansas  Commerce  Commission  Justice 
Building.  State  Capital,  Little  Rock.  Ark.. 
before  Examiner  Wm.  N.  Culbertson. 

No.  MC  113828  (Sub-No.  9).  filed  De- 
cember 26.  1961.  AppliciUit:  CBOYLE 
TANK  LINES.  INCORPORATED.  Ar- 
lington Towers.  Arlington.  Va.  Appli- 
cant's attorney:  Dale  C.  Dillon.  1825 
Jefferson  Place  NW..  Washington  6.  D.C 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Gasoline, 
kerosene,  fuel  oil.  jet  oil,  and  lubricating 
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oil.  in  bulk.  In  tank  vehicles,  from  Wil- 
mington, N.C.  to  points  In  Virginia. 

KoT»:  AppUcant  states  It  U  a  lubsldury 
of  M.  I.  O^Boyle  &  Son,  Inc  .  a  Delaware  Cor- 
poration, which  Is  a  common  carrier  of  liquid 
and  dry  commodities.  In  bulk,  In  tank 
yehlcles. 

HEARING:  January  31.  1962.  at  the 
U.S.  Court  Rooms.  Uptown  Buildin-;. 
Raleigh    N  C  .  before  Joint  Board  No    7. 

No.  MC  114019  iSub-No.  73'.  filed  De- 
cember 13.  1961.  Applicant:  MIDWEST 
EMERY  FREIGHT  SYSTEM.  INC..  7000 
South  Pulaski  Road,  Chicago  29.  111.  Ap- 
plicant's attorney:  Clarence  D.  Todd. 
1825  Jefferson  Place  NW..  Washington  6. 
DC.  Authority  :iOU<jht  to  operate  as  a 
cnvur.on  iarrier,  by  motor  vehicle,  over 
irregular  routes.  tran.sporting:  Meats 
packinc}tiou<r  products,  and  commodities 
uf,rd  bu  pat  ki'i(i'io:i.^es  as  described  in 
Appendix  I  to  Descriptioti'i  m  Motor  Car- 
rier Certificates.  61  M  CC  209.  from  Ro- 
chelle.  Ill  .  to  points  in  Maine.  Vermont. 
New  Hampshire.  Massachusetts.  Con- 
nelicut.  Rhode  Island.  New  Jersey, 
Maryland.  Delaware.  Virmnia.  West  Vir- 
ginia and  points  in  the  District  of 
Columbia. 

Nora  App!iraiit  .«;lates  it  and  Midwest 
Transfer  Company  of  IIHiimIs  are  commonly 
controlled  and  managed 

HEARING  February  20.  1962,  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Wa.shineton.  DC.  before  Ex- 
aminer Walter  R   Lee. 

No.  MC  114021  (Sub-No.  21  >.  filed 
December  1.  1961  Applicant:  MID- 
WEST TRANSFER  COMPANY  OF 
ILIJNOIS.  a  corporation.  7000  South 
Pulaski  Road.  Chicago.  Ill  Applicant's 
attorney:  David  Axelrod.  39  South  La 
Salle  Street,  Chicago  3.  111.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  route.s. 
transportioR :  Building,  roofing  and  in- 
sulating materials,  and  perlite  products. 
from  Florence.  Ely.,  to  points  in  Dela- 
wsu-e.  the  District  of  Columbia,  Illinois. 
Indiana,  Iowa.  Maryland,  the  Lower 
Peninsula  of  Michigan.  Missouri.  New 
Jersey.  New  York.  Ohio,  Pennsylvania. 
West  Virginia,  and  Wisconsin. 

HEARING:  March  8,  1962.  at  the 
Midland  Hotel.  Chicago,  111  .  before  Ex- 
aminer Gordon  M    Callow. 

No.  MC  114290  (Sub-No  6).  filed 
January  5,  1962.  Applicant:  EXLEY 
EXPRESS.  INC.  2204  Southeast  Eighth 
Avenue.  Portland  14.  Oreg.  Applicants 
attorney:  James  T.  Johnson.  609-11 
Norton  Building.  Seattle  4.  Wash.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Frozen  foods  and 
potato  products,  not  frozen.  (1)  from 
points  in  Oregon.  Washington,  and 
Idaho,  to  points  in  California,  and 
Phoenix  and  Tucson.  Ariz,  and  (2) 
from  points  in  Idaho,  to  points  in 
Oregon  and  Washington. 

HEARING:  February  5,  1962.  at  the 
Public  Utilities  Commission.  State 
House.  Boise.  Idaho,  before  Examiner 
Donald  R.  Sutherland. 

No.  MC  115162  (Sub-No.  69).  filed 
November  6.  1961.  Applicant:  WALTER 
POOLE,  doing  business  as  POOLE 
TRUCK  LINE.  Evergreen,   Ala,     Appli- 


cant's attorney:  Hugh  R.  Williams.  P.O. 
Box  869.  Montgomery  2.  Ala.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Clam  shells,  coquina 
shell.'f.  mussels  shells  and  oyster  shells. 
from  Mobile,  Ala.,  to  points  in  Georgia. 
Mississippi.  Louisiana,  Florida,  and 
Arkansas. 

HFARIS'C:  February  28,  1962.  at  the 
U."^.  Court  Rooms.  Montgomery.  A!a  . 
before  Examiner  J.  Thomas  Schneider 

No.  MC  115162  (Sub-No.  70).  filed 
EKH-ember  4.  1961  Applicant:  WALTER 
POOLE,  doing  business  as  POOLE 
TRUCK  LINE.  Evergreen.  Ala.  Appli- 
cants attorney:  Hugh  R.  Williams.  407- 
8  9  Hill  Building.  Montgomery  2.  Ala 
Authority  sought  to  operate  as  a  com- 
v'.nn  carrier,  by  motor  vehicle,  over 
incRular  routes,  transporting:  Dry 
ferti!i:cr.  from  points  in  Santa  Rosa 
County.  Fla ,  to  points  in  Tennessee. 
Mississippi.  Louisiana,  South  Carolina, 
and  Georgia. 

HFARiNG:  February  28,  1962.  at  the 
US  Court  Rooms.  Montgomery,  Ala., 
before  Examiner  J.  Thomas  Schneider 

No.  MC  115322  (Sub-No.  28),  filed 
December  12.  1961.  Applicant:  J.  M 
BLYTHE.  doing  business  as  J.  M. 
BLYTHE  MOTOR  LINES.  P.O  Box  489. 
2939  Orlando  Drive.  Sanford.  Fla.  Appli- 
cants attorney:  Frank  B.  Hand.  Jr. 
Transportation  Building,  Washington  6. 
DC  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Frozen 
foods  from  points  in  Hartford  County. 
Conn.,  to  points  In  Virginia. 

Note:  Applicant  states  that  It  has  leased 
operating  rights  of  Seat>oard  Ft>od  Express 
under  MC  F-746a. 

HEARING:  February  19.  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mi':.«ion.  Washington.  DC,  before  Ex- 
aminer Alfred  B.  Hurley. 

No.  MC  115499  (Sub-No.  10>.  filed 
December  20.  1961.  Applicant:  LOWER 
LAKES  CARRIER.  INC.  P.O.  Box  712, 
Ashtabula.  Ohio.  Applicant's  attorney: 
D  G  Dottore.  502  Park  Building.  Cleve- 
land 14.  Ohio.  Authority  sought  to  op- 
erate as  a  contract  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transporting : 
Calcium  carbide,  in  containers,  from 
Ashtabula.  Ohio,  and  Niagara  Palls.  N.Y  . 
to  points  in  Massachusetts  and  Connecti- 
cut, and  empty  containers  or  other  such 
incidental  facilities  (not  specified),  used 
in  transporting  the  commodity  specified 
in  this  application,  on  return. 

HEARING:  February  26.  1962,  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington,  DC.  before  Ex- 
aminer Charles  J.  Murphy. 

No.  MC  116273  (Sub-No.  5).  filed  No- 
vember 6,  1961.  Applicant:  D  t  L 
TRANSPORT.  INC.  3800  South  Laramie 
Street,  Cicero.  111.  Applicant's  attorney: 
David  Axelrod.  39  South  La  Salle  Street. 
Chicago  3.  m.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transporting: 
Anhydrous  ammonia  and  nitrogen  solu- 
tions, in  bulk.  In  tank  vehicles,  from  the 
plant  site  of  the  Amoco  Chemicals  Corpo- 
ration located  approximately  six  (6» 
miles  southwest  of  Joliet.  ni.  to  points  in 
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Minnesota.  Iowa,  Wisconsin,  Missouri, 
Indiana.  Michigan,  and  Ohio. 

HEARING:  March  1, 1962,  at  the  Mid- 
land  Hotel,  Chicago,  m.,  before  Examiner 
Gordon  M.  Callow. 

No  MC  117185  (Sub-No.  11),  ffled  No- 
vember 20. 1961.  Applicant:  C.J. DAVIS, 
doing  business  as  ST.  LOUIS  PREIOHT 
LINES.  1000  Michigan  Avenue.  St.  Louis, 
Mich.  Applicant's  attorney:  Robert  A. 
Sullivan.  1800  Buhl  Bixilding,  Detroit  26, 
Mich.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Building, 
roofing,  insulating  materials  and  perlite 
products,  from  Florence,  Ky.,  to  points 
In  Illinois.  Michigan.  Missouri,  and  Wis- 
consin, and  damaged,  rejected  and  re- 
fused shipments  of  the  above-specified 
commodities,  on  return. 

HEARING:  March  8, 1962,  at  the  Mid- 
land Hotel,  Chicago,  111.,  before  Examiner 
Gordon  M.  Callow. 

No.  MC  117574  (Sub-No.  60) .  filed  Jan- 
uary 7,  1962.  Applicant:  DAILY  EX- 
PRESS, INC..  Box  311,  R.D.  No.  1.  Car- 
lisle. Pa.  Applicant's  attorney:  James 
E.  Wilson,  Perpetual  Building,  1111  E 
Street  NW.,  Washington  4.  D.C.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Pipe,  conduit,  at~ 
tachments,  parts  and  fittings  therefor. 
between  Rootstown,  Ohio,  and  points 
within  five  miles  thereof,  on  the  one 
hand.  and.  on  the  other,  points  in  In- 
diana. Illinois.  Wisconsin,  Minnesota, 
Iowa,  Missouri.  North  Dakota,  South  Da- 
kota, Kansas,  Nebraska,  Kentucky,  and 
Michigan. 

HEARING:  January  31,  1962,  at  the 
New  Post  Office  Building.  Columbus, 
Ohio,  before  Examiner  Warren  C.  White. 

No.  MC  117995  (Sub-No.  4),  filed  Jan- 
uary 9,  1962.  Applicant:  NEIL  B.  OLM- 
STED, E.  B.  OLMSTED  AND  ALVIN 
H.  ANDERSON,  doing  business  as  RE- 
FRIGERATED TRUCK  LINES.  Route 
3.  Box  147,  Mount  Vernon,  Wash.  Ap- 
plicant's attorney:  George  R.  Labisson- 
lere.  333  Central  Building,  Seattle  4, 
Wash.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Frozen 
foods  and  potato  products,  not  frozen, 
( 1 )  between  points  in  Washington,  Ore- 
gon, Idaho,  and  California,  on  the  one 
hand,  and,  on  the  other,  points  in  New 
York.  Kentucky,  Wyoming.  Colorado, 
Illinois,  Indiana.  Iowa,  K&nsas,  Michi- 
gan, Minnesota,  Missouri,  Montana,  Ne- 
braska, Nevada.  North  Dakota.  Wiscon- 
sin. Oklahoma,  Ohio,  South  Dakota, 
Utah,  Arizona,  and  Louisville,  Ky.,  (2) 
between  points  in  Idaho,  on  the  one 
hand,  and,  on  the  other,  points  in  Ore- 
gon and  Washington,  and  (3)  between 
points  in  California,  on  the  one  hand. 
and,  on  the  other,  points  in  Washington 
and  Oregon. 

HEARING:  February  5,  1962,  at  the 
Public  Utilities  Commission.  State  House, 
Boise,  Idaho,  before  Examiner  Donald 
R.  Sutherland. 

No.  MC  118865  (Sub-No.  5),  filed  De- 
cember  6,  1961.  Applicant:  CEMENT 
EXPRESS,  INC.,  Hokes  Mill  Road  and 
Lemon  Street,  York,  Pa.  A]n>Ucant'8 
representative:  Adolph  E.  SoUe,  1025 
Seminole  Highway,  Madison  5.  Wis;  Au- 
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thorlty  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle  over  irregular 
routes,  transporting:  Cement  Portland 
and  masonry) ,  from  York,  Pa.,  to  points 
in  Connecticut,  Massachusetts,  New 
Jersey,  New  York,  and  Rhode  Island. 

Note:  Applicant  states  it  is  controlled  by 
certain  stockholders  and  oflacers  of  Tose,  Inc. 

HEARING:  February  19,  1962,  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission, Washington,  D.C,  before  Ex- 
aminer Samuel  Horwich. 

No.  MC  118314  (Sub-No.  1).  filed  De- 
cember 20,  1961.  Applicant:  MAGIC 
CITY  PRODUCE  CO.,  INC.,  2501  Third 
Place  W.,  Birmingham,  Ala.  Applicant's 
attorney:  J.  Douglas  Harris,  413-414 
Bell  Building,  Montgomery  4,  Ala.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting :  Bananas,  (1)  from 
New  Orleans,  La.,  and  Gulfport,  Miss.,  to 
points  in  Illinois,  and  (2)  from  Gulfport, 
Bffiss.,  to  Birmingham,  Ala.,  and  empty 
containers  or  other  sucTi  incidental  facil- 
ities (not  specified)  used  in  transporting 
the  commodities  specified  above,  on  re- 
turn. 

HEARING:  February  27.  1962,  at  the 
Hotel  Thomas  Jefferson,  Birmingham, 
Ala.,  before  Examiner  J.  Thomas 
Schneider. 

No.  MC  119219  (Sub-No.  3),  (RE- 
PUBLICATION), filed  July  1,  1960. 
published  Federal  Register,  issue  of 
August  17.  1960.  and  republished  this 
Issue.  Applicant:  RAYMOND  L.  BURT, 
doing  business  as  BURT  DISTRIBUT- 
ING COMPANY,  935  Florida,  SE..  Albu- 
querque, N.  Mex.  Applicant's  repre- 
sentative: L.  C.  Cypert,  Room  2,  11151/2 
Central  Avenue  NE.,  Albuquerque,  N. 
Mex.  Notice  of  the  filing  of  the  subject 
application  was  published  in  the  Federal 
Registsr  of  August  17, 1960.  The  appli- 
cation was  heard  at  Sante  Fe,  N.  Mex., 
on  November  10,  1960.  A  Report  and 
Order  by  Joint,  Board  87.  composed  of 
John  Block,  Jr.,  of  New  Mexico,  was 
served  December  2,  1960,  and  became 
effective  by  operation  of  law.  An  Order 
of  the  Commission,  division  1,  entered 
in  the  subject  proceeding  December  29, 
1961,  provides  that  upon  consideration 
of  the  record  in  the  above-entitled  pro- 
ceeding, and  of  petition  of  applicant, 
filed  August  18, 1961,  for  reconsideration, 
that  the  proceeding  be  reopened  for 
reconsideration  on  the  present  record, 
and  also  provides  that  notice  of  the 
application,  as  filed,  be  published  in  the 
Fbdbral  Register.  The  application  on 
Form  BMC  78,  received  July  1.  1960.  sets 
forth  the  authority  sought  on  page  1, 
Item  n  of  the  application,  as  follows: 
"to  continue  an  operation  instituted  on 
May  28,  1960,  as  a  contract  carrier,  by 
motor  vehicle,  in  interstate  or  foreign 
commerce,  over  regular  routes,  in  the 
transportation  of  meats,  meat  pnxlucts, 
meat  by-products,  and  dairy  products, 
and  listed  in  Sections  A,  B,  and  C  of 
Appendix  I  of  the  Report  in  Descriptions 
in  Motor  Carrier  Certificates,  61  M.CC. 
209  and  766,  in  vehicles  equipped  with 
temperature  control  devices,  in  distribu- 
tion service  on  traffic  originating  outside. 
N.  Mex.,  fromi  Albuquerque,  N.  Mex..  to 
points  and  places  in  New  Mexico."    Item 
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III,  page  1  reads:  "Serving  all  interme- 
diate points  and  the  off-route  points  of 
Espanola  and  Los  Alamos,  N.  Mex..  on  « 
i-oute  2  between  Albuquerque  and  Taos, 
N.  Mex."  Item  IV,  page  2  reads:  "Empty 
containers  or  other  such  incidental  fa- 
cilities used  in  transporting  the  com- 
modities specified  in  this  application  v^ill 
be  transported  on  return  trips."  A  no- 
tation on  page  1  reads  as  follows: 

"From  Albuquerque,  N.  Mex..  over 
U.S.  Highway  85  to  junction  New  Mexico 
Highway  44,  thence  over  New  Mexico 
Highway  44  to  junction  New  Mexico 
Highway  422,  thence  over  New  Mexico 
Highway  422  to  junction  U.S.  Highway 
85,  thence  over  U.S.  Highway  85  through 
Sante  Fe,  N.  Mex..  to  Las  Vegas.  N.  Mex. 

"Prom  Albuquerque.  N.  Mex.,  over 
U.S.  Highway  85  to  junction  New  Mexico 
Highway  44,  thence  over  New  Mexico 
Highway  44  to  junction  New  Mexico 
Highway  422,  thence  over  New  Mexico 
Highway  422  to  junction  U.S.  Highway 
85,  thence  over  U.S.  Highway  85  to  Santa 
Fe,  N.  Mex.,  thence  over  US.  Highway 
64  to  Taos,  N.  Mex.,  serving  the  off-route 
points  of  Espanola  and  Los  Alamos,  N. 
Mex. 

"From  Albuquerque,  N.  Mex.,  over  XJJB. 
Highway   85   to   junction  New  Mexico 
Highway  44,  thence  over  New  Mexico 
Highway  44   to  junction   New  Mexico 
Highway  422,  thence  over  New  Mexico 
Highway  422  to  Junction  U.S.  Highway 
85,  thence  over  UJS.  Highway  85  to  Santa 
Fe,  N.  Mex.,  thence  over  UJS.  Highway 
285  to  Espanola,  N.  Mex.,  thence  overn 
unnumbered  New  Mexico  Highway  4  to ; 
junction  unnumbered  New  Mexico  High-  ' 
way,  thence  over  said  unnumbered  New 
Mexico  Highway  to  Los  Alamos,  N.  Mex. 

"From  Albuquerque,  N.  Mex.,  over  UJS, 
Highway  85  to  Junction  New  Mexico 
Highway  44,  thence  over  New  Mexico 
Highway  44  to  Aztec,  N.  Mex.,  thence 
over  UJS.  Highway  550  to  Shiprock, 
N.  Mex. 

"From  Albuquerque,  N.  Mex.,  over  UJS. 
Highway  66  to  Gallup,  N.  Mex. 

"Serving  all  intermediate  ix>int6  on 
the  above-described  routes  for  delivery 
only." 

No.  MC  119513  (Sub-No.  2),  filed  De- 
cember 14,  1961.  Applicant:  HARRY 
EUGENE  DEVILBLISS,  doing  business 
as  DEVILBLISS  TRUCK  SERVICE,  Post 
Office,  Uniontown,  Md.  Applicant's  rep- 
resentative: Donald  E.  Freeman,  97 
Uniontown  Road,  Westminster,  Md.  Au- 
thority sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Agricultural  wire 
and  cordage,  in  truckloads  from  Balti- 
more. Md.,  to  points  in  Delaware,  Florida. 
Georgia.  Maryland.  North  Carolina, 
Ohio,  Pennsylvania,  South  Carolina,  Vir- 
ginia, and  West  Virginia. 

NoTx:  Applicant  states  the  proposed  opera- 
tion win  be  tinder  continuing  contract  with 
Allied  Cordage  Company.  Baltimore.  Md. 

HEARING:  February  21,  1962,  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington,  D.C.  before  Ex- 
aminer James  I.  Carr. 

No.  MC  119641  (Sub-No.  30) .  filed  No- 
vember 9,  1961.  Applicant:  RINGLE 
EXPRESS,  INC.  405  South  Grant  Ave- 
nue, Fowler.  Ind.  Applicant's  attorney: 
Robert  C  Smith.  512  Illinois  Building.    \ 
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IZMliani4>oUs  4,  Ind.  Authority  sought 
to  operate  as  a  common  carrier,  by 
motor  vehicle,  over  irregular  routes, 
transporting:  Building,  roofing  and  in- 
sulating materials,  and  perlite  products. 
from  Florence.  B^y.,  to  points  In  Illinois. 
Indiana.  Iowa.  Wisconsin.  Missouri. 
North  Carolina.  South  Carolina.  Georgia. 
Florida,  Alabama.  Mississippi.  Louisiana. 
Tennessee,  Arkansas,  and  Ohio,  and 
damaged  and  rejected  shipments,  on 
return. 

HEARING  March  8.  1962.  at  the  Mid- 
land Hotel.  Chicago.  Ill .  before  Examiner 
Gordon  M.  Callow. 

No.  MC  119670  (Sub-No.  2'.  filed  De- 
cember 6.  1961.  Applicant:  THE  VIC- 
TOR TRANSIT  CORPORATION.  PO 
Box  115,  Winton  Place  Station,  ancin- 
natl  32.  Ohio.  Applicant's  attorney. 
Robert  C.  Smith.  512  Illinois  Building. 
Indianapolis  4.  Ind.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: (1)  Building,  roofing,  and  insulat- 
ing materials,  and  perlite  products,  from 
Florence,  Ky..  to  points  In  Illinois.  In- 
diana, the  lower  peninsula  of  Michigan, 
New  York.  Ohio.  Pennsylvania.  Virginia. 
West  Virginia.  Alabama,  Tennessee.  Wls- 
oonaln.  and  New  Jersey,  and  (2)  ma- 
chinery, equivment,  materials  and  sup- 
plies used  In  the  manufacture,  packing 
and  shipping  of  building,  roofing  and  in- 
sulating materials,  and  perlite  products, 
from  points  in  Illinois.  Indiana,  the 
lower  peninsula  of  Michigan.  New  York. 
Ohio.  Pennsylvania.  Virginia.  West  Vir- 
ginia. Alabama.  Tennessee.  Wisconsin. 
and  New  Jersey  to  Florence.  Ky. 

HEARING:  March  8.  1962.  at  the  Mid- 
land Hotel.  Chicago.  111.,  before  Examiner 
Gordon  M.  Callow. 

No.  MC  119697  (Sub-No.  3'.  filed  No- 
vember 27.  1961  Applicant:  CHRIS- 
PENS  TRUCK  LINES.  INC..  348  West 
42d  Place.  Chicago,  111.  Applicant's  at- 
torney: Joseph  M.  Scanlan,  111  West 
Washington  Street.  Chicago  2.  111.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Brick,  tile  aJid  re- 
fractory products,  from  points  in  Law- 
rence and  Beaver  Counties,  Pa.,  and 
points  in  Stark,  Carroll,  and  Tuscarawas 
Counties.  Ohio,  to  points  in  Illinois. 

HEARING:  March  5.  1962.  at  the  Mid- 
land Hotel.  Chicago.  111.,  before  Examiner 
Gordon  M.  Callow. 

No.  MC  119777  (Sub-No.  4).  filed  De- 
cember 20,  1961.  Applicant:  LIGON 
8PBCIALIZED  HAULER.  INC.  PO 
Drawer  31.  Madisonville,  Ky.  Appli- 
cant's attorney :  Robert  M.  Pearce,  221  \-2 
St.  Clair  Street.  Frankfort,  Ky.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Pallets,  skids, 
bases,  boxes,  crating,  veneer,  baskets. 
o<ik  treads,  oak  risers,  oak  sills,  oak 
molding,  cardboard  cartons,  nails  and 
lumber  between  points  in  Muhlenberg 
County,  Ky.,  on  the  one  hand,  and  on 
the  other,  points  in  Arkansas,  Colorado, 
Iowa.  Kansas.  Louisiana.  Minnesota, 
Missouri.  Nebraska.  North  Dakota,  Okla- 
homa, South  Dakota.  Texas,  and  all 
states  east  of  the  Mississippi  River. 

HEARING:  February  23.  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
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mission.  Washington.  DC.  before  Exam- 
iner James  A.  McKiel. 

No.  MC  119917  (Sub-No.  7>.  filed 
January  2.  1962.  Applicant:  DUDLEY 
TRUCKING  COMPANY.  INC,  717 
Memorial  Drive  SE. .  Atlanta  16.  Ga.  Ap- 
plicant's attorney:  R  J.  Reynolds.  Jr  . 
Suite  1424-35  C  li  S  National  Bank 
Building.  Atlanta  3.  Ga.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Shelled  salted  peanuts.  In 
mixed  loads  with  bakery  products,  the 
quantity  of  peanuts  not  to  exceed  5  per- 
cent of  the  aggregate  load,  from  Atlanta, 
Ga  .  to  points  In  Alabama.  Florida, 
Louisiana.  Mississippi,  North  Carolina, 
South  Carolina.  Virginia.  Tennessee,  and 
the  District  of  Columbia,  and  empty  con- 
tainers or  other  such  incidental  facili- 
ties (not  specified)  used  in  transporting 
the  commodities  specified  above  and  re- 
jected shipments,  on  return. 

Note:  Applicant  lUtc*  it  already  holds 
authority  to  uanaport  bakery  producU  (rom 
Atlanta.  Oa  .  to  all  polnta  In  the  aXoreaald 
destination  states,  and  U  not  herein  seeking 
any  additional  authority  to  transport  bakery 
products 

HEARING  February  23.  1962.  at  680 
West  Peachtree  Street  NW .  Atlanta. 
Ga .  before  Examiner  J.  Thomas 
Schneider. 

No.  MC  123067  (Sub-No.  13 >.  filed  De- 
cember 1 .  1 96 1 .  Applicant :  M  l«  M  TANK 
LINES.  INC..  P.O.  Box  4174,  North  SU- 
tion.  Wlnston-Salem.  N.C.  Applicant's 
represeiUaUve:  Frank  C.  Philips,  PO 
Box  612.  Wlnston-Salem.  N.C.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Gojoiine,  kerosene,  fuel 
oils,  jet  fuels,  and  lubricating  oils.  In 
bulk.  In  tank  vehicles,  from  Wilmington, 
N.C.  to  points  in  Virginia. 

Notk:  Applicant  states.  "S  H  Mitchell. 
President,  also  controls  Hennls  Freight  Lines. 
Inc ,  operating  under  MC  84994  and  Subs 
thereto '. 

HEARING:  January  31.  1962.  at  the 
US.  Court  Rooms,  Uptown  Post  Office 
Building.  Raleigh,  N.C,  before  Joint 
Board  No    7 

No.  MC  123407  (Sub-No.  3',  filed  Oc- 
tober 12.  1961.  Applicant:  SEURING 
TRANSIT,  INC  ,  2424  Minnehaha  Ave- 
nue, Minneapolis.  Minn.  Applicant's 
attorney:  Alan  Foss,  First  National  Bank 
Building.  Fargo.  N.  Dak.  Authority 
soiight  to  operate  as  a  cmnmon  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  (li  Building  materials. 
from  L'An-se,  Mlch.lo  points  In  Wiscon- 
sin. Illinois.  Minnesota.  Iowa.  North 
Dakota.  South  Dakota.  Nebraska.  Mis- 
souri. Indiana.  Ohio,  and  Pennsylvania, 
and  (2)  Machinery,  equipment,  ma- 
terials and  supplies  used  in  the  manufac- 
ture, processing  and  transmission  of 
building  materials,  from  points  In  the 
above-named  States  to  L'Anse.  Mich. 

Nott:  Applicant  states  Robert  W.  Sawyer, 
president  and  principal  stockholder  of  ap- 
plicant, has  applications  pending  for  a  Cer- 
tificate In  MC  123303.  and  Subs  1  and  4 
thereof.  It  Is  Intended  that  subatltutlon  of 
Seurlng  Transit.  Inc.  as  applicant  will  b« 
sought  In  thoee  dockets. 


HEARING:  February  26.  1962.  at  the 
Midland  Hotel,  Chicago.  111.,  before  Ex- 
aminer Gordon  M.  Cadlow. 

No.  MC  123470  (Sub-No.  1)  (AMEND- 
ED AND  REASSIGNED  NEW  DOCKET 
NUMBER),  filed  September  25,  1961. 
published  Federal  Register.  Issue  of 
November  29,  1961,  amended  by  letter  of 
January  8.  1962,  and  republished  as 
amended,  this  issue.  Applicant: 
WILLIAM  HAROLD  HUSTON,  doing 
business  as  HUSTON  TRUCK  LINE.  219 
Maple  Street,  Friend.  Nebr.  Applicants 
attorney:  James  E.  Ryan.  214  Sharp 
Building.  Lincoln.  Nebr.  Authority 
sought  to  operate  as  a  contract  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Lignite,  treated  and  un- 
treated, In  bags  only,  and  bentonite  clay. 
In  bags  only,  from  points  In  Butto 
County.  S.  Dak.,  Crook  and  Weston 
Counties,  Wyo..  and  Bowman  County. 
N  Dak  .  to  points  in  Nebraska  (except 
Omaha),  in  Oklahoma.  Kansas  (except 
Kansas  City).  Missouri  (except  Kansas 
City  and  St.  Louis).  Texas.  Colorado 
(except  Denver).  Iowa,  and  South 
Dakota,  and  empty  containers  or  other 
such  incidental  facilities  (not  specified* 
used  in  transporting  the  commodities 
specified  above,  on  return. 

NoTt  As  originally  (\led  and  noticed  in 
the  FiDcRAL  RxcisTU.  applicant  sought  au- 
thority to  conduct  the  above-described 
operations  as  a  common  earrirr.  This  re- 
publication renectA  the  amendment  to  show 
ci^r.tract  authortty  sought  under  a  continu- 
ing conuact  with  the  American  Colloid 
Ci)mpany  of  Skokle,  III.  Carrier  holds  Cer- 
tificate MC  104523  and  subs  thereunder 
Accordingly,  dual  operations  may  be  InvoUetl. 

HEARING:  Remains  as  assigned 
January  29.  1962.  at  the  Hotel  Sheraton 
Fontenellc.  Omaha.  Nebr..  before  Ex- 
aminer W.  Elliott  Nefflen. 

No.  MC  123794  (Sub-No.  1',  filed  De- 
cember 20.  1961.  Applicant:  A.  F  T 
MOTOR  FREIGHT.  INC..  P.O.  Box  349, 
Con.shohocken.  Pa.  Applicant's  attor- 
ney: Wilmcr  A.  Hill.  Transportation 
Building.  Washington  6.  D.C.  Authority 
.^oueht  to  operate  as  a  contract  carrier. 
by  motor  vehicle,  over  irregular  routes. 
tran.sportinK:  'D  Steel  shelving,  lockers 
and  cabinets,  sheet  steel,  culvert  pipe, 
galvanized  sheet  steel,  metal  laths,  pipe, 
reinforcing  steel  rods,  nails,  and  other 
sheet  metal  products,  from  the  plant  site 
of  the  Alan  Wood  Steel  Company  In  the 
Philadelphia.  Pa..  Commercial  Zone  to 
New  York.  NY..  Washington.  DC.  points 
in  Westchester,  Putnam,  and  Dutches.s 
Counties.  NY.,  points  in  Virginia  on.  east 
and  north  of  a  line  beginning  at  the 
Maryland-Virginia  state  line,  and  ex- 
tending along  U.S.  Highway  15  to  junc- 
tion with  U.S.  Highway  250.  thence  along 
U.S.  Highway  250  to  Junction  with  U.S. 
Highway  360.  thence  along  U.S.  Highway 
360  to  the  Chesapeake  Bay  and  points  In 
Accomack  and  Northampton  Counties. 
Va.;  <2)  returned  or  rejected  shipments 
of  the  above-described  commodities  from 
above-specified  destination  points  to  the 
site  of  the  Alan  Wood  Steel  Company 
plant  In  the  Philadelphia.  Pa..  Commer- 
cial Zone;  and  (3)  sheet  steel,  sheet  steel 
products,  metal  lath,  pipe,  reinforcing 
steel  rods,  and  nails  between  the  site  of 
the  Alan  Wood  Steel  Company  plant  in 
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the  Philadelphia  Commercial  Zone,  on 
the  one  hand,  and  on  the  other,  points 
in  Delaware,  Maryland,  and  New  Jersey. 

NoTi:  Applicant  states  that  it  holds  au- 
thority to  transport  the  named  commodities 
to  and  from  the  PhUadelphla,  Pa.  Commer- 
cial Zone,  but  for  reasons  of  convenience  for 
both  this  shipper  and  the  applicant.  It  woxUd 
be  preferable  to  serve  the  plant  through 
another  gateway  or  gateways  leading  to  the 
plant  property  (compronUslng  1,0(X)  acres  of 
land)  outside  the  Philadelphia  Commercial 
Zone.  In  effect,  therefore,  applicant  Indi- 
cates Its  request  Is  for  no  additional  author- 
ity, but  only  for  an  additional  approach  to 
the  plant  property  of  the  Alan  Wood  Steel 
Company. 

Note:  By  amendment  applicant  adds: 
"It  win  be  understood  that  applicant  does 
not  here  seek  authority  to  abandon  any  of 
lu  present  operating  rlghu;  It  merely  seeks 
to  add  to  Its  present  rights  to  and  from  the 
Philadelphia  Commercial  Zone  the  right  to 
serve  the  plant  of  the  Alan  Wood  Steel  Com- 
pany through  another  gateway  or  other  gate- 
ways lying  outside  of  the  Philadelphia  Com- 
mercial  Zone." 

HEARING:  February  26.  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission, Washington,  D.C.  before  Ex- 
aminer Alton  R.  Smith. 

No.  MC  123909  (Sub-No.  1).  filed 
December  21.  1961.  Applicant:  LE 
MAR  CORPORATION,  P.O.  Box  166. 
Winchester,  Va.  Applicant's  attorney: 
Francis  W.  Mclnemy.  Commonwealth 
Building.  1625  K  Street  NW..  Washing- 
ton 6.  D.C.  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  yehlcle, 
over  Irregular  routes,  traiuportlng : 
Finished  and  unfinished  rocket  and  mis- 
aile  inert  components  and  raw  materials 
used  in  the  assembly  thereof,  for  the 
account  of  Hercules  Powder  Company. 
Inc..  between  the  Allegeny  Ballistics 
Laboratory  at  Pinto.  W.  Va..  near  Cum- 
berland. Md..  on  the  one  hand,  and  on 
the  other,  points  in  Connectlcnit.  Dela- 
ware. Florida.  Maryland.  Michigan,  New 
Jersey.  New  York.  Ohio,  Pennsylvania, 
Tennessee.  Utah.  Virginia.  West  Virginia, 
and  the  District  of  Columbia. 

Note:  Applicant  states  that  M.  I.  Novlck. 
Treasurer  of  Le  Mar  Corporation,  and  a  60 
percent  stockholder,  is  also  Vice  President 
and  Director  of  Novlck  Transfer  Co.,  Inc. 

HEARING:  February  26,  1962,  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington,  D.C,  before  Ex- 
aminer Dallas  Russell. 

No.  MC  123952.  filed  October  2,  1961, 
originally  published  Federal  Recistu  is- 
sue of  December  28.  1961,  republished 
as  reassigned  this  issue.  Applicant: 
RENTAR  TRUCKING,  INC,  89-89  Union 
Turnpike,  Glendale  27,  N.Y.  Applicant's 
attorney:  Arthur  Kaplan.  2  Lafayette 
Street,  New  York  7,  NY.  Previous  notice 
of  filing  of  the  subject  application  cover- 
ing the  transportation  of  such  merchan- 
duse  as  Is  dealt  In  by  retail  (iepartment 
stores,  etc..  between  specified  points  In 
N'jw  York.  New  Jersey.  Connecticut,  and 
Pennsylvania,  assigned  the  application 
for  hearing  January  30.  1962.  at  New 
York.  N.Y..  before  Examiner  Ra3rmond 
V  Sar.  This  republication  advises  of 
tlie  following  change:  ADVANCED 
DATE  OF  HEARING:  January  24.  1962, 
at  346  Broadway.  New  York,  N.Y.  (same 
place),  reassigned  before  Examiner 
Henry  A.  Cocknmi. 
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No.  MC  124072,  filed  November  29, 
1961.  AppUcant:  SEA.  MOTOR,  AIR, 
RAIL.  TRANSPORTATION  COMPANY, 
a  corporation,  810  East  47th  Street,  Chi- 
cago 53,  m.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  (1) 
Lumber:  (a)  between  points  in  Illinois 
on  and  north  of  U.S.  Highway  20,  and 
points  In  New  York.  Connecticut,  Mas- 
sachusetts, Rhode  Island,  and  those  in 
Indiana.  Ohio,  Pennsylvania,  Maryland, 
Delaware,  and  New  Jersey  on  and  north 
of  U.S.  Highway  40;  and  (b)  between 
Sault  Ste.  Marie,  Mich.,  and  points  in 
New  York.  Connecticut,  Massachusetts, 
Rhode  Island,  and  those  in  Indiana, 
Ohio,  Pennsylvania.  Maryland,  and  Del- 
aware on  and  north  of  U.S.  Highway  40. 
(2)  New  furniture  (crated  and  un- 
crated) :  between  Grand  Rapids,  Mich. 
and  points  In  that  part  of  Indiana 
bounded  on  the  east  by  U.S.  Highway  27 
and  on  the  south  by  U.S.  Highway  40, 
including  points  on  said  highway  bound- 
aries, those  in  Missouri  on  and  north  of 
UJB.  Highway  66.  points  in  Kansas,  those 
in  Oklahoma  on  and  north  of  U.S.  High- 
way 66,  those  in  Colorado  on  and  east  of 
VS.  Highway  85,  and  those  in  Nebraska 
and  Iowa  on  and  south  of  U.S.  High- 
way 30.  (8)  New /urniture  (crated) ;  be- 
tween Hammond.  Ind.  and  points  in 
Ohio,  Pennsylvania,  New  York.  Mary- 
land, Delaware,  Massachusetts,  Con- 
necticut and  Rhode  Island.  (4)  Build- 
ing materials  (limited  to  lumber,  plaster, 
cement,  nails,  asbestos  and  siding) ;  be- 
tween Traverse  City,  Mich.,  and  points 
in  Illinois.  Indiana,  Kentucky,  and 
Ohio.  (5)  Mtichinery  parts:  between 
East  Chicago.  Ind..  and  points  in  Ohio, 
Pennsylvania,  Indiana.  Missouri,  Illinois, 
Wisconsin,  and  Michigan. 

HEARING:  March  6. 1962,  at  the  Mid- 
land Hotel,  Chicago,  111.,  before  Examiner 
Gordon  M.  Callow. 

No.  MC  124094,  filed  December  14. 1961. 
AppUcant:  ROBERT  BAKER  BAYLES, 
Box  102,  Bluemont,  Va.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
tranqiMrting:  Household  goods  between 
points  in  Maryland.  Virginia,  West  Vir- 
ginia, and  the  District  of  Columbia. 

HEARING:  February  21,  1962,  at  the 
OfBces  of  the  Interstate  Commerce  Com- 
mission, Washington,  D.C,  before  Ex- 
aminer Laurence  E.  Masoner. 

No.  MC  124105,  filed  December  18. 
1961.  AppUcant:  BAGGETT  BULK 
TRANSPORT,  INC..  2  South  32d  Street, 
Birmingham  ^.  Ala.  Applicant's  at- 
torney: Harold  O.  Hernly.  1624  Eye 
StreetNW^  Washington  6.  D.C.  Author- 
ity sought  to  CHperate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Cement  and  lime 
and  limestone.  In  bulk  and  in  packages, 
and  ifuuoary  and  Portland  cement,  in 
packages^  from  Longview  (Shelby 
County).  Ala.,  to  points  in  Georgia. 

note:  Apfrflcant  states  It  Is  a  wholly-owned 
subsidiary  of  Baggett  Transportation  Com- 
ply- 

HEARING:  March  5.  1962,  at  the  U.S. 
Cotut  Rooms.  Montgomery.  Ala.,  before 
Joint  Board  No.  157.  or  if.  the  Joint 
Board  waives  Its  right  to  participate. 
before  Examiner  J.  Thomas  Schneider. 
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No.  MC  124107.  filed  December  21. 
1961.  Applicant:  V.  F.  LANASA,  INC. 
1817  East  Franklin  Street.  Richmond. 
Va.  Applicant's  attorney:  Richard  D. 
Obenshain.  Mutual  Building,  Richmond 

19.  Va.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
iiregular  routes,  transporting:  Bananas. 
from  Baltimore.  Md..  to  Norfolk,  Va., 
and  empty  containers  or  other  such  in- 
cidental facilities  (not  specified)  used  in 
transporting  the  above  described  com- 
modities, on  retui'n. 

HEARING:  February  16,  1962.  at  the 
U.S.  Court  RoomsTRichmond.  Va.,  before 
Joint  Board  No.  68. 

No.  MC  124134.  filed  January  3,  1962. 
Applicant:  ALABAMA  TRANSPORT. 
INC.  11700  Shaker  Boulevard.  Cleveland 

20,  Ohio.  Applicant's  attorney:  John 
Andrew  Kundtz.  1050  Union  Commerce 
Building.  Cleveland  14,  Ohio.  Authority 
nought  to  operate  as  a  comTnon  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Cement,  in  bulk  and  in 
bags,  from  the  plant  site  of  the  Lehigh 
Portland  Cement  Company,  at  Tarrant 
City  (Birmingham),  Ala.,  to  points  in 
Oktibbeha  County,  Miss.,  and  rejected 
and  returned  shipments  of  the  above- 
specified  commodity,  on  return. 

Note  :  Applicant  has  pending  contract  car- 
rier authority  In  MC  119008,  therefore,  dual 
operatlbns  may  be  InvolTed.  Common  con- 
trol mny  also  be  Involved. 

HEARING:  March  2,  1962.  at  the  U.8. 
Court  Rooms.  Montgomery,  Ala.,  before 
Joint  Board  No.  14,  or  if,  the  Joint 
Board  waives  its  right  to  participate,  be- 
fore Examiner  J.  Thomas  Schneider. 

MOTOR    carriers   OP    PASSSNCSRS 

No.  MC  1002  (Sub-No.  16),  filed  Jan- 
uary 2.  1962.  AppUcant:  ASBURY 
PARK-NEW  YORK  TRANSIT  COR- 
PORAnON.  275  Broadway.  Keyport." 
N.J.  Applicant's  attorney:  Edward  W. 
CTurrle.  123  Main  Street,  Matawan.  N.J. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Passengers 
and  their  baggage,  in  the  same  vehicle 
with  passengers,  (1)  between  Wall 
Township  and  Matawan  Township.  N.J., 
beginning  at  the  junction  of  New  Jer- 
sey Highway  34  and  Monmouth  County 
Highway  524,  formerly  known  as  Mon- 
mouth County  Highway  19,  in  Wall 
Township,  thence  over  New  Jersey  High- 
way 34  through  Atlantic.  Holmdel,  and 
Marlboro  Townships  to  the  Junction  of 
New  Jersey  Highway  34  and  Lloyd  Road 
in  Matawan  Township,  and  return  over 
the  same  routes,  serving  all  intermediate 
points,  (2)  between  Neptune  Township 
and  Wall  Township.  N.J.,  beginning  at 
the  Junction  of  Main  Street  and  New 
Jersey  Highway  33.  in  Ocean  Grove.  Nep- 
tune Township,  thence  over  New  Jersey 
Highway  33  to  Jimction  New  Jersey 
Highway  S3  and  New  Jersey  Highway  34 
in  Wall  Township,  and  return  over  the 
s£une  routes,  serving  all  intermediate 
points,  and  (3)  between  points  In 
Wall  Township.  N.J..  beginning  at  the 
Junction  of  New  Jersey  Highway  38  and 
the  Garden  State  Parkway  Northbound 
Entrance  Ramp  97  in  Wall  Township, 
thence  over  New  Jersey  Highway  38  to 
the  Junction  of  New  Jersey  Highway  38 
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afld  New  JerMy  Highway  34  In  Wall 
Township,  and  return  over  the  same 
routet,  serving  all  intermediate  points. 

Mors:  Applicant  aUtM  CkMMtal  CltlM 
Ccmctx  Company,  a  H«w  Jersey  corporation, 
la  owned  by  the  aune  atockholdera.  and 
stock  la  held  In  the  aame  proportion  It  also 
operatea  under  the'aame  management 

HEARINQ:  February  19. 1962.  in  Room 
212.  State  Office  Building,  1100  Ray- 
mond Boulevard.  Newark.  N  J  before 
Joint  Board  No.  119. 

No.  MC  1501  (Sub-No  253'.  filed  De- 
cember «.  19«1.  AppUcant:  THE  GREY- 
HOUND CORPORATION.  140  South 
Dearborn  Street.  Chicago  3.  Ill  Appli- 
cant's attorney:  Robert  J  Bernard 
(same  address  as  applicant >  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  regular  routes. 
transporting:  Passengers  and  their 
baggage,  and  express,  netospapers  and 
mail,  m  the  same  vehicle  with  passen- 
gers, between  Ozark,  Ala.,  and  Junction 
U.S.  Highway  231  and  Alabama  Highway 
134  near  Newton.  Ala.;  from  Ozark  over 
unnumbered  County  Highway  to  Its 
JuncUon  with  Alabama  Highway  134. 
thence  over  Alabama  Highway  134  to 
Its  JuncUon  with  U.S.  Highway  231.  and 
return  over  the  same  route,  serving  all 
intermediate  points. 

HEARINQ:  March  1.  1962,  at  the  US 
Court  Rooms.  Montgomery.  Ala  .  before 
Joint   Board   No.    100,   or    if   the   Joint 
Board   waives  its   right   to   participate. 
before  Examiner  J.  Thomas  Schneider 

No.  MC  3647  (Sub-No.  316>,  filed  De- 
cember 6.  1961  Applicant :  PUBUC 
SERVICE  COORDINATED  TRANS- 
PORT, a  corporation.  180  Boyden  Ave- 
nue. Maplewood.  N.J.  Applicant's  attor- 
ney: Richard  Pryllng  (same  address  as 
applicant)  Authority  sought  to  operate 
as  a  commcm  carrier,  by  motor  vehicle, 
over  regular  routes,  transporting:  Pas- 
sengers and  their  haogage.  and  express 
and  newspapers  in  the  same  vehicle  with 
passengers,  between  Junction  New  Jer- 
sey Highway  34  and  New  Jersey  Highway 
79.  Matawan  Borough.  N.J..  and  Junction 
New  Jersey  Highway  34  and  Lloyd  Road. 
Matawan  Township.  N.J.:  from  junction 
New  Jersey  Highways  34  and  79.  over 
New  Jersey  Highway  34  to  junction  Lloyd 
Road,  and  return  over  the  same  route. 
serving  all  intermediate  points. 

HEARING:  February  19,  1962  at  the 
State  OfBce  Building,  Room  212.  1100 
Raymond  Boulevard.  Newark.  N  J  .  be- 
fore Joint  Bosurd  No.  119. 

No.  MC  3647  (Sub-No.  317'.  filed  De- 
cember 7,  1961.  Applicant:  PUBLIC 
SERVICE  COORDINATED  TRANS- 
PORT, a  corporation,  180  Boyden  Ave- 
nue, Maplewood.  N.J.  Applicant's  attor- 
ney: Richard  Pryllng.  Public  Service  Co- 
ordinated Transport,  Law  Department. 
180  Boyden  Avenue,  Maplewood,  N.J. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  regular 
routes,  transporting:  Passengers  and 
their  baggage,  and  express  and  news- 
papers, in  the  same  vehicle  with  pas- 
sengers. (1)  Between  Howell  Township. 
N.J.,  and  Lakewood  Township,  N.J.,  as 
follows:  Prom  junction  U.S.  Highway  9 
and  Aldrich  Road,  Howell  Township, 
N.J..  over  Aldrich  Road  to  junction  of 
New  Prospect  Road.  Jackson  Township. 
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N  J.,  thence  over  New  Prospect  Road  to 
junction  County  Line  Road.  Lakewood. 
N.J..  thence  over  County  Line  Road  to 
junction  of  U.S.  Highway  9  (Madison 
Avenue),  Lakewood.  NJ.  and  return 
over  the  same  route,  .serving  all  inter- 
mediate points:  and  i2'  Within  Jackson 
Township.  N.J..  as  follows  From  junc- 
tion Aldnch  Road  and  New  Prospect 
Road.  Jackson  Township,  N  J  ,  over  Ben- 
netts Mills-Hyson  Road  and  Bennetts 
Mills-VanhisevUle  Road  to  junction 
Cooks  Bridge  Road,  thence  over  Cook.s 
Bridge  Road  to  junction  Hope  ChaptM 
Road,  thence  over  Hope  Chapel  Road  to 
junction  Lakewood-Ncw  Egypt  Road 
•  County  Road  528'.  Jackson  Township, 
N  J  .  and  return  over  the  same  route 
serving  all  intermediate  points 

HEARING  February  16,  1962.  at  the 
State  Offlce  Building.  Room  212,  1100 
Raymond  Boulevard.  Ntmark  NJ  br- 
foip  Joint  Board  No   119 

Application  fok  Brokerage  License 

No  MC  12776,  filed  October  27  1961 
Applicant:  NEVADARAMA.  INC,  181 
OPairell  Street.  San  Francisco,  Cahf 
For  a  licen.se  -  BMC  5  •  to  engage  m  oper- 
ations as  a  broker  at  San  Fiancisco.  San 
Jose,  Sacramento.  Stockton  and  Oakland 
Calif.:  in  arranging  for  the  transporta- 
tion by  motor  vehicle  in  interstate  or 
foreign  commerce  of  Passengers,  both  as 
individuals  and  groups,  in  round-trip  and 
charter  all-expense  conducted  pack- 
a'lf'  ■  tours,  between  points  in  California 
and  Nevada. 

HEARING  February  12  1962.  at  the 
New  Mint  Buildin?.  133  Hermarui  Street, 
San  Fiancisco.  Calif.,  before  Joint  Board 
No  75.  or.  if  the  Joint  Board  waives  its 
rmht  to  paitinpate  l)eforf  Examiner  F 
Roy  Linn 

A!Pl.ICAT10NS   IN   WHKH   HANDLING   WITH- 
OUT Oral  Hearing  Is  Requested 

'    motor  CARRIERS  OF  PROPERTY 

No  MC  10928  'Sub-No  43  ,  fllrd  Jan- 
uaiy  2,  1962.  Applicant:  SOUTHKRN 
PLAZA  EXPRESS.  INC  .  P  O  Box  10572 
Dallas  7.  Tex  Applicants  attorney: 
Reagan  Sayers.  Century  Life  Building. 
Fort  Worth  2,  Tex  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  regular  routes,  tran.sport- 
ing:  General  commodities  i except  those 
of  unusual  value.  Classes  A  and  B  ex- 
plosives, household  goods  as  defined  by, 
the  Commission,  commodities  in  bulk, 
commodities  requiring  special  equip- 
ment and  those  injurious  or  contaminat- 
ing to  other  lading  ' .  (1 '  serving  the  site 
of  the  Rice  University  Research  Center 
located  near  Houston,  Tex  .  as  an  off- 
route  point  in  connection  with  appli- 
cant's authorized  regular-route  opera- 
tions between  Houston  an^  Texas  City. 
Tex  .  and  (2>  from  the  intersection  of 
U.S.  Highway  75  and  Farm -to -Market 
Road  528.  thence  over  Paim-to-Market 
Road  528  to  the  Rice  University  Research 
Center;  alternate  routes,  from  the  in- 
tersection of  U.S.  Highway  75  with  Spen- 
cer Highway,  Genoa-Red  BlulT  Road, 
Kirby  Road,  and  Parm-to-Market  Road 
528,  thence  over  above-specified  high- 
ways and  roads  to  the  Rice  University 
Research  Center,  and  return  over  the 
same    routes,    serving    no    intermediate 


points  ai\d  coordinating  the  service  with 
that  rendered  under  other  authority 
held  by  applicant. 

NoTv      ConinkDii   iMiitrol   m«\    be   l;,\  .1\<<I 

No  MC  41849  (Sub-No  13).  Janu- 
ary 8.  1962  Applicant:  KEIGHTLEY 
BROS  .  INC  .  1601  South  39th  Street.  St 
Louis.  Mo  Applicant's  attorney:  Ernest 
A  Brooks  II.  1311-12  Ambassador  Build- 
ing. St  Louis  1,  Mo  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Bulk  commodities  "except  petroleum 
pioducts  and  cement) .  between  points  in 
ilie  St  Louis.  Mo -East  St.  Louis.  II! 
Commercial  Zone  as  dellned  by  the 
C'ommi.ssion 

No     MC    66562    'Sub-No     1870'.   ni"d 
January  9.  1962      Applicant:  RAILWAY 
EXPRESS  AGENCY.  INCORPORATED 
J19  East  42d  Street,  New  York  17,  NY 
Applicant's  attorney     William  H    Marx 
'.•>ame  address  as  applicant).    Authority 
sought  to  operate  as  a  common  earner 
by   motor    vehicle,   over   regular   routes 
transporting:       General      commoditte>- 
moving  m  express  service,  between  Ham- 
mond.   I.a  .    and    Bogalu.sa.    La.,     from 
Hammond    over    US     Highway    190    to 
Covington.   La.,   thence   over   Loui.-.iana 
Highway  21  to  Bogalusa.  and  return  ovt  r 
the  same  route,  serving  the  intermediate 
point  of  Covington,  La.    RESTRICTION 
Tlie  service  to  be  performed  will  be  limit- 
ed to  that  which  is  auxiliary  to  or  sup- 
plemental  of   express   service,   and   the 
shipments  transported  by  applicant  will 
bo  limited  to  those  moving  on  a  through 
bill  of  lading  or  express  receipt,  coverinu, 
m  addition  to  the  motor  carrier  mov«^- 
ments    by    applicant,    an    immediately 
prior     or    an     immediately     subsequent 
movemrnt  by  rail  or  air 

No  MC  86687  (Sub-No  64'.  filed 
■Tanuarv  2.  1962  Applicant:  SEABOARD 
AIR  LINE  RAILROAD  COMPANY,  a 
i()rp<5ration.  3600  West  Broad  Street 
Richmond,  Va  Applicant's  attorney 
Wilkes  C  Robinson  (same  address  as 
applicant'  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  rep.ular  routes,  transporting:  Gen- 
eral commodities,  d)  between  junction 
US  Highway  17  and  South  Carolina 
Hiuhway  41;  from  junction  U.S.  High- 
way 17  and  South  Carolina  Highway 
41.  thence  over  U.S.  Highway  17  to 
Georgetown.  S.C  .  and  return  over  the 
same  route,  serving  no  intermediate 
|X))nts.  as  an  alternate  route  for  operat- 
ing convenience  only  in  connection  with 
applicant's  regular-route  operations,  and 
'2'  between  junction  US  Highways  521 
and  17A  and  junction  U.S.  Highway  17A 
and  South  Carolina  Highway  41;  from 
junction  US  Highways  521  and  17A. 
thence  over  U.S.  Highway  17A  to  junction 
with  South  Carolina  Highway  41.  and 
return  ovA  the  same  route,  serving  no 
intermediate  points,  as  an  alternate  route 
for  operating  convenience  only  in  con- 
nection with  applicant's  regular-route 
operations. 

No.  MC  107496  (Sub-No.  222',  filed 
January  2,  1962.  Applicant:  RUAN 
TRANSPORT  CORPORATION.  408 
Southeast  30th  Street,  Des  Moines,  Iowa. 
Applicant's  attorney:  H.  L.  Pabritz  (same 
address  as  applicant) .    Authority  sought 
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to  operate  as  a  ccmmon  carrier,  by  motor 
vehicle,  over  Irregular  routes,  tranaport- 
ing :  Petroleum  products,  in  bulk.  In  tank 
vehicles,  from  Albany,  III.,  and  pdnts 
within  five  (5)  miles  thereof  to  points  In 
Iowa.  I 

NoTi:  Applicant  states  It  U  whoUy  ownad 
by  John  Ruan.  AppUcant  controls  and  owns 
all  of  the  outatandlng  capital  stock  of 
IlUnola-Ruan  Transport  Corporation,  an 
nilnoLa  corporation,  which  alao  oporatcs  as 
a  common  carrier  by  motor  vehicle  In  Inter- 
state commeroe  for  the  transportatloii  of 
petroleum  and  other  products.  In  bulk. 

No.  MC  109637  (Sub-No.  198).  filed 
January  8.  1962,  Applicant:  SOUTH- 
ERN TANK  LINES.  INC,  4107  Bells 
Lane,  Louisville  11.  Ky.  Applicant's 
representative:  H.  N.  Nunnally  (same 
address  as  ai^Ilcant).  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  tranmwrt- 
ing:  Asphalt  and  asphalt  products,  in 
bulk,  in  tank  vehicles,  from  Bowling 
Green.  Ky.,  to  points  in  Tennessee  (ex- 
cept Nashville,  Tenn.,  and  points  within 
10  miles  thereof). 

No.  MC  112750  (Sub-No.  91).  filed 
January  3,  1962,  Applicant:  ARMORED 
CARRIER  CORPORATION,  223-17 
Northern  Boulevard.  Bayslde.  N.Y.  Ap- 
plicant's attorney:  James  K.  Knudson, 
1821  Jefferson  Place  NW.,  Washington, 
DC.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (1)  Ex- 
posed and  processed  film  and  prints, 
complimentary  replacement  film,  and 
t;ictdenfai  dealer  handling  supplies  and 
advertising  literature  (excluding  motion 
picture  film  used  primarily  for  com- 
mercial theatre  and  television  exhibi- 
tion)— (a)  between  Boston,  Mass.,  on 
the  one  hand,  and  on  the  other,  points  in 
Grafton,  Merrimack,  Belknap,  Cheshire, 
and  Sullivan  C?ounties.  N.H.,  under  con- 
tract with  Eastman  Kodak  Company; 
and  (b)  between  Portland.  Maine,  on 
the  one  hand,  and  on  the  other,  points  in 
Strafford,  Rockingham.  Hillsboro.  Merri- 
mack, Keene.  and  Sullivan  Counties. 
N  H.,  imder  contract  with  Blcknell  Photo 
Service  of  Portland,  Maine.  (2)  Sates 
audit  media,  consisting  of  charge  sales 
tickets,  cash  sales  tickets,  charge  credit 
sales  tickets,  refund  slips,  cash  register 
tapes,  application  forms  and  accompany- 
ing documents,  between  Providence,  RJ., 
on  the  one  hand,  and  on  the  other,  points 
in  Middlesex.  E^ssex  and  Bristol  Counties. 
Mass.,  under  contract  with  Cherry  ft 
Webb  Company  of  Providence,  R.I. 

No.  MC  113959  (Sub-No.  2).  filed  Jan- 
uary 8,  1962.  Applicant:  LEMMON 
TRANSPORT  COMPANY,  INCORPO- 
RATED, P.O.  Box  580,  Marion,  Va.  Ap- 
plicant's attorney:  Harry  C.  Ames,  Jr., 
Transportation  Building.  Washington  6, 
DC.  Authority  sought  to  ajp&n,t6  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  tran^x>rting :  Rotodome 
units,  from  Marion.  Va..  to  Bethpage 
I  Nassau  County)  and  Peconic  (Suffolk 
County).  Long  Island,  N.Y..  and  Brf- 
mont,  Calif. 

NoTK ;  ApftUcant  holda  common  carrier  au- 
thority In  MC  107544  and  Suba  thereunder. 

No.  MC  123992  (Sub-No.  1)  (Sd  COR- 
RECTION) .  filed  November  15.  isei.  re- 
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published  m  corrected  in  the  Fkderal 
Rnzam,  lame  of  December  20, 1961,  two 
words  repubUdied.  as  corrected,  this 
issue.  Applicant:  SCHWERMAN  CO. 
OP  PA..  INC..  620  South  29th  Street, 
Milwaukee  46.  Wis.  Applicant's  at- 
tomegr:  James  R.  Zlperdcl  (same  address 
as  applicant) .  Application  as  previously 
republished  in  the  Federal  Register, 
issue  of  December  20,  1961,  is  corrected 
in  two  places  as  follows: 

1.  In  line  32  (third  column)  the  word 
printed  as  "Monogalia"  is  corrected  to 
read  "Monongalia". 

2.  In  line  26  (third  column)  the  last 
word  printed  as  "Writ"  is  corrected  to 
read  "Wh<". 

No.  MC  124079  (CLARIFICATION), 
filed  December  5. 1961,  published  Federal 
RiGunit  Issue  of  December  20.  1961, 
clarified  December  29,  1961.  and  repub- 
lished, as  clarified,  this  issue.  Applicant : 
JACK  BOWER,  doing  business  as  BOW- 
ER'S TOWING,  376  East  Cuyahoga  Falls 
Arentie,  Akron,  Ohio,  Applicant's  at- 
torney: Harold  M,  Wilson,  First  National 
Tower,  Akron,  Ohio.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  orer  irregular  routes,  transport- 
ing: (1)  Any  motor  or  other  highway 
vehietet  designed  for  general  highway 
transportation,  which  are  dead,  wrecked. 
disdbMl.  abandoned,  repossessed,  stolen 
and  embenled,  with  and  without  cargo, 
by  wneker  equipment  only,  (2)  dollies. 
where  said  vehicles  are  in  such  condition 
that  the  Tehlde  cannot  be  towed  and  (3) 
replacement  vehicles  and  equipment  for 
wrecked  and  disabled  vehicles,  by 
wrecker  service  only,  between  points  in 
Medina,  Portage,  Stark,  Summit,  and 
Wayne  Counties,  Ohio,  on  the  one  hand, 
and.  on  the  other,  points  in  Indiana, 
Kentucky,  Michigan,  Peimsylvania,  and 
West  Virginia. 

Non:  AppUcant  states  that  the  proposed 
operation  ts  restricted  to  exclude  vehicles  of 
the  armed  services  or  fcxtsea  shipped  by  the 
Unttsd  Statss  Gorernment,  by  wrecker  aerv- 
lea  only.  Tlaa  purpose  of  this  republication 
Is  to  substltuts  the  above  restriction  In  lieu 
of  the  restriction  previously  published. 

MOTOR   CARRIERS    OF    PASSENGERS 

No.  MC  45626  (Sub-No.  46),  fUed 
January  5, 1962.  Applicant:  VERMONT 
TRANSIT  CO.,  INC.,  135  St.  Paul  Street. 
Burlington,  Vt.  Applicant's  attorney: 
L.  C.  Major.  Jr.,  2001  Massachusetts 
Avenue  NW..  Washington  6.  D.C.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  regular 
routes,  transporting:  Passengers  and 
their  baooage,  and  express  and  news- 
papers in  the  same  vehicle  with  passen- 
gers, in  special  operations,  including  the 
right  to  tack  or  Join  intersecting  routes 
over  which  carrier  is  presently  author- 
ised to  openJte;  Between  westerly  Junc- 
tion New  York  Highways  7  and  22  and 
Junetkiii  Vermont  Highway  346  and  \JB. 
mgfawaj  7.  from  westerly  Junction  New 
York  Highways  7  and  22,  over  New  York 
Highway  22  to  Junction  New  York  High- 
way 346,  thence  over  New  York  Highway 
U6  to  the  New  York- Vermont  State  line. 
thence  over  Vermont  Highway  346  to 
Junction  UJ3.  Highway  7,  and  return 
over  the  aame  route,  serving  all  inter- 
mediate potata. 
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Note:  Applicant  states  It  presently  holds 
rcg^ular  route  authority  over  other  routas 
author ialng  and  permitting  operations  be- 
tween the  terminal  points  of  the  route 
applied  for.  Applicant  also  atates  that  the 
route  applied  for  la  being  sought  by  iH;>pll- 
cant  primarily  in  order  to  permit  It  to  im- 
prove its  existing  routes  for  eervlce  to  and 
from  the  new  Pownal,  Vermont,  Etace  Track 
which  la  presently  under  construction  on 
UJ3.  Highway  7  near  the  village  of  Pownal, 
Vt. 

No.  MC  119098  (Sub-No.  2),  filed  De- 
cember 27,  1961.  Applicant:  SMITH 
BUS  SERVICE,  INC.,  302  York  Street. 
Manchester.  Md.  Applicant's  repre- 
sentative: Donald  E.  Pre«nan.  97  Union- 
town  Road,  Westminster.  Md.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  regular 
routes,  transporting:  Passengers  and 
their  baggage  in  the  same  vehicle  with 
passengers,  between  Hanover,  Pa.,  and 
Upperco-Fowblesburg.  Md.:  from  Han- 
over, Pa.,  over  Pmnsylvania  Highway  94 
to  the  Maryland-Pennsylvania  state  line, 
and  thence  over  Maryland  Highway  30 
to  Upperco  (Arcadia) -Fowblert>urg.  Md., 
and  return  over  the  same  route,  serving 
the  intermediate  points  of  Bandanna 
and  State  Line,  Pa.,  and  Melrose.  Man- 
chester, Greenmotmt,  and  Hampstead, 
Md. 

No.  MC  123082  (Sub-No.  2) ,  filed  De- 
cember 26,  1961.  Applicant:  PEOPLES 
TRANSIT  COMPANY.  INC..  Prostburg, 
Md.  Applicant's  representative:  Donald 
E.  Freeman.  97  Uniontown  Road.  Box  24. 
Westminster.  Md.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  regular  routes,  transport- 
ing: Passengers  and  their  baggage,  in 
the  same  vehicle  with  passengers,  be- 
tween Cumberland,  Md.,  and  Piedmont, 
W.  Va.:  from  Cumberland  over  U£. 
Highway  40  to  Frostburg.  Md..  thence 
over  Maryland  Highway  36  to  the  Mary- 
land-West Virginia  state  line  (and  Pied- 
mont city  line),  and  return  over  the 
same  route,  serving  the  intermediate 
points  of  Lavale.  Eckhart  Mines,  Frost- 
burg. Borden-Shaft,  Midland,  Lonactm- 
ing.  Pekin,  Moscow.  Barton,  Franklin, 
and  Westemport,  Md. 

NoTx:  Applicant  states  that  It  holda  au- 
thority from  the  Maryland  PubUc  Service 
Commission  to  serve  the  same  route  and 
Intermediate  points  in  Intrastate  transpor- 
tation. 

Applications  Under  Sections  5  and 
210a(b) 

The  following  applications  are  gov- 
erned by  the  Interstate  Commerce  Com- 
mission's special  rules  governing  notice 
of  filing  of  applications  by  motor  carriers 
of  propterty  or  passengers  under  section 
5(a)  and  210a(b)  of  the  Interstate  Com- 
merce Act  and  certain  other  proceedings 
with  respect  thereto  (49  CFR  1.240) . 

MOTOR  CARRIERS  OP  PROPERTY 

No.  MC-F-7978  (correction)  (SHAM- 
ROCK VAN  LINES.  INC.— PURCHASE— 
LaGRETA  LOWMAN  REELY)  published 
in  the  Jantiary  4.  1962.  issue  of  the  Fed- 
eral Register  on  page  67.  The  vendee's 
name  SHAMROCK  VAN  LINES.  INC., 
was  incorrectly  shown  as  Southern  Tank 
Lines,  Inc. 

No.  MC-F-8012  (MIDWEST  EMERY 
FREIGHT        SYSTEOI,        INC. — PUR- 
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CJHASE— INDEPENDENT  TRUCKERS 
INC.  (EDWARD  O.  OARVEY.  TRUS- 
TEE) ,  published  in  the  December  6.  1961 , 
issue  of  the  PnnAL  Rigistzr  on  page 
1 1708  Supplement  filed  January  8, 1962. 
to  show  Joinder  of  MIDWEST  TRANS- 
FER COMPANY  OP  ILLINOIS.  7000 
South  Pulaski  Road,  Chicago.  lU..  as 
party  sM?pUcant  (together  with  MILTON 
D.    RATNER).    as    parties    controlling 

vendee. 

No  MC-F-8034  (correction*  <H  W. 
TAYNTON  CO..  INC.— PURCHASE- 
ITHACA  TRANSPORTATION  SERV- 
ICE, INC.) .  published  in  the  January  10. 
1M2.  Issue  of  the  Federal  Rsgister.  AP- 
PLICATION SHOULD  HAVE  BEEN 
SHOWN  AS  A  MERGER  IN  LIEU  OP 
PURCHASE. 

No  MC-F-8038.    Authority  sought  for 
purchase  by  EAZOR  EXPRESS.  INC..  15 
26th  Sti«et.  Pittsburgh  2.  Pa.,  of  the  op- 
erating rights  and  property  of  NORTH- 
WESTERN TRANSFER  CO..  134  North 
Young  Street.  Milwaukee  1.  Wis.,  and  for 
acquisition  by  THOMAS  EAZOR.  also  of 
Pittsburgh.  Pa.,  of  control  of  such  rights 
and  property  through  the  purchase.    Ap- 
plicant's attorneys:    Axelrod,  Goodman, 
and  Steiner,  39  South  La  Salle  Street. 
Chicago  3.  111.,  and  James  F.  Flanagan. 
Ill  West  Washington  Street.  Chicago.  111. 
Operating    rights   sought   to   be    trans- 
ferred:   General  commodities,  excepting, 
among  others,  commodities  in  bulk,  but 
not    excepting    household    goods,    as    a 
common  carrier  over  regular  routes  be- 
tween Milwaukee.  Wis.,  and  Chicago.  111., 
serving  all  intermediate  and  certain  off- 
route  points;  and.  general  commodities. 
excepting,     among     others,     household 
goods  and  commodities  in  bulk,  over  ir- 
regular routes   between   points  in  Mil- 
waukee County.  Wis.,  and  between  Mil- 
waukee. Wis.,  on  the  one  hand,  and.  on 
the  other,  points  in  Waukesha  County. 
Wis.    Vendee  is  authorized  to  operate  as 
a  common  carrier  in  Pennsylvania.  New 
York,  Illinois,  Indiana,  New  Jersey,  Ohio, 
and  West  Virginia.    Application  has  been 
filed  for  temporary  authority  under  sec- 
tion 210a(b). 

No.  MC-P-8039.    Authority  sought  for 
purchase  by  ARTHUR  W.  SORENSEN. 
an  individual,  doing  business  as  SOREN- 
SEN   TRANSPORTATION    COMPANY, 
Old  Amity  Road.  Bethany.  Conn.,  of  a 
portion  of  the  operating  rights  of  H  &  B 
FREIGHTWAYS.      INC       (JOHN      H 
KRICK.     TRUSTEE).     Totoket     Road. 
North  Branford,  Conn.    Applicants'  at- 
torneys:   Reubin  Kaminsky.  410  Asylum 
Street.  Hartford.  Conn.,  and  Gerald  W. 
Brownstein.    157    Church    Street.    New 
Haven.  Conn.     Operating  rights  sought 
to  be  transferred:    Groceries  and  pack- 
inghouse products,  as  a  common  carrier 
over  regular  routes  from  New  York.  N.Y  . 
to  Hartford,  Conn.,  serving  certain  in- 
termediate and  off-route  points,  and  gen- 
eral commodities,  excepting,  among  oth- 
ers, household  goods  and  commodities  in 
bulk  over  irregxilar  routes  between  New 
Haven.  Conn.,   on  the  one   hand.   and. 
on  the  other.  Momauguin.  Morris  Cove. 
Lighthouse  Point.   Short  Beach.   Silver 
Sands,  Double  Beach.  Stony  Creek,  and 
Guilford,  Conn.     Vendee  is  authorized 
to  operate  as  a  common  carrier  in  New 
Jersey,  Massachusetts,  Connecticut,  Del- 
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aware.  Maryland,  Pennsylvania,  and 
New  York.  Application  has  been  filed  for 
temporary  authority  under  section 
■JlOa'b'. 

No.  MC-F-8040.  Authority  sought  for 
purchase  by  HENRY  SCHMAELZLE.  an 
individual,  doing  business  as  HENRY 
SCHMAELZLE  TRANSPORTATION,  148 
Davenport  Avenue.  New  Haven.  Conn.. 
of  a  portion  of  the  operating  rights  of 
H  &  B  FREIGHTWAYS.  INC  (JOHN  H 
KRICK.  TRUSTEE).  Totoket  Road. 
North  Branford.  Conn.  Applicants'  at- 
torneys: Reubin  Kaminsky,  410  Asylum 
Street.  Hartford.  Conn.,  and  Gerald  W. 
Brownstein.  157  Church  Street.  New 
Haven.  Conn.  Operating  rights  sought 
to  be  transferred:  Scrap  metals,  as  a 
common  carrier  over  irregular  routes  be- 
tween points  in  Connecticut,  on  the  oii^ 
hand.  and.  on  the  other.  New  York.  NY.. 
Philadelphia,  Pa.,  and  points  In  New  Jer- 
sey. Vendee  holds  no  authority  from 
this  Commission.  Application  has  been 
filed  for  temporary  authority  under  .sec- 
tion 210a(b). 

No.  MC-F-8041.    Authority  sought  for 
control  by  TRANSCONTINENTAL  BUS 
SYSTEM.  INC..  315  Continental  Avenue. 
Dallas  7.  Tex.,  of  CONTINENTAL  DIS- 
PATCH. INC.,  425  Bolton  Avenue,  Alex- 
andria. La.    Applicants'  attorney:  War- 
ren   A.    Goff.   315   Continental   Avenue. 
Dallas  7,  Tex.    Operating  rights  souKht 
to  be  controlled:   Authority  applied  for 
under  applications  filed  August  18.  1961. 
in    Docket    Nos.    MC-123883    and    MC- 
123883  Sub  1.  to  transport  as  a  comrnon 
carrier  over  irregular  routes,  commer- 
cial papers,  documents  and  icritten  in- 
struments, ordinarily  used  in  banks  and 
banking  institutions,  destined  to  or  orig- 
inating at  banks  or  banking  institutions 
'excluding    coins,    currency,    negotiable 
securities,  stationary  and  supplies  >,  be- 
tween points  In  Arkansas,  those  in  Mi.s- 
sissippi  on  and  north  of  U.S.  Highway 
80.   those  in  Missouri  on  and  south  of 
Missouri  Highway  84.  on  the  one  hand, 
and.  on  the  other.  Memphis.  Tenn  .  and 
between  points  in  Rapides  Parish.  La., 
pajnts  In  Louisiana  on  and  east  of  Lou- 
isiana Highway  19  from  the  Louisiana 
Mississippi  State  Line  to  Baton  Rouge. 
La.    thence    from    Baton    Rouge    over 
Louisiana  Highway  1  to  the  Gulf  of  Mex- 
ico, points  in  Mississippi,  on  and  south 
of  U.S.  Highway  80,  points  In  Baldwin 
and   Mobile  Counties.  Ala.,  and  Pensa- 
cola.  Pla.,  on  the  one  hand.  and.  on  the 
other.  New  Orleans,  La      TRANSCON- 
TINENTAL BUS  SYSTEM.  INC  .  is  au- 
thorized to  operate  as  a  common  carrier 
in  Illinois.  Missouri.  Kansas.  California. 
New  Mexico.  Colorado.  Texas.  Oklahoma. 
Utah.   Arizona.   Nevada.   Nebraska.   Ar- 
kansas,  Louisiana.   Indiana,   and   Iowa 
Application  has  not  been  filed  for  tem- 
porary authority  under  section  210a<b>. 
No.  MC-P-8042.    Authority  sought  far 
purchase    by   PAUL   E.    MERRILL,    an 
individual,  doing  business  as  MERRILL 
TRANSPORT  CO..   1037  Forest  Avenue. 
Portland.  Maine,  of  the  operating  rights 
and  property  of  CLESS  G.  DAVIS,  an 
individual,    doing    business    as    QUEEN 
CITY     TRANSPORTS.      179     St.     Paul 
Street.  Burlington.  Vt      Applicant's  at- 
torney: Francis  E.  Barrett.  Professional 
Building.  25  Bryant  Avenue.  East  Milton 


86,  Mass.  Operating  rights  sought  to 
be  transferred:  Petroleum  products,  in 
bulk,  in  tank  vehicles,  as  a  common 
carrier  over  Irregular  routes,  from  South 
Portland,  Maine,  Troy.  NY.,  and  points 
within  20  miles  of  Troy,  to  points  in  Ver- 
mont, traversing  New  Hampshire  for 
operating  convenience  only;  from  Fort 
Edward.  Whitehall,  and  Montcalm  Land- 
iiig  (about  two  miles  south  of  Tlcon- 
deroga.  NY).  NY.,  to  certain  points  in 
Vermont;  and  from  Burlington.  Vt  .  to 
points  In  Coos  and  Grafton  Counties. 
N  H.  Vendee  Is  authorized  to  operate  as 
a  common  carrier  in  Maine.  New  Hamp- 
.shire.  Rhode  Island,  and  Massachusetts 
Application  has  been  filed  for  tempo- 
rary authority  under  section  210a(b> 

No  MC-F-8043     Authority  sought  for 
purchase  by  R.  L    JEFFRIES  TRUCK- 
ING CO  .  INC.,  1020  Pennsylvania  Street 
Evansville  1,  Ind  .  of  the  operating  right.s 
of  ECK  MILLER  CONTRACT  CO..  INC 
1125    Sweeney    Street.    Owensboro.    Ky 
and  for  acquisition  by  R.  L.  JEFFRIES, 
3015    Hartig    Avenue.    Evansville.    Ind 
C    R.    JEFFRIES.  4209  Jennings  Lane. 
Evansville.   Ind  .   and  O    E.   JEFFRIES. 
2928  Hartig  Avenue.  Evansville.  Ind  ,  of 
control  of  such  rights  through  the  pur- 
chase     Applicants'  attorney:  Ernest  A 
Brooks    II.    1311    Ambassador    BuildiUK, 
St  Louis  1.  Mo     Operating  rights  souphl 
to  be  transferred:  Sxich  commodities  as 
require  the  use  of  special  equipment  by 
reason  of  size  or  weight,  but  not  includ- 
ing motor  vehicles,  as  a  common  carrier 
over    irregular    routes,    from    points    in 
Ohio.   Indiana.   Illinois.   Missouri.  Ten- 
nessee. Virginia,  West  Virginia,  and  the 
lower  Peninsula  of  Michigan,  to  points 
in   Indiana,    and   Kentucky   within    150 
miles    of     Owensboro.     Ky..     IncludiiiK 
Owensboro;    RESTRICTIONS:    d'    The 
.service    authorized    above    is    restricted 
against  the  transportation  of  traffic  mo\  - 
mg  between  any  two  points  both  of  whicl) 
are  In  Indiana,  and  (2)  the  above-speci- 
fied authority  may  not  be  joined  with 
any  of  the  other  authority  granted  here- 
in for  the  purpose  of  rendering  through 
service ;  such  commodities  as  require  the 
use  of  .special  equipment  by  reason  of 
size  or  weight,  and  parts  thereof,  when 
moving   in   connection  therewith,   from 
points    in    Indiana.    Illinois,    Kentucky, 
and    Tennessee    within    150    miles    of 
Owensboro.  Ky..  to  points  In  Ohio,  In- 
diana. Illinois,  Missouri.  Tennessee.  Vu- 
tiinia.    West    Virginia,    and    the    lower 
Peninsula  of  Michigan,  and;  oil  ivell  and 
mine    machinery,    pipe,    and    supplies. 
between  points  In  Indiana.  Illinois,  Ken- 
tucky, and  Tennessee  within  200  miles 
of  Owensboro.  Ky..  on  the  one  hand.  and. 
on  the  other,  points  In  Indiana.  Illinois. 
Kentucky.    Tennessee.    Mississippi,    and 
Georgia;  and  between  points  within  35 
miles   of   Owensboro.   Ky..   on   the    one 
hand.  and.  on  the  other,  points  in  West 
Virginia.     Vendee  is  authorized  to  op- 
erate as  a  common  carrier  In  Indiana. 
Illinois.  Kentucky.  Alabama.  Arkansas, 
Florida.  Georgia.  Iowa,  Kansas,  Louisi- 
ana,   Michigan,     Mississippi.    Missouri. 
Nebraska.  Ohio,  Oklahoma,   Tennessee, 
Texas,   West   Virginia,    and    Wisconsin. 
AppUcation  has  not  been  filed  for  tempo-        ' 
rary  authority  under  section  210a(b).        \ 

No.  MC-F-8044.    Authority  sought  for 
piircha.se  bv  SUBLER  TRANSFER,  INC.. 
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East  Main  Street.  Versailles.  Ohio,  of  a 
portion  of  the  operating  rights  of  PHILIP 
S.  ZANGHI.  an  Individual,  doing  busi- 
ness as  RED  LINE  TRANSFER  CO.,  2320 
Monumental  Road.  Baltimore,  Md.,  and 
for  acquisition  by  KENNETH  SUBLER, 
BASIL  SUBLER  and  RUBY  SUBLER, 
all  of  Versailles,  Ohio,  of  control  of  such 
1  ights  through  the  purchase.  Applicants' 
attorney:  Taylor  C.  Burneson,  3430  Le 
Veque-Lincoln  Tower,  Colimibus  15. 
Ohio.  Operating  rights  sought  to  be 
transferred:  Agricultural  commodities, 
packing-house  products,  groceries  (ex- 
cept bananas),  and  canned  goods,  as  a 
common  carrier  over  a  regular  route  be- 
tween Baltimore,  Md.,  and  Harrisburg, 
Pa.,  serving  the  intermediate  point  of 
York,  Pa.,  agricultural  commodities, 
packing-house  products,  groceries  (ex- 
cept bananas),  and  canned  goods,  over 
irregular  routes,  from  Baltimore,  Md., 
Harrisburg,  York,  Scranton.  and  Phil- 
adelphia, Pa.,  and  New  York,  N.Y.,  to 
Baltimore,  Md.,  Harrisburg.  York.  Scran- 
ton, Philadelphia,  Pittsburgh,  and 
Wllkes-Barre,  Pa.,  New  York,  N.Y.,  Rich- 
mond, Va..  and  Washington,  D.C.,  traver- 
sing Delaware  and  New  Jersey  for  op- 
erating convenience  only,  bananas,  from 
New  York.  N.Y.,  and  Philadelphia,  Pa., 
to  Harrisburg,  York.  Scranton,  Wllkes- 
Barre.  and  Pittsburgh,  Pa.,  and  bakery 
products,  from  Wllkes-Barre.  Pa.,  to 
Baltimore.  Md.,  and  Washington,  D.C. 
Vendee  is  authorized  to  operate  as  a 
common  carrier  In  Maryland,  Illi- 
nois. Ohio.  Delaware,  New  Jersey. 
Kentucky,  New  York,  Wisconsin.  Penn- 
sylvania. New  Hampshire.  Maine, 
Connecticut.  Virginia,  Nebraska,  Indi- 
ana. West  Virginia,  Massachusetts, 
Rhode  Island,  Minnesota,  Michigan, 
Missouri,  Vermont,  Iowa,  and  the  Dis- 
trict of  Columbia.  Application  has  been 
filed  for  temporary  authority  under  sec- 
tion 210a(bK 

No.  MC-F-8045.  Authority  sought  for 
purchase  by  VON  DER  AHE  VAN  LINES. 
INC  .  4601  Olive  Street,  St.  Louis  8,  Mo.. 
of  the  operating  rights  of  ARCHER  VAN 
LINES.  INC..  2900  South  Main  Street. 
Salt  Lake  City,  Utah,  and  for  acquisition 
by  R  L.  VON  DER  AHE,  also  of  St.  Louis, 
Mo  .  of  control  of  such  rights  through 
the  purchase.  Applicants'  attorney: 
Ernest  A.  Brooks  II,  1301  Ambassador 
Building.  St.  Louis  1.  Mo.  Operating 
rights  sought  to  be  transferred:  House- 
hold goods,  as  a  common  carrier  over 
irregular  routes  between  Julesburg,  Colo., 
and  points  within  75  miles  thereof,  on 
the  one  hand.  and.  on  the  other,  points 
in  Wyoming.  South  Dakota,  Nebraska, 
and  Kansas.  Vendee  is  authorized  to 
operate  as  a  common  carrier  in  48  states 
and  the  District  of  Columbia.  Applica- 
tion has  not  been  filed  for  temporary  au- 
thority under  section  210a(b) . 

No.  MC-F-8047.  Authority  sought  for 
control  by  HOWARD  H.  HOLDCROPT, 
3200  Highway  75  North.  Sioux  City,  Iowa, 
of  PREMIER  TRUCKING  SERVICE 
CO..  2315  East  Fourth  Street.  Sioux  City, 
Iowa.  Applicants'  attorney:  R.  O.  May, 
316  Security  Bank  Building,  Sioux  Falls, 
S.  Dak.  Operating  rights  sought  to  be 
controlled:  General  commodities,  ex- 
cepting, among  others,  household  goods 
and  commodities  in  bulk,  as  a  common 
carrier   over    irregular   routes   between 
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points  in  the  Chicago.  HI.,  Commercial 
Zone,  on  the  one  hand,  and.  on  the  other. 
Sioux  Cl^,  Iowa,  and  Omaha  and  South 
Omaha,  Nebr..  and  paper  boxes,  from 
Morris,  HI.,  to  Des  Moines  and  Sioux  City, 
Iowa,  and  Omaha  and  South  Omaha, 
Nebr.  HOWARD  H.  HOLDCROFT  holds 
no  authority  from  this  Commission. 
However,  he  is  affiliated  with  HOLD- 
CROPT  TRANSPORTATION  COM- 
PANY, 32d  and  Highway  75N.  Box  266, 
Sioux  City,  Iowa,  which  is  authorized  to 
operate  as  a  common  carrier  in  Nebraska, 
Iowa,  Soul^  Dakota,  Missouri,  and  Min- 
nesota. Application  has  not  been  filed 
for  temporai'y  authority  under  section 
210a(b). 

No.  MC-F-8048.  Authority  sought 
for  control  by  THEODORE  EARL 
HAINES.  P.O.  Box  677,  Winchester, 
Va.,  of  THE  J.  P.  BRESUN  TRUCK- 
ING b  TERMINAL  CORPORATION, 
142  West  Ostend  Street,  Baltimore,  Md. 
Applicants'  representative:  Theodore 
Earl  Haines,  P.O.  Box  81,  Winchester, 
Va.  Operating  rights  sought  to  be  con- 
trtdled:  Canned  goods,  dried  fruit,  and 
matches,  as  a  common  carrier  over  ir- 
regidar  routes  between  Baltimore,  Md., 
on  the  (me  hand,  and,  on  the  other, 
points  in  Delaware,  Maryland,  Pennsyl- 
vania, Virginia,  West  Virginia,  and  the 
District  of  Columbia,  within  300  miles 
of  Baltimore.  THEODORE  EARL 
HAINES  holds  no  authority  from  this 
Commission.  However,  he  is  affiliated 
with  THE  J.  AND  L.  LINES.  INC..  P.O. 
Box  677,  Winchester,  Va.,  which  is  au- 
thorized to  operate  as  a  common  carrier 
in  Maryland,  Virginia,  West  Virginia. 
Ohio,  Pennsylvania.  New  York.  North 
Carolina.  South  Carolina,  and  the  Dis- 
trict of  Columbia.  Application  has 
been  filed  for  temporary  authority 
imder  section  210a(b) . 

No.  MO-F-8049.  Authority  sought  for 
purchase  by  E.  B.  OLMSTED  and  NEIL 
B.  OLMSTED,  a  partnership,  doing  busi- 
ness as  OLMSTED  TRANSPORTATION 
COMPANY,  Route  3,  Box  147.  Mt. 
Vernon,  Wash.,  of  a  portion  of  the 
operating  rights  of  HOME  TRANSFER 
L  STORAGE  CO..  1906  Southeast  10th, 
Portland,  Oreg.  Applicants'  attorney: 
George  R.  LaBissoniere,  333  Central 
Building,  Seattle  4,  Wash.  Operating 
rights  sought  to  be  transferred:  Gen- 
eral commodities,  excepting,  among 
others,  household  goods  and  commodi- 
ties in  bulk,  as  a  common  carrier  over 
regular  routes  between  Seattle,  Wash., 
and  Sedro  Woolley,  Wash.,  between 
Mount  Vernon.  Wash.,  and  Deception 
Pass  Bridge.  Wash.,  sei-ving  all  inter- 
mediate and  certain  off-route  points, 
and  over  an  alternate  route  for  operat- 
ing convenience  only,  household  goods, 
over  irregular  routes  between  points  in 
Skagit  County.  Wash.,  on  the  one  hand, 
and,  on  the  other,  points  in  Idaho, 
Oregon,  and  Washington,  and  heavy 
machinery,  between  points  in  Skagit 
County.  Wash.,  on  the  one  hand,  and, 
on  the  oth«*,  points  in  Whatcom.  Sno- 
homish, King,  and  Pierce  Counties. 
Wash.,  and  between  points  in  Skagit 
County.  Wash.  Vendee  holds  no  author- 
ity from  this  Commission,  however,  NEIL 
B.  OLMSTED  AND  E.  B.  OLMSTED  are 
equal   partners  with   ALVIN   ANDER- 
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SON,  doing  business  as  REFRIGER- 
ATED TRUCK  LINES,  Rt.  3,  Box  147, 
Mt.  Vernon,  Wash.,  which  are  author- 
ized to  operate  as  a  common  carrier  in  ' 
Washington.  Illinois,  Iowa.  Michigan, 
Minnesota.  Nebraska.  Utah.  California. 
Wisconsin,  and  Oregon.  Application 
has  not  been  filed  for  temporary  au- 
thority under  section  210a(b). 

No.  MC-F-8050.  Authority  sought 
for  purchase  by  RUAN  TRANSPORT 
CORPORATION,  408  Southeast  30th 
Street,  Des  Moines,  Iowa,  of  the  operat- 
ing rights  and  property  of  DENVER 
CHICAGO  TRANSPORT  COMPANY, 
INC.,  45th  Avenue  at  Jackson  Street, 
Denver,  Colo.,  and  for  acquisition  by 
JOHN  RUAN,  also  of  Des  Moines,  of  con- 
trol of  such  rights  and  property  through 
the  purchase.  Applicants'  attorneys: 
Rex  H.  Fowler.  503  Central  National 
Bank  Building,  Des  Moines.  Iowa,  H.  L. 
Fabritz,  408  Southeast  30th  St..  Des 
Moines,  Iowa,  and  Axelrod,  Goodman, 
and  Steiner,  39  South  La  Salle  Street. 
Chicago  3.  HI.  Operating  rights  sought 
to  be  transferred :  Petroleum  products,  in 
bulk,  in  tank  vehicles,  as  a  common  car- 
rier over  regular  routes  from  Casper  and 
Sinclair.  Wyo.,  and  the  Texas  Company 
refinery,  near  Casper.  Wyo.,  to  points  in 
Colorado,  serving  the  intermediate 
points  on  Colorado  Highway  13  between 
the  Wyoming -Colorado  State  line  and 
Rifle,  Colo.,  including  Rifle.  Colo.,  and 
those  on  U.S.  Highway  6  between  Rifle, 
Colo.,  and  the  Colorado-Utah  State  Uhe; 
the  intermediate  and  off-route  points  in  u 
Dolores,  Montezimia.  La  Plata.  San  Juan. 
Archuleta,  and  Hinsdale  Counties,  Colo., 
and  all  other  intermediate  points  in 
Colorado  which  on  April  7,  1939,  were 
not  served  by  a  standard  guage  railroad, 
restricted  to  delivery  only;  the  inter- 
mediate and  off -route  points  of  Craig, 
Colo.,  and  those  within  two  miles  of  , 
Craig,  and  the  Texas  Company  refiner- 
ies, near  Casper,  Wyo.,  restricted  to 
pick-up  only;  and  the  off-route  point  of 
The  White  Eagle  refinery,  near  Casper, 
Wyo.,  for  pick-up  of  shipments  moving 
via  Durango.  Colo.,  to  points  in  the 
above-named  Colorado  Counties;  liquid 
petroleum  products,  from  Casper,  Wyo., 
to  Den\'er.  Colo.,  serving  the  inter- 
mediate point  of  Berthoud,  Colo.,  re- 
stricted to  delivery  only,  from  Denver, 
Colo.,  to  Laramie,  Wyo.,  and  from  Den- 
ver, Colo.,  to  Evergreen,  Colo.,  serving 
no  intermediate  points,  petroleum  prod- 
ucts, in  bulk,  in  tank  vehicles,  over  reg- 
ular and  irregular  routes,  from  Sinclair, 
Wyo..  and  the  Texas  Company  refinery, 
near  Casper.  Wyo.,  over  irregular  routes 
to  junction  of  the  above -specified  regular 
routes,  thence  over  these  routes  to  junc- 
tion of  certain  specified  routes  in  Colo- 
rado, thence  over  these  routes  to  certain 
points  in  Colorado,  crude  oil,  in  bulk,  in 
tank  vehicles,  over  irregular  routes,  from 
points  in  Logan,  Morgan,  and  Weld 
Coimties,  Colo.,  to  points  in  Wyoming. 
petroleum  products,  in  bulk,  in  tank  ve- 
hicles, from  points  in  Wyoming,  to  points 
in  Colorado  and  South  Dakota,  and  re- 
jected shipments  of  petroleum  products, 
in  bulk,  in  tank  vehicles  from  the  des- 
tination points  described  immediately 
above,  to  points  In  Wyoming,  petroleum 
products,  in  bulk,  in  tank  vehicles,  be- 


496 


NOTICES 


I 
Wednesday,  January  17,  1962 


FEDERAL  REGISTER 


497 


496 

tween  points  in  Colorado,  between  points 
In  Colontdo,  on  the  one  hand.  and.  on 
the  other,  polnta  in  Utah,  from  points 
in  Colorado  to  points  in  Kansas  and 
Nebraska,  from  points  in  Wyoming 
to  points  in  Nebraska,  from  Denver. 
Colo.,  and  Cheyenne.  Wyo  ,  and  points 
within  ten  miles  of  each,  and  from 
the  site  of  the  Texas  Company  refinery, 
near  Casper,  Wyo..  to  points  in  South 
Dakota,  and  from  points  in  Wyoming  to 
points  in  Utah,  v^troleum  and  petroleum 
Itroducts,  in  bulk,  in  tank  vehicles,  from 
points  in  Nebraska  to  points  in  Colorado 
and  Wyoming,  petroleum  and  petroleum 
vrodvcts  (except  crude  petroleum  and 
liquefied  petroleimi  gas> .  in  bulk,  in  tank 
vehicles  from  Sidney.  Nebr..  to  points  in 
South  Dakota,  and  from  Sidney.  Nebr.. 
to  points  in  Kansas,  hydrochloric  acid. 
In  bulk,  in  tank  vehicles,  from  Sterling. 
Colo.,  and  Kimball.  Nebr  ,  to  points  in 
Wyoming,  from  Sterling.  Colo.,  to  points 
in  Nebraska,  and  from  Wichita.  Kan.s  , 
to  Denver,  Colo.,  caitstic  soda,  in  bulk, 
in  tank  vehicles,  from  Wichita.  Kans..  to 
Denver.  Colo.,  and  Cheyenne.  Wyo.,  and 
from  the  plant  site  of  the  Dow  Chemical 
Company  located  approximately  nine 
miles  from  Denver.  Colo.,  to  points  in 
Montana,  sulphuric  acid,  in  bulk,  in  tank 
vehicles,  from  Casper.  Wyo..  to  points  in 
South  Dakota,  from  Denver,  Colo  .  to 
Edgemont.  S.  Dak.,  and  from  Denver 
Colo.,  to  Casper,  Wyo..  ammonium  hy- 
droxide and  ammoniuTn  phosphate,  in 
bulk  in  tank  vehicles,  from  Henderson, 
Colo.,  to  points  in  South  Dakota.  Ne- 
braska, and  Wyoming,  molasses,  in  bulk, 
in  tank  vehicles,  between  Denver.  Colo., 
on  the  one  hand.  and.  on  the  other, 
points  in  Wyoming,  Kansas.  Nebraska 
and  South  Dakota,  and  from  Oering. 
Nebr.,  to  points  in  South  Dakota,  Colo- 
rado, and  Wjromlng,  and  from  Toning - 
ton,  Wyo..  to  points  in  South  Dakota. 
Colorado,  and  Nebraska,  vegetable  oils. 
in  bulk,  in  tank  vehicles,  from  Sidney. 
Nebr..  to  points  in  Missouri.  Kansas. 
Colorado,  and  Utah,  concrete  aguregates 
from  Laramie,  Wyo.,  to  points  in  Colo- 
rado. Utah.  Nebraska.  Idaho.  Kansas, 
and  South  Dakota,  petroleum  products. 
other  than  crude  oil  in  its  natural  state, 
trom.  points  in  Wyoming  and  Colorado, 
to  points  in  Nebraska,  from  points  in 
Colorado,  to  points  in  Wyoming  and 
South  Dakota,  from  points  in  Colorado 
and  Laramie  County,  Wyo..  to  points  in 
Kansas,  and  between  points  in  Wyoming. 
RESTRICTION:  The  authority  under 
the  commodity  description  immediately 
above  is  restricted  against  the  following 
transportation:  Petroleum  products,  in 
bulk,  in  tank  vehicles,  from  points  in 
Wyoming  and  Colorado,  to  points  in 
Nebraska,  and  from  points  in  Colorado, 
to  points  in  Kansas,  crude  petroleum,  in 
bulk,  in  tank  vehicles,  between  points  in 
Moffat  and  Rio  Blanco  Counties.  Colo., 
between  points  in  Moffat  and  Rio  Blanco 
Coimties.  Colo.,  on  the  one  hand,  and, 
on  the  other  points  in  Uintah  County, 
Utah,  between  points  in  Colorado, 
and  from  points  in  Colorado,  to  points 
in  Nebraska,  sulphuric,  hydrochloric, 
and  hydrofluoric  acids,  in  bulk,  in 
tank  vehicles,  from  Denver  and  Ster- 
ling, Colo.,  to  points  in  Wyoming,  air- 
entraining  solutions,   in   bulk,   in   tank 
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vehicles,  from  Denver.  Colo,  to  Glen 
Canyon  E>am  Site.  Ariz.,  and  points 
within  five  miles  of  the  Dam  Site,  asphalt 
and  road  oil.  in  bulk,  in  tank  vehicles, 
from  Sinclair.  Wyo..  to  Pocatello,  Idaho, 
and  points  within  five  miles  thereof. 
residual  fuel  oils  Nos.  4.  S.  and  6.  in  bulk, 
in  tank  vehicles,  from  Sinclair,  Wyo.,  to 
points  in  Idaho,  petroleum  products,  in 
bulk,  in  t^nk  vehicles,  from  points  in 
Colorado,  to  p>oints  in  South  Dakota. 
spent  sulp'turic  acid,  in  bulk,  in  tank 
vehicles,  from  Casf>er,  Wyo  .  to  Denver, 
Colo  .  nitric  acid,  in  bulk,  in  tank  vehi- 
cles, from  Louviers.  Colo  ,  to  Jeffrey  City, 
Wyo  .  anhydrous  ammonia,  in  bulk,  in 
tank  vchicle.s,  rcr;trictcd  to  shipments 
having  a  prior  movement  by  rail,  from 
points  in  Wyoming,  to  Jeffrey  City,  Wyo.. 
and  Waltman.  Wyo.  liquid  caustic  soda 
'sodium  hydroxide',  and  solutions 
thereof,  in  bulk,  from  the  site  of  the 
Rocky  Mountain  Arsenal  located  near 
Ladora.  Colo  .  to  Harrisburg.  Nebr  .  and 
points  within  15  miles  thereof,  anhydrous 
liydrazinc,  in  bulk,  in  tank  vehicles,  from 
Lake  Charles.  La.,  and  Saltville.  Va..  to 
Nimbus  and  Santa  Susana.  Calif.,  and 
the  site  of  the  Rocky  Mountain  Arsenal 
at  Denver,  Colo  .  unsymmetrical  dimc- 
thylhydrazine,  in  bulk,  in  tank  vehicles, 
from  Baltimore.  Md  ,  to  Nimbus  and 
Santa  Susana,  Calif  .  and  the  site  of  the 
Rocky  Mountain  Arsenal  at  Denver. 
Colo.,  unsummetrical  dimenthylhydra- 
zine  and  anhydrous  hydrazine  mixtures. 
in  bulk,  in  tank  vehicles,  from  the  site  of 
the  Rocky  Mountain  Arsenal  at  Denver. 
Colo.,  to  U.S.  Government  missile  sites 
and  supporting  mi.ssile  installations  and 
to  missile  testing  and  research  facilitie.s 
in  Arizona.  Arkansas.  California.  Florida, 
Kansas,  New  York,  and  Tennessee,  and 
acids  and  chemicals  in  bulk,  from  EVen- 
ver,  Colo.,  to  points  in  South  Dakota 
Vendee  is  authorized  to  operate  as  a 
common  carrier  in  Iowa,  Illinois.  Wis- 
consin, Missouri,  Minnesota,  Nebraska. 
Kansas,  North  Dakota,  South  Dakota. 
Indiana.  Michigan,  Ohio.  Colorado.  Okla- 
homa. Arkansas.  Louisiana.  Kentucky. 
Texas.  Pennsylvania,  and  Tennessee. 
Application  has  not  been  filed  for  tem- 
porary authority  under  section  210atb>. 
By  the  Commission, 

(SEAL  I  Harold  D  McCoy, 

Secretary. 

|FR      r>ir      62  499:     Piled      Jr.n      ifl.     1962, 
8  48  a  rn  1 


I  Nos   33590   33591  | 

RATES;  GENERAL  INCREASES 

January  12.  1962 

General  increases — transcontinental. 
No.  33590:  general  increases  in  transcon- 
tinental rates  via  freight  forwarders,  No 
33591 

In  the  above-entitled  proceedings,  by 
orders  dated  October  13.  1960.  the  Com- 
mission, by  division  2.  instituted  investi- 
gations into  the  lawfulness  of  certain  in- 
creases in  the  class  and  commodity  rates 
for  the  transportation  of  property  in 
transcontinental  movements  by  motor 
common  carriers  and  freight  forwarders. 
Special  procedures  were  followed  as  set 
forth  in  the  amended  order  of  Febru- 
ary 2,  1961.    Direct  evidence  and  rebuttal 


were  submitted  in  writing,  and  oral  cross- 
examination  was  held  at  Kansas  City, 
Mo.  The  initial  decision  of  Hearing 
Examiner  Leonard  J.  Kassel  was  served 
on  January  12,  1962,  upon  the  parties 
whose  appearances  are  shown  therein. 
The  order  of  the  Hearing  Examiner  di- 
rects the  respKjndents  to  cancel  the  af- 
fected tariff  schedules,  and  discontinues 
the.se  proceedings      His  findings  are  as 

follows; 

Findings — In  No  33590.  the  examiner 
finds  that: 

'  1 '  The  weighted  average  operating 
ratios  of  the  class  I  and  n  respondents 
are  not  shown  to  be  substantially  related 
to  the  traffic  on  which  the  increased 
rates  apply: 

1 2  >  The  re.spondcnts  have  not  shown 
that  any  group  of  carriers  are  represent- 
ative of  the  respondents  generally  in 
relation  to  the  affected  traffic: 

'  3  >  The  respondents  have  not  shown 
the  effect  of  the  increased  expenses  on 
the  traffic  on  which  the  increased  rates 
apply 

i4'  The  withholding  of  increases  be- 
tween certain  points  in  the  excluded  ter- 
ritory and  the  application  of  the  in- 
crea.ses  between  other  points  cause  undue 
preference  to  the  former  localities  and 
undue  prejudice  to  the  latter  localities: 

1 5 »  And  that  these  respondents  have 
failed  to  sustain  the  statutory  burden  of 
proving  that  the  rates  in  issue  are  just 
and  reasonable. 

In  No   33591.  the  examiner  finds  that 

( 1  >  The  evidence  relating  to  the  in- 
creased expense  to  the  forwarders  is 
lacking  in  probative  value  for  failure  to 
.supply  the  underlying  data : 

<  2 »  Assuming  the  alleged  increased 
expense  has  probative  value,  there  is  no 
showing  (a)  of  its  relation  to  the  traffic 
on  which  the  increased  rates  apply,  and 
<b'  that  an  increase  In  rates  on  a  seg- 
ment of  traffic  which  will  yield  increased 
revenue  approximately  2.25  times  the  in- 
creased expense  on  all  traffic  is  just  and 
reasonable: 

(3)  The  withholding  of  increases  be- 
tween certain  points  in  the  excluded  ter- 
ritory and  the  application  of  the  in- 
creases between  other  points  cause  undue 
preference  to  the  former  localities  and 
undue  prejudice  to  the  latter  locahties: 

(4)  And  that  the  respondents  have 
failed  to  sustain  the  statutory  burden  of 
proving  that  the  rates  in  issue  are  just 
and  reasonable. 

Copies  of  the  Hearing  Elxaminer's  ini- 
tial decision  may  be  obtained  by  any  in- 
terested person  frtxn  the  Secretary,  In- 
terstate Commerce  Commission. 
Washington  25.  DC. 

Exceptions  to  the  Hearing  ETxaminer's 
initial  decision  may  be  filed  by  interested 
parties  on  or  before  February  16.  1962. 
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Harold  D.  McCoy. 

Secretary. 
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FOURTH  SECTION  APPLICATIONS 
FOR   RELIEF 

jAIfTTAXY    12,    1062. 

Protests  to  the  granting  of  an  applica- 
tion  must   be   prepared    in   accordance 
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Wednesday,  January  17,  1962 

with  Rule  40  of  the  general  rules  of  prac- 
tice (49  CFR  1.40)  and  filed  within  15 
days  from  the  date  of  publication  of  this 
notice  in  the  Federal  Register. 

Long-and-Short  Haul 

FSA  No.  37507:  Synthetic  plastics 
east  of  the  Rocky  Mountains.  Filed  by 
Southwestern  Freight  Bureau,  Agent 
(No.  B-8129),  for  interested  rail  car- 
riers. Rates  on  synthetic  plastics,  other 
than  liquid  (returned  shipments) .  in  car- 
loads, between  points  in  official  (includ- 
ing Illinois) .  southern,  southwestern  and 
western  trunk-line  territories. 

Grounds  for  relief:  Carrier  competi- 
tion. 

Tariffs:  Supplements  26,  1,  1.  and  1 
to  Southwestern  Freight  Bureau  tariffs 
ICC.  4354.  4455,  4456  and  4457, 
respectively. 

FSA  No.  37508:  Barite  from  points  in 
Arkansas  and  Missouri.  Piled  by  South- 
western Freight  Bureau.  Agent  (No. 
B-8135).  for  interested  rail  carriers. 
Rates  on  barite  (barytes).  ground,  not 
precipitated  or  refined  by  chemical  proc- 
ess, in  carloads,  from  Butterfield.  Dierks. 
Glenwood,  Malvern  and  National.  Ark.. 
Cadet   Fountain   Farm.   Mineral  Point. 
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Potosi,  Tiff,  Valles  Mines  and  Vineland, 
Mo.,  to  specified  points  in  Texas. 

Orounds  for  relief:  Market  competi- 
tion. 

Tariff:  Supplement  7  to  Southwestern 
Freight  Bureau  tariff  I.C.C.  4429. 

PSA  No.  37509:  Plaster  from  Cody, 
Wyo.,  to  southwestern  territory.  Piled 
by  Southwestern  Freight  Bureau,  Agent 
(No.  B-8132).  for  interested  rail  carriers. 
Rates  on  plaster  and  related  articles,  in 
carloads,  from  Cody,  Wyo.,  to  points  in 
southwestern  territory. 

Grounds  for  relief:  Market  competi- 
tion. 

Tariff:  Supplement  124  to  Southwest- 
ern Freight  Bureau  tariff  I.C.C.  4149. 

FSA  No.  37510:  Joint  motor-rail 
rates — M-K-T  aJid  Chicago  Express.  In- 
corporated, et  al.  Filed  by  Middlewest 
Motor  Freight  Bureau,  Agent  (No.  324) , 
for  interested  carriers.  Rates  on  com- 
modities, moving  on  class  and  commod- 
ity rates,  loaded  in  highway  trailers  of 
the  motor  carriers  over  the  highway. 
thence  transported  on  railroad  flat  cars 
of  the  railroad,  between  points  in  'Kan- 
sas. Missouri.  Oklahoma  and  Texas,  on 
the  one  hand,   and  points   in   Illinois, 
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Indiana,  Kentucky,  Michigan,  New  York. 
Ohio,  Pennsylvania  and  Wisconsin,  on 
the  other. 

Grounds  for  relief :  Motor-truck  com- 
petition. 

FSA  No.  37511 :  Iron  or  steel  bars  from 
and  to  points  in  WTL  territory.  Piled  by 
Western  Trunk  Line  Committee,  Agent 
(No.  A-2220),  for  interested  rail  car- 
riers. Rates  on  iron  or  steel  bars,  in  car- 
loads, from  Chicago  and  points  grouped 
therewith.  Chicago  Heights,  Joliet,  Al- 
ton, East  St.  Louis  and  Federal,  111.,  St. 
Louis,  Mo.,  and  Kansas  City,  Mo. -Kans. 
to  Chicago,  111.,  and  points  grouped 
therewith.  Council  Bluffs,  Iowa,  Jeffer- 
son aty  and  North  Jefferson,  Mo.,  and 
Omaha,  Nebr. 

Grounds  for  relief:  Barge  and  market 
competition. 

Tariffs:  Supplements  34  and  46  to 
Western  Trunk  Line  Committee  tariffs 
I.C.C.  A-4347  and  A--4271,  respectively. 

By  the  Commission. 


I  SEAL  1 


Harold  D.  McCoy, 
Secretary. 


[F.R.    Doc.    62-497;     Filed,    Jan.    16.     1962; 
8:48  a.m.] 
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Notices  : 
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et  al.;  deposting  of  stockyards.      538 

Walker  County  Livestock  et  al.; 
posted  stockyards 539 

Proposed  Rule  Making  : 

Frozen  sweetpotatoes ;  U.S.  stand- 
ards for  grades 516 

Rules  and  Regot-ations  : 

Fiesh  Bartlett  pears  grown  in 
California;  changes  in  repre- 
sentation of  certain  districts 
on  Bartlett  Pear  Commodity 
Committee 501 

Irish  potatoes  grown  in  Maine; 
approval  of  expenses  and  rate 
of   assessment 502 

Lettuce  grown  in  Lower  Rio 
Grande  Valley  of  South  Texas; 
limitation  of  shipments 502 

Agricultural  Research  Service 

Rules  and  Regulations: 
Foreign  quarantine  notices;  nurs- 
ery stock,  plants,  and  seeds; 
permits  for  importation  of 
strawberry  plants  and  require- 
ment for  their  foreign  certifica- 
tion        501 
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ment       504 

Agricultural  Stabilization  and 
Conservation  Service 
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-     order 518 

Turkey  hatching  eggs  and  tur- 
keys; notice  of  reopening  of 
hearing  on  proposed  maiiceting 
agreements  and  orders 518 

Agriculture  Department 

See  also  Agricultural  Marketing 
Service;  Agricultural  Research 
Service;  Agricultural  Stabiliza- 
tion and  Conservation  Service. 
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Rules  and  Regulations 


Title  7— AGRICULTURE 

Chapter    III — Agricultural    Research 
Service,   Department  of  Agriculture 

PART  319— FOREIGN  QUARANTINE 
NOTICES 

Subpart — Nursery  Stock,   Plants,  and 
Seeds 

Permits  for  Importation  of  Strawberry 
Plants  and  Requirements  for  Their 
Foreign  Certification 

On  October  7. 1961.  there  was  published 
in  the  Federal  Register  (26  PH.  9513)  a 
notice  of  proposed  rule  making  relating 
to  the  amendment  of  §  319.37(b)  of  the 
notice  of  quarantine  relating  to  the  im- 
portation of  nursery  stock,  plants,  and 
seeds  (7  CFR  319.37(b) )  and  S  319.37-13 
of  the  regulations  supplemental  to  said 
quarantine  (7  CFR  319.37-13).  After  due 
consideration  of  all  relevant  matters 
presented,  and  pursuant  to  the  provi- 
sions of  sections  1.  5.  and  9  of  the  Plant 
Quarantine  Act  of  1912,  as  amended  (7 
use.  154.  159.  162).  in  lieu  of  the  pro- 
posed amendments,  §5  319.37-12  and 
319  37-13  of  said  regulations  (7  CPR  319.- 
37-12,  319.37-13)  are  hereby  amended 
in  the  following  respects: 

1  §  319.37-12  is  amended  by  adding 
thereto  a  paragraph  (e>,  to  read  as 
follows: 

§319.37-12      .applications    for  and  issu- 
ance of  permit!*. 

«  •  •  •  I  • 

(et  Permits  for  the  importation  of 
strawberry  plants  (Fragaria  spp.)  from 
Europe  will  be  issued  only  upon  presenta- 
tion to  the  Director  of  Division  of  satis- 
factory evidence  that  the  red  stele  disease 
organism  ( Phytophthora  fragariae  Hick- 
man) does  not  exist  in  the  country  where 
the  plants  were  grown. 

2.  Section  319.37-13(a)  is  amended  by 
adding  &*.  the  end  thereof  another  sen- 
tence to  read  as  follows: 
§319.37-13      Certification.      I 

(a)  •  •  '  Further,  a  certificate  ac- 
companying a  shipment  of  strawberry 
plants  from  Europe  shall,  in  addition. 
state  that  the  red  stele  disease  organism 
•  Phytophthora  fragariae  Hickman)  is 
not  known  to  occur  in  the  country  where 
the  plants  were  grown. 

(Sees    1.  5.  and  9.  37  SUt.  315.  316,  318.  as 
ameiidod;    7   U.S.C.    154.   159,   162) 

The  foregoing  amendments  shall  be- 
come effective  January  18.  1962. 

These  amendments  must  be  made  ef- 
fective promptly  to  protect  the  United 
States  against  the  entry  of  certain  races 
of  the  red  stele  disease  of  strawberries. 
Certain  races  of  this  serious  fungus  dis- 
ease, caused  by  Phytophthora  fragariae 
Hickman,  are  not  now  prevalent  In  the 
United  States.  It  has  recently  been  re- 
ported to  this  Department  that  one  or 
more  of  the  races  not  reported  as  present 


here  occur  in  a   number  of  European 
countries.    Although    certain    races    of 
this  fiuigus  are  known  to  exist  in  domes- 
tic strawberry  plantings,  many  varieties 
of  American  strawberries  are  resistant  to 
infection  by  the  races  prevalent  here. 
However,  recent  experiments  by  Depart- 
ment scientists  have  shown  that  these 
resistant  American  varieties  are  all  sus- 
ceptible to  infection  by  at  least  one  of 
the  foreign  races.    The  fungus  causing 
the  disease  is  carried  by  infected  straw- 
berry plants  and  its  presence  or  absence 
cannot  be  reliably  determined  by  present 
port     of     entry     inspection     methods. 
Neither  is  there  an  effective  treatment 
available  for  strawberry  plants  suspected 
of  being  infected.    Moreover,  it  is  im- 
possible to  distinguish  between  the  races 
known  to  exist  here  and  those  foun* 
abroad,  except  by  extensive  laboratory 
work.     Hereafter,  a  permit  to  import 
strawberry  plants  from  any  European 
country  will  be  issued  only  when  satis- 
factory  evidence   is   submitted   to   the 
Director  of  the  Plant  Quarantine  Divi- 
sion that  such  country  is  free  of  the  red 
stele  disease  organism.  Furthermore,  the 
certificate  accompanying  such   a  per- 
mitted shipment  from  Europe  must  con- 
tain a  statement  that  the  red  stele  dis- 
ease organism  is  not  known  to  occur  in 
the  country  where  the  plants  were  grown. 

The  amendments  are  less  restrictive 
than  the  prohibitions  originally  pro- 
posed and  it  does  not  appear  that  fur- 
ther public  rule  making  procedure  will 
make  new  information  available  to  the 
Department. 

Therefore,  tmder  section  4  of  the  Ad- 
ministrative Procedure  Act  (5  US.C. 
1003) ,  it  is  fotmd  upon  good  cause  that 
further  notice  of  rule  making  and  other 
public  procedure  on  the  amendments 
are  impracticable,  unnecessary,  and  con- 
trary to  the  public  interest  and  good 
cause  is  f otmd  for  making  them  effective 
less  than  30  dasrs  after  their  publication 
in  the  FsDBKAL  Register. 


this  12th 


Done  at  Washington.  DC. 
day  of  January  1962. 

(SEAL]  M.  R.  Clarkson, 

Acting  Administrator, 
Agricultural  Research  Service. 

[F.R.    Doc.    62-575:     Piled,    Jan.     17.     1962; 
8:50  a.m.] 


Chapter  IX — ^Agricultural  Marketing 
Service  (Marketing  Agreements  and 
Orders),  Department  of  Agriculture 

PART  917— FRESH  BARTLETT  PEARS, 
PLUMS.  AND  ELBERTA  PEACHES 
GROWN  IN  CALIFORNIA 

Chonges  in  Representation  of  Certain 
Districts  en  Bartlett  Pear  Com- 
modity Committee 

Notice  was  published  in  the  Federal 
Regxsteb  issue  of  December  30,  1961  (26 
F.R.  12782).  that  the  Department  was 


giving  consideration  to  proposed  amend- 
ments to  the  rules  and  regiilations  (Sub- 
part— Rules  and  R^^lations;  7  CFR 
917.100.  24  F.R.  469)  currently  in  effect 
pursuant  to  the  marketing  agreement,  as 
amended,  and  Order  No.  917.  as  amended 
(7  CFR  Part  917).  regulating  the  han- 
dling of  Bartlett  pears,  plums,  and  El- 
berta  peaches  grov/n  in  California,  effec- 
tive under  the  applicable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended  <7  U.S.C.  601- 
674  >. 

After  consideration  of  all  relevant 
matters  presented,  including  the  pro- 
posal set  forth  in  the  aforesaid  notice 
which  was  submitted  by  the  Control 
Committee  ( established  pursuant  to  said 
amended  marketing  agreement  and 
order  as  the  agency  to  administer  the 
provisions  thereof),  it  is  hereby  found 
that  the  amendment,  as  hereinafter  set 
forth,  of  the  said  rules  and  regulations 
is  in  accordance  with  the  provisions  of 
the  said  amended  marketing  agreement 
and  order  and  will  tend  to  effectuate  the 
declared  purposes  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended.  Such  amendment  is  hereby 
approved;  and  the  said  rules  and  regu- 
lations are  amended  as  follows: 

Delete  §  917.116  and  substitute  there- 
for the  following : 

§  917.116  Changes  in  representation  of 
certain  districts  on  Bartlett  Pear 
Commodity  Committee. 

The  representation  or  membership  on 
the  Baitlett  Pear  Commodity  Committee 
is  changed  to  provide  for: 

(a)  One  (1)  member  to  represent  the 
North  Sacramento  Valley  District  and 
the  Central  Sacramento  Valley  District; 

(b)  Three  (3)  members  to  represent 
the  Sacramento  River  District.  Stockton 
District,  Contra  Costa  District.  Santa 
Clara  District,  and  Solano  District; 

(c)  Two  (2)  members  to  represent  the 
Placer  District  and  the  Colfax  District; 

(d)  Three  (3)  members  to  represent 
the  Lake  District; 

(e)  One  (1)  member  to  represent  the 
North  Coast  District  and  the  North  Bay 
District ; 

(f )  Two  (2)  members  to  represent  the 
El  Dorado  District;  and  all  of  the  area 
not  included  in  the  North  Sacramento 
Valley  District.  Central  Sacramento 
Valley  District,  Colfax  District,  Placer 
District,  Sacramento  River  District. 
Stockton  District,  Solano  District. 
Contra  Costa  District,  Santa  Clara  Dis- 
trict, Lake  District,  North  Coast  Dis- 
trict, and  North  Bay  District. 

It  is  hereby  further  found  that  good 
cause  exists  for  not  postponing  the  ef- 
fective date  of  this  amendment  until  30 
days  after  publication  in  the  Federal 
Register  (5  U.S.C.  1001-1011)  in  that 
(1)  changes  in  the  representation  of  dis- 
tricts on  the  commodity  committees  are 
required  to  be  based,  irwofar  as  prac- 
ticable, on  shipments  of  fruit  during  the 
past  3  seasons;  (2)  accurate  informa- 
tion concerning  such  shipments  was  not 
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available  to  the  Department  until  De- 
cember 8,  1961;  (3)  notice  that  consid- 
eration was  being  given  to  the  proposed 
amendment  was  issued  on  December  27. 
19«1.  and  published  in  the  Federal  Reg- 
ISTBE  on  December  30,  1961:  (4)  nomi- 
nations for  membership  on  the  commod- 
ity committees  are  required  to  be  made 
not  later  than  February  15  of  each  year; 
and  (5)  it  Is  necessary  that  this  amend- 
ment be  made  effective  as  soon  as  prac- 
ticable In  order  that  the  required  nom- 
ination meetings  may  be  scheduled  and 
nominations  made  prior  to  such  date. 

Dated:  January  12.  1962.  to  become 
effective  upon  publication  in  the  Fed- 
eral Register. 

(Sees   1-19.  48  Stat.  31.  as  amended.  7  U  S  C 
601-674) 

Paul  A.  Nicholson. 
Deputy  Director,  Fruit  and  Veg- 
etable  Division.    Agricultural 
Marketing  Service. 

[F.R     Doc.     62-571:     Filed.    Jan      17      1962 
8:50  a.m. I 


RULES  AND  REGULATIONS 

U.S.C.  1001-1011)  In  that:  (V  The  rele- 
vant provisions  of  said  marketing  agree- 
ment and  order  require  that  rates  of 
assessment  fixed  for  a  particular  fiscal 
period  shall  be  applicable  to  all  assess- 
able potatoes  from  the  beginning  of  such 
period  and  <2>  the  current  fiscal  period 
began  on  September  1.  1961.  and  the 
rates  of  assessment  herein  fixed  will 
automatically  apply  to  all  assessable 
potatoes  beginning  with  such  date 

iS«»cs    1-19.  48  Stat    31    as  nmcndod,  7  USC 
601   674) 

Dated:  January  12.  1962.  to  boconie 
effective  upon  publication  in  the  Fed- 
EHAL  Register. 

Paul  A.  Nicholsok. 
Deputy  Director. 
Fruit  and  Vegetable  Dwision 

|FR      Doc      62  572;     Piled.     Jun      17.     1962. 
850  a  m  | 


PART  950L— IRISH  POTATOES  GROWN 
IN  MAINE 

Approval  of  Expenses  and  Rate  of 
Assessment 

Notice  of  rule  making  regarding  pro- 
posed expenses  and  rate  of  assessment. 
to  be  made  effective  under  Marketing 
Agreement  No.  122  and  Order  No.  950 
(7  CFR  Part  950).  regulating  the  han- 
dling of  Irish  potatoes  grown  in  the  State 
of  Maine,  was  published  in  the  Federal 
Reoistm  December  23,  1961  <26  F.R 
12294).  This  regulatory  program  is 
effective  under  the  Agricultural  Market- 
ing Agreement  Act  of  1937.  as  amended 
(sees.  1-19.  48  Stat.  31.  as  amended;  7 
US.C.  601-674) .  After  consideration  of 
all  relevant  matters  presented,  includine; 
the  proposals  set  forth  in  the  aforesaid 
notice,  which  proposals  were  adopted 
and  sulxnltted  for  approval  by  the  Maine 
Potato  Administrative  Committee  estab- 
lished pursuant  to  said  marketing  agree- 
ment and  order,  It  is  hereby  found  and 
determined  that: 

§  950.209      Expenses  and  raU-  of  a^-o-x- 
ment. 

(a)  The  reasonable  expenses  that  are 
likely  to  be  incurred  by  the  Maine  Potato 
Administrative  Committee  to  enable 
such  committee  to  perform  its  functions 
pursuant  to  the  provisions  of  aforesaid 
marketing  sigreement  and  order,  during 
the  fiscal  period  ending  August  31,  1962, 
will  amount  to  $40,544.00. 

(b)  The  rate  of  assessment  to  be  ef- 
fective for  the  fiscal  period  ending  Au- 
gust 31,  1962,  shall  be  $1.25  per  railroad 
car.  $1.00  per  truckload  of  25.000  pounds 
or  over,  and  $0.50  (fifty  cents)  per  truck- 
load  of  less  than  25.000  pounds,  or  the 
respective  equivalent  quantities,  of  pota- 
toes handled  during  said  fiscal  year. 

(O  The  terms  used  in  this  section 
shall  have  the  same  meaning  as  when 
used  in  this  part. 

It  is  hereby  found  that  good  cause 
exists  for  not  postponing  the  effective 
time  of  this  action  until  30  days  after 
publication  in  the  Federal  Register  <  5 
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PART  971— LETTUCE  GROWN  IN 
LOWER  RIO  GRANDE  VALLEY  OF 
SOUTH   TEXAS 

Limitation   of  Shipments 

Findings.  (a»  Pursuant  to  Market- 
ing Agreement  No.  144  and  Order  No. 
971  <7  CFR  Part  971.  formerly  Part 
1034".  regulating  the  handling  of  let- 
tuce grown  in  the  Lower  Rio  Grande 
Valley  in  South  Texas  i  Cameron.  Hi- 
dalgo. Starr,  and  Willacy  Counties), 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agree- 
ment Act  of  1937.  as  amended  <Secs 
1-19.  48  Stat.  31.  as  amended;  7  US.C. 
601-674) .  and  upon  the  basis  of  the  rec- 
ommendation and  information  submit- 
ted by  the  South  Texas  Lettuce  Com- 
mittee, established  pursuant  to  said 
marketing  agreement  and  order,  and 
upon  other  available  information,  it  is 
hereby  found  that  the  amendment  to 
the  limitation  of  shipments  hereinafter 
set  forth  will  tend  to  effectuate  the 
declared  policy  of  the  act. 

lb)  It  is  hereby  found  that  it  is  im- 
practicable and  contrary  to  the  public 
interest  to  give  preliminary  notice,  or 
engage  in  public  rule  making  proceduro. 
and  that  good  cause  exists  for  not  post- 
poning the  effective  date  of  this  amend- 
ment until  30  days  after  publication  in 
the  Federal  Register  i5  US.C.  1001- 
1011)  in  that  (D  the  time  intervening 
between  the  date  when  mf  ormation  upon 
which  this  amendment  is  based  became 
available  suid  the  time  when  this  amend- 
ment must  become  effective  in  order  to 
effectuate  the  declared  policy  of  the  act 
is  insufflcient,  <2)  compliance  with  this 
amendment  will  not  require  any  special 
preparation  on  the  part  of  handlers.  1 3  > 
information  regarding  the  committees 
recommendation  has  been  made  avail- 
able to  producers  and  handlers  in  the 
production  area,  and  i4)  this  amend- 
ment relieves  restrictions  on  the  han- 
dling of  lettuce  grown  in  the  production 
area. 

Order,  as  amended.  In  §971304  '26 
F.R.  10793.  11236,  12280 » ,  delete  the  pro- 
visions of  paragraph  (a>  Grade,  and 
paragraph  (a>  Is,  therefore,  reserved. 


(SecB.  1-19.  48  Stat   31,  a«  amended:  7  U.8.C. 
801 -674) 

Effective  date.  Dated  January  15. 
1962,  to  become  effective  January  15. 
1962. 

F     L.    SOUTHERLAND, 

Acting  Director, 
Fruit  and  Vegetable  Division. 

(FR      Doc     62-570;     Filed.    Jan.     17.     1962; 
8  50  ami 


Title  8— ALIENS  AND 
NATIONALITY 

Chapter  I — Immigration  and  Naturali- 
zation Service,  Department  of 
Justice 

STUDENTS  AND  EXCHANGE  ALIENS 

The  following  amendments  to  Chap- 
ter I  of  Title  8  of  the  Code  of  Federal 
Regulations  are  hereby  prescribed: 

PART  212— DOCUMENTARY  RE- 
QUIREMENTS: NONIMMIGRANTS; 
WAIVERS;  ADMISSION  OF  CER- 
TAIN INADMISSIBLE  ALIENS; 
PAROLE 

Section  212.7  is  amended  by  adding 
paragraph  <c)  to  read  as  follows: 

§  212.7      Waiver    of    rerlain    groundtt    of 
exrhidabilily. 
•  •  •  •  • 

ic>  Section  2/2ie».  An  exchange 
alien  who  believes  that  compliance  with 
the  foreign-residence  requirements  of 
section  212<e)  of  the  Act  would  Impose 
exceptional  hardship  upon  his  spouse  or 
child  who  is  a  citizen  of  the  United 
States  or  a  lawful  permanent  resident 
alien  shall  apply  for  a  waiver  on  Form 
1-612.  The  applicant  shall  be  notified  of 
the  decision  and  if  the  application  is 
di-niod  of  the  reasons  therefor. 


PART  214 — NONIMMIGRANT 
CLASSES 

1.  Paragraph  <a)  of  5  214.1  is  amended 
to  read  as  follows: 

§  21  1. 1     Requirenieiils  for  adnu»»ion,  ex- 
teriMon.   and   niainlenance  of  Blalii!>. 

(a>  General.  Every  nonimmigrant 
alien  applicant  for  admission  or  exten- 
sion of  sUy  in  the  United  States  shall 
establish  that  he  is  admissible  to  the 
United  States  or  that  a  ground  of  inad- 
missibility has  been  waived  under  section 
212(d)(3)  of  the  Act;  present  a  passport, 
valid  for  the  period  set  forth  in  section 
212(a)  (26)  of  the  Act.  except  as  other- 
wise provided  in  this  chapter,  and.  upon 
admission,  a  valid  visa,  except  when 
either  or  both  documents  have  been 
waived;  agree  that  he  will  abide  by  all 
the  terms  and  conditions  of  his  admis- 
sion or  extension,  and  that  he  will  depart 
at  the  expiration  of  the  period  of  his 
admission  or  extension  or  on  abandon- 
ment of  his  authorized  nonimmigrant 
status;  and  post  a  bond  on  Form  1-352 
in  the  sum  of  not  less  than  $500  If  re- 
quired by  the  district  director,  special 
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inquiry  officer,  or  the  Board  of  Immigra- 
tion Appeals  at  the  time -of  admission  or 
extension,  to  Insure  the  maintenance  of 
the  alien's  nonimmigrant  status  and  his 
departure  from  the  United  States.  A 
nonimmigrant  other  than  one  In  the 
classes  defined  in  ( 1)  section  101(a)  (15) 
lAi  (i»  or  (ii/  or  (G)  (i).  (li).  (ill),  or 
iiv»  of  the  Act  (members  of  which 
classes  are  not  required  to  obtain  ex- 
tensions of  stay  if  they  continue  to  be  so 
recognized  by  the  Secretary  of  State  as 
members  of  such  classes) ;  (2)  section 
101  (a)  (15)  (C)  or  (D)  of  the  Act  (mem- 
bers of  vvhich  classes  are  ineligible  for 
extensions  of  stay);  (3)  section  101(a) 
(15)  (J)  of  the  Act.  or  (4)  Title  V  of  the 
Agricultural  Act  of  1949.  as  amended, 
and  whose  period  of  admission  has  not 
expired,  shall  apply  on  Form  1^39  and 
may  be  granted  or  denied,  without  ap- 
peal, an  extension  of  his  period  of  tem- 
porary admission  by  an  officer  in  charge 
of  a  suboffice  or  a  district  director. 

2.  Paragraphs  (f)   and  (j)   of  §214.2 
are  amended  to  read  as  follows: 

§  214.2  Sp<*i«I  requiremenli*  for  admis- 
sion, rxtenHion,  and  niainlrnancc  of 
otatus. 

•  •  •  •  • 

(f)  Students.  A  student  seeking  ad- 
mission to  the  United  States  under  sec- 
tion 101  (a)  <  15)  (F)  (i)  of  the  Act  and  his 
accompanying  spouse  and  minor  chil- 
dren shall  not  be  eligible  for  admission 
unless  he  presents  Form  1-20  properly 
filled  out  by  himself  and  the  school  to 
which  he  Is  destined.  The  student's 
spouse  and  minor  children  following  to 
join  him  shall  not  be  eligible  for  admis- 
sion into  the  United  States  unless  they 
present  Form  1-20  from  the  school  in 
which  the  student  is  enrolled  stating 
that  he  is  taking  a  full  course  of  study 
and  noted  by  the  school  to  indicate  the 
date  of  expiration  of  his  authorized  stay 
in  the  United  States  as  shown  on  the 
student's  Form  1-94.  Form  1-20  pre- 
sented by  a  student  returning  from  a 
temporary  absence  may  be  retained  by 
him  and  used  for  any  number  of  reen- 
tries within  one  year  of  the  date  of  its 
issuance.  A  student  shall  not  be  eligi- 
ble for  transfer  to  another  school  imless 
he  presents  a  valid  Form  1-20  completed 
by  the  school  to  which  he  desires  to 
transfer.  An  application  by  a  student 
for  permission  to  accept  employment 
shall  be  filed  on  Form  1-538  and  may  be 
granted  or  denied  without  appeal  by  an 
officer  in  charge  of  a  subof&ce  or  a  dis- 
trict director.  A  student's  spouse  or 
child  shall  not  be  eligible  for  an  exten- 
sion of  stay  unless  the  student  is  eligible 
for  an  extension  of  stay. 

*  •  •  •  • 

(j)  Exchange  aliens.  As  used  in  this 
chapter  the  term  'exchange  alien" 
means  a  nonimmigrant  alien  who  was 
admitted  to  the  United  States  under  sec- 
tion 101(a)  (15)  (J)  of  the  Act  or  acquired 
such  status  after  admission,  or  who  ac- 
quired exchange-visitor  status  under  the 
United  States  Information  and  Educa- 
tional Exchange  Act  of  1948,  as  amended. 
An  exchange  alien  coming  to  the  United 
States  as  a  participant  in  a  program 
designated  pursuant  to  section  101(a) 
( 15 )  ( J)  of  the  Act  and  his  accompanying 
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spouse  and  minor  children  shall  not  be 
eligible  for  admission  unless  the  par- 
ticipant presents  completely  executed 
Form  D6P-66  or  DSP-67.  The  spouse 
and  minor  children  following  to  Join  the 
participant  shall  not  be  eligible  for  ad- 
mission unless  they  present  a  copy  of  the 
current  Form  D6P-66  or  DSP-67  issued 
to  the  participant  by  his  program  spon- 
sor. Form  DSP-66  or  DSP-67  presented 
by  an  exchange  alien  returning  from  a 
temporary  absence  may  be  retained  by 
such  alien  and  used  for  any  number  of 
reentries  within  one  year  of  the  date  of 
its  issuance.  When  applying  for  an  ex- 
tension of  stay,  a  spouse  or  child  of  a 
participant  in  a  designated  exchange 
program  shall  be  classified  under  section 
101(a)  (15)( J)  of  the  Act  unless  the 
spouse  or  child  is  applying  for  an  exten- 
sion of  stay  for  a  purpose  other  than  to 
accompany  the  participant.  A  sp>ouse  or 
child  accompanying  a  participant  shall 
not  be  eligible  for  an  extension  of  stay 
unless  the  participant  is  eligible  for  an 
extensi(m  of  stay. 

3.  Section  214.3  is  amended  to  read  as 
follows: 

§214.3      Petitions      for     approval      of 
schools. 

Any  institution  or  place  of  study  seek- 
ing approved  for  the  attendance  of  alien 
students  shall  file  with  the  district  di- 
rector having  administrative  jurisdiction 
over  the  place  in  which  it  is  located  a 
Form  1-17.  The  petitioner  shall  be  no- 
tified of  the  decision,  and,  if  the  petition 
is  denied,  of  the  reasons  therefor  and  of 
the  right  to  appeal  in  accordance  with 
the  provisions  of  Part  103  of  this  chapter. 
Whmever  a  district  director  having  ad- 
ministrative Jurisdiction  over  the  place 
in  which  an  a]n>roved  institution  of 
learning  or  place  of  study  is  located  has 
reason  to  believe  that  it  is  no  longer  en- 
titled to  approval,  he  shall  send  it  a 
notice  containing  the  reasons  why  it  Is 
proposed  within  30  days  of  the  delivery 
ot  the  notice  to  enter  a  decision  with- 
drawing the  approval  previously  granted. 
Within  such  30-day  period,  which  may 
be  extended,  the  instiution  or  place  of 
study  may  submit  to  the  district  director 
written  represwitations,  under  oath  and 
supported  by  documentary  evidence,  set- 
ting forth  reasons  why  the  aw>roval 
should  not  be  withdrawn.  After  con- 
sideration of  the  facts  presented,  the 
district  director  shall  notify  the  insti- 
tution or  place  of  study  in  writing  of  his 
decision  and  if  said  decision  is  to  with- 
draw the  approval  previously  granted 
the  reasons  therefor  and  of  its  right  to 
appeal  in  accordance  with  the  provi- 
sloDS  of  Part  103  of  this  chapter.  The 
required  report  concerning  each  non- 
immigrant F-1  student  shall  be  made  on 
Form  I— 20B. 
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pursuant  to  section  247  of  the  Act)  who 
is  continuing  to  maintain  his  nonimmi- 
grant status,  may  apply  to  have  his 
nonimmigrant  classification  changed  to 
any  other  nonimmigrant  classification 
for  which  he  may  be  qualified.  This  sec- 
tion shall  not  apply  to  an  alien  classified 
as  a  nonimmigrant  under  section  101(a)  - 
(15)  (D)  of  the  Act,  or  to  an  alien  classi- 
fied as  a  nonimmigrant  under  section 
101(a)  (15)  (C)  who  is  within  the  pur- 
view of  section  238(d)  of  that  Act. 


PART  282— FORMS  FOR  SALE  TO 
PUBLIC 

Section  282.1  is  amended  to  read  as 

follows : 

§  282.1      Forms    printed    by    the    Public 
Printer. 

The  Public  Printer  is  authorized  to 
print  for  sale  to  the  public  by  the  Super- 
intendent of  Documents  the  following 
forms  prescribed  by  Subchapter  B  of  this 
chapter:  G-28,  1-20,  1-94.  1-95.  I-129B, 
1-130, 1-131,  and  1-418. 


PART  248— CHANGE  OF  NONIMMI- 
GRANT CLASSIFICATION 

Section  248.1  is  amended  to  read  as 
follows: 
§24S.l      Scope  of  part. 

Any  alien  lawfully  admitted  to  the 
United  States  as  a  nonimmigrant  (in- 
cluding an  alien  who  acquired  such  status 


PART  299— IMMIGRATION   FORMS 

1.  The  list  of  forms  in  9  299.1  Pre- 
scribed forms  is  amended  in  the  follow- 
ing respects : 

a.  The  following  forms  and  references 
thereto  are  added : 

Form  No.  Title  and  description 

DSP-67  Certificate  of  BllgibiUty  tor  Pro- 
gram Transler  of  Exchange  Visi- 
tors. 

1-538  Application  by  Nonimmigrant  F-1 
Student  for  Permission  to  Ac- 
cept Employment. 

I  612  Application  for  Waiver  of  the  For- 
eign Residence  Requirement  of 
Section  212(e)  of  the  Immigra- 
tion and  Nationality  Act. 

b.  The  following  form  and  reference 
thereto  is  deleted: 

Form  No.  Title  and  description 

1-21  Report  of  Initial  Registration  and 

Termination    of    Attendance    of 
Nonimmigrant   "F"   Student. 

2.  Section  299.2  is  amended  to  read 
as  follows: 

§  299.2     ForniB  available  from  the  Super, 
inlendent  of  Documents. 

The  following  forms  required  for  com- 
pliance with  the  provisions  of  Sub- 
chapter B  of  this  chapter  may  be  ob- 
tained, upon  prepayment,  from  the 
Superintendent  of  Documents.  Govern- 
ment Printing  Office.  Washington.  D.C.: 
<>-28,  1-20,  1-94.  1-95.  I-129B.  1-130. 
1-131,  and  1-418.  A  small  supply  of 
those  forms  shall  be  set  aside  by  immi- 
gration officers  for  free  distribution  ana 
official  use. 

3.  Section  299.3  is  amended  to  read  as 
follows: 

§  299.3      Reproduction  of  forms  bj    pri- 
vate   parties. 

The  following  forms  required  for 
compliance  with  the  provisions  of  Sub- 
chapter B  of  this  chapter  may  be  printed 
or  otherwise  reproduced  by  an  appro- 
priate duplicating  process  by  private 
parties  at  their  own  expense:  1-20, 1-W, 
1-95,  and  1-418:    Forms  printed  or  re- 
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produced  by  private  parties  shall  con- 
form to  the  officially  printed  forms 
currently  in  use  with  respect  to  size, 
wording,  arrangement,  style  and  size  of 
type,  and  paper  specifications.  Such 
forms  and  all  entries  required  to  be 
made  thereon  shall  be  printed  or  other- 
wise duplicated  in  the  English  language 
with  black  ink  or  dye  that  will  not  fade 
or   'feather'  within  20  years. 

(Sec     103.  66  Stat.   173;    8  USC     1103 1 

This  order  shall  become  effective  on 
the  date  of  its  publication  in  the  Federal 
Register.  Compliance  with  the  provi- 
sions of  section  4  of  the  Administrative 
Procedure  Act  (60  Stat.  238;  5  U.S.C 
1003)  as  to  notice  of  proposed  rule  mak- 
ing and  delayed  eCTective  date  is  unnec- 
essary in  this  instance  because  the  rules 
prescribed  by  the  order,  implementinc 
the  Act  of  September  21,  1961  <  75  Stat 
527),  relate  to  agency  procedure 

Dated:  January  12.  1962. 

R.  P.  Parrell. 
Commissioner  of 
Immigration  and  Naturalization. 

[PR     Doc.    62-678;     Filed.    Jan      17.     1962; 
8:50  a.m  I 


Title  9— ANIMALS  AND 
ANIMAL  PRODUCTS 

Chapter    I — Agricultural     Research 
Service,  Department  of  Agriculture 

SUBCHAPTEI    C — INTERSTATE   TRANSPORTATION 
OF   ANIMALS   AND   POULTRr 

PART  74 — SCABIES  IN  SHEEP 
Interstate  Movement 

Pursuant  to  the  provisions  of  sections 
1  through  4  of  the  Act  of  March  3.  1905. 
as  amended,  sections  1  and  2  of  the  Act 
of  February  2, 1903.  as  amended,  and  sec- 
tions 4  through  7  of  the  Act  of  May  29. 
1884.  as  amended  (21  U.S.C  111-113, 
115.  117.  120.  121,  123-126),  5 S  74.2  and 
74.3  of  Part  74.  Subchapter  C,  Chapter  I, 
Title  9,  Code  of  Federal  Regulations,  as 
amended,  are  hereby  amended  to  read 
respectively,  as  follows: 

§  74.2      Desiitnution  of  free  and  iiife«t»'«l 
areas. 

(a)  Notice  is  hereby  given  that  sheep 
in  the  following  States,  Territories,  and 
District,  or  parts  thereof  as  specified, 
are  not  known  to  be  infected  with  scabies 
and  such  States,  Territories.  District, 
and  parts  thereof,  are  hereby  designated 
as  free  areas : 

(1)  Alabfuna.  Arizona.  California. 
Colorado,  Connecticut.  Delaware,  District 
of  Columbia.  Florida.  Georgia.  Idaho, 
Louisiana.  Maine,  Massachusetts.  Missis- 
sippi, Montana,  Nevada.  New  Hampshire. 
North  Carolina.  Oregon.  Puerto  Rico. 
Rhode  Island,  South  Carolina.  Texas. 
Utah.  Vermont,  Washington,  and  Wy- 
oming; 

(2)  That  portion  of  South  Dakota 
lying  west  of  the  Missouri  River : 

(3)  The  following  Counties  m  Ne- 
braska; Banner.  Box  Butte.  Cheyenne, 
Dawes,  Deuel.  Ghirden.  Kimball.  Morrill. 
Sheridan.  Sioux,  and  Scottsbluff; 
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( 4  '  That  portion  of  McKinley  and  San 
Juan  Counties  in  New  Mexico,  occupied 
by  the  Navajo  Indian  Reservation; 

i5'  All  of  that  area  of  the  State  of 
North  Dakota  lying  west  of  the  Missouri 
River  and  State  Highway  No.  8.  begin- 
ning at  a  point  where  said,  river  inter- 
sects the  South  Dakota  boundary  line 
and  continuing  along  said  river  to  a 
point  on  the  Garrison  Dam  Reservoir 
directly  south  of  the  intersection  of 
State  Highways  Nos.  23  and  8;  thence 
directly  north  to  the  intersection  of 
State  Highways  Nos.  23  and  8:  thence, 
north  along  State  Highway  No.  8  to  the 
North  Dakota-Canadian  boundary:  and 

1 6 •  The  following  Counties  in  Kansas: 
Phillips.  Rooks.  Ellis,  Rush.  Pawnee.  Ed- 
wards, Kiowa,  and  Comanche,  and  all 
Counties  in  the  State  of  Kansas  lying 
west  thereof. 

•  b'  Notice  is  hereby  given  also  that 
sheep  scabies  exists  in  all  States  and 
Territories  and  parts  of  States  not  des- 
ignated as  free  areas  in  paragraph  <a» 
of  this  section,  and  they  are  hereby 
designated  as  infected  areas. 

S  7  t.'i      I)e<»i)fnalion  of  eradication  area**. 

<  a  I  Notice  is  hereby  given  that  sheep 
in  the  following  States.  Territories,  or 
parts  thereof  as  specified,  are  being  han- 
dled systematically  to  eradicate  scabies 
in  sheep  and  such  States.  Territories, 
and  parts  thereof,  are  hereby  designated 
as  eradication  areas: 

<1>  Arkansas.  Hawaii.  Illinois.  New- 
Jersey,  New  York.  Tennessee,  and 
Wisconsin: 

<2'  That  portion  of  South  Dakota 
lying  east- of  the  Missouri  River; 

<  3  >  The  following  Counties  in  Kansas : 
Barber,  Barton,  Cloud,  Ellsworth. 
Harper,  Harvey,  Kingman,  Lincoln, 
McPherson.  Mitchell.  Osborne,  Ottawa. 
Pratt,  Reno,  Republic.  Rice.  Russell. 
Sedgwick,  Smith,  Stafford,  and  Sumner 
Counties; 

<4»  All  Counties  in  Nebraska  except 
Banner,  Box  Butte.  Cheyenne,  Dawes. 
Deuel,  Garden,  Kimball.  Morrill.  Sheri- 
dan. Sioux,  and  Scottsbluff: 

<  5  •  All  Counties  in  New  Mexico  except 
that  portion  of  McKinley  and  San  Juan 
Counties  occupied  by  the  Navfto  Indian 
Reservation ; 

<6>  All  of  the  State  of  North  Dakota 
except  that  area  lying  west  of  the  Mis- 
souri River  and  State  Highway  No.  8, 
beginning  at  a  point  where  said  river 
intersects  the  South  Dakota  boundary 
line  and  continuing  along  said  river  to 
a  point  on  the  Garrison  Dam  Reservoir 
directly  south  of  the  intersection  of 
State  Highways  No.s  23  and  8;  thence, 
directly  north  to  the  intersection  of 
SUte  Highways  Nos.  23  and  8;  thence, 
north  along  State  Highway  No.  8  to  the 
North  Dakota-Canadian  boundary;  and 

<7>  The  following  Counties  in  Michi- 
gan: Alger,  Baraga.  Chippewa,  DelU, 
Dickinson,  Gogebic,  Houghton.  Iron, 
Keweenaw.  Luce.  Mackinac,  Marquette. 
Menominee.  Ontonagon,  and  Sch(X)l- 
craft  Counties. 

(Sees  4-7.  23  Stat.  32.  as  amended,  sees  1.  2. 
32  Stat  791-792.  as  amended,  sees  14.  33 
Stat  1264.  as  amended,  1265.  as  amended: 
21  use.  111-113,  115.  117,  120.  121.  123-126; 
19  PR   74.  as  amended) 


Effective  date.  The  foregoing  amend- 
ment shall  become  effective  upon  publi- 
cation in  the  Federal  Register. 

The  amendment  deletes  all  parts  of 
New  Mexico  heretofore  designated  as 
free  areas,  with  the  exception  of  portions 
of  McKinley  and  San  Juan  Counties, 
from  the  list  of  free  areas  and  adds  such 
parts  to  the  list  of  infected  and  eradi- 
cation areas,  as  sheep  scabies  is  known 
to  exist  in  these  parts  in  New  Mexico 
Hereafter,  the  restrictions  pertaining  to 
the  interstate  movement  of  sheep  from 
or  into  infected  and  eradication  areas  as 
contained  in  the  regulations  in  9  CFR 
Part  74,  as  amended,  will  apply  to  such 
parts 

The  amendment  imposes  certain  re- 
strictions necessary  to  prevent  the  spread 
of  scabies,  a  communicable  disease  of 
sheep,  and  must  be  made  effective 
promptly  in  order  to  accomplish  its  pur- 
pose in  the  public  interest.  Accordingly, 
under  section  4  of  the  Administrative 
Procedure  Act  (5  U.S.C.  1003) ,  it  is  found 
up>on  good  cause  that  notice  and  other 
public  procedure  with  respect  to  the 
amendment  are  impracticable  and  con- 
trary to  the  public  interest  and  good 
cause  is  found  for  making  the  amend- 
ment effective  less  than  30  days  after 
publication  in  the  Federal  Register. 

Done  at  Washington,  DC,  this  12th 
day  of   January   1962. 

M.  R    Clarkson, 
Acting  Administrator. 
Agricultural  Research  Service. 

|FR      Doc      62-576;     Piled.     Jun      17,     1962; 
8  50  a  m  I 


Title  12— BANKS  AND  BANKING 

Chapter  II — Federal  Reserve  System 

SUBCHAPTER  A — BOARD  OF  GOVERNORS  OF 

THE    FEDERAL   RESERVE   SYSTEM  • 

PART  262— RULES  OF   PROCEDURE 
Applications  and   Requests 

1  Effective  January  12,  1962,  Part  262 
is  amended  by  adding  the  following  new 
.subparagraph  '7>  to  paragraph  'f'  of 
i  262.2: 

S  262.2       Application.-    and    requeMji. 
.  •  •  *  • 

tf>  Bank  holding  company  and  mer- 
ger applications.   '    '    * 

<7»  In  any  case  in  which  the  Board 
orders  a  public  hearing  or  a  public  oral 
presentation  of  views,  as  soon  as  prac- 
ticable following  publication  in  the  Fed- 
eral Register  of  notice  of  such  public 
proceeding,  the  application  sjiall  be 
available  for  inspection  by  the  public 
except  such  portions  thereof  as  to  which 
the  Board  finds  that  disclosure  would 
not  be  in  the  public  interest, 

2a.  The  purpose  of  this  amendment  is 
to  make  explicit  in  the  Board's  Rules  of 
Procedure  the  present  practice  of  the 
Board  under  which  bank  merger  and 
bank  holding  company  applications  are 
made  available  for  public  inspection  in 
cases  in  which  the  Board  orders  that  a 
hearing  or  oral  presentation  of  views 
shall  be  a  public  proceeding. 


Thursday,  January  18,  1962 

b.  Notice,  public  participation,  and 
deferred  effective  date  are  not  required 
by  section  4  of  the  Administrative  Pro- 
cedure Act  for  rules  of  agency  procedure 
or  practice,  and  therefore  were  not  pro- 
vided in  connection  with  the  adoption  of 
these  amendments. 

(Sec,   11(1).  38  Stat.   262;    12  U.S.C.  248(1)) 


Board  of  Governors  or  the 
Federal  Reserve  System, 

I  SEAL  1     Merritt  Sherman, 

Secretary. 

IFR      Dor      62  539:     Piled.    Jan.     17,     1962- 
8.47  am. J 


Title  14-AERONAUTICS  AND 
SPACE      I 

Chapter  III — Federal  Aviation  Agency 

SUBCHAPTER   C— AIRCRAFT   REGULATIONS 
(Reg    Docket  No.   1028;  Amdt.  388] 

PART  507~AIRWORTHINESS 
DIRECTIVES 

Douglas  DC-6  and  DC-7  Series 
Aircraft 

Investigation  has  shown  that  exten- 
sions of  repetitive  inspection  intervals 
based  on  service  experience  may  be 
granted  to  some  operators  of  Douglas 
DC-6  and  DC-7  Series  aircraft  in  com- 
plying with  Amendment  259.  26  PJl, 
1854.  Accordingly,  Amendment  259  is 
being  amended  to  permit  extension  of 
inspection   intervals  where   Justified. 

Since  this  amendment  provides  a  pro- 
cedure by  which  a  different  inspecUon 
interval  may  be  esUblished  f or  <  the 
operators  concerned,  and  thus  relieves 
a  present  restriction,  compliance  with 
notice  and  public  procedure  hereon  is 
unnecessary,  and  it  may  be  made  effec- 
tive upon  publication  in  the  Pidbral 
Register. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  FH.  6489) 
5  507.10(a)    of  Part  507   (14  CFR  Part 
507),  is  amended  as  follows: 

Amendment  259  <26  F.R.  1854),  Is 
amended  by  adding  paragraph  (d)'  as 
follows: 

(d)  Upon  request  of  the  operator,  an 
FAA  maintenance  Inspector,  aubject  to  prior 
approval  of  the  Chief,  Engineering  and 
Manufacturing  Branch,  PAA  Western  Region 
may  adjust  the  rppetltlve  inspection  inter- 
vals specified  In  thU  Airworthiness  Directive 
to  permit  compliance  at  an  estobllshed  In- 
spection period  of  the  operator  if  the  request 
contains  substantiating  data  to  Justify  the 
Increase  for  such  op)erator. 


FEDERAL  REGISTER 

I  Beg.  Docket  No.  1026;  Amdt.  386] 

PART  507— AIRWORTHINESS 
DIRECTIVES 

Piper  Models  PA-18  and  PA-18A 
Aircraft 

There  have  been  several  failures  of 
the  rudder  cable  attachment  fitting  lug 
at  the  weld  on  the  rudder  pedals  on  Piper 
Models  PA-18  and  PA-18A  aircraft.  To 
preclude  further  failures,  an  airworthi- 
ness directive  requiring  inspection  of  the 
weld  is  considered  necessary. 

As  a  situation  ^exists  which  demands 
immediate  action  in  the  interest  of 
safety,  it  is  foimd  that  notice  and  public 
procedure  hereon  are  impracticable  and 
good  cause  exists  for  making  this  amend- 
ment effective  in  less  than  30  days  after 
date    of    publication    in    the    Federal 

RSGZSTEB. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  FJl.  6489) 
S  507.10(a)  of  Part  507  (14  CFR  Part 
507),  is  hereby  amended  by  adding  the 
following  new  airworthiness  directive: 

PiPEH.      Applies    to    all    Models    PA-18    and 
PA-18A  Series  aircraft. 

Compliance  required  within  the  next  25 
hours'  time  in  service  after  the  effective  date 
of  this  AD  unless  already  accomplished. 

Several  failures  have  been  reported  of  the 
rudder  cable  attachment  fitting  lug,  P/N 
40831,  at  the  weld  on  rudder  pedals,  P/N's 
40842-04  and  40842-05.  Accordingly,  the  fol- 
lowing shall  be  accomplished: 

Visually  inspect  the  weld  that  attaches 
the  rudder  cable  lug.  P/N  40831,  to  the  foot 
bar  tube  on  both  left  and  right  rudder 
pedals  for  evidence  of  separation,  cracks  In 
the  weld,  insufficient  length  of  weld,  or  ex- 
cessive wear  of  weld.  A  weld  of  sufficient 
length  will  extend  approximately  three- 
fourths  of  the  way  round  the  tube. 

IX  the  weld  is  separated,  cracked,  ex- 
cessively worn,  or  of  insufficient  length,  re- 
place the  rudder  pedal  assembly  prior  to 
further  flight. 

(Piper  Service  BulleUn  No.  207.  dated  De- 
cember 18,  1961,  covers  this  subject.) 

This  amendment  shall  becwne  effec- 
tive January  23,  1962. 

(Sees.  313(a).  801,  603;  72  Stat.  752,  775,  776; 
49  U.8.C.  1364(a),  1421.  1423) 

Issued  in  Washington.  D.C..  on  Jan- 
uary 11.  1962. 

G.  S.  Moore. 
Acting  Director. 
Flight  Standards  Service. 

[F.R.    Doc.    62-525;     Piled,    Jan.    17,     1962; 
8:46  a.m.) 
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should  be  replaced  rather  than  be  re- 
peatedly inspected.  Therefore  Amend- 
ment 298,  26  P.R.  5621,  is  being  super- 
seded by  a  new  directive  to  require  in- 
stallation of  the  modified  fittings. 

As  a  situation  exists  which  demands 
immediate  action  in  the  Interest  of 
safety,  it  is  found  that  noUce  and  public 
procedure  hereon  are  Impracticable  and 
good  cause  exists  for  making  this 
amendment  effective  upon  publication  in 
the  Federal  Register. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  PR  6489) 
5  507.10(a)    of  Part  507  (14  cJPR  Part 
507) .  is  hereby  amended  by  adding  the 
following  new  airworthiness  directive: 
Piper.     Applies     to    Model    PA-25    aircraft 
Serial  Numbers  25-1  to  25-619  inclusive' 
25-622.  25-623.  25-625,  and  25-626. 
Compliance  required  as  indicated 
As  a  result  of  inspections   performed   on 
the  aluminum   front  spar  wlng-to-fuselaee 
attachment    fittings.    Piper    P/N's    61111-00 
and  61111-01,  it  has  been  determined  that 
the   following  action   Is   necessary      Within 
the  next  25  hours'  time  In  service  after  the 
effective  date  of  this  AD.  but  not  later  than 
February    15,    1962,    unless    ah-eady    accom- 
plUhed,   replace    the   aluminum   front  spar 
wlng-to-fuselage  attachment  fittings    Piper 
P/N's  61111-00  and  61111-01.  with  steel  forc- 
ings, Piper  P/N's  60113-00  and  60113-01    or 
equivalent  parts  approved  by  the  PAA  East- 
ern Region,  Engineering  and  Manufacturing 
Branch.     The    steel    forglngs   have    14    inch 
raised    digits     •60112"    or    "60112-1"    on   the 
parts. 

The  replacement  shall  be  accomplished  In 
accordance  with  Piper  Service  Bulletin  No 
206  dated  August  24,  1961.  or  PAA  approved 
equivalent.  kk  "  «^ 

(Piper  Service  Bulletin  No.  206,  dated  Au- 
gust   24,    1961,   pertains   to   this   subject  ) 

This  supersedes  Amendment  298,  26  FJl 
5621. 

This  amendment  shall  become  effective 
January  18. 1962. 

(Sec.  313(a),  601.  603;  72  Stat.  752  775  776 
49U5.C.  1354(a).  1421,  1423) 

Issued  in  Washington.  D.C..  on  Jan- 
uary ii,  1962. 

G.  S.  Moore. 
Acting  Director. 
Flight  Standards  Service. 
I  F.R.    Doc.    G2-526;     Piled,    Jan.     17.     1962- 
8:46  ajn.) 


This  amendment  shall  become  effective 
January  18.   1962. 

(Sec.  313(a).  601,  603;  72  Stat.  752,  775  776- 
49  U.8.C.  1364(a),  1421,  1423) 

Issued  in  Washington.  D.C..  on  Jan- 
uaiy  11.  1962. 

O.  S.  Moore, 
Acting  Director. 
Flight  Stcmdards  Service. 

I  PR.    Doc.    a0-6a4:     Plied,    Jan,     17.     1962; 
8:46    am.) 
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PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 


Pip«r  Model  PA-25  Aircraft 

Amendment  298,  26  F.R.  5621.  requires 
inspection  of  the  front  spar  hinge  fit- 
tings on  certain  Piper  PA-25  aircraft 
every  100  hours'  time  in  service  until 
FAA  approved  modified  parts  are  in- 
stalled. FAA  approved  parts  have  been 
designed  and  are  now  available.  The 
results  oi  the  Inspections  required  by 
Amendment  398,  have  shown  that  in  the 
interest  of  safety  the  present  fitUngs 


PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Revocation  of  SegmenI  of  Low  Alti- 
tude VOR  Fodoral  Airway  and 
Associated  Control  Area  and  Alter- 
ation of  Control  Area  Extension 

llie  purpose  of  these  amendments  to 
SS  600.6253,  601.6253  and  601.1416  of  the 
regulations  of  the  Administrator  is  to 
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revoke  a  segment  of  VOR  Federal  airway 
No.  253  and  its  associated  control  area, 
and  to  redefine  the  Salt  Lake  City.  Utah, 
control  area  extension. 

The  segment  of  Victor  253  between  the 
Timpie,  Utah,  intersection  and  the 
Tooele.  Utah,  intersection  has  a  mini- 
mum en  route  altitude  of  15.000  feet  MSL 
which  is  above  the  ceiling  of  the  low 
altitude  airway  structure  in  the  conti- 
nental United  States.  Consequently,  thi.s 
airway  segment  is.  in  effect,  unusable 
and  is  therefore  revoked  herein.  Inter- 
mediate altitude  VOR  Federal  airway 
No.  1656  now  serves  this  route  at  alti- 
tudes above  14.500  feet  MSL. 

The  referred  to  portion  of  Victor  253 
presently  constitutes  the  southwest 
boundary  of  the  Salt  Lake  City  control 
area  extension.  It  is  therefore  necessary 
to  redefine  this  area  using  an  appropri- 
ate radial  of  the  Provo,  Utah.  VOR.  This 
will  not  change  the  configuration  of  the 
existing  Salt  Lake  City  control  area  ex- 
tension. 

Since  the  changes  effected  by  these 
amendments  impose  no  additional  bur- 
den on  any  person,  notice  and  public 
procedure  hereon  are  unnecessary 
However,  since  it  is  necessary  that  suffi- 
cient time  be  allowed  to  permit  appro- 
priate changes  to  be  made  on  aeronauti- 
cal charts,  these  amendments  will  be- 
come effective  more  than  thirty  day.s 
after  publication. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  PR.  12582  • . 
the  following  actions  are  taken: 

1.  Section  600.6253  <  14  CFR  600  6253' 
is  amended  to  read : 

§  600.6253  VOR  Fr<leral  airway  No.  2.">.'J 
(Provo,  I'lah,  to  Tooele,  I  lah,  aiul 
Timpie,  Utah,  to  Boise,  IHaho). 

Prom  the  Provo.  Utah.  VOR  to  the  INT 
of  the  Ogden,  Utah.  VOR  104"  and  the 
Provo.  VOR  315"  radials.  From  the  INT 
of  the  Salt  Lake  City.  Utah.  VOR  265' 
and  the  Ogden  VOR  225'  radials  via  the 
Bonneville.  Utah.  VOR;  Lucin.  Utah. 
VOR:  Twin  Palls,  Idaho,  VOR;  to  the 
Boise.  Idaho.  VOR. 

2.  Section  601.6253  <14  CFR  60162.53' 
is  amended  to  read ; 

§  601.6253  VOR  Federal  air*»ay  \o.  2.'>.'i 
control  area.*  (Provo,  Itah,  to 
Tooele,  Ltah,  and  Timpie,  Itah,  to 
Boise,  Idaho). 

All  of  VOR  Federal  airway  No.  253. 

§  601.1416       [Amendment  I 

3.  In  the  text  of  §601.1416  <  14  CFR 
601.1416)  "NW  along  VOR  Federal  air- 
way No.  253  to  the  INT  of  VOR  Federal 
airway  No.  32;  and  E  along  Victor  32 
to  the  point  of  beginning."  is  deleted  and 
"NW  along  a  line  parallel  to  and  5  miles 
NE  of  the  Provo  315°  radial  to  VOR  Fed- 
eral airway  No.  32 ;  thence  E  along  Victor 
32  to  the  point  of  beginning."  is  sub- 
stituted therefor. 

These  amendments  shall  become  effec- 
tive 0001  e.s.t.  March  8.  1962. 

(Sec   307(a),  72  Stat    749;  40  U.SC    1348) 
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Issued  In  Washington,  DC  .  on  Jan- 
uary 11.  1962. 

Charles  W.  Carmody. 

Acting  Director. 
Air  Traffic  Service. 

[FR      Doc      62  536.     Piled,     Jan      17      1962, 
8  46  a  m  I 
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PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alteration  of  Control  Zone,  Revoca- 
tion of  Control  Area  Extension  and 
Designation  of  Transition  Area 

On  September  27.  1961.  a  notice  of 
proposed  rule  making  was  published  in 
the  Federal  Register  <26  F  R.  9090' 
stating  that  the  Federal  Aviation  AKcncy 
(FAA>  proposed  to  alter  the  El  Dorado. 
Ark  ,  control  zone,  revoke  the  El  Dorado 
control  area  extension  and  designate  the 
El  Dorado  transition  area 

The  Departments  of  Army  and  An 
Force  voiced  no  objections  to  the  pro- 
posal, however,  the  Air  Transport  Asso- 
ciation fATA"  recommended  the  control 
zone  extor-.'^ion  be  incrf>a.<^pd  from  8  to  10 
miles. 

With  re^'ard  to  the  ATAs  recom- 
mendation, coordination  between  offices 
of  the  FAA  has  resulted  in  revisions  to 
the  instrument  approach  procedure  at 
the  Goodwin  Airport  to  provide  for  a 
procedure  turn  maneuvering  altitude  of 
1,500  feet  above  the  surface.  It  is  the 
policy  of  the  Agency  to  provide  control 
zone  protection  to  a  point  seven  nautical 
miles  outbound  from  the  approach  fix  m 
those  instances  where  the  procedure  turn 
IS  executed  at  or  atwve  1,500  feet  above 
the  surface  within  10  nautical  miles  of 
the  approach  fix.  and  the  final  approach 
fix  crossinii  altitude  is  less  than  1.500 
feet  above  the  surface.  Accordingly,  ac- 
tion is  taken  herein  to  desiijnate  the 
control  zone  extension  as  described  in  the 
notice 

No  other  adver.se  comment.s  were  re- 
ceived. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  mak- 
ine  of  the  rules  herein  adopted,  and  due 
consideration  has  been  piven  to  all  rele- 
vant matter  presented 

The  substance  of  the  propcscd  amend- 
ments having  been  published,  therefore, 
pursuant  to  the  authority  deletrated  to 
me  by  the  Administrator  <25  F  R.  125821 
and  for  the  reasons  stated  herein  and  in 
the  notice,  the  follovinrr  actions  are 
taken : 

1.  Section  601. 2398  '14  CFR  GOl  2398' 
i5  amended  to  read: 

§601.23<)8       Kl      l>orado.       \rk..      ...ulrol 
zone. 

Within  a  5-mile  radius  of  the  Goodwin 
Airport,  El  Dorado,  Ark.  iLat.  33  1305' 
N,  Long.  92  48'45"  W).  and  within  2 
miles  either  side  of  the  El  Dorado 
VORTAC  052  radial  cxtendini;  from  the 
5-mile  radius  zone  to  8  miles  NE  of  the 
VORTAC. 


2.  Part  601   '14  CFR  601'  Is  changed 
as  follows: 
a.  Add: 

i)  601.10015     Kl  Dorado,  Ark.   (Goodwin 
.Airport).  Iranwition  area. 

That  airspace  extending  upward  from 
1.200  feet  alxjve  the  surface  within  8 
miles  NW  and  5  miles  SE  of  the  El 
Dorado.  Ark  .  VORTAC  052°  and  232^ 
radials,  extending  from  the  Goodwin 
Airport  to  18  miles  NE  of  the  VORTAC. 

b    Revoke : 

§6(H.ltl7       (;«»nlr«»l    area    exl<-n»i(in     (Kl 
Dorado.    \rk.).       |Ke%okrd| 

These  amendments  shall  become  effec- 
tive 0001  est.  March  8,  1962. 

iVei-    307(a>     72  Stnt    749.   49  USC    1348) 

I.ssued  in  Washington.  DC  ,  on  Janu- 
.iiy  U,  1962 

Cmakifs  W,  Carmody. 

Acting  Director. 
Air  Traffic  Service. 

UK      D   (•      6'   oJ7,      Filed      Jan      17.     196J; 
8  46   a  m  I 
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PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alteration   of   Control   Zone 

The  purpose  of  this  amendment  to 
;  601  2198  of  the  regulations  of  the  Ad- 
ministrator IS  to  alter  the  description  of 
the  Montpelier,  Vt  ,  control  zone. 

The  Montpelier  control  zone  is  desig- 
nated, in  part,  on  the  northeast  course  of 
the  Montpelier  radio  range.  The  Federal 
Aviation  Ai;cncy  is  decommissioning  this 
radio  range  Therefore,  since  the  Mont- 
I^elier  terminal  area  is  adequately  served 
by  the  Montpelier  VOR.  action  is  taken 
herein  to  alter  the  Montpelier  control 
zone  by  deleting  reference  to  the  radio 
ranpe.  However,  the  designated  airspace 
will  not  be  altered. 

Since  the  chanjje  effected  by  this 
amendment  is  less  restrictive  in  nature 
than  present  requirements,  and  imposes 
no  additional  burden  on  any  person,  no- 
tice and  public  procedure  hereon  are 
unnecessary.  However,  since  it  is  neces- 
.sary  that  sufficient  time  be  allowed  to 
permit  appropriate  changes  to  be  made 
on  aeronautical  charts,  this  amendment 
will  become  effective  more  than  30  days 
after  publication. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  1 25  FR.  12582 ' , 
?  GDI  2198  1 14  CFR  601  2198  •  is  amended 
to  road: 
S  601.2108     MonlfHlitr.  Vl..  control  zone. 

Within  a  5-mile  radius  of  the  Barre- 
Monlpelier  Airport  (latitude  44°12'15" 
N  ,  longitude  72^33'45"  W.  >  and  within 
2  miles  either  side  of  the  034°  bearing 
from  the  airport  extending  from  the  5- 
mile  radius  zone  to  13  miles  NE  of  the 
airport. 


Thursday,  January  18,  1962 

This  amendment  shall  become  effective 
0001  e.s.t.  March  8, 1962. 
(See.  307(a).  72  Stat.  740;  49  U.S.C.  1348) 

Issued  in  Washington,  D.C.,  on  Janu- 
ary 12.  1962. 

Charles  W.  Carmody, 

Acting  Director, 
Air  Traffic  Service. 

IPR      Doc     62  528;     Piled,    Jan.     17,    1962; 
8:46  a, ml 


I  Airspace  Docket  No  61-SW-119| 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alteration  of  Control  Area  Extension 

The  purpose  of  this  amendment  to 
§  601.1002  of  the  regulations  of  the  Ad- 
ministrator is  to  alter  the  Austin,  Tex., 
control  area  extension. 

The  Austin  control  area  extension  is 
designated  on  the  Austin  radio  beacon. 

The  Federal  Aviation  Agency  no  longer 
has  an  air  traffic  service  requirement  for 
the  Austin  radio  beacon.  However,  the 
present  controlled  airspace  based  on  this 
facility  is  still  utilized  by  aircraft  exe- 
cuting prescribed  VOR  instrument  ap- 
proach procedures.  Accordingly,  action 
is  taken  herein  to  substitute  the  geo- 
graphical coordinates  of  the  Austin  radio 
beacon,  latitude  30''22'36"  N.,  longitude 
97  "40 '55"  W..  for  the  Austin  radio  bea- 
con in  the  description  of  the  Austin 
control  area  extension. 

Since  this  amendment  imposes  no  ad- 
ditional burden  on  the  public,  notice  and 
public  procedure  hereon  are  unneces- 
sary and  it  may  be  made  effective  im- 
mediately. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582), 
5  601.1002  <  14  CFR  601.1002)  is  amended 
to  read: 

§  601.1002    Control  area  extension  (Aus. 
tin,  Tex.). 

Within  a  40 -mile  radius  of  latitude 
30  22'36"  N.,  longitude  97°40'55"  W. 

This  amendment  shall  become  effec- 
tive upon  the  date  of  publication  in  the 
Federal  Register. 

(Sec.   307(a),    72   Stat,   749;    49   U.S.C.   1348) 

Issued  in  Washington,  D.C.,  on  Jan- 
uary 12,  1962. 

Charles  W.  Carmody, 

Acting  Director, 
Air  Traffic  Service. 

[FR      Doc      62-529:     Piled,     Jnn      17,     1962; 
8:46am.] 
I 

(Airspace  Docket  No,  61-SW-120J 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS  I 

Alteration   of  Control   Zone 

The  purpose  of   this  amendment  to 
5  60j^l49  of  the  regulations  of  the  Ad- 
No.  12 2 
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ministrator  is  to  alter  the  Jacksonville, 
Fla.,  control  zone. 

The  Jacksonville  control  zone  east  ex- 
tension as  presently  designated  is  based, 
in  part,  on  the  Port  George  Island  fan 
marker.  The  Federal  Aviation  Agency 
proposes  to  decommission  this  fan 
marker  since  its  continued  operation  is 
no  longer  warranted  for  air  traffic  serv- 
ice purposes.  However,  the  controlled 
airspace  based,  in  part,  upon  this  aid 
will  still  be  utilized  by  aircraft  exe- 
cuting prescribed  radio  range  instru- 
ment approach  procedures.  Accord- 
ingly, action  is  taken  herein  to  delete 
the  Fort  George  Island  fan  marker  from 
the  description  of  the  Jacksonville  con- 
trol zone  and  substitute  therefor  the 
corresponding  mileage  distance  from  the 
radio  range. 

Since  this  amendment  imposes  no 
additional  burden  on  the  public,  notice 
and  public  procedure  hereon  are  unnec- 
essary and  it  may  be  made  effective 
immediately. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582  > , 
the  following  action  is  taken : 

Section  601.2149  (14  CFR  601.2149)  is 
amended  to  read: 

§   601.2149     Jacksonville,    Fla.,    control 
zone. 

Within  a  5-miIe  radius  of  Imeson  Air- 
port. Jacksonville.  Fla.  (latitude  30° 25' 
17"  N.,  longitude  81°38'15"  W.),  within 
2  miles  either  side  of  the  Jacksonville 
VORTAC  064"  radial  extending  from 
the  5-miIe  radius  zone  to  10  miles  NE 
of  the  VORTAC;  within  2  miles  either 
side  of  the  Jacksonville  RR  E  course  ex- 
tending from  the  RR  to  10.3  miles  E 
of  the  RR;  within  a  3 -mile  radius  of 
Mayport  NAS,  Fla.  (latitude  30''23'45" 
N.,  longitude  81 '25 '15"  W.)  and  within 
2  miles  either  side  of  the  051°  bearing 
from  the  Mayport  RBN  extending  from 
the  3 -mile  radius  zone  to  10  miles  NE 
of  the  RBN. 

This  amendment  shall  become  effec- 
tive upon  the  date  of  publication  in  the 
FsDKRAL  Register. 

(Sec.  307(a),  72  Stat.   749;    49   U.S.C.    1348) 

Issued  in  Washington,  DC,  on  Janu- 
ary 12, 1962. 

Charles  W.  Carmody, 

Acting  Director, 
Air  Traffic  Service. 

|P.R.    Etoc.    62-530;     Piled.    Jan.     17.     1962; 
8:46  ajxi.) 
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PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alteration  of  Control  Zone 

The  purpose  of  this  amendment  to 
9  601.2270  of  the  regulations  of  the  Ad- 
ministrator Is  to  alter  the  time  of  des- 
ignation of  the  Enid,  Vance  AFB,  Okla., 
control  zone. 

The  Enid  control  zone  is  designated 
from    0600    through    1800    hours    local 
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standard  time  Monday  through  Friday 
and  from  1300  through  1700  hours  local 
standard  time  on  Simday.  The  Federal 
Aviation  Agency,  with  Department  of 
the  Air  Force  concurrence,  is  changing 
the  time  of  designation  of  the  Enid  con- 
trol zone  from  0600  through  1800  hours 
local  standard  time  Monday  through 
Friday  and  from  1300  through  1700 
hours  local  standard  time  on  Sunday  to 
0600  through  1800  hours  local  standard 
time  Monday  through  Friday,  except 
holidays. 

Since  this  amendment  imposes  no  ad- 
ditional burden  on  the  public,  notice  and 
public  procedure  hereon  are  unneces- 
sai-y.  However,  since  it  is  necessary  that 
sufficient  time  be  allowed  to  permit  ap- 
propriate changes  to  be  made  on  aero- 
nautical charts,  this  amendment  will 
become  effective  more  than  30  days  after 
publication. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  Fit.  12582) , 
the  following  action  is  taken:  In  the  text 
of  §  601.2270  (26  F.R.  8630)  "from  0600 
through  1800  hours  local  standard  time 
Monday  through  Friday  and  from  1300 
through  1700  hours  local  standard  time 
on  Sunday."  is  deleted  and  "from  0600 
through  1800  hours  local  standard  time 
Monday  through  Friday  except  holi- 
days.' is  substituted  therefor. 

This  amendment  shall  become  effec 
tive  0001  e.s.t.  March  8,  1962. 

(Sec,   307(6).   72  Stat.   749;    49  U.S.C.   1348) 

Lssued  in  Washington,  D.C.,  on  Janu- 
ary 12.  1962. 

Charles  W.  Carmody, 

Acting  Director, 
Air  Traffic  Service. 

I  F.R     Doc.    62-531:     Piled.    Jan.    17,     1962; 
8:46  ajn.] 


i  Airspace  Docket  No.  61-SW-122  J 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alteration  of  Control  Zone 

The  purpose  of  this  amendment  to 
§  601.2247  of  the  regulations  of  the 
Administrator  is  to  alter  the  Abilene, 
Tex.,  control  zone. 

The  present  Abilene  control  zone  is 
designated,  in  part,  based  on  the  Abilene 
radio  range.  The  Federal  Aviation 
Agency  (FAA)  proposes  to  convert  the 
Abilene  radio  range  to  a  nondirectional 
radio  beacon.  Therefore,  the  FAA  has 
determined  that  the  extension  of  the 
Abilene  control  zone  based  on  the  north 
course  of  the  radio  range  is  no  longer 
required  for  air  traffic  service  purposes 
and  may  be  revoked,  such  action  is  taken 
herein. 

Since  the  change  effected  by  this 
amendment  is  less  restrictive  in  nature 
than  the  present  requirements,  and  Im- 
poses no  additional  burden  on  any  per- 
son, notice  and  public  procedure  thereon 
are  unnecessary.  However,  since  it  is 
necessary  that  sufficient  time  be  allowed 
to   permit   appropriate   changes   to   be 


506 


RULES  AND   REGULATIONS 


Thuradau.  Januaru  18.  1962 


FED»AI     DPGICTFP 


508 

made  on  aeronautical  charts,  this 
amendment  will  become  effective  more 
than  30  days  after  iwbUcation. 

In  oonskleration  at  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  ( 25  F.R.  12582  > . 
the  f oUowinc  action  Is  taken : 

Section  601.2247  (14  CFR  601  2247*  is 
amended  to  read: 

§  601.2247      Abilrnr,  Trx.,  cunlrul   i.anv. 

Within  a  5-mile  radius  of  the  Abilene. 
Tex..  Municipal  Airport  (latitude 
32*25  10"  N..  longitude  MMl  20  '  W  i 
within  2  miles  either  side  of  the  Abilene 
ILS  localizer  8  course  extending  from  the 
5-mile  radius  zone  to  the  ILS  OM ;  within 
2  miles  either  side  of  the  Abilene  VOR 
112*  radial  extending  from  the  5-mile 
radius  aone  to  the  VOR;  within  a  5-mile 
radius  of  Dyess  AFB.  Abilene.  Tex 
(laUtude  32''25'10"  N.  longitude  99 
51 '15"  W.) :  within  2  miles  either  side  of 
the  Abilene  VOR  354*  radial  extending 
from  the  I>yess  5-mile  radius  zone  to  12 
miles  N  of  the  VOR:  and  within  2  miles 
either  side  of  the  168*  and  348°  bearings 
from  the  Dyess  AFB  RBN  extending  from 
the  5-mlle  radius  jsone  to  12  miles  S  of 
the  RBN. 

This  amendment  shall  become  effec- 
tive 0001  e.s.t .  March  8.  1962. 

(Sec.  307(a).  73  8t»t.  749;  49  USC    1348) 

Issued  in  Washington.  D.C  .  on  Janu- 
ary 11,  1962. 

Charles  W.  Carmody. 

Acting  Director, 
Air  Traffic  Service 


[PR     Doc 


82-532;     FUed.     Jan      17,     1962; 
8 : 46  am  | 


[Airspace  Docket  No.  61-SW  1231 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alteration  of  Control   Zone 

The  purpose  of  this  amendment  to 
§  601.2230  of  the  regulations  of  the  Ad- 
ministrator is  to  alter  the  Brunswick. 
Oa..  control  zone. 

The  Brunswick  control  zone  Is  desig- 
nated within  a  5-mlle  radius  of  the 
McKinnon  Airport ;  within  2  miles  either 
side  of  the  228*  True  bearing  from  the 
Bninswick  radio  beacon  extending  from 
the  5-mlle  radius  zone  to  12  miles  south- 
west of  the  radio  beacon  and  within  2 
miles  either  side  of  the  023*  True  radial 
at  the  Bnmswick  VOR  extending  from 
the  5-mlle  radius  to  the  VOR. 

The  control  eone  extension  based  on 
the  Brunswick  radio  beacon  is  no  longer 
required  for  air  traffic  control  proce- 
dures. Therefore,  action  Is  taken  herein 
to  reToke  the  control  zone  extension 
based  on  this  navigational  aid. 

Since  the  change  effected  by  this 
amendment  reduces  a  burden  on  the 
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public,  notice  and  public  procedure  lieie- 
on  are  unnecessary  However,  since  it 
is  necessary  that  sufficient  time  be  al- 
lowed to  permit  appropriate  changes  to 
be  made  on  aeronautical  charts,  this 
amendment  will  become  effective  more 
than  thirty  days  after  publication. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  '  25  F  R  1258 J  ■ . 
5  601  2230  '  14  CFR  601  2230-  is  amended 
to  read : 

i;  M)  1.22.10      Hrtiii<.Hi«  k.   <.u.    (  \1<  KiiiiMiii 
\ir|Mirt).  rtmlrol   /«>ti«-. 

Within  a  5-mile  radius  of  McKumon 
Airport.  Brunswick,  Ga  'latitude  31  09  - 
05  '  N.  longitude  81  23  20"  W  > ,  and 
within  2  miles  either  side  of  the  023 
radial  of  the  Brunswick  VOR  extending 
from  the  5-mile  radius  zone  to  the  VOR 

This  amendment  shall   become   effec- 
tive 0001   est.   March  8.    1962. 
(See     307iai      T2    Stat     749     49    USC     1348 1 

Issued  in  Washintiton,  DC.  on  Jan- 
uary 12.    1962. 

Charles  W    Carmody. 

Acting  Director. 
Air  Traffic  Service 

|FR      D.ic      C2   533.      Filed.     Jui       17,     190'J. 
8  46  am  | 


(.Mr-oppce  Docket  No   61    WA   237| 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACf,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alteration   of   Control    Zone 

The  purpose  of  this  amendment  is  to 
change  the  name  of  University  of  Illmois 
Airport  to  University  of  lUinois-WlUard 
Airport  in  the  description  of  the  Cham- 
paign, Dl..  control  zone  in  order  to  cor- 
rectly reflect  the  name  of  this  facility 

Since  this  amendment  is  editorial  in 
nature,  and  imposes  no  additional  bur- 
den on  any  person,  notice  and  public 
procedure  hereon  are  unnecessary  and  it 
may  be  made  effective  immediately. 

In  consideration  of  the  foregoing',  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  FR  12582  > , 
the  following  action  is  taken:  In  the 
text  of  J  601.2475  '14  CFR  6012475) 
•'University  of  Illinois  Airport"  is  deleted 
and  "University  of  niinois-Willard  Air- 
port" is  substituted  therefor. 

This  amendment  shall  become  effec- 
tive upon  publication  in  the  Federal 
Recistth. 

(3ec.   307(a).   72   SUt     749;    49   U  S  C     1348) 

Issued  In  Washington,  DC  .  on  Jan- 
uary 12.  1962. 

Charles  W.  Cakmodt. 

Acting  Director, 
Air  Traffic  Service. 

[F.R.    Doc    62-535:     FUed.    Jan.     17.     19«2; 
8:4«am  I 


I  Airspace  Docket  No  61   SW    124| 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL  AREAS 

Alteration    of   Control    Zone 

'1  hf  purpose  of  this  amendment  to 
J  601  2352  of  the  regulations  of  the  Ad- 
ministrator i.s  to  alter  the  Dalhart.  Tex., 
control  zone 

The  Dalhart,  Tex  .  control  zone  is  des- 
ignated within  a  3-mlle  radius  of  the 
Municipal  Airport  with  an  extension  to 
the  southeast  within  2  miles  either  side 
of  a  line  bcarinft  132°  True  extending 
f.om  the  Dalhart  radio  beacon  and  an 
extension  to  the  north  within  2  miles 
either  side  of  the  184*  and  004°  True 
radials  of  the  Dalhart  VOR. 

The  extension  to  the  southesist  is  no 
longer  required  for  air  traffic  control 
purposes.  The  extension  to  the  north 
as  pre.sently  designated  will  not  fully 
protect  the  proposed  instrument  ap- 
proach procedure.  Therefore,  action  is 
taken  herein  to  revoke  the  southeast  ex- 
tension and  realign  the  north  extension 
within  2  miles  cither  side  of  the  Dalhart 
VORTAC  002'  Tiue  radial  in  lieu  of  the 
004°  True  radial. 

Since  the  change  effected  by  this 
amendment  reduces  a  burden  on  the 
public,  notice  and  public  procedure  here- 
on are  unnecessary.  However,  since  it 
is  necessary  that  sufficient  time  be  al- 
lowed to  permit  appropriate  changes  to 
be  made  on  aeronautical  charts,  this 
amendment  will  become  effective  more 
than  thirty  days  after  publication. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582  • , 
the  following  action  is  taken: 

Section  601  2352  '14  CFR  601.2352'  is 
amended  to  read ; 

J:?  M)  1.23.^2      nalhiirl,  Tex.,  citiilrul   /our. 

WiLhin  a  3-mile  radius  of  the  Dalhart. 
Tex.,  Municipal  Airport  (latitude  36°0r- 
30  "  N.  longitude  102''32'55"  W.).  and 
within  2  miles  either  side  of  the  002' 
radial  of  the  Dalhart  VORTAC  extend- 
ing from  the  3 -mile  radius  zone  to  10 
miles  N  of  the  VORTAC. 

This  amendment  shall  become  effec- 
tive 0001  est.  March  8,  1962, 

I  Sec    307(a),   72    Stat    749;    49    USC.    1348) 

Issued  in  Washington,  DC,  on  Janu- 
ary 11. 1962. 

Charles  W.  Carmody, 

Acting  Director. 
Air  Traffic  Service. 

I  PR.    Doc     ea-534;     PU«1,    Jan.    17.     IM* 
8  46  am  I 
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I  Airspace  Docket  No.  61-HO-6] 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Designation  of  Transition  Area,  Revo- 
cation of  Control  Area  Extension 
and  Alteration  of  Control  Areo 
Extension  { 

On  October  5,  1961,  a  notice  of  pro- 
posed rule  making  was  published  in  the 
Federal  Register  (26  F.R.  9386)  stating 
that  the  Federal  Aviation  Agency  pro- 
posed to  revoke  the  Kaneohe,  Hawaii, 
control  area  extension;  designate,  in  lieu 
thereof,  a  transition  area  at  the  Kaneohe 
Marine  Corps  Air  Station,  Oahu,  Hawaii; 
and  alter  the  Oahu,  Hawaii,  control  area 
extension. 

Since  these  actions  involve  the  desig- 
nation of  navigable  airspace  outside  the 
United  States,  the  Administrator  haff 
consulted  with  the  Secretary  of  State 
and  the  Secretary  of  Defense  in  accord- 
ance with  the  provisions  of  Executive 
Order  No.  10854. 

No  adverse  comments  were  received 
regarding  the  proposed  amendments. 

Subsequent  to  publication  of  the  No- 
tice, the  Kahuku  Point,  Oahu,  Hawaii, 
Restricted  Area  R^3106  was  amended 
(Airspace  Docket  No.  61-WA-143,  26  Fit. 
10636)  by  enlarging  the  area  southeast- 
ward and  designating  a  controlling 
agency.  This  action,  to  be  effective 
January  11,  1962.  results  in  a  minor 
penetration  of  the  Kaneohe  transition 
area  being  designated  herein.  There- 
fore, appropriate  reference  to  R-3106 
in  the  description  of  the  transition  area 
is  included  herein.  References  to  warn- 
ing areas  in  §  601.1423  are  £^so  updated 
herein. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rules  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  there- 
fore, pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (25  F.R. 
12582)  and  for  the  reasons  stated  in 
the  notice,  the  following  actions  are 
taken:  . 

^  60I.U23       [ .\mondnirnl  I 

1.  In  the  text  of  §  601.1423  il4  CFR 
601.1423.  26  F.R,  8171.  10636). 

a.  "The  airspace  south  of  the  Kaneohe 
control  area  extension  <601.1380)  lying 
within"  Is  deleted  and  "Within"  is  sub- 
stituted therefor. 

b.  "Excluding  the  portion  below  4.000 
feet  MSL  which  lies  within  the  geo- 
^'raphlc  limits  of  Warning  Area  (W-322 
Area  Di.  The  portions  of  this  control 
area  extension  which  coincide  with 
R-3102,  R-3106  and  R-3109  shall  be  used 
only  after  obtaining  prior  approval 
from  appropriate  authority;  and  the 
portions  which  lie  within  the  geographic 
limits  of,  and  between  the  established 
altitudes  of.  Warning  Areas  W-318, 
W-319  (Area  A).  W-320  (Area  B),  W- 
321   (Area  O    and  W-334  are  excluded 
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during  these  warning  areas'  times  of 
establiahed  use."  is  deleted  and  "ex- 
cluding the  portion  below  4,000  feet  MSL 
within  the  geographic  limits  of  W-322 
(Area  D) .  the  portion  within  W-318  and 
the  portion  that  coincides  with  and 
underlies  the  Kaneohe,  Oahu,  Hawaii, 
transition  area  (9  601.10019) .  The  por- 
tions of  this  control  area  extension 
within  R.-3102,  R-3106  and  R^310g  shall 
be  used  only  after  obtaining  prior  ap- 
proval from  appropriate  authority."  is 
substituted  therefor. 

2.  Part  601  (14  CFR  Part  601)  Is 
amended  by  deleting  the  following 
section: 

§  601.1380      Control  urea  exien.sion  (Ka- 
neohe, Hawaii).      [Deleted] 

3.  Part  601  (14  CFR  Part  601)  is 
amended  by  adding  the  following 
section:  ^ 

§  601.10019      Kaneohe,     Oahu,     Hawaii, 
Iranailion  area. 

That  airspace  extending  upward  from 
1,200  feet  above  the  surface  within  the 
area  bounded  by  a  line  beginning  at 
laUtude  21»25'00"  N.,  longitude  157°47' 
00"  W.;  to  latitude  21''23'00"  N,,  longi- 
tude 157'41'00"  W.;  to  latitude  21^41' 
00"  N.,  longitude  IST-IS'OO"  W.;  thence 
counterclockwise  along  the  arc  of  a  35- 
mile  radius  circle  centered  at  latitude 
21''27'00"  N.,  longitude  157''47'00"  W.; 
to  laUtude  21»56'00"  N.,  longitude  157° 
57'00"  W.;  to  latitude  21°30'00"  N.. 
longitude  157''48'00"  W.;  thence  coun- 
terclockwise along  the  arc  of  a  3-mlle 
radius  circle  centered  at  latitude  21°27' 
35"  N.,  longitude  157°46'50"  W.,  to  point 
of  beginning.  The  portion  of  this 
transition  area  which  coincides  with 
R-3106  shall  be  used  only  after  obtain- 
ing prior  approval  from  appropriate 
authority. 

These  amendments  shall  become  effec- 
tive 0001  e.s.t.,  March  8,  1962. 

(Sees.  307(a),  1110,  72  Stat.  746  and  800; 
49  U.8.C.  1348,  1510,  E.O.  10854.  24  F.R. 

oses) 

Issued  in  Washington.  D.C  on  Jan- 
uary 12.  1962. 

Charles  W.  Carmody, 

Acting  Director, 
Air  Traffic  Service. 

(PH.    Doc.    62-537;     Piled.    Jan.    17,     1962; 
8:46  a.m.] 


Title  16— COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade  Commission 

(Docket  7476  o] 

PART   13 — PROHIBITED  TRADE 
PRACTICES 

Murray  Space  Shoe  Corp.  Et  Al. 

Sulq^art — ^Advertising  falsely  or  mis- 
leadingly:  8  13.170  Qualities  or  proper- 
ties of  product  or  service:  §  13.170-22 
Corrective,  orthopedic,  etc.;  §  13.170-52 
Medicinal,  therapeutic,  healthful,  etc.; 
8  13.170-70  Preventive  or  protective. 
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(Sec.  6,  38  Stat.  721;  16  UJ3.C.  46.  Interpret 
or  apply  sec.  6.  88  Stat.  719,  as  amended:  16 
n.S.C.  45)  [Cease  and  desist  order,  Murray 
Space  Shoe  Corp.  et  al.,  Bridgeport,  Conn.. 
Docket  7476,  Oct.  17,  1961 J 

In  the  Matter  of  Murray  Space  Shoe 
Corporation,  a  Corporation,  and  Alan 
E.  Murray  and  LuxHlle  Marsh  Murray. 
Individually  and  as  Officers  of  Said 
Corporation,  and  Alan  E.  Murray  and 
Lucille  Marsh  Murray.  Copartners 
Trading  and  Doing  Business  as  Alan 
E.  Murray  Laboratories  and  Murray 
Space  Shoe 

Order  requiring  Bridgeport.  Conn., 
manufacturers  of  molded  shoes— custom 
made  over  plaster  casts  of  customers' 
feet — to  cease  making  in  advertising  un- 
qualified claims  that  the  shoes  had  ther- 
apeutic qualities  and  would  correct, 
prevent,  or  relieve  various  diseases  and 
disorders;  and  dismissing  for  lack  of 
proof  of  competitive  effect,  charges  of 
exclusive  dealing. 

The  order  to  cease  and  desist  is  as 
follows : 

It  is  ordered.  That  respondents  Mur- 
ray Space  Shoe  Corporation,  a  corpora- 
tion, and  its  oflQcers,  and  Alan  E.  Murray 
and  Lucille  Marsh  Murray,  individually 
and  as  oflBcers  of  said  corporation,  and 
respondents'  representatives,  agents,  and 
employees,  directly  or  through  any  cor- 
porate or  other  device,  in  connection 
with  the  offering  for  sale,  sale,  or  distri- 
bution of  molded  shoes,  that  is,  custom- 
made  shoes  constructed  over  plaster 
casts  of  the  customers'  feet,  or  any  shoe 
of  substantially  similar  construction  or 
design,  do  forthwith  cease  and  desist 
from,  directly  or  indirectly: 

1.  Disseminating  or  causing  to  be  dis- 
seminated any  advertisement,  including 
pamphlets  and  circulars  distributed  to 
customers  and  prospective  customers,  by 
means  of  the  United  States  mails,  or  by 
any  means  in  commerce,  as  "commerce" 
is  defined  in  the  Federal  Trade  Commis- 
sion Act,  which  represents,  directly  or 
by  implication : 

ta)  That  their  shoes  have  therapeutic 
qualities,  except  that  nothing  herein  con- 
tained shall  prevent  respwidents  from 
making  representations  permitted  under 
subparagraphs  (b)  and  (d)  hereof,  and 
provided  further  that  noUiing  herein 
contained  shall  prevent  respondents 
from  representing  that  said  shoes,  or  the 
wearing  thereof,  will  give  relief  from 
pains  or  disorders  of  the  feet  due  to,  or 
caused  by,  ill-fitting  shoes,  to  the  ex- 
tent not  prohibited  by  subparagraph  (c) 
hereof. 

<b)  That  their  shoes,  or  the  wearing 
thereof,  will  correct,  prevent,  or  relieve 
swollen  ankles,  swollen  joints,  pufflness 
on  ball  of  foot,  pain  in  the  hip.  fatigue, 
or  sagging  ankles  unless  expressly  and 
clearly  limited  to  relief  only  of  said  dis- 
eases or  ailments  due  to,  or  caused  by. 
Ill-fitting  shoes. 

<c)  That  their  shoes,  or  the  wearing 
thereof,  will  correct,  prevent  or  relieve 
indigestion,  stomach  ulcers,  high  blood 
pressure  or  arthritis. 

(d)  That  their  shoes,  or  the  wearing 
thereof,  will  correct  hammer  toes  or 
bunions,  provided,  however,  tiiat  noth- 
ing contained  in  this  paragrm>h  shall 
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prevent  respondents  from  representing 
th*t  their  said  shoes,  or  the  wearing 
thereof,  will  glre  relief  from  pain  suf- 
fered by  a  person  with  hammer  toes  or 
bunions. 

2.  Disseminating  or  causing  to  be  dis- 
seminated any  adrertisement  by  any 
means  for  the  purpose  of  inducing  or 
which  Is  lik^  to  Induce,  directly  or  in- 
directly, the  purchase  in  commerce,  as 
"commerce"  is  defined  in  the  Federal 
Trade  Commission  Act.  of  said  shoes, 
which  advertisements  contain  any  of 
the  representations  prohibited  in  Para- 
graph 1  above. 

It  is  tx{TtheT  ordered.  That  all  allcga- 
tiCMu  contained  in  the  complaint  under 
Count  I.  not  hereinbefore  mentioned  un- 
der Paragraph  1.  be.  and  the  same  hereby 
are.  dismissed. 

It  is  further  ordered.  That  the  allega- 
tions of  the  Commission's  complaint 
herein  under  Count  n  thereof  be.  and 
the  same  hereby  are.  dismissed. 

By  "Pinal  Order",  report  of  compliance 
was  i^equired  as  follows: 

It  is  further  ordered.  That  the  re- 
spondents shall,  within  sixty  (60)  days 
after  service  upon  ttiem  of  this  order, 
file  with  the  Commission  a  report,  in 
writing,  setting  forth  in  detail  the  man- 
ner and  form  in  which  they  have  com- 
plied with  the  order  to  cease  and  desist. 
as  modified. 

Issued:  October  17.  1961. 

By  the  Commission. 

[SEAL)  JosFPH  W.  Shea. 

Secretary. 

[FR      Doc      62   5€0;     Piled.     Jsn       17.     1962. 
8  49  a  m  I 


Title  18— CONSERVATION 
OF  POWER 

Chapter  I — Federal  Power 
Commtssion 

f  Order  341;  Docket  No.  R  205 1 

PART  2— GENERAL  POLICY  AND 
INTERPRETATIONS 

Natural  Gas   Companies;   Exempt 
Facilities 

Jahitary  12.  1962. 

The  Commission  has  before  it  for  con- 
sideration an  amendment  to  S  2  55  of 
Part  2,  Subchapter  A,  General  Rules. 
Chapter  I  of  Title  18,  Code  of  Federal 
Regulations. 

Section  7(c»  of  the  Natural  Gas  Act 
(15  U.S.C.  717f(c))  requires,  inter  alia. 
a  certificate  of  public  convenience  and 
necessity  issued  by  the  Commission  for 
any  proposed  coristruction  or  extension 
of  natural  gas  facilities  subject  to  the 
jurisdiction  of  the  Commission.  Section 
2.55  of  the  Commission's  rules  <  18  CFR 
2.55)  interprets  the  word  "facilities "  as 
used  in  section  7(c)  of  the  Act  to  exclude 
from  the  requirement  for  certification 
certain  types  of  facilities  therein  de- 
scribed. The  pertinent  portions  of  that 
section  here  under  consideration  are  set 
forth  below. 


RULES  AND   REGULATIONS 

I  2  55  Dtftnition  o/  term  U3ed  in  section 
7ic).  For  the  purposes  of  lecUon  7(c)  of  the 
Natxirai    Oae    Act.    •«    amended,    the    word 

"feclUtles"  as    used    therein   shall    be   Inter- 
preted   to    exclude 

•  •  •  •  • 

lb)  Keplacfinent  of  (aaltttes  Kacllules 
which  cunstitute  the  replacement  oX  existing 
f.\cllltie«  which  have  or  will  soon  become  un- 
serviceable Provided.  That  such  replacement 
will  not  result  In  a  reduction  or  abandon- 
ment of  service  rendered  by  means  of  such 
facilities  and.  Provided,  further.  That  such 
rppl.icrmont  dnfs  not  appreciably  change  the 
flailv  delivery  cnpaclty  of  the  existing  trans- 
mission pipeline  system 

iri  Sftc  delivery  point i  Metering  and 
rf'^'iliiMni';  in.«tallatlons  and  branch  lines 
ne<e««ary  to  the  establishment  of  new  de- 
Uvfrv  p<l!U5  required  for  the  delivery  of 
p  i.s  '.>  i!i  rxi.^rins?  customer  for  resale  in  a 
Ux-al  C'lmmunlty  presently  served  from  thr 
■■■.unp   p;pcline  system   by  such  cii.stomer 

Que.stion.s  have  arisen  in  the  past  con- 
cerning the  meaning  of  the  word  "un- 
.sei-viceable"  and  the  clause  "Provided, 
further.  That  such  replacement  does  not 
appreciably  cliange  the  daily  delivery 
capacity  of  the  existing  transmission 
pipeline  system"  in  J12.55(b>  and  the 
words  local  community  presently 
served'  in  5  2  55tc).  Accordingly,  we 
aie  adopting  amendments  to  those  para- 
graphs for  purposes  of  clarification. 

The  Commission  finds: 

<  1 '  The  amendments  herein  adopted 
represent  matters  of  mt^rpretation 
which  do  not  require  notice  or  hearing 
under  section  4'a»  of  the  Administrative 
Procedure  Act. 

i2i  Adoption  and  promul;;ation  of  the 
proposed  amendments  are  necessary  and 
appropriate  for  the  purposes  of  admin- 
istration of  the  Natural  Gas  Act 

The  Commission,  acting  pursuant  to 
the  authority  granted  by  the  Natural 
Gas  Act.  as  amended,  particularly  sec- 
tions 7  and  16  thereof  '52  Stat  824.  830: 
56  Stat  83:  15  U.S.C.  717f.  717o> .  orders: 

«  A I  In  §  2.55  of  Part  2.  Subchapter  A. 
General  Rules,  Chapter  I  of  Title  18  of 
the  Code  of  Federal  Regulations,  subsec- 
tions <b>  and  ic>  are  amended  to  read 
as   follows ; 

'b'  Replacement  of  facilities  Facil- 
ities which  constitute  the  replacement  of 
existing  facilities  which  have  or  will  soon 
become  physically  deteriorated'  or  obso- 
lete to  the  extent  that  replacement  is 
deemed  advisable:  Provided.  That  such 
replacement  will  not  result  in  a  reduc- 
tion or  abandonment  of  service  rendered 
by  means  of  such  facilities:  Provided 
further.  That  such  replacement  shall 
have  substantially  equivalent  designed 
delivery  capacity  as  the  particular  facil- 
ities being  replaced. 

'  c  '  New  delivery  points  MetorniK  and 
regulatin^installations  and  branch  lines 
necessary  to  the  establishment  of  new 
delivery  points  required  for  the  delivery 
of  gas  to  an  existing  customer  for  resale 
in  a  local  community  pre.sently  served 
from  the  same  pipeline  system  by  such 
customer:  Provided,  That  the  local 
community  presently  served"  shall  in- 
clude only  the  area  in  which  distribution 
facihUes  are  being  operated  by  the  dis- 
tributor company,  but  shall  not  include 
any  area  outside  the  distribution  system 
or  beyond  the  confines  of  the  community. 
whether  incorporated  or  not.  presently 


being  served  by  the  natural  gas  com- 
pany's pipeline  system. 

(B)  The  statement  and  amendments 
herein  prescribed  shall  become  effective 
February  12.  1962. 

(O  The  Secretary  shall  cause  prompt 
publication  of  this  order  to  be  made  in 
tiie  Federal  Register 

By  the  Commission. 

isEAj.  I  Joseph  H    Gutride, 

Secretary 

C2  518      FllPcl      Jan      17,     1962. 
8   47    x  m   I 
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Title  25— INDIANS 

Chapter  I — Bureau  of  Indian  Affairs, 
Department   of  tha   Inferior 

SUtCHAPTER    E — EDUCATION 

PART  34 — ADMINISTRATION  OF  A 
PROGRAM  OF  VOCATIONAL 
TRAINING  FOR  ADULT  INDIANS 

Selection   of  Applicants 

On  paiie  6476  of  the  Federal  Register 
of  July  19.  1961.  there  was  published  a 
notice  and  text  of  a  proposed  amendment 
of  5  34  3  of  Title  25,  Code  of  Federal 
Regulations.  The  purpose  of  this  amend- 
ment is  to  define  further  eligibility  for 
Adult  Vocational  Training  Services. 

Interested  persons  were  given  30  days 
within  which  to  submit  written  com- 
ment«.  suggestions  or  objections  with 
respect  to  the  proposed  amendment.  No 
comments,  suggestions  or  objections  have 
Ijeen  received,  and  the  proposed  amend- 
ment IS  hereby  adopted  without  change 
and  IS  set  forth  below.  This  amendment 
shall  become  effective  at  the  beginning 
of  the  30th  calendar  day  following  the 
date  of  this  publication  in  the  Federal 
Register. 

Stewart  L.  Udall. 
Secretary  of  the  Interior. 

Jani-.^ry  11,  1962. 

Section  34  3  is  amended  to  read  as 
follows : 

§  .11.3      Selrctiun  of  applicaiil^. 

The  Vocational  Training  Program  is 
available  primarily  to  adult  Indians  of 
one-fourth  or  more  degree  of  Indian 
blood  who  are  not  less  than  18  and  not 
more  than  35  years  of  age  and  who  reside 
within  the  exterior  boundaries  of  Indian 
re.servations  under  the  jurisdiction  of  the 
Bureau  of  Indian  Affairs  or  on  trust  or 
restricted  lands  under  the  jurisdiction 
of  the  Bureau  of  Indian  Affairs.  The 
Program  is  also  available  to  additional 
Indians  who  reside  near  reservations  in 
the  discretion  of  the  Secretary  of  the 
Interior  when  the  failure  to  provide  the 
services  would  have  a  direct  effect  upon 
Bureau  programs  within  the  reservation 
boundaries.  An  application  for  training 
services  may  be  approved,  within  the 
limitation  of  available  funds,  when  it  is 
dctrrniined  that  the  applicant  is  in  need 
of  such  training  in  order  to  obtain  rea- 
sonable and  satisfactory  employment, 
and  that  it  is  feasible  for  him  to  pursue 
such  trnining.  Reasonable  and  satis- 
factory employment  is  employment  that 
provides: 


i     - 

Thursday,  January  18,  1962 

(a)  Sufficient  income  for  the  individ- 
ual or  family  unit  to  live  at  an  eoonomie 
level  considered  as  adequate  in  the 
community;  and 

(b)  Opportunity  for  advancement  on 
the  basis  of  skill  and  experience  acquired 
in  the  course  of  employment. 

|FR      Doc      62-541;     Filed.    Jan,     17.     1962; 
8:47  a.m.) 


Title  32— NATIONAL  DEFENSE 

Chapter  V — Department  of  th«  Army 

SUtCHAPTER   C — MILITARY   EDUCATION 

PART  543— PROMOTION  OF  RIFLE 
PRACTICE 

Issues  of  Equipment 

Add  new  subparagraph  (6)  to  §  543.2 
(c ) ,  to  read  as  follows: 

§  543.2      iMues    of    rifles,    aminunition, 
etc.,  to  civilian  nhooling  rlube. 

•  •  •  •  • 

(c)   Issues.     •   •   •     . 

(6)  Weapons  for  State  rifle  and  pistol 
associations.  Each  recognized  and  ap- 
proved State  rifle  and  pistol  associatkm 
may  receive  eight  caliber  .30  Ml  Na- 
tional Match  rifles  and  six  caliber  .45 
National  Match  pistols  to  be  used  by 
members  of  the  State  civiUan  teams  se- 
lected to  represent  their  respective  States 
at  the  National  Matches.  If  the  number 
of  weapons  authorized  is  insuffici«it, 
additional  weapons  may  be  approved  by 
the  Director  of  Civilian  Marksmanship 
for  issue  upon  receipt  of  proper  Justifica- 
tion from  the  organization.  In  States 
which  have  no  recognized  State  Asso- 
ciations, a  recognized  civilian  club  may 
receive  these  weapons  upon  approval  by 
the  Director  of  Civilian  Marksmanship. 
The  weapons  will  remain  in  the  custody 
of  the  State  Association  or  authorized 
club  on  a  year-round  basis.  No  altera- 
tion or  modiflcation  of  these  we^xms  is 
authorized.  All  existing  regulations  per- 
taining to  the  bonding,  transportation, 
maintenance,  and  property  account- 
ability for  civilian  clubs  apply  to  these 
orgarUzatlons. 

|C  3.  AR  920-30.  Jan.  3.   1962)      (Sec.  4306, 
7UA  Stat.  236:   10  U.S.C.  4308) 

J.  C.  Lambkrt, 
Major  General,  US.  Army, 
The  Adjutant  General. 

|FR     Doc     62-515:     Piled.    Jan.     17,     1»«2: 
8:45  a.m.]  i 

Title  35— PANAMA  CANAL 

Chapter   I — Canal   Zone   Regulations 

(Canal  Zone  Order  59 1 

PART  24— SANITATION,  HEALTH, 
AND  QUARANTINE 

Subpart  H — Licensing  of  Pest 
Exterminators 

Effective  on  the  thirtieth  day  after 
publication  in  the  Fedexal  Rxcismt, 
Part  24  of  Chapter  I,  Title  35,  Code  of 
Federal  Regulations,  is  amended  by  add- 


FEDEIAL  REGISTER 

iag  thereto  a  new  Subpart  H  embracing 
SI  24.300  to  24.208.  and  reading  as 
follows: 

24.300  License  required  to  engage  In  busi- 

neas  at  pest  extermination. 

34.301  Uoeiued  foreman  required  to  be  in 

charge. 
24.203    Poasenlon  and  display  of  Ucenses. 

24.203  Renewal  of  licenses;  suspension  and 

revocation. 

24.204  Approval    of    types,    concentrations, 

and  manner  of  use  of  Insecticides 
and  rodentlcides  required. 

34.305  Sale  of  inaecticldes  and  rodentlcides. 

34.306  Inapplicability  to  Government  agen- 

cies and  their  officers  and  em- 
ployMs. 

24.207  InappllcabiUty  to  military  reserva- 
tions. 

24.206     Punishment  for  violation. 

Autboutt:  1134.200  to  24.208  Issued 
under  2  C2.  Code  371;  see.  3(c)  of  E.O.  0746, 
July  1.  1046  (11  Pit.  7329),  as  amended  by 
X.O.  lOMS,  Feb.  7.  1955  (20  F.R.  819). 

§  24.200     Lieense  required  to  engage  in 
basilicas  of  pest  exterminaticMi. 

No  firm,  establishment,  company,  cor- 
poration, or  individual  doing  business  in 
his  own  name  shall  engage  in  the  busi- 
ness of  extermination  of  pests  such  as 
rats,  roaches,  ticks,  termites,  ants  or 
other  harmful  insects  or  rodents,  unless 
licensed  to  do  so  by  the  Health  Director 
of  the  Canal  Zone  Government.  An 
applicant  shall  not  be  licensed  unless  it 
establishes  to  the  satisfaction  of  the 
Health  Director  (a)  that  a  sufficient 
number  of  its  personnel  are  licensed  im- 
der  S  24.201  to  ensure  its  capacity  to 
conduct  its  business  in  conformity  with 
the  regulations  in  this  subpart,  and  (b) 
that  it  is  otherwise  properly  qualified 
and  competent  to  conduct  such  business. 

Ckoaa  Banuircx:  See  also  3  CJZ.  Code  221 
for  certain  statutory  requisites  applicable  to 
corporations  doing  business  in  the  Canal 
Zone. 

§  24.201      Licensed  foreman  required  to 
be  in  charge. 

Each  crew  or  gang  of  pest  extermina- 
tors performing  pest  eradication  shall  be 
under  the  direct  and  immediate  super- 
vision of  a  foreman  or  gang  leader  li- 
censed as  a  pest  exterminator  imder  this 
section.  In  order  to  be  licensed  as  a 
pest  exterminator  the  ai^iUcant  must 
eatatdlsh  to  the  satisfaction  of  the  Chief. 
Dtvislan  of  Sanitation  of  the  Health 
Bureau  of  the  Canal  Zone  Oovemment, 
or  such  other  person  as  may  be  desig- 
nated by  the  Health  Director  to  issue 
such  licenses,  that  he  is  familiar  with  the 
aoe^ted  methods  of  dispensing  insecti- 
cides and  rodentlcides.  with  their  tox- 
icity and  other  significant  qualities,  and 
with  safety  precautions  to  be  observed  in 
their  use. 

§  24.202     Possession   and   di$ipla>    of   li- 


The  foreman  or  leader  of  each  crew  or 
gang  of  pest  exterminators  performing 
pest  eradication  shall  have  in  his  pos- 
session a  legible  copy  of  the  license  issued 
to  him  under  8  24.201  and  a  legible  copy 
of  the  license  Issued  to  his  employer 
imder  i  24.200  and  shall  display  such 
licenses  on  demand  of  personnel  of  the 


511 

Health  Bureau  or  of  the  Canal  Zone 
Police. 

§  24.203  Renewal  oi  licenses;  suspen- 
SMMi  and  revocatioa. 

Licenses  issued  imder  S9  24.200  and 
24.201  shall  be  renewed  annually.  The 
licensing  authority  may  require  the  same 
kind  of  showing  of  qualification  of  an  ap- 
pUcant  for  renewal  of  a  license  as  is  re- 
quired of  an  ^K>licant  for  an  original 
license.  Licenses  may  be  suspended  at 
any  time  by  the  Issuing  authority,  with- 
out prior  notice  to  the  licensee,  for  fail- 
ure to  comply  with  these  regulations  or 
with  the  terms  of  the  license  or  for  other 
good  and  sufficient  cause.  The  sus- 
pended licensee  shall  be  entitled  to  a 
hearing  if  he  requests  it  within  10  days 
of  receiving  notice  of  the  suspension. 
The  hearing,  if  requested,  shall  be  held 
by  the  hcensing  authority  or  his  delegate 
within  10  days  of  the  request  therefor 
or  within  such  later  period  as  may  be 
acceptable  to  the  su;q)ended  licensee  and 
the  licensing  authority.  Upon  comple- 
tion of  the  hearing,  or  if  no  hearing  is 
requested,  the  licensing  authority  shall : 
(a)  Remove  the  suspension,  (b)  extend 
the  suspension  for  a  fixed  period,  or  (c) 
revoke  the  license.  A  former  licensee 
whose  license  has  been  revoked  shall  not 
be  eligible  to  api^  for  a  new  license 
until  expiration  of  a  period  of  1  year 
following  the  revocation. 

§  24.204  Approval  of  types,  concentra- 
tions, and  manner  of  use  of  insecti- 
cides and  rodenticides  required. 

Licensees  imder  S9  24.200  and  24.201 
shall  use  cmly  such  insecticides  or  ro- 
denticides and  only  such  coocttitrations 
thereof  and  shall  employ  cmly  such  tech- 
niques as  are  approved  in  writing  by  the 
Chief  of  the  Sanitation  Division  for  each 
licensee  imder  9  24.200. 

§  24.205  Sale  of  insecticides  and  roden- 
ticides. 

The  sale  of  insecticides  and  rodenti- 
cides is  prohibited.  This  section  does  not 
prohibit  pest  exterminators  who  are  is- 
sued licenses  under  99  24.200  and  24.201 
from  dispoising  approved  insecticides 
and  rodenticides  in  the  performance  of 
pest  eradication  and  including  the  cost 
thereof  in  the  charges  for  the  service. 

§  24.206  Inapplicability  to  Covemment 
agencies  and  their  officers  and  em- 
ployees. 

The  provisions  of  this  subpart  do  not 
apply  to  agencies  or  instrumentalities  of 
the  United  States  or  to  their  officers  or 
employees  who  use,  handle,  dispense  or 
sell  insecticides  or  rodenticides  in  the 
performance  of  their  official  duties. 

§  24.207  Inapplicability  to  military  res- 
er>°ation8. 

The  provisions  of  this  subpart  do 
not  apply  within  military  or  naval 
reservations. 

§  24.208      Punishment  far  violation. 

A  violation  of  any  of  the  provisions 
contained  in  this  subpart  Is  punishable, 
as  provided  in  section  373  ot  Title  2  of 
the  Canal  Zone  Code,  by  a  fine  of  not 
more  than  $25  or  by  imprisonment  In  Jail 
for  not  more  than  thiity  days,  or  by 
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both;  and  each  day  such  Tlcrfatloa  oon- 
Unues  constitutes  a  separate  offense. 

Elvis  J.  Stahi,  Jr., 
Secretary  of  the  Army. 

JANTTAIT  11.  1962. 

iriL    Doe.    63-600:    PUed.    Jan.     17,    1963; 
8:48  ajn.l 

Title  46— SHIPPING 

Chopter  I — Coast  Guord,  Deportment 

of  tho  Treasury 

suiCHArm  Mu-auuc  giajn  caiooes 

(CXJFR  61-651 

PA»T  144— LOADING  AND  STOW- 
AGE OF  GRAIN  CARGOES 

Transportation  of  Loose  Grain  in  Bulk  . 

The  Merchant  Marine  Council  held  a 
public  hearing  on  March  27. 1961.  for  the 
purpose  of  receiving  comments,  views 
and  data  with  respect  to  the  proposals 
regarding  bulk  grain  cargoes,  which  was 
considered  as  Item  VI  on  its  Agenda. 
These  proposals  were  Included  in  the 
notice  of  proposed  rule  making  pub- 
lished in  the  Pbderal  Recistsr  on  Feb- 
ruary 15,  1961  (26  P.R.  1278-1286).  The 
Merchant  Marine  Council  Public  Hear- 
ing Agenda  (CO-249).  dated  March  27. 
1961,  set  forth  the  proposals  in  detail 
^nA  copies  thereof  were  furnished  to  all 
who  Indicated  an  interest  in  the  subjects 
set  forth  therein. 

The  purpose   for  this  revision  Is  to 
promote  safety  in  the  handling,  stowage 
and   transportation   of    loose   grain   In 
bulk  on  board   vessels  by  establishing 
n<nttwiim  requirements.    These  require- 
ments apply  to  cargo  vessels  of  500  gross 
tons  or  over  or  passenger  vessels  when 
such  vessels  are  carrying  loose  grain  in 
bulk    on    International    voyages    other 
than  international  voyages  on  the  Great 
Lakes.     A   number  of   comments  were 
received  and  in  view  of  problems  pre- 
sented the  final  recommendations  of  the 
Merchant  Marine  Coimcll  were  delayed. 
The  primary  problem  was  one  regarding 
stability  and  related  to  the  sufficiency 
of   the  "OM"  limits  contained   in  the 
proposals.    It  has  been  determined  that 
the  proposals  regarding  12 -inch  and  14- 
inch  "OM"  limits  are  not  sufficient  for 
safety  when  applied  to  vessels  larger  than 
the  Liberty  ships.    The  values  which  are 
considered  sufficient  for  such  larger  ships 
are  1%  percent  of  the  beam  for  one-  or 
two-deck  vessels  and  2  percent  of  the 
beam  for  vessels  having  more  than  two 
decks.   Thus  a  two-deck  vessel  of  68-foot 
beam  Is  required  to  have  a  minimum 
"OM"  of  1.19  feet  or  14.3  Inches,  and 
a  three-deck  vessel  of  75-foot  beam,  a 
iwinimiim  "OM"  of  1.5  feet  or  18.0  Inches. 
Since  these  "OM"  values  are  also  higher 
in  some  eases  than  that  provided  in  the 
1960  Safety  of  Life  at  Sea  ConvenUdh, 
action  has  been  initiated  to  effect  a  re- 
consideration of  the  grain  stability  pro- 
visions in  this  1960  Convention  by  the 
Intergoverxmiental  Maritime  Consulta- 
tive Organisation. 

The  ivoposals  in  Item  VI  regarding 
"Bulk  Oraln  Cargoes"  as  revised  are  ai>- 
proved.    Changes  In  46  CFR  144.10-96, 
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144.2(^1,  144.20-10.  144.20-20.  144.20-22. 
144.20-28. 144.20-30. 144.20-32.  144.20-34. 
and  144.20-36  were  made  by  the  Mer- 
chant Marine  Council.  These  changes 
were  the  direct  result  of  comments  re- 
ceived and  problems  presented  or  are 
deemed  necessary  to  make  the  regula- 
tions sufficiently  definitive.  Elxcept  for 
those  changes  regarding  stability,  these 
changes  neither  increase  nor  decrease 
the  severity  of  the  requirements. 

This  document  is  the  last  of  a  series 
regarding  the  regulations  and  actions 
considered  at  the  March  27.  1961,  Public 
Hearing  and  Annual  Se.ssion  of  the  Mer- 
chant Marine  Council.  This  document 
contains  the  final  actions  taken  with  re- 
spect to  Item  VI  regarding  "Bulk  Grain 
Cargoes.  ■  The  seventh  document  of  this 
series  summarized  the  actions  taken  by 
the  Merchant  Marine  Council  with  re- 
spect to  the  March  27.  1961.  Public  Hear- 
ing and  was  published  in  the  Federal 
Register  of  September  30.  1961  (26  F  R. 
9253-9304) .  The  eighth  document  dealt 
with  smoke  detecting  systems  on  passen- 
ger vessels  and  was  published  in  \^e 
Federal  Register  of  September  23.  1961 
(26  F.R.  8979).  The  ninth  document 
dealt  with  shipboard  cargo  gear  and 
power-operated  Industrial  trucks  and 
was  published  in  the  Federal  Register 
of  November  23.  1961  (26  F.R.  10995- 
11022). 

By  virtue  of  the  authority  vested  in  me 
as  Commandant,  United  States  Coast 
Guard,  by  Treasury  Department  Orders 
120,  dated  July  31.  1950  a5  PR.  6521), 
167-14.  dated  November  26,  1954  (19  FR. 
8026 ) .  CGFR  56-28.  dated  July  24,  1956 
(21  F.R.  5659).  and  167-38.  dated  Octo- 
ber 26.  1959  (24  F.R.  8857) .  the  following 
amendments  to  46  CFR  Part  144  are  pre- 
scribed and  shall  be  in  effect  on  and 
after  30  days  after  the  date  of  publica- 
tion of  this  document  In  the  Federal 
Register  : 

Subpart  144.10 — General 
Requirements 

1.  Section  144.10-70  is  amended  to 
read  as  follows: 

§  144.10-70     Feeders    bin*,    and    bulk- 
lieads. 

(a)  Feeders,  bins,  and  bulkheads  shall 
be  of  sufficient  strength  to  withstand  the 
pressure  of  the  head  of  grain  contained 
therein  and  shall  be  made  grain  tight. 
When  the  height  of  the  'tween  decks 
is  greater  than  normal,  special  attention 
should  be  given  to  the  stiffening  and 
support  of  feeders  and  bins. 

(b)  Wood  feeders  and  bin  bulkheads 
may  be  constructed : 

(1)  Of  planks  worked  vertically  not 
less  than  2V3-inch  thickness,  but  where 
the  vertical  unsupported  span  exceeds 
8  feet  the  thickness  of  the  planks  shall 
be  increased,  or  additional  stiffening 
fitted;  or, 

(2)  Of  studding  and  lined  with  grain- 
tight  boards  2  inches  in  thickness  or 
two  1  inch  layers  of  shiplap.  laid  hori- 
zontally with  broken  Joints.  Studding 
where  possible  shall  be  placed  inside 
the  hatch  coamings  and  shall  be  not 
less  than  4  inches  by  6  Inches  on  edge 
spaced  not  more  than  2  feet  centers. 


(c)  Wing  feeders  may  be  constructed 
in  a  similar  manner  around  trimming 
hatches.  In  all  cases  the  planks  at  the 
corners  shall  be  well  secured  to  substan- 
tial vertical  cants. 

«d)  Where  the  depth  of  the  hatch  end 
beams  or  coamings  exceeds  15  Inches 
below  the  surface  of  the  deck,  feeding 
holes  shall  be  provided  to  allow  the  grain 
to  flow  through  the  coamings  into  the 
hold  or  'tween  decks;  where  the  depth 
of  the  coamings  below  the  surface  of 
the  deck  exceeds  15  inches  and  is  not 
more  than  18  inches  feeding  holes  2 
inches  in  diameter  shall  be  provided. 
Where  the  depth  exceeds  18  inches  feed- 
ing holes  of  3';j-inch  diameter  shall  be 
provided.  Feeding  holes  shall  be  spaced 
approximately  2  feet  apart. 

(e)  Engine  room,  boiler  room,  stoke- 
hold bulkheads  and  donkey  boiler  re- 
cesses where  subjected  to  heat  shall  be 
sheathed  with  wood  and  made  grain 
ticht.  An  air  space  of  at  least  6  inches 
shall  be  left  between  the  bulkhead  and 
the  sheathing  and  a  box  trunk  ventila- 
tor 6  inches  by  8  inches  shall  be  pro- 
vided from  the  top  of  the  air  space  to 
a  ventilator  or  hatchway,  or  other  equal 
and  approved  means  of  ventilation 
adopted.  Sheathing  shall  be  supported 
on  vertical  runners  spaced  not  more 
than  2  feet  centers  and  shall  consist  of 
2  inch  planks  or  two  thicknesses  of  1  inch 
boards  laid  to  break  Joint.  Other  ap- 
proved means  of  Insulation  may  be 
accepted. 

(f)  Feeders  or  bin  bulkheads  may  be 
constructed  of  bagged  grain:  Provided. 
That: 

(1)  The  bags  are  tightly  stowed  and 
Interlocked. 

(2)  Whenever  practicable  the  bags 
are  so  stowed  as  to  engage  firmly  with 
the  vessel's  sides,  bulkheads,  and  other 
convenient  structures.  Where  this  is 
not  possible,  the  bagged  bulkheads  are 
to  be  not  less  than  11  feet  (mean)  In 
thickness  and  stepped. 

(3)  Transverse  bagged  bulkheads  not 
In  way  of  hatchways  or  forming  feeders 
but  supporting  grain  on  one  side  only 
are  to  be  not  less  than  11  feet  (mean) 
In  thickness  and  stepped. 

(4)  In  place  of  bagged  grain,  as  re- 
quired by  this  section,  cased,  baled,  or 
other  suitable  cargo  may  be  used  pro- 
vided it  Is  equally  strongly  supported 
and  made  grain-tight  with  strong  sepa- 
ration cloths. 

(RS.  4406,  as  amended.  4462.  a«  amended: 
46  use.  375.  416.  Interpret  or  apply  R.8. 
4417,  a«  amended,  sec  1.  48  Stat.  1S44,  a« 
amended,  sec.  3.  68  Stat  676:  46  U  S.C.  801, 
367,  50  use  198;  EO  10403,  17  F.R.  9917; 
3  CFR,  1953  Supp.) 

2.  Section  144  10-95  is  amended  to 
read  as  follows : 

§  1  14.10-95   Renponsibililr   of   owner   or 
master. 

(a)  The  loading  of  bulk  grain  in  ac- 
cordance with  the  regulations  in  this 
part  is  a  responsibility  of  the  master, 
who  shall  designate  a  competent  respon- 
sible person  to  be  in  constant  attendance 
during  loading  operations.  Nothing  in 
the  regulations  in  this  part  shall  be 
deemed  to  relieve  the  owner  or  master 
of  a  ship  from  taking  all  necessary  and 
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reasonable  precautions  to  prevent  grain 

from  shifting. 

(RS  4405.  as  amended.  4463.  as  amended; 
46  use.  375,  416.  Interp«-et  or  apply  RB. 
4417.  as  amended,  sec.  1.  48  Stat.  1544.  as 
.uiiended,  sec.  3.  68  Stat.  676;  46  U.S.C.  891, 
367.  50  use.  198;  E.O.  10402.  17  FH.  9917; 
3  CPR.  1952  Supp.) 

Subpart  144.20 — Detailed  Loading 
and  Stowage   Requirements 

3.  Sections  144.20-1  to  144.20-40.  In- 
clusive, which  comprise  the  entire  text 
of  Subpart  144.20.  are  deleted  and  the 
following  5§  144.20-1  to  144.20-36,  inclu- 
sive, are  substituted  in  their  place  so 
that  this  subpart,  as  revised,  reads  as 
follows ; 


Sec. 

144  20«1 
144  20  2 
144  20-10 


Trimming  and  filling. 

Bagged  grain. 

stowage  of  full  holds  and  com- 

pcurtments. 
144  20  20     Feeders  required. 
144  20^  22     Stowage  of  partly  filled  holds  and 

compartments. 
144  20  24     Exceptions   to    the    requirements 

for  longitudinal  bulkheads. 
144  20  26     Trimming    and    bagging    of    end 

spaces. 
144  20^  28     Common  loading. 
144  20^  30     Bulk   grain   In   tween   decks  and 

superstructures. 
144  20  32     Stowage     of     specially     suitable 

ships. 
144  20  34     Stability  conditions 
144  20  36     Grain  loading  plans. 

AUTHORITY  5  5  144.20-1  to  144.20-36'NiS8ued 
under  RS  4405,  as  amended,  4462.  as  ain«Kl- 
ed;  46  U.SC  375.  416.  Interpret  or  api^y 
RS  4417.  as  amended,  sec.  1,  49  Stat.  1544, 
as  iunended.  sec.  3,  68  Stat.  675;  46  U.S.C. 
391.  367.  50  use.  198;  EO  10402.  17  F.R. 
9917;  3  CFR.  1952  Supp. 

§  114.20-1       Trinimini:   und    filling. 

I  a)  The  safe  loading  of  grain,  in  ac- 
cordance with  the  regulations  in  this 
part,  is  vitally  dependent  upon  com- 
partments which  are  treated  as  entirely 
filled,  being  actually  well  trimmed  so  as 
to  fill  all  the  spaces  between  the  beams 
and  in  the  wings  and  ends.  It  is  equally 
unportant  that  the  feeders  be  loaded 
and  trimmed  so  as  to  contain  at  least 
the  minimum  percentage  of  grain  re- 
quired by  the  regulations  in  this  part. 

<b)  Spaces  which  are  to  be  partly 
filled  and  bagged  off.  or  equivalent, 
must  be  levelled  for  proper  bagging. 

§  I  it. 20-2      Bugged   grain.       I 

(a)  Bagged  grain  stowed  in  a  hold. 
compartment  or  bin  with  loose  grain  in 
bulk  shall  be  In  sound  bags,  well  filled 
and  securely  closed. 

§  I  lt.20-10      .<%lnwa|tc  of  full  holdo  and 
com  pari  menu. 

•  a)  Subject  to  the  provisions  of 
jl  144.20-22.  any  hold  or  compartment 
which  is  entirely  filled  with  bulk  grain 
shall  be  divided  either  by  a  longitudinal 
bulkhead  or  by  a  shifting  board  in  line 
with,  or  not  more  than  5  percent  of  the 
molded  breadth  of  the  vessel  from  the 
center  line;  or  by  longitudinal  bulkheads 
or  shifting  boards  off  the  centerline  of 
the  vessel,  port  and  starboard,  provided 
the  distance  between  them  shall  not  ex- 
coed  60  percent  of  the  molded  breadth 
of  the  vessel,  and  that  in  this  latter  case 
trimming  hatches  of  suitable  size  shall 
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be  provided  in  the  wings  at  longitudinal 
intervals  of  not  more  than  25  feet  with 
end  trimming  hatches  placed  not  more 
than  12  feet  from  transverse  bulkheads. 
In  every  case  the  longitudinal  bulkheads 
or  shifting  boards  shall  be  properly  con- 
structed and  fitted  grain-tight  with 
proper  fiUings  between  the  beams.  In 
holds  such  longitudinal  bulkheads  or 
shifting  boards  shall  extend  downwards 
from  the  imderside  of  the  deck  to  a  dis- 
tance of  at  least  one-third  of  the  depth 
of  the  hold  or  8  feet,  whichever  is  the 
greater.  In  compartments  in  tween 
decks  and  superstructures  they  shall 
extend  fnxn  deck  to  deck.  Except  as 
provided  otherwise  in  this  section,  longi- 
tudinal bulkheads  or  shifting  boards 
Shan  extend  to  the  top  of  the  feeders  of 
the  hold  or  compartment  in  which  they 
are  situated. 

<b)  In  the  case  of  vessels  loaded  with 
bulk  grain  other  than  linseed,  in  which 
a  metacentric  height  (after  correction 
for  the  free  surface  effects  of  liquids  in 
tanks  and  as  otherwise  noted  in  this 
part)  is  maintained  throughout  the  voy- 
age of  not  less  than  1%  percent  of  the 
vessel's  beam  bat  not  less  than  12  inches 
in  the  case  of  one  or  two  deck  vessels, 
and  not  less  than  2  percent  of  the  ves- 
sel's beam  but  not  less  than  14  inches 
in  the  case  of  other  vessels,  longitudinal 
bulkheads  or  shifting  boards  need  not 
be  fitted  in  the  following  locations  and 
subject  to  the  following  conditions : 

(1)  Below  and  within  7  feet  of  a 
feeder,  but  only  in  way  of  a  hatchway,  if 
that  feeder  contains,  or  all  the  feeders 
collectively  feeding  a  compartment  con- 

^^^n.  not  less  than  5  percent  of  the  quan- 
utar  of  grain  carried  in  that  compart- 
ment. Feeders  so  considered  shall  have 
suclrdimensions  that  the  free  grain  sur- 
face wUl  remain  within  the  feeders 
throughbut  the  voyage,  after  allowing 
for  a  settHng  of  grain  amounting  to  2 
percent  of  ^e  volume  of  the  compart- 
ment fed  an^^  shift  of  the  free  grain 
surface  to  an  a^le  of  12  degrees  to  the 
horizontal.  In  cuculating  the  net  mini- 
mum metacentricXheight  specified  in 
paragraph,  the  heemu:  moment  due  to 
such  a  grain  shift  shaU  be  allowed  for 
by  taking  a  deduction  e^al  to  this  mo- 
ment divided  by  the  prodtict  of  the  dis- 
placement and  the  sine  of  S^egrees. 

(2)  In  way  of  the  hatchway^  where  thp 
bulk  grain  beneath  the  hatchway  is 
trimmed  in  the  form  of  a  saucer  hfird  up 
to  the  deckhead  beyond  the  hatdhway 
and  is  topped  off  with  bagged  grain  or 
other  suitable  bagged  cargo  extending  to 
a  height  In  the  center  of  the  saucer  of 
not  less  than  6  feet  above  the  tup  of  the 
bulk  grain  (measured  below  the  deck 
line) .  In  this  case,  the  bagged  grain  or 
other  suitable  bagged  cargo  shall  fill 
the  hatchway  and  the  saucer  below  and 
shall  be  stowed  tightly  against  the  deck- 
head,  the  longitudinal  bulkheads,  the 
hatchway  beams  and  the  hatchway  side 
and  end  coamings.  For  the  purposes 
of  this  subparagraph  suitable  packaged 
general  cargo  having  a  stowage  factor  of 
not  less  than  26  cubic  feet  or  not  more 
than  70  cubic  feet  per  ton,  and  of  such 
unit  dimension  that  it  can  be  stowed 
tightly  to  completely  fill  the  saucer,  may 
be  used  in  place  of  bagged  cargo  pro- 
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vided  a  tarpaulin  or  separation  cloth  is 
used  between  the  cargo  and  the  grain. 

§  141.20-20      Feeders  required. 

(a)  Except  as  otherwise  provided  in 
H44.20-10(b)  (2)  and  as  subsequentiy 
otherwise  provided  in  this  section,  any 
hold  or  compartment  which  is  entirely 
filled  with  bulk  grain  shall  be  fed  by  suit- 
ably placed  and  properly  constructed 
feeders  so  as  to  secure  a  free  flow  of 
grain  from  the  feeder  to  all  parts  of  that 
hold  or  compartment.  Each  feeder  shall 
contain  not  less  than  2V^  percent  nor 
more  than  8  percent  of  the  quantity  of 
grain  carried  in  that  part  of  the  hold 
or  compartment  that  it  feeds,  except  as 
provided  in  §  144.20-10(b)(l).  Feeders 
which  do  not  extend  to  the  weather  deck 
but  which  instead  open  up  into  a  tween 
deck  shall  either  be  of  such  dimensions 
and  filling  level  that  a  shift  of  grain  free 
surface  to  an  angle  of  12  degrees  to  the 
horizontal  cannot  spill  out  of  the  feeder, 
or  the  grain  free  surface  shall  be  secured 
against  such  shifting  and  spillage. 

<b)  When  bulk  grain  is  carried  in  deep 
tanks  primarily  constructed  for  the  car- 
riage of  liquids,  or  in  other  spaces  of 
comparable  size,  location,  arrangement, 
and  construction,  of  breadth  not  exceed- 
ing half  the  vessel's  beam,  or  that  are 
divided  by  one  or  more  permanent  steel 
longitudinal  divisions  fitted  grain-tight, 
feeders  to  these  spaces  may  be  omitted  if 
the  tanks  and  tank  hatchwasrs  are  com- 
pletely filled  and  the  hatch  covers 
secured. 

§  144.20-22      Stowage    of     partly     filled 
holds  and  compartments. 

I  a)  Subject  to  the  provisions  of  S  144- 
20-24,  if  any  hold  or  compartment  is 
partly  filled  with  bulk  grain,  it  shall 
comply  with  both  of  the  following 
conditions : 

(1)  It  shall  be  divided  by  a  longitu- 
dinal bulkhead  or  shifting  boards,  in  line 
with,  or  not  more  than  5  percent  of  the 
molded  breadth  of  the  vessel  from  the 
center  line  or  by  longitudinal  bulkheads 
or  shifting  boards  off  the  center  line  of 
the  vessel  port  and  starboard,  provided 
that  the  distance  between  them  shall 
not  exceed  60  percent  of  the  molded 
breadth  of  the  vessel.  In  every  case  the 
longitudinal  bulkheads  or  shifting  boards 
shall  be  properly  constructed  and  shall 
extend  from  the  bottom  of  the  deck,  as 
the  case  may  be,  to  a  height  of  not 
less  than  2  feet  above  the  surface  of  the 
bulk  grain.  In  the  case  of  vessels  loaded 
with  bulk  grain  other  than  linseed,  in 
which  a  metacentric  height  (after  cor- 

.rection  for  the  free  surface  effects  of 
"liquids  in  tank)  is  maintained  through- 
out the  voyage  of  not  less  than  1%  per- 
cent of  the  vessel's  beam  but  not  less 
than  12  inches  in  the  case  of  one  or  two 
deck  vessels,  and  not  less  than  2  percent 
of  the  vessel's  beam  but  not  less  than  14 
inches  in  the  case  of  other  vessels,  longi- 
tudinal bulkheads  or  shifting  boards  may 
be  omitted  in  way  of  the  hatchway. 

(2)  The  bulk  grain  shall  be  levelled 
and  topped  off  with  bagged  grain  or 
other  suitable  cargo  tightly  stowed  and 
extending  to  a  height  of  not  less  than 
4  feet  above  the  top  of  the  bulk  grain 
within  spaces  or  portions  of  spaces 
divided  by  such  longitudinal  bulkheads 
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or  shifting  boards,  and  not  less  than  5 
feet  within  portions  of  spaces  not  so 
divided.  The  bagged  grain  or  other  suit- 
able cargo  shall  be  supported  on  suitable 
platforms  laid  over  the  whole  surface  of 
the  bulk  grain.  Such  platforms  shall 
consist  of  bearers  spaced  not  more  than 
4  feet  apart  and  1  inch  boards  laid 
thereon  spaced  not  more  than  4  inches 
apart,  or  of  strong  separation  cloths 
with  adequate  overlapping. 

(b>  Unless  stability  data  indicates 
that  the  metacentric  height  maintained 
throughout  the  voyage  (after  correction 
for  the  free  surface  effects  of  liquids  in 
tanks)  is  at  least  1%  percent  of  the  ves- 
sel's beam  but  not  less  than  12  inches  in 
the  case  of  one  or  two  deck  vessels,  and 
not  less  than  2  percent  of  the  vessel's 
beam  but  not  less  than  14  inches  in  the 
case  of  other  vassels,  not  more  than  two 
holds  or  compartments  shall  be  partly 
filled  with  bulk  grain:  except  that  other 
holds  or  compartments  may  be  partly 
filled  with  bulk  grain  if  they  are  filled  up 
to  the  deckhead  with  bagged  or  other 
suitable  cargo.  For  the  purpose  of  this 
paragraph  the  following  conditions 
apply: 

(1)  Superimposed  tween  decks  shall 
be  regarded  as  separate  compartments 
and  separate  from  any  lower  hold  below 
them. 

(2)  Feeders  and  partly  filled  spaces, 
referred  to  in  §  144.20-30(a)  (2)  shall  not 
be  regarded  as  compartments. 

(3)  Holds  or  compartments  provided 
with  one  or  more  grain-tight  longitudinal 
divisions  shall  be  regarded  as  one  hold  or 
compartment. 

§  144.20-24      Exceptionn  to  ihr  require- 
ments for  longitudinal  bulkhead*. 

(a>  The  fitting  of  longitudinal  bulk- 
heads or  shifting  boards  In  accordance 
with  the  provisions  of  I  144.20-10  and 
144.20-22  la  not  required  under  the  fol- 
lowing conditions: 

(1)  In  a  lower  hold  (which  term  also 
includes  the  lower  part  of  the  hold  of 
a  single  deck  vessel)  if  the  bulk  grain 
therein  does  not  exceed  one-third  of  the 
capacity  of  the  hold,  or  where  such  lower 
hold  1«  divided  by  a  shaft  tunnel,  one- 
half  the  capacity  of  that  lower  hold :  or. 

(2)  In  any  space  in  a  tween  deck  or 
superstructure  provided  that  the  wlnRs 
are  tightly  stowed  with  bagged  grain  or 
other  suitable  cargo  to  a  breadth  on  each 
side  of  not  less  than  20  percent  of  the 
breadth  of  the  vessel  in  way  thereof ;  or, 

(3)  In  those  parts  of  spaces  where  the 
maximum  breadth  of  the  deckhead 
within  the  said  spaces  does  not  exceed 
one-half  of  the  molded  breadth  of  the 
vessel. 

§  144.20-26     Trimming  and  biigcinx  n{ 
end  ipacea. 

(a>  When  the  distance,  measured  in  a 
fore  and  aft  line,  from  any  part  of  a 
hold  or  compartment  to  the  nearest 
feeder  exceeds  2S  feet,  the  bulk  grain  In 
the  end  spaces  beyond  25  feet  from  the 
nearest  feeder  shall  be  levelled  off  at  a 
depth  of  at  least  6  feet  below  the  deck, 
and  the  end  spaces  filled  with  bagged 
grain  built  up  on  a  suitable  platform 
constructed  as  required  In  5  144.20-22 
(a)(2). 
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§  114.20-28      Common   loading. 

(a>  For  the  purpose  of  S8  144.20-10 
and  144.20-20  lower  holds  and  tween 
deck  spaces  over  them  may  be  loaded  as 
one  compartment  under  the  following 
conditions: 

<  1 1  The  hatches  to  spaces  so  treated 
as  common  spaces  shall  be  of  such  pro- 
portions and  shall  have  sufficient  volume 
within  their  coamings  and  above  deck 
so  a.s  to  serve  as  feeders,  based  upon  the 
total  volume  of  the  common  spaces 
served. 

1 2'  Longitudinal  bulkhead.s  or  shift- 
inrr  boards  shall  be  fitted  deck  to  deck, 
and  In  all  cases  for  the  full  length  of  the 
space,  in  the  tween  deck  of  a  vessel  hav- 
ing two  decks;  in  all  other  ca-ses  the 
longitudinal  bulkheads  or  shifting 
boards  shall  be  fitted  for  the  upper  third 
of  the  total  depth  of  the  common  .spaces. 

» 3 1  In  order  to  secure  an  adequate  flow 
of  ^rain  all  spaces  shall  comply  with  the 
requirements  of  S  144  20-26.  Addition- 
ally, openings  shall  be  provided  in  the 
wings  of  the  deck  immediately  below  the 
uppennast  deck  foi"ward  and  aft  of  the 
ends  of  the  hatchways  so  as  to  provide 
in  combination  with  the  hatchways  a 
maximum  fore  and  aft  feeding  distance 
of  8  feet.  Such  openings  shall  be  located 
approximately  on  the  diagonal  line  be- 
tween the  hatch  comers  and  the  corners 
of  the  tween  deck  spaces. 

(4)  The  metacentric  height  main- 
tained throughout  the  voyage  i  after  cor- 
rection for  the  free  surface  effects  of 
liquids  In  tanks)  shall  not  be  le.ss  than 
1^4  percent  of  the  vessels  beam  but  not 
less  than  12  Inches  in  the  case  of  one  or 
two  deck  vessels  and  not  less  than  2  per- 
cent of  the  vessel's  beam  but  not  less 
than  14  Inches  In  the  case  of  other 
vessels. 

§  Itt. 20-30      Hulk  grain   in  lucrn  «irik« 
and  •upernlrurtureit. 

I  a)  Bulk  grain  shall  not  be  carried 
above  deck.  In  the  tween  deck  of  a  two- 
deck  vessel,  or  in  the  upper  tween  deck 
of  a  vessel  having  more  than  two  decks 
except  under  the  following  conditions: 

<  1  >  The  bulk  grain  or  other  cargo 
shall  be  stowed  so  as  to  ensure  maximum 
stability.  The  metacentric  height  main- 
tained throughout  the  voyage  (after  cor- 
rection for  the  free  surface  effects  of 
liquids  in  tanks)  shall  not  be  less  than 
p4  percent  of  the  ve.ssels  beam  but  not 
less  than  12  Inches  in  the  case  of  one  or 
two  deck  vessels,  and  not  less  than  2 
percent  of  the  vessel's  beam  but  not  le.ss 
than  14  Inches  In  the  case  of  other  ves- 
sels. Where  specific  data  on  metacentric 
height  Is  not  available,  grain  loaded 
above  deck.  In  the  tween  deck  of  a  two 
deck  vessel,  or  In  the  uppermost  tween 
deck  of  a  vessel  having  more  than  two 
decks,  shall  not  exceed  28  percent  by 
weight  of  the  total  cargo  below  the  space 
concerned;  except  that  this  limitation 
shall  not  apply  when  the  grain  carried 
above  deck  or  In  the  uppermost  tween 
deck  Is  oats,  barley,  or  cotton  seed.  Tlie 
conditions  In  this  subparagraph  are  In 
all  cases  subject  to  the  additional  condi- 
tion that  the  master  Is  satisfied  that  the 
ship  will  have  adequate  stability 
throughout  the  voyage 


(2»  The  deck  area  of  any  portion  of 
the  spaces  referred  to  in  this  section 
which  contains  bulk  grain  and  which  is 
only  partly  filled  shall  not  exceed  1,000 
square  feet. 

i3>  All  spaces  referred  to  In  this  sec- 
tion in  which  bulk  grain  Is  stowed  shall 
be  subdivided  by  transverse  bulkheads  at 
intervals  of  not  more  than  100  feet. 
When  this  distance  is  exceeded  the  ex- 
cess space  .shall  be  entirely  filled  with 
bn"necl  ciiiin  or  other  suitable  cargo. 

§  1  I  1.20-32      Slowaee    of    specially  muiI- 
iiltle    nliipK. 

I  at  Ships  which  are  generally  of  self- 
tninming  type,  specially  designed  and 
constructed  for  the  carriage  of  bulk 
cargoes  and  having  two  or  more  vertical 
or  sloping  grain-tight  longitudinal  divi- 
sions suitably  disposed  to  limit  the  effect 
of  any  transverse  shift  of  grain,  may 
cariT  bulk  crain  without  regard  to  the 
requirements  of  §§  144.20-10  through 
144  20-30  subject  however  to  compliance 
with  the  following  requirements: 

1 1 »  As  many  holds  and  compartments 
as  ix>.«:sible  shall  be  full  and  trimmed  full. 

( 2 '  For  any  specified  arrangement  of 
stowage  the  metacentric  height  at  any 
stage  of  the  voyage  (after  correction  for 
the  free  surface  effects  of  liquids  in 
tanks  •  shall  be  sufficient  so  that  the  list 
resulting  from  the  heeling  moment  due 
to  the  following  assumed  shift  of  grain 
shall  not  exceed  5  degrees  or  the  angle 
at  which  one-half  the  freeboard  Is  Im- 
mer.sed,  if  le.ss. 

•  3'  In  all  holds  and  compartments, 
grain  .surfaces  are  assumed  to  settle  2 
percent  by  volume  and  at  a  slope  of  30 
degrees  under  all  surfaces  which  have 
an  Inclination  of  less  than  30  degrees  to 
the  horizontal  All  resulting  grain  free 
surfaces  except  those  sloping  opposite  to 
the  direction  of  list  d  e..  sloping  towards 
the  high  side  after  list)  are  assumed  to 
shift  to  an  angle  of  12  degrees  with  the 
original  horizontal. 

(4)  However,  any  grain  surfaces  which 
are  overstowcd  In  accordance  with 
I  144  20-22  shall  be  assumed  to  shift 
after  settling,  to  an  angle  of  8  degrees 
with  the  original  horizontal. 

(ft)  Where  the  metacentric  height  nec- 
essary to  compliance  with  the  provisions 
of  this  section  Is  considered  to  be  exces- 
sive, the  dp.sign  of  vessel  will  be  required 
to  be  suitably  modified  or  stowage  In 
accordance  with  811  144.20-10  through 
144  20-30  win  be  required. 

(81  Where  acceptance  under  the  pro- 
visions of  this  .section  is  desired,  calcu- 
lations relative  to  the  anticipated 
loading  and  to  the  foregoing  stability 
requirements  shall  be  submitted  to  the 
Commandant,  US.  Coast  Guard,  for 
approval  prior  to  commencement  of  con- 
struction. These  will  be  subject  to  con- 
firmation by  a  stability  test  as  provided 
In  S  93.05-1  of  Subchapter  I  (Cargo  and 
Miscellaneous  Vessels)  of  this  chapter. 

(b>  Where  considered  necessary,  sup- 
plementai-y  conditions  shall  be  required 
either  with  respect  to  the  vessel's  (Resign 
and  construction,  or  with  respect  to  par- 
ticular loading  precautions  to  prevent 
shifting  of  grain. 
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§  1  (4.20-34      Stability  tonditions. 

I  a )  It  is  a  condition  of  acceptance  at 
loading  based  upon  the  stability  limits 
.specified  in  this  subpart  that  the  vessel 
shall  be  supplied  with  plans  and  stability 
data,  approved  by  the  Commandant,  In- 
cluding the  following  information: 

(11  A  capacity  plan,  including  grain 
capacities  and  centers. 

i2i  The  minimum  acceptable  GM 
when  carrying  grain. 

(31  Stability  data  applicable  to  typ- 
ical loading  conditions  for  grain  and 
other  homogeneous  cargoes  when  loaded 
at  stowage  factors  of  45.  55.  65,  75  cubic 
feet  per  ton.  Such  data  shall  be  given, 
in  each  case,  both  for  typical  departure 
and  arrival  conditions.  Where  an  ar- 
rival condition  includes  salt  water  bal- 
last, and  an  intermediate  tankage  con- 
dition results  in  a  lesser  GM,  such  inter- 
mediate condition  shall  also  be  given. 
In  calculating  the  available  GM,  free 
surface  allowance  shall  be  made  for  all 
slack  liquids,  but  in  no  case  shall  the 
free  surface  correction  used  be  less  than 
that  corresponding  to  maximum  free 
surface  for  the  pair  of  tanks,  port  and 
starboard,  of  each  type,  having  the 
largest  free  siu-face,  plus  the  fuel  oil 
settlers,  plus  the  virtual  free  surface  at 
5  degrees  heel  for  all  nominally  full  fuel 
oil  tanks  (taken  98  percent  full). 

(4)  To  provide  for  conditions  where- 
in shifting  boards  may  be  omitted,  as 
provided  by  |  144.20-10(b)  (1).  grain 
free  surface  applicable  to  feeders  not 
fitted  with  shifting  boards  shall  be  given. 
In  order  to  provide  flexibility  in  the  sub- 
sequent selection  of  feeder  arrangements, 
this  free  surface  shall  be  presented  as  a 
function  of  the  aggregate  length  of 
feeders,  grain  density,  and  vessel  dis- 
placement rather  than  as  Just  applying 
to  any  specific  grain  stowage  arrange- 
ment. 

( b )  The  stability  information  supplied 
specially  suitable  ships  shall,  in  general, 
comply  with  this  section  subject  to  such 
modification  as  Is  necessary,  having 
regard  for  their  special  arrangements. 

(C)  Double  bottom  tanks  having  a 
width  measured  at  half  length  in  excess 
of  60  percent  of  the  vessel's  molded 
breadth  shall  in  no  case  be  permitted. 
Such  tanks  shall  therefore  be  divided 
by  a  watertight  longitudinal  division. 

§  144.20-36      Grain   loading   plana. 

(a)  Vessels  carrying  grain  shall  be 
loaded  in  accordance  with  grain  load- 
ing plans  bearing  the  approval  of  the 
National  Cargo  ^ureau.  Inc.,  or  of  an- 
other agency  otherwise  ofBeially  desig- 
nated.   A  grain  loading  plan  shall  take 
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Into  account  the  applicable  require- 
ments of  this  subchapter  and  shall  indi- 
cate the  main  characteristics  of  the 
fittings  used  to  prevent  the  shifting  of 
cargo.  It  shall  indicate  the  distribution 
and  the  circumstances  of  loading.  Addi- 
tionally, in  all  cases  where  approval  is 
dependent  upon  the  stability  limits  spec- 
ified in  this  subpart,  it  shall,  in  conjunc- 
tion with  the  information  called  for  by 
9  144.20-34,  indicate  the  applicable  min- 
imimi  GM  and  associated  tankage  condi- 
tions. 

(b)  A  grain  loading  plan,  in  addition 
to  the  language  in  which  it  is  given,  shall 
be  annotated  in  at  least  one  other  of  the 
following  languages:  English,  French, 
Spanish,  or  Russian. 

(c)  A  copy  of  the  grain  loading  plan 
shall  be  maintained  at  all  times  on  the 
vessel.  The  master,  if  so  reqtdred,  shall 
produce  it  for  the  inspection  of  the  ap- 
propriate authority  of  the  port  in  which 
loading  takes  place. 

(d)  A  grain  loading  plan  and  asso- 
ciated stability  information  approved  for 
a  vessel  belonging  to  a  country  which  is 
a  party  to  the  effective  International 
Safety  of  Life  at  Sea  Convention,  issued 
either  imder  the  authority  of  the  gov- 
ernment of  that  country  or  under  the 
authority  of  another  government  which 
&  a  party  to  that  Convention  upon  the 
request  of  the  first  government,  will  be 
accepted  by  the  United  States.  Other 
contracting  governments  have  agreed  to 
accept  such  information  as  evidence 
that  the  vessel,  when  loaded  in  accord- 
ance with  this  grain  loading  plan,  meets 
the  applicable  grain  loading  require- 
ments of  the  effective  Convention. 

(e)  Vessels  not  having  a  grain  load- 
ing plan  improved  in  accordance  with  the 
paragraph  (d)  of  this  section  may  expect 
to  be  required  to  comply  in  detail  with 
the  rules  of  the  country  in  which  the 
loading  port  is  situated. 

Vessels  SHirriifc  Ports 

4.  Section  144.30-1  is  amended  by  re- 
vising paragraphs  (b)  and  (c)(1)  to  read 
as  follows: 

I  144.S0-1      Shifting    veaaeli    with    part 
cargoes  of  looac  grain  in  hulk. 

•  •  •  •  • 

(b)  Vessels  subject  to  the  regulations 
in  this  part,  moving  between  ports  totally 
within  the  inland  waters  of  the  United 
States,  may  load  any  amount  of  loose 
grain  in  bulk  without  securing  the  grain 
provided  shifting  boards  extend  above 
the  grain  in  each  hold  at  least  2  feet. 
Vessels  that  have  no  longitudinal  bulk- 
heads or  shifting  boards  in  the  lower 
holds  shaU  comply  with  S  144.20-10(0. 
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(c) 
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(1)  Any  one  hold  with  less  than  50 
percent  of  its  bulk  grain  capacity  pro- 
vided shifting  boards  extend  atx)ve  the 
grain  in  each  hold  at  least  2  feet. 

(RJS.  4405.  as  amended,  4462,  as  amended; 
46  U.S.C.  375.  416.  Interpret  or  apply  RS. 
4417.  as  amended,  sec.  1.  40  Stat.  1544,  as 
amended,  sec.  3,  68  Stat.  676;  46  IT.S.C.  391, 
367.  50  U.S.C.  198;  E.O.  10402.  17  PJl.  9917; 
3  CFR,  1952  Supp.) 

Subpart  1 44 .4(HrEc|uivol«nts  Allowed 
for  Construction  of  Feeders  ond  Bin 
Bulkheads,  and  Stowage  of  Loose 
or  Heavy  Grain  in  Bulk 

§§  144.40-1—144.40-50      [Canceled] 

5.  Subpart  144.40.  consisting  of 
§  §  144.40-1  to  144.40-50,  inclusive,  is  can- 
celed in  its  entirety.  (The  requirements 
in  these  sections  are  eittier  covered  in 
revised  regulations  in  this  document  or 
it  has  been  determined  they  are  no  longer 
necessary.) 

(R£.  4405.  as  amended.  4462.  as  amended; 
46U.S.C.375.416) 

Dated:  January  11, 1962. 

I  SEAL  I  A.  C.  Richmond, 

Admiral.  UJS.  Coast  Guard, 
Commandant. 

|FR.    Doc.    62-558;     PUed,    Jan.    17.     1962; 
8:48  ajn.l 


Title  5— ADMINSTIIATIVE 
PERSONNa 

Chapter  I — Civil  Service  Commission 

PART  6— EXCEPTIONS  FROM  THE 
COMPETITIVE  SERVKE 

Department  of  Commerce 

Effective  upon  publication  in  the  Fed- 
eral Reoister,  paragraph  (1)  (8)  of 
I  6.312  is  amended  as  set  out  below. 

g  6.312     Drpartmrnt  of  Commerre. 
•  •  •  •  • 

(1)  Martime  Commii$U>n.  •  •  • 
(3)  One  Confidential  Assistant  to  the 
Administrator. 

(R.8.  1768.  MC.  a.  22  8t«t.  403.  as  amended; 
5  U.S.C.  631,  683) 

United  States  Civil  Serv- 
ice ComossiON. 
I  SEAL]       Mary  V.  Wenzel. 

Executive  Assistant  to 
the  Commissioners. 

|F.R.    EKtc     62-559;     Piled.    Jan.     17.     1962; 
8:48  ajn.] 
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Proposed  Rule  Making 


DEPARTMEHT  OF  AGRICULTURE 

Agricultural  Marketing  Service 
[  7  CFR  Part  52  1 

UNITED    STATES    STANDARDS    FOR 
GRADES  OF  FROZEN  SWEETPOTA- 
TOES^ 
Notice  of  Proposed  Rule  Making 

Notice  la  hereby  given  that  the  United 
States  Department  of  Agriculture  is  con- 
sidering the  issuance  of  United  States 
Standards  for  Grades  of  Frozen  Sweet - 
potatoes  pursuant  to  the  authority  con- 
tained in  the  Agricultural  Marketing 
Act  of  1946  (sees.  202-208.  60  Stat.  1087. 
as  amended:  7  U.S.C.  1621-1627).  This 
standard,  if  made  effective,  will  be  the 
first  Issue  by  the  Department  of  grade 
standards  for  this  product. 

All  persons  who  desire  to  submit  writ- 
ten data,  views,  or  argiunents  for  con- 
sideration in  connection  with  the  pro- 
posed standard  should  file  the  same  with 
the  Chief.  Processed  Products  Standard- 
ization and  Inspection  Branch.  Fruit  and 
Vegetable  Division.  Agricultural  Market- 
ing Service,  United  States  Department  of 
Agrlcultxire.  Washington  25.  D.C..  not 
later  than  120  days  after  publication 
hereof  in  the  Fbdbrai.  Rscistsr. 
PmoDUCT  DiacmiPTTON.  Color.  Styles.  Grades 

Sec. 

•  52.5001  Product  de«:rlption 

52.5002  Colors  of  frozen  sweetpotatoes. 

52.5003  Style*  of  frozen  aweetpotatoes 

52.5004  Grades  of  frozen  sweetpotatoes 

FACTOES     or    QUAUTT 

52.5006  AMert&lnlng  the  grade. 

52.5006  Color. 

52.5007  Uniformity  of  size 
52.5006  Defects. 

52.5000     Character. 

Explanation  and  Method  of   Anai.ysls 

52.5010  Preparation  by  heating. 

Lot   Inspection   and  CraTincATioN 

52.5011  Ascertaining  the  grade  of  a  lot 

SCOKX    SHKVr 

52.5012  Score     sheet     for     frozen     s*cet- 

potatoee. 

Aothomtt:  1152.5001  to  52.5012  Issued 
under  sec.  202-208.  60  Stat.  1087.  as  amended; 
7  DSC.  1621-1627. 

Product    Discription.    Color.    Styles, 
Grades 

§  52.S001      Product  description. 

Frozen  sweetpotatoes  is  the  product 
prepared  from  the  clean,  sound  root  of 
sweetpotatoes  (Ipomoea  batatas)  by 
washing,  sorting,  trimming,  draining. 
and  peeling,  as  the  case  may  be.  The 
product  may  or  may  not  be  cooked;  may 
be  prepared  with  the  addition  of  suitable 


I  Compliance  with  the  provisions  of  these 
standards  shall  not  excuse  failure  to  comply 
with  the  provisions  of  the  Federal  Pood, 
Drug,  and  Cosmetic  Act  or  with  applicable 
state  laws  and  regulations. 
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seasoning  ingredient(8>.  sweetening  in- 
gredient <  s ) .  antioxidant  ( s  >.  edible  oil  <  s ) . 
or  spices.  Such  ingredients  may  or  may 
not  be  admixed  with  the  sweetpotatoes 
or  they  may  be  contained  separately 
from  the  sweetpotato  ingredient.  When 
the  sweetpotatoes  have  been  cooked  or 
partially  cooked  prior  to  freezing  and  are 
packed  with  a  high  density  sirup  and  or 
sugar  to  produce  a  "candied"  effect,  the 
frozen  sweetpotatoes  may  be  considered 
•Candied  Sweetpotatoes"  for  the  pur- 
poses of  this  subpart.  In  lieu  of  peeling, 
the  product  may  be  prepared  as  un- 
peeled  sweetpotatoes  in  baked  or  stuffed 
form,  with  or  without  the  addition  of 
edible  fat  or  oil  to  the  peel.  Stuffed" 
form  consists  of  cooked  potatoes  where 
the  flesh  has  been  removed  from  the 
peel,  has  been  comminuted  or  crushed, 
and  has  been  replaced  in  the  peel  or 
a  preformed  shell.  The  product  is 
frozen  in  accordance  with  rrood  commer- 
cial practice  and  maintained  at  tempera- 
tures necessary  for  the  preservation  of 
the  product. 

§  32.3002      Color*    of    frti/rn    «v»o«'lp«la- 
toes. 

<a)  Golden 
(b>  Yellow. 
( c )   Mixed  ( golden  and  yellow  > . 

§  .32.5003      SlylcH    of     fro/en     •.nerlpola- 
toe«. 

fa>    Whole.    <n  Peeled. 

(2)   Baked  (unpeeled) . 

<3^  Stuffed  (in  peel  oi-  preformed 
shell). 

(b>   Halved  <or  halves^       d*    Peeled. 

<2>  Stuffed  (in  peel  or  preformed 
shell  > . 

(c)  Sliced.  This  style  consists  of 
peeled  units,  cut  longitudinally  and  or 
crosswise,  with  flat-parallel  or  corru- 
gated-parallel surfaces. 

(d>  French-cut.  This  style  consists 
of  peeled  units  cut  into  strips,  commonly 
called  French-style  cut,  which  may  have 
flat  or  corrugated  surfaces. 

(e)  Diced.  This  style  consists  of 
peeled  units  cut  into  recognizable  cube- 
shape  units. 

(f)  Cut  (or  chunks K  This  style  con- 
sists of  peeled  units  of  irregular  sizes 
and  shapes  which  do  not  conform  to  any 
of  the  foregoing  single  styles. 

(g>  Mashed  (or  SouffleK  This  style 
consists  of  peeled,  cooked,  and  wholly 
comminuted    or   crushed   sweetpotatoes. 

(h)  Mixed  (or  combination^  This 
style  consists  of  peeled  units  which  are 
a  combination  of  two  or  more  of  the 
foregoing  styles. 

§  32. .3001      CJradrs   of    fro/eii    ■•w.relpota- 
loc«. 

(a)  "US.  Grade  A"  for  "U.S.  Fancy") 
is  the  quality  of  frozen  sweetpotatoes 
that  <  1 )  possess  similar  vtirietal  char- 
acteristics. (2)  have  a  normal  flavor  and 
odor,  <3)  have  a  good  or  reasonably  good 
color.  (4)  are  practically  uniform,  or 
reasonably  uniform,  in  size  for  the  ap- 
plicable style,   (5)    are  practically  free 


from  defects,  (6>  possess  a  good  char- 
acter, and  <7)  score  not  less  than  90 
points  when  scored  in  accordance  with 
the  scoring  system  outlined  in  this 
subpart. 

<b>  "U.S.  Grade  B"  (or  "U.S.  Extra 
Standard")  is  the  quality  of  frozen 
sweetpotatoes  that  ( 1 )  may  possess  sim- 
ilar or  mixed  varietal  color  character- 
istics. <2»  have  a  normal  flavor  and  odor. 
(3 »  have  a  reasonably  good  color.  (4)  are 
reasonably  uniform  in  size  for  the  appli- 
cable style.  <5»  are  reasonably  free  from 
defects,  (6)  possess  a  reasonably  good 
character,  and  (7)  score  not  less  than 
80  points  when  scored  in  accordance  with 
the  scoring  system  outlined  in  this 
subpart. 

(c)  Substandard"  is  the  quality  of 
frozen  sweetpotatoes  that  fail  to  meet 
the  requirements  of  U.S.  Grade  B, 

Factors  or  Quality 

S  32.3003      .Ancerlaining    the    grade   of    u 
<>.tmple    unit. 

ia>  General.  In  addition  to  consider- 
ins  other  requirements  outlined  in  the 
standards,  the  following  quality  factors 
are  evaluated  in  ascertaining  the  grade 
of  the  product: 

( 1  >  Factors  not  rated  by  score  points. 
u  •  Varietal  characteristics,  as  applicable. 
( ii )  Flavor  and  odor.  A  representative 
sample  of  the  product  is  cooked  to  deter- 
mine flavor  and  odor.  "Normal  flavor 
and  odor"  means  that  the  flavor  of  the 
product  before  and  after  cooking  is  char- 
acteristic of  properly  prepared  sweet- 
potatoes and  is  free  from  objectionable 
flavors  and  objectionable  odors  of  any 
kind. 

(2)  Factors  rated  by  score  points,  (i* 
The  relative  importance  of  each  factor 
which  is  scored  is  expressed  numerically 
on  the  scale  of  100.  The  maximum  num- 
ber of  points  that  may  be  given  such 
factors  are: 
Factors-  Point.<t 

Color -         20 

Uniformity  of  size.   20 

Absence   of   defects 40 

Character -         20 

Total  score.. 100 

(iii  Quality  factors  of  color,  uniform- 
ity of  size,  and  absence  of  defects  are 
determined  by  observing  the  product  in 
the  frozen  or  partially  frozen  state  as 
.soon  as  the  units  are  separable  into 
individual  units,  as  the  case  may  be.  and 
after  the  product  has  been  prepared  by 
heating  in  a  suitable  manner;  the  factors 
of  color  and  character  (including  con- 
sistency, as  applicable)  and  flavor  are 
evaluated  after  the  product  has  been 
prepared  by  heating  in  a  suitable  manner 
as  prescribed  in  this  subpart. 

§  32.5006     Color. 

(a)  General.  The  color  of  the  prod- 
uct (before  and  after  heating)  is  eval- 
uated on  the  Internal  color  in  whole 
baked,  whole  stuffed,  and  halved  stuffed 
styles  and  on  the  overall  external  color 
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appearance  for  all  other  styles.  Color 
variations  due  to  packing  media  consist- 
ing of  brown  sugar  or  sweetening  mix- 
tures including  brown  sugar  and  spices 
are  considered  characteristic. 

( b )  I  i4  >  classification.  Frozen  sweet- 
potatoes that  pK)ssess  a  good  color  may 
be  given  a  score  of  18  to  20  points. 
"Good  color"  means  a  reasonably  bright 
characteristic  color  (either  yellow  or 
golden,  but  not  mixed)  and  that  there 
may  be  reasonable  variations  of  such 
characteristic  color  among  the  units,  in 
each  unit,  or  in  the  mass. 

<c»  (fi»  classification.  If  frozen 
.sweetp>otatoes  possess  a  reasonably  good 
color,  a  score  of  16  or  17  points  may  be 
given.  "Reasonably  good  color"  means 
that  the  color  (yellow,  golden,  or  mixed) 
may  be  variable  among  the  units,  in  each 
unit,  or  in  the  mass  and  that  the  color 
may  be  no  more  than  slightly  dull. 
Mixed  color  types  shall  not  be  graded 
above  U.S.  Grade  B.  regardless  of  the 
total  score  for  the  product  (this  is  a 
partial  limiting  rule) . 

(d)  (SStdi  classifi,cation.  If  frozen 
sweetpotatoes  possess  an  off-color,  a 
score  of  0  to  15  points  may  be  given. 
"Off-color"  means  that  the  over-all  color 
is  extremely  dull,  such  as.  but  XM>t 
limited  to  the  presence  of  units  that  are 
extremely  oxidized  or  the  presence  at 
units  that  are  green  colored.  Froien 
sweetpotatoes  that  score  in  this  classifi- 
cation shall  not  be  graded  above  Sub- 
standard, regardless  of  the. total  score 
for  the  product  (this  is  a  limiting  rule). 

§  52.5007      I'niforniity   of   nice. 

(a)  General.  The  factor  of  uniform- 
ity of  size  for  the  styles  of  mashed 
and  mixed  frozen  sweetpotatoes  is  not 
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scored;  the  other  three  factors  (color. 
absence  of  defects,  and  character)  are 
scored  and  the  total  multiplied  by  100 
and  divided  by  80,  dropping  any  fractions 
to  determine  the  total  score. 

(b)  Definition  of  a  "small  unit."  A 
unit  that  weighs  less  than  Viu  oiuice  is 
considered  a  "small  unit"  when  con- 
tained in  sliced,  French-cut.  or  cut  styles. 

(c)  (A)  classification.  Frozen  sweet- 
potatoes that  are  practically  uniform  in 
size  may  be  given  a  score  of  18  to  20 
points.  "Practically  uniform  in  size"  in 
styles  other  than  mashed  or  mixed  means 
that: 

(1)  The  frozen  sweetpotatoes  comply 
with  the  size  and  uniformity  require- 
ments for  (A)  classification  in  Table  I 
of  this  subpart;  and,  in  addition 

(2)  The  over-all  appearance  of  the 
product  for  the  applicable  style  is  not 
materially  affected  by  units  of  abnormal 
size  and  shape. 

(d)  (B)  classification.  If  the  frozen 
sweetpotatoes  are  reasonably  uniform  in 
size,  a  score  of  16  or  17  points  may  be 
given.  "Reasonably  uniform  in  size"  in 
styles  other  than  mashed  or  mixed  means 
that: 

(1)  TTie  frozen  sweetpotatoes  comply 
with  the  size  and  uniformity  require- 
ments for  (B)  classification  in  Table  I 
of  this  subpart;  and,  in  addition 

(2)  The  over-all  appearance  of  the 
product  for  the  applicable  style  is  not 
seriously  affected  by  units  of  abnormal 
size  and  shape. 

(e)  (.SStd)  classification.  Frozen 
sweetpotatoes  that  fail  to  meet  the  re- 
quirement*; of  paragraph  (d)  of  this  sec- 
tion may  be  given  a  score  of  0  to  15  points 
and  shall  not  be  graded  above  Substand- 
ard, regardless  of  the  total  score  for  the 
product  (this  is  a  limiting  rule) . 
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!^  52.3008     DeferiA.  | 

(a)  General.  The  factoi*  of  defects 
refers  to  the  degree  of  freedom  from  par- 
ticles of  peel  in  peeled  styles;  broken 
skins  and  broken  or  distorted  preformed 
shells  in  whole  baked,  whole  stuffed,  and 
halves  stuffed  styles;  primary  and  sec- 
ondary rootlets,  fibrous  ends,  discolored 
areas,  and  corky  areas,  or  from  other  de- 
fects that  detract  from  the  appearance 
or  edibility  of  the  unit  or  product. 


(b)  (A)  classification.  Frozen  sweet- 
potatoes of  any  style  that  are  practically 
free  from  defects  may  be  given  a  score 
of  36  to  40  points.  "Practically  free  from 
defects"  has  the  following  meaning  for 
the  applicable  styles : 

(1)  Whole  baked:  whole  stuffed; 
haloe$  shvffed.  The  peri  or  shell  is  not 
broken  nor  the  shell  distorted  to  any 
noticeable  extent  other  than  in  the  open- 
ing in  whole  stuffed  style;  and  the  units 
are  practically  free  from  primary  and 
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secondary  rootlets,  internal  fibers,  in- 
ternal corky  areas,  and  any  other  defects 
which  do  not  affect  materially  the  ap- 
pearance or  the  edibility  ot  the  product. 

(2)  Whole  peeled;  haloes  peeled; 
mashed.  The  product  may  contain  not 
more  than  a  slight  amount  of  particles 
of  peel,  primary  and  secondary  rootlets, 
untrimmed  fibrous  ends,  discolored  areas, 
corky  areas,  and  any  other  defects  which 
do  not  affect  materially  the  appearance 
or  the  edibility  of  the  product. 

(3)  All  other  styles.  The  aggregate 
weight  of  all  defective  units  does  not  ex- 
ceed 5  percent,  by  weight,  of  all  the 
units:  Provided,  The  overall  appearance 
and  edibility  of  the  product  is  not 
materially  affected  by  the  presence  of 
defective  tinits. 

(c)  (B)  classification.  If  the  frozen 
sweetpotatoes  of  any  style  are  reasonably 
free  from  defects,  a  score  of  32  to  35 
points  may  be  given.  Frozen  sweet- 
potatoes that  fall  into  this  classification 
shall  not  be  graded  above  VS.  Grade  B, 
regardless  of  the  total  sc<H-e  for  the  prod- 
uct (this  is  a  limiting  rule).  "Reason- 
ably free  f nxn  defects"  has  the  following 
meaning  for  the  S4n>licable  styles: 

(1)  Whole  baked;  whole  stuffed; 
halves  stuffed.  The  peel  or  shell  may  be 
broken  or  the  shell  dist<M-ted  to  some 
extent  other  than  in  the  opening  in 
whole  stuffed  style;  and  the  units  are 
reasonably  free  from  primary  and 
secondary  rootlets,  intenial  fibers,  in- 
ternal corky  areas,  and  any  other  defects 
which  do  not  affect  seriously  the  appear- 
ance or  edibility  of  the  pr(xluot. 

(2)  Whole  peeled;  halves  peeled; 
mashed.  The  product  may  contain  not 
more  than  a  moderate  amount  of 
particles  of  peel,  primary  or  secondary 
rootlets,  untrimmed  fibrous  ends,  dis- 
colored areas,  corky  areas,  and  any  other 
defects  which  do  not  affect  seriouisly  the 
appearance  or  edibility  of  the  product. 

(3)  All  other  styles.  Tlie  aggregate 
weight  of  all  defective  units  does  not  ex- 
ceed 10  percent,  by  weight,  of  all  the 
units:  Provided.  Ifte  overall  appearance 
and  edibility  of  the  product  is  not 
seriously  affected  by  the  presence  ot  de- 
fective units. 

(d)  (SStd)  classification.  Frozen 
sweetpotatoes  that  fail  to  meet  the  re- 
quirements of  paragrai^  (c)  of  this 
section  may  be  given  a  score  of  0  to  31 
points  and  shall  not  be  graded  above 
Substandard,  regardless  of  the  total 
score  for  the  product  (this  Is  a  limiting 
rule). 

§  52.5009     Character. 

(a)  General.  Tlie  factor  of  character 
refers  to  the  texture  w  consistency  and 
condition  of  the  flesh,  the  degree  of  f  ree- 
d(Hn  from  pithy  units  and  tough  or 
coarse  fibers,  the  uniformity  of  tend«-- 
ness  of  the  frozen  sweetpotatoes  after 
heating  in  a  suitable  manner,  and  the 
tendency  of  the  frosen  sweetpotatoes 
(except  for  mashed  style)  to  retain  their 
apparent  original  conformation  and  size 
without  disintegration. 

(b)  (A)  classification.  Froz^i  sweet- 
potatoes that  possess  a  good  character 
may  be  given  a  score  of  18  to  20  points. 
"Good  character  and  consistency**  has 
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the  following  meaning  for  the  applicable 

a)  Whole  baked.  The  flesh  is  not 
soggy  nor  dry  and  is  practically  free  from 
tough  or  coarse  internal  fibers. 

(2)  Whole  stuffed:  halves  stuffed: 
tncuhed.  The  mass  or  stuffing  possesses 
a  uniformly  smooth  texture  and  con- 
sistency and  is  free  from  lumps  and 
tough  or  coarse  fibers. 

( 3 )  All  other  styles.  The  units  possess 
a  uniformly  smooth  texture,  are  practi- 
cally free  "from  tough  or  coarse  fibers, 
and  may  be  firm  to  soft  but  hold  their 
apparent  original  conformation  and  size 
without  material  disintegration. 

(c)  (B)  classification.  If  the  frozen 
sweetpotatoes  possess  a  reasonably  good 
character,  a  score  of  16  or  17  points  may 
be  given.  "Reasonably  good  character 
and  consistency"  has  the  following 
meaning  for  the  applicable  styles: 

(1)  Whole  baked.  The  flesh  is  not 
excessively  dry  and  is  reasonably  free 
from  tough  or  coarse  internal  fibers. 

(2)  Whole  stuffed:  halves  stuffed: 
mashed.  The  texture  and  consistency 
of  the  mass  or  stuffing  may  be  coarse 
and  stiff  but  practically  free  from  lumps. 
and  not  more  than  a  few  tough  or  coarse 
fibers  may  be  present. 

(3)  All  other  styles.  The  units  pos- 
sess a  reasonably  uniform  smooth  tex- 
ture, are  reasonably  free  from  tough  or 
coarse  fibers,  and  75  percent,  by  weight. 
or  more  of  the  units  hold  their  apparent 
original  conformation  and  size  without 
material  disintegration. 

(d)  (SStd.)  classification.  Frozen 
sweetpotatoes  that  fail  to  meet  the  re- 
quirements of  paragraph  (O  of  this 
section  may  be  given  a  score  of  0  to  15 
points  and  shall  not  be  graded  above 
Substandard,  regardless  of  the  total 
score  for  the  product  (this  is  a  limiting 
rule). 

Explanation  and  Method  of  Analysis 
§  52.5010     Preparation   by   heating. 

"Prepared  by  heating  in  a  suitable 
manner"  means  by  either  of  the  follow- 
ing applicable  methods: 

(a)  Oven  method.  (Applicable  to 
any  style). 

(1)  Place  the  product  and  packing 
media,  if  any.  in  a  shallow  pan  (or  use 
the  open  carton  if  siiitable  for  heating) 
of  siifficient  size  so  that  the  product  may 
be  spread  to  a  vmiform  thickness  of  not 
more  than  IV2  inches;  and 

(2)  Place  pan  (or  open  carton*  and 
frozen  contents  into  a  properly  venti- 
lated oven,  preheated  to  375  degrees  F.. 
and  allow  to  remain  30  minutes  or  longer 
until  the  Interior  portions  of  the  larger 
units  are  thoroughly  heated  and  cooked ; 
or 

(b)  Pot  method.  (Not  applicable  to 
baked  and  stuffed  styles).  Place  the 
product  while  still  in  the  frozen  state  in 
a  stainless  steel  cooking  utensil  and  add 
enough  water  to  cover  the  product. 
Bring  to  a  boil,  cover,  and  simmer  until 
the  larger  units  are  thoroughly  cooked. 

Lot  Inspection  and  Certification 

§  32.5011      Ascertaining   ih*    grade   of  a 
lot. 

The  grade  of  a  lot  of  frozen  sweetpo- 
tatoes covered  by  these  standards  is  de- 
termined by  the  procedures  set  forth  in 
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the  Regulations  Governing  Inspection 
and  Certification  of  Processed  Fruits  and 
Vegetables,  Processed  Products  Thereof, 
and  Certain  Other  Processed  Food  Prod- 
ucts (55  52  1  through  52.87'. 

Score  Sheet 

§  j2..'>012      .**core  -.hert  for  fro/en  «v.«tI- 
potatoe^i. 

.>«i/»' .iri'l  kiinl  of  (iiiitaiiitr   .   .  ■   -. 

Coiititiiur  in  irl>  'T  i.|«  iitiCuMtlon 

Puk  ii;i' ii>i\t«'iits  iiiuiKvsi 

\V.i,;li!  of  nil. Ii. I  Mniniv.s'.     if  cuiit<iiiU"l  xii.it  ililv 

.-l\  If  iif  p  »rk  (if  <\\i«'tl»>t  it(i«» 

Coiltil     «  hull',  li  ihr^i 

T\|i«'  '•(  nii'li.i  u(  my / 

I(n\  ini';i.siiriiiicnt  of  iiiodia  (i(li(|iil't  ■""'  I'Hit  'im'<l  ■«*l'- 

.ir  iti'ly)  

Color  ivi'llow.  pdiU'n.  iniie<l) 


J-  .icliirs 


C.il.ir 
riiiforii'iry  of  -i;c 

\tw  iin-  iif  'li'fr(l> 
(."ll.l.UllT 

Tot.il  sixjrr 
h'l.iior  iinit  <Mlor 


SCOI  r  imiMl  - 


3> 

M 
M 
100 


(A) 

!><  Jii 

(Ml 

••  Hi  1: 

tS.-*|.| 

'  (1   I'l 

(Ai 

11  Jl 

(Ml 

111  17 

(.■>.>l'l 

M»    l.i 

<A'i 

.W  4<l 

(H) 

1  S2  X', 

|.-<S|.1 

'0  ,J| 

(A) 

IH  Jl 

(Hi 

'  I'v   IT 

iSSliI 

1    '  u  r. 

'  r.iniitine  riilf. 

!-\Ii\iil  Coliir     luiiiliil  to  (iruilo   H  or  Iovmt  vrxir 

P  rtiil  liii'it  hnwiint;  riili'i. 

Dated:  January  12.  1962 

G.  R.  Grange. 
Deputy  Administrator. 
Marketing  Services. 

|FR      Doc      62-553;     Piled,    Jan      17.     1962; 
8  48  am  I 


Agricultural   Stabilization   and 
Conservation   Service 

[7  CFR   Part   1051  1 

I  Docket  No  AO-329| 

MILK  IN  MADISON,  WISCONSIN, 
MARKETING  AREA 

Notice  of  Extension  of  Time  for  Filing 
Exceptions  to  the  Recommendeci 
Decision  on  Proposeci  Marketing 
Agreement  and  Order 

Pursuant  to  the  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended  <7  U.S.C.  601  et 
seq).  and  the  applicable  rules  of  prac- 
tice and  procedure  governing  the  formu- 
lation of  marketing  agreements  and 
marketing  orders  (7  CFR  Part  900  >. 
notice  is  hereby  given  that  the  time  for 
filing  exceptions  to  the  recommended 
decision  with  respect  to  the  proposed 
marketing  agreement  and  order  regu- 
lating the  handling  of  milk  in  the  Madi- 
son, Wisconsin  marketing  area,  which 
was  issued  December  22.  1961  (26  F.R. 
12591).  is  hereby  extended  to  February 
3.  1962. 

Signed  at  Washington.  DC  .  on  Jan- 
uary 15,  1962. 

James  T.  R.^LPH. 
Assistant  Secretary. 

[FH.    Doc.    82-577;     Piled.     Jan.     17.     1962; 
8:50  am  | 


[  9  CFR   Part  301  1 

|D.>cket*  No.s    AO  336  RO  1.  Dockets  Noe   AO 
337  RO   1| 

TURKEY  HATCHING  EGGS  AND 
TURKEYS 

Notice  of  Reopening  of  Hearing  on 
Proposed  Marketing  Agreements 
and  Proposed  Orders 

Pursuant  to  the  provisions  of  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937,  as  amended  (48  Stat.  31,  as 
amended;  7  U.S.C  601-674 >,  and  the  ap- 
plicable rules  of  practice  and  procedure 
governing  the  formulation  of  marketing 
agreements  and  marketing  orders  (7 
CFR  Part  900 » .  notice  is  hereby  given 
of  the  reopening  of  the  hearing  on  pro- 
posed marketing  agreements  £ind  orders 
regulating  the  handling  of  turkey  hatch- 
ing eggs  and  turkeys  which  was  held  in 
the  cities  of  Richmond.  Virginia:  Des 
Moines,  Iowa;  Las  Vegas.  Nevada;  Okla- 
homa City.  Oklahoma :  Chicago,  Illinois : 
and  Albany,  New  York  during  the  period 
between  November  20  and  December  13. 
1961.  (26  PR  10286.  10516.  and  10772) 
Such  hearing  is  hereby  reopened  and 
will  be  reconvened  at  3d  Floor.  Windsor 
Room.  Hotel  Phillips.  12th  and  Baltimore 
Streets,  Kansas  City.  Missouri,  com- 
mencing on  January  29,  1962.  at  10:00 
a.m..  local  time,  and  will  continue  as 
necessary  through  January  31.  1962. 

Attached  to  this  notice  of  hearing  is 
a  draft  of  a  proposed  marketing  agree- 
ment and  order  regulating  the  handling 
of  turkeys  which  incorporates  modifica- 
tions proposed  and  considered  in  the 
course  of  previous  sessions  of  the  hear- 
ing. This  draft  has  been  prepared  solely 
for  the  purpose  of  aiding  interested  per- 
sons and  has  not  received  the  approval 
of  the  Secretary  of  Agriculture.  All  in- 
terested persons  will  be  afforded  an 
opportunity  at  the  hearing  to  submit 
additional  evidence,  data,  and  views  as 
they  may  desire  with  respect  to  the  pro- 
posed marketing  agreements  and  orders 
which  are  the  subject  of  the  hearing  and 
appropriate  modifications  thereof,  in- 
cluding the  attached  draft. 

Copies  of  this  notice  of  the  reopening 
of  the  hearing  may  be  procured  from  the 
Hearing  Clerk.  Room  112.  Administra- 
tion Building,  United  States  Department 
of  Agriculture,  Washington  25.  DC,  or 
may  there  be  inspected. 

Dated:  January  17,  1962 

James  T.  Ralph, 
Assistant  Secretary. 

Draft  of  Proposed  Marketing  Agreement 
and  Order  Regulating  the  Handling  of 
Turkeys  Incorporating  Modifications 
Proposed  in  the  Course  of  the  Hearing 

Definitions 
§  .101.1       .S-crelary. 

•Secretary"  means  the  Secretary  of 
Agriculture  of  the  United  States  or  any 
employee  of  the  Department  to  whom 
authority  has  heretofore  been  delegated, 
or  to  whom  authority  may  hereafter  be 
delegated,  to  act  in  his  stead. 

§  301.2     .4ci. 

•Act"  means  Public  Act  No.  10.  73d 
Congress,  as  amended  and  as  reenacted 
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and  amended  by  the  Agricultural  Mar- 
keting Agreement  Act  of  1937,  as  amend- 
ed (48  Stat.  31,  as  amended;  7  U.S.C.  601 
et  seq.). 


§  301.3      Person. 

"Person"  means  an  individual,  part- 
nership, corporation,  association,  or  any 
other  business  unit. 

§301.4      Production  .4rea.      ' 

•Production  area"  means  the  48  con- 
tiguous states  of  the  continental  United 
States  and  the  District  of  Columbia. 

§  301.5      Turkey. 

•Turkey"  means  that  fowl  belonging 
to  the  family  Meleagridae,  the  genus 
Meleagris  and  the  species  Gallopavo. 

§  301.6     Type  or  variety. 

"Type"  or  "variety"  are  synonymous 
and  mean  such  classification  of  turkeys 
as  the  Committee  may  recommend  and 
the  Secretary  shall  approve. 


§  301.7      Quantity. 

•Quantity"  means  the  weight  of  live 
turkeys  at  the  time  of  shipment  to  a 
handler  or  receipt  by  a  handler  or  the 
equivalent  thereof  of  processed  turkeys 
as  determined  by  the  committee. 

§301.8      Processed  turkey. 

•Processed  turkey"  means  the  eviscer- 
ated turkey  (ready  to  cook)  or  the  equiv- 
alent thereof  of  New  York  Dressed  or 
Kosher  processed  turkey  as  determined 
by  the  committee. 


§  301.9      Handle. 

•Handle"  means  the  slaughtering  of 
turkeys  in  the  production  area  for  the 
production  of  meat. 

§  301.10      Handler. 

•"Handler"  means  a  person  who  han- 
dles turkey. 

§301.11      Exempt  handler. 

"Exempt  handler"  means  a  handler 
who  handles  less  than  a  quantity  of  7,000 
pounds  of  turkey  per  marketing  year. 

§  301.12      Producer. 

"Producer"  means  a  person,  other  than 
a  producer-handler,  who  (a)  is  directly 
engaged  in  the  production  of  a  quantity 
of  turkeys  in  excess  of  1,800  pounds  per 
year  and  who  ships  or  delivers  turkeys 
to  a  handler,  other  than  an  exempt  han- 
dler or  producer-handler,  and  operates 
and  controls  the  facilities  for  the  pro- 
duction of  turkeys  and  produces  turkey 
with  such  facilities;  or  (b)  is  involved 
in  the  production  of  turkeys  by  having  a 
proprietary  interest  in  the  turkeys  de- 
fined in  subparagraph  (a) :  Provided. 
That  for  the  purposes  of  this  part,  if  two 
or  more  persons  are  producers  with  re- 
spect to  the  turkeys  defined  in  (a)  of 
this  section,  their  respective  shares  in 
the  turkeys  shall  be  deemed  to  be  a  quan- 
tity of  turkeys  equal  to  the  total  nimiber 
of  turkeys  so  produced  divided  by  the 
number  of  persons  who  are  producers 
thereof.  | 

i?  301.13      Proprietary  interest. 

■Proprietary  interest"  means  partici- 
pation in  the  risk,  of  profit  and  loss  of 
the  production  of  turkeys. 
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§  301.14     Producer-handier. 

"Producer-handler"  means  a  person 
who  (a)  handles  a  quantity  of  not  more 
than  65,000  poimds  of  turkey  per  mar- 
keting year,  of  which  not  more  than 
5,000  pounds  of  such  ttirkey  are  not  of 
his  own  production,  and  (b)  does  not 
produce  any  turkeys  other  than  those 
he  handles. 

§  301.15     Board. 

"Board"  means  the  Turkey  Advisory 
Board  established  pursuant  to  this  part. 

§  301.16     Committee. 

"Committee"  means  the  Turkey  Ad- 
ministrative Committee  established  pur- 
suant to  this  part. 
§  301.17     Marketing  year. 

"Marketing  year"  means  the  12-month 
period  beginning  February  1,  of  each 
year  and  ending  January  31  of  the  fol- 
lowing year,  or  such  other  period  as  may 
be  recommended  by  the  Committee  and 
approved  by  the  Secretary. 

§  301.18     Year. 

"Year"  means  the  mtu-keting  year 
when  referring  to  a  period  after  the  or- 
der has  become  effective  and  the  12- 
month  calendar  year  when  referring  to 
periods  prior  to  the  order  becoming 
effective. 

Turkey  Advisory  Board 

§  301.20     Establishment     and     member- 
ship. 

A  turkey  advisory  board  is  hereby 
established,  consisting  of  60  members, 
of  whom  57  shall  be  nominated  to  repre- 
sent various  states  and  regions,  as  listed 
below: 

California-Nevada  _ 6 

Minnesota 6 

Iowa 4 

WiBconsln 3 

Virginia-West   Virginia 3 

Missouri 3 

Texas 3 

Indiana _ 2 

Utah  and  Arisona 2 

Ohio 2 

AriLansas 2 

North    Carolina 2 

Colwado-New  Mexico 

New  England  States 

Georgia-Florida 

Washington 

Oregon 

Pennsylvania 

Oklahoma 

Michigan 

Nebraska 

NOTth  Dakota 

Illinois 

Kansas 

South  Dakota 

Kentucky-Tennessee 

New  York — 

Delaware.   Maryland,   New    Jersey,    Dis- 
trict  of    Columbia 

Montana,    Idaho,    Wyoming.    Alabama. 

Mississippi,  Louisiana 

South  Carolina 

The  remaining  three  members  shall  be 
representatives-at-large  and  shall  be 
selected  at  the  discretion  of  the  Secre- 
tary. Each  member  of  the  Board  shall 
have  an  alternate  member  nominated  in 
the  same  maimer  as  members. 
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§  301 .2 1     Term  of  office. 

Members  cmd  alternate  members  of 
the  Board  shall  serve  for  terms  of  three 
years  ending  on  the  last  day  of  January, 
and  each  such  member  and  his  alternate 
shall  serve  imtil  his  successor  is  selected 
and  qualified:  Provided,  That  the  term 
of  office  of  the  initial  board  shall  be 
three  years  for  one-third  of  the  members 
and  their  alternates,  two  years  for  one- 
third  of  the  members  and  their  alter- 
nates, and  for  the  remaining  one- third 
of  the  members  and  their  alternates 
shall  be  from  the  effective  date  of  this 
part  to  the  last  day  of  January  1963. 
such  staggered  terms  of  oflBce  to  be 
determined  by  the  Secretary. 

§  301.22      Nominations. 

Nominees  for  membership  on  the 
Board  shall  be  made  at  one  or  more 
nomination  meetings  called  and  super- 
vised by  the  committee  under  rules  and 
regulations  promulgated  by  the  commit- 
tee and  approved  by  the  Secretary. 
Such  meetings  shall  be  held  in  and  for 
each  of  the  states  of  groups  of  states 
specified  in  §  301.20  and  reasonable  pub- 
licity shall  be  provided  for  such  nomi- 
nation meetings  by  the  committee. 
Only  producers  and  handlers  other  than 
exempt  handlers  shall  be  eligible  to 
vote  and  each  such  person  shall  have  but 
one  vote.  Voting  shall  be  by  secret 
ballot.  Three  nominations  shall  be 
made  for  each  member  position,  which 
shall  also  be  deemed  nominations  for 
such  member's  alternate.  All  nomina- 
tions should  be  certified  by  the  Com- 
mittee to  the  Secretary  as  soon  as  prac- 
ticable and,  after  the  initial  appointment 
of  the  Board,  no  later  than  January  4 
immediately  preceding  the  commence- 
ment of  the  term  of  office  for  the  posi- 
tion for  which  a  nomination  is  certified. 
Such  certification  shall  include,  for  each 
nominee,  a  brief  summary  of  his  experi- 
ence and  association  with  the  turkey 
industry.  For  the  purpose  of  obtaining 
nominations  for  the  initial  Board,  the 
Secretary  shall  perform  the  functions 
of  the  committee. 

§  301.23     Duties. 

The  duties  of  the  Board  shall  consist 
of  selecting  from  among  its  members  a 
chairman  and  other  officers,  establishing 
procedures  for  performing  its  fimctions, 
the  making  of  nominations  for  member- 
ship on  the  committee,  the  certifying  of 
such  nominations  to  the  Secretary,  the 
making  of  recommendations  with  re- 
spect to  marketing  policy,  and  the  con- 
sideration of  such  other  matters  as  it 
deems  proper  or  as  the  committee  or  the 
Secretary  may  request. 

Turkey  Administrative  Committee 

§  301.24      Establishment     and     member- 
ship. 

A  Turkey  Administrative  Committee 
is  hereby  established  to  administer  the 
terms  and  provisions  of  this  part.  Such 
Committee  shall  consist  of  19  members 
which  shall  include  the  chairman  of  the 
Board  who  shedl  also  be  chairman  of  the 
Committee.  For  each  member  there 
shall  be  an  alternate  member.  No  per- 
son shall  be  selected  or  continue  to 
serve  as  a  member  or  alternate  member 
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of  the  Committee  unless  he  Is  serving  as 
a  member  or  alternate  member  of  the 
Beam. 

§  301.23      Nominalion. 

The  Board  shAll  nominate  from  among 
Ita  members  and  alternate  members  38 
nommees  for  appointment  as  members 
and  alternate  members  of  the  Commit- 
tee. All  sueh  nominations  for  the  Com- 
mittee shall  be  certified  by  the  Board  to 
the  Secretary  as  soon  as  practicable  fol- 
lowing their  nomination. 

§  30 1 .26      Term  of  offire. 

Members  and  alternate  members  of 
the  Committee  shall  serve  for  terms  of 
one  year  ending  on  January  31.  the  in- 
itial term  beginning  with  the  effective 
date  of  this  part  and  ending  on  January 
31,  1963.  but  each  such  member  and  al- 
ternate member  shall  continue  to  serve 
until  his  successor  is  selected  and  has 
qualified. 

§  301.27      Power*. 

The  Committee  shall  have  the  follow- 
ing powers: 

(a)  To  administer  the  terms  and  pro- 
visions of  this  part ; 

(b)  To  make  rules  and  regulations  to 
effectuate  the  terms  and  provisions  of 
this  part: 

(c)  To  receive,  investigate,  and  report 
to  the  Secretary,  complaints  of  violations 
of  this  part:  and 

(d)  To  recommend  to  the  Secretary 
amendments  to  this  part. 

§  301.28      Dnlies. 

The  Committee  shall  have  among 
others  the  following  duties: 

(a)  To  act  as  intermediary  between 
the  Secretary  and  any  producer  or 
handler. 

(b)  To  keep  minutes,  books,  and  other 
records  which  shall  clearly  reflect  all  of 
its  acts  and  transactions  and  these  shall 
be  subject  to  examination  by  the  Sec- 
retary at  any  time. 

(c)  To  investigate  and  assemble  data 
on  the  production,  handling,  and  mar- 
keting of  turkeys  and  to  make  recom- 
mendations concerning  the  issuance  of 
regulations  pursuant  to  this  part. 

(d)  To  submit  to  the  Secretary  or  the 
Board  such  available  information  with 
respect  to  turkey  hatching  eggs  arvd  tur- 
keys as  may  be  requested  suid  such  other 
ii^ormation  as  the  Committee  may  deem 
desirable  and  pertinent: 

(e)  To  select  from  among  Its  members 
officers  other  than,  the  chairman  and  to 
adopt  such  rules  and  regulations  for  the 
conduct  of  its  business  as  it  may  deem 
advisable ; 

(f)  To  appoint  or  employ  such  other 
persons  as  it  may  deem  necessary  and  to 
determine  the  salaries  and  define  the 
duties  of  each  such  person; 

(g)  To  cause  the  books  of  the  Com- 
mittee to  be  audited  by  a  certified  pubUc 
accountant  at  least  once  each  marketing 
year  and  at  so^  other  times  as  the  CMn- 
mittee  may  deem  necessary  or  as  the  Sec- 
retary may  request,  to  submit  two  copies 
of  each  sueh  audit  report  to  the  Sec- 
retary, and  to  make  available  a  copy 
which  does  not  contain  eonfldential  data 
for  Inspeetlon  at  the  oOeee  of  the  Com- 
mittee by  producers  and  handlers: 


PROPOSED  RULE   MAKING 

'  h >  To  prepare  and  submit  to  the  Sec- 
retary monthly  statements  of  the  finan- 
cial operations  of  the  Committee  and  to 
make  such  statements,  together  with 
the  minutes  of  the  meetings  of  said  Com- 
mittee and  the  Board,  available  for  in- 
spection at  the  offices  of  the  Committee 
by  producers  and  handlers: 

ti>  To  give  the  Secretary  the  .^ame 
notice  of  meetm^'s  of  the  Committee  and 
the  Board  as  is  given  to  member.s; 

(J  I  To  investigate  compliance  with 
and  to  use  means  available  to  the  Com- 
mittee to  prevent  violation  of  the  provi- 
sions of  this  part:  and 

tk>  To  establish  with  the  approval  of 
the  Secretary  such  rules  and  regulations 
as  are  necessary  or  incidental  to  admin- 
istration of  this  subpart,  as  are  con- 
sistent with  Its  provisions,  and  as  would 
tend  to  accomplish  the  purposes  of  this 
subpart  and  the  act. 

Board  and  Committee 

i5.^0l,.10      Srir<tioti. 

The  Secretary  shall  select  and  ap- 
point members  and  alternate  members 
of  the  Board  and  the  Committee  in  the 
numbers  and  with  the  qualifications 
specified  in  this  subpart.  Such  selec- 
tions shall,  to  the  extent  feasible  in  the 
light  of  the  following  considerations,  be 
made  from  the  nominations  certified  by 
the  Committee  and  the  Board:  Provided. 
That  in  making  such  selections  and  ap- 
pointments the  Secretary  shall  give 
major  recognition  to  turkey  producers, 
including  consideration  of  the  size,  na- 
ture, and  location  of  their  production 
operations,  and  reasonable  handler  rep- 
resentation with  a  view  to  the  extent 
possible  and  practicable  to  have  repre- 
sentation from  all  segments  of  the  m- 
dusti-y. 

§  301.31       Faihire  to  iioiniiiulr. 

In  the  event  a  nominee  for  any  mem- 
ber or  alternate  member  position  is  not 
certified  pursfuant  to  smd  within  the  time 
specified  in  this  subpart,  the  Secretary 
may  select  an  eligible  person  to  fill  such 
position  without  regard  to  nomination. 

§301.32      (^>ualify  by  arrrplanrr. 

Each  person  selected  as  a  member  or 
as  an  alternate  member  shall,  prior  to 
serving,  qualify  by  filing  with  the  Secre- 
tary a  written  acceptance  as  soon  as 
practicable  after  being  notified  of  such 
selection. 

§301.33       Vhf  rnale  mrml>*T<«. 

An  alternate  for  a  member  shall  act 
in  the  place  and  stead  of  such  member 
(a»  during  his  absence,  or  (b)  in  the 
event  of  his  removal,  resignation,  dis- 
qualification, or  death,  until  a  successor 
for  such  member's  unexpired  term  has 
been  selected  and  has  qualified. 

§  301.34      Varanrie*. 

Any  vacancy  occasioned  by  the  re- 
moval, resignation,  disqiialificatlon,  or 
death  of  any  member,  or  any  need  to 
select  a  successor  through  failure  of  any 
person  selected  as  a  member  or  alternate 
member  to  qualify,  shall  be  recognized 
by  the^Commlttee  certifying  to  the  Sec- 
retary a  new  nominee  within  40  calendar 
days. 


§  301.35      Pro<rdure. 

All  decisions  of  the  Board  and  the 
Committee  reached  at  an  assembled 
meeting  shall  be  by  majority  vote  of  the 
memliers  present  All  votes  in  an  as- 
sembled meetmg  shall  be  cast  in  person 
and  a  quorum  must  be  present  for  a 
valid  decision  A  quorum  for  the  Board 
shall  consist  of  not  less  than  thirty  <30> 
members  and  for  the  Committee  not  less 
than  ten  <  10 '  members  Such  quorum 
requirements  may  be  changed  by  the 
Secretary,  upon  recommendation  of  the 
Board  or  Committee  The  Committee 
may  vote  by  mail  or  telegram  upon  due 
notice  to  all  members,  but  any  proposi- 
tion to  be  so  voted  upon  first  shall  be 
e.xplamed  accurately,  fully,  and  iden- 
tically by  mail  or  telegram,  to  all  such 
members  When  any  proposition  is  sub- 
mitted to  be  voted  on  by  such  method. 
It  must  be  favored  by  not  less  than  four- 
teen 1 14i  members  of  the  Committee  to 
constitute  action  by  the  Committee. 

);  30  I. .36      i-'.«|>«>ii«r!>  und  ronipen^ation. 

The  members  of  the  Committee  and 
the  Board,  and  the  alternate  members. 
shall  be  allowed  their  necessary  expenses, 
actual  or  per  diem,  as  approved  by  the 
Committee.  If  the  Secretary  upon  rec- 
ommendat^Dn  of  the  Board  determines 
that  it  is  necessary  for  the  efficient  and 
effective  operation  of  the  Board  or  Com- 
mittee and  that  the  members  thereof 
receive  reasonable  compensation  for  their 
services,  such  members  may  receive  such 
compensation  at  a  rate  recommended  by 
the  Committee  and  approved  by  the 
Secretary. 

Expenses  and  Assessments 

.i;  30 1 .  10      K\p4>iiM>^  and  budget. 

Tlie  committee  is  authorized  to  incur 
such  expenses  as  the  Secretary  finds  are 
reasonable  and  likely  to  be  incurred  by 
it  during  each  marketing  year  for  the 
maintenance  and  functioning  of  the 
Board  and  committee  and  for  other  such 
purposes,  as  the  Secretary  may.  pursuant 
to  the  provisions  of  this  subpart,  deter- 
mine to  be  appropriate.  The  Committee 
shall  file  a  proposed  budget  of  expenses 
and  rate  of  assessment  with  the  Secre- 
tary as  soon  as  practicable  after  the  be- 
ginrung  of  the  marketing  year. 

§  301.11      A*!*r«»!.m«>iUs. 

Each  handler  shall  pay  to  the  com- 
mittee, upon  demand,  with  respect  to 
turkeys  handled  by  him.  his  pro  rata 
share  of  all  expenses  which  the  Secretary 
finds  are  reasonable  and  likely  to  be 
incurred  by  the  conunittee  during  each 
marketing  year.  Each  handler's  pro  rata 
share  shall  be  at  a  rate  of  assessment 
per  hundred  pounds  of  processed  turkey, 
fixed  by  the  Secretary.  At  any  time  dur- 
ing the  marketing  year  the  Secretary 
may  decrease  the  rate  of  assessment  or 
may  iiK:rease  the  rate  of  assessment  to 
cover  unanticipated  expenses  or  a  deficit 
in  the  anticipated  quantity  of  turkeys 
handled  but  in  no  event  shall  such  as- 
sessment exceed  $.20  per  100  pounds  of 
processed  turkey:  Provided,  That  no 
such  assessment  shall  be  retroactive.  In 
order  to  provide  funds  to  carry  out  the 
functions  of  the  board  and  committee, 
the  committee  may  accept  advance  pay- 
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ments  from  any  handler  and  such  shall 
be  credited  towards  assessments  levied 
pursuant  to  this  section  against  such 
handler.  The  payment  of  expenses  for 
the  maintenance  and  functiotdng  of  the 
board  and  committee  may  be  required 
throughout  the  period  during  which  this 
part  is  in  effect  and  irrespective  of 
whether  particular  provisions  thereof 
;ue  suspended  or  become  inoperative,  or 
whether  volume  regulation  is  in  effect. 

i;  301.42      Acrounting. 

I  a  >  If ,  at  the  end  of  a  marketing  year, 
the  assessments  collected  are  in  excess  of 
expenses  Incurred,  such  excess  shall  be 
accounted  for  in  accordance  with  one  of 
the  following: 

(1>  If  such  excess  is  not  retained  in 
a  reserve,  as  provided  in  subparagraph 
(2>  of  this  paragraph,  it  shall  be  re- 
funded proportionately  and  to  the  extent 
practicable  to  the  persons  from  whom 
It  was  collected. 

<2)  The  committee,  with  the  approval 
of  the  Secretary,  may  carry  over  such 
excess  into  subsequent  marketing  year. 
as  a  reserve:  Provided,  That  funds 
already  in  the  reserve  do  not  equal  ap- 
proximately one  marketing  year's  ex- 
penses. Such  reserve  funds  may  be  used 
( i  >  to  defray  expenses,  during  any  mar- 
keting year,  prior  to  the  time  assessment 
Income  is  sufficient  to  cover  such  ex- 
penses. (ID  to  cover  deficits  incurred 
during  any  marketing  year  when  assess- 
ment income  is  less  than  expenses,  (ill) 
to  defray  expenses  Incurred  during  any 
period  when  any  or  all  provisions  of  this 
part  are  suspended  or  are  inoperative, 
(IV)  to  cover  necessary  expenses  of 
liquidation  in  the  event  of  termination 
of  this  part.  Upon  such  termination, 
any  funds  not  required  to  defray  ttie 
necessary  expenses  of  liquidation  shall 
be  disposed  of  in  such  manner  as  the 
Secretary  may  determine  to  be  appro- 
priate. 

(b)  All  funds  received  by  the  commit- 
tee pursuant  to  the  provisions  of  this 
part  shall  be  used  solely  for  the  purpose 
sp>ecified  in  this  part  and  shall  be  ac- 
counted for  in  the  manner  provided  for 
in  this  part.  The  Secretary  may  at  any 
time  require  the  committee  and  its  mem- 
bers to  account  for  all  receipts  and 
disbursements. 

(c)  Upon  the  removal  or  expiration 
of  the  term  of  office  of  any  member  of 
the  committee,  such  member  shall  ac- 
count for  all  receipts  and  disbursements 
and  deliver  all  property  and  funds  in  his 
possession  to  the  committee,  and  shidl 
execute  such  assignments  and  other  in- 
struments as  may  be  necessary '  and 
appropriate  to  vest  in  the  committee  full 
title  to  all  of  the  property,  fvmds,  and 
claims  vested  in  such  member  pursuant 
to  this  part. 

(d^  The  committee  may  make  recom- 
mendations to  the  Secretary  for  one  or 
more  of  the  members,  thereof,  or  any 
other  person,  to  act  as  a  trustee  for  hold- 
ing records,  funds,  or  any  other  commit- 
tee property  during  ];>eriods  al  suspension 
of  this  subpart,  or  during  any  period  or 
periods  when  regulations  are  not  in  ef- 
fect and  if  the  Secretary  determines  such 
action  appropriate,  he  may  direct  that 
such  person  or  persons  shall  act  as  trus- 
tee or  trustees  for  the  committee. 
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Rbbibarch  Development 

§  301.45     Research  and  development. 

The  committee,  with  the  approval  of 
the  Secretary,  may  establish  or  provide 
for  the  establishment  of  marketing  re- 
search and  development  projects  de- 
signed to  assist,  improve,  or  promote  the 
marketing,  and  distribution  of  turkeys. 
The  expenses  of  such  projects  shall  be 
paid  from  fimds  collected  pursuant  to 
§  301.41. 

Regulations 

§  301.50     Marketing  policy. 

At  least  once  each  marketing  year  the 
Board  shaU  prepare  and  submit  to  the 
Secretary  through  the  committee  a  re- 
port setting  forth  its  general  marketing 
policy  for  such  ensuing  period  or  periods 
as  it  may  deem  appropriate.  Notice  of 
the  Board's  marketing  policy  shall  be 
given  promptly  by  reasonable  publicity 
to  producers  and  handlers.  The  report 
shall  include  any  recommendation  it  may 
make  for  regulatory  action  in  such  period 
or  periods  as  well  as  data  and  Informa- 
tion used  by  the  board  in  formulating 
the  marketing  policy.  In  developing  the 
marketing  policy,  the  board  shall  give 
consideration  to  the  following  factors: 

(a)  The  estimated  quantity  of  proc- 
essed turkeys  on  hand  in  the  production 
area  at  the  beginning  of  such  period  or 
periods. 

(b)  The  probable  availability  of  addi- 
tional turkeys  during  such  period  or 
periods. 

(c)  The  estimated  quantity  of  proc- 
essed turkeys  which  should  be  carried 
over  as  a  desirable  inventory  into  any 
succeeding  period  or  periods. 

(d)  The  number  of  turkey  hatching 
eggs  set  for  hatching  or  the  niunber  of 
poults  placed  in  such  period  or  periods 
as  will  reflect  probable  availability  of 
turkeys  in  the  period  or  periods  for  which 
regulation  is  proposed. 

(e)  The  estimated  market  require- 
ments for  processed  turkeys  for  the  pe- 
riod or  periods  for  which  regulation  may 
be  proposed,  including  in  such  estimates 
as  separate  items  probable  trade  de- 
mands for  such  turkeys  in  the  various 
available  outlets  for  such  turkeys. 

(f)  Cturent  prices  being  received  for 
turkeys  and  the  probable  general  level 
of  prices  to  be  received  for  turkeys  by 
producers  and  handlers. 

(g)  The  trend  and  level  of  consumer 
income  and  any  other  factors  which  may 
affect  consumer  demand  for  processed 
turkeys. 

(h)  Any  other  pertinent  factors  bear- 
ing Oh  the  marketing  of  such  turkeys, 
including  the  estimated  supply  or  de- 
mand for  particular  types  or  sizes  of 
turkeys  or  special  problems  relating 
thereto. 

(1)  The  need  for  any  regulations  and 
recommendations  with  respect  thereto 
dealing  in  any  maimer  with  any  of  the 
foregoing  or  with  the  authorities  for 
regulation  provided  by  this  subpart. 

Recommendations  with  respect  to  spe- 
cific implementation  of  the  general  mar- 
keting p<^cy  recommended  by  the 
Board  shall  be  made  to  the  Secretary  by 
the  committee  from  time  to  time,  as  cir- 
cumstances warrant,  and  the  commit- 
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tee's  recommendation  shall  contain  the 
data  and  information  upon  which  it  is 
based,  together  with  the  specific  regu- 
latory action  recommended. 

§301.51      Issuance  of  regulations. 

The  Secretary  shall  regulate  the  han- 
dling of  turkeys  as  authorized  by  this 
subpart  whenever  he  finds  from  the  rec- 
ommendations and  information  sub- 
mitted by  the  board  or  committee,  or 
from  other  available  Information,  that 
such  regulation  may  tend  to  effectuate 
the  declared  p>olicy  of  the  act.  Such 
regulation  may: 

(a)  Limit  the  quantity  of  turkeys  all 
handlers  may  receive  for  handling  pur- 
suant to  §  301.56. 

(b)  Limit  the  handling  for  specified 
outlets  of  partictilar  errades.  sizes,  quali- 
ties or  packs  of  any  or  all  types  of  tur- 
keys during  a  specified  period  or  periods. 

(c)  Fix,  or  provide  methods  for  fixing, 
pursuant  to  §§  301.55  and  301.57  through 
301.68,  free  and  surplus  percentages  ap- 
plicable to  the  handling  of  all  turkeys 
handled  by  handlers  and  fer  the  pooling 
of  set  aside  turkeys  and  the  distribution 
of  the  proceeds  of  such  pool. 

(d)  Limit  the  handling  of  turkeys 
differently  for  different  period  or  periods, 
for  difference  regions,  for  different  tsrpes, 
sizes  or  for  different  purposes,  or  any 
combination  of  the  foregoing  for  any 
period. 

Volume  Regulation 

§301.55      Volume  regulation. 

The  Secretary  may  establish,  upon 
the  recommendation  of  the  board,  or 
other  available  Information,  regulation 
of  turkeys  for  the  marketing  year  or 
for  such  period  or  periods  as  he  may 
prescribe,  by  any  one  or  both  of  the 
methods  hereinafter  specified  if  he  de- 
termines that  regulation  by  the  method 
or  methods  employed  may  tend  to  effec- 
tuate the  declared  policy  of  the  act. 
Such  regulation  may  be  based  upon 
different  desirable  quantities  or  desirable 
free  quantities  for  different  types  or 
sizes  of  turkeys,  or  for  any  or  all  por- 
tions of  the  production  area;  and  when 
such  quantities  are  established  for  such 
turkeys,  the  allocation  of  bases,  allot- 
ments, or  percentages  imder  su6h  regu- 
lation shall  be  equitably  apportioned 
among  producers:  Provided,  That  If  the 
Board  recommends  volume  regulation 
for  the  balance  of  the  fiscal  year  1962, 
remaining  after  this  part  becomes  effec- 
tive, such  volume  regulation  shall  be 
restricted  to  Method  No.  n  provided  in 
§§  301.57  through  301.68  ahd  in  such 
event  the  Board  shall  give  due  consid- 
eration to  the  regional  differences  in 
production  of  turkeys. 

Method  No.  I 

§301.56      Desirable  quantity. 

Whenever  a  desirable  quantity  of 
turkeys  which  all  handlers  may  acquire 
from  prcKlucers  in  the  marketing  year 
has  been  established  the  committee  shall 
equitably  apportion  such  quantity 
among  producers  by  establishing  alloca- 
tion bases  and  allotments  for  the  mar- 
keting year  as  follows: 

(a)  Allocation  hoses'.  Each  producer 
shall  be  apportioned  an  allocation  base 
which  shall  be  computed  as  follows: 
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( 1 )  Bach  producer's  bMC  for  the  years 
1M9  and  1M4  shall  be  the  highest  of 
the  qtiantltr  ct  knzkeirs  produced  by  him 
which  were  markaked  in  the  years  1959. 
or  I960  or  85  percent  of  the  quanUty 
which  were  marketed  by  him  In  the  year 
IMI:  Prmftded.  That  where  more  than 
one  producer  is  Invohred  In  the  produc- 
tion of  turkeys  marketed  from  the  same 
production  facility,  the  year  19«1.  as 
adjusted,  shall  be  used  in  computing 
their  bases  unless  the  producers  con- 
cerned agree  to  the  use  of  either  1959 
or  19«0. 

(2>  For  the  marketing  years  1965  and 
thereafter  each  producer's  allocaUon 
base  Shan  be  determined  by  Uklng  the 
average  of  the  highest  quantity  of  tur- 
keys produced  by  him  which  were  mar- 
keted in  any  three  of  the  five  years  im- 
mediately preceding  the  marketing  year 
for  which  the  allocation  base  is  being  de- 
termined: Provided.  That  for  the  pur- 
poses of  this  computation  the  1961  quan- 
tity for  aUocation  base  purposes  shall 
be  limited  as  In  subcNtfagraph  ( 1 )  of  this 
paragraph;  and  the  year  1963  shall  not 
be  used  In  the  eomputotlon  of  bases: 
Provided  further.  That  where  more  than 
one  producer  Is  invoWed  In  the  produc- 
tion of  turkeys  marketed  from  the  same 
production  facility,  the  three  most  recent 
base  years  shall  be  used  in  computing 
their  bases  unless  the  producers  con- 
cerned agree  to  the  use  of  other  years 
of  said  five  years. 

(3)  A  producer  who  operates  and  con- 
trols  the  facilities  for  production,  the 
marketing  from  which  was  divided  be- 
tween producers  in  establishing  his  base, 
may  have  the  option  upon  application 
to  the  wMnmlttee  to  have  his  allo«U.ion 
base  adjusted  up  to  the  total  quanUty 
of  turkeys  marketed  from  such  facilities 
in  his  base  period  as  if  he  had  had  the 
sole  proprietary  interest  in  such  turkeys : 
Provided.  Such  producer  may  exercise 
such  option  only  once  and :  Provided  fur- 
ther. That  such  adjusted  allocation  base 
shall  be  available  only  when  the  total 
marketings  from  such  facilities  are  tur- 
kejrs  In  which  the  producer  has  the  sole 
proprietary  Interest. 

(4)(i)  The  committee  may  provide  for 
adjustment  of  a  producer's  allocation 
base  upon  a  showing  that  such  producers' 
production  in  the  applicable  base  pe- 
riods provided  in  subparagraphs  ( 1 )  and 

(2)  of  this  paragraph  was  not  repre- 
sentative. 

(ii)  A  producer -handler  who  desires 
to  relinquish  his  status  as  a  producer- 
handler,  may  be  apportioned  an  alloca- 
tion base  by  the  committee  based  upon 
his  past  production  and  marketing  in  ac- 
cordance with  regulations  made  by  the 
committee  and  approved  by  the  Secre- 
tary. 

( iii )  If  the  sum  of  the  desirable  quan- 
tity in  any  marketing  year  exceeds  the 
sum  of  the  allotments  of  the  preceding 
year  the  committee  may  determine  a 
portion  of  the  difference  between  such 
sums  which  may  be  apportioned  to  per- 
sons who  are  not  producers  of  turkeys 
and  who  can  establish  that  they  have  the 
ability  to  produce. 

(b)  Ain>lication.  Each  producer  de- 
siring an  allocation  base  for  the  market- 
ing year  shall,  not  later  than  6  weeks 
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preceding  such  marketing  year,  or  prior 
to  such  date  as  the  committee  may  other- 
wise prescribe,  file  with  the  committee 
or  other  agency  specified  by  the  com- 
mittee an  application  therefore  on  forms 
prescribed  by  the  committee,  which  shall 
supply  all  pertinent  information  required 
by  the  committee.  The  burden  of  sup- 
plying and  supporting  all  such  informa- 
tion filed  with  the  committee  .shall  rest 
upon  the  producer. 

tc>  Committee  verificattun  The  com- 
mittee or  agency  shall  check  and  deter- 
mine the  accuracy  of  the  mformation 
submitted  pursuant  to  this  section  and 
shall  be  authorized  to  make  a  thorough 
investigation  of  any  application.  When- 
ever the  committee  finds  an  error,  omis- 
sion, false  sUtement  or  inaccuracy  in 
any  sxjch  application,  it  shall  correct 
the  same  and  shall  give  the  person  who 
submitted  the  application  a  reasonable 
opportunity  to  discuss  with  the  commit- 
tee or  agency  the  factors  considered  m 
making  the  correction*^  In  the  event  of 
correction  of  a  base,  the  allotment  ap- 
portioned to  the  producer  pursuant  to 
paragraph  (d)  of  this  section  shall  like- 
wise be  corrected. 

(d)  Allotments.  Each  producer  who 
has  an  allocation  base  shall  be  appor- 
tioned an  allotment  of  turkeys  which 
handlers  may  purchase  or  otherwise  ac- 
quire or  receive  from  such  producer  for 
their  account  or  the  account  of  such  pro- 
ducer during  the  markeUng  year  which 
allotment  shall  be  computed  by  divid- 
ing the  desirable  quantity  of  turkeys  es- 
tablished pursuant  to  this  secUon  by  the 
sum  of  the  allocation  bases  of  all  pro- 
ducers, and  multiplying  such  producer  s 
allocation  base  by  the  resulting  percent- 
age figure.  The  result  shall  be  the  pro- 
ducers  allotment  of  the  established  de- 
sirable quantity  of  turkeys  and  no  han- 
dler shall  acquire  a  quantity  of  turkeys 
from  any  producer  (including  such  han- 
dler in  his  capacity  as  a  producer )  which 
would  result  In  handlers  having  acquired 
or  received  a  greater  quantity  of  turkeys 
from  such  producer  than  the  total  quan- 
tity so  apportioned  to  such  producer,  plus 
such  additional  amounts  as  may  be  spe- 
cifically provided  in  this  part. 

(e»  Cerfi/lcatton  of  allotments.  The 
committee,  with  the  approval  of  the  Sec- 
retary, may  establish  by  regulation  such 
means  of  certification  or  identification 
with  respect  to  allotments  of  producers 
as  may  be  required  to  effectuate  the  pur- 
poses of  any  regulation  issued  under  this 

part. 

(f»  Allotments  by  period.  Whenever 
the  board  recommends  and  the  Secretary 
finds  that  such  recommendation  may 
tend  to  effectuate  the  declared  policy 
of  the  Act.  he  may  establish  within  the 
marketing  year  a  period  or  periods 
within  which  handlers  may  acquire  a 
producers  allotment  or  specified  portion 
thereof.  In  determining  the  quantities 
of  turkeys  which  handlers  may  acquire 
in  such  period  or  periods,  the  Board  shall 
take  into  consideration  the  seasonal  pat- 
terns of  production  by  region,  such  re- 
gions to  be  established  by  the  committee, 
and  shall  apportion  such  quantities  to  be 
acquired  by  handlers  from  producers  so 
as  to  provide  equity  among  producers. 


<gt   Foundation  breeders.     The  com- 
mittee may  establish,  by  regulation,  a 
definition  of  a  foundation  breeder  and. 
notwithstanding  the  provisions  of  para- 
graphs  <d>    and   4e>    of   this  section  if 
the  committee   finds,   upon   substantial 
information    submitted    by    a    producer 
who  is  a  foundation  breeder,  that  such 
producer's  apportionment  of  the  estab- 
lished desirable   quantity  of   turkeys   i.s 
having  a  substantial  adverse  affect  upon 
the  operation  of  a  sound  breeding  pro- 
■41  am.  the  committee  may  adjust  such 
producer's  allotment  which  may  be  ac- 
quired by  handlers  to  the  extent  neces- 
sary to  avoid  or  mitigate  such  adverse 
affect.    A  determhiation  as  to  whether  a 
producer  is  a  foundation  breeder  shall  be 
made   by   the  committee   and   shall   be 
based  upon  an  application  for  founda- 
tion breeder  status,  filed  with  the  com- 
mittee by  the  producer,  containing  such 
mfonnation  as  the  committee  may  pre- 
.«;cnbe,  and  upon  such  other  information 
as  the  committee  may  find  necessary  in 
order  to  arrive  at  its  determination. 

(h>   Allotment    adjustment.      (1)     In 
any  marketing  year  or  period  or  periods 
wlthm  such  marketing  year  when  allot- 
ments are  In  effect  any   handler  may 
acquire  trom  a  producer  a  quantity  of 
'turkeys  which   will  result  in  the   total 
quantity  of  turkeys  acquired  from  such 
producer    by    handlers    exceeding    such 
producers  allotment  by  not  In  excess  of 
5  percent  thereof:   Provided.  That  such 
producer  furnishes  the  handler  with  a 
certification   that   his   total   marketings 
of  turkeys  during  the  period.  Including 
the  excess  quantity,  consisted  of  turkeys 
of  his  own   production  only  and  upon 
such  certification,  the  producer's  allot- 
ment for   the  period   shall   be   deemed 
adjusted  accordingly:  Provided  further. 
That  any  handler  receiving  excess  tur- 
keys under  these  conditions  shall  make 
the  producers  certification  available  to 
the  committee  and  file  such  reports  re- 
lating thereto  as  the  committee  may  re- 
quire and  the  committee  shall  reduce  the 
allotment  to  be  acquired  from  the  pro- 
ducer  for    the   ensuing    period    by    the 
quantity  by  which  his  current  allotment 
was  adjusted. 

(2>  If  handlers  do  not  acquire  from 
a  producer  that  producer's  full  allotment 
for  the  marketing  year,  or  period  within 
a  marketing  year,  then  such  quantity 
which  was  not  acquired  from  such  pro- 
ducer may,  pursuant  to  regulations  is- 
sued by  the  committee,  be  added  to  the 
quantity  which  may  be  acquired  from 
such  producer  during  the  next  market- 
ing year,  or  period,  but  In  no  event  shall 
such  quantity  exceed  5  percent  of  the 
quantity  which  may  be  acquired  from 
a  producer  during  the  marketing  year, 
or  in  a  period  within  a  marketing  year. 
<i)  Transfers  of  bases  and  allotments. 
Allocation  bases  and  allotments  shall  not 
be  transferred  except  as  authorized  by 
regulations  Issued  by  the  committee  and 
then  only  in  the  following  circum- 
stances: 

( 1 )  Allocation  bases.  <i>  In  the  event 
of  a  transfer  of  the  producer's  entire 
production  facilities,  the  base  may  be 
transferred  to  the  person  acquiring  and 
continuing  the  use  of  such  facilities. 
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(ii>  In  the  event  of  the  death,  rettre- 
inent,  or  entry  into  military  service  of 
a  producer,  the  entire  allocation  base 
may  be  transferred  to  a  member  of  such 
producer's  Immediate  family  who  carries 
on  the  turkey  production  operation. 

I  iii  I  If  an  allocation  base  is  held 
jointly  and  such  Joint  holding  is  termi- 
nated, the  entire  base  may  be  transferred 
to  one  of  the  Joint  holders. 

(21  Allotments.  A  producer's  allot- 
ment may  be  transferable  to  another 
producer  for  a  marketing  year  subject 
to  regulations  issued  by  the  committee. 

Method  No.  n 

§  30 1 .37      Uesirable  free  quantity. 

Whenever  a  desirable  free  quantity 
of  turkeys  has  been  established  for  any 
period  or  periods  as  may  be  prescribed, 
all  handlers  shall  handle  such  turiceys 
in  such  period  or  periods  subject  to  the 
percentage  requirements  of  i  301.58. 

s?  301.58     Free  and  surplus  percentages. 

(a)  Whenever  the  committee  con- 
cludes that  the  volume  of  turkeys  which 
will  be  available  for  handling,  in  a  pe- 
riod or  periods  for  which  there  has  been 
established  a  desirable  free  quantity 
of  turkeys,  will  exceed  such  desirable  free 
quantity  It  may  recommend  to  the  Sec- 
retary that  the  handling  of  tmrkeys  in 
such  period  or  periods  be  limited  by  es- 
tablishing free  and  surplus  percentages 
applicable  to  the  handling  of  all  turkeys, 
or  the  handling  of  turkeys  of  any  grade. 
size  or  quality,  or  any  combination 
thereof.  If  the  Secretary  finds  that  such 
recommendation  may  tend  to  effectuate 
the  declared  policy  of  the  Act  he  may 
establish  free  and  surplus  percentages 
applicable  to  such  total  handlings  or  of 
any  grade,  size,  or  quality  thereof,  within 
such  period  or  periods,  which  shall  total 
100  percent  of  the  turkeys  to  which  the 
percentages  apply.  If  the  Secretary  de- 
tei-mines  that  such  percentages  should 
be  modified  within  any  such  period  or 
periods,  appropriate  new  percentages 
may  be  estabUshed:  Provided.  That  any 
change  in  the  applicable  percentages 
may  be  applicable  only  to  the  remainder 
of  the  period  and  may  not  be  retroactive. 

(b)  Whenever  free  and  surplus  per- 
centages have  been  established  for  a 
period  or  periods,  each  handler  shall  set 
aside  at  such  times  as  the  committee  may 
prescribe,  and  withhold  for  marketing  a 
quantity  of  processed  turkeys  computed 
by  multiplying  the  quantity  of  all  turkeys 
handled  by  him  In  such  period  by  the  ap- 
plicable surplus  percentage. 

( c »  The  committee,  with  the  approval 
of  the  Secretary,  may  prescribe  the 
«rade,  size,  or  quality  of  turkeys  which 
shall  be  set  aside  to  meet  the  surplus 
percentage  and  may  require  that  such 
surplus  percentage  be  set  aside  from 
each  lot  handled:  Provided.  That  for 
purposes  of  this  provision  each  day's 
slaughter  of  each  producer's  turkeys  or 
of  the  handler's  own  turkeys  shall  be 
deemed  a  separate  lot.  The  turkeys 
handled  by  a  handler  which  are  free 
quantity  turkeys  may  be  disposed  of  by 
him  In  any  marketing  outlet,  subject, 
however,  to  any  grade,  size  or  quality 
restrictions  otherwise  provided  by  this 
part. 

No,  12 i 


FEDERAL  REGISTER 

§  301.60      Set  aside  turkeys. 

(a)  All  turkeys  set  aside  to  meet  the 
handler's  set  aside  obligation  shall  be 
held  Iqr  the  handler  for  the  account  of 
the  committee  in  compliance  with  regu- 
lations of  the  committee,  approved  by 
the  Secretary,  until  the  handler  has  been 
relieved  of  such  responsibility  by  the 
cMnmittee.  Such  set  aside  turkeys  shall 
be  free  and  clear  of  all  liens :  Provided, 
That  any  liens  which  were  outstanding 
at  the  time  turkeys  were  set  aside  shall 
t>e  subject  in  every  way  to  this  order  and 
the  regtUations  thereunder,  and  any  lien- 
holder  with  respect  to  such  lien  shall, 
to  the  extent  of  such  lien,  be  deemed  an 
assignee  of  a  pro  rata  Interest  in  the  net 
proceeds  of  the  applicable  pool  of  set 
aside  turkeys. 

(b)  The  handler  shall  hold  such  tur- 
keys in  storage.  In  such  facilities  and  un- 
der such  storage  conditions  as  the  com- 
mittee may  prescribe. 

(c)  Set  aside  turkeys  shall  be  labeled 
or  otherwise  marked  in  such  manner  as 
the  committee  may  prescribe  so  as  to 
be  identifiable  at  all  times  and  shall  be 
subject  to  inspection  by  the  committee 
or  its  representatives  at  all  times. 

(d)  Upon  reasonable  notice  by  the 
committee,  a  handler  shall  commence  de- 
livery to  the  committee  or  its  designee 
of  any  or  all  set  aside  turkeys  held  for 
the  account  of  the  committee  and  at  such 
rate  as  may  be  prescribed. 

(e)  Handlers  shall  use  good  commer- 
cial practices  in  caring  for  set  aside  tur- 
keys and  be  liable  to  the  committee  for 
losses  of  set  aside  resulting  from  lack  of 

due  care. 

(f )  The  committee  may.  by  regulation, 
authorize  methods,  other  than  processing 
ft«ri  storage  by  which  a  handler  may 
comply  with  his  set  aside  requirements. 
Some  such  other  methods  might  Include, 
but  are  not  limited  to  the  following. 

(1)  The  cotnmittee  may  allow  the 
handler  to  purchase  other  handlers  free 
percentage  turkeys  to  fulfill  his  set  aside 
requirement. 

(2)  The  committee  may,  upon  author - 
izaUon  and  payment  from  the  handler, 
purchase  free  percentage  turkeys  to  ful- 
fill the  handlers  set  aside. 

(3)  The  committee  may  designate  in 
advance  a  point  or  points  of  delivery  of 
set  aside  turkeys  to  which  the  handler 
may  ship  such  turkeys  whenever  he  has 
set  fislde  commitments. 

(4)  The  committee  may  allow  the  han- 
dler to  satisfy  his  set  aside  requirements 
for  a  period  or  periods  by  setting  aside 
at  a  time  or  times  specified  by  the  com- 
mittee, the  aggregate  of  his  set  aside 
requirements  rather  than  meeting  such 
requirements  out  of  each  day's  process- 
ing. 

§  301.61  Set  aside  l»y  grade,  s^ize,  or 
type. 
Upon  recommendation  by  the  commit- 
tee and  approval  by  the  Secretary,  the 
quantities  of  turkeys  to  be  set  aside  by 
handlers  may  be  segregated  by  grade, 
size,  or  tjrpe  and  separate  pools  may  be 
established  for  the  disposition  thereof 
and  the  distribution  of  proceeds. 

§  301.62     Title. 

The  committee,  with  respect  to  tur- 
keys set  aside  for  the  account  of  the 
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committee,  shall  be  deemed  to  have  title 
thereto  as  trustees  and  is  authorized  to 
negotiate  loans  on  swdti  set  aside  sur- 
plus turkeys  for  the  purpose  of  paying 
the  expenses  relating  thereto,  or  for 
making  advance  payments,  or  both. 

§  30 1 .63      Pooling  period. 

Any  pool  of  set  aside  turkeys  shall 
consist  of  all  stirplus  percentage  turkeys 
set  aside  by  all  handlers  during  any  pe- 
riod or  periods  as  may  be  prescribed,  but 
any  such  period  shall  be  not  less  than 
one  month,  nor  more  than  one  year  in 
diu-ation:  Promded.  That  a  pool  may  in- 
clude stirplus  turkeys  from  one  or  more 
set  aside  periods  within  a  marketing 
year. 

§301.64      Handler  compensation. 

Each  handler  shall  be  compensated  for 
processing  and  other  costs  relating  to 
the  surplus  percentage  set  aside  of 
turkeys  as  the  committee  may  deem  to 
be  appropriate.  In  accordance  with 
charges  established  at  the  beginning  of 
the  marketing  year  by  the  committee 
with  the  approval  of  the  Secretary. 
Such  costs  shall  be  borne  by  the  pro- 
ducers, or  their  successors  in  interest, 
and  may  be  deducted  from  any  monies 
owed  by  handlers  to  such  persons. 

§  301.65      Committee    disposition    of    set 
a^ide. 

(a)  General.  The  committee  shall 
have  the  power  and  authority  to  sell  and 
dispose  of,  or  use  any  agency  approved 
by  the  Secretary  Including  cooperatives, 
to  dispose  of  any  and  all  set  aside  turkeys 
upon  the  best  terms  and  at  the  highest 
prices  attainable  consistent  with  the 
provisions  and  objectives  of  this  part, 
but  only  in  the  outlets  specified  in  para- 
graph (b)  of  this  section. 

(b)  Outlets.  The  committee  may  sell 
or  dispose  of  set  aside  turkeys  in  the 
following  outlets: 

(1)  By  sales  for  disposition  in  export: 

(2)  By  direct  sale  to  any  agency  of 
the  United  States  Govermnent; 

(3>  In  other  outlets  which  the  Secre- 
tary, upon  recommendation  of  the  com- 
mittee, may  specify  by  regulation  to  be 
substantially  noncompetitive  with  those 
for  normal  outlets  for  turkeys,  as  defined 
by  regulations,  or 

(4)  To  the  extent  feasible  and  con- 
sistent with  the  purposes  of  this  part, 
the  committee  with  the  approval  of  the 
Secretai-y  may  sell  or  dispose  of  set  aside 
surplus  turkeys  in  any  other  outlets, 
including  any  normal  outlets  for  tui^eys. 

( c )  The  committee  shall  make  disposi- 
tion of  surplus  turkeys  in  each  pool  as 
expeditiously  as  practical  consistent  with 
the  provisions  and  objectives  of  this  part, 
and  in  any  event  not  later  than  August 
1  of  the  following  marketing  year. 

§  301 .66      Distribution  of  net  proceed*. 

The  net  proceeds  from  the  disposition 
of  any  pool  of  set  aside  surplus  turkeys 
shall  be  distributed,  after  deduction  of 
any  expenses  incurred  by  the  committee 
for  the  receiving,  handling,  hcdding.  or 
disposition  thereof,  to  handlers  pro  mta 
on  the  basis  of  the  quantities  of  their 
respective  contributions  to  the  set  aside 
contained  in  such  pool,  for  distribution 
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by  cuch  handlers  to  the  respective  pro- 
ducers of  such  turkeys,  or  their  successors 
In  IntMVSt.  in  accordance  with  records  of 
each  handler  showing  their  respective 
contributions  to  the  handler's  total  set 
aside. 

§  301.67      Equity  holdm. 

So  that  the  handler  may  determine 
each  producer's  or  his  successor's  or  as- 
signee's interest  or  equity  in  the  han- 
dler's total  set  aside,  each  handler  who 
sets  aside  turkeys  to  meet  his  surplus 
percentage  shall  determine,  or  cause  to 
be  determined,  the  size,  grade,  and  quan- 
tity of  turkeys  so  set  aside  which  were 
received  from  each  producer  thereof,  to- 
gether with  the  name  and  address  of  such 
producer,  or  his  successor  in  interest,  and 
any  other  information  which  the  Com- 
mittee may  require  to  identify  all  pro- 
ducers of  the  turkeys  so  set  aside.  The 
handler  shall  keep  a  record  of  all  such 
information  pertinent  to  each  pool  of 
set  aside  surplus  turkeys  to  which  it  may 
be  pertinent. 

§  301.68      Prohibition      aguiii!*!     tii^pu^i- 
tion. 

Except  as  provided  herein,  set  aside 
turkeys  shall  not  be  used  or  disposed  of 
by  any  handler. 

ClSTITICATION  rOR  GRADE  OR  QUALITY 

§  301.69      Ortifiralion       for      Kmcie      or 
quality. 

Whenever,  for  any  period  or  periods, 
regulations  are  in  affect  which  require 
the  determination  of  grade  or  quality  of 
turkeys,  the  Secretary,  upon  recom- 
mendation of  the  committee,  may.  by 
regulation,  require  each  handler  to  cause 
such  turkeys  to  be  certified  for  grade  by 
any  agency  or  agencies  which  he  may 
designate,  and  further  require  that  any 
such  agency  certify  the  grade  of  such 
turkeys  on  forms  or  certificates  to  be 
prescribed  by  the  committee  with  the  ap- 
proval of  the  Secretary.  The  cost  of  any 
such  services  shall  be  borne  by  the  han- 
dler. 

Application  op  Provisions 

§  301.70      .Application  of  pro\i»ionx. 

(a)  Producer -handlers  and  exempt 
handlers.  Sections  301.41.  301.55.  301.56. 
except  §  301.56(a)(3).  and  §$301.57 
through  301.69  shall  not  apply  to  pro- 
ducer-handlers or  exempt  handlers. 

(b)  Institutional  exemptions.  The 
committee  may,  by  regulations  approved 
by  the  Secretary,  exempt  from  the  appli- 
cation of  §S  301.41.  301.55  and  301.56 
through  301.69  turkeys  produced  by  fed- 
eral, state,  or  other  governmental  or  pri- 
vate institutions  for  their  own  con- 
sumption. 

(c>  Research  and  educational  exemp- 
tions. The  committee  may  exempt  from 
the  application  of  sections  301.41  and 
301.55  through  301.69  persons,  other  than 
foundation  breeders,  producing  turkeys 
for  research  and  educational  purposes 
upon  application  by  such  persons  to  the 
committee,  and  a  determination  by  the 
committee,  that  the  quantity  of  turkeys 
sought  to  be  exempted  are  reasonable  for 
the  purposes  stated. 
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Reports  and  Records 
§301.71      RrportM. 

(a)  Regular  monthly  reports.  At  a 
time  and  in  a  manner  prescribed  by  the 
committee,  each  handler  shall  file  re- 
ports with  the  committee  on  forms  pre- 
scribed by  the  committee  and  approved 
by  the  Secretary,  relating  to  his  han- 
dling of  turkeys  for  the  preceding  month, 
and  providing  .such  information  with  re- 
spect thereto  a.s  the  committee  may 
prescribe 

<b)  Exempt-handler  and  producer- 
handler  reports.  Each  handler  ex- 
empted under  §  301  70  shall  make  reports 
at  such  times  and  in  such  manner  and 
containing  such  information  as  the  com- 
mittee may  request. 

•  c)  Other  reports.  Upon  the  request 
of  the  committee,  each  handler  shall 
furnish  to  the  committee  reports  relat- 
ing to  the  handling  of  turkeys  other 
than  producer  turkeys  and  such  other" 
information  as  may  be  necessary  to 
enable  the  committee  to  exercise  its 
powers  and  perform  its  duties  under  this 
part. 

§.301.72      Rrrord*. 

Each  person  required  to  file  reports 
with  the  committee  shall  maintain  such 
records  pertaining  tp  all  turkeys  handled 
as  will  substantiate  the  required  reports 
and  such  others  as  may  be  prescribed 
by  the  committee.  All  such  records  shall 
be  maintained  for  not  less  than  six  years 
after  the  termination  of  the  marketing 
year  to  which  such  records  relate. 

§  301.73      Verification     of     reporit     and 
record*. 

For  the  purr>ose  of  assuring  compli- 
ance with  record  keeping  requiiements 
and  verifying  reports  filed  by  handlers, 
producer  handlers  and  other  persons  re- 
quired to  file  reports  to  the  committee, 
the  Secretary  and  the  committee, 
through  its  duly  authorized  employees, 
shall  have  access  to  any  premises  where 
applicable  records  are  maintained,  where 
turkeys  are  handled,  and,  at  any  time 
during  reasonable  business  hours,  shall 
be  permitted  to  inspect  such  person's 
premises,  and  any  and  all  records  of  such 
persons  with  respect  to  matters  within 
the  purview  of  this  part 

§  .301.74      (4>nfidential  information. 

All  reports  and  records  furnished  or 
submitted  to  the  committee,  or  obtained 
by  the  employees  of  the  committee, 
which  contain  data  or  information  con- 
stituting a  trade  secret  or  disclosing  the 
trade  position,  financial  condition,  or 
business  operations  of  the  particular 
handler  from  whom  received,  shall  be 
treated  as  confidential  and  the  reports 
and  all  information  obtained  from  rec- 
ords shall  at  all  times  be  kept  in  the 
custody  and  under  the  control  of  one 
or  more  employees  of  the  committee, 
who  shall  disclose  such  infonnation  to 
no  person  other  than  the  Secretary. 

Compliance 
§  .301.73      <.oniplianre. 

Except  as  provided  in  this  subpart,  no 
handler  shall  handle  turkeys,  the  han- 


dling of  which  has  been  prohibited  by 
the  Secretary  in  accordance  with  pro- 
visions of  this  subpart,  or  the  rules  and 
regulations  thereunder,  and  no  handler 
.shall  handle  turkeys  except  in  conform- 
ity to  the  provisions  of  this  subpart. 

Miscellaneous  Provisions 

v;  .301.80      Super'viriory  authority. 

Reiiulations  implementing  this  order 
.sliall  be  approved  by  the  Secretary  prior 
to  being  made  effective.  Nothing  in  thi.s 
Older  shall  impair  the  Secretary's  right 
to  take  such  action  as  necessary  to  carry 
out  his  responsibility  to  insure  that 
actions  taken  are  in  the  public  interest, 
tend  to  effectuate  the  purpose  of  the 
Act.  and  are  within  legal  authority. 
Any  person  having  responsibilities  in 
connection  with  the  administration  of 
this  order  may  be  removed  or  suspended 
by  the  Secretary  at  his  discretion  if  he 
concludes  such  action  to  be  in  the  public 
interest. 

§.301.81       IVrMHialliability. 

No  member  or  alternate  member  of 
the  committee  or  board,  nor  any  em- 
ployee, representative,  or  agent  of  the 
committee  shall  be  held  personally  re- 
sponsible, either  individually  or  Jointly 
with  others,  in  any  way  whatsoever,  to 
any  person,  for  errors  in  .Judgment,  mis- 
takes, or  other  acts,  either  of  commission 
or  omission,  as  such  member,  alternate 
member,  employee,  representative,  or 
agent,  except  for  acts  of  dishonesty. 

§  301.82      Separability. 

If  any  provision  of  this  subpart,  is  de- 
clared invalid,  or  the  applicability  there- 
of to  any  person,  circumstance,  or  thing 
IS  held  invalid,  the  validity  of  the  re- 
mainder of  this  subpart  or  the  applica- 
bility thereof  to  any  other  person,  cir- 
cumstance, or  thing  shall  not  be  affected 
thereby. 

§  301.83      Derogation. 

Nothing  contained  in  this  subpart  is 
or  shall  be  construed  to  be.  in  derogation 
or  in  modification  of  the  rights  of  the 
Secretary  or  of  the  United  States  to 
exercise  any  powers  granted  by  the  act 
or  otherwise,  or,  in  accordance  with  such 
powers,  to  act  in  the  premises  whenever 
such  action  is  deemed  advisable. 

§  301.84      Duration  of  immunitir!«. 

The  benefits,  privileges,  and  immuni- 
ties conferred  upon  any  person  by  virtue 
of  this  subpart,  shall  cease  upon  the 
termination  of  this  subpart,  except  with 
respect  to  acts  done  under  and  during 
the  existence  of  this  subpart. 

§  30 1 .8.^      .Agents. 

The  Secretary  may,  by  a  designation  in 
writing,  name  any  person,  including  any 
ofBcer  or  employee  of  the  United  States 
Government,  or  name  any  service,  divi- 
sion or  branch  in  the  United  States  De- 
partment of  Agriculture  to  act  as  his 
agent  or  representative  in  connection 
with  any  of  the  provisions  of  this  sub- 
part. 
§  30 1 .86      Kffective  time. 

The  provisions  of  this  subpart,  or  any 
amendments  thereto,  shall  become  effec- 
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tive  at  such  time  as  the  Secretary  may 
declare,  and  shall  continue  in  force  until 
terminated  or  suspended  in  one  of  the 
N^ays  specified  in  this  subpart. 

§  30 1 .87      Termination  or  huspension. 

I  a>  Failure  to  effectuate  policy  of  act. 
The  Secretary  shall  terminate  or  sus- 
pend the  operation  of  any  or  all  of  the 
provisions  of  this  subpart,  whenever  he 
finds  that  sUch  provisions  do  not  tend 
to  effectuate  the  declared  policy  of  the 
act. 

'b)  Referendum.  The  Secretary  shall 
terminate  the  provisions  of  this  subpart 
on  or  before  the  30th  day  of  January  of 
any  marketing  year  whenever  he  is  re- 
quired to  do  so  by  the  provisions  of  sec- 
tion 8c ( 16 )  tB)  of  the  act.  The  Secretary 
may.  at  any  time  he  deems  it  desirable, 
hold  a  referendum  of  producers  to  deter- 
mine whether  they  favor  termination  of 
this  subpart.  However,  the  Secretary 
shall  hold  a  referendum  of  producers 
between  October  1  and  October  31.  1964. 
to  determine  whether  they  favor  termi- 
nation of  this  subpart  and  thereafter 
shall  hold  a  referendum  for  the  same 
purpose  between  October  1  and  October 
31  of  each  subsequent  even  numbered 
year  if  the  Secretary  receives  recom- 
mendation from  the  Board  requesting  the 
holding  of  such  a  referendum.  The  re- 
sults of  such  a  referendum  shall  be  an- 
nounced by  the  Secretary  by  November 
30  of  any  marketing  year  in  which  held. 

(c>  Termination  of  act.  The  provi- 
sions of  this  subpart  shall,  in  any  event, 
terminate  whenever  the  provisions  of 
the  act  authorizing  them  cease  to  be  in 
effect. 

§  301.88      Procedure  upon  termination. 

Upon  termination  of  this  subpart,  the 
members  of  the  committee  then  func- 
tioning shall  continue  as  joint  trustees, 
for  the  purposes  of  liquidating  the  af- 
fairs of  the  committee.  Action  by  such 
trustees  shall  require  the  concurrence 
of  a  majority  of  said  trustees.  Such 
.trustees  shall  continue  in  such  capacity 
until  discharged  by  the  Secretary,  and 
.shall  account  for  all  receipts  and  dis- 
bursements and  deliver  all  property  on 
hand,  together  with  all  books  and  records 
of  the  committee  and  the  Joint  trustees, 
to  such  person  as  the  Secretary  may  di- 
rect; and  shall,  upon  the  request  of  the 
Secretary,  execute  such  assignments  or 
other  instruments  necessary  or  appro- 
priate to  vest  in  such  person  full  title 
and  right  to  all  the  funds,  properties, 
and  claims  vested  in  the  committee  or 
the  joint  trustees,  pursuant  to  this  sub- 
part. Any  person  to  whom  funds,  prop- 
erty, or  claims  have  been  transferred  or 
delivered  by  the  committee  or  the  joint 
trustees,  pursuant  to  this  section,  shall 
be  subject  to  the  same  obligations  im- 
posed upon  the  members  of  said  com- 
mittee and  upon  said  joint  trustees. 

^301.89      E  f  f  e  r  t    of    termination    or 
amendment. 

Unless  otherwise  expressly  provided 
by  the  Secretary,  the  termination  of  this 
subpart  or  any  regulation  issued  pur- 
suant to  this  subpart,  or  the  issuance  of 
any  amendment  to  either  thereof,  shall 
not  (a)  affect  or  waive  any  right,  duty, 
obligation,  or  liability  which  shaU  have 
arisen  or  which  may  thereafter  arise  In 
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connection  with  any  provisions  of  this 
subpart  or  any  regulation  issued  under 
this  subpart,  or  (b)  release  any  set  aside 
held  for  the  account  of  the  committee 
nor  permit  its  disposition  contrary  to  the 
provisions  of  this  subpart,  or  (c)  release 
or  extinguish  any  violation  of  this  sub- 
part or  any  regulation  issued  under  this 
sut^Murt.  or  (d)  affect  or  impair  any 
rights  or  remedies  of  the  Secretary,  or 
any  other  person,  with  respect  to  such 
violation. 

§  301.90      Amendments. 

Amendments  to  this  subpart  may  be 
proposed,  from  time  to  time,  by  any  per- 
son or  by  the  committee. 

Provisions  Applicable  Only  to  Proposed 
Marketing  Agreement 

§  301.100      Counterparts. 

This  agreement  may  b^  executed  in 
multiple  counterparts,  and  when  one 
counterpart  is  signed  by  the  Secretary 
all  such  counterparts  shall  constitute, 
when  taken  together,  one  and  the  same 
instrument  as  if  all  signatures  were  con- 
tained in  one  original. 

§  301.101      Additional  parties. 

After  the  effective  date  of  this  agree- 
ment, any  handler  may  become  a  party 
hereto  if  a  counterpart  is  executed  by 
him  and  delivered  to  the  Secretary.  This 
agreement  shall  take  affect  as  to  such 
new  contracting  party  at  the  time  such 
counterpart  is  delivered  to  the  Secretary 
and  the  benefits,  privileges,  and  im- 
munities conferred  by  this  agreement 
shall  then  be  effective  as  to  such  new 
contracting  party. 

§  301.102      Order  ^itli   marketing  agree- 
ment. 

Each  signatory  handler  favors  and  ap- 
proves the  issuance  of  an  order,  by  the 
Secretary,  regulating  the  handling  of 
turkeys  in  the  same  manner  as  is  pro- 
vided for  in  this  agreement:  and  each 
signatory  handler  hereby  requests  the 
Secretary  to  issue,  pursuant  to  the  act, 
such  order. 

(F.R.    Doc.    62-660;     Filed.    Jan.     17,     1962; 
11:00  a.m.] 


DEPARTMENT  OF  LABOR 

Woge  ond  Hour  Division 

[29  CFR  Part  516  1 

RECORDS  TO  BE  KEPT  BY 
EMPLOYERS 

Proposed   Revision 

Notice  is  hereby  given  that  pursuant 
to  section  11  of  the  Fair  Labor  Standards 
Act  of  1938  (52  Stat.  1066,  as  amended ; 
29  UJB.C.  211).  Reorganization  Plan  No. 
6  of  1950  (3  CFR  1949-^3  Comp..  p.  1004) . 
and  Qeneral  Order  No.  45-A  (15  F.R. 
3290)  of  the  Secretary  of  Labor,  the  Ad- 
ministrator of  the  Wage  and  Hour  and 
Public  Contracts  Divisions  proposes  to 
revise  Part  516  of  TiUe  29.  Code  of  Fed- 
eral Regulations,  in  order  to  provide 
record-keeping  requirements  appropriate 
tmder  the  Fair  Labor  standards  Amend- 
ments of  1961  (Public  Law  87-30 > .    The 
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proposed  revision  includes  the  changes 
in  §§  516.1  to  516.3  and  516.23  proposed 
earlier  by  notice  published  in  the  Federal 
Register  on  August  30.  1961  (26  F.R. 
8114),  together  with  a  proposed  further 
revision  of  §  516.23  relating  to  situations 
in  which  different  minimum  wage  rates 
may  apply  to  an  employee's  employment, 
during  the  same  workweek. 

Interested  persons  may  submit  written 
data,  views,  and  arguments  relating  to 
the  proposed  revision  to  the  Administra- 
tor of  the  Wage  and  Hour  and  Public 
Contracts  Divisions.  United  States  De- 
partment of  Labor,  Washington  25,  D.C., 
within  fifteen  days  from  its  publication 
in  the  Federal  Register. 

The  proposed  revision  reads  as  follows: 


Sec. 
516.1 


Introductory 
Form  of  records. 
Subpart  A — G*n*ral  Requir*inentt 


516.2  Employees  subject  to  minimum  wage 

and  40-hour  week  overtime  pro- 
visions; sections  6  and  7(a)  of  the 
act. 

516.3  Bona  fide   executive,   administrative. 

professional,  and  outside  sales  em- 
ployees as  referred  to  in  section  13 
(a)(1)  of  the  act — items  required. 

516.4  Posting  of  notices. 

516.5  Records  to  be  preserved  three  years. 
516.5       Records  to  be  preserved  three  years. 

516.7  Place  for  keeping  records  and  their 

availability  for  inspection. 

516.8  Computations   and   reports. 

516.9  Petitions  for  exceptions. 

516.10  Amendment  of  regulations. 

Subpart  S^R*cord*  Pertaining  to  Employ***  Sub- 
ject to  Mitcellanoout  Exomptions  Unilor  Itio 
Act;  Ottior  Special  Roquiromonts 

516.11  Employees    under    certain    collective 

bargaining  agreements  who  are 
pco-tially  exempt  from  overtime  as 
provided  in  section  7(b)(1)  or  7 
(b)  (2)  of  the  act. 

516.12  Employees    employed    In    industries 

"of  a  seasonal  nature"  who  are 
partially  exempt  from  overtime 
pay  requirements  pursuant  to  sec- 
tion 7(b)  (3)  of  the  act. 

516.13  Employees  exempt  from  overtime  pay 

requirements  during  14  wcn^weeks 
pursuant  to  section  7(c)  of  the  act. 

516.14  Employees  totally  exempt  from  over- 

time pay  requlremants  pursiuuat  to 
section  7(c)  and  sectlona  lS(b) 
(1).  (2).  (3).  (4).  (5).  (6),  (7). 
(8).  (9).  (10).  and  (11)  of  the 
act — items  required. 

516.15  Employees  totally  exempt  from  over- 

time pay  requirements  pursuant 
to  section  13(b)(6)  of  the  act — 
items  required. 

516  16  Employees  exempt  from  both  the 
minimum  wage  and  overtime  pay 
requirements  under  sections  23(a) 
(2).  (3),  (4).  (5),  (8).  (9).  (10). 
(11).  (12).  (13).  (14).  (15).  (18). 
(19).  (20).  (21).  or  (22)  of  the 
act — items  required. 

516  17  Employees  exempt  from  both  the 
minimum  wage  and  overtime  pay 
requirements  under  section  13(a) 
(16)   of  the  act — Items  required. 

516.18  Employees  exempt  under  asctlon  13 

(a)  (17)  of  the  act — items  rsqolred. 

516.19  Employees  nnployed  pursuant  to  a 

bona  fide  individual  contract  or  a 
collective  bargainlnc  agrMmient 
and  compensated  in  accordance 
with  sections  0  and  7(e)  of  the 
act — items  required. 
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61620  Employee*  compensated  for  over- 
time work  on  the  basis  of  the  "sp- 
pllcable"  piece  rates  or  hourly  rates 
as  provided  In  sections  7(f)(1) 
and  7(f)(2)  of  the  act— Items  re- 
quired. 

616  21  Employees  compensated  for  overtime 
hours  at  a  "basic"  rate  which  Is 
substantially  equivalent  to  the  em- 
ployee's average  hourly  earnings, 
m  accordance  with  section  7(  f  m 3 1 
of  the  act — Items  required 

616  22  Bed  caj>s"  and  other  employees  de- 
pendent on  tips  as  part  of  wages  - 
Items  required. 

616  23  Learners,  apprentices,  messengers,  or 
handicapped  workers  or  students 
employed  under  special  certificates 
as  provided  In  section  14  of  the  act. 

B16.24     Industrial  homeworkers 

616.28  Additional  records  required  when  ad- 
ditions or  deductions  are  made  to 
or  from  wages  for  "board,  lodging, 
or  other  facilities'  customarily 
furnished  to  employees. 

616  26  Employees  under  more  than  one  min- 
imum hourly  rate 

616  27     Minors    employed    In    agriculture — 
Items  required. 
AuTHoaiTt:    H  516.1  to  516  27  Issued  under 

sec.  11.  52  Stat    1066,  as  amended.   29  USC 

211. 

Introductory 


§  516.1      Form  of  rerordf. 

(a)  No  particular  order  or  form  of 
records  is  prescribed  by  the  regulations 
In  this  part.  However,  every  employer 
who  is  subject  to  any  of  the  provisions 
of  the  Fair  Labor  Standards  Act  of  1938. 
as  amended  (hereinafter  referred  to  as 
the  "act">,  is  required  to  maintain  rec- 
ords containing  the  information  and 
data  required  by  the  specific  sections  of 
this  part. 

(b>  Scope  of  regulations: 

(1)  The  regulations  in  this  part  are 
divided  into  two  subparts.  Subpart  A 
of  this  part  contains  the  requirements 
applicable  to  all  employers  employing 
covered  employees,  including  the  general 
requirements  relating  to  the  posting  of 
notices,  the  preservation  and  location  of 
records,  and  similar  general  provisions. 
This  subpart  also  contains  the  require- 
ments applicable  to  employers  of  employ- 
ees to  whom  both  the  minimum  wage 
provisions  of  section  6  and  the  overtime 
pay  provisions  of  section  7(a>  of  the  act 
apply.  As  most  covered  employees  fall 
within  this  category,  employers,  in  most 
instances,  will  be  concerned  principally 
with  the  recordkeeping  requirements  of 
Subpart  A  of  this  part.  Section  516.3 
thereof  contains  the  requirements  relat- 
ing to  executive,  administrative,  profes- 
sional and  outside  sales  employees. 

(2)  Subpart  B  of  this  part  deals  with 
the  information  and  data  which  must  be 
kept  with  respect  to  employees  i  other 
than  executive,  administrative,  profes- 
sional, and  outside  sales  employees)  who 
are  subject  to  any  of  the  exemptions  pro- 
vided in  the  act.  and  with  special  pro- 
visions relating  to  deductions  from  and 
additions  to  wages  for  "board,  lodging, 
or  other  facilities."  industrial  homework- 
ers. employees  dependent  upon  tips  as 
part  of  wages,  and  employees  subject  to 
more  than  one  minimum  wage.  The  sec- 
tions in  Subpart  B  of  this  part  require 
the  recording  of  more,  less,  or  different 
Items  of  information  or  data  than  re- 
quired  under  the   generally   applicable 
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recordkeeping  requirements  of  Subpart 
A  of  this  part. 

Subporf  A — G«n«ral   Requirements 

§  516.2  Employee's  subject  lo  minimum 
MHitr  and  overtime  provision*;  »ec- 
lionx  6  and  7(a)   of  the  art. 

(a»  Items  required.  Every  employer 
shall  maintain  and  preserve  payroll  or 
other  records  containing  the  following 
information  and  data  with  respect  to 
each  and  every  employee  to  whom  both 
sections  6  and  7'a>  of  the  act  apply: 

1 1 )  Name  in  full,  and  on  the  same 
record,  the  employee's  identifying  symbol 
or  number  if  such  is  used  in  place  of 
name  on  any  time.  work,  or  payroll 
records.  This  shall  be  the  same  name  a.s 
that  used  for  Social  Security  record 
purposes, 

(2>  Home  address, 
(3'  Date  of  birth,  if  under  19. 
<A>  Occupation  in  which  employed. 
(5i  Time  of  day  and  day  of  week  on 
which  the  employee's  workweek  besins 
If  the  employee  is  part  of  a  work  force 
or  employed  in  or  by  an  establishment 
all  of  whose  workers  have  a  workweek 
beginning  at  the  same  tmie  on  the  same 
day.  a  single  notation  of  the  time  of  the 
day  and  beginning  day  of  the  workweek 
for  the  whole  workforce  or  establishment 
will  suffice.  If.  however,  any  employee 
or  group  or  employees  has  a  workweek 
beginning  and  ending  at  a  different  time, 
a  separate  notation  shall  then  be  kept 
for  that  employee  or  group  of  employees, 
t6Mii  Regular  hourly  rate  of  pay  for 
any  week  when  overtime  is  worked  and 
overtime  excess  compensation  is  due 
under  section  7«a'  of  the  act,  up  basis 
on  which  wa^es  are  paid  <such  as  $1.30 
hr.":  "$10  day";  "$50  wk.":  "$50  wk. 
plus  5  percent  commi.s.sion  on  sales  over 
$300  wk.'i.  and  uiH  the  amount  and 
nature  of  each  payment  which,  pursuant 
to  section  7id)  of  the  act,  is  excluded 
from  the  "regular  rate"  (these  records 
may  be  in  the  form  of  vouchers  or  other 
payment  data* , 

(7*  Hours  worked  each  workday  and 
total  horns  worked  each  workweek  ifor 
purposes  of  this  section,  a  "workday  " 
shall  be  any  consecutive  24  hours  >. 

i8)  Total  daily  or  weekly  strai.eht- 
time  earnings  or  wages,  that  is,  the  total 
earnings  or  wages  due  for  hours  worked 
during  the  workday  or  workweek,  includ- 
ing all  earnings  or  wages  due  during  any 
overtime  worked,  but  exclusive  of  over- 
time excess  compensation. 

(9 1  Total  overtime  excess  compensa- 
tion for  the  workweek,  that  is.  the  excess 
compjensation  for  overtime  worked  which 
amount  is  over  and  above  all  straight- 
time  earnings  or  wages  also  earned  dur- 
ing overtime  worked. 

(10 1  Total  additions  to  or  deductions 
from  wages  paid  each  pay  period.  Every 
employer  making  additions  to  or  deduc- 
tions from  wages  shall  also  maintain,  in 
individual  employee  accounts,  a  record 
of  the  dates,  amounts,  and  nature  of  the 
items  which  make  up  the  total  additions 
and  deductions, 

1 11  >   Total  w  ages  paid  each  pay  period, 

1 12 »   Date  of   payment  and   the  pay 

period  covered  by  payment,  except  that. 

(13 1   Subparagraphs   '6'(i>    and   (iii> 

and  ( 9 »  of  this  paragraph  shall  not  apply 


prior  to  September  3,  1963.  with  respect 
to  any  employee  with  respect  to  whom 
the  overtime  provisions  of  section  7(a) 
of  the  act  do  not  become  effective  until 
September  3.  1963. 

(b)  Records  of  retroactive  payment  of 
wages.  Every  employer  who  makes 
retroactive  payment  of  wages  or  com- 
pensation under  the  supervision  of  the 
Administrator  pursuant  to  section  164.C ' 
of  t'ne  act.  shall: 

'li  Record  and  preserve,  as  an  entry 
on  his  payroll  or  other  pay  records,  the 
amount  of  such  payment  to  each  em- 
ployee, the  period  covered  by  such  pay- 
ment, and  the  date  of  payment. 

(2»  Prepare  a  repwrt  of  each  such 
payment  on  the  receipt  form  provided 
or  authorized  by  the  Wage  and  Hour 
Division,  and  (i>  preserve  a  copy  as  part 
of  his  records.  ( ii  >  dehver  a  copy  to  the 
employee,  and  dii)  file  the  original, 
which  shall  evidence  payment  by  the 
employer  and  receipt  by  the  employee, 
witii  the  Administrator  or  his  authorized 
representative  within  10  days  after  pay- 
ment is  made. 

§.'>I6.3      Bona    fide    executive,    adniini^- 

lruli\e,  profewNional,  and  outside  aale" 

rmpUtyeen  a>t   referred   to  in   ^erlion 

I3(u)  (  I  )  of  the  art — ileniN  required. 

With  respect  to  persons  employed  in 
a  oona  fide  executive,  administrative  or 
inofcs5ional  capacity  or  in  the  capacity 
of  out.^ide  salesman,  as  defined  in  Part 
541  of  this  chapter  (pertaining  to  so- 
called  white  collar  "  employee  exemp- 
tions), employers  shall  maintain  and 
preserve  records  containing  all  the  in- 
formation and  data  required  by  S  516.2 
la^  except  subparagraphs  (6)  through 
( 10 »  thereof,  and,  in  addition  thereto  the 
basis  on  which  wages  are  paid  (this  may 
be  shown  as  '  $350  mo."";  "$95  wk";  or 
"on  fee" » 

§  5 16. 1      Po>lin|i  of  nolicen. 

Every  employer  employing  any  em- 
ployees who  ai"e  (a)  engaged  in  com- 
merce or  in  the  production  of  goods  for 
commerce  or  «b»  employed  in  an  enter- 
prise engaged  in  commerce  or  in  the 
production  of  goods  for  commerce,  and 
who  are  not  specifically  exempt  from 
both  the  minimum  wage  provisions  of 
section  6  and  the  overtime  provisions  of 
section  7(a)  of  the  act,  shall  post  and 
keep  posted  such  notices  pertaining  to 
the  applicability  of  the  act,  as  shall  be 
prescribed  by  the  Wage  and  Hour  Divi- 
sion, in  conspicuous  places  in  every  es- 
tablishment where  such  employees  are 
employed  so  as  to  permit  them  to  observe 
readily  a  copy  on  the  way  to  or  from 
their  place  of  employment. 

§  5 1 6.. "5      Kerordu   lo    be    preserved    lhr«'r 
yc«r«. 

Each  employer  shall  presence  for  at 
least  three  years: 

(a>  Payroll  records:  From  the  last 
date  of  entry,  all  those  payroll  or  other 
records  containing  the  employee  In- 
formation and  data  required  under  any 
of  the  applicable  sections  of  this  part 
and 

(b)  Certificates,  agreements,  plans, 
notices,  etc.:  From  their  last  effective 
date,  all  written: 


•      i 

Thursday,  January  18,  1962 

( 1 )  Collective  bargaining  agreements 
relied  upon  for  the  exclusion  of  certain 
costs  under  section  3(m)  of  the  act, 

( 2 )  Collective  bargaining  agreements. 
under  sections  7(b)  (1)  or  7(b)  (2)  of  the 
act.  and  any  amendments  or  additions 
thereto, 

(3)  Plans,  trusts,  employment  con- 
tracts, and  collective  bargaining  agree- 
ments under  section  7(d)  of  the  act. 

•  4)  Individual  contracts  or  collective 
bargaining  agreements  under  section 
7ie>  of  the  act.  Where  such  contracts 
or  agreements  are  not  in  writing,  a  writ- 
ten memorandum  summarizing  the 
terms  of  each  such  contract  or  agree- 
ment. 

(5»  Written  agreements  or  memo- 
randa summarizing  the  terms  of  oral 
agreements  or  understandings  under 
section  7(f)  of  the  act,  and 

(6)  Certificates  and  notices  listed  or 
named  in  any  applicable  section  of  this 
part. 

(c»  A  record  of  d)  total  dollar  vol- 
ume of  sales  or  business,  and  (2)  total 
volume  of  goods  purchased  or  received 
during  such  periods  (weekly,  monthly, 
quarterly,  etc.)  and  in  such 'form  as  the 
employer  maintains  In  the  ordinary 
course  of  his  business. 

§  .1116.6      Records    to    l>e    pre^^erved    Iho 
years. 

(a"  Supplementary  basic  records. 
Each  employer  required  to  maintain 
records  under  this  part  shall  preserve 
for  a  period  of  at  least  two  years: 

( 1 )  Baste  employment  and  earnings 
records.  Prom  the  date  of  last  entry,  all 
basic  time  and  earning  cards  or  sheets 
of  the  employer  on  which  are  entered 
the  daily  starting  and  stopping  time  of 
individual  employees,  or  of  separate 
work  forces,  or  the  individual  employee's 
daily,  weekly,  or  pay  period  amounts 
of  work  accomplished  (for  example, 
units  produced)  when  those  amounts 
determine  in  whole  or  in  part  the  pay 
period  earnings  or  wages  of  those 
employees. 

(2>  Wage  rate  tables.  From  their 
last  effective  date,  all  tables  or  schedules 
of  the  employer  which  provide  the  piece 
rates  or  other  rates  used  in  computing 
straight-time  earnings,  wages  or  salary. 
or  overtime  excess  computation,  and 

( 3  >  Work  time  schedules.  From  their 
last  effective  date,  all  schedules  or  tables 
of  the  employer  which  establish  the 
hours  and  days  of  employment  of  indi- 
vidual employees  or  of  separate  work 
forces. 

(b>  Order,  shipping,  and  billing  rec- 
ords. Each  employer  shall  also  pre- 
serve for  at  least  two  years  from  the  last 
date  of  entry  the  originals  or  true  copies 
of  any  and  all  customer  orders  or  in- 
voices received,  incoming  or  outgoing 
shipping  or  delivery  records,  as  well  as 
all  bills  of  lading  and  all  billings  to  cus- 
tomers (not  including  individual  sales 
slips,  cash  register  tapes  or  the  like) 
which  the  employer  retains  or  makes  in 
the  course  of  his  business  or  operations. 

'  c '  Records  of  additions  to  or  deduc- 
tions from  wages  paid.  Each  employer 
who  makes  additions  to  or  deductions 
from  wages  paid  shall  preserve  for  at 
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least  two  years  from  the  date  of  last 
entry: 

(1)  Those  records  of  Individual  em- 
ployee accounts  referred  to  in  §  516.2 
(a) (10). 

(2)  All  employee  purchase  orders,  or 
assignments  made  by  employees,  all 
copies  of  addition  or  deduction  state- 
ments furnished  employees,  and 

(3)  All  records  used  by  the  employer 
in  determining  the  original  cost,  operat- 
ing and  maintenance  cost,  and  deprecia- 
tion and  interest  charges,  if  such  costs 
and  charges  are  Involved  in  the  additions 
to  or  deductions  from  wages  paid. 

§  516.7     Place  for  keeping  records  and 
their  availability  for  inspection. 

(a)  Place  of  records.  Each  employer 
shall  keep  the  records  required  by  the 
regulations  in  this  part  safe  and  acces- 
sible at  the  place  or  places  of  employ- 
ment, or  at  one  or  more  established 
central  recordkeeping  oflBces  where  such 
records  are  customarily  maintained. 
Where  the  records  are  maintained  at  a 
central  recordkeeping  office,  other  than 
in  the  place  or  places  of  employment, 
such  records  shall  be  mfule  available 
within  72  hours  following  notice  from 
the  Administrator  or  his  duly  authorized 
and  designated  representative. 

(b)  Inspection  of  records.  All  records 
shall  be  open  at  any  time  to  inspection 
and  transcription  by  the  Administrator 
or  his  duly  authorized  and  designated 
representative. 

§  516.8     Compulations   and   reports. 

Each  employer  required  to  maintain 
records  under  this  part  shall  make  such 
extension,  recomputation.  or  transcrip- 
tion of  his  records  and  shall  submit  to 
the  Wage  and  Hour  Division  such  reports 
concerning  persons  employed  and  the 
wages,  hours,  and  other  conditions  and 
practices  of  employment  set  forth  in  his 
records  as  the  Administrator  or  his  duly 
authorized  and  designated  representative 
may  request  in  writing. 

§  516.9     Petitions  for  exceptions. 

(a)  Submission  of  petitions  for  re- 
lief. Any  employer  or  group  of  employ- 
ers who.  due  to  peculiar  conditions  under 
which  he  or  they  must  operate,  desires 
authority  to  maintain  records  in  a  man- 
ner other  than  required  in  this  part,  or 
to  be  relieved  of  preserving  certain  rec- 
ords for  the  period  specified  in  the  reg- 
ulations in  this  part,  may  submit  a  writ- 
ten petition  to  the  Administrator  setting 
forth  the  authority  desired  and  the  rea- 
sons therefor. 

(b)  Action  on  petitions.  IS,  on  review 
of  the  petition  and  after  completion  of 
any  necessary  investigation  supplemen- 
taiy  thereto,  the  Administrator  shall  find 
that  the  authority  prayed  for.  if  granted, 
will  not  hamper  or  interfere  with  en- 
forcement of  the  provisions  of  the  act 
or  any  regulation  or  orders  issued  there - 
imder,  he  may  then  grant  such  authority 
but  limited  by  such  conditions  as  he  may 
determine  are  requisite,  and  subject  to 
subsequent  revocation.  Where  the  au- 
thority granted  hereunder  is  sought  to 
be  revoked  for  failure  to  comply  with  the 
conditions  determined  by  the  Adminis- 
trator to  be  requisite  to  its  existence. 
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the  employer  or  groups  of  employers  in- 
volved shall  be  notified  in  writing  of  the 
facts  constituting  such  failure  and  af- 
forded an  opportunity  to  achieve  or 
demonstrate  compliance. 

(c)  Compliance  after  submission  of 
petitions.  The  submission  of  a  petition 
or  the  delay  of  the  Administrator  in 
acting  upon  such  petition  shall  not  re- 
lieve any  employer  or  group  of  employ- 
ers from  any  obligations  to  comply  with 
all  the  requirements  of  the  regulations  in 
this  part  applicable  to  him  or  them. 
However,  the  Administrator  shall  give 
notice  of  the  denial  of  any  petition  with 
due  promptness. 

§  516.10      Amendment  of  regulations. 

(a)  Petitions  for  revision  of  regula- 
tions. Any  person  wishing  a  revision  of 
any  of  the  terms  of  the  regulations  in 
this  part  with  respect  to  records  to  be 
kept  by  employers  may  submit  to  the 
Administrator  a  written  petition  setting 
forth  the  changes  desired  and  the  rea- 
sons for  proposing  them. 

(b)  Action  on  such  petitions.  If  upon 
inspection  of  the  petition  the  Adminis- 
trator believes  that  reasonable  grounds 
are  set  forth  for  amendment  of  the  regu- 
lations in  this  part,  the  Administrator 
shall  either  schedule  a  hearing  with  due 
notice  to  interested  persons,  or  make 
other  provisions  for  affording  interested 
persons  an  opportunity  to  present  data, 
views,  or  arguments  relating  to  any  pro- 
posed changes. 

Subpart  B^Records  Pertaining  to 
Employees  Subject  to  Miscellaneous 
Exemptions  Under  the  Act;  Other 
Special   Requirements 

§516.11  Employees  under  certain  col- 
lective bargaining  agreements  who 
are  partially  exempt  from  overtime 
as  provided  in  section  7(b)(1)  or 
7(b)(2)  of  the  act. 

(a)  Items'  required.  Every  employer 
of  employees  who  are  employed: 

(1)  In  pursuance  of  an  agreement, 
made  as  a  result  of  collective  bargaining 
by  representatives  of  employees  certified 
as  bona  fide  by  the  National  Labor  Rela- 
tions Board,  which  provides  that  no  em- 
ployees shall  be  employed  more  than 
1,040  hours  during  any  period  of  26  con- 
secutive weeks  as  provided  in  section 
7(b).(l)  of  the  act,  or 

(2)  In  pursuance  of  an  agreement, 
made  as  a  result  of  collective  bargaining 
by  representatives  of  employees  certified 
as  bona  fide  by  the  National  Labor  Rela- 
tions Board,  which  provides  that  the  em- 
ployee shall  be  employed  not  more  than 
2,240  hours  during  a  specified  period  of 
52  consecutive  weeks  and  shall  be  guar- 
anteed employment  as  provided  in  sec- 
tion 7(b)(2)  of  the  act,  shall  maintain 
and  preserve  payroll  or  other  records, 
with  respect  to  each  and  every  such 
employee,  containing  all  the  Information 
and  data  required  by  §  516.2,  except  that 
with  respect  to  paragraph  (a)  (9)  thereof, 
the  employer  shall  record  daily  as  well 
as  weekly  overtime  excess  compensation. 

(b)  Submission  of  copy  of  agreement 
to  the  Administrator.  The  employer 
shall  also  keep  as  part  of  his  records  and. 
within  30  days  after  such  collective  bar- 
gaining agreement  has  been  made,  re- 
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port  and  file  a  copy  thereof  with  the  Ad-  provided  under  secUon  7(b>  <3»    of  the 

mlnistrator    at    Washington    25,    DC.  act.   the   employer   shall,   after  making 

Ukewise.  the  employer  shall  keep  a  copy  appropriate  noUtions  In  the  blank  spaces 

of  each  amendment  or  addition  thereto  in  the  above  form,  either    !»  prominently 

and    within  30  days  after  such  amend-  post  and  display  that  notice  at  the  pay 

merit  or  addition  has  been  agreed  upon,  window  or  other  place  or  places  where 

shall  report  and  file  a  copy  thereof  with  the  employees  affected  are  being  paid  or 

the    Administrator    at    Washington    25.  '  i» '  otherwise  notify  each  such  employee. 

DC  in  writing,  to  the  same  effect 

ic)   Record    of    peTsons    and    periods  ^  -,1^.13     Kmployee*  rxtnipi  from  omt- 

employed  under  agreements.     The  em-  ,j^,^    p^y    requireni«-nt<»    during    1 1 

ployer  shall  also  make,  keep,  and  pre-  »»orkHerk-.  pur'«iiani  to  »«'ciion  7(« ) 

serve  a  record,  either  separately  or  as  a  „f  ,1,^  ,„.|. 

part  of  the  payroll;  .^y.    iteyns  required.     With  respect  to 

(1>   Usting  ««=»;  f "^^//^^'^[/hTnrier  omplovcos    employed    pursuant    to    the 

employed  pursuant  to  each  such  collec-  ^      overtime    pay    exemption    for    14 

tive    bargainmg    agreement    and    each  ^^.^,.^^.^^^^,     ^^^^^^  i„  3^tion  7.c.    of 

amendment  and  addition  thereto.  employers  shall  maintain  and 

(2)  Indicating  the  period  or  periods  g^,,.^  records  conUining  all  the  in- 
during  which  the  employee  has  been  or  formation  and  data  required  by  5  516  2 
is  employed  pursuant  to  an  agreement  except  paragraph  .aM9'  thereof. 
under  section  7(b)' 1)  or7<b)(2)  of  the  ^^^   Establishment   operation    record. 
act.  and  Every    such    employer    shall    also    note 

(3)  Showing  the  total  hours  worked  ^^  j^j^  records  the  beginning  and  ending 
during  any  period  of  26  consecutive  ^j  ^^^.^  workweek  during  which  the  es- 
weeks.  If  the  employee  is  employed  in  tablishment  operates  under  the  14  work- 
accordance  with  section  7(b)  (1)  of  the  ^.^^j^  exemption  provided  in  section  7tc' 
act  or  during  the  specified  period  of  52  ^j  ^^  g^^ 

consecutive   weeks,  if  employed  in  ac-  ,(.,   posting  of  notice  of  weeks  taken 

cordance    with   section   7fb)t2)    of   the  under  14  workweek  exemption.     (1»   In 

act.  addition,  every  such  employer  shall  pre- 

§516.12     Employer,  rmployrd  in  indu^  pare   a    legible   printed,    typewritten    or 

tries  "of  ■  Matwmil  nature"  who  are  handwritten  (in  ink*    notice  reading: 

partially  exempt  from  overtime  pay  Notick — Ovebtime  Payments 

reauiremenis     pursuant     to     seftion  ^^          .^...»i.             u 

■7?V^/\\     €  .u«  -- .•  This   establishment   has    talcen    the    work- 

7(b)(3)  of  the  act.  ^.^^^^    ^^^  workweeks)    beginning    

(a)  Items  required.    With  respect  to  and  enaing in  this  pay  period  u 

employees     employed     pursuant    to     the  a  part  or  the  U  workweeks  permitted  under 

partial   overtime   pay    exempUon    for    14  BectlonViO  of  the  Pair  Labor  standards  Act 

workweeks  provided  in  secUo"  7(b)  (3)  ^^--J.^^  inT/cUon  "^ u3t'r '?o"r 

of  the  act,  employers  shall  maintain  and  ^J^,^^^  ^.^^ked. 

preserve  records  containing  all  the  m-  q^^ig  ^.pej^   (or  these  week-si    in  this  pay 

formation  and  data  required  by  S  516.2.  period  completes  the           .  week  of  the  per- 

%xcept  that  with  respect  to  paragraph  missibie  m  workweeks 

(a)(9)    thereof,  the  employer  shall  re-  j^,^^^ 

cord   the   daily   as  well   as  the  weekly  '"" 

overtime  compensation.  signed 

(b)  Establishment  operation  records.  (2»  On  the  date  when  employees  are 
The  employer  shall  also  note  In  his  paid  for  any  pay  period  which  includes 
records  the  beginning  and  ending  of  each  any  week  or  part  of  a  week  during  which 
workweek  during  which  the  establish-  the  establishment  operates  under  the 
ment  operates  under  the  14  workweek  l4-workweek  partial  overtime  exemption 
exemption  provided  in  section  7(b)(3)  provided  in  section  7<c)  of  the  act,  the 
of  the  act.  employer,  shall  after  making  appropriate 

(c)  Posting  of  notice  of  weeks  taken  notations    in   the    blank   spaces   in   the 
'under  the  14  workweek  exemption.     (1)  aforesaid  notice,  either  (i>   prominently 

In  addition  every  employer  shall  pre-  post  and  display  that  notice  at  the  pay 

pare   a  legible  printed,   typewritten  or  window  or  other  place  or  places  where 

handwritten  (in  ink)   notice  reading:  the  employees  affected  arc   being  paid 

,.^             „  or  (ii>   otherwise  notify  each  such  em- 

ployee,  in  writing,  to  the  same  effect. 

This   establishment   has   talcen   the   work-  „  _,,  ,^     ,-        ,                     ..                  .  # 

week    (or  workweekd)    beginning §  al6.1l     Kmployee«  totally  exempt  from 

and  ending In  this  pay  period  as  overtime  pay  requirements  pursuant 

a  part  of  the  14  workweeks  permitted  under  to   section   7(c)    and   sections    13(b) 

secUon  7(b)(3)  of  the  Pair  Labor  Standards  (1),    (2),    (3),    (4),    (3),   (7),   (8), 

Act,   when   overtime,   at   a  rate   of   not   leas  (9),    (10),   and    (II)    of   the   act — 

than  time  and  one-half  the  regular  hourly  iieni.H  required. 

rate,  need  only  be  paid  for  any  hours  worked  „                    ,                       ... , ,.  ^ 

over  12  hours  a  day  and  56  hours  a  week.  Every  employer  operating  under  the 

ThU  week   (or  these  weeks)   In  this  pay  complete  exempUon  from  the  overtime 

period   completes   the    week  of   the  pay  requirements  of  section  7(a)  of  the 

permissible  14  workweeks.  act  as  provided  in  sections  7(C),   13(b) 

jjat^  a),    (2).    (3).    (4»,    (5>.    (7»,    (8>,    (9». 

^^Q^    ^^j   ^jjj   qj  y.jg  j^j    shall  main- 
Signed  ^g^^j^  g^j^jj  preserve  payroll  or  other  rec- 

(2)  On  the  date  when  employees  are  ords.   with   respect   to   each   and   every 

paid  for  any  pay  period  which  includes  employee  to  whom  section  6  of  the  act 

any  week  or  part  of  a  week  during  which  applies    but    to    whom    neither    section 

the  establishment  operates  under  the  14-  7(a)    nor   7<b)    applies,   containing   all 

wwkweck   partial    overtime    exemption  the  information  and  data  required  by 


S  516.2(a)  except  subparagraphs  (6)  and 
(9)  thereof  and,  in  addition  thereto, 
containing  Information  and  data  re- 
garding the  basis  on  which  wages  are 
paid  (such  as  "$1.30  hr.";  "$10  day": 
••$50  wk.":  "$50  wk  plus  5  percent  com- 
mission on  sales  over  $300  wk .") . 

§  .SI 6. 1 3  Kmployee»  totally  exempt  from 
f>\ertime  pay  requirements  pursuant 
10  section  13(b)(6)  of  the  act — 
ilcniH   required. 

Every  employer  operating  under  the 
complete  exemption  from  the  overtime 
pay  requirements  of  section  7(a)  of  the 
act  as  provided  in  section  13(b)  (6>  of 
the  act  shall  maintain  and  preserve 
payroll  or  other  records,  with  respect 
to  each  and  every  employee  to  whom 
section  6  of  the  act  applies,  but  to  whom 
neither  section  7(a)  nor  7(b)  applies, 
containing  all  the  information  required 
by  §516.2ia)  except  subparagraphs  (5) 
through  (9t  thereof  and,  in  addition 
thereto,  the  following: 

(a)  Basis  on  which  wages  are  paid 
•  such  as  'SI  20  hr.';  'SIO  day';  •$350 
mo."' . 

(b»  Hours  worked  each  workday  and 
total  hours  worked  each  pay  period  (for 
purposes  of  this  section,  a  "workday  " 
shall  be  any  consecutive  24  hours;  the 
•pay  period"  shall  be  the  period  cov- 
ered by  the  wage  payment,  as  provided 
in  section  6'bi(2>   of  the  act), 

(c»  Total  straight-time  earnings  or 
wages  for  each  pay  period,  and 

(d)  The  name.  type,  and  documenta- 
tion, registry'  number,  or  other  identifi- 
cation of  the  vessel  or  vessels  upon 
which  employed. 

§  516.16  Fniployec!.  exempt  from  both 
the  minimum  wafce  and  overtime  pa> 
requirrnicnls  under  sections  13(a) 
(2),  (3),  (4),  (5),  (8),  (9),  (10), 
(II),  (12),  (13),  (14),  (15),  (18), 
(19),  ^0),  (21),  or  (22)  of  llic 
act — items   required. 

With  respect  to  each  and  every  em- 
ployee covered  by  the  act,  but  to  whom 
the  employer  is  neither  required  to  pay 
the  minimum  wage  provided  in  section 
6  nor  overtime  compensation  as  pro- 
vided in  section  7,  due  to  the  applica- 
biHty  of  section  13(a)  (2),  (3),  (4),  (5>. 
(8».  (9).  (10).  (11),  (12),  (13),  <14'. 
(15'. (18» , (19'. (20). (21), or  (22)  of  the 
act.  employers  shall  maintain  and  pre- 
serve records  containing  the  information 
and  data  required  by  subparagraphs  1 1  < 
through  (4)  of  5  516.2(a)  and.  in  addi- 
tion thereto,  information  indicating  the 
place  or  places  of  employment. 

§. "lift.  17  Kmployees  exempt  from  luilh 
the  minimum  wage  and  overtime  pay 
requirements  under  section  13  (a) 
(16)    of  the  act — items  required. 

«a>  With  respect  to  each  and  every 
employee  covered  by  the  act,  but  to  whom 
the  employer  is  neither  required  to  pay 
the  minimum  wage  provided  in  section 
6  nor  overtime  compensation  as  provided 
in  section  7.  except  as  provided  In,  and 
due  to  the  applicability  of,  section  13(a) 
(16)  of  the  act.  the  employer  shall  main- 
tain and  preserve  records  containing  the 
Information  and  data  required  by  sub- 
paragraphs (1)  through  (4)  of  5  616.2 
(a)    and.  in  addition  thereto,  the  em- 
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ployer  shall  maintain  and  preserve  the 
records  specified  In  paragraphs  (b)  and 
(O  of  this  section. 

(b)  For  each  workweek  In  which  the 
employee  is  employed  both  in  agriculture 
and  in  coimection  with  livestock  auction 
operations,  the  employee  shall  maintain 
and  preserve  records  of:  (D  The  total 
number  of  hours  worked  by  each  such 
employee.  (2)  the  total  number  of  hours 
in  which  he  was  employed  in  agriculture 
during  that  workweek,  and  the  total 
number  of  hours  In  which  he  was  em- 
ployed in  connection  with  livestock  auc- 
tion operations  during  that  workweek, 
and  (3)  the  total  straight  time  earnings 
for  his  employment  in  connection  with 
livestock  auction  operations  during  that 
workweek. 

(c)  The  employer  shall  maintain  and 
preserve  records  indicating  place  or 
places  of  employment. 

i^  316.18  Employees  exempt  from  both 
the  minimum  wage  and  overtime  pay 
requirements  under  section  13(a) 
(17)  of  the  act — items  required. 

(a)  With  respect  to  each  and  every 
employee  covered  by  the  act,  but  to 
whom  the  employer  Is  neither  required 
to  pay  the  minimum  wage  provided  in 
section  6  nor  overtime  compensation  as 
provided  in  section  7,  due  to  the  applica- 
bility of  section  13(a)  (17)  of  the  act.  the 
employer  shall  maintain  and  preserve 
records  containing  the  information  and 
data  required  by  subparagraphs  (1) 
through  (4)  of  S  516.2(a)  and,  in  addi- 
tion thereto,  the  Information  and  data 
required  by  paragraph  (b)  of  this  section. 

(b)  For  each  workweek,  the  employer 
shall  maintain  and  preserve  records  con- 
taining :  ( 1 )  The  names  of  all  employees 
described  in  paragraph  (a)  of  this  sec- 
tion actually  employed  (suffered  or  per- 
mitted to  work)  during  any  part  of  the 
workweek  and  (2)  for  all  other  persons 
employed  in  the  elevator,  whether  or 
not  covered  by  the  act,  the  following 
information : 

(i)   Name  in  full,  ' 

(ii)   Name  of  employer,  and 
(iii)   Occupation   in   which    employed 
in  the  elevator. 

V?  316.19  Employees  employed  pursuant 
to  a  bona  fide  individual  contract  or 
u  collective  bargaining  agreement, 
and  compensated  in  accordance  with 
sections  6  and  7(e)  of  the  act — 
items  required. 

Every  employer  shall  maintain  and 
preserve  payroll  or  other  records,  with 
respect  to  each  and  every  employee  to 
whom  both  sections  6  and  7(e)  of  the 
act  apply,  containing  all  the  information 
and  data  required  by  §  516.2(a)  except 
subparagraphs  (8)  and  (9)  and,  in  addi- 
tion thereto,  the  following: 

(a)  Total  weekly  guaranteed  earn- 
ings. 

(b)  Total  weekly  compensation  in  ex- 
cess of  weekly  guaranty. 

(c)  A  written  memorandum  sum- 
marizing the  terms  of  the  bona  fide  indi- 
vidual contract  or  the  agreement  made 
as  a  result  of  collective  bargaining  by 
representatives  of  employees,  pursuant 
to  which  the  employee  Is  employed, 
where  such  contract  or  agreement  is  not 
in  writing. 
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§  516.20  Employees  compensated  for 
overtime  vrork.  on  the  basis  of  the 
^^■pplicaUe**  piece  rates  or  hourly 
rates  as  provided  in  sections  7(f)  (1) 
and  7(f)(2)  of  the  act — items  re- 
quired. 

With  respect  to  each  and  every  em- 
ployee compensated  for  overtime  work  in 
accordance  wiUi  section  7(f)(1)  or  7(f) 
i(2)  of  the  act,  employers  shall  maintain 
and  preserve  records  containing  all  the 
information  and  data  required  by  §  516.2 
(a)  except  subparagraphs  (6)  and  (9) 
thereof  and.  in  addition  thereto,  the 
loUowing: 

(a)  (1)  Each  hourly  or  piece  rate  at 
which  the  employee  is  employed,  (2) 
basis  on  which  wages  are  paid,  and  (3) 
the  amount  and  nature  of  each  payment 
which,  pursuant  to  section  7(d)  of  the 
act,  is  excluded  from  the  "regular  rate," 

(b)  The  number  of  overtime  hours 
worked  at  each  applicable  hourly  rate 
or  the  number  of  units  of  work  per- 
formed at  each  applicable  piece  rate  dur- 
ing the  overtime  hours. 

(c)  Total  weekly  overtime  excess  com- 
pensation at  each  applicable  rate:  that 
is,  the  excess  compensation  for  overtime 
worked  which  amount  is  over  and  above 
all  straight-time  earnings  or  wages  also 
earned  during  overtime  worked, 

(d)  The  date  of  the  agreement  or 
understanding  to  use  this  method  of 
compensation  and  the  period  covered 
thereby.  If  the  employee  is  part  of  a 
work  force  or  employed  in  or  by  an  es- 
tablishment all  of  whose  workers  have 
agreed  to  use  this  method  of  compensa- 
tion a  single  notation  of  the  date  of  the 
agreement  or  understanding  and  the  pe- 
riod covered  will  suffice. 

§  516.21  Employees  compensated  for 
overtime  hours  at  a  "basic"  rate 
which  is  substantially  equivalent  to 
the  employee*8  average  hourly  earn- 
ings, in  accordance  with  section  7 
(f )  (3)  of  the  act — items  required. 

With  respect  to  each  and  every  em- 
ployee compensated  for  overtime  hours 
at  a  "basic"  rate  which  is  substantially 
equivalent  to  the  employee's  average 
hourly  earnings,  in  accordance  with  sec- 
tion 7(f)  (3)  of  the  act,  employers  shall 
maintain  and  preserve  records  contain- 
ing all  the  information  and  data  re- 
quired by  8  516.2  except  paragraph  (a) 
(6)  thereof  and,  in  addition  thereto,  the 
following: 

(a)  (1)  The  hourly  or  piece  rates  ap- 
plicable to  each  type  of  work  performed 
by  tbe  employee,  (2)  the  computation 
establishing  the  basic  rate  at  which  the 
employee  is  compensated  for  overtime 
hours.  If  the  employee  is  part  of  a  work 
force  or  employed  in  or  by  an  establish- 
ment ail  of  whose  workers  have  agreed 
to  accept  this  method  of  compensation, 
a  single  entry  of  this  computation  will 
suffice,  (3)  the  amount  and  nature  of 
each  payment  which,  pursuant  to  section 
7(d)  of  the  act,  is  excluded  from  the 
"regular  rate," 

(b)  A  copy  of  the  written  agreement 
or,  if  there  Is  no  such  agreement,  a 
memorandum  summarizing  the  terms  of 
the  oral  agreement  or  understanding  to 
use  this  method  of  computation.  If  the 
employee  is  part  of  a  group,  all  of  whom 
have  agreed  to  use  this  method  of  com- 
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putation    a    single    memorandum    will 
suffice. 

§  516.22  "Red  caps"  and  other  employ- 
ees dependent  on  tips  as  part  of 
wages — items  required. 

Supplementary  to  the  provisions  of  any 
section  of  the  regulations  in  this  part 
pertaining  to  the  records  to  be  kept  with 
respect  to  such  employees,  every  employer 
shall  also  maintain  and  preserve  payroll 
or  other  records  containing  the  foUowing 
additional  information  and  data  with 
resp>ect  to  each  and  every  employee  em- 
ployed in  any  occupation  in  the  perform- 
ance of  which  the  employee  receives  tips 
or  gratuities  from  third  persons  and 
which  tips  or  gratuities  are  accounted  for 
or  turned  over  by  the  employee  to  the 
employer : 

(a)  Actual  total  hours  worked  each 
workday  in  those  occupations  in  the  per- 
formance of  which  the  employee  receives 
tips  or  gratuities  from  third  persons, 

(b)  Actual  total  hoiu's  worked  each 
workday  in  any  other  occupation, 

(c)  Total  daily  or  weekly  straight- 
time  earnings  segregated  according  to: 

(1)  Time  paid  for  under  paragraph 

(a)  of  this  section, 

(2)  Time  paid  for   under  paragraph 

(b)  of  this  section, 

(3)  Tips  or  gratuities  received  and  ac- 
counted for  or  turned  over  by  the  em- 
ployee to  the  employer. 

§  516.23  Learners,  apprentices,  mes- 
sengers, students,  or  handicapped 
workers  employed  under  special  cer- 
tificates as  provided  in  section  14  of 
the   act. 

(a)  Items  required.  With  respect  to 
persons  employed  as  learners,  appren- 
tices, messengers,  or  full-time  students 
employed  outside  of  their  school  hours 
in  any  retail  or  service  establishment  or 
handicapped  workers  at  special  mini- 
mum hourly  rates  under  Special  Certifi- 
cates pursuant  to  section  14  of  the  act 
employers  shall  maintain  and  preserve 
records  containing  the  same  informa- 
tion and  data  required  with  respect  to 
other  employees  employed  in  the  same 
occupations. 

(b)  Segregation  or  designation  on 
payroll  and  use  of  identifying  symbol. 
In  addition,  each  employer  shall  segre- 
gate on  his  payroll  or  pay  records  the 
names  and  required  information  and 
data  with  respect  to  those  learners,  ap- 
prentices, messengers  (and  handicapped 
workers  and  students) ,  employed  tmder 
Special  Certificates.  A  ssonbol  or  letter 
shall  also  be  placed  before  each  such 
name  on  the  payroll  or  pay  records  indi- 
cating that  that  person  is  a  "learner," 
"apprentice,"  "messenger,"  "student,"  or 
"handicapped  worker,"  employed  under 
a  Special  Certificate. 

§  516.24      Industrial  homeworkers. 

(a)  Definitions.  (1)  "Industrial home- 
worker"  and  "home worker,"  as  used  in 
this  section,  mean  any  employee  em- 
ployed or  suffered  or  permitted  to  per- 
form industrial  home  work  for  an 
employer. 

(2)  "Industrial  home  work,"  as  used 
in  this  section,  means  the  productimi  by 
any  person  in  or  about  a  home,  apart- 
ment, tenement,  or  room  in  a  residential 
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establishment  of  goods  for  an  employer 
who  suffers  or  permits  such  production, 
regardless  of  the  source  (whether  ob- 
tained from  an  employer  or  elsewhere) 
of  the  materials  used  by  the  homeworker 
In  such  production. 

(3»  The  meaning  of  the  terms  "per- 
son." "employ."  "employer."  "employee." 
"goods."  and  "production"  as  used  in  this 
section  is  the  same  as  in  the  act. 

(b)  Items  required.  Every  employer 
shall  maintain  and  preserve  payroll  or 
other  records  containing  the  following 
Information  and  data  with  respect  to 
each  and  every  industrial  homeworker 
employed  by  him  ( excepting  those  home- 
workers  to  whom  section  13<d)  of  the 
act  applies  and  those  homeworkers  in 
Puerto  Rico  to  whwn  Part  545  or  Part 
681  of  this  chapter  apply,  or  in  the 
Virgin  Islands  to  whom  Part  695  of  this 
chapter  applies  > : 

(1)  Name  in  full,  and  on  the  same 
record,  the  employee's  identifying  sym- 
bol or  number  if  such  is  used  in  place  of 
name  on  any  time,  work,  or  payroll  rec- 
ords. This  shall  be  the  same  as  that 
used  for  Social  Security  record  purposes, 

(3)  H(xne  address. 

<3)  Date  of  birth  if  under  19. 

(4)  With  respect  to  each  lot  of  work: 
(i)  Date  on  which  work  is  given  out  to 

worker,  or  begun  by  worker,  and  amount 
of  sucli  work  given  out  or  begun. 

(ii)  Date  on  which  work  is  turned  m 
by  worker,  and  amount  of  such  work, 

(Ui>  Kind  of  articles  worked  on  and 
operations  performed, 

(Iv)  Piece  rates  paid. 

(V)  Hours  worked  on  each  lot  of  work 
turned  in, 

(vi)  Wages  paid  for  each  lot  of  work 
turned  in. 

(vii)  Deductions  for  Social  Security 
taxes, 

(vlii)  Date  of  wage  payment  and  pay 
period  covered  by  pajrment. 

(5)  With  respect  to  each  week: 
(i)  Hours  worked  each  week. 

(ii)  Wa«es  earned  for  each  week  at 
reffulai'  piece  rates. 

(ill)  Extra  pay  due  each  week  for 
overtime  worked. 

(iv)  Total  wages  earned  each   week, 

(v)  Deductions  for  Social  Security 
taxes, 

(6)  With  respect  to  any  agent,  dis- 
tributor, or  contractor:  The  name  and 
address  of  each  such  agent,  distributor, 
or  <x>ntractor  through  whom  h<Mne  work 
is  distributed  or  collected  and  name  and 
address  of  each  homeworker  to  whcxn 
home  work  is  distributed  or  from  whom 
it  la  collected  by  each  such  agent,  dis- 
tributor, or  contractor. 

(7)  Record  of  retroactive  payment  of 
wages.  Every  employer  who  makes  ret- 
roactive payment  of  wages  or  compen- 
sation under  the  supervision  of  the  Ad- 
ministrator pursuant  to  section  16<c)  of 
the  act,  shall: 

(1)  Record  and  preserve,  as  an  entry 
on  his  payroll  or  other  pay  records,  the 
amount  of  such  payment  to  each  em- 
ployee, the  period  covered  by  such  pay- 
ment, and  the  date  of  payment. 

(ii )  Prepare  a  report  of  each  such  pay- 
ment on  the  receipt  form  provided  or 
authorized  by  the  Wage  and  Hour  Di- 
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vision,  and  <a»  preserve  a  copy  as  part 
of  his  records.  ( b  >  deliver  a  copy  to  the 
employee,  and  (c)  f\le  the  original,  which 
shall  evidence  payment  by  the  employer 
and  receipt  by  the  employee,  with  the 
Administrator  or  his  authorized  repre- 
sentative within  10  days  after  payment 
is  made. 

ic>    Home  work  handbook      In  addi- 
tion  to   the    information   and   data   re- 
quued  in  paragraph  (b'  of  this  section, 
a  separate  handbook  <  to  be  obtained  by 
the  employer  from  the  WaKe  and  Hour 
Division  and  supplied  by   him   to  each 
worker'    shall  be  kept  for  each   home- 
worker.        The      information      required 
therein  .shall  be  entered  by  the  employer 
or  the  person  distributing  or  collecting 
home  work  on  behalf  of  such  employer 
each  time  work  is  given  out  to  or  received 
from    a    homeworker.      Except    for    the 
time  necessary  for  the  making  of  entries 
by  the  employer,  the  handbook  must  re- 
main  in   the   possession   of   the    home- 
worker  until  such  time  as  the  Wage  and 
Hour    Division   may    request    it.      Upon 
completion  of  the  handbook  ( that  is,  no 
space  remains  for  additional  entries'  or 
termination  of  the  homeworkers  serv- 
ices, the  handbook  shall  be  returned  to 
the  employer  for  preservation  in  accord- 
ance with  the  regulations  in  this  part. 
A  separate  record  and  a  separate  hand- 
book sliall  be  kept  for  each  per^ion  per- 
forming home  work. 

§,">I6.23  Additional  r««cir«lH  requirrd 
vtlien  addiliotiH  or  drdtn-tion^  are 
made  lo  or  from  nunes  ft>r  '*b«»ard, 
lodicinie,  or  olhrr  fariliticV  <-ii«.tom- 
arilr  furni!«lied  lo  employee**. 

(ui   In  addition  to  keeping  other  rec- 
ords required  by  the  regulations  in  this 
part,  an  employer  who  makes  deductions 
from    the    wages   of   his   employees   for 
"board,  lodging,  or  other  facilities"   ta-s 
these  terms  are  used  in  section  3<m)  of 
the  act'  furnished  to  them  by  the  em- 
ployer or  by  an  affiliated  person,  or  who 
furnishes  such  "board,  lodging,  or  pther 
facilities"  to  his  employees  as  an  addi- 
tion to  wages,  shall  maintain  and  pre- 
serve records  substantiating  the  cost  of 
furnishing  each  class  of  facility.     Sep- 
arate records  of  the  cost  of  each  item 
furnished  to  an  employee  need  not  be 
kept.    The  requirement  may  be  met  by 
keeping  combined  records  of  the  costs 
incurred    in    furnishing    each    class   of 
facility,  such  as  housing,  fuel,  or  mer- 
chandise furnished  through  a  company 
store  or  commissary.    Thus,  in  the  case 
of  an  employer  who  furnishes  housing, 
separate  cost  records  need  not  be  kept  for 
each  house.     The  cost  of  maintenance 
and  repairs  for  all  the  houses  may  be 
shown  together.    Original  cost  and  de- 
preciation   records    may    be    kept    for 
groups  of  houses  acquired  at  the  same 
time.      Costs    incurred     in    furnishing 
similar  or  closely  related  facilities,  more- 
over, may  be  shown  in  combined  records. 
For  example,  if  joint  costs  are  incurred 
in   furnishing   both  housing   and   elec- 
tricity and  the  records  are  not  readily 
separable,    the   hoiKing   and   electricity 
together  may  be  treated  as  a    class"  of 
facility     for     recordkeeping     purixjses. 


Merchandise    furnished   at   a   company 
store  may  be  considered  as  a  "class  '  of 
facility     for     recordkeeping     purposes 
Merchandise   furnished   at    a    company 
.store  may  be  considered  as  a    class  "  of 
facility  and  the  records  may  show  the 
cost   of   the   operation   of   the   store   as 
a  whole,  or  records  showing  the  cost  of 
furnishing  the  different  kinds  of  mer- 
chandise may  be  maintained  separately 
Where  cost  records  are  kept  for  a  "class" 
of  facility  rather  than  for  each  individ- 
ual article  furnished  to  employees,  the 
records  must  also  show  the  gross  income 
derived  from  each  such  class  of  facility : 
eg.  gross  rentals  in  the  case  of  houses, 
total  sales  through  the  store  or  commis- 
sary, total  receipts  from  sales  of  fuel,  etc 
(1>   Such  records  shall  Include  item- 
ized accounts  showing  the  nature  and 
amount   of   any   expenditures   entering 
into  the  computation  of  the  reasonable 
cost  as  defined  in  Part  531  of  this  chap- 
ter, and  shall  contain  the  data  required 
to  compute  the  amount  of  the  depreci- 
ated investment  in  any  assets  allocable 
to  the  furnishing  of  the  facilities,  includ- 
ing the  date  of  acquisition  or  construc- 
tion,   the    original    cost,    the    rate    of 
depreciation   and   the   total   amount   of 
accumulated  depreciation  on  such  assets 
If  the  assets  include  merchandise  held 
for  sale  to  employees,  the  records  should 
contain  data  from  which  the  average  net 
investment  in  inventory  can  be  deter- 
mined 

(2'  No  particular  degree  of  itemiza- 
tion IS  prescribed.  The  amount  of  detail 
shown  in  these  accounts  should  be  con- 
sistent with  good  accounting  practices, 
and  should  be  sufficient  to  enable  the 
Administrator  or  his  representative  to 
verify  the  nature  of  the  expenditure  and 
the  amount  by  reference  to  the  basic  rec- 
ords which  must  be  preserved  pursuant 
to  §  516.6<C)(3). 

(b*  If  additions  to  or  deductions  from 
wages  paid  (1)  so  affect  the  total  cash 
wat'es  due  in  any  workweek  (even  though 
the  employee  actually  is  paid  semi- 
monthly) as  to  result  in  the  employee 
receiving  less  in  cash  than  the  minimum 
hourly  wage  provided  in  section  6  of  the 
act  or  in  any  applicable  wage  order,  or 
(2)  if  the  employee  works  in  excess  of 
40  hours  a  week  and  (1)  any  addition  to 
the  wages  paid  are  a  part  of  his  wages, 
or  ( ii )  any  deductions  made  are  claimed 
as  allowable  deductions  under  section 
3 1  m )  of  the  act.  the  employer  shall  main- 
tain records  showing  those  additions  to 
or  deductions  from  wages  paid  on  a  work- 
week basis.  (For  legal  deductions  not 
claimed  under  section  3(m)  and  which 
need  not  be  maintained  on  a  workweek 
basis,  see  55  777.13  to  777.15  of  this 
chapter  » 

§  316.26      Ilmployees    under    more    lliaui 
one  minimum  hourly  rale. 

I  a'  Additional  items  required.  An 
employer  of  any  employees  subject  to 
different  minimum  wage  rates  of  pay. 
who  elects  to  pay  less  than  an  amount 
arrived  at  by  applying  the  highest  appli- 
cable minimum  rate  for  all  hours  worked 
in  any  workweek,  shall.  In  addition  to 
any  employee  information  and  data  re- 
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quired  to  be  kept  with  respect  to  them 
by  any  applicable  section  of  the  regula- 
tions In  this  part  maintain  and  preserve 
payroll  or  other  records  containing  the 
following  Information  and  data  with  re- 
spect to  each  of  those  employees: 

(1)  The  minimiun  rate  of  pay  re- 
quired to  be  paid  for  each  different  type 
of  employment  in  which  each  such  em- 
ployee was  engaged  during  the  workweek 
( including,  in  Puerto  Rico,  the  Virgin  Is- 
lands, and  American  Samoa,  the  appli- 
cable wage  order  rates) , 

(2)  The  basis  on  which  wages  are 
paid  for  each  such  different  type  of  em- 
ployment ( '$1.30  each  hour";  $10.00  a 
day";  $50.00  wk.":  2(f  per  piece":  $50 
wk.  plus  5  percent  commission  on  sales 
over  $300  wk.";  etc.), 

(3)  The  piece  rate,  If  any,  for  each 
operation  on  each  type  of  goods  upon 
which  the  employee  has  worked  under 
each  such  different  applicable  minimum 
rate  of  pay  and  the  niunber  of  pieces 
worked  upon  at  such  piece  rates  (includ- 
ing, in  Puerto  Rico  and  the  Virgin 
Islands,  the  lot  number  of  each  type  of 
goods  upon  which  the  employee  has 
worked ) . 

1 4 )  The  total  hours  or  fractions  th^-e- 
of  worked  that  workweek  by  each  such 
employee  in  employment  covered  by  each 
such  different  applicable  minimum  rate, 
and 

1 5)  The  total  wages  due  each  such 
employee  at  straighttime  for  the  hours 
worked  in  each  such  different  type  of 
employment  including  any  amounts 
earne<i  In  excess  of  the  applicable  mini- 
mum rate  of  pay. 

(b)  Records  of  workers  whose  work 
cannot  be  segregated.  The  provisions 
of  paragraph  (a)  of  this  section  shall 
not  be  construed  to  affect  in  any  way  the 
records  to  be  kept,  or  compensation  to 
be  paid  employees  whose  activities  can- 
not be  segregated  and  who  are,  there- 
fore, not  subject  to  different  minimum 
rates  of  pay. 

>;  .>  16.27      Minors    employed    in    ap;rieul- 
ture — items  required. 

Every  employer  (other  than  a  parent 
or  guardian  standing  In  the  place  of  a 
parent  employing  his  own  child  or  a 
child  in  his  custody)  who  employs  in 
agriculture  any  minor  under  18  years  of 
age  shall  maintain  and  preserve  records 
containing  the  following  data  with  re- 
spect to  each  and  every  such  minor  so 
employed : 

I  a)  Name  in  full. 

t  b)  Place  where  minor  lives  while  em- 
ployed. If  the  minor's  permanent  ad- 
dress is  elsewhere,  give  both  addresses. 

ic)  Date  of  birth. 

Provided,  however.  That  such  data  need 
not  be  maintained  for  any  minor  em- 
ployees who  work  only  on  days  when 
school  Is  not  In  session. 

Signed  at  Washington,  D.C.,  this  12th 
day  of  January  1962. 

Clarence  T.  Lcndquist. 
Administrator, 

[FR.    Doc.    62-549;    Piled,    Jan.    17,    1962; 
•       8:48  a.m.] 
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DEPARTMENT  OF  HEALTH,  EDU- 
CATION, AND  WELFARE 

Food  and  Drug  Administration 

[21    CFR   Part   121  1 

FOOD  ADDITIVES 

Notice  of  Filing   of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food.  Drug,  and  Cosmetic  Act  (sec. 
409(b)(5),  72  Stat.  1786;  21  U.S.C.  348 
(b)  (5) ) ,  notice  is  given  that  two  peti- 
tions (FAP  634,  635)  have  been  filed  by 
Cook  Paint  and  Varnish  Company,  Post 
0£Bce  Box  389,  Kansas  City  41,  Missouri, 
proposing  the  Issuance  of  a  regulation 
to  amend  S  121.2514  of  the  food  additives 
regulations  to  provide  for  the  safe  use 
of  the  following  substances  In  the  formu- 
lation of  resinous  and  polymeric  coatings 
that  contact  food: 

1.  DlphenoUc  add  (FAP  634). 

2.  3-Pentadecyr  phenol  mixture  ob- 
tained from  cashew  nut  liquid  (FAP 
635). 

Dated:  January  11.  1962. 

J.  K.  Kirk, 
Assistant  Commissioner 
of  Food  and  Drugs. 

|P.R.    Doc.    62-551;     Piled.    Jan.     17.    1962; 
8:48  a.m.] 


[21    CFR   Part   121  1 

FOOD  ADDITIVES 

Notice  of  Filing   of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food,  Drug,  and  Cosmetic  Act  (sec. 
409(b)(5),  72  Stat.  1786;  21  U.S.C.  348 
(b)  (5) ) ,  notice  is  given  that  a  petition 
(FAP  667).  has  been  filed  by  the  Depart- 
ment of  Microbiology  and  Public  Health, 
Michigan  State  University,  East  Lansing, 
liCichigan,  proposing  the  Issuance  of  a 
regulation  to  establish  a  tolerance  of  2 
parts  per  million  (0.0002  percent)  for 
residues  of  paraformaldehyde  In  maple 
sirup,  from  the  use  of  paraformalde- 
hyde in  controlling  microbial  or  fungal 
growth  in  maple  tree  tapholes. 

Dated:  January  11.  1962. 

J.  K.  Kirk. 
AssistaJit  Commissioner 
of  Food  and  Drugs. 

IP.R.    Doc.    62-552;     Piled,    Jan.     17.    1962; 
8:48  a.m.] 
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[  10  CFR  Part  30  1 

EXEMPTION  OR  GENERAL  LICENSING 
OF  CERTAIN  BYPRODUCT  MATE- 
RIALS FOR  MEDICAL  USE 

Notice  of  Proposed   Rule  Making 

A  number  of  byproduct  materials,  such 
as  iodine  131,  phosphorus  32,  chromium 
51,  cobalt  58,  and  cobalt  60,  have  been 
used  tor  medical  purposes  for  several 
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years.  Considerable  experience  has  been 
obtained  also  with  Various  devices  con- 
taining byproduct  material. 

The  Commission  considers  that  the 
uses,  contraindications,  and  necessary 
precautionary  measures  for  safe  han- 
dling of  certain  of  these  byproduct  mate- 
rials and  devices  have  been  determined. 
It  appears  feasible  and  desirable,  there- 
fore, to  exempt  physicians  from  the 
licensing  requirements  of  Part  30  for 
relatively  small  quantities  of  certain  by- 
product materials.  It  also  appears  feasi- 
ble and  desirable  to  issue  a  general 
license  to  physicians  for  larger  quantities 
of  these  byproduct  materials  If  appro- 
priate radiation  safety  limitations  are 
made  a  condition  of  the  general  license. 

The  proposed  amendments  would  ex- 
empt the  use  for  diagnostic  purposes  by 
physicians  of  iodine  131,  cobalt  58,  cobalt 
60,  and  chromium  51  in  specified  forms 
and  relatively  small  quantities.  A  gen- 
eral license  would  be  established  for  the 
medical  use  of  iodine  131  and  phosphorus 
32  in  specified  forms  and  limited  quan- 
tities sufficient  for  certain  therapeutic 
and  diagnostic  uses.  The  exemption 
and  this  general  license  would  apply  only 
to  bypr(xluct  material  obtained  from  a 
supplier  holding  (a)  an  effective  new 
drug  application,  or  license  Issued  by  the 
Secretary,  Department  of  Health,  E4uca- 
tion,  and  Welfare,  and  (b)  a  license 
issued  by  the  Atomic  Energy  Commis- 
sion under  §  30.24 (k)  of  the  proposed 
amendment.  A  general  license  would  be 
established  also  for  needles  and  tubes 
containing  cobalt  60. 

The  exemption  and  general  licenses 
would  apply  only  to  physicians  defined 
m  10  CFR  30.4(1)  as an  individ- 
ual licensed  by  a  state  or  territory  of 
the  United  States,  the  District  of  Colum- 
bia or  the  Commonwealth  of  Puerto  Rico 
to  dispense  drugs  in  the  practice  of  med- 
icine." Cobalt  60  needles  and  tubes 
would  be  generally  licensed  for  use  by  a 
physician  who  has  at  least  three  years 
of  experience  in  the  Interstitial  or  intra- 
cavitary use  of  sealed  sources  (^ntalnlng 
radioactive  materials,  and  who  certifies 
to  the  Commission  that  he  Is  familiar 
with  the  hazards  and  appropriate  pre- 
cautions associated  with  such  sealed 
sources. 

The  general  licensees  would  be  re- 
quired to  register  with  the  Commission 
and  receive  a  registration  number  prior 
to  obtaining  the  byproduct  material  or 
device  for  use  under  the  general  license. 
The  conditions  to  which  the  general 
license  would  be  subject  will  be  repro- 
duced upon  the  Registration  Certificate. 
Thus,  he  will  be  informed  of  the  con- 
ditions of  the  general  license. 

The  proposed  amendments  also  would 
establish  licensing  criteria  for  persons 
proposing  to  distribute  byprcxluct  ma- 
terial for  use  by  physicians  who  would  be 
exempted  or  generally  licensed  by  the 
amendment. 

Statement  of  Radiation  Safety 
Considerations 

Section  30.11:  Under  the  provisions  of 
the  exemption  In  §  30.11  the  pharma- 
ceutical containing  radioactive  material 
would  be  packaged  in  Individual  call- 
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brated  doaes  ready  for  administration. 
No  processing  by  the  physician  would  be 
required.  The  radioisotopes  would  be 
used  only  by  physicians  and  for  medical 
diagnosis  The  proposed  exemption  re- 
quires that  the  radioactive  material  be 
stored,  until  administered,  in  the  original 
shipping  container  or  a  container  pro- 
viding equivalent  radiation  protection. 
The  maximum  quantities  of  radioactive 
material  which  a  physician  could  possess 
at  any  one  time  under  the  exemption 
would  be  200  microcuries  of  iodine  131: 
10  microcuries  of  cobalt  58:  10  micro- 
curies  of  cobalt  6C:  and  200  microcuries 
of  chromium  51. 

The  radiation  doses  received  by  phy- 
sicians or  technicians  in  the  administra- 
tion and  handling  of  diagnostic  doses  of 
radioisotopes  which  would  be  exempted 
are  quite  small.  Interstate  Commerce 
Commission  regulations  specify  that  the 
radiation  on  the  surface  of  a  shipping 
container  shall  not  exceed  200  milliroent- 
eens  per  hour  <mr  hn  and  at  one  meter 
from  the  contained  radioactive  material 
shall  fiot  exceed  10  mr  hr.  In  practice, 
the  radiation  levels  about  containers  of 
diagnostic  doses  of  isotopes  are  much 
less  than  these  maximum  allowable 
levels.  The  radioisotope  container  is 
handled  by  physicians  and  technicians 
for  very  short  periods  of  time.  Remote 
handling  equipment  is  unnecessary  The 
dose  rate  at  a  distance  of  one  centimeter 
from  a  point  source  of  200  microcuries 
of  Iodine  131  is  about  440  mr  hr  or  7  3 
mr  minute.  A  bottle  of  iodine  131 
capsules  is  not  a  point  source,  but  the 
dose  rate  close  to  it  would  be  of  this 
order  of  magnitude. 

The  dose  rates  from  the  other  diag- 
nostic radioisotopes  which  would  be  ex- 
empted will  be  much  lower  than  for 
Iodine  131.  The  dose  rates  at  one  centi- 
meter from  point  sources  of  10  micro- 
curies of  cobalt  58.  10  microcuries  of  co- 
balt 60  and  200  microcuries  of  chromium 
51  are  60  mr  hr.  128  mr  hr  and  80 
mr.hr.  respectively. 

10  CFR  Part  20  specifies  that  the 
hands  of  radiation  workers  may  be  ex- 
posed to  18H  rems  per  quarter  or  an 
average  dose  of  1440  mlllirem  per  week. 
If  an  individual  were  exposed  only 
through  the  handling  of  200  micro- 
curies of  iodine  131.  he  could  handle  the 
cup  or  bottle  contairung  the  radioisotope 
1440^3—198  minutes  each  week  without 
exceeding  the  limiting  hand  dose  estab- 
lished by  10  CFR  Part  20.  In  practice, 
diagnostic  doses  of  radioisotopes  are 
handled  only  one  or  two  minutes  during 
each  administration  and  in  a  large 
diagnostic  program  perhaps  no  more 
than  ten  cases  a  week  would  be  involved. 
The  hand  doses  received  by  physicians 
and  technicians  from  handling  diagnos- 
tic doses  of  radioisotopes  are  small. 

The  whole  body  exposures  to  medical 
Ijersonnel  are  likewise  small  from  the 
handling  of  these  doses.  The  dose  ratfe 
at  one  foot  from  200  microcuries  of  un- 
shielded iodine  131.  10  microcuries  of 
unshielded  cobalt  58,  10  microcuries  of 
imshlelded  cobalt  60  and  200  micro- 
curies of  unshielded  chromium  51  are 
0.5  mr/hr,  0.06  mr/hr,  0.14  mr  hr  and 
0.09  mr  hr.  respectively.  Doses  received 
by  physicians  and  technicians  who  work 
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in  the  radioisotope  diagnostic  progrom.s 
are  so  small  that  personnel  monitoring 
equipment  is  not  required  under  the  pro- 
visions of  §  20.202  of  10  CFR  Part  20 

Because  of  the  low  levels  of  radiation 
involved  and  the  manner  in  which  diag- 
nostic radioisotopes  are  used,  there  is 
no  need  to  specify  minimum  trainiiiK 
or  experience  requirements  for  physi- 
cians. Faithor.  a  radiation  survey  mrttr 
IS  not  needed  In  the  casr  of  accidtutal 
spills,  which  are  infrequent,  the  radia- 
tion instrumentation  used  by  the  licensee 
to  interprtt  results  of  the  diai?nastic 
testes  can  be  u.sed  to  chtck  for  contami- 
nauon  There  is  little  likelihood  that 
the  radioisotopes  will  be  ingested  or  in- 
haled by  mrdical  personnel  since  no 
procesMns;  of  the  radioisotopes  will  be 
involved.  Since  diagnostic  radioisotopes 
arc  ordered  by  physicians  on  an  as 
needed  basis,  very  little  of  the  material 
is  disposed  of  as  waste. 

Si-ction  3026:  Iodine  131  and  phos- 
phorus 32  which  would  be  generally 
licen.spd  under  S  30.26  would  be  pack- 
aged m  individual  do.ses  ready  for  ad- 
ministration No  additional  processing 
of  the  material  would  be  required  and 
the  radioi.sotopes  would  be  used  only  by 
phy.'^icians  and  only  for  medical  diag- 
no.sis  or  therapy.  The  maximum  quan- 
tities of  radioactive  material  which  a 
physician  could  possess  at  any  one  time 
under  th:s  general  license  would  be  15 
millicuiies  of  iodine  131  and  10  milli- 
caries  of  pho.sphorus  32. 

Since  phosphorus  32  is  a  pure  beta 
emitter,  the  radiation  dose  rates  re- 
vived by  the  hands  of  persons  who  han- 
dle this  isotope  in  closed  containers  is 
quite  low.  The  bremsstrahlung  dose 
rate  through  the  walls  of  a  glass  bottle 
containing  5  millicuries  of  the  isotope 
IS  about  0  5  mr  hr  at  10  centimeters 
from  the  bottle.  The  surface  dose  rate 
could  be  as  high  as  0.5  •  <  10 ' '  50  mr  hr 
Quimby  '  found  that  the  dose  rate  at  the 
mouth  of  an  "open"  bottle  with  a  3 
square  centimeter  area  and  5  centimeters 
deep,  containing  10  millicuries  of  phos- 
phorus 32  was  as  high  as  100  rads  per 
hour  Hence,  precautions  must  be  taken 
when  handling  this  isotope  to  assure  that 
the  hands  are  not  overexposed.  How- 
ever, because  of  the  type  of  container  in 
which  the  isotope  is  received  and  the 
manner  in  which  the  material  is  used, 
the  radiation  doses  to  physicians  and 
technicians  working  with  phosphorus  32 
are  normally  low. 

The  radiation  levels  outside  of  the 
bodies  of  patients  who  have  been  mven 
phosphorus  32  are  quite  low.  There  Ls 
no  external  hazard  to  nursing  personnel 
uho  care  for  such  patients.  Instructions 
for  nursins  personnel  are  standardized 
with  respect  to  precautions  to  be  ob- 
served in  the  event  the  patient  should 
vomit  after  oral  administration  and  pre- 
cautions to  be  observed  regarding  ex- 
creta. 

Therapeutic  doses  of  iodine  131  are 
normally  handled  with  forceps  or  tongs 
to  reduce  the  radiation  exposure.  The 
do.se  rate  at  the  surface  of  an  unshielded 
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boUle  containing  15  millicuries  of  Iodine 
i:j1  could  be  as  high  as  0.65  roentgens 
pi  :  minute  The  provisions  of  the  gen- 
t  lal  license  would,  in  effect,  require  that 
th>  iodine  131  be  kept  in  a  shielded  con- 
tainer winch  would  reduce  the  radiation 
livcl  at  the  container  surface  to  200 
ni!  hr  and  at  one  meter  from  the  con- 
ta.ned  radioactive  material  10  mr  hr. 
B»  cause  of  the  shielding  of  the  storage 
container  and  the  routine  manner  in 
V.  Inch  ^he  material  is  used,  the  radiation 
(!i:sc\s  to  phy.sicians  and  technicians 
working  with  the  material  are  kept  well 
b  low  the  expo.'-ure  Umits  of  10  CFR 
I'.irl  20. 

SjM^cial  pi  ecaution.s  are  required  in  :he 
handling  of  patients  containing  thtra- 
peutic  levels  of  iodine  131  with  respect  to 
external  radiation  in  the  vicinity  of  the 
patient  and  with  respect  to  vomitus  and 
excreta.  Extrapolating  calculations 
mven  by  Quimby,'  the  maximum  do.>^e 
which  a  nurse  would  be  expected  to  re- 
ceive while  caring  for  a  patient  contain- 
ing 15  millicuries  of  iodine  131  for  six 
days  would  be  about  25  mlllirem  to  the 
whole  body  and  250  mlllirem  to  the 
hands  A  special  duty  nurse  would  be 
expected  to  receive  a  whole  body  ex- 
iwsure  of  about  50  mlllirem  during  the 
same  period  because  of  the  extra  time 
spent  m  the  room. 

iho  general  license  would  apply  only 
to  iodine  131  and  phosphorus  32  in  cap- 
-sules  or  other  forms  of  prepackaged  in- 
dividual doses.  Capsule  form  reduces 
the  povssibility  of  radio-contamination  if 
the  pharmaceutical  is  dropped.  Sup- 
pliers of  the  general  licensed  radioiso- 
topes would  be  required  under  the  pro- 
visions of  ii  30.241  k)  to  provide  the  gen- 
eral licensee  with  instructions  as  to  the 
precautions  to  l>e  observed  in  handling 
this  material.  These  Instructions  would 
be  approved  by  the  Conmiission's  staff 
prior  to  issuance  of  a  license  to  the  sup- 
plier authorizing  him  to  distribute  radio- 
i.sotopes to  general  licensees.  With  the 
safety  instructions  issued  by  the  radio- 
i.sotope  supplier,  these  radioisotopes 
should  be  used  in  a  safe  manner. 

Because  of  the  high  levels  of  radiation 
associated  with  millicurie  amounts  of 
uiishielded  phosphorus  32  and  Iodine  131. 
and  po.ssible  contamination  which  could 
result  from  vomitus  and  excreta,  a  ra- 
diation survey  instrument  is  considered 
necessary  for  use  by  the  general  licensee 
at  all  times  to  assure  the  safe  use  of 
this  material. 

As  in  the  case  of  diagnostic  radioiso- 
topes, therapeutic  doses  are  ordered  by 
physicians  on  an  as  needed  basis.  Con- 
.sequently.  very  little  waste  material  re- 
sults. Because  of  the  short  half-lives 
of  iodine  131  and  phosphorus  32  any 
contaminated  equipment,  including  bed- 
ding, can  be  stored  until  the  radioac- 
tivity has  decayed  to  safe  amounts. 

The  proposed  general  license  of  §  30  26 
would  not  require  the  hospitalization  of 
patients  containing  radioisotopes.  The 
levels  of  radiation  about  patients  con- 
taining phosphorus  32  are  very  low. 
Those  about  patients  containing  Iodine 
131  are  substantial  but  are  not  con- 
sidered sufficiently  high  to  •errant  hos- 
pitalization. Such  patients  are  per- 
mitted to  return  home  after  adminis- 


Thursdayt  January  18,  1962 

tration  under  present  specific  licensing 
procedures.  The  dose  rate  at  one  foot 
from  the  thyroid  of  a  patient  who  is  ad- 
ministered 30  mllllcurles  of  iodine  131 
Is  initially  less  than  20  mr/hr.  AiH)rozi- 
mately  50  percent  of  the  radioisotope  is 
eliminated  by  urinary  excretion  during 
the  first  48  hours  and  thereafter  the 
radioisotope  Is  reduced  50  percent  each 
week  due  to  biological  and  radiological 
decay.' 

The  general  license  would  require  each 
physician  who  proposes  to  receive  by- 
product material  under  the  provisions 
of  the  general  license  to  register  with  the 
Commission  prior  to  receiving  the  by- 
product material.  Registration  will  pro- 
vide the  Commission  with  the  names  and 
addresses  of  the  generally  licensed  phy- 
sicians so  that  inspections  may  be  con- 
ducted by  the  AEC. 

Section  30.28:  Cobalt  60  was  one  of  the 
first  artificial  radioisotopes  to  be  used 
therapeutically,  since  It  seemed  to  be 
the  most  suitable  replacement  for 
radium.'  Needles  or  tubes  of  this 
radioisotope  are  used  to  supplement  or 
replace  radltim  In  Intracavitary  or  inter- 
stitial treatments.  The  dosage  delivered 
by  0.646  mllllcurles  of  cobalt  60  is  the 
same  In  roentgens  per  hour  as  that  de- 
livered by  one  milligram  of  radium 
filtered  by  0.5  mm  of  platinum.*  The 
procedures  for  cobalt  60  therapy  are 
essentially  the  same  as  for  radium. 
Cobalt  60  Is  a  relatively  corrosion  re- 
sistant metal  while  radium  is  a  powder 
(radium  sulfate) .  Absorbed  cobalt  60  is 
rapidly  excreted  while  radium  may  be 
deposited  In  the  bone. 

Cobalt  60  needles  are  prepared  by 
hermetically  sealing  small  segments  of 
cobalt  60  wire  In  stainless  steel  tubing 
and  other  corrosion  resistant  metals. 
They  are  essentially  the  same  size  as 
radium  needles.  Needles  are  placed 
directly  in  the  tumor  mass  with  thread 
or  wire  by  which  they  may  be  withdrawn 
after  the  desired  dosage  has  been 
delivered. 

There  are  five  stages  during  which 
radiation  hazards  may  exist  during  the 
use  of  cobalt  60.  These  are  listed  below 
along  with  a  discussion  of  each. 

1.  Storage  and  transfer  from  storage. 
Under  the  provisions  of  the  proposed 
general  license  the  cobalt  60  mtist  be 
stored  In  the  shielded  storage  case  in 
which  the  cobalt  60  Is  received  or  a  con- 
tainer providing  equivalent  radiation 
protection.  The  maximum  radiation 
level  on  the  surface  of  the  container 
would  be  200  mr/hr  and  at  1  meter 
from  the  contained  radioactive  material 
10  mr/hr.  The  sources  are  prepared  for 
use  with  the  aid  of  remote  handling 
tools  behind  shields.  The  need  for 
shielding  and  remote  manipulators  is 
evident  Inasmuch  as  the  dose  rate  at  one 
foot  from  100  mllllcurles  of  unshielded 
cobalt  60  Is  1.4  r/hr.  Procedures  for 
transfer  are  well  established  because  of 
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the  experience  gained  over  several  years 
in  the  use  of  radium. 

2.  Application  to  patient.  Cobalt  60 
sources  are  normally  applied  to  patients 
in  the  operating  room.  They  are  trans- 
ferred to  the  operating  room  In  their 
shielded  container  and  placed  In  the 
patient  by  use  of  remote  manipulators. 
The  time  required  to  insert  sources  in 
patients  is  kept  at  a  minimum  since  the 
methods  of  implant  are  determined  in 
advance.  Sources  are  packed  in  place 
with  dressings  and  special  appliances 
to  assure  that  sources  are  not  acciden- 
tally extruded  from  the  patient. 

3.  Irradiation  of  patient.  Procedures 
for  caring  for  patients  with  cobalt  60 
implants  are  well  established.  Special 
instructions  are  required  for  nursing  per- 
sonnel to  advise  them  of  safe  distances 
and  times  to  spend  in  the  vicinity  of  the 
patient,  and  to  Inform  them  of  what 
should  be  done  If  a  tube  or  needle  should 
be  extruded  from  the  patient.  Under  the 
provisions  of  the  general  license  the 
physician  would  be  supplied  such  in- 
structions by  the  supplier  of  the  byprod- 
uct material. 

Because  of  the  high  dose  rates  about 
patients  containing  cobalt  60  needles 
or  tubes,  the  proposed  general  license 
woiUd  require  hospitalization  of  the 
patient  until  the  byproduct  material  is 
removed.  The  dose  rate  at  three  feet 
from  a  patient  containing  100  millicuries 
of  the  isotope  may  be  as  high  as  155 
mr/hr.  A  radioisotope  record  card  con- 
taining the  radiation  caution  symbol 
would  be  required  to  be  attached  to  the 
patient's  bed  or  to  the  door  of  the  room 
in  which  the  patient  Is  hospitalized.  The 
card  would  accompany  the  patient  when- 
ever he  leaves  his  room  as  long  as  the 
radioisotope  is  contained  in  his  body. 
The  card  would  serve  to  give  warning  to 
anyone  performing  services  for  the 
patient  in  order  to  minimize  their  radia- 
tion exposures. 

4.  Removal  of  sources.  Sources  may 
be  removed  in  the  operating  room  or  at 
the  patient's  bedside.  They  are  immedi- 
ately rettunied  to  the  storage  container. 
Special  care  must  be  taken  when  remov- 
ing the  sources  to  assure  that  all  sources 
placed  in  the  patient  are  accounted  for. 
The  propc»ed  general  license  would  re- 
quire that  a  physical  Inventory  of  the 
cobalt  60  needles  or  tubes  be  conducted 
after  each  use  to  account  for  all  byprod- 
uct material  used. 

5.  Dismantling  of  cobalt  60  applicator 
and  return  to  stock.  Following  removal 
of  the  sources  from  the  patient,  the  ap- 
plicator is  dismantled  behind  shielding 
with  remote  ma,nipulators,  cleaned  and 
returned  to  the  shielded  container  for 
future  use.  These  procedures  are  well 
established. 

Because  of  the  high  levels  of  radiation 
associated  with  the  millicurie  amounts 
of  cobalt  60  which  would  be  used,  the 
general  license  would  require  the  licensee 
to  malT't^*"  and  use  a  calibrated  radia- 
tion survey  instrument  in  his  program. 
The  instrument  would  also  be  useful  to 
locate  any  source  which  is  accidentally 
extruded  from  a  patient. 

Tlie  provisions  of  the  general  license 
require  that  the  sealed  source  shall  be 
tested  for  leakage  at  twelve-month  In- 
tervals, wad  q;>ecify  what  should  be  done 
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In  event  a  leaking  source  is  foimd.  The 
manufacturer  of  Uie  sealed  sources  would 
be  required  to  test  sources  following 
manufacture  to  assure  that  they  are 
properly  sealed.  Also,  each  source  must 
be  Individually  calibrated  and  marked 
by  the  manufacturer  so  as  to  Identify  the 
number  of  millicuries  and  linear  inten- 
sity of  each  needle  or  tube. 

Any  physician  who  proposes  to  receive 
byproduct  material  under  general  license 
wotild  be  required  to  register  with  the 
Commission  prior  to  receiving  the  ma- 
terial. The  general  licensee  would  not 
be  permitted  to  transfer,  abandon  or 
dispose  of  the  radioisotope  except  by 
transfer  to  a  person  generally  or  spe- 
cifically licensed  to  receive  the  material. 
Further,  persons  who  manufacture  and 
distribute  cobalt  60  under  the  provisions 
of  §  30.24(1)  would  be  required  by  §  30.32 
(g)  to  inform  the  Commission  of  all 
transfers  of  cobalt  60  to  general  licensees. 
Because  of  the  possible  hazards  of  the 
radioisotope  in  the  hands  of  an  untrained 
person,  the  reporting  requirements  are 
considered  necessary.  Further,  this  will 
enable  the  Commission  to  perform 
Inspections  of  the  general  licensed 
physician. 

Pursuant  to  the  Atomic  Energy  Act  of 
1954,  as  amenc'ed,  and  the  Administra- 
tive Procedure  Act  of  1946,  notice  is 
hereby  given  that  adoption  of  the  fol- 
lowing amendments  to  Part  30  is  con- 
templated. All  interested  persons  who 
desire  to  submit  written  comments  or 
suggestions  in  cormection  with  the  pro- 
posed amendments  should  send  them  to 
the  Secretary,  United  States  Atomic  En- 
ergy Commission,  Washington  25.  D.C., 
within  ninety  (90)  days  after  publica- 
tion of  this  notice  in  the  Federal  Regis- 
ter. Comments  received  after  that 
period  will  be  considered  if  it  is  prac- 
ticable to  do  so.  but  assurance  of  con- 
sideration cannot  be  given  except  as  to 
comments  filed  within  the  period 
specified. 

1.  A  new  §  30.11  is  added  to  read  as 
follows: 

§  30.11  Exemption  of  certain  quantities 
of  byproduct  material  for  medieval 
use. 

(a)  A  physician  is  exempt  from  the 
requirements  for  a  license  set  forth  in 
section  81  of  the  Act  and  from  the  regu- 
lations in  this  part  to  the  extent  that 
he  receives,  possesses,  uses  or  transfers 
in  accordance  with  the  provisions  of 
paragraphs  (b),  (c),  and  (d)  of  this 
section  the  following  byproduct  mate- 
rials: 

(1)  Iodine  131  in  capsules,  disposable 
hypodermic  ssnringes  or  other  forms  of 
prepackaged  individual  doses. 

(2)  Cobalt  58  in  capsules  or  other 
forms  of  prepackaged  individual  doses. 

(3)  Cobalt  60  In  capsules  or  other 
forms  of  prepackaged  individual  doses. 

(4)  Chromium  51. 

(b)  A  physician  shall  not  possess  at 
any  one  time,  pursuant  to  the  exemption 
in  paragraph  (a)  of  this  section  more 
than: 

(1)  200  microcuries  of  iodine  131.  and 

(2)  10  microcuries  of  cobalt  58.  and 

(3)  10  microcuries  of  cobalt  60.  and 

(4)  200  microcuries  of  chromium  5L 


ic)  The  exemption  in  paragraph  (a) 
of  this  section  is  effective  only  when: 

(1)  The  container  of  the  pharma- 
ceutical bears  a  label  which  includes  the 
following  statement:  "This  pharma- 
ceutical may  be  distributed  to  physicians 
under  license  exemption  of  the  US. 
Atomic  Energy  Commission.  ' 

(2)  The  byproduct  material  is  stored. 
until  administered,  in  the  original  ship- 
ping container  or  in  a  container  provid- 
ing equivalent  radiation  protection. 

(d)  A  physician  who  possesses  by- 
product material  under  the  exemption  in 
this  section : 

(1)  Shall  use  the  pharmaceutical  re- 
ceived pursuant  to  the  exemption  in 
paragraph  (a)  of  this  section  only  for 
those  uses  described  in  the  label  or 
brochure  accompanying  the  package. 

(2)  Shall  not  transfer,  abandon,  or 
dispose  of  the  byproduct  material  except 
by  transfer  to  a  person  authorized  to 
receive  the  byproduct  material  pursuant 
to  a  specific  license  issued  by  the  Com- 
mission or  pursuant  to  the  exemption 
in  paragraph  (a)  in  this  section  or  the 
general  license  in  S  30.26  <  a  > . 

(3)  Shall  not  transfer  the  byproduct 
material  to  another  person  except  in  the 
unopened,  labeled  shipping  container  as 
received  from  the  supplier. 

2.  A  new  9  30.26  Is  added  to  read  as 
follows: 

§  30.26     Central  lirrn.se,  rertMin  diasiio— 
tic  and  therapeutic  quantilie». 

(a)  A  general  license  is  hereby  issued 
to  any  physician  to  receive,  possess,  use. 
or  transfer  in  accordance  with  the  pro- 
visions of  paragraphs  ( b ) ,  f  c  > .  and  i  d » 
of  this  section  the  following  byproduct 
materials : 

(1)  Iodine  131  in  capsules  or  other 
forms  of  prepackaged  individual  doses. 

(2)  Phosphorus  32  in  capsules  or  other 
forms  of  prepackaged  individual  doses. 

(b)  No  physician  shall  receive,  possess, 
use.  or  transfer  byproduct  material  pur- 
suant to  the  general  license  established 
by  paragraph  <a>  of  this  section  until 
he  has: 

(1)  Piled  Form  AEC  482.  Registration 
Certificate — Medical  Use  of  Byproduct 
Material  Under  General  License"  in 
triplicate  with  the  Director.  Division  of 
Licensing  and  Regulation.  U.S.  Atomic 
Eiiergy  Commission.  Washington  25. 
D.C..  and 

(2)  Received  from  the  Commission  a 
validated  copy  of  the  Form  AEC-482 
with  registration  number  assigned. 

(c)  A  physician  who  receives  a  phar- 
maceutical containing  byproduct  ma- 
terial pursuant  to  the  general  license 
established  by  paragraph  (a)  of  this 
section  shall  comply  with  the  following : 

<  1 )  He  shall  not  possess  at  any  one 
time,  pursuant  to  the  general  license 
in  paragraph  (a»  of  this  section,  more 
than: 

(i)  15  millicuries  of  iodine  131  in  cap- 
sxiles  or  other  forms  of  prepackaged 
individual  doses,  and 

(ii)  10  millicuries  of  phosphorus  32 
in  capsules  or  other  forms  of  prepack- 
aged individual  doses. 

(2)  He  shall  not  receive,  possess,  or 
use  the  pharmaceutical  pursuant  to  the 
general  license  in  paragraph  (a)  of  this 
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section,  unless  the  container  bears  a 
label  which  includes  the  following 
statement:  "This  pharmaceutical  may 
be  distributed  to  physicians  pursuant  to 
general  license  10  CFR  30.26  of  the  US. 
Atomic  Energy  Commission." 

i3t  He  shall  use  the  pharmaceutical 
received  pursuant  to  the  general  license 
in  para?;raph  (a>  of  this  section  only 
for  those  uses  described  in  the  label  or 
brochure  accompanying  the  package. 

<4>  He  shall  not  transfer,  abandon, 
or  dispose  of  the  pharmaceutical  except: 

Ii »  By  transfer  to  a  person  authorized 
to  receive  the  byproduct  material  pur- 
suant to  a  specific  hcense  issued  by  the 
Commission  or  pursuant  to  the  general 
license  in  paragraph  <a>  of  this  section. 

1  ii  >  By  release  into  a  sanitary  sewer- 
aic  system:  Provided,  however.  That 
the  total  quantity  of  byproduct  material 
released  into  the  sanitary  sewerage 
system  by  the  general  licensee  does  not 
exceed  more  than  100  microcuries  in 
any  twenty-four  hour  period  and  the 
total  quantity  of  byproduct  material  re- 
leased into  the  sanitary  sewerage  sys- 
tem by  the  general  licensee  does  not 
exceed  100  millicuries  in  any  one  year 

f5>  He  shall  not  transfer  such  phar- 
maceutical to  another  person  except  in 
the  unopened,  labeled  shippins  con- 
tainer as  received  from  the  supplier. 

i6>  He  shall  store  the  pharmaceutical 
until  administered,  in  the  orin:inal  ship- 
pin;-,'  container  or  a  container  providing 
equivalent  radiation  protection. 

'7'  He  shall  not  use  the  pharmaceu- 
tical for  any  purpose  other  than  medical 
diagnosis  or  therapy. 

(8i  He  shall  maintain,  at  each  facility 
where  the  byproduct  material  is  u.sed, 
a  calibrated  and  operable  radiation  sur- 
vey instrument  capable  of  measunns 
from  0.1  millirad  per  hour  to  20  milli- 
rads  per  hour  of  the  radiations  emitted 
by  the  material  generally  licen.sed  pur- 
suant to  paragraph   la'   of  this  section 

i9>  He  shall  calibrate  or  have  cali- 
brated each  survey  instalment  at  inter- 
vals not  to  exceed  six  i6'  months  and 
after  each  servicing. 

1 10-  He  shall  secure  byproduct  ma- 
terial against  unautliorized  removal 
from  the  place  of  storage. 

ill'  He  shall  survey  the  immediate 
areas  in  which  iodine  131  or  phosphorus 
32  is  used  for  possible  contamination 
immediately  following  a  spill  or  unac- 
counted loss  of  any  quantity  of  iodine 
131  or  phosphorus  32  and  shall  decon- 
taminate such  areas  to  a  level  not  ex- 
ceeding 2  millirads  per  hour  measured 
at  a  distance  of  one  centimeter  from  the 
surface. 

1 12'  He  shall  maintain  records  show- 
ing the  dates  of  calibration  of  each  sur- 
vey instrument,  names  of  persons  who 
performed  the  calibrations,  and  the  re- 
sults of  surveys  required  by  subpara- 
graph an  of  this  paragraph. 

(13»  He  shall  assure  that  each  con- 
tainer in  which  a  quantity  of  more  than 
10  microcuries  of  iodine  131  of  phos- 
phorus 32  is  transported,  stored,  or  used 
bears  a  durable,  clearly  visible  label 
bearing  the  conventional  three-bladed 
radiation  symbol  (magenta  or  purple  on 
yellow  background)  and  the  words: 
"Caution — Radioactive  Material."   If  the 


container  Is  used  for  storage  the  label 
shall  also  state  the  quantities  and  kinds 
of  radio<u:tive  materials  in  the  container 
and  the  date  of  measurement  of  the 
quantities. 

(14)  He  shall  assure  that  each  area  or 
room  in  which  a  total  of  more  than  100 
microcuries  of  iodine  131  or  phosphorus 
32  is  used  or  stored,  excluding  bjrproduct 
material  contained  in  patients,  is  con- 
spicuously posted  with  a  sign  bearing 
the  conventional  three-bladed  radiation 
symbol  and  the  words:  "Caution — Ra- 
dioactive Material(s) ."  Such  posting  is 
not  required  for  an  area  or  room  which 
is  under  the  licensee's  control,  and 
which  contains  byproduct  material  for 
less  than  eight  hours,  if  the  materials 
are  constantly  attended  by  an  individual 
who  will  take  necessary  precautions  to 
minimize  exposure  of  individuals  to  the 
radiation. 

(15*  He  shall  comply  with  such  radi- 
ation safety  instructions  which  accom- 
pany the  shipment  of  bjiiroduct  material 
and  are  referenced  in  the  label  attached 
to  the  container  of  the  byproduct 
material. 

(16  •  He  shall  report  by  telephone  or 
telegraph  to  the  Director.  Division  of 
Licensing  and  Regulation.  Atomic  En- 
ergy Commission  within  24  hours  after 
its  occurrence  becomes  known  to  the  li- 
censee any  loss  or  theft  of  more  than  one 
millicurie  of  iodine  131  or  phosphorus  32. 

(d)  In  addition  to  the  conditions, 
limitations  and  requirements  of  para- 
graphs <b».  <c).  and  (d)  of  this  section, 
the  general  license  provided  in  para- 
graph <a>  of  this  section  is  subject  to 
the  conditions,  limitations  and  require- 
ments of  J5  30  32.  30.33,  30.41.  30.42. 
30  43.  30.44.  30  52.  and  30.61  of  this  part. 

(e>  The  general  licensee  under  para- 
graph I  a)  of  this  section  is  exempt  from 
the  requirements  of  Part  20  of  this 
chapter  with  respect  to  the  byproduct 
materials  covered  by  the  general  licen.se. 

3    A  new    5  30  28  is  added  to  read  as 

follows: 

<;;  .10.28      (^ciH'riil    liceii.or.    cobult    60    f«>r 
inlrr«lilial.  inlraravliary  therapy. 

<a)  A  general  license  is  hereby  issued 
to  any  physician  who  has  at  least  three 
years  of  experience  in  the  interstitial  or 
intracavitar>'  use  of  sealed  sources  con- 
taining radioactive  materials,  and  certi- 
fies to  the  Commission  that  he  is  fsunil- 
lar  with  the  hazards  and  appropriate 
precautions  associated  with  such  sealed 
sources,  to  receive,  possess,  use,  or 
transfer,  in  accordance  with  the  pro- 
vi.sions  of  paragraphs  <b).  (O.  and  <d> 
of  this  section,  cobalt  60  contained  in 
needles  or  tubes  designed  and  manufac- 
tured for  interstitial  or  intracavitai-y 
therapy. 

•  b)  No  physician  shall  receive,  possess, 
use.  or  transfer  byproduct  material  pur- 
suant to  the  general  license  establislied 
by  paragraph  <a>  of  this  section  until 
he  has: 

•  1)  Piled  Form  AEC-482-A,  "Regis- 
tration Certificate — Generally  Licensed 
Medical  Devices,"  In  triplicate  with  the 
Director.  Division  of  Licensing  and 
Regulation.  U.S.  Atomic  Energy  Com- 
mission. Washington  25.  D.C.,  and 
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(2)  Received  from  the  Commission  a 
\  alidated  copy  of  the  Form  AEC-'482-A 
with  registration  number  aaalgned. 

(c)  A  physlclaxi  who  receives  by- 
product material  pursuant  to  the  gen- 
eral license  established  by  paragraph 
I  a)  of  this  section  shall  comply  with  the 
following  requirements: 

•  D  He  shall  not  possess  at  any  one 
time,  pursuant  to  the  general  license  i^ 
paragraph  (a)  of  this  section  more  than 
100  millicuries  of  cobalt  60. 

•  2>  He  shall  not  receive,  possess,  or 
use  byproduct  material  pursuant  to  the 
general  license  in  paragraph  (a)  of  this 
section,  imless  the  container  bears  a 
label  which  includes  the  following  state- 
ment: "This  device  may  be  distributed 
to  physicians  pursuant  to  general  license 
10  CFR  30.28  of  the  U.S.  Atomic  Energy 
Commission." 

<3)  He  shall  have  the  cobalt  60  needles 
and  tubes  tested  for  leakage  of  radio- 
active material  by  a  person  speciflcally 
licensed  by  the  Commission  to  perform 
such  tests,  at  no  longer  than  twelve- 
month intervals  by  a  test  capable  of  de- 
tecting the  presence  of  0.005  microcurie 
of  removable  contamination  on  each 
sealed  soiu-ce.  Any  test  which  reveals 
the  presence  of  0.005  microcurie  or 
more  removable  radioactive  material 
shall  be  considered  evidence  that  the 
sealed  source  is  leaking. 

•  4)  He  shall  immediately  withdraw 
from  use  any  cobalt  60  needle  or  tube 
which  is  leaking  or  has  been  damaged 
or  broken  and  shall  cause  it  to  be  re- 
paired by  the  supplier  or  other  person 
holding  a  specific  license  issued  by  the 
Commission  to  manufacture  or  repair 
such  needle  or  tube,  or  dispose  of  it  by 
transfer  to  a  person  speciflcaUy  licensed 
by  the  Commission  to  receive  the  by- 
product material  A  report  shall  be  filed 
in  duplicate  by  the  physician  within  10 
days  after  determining  that  any  needle 
or  tube  is  leaking,  with  the  Dlrecttw,  Di- 
vision of  Licensing  and  Regulation,  U.S. 
Atomic  Energy  Commission,  Washington 
25,  D.C.,  describing  the  type  of  needle  or 
tube  involved,  the  test  results,  and  the 
corrective  action  taken. 

(5)  He  shall  not  transfer,  abandon, 
or  dispose  of  the  needle  or  tube  except  by 
transfer  to  a  person  authorized  to  rec^ve 
the  byproduct  material  pursuant  to  a 
specific  license  issued  by  the  Commis- 
sion or  pursuant  to  the  general  license 
in  paragraph  (a)  of  this  section. 

<  6  >  He  shall  store  the  byproduct  ma- 
terial, except  when  in  use,  in  the  shielded 
storage  box  or  case  in  which  it  is  re- 
ceived or  in  a  container  providing  equiv- 
alent radiation  protection. 

i7>  He  shall  secure  each  cobalt  60 
needle  or  tube  against  unauthorized  re- 
moval from  its  place  of  storage. 

'8'  He  shall  maintain,  at  each  fa- 
cility where  the  byproduct  material  is 
used,  a  calibrated  and  operable  radiation 
.'<urvey  instrument  capable  of  measuring 
from  0.1  millirad  per  hour  to  500  milli- 
rads per  hour  of  the  radiations  emitted 
by  the  generally  licensed  material. 

<9)  He  shall  calibrate  or  have  cali- 
brated each  survey  instrument  at  inter- 
vals not  to  exceed  six  (6>  months  and 
after  each  servicing. 

(10)  He  shall  conduct  after  each  use 
a  physical  inventory  of  the  cobalt  60 
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needles  or  tubes  to  account  for  all  the 
byproduct  material  used. 

(11)  He  Shan  hospitalize  any  patient 
in  n^uxn  the  physician  has  inserted  co- 
balt 80  until  such  time  as  the  cobalt  60 
is  removed  from  the  patient 

(12)  He  shall  c(Hnplete  and  attach  a 
radioisotope  record  card  to  the  bed  or  to 
the  door  of  the  room  in  which  a  patient 
with  colMiIt  00  In  his  body  is  hospitalized. 
The  card  diall  accompany  the  patient 
whenevo:  he  leaves  such  room  and  shall 
include  the  following: 

(1)  The  conventional  three-bladed 
radiation  caution  symbol. 

(ii)  The  name  of  the  patient. 

(ill)  llie  nimiber  of  millicuries  of 
cobalt  60  which  have  been  administered 
to  the  patient. 

(iv)  The  name  of  the  physician  in 
charge. 

(IS)  He  shall  post  each  area  or  room 
in  which  a  cobalt  60  needle  is  being  used 
or  stored  with  a  sign  bearing  the  conven- 
tional three-bladed  radiation  symbol 
(magenta  or  purple  on  yellow  back- 
groimd)  and  the  words:  "Caution — Ra- 
dioactive   material(s) ." 

(i)  Such  posting  is  not  required  for  an 
area  or  room  which  is  under  the  licensee's 
control  and  which  contains  cobalt  60 
needles  or  tubes  for  less  than  eight  hours 
if  the  cobalt  60  is  constantly  attended 
by  an  individual  who  will  take  necessary 
precautions  to  minimize  exposure  of  in- 
dividuals to  the  radiation. 

(ii)  Such  posting  is  not  required  for 
a  roMn  or  other  area  in  a  hospital  be- 
cause of  the  presence  of  cobalt  60  needles 
or  tubes  in  patients  provided  there  are 
personnel  in  attendance  who  will  .take 
necessary  precautions  to  minimize  the 
exposure  of  other  persons  to  the 
radiati<m. 

(14)  He  shall  not  possess,  use  or  trans- 
fer generally  licensed  byproduct  material 
in  such  a  manner  as  to  cause  any  in- 
dividual, other  than  a  patient  to  whom 
the  byproduct  material  is  administered, 
to  receive  in  any  period  of  one  calendar 
quarter  from  generally  licensed  by- 
product material  and  other  sources  of 
radiation  in  the  licensee's  possession  a 
dose  in  excess  of  the  limits  specified  in 
the  following  table : 

Bf«ns  Per  Calendar  Quarter 

(I)  Whole  body:  head  and  trunk:  ac- 
ttve  bkxxl-formlng  <xgans; 
lens  of  ey«a;  or  gonads l^; 

(il)  Hands   and    forearms;    feet    and 

ankles —     18*4 

(Mi)   Skin  Of  Whole  body-. T'j 

(15)  He  shall  supply  a  film  badge, 
pocket  chamber,  or  pocket  dosimeter  to, 
and  shall  require  the  use  of  such  person- 
nel monitoring  equipment  by.  any  in- 
dividual who  is  likely  to  receive  a  radia- 
tion dose  in  any  one  calendar  quarter  in 
excess  of  25  percent  of  the  applicable 
values  specified  in  subparagraph  <  14)  of 
this  paragraph. 

(18)  He  shall  make  or  cause  to  be 
made  such  radlati<m  surveys  as  may  be 
necessary  for  him  to  comply  with  the 
provisions  of  this  section. 

(17)  He  shall  report  by  telephone  or 
telegraph  to  the  Director.  Division  of 
Licensing  and  Regulation,  immediately 
after  its  occurrence  becomes  known  to 
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the  physician,  any  loss  or  theft  of  a  co- 
balt 60  needle  or  tube. 

(18)  He  shall  maintain  records  of: 

(i)  All  tests  performed  on  the  cobalt 
60  needle  or  tube  as  required  imder  this 
section,  including  dates  and  results  of 
the  tests  and  names  of  individuals  who 
conduct  the  tests. 

(ii)  Dates  of  calibration  for  each  sur- 
vey instrument  and  names  of  persons 
who  performed  the  calibrations. 

(ill)  Inventories  of  cobalt  60  needles 
or  tubes. 

(iv)  The  radiation  dose  of  all  indi- 
viduals for  whom  personnel  monitoring 
is  required  by  subparagraph  (15)  of  this 
paragraph. 

(v)  Radiation  surveys  required  by 
§  30.28(c)  (16). 

(19)  He  shall  comply  with  such  radia- 
tion safety  instructions  which  accom- 
pany the  shipment  of  byproduct  material 
and  are  referenced  in  the  label  attached 
to  the  container  of  the  bsrproduct  ma- 
terial. 

(d)  The  general  license  provided  in 
paragraph  (a)  of  this  section  is  subject 
to  the  provisions  of  SS  30.32,  30.33,  30.41. 
30.42,  30.43.  30.44,  30.52  and  30.61  of  this 
part. 

(e)  The  general  licensee  imder  para- 
graph (a)  of  this  section  is  exempt  from 
the  requirements  of  Part  20  of  this  chap- 
ter with  respect  to  the  byproduct  ma- 
terials covered  by  the  general  license. 

§  30.24      [Amendment] 

4.  A  new  paragraph  (k)  is  added  to 
§  30.24  to  read  as  follows: 

(k)  Manufacture  and  distribution  of 
byproduct  material  for  exempt  or  gen- 
erally licensed  medical  use.  An  applica- 
tion for  a  specific  license  to  manufacture, 
import,  label,  package,  and  distribute  by- 
product material  for  use  by  physicians 
exempt  from  licensing  tmder  §  30.11  or 
generally  licensed  under  S  30.28  will  not 
be  approved  unless: 

( 1 )  The  applicant  satisfies  the  general 
requirements  specified  in  t  30.23. 

(2)  The  applicant  submits  evidence 
that  the  byproduct  material  is  to  be 
manufactured,  labeled,  and  packaged  in 
accordance  with  a  new  drug  apidication 
which  the  Commissioner  of  Food  and 
Drugs,  Food  and  Drug  Administration, 
has  permitted  to  become  effective,  or  in 
accordance  with  a  license  issued  by  the 
Secretary.  Department  of  Health,  Edu- 
cation and  Welfare. 

(3)  The  applicant  submits  complete 
information  as  to  the  labeling  to  be  af- 
fixed to  the  container  of  the  byi»oduct 
material  which  shall  bear  one  of  the  fol- 
lowing statements,  as  apprcHiriate : 

(i)  "This  pharmaceutical  may  be  dis- 
tributed to  physicians  imder  license  ex- 
emption of  the  U.S.  Atomic  Energy 
Commission."     .^ 

(ii)  "This  pharmaceutical  may  be  dis- 
tributed to  physicians  pursuant  to  gen- 
eral license  10  CFR  30.28  of  the  U.S. 
Atomic  Energy  Commission." 

(4)  The  labels  and  brochures  which 
accompany  each  package  of  byproduct 
material: 

(i)  Contain  adequate  information  as 
to  precautions  to  be  observed  in  han- 
dling and  storing  such  byproduct 
materials; 
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<li)  Include  a  copy  of  }  30.11  or 
i  30.26  u  appropriate. 

5.  A  new  paragraph  (1>  ts  added  to 
I  30.24  to  read  as  follows : 

(1)  Manufacture  of  cobalt  60  needles 
or  tubes  for  distribution  to  persons  gen- 
erally licensed  under  S  30.28  An  appli- 
cation for  a  specific  license  to  manufac- 
ture, Import,  label,  package  and  distrib- 
ute cobalt  60  needles  or  tubes  for  use 
by  physicians  generally  licensed  under 
i  30.28  will  not  be  approved  unless : 

(1)  The  applicant  satisfies  the  gen- 
eral reqitlrements  specified   in   9  30.23., 

(2)  The  applicant  submits  sufficient 
Information  relating  to  the  design,  man- 
ufacture, prototjrpe  testing  and  quality 
control  procedures  for  the  cobalt  60 
needles  or  tubes,  to  provide  reasonable 
assurance  that  the  byproduct  material 
contained  In  the  needle  or  tube  under 
normal  conditions  of  use  will  not  be 
likely  to  escape  therefrom. 

(3)  The  applicant  submits  sufficient 
information  relating  to  the  storage  con- 
tainer for  the  cobalt  60  needles  or  tubes. 
to  provide  reasonable  assurance  that : 

(i)  No  person  would  be  likely  to  re- 
ceive a  radiation  exposure  to  a  major 
portion  of  his  body  in  excess  of  0.5  rem 
in  a  year  under  ordinary  circumstances 
of  storage. 

(ii)  The  storage  container  may  be 
kept  locked. 

(4)  The  applicant  submits  complete 
information  as  to  the  labeling  to  be  af- 
fixed to  the  storage  container  for  the 
cobalt  60  needles  or  tubes,  which  shall 
contain  adequate  information  for  the 
safe  use  or  manipulation  of  the  co- 
kMilt  60  needle  or  tube  and  shall  bear 
the  following  statement:  "This  device 
may  be  distributed  to  physicians  pursu- 
ant to  general  license  10  CFR  30.28  of 
the  U.S.  Atomic   Energy   Commission." 

(5)  In  describing  the  label  or  labels 
to  be  afflxed  to  the  storage  container 
for  the  cobalt  60  needles  or  tubes,  the 
applicant  shall  separately  indicate  those 
instructions  and  precautions  which  are 
necessary  to  assure  safe  use  of  the  by- 
product material. 

(6)  Cobalt  60  needles  or  tubes  will  be 
comprised  of  cobalt  60  wire  hermetically 
sealed  within  stainless  steel  tubing,  or 
within  other  metal  or  sdloy  having 
equlvalait  properties  of  resistance  to 
corrosion  and  abrasion. 

(7)  Each  cobalt  60  needle  or  tube  will : 
(1)   Be  subjected  to  suitable  tests  to 

detect  possible  leakage  of  byproduct 
material. 

(ii)  Be  individually  calibrated. 

(ill)  Have  engraved  upon  it  a  code 
marking  which  indicates  the  linear  in- 
tensity and  number  of  millicuries  for 
such  needle  or  tube. 

§  30.32      r  .Amendment  ] 

6.  A  new  paragraph  ( g  •  is  added  to 
§  30.32  to  read  as  follows: 

(g)  Each  licensee  authorized  under 
{ 30.24(1)  to  manufacture,  import. 
label,  package,  and  distribute  cobalt  60 
needles  or  tubes  to  generally  licensed 
physicians: 

(1)  Shall  report  in  duplicate  to  the 
Director,    Division    of    Licensing     and 
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Regulation,  all  transfers  of  such  cobalt 
60  needles  or  tubes  to  physicians  gen- 
erally licensed  under  §30.28(a>.  Such 
report  shall  identify  each  general  licensee 
by  name  and  address  and  registration 
number:  date  of  transfer;  the  type  of 
cobalt  60  needles  or  tubes  transferred 
and  the  amount  in  millicuries  of  by- 
product material  contained  in  the 
needles  or  tubes.  The  report  .shall  be 
submitted  within  10  days  after  the  end 
of  each  calendar  month  in  which  such 
needle  or  tube  is  transferred  to  a  gen- 
erally  licensed  physician 

i2>  Shall  furnish  to  each  Roneral  li- 
censee to  whom  he  transfers  such  cobalt 
60  needle  or  tube, 

II)  A  copy  of  the  general  licen.s»'  estab- 
lished by  ;5  30  28. 

•  Ill  A  certificate  of  calibration  which 
shall  include  a  statement  that  the  needle 
or  tube  has  been  tested  and  shows  no 
detectable  leakage  of  radioactive  mate- 
rial to  the  exterior  of  the  needle  or  tube, 
a  statement  of  the  dosage  rate,  and  the 
name  of  the  manufacturer." 

Dated  at  Germantown.  Md  .  thi.s  10th 
day  of  January  1962. 

For  the  Atomic  Energy  Commi.«^sion. 

Woodford  B    McCool. 

Secretary. 

'PR      D.  .■      62   M7,      Filed      J.m      17      1962; 
8  45  i<  m  1 


FEDERAL  AVIATION  AGENCY 

M4  CFR   Port  507  ] 

|Reg  E>ocketNo  102S| 

EDO  AIRCRAFT 
Airworthiness   Directives 

Pursuant  to  the  authority  dele«,<ated 
to  me  by  the  Administrator.  1 14  CFR 
Part  405',  notice  is  hereby  given  that 
the  Federal  Aviation  Agency  has  under 
consideration  a  proposal  to  amend  Part 
507  of  the  regulations  of  the  Administra- 
tor to  include  an  airworthiness  directive 
requiring  modification  of  Edo  Models  345 
and  345A  airborne  Loran  A  rei'eivers  to 
reduce  the  radiation  to  an  acceptable 
level.  This  proposed  action  is  deemed 
necesiiar>'  since  it  has  been  determined 
that  excessive  spurious  radiation  from 
these  receivers  can  adversely  affect  the 
operation  of  other  navigational  or  com- 
munication equipment  installed  in  air- 
craft. 

Interested  persons  may  participate  in 
the  making  of  the  proposed  rule  by  sub- 
mitting such  written  data,  views,  or 
arguments  as  they  may  desire  Com- 
munications should  be  submitted  in 
duplicate  to  the  Docket  Section  of  the 
Federal  Aviation  Agency.  Room  C-226, 
1711  New  York  Avenue  NW..  Washington 
25,  DC.  All  communications  received 
on  or  before  February  19,  1962.  will  be 
considered  by  the  Administrator  before 
taking  action  on  the  proposed  rule.  The 
proposals  contained  in  this  notice  may  be 
changed  in  light  of  comments  received. 
All  comments  submitted  will  be  available, 
in  the  Docket  Section  for  examination 
by    interested    persons   when    the    pre- 


scribed date  for  return  of  comments  has 
expired.  This  proposal  will  not  be  given 
further  distribution  as  a  draft  release. 

This  amendment  is  proposed  under  the 
authority  of  Sections  313<a» .  601  and  603 
of  the  Federal  Aviation  Act  of  1958  (7U 
Stat.   752.   775.   776:    49   U.S.C.    1354«ai 
1421,  1423' 

In  consideration  of  the  foregoing,  it  is 
proposed  to  amend  8  507.10<ai  of  Part 
507  <14  CFR  Part  507  > .  by  adding  the 
following  airworthiness  directive: 

EDO  Applies  to  all  aircraft  equipped  with 
Model  345  and  346A  airborne  Loran  A 
receivers. 

Compliance  required  within  1.200  hours' 
time  in  service  alter  the  effective  date  of 
this  AD 

In  order  t«  reduce  the  spurious  radiation 
which  can  adversely  effect  other  navigational 
,ind  communication  equipment,  modify 
Models  345  and  345A  receivers  in  accord- 
.mce  with  Edo  Field  Change  Bulletin  No  27 
dated  August  28,  1961,  so  that  the  maximum 
r,vdlatlon  Is  400  micromlcrowatts 

Issued  in  Washington,  DC  ,  on  Jan- 
uary 11. 1962 

G.  S.  Moore, 
Acting  Director. 
Fliglit  Standards  Service. 


|FR      Doc      62-521;     Piled,    Jan 
8  46  a  m  I 
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[  14   CFR   Ports  600,   601  1 

(Airspace  Docket  No    ei-HO-9| 

FEDERAL     AIRWAYS,      CONTROLLED 
AIRSPACE  AND  REPORTING  POINTS 

Alterotion  of  Federal  Airway  and 
Associotvd  Control  Aroos 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  <14  CFR 
409.13 ».  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  is  considering 
amendments  to  55  600.6409  and  601.6409 
of  the  regulations  of  the  Administrator, 
the  substance  of  which  is  stated  below. 

Hawaiian  VOR  Federal  airway  No.  9 
presently  extends  from  the  point  of  in- 
tersection of  the  Lanai.  Hawaii.  VOR 
224"  and  the  Honolulu  VOR  179°  True 
radials  to  the  Honolulu,  Hawaii.  VOR. 
In  addition,  this  airway  includes  the  air- 
space between  straight  lines  starting 
from  a  point  on  each  outer  boundary  of 
the  airway  at  a  distance  of  50  statute 
miles  south  from  the  Honolulu  VOR.  and 
diverging  southward  at  angles  of  6°  rel- 
ative to  the  centerline  of  the  airway 
The  portion  of  this  airway  above  21.000 
feet,  mean  .sea  level,  which  oveiiap.s 
Warning  Area  (W-321  Area  C»  i.-?  ex- 
cluded. 

Tlie  Federal  Aviation  Agency  is  con- 
sidering the  alteration  of  VOR  Fedoial 
airway  No.  9  by  redesignating  it  as 
follows : 

From  the  intersection  of  the  Lanai,  Hawaii. 
VOR  223°  and  the  Honolulu,  Hawaii,  VOR- 
TAC  179  True  radials  (Honolulu  Oceanic 
Control  Area  Boundary),  to  the  Honolulu 
VORTAC,  including  the  additional  area  be- 
tween lines  diverging  at  angles  ol  6  from 
the  cent«rline  extending  southward  from  the 
Honolulu  VORTAC  to  the  Honolulu  Oceanic 
Control  Area  Boundary,  It  Is  propoeed  to 
designate  the  floors  of  the  control  areas  as- 
sociated with  this  VOR  airway  at  6.000  feet 
above  the  surface  between  the  intersection 
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(if  the  Lanai  VOR  223'  and  the  Honolulu 
VORTAC  179'  True  radial;,  and  the  Intersec- 
ti(in  of  the  Lanai  VOR  232"  and  the  Hono- 
lulu VORTAC  179*  True  radials;  at  3.000  feet 
.ii)<.)ve  the  surface  between  the  intersection 
of  the  Lanai  VOR  232°  and  the  Honolulu 
VORTAC  179*  True  radials,  and  the  inter- 
section of  the  Molokal.  Hawaii.  VOR  239* 
;ind  the  Honolulu  VORTAC  179°  True  r»- 
dlal.s;  and  at  l.£00  feet  above  the  surface 
between  the  intersection  of  the  Molokal, 
Hawaii.  VOR  239"  and  the  Honolulu  VOR- 
TAC 179*  True  radials.  and  the  Honolulu 
VORTAC.  Tlie  portion  of  this  airway  which 
would  faU  witmn  the  geographic  limits  of. 
and  between  the  established  altitudes  of 
W.irning  Area  'C"  (W-321)  would  be  ex- 
cluded during  the  time  of  use  of  the  warning 
area.  | 

This  proposed  action  would  release 
controlled  airspace  which  is  no  longer 
required  for  the  management  of  air 
traffic,  and  the  outermost  segment  of 
the  control  area  associated  with  this 
airway  would  have  a  floor  which  is  com- 
patible with  the  base  of  the  Honolulu 
Oceanic  Control  Area. 

Interested  persons  may  submit  such 
w  ritten  data,  views  or  arguments  as  they 
may  desire  Communcations  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator.  Pacific  Region,  Attn: 
Chief  Air  Traffic  Division.  Federal  Avia- 
tion Agency.  P.O.  Box  4009,  Honolulu  12. 
Hawaii.  All  communications  received 
within  forty-five  days  after  publication 
of  this  notice  in  the  FEDERAt  Recistsr 
will  be  considered  before  action  is  taken 
on  the  proposed  amendment.  No  public 
hearing  is  contemplated  at  this  time,  but 
arrangements  for  Informal  conferences 
with  Federal  Aviation  Agency  officials 
may  be  made  by  contacting  the  Regional 
Air  Traffic  Division  Chief,  or  the  Chief. 
Airspace  Utilization  Division,  Federal 
Aviation  Agency.  Washington  25.  D.C. 
Any  data,  views  or  arguments  presented 
during  such  conferences  must  also  be 
submitted  in  writing  in  accordance  with 
this  notice  in  order  to  become  part  of 
the  record  for  consideration.  The  pro- 
posal contained  in  this  notice  may  be 
changed  in  the  light  of  comments 
received. 

The  official  Docket  will  be  available  for 
examination  by  interested  persons  at 
the  Docket  Section.  Federal  Aviation 
Agency,  Room  C-226,  1711  New  York 
Avenue  NW.,  Washington  25.  D.C.  An 
informal  Docket  will  also  be  available 
for  exsmiination  at  the  office  of  the  Re- 
gional Air  Traffic  Division  Chief. 

This  amendment  is  proposed  imder 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  U.S.C. 
1348). 

Issued  in  Washington,  D.C,  on  Jan- 
uary 12,  1962. 

Chaslks  W.  Caucodt, 
Chief.  Airspace  Utilization  Division. 

|FR.    Doc.    62-52S:    Filed.    Jan.    17.    1963; 
8:4S  a.m.] 
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[  14  CFR  Port  602  ] 

( Alr^MMie  Docket  No.  61-WA-173 1 

JET  ROUTES  AND  JET  ADVISORY 
AREAS 

Designation 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR 
400.13).  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  is  considering 
amendments  to  §§  602.100  and  602.200  of 
the  regulations  of  the  Administrator,  the 
substance  of  which  is  stated  below. 

JThe  Federal  Aviation  Agency  has 
under  consideration  the  designation  of 
Jet  Route  No.  501  from  the  Seattle. 
Wash..  VORTAC  to  the  intersection  of 
the  Seattle  VORTAC  331"  True  radial 
and  the  United  States/Canadian  border, 
at  which  point  it  would  Join  with  Ca- 
nadian High  Level  airway  No.  501.  This 
would  provide  the  United  States  portion 
of  a  route  for  turbojet  aircraft  operating 
between  Seattle  and  Alaskan  and  Ca- 
nadian terminals.  Radar  jet  advisory 
service  would  be  provided  civil  turbojet 
aircraft  operating  via  this  Jet  route. 
This  proposed  Jet  route  would  not  coin- 
cide with  any  high  altitude  refueling 
areas. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Chief,  Air- 
space Utilization  Division,  Federal  Avia- 
tion Agency.  Washington  25,  D.C.  All 
commimications  received  within  forty- 
five  days  after  publication  of  this  notice 
in  the  Federal  Register  will  be  consid- 
ered before  action  is  taken  on  the  pro- 
posed amendment.  No  public  hearing 
is  contemplated  at  this  time,  but  ar- 
rangements for  informal  conferences 
with  Federal  Aviation  Agency  officials 
may  be  made  by  contacting  the  Chief, 
Airspace  Utilization  Division.  Any  data, 
views  or  arguments  presented  during 
such  conferences  must  also  be  submitted 
in  writing  in  accordance  with  this  notice 
in  order  to  become  part  of  the  record  for 
consideration.  The  proposal  contained 
in  this  notice  may  be  changed  in  the  light 
of  comments  received. 

The  official  Docket  will  be  available 
for  examination  by  interested  persons 
at  the  Docket  Section,  Federal  Aviation 
Agency.  Room  C-226.  1711  New  York 
Avenue  NW..  Washington  25,  D.C. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  19M  (72  SUt.  749;  49  U.S.C.  1348) . 

Issued  in  Washington,  D.C,  on  Jan- 
uary 12.  1962. 

Charles  W.  Cakmodt, 
Chief,  Airtpoee  Utilization  Division. 

[F.R.    Doc.    63-833;    Filed,    Jan.    17.    1962; 
•  :46ajn.] 
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FEDERAL  COMMUNICATIONS 
COMMISSION 

[  47  CFR   Part  9  ] 

(Docket  No.  14452;   RM  288] 

FREQUENCIES,  FREQUENCY  STABIL- 
ITY AND  DEFINITIONS;  PETITION 
FILED  BY  SYLVANIA  ELECTRIC 
PRODUCTS,  INC. 

Order  Extending  Time  for  Filing 
Comments 

In  the  matter  of  amendment  of  Part 
9  of  the  Commission's  rules  relative  to 
implementation  of  certain  requirements 
of  the  (Geneva  Radio  Regulations  (1959) 
regarding  frequencies,  frequency  stabil- 
ity and  definitions.  Petition  filed  by  Syl- 
vania  Electric  Products.  Inc.,  New  York, 
New  York,  October  24.  1961. 

1.  The  Commission  has  before  it  for 
consideration  a  request  from  Aircraft 
Owners  and  Pilots  Association  (AOPA) 
dated  January  5,  1962  for  an  extension 
of  time  for  the  filing  of  comments  in  the 
above-entitled  proceeding  to  February 
19,  1962. 

2.  The  request  is  based  on  the  grounds 
that  insufficient  time  exists  from  actual 
receipt  of  the  notice  of  proposed  rule 
making  to  the  closing  date  for  comments, 
and  the  serious  economic  impact  of  the 
rules.  Petitioner  states  that  of  the  four 
weeks  allowed  for  comments,  almost  two 
weeks  elapsed  before  the  Docket  was  in 
the  hands  of  the  interested  parties.  In 
addition,  a  survey  by  AOPA  Foundation 
indicates  that  more  than  65.000  VHF  air- 
craft transmitters  having  an  estimated 
replacement  value  of  60  million  dollars 
will  be  affected  by  the  proposal. 

3.  Inasmuch  as  the  subject  notice  of 
proposed  rule  making  was  released  on 
December  22,  1961.  just  prior  to  the 
Christmas  and  New  Year  holidays,  it  is 
understandable  that  the  notice  may  have 
been  delayed  in  reaching  interested 
parties.  The  Commission,  therefore,  is 
of  the  view  that  an  extension  of  time 
for  the  filing  of  comments  in  the  above - 
entitled  proceeding  would  serve  the 
public  Interest,  convenience  and  ne- 
cessity, and  is  warranted. 

In  view  of  the  foregoing:  It  is  ordered. 
That  the  date  for  filing  comments  in  the 
above -entitled  matter  is  extended  to 
February  8,  1962  and  the  date  for  filing 
replies  to  such  comments  is  extended  to 
February  19,  1962. 

Adopted:  January  12.  1962. 

Released:  January  15.  1962. 

Federal  CoiacuincATiONS 
Commission, 
[seal]        Ben  F.  Waple. 

Acting  Secretary. 

[P.R.    Doc.    62-569;    Filed,    Jan.    17,    1962; 
8:60  a.m.] 
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DEPARTMENT  OF  JUSTICE 

Offlc*   of  »h«  Attorney   Gonerol 

I  Order  No  25&-6a| 

RESPONSIBILITY  FOR  PERFORMANCE 
OF  CERTAIN  FUNCTIONS  RELATING 
TO  IMMIGRATION  AND  NATION- 
ALITY LAWS 

By  virtue  of  the  authority  vested  in 
me  by  section  161  of  the  Revised  Stat- 
utes <5  use.  1221.  and  section  2  of 
Reorganization  Plan  No  2  of  1950  <64 
Stat.  1261),  I  hereby  amend  paragraph 
(1)  of  section  18(a)  of  Order  No.  175-59. 
of  January  19.  1959.  to  read  as  follows. 

(1)  Subject  to  the  limitations  con- 
tained in  section  103  of  the  Immigration 
and  Nationality  Act  (8  U.S.C.  1103i  and 
the  provisions  for  review  by  the  Board 
of  Immigration  Appeals,  administer  and 
enforce  the  Immigration  and  Nationality 
Act  and  all  other  laws  relating  to  Immi- 
gration (Including,  but  not  limited  to, 
admission,  exclusion,  and  deportation » . 
naturalization,  and  nationality.  Noth- 
ing in  this  paragraph  shall  be  construed 
to  authorize  the  Commissioner  of  Immi- 
gration and  NaturalizaUon  to  supervise 
the  litigation  of.  or  to  approve  the  filing 
of  records  on  review,  appeals,  or  peti- 
tions for  writs  of  certiorari  or  to  Inter- 
vene or  have  Independent  representation 
In  cases  under  the  immigration  and 
nationality  laws  except  as  provided  in 
paragraph  (5)  of  this  subsection 

This  order  shall  be  effective  as  of 
October  26, 1961. 

Dated :   December  28 ,  1 96 1 . 

Robert  F.  Kennedy, 
Attorney  General. 

[PR.    Doc      62-566.     Piled,    Jan      17.     1962; 
8:48  ami 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Indian  Affairs 

(Portland  Area  Office  Redelegatlon  Order   1. 
Amdt.  12,  Correction) 

IRRIGATION  MATTERS 

Redelegation  of  Authority 

January  12,  1962. 
In    Federal    Register    Document    61- 
11515,  appearing  on  page  11687  of  the 
issue  for  December  6,  1961,  the  follow- 
ing change  should  be  made ; 

Sec.  3.205  Concessions  on  reservoir 
sites  and  other  lands  in  Indian  irrigation 
projects:  leases  for  agriculture,  business 
or  grazing  purposes.  The  granting  of 
concessions  on  reservoir  sites,  reserves 
for  canals  or  flowage  areas,  and  other 
lands  which  have  been  withdrawn  or 
otherwise  acquired  in  connection  with 
the  Port  Hall  Irrigation  Project  and  to 
permit  or  lease  such  lands  for  agrlcul- 
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tural.  business  or  grazing  purposes  pur- 
suant to  25  CFR  Part  203. 

John  O  Crow. 

Deputy  Commissioner. 


|FR      Dec      62   S+e",      Filed      Jan      17, 
8  47  .t  m  I 


1962: 


Bureau    of   Land    Management 

iChuisinciith'il  No   115  I 

NEVADA 

Small    Tract    Classification; 
Amendment 

Effective  January  10.  1962.  Federal 
Register  Document  53-8583  appearing  on 
pages  6413-14  of  the  issue  for  October  18, 
1953.  Is  amended  revising  the  appraised 
value,  realigning  the  longer  axes,  amend- 
ing the  rights-of-way  of  33  feet  in  width 
along  the  boundaries  thereof  for  roads 
and  public  utilities. 

A  list  of  tracts  affected  is  posted  and 
available  for  public  Inspection  in  the  Ne- 
vada Land  Office.  50  Ryland  Street.  Reno. 
Nevada  Twenty-three  of  the  twenty- 
four  tracts  affected  are  under  appli- 
cation 

Daniel  P    Baker. 
Chief,  Division  of  Lands 
and  Minerals  Management 

January   10.   1962. 

;FR      Doc      62   542.      Filed      J.ui       17       1962 
8  47  a  m  I 


I  W -077497] 

WYOMING 


Notice  of  Proposed   Withdrawal  and 
Reservation   of   Lands 

January  10,  1962 

The  Bureau  of  Reclamation.  United 
States  Department  of  the  Interior,  has 
filed  an  application,  serial  number 
Wyoming  077497,  for  the  withdrawal  of 
lands  described  below,  from  all  forms  of 
appropriation  under  the  first  form  of 
withdrawal  as  provided  by  section  3  of 
the  Act  of  June  17,  1902  <32  Stat.  388'. 
Grazing  administration  will  remain  un- 
der the  jurisdiction  of  the  Bureau  of 
Land  Management  until  such  tune  as  the 
lands  are  actually  required  for  reclama- 
tion purposes. 

The  applicant  desires  the  land  for  rec- 
lamation development  in  connection  with 
the  Shoshone  Project. 

For  a  period  of  30  days  from  the  date 
of  publication  of  this  notice,  all  persons 
who  wish  to  submit  comments,  sugges- 
tions or  objections  in  connection  with  the 
proposed  withdrawal  may  present  their 
views  in  writing  to  the  State  Director, 
Bureau  of  Land  Management.  Depart- 
ment of  the  Interior,  PO  Box  929, 
Cheyenne,  Wyoming 

If  circumstances  warrant  It.  a  public 
hearing  will  be  held  at  a  convenient  time 
and  place,  which  will  be  announced 


The  determination  of  the  Secretary  on 
the  application  will  be  published  in  the 
Federal  Register.  A  separate  notice  will 
be  sent  to  each  Interested  party  of 
record. 

The  lands  involved  In  the  application 
are: 

Sixth  Priwctpal  Meridian    Wyoming 

T   57  N  .  R   98  W  . 

Sec   4    Lots  1.2.  S'iNE'^.SE'*. 
T    58  N  ,  R   98  W  . 

Sec-    34     S'j 

The  above  areas  aggregate  841.24  acres 

Ed  Pixrson. 
State   Director. 

IFR       !>  .-      62   343.      Piled.     J.ui      17.     1962 
8  47    ami 

DEPARTMENT  OF  AGRICULTURE 

Agricultural   Marketing  Service 

JACKSONVILLE   LIVE   STOCK 
AUCTION   ET   AL. 

Deposting   of  Stockyards 

It  has  been  ascertained,  and  notice  is 
hereby  given,  that  the  stockyards  named 
herein,  originally  posted  on  the  respec- 
tive dates  specified  below  as  being  sub- 
ject to  the  Packers  and  Stockyards  Act, 
1921.  as  amended  (7  U.SC.  181  et  seq.*. 
no  longer  come  within  the  definition  of  a 
stockyard  under  said  act  and  are,  there- 
fore, no  longer  subject  to  the  provisions 
of  the  act. 

Name   and    Locatton  of  Stockyard   avd   Datr 
0/   Poxting 

J,\clt8onville    Live    Stock    Auction.    Jacksdii- 

vlile.  Fla  ;    Mnr    8.  1960 
Wolverine  Dairy  Consignment   Sale.  Wolver- 
ine.  Mich  ;   Dec     18.   1969 
Luther   E    Tadlock   Stockyard.  Forest.   Mls.s 

Feb   9    1959 
Farmers    Stock    Yard.    AshevUle.    NC.     Apr 

1, 1959 
Stockman  s  Auction  Co  ,  Inc  ,  Huron.  S  Dak 

Dec   11, 1950. 
Farmers  Livestock   Miu-ket   of   Camden,   Inc 

Camden.  Tenn  :    May  6,   1959 
Smlthvllle  Livestock  Commission  Co     Smith- 

\ille.  Tex  ;  Oct  30,  1959. 

The  owner  of  the  Luther  E.  Tadlock 
Stockyard,  Forest.  Mississippi,  has  dis- 
mantled the  stockyard  facilities  and  will 
construct  a  new  stockyard  in  the  ap- 
proximate location.  Notice  of  proposed 
posting  of  the  new  market  will  be 
issued. 

Notice  or  other  public  procedure  has 
not  preceded  promulgation  of  the  fore- 
going rule  since  It  is  found  that  the  giv- 
ing of  such  notice  would  prevent  the  due 
and  timely  administration  of  the  Pack- 
ers and  Stockyards  Act  and  would, 
therefore,  be  Impracticable  and  contrary 
to  the  public  Interest.  There  Is  no  legal 
warrant  or  justification  for  not  depost- 
ing promptly  a  stockyard  which  Is  no 
longer  within  the  definition  of  that  term 
contained  In  the  act. 


Thursday,  January  18,  1962 

The  foregoing  is  in  the  nature  of  a 
rule  granting  an  exemption  or  relieving 
a  restriction  and.  therefore,  may  be  made 
effective  In  less  than  30  days  after  publi- 
cation in  the  Federal  Register.  This 
notice  shall  become  effective  upon  publi- 
cation in  the  Federal  Register. 

(42  Stat    159,  as  amended  and  supplemented; 
7  U  S  C    181  et  seq.) 

Done  at  Washington.  D.C..  this  15th 
day  of  January  1962. 

H.  L.  JONES. 

Chief.  Rates  and  Registrations 
Branch,  Packers  and  Stock- 
yards Division,  Agricultural 
Marketing  Service. 

|FR      Doc      62-573,     Filed.     Jan      17.     1962; 
8:50  ami 


WALKER   COUNTY   LIVESTOCK 
ET  AL.         I 

Posted  Stockyards 

Pursuant  to  the  authority  delegated 
under  the  Packers  and  Stockyards  Act, 
1921.  as  amended  (7  U.S.C,  181  et  seq.). 
on  the  respective  dates  specified  below  it 
was  ascertained  that  the  livestock  mar- 
kets named  below  were  stockyards 
within  the  definition  of  that  term  con- 
tained in  section  302  of  the  act,  as 
amended  (7  U.S.C.  202) ,  and  were,  there- 
fore, subject  to  the  act,  and  notice  was 
Kiven  to  the  owners  and  to  the  public 
by  posting  notice  at  the  stockyards  as 
required  by  said  section  302. 

.v,ini('   and   Location  of  Stockyard   and   Date 
of  Posting         . 

Alabama 

Walker    County    Livestock.    Jasper;    Dec.    8. 

1961.  i 

Colorado 

D.IV1H    Ranch    Sales   Pavilion.    Fort    Morgan: 
Nov    22.   1961.  j 

Georgia  ' 

Burke      County      Stockyard.      Waynesboro; 
Nov    9.  1961    " 

Iowa 

O  Neill    Livestock    Auction.    Eldora:    Dec.    8. 
1961.  I 

Kansas  > 

Ottawa   Livestock  Commission   Co.  Ottawa; 

Nov.  27.  1961. 
S   &  J.  Livestock  Commission  Co  .  Inc..  Nor- 

U>n;  Dec.  4,  1961.  1 

LomsiANA 

Brown-AlsbrookB    Stockyards.    Inc.,    Marks- 
ville:  Oct    20.  1961.  | 

Mississippi 

Walnut    Sales    Company.    Walnut;     Dec.    4, 
1961. 

Montana 

Dillon  Livestock  Auction  Co  ,  Dillon;  Nov.  SO, 
1961, 

Oklahoma 

Hi'iiryetta     Livestock     Auction,     Henryetta; 
Nov.  14,  1961. 

Oregon 

V.illev     Livestock     Auction     Market,     Hood 
River:  Nov.  26,  1961. 

South  Dakota 

Madden   Livestock    Market.    Inc.,   St.  Ongt; 
Dec.  7,  1961. 

No.  12 8 


FEDERAL  REGISTER 

TmmTBSsKe 

Lincoln  County  Live  Stock  Market,  Fayett«- 
Tllle;  Nov.  27,  1961. 

Texas 

Arlington  Livestock   Commission   Co.,   Inc., 

Arlington;  Dec.  19.  1961. 
Coleman  Live  Stock  Auction  Commission  Co., 

Inc.,  Coleman;  Dec.  11,  1961. 

Done  at  Washington,  D.C.,  this  15th 
day  of  January  1962. 

H.  L.  Jones, 
Chief,  Rates  and  Registrations 
Branch.  Packers  and  Stock- 
yards   Division.    Agricultural 
Marketing  Service. 

|F.R.    Doc.     62-574:     Piled.    Jan      17,     1962; 
8:60  a.m.  I 


Offlc*  of  the  Secretary 

MISSISSIPPI  AND  VIRGINIA 

D«sionatien  of  Areas  for  Emergency 
Loans 

For  the  purpose  of  making  emergency 
loans  pursuant  to  section  321(a)  of  Pub- 
Uc  Law  87-128  (7  U.S.C.  1961)  it  has 
been  determined  that  in  the  following 
counties  in  the  States  of  Mississippi  and 
Virginia  natural  disasters  have  caused 
a  need  for  agricultural  credit  not  read- 
ily available  from  commercial  banks, 
cooperative  lending  agencies,  or  other 
responsible  sources : 


MiCiSIGSIPPI 


Bolivar. 

Coahoma. 

Carroll. 

Holmes. 

Humphreys. 

Leflore. 

Pontotoc. 

Quitman. 

Accomack. 


Smith 

Sunflower 

Tallahatchie. 

Tunica. 

Warren. 

Washington. 

Yazoo 


Virginia 


Northampton. 


Pursuant  to  the  authority  set  forth 
above,  emergency  loans  will  not  be  made 
in  the  above-named  counties  after 
June  30,  1962,  except  to  applicants  who 
previoiudy  received  emergency  or  spe- 
cial Uvestock  loan  assistance  and  who 
can  qualify  under  established  policies 
and  procedures. 

Done  at  Washington,  D.C.,  this  12th 
day  of  January  1962. 

John  P.  Duncan,  Jr., 
Acting  Secretary. 

|P.R.    Doc.    62-554:     Filed.    Jan.     17,     1962; 
8:48  a.m.| 


ATOMIC  ENERGY  COMMISSION 

[Docket   No.   27-32) 

BAY  CITIES  TRANSPORTATION  CO. 

NoHco  of  Issuance  of  Byproduct, 
Source  and  Special  Nuclear  Ma- 
teriol  License 

Please  take  notice  that  since  no  re- 
quests for  a  formal  hearing  have  been 
fUed  following  the  filing  of  notice  of  pro- 
posed licensing  action  with  the  Federal 
Register  Division  on  Septraiber  20,  1961. 


539 

the  Atomic  Energy  C(xnmission  has  this 
date  issued  Byproduct,  Source  and  Spe- 
cial Nuclear  Material  License  No.  4- 
7774-1  authorizing  Bay  Cities  Transpor- 
tation Company,  Pier  No.  3,  San 
Francisco  11,  California  to  receive  waste 
byproduct,  source  and  special  nuclear 
material  and  to  transfer  said  material  to 
AEC-designated  land  burial  sites  for  dis- 
posal, in  accordance  with  the  terms  and 
conditions  of  said  license.  The  license 
differs  from  the  proposed  licensing  ac- 
tion In  that  the  licensee  is  not  authorized 
to  store  waste  byproduct,  source  and  spe- 
cial nuclear  material.  Notice  of  the  pro- 
posed licensing  action  was  published  in 
the  Federal  Register  on  September  21, 
1961,  26  FR  8915. 

Dated  at  Oermantown,  Md.,  January 
12.  1962. 

For  the  Atomic  Energy  Commission. 

R.  L.  Kirk, 
Deputy  Director,  Division 
of  Licensing  and  Regulation. 

|Pn     Doc.    62-516;     Piled.    Jan.     17,     1962; 
8:45    a.m. I 


FEDERAL  AVIATION  AGENCY 

PLAN   FOR   STANDARD   INSTRUMENT 
DEPARTURES 

Correction 

In  F.R.  Doc.  62-97  appearing  at  page 
126  of  the  issue  for  Friday,  January  5, 
1962.  paragraph  A  is  corrected  by  de- 
leting the  language  In  the  last  line  read- 
ing "and/or  narrative  form"  and  sub- 
stituting therefor  "and  narrative  form  or 
narrative  form  only." 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  No.  14482;  PPC62M-57] 

ASHEBORO  BROADCASTING  CO. 
(WGWR) 

Order  Scheduling   Hearing 

In  re  application  of  Asheboro  Broad- 
casting Company  (WGWR),  Asheboro, 
North  Carolina,  Docket  No.  14482.  File 
No.  BP-14051;  for  construction  permit. 

It  is  ordered,  This  11th  day  of  Jan- 
uary 1962,  that  Isadore  A.  Honig  will 
preside  at  the  hearing  In  the  above- 
entitled  proceeding  which  Is  hereby 
scheduled  to  commence  on  March  6, 
1962,  in  Washington,  D.C.:  And  it  is  fur- 
ther ordered.  That  a  prehearing  con- 
ference in  the  proceeding  will  be 
convened  by  the  presiding  officer  at 
9:00  a.m.,  Tuesday.  February  6,  1962. 

Released:  January  12.  1962. 


[seal] 


Federal  Communications 

Commission, 
Ben  p.  Waple, 

Acting  Secretary. 


I  F.R     Doc.    62-561;    Plied.    Jan.    17,    1962; 
8:49  ajn.j 
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(Docket  No.  1*4«7;  FOC  eO-W] 

BELLEVILLE  BROADCASTING  CO., 
INC.  (WIBV) 

Order    Designating    Appiicotion    for 
H*oring  on  Stotod   lstu«t 

In  re  application  of  Bellerllle  Broad- 
casting Company.  Inc.  iWIBVt,  Belle- 
ville, nilnola.  haa  1280  kc.  1  kw.  Day.  re- 
quests 1260  kc.  5  kw.  DA-2.  U.  Docket 
No.  14487.  File  No.  BP-13787:  for  con- 
struction permit. 

At  a  session  of  the  Federal  Commu- 
nications Commission  held  at  its  offices 
in  Washington.  DC  .  on  the  lOlh  day  of 
January  1962 : 

The  Commission  having  under  consid- 
eration the  above-captloned  and  de- 
scribed application  for  an  increase  in 
the  daytime  power  and  establish  night- 
time operation  for  Station  WIBV.  Belle- 
ville. Illinois;  and 

It  appearing,  that,  except  as  indicated 
by  the  Issues  specified  below,  the  appli- 
cant U  legally,  technically,  financially 
and  otherwise  qualified  to  construct  and 
operate  the  facilities  proposed  but  that, 
while  daU  submitted  by  the  applicant 
indicates  that  the  proposed  operation  of 
WIBV  win  cause  no  objectionable  in- 
terference to  any  existing  or  proposed 
operation,  a  study  of  the  WIBV  proposal 
indicates  that  the  nighttime  operation 
proposed  would  liicrease  the  RSS  limita- 
tion of  Station  WALM.  Albion.  Michigan. 
from  14.0  mv/m  to  15.7  mv/m;  and 

It  further  appearing,  that.  In  view  of 
the  foregoing,  the  Commission  is  unable 
to  make  the  statutory  finding  that  a 
grant  of  the  Instant  application  would 
serve  the  public  interest,  convenience 
and  necessity,  and  is  of  the  opinion  that 
the  application  must  be  designated  for 
hearing  on  the  issues  set  forth  below ; 

It  ia  ordered.  That,  pursuant  to  sec- 
tion 309(e)  of  the  Communications  Act 
of  1934,  as  amended,  that  the  instant  ap- 
plication Is  designated  for  hearing,  at  a 
time  and  place  to  be  specified  in  a  sub- 
sequent Order,  upon  the  following  issues: 

1.  To  determine  the  areas  and  popula- 
tion which  may  be  exipected  to  gain  or 
lose  primary  service  from  the  proposed 
operation  of  Station  WIBV  and  the 
availability  of  other  primary  service  to 
such  areas  and  populations. 

2.  To  determine  whether  the  instant 
proposal  of  WIBV  would  cause  objec- 
tionable Interference  to  Station  WALM, 
Albion,  Michigan,  or  any  other  existing 
standard  broadcast  stations,  and.  If  so. 
the  nature  and  extent  thereof,  the  areas 
and  populations  affected  thereby,  and 
the  availability  of  other  primary  service 
to  such  areas  and  populations. 

3.  To  determine,  in  the  light  of  the 
evidence  adduced  pursuant  to  the  fore- 
going Issues,  whether  a  grant  of  the  in- 
stant application  would  serve  the  public 
interest,  convenience  and  necessity. 

It  is  further  ordered.  That  Calhoun 
Broadcasting  Company,  licensee  of  Sta- 
tion WALM.  Albion,  Michigan  -is  made  a 
party  to  the  proceeding. 

It  i$  further  ordered,  That,  to  avail 
themselves  of  the  opportunity  to  be 
heard,  the  applicant  aiul  party  respond- 
ent herein,  pursuant  to  5 1.140  of  the 
■  Commission  rules,  in  p>erson  or  by  at- 
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torney.  shall,  within  20  days  of  the  mail- 
ing of  thU  order,  file  with  the  Coinmis< 
slon  In  triplicate,  a  written  appearance 
stating  an  intention  to  appear  on  the 
date  fixed  for  the  hearing  and  present 
evidence  on  the  issues  specified  in  this 
order. 

It  is  further  ordered.  That,  the  ap- 
plicant herein  shall,  pursuant  to  Section 
311(aH2'  of  the  Communications  Act 
of  1934.  as  amended,  and  I  1.3«2«b)  of 
the  Commission's  rules,  give  notice  of  the 
hearing,  within  the  time  and  in  the  man- 
ner prescribed  in  such  rule,  and  shall 
advise  the  Commission  of  the  publica- 
tion of  such  notice  as  loquind  by 
§  1  362* g I  of  the  rules 

Released    January  15.  1962 

FEDER\L    COMMVP    'IIONS 

Commission. 
I  SEAL  1         Ben  P    Waple, 

Acting  .Secretary 

|FR      Di.c      Sa  562;     Filed.     Jan      17      1962. 
8  49  ami 


IDot-ket  No   14479.  PCC  62M  55 1 

DEKALB   BROADCASTING  CO. 
Order  Scheduling   Hearing 

In  re  application  of  Samuel  C  Chafln 
and  N.  W.  OrlfBn.  d  b  as  DeKalb  Broad- 
casting Co..  Decatur,  Georgia.  Docket 
No.  14479.  Pile  No  BP-14133:  for  con- 
struction permit. 

It  is  ordered.  This  11th  day  of  Jan- 
uary 1962.  that  Chester  P.  Naumowicz. 
Jr  .  will  preside  at  the  hearing  in  the 
above-entitled  proceeding  which  is 
hereby  scheduled  to  commence  on  March 
8,  1962.  in  Washington.  DC  :  And  it  is 
further  ordered.  That  a  prehearing  con- 
ference in  the  proceeding  will  be  con- 
vened by  the  presiding  officer  at  9  00 
am  .  Thursday,  February  8,  1962. 

Relea.sed:  January  12, 1962 

Federal  CoMMUNIc.^TIONs 
Commission. 
I  SEAL  I         Ben  p.  Waple, 

Acting  Secretary. 

|FR      !>>.■      62   563;     Piled.     Jan       17.     1962. 

8  49   a  m  I 


(Docket  N08    14488-14492.  FCC  62  CO  | 

DOVER   BROADCASTING   CO.   ET   AL. 

Order  Designating  Applications  for 
Consolidated  Hearing  on  Stated 
Issues 

In  re  applications  of  Dover  Broadcast- 
ing Co..  Richmond,  Va  ,  requests  1540 
kc.  10  kw.  1  kw  <CHi.  D,  Docket  No 
14488,  Pile  No  BP-13831;  1540  Radio, 
Inc  .  Richmond.  Va  .  requests  1540  kc, 
10  kw,  DA-D,  Docket  No  14489.  Pile  No. 
BP-14813:  Oram  C  Hutton,  Milton 
Beyer  and  James  T  Doukas  d.  b  as  Rich- 
mond Broadcasting  Co..  Richmond,  Va., 
requests  1540  kc,  50  kw,  DA-D.  Docket 
No  14490,  Pile  No  BP-14814;  Homer  C 
Eliades  and  Plato  G.  Eliades  d.  b  as 
EUades  Broadcast  Co  ,  Hopewell.  Va..  re- 
quests 1540  kc' 10  kw.  1  kw  (CH),  D, 
Docket  No.  14491.  Pile  No.  BP-14820: 
WDYL  Radio,  Inc.  (WDYL),  Ashland, 
Va.,  has  1430  kc.  1  kw,  D,  requests  1540 
kc.   10  kw.   1   kw   <CH>,  D,  Docket  No. 


14492,  File  No.  BMP-M93:  for  construc- 
tion permits. 

At  a  lenlon  of  the  Federal  Communi- 
cations Commlaalon  held  at  Its  offices  in 
Washington.  DC.  on  the  10th  day  of 
January  1962; 

The  Commission  having  under  con- 
sideration the  above -captioned  and  de- 
scribed applications; 

It  appearing,  that  except  as  indicated 
by  the  issues  set  forth  below,  each  of  the 
subject  applicants  possesses  the  neces- 
sary qualifications  to  construct  and 
operate  its  proposal;  and 

It  further  appearing,  that  the  follow- 
in;;  matters  are  to  be  considered  in  con- 
nection with  the  aforementioned  issues 
specified  below: 

1  The  five  co-channel  proposals  in- 
vohc  mutually  destructive  interference. 

2  The  proposed  operation  of  WDYL 
Radio,  Inc.  would  cause  Interference 
to  the  operation  of  Station  WDON. 
Whcaton,  Maryland. 

3  The  aerial  site  photograph  sub- 
nutted  with  the  application  of  the 
Richmond  Broadcasting  Company  is  not 
sufBclently  clear  and  does  not  show  suffi- 
cient detail  to  permit  a  determination  as 
to  whether  the  proposed  site  is 
satisfactory 

4  John    Laurino,    president,    director 
and  fifty-percent  stockholder  In  WDYL 
Radio.  Inc  .  is  also  the  Individual  appli- 
cant for  a  new  standard  broadcast  sta- 
tion at  Chester.  Virginia  (File  No.  BP- 
13752.  Docket  No.    14382).     Due  to  the 
proximity  of  Ashland  and  Chester,  Vir- 
ginia, it  will  be  necessary  to  determine 
in  the  hearing  ordered  below  whether  a 
grant  of  the  WDYL  application  would  be 
in  contravention  of  }  3.35  of  the  Com- 
mission's rules  on  multiple   ownership 
In  considering  the  WDYL  proposal  and 
5  3  35    of    the    Commission's    rules,    it 
appears  appropriate  to  consider  the  size, 
extent  and  location  of  the  areas  served 
and  to  be  served;  the  extent  of  the  over- 
lap involved    (if  any);    the   number  of 
persons  residing  within  the  overlap  area; 
the  classes  of  stations  involved;  the  ex- 
tent of  other  competitive  service  to  the 
areas  in  question;  the  extent  to  which 
the  stations  will  rely  on  the  same  revenue 
and  program  sources;  the  nature  of  the 
programming  that  the  stations  will  pre- 
sent  with   particular    reference   to   the 
needs  of  the  communities  they  are  de- 
signed to  sei-ve:  the  advertising  practices 
of  the  stations;  the  source  of  program 
material   and   talent   for  each   station: 
and  such  other  factors  as  will  tend  to 
demonstrate   that    the   overlap    and  or 
concentration  of  control  involved  will  or 
wUl  not  be  in  contravention  of  §  3.35  of 
the  Commission's  rules. 

It  further  appearing,  that,  in  view  of 
the  foregoing,  the  Commission  is  unable 
to  make  the  statutory  finding  that  a 
grant  of  the  subject  applications  would 
serve  the  public  interest,  convenience, 
and  necessity,  and  is  of  the  opinion  that 
the  applications  must  be  designated  for 
hearing  In  a  consolidated  proceeding  on 
the  issues  set  forth  below : 

It  is  ordered.  That,  pursuant  to  section 
309(e)  of  the  Communications  Act  of 
1934.  as  amended,  the  Instant  applica- 
tions are  designated  for  hearing  In  a 
consolidated  proceeding,  at  a  time  and 


Thursday,  January  18,  1962 

place   to  be  specified  In  a  subsequent 
Order,  upon  the  following  Issues: 

1  To  determine  the  areas  and  popula- 
tions which  would  receive  primary  serv- 
ice from  each  of  the  proposals  for  new 
standard  broadcast  stations  and  the 
availability  of  other  primary  service  to 
such  areas  and  populations. 

2  To  determine  the  areas  and  popu- 
lations which  may  be  expected  to  gain  or 
lose  primary  service  from  the  proposed 
operation  of  Station  WD"YL  and  the 
availability  of  other  primary  service  to 
such  areas  and  populations, 

J.  To  determine  the  nature  and  extent 
ot  the  interference,  if  any.  that  each  of 
the  instant  proposals  would  cause  to  and 
receive  from  each  other  and  the  Inter- 
ference that  each  of  the  Instant  pro- 
po.sals  would  receive  from  all  other 
existing  standard  broadcast  stations,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  primary 
service  to  such  areas  and  populations 
affected  by  interference  from  any  of  the 
instant  proposals. 

4.  To  determine  whether  the  instant 
proposal  of  WD"YL  would  cause  ob- 
jectionable interference  to  Station 
WDON.  Wheaton,  Maryland,  or  any 
other  existing  standard  broadcast  sta- 
tions,  and,  if  so,  the  nature  and  extent 
thereof,  the  areas  and  populations  af- 
fected thereby,  and  the  availability  of 
other  primary  service  to  such  areas  and 
populations. 

5.  To  determine  whether  a  grant  of 
the  instant  proposal  of  WDYL  Radio, 
Inc  ,  would  be  in  contravention  of  the 
provisions  of  §  3.35  of  the  Conunission 
rules 

6.  To  determine  whether  the  trans- 
mitter site  proposed  by  Richmond  Broad- 
casting Company  is  satisfactory  with 
particular  regard  to  any  conditions  that^ 
may  exist  in  the  vicinity  of  the  antenna 
system  which  would  distort  the  proposed 
antenna  radiation  pattern. 

7.  To  determine,  in  the  light  of  section 
307ibi  of  the  Communications  Act  of 
1934.  as  amended,  whether  the  proposal 
for  Hopewell,  Virginia,  or  the  proposal 
for  Ashland,  Virginia,  or  one  of  the  three 
proposals  for  Richmond,  Virginia,  would 
better  provide  a  fair,  efficient  and  equita- 
ble distribution  of  radio  service. 

8  To  determine,  in  the  event  it  is  con- 
cluded pursuant  to  the  foregoing  issue 
that  one  of  the  three  proposals  for  Rich- 
mond, Virginia,  should  be  favored,  which 
of  the  three  pro]3osals  would  best  serve 
the  public  interest,  convenience  and 
necessity  in  the  light  of  the  evidence 
adduced  under  the  issues  herein  and  the 
record  made  with  respect  to  the  signifi- 
cant differences  between  the  said  appli- 
cants as  to: 

<  a )  The  background  and  experience  of 
each  having  a  bearing  on  the  applicant's 
ability  to  own  and  operate  the  proposed 
standard  broadcast  station. 

( b )  The  proposal  of  each  with  respect 
to  the  management  and  operation  of  the 
proposed  station. 

'o  The  programing  services  proposed 
in  each  of  the  said  applications. 

9  To  determine,  in  the  light  of  the 
evidence  adduced  pursuant  to  the  fore- 
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going  iatues  which,  if  any,  of  the  instant 
applications  should  be  granted. 

It  i$  further  ordered.  That  Commercial 
Radio  Equipment  Company,  licensee  of 
Station  WDON,  Wheaton,  Maryland,  is 
made  a  party  to  the  proceeding. 

It  it  further  ordered.  That,  in  the 
event  of  a  grant  of  the  Dover  Broadcast- 
ing Company  i4>plication,  the  construc- 
tion permit  shall  contain  a  condition 
that  measurement  data  made  on  per- 
mittee and  WANT,  United  Broadcasting 
Company  of  Virginia,  Richmond.  Vir- 
ginia at  a  point  where  the  antenna  re- 
sistance is  measured  shall  be  submitted 
with  the  application  for  license  to  prove 
that  the  installation  of  the  filter  circuits 
or  other  isolation  equipment  do  not  pre- 
vent satisfactory  performance,  pursuant 
to  9  3.45(e)(1)  of  the  rules,  and  that 
field  observations  or  measurements  shall 
be  made  to  dearly  show  that  operations 
of  the  two  staUons  with  the  same  an- 
tenna do  not  result  in  spurious  radia- 
tions to  the  extent  that  interference 
would  result  to  other  radio  services. 

It  is  further  ordered,  That,  in  the 
event  of  a  grant  of  the  application  of 
1540  Radio,  Inc.,  the  construction  permit 
shall  contain  the  condition  that  before 
program  tests  are  authorized,  permittee 
shall  submit  sufficient  data  made  in  ac- 
cordance with  1 9  3.48  and  2.524  of  the 
Commission  rtiles  to  establish  that  the 
transmitter  installed  meets  Commission 
requirements. 

It  is  further  ordered.  That,  to  avail 
themselves  of  the  opportunity  to  be 
heard,  the  applicants  and  party  respond- 
ent herein,  pursuant  to  §  1.140  of  the 
Commission  rules,  in  person  or  by  attor- 
ney, shall,  within  20  days  of  the  mailing 
of  Uiis  Order,  file  with  the  Commission 
ia  triplicate,  a  written  appearance  stat- 
ing an  intention  to  appear  on  the  date 
fixed  for  the  hearing  and  present  evi- 
dence on  the  issues  specified  in  this 
Order. 

It  is  further  ordered,  That  the  ap- 
plicants herein  shall,  pursuant  to  section 
311(a)  (2)  of  the  Communications  Act  of 
1934.  as  amended,  and  §  1.362(b)  of  the 
Commission's  Rules,  give  notice  of  the 
hearing,  either  individually  or.  if  fesisi- 
ble.  jointly,  within  the  time  and  in  the 
manner  prescribed  in  such  rule,  and  shall 
advise  the  Commission  of  the  publica- 
tion of  such  notice  as  required  by 
9  1.362(g)  of  the  rules. 

It  is  further  ordered.  That,  the  issues 
in  the  above-captioned  proceeding  may 
be  enlarged  by  the  Examiner,  on  his  own 
motion  or  on  petition  properly  filed  by 
a  party  to  the  proceeding,  and  upon  suf- 
ficient allegations  of  fact  in  support 
thereof,  by  the  addition  of  the  following 
issue.  To  determine  whether  the  funds 
available  to  the  applicant  will  give  rea- 
sonable assurance  that  the  proposals  set 
forth  in  the  application  will  be 
effectuated. 

Released:  January  15,  1962, 

Fbdbral  Communications 
ComnssiON, 
rsEAL]        Bin  F.  Waple, 

Acting  Secretary. 

(F.R.    Doc.    63-664;     PUed,    Jan.     17,    1962; 
8:49    a.m.] 
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(Docket    Noe.    13525,    14478;    FCC    62M-4S1 

SIMON     GELLER     AND     RICHMOND 
BROTHERS,  INC.  (WMEX) 

Order  Scheduling   Hearing 

In  re  applications  of  Simon  Qeller, 
Oloucester,  Massachusetts,  Docket  No. 
13525,  File  No.  BP-14330.  Richmond 
Brothers,  Inc.  (WMEX) ,  Boston,  Massa- 
chuset^Tpocket  No.  14478.  Pile  No.  BP- 
13760,  fory  construction  permits. 

It  isjordered,  This  11th  day  of  January 
1962, 4hat  Jay  A.  Kyle  will  preside  at  the 
hearing  In  the  above-entitled  proceeding 
which  is  hereby  scheduled  to  commence 
on  March  7,  1962,  in  Washington,  D.C.: 
And,  it  is  further  ordered.  That  a  pre- 
hearing conference  in  the  proceeding 
will  be  convened  by  the  presiding  officer 
at  9:00  a.m.,  Wednesday,  February  7, 
1962, 

Relea.sed:  January  12,  1962. 

Federal  CoMMtrNiCATiONS 
Commission, 
[SEAL  I         Ben  F.  Waple. 

Acting  Secretary. 

|P.R.    Doc.    62-565;     Piled.    Jan.     17.     1962; 
8:49    a.m.] 


[Docket  Nob.  14480,   14481;  FCC  62M-S6] 

LORD  BERKELEY  BROADCASTING  CO., 
INC.,  AND  GRAND  STRAND  BROAD- 
CASTING CO. 

Order  Scheduling   Hearing 

In  re  applications  of  Lord  Berkeley 
Broadcasting  Co.,  Inc.,  Moncks  Comer. 
S.C,  Docket  No.  14480.  File  No.  BP- 
14123;  Frank  P.  Larson,  Jr.,  Charles  T. 
Tilghman  and  John  H.  Nye.  d/b  as 
Grand  Strand  Broadcasting  Co.,  Msrrtle 
Beach,  S.C,  Docket  No.  14481.  File  No. 
BP-14403;  for  construction  permits. 

It  is  ordered,  This  11th  day  of  January 
1962.  that  Herbert  Sharfman  will  preside 
at  the  hearing  in  the  above-entitled  pro- 
ceeding which  is  hereby  scheduled  to 
commerce  on  March  7, 1962.  in  Washing- 
ton, D.C.:  And  it  is  further  ordered. 
That  a  prehearing  conference  in  the  pro- 
ceeding will  be  convened  by  the  presiding 
officer  at  9:00  a.m.,  Tuesday,  February  6. 
1962. 

Released:  January  12, 1962. 

Federal  Communications 
Commission, 

[seal!         Ben  F.  Waple, 

Acting  Secretary. 

|P.R     Doc     62-566;     Piled,    Jan.     17.     1962; 
8:49  ami 


[Docket  No    14255:   PCC  62M-491 

RADIO-ACTIVE   BROADCASTING, 
INC.   (WATO) 

Order  Continuing   Hearing 

In  re  application  of  Radio -Active 
Broadcasting,  Inc.  (WATO»,  Oak  Ridge. 
Tenn.,  Docket  No.  14255,  File  No. 
BP-13833;  for  construction  p>ennit. 

The  Hearing  Examiner  having  under 
consideration  a  Motion  to  Cancel  Pres- 
ently Scheduled  Procedural  Dates  in  the 
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Above  Proceeding  and  Request  for  Fur- 
ther Prehearing  Conference,  filed  by  the 
applicant  herein  on  January  9.  1962; 

It  appearing,  that,  as  stated  in  the 
aforementioned  pleading  It  has  now 
been  determined  that,  by  using  a  direc- 
tional antenna,  the  applicant  would  be 
enabled  to  increase  its  power  without 
creating  any  additional  interference  to 
Station  WMTN.  a  respondent  herein: 

It  further  appearing,  that  it  is  stated 
in  this  pleading  that  by  use  of  the 
aforementioned  directional  antenna  the 
Issues  relating  to  a  possible  contraven- 
tion of  the  Commission's  multiple  own- 
ership rules  (47  CFR  3.35)  may  be  re- 
solved without  the  necessity  of  a  hearing ; 

It  further  appearing,  that  in  order 
to  provide  for  the  directional  antenna  it 
is  necessary  for  the  applicant  to  seek 
to  amend  Its  application,  and  that  in 
this  connection  it  Is  stated  that  the 
necessary  engineering  amendment  can- 
not be  prepared  prior  to  Februar>'  14. 
1962: 

It  further  appearing,  that  in  accord- 
ance with  an  Order  of  the  Examiner 
herein,  released  December  12.  1961 
(PCC  61M-1946)  specific  dates  were 
fixed  for  the  exchange  of  exhibits,  re- 
vised exhibits  and  notification  of  wit- 
nesses during  the  period  between 
January  10  and  26.  1962.  and  that  the 
hearing  itself  was  rescheduled  to  com- 
mence on  February  5.  1962: 

It  further  appearing,  that  counsel  for 
the  other  parties  to  the  proceeding  have 
consented  to  a  grant  of  the  motion 
above-described  and  have  agreed  to  a 
waiver  of  the  provisions  of  the  Commis- 
sion's rules  (47  CFR  1.43  >.  relating  to 
the  witholding  of  action  on  motions  for 
a  four -day  period ;  and 

It  further  appearing,  that  ^ood  cause 
has  been  shown  for  a  prompt  grant  of 
the  Motion  herein; 

It  it  ordered.  This  11th  day  of  January 
1962.  that  the  Motion  of  the  applicant 
is  granted:  that  the  procedural  dates 
set  forth  in  the  Examiner's  Order  of 
December  12.  1961.  are  cancelled;  that 
a  further  prehearing  conference  is  sched- 
uled to  commence  on  February  20,  1962, 
at  9:30  am.  at  the  OfDces  of  the  Com- 
mission In  Washington.  D.C.;  and  that 
the  hearing  heretofore  scheduled  to  com- 
mence on  February  5,  1962,  is  postponed 
until  further  order  of  the  Examiner. 

Released:  January  12.  1962. 

PEDBUL   ComtUNICATIONS 
COIOCISSION. 

[sEALl         Ben  F.  Waple. 

Acting  Secretary. 

|FR.     Doc      62-567;     Piled,     Jan      17.     1962; 
8:49  ami 


NOTICES 

It  ia  ordered.  This  11th  day  of  January 
1962,  that  pursuant  to  a  prehearing  con- 
ference in  this  proceeding  on  January  4. 
1962.  the  hearing  now  scheduled  for  Feb- 
ruary 1.  1962,  be.  and  the  same  is  hereby 
rescheduled  for  March  1.  1962.  10:00 
a.m.,  In  the  Commission's  offlces,  Wash- 
ington. DC 

Released     January  12.  1962 

Federal  Communications 
Commission. 
fsE\L  I         Ben  F.  Waple. 

Acting  Secretary 

IFR      D<  (-      62   568;     Ftlfd.     Jan       17.     1962; 
8  49,  a  m  I 


DEPARTMENT  OF  LABOR 

Office   of  the   Secretary 

CERTIFICATION  OF  STATE  UNEM- 
PLOYMENT COMPENSATION  LAWS 
TO  THE  SECRETARY 

In  accordance  with  section  3  of  the 
Administrative  Procedure  Act  t5  U.S.C 
1002  >  notice  is  hereby  given  of  the  fol- 
lowing certification: 

The  unemployment  compensation  laws 
of  the  States  listed  below,  having  been 
certified  pursuant  to  paragraph  <3)  of 
section  3303(b>  of  the  Internal  Revenue 
Codeof  1954  (26  U.SC  3303<bH3>  )  and 
each  of  the  States  so  listed  having  been 
certified  by  me  to  the  Secretary  of  the 
Treasury  for  the  taxable  year  1961  as 
provided  in  section  3304  of  the  Internal 
Revenue  Code  of  1954  (26  U.S.C  3304  >. 
are  hereby  certified,  pursuant  to  para- 
graph '1'  of  section  3303(b)  of  the 
Internal  Revenue  Code  of  1954  (26  US  C. 
3303'bHl)».  to  the  Secretary  of  the 
Treasury  for  the  taxable  year  1961. 


[Docket  Nob.   14402.  14403;   FCC  fl2M-52| 

WNOW,   INC.  (WNOW)  AND   RADIO 
ASSOCIATES,  INC.  (WEER) 

Order  Continuing   Hearing 

In  re  appllcaUons  of  WNOW.  Inc. 
<WNOW).  York,  Pa..  Docket  No.  14402. 
Pile  No.  BP-13793;  Radio  Associates.  Inc. 
(WEER).  Warrenton.  Va..  Docket  No. 
14403.  File  No.  BP-14802:  for  construc- 
tion permits. 


Alabama 

Alaska 

Arizona. 

Arkansas 

California. 

Colorado 

Connecticut 

E>elaware. 

District  of  Columbia 

Florida. 

Georgia. 

Hawaii. 

Idaho. 

Illinois 

Indiana 

Iowa. 

Kansas. 

Kentucky. 

Louisiana. 

Maine. 

Maryland. 

Massachusetts. 

Michigan. 

Minnesota. 


Mississippi 

Missouri 

Montana. 

Nebraska 

Nevada. 

New  Hampshire 

New  Jersey. 

New  Mexico. 

New  York. 

North  Carolina. 

North  Dakota. 

Ohio. 

Oklahoma. 

Pennsylvania 

South  Carolina 

South  D&koUi 

Tennessee 

Texas. 

UUh. 

Vermont 

Virginia 

Wisconsin. 

Wyoming. 


W.    WiLLARD   WiRTZ. 

Acting  Secretary  of  Labor. 
December  31.  1961. 


1002)  notice  is  hereby  given  of  the  fol- 
lowing certification : 

Pursuant  to  section  3304(a)  of  the 
Internal  Revenue  Code  of  1954  (26  U.S.C. 
3304(a))  the  unemployment  compensa- 
tion laws  of  the  following  States  have 
heretofore  boen  approved: 


AlHbiUiia 

Alaska. 

Arizona 

Arkansas 

California 

Colorado 

Connecticut 

Delawitre 

District  of  Ci'luinbia 

Florida 

Cieorgia 

Hawaii 

Idaho 

Illinois 

Indtnn.i. 

Iowa 

Kiuisas 

Kentucky 

Louisiana 

Maine. 

Maryland 

Massachuset  t.-i 

Michigan 

Minnesota 

Mississippi 

Missouri 


|PR     Doc     62-544;     FUed. 
8:47  a.m  1 


Jan      17.     19«'2; 


CERTIFICATION   OF   STATES   TO   THE 
SECRETARY  OF  THE  TREASURY 

In  accordance  with  section  3  of  the 
Administrative  Procedtu-e  Act  (5  U  S.C. 


Montana. 

Nebraska. 

Nevada. 

New  Hiunpshire. 

New  Jersey 

New  Mexico. 

New  York. 

North  Carolina. 

North  Dakota. 

Ohio. 

Oklahoma. 

Oregon. 

Pennsylvania. 

Puerto  Rico. 

Rhode  Island 

South  Carolina. 

South  Dakota. 

Tennessee. 

Texas. 

Utah. 

Vermont. 

Virginia. 

Washington. 

West  Virginia 

Wisconsin. 

Wyoming. 


In  accordance  with  the  provisions  of 
section  3304(c)  of  the  Internal  Revenue 
Code  of  1954  (26  U.S.C.  3304(c)  >.  I 
hereby  certify  the  foregoing  States  to  the 
Secretary  of  the  Treasury  for  the  taxable 

yoar  1961. 

W.  Willard  Wirtz. 
Acting  Secretary  of  Labor. 

December  31.  1961. 

[PR      Djc      62  545;     Filed,    Jan      17.     1962; 
8  47  p  m  1 

Wage  and  Hour  Division 

CERTIFICATES  AUTHORIZING  EM- 
PLOYMENT OF  LEARNERS  AT  SPE- 
CIAL  MINIMUM   RATES 

Notice  is  hereby  given  that  pursuant 
to  section  14  of  the  Fair  Labor  Stand- 
ards Act  of  1938  (52  Stat.  1060.  as 
amended,  29  UJS.C.  201  et  seq.) ,  the  regu- 
lations on  emplojrment  of  learners  <29 
CFR  Part  522),  and  Administrative 
Order  No.  524  (24  F.R.  9274)  the  firms 
listed  in  this  notice  have  been  issued 
special  certificates  authorizing  the  em- 
ployment of  learners  at  hourly  wage  rates 
lower  than  the  minimum  wage  rates 
otherwise  applicable  under  section  6  of 
the  Act.  The  eCTective  and  expiration 
dates,  occupations,  wage  rates,  number 
or  proportion  of  learners,  learning  pe- 
riods, and  the  principal  product  manu- 
factured by  the  employer  for  certificates 
issued  under  general  learner  regulations 
<  15  522.1  to  522.11)  are  as  Indicated 
below.  Conditions  provided  in  certifi- 
cates issued  under  special  Industry  regu- 
lations are  as  established  in  these 
regulations. 

Apparel  Industry  Learner  Regulations 
(29  CFR  522.1  to  522.11.  as  amended,  and 
29  CFR  522.20  to  522.25,  as  amended). 

The  following  learner  certificates  were 
issued  authorizing  the  employment  of 
ten  percent  of  the  total  number  of 
factory  production  workers  for  normal 


i 

Thursday,  January  18,  1962 

l^bor  turnover  purposes.    TTie  effective 
and  expiration  dates  are  indicated. 

Blue  Bell.  Inc.,  Tishomingo  County.  TUh- 
omlngo.  Miss.;  effective  1-1-62  to  12-31-62 
(men's  and  boys'  work  pants). 

Dillon  Manufacturing  Co.,  Inc.,  Wayne 
Ro;id.  Savannah,  Tenn.;  effective  12-30-61  to 
12  29-62  (hospital  gowns,  shirts,  pants,  etc.). 

Dury  Clothing  Co.,  Inc..  330  Philadelphia 
Avenue,  West  Plttston,  Pa.;  effective  1-9-62 
t.)   1-8-63    (men's   trousers). 

The  Exylln  Co.,  Mount  Vernon,  Ind.;  ef- 
fective 1-2-62  to  1-1-63.  Learners  may  not 
be  employed  at  special  minimum  wage  rates 
in  the  production  of  travel  bags  (raincoats). 

Riviera  Sportswear  Co.,  1207  South  Seventh 
Street,  La  Crosse.  Wis.;  effective  1-3-62  to 
1   2  63    (dresses) . 

Southern  Manufacturing  Co..  Plant  No.  1, 
333  Fifth  Avenue  North,  Nashville,  Tenn.; 
effective   1-1-62   to   12-31-62    (work  sbirte). 

Southern  Manufacturing  Co.,  Plant  No.  2, 
1202  Broad  Street.  Nashville,  Tenn.;  effective 
1    1  -62  to  12-31-62  (sport  shirts). 

Tlie  Turner  Manufacturing  Co.,  117  French 
Street.  Ooodlettsvllle,  Tenn.;  effective  1-7-62 
to  1-6-63  (ladles'  and  girls'  blouses). 

Vernon  Manufacturing  Co.,  Inc.,  700  Texas 
Street,  Vernon,  Tex.;  effective  1-1-62  to 
12-31-62  (men's  and  boys'  trousers  and 
shorts).  ^ 

Wtnchendon  Fashions,  Inc.,  61  Railroad 
Street,  Wlnchendon.  Mass.:  effective  1-2-62 
to  1-1-63   (ladles'  dresses). 

Yunker  Manufacturing  Co.,  Inc.,  315  Ann 
Street.  Parkersburg,  W.  Va.;  effective  1-2-62 
to  1-1-63  (children's  wear — outerwear). 

The  following  learner  certificates  were 
issued  for  normal  labor  turnover  pur- 
poses. The  effective  and  expiration  dates 
and  the  number  of  learners  authorized 
are  indicated. 

Barry  Bob  Sportswear  Co.,  Inc.,  625  La 
Salle  Street,  Berwlch.  Pa.;  effective  12-29-61 
to  12-28-62;  10  learners.  Learners  may  not 
be  employed  In  the  production  of  separate 
skirts   (junior  petltes  coordinates). 

Blue  Bell,  Inc.,  Nappanee.  Ind.;  effective 
1  6-62  to  1-5-63;  10  learners  (boys' 
diinRarees) . 

Gibson  Garment  Co.,  Inc.,  Gibson,  G«.; 
effective  1-2-62  to  1-1-63;  10  learners  (men's 
and  boys'  pants) . 

Irene  Garment  Co..  R.  410  East  Diamond 
Avenue,  Hazleton,  Pa.;  effective  1-4-62  to 
1   3-63;    10  learners  (women's  dresses). 

Klos  Manufacturing  Co.,  Muskogee,  Okla,; 
effective  1-2-62  to  1-1-63;  10  learners  (chil- 
dren's clothing — shorts  and  pants) . 

Mode  CDay  Corp.,  403  V^  South  Main 
Street.  Ottawa.  Kans.;  effective  1-1-62  to 
12  31-62;  10  learners  (ladles'  cotton  dresses) . 

Portland  Dress  Co.,  Inc.,  Brackett  Street, 
Portland.  Maine;  effective  1-2-62  to  1-1-63; 
10  learners  (ladles'  dresses). 

The  following  learner  certificates  were 
issued  for  plant  expansion  purposes. 
The  effective  and  expiration  dates  and 
the  number  of  learners  authorized  are 

indicated. 

Dury  Clothing  Co.,  Inc..  330  Philadelphia 
Avenue.  West  Plttston,  Pa.;  effective  12-30-61 
to  6  29-62;  10  learners  (men's  trousers). 

Tlie  Exylln  Co.,  Mount  Vernon,  Ind.;  ef- 
fective 1-2-62  to  6-1-62;  20  learners.  Learn- 
ers may  not  be  employed  at  special  minimum 
wage  rates  In  the  production  of  travel  bags 
I  raincoats) . 

Glove  Industry  Learner  Regulations 
(29  CFR  522.1  to  522.11,  as  amended,  and 
29  CFR  522.60  to  522.65,  as  amended). 

KnoxvlUe  Glove  Co.,  819  McGhee  Street 
KnoxvlUe,  Tenn.;  effective  1-15-62  to  1-14- 
63;  10  percent  of  the  total  number  of  stitch- 
ers for  normal  labor  turnover  purposes 
(work  gloves). 


FEDERAL  REGISTER 

Knitted  Wear  Industry  Learner  Regu- 
lations (29  CFR  522.1  to  522.11.  as 
amended,  and  29  CFR  522.30  to  522.35, 
as  amended). . 

EUwood  Knitting  Mills,  Inc.,  1110  Mecklen 
Lane.  911  Lawrence  Avenue,  Ellwood  City, 
Pa.;  effective  1-1-62  to  6-30-62;  40  learners 
for  plant  expansion  purposes  (men's  and 
boys'  knitted  outerwear). 

Regulations  Applicable  to  the  Employ- 
ment of  Learners  (29  CFR  522.1  to  522.11, 
as  amended) . 

Miller  Manufacturing  Co.,  1105  South 
Ayers,  Fort  Worth  6,  Tex.;  effective  1-1-62  to 
6-30-62;  2  learners  for  normal  labor  ttirnover 
purposes  In  the  occupation  of  sewing  ma- 
chine operator  for  a  learning  period  of  160 
hours  at  the  rate  of  $1.00  an  hour  (clothes 
pin  bags,  laundry  bags,  barbecue  aprons,  pot 
holders,  etc.) . 

Each  learner  certificate  has  been  is- 
sued upon  the  representations  of  the  em- 
ployer which,  among  other  things,  were 
that  employment  of  learners  at  special 
minimum  rates  is  necessary  in  order 
to  prevent  curtailment  of  opportunities 
for  emplojrment,  and  that  experienced 
workers  for  the  learner  occupations  are 
not  available.  The  certificates  may  be 
annulled  or  withdrawn,  as  indicated 
therein,  in  the  manner  provided  in  Part 
528  of  TlUe  29  of  the  Code  of  Federal 
Regulations.  Any  person  aggrieved  by 
the  issuance  of  any  of  these  certificates 
may  seek  a  review  or  reconsideration 
thereof  within  fifteen  days  after  publica- 
tion of  this  notice  in  the  Federal  Regis- 
ter pursuant  to  the  provisions  of  29 
CFR  522.9. 

Signed  at  Washington,  D.C.,  this  8th 
day  of  January  1962. 

Robert  O.  Gronewald, 
Authorized  Representative 
of  the  Administrator. 

[F.R.    Doc.    62-646;    FUed,    Jan.     17,     1962; 
8:47  a.m.l 


CERTIFICATES  AUTHORIZING  EM- 
PLOYMENT OF  LEARNERS  AT  SPE- 
CIAL MINIMUM  RATES 

Notice  is  hereby  given  that  pursuant 
to  section  14  of  the  Fair  Labor  Standards 
Act  of  1938  (52  Stat.  1060.  as  amended, 
29  UJ3.C.  201  et  seq.).  the  regulations  on 
employment  of  learners  (29  CFR  Part 
522),  and  Administrative  Order  No.  524 
(24  F.R.  9274)  the  firms  listed  in  this 
notice  have  been  issued  special  certifi- 
cates authorizing  the  employment  of 
learners  at  hourly  wage  rates  lower  than 
the  minimum  wage  rates  otherwise  ap- 
plicable under  section  6  of  the  Act.  The 
effective  and  expiration  dates,  occupa- 
tions, wage  rates,  number  or  proportion 
of  learners.  learning  periods,  and  the 
principal  product  manufactured  by  the 
employer  for  certificates  issued  under 
general  learner  regulations  (§§  522.1  to 
522.11)  are  as  indicated  below.  Condi- 
tions provided  in  certificates  issued  under 
special  industry  regulations  are  as  estab- 
lished in  these  regulations. 

Apparel  Industry  Learner  Regulations 
(29  CFR  522.1  to  522.11,  as  amended,  and 
29  C^FR  522.20  to  522.25,  as  amended). 

The  following  learner  certificates  were 
issued  authorizing  the  employment  of 
ten  percent  of  the  total  number  of  fac- 
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tory  production  workers  for  normal  labor 
turnover  purposes.  The  effective  and 
expiration  dates  are  indicated. 

Alabama  Textile  Products  Corp.,  Brantley, 
Ala.;  effective  1-1-62  to  12-31-62  (men's  work 
shirts). 

Danville  Manufacturing  Co.,  Inc.,  328 
Ferry  Street,  Danville,  Pa.;  effective  12-26-61 
to  12-25-62  (women's  woven  sleepwear). 

Decatur  Shirt  Corp.,  Decatiir,  Miss.;  ef- 
fective 12-21-61  to  12-20-62  (boys'  sport 
shirts). 

Enterprise  Manufacturing  Co.,  Enterprise, 
Ala.;  effective  1-1-62  to  12-31-62  (dress 
shirts) . 

Evergreen  Textiles,  Inc.,  Evergreen,  Ala.; 
effective  12-21-61  to  12-20-62  (men's  semi- 
dress  slacks) . 

Forest  City  Manufacturing  Co.,  Du  Quoin, 
111.;  effective  12-23-61  to  12-22-62  (misses' 
and  women's  dresses). 

Forest  City  Manufacturing  Co.,  Pinckney- 
vllle,  III.;  effective  12-21-61  to  12-20-62 
(juniors'  and  misses'  dresses). 

Glenn  Berry  Manufacturers,  Inc.,  Com- 
merce, Okla.;  effective  12-19-61  to  12-18-62 
(fatigue  trousers) . 

Granite  Dress  Corp.,  40  County  Street, 
PaU  River.  Mass.;  effective  12-22-61  to  12- 
21-62  (ladles'  and  misses'  cotton  wash 
dresses). 

Hollywood  Vassarette,  Athens,  Tex.;  ef- 
fective 12-4-61  to  12-3-62  (brassieres). 

Howard  Manufacturing  Co.,  Inc.,  Nashville, 
Ark.;  effective  12-20-61  to  12-19-62  (men's 
bath  robes ) . 

I.B.S.  Manufacturing  Co.,  New  Albany, 
Miss.;  effective  1-1-62  to  12-31-62  (boys'  and 
men's  sport  shirts). 

Irwin  Manufacturing  Co.,  New  Albany, 
Miss.;  effective  1-1-62  to  12-31-62  (men's 
and  boys'  sport  shirts) . 

Manufacturers  Sportswear,  Inc.,  Meadow 
Avenue  at  Maple  Street,  Scranton,  Pa.;  ef- 
fective 1-6-62  to  1-6-63  (boys'  trousers). 

Martha  Manning  Co.,  701  West  Main  Street. 
ColUnsviUe,  HI.;  effective  12-23-61  to  12- 
22-62  (women's  and  misses'  dresses). 

Metro  Pants  Co.,  Bridgewater,  Va.;  effective 
12-22-61  to  12-21-62  (boys'  trousers). 

Pawnee  Pants  Manufacturing  Co..  Inc., 
104-06  River  Street,  Olyphant,  Pa.;  effective 
12-30-61  to  12-29-62  (men's  and  boys' 
trousers) . 

Richfield  Shirt  Factory,  Monroe  Township, 
Jxmlata  County,  Richfield,  Pa.;  effective  12- 
28-61  to  12-27-62  (men's  and  boys'  dress 
and  sport  shirts) . 

Rutherford  Garment  Co.,  Rutherford, 
Tenn.;  effective  12-29-61  to  12-28-62  (men's 
and  boys'  Jackets  and  parkas). 

Sampson  Sewing  Co.,  Inc.,  Railroad  Street, 
Clinton,  N.C.;  effective  12-21-61  to  12-20-62 
(women's  and  children's  car  coats) . 

Southern  Garment  Maniifacturing  Co., 
Culpeper,  Va.;  effective  12-26-61  to  12-27-62 
(cotton  work  trousers,  work-Jackets) . 

Spring  Corp.  of  America,  Exmore.  Va.;  ef- 
fective 12-21-61  to  12-20-62  (ladies'  and 
children's  blouses) . 

W.  E.  Stephens  Manufacturing  Co..  Inc.. 
Pulaski.  Tenn.;  effective  1-2-62  to  1-1-63 
(men's  and  boys'  work  and  sport  pants). 

Sunnyvale  of  Pennsylvania,  Inc..  3  South 
Webster  Avenue,  Scranton,  Pa.;  effective 
12-20-61  to  12-19-62  (women's  dresses). 

Swirl,  Inc.,  Easley,  S.C:  effective  1-18-62 
to  1-12-63    (women's  dresses). 

Warner  Brothers  Co.,  Marianna,  Pla..  ef- 
fective 12-22-61  to  12-21-62  (corsets  and 
brassieres ) . 

Warner  Brothers  Co.,  ThomasvUle,  Ga.; 
effective  12-22-61  to  12-21-62  (corsets  and 
brassieres) . 

The  Warner  Brothers  Co.,  Moultrie,  Ga.; 
effective  1-5-62  to  1-4-63  (corsets  and  bras- 
sieres) . 

The  following  learner  certificates  were 
issued  for  normal  labor  turnover  pur- 
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poses.  The  effective  and  expiration  dates 
and  the  number  of  learners  authorized 
are  indicated. 

Angelica  Uniform  Co  .  Mountain  View.  Mo  : 
effective  l-l-«2  to  ia-31-«2;  10  learners 
( men's  washable  service  coaU) 

■ast  Salem  Shirt  Kactory,  I>elaware  Town- 
ship. JuDlata  County.  MUHlntown.  Pa  .  effec- 
tive ia-3S-«l  to  12-27  62;  5  learners  (dress 
and  sport  shirts ) . 

Hickory  FVat  Manufacturing  Co  .  Hickory 
yiat.  Miss:  effective  1-1-62  to  12-31  62.  10 
learners  (men's  cotton  work  shlrU) 

Martha  Manning  Co  .  MascouUh.  Ill  .  ef- 
fective 1-6-62  to  1-5-63;  10  learners  i  women  s 
and    misses'    dresses ) . 

W.  K.  Stephens  Manufacturing  Co  .  Inc  . 
Watertown,  Tenn  ;  12-29-61  to  12  28-62.  10 
learners  (mens  and  boys'  work  and  sport 
shirts). 

I.    Taltel    and    Son,    12    South    Prettyman 
Street.  Knox.  Ind  ;  effective  12-23-61   to   12 
22-4a;    10   learners   (work  pants) 

Woolrlch  Woolen  Mills.  Avla.  Pa..  effecUve 
12-21-61  to  12-20-62;  5  learners  (men's  wo<^)l 
hunting  and  work  shirts,  men's  wool  casual 
coats) . 

Woolrlch  Woolen  Mills.  Woolrlch.  Pa  ;  ef- 
fectlTe  la-ai-Sl  to  12-20-62;  10  learners 
(men's   wool   and    hunting   work  panU). 

The  following  learner  certificates  were 
issued  for  plant  expansion  purposes. 
The  effective  and  expiration  dates  and 
the  number  of  learners  authorized  are 
indicated. 

Angelica  Uniform  Co  .  Mountain  View,  Mo  ; 
effective  1-1-62  to  6-30-62;  25  learners 
(men's  washable  service  coats). 

Chaae  City  Manufacturing  Co  .  Inc  ,  Walker 
Street.  Chase  City.  Va.;  effective  12  26  61  to 
12-25--63:  100  learners  (men's  and  boys' 
dungarees ) . 

Florence  Fashions.  YoungsvlUe.  N.C  ;  ef- 
fecUve 12-20-61  to  6-19-62;  25  learners 
(ladles'    dreaaea). 

Sampson  Sewing  Co  ,  Inc  ,  Railroad  Street, 
Clinton,  N.C  ;  effective  12-21-«1  to  6-20-62; 
30  learners  (women's  and  children's  car 
coats). 

Vandalla  Garment  Co  .  Vandalla,  Mo  ;  ef- 
fective 12-27-61  to  6-2«J-62:  75  learners 
(ladies'  dresses). 

Olove  Industry  Learner  Regulations 
(29  CPR  522.1  to  522.11.  as  amended,  and 
29  CPR  522.60  to  522.65,  as  amended). 

The  Boos  Manufacturing  Co..  105  Elm 
Street.  CblUlcothe.  Mo.;  effective  12-21-61  to 
12-20-62;  10  percent  of  the  total  number  of 
machine  stitchers  for  normal  labor  turnover 
pxirpcaea  (work  gloves). 

Hosiery  Industry  Learner  Regulations 
(29  CFR  522.1  to  522.11.  as  amended,  and 
29  CFR  522.40  to  522.43,  as  amended » 

Holt  Hosiery  Mills.  Inc..  Glen  Raven,  NC  ; 
effective  12-21-61  to  6-20-62;  36  learners  for 
plant  expansion  purposes  (full-fashioned; 
seamless) . 

Interwoven  Stocking  Co  ,  Martlnsburg, 
W.  Va  ;  effective  12-20-61  to  12-19-«2;  5 
percent  of  the  total  number  of  factory  pro- 
duction workers  for  normal  labor  turnover 
purposes  (seamless). 

Kayser-Roth  Hosiery  Co ,  Inc  ,  Plttsboro 
Seamless  Knitting  Division,  Plttsboro,  N  C  : 
effective  12-22-61  to  6-21-62;  15  learners  for 
plant  expansion  purposes   (seamless). 

Knitted  Wear  Industry  Learner  Regu- 
lations (29  CFR  522.1  to  522.11,  as 
amended,  and  29  CFR  522  30  to  522.35. 
as  amended ) . 

Brookfleld  Mills  Inc  ,  206  North  Elm  Street. 
Sanford,  Fla.;  effective  12-22-61  to  6-21-62; 
15  learners  for  plant  expansion  purposes 
(ladies'  swim  wear) . 


NOTICES 

Each  learner  certificate  has  been  is- 
sued upon  the  representations  of  the  em- 
ployer which,  among  other  things,  were 
that  employment  of  learnecs  at  special 
minimum  rates  is  necessary  in  order 
to  prevent  curtailment  of  opportunities 
for  employment,  and  that  experienced 
workers  for  the  learner  occupations  are 
not  available  The  certificates  may  be 
annulled  or  withdrawn,  as  indicated 
therein,  in  the  manner  provided  in  Part 
528  of  Title  29  of  the  Code  of  Federal 
RcKulatiorus.  Any  person  ag'-^neved  by 
the  issuance  of  any  of  these  certificates 
may  seek  a  review  or  reconsideration 
thereof  within  fifteen  days  after  publi- 
cation of  thi.s  notice  in  the  Pederai.  Reg- 
ister pursviant  to  the  provisions  of  29 
CFR  522  9. 

Signed  at  Wasliinnlon,  DC  .  thi.-  5lh 
day  of  Januaiy  1962. 

Robert  G    Gro.newald. 
Authorized  Representativr 

of  the  Administrator. 

|FR      Ddc      62   547;      Piled.     Jan       17,     1962, 
8  48  am  | 


CERTIFICATES  AUTHORIZING  EM- 
PLOYMENT OF  LEARNERS  AT  SPE- 
CIAL  MINIMUM    RATES 

Notice  IS  hereby  given  that  pursuant 
to  section  14  of  the  Fair  Labor  Standards 
Act  of  1938  (52  Stat.  1060.  as  amended. 
29  U.S.C.  201  et  seq.  >,  the  regulations 
on  employment  of  learners  (29  CFR  Part 
522  >,  and  Aciministrative  Order  No.  524 
124  FR  9274),  the  firms  listed  in  this 
notice  have  been  Issued  special  certifi- 
cates authorizing  the  employment  of 
learners  at  hourly  wage  rates  lower  than 
the  minimum  wage  rates  otherwise  ap- 
plicable under  section  6  of  the  Act,  The 
effective  and  expiration  dates,  occupa- 
tions, wage  rates,  number  or  proportion 
of  learners,  learning  periods,  and  the 
principal  product  manufactured  by  the 
employer  for  certificates  Issued  under 
general  learner  regulations  (§9  522,1  to 
522,11)  are  as  indicated  below.  Condi- 
tions provided  in  certificates  issued  under 
special  industry  regulations  are  as  estab- 
lished in  these  regulations. 

Apparel  Industry  Learner  Regulations 
•  29  CFR  522.1  to  522  11,  as  amended, 
and  29  CFR  522.20  to  522  25,  as 
amended ) . 

The  following  learner  certificates  were 
issued  authorizing  the  employment  of 
10  percent  of  the  total  number  of  fac- 
tory production  workers  for  normal  la- 
bor turnover  purposes  The  effective  and 
expiration  dates  are  indicated, 

Bestform  Foundations  of  Wlndbcr  Inc  . 
21st  Street  and  Stockholm  Avenue,  Wind- 
ber.  Pa.  effective  12-9-61  to  12  8  62  (ladles' 
brasslers  and  girdles). 

Brook  Manufacturing  Co  ,  Inc  .  First  nnd 
Miles  Streets,  Old  Forge.  Pa;  effective  12- 
2&  61   to   12  27  62    (men's  trousers). 

Canton  Manufacturing  Corp  ,  307  South 
Second  Avenue,  Canton.  Ill  ;  effective  12  8  61 
to  12  7  62  (men's  and  boys'  cotton  work 
pants  I 

Cluett.  Pcabody  &  Co  ,  Inc  ,  Gllb<;rt,  Minn  ; 
effective  12-17-61  to  12-16  62  (collars  for 
qu.Tllty   dress   shirts) 

Cluett.  Peabody  and  Co,  Inc  1221  West 
Third  Street.  WUUamsport,  Pa  .  effective  12- 
8-61   to   12-7  62   (sport  shirts). 


DcchprU-Franklln  Co  .  Inc  .  Decherd, 
Tenn  effective  12  7  61  to  12-6-62  (mens 
sin>;le  sl.icks ) 

Edric  Manufacturing  Corp  ,  101  Bel  Air 
Drive,  Columbia,  Tenn  ;  effective  12-5-61  to 
12  6  62  (mens  sport  shirts). 

Frances     Oee     Garment    Co  .    Hlgglnsvllle 
Mm      rffertive    12  9-61    to    12-a  62    (women's 
nylon   and  d.icron  uniforms). 

O.iran  Sportswear,  Inc  ,  Adamsvllle,  Tenn 
effective  12   7  61  to  12  <^  62  (men's  and  boys 
siHirt    shirt  .SI 

Olen  of  Michigan.  Division  of  Glen  Manii- 
facturtne  Inc  .  77  Hancock  Street,  Manlstre 
Miih  .  ptTrctivp  12  6  61  to  12  &  62  Learntrs 
m.iy  not  be  employed  at  special  mlnlnuun 
wai^p  rates  in  the  production  of  separaic 
t-kirts    (dresses) 

Hfi»ry  I  Slegel  Co  ,  Inc  .  Trezevant.  Teiii;  : 
effective  12  26  61  to  12  25  62  (mens  and 
boys'  single  pants) 

Kcnrose  Manufactvirlng  Co  ,  Inc  .  Radfnrd 
V.i  .  Ptfertlve  12-12-61  to  12  11-62  (women  .^ 
(Irp.ssp.  • 

Liberty  Manufacturing  Corp  ,  Liberty 
Ky  ,  pfferti\p  12  8  61  to  12-7-62  (boys'  spurt 
.shirts  I 

McAdoo    Manufacturing    Co..    Inc..    Soutli 
Hancock    Street.    McAdoo.   Pa  ;    effective    12 
6  61   to   12-5-62   (Children's  polo  shirts) 

MadiU     Manufacturing    Co,    Inc.    Madill 
Okla  ,    effective    12-5-61    to    12-4-62    (men's 
dress   trousers). 

Mammoth  Cave  Garment  Co.  Cave  City.. 
Ky  ,  effective  12-11-61  to  12-10  62  (mens 
and    boys'   dungarees) 

Mayflower    Manufacturing    Co  .    Inc  .    460 
506     North     Main     Avenue,     Scranton,     Pa 
effective    12-12  61     to    12^11-62     (boys'    and 
students'  trousers) 

Plttston  Apparel  Co.  East  and  Tompkins 
Streets,  Plttston,  Pa  ;  effecUve  12  8^1  to 
12  7-62    (brassieres). 

Praine  Manufacturing  Co  ,  East  Prairie 
Mo;  effecUve  12  5-61  to  12  4-62  (mens 
semldress  and  work  pants) . 

Salant  &  Salant  Inc  ,  Henderson.  Tenn  ; 
effective  12  13  61  to  12-12-62  (men's  cotton 
work  shirts ) 

Salemburg  Manufacturing  Co  .  Salemburp. 
NC;  effective  12-8  61  to  12-7-62  (ladles 
dresses) 

Samsons  Manufacturing  Corp  .  525  East 
Fifth  Street,  Washington.  N.C  ;  effective 
12    10  61  to  12  9-62  (men's  sport  shirts) 

Shane  Manufacturing  Co..  1500  We.st 
Franklin  SUeet.  Evansvllle.  Ind.;  effective 
12  9  61  to  12  &-62  (pants,  shirts,  and 
Jackets) 

Stahl-Urbfvn     Co,     North    Second     Street. 
Brookhaven,     Miss  ;     effecUve     12-19-61     to 
12-18-62  (men  s  and  boys'  outerwear  Jacket-^ 
blouses) . 

Van  Bealen,  Hellbrun  &  Co  ,  Inc  ,  87  95 
Camden  Street,  Rockland,  Maine;  effective 
12  15  61  to  12  14-62  (men's  and  boys'  hou.se 
.md  beach  robes,  men's  cabana  sets). 

Wyoming  Valley  Garment  Co,  237  Old 
River  Road.  Wllkes-Barre.  Pa;  effective 
12  21  61  Uj  12-20-62  (men's  and  boys 
trousers ) 

Ihe  follow inp  learner  certificates  were 
i.s.sucd  for  normal  labor  turnover  pur- 
poses The  effective  and  expiration 
dates  and  the  number  of  learners  au- 
thorized are  indicated. 

Tlie  Loudoun  Manufacturing  Co  ,  D  B  .^ 
EmmltsburK  Manufacturing  Co.  Emmits- 
burg  Md  ;  effective  12-8-61  to  12-7-62:  10 
learners  (men's  trousers). 

Mohawk  Dress  Inc  .  29  Chuctanunda 
Street,  Amsterdam,  NY.;  effective  12-6  61 
to  12  7  62;  10  learners  (cotton  and  rayon 
nuxleralely  priced  dresses) , 

Sherrl-Lynn,  Inc  ,  Zebulon.  Oa.;  effective 
12-5-€l  U)  12-4^62;  10  learners  (ladles' 
dresses)  . 

The  following  learner  certificates  were 
issued    for    plant    expansion    purposes. 
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Thursday,  January  18,  1962 

The  effective  and  expiration  dates  and 
the  number  of  learners  authorized  are 
indicated. 

Haynes  Sportswear  Co..  Inc.,  Ruckenvllle, 
Va  :  effective  12-5-61  to  6-4-62;  36  leanura 
( women's  dresses) . 

Jack  Winter  Manufacturing  Co..  Martanna. 
Ark  ;  effective  12-6-61  to  6-6-62;  30  learners 
(men's  and  ladles'  slacks) . 

Prairie  Manufacturing  Co,.  Cast  Prairie, 
Mo  ;  effective  12-5-61  to  6-4-62;  15  learners 
( men's  semldress  and  work  pants) . 

Hosiery  Industry  Learner  Regulations 
(29  CFR  522.1  to  522.11,  as  amended,  and 
29  CFR  522,40  to  522.43,  as  amended). 

Diamond  Mills  Corp..  Hanover  Division, 
3402  Carolina  Beach  Road.  Wilmington.  N.C; 
effective  12-5-61  to  6-4-62;  120  learners  for 
plant  expansion  purposes   (seamless). 

Exeter  Wilmington  Hosiery  Mills,  Inc.. 
Fifth  and  Monroe  Streets.  Wilmington.  Del.; 
effective  12-6-61  to  12-5-62;  6  learners  tor 
normal  lalwr  turnover  purposes  (seamless). 

Knitted  Wear  Industry  Learner  Regu- 
lations (29  CFR  522.1  to  522.11.  as 
amended,  and  29  CFR  522.30  to  522.35, 
as  amended ) . 

Ashland  Knitting  Mills.  Inc.,  Front  and 
Chestnut  Streets.  Ashland,  Pa.;  effective 
12-6-61  to  12-5-62;  6  percent  of  the  total 
number  of  factory  production  workers  for 
normal  labor  turnover  purposes  (underwear). 
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Caaa  Orande  IClls,  Division  of  Parsons  & 
Baker  Co.,  Phoenix  Highway.  Casa  Grande. 
Arlx.;  effective  13-6-61  to  e-4-62;  6  learners 
for  plant  expansion  purposes  (cotton  knit 
underwear). 

Cluett.  Peabody  and  Co..  Inc.,  GUbert, 
Minn.;  effective  12-7-«l  to  12-16-62;  5 
learners  for  n<»inal  labor  turnover  purposes 
(underwecur). 

Manchester  Knitted  Fashions,  17  Brown 
Street,  Whltefleld,  N.H.;  effective  12-6-61  to 
12-6-63;  6  learners  for  normal  labor  turn- 
over purposes  (underwear) . 

BXK  Manufacturing  Corp.,  205  West  Sixth 
Street,  West  Wyoming,  Pa.;  effective  12-8-61 
to  13-7-63;  5  percent  of  the  total  niunber  of 
factory  production  workers  for  normal  labor 
ttirnover  purposes  (women's  girdles,  bras- 
sieres, and  swimming  suits) . 

Regulations  Applicable  to  the  Employ- 
ment of  Learners  (29  CFR  522.1  to  522.11, 
as  amended). 

The  following  learner  certificate  was 
issued  in  Puerto  Rico  to  the  company 
hereinafter  named.  The  effective  and 
expiration  dates,  learner  rates,  occupa- 
tions, learning  periods,  and  the  number 
or  prcHMrtion  of  learners  authorized  to 
be  employed,  are  as  indicated. 

Electrospace  Corp.  of  Puerto  Rico,  Naguabo, 
PH.;  effective  H-6-61  to  5-5-62;  72  learners 
for  plant  expansion  purposes,  in  the  occupa- 
tions of  assemblers  of  electronic  parts,  cable 
assemblers,    operators    of    automatic    wire 


54f 

cutting  machines,  each  for  a  learning  period 
of  480  hours  at  the  rates  of  80  cents  an  hour 
for  the  first  240  hours  and  90  cents  an  hour 
for  the  remaining  240  hours  (electronic  sig- 
nal  equipment) . 

Each  learner  certificate  has  been  is- 
sued upon  the  representations  of  the  em- 
ployers which,  among  other  things,  were 
that  employment  of  learners  at  special 
minimum  rates  is  necessary  in  order  to 
prevent  curtailment  of  opportunities  for 
employment,  and  that  experienced 
workers  for  the  learner  occupations  are 
not  available.  The  certificates  may  be 
annulled  or  withdravn,  as  indicated 
therein,  in  the  manner  provided  in  Part 
528  of  Title  29  of  the  Code  of  Federal 
Regulations.  Any  person  aggrieved  by 
the  issuance  of  any  of  these  certificates 
may  seek  a  review  or  reconsideration 
thereof  within  fifteen  days  after  publi- 
cation of  this  notice  in  the  Federal 
Register  pursuant  to  the  provisions  of 
29  CFR  522.9. 

Signed  at  Washington,  D.C.,  this  2d 
day  of  January  1962. 

Robert  O.  Oronewald, 
>  Authorized  Representative 

of  the  Administrator. 

(F.R.    Doc.    62-548;     PUed,    Jan.     17.    1962; 
8:48  ajn.] 
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THE  PRESIDENT 
Proclamation 

Law  Day.  UJS.A..  1962.-- 

Executive  Orders 

Agency  systems  for  appeals  from 
adverse   actions 

Employee-management     coopera- 
tion in  the  Federal  Service 551 

EXECUTIVE  AGENCIES 
Agricultural  Research  Service 

Notices  : 

Idoiitiflcation  of  carcasses  of  cer- 
tain    humanely     slaughtered 
livestock: 
Change    in    list    of    establish- 
ments        592 

Supplemental    list    of    humane 
slaughterers 592 

Agricultural  Stabilization  and 
Conservation  Service 

Notices:                                    ' 
Milk  Marketing  Orders  Division; 
certain  officials;    delegation  of 
authority ' 593 

Proposed  Rule  Making: 
Milk  in  Inland  Empire  market- 
iHR  area:  extension  of  time  for, 
filing  exceptions  to  recom- 
mended decision  on  proposed 
amendments  to  tentative  agree- 
ment  and   order 588 

Riles  and  Regulations: 

Sugar;  non-quota  purchase.  1962; 

correction 584 

Wlieat.  1962-63  marketing  year; 
determination  of  normal  county 
yields;    correction 584 

Agriculture  Department 

Sec  Agricultural  Research  Serv- 
ice; Agricultural  Stabilization 
and  Conservation  Service:  Com- 
modity Credit  Corporation. 


Contents 


Alien  Property  Office 

Noncis: 

Bugenhagen.  Ingeborg.  and  Linda 
Hasrman;  intention  to  return 
rested  prwerty 603 

Atomic  Energy  Commission 

NoncBs: 

California;  assumption  of  certain 
of  the  Cwnmission's  regulatory 
autboritsr 593 

Cornell  University;  issuance  of 
utilization  facility  license 596 

Civil  Aeronautics  Board  . 

NoncKs: 

Hearings,  etc.: . 

American  Airlines,  Inc 596 

Cia.  Rutas  Internacionales 
Peruanas,  S.A 597 

Passenger  credit  plans  investi- 
gation       597 

Trans-Texas  Airways,  Inc.,  mail 
rate . 597 

Toolco-Northeast  control  case.       597 

PKOP06ED  Rxn.B  Making  : 

Economic  proceedings;  local  serv- 
ice route  proceedings ;  extension 
of  time  for  filing  comments 588 

Rules  aicd  Regulations  : 
Terms,  conditions,  and  limitations 
of  certificates  of  public  conven- 
ience and  necessity:  interstate 
and  overseas  route  air  transpor- 
tation; procedure  and  adminis- 
tration relating  to  airport  au- 
thorizations and  service  pattern 
changes 55d 

CMnmodily  Credit  Corporation 

Rmxs  AND  Rbgui^tzons: 
Grains  and  related  commodities; 
1961  crtv  loan  and  purchase 
agreement  programs;  support 
rates: 

Barley 557 

nazseed 558 

Rye - 557 

Wheat 657 


Federal  Aviation  Agency 

Notices  : 

G«ieral  Safety  District  Office, 
Charleston.  W.  Va.;   closing___      592 

Rules  Am)  Regulations  : 

Airworthiness  directive;  Boeing 
Models  707  and  720  Series  air- 
craft        561 

Federal  airway;    alteration 561 

Federal  airways  and  controlled 
airspace;   alteration 562 

Federal  airway,  associated  control 
areas  and  reporting  points; 
alteration 561 

Restricted   areas: 
Alterations  (4  documents)  ___  562.563 
Modification 563 

Standard  instrument  approach 
procedures;  miscellaneous 
amendments  (3  documents) —      564, 

570,576 

Federal  Communications 

Commission 

Notices  : 
Hearings,  etc. : 
Flower  City  Television  Corp.  et 

al 598 

Neighborly    Broadcasting    Co., 

Inc 598 

Rules  and  Regulations  : 
Industrial  radio  services;   defini- 
tion of  terms 586 

Federal  Maritime  Commission 

Notices  : 

Sugar,  refined  or  turbinated,  in 
bags  in  Atlantic/Gulf  Puerto 
Rico  trade;  investigation  of  in- 
creased rates;  supplemental  or- 
der       598 

Federal  Power  Commission 

Notices  : 

Hearings,  etc.: 

Cities  Service  Gas  Co 598 

Tennessee  Gas  Transmission  Co. 

et  al 599 

Texas  Pacific  Coal  and  Oil  Co.       601 

{Continued  on  nest  pa^e) 
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Ksh  and  Wildlife  Service 

RULKS  AMD  RaCULATIONS : 

Sport  fishing  in  certain  national 
wildlife  refuge  areas: 

Georgia;  CM:efenokee 558 

Texas;  Buffalo  Lake 558 

Food  and  Drug  Administration 

PK0P06KD  Rxn^  Making  : 

Antibiotics   and    food    additives; 

filing  of  petiUon 588 

Cream  cheese ;  identity  standards .  588 
Pood  additives;  filing  of  petitions 

(2  dociiments). 588 

RULXS  AND  RXCULATIONS  .' 

Certification  of  streptoiny(;in  and 
related  drugs ;  miscellaneous 
amendments:  correction 585 

Food  additives  permitted  in  ani- 
mal feed  and  supplements: 
methyl  esters  of  higher  fatty 
acids:  correction 585 

Ice  cream.  French  ice  cream;  ef- 
fective date  of  order  amending 
standard  of  identity 584 

Pesticide  chemicals  in  or  on  raw- 
agricultural  commodities:  tol- 
erances and  exemptions:  fur- 
ther extension  of  elTectlve  date 
of  statute 585 

Health,  Education,  and  Welfare 

Department 

See  Food  and  E>rug  Administra- 
tion. 


CONTENTS 

Interior  Department 

See  also  Fish  and  Wildlife  Serv- 
ice: Land  Management  Bureau. 

Notices  : 

Bonneville  Power  Administration; 
disposition  of~power  for  certain 
projects,  and  related  matters..       591 

Interstate  Commerce  Commission 

NoTicis : 

Chicago  Great  Western  Railway 
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Presidential  Documents 

Title  3— THE  PRESIDENT 

Proclamation  3445 

LAW  DAY,  U.S.A.,   1962 

■y  the  President  of  the  United  States  of  America 

A  Proclamation 

WllEREAS  one  of  the  great  cl»silleii<:es  of  our  age  is  man's  stiuji;- 
gle  to  sustain  individual  freedom.  Imman  dignity,  and  justice  for  all ; 
and 

WHEREAS  one  of  the  vital  Indwark^  in  that  struggle  is  the  nde  of 
law  which  underlies  our  whole  soc'nxl,  economic  and  governmental 
.structure,  and  through  which  we  strive  constantly  to  Ift-oaden  and 
secure  for  all  our  citizens  the  rights  and  opportunities  guarante^^d  by 
i\\e  Constitution  and  the  Bill  of  Rights :  and 

WHEREAS  the  strengthening  of  the  rule  of  law  in  our  own  count  ry 
directly  concerns  every  citizen  because  it  is  of  fundamental  imix)i-tance 
XxAh  to  the  nation's  welfare  at  home  and  to  our  hopes  for  building  an 
enduriiig  structure  of  world  peace  through  wider  application  of  the 
nile  of  law  in  relations  between  nations ;  and 

WHEREAS,  just  as  freedom  itself  demands  constant  vigilance, 
it  is  essential  that  we  nurture  through  education  and  example  an  ap- 
preciation of  the  values  of  our  system  of  justice  and  that  we  foster 
through  improved  understanding  of  the  function  of  law  and  of  inde- 
])cndent  courts  an  increased  respect  for  law  and  for  the  rights  of  others 
as  basic  elements  of  our  free  society ;  and 

W^HEREAS  the  Congress  of  the  United  States,  by  a  joint  resolu- 
tion approved  April  7,  1961,  75  Stat.  43,  has  designated  the  first  day 
of  May  of  each  year  as  Law  Day,  U.S.A. :  has  called  upon  the  Ameri- 
can people  to  rededicate  themselves  to  -'the  ideals  of  equality  and 
justice  under  law  in  their  relations  with  each  otlier  as  well  as  with 
otiier  nations"  and  to  cultivate  "that  respect  for  law  that  is  so  vital 
to  the  democratic  way  of  life":  and  has  requested  the  President  to 
issue  a  pixxlamation  calling  for  appropriate  observance  of  that  day : 

NOW  THEREFORE,  I,  JOHN  F.  KENNEDY,  President  of  the 
United  States  of  America,  do  hereby  request  that  the  people  of  the 
TTnited  States  observe  Tuesdajr,  May  1,  1962,  with  appropriate  jjro- 
grams  and  ceremonies  in  recognition  of  Law  Day,  U.S.A.  I  especially 
urge  that  the  schools,  civic  and  service  organizations,  public  bodies, 
the  legal  profession  and'  the  media  of  information  participate  in 
this  worthy  educational  undertaking.  1  also  call  upon  public  officials 
to  rause  the  flag  of  the  United  States  to  I*  displayed  on  all  government 
buildings  on  tluit  day. 

IN  WITNESS  WHEREOF,  I  have  hereunto  set  my  hand  and 
caused  the  Seal  of  the  United  States  of  America  to  be  affixed. 

DONE  at  the  City  of  Washington  this  16th  day  of  January  in  the 
year  of  o«r  Lord  nineteen  hundred  and  sixtv-two,  and  of  the 
[j»bal]     Independence  of  the  United   States  of   America   the   one 
hundred  and  eighty-sixth. 

John  F.  Kkx  nkdy 

By  the  President : 

Dean  Rusk, 

Secretary  of  State. 

ir.R.  Doc.  62-701 ;  Filed,  Jan.  18, 19C2 ;  10 :51  a.m.] 


/ 


549 


vaiv     BM«n««e^lv 


Vridau.  Januaru  19.  1962 


REGISTER 


551 


550 


THE  ftfSIOENT 

Executive  Order  10987 
AGENCY  SYSTEMS  FOR  APPEALS  FROM  ADVERSE  ACTIONS 

WHEREAS  the  pul)lK-  interest  requires  the  iiiainteniiiue  of  hipjh 
staiMliirds  of  emphwee  {XM-fornmuce  and  integrity  in  the  public  serv- 
ice, prompt  administrative  action  wlu-re  siu-h  standards  are  iiot  met, 
and  safeguards  to  protect  emplovtn'^  ajrainst  arliitrary  or  unjust  ad- 
vers*^  actions;  and 

WHEREAS  tlie  prompt  re«<>n-idt'r:ition  (»f  piote.-tiHl  achuinistra- 
tive  decisions  to  take  adverse  a<  tion>  apiinst  employees  will  promote 
the  efficiency  of  the  servic*',  as^ist  in  maintaininj^'  a  hiph  level  of  em- 
ployee morale,  further  the  ohjective  of  improvinjj  em[)loytH»-manajre- 
ment  relations,  and  iii-ure  timely  coi  ie<t  ion  of  imj)roper  a<lv»'rM' 
act  ions ; 

NOW,  THEREFORE,  l»y  virtue  of  the  authority  vested  in  me  by 
the  Constitution  of  t-lie  Tnited  States,  bv  Section  IT.");}  of  the  Revised 
Statutes  (5  U.S.C.  G:^  ),  by  the  Civil  Service  Act  of  ISS.'}  (  l>-J  Stat.  40;;; 
5  r.S.(\().'V2,  etseq.).aiid  a-  Tre-ideiit  of  the  I'nited  State-;,  it  is  herel)y 
ordei-ed  as  follows: 

Skction  1.  The  head  of  eacli  depart  meiit  aiul  agency,  in  accord  with 
the  provisions  of  this  order  and  rejzulations  issued  thereunder  by  the 
Civil  Service  Commission,  and  to  the  extent  specified  in  such  re^da- 
tions,  shall  establish  within  the  department  or  ajjency  a  .svstem  for  the 
reconsideration  of  administrative  decisions  to  take  adverse  action 
apiinst  emplovees.  Information  on  the  system  shall  lx»  bn)U<rht  to 
the  attention  of  all  employees.  Within  the  princi^iles  established  by 
this  order  and  subject  t«  the  broad  ^midelines  contained  in  the  re<rula- 
tions,each  department  and  airency  is  authori/e<l  to  develop  such  a^rency 
appeitls  proce<lures  as  may  U'  appropriate  to  its  own  orjranizational 
requirements. 

Skc.  '2.  (a)  The  Civil  Service  Coinmission  shall,  not  later  than 
April  1,  VM^•2,  issue  repulations  to  put  this  order  into  effect  and  shall 
make  a  continuing  review  of  the  manner  in  which  this  order  is  In^inp 
implemented  by  the  departments  and  airencies. 

(b)  Nothing  in  this  order  shall  be  deeme<l  to  enlarge  of  restrict 
the  authority  of  the  Civil  Service  Coinmission  to  adjudicate  apoeals 
submitte<l  in  accordance  witli  Chapter  I  of  Title  5  of  the  Co<le  of 
Federal  Repidations. 

Skc.  ■">.  The  Civil  Service  Commi»ion  in  issuing  repulations  and 
the  departments  and  agencies  in  developing  an  ai)peals  sy>tem  shall 
l>e  guided  by  the  following  principIe-^: 

(  I)  The  appeals  system  shall  1h»  a  simple,  orderly  method  through 
which  an  employee  or  former  employee  may  seek  tiniely  administrative 
reconsideration  of  a  decision  to  take  adverse  action  against  him. 

CJ)  Employees  and  representatives  of  employee  organizations  sliall 
Iwive  an  opportunity  to  express  their  views  as  to  the  formulation  and 
oj)eration  of  the  appeals  proceduivs. 

(.'))  An  appeal  shall  l)e  in  writing  and  indicate  clearly  the  (Corrective 
action  sought  and  the  reasons  therefor. 

(4)  The  system  shall  provide  onlinarily  for  one  level  of  apiH>al, 
except  that  it  may  include  further  administrative  review  when  the 
delegations  of  authority  or  organizational  arrangements  of  the  agency 
so  reijuire. 

(."•)  An  employee  who  has  not  jireviously  had  an  opportunity  for 
a  hearing  in  connection  with  the  agency  decision  to  take  adverse  action 
shall,  on  his  request,  be  granted  one  hearing,  except  when  the  holding 
of  a  liearing  is  impracticable  by  reaxm  of  unusual  loc-ation  or  other 
extraordinary  circumstance. 

((>)  The  eujployee  shall  l)e  as.'-ured  freedom  from  restraint,  inter- 
ference, coercion,  discrimination,  or  reprisal  in  presenting  his  appeal. 

(7)  The  employee  shall  have  the  right  to  l)e  accompanied,  repre- 
sented, and  advised  by  a  repi-esentative  of  his  own  choosnig  in  present- 
ing his  appeal. 
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( 8 )  Tlie  employee  shftll  be  assured  of  a  reasonable  amount  of  official 
t  i  me  to  present  his  appeal. 

(9)  An  appeal  shall  be  resolved  expeditiously.  To  this  end,  both 
the  employee  and  the  department  or  agency  shall  proceed  with  an 
appeal  wit noutnndue  delay. 

Sk(\  4.  The  head  of  each  department  and  agency  is  authorized  to 
include  pi-ovision  for  advisory  arbitration,  where  appropriate,  in  the 
agencj'  appeals  system. 

Sec.  5.  (a)  This  order  shall  not  apply  to  the  Central  Intelligence 
Agency,  the  National  Security  Agency,  the  Federal  Bureau  of  Investi- 
gation, the  Atomic  Energy  Commission,  and  the  Tennessee  Valley 
Authority. 

(b)  The  Civil  Service  Commission,  on  the  recommendation  of  the 
heads  of  the  agencies  c<»oemed,  may  exclude  classes  of  employees  the 
nature  of  whose  work  makes  the  application  of  the  provisions  of  this 
onler  inappropriate. 

Sec.  6.  This  order  shall  become  effective  as  to  all  adverse  actions 
commenced  by  issuance  of  a  notification  of  proj^osed  action  on  or  after 
July  1,1962. 

John  F.  Kennedy 
The  "WHrrE  House, 

Jamtary  17^  196t. 

[F.R.  Doc.  e2-<»9;  nied,  Jan.  IS,  VMVl;  10:18  a.ni.l 


ExMUlm  Order  10988 

EMPLOYEE-MANAGEMENT  COOPERATION  IN  THE  FEDERAL  SERVICE 

WHEREAS  participation  of  employees  in  the  fonnulation  and  im- 
plementation of  nersonnel  policies  affecting  them  contributes  to  ef- 
fective conduct  of  public  business ;  and 

WHEREAS  the  efficient  administration  of  tlie  Government  and 
the  well-being  of  employees  require  that  orderly  and  constructive  re- 
lationships be  maintained  between  employee  organizations  and  man- 
agement officials;  and 

WHEREAS  subject  to  law  and  the  paramount  requirements  of  tlie 
])ublic  service,  employee-management  relations  within  the  Federal 
service  should  be  miproved  by  providing  employees  an  opportunity 
for  greater  participation  in  the  formulation  and  im|)lementation  of 
policies  and  prooeaures  affecting  the  conditions  of  their  employment ; 
and 

WHEREAS  effective  employee-management  cooperation  in  the 
public  service  requires  a  clear  statement  of  tlie  respective  riglits  and 
obligations  of  employee  organizations  and  agency  management : 

NOW,  THER£FOSE,  by  virtue  of  tlie  authority  vested  in  me  by 
the  Constitution  of  the  United  States,  by  section  1753  of  the  Revised 
Statutes  (5  U.S.C.  631).  and  as  President  of  the  United  States,  I 
hereby  direct  that  the  loUowing  policies  shall  govern  officers  and 
agencies  of  the  executive  branch  of  the  Government  in  all  dealings 
with  Federal  employees  and  organizations  representing  such 
employees.  * 

Section  1.  (a)  Em^oyees  of  the  Federal  (ioveniment  diall  liave, 
and  sliall  be  protected  in  Uie  exercise  of,  the  right,  freely  and  witliout 
fear  of  penalty  .or  reprisal,  to  form,  join  and  assist  any  einployee 
oiganization  or  to  refrain  from  any  such  activity.  Except  as  herein- 
after expressly  provided,  the  freedom  of  such  employees  to  assist  any 
employee  organization  shall  be  recognized  as  extending  to  participa- 
tion in  the  management  of  the  organization  and  acting  for  tiie  organ- 
ization in  the  capacity  of  an  organization  representative,  including 
presentation  of  its  views  to  (rfScials  of  the  executive  branch,  the  Con- 
gress or  other  appropriate  authority.  The  head  of  each  executive  de- 
jiartmeiit  and  agency  (hereinafter  referred  to  as  "agency'')  shall 
take  stich  actkm,  oonaiflteni  with  law,  as  may  be  required  in  order  to 
assure  that  emplojraeB  in  tlw  agency  are  apprised  of  the  rights  de- 
scribed in  this  section,  and  that  no  interference,  restraint,  coercion  or 
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THE   PRESIDENT 

(1is4'riiuuiation  is  iniuiit  »'«l  within  >iit'h  umMuy  I<»  fiuoui  ;»p»  <»r  dis- 
lourage  ineinberslui)  in  aiw  t'lnplovft'  orj^iiiiization. 

(b)  The  rights  descriUni  ii\  this  sf^-tion  do  not  extend  to  piiilicipa- 
tion  in  the  management  of  an  employe**  orgji nidation,  or  acting  as  a 
ivpresentative  of  any  such  organization,  where  sufli  participation  or 
activity  would  result  in  a  conflict  of  intetvst  or  otherwise  U'  incom- 
patible with  law  or  w  ith  t  lie  official  diit  ies  of  an  employe*'. 

Sk<'.  2.  Wlien  used  in  rhi^  order,  the  term  "employee  organization" 
means  any  lawful  association,  lahor  organization,  ft'deration,  council, 
or  hrotherhood  Imving  as  a  primary  {>ur[)os«*  the  improvement  of 
wTorking  conditions  among  Federal  emplovees,  or  any  rn\ ft,  trade  or 
industrial  union  whose  memU'i>ihip  includes  l>oth  Feileral  employe*?s 
and  employees  of  pri\ate  organizat  ion>;  hut  such  term  shall  not  in- 
clude any  organization  (1)  which  ass^-rls  the  right  to  strike  against 
the  (lovermnent  of  the  l'nite<l  States  or  any  agency  thereof,  or  to 
assist  or  participate  in  any  such  strike,  or  whi«"h  imiK)ses  a  duty  or 
ohligati(m  to  conduct,  assist  oi-  participate  in  any  sucli  strike,  or  {'2) 
which  advoi-ates  the  o\eithrow  of  the  const itut ioinil  form  of  (lovern- 
ment  in  the  United  States.  f)r  (•>)  wjiich  <lis«"riminates  with  n^garri  to 
the  terms  or  oondit  ions  df  meiulH-i  -hip  U'cause  of  race,  color.  <'r»vd  or 
national  origin. 

Sec.  o.  (a)  Agencies  shall  accord  informal,  formal  or  exclusive 
iv<'<>gnition  to  employee  organizations  which  request  such  recognition 
in  conformity  witn  the  requirements  s{)ecified  in  sections  4,  5  and  0  of 
this  order,  except  that  no  recognition  shall  Ix"  accorded  to  any  employee 
organization  wnicJi  the  head  of  the  agency  considei-s  to  be  so  subject 
to  corrupt  influences  or  influences  opposed  to  ba.sic  democratic  princi- 
ple»s  that  recognition  would  Ih>  incon-istent  w  ith  the  objective-:  of  thi? 
ordei". 

(b)  Recognition  of  an  omj)Iovee  oriranization  sliall  continue  so  long 
iis  siK'h  organization  >ati>ties  the  criteria  of  this  oider  applicable  to 
■^ucli  recognition:  but  nothing  in  this  section  shall  re<piire  any  agency 
to  determine  whether  an  organization  should  become  or  contiime  to  Ix' 
recognized  as  exclusi\e  represtMitat ive  of  the  employees  in  any  unit 
within  1"2  months  after  a  prior  determination  of  exclusive  status  with 
res[x*cf  to  such  unit  lias  been  made  pui>uant  to  the  pro\  ision<  of  this 
ortler. 

( <• )    Recognition,  in  whatevi-i"  foini  acconled,  shall  not  — 

(1)  preclude  any  employei',  n'gardless  of  employee  organization 
nieml>ership,  from  bringing  matters  of  personal  concern  to  the  atten- 
tion of  appropriate  officials  in  accordance  with  applicable  law,  rule, 
^•egulation,  or  e.stablished  agency  |X)licy,  or  from  clK)o>ing  his  own 
representative  in  a  grievance  or  appellate  action  :  or 

(li)  j»reclude  or  n'strict  consultations  and  dealings  between  an 
agency  and  any  veterans  orgaitization  with  respect  to  matter-  of  par- 
ticular ititerest  to  emplovees  with  veterans  preference;  or 

(•i)  pi*eclude  an  agent y  from  consulting  or  dealing  with  any  reli- 
gious, social,  fraternal  or  other  lawful  asso<iation,  not  qunlitied  as 
an  employee  organization,  with  respect  to  matters  or  {wlicies  which 
involve  individual  members  of  tlie  association  or  are  of  particular 
applicability  to  it  or  its  memlxMS,  when  such  consultations  or  dealings 
are  duly  limited  so  as  not  to  assmne  the  character  of  formal  consulta- 
tion on  matters  of  general  employee  management  policy  or  to  extend 
to  areas  where  re<"ognition  of  tiie  interests  of  one  employee  gioup  may 
result  in  dis<-rimination  against  or  injury  to  the  interests  of  other 
employees. 

Skc.  4.  (a)  An  agency  shall  accord  an  employee  organization, 
which  does  not  qualify  for  exclusive  or  formal  recognition,  informal 
recognition  as  representative  of  its  memlwr  employees  without  regard 
to  whether  any  other  employee  organization  has  been  accorded  formal 
or  exclusive  recognition  as  representative  of  >ome  oi*  all  eniployees  in 
any  unit. 

(b)  When  an  employee  organization  has  been  informally  recog- 
nized, it  shall,  to  the  extent  consistent  with  the  efficient  and  orderly 
conduct  of  the  public  business,  l>e  permitted  to  present  to  appropriate 
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officials  its  views  on  matters  of  concern  to  its  members.  The  agency 
need  not,  however,  consult  with  an  employee  organization  so  recog- 
nized in  the  formulation  of  personnel  or  other  policies  with  respect 
to  such  matters. 

Skc.  5.  (a)  An  agency  shall  accord  an  employee  organization  for- 
mal recognition  as  the  representative  of  its  members  in  a  unit  as 
defined  by  the  agency  when  (1)  no  other  employee  organization  is 
Qualified  for  exclusive  recognition  as  representative  of  employees  in 
the  unit,  (2)  it  is  determined  by  the  agency  that  the  employee  organ- 
ization has  a  substantial  and  stable  meinl)ei'ship  of  no  less  than 
10  per  centum  of  the  employees  in  the  unit,  and  (3)  the  employee 
organization  has  submitted  to  the  agency  a  roster  of  its  officers  and 
repreeentatives,  a  copy  of  its  constitution  and  by-laws,  and  a  state- 
ment of  objectives.  When,  in  the  opinion  of  the  head  of  an  agency, 
an  employee  organization  has  a  sufficient  number  of  local  organiza- 
tions or  a  sufficient  total  monibership  within  such  agency,  such  organ- 
ization may  be  accorded  formal  recognition  at  the  national  level,  but 
such  recognition  sliall  not  preclude  the  agency  from  dealing  at  the 
national  level  with  any  other  emi)]oyee  organization  on  matters 
a  ffecting  its  members. 

(b)  Wlien  an  employee  organization  has  been  formally  recognized, 
the  a^ncy,  through  appropriate  officials,  shall  consult  with  such 
organization  frona  time  to  time  in  the  formulation  and  implementation 
of  personnel  policies  and  practice.",  and  matters  affecting  working 
conditions  that  are  of  concern  to  its  members.  Any  such  organization 
shall  be  entitled  from  time  to  time  to  raise  sudi  matters  for  discussion 
with  appropriate  officials  and  at  all  times  to  j^resent  its  views  thereon 
in  writing.  In  no  case,  however,  shall  an  agency  be  required  to  consult 
with  an  employee  organization  which  has  been  formally  recognized 
with  respect  to  any  matter  which,  if  the  employee  organization  were 
one  entitled  to  exclusive  recognition,  would  not  be  included  within  the 
obligation  to  meet  and  confer,  as  descnbed  in  section  6  (b)  of  this  order. 

Skc.  6.  (a)  An  agencjr  shall  recognize  an  emploj-ee  organization  as 
the  exclusive  representative  of  the  employees,  in  an  appropriate  unit 
w  hen  such  organization  is  eligible  for  forinal  recognition  pursuant  to 
.section  5  of  this  order,  and  has  been  designated  or  selected  by  a  ma- 
jority of  the  employees  of  such,  unit  as  the  representative  of  such 
employees  in  such  unit  Units  may  be  established  on  any  plant  or 
installatior^  craft,  functional  or  other  basis  which  will  ensure  a  clear 
and  identifiable  community  of  intei-est  among  the  employees  con- 
cerned, but  no  unit  shall  be  established  solely  on  the  basis  of  the  extent 
to  which  employees  in  the  proposed  unit  have  organized.  Except 
w  here  otherwise  required  by  established  practice,  prior  agreement,  or 
special  circumstances,  no  unit  shall  be  established  for  purposes  of 
exclusive  recognition  which  includes  (1)  any  managerial  executive, 
(2)  any  employee  engaged  in  Federal  personnel  work  in  other  than 
a  purely  clerical  capaci^,  (3)  both  supervisors  who  officially  evaluate 
the  perfprmance  oi  dnmloyees  and  the  employees  whom  they  sui)er- 
vis^,  or  (4)  both  professional  employees  and  nonprofessional  em- 
ployees unless  a  majority  of  such  professional  employees  vote  for 
inclusion  in  such  unit. 

(b)  "\Mien  an  employee  organization  has  been  recognized  as  the 
exclusive  representative  of  employees  of  an  appropriate  unit  it  sliall 
1)C  entitled  to  act  for  and  to  negotiate  agreements  covering  all  em- 
ployees in  the  unit  and  shall  be  responsible  for  representing  the  inter- 
ests of  all  such  employees  without  discrimination  and  without  regard 
to  employee  organization  membership.  Such  employee  organization 
shall  be  given  the  opportunity  to  he  represented  at  discussions  between 
management  and  employees  or  employee  repi-esentatives  concerning 
grievances,  personnel  policies  and  practices,  or  other  matters  affecting 
general  working  conditions  of  employees  in  the  unit.  The  agency  and 
such  employee  organization,  through  appropriate  officials  and  repre- 
.sentatives,  shall  meet  at  reasonable  times  and  confer  with  respect  to 
I>ersonnel  policy  and  practices  and  matters  affecting  woiiing  condi- 
tions, so  far  as  may  be  appropriate  subject  to  law  and  policy  require- 
ments. This  extends  to  the  negotiation  of  an  agreement,  or  any  ques- 
tion arising  tliereunder,  the  determination  of  appropriate  techniques, 
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(.•oii>i.>>teiit  with  the  teims  ami  jMiipo-c-  of  ilii~  onlci ,  to  :i-^>i-l  in  >iiih 
negotiation,  and  tiie  execution  of  a  win  ten  men  mi  an*  I  inn  «)f  a;;reeinenl 
or  understanding  incorjM)niting  any  a^xieenient  reai-lied  by  the  parlies. 
In  exercising  authority  to  make  rules  and  rejiuhitions  rehiting  to  per- 
sonnel policies  and  piactiies  and  woikiii;;  con<lif  ions,  a<;en<ies  --IkiII 
have  due  re<;ard  for  tlie  ohli<;at  ion  impo,-<ed  l»y  thi<  >ection,  i)ut  >U(ii 
ohligation  shall  not  U'  construed  to  extend  to  >ucli  art'as  of  discretion 
and  policy  as  the  mission  of  an  ai^ein  \ ,  it-;  luid^et.  it>  or;:ani/.at  ion  and 
the  axsi«riunent  of  it-  pei-oniifK  oi  i  in'  tci  lmoIot;y  of  perfoi  nun;:  i'"- 
Work. 

Skc.  7.  Any  ha>ic  oi-  initial  aiiiccmtnt  eiiteied  into  uilh  an  em- 
ployee organization  a.-.  I  lie  exclu>iv»'  rt-pre-entat  i\  e  of  empl(»yee>  in  a 
unit  nuist  l)e  approved  hy  the  head  of  the  agency  or  an  otHcial  desi^' 
nated  by  him.  All  agreements  with  such  employee  organizations 
>hall  also  be  subject  to  the  follow  ing  requirements,  which  shall  \)e  ex- 
pressly stated  in  the  initial  or  basic  agteement  and  shall  l)e  applicable 
to  all  supplemental,  implementintr.  sub>iiliary  or  informal  agreements 
lietween  tne  agency  and  the  organization  : 

(1)  In  the  administration  of  all  mattei>  ro\i'ied  by  the  agreement 
ofticials  and  employees  are  governed  by  the  provisions  of  any  existing 
or  future  laws  and  regulations,  including  policies  set  forth  in  the 
Federal  Pei"sonjiel  Manual  and  agency  regulations,  which  may  be 
applicable,  and  the  agreement  shall  at  all  times  U'  applied  >id)ject  to 
such  laws,  regulations  and  policies- : 

(•J)  Management  officials  of  the  agency  retain  the  right,  in  accord- 
ance with  applicable  laws  and  regulations,  (a)  to  dii-ei-t  employees  of 
the  agency,  (b)  to  hire,  promote,  transfer,  assign,  and  retain  employees 
in  positions  within  the  agency,  and  to  suspend,  demote,  dis<harge,  or 
take  other  disciplinary  action  against  employees,  (c)  to  relieve  em- 
ployees from  duties  because  of  lack  of  work  or  for  otlier  legitimate 
reasons,  (d)  to  maintain  the  efficiency  of  the  Government  oj)erations 
entrusted  to  them,  (e)  to  determine  the  methods,  means  and  personnel 
by  wliich  such  operations  ai-e  to  l)t»  conducted;  and  (f)  to  take  what- 
ever actions  may  be  necessary  to  cany  out  the  nii.--ion  of  tlie  agency 
in  situations  of  emergency. 

Sf.c.  S.  (a)  Agreements  t-nteied  into  oi-  negotiated  in  aixordance 
with  this  order  with  an  employee  organization  whieh  is  the  exclusive 
representative  of  employees  in  an  appropriate  unit  may  contain  pro- 
visions, applicable  only  to  employees  in  the  unit,  concerning  proce- 
dures for  consideration  of  grievances.  Such  procedures  (1)  shall 
conform  to  standards  is^^ued  by  the  Civil  Service  Commission,  and 
(2)  ma^'  not  in  any  manner  diminish  or  impair  any  rights  which  would 
otherwise  be  available  to  any  employee  in  the  ab>ence  of  an  agreement 
providing  for  such  procedures. 

(b)  Procedures  established  by  an  agreement  which  are  otherwise 
in  conformity  with  this  section  may  include  provisions  for  the  arbi- 
tration of  grievances.  Such  arbitration  (1)  shall  be  advisory  in 
nature  with  any  decisions  or  recommendations  subject  to  the  approval 
of  the  agency  head;  (2)  shall  extend  only  to  the  interpretation  or 
application  of  agreements  or  agency  policy  and  not  to  changes  in  or 
proposed  changes  in  agreements  or  agency  policy;  and  (3)  shall  \>e 
invoked  only  with  tlu>  app!'o\al  of  the  indnidual  employee  or  em- 
ployees concerned. 

Sec.  9.  Solicitation  of  member>hi[)s,  dues,  or  other  internal  em- 
ployee organization  business  shall  b*>  conducted  during  the  non-duty 
hours  of  the  employees  concerned.  Oflicially  i-etiuested  or  approved 
consultations  and  meetings  between  management  officials  ana  repre- 
sentatives of  recognized  employee  organizations  shall,  whenever  prac- 
ticable, be  conducted  on  official  time,  but  any  agency  may  require 
that  negotiations  with  an  employee  organization  whic-n  has  been  ac- 
corded exclusive  recognition  be  conducted  during  the  non-duty  hours 
of  the  employee  organization  representatives  involved  in  such 
negotiations. 

Sec.  10.  No  later  than  Jidy  1,  IIHJ-J,  the  head  of  each  agency  shall 
issue  appropriate  policies,  rules  and  regulations  for  the  implementa- 
tion of  tnis  order,  including:  A  clear  staten^ent  of  the  rignts  of  ita 
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employees  under  the  order;  glides  and'procedui'es  with  respect  tx) 
i-ecognition  of  employee  orgamzations ;  procedures  for  determining  ap- 
propriate employee  units;  policies  and  practices  regarding  consulta- 
tion with  representatives  oi  employee  or^nizations,  otJier  organiza- 
t  ions  and  individual  employees;  and  policies  with  respect  to  the  use  of 
agency  facilities  by  employee  organizations.  Insofar  as  may  be  prac- 
ticable and  appropriate,  a^ncies  shall  consult  with  representatives 
of  employee  organizations  m  the  formulation  of  these  ]X)licies.  rules 
and  i-egvdations. 

Sei\  11.  Each  agency  shall  be  responsible  for  determining  in  ac- 
cordance with  this  order  whether  a  unit  is  appropriate  for  pui-poses 
of  exclusive  recognition  and,  by  an  election  or  otner  appropriate  means, 
whether  an  employee  organization  represents  a  majority  of  the  em- 
ployees in  such  a  unit  so  as  to  be  entitled  to  such  i*ecognition.  IJpon 
the  request  of  any  agency,  or  of  any  employee  organization  which  is 
seeking  exclusive  recognition  and  which  qualifies  for  or  has  been 
acx*orded  formal  recognition,  the  Secretary  of  Labor,  subject  to  such 
necessary  rules  as  he  maj^  prescribe,  shall  iM>minate  from  the  National 
Panel  of  Arbitrators  maintained  by  the  Federal  Mediation  and  Con- 
ciliation Service  onp  or  more  qualified  arbitrators  who  will  be  avail- 
able for  employment  by  the  i^ncy  concerned  for  either  or  both  of 
the  following  purposes,  as  may  be  required :  ( 1 )  to  investigate  the  facts 
and  issue  an  advisory  decision  as  to  the  appropriateness  of  a  unit  for 
purposes  of  exclusive  recognition  and  as  to  related,  issues  submitted 
for  consideration;  (?)  to  conduct  or  supervise  an  election  or  otherwise 
determine  by  such  means  as  may  be  appropriate,  and  on  an  advisory 
basis,  whether  an  employee  organization  represents  the  majority  of  the 
employees  in  a  unit.  Consonant  with  law,  the  Secretary  of  Labor 
shall  render  such  assistance  as  may  be  appropriate  in  connection  with 
advisory  decisions  or  determinaticms  under  tnis  section,  but  the  neces- 
sary costs  of  such  assistance  shall  be  paid  by  the  agency  to  which  it 
relates.  In  the  event  questions  as  to  the  appropriateness  of  a  unit  or 
the  majority  status  oi  an  employee  organization  shall  arise  in  the 
Department  of  Labor,  the  duties  described  in  this  section  which  would 
otherwise  be  the  r^ponsibility  of  the  Secretary  of  Labor  sliall  })e 
performed  by  the  Civil  Service  Commission. 

Sec.  12.  The  Civil  Service  Commission  shall  establish  and  maintain 
a  program  to  assist  in  carrying  out  the  objectives  of  this  order.  The 
Commission  shall  develop  a  program  for  the  guidance  of  agencies  in 
employee-management  relations  m  the  Federal  service ;  provide  tech- 
nical advice  to  the  agencies  on  employee-management  programs :  as- 
sist in  the  development  of  programs  for  training  agency  personnel  in 
the  principles  and  procedures  of  consultation,  negotiation  and  the 
settlement  of  disputes  in-the  Federal  service,  and  for  the  training  of 
management  officials  in  the  discharge  of  their  employee-mana^ment 
relations  i-esponsibilitiee  in  the  public  interest ;  provide  for  continuous 
study  and  review  of  the  Federal  employee-mana^ment  relations  pro- 
gram and,  from  time  to  time,  make  recommendations  to  the  Presiaent 
for  its  improvement. 

Sec.  13.  (a)  The  Civil  Service  Commission  and  tlie  Department  of 
Labor  shall  jointly  prepare  (1)  proposed  standards  of  conduct  for 
employee  orgamzations  and  (2)  a  proposed  code  of  fair  labor  prac- 
tices in  employee-management  relations  in  the  Federal  service  appro- 
priate to  assist-in  securing  the  uniform  and  effective  implement al ion 
of  the  policies,  rights  and  responsibilities  described  in  this  order. 

(b)  There  is  hereby  established  the  President's  Temporary  Com- 
mittee on  the  Implementation  of  the  Federal  Employee-Management 
Relations  Program.  The  Committee  shall  consist  of  the  Secretary 
of  Labor,  who  shall  be  chairman  of  the  Committee,  the  Secretary  of 
Defense,  the  Postmaster  General,  and  the  Chairman  of  the  Civil  Serv- 
ice Commission.  In  addition  to  such  other  matters  relating  to  the 
implementation  of  this  order  as  may  be  referred  to  it  by  the  President, 
the  Committee  shall  advise  the  President  with  respect  to  any  prob- 
lems arising  out  of  completion  of  agreements  pursuant  to  sections  6 
and  7,  and  shall  receive  the  proposed  standards  of  conduct  for  em- 
ployee organizations  and  proposed  code  of  fair  labor  practices  in  the 
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Federal  service,  as  desicribetl  in  tliis  section,  and  r»|K>ii  thfivon  to  the 
President  with  such  recommendatiuns  or  aineiuliiieiitri  a.s  it  iiia^  deeni 
appropriate.  Consonant  with  law,  the  depart ineiitj>  and  a^ncies  rep- 
resented on  the  Committee  shall,  as  may  be  nei>e.siiary  for  the  effec- 
tuation of  this  section,  furni^ih  assistance  to  the  Committee  in 
accordance  with  section  I'U  of  the  Act  of  May  3,  1045,  59  Stat.  l.']4 
(31  U.S.C.  6dl).  I'nless  otherwise  diiTitcd  by  the  Pi-osident,  the 
Committee  shall  cen.se  to  exist  •'>()  days  aftei-  tho  date  on  wiiich  it  sub- 
mits its  I'eport  to  the  President   piir.-iiunt  to  this  section. 

Skc.  14.  The  head  of  each  ajfeiuy.  in  arcoidance  with  the  provi.sions 
of  this  order  and  regulations  pieMiibed  by  the  Civil  Service  Com- 
mission,  shall  extend  to  all  employees  in  the  comj>etitive  civil  service 
rights  identical  in  adverse  action  cases  to  those  provided  preference 
eli^ibles  under  section  14  of  the  Veterans'  Preference  Act  of  1944,  as 
amended.  Each  employee  in  the  competitive  service  sliall  have  the 
right  to  appeal  to  the  Civil  Service  Commission  from  an  adverse 
decision  or  the  administrative  officer  so  acting,  such  appeal  to  be 
processed  in  an  identical  manner  to  tJiat  provided  for  appeals  under 
section  14  of  the  Veterans'  Preference  Act.  Any  recommendation 
by  the  Civil  Service  Commission  submitted  to  the  head  of  an  a^ncy 
on  the  basis  of  an  appeal  by  an  employee  in  the  competitive  service 
shall  be  complied  with  by  the  head  of  the  agency.  This  section  shall 
become  effective  as  to  all  adverse  actions  commenced  by  issuance  of 
a  notification  of  proj>osed  action  on  or  after  July  1,  1962. 

Sec.  15.  Nothing  in  this  order  shall  be  construed  to  annul  or 
modify,  or  to  preclude  the  renewal  or  continuation  of,  any  lawful 
agreement  heretofore  entered  into  between  any  agency  and  any 
representative  of  its  employees.  Xor  shall  this  order  preclude  any 
agency  from  continuing  to  consult  or  deal  with  any  representative 
or  its  employees  or  other  organization  prior  to  the  time  that  the 
status  and  representation  rights  of  such  representative  or  organization 
are  determined  in  conformity  with  this  order. 

Sec.  16.  This  order  (except  .section  14)  shall  not  apply  to  the 
Federal  Bureau  of  Investigation,  tlie  (^entral  Intelligence  A^ncy, 
or  any  other  ageucy.  or  to  any  ofiice,  bureau  or  entity  within  an 
agency,  primarily  performing  intelligence,  investigative,  or  security 
functions  if  the  head  of  the  agency  determines  that  the  provisions 
of  this  order  cannot  be  applied  in  a  manner  consistent  with  national 
security  requirements  and  considerations.  When  he  deems  it  neces- 
sary in  the  national  interest,  and  subject  to  such  conditions  as  he  may 
prescribe,  the  head  of  any  agency  may  suspend  any  provision  of  this 
order  (except  section  14)  with  respect  to  any  agency  in.«tallation  or 
activity  which  is  located  outside  of  the  Unite<l  States. 

Approved — January  iTth.  106-2. 

Jcniv  F.  Kk\nki>y 
Till  Wiirra  House, 

January  17, 190^. 
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Chapter  IV — Commodity  Crodit  Cor- 
poration, Department  of  Agricul- 
ture 

SUBCHArTER    B — LOANS,    PURCHASES   AND 
OTHER  OPERATIONS 

(1961    CC.C.   Grain  Price   Support  Bulletin 
1,  8upp.  2,  Amdt.  7,  Wheat] 

PART  421— GRAINS  AND   RELATED 
COMMODITIES 

Subpart — 1 961  -Crop    Wheof    Loan 
and  Purchase  Agreement  Program 

Support  Rates 

The  regulations  issued  by  the  Com- 
modity Credit  Corporation  published  in 
26  P.R.  3873,  7247.  7824,  6697,  7247,  7824. 
8963.  10093.  11281.  12157,  27  FH.  96  and 
containing  the  specific  requirements  of 
the  1961 -crop  wheat  price  support  pro- 
gram are  hereby  amended  as  follows: 

Section  421.147(a)  is  amended  by  in- 
creasing the  following  basic  county  sup- 
port rates: 

MlN.NtSOTA 


County 

Rate  per  busbol 

From— 

To- 

^ilkiii       

«1.97 

i.go 

1.90 
1.96 
1.92 
1.95 
1.96 
1.96 
1.94 
1.93 
1.90 
1.90 
1.94 
1.9S 
1.93 
1.92 
1.95 
1.96 
1.92 
1  92 
1  91 
1.95 
1.96 
1.96 
1.85 
1.87 
1.91 
1.88 
1.91 
1.92 
1.89 
1  S7 
1.97 
1.94 
1.93 
1.89 
1.96 
1.02 
1.-87 
1  96 
1.88 
1.94 
1.89 
1.94 
1.96 
1.87 
1.96 
1.96 
1.95 
l.«S 
1.93 
1.94 
1.02 

tE2.06 

Becker     .   -       .   . 

1.97 

Mlr.inii  .   

1.00 

Benton 

Hig  .''tono     -   -              

1.07 
1.07 

Bluo  Karth 

Brow  II         .                  .     . 

1.07 
1.07 

Carlton 

2.06 

2.02 

Chip|p<.'wa                 .            

1.07 

Cliv     

1.00 

Clo.iTwator    ....       

1.08 

Crow  Wing     . 

2.03 

l>0>lt'o 

1.07 

I)oiii;Uks 

1.07 

Fillmore 

1.07 

rrp<'N)rn      .   .              

1.07 

(iooiltiuo 

1.07 

Grant  

1.97 

Hon.<ton 

-     1.97 

Hiiht>!iril  

1.00 

Ita.so;)           

Z04 

KsUl.ltH'C            

2.08 

Kanilivohl 

1.07 

KitLsou 

1  01 

KohIi  idling       

1.07 

Lac  Qui  Parlo 

1.07 

Laki'  of  the  Woods 

1.06 

I.iuculn , - - 

1.95 

l-\(m 

1.07 

M:ilinonien 

Miirshall .     

Mill.'  La«< 

1.06 
1.08 
2.00 

.Ntiirrison        

Mower                         . .   _ 

2.02 
1.07 

N'onn.in  

OlriKlo.l    

1.91 
1.07 

Otter  Tall        r  . 

1.08 

Peniunuton 

Plllc- 

1.06 
2.04 

Polk _.._ 

Po(«. 

l.OS 
1.07 

Re.l  Lake - 

Ri'il  wood 

1.08 
l.V 

Rfiuille 

Ros«:lU          

1.07 
1.03 

St   I.ouis 

1.08 

Stv.irns 

SUn'Io 

1.07 
1.07 

Stevens 

1.07 

Swift 

1.07 

To<l.l 

1.08 

Tr:\\cr9e 

1.07 

MixxESOT-i     Coiitinuod 


Comity 

Rate  per  bushel 

From— 

To- 

Wabasha  - .- 

J1.9<) 
1  93 
1.95 
1.91 
1.9S 
1.93 

ll.  97 

Wadena - 

2.  IK) 

Waseca 

WUkiD - 

Winona 

Yellow  Medicine 

1,97 
1.97 
1.97 
1.97 

New  Mkxico 


Quay. 


$1.77 


$1.78 


(Sec.  4,  ea  Stot.  1070  as  amended;  15  U.S.C. 
714b.  Interpret  or  apply  sec.  6,  62  Stat.  1072. 
sees.  101.  401.  6S  Stat.  1051,  1054;  15  U.S.C. 
714c,  7  nJ3.C.  1441,  1421) 

Effective  date:   Upon   publication  in 
the  FKDnuL  Rkoxster. 

Signed  in  Washington,  D.C.,  on  Janu- 
ary 16.  1962. 

E.  A.  Jaenke, 
Acting  Executive  Vice  President, 
Commodity  Credit  Corporation. 


[PJi.    Doc.    63-631;    Filed,    Jan.    18. 
8:S0  ajn.] 


1962: 


[1961  CC.C.  Orain  Price  Support  Bulletin  1, 
Supp.  2,  Amdt.  6,  Barley  ] 

PART  421— DRAINS  AND   RELATED 
COMMODITIES 

Subport— 1961 -Crop    Bariey    Loan 
and  Purchoso  Agreement  Program 

SupposT  Rates 

The  regulations  issued  by  the  Com- 
modltj  Credit  Corporation  published  in 
26  FH.  5195.  5565,  7007.  7572,  8097,  8559, 
9308.  112S3.  and  12157.  containing  the 
epecUic  requinmoits  for  the  1961 -crop 
barl^  price  suwort  program  are  hereby 
amended  as  follows : 

Section  421.187(b)  is  amended  by  in- 
creasing the  following  basic  county  sup- 
port rates: 

•  New  Mexico 


County 


9' 
Ui 


uay.. 
nfcw. 


Rate  per  bushel 


From  — 


$(>.94 
.93 


To— 


$0.95 
.94 


(Sec.  4.  62  Stat.  1070.  as  amended;  16  n.S.C. 
714b.  Xntarpnt  or  i^vly  aec.  6.  62  Stot.  1072, 
■ec.  106,  401,  68  Stat.  1061,  as  amended,  16 
UJS.C.  714.  7  VB.O.  1421,  1441,  1442) 

EffeetiTe  date:  Upon  publication  in  the 

FlDBUL  RMBRSK. 

Signed  at  Washington,  D.C.,  on  Jan- 
uary 16,  1962. 

E.  A.  Jaknkk. 
Actino  Executive  Vice  President, 
ComifUNUty  Credit  Corporation. 

IPJt.    Doe.    62-626;    Filed,    Jan.    18,    1062; 
8:40  a.m.] 


(1961  CC.C.  Grain  Price  Support  BxUIetin  1. 
Supp.  2,  Amdt.  6,  Rye] 

PART  421— GRAINS  AND  RELATED 
COMMODITIES 

Subpart — 1961 -Crop   Rye    Loan    and 
Purchase  Agreemen^  Program 

Support  Rates 

The  regulations  issued  by  the  Com- 
modity Credit  Corporation  published  in 
26  FJl.  5783.  9627,  6703,  9121,  9308,  12157, 
12658  and  containing  the  specific  require- 
ments of  the  1961-crop  rye  price  siu>port 
program  are  hereby  amended  as  follows: 

Section  421.487(b)  is  amended  by  in- 
creasing the  following  basic  county  sup- 
port* rates : 

MiXNESOTA 


County 


Aitkin... , 

Bocker. 

IMtraini.. 

Bonton 

Big  Stone 

Blue  Earth 

Brown 

Carlton 

Ciiss - 

Chippewa 

Clay 

Clearwater 

Crow  Wing 

Dodge 

Douglas 

Fillmore 

Freeborn 

Ooodhue 

Orant 

Iloaston 

nubbard 

Itasca -- 

Kanabec 

Kandiyohi 

Kitt«»n 

Koochiching 

Lac  Qui  Parle 

Lake  of  the  Woods 

Lincoln 

Lyon 

Mahnomen 

Marshall 

Mille  Lacs 

Morrison 

Mowej 

Norman 

Olmsted 

Otter  Tail 

Peimingtou 

Pine 

Wpestono 

Polk . 

Pope. 

Red  Lake 

Redwood 

Renville 

Roseau .- 

St.  Louis 

Stearn?  .. 

Steele 

Stevrtiis 

Swift    

Todd 

Traverse 

Wabasha 

Wadena .  . 

Waseca 

Wilkin... . 

Winona 

Yellow  Medicine 


Rate  per  bushel 


From— 


$1.06 
LOO 
1.00 
l.OB 
1.01 
1.04 
L04 
L07 
1.08 
1.02 

.99 

.99 
L04 
LM 
L08 
1.01 
1.04 
1.66 
1.01 
1.01 
1.01 
1.04 
1.06 
1.05 

.94 

.90 
1.01 

.97 
1.06 
1.04 

.96 

.97 
1.06 
1.04 
l.OS 

.96 
L04 
1.02 

.97 
1.05 
1.00 

.97 
1.03 

.96 
1.03 
1.04 

.96 
1.04 
1.06 
1.04 
1.02 
1.03 
1.03 
1.01 
1.06 
1.03 
1.04 
1.00 
1.04 
L02 


To— 


$1.13 
1.06 
1.08 
1.06 
1.06 
1.06 
1.06 
1.13 
1.10 
1.06 
1.05 
1.07 
1.11 
1.06 
1.06 
1.06 
1.06 
1.06 
1.06 
1.06 
1.08 
1.13 
1.11 
1.06 
1.00 
1.06 
1.06 
1.04 
1.04 
1.06 
1.06 
1.03 
1.06 
1.11 
1.06 
1.04 
1.06 
1.07 
1.04 
1.12 
1.01 
1.04 
1.06 
».05 
1.06 
1.06 
l.«l 
1.06 
1.06 
1.06 
1.06 
1.06 
1.U7 
1.06 
1.06 
1.06 
1.06 
1.06 
1.06 
1.06 


(Sec.  4,  62  Stat.  1070,  as  amended;  16  U.S.C. 
714b.  Interpret  or  apply  sec.  6,  62  Stat.  1072, 
sees.   105,  401,  63  Stat.  1061,  as  amended; 

16  U.S.C.  714c,  7  U.S.C.  1421.  1441) 

E}ffective  date:    Upon 
the  Federal  Register. 


publication  in 


557 


558 


RULES  AND   REGULATIONS 


Friday,  January  19,  1962 


FEDERAL  REGISTER 


559 


558 

Signed  In  Washington,  DC.  on  Jan- 
uary 16. 1M2. 

E.  A.  Jasmxx. 
Acting  Executive  Vice  President. 
Comjnodttw  Credit  Corporation. 


\rJt.    Doe 


t3-«M:    rUed. 

•  :49ajn.| 


Jan.     18.     1963. 


(1961  CC.C.  Ormla  Price  Support  Bulletin   1. 
Supp.  1,  Amdt.  4.  naxaeed  | 

PART  411— GtAINS  AND   tELATCO 
COMMODITIES 

Subpart — 1961 -Crop   Flaxseed    Loon 
oihI  Pvrdios*  A9r«««ii*nt  Program 

SVFKMTT  RaTKS 

The  regnlftUoaa  ianied  by  the  Com- 
modity Oedlt  CorpormtloD  published  in 
26  Pit.  4Slf.  MIS.  12167.  27  P.R  §6.  and 

contalntnff  ttM  specific  reqcdrenients  of 
the  lMl-«rop  flaxseed  price  supp<H^  pro- 
gram are  hereby  amended  as  follows: 

Section  421.StS(c)  is  amended  by  in- 
creasing the  following  basic  county  sup- 
port rates: 

MlNNC.'tOTA 


Coumif 


Allkin 

Becker 

Beltranil..- 

Benton 

BtR  Stone 

Blue  Earth 

Brown 

Carlton 

Caas 

Cbtppe  wa 

Clay 

Oar  water 

Crow  Winf 

Dodlte...- 

I>ourlii8 

Faribault 

Fillmore 

Free  born 

n«o<ihue 

Orant-- 

Houston 

Hubbard  

Itasca 

Kanabee... 

Kandiyohi -.. 

KIttaon 

Koochlciilnit -.- 

Lac  Qui  P«to 

Lakeoftha  Wovda.. 

I>lncoln 

LTon 

Vfahnomea 

Marshall 

MHle  I.ac8 

Morrison 

Mower 

Nobles 

Norman 

Olntate*] 

Otter  Tall -„ 

PenninKtoa 

Pino 

Pipestone 

P«Hlc..   

Po|»' 

Re<l  Ijike 

Redwood 

Renville 

Rook  

Roseau 

St.  Loui.« 

Steiirns 

.Steele.-   

Stevpns 

Swift - 

To<M 

Traverse 

Wmhmlia 

WtMlena. 

Wa.<»ca 

WUkln 

Winona. 

Yellow  Medicine 


Rate  per  busbe  1 
Froin  -  To- 


t2  M 

•iTt  i 

2.W 
2.80 

2.1M 
■i.M 

zn 

2  S2 

2.TS 

•i7» 

2.n 

2  IM 

2.  W 

2.81 

2.80 

2.84 

2  8.^ 

2  81 

2.  M 

2  80 

Z84 

2.  8fi 

2.85 

2.73 

2.7.1 

2.80 

176 

2.80 

2.81 

277 

2.76 

2.86 

2.83 

2  82 

2.79 

2.77 

2  84 

2  81 

2.76 

iV, 

2  80 

2.77 

2.82 

2.77 

2  83 

2.  H4 

2.78 

2.  75 

2.84 

2.86 

2.84 

2  82 

2.82 

2  83 

2-7« 

2.  Hi  I 

2.  82 


84 

79 
84 
82 


I3.M 
Z8« 

-2.88 
2.86 
'2.86 
X8« 
Z86 
2.»4 
iti 

2.86 
185 
2.87 
Z« 
2.86 
ZH« 
2.82 
2.86 
2.86 
2.86 
2.86 
2.86 
X88 
2.SS 

zta 

2.86 
'2.80 
Z86 
Z86 

ZH4 
Zft4 
Z86 
ZS-S 
182 
Z80 
Z9I 
Z86 
Z82 
ZS3 
Z86 
Z87 
Z»4 
2.  »3 
ZHa 
ZH4 
ZM6 
ZSR 
Z  86 
Z86 
2.  m 
2  NO 
ZW 
ZH6 
ZM6 
ZH6 
2  Hfl 
.'  '<7 
2  **« 
ZM 
ZM» 

2  m 
Z8<'< 
Z8»i 

2  H«J 


RULES  AND  REGULATIONS 
Effective  date:  Upon  publication  in  the 

FBOSaAl.  RSCISTK*. 

Signed  at  Washington.  D.C..  on  Janu- 
ary 16. 1962. 

E.  A.  Jaznkk, 
Acting  Executive  Vice  President. 
Commodity  Credit  Corporation. 


|FR      Doc      62  629;     Filed.     Jan 
8  49  a  m  I 


18.     196'2. 


(Sec.  4,  8a  Stat.  1070  aa  amended:  sec.  5. 
62  Stat.  1072:  aeca.  301.  401.  63  Stat.  1054:  13 
U.3.C.  714  b  and  c,  7  XJ3C.  1447.  1431) 


Title  50— WILDLIFE  AND 
FISHERIES 

Chapter  I — Bureau  of  Sport  Fisheries 
and  Wildlife,  Fish  and  Wildlife 
Service,  Department  of  the  Interior 

PART  33 — SPORT  FISHING 

Okefenokee  Notional  Wildlife 
Refuge,  Goorgia 

The  following  special  regulation  is 
issued  and  is  effective  on  date  of  publi- 
cation in  the  Pidiral  Register. 

§  33.5  Sprfial  regulations;  aport  flak- 
ing: for  individual  wildlife  refiige 
areas. 

Georgia 

OKErZNOKEE    NATIONAL    WILDLIFE    REFtlGE 

Sport  fishing  on  the  Olcefenokee  Na- 
tional Wildlife  Refuge,  Georgia,  is  per- 
mitted only  on  the  areas  designated  by 
signs  as  open  to  fishing.  This  open  area, 
comprising  S25  acres  or  .25  percent  of 
the  total  area  of  the  refuge,  is  delineated 
on  a  map  available  at  the  refuge  head- 
quarters and  from  the  office  of  the  Re- 
gional Director.  Bureau  of  Sport  Fisheries 
and  Wildlife.  Peach  tree-Seventh  Build- 
ing. Atlanta  23.  Georgia.  Sport  fishing 
is  subject  to  the  following  conditions: 

(a)  Species  permitted  to  be  taken: 
Largemouth  black  bass,  bream,  eastern 
pickerel,  and  other  minor  species  as  per- 
mitted by  State  regulations. 

(b)  Open  season:  January  15.  1962. 
through  December  31.  1962  Daylight 
hours  only. 

(c>   Daily  creel  limits: 

1.  Largemouth  black  bas.s,  15:  Bream. 
70;  Eastern  pickerel.  15. 

Other  minor  species  as  permitted  by 
State  regulations. 

2.  Total  aggregate  not  more  than  75 
fish  in  one  day. 

(d)  Methods  of  fishing:  Pole  and  line. 
rod  and  reel,  artificial  and  live  baits 
(except  live  minnows)  permitted.  Row- 
boats,  boats  with  motors  not  larger  than 
10  h.p..  canoes  and  other  floating  devices 
permitted  in  the  designated  fishing  areas. 

(e)  Other  provisions: 

( 1 )  The  provisions  of  this  special 
regulation  supplement  the  regulations 
which  govern  fishing  on  wildlife  refuge 
areas  generally  which  are  set  forth  in 
Title  50.  Code  of  Federal  Regulations, 
Part  33. 

(2)  Persons  entering  refuge  from  main 
access  points  must  register  with  the  re- 
spective concessionaire. 

(3)  Appropriate  State  licenses  must 
he  exhibited  at  the  request  of  any  au- 
thorized Federal  or  State  officer. 


(4)  Fishing  on  designated  areas  may 
be  closed  by  the  refuge  officer  in  charge 
during  periods  of  wildlife  concentrations 
if  necessary  to  provide  adequate  protec- 
tion. 

(5>  A  Federal  permit  is  not  required 
to  enter  the  public  fishing  area. 

(6>  The  provisions  of  this^special  reg- 
ulation are  effective  to  January  1.  1963 

Georgia 

piedmont  national  wildlife  refuge 

Sport  fishing  on  the  Piedmont  Na- 
tional Wildlife  Refuge.  Georgia.  Is  per- 
mitted only  on  the  areas  designated  by 
signs  as  open  to  fishing.  This  open 
area,  comprising  4  acres  or  0.0001  per- 
cent of  the  total  area  of  the  refuge,  is 
delineated  on  a  map  available  at  the 
refuge  headquarters  aiKl  from  the  office 
of  the  Regional  Director,  Bureau  of 
Sport  Fisheries  and  Wildlife.  Peachtree- 
Seventh  Building.  Atlanta  23,  Georgia. 
Sport  fishing  is  subject  to  the  following 
conditions: 

(a)  Species  permitted  to  be  taken: 
Largemouth  black  bass,  bream  and  other 
minor  species  permitted  under  State 
regulations. 

(b>  Open  season:  March  1.  1962. 
through  October  31.  19f2.  during  day- 
light hours  only. 

(c>   Daily  creel  limits: 

<1>  Largemouth  black  bass.  15: 
Bream.  70. 

Other  species  as  permitted  by  State 
regulations. 

(d)  Methods  of  fishing:  Pole  and  line, 
rod  and  reel,  artificial  and  live  baits 
(except  live  minnows^  permitted.  Row- 
boats,  canoes  and  other  floating  devices 
permitted:  boats  with  motors  prohib- 
ited. 

( e »   Other  provisions : 

( 1 »  The  provisions  of  this  special  reg- 
ulation supplement  the  regulations 
which  govern  fishing  on  wildlife  reiuge 
areas  generally  which  are  set  forth  in 
Title  50.  Code  of  Federal  Regulations. 
Part  33. 

(2)  A  Federal  permit  is  not  required 
to  enter  the  pubhc  fishing  area. 

'3 1  The  provisions  of  this  special  reg- 
ulation are  effective  to  November  1.  1962. 

W.  L.  Towns. 
Acting  Regional  Director.  Bureau 
of  Sport  Fisheries  and  Wildlife. 

[PR      Doc.     62  624;     Filed.     Jan.     18.     1962; 
8 : 49  am  | 


PART  33— SPORT   FISHING 

Buffalo  Lake  National  Wildlife 
Refuge,  Texas 

The  following  special  regulation  is 
issued  and  is  effective  on  date  of  pub- 
lication in  the  Federal  Register. 

§  33.3  Special  reiculationa;  aport  fiah- 
inic;  for  individual  Mildlife  refujce 
areuH. 

Texas 

buffalo  lake  national  wildlife  rirugk 

Sport  fishing  on  the  Buffalo  Lake  Na- 
tional Wildlife  Refuge,  Texas,  is  per- 
mitted only  on  waters  designated  by 
signs  as  open   to  Ashing.    These  open 


I 


Friday,  January  19,  1962 

waters,  comprising  2,358  acres  and  37 
percent  of  the  total  refuge  area,  are 
delineated  on  a  map  available  at  the 
refuge  headquarters  and  from  the  office 
of  the  Regional  Director,  Bureau  of 
Sport  Fisheries  and  Wildlife,  Albuquer- 
que, New  Mexico.  Sport  filling  is  sub- 
ject to  the  following  conditions: 

(a)  Species  permitted  to  be  taken: 
Largemouth  bass,  channel  catfish,  crap- 
pie  and  other  minor  species  permitted 
under  State  regiilations. 

(b)  Open  season:  March  1,  1962, 
through  October  31,  1962,  all  waters 
of  the  Buffalo  Lake  National  Wildlife 
Refuge.  January  15,  1962.  through  Feb- 
ruary 28,  1962,  and  November  1.  1962, 
through  December  31,  1962.  all  waters 
lying  north  of  a  diagonal  line  extending 
across  the  lake  from  the  northwest 
corner  to  the  southeast  comer  of  Survey 
116.  Also  the  east  shore  line,  for  bank 
fishing  only,  from  the  above-mentioned 
diagonal  line  on  the  east  shore  to  the 
Tierra  Blanca  Creek  at  the  west  refuge 
boundary  except  that  said  shore  line  will 
be  closed  to  fishing  during  the  waterfowl 
hunting  season  in  that  part  of  Texas. 

(c)  Daily  creel  limits:  Largonouth 
bass,  15;  channel  catfish,  15;  crappie,  no 
limit;  plus  other  creel  limits  for  minor 
species  as  are  prescribed  for  State  reg- 
ulations. 

(d)  Methods  of  fishing: 

( 1 )   As  prescribed  by  State  regulations. 

(e)  Other  provisions : 

(1)  The  provisions  of  this  special  reg- 
ulation supplement  the  regulations  which 
govern  fishing  on  wildlife  refuge  areas 
generally  which  are  set  forth  In  Title 
50,  Code  of  Federal  Regulations,  Part  S3. 

( 2 )  A  Federal  permit  is  not  required  to 
enter  the  public  fishing  area. 

(3)  The  provisions  of  this  special  reg- 
ulation are  effective  January  15,  1962, 
through  December  31, 1962. 

Dated:  January  9, 1962. 

Carxt  H.  Bknnktt, 
Acting  Regional  Director.  Bureau 
of  Sport  Fisheries  and  WildUfe. 

[P.R.    Doc.    62-597;     Filed,    Jan.     18,    1963; 
8:46  a.m.] 

I 

Title  14— AERONAUTICS  AND 
SPACE 


Chapter  II — Civil  Aeronautics  Board 

SUBCHAfTER  A — ECONOMIC  REGUIATIONS 

[Reg.  No.ER-345] 

PART  202— TERMS,  CONDITIOHS 
AND  LIMITATIONS  OF  CERTIFI- 
CATES OF  PUBLIC  CONVENIENCE 
AND  NECESSITY;  INTERSTATE  AND 
OVERSEAS  ROUTE  AIR  TRANSPOR- 
TATION 

Matters  of  Procadure  and  Administra- 
tion Relating  to  Airport  Authoriza- 
tions and  Servico  Pattam  Changos 

January  5,  1962.' 
Adopted    by    the    Civil    Aeronautics 
Board  at  its  office  in  Washington,  D.C., 
on  the  5th  day  of  January  1962. 


FEDERAL  REGISTER 

A  noUce  of  proposed  rule  making  was 
published  in  the  Federal  Register  on 
August  5.  1961  (26  P.R.  7061)  and  cir- 
culated to  the  industry  as  Economic 
Regulations  Docket  12868,  dated  July  31, 
1961,  proposing  an  amendment  to  Part 
202  of  the  Board's  Economic  Regulations 
to  clarify  the  administrative  and  pro- 
cedural provisions  of  this  part. 

Interested  persons  have  l>een  afforded 
an  opportunity  to  participate  in  *  the 
making  of  this  amendment  and  due  con- 
sideration has  been  given  to  all  relevant 
matters  presented.  Though  the  com- 
ments received  were  generally  in  agree- 
ment with  the  amendment,  some  changes 
were  suggested  with  respect  to  specific 
items  proposed. 

The  Board  adopts  the  suggestion  that 
information  required  in  airport  notices 
be  considered  a  minimum  and  that  a  car- 
rier should  be  p«initted  to  add  more  in- 
formation if  it  so  desires.  Related  sug- 
gestions that  the  notice  should  always 
Include  the  facts  relied  upon  by  the  air 
carrier  and  that  no  notice  should  become 
effective  without  a  hearing  were  not 
ad(V>ted  for  the  reasons  that  the  applica- 
tion procedure  calling  for  submission  of 
an  economic  case  by  the  air  carrier  would 
be  invoked  where  any  reasonable  groimds 
therefor  are  present  and  that  a  hearing 
In  every  instance  is  not  warranted. 

In  view  of  a  question  raised  by  a  com- 
ment, another  sentence  has  been  added 
to  i  202.3(a)  explaining  that  the  prohi- 
bition against  carrying  traffic  between 
two  airports  serving  the  same  point 
would  not  apply  to  through  traffic  which 
the  air  carrier  performing  the  inter-air- 
port service  receives  from,  or  transfers 
to,  one  of  its  own  flights. 

In  response  to  a  suggestion  that  appli- 
cations need  not  reiterate  information 
previously  set  forth  in  the  notice,  the 
Board  finds  that  an  application  should 
be  complete  in  itself  and  therefore  re- 
tains the  "full  information"  requirement. 

Proposed  S  202.3(c)  called  for  elimina- 
tion of  service  of  airport  notices  on 
scheduled  air  carriers  serving  points  in- 
tended to  be  served  through  the  pro- 
posed alzport  Since  airport  notices  play 
an  important  part  in  such  matters  as 
schedule  planning  and  establishment  of 
through  and  connecting  service,  the 
Board  has  decided  to  retain  the  service 
requirement  and  add  a  suggested  re- 
quirement that  airport  managers  and  air 
carriers  serving  either  the  currently  used 
airport  or  the  proposed  airport  be  served. 

The  requironent  for  affidavits  in 
§1 202.3(b).  202.4(b),  and  202.5(b)  has 
been  dropped  in  view  of  the  penalty 
clause  set  forth  in  section  1001,  Title  18, 
of  the  united  States  Code  coijceming 
false  statonoits  to  any  federal  agency, 
which  covers  the  respective  submission 
to  the  Board. 

The  Board  also  adopts  the  suggestion 
that  memoranda  in  response  to  airport 
notices  and  applications  for  permission 
to  use  an  airport  or  for  change  in  service 
pattern  are  to  be  served  on  all  persons 
required  by  the  rule  to  be  served  with 
said  notices  and  applications.  This  will 
keep  all  Interested  persons  cognizant  of 
the  status  of  such  matters.    Suggestions 
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that  air  carriers  be  permitted  to  answer 
objections  to  airport  notices  and  miplica- 
tions  have  not  been  adopted.  As  to 
notices,  the  Board  would  normally  re- 
quire an  application  to  be  filed  where 
valid  objections  were  raised  to  the  no- 
tice; thus  the  decision  to  hold  a  hearing 
would  l>e  based  upon  the  application 
rather  than  the  notice.  After  an  air 
carrier  has  received  the  objections  to  its 
notice  and  has  filed  an  application  with 
those  objections  in  mind,  allowing  it  to 
further  reply  to  objections  to  the  appli- 
cation would  extend  the  procedure  with- 
out serving  any  useful  purpose  in  most 
instances. 

The  Board  has  extended  the  time 
limits  for  the  filing  of  memoranda  in 
support  of,  or  opposition  to.  notices  and 
applications  as  proposed  in  the  notice,  to 
fifteen  days  for  memoranda  in  response 
to  th%  notices  and  to  twenty  days  for 
memoranda  in  response  to  the  appli- 
cations. 

In  consideration  of  the  foregoing,  the 
Civil  Aeronautics  Board  hereby  amends 
Part  202  of  the  Economic  Regulations 
(14  CPR  Part  202),  effective  February 
16,  1962.  by: 

1.  Amending  the  title  to  read  "Part 
202 — Terms,  Conditions  and  Limitations 
of  Certificates  of  Public  Convenience  and 
Necessity;  Interstate  and  Overseas  Route 
Air  Transportation." 

2.  Amending  the  opening  text  of 
§  202.1  to  read: 

§  202.1     AppUcabUity. 

Unless  a  certificate  or  the  order  au- 
thorizing the  issuance  of  such  certificate 
shall  otherwise  provide,  there  shall  be 
attached  to  the  exercise  oi  the  privileges 
granted  by  each  certificate  (other  than 
a  certificate  for  supplemental  air  trans- 
portation) authorizing  an  air  carrier 
♦  •  •  (remainder  unchanged).  — 

§  202.2      [Amendment] 

3.  Amending  §  202.2  by  changing  the 
reference  to  the  Act  from  "section  405 
(e) "  to  "section  405(b)  ." 

4.  Amending  S  202.3  to  read  as  follows: 

§  202.3      Airport  authorisatkHi. 

(a)  Airport  notice.  An  airport  notice 
is  required  to  be  filed  with  the  Board 
if  the  holder  of  a  certificate  desires  to 
serve  regularly  a  point  named  in  such 
certificate,  or  a  point  which  the  holder 
Is  otherwise  authorized  to  serve  reg- 
ularly, through  an  airport  not  then  reg- 
ularly used  or  authorized  to  be  used  by 
the  holder  to  serve  such  poinL  Airport 
notices  are  not  required  of  Alaskan  air 
carriers,  holders  of  certificates  author- 
izing use  of  rotary  wing  aircraft  only, 
and  holders  of  certificates  limited  to 
community  center  service  and  interair- 
port  service.  When  an  airport  notice 
is  required  hereunder,  the  certificate 
holder  shall  file  it  with  the  Board  at 
least  30  days  prior  to  the  i»opoeed  date 
of  inauguration  of  the  use  of  the  air- 
port. Su«h  notice  shall  be  oonqjicuously 
entitled  Airport  Notice;  shall,  as  a  mini- 
mum amount  of  information,  describe 
such  airport  by  name  and,  if  it  is  not 
an  airport  already  being  used  by  an  air 
carrier  subject  to  the  provisions  of  this 
part,  state  its  location;  shall  state  ttie 
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date  of  intended  inawuration  of  service 
and  whottMr  a  walTer  of  the  30-day  no- 
tice DTOvliion  is  requested:  and  shall  con- 
tain a  notice  to  the  persons  served  that 
they  mar.  within  15  days  of  the  date  the 
notice  was  flJad.  file  and  serve  memo- 
randa In  support  of ,  or  in  opposition  to. 
the  notice.  A  recommended  format  of 
Airport  Notice  is  set  forth  below  as 
Appendix  A.  The  use  of  such  airport 
may  be  inaugurated  30  days  after  the 
filing  of  such  notice,  unless  the 
Board  notifies  the  holder  within  said 
30-day  period  that  it  appears  to  the 
Board  that  such  use  may  adversely  affect 
the  public  interest.  In  which  event  such 
use  shall  not  thereafter  be  inaugurated 
(except  as  may  be  expressly  permitted 
by  such  notification  from  the  Board)  un- 
less and  until  the  Board  finds,  upon 
application  filed  by  the  holder,  pursuant 
to  paragraph  (b)  of  this  section,  that 
the  public  interest  would  not  be  ad- 
versely affected  by  such  use.  The  Board 
may  permit  the  use  of  an  airport  at  any 
time  after  the  filing  of  the  airport  notice 
whenever  the  circumstances  warrant 
siich  action.  In  no  event  shall  the  pro- 
visions of  this  section  be  construed  as 
authorlxing  an  air  carrier  to  receive 
at  one  airport  and  discharge  at  any 
other  airport  serving  the  same  point 
passengers  or  property  moving  locally 
between  the  two  airports,  or  (tassengers 
or  property  moving  as  part  of  a  through 
Journey  to  or  from  some  other  point 
which  such  carrier  receives  from,  or 
transfers  to,  another  air  carrier  at  one 
of  the  two  airports.  This  prohibition 
does  not  apply  to  the  carriage  between 
airports  of  through  traffic  which  the  air 
carrier  performing  the  interalrport  serv- 
ice receives  from,  or  transfers  to,  one 
of  its  own  flights. 

(b>  AfpliaUum  for  permission  to  use 
an  airpc^.  Pillowing  notification  by 
the  Board  that  the  use  of  an  airport  pro- 
posed in  an  airport  notice  may  adversely 
affect  the  public  interest,  the  air  carrier 
may  file  an  application  for  permission 
to  use  such  airport.  Such  applications 
shall  be  coospiciiously  entitled  "Applica- 
tion for  Permission  To  Use  the 

Airport  for  Serving 

and  shall  set  forth  the  information  re- 
quired in  the  airport  notice  as  well  as 
any  other  facts  relied  upon  to  establish 
that  the  propoeed  airport  use  Is  in  the 
public  tntereat.  a  statement  of  econ<»nic 
data  (H-  other  matters  which  It  is  de- 
sired that  the  Board  aOclally  notice, 
and  shall  contain  a  notice  to  the  persons 
served  that  they  may.  within  30  days  of 
the  date  the  appUcatlon  was  filed,  file 
and  serve  memoranda  in  support  of.  or 
In  oppositiOD  to,  the  application. 

(c>  Persoiu  to  be  served.  A  copy  of 
each  airport  notice  or  application  for 
permission  to  use  an  airport  shall  be 
served  upon  such  persons  as  the  Board 
may  designate  in  a  particular  ca^,  and 
shall  be  served  upon  the  following  per- 
sons in  all  cases: 

(1)  The  Postmaster  General,  marked 
for  attentloii  of  Assistant  Postmaster 
General — Bureau  of  Transportation; 

(2)  Each  scheduled  air  carrier  which 
regxilarty  renders  serrice  to  or  from  the 
point  intended  to  be  served  through  ei- 
ther the  currently  used  or  proposed  air- 
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port  and  the  airport  managers  of  said 
airports: 

(3)  The  chief  executives  of  the  city 
(or  other  political  subdivision)  and  of 
the  State,  in  which  are  located  the  cur- 
rently used  airport,  the  proposed  airport, 
and  the  point  to  be  served,  respectively. 
(If  there  be  a  state  commission  or 
agency  having  Jurisdiction  of  transpor- 
tation by  air,  notice  shall  be  served  on 
such  commission  or  agency  rather  than 
on  the  chief  executive  of  the  State.  > 

§202.4      [  Aniendni<>nt  ] 

5.  Amending  the  second  sentence  of 
i  202.4 (b>  by  replacing  the  period  at  the 
end  thereof  with  a  comma  and  adding 
the  words:  "a  statement  of  economic 
data  or  other  matters  which  It  desired 
that  the  Board  officially  notice.  The 
application  shall  also  contain  a  notice 
to  the  persons  served  that  they  may, 
within  twenty  days  of  the  date  the  ap- 
plication was  filed,  file  and  serve  memo- 
randa in  support  of.  or  in  opposition  to. 
the  application." 

6.  Amending  {  202.4(c)  d) ,  by  replac- 
ing the  words  "Second  Assistant  Post- 
master OCheral"  by  "Assistant  Postmas- 
ter General — Bureau  of  Transportation." 

7.  Amending  S  202.5  to  read  as  fol- 
lows: 

§  202.5  Filing  and  Amii-p  of  airport 
notirnt  and  applications  fur  rhanfcr 
in  nervtre  pattern  and  permiMion  lu 
u«r   an    airport ;    procrdurr    llirrron. 

"a>  Number  of  copies  and  certificate 
of  service.  An  original  and  three  copies 
of  each  Airport  Notice  and  an  original 
and  nineteen  copies  of  each  Application 
for  Change  in  Service  Pattern  or  appli- 
cation for  permission  to  use  an  airport 
shall  be  filed  with  the  Board,  each  set- 
ting forth  the  names  and  addresses  of 
the  persons  required  to  be  served  and 
stating  that  service  has  t>een  made  on 
all  such  persons  by  personal  service  or 
by  registered  or  certified  mail,  and  the 
date  of  such  service.  In  the  case  of  serv- 
ice by  mail,  the  date  of  mailing  shall  be 
considered  the  date  of  service.  Each 
copy  of  a  notice  or  application  served 
pursuant  to  this  part  shall  state  that 
such  service  is  made  pursuant  to  this 
part. 

(b>  Pleadings  by  interested  persons 
Any  interested  person  may  file  and  serve 
upon  the  air  carrier  and  those  persons 
required  by  ii  202.3  and  202.4  to  be 
served  with  the  airport  notice  or  appli- 
cation for  permission  to  use  an  airport 
or  for  change  In  service  pattern,  a  memo- 
randum in  opposition  to,  or  In  sui;>port  of. 
sxich  notice  or  application  within  15  days 
of  the  filing  of  airport  notices  and  within 
20  days  of  the  filing  of  an  application 
for  permission  to  use  an  airport  or 
change  of  service  pattern.  Such  memo- 
randa shall  set  forth  in  detail  the  rea- 
sons for  the  position  therein  taken,  with 
a  statement  of  economic  data  and  other 
matters  which  It  is  desired  that  the 
Board  shall  ofOcially  notice.  An  executed 
original  and  three  copies  in  the  case  of 
airport  notices,  nineteen  copies  In  the 
case  of  applications  for  permission  to 
use  an  airport  or  change  of  service  pat- 
tern, shall  be  filed  with  the  Docket  Sec- 
tion of  the  Board.  In  the  case  of  air- 
port notices,  such  memoranda  shall  be 
marked  for  the  attention  of  the  Chief, 
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less ordered  by  the  Board  upon  applica- 
tion or  upon  its  own  motion,  further 
pleadings  will  not  be  entertained. 

(c)  Petitions  for  reconsideration.  A 
petition  for  reconsideration  of  the 
Board's  determination  on  an  application 
for  permission  to  use  an  airport  or 
change  in  service  pattern  may  be  filed 
by  any  interested  persons  within  ten 
days  after  the  date  thereof.  Except  for 
the  date  of  filing,  such  petitions  shall 
conform  to  the  provisions  of  section  37  of 
Part  302  of  the  Procedural  Regulations. 
Any  interested  person  may  file  a  memo- 
randum in  opposition  to,  or  in  support  of 
the  petition  within  ten  days  after  it  is 
filed.  An  executed  original  and  nineteen 
copies  of  such  petition  for  reconsidera- 
tion or  memorandum  shall  be  filed  with 
the  Docket  Section,  and  copies  thereof 
shall  be  served  upon  the  persons  de- 
scribed in  §5  202  3(c)  or  202.4(c).  as  the 
case  may  be.  Unless  ordered  by  the 
Board  upon  application  or  upon  Its  own 
motion,  further  pleadings  will  not  be 
entertained. 

§202.6      [Amrndmrat] 

8.  Amending  S  202.6(c)  by  changing 
the  word  "gage"  to  read  "gauge". 

§  202.7      [  Ameudmenl  ] 

9  Amending  §  202.7  by  changing  the 
reference  to  the  Act  from  "section  401 
(h)"  to  "section  401(g)  '. 

§202.8       [Anirndnient] 

10.  Amending  S  202  8(d)  by  changing 
the  reference  to  the  Act  from  "Civil 
Aeronautics  Act"  to  Federal  Aviation 
Act." 

(Sec  204(a).  72  SUt.  743;  40  U^.C.  1324. 
Interpret  or  apply  sees.  403.  1001.  1003,  72 
SUt.  758.  788.  790;  49  V3C.  1373,  1481.  1482) 

Note:  Tlie  reporting  requirements 
contained  herein  have  been  approved  by 
the  Bureau  of  the  Budget  in  accordance 
with  the  Federal  Reports  Act  of  1942. 

By  the  Civil  Aeronautics  Board. 

I  SEAL  I  Harold  R.  Sandckson, 

Secretary. 

Appendix  A 

KECX>MMF.NM9  *nU>Orr  NOTICE  rosM 


Dat*. 


To:   Chief.  Routes  and  Agreements  Division, 

Bureau  of  Economic  Regulation, 

QtU   AeronauUca    Board. 

Waahlngton  25.  DC. 
Re:   Airport  Notice  filed  pursuant  to  Part  202 

of  Economic  Regulations. 
DcA>    SiK     Transmitted   herewith    are   an 
original   and   three  coplea  of   this  notice  to 

advise   that (air  carrier)    Intends   to 

Inaugurate   service   to    the   following   points 
through  the  following  airports : 

Point  - 

Airport    , 

Service  to  be  Inaugurated  on  or  after 

Give    exact    longitude   and    latitude    of   the 

airport  to  be  served 

Indicate  whether  waiver  of  30-day  provision 

la  requested 

None* :  The  regulations  of  the  Civil  Aero- 
nauUca  Board  provide  that  memoranda  in 
support  of  or  in  oppoalUon  to  thJa  airport 
DoUce  may  be  filed  with  the  addr—tie  above 
within  15  days  of  the  date  of  filing  hereof. 
Such  memoranda  shall  be  served  on  the  ap- 


Friday,  January  19,  1962 

plicant  oarrler  and  the  persons  on  whom  the 
notice  has  been  served. 


(Signature) 


(TlUe) 

czaTincATE  or  smvxcB 

I  hereby  certify  ttiat  I  have  this  day  served 
(State  manner  of  service)  copimt  of  this  air- 
port notice  on  the  Postmaster  Oeneral, 
marked  for  the  attention  of  the  Assistant 
Poatmaster  General,  Bureau  at  Transporta- 
tion; the  Mayor  or  Chief  Executive  ot  the 

cities  of (address) ,  and  the  Oovemor 

of  the  State  of (addreas)  (or  the  State 

Commlsalon  or  agency  having  Jurladietlon  of 
tranaportation  by  air  within   the  State  of 

(address)):  the  following  achedulsd 

air  carriers: (name  and  address): 

and   the  airport  mangers  of  the  following 
airports : ( Airport  name  and  aridreaa) . 


(Signature) 
(Title) 


|P.R.    Doc. 


62-683:    Filed,    Jan. 
8:46  ajn.l 


18,     1983: 


Chopter  III — Federal  Aviofion  Agenqr 

SUaCHAPTER   C — AIRCRAFT   REGULATIONS 

[Beg.  Docket  No.  982;  Amdt.  389] 

PART  507— AIRWORTHINESS 
DIRECTIVES 

Boeing  Models  707  and  720  Series 
Aircraft 

A  proposal  to^  amend  Part  507  of  the 
regulations  of  the  Administrator  to  in- 
clude an  airworthiness  directive  requir- 
ing modification  of  the  secondary  seals 
of  the  fuel  dump  chutes  on  Boeing  707 
and  720  Series  aircraft  was  published  in 
26  F.R,  10571. 

Interested  persons  have  been  afforded 
an  onx>rtunity  to  participate  in  the  mak- 
ing of  the  amendment.  One  comment 
was  received,  recommending  the  compli- 
ance time  be  at  aircraft  overhaul  The 
established  overhaul  period  for  Boeing 
707  and  720  Series  aircraft  is  3,250  hours' 
time  in  service.  Since  the  modification 
is  one  which  could  be  most  satisfactorily 
accomplished  at  an  overhaul,  the  com- 
pliance provision  contained  in  the  notice 
has  been  revised  accordingly. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (26  F.R  6489) . 
$  507.10(a)  of  Part  507  (14  CFR  Part 
507)  is  hereby  amended  by  adding  the 
following  new  airworthiness  directive: 

BOKINC.     Applies    to    Models    707    and    730 
Series  airplanes  which  have  not  previ- 
cnisly  been  modified  in  accordance  with 
Boeing  Service  Bulletin  No.  1359,  dated 
June  30,  1991  (Service  Bulletin  No.  1860 
contains  a  list  of  such  airplanes) ,  and  to 
Model  707  airplanes  on  which  retractable 
dump   chutes   have  been   Installed   per 
Boeing  Service  Bulletin  No.  1200. 
Compliance  required  aa  indicated. 
In  order  to  prevent  leakage  through  the 
secondary  seal  of  the  fuel  dtunp  chute  when 
fuel  is  allowed  to  enter  the  manifold  for  any 
reason,  the  following  modification  shall  be 
accomplished   within  8.260   hours'   time   in 
service   after  the  effective  date  ot  this  di- 
rective: 

Remove  the  secondary  fuel  seal  assembly. 
Boeing  P/N  80-2638.  and  rebuild,  using  new 
parts  from  Boeing  kit.  P/N  06-9588-1.    Upon 
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completion  ot  the  rebuilding,  change  the 
part  number  of  aecfmdary  seal  assembly  to 
6B-1686S-1.  Us*  new  "O"  ring  seal  P/N 
llSSMlg-aS8  when  installing  secondary  aesl 
aasMBbly.  P/H  6»-1625S-l. 

(Boeing  Bsrvlee  Bulletin  No.  1859.  dated 
luns  80,  1901,  oovers  this  modlflcatlon.) 

This  amendment  shall  become  effec- 
tive February  20,  1962. 

(Sac.  SlS(a).  OQl,  008;  72  SUt.  752,  775,  770; 
49  n£.C,  1854(a).  1421,  1423) 

Issued  in  Washington,  D.C.,  on  Janu- 
ary 15, 1962. 

George  C.  Prill, 
Director,  Flight  Standards  Service. 


(F.R.    Doc. 


02-587;    Filed,    Jan.     18,    1962; 
8:46  sjn.) 


SUICHAFTER  E — AIR  NAVIGATION 
REGULATIONS 

[Airspace  Docket  No.  62-WA-61 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

Alteration  of  Federal  Airway 

The  purpose  of  this  amendment  to 
9  600.6861  of  Uie  regulations  of  the  Ad- 
ministrator is  to  alter  VOR  Federal  air- 
way No.  881.  a  preferred  route  between 
Clevdmnd.  Ohio,  and  Miami.  Fla. 

Victor  881  is  designated  in  part  to 
coincide  with  a  segment  of  VOR  Federal 
airway  No.  185  from  Augusta,  Oa.,  to 
Aflbeville,  N.C.,  via  Spartanburg,  S.C. 
On  Decembier  9.  1961,  an  amendment  to" 
the  regtdations  of  the  Administrator  was 
pubUshted  in  the  Federal  Register  (26 
PH.  11822)  as  Airspace  Docket  No.  61- 
FW-68.  This  amerdment  altered  Victor 
186  by  realigning  it  from  Augusta  to 
Aaheville  via  Greenwood,  S.C,  effective 
February  8,  1962.  Since  this  segment  of 
Victor  185  is  a  portion  of  a  preferred 
route  between  Cleveland  and  Miami, 
action  is  taken  herein  to  alter  Victor  881 
between  Augusta  and  AshevlUe  via  the 
altered  alignment  of  Victor  185. 

Since  this  amendment  is  minor  in  na- 
ture, does  not  involve  the  assignment  of 
additional  idrspace  and  imposes  no  bur- 
den on  any  person,  notice  and  public  pro- 
cedure hereon  are  unnecessary.  How- 
ever, since  it  is  necessary  that  sufficient 
time  be  allowed  to  permit  appropriate 
changes  to  be  made  on  aeronautical 
charts,  this  amendment  wlU  become  ef- 
fective more  than  30  days  after  publica- 
tion. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582) . 
i  600.6881  (25  F.R.  8169)  Is  amended  as 
follows: 

In  the  text  "Spartanburg,  S.C,  VOR;" 
is  deleted  and  "Greenwood,  S.C.  VOR;" 
is  substituted  therefor. 

This  amendment  shall  become  effective 
0001  CAt.  March  8.  1962. 

(See.  807(a).  72  Stat.  749;  49  U.S.C.  1348) 

Issued  in  Washington,  D.C,  on  Janu- 
ary 15, 1962. 

D.  D.  THOMAS, 
Director,  Air  Traffic  Service. 

ITU.    Doc.    62-688;    Filed,    Jan.    18,    1962; 
8:46  ajn.] 
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[Alrqwce  Dooliet  No.  Ol-AN-6] 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alteration  of  Federal  Airway,  Asso- 
ciated Control  Areas  and  Reporting 
Points 

On  August  1.  1961,  a  notice  of  pro- 
posed rule  making  was  published  in  the 
Federal  Register  (26  "Fit.  6859)  stating 
that  the  Federal  Aviation  Agency  pro- 
posed to  alter  VOR  Federal  airway  No. 
438  and  its  associated  control  areas,  and 
to  designate  the  Fielding  and  Glacier 
Intersections  and  the  Fairbanks,  Alaska, 
UjS  localizer  as  low  altitude  VOR  report- 
ing points. 

No  comments  were  received  regarding 
the  proposed  amendments. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  mak- 
ing of  the  rules  herein  adopted,  and  due 
consideration  has  been  given  to  all  rele- 
vant matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore, 
pursuant  to*  the  authority  delegated  to 
me  by  the  Administrator  (25  FH.  12582) 
and  for  the  reasons  stated  in  the  notice, 
the  following  actions  are  taken: 

1.  SecUon  600.6438  (26  F.R.  4488)  is 
amended  to  read : 

§600.6438  VOR  Federal  airway  No. 
438  (Shuyak,  Ala^a,  to  Fair- 
banks, Alaska). 

From  the  Shuyak,  Alaska,  RBN  via 
the  Homer,  Alaska,  VOR;  INT  of  the 
Homer  VOR  027°  and  the  Anchorage, 
Alaska,  VOR  198*  radlals;  Anchorage 
VOR;  INT  of  the  Anchorage  VOR  direct 
radial  to  the  Nenana,  Alaska,  VOR  and 
the  SW  course  of  the  Fairbanks.  Alaska, 
ILS  localizer;  to  the  Fairbanks  UJS  loca- 
lizer, includii^  a  W  alternate  from  the 
INT  of  the  Anchorage  VOR  direct  radial 
to  the  Nenana  VOR  with  the  SW  course 
of  the  Fairbanks  ILS  localizer  to  the 
Fairbanks  ILS  localizer  via  the  Nenana 
VOR,  including  the  area  within  16  miles 
either  side  of  the  centerline  of  the  air- 
way and  its  W  alternate  at  and  above 
24,000  feet  MSL  from  the  Anchorage 
VOR  to  the  Fairbanks  ILS  localizo-. 
The  portions  of  this  airway  which  coin- 
cide with  R-2203  and  R^2206  are  ex- 
cluded. The  portion  of  this  airway 
which  coincides  with  R-2201  shall  be 
used  only  after  obtaining  prior  approval 
from  appropriate  authority. 

2.  Section  601.6438  (14  CFR  601.6438, 
26  F.R.  4488)  is  amended  to  read : 

§601.6438  VOR  Federal  airway  N<k. 
438  control  areas  (Shuyak,  Ala^a,  to 
Fairbanks,  Alaska). 

All  of  VOR  Federal  ahrway  No.  438  in- 
cluding a  W  alternate. 

§601.7001      [Amendneal] 

3.  In  i  601.7001  (14  CFR  601.7001)  the 
following  are  added: 
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rielding  IltT:  IlfT  ot  the  Anchonkge.  AIm- 
kJk.  VOB  Mf  mmt  Um  TallMCtna.  AIm^«. 
RBN  067*  bMtftoc. 

OUdcr  XMT:  IMT  of  Um  Neaa&A.  AlMk*. 
VOB  IW  ndUl  and  Um  NW  coune  of  Um 
Summit.  AlMka.  BR. 

k.  ILB  looiaizflr. 


Tlieae  unendments  shall  become  effec- 
tlTe  0001  e^X.  March  S,  1M2. 

(Sec.   307(»).  72   St»t.   749;    4»  USC.    l9iB) 

Issued  In  WMhlngton.  D.C..  on  Janu- 
ary 15. 1»2. 

D.  D.  Thomas. 
Director.  Air  Traffic  Service. 

IVA.    Doc.    9Z-6a9:    Filed.    Jan.     18.     1962. 
S:45ajn  I 


(Alnpecc  Docket  No.  61-FW  93) 

PART  600— DESIGNATION  OF 
FEOEIAL  AIRWAYS 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alf*rafion  off  F*d«rol  Airways  and 
CenfrolUd  Airspoc* 

The  purpose' of  these  amendments  to 
§1  tOO-OOaS.  600.6157.  600.6843.  600.6881. 
600.1510.  601.1013  and  601.1408  of  the 
reciUations  of  the  Administrator  is  to 
proYide  t(x  the  relocation  of  the  Fort 
Myers.  Fla..  VOR.  The  Port  Myers  VOR 
is  scheduled  to  be  relocated  to  a  new  site 
on  the  Page  Airport.  Fort  Myers.  Fla  . 
atLat.  26*35'19"  N..  Long.  81'52'Or'  W. 
on  or  about  March  8.  1962. 

This  move  is  necessary  to  improve  the 
operation  of  the  Fort  Myers  VOR  as  the 
present  radiate  from  100*  clockwise 
through  125*  are  not  usable  because  of 
the  extensive  building  of  houses  and  as- 
sociated power  lines  in  the  vicinity  of 
the  present  VOR.  Relocation  of  the 
Fort  Myers  VOR  will  require  slight 
changes  to  the  airways  based  on  this 
VOR.  Airways  aligned  direct  between 
the  Fort  Myers  VOR  and  other  VORs 
will  be  altered  slightly  but  no  formal 
amendments  will  be  required.  Other  air- 
ways will  be  altered  as  indicated  below. 

Alteration  <A  the  Miami.  Fla..  control 
area  extension  is  made  to  provide  con- 
tinuity of  the  northern  boundary  of  this 
control  area  extension  with  VOR  Federal 
airway  No.  35  since  the  relocation  of  the 
Fort  Myers  VOR  and  attendant  altera- 
tion of  Victor  35  would  leave  a  gap  in  the 
controlled  airspace  along  the  northern 
boundary  as  presently  designated. 

A  slight  alteration  wo\ild  be  made  to 
the  Fort  Mjrers.  Fla..  control  area  ex- 
tension to  base  this  area  on  the  appro- 
priate radial  of  the  relocated  Fort  Myers 
VOR.  The  siae  of  the  control  area  ex- 
tension would  be  essentially  the  same. 
Implementation  of  the  provisions  of 
Amendment  60-Sl  to  the  Civil  Air  Regu- 
lations, Part  60,  Air  Traffic  Riiles  is  being 
deferred  for  the  Miami  and  Fort  Myers 
contvol  area  extensions.  Upon  comple- 
tion of  the  review  of  controlled  airspace 
requirements  attendant  to  these  provl- 
stons.  separats  airqMoe  action  will  be 
initiated  to  convert  these  control  area 
extensions  to  transition  areas  with  ap- 
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propriate  controlled  airspace  floor 
assignments. 

Since  the  changes  effected  by  these 
amendments  are  minor  in  nature  and 
will  impose  no  additional  burden  on  the 
public,  notice  and  public  procedure 
hereon  are  unnecessary.  However,  since 
it  Is  necessary  that  sufficient  time  be  al- 
lowed to  permit  appropriate  changes  to 
be  made  on  aeronautical  charts,  these 
amendments  will  become  effective  more 
than  thirty  days  after  publication. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  FM.  12582 ) , 
the  following  actions  are  taken: 

1.  In  the  text  of  S  600.8035  (14  CFR 
600.6035)  "Miami.  Fla..  omnirange;  in- 
tersection of  the  Miami  omnirange  269* 
and  the  Fort  Myers  omnirange  134°  ra- 
dials  including  a  west  alternate  from 
the  point  of  intersection  of  the  Miami 
omnirange  153*  radial  and  the  Miami 
International  Airport  HJS  localizer  west 
course  to  the  point  of  intersection  of  the 
Miami  omnirange  269*  and  the  Fort 
Myers  omnirange' 134°  radials  via  the 
intersection  of  the  Miami  International 
Airport  IIJ3  localizer  west  course  and  the 
Port  Myers  omnirange  134*  radials;  Port 
Myers.  Fla..  VOR;  St.  E»etersburg.  Fla.. 
VOR;  Cross  City.  Fla..  VOR  including 
an  east  alternate  from  the  point  of  in- 
tersection of  the  St.  Petersburg  VOR 
153*  radial"  is  deleted  and  "Miami.  Fla.. 
VORTAC;  INT  of  the  Miami  VORTAC 
269'  and  the  Fort  Myers.  Fla..  VOR  137* 
radials.  including  a  W  alternate  from 
the  point  of  INT  of  the  Miami  VORTAC 
153*  radial  and  the  Miami  International 
Airport  ILS  localizer  W  course  to  the 
point  of  INT  of  the  Miami  VORTAC 
269*  and  the  Fort  Myers  VOR  137*  ra- 
dials via  the  INT  of  the  Miami  Interna- 
tional Airport  ILS  localizer  W  course 
and  the  Port  Myers  VOR  137*  radial: 
Fort  Myers  VOR;  St.  Petersburg.  Fla., 
VOR;  Cross  City.  Fla..  VOR  including 
an  east  alternate  from  the  point  of  INT 
of  the  St.  Petersburg  VOR  151*  radial ' 
is  substituted  therefor. 

2.  In  the  text  of  5  600.8157  (14  CFR 
600.6157.  26  PJ%.  573.  1754.  2344.  3462. 
6810)  -La  BeUe.  Fla..  VOR  Including  a 
west  alternate  from  the  point  of  INT 
of  the  Miami  VOR  221*  and  the  Port 
Myers.  Fla..  VOR  134°  radials  via  the 
point  of  INT  of  the  Fort  Myers  VOR 
134*  and  the  La  Belle  VOR  162»  radials 
to  the  La  BeUe.  Fla..  VOR;"  is  deleted 
and  "La  Belle.  Fla..  VOR  including  a  W 
alternate  from  the  point  of  INT  of  the 
Miami  VORTAC  221*  and  the  Fort 
Myers.  Fla..  VOR  137*  radials  via  the 
point  of  INT  of  the  Fort  Myers  VOR  137* 
and  the  La  Belle  VOR  162°  radials  to 
the  La  Belle  VOR;"  is  substituted 
therefor. 

3.  In  the  text  of  i  600  6881  (26  PR. 
8169)  "INT  of  the  Fort  Myers  VOR 
134*"  is  deleted  and  "INT  of  the  Fort 
Myers  VOR  137'"  is  substituted  therefor. 

4.  In  the  text  of  I  600.6843  (26  FR. 
21)  "INT  of  the  Fort  Myers  VOR  134* 
True"  is  deleted  and  "INT  of  the  Fort 
Myers  VOR  137°"  is  substituted  therefor. 

6.  In  the  text  of  1600.1519  (26  PR. 
1079)  "INT  of  the  Fort  Myers  VOR  333° 
and  the  Lakeland,  Fla..  VOR  202*  ra- 
dials" is  deleted  and  'INT  of  the  Fort 


Myers  VOR  331*  and  the  Lakeland.  Fla., 
VOR  202°  radials"  is  substituted  there- 
for. 

6.  In  the  text  of  S  601.1013  (26  PR 
714)  -220*  True  radial"  is  deleted  and 
"215''  True  radial  •  is  substituted  there- 
for. 

7.  In  the  text  of  §601.1408  (26  F.R. 
7328)  "Lat.  25*49'00"  N..  Long. 
81*4700  '  W..  to  Lat.  25°46'40"  N., 
Long.  81°09'15  '  W."  is  deleted  and  'Xat. 
25*48'55"  N..  Long.  81°45'00"  W..  to 
Lat.  25*46'35"  N..  Long.  81-08  15"  W." 
is  substituted  therefor. 

These  amendments  shall  become  ef- 
fecUve  0001  e.s.t.  March  8.  1962. 

(Sec    307(a),   72   Stat.   749;    49    DSC.    1348^ 

Issued  in  Washington.  DC.  on  Jan- 
uary 15.  1962. 

D.  D.  Thomas. 
Director.  Air  Traffic  Service. 

|FR      Doc.    62-590;     Piled.    Jan.    18.     1962; 
8  45am. I 


(Airspace  Docket  No   61  FW-431 

PART  608— SPECIAL  USE  AIRSPACE 
Alteration   of  Restricted  Area 

On  September  19.  196f,  a  notice  of 
proposed  rule  making  was  published  in 
the  Federal  Rkcistw  (26  F.R.  8817). 
stating  that  the  Federal  Aviation  Agency 
had  under  consideration  a  request  by  the 
Department  of  the  Army  to  alter  the 
Salinas,  P.R.,  Restricted  Area  R-7103  as 
follows:  increase  the  designated  alti- 
tudes from  5.000  feet  MSL  to  12.000  feet 
MSL;  increase  the  designated  time  of 
use  to  continuous,  June  1  through  Au- 
gust 31,  and  to  sunrise  to  simset  on 
Saturdays  and  Sundays  from  Septem- 
ber 1  through  May  31;  and  to  slightly 
alter  the  restricted  area  boundaries. 

Although  not  mentioned  in  the  notice, 
the  Department  of  the  Army  has  con- 
curred in  a  further  alteration  of  the 
northeast  boundary  of  R-7103  to  elimi- 
nate a  slight  overlap  of  Route  4  between 
the  Ramey  VOR  and  the  Point  Tuna 
Intersection.  Such  action  is  taken 
herein. 

No  objections  were  received  regarding 
the  proposed  amendment. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rule  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R  12582) 
and  for  the  reasons  stated  herein  and 
in  the  notice,  the  following  action  is 
taken: 

In  f  608.71  (26  PR.  7205 >  the  follow- 
ing change  is  made : 

R-7103  SaUna«, 

Boundaries. 
N .  Long.  M'14 
Long.  M'lft'14 
Long.  M*16'00 
Long.  00  1711 
Long.  6e'19'S8 
Long.  0«'18'ft3 
Long.  e«'18'47- 
Lonff  M  17'M' 
Long.  e«'1700 


PH. 

Beginning  at  Lat.  18'03'00" 
3S"  W.:  to  Lat.  IS'Ol'lS"  N., 
'    W.;    to    Lat.    17'M  67" 


'    W.;  to   Lat.    17*ft9'16" 

'    W.:  to   Lat.    18*01'(X>" 

'    W  ;  to  Lat.    18*orM" 

W.;  to  Lat.   It'OaM" 

W  :  to   Lat.    18*0t'a«" 

'    W:  to   Lat.    1«*04'07" 

W  ;  to  point  of  beginning. 


N. 

N.. 
N.. 
N., 
N.. 
N.. 
N.. 


Friday,  January  19,  1962 

Designated  altitude.  Surface  to  12,000 
feet    MSL. 

Time  of  designation.  Continuous,  June  1 
through  August  31;  and  sunrise  to  sunset, 
S:tturday  and  Sunday,  September  1  through 
M;iy  31. 

This  amendment  shall  become  effec- 
tive 0001  est.,  March  8.  1962. 

(Sec    307(a),   72  SUt.   749;    49  tJ.S.C.   1348) 

Issued  in  Washington,  D.C.,  on 
January   15.   1962.  ^ 

D.  D.  THOMAS. 
Director.  Air  Traffic  Service! 

I  PR.    Doc.    62-591;    Piled,    Jan.    18.    1062; 
8:46    a.m.  I 

I 

[  Airspace  Docket  No.  61-KC-27] 

PART  608— SPECIAL  USE  AIRSPACE 
Alteration  of  Restricted  Area 

On  September  27.  1961,  a  notice  of 
prop>osed  nile  making  was  published  in 
the  Federal  Register  (26  PJl.  0091)  stat- 
ing that  the  Federal  Aviation  Agency 
was  considering  altering  the  time  of 
designation  of  Upper  Red  Lake,  Miim., 
Restricted  Area  R-4304  from  "Sunrise  to 
sunset,  May  16,  through  October  14,  and 
sunrise  Saturday  to  sunset  Sunday  Oc- 
tober 15.  through  May  15"  to  "0700  to 
1700  est..  May  1  through  October  31". 

No  adverse  comments  were  received  re- 
parding  the  proposed  amendment. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  mak- 
ing of  the  rule  herein  adopted,  and  due 
consideration  has  been  given  to  all  rel- 
evant matter  presented. 

The  substance  of  the  proposed  amend- 
ment having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582)- 
and  for  the  reasons  stated  in  the  notice, 
the  following  action  is  taken: 

In  §  608.43  Minnesota,  Rr-4304  Upper 
Rt'd  Lake,  Minn.,  (26  F.R.  7197),  is 
amended  by  deleting  "Time  of  designa- 
tiojt,  Sunrise  to  sunset.  May  16  through 
October  14,  and  sunrise  Saturday  tp  sim- 
set Sunday,  October  15  through  May 
15."  and  substituting  "Time  of  designa- 
tion. 0700  to  1700  est.,  May  1  through 
October  il."  therefor. 

This  amendment  shall  become  effec- 
tive 0001  est.  April  5,  1962. 

(Sec.   307(a).   72   SUt.  749;    49  US.C.   1348) 

Issued  In  Washington,  D.C.,  on  Jan- 
uary 15.  1962. 

D.  D.  Thomas. 
Director.  Air  Traffic  Service. 

|FR     Doc.    62-592;     Piled,    Jan.     18.    1962; 
8.46  am  I 


[Airspace  Docket  No.  61  NY-221 

PART  608— SPECIAL  USE  AIRSPACE 
Alteration   of  Restrictad  Arao 

On  September  9.  1961,  a  notice  of 
proposed  rule  making  was  published  In 
the  Federal  Register  (26  PH.  8951), 
.stating  that  the  Federal  Aviation  Agency 
has  under  consideration  a  request  by  the 
Department  of  Army  to  expand  the 
.'•outhern  boundary  of  the  Camp  Breckln- 

No   13 3 
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ridge,  Ky..  Restricted  Area  R-3701  to 
abut  State  Highway  56.  AddiUonally. 
the  time  of  designation  of  this  restricted 
area  would  be  altered  to  0400  to  2400 
c.s.t.,  daily,  Jime  1  through  August  31. 

No  objections  were  received  regard- 
ing the  proposed  amendments. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  tAe 
making  of  the  rule  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ment having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582) 
and  for  the  reftsons  stated  in  the  notice, 
the  following  action  is  taken: 

In  8  608.J7  (26  P.R.  7194)  the  follow- 
ing change  is  made: 

R-3701  Camp  Breckinridge,  Ky. 

Boundaries.  Beginning  at  latitude  37°42'- 
46"  N..  longitude  87*47'30"  W.;  to  latitude 
87*88'86"  W..  longitude  87*4200"  W.;  to 
Utltude  87"S8'10"  N.,  longitude  87°42'00" 
W.;  along  State  Highway  66  to  latitude 
37*38'30"  N..  longitude  87*&2'20"  W.;  to  lati- 
tude 37*39'20"  N.,  longitude  87'52'20"  W.; 
to  latitude  87*40'20"  N..  longitude  87''51'10" 
W.;  to  latitude  iT40'20"  N.,  longitude 
87*4»'40"  W.;  to  latitude  37'42'20"  N.,  longi- 
tude 87*40'40"  W.:  to  the  point  of  beginning. 

Designated  altitiides.  Surface  to  20.000 
feet  MSL. 

Time  of  designation.  0400  to  24(X)  cjs.t., 
June  1  through  August  31. 

Using  iigencjf.  Commanding  General,  U.S. 
Army  Armor  Center,  Fort  Knox,  Ky. 

This  amendment  shall  become  effec- 
tive 0001  e.s.t..  March  8,  1962. 

(Sec.  307(a).  72  Stat.  749;    49   U.S.C.   1348) 

Issued  in  Washington,  DC,  on  Jan- 
uary 15,  1962. 

D.  D.  Thomas. 
Director.  Air  Traffic  Service. 

(F.R.    Doc.    62-593;     Filed.    Jan.    18,    1962; 
8:46  a.m.) 


(Airspace  Docket  No.  61-NY-l  14 1 

PARTn608— .SPECIAL  USE  AIRSPACE 

Modincotion   of   Restricted  Area 

The  purpose  of  this  amendment  to 
S  608.52  of  the  regulations  of  the  Ad- 
ministrator is  to  change  the  using  agency 
of  the  Oswego,  N.Y.,  Restricted  Area 
Rr-520S.  The  activities  conducted  within 
this  area  are  air  to  air  gunnery  and  air 
to  ground  rocket  firing. 

The  Department  of  the  Air  Force  has 
requested  a  change  in  the  using  agency 
for  Restricted  Area  R^5203  from  "Com- 
mander, Air  National  Guard,  Permanent 
Training  Site,  Hancock  Field,  Syracuse, 
N.Y."  to  "Commander.  Air  National 
Guard  Base,  Niagara  Falls  Municipal 
Airport,  Niagara  Falls,  N.Y.,  Phone: 
BuUer  5-6691,  Extension  497".  Such 
action  is  taken  herein. 

Btoae  thla  amendment  imposes  no  ad- 
ditional burden  on  the  public,  compliance 
with  the  notice,  public  procedure  and 
effective  date  requirements  of  section  4 
of  the  Administrative  Procedure  Act  is 
unnecessary  and  it  may  be  made  effec- 
tive immediately. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
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me  by  the  Administrator  (25  F.R.  12582) , 
the  following  action  is  taken : 

In  §  608.52  New  York  (26  F.R.  7199, 
7962) .  the  Oswego,  N.Y.,  Restricted  Area 
R-5203  is  amended  to  read: 

R-5203  Oswego.  N.Y. 

Boundaries.  Beginning  at  latitude  43*- 
3700"  N..  longitude  76«'46'00"  W.;  to  lati- 
tude 43''24'00"  N.,  longitude  76''45'00"  W.; 
to  latitude  43<>24'00"  N.,  longitude  78*00'00" 
W.;  to  latitude  43'37'00"  N..  longitude  78°- 
OO'OO"  W.;   to  the  point  of  beglnxUng. 

Designated  altitudes.  Surface  to  flight 
level  320. 

Time  of  designation.    Sunrise  to  sunset. 

Using  agency.  Commander,  Air  National 
Guard  Base,  Niagara  Falls  Municipal  Airport. 
Niagara  Falls,  N.Y..  Phone:  BuUer  6-6691. 
Sxtension  497. 

This  amendment  shall  become  effec- 
tive upon  the  date  of  publication  in  the 
FEDERAL  Register. 

(Sec.  307(a).  72  Stat.  749;  49  U.S.C.  1348) 

Issued  in  Washington,  D.C.,  on  Jan- 
uary 15,  1962. 

D.  D.  Thomas, 
Director,  Air  Traffic  Service. 

IF.R.    Doc.    62-594;     Filed.    Jan.    18.    1962; 
8:46  a.m.] 


(Airspace  Docket  No.  61-NY-116J 

PART  608— SPECIAL  USE  AIRSPACE 

Alteration  of  Restricted  Area 

The  purpose  of  this  amendment  to 
§  608.41  of  the  regulations  of  the  Ad- 
ministrator is  to  reduce  the  time  of 
designation  of  the  Nashawena,  Mass., 
Restricted  Area  R-4104. 

The  Department  of  the  Navy  has  ad- 
vised that  Rr-4104  will  not  be  required 
during  the  period  July  1  through  Sep- 
tember 30  annually.  Therefore,  action 
is  taken  herein  to  delete  the  current 
time  of  designation  "0700  to  2400  e.s.t." 
and  substitute  therefor  "0070  to  2400 
e.s.t..  October  1  through  June  30  an- 
nually.". 

Since  this  amendment  reduces  a  bur- 
den on  the  ptiblic.  compliance  with  the 
notice,  public  procedure,  and  effective 
date  requirements  of  section  4  of  the 
Administrative  Procedure  Act  is  unnec- 
essary. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  TR.  12582) , 
§  608.41  Massachusetts  (26  F.R.  7196)  is 
amended  as  follows:- 

In  R-4104  Nashawena,  Mass.,  "Time 
of  designation.  0700  to  2400  e.s.t."  is 
deleted  and  "Time  of  designation.  0700 
to  2400  e.s.t.,  October  1  through  June  30 
annually."  is  substituted  therefor. 

This  amendment  shall  become  effec- 
tive upon  date  of  publication  in  the  Pto- 

BKAL  RBCISTEB. 

(Sec.  307(a),  72  Stat.  740;  40  U.S.C.  1848) 

Issued  in  Washington,  DC,  on  Janu- 
ary 15,  1962. 

D.  D.  Thomas, 
Director.  Air  Traffic  Service. 

[F.R.    Doc.    62-605;    PUed,    Jan.    18,    1062; 
8:46  ajn.] 
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(Reg.  Docket  No  1000;  Amdt  352] 

PART  609— STANDARD  INSTRUMENT  APPROACH   PROCEDURES 

Misc«llan«ous   Amendments 

The  amendments  to  standard  instrument  approach  procedures  contained  herein  are  being  adopted  to  become  efTective 
when  Indicated  In  order  to  promote  safety.  The  revised  procedures  supersede  the  existing  procedures  of  the  same  classifi- 
cation now  in  effect  for  the  airports  specified  therein.  For  the  convenience  of  the  users,  the  revised  procedures  specify  the 
complete  procedure  and  Indicate  the  chang^  to  the  existing  procedures. 

As  a  situation  exists  which  demands  Immediate  action  in  the  interests  of  safety  in  air  commerce.  I  And  that  compliance 
with  the  notice,  procedure  and  effective  date  provisions  of  section  4  of  the  Administrative  Procedure  Act  would  be  contrary 
to  the  public  Interest  and  Is  therefore  not  required. 

Pursuant  to  the  authority  delegated  to  me  by  the  Administrator  (24  PR  5662)  .Part  609  is  amended  as  follows: 

1.  The  low  or  medium  frequency  range  procedures  prescribed  in  5  609  100' a)  are  amended  to  read  In  part: 

LFR  Stavhard  iN^TRtiiKNT   Vrpnovni   PRfXK.nrRc 

BMkrtnci,  bMdiop,  oouriM  ami  radiula  on-  majrnctic.  Elevations  and  altltudrs  nre  in  ftit.  MSI,.  Collinpi  ;irr  in  fii'i  iU)m  airport  ili  \  ;iti,wi  Pisi.itic»>  wrv  in  iimitKnl 
mllca  unlcM  otberwiM  indlOKt^d,  except  TislMlittes  which  are  in  statute  miles 

If  an  inatmment  appnwch  procedure  of  the  above  type  is  conducted  at  the  tielow  innx^d  ulriiort,  it  ilmll  W  n  nccrjrdaniv  witli  tin-  rollDwinif  iiisininu'iit  ii|>|>rc>nch  proa^diin- 
linlcM  an  appitMcta  Is  oonducteo  In  accordance  with  a  different  procedure  for  such  alrjHirt  aiithorlied  by  the  Adniml.strator  of  the  Kederul  Aviittlon  Agency.  Initial  approaches 
-•""  b«  made  over  spedfled  routes.     Minimum  altltu<le8  shall  corre.s[>ond  with  those  ejilaMi.slir.l  for  rn  route  oinration  In  the  particular  ;»rv:i  or  a.-i  si't  forth  lielow  . 


Transition 

Cellini;  ami  vistlnllty  inlnitniims 

From— 

To- 

('Dtirse  ami 
ilistance 

Mliiiniuni 

.^Itlt^<le 

(f»-eti 

ConOitlon 

■'.enjTiiio  or  less 

t..^  knots     1  More  than 
or  le,s.s           ftS  knots 

.More  than 
.'-enjrtne. 

more  than 
65  knous 

PROCEDURE  CANCELLED,  EFKECTIVK  JO  JAVl'AKY  1962. 

City,  OiuUvus;  SUte,  Alaska;  Airport  N';imr,  (lii.naviis;  Fl.  '.  .  *',  Fac   Cliva  .  SORAZ,  M.nt  .  Ci>V.  I'r.H.  lur.    N'o    .',  Am.lt 

"      DattMl,  31  Miy  ,M 


KtT    Dile,  1  ()(t    .v..  .>up    Atndt.    \o    4, 


2.  The  automatic  direction  finding  procedures  prescribed  in  8  609.100(b)  are  amended  to  read: 

.M)F  ."Standard  lN.<TiirvirNT  ArrRUvni  PRiicrDfRr 

B«arin|S,  beftdlnis,  eotirses  and  radlaU  are  magnetic  Elevations  and  altltu.les  an-  in  feet  MSI.  Ceilings  are  in  fi'«t  iliove  airiort  elevation  Iiistuntvs  an-  in  nautical 
mlMS  linleas  otherwise  Indloited,  except  visibilities  which  are  In  statute  miles. 

uanlnstnimentapproscb  procedure  of  the  alM)ve  tvpeLi  conducted  at  the  below  named  iiiri>ort,  It  shall  t^'in  accordance  with  the  followlnc  in-ttriiriient  api)rimch  prortnlure 
tuleas  an  appro«cfa  Is  oonductod  In  accordance  with  a  different  procedure  for  such  alri>ort  autliorlied  l>y  the  Administrator  of  the  Keijerui  Aviation  Aijency  Initial  approochw 
shall  be  made  orer  ipedfled  routes      Minimum  altitudes  shall  correstwnd  with  those  establl!>he<l  for  en  route  oiHralion  In  the  pttrtlctilar  area  or  a-t  s.t  forth  U-low 


Tninsltlon 


From— 


r.. 


AC-LFR        .... 
!>elU  Island  Int 

Husltna  Int 

Turnafnln  Int    . 


.     LOM 

.1  LO.M 

.'  LO.M 

I  LOM 


Course  uml 
ill.Htunci' 


Direct 
Dimt 
Dlre't 
Dir.et 


Minimum 
aliltiKle 

(feel) 


i.v» 

IfOO 

laoo 


Celling  .kii'l  vislliility  iiitiuniiim.'i 


'.'.etiglne  or  less 


( 'oii'Iiliiin 


'•."i  knoUt 
ur  leM 


T-dn 
C-dn 
H^ln  «• 
A-dn 


MO-1 

AX)  I 
4(10  1 
HOO-2 


More  than 
iV^  knots 


ano  1 
nio  1 
«w  I 
(too  i 


.More  than 
'^-engine, 

more  than 
U  knots 


I 


rtno  1', 

4(10-1 

wo  J 


Radar  transition  to  ftnal-approttch  coursi'  authorlKd      Radar  tn»n.*ltlons  and  vectorlii.-  iKintr  VnrlH.rat'e  H.i.l  ir  :Aiithorlie.l  in  nccordam-.-  with   iiiiirovcd  rad.ir  iMilterrn 

Procedure  turn  8  side  of  W  crs,  344»  Oulbnd,  OM*  Inbnd.  INH)' wiKiin  10  ml  of  LOM  ' 

Minimum  altitude  over  facility  on  final  apprmtch  crs,  1300'. 

Crs  and  dlstsnos,  facility  to  alriwrt,  CM'    4  4  ml. 

,^ll!'"fi-.'''i''itf*  not '•tablUJiod  upon  descent  to  authorized  luinlliig  mliiltnunu  or  if  l.m  linn  m.f  aceoniplhtu  ■!  within  »  I  mil.  ■<  :iftcr  pn.s-lim  I.O.M  <  liiiih  (n  l.lrtt'  on  SW 
crs  (1H»)  AC-LFR  within  »  miles  or,  when  dlr.-cl<Ml  by  ATC,  il)  rlimh  to  ISOO'  on  W  ,rs  ur  within  ;«i  ml  oJ  I.oM.  ,.'  iliinb  to  IV«)'  on  .N  \V  .rs  AC  LKU  .«»,^^  to  lioM 
at  Husltna  Int. 

Cai'tion    Terrmin  *M'  msl  16  ml  HW  of  alrjwrt  ajid  1  «  ml  rt  of  approach  to  Runway  fl 

•  If  simultaneous  ADF  tracking  on  LOM  an<l  L.M.Vf  not  utlllied,  4rt>-l  NA  an<l  minUiia  Ixcome  (V»>  1 

City,  Anchorage,  State.  Alaska,  AlriK)rt  Niire.  Int.  riiatloual.  EIrv  ,  124',  Fac.  Class  ,  LO.M.  Ident  ,  AN,  I'r.Hi.liii.    No   1, 

Dated,  17  June  01 


Viiilt    1(1   KIT    I ),,!.,  j«i  J,i(i   '..'    •'ii|i    Am. It    No 


(IRH  VOR 

Sherwood  Int 

Int  OStI  R-04Aand  ORB  R- 
Int  OSn  R-04a  and  ORH  R- 

Htadlumlnf 

Int  R-a04  ORB  and  080"  brng  to  LOM 


-IfM 
-130 


LOM 
LOM 
LOM 
LOM 
LOM 
LO.M 


Direct 

Direct. 

Direct. 

Direct. 

Direct. 

IMrect 


iwo 

T  .In 

■JtXJO 

C  dn 

IMX) 

fl-dn-fl 

3(X)0 

A  ^In 

2100 

2100 

M10  1 

¥ni  I 

4(J(>  I 
H0<>  i 


;UK)  I 

,'UX)  1 

«UII    I 

•Mm  2 


JO))  '. 

.v)o  Vi 

4(XI   I 
HOT)  '.' 


Procedure  turn  South  side  of  crs,  3>B'  Outbnd.  OW"  Inhnd,  1000'  within  10  rolles, 

Minimum  altitude  OTer  facility  on  final  approach  crs,  1800' 

Crs  and  distance,  hdlity  to  airport,  0««*— 5.0  ml,  » 

.„  ,Uj}*^"^'^°*l«i**^'l**5^"Pon  <!•»»"' 'ow'thoriwd  ■  ii  mil..,  ni  ikr  l.fi  tu^n   rlinblin;  to  I'.ioo' ,iml  n  turn 

toLOMor.  when  directed  by  ATC,  (l)cilmb  to  ZWXy  on  DM"  brng  from  LO.M  within  20  mllea.  .  >,  .    i. 

CAtTiON:  3049'  MSL  tower  7  ml  SE  of  airport 

Alrr^iA  di.^h^  nS!'^^h^Zlll^=%K°'A'^I^'\'  f!^^^'^.'^i^^l  °t  ?'^''»y  '*  "'i''-'^  "''  '^T-  l""!.  climb  to  2.VX.'  on  runway  h..a.llnK  Nforr  procee.linK  on  .■.>ur-c. 

City,  Oreen  Bay;  State,  Wis.;  Airport  Name.  Au.stlnStraubel;  Elev,,  604';  Fac.  Class..  LOM:  ftlenf  ,  OR.  rroc<-.l„r,-  No   i.   \ni.lt  <J   KiT    l),.t,    .i,  /  u>  il2   Sup     Mn.lt    No  ■> 

Dated,  15  July  til  •  •       i 


Friday,  January  19,  1962 

I 
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Timnaltlon 

Cciliii);  und  visibility  minimums 

T«— 

Course  and 
distance 

• 
.Minimum 
altitude 
(feet) 

MEA 

Condition 

2-cngine  or  less 

More  than 

Fioln-- 

6A  knots 
or  less 

More  than 
65  knots 

2-eng1ne. 

more  than 

65  knots 

.1^  1!  ilin  .  t  lon-i f.   - 

LOM .. 

Direct 

T-dn 

C-d 

C-n 

S-dn-13 

A-dn       

300-1 
400-1 
400-1 Vi 
400-1 
800-2 

300-1 
500-1 

soo-m 

400-1 
800-2 

200-  '2 

500-14 

500-14 

400-1 

800-2 

l'ro(V(liue  turn  North  sl<lc  of  ITS,  310*  Outbnd,  130*  Inbnd,  2800' within  10  miles. 
I-  inal  approaj'h  from  lioldliiK  pult<Tn  not  autliorlicd.  Procedure  turn  is  reauln'd. 
Mitilmum  altitude  over  facility  on  flnal  approach  3000'. 

I'r-i  ;knd  <ll.swnce,  facility  to  ali |)ort,  IM*--J.8  mL 

If  vl.sual  contact  not  eslJibll.Oied  u|>on  descent  to  authorised  laiidlni:  luliiiiuuni.v  or  if  l.uiflin;.'  nut  arcoiii))li^!u  .1  »  iiliiii  .1,s  luilis,  climl)  to  2T00'  on  130°  cis  O',  when  din'itid 
I  >    VIC,  inakr  left  turn,  climblnp  to  iVW  and  pro«,*d  to  LOM. 

(IV.   loplin.  Stair,  Mo  :  Airport  Name,  Joplin  Municipal;  Ek-v.,  flW)';  Fac.  Class.,  LOM;  Ident.,  JL;  Procedure  .No,  I,  Amdt.  4;  E(T.  Date,  20  Jan.  62;  Sup   Amdt    No   :i- 

Dated,  27  Aup.  60  ,  .  .     .    , 


MinneiiiKilis  LKR  ...." 

Mnin««|>olls  VOR  

Karmlnftton  V(.)K 

(iray  (loud  Int* 

Trior  Int.    .  

.'it  l';uil  Int 

1  liimincton  \ OK    .         .    . 

Kudar  Tr:ui.'-niuii.-i  x--  ilirected  by  \'\i.' 


LOM 

LOM 

Gray  Cload  Int* 
LOM  (Final)... 

LOM 

LOM 

LOM: 

Radar  site 


Direct 

Direct 

Direct 

Direct - 

Direct 

Direct 

Direct 

Within  20  mi. 


2200 
2500 
2200 
2000 
2200 
2500 
2200 
2500 


T-dn 

C-dn 

S-dn-29L 

A-dn       . 


300-1 
500-1 
400-1 
800-2 


300-1 
500-1 
400-1 
800-2 


200-4 
500-14 
40O-1 
800-2 


Procvdure  Uim  East  side  of  crs.  115*  Outbnd,  296*  Infand,  2900'  within  10  miles. 

.Minimuni  altitude  over  facility  on  final  approach  crs,  1700'.  \ 

(  rs  and  disUuict-,  facihty  to  alruort,  2S5'>— 4.0  mi. 

If  visual  contact  not  cstAbltshed  upon  descent  to  authorised  landing  minimums  or  if  laixlinc  not  accomplished  within  l.nniik's  of  LOM,  climb  to  2500' on  crs  of  295°  to  !». 
nno  Int**  or,  when  dln-ctcd  by  .VTC,  (1)  make  left  climbing  turn,  climb  to  2800"  on  crs  of  241"  within  22  miles,  or  '.'i  make  li  ft  climbing  turn,  climb  to  2200'  and  return  to 
I  oM. 

(AITKIN    Tower  1223'  M8L  6  miles  Southeast  of  Oa:«- Marker  (LOM-MS). 

■Uray  CIoikI  Int;  Int  R  03.^  Karmington  VOR  and  115°  bmc  from  MS  LOM. 

*-Ixin'tto  Ini    Int  2U.^°  bnig  from  MS  LOM  and  R-230M8P  VOR. 

C!i\,  MinneH|)<>|i«.  State,  .Minn  ;  Alr|iort  Name,  Minne«poUa-Bt  Paul  Intematiooal  (Wold-Chaiuticrltiin),  F.k>v.,840',  1  ac.  Class.,  LoM;  Ident.,  MS,  Procudure  No.  1   Amdt 

ft;  Eff.  Date,  30  Jan.  03;  Sup.  Amdt.  .No.  4;  Dated,  9  Dec.  61 


MY  T.KR                   ,  . 

LOM   

Direct 

1500 
1500 
LVX) 
1500 

T-<ln        

C-dn       

S-dn-10 

AHin       

300-1 
400-1 
MO-1 
800-2 

aoo-1 

SOO-l 
400-1 
800-2 

aoo-4 

500-14 
400-1 

.\I>V   \ OK                i.. 

LOM 

LOM  (Final)              

Direct       

Iiil'lacr  MIIW            

Direct         

h.i'lar  vectoring  |MM<itlon     ,.. 

LOM  (Final)     

I)lre<-t       

800-2 

K;k<lar  lermlnuJ  transition  altitude  l.SOO'  witldn  3ft  miles.  Radar  control  will  provide  lOOO'  vertical  cleamnre  w  ithin  n  ll-mile  radius  or  500'  vcrtlnU  clearance  within  a  3-  to 
^ltule  (Inclusive)  nullus  of  750'  Rinl  6«3'  radio  towers  12  nsUea  BK  of  airport  and  978'  T\'  tower  Ifi  miles  Fast  of  iilrpoit.  Kmliir  may  N-  uwi  to  imsitlon  aircraft  for  a  final  up- 
prniich  withiti  .^  miles  West  of  LOM  with  the  ellmtnatlfn  «f  apreredure  tnm. 

I'roredure  turn  S  side  of  crs,  37V*  Outbnd,  0B9*  Infaad,  UaV  within  10  nrt. 

Minimum  altitude  over  LOM  on  flnul  approach  era,  1800'.  * 

(  rs  liiid  distance,  facility  to  alr|iart,  OW— 6.6  ml. 

If  visual  contact  not  rstsbllshed  upon  descent  to  authorlKHl  landlnf  minimums  or  If  lnnding  not  nccnmiillxhed  « Ithin  An  mi  after  passing  LOM,  climb  to  SOOO*  on  cru  of 
(si^i  within  20  ml  or,  when  directed  by  ATC,  (1)  climb  to  1000'  on  E  crs  'M  Y-LFR,  or  (2)  turn  left,  cllml>  to  1400'  on  .N  its  .M  V  LKH,  or  (3)  lum  right,  clltiib  (o  ISOV  on  s 
uH  MY- LFR,  all  within  20  ml  of  M  Y-LFR. 

Cai  tion:  401^  radio  tower  3.3  miles  North  of  airport. 

t  iiv,  New  Orletuu   State,  La  ;  AlriHWt  Name,  Moisant-Intematlonal;  Ele?.,  3';  Fac.  Ckw.,  LOM;  Ment»,  MS,  Pioie-lun   No.  I,  Amdt.  11;  KIT.  Date,  30  Jan.  62,  or  on  com- 

platlon  of  (acuity;  8up.  Amdt.  No.  10;  Dated,  1  Nov.  M 


SrrliiB  Int 
Iinp<  ri!il  \  iiK 


Clinton  RBn  (Final) 
Clinton  RBn 


niroct 
Direct 


2000 

3000 


T-dn... 
C-dn  .. 
»-dn-10. 
A-dn... 


SOO-l 

ano-i 
aoo-i 
aoo-3 


aoo-i 

BOO-l 
fNM>-l 

aoo-2 


300- W 

aoo^i'i 

fl0»-l 

no  2 


Kadar  \cctoriiu.-  aiithorlied  In  accordance  with  approved  radar  patterns. 

ProoHlure  turn  ttouth  shie  of  Wect  (T«,  377*  Outbod,  097*  Inbnd,  SOOO'  within  10  miles  of  ClUiton  RBn. 
.M  Inlmum  altitude  over  facility  on  final  approach  cn,  SOOO'. 
Crs  and  dlsduicv,  faclllly  to  airport,  097*--4.O  ml. 

If  vimial  contact  not  estahllshed  ufmn  descent  to  antborlied  landing  minimums  ot  iflandlnpnot  accomplished  within  4.0  mile  siifter  pa.i.>lng  Clinton  RRn,  climb  lo.ldKr  on 
()<':   rrs  to  River  RBn.    Hold  Kast  rifihi  lums,  one  ntnuta  pattern,  377*  Inbnd. 

N(>T»     Radar  may  l>e  used  to  ixwltlon  aircraft  to  flnal  approaofa  wurar  Inboimd  within  10  miles  of  Clinton  RBn  with  the  cllmlnBtion  of  a  procedure  turn.  « 

(iiv,  riti«biirgh,  Stat. ,  I'a  ;  Alr|K)rl  Naitie,  Oreoter  PltUburgh;  ElfT.,  1168';  Fac.  Class.,  MHW;  Ident,,  OllW;  I'rocednre  No  2,  Amdt.  4;  F.(T.  Date,  30  Jan,  62;  ."up.  Am.lt. 

No.  3;  Dated,  14  Dec.  61 


(i  .\i..|.i  \OK. 


I 


Int    K  l»a   ()\  O  \  OK   an.l   073     brni:   to 

SUA  L.MM 
S.irila  Barhari  VOR        .j.. 


Int  R-ia  aVO-VOR  and  073'  brng 

toSBALMM. 
Naples  Int*/OM  (Final) 


Santa  Barbara  LMM. 


Direct. 
Direct. 
Direct. 


3500 

1400 
SOOO 


T-dn... 
C-dn 
8-dn-7. 
A-dn... 


aoo-1 

aoo-1 

aoo^i 

70O-2 

700-2 

700-2 

flOO-1 

800-1 

flOO-1 

800-3 

808-3 

800-2 

l'ro(vdure  turn  South  side  of  final  approach  crs,  3S>*  Outbnd,  073*  Inbnd,  3000'  within  10  ml  of  .Naples  Int*/OM. 
Minimum  altitude  over  Naples  Int/O.M  Inbnd,  1400'. 

Crs  and  distance.  Naples  Int*/OM  to  airport,  073*— A.8  ml;  LMM  to  akpart.  07**— O.ft  ml. 

If  visual  contact  not  established  u|Mn  descent  to  authorlfad  Imdlng  mlnUBums  or  If  landing  not  accomplished  at  I.M  M,  climb  ><tral^hi  ahead  to  800',  make  climbing 
i\i:\n  turn  and  climb  to  3000' on  165°  crs  from  LMM,  or  on  R-170  8BA-V0R  within  ifi  miles. 

Cai'tion:  All  maneuvering  must  be  acoomplisbed  south  of  flnal  approach  ooorae.    High  terrain  North. 
NoTK   Simultaneous  use  of  ADF  and  VOK  receivers  ni  wiry  ter  oncutlop  of  this  approach. 
*Naples  ln(:  Int  073°  brng  to  SHA  LMM  and  R-U8  OVO-VOR.    OoUooatOd  with  Naples  OM. 

Citv   Santa  Barb;irn,  Stiite,  Calif ;  Alr|iort  Name,  Municipal;  Kiev.,  14';  Fac.  Claas..  LMM;  Ident  ,  BA;  Pioeedun^  .No   l.  Amdl,  1;  Eff.  Date,  20  Jan.  82,  Pup.  Amdt.  No. 

Orif .;  Dated,  1  July  61 


RULES  AND   REGULATIONS 

AI>F  STANi.iiD  iNBTtDMiNT  ArPROACH   Pbocicuei  -  rontlnuod 


Trims. t  Ion 


Froitt— 


Tour*'  an^l 

•llsl;lll(r 


Minimum 
altitude 

Ifwtj 


•  'rlllni:  aii'l  M-.i(.ilily  uimiiniiins 


I'ondii  ioii 


T  dn* 
(■  dn 

S  dn  js. 
A  dn 


2-*nj{lnf  or  loss 


fW  knots    ]  Morp  than 
or  If.vs  tiA  knots 


.TOO  I  I 
70(K1  I 
7UO-1    ! 


300-1 
700-1 
700-1 
MX)-2 


More  thun 
2-eii(ine, 

more  than 
6S  kiMt^s 


70O-l'i 
700-1 

800-:' 


Proc«dure  turn  North  side  of  crs,  oes'  Outbnd.  27h'  Inbnd.  sM>'  w  iMnn  iii  im 
Mlnimam  altitude  orer  facility  on  final  approiich  ('r5,  I'^OO' 
Cn  and  dlaUnc«.  facUity  to  alrtiort.  Zn'    4.0  ml. 

U  nsuai  contact  not  establlahed  upon  desk-ent  to  autliorui'd  Lmlui)!  iinnirinini*    r  i.'  ,  ,r.<l;ii>!  imi    i, .  ..||l|lll^ll.■  l  »  iilmi  4  n  mi   .fii  r  ii.i>>iiit  ~  N    l.uM    (  Iniih  l<i  KXIO  im  ,  i* 
of  278*  within  SOmllea  of  8Y  LOM.  then  mnkr  nitlit  turn,  |>ro.f.d  to  the  -^Y  I.oM      iloll  -^'  I  D.M  •■m-  niinuir  riKMi  iiiin-i   ::-.'  iiihiil 
Caution:  8M'  tower  1.1  ml  SE  of  alr(«i»t 
'600-1  required  lor  takeoff  Runway  14. 


City,  Syra«u«e;  SUt*.  N.Y. 

Airport  Name,  ILnhmk    KUv 

4.'1  .  Kdc.  (loss  ,  LO\ 
|>ortlon  Comb  ILd- 

.  I.li'UI  .  .■'^',  rrovO' 

hiri' 

Nu    1.  .\iiull.  Ill,  KIT    Dil. 

,  2<i  J..n    (..' 

■-uii    \ni.ll   No  l.'i    V  1  "K 

ADKi.  l):itP<l,  7  Ix-c.  .'S7 

Shell  Rock  Int 

I.OM    Finan. 
LOM 

nirwt 
Din'i  t 

2JO0 

'ilOO 
2300 
2300 

T  *ln        

('  dn        

8-dn-12 

A  dn        

300  1 
400-1 

4<»-l 
HOO-2 

300-1 
300-1 
400-1 
800-2 

aoo  ,w 
fioo-ih 

400-1 
80O-2 

New  Hartford  In  t 

Waverly  Int 

LOM 

Dlrtyt       

ALO  VOR      

LOM 

Direct 

Procedure  turn  SoHtb  side  of  crs,  303°  Outbnd,  123'  Inbnd   2000'  within  10  mile-!.  • 

Mlntmum  altitude  over  ttetllty  on  final  approach  era,  1400'.  « 

Crs  and  dl«tanc«,  facility  to  airport,  122°— 4  5  ml. 

If  visual  contact  not  established  upon  desci-nt  touuthorlwd  land  lug  ralnlmum.s  or  i/  l.in  liii>!  not  iti-oiupli.shi-d  »  iiliiii  4  "i  iiiili  s  r»ft.>r  p^vs^inn  I.tKM,  in!»Wt<  lift  climbing  turn 
to 2800' on  loa"  crs  from  LOM  within  20  miles  or.  when  dlrwtcd  by  ATT,  fl)  climb  to  2VX)' on  .\LOVOIt  U  141  within  JO  niilcji,  i2i  cUnib  to  .'.'<J0' on  ALO  VOR  R-0»4  with- 
in 20  miks. 

City,  Waterloo;  3Ut*.  Iowa;  Airport  Name,  Wjirrloo  Munlflpal,  Kliv,  870';  Fac.  riaj»s,  LO.M:  Id.  nt  ,  A  L:  l'roe..liir.  No   i,  Ani.lt    1   KiT    I)..i.'   Jii  Jm   62  .-^up  Amdt    No 

2;  Dated,  10  Sept.  60 

3.  The  very  high  frequency  omnirange  (VOR)  procedures  prescribed  in  f  609.100(c)  are  amended  to  read  in  part: 

VOR  Standard  iNSTRrMiiNT  AprROACii  PKocr.DfRr. 

Bearincs,  beadings,  courses  and  radials  are  magnetic.  Elevations  and  altitudes  arc  In  feet  MSL.  Ceilings  are  In  feet  alx)ve  airport  elev.itlun.  Di.-itanees  are  lu  nautical 
miles  iinle«  otberwiae  indicated,  except  TlsiUlltles  which  are  In  statute  mllM. 

If  an  Inatmment  approach  procedure  of  tt>e  above  type  is  conducted  at  the  below  named  airport,  It  .thali  be  In  accordance  with  the  following  instrument  approach  procedure, 
oiAaM  an  approach  Is  conducted  In  accordance  with  a  different  procedure  for  such  airport  authoriied  by  the  .KdrainLitrator  of  llw  Federal  .Aviation  Agency  Initial  approaches 
ihall  be  maoa  oyer  ipedfled  routes.    Minimum  altitudes  shall  correspond  with  those  established  for  en  route  oiH-ratlon  In  the  particular  area  or  an  sot  forth  U'low. 


Tr.iMltlou 

Oiling  and  visibility  minimiims 

To  - 

Course  ftud 
dl.itance 

.Minimum 

altitude 

(feet) 

Con'l:l;on 

-'-cnftlne  or  less 

.More  that) 
2-eng1ne. 

more  thuu 
fii  knots 

From— 

»i4  knots 
or  less 

More  than 
6AknoU 

/ 

T-dn 

.■»o-i 

700-1 
70O-2 
NA 

30O-1 
70O-1 
700-2 
NA 

aoo-1', 

C-d 

700-1 'i 
TOO-'' 

C-n  

A~dn 

NA 

Radar  terminal  area  transition  altltudea:  0°-36O»  within  25  ml,  3000';  070"-2fl0*'  within  \'.  ml,  ZJOC.  All  bearlng-i  are  from  the  radar  intenn.T  Kite  on  Atlanta  Airport  with 
MCtor  aximaths  promaalnc  ck>ckwiae. 

Prooadora  torn  North  side  of  crs,  063'  Outbnd,  233*  Inbnd,  3000'  wltldn  10  ml. 

Mlnlmom  altltade  OTer  btdUty  on  final  approach,  aooc. 

Crs  and  dlatano^  hcUity  to  airport,  241*— 0.7  mi. 

If  T^ual  contact  not  eatabUsbed  upon  descent  to  autborlied  landing  mlnlmums  or  If  landing  not  accomplished  within  9.7  ml.  makr  diniblnc;  rleht  turn  to  3000'  and  nro- 
eeed  to  Crabapple  Int  via  MDU-VOR  R-344. 

NOT»:  Approach  autborleed  only  dtuing  hours  that  control  tower  Is  In  opec»tlon.    No  weather  reporting  facilities  available.    .Air  carrier  u<c  .N  A. 

City,  Atlanta:  State.  Oa.;  Airport  Name,  De  Kalb-Peachtree;  Kiev.,  10O2';  Fac.  Class.,  BVORTAO;  Ident.,  DOR;  Procedure  No.  1,  Aradt.  1;  EfT.  Date,  '20  Jan  fi2  Sup    KmM. 

No.  Orlg.;  Dated.  6  June  68 


T-dn.... 

C-d 

0-n 

S-d-23'. 
A-dn 


300-1 

300-1 

300-1 

.100-1 

600-1 

eoo-i'i 

SOO-2 

50O-2 

000-2 

.VX>1 

500-1 

SOO-1 

NA 

NA 

NA 

Procedure  turn  East  side  of  crs,  04«»  Ontbnd,  226°  Inbnd,  1500'  msl  within  10  ml. 

Minimum  altitude  over  fadlity  on  final  approach  crs,  1100'. 

Crs  and  distance,  tedUty  to  airport,  234*--«.8  mi. 

If  Tisoal  contact  not  established  upon  descent  to  authorlwd  landing  mlnlmums  or  if  landing  not  accomi.Lbhcd  within  6.8  mlks,  cluub  to  inoo'  ■itr.ilitht  ahead,  make  a  rleht 
turn  and  retnro  to  Sea  Isle  VOR  at  ISOO'. 

Note:  biatnimeat  dearanoe  and  Told  time  obtained  by  telephone  with  Milvllle  Radio  or  Atlantic  City  approach  control.  Okxe  fllpht  plan  by  telephone  with  Mllvllle 
Radio  or  Atlantic  Ctty  approach  control.  f     i  j        i 

'Night  operation  not  autborixed  on  Runway  23. 

City,  Wlldwood;  Stole,  N.J.;  Airport  Name,  Cape  May  County;  Elev  ,  22':  Fac  Cla-w  ,  M  VORW;  Ident  .  SIK:  Procedure  No   1,  Anidt    2   KfT    n.it,-   20  Jan   r.2,  .■^up   AindL 

No.  1;  Dated.  18  Dec.  61 


Friday,  January  19,  1962 
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4   The  termlna]  very  high  frequency  omnlraiige  (TerVOR)  procedures  prescribed  in  §  609.200  are  amended  to  read  in  part: 

TniiniAi  VOR  8TAin>Aai>  iHRRumMT  Appkoach  Pbocxduii 

I'l  nilnys,  headings  courses  and  radials  are  macnetle.  ElevaUoM  aad  altltadei  are  In  feet  MSL.  Ceilings  are  in  feet  above  airport  elevation.  Distances  are  in  nautical 
i;  .;<  ~  unleK.>.  otherwiw  indicated,  except  Tlsibllltlet  whidi  an  In  ftatoto  Billea. 

I  [  an  instrument  approach  procedure  of  tbe  above  trm Is eoBdoetod  st  tba  below  named  airport,  it  shall  be  in  accordance  with  the  following  Instrument  approach  prooe<lure, 
ui  Irv^  an  approach  is  conducted  In  accordance  wltb  a  uomBt  pncMhuc  ftr  SQob  airport  authorized  by  tbe  Administrator  of  tlie  Federal  Aviation  Agency.  Initial  approache.'^ 
.1,  ,11  \f  made  over  specified  routes.    Minimum  ^tltndss  sbaU  esncspood  with  ttMse  established  for  en  route  operation  in  tbe  particular  area  or  as  set  forth  below. 


Transition 


Kroni 


liKI    I.KR.. 
OH  1 1    \<)l< 


To— 


ORI-VOR. 
ORI-VOR. 


Course  and 
distance 


Direct. 
Direct. 


Minimum 

altitude 

(fett) 


3200 
3200 


Celling  and  visibility  mtaiimiuns 


Condition 


T-dn.- 
C-dn.. 
S-d-ia# 
A-dn.- 


2-ensine  or  less 


65  knots 
or  less 


300-1 
MO-m 
400-1 
800-2 


More  than 
66  knots 


aoo-1 

fiOO-lH 

400-1 

»0-2 


More  than 
2-eDugine, 

more  than 
65  knots 


aoo-H 

K»-lJii 

400-1 

800-2 


Procedure  turn  Wwt  side  of  rrs,  3U*  Outbnd,  lit*  Inbad^no'  wltUn  10 Bfies. 
Minimum  alUtudr  over  facility  on  flnal  appniacb  eooiae,  900';  OTcr  Evtn  Int,*  aSOC. 

<  'rs  and  dUtanoe,  breakofT  point  to  Rnnway  13,  UO*— 1 J  ml.  ^  „  . 

If  visual  contact  not  established  upon  descent  to  antborised  >a^t"t  minimum;  or  if  landing  not  ucc-oinpllkhed  >«ithin  n.n  mile  after  passing  \'0R  or  Nklthin  5.4  mi  after 
pa.ving  Evers  Int,*  rllmb  to  noC  on  K-llA  and  return  to  ORI-VOR. 
Caition:  Runway  12-*)  unllghted. 

■Kvexs  Int:  Int  R-176  Wolbarh  VOR  and  R-386  Grand  Island  VOR. 
#400-1  mlnlmums  authorized  for  aircraft  having  dual  opetsttng  VOR  recelvcn  and  tbe  Evers  Int  Is  identified  in  passing. 


Oltv.  Grand  Island;  State.  Neb 


r  ;  Airport  Name,  Grand  Islsnd  MnmdiMl;  Eler..  18M';  Fac.  Class..  BVOR;  Id 

ao  tasL  tt;  Sop.  Amdt.  No.  Orlg .;  Dated,  M  Dec.  61 


BVOR;  Ident.,  OKI;  Pro<<-<lure  .No.  TerVOR-12,  Amdt.  1;  Efl.  Date, 


T-dn 

O-d 

C-n 

8-dn-2S 

A-dn 


aoo-i 

flOO-1 
600-3 
OOO-l 
800-3 


aoo-1 

•00-1 
•00-3 
OOO-l 
•00-3 


Follovlng  mlnlmums  apply  for  alrcnft  equipped  to 
receive   LFR  and  VOR  simultaneoosly  and   the 


Linden  Int*  received  : 


C-d. 
O-n. 

8-dn-2S. 


fiOO-I 
fiOO-3 
600-1 


800-1 

aoo-2 

600-1 


Procedure  turn  North  side  of  crs,  000*  Outbnd,  MO*  Inhad.  3000'  within  10  mlle& 
Minimum  altitude  over  (acuity  on  final  approaeh  en,  ITBO'. 

(>s  and  distance,  breakoff  point  to  airport,  XT*— 1.0  ml.  ,  .  .  „ 

If  visual  contact  not  establlahed  upon  descent  to  aathorlaed  landing  mlnlmums  or  If  landing  not  accomplished  within  0  0  mile,  make  right  turn  and  climb  to  2500  on  R-308 
vltbUi  20  miles. 

Cai'TION:  1.'S2D'  tower  2  4  ml  SW  of  airport. 

•Linden  Int:  Int  R-OflO  C.MX  VOR  and  E  crs  CX  LFR. 

Citv.  Houghton  atiae.  Mlih  ;  Alri>ort  .Name,  Iloughton-County  Memorial:  Elev.,  1091';  Fac.  Class.,  BVOR;  Ideut..  C.\1X;  Procedure  No.  TerVOR-28,  Amdt.  2;  Eff.  Date, 

30  Jan.  03;  Sup.  Amdt.  No.  1;  Dated,  33  July  61 


t'lllllo  lllf 

Ullvc  Inf" 


Olive  Int*** 

Direct 

3fl00 
2000 

T-dn 

C-dn 

8-dn-21 

A-dn* 

aoo-1 

U0-1 
40O-1 
800-2 

NA 

Tustin  Int#  (Final) 

Direct 

NA 
NA 
NA 

H^ular  vector  lo  final  approach  crs  autliorixcd  via  approved  patterns. 

I'riKJwIure  turn  NA.  '^ 

Minimum  altitude  over  Tustin  Intf  on  final  approach  ers,  3000";  otbt  Plant  Int,N  600';  over  SNA- VOR,  SCO'. 

I  m  and  distance,  l^istin  Int«  to  8N  A-VOR,  188*— 6.7  ml;  Plaat  latM  to  BN  A-VOR,  188°— 2.0  mi;  6NA-V0R  to  airport.  19-2" -0.3  mi. 

If  visual  contact  not  nsubllahed  upon  descent  to  authorisod  )w»^'"g  mlnlmums  or  If  hmding  not  accomplished  within  0.0  nil,  climb  to  2000'  on  R-190  to  Newport  Int. 

NoTt    IXial  VOR  or  VOR/ A  DF  necessary  for  exaouttaB  of  this  appraaeh. 

other  ctumge:  I)eleu<«  transition  from  LOB-VOR  to  Tustin  Int. 

•  Weather  service  0600  to  280O. 

••Chliio  Int:  Ipt  SNA  R-008  and  ONT-VOR  R-386. 

•••Olive  hit    Int  SN  A-VOR  R-008  and  LOH-VOR.R-018,  or  241°  bniit  to  LGB  LFR. 

rriistin  hit    Int  S.SA  VOR  R-OOS  and  LOB-VOR  R-000,  or  2Sr  bmg  to  LGB  LFR. 

WPlanl  lilt    Int  !JN  A-VOR  R-006  and  LOB-VOR  R-008,  or  ZTS*  bmg  to  LGB-LFR. 

Ciiv.  Santa  Ana;  Slate,  Calif.:  Alnwrt  Name,  Orange  County;  Elev.,  64';  Fac.  Class.,  VOR;  Ident.,  SNA;  rro«'<Iure  No.  liiN  »>R  :M,  Amdt.  3;  EIT.  Dat*-,  20  Jan.  fi2;  Sup. 

Amdt.  No.  2;  Dated,  S  Sept.  61 

5.  The  instrument  landing  system  procedures  prescribed  in  8  609.400  are  amended  to  read  in  part: 

ILS  Standabd  Instkviient  .\rrROAai  Procedire 

Hearings.  iM^adings  (xMirses  and  radials  are  macnetle.  ElerationB  and  altttodes  are  In  feet,  MSL.  Ceilings  are  in  feet  above  airport  elevation.  Distances  are  in  nautical 
nil  Us  unites  otlH<twlse  indicated,  except  visibilities  whldi  are  In  Statute  miles. 

if  an  instrument  approach  procedure  of  the  abovo  typo  Is  ttimiliMiirl  at  the  below  named  airport,  it  shall  be  In  accordance  with  the  l6llo«-ing  Instrument appraa^  procedure, 
unles.s  an  approach  is  conducted  In  acoordanoe  with  a  dUwvnt  praoedare  for  sodi  sirport  authorized  by  the  Administrator  of  the  Federal  Aviation  Agency.  Initial  approaches 
shall  be  made  over  si>cclfWd  routes.    Mlninum  altitudes  4aS  correspond  with  thoae  established  for  en  route  oiieratioo  in  tbe  particular  area  or  as  set  forth  below. 


Transition 


Ceiling  and  visibility  mlnlmums 


Kroin 


To- 


Course  and 
distance 


Minimum 

altitude 

(teet) 


Condition 


2-encine  or  less 


65  knots 
or  less 


More  than 
66  knots 


More  than 
2-engine, 

more  tlian 
65  knots 


PK()(  KDl  RE  CANCELLED,  EFFECTIVE  JANUARY  30,  ItO.  OR  UPON  DECOMMISSIONINa  OF  IL8  UTILIZED  FOR  RUNWAY  27. 

'  I'y.  Uristol  (Bri.nol,  Johnson  City,  Klngsport);  St«to,  Tenn.;  Airport  Name,  Trl-City;  Elev.,  1524';  Fac.  Class.,  ILP;  Ident.,  I-TRI;  Procedure  No.  IL8-27,  Amdt.  7;  FIT. 

Date.  30  May  01;  Sap.  Amdt.  No.  6;  Dated,  30  Oct.  56 


56S 


RULES   AND    REGULATIONS 


II.S     SlvM>»R|i     ISSTR(    MKNf     . Villi 


II    I'l!'"  >  !•!  la,      I  ..uluiutd 


Tr-iii^jiiun 


Kmtn— 


lilt  \U  (T!.  ILS  ;in(l  K  crs  (M  I.KH 
lilt  .-^K  tr.  II.S  aiKl  SW  cm  SK  I.KK 
int  -K  (TN  II.S  :iii(l  K  («!   KOS  \ OK 


To- 


('■'iliiii:  niul  vMhilll)   nun  iiiiiiii 


four-,    .li  ! 

•  I  l-l  tlM»* 


M  liiiniiiin  I 
nltlliiilr     ' 


I  iiM 
I  |>\I 
l.iiM 


Diriit 

iMM) 

r  <iii 

l>ir»-tt 

-Trt) 

C-i\ 

l>ir«« 

:'Tiw 

r  u 
A-dn 

►."■    K  lllll    . 

or  k<«ii      1 

.III'  1 

no   1 

)!■»    1 

,««>    », 

'<«;  J 

( ir 

,~.s 

\( 

. 

\I. 

II   1  llllll 

Ill 

t..'. 

kllol- 
.nil'    1 

■-«!     1 

■oi   1'  . 

ifiai   J 

•  lU'lIli  . 

>i'-  IImiii 

'  kiii.i  . 


"■!«>    1 


1'. 


Iroirilure  turn  N  .iide  N  W  (.ri.  llir  DiiU'ii.l.  1  m    Iiiliii.l.  J..i«i'  Miih.ii  In  iiuU- 
Kmal  <ti>proitch  from  boMiiuc  patu-rn  mil  .iiitN<riti<l      I'mo'ilur'   lurii  is  rc<|iiiri  'I 
Miuiuium  altitude  at  OS.  Int  uibn<l.  SJitf 

Altitude  of  O.8.  and  distano;  to  ap|>r  end  f!  riiiiwiy  ut  !.•  >M.  .'13J      .1  t  iiii,  al  I,\I  M 
If  wual  contact  not  MtublislHHl  ii|iun  iltsciiit   to    iiillMiriU'il   l.tni|ini;   [iiiiniiiiiri,  -  •■\ 
<liri-ctf<l  hy  ATC.  make  left  turn,  cllnihlnp  I"  .''.!«>'   imi  [irini-.-.!  to  I.oM 


<"it\     loplin;  Stale,  Mn  :  Airinirt   V  um 


I 


Ml 


"M  I      U        (1.1--  II 

No    i.   I  >;lt.'.|. 


^       0  '.  Mli 

.'      .Ill    IlllL'      II' 

M.  Ill  .    I-J  I,' 
'  \iii:   ''*> 


tiia< 


■  I  j.li-li.  .1     •  hiuh   !.■   jThi    ..II    -  (■.  1 1  -   1  I  -  1- ith'.i    jn  .:.;  ,1,     u  hrii 
...    Iiii.     \..     II.--1.V    \iii,ii     I     1-    !     hil.     Jiiliii    .'J.  .-^lii.    Viii.ll. 


MY   I.KK  

M.-<Y   VOH 

LalMaoe  MHW 

Kailar  vectormit  pcsition 


I.(l\I 

„...:       '   DiriTt 

ls«) 
l.<(UU 

T  .111 

I.OM 

Dinit  .      ,.     .^. 

('  <lii 

I.OM 

.  l-iiiaU.. 

.....................        l>irtt.t  ..^....-  .. 

<    (ill    lu' 

I.oM 

Kiii.il).. 

Dtmt 

A-<iii      

1 

:«»)  I  ! 

:vv\-i  1 

2n(>-ij 

kii  1 

r*»>  1  1 

:*n  1', 

.T«>   ', 

ji.i>. 

JIX>    1  ; 

IrlJIl    .' 

>*»>  J   ; 

rtM> .' 

Kailur  terminal  transition  altitude  l.'iiltl  wiilnu  .>.'■  uuU-rt  Kitd.ir  i-nninil 
.Vrnile  unclualve)  radian  of  TSO'  and  .Vi3'  rulio  ti.w.-rs  r.'  im  SK  ..f  alrix  rl  in. I 
within  5  miles  West  of  I.OM  with  the  (■limiii.in..ii  of  i  prin-idiiri-  turn 

Procedure  turn  S  side  W  cm.  27V''  Outbiid.  ixW  Inl.n.l,  Isiii'  wuhin  lu  n 

Minimum  altitude  <it  itlido  «lop«-  int  Inhn.l.  Isiki 

Altitude  of  itllde  Mope  and  distance  to  apprmu-h  rn.j  of  run*  i\  .it  OM  .  I 

If  visual  contact  rvot  established  ii(K)n  de!«('i'nl  lo  iiiil.i.rut  •!  !  ni.liia'  inm 

ATC,  (I)  turn  le/t,  dlml)  to  IKKl' on  aH)  n.li.ii  M<^'   \()K      r    j    •  :"   ; 
within  20  ml  of  MflY-VOR 

(".\iTlON    *0W  radio  tower  2  1  mi  Noitli  of  iiri«irf 

•Kli>-»i  required  when  ijllde  .slope  not  iitilirr-l 


by 


will    |>|.i 
'I7^    'I  \ 


iiiiiim^  I 
".  (  ':tnl 


vi.l. 


an 

r  1(1, 

t..  I 


imr  wrii 

'       !■      IIM      1- 


1    il  .  i.'.il  :llli  I 
i-'  ■•<   iirix.r ' 


u  1 1  lllll    I    t 
l<  i.|  11    II 


niiii'  I  iiliu>  i.r 
1'.    !..■  I1-.  ■!   I..  I 


■<«i    V.I  licnl  I  li-  ir 

".-|l!..|l     nil  I    ifl    f. 


.'  \l  M  1' 
willing  ii.'i 
Vif'  oil  l:  ' 


'.      11  1,  nil 
.11  ..ni|i!i^li.  ' 
"•  M-V    \  ( 


I    1  -nil    • 
I;    -r     ( 


.'KKi'  on  Kir-  I 
•irii  rii:ht.  rllt:.! 


I    ^    M  ',!  !.   II   J1I  111: 

f.  ymy  1.;,  It  i: 


nil  <   within  :i  ;(  lu 
ii    I  linal   ippi.i  nil 


i.r    \i !..  II  liiii'i  I.  .1 
■  M-V   \()H     ill 


City.  \i«  Or'eans;  State.  I.i  .  .Airiv^r!  N 


Kc:in.sburR  VHK  Int 
LOA  VOR 
I.iborf\  VII  K  Inf 


\l 


;  liii.  II!  iiioii .;    Ki. 

iOlllpIrtloli  ..f  f.u  I. 


I'ro-(»(t  VII  K  Int 

rro>i<<  .  t  VII  K  Inr  

fr..v|...  f  VII  K  Inr     Y  imdi 


I'r li;.,    \..    II. ~    li      \i, 


I- JT    .l.il.  ..II  J, 111    1..'.  ..I  11^,. II 


ill  10 

2.VK1 
J'<l« 

d  lif       

dn# 

In  «• 

.Ill      

1 

:iiiii  1 
Tiki  1 

HO    ', 

riKj  .' 
1 

.M)    1 

rim  2  ! 
to)  U 
nut  2  1 

I 

1 

■JKI  ' 
Tin)  'J 
KM)  > 
7lX)  J 


Radar  vectors  may  Iw  .sub'*!  iliit'<l  for  Ih.'   iIh.v.'  fr  iii.-iitioti< 

Procedure  turn  S  side  S\V  en,  2^4^  Outbiul.  OilMiibnd.  J.'iiHi   .^  o!  rro^iK  i  t  liii  i 

.Minimum  altitude  at  ulide  «lope  inlereeption  iiibii.l.  i'nn)'  at  rr(rsi»"(t  Int 

Altltu<le  of  OS.  and  rtlstonci-  to  api^r  end  of  run».»y  at  O.M  I3I(>'-  3  '.i  ml.  ,it  M  M  ."M' 

If  visoal  contact  not  estnblWhed  uix>ii  de'et-iit  to  .iiitliorized  himlinK  miiiiniuin-:  or  if  1 

cross  Scarsdale  VIIF  Int  at  MOW  or  aNive      IIol.l  N'K  .-itaniford  Int  one  minute  left  liirn^ 
C.MTiON:  (1)  Standard  clearante  not  provided  over  obstructions  iti  final  appro:M'li  .ir> 

in  approach  lone  'Runway  4)  protrudinK  U)'  above  lights  at  N'ciniiliiir  of  ip[>ro.ieti  lui  i! 

41 V  msl  3  8  ml  8W,  tower  aSC  msl  3  .'S  ml  SW,  Nilldlnn  WiM'  m.sl  ti  7  mi  .<\\ 
'XKh  1  required  with  any  compoiu^nt  of  the  II..S  lno|x-rative 

CTakeoS  minimums  for  Runways  4  and  31  will  not  be  Ics.s  tli  in  -ixi  I  'liiruu'  p«rio'l  w 
#Ai»  CaBRIKR  Noti    Slidmf!  .scale  not  authorized  for  Lindiii?  on  Kurusays  l.f.  .(1,     ii.j 


itliili  lo  li,.  -■  1  1  I  M 


11  7  nil 
iii.linK  not 
mhiiil  (Pi 
I.  iirelliiK 

..   .l.'cr.-i- 


.HI  ol 

22li' 
iir.a 
ill.'  I 


ii|.li^i. 


ml 


■  f  .iirjwirt.  , lllll 
1  111'    iN.vi    !ii.'li 


./   loiMi    I. 
in  tiii^^.l 

l-i   .It    I  HKI' 


I  '■.  \   \  o|;  U  11)1.  i.i  -1  mifor.l  VIIK  Iiil. 


i(iprojeli  .iri 
frniii    .i|i|.ro  I 


f'lty.  New  York:  .State.  \  Y      Vlr|><)rf   V  mie    I..  (iuir.lM    KI 


RST  VOR       '  Kill.    Inf 

Bell  Int :...   '  K!lie  Inf    

R3   LOM.  , KUie  Inf 

Byron  Int" ,  Kllu   Int    Kin.il 

Pine  I.sland  Int  !  Bv  run  Int" 


K  1.     CU"  .  II  .-: 

No.  Iti.  u^ua  11 


M.iil      I 
J  .1.    1.1 


r,i'~  iri'lii'  lie  J. 
I'riM  llllll.-  N.I 


U>    I 


'.  -iirf:ic.-  >it;l[i-- 
\iiilt    1"    Kit 


I        Ji  I'lilnchtid 

li    1  n.|  of  niiiM  i\- 


in  r'l  mni'l 
l>i|.     2"lJ.iii    I'..' 


oKstnu  lion> 

:<'  Ton  .r 


.■-U|.    -Viii'll 


l>:r..  I 
l"r,.T 
Diriet 
I 'irei  t 

iJirett 


300  '  I 
500  1' 
400  1 

»X>  2 


Procedure  turn  South  side  of  rrs,  307°  Outbiid,  VS?"  Inbnd,  iVMi'  w  ittnn  lo  iiu  o'  K'   . 
Minimum  altitude  over  EUle  Inf  on  final  approa<-h  ers.  'SJDi)'. 
Crs  and  distance,  EUie  Int*  to  airport,  127"     1  I  nn 

If  visual  cont.ict  not  cstablLshed  upon  descent  to  authorl7.'d  landinc  minimum-  ir  ;• 
SF.  crs  IL8  to  R3  LOM  or.  when  directed  by  ATT.  nuike  nclt  rlinilinr  turn  to  Jihh.    [.i 
•KIlie  Int    Int  N'W  crs  II.S  and  RST  VOR  R  .M) 
••Byron  Int    Int  .\\V  crs  II,.s  and  RST  \  oK  K  XA 

("ity,  Ko<'hesti  r   State,  .Minn     AirjK.rf   N  mir,  Koi  h.^t.r   Miiiii.!|.i:    K|.  \   .  Kilo.  I- 


Inf 


,  iHiliri^  not 
...  .  .1  .III. 1(1 


.-onirli^t!.-  I  w  It; 
HST   VoR 


I  wit;::.".  1.!  nv.k:  afur  t.i-,:.-.^  hill.:  Int.*  cUmb  to  2'jU'.'  on 


II,.-.  I. In. I  ,  I    1<-  I     !■ 


.\inilt    No    Orii;     1 1  i!.   1.  :i<j  |)t.<-   61 


lllll.    \. 


I.'l.    Vnil!     I     I  IT    I  i.ili     Jii  I  ,11    >.2.  .<ii|i 


SBA  VOR 

UVO-VOK. 

Int  E  crs  ILS  and  SBA  VOR  R  107 
Int  W  cTS  ILS  and  OVa  VOR  R  ItiS 


T.MNf I)ir,..t 

II.S  \V  ITS 1  K-lii.1 

I.MM                                           '  Direct 

N.iples  lilt'  o.M  I  Final         DIr-.  t 


,V)00  T-dn   .. 

3500  C-<ln    

.V100  S-<ln-7M 

I.'iOi;  A-dn   


.TOO  I 
70U  2  ; 
.VIO-l. 
MX>  2  , 


:¥«V1 
700-2 

>«I0 


I 


#300 
700 
,V10 

y)0  : 


Procedure  turn  8  side  W  crs,  2.^3■'  Outbn.l.  n7:t    In>.n<l   *»»>  within  !<i  ml  of  Naples  Inf  i.iM. 
-Minimum  altitude  at  glMe  slope  int  inbnd  211011' 
Altlludeof  glide  slope  at  .Naples  Int'O.M,  l.VM)'.  at  MM,  1U;V 

Distance  to  approach  end  of  runway  from  Naples  Inf  OVI,  .^  ,5  mi   from  MM.  0  .'.  nu 

If  visual  contact  not  established  upon  descent  to  .-uitliorlrcd  landlnit  mmlmums  or  if  I  .r  iirir  no'  nrcoyr.pll-he  !   rlinib  <:''',i-Vf  n>ir-i  '  'n  w»'   ni  iki   .lini  |n-  rifli'  in-ii  i"  I 
(liinl.  lo  3000' on  crsof  166^  from  SBA  I.M.M  or  on  SUA  VOR  R-17(l  wiilun  li  mi 

f  KfTlox:  All  maneuvering  must  !«  accomplished  .South  of  localizer  course      Hi:-''  'i  "  lin  'n  the  N'ort>i 

•Naples  Int:  Int  W  crs  1L8  and  OVO-VOR  R   llsor  SHA  VOH  R  22»i. 

#:tOO-l  required  on  Runways  3  I.-R,  7  and  3;t  I.   R. 

##.100-1  required  with  glide  slope  Inoperallve.  • 

C'liy,  Sant.i  Barharn;  State,  falif.:  AiriKirf  N  inie    Mnnicii.il    Kiev     14     Vm    (  lass.  U.>    Mem  .  I  .-H  \    Protviiire  No    II.S  7,  Anidi    9    KiT   Date  2<i  Jan   r,2   Sup    Vin  I' 

.No.  8;  Dated,  24  June  til 


Friday,  January  19,  1962 


FEDERAL  REGISTER 

IL8  Btambabb  Vumtwrnn  Appsoacb  Psocidueb — Continued 
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Traasttton 

Ceiling  and  visibility  minimum 

c 

T»- 

Course  tnd 
distance 

Minim  am 

•Hitude 

(feet) 

Condition 

2-«nglne  or  less 

More  than 
2-engine. 

more  than 
65  knots 
« 

Krom— 

66  knoU 
or  less 

More  than 
66  knots 

I  .k.  i«)rt  Int                                       

LOM 

Direct.- 

#1800 

T-dn* 

aoo-'i 

700-1 

aoo-H 

800-2 

aoo-1 

TW-l 

200-« 

800-2 

aoo-Vi 

C-dn 

700-1 '-i 

8-dn-28„ 

A-dn 

aoo->i 

800-2 

„ 

A  I 


lro(»-diire  turn  North  side  of  crs,  098°  Outbnd,  278°  Inbnd,  2300"  within  10  miles. 
Minimum  altitude  at  OS.  int.  inbnd,  ISOO*. 

Mtitudeof  Klide  stoi*  and  distance  to  approach  end  of  runway  at  OM,  ITIC— 4.0  mi;  at  MM,  597'— 0.4  mi. 

If  visual  contact  not  esUblLshed  upon  descent  to  authoriaed  laiidiof  mlnhnanw  or  if  landing  not  accomplished,  climb  U)  aooo*  on  W  crs  II.S  within  30  miles  of  SYR  LOM. 
MM  turn  right  and  ptwjeed  direct  to  SYR  VOR,  maintain  3000'.    Bold  8YR  VOR  on  R-311,  one  minute,  right  tum.s,  131°  inbnd. 
A  IK  fABRiER  NoTB:    No  reduction  in  mlnlmoma  or  aUdlng  aoak  aathorlaed  for  takeoff  to  the  SE. 
Note    I  I.S  point  of  touchdown  approximately  1000*  from  appnadi  end  of  Runway  28. 

»  \fUT  interception  of  locnlitcr  cry  inbnd,  descent  on  fBde  slope  to  cross  the  outer  marker  at  1600'  on  final  approach  is  authorired. 
•(■«)- 1  reqiilriHl  for  tnkeofl  to  SE. 

Elev.,  421';  Fac.  Class.,  ILS;  Idcnt.,  I-SY'R;  Proc-edure  .No.  ILS-2«,  Anidt.  16;  Eff.  Date,  ^(j  Jan.  62;  Sup.  Amdt.  No. 
15  (ILS  portion  comb  ILS-A  DK);  Dat4?d,  7  Dec.  .57 


Citj,  Syracusf,  Slate,  N.Y.;  .Mrport  Nanie,  Hancock; 


-ii.  II  Rock  Int  U-  LOMcFlnal). 

New  Hartford  Iiil      I  LOM 

Waverlyint  j  LO.M 

AI.U  \  OK LO.M 


Direct 
Direct  - 
Direct - 
Direct. 


2300 
2300 
■2300 
2300 


T-dn_ 
C-dn._. 
S-dn-12 
A-dn... 


300-1 
400-1 
200-'2 
600-2 


300-1 
fiOO-1 
200->^ 
600-2 


aoo-!i 

600-',, 
200-), 
600-2 


I'niciilure  turn  South  side  crs,  "Mi"  Outbnd,  123*  Inbnd,  2300"  within  10  miles. 
Minimum  altitude  at  glide  .sIo|m'  Interception  inbnd,  2300'. 

\ltitude  of  glide  sloiw  and  di.stjiiH'e  to  appr  end  of  runway  at  LOM,  2239'— 4.5  mi;  at  L.M  M.  liKJu'    (I..'i  mi. 

If  v^ual  ront.-ict  not  establi.shed  upon  descent  to  authorized  landing  minlmum.<;  or  if  landing  not  accoinpli.^li.d  w  itliiii  4..".  miles  after  passing  LO.M,  climb  to  2500'  on  the 
AI  o  \  OK  R  (i<>4  within  2t)  miles  or,  when  directed  by  ATC,  (1)  climb  to  2500' on  the  .VLO-VOK  K-141  within  20  miles,  k2)  climb  I o  2500*  on  SE  crs  of  IL&  withifi  10  miles. 


-12,  Amdt.  1;  EfT.  Date,  20  Jan.  62;  Sup. 


I  ;'v    W  .iterloo    <tate.  Iow:i;  Airport  Name,  Waterloo  Municipal;  Elev.,  870';  Fac.  Claw..  IL.S;  Ident..  I-.\I.O;  Procedure  No.  II. 

Amdt.  No.  Orig.;  Dated,  10  Sept.  60 

6.  The  radar  procedures  prescribed  in  S  609.600  are  amended  to  read  in  part: 

RaDAI  STAKDARD  IWSTBtJMENT  APPRO.^CH   PrOCEDIRE 

Hearings,  headings,  coiipm's  and  radials  are  magnetic.  Klevations  and  altitudes  arc  iu  feet,  MSL.  Ceilings  are  in  feel  al>o\c  uir|>ort  elevation.  Distances  are  in  nautica, 
n:  I V  unless  otherwise  indicated,  except  visiblUtles  whldi  are  in  statute  mi1<«. 

If  a  nidar  Instrument  approach  is  conducted  at  the  below  named  airport.  It  shall  be  in  accordance  \^ith  the  following  instrument  procedure,  unless  an  approach  is  conducted 
in  ai  cordance  w  ith  a  different  procedure  for  such  airport  autborited  by  the  Administrator  of  the  Federal  Aviation  Agency.  Initial  approaches  shall  be  made  over  spedfled 
routes.  Minimum  altitude(s)  shall  correspond  with  ttaoae  ratabllsbed  for  en  route  operation  In  the  particular  area  or  as  set  forth  below.  Positive  identification  must  be  estab- 
Il^Im  (1  with  the  radar  controller.  From  Initial  contact  with  radar  to  final  authorized  landing  minimums,  the  instructions  of  the  radar  controller  are  mandatory  except  when 
(A  visual  contact  is  established  on  final  approach  at  or  before  descent  to  the  authorized  landing  minimums,  or  (B)  at  pilot's  discretion  if  it  appears  desirable  to  discontinue 
the  approach,  except  w  hen  ttie  radar  controller  may  direct  otherwise  prior  to  final  approach,  a  missed  approach  shall  be  executed  as  provided  below  Vben  (A)  oommimlcatlon 
on  final  approach  Is  lt>st  for  more  than  S  seconds  durint  a  precisian  approach,  or  for  more  than  30  seconds  during  a  surveillance  approach;  (B)  directed  by  radar  controller; 
K'l  \iMial  contact  >«  not  established  u[)on  descent  to  aulLorlted  landing  minimums;  or  (D)  illanding  is  not  accomplished. 


Iroiii 


Transition 


Ceiling  and  visibility  minimums 


To- 


COll" 

av    

tWti    

I 


360" 
046' 
065° 


Course  and 
distance 


0-15  ml.. 
15-26  ml. 
15-25  ml. 


.Minimum 

altitude 

(feet) 


■2600 
2600 
2700 


Condilion 


2-engine  or  less 


65  knots 
or  less 


More  than 
65  knots 


Surveillance  approach 


Moie  than 
2-enKine, 

more  than 
65  knots 


T-du 

C-dn 

S-dn-12,  30,  5. 
.A-dn 


300-1 
400-1 
400-1 
800-2 


300-1 
500-1 
400-1 

800-2 


aoo-ii 

500-14 
400-1 

800-2 


If  \  i-.li  il  niiit.iii  not  e.vtalili'-lied  ii|«<)n  desc«>nt  foauthorized  landing  minimumsor  if  landing  not  Lu-coinpiislied,  cli.nbon  crs  to  27(10' within  10  miles,  proceed  direct  to  DS.M 
\  1 1  K      Aire  ifi  eMiiitme  iiiissed  approach  niay  he  radar  controlled  after  being  reidentified.  ♦ 

I  M  TKN    l.Mi.'  MSI,  IN  tower  locjited  3.2  mi  NNE.    When  TV  tower  not  visible  on  takeoffs  on  N,  N'W,  E,  and  NE,  climb  to  2100'  prior  to  turning  toward  TV  tower. 

C:'      Pes  Moines   State.  Iowa;  Airixtrl  N'ame.  Municipal;  Elev.,  967*;  Fac.  Class,  and  Ident.,  Des  Moines  Radar;  Procedure  No.  1,  .^mdt.  1;  Eff.  Date,  20  Jan.  62;  Sup.  Amdt. 

No.  Orig.;«DaU'd,  21  Oct.  61 


Precision  approach 


T-dnC    . 
C-dn#... 
8-di»-4'#. 
A-dn 


300-1 
700-1 
400- Ji 
70O-2 


30O-1 
700-2 

700-2 


200-' i 
70O-2 
40M< 
700-2 


If  vi-.iial  coTitai  t  not  rslablished  iijion  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished,  chmb  to  4000'  on  LO.^-VOR  R-046  to  Stamford  VHF  Int 
(111     S(-trs(lale  VIIK  Int  at  SOOO*  or  above.    Hold  NE  Stamlord  Int  one-oiimite  left  turns,  inbnd  crs  226°. 

('mtiiin:  III  standard  cl<-aranc«  not  provided  over  obstructions  in  final  approach  area  and  in  missed  approach  area.  (2)  Unllgbted  obstructions  In  approach  cone  (runway 
4  I  .itnidinp  40'  alxive  Ughts  at  l>eginning  of  approach  Ugbtlane  decreasing  to  Kr  above  lights  at  llOO'  (h)m  approach  end  of  runway,  (i)  Tower  415'  msl  3.8  ml  SW,  tower  3B0' 
11      :l '.  mi  S\V,  buildint:  lMi8' msl  6.7  mi  SW. 

r  rakt^olT  niiniinums  lor  Runways  4  and  31  will  not  be  less  ttaaa  200-1  during  periods  whcu  tower  advisories  iudicate  presence  of  surface  ships  In  channel 

•"j«v  1  ri'fjuip'd  with  ;»p()roach  lights  luojierative. 

'  \iH  ('\KRiEK  .Note    Sliding  scale  iMt  authoriaed  for  landing  on  Runways  13,  31,  and  22. 

I     \    New  York,  State,  NV^   ;  Airiiort  .Nunie.  I^aOuardia;  Elev.,  20';  Fac.  Class,  and  Ident.,  LaOuardia  Radar,  Procedure  .No.  1,  Amdt.  10;  Eff.  Date,  30  Jan.  62;  Sup.Amdt 

I  No.  •;  Dated,  11  Jan.  61 

These  procedures  shall  become  effective  on  the  dates  q;>ecifled  therein. 

(Sees.  S13(a),  307(c).  72  Stat.  752.  749;  49  U.S.C.  1864(a).  1348(e)) 

Issued  in  Washington,  D.C.,  on  December  18, 1961. 

O.  S.  Moore, 
Acting  Director,  Flight  Standards  Service. 

IP.R.  Doc.  62-23;  Piled,  Jan.  18,  1982;  8:45  a.m.] 
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RUIES  AND  REGULATIONS 


(Reg  Docket  No  1018:  Amdt  253] 


PART   609— STANDARD   INSTRUMENT   APPROACH    PROCEDURES 
Miscellaneous   Amendments 

The  amendments  to  standard  instrument  approach  procedures  contained  herein  are  being  adopted  to  become  eftective 
when  indicated  in  order  to  promote  safety.  The  revised  procedures  supersede  the  existing  procedures  of  the  same  classi- 
fication now  in  effect  for  the  airports  specified  therein.  For  the  convenience  of  the  users,  the  revised  piocedures  specify  the 
complete  procedure  and  indicate  the  changes  to  the  existing  procedures. 

As  a  situation  exists  which  demands  immediate  action  in  the  inteaests  of  safety  in  air  commerce.  I  find  that  compliance 
with  the  notice,  procedure  and  effective  date  provisions  of  section  4  of  the  Administrative  Procedure  Act  would  be  contrarv 
to  the  public  interest  and  is  therefore  not  required. 

Pursuant  to  the  authority  delegated  to  me  by  the  Administrator  '24  F.R.  5662 >,  Part  609  is  amended  as  follows: 

1.  The  low  or  medium  frequency   range  procedures  prescribed  m  ;5  609  100'ai   are  amcnried  to  load  in  part: 


I.V  K   .-^  T  *  M  ■  \ »;  I '   I N  -  r  R '  Ml 


\  I  1  Ki>  >CI|    I'l;.  K  y  I.'  Ill 


M-1.       (' 


liiii;.    Ill     ,11 


ill  [.111  ■   ■  1.  \ 


i.^tan('<  s  ari    111  ii.iwli.  ,il 


HoiirinKS.  Ji^adinRj.  cinir.'W'S  and  r.iiliuls  iirc  iiLitfiirlir      Kl.'vatiuii.s  .iinl  .iltitml.  ■   iri    ui 
niili-s  unl«m  otlierwise  indicated,  t-xcvpt  vLsiljilitics  vthiili  mv  in  statute  tiillc5>. 

If  an  Instrument  approfct'h  proc»"dure  of  ttio  afiovi- tviH' i.s  conducti'd  at  the  UloH  rianii  1  j.i|i<jif .  it  ^llllll«'in  ifKirdano^  uiili  itio  f(illu\m,L'  .ri>tiuiiii  iit  iiiprou  li  pKKi'diir.  . 
iinlps.s  an  approach  is  conducted  in  icrordancp  \Mtli  i  difTiTrnt  i'ro<fdijrc  for  »iict)  alriKirt  jiithnn/i  .1  !•>  I  he  \  liiiiiiUtrutor  uf  ihc  Krdir;il  .\\  hitUiii  Aeiiii  \  I  ml  ml  iiiproiK  In  > 
shall  b*  made  over  apecifted  routos,      Miiiimiiin  .iltirndi-s  sli:ill  corri'.simnd  vntii  ihoso  ,  st.iM..';.'.!  I.,r  ,'n  loufr  .iiht.UIoii  In  tlio  ;..irii(iil  ir  .in.i  or  .u-  ^i(  foi'tti  Ik'Uuv. 


Trin'-ilioii 


From 


Oo^ihtTi  \  OR. 


Oil    I  KK     Km  in. 


■li-iiii'i- 


■] 


l>ire<'l 


M  inliuiirn 
»Uitu  li' 

tfectj 


•  '•■iliiJi:  tiii'l  M-iliilit>  iniiiiiniuii.s 


1  -^K! 


.' .  iiBmr  IT  li  v^ 

( ''ll,  il'  ,'lll 

>\',  Wnol.-i 
or  II  «s 

300-1 

»¥)  I '  , 

.VM)    1 

."HO  1'  . 

.N  \ 

Morr  tlian 
W  kuot.s 

:iiii)  1    1 
.--«)  1' J 
Ht)  1    1 
■^M^  11,1 

\A          1 

I  <lll      

(•  dn      

rt  d  9  

S  n  M     

A   dn        

.\Jorr  I  lull 
.'-engine. 

more  than 
6i  Imot.s 


Procedure  ttirn  S  side  W  ers,  270°  Outbnd,  mJO'  Inhnd,  24<in'  wittnn  |o  miles 
Minimum  altitude  over  facility  on  final  approiu-h  its,  1500'. 
Crs  and  disUncr,  facility  to  airport,  087'— 2  3  nii 

If  visual  contact  not  established  upon  dosei-nt  'o  iiiihorire.l  Liiidini;  iiuiiiriMiii'^  or  i( 
proceed  direct  to  the  09II  LFR. 


r.'lmi.'  '1. 


;i.li:.-li.   I  s\  .thin  .   i  MiiU--    .  irnii  '..  .'Kk     mi,  I    .  '  -  w  iilmi  Jii  iiiiii'-   oi.l 


City.  Ooshen;  f^tate,  Ind 

.Mrpori  Vaiiie,  fl 

)-ti.^M  \riinii- 

("il.  Kl 

■V  .  MJ3     Vm'   C\ms  ,  .-^HKAZ    M.III  .  (.11    I'l.xv.liire 
Dated,  .'  .-^I'l't   >'il 

Nd    1     \ni.lt    : 

KfT    D.tr.  ::  I  .n 

lij     .-^1111      .\lll 

ll    \. 

• 

T  du 

.UK)    1 
tV»-l 

800-2  1 

1 

:««)  1 

Tillll    I 
N-.V        ' 

Sim  2 

21)1) 

('  dn      

fiO() 

rf<ln __ 

N"  \ 

A-dn 

mn) 

Procedure  turn  East  side  of  crs  174'  Outhnd,  3.M^  Inhnd,  1V)0'  within  to  nii 

Minimtim  altitude  over  facility  on  final  approiirh  crs.  <<4X)'. 

Crs  and  distance,  facility  to  airport,  25r-2  3  mi. 

If  visual  contact  not  established  upon  descent  to  .iiithorized  lindinK  nuniniuiuv  or  ,:  i  .hmhi/  idi   ir.-.ini|.i...!i,.!  a  iihin  n  "  n.il.-,  tin 


Outbnd)  within  30  miles 

NoTE.^:  (1)  This  procedure  not  authorize  I  for  A  DK  ippro.icti 
AIR  Carrier  Note:  Sliding  scale  N'A. 


fi.  I  ;!mli  !'.  |i»«i   oil  .^oiiili  11  -    171 ' 


City,  niiimna;  3tate,  Ahiska:  Airport  S'lnie.  IImimh:  E1,-v  .  i>«r,  F-ir    Cl.i.ss  ,  BMKI./.  M.' 

Dated,  27  May  oi 


\  KR  rcimrrd  'rorii  l.t  K  lo  .ir|><,rt. 

II. I.   [•|o,,..liii,-   v..    I.    Mil. It 


K(I    D.il.',  J7  I  111,  r., 


-up    .\niilt    No   I'r, 


Procedure  turn  E  side  of  crs,  332°  Outbnd,  1.12°  Inhnd,  4800'  within  10  mi.     N'A  hevonl  li)  mi 
Minimum  altitude  over  facility  on  final  approach  cr-!,  2600'. 
Crs  and  distance,  facility  to  airport,  l80°-2  I  mi. 

If  visual  contact  not  established  upon  de^went  to  iutborized  l.kndlne  mi'iiimiDUs  or  if  liii)>liti>.- not    iiiiiiiip'i-h.'l  witliin  J  I  iiiitrs,  m  ikr   m  inmii'.li  itr  r  a-lil  <  liniliiiie  iiirii 
climb  to  5000' on  Npts  ME-LFR  within  10  mi.     AH  turns  K  of  N"  crs 
Caution:  High  terrain  all  quadrants. 
#Eaglc  Ft  Int:  Int  N  crs  ME-LFR  and  K  *m  M  KR  VOR. 

City,  Medford;  State,  Orpfr  :  Airport  N'lime.  Mo'lford  Miinicipi!    Klfi   .  l.^Vr,  K.k    fli-^     .-^IIRV/    Mm!      MK    rnuvdm,    Vo    I     Miuii    »    FtT    D  .!,•     •:  I  m    c,  >   Siip    \itHll 

No   7:  Diilr.l.  I  /.in    ,'k", 


Port  Ch.s|,r  Int. 


L\   I.KR  .Kioili. 


DIr.Mt 


•i;.oo 


T  dn# 

C-dn# 

S  dn-22»"T.... 
A-dn  


30O-I  I  :mn)  1  i  2<)i) 

700-1  7(X>  2  7IHI  J 

aOO-1  VK)-i  .'mil  1 

800-2  I  800-2  MNi  J 


Procedure  turn  N  side  NE  crs,  043'  Outhiul,  22:?'  Inhnd.  igoc  within  10  miles. 

-Minimum  altitude  over  facility  on  final  approacli  crs,  •'i.iOO'  (•'1000'  authorized  :ilt>T  \rv,  Roi-hclle  MIIW  i. 

Crs  and  distance,  facility  to  airport,  223°-^2.M  mi. 

If  visual  contact  not  established  upon  descent  tnauthoriied  landing  mlniraumsor  if  landing  not  accomplished  wlihin 
on  .-!VV  crs  LaOuardia  LFR  to  Coney  Island  Int.     Hold  Coney  Island  Int  right  turns,  onc-minulc.  043°  Inbnd. 

Cv'TioN    standard  clearance  not  provided  over  obstructions  in  final  approach  area  and  in  mi.ssed  approsch  ari'a. 
North. 

NiiTK    LaGuardia  LFR  must  be  monitored  aurally  if  ADF  approach  Is  made  on  this  procedure. 

•If  New  Rochelle  MIIW  not  received,  straight-in  minlmums  not  authorized. 

'",  I>escfnt  to  landing  minimums  authorized  only  after  passing  I^aOuardia  LFR. 

f  TakeotT  minimums  for  Runways  4  and  31  will  not  be  less  than  200-1  during  periods  when  tow.-r  .idvisorie-  IndK-iii 

#AiR  C  \KRTFR  NoTf    Sliding  Scale  not  authorized  for  landings  on  Runways  13,  31,  and  22. 


Hr 


I'l' 


City.  N<»  Yo'^k;  Si;it>-,  N  V  ;  Airport  N.ini.'.  I..iriii.ir.lia:  Kiev  ,  20';  Kac. 


("lass  ,  SABRAZ:  Ident 
Dated,  II  Jan   i'.2 


I.  \.  I'roo'duri'  No   I.   V 
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Friday,  January  19,  1962 
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Tnnritka 

C«lling  and  visibility  minlmnms 

1 

To- 

Course  and 
distance 

Mlnlmtim 

altitude 
(feet) 

CMjdltlon 

2^ngine  or  len 

More  than 
S^ngine, 

more  than 
66  knots 

From—                           1 

66  knots 
or  less 

More  than 
66  knots 

8T-LFR           

Direct 

1700 

T-dn 

300-1 
600-1 
600-1'^ 
800-2 

aoo-i 

600-1 

eoo-iH 

800-2 

aoo-i 

1- 

C-d 

floo-m 

C-n 

600-P^ 

A-dn 

800-2 

Pro<»dure  turn  E  side  NW  crs,  326°  Outbnd,  146'  Inbnd,  1900'  within  10  miles.    Beyond  10  mi  NA  (nonstandard  due  to  traffic). 
Minimum  altitude  over  facility  on  final  approacb  en,  IIW. 
Crs  and  distance,  facility  to  airport,  162°— 1.6  ml. 

If  visual  contact  not  established  upon  deaoant  to  aatboriaed  1m"<«'»c  minimums  or  if  landing  not  accomplished  within  1.6  miles,  turn  left,  climb  to  ITOO"  on  E  crs  los^'; 
within  20  miles. 

Cactiom:  480'  M8L  TV  Tower  locat«d  1.6  mi  S  of  airport    1446'  M8L  and  1408'  TV  antennas  located  approx.  12  miles  WNW  of  ST-LFR. 
Notes:  (1)  Air  carrier  use  Not  Autborixed.    (2)  Radar  Teetorinf  autborlied. 

Citv  Shreveport;  Stete,  La.;  Airport  Name,  Downtown;  BleT.,  IW;  Fac.  Class.,  BBRAZ;  Ident.,  ST;  Procedure  No.  1,  Amdt.  10;  Efl.  Date,  27  Jan.  62;  Sup.  Amdt.  No.  9; 

Dated,  12  Sept.  SO 


AW-LFB 

Direct 

3M0 

T-dn 

300-1 
700-1 
800-2 

aoo-1 

700-1 
800-2 

700-li 

O-dn 

TWKlVi 
80O-2 

A-dn 

1 

ProoedutT!  turn  N  side  NE  crs, 003°  Outbnd,  IST*  Inbnd^UOO'  within  10 mL 
Minimum  altitude  over  facility  on  final  approadi  OfS,  Vw. 
Crs  and  distance,  facility  to  airport,  176°— 4.3  ml. 

1/  visual  contact  not  estabUshea  upon  descent  to  aothorited  landing  minimums  or  if  landing  not  accomplished  within  3.2  miles,  turn  right,  climb  to  3500'  in  a  rlgbt-band 
one  minute  boldlnc  pattern  on  NE  crs  AW-LFR. 
Caution:  Hlgn  terrain  E  of  airport. 

City  Walla  Walla;  State,  Wash.;  Airport  Name,  Walla  Walla  City-County;  Kiev.,  1206';  Fac.  Class.,  SBMRLZ;  Ident.,  AW;  Procedure  No.  1,  Amdt.  7;  Efl.  Date,  27  Jan.  62; 
'  ,  .  .       i~  Sup.  Amdt.  No.  6;  Dated,  23  May  60 

2.  The  automatic  direction  finding  procedures  prescribed  in  S  609.100(b)   are  amended  to  read  in  part: 

ADF  Btamdakd  iNsncMENT  Approach  Procedcre 

B<>arii)gs,  lieadings,  courses  and  radials  are  magnetic.  Elevations  and  altitudes  are  in  feet  M8L.  Ceilings  are  in  feet  above  airport  elevation.  Distances  are  in  nautical 
Dillcs  unless  otherwise  indicated,  eioept  Tislbllitles  which  are  in  statote  milea. 

If  an  instrument  approach  procedure  of  the  abOTC  type  is  oondnded  at  the  below  named  airport,  it  shall  be  in  accordance  with  the  following  instrument  approach  procedure, 
u  iiU'.s<i  an  approach  Is  conducted  in  accordance  with  a  duferent  proeedme  for  soeh  airport  authorized  by  the  Administrator  of  the  Federal  Aviation  Agency.  Initial  approaches 
shall  be  made  oyer  spoclfled  routes.    Minimum  altltades  shall  conespood  with  those  establlsbed  for  en  route  operation  in  the  particular  area  or  as  set  forth  below. 


Transition 


Krom- 


ORO  VOR 

API  VOR 

OI!K  VOR 

Lake  wood  Int 

Acorn  Int 

Temple  Int* 

r.ilnicr  Int" 


To- 


LQM 

LOM 

LOM 

LOM 

LOM 

LOM  (Final). 
LOM 


Course  and 
distance 


Direct.. 
Direct- 
Direct.. 
Direct- 
Direct.. 
Dh?ect.. 
Direct- 


Minimum 

altitude 

(feet) 


2200 
2300 
2200 
2600 
2800 
2100 
2200 


Ceiling  and  visibility  minlmnms 


Condition 


T-dn. 

C-dn 

8-dn-27.... 
A-dn 


2-engine  or  less 


66  knots 
or  less 


SOO-1 
500-1 
400-1 
800-2 


Moretiian 
66  knots 


aoo-1 

500-1 
400-1 
800-2 


More  than 
Engine. 

more  than 
66  knots 


aoo-w 

800-lH 

400-1 

800-2 


Radar  vectoring  authorlted  in  accordance  with  approved  radar  patterns.    Aircraft  executing  missed  approach  may,  after  being  reidentlfled,  be  radar  controlled. 

Procedu.^  turnNorth  side  of  crs,  088"  Outbnd,  a«r  Inbnd,  aaOO' within  10  mi. 

Minimum  altitude  over  facility  on  final  api»oach  crs,  3100'. 

Crs  and  distance,  fadlity  to  airport,  388°— 4.8  mL  ^   .     .^  .    .  ,      ,  ,v,,        ...         :,.        .  ... 

If  visual  contact  not  esubllsbed  upon  descent  to  anthorlnd  landing  mtnlmnms  or  If  landing  not  aooomplisbed  within  4.5  ml  after  passing  LOM,  make  immediate  right 
cllnihlng  turn  to  2300'  and  proceed  direct  to  the  NBU-LFR  or,  wbendkMtMl  by  ATC,  climb  to  2000'  on  ORD  VOR  R-250,  then  make  right  climbing  turn  to  2S00'  and 
proceed  to  Elgin  Int  via  ORD  VOR  R-271  or  make  Immediate  r^t  torn  eUmb  to  2200'  and  proceed  to  Nortbbrook  VOR  via  R-170. 

,NoTt;  No  approach  lights.  .         .      _  .^     _         „  «„, 

(\\ution:  Takeoffs  on  Runway  27,  when  weather  Is  below  aoOM,  will  Intercept  ORD  R-250  and  cUmb  to  2000'  before  proceeding  westbound.  Takeofls  on  Runway  32L 
w  lull  weather  is  below  2000-3,  will  Intercept  ORD  VOR  B-MB  and  climb  to  3000*  before  proceeding  westbound. 

•Temple  Int:  Int  ORD  VOR  R-076  and  OBK  VOB  B-ll9or  OBD  VOB  B-076and  COT  VOR  R-366. 

••Palmer  Int:  Int  API  V0»  R-059  and  COT  VOB  B-MO. 

City,  Chfcago;  State,  111.;  Airport  Name,  O'Hara  Intemattonal;  Kiev.,  667';  Fac.  Class.,  LOM;  Ident.,  lA;  Procedure  No.  3,  Amdt.  Orig.;  Efl.  Date,  27  Jan.  62 


IKOCEDURE  CANCELED,  EFFECTIVE  JANUABY  27,  1968.  OB  UPON  DECOMMISSIONING  OF  FACILITY. 

(^itv   Danville;  Ptate,  Va.;  Airport  Name,  Danville;  Elev.,  882';  Fac  Class.,  BMH;  Ident.,  DAN;  Procedure  No.  1,  Amdt.  6;  Efl.  Date,  11  Oct.  58;  Sup.  Amdt.  No.  5;  Dated, 

22  Apr.  68 


OKM  VOR 
M;ule  Int... 


I 


MKO  BBn. 
MKO  BBn. 


Direct. 
Direct. 


3000 
3000 


T-dn... 
C-dn... 
8-dn-31. 
A-dn... 


300-1 
600-1 
600-1 
800-2 


300-1 
600-lHl 
600-1 
800-3 


200-^ 
600-lX 
000-1 
800-2 


Procedure  turn  South  side  of  crs,  120°  Outbnd,  300»  Inbnd,  9000'  within  10  mi.  Procedure  turn  nonstandard  due  to  military  requirements.  Teardrop  procedore  turn 
aiithorlied. 

.Minimum  altitude  over  facility  on  final  approach  ers,  130O'. 

K&dlltv  (Xi  ftlroort 

If  visual  contact  not  eeUblisbed  upon  descent  to  authorised  landing  minlmnms  or  if  landing  not  acoompllsbed  make  immediate  left  tiun,  return  to  the  MKO  BBn  dlmbing 
to  ::.i(X)',  contact  ATC  for  further  olearanoe.  ^  .     „„ .  „      ^    .     _.      v  _._        ,^^'^u. 

Notes  :  Do  not  descend  below  1000'  msl  tmtil  well  estabUdwd  on  brag  800*  to  the  MKO  BBn.  Procedure  authorized  for  US AF  and  alrcarrlers  having  approval  of  tnetr 
arriingements  for  use  of  facility,  monitoring,  and  weather  servlee. 

Cit  V,  Muskogee;  State,  Okla.;  Airport  Name,  Davis  Field;  Kiev.  610';  Fac.  Class.,  MH;  Went.,  MKO;  Procedure  No.  I,  Amdt.  2;  Efl.  Date,  27  Jan.  63;  Sup.  Amdt.  No  1; 

Dated,  2  Dee.  61 


No.  13- 
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AI>r  8ta!«d. 


!■ 


VMBifT  ArrmoACB  Pkocedibc     (oiitiDurd 


Transit  ton 


Tnm- 

T»- 

Course  ftn<l 
ilL'tance 

YNO  VOR.... 

LOM 

Direot 

YNO  LFR.... 

LOM    

1  )irt'i  t 

HaMvd  RBm.. 

LOM   

I  Mrirl 

'   Minitnum 
'     aitltude 


JtVlW 

.wo 


CfilLuK  ami  vl:<iNilit;  mlniniunu 


2-onKinf  or  lew 

Morr  than 

inons  th:iii 
6£  knot.-. 

I'oiiililion 

Ci  knots 
or  less 

... 
400  I 

♦<»>   1 

_ 

Morr  than 
b£  knots 

T-ilii      ...     . 

MVt   1 
500  1 
«•)   1 

WIO  2 

3110  ', 

r  .In     

SOO  1'^ 

s  .III  3a 

44)1)    ] 

\  .111   

HOC  J 

Promdur*  torn  North  aidt  o(  en,  139*  Outbttd,  31ff*  Inbod.  .WOO'  *  iihin  lo  nnU-n 
Mintmnm  altitude  ovar  facilitr  on  flnal  approuch  ct»,  Micy 
Crsaad  <Utt»am,  facUity  to  airport.  319°— 4  7  mi 

If  tImhI  MMMk  ant  MtobUlkM  apoa  dMmnt  to  authoriaad  Unduic  miiuniuius  nr  if  .  iiMhic  n.ii    u-fx>iii^i.slM>.|  »  it  Inn  4  7  iik^  s  kiltr  i'lLvMUr  I.OM    >  Iiii.N  >lr.iiE)it  .ihc.t': 
a«lW,  make  rigtat  tarn  and  proceed  to  Youngstown  I-KR.     Hold  .North  (Xji^  inignn.,  from  I  h  K.  K."  inagn.ta   mt.ii.l  i  inuuilf  n^-ht  turns  it  .«r<»v 

City,  Younptowu.  Stat*.  Ohio;  .\ir[>ort  Name.  Youngstown  Muniripal,  F:>v  .  11%'    V  \r    ("Uvs.  LOM,  M«  nt  ,  VN.  rr.K-r.liir.'  No    I.  ^rnill    R    Kff   I>  itr   •.•?  J»n   S"'   '-i 

.\m.lt    No   5  i.\OK  portion  Conib  IIS   Al>h      1 'ntr<l.  3  Not    ST 

3.  The  very  high  frequency  omnirange  (VOR)  procedures  prescribed  in  5  609  100(c>  are  amended  to  read  in  part: 


VOR    ."^TiNPARD    IN^TRIMIN:     VrPRDKH     Pro*  III'   RI 

(■olliii|r«  :irr  in  fi  <  t    iI^.m-    liiix.r' 


\  ill. 111.     I  >1.-tiiii(Vi  m  In  n:»nil(;il 


Brarlngs,  haadlnp.  oount-^  and  radhils  \rr  magnrtk-.     Klev^tlcjcvs  .in.l  altltmliN  \rr  In  '..  '    M.--I 
mllM  unJes  otfaarvbr  tadlcatrd.  excrpt  rtolbllttln  which  are  in  statutr  nilk-it. 

Wan  Inrtrumfnt  approach  procedurp  of  the  aliove  type  Is  rondiicte.l  ut  the  t«'low  ruitrtd  jiriiort,  it  shall  he  in  i»ro.ir.l.incp  with  the  fullowing  IrL^truniont  apwoaoh  procedure. 


shaUlM 


aa  aparoMb  la  oaaductcd  in  accordanoe  wltli  a  different  procedure  for  .such  aliix^rt  auth.^l/cd  by  the  .Administrator  of  the  Kclrnil  .\viatlon  Aprncy.     fuitlal  apwoachos 
•  made  «T«r  specifVd  routes.     .Minlnium  altitu.les  shall  (X)rn'S[>on.l  with  thos.-  cvtrtML>(i«'d  (or  rn  rt>ute  oiwrittlon  In  the  pjutR-ul.ir  lirea  or  as  set  forth  below. 


Tran.-<iilun 

rellint  and  TLslbility  mlnlinana 

To- 

f.Miriw  and 

.Mluliuuiu 

:iltltii.le 

if»-«'t. 

r-.nlii^.in 

2-enKlne  or  less 

More  tluin 
a-M>R>nr. 

more  tli.m 
(>5  knol^ 

Frnm    - 

iV.  kn.its 
or  Ir.ss 

:iflO  1 
.Virv-l 
SOO-i 
MJO-3 

M.ire  than 
(>i  knots 

AM  LFR 

\M\ VOR      

Dirty-t        

.VIOO 

in) 

4.-410 

T  .In 

.•UX)  1 
'<)0-l 
MO  1 

1 

300  '  J 

TDW  RBn 

AMA  VOR 

I)ir<-<t          

C-.tn        

.S-dn-3 

flOiV  1 

TDW  RBn 

PotUT  Int.*  (  Final"   

MT*     4  4      

A  Hln        

wn-ij 

Proeednre  tam  S  fide  of  rr^.  tiff  Ontbnd.  f»30*  Inbnd.  sorw  within  10  ml  f»f  Potter  Ini  •     Br\  <.nl  10  mi  N  \ 

Mtatnram  attltiMlB  orer  Potter  Int*  oo  final  apprt>ar4)  crs,  4^00^. 

Cn  and  dlrtaoce,  Pattar  Int*  to  airport.  030*— 10  mL 

Is  vlanaleootaetnatMtabllahed  apon  descent  to  Mitborize<l  laud  me  riiii.iniuni.t  or  if  lan>!iii>;  luit  a(i-oni(ili.shed  within  1  0  ml  ifi.  r  iii-mmi;  Pott,  r  Int   .  !imh    hi'''   I'l,  il  (,i 

Htdf  OB  R-SM  ta  the  VOR,  themse  K-OM  within  M  ml  of  AMA  VOR  or,  wiien  d»rert.-d  hy  Al  f,  lUmb  lo  iruo'  on  A  MA  VoK  K  07'.  »  utiui  X  mi  of  \(il{ 

NoTi:  ThU  iiracMim  1«  authorlred  only  for  aircraft  eqiiipiied  with  VOR  and  ADF  r-i^ivrrt. 

CaimON:  T<»tr*r»a«MM3L5ral.  SW.388«  .MSL4ml.  SW;3M6  .M^L  5  ml.  .-SW  .     ,r>^-  MSL?r<»ln  .l.v.it.ir  lo.-ut.d  .i.l  i.-.nt  to  .- W  hoim  1  irv  of  i  ri>oit 

■Patter  Int:  lot  AMA  VOR  R-211  and  Brag  3J<>°  to  AM  LFR.  ^  i      >^ 

Clty,.<aurl]la;8tato.Tei.;  Airport  Vamp,  \FB  Municipal;  Kiev  .3i-04',  Far  ria.w.,  BVciK:  I. l.nt  .  AM  \    Tro. .  .Inr.- No  ;    \MiJt  f.  FtT   P  il.    .>T  J  m    r."-   <  iii    Vinli    N..    '. 

Datfd,  30  Spt.  «1 


T-dn  .. 

C-d 

C-n 

.-^-dn  17 
A  -dn#... 


3<10^1 
«X>-1 
tiOO-2 
fiOO  1 
S0O2 


.■wo-i 

fiOO-1 
600-2 

eno-i 

800-2 


300-1', 

flOO-l'i 

600-3 

6001 

80O3 


Procedure  turn  West  sMe  of  crs,  346'  Outbnd,  1it6*  Inbn.l.  .''.OO'*  within  10  ml. 

.Mlnlinam  altitude  over  tacility  on  final  approach  cn.  1700'. 

Cn  awl  itmaan.  tecUHy  to  airport.  ia«*— 4.1  ml. 

If  visual  contact  not  esUblUhe<l  upon  descent  to  iUth.)rl?.cl  lin  Iin?  nuuimiiin^  >t  if  kuidlii*  a  A  t.xx>innli>hrd  witluu  4  1  iii!  auii.v  iuiiii.'.li..U'  rUlit  turn  unJ  iliml.  to 
210O'.     Return  to  BVO-VOR  and  conUct  ARTC. 

NoTis:  (l;  Public  weather  .service  not  available.  '21  All  pilots  u.ilng  tlil.s  protviu.-.  r.  ii.-.^t-"!  to  dose  IFK  fluht  plans  lmm©<iiau-.ly  upon  compl,  tion  of  approach  »iih 
Tulaa  Radto.    Trana  12S.1  R«c  123.2  or  BVO  Radio  or  aMnmerctaJ  (adllties.  ^     >~  i  k< 

Am  CAKam  Non:  Rnnway  i-tS  not  autltorlzed  tor  air  carrior  operatlona.  No  redu.  tioii  In  Undinr  mliilmfi  authorlred  by  .ipplii-atton  of  sil.hnp  s.-aie  or  for  locul  wemU-r 
conditions.  No  reduction  into  or  landing  minima  authorlred  tor  cargo  or  ferry  flights.  l"TW.--lurr  may  l>e  iuthoriie.!  only  f<«-  ^^»rn•■l^  ti<tviii(f  aiiprov  li  of  tliVir  rtouiffuniit  f.ir 
weather  service  at  this  airport. 

#.\lteniato  uaaca  aathorlaed  for  air  carrier  only. 

•Descent  below  2500'  NA  until  well  fstabllshed  on  R  166  Inbnd. 

City,  BartlesvUle;  SUte.  Okla.:  Airport  Nime,  Phiiripe;  Ekv.,  7i:',  Fjc.  C:!*.^  ,  BVoR    y  l,nt  ,  UVU.  rro<e<Jurf  -No.  I    AmUt    :    E(T    Dale   :•:  J  in    rr    <ur,    \mlt    No   r 

Djti-I,  J.',  (•,1..  01 


OH   I  FR. 


O.'SH  VOR. 


Direct. 


L'400 


I"  dn 
('  -d  .. 
('  n... 
S-d  « 
.<  n  0 
A-dn 


.■*<o- 1 

7U0^1 

7lH^  2 
70O  1 
7IIO  2 
NA 


.•VIO-1 
700-1 
7KO-2 
700-1 
7(X)^2 
NA 


When  i)iLss;iKe  of  (ill    LFR  ran  Us  dfteruilncd,  the 
ffillowtng  aiinimurus  apply: 

<"-dn I  .V)<>  1  I  .V»-H4| 

.-^  dn  9 5ij<>  1  '  500-1 


Prooednre  turn  S  aide  of  cr^270*  Outbnd.  090*  Inbnd.  2400*  wltbfai  10  miles 

Mhobmim  altitude  ovar  OSH  VOR  on  final  approach  crs.  MOO';  over  OH  LFR  on  final  approach  crs,  1300' 
Crs  and  distance,  bdlitT  to  airport,  090°— 10.0  mi;  OH-LFR  to  airport.  090°— 2  4  ml. 

If  visual  contact  notestablished  upon  descent  to  authorlred  landing  mlnlmums  or  if  landing  not  a<roni  pi  Islied  within  10  mile;  of  0^11  \' OR  or  2  4  miles  of  OH-LFR.  climb 
to  2400'  oa  R-OW  wltfalD  ao  mlle^ 

City.  Ooshen;  SUte,  Ind.;  Airport  Name,  Ooahen;  Kiev,  >C3';  F»c.  riajis  .  BVOR:  Idont ,  ri.Jir,  Proc.-durc  No   I,  Amdt   2   FIT   Date  27  Jaa  «C  3ud  AmdL  No  J-  Dated. 

2  8epC  «i  .      ,       K  .    .        — . 


Friday,  January  19,  19S2 

I 
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From— 


MK  LFR 

Kvans  Creek  FM  ( Final)  . 
OoM  Hill  Int     


r^ 


MFR  YOB. 
MFR  VOR. 
MFR  VOR. 


Coarse  and 
distance 


Direct. 
Direct. 
Direct 


Mlnlmom 

altitude 

(feet) 


5700 
3700 
5700 


Celling  and  vidbiUty  nfHnhtinmii 


Condition 


2-engln«  or  leas 


86  knots 
or  leas 


T-dn 300-1  800-1 

C-dn* 700-1  700-1 

8-dn-14* 500-1  800-1 

A-dn 100O-2  1000-2 

If  Table  IntI  not  positively  Identifled,  the  following 
minimums  apply: 


Moretban 
66  knots 


Moretban 
}«nKtne, 

moretban 
46  knots 


200-14 
700-VA 
SOO-1 
100O-2 


C-A 
C-n 
S-dn 


lOOO-l 
1000-2 
NA 


1000-1 
1000-2 
NA 


1000-1}^ 

100O-2 

NA 


)'r(x<edun'  turn  E  side  of  crs.  332°  Outbnd,  162°  Inbod,  5700'  within  10  mi. 
Minimum  altitude  over  MF'R  VOR  on  final  approadi  era,  STOO'torer  TaUe  Int.l  2700'. 
(^ra  and  distance,  M  FR  VOR  to  aiiport,  146°--«.S  mi;  Table  Intf  to  airport,  146''— 4.5  mi. 

If  visual  contact  not  established  upon  descent  to  aotboriwd  landinc  intn1innm.s  or  if  lauding  not  acoompllsho'l  n ithiii  6.3  miles  after  passing  MFR  VOR,  make  an 
iiimirdlate  climbing  right  ttun,  climb  ta  0000'  in  a  one^nlnute  ri^tJiand  lioldlns  pattern  on  R-166. 
.Note:  Alnraft  ADF  must  be  fullv  operational  to  execute  ttau  approadi  to  straighMn  minimums. 
(^ai'tio.n:  High  terrain  in  all  quadrtnta. 
#Table  Int:  Int  R-145MFR  VOR  and  349°  bmc  to  MF  LOM. 

Ciiy,  MtMl/ord;  .''Utc,  Oreg.;  Airport  Name,  Medford;  Kiev.,  waC;  Fac.  Class.,  BVORTAC;  Idcnt.,  MFR;  Procedure  No.  1,  Amdt.  4;  Efl.  Date,  27  Jan.  62;  Bup.  Ajndt  No 

3;  Dated,  22  Jan.  65 


SJU  HH. 
<JV  RBn 


SJU  VOR. 
SJU  VOR. 


Direct. 
Dlrect- 


1600 
1600 


T-dn 

O-in 

8-dn-7 

A-dn 


aoo-1 

•500-1 
•500-1 
•800-2 


300-1 
•600-1 

•aofr-1 

*M0-3 


•600-lPi 

•aoo-1 

•800-2 


Proc«>durc  turn  N  side  of  crs.,  260°  Outbnd.  080°  Inbnd,  1600'  within  10  mi.    Beyond  10  mi,  NA. 
Minimum  altitude  over  Antenna  Int.#  on  final  approadi  era,  1000'. 
Crs.  and  distance.  Antenna  Int.#  to  airport,  080"— 4.0  ml. 

If  visual  contact  not  established  upon  descent  to  autborised  landinc  minimums  or  if  landing  not  accomplished  within  4.6  miles  after  passing  Antenna  Int..#  turn  right  and 
tliuib  to  1800'  on  R-<»5  within  »  mOes  Of  SJU  VOR. 

.Note:  Procedure  turn  non-standard  due  bi^  terrain  South  of  area. 

*If  Ant^mua  Int.#  not  Identifled  on  final,  descent  below  1000'  M8L  NA.  v 

#Anteima  Int.— Int.  SJU  VOR  R-aOO  and  360°  bmg  from  S^  RBn. 

City,  San  Juan;  State,  P.  R;  Airport  Name,  Puerto  Rico  International;  EleT.,0';  Fac.  Glass.,  BVOR;  Ident.,  SJU;  Procedure  No.  4,  Amdt.  1;  Efl.  Date,  27  Jaa.ta;  Bup.  Amdt. 

No.  Orlg.;  Dated,  28  Oct.  61 


T-d- 
0-d. 


600-2 
800-2 


80»-3 


Procedure  turn  West  side  of  crs,  030*  Outbnd,  210°  Intodt^MW  within  10  miles. 
Minimum  altitude  over  facility  on  final  apprMCb  en,  2tB&. 
Crs  and  distance,  facility  to  airport,  210°- 8.4  mi. 

If  visual  contact  not  established  upon  descent  to  autboriced  landing  minimums  or  if  landing  not  accomplished  within  S.4  nii]r<:,  make  left  climbing  turn  to  2000'.  Return 
to  Rhlnelander  VOR  on  R-210. 

Caftion:  1700' MSL  tower  0.1  mile  West  of  abi;iort 

Notk;  122.1  receiver  remoted  from  Rhlnelander  VOR  to  Wauaau  F88. 

City,  Tomahawk;  State,  Wis.;  Airport  Name,  Drott;  Elev.,  1600';  Fac  Class.,  BVOR;  Ident,  RHI;  Procedure  No.  I,  Amdt.  Orlg.;  Eff.  Date,  27  Jan.  02 

4.  The  terminal  very  high  frequency  omnirange  (TerVOR)  procedures  prescribed  in  §  609.200  are  amended  to  read  in  part: 

TxBioNAL  VOR  Standard  Instbumknt  ArPBOACH  PRocEDtrKE 

Bearings,  Itcadings,  courses  and  radials  are  magnetie.  ElevatiODS  and  attitudes  are  In  feet  MSL.  Ceilings  are  in  feet  above  airport  elevation.  Distances  are  in  nautical 
iiulcs  unless  otlirrwiae  indicated,  except  Tisibilities  which  are  in  statute  miles. 

If  an  instrument  approach  procedure  of  the  above  tvpe  Is  eondaetad  at  tbs  below  named  airport,  it  shall  be  in  accordance  with  the  following  instrument  approach  procedure, 
unless  an  approach  Is  conducted  in  accordance  with  a  dioerent  pneedure  for  sodi  airi>ort  authorlred  by  the  Administrator  of  the  Federal  Aviation  Agency.  Initial  approaches 
.shall  be  mEtde  over  specified  routes.    Minimum  altitudes  shall  oorrespond  with  those  establlsbed  for  en  route  operation  In  the  particular  area  or  as  set  forth  below. 


Transition 

Ceiling  and  visibility  mintnrams 

To- 

Course  and 
distance 

Minimum 

altitude 

(f««t) 

Condition 

2-englne  or  less 

Moretban 
2-engine, 

moretban 
«6  knots 

From— 

• 

66  knots 
or  lees 

Moretban 
46  knots 

* 

T-dn 

300-1 

500-1 
500-1 
800-2 

300-1 
600-1 
60O-1 

aDO-2 

aoo-H 

500-14 

C-dn 

S-dn-4 

<00-l 

A-dn# 

80O-2 

Procedure  turn  S  aide  of  crs.  233°  Outhmd.  063"  btaod.  1000*  within  U)  mi. 
MinlmuD'  altitude  over  facility  on  final  aiiq^roadi  cn,  600'. 


Crs  and  distance,  breakofT  point  to  approadi  end  of  Ronwav  4^  041*— 0.6  mL 

If  visual  contact  not  eeUbliahed  upon  descent  to  aotbortaedlndtaif  minimums  or  if  landing  not  accomplished  within  0  mile,  turn  left  and  climb  to  1000*  on  R-046  within 
20niilesofLAL-VOR.  ' 

Ant  Carrier  Note:  Procedure  may  be  authorised  ootar  Ibr  earrlen  having  uiproval  of  their  arrangements  for  weather  and  communication  services  at  this  abport. 

Notes:  1.  Itinerant  flights  contact  Tampa  Approadi  Oontrol  for  approam  dearanoc  or  on  missed  approach.  2.  Two-mlnuto  holding  pattern,  right  turn  062*  Inbnd  may 
bt  used  In  lieu  of  procedtire  turn. 

Caution:  1135'  tower  West  of  procedure  turn  area. 

f  Limited  weather  information  available  to  public.    Alternate  ustfe  authorised  for  air  carriers  only. 


c.iy.  Lakeland;  State,  Fla. 


Airport  Name,  Drane  Field;  Elev.,  K^;  Fac.  Okss..  H-BVOR;  Went.,  LAL;  Procedun'  No  T.  rVOR-4.  Amdt.  3;  EfT.  Date,  27  Jan.  62;  Sup. 

Amdt.  No.  3;  Dated,  2  Sept.  «1 


1 

'i 
II 
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tULES  AND  REGULATIONS 


TUMiRAL  TO»  8TAl»»4«^  IwiTmrMevT  ArmoAcn  PKOccDirai — Continued 


TraaiiUaa 

Cellini  and  Tisibllity  mlnlmanu 

• 

T»- 

Courae  and 

Mlalmam 
alUtuda 

(/eet) 

2-«D(ln«  or  less 

More  than 
3-eagine, 

mora  than 
UknoU 

Condition        i 

.    &S  knots 
1      or  leas 

.More  than 
65knoU 

WtoMnaInt 

wiBom  VOR  

tMrwt        

Olrrrt       

3400 

am 

T-d fteo-Pi 

T-B   MJO-J 

C-da 1          W»-2 

1 

S0&-14 

500-3 

WM>-3 

r^ir'lir  Int 

wmona  VOR      .... 

r«M  akto  of  en,  315*  Outbnd,  lU*  Inbnd,  2400'  within  10  milrr 
rMtUty  •■  Hrpart. 

MtntiMBa  aMtuda  •▼«  hellltj  on  final  approach  ers,  1600'. 

If  TifDal  eawtact  aat  estaMlsbed  upon  descent  to  autboriied  laadini;  minimuoi.-^  ur  A  :  .u'.iuf  iu>t  .kv«iii|  I^licl  *  iilmi  u  n  nalr,  vUiuU  i>i  >Ui'  un  K  lu3  ON'  V  \'OIt  h  jilun 
lOmilea. 

CAtTTlOM:  1M4'  M3L  tower  3.1  mllee  SE  of  airport;  1200'  .M.SL  bluffs  0.8  ml  West  of  airi>ort. 

City,  Winona;  State.  Minn.;  .Mrport  Namp,  .Miini.ipal;  Kiev  .  656'.  Vsc   ('lass  .  VOB  (i'Ute-owne.l  rariluy).  I.Jcfjt  .  O.N  A.  PrortMlure  No   Ter  \  t»R  R  J15   Amdt.  Orit     KiT 

Date.  27  Jan.  U 


ODI-VOR I  Pickwick  IntV    Direct 

Plekwiek  Int* l  Home  Int"  (FlnaU.     Dinrt. 

Winona  Int I  Winona  VOR '  Dirett. 

I>o<lSilBt Winona  VOR '  Direct. 


MOO 


T  n  . 
C  dn. 


iO»l 
80O-2 


-J 

W>^3 


■■  Nartk  ttifttn,  VOf  Outbad.  30*  htbad.  aKW  vltiUn  l«  ni  «/  \  OK. 
MlnliMm  altitad«*Ter  Home  bit"  on  final  approach  ax  2000'. 
Crs  aotf  4tmma,  TIi—  Int**  t*  atrport,  XT— 13  mL 
If  Tisaai «n*wt  asl MtahUshed  opMi  deaeeat  to  aatherixed  landteff  lalaiiaaais or  iri<uhliiir  not  it<xx>iii|>liJi.(|  »t(hinOO  niile«,  dwiib  tu  JStio  un  R  315  ONA  VOR  within 


Ml 

NoTX:  Tnmixa*  aotharlaed  only  inr  aireraft  aonlpped  with  operatinc  dual  omnl  rrfvlvpr^ 
CAtTTWH:  UM' M8L  tower  3.1  miles  SE  of  airport.     130O' MSL  bluff:)  0.)  ml  We.^t  of  iir|>ort. 
*  PtokviiA  Int.  Int  R-S80  ODI-VOR  and  R-103  ONA-VOR. 
**  Homa  Int.  Int  R-317  ODI-VOR  and  R  103  0>iA-VOR. 

pity,  Winona;  State,  Minn.;  Airport  Name,  Municipal;  EleT  .  656':  t'jic   Cl(w«.,  VOR    -latr  owned  fi.iliiy     Idrnt  ,  03i.\,  Prowdurr  No.  Tit\  OR  R  103.  AnjJt    Orlir  ; 

KII.  Date,  -^  Jan.  «U 

5.  The  instrument  landing  system  procedures  prescribed   in  S  609.400  are  amended  to  read  in  part: 

ILS   STAHDAaD    ISSTtUME.NT    AfrROACH    PnOCTDrBI 

Bearte*.  haMlB*,  eauraM  and  radUlB  are  macTtKte.  Eterattaaa  and  aHltudaa  are  in  fret  .M8L.  CeUinc*  ar*  In  feet  above  airport  elevation.  DLnancta  art  in  naulkul 
milaa  nnjaai  ottaarwfae  indicated,  except  visibliiiies  which  are  In  sututa  mlka. 

IfaataatnnMatawraMkpraeadare  of  the  aboratrpa  la  eawluotad  at  the  beiow  named  airport.  It  ihall  be  In  acrardance  with  the  foUowlmr  laMrument  approach  procedure. 
nnleaa  aa  i|nraaah  is  eaadocted  in  accordance  with  a  llflerent  prooadare  for  such  airport  aiithorlferi  by  the  Admlnittrutor  of  the  Federal  Aviation  Agency.  Initial  apiiromlis 
ihall  ba  maai  «««r  urmrtiiil  routes.    MlnlniaBi  altitudes  shall  correspond  with  those  e^tabli.>bed  for  en  route  o|>en>tk>n  Lii  the  i>nrtlcular  area  or  as  set  forth  below. 


1 

Transition 

a 

CoiUni 

I  and  vislblUtr  mlnimumi 

— 

T»- 

Coiir^  and 

d!>!:ini-e 

Minimum 

altituile 

Coriillt  ion 

3-enirlne  or  l^as 

More  th^n 
S^nclne. 

From  - 

6,^knoU 
or  lew 

More  than 
66  knots 

more  than 

65  knot.< 

PIE-VOR. 

LOM 

I )  irtvt 

IMO 

ino 

#1500 

T-dn                                  .Tno-i 

30O-1 

aoo-1 
3no-^ 

600-2 

3f)0-  'i 

TPA-LTR 

LOM 

Utr^rt 

Witliiii  ji  miles... 

C-<ln 

400-1 

J00->^ 

fiOO-2 

.VlO-l'i 

'XKhh 
6«V-.' 

Radar  Terminal  Ar*a  1  ransltlon  Altitudes 

Radar  aMe 

s-<l-i: 

A  dn 

Vaat  aide  of  en,  34S*  OutbiKl.  148*  InfaMl,  ISOT  within  10  aaL 

MlB^Biai  tfUtads  at  gUde  riofia  ialovepttoii  tnhnd,  1300'. 

AltltadaaffttdaalapaaaddlataBaa  toapproMheiKlorninwaTat  OM,  liar— 4.2  mi.  ai  MM,  lg»'  -o  5  ml 

If  ▼iaoal  oontMt  not  estabUsbed  upon  deaoent  to  aatborlied  landlnc  mlnlmums  or  if  landlnx  not  acromplLshitl,  turn  rlxl't,  'limh  to  \'f«'  on  I'lK  VOR  K  270  within  30 
miles  or,  when  directed  bj  ATO,  torn  right  and  climb  to  1500*  on  crs  of  270*.  intercept  aud  proceed  out  230*  brnn  from  PI  LONI  »  itliin  M  miles. 

NoTca:  Mt-N  wquliad  whaa  glide  slope  not  utilized. 

#Radar  control  win  provide  1000'  vertical  clearance  within  a3-niile  radius  or  500'  v,tI:-  i!  ;.  vmmt  witliiu  a  3-  to  .Viiillf  indii:,!^'  ridiu.s  of  r  fho  t..wi'r<  Sfil'  in^l  19  .')  inil.-s 
ESE  and  113S' mal  23  miles  ESE  of  airport. 

City,  St.  Petersbmr;  State,  ria;  Airport  Name,  .<t   Pttersburj-Cloarwatt>r  International   Kl.v  ,  to',  t'tu-  Cla<w  ,  IT..>,  Mtnt  ,  I  VIK,  Pr'"-.  .Itip-  No  II..-^  17,  Anidt   1,  Eff.  P.ite 

27  Jan.  62,  Sap.  Aaadt.  .No.  OriK  ,  Patcd,  2  Dec.  61 


OEO-voR :  r.ovr 

OO-LFR I   I,OM 

Rockford  FM/Ut I.OM 

Harden  Lake  Int '  I.O.M. 


Direit. 
Direct. 
Dirfft. 
Dir-Ht. 


4500 
4.'W0 
VVX) 
6U00 


T-dn«... 
t;-dn 

3  -dn  :>1' 
A  dn      . 


.■14)0  1 
SUO-1 

600  2 


ano-i 

4U0-1 

a)o  \ 

600  2 

200^ '« 
500-1'i 
200- 'i 
600  2 


Radar  transitions  and  vectoring  usinf  f^pokane  Radar  authori?e<l  in  accord  in  i-e  with  ipi  rci\e.i  rad  ir  iiaKcrm  Wln-n  ii-^d  in  li.ii  <>!  |>roi>..!iirr  liii  n  :i;iKnin(  iit  on  fin  il  .ip- 
proach  lieadinc  within  10  mtiex  of  LO.M  a  reuuired. 

Procedure  turn  N  side  of  NK  cTif.(r>i^  Outhnd.  205°  Inbnd,  4.V)l)'  within  in  nu.     li.-^  .n  1  in  ri;i  \  \. 

.Shuttle  to  4500'  NB  of  LO.VI  on  .VE  crs  of  Ioc;iIi/er,  right  turns,  1  min. 

.Minimiun  altitude  at  O  .S.  Int  Inbnd.  3600'. 

AltJtadaof  gUdaalope  and  distance  to  appro.ich  exul  of  runway  at  I.OM.  351(j'    3  9  ni:   at  I.MM.  2M0'  O  6  ml 

If  visual  contact  not  eatablLshed  upon  descent  to  anthorlred  hindlnj  mlnlmums  or  if  landing  not  acrompllshod.  climb  str nrht  ahead  to  thc^  OPi  i  \  OR  and  climb  to  4(i»iO' 
on  R  210  withlBlOmioiOEU-VOKor.  when  directed  by  .ATC,  Ji  .Make  a  cliiDbingrnjht  turn  and  chin  b  to  4500'  un  K  271  within  A)  tin  or  make  a  ilimblna  rizhl  turn  return 
to  the  LOM  at  taOC.  ^ 

C\moN-.  Temln  and  tower  9028'  M.-^I.  Ifi  mi  NE  of  I.OM;  hinh  terrain  North  throueh  Ewt  of  airport:  31W  MSL  tower  4  7  mi  NE  of  QO-LFR  454^  .M3L  TV  tower 
6.5  mi  K  of  LFR. 

*Runway  visual  range  2600^  al.so  authorized  for  takeoff  on  Runway  21  in  lieu  of  200-    ,,  whun  200  ,'-»  Ij  authorized  provided  high  Intensity  runway  lighU  are  operational. 

"Runway  visual  range  2IJ00'  also  authorized  for  landing  on  Runway  21,  provided  all  it)mponenu  of  the  II.8,  high  Inten.<i1ty  runway  light*,  approach  llghtii,  condenser  ili»- 
charge  flaaben.  middle  aad  outer  oompaas  locators,  and  aU  related  airborne  equlpmeot  are  operating  satiafactorlly.  l>«sc«nt  below  257/  .MriL  shall  not  be  made  unless  visual 
contact  with  approoch  lights  has  been  estaMi.shed  or  the  aircraft  u  clear  of  the  clouds. 

City,  Spokane.  State,  Wivsh  :  Airjiort  N  irie,  ^i„^k  me  Intern  if  ;..nil.  Kiev  .  2.T.>':  Fae    CUlw  .  ir,.<?;  Ident  ,  I   OKO;  Proeedure  No    IT  S   .'I     \iii  If     1    Kff    P  ite,  27  J. in.  12; 

.•-'i|i    Am. It    No    .'.  1>U.  1,  1  1  t)(  t.  OO 


Fridayy  January  19,  1962 

I 


FEDERAL  REGISTER 

IL8  BtardaBB  iMRBVliBifT  Appkoach  PaociDDRi — Continued 


575 


TnuttloD 


■Frora- 


■^  iiungstow-n  VOR. 
^  iiungstown  LFR. 
Hubbard  KBn 


Hubbard  RBn. 
Hubbard  RBn. 
LOM  (Final).. 


Course  and 
distance 


Direct. 
Direct. 
Direct. 


Minlmom 

altitude 

(feet) 


2600 
2600 
2600 


Ceiling  and  visibility  iwinfn;nnm 


Condition 


T-dD.... 
C-dn.... 
8-dn-32- 
A-dn.... 


2-engine  or  leas 


66  knots 
or  len 


300-1 
400-1 
200- J4 
600-2 


More  than 
66  knots 


aoo-1 

800-1 

aoo-Ml 

600-2 


More  than 
3-engine, 

more  than 
66  knots 


300-} 2 
500-1 H 
300-Ji 
600-2 


Procedure  turn  N  side  of  crs,  139°  Outbnd,  31S*  Inbnd,  3000'  within  10  mi  of  Hubbard  RBn. 
.Minimum  altitude  at  Glide  Slope  interception  inbod,  aOOO'. 

Altitude  of  O.S.  and  distance  to  approach  end  of  my  at  CM  3680—4.7  mL;  at  MM  1385—0.6  mi. 

If  visual  contact  not  established  upon  descent  to  aatboriced  landing  minimums  or  if  landing  not  accomplished,  climb  tt)  2600'  straight  ahead,  make  right  turn  and  proceed 
to  Vouiigstown  VOR.    Hold  North  on  R-005  YNQ-VOR,  1-min.  right  turns,  185*  inbnd  at  2600'. 

(  iiv,  Youngstown;  State,  Ohio;  Airport  Name,  Youngstown;  Blev.,  1196':  Fac.  Class.,  ILS  MHW;  Ident.,  I-YNG  IIBD:  Procedure  No.  ILS-32,  Amdt.  6;  Efl.  Date, 

27  Jan.  62;  Sup.  Amdt.  No.  5  (1L8  portion  comb.  ILS-ADF);  Dated,  23  Nov.  57 

6.  The  radar  procedures  prescribed  In  S  609.500  are  amended  to  read  in  part: 

I  Badar  Stamdabd  Instsuhknt  Approach  Procedxtrk 

Bearlugs,  headings,  courses  and  radials  are  magnetic.  Elevations  and  altitudes  are  in  feet,  MSL.  Ceilings  are  iu  feet  alx)ve  uirport  elevation.  Distances  are  in  nautical 
miles  unless  otherwise  Indicated,  except  visibilities  which  are  In  statute  miles. 

If  a  radar  instrument  approach  is  conducted  at  the  bdow  named  airport,  it  shall  be  in  acocn^ance  with  the  following  instrument  procedure,  unless  an  approach  is  conducted 
In  accordance  with  a  dUTerent  procedure  for  socb  airport  autborlMd  by  tM  Administrator  of  the  Federal  Aviation  Agency.  Initial  ^proaches  shall  be  made  over  spedfled 
routes.  Minimum  altitude(s)  shall  correspond  with  ttaote  eatabUdMd  fcr  «n  roate  operation  in  the  particular  area  or  as  set  forth  below.  Positive  identtfleatkn  most  be  estatv 
Itshed  with  the  radar  controller.  From  initial  contact  with  radar  to  final  aatborlied  lanoing  mlnlmums,  the  instructions  of  the  radar  controller  are  mandatory  except  when 
(A)  visual  contact  is  estabUshed  on  final  approadi  at  or  before  deecent  to  the  aatborlied  landing  mlnimiuns,  or  (B)  at  pilot's  discretion  if  It  appears  desirable  to  diaomtinue 
the  approach,  except  when  the  radar  controller  may  direct  ottaerwlae  prior  to  final  approach,  a  missed  approach  shall  be  executed  as  provided  below  when  (A)  commiinication 
on  final  approach  Is  lost  for  more  than  5  seconds  dortaif  a  neeWon  ^^proeob.  or  for  more  than  30  seconds  diulng  a  surveillance  approach;  (B)  directed  by  radar  controller; 
(C)  visual  contact  is  not  esubllshed  upon  descent  to  aouwrued  landing  twitiimnttn.;  or  (D)  if  landing  is  not  accomplished. 


Radar  terminal  area  maneavering  sectors  and  altitudes 

Ceiling  and  visibility  mlnimams 

To 

Diet. 

Alt. 

Dist. 

Alt. 

Dist. 

Alt. 

Dist. 

Alt. 

• 

Dist. 

Alt 

Dist. 

Alt. 

Condition 

2-engine  or  leas 

Mora  than 
3-eiipne, 

more  than 
66  knots 

From 

66  knots 
or  less 

More  than 
66  knots 

3(iO 

040 
065 
005 
122 
230 
205 
360 

10 
10 
10 
10 
10 
10 
10 

2000 

2000 
3000 
3000 
3U00 
3000 
3000 

30 
10 
30 
13 
13 
30 
16 

3300 

3300 
3300 
3300 
3300 

3300 
3300 

T-dn'» 

Precision  approach  . 

300-1          aoo-1 
200-«        aoo-H 

400-1              400-1 
500-1              600-1 
600-2           m»-2 

irveillance  approach 

300-1             800-1 
600-1             900-1 
600-1              600-1 
500-1              800-1 

500-1              50O-1 

500-1              600-1 
400-1              400-1 
800-2             UKhi 

040 

30 

3700 

065 

200-<i 

0»5 

30 

ao 

3100 
1900 

8-dn-6R"' 

8-dn-6L 

C-dn       

300-H 

122 

400-1 

•'230 

500-1 H 
600-2 

•295 

30 

aeoo 

A-dn 

* 

S 
T-dn       

300-H 

eeo-ik 

600-1 
BOO-1.4 

500-1 

fiOO-lJ-s 
400-1 

C-dn-«L 

8-dn^L# 

C-dn-14,  36, 

8I^R. 
8-dn-14,  ^^ 

5U-R. 
33  I^R,  18,  27 
L-R,and32: 

C-dn      

8-dn 

A-dn 

800-3 

Radar  'erminal  area  transition  altitudee— all  bearinci  are  bom  tbe  radar  site  with  sector  atimutlis  progressing  clockwise. 

If  visual  contact  not  esUblisbed  upon  deaoent  to  aouioriaed  landing  mjnimgms  or  if  landing  not  aooomplished.  Runways  23L.  23R,  27R,  27L,  14  and  18,  cUmb  to  2300'  and 
proceed  to  YIP  LOM.  Runways  6L,  «R,  9L,  SO  and  t3i  climb  to  3600',  prooeed  to  BVM  VOR  on  170R  or  when  directed  by  ATC,  (1)  climb  to  2300',  iHX>oeed  via  W  crs  DTW 
LIR  tothe  DTW  LFR. 

.Mrcraft  executing  missed  approadi  may  after  being  reidentifled,  be  radar  controlled. 

#.Surveillance  approaches  straight-ia  to  nmway  9R  NA  dae  to  antenna  looatton  and  groimd  clutter. 

•Radar  transitions  in  vicinity  of  1340'  TWR  10  mL  W  will  be  eondneted  at  SSOO'  within  3  mi.  and  1800'  MSL  within  3-5  mi.  (inclusive). 

••Runway  visual  range  3600'  autboriaed  for  tak»«fl  In  Ueao(300-M  wtaen  aoO-M  aatborited  providing  high  intensity  runway  lights  are  in  satisfactory  operating  condition. 

•"Runway  visual  range  2600'  authorised  (or  lamUng  on  Bnwy  6B:  provided  that  all  components  of  the  PAR,  high-intensity  runway  lights,  apmroadi  lights,  condenser- 
(lischarfn  flashers,  middle  and  outer  compass  locators  and  all  related  airtwrne  equipment  are  operating  satisfactorily.  Descent  below  autboriied  landing  mlnlmam  altitude  of 
916'  MBL  shall  not  be  made  unless  visual  contact  witti  (he  approadi  Ug^ti  baa  been  established  or  the  aircraft  is  dear  of  clouds. 

City,  Detroit;  State,  Mich.;  Airport  Name,  Willow  Run;  Elev.,  716';  Fae.  Caaaa.  and  Ident,  Willow  Run  Radar;  Procedure  No.  l,  Amdt.  6;  Eff.  Date,  27  Jan.  98;  8ap.  Amdt 

No.  6;  Dated,  2  Sept.  61 


578 


RULES  AND  RE6ULATIONS 


Radui  Staxa. 


iM.^TtUMUiT   XmOXCM   r«>JLKDU>B 

('«il1nf«  mrt  In  frrt  •t'orf  »ir|«>tt  rirvation 


I'tstancrs  ar«  lo  naudr*! 


«nrt  n>lial.s  arr  aiajfTftic.     FleTmtton  nKl  kltltudn  »rr  in  ftri.  MHL. 
».,....  ucrpt  vuiMliUrs  wbieta  ar«  In  jtBtute  mUra.  u  .  •         > 

■ponaefa  t>  ooaductcd  at  the  b«low  named  airport.  It  ahaU  be  in  accor^lanon  with  tlie  fc>noir1ni  Instrument  nrooeJuir,  unless  or  approach  la  conductor 
piowdnre  tor  soeh  aliport  anthortwd  by  tl»  Adtobrtstrator  of  the  KwlermJ  Ariatloo  Airkt     InJtW  ■pproachw  shaU  be  nwde  orer  apecine^l 


_     ua  t'tlt~MBf  «»«»n  eorreapond  with  tho«e  wubllsbed  (or  eo  route  operation  In  the  partlcuUr  area  or  as  let  forth  below,     roaitlre  Identification  must  be  e«tal>- 
I  tlM  rsdareOBttSoir.     from  initial  contact  with  ratter  t«  final  autborlted  landing  minlmums,  tlw  ln.itructlons  of  ttte  radar  rvnlroUer  ari^  mandatory  except  whon 


i  OB  ftnal  afwroach  at  or  balon  dMoant  t*  tka  autlMrlu'd  lanJlnc  mlnlmums,  or  |l<)  at  pllot'it  discrvdon  if  It  ap|>ean  Jealrable  to  discontlniit' 
llig  radv  con  trotter  may  diract  oUMrwtae  prior  le  ttaal  appriMCh.  ■»  ml»»e<l  apiirtwich  jhall  U-  euK-utt-d  as  provided  N-low  when  (A)  coniniunlcutldii 

mn  i  secon<ls  durinc  a  prwisloa  a(>proarh.  or  for  luorf  than  JO  vHtimls  durlnrt  a  stir'     "   ""    '     '"     '        '■  '  '""  -■•'■■-        •--n.  - 

opon  descent  to  autborlied  landiof  minlrnuni-s   or    1)    If  laiidinx  i'  ""t  atxx>riiiillshed. 


OB  Wii^  arfrfnit^  b  IotI  tot  man  ttmi  i  secon<ls  durinc  a  pr*<<3lo«  a(>proarh.  or  for  mori-  than  JO  vHtimls  durlnrt  a  survi'ill^jjiri-  approatli    (  H'  din-itt-d  by  rudar  controlU-r, 
(C)  TlwSroBBtaoHi  not  aaUbllshed  I 


Tranattlxn 


FroBi- 


1,. 


ooc. 


Maj' 


I  "-lurv  an  1 
di^lanre 


Within  W  rTi 


Mluliuuiu 

altitude 

I  fret) 


rrt» 


Oiling  ind  visibility  mlnimums 


I'-f-nKUw  or  liss 


lull  liiiiin 


T-dn*# 

r  dii'^   

S  dn-luKM. 
A  dn  All   ... 


G£  knoU 
or  less 


More  than 
65  knots 


Nfi>n?  Ih;ni 
Vl-englne. 

more  than 
•6  knnt^ 


I 
r'i>(  isKin  approach 

:v»  1 

7III>-1 
■Mi-'t 

roo-5 


300-1   I 

:i»o-i 

7»»-2  I 


T  dn'     .     . 

C-dn'^e 

S  -da-WR   . 
S-dn-lOKt 
A-dn-All   .. 


■ini-r  :i|)proinJi 


aoai 

700-1 
700-1 
7U0-1 
«IO-2 


300-1 
700-1 
700-1 
700-1 

aoo-1 


?00  '-J 
TOO  I'l 
200-'^ 
700  •.' 


aoo-'i 
Tao-iS 

700-1 
700-1 
HO-3 


veetorte  utilUimt  PortbUKl  Radar  authartaed  in  accordance  with  aptiroved  Radar  patterns  and  sector  altitude^ 

If  w«iJ«v»tai<  iw»t  «.it«hlliih«Jiipnn  des«-ent  to  aatiiorlaed  landtag  mtnlliint  or  if  laodini  not  acoonitWLsboil. 

AilnnwafK  CUmb  toJOOir  direct  to  PO-LKR  or  I'DX-VOR  or,  when  directed  by  ATC,  Runway  luK  Clunb  to  JinO'  un  crs  OOh"  D.X  I. MM  witliln  10  railc«;  Runwiy 
28R    Climb  to  aOO'  oa  NW  crs  PDX  IL8  locallier  278*  to  Sauvica  Island  RBn. 

•X0-X«BllMrt»««BB«Bw«yilflB-Ls28R-Lonly.     700-2  re<iuire.l  on  Runway  JO  „     „    .     .  u  ,    u. 

##Rimw«T  Ttaat  mon  3800'  also  authorized  for  ijndmg  on  runway  luH,  provided  (hit  iil  .■orii[T<)ru'nH  of  the  T  \R.  l\ii:h  iiU-iiMty  riiiwiy  lii;!it.«.  npproach  lights,  ron- 
deiuer  diMkarf*  BMlMrt,  tnlddle  and  outer  compass  locators,  and  nil  rclatei  lirbornc  <>iu;pTn.nt  are  in  ■titusf  u  tnry  oi>or  ilinj;  condition.  IVMvnt  tielow  223'  M9L  stall  not 
ha  aadaialaa  rtm^mm^mt  vlth  the  approach  lights  has  U-en  est  kbiush*-'!  or  thn.iirtT  ift  i>  lU-  xr  uf  rluU'H. 

_  .,i:,.;i  jio' ^  ,,  juiii.iri'o  I  |iri)\  .'liHi;  lii^-li  inter.-. I;,  ruiuv.iy  lights  arc  oper;Uional. 


#Kaiw*T  Ttaualrwacs 2000' also  authorized  for  takeoiT  un  HutiMay  loK  m  !:.  u  </ J" 
%CAUTION   «4'  {f  SL  terrain  1  S  ■»!  8K  of  airport 


tJifintmiB  •UttMia  of«r  S-mUe  radar  fli  inbnrl  on  final.  900'. 
City.  Portland;  State.  Oreg  ;  Airport  \  iire.  ri.rtl.md  Iiitorniiion  . 


k:.  s 


:.(  ,  K  1.     ('.  ,-     i!.'l  I. lent  ,  I'.rt;  ml  I;  i  i 
.Mndt    No    (     I  >  itp  I,  ^1  x-p'    'd 


r:^>ci'  hire  No   1,  Af 


1-  IT    l>  !'•  ,  '.•:  Jjii    G.\  Sup 


These  procedures  shall  become  effective  on  the  dates  specified  therein. 

(SMS.  31S(A).  307(C).  72   SUt.   762.   749;    40  UJB  C.    ISM(a).   1348(c)) 

Issued  to  Waihixigton.  D.C,  on  December  22. 1961. 

(F  R    Doc   62    103;  Filed,  Jan    18    1962.  8  45  a  m  I 


Geoige  C.  Prill. 

Director,  Flight  Standards  Service. 


[Reg  Docket  No  1017.  Amdt  254] 

PART  609— STANDARD  INSTRUMENT  APPROACH   PROCEDURES 

Miscellan*ous  Amendments 

The  iMrnrtmmti  to  standard  instrument  approach  procedures  contained  herein  are  being  adopted  to  become  effective 
when  indleated  to  order  to  promote  safety.  The  revised  procedures  supersede  the  existing  procedures  of  the  same  classl- 
flcafckn  now  to  effect  tor  the  airports  specified  thereto.  For  the  convenience  of  the  users,  the  revised  procedures  specify  the 
complete  procedure  and  todlcate  the  changes  to  the  existinc  procedures. 

As  a  Mtoatton  exists  which  demands  tounediate  actkm  in  the  toterests  of  safety  to  air  commerce,  I  find  that  compliance 
with  the  notice,  procedure  and  effective  date  provisions  of  section  4  of  the  Administrative  Procedure  Act  would  be  contrary 
to  the  public  toterest  and  Is  therefore  not  required. 

Pursuant  to  the  authority  delegated  to  me  by  the  Administrator  (24  P.R   5662),  Part  609  is  amended  as  follows: 
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1.  The  low  or  medium  frequency  range  procedures  prescribed  to  i  609.100(a)  are  amended  to  read  to  part: 

LFR  Standabd  Inbtbviient  Appboach  Fboceditse 

IK'^Uup',  hoadiiurs,  ooursos  and  radials  are  maKneflc.  Elavatioas  and  altltades  are  in  feet  M8L.  CeilingB  are  in  feet  above  airport  elevation.  DlstaiioeB  are  in  nautical 
III  lie!*  unl(«a  otbexwl2<e  Indicated,  except  visibllitie!  which  ar«  in  statot«  milei. 

If  an  in-stniment  approach  procedure  of  the  above  tvpe  to  oondooted  at  the  below  named  airport,  it  shall  be  in  accordance  with  the  following  instraraent  appnatA  ptocadnm 
uiilr^  an  aiiproach  1^  conducted  In  accordance  with  a  dfOcrent  proeednce  for  soeh  airport  authorized  by  the  Admlntotratw  of  the  Federal  Aviation  Agency.  Initial  tppnueb, 
sh.iU  be  mude  over  siicclflcd  rout(«.    Mtnimum  altitndes  shall  correspond  with  those  established  for  en  roate  operation  in  the  particular  area  «  as  set  liirth  beknr. 


Transition 

Calling  and  visibility  mintmnnis 

To- 

Coiuse  and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2^nglne  or  less 

More  than 
>«Dcine, 

Kroni— 

«fi  knots 
or  less 

More  than 
«S  knots 

men  than 
60  knots 

MQ-LFR 

Direct 

3500 
3500 

T-dn 

aoo-1 

000-1 
600-2 
800-2 

M(lW-VOR                                    

MO-LFR 

Direct 

Direct. _ 

C-d 

MQ-LFR 

C-n 

A-dn 

Procedure  turn  W  side  N  W  crs,*^*  ootbnd,  140°  inbnd,  2000'  within  10  mii 
.Minimum  altitude  over  facUity  on  final  approach  ers,  *2100'. 
Crs  and  distance,  facility  to  airport,  ITS"— 4.9  mi. 

If  visual  contact  not  established  upon  descent  to  autboriied  landing  minimiuns  or  if  lunding  not  :iocomplishc<l  within  4.9  mi,  climh  to  4000'  on  SW  crs  within  10  mi,  reverse 
course,  proceed  to  MO  LFR.    Hold  on  NW  crs  MO  LFR,  1-minutc  right  turns. 
'Caution:  2205'  terrain  4  mi  SE  of  airport, 
iint  MO-LFR  8 W  crs  and  R-S28  MOW-VOR. 
##Int  NE  crs  MQ-LFR  and  R-364  MOW-VOR. 

Ciiv.  MorRautowTi;  State,  W.  Va.;  Airport  Name,  Morgantown;  Elcv.,  1256';  Fac.  Cla.<wi.,  SBMRLZ;  Idtiil.,  M(J;  Procedure  No.  1,  .^^mdt.  3;  Efl.  Date,  3  Feb  62;  Sup.  Amdt. 

No.  2;  Dated,  27  May  61 

2.  The  automatic  direction  finding  procedures  prescribed  to  §  609.100(b)  are  amended  to  read  to  part: 

AD7  Standako  tstmvuEKT  Approach  Pbocedure 

litATlngs,  headiug.',  courses  and  radials  arc  magnetic.  Elevations  and  altitudes  are  in  feet,  MSL.  Ceilings  are  in  feet  above  airport  elevation.  Distances  are  in  nautical 
miles  imless  otborwise  indicated,  except  visibilitieB  whldi  are  in  statute  miles. 

If  an  Instrument  approach  procedure  of  the  above  type  is  oondacted  at  the  below  named  airport,  it  shall  be  in  accordance  with  the  following  instrument  approadi  pnoedarc, 
uiilo^f  an  approach  Is  conducted  In  accordance  with  a  dinerent  proosdnre  for  such  airport  authorixed  by  the  Administrator  of  the  Federal  Aviation  Agency,  uitial  approaches 
.--hall  be  made  over  specified  routes.    Minimimi  altitudes  shail  ccrreqmnd  with  those  established  for  en  route  operation  in  the  particular  area  or  as  set  forth  beknr. 


Transltton 

1 

To- 

Course  and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-englne  or  less 

More  than 
»«ngine, 

66  knots 

From—                          ' 

«5  knots 
or  less 

More  than 
66  knots 

LOM  

Direct 

2600 
2600 
2600 
2600 
2600 
2(KK) 

T-dn 

300-1 
SOO-1 
500-1 
800-2 

300^ 
600-1 

UO-1 
800-2 

aoo-H 

800-lH 

WavTie  Int                                                     ..  ._ 

LOM           .            

Direct 

C-dn 

Crown  City  Int        T... 

LOM 

Direct 

8-dn 

SOO-1 

F.CH  VOR      .                  

Naples  Int** 

Direct 

A-dn 

800-2 

YUK  \'OR                                             .  .  -. 

Naples  Int** 

Direct 

Nuples  Int 

LO\f  (Final) 

Direct 

rrott'dure  turn  Soutb  side  of  crs,  2M°  outbnd,  114*  Intad.  3600'  within  10  ml. 

.Minimum  altitude  over  facUity  on  Inal  approach  en,  3000'. 

Crs  and  distance,  facility  to  airport,  114*--4.7  mi. 

I  f  \isual  contact  not  established  upon  descent  to  aotboriMd  landing  mtnimnma  or  if  landing  not  accomplished  within  4.7  mi  after  passing  LOM,  make  a  right  climbing  turn 
to  .'600'  on  crs  294°  to  LOM,  hold  W  I-minute,  right  tmrn,  114*  inbnd.  3M*  oatbnd  or,  when  directed  by  ATC,  right  cUmbing  turn  to  2600'  on  crs  180°,  intercept  R-080  ECB- 
\  OK,  proceed  to  ECB-VOR,  itold  W  l-minute  rbht  tmrn.  084*  inbod,  364*  ootbnt}. 

•'.Naples  Int:  Int  YRK-VOR  R-I44and  K0B-V0BB-<B4. 

Tit  V,  HuntlnKton;  State,  W.  Vs.;  Airport  Name,  Tri-State;  Elev.,  828';  Fac.  Class.,  LOM;  Ident.,  HT;  Procedure  No.  1,  Amdt.  2;  Eff.  Date,  3  Feb.  62;  Sup.  Amdt.  No.  1! 

Dated,  18  June  60 


I.fV«  Vogrts  VOR. 


Las  Vefas  RBn. 


Direct. 


9000 


T-d... 
O-d... 
A-dn. 


aoo-1 

600-1 
NA 


800^ 
600^ 
NA 


aoo-1 

600-1 H 
NA 


Procrdure  turn  E  side  of  crs.  182°  outbnd,  003*  inbnd,  nOC  within  10  ml.    NA  beyond  10  ml. 
.Minimum  altitude  over  facility  on  Ifaial  appnwch  ors,  TMC. 
Crs  and  distance,  facility  to  airport,  003*— 2.3  mi. 

If  vLsual  contact  not  established  upon  descent  to  authorlied  twdtng  minlmums  or  if  landing  not  accomplished  within  2.9  mi  after  passing  LV  RBn,  climb  to  10,000'  on  025* 
brn(!  from  LV  RBn  within  20  mi. 

NOTX:  Air  carrier  use  not  autborlted. 

City,  Las  Vegas;  State,  N.  Mex.;  Airport  Nam«,*Las  Vegas;  Kiev.,  tMV;  Fac.  Class.,  MHW;  Ident.,  LV;  Procedure  No.  1,  Amdt.  Grig.;  Efl.  Date,  8  Feb.  03,  or  on  com.  of 

facility 


T-dn 

300-1 

C-d, 

:r        600-1 

C-n 

eoo-2 

8-17-d 

600-1 

8-17-n 

00O-2 

A-dn 

800-2 

Procedure  turn  W  side  of  crs,  363°  outbnd,  ITS*  inbnd,  2000'  within  10  mL 
Minimum  altitude  over  facility  on  final  approadi  crs.  2100'. 
Crs  and  distance,  facility  to  alrixirt,  ITS— 4.0  mL 

If  visual  oonUct  not  established  upon  descent  to  aotborised  landing  mfniwuimii  or  if  landing  not  accompUsbed  within  4.9  mi,  climb  to  4000'  on  crs  of  216'  wKfaIn  10  mf  of 
^(organtown  LFR,  reverse  course,  proceed  to  MO  LFR. 
Bold  N W  on  3M°  crs  of  MQ  LFR,  1-minute  right  toUM. 
C  Amox:  High  terrain  4  mi  SE  of  airport. 

City,  Morgantown;  State,  W.  Va;  Airport  Name,  Morgantown;  Kiev.,  1380';  Fac  Class.,  SBMRLZ;  Id«it.,  MG;  Procedure  No.  1,  Amdt.  2;  Efl.* Date,  8  Feb.  62;  Sop.  Amdt. 

No.  1;  Dated,  9  JoL  66 


578  RULES  AND  REGULATIONS 

3.  The  rerj  high  frequency  omninnge  (VOR)  procedures  prescribed  in  i  609  lOO'O  are  amended  to  read  In  part: 

VOR  8T*jn>AB>  iNsaitrMKirT  AmtOAm  PaocEorRr 


EteraMaas  knd  mltltudM  ftr*  In  feat  MSL.    CelUnii  are  In  iivt  iiU)ve  airport  el«v»tiuo.    DlalaooM  axe  In  oauticul 
i«»t«d,  except  TlilbUltlea  whlcb  are  in  sUtute  milfs. 

•f  tha  abore  typa li  MB flnrtari  at  the  >»»tow  nanitl  airport,  ttthall  be  In  accor cUnoe  with  the  foUowlnf  Inatnunent  approach  proeedurp, 
with  a  <ufc»«t  praoidare  lor  aaoh  airi>ort  authorlirU  by  Ibe  Administrator  of  the  Fe<Wal  Aviation  Afency.    InlUal  approactios 
MtatBvm  aitltadaa  ahail  eomapoad  with  tboae  astaUliabed  tor  en  roult-  u{wraUoa  m  the  [lartlcular  area  or  as  let  Corth  below. 


Transition 

('<-ihnf;  and  vLslljillty  mltilmtims 

*^- 

I 

("omlition 

2-enginc  or  less 

More  tlinn 
2-enjtltir. 

more  tlmn 
66  knot.s 

Trooa— 

^^^  knots    1  More  tiian 
ur  U'{<s      1     tiS  linots 

PROCEDURB  OANCKLKD,  EFFECTIVE  KKBRlARY  3,  ia«J. 


City,  Columbus;  State,  N.  Mex.;  Airport  Name,  Columbus  Iiitornnti.inal  FipM.  EJev  ,  4<i.'4  ,  Fur   ("Uk"  .  H\i'i;    Mciit  .  (T 

57,  Suji  A  milt.  No.  -'.  l)ato<l,  J7  May  M 


I'liHi'liiro  \i)   1,    \nill    3.  Ed.  Date,  27  Apr. 


4.  The  terminal  very  high  frequency  omnirange  (TerVOR)  procedures  prescribed  in  S  609.200  are  amended  to  read  in  part: 

Terminal  \'uR  SiAsnARD  Instrime.s't  AprROA<n  PROotDfRi 

BearincB,  horlli^  eoanei  and  radlaJR  are  magnetic  Eleratioos  and  altitudes  are  in  fit't  M6L.  ('t'il.ui;.>  ore  m  d'Ot  a(>o\o  airport  ekvation.  Di.stancrs  are  in  naulic:!! 
miles  imle«  otberwlsemdlcated,  except  viaibfUties  which  are  In  statute  miles. 

U  an  Instrument  approach  procedure  o/ the  above  type  l5  roniluct(-d  at  the  boluiii- nnniHl  H]T'port.  It  shall  be  In  arrnrdanre  with  the  foltowine  In.-itrument  appraarh  prooedirre, 
nnleas  an  approach  b  conducted  In  accordance  with  a  different  i  rocrdurr  for  such  air(><  rt  authorlied  t>y  the  Adiiiliil.strator  uf  the  Federal  Aviation  Airitcy.  Inittal  approaches 
shall  b«  made  over  spedfled  route*.    Minimum  altitudes  shall  corTes|>ond  with  thu!>e  e>-taMishe«l  for  en  route  o(it'ratiou  In  the  particular  area  or  aii  set  lorUi  t>eJow. 


Transition 

Celling  and  vLslbilUy  minlmums 

T»- 

Courae  and 

'Ustance 

.Minimum 
altitude 

UcelJ 

Condition 

2-eng1ne  or  leaa 

More  than 
J-enfjlne, 

more  than 
66  knot.s 

From— 

Ck^  knots 
or  leas 

.More  than 
Uknota 

HSV  VOR 

p»li»rd  Intoi;, 

n»lUr(1  Tnt^ 

Direct 

2ano 

ami) 
IJW 

T-dn    

snt^i 

.VIO-l 
lilH>-2 

wm  1 

»K>  2 
1I)H>  2 

300-1 
.VIO-l 

aix>-2 

M)0-1 

«)0-2 

1000-2 

300  1 

Rocket  FM^or  abeam  lU'A  RBn... 
HIA  VOR  iKtnsP                      

I  Mrect      

.S  -d    17 

ti-n-17 

fillO  1 

Rocket  FM©  or  abeam  Iir  A  RBn     

Dirnf        

6UO-2 

C  d 

C  n  

A-dn 

8(10  I 'i 
900-2 
1000-2 

PrtMadnre  tarn  W  side  of  era,  390°  outbnd.  170*  inhod,  2900'  within  10  mi  N  of  K<><  l< 

hlMmtam  aJtlfairta  avar  VOR  on  final  approach  cri.  IXCf. 

Dtatanae.  Boekat  TMA  or  abeam  UUA  RBn  to  rimway.  3  5  ml. 

Crt  an4  dtatanca,  breaiofl  point  to  approach  end  of  Runwav  17,  167"— 0  4  mi. 

If  rteoal  contact  not  eatablMwd  apoa  descent  to  autborired  landisR  mintmnms  or  ii 

NOTK:  MiUUrT  autbartty  requires.    Airport  not  available  to  the  general  public 

Other  C^mm:  Delataa  transition  from  HUA-VOR 

#MaintataS00' 


I  \l(<«  or  alv.tm  11  r  A  lil«n. 


'  \n  ti'i^  not  \rroril'!;hi-1  o\  er  11 '   A   \  t  "K,  I'l'  n  '  ii.'1'I    iii-l  ci:!!'!'  '■>  J.'i'si'  tin  K   .■^.'i'>. 


MSL  uotll  after  passing  atieam  Ul'A  RBn  or  Rocket  FM#  Inbouu.l  on  fln.il.  . 

S Ballard  Int:  Int  R-Ul  HT'A  and  R-23S  HSV. 
Rockat  FM:  Continuous  dashes  on  400  cycles— located  at  Relstone  (nUA)  RBn  site. 

City,  nuntsville;  SUte,  Ala.;  Airrort  Name.  Re.lstone  CArniy,.  Kiev..  07V:  Fme  Clam  ,  VOR,  Ident  .  IICA,  r:occdurc  No   TtrVull  IT 

Anidt.  No.  2;  Date.l,  3  Aug.  57 


Aiii.lt.  3,  KlI.  I>ule.  3  Feb   61';  Sujv 


8HV  VOR      

DTN  VOR 

DIreit 

Direct 

Direct 

.«X> 

1400 
1400 
1400 
1900 
700 

T-dn..„ 

0-da 

SOO-1 
•lO-I}^ 
SOO-1 
8002 

>00-1 

aoo-iH 

•OO-i 
800-3 

SOO-1 

BAD  VOR 

DT.N   VOR 

ono-i'j 

not*oa  Tnt                 . 

DT.V  VOR 

8-dn-14 

A-dn 

SOO-I 

Lociealnt 

KArnA'*^  Int 

DTN  VOR 

DT.N  VOR..                                   

Direct....  

Direct 

Dlrett 

•00^3 

Lee  Int* 

DT.N  VOR  (Final) 

Radar  vectoring  authorized  In  accordance  with  approved  patterns. 

PToca<lDi«  tarn  N  atde  of  crs  at  Lee  Int*,  310*  ontbnd,  130*  tnbnd.  7400'  within  10  w.'. 

Mtnlnwm  altitude  avar  taclllty  on  final  approach  crs,  700';  over  I.ee  Int.'lWW. 

Crs  and  dlilaace.  Lea  Int*  to  airport.  130*— 6.0  mL 

Cn  and  dlatiBce,  breakofl  point  to  end  of  runway,  133*— 0.7  ml. 

If  vlwial  contact  l>ot  eatabllshed  upon  deecent  to  anthorliol  landing  minimum."  or  if  I. in  I  in;;  not  ireijmpliHhp.l  after  t>^^<ing  NOR,  rlmilnjn  I)  TV  H   I.M  U)  I'hnV  wit'iin  yi  ml, 

Caotmw:  tUV  MSL  tawer  l.(  ml  NW  of  airport  oo  approach  path.    1444'  MciL  tower  U  ml  .N  W  ol  airport.    Nuiiii'ruu:>  towers  and  ^iiiuke  >ta('k.>  lu  unj  surrouiidinc  Held. 

N'otr:  Air  carrier  use  not  authorUed. 

*Lea  Int;  Int  ASL  R-057  and  DTN  R  310  (minimum  altitude  1900'). 

City,  Shreveport;  Stat-.  La.;  Airport  Name,  Downtown,  Kiev  ,  I7y,  Fae.  CIja«.,  \  '  •!;,  IJtnt  .  Dl  N.  rruccJurc  .No.  TerVOR,  Amdt.  Orlp  ;  Efl.  Date,  3  Feb.  63 


I 
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Bearings,  headinfB,  courses  and  radiate  are  macnetle.  EIb»  atioBi  and  aHitadea  are  in  feet.  MSL.  Ceilings  are  in  feet  above  airport  elevation.  Distances  are  in  nautical  miles 
unless  otherwise  Indicated,  except  visibilities  which  are  in  itatnta  rnUea. 

If  an  Instniment  approach  procedioeofttaeabovatTPBiioOBdaeled  at  thtbetownamed  airport,  it  shall  be  in  accordance  with  the  foilowing  inetnunent  approach  procedure. 
unless  an  approach  is  oondncted  In  acoordaooe  with  a  mJBrentuioceduBa  Ibr  sneb  airport  authorized  by  ttie  Administrator  of  the  Federal  Ayiatlon  Agency,  initial  ^tproacbet 
shall  be  made  over  speotfled  rotites.    Minimum  altltndei  ftaaOreomBpoDd  with  those  established  for  en  route  operation  in  the  particolar  area  or  as  set  forth  below. 


5.  The  instrument  landing  system  prooedUFM  iMrescrtbcd  in  I  609.400  are  amended  to  read  in  part: 

IL8  Btandabd  IiranuMKNT  Appboacb  Procedure 


TrmnsittoB 

Celling  and  visibility  mlnimuma 

To- 

Course and 

distance 

Minimum 
altitude 

(feet) 

Condition 

2-engii>e  or  less 

More  than 
2-engine, 

more  than 
66  knots 

From— 

65knoU 
or  less 

65  knots 

OXR-VOR        

ils  W  era 

057*— 18' 

5000 
5600 
5000 
5000 
5300 
5000 
5000 

5000 
2800 

T-dn# 

300-1 
900-lH 
900-2 
300-54 

300-1 

900-l« 

900-2 

300-H 

900-2 

300-1 

Saugus Int                    -           

LOM 

Direct 

Direct.- 

Direct 

C-d* 

fl0O-l« 
BOO-2 

Miilibu  Int                                   

LOM 

C-n* 

I't    Dume  Int                              

LOM 

S-dn-7" 

A -(in 

300-^ 
900-2 

Npwhall  LFR                                           .     ... 

LOM 

Direct 

Direct. 

Direct           

hilUiioreVOR         

Woodland  Int%.                          

1 
1 

Int   LAX-VOR   R  277  and  Lake  Hughes 

Woodland  Int% 

VOR  R  169. 
Twin  Lakes  Int                         .               .  ... 

Wnmnand  Tnt% 

Direct .'. 

Woodland  Int%..                - 

T-OM  (FJral)  " 

Direct 

Radar  transitions  and  vectoring  using  Burbank  radar  authorized  in  accordance  with  approved  radar  patterns. 

i-rocedure  turn  8  side  of  crs,  256°  outbnd.  076*  inbnd,  4000'  within  10  mi  of  LOM.    Beyond  10  mi  NA. 

.M  inimum  altitude  at  glide  slope  interoepticii  inbnd.  3800'. 

Altitude  of  O.S.  and  distance  to  appr  end  of  rnwy  at  OM,  2738'— «.0  ml;  at  MM.  1355'— 1,7  mi;  at  LIM,  924'— 0,4  mi. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minlmums  or  if  landing  not  accompilished  immediate  right  turn,  climbing  to  4O0O'  on  W  crs  BUR  ILS 
«  ithin  10  mi  W  ol  LOM  or,  when  directed  by  ATC,  climb  to  3000'  on  SE  crs  BUR  LFR,  turn  right,  return  to  LFR  climbing  to  5000',  or  climb  to  5O0O'  on  8E  en  BUB  LFR 
within  15  mi. 

Cai'TIOn:  High  terrain  NE  and  E  of  airport. 

AIR  Carrier  Notes:  Sliding  scale  prohibited  below  H  mi  for  takeoff  on  rimways  7,  15,  33,  and  for  straight-in  landing  minima.    Sliding  scale  N.\  for  circling  minima.  \  | 

NfiTrs:  All  compor»ents  of  ILS  system  most  be  atilized.    Nonstandard  installation.    Localizer  antenna  at  approach  end  of  runway. 

#JiK>-ii  authoriied  for  takeoff  on  runway  25  only. 

•Maneuvering  NE  and  E  of  airport  NA. 

••■■Jtraight-in  minlmums  will  be  40l>-l  if  glide  slope  not  received. 

'^^  Woodland  Int:  Int  BUR  ILS  W  crs  and  FiUmore  VOR  R-IU. 

(  iiv,  nurliank;  State,  Calif.;  .\irport  Name,  Lockheed  Air  Terminal;  Elev.,  775';  Fac.  Cla.ss.,  U,S;  Mont.,  I  BUR;  Procedure  No.  ILS-7,  .\mdt.  14;  Efl.  Date,  3  Feb.  62; 

Sup.  Amdt.  No.  13;  Dat«d,  U  Nov.  61 


lliiniingfon  RBn                        .  

LOM 

Direct.. 

2600 
2600 
2600 
2600 
2600 
2000 

T-dn.. 

300-1 
600-1 
400-1 
800-2 

300-1 
60O-1 
400-1 
80O-2 

aoo-H 

LOM - 

Direct 

V-dn_ 

eoo-m 

frown  Cily  Int 

KH-VOK 

LOM - 

Naples  Int** - 

Naples  Int**    ...1 

Direct.. 

Direct 

S-dn-11 

A-dn.. 

400-1 
800-2 

^  KK-VOR 

Dh-ect 

Naples  Int         

LOM  (FiPfil) 

Direct 

Frocedure  turn  S  side  of  crs,  294*  outbnd,  114*  inbnd.  2800'  within  10  mi. 

M  ininiuni  altitude  over  facility  on  final  approach  crs,  2000'  over  LOM. 

Crs  and  dL-Umce.  facility  to  airport.  114*— 4.7  mi. 

If  visual  contact  not  established  opon  deooent  to  authorized  landing  minlmums  or  if  landing  not  accomplished  make  a  right  climbing  turn  to  2600'  on  crs  294°  to  LOM. 
Mold  W,  1  minute,  right  turn  114°  inbnd,  294* outbnd, or,  when  directed  by  ATC,  right  climbing  turn  1*2600' ou  crs  ISO",  imerc«pt  R-080  ECB-VOR,  proceed  to  ECB-VOK, 
li.l  1  W.  i-niinute,  right  turn,  084°  inbnd.  264*oatbiid. 

Ni  )TK    No  glide  .slope.    Procedure  based  on  localizer— LOM  and  LMM. 

••Nai.lc5  Int:  Int  VRK-VOR  R-144  and  Ilnntington  ILS  crs  114*  inbnd,  and  ECB-VOR  R-024. 

<    iv,  Huntinitton;  Stale,  W.  Va  ;  Airport  Name.  Tri-SUtc;  Elev..  828*;  Fac.  Class.,  ILS;  Ident.,  I-IITS;  Procedure  No.  ILS-11,  Amdt,  3;  Eff.  Date,  3  Feb.  62;  Sup,  .^^mdt. 

No.  2;  Dated.  1  Apr.  61 


p . 

1  \X  RHn                       .                

LOM 

Direct 

3000 
3000 
3000 
3000 
3000 
3000 
1800 

T-dn*..- 

300-1 
500-1 
300^ 
600-2 

300-1 
60O-1 

600-2 

aoo-H 

I  <\  Il'kbra  lilt 

DowiMy  FM-RBn 

Direct             

C-dn 

600-lH 

I.I)  H  VOR 

Downer  FM-BBn 

Direct 

S-dn-25L# 

A-dn 

aoo-H 

1 .  ( i  H  \'  O  K 

LOM  

Direct 

80O-2 

llollvwood  Hills  KM 

LOM     --- 

Direct 

I.VX  VOR                                               

LOM 

Direct 

Downey  F.M-RBti 

LOM  (Final) 

Direct 

Radar  vectoring  authoriied  in  acoordance  with  approTcd  patterns. 

I'rotvdure  turn  8  side  of  crs,  068°  outl»id.  348*  intad.  MOO'  within  10  ihi. 

M  inimum  altitude  at  glide  slope  kit  inbnd,  JOO*'.    (Aircraft  will  makitain  3000*  until  intercepting  glide  slope  unless  otherwise  advised  by  ATC.) 

Altitude  of  glide  slope  and  distance  to  approadi  end  of  runway  at  OM.  1830'— 5.4  mi;  at  MM,  3;i5'— 0.66  mi. 

If  V usual  contact  not  established  upon  deecent  to  authorized  landinc  minlmums  or  if  landing  not  accomplished  climb  to  2000'  on  W  crs  LAX  ILS  witbm  20  mi. 

Note:  Narrow  localizer  course  4*. 

•  Itunw  ay  \  isual  Range  2600'  also  authorized  for  takeoff  on  Runways  25L  and  25R;  providing  high-intensity  runway  lights  are  operat  ional  and  run  ways  are  marked  m  accord- 
nnrc  with  TSO-NlOa  (all  weather  runway  markincB).v  ^ ,.  ,  j 

»  Runway  \' isual  Range  2600'  also  authoriwd  for  landlnf  on  Runway  25L;  provided  that  all  components  of  the  ILS,  high-inten-sity  runway  lights,  approach  lights,  eondenaer 
(liscliarge  flashers,  middle  and  outer  compass  locaton  and  all  relatad  airboriie  equipment  are  in  satisfactory  operating  ccmdition.  Descent  below  326'  MSL  shall  not  be  made 
II 1 1  le.ss  V  iaual  contact  with  the  approach  lights  has  been  eatabUsbed  or  the  aircraft  u  dear  of  clouds. 

Ciiv,  1.0S  Angeles;  State,  Calif,;  Airport  Name,  International;  Ekv,,  IST;  Fae.  ClaaL,  ILS;  Ident.,  I-LAX;  Procedure  No,  ILS-26L,  Amdt.  22;  Efl.  Date.  1  Feb.  62,  Sup.  Amdt. 

No.  21;  Dated.  18  Mar.  61 


Downey  FM-RBn.. 

l.a  llalira  Int 

I, (IB  VOU 

I. OH  VOR 

Hollywood  Hills  FM 

lAX  VOK 

l.AX  RBn 


LOM  (Final) 

Dowmy  FM-RBn 
Downy  FM-RBn 

LOM 

LOM 

LOM 

LOM 


Direct 
Direct 
Direct 
Direct 
Direct 
Direct 
Direct 


1800 

T-dn  

300-1 
SOO-1 

#aoo-H 

600-2 

300-1 
000-1 

#aoo-H 

600-2 

2» 

3000 

C-dn  

3000 
3000 

8-dn-25R 

A-dn 

600-2 

3000 
3000 
3000 

Radar  vectoring  to  final  approach  era  antliiiilw<l 

l-rixrd  ire  turn  S  side  of  crs,  068*  outbnd,  348*  Inbod.aOOO' within  10  mi  of  OM.  ^     ^       ^  .    ^  u     .  r„,r, . 

.M  inimum  altitude  at  gUde  slope  Inteiception  taibiid,  3000'.    (Aircraft  will  maintain  3000'  untU  intercepting  glide  slope  unless  otherwise  advised  by  ATC.) 

Altitude  of  glide  slope  and  dUtanee  to  appttMch  andof  nmway  at  CM.  1830'-4.4  ml;  at  MM,  335'— 0.66  ml.    (LOM  and  LMM  located  750'  to  left  of  runway  centerllne.) 

if  visual  contact  not  established  upon  deaoant  to  aatliorlMd  landliic  Twintmntnf  or  if  landing  not  accompUsiied  climb  to  2000*  on  W  crs  LAX  ILS  within  20  mL 

Ndte:  Narrow  localizer  course  4*.  ,     .  -.^  ., 

»AiR  Carrier  Note:  Due  to  lack  of  PAR  ooTend  below  «00',  prtTOeget  of  CAB  40.406(c)  (Look-see)  may  be  exercised  only  down  to  30O-M. 

Eff.  Date.  1  Feb.  «3 


("IIV 


Los  Angeles;  Slate,  Calif.;  Airport  Name,  Intenutiooal;  KIbt.,  IST;  Fac.  Class..  ILS;  Ident..  I-LAX;  Procedure  No.  ILS-25R,  Amdt.  Orig.; 
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Friday.  Januaru  19.  1962 
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580 


RULES  AND  REOULATIONS 


6.  The  radar  procedures  prescribed  in  5  609.500  are  amended  to  read  In  part: 

RiDAM    StaNDA»D   IMSTELIIINT    APr»<)ACH    PBOCBDUEK 

B<«iii0,  h««dln«i,  eourw.  Mid  rmaiaJ.  «e  iiii^neUc.     Klevmttoo.  ud  *JUtud«  m«  In  fc«t.  MSL.     (.lUiii.  we  In  le«l  above  airport  ekvaUon.     UUUnoea  are  m  nautlo*! 
m  i)M  tmkm  ot^iiii  indkated.  acept^vlirtbl^^  ,h»ll  be  In  a^wdanoe  w  Itb  the  tollowlni  liutrument  procedure.  unleM  an  appro«sb  U  oonduetw) 

".!t!?'"'K^. '*"^  !w1HSS  SS'^SaSS.S' wUh^  ^IThSSSl  fcr\^,^te  operation  In  the  p-rticukr  are.  or  as.-t  ^th  t*tew.   ^^je  IdenUfleatto  m«t  b.  ertab- 


Radar  terminal  area  nianeuvcrin*  sector'^  ml  altitudes 


OllInK  anil  visibility  mlulmunis 


From — 


To— 


no* 

110* 


no" 

l.VI° 

l.VJ° 


Within 
^^Ini.... 
0-1.^  ml 
1^  .',5  mi 


j  Minimum 
'     altltuile 

(feet) 


l.V)0 


2-eiinlne  or  leas 


I'uii'litiori 


(U  knots 
or  leaa 


More  than 
66knoU 


Surveillance  ai>proiich 


More  than 
3-enclne, 

more  than 
U  knots 


T-dn...  . 
C-dn 

300-1 
400-1 
400-1 
900-2 

380-1 
ftOO-1 
400-1 
MO-2 

S-dD- 15/33, 
A  dn 

21/3. 

aoo-'v 
aoo-i'i 

400-1 
800-2 


If  Ttanaloontact  not  established  upon  desct-nt  to  authorized  lantlinK  mlnlraums  or  If  Un<liiu  not  iWJtnplLHhed  ,,       ,,    ,iijin\f 

BmS^M  16-    CUmb  to  aWCon  R^49  CHS  VOR  within  15  mi  or,  when  directed  by  VTC  mrn  rmht,  climb  to  l3-*»    iii-l  pr.w.  .1  dir..  t  to  (  IIS  LOM. 
RmwrnyS:    Climb  to  ISOC  and  proceed  direct  to  CU 8  LOM. 
Runways-    Turn  left,  eUmb  to  1300*  and  proceed  direct  to  CHS  LOM. 

JS^S'oo^irol^ S?^?iS^ -S^Sl£Sl^n  w?^^^ 
OrmiStalnaWO'.    All  bearings  and  distances  are  from  radar  site  on  Charleston  AKH,  Mun.  MriK)rt  vnth  »>ctor  azimuths  [.roKTessmg  cloiWwise. 

City,  Charleston;  State,  3.C.;  Airport  Name,  Ch;irle.ston  AFB.Mun  ;  Kl.v  .  4.V,  Far  ru<.  ,  (  t,,irl..stou.  Id.nt     K.\l).\K    ITo<^..lur.  No   I,  .\mdt    (.rig  ;  Efl.  Dato.  3  Feb  «U 

These  procedures  shall  become  effective  on  the  dates  specified  therein. 
(S«ca.  318(a).  807(c).  72  Stat.  762.  748;  49  U.3  C.   13S4(ai,   1348(0) 
Issued  in  Washington,  D.C  ,  on  December  28, 1961. 


IFR  Doc  62-104;  Piled,  Jan   18   1962;  8:45  a  m 


Title  43— PUBUC  LANDS: 
INTERIOR 

ChopUr  I— Buraou  of  Land  Monage- 
m*nt,  D«portin*nt  of  th«  Interior 

AFKNOIX— PUILIC   LAND  ORDERS 

(Public  Land  Order  2586 1 
18822^1 

MONTANA 

Additions  to  Montono  Grazing 
District  No.  4 

By  virtue  of  the  authority  vested  in 
the  Secretary  of  the  Interior  by  the  Act 
of  June  23.  1934  (48  Stat.  1269;  43  UJS.C. 
315,  et  seq.),  as  amended,  it  is  ordered 
as  follows: 

1.  The  following-described  lands  are 
hereby  added  to  and  made  a  part  of 
Montana  Grazing  District  No.  4,  as 
heretofore  established  and  modified: 

a.  Those  lands  within  the  area  known 
as  the  Buffalo  Creek  Land  Use  Adjust- 
ment Project  (Mt-LU-23)  all  In  Yellow- 
stone County  containing  approximately 
73.714.44  acres. 

b.  Those  public  domain  lands  all  in 
Yellowstone  County  located  within  the 
following  described  area  containing  ap- 
proximately 6.525.18  acres: 


Montana  Piincipal  Meridian 


T.  3  N  .R 
Sec.  22. 

T.  4N  .R 
Sec. 12, 
Sec.  24. 
Sec.  30. 

T.  2  N..  B 


25  E. 

W'/iSWU- 

25  E., 
E4: 
Nwv,: 
SEV4. 

26  E.. 
Sec.  14,NV4NE'/4- 

.  3N..  R.  2«E., 
Sec.32,  S>4SE>,4. 


and   NE'4 


T.  4N  ,  R.  26  E. 

Sec.  6,  KE14  and  S^. 
T.  3N.,R.  27E  . 

Sec.  24.  SViSEVi. 
T.  4  N..  R.  27  E., 

Sec.  4.  lots  1  and  3: 

Sec.  18.  lot  10; 

Sec.28,B>4: 

Sec.  30,  lots  10,  11,  and  12; 

Sec.   34,  SW'iNWU.   W'-^SW* 
SW>i. 
T.  5N..R.  27E.  T 

Sec.  14.  W',^: 

Sec.38.  NW>4. 
T   *?  N    R   28  E 

Sec.  '  2,     E«-iE»i.    NW'4NE'4.    NEi.4NWy4,      t 
SW  >/4  SE  '/4 .  and  SE  V48W  >4 ; 

Sec.  4.  NEViNB'i  and  NW'^NW»4; 

Sec.  10.  N>^: 

Sec.  14.8W!/4  8WV4: 

Sec.  18,  NEV4NE'4.  lots  9  and  !•: 

Sec.  24.  lot  5. 
T.  4  N..  R.  as  E..  T 

Sec.  30,  N'^NEV*.  lots  1  and  2. 
T.  5  N..  R.  28  E.. 

Sec.  28.  NEV4  and  NB'ASBVi: 


Georgk  C.  Pull, 
Director.  Flight  Standards  Service. 


T  9N  ,R  38  E.. 

Sec.  32.SE>48E<.;: 

Sec.S4.  NE^NE>4- 
T.  3  N..  R.  39  E.. 

Sec.2.  SWV48W>4; 

Sec.  30.  lots; 

Sec.  23,  lots  6,  6.  7,  and  8; 

Sec.  24,  lots  5  and  6. 
T4N.,R.  a9E..  ~ 

Sec.  10.NEV4- 
T   5  N    R  20  E 

Sec."s4,8W>.4SEJ4  and8E'4SWV». 
T.  3N..  R.  SOE, 

Sec.  23.  lots  5.  6,  7.  and  8. 
T4N..R.  30E. 

Sec.  6,  lot  1; 


Sec.  36,  8«4SW'4. 
T  3N,  R.  31  E. 

Sec.  4.  lots  1,  2.3.  and  8; 
Sec.  8,  lots  5,  6.7.  and  8. 

T    4  N     R    31  E 

Sec.'24.  E'jSWi,  and  NEi4NE>i; 
Sec.  36,  NV^NE'*. 

.R  31  E. 

4.  lot  2; 

14,  SW'4SEi4  andSE'4SW'4; 


5N 
Sec 

ovC . 
OCC  - 

6N 
Sec. 
Sec 


16,  E>4E>,. 


and 


Sec.  32,  SWV4  and  SWV4SEV4i 
Sec.  34.  NEV4NEy4. 


R  31  E 

8,  N'aNE'*  andSE'4NE'i: 
16,    E',,    E'jW'i,,    SWV4NW', 
NW>4SW>4: 
Sec.   24,   N'iNE'4.   NEi4»fW>4.   and  NW>4 

8WV4; 
Sec.  34,  W'aSE';,. 
4N..R.  32  E  , 

18,  NB'/iSWVi.lotS; 
30,  lots  1,2.  3.  and  4: 
33,  lota  6,  7,  and  8. 
It.  82  E. 
'28.SW'4SW»4  and  NW'^NE^. 


Sec. 

Sec. 
T.  5N 
Sec. 


I 

Friday,  January  19,  1962 


T  5  N..R.  33  E.. 

Sec.  32,  E'/jSW',4.  SW'4NWi4,   and  NW>4 

swy4. 

T   5  N..R.  34B., 

Sec.  30.  N',4NK'/i,  NE',4NW!i.  lot  1. 

2.  Tlie  lands  in  the  Buffalo  Creek  Land 
Use  Adjustment  Project  are  among  those. 
.lurisdiction  over  which  was  transferred 
from  the  Department  of  Agriculture  to 
the  Department  of  the  Interior  for  use, 
administration,  or  exchange  imder  the 
Taylor  Grazing  Act  (48  Stat.  1269)  as 
amended,  and  other  acts,  by  Executive 
Older  No.  10787  of  November  6.  1958. 

Subject  to  the  conditions  and  provi- 
-sions  of  Executive  Order  No.  10787,  jur- 
Ksdiction  over  the  lands,  among  others, 
was  transferred  to  the  Bureau  of  Land 
Management  for  use,  administraticm.  or 
exchange  under  the  Taylor  Grazing  Act 
or  under  the  general  land  management 
authority  of  the  Secretary  of  the  In- 
terior, by  Departmental  Order  No.  2843 
of  November  17,  1959. 

John  A.  Carver,  Jr.. 
Assistant  Secretary  of  the  Interior. 

January  15.  1962.  | 

|FR     Doc.    63-eOO:     Piled,    Jan.     18,     1962; 
6:47    a.m.l 

I 

Title  29— lABOR 

Chapter  V — Wage  and  Hour  Division, 
Dopartmont  of  Labor 

PART  545 — HOMEWORKfRS  IN  THE 
FABRIC  AND  LEATHER  GLOVE  IN- 
DUSTRY; THE  HANDKERCHIEF, 
SQUARE  SCARF,  AND  ART  LINEN 
INDUSTRY;  THE  CHILDREN'S  DRESS 
AND  RELATED  PRODUCTS  INDUS- 
TRY; THE  WOMEN'S  AND  CHIL- 
DREN'S UNDERWEAR  AND 
WOMEN'S  BLOUSE  AND  NECK- 
WEAR INDUSTRY;  THE  NEEDLE- 
WORK AND  FABRICATED  TEXTILE 
PRODUCTS  INDUSTRY;  AND  THE 
SWEATER  AND  KNIT  SWIMWEAR 
INDUSTRY  IN  PUERTO  RICO 

Minimum   Piece  Rate  Increases 

On  December  7,  1961,  a  proposal  to 
amend  Schedule  A  and  Schedule  B  of 
'29  CFR  545.13  was  published  in  the  Fed- 
eral Register  (26  FJL  11735).  Its  pur- 
pose is  to  increase  the  piece  rates  ai^Dear- 
ing  thereon  commensurate  with  increases 
in  the  minimum  hourly  wage  rates  now 
applicable  under  the  Fair  Labor  Stand- 
ards Act  of  1938  (29  U.S.C.  201)  and  the 
revised  wage  orders  for  the  women's  and 
children's  underwear  and  women's  Mouse 
and  neckwear  industry  in  Puerto  Rico 
<  26  FJl.  10130) ,  the  handkerchief,  square 
scarf,  and  art  linen  industry  in  Puerto 
Rico  (26  PIL  10130)  and  the  chUdren's 
dress  and  related  products  industry  in 
Puerto  Rico  (26  FJl.  9819).  The  addi- 
tion of  new  operations  Nos.  21.1.  2U. 
22.2,  and  22.3  were  also  proposed  on  the 
basis  of  production  time  studies  con- 
ducted in  Puerto  Rico  with  a  representa- 
11  ve  group  of  employees. 

Interested  persons  were  given  IS  days 
in  which  to  file  written  statements  of 


>     PniftAi HEGISTER^  •  ' 

data,  views,  or  arguments  in  regard  to 
these  proposals.  After  consideration  of 
all  such  relevant  matter  as  was  pre- 
sented. I  hereby  adopt  the  proposals 
without  change,  effective  February  19. 
1962. 


581 

Signed  at  Washington,  D.C,  this  15th 
day  of  January  1962. 

Clarence  T.  Lundquist, 
Administrator. 

§  545.13      Piece   rales  esublished  in  ac- 
cordance   with    §  545.9^ 


acHiDVLE  A— Piece  Rate  Schedule  fob  the  Wome.n's  axd  CHnj>KEN'8  UspEEWEjua  and  Women's  Blouse 
AND  Neckwear  Indubtrt  and  the  Children's  DBias  and  Related  Products  Lndcstry  in   Puerto 

nlOO  * 


Xo. 


1 
2 
3 
4 

.S 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 
17 
18 
19 
30 
21 

21.1 


21.2 


22 

22.1 

22.2 

22.3 

2S 
24 

25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35> 

36 

37 
38 

39 
40 

41 

42 
43 


O|>oration 


Arcnilla  (seed  stitch),  close,  W  squares 

Arenflls  (seed  stitch),  scattered,  H"  squares 

AiTOVs,  filled  in,  H" 

Back  aatdi  on  yokes,  armholes,  etc 

Bastinc  bias  with  cord 

Butinc  darts  before  sewing 

Basting  for  fscoting 

Bastinc  hems.  I"  to  6"  wide 

BastlBcIaoe  incidental  to  sewing  m  Uce  with 

soUd  eord  sUtdi. 
Bastlnc  waist  Unes,  plackets,  and  facings,  2 

to  3  stitches  per  inch. 
Bias  pipins.  Joined,  double,  over  10  stitches 

perindi. 
Bias  piping.  Joined,  single,  over  10  stitches 

perindi. 
Bias  piping,  second  s«Am  Joined  double,  set 

flat  on  garment  with  running  stitch. 
Blanket  stitdi,  folding  included,  18  stilchus 

per  inch. 
Buttons  sewed  on  with  double  thread,  2  to  3 

stitdies. 

Buttonhole,  stamped,  H"  long 

Buttonhole,  stamped,  W  long 

Buttonhole  stitch,  close 

Buttonhole  stitcli  for  Joining  seams ^.. 

Cord,  twisted,  over  basting •.. 

Cutting  material  applied  over  lace  with  solid 

cord  stitch. 
Hand  catting  material  over  lace  applique  or 

otlier  material  and  at  edges  of  garment  fol- 

fowing  madiine  embroidered  cord,  large 

mitUne,  aroond  scallops  measuring  I"  or 

mora. 
Hand  cutting  material  over  lace  applique  or 

other  material  and  at  edges  of  garment  fol- 
lowing ma^-hine  embroidered  cord,  small 

ontUne  aroond  scallops   measuring   le« 

ttianl". 
Cutting  material  under  lace  or  at  seams, 

straight  outline,    following  band-sewing 

operation. 
Cutting  material  under  lace  or  at  seams, 

strai^t  oatllne,  following  machine  opera- 

Uona  (fDnnariy  operation  No.  93). 
Hand  cutting  material  underneath  straight 

or  naarty  straight  outline. 
Hand  catting  material  underneath  irregular 

outline. 
Dota,  baby,  not  finished  off,  2  to  3  stitches.. 
Dots,  DMJum,  not  filled  in,  finished  ofT,  8  to 

•  stitdMB. 

Bjdeto,  op  to  1/8"  diameter 

Eyelats,  i/16"  diameter 

Fagoting,  straight  lines 

Fagoting,  twisted  Unes 

Feathsr  stitdi,  12  stitdies  per  inch 

FaathoratitGhcord.... 

Flat  Ml  seams,  first  seam  by  madiine 

Flat  ran.  ..A 

TnaA  knots,  not  finished  off 

Fkvndi  seams,  OTer  12  stitches  per  inch. 

Tmyk  seams,  first  seam  by  machine,  9  to 

ISaUtckesperfaich. 

FnniaecaB.  with  tape 

FnniBMOS,  without  tape 

OoariqtMBas 

HaifroU  (with  colored  or  emb.thr«ad) 

HMnaing  stitch  for  felling,  2  to  3  stitches  per 

inch. 
Hemaiing  stitdi  for  foiling,  cuffs,  collars, 

pfawksu,  and  waist  bands,  8  to  10  stitches 

par  iadi. 
HsBstltdi.  doable  (tru-tru),  4  threads  in  a 

bnadle,  thread  drawing  not  induded. 
Hanatitdi,  ain^,  4  threads  in  a  bundle, 

thread  drawloi  not  induded. 


Women's  and  chil- 
dren's underwear  and 
women's  blouse  and 
neckwear  induB|(y 


Blouses  and 
neckwear 

and  silk  and 
sjmtfaetic 

underwear 

and 
night  wear 

(1) 


Cints 
84.00 
4Z0O 
21.00 

'46.67 
23.10 

>ai36 
&32 

'14.00 
12.10 

'8.76 

28.00 

35.00 

42.  19 

7!»  ,13 

^9.  15 

'30.  19 

-  V).  13 

fi3.  00 

ra.oo 
;.  00 

9.60 


1. 


3.94 


3.94 


4.83 


1.34 

2.00 

S.83 
9.24 

15.60 

28.00 

97.50 

46.67 

46.67 

24.56 

'27.35 

'21.23 

2.92 

'17.50 

'11.56 

105.00 

84.00 

7.00 

22.96 

'1X24 

'31.31 


86.80 
45  56 


Cotton  un- 
derwear 
and 
nightwear 


(2) 


Cents 
75  60 
37.80 
18.90 

'42.00 
2a  80 

'21.93 
5.69 

'  12.60 
10.89 

'7.89 

25.20 

31.50 

37.97 

71.40 

'8.23 

'27.18 

'36.12 

56.70 

56.70 

fi.30 

8.63 


3.55 
4.83 


5  26 
8.32 

14.05 

25.20 

87.76 

42.00 

42.00 

22.10 

'24.61 

'  19. 10 

2.63 

'15  76 

« 10.  41 

94.50 

75.60 

6.30 

20.66 

'11.01 

'28.19 


78.12 
41.00 


Childr€>n's 

dress  and 

related 

products 

Industry 


(3) 


CenU 
81.60 
40.80 
20.40 
58.33 
22.44 
30.62 
6.14 
17.  SO 
11.76 

10.96 

27.20 

34.00 

40.98 

77.07 

11.39 

37.70 
50.21 
61.20 
61.20 
6  80 
9.33 


Unit  of  payment 


3.82 
4.91 


567 
8.97 

15.15 
27.20 
94.71 
45.33 
4&33 
23.86 
34.14 
26.50 
2.83 
21.87 
14.46 

102.00 

81.80 

6.80 

22L31 

15  29 

39.14 


84.32 
44.26 


Per  dozen  squares. 

Do. 
Per  dozen. 
Per  yard. 

Do! 
Do. 
Do. 
Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Per  dozen. 

Do. 
Do. 
Per  yard. 

Per  dozen  inches. 
I'er  yard. 

Do. 


Do. 


Do. 


Do. 


Do. 

Do. 

Per  dozen. 
Do. 

Do. 
Do. 
PerTMtL 

Do! 

Do. 

Do. 

Do. 
Per  dozen. 
Per  yard. 

Do. 

Do. 
Per  dozen. 
Per  yard. 

Do. 

Do. 


Do. 
Do. 


"hand- 


>  See  eorrcBt  wage  orders  for  these  two  industries  for  definitions  of  the  industries  and  of  the  classificatfons  of ' 
swing",  "hand-«mbroldery",  and  "other  operations",  and  lor  applicable  minimum  hourly  wage  ratea. 
■  Plroe  rate  not  applicable  when  operation  is  performed  on  articles  which  are  wholly  machine-sewn  or  macfalne-JmU. 


MIIBC    aun     BEfilUATIONC 


«A        «/l4»A 


582 


RULES  AND  REGULATIONS 


Friday,  January  19,  1962 


FEDERAL  REGISTER 


583 


S 

E 

i 


da 


flMpL.       On 


u 

hi 

is 


%t 


X 

-7. 


S  9) «?     K  ?  S  <e      ec  S  V  «  S 


«• 


a 


S 


Is 


I 


a 
i 


eoe     ooo     o'oo 

QCQ    OGQ    OQO 


ooo 


M        Ok     t~a> 


&S      8    t;SS3 

MM  ^      o>>><e 


1^  »o  CO     eo  t^  cc 

S*  eo  »>      r^  ^  ^ 


a 
o 

c 
& 

o 


I 


ifq    3m,*^    ~-- S'llbt; B 
5      ^8 


M  H  M 


5-a 


iX 


^a::::; 
>        I 


o 


^      «cr*-ao      o^CH       sr-T'-- 
«      <Dco«      c?-^      S^S35 


^iS3 


«« 

i 

^ 

fi 

1 

5 

e 

j3 

g     o'     e'     o'     o     o' 

p 

■§     Q     Q     Q     Q     C 

<5 

2 

S    S    S    8    8    S 

B 

pi     ns-i      lb     MS      KJ      s^ 

o 

**         •    I  N      >        *         o 

B       •    .5        «      o      •= 

3    i:     <0    -     -    » 

8    3  ;■:-   »*    -    2 

.  up 

600  00 
hing). 
»unt 

and  0 

inclua 

over, 

hing). 

ng 

or  linen 

,  up  to  1 
benutitc 
tolSOOc 

)0  count 

90  count 

unt  and 

hamstitc 

1 

S5 

£. 
o 

Thread  dramt 

edge,  cotton 

cotton  or  linen 
r  example,  for 
edge,  1  nen  up 

edge,  linen  10( 

linen  up  to  in 

linen  1600  oo 

r  e^tmple,  for 

uidkcrchiefii: 
thread  arounc 

luslvo. 

thread,  inside, 
first  thread  (fo 
thread  aroand 

'  to  20"  X  20". 
thread  around 

W  X  20". 
thread,  inside, 

30"  X  20". 
thread,  inside 

first  thread  (fo 

-|||||2|^|2|8| 

. 

«:U.     h<<b     b     (i<     b.     •< 

C       ^r4eo      '<«•       *c      io      r« 
1*      i^r^r^      r«       r>.       it      r^ 

y. 

1 

i 
I 


•a 
£ 

« 

a 
o 

•3 
■o 

» 


as 

e 

.a 


» 


'B 

& 

& 


■o 
a 

at 

i 

-  £ 


a 

a 


a 


I 


C 
T33 


C 

c  a         a' 

o"     olioooo 

a     •o-oSa'oOQ 

*,  e 
P-CU  I 


5. 


9^ 


o 

&    is 


e 


a' 


o 

a 


cooSoocoScocco   coo 


c 


£ 


is 


•o     s  o  c  $ 

-  I^!* 

^  .a  k  o  a< 
■)  o  o.e  " 
5   .S  «  OS 

liill 


39    ?}    SS    S    !;^$3!;!i;SS8S 

rt  N     n     —  — ■      oe     «■  «■  .rf  n  -^  ei  e<  «<  oi  a! 


s 


s 

9 


—      ic      »  r-.'  «e  -^  fc  <■—"  —  «■  X  »■  ci  re  «      id  V  — '  x  <c  — 


u 

•/. 
5  _ 


^"  ?s  a  o  9  «« 


Q 

Da 


S5  » ^-o  I 


3       -a 


3  0  l-fi  8. 


1:-= 


o  an 


£  9  Of'- 1 

fifeli 

9  9  a  9  -  " 


0£ 


c 


3 

a 


•3 
■3 


■5.3.2  s-r 
-sssi;;^_ 

Bj,!,- ■ 

!>  >  >-  > 
2 


lllli 


gs  C  «  u  S  S  3 


JccSpS    2 
2«^eSs     o 

^o-5s5-o'^-3 


cus^aucuo-CLOi 


a  a- 
PuO. 


o 


^^    ^    7i'?i    n    ?;?;S^«^SS3S3 


n 


«      «      eoR«^^'rVr'*''*^'^5'rX       w^»oe?S«i5ic 


ll|t".l|l 


5^4 

No 
179 


HI 

IKi 

IX) 

IM 


RULES  AND  RCGULATIONS 
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Sthkdixi  B— Prifi  Rate  SfHEDtXE  foe  thb  HANDKgaoiiEr.  Soia«k  S<\Br.  am>  Am  l.iNt\  Ism  stiiv  in  Piebto  Rico  '    Coullnucd 


Operation 


DalUes 


I 


8"! 16" 


10"xU' 


Ualf  roU,  eambrlc  and  crasb,  at  3. 17 

oenU  per  doien  Incbes 

Hand  or  Fmicb  roUlnK.  lOstltcbrs  or 

1MB  per  Inch,  e«mbric,  and  crash, 

at  3.06  eent<  per  dozen  Incbes. 

Hpmininc  stitch  over  paeada,  infai<- 

urinx  all  around  edge: 

Cambric, at  l.M  cents  per  doien 

Inches' 

Craab,  at  l.«  ceats  per  down 

Incheei 

Second  lea  my.  for  separate  borders, 
measurtag  all  around  ed^e: 
Cambric,  at  l.M  cents  per  doien 

Inches" 

Craib,  at  1.82  cents  per  dozen 

Inches'    

3«cond  Mams,  for  separate  borders, 
with  French  comers,  measurlnx  all 
■roand  edse: 
Cambric  at  2.17  cents  per  dozen 

iDchesi . 

Crash,  at  l.M  cents  p»T  dozen 
Inches  «-- 


1  .S2 
99 

as 

<>7 
.93 

.  •»: 

1  04 
93 


1.52 

.99 

.93 
.S7 

.93 

.87 

1  M 
S3 


12"xl8' 


1  90 
I  il 

1    Irt 
1  09 

1   16 

1  09 

1  31) 
1  16 


Napkins 


12'xl2' 


I   '.2 


.87 

93 

H7 

1  04 
93 


15"xl5",lH"xlH" 


I  90 
1  TA 

1   If. 
1  09 

1    16 
1  09 

I  30 
1   16 


2  ■> 

1  4« 

1  «i 

1  31 

I  44) 

1  M 

I  ".7 

1  40 


Table  scarves 


8iiuare."i 


17"x36"|I7"i4,'i"ll7"x.V4  ',36"i3«J" 


M  ye, 

2    IH 

2  Ori 

I  y:» 

3  0»i 

1  '.13 

2  31 

3  06 


3  '.13 
2  •■4 

2  41 

2  .'."v 

2  41 

2  2.^ 

2.70 
2  41 


4   VI 

2  '>\ 

2  7t. 

2  ,'o« 

2  76 

3  W 

3  oy 

176 


No. 


187.4 
187.5 
187  6 


300 

aoi 

302 
300 

204 

306 


l)pe  ration 


Scallop  c'Uting 

Hand-cuttinK  machine-eiiibroiil.'rt»<l,  shallow,  curveil  scallopti  on 
haodkerchiels  or  square  scarves 
Small,  measuring  from  *(»"  up  to  but  not  including  *»",  along 

oatside  edge. 
Medium,  measurinR  from  W'  up  to  but  not  including  ■»",  along 

oatside  edge 
l4UTe,  measuring  from  "s"  to  iinil  inclu.">ive  of  l"-*".  along  out- 
side edge. 

Setititpoiiit  optr/Uion*  •  ■ 

Compact  flonils,  figures  and  landscapes  

Scattered  florals • 

Scattered  florals  consLstlng  of  borders  or  garlan<ls  only 

Combinations  of  compact  •'nter  and  scatterwl  borders  in  which  the 
compact  portion  totals  45  percent  or  more  of  the  total  design. 

Combinations  of  compact  center  and  scMtlercd  borders  in  which  th.- 
compact  portion  totals  less  than  45  percent  of  the  entire  design. 

3.32  cents  must  be  a<ld<Hl  to  the  above  piece  rates  to  cover  thumb- 
tack mounting  on  frame  for  each  piece  of  canvas. 

Employers  using  other  nM'tbo<ls  must  set  individual  rates  for  mount- 
ing anil  removing  cunvas  in  twfordanci'  with  .«H'tioii  54.";  10. 


Cents 


Unit  of  payment 


i>  12      Per  do?(  n  ><ill<.|w. 


36.67 
55.00 


30  16 

33.  4H 

34.80 
32.48 

34.  *i 


Do. 

l>o. 


I'lT   t,ll<»J  sill.  ll<^>. 

Do. 
I>o. 
D... 

Do. 


Title  7— AGRICULTURE 

Chapter  VII — Agricultural  Stabiliza- 
tton  ond  Conservotton  Service  (Agri- 
cultural Adjustment),  Department  of 
Agriculture 

SUICHAPTER   B — FARM   MARKETING  QUOTAS 
AND  ACREAGE   AUOTMENTS 

PART  72»— WHEAT 
Subpart — 1962-63  Marketing  Year 

Determination     or     County      Normal 
Yulds 

Correction 

In  P.R.  Doc.  61-12418,  appearing  at 
p<«e  76  of  the  issue  for  Friday,  Janu- 
ary 5,  1962,  the  following  corrections  are 
made: 


'  See  current  wage  onler  for  this  industry  for  definition  of  the  m<lustry  and  of  the  dassifir^ilion  of  "hand-sewing" 
and  "other  operatiorvs"   and  for  applicable  mmimum  hourly  wage  rates. 
>  Piece  rate  not  applicable  when  oi^-ration  is  iierfornied  on  articles  which  ire  otherwLse  wholly  rii.ichine-sewn. 
•  KxttptWM.    These  pl<'cr  rates  do  not  apply  to  the  following  tyixvs  of  net'<lleix)int.     Kor  thes<'  inM  all  other  Miriities 
of  nee<Uepoint  not  oovere<l  by  the  sclieduU-  iind  ileflnitions,  pietv  r;ites  inu-t  bf  set  by  eniployor^  in  ittiird.unv  »  ith 
Regulation  545.10. 

1.  Florals  having  more  than  1U.IX)0  stitches. 
3.  Florals  having  more  than  36  color  tones. 

3.  Figures  and  landscapes  having  more  than  3,ix»0  .stitches. 

4.  Figures  and  landsc!i|>es  having  more  than  25  color  tone* 

5.  Petit  Point. 

6.  Stamped  grospoint. 

'  Dtfinkwn*.  (1)  k  scatten-d  design  Is  one  in  winch  .ji)  pereeiil  Or  nior^^  of  tl)e  comixineni  p.iits.  wti-n  fli'ished,  are 
separated  by  spaces  of  nas»'wn  canv.is.  r."  \  com  pact  design  i-'  one  in  w  li;ih  '*i  [xTC'tit  or  mure  of  ihe  tln-slie-t  pietv 
contains  no  spaces  of  imsew  ii  cunvas. 

IP.R  Doc   62-634;  Filed.  Jan    18.  1962:  8:50  ami 


4  V. 
2  9»^ 

2  7« 

J  62 

2  79 

2  fC 

3  13 
3.79 


45"i45"  M"iM' 


5  70 
3  09 

3  4'J 

3  27 

3  49 

3  27 

3  91 
3  49 


54"!  72" 


«  84 
4  43 

4  19 

3  93 

4  19 

3  93 

4  70 
4  19 


Table  cloths 


72"x72' 


7  98 
5  17 

4.89 
4  58 

4  89 

4  .S8 

5  48 
4  89 


72"i90' 


9  12 

5  «1 

5  .''9 
5.  24 

6  59 
6  24 

«  26 
t.  59 


10  2«-. 
6  6.'. 

6  29 

5  'i9 

6  29 

6  89 

7  W 
6  29 


A  In  the  tabular  material  of  §728.1208 
(d)  : 

1.  At  the  top  of  the  first  column  of 
page  81,  the  heading  reading  "South  Da- 
kota—Continued" should  read  'North 
Dakota — Continued". 

2.  Under  "Virginia",  the  entry  read- 
ing    "Goodhue — 24.2"     should     read 

Gloucester— 22 .4  ". 

3.  Under  "Wyoming",  the  listing  for 
Teton  County  should  read  "30. 8"  instead 
of  "30.3" 

B.  In  the  tabular  material  following 
the  signature  of  the  document:  Under 
"Utah",  the  listings  appearing  under 
the  heading  "Summer  fallow"  should  ap- 
pear under  the  heading  "Irrigated",  and 
the  listings  appearing  under  the  heading 
"Continuous  cropping"  should  appear 
under  the  heading  "Sununer  fallow".  As 
corrected,  there  should  be  no  listings  ap- 


pearing under  the  heading  "Continuous 
cropping"  for  Utah. 


Chapter  VIII — Agricultural  Stabiliza- 
tion and  Conservation  Service 
(Sugar),  Department  of  Agriculture 

SUBCHAPTER     B— SUGAR     REQUIREMENTS    AND 
QUOTAS 

I  Sugar  Reg.  830.  Amdt.  1 1 

PART  82&— REQUIREMENTS  RELAT- 
ING TO  NON-QUOTA  PURCHASE 
SUGAR  FOR  THE  SIX-MONTH  PE- 
RIOD ENDING  JUNE  30,  1962 

Non-quota  Purchases  of  Sugar 
Authorized 

Correction 

In  F.R.  Doc.  62-371,  appearing  at  page 
335  of  the  issue  for  Friday,  January  12, 
1962.  the  following  concurrence  should 
appear  at  the  end  of  the  document,  after 
the  signature  of  Orville  L.  Freeman: 

Concurred    in    for    the    Secretary    of 

State: 

Edwin  M.  Martin, 
Asaistant  Secretary. 


Title  21— FOOD  AND  DRUGS 

Chapter  I — Food  and  Drug  Adminis- 
tration, Department  of  Health,  Edu- 
cation, and  Welfare 

SUBCHAPTER    B — FOOD    AND    FOOD    PRODUCTS 

PART  20— FROZEN  DESSERTS;   DEFI-' 
NITIONS     AND     STANDARDS     OF 
IDENTITY 

Ice  Cream,  French  Ice  Cream;  Effective 
Date  of  Order  Amending  Standard 
of  Identity 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food,  Drug,  and  Cosmetic  Act  (sees. 
401.  701,  52^ Stat.  1046.  1055;  as  amended 
70  Stat.  919.  72  Stat.  948;  21  U.S.C.  341. 
371)  and  in  accordance  with  the  author- 
ity delegated  to  the  Ccxnmissloner  of 
Pood   and   Drugs   by   the  Secretary  of 


Friday,  January  19,  1962  ■ 

Health.  Educatkm,  and  Welfare  (25  F.R. 
8625) ,  notice  Is  hereby  given  that  no  ob- 
jections were  filed  to  the  order  pubUshed 
in  the  Fkdbsai,  Rxgistbi  of  December  6. 
1961  (26  FJl.  11676)  wltft  regard  to 
amending  the  standards  of  identity  for 
ice  cream  and  french  ice  cream  to  in- 
crease the  factor  by  which  the  weight  of 
choc(^ate  or  cocoa  solids  is  multiplied 
from  1.5  to  3.5,  to  allow  for  addlticmal 
sweetening  ingredients.  Accordingly, 
the  amendment  promulgated  by  that 
order  will  become  effective  February  4, 
1962. 

(SecA.  401,  701,  Sa  Stat.  1046,  1055;  as 
amended  70  Stat  919,  72  Stat.  948;  21  D.S.C. 
341. 371) 

Dated:  January  15,  1962. 

Geo.  p.  Larrick. 
Commissioner  of  Food  and  Drugs. 

[FR     Doc.    63-613:     Filed,    Jan.    18.     1962; 
8:47  a. ml 


PART  120— TOLERANCES  AND  EX- 
EMPTIONS FROM  TOLERANCES 
FOR  PESTICIDE  CHEMICALS  IN  OR 
ON  RAW  AGRICULTURAL  COM- 
MODITIES 

Further   Extension    of    Effective   Date 
of  Statute 

ECfective  as  of  the  date  of  signature  of 
this  order.  S  120.37  is  amended  by  chang- 
ing the  effective  date  of  statute  of  the 
item  "arsenic  acid"  to  read  "Jan.  1. 
1963." 

(Sec.  70Ua) .  52  Stat.  1055;  21  U.S.C.  371(a) ) 

Dated:  January  15. 1962. 

Geo.  p.  Larrick, 
Commissioner  of  Food  and  Drugs. 

IFR      Doc      62-614:     Filed.    Jan.     18,    1962; 
8:47  a-m.l 


PART   121— FOOD  ADDITIVES 

Subpart  C — Food  Additives  Permitted 
in  Animal  Feed  and  Animal-Feed 
Supplements 

Methyl  Esters  or  Higher  Patty  Acids 

Correction 

In  F.R.  Doc.  61-11686,  appearing  at 
page  11828  of  the  issue  for  Saturday. 
December  9,  1961,  the  phrase  "vegetable 
oil  or  tallow"  appearing  in  §  121.224(a) 
should  read  "edible  vegetable  oil  or 
tallow". 


SUBCHAPTER   C — DRUGS      ' 

PART  146b — CERTIFICATION  OF 
STREPTOMYCIN  (OR  OIHYDRO- 
STREPTOMYCIN)  AND  STREPTOMY- 
CIN- (OR  DIHYDROSTREPtOMY- 
CIN-)  CONTAINING  DRUGS 

Miscellaneous  Amendments 

Correction 

In  F.R.  Doc.  62-450,  appearing  at  page 
443  of  the  issue  for  Tuesday,  January  16, 
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1962,  under  item  2a:  The  opening  words 
of  1 14fb.l06(d)  (2)  (ii)  should  read  "The 
•treptomyein  nilfate  or  dihydrostrepto- 
mycin  sulfate  *  *  *"  instead  of  "The 
streptomycin  or  dihydrostreptomycin 
sulfate  •  .•  •". 


mie  39— POSTAL  SERVICE 

Chapter  I— Post  Office  Department 

PART  201— PROCEDURE  OF  THE 
POST  OFFICE  DEPARTMENT 

Subpart  K — Procedures  Under  the 
Employment  Policy  of  the  Post  Of- 
fice Department 

In  Part  201.  as  published  in  26  F.R. 
11654-11666,  and  amended  by  26  F.R. 
12T71-12780,  Subpart  K  is  amended  to 
readasfoQows: 

g  201.90     Emi^oyinent  policy. 

(a)  Purpose  and  scope.  Executive 
Order  10925  of  March  6, 1961,  establishes 
The  Preddent's  Committee  on  Equal 
Employment  Opportunity  and  reaffirms 
Oovemment  policy  with  respect  to  the 
exelusioo  and  prohibition  of  discrimlna- 
Uon  ageinst  any  Employee  or  applicant 
for  employment  in  the  Federal  Govern- 
ment because  of  race,  creed,  color,  or 
national  origin.  The  Executive  Order 
points  out  that  discrimination  because 
of  race,  creed,  color,  or  national  origin 
is  contrary  to  the  Constitutional  prin- 
ciples and  policies  of  the  United  States 
and  that  it  is  the  policy  of  the  Execu- 
tive Branch  of  the  Government  to  en- 
courage by  positive  measures  equal  op- 
portunity for  all  qualified  persons  within 
the  Government.  These  regulations  also 
apply  to  cases  pending  under  Executive 
Order  10590,  as  amended,  and  regula- 
Jdons  promulgated  thereunder. 

(b)  Authorttv.  These  instructions  is- 
sued in  conformity  with  and  under  the 
authority  of  E.O.  10925,  constitute  the 
basic  regulations  to  govern  the  adminis- 
trati<m  of  employment  policies  in  the 
Post  Office  Department. 

(c>  Designation  of  employment  policy 
officer.  The  Assistant  Postmaster  Gen- 
eral. Bureau  of  Personnel,  is  designated 
as  the  Employment  Policy  Officer  for  the 
Post  Office  Department. 

(d)  Duties  of  employment  policy  of- 
ficer. The  Employment  Policy  Officer 
shaU: 

(1)  Advise  the  Postmaster  General 
with  respect  to  the  preparation  of  reg- 
ulations, reports,  and  other  matters  deal- 
ing with  the  exclusion  and  prohibition  of 
discrimination  under  E.O.  10925. 

(2)  Process  complaints  of  alleged  dis- 
crimination in  personnel  matters  within 
the  Post  Office  Department  headquarters 
and  field  installations  and  make  recom- 
mendations to  appropriate  administra- 
tive officials  for  such  corrective  meas- 
ures as  he  may  deem  necessary. 

(3)  Appraise  the  personnel  operations 
of  the  Post  Office  Department  headquar- 
ters and  field  installations  at  regular 
intervals  to  assure  their  continuing  con- 
formity to  the  policy  expressed  in  Execu- 
tive Order  10925  of  excluding  and  pro- 
hibiting discrimination. 
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(4)  Institute  prompt  investigation  of 
each  complaint,  and  shall  be  responsible 
for  developing  a  complete  case  record, 
including  an  adequate  transcript  or 
agreed  siunmary  of  any  hearing,  suffi- 
cient to  dispose  of  all  relevant  issues. 
Whenever  necessary  or  appropriate  for 
a  full  development  of  the  case,  the  in- 
vestigation shall  include  an  appraisal  of 
emplojmient  practices  in  the  organiza- 
tional segment  or  unit  in  which  the 
alleged  discrintiination  occurred. 

(e)  Designation  of  Deputy  Employ- 
ment Policy  Officers.  The  following  offi- 
cials are  designated  as  Deputy  Employ- 
ment Policy  Officers  for  the  indicated 
units: 

Unit  and  Deputy  Employment  Policy  Officer 

..  AU  Field  Installations:  Special  Assistant  to 
Regional  Director  for  Employee  Relations, 
where  authorized,  otherwise  Regional  Direc- 
tor. 

Inspection  Service  Field  Organizations: 
Chief  Postal  Inspector. 

Headqiiarters  Organizations:  Bureau  or 
Office  Head. 

(f)  Complaints — (1)  Right  to  file. 
The  right  to  file  complaints  without  re- 
straint, interference,  coercion  or  re- 
prisal is  recognized. 

(2)  Who  may  file.  Any  aggrieved 
postal  employee  or  qualified  applicant 
for  postal  empl03m[ient  who  believes  he 
has  been  discriminated  against  because 
of  race,  creed,  color,  or  national  origin 
may  file  a  writt^i  signed  complaint.  The 
complaint  may  be  submitted  by  an  au- 
thorized representative  of  the  aggrieved 
individual,  such  authorization  to  be  in 
writing. 

(3)  Where  to  file.  Complaints  may 
be  filed  with  the  Deputy  Employment 
Policy  Officer,  the  Employment  Policy 
Officer,  or  with  The  President's  Commit- 
tee. 

(4)  When  to  file.  Written  signed 
complaints  shall  be  filed  within  90  days 
from  the  date  of  the  alleged  discrimina- 
tion unless  such  time  is  extended  by  the 
Department  or  the  Executive  Vice  Chair- 
man of  The  President's  Committee  for 
good  cause  shown. 

(5)  What  to  file.  Each  complainant 
should  file  Form  1776,  "Equal  Enm>loy- 
ment  Opportunity  Complaint"  in  dup- 
licate. Failure  to  submit  this  form  will 
not  preclude  the  right  of  the  employee 
to  file  a  complaint  under  these  regula- 
tions. 

(6)  Right  to  counsel.  Parties  to  pro- 
ceedings under  these  regulations  shall 
have  the  right  to  be  accompanied,  repre- 
sented and  advised  by  counsel,  or  by 
other  qualified  representatives. 

(7)  Action  to  be  taken  by  deputy  em- 
ployment policy  officer — (i)'  Copy  of 
complaint.  The  Deputy  Employment 
Policy  Officer  shall  send  promptly  a  copy 
of  each  complaint  he  receives  to  the  Bm- 
plosmient  Policy  Officer  for  transmittal 
to  the  Executive  Vice  Chairman  of  the 
Committee. 

(ii)  Negotiation  and  informal  settle- 
ment. On  cases  filed  with  him  or  re- 
ferred to  him,  the  Deputy  Employment 
Policy  Officer  shall  take  necessary  steps 
to  secure  the  facts  and  to  develop  a  com- 
plete record  of  the  case.  This  will  in- 
clude an  mterview  with  the  complainant 
and  with  the  persons  against  whom  the 
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complaint  is  made.  When  necessary,  the 
D^uty  Employment  Policy  Officer  may 
request  the  Employment  Policy  Officer 
to  have  an  investigation  conducted  by 
the  Postal  Inspection  Service.  After  he 
has  the  facts,  if  the  Deputy  Employment 
Policy  Officer  belives  there  Is  sufficient 
Justification  for  the  complaint  to  sup- 
port an  effort  to  dispose  of  the  matter 
informally,  or  if  it  appears  there  is  no 
basis  for  the  complaint,  an  attempt 
should  be  made  to  resolve  the  matter  by 
Informal  means. 

(Hi)  Hearing  and  conclusion,  (a) 
In  any  case  not  disposed  of  by  informal 
means,  the  complainant  shall  be  afforded 
an  opportunity  for  an  informal  oral 
hearing  before  the  Deputy  Employment 
Policy  Officer,  or  his  designee  (but  in  no 
case  shall  the  investigating  officer  be 
the  hearing  officer) .  at  a  convenient  time 
and  place,  provided  request  therefor  Is 
made  within  10  days  from  the  receipt  of 
the  proposed  resolution.  At  such  hear- 
ing, the  installation  shall  produce  any 
witnesses  imder  its  Jurisdiction  upon  a 
showing  satisfactory  to  the  hearing  of- 
ficer of  reasonable  necessity  therefor. 
Parties  to  the  hearing  shall  have  the 
right  of  confrontation  and  cross- 
examination  as  may  be  necessary  to  a 
development  of  the  facts.  Any  request 
for  the  attendance  of  necessary  wit- 
nesses shall  be  made  in  writing  by  the 
complainant  at  least  10  days  prior  to 
the  date  of  the  hearing.  The  com- 
plainant shall  have  the  right  to  receive 
a  concise  and  accurate  summary  of  the 
facts  pursuant  to  his  complaint,  and 
upon  which  the  Deputy  Employment 
Policy  Officer  relied  in  making  his  pro- 
posed resolution,  together  with  a  state- 
ment of  the  reasons  for  the  Deputy  Em- 
ployment Policy  Officer's  resolution  in 
denying  the  claim  of  the  complainant. 
The  Deputy  Employment  Policy  Officer 
may.  in  lieu  of  a  s\mimary  statement. 
make  available  to  the  complainant  the 
entire  Investigative  report  of  the  agency. 
In  cases  in  which  the  complaixumt  or  his 
agent  is  provided  with  such  s\unmary 
statement,  the  Executive  Vice  Chairman 
or  his  representative  shall  have  the 
right,  upon  request,  to  examine  the  en- 
tire record  in  such  a  case,  including  all 
data  gathered  pursuant  to  investigation 
of  the  complaint. 

(b)  The  hearing  officer  shall  make  his 
proposed  findings  and  recommended 
conclusions  on  the  basis  of  the  record 
before  him  and  submit  his  findings  and 
conclusions  to  the  Deputy  Emplojrment 
Policy  Officer.  The  Deputy  Employ- 
ment Policy  Officer,  after  consultation 
with  the  Regional  Director,  where  appro- 
priate, will  render  his  decision  to  the 
complainant  based  upon  the  total  record. 
The  letter  of  decision  shall  contain  a 
concise  and  accurate  sxmimary  of  the 
facts  which  were  jelled  upon  in  reaching 
the  decision,  together  with  a  statement  of 
the  reasons  for  denying  the  claim  of  the 
complainant. 

(iv)  Tran3cript  of  testimony.  Where 
practicable,  a  transcript  of  the  testi- 
mony shall  be  made.  If  a  verbatim 
transcript  is  not  practicable,  a  full  sum- 
mary of  the  testimony  shall  be  made 
by  the  Hearing  Officer,  or  if  the  com- 
plainant 0oes  not  agree  with  the  sum- 
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mary.  he  may  note  and  sign  his  excep- 
tions, which  will  become  a  part  of  the 
summary.  The  complainant  shall  be 
furnished  a  copy  of  the  svmunary  or 
transcript. 

(8>  Appeal  to  employment  policy  offi- 
cer. If  the  decision  of  the  Deputy  ESn- 
ployment  Policy  Officer  is  not  satisfactory 
to  the  complainant,  he  may  appeal  the 
decision  to  the  Employment  Policy  Offi- 
cer within  10  days  of  the  date  of  the  de- 
cision by  the  Deputy  Employment  Policy 
Officer,  unless  the  Employment  Policy 
Officer  waives  this  time  limitation  for 
good  cause.  The  Employment  Policy 
Officer  will  make  the  final  decision  for 
the  Department  and  notify  the  com- 
plainant and  the  Deputy  Employment 
Policy  OflHcer.  The  letter  of  decision 
shall  contain  a  concise  and  accurate  siun- 
mary  of  the  facts  which  were  relied  upon 
in  reaching  the  decision,  together  with  a 
statement  of  the  reasons  for  denying  the 
claim  of  the  complainant 

(9>  Referral  to  President's  Committee 
for  advisory  opinion.  The  Employment 
Policy  Officer,  if  he  so  desires,  may  refer 
a  case  to  the  Executive  Vice  Chairman 
of  The  Presidents  Committee  for  study 
and  recommendation  after  the  Employ- 
ment Policy  Officer  has  formulated  his 
findings  and  recommendations  and  prior 
to  any  decision  by  the  Employment 
Policy  Officer.  Where  such  referral  has 
been  made,  final  decision  by  the  Employ- 
ment Policy  Officer  may  be  made  only 
after  receipt  of  the  recommendations  of 
the  Executive  Vice  Chairman. 

(10)  Submission  by  complainant  to 
President's  Committee  for  review.  If  the 
decision  of  the  Employment  Policy  Offi- 
cer Is  not  satisfactory  to  the  complain- 
ant, he  may  request  the  Employment 
Policy  Officer  to  send  the  case  to  the 
Executive  Vice  Chairman  of  The  Presi- 
dent's Committee  for  review.  Such  re- 
quest must  be  made  by  the  complainant 
within  30  days  of  the  date  of  final  action 
by  the  Employment  Policy  Officer,  unless 
the  Executive  Vice  Chairman  waives  this 
time  limitation  for  good  cause. 

(g)  Processing  of  complaints — d) 
Time  limitation.  Within  30  days  from 
receipt  of  a  complaint  by  the  Deputy 
Employment  Policy  Officer  or  Employ- 
ment Policy  Officer,  or  within  such  ad- 
ditional time  as  may  be  allowed  by  the 
Executive  Vice  Chairman  for  good  cause 
shown,  the  complaint  shall  be  processed 
and  report  submitted  to  the  Executive 
Vice  Chairman  as  required  by  .subpara- 
graph <3)  of  this  paragraph.  Where  the 
complainant  requests  a  hearing,  the  com- 
plaint shall  be  processed  within  60  days. 
When  necessary,  the  Employment  Policy 
Officer  will  request  the  Executive  Vice 
Chairman  to  (LUow  additional  time. 

(2>  Delay  on  part  of  complainant. 
Where  the  complamant  fails  to  appear 
without  good  cause  shown  or  fails  with- 
in 60  days  to  furnish  requested  infor- 
mation, or  to  otherwise  process  his  com- 
plaint such  case  may  be  closed. 

( 3 )  Report  of  disposition  of  complaint. 
The  Employment  Policy  Officer  shall  sub- 
mit to  the  Executive  Vice  Chairman  of 
The  President's  Committee  a  report  of 
the  final  disposition  of  each  written  com- 
plaint filed  imder  the  Executive  Order. 
The  report  shall  contain  the  following : 


<i>  A  copy  of  the  C(Hnplete  case  record, 
if  requested  by  the  Executive  Vice  Chair- 
man. 

(ii)  A  siunmary  of  the  complete  case 
record,  which  shall  Include  the  follow- 
ing: 

(a)  The  name  and  address  of  the 
complainant. 

<b)  The  date  on  which  the  complaint 
was  filed  with  or  referred  to  the  De- 
partment, and.  where  the  complaint  was 
filed  with  the  E)epartment,  the  name  and 
title  of  the  officer  with  whom  filed. 

( c )  A  summary  of  the  complaint  indi- 
cating the  specific  type  or  types  of  dis- 
crimination alleged. 

<d>  A  summary  of  the  results  of  any 
appraisal  of  employment  practices  and 
the  significant  facts  disclosed  by  the  in- 
vestigation and  any  hearing. 

(e>  A  statement  describing  disposi- 
tion of  the  complaint.  If  the  complaint 
was  withdrawn,  the  reason  for  with- 
drawal should  be  included. 

'  / »  The  date  of  the  disposition  of  the 
complaint. 

(4)  Report  by  Deputy  Employment 
Policy  Officer.  Deputy  Employment 
Policy  Officers  will  submit  disposition 
reports  to  the  Emplojrment  Policy  Officer, 
in  duplicate,  in  conformity  with  the  for- 
mat outlined  in  paragraph  (g)  (3)  of  this 
section. 

(RS    161.  as  amended:  5  U.S  C.  32,  90  U  S  C. 
300.  501.  EO   10025.  26  FR.  1977) 

I 

Louis  J.DOYUE. 

General  Counsel. 

(FR.    Doc     62-603:     Filed.    Jan.     18,     1962; 
8:47  a.m. I 


Title  47— TaECOMMUNICATION 

ChopUr   I — Fcdaral   Communications 
Commission 

PART   11— INDUSTRIAL  RADIO 
SERVICES 

Doflnitions 

The  Commission  having  under  con- 
sideration the  need  of  amending  the  list 
of  definitions  of  terms  in  use  in  Part  11 
of  its  Rules:  and 

It  appearing,  that,  by  its  Second  Mem- 
orandum Opinion  and  Order  in  Docket 
13928.  released  October  25.  1961  <PCC 
81-1235  >.  the  Commission  amended 
Part  2.  inter  alia,  to  make  the  definitions 
of  terms  therein  conform  to  those 
adopted  in  Geneva  Radio  Regulation 
«1959».  and  that  Part  11  should  be 
amended  to  conform  to  Part  2  in  that 
respect,  and  to  make  certain  other  ad- 
justments of  an  editorial  nature:  and 

It  further  appearing,  that,  the  amend- 
ments ordered  herein  are  editorial  in 
nature,  hence  the  notice,  procedural  and 
effective  date  provisions  of  section  4  of 
the  Administrative  Procedures  Act  are 
not  applicable:  and 

It  further  appearing,  that,  the  amend- 
ments adopted  herein  are  issued  pur- 
suant to  authority  contained  in  sections 
4(i)  and  303  of  the  Communications 
Act  of  1934.  as  amended,  and  section 
0.341(a)  of  the  Commission's  Stateident 
of  Organization.  Delegations  of  Author- 
ity and  Other  Information; 


Friday,  January  19,  1962 

It  is  ordered.  This  16th  day  of  January 
1962.  that  effective  January  22.  19ft2. 
$11.3  Part  11,  is  amended  as  set  fortti 
below. 

I  Sec.  4.  48  Stat.  1066,  as  amended:  47  U.S.O. 
154  Interprets  or  applies  sec.  303,  48  Stat. 
1082.  as  amended;  47  U.S.C.  303) 

Released:  January  16.  1962. 
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Federal  Communications 

CoBonssioN. 
Ben    p.    Waple. 

Acting  Secretary. 


Section  1 1 .3  is  revised  to  read : 

v^   11..^      DfiinilionN, 

For  the  purpose  of  this  part,  the  fol- 
lowing definitions  shall  be  applicable. 
For  other  definitions,  refer  to  Part  2 
of  this  chapter.  Frequency  Allocations 
and  Treaty  Matters:  General  Rules  and 
ReRulations: 

Antenna  structures.  The  term  'an- 
tenna structures"  includes  the  radiating 
.system,  its  supporting  structures  and  any 
-surmounting  appurtenances. 

Assigned  frequency.  The  frequency 
appearing  on  a  station  authorization, 
from  which  the  carrier  frequency  may 
deviate  by  an  amount  not  to  exceed  that 
permitted   by   the  frequency   tolerance. 

Authorized  bandwidth.  The  frequency 
band,  specified  in  kilocycles  and  cen- 
tered on  the  carrier  frequency  con- 
taining those  frequencies  upon  which 
a  total  of  99  percent  of  the  radiated 
power  appears,  extended  to  include  any 
discrete  frequency  upon  which  the  power 
i.s  at  least  0.25  percent  of  the  total  ra- 
diated power. 

Base  statioti.  See  Land  Station,  this 
.section. 

Carrier  frequency.  The  frequency  of 
the  carrier. 

Control  station.  An  Operational  Fixed 
Station,  the  transmissions  of  which  are 
used  to  control  automatically  the  emls- 
.sions  or  operation  of  another  radio  sta- 
tion at  a  specified  location. 

Duplex  operation.  Operating  method 
in  which  transmission  is  possible  simul- 
taneously in  both  directions. 

Fixed  relay  station.  An  Operational 
Fixed  Station  in  the  fixed  service,  estab- 
lished to  receive  radio  signals  directed 
to  it  from  any  source  and  to  retransmit 
them  automatically  on  a  fixed  service 
frequency  for  reception  at  one  or  more 
fixed  points. 

Fixed  service.  A  service  of  radio- 
communication  between  specified  fixed 
points. 

Harmful  interference.  Any-  emission, 
radiation  or  induction  which  endangers 
the  functioning  of  a  radionavlgatlon 
service  or  of  other  safety  services  or 
seriously  degrades,  obstructs,  or  repeat- 
edly  interrupts   a   radiocommunication 
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service  operating  in  accordance  with  this 
chapter. 

Industrial,  scientific  and  medical 
equipment  USM).  Devices  which  use 
radio  waves  for  industrial,  scientific. 
medical,  or  any  other  purposes  includ- 
ing the  transfer  of  energy  by  radio  and 
which  ve  neither  used  nor  intended  to 
be  used  for' radiocommunication. 

Landing  area.  A  landing  area  means 
any  locality,  either  of  land  or  water,  in- 
cluding airports  and  intermediate  land- 
ing fields,  which  is  used,  or  approved  for 
use  for  the  landing  and  take-off  of  air- 
craft whether  or  not  facilities  are  pro- 
vided for  the  shelter,  servicing,  or  repair 
of  aircraft,  or  for  receiving  or  discharg- 
ing passengers  or  cargo.  Aeronautical 
facilities  not  in  existence  at  the  time  of 
filing  of  an  application  for  radio  facili- 
ties will  be  given  consideration  only 
when  proposed  airport  construction  or 
improvement  plans  are  on  file  with  the 
Federal  Aviation  Agency  as  of  the  filing 
date  of  the  application  for  such  radio 
faciliUes. 

Land  station.  A  station  in  the  mobile 
service  not  intended  to  be  used  while 
in  motion.  (Of  the  various  types  of 
land  stations,  only  the  Base  Station  is 
pertinent  to  this  part,  and  the  term 
will  be  used  interchangeably  with  the 
term  Land  Station. ) 

Mobile  relay  station.  A  Base  Station 
in  the  mobile  service,  authorized  pri- 
marily to  retransmit  automatically  on  a 
mobile  service  frequency  communica- 
tions originated  by  mobile  stations. 

Mobile  service.  A  service  of  radio- 
communication  between  mobile  and  land 
stations,  or  between  mobile  stations. 

Mobile  station.  A  station  in  the  mo- 
bile service  intended  to  be  used  while  in 
motion  or  during  halts  at  imspecifled 
points.  (For  purposes  of  this  part,  the 
term  includes  hand-carried  and  pack- 
carried  units.) 

Operational  fixed  station.  A  Fixed 
Station  not  open  to  public  correspond- 
ence, operated  by  and  for  the  sole  use 
of  thoee  agencies  operating  their  own 
radiocommunication  facilities  in  the 
Public  Safety,  Industrial,  Land  Trans- 
portation, Aviation  or  Marine  Services. 
(This  term  Includes  all  stations  licensed 
in  the  fixed  service  imder  this  part.) 

Person.  An  individual,  partnership, 
association,  joint  stock  company,  trust, 
or  corporation. 

PuMic  correspondence.  Any  tele- 
communication which  the  ofiBces  and 
stations  must,  by  reason  of  their  being 
at  the  dlspoqfd  of  the  public,  accept  for 
transmission. 

Radiocommunication.  Telecommuni- 
cation by  means  of  radio  waves. 

Radiodetermination.  The  determina- 
tion of  position,  or  the  obtaining  of  in- 


587 

formation  relating  to  position,  by  means 
of  the  propagation  properties  of  radio 
waves. 

Radiolocation.  Radiodetermination 
used  for  purposes  other  than  those  of 
radionavlgatlon. 

Radiolocation  land  station.  A  station 
in  the  radiolocation  service  not  intended 
to  be  used  while  in  motion. 

Radiolocation  mobile  station.  A  sta- 
tion in  the  radiolocation  service  in- 
tended to  be  used  while  in  motion  or 
during  halts  at  unspecified  points. 

Radiolocation  service.  A  radiodeter- 
mination service  involving  the  use  of 
radiolocation. 

Radionavigation.  Radiodetermination 
used  for  the  purposes  of  navigation,  in- 
cluding obstruction  warning. 

Radio  Service.  An  administrative  sub- 
division of  the  field  of  radiocommunica- 
tion. In  an  engineering  sense,  the  sub- 
divisions may  be  made  according  to  the 
method  of  operation,  as,  for  example, 
mobile  service  and  fixed  service.  In  a 
regulatory  sense,  the  subdivisions  may 
be  descriptive  of  particular  groups  of  li- 
censees, as,  for  example,  the  groups  of 
persons  licensed  under  this  part. 

Safety  service.  A  radiocommunication 
service  used  permanently  or  temporarily 
for  the  safeguarding  of  human  life  and 
property. 

Signaling.  Intermittent  or  periodic 
transmission  (excluding  radlotelephony 
or  any  type  of  Morse  code)  of  Intelligence 
by  means  of  prearranged  tones,  impulses, 
or  combinations  thereof,  designed  to  ac- 
tuate a  mechanism  at  the  point  of 
reception. 

Simplex  Operation.  Operating  meth- 
od in  which  transmission  Is  made  pos- 
sible alternately  in  each  direction,  for 
example,  by  means  of  manual  control. 

Standard  Metropolitan  Area.  Any  or 
all  of  the  areas  within  the  continental 
limits  of  the  United  States  described  and 
enumerated  as  Standard  Metropolitan 
Areas  in  the  U.S.  Census  of  Population. 
1950;  Vol.  I,  Number  of  Inhabitants; 
Chapter  1.  U.S.  Summary;  Bureau  of  the 
Census.  United  States  Department  of 
Commerce.  (The  Standard  Metropoli- 
tan Areas  in  the  United  States  are  listed 
in  that  publication  in  Table  26,  begin- 
ning on  page  1-66.)  The  publication  is 
sold  by  the  U.S.  Government  Printing 
Office.  Washington  25.  D.C. 

Station  authorization.  Any  construc- 
tion permit,  license,  or  special  temporary 
authorization  issued  by  the  Commission. 

Telemetering.  The  use  of  telecom- 
munication for  automatically  indicating 
or  recording  measurements  at  a  distance 
from  the  meastuing  instrument. 

[F.R.    Doc.    62-638;     Filed,    Jan.    18,    1962; 
8:50  ajn.j 
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Proposed  Rule  Making 


DEPARTMENT  OF  AGRICULTURE 

Agricultural  Stabilization  and 
Conscrvotion   S«rvic« 

(  7  CFR   Part   1 1 33  1 

[Docket  No  AO-275  A7| 

MILK  IN  INLAND  EMPIRE 
MARKETING  AREA 

Notic*  of  Extonsion  of  Tim*  for  Filing 
Exceptions  to  Rocommondod  De- 
cision on  Proposed  Amondmonts  to 
Tentative  Marketing  Agreement 
and  to  Order 

Pursuant  to  the  provisions  of  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937.  as  amended  (7  U.S.C.  801  et  seq.>. 
and  the  applicable  rules  of  practice  and 
procedure  governing  the  formulation  of 
marketing  agreements  and  marketing 
orders  (7  CFR  Part  900 ) .  notice  la  hereby 
given  that  the  time  for  filing  exceptions 
to  the  recommended  decision  with  re- 
spect to  the  proposed  amendments  to  the 
tentative  marketing  agreement  and  to 
the  order  regulating  the  handling  of  milk 
In  the  Inland  Empire  marketing  area, 
which  was  Issued  December  22.  1961  (26 
PR.  12611).  Is  hereby  extended  to  Jan- 
uary 19,  1962. 

Dated:  Washington,  DC  ,  January  15. 
1962. 

James  T.  Rai.ph. 
Assistant  Secretary. 

|P.R.    Doc.    62  627;     Filed.     Jan.     18,     1962; 
8:49  am  I 


DEPARTMENT  OF  HEALTH,  EDU- 
CATNN,  AND  WaFARE 

Food  and   Drug  Administration 

[21    CFR   Part   19] 

CREAM  CHEESE 

Notice  of  Proposal  to  Amend 
Standard  of  Identity 

Notice  is  given  that  a  petition  has 
been  filed  by  Kraft  Poods  Division  of 
National  Dairy  Products  Corporation, 
500  Peshtlgo  Court,  Chicago  90,  Illinois, 
setting  forth  a  proposed  amendment  to 
the  definition  and  standard  of  Identity 
for  cream  cheese  (21  CFR  19.515). 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food.  Drug,  and  Cosmetic  Act  (sees. 
401,  701.  52  Stat:  1046.  1055.  as  amended 
70  Stat.  919,  72  Stat.  948;  21  U.S.C.  341. 
371  >  and  under  the  authority  delegated 
to  the  Commissioner  of  Food  and  Drugs 
by  the  Secretary  of  Health.  Education, 
and  Welfare  ( 25  F.R.  8625 ) ,  all  interested 
persons  are  hereby  invited  to  present 
their  views  In  writing  regarding  the  pro- 
posal published  in  this  notice.  Such 
views  and  comments  should  be  submitted 
in  qulntupllcate,  addressed  to  the  Hear- 
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ing  Clerk,  Department  of  Health,  Educa- 
tion, and  Welfare.  Room  5440.  330  Inde- 
pendence Avenue  SW..  Washington  25, 
DC.  prior  to  the  thirtieth  day  following 
the  date  of  publication  of  this  notice  in 
the  FcDERAL  Register. 

It  is  proposed  that  in  5  19  515  Cream 
cheese:  identity:  label  statement  of  op- 
tional ingredients  paragraph  (bM2i  be 
amended  by  inserting  the  words  "guar 
i;um'"  after  the  words  "carob  bean  gum  ". 

This  will  have  the  efTect  of  permitting 
nuar  gum  to  be  used  in  cream  cheese, 
subject  to  the  same  limit  on  quantity 
•  solids  of  the  guar  gum  not  to  exceed 
0  5  percent  of  the  weight  of  the  finished 
cream  cheese'  and  the  same  provision 
for  label  declaration  as  a  "vegetable 
gum"  which  the  standard  prescribes  for 
gum  karaya,  gum  tragacanth,  and  carob 
bean  gum  in  paragraph  <c'. 

Dated    January  12,  1962 

J   K  Kirk, 

Assistant  Commissioner 

of  Food  and  Drugs. 

|PR      !>><■      61  613:     Filed      J. in      18,     1962. 
8  47    a  tn  I 


[  21    CFR   Part   121  1 

FOOD  ADDITIVES 

Notice  of  Filing  of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food.  Drug,  and  Cosmetic  Act  (sec 
409(b)  <5>.  72  Stat.  1786:  21  U  S.C.  348 
ib»(5)),  notice  is  given  that  a  petition 
<  FAP  648 )  has  been  filed  by  Atlas  Chem- 
ical Industries.  Inc..  Wilmington  99. 
Delaware,  proposing  the  issuance  of  a 
regulation  to  provide  for  the  safe  use  of 
glycerin  made  by  the  hydrogenolysis  of 
carlwhydrate  as  a  plasticizer,  in  ad- 
hesives,  and  as  a  component  of  resinous 
or  poljrmeric  coatings  in  products  used  in 
producing,  manufacturing.  packing, 
processing,  preparing,  treating,  packag- 
ing, transporting,  or  holding  food.  The 
glycerin  contains  not  to  exceed  Ol'c 
1.2.3-butanetriol  and  not  to  exceed  0  Ic 
1.2.4-butanetriol. 

Dated:   January  12,  1962 

J.K,  Kirk, 
Assistant  Commissioner 

of  Food  and  Drugs. 

[PR      Dvc      62   609;     Filed.     Jan       18,     1962; 
8  47  a.m  I 


[  21    CFR    Part    121  1 

FOOD  ADDITIVES 

Notice   of  Filing   of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food.  Drug,  and  Cosmetic  Act  (sec. 
409(b>(5).  72  Stat.  1786:  21  U.S  C.  348 
(b)(5>).  notice  is  given  that  a  petition 
(FAP  658)  has  been  filed  by  The  Griffith 
Latxjratories.  Inc..  855  Rahway  Avenue. 
Union.  New  Jersey,  pi'oposing  the  is- 
suance of  a  regulation  to  provide  for  the 


safe  use  of  ethylene  oxide  as  a  fumigat- 
ing agent  for  Isolated  soybean  protein 
employed  as  a  sizing  agent  In  the  manu- 
facture of  paper  and  paperboard  in- 
tended for  use  in  contact  with  food. 

Dated:  January  12.  1962. 

J.K.  Kirk, 
As-<istant  Commissioner 

of  Food  and  Drugs. 

\Vn      Due      62  flU,      Filed.     Jan      18,     r962; 
8  47   a  m  I 


[  21    CFR   Parts    121,    146  1 

ANTIBIOTICS;   FOOD  ADDITIVES 

Notice  of  Filing  of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
(  lal  Food,  Drug,  and  Cosmetic  Act  <sec 
409(b><5».  72  Slat.  1786;  21  U.S.C.  348 
ibHS* ).  notice  is  given  that  a  tietltlon 
FAP  639)  has  been  filed  by  The  Dow 
Chemical  Company,  Midland,  Michigan, 
proposing  the  Issuance  of  a  regulation 
to  amend  5  121.207  for  zoalene.  as 
follows: 

1  Provide  for  a  minimum  of  40  parts 
per  million  i0  004  percent)  in  the  com- 
plete grower  ration  of  replacement  birds 
under  conditions  of  light  to  moderate  ex- 
posure to  coccidlosls. 

2.  Provide  for  free-choice  feeding  in  a 
.scratch  grain  program  providing  levels 
of  zoalene  of  not  less  than  40  parts  per 
million  (0.004  percent)  in  the  total 
ration. 

3  Change  the  term  "up  to  6  weeks  of 
at?e "  to  "starter  period"  and  the  term 
"over  6  weeks  of  age"  to  "growing  period  ' 
as  used  in  §  146.26* b)  (45). 

Dated:    January  15.  1962. 

J.  K.  Kirk, 
Assistant  Commissioner 

of  Food  and  Drugs. 

fFR      D<tc     62  610;     Filed,     Jan.     18,     1962; 
8  47  am  1 


CIVIL  AERONAUTICS  BOARD 

[14  CFR   Part  302  1 

(Docket  No.   13305] 

RULES   OF   PRACTICE   IN   ECONOMIC 
PROCEEDINGS 

Supplemental   Notice   of   Proposed 
Rule   Making 

J.^NUARY    15.    1962. 

The  Board,  in  26  F.R.  12623  and  by  cir- 
culation of  a  notice  of  proposed  rule 
making,  PDR-17.  dated  December  21, 
1961,  gave  notice  that  it  had  under  con- 
sideration the  adoption  of  a  proposed 
amendment  to  Part  302  of  the  rules  of 
practice  which  would  establish  special 
rules  prescribing  a  standardized  cost 
method  for  proceedings  concerned  with 
changes  in  the  authorized  operations  of 
certain  local  sen'ice  air  carriers. 


i 

Friday,  January  19,  1962 

In  Its  notice  the  Board  requested  in- 
terested parties  to  submit  sntti  comments 
as  they  may  desire  not  later  than  Jan- 
uary 26.  1962.  Request  has  been  re- 
ceived to  extend  the  date  for  such  com- 
ments for  at  least  45  days  because  of  the 
need  for  analysis  of  the  vropoeal  by  an 
economic  consultant.  The  undersigned, 
acting  under  authority  duly  delegated  to 
him  by  the  Board,  finds  that  good  cause 
has  been  shown  for  a  lesser  extension 
than  requested  and  that  it  will  be  in  the 
public  Interest  to  allow  an  additional  28 
days  for  the  filing  of  comments. 

Therefore,  pursuant  to  the  authority 
delegated  under  section  7.3  C  of  Public 
Notice  PN  15  and  redelegated  under  sec- 
tion 7.6  thereof,  the  undersigned  hereby 
extends  the  date  for  comments  on  PDR- 
17  until  February  23.  1962.  All  relevant 
matter  in  communications  received  on 
or  before  February  23.  1962.  will  be  con- 
sidered by  the  Board  before  taking  final 
action  on  the  proposed  amendments  to 
Part  302.  Copies  of  such  communica- 
tions will  be  available  for  examination 
by  interested  persons  in  the  Docket  Sec- 
tion of  the  Board.  Room  711.  Universal 
Building.  1825  Connecticut  Avenue  NW.. 
Washington,  D.C.,  upon  receipt  thereof. 

(Sees.  204(a)  and  1001  of  the  Federal  Avia- 
tion  Act.  72  Stat.  743,   788;    49   U.S.C.   1324, 

1481) 

I  SEAL  I  Ross  I.  NEWMANN, 

Associate  General  Counsel. 
Rules  and  Legislation. 

[FR,    Doc     62-633:     Filed,    Jan      18,     1962; 

8:50  a  m.l 


SMALL  BUSINESS  ADMINISTRA- 
TION 


I  13  CFR  Part   107  1 

SMALL  BUSINESS  INVESTMENT 
COMPANIES 

Proposals,    License    Applications; 
Notice  of  Proposed  Rule  Making 

Notice  is  hereby  given  that  pursuant 
to  authority  contained  in  section  308  of 
the  Sm.Tll  Business  Investment  Act  of 
1953.  Pub.  Law  85-699.  72  Stat.  694.  as 
.im'Mided,   It   is   proposed  to  amend,  as 
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set  forth  below,  §§  107.102(g)  d).  107- 
201  (a)  and  (b).  and  107.202(a)  of  Part 
107  of  SubchApter  B.  Chapter  I  of  Title 
13  of  the  Code  of  Federal  Regulations,  as 
revised  in  26  Pit.  8232-8242.  Prior  to 
the  final  adoption  of  such  amendment, 
consideration  will  be  given  to  any  com- 
ments or  suggestions  pertaining  thereto 
which  are  submitted  in  writing.  In  trip- 
licate, to  the  Small  Business  Investment 
Division,  Small  Business  Administration, 
Washington  25.  D.C.,  within  a  period  of 
twenty-one  days  of  the  date  of  this  notice 
in  the  Fidiral  Register. 

Information.  The  amendments  now 
under  consideration  emphasize  and  pro- 
vide expressly  that  neither  the  submis- 
sion of  a  pnvosal  nor  the  issuance  of  a 
notice  imder  1 107.102(g)  (l)  of  the  regu- 
lations, nor  the  submission  of  a  License 
Application  affects  the  statutory  discre- 
tion of  SBA  to  issue  or  not  to  issue  a  com- 
pany a  License. 

It  is  proposed  to  amend  the  Small  Busi- 
ness Investment  Company  Regulations 
as  follows: 

1.  Delete  the  following  language  from 
i  107.102(g)  (1) :  "and  SBA  shall  be  com- 
mitted by  said  approval  to  Issue  a  li- 
cense if  the  terms  and  conditions  of  the 
approved  proposal  are  completed;".  As 
amended,  t  107.102(n;Hi)  reads  as 
follows: 

§  107.102     PropoNHl. 

•  •  •  •  • 

(g)  After  consideration  of  a  Proposal 
SBA  shall  notify  the  Proponents,  either: 

( 1 )  That  the  Proponents  may  proceed 
with  all  action  necessary  to  qualify  the 
Proposed  Operator  for  execution  and 
submission  of  a  License  Application; 
which  action  shall  be  completed  and  a 
License  Application  submitted  by  the 
Proposed  Operator  within  90  days  from 
the  date  of  said  notice  from  SBA,  unless 
such  period  is  extended  by  SBA;  or 

2.  Delete  paragraphs  (a)  and  (b)  of 
9  107.201  and  substitute  in  lieu  thereof 
the  following : 

§  107.201      License  Application. 

(a)  A  License  Application  may  be  sub- 
mitted upon  SBA  Form  No.  415 '  by  the 


'FUed  with  the  Federal  Register  Office  as 
part  of  the  <»iginal  document.  Copies  of 
SBA  Form  41S,  License  Application,  together 
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Proposed  Operator  only  after  issuance 
by  SBA  of  the  notice  referred  to  under 
§  107.102(g)(1)  and  in  accordance  with 
instructions  issued  by  SBA,  including  in- 
structions contained  in  such  notice. 
Such  License  Application  shall  be  sub- 
mitted within  90  days  after  issuance  of 
said  notice. 

(b>  Within  180  days  after  submission 
of  a  License  Application  SBA  will  give 
due  regard,  among  other  things,  to  the 
need  for  financing  of  small  business  con- 
cerns in  the  area  in  which  the  Proposed 
Operator  intends  to  commence  business, 
the  general  character  of  the  proposed 
management  of  the  Proposed  Operator. 
and  the  number  of  existing  Licensees  and 
the  volume  of  their  operations,  and  after 
consideration  of  all  relevant  factors,  will 
In  its  discretion  either  issue  a  License  to 
the  Proposed  Operator  or  notify  the  Pro- 
posed Operator  that  after  consideration 
of  all  relevant  factors  the  SBA  will  not 
issue  a  License  to  the  Proposed  Operator. 

3.  Delete  S  107.202(a>  atKl  substitute 
in  lieu  thereof  the  following: 

§  107.202      PrerequiNiteH  for  imtuanri'  of 
Lirenne. 

Prior  to  the  issuance  of  a  License,  each 
Proposed  Operator  shall  have: 

(a)  Executed  and  submitted  a  License 
Application,  including  such  additional 
information,  statements  and  representa- 
tions as  may  be  otherwise  required  by 
SBA. 

Dated:  January  15,  1962. 

John  E.  Horne, 
Administrator. 

[FR.    Doc.    62-625;     Piled.    Jan.    18,    1962; 
8:49    a.m. I 


with  Instructions,  are  available  at  the  office 
of  the  Deputy  Administrator,  Investment 
Division,  Small  Business  Administration. 
811  Vermont  Avenue  NW.,  Washington  25, 
D.C..  and  at  all  Region^  Offices  of  the  Small 
Business  Administration,  the  addresses  of 
which  offices  may  be  obtained  from  the 
office  of  the  Deputy  Administrator.  Invest- 
ment Division.  Small  Business  Administra- 
tion. 811  Vermont  Avenue  NW,.  Washing- 
ton 25,  D.C. 


DEPARTIIENT  OF  THE  TREASURY 

OfRc*  of  th«  S«cr*lory 

IAA043.5-CI 

TELEPHONE  CABLE  FROM  CANADA 
Foir  Volu*  D«t*nnination 

Janvary  12. 1M2. 

A  comlaint  was  received  that  paper- 
Insulated,  lead-covered  telephone  cable 
from  Canada  was  being  sold  In  the 
United  States  at  less  than  fair  value 
within  the  meaning  of  the  Antidumping 
Act  of  1931. 

I  hereby  determine  that  paper-In- 
sulated, lead -covered  telephone  cable 
from  Canada  is  not  being,  nor  likely 
to  be,  sold  at  less  than  fair  value  within 
the  meaning  of  section  201 'a)  of  the 
Antidumping  Act.  1921,  as  amended  (19 
U^.C.  160(a)). 

Statement  of  retuons.  The  complaint 
In  this  case  was  specifically  against  sales 
to  a  United  States  military  department. 
Because  the  entry  of  the  cable  is  effected 
under  10  U.S.C.  2383,  the  merchandise 
Is  entirely  free  of  imiwrt  duties,  includ- 
ing any  duty  which  might  apply  pur- 
suant to  the  Antidiunplng  Act  of  1921. 
By  virtue  of  the  implementation  of  the 
Ukiited  States-Canada  Production  and 
Development  Sharing  Program  the  Buy 
American  Act  does  not  apply.  Duty,  in- 
cluding possible  dimiping  duty,  is  not  an 
applicable  factor  in  evaluating  bids  sub- 
mitted under  the  Armed  Forces  Procure- 
ment Regulations  by  Canadian  Interests. 

Available  facts  pertaining  to  sales  In 
the  United  States  of  the  subject  mer- 
chandise to  piirchasers  other  than  the 
United  States  Oovemment.  did  not  Indi- 
cate sales,  or  a  likelihood  of  sales,  at  less 
than  fair  value. 

Since  there  could  be  no  effective  appli- 
cation of  the  Antidumping  Act  under 
the  circumstances  in  this  case,  relative  to 
United  States  Government  importations. 
It  was  determined  that  a  full-scale  In- 
vestigation was  not  warranted. 

This  determination  and  the  state- 
ment of  reasons  therefor  are  published 
piu-suant  to  section  201(c)  of  the  Anti- 
dumping Act,  1921,  as  amended  1 19 
U.S.C.  180(c)  ». 

(sKALl  James  A.  Rzco. 

Assistant  Secretary  of  the  Treasury. 

IPR.     Doc      62  618:     FUed.    Jan.     18.     1962; 
8:47  ami 


[Dept.  Circular:  Public  Debt  Serlea — 
No.  1-63) 

4  PERCENT  TREASURY  BONDS  OF 
1969 

Offering  of  Bonds;  Additional  Issue 

J  AM  VAX  Y    15,    1962. 

I.  Offering  of  bonds.  1.  The  Secre- 
tary of  the  Treasury,  pursuant  to  the 
authority  of  the  Second  Liberty  Bond 
Act,  as  amended.  Invites  subscriptions, 
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at  99.75  percent  of  their  face  value  and 
accrued  Interest,  from  the  people  of  the 
United  SUtes  for  bonds  of  the  United 
States,  designated  4  percent  Treasury 
Bonds  of  1969.  The  amount  of  the  offer- 
ing under  this  circular  Is  $1,000,000,000, 
or  thereabouts.  In  addition  to  the 
amount  offered  for, public  subscription, 
the  Secretary  of  the  Treasury  reserves 
the  right  to  allot  up  to  $100,000,000  of 
these  bonds  to  Oovemment  Investment 
Accounts.  The  books  will  "be  open  only 
on  January  15.  1962,  for  the  receipt  of 
subscriptions  for  this  Issue. 

II.  Description  of  bonds.  1  The  bonds 
now  offered  will  be  an  addition  to  and 
will  form  a  part  of  the  series  of  4  per- 
cent Treasury  Bonds  of  1969  issued  pur- 
suant to  Department  Circulars  Nos.  996, 
1024  and  1056.  dated  September  16,  1957, 
March  23,  1959.  and  November  18,  1960, 
respectively,  will  be  freely  Interchange- 
able therewith,  and  are  Identical  in  all 
respects  therewith  except  that  interest 
on  the  bonds  to  be  issued  under  this  cir- 
cular will  accrue  from  January  24.  1962. 
Subject  to  the  provision  for  the  accrual 
of  Interest  from  January  24.  1962,  on  the 
bonds  now  offered,  the  twnds  are  de- 
scribed In  the  following  quotation  from 
Department  Circular  No.  996: 

1  The  bonds  will  be  dated  October  1  1957. 
and  win  bear  interest  from  that  date  at  the 
rate  of  4  percent  per  annum,  payable  semi- 
annually on  April  1  and  October  1  in  each 
year  until  the  principal  amount  becomes 
payable  They  will  mature  October  1,  1B69, 
and  will  not  be  subject  to  call  for  redemption 
prior  to  maturity 

a.  The  Income  derived  from  the  bonds  is 
subject  to  all  taxes  Imposed  under  the  In- 
ternal Revenue  Code'^f  1954  The  bonds  are 
subject  to  estate.  Inheritance  gift  or  other 
excise  taxes,  whether  Federal  or  State,  but 
are  exempt  from  all  taxation  now  or  here- 
after Imposed  on  the  principal  or  Interest 
thereof  by  any  State,  or  any  of  the  posMS- 
slona  of  the  United  States,  ot  by  any  local 
taxing  authority 

3  The  bonds  will  be  accept  ible  to  secure 
deposits  of  public  moneys 

4  Bearer  bonds  with  Interest  coupons  at- 
tached, and  bonds  registered  as  to  principal 
and  Interest,  will  be  Issued  In  denominations 
of  $500.  Sl.OOO.  $5.0<X).  $10,000,  SIOO.OOO  and 
tl. 000, 000  Provision  will  be  made  for  the 
Interchange  of  bonds  of  different  denomina- 
tions and  of  coupon  and  registered  bonds, 
and  for  the  transfer  of  registered  bonds, 
under  rules  and  regulations  prescribed  by 
the  Secretary  of  the  Treasiiry 

5  Any  bonds  Issued  hereunder  which 
upon  the  death  of  the  owner  constitute  part 
of  his  estate,  will  be  redeemed  at  the  option 
of  the  duly  constituted  representatives  of 
the  deceased  owner's  estate,  at  par  and  ac- 
crued Interest  to  date  of  payment    '  Provided 

la)  That  the  bonds  were  actually  owned 
by  the  decedent  at  the  time  of  his  death, 
and 

(b)  That  the  Secretary  of  the  Treasury  be 
authorized   to   apply    the  entire   proceeds  of 


'  An  exact  half-years  Interest  is  computed 
for  each  full  half-year  period  Irrespective  of 
the  actual  number  of  days  In  the  half  year 
For  a  fractional  part  of  any  half  year,  com- 
putation Is  on  the  basis  of  the  actual  number 
of  days  In  such  half  year. 


redemption  to  the  payment  of  Federal  estate 
taxes. 

Registered  bonds  BUbinltt«4l  for  redemption 
hereunder  must  be  duly  Mslgned  to  "The 
Secretary  of  the  Trcasxiry  for  redemption,  the 
proc««<U  to  be  paid  to  tb«  District  Director 

of  Internal  BcTcnu*  at (or  credit 

on  Federal  esUte  taxes  due  from  estate  of 

.    Owing  to  the  periodic  closing 

of  the  transfer  books  and  the  Impossibility 
of  stopping  payment  of  Intsrest  to  the  regis- 
tered owner  during  the  closed  period,  reg- 
istered bonds  received  after  the  closing  of 
the  books  for  payment  during  such  closed 
period  wUl  be  paid  only  at  per  with  e  de- 
duction of  Interest  from  the  date  of  pay- 
ment to  the  next  Interest  payment  date.  ' 
bonds  received  during  the  closed  period  for 
payment  at  e  date  after  the  books  reopen 
will  be  paid  at  par  plus  accrued  Interest  from 
the  reopening  of  the  books  to  the  date  of 
payment.  In  either  case  checks  for  the  full 
six  months'  Interest  due  on  the  last  day  of 
the  cloecd  period  wUl  be  forwarded  to  the 
owner  In  due  course.  All  bonds  submitted 
must  be  accompanied  by  form  PD  1783.' 
properly  completed,  signed  and  sworn  to.  and 
by  proof  of  the  representatlTes'  authority  In 
the  form  of  a  court  oertlflcate  or  a  certified 
copy  of  the  representatlTes'  letters  of  ap- 
pointment Issued  by  the  court.  The  certifi- 
cate, or  the  certification  to  the  letters,  must 
be  under  the  seal  of  the  court,  and  except 
In  the  case  of  a  corporate  repreaenUtlve, 
must  contain  a  statement  that  the  appoint- 
ment Is  in  full  force  and  be  dated  within  six 
months  prior  to  the  submission  of  the  bonds. 
unless  the  certificate  or  letters  show  that  the 
appointment  was  made  within  one  year  Im- 
mediately prior  to  such  submission.  Upon 
payment  of  the  bonds  appropriate  memo- 
randum receipt  will  be  forwarded  to  the 
representatives,  which  will  be  followed  In 
due  course  by  formal  receipt  from  the  Dis- 
trict Director  of  Internal  Revenue 

6  The  bonds  will  be  subject  to  the  general 
regulations  of  the  Treasury  Department,  now 
or  hereafter  prescribed,  governing  United 
States  bonds. 

m.  Subscription  and  allotment  1 
Subscriptions  will  be  received  at  the 
Federal  Reserve  Banks  and  Branches 
and  at  the  OfQce  of  the  Treasurer  of  the 
United  States.  Washington.  Only  the 
Federal  Rcscr>e  Banks  and  the  Treasury 
Department  are  authorized  to  act  as 
ofliclal  agencies.  Commercial  banks, 
which  for  this  purpose  are  defined  as 
banks  accepting  demand  deposits,  may 
submit  subscriptions  for  account  of  cus- 
tomers provided  the  names  of  the  cus- 
tomers are  set  forth  In  such  sul>scrlp- 
tions.  Others  than  commercial  banks 
will  not  be  permitted  to  enter  subscrip- 
tions except  for  their  own  account.  Sub- 
scriptions from  commercial  banks  for 
their  own  account  will  be  restricted  m 
each  case  to  an  amount  not  exceeding  5 
percent  of  the  combined  amount  of  time 
and  savings  deposits.  ln<Jl\jdlng  time  cer- 
tificates of  deposit,  or  15  percent  of  the 
combined  capital,  surplus  afid  undivided 
profits,  of  the  subscribing  bank,  which- 
ever   is    greater.      Subscriptions    from 


'  The  transfer  books  are  closed  from  March 
a  to  April  1  and  from  September  3  to  Octo- 
ber 1   (both  dates  Inclusive)   in  each  year. 

'  Copies  of  Form  PD  1783  may  be  obtained 
from  any  Federal  Reserve  Bank  or  from  the 
Treasury  Department.  Washington.  DC. 


I 

Friday,  January  19,  1962 

banking  institutions  generally  for  their 
own  account  and  from  States,  poUtlcAl 
subdivisions  or  Instrumentalities  there- 
of, public  pension  and  retirement  and 
other  public  funds,  and  dealers  who 
make  primary  markets  in  Oovemment 
securities  and  report  daily  to  the  Federal 
Reserve  Bank  of  New  York  their  posi- 
tions with  respect  to  Oovemment  securi- 
ties and  borrowings  thereon,  will  be  re- 
ceived without  deposit.  Subscriptions 
from  all  others  must  be  accompanied  by 
payment  of  25  percent  of  the  amoimt  of 
bonds  applied  for,  not  subject  to  with- 
drawal until  after  allotment.  Following 
allotment,  any  portion  of  the  25  percent 
payment  in  excess  of  25  percent  of  the 
amount  of  bonds  allotted  may  be  re- 
leased upon  the  request  of  the  sub- 
scribers. 

2.  All  subscribers  are  required  to 
agree  not  to  purchase  or  to  sell,  or  to 
make  any  agreements  with  respect  to  the 
purchase  or  sale  or  other  disposition  of 
any  bonds  of  this  additional  issue,  until 
after  midnight  January  15,  1962. 

3.  Commercial  banks  in  submitting 
subscriptions  will  be  required  to  certify 
that  they  have  no  beneficial  interest  In 
any  of  the  subscriptions  they  enter  for 
the  account  of  their  customers,  and  that 
their  customers  have  no  beneficial  inter- 
est in  the  banks'  subscriptions  for  their 
own  account. 

4.  The  Seci-etary  of  the  Treasury 
reserves  the  right  to  reject  or  reduce  any 
subscription,  to  allot  less  than  the 
amount  of  bonds  applied  for,  and  to 
make  different  percentage  allotments  to 
various  classes  of  subscribers;  and  any 
action  he  may  take  in  these  respects 
shall  be  final.  The  basis  of  the  allot- 
ment will  be  publicly  announced,  and 
allotment  notices  will  be  sent  out 
promptly  upon  allotment. 

IV.  Payment.  1.  Payment  at  99.75 
percent  of  their  face  value  and  accrued 
interest  from  October  1,  1961,  to  Janu- 
ai-y  24,  1962  ($12.63736  per  $1,000).  for 
bonds  allotted  hereunder  must  be  made 
or  completed  on  or  before  January  24, 
1962,  or  on  later  allotment.  The  total 
amount  of  such  pasrment  will  be  $1,010.- 
13736  per  $1,000  face  amount  of  bonds 
allotted.  In  every  case  where  pa3anent 
is  not  so  completed,  the  payment  with 
application  up  to  25  percent  of  the 
amoimt  of  bonds  allotted  shall,  upon 
declaration  made  by  the  Secretary  of  the 
Treasury  in  his  discretion,  be  forfeited 
to  the  United  States.  Any  qualified  de- 
poslouT  will  be  permitted  to  make  pay- 
ment by  credit  in  its  Treasury  Tax  and 
Loan  Account  for  bonds  allotted  to  it  for 

Jtself  and  Its  customers  up  to  any  amount 
iN^^which  it  shall  be  qualified  in  excess 
of  exliting  deposits,  when  so  notified  by 
the  Federal  Reserve  Bank  of  Its  district. 

V.  Oeneral  provisions.  1.  As  fiscal 
agents  of  the  United  States,  Federal  Re- 
■<;erve  Banks  are  authorized  and  requested 
to  receive  subscriptions,  to  make  allot- 
ments on  the  basis  and  up  to  the 
amounts  indicated  by  the  Secretary  of 
the  Treasury  to  the  Federal  Reserve 
Banks  of  the  respective  districts,  to  issue 
allotment  notices,  to  receive  payment 
for  bonds  allotted,  to  make  delivery  of 
bonds  on  full-paid  subscriptions  allotted-, 
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and  they  may  issue  Interim  receipts 
pending  delivery  of  the  definitive  b<mds. 
2.  The  Saeretary  of  the  Treasury  may 
at  any  time,  or  from  time  to  time,  pre- 
scribe supplemental  or  amendatory  rules 
and  regulations  goveming  the  offering, 
which  will  be  communicated  promptly 
to  the  Federal  Reserve  Banks. 

[SIALl  DOTTOLAS  DiLLON, 

Sectetary  of  the  Treasury. 

Doc.    ea-6I9;    Filed,    Jan.     18,    1962; 
8:48  a.m.1 
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DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

[Group  No.  469] 

CALIFORNIA 
Notice  of  Filing  of  Plats  of  Survey 
January  12, 1962, 

1.  Plats  of  survey  of  the  lands  de- 
scribed below  will  be  officially  filed  in  the 
Land  Office.  Riverside,  California,  ef- 
fective at  10:00  a.m.,  January  25,  1962. 

San  bsBNAKDINO   Meridun 

T.  g  8.,  R.  31  B.. 

Sec.  25.  loto  a,  4,  6,  6,  and  7. 

The  area  deecrlbed  aggregates  202  60  acres. 
T.  15S.,R.a4B.. 

Sec.  16.  lotsa  and  3,  SW1/4SWV4; 

Sec.  17.  lots  6  to  13,  Inclusive: 

Sec.  19.  lots  8  to  12,  Inclusive; 

Sec.  20,  all: 

Sec.  21,  lots  1  to  6.  Inclusive,  W'2SWi4. 
SE%8W%: 

Sec.  28,  lots  1  to  9,  Inclusive: 

Sec.  29.  all; 

Sec.  30,  lota  9  to  16,  inclusive; 

Sec.  31,  Iota  6  to  8,  inclusive,  NE 14  NE  >  4 :   , 

Sec.  32,  loto  1  to  4,  inclusive,  Ni/gNW^i- 

The  area  described  aggregates  3103.53  acres. 

2.  Except  for  and  subject  to  valid  ex- 
isting rights,  it  is  presumed  that  title  to 
the  following  land  passed  to  the  State  of 
California  upon  acceptance  of  the  above- 
mentioned  plat  of  survey. 

San  Bcsnasoino  Meridian 

T.  16  8.,  R.  24  8.. 
Sec.  16,  lota  9  and  S.  SWi/4SW^ . 
The  area  deecrlbed  aggregates  90.33  acres. 

3.  The  following  described  lands  are 
withdrawn  by  Departmental  Order  of 
October  16,  1931  ("P"  of  October  20, 
1931)  under  the  provisions  of  the  Act  of 
June  17,  1902  (32  Stat.  388) : 

T.  16  8.,R.24B., 
See.  16.  loto2and3,  SW^SW>4; 
Sec.  17.  Iota  6  to  18,  inclusive; 
Sec.  19.  loto  8  to  12,  Inclusive; 
Sec.  20,  aU: 
Sec.  21,  loto  1  to  6,  Inclusive.  W'sSW';, 

8B%8Wi4: 
See.  38,  loto  1  to  9,  Inclusive; 
Sec.  39.  aU: 

Sec.  SO,  loto  9  to  16,  inclusive; 
See.  81,  loto  S  to  8,  inclusive,  NEl^NEl^ ; 
Sec.  83.  loto  1  to  4,  inclusive,  N'^  NW  ^ . 
The  area  described  aggregates  3103.63  acres. 

4.  The  following  described  lands  are 
withdrawn  by  Departmental  Order  of 
February  19.  1920  ("P"  of  February  25, 
1929)  and  included  in  First  Form  Recla- 
mation withdrawal,  Colorado  River  Stor- 
age Project  under  the  provisions  of  sec- 
tion 3  of  the  Act  of  June  17,  1902  (32 
Stat.  388): 
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T.9S.,R.ai  E., 
Sec.  36,  lota  2,  4, 6, 6,  and  7. 
The  area  described  aggregates  303.60  acres. 

5.  The  pubUc  lands  affected  by  this 
order  are  hereby  restored  to  the  opera- 
tion of  the  public  land  laws,  subject  to 
any  valid  existing  rights,  the  provlsloxui 
of  existing  withdrawals,  and  the  require- 
ments of  applicable  laws,  rules,  and 
regulations. 

6.  Persons  claiming  preference  rights 
based  upon  valid  settlement,  statutory 
preference,  or  equitable  claims  must  en- 
close properly  corroborated  stat«nents 
in  support  of  their  application,  setting 
forth  all  facts  relevant  to  their  claims. 

7.  Inquiries  concerning  these  lands 
should  be  addressed  to  the  Manager, 
Land  Office,  Bureau  of  Land  Manage- 
ment, 1414  8th  Street.  P.O.  Box  723, 
Riverside,  California. 

Oliver  W.  Johnson,  Jr.. 
Acting  Manager, 
Riverside  Land  Office. 

|P.R.    Doc.    62-696;    Filed,    Jan.    18,    1962; 
8:46  a.m'.j 


NEVADA 

Notice  of  Termination  of  Proposed 
Withdrawal  and  Reservation  of 
Lands 

January  12,  1962. 

Federal  Aviation  Agency  filed  an  ap- 
plication for  withdrawal  and  reservation 
of  lands,  serial  number  Nevada  045129. 
on  March  14,  1957.  The  applicant 
agency  has  canceled  the  application  in 
its  entirety. 

Effective  on  publication  of  this  notice 
in  the  Federal  Register,  the  land  de- 
scribed below  will  no  longer  be  subject 
to  the  segregative  effect  of  the  applica- 
tion. 

Mount  Diablo  Mzsidian,  Nevada 

T.  35  N.,  R.  66  E., 

Sec.  26,  B»^NEViNWV4,  E>4SE%NW>4, 
NWi4NE^,  SW^NEVi,  W^NE^NE^, 
W'^SEy4NEy4. 

J.  R.  Penny, 
State  Director,  P.O.  Box  ISSl, 
Reno.  Nevada. 

I  Pit.    Doc.    62-599;    Piled,    Jan.    18,    1962; 
8:46  a.m.] 


Office  of  the  Secretary 

[Order  No.  2860] 

BONNEVILLE  POWER 
ADMINISTRATION 

Disposition  of  Power  From  Certain 
Projects;  Related  MaHers 

Sec.  1.  Desiffnation  as  marketing 
agent.  The  Bonneville  Power  Adminis- 
trator (hereinafter  called  the  "Admin- 
istrator") is  designated  as  the  agent  to 
market  surplus  electric  power  and 
energy  generated  at  the  following  Fed- 
eral projects  in  the  Pacific  Northwest: 
Bonneville  Project;  Columbia  Basin 
Project,  including  the  reserved  power 
and  energy  made  available  pursuant  to 
section  7(c)  of  the  Coulee  Dam  Com- 
munity Act  of  1957  (71  Stat.  524) ;  Hun- 
gry   Horse    Project;    Chandler    Power 
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Plant,  Kennewick  Division.  Yakima 
Project;  Roza  Power  Plant.  Roza  Divi- 
sion. Yakima  Project:  and  all  projects 
now  or  hereafter  constructed  in  the 
drainage  basin  of  the  Columbia  River 
and  Its  tributaries  and  in  all  other  river 
basins,  except  the  Ro^ue  River  Basin, 
which  drain  into  the  Pacific  Ocean  in 
the  states  of  Washington  and  Oregon, 
for  which  the  Secretary  of  the  Interior 
is  authorized  to  market  power  pursuant 
to  section  5  of  the  act  of  December  22. 
1944  (58  Stat.  887).  or  section  2  of  the 
act  of  March  2,  1945  (59  Stat.  10).  In 
addition,  the  Administrator  is  desig- 
nated as  the  marketing  agent  for  power 
purchased  by  him  pursuant  to  the»act 
of  July  27,  1954  (68  Stat.  573 >.  or  any 
other  authority.  The  Administrator 
may  exercise  such  of  the  authority 
vested  in  the  Secretary  of  the  Interior 
by  any  act  or  executive  order  applicable 
to  the  marketing  of  the  surplus  electric 
energy  referred  to  in  this  order  as  may 
be  necessary  or  appropriate  for  carr>'- 
Ing  out  the  program  functions  as.signed 
to  the  Administrator. 

Sxc.  2.  Integration  and  interconnec- 
tion. The  Administrator  shall,  consist- 
ent with  applicable  statutes,  executive 
orders,  and  directives  of  the  Secretary: 
(a)  Integrate  the  power  facilities  of  all 
projects  for  which  he  is  the  power  mar- 
keting agent:  Provided.  That  nothing  in 
this  order  should  be  construed  as  con- 
ferring authority  to  operate  power- 
producing  facilities  of  such  projects;  (b» 
Interconnect  such  power  facilities  with 
other  power  projects  or  systems  and  ex- 
change electric  energy  with  and  pur- 
chase and  sell  electric  energy  from  and 
to  such  projects  or  systems;  (c)  sell  or 
dispose  of  all  electric  energy  in  accord- 
ance with  the  policies  of  the  act  of  Au- 
gust 20.  1937  (50  Stat.  731 ) ,  as  amended, 
the  act  of  December  22.  1944  (58  Stat. 
887).  and.  with  respect  to  projects  sub- 
ject thereto,  the  Federal  Reclamation 
laws  or  any  other  applicable  statute ;  and 
(d)  enter  into  contracts  for  a  period  of 
years  for  the  purpose  of  transmitting 
power  generated  by  non-Federal  entities 
in  the  area  described  in  section  1  of  this 
order  to  points  within  such  area.  In 
marketing  power  produced  through  the 
Integrated  operation  of  the  generating 
projects  for  which  he  is  designated  the 
marketing  agent,  the  Administrator  may 
exercise  any  of  the  functions  vested  in 
him  with  respect  to  any  project. 

Sic.  3.  Power  contracts.  The  Adminis- 
trator may.  subject  to  applicable  statutes. 
executive  orders,  and  directives  of  the 
Secretary,  enter  into  contracts  for  the 
sale  or  disposition  of  electric  power  and 
energy  in  the  performance  of  the  func- 
tions assigned  by  this  order.  Contracts 
or  agreements  for  the  sale  or  disposi- 
tion of  electric  energy  shall  contain  such 
terms  as  are  necessary  to  protect  fully 
the  public  interest,  to  implement  the 
power  policies  of  the  Department,  and  to 
assure  that  electric  energy  be  made 
available  to  the  ultimate  consumer  at  the 
lowest  possible  rates  consistent  with 
sound  business  principles. 

Sbc.  4.  Investigations,  studies,  and  re- 
search. The  Administrator  shall,  either 
Independently   or    in   cooperation    with 
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other  Federal  or  non-Federal  agencies. 
make  or  assist  in  such  sxirveys.  investi- 
gations, studies,  and  informational  re- 
ports as  he  determines  to  be  necessary  or 
appropriate  (a)  for  or  relating  to  the  In- 
terconnection of  the  Columbia  River 
power  system  with  other  power  or  stor- 
age projects  or  systems  in  adjacent  re- 
gions of  the  United  States  or  Canada 
and  the  exchange  of  electric  enerpy 
therewith;  <b>  for  the  development  and 
integration  of  additional  sources  of  elec- 
tric energy,  whether  hydro,  thermal,  or 
nuclear,  for  coordination  with  the 
Columbia  River  power  .system  or  for  in- 
creasing the  supplies  of  firm  power  that 
can  be  made  available  from  the  projects 
referred  to  In  section  1  of  this  order. 
<c)  for  promoting  or  assisting  the  de- 
velopment of  new  outlets  for  or  increased 
uses  of  electric  energy  available  for  dis- 
position by  him ;  and  •  d  >  for  carrying  out 
the  responsibilities  assigned  to  him.  He 
shall  undertake  or  participate  with  other 
agencies  in  (ai  the  gathering  and  dis- 
semination of  basic  data  necessary  for 
achieving  the  most  economical  develop- 
ment and  widespread  distribution  of  the 
available  or  potential  power  resources  of 
the  Pacific  Northwest;  and  <b)  9uch  en- 
gineering, research,  developmental,  and 
demons tr a tional  work  as  he  deems  neces- 
sary or  appropriate  to  promote  the  most 
efficient  and  economical  use  of  the  trans- 
mission facilities  in  the  Pacific  Northwest 
or  the  most  widespread  use  of  electric 
energy.  He  shall  participate  with  other 
agencies  in  the  multi-purpose  compre- 
hensive planning  for  the  development  of 
the  water  and  related  land  resources 
of  the  Pacific  Northwest  and  in  studies 
and  research  on  matters  pertaining  to 
such  development  which  affect  or  are 
affected  by  the  development  of  the  power 
resources  of  that  region. 

Sec.  5.  Redelegation.  The  Adminis- 
trator may.  In  writing,  redelegate  to  of- 
ficers and  employees  of  the  Bonneville 
Power  Administration  any  of  the  author- 
ity granted  by  this  order  and  he  may 
authorize  written  redelegation  of  such 
authority. 

Sec.  6.  Revocation.  Order  No.  2753 
as  amended  <19  F.R.  2145;  22  PR.  1090. 
4169,  9196;  23  F  R.  9789)  Is  hereby 
revoked. 

(Sec    2.  Reorganization  Plan   No    3  Of   1950. 
5  use    113Z-15.  note) 

/  James  K.Carr. 

Acting  Secretary  of  the  Interior. 

Ja.nl'aky   12,  1962. 

(FR     Doc      62  801:     Flle<l.    Jan      18.     1»62; 
8  48    am  I 


FEDERAL  AVIATION  AGENCY 

GENERAL  SAFETY  DISTRICT  OFFICE 
AT  CHARLESTON,   W.  VA. 

Notice  of  Closing 

Notice  is  hereby  given  that  on  or  about 
March  1.  1962.  the  General  Safety  Dis- 
trict Office  in  Charleston.  West  Virginia, 
will  be  closed.  Services  to  the  general 
aviaitlon  public  of  West  Virginia,  formerly 
provided  by  this  office,  will  be  rendered 


by  the  Grnoral  Safety  District  OfBce  in 
Pittsburgh .  Pennsylvania.  Those  coun- 
ties within  Virginia  and  Kentucky  for- 
merly under  the  jurisdiction  of  the 
Charleston  office  will  be  served  by  the 
General  Safety  District  Offices  in  Rich- 
mond. Virginia,  and  Louisville.  Ken- 
tucky, respectively. 

(Sec     313iai.    72    Stat     752.    49    USC     13.=S4» 

Is.sued  in  Washington.  D.C..  on  Jan- 
uary   15.   1962 

N.  E.  Halaby. 
Administrator. 

(PR      !>>'•      6J  586.     Filed,    Jan      18.     1962. 
8  45  am  I 


DEPARTMENT  OF  AGRICULTURE 

Agricultural   Research  Service 

IDENTIFICATION  OF  CARCASSES  OF 
CERTAIN  HUMANELY  SLAUGH- 
TERED LIVESTOCK 

Chonge  in  List  of  Establishments 

Pursuant  to  section  4  of  the  Act  of 
August  27.  1958  (7  USC.  1904)  and  the 
statement  of  policy  thereunder  in  9  CFR 
181.1.  the  list  of  establishments  operated 
under  Federal  Inspection  pursuant  to  the 
Meat  In.<;pection  Act  (21  U.S.C.  71  et 
seq.)  which  use  humane  methods  of 
slaughter  and  incidental  handling  of 
livestock,  published  as  a  notice  in  27 
PR.  18  on  January  3.  1962.  is  hereby 
amended  as  follows: 

1  The  reference  to  Siegel  Weller  Pack- 
ing Co..  Establishment  153.  and  the  ref- 
erence to  cattle  with  respect  to  said 
establishment  are  deleted. 

2.  The  reference  to  Central  Packing 
Co.  Inc  ,  Establishment  208.  and  the 
reference  to  cattle  with  respect  to  said 
establishment  are  deleted. 

Done  at  Washington.  DC,  this  15th 
day  of  January  1962. 

C.  H.  Pals. 

Director.  Meat  Inspection  Divi- 
sion, Agricultural  Research 
Service. 


IFR      Duo 


62  fl07;     riled.     Jan 
8:47  a.m.| 


18.     1962. 


IDENTIFICATION  OF  CARCASSES  OF 
CERTAIN  HUMANELY  SLAUGH- 
TERED LIVESTOCK 

Supplemental  List  of  Humane 
Slaughterers 

Pursuant  to  section  4  of  the  Act  of 
August  27.  1958  (7  U.S.C.  1904)  and  the 
statement  of  policy  thereimder  in  9  CFR 
181.1  the  foUowing  table  lists  additional 
establishments  operated  under  Federal 
inspection  under  the  Meat  Inspection 
Act  <21  U.S.C.  71  et  seq.)  which  have 
been  officially  reported  as  humanely 
slaughtering  and  handling  the  species  of 
livestock  respectively  designated  for  such 
establishments  in  the  table.  This  list 
supplements  the  list  previously  published 
under  the  Act  (27  F.R.  18)  for  December 
and  represents  those  establishments  and 
species  which  were  reported  too  late  to 
be  included  In  the  earlier  list  or  which 


i 

Friday,  January  19,  1962 

have  come  Into  compliance  with  respect 
to  specite  Indicated  since  the  completion 
of  the  reports  on  which  the  earlier  list 
was  based.  The  establishment  niunber 
given  with  the  name  of  the  estftbllahment 
is  branded  on  each  carcass  of  Uyestoek 
inspected  at  that  establishment.  The 
table  should  not  be  imderstood  to  In- 
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dlcate  that  all  species  of  livestock 
slaughtered  at  a  listed  establishment  are 
slaughtered  and  handled  by  humane 
methods  unless  all  species  are  listed  for 
that  establishment  in  the  table.  Nor 
should  the  taUe  be  imderstood  to  indi- 
cate that  the  afflliates  of  any  listed  estab- 
lishment tise  only  humane  methods: 


Name  of  cstabllslimont 

EsUbllshnuDtNo. 

Cattle 

Calves 

Sheep 

OoaU 

Swine 

Horses 

Armour  and  Co 

2UT 

1 

i 

8 
8 

—(.")"■■ 

-(.;-- 
"'"(•)""" 

Swift  and  Co  

SAB 

Do 

3T.. 

Do 

I.ykes  Bros.,  Inc 

3UU 

8B 

10 

I'liuly  Parking  Co..  Inc 

(•) 

Armour  and  Co 

35 

(•) 

Hill  Packing  Co  .. 

41E 

(•) 

Sunnyland  Packing  Co 

43 

8 
S 

(•) 

Consolidated  Ur<>S9Pd  Bwf  Co.,  Inc 

47 

52. 

8 

(•) 
(•) 

Nevada  Meat  Packing  Co     

(•) 
(•) 
(•) 
(•) 
(•) 

Huiinyland  Packing  Cfo.  of  Alabama 

S6 

Wolland  Packing  Co.,  Inc.    

61 

Mlnchs  Wholcjalc  Meats,  Inc    

72 

(•) 

(•) 

(•) 

Brown  Thompson  and  8on      

73 

Cllca  Veal  Co.,  Inc 

88 

R 

(•) 
(•) 
(•) 
(•) 

Shonyo  Packing  Co 

03 

(•) 
(•) 

(•) 
(•) 
(•) 

(•) 

Armour  and  Co 

100 

West  Coast  Meat  Co.,  Inc 

117.  . 

Carr  Packing  Co.,  Inc       

leo 

New  York  State  College  of  Agriculture    .. 

165 

(•) 

{•> 

(•) 

Camp  Packing  Co  .Inc. 

174 

HeluM  Riverside  Abattoir,  Inc  

210... 

- 

IVnn  Packing  Co 

212 

CJ 

*  ~ 

Oold  Merit  Packing  Co.,  Inc 

232.. 

(•) 
(•) 

Walll  SchlUlngond  Co..  Inc 

235 

("•) 

(•) 

I.  Klaymiui  and  Co 

243 

(•) 
(•) 
(•) 

Frosty  Mom  Meats.  Inc 

250... 

h 

(•) 
(•) 
(•) 
(•) 
(*) 
(•) 
(•) 
(•) 

s 

(•) 
(•) 

8 

(•) 
(•) 
(•) 
(•) 
(•) 
(•) 
(•) 
(•) 

i'> 

8 
8 

*'*' 

Houston  Packing  Co 

271 

(•) 
(•) 
(•) 
(•) 
(•) 

Solano  Meat  Co     

285 

(•) 
(•) 

San  Jose  Meat  Co 

201 



- 

Turlock  Meat  Co 

32.1 

Mkllan<l  Empire  I'acklng  Co..  Inc 

339 

•Marks  Meat  Co     

362 

James  Allan  and  Sons 

365. 

(•) 

(•) 
(•) 

(•) 

(•) 

-  -  - 

Cross  Bros.  Moat  Packer".  Inc 

376 

WtttsonvlUe  I)res.vd  Beef.  Inc 

396 

Superior  Packing  Co 

399.. 

l/os  Banos  .\battolr 

400 

(•) 
(•) 

.Alpine  Packing  Co    

412. 

(•) 



(*) 

Philadelphia  Boneless  Bwf  Co 

418.... 

Lone  Stur  Packing  Co 

433 

(•) 

Swift  and  Co 

505 

Ureendell  Parking  Corn  .     

542 

(•) 

IVrretU  Packing  Co  ,  Inc 

571 

Krosty  Mom  Meats,  Inc 

576 

(•) 
(•) 

(•) 

Armour  and  Co 

579 

F   S.  Read  and  .Sons,  Inc 

672 

(•)  " 

.Mill  Slate  Meat  Co 

741 

riilladeluhla  OresBied  Bwf  Co 

758 

riio  Cu' aliv  I'acklng  Co 

779 

792.:.. 

800 

(•) 



(') 

Huums  Meat  Packing 

Aives  Meat  Co..  Inc 

Bercliems  Meat  Co 

830... 

I'ahU'r  Packing  Corp      

880 

\ermont  Dn'ssed  Bi>ef  Co..  Inc 

883 

I'obln  Packing  Co.,  IrM> 

893 

(•) 

.■Miuth  Philadelphia  Wlllowbrook,  Inc 

923 

i 

(•) 

8 

(•) 

(•) 

..         . 

(•) 

Peoples  Packing  Co 

925 

(•) 

j 

(•) 

1 

Cappelllno  Abattoir,  Inc 

939. 

.... 

V:i  ley  Meat  Co 

1000 

A.  F.  Moyer  luid  Sons,  Inc 

1311 

Done  at  Washington,  DC.  this  15th 
day  of  January  1062. 

C.  H.  Pals. 
Director,  Meat  Inspection  Divi- 
sion,   Agricultural    Research 
Service. 

IF.R.    Doc.    62-608:     Piled.    Jan.     18.     1962; 
8:47  a.in.|  | 


Agricultural  Stabilization  and 
Conservation  Service 

MILK  MARKETING  ORDERS  DIVISION; 
VARIOUS  OFFICIALS 

Delegation  of  Authority 

Pursuant  to  the  Authority  delegated  to 
the  undersigned  (26  Fit.  8820,  26  FA. 
7812,  26  PJR.  7796.  7  CFR  Part  900),  au- 
thority Is  hereby  delegated  to  the  various 
market  administrators  of  Federal  milk 


orders  and  to  the  various  marketing  spe- 
cialists of  the  Milk  Marketing  Orders 
Division  charged  with  the  responsibility 
of  representing  the  Director  of  said  Divi- 
sion in  the  req>ective  areas,  to  perform 
the  functions  of  the  Administrator  pre- 
scribed by  the  General  Regulations  in 
§  900.4  (b)  and  (c)  (7  CFR  Part  900.  26 
FH.  7796) ,  as  follows : 

(1)  Sxc^t  in  the  case  of  a  new  pro- 
gram mirsuant  to  the  Agricultural  Mar- 
keting Agreement  Act  of  1937.  as  amended 
(7  XJB.C.  601  et  seq.) ,  the  various  market 
administratmv  of  Federal  milk  orders, 
in  reject  to  a  hearing  regarding  an 
order  administered  by  him,  shall  mail  a 
true  copy  of  the  notice  of  hearing  to  each 
of  the  persons  known  to  him  to  be  inter- 
ested in  the  hearing,  based  upon  records 
available  to  the  market  administrator  in 
the  TtspecUve  area,  as  required  by  the 
general  tegulations  in  S  900.4(b)  (l)  (il) 
(7  CFR  Part  900,  26  F.R.  7796) .  and  ex- 
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ecute  the  determination  as  therein  pre- 
scribed. 

(2)  In  the  case  of  new  programs  and 
programs  in  operation  pursuant  to  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended  (7  UJS.C.  601  et  seq.) , 
the  various  marketing  specialists  of  the 
Milk  Marketing  Orders  Division,  charged 
with  the  r^ponsibility  of  representing 
the  Director  of  said  Division  in  connec- 
tion with  hearing  regarding  proposed 
milk  orders  or  amendments  to  existing 
milk  orders,  with  respect  to  which  a  no- 
tice of  hearing  has  been  issued,  shall, 
except  as  notification  has  been  given 
pursuant  to  Paragraph  (1)  above,  mail 
a  true  copy  of  the  notice  of  hearing  to 
each  of  the  persons  known  to  such  rep- 
resentatives to  be  interested  in  such 
hearings  as  required  by  the  general 
regxilations  in  §  900.4(b)  (l)(ii)  (7  CFR 
Part  900,  26  F.R.  7796).  and  execute 
the  determination  as  therein  prescribed. 

(3)  If  for  any  reason,  any  person  as- 
signed functions  hereunder,  finds  it  Im- 
practical or  impossible  to  give  the  notice 
involved  with  respect  to  any  hearing,  he 
shall  immediately  notify  the  Director 
of  such  facts  with  the  reasons  for  his  so 
finding  in  order  that  a  decision  may  be 
made  as  to  the  need  for  a  determination 
being  filed  in  the  proceeding  as  pre- 
scribed in  §  900.4(c)  of  said  regulations 
(7  CFR  Part  900,  26  F.R.  7796) . 

E)one  at  Washington.  D.C..  this  16th 
day  of  January  1962,  to  become  effective 
immediately. 

H.  L.  FORSBT, 

Director,  MiVc   Marketing   Or- 
ders    Division.     AgricuUural 
Stabilization  and  Conserva- 
tion Service. 
I  F.R.    Doc.    62-626;     PUed,    Jan.     18,     1962; 
8:49  ajn.j 

ATOMIC  ENERGY  COMMISSION 

[Docket  Mo.  RM-150-2] 

STATE  OF  CALIFORNIA 

Proposed  Agreement  for  Assumption 
of  Certain  AEC  Regulatory  Authority 

Notice  is  hereby  given  that  the  TJB. 
Atomic  Energy  Commission  is  publish- 
ing for  public  comment,  prior  to  action 
thereon,  a  proposed  agreement  received  ' 
from  the  Ctovemor  of  the  State  of  Cali- 
fornia for  the  assumption  of  certain  of 
the  Commission  regidatory  authority 
pursuant  to  section  274  of  the  Atomic 
Energy  Act  of  1954.  as  amended. 

A  summary  of  the  California  program 
submitted  to  the  Commission  is  set  forth 
below  as  Appendix  A  to  this  notice.  A 
copy  of  the  complete  text  of  the  Cali- 
fornia program,  including  proposed  Cali- 
fornia regulations,  is  available  for  public 
inspection  in  the  Commission's  Public 
Document  Room,  1717  H  Street  NW., 
Washington,  D.C..  or  may  be  obtained  by 
writing  to  the  Director.  Ofllce  of  Radia- 
tion Standards.  United  States  Atomic 
Energy  Commission.  Washington  25.  D.C. 
All  interested  persons  desiring  to  submit 
comments  and  suggestions  for  the  con- 
sideration of  the  Commission  in  connec- 
tion with  the  proposed  agreement  should 
send  them  in  triplicate  to  the  Secretary. 
U.S.  Atomic  Energy  Commission,  Wash- 
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Ington  25.  DC,  within  30  days  after  ini- 
tial publication  in  the  Pkdbial  Registxk. 
Exemptions  from  the  Commission's 
recrulatory  authority  which  would  im- 
plement this  proposed  agreement,  as  well 
as  other  agreements  which  may  be  en- 
tered Into  under  section  274  of  the 
Atomic  Energy  Act.  as  amended,  were 
published  as  proposed  Part  150  to  the 
Commission's  regulations  in  Federal 
RBcnrzK  Issuances  of  Sept.  29,  1961: 
Oct.  6.  1961;  Oct.  13.  1961;  Oct.  20.  1961; 
26  FH.  9174.  9428.  9678,  9873.  In  re- 
viewing this  proposed  agreement,  inter- 
ested persons  should  also  consider  the 
aforementioned  proposed  exemptions, 
which  the  Commission  still  has  under 
consideration. 

Dated  at  Oermantown.  Md  ,  tins  9lh 
day  of  January  1962. 

For  the  Atomic  Energy  Commission 

Woooroso  B.  McCoOL. 
Secretary. 

Agrtement  Proposed  by  the  State  o/  Cali- 
fornia Purruant  to  Section  274  o/  the 
Atomic  tnergy  Act  a/  t9S4.  as  amended, 
for  the  Assumption  of  Certain  of  the  AEd 
Kegulatory  Authority 

WhereM.  ttae  United  SUtes  Atomic  Energy 
OocmxUjftloa  (hereinafter  referred  to  as  the 
Coaunlaalon )  U  authorized  under  section 
a74b.  of  the  Atomic  Energy  Act  of  19M.  aa 
amended,  to  enter  Into  an  agreement  with 
the  Oovemor  of  any  State  providing  for 
dUcontlnuance  of  the  regiUatory  authority 
of  the  Commlaslon  under  Chapters  8,  7.  and 
8  and  a«cUon  161  of  that  Act  with  respect 
to  any  or  all  of  the  following  materials  with- 
in the  State:  namely,  byproduct  materials. 
source  materials,  and  special  nuclear  ma- 
terials In  quantities  not  sufficient  to  form 
a  critical  mass  (hereinafter  referred  to  as 
agreement  materials);  and 

Whereas,  the  Governor  of  the  State  of  Cali- 
fornia (hereinafter  referred  to  as  the  State) 
Is  authorised  under  section  2S830  of  the 
California  HeaJth  and  Safety  CXxle  to  enter 
Into  such  an  agreement,  which  agreement 
shall  become  effective  when  ratified  by  the 
State  Legislature;  and 

Whereas,  the  Oovernor  of  the  St.ite  has 
certified  on  E)ecember  15,  1961.  that  the  State 
has  a  program  for  the  control  of  radiation 
hasarda  adequate  to  protect  the  public 
health  and  safety  with  respect  to  agree- 
ment materials  within  the  State,  and  that 
the  State  desires  to  assume  the  regulatory 
responsibility  discontinued  by  the  Commis- 
sion for  such  materials;  and 

Whereas,  the  Conunlsslon  has  found  on 
that  the  State  program  is  com- 
patible with  the  Commission's  program  for 
the  regulation  of  agreement  materials,  and 
that  the  State  program  Is  adequate  to  pro- 
tect the  public  health  and  safety  with  re- 
spect to  such  materials:  and 

Whereas,  the  Commission  and  the  State 
recognize  the  desirability  and  importance  of 
maintaining  compatibility  between  their  re- 
spective programs  for  the  control  of  agree- 
medt  materials  with  respect  to  public  health 
and  safety;  and 

Whereas,  the  Commission  and  the  State 
agree  that  reciprocal  recognition  of  licenses 
issued  by  the  Commission  and  by  all  States 
which  enter  Into  agreements  with  the  Oom- 
mlsslon  similar  to  this  agreement  (herein- 
after referred  to  as  agreement  States)  is  of 
great  importance  for  the  development  of  the 
uses  of  agreement  materials  and  that  such 
reciprocal  recognition  must  be  based  upon 
continuing  compatibility  of  the  programs  of 
the  Commission  and  such  States  for  the 
control  of  agreement  materials; 

Now.  therefore.  It  Is  hereby  agreed  between 
the   Commission    and   the   Oovernor    of    the 
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state,    acting    Ln    behalf    of    the    State,    aa 
follows: 

Arttele  I.    Por  purpoaes  of  this  agreement: 

A.  "Byproduct  materials, "  "critical  masa." 
and  "ocean  or  sea"  have  the  meanings  given 
to  8\ich  terms  In  Part  150  of  the  Commis- 
sion's regulations  In  effect  on  the  ratifica- 
tion date  of  this  agreement 

B  "Source  material."  'special*  nuclear 
material."  production  raiility."  and  "utili- 
zation facility"  have  the  meanings  given  to 
such  terms  in -those  parts  of  the  Commis- 
sions regulations  that  arc  lncori>orated  by 
referPiice  in  Part  150  and  that  are  In  effect 
on  the  ratification  date 

C  "Ratlflcatlon  date'  mcjiis  the  date  on 
which  the  California  Legislature  transmits 
to  the  Governor  for  sign  iturc  a  bill  ratify- 
ing this  agreement 

Article  II.  Subject  to  the  exceptions 
stated  In  Article  III.  the  C<imml?slon  shall 
disoontltiue.  as  of  the  effective  date  of  this 
njfreement,  the  regulatory  aiithnrlty  of  the 
Commission  under  Chapters  6.  7.  and  8  and 
section  161  of  the  Atomic  Energy  Act  of 
19J4.  as  amended,  with  respect  to  the  fol- 
lowmg  materials  within  the  State: 

A    Bj-product  materials. 

B    Source  materials; 

C  Special  nuclear  ma'eri  ils  in  quir.titles 
svith  that  the  amount  authorized  for  pos- 
ser-slon  at  any  one  time  under  any  one  li- 
cense is  not  SMtflclent  to  Ii'rm  n  criru-.ol  m.iss 

i4rfic.'e  ///  This  agreement  does  not  pro- 
vide for  discontliniance  rf  any  Commission 
responsibility  and  authority  with  respect 
to  regulation  of 

A  The  construction  ar'.d  operitiin  of  aiiy 
prrxluctlon  or  utilization  f.iclllty; 

B.  The  export  from  i^r  Import  Into  the 
United  States  of  byproduct.  s«.iurce,  or  special 
nuclear  material,  or  of  iiriy  pr'Kluctl'in  or 
XK ill7,Tt!on  facility: 

C  The  disposal  Into  the  ncr.in  or  sc.i  of 
bvpr^xluct.  soiirce.  cr  spn  i.il  r'lilos'r  w.uste 
ni  iterials. 

D  The  disp>osal  of  such  otlier  hyprcdiict 
source,  or  special  nuc'e.ir  nuiteri:il  as  the 
Commission  determines  by  rri»ul.itlon  or 
order  should,  because  of  the  hazards  or 
potential  hazards  thereof  not  be  so  dis- 
posed of  without  a  lii":'!.'^  froM  the  Com- 
mission 

i4riic/c  IV  Notwlthsf .iPrtlni?  this  airr'-r- 
ment.  the  Commission  is  .ni'liori/ed 

A.  By  rule,  regulation,  or  order  to  rcqiure 
th.it  the  manufacturer,  processor,  or  producer 
of  any  equipment,  device,  commodity,  or 
other  product  containing  source,  byproduct, 
or  special  nuclear  materl.il  shall  not  trans- 
fer possession  or  control  uf  such  pr'xluct 
except  pursuant  to  a  license  issued  by  the 
Commission:  and 

B  To  Issue  rules.  reg7ilntlor.<!.  or  orders 
under  subsection  161  b  or  I  of  the  Atomic 
Energy  Act  of  1954.  as  amended,  to  protect 
the  common  defense  and  se'-unty.  to  protect 
restricted  data,  or  to  gu.inl  aumnst  the  loss 
or  diversion  of  special   nu'  le  ir  miterlal 

Article  V  Each  party  -o  this  agreement 
will  : 

A.  Use  Its  best  efforts  to  mnintaln  com- 
patibility between  its  program  for  the  con- 
trol of  agreement  materi.i'.s  and  the  pro- 
grams of  the  other  party  and  of  other  agree- 
ment States.  To  this  end.  each  party  will 
consult  with  the  other  and  with  all  agree- 
ment States  prior  to  any  modification  of  Its 
regulations  for  the  control  of  agreement  ma- 
terials and  will  seek  to  arrive  at  a  common 
solution  of  differences,  to  be  incorporated  In- 
sofar aa  practicable  Into  the  retjulatlons  of 
both  parties  and  all  agreement  .States  con- 
currently. 

B  Provide  for  reclpro<al  recognition  of 
licenses  for  agreement  materials  Issued  by 
the  other  party  or  by  any  agreement  State, 
subject  to  such,  conditions  as  to  duration 
of  such  recognition  of  each  licence,  report- 
ing of  Information,  and  compliance  with 
regulations  as  are  deemed  necessary  to  pro- 
tect  the    health   and    safety    of    the    public. 


Such  recognition  is  conditioned  upon  the 
continuance  of  program  compaUblllty  in  ac- 
cordance  with  paragraph   A  of  this  article. 

Article  VI.  This  agreement,  upon  accept- 
ance by  the  C^mnUaalon  and  the  Governor  of 
the  State  and  ratification  by  law  of  the  State, 
shall  become  effective  on  July  1,  1962. 

>4rttci<  VII.  The  Commlaslon.  upon  its  own 
Initiative,  after  reasonable  notice  and  op- 
portunity for  hearing  to  the  State,  or  upon 
request  of  the  Governor  of  the  State,  may 
terminate  or  suspend  this  agreement  and 
reassert  the  licensing  and  regulatory  author- 
ity vested  in  It  under  the  Atomic  Energy 
Act  of  1954.  as  amended.  If  the  Commission 
finds  that  such  termination  or  suspension  is 
reqtilrcd  to  protect  the  public  health  and 
safety 

APPtNOIX    A 

S.mmary  of  Cili/urnia  s  Proposed  Policies 
and  Procedure ^  for  the  Licensing  and 
Regulation  of  Byproduct.  Source,  and 
Special  Suclc^r  Materials 

Slate  policy  aJid  courses  of  action  with  re- 
spect to  atomic  energy  development  and 
radiation  protection  have  been  the  subject 
of  CallfornLi  legislative  consideration  for  a 
number  of  ycaxs.  Public  hearings  by  the 
Assembly  Interim  Committee  on  Public 
He.\lth  In  1958  led  to  the  enactment  of  the 
.\toinlc  Energy  Development  and  Radiation 
Protection  L.k*  In  1959.  which: 

1  Decl.-ued  it  to  be  State  policy  to  "en- 
cour.ige  the  constructive  development  of 
indU5trie.'i  pr>jducing  or  utilizing  atomic 
energy  and  radiation  and  to  eliminate  un- 
necessary exposure  of  the  public  to  ionizing 
r.idlatlon  " 

2  EsUblished  the  position  of  Coordinator 
of  Atomic  Energy  Development  and  Radia- 
tion Protection  in  the  Governor's  OfQce. 

3.  Directed  the  Department  of  Public 
HcUth  tti  institute  a  ^irogram  for  the  reg- 
l.strition  of  s<iurce8  of  radiation. 

The  Compress,  also  In  1959,  amended  the 
Atomic  Energy  Act  of  1954  to  permit  for  the 
first  time  a  tr.%asXer  of  certain  regulatory 
authority  from  the  US.  Atomic  Energy 
Commission  t<5  qu.illfied  states  In  accordance- 
With  negotiated  agreements. 

In  implementation  of  the  State  statute 
and  with  a  view  Uyyt&id  appraising  the  de- 
sir.ibtuty  or  necessity  for  a  broad  system  of 
radiation  co.itrol.  including  assumption  of 
authority  from  the  ABC,  the  registration 
program  was  5.0  designed  as  to  obtain  a  max- 
imum of  Information  regarding  radiation 
use  in  Cillfornla  The  Aiwembly  Interim 
Committee  on  Public  Health,  following  pub- 
lic hearings  on  these  subjects  In  1960.  con- 
cluded that  a  comprehensive  program  of 
r.\dlatlon  control  should  be  Instituted 
promptly  and  tii.\t  the  st.ite  should  prepare 
to  enter  Into  agreement  with  the  Atomic 
Energy  Comm-.-iun.  subject  to  approval  of 
such  an  agreement  by  the  Legislature  The 
Co<irdinator  of  Atomic  Energy  Development 
and  Radiation  Protection,  after  consultation 
with  the  Advisory  Council  and  the  Depart- 
mental Coordinating  Committee  of  his  Office 
and  with  representatives  of  Industry  and  the 
profe.sslonal  groups  that  use  atomic  energy 
and  radiation,  made  a  similar  recommenda- 
tion in  his  annu.^1  rejxjrt  to  the  Governor 
aiid  the  Legislature  In  January  1961. 

As  a  result  of  these  recommendations.  As- 
sembly Bill  1975  W.IS  Introduced  in  the  19C1 
.session  of  the  Le«lslature,  providing  the 
framework  for  such  a  program.  Including 
enabling  provisions  to  permit  the  Governor 
to  enter  into  agreement  with  the  Atomic 
Energy  Commission.  The  bill  was  derived 
in  large  measure  from  suggested  legislation 
of  the  Council  of  State  Governments.  It 
was  widely  circulated  and  critically  reviewed 
by  a  number  of  Interested  and  affected  per- 
sons and  groups,  and  was  revised  to  take 
Into  account  appropriate  commente.  After 
extensive  consideration  by  Committees  of 
the    Legislature.     Including    several     public 
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hearings  at  which  all  Interested  parties  were 
afforded  opportunity  to  be  heartl,  the  meas- 
ure was  enacted  ••  tbe  Rerttatlan  Oootrol 
Law  (CThapter  1711.  Laws  o<  1861). 

The  statute  directed  the  State  Department 
of  Public  Health  to  adopt  regulattona  for 
effectuating  the  piupoMs  of  this  legislation. 
In  drafting  regulations,  the  Department  was 
guided  by  ttae  statutory  provlelofi  for  com- 
patlblUty  with  the  standards  and  regulatory 
progrmms  of  the  VMeral  goremmant,  an  in- 
tegrated effective  system  of  regulation  with- 
in the  State,  and  a  system  consonant  Inaofar 
as  possible  with  thoee  of  other  states.  The 
regulations  were  drawn  largely  from  models 
developed  Jointly  by  the  Atc«nic  Energy  Com- 
mission, the  U.S.  Public  Health  Senrice,  and 
the  OoimcU  of  State  OoTemments:  and  from 
recommeDdatlons  of  the  National  Cammlt- 
tee  on  Radiation  Protection  and  Measure- 
ment. 

Assistance  In  drafting  the  regulations  was 
obtained  from  a  number  of  ItKllyiduals. 
agencies,  and  groups,  including  the  Atomic 
Energy  Commission,  the  U.S.  Public  Health 
Serrlce,  the  California  Coordinator  of 
Atomic  Knergy  Development  and  Badlatlon 
Protection,  several  California  state  and  local 
agencies,  and  a  dlstlngxilshed  twdTe-member 
Advisory  Committee.  This  AdTlsory  Ootn- 
mlttee  Included  representation  from  in- 
dustry, labor,  medicine,  dentistry,  medical 
physics,  and  local  health  departments. 

Two  public  meetings  were  held  under  the 
auspices  of  the  Department  of  Public  Health 
to  permit  interested  persons  to  present  their 
views  on  the  profMsed  regulations.  Thsae 
meetings  were  publicized  In  advanee  throogh 
regular  news  media.  In  addition,  notices  of 
the  meetings,  together  with  copies  of  the 
proposed  regulations,  were  sent  to  some  600 
persons  and  groups  known  to  be  concerned. 
Such  notices  were  mailed  to  all  persons  irtio 
had  previously  requested  notifications  of  this 
sort;  known  leaders  of  affected  groups;  lead- 
ing Industries,  distributors,  manufacturers, 
and  Insurance  carriers;  leading  universities 
and  colleges;  major  hospitals;  the  California 
Manufacturers'  Association;  the  California 
Medical  Association;  and  others. 

The  first  such  meeting  was  held  in  Los 
Angeles  on  October  17.  1961,  and  66  persons 
attended.  The  second  meeting  was  held  In 
Berkley  on  October  ao,  with  M  persons  In 
attendance.  Each  meeting  lasted  more  thMw 
five  hours  and  the  proposed  regulations  were 
considered  in  detail.  The  notice  announcing 
the  meetings  sUted  that  written  comments 
would  also  be  welcomed.  This  was  reiterated 
to  those  in  attendance  at  the  meetings.  A 
number  of  written  comments  were  received 
and  given  full  consideration. 

Following  the  public  meeUngs.  the  Ad- 
visory Committee  met  to  consider  sugfss- 
tions  made  at  the  meetings  and  in  oom- 
spondence.  This  led  to  a  final  redrafting  of 
the  regulations.  Copies  were  sent  to  all  per- 
sons and  groups  that  had  received  the  Ini- 
tial draft 

In  accordance  with  section  25734  <rf  the 
Health  and  Safety  Code,  tills  final  draft  was 
submitted  for  review  by  the  Coordlnat<X'  of 
Atomic  Energy  Development  and  Radiation 
Protectlcai  and  was  approved  for  public  notlee 
of  a  hearing  to  be  held  before  the  State 
Board  of  Public  Health.  Such  notice  was 
published  thirty  days  in  advance  of  the  hear- 
ing date  In  accordance  with  section  11426 
of  the  Government  Ovde,  and  notice  of  the 
hearing  was  also  maUed  to  aU  persons  and 
groups  to  whom  copies  of  the  proposed  legu- 
laUons  had  been  sent.  At  the  hearing  on 
December  8.  1961.  full  opportiulty  was  given 
to  all  Interested  persons  to  be  heard  before 
action  was  taken.  The  Board  adopted  the 
regulations  and  they  constitute  Title  17. 
Chapter  8,  Subchapter  4.  sections  SOIOO  to 
30397,  Inolnstve,  of  the  Administrative  Code 
of  California. 

Section    1.    The   itadiutton    Control   Pro- 
gram.   The  radiation  control  program  of  the 
No.  13 7  1     . 
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state  U  dsslgneri  to  regulate  aU  sources  of 
radiati<m  othar  than  those  for  which  regu- 
latory responslbtUty  U  to  be  retained  by  the 
XJ3.  Atomic  Bnstgy  Commission.  As  the 
term  "radiation  aoorcss"  is  tised  hereinafter 
la  this  nairative.  it  Is  intended  to  mean  those 
souzees  under  the  oontrol.of  tiie  SUte.  The 
aouzeaa  an  divided  into  two  major  cate- 
■orlea;  radioactive  materials  and  radiation 
maohlnes.  Badloactive  materials  are  to  be 
tagulatsd  under  a  ito^nMing  program  slmlUu- 
to  the  ealstlnf  program  of  the  U.S.  Atomic 
Snsrgy  Commission ,  requiring  possession  of 
a  Ucenss  prior  to  acquisition  or  use  of  such 
materials.  Radiation  machines  and  certat|i 
Bsnsrally  licensed  radloacUve  materials  will 
be  subject  to  a  registration  program  involv- 
ing the  retorting  of  information  by  Um 
registrant  and  the  right  of  inspection  by  the 
State  for  oompliance  with  prescribed  safety 
standards.  Xacb  of  tlMse  two  major  seg- 
mfsnts  o<  the  program  is  to  be  sunmrted  by  a 
aehedala  of  fees  which  relatee  to  that  q>eclflc 
part  <if  the  program.  The  agency  charged 
with  the  rsq^onslbility  of  promtilgatlng  regu- 
lations and  Issuing  licenses  Is  the  SUte  De- 
partBsant  of  Public  Health.  A  portion  of  the 
inqieetion  and  enforccsnent  activities  will 
be  dalsgated  by  ^wcifle  agreement  to  the 
Division  o<  Industrial  Safety  ca  the  State 
Dspartaasnt  <£  Ihdustrlal  Relations  and  may 
be  ilsiegatsd  to  local  health  agencies  of  cities 
and  oountlas  as  the  latter  develop  and  dem- 
onstoata  competence. 

Tba  rsgnlattons  adopted  by  the  State  De- 
partmant  cC  Public  Health  wUl  l>e  controlling 
in  thla  program  throughout  the  Stote.  As 
agresnants  fOr  tlie  delegation  of  reapon- 
stblll^  for  inspection  and  enfcMtsement  l>y 
other  atencles  are  developed,  it  is  planned 
to  insure  that  no  duplication  or  overlapping 
or  Jtirtsdiction  occurs. 

Sac.  2.  Uoenaimg.  Provision  is  made  for 
the  iHuanoe  of  both  H>eciflc  and  general  U- 
censes  comparable  to  tliose  issued  by  tlie 
UJB.  Atomic  Xnergy  Commission.  Such  11- 
ceoses  are  reqtiired  tar  the  possession  of 
radioactive  matarlals  above  exempt  amotmts 
or  concentrations,  regardlees  of  the  mode  of 
formation  of  such  materials. 

Thp  rsqionsibility  for  licensing  of  radlo- 
acUve materials  has  been  assigned  by  statute 
to  the  State  Department  of  Public  Health. 
Tba  statute  requires  that  D^Mutment  to 
enter  into  agreement  with  the  Division  of 
Industrial  Safe^  of  the  Department  of  In- 
dustrial Belatlons  for  ths  performance  of 
certain  Infection  and  enforcement  activ- 
Itiea.  Whssi  su^  an  agreement  is  concluded, 
it  will  allocate  to  that  DivisioD,  among  otlMr 
duties,  the  rea^wnsiblllty  for  technical  eval- 
uations of  license  applications  relating  to 
Industrial  qms  in  general,  prior  to  issuance 
of  such  licenses  by  the  Department  of  Public 
Health.  The  Department  of  Public  Health 
will  itself  conduct  such  technical  evalua- 
tions with  req>ect  to  other  uses.  As  author- 
iced  by  ttae  Btatota.  the  Department  of  Public 
Health  plans  to  enter  into  agreement  with 
sud^loeal  health  agenciee  as  duncMistrate 
adequate  competence,  authorizing  them  to 
conduct  technical  evaluations  of  license 
appUeatioBs.  ' 

It  la  planned  to  make  pre-llccnsing  inspec- 
tion a  part  of  the  evaluation  procedure  in 
general.  In  connection  with  licensing  pro- 
cedurea.  provision  is  made  to  give  oppor- 
tunity for  an  tnterested  persons  to  be  heard. 
With  respect  to  human  tise  of  radioactive 
matsrisls.  the  Dqiartment  of  Public  Health 
will  appoint  a  committee  of  not  leas  ttian 
three  qualified  physicians  to  review  license 
applications  and  maks  •recommendations 
tliereon.  The  Department  will  riso  have  on 
its  staff  one  or  more  physicians  with  special 
competence  in  radiological  health  who  will 
revlaw  the  reoommendatlotu  of  this  com- 
mlttoa. 

Brno.  S.  /asjMaMon.  In^McU<Hi  for  oom- 
pUaaea  with  regulations  and  with  Uoense 
eopditions  wUl  be  carried  on  by  the  Depart- 
ment of  Publle  Health,  the  Division  of  In- 
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dustrial  Safety,  and  any  local  health  ^gtnrliis 
with  which  agreements  have  l>een  made  as 
described  in  section  2— Uicenslng.  -  Sach 
license  will  be  assigned  to  a  single  agaaey 
for  such  purposes. 

Based  upon  the  *Ti»tirtg  number  »i>d  fc^w«^ 
of  the  specific  licenses,  a  priority  system  will 
be  estai>U8hed  tmder  which  in^yf«^Ttlon  of 
the  most  liazardous  activities  will  be  con- 
ducted at  least  once  each  six  montlas.  9^*4 
the  remainder  on  a  less  frequent  basis,  de- 
pending upon  the  relative  haaard.  Initial 
priorities  will  be  established  on  the  iMsis 
of  the  pre-llcensing  evaluation  and  may  t>e 
modified  in  accordance  with  subsequent  in- 
spections. It  is  expected  that  aU  llrttnsrd 
activities  wUl  be  inspected  at  least  once  in 
two  years. 

Most  Inspections  will  be  scheduled  visits; 
a  significant  number  nuty  tw  on  an  unan- 
nounced basis.  Inspection  visits  will  usually 
entail  a  comprehensive ,  review  by  ttie  in- 
spector of  the  licensee's  eiq[uipment,  fadlitiea, 
in  the  handling  or  storage  of  radioactive 
material,  the  procedurea  in  effect,  including 
actual  operation,  and  interviewing  the  per- 
sonnel directly  involved.  The  ituy^fctgr  will 
review  the  licensee's  survey  methods  and 
results,  personnel  monitoring  prectiees  ^»yi 
results,  the  posting  and  i»h»M»^  uaed.  the 
Instructions  to  pwscmnel.  and  the  "vKImmW 
and  apparent  eflectiveneas  ol  nr^»i»«*^tTiing 
control  of  pe<^>le  in  the  restricted  area.  He 
will  review  ttie  licensee's  records  of  receipts. 
transfers,  and  Inventory  of  '*c<mwni  nkaterial. 
He  may  physicaUy  dieck  the  inventory.  He 
will  examine  records  ooncwning  rtlspnesl  to 
the  sewerage  system  and  burial  in  the  eoll. 
If  pertinent.  He  ma^  make  measurements  of 
radiation  levela.  Prior  to  leaving  the  li- 
censee's premises,  he  will  meet  with  manage- 
ment to  dlsctiss  the  results  of  his  inflection. 
During  tills  meeting,  he  will  attempt  to 
answor  questions  concemliag  the  rcgiUatory 
program. 

The  inspector  will  prepare  a  report  in 
sufficient  detail  to  inform  ills  supervisor  of 
the  facts  and  circumstances  obeerved  during 
the  inspection.  Tlieee  reports  will  provide 
the  l>esls  for  any  nnrfessTj  enforecoMnt 
action.  Appropriate  elements  of  .this  in- 
tormmtion  will  be  filed  in  tlie  various  agendaa 
as  needed.  Ttie  Department  of  Public  Health 
will  review  tlie  operation  of  tliia  ^stem  to 
ins\u«  that  timely  and  adequate  inflections 
are  performed  and  that  appropriate  actions 
are  taken. 

In  addition,  tiliere  will  lie  investigatkms  of 
incidents  and  complaints  involving  llrrnsod 
materials  and  (^[lerations  to  determine  the 
cause,  the  steps  taken  liy  the  li^-^msef  to  cope 
with  the  incident.  vrtMtlicr  or  not  there  waa 
noncompliance  with  a  regulation,  and  tlie 
stepe  the  licensee  is  taking  to  avoid  recur- 
rence of  the  incident. 

Licensees  will  lie  informed  of  tlie  results 
of  all  inspections,  first  orally  at  the  time  of 
the  inspection,  and  by  letter  or  notice  from 
the   inspecting   agency. 

Sac.  4.  Enforcement.  Beports  of  inqiee- 
tions  of  licensees'  activitiee  will  be  evalu- 
ated by  the  inspecting  agency  to  determine 
tlie  stattis  of  oompliance  of  the  licenseea  with 
license  conditioaa  and  reguiatioiM.  If  no 
item  of  nonoomplianee  is  obeerved.  the  licen- 
see Is  so  informed.  If  only  minor  matters 
of  noncompliance,  such  as  improper  signs, 
faUure  to  Ut)^  etc..  are  involved,  wliieh.  at 
the  time  of  the  inspection,  the  "oimst^ 
>igrees  to  correct,  the  licensee  will  lie  in- 
formed in  writing  of  tlie  items  of  noncom- 
pliance and  that  corrective  action  will  lie 
reviewed  during  the  next  liMq[ier;tion,  If  the 
Inspection  reveals  a  noncompUanoe  of  a  more 
serious  nature,  the  Itoensee  will  be  required 
to  Inform  the  inspecting  agency  in  writing, 
iisually  within  15  to  SO  days,  as  to  oorrective 
action  taken  and  the  date  completed.  In 
these  cases,  the  <"T*^'tlng  agency  rnprsasiil 
atlve  will  either  conduct  a  fmnt^  foUow-up 
inspection  or  the  matter  will  be  reviewed 
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durlnc  A  rtffulAT  ljup«ction  to  ln«ur«  that 
eotrwtlT*  afettoo  haa.  In  fact.  be«n  aocom- 
ptWMd.  If  tlM  raply  doaa  not  Mtlsfactorlly 
t-r**'"  tlM  nonoomplUtnea  and  aaaure  that 
furtlMr  TtoUttosia  wUI  to«  pr«v«nt«d.  th«  In- 
■pMtlnff  agsncy  will  taka  aucta  admlnlstra- 
ttf«  aetlooa  aa  are  avalUble  to  tharn. 

It  la  azpaeted  that  moat  of  the  enforce - 
mant  ftinctlona  will  be  admlnlatratlvely  con- 
■ummatad   by   tha    Inapactlng   agency.     In 
eaaaa  where  thla  la  -not  auoceaaful,  the  In- 
fptr**"t  N(*Bcy  will  refer  tha  matter  to  the 
Btata  Department  of  Public  Health,  which 
may  laaua  an  order  to  ahow  eauae  why  the 
Uoanaa  ahould  not  be  modified  or  terminated. 
In  that  event,  there  la  proTlalon  for  formal 
haarlnc  In  aecxirdanoe  with  the  California 
AdmlnlatratlT*  Proeedurea  Act.  and  for  judl- 
elal  renew  of  the  final  order  reaultlng  from 
•aeh  haarlng.     There  la  alao  proTlalon  for 
emaf gency  action  without  notice  or  hear- 
ing, bat  such  nnergency  action  la  aubject 
to  a  prompt  beartng  upon  requeat  of  the 
llnanaea      Awrww^g    the    enforcement    proce- 
dures available  to  the  State  Department  of 
Publle  Health  are  modification,  auapenalon, 
or  rerocatlon  off  licenses.  Injimctlve  relief. 
^»i/i  criminal  aanctlona  afforded  In  the  courta. 
Sbc.   6.    Portietpatton    by   ot;i«r    ogeTiciea. 
Tbs  atatute  prorldea  for  participation  In  the 
radiation  control  program  by  the  State  Dlvl- 
■lon  of  Induatrlal  Safety  and  by  local  health 
agaodea  In  aooordanoe  with  agreementa  that 
may  be  made  between  axKh  agenclea  and  the 
Stats  Department  of  Public  Health,  aubject 
to  rsTlsw  by  the  Coordinator  of  Atomic  Bn- 
•rgy  DsTtfoiHnent  and  Radiation  Protection. 
Such  agreementa  will  permit  the  technical 
evaluation  of  llcenae  appllcatlona,  the  con- 
ducting at  Inapectlona  for  compliance  with 
ll<<f»i—  and  regulatlona.  and  auch  enforce- 
ment aetlYltlea  aa  may  be  admlnlatratUely 
foniimT"i**^  within  the  agency.    When  fur- 
ther enfarcement  proceedings  are  required, 
Involving  formal  hearlnga  upon  the  auapen- 
alon or  revocation  of  llcenaea,  auch  hearlnga 
will  be  conducted  by  the  State  Department 
at  Publle   Health.     Participating    agenclea 
will    bs    required    to    maintain    equivalent 
standarda  to  those  maintained  by  the  State 
Department  of  Publle  Health  with  reepect  to 
educational  and  experience  requlrementa  of 
technical  peraonnel  engaged  In  the  program, 
numbers  of  peraonnel  In  proportion  to  num- 
bera  of  asalgned  llcenaea,  adequacy  of  klnda 
and   amounta  of   equipment  and  facllltlea, 
and  proeedurea  followed  In  Inspection  and 
enforcement.    Inspecting  agenclea  will  be  re- 
quired to  Instire  compliance  by  llcenaeea  with 
the  license   conditions   and   with  the   rules 
and    regulations    promulgated    \inder    the 
Radiation  Control  Law. 

The  statute  permits  the  existence  of  local 
ordinances  and  regulations  that  are  con- 
statent  with  State  Law  and  regulatlona.  It 
provides  that  only  the  State  shall  aaaeaa  a  fee 
*»Mt  that  the  proceeds  from  such  feea  shall 
be  eq\iltably  distributed  between  the  parti- 
cipating agenclea.  Theee  provlalona  will  be 
Incorporated  In  agreementa  for  the  partici- 
pation of  such  agenclea  In  the  program. 

Sac.  6.  Organiaation  and  Personnel.  The 
radiation  control  program  will  be  eatab- 
llahed  In  the  Bureau  of  Radiological  Health, 
an  exlatlng  organisational  unit  of  the  State 
Department  of  Public  Health.  Technical 
positions  In  the  existing  program  of  this 
bureau  are  listed  below.  Personnel  will  be 
utilised  In  the  control  program  to  the  degree 
required. 

Acting  Chief. 

Senior  Health  Physicist. 

Seizor  Engineer. 

4  Associate  Health  Physicists — One  poel- 
tlon  unfilled. 

Associate  Statistician. 

a    Consultant    Physicians — One    position 
unfilled. 

Consultant  Engineer. 

Upon  consiUBmatlon  of  an  agreement  with 
the  AEO,  the  following  additional  personnel 


NOTICES 

win  be  employed,  aa  available,  to  perform 
license  evaluatlona  and  to  provide  supervi- 
sion over  the  inspection  program : 

1  Supervising  Health  Physicist. 

3  Senior  Health  Physicists. 

1  Associate  Health  Physicist. 

The  Department  expects  to  maintain  aa 
Inspectors  qualified  peraonnel  trained  In 
health  physica  in  the  approximate  ratio  of 
one  for  each  176  licenses.  During  the  Ini- 
tial phases,  the  equivalent  number  of  man- 
years  is  planned  to  be  devoted  to  these 
purposes  by  the  exiaUng  staff.  This  ratio 
of  Inspectors  to  licenses  will  also  apply  to 
other  agencies  having  inspectional  reaponsi- 
bUltles. 

The  educational  and  experience  requlre- 
menta for  the  poaltion  categories  directly 
related  to  the  licensing  program  are  as 
follows: 

Supervising  Health  Physicist:  Bachelor's 
degree  in  physical  or  life  sciences,  including 
or  supplemented  by  courses  In  health  physios 
or  radiation  biology.  Seven  years  of  reapon- 
slble  professional  experience  In  health 
physics  or  a  doeely  related  field,  at  leaat 
three  years  of  which  must  have  Included 
principal  responsibility  for  a  major  program 
of  radiological  health. 

Senior  Health  Phyalcist:  Graduation  from 
college  with  major  work  in  the  applied  or 
life  sciences  and  including  or  supplemented 
by  at  least  four  covirses  In  nuclear  or  health 
physics  or  radiation  biology.  Five  years  of  re- 
sponsible professional  experience  in  health 
physics  or  a  closely  relat«d  field,  at  least  two 
years  of  which  must  have  Included  responsi- 
bility for  a  major  program  In  radiological 
health.  (Master's  degree  or  equivalent  aca- 
demic work  in  health  physics  or  closely  re- 
lated fields  may  be  substitutes  for  two  years 
of  experience;  one  year  of  Atomic  Energy 
Commission  fellowship  training  may  be  sub- 
stituted for  one  year  of  experience.)  As  an 
alternate  to  these  requirements,  two  years 
of  experience  as  an  Associate  Health  Physi- 
cist in  the  California  State  service  will  be 
acceptable. 

Associate  Health  Physicist:  Equivalent  of 
college  graduation  with  major  work  in 
physical  or  life  sciences.  Including  or  supple- 
mented by  at  least  two  courses  in  nuclear 
or  health  physics  or  radiation  biology.  Three 
years  of  responsible  professional  experience 
(excluding  routine  radiation  monitoring  and 
siirveys)  in  health  physics  or  closely  related 
fields.  (One  year  of  full  time  graduate  work 
in  health  physics  or  closely  related  fields,  or 
completion  of  one-year  Atomic  Energy  Com- 
mission health  physics  fellowship  may  be 
substituted  fc*  one  year  of  required 
experience.) 

(PR.    Doc     62-364:     Piled,    Jan.     11,     1962: 
8 :48  a.m.  I 


(Docket  No  50-157) 

CORNELL  UNIVERSITY 

Notice  of  Issuance  of  Utilization 
Facility  License 

Please  take  notice  that  no  request  for 
a  formal  hearing  having  been  filed  fol- 
lowing the  publication  of  notice  of  the 
proposed  action  in  the  Federal  Recistex, 
the  Atomic  Energy  Commission  has  is- 
sued License  No.  R-80  authorizing  Cor- 
nell University  to  possess  and  operate 
at  power  levels  up  to  100  kilowatts  (ther- 
mal) the  TRIOA  Mark  II  nuclear  reac- 
tor located  on 'the  University's  campus 
at  Ithaca,*  New  York. 

The  license  as  issued  is  substantially 
as  set  forth  in  the  Notice  of  Proposed 
Issuance  of  Facility  License  published  in 
the  Fbdeeal  Register  August  3,  1961,  26 
F.R.  6999.  except  that  authorization  to 
possess  and  use  a  10  curie  Polonium  210 


sealed  souree  for  reactor  startup  has 
been  added  to  paragri^^b  SC. 

Dated  at  Germantown,  Md..  this  11th 
day  of  January  19«2. 

For  the  Atomic  Energy  Commission. 

E.  O.  Case. 
Acting  Chief.   Te$t  and  Power 
Reactor       Safety       Branch. 
Division    of    Licensing    and 
Re</ulation. 

(PR      Doc     62-586:     PUed.    Jan.     It,     1962: 
8:46  am.) 

Cim  AERONAUTICS  BOARD 

I  Docket  No.  13334;  Order  No.  B-lTOaS) 

AMERICAN  AIRLINES,  INC. 

Proposed  Reduction  off  Eottbound 
Freight  Rates  on  Perishables;  Order 
of  Investigation  and  Suspension 

Adopted  by  the  Civil  Aeronautics 
Board  at  Its  office  in  Washington.  D.C.. 
on  the  15th  day  of  January  1963. 

By  tariff  revisions  marked  to  become 
effective  January  17.  1962.  American  Air- 
lines. Inc.  (American)  proposes  signifi- 
cantly lower  rates  at  selected  weight 
breaks  on  gladioli,  iris,  fruits  and  vege- 
tables from  Los  Angeles  and  San  Fran- 
cisco to  midwest  and  eastern  markets. 
In  addition,  the  carrier  proposes  to  es- 
tablish lower  rates  on  various  com- 
modities in  Groups  570  and  590  from 
Chicago  to  Los  Angeles  at  selected 
weight  breaks,  equal  to  rates  in  effect  for 
competitive  cairriers. 

No  complaints  have  been  filed.  How- 
ever. American  Itself  had  filed  a  com- 
plaint, requesting  investigation  and  sus- 
pension of  identical  proposals  submitted 
by  Trans  World  Airlines,  Inc.  (TWA) 
for  effectiveness  January  7.  1962,  for 
gladioli.  Iris,  fruits  and  vegetables.  In 
summary.  American  had  claimed  that 
the  proposals  were  below  competitive 
levels,  would  dilute  carrier  revenues,  and 
were  not  adequately  justified.  It  stated 
that  it  had  instructed  its  tariff  agent 
to  meet  TWA's  filings  as  a  defensive 
measure. 

By  Order  E-17900,  adopted  January  4, 
1962.  the  Board  initiated  an  investigation 
of  and  suspended  the  foregoing  TWA 
proposals.  In  that  order  the  Board 
found  that  such  rate  proposals  would 
significantly  undercut  competitive  rates 
in  effect  for  other  carriers,  by  almost  20 
percent  for  gladioli  and  Iris,  and  by  al- 
most 10  percent  for  fruits  and  vegetables. 
For  fruits  and  vegetables,  the  jrlelds  from 
the  proposed  rates  would  be  low  even 
for  eastboimd  movements  (which  would 
involve  directional  imbalance)  averag- 
ing about  10.5  cents  per  ton-mile,  rang- 
ing as  low  as  9.7  cents;  proposals  would 
typically  be  the  lowest  100-pound  rates 
in  effect  for  any  commodity  for  any  car- 
rier in  the  markets  in  which  they  are  to 
apply.  For  gladioli  and  bis,  the  yields 
would  average  approximately  12.5  cents 
per  ton-mile,  significantly  low  for  cut 
flowers,  which  have  traditionally  been 
hauled  at  higher  eastbound  rates  than 
numerous  other  commodities. 


Friday,  January  19,  1962 

Upon  consideration  of  the  matters  of 
record,  the  Board  finds  that  the  rates 
proposed  by  American  on  gladioli.  Iris, 
and  fruits  and  Tegetables  from  Los  An- 
geles and  San  Francisco  may  be  unjust 
or  unreasonable,  or  unjustly  discrimina- 
tory, or  unduly  preferoitlal.  or  unduly 
prejudical.  and  should  be  investigated. 
Because  of  the  dilution  of  carrier  reve- 
nues n^ich  might  result  from  the  appli- 
cation of  these  rates,  the  Board  has 
further  concluded  to  suspend  these  por- 
tions of  the  tariff  revisions  and  defer 
their  use  pending  investigation. 

Accordingly,  pursuant  to  the  Federal 
Aviation  Act  of  1958  and  particularly 
sections  204(a)  and  1002  thereof: 

It  i5  ordered.  That: 

1.  An  Investigation  is  instituted  to  de- 
termine whether  the  rates  and  provisions 
described  below  are  or  will  be  unjust  or 
iinreasonable,  or  unjustly  discrimina- 
tory, unduly  preferential,  unduly  preju- 
dicial, or  otherwise  unlawful,  and,  if 
found  to  be  unlawful,  to  determine  and 
prescribe  the  lawful  rates  and  provisions. 

2.  Pending  hearing  and  decision  by  the 
Board,  the  rates  and  provisions  described 
below  are  suspended  and  their  use  de- 
ferred to  and  Including  April  16,  1962. 
unless  otherwise  ordered  by  the  Bocuid. 
and  that  no  changes  be  made  therein 
during  the  period  of  suspension  except 
by  order  or  q>ecial  permission  of  the 
Board. 

3.  The  investigation  instituted  herein 
is  consolidated  with  the  proceedings  des- 
ignated In  the  liCatter  of  Reduced  East- 
boimd Freight  Rates  on  Perishables  Pro- 
posed by  Trans  World  Airlines.  Inc., 
Docket  13324,  et  al. 

4.  Copies  of  this  order  shall  be  filed 
with  the  tariff,  and  shall  be  served  upon 
American  Airlines,  Inc..  The  Flying 
Tiger  Line  Inc..  and  Trans  World  Air- 
lines, Inc.  j 

This  order  will  be  published  in  the 
Federal  RxGism. 

By  the  Civil  Aeronautics  Board. 

[  SEAL]  Harold  R.  SANDttsoN, 

Secretory. 

The  specific  commodity  rates  apply- 
ing on  Commodity  Group  No.  298  via 
routing  "AA"  f rtwa  Los  Angeles,  Calif.,  to 
the  points  specified  below  as  set  forth  on 
the  following  named  revised  pages  of 
Agent  B.  H.  Smith's  Official  Air  Freight 
Specific  Commodity  Tariff  No.  5-B, 
CA.B.  No.  12:  I 

Revised  pages :  ' 

78th  and  TBth  rerised  pages  87  to  Balti- 
more, Md. 

84  th  and  B5th  revised  pages  88  to  Boston, 
Mass. 

73d  and  TSd  revised  pages  89  to  Chicago, 
ni. 

72d  and  73d  revised  pages  89  to  Cleveland, 
Ohio 

72d  and  7M  revised  pages  89  to  Columbus. 
Ohio 

73d  and  74th  rcvlaed  pages  90  to  Dayton, 
Ohio 

TSd  and  74th  Revised  pages  90  to  Detroit. 
Mich. 

29th  and  80th  revised  pages  90-A  to  Hart- 
ford, Coon. 

Mth  and  asth  revised  pages  92  to  New 
York.  H.T. 
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83d  and  04th  revised  pagea  93  to  Phlla- 
ddphU.Pa. 

6Sd  and  64th  revised  pages  93  to  Pitts- 
burgh. Pa. 

16th.  leui  and  ITth,  revised  pages  94-A 
to  Washington,  D.C. 

The  9eciflc  commodity  rates  applying 
on  Commodity  Oioup  No.  306  via  rout- 
ing "AA"  from  San  Francisco.  Calif.,  to 
the  points  specified  below  as  set  forth  on 
the  following  named  revised  pages  of 
Agent  B.  H.  Smith's  Official  Air  Freight 
Specific  Commodity  Tariff  No.  5-B, 
CJiJB.  No.  12: 

Bevlsed  pages: 
60th  and  SOth  revised  pages  102  to  Balti- 
more. Md. 
48th  and  49th  revised  pages  103  to  Boston, 


Dated  at  Washington,  D.C,  January 
12,  1962. 
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48th  and  49th  revised  pages  103  to  Chi- 
cago, in. 

39th  and  40th  revised  pages  104  to  Cleve- 
land. (Milo 

SMta  and  40th  revised  pages  104  to  Colum- 
bus. CMilo 

39th  and  40th  revised  pages  104  to  Dayton, 
Ohio 

13th  and  14th  revised  pages  104-A  to 
Detroit.  Mich. 

16th  and  10th  revised  pages  104-B  to  Hart- 
ford. Oonn. 

66th  and  OOth  revised  pages  107  to  New 
York.  H.Y. 

66th  and  68th  revised  pages  107  to  Phila- 
delphU.Pa. 

37th  and  38th  revised  pages  108  to  Pltta- 
burgh.  Pa. 

31st  and  32d  revised  pages  110  to  Wash- 
ington, D.C. 

Agoit  B.  H.  Smith's  Official  Air  Freighf 
Speciilc  Commodity  Tariff  No.  5-B, 
CJLB.  No.  12: 

On  04th  and  06th  revised  pages  92,  the 
qMdflc  commodity  rate  of  814.46,  subject  to 
mlnlmnm  weight  of  100  pounds,  on  Com- 
modity Qta»9  Numbers  296  and  470,  from 
Los  Angdcs,  Calif.,  to  New  York,  NY.,  via  the 
routing  "AA". 

On  16th,  18th.  and  17th  revised'' pages  94- 
A.  the  specUlc  commodity  rates  on  Com- 
modity Group  Nnmbers  296  and  470  from 
lios  Angeles.  Calif.,  to  Waahlngton,  D.C,  via 
tha  rofuttng  "AA". 

On  Mth  and  SOth  revlasd  pages  107.  the 
specific  commodity  rate  of  $16.16,  aubject  to 
a  minimum  walglit  of  100  pounda.  on  Com- 
modity Group  Numbers  296  and  470  from 
San  nrandaco.  Calif.,  to  New  York.  N.Y..  via 
the  routing  "AA." 

On  Slst  and  sad  revised  pages  110,  the 
^eelfle  commodity  rate  at  $14.36,  subject  to 
a  mintaanm  weight  at  100  pounds,  on  Com- 
modity (teonp  Numbers  296  and  470  from 
Baa  Fkaadaoo,  Calif.,  to  Washingtcm,  D.C, 
vU  tha  routing  "AA". 

(PH.    Doc.    03-670:    Piled.    Jan.    18.    1902; 
8:45  ajn.l 


[Docket  No.  13268] 

CIA.   RUTAS   INTERHAaONALES 
PERUANAS,  S.A. 

NoHca  of  Hearing  ' 

Notice  is  hereby,  given,  pursuant  to 
the  proTifllons  et  liie  Federal  Aviation 
Act  of  IfSS.  ag  amoided.  that  hearing  in 
the  abore-entttled  proceeding  is  assigned 
to  be  held  nbruary  12. 1962.  at  10  ajn., 
e.8.t.  in  Room  1029.  Universal  Building, 
Connecticut  and  norida  Avraoes  NW., 
Waohtnttwi.   D.C,   before   the   under- 


Jakes  S.  Kkrh, 
Hearing  Examiner. 


\TS..    Doc.    62-580:    PUed.    Jan.    It.    1902; 
8:45  ajn.] 


[Docket  No.  10017] 

PASSENGER  CREDIT  PLANS 

INVESTIGATION 
NoHco  of  Oral  Argument 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Federal  Aviation  Act 
of  1958,  as  amended,  that  oral  argument 
in  the  above-entitled  proceeding  is  as- 
signed to  be  heard  on  February  7,  1962 
at  10  ajn.,  e.s.t.,  in  Room  1027,  Universal 
Building,  Connecticat  and  Florida  Ave- 
nues NW.,  Washington.  D.C.,  befmv  the 
Board. 

Dated  at  Washington,  D.C,  January 
12,  1962. 

[  SEAL  ]  Francis  W.  Baowv, 

Chief  Examiner, 

[P.R.    Doc.    62-681:    Piled.    Jan.    18,    1902; 
8:45  ajn.] 


[Docket  No.  11949] 

TRANS-TEXAS  AIRWAYS,  INC.,  MAIL 
RATE 

Notice  of  Hearing 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Federal  Aviation  Act 
of  1958,  as  amended,  that  a  public  hear- 
ing in  the  above-entitled  proceeding  is 
assigned  to  be  held  on  February  13,  1962, 
at  10:00  ajn.,  e.s.t..  in  Room  911,  Univer- 
sal Building,  1825  Connecticut  Avenue 
NW..  Washington,  D.C. 

For  Information  concerning  the  issues 
involved  and  other  details  in  this  iHt>- 
ceedlng,  interested  persons  are  referred 
to  the  prehearing  cooference  report 
served  December  1,  1961.  Board  Order 
E-11258,  dated  April  23.  1957,  and  all 
other  documents  which  are  in  the  docket 
of  this  proceeding  on  file  in  the  Do^et 
Section  of  the  Civil  Aeronautics  Board. 

Dated  at  Washington.  D.C.  Janu- 
ary 15, 1962. 


[SEAL] 


[FJl.     Doc. 


William  F.  Cusick, 
Hearing  Examiner. 

62-582;     PUed.    Jan.    18,    1902; 
8:45  a.m.] 


[Docket  No.  11620] 

TOOLCO-NORTHEAST  CONTROL 
CASE 

Notice  of  Postpenoment  of 
Prehearing  Conforenca 

Notice  is  hereby  given  that  the  pre- 
hearing conference  in  the  above-entitled 
matter  now  aadgned  to  be  held  on  Jan- 
uary 19  is  postponed  to  January  22, 1M2. 
10  ajn.,  e.s.t.  Room  Sll.UBfTerBal  Birild- 
ing,  Connecticut  and  Florida  Avenues 
NW..  Washington.  D.C,  before  Examiner 
Merritt  Ruhlen. 
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Dated    at    Washington.    D.C..    Janu- 
uary  10, 1962. 

[8KAI.1  Francis  W.  Bkown. 

Chief  Examiner. 

(FJl.    Doc.    62-633:     PUed.    Jan.    18.     1963; 
8:50  a.m  I 


FEDERAL  MARmME  COMMISSION 

(Docket Mo.  064  (8ub-a)  ] 

SUGAR,  REFINED  OR  TURBINATED,  IN 
BAGS  IN  THE  ATLANTIC/GULF 
PUERTO  RICO  TRADE 

lnv«tfigotion  of  lncr«os«d  Rat«s; 
Notic*  off  SuppJomontal  Ord«r 

On  January  8,  1963.  the  Federal  Mari- 
time Commission  entered  the  following 
Second  Supplement  Order  to  the  original 
order  In  this  proceeding  dated  December 
7.  1961. 

It  appearing  that  there  Is  currently 
pending  In  this  proceeding  an  investiga- 
tion of  an  increase  In  rates  on  Sugar, 
refined  or  turbinated,  in  bags  from 
Puerto  Rico  ports  to  Atlantic  and  Oulf 
ports,  which  said  rates  have  been  sus- 
pended and  are  now  to  become  effective 
on  April  8,  1962  and  later;  and 

It  further  appearing  that  on  January 
3.  1962.  Sea-Land  Service.  Inc..  Puerto 
Rican  Division,  filed  with  the  Federal 
Maritime  Commission  (Commission) 
tariff  schedules  designated  Uth  Revised 
Page  No.  34  and  Original  Page  34A  to 
Homeward  Freight  Tariff  No.  4,  FMC-F 
No.  a  (Pan-Atlantic  Steamship  Corpora- 
tion. FMC-F,  Series)  to  become  effective 
February  5,  1962.  which  said  schedules 
provide  for  increased  commodity  rates 
on  Sugar,  refined  or  turbinated,  in  bags; 
and 

It  further  appearing  that  upon  con- 
sideration thereof  there  is  reason  to  be- 
lieve that  said  schedules  would,  if  per- 
mitted to  become  effective,  result  in  rates 
which  wDuld  be  unjust,  unreasonable,  or 
otherwise  unlawful  in  violation  of  the 
Shipping  Act,  1916.  as  amended  or  the 
Intercoastal  Shipping  Act,  1933,  as 
amended;  and 

It  further  appearing  that  the  Com; 
mission  Is  of  the  opinion  that  the  new 
rates  on  sugar,  refined  or  tiuHblnated,  in 
bags  should  be  made  the  subject  of  a 
public  investigation  and  hearing  to  de- 
termine whether  they  are  Just,  reason- 
able, and  otherwise  lawful  under  the 
Shipping  Act,  1916.  as  amended,  or  the 
Intercoastal  Shipping  Act,  1933.  as 
amended:  and 

It  further  a];H>earing  that  the  effective 
date  of  the  said  schedules  should  be 
suspended  pending  such  investigation; 

Novo  therelore  it  is  ordered.  That  this 
proceeding  be.  and  It  is  hereby,  expcmded 
to  include,  in  addition  to  the  matters 
now  under  Investigation,  an  investiga- 
tion into  and  concerning  the  lawfulness 
of  the  Increased  rates  on  sugar,  refined 
or  turbinated,  in  bags  named  in  the  said 
schedule,  with  a  view  to  making  such 
findings  and  orders  in  the  premises  as 
the  facts  and  circumstances  shall  war- 
rant; and 

it  is  further  ordered.  Tbat  11th  Revised 
/  Page  34  and  Original  Page  34A  to  Sea- 
Land  Service,  Inc.  Puerto  Rican  Dlvl- 
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sion  (Pan- Atlantic  Steamship  Corpora- 
tion PMC-P  Series)  Homeward  PreiKht 
Tariff  No.  4,  FMC-F  No.  2.  be.  and  they 
are  hereby,  suspended  and  that  the  use 
thereof  be,  and  it  is  hereby,  deferred  to 
and  including  June  4,  1962.  unless  other- 
wise authorized  by  the  Commission,  and 
that  the  rates  heretofore  in  effect,  and 
which  were  to  be  changed  by  the  sus- 
pended rates,  shall  remain  In  effect  dur- 
ing the  period  of  suspension;  and 

It  is  further  ordered.  That  no  change 
shall  be  made  in  the  matter  hereby  sus- 
pended nor  the  matter  which  is  con- 
tinued in  effect  as  a  result  of  such  sus- 
pension until  the  period  of  suspension  or 
any  extension  thereof  has  expired,  or 
until  this  investigation  and  suspension 
proceeding  has  been  disposed  of.  which- 
ever first  occurs,  unless  otheru'ise  au- 
thorized by  the  Commission ;  and 

It  is  further  ordered.  That  there  shall 
be  filed  immediately  with  the  Conunis- 
sion  by  Sea-Land  Service,  Inc.  Puerto 
Rican  Division,  a  consecutively  numbered 
supplement  to  the  aforesaid  tariff  sched- 
ule which  supplement  shall  bear  no  ef- 
fective date,  shall  reproduce  the  portion 
of  this  order  wherein  the  suspended  mat- 
ter is  described,  aiui  shall  state  that  the 
aforesaid  rates  are  suspended  and  may 
not  be  used  until  the  5th  day  of  June 
1962,  unless  otherwise  authorized  by  the 
Commission,  and  that  the  rates  hereto- 
fore in  effect,  and  which  were  to  be 
changed  by  the  susp>ended  rates,  shall 
remain  in  effect  during  the  period  of 
suspension,  and  neither  the  matter  sus- 
pended, nor  the  matter  which  is  con- 
tinued in  effect  as  a  result  of  such  sus- 
pension, may  be  changed  until  the  period 
of  susp>ension  or  any  extension  thereof 
has  expired,  or  until  this  investigation 
and  suspension  proceeding  has  been  dis- 
posed of,  whichever  first  occurs,  unless 
otherwise  authorized  by  the  Commission; 
and 

It  is  further  ordered.  That  copies  of 
this  order  shall  be  filed  with  the  said 
tariff  schedule  in  the  Bureau  of  Etomestic 
Regulation  of  the  Federal  Maritime  Com- 
mission: and 

It  is  further  ordered.  That  (I)  the  in- 
vestigation herein  ordered  be  assigned 
for  public  hearing  before  an  examiner  of 
the  Commission's  OfQce  of  Hearing  Ex- 
aminers, at  a  date  and  place  to  be  deter- 
mined and  announced  by  the  Chief  Ex- 
aminer, to  receive  evidence  in  this 
proceeding,  which  will  provide  an  ade- 
quate record  for  proper  disposition  of  the 
issues  and  that  an  initial  decision  be 
issued:  (11)  Sea-Land  Service.  Inc. 
Puerto  Rican  Division,  be  and  it  is  hereby 
made  respondent  in  this  proceeding: 
(III)  a  copy  of  this  order  shall  forthwith 
be  served  upon  Sea-Land  Service,  Inc., 
Puerto  Rican  Division,  and  all  others 
heretofore  named  protestants  or  re- 
spondents hereto:  (rv>  the  said  respond- 
ents be  duly  notified  of  the  time  and 
place  of  the  hearing  ordered:  and  (V) 
this  order  and  notice  of  the  said  hearing 
be  published  in  the  Federal  Register. 

Dated:   January  15,  1962. 

By  the   Commission. 

TlIOMAS  Lisi. 
Secretary. 

|FR     Doc.    62-630:     Ptled.    Jan.     18.    1960; 
f:48    am  ] 


FEDERAL  COMMUNICATIONS 
COMMISSION 

I  Docket  No    14394;   FCC  6aM-6a| 

FLOWER   CITY  TELEVISION  CORP. 
ET  AL. 

Order  Continuing   Mooring 

In  re  applications  of  Flower  City  Tele- 
vision Corporation,  Rochester,  New  York, 
Docket  No  14394.  File  No.  BPCT-2929: 
et  al  .  Dockets  Nos.  14395.  14459.  14460, 
14461.  14462.  14463.  14464.  14465,  14466, 
14467.  and  14468;  for  construction  per- 
mits for  new  television  broadcast  stations 
(Channel  13 » 

The  Hearing  Examiner  having  under 
consideration  agreements  of  parties  par- 
ticipating at  prehearing  conference  on 
January  12.  1962: 

It  is  ordered.  This  12th  day  of  January 
1962,  that  the  hearing  previously  sched- 
uled by  the  Chief  Hearing  Examiner  for 
February  7,  1962,  is  canceled  In  view  of 
the  Commission's  order  of  December  27. 
1961;  that  a  further  prehearing  con-" 
ference  is  scheduled  for  February  2. 
1962,  at  10:00  am.;  and  that  a  new 
hearing  date  will  be  specified  in  a  subse- 
quent order 

Released:   January   15,  1962. 

Federal  ComrTKiCAiiONS 
Commission. 
[SE.\Ll         Ben  F.  Waplk. 

Acting  Secretary. 

IPR      Doc      62-636:     Piled,     Jan.     18.     1962; 
850  am.) 


lD<x:lcet  No  14366;  PCC62M-61) 

NEIGHBORLY  BROADCASTING  CO., 
INC. 

Notice  of  Conference 

In  the  matter  of  revocation  of  license 
of  The  Neighborly  Broadcasting  Co..  Inc.. 
for  FM  Broadcast  Station  WLOV.  Crans- 
ton. Rhode  Island,  Docket  No.  14365. 

Notice  is  hereby  given  that  a  prehear- 
ing conference  in  the  above-entitled  pro- 
ceeding will  be  held  at  10:00  am.  on 
Monday,  February  5.  1962.  In  Washing- 
ton, D.C. 

Dated:   January  12. 1962. 

Released     January  15, 1962. 

Federal  Communications 
Commission, 
(sEALl         Ben  F.  Waple, 

Acting  Secretary. 

(FR      Doc     6»-636:     Filed.    Jan.    18,    1962; 
8.50  ajn.) 


FEDERAL  POWER  COMMISSION 

[Docket  No6.  CP60-aa,  CM3-83I 

CITIES  SERVICE  GAS  CO. 

Notice  of  Application  and  Dato  of 
Hoaring  and  NoHco  of  Appfication 
for  Amendment 

Januait  15,  1962. 
Take  notice   that  on  September  27. 
1961.  as  supplemented  on  November  22, 
1961.  Cities  Service  Oas  Company  (Ap- 
plicant) ,  PC.  Box  1995.  Oklahoma  City, 


Friday,  January  19,  1962 

Oklahoma,  filed  in  Docket  No.  CP63-Sa 
an  application  pursuant  to  section  7(e) 
of  the  Natural  Oas  Act  for  a  certificate 
of  public  convenience  and  neceaslty  au- 
thorizing the  installation  and  t^inmtlon 
of  pipeline  taps  and  block  gates  cm  Ap- 
plicant's Ifansag  Clty-Hugoton  pipeline 
at  the  Intake  side  of  Applicant's  HUgolon 
Compressor  Station  in  Grant  County, 
Kansas,  to  enaMe  Applicant  to  dtilror 
natural  gas  to  Cities  Service  Helez.  Ine. 
iHelex),  all  as  more  fully  set  forth  in 
the  application,  as  supplemented,  which 
IS  on  file  with  the  Commission  and  open 
to  public  Inspection. 

Applicant  proposes  to  sell  an  esti- 
mated average  daily  volume  of  60  MMef 
of  gas  to  Helez  pursuant  to  a  contract 
between  Applicant  and  Helex  dated  Sep- 
tember 11.  IMl.  Helex  will  use  and  con- 
sume tbe  gas  for  fuel  and  the  extraction 
of  helliun  and  liquid  hydrocarbons  at  its 
plant  to  be  located  near  the  Hugoton 
Compressor  Station.  Helex  will  sell  the 
helium  to  the  United  States  of  America 
pursuant  to  the  Helium  Act  of  I960  and 
will  sen  the  liquid  hydrocarbons  to  an- 
other purchaser. 

Applicant  alleges  that  It  will  have 
natural  gas  ayallable  to  it  currently  and 
through  1979  in  the  Kansas-Hugoton 
field  in  excess  of  the  peak-day  capacity 
and  annual  requirements  of  Its  Hugoton- 
Kansas  City  tranamission  pipeline  de- 
livering gas  from  the  Kansas-HugoCob 
field  before  the  requirements  of  Htiex 
are  added  thereto,  and  through  19T6 
after  the  requirements  of  Helez  are 
added  thereto. 

The  cost  of  the  proposed  facilities 
is  estimated  to  be  $95,000,  which  would 
be  financed  with  treasury  cash. 

Concurrently  with  the  subject  am>lica- 
tion.  Applicant  has  submitted  a  study  of 
its  gas  reeerres.  Based  on  this  study. 
Applicant  requests  that  paragraph  (F) 
of  the  order  Issued  December  27,  1960. 
in  E>ocket  No.  CPOO-33,  be  eliminated. 
That  paragraph  required  that  Applicant 
should  limit  its  total  annual  sales  of 
natural  gas  to  an  amount  approximately 
equal  to  the  total  demands  served  as 
shown  in  line  43  of  Exhibit  No.  30  in 
Docket  No.  CP60-S2  beginning  with  the 
calendar  year  1961  and  in  each  calen- 
dar year  thereafter  until  Applicant 
makes  a  showing,  satlsfact<Mry  to  the 
Commission,  that  such  restriction  should 
be  eliminated  or  modified. 

These  matters  should  be  disposed  of  as 
promptly  as  possible  under  the  ap- 
plicable rules  and  regulations  and  to 
that  end: 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  Jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natural  Oas  Act.  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  on  Febru- 
ary 13.  1962,  at  9:30  a.m.,  e.s.t.,  in  a 
Hearing  Room  of  the  Federal  Power 
Commission,  441  O  Street  NW..  Wash- 
ington. D.C,  concerning  the  matters  in- 
volved in  and  the  Issues  presented  by  the 
appllcatimi  in  Docket  No.  CPfit-91:  Pro- 
vided, however.  That  the  Commission 
may,  after  a  non-contested  hearing,  dis- 
pose of  the  proceedings  pursuant  to  the 
provisions  of  1 1.30(c)   (1)  or  (2)  of  the 
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Oonunission's  rules  of  practice  and  pro- 
oedvre.  Itader  the  procedure  herein  pro- 
vided for,  unless  otherwise  advised,  it  will 
be  uhnecMwry  for  Applicant  to  am>ear 
or  be  reprennted  at  the  hearing. 

Protests,  requests  for  hearing  or  peti- 
ttops  to  intervene  in  either  Docket  No. 
CP00-S2  or  CP03-62  may  be  filed  with 
the  Federal  Power  Commission.  Wash- 
ington 9S.  D.C,  in  accordance  with  the 
rules  of  praetiee  and  procedure  (18  CFR 
IJ  or  l.lt)  on  or  before  February  7. 
190S.  Failure  of  any  party  to  appear  at 
and  partidpate  in  the  hearing  in  Docket 
No.  CP01-S2  shall  be  construed  as  waiver 
of  and  eoQcurrence  in  omission  hM«ln  of 
the  intermediate  decisi<m  procedure  in 
cases  where  a  request  pierefmr  is  made. 

Joseph  H.  Ovtude. 
Secretary. 

{PJEt.    Doc.    •2-821:     Filed,    Jan.    18.    1962; 
8:49  ».in.] 


IDodcet  No.  G-16842  etc.] 

TENNESSEE  GAS  TRANSMISSION  CO. 
ET  AL 

Nofico  of  ApplicaHons,  Dot*  of  Hoof- 
ing and  Conosotidotion  of  Proceed- 
ings 

Janttart  IS,  1962. 

Tennessee  Oas  Transmission  Com- 
pany. Docket  No.  0-168i2;  Tennessee 
Oas  Transmission  Company,  Docket  No. 
CPOO-94;  Lovdl  Oas  Company.  Docket 
N6.  CPfl-t;  Tennessee  Natural  Oas 
Lines,  Ine^  Dodtet  No.  CP61-37;  Central 
Illinois  Bleetric  and  Oas  Company. 
Do^et  No.  CP61-123:  Tezaco  Inc., 
Docket  No.  dOl-OO;  Tbzaco  Inc., 
Docket  No.  CI61-1713:  Midwestern  Oas 
Transmission  Company.  Docket  No. 
CPOa-llO;  Allied  Oas  Company.  Docket 
No.  CPt2-132;  Alabama-Tennessee  Nat- 
ural Oas  Cmnpany.  Docket  No.  CP63- 
133;  Village  of  Provencal.  Louiaiana. 
Docket  No.  CP03-152:  Cities  Service 
Production  Company.  Docket  No.  CI62- 
135:  Tidewater  Oil  Company,  Docket  No. 
CIOl-137;  Atlantic  Refining  C(unpany, 
Docket  Na  CI03-146:  Continental  OU 
Company,  Docket  No.  CI62-147:  Arnold 
H.  Bnmner  k  Company.  Docket  No. 
CI62-305;  Ramwlsn  Oil  Corporation, 
Docket  No.  CI62-378. 

Take  notice  that  on  November  7. 1961, 
Tennessee  Oas  Transmission  Company 
(Tennessee).  P.O.  Box  2511.  Houston  l. 
Tfezas,  filed  an  Amended  AppUcation  as 
supplemented  on  December  18.  1961,  at 
Docket  No.  CP6a-94  pursuant  to  section 
7(c)  of  the  NatuitJ  Oas  Act  for  a  cer- 
tificate of  public  convenience  and  neces- 
sity authorising  Tennessee  to  construct 
and  operate  certain  faciliUes  tor  the 
transportation  and  sale  of  natural  gas  in 
interstate  oommorce,  all  as  is  more  fully 
set  forth  in  the  application  which  is  on 
file  with  the  Commission  and  open  to 
public  inspection. 

Tennessee  in  its  applicaUon  at  Docket 
No.  CPiO-M.  as  amended,  sedcs  author- 
isation to  increase  the  presently  author- 
ised contract  quantities  of  its  existing 
Contract  Demand  and  Oeneral  Service 
customers  bf  100.  169  Mcf  of  natural 
gas  per  day  at  14.73  psia  and  to  render 
a  storaga  service  totalling  10.120  Ifef 
per  day  at  14.73  psia  to  two  of  its  exist- 
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ing  customers.  The  proposed  additional 
service  is  scheduled  to  «w«wt^>»ify  in  the 
fall  of  1962  and  will  be  rendered  pur- 
suant to  the  terms  of  **««^wg  rate  sched- 
ules. In  ordar  to  render  the  rrtnicinl 
additional  service,  Tennessee  seeks  au- 
thorization to  increase  its  design  day  de- 
livery capacity  to  2,785.000  Mef.  Its 
presently  authorised  design  day  delivery 
capaci^  of  2,669,031  Mcf  was  a«ttioriaBd 
by  the  Commission  at  Docket  NO.  O- 
16842.  The  proposed  facilities  for  which 
authorization  is  sought  to  alllord  the 
above-noted  increase  in  design  day  de- 
livery capacity  consist  of  approximately 
152  miles  of  30-in^  and  36-indi  main- 
line loop  in  Ohio.  Pennsylvania  and  New 
York;  an  additional  66.900  compreasor 
iMMsepower  at  ezlsttng  statifiB  located 
in  Louisiana,  Mississippi.  Alabama  and 
Tennessee;  and  an  additlaaal  SOJOO 
compressor  horsexiower  at  new  ttfittCTit 
to  be  located  in  Louisiana.  Kentucky, 
Pennsylvania  and  New  York. 

Tennessee  also  requests  authorisatian 
to  construct  58  J  miles  of  20-indb  gather- 
ing line  from  its  presently  auttMrind 
on-shore  faciUties  to  Bk)ck  170  (off- 
shore Louisiana)  in  the  ailp  Shoal  area 
v^ere  it  proposes  to  aeqnlre  gas  re- 
serves in  place.  Tennessee  also  seeks  ^ 
authorisation  to  replace  approzimatdy 
two  miles  of  3-inch  p«p»Mw  hy  a  similar 
length  of  6-inch  pipdine  in  Northamp- 
ton, Massachusetts. 

The  application  states  that  the  pro- 
posed facilities,  which  are  estimated  to 
cost  $56,624,000,  will  be  fltiMirfd  throng 
Tennessee's  revolving  credit  agreement 
during  the  construction  period  and  per- 
manently financed  with  bonds,  deben- 
tures, common  stoda  and  funds  gen- 
erated from  its  (derations. 

Tomessee  proposes  to  acquire  and 
develop  the  Ship  Shoal  area  at  a  total 
estimated  cost  of  $2.043,7274W0  over  a 
29-year  period. 

The  ftrilowing  produeer-i4>PIicants 
seek  authorization  to  sell  gas  to  Ten- 
n^see  for  resale  in  interstate  commerce: 

Docket  No..  Producer,  Name  of  Field  and 
county 

CI61-60;  Texaco  Inc.;   Qroes  Isle.  Vermilion 

ParUh.  La. 
CI61-1713:  Texaco  Inc.;   Chandeleur  Sound. 

Block  69  (Off-shore,  Louiaiana). 
CI6a-135;  *  Clttoe    Service    Production    Co.; 

Cameron  Area  East  Block   64   (Off-shore, 

lioulslana) . 
CI63-137;  Tidewater  Oil  Co.;  Cameron  Area 

Sast  Block  64  (Off-ahore,  LouiaUna). 
CI6a-146;    AtlanUc    Reflnlng   C04    Cameron 

Area  East  Block  64  (Off-ahore.  LouUlana) . 
CI62-147:  Ccmtinental  Oil  Co.;  Cameron  Area 

East  Block  64  (Off-shore,  Louisiana) . 
CI6a-30S;  Arnold  H.  Brtmner  tc  CO.;  Bayou 

Rambio,  Terrebonne  Pariah,  La. 
CI63-378;     Samedan    OU    Oocp.;     Chalkley, 

Northwest,  Calcaaieu  Pariah.  La. 

On  October  20,  1961,  Tennessee  filed  a 
motion  for  the  postponement  of  the 
hearing  to  amend  the  certificate  issued 
it  in  Docket  No.  0-16842  and  requested 
that  the  aforementi<med  hearing  be  con- 
solidated with  Tennessee's  expansion  ap- 
plicaUon in  Docket  No.  €:S>00-04,  which 
we  have  described  above. 

On  August  80,  1961,  the  Commission  ^ 
Issued  Tennessee  temporary  authority  in 
Docket  No.  0-16842  to  substitute  cer- 
tain compressor  facilities  for  loopUne 
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pmge  34  ana  original  paere  34a  to  sea- 
lAQd  Service,  Inc.  Puerto  Rlcan  Divl- 


(FR      Doc. 


02-eao:    niea. 
tf:48    a.m.] 
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plicant> .  P.O.  Box  1M5.  Oklahoma  City, 


provisions  01  I  i.JO(c>  (1)  or  ca)  of  the    per  daj  at  14.73  pita  to  two  of  Its  exist-    tain  compressor  faciUUes  for  loopllne 
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faclUtieB  that  Tennessee  was  previously 
authorlaed  to  construct  on  its  gas  supply 
system  In  southern  Louisiana.  Tlie  order 
temporarily  authorising  the  substituted 
facilities  re<iuired  that  Docket  No.  O- 
16M2  be  re-opened  and  that  Tennessee 
establish  in  formal  hearing  that  these 
facilities  were  Justifiable  as  an  economic 
alternative  to  the  previously  authorized 
loopllne  facilities  and  that  Tennessee  file 
certain  data  to  support  such  a  proposi- 
tion. Tennessee  in  its  motion  for  con- 
s(^dati<m  alleges  that  it  will  supply  the 
data  requested  by  the  Commission  but 
that  the  data  it  will  submit  will  be  more 
meaningful  when  considered  with  its 
current  expansi<»i  pn^posal  in  Docket  No. 
CPM-M.  Hence,  it  seems  appropriate 
that  these  proceedings  be  consolidated 
for  purposes  of  hearing^ 

On  July  27,  1960.  Toinessee  Natural 
Oaa  lines.  Inc.,  (Tennessee  Natural) 
whose  principal  place  of  business  is  lo- 
cated at  1003  Nashville  Trust  Building, 
Nashville  3.  Tennessee,  filed  an  applica- 
tian  in  Docket  No.  CP61-a7  pnqwsing  an 
increase  in  its  presently  authorized  firm 
service  from  Tennessee,  its  sole  supplier, 
from  3.000  Met  per  day  to  8.300  Mcf  per 
day.  Tennessee  Natural  proposes  to  sell 
this  gas  to  the  Ford  Motor  Company  for 
use  in  sheet  glass  furnaces  tn  its  Nash-> 
vflle.  Teimessee  plant.  '  Teimessee  Nat- 
ural also  seeks  an  increase  in  its  pres- 
ently authorized  interruptlble  service 
from  10,500  Mcf  per  day  to  15.500  Mcf 
per  day  also  for  use  in  glass  furnaces  in 
the  Nashville  plant  of  the  Ford  Motor 
Company. 

On  July  15.  1900.  Lowell  Qas  Ccxnpany 
whose  principal  place  of  business  is  lo- 
cated In  Lowell.  Massachusetts  filed  an 
application  in  Docket  No.  CP61-9  for  an 
order  under  section  7(a)  of  the  Natural 
Oas  Act  directing  Tennessee  to  establish 
jihysical  connection  of  its  facilities  with 
those  which  Applicant  proposes  to  con- 
struct, and  to  sell  and  deliver  to  Appli- 
cant volumes  of  natural  gas  for  distrlbu- 
tlon  and  resale  to  the  town  of  Wiljning- 
ton.  Massachusetts,  whose  requirements 
are  estimated  to  be  as  follows: 
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Tennessee  would  be  required  to  build  a 
metering  station  at  a  point  on  its  12- 
inch  transmission  line  which  runs 
through  the  town  of  Wilmington. 

On  Novembo*  37,  1961,  Alabama  Ten- 
nessee Natural  Oas  Company  (Alabcuna 
Tennessee) ,  P.O.  Box.  380,  Flcn-ence,  Ala- 
bama, filed  an  application  in  Docket  No. 
CP63-133  pursuant  to  section  7(c)  of  the 
Natural  Gas  Act  for  a  certificate  of  pub- 
lic convenience  and  necessity  authoriz- 
ing Alabama-Tennessee  to  construct  and 
operate  certain  facilities  to  deliver  the 
additional  supply  of  natural  gas  required 
by  Applicant's  cust(»ners  during  the 
1963-1963  winter  heating  season,  all  as 
is  more  fully  set  out  in  its  application 
which  is  on  file  with  the  Commission  and 
open  to  public  inspection. 
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The  facilities  which  the  Applicant  re-  Illinois  and  its  environs,  all  as  more  fully 

quests  authorization  to  construct  con-  set  forth  in  the  application,  which  is  on 

slst  of  approximately  6.66  miles  of  12%-  file  with  the  Commission  and  open  for 

inch  main  line  and  approximately  1.23  public  inspection. 

miles  of  10%-inch  main  line  to  be  con-  Applicant   intends   to   construct   and 

structed    parallel    to   Applicant's   main  operate  a  regulator  station  at  a  proposed 

Line  facilities  in  Lawrence,  Morgan,  and  point  of  connection  on  the  main  line  of 

Madison  Counties,  Alabama.  Midwestern  and  a  2-inch  lateral  1,500 

The  application  reveals  that  Tennessee  feet  from  the  above-noted  point  of  con- 
is  the  sole  supplier  of  Alabama -Tennessee  nectlon  to  the  Village  limits  of  Oakwood. 
and  that  its  presently  authorized  volume  Central  Illinois  also  proposes  to  con- 
of  natural  gas  from  Tennessee  is  79,435  struct  and  operate  the  necessary  dis- 
Mcf  per  day.  In  Docket  No.  CP60-94.  as  tiibution  facilities  in  the  Village  of  Oak- 
amended,   Tennessee  requested  author-  wood. 

Izatlon  to  deliver  an  additional  quantity  The  estimated  aimual  and  peak  day 

of  1,230  Mcf  of  gas  per  day  to  Alabama-  requirements  for  the  Village  of  Oakwood 

Teiuiessee  in  order  to  enable  that  com-  and  its  environs  are  as  follows : 
pany  to  meet  its  requirements. 

On  November  7,  1961,  Midwestern  Oas 
Transmission  Company  (Midwestern) 
whose  principal  place  of  business  is  the 
Tennessee  Building.  Houston.  Texas,  filed 
an  appllcaUon  in  Docket  No.  CP62-116 
pursuant  to  section  7(c)  of  the  Natural 
Gas  Act  for  a  certificate  of  public  con- 
venience and  necessity  authorizing  Mid- 
western to  supply  Northern  Illinois  Gas  ^^  formal  hearing  was  held  on  this  ap- 
Company,  an  existing  customer  with  an  pncation  on  June  12,  1961.  and  the  Pre- 
additlonal  volume  of  contract  demand  siting  Examiner  issued  an  Initial  deci- 
gas  In  the  amount  of  15,000  Mcf  pv  day  gjQjj  ^^  ^^g^^  proceeding  recommending 
at  14.73  psla  commencing  with  the  1962-  ^^^^  ^g  application  of  Central  Illinois 
1963  heating  season.  No  addlUonal  ^ie  denied  without  prejudice.  On  Octo- 
f acuities  will  be  necessary  to  render  the  ber  20,  1961,  Central  lUinoia  filed  a  peti- 
increased  natural  gas  service.  The  gas  ^jq^  to  reopen  the  proceeding  in  Docket 
supply  to  support  the  above-noted  pro-  j^^  CP61-122  and  on  IXoember  15,  1961 
posal  Is  to  be  obtained  from  Tennessee  ^j^jg  Commission  Issued  an  order  grant- 
all  as  Is  more  fully  set  forth  in  the  ap-  j^g  ^^e  petition  to  reopen. 
pUcatlon  which  Is  on  file  with  the  Com-  r^^ie  above -captioned  proceedings  will 
mission  and  open  to  public  Inspection.  ^^^^  ^^  ^j^  appropriate  forum  in  which 

On  November  27, 1961,  Allied  Gas  Com-  the  reopened  proceeding  in  Docket  No. 

ptiny  (Allied)   whose  principal  place  of  CP61-12^  can  be  heard. 

business  is  located  at  134  North  Market  on  December  28,  1961,  the  Village  of 

Street,  Paxton,  Illinois,  filed  an  appllca-  Provencal,  Louisiana,  a  municipal  cor- 

tlon  in  Docket  No.  CP62-132  for  an  order  poration  filed  an  application  at  Docket 

under  section  7(a)  of  the  Natural  Gas  jjo.  CP62-152  pursuant  to  section  7(a) 

Act  directing   Midwestern   to  establish  of  the  Natural  Gas  Act  for  an  order  di- 

physlcal  Interconnections  of  Its  trans-  rectlng  Tennessee  to  establish  physical 

portation   facilities   with    the    facilities  coimection  of  its  transportation  facili- 

proposed  to  be  constructed  by  Allied,  and  ygs  with  those  facilities  proposed  to  be 

to  sell  auid  deliver  to  Allied  volumes  of  constructed  by  the  Village  of  Provencal 

natural  gas  for  distribution  and  resale  in  i^^d  to  sell  and  deliver  to  that  village  its 

the  Towns  of  Oilman.  Onarga  and  Cissna  natural   gas  requiremente   all   as  more 

Park   In  Iroquois  County,  and  RankUi  fully  set  forth  In  the  application  which 

and    Potomac    in    Vermilion    County,  jg  on  file  with  the  Commission  and  open 

Illinois.     The  natural  gas  requirements  for  public  Inspection, 

of  those  towns  are  estimated  to  be  as  -phe  estimated  annual  and  peak  day 

follows :  requirements  for  the  Village  of  Provencal 

are  estimated  as  follows: 
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On  October  19,  1960,  Central  Illinois 
Electric  and  Gas  Company  (Central 
Illinois),  an  Illinois  corporation  having 
its  principal  place  of  business  at  303 
North  Main  Street.  Rockford,  Illinois 
filed  an  application  at  Docket  No.  CP61- 
122  and  on  December  13,  1960,  a  supple- 
ment thereto,  pursuant  to  section  7(a)  of 
the  Natural  Gas  Act,  for  an  order  direct- 
ing Midwestern  to  establish  physical  con- 
nection of  Its  transportation  facilities 
with  the  facilities  proposed  to  be  con- 
structed by  Applicant  and  to  sell  and  de- 
liver to  Central  Illinois  its  natural  gas  re- 
quirements for  the  Village  of  Oakwood. 
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These  related  matters  should  be  heard 
on  a  consolidated  record  under  the  ap- 
plicable rules  and  regulations  and  to 
that  end: 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  Jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natiural  Gas  Act.  and 
the  Commission's  rules  of  practice  and 
procedure,  a  hearing  will  be  held  on 
March  12.  1962.  at  10:00  ajn..  e.s.t..  in  a 
hearing    room    of    the   Federal   Power 
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Friday,  January  19,  1962 

Commission,  441  G  Street  NW.,  Wash- 
ington. D.C..  oonoeming  the  matters  In- 
volved in  and  the  issues  presented  by 
such  applicattons. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Com- 
mission, Washington  25.  D.C.,  in  ae- 
cordanoe  with  the  rules  of  practice  and 
procedure  (18  CPR  1.8  or  1,10)  on  or 
before  February  12,  1962. 

Joseph  H.  Gptusb. 
Secretary. 

IFR     Doc.    62-622;     Piled.    Jan.    18,    1962; 
8:40  %m.\ 


(Docket  No.  RI60-256  etc.] 

TEXAS  PACIFIC  COAL  AND  OIL  CO. 

Order  TTwinotinj  Proceedings  as  to 
One  Co-Rospondont,  Rodesignot- 
ing  Procoodings  and  Accepting 
Undertoldng 

January  15,  1962. 

Texas  Pacific  Coal  and  Oil  Company. 
Docket  Nos.  RI60-256.  RI60-850,  Kt60- 
362,  RI60^386,  and  RI60-442. 

The  Increased  rates  subject  to  review 
in  the  instant  proceedings  were  filed  Iv 
Jal  Oil  Company  ( Jal  Oil)  and  were  per- 
mitted to  become  effective,  under  bond, 
subject  to  further  orders  of  the  Com- 
mission. On  March  30,  1961.  Texas 
Pacific  Coal  and  Oil  Company  (Texas 
Pacific)  and  Jal  Oil  filed  a  Joint  motion 
to  substitute,  effective  on  and  after 
January  1.  1961.  Texas  Pacific  for  Jal 
Oil  as  Respondent  in  these  proceedings. 
Texas  Pacific  concurrently  filed  its 
agreements  and  undertakings  and  a  No- 
tice of  Succession  and  Adoption  of  Rate 
Schedules  by  which  Texas  Pacific  rati- 
fied and  adopted  the  rate  schedules 
under  review  in  these  proceedings  and 
all  supplements  thereto.  By  order  issued 
September  15, 1961.  in  these  proceedings, 
the  Commission  (1)  designated  Texas 
Pacific  £is  Co-respondent  with  Jal  Oil  In 
each  of  these  proceedings,  and  (2)  ac- 
cepted the  aforementioned  Texas  Pacific 
agreements  and  undertakings  effective 
as  of  7:00  ajn.,  January  1. 1061.  and  con- 
tinued in  effect  the  afor^nentioned 
surety  bonds  filed  by  Jal  Oil  to  cover  any 
refunds  wliich  may  be  ordered  for  the 
period  prior  to  January  1.  1961. 

On  November  24.  1961,  Texas  Pacific 
and  Jal  Oil  filed  Joint  Motions  to  Dis- 
miss these  proceedings  as  to  Jal  Oil. 
leaving  such  pending  as  to  Texas  Paoiflc 
and  to  accept  Texas  Pacific's  revised 
agreements  and  undertakings.  Said 
motions  recite  that  "Texas  Pacific  and 
Jal  Oil  have  agreed  between  ttiemselves 
that  all  refunds,  if  any,  ordered  in  tttese 
proceedings  will  be  made  by  Texas 
Pacific."  Consistent  with  the  foregodng 
Texas  Pacific  concurrently  tmdered  re- 
vised agreements  and  undertakings  "un- 
limited as  to  time." 

The  Commission  finds :  Good  cause  has 
been  shown,  and  it  is  appropriate  In  the 
pubUc  Interest,  that  these  proceedings 
be  terminated  as  to  Jal  Oil,  that  Jal 
Oil  be  released  from  its  obligatkms  under 
the  surety  bonds  filed  herein,  that  these 
proceedings  be  redesignated  as  herein- 
after ordered  and  that  agreements  and 
undertakings  filed  herein  on  November 
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34.  IMl  liy  Texas  Pacific  be  accepted  for 
lllllV. 
The  Oommlasion  mrders : 

(A)  Hie  piDOtjedings  in  Docket  Nos. 
RHO-JM.  Rnfr-S6«,  RIOO-363,  RI6fr-386 
and  Rlit-44S  are  terminated  as  to  Jal 
OU.  effeethre  as  W  the  date  of  this  order. 

(B)  Jal  OU  is  hereby  released  from 
its  obUfAtkms  under  the  surety  bonds 
filed  bjr  It  In  these  proceedings. 

(C>  The  title  of  the  proceedings  in 
Docket  Nos.  RI60-256,  RI60-350  and 
RIW-SM  is  dianged  from  Texas  Pacific 
Goal  and  OU  Company  and  Jal  OU  Com- 
pany, me.  (Operator)  et  al..  to  Texas 
Padfle  Goal  and  OU  Company  and  the 
tttle  or  the  proceedings  in  Docket  Nos. 
RIiO-4<a  and  RI6&-442  from  Texas 
FadHc  Coal  and  OU  Company  and  Jal 
OU  Oompany,  Inc.,  to  Texas  Pacific  Coal 
and  OU  Oompany. 

(D)  The  affreements  and  undertakings 
filed  on  November  24,  1961,  by  Texas 
PadOo  In  these  proceedings  are  hereby 
aoeepled  for  UUng  in  lieu  of  thoee  which 
became  effective  as  of  January  l,  1961. 

(B>  This  order  Is  without  prejudice 
to  any  flndlngs  or  orders  vrtiich  have  been 
or  hereaftn*  may  be  made  by  the  Com- 
mission In  these  proceedings. 


By  the  Commission. 

JoexpH  H. 


GXTTIIDE, 

Secretary. 


(PK.    Doc.    63-623;    PUed.    Jan.    18,     1962; 
8:49  a.m.] 


SECORinES  AND  EXCHANGE 
COMMISSION 

[FUeNo.l-384S] 

APEX  MINERALS  CORP. 
Ordor  Summarily  Suspending  Trading 

January  15, 1962. 

The  common  stock,  $1.00  par  valUi^of 
Apex  Minerals  Corporation,  being  listed 
and  registered  on  the  San  Francisco 
Mining  Bxchange.  a  national  securities 
exchange  .'-and 

The  Commission  being  of  the  opinion 
that  the  public  Interest  requires  the 
summary  suspension  of  trading  in  such 
security  on  sodi  Exchange  and  that 
such  action  Is  necessary  and  appropriate 
for  the  protection  of  investors ;  and 

The  Commission  being  of  the  opinion 
further  that  such  suspension  is  neces- 
sary in  order  to  prevent  fraudulent,  de- 
ceptive or  manipulative  acts  or  practices, 
with  the  result  that  it  will  be  unlawful 
under  section  15(c)  (2)  of  Uie  Securities 
Bxchange  Act  of  1934  and  the  Commis- 
sion's Rule  15c2-2  thereunder  for  any 
broker  or  dealer  to  make  use  of  the  mails 
or  of  any  means  or  Instrumentalily  of 
Interstate  commore  to  effect  any  trans- 
action In.  or  to  Induce  or  attempt  to 
induce  the  purchase  or  sale  of  such  secu- 
rity, otherwise  than  on  a  national  secu- 
rities exchange; 

It  i$  ordered.  Pursuant  to  section  19  (a) 
(4)  of  the  Securities  Exchange  Act  of 
1034,  that  tradlxv  In  said  secvu-ity  on  the 
San  Francisco  Mining  Exchange  be 
summarily  suspended  in  order  to  prevent 
fraudulent,   deceptive  or   manipulative 
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acts  or  practices,  ttus  order  to  be  effec- 
tive for  a  period  of  ten  (10)  days.  Janu- 
ary 16,  1062,  to  January  25,  1962,  both 
dates  inclusive. 

By  the  Commission. 

[SEAL]  OrVAL   L.   DuBoIS. 

Secretary. 

[P.R.    Doc.    62-e08;    PUed.    Jan.    18,     1962; 
8:47ajn.1 


lFUeNo.a4A-1551] 

NATIONAL  MERCANTILE  CLEARING 
HOUSE,  INC. 

Order  Temporarily  SuspencHng  Ex- 
emption, Stofement  of  Reasons 
Therefor,  and  Notice  of  Opportunity 
for  Hoaring 

Javoast  15. 1962. 

I.  Nati(xial  MercantUe  Ctearing  House. 
Inc.  (issuer),  a  cbUectlon  senrioe  com- 
pany, filed  with  the  Commlasion  on 
October  23, 1961.  a  notification  on  Vorm. 
1-A  and  an  offering  dreolar  rdatlng  to 
a  proposed  puUlc  offering  of  76.000 
shares  of  Its  1  cent  par  vahie  *ftMW">«»' 
stock  at  $4-00  per  share  for  an  aggre- 
gate amount  of  $300,000.  for  the  purpooe 
of  obtaining  an  exemption  from  the 
reglstratkm  requirements  of  the  Secnri- 
ties  Act  of  1933.  as  amended,  pursuant 
to  the  provisions  of  sectkm  3(b)  thereof 
and  Regulation  A  promulgated  there- 
under. 

n.  The  Commission  has  reasonable 
cause  to  believe  that: 

A.  Hie  terms  and  conditions  of  Regu- 
lation A  have  not  been  comidied  with  in 
that: 

1.  The  notification  on  Form  1-A  falls 
to  set  forth  the  names  and  addresses  of 
certain  predecesscars  and  ■■fWH^^f  of  the 
issuer  as  required  by  Item  2  thereof. 

2.  The  offering  circular  fails  to  dis- 
close the  remuneration  of  officers  and 
directors  of  the  issuer  as  required  by 
Item  0(b)  and  to  describe  adequately 
material  transactions  between  the  Issuer 
and  insiders  as  required  by  Iton  9(c) 
and  Schedule  I. 

B.  The  offering  circular  contains  un- 
true statonents  of  material  facts  and 
omite  to  state  material  facts  necessary 
in  order  to  make  the  statements  made. 
in  the  light  of  the  dreumstances  imder 
which  they  were  made,  not  misleading, 
particularly  in  that: 

1.  The  offering  circular  falls  to  dis- 
close the  manner  and  extent  to  which 
the  securities  being  offered  wiU  be 
diluted  due  to  issuer's  financial  condi- 
tion and  its  Issuance  of  stock  to  insiders 
at  prices  substantially  lower  than  the 
public  offering  price. 

2.  It  overstates  the  number  of  full- 
time  employees. 

3.  It  falsely  describes  certain  letters 
as  letters  of  recommradatlon  of  satis- 
factory use  and  merit"  and  fails  to  dis- 
close their  true  nature. 

4.  It  contains  financial  statemmts  as 
of  August  31,  1961,  which  are  false  and 
misleading  because: 

(a)  Sales  and  profits  of  the  issuer  for 
the  eight  months  ended  August  31. 1961. 
are  substantially  overstated. 

(b)  Certain  accoimts  receivable  are 
shoTKOi  as  current  assets  without  disclos- 
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ing  th*t  such  receivables  had  been  writ- 
ten off  by  the  issxier's  accountant  as  "bad 
debts"  as  of  December  31.  1960. 

<e)  Certain  assets,  liabilities  and 
transactions  affecting  issuer's  capital  are 
inaccurately  and  inadequately  described 
in  the  financial  statements  and  notes 
thereto. 

(d)  liaterial  amounts  claimed  by 
issuer's  former  counsel  for  legal  fees  and 
material  amounts  claimed  to  be  owed 
by  the  issuer  to  others  are  not  disclosed 
in  the  wn^rMMfciw  and  notes  thereto. 

C.  The  offering  would  be  made  in  vio- 
lation of  section  17  of  the  Securities  Act 
of  1933,  as  amended. 

m.  It  ii  ordered.  Pursuant  to  Rule 
261(a)  of  the  general  niles  and  regula- 
tions \mder  the  Securities  Act  of  1933.  as 
amended,  that  the  exemption  under 
Regulation  A  be.  and  it  hereby  Is.  tem- 
porarily suspended. 

Notice  is  hereby  given  that  any  per- 
son having  any  interest  in  the  matter 
may  file  with  the  Secretary  of  the  Com- 
mission a  written  request  for  a  hearing 
within  thirty  days  after  the  entry  of  this 
order:  that  within  twenty  days  after  re- 
ceipt of  such  request  (he  Commission 
will,  or  at  any  time  upon  its  own  motion 
may,  set  the  matter  down  for  hearing 
at  a  place  to  be  designated  by  the  Com- 
mission for  the  purpose  of  determining 
whether  this  order  of  suspension  should 
be  vacated  or  made  permanent,  without 
prejudice,  however,  to  the  consideration 
and  presentation  of  additional  matters 
at  the  hearing;  that  if  no  hearing  is  re- 
quested and  none  is  ordered  by  the  Com- 
mission, thl4  order  shall  become  per- 
manent on  the  thirtieth  day  after  its 
entry  and  shall  remain  in  effect  unless 
or  until  it  is  modified  or  vacated  by  the 
Commission;  and  that  notice  of  the  time 
and  place  for  any  hearing  will  be 
pnxnptly  given  by  the  Commission. 

By  the  Commission. 

[8BAI.]  ORVAL  L.  DuBoIS, 

Secretary. 

(FJt.    Doc.    62-604:     Piled.    Jan.     18.     1962; 
8:47  a.m.] 


INTERSTATE  COMMERCE 
COMMISSION 

IRCT.  8.O.  S62;  Taylor's  I.C.C.  Order  No.  139] 

CHICAGO  GREAT  WESTERN 
RAILWAY  CO. 

Diversion  or  Rerouting  of  Traffic 

In  the  opinion  of  Charles  W.  Taylor, 
Agent,  the  Chicago  Great  Western  Rail- 
way Company,  due  to  weather  conditions, 
is  unable  to  transport  traffic  routed  over 
its  lines. 

It  is  ordered.  That: 

(a)  Rerouting  traffic:  The  Chicago 
Great  Western  Railway  Company  and  Its 
connections,  being  imable  to  transport 
traffic  in  accordance  with  shippers  rout- 
ing because  of  weather  conditions,  are 
hereby  authorized  to  divert  or  reroute 
traffic  moving  over  its  lines  over  any 
available  route  to  expedite  the  move- 
ment. 


NOTICES 

<b)  Concxurence  of  receiving  roads  to 
be  obtained :  The  railroad  desiring  to  di- 
vert or  reroute  traffic  under  this  order 
shall  confer  with  the  proper  transporta- 
tion officer  of  the  railroad  or  railroads  to 
which  such  traffic  is  to  be  diverted  or  re- 
routed, and  shall  receive  the  concur- 
rence of  such  other  railroads  before  the 
rerouting  or  diversion  is  ordered. 

<c>  Notification  to  shippers:  The  car- 
rier rerouting  cars  in  accordance  with 
this  order  shall  notify  each  shipper  at 
the  time  each  car  is  diverted  or  rerouted 
and  shall  furnish  to  such  shipper  the 
new  routing  provided  under  this  order. 

(d)  Inasmuch  as  the  diversion  or  re- 
routing of  traffic  by  said  Agent  is  deemed 
to  be  due  to  carrier's  disability,  the  rates 
applicable  to  traffic  diverted  or  re- 
routed by  said  Agent  shall  be  the  rates 
which  were  applicable  at  the  time  of 
shipment  on  the  shipments  as  originally 
routed. 

(e)  In  executing  the  directions  of  the 
Commission  and  of  such  Agent  provided 
for  in  this  order,  the  common  carriers 
involved  shall  proceed  even  though  no 
contracts,  agreements,  or  arrangements 
now  exist  between  them  with  reference 
to  the  divisions  of  the  rates  of  transpor- 
tation applicable  to  such  traffic ;  divisions 
shall  be.  during  the  time  this  order  re- 
mains in  force,  those  voluntarily  agreed 
upon  by  and  between  said  carriers;  or 
upon  fsLilure  of  the  carriers  to  so  agree, 
said  divisions  shall  be  those  hereafter 
fixed  by  the  Commission  In  accordance 
with  pertinent  authority  conferred  upon 
it  by  the  Interstate  Commerce  Act. 

(f)  Effective  date:  This  order  shall 
become  effective  at  2:00  p.m..  January 
11.  1962. 

(g)  Expiration  date:  This  order  shall 
expire  at  11:59  p.m.,  January  15.  1962. 
unless  otherwise  modified,  changed,  sus- 
pended or  annulled. 

It  is  further  ordered.  That  this  order 
shall  be  served  uix>n  the  Association  of 
American  Railroads,  Car  Service  Divi- 
sion, as  agent  of  all  railroads  subscrib- 
ing to  the  car  service  and  per  diem  agree- 
ment imder  the  terms  of  that  agreement 
and  by  filing  it  with  the  Director,  Divi- 
sion of  the  Federal  Register. 

Issued  at  Washington,  D.C.,  January 
11.  1962. 

intzrstatx   commerce 

Commission. 
Charles  W.  Tayloi. 

Agent. 

|PR     Doc.    62-617;     Piled.    Jan.     18.     1962; 
8:47  am  ] 


FOURTH   SECTION  APPLICATION 
FOR   RELIEF 

January  16. 1962. 
Protests  to  the  granting  of  an  appli- 
cation must  be  prepared  in  accordance 
with  Rule  40  of  the  general  rules  of  prac- 
Uce  (49  CFR  1.40)  and  filed  within  15 
days  from  the  date  of  publication  of  this 
notice  in  the  Fkderat  Registzr. 

Long-and-Short  Haul 

FSA  No.  37517:  Substituted  service — 
LAN  for  motor  carrier  service.  Piled  by 
The  Eastern  Central  Motor  Carriers  As- 
sociation. Inc..  agent  (No.  211^,  for  in- 


terested carriers.  Rates  on  property 
loaded  in  highway  trailers  and  trans- 
ported on  railroad  flat  cars,  between 
points  in  central,  mlddlewest  and  south- 
western territories,  on  the  one  hand,  and 
points  In  middle  Atlantic  and  New  Eng- 
land territories,  on  the  other. 

Grounds  for  relief:  Motor-truck  com- 
petition. 

Tariff :  Supplement  5  to  Eastern  Cen- 
tral Motor  Carriers  Association  tariff 
MP-I.C.C.  A-200. 

By  the  Commission. 

[SEAL]  Harold  D.  McCoy, 

Secretary. 

|PR      Doc.   62-615;     PUed.     Jan.     18.     1962; 
8:47  ajn. I 


FOURTH  SECTION  APPLICATIONS 
FOR   RELIEF 

January  15.  1962. 
Protests  to  the  granting  of  an  appli- 
cation must  be  prepared  in  accordance 
with  Rule  40  of  the  general  niles  of 
pracUce  (49  CFR  1.40)  and  filed  within 
15  days  from  the  date  of  publication  of 
this  notice  in  the  Federal  Register. 

Lonc-and-Short  Haul 

FSA  No.  37512:  Asphalt  from  Colorado 
and  Wyoming.  Piled  by  Western  Trunk 
Line  Committee.  Agent  (No.  A-2219) ,  for 
interested  rail  carriers.  Rates  on  as- 
phalt (asphaltum),  natural,  byprod- 
uct or  petroleum  (other  than  paint, 
stain  or  varnish ) .  in  packages,  or  solid 
in  bulk,  except  in  tank  cars,  in  carloads, 
from  Casper,  Cheyenne.  Cody,  Sinclair, 
Thermopolis,  Wyo.,  and  E)enver.  Colo.,  to 
Buchanan.  Clovis,  Encino  and  Vaughn, 
N.  Mex. 

Grounds  for  relief :  Short-line  distance 
formula. 

Tariffs:  Supplement  60  to  Atchison. 
Topeka  and  Santa  Fe  Railway  tariff 
I.C.C.  14812.  and  other  schedules  named 
in  the  appUcation. 

PSA  No.  37513:  Cast  iron  pipe  and 
fittings  from  Ft.  Worth.  Swan,  and  Ty- 
ler, Tex.  Filed  by  Southwestern  Freight 
Bureau,  Agent  (No.  B-8136),  for  inter- 
ested rail  carriers.  Rates  on  cast  iron 
pipe  and  fittings,  loaded  in  trailers  and 
transported  on  railroad  flat  or  open  top 
equipment,  from  Ft.  Worth,  Swan  and 
Tyler,  Tex.,  to  points  in  Illinois  and 
western  trunk-line  territories. 

Grounds  for  relief:  Motor-truck  com- 
petition, s^ort-line  distance  formula, 
and  grouping. 

Tariffs:  Supplements  72.  133,  32  and 
61  to  Southwestern  Freight  Bureau 
tariffs  I.C.C.  4345.  4312.  4362  and  4307, 
respectively. 

FSA  No.  37514:  Iron  and  steel  articles 
to  southwestern  territory.  Filed  by 
Southwestern  Freight  Bureau,  Agent 
(No.  B-8137) ,  for  interested  rail  carriers. 
Rates  on  iron  or  steel  articles,  loaded  in 
trailers  and  transported  on  railrocul  flat 
or  open  top  equipment,  from  points  in 
Illinois  and  western  trunk-line  terri- 
tories, to  points  in  southwestern 
territory. 

Grounds  for  relief:  Motor-truck  com- 
petition, short- line  distance  formula, 
and  grouping. 
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Friday,  January  19,  1962 

Tariffs:  Supplements  72,  133  and  61 
to  Southwestern  Freight  Bureau  tariffs 
ICC  4345.  4312,  and  4307,  respectively. 

FSA  No.  37515:  r.O.F.C.  class  rates 
from  Las  Cruces,  N.  Mex.  Filed  by 
Southwestern  Freight  Bureau,  Agent 
iNo.  B-8138>,  for  interested  rail  car- 
riers. Rates  on  various  commodities 
moving  on  class  rates,  loaded  in  trailers 
and  transported  on  railroad  flat  or  open 
top  equipment,  from  Las  Ci-uces,  N.  Mex., 
to  points  in  Arkansas,  Illinois.  Indiana, 
Iowa,  Kansas,  Kentucky.  Louisiana, 
Minnesota,  Mississippi.  Missouri.  Ne- 
braska, Oklahoma,  Tennessee,  Texas  and 
Wisconsin. 

Grounds  for  relief:  Motor-truck  com- 
petition, short-line  distance  foimula 
and  grouping. 

Tariffs:  Supplements  133,  57  and  22 
to  Southwestern  Freight  Bureau  tariffs 
I  C  C.  4312.  4353.  and  4362,  respectively. 

PSA  No.  37516:  Petroleum  products 
beUveen  points  in  southwestern  terri- 
tory. Piled  by  Southwestern  Freight 
Bureau.  Agent  (No.  B-8139),  for  In- 
terested rail  carriers.  Rates  on  petro- 
leum or  petroleum  products,  also  lubri- 
cating oil  or  grease,  noibn,  other  than 
petroleum,  in  trailers  loaded  on  railroad 
flat  or  open  top  equipment,  between 
points  in  southwestern  territory,  also 
between  points  in  southwestern  territory, 
on  the  one  hand,  and  Natchez,  Miss., 
and  Memphis,  Tenn.,  on  the  other. 

Grounds  for  relief:  Motor-truck  com- 
petition, short-line  distance  formula 
and  grouping. 

Tariff:  Supplement  57  to  Southwest- 
ern Freight  Bureau  tariff  I.C.C.  4353. 

By  the  Commission.  | 

I  SEAL  1  Harold  D.  McCoy, 

Secretary. 

|FR     Doc.    62-555;     Piled,    Jan.    17,    1962; 
8:48  a.m.| 
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MOTOR   CARRIER  TRANSFER 
PROCEEDINGS      ^ 

January  16, 1962. 

Synopses  of  orders  entered  pursuant 
to  section  212(b)  of  the  Interstate  Com- 
merce Act.  and  rules  and  regulations 
prescribed  thereunder  (49  CFR  Part 
179),  appear  below: 

As  provided  in  the  Commission's 
special  rules  of  practice  any  Interested 
person  may  file  a  petition  seeUng  re- 
consideration of  the  following  numbered 
proceedings  within  20  days  from  the  date 
of  publication  of  this  notice.  Pursuant 
to  section  17(8)  of  the  Interstate  Com- 
merce Act,  the  filing  of  such  a  petition 
will  postpone  the  effective  date  of  the 
order  in  that  proceeding  pending  its 
disposition.    The  matters  relied  upon  by 
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petitioners   must   be  specified   in   their 
petitions  with  particularity. 

No.  MC-FC  64387.  By  order  of  Janu- 
ary 10.  1962.  the  Transfer  Board  ap- 
proved the  transfer  to  L.  A.  Eureka  Lines, 
a  corporation.  Montebello.  Calif.,  of  the 
claimed  Section  7  Grandfather  rights  of 
Joe  P.  Cabral.  doing  business  as  L.  A. 
Eureka  Lines.  Montebello,  Calif.,  cov- 
e||ng  the  transportation  of:  frozen 
fruits,  frozen  berries,  frozen  vegetables, 
bananas,  and  certain  exempt  commodi- 
ties, tram  points  in  Oregon,  Washington. 
and  ports  of  entry  in  Washington,  Idaho 
and  California,  to  points  in  California, 
Oregon.  Washington,  Idaho,  Montana, 
Nevada.  Utah.  ai\d  Phoenix,  Ariz.  R.  Y. 
Schureman.  1010  Wilshire  Boulevard. 
Los  Angeles  17,  Calif.,  attorney  for 
applicants. 

No.  MC-FC  64412.  By  order  of  Jarui- 
ary  10,  1962.v  the  Transfer  Board  ap- 
proved the  transfer  to  Keith  L.  Tremper, 
Rhinebeck.  N.Y..  of  Certificate  No.  MC 
102490  Sub  2.  issued  March  5,  1958,  to 
Gordon  E.  Bailey,  Parishville,  N.Y.,  au- 
thorizing the  transportation  of  house- 
hold goods,  over  irregular  routes,  be- 
tween Rhinebeck  N.Y.,  and  points  in 
New  York  east  of  the  Hudson  River 
within  15  miles  of  Rhinebeck,  except 
Poughkeepsie,  N.Y.,  on  the  one  hand, 
and.  on  the  other,  points  in  Connecticut, 
Delaware,  Maryland.  New  Jersey,  Penn- 
sylvania, Rhode  Island,  and  the  District 
of  Columbia.  Joseph  Worona,  4  Liberty 
Street,  Poughkeepsie,  N.Y..  attorney  for 
applicants. 

No.  MC-FC  64589.  By  order  of  Janu- 
ary 15.  1962,  the  Transfer  Board  ap- 
proved the  transfer  to  Martin  Truck 
Line,  Inc..  Prairie  Village.  Kans.,  of  the 
operating  rights  in  Certificate  No.  MC 
40783.  issued  November  18,  1940,  to 
Floyd  McMichael.  Council  Grove.  Kans., 
authwizing  the  transportation,  over 
regular  routes,  of  general  commodities, 
excluding  household  goods,  commodities 
in  bulk,  and  other  specified  commodities, 
betweoi  Council  Grove,  Kans.,  and 
Kansas  City,  Mo.  Sol  M.  Yarowsky, 
909  Waltower  Building,  Kansas  City  6, 
Mo.,  i^iplicant's  attorney. 

No.  MC-FC  64666.  By  order  of  Janu- 
ary 10.  1962.  the  Transfer  Board  ap- 
proved the  transfer  to  Vernon  R.  Doer- 
ing,  doing  business  as  Michigan  Ohio 
Motor  Freight.  Toledo.  Ohio,  of  Certifi- 
cate No.  MC  61318.  issued  November  5. 
1948,  to  V.  R.  Doering  and  O.  K.  Ingham, 
a  partaerahlp.  doing  business  as  Michi- 
gan and  Ohio  Motor  Freight  ConuMiny. 
Pontiac,  Bfich.,  authorizing  the  trans- 
portation of:  General  commodities,  ex- 
chidinf  houa^old  goods,  commodities  in 
bulk,  and  other  specified  commodities, 
oyer  regular  routes,  between  Pontiac. 
BCich.,  and  Toledo,  Ohio,  and  return  to 
Pontiac.  Service  la  authorized  to  the 
intermediate  point  of  Detroit.  Mich.,  re- 
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stricted  to  traffic  originating  at  Toledo, 
Ohio.  Robert  B.  Gosllne,  Schumaker, 
Loop  &  Kendrick,  attorneys  for  Carl  F. 
Dorcas,  receiver,  811  Madison  Avenue, 
Toledo.  Ohio. 

No.  MC-FC  64673.  By  order  of  Jsmu- 
ary  10.  1962,  the  Transfer  Board  ap- 
proved the  transfer  to  Eugene  E.  Kiso, 
Morrison,  Mo.,  of  Certificate  No.  MC 
109214,  issued  February  14,  1955,  to 
Wm.  W.  Branson,  Chamois,  Mo.,  author- 
izing the  transportation  of:  Ordinary 
livestock,  from  Morrison,  Mo.,  and 
points  in  Osage  and  Gasconade  Coun- 
ties. Mo.,  within  15  mlTes  of  Morrison, 
to  National  City,  111.,  and  general  com- 
modities, excluding  household  goods, 
commodities  in  bulk,  and  other  specified 
commodities  from  National  City,  and 
East  St.  Louis,  111.,  and  St.  Louis,  Mo.,  to 
Morrison,  Mo.,  and  points  in  Osage  and 
Gasconade  Cotmties.  Mo.,  within  15  miles 
of  Morrison.  Thomas  P.  Rose.  Jefferson 
Building,  Jefferson  City,  Mo.,  attorney 
for  applicants. 


[SEAL] 


Harold  D.  McCoy. 
Secretary. 


|P.R.    Doc.    62-616;     Piled.    Jan.    18,    1962; 
8:47  ajn.l 


DEPARTMENT  OF  JUSTICE 

Office  of  Allen  Property 

INGEBORG  BUGENHAGEN  AND 
LINDA  HAYMAN 

Notice  of  Intention  to  Return  Vested 
Property 

Pursuant  to  section  32(f)  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the 
date  of  publication  hereof,  the  follow- 
ing property,  subject  to  any  Increase  or 
decrease  resulting  from  the  administra- 
tion thereof  prior  to  return,  and  after 
adequate  provision  for  taxes  and  con- 
servatory expenses: 

Claimant.  Property,  and  Location 

Ingeborg  Bugenhagen.  Sao  Paulo.  Brazil; 
$2,218.80  in  the  Treasury  of  the  TTHited 
States. 

Linda  Hayman.  East  Sinchley,  Lomdon, 
England.  Claim  No.  60077,  Vesting  Order  No. 
15071;  $2,218.80  in  the  Treasury  of  the 
United  States. 

Executed  at  Washington.  D.C.,  on 
January  15,  1962. 

For  the  Attorney  General. 

[SEAL]  Paul  V.  Mtron. 

Deputy  Director. 
Office  of  Alien  Property. 

[F.R.    Doc.    62-984;    PUed.    Jan.    18,    1962; 
8:45  a.m.] 
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Rules  and  Regulations 


Title  6— AGRKUITURAL 
CREDIT    I 

Chapter  IV — Commodity   Credit  Cor- 
porotion,  Department  of  Agriculture 

MISCELLANEOUS  AMENDMENTS 
TO  CHAPTER 

In  order  to  conform  Chapter  IV  of 
Title  6  of  the  Code  of  Federal  Regulations 
to  the  present  organizational  structure  of 
the  Department  of  Agriculture  in  accord- 
ance with  Memorandum  No.  1458  of  the 
Secretary  of  Agriculture,  dated  June  14, 
1961,  the  following  changes  are  made: 

A.  Subchapter  A  of  Chapter  IV  is 
amended  as  follows: 

1.  Wherever  the  designation  "Com- 
modity Stabilization  Service"  appears,  it 
is  deleted  and  the  designation  "Agricul- 
tural Stabilization  and  Conservaticxi 
Service"  Is  substituted  therefor. 

2.  Wherever  the  designaticm  "Director 
of  the  Division  or  Commodity  Stabiliza- 
tion Commodity  OflBce"  appears,  it  is 
deleted  and  the  designation  "Director  <rf 
the  Agricultural  Stabilizatioil  and  Con- 
servation Service  Division  or  Commodity 
Office"  is  substituted  therefor. 

3  Wherever  the  designation  "Agricul- 
tural Stabilization  and  Conservation 
State  Offices"  appears,  it  is  deleted  and 
the  designation  "Agricultural  Stabiliza- 
tion and  Conservation  Service  State 
Offices"  is  substituted  therefor. 

4  Wherever  the  designation  "Agricul- 
tural Stabilization  and  Conservation 
County  OCacc"  ap[>ears,  it  is  deleted  and 
the  designation  "Agricultural  Stabiliza- 
tion and  Conservation  Service  County 
Ofllce"  is  substituted  therefor. 

5.  Wherever  the  designation  "Director, 
Grain  Division.  Commodity  Stabilization 
Service"  appears,  it  is  deleted  and  the 
designation  "Director,  Grain  Divisicm. 
Agricultural  Stabilization  and  Conserva- 
tion Service"  is  substituted  therefor. 

B.  Subchapter  B  of  Chapter  IV  is 
amended  as  foUovv's: 

1.  Wherever  the  designations  "Com- 
modity Stabilization  Service"  and  "CSS" 
appear,  they  are  deleted  and  the  desig- 
nations Agricultural  Stabilization  and 
Conservation  Service"  and  "ASCS,"  re- 
.spcctively,  are  substituted  therefor. 

2  Wherever  the  designation  "CSS 
Commodity  Office"  appears,  it  is  deleted 
and  the  designation  "ASCS  Commodity 
Office"  is  substituted  therefor. 

3  Wherever  the  designation  "ASC 
County  Office"  appears,  it  is  deleted  and 
the  designation  "ASCS  County  OflBce" 
us  substituted  therefor. 

4.  Wherever  the  designations  "Agricul- 
tural Stabilization  and  Conservation 
state  and  ooimty  offlces"  and  "'ASC  state 
and  county  offlces"  appears,  they  are 
deleted  and  the  designations  "Agricul- 
tural   Stabilization    and    Conservation 


Service  state  and  county  offices '  and 
"ASCS  state  and  county  offices",  respec- 
tively, are  sulistituted  therefor. 

5.  Wherever  the  designation  "State 
Administrative  OfBcer"  appears,  it  is 
deleted  and  the  designation  "State  Ex- 
ecutive Director"  is  substituted  therefor. 

6.  Whwever  in  Part  443,  the  designa- 
tion "Deputy  Administrator  for  Price 
Support,  CSS"  ai^ears,  it  is  deleted  and 
the  designation  "Deputy  Administrator, 
Price  and  Production,  ASCS"  is  suljsti- 
tuted  therefor. 

7.  Wherever  in  Part  472  the  designa- 
tion "Deputy  Administrator,  Production 
Adjustment.  CSS"  appears,  it  is  deleted 
and  the  designation  "Deputy  Adminis- 
trator, State  and  County  Operations, 
ASCS"  is  substituted  therefor. 

8.  Wherever  in  Part  474  the  designa- 
tion "Deputy  Administrator  for  Opera- 
tions. CSS"  appears,  it  is  deleted  and 
the  designation  "Deputy  Administrator, 
Management,  ASCS,"  is  substituted 
therefor. 

C.  Sut)chapter  C  of  Chapter  rv  is 
amended  as  follows: 

1.  Wherever  the  designations  "Com- 
modity Stabilization  Service"  or  "CSS" 
appear,  they  are  deleted  and  the  desig- 
nations "Foreign  Agricultural  Service" 
or  "PAS",  respectively,  are  substituted 
therefor. 

2.  Wherever  the  designations  "CSS 
Commodity  Office"  or  "Commodity  Sta- 
bilization Service  Commodity  Office" 
appear,  they  are  deleted  and  the  desig- 
nations "ASCS  Commodity  Office"  and 
"Agricultural  Staliilizatlon  and  Conser- 
vation Service  Commodity  Office",  re- 
spectivdy,  are  substituted  therefor. 

3.  Wherever  the  designation  "Director, 
Grain  Division.  CSS"  appears,  it  is  de- 
leted and  the  designation  "Director, 
Grain  Division,  ASCS"  is  substituted 
therefor. 

4.  Sections  481.156,  483.196,  483.296 
and  484.155  are  each  amended  to  read 
"Vice  President  means  the  Vice  Presi- 
dent who  is  the  Administrator,  Foreign 
Agricultural  Service".  ' 

5.  Wherever  the  designation  "Execu- 
tive Vice  President.  CCC"  appears,  it  is 
deleted  and  the  designation  Vice  Presi- 
dent who  is  "Administrator,  PAS,"  is 
substituted  therefor. 

6.  Wherever  the  designation  "CSS 
Cotton  Products  and  Export  Operations 
Offlce"  appears,  it  is  deleted  and  the 
designation  "ASCS  Cotton  Products  and 
Export  Operati<ms  Office"  is  sut>stituted 
therefw. 

Effective  date.  The  foregoing  amend- 
ments shall  be  effective  December  30, 
1961. 

The  foregoing  amendments  relate  sole- 
ly to  matters  of  agency  management  and 
penoond  and  therefore  are  excepted 
from  the  requirements  of  section  4  of 
tiw  Adnrtntetrative  Procedure  Act  (5 
U.6.C.  1003). 


Done  at  Washington,  D.C.,  this  30th 
day  of  December  1961. 

E.  A.  Jaenke, 
Acting  Executive  Vice  President, 
Commodity  Credit  Corporation. 

|F.R.    Doc.     62-666;     PUed,    Jan.     19,     1962; 
8:48  ajn.) 


Title  16-COUMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade 
Commission 

I  Docket  8430  CO.] 

PART   13— PROHIBITED  TRADE 
PRACTICES 

Kemworth    Laboratories,   Inc.,   and 
Harold  H.  Fisher 

Subpart — Advertising  falsely  or  mis- 
leadingly:  §  13.130  3fanu/acfurc  or  prep- 
aration;  §  13.195  Safety:  §  13.195-60 
Product. 

(Sec.  6,  38  Stat.  721;  15  U.S.C.  46.  Interpret 
or  apply  sec.  5,  Se  Stat.  719,  a£  amended; 
15  17.S.C.  45)  {Ceue  and  desist  order. 
Kemworth  Laboratories,  Inc.  et  al..  Orange. 
N.J..  Docket  8480.  Oct.  3.  1961  ] 

In  the  Matter  of  Kemworth  Laboratories. 
Inc.,  a  Corporation,  and  Haroid  H. 
Fisher,  Individually  and  as  an  Officer 
of  Said  Corporation 

Consent  order  requiring  distributors  of 
drugs  in  Orange,  N.J.,  including  the 
preparations  **Chorionic  Gonadotropin 
Lyopholized",  "Posterior  Pituitary  Solu- 
tion. U.S.P.",  and  "Vitamin  B-12'  Solu- 
tion", to  cease  representing  falsely  in 
advertisements  in  periodicals,  by  such 
statements  as  "Rigid  quality  control", 
that  they  employed  an  adequate  control 
system. 

The  order  to  cease  and  desist  is  as 
follows : 

It  is  ordered,  That  Kemworth  Labora- 
tories, Inc..  a  corporation  and  its  officers, 
and  Harold  H.  Fisher,  individually  and 
as  an  officer  of  said  corporation,  and 
Respondents'  representatives,  agents  and 
employees,  directly  or  through  any  cor- 
porate or  other  device,  in  connection 
with  the  offering  for  sale,  sale  or  dis- 
tribution of  drugs,  do  forthwith  cease 
and  desist,  directly  or  indirectly: 

1.  Disseminating  or  causing  to  be  dis- 
seminated any  advertisement  by  means 
of  the  United  States  mails  or  by  any 
means  in  commerce,  as  "commerce"  is 
defined  in  the  Federal  Trade  Commission 
Act.  which  advertisement : 

(a)  Uses  the  term  "quality  control"  or 
any  other  term  or  words  of  similar 
import  or  meaning :  or 

<b)  Rem-esents,  directly  or  indirectly, 
that  Respondents,  or  any  of  them,  have 

609 


610 

an  adequate  control  system,  or  misrepre- 
sents the  nature  or  extent  of  the  pro- 
cedures used  by  them  In  the  manufac- 
ture, preparation  or  distribution  of 
drugs; 

2.  Disseminating  or  causing  the  dis- 
.scmination  of  any  advertisement  by  any 
means  for  the  purpose  of  inducing  or 
which  is  likely  to  induce,  directly  or  in- 
directly, the  purchase  in  commerce,  as 
commerce"  is  defined  In  the  Federal 
Trade  Commission  Act.  of  drugs,  which 
advertisement  contains  the  term,  words 
or  representations  prohibited  in  para- 
graph 1  hereof. 

By  "E>ecision  of  the  Commission",  etc  , 
report  of  compliance  was  required  as 
follows : 

It  is  ordered,  That  the  above-named 
respondents  shall,  within  sixty  (60)  days 
after  service  upon  them  of  this  order. 
fUe  with  the  Commission  a  report  in 
writing,  setting  forth  in  detail  the  man- 
ner and  form  in  which  they  have  com- 
plied with  the  order  to  cease  and  desist. 

Issued:  September  25.  1961. 

By  the  Commission. 

fsRALl  Joseph  W.  Shea, 

Secretary. 


[P.R.    Doc. 


62-848;     Piled. 
8  45  ami 


Jan      19,     1962. 


Title  7— AGRICULTURE 

ChopUr  Vli — Agricultural  Stabiliza- 
tion and  Conservation  Sorvice 
(Agricultural  Adjustmont),  Depart- 
mont  of  Agriculture 

SUICHAPTEI  I — FARM  MARKETING  QUOTAS 
AND   ACREAGE   ALLOTMENTS 

PART  730— RICE 
Subpart — 1962-63  Markoting  Year 

Stats  and  Cottnty  Reserve  Acreages  and 
CoxTNTY  Acreage  Allotments  eor  1962 
Crop 


S0C 

730.1306 
730.1300 
730.1307 


Basis  and  purpoee. 
State  reserve  acreages. 
County    acreage    allotments 
county  reserve  acreages. 


and 


Authomtt:  II  730.1306  to  730.1307  Issued 
under  sees.  301.  363.  375.  52  Stet.  38,  61.  as 
amended.  66:  7  U.S.C.  1301.  1353.  1375. 

§  730.1305     Basis  and  purpoee. 

(a)  The  State  and  county  reserve 
acreages  and  county  acreage  allotments 
for  1962  crop  rice  contained  in 
§S  730.1306  and  730.1307  have  been  de- 
termined pursuant  to  and  in  conformity 
with  the  provisions  of  section  353  of  the 
Agricultural  Adjustment  Act  of  1938,  as 
amended.  Said  sections  are  issued  to 
armounce:  (1)  State  reserve  acreage 
for  new  farms  or  new  producers  in  each 
of  the  applicable  rice -producing  States; 
t2>  State  reserve  acreages  for  appeals 
and  corrections,  missed  farms,  and  ad- 
justments in  factored  allotments  in  the 
producer  States  of  Arizona,  California, 
Florida,  North  Carolina,  Tennessee, 
Texas,  and  the  "producer  administrative 
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area  in  Louisiana;  and  i3i  county  acre- 
age allotments  and  county  reserve  acre- 
ages for  appeals  and  corrections,  missed 
farms,  and  adjustments  in  factored  allot- 
ments in  the  farm  States  of  Arkansas.  Il- 
linois. Mississippi.  Missouri.  Oklahoma. 
South  Carolina,  and  the  farm  admin- 
istrative area"  in  Louisiana.  Since  farm 
acreage  acreage  allotments  for  1962  crop 
rice  in  the  producer  States,  including 
the  "producer  administrative  area"  of 
Louisiana,  will  be  established  pursuant 
to  the  act  primarily  on  the  basis  of  past 
production  of  rice  by  the  producer  on 
the  fai-m  m  lieu  of  past  production  of 
rice  on  the  farm,  the  1962  State  acreage 
allotments  of  rice  for  those  States  will  be 
apportioned  directly  to  farms,  and 
county  acreage  allotments  and  county 
reserve  acreages  for  appeals  and  correc- 
tions, missed  farms,  and  adjustments  in 
factored  allotments  will  not  be  deter- 
mined for  such  States. 

lb"  The  determinations  made  in 
§5  730  1306  and  730.1307  indicate  the 
amount  of  State  reserve  acreages  for 
new  farms  or  new  producers  in  each  of 
the  applicable  rice-producing  States,  the 
amount  of  State  reserve  acreages  for 
appeals  and  corrections,  missed  farms, 
and  adjustments  in  factored  allotments 
in  the  "producer  States";  and  the 
amount  of  county  acreage  allotments 
and  county  reserve  acreages  for  appeals 
and  corrections,  missed  farms,  and  ad- 
justments in  factored  allotments  in  the 
"farm  States". 

ic»  The  State  and  county  reserve 
acreages  in  §§  730.1306  and  730.1307 
were  established  on  the  basis  of  the 
needs  therefor  as  recommended  by  the 
State  and  county  committees. 

(d>  The  county  acreage  allotments  in 
5  730.1307  were  established  by  appor- 
tioning the  State  acreage  allotment, 
minus  the  State  acreage  reserve  for  new 
farms,  among  the  counties  in  the  State 
in  the  same  proportion  that  they  shared 
in  the  total  acreage  allotted  in  1956.  as 
provided  by  section  353(c)(1)  and  sec- 
tion 353<c>(6)  of  the  Agricultural  Ad- 
justment Act  of  1938.  as  amended.  No 
adjustments  in  county  acreage  allot- 
ments were  made  under  the  proviso  in 
section  353(c)(1)  of  the  act. 

<e)  Prior  to  the  determination  of 
State  and  county  reserve  acreages  and 
county  acreage  allotments  for  1962  crop 
rice,  public  notice  (26  P.R.  8675)  was 
given  in  accordance  with  the  Adminis- 
trative Procedure  Act  (5  U.S.C  1003). 
No  data,  views,  or  recommendations  per- 
taining to  the  determination  of  the  State 
Euid  county  reserve  acreages  and  county 
acreage  allotments  for  1962  crop  rice 
were  submitted  pursuant  to  such  notice. 

(f)  The  determinations  made  in 
5§  730.1306  and  730.1307  have  been  made 
on  the  basis  of  the  latest  available  statis- 
tics of  the  Federal  Government  as  re- 
quired by  section  301(c)  of  the  Agricul- 
tural Adjustment  Act  of  1938.  as 
amended. 

(g)  I>ursuant  to  the  Agricultural  Ad- 
justment Act  of  1938,  as  amended,  mar- 
keting quotas  on  the  1962  crop  of  rice 
have  been  proclaimed  (27  PR.  145)  and 
the  date  for  the  referendum  to  be  held 


to  determine  whether  farmers  are  in 
favor  of  or  opposed  to  such  quotas  has 
been  set  for  January  23.  1962  (27  P.R. 
184>.  The  act  requires  that,  insofar  as 
practicable,  notices  of  farm  acreage  al- 
lotments, which  are  based  on  State  and 
county  allotments  and  reserves,  be 
mailed  to  producers  in  time  to  be  re- 
ceived prior  to  the  referendum.  Since 
the  referendum  will  be  held  on  Janu- 
ary 23.  1962.  it  is  necessary  to  waive  the 
30-day  effective  date  provision  of  the 
Administrative  Procedure  Act  as  applied 
to  the  determinations  herein.  Accord- 
ingly, this  document  shall  become  effec- 
tive upon  filing  with  the  Director.  X)f- 
fice  of  the  Federal  Register.  V 

§  730. 1 306      Slate  rf  *er\e  acreages. 
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and  county  reserve  acreages. 
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8,116 

0 

'  Conntj-  reserve  aorenge  for  appeals  and  cor- 
rections, missed  farmo.  and  adjustments. 

EfTective  date  of  filing  with  the  Direc- 
tor, Office  of  the  Pederal  Register. 

Signed  at  Washington,  D.C.,  on  Janu- 
ary 17, 1962. 

E.  A.  Jaemkx, 
Acting  Administrator,  Agricul- 
tural Stabilization  and  Con- 
servation Service. 

[PR.    Doc.    62-702:     PUed.    Jan.    18,    1962; 
12:35  p.m.] 
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Chapter  IX — Agricultural  Marketing 
Service  (Morketing  Agreements  and 
Orders),  Department  of  Agriculture 

[Orange  Reg.  2] 

PART  905— ORANGES,  GRAPEFRUIT, 
TANGERINES,  AND  TANGELOS 
GROWN  IN   FLORIDA 

Limitation  of  Shipments 
§  905.305     Orange  Regulation  2. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  905.  as  amended  (7  CFR  Part 
905) ,  regulating  the  handling  of  oranges, 
grapefruit,  tangerines,  and  tangelos 
grown  In  Florida  effective  under  the  ap- 
plicable provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended  (7  U.S.C.  601-674),  and  upon 
the  basis  of  the  recommendations  of  the 
C(xnmittees  established  under  the  afore- 
said amended  marketing  agreement  and 
order,  and  upon  other  available  informa- 
tion, it  is  hereby  found  that  the  limita- 
tion of  shipments  of  oranges,  including 
Temple  oranges,  as  hereinafter  pro- 
vided, will  tend  to  effectuate  the  de- 
clared policy  of  the  act. 

(2)  It  is  hereby  further  found  that 
it  is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  no- 
tice, engage  in  public  rule-making  pro- 
cedure, and  postpone  the  effective  date 
of  this  section  until  30  days  after  pub- 
lication thereof  In  the  Federal  Register 
(5  U.S.C.  1001-1011)  because  the  time 
intervening  between  the  date  when  in- 
formation upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  act  is  InsufBcient;  a  reasonable 
time  is  permitted,  under  the  circum- 
stances, for  preparation  for  such  effec- 
tive time;  and  good  cause  exists  for 
making  the  provisions  hereof  effective 
as  hereinafter  set  forth.  Shipments  of 
oranges,  including  Temple  oranges, 
grown  in  the  production  area,  are  pres- 
ently subject  to  regulation  by  grades  and 
sizes,  pursuant  to  the  amended  market- 
ing agreement  and  order;  the  recommen- 
dation and  supporting  information  for 
r^rulation  during  the  period  specified 
herein  were  promptly  submitted  to  the 
Department  after  an  open  meeting  of  the 
Growers  Administrative  Committee  on 
January  16,  1962,  such  meeting  was  held 
to  consider  recommendations  for  regula- 
tion, after  giving  due  notice  of  such 
meeting,  and  interested  persons  were 
afforded  an  opportunity  to  submit  their 
views  at  this  meeting;  tiie  provisions  of 
this  section,  including  the  effective  time 
hereof,  are  identical  with  the  aforesaid 
recommendation  of  the  committee,  and 
information  concerning  such  provisions 
and  effective  time  has  been  disseminated 
among  handlers  of  such  oranges;  it  is 
necessary,  in  order  to  effectuate  the  de- 
clared policy  of  the  act.  to  make  this 
section  effective  during  the  period  here- 
inafter set  forth  so  as  to  provide  for  the 
continued  regulation  of  the  handling  of 
oranges,  including  Temple  oranges,  and 
compliance  with  this  section  will  not  re- 
quire any  special  preparation  on  the  part 
of  the  persons  subject  thereto  which  can- 
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not  be  completed  by  the  effective  time 
hereof. 

(b)  Order.  (1)  Terms  used  in  the 
amended  marketing  agreement  and 
order  shall,  when  used  herein,  have  the 
same  meaning  as  is  given  to  the  respec- 
tive term  in  said  amended  marketing 
agreement  and  order;  and  terms  relating 
to  grade,  diameter,  standard  pack,  and 
standard  box,  as  used  herein,  shall  have 
the  same  meaning  as  is  given  to  the 
respective  term  in  the  United  States 
Standards  for  Florida  Oranges  and 
Tangelos  (§§  51.1140-51.1178  of  this  title; 
25  F.R.  8211). 

<2)  During  the  period  beginning  at 
12:01  a.m.,  e.s.t.,  January  22.  1962,  and 
ending  at  12:01  a.m.,  e.s.t.,  February  5, 
1962,  no  handler  shall  ship  between  the 
production  area  and  any  point  outside 
thereof  in  the  continental  United  States, 
Canada,  or  Mexico: 

li)  Any  oranges,  including  Temple 
oranges,  grown  in  the  production  area, 
which  do  not  grade  at  least  U.S.  No.  1 
Russet: 

liii  Any  oranges,  except  Temple 
oransies.  grown  in  the  production  area, 
which  are  of  a  size  smaller  than  2"i„ 
inches  in  diameter,  except  that  a  toler- 
ance of  10  percent,  by  count,  of  oranges 
smaller  than  such  minimum  diameter 
shall  be  permitted,  which  tolerance  shall 
be  applied  in  accordance  with  the  provi- 
sions for  the  application  of  tolerances 
specified  in  said  United  States  Standards 
for  Florida  Oranges  and  Tangelos: 
Provided.  That  in  determining  the  per- 
centage of  oranges  in  any  lot  which  are 
smaller  than  2^'u;  inches  in  diameter, 
such  percentage  shall  be  based  only  on 
those  oranges  in  such  lot  which  are  of  a 
size  2'^i,,  inches  in  diameter  or  smaller; 
or 

iiii>  Any  Temple  oranges,  grown  in 
the  production  area,  which  are  of  a  size 
smaller  than  2':"i,;  inches  in  diameter, 
except  that  a  tolerance  of  ten  percent,  by 
count,  of  Temple  oranges  smaller  than 
such  minimum  diameter  shall  be  per- 
mitted, which  tolerance  shall  be  applied 
in  accordance  with  the  provisions  for  the 
application  of  tolerances  specified  in  the 
aforesaid  United  States  Standards  for 
Florida  Oranges  and  Tangelos. 

(Sees.  1-19.  48  Stat.  31,  as  amended;  7  U.S.C. 
601-6741 

Dated:  January  17,  1962. 

Floyd  F.  Hedlund. 
Director,   Fruit   and    Vegetable 
Division,  Agricultural  Market- 
ing Service. 


IP.R. 


Doc.     62-704:     Plied,    Jan 
8:51   a.m.) 


19.     1962; 


[Grapefruit  Reg  2| 

PART  905— ORANGES,  GRAPEFRUIT, 
TANGERINES,  AND  TANGELOS 
GROWN  IN  FLORIDA 

Limitation  of  Shipments 

§  90.^.306     Grapefruit  Regulation  2. 

(a)  Findiyigs.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  905  as  amended  (7  CFR  Part 
905) ,  regulating  the  handling  of  oranges, 
grapefruit,     tangerines,     and     tangelos 
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grown  In  PloridA,  effective  under  the  ap- 
plicable provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937.  as 
amended  (7  UJS.C.  601-674).  and  upon 
the  basis  of  the  recommendations  of  the 
committees  established  under  the  afore- 
said amended  marketing  agreement  and 
order,  and  upon  other  available  informa- 
tion, it  is  hereby  found  that  the  limita- 
tion of  shipments  of  grapefruit,  as  here- 
inafter provided,  will  tend  to  effectuate 
the  declared  policy  of  the  act. 

<2)  It  is  hereby  further  found  that 
it  is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  notice. 
engage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Fkdckal  Ricum  <  5  US  C. 
1001-1011)  because  the  time  intervening 
between  the  date  when  information  upon 
which  this  section  is  based  t>ecame  avail- 
able and  the  time  when  this  section  must 
become  effective  in  order  to  effectuate 
the  declared  policy  of  the  act  is  insuCB- 
cient:  a  reasonable  time  is  permitted. 
under  the  circumstances,  for  preparation 
for  such  effective  time;  and  good  cause 
exists  for  making  the  provisions  hereof 
effective  as  hereinafter  set  forth.  Ship- 
ments of  all  grapefruit,  grown  in  the 
production  area,  are  presently  subject  to 
regulation  by  grades  and  sizes,  pursuant 
to  the  amended  marketing  agreement 
and  order;  the  recommendation  and  sup- 
porting information  for  regulation  dur- 
ing the  period  specified  herein  were 
promptly  submitted  to  the  Department 
after  an  open  meeting  of  the  Growers 
Administrative  Conunittee  on  January 
16.  1962.  such  meeting  was  held  to  con- 
sider reconunendations  for  regulation. 
after  giving  due  notice  of  such  meeting. 
and  interested  persons  were  afforded  an 
opportxmity  to  submit  their  views  at  this 
meeting;  the  provisions  of  this  section, 
including  the  effective  time  hereof,  are 
identical  with  the  aforesaid  recommen- 
dation of  the  committee,  and  informa- 
tion concerning  such  provisions  and  ef- 
fective time  has  been  disseminated 
among  handlers  of  such  grapefruit;  it  is 
necessary,  in  order  to  effectuate  the  de- 
clared policy  of  the  act.  to  make  this 
section  effective  during  the  period  here- 
inafter set  forth  so  as  to  provide  for  the 
continued  regulation  of  the  handling  of 
grapefruit,  and  compliance  with  this 
section  will  not  require  any  special  prep- 
aration on  the  part  of  the  persons  sub- 
ject thereto  which  cannot  be  completed 
by  the  effective  time  hereof. 

(b>  Order.  (1)  Terms  used  in  the 
amended  marketing  agreement  and 
order  shall,  when  used  herein,  have  the 
same  meaning  as  is  given  to  the  respec- 
tive term  in  said  amended  marketing 
agreement  and  order;  and  terms  relat- 
ing to  grade,  diameter,  standard  pack, 
and  standard  box,  as  used  herein,  shall 
have  the  same  meaning  as  is  given  to  the 
respective  term  In  the  United  States 
Standards  for  Florida  Grapefruit 
(§151.750-51.783  of  this  title;  28  FR. 
163). 

(2)  During  the  period  beginning  at 
12:01  a.m.,  e.s.t.,  January  22,  1962,  and 
ending  at  12:01  a.m.,  e.8.t.,  February  5. 
1962,  no  handler  shall  ship  between  the 
production  area  and  any  point  outside 
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thereof  in  the  continental  United  Slates. 
Canada,  or  Mexico: 

(1)  Any  grapefruit,  grown  in  the  pro- 
duction area,  which  do  not  grade  at  lea.st 
US.  No.  1  Provided.  That  such  grape- 
fruit may  have  discoloration  to  the  ex- 
tent permitted  under  the  US  No.  2  Rus- 
set firade,  and  may  have  slightly  roui^h 
texture  caused  only  by  specif  type 
melanose ; 

•  ii'  Any  seeded  grapefruit,  grown  in 
the  production  area,  which  are  .smaller 
than  3i'i,;  inches  in  diameter,  except 
that  a  tolerance  of  10  percent,  by  count, 
of  seeded  grapefruit  smaller  than  such 
minimum  size  shall  be  permitted,  which 
tolerance  shall  be  applied  in  accordance 
with  the  provisions  for  the  apphcation 
of  tolerances,  specified  in  said  United 
States  Standards  for  Florida  Grapefruit; 
or 

Mil  I  Any  seedless  grapefruit,  grown 
in  the  production  area,  which  are  small- 
er than  3"ir,  inches  in  diameter,  except 
that  a  tolerance  of  10  percent,  by  count, 
of  seedless  grapefruit  smaller  than  such 
minimum  size  shall  be  permitted,  which 
tolerance  shall  be  applied  in  accordance 
with  the  provisions  for  the  application 
of  tolerances,  specified  in  said  United 
States  Standards  for  Florida  Grapefruit 

iS^cs    I    19   48  Stat    31,  u  amended     7  USC 
601   674) 

Dated    January  17,  1962 

Floyd  F.  Hedlund. 
Director.    Frutt    and    Vegetable 
Division,  Agricultural  Market- 
mo  Service. 

IFR      rx>c      62  703:     Piled      J.w.      I'J,     Vi62. 
8  51  a  m  I 


(Tangerine  Reij  2\ 

PART  905— ORANGES,  GRAPEFRUIT, 
TANGERINES,  AND  TANGELOS 
GROWN  IN   FLORIDA 

Limitation  of  Shipments 
§  <>03.307      Tangrrin<>  Rrnilulion  2. 

■a"  Findings.  <1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  905  as  amended  <7  CFR  Part 
905  I .  regulating  the  handling  of  oranges, 
grapefruit,  tangerines,  and  tangelos 
grown  in  Florida,  effective  under  the 
applicable  provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended  i7  USC.  601-674',  and  upon 
the  basis  of  the  recommendatioiis  of  the 
committees  established  under  the  afore- 
said amended  marketing  agreement  and 
order,  and  upon  other  available  infor- 
mation, it  is  hereby  found  that  the 
limitation  of  shipments  of  tangerines,  as 
hereinafter  provided,  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act. 

( 2 )  It  Is  hereby  further  found  that  it  is 
impracticable  and  contrary  to  the  public 
Interest  to  give  preliminary  notice,  en- 
gage in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the Fideral  Register  (5  US  C. 
1001-1011)  because  the  time  Intervening 
bf tween  the  date  when  information  upon 
which  this  section  is  based  became  avail- 
able and  the  time  when  the  .section  must 


become  effective  in  order  to  effectuate  the 
declared  policy  of  the  act  is  insuCHcient; 
a  reasonable  time  is  permitted,  under 
the  circumstances,  for  preparation  for 
such  effective  time;  and  good  cause 
exists  for  making  the  provisions  hereof 
effective  as  hereinafter  set  forth.  Ship- 
ments of  tangerines,  grown  in  the  pro- 
duction area,  are  presently  subject  to 
regulation  by  grades  and  sizes,  pursuant 
to  the  amended  marketing  agreement 
and  order;  the  recommendation  and  sup- 
porting information  for  regulation  dur- 
ing the  period  specified  herein  were 
promptly  submitted  to  the  Department 
after  an  open  meeting  of  the  Growers 
AdministrativeCommitteeon  January  16, 
1962,  such  meeting  was  held  to  consider 
recommendations  for  regulation,  after 
giving  due  notice  of  such  meeting,  and 
interested  persons  were  afforded  an  op- 
portunity to  submit  their  views  at  this 
meeting;  the  provisions  of  this  section, 
including  the  effective  time  hereof,  are 
identical  with  the  aforesaid  recom- 
mendation of  the  committee,  and  in- 
formation conceminfe  such  provisions 
and  effective  time  has  been  disseminated 
among  handlers  of  such  tangermes;  it  is 
necessary,  in  order  to  effectuate  the  de- 
clared policy  of  the  act.  to  make  this 
.section  effective  during  the  E>eriod  here* 
mafter  set  forth  so  as  to  provide  for  the 
continued  regulation  of  the  handling  of 
tangerines,  and  compliance  with  this 
.section  will  not  require  any  special  prep- 
aration on  the  part  of  the  persons  subject 
thereto  which  cannot  be  completed  by 
the  effective  time  hereof. 

«b)  Order.  (1)  Tenns  used  in  the 
amended  marketing  agreement  and  or- 
der shall,  when  used  herein,  have  the 
same  meaning  as  is  given  to  the  respec- 
tive term  in  said  amended  marketing 
agreement  and  order;  and  terms  relat- 
ing to  grade,  diameter,  and  standard 
pack,  as  used  herein,  shall  have  the  same 
meaning  as  is  given  to  the  respective 
term  in  the  United  States  Standards  for 
Hor ida  Tangerines  ( J  5  5 1 . 1 8 1 0-5 1  1 834 
of  this  title;  25  F.R.  8216 >. 

<2>  During  the  periods  beginning  at 
12  01  am.,  est.  January  22.  1962.  and 
ending  at  12:01  am.  est..  February  5. 
1962.  no  handler  shall  ship  between  the 
production  area  and  any  point  outside 
thereof  in  the  continental  United  States. 
Canada,  or  Mexico: 

ii>  Any  tangerines,  grown  in  the  pro- 
duction area,  that  do  not  grade  at  lea.st 
US    No    1;   or 

'ip  Any  tangerines,  yrown  in  the  t)ro- 
duction  area,  that  are  of  a  size  .smaller 
than  the  size  that  will  pack  246  tange- 
rines, packed  in  accordance  with  the  re- 
quirements of  a  standard  pack,  in  a  half- 
standard  box  "inside  dimensions  9';i  x 
9'.-  x  19*8  inches;  capacity  1,726  cubic 
inches). 

(Sec«.  1-19,  48  Stat    31    ;w  anieiuled,  7  USC 
601    6741 

Dated:  January  17,  1962. 

Floyd  F.   Hedlund. 
Director,    Fruit   and    Vegetable 
Division.    Agricultural   Mar- 
keting Service. 

|FR     Doc     83-709:     Piled.    Jan      19.     1983; 
8:51  am  I 
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Saturday,  January  20,  1962 

(Tangelc  Reg.  3] 

PART  905^ORANGES,  GRAPEFRUIT, 
TANGERINES,  AND  TANGELOS 
GROWN   IN   FLORIDA 

Limitation  of  Shipments 
i^  •><).>.308     Tangelo  Regulation  2. 

ia>  Findings.  <1>  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  905.  as  amended  (7  CFR  Part 
905 ) .  regulating  the  handling  of  oranges, 
grapefruit,  tangerines,  and  tangelos 
fjrown  in  Florida,  effective  under  the 
applicable  provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended  (7  USC.  601-674),  and  upon 
the  basis  of  the  recommendations  of 
the  committees  established  imder  the 
aforesaid  amended  marketing  agree- 
ment and  order,  and  upon  other  available 
information,  it  is  hereby  found  that  the 
limitation  of  shipments  of  tangelos,  as 
hereinafter  provided,  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act. 

( 2 )  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice. 
engage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (5  U5.C. 
1001-1011)  because  the  time  intervening 
between  the  date  when  information  upon 
which  this  section  is  based  became  avail- 
able and  the  time  when  this  section  must 
become  effective  in  order  to  effectuate  the 
declared  policy  of  the  act  is  insufiBcient; 
a  reasonable  time  is  permitted,  under 
the  circumstances,  for  preparation  for 
such  effective  time;  and  good  cause  ex- 
ists for  making  the  provisions  hereof 
effective  as  hereinafter  set  forth.  Ship- 
ments of  tangelos,  grown  in  the  produc- 
tion area,  are  presently  subject  to  regu- 
lation by  grades  and  sizes,  pursuant  to 
the  amended  marketing  agreement  and 
order;  the  recommendation  and  sup- 
porting information  for  regulation  dur- 
ing the  period  specified  herein  were 
promptly  submitted  to  the  Department 
after  an  open  meeting  of  the  Growers 
Administrative  Committee  on  January  16, 
1962,  such  meeting  was  held  to  consider 
recommendations  for  regulation,  after 
giving  due  notice  of  such  meeting,  and 
interested  persons  were  afforded  an  op- 
portunity to  submit  their  views  at  this 
meeting;  the  provisions  of  this  section, 
including  the  effective  time  hereof,  are 
identical  with  the  aforesaid  recom- 
mendation of  the  committee,  and  infor- 
mation concerning  such  provisions  and 
effective  time  has  been  disseminated 
among  handlers  of  such  tangelos;  it  is 
necessary,  in  order  to  effecUiate  the 
declared  policy  of  the  act,  to  make  this 
section  effective  during  the  period  here- 
inafter set  forth  so  as  to  provide  for  the 
continued  regulation  of  the  handling  of 
tangelos,  and  compliance  with  this  sec- 
tion will  not  require  any  special  prepara- 
tion on  the  part  of  the  persons  subject 
thereto  which  cannot  be  completed  by 
the  effective  time  hereof. 

lb)  Order.  (1)  Terms  used  In  the 
amended  marketing  agreement  and 
order  shall,  when  used  herein,  have  the 
same  meaning  as  is  given  to  the  respec- 
tive term  in  said  amended  marketlnf 
agreement  and  order;  and  terms  relat- 
ing to  grade,  diameter,  standard  i>aek, 
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and  standard  box,  as  used  herein,  shall 
have  the  same  meaning  as  is  given  to  the 
respective  term  in  the  United  States 
Standards  for  Florida  Oranges  and 
Tangelos  (5§  51.1140-51. 1178  of  this  title; 
25F.R.8211). 

(2)  During  the  period  beginning  at 
12:01  a.m..  e.s.t.,  January  22,  1962,  and 
ending  at  12:01  a.m.,  e.s.t.,  Februai-y  5, 
1962.  no  handler  shall  ship  between  the 
production  area  and  any  point  outside 
thereof  in  the  continental  United  States, 
Canada,  or  Mexico: 

(i)  Any  tangelos,  grown  in  the  pro- 
duction area,  which  do  not  grade  at  least 
VS.  No.  1  Russet;  or 

(ii)  Any  tangelos,  grown  in  the  pro- 
duction area,  which  are  of  a  size  smaller 
than  2'''ic,  inches  in  diameter,  except  that 
a  tolerance  of  10  percent,  by  count,  of 
tangelos  smaller  than  such  minimum 
diameter  shall  be  permitted,  which  tol- 
erance shall  be  applied  in  accordance 
with  the  provisions  for  the  application  of 
tolerances  specified  in  said  United  States 
Standards  for  Florida  Oranges  and 
Tangelos. 

(Sees.  1-19.  48  Stat.  31.  as  amended;  7  USC. 
601-e74) 

Dated:  January  17,  1962. 

Floyd  F.  Hedlund. 
Director,   Fruit  and   Vegetable 
Division.    Agricultural    Mar- 
keting Service. 

(F.R.    Doc.    62-705;     Piled.    Jan.     19,     1962; 
8:51  a.m.] 
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PART  907— NAVEL  ORANGES 
GROWN  IN  ARIZONA  AND  DESIG- 
NATED PART  OF  CALIFORNIA 

Limitation  of  Handling 
§  907.303      Navri   Orange   Regulation   3. 

(a)  Findings.  .  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  907,  as  amended  (7  CFR  Part 
907).  regulating  the  handling  of  navel 
oranges  grown  in  Arizona  and  designated 
part  of  California,  effective  under  the 
applicable  provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended  (7  U.S.C.  601-674),  and  upon 
the  basis  of  the  recommendations  and 
information  submitted  by  the  Navel 
Orange  Administrative  Committee,  es- 
tablished under  the  said  amended 
marketing  agreement  and  order,  and 
upon  other  available  information,  it 
is  hereby  found  that  the  limitation 
of  handling  of  such  navel  oranges,  as 
hereinafter  provided,  will  tend  to  effec- 
tuate the  declared  policy  of  the  act  by 
tending  to  establish  and  maintain  such 
orderly  marketing  conditions  for  such 
oranges  as  will  provide,  in  the  interests 
of  producers  and  consumers,  an  orderly 
flow  of  the  supply  thereof  to  market 
throughout  the  normal  marketing  season 
to  avoid  unreasonable  fluctuations  in 
8uiq;>lie8  and  prices,  and  is  not  for  the 
purpose  of  maintaining  prices  to  farm- 
ers above  the  level  which  it  is  declared 
to  be  the  policy  of  Congress  to  establish 
under  the  act. 

(3)  It  is  hereby  fiu-ther  foimd  that 
it  la  Impracticable  and  contrary  to  the 
public  Interest  to  give  preliminary  no- 
tice, eng ace  in  public  rule-making  proce- 
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dure,  and  iMstpone  the  effective  date  of 
this  section  until  30  days  after  publica- 
tion hereof  in  the  Feobral  Register  (5 
use.  1001-1011)  because  the  time  in- 
tervening between  the  date  when  infor- 
mation upon  which  this  section  is  based 
became  available  and  the  time  when  this 
section  must  become  effective  in  order 
to  effectuate  the  declared  policy  of  the 
act  is  insufficient,  and  a  reasonable  time 
is  permitted,  under  the  circumstances, 
for  preparation  for  such  effective  time; 
and  good  cause  exists  for  making  the 
provisions  hereof  effective  as  hereinafter 
set  forth.  The  committee  held  an  open 
meeting  during  the  current  week,  after 
giving  due  notice  thereof,  to  consider 
supply  and  market  conditions  for  navel 
oranges  and  the  need  for  regulation ;  in- 
terested persons  were  afforded  an  oppor- 
tunity to  submit  information  and  views 
at  this  meeting;  the  recommendation 
and  supporting  information  for  regula- 
tion during  the  period  specified  herein 
were  promptly  submitted  to  the  Depart- 
ment after  such  meeting  was  held;  the 
provisions  of  this  section,  including  its 
effective  time,  are  identical  with  the 
aforesaid  recommendation  of  the  com- 
mittee, and  information  concerning  such 
provisions  and  effective  time  has  been 
disseminated  among  handlers  of  such 
navel  oranges;  it  is  necessary,  in  order 
to  effectuate  the  declared  policy  of  the 
act.  to  make  this  section  effective  during 
the  period  herein  specified;  and  com- 
pliance with  this  section  will  not  require 
any  special  preparation  on  the  part  of 
persons  subject  hereto  which  cannot  be 
completed  on  or  before  the  effective  date 
hereof.  Such  committee  meeting  was 
held  on  January  18. 1962. 

<b)  Order.  (1)  The  respective  quan- 
tities of  navel  oranges  grown  in  Arizona 
and  designated  part  of  California  which 
may  be  handled  during  the  period  be- 
ginning at  12:01  ajn.,  P.s.t.,  January  21. 
1962,  and  ending  at  12:01  a.m.,  P.s.t., 
Januai-y  28,  1962,  are  hereby  fixed  as 
follows: 

<ii  District  1:  300,000  cartons; 

<ii)  District  2:  350,000  cartons; 

<iii)  District  3:  Unlimited  movement: 

av)   District  4:  Unlimited  movement. 

(2)  As  used  in  this  section,  "handled," 
-District  1,"  "District  2."  "District  3," 
"District  4,"  and  "carton"  have  the  same 
meaning  as  when  used  in  said  amended 
marketing  agreement  and  order. 

(Sees.  1-19,  48  Stat.  31,  as  amended;  7  USC. 
601-674) 

Dated:  January  19.  1962. 

Paul  A.  Nicholson, 
Deputy  Director,  Fruit  and  Veg- 
etable  Division,   Agricultural 
Marketing  Service. 

|FR     Doc.    62-761;     Piled.    Jan,     19.     1962; 
11:23  a.m.| 


I  Lemon  Reg.  3) 

PART  910— 4.EMONS  GROWN  IN 
CALIFORNIA  AND  ARIZONA 

Limitation  of  Handling 

§  9 1 0.303     I^mon  Regulation  3. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  910,  as  amended  (7  CFR  Part 
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910 ) .  refulating  the  handlins  of  lemons 
grown  la  California  and  Arizona,  effec- 
tive under  tbe  aj;>pUcable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended  (7  U.8.C.  601- 
674).  and  upon  the  basis  of  the  recom- 
mendation and  information  submitted  by 
the  Lemon  Administrative  Committee, 
established  under  the  said  amended  mar- 
keting agreement  aixl  order,  and  upon 
other  available  information.  It  Is  hereby 
found  that  the  limitation  of  handling  of 
such  lemons  as  hereinafter  provided  will 
tend  to  effectuate  the  declared  policy  of 
the  act. 

<2>  It  Is  hereby  further  found  that  it 
Is  Impracticable  and  contrary  to  the  pub- 
lic Interest  to  give  preliminary  notice. 
engage  in  public  rule-making  procedure. 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
hereof  in  the  Fsdual  Rkcistsi  (5  U.S.C. 
1001-1011 ) ,  because  the  time  intervening 
between  the  date  when  information  upon 
which  this  section  is  based  became  avail- 
able  and   the   time   when   this   section 
must  becoBke  effective  in  order  to  ef- 
fectuate the  declared  policy  of  the  act 
Is  Insufflclent,  and   a   reasonable    time 
Is  permitted,  luider  the  circumstances, 
for  preparation  for  such  effective  time: 
and  good  cause  exists  for  making  the 
provisions  hereof  effective  as  hereinafter 
set  forth.    The  committee  held  an  open 
meeting  during  the  current  week,  after 
giving  due  notice  thereof,   to  consider 
supply  and  market  conditions  for  lemons 
and  the  need  for  regulatlMi;  Interested 
persons  were  afforded  an  opportunity  to 
submit  Information  and  views  at  this 
meeting:  the  recommendation  and  sup- 
porting information  for  regulation  dur- 
ing   the   period   K>eclAed    herein    were 
promptly  submitted  to  the  Department 
after  such  meeting  was  held;  the  pro- 
visions of  this  section,  including  Its  effec- 
tive time,  are  Identical  with  the  afore- 
said recommendation  of  the  committee, 
and  information  concerning  such  pro- 
visions and  effective  time  has  been  dis- 
seminated   among    handlers    of    such 
lemons:  it  Is  necessary,  in  order  to  effec- 
tuate the  declared  policy  of  the  act.  to 
make  this  section  effective  during  the 
period  herein  specified:  and  compliance 
with  this  section  will  not  require  any 
special  preparation  on  the  part  of  per- 
sons  subject   hereto   which   carmot   be 
completed  on  or  before  the  effective  date 
hereof.     Such  committee   meeting   was 
held  on  January  16.  1962. 

<b»  Order.  <1)  The  respective  quanti- 
ties of  lemons  grown  In  California  and 
Arizona  which  may  be  handled  during 
the  period  beginning  at  12:01  a.m..  P  s.t., 
January  21.  1962.  and  ending  at  12:01 
am..  P.s.t..  January  28.  1962.  are  hereby 
fixed  as  follows: 

(i)   District  1:  18.600  cartons; 
(11)   District  2:  167.400  cartons: 
ail)   District  3:  imllmlted  movement 
« 2 )   As  used  In  this  section,  "handled." 
"District  1,"  "District  2."  "District  3." 
and  "carton"  have  the  same  meaning  as 
when  used  in  the  said  amended  market- 
ing agreement  and  order. 


RULES  AND   REGULATIONS 

(Sees    1-19.  48  SUt   31.  M  amended;  7  U  S  C. 

601   674) 

Dated:  January  17.  1962. 

Floyd  P.  Hidlund. 
Director.    Fruit    and    Vegetable 
Division.    Agricultural     Mar- 
keting Service. 


[F  R 


Doc      63  «77:     Filed 
8  M  am  | 


Jan      19.     1962: 


PART  989— RAISINS  PRODUCED 
FROM  GRAPES  GROWN  IN  CALI- 
FORNIA 

Modification  of  Reserve  and  Surplus 
Percentages  for  1961-62  Crop 
Yeor 

The  Raisin  Administrative  Committee 
has  unanimously  recommended  that  the 
percentages  of  standard  natural  (sun- 
dried*  Thompson  Seedless  raisins  ac- 
quired by  handlers  during  the  1961-62 
crop  year  (which  began  September  1. 
1961 1  which  shall  be  reserve  tonnage  and 
surplus  tonnage,  heretofore  designated 
I  §989  217.  26  PR.  9815)  as  15  percent 
and  20  percent,  respectively,  be  modi- 
fied by  reducing  the  reserve  percentage 
to  10  percent  and  increasing  the  surplus 
percentage  to  25  percent.  The  commit- 
tee is  established  under,  and  its  recom- 
mendation is  made  pursuant  to.  Mar- 
keting Agreement  No.  109,  as  amended, 
and  Order  No.  989,  as  amended  (7  CPR 
Part  989  > ,  regulating  the  handlmg  of 
raisin.s  produced  from  grapes  grown  in 
California  This  marketing  agreement 
and  order  program  is  effective  under  the 
A.tjricultural  Marketing  Agreement  Act 
of  1937.  as  amended  (7  U  S.C.  601-674'. 
hereinafter  referred  to  as  the  "act." 

On  the  basis  of  the  estimated  1961 
production  of  208.000  tons  of  standard 
natural  < sun-dried)  Thompson  Seedless 
raisins,  the  reserve  percentage  of  15  per- 
cent and  the  surplus  percentage  of  20 
percent  provide  a  reserve  tonnage  of 
31.200  tons  and  a  surplus  tonnage  of 
41.600  tons,  respectively  Modification 
of  the  reserve  percentage  from  15  to  10 
percent  and  the  surplus  percentage  from 
20  to  25  percent  will  transfer  about 
10.400  tons  from  the  reserve  pool  to  the 
-surplus  pool.  This  transfer  is  necessar>' 
to  make  reserve  tonnage  not  needed  in 
free  tonnage  outlets  available  promptly 
as  surplus  tonnage  for  export  to  coun- 
tries outside  of  the  Western  Hemisphere 

None  of  the  present  reserve  tonnace 
has  yet  been  sold  by  the  committee  to 
handlers  to  augment  their  supplies  avail- 
able to  meet  trade  demand  in  free  ton- 
nape  outlets  and  for  carryout.  It  is 
estimated  that  at  least  10.400  tons  of 
the  reserve  tonnage  will  not  be  needed 
by  handlers  for  these  purposes. 

However,  the  committee  has  disposed 
of  nearly  all  of  the  present  surplus  ton- 
nage. There  now  exists  good  demand  for 
additional  quantities  of  surplus  tonnage 
for  export  through  handlers  to  countries 
outside  the  Western  Hemisphere,  and 
the  transfer  will  provide  raisins  for  this 
demand.      While   any    reserve    tonnage 


'  AU  tonnage  figures  herein  are  In  term.s  of 
natural  condition  weight. 


held  unsold  by  the  committee  on  August 
1.  1962  will  then  automatically  become 
surplus  tonnage  available  for  export  to 
such  countries,  the  prompt  transfer  of 
about  10,400  tons  of  reserve  tonnage  to 
surplus  win  provide  raisins  to  supply 
current  export  demand  and  facilitate 
orderly  disposition  in  export  of  raisins 
deemed  to  be  in  excess  of  trade  demand 
and  carryout  requirements  for  free 
tonnage. 

In  view  of  the  foregoing,  and  on  the 
basis  of  the  recommendation  of  the 
Raisin  Administrative  Committee  and 
other  available  Information,  It  Is  hereby 
found  that  to  modify  the  reserve  and 
surplus  percentages,  as  set  forth  herein- 
after, will  tend  to  effectuate  the  declared 
policy  of  the  act. 

Therefore,  5  989.217  <26  PR  9815)  is 
hereby  revised  by  modifying  the  reserve 
and  surplus  percentages  to  read  as 
follows : 

§  989.217  Frrr,  rt*rr>f,  and  surplus 
tonnage  pfrt-entrngrn  for  the  1961- 
62  rrop  year. 

The  percentages  of  standard  natural 
I  sun-dried  I  Thompson  Seedless  raisins 
acquired  by  handlers  during  the  crop 
year  beginning  September  1,  1961.  which 
shall  be  free  tonnage,  reserve  tonnage, 
and  surplus  tonnage,  respectively,  are 
designated  as  follows:  Free  tonnage  per- 
centage, 65  percent;  reserve  tonnage  per- 
centage, 10  percent;  and  surplus  tonnage 
percentage.  25  percent. 

It  is  hereby  further  found  that  It  Is 
impracticable,  unnecessary,  and  contrary 
to  the  public  interest  to  give  preliminary 
notice  and  engage  in  public  rule-making 
procedure,  and  that  good  cause  exists 
for  not  postponing  the  effective  time  of 
this  action  until  30  days  after  publication 
in  the  FcDEKAL  RiGisriR  (5  U.S.C.  1003) 
in  that;  d)  Under  this  regulatory  pro- 
gram the  percentages  designated  for  a 
particular  crop  year  and  any  modifica- 
tion thereof  apply  to  all  standard  raisins 
of  the  applicable  varietal  type  acquired 
by  handlers  from  the  beginning  of  the 
crop  year,  and  most  of  the  raisins  for 
the  current  crop  year  have  been  ac- 
quired by  handlers;  (2i  the  current  crop 
year  began  on  September  1.  1961,  and  the 
modified  percentages  herein  designated 
will  automatically  apply  to  such  raisins 
acquired  on  and  after  that  date;  (3) 
prompt  action  to  make  the  excess  por- 
tion of  the  reserve  tonnage  of  raisins 
available  as  surplus  tonnage  is  necessary 
so  that  such  raisins  may  be  sold  to  meet 
current  export  demand,  which  may  be 
lost  to  the  California  raisin  Industry  If 
not  promptly  supplied;  and  (4»  handlers 
are  aware  of  the  modification  of  the  per- 
centages recommended  by  the  committee 
and  no  preliminary  preparation  Is  re- 
quired to  utilize  or  comply  with  this 
regulation. 

I  Sees    1-19.  48  SUt   31,  a£  iimended.  7  U  S  C. 
601-674) 

Dated:  January  17.  1962. 

PAtTL  A.  Nicholson. 
Deputy  Director. 
Fruit  and  Vegetable  Division. 

[PR     Doc.     62^78:     Piled.    Jan      19.     1962; 
8  50a  m  ] 
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Saturday,  January  20,  1962 

Chapter  X — Agricultural  Stabilization 
and  Consarvation  Sarvic*  (Morfc«t- 
ing  Agraamants  an«l  Ordars),  De- 
partment of  Agrlculturt 

(Milk  Order  64] 

PART     1064 — MILK    IN    GREATEt 
KANSAS  CITY  MARKETING  AREA 

Order  Suspending  Certain  Provision* 

Pursuant  to  the  provisions  of  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937,  as  amended  (7  U.S.C.  601  et  seq.), 
and  of  the  order  regulating  the  handling 
of  milk  in  the  Greater  Kansas  City  mar- 
keting area  (7  CFR  Part  1064).  it  is 
hereby  found  and  determined  that: 

(a)  The  following  provision  of  the 
order,  relating  to  the  qualification  of  a 
supply  plant  as  a  pool  plant  does  not 
tend  to  effectuate  the  declared  policy  of 
the  Act  for  the  period  January  1962:  In 
$  1064.10(b)  the  words  "not  less  than  50 
percent  of  its  supply  of". 

(b)  Notice  of  proposed  rule  making, 
public  procedure  thereon,  and  30  days 
notice  of  effective  date  hereof  are  im- 
practical, unnecessary,  and  contrary  to 
the  public  interest  in  that: 

( 1 )  This  suspension  order  does  not  re- 
quire of  persons  affected  substantial  or 
extensive  preparation  prior  to  the  effec- 
tive date. 

(2)  This  suspension  order  is  neces- 
sary to  reflect  current  marketing  condi- 
tions and  to  maintain  orderly  marketing 
conditions  in  the  marketing  area. 

(3)  This  suspension  order  will  permit 
a  supply  plant  to  qualify  as  a  pool  plant 
if  it  ships  any  milk  to  pool  distributing 
plants.  Such  qualification  is  needed  to 
make  available  to  the  market  milk  which 
is  needed  for  Class  I  sales  during  an 
emergency  supply  situation  resulting 
from  extremely  cold  and  snowy  weather. 

( 4 )  Cooperative  associations  and  han- 
dlers who  handle  a  substantial  volume 
of  the  producer  milk  on  the  market 
have  requested  suspension  of  this 
provision. 

Therefore,  good  cause  exists  for  mak- 
ing this  order  effective  for  the  period 
January  1062. 

It  is  therefore  ordered,  That  the 
aforesaid  provision  of  the  order  is 
hereby  suspended  for  the  month  of  Jan- 
uary 1962. 

Effective  upon  publication  in  the  Fbo- 
IKAL  Register.  | 

(Seca.  1-19,  48  Stat   31.  m  amended;  7  U.8.C. 
601-674) 

Signed  at  Washington,  D.C.,  on  Janu- 
ary 17, 1962. 

James  T.  Ralph. 
Assistant  Secretary. 

|PR.    Doc.    62-679;     Piled,    J«n.    19.    1063; 
8:60  a.m.] 

Title  39— POSTAL  SERVICE 

Chapter  I — Post  Office  Department 

PART  61— MONEY  ORDERS 

Signature  Requirement  for  Cashing 
Money  Orders 

A  notice  of  a  proposed  change  in  the 
signature     r^uirements     for     cashing 


FEDERAL  REGISTER 

money  orders  in  S  61.3(c)  of  Title  39, 
Code  of  Federal  Regulations,  was  pub- 
lished in  the  I^DBRAL  Register  of  Decem- 
ber 9.  1061,  at  page  11838.  Interested 
persons  were  given  30  days  in  which  to 
submit  written  comments  with  respect  to 
the  proposal. 

No  c(»nment8  have  been  received  with 
reject  to  the  proposed  changes.  Ac- 
cordingly, the  proposal  is  adopted  with- 
out change.  As  so  adopted,  §  61.3(c) 
is  amended  by  adding  a  new  subpara- 
graph (6)  to  read  as  follows: 

§  61.3     Cashing  money  orders. 

*  •  •  •  •       * 

(c)  Signature  requirements.  »   *   ♦ 
(6)  More    than    one    payee.    Money 
orders  completed  by  purchaser  to  show 
more  than  one  firm  or  person  as  payee 
may  be  paid  to  any  of  them. 

Note:  The  corresponding  Postal  Manual 
section  U  171 .336. 

(R.8.  161,  M  amended;  5  U.S.C.  522,  39  U.S  C. 
601,507,6101-6106) 

Louis  J.  Doyle, 
General  Counsel. 

|F,R.    Doc.    62-675;    Filed,    Jan.    19,    1962; 
8:49  a.m.l 


TiUe  14-AERONAUTICS  AND 
SPACE 

Chopter  III—- Federal  Aviation  Agency 

SUKHAPTEI  C — AIRCRAFT  REGULATIONS 
I  Reg.  ZXKSket  No.  1032;  Amdt.  390] 

PART  507— AIRWORTHINESS 
DIRECTIVES 

Beech  Model  35  Aircraft 

Amendment  287  (AD  61-10-1)  26  F.R. 
4283,  requires  inspection  of  the  center 
section  front  and  rear  trusses  of  Beech 
Model  35  aircraft  at  100-hour  intervals. 
Because  of  the  superiority  of  magnetic 
particle  Inspection  over  visual  and  dye 
penetrant  inspections,  which  will  not 
detect  subsurface  cracks,  Amendment 
287  Is  being  superseded  by  a  new  direc- 
tive which  permits  longer  inspection  in- 
tervals tf  magnetic  particle  inspection 
is  used.  Provision  also  is  made  for  in- 
spection periods  to  be  increased  when 
a  heavier  front  truss  is  used  for 
replacement. 

Since  this  amendment  relaxes  a  re- 
quirement and  imposes  no  additional 
burden  on  any  person,  notice  and  public 
procedure  hereon  are  unnecessary  and 
this  amendment  will  become  effec- 
tive upon  publication  in  the  Federal 
Rsoisnii. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  6489) . 
i  507.10(a)  of  Part  507  (14  CFR  Part 
507).  is  hereby  amended  by  adding  the 
following  new  airworthiness  directive : 

Beech.  Applies  to  all  Model  35  aircraft 
Serial  Numbers  D-l  through  I>-1500. 

CompUanoe  required  as  indicated. 

Service  records  disclose  that  the  visual  in- 
spections required  by  previous  Issues  of  this 
airworthiness  directive  have  not  adequately 
covered  the  entire  wing  center  section  steel 
trusses.  Also,  since  the  magnetic  particle 
Inspection  Is  superior  to  other  types  of  in- 
spections In  this  application,   longer   Inter- 
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vals  between  such  Inspections  are  acceptable. 
Therefore,  the  following  Inspection  In  ac- 
cordance with  either  (a)  or  (b)  shall  be 
accomplished. 

In  order  to  gain  access  to  tbe  forward  and 
rear  trusses,  remove  the  front  seat  bottom. 
rear  seat,  front  spar  forward  partition,  rear 
spar  partition  and  all  floorboards  adjacent 
to  the  forward  and  rear  spars  and  disconnect 
the  air  duct  located  on  the  right  side  of  the 
forward  spar.  Also  remove  any  other  ad- 
jacent installations  as  found  necessary  for 
access. 

(a)  Dye  penetrant  or  visual  Inspection: 
Within  100  hours'  time  in  service  since  the 
la£t  inspection  performed  In  accordance  with 
AD  61-10-1,  inspect  the  center  section  front 
and  rear  wing  carry  through  »par  steel  trusses 
for  cracks  using  either  the  dye  penetrant  in- 
spection method  or  a  thorough  visual  in- 
spection with  adequate  lighting,  a  3-i>ower 
magnifying  glass  and  mirror.  The  entire 
truss  must  be  Inspected;  however,  the  areas 
most  prone  to  cracks  are  the  tubes  and  end 
fittings  adjacent  to  the  four  wing  attached 
points  on  each  truss,  and  in  the  center  sec- 
tions where  the  diagonal  and  vertical  tubes 
attach.  Boiled  Unseed  oil  or  Unoll  deposits 
on  the  truss  exterior  are  likely  Indications 
of  a  crack  through  the  tube  wall.  Give  par- 
ticular attention  to  areas  near  welds.  If  no 
cracks  are  found,  repeat  the  above  Inspec- 
tion each  100  hours'  time  In  service.'  If  in- 
dications of  cracks  are  found  verify  by  a 
magnetic  particle  Insiiectlon  li;  accordance 
with  (b).  Cracked  trusses  shall  be  replaced 
or  repaired  prior  to  further  flight  In  accord- 
ance with  Beech  Service  Bulletin  35-24  as 
revised  December  1961,  or  PAA  approved 
equivalent.  If  the  repairs  permitted  by  Serv- 
ice BulleUn  35-24  are  accomplished,  the  sub- 
sequent inspections  shall  be  performed  each 
100  hours'  time  In  service  from  the  time 
the  repairs  were  made.  If  a  truss  Is  replaced 
by  one  of  the  same  type,  the  Initial  repetitive 
Inspection  shall  be  performed  within  500 
hours'  time  In  service  thereafter  for  the 
center  section  front  truss  and  within  1,000 
hours'  time  In  service  thereafter  for  the  rear 
truss,  and  repeated  every  100  hours'  time  in 
service  thereafter. 

(b)  Magnetic  particle  inspection:  Within 
the  next  100  hours'  time  In  service  since  the 
last  inspection  performed  In  accordance  with 
AD  61-10-1  Inspect  the  center  section  front 
and  rear  wing  carry  through  spar  steel 
trusses  for  cracks  using  the  magnetic  par- 
ticle inspection  procedures  outlined  In  Beech 
Service  Bulletin  85-34  •■  revised  December 
1961.  or  FAA  approved  equivalent.  If  no 
cracks  are  found  relnspeot  within  each  500 
hours'  time  In  service  thereafter  for  the 
center  section  front  truss  and  within  each 
1,000  hours'  time  In  eervloe  thereafter  for 
the  rear  truss.  Cracked  truss  shall  be  re- 
placed or  repaired  prior  to  further  flight  In 
accordance  with  Beech  Service  BtiUetln  86-24 
as  revised  December  1961.  or  FAA  i^M>roved 
equivalent.  If  the  repairs  permitted  by 
Service  BuUetln  35-24  are  accmnpllshed,  the 
two  subsequent  Inspections  of  the  affected 
truss  shall  be  performed  at  100  hoiuTi'  and 
400  hours'  time  In  service  from  the  time 
the  repairs  were  made.  If  no  cracks  are 
found  m  the  repaired  truss  during  these 
two  Inspections  or  If  a  truss  Is  replaced  by 
one  of  the  same  type,  the  600-hour  or  1,000- 
hovir  intervals  become  applicable  from  the 
time  of  repair  or  replacement. 

(c)  If  the  front  truss  is  replaced  with  the 
new  heavier  truss  P/N  85-410030-17.  the 
repetitive  inspection  of  the  front  truss  re- 
quired by  (a)  and  (b)  shall  not  commence 
until  2,000  hours'  time  In  service  after  re- 
placement. This  new  truss  Is  readily  Iden- 
tifiable since  all  clips  sre  clamped  on  Instead 
of  welded  to  the  truss.  Inspect  the  rear 
truss  in  accordance  with  either  (a)  or  (b) 
even  though  the  front  truss  Is  replaced. 

(d)  The  Inspection  agency  shall  Indicate 
on  the  airplane  log  whether  one  or  both 
trusses  were  inspected. 


No.  14- 
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(Beech  Service  Bulletin  No.  35-24  as  re- 
Tlaed  Oeoember  1961.  covers  this  same 
subject.) 

This  supersedes  AmeDdment  287,  36  PR. 
4283. 

This  amendment  shall  become  effec- 
tive January  20.  1962. 

(Sec   S13(»).  801,  608;  72  8Ut.  752.  775.  776; 
49  use.  1354(a).  1431.  1433) 

Issued  in  Washington.  DC.  on  Jan- 
uary 15.  1962. 

O.  S.  Moore. 
Acting  Director. 
Flight  Standards  Service. 

[PR     Doc     09-639:     Piled.    Jan      19.     1962. 
8:46  ajn  I 


SU>CHAPT»   E — All   NAVIGATION 
RCCULAHONS 

[Airspace  Docket  No.  61-KC-32| 

PART  600— DESIGNATION  OF 
/EDERAL  AIRWAYS 

Alt«raHon 

On  September  21,  1961.  a  notice  of 
proposed  rule  mating  was  published 
in  the  Fboekai.  Rzoistxr  (36  F.R.  8910  >. 
stating  that  the  Federal  Aviation  Agency 
proposed  to  realign  and  extend  a  seg- 
ment of  intermediate  altitude  VOR  Fed- 
eral airway  No.  1676. 

No  adverse  comments  were  received 
regarding  the  proposed  amendment. 

Interested  persons  have  been  afTorded 
an  opportunity  to  participate  in  the 
making  of  the  rule  herein  adopted,  and 
due  consideration  has  been  given  to  ail 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ment having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582* 
and  for  the  reasons  stated  in  the  notice 
the  following  action  is  taken: 

Section  600.1676  (26  F.R.  1090 <  is 
amended  to  read : 

§600.1676  VOR  Federal  airway  No. 
1676  (Chicago,  III.  lo  Windoor, 
Ofit.). 

From  the  Northbrook.  111..  VOR  via 
the  South  Bend,  Ind.,  VOR;  thence  10- 
mile  wide  airway  to  the  INT  of  the  South 
Bend  VOR  075*  and  the  Muskegon, 
Mich.,  VOR  157'  radials;  thence  via  the 
INT  of  the  South  Bend  VOR  075'  and 
the  Windsor.  Ont.,  VOR  261*  radials;  to 
the  INT  of  the  Windsor  VOR  261*  and 
the  Salem,  Mich.,  VOR  123'  radials; 
thence  10-mIle  wide  airway  to  the  Wind- 
sor VOR,  excluding  the  portion  which 
lies  over  Canada. 

This  amendment  shall  become  effective 
0001  e  s.t.,  March  8. 1962. 

(Sec.  307(a),   V  Stat.  749;    49  US  C     1348 » 

Issued  in  Washington,  D.C.,  on  Jan- 
uary 16,  1962. 

D.D.Thomas. 
Director.  Air  Trafic  Service. 

(PR     Doc.    62-641;     Piled.    Jan.     19.     1962; 
840  ajn.] 


RULES  AND  REGULATIONS 

I  Airspace  Docket  No.  fll-Ul  77 1 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

Altvrafion 

On  September  28.  1961,  a  notice  of 
proposed  rule  making  was  published  in 
the  FiDEKAX.  Register  (26  FR.  9137). 
stating  that  the  Federal  Aviation  Agency 
proposed  to  alter  Intermediate  altitude 
VOR  Federal  airway  No  1557  between 
Sacramento.  Calif.,   and   Linden.   Calif. 

No  adverse  comments  were  received 
regarding  the  proposed  amendment. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rule  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented 

The  substance  of  the  proposed  amend- 
ment having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  t25  FM.  12582) 
and  for  reasons  stated  in  the  notice,  the 
following  action  is  taken :  In  the  text  of 
5  600.1557  (26  FJl.  1087,  10428)  "to  the 
Linden.  Calif,  VOR;  thence  via  the 
Sacramento.  Calif.,  VOR;  thence  10  mile 
wide  airway  via  the  INT  of  Sacramento 
VOR  346'  and  the  Red  Bluff,  Calif  .  VOR 
158'  radials;"  is  deleted  and  "Linden. 
Calif.  VOR;  Sacramento.  Calif  .  VOR; 
INT  of  the  Sacramento  VOR  346'  and 
the  Red  Bluff.  Calif..  VOR  158'  radial.s;" 
IS  .substituted  therefor 

This  amendment  shall  become  effects  t- 
0001  e.s  t  ,March8,  1962 

I  Sec     307(ai,    72    Stat     749.    49    U  S  C     1148 1 

I.s.sued  in  Washington,  D  C  .  on  Janu- 
ary 16. 1962 

D  D  Thomas. 
Director.  Air  Traffic  Serine 

IPR      Doc      62  642;     Piled,     J.iii       19,     19<S-', 
8  45  a  m  I 


I  Air-p.ice  DtKket  No  61    WA  242] 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alteration   of  Transition   Area 

On  December  27.  1961.  there  was  pub- 
iLshed  in  the  Federal  Reci.ster  (26  F  R. 
12507 ) ,  an  amendment  to  Part  601  of  the 
regulations  of  the  Administrator  Thi.s 
amendment,  effective  January  11,  1962, 
designated  the  Gila  Bend,  Ariz  .  tran.si- 
tion  area  (J  601.10861 ). 

Subsequent  to  publication  of  the 
amendment,  it  has  been  determined  that 
this  transition  area  penetrates  the 
northern  boundary  of  the  Ajo,  Ariz  ,  Re- 
stricted Area  (R^2301»  and  the  Gila 
Bend  Restricted  Area  (R-2305)  by  ^4  of 
a  mile.  To  eliminate  the  conflict  be- 
tween the  transition  area  and  the  re- 
stricted areas,  action  is  taken  herein  to 
alter  the  description  of  the  transition 
area  by  excluding  the  portions  of  the 
transition   area  that  coincide  with   the 


restricted  areas.  This  action  will  not 
require  a  change  to  the  holding  pattern 
procedures  executed  within  this  transi- 
tion area. 

Since  this  action  is  minor  in  nature 
and  imposes  no  additional  burden  on 
any  person,  notice  and  public  procedure 
hereon  are  unnecessary,  and  It  may  be 
made  effective  on  less  than  30  days 
notice. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  PR.  12582) , 
the  following  action  is  taken:  In 
3  601.10861  (26  F.R.  12507).  "20  miles  W 
of  the  VORTAC.  •  is  deleted  and  "20 
miles  W  of  the  VORTAC,  excluding  the 
portions  which  coincide  with  R-2301  and 
R-2305  "  is  substituted  therefor. 

This  amendment  shall  become  effec- 
tive 0001  est  ,  February  8,  1962. 

I  Sec    307(a),  72  Slat    749,  49  USC    1348) 

Issued  In  Washington,  DC  ,  on  Janu- 
ary 16, 1962. 

D    D     THOMAS, 

Director.  Air  Traffic  Service. 

[FR     D.K?     62  645      Piled.    Jan      19.     1962: 
8  45  a  m  I 


I  .Mrspace  Docket  No  60  HO  4  | 

PART  600 — DESIGNATION  OF 
FEDERAL   AIRWAYS 

PART  601— DESIGNATION  OF  CON> 
TROLLED  AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alteration 

On  March  25.  1961.  there  were  pub- 
lished in  the  Federal  Register  <26  F.R. 
2549  • .  amendments  to  Parts  600  and  601 
of  the  Regulations  of  the  Administrator 
which,  in  part,  designated  the  Breakers 
Intersection  as  the  Intersection  of  the 
Honolulu.  Hawaii,  VORTAC  269°  and 
the  Lihue.  Hawaii  VOR  128'  radials  to 
become  effective  November  16,  1961 
This  effective  date  was  postponed  until 
February  8.  1962  >  26  F.R.  9207,  dated 
September  30,  1961 ) . 

In  describing  the  Breakers  Intersec- 
tion, the  Lihue  VOR  128'  radial  was  in- 
correctly cited.  This  should  have  read 
the  Lihue  VOR  130'  radial.  Action  i.s 
taken  herein  to  correct  this  error. 

Since  this  alteration  is  minor  in  na- 
ture and  imposes  no  additional  burden 
on  any  person,  notice  and  public  pro- 
cedure hereon  are  unnecessary,  and  the 
effective  date  of  the  final  rule  as  amend- 
ed may  be  retained. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  <  25  F.R.  12582 » , 
effective  immediately.  Airspace  Docket 
No  60-HO-4  <26  FR  254*9,  9207).  Item 
I6.ib>,(2).Ls  altered  to  read  as  follows : 

Bre.ilcers  INT;  INT  of  the  Honolulu,  Ha- 
waii, VORTAC  26y  and  the  Lihue,  Hawaii, 
VOR  130'  radials 

I. .Sec    307(a).  72  Stat    749;   49  DSC    1348) 


Saturday,  January  20,  1962 

Issued  in  Washington,  D.C.,  on  Janu- 
ary 16. 1962. 

D.  D.  Thoius, 
Director,  Air  Tra§ic  Service. 

FR      Doc     «2-640:     Filed.    Jlin.     19,     1982: 
8:45  a.in.| 

I 


I  Airspace  Docket  No.  61-WA-214] 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL  AREAS  | 

Alteration   of   Positive  Control  Area 

On  December  6.  1961,  a  notice  of  pro- 
posed rule  making  was  published  in  the 
Federal  Rxgister  (26  F.R.  11686).  stat- 
ing that  the  PMeral  Aviation  Agency 
proposed  to  expand  the  Chicago,  HI./ 
Indianapolis,  Ind.,  positive  control  area. 

No  adverse  comments  were  received 
regarding  the  proposed  amendment. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rules  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ment having  been  published,  therefore. 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  PJl.  125t2) 
and  for  the  reasons  stated  in  the  notice, 
$601.9011  (14  CFR  601.9011,  26  FJl. 
5621  ^  is  amended  to  read: 

§601.9011      Ponilive   ronlrol  area    (Oii- 
THKO,  111. -Indianapolis,  Ifid.). 

That  airspace  within  the  continental 
control  area,  from  flight  level  240  to  and 
including  flight  level  600,  bounded  by 
a  line  beginning  at: 

Latitude  43*40  00  '  N  ,  longitude  900000" 
W  :  tlience  to  latitude  43<>40'00"  N..  longitude 
87<^40'00"  W  :  thence  to  laUtude  43*14'30" 
N  .  longitude  87*44'30"  W.;  thence  to  latitude 
43MeOO"  N.,  longitude  8C»30'00"  W.;  thence 
to  latitude  43*2000"  N  ,  longitude  86*S0'00" 
W  ;  thence  to  latitude  4So30'00"  N..  loagitude 
86^4500  '  W.:  thence  to  latitude  44*a0'00" 
K  ,  longitude  84*5000"  W.;  thence  to  latitude 
44*0000'  N..  longitude  82°I3'00"  W.;  thence 
Eouthward  and  eastward  along  the  United 
States  Canadian  Border  to  latitude  43*S8'00" 
N,  longitude  76*47'30"  W.;  thence  to  laU- 
tude 42''45'00"  N  ,  longitude  76*50'00"  W.; 
thence  to  latitude  40 ■45 '00"  N..  longlttxte 
78^35  00"  W  ;  thence  to  latitude  40*16'00" 
N.  longitude  78°a5'00  "  W.;  thence  to  lati- 
tude 38*3300'  N.,  longitude  80°55"00"  W.; 
thence  to  latitude  SS'OO'OO  '  N.,  longitude 
81  •0000  "  W;  thence  to  latitude  37*00'00" 
N  .  longitude  83*4000"  W.:  thence  to  lati- 
tude 37*4000  '  N..  longitude  8T*30'00"  W.; 
Uience  to  latitude  38*3000  "  N..  longitude 
88  00  00  '  W.:  thence  to  laUtude  39*22*00" 
N  ,  longitude  BB'-OO'OO  '  W.;  thence  counter- 
clockwise along  an  arc  with  a  65-8tatute  mile 
r.idlus  centered  at  latitude  38*05'37"  N., 
longitude  89*09-45  •  W  :  to  latitude  80*55'30" 
N  .  longitude  88*35'S0  '  W.;  thence  to  Utitude 
40^03  00"  N  .  longitude  89*0700"  W.;  thence 
1  ounierclockwlse  along  an  arc  with  a  29- 
latute  mile  radius  centered  at  latitude  39*- 
.1.5  32  '  N.  longitude  89°37'31"  W.;  to  laU- 
tude 40°17'20  '  N..  longitude  8fl*48'00"  W.; 
thence  to  latitude  40°08'80  '  N,  longitude 
HO'^IO'OO "  W;  thence  to  latitude  41*00*00" 
N  .  longitude  90*5000"  W.;  thence  to  lati- 
tude 42*00'00  '  N.,  longitude  91*00'00"  W.; 
thence  to  laUtude  43*1000"  N..  longitude 
90*3000"  W;  thence  to  the  point  oT  be- 
ginning. 


FEDERAL  REGISTEK 

This  amendment  shall  become  effec- 
Uve  0001  e.8.t.  March  8,  1962. 

(Sec.  307(a).  72  Stat.  749;  49  VS.C.  1348) 

Issued  in  Washington,  DC,  on  Jan- 
uary 16,  1962. 

D.  D.  Thomas, 
Director,  Air  Traffic  Service. 

|P.R.    Doc.    62-843:     FUed,    Jan.     19,     1962; 
8:45  a.m.| 
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(Airspace  Docket  No.  61-KC-38| 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

PART  60e— SPECIAL  USE  AIRSPACE 

AltaraHon    of    Rastricted    Arao    and 
Continantal  Control  Area 

On  September  23, 1961,  a  notice  of  pro- 
posed rule  making  was  published  in  the 
Federal  Rkgistkr  (26  F.R.  8990) ,  stating 
the  Federal  Aviation  Agency  was  consid- 
ering the  alteration  of  the  Camp  Atter- 
bury,  Ind.,  Restricted  Area  R-3401  by 
increasing  the  designated  altitude,  in- 
creasing the  designated  time  of  use  and 
assigning  as  controlling  agency  the  Fed- 
eral Aviation  Agency,  Indianapolis 
ARTC  Center.  In  addition  it  was  pro- 
posed to  include  R-3401  as  part  of  the 
continental  control  area. 

No  adverse  comment  was  received  re- 
garding the  proposed  amendment. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  mak- 
ing of  the  rules  herein  adopted,  and  due 
consideration  has  been  given  to  all  rele- 
vant matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  there- 
fore, pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (25  F.R. 
12582)  and  for  the  reasons  stated  in  the 
notice,  the  following  actions  are  taken: 

1.  In  I  608.34  Indiana.  Rr-3401  Camp 
Atterbury.  Ind.  (26  FJl.  7194) ,  is  amend- 
ed to  read: 

R-S401     Camp  Atterbury,  Ind.: 

Boundaries.  Beginning  at  laUtude  39*21 '- 
30"  N..  longitude  ae'OO'OO"  W.;  to  UUtude 
30*21'8O"  N.,  longitude  8S*59'30"  W.;  to 
laUtude  SO'IS'OO"  N.,  longitude  86  0600" 
W.:  to  tbe  pdBt  of  beginning. 

Designated  altitudes.  Surface  to  40,000 
feet  MSL. 

Time  of  designation.    Continuous. 

Controlling  agency.  Federal  Aviation 
Agency.  Indianapolis  ARTC  Center. 

Using  agency.  C(»nm&nding  officer.  Camp 
Atterbury,  Ind. 

2.  In  the  text  of  9  601.7101  (26  F.R. 
1399)  the  following  is  added: 

R-MOl     Gamp  Atterbury,  Ind. 

These  amendments  shall  become  ef- 
fective 0001  e.s.t.,  April  5,  1962. 

(Sec.  307(a),  72  SUt.  740:  49  USC.  1348) 

Issued  in  Washington,  D.C.,  on  Janu- 
ary 16.  1962. 

D.  D.  Thomas. 
Director.  Air  Trajflc  Service. 

|PJt.    Doc.    «a~644:     FUed,    Jan.    19.    1M2; 
•  :45  ajn.] 


Title  19— CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Department  of  tho  Treasury 

rTJ>.  55548] 

PART   1— CUSTOMS  DISTRICTS, 
PORTS,  AND  STATIONS 

Ports  of  Entry;  Changes  in   Customs 
Field  Organization 

January  15,  1962. 
By  virtue  of  the  authority  vested  in 
the  President  by  section  1  of  the  Act  of 
August  1.  1914,  38  Stat.  623  (19  U.S.C. 
2),  which  was  delegated  to  the  Secre- 
tary of  the  Treasury  by  the  President  by 
Executive  Order  No.  10289,  September  17. 
1951  (3  CFR  Ch.  II),  and  pursuant  to 
authorization  given  to  me  by  Treasury 
Department  Order  No.  190,  Rev.  1  (26 
F.R.  11877),  the  limits  of  the  customs 
port  of  entry  of  Atlanta,  Georgia,  in 
Customs  Collection  District  No.  17  (Geor- 
gia) which  now  comprise  the  corporate 
limits  of  the  city  of  Atlanta.  Georgia, 
are  hereby  extended  to  include: 

All  that  area  within  Pulton,  Cobb,  and 
DeKalb  CounUea,  Georgia,  bounded  by  a  line 
beginning  at  the  point  of  intenectlon  of 
Pulton,  Clayton,  and  Fayette  County  lines; 
thence  eouthwest  along  Fulton-Fayette 
County  line  to  IntenecttoD  with  State  Route 
92;  thence  northwest  along  State  Route  92 
to  interaecUon  with  Chattahoochee  River; 
thence  northeast  along  Cbattahoochee  River 
to  intersecUon  with  State  Route  3;  thence 
northwest  along  State  Route  3  to  interaecUon 
with  State  Route  280;  theiue  aoutheast  along 
State  Route  280  to  intersection  with  XJS. 
Highway  41;  thence  aoutheast  along  U.S. 
Highway  41  to  IntersecUon  with  Chattahoo- 
chee River:  thence  along  ChaUahoochee 
River  In  a  northeasterly  direction  to  Inter- 
secUon with  Fulton-Owinett  County  line; 
thence  south  along  Qwlnett  County  line  to 
IntersecUon  v?ith  U.S.  Highway  23;  thence  In 
a  southerly  direction  along  U.S.  Highway  23 
to  IntersecUon  with  State  Route  155;  thence 
south  along  State  Route  155  to  InteraecUon 
with  Decatur  city  boundary;  thence  east  and 
south  along  Decatur  city  boundary  to  Inter- 
secUon with  State  Route  155;  thence  south 
along  State  Route  155  to  intersection  with 
Plat  Shoals  Road;  thence  along  nat  Shoals 
Road  four-tenths  (0.4)  mile  to  IntersecUon 
with  Panthersvllle  Road;  thence  south  along 
PanthersvUle  Road  to  IntersecUon  with 
Bouldererest  Boad;  thenoe  south  along 
Bouldercreet  Road  to  intersection  with  De- 
Kalb-Clayton  County  line;  thence  west  and 
south  along  Clayton  County  line  to  point  of 
beginning,  and  also  the  Atlanta  Municipal 
Airport  wtilch  lies  partly  in  Fulton  County 
and  parUy  In  Clayton  Obunty. 

This  extension  is  effective  on  the  date 
of  publication  of  this  Treasury  decision 
in  the  Federal  Register. 

Section  1.1(c),  Customs  regulations,  is 
amended  by  adding  after  "Atlanta"  in 
the  column  headed  "Ports  of  Entry"  in 
District  No.  17  (Georgia)  "(Including 
territory  described  in  TX).  55548) ." 

In  order  to  correctly  reflect  the  status 
of  Hawaii  as  a  State,  the  second  sentence 
of  footnote  4  in  Part  1  of  the  Customs 
regulations  is  amended  to  read  as 
follows: 

Marine  documents  may  also  be  issued  at 
the  Oommerelal  Pert  of  Guam,  under  the 
supervision  of  the  collector  of  customs  at 
Honolulu,   HawaU. 
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In  order  to  correctly  reflect  the  status 
of  Puerto  Rico  as  »  eommonwe&lth. 
i  1.1(c)  of  the  Customs  regulations  is 
amended  by  deleting  "The  Territory  of 
Puerto  Rico"  in  the  column  headed  "Area 
of  District"  in  District  No.  40  (Puerto 
Rico)  and  substituting  therefor  "The 
Commonwealth  of  Puerto  Rico." 

Salisbury,  Maryland,  was  designated 
as  a  customs  station  In  Customs  Collec- 
tion District  No.  13  (Maryland)  on  July  5, 
1961.  To  reflect  this  designation.  §  1.2 
( d  > .  Customs  regulations  is  amended  by 
inserting  in  its  proper  numerical  order 
the  following  entry  in  the  list  of  customs 
stations  : 


RULES  AND  REGULATIONS 

customs  districts  to  comptrollers  of  cus- 
toms in  J  1  4  of  the  Customs  regulations 
Is  changed  to  read  as  follows: 


3  .. 

4... 

s... 

6... 


DIs-    i 

trict    1           ("u^loins  station 

-N'o.     . 

1 

Port  of  fiury 
baviUK  sii|i<>rvi.Moii 

13     .•Salisbury.  Md 

1 

Rfillimoriv 

1 ..I  ("ustonihou.s*".     Hostuii      1.2.4.'  •".    iii.l  7 

I       .Ma.-vs. 

2 I  t'ustoriihoii<«'.  Ni'w  ^'.irk.      h.  ».  md  in 

.NY 

('ii.stonihoiio',  I'hii  nil ;      II,  I.',  ;w.  40.  41 

phU,  V:\  4.>.  iiw\  4J 

C'u.<t<)uih()U'«'.  IlnUimori',      1:J.  14,  I*;.  Irt,  17, 

NM  IH,  4M,  iii.l  .M 

('U'itoriihiju>»>.  ("hUu».'o,      Xi,  34.  .15.  M\,  37, 

111  3'J.  4.'>.  .n\<l  47 

CiLstoiiihou^",  N.-w     Or-  I   19.  .11,  -M.  JJ,  Xi. 

It'ans,  I.;i  '.M.  Jti.  iwiil  ^< 

Cii-itonihou-s*'.  >nu  Fruii-      il,  -.T,  Jh,  Jii,  ,«i. 

iixo,  t'.»llf  '      31,  iiml  31V 


In  order  to  show  district  numbers  for 
the  various  comptrollers  of  customs  dis- 
tricts,   the    listing    of    assignments    of 


In  order  to  correct  the  addresses  for 
the  ofBce  locations  of  appraisers  of 
merchandise  in  customs  districts  Nos. 
1.  5.  12.  15.  17.  30.  34.  35.  and  45.  the 
following  descriptions  are  substituted  in 
§  1.6  of  the  Customs  Regulations  to  re- 
place those  now  appearing  therein: 


Diatrict 
N'o. 

Namp  of  dL'trict 

I.iKiition  of  liiM'l'iu  irt>-rs 

Addri'<.<!  iif  iiiiprai-M  1  <if  ni.-ri  li.irili-. 

34 

Dakota 

Piinbma.  .V.  D.ik 

J)J  K.drral  Bid,;. 

13  F.    Bay  St. 

Bol  W3,  Pearl  .''t    .■'talloii 

17 

OeofKla 

Savannah,  Oa      ...       

Portland  3,  Maun-        

I 

Maine  and  New  Hami^hlre.. 
Minnesota 

if, 

Minneapolis  1,  Mum      

Wilmington,  N.C 

Pittsburgh  Itf,  Pa... 

l.'^)  r  !^.  Courthouse. 

lf> 

North  Carolina 

12 

PlttsbuTRh      

.■> 

Rhode  Island 

Providence  3.  R.I 

St.  IvOuU  1.  Mo 

Seattle  4.  Wxsh   .  .          . 

H  Weybosju't  .-^t. 
1114  M .irki't  >!t 

i.^ 

.St.  Louis 

30 

Washington.. 

M  Ki-iliT-iI  Offii-t    M!.i.' 

(R.S.  181,  sec.  1,  37  Stat.  434,  sec.  1,  38  Stat. 
623,  as  amended,  R.S.  251,  sec.  624,  46  Stat 
759;  6  US.C  22,  19  U.S.C.  1.  2,  66,  1624) 

[SEAL)  Jakes  A.  Rebo, 

Assistant  Secretary  o/  the  Treasury. 

[FR.    Doc.    62-674;     Piled,    Jan.     19,     1962 
8:49  a.m.| 


Title  21— FOOD  AND  DRUGS 

Chopter  I — Food  and  Drug  Adminis- 
tration, Department  of  Health, 
Education,  and  Welfare 

SUBCHAPTER    B — FOOD   AND    FOOD    PtODUCTS 

PART  15 — CEREAL  FLOURS  AND  RE- 
LATED  PRODUCTS;  DEFINITIONS 
AND  STANDARDS  OF  IDENTITY 

Enriched  Corn  Meals;  Standard  of 
Identity;  Effective  Date 

Pursuant  to  the  provisions  of  the  Fed- 
eral Pood,  Drug,  and  Cosmetic  Act  (sees. 
401.  701.  52  Stat.  1046,  1055;  as  amended 
70  Stat.  919,  72  Stat.  948;  21  U.S.C.  341, 
371 )  and  in  accordance  with  the  author- 
ity delegated  to  the  Commissioner  of 
Pood  and  Drugs  by  the  Secretary  of 
Health.  Education,  and  Welfare  (25  PR. 
8625),  notice  Is  hereby  given  that  no 
objections  were  filed  to  the  order  pub- 
lished in  the  Federal  Register  of  Novem- 
ber 28.  1961  (26  PR.  11209)  with  regard 
to  calcium  in  self-rising  enriched  corn 
meals.  Accordingly,  the  amendment 
promulgated  by  that  order  will  become 
effective  January  27,  1962. 


(Sees.  401.  701.  52  Stat.  1046.  1055.  as  amend- 
ed 70  Stat  919,  72  Stat  948:  21  US  C.  341, 
371) 

Dated:  January  15,  1962. 

Geo.  p.  Larrick, 
Commissioner  of  Food  and  Drugs. 

|PR      Doc      62-662;     Piled.     Jan.     19.     1962; 
8:47am  I 


SUBCHAPTEt    C — DRUGS 

PART  141a— PENICILLIN  AND  PEN1- 
CILLIN-C  O  N  T  A  I  N  I  N  G  DRUGS; 
TESTS   AND   METHODS  OF   ASSAY 

PART  141b— STREPTOMYCIN  (OR 
DIHYDROSTREPTOMYCIN)  AND 
STREPTOMYCIN-  (OR  DIHYDRO- 
STREPTOMYCIN-) CONTAINING 
DRUGS;  TESTS  AND  METHODS  OF 
ASSAY 

PART  141  c— CHLORTETRACYCLINE 
(OR  TETRACYCLINE)  AND  CHLOR- 
TETRACYCLINE- (OR  TETRACY- 
CLINE-) CONTAINING  DRUGS; 
TESTS   AND   METHODS   OF   ASSAY 

PART  1 41  d— CHLORAMPHENICOL 
AND  CHLORAMPHENICOL-CON- 
TAINING  DRUGS;  TESTS  AND 
METHODS  OF  ASSAY 

PART  141  e — BACITRACIN  AND  BA- 
CITRACIN-CONTAINING  DRUGS; 
TESTS   AND   METHODS   OF   ASSAY 

Miscellaneous  Amendments 

Under  the  authority  vested  in  the  Sec- 
retary of  Health,  Education,  and  Wel- 


fare by  the  Federal  Food,  Drug  and  Cos- 
metic Act  (sec.  507,  59  Stat.  463  as 
amended;  21  U.S.C.  357)  and  delegated 
to  the  Commissioner  of  Pood  and  Drugs 
by  the  Secretary  (25  PR.  8625).  the 
regulations  for  tests  and  methods  of  as- 
say for  antibiotic  and  antibiotic -contain- 
ing drugs  (21  CPR  141a.29,  141a.45. 
141a.54,  141a. 60.  Hla.lOO,  141b.lll, 
141C.214.  141C.218,  141C.230.  141C.231. 
141d.301,  141e.430i  are  amended  as  in- 
dicated below : 

1.  Section    141a29iai    is   amended   to 
read  as  follows : 

§  I  lla.29      I'rm-uinc  p«>ni«-illui   for  aqiir- 
ous  injrt-lion. 

(a»  Potency.  Using  as  the  sample  for 
assay  a  representative  aliquot  of  the  sus- 
pension equivalent  to  one  dose  (or.  if  it 
is  a  dry  mixture  of  the  drug,  a  represent- 
ative aliquot  of  the  drug  equivalent  to 
one  dose  after  it  has  been  reconstituted 
as  directed  in  the  labeling ) ,  proceed  as 
directed  in  S  141a. 1,  using  approximately 
50  to  100  milliliters  of  redistilled  methyl 
alcohol,  dimethyl  formamide,  or  forma- 
mide  to  dissolve  the  sample,  or  by  the 
iodometric  method  as  described  in 
5  141a.5'd)  ( 1».  except  dissolve  the  sam- 
ple in  about  5.0  milliliters  of  redistilled 
methyl  alcohol,  dimethyl  formamide.  or 
formamide  prior  to  diluting  with  1  per- 
cent phosphate  buffer,  pH  6.0.  Its  po- 
tency is  satisfactory  if  it  contains  not  less 
than  90  percent  of  the  number  of  units 
that  it  is  represented  to  contain. 

2.  Section  141a  45' a)  is  amended  to 
read  as  follows : 

§  141a. 45      /-Kplienamine     penic-iilin     il 
fur  aqueous  injrrlion. 

(a)  Potency.  Proceed  as  directed  in 
§141a.43(a>,  using  as  the  sample  for 
assay  a  representative  aliquot  of  the 
suspension  equivalent  to  one  dose:  or  if 
it  is  a  dry  mixture  of  the  drug,  a  rep- 
resentative aliquot  of  the  drug  equivalent 
to  one  dose  after  It  has  been  reconsti- 
tuted as  directed  in  the  labeling.  Its 
potency  Is  satisfactory  If  It  contains  not 
less  than  90  percent  of  the  number  of 
units  that  It  is  represented  to  contain. 

3.  Section  141a. 54( a'  is  amended  to 
read  as  follows: 

§  1  11a. 54      Ren/.ulliiiie    peiiirillin    G    fur 
aqueuu.s  iiije<-tiun. 

ia»  Potency.  Proceed  as  directed  In 
5  141a.47(a),  using  as  the  sample  for 
assay  a  representative  aliquot  of  the 
suspension  equivalent  to  one  dose;  or 
if  It  Is  a  dry  mixture  of  the  drug,  a  rep- 
resentative aliquot  of  the  drug  equiva- 
lent to  one  dose  after  It  has  been  recon- 
stituted as  directed  In  the  labeling.  Its 
potency  Is  satisfactory  If  It  contains  not 
less  than  90  percent  of  the  number  of 
units  that  It  Is  represented  to  contain. 

§  It  la. 60       [  .\in<>iicliiient  I 

4.  In  §  141a. 60  Penicillin  and  dihydro- 
streptomycin-streptomycin  sulfates  vet- 
erinary •  •  *,  a  new  sentence  Is  Inserted 
after  "ia»  Potency." 

(a I  Potency.  Use  as  the  sample  for 
assay  a  representative  aliquot  of  the 
suspension  equivalent  to  one  dose:  or 
If  it  is  a  dry  mixture  of  the  drug,  a  rep- 
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resentative  aliquot  of  the  drug  equiva- 
lent to  one  dose  after  it  has  been  recon- 
.stltuted  as  directed  in  the  labeling. 

§  14  la.  100      [Amrndni^nl] 

5  In<|141a.l00  PhenethiciUin  pottu- 
>Mm  (potassium  a-phenoxyethifl  p^nicil- 
lim ,  paragraph  <h  i  is  revised  to  read  ms 

iollows:  I 

(h>  Identity.  Add  0.5  milliliter  of  a 
ineihyl  alcohol  solution  containing  2.0 
milligrams  per  milliliter  to  a  test  tube, 
and  dry  under  a  current  of  air.  Add  one 
drop  of  an  aqueous  chromotroplc  acid 
solution  containing  10  milligrams  per 
milliliter.  Add  two  milliliters  of  sulfuric 
acid  and  heat  In  a  glycerol  bath  at  150* 
C.  for  3  to  4  minutes.  An  olive-green 
color  is  produced.  (Penicillin  V  or  its 
salts  give  a  blue  or  purple  color.) 

§  Ulb.lll       [Amendment] 

6.  li.^  I  Ulb.lll  Streptomycin  sul- 
fate solution  *  *  *,  paragraph  (a)  is 
amended  by  changing  "and  141b.l06(b)" 
to  read  "and  141b.l06  (b)  and  (O". 

7.  Section  141c.214(a)  Is  amended  to 
read  as  follows:  | 

§  I41r.214      Ciilurletruryi-Iine  dressing. 

(a)  Potency.  Using  a ppropr la te 
volumes  of  peroxide-free  ether  and  0.01 
N  HCl  and  individual  dressing,  or  if  it  is 
a  strip  dressing  an  accurately  weighed 
representative  portion  of  approximately 
15  grams,  ^j-oceed  as  directed  in 
$  141c.202(a>. 

§  I41c.218       r Amendment] 

8.  In  S  141C.218  Tetracvcline  hydro- 
chloride, paragraph  (a)  is  amended  to 
read  as  follows : 

(a)  Potency.  Use  the  tetracycline 
hydrochloride  working  standard  as  the 
standard  of  comparison,  and  proceed  as 
directed  In  8  141c. 201(a),  except: 

(I)  Use  0.1  N  HCl  Instead  of  0.01  N 
HCl  for  the  preparation  of  the  standard 
stock  solution  and  the  sample  stock 
.solution. 

(2>  In  the  cylinder-plate  assay: 
d)  Further  dilute  the  samples  in  0.1 
M  phosphate  buffer,  pH  4.5,  to  an  esti- 
mated ^al  concentration  of  1.0  micro- 
gram per  milliliter  instead  of  0.10  micro- 
gram per  milliliter;  and 

(II)  The  final  concentrations  for  the 
standard  curve  are  0.64,  0.8,  1.0,  1.25, 
and  1.56  micrograms  per  milliliter. 

(3)  In  the  turbidimetric  assay: 
(i)  Further  dilute  the  samples  in  0.1 
M  phosphate  buffer.  pH  4.5,  to  an  esti- 
mated final  concentration  oi  0.24  micro- 
gram per  milliliter  instead  of  0.06  micro- 
gram per  milliliter;  and 

(ID  The  final  concentrations  for  the 
standard  curve  are  0.146,  0.187,  0.240, 
0.308,  and  0  395  microgram  per  milli- 
liter. 

The  potency  of  tetiacycline  hydrochlo- 
ride intended  for  use  by  injection  is 
satisfactory  if  each  immediate  container 
contains  not  less  than  90  percent  of  the 
tetracycline  hydrochloride  that  it  is  rep- 
resented to  contain. 

§  141r.230      [Amendment]  ' 

9.  In  S  141C.230  Chlortetracycline  hy- 
drochloride powder  topical  •  •  •,  para- 
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graph    (a)  (2)    is   changed   to   read    as 
follows: 

(a)  Potency.    •  •  • 

(2)  Powder  packaged  with  inert  gases. 
Spray,  as  directed  in  the  labeling,  the 
entire  contents  of  each  container  to  be 
tested  into  a  separate  2-liter  Erlehmeyer 
flask,  held  in  a  horizontal  position.  Add 
500  milliliters  of  0.1  N  HCl  and  shake 
to  dissolve  the  contents.  Immediately 
remove  allquots  of  this  solution  and, 
using  0.1  M  potassium  phosphate  buffer, 
pH  4.5,  for  further  dilutions,  proceed  as 
directed  in  S  141c.201(a)  if  it  is  chlor- 
tetracycline hydrochloride  powder  or 
8  141c.218(a)  if  It  Is  tetracycUne  hydro- 
chloride powder.  Calculate  the  average 
total  amount  of  antibiotic  expelled  from 
the  containers.  The  total  potency  is 
satisfactory  if  it  contains  not  less  than 
85  percent  of  the  number  of  milligrams 
of  chlortetracycline  hydrochloride  _or 
tetracycline  hydrochloride  that  it  is  rep- 
resented to  contain. 

S  141c.231       [Amendment] 

10.  Section  141c.231  Capsules  tetra- 
cycline and  oleandomycin  phosphate 
*  *  *  is  amended  as  follows: 

a.  Paragraph  (a)(l)(ii)  is  .amended 
to  read  as  follows : 

(a)  Potency.  *  *  * 

(1)     •  •  • 

(ii)  Working  standard  and  solutions. 
Dissolve  an  appropriate  amount  of  the 
working  standard  In  sufiBcient  0.1  N  HCl 
to  give  a  concentration  of  1,000  micro- 
grams per  milliliter.  This  stock  solution 
may  be  kept  in  the  refrigerator  for  1 
week.  Make  daily  dilutions  of  the  stock 
aolutiOD  with  0.1  M  potassium  phosphate 
buffer  <pH  4.5)  to  obtair.  concentrations 
of  0.146,  0.187,  0.240.  0.308.  and  0.395 
microcrams  per  milliliter.  Add  1.0  milli- 
liter of  each  such  concentration  to  each 
of  three  16  millimeters  x  125  millimeters 
test  tubes. 

b.  Paragraph  (c)(l)(vi)  is  amended 
by  changing  the  words  "as  described  in 
subdivision  (iiXb)"  to  read  "as  de- 
scribed in  subdivision  (11)  (a) ". 

11a.  Sectlonl41d.301'a)  (3)  is  amended 
to  read  as  follows: 

§  I41d.301      Chloramplienirol. 

(a)  Potency.  *  •  * 

(3)  Working  standard.  Dissolve  a 
weighing  of  the  standard  in  sufficient 
ethyl  alc<diol  to  give  a  solution  of  10,000 
micrograms  per  milliliter.  Further 
dilute  in  1  percent  phosphate  buflfer.  pH 
6.0,  to  give  a  stock  solution  of  1,000 
micrograms  per  milliliter.  This  stock 
solution  may  be  used  for  1  month  if 
stored  in  a  refrigerator.  The  working 
standard  is  prepared  from  the  stock 
solution  by  diluting  a  portion  with  1  per- 
cent phosphate  buffer,  pH  6.0,  to  a  con- 
centration of  50  micrograms  per  milli- 
Uter. 

§  141d.301      [Amendment] 

b.  In  S  141d.301,  paragraph  (a»(7) 
is  amended  by  changing  the  fourth  sen- 
tence to  read  as  follows:  "At  the  same 
time,  prepare  a  standard  curve  by  dilut- 
ing the  stodc  standard  solution  with  1 
percent  phossdiate  buffer.  pH  6.0,  to  give 
final  coDoentrations  of  32.0,  40.0,  50.0, 
62.5,  and  78.1  micrograms  per  milliliter.'* 
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§  I4le.430      [ Amendment  1 

12.  In  §  141e.430  Bacitracin-neomycin- 
polymyxin  powder  topical:  *  *  *,  para- 
graph (b)  is  amended  by  changing  the 
second  sentence  to  read:  "Freeze  the 
container  by  placing  in  a  suitable  sharp 
freezing  unit  having  a  temperature  not 
higher  than  -30"  C." 

The  setting  of  the  effective  date  of 
this  order  will  be  delayed  30  days  to  per- 
mit any  interested  person  to  file  com- 
ments or  objections.  Any  such  com- 
ments should  be  submitted  in  tr^licate 
to  the  Hearing  Clerk,  Department  of 
Health,  Education,  and  Welfare,  Room 
5440,  330  Independence  Avenue  SW., 
Washington  25,  D.C. 

(Sec.  507,  59  Stat.  463  as  amended;  21  D.S.C. 

357) 

Dated:  January  16,  1962. 

Geo.  p.  Larrick, 
Commissioner  of  Food  and  Drugs. 

|F.R.     Doc.    e2-«64;     Piled,    Jan.     18,     1962; 
8:47  a  jn.  I 


PART  146a— CERTINCATION  OF 
PENICILLIN  AND  PENICILUN-CON- 
TAINING  DRUGS 

Sampling   Requirements 

In  the  matter  of  amending  the  regu- 
lations for  the  certification  of  penicillin 
and  penicillin-containing  drugs  to  re- 
quire collection  of  samples  during  the 
time  the  batch  is  being  packaged  into 
market  containers : 

There  was  published  in  the  Fedeial 
Regxstbk  of  Ularch  11,  1961  (26  F.R. 
2127)  a  proposal  to  amend  the  regula- 
tions affecting  the  collection  of  samples 
of  tablets,  troche^  and  capsules  of  anti- 
biotic and  antibiotic -containing  drugs 
subject  to  section  507  of  the  Federal 
Food,  Drug,  and  Cosmetic  Act.  Thi 
Commissioner  at  Food  and  Drugs  has 
considered  wnmrn^nte  and  objections  to 
the  proposal,  some  of  which  are  accepted 
and  some  rejected,  and  has  concluded 
that  changes  in  the  regulations  should 
be  made  with  respect  only  to  penicillin 
and  penicillin-containing  drugs. 

Therefore,  under  the  authority  vested 
in  the  Secretary  of  Health,  Education. 
and  Welfare  by  the  Federal  Food,  Drug. 
and  Cosmetic  Act  (sec.  507(b),  59  Stat. 
463,  as  amended;  701(a),  52  Stat.  1055: 
21  UJS.C.  357(b),  371(a)).  and  delegated 
to  the  Commissioner  by  the  Secretary 
(25  F.R.  8625),  the  regulations  for  cer- 
tification of  penicillin  and  penicillin - 
containing  drugs  (21  CFR  146a.l7  (26 
FH.  7733),  146a.21,  146a.27.  146a.30, 
146a.34,  146a.38. 146a.53, 146a.60. 146a.88. 
146a.92,  146a.l06)  are  amended  as 
follows : 

1.  Section  146a.l7(d)  (1).  (d)(2)(i). 
(d)  (3)  (i),  and  (e)  (1)  is  changed  to  read 
as  follows: 

§  146a.  17  PhenethiciUin  potassium 
(potassium-phenoxyethyl  penicillin) 
Ukbleto. 

•  •  •  •  • 

(d)  Request  for  oertificatton ;  Bamples. 
(1)  In  addition  to  compljrlng  with  the 
requirements  ot  1 146.3  e(  this  chapter. 
a  person  who  requests  certification  of  a 
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batch  of  phenethlclllln  potassium  tablets 
shall  submit  with  his  request  a  statement 
showing  the  batch  mark,  the  number  of 
tablets  In  such  batch,  the  number  of 
tablets  of  the  batch  packaged  Into  dis- 
pensing-size  containers  during  each 
day's  packaging  operations,  the  number 
of  units  In  each  tablet,  the  date  on 
which  the  latest  assay  of  the  drug  com- 
prising such  batch  was  completed,  the 
date  ^unless  submitted  previously)  on 
which  the  latest  assay  of  the  phenethi- 
cillin  potassium  used  in  making  such 
batch  was  completed,  the  qutmtity  of 
each  ingredient  used  In  making  the 
batch,  and  a  statement  that  each  such 
ingredient  conforms  to  the  requirements 
prescribed .  therefor,  if  any.  by  this 
section. 

<2)    •    •    • 

(1)   The  batch: 

<a)  If  the  person  who  requests  cer- 
tification is  the  manufacturer  of  the 
batch:  Average  potency  and  average 
moisture  of  tablets  collected  during  the 
time  of  tabletlng  the  batch,  and,  unless 
the  tablets  are  packaged  Into  dispensing - 
slse  containers  ixnmedlately  after  they 
are  compressed,  average  moisture  of 
tablets  collected  during  each  day  of 
packaging  the  batch. 

(b)  If  the  person  who  requests  cer- 
tification is  not  the  manufacturer  of 
the  batch:  Average  potency  and  average 
moisture  of  tablets  collected  during  each 
day  the  tablets  are  being  packaged  into 
dispensing -size  containers. 

•  •  •  •  • 

(3)    •   •   • 

(1)  The  batch: 

(a)  If  the  person  who  requests  cer- 
tification Is  the  manufacturer  of  the 
batch:  One  tablet  for  each  5.000  tablets 
in  the  batch,  but  in  qo  case  less  than 
30  tablets  collected  by  taking  single 
tablets  at  such  intervals  throughout  the 
entire  time  of  tabletlng  the  batch  that 
the  quantities  tableted  during  the  inter- 
vals are  approximately  equal; 

(b)  If,  after  tabletlng.  such  person 
packages  the  batch  into  dispensing -size 
containers:  20  tablets  collected  at  equal 
intervals  d\irlng  each  day  the  tablets  are 
being  packaged,  except  that  this  sample 
is  not  required  if  the  tablets  are  pack- 
aged immediately  after  they  are  com- 
pressed: 

or 

(c)  If  the  person  who  requests  certifi- 
cation Is  not  the  manufacturer  of  the 
batch  (for  the  purposes  of  certification, 
a  batch  shall  be  that  number  of  tablets 
filled  by  such  i>er8on  into  dispensing - 
size  containers  during  each  day's  pack- 
aging operations) :  One  tablet  for  each 
5.000  tablets,  but  in  no  case  less  than  30 
tablets  collected  by  taking  single  tablets 
at  such  intervals  throughout  each  day  of 
packaging  the  tablets  that  the  quantities 
pcuikaged  during  the  intervals  are  ap- 
proximately equal. 

•  •  •  •  • 

<e)  Fees.      •  •  • 

<  1  >  $0.75  for  each  tablet  in  the  samples 
submitted  in  accordance  with  para- 
graph (d)  (3)  (i)  (a)  and  (c)  of  this  sec- 
tion: $3.00  tor  the  sample  submitted  in 
accordance  with  pcuragraph  (d)  (8)  (1)  (b) 
of  this  section;  $5.00  for  each  package 
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in  the  sample  submitted  in  accordance 
with  paragraph  <d)<3)»ii»  of  this  sec- 
tion: $4  00  for  each  package  in  the 
sample  submitted  in  accordance  with 
paragraph  <d)(3)(lii)  of  this  section. 

2.  Section  146a  21  (dMit.  (d>»2)<ii. 
( d  >  1 3 » '  i  > .  and  '  e  •<  i »  is  changed  to  read 
as  follows: 

§  li6M.21  CapMulrn  peniciilin-trtrary- 
rline  phonphatr  roiiiplex-novubiocin. 
n>«lMtin  \etrrinar>. 

•  •  •  •  • 

Id'  Request  for  certification,  samples. 
1 1  >  In  addition  to  complying  with  the 
requirements  of  §  146.2  of  this  chapter, 
a  person  who  requests  certification  of  a 
batch  shall  subroit  with  his  request  a 
statement  showing  the  batch  mark;  the 
number  of  capsules  in  such  batch;  the 
number  of  capsules  of  the  batch  pack- 
aged into  dispensing-size  containers  dur- 
ing each  day's  packaging  operations;  the 
batch  marks  and  (unless  submitted  pre- 
viously) the  dates  on  which  the  latest 
assays  of  the  penicillin,  tetracycline 
phosphate  complex,  novobiocin,  and 
nystatin  used  in  making  such  batch  were 
completed;  the  quantity  of  each  in- 
gredient used  In  making  the  batch;  the 
date  on  which  the  latest  assay  of  the 
drug  comprising  such  batch  was  com- 
pleted; and  a  statement  that  each  other 
ingredient  used  conforms  to  the  require- 
ments prescribed  therefor  by  this 
section. 

(2>    •    •    • 

<i)   The  batch: 

(a>  If  the  person  who  requests  cer- 
tification is  the  manufacturer  of  the 
batch:  Average  potency  and  average 
moisture  of  capsules  collected  during 
the  time  of  capsuling  the  batch,  and. 
unless  the  capsules  are  packaged  Into 
dispensing -size  containers  immediately 
after  they  are  capsuled,  average  moistiure 
of  capsxiles  collected  during  each  day  of 
packaging  the  batch. 

(b)  If  the  person  who  requests  cer- 
tification is  not  the  manufacturer  of  the 
batch:  Average  potency  and  average 
moisture  of  capsules  collected  during 
each  day  the  capsules  are  being  packaged 
into  dispensing -size  containers. 

•  •  •  •  • 

(3»    •    •    • 

<i)   The  batch: 

(a>  If  the  person  who  requests  cer- 
tification is  the  manufacturer  of  the 
batch:  One  capsule  for  each  5.000  cap- 
sules in  the  batch,  but  in  no  case  less 
than  30  capsules  collected  by  taking 
single  capsules  at  such  intervals  through- 
out the  entire  time  of  capsuling  the  batch 
that  the  quantities  capsuled  during  the 
intervals   are    approximately   equal; 

(b)  If,  after  capsuling,  such  person 
packages  the  batch  into  dispensing -size 
containers:  20  capsules  collected  at  equal 
intervals  during  each  day  the  capsules 
are  being  packaged,  except  that  this 
sample  is  not  required  if  the  capsules 
are  packaged  immediately  after  they  are 
capsuled ; 

or 

<ci  If  the  person  who  requests  cer- 
tification is  not  the  manufacturer  of 
the  batch  (for  the  purposes  of  certifica- 
tion, a  batch  shall  be  that  number  of 
capsules  filled  by  such  person  into  dis- 


pensing-size containers  during  each 
day's  packaging  operations) :  One  cap- 
sule for  each  5,000  capsules,  but  in  no 
case  less  than  30  capsules  collected  by 
taking  single  capsules  at  such  Intervals 
throughout  each  day  of  packaging  the 
capsules  that  the  quantities  packaged 
during  the  intervals  are  approximately 
equal 

•  •  •  •  • 

(e'    Fees      '    •    * 

( 1 '  $1.50  for  each  capsule  in  the  sam- 
ples submitted  in  accordance  with  para- 
graph (d)(3)(ii  (a)  and  (c)  of  this 
-section;  $3.00  for  the  sample  submitted 
in  accordance  with  paragraph  (d)  (3>(1) 
<b»  of  this  section:  $4.00  for  each  im- 
mediate container  in  the  samples  sub- 
mitted in  accordance  with  paragraph 
<d>t3»  (ii>,  (ill*.  <iv>,  <v>.  and  <vi)  of 
this  section. 

3  Section  146a  27td> '  1 1 .  <d)(2Mii, 
<d»t3>(i).  and  teMii  is  amended  to 
read  as  follows: 

§  146«.27      Prnioilliii  itfblelK. 

•  •  •  •  • 

»d'  Requests  for  certification;  sam- 
ples. (1)  In  addition  to  complying  with 
the  requirements  of  5  146.2  of  this  chap- 
ter, a  person  who  requests  certification  of 
a  batch  shall  submit  with  his  request  a 
statement  showing  the  batch  mark,  the 
number  of  tablets  in  such  batch,  the 
number  of  tablets  of  the  batch  packaged 
mto  dispensing -size  containers  during 
each  days  packaging  operations,  the 
number  of  units  In  each  tablet,  the  date 
on  which  the  latest  assay  of  the  drug 
comprising  such  batch  was  completed, 
the  date  (unless  submitted  previously) 
on  which  the  latest  assay  of  the  penicil- 
lin used  in  making  such  batch  was  com- 
pleted, the  quantity  of  each  ingredient 
used  in  making  the  batch,  and  a  state- 
ment that  such  ingredient  conforms  to 
the  requirements  prescribed  therefor,  if 
any,  by  this  section. 

(2>    •   •   • 

(1)   The  batch: 

<o)  If  the  person  who  requests  cer- 
tification is  the  manufacturer  of  the 
batch:  Average  potency  and  average 
moisture  of  tablets  collected  during  the 
time  of  tabletlng  the  batch,  and,  unless 
the  tablets  are  packaged  into  dispensing- 
size  containers  immediately  after  they 
are  compressed,  average  moisture  of 
tablets  collected  during  each  day  of 
packaging  the  batch. 

(b)  If  the  person  who  requests  cer- 
tification is  not  the  manufacturer  of  the 
batch:  Average  potency  and  average 
moisture  of  tablets  collected  during  each 
day  the  tablets  are  being  packaged  into 
dispensing- size  containers. 


•   •    • 


<3> 

(i»   The  batch: 

•  a)  If  the  person  who  requests  cer- 
tification is  the  manufacturer  of  the 
batch:  One  tablet  for  each  5.000  tablets 
in  the  batch,  but  in  no  case  less  than  30 
tablets  collected  by  taking  single  tablets 
at  such  intervals  throughout  the  entire 
time  of  tabletlng  the  batch  that  the 
quantities  tableted  during  the  intervals 
are  approximately  equal: 

•  b)  If,  after  tabletlng,  such  person 
packaged  the  batch  into  dispensing-size 
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containers:  20  tablets  collected  at  equal 
intervals  during  each  day  the  tablets 
are  being  packaged,  except  that  this 
sample  Is  not  required  If  the  tablets  are 
packaged  Immediately  after  they  are 
compressed ; 

or 

<c»  If  the  person  who  requests  cer- 
tification is  not  the  manufacturer  of  the 
batch  (for  the  purposes  of  certification, 
a  batch  shall  be  that  number  of  tablets 
filled  by  such  person  into  dispensing- 
size  containers  during  each  day's  pack- 
aging operations) :  One  tablet  for  each 
5,000  tablets  in  the  batch,  but  in  no  case 
less  than  30  tablets  collected  by  taking 
single  tablets  at  such  intervals  through- 
out each  day  of  packaging  the  tablets 
that  the  quantities  packaged  during  the 
intervals   are   approximately   equal. 


(e)   Fees.    •   •   • 

( 1 )  $0.75  for  each  tablet  in  the  samples 
submitted  in  accordance  with  paragraph 
<d)(3)(i)  (a)  and  (c)  of  this  section; 
$3.00  for  the  sample  submitted  in  ac- 
cordance with  paragraph  (d)  (3)  (i)  (b) 
of  this  section;  $4.00  for  each  package 
submitted  in  accordance  with  paragraph 
(d)(3)  (11)  and  (ill)  of  this  section: 

4.  Section  146a.30  (d)(1).  (d)(2)(l). 
(d)  (3)  (i),  and  (e)  (1)  Is  amended  in  the 
following  respects: 

§  146a.30      Prnirillin  trorhes. 

•  •  •  •  * 

(d)  Requests  for  certification;  sam- 
ples. ( 1 )  In  addition  to  complsrlng  with 
the  requirements  of  8  146.2  of  this  chap- 
ter, a  person  who  requests  certification 
of  a  batch  shall  submit  with  his  request 
a  statement  showing  the  batch  mark,  the 
number  of  troches  In  such  batch,  the 
number  of  troches  of  the  batch  packaged 
into  dispensing-size  containers  during 
each  day's  packaging  operations,  the 
number  of  units  in  each  troche,  the  date 
on  which  the  latest  assay  of  the  drug 
comprising  such  batch  was  ccHnpleted, 
the  batch  mark  and  date  (unless  sub- 
mitted previously)  on  which  the  latest 
assay  of  the  penicillin  used  in  making 
such  batch  was  completed,  the  quantity 
of  each  ingredient  used  In  making  the 
batch,  and  a  statement  that  each  such 
ingredient  conforms  to  the  requirements 
prescribed  therefor,  if  any,  by  this 
section. 

(2)  •    •    •  I 
(1)   The  batch:  ' 

(a)  If  the  person  who  requests  cer- 
tification Is  the  manufacturer  of  the 
batch:  Average  potency  and  average 
moisture  of  troches  collected  during  time 
of  making  them,  and,  unless  the  trochee 
are  packaged  into  dispensing-size  con- 
tainers Immediately  after  they  are 
manufactured,  average  moisture  of 
troches  collected  during  each  day  of 
packaging  the  batch. 

(b)  If  the  person  who  requests  cer- 
tification is  not  the  manufacturer  of  the 
batch:  Average  potency  and  average 
moisture  of  troches  collected  during  each 
day  the  troches  are  being  packaged  into 
dispensing-size  containers. 
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(3)    •   •  • 

(i)  The  batch: 

(a)  If  the  person  who  requests  cer- 
tification Is  the  manufacturer  of  the 
batch:  One  troche  for  each  5,000  troches 
in  the  batch,  but  in  no  case  less  than  30 
troches  collected  by  taking  single  troches 
at  intervals  throughout  the  entire  time 
of  making  th^n  that  the  quantities  made 
during  the  intervals  are  approximately 
equal; 

(b)  If,  after  manufacturing,  such  per- 
son packages  the  batch  into  dispensing - 
size  containers:  20  troches  collected  at 
equal  intervals  during  each  day  the 
troches  are  being  packaged,  except  that 
this  sample  is  not  required  if  the  troches 
are  packaged  Immediately  after  they  are 
manufactured; 

or 

(c)  If  the  person  who  requests  certifi- 
cation is  not  the  mcmufacturer  of  the 
batch  (for  the  piuposes  of  certification, 
a  batch  shall  be  that  number  of  troches 
filled  by  such  person  into  dispensing -size 
containers  during  each  day's  packaging 
operations) ;  one  troche  for  each  5,000 
troches,  but  in  no  case  less  than  30 
troches  collected  by  taking  single  troches 
at  such  intervals  throughout  each  day 
of  packaging  the  troches  that  the  quan- 
tities packaged  d\u-lng  the  Intervals  are 
ainu'oximately  equal. 

•  •  •  •  * 

(e)  Fees.    •  •  • 

(1)  $0.75  for  each  troche  without 
masticatory  substance  In  the  samples 
submitted  in  accordance  with  paragraph 
(d)(3)(i)  (a)  and  (c)  of  this  section; 
$2.00  for  each  troche  with  masticatory 
substance  In  such  sample;  $3.00  for  the 
sample  submitted  in  accordance  with 
paragraph  (d)  (3)  (1)  (b)  of  this  section; 
$4.00  for  each  package  submitted  in  ac- 
cordance with  paragraph  (d)  (3)  (ii)  and 
(Ui)  of  this  secUon. 

5.  SecUon  146a.34  (d)(1),  (d)(2)(i), 
(d)  (3)  (i) .  and  (e)  (1)  is  amended  In  the 
following  respects: 

§  146a.34     Tablets  aluminum  penicillin. 

•  *  •  •  • 

(d)  Request  for  certification;  samples. 
(1)  In  addition  to  complying  with  the 
requirements  of  S  146.2  of  this  chapter, 
a  pexsoD.  who  requests  certification  of  a 
batch  shall  submit  with  his  request  a 
statement  showing  the  batch  mark,  the 
number  of  tablets  in  such  batch,  the 
nimiber  of  tablets  of  the  batch  pack- 
aged into  dispensing -size  containers  dur- 
.ing  each  day's  packaging  operations,  the 
number  of  units  in  each  tablet,  the  date 
on  which  the  latest  assay  of  the  drug 
comprising  such  batch  was  completed, 
the  batch  mark  and  date  (unless  sub- 
mitted previously)  on  which  the  latest 
assay  of  the  penicillin  used  in  making 
such  batch  was  completed,  the  quantity 
of  each  ingredient  used  in  making  the 
batch,  and  a  statement  that  each  such 
ingredient  conforms  to  the  requirements 
prescribed  therefor,  If  any,  by  this 
section. 

(2)  •    •   • 

(i)  The  batch: 

(a)  If  the  person  who  requests  cer- 
tification is  the   manufacturer  of  the 
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batch:  Average  potency  and  average 
moisture  of  tablets  collected  during  the 
time  of  tabletlng  the  batch,  and.  unless 
the  tablets  are  packaged  into  dispensing- 
size  containers  immediately  after  they 
are  compressed,  average  moisture  of 
tablets  collected  during  each  day  of 
packaging  the  batch. 

(b)  If  the  person  who  requests  cer- 
tification is  not  the  manufacturer  of  the 
batch:  Average  potency  and  average 
moisture  of  tablets  collected  diuing  each 
day  the  tablets  are  being  packaged  into 
dispensing-size  containers. 


(3)    *   *    • 

Ii)   The  batch: 

•  a)  If  the  person  who  requests  certifi- 
cation is  the  manuf  actiirer  of  the  batch : 
One  tablet  for  each  5,000  tablets  in  the 
batch,  but  in  no  case  less  than  30  tablets 
collected  by  taking  smgle  tablets  at  such 
intervals  throughout  tne  entire  time  >  of 
tabletlng  the  batch  that  the  quantities 
tableted  during  the  intervals  are  ap- 
proximately equal  ; 

(b)  If,  after  tabletlng.  such  person 
packages  the  batch  into  dispensing-size 
containers:  20  tablets  collected  at  equal 
intervals  during  each  day  the  tablets  are 
being  packaged,  except  that  this  sample 
is  not  required  if  the  tablets  are  packaged 
immediately  after  they  are  compressed; 

or 

(c)  If  the  person  who  requests  certifi- 
cation is  not  the  manufacturer  of  the 
batch  (for  the  pmposes  of  certification, 
a  batch  shall  be  that  number  of  tablets 
filled  by  such  person  into  dispensing-size 
containers  during  each  day's  packaging 
(^;>eratlons) :  One  tablet  for  each  5,000 
tablets  in  the  batch,  but  in  no  case  less 
than  30  tablets  collected  by  taking  single 
tablets  at  such  intervals  throughout  each 
day  of  packaging  the  tablets  that  the 
quantities  peu;kaged  diu-ing  the  intervals 
are  approximately  equal. 

*  •  •  •  • 

le)  Fees.  •   *   • 

(1)  $0.75  for  each  tablet  in  the  samples 
submitted  in  accordance  with  paragraph 
(d)  (3)  (1)  (a)  and  (c)  of  this  section; 
$3.00  for  the  sample  submitted  in  ac- 
cordance with  paragraph  (d)  (3)  (i)  (b) 
of  this  section;  $4.00  for  each  package  in 
the  samples  submitted  in  accordance 
with  paragraph  (d)  (3)  (11)  and  (Hi)  of 
this  section. 

6.  Section  146a.38  (d)(1).  (d)(2)(i), 
(d)  (3)  (1) ,  and  (e)  (1)  is  amended  to  read 
as  follows: 

• 

§  146a.38  Capsules  buflTcred  penicillin 
with  pectin  hydrolysate  (capsules 
bufTered  potassium  penicillin  with 
pectin  hydroljsate). 

•  •  •  •  • 

id)  Request  for  certification;  samples. 
(1)  In  addition  to  complying  with  the 
requirements  of  §  146.2  of  this  chapter, 
a  person  who  requests  certification  of  a 
batch  shall  submit  with  his  request  a 
statement  showing  the  batch  mark,  the 
nimiber  of  capsules  in  such  batch,  the 
number  of  capsules  of  the  batch  pack- 
aged Into  dispensing -size  containers  dur- 
ing each  day's  packaging  operations,  the 
number  of  units  in  each  capsule,  the 
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date  on  which  the  latest  assay  of  the  drug 
comprising  such  batch  was  completed, 
the  batch  mark  and  (unless  submitted 
previously)  the  date  on  which  the  latest 
assay  of  the  penlcUhn  used  in  making 
such  batch  was  completed,  the  quantity 
of  each  ingredient  used  in  making  the 
batch,  and  a  statement  that  each  such 
ingredient  conforms  to  the  requirements 
prescribed  therefor,  if  any.  by  this 
section. 

(2>    •    •    • 

n>  The  batch: 

<a)  If  the  person  who  requests  cer- 
tification is  the  manufacturer  of  the 
batch:  Average  potency  and  average 
moisture  of  capsules  collected  during  the 
time  of  capsuling  the  batch  and.  imless 
the  capsules  are  packaged  in  dispensing- 
size  containers  immediately  after  they 
are  capsuled,  average  moisture  of  cap- 
sules collected  during  each  day  of  pack- 
aging the  batch. 

(b)  If  the  person  who  requests  certifi- 
cation is  not  the  manufacturer  of  the 
batch:  Average  potency  and  average 
moisture  of  capsules  collected  during 
each  day  the  capsules  are  being  packaged 
into  dispensing -size  containers. 

•  •  •  •  • 

<3>    •   •    • 

<i)  The  batch: 

<a)  If  the  person  who  requests  cer- 
tification is  the  manufacturer  of  the 
batch:  One  capsule  for  each  5.000  cap- 
sules  in  the  batch,  but  in  no  case  less 
than  30  capsules  collected  by  taking 
single  capsules  at  such  intervals  through- 
out the  entire  time  of  capsuling  the  batch 
that  the  qxiantities  capsuled  diuing  the 
intervals  are  approximately  equal; 

(5)  If,  after  capsuling,  such  person 
packages  the  batch  into  dispensing -size 
containers:  20  capsules,  collected  at  equal 
intervals  during  each  day  the  capsules 
are  being  packaged,  except  that  this 
sample  is  not  required  if  the  capsules  are 
packaged  immediately  after  they  are 
capsuled; 

or 

<c)  If  the  person  who  requests  certifi- 
cation is  not  the  manufacturer  of  the 
batch  ffor  the  purpose  of  certification,  a 
batch  shall  be  that  nimiber  of  capsules 
filled  by  such  person  into  dispensing - 
size  containers  during  each  day's  pack- 
aging operations) :  One  capsule  for 
each  5,000  capsules  in  the  batch,  but  in 
no  case  less  than  30  capsules  collected 
by  taking  single  capsules  at  such  inter- 
vals throughout  each  day  of  packaging 
the  capsules  that  the  quantities  pack- 
aged diiring  the  intervals  are  approxi- 
mately equal. 

•  •  •  •  • 

(e)   Fees.     *   •   • 

'  1)  $0.75  for  each  capsule  in  the  sam- 
ples submitted  in  accordance  with  para- 
graph (d)  (3)  (i)  (a)  and  (o  of  this  sec- 
tion; $3.00  for  the  sample  submitted  in 
accordance  with  paragpph  (d)  (3)  (i)  (b) 
of  this  section;  $4.00  for  each  package 
submitted  in  accordance  with  paragraph 
(d)(3)    (u)  and  (iii)  of  this  section. 

§  146a.  53      [Amendment] 

7.  In  S  146a.53  Capsidet  penicillin  and 
novobiociji,  paragraph  (b)(3)  is  amend- 
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ed  by  changing  subdivLsion  ti'  to  read  as 
follows: 

fi)  $1.00  for  each  capsule  submitted 
in  accordance  with  the  requirements  of 
J  146a. 27    'dW3)<i>    fat    and    (c>. 

§  I  t6a.M)       [Amrn4inral) 

8  In  §  146a  60  Pentcillin-bacitracin 
troches  •  •  •.  paragraph  <b»'i»  is 
amended  to  read  as  follows: 

'1'  $100  for  each  troche  submitted 
ill  accordance  with  the  requirement.s  of 
;)  146a. 30  idM3)<i)  (a)  and  ir ' . 

§  I  lfNi.88       [  Amrndmrni  I 

9.  In  5  146a  88  Penicillin-streptoynycm 
tablets  '  '  *.  paragraph  ib''li  is 
amended  to  read  as  follows: 

■1'  $100  for  each  tablet  submitted 
in  accordance  with  the  requirements  of 
J  146a.27    id)(3)(i)    (a)    and    'c>. 

§  I46«.92       [AmrtMlmratI 

10  In  §  146a. 92  Tablets  benzathine 
penicillin  G  and  crystalline  penicillin. 
paragraph  (di  is  changed  to  read  as 
follows: 

>d>  The  fee  for  the  services  rendered 
shall  be  $1.00  for  each  tablet  submitted 
in  accordance  with  the  requirements  of 
§  146a.27  (d>(3Hi)    (a)   and  (Ci. 

§  Ii6u.l06       [.Vmrndmrni] 

11.  In  S  146a. 106  Tableta  benzatliuie 
penicillin  G  and  penicillin  V,  paragraph 
I  d  I  1 1  •    is  amended  to  read   as  follows : 

<  1 )  $1.00  for  each  tablet  submitted  in 
accordance  with  the  requirements  of 
§  146a.27   id>(3)ii>    (a)   and  (O. 

Any  person  who  will  be  adversely  af- 
fected by  the  foregoing  order  may  at  any 
time  prior  to  the  thirtieth  day  from  the 
date  of  its  publication  in  the  Pedexal 
Register  file  with  the  Hearing  Clerk. 
EJepartment  of  Health.  Education,  and 
Welfare.  Room  5440.  330  Independence 
Avenue  SW..  Washington  25.  D.C  . 
written  objections  thereto.  Objections 
shall  show  wherein  the  person  filing  will 
be  adversely  affected  by  the  order  and 
specify  with  particularity  the  provision.s 
of  the  order  deemed  objectionable  and 
the  grounds  for  the  objections.  If  a 
hearing  is  requested,  the  objections  must 
state  the  issue  for  the  hearing,  and  such 
objections  must  be  supported  by  grounds 
legally  si^cient  to  justify  the  relief 
sought.  Objections  may  be  accompanied 
by  a  memorandum  or  brief  in  support 
thereof.  All  documents  shall  be  filed  in 
quintuplicate. 

• 

Effective  date.  This  order  shall  be- 
come effective  30  days  from  the  date  of 
its  publication  in  the  Federal  Register. 
except  as  to  any  provisions  that  may  be 
stayed  by  the  filing  of  proper  objections. 
Notice  of  the  filing  of  objections  or  lack 
thereof  will  be  announced  by  publication 
in  the  Federal  Register. 

(Sees.  507,  701.  59  Stat.  483  as  ;imcnded,  52 
Stat.  1055  as  amended;  21  XJS  C   357,  .371 » 

Dated:  January  16.  1962. 

Geo.  p.  Larrick. 
Commissioner  of  Food  and  Drugs. 

(FJL    Doc    6a-6«5:     Filed.     Jan      19.     196l>. 
8:47  am  I 


PART  146c— CERTrFICATION  OF 
CHLORTETRACYCLINE  (OR  TETRA- 
CYCLINE) AND  CHLORTETRACY- 
CLINE- (OR  TETRACYCLINE-)  CON- 
TAINING  DRUGS 

Chlortetracycline  or  Tetracycline  Hy- 
drochloride Powder  Topical; 
Changes  in   Expiration  Dates 

Under  the  authority  vested  in  the  Sec- 
retary of  Health,  Education,  and  Wel- 
fare by  the  Federal  Food.  Drug,  and  Cos- 
metic Act  <sec.  507,  59  Stat.  463.  as 
amended;  21  U.S.C.  357)  and  delegated 
to  the  Commissioner  of  Food  and  Diugs 
by  the  Secretary  (25  F.R.  8625) .  the  regu- 
lations for  certification  of  antibiotic  and 
antibiotic-containing  drugs  (21  CFR 
146C.230)  are  amended  as  follows: 

Section  146c  230  is  amended  as  set 
forth  below: 

1.  Paragraph  (CMiMiip  Ls  amended 
to  read  as  follows: 

§  I  16r.230  riilurtrlriir><linr  hydrochlo- 
ride powder  topiral;  trtracyrlinr  hy- 
tlrochloritlr  powdrr  topiml. 

•  •  •  •  • 

<c>   Labeling  •   •   • 

I  1 )    •    •    • 

iiii>   The  statement  'Expiration  date 

"    the   blank   being   filled    in 

with  one  of  the  following  dates: 

ia>  If  it  is  chlortetracycline  hydro- 
chloride powder  topical.  48  months  after 
the  month  during  which  the  batch  was 
certified. 

(b)  If  it  is  tetracycline  hydrochloride 
powder  topical,  24  months  after  the 
month  during  which  the  batch  was  certi- 
fied, except  that  the  date  that  is  36 
months,  48  months,  or  60  months  after 
the  month  during  which  the  batch  was 
certified  may  be  used  if  the  person  who 
requests  certification  has  submitted  to 
the  Commissioner  results  of  tests  and 
assays  showing  that  after  having  been 
stored  for  .such  period  of  time  such  drug 
as  prepared  by  him  complies  with  the 
standards  prescribed  therefor  by  para- 
graph (a)  of  this  section. 

<c)  If  it  is  packaged  with  inert  gases, 
24  months. 

2.  In  paragraph  (f)  Exemption  of 
chlortetracycline  hydrochloride  powder 
•  •  *.  subparagraph  '2'  is  amended  to 
read  as  follows: 

(f »    •   •    • 

'2>  The  labels  bear  an  expiration  date 
that  is  48  months,  if  it  is  chlortetra- 
cycline hydrochloride  powder  topical,  or 
24  months,  if  it  Is  tetracycline  hydro- 
chloride powder  topical,  after  the  month 
in  which  the  batch  was  last  assayed  and 
released  by  the  manufacturer,  except.  If 
It  Is  tetracycline  hydrochloride  powder 
topical,  the  date  that  is  36  months,  48 
months,  or  60  months  may  be  used  if  the 
manufacturer  has  submitted  to  the  Com- 
missioner results  of  tests  and  assays 
showing  that  after  having  been  stored 
for  such  period  of  time  such  drug  as 
prepared  by  him  complies  with  the 
standards  prescribed  therefor  by  para- 
graph (a)  of  this  section. 

Notice  and  public  procedure  are  not 
necessary  prerequisites  to  the  promulga- 
tion of  this  order,  and  I  so  find,  since  the 


t 


Saturday,  January  20,  1962 

changes  are  such  that  they  cannot  be 
applied  to  any  specific  product  imless 
and  until  the  manufacturer  thereof  has 
.supplied  adequate  data  as  required  by 
section  507  of  the  Federal  Food,  Drug, 
and  Cosmetic  Act. 

Effective  date.  This  order  shall  be- 
come effective  on  the  date  of  its  publica- 
tion in  the  Federal  Register. 

(Sec    507,  59  Stat   463.  as  amended;  21  U.S.C. 

3571 

Dated:  January  15.  1962.  ' 

Geo.  p.  Larrick, 
Commissioner  of  Food  and  Drugs. 

IFR      Doc.     62-663;     Filed,    Jan.    19,    1962; 
8:47  am  1 


Title  32— NATIONAL  DEFENSE 

Chapter  XIV — The  Renegotiation 
Board 

SUBCHAPTER   B — RENEGOTIATION   BOARD 
REGULATIONS  UNDER  THE  1951    ACT 

PART  1457— FISCAL  YEAR  BASIS  FOR 
RENEGOTIATION  AND  EXCEP- 
TIONS 

Treatment  of  Contracts  With  Price 
Adjustment  Provisions 

Section  1457.5(c)  When  price  revision 
precedes  renegotiation  is  amended  by 
deleting  "1456.3(b)  (2)  and  (3)"  in  the 
second  sentence  and  inserting  In  lieu 
thereof  "1466.4(0)    (2)    and  (3)". 

(Sec.    109,  65  Stat.   22;    50  U.S.C.  App.   Sup. 
1219) 


Dated:  January  17.  1962. 


Lawrence  E.  Hartwzg, 
Chairman. 


I  PR     Doc      62-672;     Piled,     Jan. 
8:49  a.ni.| 


19.     1962; 


PART   1472— CONDUCT  OF 
RENEGOTIATION 

Filing    of   Information    and    Requests 
by   Contractor 

1.  Section  1472,6(d)  Place  for  filing  is 
amended  by  deleting  the  names  and  ad- 
dresses of  the  Regional  Boards  in  sub- 
paragraph (1)  and  inserting  in  lieu 
thereof  the  following: 

Eastern  Regional  Renegotiation  Board, 
1634  Eye  Street  NW.,  Washington  25,  D.O. 

Western  Regional  Renegotiation  Bocu'd, 
6504  Hollywood  Bovilevard,  Los  Angeles  28, 
Calif. 

2.  Section  1472.6(e)  (2)  Hours  of  busi- 
ness is  amended  by  deleting  the  words 
"Los  Angeles  Regional  Renegotiation 
Board"    and   Inserting   in   lieu   thereof 

Western     Regional     Renegotiation 
Board". 

(Sec.    109,   66   Stat     22;    50   US  C.   App    Sup. 
1219) 

Dated:  January  17. 1962.  ' 


Lawkence  E.  Hartwic, 
Chairman. 


|F.R. 


Doe.    62-673;    PUed,    Jan, 
8:49  a.m.] 

No   14 3 


19.    1962; 


FEDERAL  REGISTER 

mie  33— NAVIGATION  AND 
NAVIGABLE  WATERS 

Chapter  II — Corps  of  Engineers, 
Department  of  the  Army 

PART  203 — BRIDGE   REGULATIONS 

Lewes   and    Rehoboth    Canal,    Dela- 
ware, end  Satilla  River, 'Georgia 

1.  Pursuant  to  the  provisions  of  sec- 
tion 5  of  the  River  and  Harbor  Act  of 
AugTlst  18.  1894  (28  Stat,  362;  33  U.S.C. 
499) ,  S  203.237a  is  hereby  prescribed  to 
govern  the  operation  of  the  Delaware 
State  Highway  Department  bridges 
across  the  Lewes  and  Rehoboth  Canal  at 
Rehoboth,  Delaware,  effective  30  days 
after  publication  in  the  Federal  Reg- 
ister, as  follows : 

§  203.237a  Lewes  and  Rehoboth  Canal, 
Del.;  Delaware  State  Highway  De- 
partment bridges  at  Rehoboth. 

(a)  The  owner  of  or  agency  control- 
ling these  bridges  will  iiot  be  required  to 
keep  draw  tenders  in  attendance  from 
5 :00  pjn.  to  7 :00  a.m. 

(b)  Whenever  a  vessel  unable  to  pass 
under  the  closed  bridges  desires  to  pass 
through  the  draws  from  5:00  p.m.  to 
7:00  ajn.,  at  least  24  hours'  advance  no- 
tice of  the  time  opening  is  required  must 
be  given  to  the  authorized  representative 
of  the  owner  of  or  agency  controlling 
the  bridges  to  insiu'e  prompt  opening 
thereof  at  the  time  required. 

(c)  On  receipt  of  such  advance  notice 
the  authorized  representative,  in  com- 
pliance therewith,  shall  arrange  for  the 
prompt  opening  of  the  draws  on  signal 
at  approximately  the  time  specified  in 
the  notice. 

(d)  The  owner  of  or  agency  control- 
ling the  bridges  shall  keep  conspicu- 
ously posted  on  both  the  upstream  and 
downstream  sides  thereof,  in  such  man- 
ner that  it  can  easily  be  read  at  any 
time,  a  copy  of  the  regulations  in  this 
section  together  with  a  notice  stating 
exactly  how  the  representatives  speci- 
fied in"  paragraph  (b)  of  this  section 
may  be  reached. 

(e)  Tlie  operating  machinery  of  the 
draws  shall  be  maintained  in  a  service- 
able condition,  and  the  draws  shall  be 
<4>ened  and  closed  at  intervals  frequent 
enough  to  make  certain  that  the  ma- 
chinery is  in  proper  order  for  satisfac- 
tory operation. 

[Regs,,  Dec.  29,  1961,  285  91  (Lewes  and 
Rehoboth  Canal,  Del.)-ENGCW-ON|  iSec. 
5,  28  Stat.  362;  33  U.S.C.  499) 

2.  Pursuant  to  the  provisions  of  sec- 
tion 5  of  the  River  and  Harbor  Act  of 
August  18,  1894  (28  Stat.  362;  33  U.S.C. 
499) ,  9  203.245  is  hereby  amended  re- 
voking paragraph  (h)  (20)  governing  the 
operation  of  the  State  Highway  Depart- 
ment of  Georgia  bridge  across  Satilla 
River  near  Burnt  Fort,  Georgia,  effective 
on  publication  in  the  Federal  Register 
since  the  bridge  has  been  removed,  as 
follows: 
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§  203.245  Navigable  waters  discharging 
into  the  Atlantic  Ocean  south  of  and 
including  Chesapeake  Bay  and  into 
the  Gulf  of  Mexico,  except  the  Mis- 
sissippi River  and  its  tributaries  and 
outlets;  bridges  where  constant  at- 
tendance of  draw  tenders  is  not 
required. 
•  •  •  •  • 

<h)  Waterways  discharging  into  At- 
lantic Ocean  south  of  Charleston.  •   •  • 

<20)  Satilla  River,  Gte;  State  High- 
way Department  of  Georgia  bridge  near 
Burnt  Fort.     [Revoked] 

[Regs..  Dec,  29,  1961,  285/91  (Satilla  River. 
Ga.)-ENGCW-ON]  (Sec.  6,  28  Stat.  362; 
33  use.  499) 

J.  C.  Lambert, 
Major  General,  U.S.  Army. 
The  Adjutant  General. 

|FR.    Doc.    62-637;     PUed,    Jan.    19,     1962; 
8:45  a.m.] 


Title  41— PUBUC  CONTRACTS 

Chapter  1 — Federal  Procurement 
Regulations 

MISCELLANEOUS  AMENDMENTS 
TO  CHAPTER 

Chapter  1  of  Title  41  is  amended  as  set 
forth  below: 

PART  1-1— GENERAL 

Subpart  1—1.7 — Small  Business 
Concerns 

1.  Section  1-1.710  of  the  table  of  con- 
tents is  revised  as  follows : 

Sec. 

1-1.710  Subcontracting  with  small  busi- 
ness concerns. 

1-1.710-1     General. 

1-1.710-2  Small  business  subcontracting 
program. 

1-1.710-3     Required  clauses. 

1  1.710-4  Review  of  subcontracting  pro- 
gram. 

2.  Section  1-1.710  is  revised  to  read  as 
follows : 

§  1  —  1.710      Subcontracting    with    <iniall 
business  concerns. 

§  1-1.710-1      General. 

<  a)  It  is  the  policy  of  the  Government 
to  enable  small  business  concerns  to  be 
considered  fairly  as  subcontractors  and 
suppliers  to  contractors  performing  work 
or  rendering  services  as  prime  contrac- 
tors or  subcontractors  under  Govern- 
ment procurement  contracts,  and  to 
assure  that  prime  contractors  and  sub- 
contractors having  small  business  sub- 
contracting programs  will  consult 
through  the  appropriate  procuring 
agency  with  the  Small  Business  Admin- 
istration when  requested  by  SBA.  How- 
ever, the  Small  Business  Administration 
is  not  authorized  to  prescribe  the  ex- 
tent to  which  any  contractor  or  subcon- 
tractor shall  subcontract  or  specify  the 
concerns  to  which  subcontracts  shall  be 
granted,  and  is  not  vested  with  author- 
ity respecting  the  administration  of 
individual  prime  contracts  or  subc<Ni- 
tracts.     (See  §  1-1.805  for  subcontract- 
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Inc  policiw  with  respect  to  labor  surplus 
um  ooncems.) 

(b)  This  1 1-1.T1«  aets  forth  the  pro- 
gnm  for  furtber«nee  of  this  pcrficy  and. 
together  with  Sobiwrt  1-3.9,  prescribes 
the  contract  elaoses  and  procedures  for 
use  in  carrying  out  the  small  business 
subcontracting  program. 

<c>  As  used  in  this  Subpart  1-1.7.  the 
term  subcontractor  includes  a  supplier 
and  applies  Jkt  any  level  of  performance 
of  the  contract:  and  the  term  subcon- 
tract includes  a  purchase  order. 

§1-1.710-2      Small  bui>ine««   -u  1m on- 
tracting 


The  Oovemment's  small  business  sub- 
contracting program  requires  Govern- 
ment prime  contractors  to  assume  an 
afflrmative  obligation  with  respect  to 
subcontracting  with  small  business  con- 
cerns. In  contracts  which  range  from 
$5,000  to  $500,000.  the  contractor  under- 
takes the  obligation  of  accomplishing 
the  maximum  amount  of  small  business 
subcontracting  which  is  consistent  with 
the  efficient  performance  of  the  contract. 
This  undertaking  is  aet  forth  in  the  con- 
tract clause  prescribed  in  I  l-1.710-3(a) . 
In  contracts  which  may  exceed  $500,000, 
the  contractor  is  required,  pursuant  to 
the  clause  set  forth  in  S  l-1.7ia-3(b),  to 
undertake  a  number  of  specific  responsi- 
bilities designed  to  assure  that  small 
business  Toncems  are  considered  fairly 
in  the  subcontracting  role  and  to  impose 
similar  responsibilities  on  major  sub- 
contractors. (The  liaison  officer  re- 
quired by  the  latter  clause  may  also 
serve  as  liaison  officer  for  labor  surplus 
area  matters.) 

§  1-1.710-3      Required  cl»unr*. 

(a)  The  Utilization  of  Small  Business 
Concerns  clause,  set  forth  below,  shall 
be  included  in  all  contracts  in  amounts 
which  may  exceed  $5,000  except  '  1 )  con- 
tracts which,  including  all  subcontracts 
thereunder,  are  to  be  performed  entirely 
outside  the  United  States,  its  possessions, 
and  Puerto  Rico,  and  (2)  contracts  for 
services  which  are  personal  in  nature: 

UTtLiZATioN  or  Small  Business  Concerns 

(a)  It  t«  the  poUcy  of  the  Government  as 
declared  by  the  Congress  that  a  rair  propor- 
tion of  the  purchaan  and  contracts  for  sup- 
plies and  services  for  the  Government  be 
placed  with  small  business  concerns. 

(b)  The  Contractor  agrees  to  accomplish 
the  maximum  amount  of  subcontracting  to 
small  business  concerns  that  the  Contractor 
finds  to  be  consistent  with  the  eflklent  per- 
formance of  this  contract. 

I  Knd  of  Clause  | 

<b'  The  Small  Business  Subcontract- 
ing Program  clause,  set  forth  below,  shall 
be  included  in  all  contracts  which  may 
exceed  $500,000.  which  contain  the 
clause  required  by  S  l-1.710-3<a)  and 
which,  in  the  opinion  of  the  procuring 
activity,  offer  substantial  subcontracting 
possibilities.  Purthermore,  prime  con- 
tractors who  are  to  be  awarded  contracts 
which  may  not  exceed  $500,000,  but 
which,  in  the  opinion  of  the  procuring 
activity,  offer  substantial  subcontract- 
ing possibilities,  shall  be  urged  to  accept 
this  clause. 


RULES  AND  tEGULATIONS 

Small  Business  Su■coNTR^c-TINc  Pkucram 

I  a)  The  Contractor  agrees  to  establish  and 
conduct  a  small  business  subcontracting 
program  which  will  enable  small  business 
concerns  to  be  considered  fairly  as  subcon- 
tractors and  suppliers  under  this  contract 
In  this  connection,  the  Contractor  shall — 

( 1 )  Designate  a  liaison  officer  who  will 
<  1 )  maintain  liaison  with  the  Government  on 
small  business  matters.  (II)  supervise  com- 
pliance with  the  UtUlaation  of  Small  Busi- 
ness Concerns  clause,  and  (iiii  administer 
the  Contractor's  "Small  Business  Subcon- 
tracting Program." 

(2)  Provide  adequate  and  timely  con- 
sideration of  the  potentialities  uf  small  busi- 
ness concerns  In  all  "make-or-buy"  decisions 

i3)  Assure  that  small  business  concerns 
win  have  an  equitable  opportunity  to  com- 
pete for  subcontracts,  particularly  by  ar- 
ranging sollcltaUona.  time  for  the  prepara- 
tion of  bids,  quantltle*.  specifications,  and 
delivery  schedules  so  as  to  facilitate  the 
participation  of  small  business  concerns 
Where  the  Contractor's  lists  of  potential 
small  business  subcontractors  are  eicesslvely 
long,  reasonable  effort  shall  be  made  to  give 
all  such  small  buslnsas  concerns  an  op- 
|)ortunity  to  compete  over  a  period  of  time 

(4)  Maintain  records  showing  iii 
whether  each  prospective  subcontractor  Is 
a  small  btislness  coDC«m.  (U)  procedures 
which  have  been  adoptad  to  comply  with  the 
policies  set  forth  In  this  clause,  and  (llli 
with  respect  to  the  letting  of  any  subcon- 
tract (Including  purchase  orders)  exceeding 
tlO,000.  Information  substantially  as  follows: 

(A)  Whether  the  award  went  to  large 
or  small  business. 

(B)  Whether  leas  than  three  or  more 
than  two  small  business  concerns  were 
solicited 

iCi  The  reason  for  non-sohcitatlon 
of  small  business  If  such  was  the  case 

(D)  The  reason  for  small  business 
failure  to  receive  the  award  If  such  was  the 
case  when  small  business  was  solicited. 

The  records  maintained  in  accordance  with 
I  lU  I  above  may  be  In  such  form  as  the  Con- 
tractor may  determine,  and  the  information 
shall  be  summarized  quarterly  and  sub- 
mitted by  the  purchasing  department  of  each 
individual  plant  or  division  to  the  Con- 
tractor's cognizant  small  business  liaison 
officer  Such  quarterly  summaries  will  be 
considered  to  be  management  records  only 
and  need  not  be  submitted  routinely  to  the 
Government;  however,  records  maintained 
pursuant  to  this  clause  will  be  kept  available 
for  review, 

i5i  Notify  the  Contracting  Ofiicer  be- 
fore soUclting  bids  or  quotations  on  any  sub- 
contract (Including  purchase  orders)  in 
excess  of  $10,000  If  (1)  no  small  busine.s* 
concern  is  to  be  solicited,  and  (ID  the  Con- 
tracting Ofllcers  consent  to  the  subcontract 
(or  ratification)  is  required  by  a  Subcon- 
tracts" clause  In  this  contract  Such  notice 
will  state  the  Contractor's  reasons  for  non- 
.sollcitation  of  small  bualnes.s  concerns,  and 
will  be  given  as  early  in  the  procurement 
cycle  as  possible  so  that  the  Contracting 
Officer  may  give  SBA  timely  notice  to  permit 
SBA  a  reasonable  period  to  suKKest  poten- 
tially qualified  small  business  concerns 
through  the  Conlractlr^g  Officer.  In  no  case 
will  the  procurement  action  be  held  up  when 
to  do  so  would,  in  the  Contract<«-'s  Judgment, 
delay  performance  under  the  contract. 

(6)  Include  the  Utilization  of  Small 
Business  Concerns  clause  in  subcontracts 
which  offer  substantial  sm;Ul  business  sub- 
contracting opportunities 

(7)  Qooperate  with  the  Contracting 
Officer  In  any  studies  and  surveys  of  the 
Contractor's  subcontracting  procedures  and 
practices  that  the  Contracting  Officer  may 
from  time  to  time  conduct 


(8(  Submit  such  Information  on  sub- 
contracting to  small  business  concerns  as 
Is  called  for  the  Contracting  Officer. 

(b)  A  "smaU  business  concern"  Is  a  con- 
cern that  meets  the  pertinent  criteria  estab- 
lished by  the  Small  Business  AdmtnUtratlon 
and  set  forth  In  I  1-1.701  of  the  Federal  Pro- 
curement Regulations. 

(e)  The  Contractor  a(;rees  that,  in  the 
event  he  falls  to  comply  with  his  con- 
tractual obligations  concerning  the  small 
business  subcontracting  program,  this  con- 
tract may  be  terminated,  in  whole  or  in  part. 
!or  default 

id)  The  Contractor  further  agrees  to  In- 
sert, in  any  subcontract  hereunder  which 
may  exceed  t500,000  and  which  contains  the 
Utilization  of  Small  Business  Concerns 
claiise.  provisions  which  shall  conform  sub- 
stantially to  the  language  of  this  clause.  In- 
cluding this  paragraph  (d),  and  to  notify 
the  Contracting  Officer  of  the  names  of  such 
subcontractors. 

[End  of  Clause] 

§  1-1.710—4      Review    of    sulN-unlrartiiif: 
pr«>gran). 

ia>  The  adequacy  of  the  contractors 
Small  Business  Subcontracting  Pro- 
gram" shall  be  reviewed  by  the  procuring 
agency  concerned,  and  any  deficiencies 
shall  be  brought  to  the  attention  of  the 
contractors  liaison  officer  with  a  re- 
quest for  corrective  action. 

'b)  Each  procuring  agency  shall  as- 
-sist  the  Small  Business  Administration 
to  obtain  such  reasonably  obtainable  in- 
formation and  records  concerning  the 
subcontracting  of  its  prime  contractors 
and  its  subcontractors,  having  contracts 
which  contain  the  Small  Business  Sub- 
contracting Program  clause,  as  the 
Small  Business  Administration  may  deem 
necessary.  Accordingly,  the  contracting 
officer  may  separately  or  together  with  a 
representative  of  SBA.  periodically  con- 
duct studies  and  surreys  of  the  contrac- 
tor's subcontracting  pix>cedures  and 
practices  and  those  of  his  subcontrac- 
tors. Such  studies  and  surveys  may 
oriKinate  with  the  procuring  agency  in 
order  to  have  available  the  pertinent 
data  concerning  subcontracting  by  its 
primes,  or.  if  such  data  is  not  currently 
available,  the  studies  and  surveys  may 
originate  upon  the  request  of  the  Small 
Business  Administration  for  *uch  data. 
On  the  basis  of  the  foregoing  studies, 
-surveys,  and  records,  tl^e  Small  Bu^ess 
Administration  may  make  recommenda- 
tions to  the  procuring  asency  regarding 
methods  for  increasing  small  business 
participation  in  the  contractor's  subcon- 
tract awards.  SBA  and  the  procuring 
agency  will  freely  interchange,  at  the 
operating  level,  information  resulting 
from  these  surveys. 

•  c  Subcontracting  records  main- 
tained by  Government  offices  shall  be 
made  available  for  review,  as  requested 
by  SBA. 

Subpart    1—1.8 — Labor    Surplus    Area 
Concerns 

3.  Section  1-1.805  of  the  table  of  con- 
tents is  revised  as  follows: 

Sec. 

1    1  805         Subcontracting    with    labor    sur- 
plus area  concerns. 
1    1805-1     General. 
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Sec. 

1-1.80&-2  Labor  surplus  area  subcontract- 
ing program. 

1-1805-3     Required  clauses. 

1  1 .805-4  Review  of  subcontracting  pro- 
gram. 

4.  Section  1-1.805  is  revised  to  read  m 
follows : 

§  1-1.805      Subrontracting  with  labor  sur- 
pluH  area  ronrernf). 

i;  1-1.805-1      General.  ' 

<a)  In  furtherance  of  the  general  pol- 
icy stated  in  §  1-1.802,  procuring  agen- 
cies shall  encourage  certain  prime  con- 
tractors to  place  subcontracts  with  con- 
cerns which  will  perform  a  substantial 
proportion  of  the  production  in  areas  of 
labor  surplus,  where  this  can  be  done 
consistent  with  efficient  performance  of 
contracts  and  at  prices  no  higher  than 
are  obtainable  elsewhere.  (See  S  1-1.710 
for  subcontracting  policies  with  respect 
to  small  business  concerns.) 

(b)  As  used  in  this  Subpart  1-1.8,  the 
term  subcontractor  includes  a  surlier 
and  applies  at  any  level  of  performance 
of  the  contract;  and  the  term  subcon- 
tract includes  a  purchase  order. 

§  1  —  1.805—2      Labor  surplus  area  subcon- 
trarting  program. 

The  Government's  labor  surplus  area 
subcontracting  program  requires  Gov- 
ernment prime  contractors  to  assume  an 
afflrmative  obligation  with  respect  to 
subcontracting  with  labor  surplxis  area 
concerns.  In  contracts  which  range 
from  $5,000  to  $500,000,  the  contractor 
undertakes  the  obligation  of  using  his 
best  efforts  to  place  his  subcontracts  with 
concerns  which  will  perform  such  sub- 
contracts substantially  in  areas  of  labor 
surplus,  where  this  can  be  done  con- 
sistent with  the  efficient  performance  of 
the  contract  and  at  prices  no  higher  than 
are  obtainable  elsewhere.  This  under- 
taking is  set  forth  in  the  contract  clause 
prescribed  in  §  1-1. 805-3 (a).  In  con- 
tracts which  may  exceed  $500,000,  the 
contractor  is  required,  pursuant  to  the 
clause  set  forth  in  §  1-1. 805-3  (b),  to  un- 
dertake a  number  of  specific  respon- 
sibilities designed  to  assure  achievement 
of  the  objectives  referred  to  above  and 
to  impose  similar  responsibilities  on 
major  subcontractors.  (The  liaison  offi- 
cer required  by  the  latter  clause  may 
also  serve  as  liaison  officer  for  small  busi- 
ness matters. » 

§  1  —  1.805—3      Required  (■lauf>e8. 

•  a)  The  Utilization  of  Concerns  in 
Labor  Surplus  Areas  clause,  set  forth 
below,  shall  be  inserted  in  all  contracts 
in  amounts  which  may  exceed  $5,000, 
except — 

<  1  >  Contracts  with  foreign  contrac- 
tors which,  including  all  subcontracts 
thereunder,  are  to  be  performed  entirely 
outside  the  United  States,  its  possessions, 
and  Puerto  Rico; 

<  2 )  Contracts  for  services  which  are 
personal  in  nature;  and 

i3)   Contracts  for  construction. 

Utilization  or  Conckrns  in   Labor  Surplus 
Arxas 

It  is  the  policy  of  the  Government  to  place 
contracts  with  concerns  which  will  perform 
such  contracts  substantially  In  areas  of  per- 
sistent or  substantial  labor  surplxis,  where 
this  can  be  done  consistent  with  the  efllcient 
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performance  d  the  contract  and  at  prices 
no  higher  than  are  obtainable  elsewhere. 
The  Contractor  agrees  to  use  his  best  efforts 
to  place  his  subcontracts  in  accordance  with 
this  polley.  In  complying  with  the  foregoing 
and  with  paragraph  (b)  of  the  clause  of  this 
contract  entitled  "Utilization  of  Small  Busi- 
ness Ooncems,"  the  Contractor  in  placing 
his  •uboontracts  shall  observe  the  following 
order  of  preference :  (a)  persistent  labor  sur- 
plus area  ooncems  which  are  also  small  busi- 
ness concerns;  (b)  other  persistent  labor 
surplus  area  concerns:  (c)  substantial  labor 
surplus  area  concerns  which  are  also  small 
business  concerns;  (d)  other  substantial 
labor  surplus  area  concerns;  and  (e)  small 
business  concerns  which  are  not  labor  sur- 
plus area  concerns. 

[End  of  Clause] 

(b)  Hie  Labor  Surplus  Area  Subcon- 
tracting Program  clause,  set  forth  be- 
low, shall  be  included  in  all  contracts 
which  may  exceed  $500,000,  which  con- 
tain the  clause  required  by  §  1-1 .805-3  (a ) 
and  which,  in  the  opinion  of  the  pro- 
curing activity,  offer  substantial  subcon- 
tracting possibilities.  Purthermore, 
prime  contractors  who  are  to  be  awarded 
contracts  which  may  not  exceed  $500,- 
000  but  which,  in  the  opinion  of  the 
procuring  activity,  offer  substantial  sub- 
contracting possibilities,  shall  be  urged 
to  accept  this  clause. 

Labor  Surplvs  Area  Subcontracting  Program 

(a)  The  Contractor  agrees  to  establish  and 
conduct  a  program  which  will  encourage 
labor  surplus  area  concerns  to  compete  for 
subcontracts  within  their  capabilities.  In 
this  connection,  the  Contractor  shall — 

(1)  Designate  a  liaison  officer  who  will 
(1)  maintain  liaison  with  duly  authorized 
representatives  of  the  Oovernment  on  labor 
surplus  area  matters,  (11)  supervise  compli- 
ance with  the  UtlllBatlon  of  Concerns  in 
Labor  Surplus  Areas  clause,  and  (111)  admin- 
ister the  Contractor's  "Labor  Surplus  Area 
Subcontracting  Program"; 

(3)  Provide  adequate  and  timely  con- 
sideration of  the  potentialities  of  labor  sur- 
plus area  concerns  In  all  "make-or-buy"  de- 
cisions; 

(3)  Assure  that  labor  stirplus  area  con- 
cerns win  have  an  equitable  opportunity  to 
compete  for  subcontracts,  particularly  by 
arranging  solicitations,  time  for  the  prepara- 
tion of  bids,  quantities,  specifications,  and 
delivery  schedules  so  as  to  facilitate  the  par-  ' 
tlclpatlon  of  labw  surplus  area  concerns; 

(4)  Maintain  records  showing  procedures 
which  have  been  adopted  to  comply  with  the 
policies  set  forth  in  this  clause;  and 

(6)  Include  the  Utilization  of  Concerns 
In  Labor  Surplus  Areas  clause  in  sut>contractfi 
which  offer  substantial  labor  surplus  area 
subcontracting  opportunities. 

(b)  A  "labor  surplus  area  concern"  is  a 
concern  which  will  perform,  or  cause  to  be 
performed,  a  substantial  proportion  of  any 
contract  awarded  to  It  In  "Areas  of  Substan- 
tial Labor  Sxirplus"  (also  called  "Areas  of 
Substantial  Unemployment"),  as  designated 
by  the  Department  of  Labor.  A  concern  shall 
be  deemed  to  perform  a  substantial  propor- 
tion of  a  contract  In  a  labor  surplus  area  if 
the  costs  that  the  concern  will  Incur  on  ac- 
count of  mantifacturlng  or  production  per- 
formed In  persistent  or  substantial  labor 
surplxis  areas  (by  Itself  or  its  first-tier  sub- 
contractors) amount  to  more  than  50  percent 
of  the  price  of  such  contract. 

(c)  The  Contractor  further  agrees  to  in- 
sert. In '  any  subcontract  hereunder  which 
may  exceed  9600,000  and  which  contains  the 
Utilization  of  Concerns  In  Labor  Siu-plus 
Areas  clause,  provisions  which  shall  conform 
substantially  to  the  language  of  this  clause, 
including  this  paragraph  (c),  and  to  notify 
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the  Contracting  Officer  of  the  names  of  such 

subcontractors, 

(End  of  Clause] 

§  1  —  1.805-4      Review    of    subcontracting 
program. 

The  adequacy  of  the  contractor's 
Labor  Surplus  Area  Subcontracting 
Program"  shall  be  reviewed  by  the  pro- 
curing agency  concerned,  and  any  de- 
ficiencies shall  be  brought  to  the  atten- 
tion of  the  contractor's  liaison  officer 
with  a  request  for  corrective  action. 


PART   1-2— PROCUREMENT  BY 
FORMAL  ADVERTISING 

Subpart  1-2.4 — Opening  of  Bids  and 
Award  of  Contract 

In  §  1-2.407-6,  paragraph  (h)  is 
amended  to  read  as  follows: 

§  1-2.407-6     Equal  low  bids. 

*  •  •  •  • 

(b)  If  the  application  of  (a)  of  this 
§  1-2.407-6  results  in  two  or  more  bid- 
ders being  eligible  for  award,  the  award 
shall  be  made  to  the  bidder  who  will 
make  the  most  extensive  use  of  small 
business  subcontractors.  If  two  or 
more  bidders  still  remain  eligible  for 
award,  award  shall  be  made  by  a  draw- 
ing by  lot  limited  to  such  bidders.  If 
time  permits,  the  bidders  involved  shall 
be  given  an  opportunity  to  be  present  at 
the  drawing  by  lot.  Such  drawing  shall 
be  witnessed  by  at  least  three  persons 
and  the  contract  file  shall  contain  the 
names  and  addresses  of  those  witnesses. 


PART   1-3— PROCUREMENT  BY 
NEGOTIATION 

1.  In  §  1-3.000,  paragraph  (b)  is 
amended  by  deleting  subparagraphs  (6) 
through  (8)  and  indudiiig  a  new  sub- 
paragraph (6).  As  so  amended,  para- 
graph (b)  reads  as  follows: 

§1-3.000     Scope  of  part. 

•  •  •  •  • 

•  b>  This  part  sets  forth  the  following 
policies  and  procedures: 

(1)  The  basic  requirements  for  the 
procurement  of  property  and  services  by 
means  of  negotiation; 

(2)  The  different  circumstances 
under  which  negotiation  is  permitted; 

(3)  Determinations  and  findings 
that  may  be  required  before  a  contract 
is  entered  into  by  negotiation; 

(4)  Types  of  negotiated  contracts 
and  their  use; 

<5)  Price  negotiation  policies  and 
techniques;  and 

rs)  Subcontracting  policies  and 
procedures. 

Subpart  1-3.1 — Use  of  Negotiation 

2.  In  §  1-3.102,  paragraph  (n)  is 
amended  to  read  as  follows: 

§  1-3.102      Factors  to   be  considered    in 
negotiated  contracts. 

•  •  •  •  • 

in)  Consideration  of  subcontracting, 
with  the  extensive  use  of  small  business 
subcontractors  being  considered  a  fa- 
vorable factor. 
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3.  The  table  of  ooatents  is  amended 
to  include  new  Subpart  1-3.9  as  follows : 

Subpart  1—3.9— SafccvnfrvcHnf  foiki**  and 


Sec 

1-3.900 
1^.901 
1-3  Joa 
1-3.903-1 
1-3  903-3 
1-3.903-3 
1   3  903-4 
1-3  903 


Scope  of  •ubp&rt. 

0«iMna. 

"llake-or-tMiy"  profranos 

R«tU«  of  prognun. 

Approval  of  prognuns. 

Contract  clause. 

Admlnlstnitlon  of  program. 

Rerlev  aari  approval  of  contrac- 
tar%  purchasing  sTstem  and 
subcontracts.    ( Reserved  | 

AuTHoairr:     If  1-8.900    to    1-3  903    Issued 
under   sm:.   306(0.   81   Stat.   390;    40    VSC 
486(C):  sec.  8.  73  Stat.  989.  15  VSC   637.  sec 
7.  Public  Law  87-306. 

4.  Subpart  1-3.9  is  added  to  read  as 
follows : 

Subpart    1-3.9 — ^Subcenfrocting 
Polici*s  cund  Procaduras 

§1-3.900     Scope  of  %ubpan. 

This  sulH>art  sets  forth  policies  and 
procedures  for  the  eraluation.  review, 
and  approval  of  a  contractor's  "make-or- 
buy"  program,  purchasing  system,  and 
proposed  subcontracts. 

§  1-3.901      C«MraL 

^a>  Information  as  to  the  contractor's 
"make-or-buy"  program,  purchasing  sys- 
tem, and  proposed  subcontracts  may  be 
important  to  (1)  negotiation  of  reason- 
able contract  prices  (see  i  1-3.808-5). 
(2)  assurance  <rf  satisfactory  contract 
performance,  or  (3)  carrying  out  Gov- 
ernment policies  regarding  small  busi- 
ness (see  9  1-1.710-1 ) ,  labor  surplus  areas 
(see  S  1-1.80&-1),  acquisition  and  use  of 
Government  ftu^ilities,  maintenance  of 
mobilization  base,  or  other  policies  which 
may  be  appropriate  to  the  particular 
procurement.  Tlierefore,  Government 
surveillance  of  a  contractor's  "make-or- 
buy"  program,  purchasing  system,  and 
proposed  subcontracts  is  required  as  set 
forth  in  this  Sul^art  1-3.9.  Where 
"make-or-buy"  decisions  and  subcon- 
tracting will  have  a  substantial  impact 
on  any  of  the  above  mentioned  factors, 
the  contractor's  "make-or-buy "  pro- 
gram and  subcontracting  should,  to  the 
extent  practicable,  be  evaluated  and 
agreed  on  during  negotiations. 

(b)  The  subcontracting  policies  and 
procedures  in  this  Subpart  1-3.9  should 
generally  be  applied  to  procurement 
where  (1)  the  item,  system,  or  work  is 
complex,  the  dollar  value  is  substantial, 
or  competition  is  restricted,  and  <2> 
either  (i)  cost-reimbursement,  price  re- 
determi nation,  or  incentive- type  con- 
tracts are  to  be  used,  or  (ii)  make-or- 
buy  decisions  are  expected  to  have  a  sub- 
stantial impact  on  negotiations  leading 
to  a  nrm  fixed-price  contract. 

§  1-3.902      "Make-or-bur"  progmm*. 

§  1-3.902-1      Review  of  program. 

(a>  A  "make-or-buy"  program  is  that 
part  of  a  contractor's  written  plan  for  the 
development  or  production  of  an  end 
item  which  outlines  the  major  compo- 
nents, asaembllea.  subassembUes.  and 
parts  to  be  manufactured  (including 
testing,  treating,  and  assembling)  in  his 
own  facilities,  and  those  which  will  be 
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obtained  elsewhere  by  subcontract.    A 
make  "  item  is  any  item  produced,  or 
work  performed,  by  the  contractor  or  his 
affiliate,  subsidiary,  or  division. 

(b)(1)  Where  the  nature  of  the  pro- 
curement Is  such  that,  in  view  of  the  fac- 
tors referred  to  in  S  1-3.901  (b ) .  review  of 
the  make-or-buy"  program  is  appropri- 
ate or  is  otherwise  considered  essential, 
the  prospective  contractor  shall  be  re- 
quired to  submit  his  proposed  "make- 
or-buy"  program,  together  with  sufficient 
related  data,  to  the  contracting  officer 
for  evaluation  of  such  factors  in  <  e  >  of 
this  §  1-3.902-1  as  are  pertinent 

(2>  At  the  time  a  request  for  pro- 
posals is  issued,  the  procuring  agency 
shall  request  potential  suppliers  to  fur- 
nish a  "make-or-buy"  program  on  all 
negotiated  procurements  except  as  other- 
wise provided  in  (3),  (4>,  or  <5»  of  this 
5  1-3.902-1  (b). 

<3)  A  "make-or-buy"  program  will 
not  be  required  when  a  proposed  con- 
tract has  a  total  estimated  value  of  less 
than  $1,000,000  unless  the  contracting 
officer  specifically  determines  that  a 
"make-or-buy"  program  is  appropriate. 

<  4 )  Research  and  development  con- 
tracts are  exempt  from  the  provisions  of 
this  9  1-3.902  unless  it  can  reasonably 
be  anticipated  that  follow-on  quantities 
of  the  product  will  be  procured. 

1 5)  A  "make-or-buy"  program  will 
not  be  required  if  the  contracting  officer 
determines  that  none  of  the  factors  in 
S  1-3 .901(b)   are  applicable. 

to  The  contractor  will  be  informed 
that  the  program  he  submits  should  be 
confined  to  important  items  which.  l>e- 
cause  of  their  complexity,  quantity,  cost 
or  requirement  for  additional  Govern- 
ment facilities,  normally  would  require 
company  management  review  of  the 
make-or-buy  decision  "Detail  parts" 
or  "off-the-shelf"  items  will  not  be  in- 
corporated in  a  "make-or-buy"  program 
unless  their  potential  impact  on  such 
program  or  production  schedule  makes 
their  inclusion  necessary.  If  the  design 
status  of  the  end  item  being  procured  is 
not  sufficiently  advsuiced  to  permit  ac- 
curate precontract  identification  of  all 
items  that  may  be  subject  to  "make-or- 
buy"  decisions,  the  contractor  shall  be 
notified  that  such  items  must  be  .sub- 
mitted, when  identifiable  under  the 
terms  of  the  Changes  to  Make-or-Buy 
Program  clause  (see  9  1-3.902-3 ». 

<d)  The  contractor  shall  be  required 
to  submit,  with  his  proposal,  a  "make-or- 
buy"  program  of  important  items  in- 
cluding in  addition  to  information 
required  by  9  1-3.902-1  <  b) .  (1)  a  de- 
scription by  which  each  such  item  can 
be  readily  identified,  (2)  a  recommenda- 
tion to  make  or  buy  the  item  or  defer 
the  decision,  (3)  when  feasible,  the 
names  of  proposed  subcontractors,  and 
1 4)  the  important  items  to  be  made  by 
the  contractor,  including  a  de.signation 
of  the  plant  and  division  in  which  the 
contractor  proposes  to  perform  the  work. 
<e)  "Make-or-buy"  programs  shall  be 
evaluated  and  agreed  upon  by  the  con- 
tractor and  the  procuring  activity  at  the 
earliest  practicable  time  during  negoti- 
ations. In  reviewing  the  "make-or- 
buy"  program  during  the  negotiations, 
the  effect  of  the  following  factors  on  the 


interests   of   the   Government   shall   be 
considered : 

(1)  The  effect  of  the  contractor's 
plan  to  make-or-buy.  as  the  case  may 
be,  on  price,  quality,  delivery,  and  per- 
formance. 

(2)  Whether  the  contractor  plans 
to  broaden  his  base  of  subcontractors 
through  competition. 

(3)  Whether  the  contractor  has 
properly  considered  the  competence, 
abilities,  experience,  and  capacities 
available  within  other  firms. 

(4)  Whether  small  business  con- 
cerns can  produce  the  item  or  perform 
the  work  in  question  and  at  what  price. 

<5)  Whether  the  contractor  or  ma- 
jor subcontractors  propose  to  do  work 
in  plant,  the  nature  of  which  differs  sig- 
nificantly from  their  normal  in-plant 
operations  or  for  which  they  are  not 
historically  suited. 

(6)  Whether  production  of  the  item 
or  performance  of  the  work  will  create 
a  requirement,  either  directly  or  indi- 
rectly, for  additional  facilities  to  be 
furnished  by  the  Government,  or  the 
continued  use  of  Government-owned  fa- 
cilities, by  the  contractor  or  by  subcon- 
tractors. 

t7>  Whether  the  contractor  pro- 
posed to  ask  the  Government  to  furnish 
additional  facilities  to  do  the  work  in 
plant  for  which  there  is  capacity  else- 
where which  is  competitive  in  quality, 
delivery,  and  overall  cost,  and  is  ac- 
ceptable as  a  source  to  the  contractor. 

(8)  Whether  the  item  or  work  has 
been  subcontracted  on  this  or  previous 
contracts. 

<9)  Other  factors,  such  as  the  na- 
ture of  the  item,  experience  with  similar 
Items,  future  requirements,  engineering, 
tooling,  starting  load  costs,  market  con- 
ditions, and  the  availability  of  person- 
nel and  material. 

I  f  >  The  procuring  agency  will  review 
the  "make-or-buy"'  program  to  deter- 
mine if  all  appropriate  items  are  in- 
cluded or  if  it  contains  items  that  should 
be  deleted  because  of  their  relatively 
minor  importance.  In  all  considera- 
tions relative  to  a  "make-or-buy"  pro- 
gram, the  procuring  agency  will  obtain 
the  advice  and  assistance  of  all  appro- 
priate persormel  whose  knowledge  would 
contribute  to  the  adequacy  of  the  review. 
'K»  Before  agreeing  to  a  "make-or- 
buy"  program  <or  consenting  to  any 
change  therein  which,  in  the  opinion  of 
the  contracting  officer,  would  reduce  the 
anticipated  participation  of  small  busi- 
ness! ,  the  procuring  activity  shall  invite 
the  advice  and  counsel  of  the  SBA  by 
permitting  SBA  representatives  (regu- 
larly assigned  to  the  activity*  to  review 
all  pertinent  facts  and  make  recommen- 
dations thereon.  Such  review  by  SBA 
.should  be  concurrent  with  the  review  by 
the  procuring  activity  (or.  in  the  case 
of  changes,  the  contracting  officer'. 
Where  urgent  circumstances  do  not  per- 
mit such  a  concurrent  review,  or  where 
SBA  fails  to  respond  on  a  timely  basis, 
the  contracting  officer  shall  include  an 
explanatory  statement  in  the  contract 
file  and  shall  transmit  a  copy  to  the  SBA 
representative. 

ih>   After  agreement  on  the  program 
is  reached,  the  contracting  officer  shall 
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notify  the  contractor  as  to  the  Govern- 
ment's approval  of  the  program  and  shall 
inform  the  contractor  as  to  any  require- 
ment for  further  review  during  perform- 
ance of  the  contract.  For  example,  if 
follow-on  procurements  occur,  the  pro- 
curing activity  and  the  contractor  will 
review  the  existing  "make-or-buy"  pro- 
gram to  determine  whether  it  should  be 
rtviscd. 

5;   1-3.902-2      Approval  of  programs. 

'a>  Proposed  "make"  items  shall  not 
be  agreed  to  when  the  products  or  serv- 
ices under  consideration: 

1 1 )  Are  not  regularly  manufactured 
or  provided  by  the  contractor,  and  are 
available — quality,  quantity,  delivery, 
and  other  essential  factors  considered — 
from  other  firms  at  prices  no  higher 
than  if  the  contractor  makes  or  provides 
the  product  or  service;  or 

i2»  Are  regularly  manufactured  or 
provided  by  the  contractor,  and  are 
available — quality,  quantity,  delivery, 
and  other  essential  factors  considered — 
from  other  firms  at  prices  lower  than 
if  the  contractor  makes  or  provides  the 
product  or  service; 

Provided.  That  such  items  may  be  agreed 
to.  notwithstanding  (1)  and  (2) ,  if  in  the 
opinion  of  the  contracting  officer  the 
overall  cost  of  the  contract  to  the  Gov- 
ernment would  be  increased  if  the  items 
were  "bought". 

'  b  >  Approval  of  the  contractor's  pur- 
chasing system  shall  not  constitute  ap- 
proval of  the  "make-or-buy"  program. 

!;•  l-3.«>02-3      Contract  clause. 

The  following  clause  shall  be  incor- 
porated in  all  cost-reimbursement,  price 
redetermination,  or  incentive  type  con- 
tiacUs  as  to  which  a  "make-or-buy"  pro- 
i^ram  has  been  agreed  upon: 

OiANGES  TO  MAKE-OR-BUT  PROGRAM 

TJic  Contractor  agrees  to  perform  this  con- 
tr;u  t  in  accordance  with  the  "make-or-buy" 
prDgram  attached  to  this  contract,  except  as 
hereinafter  provided.  If  the  Contractor  de- 
snes  to  change  the  "make-or-buy"  program, 
he  .shall  notify  the  Contracting  Officer  in 
writing  of  the  proposed  change  reasonably 
in  advance  and  shaU  submit  justification 
m  fcufflclent  detail  to  permit  evaluation  of 
!lie  proposed  change.  Clianges  in  the  place 
of  performance  of  work  on  any  "make"  Item 
in  the  "make-or-buy"  program  are  subject  to 
;his  requirement.  With  respect  to  Items 
deferred  at  the  time  of  negotiation  of  this 
contract  for  later  addition  to  the  "make-or- 
buy"  program,  the  Contractor  shall  notify 
the  Contracting  Officer  of  each  proposed 
addition  at  the  earliest  possible  time,  to- 
gether with  justification  In  sufficient  detail 
to  permit  evaluation.  The  Contractor  shall 
not,  without  the  written  consent  of  the  Con- 
tracting Officer,  make  changes  or  additions 
to  the  program.  However,  in  his  discretion, 
the  Contracting  Officer  may  ratify  in  writing 
any  changes  or  additions.  The  "make-or- 
buy'  program  attached  to  this  contract  shall 
be  deemed  to  be  modified  in  accordance  with 
the  wTltten  consent  or  ratification  by  the 
Coiitractlng  Officer. 

(End  of  Clause] 

^i   I -.3. 902— i     Administration  of  program. 

•  a )  On  applicable  contracts,  the  cog- 
nizant contract  administration  office 
will  establish  a  procedure  with  the  con- 
tractor to  assure  timely  compliance  with 
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the  terms  of  the  contract  clause.  This 
procediu-e  will  include  provisions  for 
processing  changes  to  the  established 
"make-or-buy"  program  and  for  obtain- 
ing "make-or-buy"  decisions  for  items 
reserved  for  deferred  decisions  or  un- 
identified at  the  time  of  contract 
negotiations. 

<b)  When  a  "make-or-buy"  program 
is  agreed  upon  with  a  contractor,  or  there 
are  changes  or  additions  to  a  "make-or- 
buy"  program,  the  consideration  given 
each  item  on  such  program  will  be  docu- 
mented in  the  contract  file.  If  a  con- 
tract (including  supplemental  agree- 
ments for  new  procurement)  except  one 
specifically  exmpted  by  9  1-3.902-1  (b), 
does  not  include  the  Changes  to  Make- 
or-Buy  Program  clause,  the  contracting 
officer  will  document  the  contrsust  file 
with  a  written  statement  of  facts  to  sus- 
tain and  make  clear  the  appropriateness 
of  the  determination  not  to  include  the 
clause.  Such  determination  will  be  based 
on  one  of  the  following:  (1)  the  contract 
is  on  a  firm  fixed-price  basis;  (2)  the 
contract  is  not  exempt  but  there  are  no 
items  which  can  be  identified  as  requir- 
ing a  "make-or-buy"  program  as  de- 
fined in  9  1-3.902-1^)  ;  or  (3)  a  devia- 
tion has  been  approved. 

§  1—3.903  Review  and  approval  of  con- 
tractor's purchasing  sy.stem  and  sub- 
contracts.     [  Reserved  ] 


PART  1-7— CONTRACT  CLAUSES 

Subpart  1-7.1 — Fixed-Price  Supply 
Controcts 

1.  The  table  of  contents  is  amended 
to  revise  the  caption  for  9  1-7.101-26  and 
include  a  new  9  1-7.101-27  as  follows: 

Sec. 

1-7.101-26  Small  business  subcontracting 
program. 

1-7.101-27  Labor  surplus  area  subcontract- 
ing program. 

2.  Section  1-7.101  is  amended  by  revis- 
ing §9  1-7.101-21.  1-7.101-25.  and  1- 
7.101-26,  and  adding  9 1-7.101-27.  to 
read  as  follows: 

§  1-7.101      Qauses. 


§  1-7.101-21      I'lilizatioa  of  ».niall  Liim- 
ness  concerns. 

Insert  the  clause  set  forth  in  5  1-1.710- 
3^a)  under  the  conditions  and  in  the 
manner  prescribed  therein. 

*  •  •  •  • 

§  1—7.101—25      Utilization  of  C4inrern.'«  in 
labor  surplus  areas. 

Insert  the  clause  set  forth  in  §  1-1.805- 
3(a)  under  the  conditions  and  in  the 
manner  prescribed  therein. 

§  1—7.101—26      Small     busino<«s     subcon- 
tracting program. 

Insert  the  clause  set  forth  in§  1-1.710- 
3(b)  under  the  conditions  and  in  the 
manner  prescribed  therein. 

§  1—7.101—27     Labor    surplus    area    sub- 
contracting program. 

Insert  the  clause  set  forth  in  S  1-1.805- 
3(b)  under  the  conditions  and  in  the 
manner  prescribed  therein. 
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(Sec.  206(c),  63  Stat.  390;  40  U.S.C.  486(c); 
sec.  8,  72  Stat.  389,  15  UJS.C.  687,  sec  7,  Pi 
87-305)  . 

Effective  date.    These  regulations  are 
effective  immediately. 

Dated:  January  17,  1962. 

Bermaro  L.  BoirriN, 
Administrator  of  General  Services. 

Approved:  January  9, 1962. 

John  E.  Horne, 
Administrator.  Small   Business 
Administration. 

[F.R.    Doc.    62-744;     PUed,    Jan.    19,    1962; 
9:36  a.m.] 

Title  43— PUBUC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

APPENDIX — PUIUC   LAND   ORDERS 

[Public  Land  Order  25^7] 

[1878190] 

ALASKA 

Partly  Revoking  Executive  Order  No. 
8877  of  August  29,   1941 

By  virtue  of  the  authority  vested  in 
the  President,  and  pursuant  to  Execu- 
tive Order  No.  10355  of  May  26,  1952,  it 
is  ordered  as  follows : 

1.  Executive  Order  No.  8877  of  August 
29,  1941,  as  amended  by  Public  Land 
Order  No.  1404  of  April  3,  1957,  and 
which  withdrew  public  lands  and  water 
areas  below  mean  high  tide,  described 
by  metes  and  bovmds,  for  use  of  the  War 
Department  for  military  purposes,  is 
hereby  revoked  so /far  as  it  affects  the 
following  areas : 

VlCINITT  OF  SEWARO 

( 1 )  Rocky  Point   Area,  approximately   4.650 

acres. 

(2)  Resurrection    Peninsula    Area,    approx- 

imately 900  acres. 
(5)    Rugged      Island     Area,      approximately 
1,020  acres. 

ViciNrrv  OF  Kodiak 

( 1 )  North  Cape,  Spruce  Island  Area,  approxi- 

mately 520  acres. 

(2)  South  Point  and  East  Cape,  Spruce  Is- 

land Area,  approximately  1,980  acres. 

The  areas  described  total  in  the  ag- 
gregate approximately  9,070  acres,  of 
which  approximately  3,200  acres  are 
withdrawn  for  other  purposes. 

2.  Until  10:00  a.m.  on  April  16,  1962, 
the  State  of  Alaska  shall  have  a  preferred 
right  to  select  the  lands  released  from 
withdrawal  by  this  order  in  accordance 
with  and  subject  to  the  limitations  and 
requirements  of  the  act  of  July  28,  1956 
(70  Stat.  709;  48  U5.C.  46-3b),  section 
6(g)  of  the  Alaska  Statehood  Act  of  July 
7, 1958  (72  Stat.  339) ,  and  the  regulations 
in  43  CFR  Part  76. 

3.  Beginning  at  10:00  a.m.  on  April 
16,  1962,  the  lands  shall  be  subject  to 
operation  of  the  public  land  laws  gen- 
erally, including  the  mining  laws,  sub- 
ject to  valid  existing  rights  and  equitable 
claims,  the  provisions  of  existing  with- 
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drawals.  and  the  requirements  of  appli- 
cable law.  rules,  and  regulations. 

Inquiries  concerning  the  lands  should 
be  addressed  to  the  Manager.  Land  Of- 
fice, Bureau  of  Land  Management.  An- 
chorage. Alaska. 

John  A.  Carver,  Jr  . 
Assistant  Secretary  o]  the  Interior. 

January  15, 1962. 


|FR 


Doc      62-649;     Piled. 
8  45  am  I 


Jan       19.      196-2. 


I  Public  Land  Order  258«| 
I  Idaho  06932 1 

IDAHO 

Withdrawing   Lands  for  Reclomation 
Purport;    Snake    River    Project 

By  virtue  of  the  authority  contained 
in  section  3  of  the  act  of  June  17.  1902 
<32  Stat.  388:  43  U  S.C.  416  >.  it  is  ordered 
as  follows: 

1.  The  following  described  public 
lands  are  hereby  withdrawn  in  the  first 
form  from  all  forms  of  appropriation  un- 
der the  public  land  laws,  Including  the 
mining  but  not  the  mineral  leasing 
laws,  and  reserved  for  use  of  the  Bureau 
of  Reclamation  in  connection  with  the 
Mountain  Home  Division.  Snake  River 
Project : 

Boise   Meridi.^n 

T  4S  ,  R  2E , 

Sec  25.  NW'4SW>4. 
T   1  8.  R.  3E  . 

Sec.  25.  SEi/4SW'4  and  S^SE'^. 

Sec    13.  lots.  SW'4NE'4,  and  NE'^NW^. 
Sec.  31.  lota  3.  4.  and  E>2SW>4. 
T  2S..R   4  E.. 
Sec.  2.  S4; 
Sec.   3,    lots   2.    3.    4,    SW'^NES.    S'jNWU. 

E'/iSW'4: 
Sec.  5.  lots  3.  4.  S'aNWU.  SE'4: 
Sec     6.    lota    1.    2.    3.   4.   5.    6.    7,    S'.NEi4, 

SE'/4NW>/4.  K4SW''4; 
Sec.  7.  lota  1.  2.  E4NWI/4.  E' jSE'*: 
Sec.  8.  SW»<4; 
Sec.    17.    NViNEV*.    SW'.4NE'4,    N'^NW^. 

NW  V4  SE  «4 .  SE  '-4  s  w  i/i : 

Sec.  20,  NV^NW/4.  E'/i8W'<,; 

Sec.  25,NEV4: 

Sec.29.  8W«4NWV4.SWi4.  S'.,SE'4; 

Sec.  33.  W '/^NW 1/4 .  SW'4 • 
T.  3S..R.  4E. 

Sec.3,8W'/4. 
T  5S.,B.  4E.. 

Sec.  1,  lota  2,  3.4.  SW'4NEi4,  S'.iNW'4; 

Sec.  ll.NV^SWVi 
T.  1  8..  R.  5  E., 

Sec.  IS,  8i^SEy4; 

Sec.l7,  8%8W«A; 

Sec.  18.N^8E>/4: 

Sec.21.8V^: 

Sec.  30.  lot  l,NWV4NE',4.NE'4NW'i. 
T.  2  S.,  R.  6  E.. 

Sec.  4,  lot  l,8Ei4NEV4: 

Sec.  0,  SW  V4 ,  S  V4  SE  >4 ; 

Sec.  17,  E>^8Ey4; 

Sec.  21.  Ei^NE>4.  8i^SW>4: 

Sec.  22,  N^SE^,  8EI48E>^.  NE>4SW>;: 

Sec.  23.  W«^8EV4.  8W«4; 

Sec.  26,  8WVi.  W«^SE>4: 

Sec.  26,  N^NVi.  8W%NW>^,  8V2: 

Sec.  29,  BI^SW^.  NE>A; 

Sec.  30,  NW^NEVi,  S'/2NE'4; 

Sec.32,  NEViNWVi: 

Sec.3S.  E>4NEV4. 
T.  3  8..  R.  5E., 

Sec.  1,  lota 3,  4,  8«^NWV4.  SWU; 

Sec.  2,  lota  1,  2,  S'^NE'i ; 

Sec.  5,  E>4SEV4; 

Sec.  ll,EV38Ey4; 
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Sec    12,  W';,.  S'iSE>4; 

Sec    IS.S'^S'j 
T   4  S    R   5  E  , 

Sec    30,   lou    1     2,   3.   4    5    6    7.  8 

S*c    31,   lots    1.   2    3    4    .S    6    7    8 
T   5  S  .  R   5  E 

S*c    13.  S'iS'-^ 

Sec    23,  NW^NE'*; 

Sec   24,  Ni 
T  2  S 

Sec 


E   .W 

E> 


;w'*, 


Sec 


R   6  E* 

10,  SE' 


■4SE1, 
U      NI 


..NE'^      SW',NE^      .SE'.NVV 


Hnd  SW'4: 
Se-    12   NW'4NW'4. 
.Sec    14.  Wi.,NWi4    SWI4SW1 
.Sec    15,  E'^NE^, 
.Sec    23.  W'jWij. 
•Sec   26.  NW"4,  NW 
Sec     27 


ec   iJ  J .  w  '  J  w  '  J  . 
?c   26.  NW"4,  NW>4SW'4, 
?c     27,    NE'4SW>4.    S'.[SW' 
SE'4NE'4; 
PC   34.  NW'.,  N'iSW'4    W',SE'4 


SE   4      .tiiU 


Sec  34.  NW'4 

T  3  S  ,  R   8  E  . 

Sec  17,  N'.,NE'4; 

Sec  21.  NE'4NE'4. 

T   4  S  R   6  E  . 

Sec  28,  SW'4NEi.4.  S'-.jNW'4,  and  SE' 

Sec  29,  S'jNE'4.  SE'4    «ndSW'4, 

Sec  30.  SE'«: 

Sec  32.  E'i. 

Sec  33.  NWi« 

T  5S  .  R   6  E . 

Sec  1,  lot*  3,  4. 

Sec  7,  lots3.4,  E'.jSW'4: 

sec.  17,  SE'4SE'4: 

Sec  19.   lots   1.  2,  3,  4    S 
•md  SEI4; 

Sec  20,  NE'4.  S';i: 

Sec  21,  NE'4SW'4,  S'.jSW!4.  SW'4SE'< 

Sec  28   All 

Sec 


■iNE'4.   E'jNWi 


4E' 
All, 
29.     Ni 
SE'4SE'4. 
.Sec    30,  lot  4, 


NE>4SWi4      NijSEi4       and 


vjc     4  ,jc     4  . 

Sec    30,  lot  4,  NE'4NE'4; 
Sec   34.  NE'4NEi4 
T   5  S  ,  R   7  E  . 

Se^"    :\0    NF1..SEI.  • 


Sec   30.  NE' 
Sec  34, 


„.  SE'.4NE'4; 

'4NW'4, 


4SE'4 

V,.,  lot  3 

35,  SW 

R   8  E  , 
18,NE'4SEi4 

R   2  W 
lot  4 


Sec 
T   1  S 

Sec 
T   1  S  . 

Sec  3 .. 

Sec    4.  lota  3.  4.  S  .jNW'^    NE'4SW'4     and 
NW'4SEi4; 

Sec  5,  lot  1. 

Sec    19, 


NW'4SE>4; 

Sec  5,  lot  1. 

Sec    19,  lot  3,  SE'4NE'4,  3E'4NWi4     NE'4 

SW'4,  and  NE'4SE'4: 
Sec  29,  SE'4NW4,NE'4NW>,4. 
T   1  S  ,  R   3  W  , 

Sec    13    W1..NW'.    NE'.SW'.: 


Sec    13.  Wi.iNW'4, 
Sec   24,  NE'4SEi4 
T   1  N  ,  R    2  W  , 

Sec   21,  SE'4NW'4 


1  N  ,  R    2  W  , 
Sec   21,  SE'4NW'4 

Sec   28,  WL^NE^. 
uo^    •■>a    c  1    MCI. 


ore      ^O,     VY'.2NE'4 

Sec   29. S 


Sec  29.  S:.^NE'4: 
Sec  32.SI2NEI4.  SE'4 
Sec.  33.  WijSW'4 
T.  2  N  .  R   2  W  . 


NE'4NW^'4NW' 
S'.iNW'4, 


,  „  . 2  W  . 

Sec   31,  lous  1    3   SWI4NE 
T    1  N  ,  R   3  W  . 
Sec    4.  Si.^NE'4 
Sec     5.    lots    2 

E'2SW'4 

lee   8   N'..  t 


■  S'. 


iSW'4,  NIJSEI4: 
_,    3,    4.    S!..NE'4,    S'.:NW', 
li'jow  '4 .  and  SE'4  '. 
Sec   8,  N'.^NE' 


Sec   8,  N'.^NEi4, 

Sec.  9,  N'2NW'4; 

Sec.  10,NE'4.S'^SW'4: 

Sec    15,N'2NW',4,S'2SW  4: 

Sec.  18.  SE'4NE'4; 

Sec.  22,  NE'4  NW'4: 

Sec.  25.  SW'4  NW'    ■ 

.Seo     2fl     NW'-NI 


SC.  25.  SW'4NW'4: 
Sec.   26,   NW'4NE'4;    SE'4NE'4     and   NE'4 

NWI4: 
Sec.  27.  SE'4SWi4 
Sec  28.  Ei2SE'4; 
Sec.  35.  NE'4SW'4    SW'4SE'4. 
T  2N , R  3  W 
Sec   10,  NE' 
Sec.  11,  SW 


'«SE'4: 

'4NW'4,  NW'4SW'4 

17.     Ni^NW'4SEi4       ~~' 


SW'4; 
SE'4SEi4,     SE'4 

19.'lot  3,  NE'4SW'4: 
-■      W'2NE'4,    SE'4SW'4.    W>2SE>4. 
4,  andNE'4SW'4: 


Sec.    _ 

NW'4, 
Sec   19.  lot  3,  NE'4SW 
Sec.    21,    W'    


-s-r  25  N'\V'4SWi'4: 

Sec  27  W  '..NW'4.  SW  ',4  ; 

.Se.-  J8  N'j    NE'>,SW>i.  SEl/4; 

Sfi-  .'9  NEi4NW',4; 

stM-  30  Ni2SW'4.SE'4Swy4: 

Sec    31    SW'4NEi4.  SE>4NW'h,  and  SE14: 
Sec    32   SW'4 
T   J  N     R    4  W  , 

•Sec   35,  N'2SE'4 

The    areas    described    aggregate    ap- 
prox'.tnatrly  20.300  acres. 

John  A.  Carver,  Jr.. 
Assistant  Secretary  of  the  Interior. 

January  15,  1962. 

h  n      1>K      62  660;     Filed,     Jan      19      1962: 
8  46   am  I 


I  Public  Land  Order  2589 1 
I  Colorado  048805  [ 

COLORADO 

Withdrawing  Lands  for  Use  of  Forest 
Service  as  Recreation  Areas  and 
Campgrounds 

By  virtue  of  the  authority  vested  m 
the  President,  and  pursuant  to  Execu- 
tive Order  No.  10355  of  May  26,  1952.  it 
i.s  ordered  as  follows: 

1.  Subject  to  valid  existing  right-s,  the 
following-described  lands  in  the  Ara- 
paho.  Pike,  and  Routt  National  Forests, 
are  hereby  withdrawn  from  prospecting, 
location,  entry,  and  purchase  under  the 
mining  laws  of  the  United  States  for  u.so 
of  the  Forest  Sei-vice.  Department  of 
Agriculture,  as  recreation  area.s  and 
campmx>unds  eis  indicated: 

Sixth  Principal  MrniDi.fN 

PIKE  NATIONAL  FOREST 

Spruce  Grni  r  Campground 

I     10  S     R    72  W  . 
Sec       32.      E'..iNWi4SE!^,       W'jNE'4SE  4 
S'2SW'4SE'4NE'4,      and     S'^SE'4SW  4 
NW'4. 

A'ci//.^    HUl    Punu     Ground    and    CampgiouKil 

T  6S     R    74  W 

S.v      19.     SW'4NE'4SEi4       NE'4SWi4SE'4 

.md  SEi4SE'4: 
Sec    29,    NW'4NW'4NW',4,    S'jNWi4NW'4 

and  SWi4NW'4   less  12  85  acres  lying  111 

H  ES  No  51: 
Sec   30   NE'4NEi4NE'4. 

Sixth  Principal  Meridian 

arapaho   national   forest 

North    Roik    C'fek-   Recreation    Area 

T  4S  .  R   78  W  . 

Sec.    7.    S>jS'jSE'4NE'4.    SW'4NE'4.    S^. 

SE'4NW'4.     NijNE'4SW'4.     SE'4,      and 

E'  ,SEi4SW'4; 
Sec      8,     S>2S'2S'i,NE^^.     N'jN  '  jN' ;iSE'4  . 

SijS'iS'aNW'4.  N'^SW'i,  and  N'2SE'4 

SW '    ' 
Sec    18.  Lota  2,  3,  4,  NW'/4NE',4,  Ni^SW'4 

NE'4,  Ei2NW'4,  and  NE'4SW'4. 
T   4S,.  R   79  W  , 

Sec,  13.  S'jSE'4SE'4; 
Sec  24,  N'jN', 

Sixth   Principal  Meridian 

ROUTT    national    FOKEST 

Loicer  Bear  River  Recreation  Area 

T   1  N  ,  R  86  W  , 

Sec  1,  SViSE'4NE'/4,  N«^,NE'/4SEV4,  SW'4 
NEi^SE'4,  NE%NW«48BV4,  S'/^NWU 
SE'4,  N'/^SWy^SEy*,  NE>48E'48Wi-4. 
and  S'2SE'4SW«4; 
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Sei-  11.  EliSEV4NE'4.  SW  V4  SE  «4  NE  V4 , 
.Ni,NE'4SEy4.  SWi4NEy4SE«4,  E«4NWy4 
SE'4,  SW>4NW^48E14.  N>^swy4SEy4. 
sw',swi4SEV4,  and  8^SE%SW«4: 

.Sec  12,  W'4NEy4NW^.  EV4NW^NWy4, 
sW'4NWV4NWi4.     Ny^SWy^NWVi.     and 

.sw'4SW'.4NWV4; 
.-><•         14.     N'2NEy4NEV4.     SW"4NE'4NW«4, 
and  NW'4NWy4. 

Coal  Creek  Recreation  Area 

T    1  N     R   86  W  ,  , 

.-iec   4.SW'4SW<4SWV4;  | 

Sec   9,  N'2NWV4NW«4. 

.Middle  Bear  River  Recreation  Area 

T    1    N  .   R.  88  W.. 

See-      15,     Ni4SEV4NW%,    S  W  »4  SE  V4  NW  >4 . 

E'2SW'4NWV4.    and   SW^4SW^^NWV4: 
Sec.    16.   S'jSyaNEVi.   Ny,NWViSKV4.   W>/2 

sw<4SE<4,    sEy48w%.    Eviswy4swy4. 

NW<4SW%,   N^NE^SWy4.  and   SViSVi 
NW'.4; 
Sec.     17.     NE«4SEV4,     8V4NWV4SEV4.     N«4 

SE'4SE'4.    swy4SE%SEVi,    swy4SE«4. 

SEi4SW'/4,  and  SE|4SWV4SWV4: 
Sec   20.  N^NW^NH4: 
sec     21.    NWV4NWV4NEVi,    NiiNE>.4NWV4. 

SW'4NE»4NW%.    and   EyjNW',4NWV4. 

Lower  Stillwater  Recreation  Area 

T   1  N  .  R.  86  W.. 

Sec.    18.  lot  4.  and  8WV4SE«43WV4: 
Sec   19.  lota  5.  B,  NE'4NE«4.  SViNWV4NE>4, 
S'2NE>4.NViNEV4NWy4.SE»4NE«4NW«4. 
nndSEV,NWV4. 

Upper  Mandall  Recreation  Area 

T    1   N,  R.  87  W.   (unsurveyed). 

Sec.    11,    S'jSEV4NE!,4.   Ey,SE',4,   S>aSW>4 

SE'4; 
Sec    12,  SW'4SWy4NWy4,  NW',4NW>4SW'4, 
S'^  NW'iSWV4.andSWy4SW>4. 
Lower  Mandall  Recreation  Area 


T   1  N  ,  R  87  W*  I 

Sec     13,   NWI4NWV4.  SWV4NEV4NWV4,   S>i 

NW'4.    N'-jSwv*.    NVisy,swv4.    swy* 

SW>4NE'4.  WV^NWV4SEV4.  SEViNW«4 
SE'4.  SW'4NE%SEy4,  NW«4SE',48E«4. 
and  E'iSE'4SEV4  (unaurveyed) ; 
Sec  14.  E'2NE«.4.  EV4W«4NE>4,  NW>4NW«4 
NE'4.  NEi4SE><i.  and  E«4NW>4SE'4  (un- 
sur\ eyed ) . 

Smith  Lake  Recreation  Area 

T    1  N  ,R.  87  W.. 

Sfc  23,  SE'4NE'4.  EiiSWV4NE',4.  NiiNEi4 
SE'4,  and  NE>4NW^SEV4  (unaurveyed). 

Upper  Stillicater  Recreation  Area 

T   1  N  .  R   87  W  . 

Sec.      24,      SE  1,4  SE«4  NE'4.      N>2NE'4SE14 
SW'4NE'4SEV4.      S%NW'4SE«4.      NW',4 
SW'4SE'4.     SEV4NEV4SW'4,    8E'4SW'4, 
and  SE'4SW',4SW',4; 

Sec   25.NW'4NW',4: 

Sec.  26,  E'.2NEV4NE!4,  N',2S'iNEi4SW»4 
SW'4NEi4.  NWy4NW',4SE'4.  8'iSE'4 
NW'4,  NE'4SEV4NWt.4,  Ni/jSW«4,'8W«4 
SWI4,  N'2SE'4SWV4,  and  SW>4SE'4 
SW'4: 

Sec   35.  Ni2NW'4NW',4. 

Causeway  Recreation   Area 
T    I    N     R    87   W.. 

Sec    22.  S',SW'4SE'4.SE'4SE>4SW'4  (un- 

.xurveved) ; 
Sec       27,      E>.2Wi2NE'.4,      W'iNW'4NE'4, 

NW'4SW'4NE'4.     NE'4NW'4SE'4.     and 

NE'4NE'4NW'4. 

Rainbow  Lake  Recreation   Area 
T    1  N.  R,  87  W.. 

Sec    27.  S'jNE'4SE<4,  SE',4NWj^4SE'4,  S'i 

SE'4.  SE'4SWV4,andSViSwT4SWV4: 
Sec   28,  E'^SE«4  ( unsurveyed ) ; 
Sec.    33.    NE'4NE',4.    SE '/* N WV4 NE ',4 .    Ni4 

SE'4NE'4.     SE'/4SEy4NE',4,     and     NE'4 

SW'4NE'4  (unaurveyed); 
Sec.  34.  N^^NyJNE'^.  SWV4NWi4NE'4.  and 

NW'4  (partly  unaurveyed). 
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Mosquito  Lake  Recreation  Area 
T.   1  N.,  R.  87  W., 

Sec.33.  E»/4Ki4aEV4  (unsurveyed); 
Sec.    34.    N^NKi4SWy4.    SW'/4NE',4SW',4, 
and  W^SWV4  (unsurveyed) . 
T.  I  8.,  R.  87  W.  (unaurveyed) , 

Sec.  4,  WV4E^NE«4,  E'/2SW',4NE14.  NW'4 
NE^^SE54,  and  K«/,wy2SEy4. 

The  areas  described  total  in  the  ag- 
gregate 4.595.12  acres. 

John  A.  Carver,  Jr., 
Assistant  Secretary  of  the  Interior. 

January  15. 1962. 

|P.R.    Doc.    62-651:     Piled,    Jan.    19.     1962; 
8:46  a.m.| 

Title  46— SHIPPING 

[OGFR  61-631 

Chapter  I — Coast  Guard,  Department 
of  th*  Treasury 

MISCEUANEOUS  AMENDMENTS 
TO  CHAPTER 

Chapter  I  of  Tiae  46  is  amended  in 
the  following  respects: 

SUBCHAPTER  A— ftOCEDURES  APPLICABLE 
TO  THE  PUBLIC 

PART  2— VESSEL  INSPECTIONS 

Assessment,  Mitigation  or  Remission 
of  Penalties;  and  Navigation  and 
Vessel  Inspection  Waivers 


The  purpoise  for  the  amendments  in 
this  document  is  to  revise  the  procedures 
for  assessment,  mitigation  or  remission 
of  civil  penalties  as  authorized  by  law. 
These  amendments  will  (l)  permit  the 
Coast    Guard    District    Commander    to 
delegate  to  the  Chief  of  Staff  or  Chief. 
Merchant  Marine  Safety  Division,  who 
serves  under  his  command,  the  authority 
to  take  final  actions  on  civil  peniJty 
cases;    (2)   shorten  the  length  of  time 
allowed  from  30  days  to  15  days  for  vio- 
lators to  petition  for  mitigation  or  to 
appeal  to  the  Commandant  which  may 
be  extended  In  the  discretion  of  the  Dis- 
trict Commander  when   circumstances 
warrant  such  action;  and  (3)   prohibit 
the  remission  or  mitigation  of  civil  pen- 
alties In  those  cases  where  it  has  been 
determined  that  violations  have  been  es- 
tablished but  the  offenders  deny  they 
committed  the  violations.    The  basic  pro- 
cedures are  unchanged;    however,  edi- 
torial changes  to  clarify  existing  regula- 
tions and  to  recognize  existing  practices 
have  been  made. 

To  accomplish  these  changes,  this 
document  separates  the  present  require- 
ments in  46  CPR  Subpart  2.50.  presently 
entitled  "Navigation  and  Vessel  Inspec- 
tion Laws,"  into  two  subparts.  The  re- 
quirements for  waivers  of  navigation  and 
vessel  inspection  laws  in  46  CFR  2.50-1 
are  transferred  to  a  new  subpart  desig- 
nated "Subpart  2.4S— Waivers  of  Navi- 
gation and  Vessel  Inspection  Laws,"  and 
the  five  paragraphs  are  redesignated  as 
§S  2.45-1  to  2.45-20,  inclusive.  The 
heading  for  Subpart  2.50  is  amended  to 
read  "Subpart  2^0— Assessment,  Miti- 
gation or  Remission  of  Penalties"  and 
the  regulations  in  46  CPR  2.50-20  to 
2.50-30,  Inclusive,  have  been  revised  and 


629 

redesignated  as  §§  2.50-1  to  2^0-40, 
inclusive.  These  revised  procedures  will 
be  in  effect  on  and  after  April  1,  1962. 

The  regulations  in  this  document  de- 
scribe the  Coast  Guard's  procedures  ap- 
plicable to  the  public  and  therefore  are 
exempt  from  the  rule  making  procedures 
reqiiired  by  the  Administrative  Proce- 
dure Act  (5  UJS.C.  1003) . 

However,  interested  persons  may  sub- 
mit written  comments  on  the  revised 
procedures  regarding  assessment,  miti- 
gation or  remission  of  penalties.  These 
comments  should  be  submitted  to  the 
Conimandant  (CMC) .  UJS.  Coast  Guard, 
Washington  25.  D.C.  Each  c<xnment  re- 
ceived prior  to  February  15.  1962,  will  lie 
considered  and  evaluated,  and  if  it  is 
believed  that  a  comment  received  clari- 
fies or  improves  a  regulation,  it  will  be 
changed  accordingly.  After  adoption  by 
the  Commandant,  the  amended  regula- 
tion will  be  published  prior  to  April  1, 
1962,  the  date  when  these  revised  proce- 
dures shall  become  effective. 

By  virtue  of  the  authority  vested  in 
me  as  Commandant,  United  States  Coast 
Guard,  by  Treasury  Department  Orders 
120.  dated  July  31,  1950  (15  PJl.  6521), 
CGFR  51-1.  dated  January  23,  1951  (16 
PR.  731),  167-14.  dated  November  26. 
1954  (19  P.R.  8026),  167-20,  dated  June 
18,   1956    (21  PJl.  4894).   CGPR   56-28 
dated  July  24,  1956  (21  P.R.  5659) ,  167- 
32,  dated  September  23.  1958  (23  PR 
7605),  167-33.  dated  September  23,  1958 
( 23  PR.  7592) ,  167-38.  dated  September 
26,    1959    (25   PJl.    10106),   and    167-45. 
dated  June  16.  1961  (26  FJl.  5585).  to 
promulgate   regulations   in    accordance 
with  the  statutes  cited  with  the  regula- 
tions below,  the  following  amendments 
and    new    regulations    are    prescribed, 
which  shall  become  effective  on  and  after    ' 
April  1. 1962: 

Subpart  2.45 — Waivers  of  Navigation 
and  Vessel  Inspection  Laws 

1 .  Part  2  is  amended  by /inserting  after 
Subpart  2.30  a  new  Subpart  2.45.  entitled 
"Waivers  of  Navigation  and  Vessel  In- 
spection Laws,"  and  consisting  of  §§  2.45- 
1  to  2.45-20,  inclusive,  reading  as  follows: 
Sec. 
2.45-1       Authority    for    and    limitations    on 

Issuance. 
245  5       Policy. 
2.45-10     Waivers  issued. 
2.45-15     Specific  Individual  waivers. 
2.45-20     General  waivers. 

AuTHORmr:  5  J  2.45-1  to  2  45-30  issued 
under  sees.  1,  2.  64  Stat.  1120;  46  U.S.C.  note 
preceding  section  1. 

§  2.43-1      Authority    for   and    limitations 
on  issuance. 

Compliance  with  certain  of  the  navi- 
gation and  vessel  inspection  laws  may 
be  waived  by  the  Commandant  under 
authority  of  the  act  of  December  27. 
1950  (Public  Law  50-891,  sees.  1,  2.  64 
Stat.  1120;  46  U.S.C,  note  preceding  sec- 
tion 1).  and  the  delegation  of  waiver 
authority  contained  in  Department  of 
the  Treasury  Order  CGPR  51-1,  dated 
January  23,  1951  (16  P.R.  731),  in  any 
case  where  such  waiver  is  deemed  neces- 
sary in  the  interest  of  national  defense. 

§  2.43-5     Policy. 

(a)  It  is  the  policy  of  the  Coast  Guard, 
in   the   current   administration   of   the 
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laws  and  regulations  relating  to  navi- 
gation and  vessel  inspection,  to  further 
the  interests  of  national  defense  by 
simplifying  the  procedure  involved 
therein,  eliminating  all  causes  of  delay 
in  the  sailing  of  vessels,  and  by  bring- 
ing about  a  proper  balance  between  the 
factors  of  safety  at  sea  and  the  national 
defense.  While  it  Is  not  the  policy  of 
the  Coast  Ouard  to  countenance  willful 
violations  of  the  laws  and  regulations 
or  negligence  in  meeting  the  require- 
ments thereof,  neither  is  it  contemplated 
that  masters  who  exercise  all  reasonable 
efforts  to  comply  with  the  requirements 
in  effect  be  cited  for  violations  on  tech- 
nical grounds. 

§  2.45—10      ^  iii\erN  ivtued. 

(a)  The  waivers  having  general  appli- 
cability are  published  in  Part  134  of  this 
chapter,  as  well  as  in  33  CFR  Part  19. 

§  2.4S-13      Sperifir     individual     Hai>er«>. 

(a)  Applications  for  waivers  affect- 
ing only  one  vessel  in  any  one  order 
under  the  provisions  of  5  154.01  of  this 
chapter  are  made  on  Form  CG-2833. 
Application  for  Waiver  Order.  The  ap- 
plication shall  state  the  name  of  the 
vessel,  her  employment,  the  require- 
ments of  law  or  regulations,  waiver  of 
which  is  requested,  the  reasons  why 
waiver  Is  necessary,  and  shall  be  signed 
by  the  master,  owner,  or  agent  of  the 
vessel,  or  by  the  representative  of  any 
interested  Government  agency.  The 
application  shall  be  made  to  the  Coast 
Guard  District  Commander  or  to  his 
designated  representative  at  the  port 
or  place  where  the  vessel  is  located.  In 
any  port  or  place  of  the  Canal  Zone  or 
in  any  foreign  port  or  place  the  appli- 
•  cation  shall  be  made  to  the  designated 
representative  of  the  CommandaijW  at 
such  port  or  place  or  if  the  Coast  Guard 
has  not  established  facilities  in  such 
port  or  place  to  the  nearest. designated 
representative  of  the  Commandant  at 
a  pKjrt  or  place  where  such  facilities  have 
been  established. 

<b)  If  the  request  is  granted,  the 
waiver  order  will  describe  the  vessel, 
the  requirements  of  law  or  regulations 
waived,  the  conditions  to  which  the 
waiver  is  subject,  and  the  period  of  time 
for  which  the  waiver  Is  effective. 

§  2.43—20      Grneral    Mai\er?t. 

(a)  Applications  for  waivers  having 
general  applicability  should  be  addressed 
to  the  Commandant  (M).  U.S.  Coast 
Guard.  Washington,  D.C. 

<b)  Only  the  Commandant  is  author- 
ized to  issue  general  waivers  which  affect 
more  than  one  vessel  in  one  order. 

Subpart  2.50 — Assessment,  Mitigation 
or  Remission  of  Penolties 

2.  The  Utle  for  Subpart  2.50  is 
amended  to  read  as  set  forth  above 

§2.S»-1      [Canceled] 

3.  Section  2.50-1  Waivers  is  canceled. 
(The  text  Is  transferred  to  55  2.4S-1  to 
2.45-20,  inclusive.) 


RULES  AND   REGULATIONS 

§2.50-20       iCan.flfdl 

4.  Section  2  50-20  Reports  and  assess- 
ments of  penalties  for  violations  of  laiis 
or  regulations  is  canceled.  <The  revised 
text  is  tran.sferred  to  5  5  2  50-10  and 
2  50-20  ' 

§2.50-25      |(4<nr.l«-<l| 

5  Section  2  50-25  Paijmcnt  of  penal- 
ties for  violations  of  law  or  reaulations 
is  canceled  <The  revi.sed  text  i.s  trans- 
ferred to  ?  2  50-35  ' 

§  2..>0-30       ICameled) 

6  Section  2.50-30  Motorboat  act  vio- 
lations is  canceled.  (The  revised  text  is 
transferred  to  5  2,50-40  ) 

7.  Part  2  is  amended  by  inserting  new 
5§  2  50-1  to  2  50-40.  inclu.sivo,  reading 
as  follows: 

Sec 

2  50-  1        Delegation  of  authority. 

2  r>0  5       Statutes    providing   for   asses.'^mrnt, 

mitigation    or    remission   of   cl\il 

penalties 
2  50   10     Reports    of    violations    of    laws    or 

regulations   and    Instituting  civil 

penalty    proceedings    generally. 
2  50-15     Transfer  of  clvU  penalty  cases  from 

one   District   Commander    ta   .ui- 

other. 
2  50^20     Civil  penalties 
2  50-25     Criminal  penalties 
2  50-30     Civil  and  criminal  penalties 
2  50^35     Procedure     for     payment     n{     ci'.il 

penalty    for    vmiatlon    of    law    or 

regvilatjon. 
2  50-40     Specific  types  of  violations  reported 

Authority:  iii  2  50-1  to  2  50-40  Issued  un- 
der RS  4405.  as  amended,  4462.  a.s  amended: 
46  use  375,  416.  Interpret  or  apply  RS 
5294,  as  amended,  sec  26  23  Stat  59  as 
amended,  46USC  7.8, 

•^  2..'>0-l       Oeleieation  of  Miilhorily. 

I  a  •  By  virtue  of  the  authority  vested 
in  the  Secretary  of  the  Treasury  by  Re- 
oriianization  Plan  No.  26  of  1950  <  15 
F,R.  4935'.  and  by  14  USC  631.  the 
Secretary  transferred  to  the  Comman- 
dant. US,  Coast  Guard,  the  functions 
vested  in  him  under  the  navigation  and 
vessel  inspection  statutes  and  amend- 
ments thereto  <see  §  2  50-40  >.  by  Treas- 
ury Department  Order  120,  dated  July  31. 
1950  115  F,R,  6521'.  and  subsequent 
Orders  167-14,  dated  November  26,  1954 
<19  FR  8026'.  167-20,  dated  June  18, 
1956  <2l  FR.  4894».  CGFR  56-28,  dated 
July  24.  1956  (21  PR,  5659.  167-32.  dated 
September  23.  1958  (23  FR,  7605 ».  167- 
33,  dated  September  23.  1958  <23  FR 
7592'.  167-38.  dated  October  26,  1959 
•24  FR.  8857  >.  187-44,  dated  October  18, 
1960  <25  FR.  10106'.  and  167-45.  dated 
June  16.  1961  (26  F.R.  5585', 

•  b)  Pursuant  to  granted  authority 
from  the  Secretary,  the  Commandant 
may  make  provision  for  the  performance 
of  assigned  functions  by  subordinates  in 
the  Coast  Guard,  Accordingly,  the  Com- 
mandant hereby  authorizes  each  Dustrict 
Commander  in  his  a&signed  district  to 
administer  certain  statutes  in  accord- 
ance with  procedures  set  forth  in  this 
subpart.  The  District  Commander  may 
further  delegate  such  authority  as  he 
deems  proper,  not  incorusistent  with  the 


provisions  of  this  subpart,  to  the  Chief 
of  Staff  or  to  the  Chief,  Merchant  Ma- 
rine Safety  Division,  who  serves  under 
his  command. 

<:;  2..^(^.'>  .Statute*  providing  fur  a'.,«e>«- 
■iienl,  miliKalion  or  reniinxion  «>f 
rivil  penalliefl. 

<a»  The  general  statutes  authorizing' 
the  Coast  Guard  to  assess,  mitigate  or 
remit  civil  penalties  are  sections  7  and  8 
of  Title  46.  US.  Code. 

'b>  Certain  other  specific  statute.s 
contain  authority  to  assess,  mitigate  or 
remit  civil  penalties.  (For  examples, 
see  .sections  85g.  88g.  369,  457,  526p.  and 
527e  of  Title  46.  U.S.  Code.) 

§  2.50— 10  Reports  of  violalioiiN  of  li«vi« 
or  rrgulatioHM  and  inAlituting  ritil 
penally   prtn'redings   generally. 

•  a'«l)  Violations  of  the  navigation 
and  vessel  inspection  laws  and  regula- 
tions applicable  thereto,  more  fully  de- 
scribed in  §  2,50-40,  administered  and 
enforced  by  the  Coast  Guard,  are  re- 
ported by  Coast  Guard  personnel  de- 
tecting them  to  the  Ehstrict  Conmiander 
of  the  district  in  which  the  violations 
occurred.  When  practicable,  the  alleged 
offender  shall  be  informed  of  the  na- 
ture of  the  apparent  violation  at  the 
time  it  Is  detected  by  any  Coast  Guard 
officer.  In  all  other  instances,  he  shall 
be  so  informed  upon  the  completion  of 
any  proceeding  or  investigation  which 
indicates  that  a  violation  has  occurred 
An  appropriate  form  prescribed  by  the 
Commandant  or  a  letter  will  be  used  to 
notify  the  alleged  offender  of  the  nature 
of  the  violation  and  to  advise  him  rela- 
tive to  the  administrative  procedure  em- 
ployed in  conducting  civil  penalty  cases 
The  notification  shall  advise  the  alleged 
offender  to  reply  within  15  days  or  such 
longer  period  as  the  District  Commander 
may  in  his  discretion  allow  in  order  that 
his  state'ment  may  be  considered  by  the 
District  Commander.  The  District  Com- 
mander is  hereby  authorized  to  deter- 
mine whether  there  has  been  a  violation 
of  any  of  the  pertinent  laws  or  regula- 
tions. In  the  event  of  a  violation  for 
which  a  criminal  sanction  is  not  deemed 
to  be  appropriate,  the  District  Com- 
mander shall  determine  whether  to  in- 
voke the  statutory  civil  penalty.  He  may 
thereafter  mitigate  or  remit  an  assessed 
civil  penalty  upon  receipt  from  the  of- 
fender of  a  petition  for  relief  therefrom 
If  after  consideration  of  the  petition  for 
relief,  the  District  Commander  decide.s 
that  no  violation  occurred,  or  that  the 
person  cited  did  not  commit  the  viola- 
tion, the  penalty  case  shall  be  closed  and 
that  person  notified  of  that  action 
Where  no  such  petition  is  received,  or 
where  an  offense  has  been  established 
and  the  offender  denies  that  he  com- 
mitted the  violation,  the  District  Com- 
mander shall  take  no  mitigation  or 
remission  action  but  shall  demand  pay- 
ment of  the  full  penalty.  Where  de- 
mand for  payment  of  the  penalty  is 
made  and  the  penalty  amount  is  not  paid, 
the  District  Commander  shall  refer  the 
case  to  the  United  States  Attorney  for 
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collection.    The  civil  penaltj  procedure 
i.s  more  fully  described  in  5  2.50-20. 

<  2 )  If  a  repmt  of  boarding  or  an  in- 
vestigation report  sutoiitted  by  a  Coast 
Guard  officer  or  investigative  body  dis- 
closes evidence  of  violation  of  a  Federal 
criminal  statute,  the  District  Command- 
er in  accordance  with  5  2.50-25  shall  refer 
the  findings  to  the  United  States  Attor- 
ney for  appropriate  action. 

'  b » ( 1)  "Ilie  District  Commander  may 
by  specific  order  in  writing  delegate  to 
the  Chief  of  Staff  or  the  Chief,  Mer- 
chant Marine  Safety  Division,  under  his 
command,  the  authority  to  determine 
whether  to  invoke  the  statutory  civil 
penalty  and.  upon  receipt  from  the  of- 
fender of  a  petition  for  relief  from  a 
penalty  so  invoked,  whether  to  mitigate, 
or  to  remit  the  penalty,  as  he  may  de«n 
proper.  The  order  shall  prescribe  the 
t>'pes  of  cases  which  the  designated  of- 
ficer may  initiate  and  process  to  the 
same  extent  permitted  the  District  Com- 
mander by  this  subpart,  and  those  types 
of  cases  which  that  officer  may  initiate 
and  process  to  a  lesser  extent.  With  re- 
spect to  the  latter  category  of  cases,  the 
District  Commander's  order  shall  set 
forth  in  detail  the  limits  of  the  authority 
delegated  to  the  designated  officer. 

'2)  The  term  "District  Commander," 
as  hereinafter  used  in  this  subpart  to 
de.signate  the  officer  authorized  to  assess, 
mitigate  or  remit  penalties,  shall  also 
include  the  terms  "Chief  of  Staff"  or 
Chief.  Merchant  Marine  Safety  Divi- 
sion." as  appropriate,  if  such  officer  has 
been  delegated  authority  to  perform  such 
functions, 

S  2.50-15  Tran.xfer  of  «i\il  penally  rases 
from  one  Ditttrirl  Coniniancler  lo 
iinollier. 

•  a )  Ordinarily  the  District  Command- 
er having  jurisdiction  over  the  situs  of 
a  violation  of  the  navigation  or  vessel 
; inspection  laws  will  initiate  civil  petmlty 
proceedings.  Having  assumed  Jurisdic- 
tion in  a  given  case  by  initiating  an  in- 
vestigation or  other  proceedings  to  deter- 
mine fault,  the  District  Commander  may 
transfer  that  jurisdiction  to  another  Dis- 
trict Commander  where  convenience  or 
necessity  requires:  Provided,  That  the 
riiihts  of  the  alleged  offender  are  not 
prejudiced  thereby. 

lb'  The  District  Commander  trans- 
ferring jurisdiction  will  forward  all 
rerords  applicable  to  the  case  direct  to 
the  District  Commander  assuming  juris- 
diction. 


FEDERAL  REGISTER 


S  2..">0-20      <;i>il   penalties. 

a'  Violations  of  46  U.S.C.  526-526u 
'Act  of  April  25.  1940,  as  amended. 
Motorboat  Act  of  1940) ,  or  46  U.S.C.  527- 
527h  (Federal  Boating  Act  of  1958)  when 
observed  by  Coast  Ouard  law  enforce- 
ment officers  will  be  brought  to  the  atten- 
tion of  the  alleged  offender  upon  the  Is- 
suance of  Form  ca-4100,  "Report  of 
Boarding  and  Notice  of  Violation."  In 
a  proper  case,  the  alleged  offender  will 
be  granted  a  period  of  two  weeks  to  bring 
hi.s  vessel  into  compliance  with  the  laws 
and  regulations,  and  to  advise  the  Dis- 
trict Commander  what  steps  were  taken 
to  comply  therewith.  Violations  of  other 
navigation  and  vessel  inspection  laws  will 
be  brought  to  the  attention  of  the  alleged 
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offender  bj  iM?propriate  form  prescribed 
by  the  Oommandant  or  by  letter.  The 
District  Commander  will  consider  any 
statement  made  by  the  alleged  offender 
in  determining  whether  there  has  been 
a  violation  of  law  or  regulations. 

(b)  If  the  District  Commander  deter- 
mines a  violation  of  a  navigation  or  a 
vessel  inspection  law  has  occurred,  he 
will  then  determine  the  appropriate 
action  to  be  taken,  and  notice  of  his 
decision  shall  be  given  to  the  offender 
either  by  appropriate  form  prescribed  by 
the  Commandant  or  by  letter.  This 
action  may  include  invocation  of  the 
statutory  civil  penalty  which  may  then 
be  mitigated  or  remitted  in  full,  except 
as  the  latter  action  is  limited  by  para- 
graph (f)  of  this  section.  When  no 
penalty  is  invoked  or  the  penalty  is  re- 
mitted, no  further  action  by  the  offender 
will  be  necessary.  When  the  penalty  is 
mitigated,  such  mitigation  will  be  made 
conditional  upon  payment  within  15  days 
of  the  notice,  or  within  such  other  longer 
period  of  time  as  the  District  Commander 
may.  in  his  discretion,  allow. 

<e)  If  a  statutory  civil  penalty,  whether 
mitigated  or  not.  for  any  violation  of  law 
or  regulation  is  invoked  by  the  District 
Commander,  the  offender  will  be  in- 
formed of  his  right  to  apply  for  relief 
from  the  imposition  of  penalties  within 
15  days,  or  such  longer  period  as  the 
District  Commander  may  in  his  discre- 
tion allow.  He  may,  if  he  so  desires, 
appear  in  perstm  before  the  District 
Commander  or  his  designated  represent- 
ative. The  request  for  such  an  appear- 
ance is  made  to  the  District  Commander 
or  his  designated  representative,  who 
shall,  if  practicable,  establish  a  conven- 
ient meeting  time  and  place. 

(d)  The  offender  will  be  given  instruc- 
tions for  making  an  appeal  to  the  Com- 
mandant from  the  actions  of  the  District 
Commander.  Any  such  appeal  shall  be 
submitted  to  the  Commandant  through 
the  District  Commander  within  15  days 
of  the  date  of  notification  by  the  District 
Commander,  or  such  longer  period  of 
time  as  the  District  Commander  may,  in 
his  discretion,  allow.  In  the  event  that 
there  is  an  appeal  from  the  decision  of 
the  Chief  of  Staff  or  Chief,  Merchant 
Marine  Safety  Division,  acting  under 
delegated  authority,  the  Ehstrict  Com- 
mander shall  review  the  case.  Should 
the  District  Commander  determine  that 
the  assessment  of  penalty  was  not  war- 
ranted, the  case  shall  be  closed  and 
notification  thereof  given  to  the  appel- 
lant. Those  cases  which  upon  review  by 
the  District  Commander  are  determined 
to  be  properly  instituted  and  admin- 
istered In  accordance  with  the  regula- 
tions in  this  subpart  and  /or  which 
remission  of  the  penalty  is  not  con- 
sidered justified  shall  be  forwarded  to 
the  Commandant  with  the  District  Com- 
mander's recommendation. 

(e)  Should  the  alleged  offender  re- 
quire additional  time  to  present  matters 
favorable  to  his  case  at  any  stage  of 
these  penalty  proceedings,  a  request  for 
additional  time  shall  be  addressed  to  the 
District  Commander  who  may  grant  a 
reasonable  extension  of  time  where 
proper  Justification  is  shown. 

(f)  Under  the  following  circum- 
stances the  District  Commander  shall 
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forward  cases  to  the  United  States  At- 
torney with  the  recommendation  that 
action  be  taken  to  collect  the  full 
statutory  penalty: 

(1)  When  within  the  prescribed  time 
the  offender  does  not  act  to  explain  the 
violation  or  respond  to  letters  or  form 
inquiries  from  the  District  Commander 
concerning  violations  of  the  navigation 
and  vessel  inspection  laws;  or, 

<2)  Having  responded  to  such  in- 
quiries the  offender  fails  to  pay  or  to  ap- 
peal to  the  Commandant,  within  the 
prescribed  time  the  assessed  statutory 
penalty  or  mitigated  penalty;  or, 

(3)  When  the  offender  fails  to  pay 
within  the  prescribed  time  the  penalty 
as  determined  by  the  Commandant  after 
consideration  of  the  offender's  appeal 
from  the  action  of  the  District 
Commander. 

§  2.50—25      Criminal  penalties. 

<a)  Piosecution  in  the  Federal  courts 
for  violations  of  those  laws  or  regula- 
tions enforced  by  the  Coast  Guard  which 
provide,  upon  conviction,  for  punishment 
by  fine  or  imprisormient  is  a  matter 
finally  determined  by  the  Department  of 
Justice.  This  final  determination  con- 
sists of  deciding  whether  and  under  what 
conditions  to  prosecute  or  to  abandon 
prosecution. 

(b)  Except  in  those  cases  where  the 
approval  of  the  Commandant  is  re- 
quired, the  District  Commander  is 
hereby  authorized  to  determine  whether 
or  not  a  violation  of  a  statute  carrying 
a  criminal  penalty  is  one  which  would 
justify  referral  of  the  case  to  the  United 
States  Attorney.  TTie  Commandant's 
approval  is  required  in  the  following 
cases  where  evidence  of  a  criminal  of- 
fense is  disclosed : 

(1)  Marine  casualties  or  motorboat 
accidents  resulting  in  death. 

(2)  Marine  Boards  (Part  136  of  this 
chapter). 

<3)  Marine  investigations  held  jointly 
with  a  proceeding  under  the  Uniform 
Code  of  Military  Justice. 

(4)  Violations  of  port  security  regula- 
tions (33  CFR  Parts  6,  121  to  126, 
inclusive) . 

(c)  The  District  Commander  will 
identify  the  laws  or  regulations  which 
were  violated  and  make  specific  recom- 
mendations concerning  the  proceedings 
to  be  instituted  by  the  UniJted  States 
Attorney  in  every  case. 

•  d)  Referral  of  a  case  to  the  United 
States  Attorney  for  prosecution  termi- 
nates the  Coast  Guard's  authority  with 
respect  to  the  criminal  aspects  of  a 
violation. 


§  2.50—30      Civil  and   t-riniinal   penahie^;. 

( a )  If  a  violation  of  law  or  regulation 
carries  both  a  civil  and  a  criminal 
penalty,  the  DistriQt  Commander  is 
hereby  authorized  to  determine  whether 
to  initiate  civil  penalty  proceedings,  in 
which  case  the  procedure  outlined  in 
§  2  50-20  will  be  followed,  or  whether  to 
refer  the  case  to  the  United  States  At- 
torney for  prosecution  in  accordance 
with  §  2.50-25,  which  outlines  the  appro- 
priate procedure  for  handling  criminal 
cases. 

(b)  When  the  United  States  Attorney 
declines  to  institute  criminal  proceed- 
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ings,  the  District  Commander  shall  de- 
cide whether  to  initiate  civil  penalty  pro- 
ceedings or  to  close  the  case,  whereupon 
the  alleged  violator  shall  be  notified  re- 
garding that  decision. 

§  2.30-35  Procedurr  for  payment  of 
rivil  penalty  for  violation  of  law  or 
r^Kulation. 

•  a'  The  payment  must  be  by  postal 
money  order  or  check  payable  to  the 
order  of  the  U.S.  Coast  Guard  when 
mailed  to  the  District  Commander,  at- 
tention of  the  Collection  Clerk.  If  the 
payment  is  made  in  person  at  the  OflBce 
of  the  District  Commander,  the  payment 
may  be  in  cash  or  by  postal  money  order 
or  check  payable  to  the  order  of  the  U.S. 
Coast  Guard. 

(b)  The  payment  of  any  penalty  is 
acknowledged  on  Coast  Guard  Form 
CO-2688  (Collection  Receipt) 

(c)  If  the  penalty  paid  is  determined 
by  the  Commandant  to  have  been  im- 
properly or  excessively  imposed,  and 
the  money  has  already  been  covered  into 
the  United  States  Treasury,  the  payor 
will  be  notified  and  requested  to  submit 
an  application  for  a  refund  on  Form 
CG-1086.  "Claim  for  Navigation  Fine 
Exacted  in  Excess  or  in  Error."  which 
should  be  mailed  to  the  appropriate  Dis- 
trict Commander  for  transmission  to  the 
Commandant.  Such  application  must  be 
made  by  the  payor  within  one  year  of  the 
date  of  payment  of  the  penalty.  If  the 
penalty  paid  is  determined  by  the  Com- 
mandant to  have  been  improperly  or 
excessively  imposed  and  the  money  has 
not  been  covered  into  the  United  States 
Treasury,  the  Coast  Guard  will  notify 
the  payor  and  upon  application  will  re- 
fund the  penalty  or  that  portion  con- 
sidered to  be  in  excess  of  the  proper 
amount. 

§2.30—40      Sp«Tific     types    of    ^iulaliun^ 
reported. 

(a)  General.  The  procedures  in  this 
subpart  apply  to  detected  violations  of 
navigation  and  vessel  inspection  statutes 
and  the  regulations  issued  pursuant 
thereto  which  provide  for  the  impxwition 
of  civil  penalties.  These  procedures  do 
not  apply  to  penalties  set  forth  in  Title 
14.  U.S.  Code. 

(b)  Inspection  laws.  The  vessel  in- 
spection laws  in  Title  46,  U.S.  Code,  and 
implementing  regulations  in  this  chap- 
ter (unless  otherwise  provided  in  specific 
statutes)  which  invoke  civil  penalties 
for  violations  of  those  laws  and  regula- 
tions are  set  forth  in  sections  497  and  498 
of  Title  46.  U.S.  Code. 

(c)  Numbering  of  undocumented  ves- 
sels. The  penalty  for  violations  of  the 
Federal  Boating  Act  and  implementing 
regxilations  in  Parts  170-173  of  this 
chapter  is  in  section  527e  of  Title  46, 
U.S.  Code. 

(d)  Motorboats.  The  penalties  for 
violations  of  the  Act  of  April  25,  1940, 
as  amended  (46  U.S.C.  526-526U)  and 
the  implementing  regulations  in  sub- 
chapter C  of  this  chapter  are  in  section 
526o  of  Title  46,  U.S.  Code. 

(e)  Marine  regattas  or  parades.  The 
penalty  for  violating  the  act  of  April  28, 
1908,  as  amended,  and  applicable  regula- 
tions in  33  CFR  Part  100  iS  in  section  457 
of  Title  46.  U.S.  Code. 


RULES  AND   REGULATIONS 

<f)  Reckless  or  negligent  operation. 
The  civil  penalty  for  violating  the  reck- 
less and  negligent  operation  provisions 
of  the  act  of  April  25.  1940  (46  U.S.C. 
526/<a>>  and  the  regulations  in  this 
chapter  (Part  26)  is  applicable  to  the 
operation  of  all  vessls  and  is  in  section 
526o  of  Title  46.  U.S.  Code 

tg)  Rules  of  the  road.  The  penalties 
for  violating  applicable  rules  of  the  road 
and  implementing  regulations  in  33  CFR 
Parts  80  to  96.  inclusive,  are  in  sections 
158.  159.  244.  354.  and  355  of  Title  33. 
US.  Code. 

(  h »  Load  lines.  The  penalties  for  vio- 
lations of  the  Load  Line  Acts  and  the 
implementing  regulations  in  parts  43  to 
46  of  this  chapter  are  in  sections  85g 
and  88g  of  Title 46,  US  Code 

»i)  Great  Lakes  pilotage.  The  civil 
penalty  for  violations  of  the  Great  Lakes 
Pilotage  Act  of  1960  is  in  section  216e 
of  Title  46.  US.  Code. 

(j)  Manning  or  ernpluyment  of  sea- 
men. The  laws  governing  shipping  of 
seamen  or  manning  of  certain  vessels 
in  Title  46,  U.S.  Code,  and  implementing 
regulations  in  this  chapter  in  specific 
statutes  invoke  civil  penalties  for  certain 
violations  of  those  laws  and  regulations. 
(For  example,  see  sections  562,  567,  568. 
571,  575.  623.  641.  642,  643.  and  672  of 
Title  46.  U.S.  Code  ' 


SUBCHAPTE*    C — UNINSPECTED    VESSELS 

PART   26 — OPERATIONS 

Subpart  26.10 — Assessment,  Collec- 
tion, Mitigation,  Remission  of  Fines 
or  Penalties 

Section  26.10-5ibi  i.s  amended  by  cor- 
recting the  section  references  from 
"§$2.50-20  to  2. 50-30"  to  "5$  2.50-1  to 
2. 50-40"  so  that  it  read.s  as  follows; 

§26.10-.";      Pro«-edur«-H. 

•  •  •  •  • 

•  b'  The  procedure.s  for  the  as^sess- 
ment,  collection,  remission,  or  mitigation 
are  set  forth  in  §§2.50-1  to  2.50-40  of 
Subchapter  A  (Procedures  Applicable  to 
the  Public)  of  this  chapter. 

iRS  4405,  as  amended  4462.  as  amended 
sec.  17,  54  Stat.  166,  as  .unended,  46  USC 
375. 416.  526p) 


SUBCHAPTER  S NUMBERING  OF  UNDOCU- 
MENTED VESSELS,  STATISTICS  ON  NUMBERING, 
AND  -BOATING  ACCIDENT  REPORTS"  AND 
ACCIDENT  STATISTICS 

PART     170— GENERAL     PROVISIONS 

Subpart  170.15 — Appeals   and 
Judicial   Review 

Section  170.15-25  is  amended  by  cor- 
recting the  section  references  from 
■§§  2.50-20  to  2.50-30,  inclusive"  to 
"§§  2.50-1  to  2.50-40"  .so  that  it  reads  as 
follows: 

§  170.1S-23      ReporlH  and  a^xeH-nieiU- of 
penalties  for  violalion.«. 

The  reports  of  violations,  assessments, 
collection,  mitigation  or  remission  of 
civil  penalties  shall  be  in  accordance 
with  §§  2  50-1  to  2.50-40  of  Subchapter  A 
(Procedures  Applicable  to  the  Public)  of 
this  chapter. 


(Seca.   13.  17.  54  Stat.  166,  aa  amended,  sec. 
7.  73  Stat.  1757;  46  U.SO.  6261,  526p,  627d) 

I>ated:  January  17. 1962. 

A.  C.  Richmond, 
Admiral.  U.S.  Coast  Guard. 

Commandant. 

|FR      Doc      62-717;     Piled,    Jan.     19.     1962; 
8:51    ami 


Title  49— TRANSPORTATION 

Chapter  I — Interstate  Commerce 
Commission 

SUBCHAPTER   A — GENERAL   RULES   AND 
REGULATIONS 

PART   120— ANNUAL,  SPECIAL  OR 
PERIODICAL  REPORTS 

Annual  Report  Form  C  Prescribed  for 
Class   II   Raihroods 

At  a  session  of  the  Interstate  Com- 
merce Commission,  Division  2.  held  at  its 
office  in  Washington,  DC,  on  the  2d  day 
of  January  AD.  1962. 

The  matter  of  annual  reports  of  line- 
haul  and  switching  and  terminal  rail- 
road companies  of  Class  n  being  under 
further  consideration,  and  the  changes 
to  be  made  by  this  order  t)eing  minor 
changes  in  the  data  to  be  furnished, 
rule-making  procedures  under  section  4 
1  a)  of  the  Administrative  Procedure  Act, 
5  use  1003,  being  deemed  unnecessary: 

It  is  ordered.  That  §  120.12  of  the 
order  of  November  30,  1960,  in  the  matter 
of  Railroad  Armual  Report  Form  C,  be, 
and  it  is  hereby,  modified  and  amended, 
with  respect  to  annual  reports  for  the 
year  ended  December  31,  1961,  and  sub- 
sequent years,  to  read  as  shown  below. 

It  is  further  ordered.  That  49  CFR 
120.12,  be.  and  it  is  hereby,  modified  and 
amended  to  read  as  follows ; 

§  120.12      Form    preM-ribed    for    ( 1a»-    11 
railroads. 

Commencing  with  reports  for  the  year 
ended  December  31,  1961,  and  there- 
after, until  further  order,  all  line-haul 
and  switching  and  terminal  railroad 
companies  of  Class  n.  as  described  in 
S  126.1.  viz.,  of  this  chapter,  all  carriers 
with  average  annual  operating  revenues 
of  less  than  $3,000,000.  subject  to  the 
provisions  of  section  20,  Part  I  of  the 
Interstate  Commerce  Act,  are  required 
to  file  annual  reports  in  accordance  with 
Railroad  Annual  Report  Form  C,  which 
is  attached  to  and  made  a  part  of  this 
section.'  Such  annual  report  shall  be 
filed  in  duplicate  in  the  Bureau  of  Trans- 
port Economics  and  Statistics,  Interstate 
Commerce  Commission,  Washington  25. 
DC,  on  or  before  March  31  of  the  year 
following  the  year  to  which  it  relates. 

(Sec  12,  24  Stat.  383,  as  amended;  49  USC 
12  Interpret  or  apply  sec  20.  24  Stat  386, 
.us  amended;  49  U  3  C   20) 

And  it  is  further  ordered.  That  copies 
of  this  order  and  of  Annual  Report  Form 
C  shall  be  served  on  all  line-haul  and 
switching  and  terminal  railroad  com- 
panies of  Class  n,  subject  to  the  pro- 
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visions  of  section  20,  Part  I,  of  the  In- 
terstate Commerce  Act,  and  upon  every 
receiver,  trustee,  executor,  administra- 
tor or  assignee  of  any  such  railroad  com- 
pany, and  that  notice  of  this  order  shall 
be  given  to  the  general  public  by  deposit- 
ing a  copy  in  the  office  of  the  Secertary 
of  the  Commission  at  Washington,  D.C., 
and  by  filing  it  with  the  Director,  Office 
of  the  Federal  Register. 

By  the  Commission,  Division  2. 

[SEAL]  Harold  D.  McCoy, 

Secretary. 

{P.R.    Doc.    62-669;     Piled,    Jan.     19,    1962; 
8:48  a.m.] 
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Proposed  Rule  Making 


DEPARTMENT  OF  HEALTH,  EDU- 
CATION, AND  WaFARE 

Food   and   Drug   Administration 

[  21    CFR   Part    121  ] 

FOOD  ADDITIVES 

Notice   of  Filing   of   Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Pood,  Drug,  and  Cosmetic  Act  <sec 
409(b)(5),  72  Stat.  1786;  21  U.S.C 
348(b)(5)),  notice  is  given  that  a  peti- 
tion (PAP  625)  has  been  filed  by  Nalco 
Chemical  Company.  6216  West  Sixty- 
sixth  Place.  Chicago  38.  Illinois,  propos- 
ing the  issuance  of  a  regulation  to  pro- 
vide for  the  safe  use  of  poly-1.4,7. 10.13- 
pentaaza-15-hydroxyhexadecane  as  a 
retention  aid  employed  prior  to  the 
sheet-forming  operation  in  the  manu- 
facture of  paper  and  paperboard  intend- 
ed for  use  in  contact  with  food. 

Dated:  January  12,  1962. 

J,  K.  Kirk. 

Assistant  Commissioner 
of  Food  and  Drugs 

[FR      Dmc      62   661.      Filed      J.m       19       196.' 
8   47   ,1  111   ; 


FEDERAL  AVIATION  AGENCY 

[14   CFR    Parts   600,   601,   608  1 

I  Airspace  Docket  No   61    LA  3\ 

FEDERAL  AIRWAYS,  CONTROLLED 
AIRSPACE  AND  SPECIAL  USE  AIR- 
SPACE 

Proposed  Designation  of  Transition 
Area,  Alteration  of  Continental 
Control  Area,  Federal  Airways  and 
Control  Zones,  Alteration  and  Des- 
ignation of  Restricted  Areas 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  >  14  CFR 
409.131.  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  is  considering 
amendments  to  Part  601  and  §§  600  6023. 
600.6109.  600.6113.  601.1983.  6017101, 
600.1559.  and  608.25  of  the  Regulations 
of  the  Administrator,  the  substance  of 
which  is  stated  below 

The  Vemalis,  Calif  .  Restricted  Area 
R-2525  contains  512  square  miles  and  is 
assigned  to  the  Commander.  Naval  Air 
Bases,  12th  Naval  District,  Alameda. 
Calif.,  for  simulated  low  altitude  bomb- 
ing, rocketry  and  gunnery  activities.  It 
is  designated  from  the  surface  to  an  un- 
limited altitude  from  0500  to  2400  PST, 
Monday  through  Friday. 

The  Federal  Aviation  Agency  has 
imder  consideration  a  proposal  to  re- 
designate R-2525  as  two  smaller  re- 
stricted areas,  hereinafter  identified  as 
R-2525  and  R-2528.    These  areas  would 
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be  designated  to  17.000  feet  MSL  daily 
from  one  hour  before  sunrise  to  one  hour 
after  sunset.  R-2528  would  have  a  floor 
of  2.000  feet  MSL, 

Although  this  alteration  would  result 
in  an  overall  reduction  of  approximately 
310  square  miles  of  special  use  airspace 
in  the  Vernalis.  Calif  .  area,  it  would 
entail  the  inclusion  of  approximately  35 
square  miles  of  airspace  not  previously 
designated 

In  order  to  provide  for  the  mo.st  effl- 
cient  utilization  of  the  airspace,  the 
Oakland,  Calif  .  ARTC  Center  would  be 
designated  as  the  contrulling  a^-.ency  of 
R-2525  and  R-2528 

Further,  the  Crows  Landin*^,  Calif  . 
Navy  Auxiliary  Landing  Field  control 
zone  would  be  enlarged  to  provide  pro- 
tection for  aircraft  executing  prescribed 
instrument  approach  procedures  at 
Crows  Landing  That  portion  of  the 
control  zone  within  R  2528  would  be 
excluded. 

A  transition  area  extending  upward 
from  1,200  feet  above  the  surface  would 
be  desii,'nated  to  supplement  the  Crows 
Landing  control  zone  This  transition 
area  would  encompass  a!)proach  proce- 
dures for  Crows  Landing  ALF  and  would 
provide  additional  controlled  airspace 
for  radar  vectoring  of  air  traffic  by  the 
Oakland  Center  Ihe  portions  of  this 
transition  area  withm  R-2,'i25  and  R- 
2528  would  be  r.'ed  only  after  obtaining 
prior  approval  fiom  app:  <ipi"-<te  author- 
ity 

As  described  herein  R  2528  would  im- 
pinge upon  low  altitude  VOR  Federal 
airways  Nos  23  west  alternate,  109  and 
113.  Therefore  the  description  of  these 
airways  would  be  altered  to  exclude  the 
portions  within  R-2528  Further,  inter- 
mediate altitude  VOR  Federal  airway  No 
1559  extends  in  part  as  a  10-mile  wide 
airway  from  the  Los  Banos,  Calif  ,  VOR 
to  the  Stockton,  Calif  ,  VOR.  A  portion 
of  this  airway  would  coincide  with  R- 
2528,  Therefore,  it  is  proposed  to  re- 
designate Victor  1559  by  reducing  its 
width  from  10  to  8  miles  in  the  vicinity  of 
R— 25*^8 

Restricted  Areas  R-2525  and  R-2528 
would  be  included  as  part  of  the  con- 
tinental control  area  for  air  traffic  con- 
trol purposes. 

Therefore  the  following  actions  are 
proposed 

1.  R-2525  would  be  redesignated  as 
follows 

R  2525      Vernalis.   Calif 

Boundaries!.  A  5-nautual  mile  rnUiu.s  cir- 
cle centered  at  latitude  37  2400  '  N  ,  longi- 
tude 12r20'00"  W 

Designated  altitude^  .Surface  to  17  000 
feet  MSL 

Time  of  designation  One  hour  before 
sunrise  to  one  hour  after  sunset 

Controlling  agency  Federal  .\vlatlon 
Agency,  Oakland  ARTC  Center 

Using  agency.  Commander.  Naval  Air 
BiLses,  12th  Naval  District    Alameda.  Calif. 

2.  A  new  restricted  area  would  be 
designated  as  follows: 


U    J,'>_8      Ni'Win.in.  Calif 

llouiuiurics  Beginning  at  latitude  37*19'- 
.•)()  N  .  longitude  121°O4'05'  W  ;  to  latitude 
M  16  25'  N.  longitude  121'02'55'  W; 
thrni>e  chK'kwlse  along  the  arc  of  a  3-nau- 
in.il  mile  radUis  circle  centered  at  latitude 
M  17'30'  N,  longitude  121''06'30"  W,;  to 
latitude  37  IS'SO'  N  ,  longitude  121*0330  ' 
W  to  latitude  37*05'50"  N  .  longitude  121- 
0145'  W;  to  latitude  37°05'15"  N,.  longi- 
tude 121  08  GO"  W:  to  latitude  37'ITOO' 
N,  longitude  121  1012"  W;  thence  along 
the  arc  of  a  3-naullcal  mile  radium  circle 
centered  at  latitude  37  17  30"  N.  longitude 
1L>1   06'30  ■  W;   to  the  point  of  beginning 

Designated  altituSe^  2  000  feet  MSL  to 
17.000  feet  MSL 

Time  of  designation  One  hour  before 
.-.unrise  to  one  hour  after  sunset. 

Controlling      agency  Federal      Aviation 

Agency.   Oakland   ARTC  Center. 

Using  agency  Commander,  Naval  Air 
Ba.ses.    12th   Naval  District.  Alameda.   Calif. 

3.  The  Crows  Landing  control  zone 
would  be  desi'^nated  within  5  miles  of  the 
Crows  Landing  Navy  Auxiliary  Landing 
Field  latitude  37''24'35"  N..  longitude 
12l'06'40"  W  » .  including  an  extension  2 
miles  either  side  of  the  Crows  Landing 
Navy  ALF  TACAN  327  True  radial  ex- 
tending from  the  5-mile  radius  zone  to 
2  miles  northwest,  excluding  the  airspace 
within  R-2528. 

4  The  Crows  Landing  traixsition  area 
would  be  designated  as  that  airspace  ex- 
tending upward  from  1.200  feet  above  the 
surface,  bounded  on  the  southwest  by 
low  altitude  VOR  Federal  airway  No.  107. 
on  the  north  by  low  altitude  VOR  Fed- 
eral airway  No.  244  south  alternate  and 
on  the  east  by  low  altitude  VOR  Federal, 
airway  No  109.  The  portion  of  this 
transition  area  that  would  be  within  R- 
2525  and  R-2528  would  be  used  only  after 
obtaining  prior  approval  from  appro- 
priat^*  authority 

5  Restricted  Areas  R-2525  and  R- 
2528  would  be  designated  as  part  of  the 
continental  control  area. 

6  Low  altitude  VOR  Federal  airways 
Nos  23  west  alternate.  109  and  113  would 
be  altered  to  exclude  the  airspace  that 
would  be  within  R-2528. 

7  The  segment  of  intermediate  alti- 
tude VOR  Federal  airway  No,  1559  ex- 
tending as  a  10-mile  wide  airway  from 
the  Los  Banos  VOR  to  the  Stockton  VOR 
would  be  redesignated  from  the  Los 
Banos  VOR  as  a  10-mile  wide  airway  to 
the  intersection  of  the  Los  Banos  VOR 
344^  and  the  Salinas  Calif.  VOR  042" 
True  radials.  thence  as  an  8-mile  wide 
airway  to  the  intersection  of  the  Los 
Banos  VOR  344°  and  the  Salinas  VOR 
032"  True  radials.  thence  as  a  10-mile 
wide  airway  to  the  Stockton  VOR, 

Interested  persons  may  submit  such 
written  data,  views  or  argimients  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator,  Western  Region.  Attn: 
Chief.  Air  Trtiflic  Division,  Federal  Avia- 
tion Agency.  5651  West  Manchester 
Avenue.  P,0.  Box  90007.  Airport  Station. 
Los  Angeles  45.  Calif,  All  communica- 
tions received  within  forty-five  days  after 
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publication  of  this  notice  in  the  Federal 
Recistei  will  be  considered  before  action 
is  taken  on  the  proposed  amendment. 
No  public  hearing  is  contemplated  at  this 
time,  but  arrangements  for  informal 
conferences  with  Federal  Aviation 
Agency  officials  may  be  made  by  con- 
tacting the  Regional  Air  Traffic  Division 
Chief,  or  the  Chief,  Airspace  Utilization 
Division,  Federal  Aviation  Agency,  Wash- 
ington 25,  D.C.  Any  data,  views,  or  ar- 
guments presented  during  such  confer- 
ences must  also  be  submitted  in  writing 
in  accordance  with  this  notice  in  order 
to  become  part  of  ttie  record  for  con- 
sideration. The  proposal  contained  in 
this  noUce  may  be  changed  in  the  light 
of  comments  received. 

The  official  Docket  will  be  available  for 
examination  by  interested  persons  at  the 
Docket  Section,  Federal  Aviation  Agency, 
Room  C-226,  1711  New  York  Avenue 
NW..  Washington  25.  D.C,  An  informal 
Docket  will  also  be  available  for  exami- 
nation at  the  office  of  the  Regional  Air 
Traffic  Division  Chief. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  U.S.C.  1348) . 

Issued  in  Washington,  D.C,  on  Janu- 
ary 16,  1962. 

Charles  W.  Carmody, 
Chief.  Airspace  Utilization  Division. 

|FR.    Doc.    62-646;    PUed,    Jan.     19,    1962; 
8:45   a.m.] 


SECURITIES  AND  EXCHANGE 
COMMISSION 

I  17  CFR   Part  270  1 

RECORDS  TO  Bl  MAINTAINED  AND 
PRESERVED  BY  REGISTERED  IN- 
VESTMENT COMPANIES  AND 
OTHERS 

Extension  of  Time  for  Comments 

The  Securities  and  Exchange  Commis- 
sion has  extended  to  January  26,  1962, 
the  date  for  the  filing  by  interested  per- 
sons of  views  and  comments  on  its  "No- 
tice of  Proposal  to  Amend  Rules  31a-l 
and  31a-2  (§§270.31a-l  and  270.31a-2) 
and  to  Adopt  Rule  31a-3  (§  270.31a-3) 
under  the  Investjpent  Company  Act  of 
1940"  (Investment  Company  Act  Release 
No.  3368) .  This  announcement  was  pub- 
lished also  in  the  Federal  Register  of 
December  7,  1961  (26  P.R.  11738),  The 
previous  date  fixed  for  such  filings  was 
January  12,  1962. 

By  the  Commission. 


[seal] 


Orval  L.  DuBois, 
Secretary. 


January  11, 1962. 

[P,R,     Doc.    62-657;    Filed,    Jan.     19,    1962; 
8:46a.m.l 


DEPARTMENT  OF  AGRICULTURE 

Office  of  th«  S«cr«tory 

TEXAS 

Dcsignotion  of  Aroos  for  Emergency 
Loons 

For  the  purpose  of  malting  emer- 
gency loans  pursuant  to  section  321  (a> 
of  Public  Law  87-128  (7  U.S.C.  1961)  it 
has  been  determined  that  in  Fannin 
County.  Texas,  natural  disasters  have 
caused  a  need  for  agricultural  credit  not 
readily  available  from  commercial  banks, 
cooperative  lending  agencies,  or  other 
responsible  sources. 

Pursuant  to  the  authority  set  forth 
above,  emergency  loans  will  not  be  made 
in  the  above-named  county  after  June 
30.  1962.  except  to  applicants  who  pre- 
viously received  emergency  or  special 
livestock  loan  assistance  and  who  can 
qualify  under  established  policies  and 
procedures. 

Done  at  Washington.  DC  .  this  I7th 
day  of  January  1962. 

Orville  L  Freeman, 
Secretary 

[P.R.    Doc.     62-680-.     Filed.     Jan      19,     1962; 
8:50  ami 


Notices 


determined  to  be  es4>ential  for  opx* ration 
on  Trade  Route  No.  15-A: 

1.  Umted  States  flag  sailing  reqiiire- 
ments  for  freight  service  on  Trade  Route 
No  15-A  are  approximately  five  freighter 
sailings  per  month.  For  interim  opera- 
tion pending  replacement  thereof  C-2 
and  C-3  type  freight  ships  are  suitable 
for  operation  on  the  route  Replace- 
ment freighters  should  be  superior  in 
speed  and  have  approximately  the  same 
carrying  capacity  as  the  present  C-3  type 
ships. 

2.  United  States  f1a«  sailing  require- 
ments for  combination  pas-senRer  cargo 
service  on  Trade  Route  No  15-A  are  not 
less  than  one  and  not  more  than  two 
voyages  during  each  calendar  year  with 
the  '  SS  Argentina"  and  or  the  "SS 
Brasil."  such  voyages  offering  outbound 
service  on  Trade  Route  No  1  prior  to 
calling  at  Trade  Route  No.  15-A  ports 
The  "SS  Argentina  and  'SS  BrasU"  are 
suitable  for  long  ranse  operation  on 
this  service. 

Dated     January  16.  1962 

By  order  of  the  Mantimi-  Administra- 
tor 

James  S    Dswson.  Jr  . 

Secretary. 

|FR      Di>c      62   659.     Filed      Jiiii      19       1962; 
8  47  a  m  1 


DEPARTMENT  OF  COMMERCE       CIVIL  AERONAUTICS  BOARD 


Maritime  Administration 

[Trade  Route  No.  15-A ) 

U.S.   ATLANTIC/SOUTH   AND   EAST 
AFRICA 

Notice  of  Conclusions  and  Determi- 
nations Regarding  the  Essentiality 
and  United  States  Flag  Service  Re- 
quirements 

Notice  is  hereby  given  that  on  January 
15,  1962.  the  Maritime  Admiiiistrator. 
acting  pursuant  to  Section  211  of  the 
Merchant  Marine  Act,  1936.  as  amended, 
found  and  determined  the  essentiality 
and  United  States  flag  service  require- 
ments of  United  States  foreign  Trade 
Route  No.  15-A  and  ordered  that  the 
following  conclusions  and  determinations 
reached  by  the  Maritime  Administrator 
with  respect  to  said  Trade  Route  be 
published  in  the  Federal  Register. 

Trade  Route  No  15-A  as  described  be- 
low is  affirmed  as  an  essential  foreign 
trade  route  of  the  United  States:  Be- 
tween United  States  Atlantic  ports 
(Maine- Atlantic  Coast  Florida  to  but  not 
including  Key  West)  and  ports  in  South 
and  East  Africa  from  the  southern  bor- 
der of  Angola  to  Cape  Guardafui  in 
Somalia,  including  the  islands  of  Ascen- 
sion and  St.  Helena  in  the  South  At- 
lantic and  Madagascar  and  adjacent 
islands  in  the  Indian  Ocean  not  east  of 
60°  East  Longitude. 

r   The  following  United  States  flag  serv- 
ices and  ship  requirements  are  found  and 
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I  Docket  No6   12130.  13335.  Order  E   17931  | 

EASTERN  MOHAWK  TRANSFER  CASE 
AND  SERVICE  TO  OGDENSBURG, 
N.Y.   CASE 

Order  of  Investigation   and 
Consolidation 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington,  DC  . 
on  the  16th  day  of  January  1962. 

In  the  matter  of  the  Eastern  Mohawk 
Transfer  Case.  Docket  12130;  in  the  mat- 
ter of  the  Service  to  Oi^densburtr.  NY. 
Case.  Docket  13335. 

Mohawk  Airlines.  Inc  Mohawk',  is 
certificated  to  provide  service  to  Ogdens- 
burg.  New  York,  on  segments  2,  8,  and  9 
of  its  route  94  On  segment  2,  Ogdens- 
burg  is  designated  as  a  coterminal  point 
with  Watertown,  New  York  (Order 
E-14740,  I>ecember  15.  1959  >  Sei-vice 
on  segments  8  (Order  E-17617.  Octo- 
ber 20.  1961)  and  9  'Order  E-16412. 
February  21.  1961'  is  authorized  to  the 
hyphenated  point  Ogdensburg-Massena. 
By  Order  E-17617,  October  20.  1961.  the 
Board  amended  Mohawks  certificate  to 
redesignate  the  coterminal  point  Ogdervs- 
burg  on  segment  2  as  the  hyphenated 
terminal  p>oint  Ogden.sburg-Massena. 
and  thereafter  permitted  to  become  ef- 
fective an  airport  notice  filed  by  Mohawk 
proposing  service  to  Ogdensburg-Mas- 
sena  through  the  use  of  Richards  Field 
at  Massena.  On  October  30,  1961. 
Ogdensburg  filed  in  the  United  States 


Court  oi  AppeaU  for  the  District  of 
Columbia  Circuit  a  petition  for  review 
of  the  Board's  orders  of  August  31  and 
October  20  and  its  related  airport  action 
City  of  Ogdensburg  et  al..  v.  Civil  Aero- 
nautics Board.  No.  18.699.  By  Order 
E-17659.  October  31.  1961.  the  Board 
stayed,  until  further  order  of  the  Board, 
the  redesignatlon  of  Ogdensburg  on  seg- 
ment 2  and  the  related  airport  action 
insofar  as  it  would  allow  service  to 
Ogdensburg  on  segment  2  through  the 
use  of  Richards  Field. 

On  November  20.  1961.  the  City  of 
Ogdensburg.  New  York,  the  Ogdensburg 
Chamber  of  Commerce,  and  the  Odgens- 
burg  Bridge  and  Port  Authority  peti- 
tioned the  Board  for  amendment  of  the 
Certificate  of  Public  Convenience  and 
Necessity  of  Mohawk  Airlines.  Inc..  for 
route  94  'Docket  13197 ».  In  essence. 
Ogdensburg  requests  a  public  hearing 
to  determine  the  future  of  air  service  to 
Ogdensburg. 

The  Board  has  determined  that  a 
certificate  renewal  proceeding  investi- 
gating the  requirements  of  air  transpor- 
tation to  Ogdensburg  over  segment  2  of 
Mohawk's  route  94  is  warranted  at  this 
time.  TTie  question  of  whether  or  not 
the  service  on  segment  8  should  be  to 
the  hyphenated  point  Ogdensburg- 
Massena.  or  to  Ogdensburg  as  an  inter- 
mediate, coterminal.  or  terminal  ixjlnt 
will  also  be  in  issue.  The  Board  also 
finds  that  service  to  Ogdensburg  on  seg- 
ment 9  need  not  be  an  issue  in  the 
investigation,  inasmuch  as  the  require- 
ment for  this  service  was  fully  heard  and 
determined  in  the  recent  Pittsburgh- 
Syracuse  Case.  Order  E)- 164 12.  February 
21.  1961. 

Under  the  present  set  of  circumstances, 
it  appears  that  Ogdensburg  is  faced  with 
a  problem  that  can  only  be  resolved  ujwn 
the  Board's  Investigation  of  the  air  trans- 
portation requirements  indicated  above. 
Mohawk,  though  manifesting  a  willing- 
ness to  serve  Ogdensburg,  contends  that 
the  Ogdensburg  airport,  in  its  present 
condition,  cannot  accommodate  the  air- 
craft now  predominant  in  Mohawk's 
fleet.  Ogdensburg.  on  the  other  hand, 
alleges  that  upon  the  issuance  of  the 
Boards  decision  in  the  Eastern-Mohawk 
Transfer  Case  (E-17382.  17383.  August 
14,  1961  >.  in  which  Ogdensburg  and 
Massena  were  hyphenated  on  segments 
2  and  8,  the  Federal  Aviation  Agency 
has  withheld  funds  earmarked  for  Og- 
densburg's  airport  expsuision. 

Though  Mohawk's  authority  to  serve 
Ogdensburg  on  segment  2  of  route  94 
does  not  expire  until  February  23.  1963. 
and  the  extended  segment  8  authority 
has  just  been  granted  for  an  indefinite 
period,  the  Board  finds  that  the  unique 
problem  presently  facing  Ogdensburg 
plus  the  importance  of  problems  deal- 
ing with  the  concept  of  regional  airports 
require  the  prompt  investigation  into 
the  matter  of  air  service  to  Ogdensburg 
on  Mohawk's  segments  2  and  8  of  route 
94. 


Saturday,  January  20,  1962 

The  InvesUgatioo  contemplated  herein 
shall  encompass  the  following  issues :  (1 ) 
Whether  Mohawk's  certificate,  as  it  per- 
tains to  segment  3  of  route  94.  should 
be  altered,  amended,  modified,  sus- 
pended, terminated,  or  renewed  with 
respect  to  air  service  to  Ogdensburg;  (2) 
uhether,  in  the  event  that  service  is 
continued  to  Ogdensburg  on  segme&i  S. 
the  service  should  be  to  the  hyphenated 
terminal  point  Ogdensburg-Massena.  or 
to  Ogdensburg  as  an  intermediate,  coter- 
minal. or  sole  terminal  point,  and  if 
so  for  what  period;  (3)  whether  service 
to  Ogdensburg  via  segment  8  of  route  94 
should  be  to  the  hyphenated  terminal 
point  Ogdensbiu-g-Massena,  or  to  Og- 
densburg as  an  intermediate,  coterminal. 
or  sole  terminal  point;  (4)  whether  on 
segments  2  and/or  8,  if  it  Is  determined 
that  service  is  to  he  solely  to  the  hyphen- 
ated point  Ogdensburg-Massena.  the 
Board  should  indicate  the  nature  of  the 
service  or  leave  to  the  discretion  of  Mo- 
hawk's management  the  selection  of  the 
airport  through  which  to  serve  the 
Ogdensburg-Massena  area. 

The  Board's  action  instituting  this  in- 
vestigation will  be  subject  to  any  neces- 
sary approval  by  the  Court  of  Appeals  for 
the  District  of  Colimibia  Circuit:  Ac- 
cordingly, it  is  ordered: 

1.  That,  subject  to  any  necessary  ap- 
proval by  the  United  States  Court  of  Ap- 
peals for  the  District  of  Columbia  Cir- 
cuit, an  investigation  be,  and  it  hereby 
is  instituted,  pursuant  to  section  401(g) 
of  the  Federal  Aviation  Act  of  1958.  to 
consider: 

(a>  Whether  the  certificate  of  Mo- 
hawk Airlines,  Inc.,  as  it  pertains  to 
segment  2  of  route  94,  should  be  altered, 
amended,  modified,  suspended,  termi- 
nated, or  renewed  with  respect  to  Og- 
densburg, New  York; 

<  b)  Whether,  in  the  event  that  service 
is  continued  to  Ogdensburg  on  segment 
2.  the  service  should  be  to  the  hyphen- 
ated terminal  point  Ogdensburg-Mas- 
sena. or  to  Ogdensburg  as  an  intermedi- 
ate, coterminal.  or  sole  terminal  point. 
and  if  so,  for  what  period; 

'O  Whether  serviee  to  Ogdensburg 
via  segment  8  of  route  94  should  be  to 
the  hyphenated  terminal  point  Ogdens- 
burg-Massena, or  to  Ogdensburg  as  an 
intermediate,  coterminal.  or  sole  termi- 
nal point;  and 

'  d )  Whether,  on  segments  2  and/or  8, 
if  it  is  determined  that  service  Is  to  be 
solely  to  the  hyphenated  point  Ofdens- 
burg-Massena.  the  Board  should  indicate 
the  nature  of  the  service  or  leave  to  the 
discretion  of  Mohawk's  management  the 
selection  of  the  airport  through  which 
to  serve  the  Ogdensbiu-g-Masscna  area; 

2.  That  the  proceeding  instituted 
herein  shall  be  known  as  the  Service  to 
Ogdensburg,  N.Y.  Case,  Docket  13335, 
and  shall  be  set  down  for  prompt  hear- 
ing' before  an  Examiner  of  the  Board  at 
a  time  and  place  to  be  hereafter 
determined; 

3.  That  a  copy  of  this  order  shall  be 
served  upon  the  city  of  Ogdensburg, 
New  York,  the  Ogdensburg  Chamber  of 
Commerce,  the  Ogdensburg-Bridge  and 
Port  Authority,  the  city  of  Massena. 
New  York,  the  New  York  SUte  Depart- 
ment of  Oommerce,  and  Mohawk  Air- 
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lines.  Inc..  who  are  hereby  made  parties 
to  the  proceeding: 

4.  That  the  stays  set  forth  in  Order 
E-17659  of  October  31,  1961,  shall  con- 
tinue in  effect  pending  a  final  order  in 
this  proceeding; 

5.  That,  subject  to  the  limitations  set 
forth  in  this  order.  Docket  13197  be. 
and  it  hereby  is.  consolidated  with  this 
proceeding;  and 

6.  That  this  order  be  published  in  the 
Feobkal  Rbgistek. 

By  the  Civil  Aeronautics  Board. 

ISEAL]  ILutOLD  R.  Sanderson, 

Secretary. 

[P.R.    Doc.    62-681:     Filed.    Jan.     19,     1962; 
8:50  ajn.l 


|Dock«t  No.  13267] 

SWISSAIR,  SWISS  AIR  TRANSPORT 
CO.,  LTD. 

Notice  of  Hearing 

In  the  matter  of  the  application  of 
Swissair.  Swiss  Air  Transport  Company 
Limited  for  amendment  of  its  foreign  air 
carrier  permit  so  as  to  include  Frank- 
furt, Germany,  as  an  intermediate  point 
and  Chicago.  Illinois,  as  a  coterminal 
point  with  New  York,  New  York. 

Notice  is  hereby  given  pursuant  to  the 
provisions  of  the  Federal  Aviation  Act 
of  1958.  as  amended,  that  hearing  in  the 
abovf-entltled  matter  is  assigned  to  be 
held  on  January  29.  1962,  at  10  a.m., 
e.s.t.,  in  Room  701.  Universal  Building, 
Connecticut  and  Florida  Avenues  NW., 
Washington,  D.C..  before  Chief  Examiner 
Francis  W.  Brown. 

Dated  at  Washington,  D.C.,  January 
17,  1962. 

[SEAL]  Francis  W.  Brown, 

Chief  Examiner. 

IF.R.    Doc.    62-«82:    Piled.    Jan.     19.     1962; 
8:50  a.m. J 


(Docket  No.  12885;  Order  E-17932I 

UNITED   STATES-SOUTH   AMERICA 
ROUTE  CASE 

Order  on  Motions  for  Modification 
and  Motions  for  Consolidation 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  ofBce  in  Washington,  DC, 
on  the  16th  day  of  January  1962. 

On  August  8.  1961,  in  Order  E-17289, 
the  Board  instituted  an  investigation 
calling  for  a  comprehensive  review  of  the 
United  States  flag  carrier  route  pattern 
between  the  domestic  United  States  and 
South  America.  It  was  our  intention  at 
that  time  that  this  proceeding  be  con- 
ducted in  two  separate  stages,  the  first 
dealing  with  the  route  pattern  required 
by  the  public  convenience  and  neces- 
sity, and  the  second  dealing  with  the 
selection  of  an  air  carrier  or  air  carriers 
to  provide  the  required  services.  This 
intention  is  reaffirmed  here. 

In  Order  E-17289.  we  provided  an  op- 
portunity for  interested  parties  to  file 
motions  to  modify  the  issues  as  set  forth 
therein  and  motions  to  consolidate  appli- 
cations. Nimierous  motions  and  answers 
have  been  filed  by  air  carriers  and  civic 
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bodies.  These  will  be  discussed  and  con- 
sidered herein  to  the  extent  that  they 
bear  on  the  scope  of  the  first  stage  of  this 
proceeding— the  route  pattern  required 
by  the  public  conven^nce  and  necessity. 
We  have  reconsidered  Order  Ii-17289 
in  the  light  of  the  incoming  documents, 
and  it  will  stand  except  insofar  as  spe- 
cifically modified  herein. 

The  primary  modification  of  oiu-  previ- 
ous order  which  we  feel  is  warranted  re- 
lates to  the  definition  and  separation  of 
the  Caribbean  Area  issues  as  contrasted 
with  United  States-South  America  route 
problems.  Oiu-  previous  order  and  sup- 
porting staff  report  included  the  issues 
of  the  possible  deletion  of  Maracaibo  and 
Caracas  from  Delta  Air  Lines'  route  114. 
In  addition.  Barranquilla  and  Guate- 
mala were  identified  as  points  on  route 
A.  Considering  the  pleadings  now  be- 
fore us,  the  Latin  American  Air  Service 
Case.  6  CAB  857,  889  (1946),  and  our 
determination  to  go  forward  with  a 
United  States-South  America  Case,  as 
distinct  from  a  Caribbean  Area  Investi- 
gation,' we  will  exclude  the  issue  as  to 
the  possible  deletion  of  Delta's  authori- 
zations at  Maracaibo  and  Caracas,  and 
we  will  also  exclude  issues  concerning 
new  service  to  Barranquilla  and  Guate- 
mala as  well  as  Maracaibo  and  Caracas  * 
Following  this  course,  there  will  no 
longer  be  any  necessity  for  Delta  to  be  a 
party  to  this  proceeding. 

In  addition,  there  will  be  no  issue  in 
this  proceeding  as  to  the  possibility  of 
altering,  amending  or  modifying  Pan 
Americans  existing  authority,  as  de- 
scribed in  its  certificate  for  route  136. 
for  points  north  of  the  route  Jimction 
Port  of  Spain.  Trinidad.  However,  we 
will  consider  the  issue  as  to  whether 
Balboa-Miami  authority  should  be  de- 
leted from  proposed  route  A,  as  distinct 
from  such  authority  in  relation  to  serv- 
ices wholly  within  the  Caribbean  Area, 
which  will  be  considered  in  the  contem- 
^plated  Caribbean  Area  Investigation. 
Also,  there  will  be  in  issue  the  question 
of  modification  of  the  coterminal  status 
of  the  cities  in  the  northeastern  part  of 
the  United  States  as  named  in  Pan 
American's  certificate. 

A  number  of  other  requests  for  relief 
are  governed  by  our  separation  of"  Car- 
ibbean Area  issues  from  United  States- 
South  America  route  problems.  In  par- 
ticular. National  seeks  the  imposition  of 
long-haul  restrictions  on  all  U5.-South 
America  services  which  would  require 
flights  to  originate  and/or  terminate  at 
points  beyond  the  Caribbean  Area. 
Since  the  overall  Caribbean  route  pat- 
tern will  be  considered  in  the  forth- 
coming proceeding  directed  ^ecifically 
to  the  Caribean  Area,  we  find  no  need, 
and  no  sound  reason,  for  considering  in 
the  present  case  the  possible  imposition 
of  restrictions  on  any  existing  certificate 


'  The  Board  will  institute  a  separate  Carib- 
bean Area  Investigation  at  a  subsequent  date. 

-  In  the  Latin  American  Air  Service  Case. 
supra,  at  page  889,  the  Board  defined  the 
Caribbean  Area  in  part  as  "•  •  •  embracing 
the  Lesser  and  Greater  Antilles,  Venezuela 
and  Colombia  on  the  north  coast  of  South 
America  and  the  countries  of  Central  Amer- 
ica, including  the  Canal  Zone  •  •  •".  ThiM 
Is  consonant  with  our  action  herein. 
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authority  to  prohibit  turnaround  service 
between  points  in  the  United  States  and 
Cuibbean  points,  such  as  Balboa.  With 
req;>ect  to  any  new  or  expanded  U.S.- 
South  America  authority  that  may  come 
out  of  the  present  case,  the  issues  as 
now  framed  are  sufflclently  broad  to 
encompass  the  question  of  the  imposi- 
tion of  long-haul  restrictions  on  such 
authority.* 

Miami.  Washington,  and  New  York 
will  be  considered  as  possible  cotermi- 
nals  on  route  B,  and  Washington  and 
New  York  will  be  considered  as  possible 
ooterminals  on  route  A.  In  addition.  Mi- 
ami will  be  considered  as  a  separate 
terminal  on  route  A.  However,  no  traf- 
fic rights  between  the  east  coast  United 
States  points  will  be  considered. 

The  city  and  chamber  of  commerce  of 
Houston  filed  an  application  and  motion 
seeking  the  inclusion  of  Houston  on  new 
and  modified  routes  between  Houston, 
on  the  one  hand,  and  points  in  the  Carib- 
bean on  the  other.  This  proposal  is 
without  regard  to  whether  or  not  such 
authority  Is  part  of  a  United  States- 
South  America  route.  Braniff  and  Pan 
American,  in  reply  to  such  motions,  have 
stated  that  the  scope  of  the  proceeding  in 
this  area  should  be  clarified  by  the  Board. 
Further  the  carriers  urge  that  if  appli- 
cations, such  as  Houston's  are  to  be  In- 
cluded, carrier  parties  should  be  permit- 
ted to  litigate  applications  for  new  serv- 
ices between  Balboa-Panama  City/Ca- 
nal Zone  and  points  in  the  United  States. 
In  our  previous  order  (E-17389)  we  de- 
termined that  there  would  be  no  issue  in 
the  instant  proceeding  as  to  new  or  ad- 
ditional route  authority  in  the  Carib- 
bean Area.  We  would  emphasize  that 
this  proceeding  is  aimed  at  the  reduc- 
tion and/or  elimination  of  uneconomic 
competitltfh.  In  short,  the  issue ^>  as  to 
this  area  relate  to  the  possible  deh-tion 
of  service  rather  than  the  additioii  of 
new  service. 

Rio  de  Janeiro  and  Sao  Faulo  ate 
presently  served  by  two  United  States 
fiag  carriers.  Therefore,  the  parties  to 
this  proceeding  will  be  given  the  oppor- 
t\mi^  to  submit  evidence  as  to  whether 
this  type  of  certification  should  be  con- 
tinued in  the  Board's  proposed  new  route 
pattern. 

Braniff  and  Panagra  have  requested, 
by  motions  for  expansion  and  consolida- 
tion, that  San  Francisco  and  Los  Angeles 
be  named  as  ooterminals  on  proposed 
route  B  either  in  addition  to  or  in  lieu 
of  route  A  as  shown  in  the  staff  study 
attached  to  the  original  order  of  investi- 
gation. Both  carriers  have  alleged  that 
a  strong  community  of  interest  exists 
between  the  California  points  and  the 
west  coast  of  South  America  (points  on 
route  B).  At  this  time  there  is  httle 
probative  information  before  us  to  sup- 
port or  contradict  this  allegation.  Never- 
theless, we  will  Include  this  request  as  an 
issue  to  be  litigated  in  this  proceeding. 
However,  as  a  result  of  this  action  we  will 
have  competing  carriers  seeking  a  route 
which,  on  the  basis  of  any  information 
now  before  us,  will  not  support  more  than 
one  carrier.  Despite  our  determination 
that  this  proceeding  be  directed  toward 
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the  reduction  or  elimination  of  uneco- 
nomic competition,  we  will  not  deprive 
the  parties  of  the  opportunity  to  demon- 
strate that  the  California  cities  can 
strengthen  either  route  A  or  B.  or  con- 
ceivably both. 

Applications  have  been  advanced  for 
consolidation,  which  include  many  co- 
terminal  points  within  the  interior  of 
the  United  States,  for  which  no  specific 
support  has  been  submitted.  As  set 
forth  in  the  staff  study  appended  to  our 
previous  order,  it  is  our  intention  to 
limit  consideration  of  United  States 
terminals  to  the  presently  certificated 
gateways.  Since  there  has  t)een  no 
showing  that  consideration  of  additional 
United  States  terminals  is  necessary  to 
a  sound  disposition  of  the  proceeding,  or 
required  to  afford  fairness  to  any  per- 
son, no  consideration  will  be  given  to 
new  United  States  terminals  for  South 
America  routes,  and  applications  di- 
rected toward  additional  United  States 
terminals  will  not  be  considered 

Applications  for  exclusive  all  cargo 
routes  are  beyond  the  scope  of  this  pro- 
ceeding and  will  be  excluded.  Similarly, 
the  petition  for  intervention  filed  by 
Riddle  will  be  denied  since  Riddle  has 
no  Independent  interest  in  a  South 
America  case. 

Pan  American  seeks  consolidation  of 
the  Panagra  Management  Agreement 
Proceeding,  Docket  6140,  which  concerns 
the  alleged  control  relationships  between 
W.  R  Grace  and  Company  and  Panagra. 
We  see  no  necessity  for  such  consolida- 
tion and  the  Panagra  Management  mat- 
ter can  be  considered  separately  while 
we  proceed  with  the  flrat  stage  of  the 
instant  proceeding 

E>allas.  Houston.  San  Antonio.  New 
Orleans.  Chicago,  Oklahoma  City,  the 
Commonwealth  of  Puerto  Rico,  Aerovias 
Sud,  Eastern,  National.  Mackey.  Carib- 
air  and.  as  mentioned  above.  Riddle,  all 
seek  intervention  In  view  of  the  limita- 
tions which  we  will  impose  on  the  scope 
of  this  proceeding  as  discussed  above. 
ui-  will  grant  Intervention  to  Houston, 
Pufito  Rico,  Aerovias  Sud,  Eastern,  Na- 
tional and  Mackey  and  deny  interven- 
tion to  Dallas,  San  Antonio.  New  Orleans, 
Chicago,  Oklahoma  City.  Caribair  and 
Riddle 

In  accordance  with  the  foregoing,  we 
find  that  Trans  Caribbean  Airways'  re- 
quest for  consolidation  of  Docket  12993 
should  be  granted  only  insofar  as  it  con- 
forms to  the  designation  of  route  B  as 
modified  herein. 

As  to  Braniff,  we  will  grant  its  request 
to  consolidate  Docket  12988  and  Docket 
3482,  as  amended,  except  as  to  the  desig- 
nation of  Dallas  and  Houston  as  co- 
terminal  points.  This  issue  Is  beyond 
the  scope  of  the  instant  proceeding. 
Braniff  also  seeks  consolidation  of 
Docket  12987  which  duplicates  Docket 
12988  for  points  south  of  Balboa  with 
the  addition  of  a  proposed  segment  be- 
tween routes  A  and  B  to  Brasilia. 

With  respect  to  service  to  Brasilia,  it 
IS  now   served   by  Pan  American  *   and 


*See  loirs. 


•By  temporary  exemption  (Order  E-14872, 
Janu&ry  38,  1900) ,  Pan  American  and  Braniff 
were  authorized  to  serve  Braalila  Branlfl 
has  not  Initiated  service 


will  b«<  considered  as  a  possible  point  on 
either  route  A  or  route  B.  We  have  no 
historic  traffic  data  as  to  this  point,  and. 
in  view  of  our  objective  herein  to  reduce 
or  eliminate  uneconomic  competition, 
consideration  will  not  be  given  to  pos- 
sible United  States  flag  competitive 
service  to  Brasilia  at  this  early  stage  in 
Its  development. 

Docket  12987  also  includes  a  request 
that  Seattle  be  named  as  a  cotermlnal 
with  San  Francisco  and  Los  Angeles,  and 
that  Guatemala  City  be  named  as  an 
intermediate.  Additionally,  BranifT 
seeks  Denver,  Kansas  City,  San  Antonio, 
Houston,  Dallas,  New  Orleans  as  coter- 
minals.  Mexico  City  and  Guatemala  as 
intermediates  in  Part  n  of  its  applica- 
tion Such  requests  are  beyond  the  scope 
of  this  proceeding  and  we  will  deny  con- 
solidation of  Docket  12987,  as  well  as 
Braniff's  contingent  request  to  consoli- 
date Dockets  3700  and  4380,  which  for  the 
most  part  duplicate  the  application  in 
Docket  12987,  but  also  Include  numerous 
Caribbean  Area  points. 

Caribair'8  motion  to  consolidate  Docket 
11078  raises  matters  which  are  entirely 
within  the  contemplated  Caribbean  Area 
Investigation  This  motion  will  be 
denied. 

Pan  American's  numerous  requests 
and  contingent  requests  for  consolida- 
tion and  modification  will  be  denied  ex- 
cept to  the  limited  extent  that  they  con- 
form with  our  discussion  above.  Thus, 
consolidation  Is  warranted  of  Pan  Ameri- 
can's application  in  Docket  11609  and  its 
restated  applications  in  Dockets  2720. 
4833.  and  8597,  but  only  to  the  extent 
that  they  conform  to  the  points  named 
on  proposed  route  B.  Consolidation  need 
not  be  granted  as  to  Dockets  3862,  4958. 
5417.  5453,  5629.  5874.  6603,  10054.  10619. 
and  12862.  Each  of  these  Involves  either 
services  within  the  Caribbean  Area  or 
proposed  services  for  points  beyond  the 
scope  of  the  instant  proceeding. 

Panagra's  motion  to  consolidate  its 
applications  in  Dockets  4159  and  12688 
will  be  granted.  These  applications  re- 
quest that  the  carrier's  authority  to  serve 
Bogota.  Colombia,  be  made  permanent 
and  that  the  carrier  be  granted  author- 
ity to  engage  in  air  transportation  be- 
tween points  on  Its  present  route  146  and 
New  York,  Washington,  and  Miami.  As 
previously  stated,  local  traffic  rights  be- 
tween the  three  United  States  cities  will 
not  be  considered. 

National's  request  for  consolidation  of 
of  its  applications  in  Dockets  5032  and 
12700  will  be  denied.  Those  applications 
relate  to  services  within  the  Caribbean 
Area  and  should  therefore  be  heard  in 
the  forthcoming  proceeding  directed  to 
consideration  of  the  route  pattern  in  that 
area.  We  will  not  link  our  denial  of  con- 
solidation with  a  Umltation  on  the  Issues 
in  the  present  proceeding  that  would 
preclude  U.S. -Balboa  turnaround  service 
under  any  new  UB. -South  America 
route  authority  that  may  be  granted.  To 
do  so  would  prevent  consideration  of 
such  a  service  on  even  a  temporary  basis 
pending  disposition  of  the  Caribbean 
proceeding.  National,  or  any  other  car- 
rier, will  have  a  full  opportunity  to  at- 
tempt to  establish  that  the  Board  as  a 
matter  of  law  must,  or  as  a  matter  of  dis- 
cretion should,  Impose  a  long-haul  con- 
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dition  on  any  new  authority  that  may 
come  out  of  the  case. 

The  United  States-South  America 
Route  Case  can  now  proceed  to  pre- 
hearing and  hearing  before  an  ^aminer 
of  the  Board.  The  issues  in  the  first 
.stage  will  conform  to  those  raised  in 
Order  E-17289,  as  modified  herein.  In 
accordance  with  Order  E-17289,  no  fur- 
ther motions  for  modification,  expansion, 
or  consolidation  will  be  considered  in 
the  first  stage  of  this  proceeding,  nor  will 
we  entertain  any  motions  for  recon- 
sideration of  the  actions  taken  herein. 
After  decision  as  to  the  route  pattern  to 
be  operated,  interested  parties  will  have 
an  opportunity  to  submit  propoaals. 
through  applications,  for  the  particu- 
lar routes:  Accordingly,  it  ia  ordered: 

1.  That  the  Issuea  as  to  the  possible 
deletion  of  Delta's  authorizations  at 
Maracalbo  and  Caracas  be  excluded  from 
this  proceeding  and  that  Delta  be  ex- 
cluded as  a  party: 

2.  That  issues  as  to  new  or  amended 
authority  related  to  Barranqullla  and 
Guatemala  be  excluded  from  this  pro- 
ceeding; 

3.  That  any  issue  as  to  the  alteration, 
amendment  or  modification  of  Pan 
American's  existing  authority  as  de- 
scribed in  its  certificate  for  route  136 
be  excluded  from  this  proceeding  except 
to  the  extent  its  certificate  authorizes 
Balboa-Mlami  service  as  a  part  of  a 
United  States-South  America  authoriza- 
tion, and  the  modification  of  the  cer- 
tificate designation  as  to  the  ooterminal 
status  of  the  northeastern  United  States 
cuies  named  therein: 

4  That  Miami.  Florida.  Washington, 
DC,  and  New  York,  New  York,  be  con- 
-sidered  as  possible  ooterminals  on  route 
B.  and  Washington  and  New  York  be 
con.sidered  as  possible  coterminals  on 
route  A.  and  that  Miami  be  considered 
a.s  a  separate  terminal  on  route  A; 

5  That  no  traffic  rights  between  the 
pa.si  coast  United  States  points  named  in 
ordering  paragraph  4  be  considered  ; 

6  That  the  possible  deleUon  of 
Braniff's  existing  route  authority  be- 
tween Houston,  on  the  one  hand,  and 
Havana  and  Balboa  on  the  other,  and 
between  Miami,  on  the  one  hand,  and 
Havana  and  Balboa  on  the  other  be  con- 
sidered as  it  relates  to  United  States- 
South  America  service; 

7  That  Rio  de  Janeiro  and  Sao  Paulo 
be  considered  as  possible  points  on  both 
routes  A  and  B; 

8  That  Brasilia  be  considered  as  a 
po.ssible  point  on  either  route  A  or  B  but 
not  both; 

9  That  exclusive  all  cargo  route  au- 
thorizations and  issues  are  beyond  the 
scope  of  this  proceeding; 

10  That  Pan  American's  request  to 
con.solidate  Docket  5140  be  and  hereby 
Ls  denied; 

11.  That  Houston.  Texas,  the  Com- 
monwealth of  Puerto  Rico,  Aerovias  Sud. 
Ea.stem,  National  and  Mackey  be  and 
they  hereby  are  granted  leave  to 
intervene; 

12.  That  Trans  Caribbean  Airways  be 
made  a  party  to  this  proceeding  and  that 
the  portion  of  Its  lyjplication  in  Docket 
12993  which  conforms  to  the  designation 
of   route   B  be  consolidated   and   that 
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the    remainder    of    Docket    12993    be 
dismissed; 

13.  That  Braniff's  motion  for  consoli- 
dation of  Dockets  12988  and  3482,  as 
amended,  be  granted  except  as  to  the 
designation  of  Dallas  as  a  cotermlnal 
point  with  Houston,  and  that  the  un- 
consolidated portions  be  dismissed,  and 
that  its  application  in  Docket  12987  be 
dismissed: 

14.  That  Pan  American's  restated  ap- 
plications in  Dockets  2720,  4833,  and 
8597  be  consolidated  to  the  extent  that 
they  conform  to  the  designated  route 
B,  and  that  its  application  in  Docket 
11609  be  conaolidated;  ^ 

15.  That  Panaffra's  applications  in 
Dockets  4159  and  12688  be  consolidated; 

16.  That  long-haul  restrictions  will 
not  be  included  on  either  proposed  routes 
A  and  B,  but  any  Interested  party  can 
support  the  necessity  for  the  imposition 
of  such  a  reatriction  to  preclude  any 
new  United  States-Caribbean  Area  turn- 
around service  on  a  United  States -South 
America  route  awarded  as  a  result  of  this 
proceeding ; 

17.  That  the  scope  of  the  proceeding 
be  expanded  to  Include  the  issue  as  to 
the  possible  certification  of  San  Fran- 
cisco and  Lot  Angeles,  California,  as 
coterminals  on  proposed  route  B,  either 
in  addition  to.  or  in  lieu  of  route  A; 

18.  That,  except  to  the  extent  granted 
herein,  all  motions,  petitions  and  re- 
quests for  relief  be  and  they  hereby  are 
denied; 

19.  That  this  proceeding  as  instituted 
by  Order  E-17289.  and  as  modified  here- 
in, be  set  for  prompt  hearing  before  an 
Examiner  of  the  Board,  and  that  no 
further  motions  for  modification,  expan- 
sion, consolidation,  or  reconsideration 
will  be  considered; 

20.  That  this  order  be  published  in  the 
Fedekal  Rscistsr. 

By  the  Civil  Aeronautics  Board. 

[SEAL]  Hakold  R.  Sanderson. 

Secretary. 

[F.R.    Doc.    62-«83:     Piled.    Jan.     19,     1962; 
8:50  a.m. I 


FEDERAL  POWER  COMMISSION 

[Docket  No.  CP62-1101 

SOUTHWEST  GAS  CORP. 
Order  Defining  Issues 

January  12,  1962. 

By  notice  issued  on  December  29,  1961, 
the  application  of  Sauthwest  Gas  Cor- 
poration (Southwest) ,  for  a  certificate  of 
public  convenience  and  necessity,  au- 
thorizing the  acquisition  and  operation 
of  the  facilities  of  Nevada  Natural  Oas 
Pipe  Line  Co.  (Nevada  Natural) ,  by  the 
Applicant,  was  set  for  an  abridged  hear- 
ing commencing  on  January  2f,  1962, 
concerning  the  matters  involved  in  and 
the  issues  presented  by  such  application. 

In  addition  to  the  questions  generally 
considered  in  connection  with  an  appli- 
cation for  a  certificate  of  public  con- 
venience and  necessity,  it  appears  to  be 
in  the  public  interest  that  the  Commis- 
sion also  consider,  more  specifically, 
whether  the  application,  which  Involves 
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a  proposed  merger  of  the  Applicant  with 
an  Interstate  pipeline,  should  be  granted 
in  light  of  the  policies  and  provisions  of 
the  antitrust  laws  of  the  United  States. 
For  this  reason  the  Commission  is  of  the 
opinion  that  a  formal,  rather  than  an 
abridged,  hearing  should  be  held  in  this 
proceeding. 
The  Commission  finds: 

(1)  Southwest  has  filed  an  applica- 
tion under  section  7  of  the  Natural  Oas 
Act  for  permission,  inter  alia,  to  acquire 
the  jurisdictional  facilities  of  Nevada 
Natural,  which  acquisition  will  result 
from  the  merger  of  Nevada  Natiural  with 
Southwest  through  the  exchange  of  stock 
between  the  two  companies. 

(2)  Southwest  proposes  to  ccmtinue 
all  the  sales  and  services  presenUy  ren- 
dered by  Nevada  Natural  and  the  latter 
company  will  cease  to  exist,  if  the  Com- 
mission approves  the  proposed  merger. 

(3)  It  is  necessary  and  appropriate  in 
the  public  Interest  that  the  Commission, 
in  considering  whether  to  approve  the 
acquisition  of  the  faculties  of  Nevat^ 
Natural  by  Southwest  take  into  account 
the  policies  and  provisions  of  the  anti- 
trust laws. 

The  Commission  orders: 

(A)  The  Applicant,  Southwest.  shaU 
submit  evidence  inter  alia  indicating 
whether  its  proposed  acquisition  of  the 
facilities  of  Nevada  Natural  would  be 
consistent  with  the  policies  of  the  anti- 
trust laws. 

(B)  The  hearing  on  the  application  of 
Southwest,  filed  in  Docket  No.  (3P62-110. 
shall  convene  for  formal  hearing  at  the 
same  time  and  date  provided  for  in  the 
original  notice  of  application,  issued 
December  29,  1961. 

By  the  Commission. 

GoiDON  M.  Grant. 
Acting  Secretary. 


[FR.    Doc.    62-647;     Piled.    Jan. 
8:45  a.m.] 
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[Docket  No.  G-9262  etc  ) 

HOUSTON  TEXAS  GAS  AND  OIL  CORP. 
AND  COASTAL  TRANSMISSION 
CORP. 

Order  Granting  Application  for  Issu- 
ance of  Subpoena  Duces  Tecum 

Jantjary  17,  1962. 

Houston  Texas  Gas  and  Oil  Corp.. 
Docket  Nos.  0-9262.  RP61-3.  and  RP62- 
4;  Coastal  Transmission  Corp.,  E>ocket 
Nos.  (^9960  and  RP81-4. 

These  proceedings  involve  requests  to 
modify  certificate  conditions  and  pro-  • 
posed  increased  rates  under  sections  4, 
7,  and  15  of  the  Natural  Gas  Act.  Di- 
rect cases  have  been  submitted  by  the 
Respondents,  Sun  Oil  Company  (Sun), 
an  intervener  herein,  and  the  Commis- 
sion staff.  These  proceedings  are  pres- 
ently in  recess  until  January  29.  1962, 
at  which  time  the  Commission  staff  is 
to  file  its  direct  case  on  original  cost 
studies  made  on  the  original  construc- 
tion costs  of  the  subject  project  and  a 
revised  direct  case  refiecting  these  origi- 
nal cost  studies. 

On  January  5,  1962,  Sun  filed  an  ap- 
plication for  a  subpoena  duces  tecum, 
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wherein  it  requested  that  a  subpoena  be 
issued  to  the  President  of  the  Respond- 
ent companies  requiring  him  to  produce 
certain  memoranda,  letters,  schedules, 
reports  and  financial  and  other  state- 
ments and  to  testify  thereon  on  Janu- 
ary 22.  1962.  The  documents  requested 
to  be  produced  are  described  in  said 
application  under  paragraphs  <  A  • .  <  B  > . 
'  C I .  "  D ) .  and  <  E ) . 

In  Support  of  its  application.  Sun 
states  that  the  documents  identified  in 
Items  1  through  6  under  paragraph  lA) 
of  its  application  contain  forecasts  of 
operating  results  for  the  year  1960 
through  1964  on  the  basis  of  operating 
the  originally  certificated  facilities;  that 
these  estimates  are  necessary  to  assess 
the  reasonableness  of  the  proposed  rates 
herein;  and  that  the  operating  results 
of  the  parent  company,  Houston  Cor- 
poration, are  pertinent  to  these  proceed- 
ings In  that  they  relate  directly  to  the 
amount  of  Income  taxes  Includable  in 
the  Respondents'  costs  of  service.  In 
support  of  Its  request  for  the  report 
Identified  In  paragraph  (B)  of  its  appli- 
cation. Sun  states  that  the  operating 
results  anticipated  under  the  newly  cer- 
tificated expansion  program  of  the 
Respondents,  which  are  contained  in 
this  report,  are  necessary  to  test  the  rea- 
sonableness of  Respondents'  rates  and 
would  update  the  Information  on  this 
aspect  of  the  case,  which  Information  is 
contained  In  Exhibit  Nos.  44,  50,  and  51 
admitted  to  evidence  in  these  proceed- 
ings. In  support  of  Its  request  for  the 
financial  statements  identified  in  para- 
graphs (C)  and  (D)  of  Its  application. 
Sun  states  that  similar  financial  state- 
ments were  admitted  Into  evidence.  Ex- 
hibit Nos.  26.  27,  48,  and  49,  and  that  the 
subject  financial  stat«nents  are  neces- 
sary to  update  this  Information  espe- 
cially In  light  of  the  recent  development 
of  the  accrual  of  Federal  Income  taxes 
on  the  books  of  Coastal  Transmission 
Corporation.  In  support  of  its  request 
for  the  statement  Identified  in  para- 
graph (E)  of  Its  application.  Sun  states 
that  the  estimates  contained  in  the  sub- 
ject statement  should  be  reviewed  in 
testing  the  reasonableness  of  the  pro- 
posed rates.  Sun,  further,  states  that 
the  "requested  information  containing, 
among  other  matters,  projections  of  sales 
and  revenues  beyond  the  Qrst  three  years 
of  operations,  goes  directly  to  the  sub- 
ject of  anticipated  revenues",  which 
bears  on  the  Issue  of  whether  the  addi- 
tional and  improved  loads  beyond  the 
development  period  would  be  the  solu- 
tion to  the  problem  of  improving  the 
Respondents'  rate  of  return.  In  addi- 
tion, Sun  states  that  production  of  these 
documents  would  not  place  a  burden  on 
Respondents. 

The  Respondents  filed  a  joint  answer 
to  Sun's  application  for  a  subpoena 
duces  tecum,  wherein  they  agree  to  fur- 
nish copies  of  the  documents  described 
In  paragraphs  (C)  and  (D)  of  Sun's  ap- 
plication. However,  with  respiect  to  the 
documents  described  In  paragraphs  (A) , 
(B).  and  (E)  of  Sun's  application,  the 
Re^>ondents,  while  conceding  that  these 
documents  contain  future  sales  forecasts, 
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contend  that  they  are  not  relevant  or 
material  to  the  issues  involved  in  these 
proceedings  inasmuch  as  the  forecasts 
go  beyond  the  test  period  of  these  pro- 
ceedings. However,  in  its  application. 
Sun  states  that  the  Commission,  in  set- 
ting prospective  rates,  must  look  at  the 
operating  results  anticipated  under  the 
expanded  operations  In  view  of  the 
statements  of  both  the  Respondents  and 
Sun.  it  would  appear  that  one  of  the 
issues  involved  in  these  proceedings  is 
the  proper  test  period  for  determininK 
the  reasonableness  of  Respondents'  rates 
and,  inasmuch  as  financing  of  the  ex- 
panded facilities  were  not  completed 
until  December  22,  1961.  it  appears  that 
the  forecasts  contained  in  the  requested 
documents  will  not  extend  beyond  the 
third  year  of  operations  of  the  expanded 
facilities. 

Section  8<c>  of  the  Administrative 
Procedure  Act.  5  U.SC.  1005ic'.  reads, 
in  part,  as  follows: 

•  •  •  Agency  subpoeiuia  authorized  by  law 
shall  be  Isaued  to  any  party  upon  request 
and.  as  may  be  required  by  rules  of  proce- 
dure, upon  a  statement  or  showing  of  general 
relevance  and  reasonable  .scope  of  the  evi- 
dence sought.     •    •    •. 

The  Commission  is  empowered  to  issue 
sub{x>enas  (section  14<c)  of  the  Natural 
Gas  Act)  and  has  promulgated  rules  of 
procedure  for  Issuance  thereof  <§  1.23(a) 
of  the  rules  of  practice  and  procedure  > . 

The  documents  requested  by  Sun  in 
Its  application  for  a  subpoena  appear  to 
be  generally  relevant  and  material  to  the 
issues  involved  in  these  proceedings  and 
meet  the  requirements  of  our  regulation 
for  issuance  of  a  subpoerm  duces  tecum. 

As  stated  hereinbefore,  these  proceed- 
ings are  presently  in  recess  until  Janu- 
ary 29.  1962.  Sun,  in  its  application, 
states  that  it  intends  to  offer  revised 
exhibits  to  reflect  therein  the  pertinent 
data  in  the  documents  specified  in  its 
appUcation  and  the  results  of  the  staff's 
original  cost  studies.  In  order  to  avoid 
further  delay  of  these  proceedings.  Sun 
requests  that  the  subpoena  be  returnable 
on  January  22, 1962,  one  week  prior  to  the 
scheduled  reconvening  of  these  proceed- 
ings. In  view  of  the  foregoing,  it  is 
determined  that  the  subpoena  ordered 
herein  should  be  made  returnable  on  the 
date  requested  by  Sun. 

The  Commission  orders:  That  an  ap- 
propriate subpoena  duces  tecum,  in  the 
usual  form,  be  issued  to  W.  J.  Bowen. 
President  of  Houston  Texas  Gas  and  Oil 
Corporation  and  Coastal  Transmission 
Corporation,  to  compel  him  to  appear 
and  produce  the  documents  described  in 
paragraphs  (A),  (B),  <C>.  (D).  and  (£• 
of  Sun's  appUcation  for  Issuance  of  a 
subjxsena  duces  tecum  filed  herein  on 
January  5.  1962,  at  a  hearirig  to  convene 
on  January  22,  1962,  at  10:00  a,m..  e^.t.. 
in  a  Hearing  Room  of  the  Federal  Power 
Commission,  441  G  Street  NW  .  Wash- 
ington. D.C. 

By  the  Commission. 

Joseph  H  Outride. 

Secretary. 

|P.R.    Doc.    62-732;     Filed,    Jan.     19.     1962; 
8:51  a  ml 


GENERAL  SERVICES  ADMINIS- 
TRATION 

I  Delegation  of  Authority  406) 

SECRETARY   OF  DEFENSE 

Authority  to  R«pr«i«nl  Interests  of  the 
Federal  Government  in  the  Matter 
of  American  Telephone  t  Tele- 
graph  Company 

1.  Pui-suant  to  the  provisions  of  sec- 
tions 201(a><4>  and  205  (d)  and  (e>  of 
the  Federal  Property  and  Administrative 
Services  Act  of  1949,  63  Stat.  377.  a.s 
amended,  authority  to  represent  Ihe  in- 
terest of  the  executive  agencies  of  the 
Federal  Goverrunent  In  the  matter  of 
American  Telephone  <i  Telegraph  Com- 
pany, Tariff  F.C.C.  No.  134  (SCAN),  be- 
fore the  Federal  Communications  Com- 
mission, Is  hereby  delegated  to  the  Secre- 
tary of  Defense. 

2.  The  Secretary  of  Defense  is  hereby 
authorized  to  redelegate  any  of  the  au- 
thority contained  herein  to  any  oflBcei, 
official  or  employee  of  the  Department  of 
Defense. 

3.  Tlie  authority  conferred  herein 
shall  be  exercised  in  accordance  with  the 
policies,  procedures  and  controls  pre- 
scribed by  the  General  Services  Admin- 
istration, and  shall  further  be  exerci.sed 
in  cooperation  with  the  responsible  of- 
ficers, officials  and  employees  of  Gen- 
eral Services  Administration. 

4.  This  delegation  of  authority  shall 
be  effective  December  18,  1961. 

Bernard  L.  Boutin. 
Administrator. 


January  16.  1962. 

IFR     Doc.    62-676:    Piled.    Jan. 
8:50  a.m.| 
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THE  RENEGOTIATION  BOARD 

DELEGATION  OF  AUTHORITY  WITH 
RESPECT  TO  CERTAIN  FUNCTIONS, 
POWERS  AND  DUTIES 

Miscellaneous  Amendments 

The  Delegation  of  Authority  with 
Respect  to  Certain  Functions.  Powers 
and  Duties,  dated  February  8,  1952.  and 
published  in  the  issue  of  February  13. 
1952  (F.R.  Doc.  52-1777;  17  F.R.  1401'. 
is  amended  in  the  following  respects: 

1.  Section  1  is  deleted  In  Its  entirety. 

2.  Section  2  Is  amended  by  deleting 
from  paragraph  (b)  thereof  the  words 
"by  section  1  of  this  delegation. " 

3.  Sections  2.  3,  4.  and  5  are  hereby 
renumbered  sections  1,  2,  3,  and  4. 
respectively. 

Dated:  January  17, 1962. 

Lawrcnce  E.  Hartwic, 
Ctiairman. 

[PR     Doc     82-670:     Plied.    Jan.     19,     1962; 
8:49  ajn.] 
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STATEMENT  OF  ORGANIZATION 
Miscellaneous  Amendments 

The  Statement  of  Organization  pub- 
li.shed  in  the  Issue  of  September  28,  1956 
FR  Doc.  56-7859;  21  FM.  7467). 
a.s  amended  in  the  Issues  of  July  23,  1957 
•  PR  Doc.  57-6008:  22  F.R.  5848),  and 
March  28.  1961  (F.R.  Doc.  61-2702;  26 
FR  2632).  Is  hereby  further  amended 
a.s  follows: 

1  Section  3(b)  is  amended  by  deleting 
from  the  first  sentence  the  word  "three" 
and  inserting  in  lieu  thereof  the  word 

two". 

2  Section  3(b)  is  further  amended  by 
deleting    the    list    under    the    heading 

Location"  and  inserting  in  lieu  thereof 
the  following: 

1 1 )  Bast«rn  Regional  Renegotiation  Board, 
1634  Eye  Street  NW..  Washington  35,  D.C. 

1 2 1  Weetern  Regional  Renegotiation  Board, 
5504  Hollywood  Boulevard,  Loa  Angeles  28, 
Calif.  . 

Dated:  January  17, 1962. 

Lawrence  E.  Hartwic, 
Chairman. 

[FR.     Doc.     62  671:     Piled.    Jan.     19,     1962; 
8:49  a.m.) 

I 

SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No.  54-323  etc.) 

ARKANSAS  FUEL  OIL  CORP.  AND 
CITIES  SERVICE  CO. 

Order  Approving  and  Releasing  Juris- 
diction in  ({espect  of  Certain  Fees 
and  Expenses 

January  15,  1962. 

In  the  matter  of  Arkansas  Fuel  Oil 
Corp  (Shreveport,  La.) ,  and  Cities  Serv- 
ice Co.  (New  York,  N.Y.) ;  File  Nos.  54- 
223;  54-226;  54-227;  31-622;  54-186; 
59-93;  70-1804. 

In  the  above  consolidated  proceedings 
the  Commission,  pursuant  to  Section 
Hid)  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  ("Act"),  among  other 
thinRs.  approved  a  plan,  as  modified 
•Holding  Company  Act  Release  No. 
14260,  July  14,  1960,  approved  and  en- 
forced by  the  United  States  District 
Court  for  District  of  Delaware.  No.  2223, 
September  2,  1960).  to  effectuate  com- 
pliance with  the  order  Issued  September 
20.  1957  (Holding  Company  Act  Release 
No  13549)  under  section  11(b)(2)  of  the 
Act.  Under  the  plan,  as  modified,  the 
48  5  percent  publicly-held  minority  stock 
interest  In  Arkansas  Fuel  Oil  Corpora- 
tion ("Arkansas") ,  a  subsidiary  company 
of  Cities  Service  Company  ("Cities"),  a 
registered  holding  company,  was  elimi- 
nated by  the  payment  to  the  public 
stockholders  of  Arkansas,  of  $41  in  cash 
per  share,  or  a  total  of  $75,577,186.  In 
the  order  approving  the  section  11(d) 
plan,  the  Commission  reserved  Jurisdic- 
tion In  respect  of  the  allowance  and 
allocation  of  fees  and  expenses.  Incurred 
in  connection  with  the  consolidated  pro- 
ceedings, which  are  to  be  paid  by  Cities. 
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Pursuant  to  notice  given  by  the  Com- 
mission. aivUeations  for  the  allowance 
of  the  fees  and  expenses  or  the  approval 
of  sums  paid  therefor,  have  been  filed  by 
the  various  parties  to  and  participants 
in  the  consolidated  proceedings. 

Subsequently,  as  a  first  step  in  the 
procedure  for  determining  whether  the 
fees  requested  are  for  compensable  serv- 
ices rendered  and  whether  the  amounts 
of  fees  and  expenses  requested  are  rea- 
sonable, the  Commission  in  order  to  ex- 
pedite the  proceeding  in  respect  thereof, 
and  to  assist  it  in  making  such  de- 
terminations, requested  (titles  in  writing 
(with  a  copy  to  each  of  the  applicants) 
to  advise  the  Commission,  on  or  before 
July  25,  1961  (later  extended  to  Septem- 
ber 11,  1961),  as  to  the  amounts  of  fees 
and  expenses  which  the  company  Is 
willing  to  pay  and  which  each  of  the  ap- 
plicants, after  negotiations  with  the 
company,  has  indicated  a  willingness  to 
accept  as  settlement  in  full  of  his  re- 
quest for  allowance  of  fees  and  expenses 
in  connection  with  the  consolidated 
proceeding. 

Cities  and  Joseph  S.  Gruss  having 
agreed  that  he  is  to  be  paid  $6,000,  and 
Cities  having  agreed  to  pay  fee  claimant 
Paul  F.  Moore  the  full  amount  requested, 
i.e.,  fee  $100  and  expenses  $250;  and 

The  Commission  having  considered 
the  applications  filed  by  such  persons 
and  the  amounts  agreed  upon;  and  being 
of  the  opinion  that  such  amounts  are 
for  and  in  connection  with  necessary 
services  and  reasonable  in  amounts,  and 
that  the  i4>plications  of  such  persons 
should  be  severed  for  disposition  from 
the  remainiiv  applications  and  an  order 
entered  approving  such  fees  and  ex- 
penses, directing  Cities  to  pay  them,  and 
releasing  Jurisdiction  in  respect  thereof; 

It  is  ordered.  That  the  applications  of 
Joseph  S.  Oruss  and  Paul  F.  Moore  for 
allowance  of  fees  and  expenses  be,  and 
they  are  hereby,  severed  for  disposition, 
that  allowances  in  the  amounts  above 
stated  be.  and  they  are  hereby,  approved, 
and  Cities  is  hereby  directed  to  pay  such 
amounts;  and  that  the  jurisdiction  here- 
tofore reserved  in  respect  thereof  is 
hereby  released. 

By  the  Commission. 

[seal]  Orval  L.  Dubois, 

Secretary. 

[PH.    Doc.    62-654;     Piled.    Jan.    19,     1962; 
8:46  a.m.) 


[Pile  No.  70-40091 

KINGSPORT  UTILITIES,  INC.,  AND 
AMERICAN  ELECTRIC  POWER  CO., 
INC. 

Notice  of  Proposed  Issuance  and  Sale 
of  Common  Stock  by  Subsidiary  and 
Acquisition  Thereof  by  Holding 
Company 

Jantjaky  15, 1962. 
Notice  Is  hereby  given  that  American 
Electric  Power  Company,  Inc.  ("Amer- 
ican") ,  2  Broadway,  New  York  8,  N.Y.,  a 
registered  holding  company,  and  Kings- 
port    Utilities.    Incorporated    ("Klngs- 
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port"),  Roanoke,  Virginia,  an  electric 
utility  subsidiary  company  of  American, 
have  filed  a  Joint  application-declaration 
with  this  Commission  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935  ("Act"),  designating  sections  6  and 
10  of  the  Act  as  applicable  to  the  pro- 
posed transactions. 

All  interested  persons  are  referred  to 
the  joint  application-declaration,  on  file 
at  the  office  of  the  Commission,  for  a 
statement  of  the  transactions  therein 
proposed  which  are  summarized  as 
follows: 

Kingsport  proposes  to  Issue  and  sell 
to  American,  from  time  to  time  prior 
to  December  31,  1962,  an  aggregate 
amount  of  55,600  shares  of  its  no  par 
value  common  stock,  and  American  pro- 
poses to  acquire  said  shares  for  a  cash 
consideration  of  $10  per  share  or  a  total 
consideration  of  $556,000.  Klngsport's 
presently  outstanding  common  stock,  all 
of  which  is  owned  by  American,  is  car- 
ried in  its  common  stock  account  at  $10 
a  share.  The  stock  will  be  issued  to 
provide  funds  for  Klngsport's  1961-1962 
construction  program  as  needed. 

The  joint  application-declaration 
states  that  expenses  incident  to  the  pro- 
posed transactions  are  estimated  not  to 
exceed  $856,  including  a  Federal  original 
issue  tax  of  $556.  It  is  also  stated  that 
the  issuance  and  sale  of  the  comnum 
stock  will  be  authorized  by  the  Tennessee 
Public  Service  Commission  and  that  no 
other  State  commission  and  no  Federal 
commission,  other  than  this  Commission, 
has  Jurisdiction  over  the  proposed 
transactions. 

Notice  is  further  given  that  any  in- 
terested person  may,  not  later  than 
February  1, 1962,  request  in  writing  that 
a  hearing  be  held  on  such  matters,  stat- 
ing the  nature  of  his  interest,  the  reasons 
for  such  request,  and  the  issues  of  fact 
or  law  raised  by  said  Joint  application- 
declaration  which  he  desires  to  contro- 
vert; or  he  may  request  that  he  be 
notified  if  the  Commission  should  order 
a  hearing  thereon.  Any  such  request 
should  be  addressed:  Secretary,  Securi- 
ties and  Exchange  Commission,  Wash- 
ington 25,  D.C.  A  copy  of  such  request 
should  be  served  personally  or  by  mail 
(air  mail  if  the  person  being  served  ii* 
located  more  than  500  miles  from  the 
point  of  mailing)  upon  the  applicant- 
declarants,  and  proof  of  service  (by 
affidavit  or,  in  case  of  an  attomey-at- 
law,  by  certificate)  should  be  filed  con- 
temporaneously with  the  request.  At 
any  time  after  said  date,  the  Joint  appli- 
cation-declaration, as  (lied  or  as  it  may 
be  amended,  may  be  granted  and  per- 
mitted to  become  effective  as  provided 
in  Rule  23  of  the  general  rules  and  regu- 
lations promulgated  under  the  Act,  or 
the  Commission  may  grant  exemption 
from  such  rules  as  provided  in  Rules 
20(a)  and  100  thereof  or  take  such  other 
action  as  it  may  deem  appropriate. 

By  the  Commission. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

[Fit.    Doc.    82-655;    PUed.    Jan.    19,    1M2; 
8:46  a.m.] 
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Metro  PanU  Ck).,  Harrisonburg.  Va.:  effec-     notif>»  havp  hMn  {ssnoH  cnAoioi  nor-fifi. 
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IPUeNo.  70-4004) 

NEW  JEISEY  POWER  «  LIGHT  CO. 
AND  JERSEY  CENTRAL  POWER  I 
LIGHT  CO. 

Notice  of  Proposed  intratystom  SoUs 
And  Acquisition  of  Utility  Assets 

January  15.  1962. 

Notice  is  hereby  given  that  New  Jersey 
Power  L  Light  Company  <"NJP  k  L") 
and  Jersey  Central  Power  It  Light  Com- 
pany ("JCP  li  L").  both  of  Morristown. 
N.J.,  both  public-utility  subsidiary  com- 
panies of  General  Public  Utilities  Cor- 
poration, a  registered  holding  company, 
have  filed  a  Joint  application-declaration 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  ("Act")  designat- 
ing sections  9(a)  (1). 10. 12(d),  and  12(f) 
of  the  Act  and  Rules  43  and  44  pro- 
mulgated thereunder  as  applicable  to  the 
proposed  transaction.  All  interested 
persons  are  referred  to  the  Joint  appli- 
cation-declaration on  file  in  the  office 
of  the  Commission  for  a  statement  of  the 
proposed  transactions  which  eu-e  sum- 
marized as  follows : 

NJP  li  L  proposes  to  sell  and  JCP  L  L 
proposes  to  acquire  all  of  NJP  b  L's  right, 
title,  and  interest  in  and  to  all  property 
used  or  useful  in  connection  with  cer- 
tain projects  designated  (1)  the  Long- 
wood  Valley  pumped  storage  project,  <  2  > 
the  Portland-Oreystone-Whippany  230 
Kv  transmission  line  right-of-way,  (3) 
the  Portland-Pranklin  115  Kv  transmis- 
sion line  right-of-way.  «4)  the  FYanklin- 
Montville  115  Kv  transmission  line  right- 
of-way,  and  (5)  one-third  of  the  West 
Wharton-Roseland  right-of-way  for  the 
aggregate  consideration  of  $2,763,799 
being  the  book  cost,  which  is  also  the 
original  cost  to  NJP  <<  L  of  the  projects, 
plus  the  assumption  of  certain  contrac- 
tual obligations  of  NJP  &  L  in  connection 
with  the  projects  and  the  amount  of  in- 
terest during  construction  on  the  book 
cost  of  all  of  the  projects  (except  one 
project  which  has  been  completed )  in  an 
amount  equal  to  V2  percent  per  month 
from  Jime  1,  1961,  to  the  date  of  settle- 
ment. 

Applicants-declarants  state  that  the 
proposed  transactions  are  in  imple- 
mentation of  a  general  program  whereby, 
so  far  as  is  reasonably  feasible,  JCP  ii  L, 
rather  than  NJP  tt  L,  is  undertaking  the 
construction  of  major  generating  and 
transmission  additions  to  the  systems  of 
both  companies.  Applicants-declarants 
further  state  that  the  above  described 
projects  are  substantial  in  size  and  that 
the  larger  company,  JCP  L  L,  is  more 
readily  able  to  finance  the  projects  and 
that  NJP  k  L  and  JCP  k  L  may  ultimately ' 
merge. 

In  the  application -declaration  the  total 
fees  and  expenses  in  connection  with  the 
proposed  transactions  (including  legal 
fees  aggregating  $2,550)  are  estimated  at 
$5,000  all  of  which  will  be  paid  by  JCP  k 
L.  It  is  stated  that  the  proposed  sales  by 
NJP  k  L  are  subject  to  the  approval  of 
the  Board  of  Public  Utility  Commission- 
ers of  the  State  of  New  Jersey,  that  the 
Federal  Power  Commission  does  not  have 
Jurisdiction  over  the  proposed  transac- 
tions by  virtue  of  the  provisions  of  sec- 
tion 318  of  the  Federal  Power  Act.  and 
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that  no  other  State  commission  or  Fed- 
eral commission,  other  than  this  Com- 
mission, has  Jurisdiction  over  the  pro- 
posed transactions. 

Notice  is  further  siven  that  any  in- 
terested person  may.  not  later  than  Janu- 
ary 29.  1962.  request  the  Commission  in 
writing  that  a  hearing  be  held  on  such 
matter  stating  the  nature  of  his  interest, 
the  reasons  for  such  request,  and  the  is- 
sues of  fact  or  law  raised  by  the  Joint 
application-declaration  which  he  desires 
to  controvert,  or  may  request  that  he  be 
notified  if  the  Commission  should  order 
a  hearing  thereon  Any  such  request 
shall  be  addressed:  Secretary.  Securities 
and  Exchange  Commission.  Washington 
25.  DC.  A  copy  of  such  request  should 
be  served  personally  or  by  mail  <  air  mail 
if  any  person  served  is  located  more  than 
500  miles  from  the  point  of  mailinK) 
upon  each  applicant-declarant,  and 
proof  of  service  (by  affidavit,  or  as  in  the 
case  of  an  attorney-at-law,  by  cer- 
tificate) filed  contemporaneously  with 
the  request.  At  any  time  after  said  date, 
the  Joint  application -declaration,  as  filed 
or  as  amended,  may  be  granted  and  per- 
mitted to  become  effective  ..s  provided  in 
Rule  23  of  the  general  rules  and  regula- 
tions promulgated  under  the  Act.  or  the 
Commission  may  grant  exemption  from 
its  rules  as  provided  in  Rules  20<ai  and 
100.  or  take  such  other  action  as  it  may 
deem  appropriate. 

By  the  Commission 

I  SEAL  I  Orval    L     Dubois. 

Secretary 

Jan      19.     1962. 
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SMALL  BUSINESS  ADMINISTRA- 
TION 

I  Declaration  of  Disaster  Area  360 1 

FLORIDA 
Declaration   of  Disaster  Area 

Whereas,  it  has  been  reported  that 
during  the  month  of  January  1962.  be- 
cause of  the  effects  of  certain  disasters, 
damage  resulted  to  residences  and  busi- 
ness property  located  in  Okaloosa  County 
in  the  State  of  Florida: 

Whereas,  the  Small  Business  Adminis- 
tration has  Investigated  and  has  received 
other  reports  of  Investigations  of  condi- 
tions in  the  area  affected; 

Whereas,  after  reading  and  evaluating 
reports  of  such  conditions.  I  find  that  the 
conditions  in  such  area  constitute  a 
catastrophe  within  the  purview  of  the 
Small  Business  Act 

Now.  therefore,  as  Administrator  of  the 
Small  Business  Administration.  I  hereby 
determine  that: 

1.  Applications  for  disaster  loans  under 
the  provisions  of  section  7<b>(l)  of  the 
Small  Business  Act  may  be  received  and 
considered  by  the  Offices  below  indicated 
from  persons  or  firms  whose  property, 
situated  in  the  aforesaid  County  and 
areas  adjacent  thereto,  suffered  damage 
or  destruction  resulting  from  tornado 
and  accompanying  conditions  occurrinR 
on  or  about  January  5.  1962. 


OOcea— 

Small  Buflineaa  Admlniatration  Regional 
Oflicc.  90  PairUe  Street  NW.,  Atlanta  3, 
Oa. 

Small  BualneM  Admlnlatration  Branch 
Ofllce.  Third  Ploor,  New  Plrst  Federal 
Savings  and  Loan  Building,  3030  First 
Avenue.  North,  Blmxlngham  8,  Ala. 

2.  Applications  for  disaster  loans  un- 
der the  authority  of  this  Declaration  win 
not  be  accepted  subsequent  to  July  31, 
1962 

Dated    January  8,  1962. 

John  E.  Horne. 
Administrator. 

|FR      Doc      63-«68:     FUed,     Jan      19.     1962; 
8:46  a  m  I 


DEPARTMENT  OF  LABOR 

Wage  and  Hour  Division 

CERTIFICATES  AUTHORIZING  EM- 
PLOYMENT OF  LEARNERS  AT  SPE- 
CIAL  MINIMUM   RATES 

Notice  is  hereby  given  that  pursuant 
to  section  14  of  the  Pair  Labor  Stand- 
ards Act  of  1938  (52  Stat.  1060,  as 
amended.  29  US.C.  201  et  seq.) ,  the  regu- 
lations on  employment  of  learners  (29 
CFR  Part  522),  and  Administrative 
Order  No.  524  (24  FH.  9274)  the  firms 
listed  in  this  notice  have  been  issued 
special  certificates  authorizing  the  em- 
ployment of  learners  at  hourly  wage  rates 
lower  than  the  minimum  wage  rates 
otherwise  applicable  under  section  6  of 
the  Act.  The  effective  and  expiration 
dates,  occupations,  wage  rates,  number 
or  proportion  of  learners,  learning  pe- 
riods, and  the  principaL  product  manu- 
factured by  the  employer  for  certificates 
issued  under  general  learner  regulations 
«§$522  1  to  522.11)  are  as  indicated 
below.  Conditions  provided  in  certifi- 
cates issued  under  sjjeclal  IndustiT  regu- 
lations are  as  established  in  these 
regulations. 

Apparel  Industry  Learner  Regulations 
<29  CFR  522.1  to  522.11,  as  amended,  and 
29  CFR  522.20  to  522.25,  as  amended) 

The  following  learner  certificates  were 
issued  authorizing  the  employment  of 
ten  percent  of  the  total  number  of 
factory  production  workers  for  normal 
labor  turnover  purix>ses.  The  effective 
and  expiration  dates  are  indicated. 

B  Bennett  Co.,  Inc  .  123  Magazine  Street. 
New  Orleans.  La.;  effective  12-27-61  to  12- 
26  42   (work  pants,  work  shirts). 

Blue  Bell.  Inc..  Prentiss  CJounty.  Boone- 
ville.  Miss;  effective  12  17-61  to  12  16-62 
(men's  shirts,  women's  and  girls'  blouses  1 

Blue  Buckle  Overall  Co..  1415  Kemper 
Street,  Lynchburg.  Va.;  effective  12-14-61  to 
12  13-62  (women's  dungarees,  men's  and 
boys'  work  clothes) . 

Chase  (?lty  Manufacturing  Co.  Inc. 
Walker  Street.  Chase  City.  Va.;  effective  12- 
19-61  to  12-18-62  (men's  and  boys'  dun- 
garees, single  pants) . 

H.  W.  Gossard  Co  ,  Sullivan.  Ind.;  effecUve 
12-28  61  to  12-27-62  (women's  foundation 
garments) . 

Hlckerson  tt  Co..  Bralnerd,  Minn.;  effec- 
tive 12-14-61  to  12-13-62  (men's  wool  utUlty 
coats  and  Jackets) . 

Edward  Hyman  Co.,  Lake  Street,  Haael- 
liurst.  Miss  ;  effective  12-20-61  to  13  19-62 
(men's  cotton  twill  work  panta  and  shirts). 
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Metro  Pants  Co..  Harrisonburg,  Va.;  effec- 
tive 12-15-61  to  12-14-62  (boys'  and  men's 
dress  pants) . 

Princess  Peggy.  Inc..  Items  Dlvlalon, 
Belleville.  111.;  effective  12-15-61  to  12-14- 
62  (women's  dresses) . 

The  following  learner  certificate  was 
i.s.sued  for  normal  labor  turnover  pur- 
poses. The  effective  and  expiration 
dates  and  the  number  of  learners  au- 
thorized are  indicated. 

Florence  Fashions.  ToungsviUe,  N.C.;  ef- 
fective 12-13-61  to  12-12-62:  10  learners 
(ladies'  dresses). 

The  following  learner  certificates  were 
is.sued  for  plant  expansion  purposes. 
The  effective  and  expiration  dates  and 
the  number  of  learners  authorized  are 

indicated. 

Canton  Manufacturing  Corp.,  307  South 
Second  Avenue,  Canton,  111.;  effective  12-14- 
61  to  6-13-62;  15  learners  (men's  and  boys' 
cotton  work  pants). 

Rldgely  Manufacturing  Co.,  Ridgely,  Tenn.; 
effective  12-14-61  to  0-13-62;  30  learners 
(otherwear  Jackets  for  boys.  men.  women, 
etc  ). 

Knitted  Wear  Industry  Learner  Regu- 
lations (29  CFR  522.1  to  522.11,  as 
amended,  and  29  CFR  522.30  to  522.35, 
as  amended). 

Brookneld  MlUs.  Inc.,  206  North  Elm  Street, 
Sanford.  Fla.;  effecUve  12-15-61  to  12-14-62; 
6  learners  for  normal  labor  turnover  pur- 
poses (ladles'  swim  wear). 

Ellwood  KnltUng  Mills.  Inc.,  1110  Mecklen 
Lane.  911  Lawrence  Avenue,  Ellwood  City, 
Pa  :  effective  12-15-61  to  12-14-82;  6  percent 
of  the  total  number  of  factory  l^oduction 
workers  for  normal  labor  turnover  pturposes 
(men's   and    boys'    knitted   outerwear). 

Each  learner  certificate  has  been  Is- 
sued upon  the  representations  of  the  em- 
ployers which,  among  other  things,  were 
that  employment  of  learners  at  special 
minimum  rates  is  necessary  in  order 
to  prevent  curtailment  of  opportunities 
for  employment,  and  that  experienced 
workers  for  the  learner  occupations  are 
not  available.  The  certificates  may  be 
annulled  or  withdrawn,  as  indicated 
therein.  In  the  manner  provided  in  Part 
528  of  TlUe  29  of  the  Code  oC  Federal 
Regulations.  Any  person  aggrieved  by 
the  issuance  of  any  of  these  certificates 
may  seek  a  review  or  reconsideration 
thereof  within  fifteen  days  after  publica- 
tion of  this  notice  in  the  Pxosral  Rbgzs- 
TER  pursuant  to  the  provisions  of  29 
CFR  522.9. 

Signed  at  Washington,  D.C.,  this  12th 
day  of  January  1962. 

Robert  O.  Gronewald, 
Authorized  Representative 
of  the  Adminittrator. 

|FR     Doc.    62-652;    PUed.    Jan.    19,    1962; 
8:46  a.m.] 


CERTIFICATES  AUTHORIZING  EM- 
PLOYMENT OF  LEARNERS  AT  SPE- 
CIAL MINIMUM   RATES 

Notice  is  hereby  given  that  pursuant 
to  section  14  of  the  Fair  Labor  Standards 
Act  of  1938  (52  Stat.  1060,  as  amended, 
29  use.  201  et  seq.),  the  regulaUons 
on  employment  of  learners  (29  CFR  Part 
522).  and  Administrative  Order  No.  524 
<24  PR.  9274),  the  firms  listed  in  this 
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notice  have  been  issued  special  certifi- 
cates authorizing  the  employment  of 
learners  at  hourly  wage  rates  lower  than 
the  minimum  wage  rates  otherwise  ap- 
plicable under  section  6  of  the  Act.  The 
effective  and  expiration  dates,  occupa- 
tions, wage  rates,  number  or  proportion 
of  learners,  learning  periods,  and  the 
principal  product  manufactured  by  the 
employer  for  certificates  Issued  under 
general  learner  regulations  (§§522.1  to 
522.11)  are  as  indicated  below.  Condi- 
tions provided  in  certificates  issued  under 
special  industry  regulations  are  as  estab- 
lished in  these  regulations. 

Apparel  Industry  Learner  Regulations 
(29  CFR  522.1  to  522.11,  as  amended, 
and  29  CFR  522.20  to  522.25,  as 
amended) . 

The  following  learner  certificates  were 
issued  authorizing  the  employment  of 
10  percent  of  the  total  number  of  fac- 
tory production  workers  for  normal  la- 
bor tiunover  purposes.  The  effective  and 
expiration  dates  are  indicated. 

Blue  Bell.  Inc.,  Lenoir,.  N.C.;  effective  12- 
1-61  to  11-30-62  (men's  and  boys'  trousers) . 

Blue  Bell.  Xnc.  Ltiray,  Va.;  effective  12-1- 
61  to  11-30-62  (boys'  and  men's  dungarees) . 

Cleardon  Ifanufacturing  Co.,  216  West 
Fourth  Avenue,  Clearfield,  Pa.;  effective  11- 
30-61  to  11-3(MI2  (men's  and  boys'  outer- 
wear Jackets). 

Oorman  ft  Wasserman,  Inc.,  1220  Curtain 
Avenue.  Baltimore  18,  Md.;  effective  12-3-61 
to  12-2-62  (men's  trousers) . 

Dublin  Garment  Co.,  Inc.,  Dublin,  Ga.; 
effective  12-10-61  to  12-9-62  (men's  sport 
shlrU). 

Dutl-Duds.  Inc.,  1117  Clay  Street,  Lynch- 
burg. Va.:  effective  12-2-61  to  12-1-62  (wom- 
en's servloe  garmmts,  women's  cotton,  nylon 
and  dacron  uniforms  for  maids  and  ntirses) . 

Heath  Springs  Manufacturing  Oo..  Heath 
Springs,  S.O.;  effective  11-27-61  to  11-26-62 
(children's  wear) . 

The  Hercules  Ttouser  Co.,  Hillsbcro,  Ohio; 
effective  13-1-61  to  11-30-62  (men's  and 
boys'  single  pants). 

The  Hercules  Trouser  Co.,  Manchester, 
Ohio:  effective  12-I-6I  to  11-30-62  (men's 
and  boys'  single  ,pcmts) . 

Hickman  Gannent  Corp.,  Hickman,  Ky.; 
effective  13-2-61  to  12-1-62  (men's,  boys', 
kiddles',  girls'  and  ladles'  Jackets  and  rain- 
coats). 

Hollywood  Vassarette,  Arkadelphla,  Ark.; 
effective  13-4-61  to  12-3-62  (brassieres) . 

Hollywood  Vaasarette,  Paris,  Tex.;  effective 
13-4-61  to  12-3-63  (brassieres) . 

The  Jay  Garment  Co.,  Portland,  Ind.;  ef- 
fective 13-1-61  to  11-30-62  (men's  cotton 
work  clothing). 

Lady  Ester  Lingerie  Corp.,  10th  and  Walnut 
Streets,  Berwick.  Pa.;  effective  12-1-61  to  11- 
30-63  (ladles'  sUps) . 

Lowenstein  Dress  Corp.,  425  Pleasant  Street, 
Pall  Blver,  Mass.;  effective  12-4-61  to  12-3-62 
(ladles'  drsMes). 

Manhattan  Shirt  Co.,  Poplar  Hill  Avenue 
and  Calvert  Street.  416  East  Main  Street, 
SalUbury,  Md.;  effective  12-1-61  to  11-30-62 
(men's  and  ladles'  shirts) . 

Manhattan  Shirt  Co.,  717  Capcuse  Avenue, 
Scranton.  Pa.;  effective  12-1-61  to  11-30-62 
(men's  sport  shirts). 

ManhatUn  Shirt  Co.,  U.S.  By  Pass  No.  29 
and  No.  70.  Lexington,  N.C.;  effective  12-1-61 
to  11-30-63  (ladles'  blouses). 

Manhattan  Shirt  Co.,  Leeds  Avenue. 
Charleston  Heights.  S.C.;  effective  12-1-61  to 
11-30-63  (men's  dress  and  sport  shirts). 

Osted  Manufacturing  Co.,  Inc.,  244  West 
Seneca  Street.  Oswego,  N.T.;  effective  11-29- 
61  to  11-38-63  (dresses). 

Prlmo  Pants  Co.,  Versailles,  Mo.;  effective 
12-1-61  to  11-30-62  (men's  pants). 
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Publix  Tennessee  Corp.,  Huntingdon, 
Tenn.;  effective  12-1-61  to  11-30-62  (men's 
and  boys'  sport  shirts). 

Renovo  Shirt  Oo.,  Inc.,  Mena,  Ark.;  effec- 
tive 12-1-61  to  11-30-62  (men's  and  ladies' 
shirts) . 

Rldgely  Manufacturing  Corp.,  Ridgely, 
Tenn.;  effective  12-2-61  to  12-1-62  (outdoor 
Jackets  for  men,  boys,  women,  girls  and 
kiddles) . 

Schneierson  Lingerie  Co.,  460  Globe  Street, 
Fall  River,  Mass.;  effecUve  12-1-61  to  11-30- 
62;  10  percent  of  the  total  niunber  of  fac- 
tory production  workers  engaged  In  the  pro- 
duction of  women's  and  children's  woven 
night  wear  and  underwear  (women's  and 
children's  underwear  and  sleepwear) . 

Sim  Garment  Co..  2401  Hyde  Parkway,  St. 
Joseph.  Mo.;  effective  12-1-61  to  11-30-62 
(shirts). 

The  following  learner  certificates  were 
Issued  for  normal  labor  turnover  pur- 
poses. The  effective  and  expiration 
dates  and  the  niunber  of  learners  au- 
thorized are  indicated. 

Armored  Garments,  Inc.,  223  Cabiri  Road. 
Spruce  Pine,  N.C.;  effective  12-1-61  to  11-30- 
62;  10  learners  (men's  and  boys'  dvmgarees). 

Bridgton  Dress  Co.,  Brldgton.  Maine;  effec- 
tive 11-27-61  to  11-26-62;  10  learners  (wom- 
en's dresses) . 

Gloucester  Pants  Co.,  377  Main  Street. 
Gloucester,  Mass.;  effective  12-1-61  to  11-30- 
62;  10  learners  (men's  and  boys'  trotisers). 

Martin-Jay  Dress  Corp.,  85  Guy  Park  Ave- 
nue, Amsterdam,  N.Y.;  effective  11-27-61  to 
8-27-62;  5  learners  (ladies'  and  misses' 
dresses) . 

Onalow  Garment  Industries,  Plney  Green 
Road,  Jacksonville,  N.O.;  effective  11-28-61 
to  11-27-62;  10  learners  (raincoats,  children's 
car  coats). 

Rock  Hall  Manufacttiring  Co.,  Rock  Hall, 
Md.;  effective  13-4-61  to  12-3-62;  10  learners 
(men's  and  boys'  knit  sport  shirts). 

Sorlieau  Juvenile  Manufacttu-lng  Co.,  821 
Central  Avenue,  Dubuque.  Iowa;  effective  12- 
1-61  to  11-80-62;  10  learners  (infants'  lay- 
ette garments). 

The  following  learner  certificates  were 
issued  for  plant  expansicMi  purposes. 
The  effective  and  expiration  dates  and 
the  number  of  learners  authorized  are 
indicated. 

Ely  and  Walker,  Dover,  Tenn.;  effective 
11-28-61  to  5-27-62;  70  learners  (wwk 
pants). 

Heath  Springs  Manufacturing  Oo.,  Heath 
Springs,  S.C.;  effective  11-27-61  to  fr-26-62: 
25  learners  (children's  wear) . 

Onalow  Garment  Industries.  Plney  Green 
Road.  Jacksonville,  N.C.;  effective  11-36-61 
to  5-27-62;  10  learners  (raincoats.  chUdren's 
car  coats) . 

Pembroke  Manufacturing  Co.,  Inc..  High- 
way 711.  PemlN-oke.  N.C.;  effective  11-37-61 
to  5-26-62;  10  learners  (women's  slacks, 
shorts,  and  pedal  pushers) . 

Shawmut  Manufacturing  Co..  New  Badford, 
Mass.;  effective  11-30-61  to  5-29-62;  50  learn- 
ers (women's  dresses) . 

Hosiery  Industry  Learner  Regulations 
(29  CFR  522.1  to  522.11,  as  amended,  and 
29  CFR  522.40  to  522.43,  as  amended). 

Magnet  Mills,  Inc.,  CuUom  Street,  Clinton, 
Tenn.;  effective  11-29-61  to  11-36-62;  6  par- 
cent  of  the  total  number  of  factory  produo- 
tlon  workers  for  normal  labor  turnover  pur- 
poses (seamless  and  full-fashioned). 

Selma  Hoisery  Co..  Dllkm.  S.C;  effective 
12-2-61  to  6-1-62;  40  learners  for  plant  ex- 
pansion purposes  (seamless). 

Knitted  Wear  Industry  Learner  Regu- 
lations   (29    CFH    522.1    to    622.11.    af 
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amended,  and  29  CFR  522  30  to  522  35, 
as  amended). 

Dothan  Manufacturing  Co  ,  Dothan,  Ala  : 
effactlTe  1^1-«1  to  11-80-63;  5  percent  of  ttM 
total  number  of  factory  production  workm 
for  normal  labor  tximover  purposes  (men's 
pajamaa  and  shorts ) . 

National  Knitting  Co..  50  First  Avenue. 
Royersford.  Pa.;  effective  ll-27-«l  to  11-26- 
62;  5  percent  of  the  total  number  of  factory 
production  workers  for  nomuU  labor   turn- 

Schneleraon  Lingerie  Co..  460  Olove  Street, 
Pall  River.  Maaa.;  effective  12-1-61  to  11-SO- 
62;  5  percent  of  the  total  number  of  factory 
production  workers  engaged  In  the  produc- 
tion of  women's  and  children's  knitted  under- 
wear for  normal  labor  turnover  purposes 
(women's    and   children's    knit    underwear). 

Each  learner  certificate  has  been  Is- 
sued upon  the  repi-esentatlons  of  the  em- 
I^yers  which,  among  other  things,  were 
that  employment  of  learners  at  special 
minimum  rates  Is  necessary  in  order  to 
prevent  curtailment  of  opportunities  for 
employment,  and  that  experienced 
workers  for  the  learner  occupations  are 
not  available.  The  certificates  may  be 
annulled  ur  withdrawn  as  indicated 
therein.  In  the  manner  provided  in  Part 
528  of  Title  29  of  the  Code  of  Federal 
Refulations.  Any  person  aggrieved  by 
the  iflBuanee  of  any  of  these  certificates 
may  seek  a  review  or  reconsideration 
thereof  within  fifteen  days  after  publi- 
cation of  this  notice  in  the  Federal 
RxGiS'TER  pursuant  to  the  provisions  of 
29  CFR  522.9. 

Signed  at  Washington.  DC  ,  this  12th 
day  of  January  1962. 

ROBBBT  Q.  GrONEWALD. 

Authorized  Representative 
of  the  Administrator. 

irn.    Doc.    62-653;     Filed.    Jan.     19.     1962; 
8  46  am  | 


iNTEftSTATE  COMMERCE 
COMMISSION 

FOURTH   SECTION  APPLICATIONS 
FOR   RELIEF 

January  17,  1962. 

Protests  to  the  granting  of  an  applica- 
tion must  be  prepared  in  accordance  with 
Rule  40  of  the  general  rules  of  practice 
(49  CFR  1.40)  and  filed  within  15  days 
from  the  date  of  publication  of  this  no- 
tice in  the  FsoEHAL  Register. 

Lonc-and-Short  Haul 

FSA  No.  37518:  Paper  and  paper  arti- 
cles from  official  territory.  Filed  by  Traf- 
fic Executive  Association — Eastern  Rail- 
roads, agent  (E.R.  No.  2598,  for  inter- 
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ested  rail  carriers.  Rates  on  paper  and 
paper  articles,  also  returned  empty  skids 
or  platforms,  wooden,  and  printing  paper 
winding  cores,  in  carloads,  from  points  in 
official  territory,  to  points  in  Illinois 
territory,  also  official — southern  territory 
border  points. 

Orounds  for  relief:  Market  competi- 
tion, short-line  distance  formula  and 
grouping. 

By  the  Commi-ssion 

I  SEAL  I  Harold  D    McCoy. 

Secretary 

(PR      D<K-      C2   667,      Piled      Jan      19       ]W2. 
8   48   a  ni  I 


I  Notice  587  I 

MOTOR   CARRIER   TRANSFER 
PROCEEDINGS 

January  17. 1962 

Synopses  of  orders  entered  pursuant  to 
section  212(b)  of  the  Interstate  Com- 
merce Act.  and  rules  and  regulations  pre- 
scribed thereunder  '49  CFR  Part  179>. 
appear  below  - 

As  provided  In  the  Commission's  spe- 
cial mles  of  practice  any  interested  per- 
son may  file  a  petition  seeking  reconsid- 
eration of  the  following  numbered  pro- 
ceedings within  20  days  from  the  date 
of  publication  of  this  notice.  Pursuant 
to  section  17(8)  of  the  Interstate  Com- 
merce Act.  the  filing  of  such  a  petition 
will  postpone  the  effective  date  of  the 
order  in  that  proceeding  pendiiiij  its 
disposition.  The  matters  relied  upon  by 
petitioners  must  be  specified  in  their 
petitions  with  particularity. 

No.  MC-FC  64650.  By  order  of  Jan- 
uary 12.  1962.  the  Transfer  Board  ap- 
proved the  transfer  to  Dale  McLeod. 
doing  business  as  McLeod  Trucking  Serv- 
ice. Reno,  Nev..  of  Certificate  in  No.  MC 
52498.  issued  April  15.  1944.  to  Claude 
Cecil  Rife,  doing  business  as  Rife  Truck- 
ing Co..  Yerlngton,  Nev..  authorizing  the 
transportation  of :  General  commcxlities. 
including  hoiisehold  goods,  excluding 
commodities  in  bulk,  and  other  specified 
commodities.  between  Sacramento. 
Calif.,  and  Yerlngton.  Nev  ,  and  return 
to  Sacramento;  and  between  Minden. 
Nev..  and  Bridgeport,  Calif.  Service  is 
authorized  to  and  from  the  Intermediate 
point  of  Wellington.  Nev,  Phil  Jacobson, 
510  West  Sixth  Street.  Los  Angeles  14, 
Calif.,  attorney  for  applicants. 

No.  MC-FC  64654.  By  order  of  Jan- 
uary 12.  1962.  the  Transfer  Board  ap- 
proved the  transfer  to  Grocery  Express, 
Inc.,  New  York,  NY.,  of  Certificate  in 
No.  MC  80637,  Issued  March  3.  1955,  to 
Howard  I.  Sakln.  New  York.  NY.,  au- 
thorizing   the   transportation   of:    Such 


commodities  as  are  dealt  in  by  wholesale 
grocery  houses,  between  New  York.  N.Y  . 
on  the  one  hand.  and.  on  the  other, 
points  in  Bergen,  Passaic,  Hudson,  Union. 
Essex,  and  Middlesex  Counties.  N.J.,  and 
Fairfield  County.  Conn.  Charles  H 
Tray  ford.  220  East  42d  Street.  New  York, 
NY,  attorney  for  applicants. 

No.  MC-FC  64683  By  order  of  Jan- 
uary 15,  1962.  the  Transfer  Board  ap- 
proved the  transfer  to  John  D.  Holmes, 
Jr..  doing  business  as  Vanguard  Trans- 
portation Company.  Avenel.  NJ..  of  a 
portion  of  Certificate  No.  MC  113041 
Sub  4  issued  June  29,  1960.  to  AC  Tians- 
portation.  Inc.,  Woodbridge.  N.J  .  au- 
thorizing the  transportation,  over 
irregiilar  routes,  of  petroleum  products 
I  except  asphalt  and  tar  of  any  kind>. 
alcohol,  commercial  solvents,  paint, 
lacquer,  cleaning  solvents,  and  acetates, 
in  bulk,  in  tank  trucks,  from  points  in 
Bergen,  Essex,  Hudson.  Middlesex,  and 
Union  Counties,  N.J.,  to  points  in  the 
New  York.  NY.,  Commercial  Zone  as  de- 
fined by  the  Commission  in  1  M.C.C.  665 
and  2  M.C.C.  191,  those  in  Dutchess. 
Rockland,  Ulster.  Sullivan,  Orange. 
Nassau,  Westchester,  and  Saratoga 
Counties.  NY.,  and  those  in  that  part 
of  Connecticut  on  and  west  of  the  Con- 
necticut River;  from  New  York,  NY.,  to 
points  in  New  Jersey;  petroleum  prod- 
ucts (except  medicinal  oils,  paraffin 
wax.  hot  asphalt,  and  hot  tar),  alcohol 
and  infiammable  solvents,  Inflammable 
lacquer  and  inflammable  acetates,  in 
bulk,  in  tank  vehicles,  from  Bayonne, 
Bayway,  and  Jersey  City.  N.J.,  to  points 
in  Connecticut  east  of  the  Connecticut 
River;  and  lubricating  oil.  in  bulk,  in 
tank  vehicles,  from  Douglasvllle.  Pa.,  to 
Newark.  NJ.  Bowes  k  MiUer,  1060 
Broad  Street.  Newark,  NJ..  attorney  for 
transferee.  William  D.  Traub,  350  Fifth 
Avenue.  New  York  1,  NY.,  representa- 
tive for  transferor. 

No.  MC-FC  64690.  By  order  of  Janu- 
ary 12.  1962,  the  Transfer  Board  ap- 
proved the  transfer  to  V.  C.  Trucking 
Service,  Inc..  Maspeth,  N.Y.,  of  a  portion 
of  Certificate  No.  MC  114256.  Issued 
February  3,  1958,  to  Don-Dee  Tnicking 
Corporation.  Ridgefleld.  N.J.,  authoriz- 
ing the  transportation  of  general  com- 
modities, excluding  household  goods  and 
commodities  in  bulk,  over  irregular 
routes,  between  New  York,  N.Y.,  and 
points  in  Bergen  County,  N.J.  William 
D.  Traub,  350  Fifth  Avenue,  New  York  1, 
NY.,  attorney  for  applicants. 


I  seal) 


Harold  D.  McCoy, 
Secretary. 


[TR     Due     62-668:     rUad.    Jan.     19.     1962; 
8  46  a.m.] 
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Rules  and  Regulations 


Title  5— ADMINISTRATIVE 
PERSONNa 


Chapter  I — Civil  Service  Commission 

PART   6— EXCEPTIONS   FROM  THE 
COMPETITIVE  SERVICE 

Peace  Corps 

Effective     upon    publication    in    the 
Federal    Register,    paragraph     (o) 
added  to  §  6.368  as  set  out  below. 

S  6.368      Peace  Corpfs. 


is 


to)  One  Deputy  Associate  Director, 
Office  of  Program  Development  and 
Operations. 

(R  S    1753.  sec    2.  22  Siat.  403;  as  amended; 
5  use  631,633)  j 

UwrrED  States  fcivn.  Serv- 
ice Commission, 
i  SEAL  I       Mary  V.  Wenzel, 

Executive  Assistant  to 
the  Commissioners. 

IFR      Dtxv     62  737;     Piled.    Jan.     22,     1962; 
8;49a.m.|      , 

Title  7— AGRICULTURE 

Chapter  VII — Agricultural  Stabiliza- 
tion and  Conservation  Service 
(Agricultural  Adjustment),  Deport- 
ment of  Agriculture 

PART  725— BURLEY,  FLUE-CURED, 
FIRE-CURED,  DARK  AIR-CURED 
AND  VIRGINIA  SUN-CURED  TO- 
BACCO 

Proclamation  of  Results  ol  Flue-Cured 
Tobacco  Marketing  Quota  Referen- 
dum 

§725.1309      Ha.'>iN  and  piirpo.He. 

The  purpose  of  this  proclamation  is  to 
announce  the  results  of  the  flue-cured 
tobacco  marketing  quota  referendum  for 
the    three    marketing    years    beginning 
July   1.   1962.     Under  the  provisions  of 
the  Agricultural  Adjustment  Act  of  1938, 
as  amended,  the  Secretary  proclaimed 
national  marketing  quotas  for  flue-cured 
tobacco   for    the    1962-63.    1963-64   and 
1964-65  marketing  years  and  announced 
the  amount  of  the  national  marketing 
quota   for  the   1962-63  marketing  year 
'26    f.R.    10927).      The    Secretary   an- 
nounced  (26  F.R.   10933)   that  a  refer- 
endum would  be  held  on  December  12, 
1961.   to  determine  whether  flue-cured 
tobacco   farmers   were    in    favor   of   or 
opposed    to    marketing    quotas   for   the 
three  marketing  years  beginning  July  1, 
1962      Since  the  only   purpose  of  thia 
proclamation  is  to  announce  the  results 
of  the  referendum,  it  is  hereby  found 
and  determined  that,  with  respect  to  this 
Pioclamation.  application  of  the  notice 


and  public  procedure  requirements  of 
section  4  of  the  Administrative  Proce- 
dure Act  (60  Stat.  238;  5  UJS.C.  1003) 
is  unnecessary. 

§  725.1310  Proclamation  of  results  of 
flue^ured  tobacco  marketing  quota 
referendum  beginning  July  1,  1962. 

In  a  referendum  held  on  December  12, 
1961,  of  farmers  engaged  in  the  produc- 
tion of  the  1961  crop  of  flue-cured  to- 
bacco, 194.121  farmers  voted.  Of  those 
voting.  190.515  or  98.1  percent,  favored 
national  marketing  quotas  for  the  three 
marketing  years,  1962-63,  1963-64  and 
1964-65.  and  3,606  or  1.9  percent  were 
opposed  to  quotas.  Therefore,  the  na- 
tional marketing  quota  of  1,166,900,000 
pounds  proclaimed  by  the  Secretary  on 
November  22.  1961  (26  F.R.  10927)  for 
flue-cured  tobacco  for  the  1962-63  mar- 
keting year  will  be  in  effect  for  such 
year  and  marketing  quotas  on  flue-cured 
tobacco  will  be  in  effect  for  the  three 
marketing  years  beginning  July  1,  1962. 

(Seca.  735.1309  and  1310  are  Issued  under 
sees.  312,  375.  52  Stat.  46.  as  amended;  66. 
aa  amended;   7  U.S.C.  1312,  1375) 

Effective  date:  Date  of  filing  with  the 
Director,  Office  of  the  Federal  Register. 

Signed  at  Washington,  D.C.,  on  Jan- 
uary 17,  1962. 

,  E.  A.  Jaenke, 

Acting  Administrator,  Agricul- 
tural Stabilization  and  Con- 
servation Service. 

I  F.R.     Doc.     62-709;     Filed,     Jan.     22,     1962; 
8:47a.m.l 


Chapter  IX — ^Agricultural  Marketing 
Service  (Marketing  Agreements  and 
Orders),  Department  of  Agriculture 

[Lemon  Reg.  2,  Amdt.  1) 

PART   910— LEMONS   GROWN    IN 
CALIFORNIA  AND  ARIZONA 

Limitotion  of  Handling 

Findings.  1.  Pursuant  to  the  market- 
ing agreement,  as  amended,  and  Order 
Na  910.  as  amended  (7  CFR  Part  910). 
regulating  the  handling  of  lemons  grown 
in  California  and  Arizona,  effective  un- 
der the  applicable  provisions  of  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937,  as  amended  (7  U.S.C.  601-674) .  and 
upon  the  basis  of  the  recommendation 
and  information  submitted  by  the  Lemon 
Administrative  Committee,  established 
under  the  said  amended  marketing 
agreement  and  order,  and  upon  other 
available  information,  it  is  hereby  found 
that  the  limitation  of  handling  of  such 
lemons  as  hereinafter  provided  will  tend 
to  effectuate  the  declared  policy  of  the 
act. 

2.  It  is  hereby  further  found  that  it  is 
impracticable  and  contrary  to  the  public 
interest  to  give  preliminary  notice,  en- 
gage in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
regulation  unUl  30  days  after  publica- 


tion hereof  in  the  Federal  Register  (.5 
UJS.C.  1001-1011)  because  the  time  in- 
tervening between  the  date  when  infor- 
mation upon  which  this  amendment  is 
based  became  available  and  the  time 
when  this  amendment  must  become  ef- 
fective in  order  to  effectuate  the  declared 
policy  of  the  act  Is  insufficient,  and  this 
amendment  relieves  restriction  on  the 
handling  of  lemons  grown  in  California 
and  Arizona. 

Order,  as  amended.  The  provisions  in 
paragraph  (b)(1)  (i)  and  (ii)  of  8  910.- 
302  < Lemon  Regulation  2,  27  P.R.  392) 
are  hereby  amended  to  read  as  follows: 

<  i  >  District  1 :  20,460  cartons ; 
'ii)   District 2:  170,190 cartons. 

(Sees.  1-19,  48  Stat.  31,  as  amended;  7  U.SC 
601-674) 

Dated:    January  17,  1962. 

Floyd  P.  Hedlxtno, 
Director,  Fruit  and  Vegetable  Di- 
vision,  Agricultural   Marketing 
Service. 

I  F.R     Doc.     62-708;     Piled.    Jan.     22,     1962; 
8:47  ajn.l 


Title  14-AERONAUTICS  AND 
SPACE 

Chapter  I — Federal  Aviation  Agency 

IReg.  Docket  No.  152;  Amdt.  40-34;  Supp.  36| 

PART  40— SCHEDULED  INTERSTATE 
AIR  CARRIER  CERTIFICATION  AND 
OPERATION  RULES 

Carriage  of  Cargo  in  Passenger 
Compartments 

Section  40.153  of  Part  40  was 
revised  by  Civil  Air  Regulations  Amend- 
ment 40-32  (26  F.R.  11354)  issued  No- 
vember 27,  1961.  to  become  effective 
January  2.  1962.  This  section  provides 
a  means  by  which  cargo  may  be  safely 
carried  in  the  passenger  compartment 
of  an  air  carrier  airplane. 

Subsequent  to  the  issuance  of  Amend- 
ment 40-32.  certain  air  carriers  re- 
quested reconsideration  of  §  40.153(a) 
1 3)  of  that  amendment  which  specified 
that  approved  cargo  bins  installed  aft 
of  passengers  shall  not  be  higher  than 
the  height  of  the  passenger  seats  on  the 
airplane.  In  addition,  comments  were 
received  with  regard  to  paragraphs  la) 
(1)  and  (4)  which  indicated  a  need  for 
a  clarification  of  the  strength  require- 
ments which  a  cargo  bin  and  its  attach- 
ments must  meet  for  approval. 
The  effective  date  of  Amendment  40- 

32  was  postponed  from  January  2,  1962. 
to  January  20,  1962,  by  Amendment  40- 

33  (26  FJR.  12762).  This  postponement 
of  the  effective  date  was  necessary  to 
provide  sufficient  time  for  a  comi^te  re- 
e valuation  of  the  provisions  of  S  40.153 
(a)(3)  and  to  make  other  clarifying 
changes. 

649 


650 

As  a  result  of  this  reevaluation  it  has 
been  concluded  that,  regardless  of  its 
height,  a  properly  loaded  cargo  bin 
which  has  been  constructed  and  installed 
in  the  airplane  to  meet  specific  strength 
requirements  will  not  adversely  affect 
safety  if  it  does  not  obscure  any  passen- 
ger's view  of  the  "seat  belt"  or  'no 
smoking  "  sign.  Therefore,  this  amend- 
ment eliminates  the  height  restriction 
for  cargo  bins  and  in  lieu  thereof  adds 
provisions  which  ( 1 )  require  proper  dis- 
tribution of  the  weight  of  the  cargo 
within  the  bin.  (2)  prohibit  use  of  bir\s 
which  exceed  the  structural  load  limita- 
tion on  components  of  the  airplane,  and 
(3>  prohibit  installing  the  bin  in  a  loca- 
tion which  will  obscure  any  passenger  s 
view  of  the  "seat  belt"  or  "no  smoking" 
sign,  unless  an  auxiliary  sign,  or  some 
other  approved  means  for  notification 
of  the  passenger  is  provided. 

The  provisions  of  paragraphs  <  a  >  •  1  > 
and  (4)  of  this  amendment  specify  the 
strength  which  a  cargo  bin  and  its  at- 
tachments must  meet  for  approval.  It 
Intended.  In  Amendment  40-32.  that 

ils  strength  be  such  that  in  the  event 
the  airplane  was  involved  in  a  survivable 
crash  Involving  high  deceleration  forces, 
the  cargo  bin  would  not  shift  forward 
or  be  dislodged  and  injure  the  passengers 
To  provide  this  safeguard,  the  strength 
of  the  bin  and  its  attachments  must  be 
able  to  withstand  at  least  the  load  fac- 
tors and  emergency  landing  conditions 
applicable  to  the  passenger  seats  in- 
stalled on  the  airplane.  The  combined 
weight  of  the  cargo  bin  and  its  contents 
must  be  used  to  determine  this  strength. 
However.  In  view  of  the  comments  re- 
ceived. It  appears  that  the  wording  of 
paragraphs  (a*  (1)  and  (4)  of  Amend- 
ment 40-32  did  not  make  this  strength 
requirement  completely  clear.  Accord- 
ingly, this  amendment  rewords  these 
paragraphs  to  specify  more  clearly  the 
strength  requirements  which  a  cargo  bin 
and  Its  attachments  must  meet  for 
approval. 

In  addition  to  the  aforementioned 
changes,  other  editorial  changes  were 
made  in  this  amendment  for  the  purpose 
of  clarification. 

Since  this  amendment  relaxes  the 
height  requirement  of  a  previous  rule 
which  becomes  effective  January  20. 1962. 
and  Imposes  no  additional  burden  on  any 
person,  I  find  that  notice  and  public  pro- 
cedure hereon  are  impractical  and  un- 
necessary, and  good  cause  exists  for 
making  this  amendment  effective  on  less 
than  30  days'  notice. 

In  consideration  of  the  foregoing,  ef- 
fective January  20.  1962,  Amendment 
40-32  and  Supplement  No.  34  (26  F.R. 
11354)  are  hereby  rescinded  and  Part 
40  (14  CFR  Part  40  J  is  amended  as 
follows: 

§  40.153-1      [Deletion] 

1.  Bydeletlng  5  40.153-1. 

2.  By  amending  S  40.153  to  read  as 
follows : 

§  40.153      Carriage  of  cargo  in  passenger 
compart  ments. 

Cargo  shall  not  be  carried  In  the  pas- 
senger compartment  of  an  airplane  ex- 
cept as  provided  In  either  paragraph  (a) 
or  (b)  of  this  section. 


RULES  AND  REGULATIONS 

(a>  Cargo  carried  aft  of  the  foremost 
seated  passengers  shall  be  carried  In  an 
approved  cargo  bin.  Approved  cargo 
bins  shall  meet  the  requirements  of  sub- 
paragraphs (1)  through  (8>  of  this 
paragraph. 

1 1  >  The  bin  shall  be  capable  of  with- 
standing the  load  factors  and  emergency 
landing  conditions  applicable  to  the  pas- 
senger seats  of  the  airplane  In  which  the 
bin  Is  installed  multiplied  by  a  factor  of 
1.15.  The  combined  weight  of  the  bin 
and  the  maximum  weight  of  cargo  which 
may  be  carried  In  the  bin  shall  be  used 
to  determine  this  strength. 

<2>  The  maximum  weiKht  of  cargo 
which  the  bin  ts  approved  to  carry  and 
any  instiuctloas  necessary  to  Insure 
proper  weight  distribution  within  the  bin 
shall  be  conspicuously  marked  on  the 
bin. 

1 3 '  The  bin  shall  not  Impose  any  load 
on  the  floor  or  other  structure  of  the  air- 
plane which  exceeds  the  structural  load 
limitations  of  such  components. 

(4'  The  bin  shall  be  attached  to  the 
seat  tracks  or  to  the  floor  structure  of 
the  airplane,  and  its  attachments  shall 
withstand  the  load  factors  and  emer- 
gency landing  condltlon.s  applicable  to 
the  passenger  seats  of  the  airplane  in 
which  the  bin  Is  Installed  multiplied  by 
either  the  factor  1.15  or  the  seat  attach- 
ment /actor  specified  for  the  airplane, 
whichever  is  greater.  The  combined 
weiKht  of  the  bin  and  the  maximum 
weight  of  cargo  which  may  be  carried  In 
the  bin  shall  be  used  to  determine  this 
strcngtli. 

"5'  The  bin  shall  not  be  installed 
in  a  position  which  restricts  access  to 
or  use  of  any  required  emergency  exit, 
or  the  u.se  of  the  aisle  in  the  passenger 
compartment. 

<  6 )  The  bin  shall  be  fully  enclosed  and 
constructed  of  material  which  is  at  least 
fiame  resistant. 

(7>  Suitable  safeguards  shall  be  pro- 
vided within  the  bin  to  prevent  the  carso 
from  shifting  under  emergency  landing 
conditions. 

i8>  The  bin  shall  not  be  irustalled  In 
a  position  which  obscures  any  pas- 
sengers view  of  the  seat  belt"  or  "no 
smoking"  sign,  nor  .shall  any  required 
exit  sign  be  blocked  from  view,  unless 
an  auxiliary  sign  or  other  approved 
means  for  proper  notification  of  such 
passenger  Is  provided. 

(b)  Cargo  carried  forward  of  the  fore- 
most seated  passengers  shall  be  carried 
either  In  approved  cargo  bins  as  specified 
in  paragraph  (a)  of  this  section,  or  In 
accordance  with  the  following  require- 
ments: 

(1)  It  shall  be  properly  secured  by 
means  of  safety  belts  or  other  tledowns 
having  sufficient  strength  to  eliminate 
the  possibility  of  shifting  under  all 
normally  anticipated  flight  and  ground 
conditions; 

(2)  It  shall  be  packaged  or  covered  In 
a  manner  to  avoid  possible  Injury  to 
passengers; 

<3)  It  sh|M  not  Impose  any  load  on 
seats  or  the|floor  structure  which  ex- 
ceeds the  structural  load  limitation  for 
those  components; 

(4)  It  shall  not  be  located  in  a  posi- 
tion which  restricts  the  access  to  or  use 


of  any  required  emergency  or  regular 
exit,  or  the  use  of  the  aisle  In  the  pas- 
senger compartment:  and 

(5)  It  shall  not  be  located  In  a  position 
which  obscures  any  passenger's  view  of 
the  "seat  belt"  or  "no  smoking"  sign,  nor 
shall  any  required  exit  sign  be  blocked 
from  view,  unless  an  auxiliary  sign  or 
other  approved  means  for  proper  noti- 
fication df  such  passenger  Is  provided. 

(Sees  313(a),  601.  804.  605;  72  SUt.  752.  775. 
778:   49  use     1354(a).    1421.    1424.    1425) 

Is.sued  In  Washington.  D.C..  on  Janu- 
ary 19.  1962. 

ALAN  L.  Dean. 
Acting  Administrator 

|FR      Doc     62  792:     Piled.    Jan      22.     1962; 
8  58  n  m  I 
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PART  41— CERTIFICATION  AND  OP- 
ERATION RULES  FOR  SCHEDULED 
AIR  CARRIER  OPERATIONS  OUT- 
SIDE THE  CONTINENTAL  LIMITS  OF 
THE  UNITED  STATES 

Carriog*  of  Cargo  In  Pas»«nger 
Compartments 

Section  41.136  of  Part  41  was  pro- 
mulgated by  Civil  Air  Regulations 
Amendment  41-40  (26  F.R.  11355)  issued 
November  27.  1961.  to  become  effective 
January  2.  1962.  This  section  provides 
a  means  by  which  cargo  may  be  safely 
carried  in  the  passenger  compartment  of 
an  air  carrier  airplane. 

Subsequent  to  the  Issuance  of  Amend- 
ment 41-40.  certain  air  carriers  requested 
reconsideration  of  §  41.136ta)  (3)  of  that 
amendment  which  specified  that  ap- 
proved cargo  bins  installed  aft  of  pas- 
sengers shall  not  be  higher  than  the 
height  of  the  passenger  seats  on  the  air- 
plane. In  addition,  comments  were  re- 
ceived with  regard  to  paragraphs  (a)  (1) 
and  (4)  which  Indicated  a  need  for  a 
claiiflcatlon  of  the  strength  require- 
ments which  a  cargo  bin  and  its  attach- 
ments must  meet  for  approval. 

The  effective  date  of  Amendment  41- 

40  was  postponed  from  January  2,  1962. 
to  January  20,  1962.  by  Amendment  41- 

41  (26  F.R.  12762).  This  postponement 
of  the  effective  date  was  necessary  to  pro- 
vide sufficient  time  for  a  complete  re- 
evaluation  of  the  provisions  of  9  41.136 
(a>(3>  and  to  make  other  clarifying 
changes. 

As  a  result  of  this  reevaluation  It  has 
been  concluded  that,  regardless  of  Its 
height,  a  properly  loaded  cargo  bin  which 
has  been  constructed  and  installed  In 
the  airplane  to  meet  specific  strength 
requirements  will  not  adversely  affect 
safety  If  it  does  not  obscure  any  passen- 
ger's view  of  the  "seat  belt"  or  "no  smok- 
ing "  sign.  Therefore,  this  amendment 
eliminates  the  height  restriction  for 
cargo  bins  and  in  lieu  thereof  adds  pro- 
visions which  <  1  >  requires  proper  dis- 
tribution of  the  weight  of  the  cargo 
within  the  bin,  (2)  prohibit  use  of  bins 
which  exceed  the  structural  load  limita- 
tion on  components  of  the  airplane,  and 
(3)  prohibit  installing  the  bin  in  a  loca- 
tion which  will  obscure  any  passenger  s 
view  of  the  "seat  belt"  or  "no  smoking  ' 
sign,  unless  an  auxiliary  sign,  or  some 
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other  approved  means  for  notiflcation  of 
the  passenger  Is  provided. 

The  provisions  of  paragraphs  (a)  (1) 
and  (4)  of  this  amendment  specify  the 
strength  which  a  cargo  bin  and  Its  at- 
tachments must  meet  for  approval.    It 
was  Intended,  In  Amendment  41-40,  that 
this  strength  be  such  that  In  the  event  the 
airplane  was  involved  in  a  survivable 
crash  Involving  high  deceleration  foroes, 
the  cargo  bin  would  not  shift  forward  or 
be  dislodged  and  Injure  the  passengers. 
To  provide  this  safeguard,  the  strength 
of  the  bin  and  Its  attachments  must  be 
able  to  withstand  at  least  the  load  fac- 
tors and  emergency  landing  conditions 
applicable   to   the  passenger  seats   In- 
stalled on  the  airplane.    The  combined 
weight  of  the  cargo  bin  and  its  contents 
must  be  used  to  determine  this  strength. 
However,  In  view  of  the  comments  re- 
ceived. It  appears  that  the  wording  of 
paragraphs  (a)   (1)  and  (4)  of  Amend- 
ment 41-40  did  not  make  this  strength 
requirement  completely  clear.    Accord- 
ingly,   this    amendment   rewords    these 
paragraphs  to  specify  more  clearly  the 
strength  requirements  \)i^lch  a  cargo  bin 
and    Its    attachments    must    meet    for 
approval. 

In  addition  to  the  aforementioned 
changes,  other  editorial  changes  were 
made  In  this  amendment  for  the  purpose 
of  clarification. 

Since  this  amendment  relaxes  the 
height  requirement  of  a  previous  rule 
which  becomes  effective  January  20, 
1962.  and  Imposes  no  additional  burden 
on  any  person,  I  find  that  notice  and 
public  procedure  hereon  are  impractical 
and  unnecessary,  and  good  cause  exists 
for  making  this  amendment  effective  on 
less  than  30  days'  notice. 

In  consideration  of  the  foregoing, 
effective  January  20,  1962.  Amendment 
41-40  (26  FR.  11355)  is  hereby  rescinded 
and  Part  41  of  the  Civil  Air  Regulations 
'  14  CFR  Part  41.  as  amended)  is  amend- 
ed by  adding  a  new  §  41.136  to  read  as 
follows : 
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b  11.136      Carriage  of  <>argo  in  pa>senKer 
ronipartnienlK. 

Cargo  shall  not  be  carried  in  the  pas- 
.scnser  compartment  of  an  airplane  ex- 
cept as  provided  in  either  paragraph  (a) 
or  lb)  of  this  section. 

(a)  Cargo  carried  aft  of  the  foremost 
.'^catcd  passengers  shall  be  carried  in  an 
approved  cargo  bin.  Approved  cargo 
bin.s  shall  meet  the  requirements  of  sub- 
paragraphs (1)  through  (8)  of  this 
paragraph. 

'  1 )  The  bin  shall  be  capable  of  with- 
•standing  the  load  factors  and  emei-gency 
landing  conditions  applicable  to  the 
passenger  seats  of  the  airplane  in  which 
the  bin  Is  Installed  multlphed  by  a  factor 
of  1.15.  The  combined  weight  of  the 
bin  and  the  maximum  weight  of  cargo 
which  may  be  carried  in  the  bin  shall 
bp  u.sed  to  determine  this  strength. 

'2>  The  maximum  weight  of  cargo 
which  the  bin  is  approved  to  carry  and 
any  instructions  necessary  to  insure 
proper  weight  distribution  within  the 
bin  shall  be  conspicuously  marked  on  the 
bin. 


(8)  The  bin  shall  not  impose  any  load 
on  the  floor  or  other  structure  of  the  air- 
plane which  exceeds  the  structural  load 
limitations  of  such  components. 

(4)  The  bin  shall  be  attached  to  the 
seat  tracks  or  to  the  floor  structure  of 
the  airplane,  and  its  attachments  shall 
withstand  the  load  factors  and  emer- 
gency landing  conditions  applicable  to 
the  passenger  seats  of  the  airplane  in 
which  the  bin  is  installed  multiplied  by 
either  the  factor  1.15  or  the  seat  attach- 
ment factor  specified  for  the  airplane, 
whichever  Is  greater.  The  combined 
weight  of  the  bin  and  the  maximum 
weight  of  cargo  which  may  be  carried 
in  the  bin  shall  be  used  to  determine  this 
strength. 

(5)  The  bin  shall  not  be  instaUed  in 
a  position  which  restricts  access  to  or 
use  of  any  required  emergency  exit,  or 
the  use  of  the  aisle  In  the  passenger  com- 
partment. 

(6)  The  bin  shall  be  fully  enclosed 
and  constructed  of  material  which  is 
at  least  flame  resistant. 

(7)  Suitable  safeguards  shall  be  pro- 
vided within  the  bin  to  prevent  the  cargo 
frMn  shifting  under  emergency  landing 
conditions. 

(8)  The  bin  shall  not  be  installed  in  a 
position  which  obscures  any  passenger's 
view  of  the  "seat  belt"  or  "no  smoking" 
sign,  nor  shall  any  required  exit  sign 
be  blocked  from  view,  unless  an  auxiliary 
sign  or  other  approved  means  for  proper 
notiflcation  of  such  passenger  is  nro- 
vlded. 

(b)  Cargo  carried  forward  of  the  fore- 
most seated  passengers  shall  be  carried 
either  in  approved  cargo  bins  as  specified 
in  paragraph  (a)  of  this  section,  or  in 
accordance  with  the  following  require- 
ments: 

(1)  It  shall  be  properly  secured  by 
means  of  safety  belts  or  other  tledowns 
having  sufficient  strength  to  eliminate 
the  possibUity  of  shifting  under  all  nor- 
mally anticipated  flight  and  ground 
conditions; 

(2)  It  shall  be  packaged  or  covered  in 
a  manner  to  avoid  possible  Injui-y  to 
passengers: 

(3)  It  shall  not  impose  any  load  on 
seats  or  the  floor  structure  which  ex- 
ceeds the  structural  load  limitation  for 
these  components; 

(4)  It  shall  not  be  located  In  a  posi- 
tion which  restricts  the  access  to  or  use 
of  any  required  emergency  or  regular 
exit,  or  the  use  of  the  aisle  in  the  pas- 
senger compartment;  and 

(5)  It  shall  not  be  located  in  a  posi- 
tion which  obscures  any  passenger's  view 
of  the  "seat  belt"  or  "no  smoking"  sign, 
nor  shall  any  required  exit  sign  be 
blocked  from  view,  unless  an  auxillaiT 
sign  or  other  approved  means  for  proper 
notiflcation  of  such  passenger  is  pro- 
vided. 

(Sees.  313(a),  601,  604,  605;  72  Stat.  752  775 
778:  40  UJ8.C.  1364(a),  1421.  1424,  1425) 

Issued  in  Washington,  DC,  on  Janu- 
ary 19.  1962. 

Alan  L.  Dean, 
Acting  Administrator. 

IP.R.    Doc.    62-708:    PUed.    Jan,    22,    1962; 
8:60  a.m.] 
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[Reg.  Docket  No.  162;  Amdt.  42-37] 

PART  42— IRREGULAR  AIR  CARRIER 
AND  OFF-ROUTE  RULES 

Carriage  of  Cargo  in  Passenger 
Compartments 

Section  42.66  of  Part  42  was  promul- 
gated by  Civil  Air  Regulations  Amend- 
ment 42-35  (26  F.R.  11356)  issued  No- 
vember 27,  1961,  to  become  effective 
January  2,  1962.  This  section  provides  a 
means  by  which  cargo  may  be  safely 
carried  in  the  passenger  compartment  of 
an  air  carrier  airplane. 

Subsequent  to  the  issuance  of  Amend- 
ment   42-35,    certain    air    carriers    re- 
quested reconsideration  of  §  42.66(a)  (3) 
of  that  amendment  which  specified  that 
approved  cargo  bins  installed  aft  of  pas- 
sengers shall  not  be  higher  than  the 
height  of  the  passenger  seats  on  the  air- 
plane.   In  addition,  comments  were  re- 
ceived with  regard  to  paragraphs   (a) 
(1)  and  (4)  which  indicated  a  need  for  a 
clarification    of    the   strength    require- 
ments which  a  cargo  bin  and  its  attach- 
ments must  meet  for  approval.' 

The  effective  date  of  Amendment  42-35 
was  postponed  from  January  2,  1962^  to 
January  20,  1962,  by  Amendment  42-36 
(26  P.R.  12762).  This  postponement  of 
the  effective  date  was  necessary  to  pro- 
vide sufficient  time  for  a  complete  re- 
evaluation of  the  provisions  of  §  42.66 
(a)(3)  and  to  make  other  clarifying 
changes. 

As  a  result  of  this  reevaluation  it  has 
been  concluded  that,  regardless  of  its 
height,  a  properly  loaded  cargo  bin  which 
has  been  constructed  and  installed  in 
the  airplane  to  meet  specific  strength 
requirements  will  not  adversely  affect 
safety  If  it  does  not  obscure  any  passen- 
ger's view  of  the  "seat  belt"  or  "no  smok-> 
ing"  sign.     Therefore,  this  amendment 
eliminates    the    height    restriction    for 
cargo  bins  and  in  lieu  thereof  adds  pro- 
visions which    (1)    require  propjer   dis- 
tribution  of   the   weight  of   the   cargo 
within  the  bin,  (2)  prohibit  use  of  bins 
which  exceed  the  structural  load  limita- 
tion on  components  of  the  airplane,  and 
(3)    prohibit    installing    the    bin    in    a 
location  which  will  obscure  any  passen- 
ger's view  of  the  "seat  belt"  or  "no  smok- 
ing" sign,  unless  an  auxiliary  sign,  or 
some  other  approved  means  for  notifica- 
tion of  the  passenger  is  l)rovided. 

The  provisions  of  paragraphs  (a)  <1> 
and  (4)  of  this  amendment  specify  the 
strength  which  a  cargo  bin  and  its  at- 
tachments must  meet  for  approval.  It 
was  intended,  in  Amendment  42-35,  that 
this  strength  be  such  that  in  the  event 
the  airplane  was  involved  in  a  survivable 
crash  involving  high  deceleration  forces, 
the  cargo  bin  would  not  shift  forward  or 
be  dislodged  and  injure  the  passengers. 
To  provide  this  safeguard,  the  strength 
of  the  bin  and  its  attachments  mijst  be 
able  to  withstand  at  least  the  load  factors 
and  emergency  landing  conditions  ap- 
plicable to  the  passenger  seats  installed 
on  the  airplane.  The  combined  weight 
of  the  cargo  bin  and  its  contents  must  be 
used  to  determine  this  strength.  How- 
ever, in  view  of  the  comments  received,  it 
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appears  that  the  wording  of  paragraphs 
(a)  (1)  and  (4)  of  Amendment  42-35  did 
not  make  this  strength  requirement  com- 
pletely clear.  According^,  this  amend- 
ment rewords  these  paragraphs  to  specify 
more  clearly  the  strength  requirements 
which  a  cargo  bin  and  its  attachments 
must  meet  for  approval. 

In  addition  to  the  aforementioned 
changes,  other  editorial  changes  were 
made  in  this  amendment  for  the  purpose 
df  clarification. 

Since  this  amendment  relaxes  the 
height  requirement  of  a  previous  rule 
which  becomes  effective  January  20. 
1962.  and  imposes  no  additional  burden 
on  any  person,  I  find  that  notice  and 
public  procedure  hereon  are  impractical 
and  unnecessary,  and  good  cause  exists 
for  making  this  amendment  effective 
on  less  than  30  days'  notice. 

In  consideration  of  the  foregoing,  ef- 
fective January  20. 1962.  Amendment  42- 
35  (26  P.R.  11356)  is  hereby  rescinded 
and  Part  42  of  the  Civil  Air  Regulations 
(14  CFR  Part  42.  as  amended)  is 
amended  by  adding  a  new  S  42.66  to  read 
as  follows: 

§  42.66      Cairiacr  of  rargo  in  pa«<«rnf;rr 
comparfcnH 

Cargo  shall  not  be  carried  in  the  pas- 
senger compartment  of  an  airplane  ex- 
cept as  provided  in  either  paragraph  '  a ) 
or  <  b)  of  this  section. 

( a )  Cargo  carried  aft  of  the  foremost 
seated  passengers  shall  be  carried  in  an 
approved  cargo  bin.  Approved  cargo 
bins  shall  meet  the  requirements  of  sub- 
paragraphs (1)  through  (8>  of  this 
paragraph. 

(1)  The  bin  shall  be  capable  of  with- 
standing the  load  factors  and  emergency 
landing  conditions  applicable  to  the  pas- 
senger seats  of  the  airplane  in  which  the 
bin  is  installed  multiplied  by  a  factor 
of  1.15.  The  combined  weight  of  the  bin 
and  the  maximum  weight  of  cargo  which 
may  be  carried  In  the  bin  shall  be  used 
to  determine  this  strength. 

<2>  The  maximum  weight  of  cargo 
which  the  bin  Is  approved  to  carry  and 
any  Instructions  necessary  to  insure 
proper  weight  distribution  within  the  bin 
shall  be  conspicuously  marked  on  the 
bin. 

(3)  The  bin  shall  not  impose  any  load 
on  the  floor  or  other  structure  of  the 
airplane  which  exceeds  the  structural 
load  limitations  of  such  components. 

(4)  The  bin  shall  be  attached  to  the 
seat  tracks  or  to  the  floor  structure  of 
the  airplane,  and  its  attachments  shall 
withstand  the  load  factors  and  emer- 
gency landing  conditions  applicable  to 
the  passenger  seats  of  the  airplane  in 
which  the  bin  is  Installed  multiplied  by 
either  the  factor  1.15  or  the  seat  attach- 
ment factor  specified  for  the  airplane. 
whichever  is  greater.  The  combined 
weight  of  the  bin  and  the  maximum 
weight  of  cargo  which  may  be  carried  in 
the  bin  shall  be  used  to  determine  this 
strength. 

(5)  The  bin  shall  not  be  installed  in 
a  position  which  restricts  access  to  or 
use  of  any  required  emergency  exit,  or 
the  use  of  thg  aisle  in  the  passenger 
compartment. 
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1 6  •  The  bin  shall  be  fully  enclosed  and 
constructed  of  material  which  is  at  least 
flame  resistant. 

(7>  Suitable  safeguards  shall  be  pro- 
vided within  the  bin  to  prevent  the  cargo 
from  shifting  under  emergency  landing 
conditions. 

c8>  The  bin  shall  not  be  installed  in 
a  position  which  obscuies  any  passen- 
gers  view  of  the  "seat  bell"  or  no 
smoking"  sign,  nor  shall  any  required 
exit  sign  be  blocked  from  view,  unless  an 
auxiliary  sign  or  other  approved  means 
for  proper  notification  of  such  passenger 
is  provided. 

(b)  Cargo  carried  forward  of  the  fore- 
most seated  passengers  shall  be  carried 
either  in  approved  cargo  bins  as  speci- 
fied in  paragraph  (a)  of  this  section,  or 
in  accordance  with  the  fallowing  require- 
ments: 

( 1 )  It  shall  be  properly  secured  by 
means  of  safety  belts  or  other  tiedowns 
having  sufBclent  strength  to  eliminate 
the  possibility  of  shifting  under  all  nor- 
mally anticipated  flight  and  ground 
conditions : 

1 2 )  It  shall  be  packaged  or  covered  in 
a  manner  to  avoid  possible  injury  to 
passengers: 

v3>  It  shall  not  impose  any  load  on 
seats  or  the  floor  structure  which  ex- 
ceeds the  structural  load  limitation  for 
those  components: 

(4>  It  shall  not  be  located  in  a  posi- 
tion which  restricts  the  access  to  or  use 
of  any  required  emergency  or  regular 
exit,  or  the  use  of  the  aisle  in  the  pas- 
senger compartment:  and 

(5)  It  shall  not  be  located  in  a  posi- 
tion which  obscures  any  passenger's 
view  of  the  "seat  belt"  or  "no  smoking" 
sign,  nor  shall  any  required  exit  sign  be 
blocked  from  view,  unless  an  auxiliary 
sign  or  other  approved  means  for  proper 
notification  of  such  passenger  is  provided. 

(Sec    313(a),  601.  fl04.  605;  72  Stat    752.  775, 
778;  49  USC    13M(»).  1421.  1424.  1425) 

Issued  in  Washington.  DC.  on  Jan- 
uary 19.  1962. 

Alan  L.  Dean, 
Acting  Administrator. 

IFR      Di>c      62  791;     Filed.    Jan.     ?2,     1962, 
8  58  a.in  | 


Chapter  III — Federal  Aviation  Agency 

SUtCHAPTiR   C — AIRCRAFT   RfCULATIONS 

[R<?g  Docket  No  1038;  Amdt.  391) 

PART  507— AIRWORTHINESS 
DIRECTIVES 

Vickers  Viscount  745D  and  810  Series 
Aircraft 

Review  of  the  results  of  the  inspections 
of  Vickers  Viscount  745D  and  810  Series 
aircraft  shows  that  an  increase  in  the 
inspection  interval  for  certain  flap 
motors  required  by  Amendment  e*.  24 
P.R.  10714  (AD  59-26-3)  will  not  ad- 
versely affect  the  current  level  of  safety. 
Accordingly,  the  inspection  interval  in 
paragraph  <a)  (2)  is  beiiig  extended  from 
2.000  flights  to  4.000  flights.  Also,  refer- 
ence is  being  made  to  later  issues  of  the 
manufacturers  service  documents. 


Since  this  amendment  relaxes  a  re- 
quirement and  imposes  no  additional 
burden  on  any  person,  notice  and  public 
procedure  hereon  are  unnecessary,  and 
the  amendment  may  be  made  effective 
upon  publication  in  the  Federal 
Register. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  <  25  F^R.  6489  > . 
§507.101  a)  of  Part  507  (14  CFR  Part 
507  >,  is  hereby  amended  as  follows: 

Amendment  69,  24  PR.  10714.  Vickers 
Viscount  745D  and  810  Series  aircraft,  is 
amended  by: 

1.  Changing  paragraph  fa^<2>  to 
read: 

(2)  Flap  Motors,  P  N  C  9601  1  (1  e.  those 
embodying  clutch  drive  shaft,  P  N  N145421), 
at  periods  not  exceeding  4,000  flights. 

2.  Changing  the  parenthetical  refer- 
ence statement  to  read : 

(Vlckers-Armstronga  PTL  183.  Issue  5. 
Mcxllflcatlon  D.276fl  (700  Series).  PTL  61.  Is- 
sue 5.  Modincatlon  FO  1294  (800/810  8«rte«) 
and  Rotax  Modification  No.  301 7C  cover  thla 
subject. ) 

This  amendment  shall  become  effec- 
tive January  23,  1962. 

(Sees.  313(a).  601,  803;  72  Stat.  752,  775.  776; 
49  US.C  1354(a).  1421.  1423) 

Issued  in  Washington.  D.C.,  on  Jan- 
uary 17.  1962. 

G.  S.  Moore. 
Acting  Director. 
night  Standards  Service. 

(FR      CK>c      62  685;     Filed.    Jan.    22.     1962; 
8  45  am  I 


SUBCHAPTER   E — AIR   NAVIGATION 
REGULATIONS 

I  Airspace  Docket  No.  61  KC  52] 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Revocation   of  Control  Zone 

The  purpose  of  this  amendment  to 
Part  601  of  the  regulations  of  the  Ad- 
ministrator Is  to  revoke  the  Goshen,  Ind.. 
control  zone  <§  601.2101). 

There  Is  no  control  tower  at  Goshen 
Airport  and  the  Flight  Service  Station 
has  been  decommissioned.  Weather  ob- 
servations, previously  reported  by  the 
Plight  Service  Station,  are  no  longer 
available.  Therefore,  action  is  taken 
herein  to  revoke  the  Goshen  control 
zone. 

Since  the  change  effected  by  this 
amendment  reduces  a  burden  on  the 
pvMlc.  notice  and  public  procedure  here- 
on are  unnecessary.  However,  since  It  Ls 
necessary  that  sufficient  time  be  allowed 
to  p>ermlt  appropriate  changes  to  be 
made  on  aeronautical  charts,  this 
amendment  will  become  effective  more 
than  thirty  days  after  publication. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  P.R.  12582), 
Part  601  (14  CFR  Part  601  >  is  amended 


Tuesday,  January  23,  1962 

by  revoking  the  following  section:  9  601.- 
2101  Goshen,  Ind.,  control  zone. 

This  amendment  shall  become  effec- 
tive 0001  e,s.t..  April  5,  1962. 

(Sec.  307(a).  72  Stat.  749;  49  U.S.C.  1348) 

Issued  In  Washington,  D.C.,  on  Jan- 
uary 16.  1962. 

D.  D.  Thohas. 
Director,  Air  Traffic  Service. 

|FR.    Doc.    62-686;    Piled.    Jan.    22,    1962; 
8:45  a.m.] 


(Airspace  Docket  No.  61-SW-115] 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS  I 

Revocation  of  Control  Zone 

The  purpose  of  this  amendment  to 
§  601.1983  of  the  regulations  of  the  Ad- 
ministrator Is  to  revoke  the  Columbus, 
N.  Mex..  control  zone. 

Weather  and  communications  are  no 
longer  provided  at  Columbus,  therefore. 
the  Pederal  Aviation  Agency  has  deter- 
mined that  the  Columbus  control  zone 
is  no  longer  justified  as  an  assignment 
of  controlled  airspace  and  action  is  taken 
herein  to  revoke  the  Columbus  control 
zone. 

Since  the  change  effected  by  this 
amendment  reduces  a  burden  on  the 
public,  notice  and  public  procedure 
hereon  are  unnecessary.  However,  since 
it  is  necessary  that  sufBclent  time  be 
allowed  to  permit  appropriate  changes 
to  be  made  on  aeronautical  charts,  this 
amendment  will  become  effective  more 
than  thirty  days  after  publication. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  FH.  12582) 
the  following  action  is  taken: 

In  §601.1983  (14  CPR  601.1983)  "Co- 
lumbus, N.  Mex.:  PAA  intermediate 
field  excluding  the  portion  which  lies 
outside  the  continental  United  States" 
is  deleted.  | 

This  amendment  shall  become  effec- 
tive 0001  e.s.t.,  April  5.  1962. 

(Sec.  307(a),  72  Stat.  749;  49  U.S.C.  1348) 

Issued  in  Washington,  D.C.,  on  Jan- 
uary 16,  1962. 

D.  D.  Thomas. 
Director.  Air  Traffic  Service. 

[PR     Doc.    62-687:     Filed,    Jan,    22.    1962; 
8:45  am. J 


"'-  FEDERAt  REGISTER     ' 

The  Fort  Myers  VOR  will  be  relocated 
to  a  new  site  on  Page  Airport  on  or  about 
March  8,  1962.  Therefore,  action  is 
taken  herein  to  alter  the  Port  Myers 
control  zone  so  that  It  will  be  compatible 
with  the  relocated  navigational  aid.  In 
addition,  the  alteration  will  exclude  the 
area  within  a  1-mile  radius  of  the  Cape 
Coral,  Fla.,  Airstrip.  Such  action  is 
taken  herein.  This  will  result  in  a  re- 
duction of  the  amount  of  controlled  air- 
space presently  designated  in  the  control 
zone. 

Since  the  changes  effected  by  this 
amendment  are  minor  in  nature  and  will 
impose  no  additional  burden  on  the  pub- 
lic, notice  and  public  procedure  hereon 
are  unnecessary.  Hojvever,  since  it  is 
necessary  that  suflacient  time  be  allowed 
to  permit  appropriate  changes  to  be 
made  on  aeronautical  charts,  this 
amendment  will  become  effective  more 
than  thirty  days  after  publication. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  P.R.  12582) , 
S  601.2143  (14  CPR  601.2143)  is  amended 
to  read: 

§601.2143      Fort     Myers,     Fla.,     conlrol 
zone. 

Within  a  5-mile  radius  of  Page  Field 
(latitude  26"35'19"  N.,  longitude  81°52'- 
01"  W.),  Port  Myers,  Fla.,  excluding 
the  portion  within  a  1-mile  radius  of 
the  Cape  Coral  Airstrip  (latitude  26° 
33'56"  N.,  longitude  81"'57'07"  W,) ; 
within  2  miles  either  side  of  the  Fort 
Myers  VOR  215'  radial  extending  from 
the  5-mile  radius  zone  to  8  miles  SW 
of  the  VOR;  and  within  2  miles  either 
side  of  a  line  bearing  040°  and  220° 
from  the  Fort  Myers  RBN  extending 
from  the  5-mlle  radius  zone  to  8  miles 
SW  of  the  RBN. 

This  amendment  shall  becMne  effec- 
tive 0001  e.s.t.  AprU  5,  1962. 

(Sec.  307(a),  72  Stat.   749;    49   U.S.C.   1348) 

Issued  in  Washington,  D.C.,  on  Janu- 
ary 16. 1962. 

D.  D,  Thomas, 
Director.  Air  Traffic  Service. 

[P.R.    Doc.    62-688;     Piled.    Jan.    22.     1962; 
8:45  am. I 
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have  read  "INT  of  the  Carlsbad.  N.  Mex., 
VOR  236°".  Therefore,  action  is  taken 
to  correct  this  transition  area  descrip- 
tion. 

Since  this  amendment  is  editorial  in 
nature  and  imposes  no  additional  bur- 
den on  any  person,  notice  and  public  pro- 
cedure hereon  are  unnecessary  and  it 
may  be  made  effective  immediately. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  P.R.  12582) 
the  following  action  Is  taken: 

In  the  text  of  §  601.10805  (26  PR 
11675)  "INT  of  the  Carlsbad,  N.  Mex., 
VOR  256°  •  is  deleted  and  "INT  of  the 
Carlsbad.  N.  Mex..  VOR  236°"  is  substi- 
tuted therefor. 

This  amendment  shall  become  effec- 
tive upon  date  of  publication  in  the 
Federal  Register. 

(Sec.  307(a),  72  Stat.  749;  49  U.S.C.  1348) 

Issued  in  Washington,  D.C..  on  Jan- 
uary 16.  1962. 

D.  D.  Thomas, 
Director,  Air  Traffic  Service. 

[F.R.    Doc.     62-689;     PUed,    Jan.    22,     1962; 
8:46  ajn.j 


( Airspace  Docket  No.  61-WA-20^ 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS  I 

Alteration  of  Control  Zone 

The  purpose  of  this  amendment  to 
$  601.2143  of  the  regulations  of  the  Ad- 
ministrator is  to  alter  the  PV)rt  Myers, 
Fla..  control  zone. 


[Airspace  Docket  No.  61-FW-22) 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Doscriprion  of  Transition  Area; 
Correction 

The  purpose  of  this  amendment  to 
8  601.10805  of  the  regulations  of  the  Ad- 
ministrator is  to  correct  the  description 
of  the  Salt  Flat,  Texas,  transition  area. 
In  the  description  of  the  Salt  Flat  tran- 
sition area  published  in  the  Federal  Reg- 
MTiE  on  December  6.  1961.  effective  Jan- 
uary 11,  1962  (Airspace  Docket  No.  61- 
PW-22.  26  PJl.  11674)  the  "INT  of  the 
Carlsbad.  N.^Mex..  VOR  256°"  should 


(Airspace  Docket  No.  61-HO-8] 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Designation  of  Transition  Area; 
Modification 

On  December  6.  1961.  there  was  pub- 
lished in  the  Federal  Rbgister  (26  P.R. 
11675)  an  amendment  to  Part  601  of  the 
regulations  of  the  Administrator  which 
designated  the  Kallua,  Kona,  Hawaii, 
transition  area. 

Upon  publication  of  the  amendment,  a 
geographical  coordinate  was  inadvert- 
ently omitted  from  the  description  of 
the  transition  area  as  presented  in  the 
notice.  Therefore,  action  is  taken 
herein  to  add  this  coordinate. 

Since  this  amendment  corrects  an 
ommission  and  imposes  no  additional 
burden  on  any  person,  the  effective  date 
of  the  final  rule  as  initially  adopted  may 
be  retained. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  P.R.  12582) . 
effective  immediately  Airspace  Docket 
No.  61-HO-8  (26  P.R.  11675)  is  hereby 
mcxlified  as  follows: 

In  the  description  of  the  Kallua.  Kona, 
Hawaii,  transition  area,  "thence  to  point 
of  beginning."  is  deleted  and  "to  latitude 
19»38'15"  N.,  longitude  156'17'40"  W.; 
thence  to  point  of  beginning."  is  sub- 
stituted therefor. 
(Sec.  307(a) ,  72  Stat.  749;  49  U.S.C.  1348) 

Issued  in  Washington,  D.C..  on  Jan- 
uary 16,  1962. 

D.  D.  Thomas, 
Director,  Air  Traffic  Service. 

IF.R.     Doc.    82-690:     Filed.    Jan    28,     1962; 
8:46  ajn.] 
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Title  IB-COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade 
Commission 

IDockst  8S07co.| 

PAIT   13— PtOHIBITED  TRADE 
PRACTICES 

Phoenix  Pharmaceutical  Co.  et  ol. 

Subpart— Advertising  falsely  or  mls- 
leedingly:  }  13.85  Government  approval. 
action,  connection  or  standards;  I  13.85- 
60  Standards.  tpedAcations.  or  source: 
9  13.170  Qualities  or  properties  of  product 
or  service;  S  13.170-52  Medicinal,  thera- 
peutic, healthful,  etc. 

(Sec  8.  38  Stat.  721.  15  U.S.C.  46.  Interpret 
or  apply  sec.  5.  38  Stat.  719.  aa  amended;  15 
use  45)  fC«M*  aad  desist  order.  Phoenix 
PharmaceuUc&l  Company  et  al .  HartTord. 
Conn  .  Docket  8397.  Oct.  5.  19«1 1 

In  the  Matter  of  Phoenix  Pharmaceu- 
tical Companw.  a  Corporation.  The 
Vitamin  Center.  Inc..  a  Corporation, 
and  Aaron  Honiberg  and  Julian  Gross. 
IndividiMlly  and  as  Officers  of  Both  of 
Said  Corporations 

Consent  order  requiring  two  associated 
concerns  In  Hartfoctl,  Conn.— one  the  re- 
tail outlet  for  the  other— to  cease  rep- 
resenting falsely  in  advertising  in  news- 
papers, clrdulars,  magazines,  etc.,  that 
their  various  vitamin  preparations  were 
US.  Oovemment  standard  formulations, 
and  that  they  would  be  beneficial  in  the 
treatment  of  such  conditions  as  exces- 
sive fatigue,  nervous  Irritability,  low 
resistance,  etc.,  as  in  the  order  below  in 
detail  set  out. 

The  order  to  cease  and  desist  is  as 
follows : 

It  is  ordered.  That  Phoenix  Pharma- 
ceutical Company,  a  corporation,  and  its 
ofBcers,  and  Aaron  Honiberg  and  Julian 
Gross.  indlviduaUy  and  as  officers  of  this 
said  corporation,  and  The  Vitamin  Cen- 
ter, Inc..  a  corporation,  and  its  officers. 
and  Aaron  Honiberg  and  Juhan  Gross, 
individually  and  as  officers  of  this  said 
corporation,  and  respondents'  agents. 
representatives  and  employees,  directly 
or  through  any  corporate  or  other  device, 
in  connection  with  the  offering  for  sale, 
sale  or  distribution  of  the  preparations 
designated  "Vltagran— Formulation  No. 
115."  "Phoenix  No.  215  Vitagran -Forte. ' 
"Phoenix  No.  118  Multi-Thera."  -#110 
Vegerol."  "#114  Stressvite."  "Phoenix 
#117  B-Plexol,"  "#119  Super-Plex. 
'#310  Vegerol  Plus  B-Plexol.'  '  r50 
Gerichol."  and  "Geri- Aids— Formulation 
No.  108,"  or  any  other  preparations  of 
substantially  similar  composition  or  pos- 
sessing substantially  similar  properties, 
under  whatever  name  or  names  sold,  do 
forthwith  cease  and  desist,  directly  or 
indirectly : 

1.  Disseminating,  or  causing  to  be  dis- 
seminated, by  means  of  the  United  States 
mails,  or  by  any  means  in  commerce,  as 
"commerce"  is  defined  in  the  Federal 
Trade  Commission  Act.  any  advertise- 
ment which  represents,  directly  or  by  im- 
plication : 


RULES  AND  REGULATIONS 

(a)  That  their  preparations,  or  any  of 
them  are  United  States  Government 
standard  formulations: 

<b>  That  'Vitagran — Formulation  No. 
115,  ■  Phoenix  No.  215  Vitagran-Porte  ' 
or  "Phoenix  No.  116  Multi-Thera"  will  be 
of  benefit  in  the  treatment  of  excessive 
fatigiie.  nervous  Irritability,  restless 
sleep,  low  resistance  or  loss  of  appetite, 
unless  such  advertisement  expressly 
limits  the  effectiveness  of  the  prepara- 
tions to  those  persons  whose  symptoms 
have  been  caused  by  an  established 
deficiency  of  one  or  more  of  the  nutrients 
provided  by  the  preparations  and.  fur- 
ther, unless  the  advertisement  clearly 
and  conspicuously  reveals  the  fact  that 
in  the  great  majority  of  persons  these 
symptoms  are  caiised  by  conditions  oth- 
er than  those  which  may  respond  to 
treatment  by  the  use  of  the  preparations, 
and  that  in  such  persons  the  prepara- 
tions will  not  be  of  beneflt. 

(c)  That  '#114  Stressvite",  "Phoenix 
#117  B-Plexol"  or  "#119  Super-Plex" 
will  be  ol  benefit  in  the  treatment  of  lack 
of  pep.  weakness,  Uredness.  nervousness 
or  digestive  difficulty,  unless  such  ad- 
vertisement expressly  limits  the  effec- 
tiveness of  the  preparations  to  those 
persons  whose  symptoms  have  been 
caused  by  an  established  deficiency  of 
one  or  more  of  the  nutrients  provided  by 
the  preparations,  and,  further,  unless  the 
advertisement  clearly  and  conspicuously 
reveals  the  fact  that  In  the  great  major- 
ity of  persons  these  symptoms  are 
caused  by  conditions  other  than  those 
which  may  respond  to  treatment  by  the 
use  of  the  preparations,  and  that  in  such 
persons  the  preparations  will  not  be  of 
benefit. 

Id)  That  "#310  Vegerol  Plus  B-Plex- 
ol" will  be  of  benefit  in  the  treatment  of 
underweight,      exhaustion,      premature 
aging  or  loss  of  youthful  vitality  or  ap- 
pearance unless  such  advertisement  ex- 
pressly  limits  the   effectiveness   of   the 
preparation     to     those    persons     whose 
symptoms  have  been  caused  by  an  estab- 
lished deficiency  of  one  or  more  of  the 
nutrients  provided  by  the  preparation, 
and,  further,   unless  the  advertisement 
clearly   and   conspicuously    reveals   the 
fact  that  in  the  great  majority  of  per- 
sons   these    symptoms    are    caused    by 
conditions  other  than  those  which  may 
respond  to  treatment  by  the  use  of  the 
preparation  and  that  in  such  persons  the 
preparation  will  not  be  of  benefit 
.e>   That  '#110  Vegerol": 
1 1 )   Will  be  of  benefit  in  the  treatment 
of  premature  aging,  restless  sleep,  nerv- 
ous irritability,  loss  of  strength  or  poor 
digestion,  unless  such  advertisement  ex- 
pressly  limits    the   effectiveness   of   the 
preparation    to    those    persons    whose 
symptoms  have  been  caused  by  an  estab- 
lished deficiency  of  one  or  more  of  the 
nutrients  provided   by  the  preparation, 
and.  further,  unless  the  advertisement 
clearly   and   conspicuously    reveals    the 
fact  that  in  the  great  majority  of  per- 
sons   these    symptoms    are    caused    by 
conditions  other  than  those  which  may 
respond  to  treatment  by  the  use  of  the 
preparation,  and  that  in  such  persons 
the  preparation  will  not  be  of  benefit. 

(2>    Will  improve  liver  function  or  fat 
metabolism 


(f)  That  "#50  Gerichol"  will  be  of 
benefit  in  the  treatment  of  cardiac  con- 
ditions, or  will  lower  the  blood  choles- 
terol level. 

(g)  That  "Geri -Aids— Formulation 
No.  108 "  will  improve  liver  function  or 
fat  metabolism. 

2.  Disseminating  or  causing  the  dis- 
semination of  any  advertisement  by  any 
means  for  the  purpose  of  inducing  or 
which  is  likely  to  Induce,  directly  or  in- 
(ttsectly.  the  purchase  in  conmierce.  as 
"commerce"  is  defined  in  the  Federal 
Trade  Commission  Act,  of  said  prepara- 
tions, which  advertisement  contains  any 
of  the  representations  prohibited  in 
paragraph  1  hereof. 

By  "I>ecision  of  the  Commission",  etc., 
report  of  compliance  was  required  as 
follows : 

It  ts  ordered.  That  respondents  herein 
shall,  within  sixty  (60»  days  after  serv- 
ice upon  them  of  this  order,  file  with  the 
Conunisslon  a  report  in  writing  setting 
forth  in  detail  the  manner  and  form 
in  which  they  have  complied  with  the 
order  to  cease  and  desist. 

Issued:  September  25,  1961. 

By  the  Commission. 

rsEALl  Joseph  W.  Shea. 

Secretary. 

|FR      Doc     62  696.     Filed.    Jan     22,     1982; 
8  46  a  m  I 


[  Docket  8439  c  o  ] 

PART   13— PROHIBITED  TRADE 
PRACTICES 

Rodless  Decorations,  Inc.,  et  ol. 

Subpart — Furnishing  false  guaranties: 
5  13.1053  Furnishing  false  guaranties; 
I13.M5S-8A  Textile  Fiber  Products  Iden- 
tifteation  Act.  Subpart— Misbranding  or 
mislabeling:  5  13.1185  Compotition; 
J  13.1185-80  Textile  Fiber  Products  Iden- 
tification Act.  Subpart— Neglecting,  im- 
falrly  or  deceptively,  to  make  material 
disclosure:  S  13.1845  Composition;  S  13- 
1845-70  Textile  Fiber  Products  Identifi- 
cation Act:  5  13.1852  Formal  regulatory 
and  statutory  requirements ;  S  13.1852-70 
Textile  Fiber  Products  Identification  Act. 

(Sec  e,  38  Stat  721;  15  USC  4«  Interpret 
or  apply  sec  5.  3a  Sut.  719,  aa  amended;  72 
Stat  1717;  15  U  S  C  45.  70)  iCease  and  de- 
sist order,  Rfxlless  Decorations.  Inc  et  al  , 
New  York,  N  Y  ,  Docket  8429.  Oct    3,  1961 ) 

In  the  Matter  of  Rodless  Decorations. 
Inc..  a  Corporation,  and  Charles  Druck. 
Individually  and  as  an  Officer  of  Said 
Coloration 


Consent  order  requiring  New  York 
City  manufacturers  to  cease  violating  the 
Textile  Fiber  Products  Identification 
Act  by  labeling  as  "100<^r  IJacron'  poly- 
ester, trim  consists  of  all  cotton",  cur- 
tains which  contained  no  "Dacron"  poly- 
ester; by  failing  to  label  curtains  with 
the  true  generic  names  of  constituent 
fibers  and  'other  fibers  "  present,  and  the 
percentage  of  each  by  weight;  by  failing 
to  keep  proper  records  showing  the  fiber 
content  of  their  products:  and  by  fur- 


Tuesday,  January  23,  1962 

nishlng  false  guaranties  that  their  prod- 
ucts  were    not  mlsbranded  or  falsely 
invoiced. 
The  order  to  cease  and  desist  is  as 

follows: 

It  is  ordered.  That  respondents  Rod- 
less Decorations,  Inc.,  a  corporation  and 
its  officers,  and  Charles  Druclrindividu- 
ally,  and  as  an  officer  of  said  corpora- 
tion,  and   respondents'  representatives, 
agents     and     employees,     directly     or 
through  any  corporate  or  other  device, 
in  connection  with  the  introduction,  de- 
livery for  introduction,  manufacture  for 
introduction,  sale,  advertising,  or  offering 
for  sale,  in  commerce,  or  the  transporta- 
tion or  causing  to  be  transported,  in  com- 
merce, or  the  importation  Into  the  United 
States  of  textile  fiber  products;   or  in 
connection  with  the  sale,   offering  for 
sale,  advertising,  delivery,  transportation, 
or  causing  to  be  transported,  of  textile 
fiber  products  which  have  been  adver- 
tised or  offered  for  sale  in  commerce;  or 
in  connection  with  the  sale,  offering  for 
sale,   advertising,    delivery,   transporta- 
tion, or  causing  to  be  transported,  after 
shipment  in  conunercc,  of  textile  fiber 
products,  whether  in  their  original  state 
or  contained  in  other  textile  fiber  prod- 
ucts, as  the  terms  'commerce"  and  "tex- 
tile fiber  products"  are  defined  in  the 
Textile  Fiber  Products  Identification  Act, 
do  forthwith  cease  and  desist  from: 

A.  Misbranding  textile  fiber  products 
by: 

1.  Falsely  or  deceptively  stamping, 
tagging,  labeling,  invoicing,  advertising, 
or  otherwise  identifying  such  products 
as  to  the  name  or  amount  of  constituent 
fibers  contained  therein; 

2.  Failing  to  affix  labels  to  such  prod- 
ucts showing  each  element  of  informa- 
tion required  to  be  disclosed  by  section 
4 lb)  of  the  Textile  Fiber  Products  Iden- 
tification Act. 

B.  Failing  to  maintain  records  of  fiber 
content  of  textile  fiber  products  manu- 
factured by  them,  as  required  by  section 
6<a)  of  the  Textile  Fiber  Products  Iden- 
tification Act  and  Rule  39  of  the  Regu- 
lations thereunder. 

C.  Furnishing  false  guaranties  that 
textile  fiber  products  are  not  mlsbranded 
or  falsely  invoiced,  under  the  provisions 
of  the  Textile  Fiber  Products  Identifi- 
cation Act. 

By  "Decision  of  the  Commission",  etc., 
riport   of   compliance   was  required   as 

follows: 

It  is  further  ordered.  That  the  re- 
.'^pondents  shall,  within  sixty  (60)  days 
after  service  upon  them  of  this  order, 
file  with  the  Commission  a  report,  in 
writing,  setting  forth  in  detail  the  man- 
ner and  form  in  which  they  have  com- 
plied with  the  order  contained  in  the 
aforesaid  initial  decision,  as  modified. 

Issued:   September  25,   1961, 

By  the  Commission. 

I  SEAL]  Joseph  W.  Shea, 

iSccrefory. 

|FR     Doc.    62-726;    Piled.    Jan.    22,    1962; 
8;49  a.m.] 

No.  15 2 
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Title  22— FOREIGN  RELATIONS 

Chopltr  I — Department  of  Stote 

[Dept.  Reg.  108.476] 

PART  51— PASSPORTS 
Correction 

In  Fit.  Doc.  62-459  appearing  at  page 
344  of  the  issue  for  Friday,  January  12, 
1962,  tiie  file  line  at  the  end  of  the  docu- 
ment is  corrected  to  read  "[P.R.  Doc. 
62-459;  nied,  Jan.  11, 1962;  12:30  p.m.]". 

Title  38— PENSIONS,  BONUSES, 
AND  VETERANS' REUEF 

Chapter   I — ^Veterans   Administration 

PART  3— ADJUDICATION 

Subpart  A — Pension,  Compensation, 
and  Dependency  and  Indemnity 
Compensation 

Miscellaneous  Amendments 

1.  Section  3.253  is  revoked. 

§  3.253  Notice  of  material  increase  in 
income  or  change  in  status.  [Re- 
voked] 

2.  The  cross  references  immediately 
following  §  3.253  are  deleted. 

3.  Section  3.256  is  revised  to  read  as 
follows: 

§  3.256  Annual  inronie  and  net  Horth 
questionna  ires. 

A  questionnaire  will  be  sent  once  each 
calendar  year  to  each  payee  who  is  re- 
ceiving pension  or  dependency  and  in- 
demnity compensation,  whose  entitle- 
ment is  subject  to  an  annual  income  (and 
net  worth  where  applicable)  limitation 
(38  U.S.C.  415(e)  and  506(b) ) . 

4.  In  §  3.500,  paragraph  (h)  is  amend- 
ed to  read  as  follows : 

§  3.500     General. 

•  •  •  •  • 

(h)  Dependency  of  parent  (§§3.4  (a), 
(b)  (2) .  3.250  and  3.660) .  End  of  month 
in  which  evidence  shows  dependency 
ceased. 

5.  Section  3.660  is  revised  to  read  as 
follows: 

§  3.660      Material  rhange  in  income,  net 
worth  or  change  in  Matuii. 

(a)  Requiriiig  reduction  or  discon- 
tinuance—(1)  Dependency  and  in- 
demnity compensation.  If,  after  ap- 
proval of  an  award  of  dependency  and 
indemnity  compensation  or  the  submis- 
sion of  an  annual  income  questionnaire, 
the  payee  begins  to  receive  additional  in- 
come at  a  rate  which  if  continued  will 
cause  his  income  to  exceed  the  income 
limitation  applicable  to  the  rate  of  de- 
dendency  and  indemnity  compensation 
being  paid  or  by  reason  of  a  change  in 
marital  status  he  would  not  be  eligible  to 
receive  the  rate -of  dependency  and  in- 
demnity     compensation      which      was 
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awarded,  he  must  notify  the  Veterans 
Administration  of  such  fact.  The  award 
to  each  payee  will  be  adjusted  as  of  the 
last  day  of  the  month  (1962  and  there- 
after) in  which  such  additional  income 
was  received  or  the  change  in  marital 
status  occurred.  Where  parents  are  liv- 
ing together,  an  overpayment  will  be 
established  for  each  parent  who  was 
in  receipt  of  dependency  and  indemnity 
compensation.  Any  overpayment  cre- 
ated under  this  paragraph  will  be 
subject  to  recovery  if  not  waived.  (38 
U.S.C.  415(f)). 

(2)  Compensation  to  dependent  par- 
ent. If,  after  approval  of  an  award  of 
compensation  to  a  dependent  parent,  the 
payee's  status  changes  either  as  to  in- 
come, property,  dependents,  or  any  other 
factor  so  that  dependency  no  longer 
exists  he  must  notify  the  Veterans  Ad- 
ministration of  such  fact.  The  award 
of  compensation  will  be  discontinued  as 
of  the  last  day  of  the  month  (1962  and 
thereafter)  in  which  the  dependency 
ceased  to  exist. 

(3)  Pension.  If.  after  approval  of  an 
award  or  the  submission  of  an  annual 
income  (and  net  worth  where  applicable) 
questionnaire,  the  payee  begins  to  re- 
ceive additional  income  at  a  rate  which 
if  continued  will  cause  his  income  to  ex- 
ceed the  income  limitation  applicable  to 
the  rate  of  pension  being  paid,  or  if  by 
reason  of  a  change  in  marital  or  depend- 
ency status  or  increase  in  net  worth  he 
is  not  eligible  to  receive  the  rate  of  pen- 
sion which  was  awarded  he  must  notify 
the  Veterans  Administration  of  such 
fact.  The  award  to  the  payee  will  be 
adjusted  as  of  the  last  day  of  the  month 
(1962  and  thereafter)  in  which  such  ad- 
ditional income  was  received,  net  worth 
increased  or  the  change  in  marital  or  de- 
pendency status  occurred.  Any  over- 
payment created  under  this  paragraph 
will  be  subject  to  recovery  if  not  waived. 

<b)  Requiring  award  or  increase — (1) 
Dependency  and  indemnity  compensa- 
tion— u)  Income — (a)  Anticipated  in- 
come. Dependency  and  Indemnity  com- 
pensation or  increased  dependency  and 
indemnity  compensation  may  be  awarded 
on  the  basis  of  anticipated  income. 
Where  a  claim  was  disallowed,  discon- 
tinued, or  reduced  for  the  prior  year  be- 
cause the  actual  income  exceeded  the 
statutory  limitation  or  was  in  an  amount 
as  to  require  payment  at  a  reduced  rate, 
an  award  or  increased  award  may  be  ef- 
fective January  1  of  the  next  calendar 
year  if  evidence  is  received  not  later  than 
that  calendar  year  that  the  income  will 
not  exceed  the  statutory  limitation  or 
will  fall  within  a  lower  income  incre- 
ment. Where  there  is  doubt  as  to  the 
extent  of  anticipsited  income,  payment  of 
dependency  and  indemnity  compensation 
may  be  withheld  or  paid  at  the  lowest 
level  consistent  with  the  report  of  in- 
come. The  withheld  amount  may  be 
awarded  when  actual  income  is  ascer- 
tained. 

(b)  Actual  income.  Where  a  claim 
was  disallowed,  award  deferred  or  made 
at  a  lower  rate  based  on  anticipated  in- 
come, an  award  or  increased  award  may 
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be  made  from  the  first  of  thAt  calendar 
year  if  cridence  U  received  within  the 
lame  or  the  next  calendar  year  showing 
the  income  vas  lees  than  the  statutory 
limitation  or  was  within  a  lower  income 
increment. 

(il)  Change  in  marital  status.  Where 
a  change  in  marital  status  o<xurs  which 
would  permit  payment  at  a  higher  rate, 
the  increased  rate  will  be  effective  the 
date  of  receipt  of  the  evidence  showing 
the  change  in  status.  Income  will  be 
computed  in  accordance  with  S  3.251(g). 

(2)  Pension — (i)  Income — (o)  Antic- 
ipated income.  Pension  or  increased 
pension  may  be  awarded  on  the  basis  of 
anticipated  income.  Where  axlalm  was 
disallowed,  discontinued,  or  reduced  for 
the  prior  year  because  the  actual  income 
exceeded  the  statutory  limitation  or  was 
in  an  amount  as  to  require  payment  at  a 
reduced  rate,  an  award  or  increased 
award  may  be  effective  January  1  of  the 
next  calendar  year  if  evidence  is  received 
not  later  than  that  calendar  year  that 
the  Income  will  not  exceed  the  statutory 
limitation  or  will  fall  within  a  lower  in- 
come increment.  Where  there  is  doubt 
as  to  the  extent  of  anticipated  income, 
payment  of  pension  may  be  withheld  or 
paid  at  the  lowest  level  consistent  with 
the  report  of  income.  The  withheld 
amount  may  be  awarded  when  actual  in- 
come is  ascertained. 

(5)  ActtuU  income.  Where  payment 
was  deferred  or  award  was  made  at  a 
lower  rate  based  on  anticipated  Income, 
an  award  or  increased  award  may  be 
made  from  the  first  of  that  calendar  year 
if  evidence  Is  received  within  the  same 
or  next  calendar  year  showing  the  in- 
come was  less  than  the  statutory  limita- 
tion or  was  within  a  lower  income  incre- 
ment. 

(ii)  Change  in  marital  status  or 
status  of  dependents.  Where  a  change 
in  marital  status  or  status  of  dependents 
occurs  which  would  permit  payment  at  a 
higher  rate,  the  increased  rate  will  be 
effective  from  the  date  of  receipt  of  the 
evidence  showing  the  change  in  status. 
In  such  cases  income  will  be  computed 
in  accordance  with  3  3.252(e). 

(ill)  Reduction  in  net  worth  or  change 
in  circumstances.  Where  a  claim  has 
been  disallowed  because  of  the  net  worth 
provisions  of  38  U.S.C.  522  or  543.  and 
evidence  la  received  of  a  reduction  in  net 
w<xth  or  a  change  in  circumstances  such 
as  health,  acquisition  of  a  dependent,  in- 
crease in  rate  of  depletion  of  "corpus 
of  estate",  benefits  will  be  paid  from 
the  date  of  receipt  of  the  evidence. 

6.  The  crocs  reference  Immediately 
foUowing  }  3.660  is  deleted. 

7.  Section  3.661  is  revised  to  read  as 
follows: 

§  3.661      Income  aiul  net  worth  qumtion- 
naires. 

(a)  Determination  and  entitlement. 
( 1 1    Where   the  questionnaire  shows  a 
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change  in  income,  net  worth,  marital 
status,  status  of  dependents  or  change  in 
circumstances  affecting  the  application 
of  the  net  worth  provisions,  the  award 
will  be  adjusted  in  accordance  with 
§  3  660. 

( 2 )  Where  there  is  doubt  as  to  the  ex- 
tent of  anticipated  income  payment  of 
dependency  and  indemnity  compensa- 
tion or  pension  will  be  in  accordance 
with  5  3.660»b>  (iHii  ta)  or  ib>i2) 
ii>  *a). 

(b»  Failure  to  return  questionjiaire. 
Discontinuance  will  be  effective  the  first 
of  the  year  for  which  the  income  or  net 
worth  was  to  be  reported  or  the  cfTective 
date  of  the  award,  whichever  is  the  later 
date. 

tl>  Adjustment  of  overpayment.  If 
evidence  of  entitlement  Is  thereafter  re- 
ceived adjustment  in  the  retroactive  dis- 
continuance of  benefits  will  be  made  for 
all  periods  of  entitlement  from  the  date 
of  discontinuance  of  payments. 

(2»  Resumption  of  benefits.  Pay- 
ment may  be  made,  if  otherulse  in  order, 
from  the  date  of  last  payment  if  evidence 
of  entitlement  is  received  within  one 
year  from  the  date  the  claimant  is  noti- 
fied of  the  termination  of  per^sion;  other- 
wise benefits  may  not  be  paid  for  any 
period  prior  to  date  of  receipt  of  evidence 
establishing  entitlement. 

8.  A  new  cross  reference  is  added  im- 
mediately following  §  3.661. 

CKoss-RoTai)tNCE:  Material  change  In  In- 
come, net  worth  or  change  In  status.  See 
5  3  860. 

(73  Stat.  1114:  38  U  S  C  210) 

These  regulations  are  effective  Janu- 
ary 23,  1962. 

[seal]  W.  J.  Driver, 

Deputy  Administrator. 

IFR.     Doc      62  721;     FUed,    Jan      22.     1962; 
8:48  am  I 


PART   7— SOLDIERS'  AND   SAILORS' 
CIVIL  RELIEF 

Miscellaneous  Amendments 

1.  In  §  7.26.  paragraph  'd)  Is  amended 
to  read  as  follows: 

S  7.26      Appiiratiofi. 

•  •  •  •  • 

( d )  Upon  receipt  of  a  report  from  the 
Insurer  on  VA  Form  9-381,  the  Chief 
Actuary,  will  determine  if  the  policy  is 
entitled  to  the  protection  of  the  act,  and 
the  Insurer  and  the  insured  will  be  noti- 
fied of  the  decision. 

2.  In  I  7.29,  paragraph  le*  is  amended 
to  read  as  follows : 

§  7.29     Maturitf. 

•  •  •  •  • 

(e)  The  statement  of  account  will 
show  the  amount  of  Indebtedness  by 
reason  of  the  premiums  with  interest 
and  the  credits,  if  any,  then  available 


and  will  be  subject  to  audit  and  approval 
by  the  Chief  Actuary.  The  statement 
of  account  will  include  the  rate  of  in- 
terest charged  on  all  indebtedness,  the 
dates  of  debit  and  credit  entries,  and 
such  other  information  as  may  be  deemed 
necessary  in  making  an  audit  of  the  ac- 
count. If  there  is  a  balance  due  by  the 
United  States  to  the  insurer,  payment 
in  favor  of  the  insurer  will  be  certified. 

(72  Stat.  1114;  38USC.210) 

These  regulations  are  effective  Janu- 
ary 23. 1962. 

[SEAL]  W.  J.  DrFVIR. 

Deputy  Administrator. 

[VM.    Doc.     62^722;     FU«d.    Jan.    22,     1062; 
8  48  am  I 


Title  47— TaECOMMUtHCATION 

Chapter   I — Federal    Communications 
Commission 

(Docket  Nos.  13fl2S.  12404  (RM-116.  130)  ] 

PART  2— FREQUENCY  ALLOCATIONS 
AND  RADIO  TREATY  MATTERS; 
GENERAL  RULES  AND  REGULA- 
TIONS 

Second  Memorandum   Opinion  and 
Order;   Correction 

In  the  matter  of  amendment  of  Part 
2.  Frequency  Allocations  and  Radio 
Treaty  Matters:  General  Rules  and 
Re?:ulations  to  align  that  part  with  the 
Geneva  (1959)  Radio  Regulations  to  the 
extent  practicable.  Docket  No.  13928: 
allocation  of  frequencies,  amendment  of 
Part  2  of  the  Commission's  rtiles  and 
regulations.  Docket  No.  12404;  petition 
filed  by  Lorac  Service  Corporation, 
Tulsa.  Oklahoma.  May  1.  1959.  RM-116: 
petition  filed  by  Hastings-Raydlst,  Inc., 
Hampton,  Virginia,  September  22,  1959, 
RM-139. 

The  Second  Memorandum  Opinion 
and  Order  (FCC  61-1235)  in  the  above- 
entitled  matter,  adopted  by  the  Com- 
mission on  October  18.  1961,  is  hereby 
corrected  as  follows: 

Under  Geneva  footnotes  to  the  table 
in  J  2.106.  enter  the  definition  of 
Geneva  footnote  182  in  its  proper  nu- 
merical sequence. 

( 182)  The  frequency  410  kc/s  Is  designated 
for  the  maritime  radlonavlgatlon  aervlce 
(radio  dlrectlon-flndlnR) .  Other  allocated 
services  In  the  band  406-4 1&  kc/s  shall  cot 
cause  harmful  Interference  to  radio  dlrec- 
Uon-flndlng  In  the  band  405-415  kc's  no 
frequency  shall  be  assigned  to  coast  stations. 

Released:  January  17,  1962. 

Federal  CoMnrmiCATiONS 
Coionssioif, 
fsEALl  Bew  F.  Waple, 

Acting  Secretary. 

I  PR      Doc.    62  742:     Piled.    Jan.    22.     1982; 
8.91  am  I 


Proposed  Rule  Making 


DEPARTMENT  OF  THE  TREASURY 

Coost  Guard 

[33  CFR  Parts   126,   143] 

[46  CFR  Parts  2,  24,  25.  30,  31,  32,  33, 
35,  38,  39,  43,  45,  51,  52,  54,  55, 
56,  61,  70,  71,  72,  75,  76,  78,  90, 
91,  92,  93,  95,  97,  98,  110,  111, 
136,  146,  147,  160,  162,  167,  176, 
181] 

ICGFR  61-59] 

NAVIGATION  AND  VESSEL  INSPEC- 
TION REGULATIONS 

Public  Hearing  on  Proposed  Changes 

1.  The  Merchant  Marine  Council  will 
hold  a  Public  Hearing  on  Monday,  March 
12. 1962,  commencing  at  9:30  a.in..  in  the 
Departmental  Auditorium,  between  12th 
and  14th  Streets  on  Constitution  Avenue 
NW.,  Washington,  D.C.,  for  the  purpose 
of  receiving  comments,  views,  and  data 
on  the  proposed  changes  to  the  vessel 
inspection  rules  and  regulations  as  set 
forth  in  Items  I  to  IX.  inclusive,  of  the 
Merchant  Marine  Council  Public  Hear- 
ing Agenda,  ca-249.  dated  March  12, 
1962.  This  agenda  contains  the^hanges 
proposed,  and  for  certain  items  the  pres- 
ent and  proposed  regulations  are  set 
forth  in  comparison  form,  together  with 
the  reasons  for  the  changes  where 
necessary. 

2.  This  document  contains  a  general 
de.scription  of  the  proposed  changes  in 
the    navigation    and    vessel    Inspection 
regulations,  together  with  the  statutory 
authorities   for   making   such  changes. 
The  complete   description   of  the  pro- 
posed changes  are  set  forth  In  a  separate 
pamphlet    entitled    "Merchant    Marine 
Council  Public  Hearing  Agenda"   (CCh- 
249).  dated  March  12.  1962.     Copies  of 
this  pamphlet  agenda  are  mailed  to  per- 
sons and   organizations  who  have  ex- 
pressed a  continued  Interest  In  the  sub- 
jects   under    consideration    and    have 
requested   that  copies  be   furnished  to 
them.    Copies  of  the  agenda  will  be  fur- 
nished, upon  request  to  the  Commandant 
CMC).    United    States    Coast    Guard 
Headquarters,  Washington  25,  D.C..  so 
long  as   they  are  available.     After  the 
supply    of    extra    copies    is    exhausted, 
copies  will  be  available  for  reading  pur- 
poses only  in  Room  4104,  Coast  Guard 
Headquarters,  or  at  the  offices  of  the  va- 
rious Coast  Guard  District  Commanders. 
3.  Comments  on  the  proposed  regula- 
tions are  invited.    If  it  is  believed  a  com- 
ment,   view,   or   suggestion   clarifies  or 
improves     a    proposed     regulation     or 
amendment,  it  is  changed  accordingly, 
and.  after  adoption  by  the  Commandant, 
the  revised  regulation  is  published  in  the 
Federal  Register.    Each  person  who  de- 
sires to  submit  written  comments,  views 
or  suggestions  in  connection  with  the 
proposed  regulations  as  set  forth  In  the 
agenda  should  submit  them  so  that  they 


will  be  received  prior  to  March  9.  1962, 
by  the  Commandant  (CMC),  United 
States  Coast  Guard  Headquarters, 
Washington  25,  D.C.  Comments,  views 
or  suggestions  may  be  presented  orally 
<M-  In  writing  at  the  hearing  before  the 
Merchant  Marine  Council  on  March  12, 
1962«  In  order  to  Insure  consideration 
of  comments  and  facilitate  checking  and 
recording.  It  Is  essential  that  each  com- 
ment be  submitted  on  a  separate  FY)rm 
CO-3287,  showing  the  section  number. 
the  prxapoeeA  change,  the  reason  or  basis, 
and  the  name,  business  firm  or  organ- 
isation (If  any) ,  and  the  address  of  the 
submitter.  A  small  quantity  of  Form 
00^287  Is  attached  to  each  copy  of  the 
pamphlet  agenda.  Additional  copies  6f 
this  form  may  be  obtained  upon  request 
from  the  Commandant  (CMC)  or  from 
any  Coast  Guard  District  Commander, 
or  it  may  be  reproduced  by  typewriter  or 
otherwise. 

4.  Each  Item  in  the  agenda  has  been 
given  a  general  title,  intended  to  encom- 
pass the  specific  proposals  presented.  It 
is  urged  that  each  item  be  read  com- 
pletely because  the  application  of  pro- 
posals to  specific  employment  or  types  of 
vessels  may  be  found  in  more  than  one 
item.  For  example.  Item  V  contains  pro- 
posals applicable  only  to  tank  vessels,  but 
Items  ni,  IV,  and  VI  also  contain  pro- 
posals affecting  tank  vessels. 

Item  I — Rttlbs  and  Regulations  for 
MiUTAKT  Explosives  and  Hazardous 
MuHxnoNS 

5.  The  regulations  in  46  CFR  146.29-1 
to  146.29-100  are  applicable  to  the  ship- 
ment of  military  explosives  suid  hazard- 
ous munitions  by,  for  or  to  the  various 
agencies  of  the  Department  of  Defense. 
These  regulations  apply  when  such  ship- 
ments are  made  on  commercial  vessels 
which   are   subject    to    the   Dangerous 
Cargo  Statute  In  R.S.  4472,  as  amended 
(46  UJ8.C.  170).     The  last  revision  of 
these  regulations  was  published  in  1958. 
In  order  to  take  care  of  all  changes 
which  have  occurred  since  then,  it  is 
proposed  to  revise  the  regulations  in  46 
CFR   146.29-1   to    146.29-;00.   inclusive, 
and  numerous  editorial  changes  are  pro- 
posed to  make  the  language  parallel  to 
that  used  currently  by   the   Interstate 
Commerce  Commission  and  the  Depart- 
ment of  Defense.    For  example,  words 
have  been  changed  from  "shell"  to  "car- 
tridge" or  "projecUle"  and  "smokeless 
ppwder"  to  "propellant  explosive." 
-^6.  It  Is  proposed  to  change  46  CFR 
146.29-11     (definitions     and    abbrevia- 
tions)  to  differentiate  between  hazard- 
ous   munitions    which    are    fuels    and 
oxidizers  for  missile  propulsive  systems 
when  shiK>ed  with  military  explosives. 
and  such  fuels  and  oxidizers  which  may 
be  shipped  on  a  vessel  not  carrying  mili- 
tary explosives.    In  the  latter  case,  these 
different  materials  would  be  shipped  un- 
der regulations  In  this  part  which  are 
applicable   to   similar   materials  wrhen 
moving  In  commerolal  shipments.    The 


definitions  falling  under  related  terms 
have  been  put  in  alphabetical  order  and 
a  new  definition  has  been  added  to  define 
a  "van." 

7.  It  is  proposed  to  amend  46  CFR 
146.29-29  (smoking) ,  to  permit  smoking 
alx)ard  a  ship  in  a  special  room  desig- 
nated for  use  by  ship's  personnel  as  a 
"smoking  room"  provided  miscellaneous 
fireflghting  equipment  is  present,  the 
portholes,  vents,  and  doors  are  effec- 
tively screened,  and  an  electric  cigarette 
lighter  is  installed. 

,•  8.  It  is  proposed  to  amend  46  CFR  146.- 
29-41  (weight  per  draft),  to  specify  the 
cargo  handling  gear  requirements  when 
lifting  portable  magazines  and  vans. 

9.  It  is  proposed  to  amend  46  CFR 
146.2^-57  ("on  deck  stowage")  by  add- 
ing new  requirements  to  provide  for  the 
stowage  "on  deck"  of  military  explosives 
in  deck  boxes,  portable  magazines, 
or  vans. 

10.  It  is  proposed  to  amend  46  CFR 
146.29-73  (preparation  of  magazines, 
decks,  hatches  and  holds  for  handling 
military  explosives)  to  require  that 
overhead  deck  beams,  as  well  as  bilges, 
shall  be  examined  and  cleaned  of  any 
residue  of  previous  cargo. 

11.  It  is  proposed  to  amend  46  CFR 
146.29-75  (location  of  magazines  and 
ammunition  stowage)  to  permit  stow- 
age of  chemical  ammunition  except 
Class  n-J  in  refrigerator  spaces  under 
certain  conditions. 

12.  It  is  proposed  to  amend  46  CFR 
146.29-81  (magazine  stowage  A)  to  pro- 
vide for  uprights  spaced  on  24 -inch  cen- 
ters in  lieu  of  18-inch  centers  when 
%-inch  plywood  is  used  for  the  maga- 
zine bulkhead. 

13.  It  is  proposed  to  amend  46  CFR 
146.29-89  (portable  magazine  stowage) 
to  specify  the  stowage  location  for  the 
portable  magazine  for  compatibility  pur- 
poses; to  delete  the  requirement  that 
wooden  portable  magsizines  be  con- 
structed watertight;  to  require  that  the 
magazines  when  stowed  "on  deck"  be 
protected  from  the  direct  rays  of  the 
sun  and  the  elements;  and  to  require 
that  the  portable  magazines  be  marked 
with  the  names  of  the  military  explo- 
sives stowed  therein. 

14.  It  is  proposed  to  amend  46  CFR 
146.29-93  (stowage  of  blasting  caps,  deto- 
nators, primer  detonators,  etc.)  to  except 
blasting  caps  stowed  in  portable  maga- 
zines "on  deck"  from  the  requirement 
that  Class  VIII  ammunition  shall  be 
stowed  at  least  8  feet  from  the  vessels 
side. 

15.  It  is  proposed  to  amend  46  CFR 
146.29-99  (explosives  admixture  chart) 
to  permit  stowage  of  Class  IV-A  military 
explosives  with  other  classes  having  a 
fire  hazard  only;  and  by  deleting  Class 
X-E  compatability. 

16.  It  is  proposed  to  amend  46  CFR 
146.29-100  (classification  handling  and 
stowage  chart)  by  changing  the  various 
classes  to  Include  new  explosives;  delet- 
ing items  which  are  no  longer  In  the  De- 
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partment  of  Defense  stock;  providing 
for  the  use  of  portable  magazines  for 
those  classes  of  military  explosives  re- 
quiring ammunition  stowage;  inserting 
a  new  Class  rV-C  to  cover  missiles 
shipped  with  liquid  fuel  and  oxidizer; 
and  deleting  Class  X-E  because  these 
items  are  no  longer  in  service  in  the  De- 
partment of  Defense. 

17.  The  authority  for  the  dangerous 
cargo  regulations  Is  in  R.S.  4405.  as 
amended,  4462.  as  amended,  and  4472.  as 
amended  (46  U5.C.  375.  416.  170). 
These  regulations  also  interpret  or  ap- 
ply sec.  3.  68  Stat.  675  <50  U.S.C.  198) : 
E.O.  10402.  17  P.R.  9917;  3  CPR.  1952 
Supp. 

iTDf  n — Dangerous  Cakgois 


18.  Various  amendments  to  the  Dan  - 
gerous  Cargo  Regulations  In  46  CFR  Part 
144  have  been  necessitated  by  corres- 
ponding changes  made  in  the  regulations 
of  the  Interstate  Commerce  Commission 
governing  land  transportation  of  the 
same  commodities.  RS.  4472.  as 
amended  (46  U5.C.  170).  requires  that 
the  Coast  Guard  accept  and  adopt  such 
definitions,  descriptions,  descriptive 
names,  classifications,  specifications  of 
containers,  packing,  marking,  labeling 
and  certification  of  explosives  or  other 
dangerous  articles  or  substances  to  the 
extent  as  are  or  may  be  established  from 
time  to  time  by  the  Interstate  Commerce 
Commission  insofar  as  they  apply  to 
shippers  by  carriers  engaged  in  interstate 
and  foreign  commerce  by  water.  46  CFR 
146.02-19  makes  these  Dangerous  Cargo 
Regulations  applicable  to  all  types  of 
carriers.  •  Therefore,  amendments  ap- 
plying only  to  shippers'  requirements 
upon  which  the  Interstate  Commerce 
Commission  has  already  complied  with 
the  Administrative  Procedure  Act  are 
not  Included  in  this  Agenda  for  the  1962 
Merchant  Marine  Council  Public  Hear- 
ing, but  will  be  published  as  a  separate 
document  in  the  Pcdkral  Register. 

19.  Miscellaneous  changes  to  the  Dan- 
gerous Cargo  Regulations  are  proposed 
to    clarify    certain    requirements.     The 
amendment  to  46  CFR  146.02-22  (preser- 
vation of  records)  will  specify  that  the 
Commandant's    authorized    representa- 
tive may  also  procure  records  for  exami- 
nation.   The  new  regiilation  designated 
146.03-1    will    define    the    abbreviation 
"MEN"  as  used  In  these  regulations.     The 
amendment  to  46  CFR  146.03-19  (inside 
containers )  will  provide  that  inside  con- 
tainers and  packing  must  meet  the  re- 
quirements of  the  ICC.    The  amendment 
to  46  CFR  146.04-5  (list  of  explosives  and 
other  dangerous  articles  and  combustible 
liquids)  will  add  new  items  to  the  com- 
modity   list.    The    amendments    to    46 
CPR  146.06-8  (handling  on  board  vessels  > 
are   revised  to  make  the  requirements 
compatible  with  the  regulations  in  46 
CFR  146.07  which  apply  to  handling  of 
dangerous  cargo  in  vans  and  portable 
containers.    The  amendment  to  46  CFR 
146.08-10  (tank  containers)  will  clarify 
the  requirements  and  provide  that  rail- 
road and  highway  vehicles  equipped  with 
tanks    containing    explosives    or    other 
dangerous  articles  or  substances  must  be 
specifically  permitted  by  the  tables  in  this 
part  in  order  to  be  transported  on  board 
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passenger  ferry  vessels.  The  amend- 
ment to  46  CFR  146.10-50  (stowage  of 
explosives  or  other  dangerous  articles  or 
substances  on  board  barges )  is  amended 
to  provide  for  the  carriage  of  radioactive 
materials  by  barges. 

20.  In  order  to  clarify  requirements  re- 
garding explosives,  various  changes  are 
proposed.  The  amendment  to  46  CFR 
146.20-17  (stowage  of  explosives  in  holds 
containing  coal)  will  specify  that  the  au- 
thorization must  be  granted  by  the  Com- 
mandant. The  amendment  to  46  CFR 
146.20-35  (handling  explosives)  will  can- 
cel requirements  regarding  the  use  of 
power-operated  equipment  since  tl^is 
subject  is  now  in  a  new  section. 

21.  It  is  proposed  to  amend  46  CFR 
146.22-25    < exemptions  for   inflammable 

^solids  and  oxidizing  materials )  by  adding 
a  new  item  to  the  list  of  nonexempted 
materials.  The  amendment  to  46  CFR 
146.22-30  (authorization  to  load  or  dis- 
charge anunonium  nitrate  and  am- 
monium nitrate  fertilizers)  will  permit 
certain  antmionlum  nitrate  products  to 
be  shipped  in  multiwall  paper  bags  and 
ICC  approved  plastic  bags  enclosed  in 
metal  barrels  or  drums  under  the  same 
conditions  which  apply  to  drums  contain- 
ing loose  material.  The  changes  in  46 
CFR  146.22-100  (table  E)  will  provide 
shipping  requirements  for  new  items 
conUined  in  ICC  Change  Order  No.  51 
and  permit  the  use  of  new  containers 
now  authorized  by  the  ICC. 

22.  The  proposed  changes  in  require- 
ments Governing  compressed  gases  are 
intended  to  clarify  shipping  require- 
ments. The  amendment  to  46  CFR  146- 
24-100  (table  G)  provides  for  the  trans- 
portation of  liquified  petroleum  gas  with- 
out designating  the  vapor  pressures. 
The  categories  determined  by  the  desig- 
nated vapor  pressures  have  been  elimi- 
nated and  one  entjr  will  be  used.  The 
container  and  filling  requirements  will 
be  as  determined  by  the  ICC. 

23.  It  is  proposed  to  change  the  ex- 
emptions and  stowage  and  handling  re- 
quirements for  radioactive  materials  in 
order  that  these  requirements  will  be  in 
line  with  the  recommendations  of  the 
Federal  Radiation  Council.  The  changes 
in  46  CFR  146.25-25  (exemptions  for 
radioactive  materials)  and  14625-35 
(Stowage  and  handling  of  radioactive 
materials  on  board  vessels'  will  estab- 
lish limitations  regarding  exposures  and 
will  specify  stowage  requirements  in 
terms  of  distance  rather  than  by  radia- 
tion intensities.  The  maximum  permis- 
sible dose  for  a  7 -day  period  is  revised 
downward  from  300  milliroentgeiis  to 
100  milllroentgens  of  gamma  radiation 
or  equivalent.  This  reduction  is  in  line 
with  the  current  Atomic  Energy  Com- 
mission limitation. 

24.  It  is  proposed  to  amend  46  CFR 
146.26-5  (application  of  regulations  gov- 
erning combustible  liquids)  to  make  a 
specific  reference  to  proposed  new  reg- 
ulations in  46  CFR  Part  98  (Cargo  and 
Miscellaneous  Vessels)  which  apply  to 
the  transportation  of  combustible  liq- 
uids in  portable  cargo  tanks. 

25.  It  is  proposed  to  amend  46  CFR 
146.27-100  (table  K)  to  require  that  the 
shipping  papers  for  empty  cylinders 
shall  bear  a  statement  of  identification 


of  the  most  recent  lading  to  permit 
ready  identification  of  the  residue  in  the 
event  of  a  cylinder  failure. 

26.  It  Is  proposed  to  amend  46  CFR 
147.05-100  (table  S)  to  require  that  only 
slow  burning  cellulose  acetate  film  be 
used  as  ships'  stores  and  supplies. 

27.  The  authority  for  dangerous  cargo 
regulations  is  in  R.S.  4405.  as  amended. 
4462.  as  amended,  and  4472.  as  amended 
(46  UJS.C.  375.  416.  170).  These  regu- 
lations also  interpret  or  apply  sec.  3,  68 
Stat.  675  (50  U.S.C.  198);  E.G.  10402. 
17  F.R.  9917;  3  CFR.  1952  Supp. 

Item  III — Vessel  Operations  and 
Inspections 

immediate  reporting  of  spillages,  etc., 
of  dangerous  materials  or  liquids 

28.  The  Coast  Guard  is  assigned  re- 
sponsibility concerning  the  promotion  of 
safety  of  life  and  property,  including  the  , 
protection  of  naval  vessels,  harbors, 
piers,  and  waters  of  the  United  States 
(see  14  use.  2.  88.  91;  50  U.S.C.  191; 
and  Executive  Order  10173,  as  amended) . 
One  responsibility  arises  in  the  inad- 
vertent or  accidental  spillage  of  hazard- 
ous or  dangerous  materials.  Including 
combustible  or  Inflammable  liquids, 
which  may  create  conditions  endanger- 
ing the  vessel  from  which  the  spillage 
occurred,  other  vessels,  or  port  facilities. 
The  "SS  Amoco  Virginia"  casualty, 
which  occurred  at  Houston,  Tex.,  on 
November  8.  1959.  pointed  up  the  need 
for  the  earliest  possible  notification  of 
accidental  spillage  of  any  commodity 
which  might  create  a  hazard  to  safety. 
In  this  case,  an  early  notification  might 
have  permitted  measures,  such  as  clos- 
ing the  channel,  that  would  have  pre- 
vented the  ignition  of  the  inflammable 
and  combustible  liquid  on  the  water  and 
the  subsequent  spreading  of  the  fire  to 
the  "Amoco  Virginia,"  two  barges  and 
dock  facilities.  This  casualty  resulted 
in  the  loss  of  8  lives,  injuries  to  18  per- 
sons, and  damage  in  excess  of  $2,000,000. 

29.  It  is  proposed  to  add  new  regula- 
tions designated  46  CFR  35.15-7,  38.15-7, 
39,15-7,  78.07-17.  97.07-17,  98.01-3. 
136.04-1,  and  146.02-35  as  well  as  a 
similar  requirement  In  33  CFR  126.34 
wliich  are  designed  to  provide  immediate 
reporting  of  spillage,  leakage,  or  dis- 
charge into  the  navigable  waters  of  the 
United  States  of  hazardous  or  dangerous 
material,  including  inflammable  or  com- 
bustible liquids,  in  any  amount.  Imme- 
diate reporting  to  the  Coast  Guard  by 
the  most  expeditious  means  will  permit 
early  action  to  prevent  or  minimize 
damage  or  injury  to  vessels,  harbors,  or 
waters  of  the  United  States.  Tlie  regu- 
lations in  46  CFR  Chapter  I.  will  apply 
to  inspected  vessels  or  vessels  carrying 
regulated  cargoes  while  the  regulations 
in  33  CFR  126.34  will  apply  to  all  vessels 
(including  foreign  vessels  and  unin- 
spected vessels),  as  well  as  to  all  piers, 
wharves,  or  waterfront  facilities. 

30.  The  authority  to  prescribe  regu- 
lations requiring  the  immediate  report- 
ing of  spillages,  leakage,  or  discharge 
Into  the  navigable  waters  of  the  United 
States  of  hazardous  or  dangerous  mate- 
rials. Including  inflammable  or  combus- 
tible liquids,  is  in  R.S.  4405,  as  amended, 
and  4462,  as  amended,  sec.  633,  63  Stat. 
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545;  46  U.S.C.  375,  416,  14  U.S.C.  633. 
Interpret  or  apply  R.S.  4417b,  as  amend- 
ed. 4450.  as  amended,  4472.  as  amended, 
sec.  1,  40  Stat.  220,  as  amended;  46  UJ3.C. 
391a.  239.  170,  50  U.S.C.  191;  E.G.  10173, 
15  F.R.  7005.  3  CFR,  1950  Supp..  E.O: 
10277.  16  F.R.  7537.  3  CFR,  1951  Supp. 
KO.  10352.  17  F.R.  4607,  3  CPR,  1952 
Supp. 

MARINE  CASUALTY  INVESTIGATIONS 

31    It  Is  proposed   to  delete  46  CPR 
136.07-40  and   136.07-42  which  will  re- 
move from  the  regulations  the  present 
loquirements  for  casualty  Investigations 
to  be  conducted  jointly  under  the  Ma- 
rine Investigation  Regulations  in  46  CPR 
Part  136  and  the  Coast  Guard  Supple- 
ment. Uniform  Code  of  Military  Justice, 
whenever  a  Coast  Guard  vessel  is  in- 
volved in  collision  with  a  private  vessel 
or  whenever  a  marine  casualty  occurs 
within  the  scope  of  Coast  Guard  rescue 
operations  and  involves  loss  of  life.    The 
requirements  of   the  regulations  under 
the  two  procedures  are  not  compatible 
and  the  deletion  of  46  CPR  lS6.07-iO  and 
136.07-42  will  serve  merely  to  separate 
those  functions.     One  of  the  principal 
purposes  of  an  mvestigatlon  under  the 
Coast  Guard  Supplement.  Uniform  Code 
of  Military  Justice,  is  to  mqulre  into  and 
evaluate  the  eflfectlveness  of  existing  op- 
erations,   administrative    and    training 
procedures,  and  recommend  ways  and 
means    for    improvement.      Frequently 
this  necessitates  collateral  inquiries  not 
bearing   on   the   casualty  Itself,     Coast 
Guard  witnesses  will  continue  to  be  made 
available  In  all  mvestlgatlons  of  marine 
casualties   mvolvlng   Coast   Guard   and 
private     vessels    as    heretofore.      This 
change  will  in  no  way  modify  the  deter- 
minations required  to  be  made  by  the 
investigative  body  as  set  forth  in  46  CPR 
136.07-1. 

32.  The  authority  to  prescribe  regula- 
tions for  marine  Investigations  is  under 
R  S.  4405.  as  amended,  4462,  as  amended; 
46  use.  375.  416.  These  regulations 
also  Interpret  or  apply  R.S.  4450.  as 
amended,  sees.  1  and  2,  49  Stat.  1544. 
1545,  as  amended,  sec.  3.  70  Stat.  142, 
sec.  3.  68  Stat.  675;  46  U.S.C.  239.  367, 
390b.  50  U.S.C.  198. 

PREVENTION  OF  OIL  POLLUTION 

33.  After  the  approval  on  August  30, 
1961,  of  the  Oil  Pollution  Act  (Public  Law 
87-167)  the  United  States  Government 
deposited  its  ratification  of  the  Interna- 
tional Convention  for  the  Prevention  of 
the  Pollution  of  the  Sea  by  Oil,  1954. 
The  proposed  amendments  to  the  Tank 
Vessel  Regulations  (CG-123).  Marine 
Engineering  Regulations  (CG-115), 
Cargo  and  Miscellaneous  Vessel  Regu- 
lations (CG-257),  and  Nautical  School 
Ships  (CG-269),  are  intended  to  revise 
current  requirements  or  add  new  re- 
quirements so  that  all  vessels  regardless 
of  tonnage  will  be  provided  with  means 
to  prevent  oil  from  being  pumped  over- 
board within  prohibited  zones  In  order 
to  limit  possibility  for  unintentional  vio- 
lations of  the  Oil  Pollution  Act  of  1061 
and  the  1954  Convention,  as  well  as  the 
Oil  Pollution  Act  of  1924.  The  change 
made  to  Subchapter  D  (tank  vessels)  by 
the  addition  of  a  regulation  designated 
46  CFR  32.50-17  will  provide  for  the  col- 
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lection  of  tank  washings  In  tanks  of  ade- 
quate capacity  on  tank  ships.  The 
changes  made  to  Subchapter  F  (marine 
engineering)  by  the  addition  of  new  reg- 
ulations designated  46  CFR  55.07-25  and 
55.10-35  and  the  changes  made  to  46 
CPR  55.10-25  and  55.10-40  provide  for 
the  prevention  of  oil  draining  to  the 
bilge  in  ships  subject  to  these  regula- 
tions. The  change  made  m  Subchapter 
I( cargo  and  miscellaneous  vessels)  by  the 
addition  of  new  regulations  designated 
46  CPR  93.13-1  to  93.13-10  will  provide 
for  the  disposition  of  oily  water  ballast 
from  ships  of  this  type.  TTie  change 
made  to  Subchapter  R  (nautical  schools) 
by  the  addition  of  a  new  regulation  des- 
ignated 46  CPR  167.20-35  will  provide 
for  the  disposition  of  oily  water  ballast 
from  nautical  school  ships. 

34.  The  authority  to  prescribe  regula- 
tions with  respect  to  prevention  of  oil 
pollution  is  in  R.S.  4405.  as  amended,  and 
4462,  as  amended;  46  U.S.C.  375,  416. 
These  regulations  also  interpret  or  apply 
RJ3.  4417.  as  amended,  4417a,  as 
amended,  4418.  as  amended,  4426.  as 
amended.  4433.  as  amended,  4488,  as 
amended,  41  Stat.  305.  as  amended,  sees. 
1  and  2,  49  Stat.  1544,  1545.  as  amended, 
sec.  3.  68  Stat.  675.  sec.  8.  75  Stat.  404;  46 
U.S.C.  391.  301a.  392,  404.  411.  481,  363, 
367, 50  U3.C.  198.  P.L.  87-167 ;  E.O.  10402. 
17  P.R.  9917;  3  CFR.  1952  Supp. 

POITABLE  CONTAINERS   FOR  COMBUSTIBLE 
LIQUID  CARGOES 

35.  Requests  have  been  received  from 
various  shippers  and  carriers  for  the  use 
of  large  portable  containers  for  combus- 
tible liquid  cargoes  to  be  transported  on 
dry  cargo  vessels.  The  combustible 
liquids  may  be  loaded  either  from  shore 
hose  connections  after  the  portable  tanks 
are  secured  in  place  or  the  cargo  tanks 
may  be  filled  ashore  and  lifted  on  and  off 
the  cargo  vessels  in  a  loaded  condition. 
Under  the  provisions  in  46  CFR  30.01-5 
(tank  vessels),  dry  cargo  vessels  may  be 
granted  a  permit  to  carry  liquid  quan- 
tities of  Grade  D  or  £  combustible  liquid 
cargoes  in  bulk.  Accordingly,  the  bulk 
movement  ot  these  grades  of  liquids  has 
been  authorized  on  certain  cargo  vessels 
subject  to  the  provision  that  the  portion 
of  the  vessel  used  for  the  carriage  of  com- 
bustible liquid  cargo  meets  the  require- 
ment of  Subchapter  D  (tank  vessels)  In 
addition  to  the  requirements  of  Sub- 
chapter I  (cargo  vessels).  However,  the 
applicable  regulations  in  Subchapters  D 
and  I  are  general  in  nature  and  do  not 
prescribe  specific  requirements  for  tank 
design,  testing  and  installations.  Addi- 
tionally, the  requirements  of  the  Tank 
Vessel  Regulations  for  a  fixed  fire  ex- 
tinguishing system  for  cargo  tanks  do 
not  appear  to  be  practicable  for  the 
portable  tank  installations.  The  prob- 
lem created  by  the  shipment  of  combus- 
tible liquids  on  cargo  vessels  cannot  be 
resolved  by  the  application  of  the  Dan- 
gerous Cargo  Regulations  since  combus- 
tible liquids  are  not  considered  as 
regulated  commodities  on  dry  cargo  ves- 
sels and  therefore  do  not  fall  under  the 
purview  of  such  regulations. 

36.  As  a  guideline  in  establishing 
s^ndards  for  portable  containers,  it  was 
necessary  to  interpret  the  meaning  of 
the   phrase   "dnuis,    barrels,   or   other 
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packages"  as  used  in  the  Tanker  Act  and 
the  Dangerous  Cargo  Act.  as  well  as  the 
phrase  "combustible  liquid  cargo  in  bulk" 
as  used  in  these  acts.  These  Interpreta- 
tive rulings  were  published  in  the  Federal 
REGISTER  of  October  25, 1961  (26  PJl.  9997 
and  9998).  and  designated  46  CFR  30.- 
01-20,  90.05-30  and  146.02-30.  These  in- 
terpretations read  as  follows : 

a.  The  phrase  "dnuns,  barrels,  or  other 
packages"  as  used  in  the  Tanker  Act 
(R.S.  4417a,  as  amended,  46  U.S.C.  391a) , 
and  the  Dangerous  Cargo  Act  (R.S. 
4472,  as  amended,  46  U.S.C.  170),  Is  in- 
terpreted to  include  portable  containers 
having  a  maximum  capacity  of  110  U.S. 
gallons,  which  are  actually  loaded  and 
discharged  from  vessels  with  their  con- 
tents intact. 

b.  The  phrase  "combustible  liquid 
cargo  in  bulk"  as  used  in  the  Tanker 
Act  (R.S.  4417a,  as  amended,  46  UJS.C. 
391a),  and  the  Dangerotis  Cargo  Act 
(R.S.  4472,  as  amended,  46  UJS.C.  170), 
is  interpreted  to  include  portable  con- 
tainers of  a  capacity  of  more  than  110 
U.S.  gallons,  whether  or  not  such  con- 
tainers are  actually  loaded  and  dis- 
charged from  vessels  with  their  contents 
Intact. 

37.  As  there  appeared  to  be  a  need  for 
regulations  tp  prescribe  requirements  for 
the  design,  construction,  handling  and 
stowage  of  large  portable  tanks  to  be 
used  to  transport  combustible  liquids  on 
cargo  vessels,  the  Coast  Guard  requested 
the  American  Merchant  Marine  Institute 
to  help  formulate  such  regulations.  As 
a  result,  a  Portable  Cargo  Tank  Com- 
mittee, formed  under  the  sponsorship  of 
the  American  Merchant  Marine  Institute, 
developed  standards  for  such  portable 
cargo  tanks.  The  proposed  amendments 
designated  46  CFR  98.30-1  to  98.30-45, 
inclusive,  have  been  developed  on  the 
basis  of  the  standards  proposed  by  the 
American  Merchant  Marine  Institute 
Portable  Cargo  Tank  Committee.  Cross- 
reference  to  the  new  regulations  will  be 
added  to  Subchapter  D  (tank  vessels) 
and  Subchapter  N  (dangerous  cargo), 
which  are  designated  46  CFR  30.01-5  and 
146.26-5  (see  Item  H) . 

38.  The  authority  for  regulations  re- 
garding p>ortable  containers  for  com- 
bustible liquid  cargoes  Is  in  R.S.  4405, 
as  amended,  and  4462,  as  amended;  46 
U.S.C.  375,  416.  These  regulations  also 
Interpret  or  apply  R.S.  4417a,  as 
amended,  4472,  as  amended;  46  U.S.C. 
391a. 170. 

INSPECTION  OF  FOREIGN  VESSELS  OF 
UNUSUAL  DESIGN  OR  CONSTRUCTION 

39.  Because  of  the  continued  rapid 
advance  In  engineering  techniques  and 
applications,  It  has  been  evident,  for  the 
past  several  years,  that  new  develop- 
ments Involving  hazards  not  envisaged  by 
International  regulations  or  by  existing 
shipbuilding  design  or  construction 
standards,  need  to  be  given  special  con- 
sideration. In  order  to  do  this  it  is 
proposed  to  require  the  inspection  of  for- 
eign vessels  of  unusual  design  or  con- 
struction and  involving  potential  unusual 
operating  risks.  The  degree  of  Inspec- 
tion will  be  such  as  to  provide  that  the 
risks  of  U.S.  life  and  property  when 
such   vessels   are   in  U.S.   ports  Is   not 


660 

greater  than  that  which  exists  with  ves- 
sels of  more  usual  type.  The  potential 
need  for  the  application  of  this  principle 
is  recognized  by  the  provision  of  the  IMO 
Safety  of  Life  at  Sea  Convention  relative 
to  nuclear  ships  which  leave  to  each 
country  the  authority  for  accepting  or 
rejecting  the  entry  of  such  ships  into 
their  home  waters.  The  proposed  amend- 
ments or  regulations  designated  46  CFR 
2.01-10.  2.01-13.  30.01-5.  70.05-3.  90.05-1. 
and  146.02-2(1)  are  considered  neces- 
sary to  provide  for  necessary  inspection 
of  foreign  vessels  of  unusual  design  or 
construction  and  involving  potential  un- 
usual operating  risks. 

40.  The  authority  for  the  regulations 
regarding  inspection  of  foreign  vessels 
of  unusual  design  or  construction  is  in 
R.S.  4405.  as  amended,  and  4462.  as 
amended;  46  US C.  375.  416.  These  reg- 
ulations also  Interpret  or  apply  R.S. 
4417a.  as  amended.  4472.  as  amended. 
sec.  1.  40  Stat.  220.  as  amended:  46 
U5.C.  S91a.  170.  50  U.S.C.  191:  E.O. 
10173.  15  F.R.  7005.  3  CFR.  1950  Supp.. 
E.O.  10277.  16  FM.  7537.  3  CFR,  1951 
Supp..  E.O.  10352.  17  P.R.  4607.  3  CFR. 
1952  Supp. 

VXSSXL  PLAN  approval:  VKHTILATION  and 
HXTLi.  OPXNING  CLOSURES 

41.  The  proposed  revisions  to  48  CFR 
Part  72  (construction  and  arrangement) 
are  needed  to  clarify  the  requirements 
for  ventilation  and  hull  opening  closures. 
The  location  of  the  means  of  operating 
the  closures  is  required  to  be  outside  the 
spatce  served  by  the  system.  This  is  a 
clarification  of  presently  accepted  prac- 
tice. An  editorial  change  for  46  CFR 
72.10-5  includes  passenger  vessels  carry- 
ing more  than  150  passengers,  a  change 
made  necessary  by  a  recently  published 
change  to  this  Subchapter  H  (passenger 
vessels) .  These  proposals  are  also  in 
agreement  with  the  action  taken  by  the 
1960  International  Conference  on  Safety 
of  Life  at  Sea.  46  CFR  Part  71  (inspec- 
tion and  certification)  is  amended  to  in- 
clude the  field  offices  of  Merchant  Marine 
Technical  Division.  Coast  Guard  Head- 
quarters, as  authorized  plan  approval  of- 
fices of  the  Commandant  (MMT*.  This 
merely  confirms  present  practice.  46 
CFR  Part  78  (operations)  is  amended 
to  require  that  the  location  of  ventila- 
tion fan  shutdowns  be  shown  on  vessel's 
fire  safety  drawings.  Since  the  shut- 
downs are  part  of  the  fire  protection  in- 
stallation it  is  felt  that  their  location  on 
this  drawing  is  needed  for  completeness. 
This  change  would  also  agree  with  the 
action  taken  in  the  1960  International 
Conference  on  Safety  of  Life  at  Sea. 

42.  With  respect  to  plan  approval  it 
is  proposed  to  revise  46  CFR  71.65-15 
and  71.65-20  to  clarify  requirements. 
Pour  copies  of  plans  will  be  required. 
It  Is  proposed  to  cancel  46  CFR  72.0^-20 
regarding  segregation  of  spaces  con- 
taining the  emergency  source  of  elec- 
trical power  in  order  that  requirements 
will  be  compatible  with  46  CFR  72.05-5 
and  72.05-10.  The  proposed  amend- 
ment to  46  CFR  72.05-50  deals  with 
ventilation  systems  and  means  for  shut- 
ting them  off.  The  proposed  amend- 
ments to  46  CFR  72.10-5  and  72.10-25 
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are'  to  clarify  requirements  regarding 
means  of  escape.  It  is  proposed  to 
amend  46  CFR  72.15-15.  regarding  venti- 
lation, for  closed  spaces  to  provide  for 
control  of  ventilating  systems.  The  pro- 
posed amendment  to  46  CFR  78.45-1. 
regarding  display  of  plans,  will  require 
that  plans  required  to  be  displayed  on 
vessels  shall  show  the  locations  of  the 
remote  means  provided  for  stopping  the 
fans. 

43.  It  is  proposed  to  add  a  new  para- 
graph to  46  CFR  91  55-5  wJiich  will  re- 
quire submittal  of  general  arrangement 
plans  showing  the  arrangement  or  loca- 
tions of  the  fireflghting  and  flre-pro- 
tection  features  of  the  vessel.  This  is 
standard  practice' on  many  new  ve.s.<!pl.s 
and  is  considered  necessary  for  ready 
reference  to  new  crew  members.  The 
proposed  change  will  agree  with  action 
taken  by  the  1960  International  Confer- 
ence on  Safety  of  Life  at  Sea.  A  change 
to  46  CFR  Part  97  (operations)  would 
require  posting  of  these  plans.  46  CFR 
Part  91  (inspection  and  certification)  is 
amended  to  include  the  field  oCBces  of 
Merchant  Marine  Technical  Division. 
Coast  Guard  Headquarters,  as  author- 
ized plan  approval  oflBces  of  the  Com- 
mandant (MMT).  This  merely  con- 
firms present  practice.  A  requirement 
for  submitting  four  copies  of  each  plan 
has  been  included  as  an  amendment  to 
46  CFR  91.55-20.  Four  copies  will  be 
required  when  plan  action  is  handled 
by  a  field  office.  It  is  proposed  to  amend 
46  CFR  Part  92  to  require  that  means 
be  provided  for  stopping  ventilation  fans 
and  closing  off  sdl  openings  into  the 
interior  of  the  vessel.  This  is  a  clari- 
fication of  presently  accepted  practice 
and  agrees  with  the  action  taken  by  the 
1960  International  Conference  on  Safety 
of  Life  at  Sea. 

44.  The  proposed  amendment  to  46 
CFR  91.55-5  deals  with  plan  approval 
for  structural  fire  protection  required 
for  cargo  vessels  of  4,000  ttross  tons  and 
upward.  The  proposed  amendment  to 
46  CFR  91.55-15  and  91  55-20  clarify 
requirements  for  submittal  of  plans  to 
field  technical  oCQces  The  proposed 
amendment  to  46  CFR  92  15-1 0  deals 
with  control  of  ventilation  systems  for 
closed  spaces.  The  proposed  regulation 
designated  46  CFR  97.36-1  will  require 
posting  of  fire  control  plans  on  all  self- 
propelled  vessels  and  all  barges  with 
sleeping  accommodations  for  more  than 
6  persons. 

45.  The  authority  for  these  regula- 
tions Is  in  R.S.  4405.  as  amended,  and 
4462.  as  amended;  46  US.C.  375.  416. 
These  regulations  also  interpret  or  apply 
R.S.  4417.  as  amended,  4418.  as  amended. 
4426.  as  amended.  4488.  as  amended. 
4491.  as  amended,  sec.  3.  24  Stat.  129. 
as  amended.  41  Stat.  305,  as  amended, 
sec.  2.  45  Stat.  1493.  as  amended,  sec.  2. 
49  Stat.  888.  as  amended,  sec.  5.  49  Stat. 
1384.  as  amended,  sees.  1  and  2,  49  Stat. 
1544.  1545.  as  amended,  sec.  3,  54  Stat. 
347.  as  amended,  sec.  3.  70  Stat.  152,  and 
sec.  3.  68  SUt.  675;  46  US.C.  391.  392. 
404.  481,  489,  363.  85a.  369.  367,  1333. 
390b.  50  use.  198:  E.O.  10402.  17  PJl. 
9917,  3  CFR,  1952  Supp. 


DRYDOCKINC  OR  HAULING  OUT  VESSXLS; 
AUTHORXZINQ  ADMINISTRATIVE  EXTEN- 
SIONS or  Tncx 

46.  It  is  proposed  to  provide  authority 
for  the  commandant  to  permit  exten- 
sion of  drydocking  Intervals  under  cer- 
tain conditions  by  amendments  to  48 
CFR  31.10-20,  71.50-1.  91.40-1  and 
176  15-1. 

47.  The  authority  to  prescribe  regu- 
lations regarding  drydocking  of  vessels 
is  in  R.S.  4405.  as  amended.  4462.  as 
amended.  4488.  as  amended:  46  US.C 
375,  416.  481.  These  regulations  also 
interpret  or  apply  R  S.  4417.  as  amended. 
4417a,  as  amended.  4418.  as  amended. 
4426.  as  amended,  sees.  1  and  2.  49  Stat. 
1544.  1545.  as  amended,  sec.  3.  54  Stat. 
347.  as  amended,  sec.  3.  70  Stat.  152.  and 
sec.  3,  68  SUt.  675;  46  US.C  391.  391a. 
392.  367.  1333.  390b.  50  US.C  198;  E.O. 
10402.  17  F.R.  9917.  3  CFR.  1952  Supp. 

CVS  FREEING.  INSPECTION  AND  TESTING  RE- 
QUIRED WHEN  MAKING  ALTERATIONS,  RE- 
PAIRS, ETC..  INVOLVING  HOT  WORK 

48.  The  regulation  changes  and  addi- 
tions proposed  under  this  item  will  revise 
46  CFR  35.01-1.  71.60-1  and  91.50-1. 
These  changes  are  the  result  of  study 
into  casualties  resulting  in  loss  of  life 
and  involving  Inadequate  or  improper 
practices  and  procedures  of  gas  freeing 
and  related  tests  and  insp>ections.  includ- 
ing the  maintenance  of  a  safe  condition 
throughout  the  operation,  and  other 
casualties  where  preservative  coatings 
were  applied  to  surfaces.  These  pro- 
posals are  believed  to  be  sufficiently 
broad  to  permit  compliance  with  the  ex- 
isting organization  and  operating  pro- 
cedure of  practically  all  shipyards  and 
repair  facilities.  They  are  considered  to 
be  timely  because  of  the  increasing  use 
of  preservative  coatings.  These  pro- 
posals were  on  the  agenda  of  the  Public 
Hearing  of  the  Merchant  Marine  Council 
which  was  held  on  March  24.  1961.  At 
that  time  requests  were  received  for  fur- 
ther time  to  study  these  proposals  and 
this  was  granted.  Notice  was  published 
in  the  Federal  Register  of  September 
30.  1961  (26  F.R.  9254).  that  these  pro- 
posals were  being  studied  further  and 
that  the  revised  proposals  would  be 
placed  on  the  1962  Merchant  Marine 
Council  Public  Hearing  Agenda. 

49.  The  authority  to  prescribe  regula- 
tions regarding  gas  freeing,  inspection 
and  testing  of  holds,  etc..  in  which  hot 
work  will  be  performed,  is  in  R.S.  4405. 
as  amended.  4462.  as  amended,  and  4488. 
as  amended:  46  US.C  375.  416.  481. 
These  regulations  also  interpret  or  apply 
R.S.  4417,  as  amended.  4417a.  as  amend- 
ed. 4418,  as  amended,  sees.  1  and  2.  49 
Stat.  1544,  1545,  as  amended,  sec.  3.  54 
Stat.  347,  as  amended,  sec.  3,  68  Stat. 
675:  46  U.S.C.  391.  391a,  392,  367,  1333. 
50  U.S.C.  198;  E.O.  10402.  17  F.R.  9917, 
3  CFR,  1952  Supp. 

INSPECTION  and  CERTIFICATION  OF  SEAGOING 
BARGES 

50.  The  regulations  in  46  CFR  90.05-25 
(cargo  and  miscellaneous  vessels)  by  its 
present  wording  which  defines  a  "sea- 
going barge  of  100  gross  tons  or  over." 
makes  the  design  or  construction  of  such 
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barge  a  governing  factor  in  determining 
whether  it  is  subject  to  inspection  and 
certification  as  a  seagoing  barge.    Tbis 
resulted  in  barges  that  do  in  fact  navi- 
gate the  high  seas,  although  not  designed 
to  do  so,  being  exempt  from  inspection 
insofar  as  the  regulations  have  been  con- 
cerned, as  long  as  they  returned  to  the 
port  of  departure  from  the  high  seas 
and  did  not  touch  at  any  other  port. 
This   situation   applies   particularly   to 
.scows   and   barges  which  carry  debris, 
etc..  beyond  inland  waters  to  the  high 
seas  for  dumping  and  then  return  to  port. 
Accordingly,  it  is  proposed  to  amend  46 
CFR  90.05-25  to  do  away  with  present 
inconsistencies  regarding  inspection  of 
.seagoing  barges  and  more  accurately  re- 
flect the  intent  of  Congress  as  expressed 
in  the  Act  of  May  28,  1908.  as  amended 
by  the  Act  of  June  4.  1956   (46  U.S.C. 
395(b) )  and  to  place  in  46  CFR  90.10-36 
a  definition  of  "seagoing  barge."    It  is 
recommended  that  the  proposed  46  CFR 
90.10-36  will  become  effective  on  publi- 
cation in  the  Federal  Register  and  that 
the  other  proposed  changes  will  become 
effective  January  1,  1964.    The  effect  of 
this  amendment  will  be  that  all  non-self- 
propelled  vessels  of  100  gross  tons  and 
over  that  in  fact  navigate  the  high  seas 
or  ocean  will  now  be  subject  to  inspection 
and  certification,  regardless  of  whether 
or  not  designed  for  service  on  the  high 
seas  and  whether  or  not  another  port  is 
visited.    In    addition,    an    amendment 
to  46  CFR  91.01-10  (certificate  of  inspec- 
tion) is  proposed  In  order  to  provide  in 
these  regulations  for  a  limited  certificate 
of  inspection  for  certain  non-self-pro- 
polled  vessels  of  100  gross  tons  and  over 
proceeding  on  the  high  seas  or  ocean 
for  the  sole  purpose  of  changing  place 
of  employment  or  making  rare  or  infre- 
quent voyages  on  the  high  seas  or  ocean 
and  returning  to  the  port  of  departure. 

51.  The  authority  to  prescribe  regula- 
tions regarding  inspection  and  certifica- 
tion of  seagoing  barges  is  in  R.S.  4405, 
as  amended,  and  4462,  as  amended;  46 
U  S.C  375.  416.  These  regulations  also 
interpret  or  apply  sec.  10.  38  Stat.  428,  as 
amended:  46  U.S.C.  395. 

INSPECTION  AND  CERTIFICATION  OF  MANNED 
SEAGOING  BARGES 

52.  At  the  1961  Coast  Guard  Western 
Area  Conference  on  COTPMMS  matters 
the  subject  of  seagoing  baiges,  which  in 
fact  are  over  100  gross  tons  in  size  in 
terms  of  Custom  measurement  standards 
when  considered  without  ballast  exemp- 
tion, was  discussed.  It  was  recom- 
mended to  the  Commandant  that  a  regu- 
lation be  promulgated  so  that  an  ad- 
ministrative determination  could  be 
made  by  the  Commandant  that  such 
barges  be  made  subject  to  all  the  various 
inspection  regulations  applicable  to  usea- 
{;oing  barges  of  more  than  100  gross 
tons."  Therefore,  it  Is  proposed  to 
amend  46  CFR  90.05-25  to  enable  the 
Commandant  to  make  a  determination 
that  a  seagoing  barge  which  Is  manned 
i.s  100  gross  tons  or  over,  and  therefore 
•subject  to  Inspection,  when  the  gross 
register  tonnage  i?  not  a  valid  criterion 
of  the  size  of  the  seagoing  barge. 

53.  The  authority  to  prescribe  regida- 
tions  regarding  Inspection  and  certlflca- 
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tion  of  manned  seagoing  barges  is  in  R.S. 
4405.  as  amended,  4462,  as  amended;  46 
VJB.C.  375.  416.  These  regulations  also 
interpret  or  apply  sec.  10,  38  Stat.  428,  as 
amended;  46  U.S.C.  395. 

OXTGKN-TTPE  BREATHING  APPARATUS 

54.  Present  regulations  require  one 
imit  of  self-contained  breathing  ap- 
paratus to  be  stowed  at  each  end  of  a 
liquid  chlorine  barge.  Should  a  casualty 
occur  or  a  leak  develop,  it  may  not  be 
possible  to  reach  either.  The  likelihood 
of  such  an  incident  is  greater  during  the 
critical  period  of  filling  or  discharging. 
To  assure  ready  availability  of  a  breath- 
ing apparatus  during  this  critical  period, 
the  proposed  amendment  to  46  CFR 
98.20-70  will  permit  self-contained  air- 
type  as  well  as  self-contained  oxygen- 
type  breathing  apparatus  to  be  carried. 
It  will  also  require  equipment  that  can  be 
started  and  operated  In  the  temperatures 
encotmtered.  and  to  require  at  least  one 
member  of  the  operating  party~lo  have  a 
self-contained  breathing  apparatus  on 
his  person  during  filling  or  discharge 
operations. 

55.  Present  regulations  In  46  CFR 
Part  98  require  one  ammonia  gas  mask 
to  be  stowed  at  each  end  of  an  anhydrous 
ammonia  barge.  Should  a  casualty  oc- 
cur or  a  leak  develop,  it  may  not  be  pos- 
sible to  reach  either  gas  mask.  The 
likelihood  of  such  an  Incident  Is  greatest 
during  the  critical  period  of  filling  or  dis- 
charging. To  assure  ready  availability 
of  an  ammonia  gas  mask  during  this 
critical  period,  the  proposed  amendment 
to  46  CFR  98.25-90  will  require  at  least 
one  member  of  the  operating  party  to 
have  an  ammonia  gas  mask  on  his  per- 
son during  filling. 

56.  The  authority  to  prescribe  regula- 
tions regarding  breathing  apparatus  on 
liquid  chlorine  and  anhydrous  ammonia 
barges  is  in  R.S.  4405,  as  amended,  4462, 
as  amended,  4472.  as  amended;  46  U.S.C. 
375.  416,  170.  These  regulations  also 
interpret  or  apply  sec.  3,  68  Stat.  675,  50 
UJ3.C.  198;  E.O.  10402.  17  F.R.  9917,  3 
CFR,  1952  Supp. 
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trast.      Therefore,    it    is    proposed    to 
amend  46  CFR  33.25-5   (tank  vessels). 
78.47-60    (passenger    vessels),    97.37-37 
(cargo    and    miscellaneous    vessels), 
160.035-2    (lifeboat   specification),   and 
167.37-25  (nautical  school  ships),  when 
a  mechanical  disengaging  apparatus  is 
installed  in  a  lifeboat,  that  a  small  area 
of  the  lifeboat  Interior,  In  way  of  the  red 
mechanical    disengaging    gear    control 
lever,    shall    be    painted    or    otherwise 
colored  white  in  lieu  of  the  international 
orange,  so  as  to  provide  a  contrasting 
background  for  the  red  control  handle. 
In  addition,  it  Is  proposed  to  amend  46 
CFR  33.25-5  (tank  vessels)  and  167.35-25 
(nautical  school  ships),  to  require  that 
an  appropriate  danger  sign  be  on  the 
control  handles  for  mechanical  disen- 
gaging   apparatus    when    used.     These 
proposals  will  be  applicable  to  both  ex- 
isting  lifeboat  installations  using  me- 
chanical disengaging  apparatus  and  new 
Installations,  and  when  adopted  will  be 
in  effect  on  and  after  90  days  after  these 
regulations  are  published  In  the  Federal 
Register. 

60.  The  authority  to  prescribe  regula- 
tions regarding  lifeboats  Is  In  R.S.  4405, 
as  amended,  4462,  as  amended;  46  U.S.C. 
375,  416.  These  regulations  also  inter- 
pret or  apply  R.S.  4417a,  as  amended, 
4426,  as  amended,  4488.  as  amended, 
4491,  as  amended,  sees.  1,  2, 49  Stat.  1544, 
1545.  as  amended,  sec.  3,  64  Stat.  347.  as 
amended,  sec.  3,  68  Stat.  675;  46  U.S.C. 
391a,  404.  481.  489.  367.  1333.  50  U.S.C. 
198;  E.O.  10402.  17  P.R.  9917,  3  CFR, 
1952  Supp. 

DISTRESS  SIGNALS  ON  PASSENGSR  VESSELS 
UNDER  100  GROSS  TONS 


AUTOICATIC  LIFT  TOILET  SEATS 

57.  It  is  no  longer  considered  neces- 
sary to  require  that  toilet  seats  shall  be 
so  constructed  as  to  remain  in  an  upright 
position  when  not  in  use.  Therefore,  it  is 
proposed  to  delete  this  requirement  from 
46  CPR  32.40-l(d),  72.20-25(e).  72.20- 
90(d),  92.20-25(e),  and  92.20-90(d). 

58.  The  authority  to  prescribe  regula- 
tions regarding  accommodations  is  in 
RB.  4405.  as  amended,  4417a,  as  amend- 
ed, and  4462,  as  amended;  46  U.S.C.  375, 
391a,  416. 

ITEII IV — LlFESAVING  AND  FiRE  PROTECTION 
PAINTIKG  OF  LIFEBOAT  INTERIORS 


59.  Effective  January  1,  1961,  the  reg- 
ulations required  that  the  interiors  of 
certain  lifeboats  be  painted  or  colored 
intematioiuJ  orange  while  the  control 
hkndles  for  mechanical  disengaging  ap- 
paratus when  used  are  required  to  be 
painted  or  colored  red.  This  color 
scheme  of  international  orange  for  life- 
boat interiors  and  red  for  the  mechani- 
cal disengaging  gear  control  lever  does 
not  provide  a  satisfactory  color  con- 


61.  Passenger  vessels  not  exceeding  65 
feet  in   length,   operating  in   coastwise 
service,  are  required  to  provide  6  hand- 
held red  flare  distress  and  6  hand-held 
orange  smoke  distress  signals  or  12  hand 
combination   flare   and   smoke   distress 
signals  (46  CFR  180.35-5).    Those  pas- 
senger vessels  over  65  feet  in  length  and 
under  100  gross  tons,  operating  In  coast- 
wise service,  are  required  to  provide  12 
hand-held,  rocket-propelled,  parachute 
red  flare  distress  signals  (46  CFR  75.90- 
5).    This  proposal  will  amend  46  CPR 
75.90-5  to  permit  the  use  of  .the  same 
pyrotechnic  signals  on  passenger  vessels 
over  65  feet  in  length  and  under   100 
gross  tons,  operating  In  coastwise  serv- 
ice,  as  permitted  on  passenger  vessels 
not  exceeding  65  feet  in  length  and  sub- 
ject to   46   CFR   180.35-5.     At  present 
these  vessels  have  a  temporary  authori- 
zation    permitting     this     substitution. 
While  this  proposal  is  a  relaxation  so  far 
as  expense  is  concerned,  it  is  not  con- 
sidered a  relaxation  in  safety  standards. 
The  hand-held  red  flare  distress  and 
hand -held  orange  smoke  distress  signals 
are  considered  sufficient  and  satisfactory 
for  these  passenger  vessels  when  operat- 
ing in  the  coastwise  service. 

62.  The  authority  to  prescribe  regula- 
tions for  distress  signals  on  passenger 
vessels  under  100  gross  tons  and  over  65 
feet  in  length  is  in  R.S.  4405.  as  amended. 
4462,  as  amended,  4488,  as  amended;  46 
U.S.C  375,  416,  481.  These  regulaUons 
also  interpret  or  apply  RjS.  4426,  as 
amended,  4491.  as  amended,  sec.  3.  54 
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Stat.  347,  as  ameAled.  sec.  3.  68  Stat 
675;  4«  U5.C.  404.  489.  1333,  50  US.C 
198:  E.O.  10403.  17  P.R.  0917.  3  CFR. 
1952  Supp. 

SPECinCATlOIl  F0«  UWTCSLLULAR  PtASTIC 

nma  um  buot 

63.  It  is  proposed  to  revise  the  specifi- 
cation subpart  46  CFR  160.050  for  the 
unicellular  plastic  ring  life  buoy  in  its 
entirety  and  to  bring  it  up  to  date.  The 
proposed  amendments  to  46  CFR 
160.050-1  to  160.050-5.  inclusive,  will  de- 
lete the  use  of  nonsynthetic  rigging  ma- 
terials (due  to  poor  performance  in  the 
field)  and  permit  the  substitution  of 
synthetic  materials  for  rigging,  will  am- 
plify the  existing  regulations  as  to  pro- 
duction sampling  and  testing  procedures. 
and  will  make  editorial  or  other  minor 
changes  to  bring  the  specification  re- 
quirements up  to  date. 

64.  The  authority  to  prescribe  regu- 
lations regarding  Ufe  buoys  is  in  R.S. 
4405.  as  amended.  4462.  as  amended. 
4488.  as  ameixled:  46  n.S.C.  375.  416. 
481.  These  regulations  also  interpret  or 
M>Ply  R-S.  4417a.  as  amended.  4426.  as 
amended.  4491.  as  amended,  sees.  1.  2. 
49  Stat.  1544.  1545,  as  amended,  sees.  6. 
17,  54  Stat.  164.  as  amended.  166.  as 
amended,  sec.  3.  54  Stat.  347,  as  amend- 
ed, sec.  3.  70  SUt  152.  sec.  3.  68  SUt. 
675;  46  UJB.C.  391a.  40i.  489.  367.  526e. 
526p.  1333.  390b.  50  U5.C.  198;  E  O. 
10402. 17  FJl.  9917.  3  CFR.  1952  Supp. 

SPicincATiows  roi  distriss  signals 

65.  With  respect  to  the  distress  signal 
specifications  which   manufacturers   of 
such  approved  e<iuipment  must  follow, 
it  Is  proposed  to  require  the  manufac- 
turers of  such  signals  to  pay  the  costs 
of  preapproval  testing  of  distress  sig- 
nals.   To  accomplish  this  it  is  proposed 
to  amend  46  CFR  160.021-7.  160.022-6. 
160.023-7.     160.024-7,      160.036-7.     and 
160.037-7.  which  describe  procedures  for 
approval,  to  include  a  requirement  for 
the  manufacturer  to  pay  the  costs  of  pre- 
approval testing  distress  signals  submit- 
ted.   It  has  been  found  that  certain  sig- 
nal  pistols   and    cartridges   containing 
parachute  red  flare  distress  signals  have 
not  operated  satisfactorily  when  the  pis- 
tols and  cartridges  were  manufactured 
by  different  companies.    If  replacement 
cartridges  containing  parachute  red  fiare 
distress  signals  must  be  from  the  man- 
ufacturer of  the  signal  pistol  carried  on 
board  the  vessel  in  order  to  assure  sat- 
isfactory operatton  of  such  signal  equip- 
ment, it  Is  felt  that  this  condition  de- 
feats  the   purpose  for   requiring   such 
equipment  and  places  an  undue  burden 
on  the  vessel  operators  and  inspectors 
to  have  to  check  for  such  details.    On 
reviewing  the  specification  requirements 
for  such  equipment  it  was  found  that 
existing  regulations  do  not  provide  con- 
struction limits  which  will  assure  inter- 
changeability  of  pistols  and  cartridges. 
Therefore,  it  is  proposed  to  amend  46 
CFR  160.024-3  and  160.028-3  by  appro- 
priately   defining    construction    limits. 
With  respect  to  the  equipment  for  the 
shoulder  gun-type  line-throwing  appli- 
ance, it  Is  proposed  to  amend  the  spec- 
ification    requirements     in     46     CFR 
160.031-4  to  req\ilre  that  the  service  lines 
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shall  be  of  woven  or  braided  nylon  in 
lieu  of  linen  or  cotton,  and  each  line 
shall  be  600  feet  long  with  a  breaking 
strength  of  not  less  than  140  pounds. 

68.  The  authority  to  prescribe  regu- 
lations regarding  distress  signals  is  In 
R.S.  4405.  as  amended.  4462,  as  amended. 
4488.  as  amended;  46  US.C.  375.  416. 
481.  These  regulations  also  interpret  or 
apply  R.S.  4417a.  as  amended.  4426.  as 
amended.  4491.  as  amended,  sees  1.  2. 
49  Stat.  1544,  1545.  as  amended,  sec.  3. 
54  Stat.  347.  as  amended,  sec.  3.  70  SUt. 
152.  sec.  3.  68  Stat.  675:  46  US.C  391a. 
404.  489.  367.  1333.  390b.  50  USC  198; 
E.O.  10402.  17  F.R.  9917.  3  CFR.  1952 
Supp. 

Tint  PROTXCTION  EQUIPMENT 

67.  It  is  proposed  to  add  requirements 
to  46  CFR  25.30-10  (uninspected  vessels) . 
75.50-10  (passenger  vessels) .  95.50-10 
(cargo  and  miscellaneous  vessels),  and 
181.30-10  (small  passenger  vessels) 
making  it  mandatory  that  nonfreezing 
type  extinguishers  be  used  in  locations 
where  freezing  temperatures  are  ex- 
pected. It  is  proposed  to  amend  46  CFR 
76.15-5  (passenger  vessels).  95.15-5 
(cargo  and  miscellaneous  vessels) .  and 
181.20-20  (small  passenger  vessels)  to 
increase  the  maximum  quantity  of  car- 
bon dioxide  required  from  "200  pounds' 
to  "225  pounds"  where  the  system  has  a 
minimum  nominal  pipe  size  of  ^4  inch. 
This  proposal  regarding  carbon  dioxide 
will  bring  Coast  Guard  requirements  into 
agreement  with  the  recommendations  of 
the  National  Fire  Protection  Association 
as  set  forth  in  their  pamphlet  No.  12. 

68.  The  authority  to  prescribe  regu- 
lations regarding  fire  protection  equip- 
ment is  In  R.S.  4405.  as  amended,  4462. 
as  amended.  4488.  as  amended;  46  USC. 
375.  416.  481.  These  regulations  also 
interpret  or  apply  R.S.  4426.  as  amend- 
ed. 4491.  as  amended,  sees.  1.  2.  49  Stat. 
1544.  1545.  as  amended,  sec.  17,  54  Stat. 
166,  as  amended,  sec.  3.  54  Stat.  347  as 
amended,  sec.  3.  70  Stat.  152.  sec.  3.  68 
Stat.  675;  46  US.C.  404.  489.  367.  526p. 
1333.  390b.  50  VS.C.  198;  E.O.  10402.  17 
F.R.  9917,  3  CFR.  1952  Supp. 

PORTABLE  riRE  EXTINGUISHERS 

69.  It  Is  proposed  to  revise  the  regu- 
lations governing  portable  fire  extin- 
guishers to  clarify  and  bring  up  to  date 
the  requirements  for  their  inspection, 
marking,  materials,  and  design  features. 
The  proposals  also  provide  for  new 
models  of  extinguishers  found  to  be 
satisfactory  for  marine  use. 

70.  For  extinguishers  which  utilize  a 
disposable  nonrefillable  container  to 
store  both  the  extinguishing  agent  and 
expellant  pressure  and  not  fitted  with 
a  pressure  gage,  the  proposals  Include 
requirements  regarding  markings,  main- 
tenance, descriptions  of  checks  which 
may  be  used  to  determine  if  the  extin- 
guishers needs  to  be  rewelghed  or  If  dis- 
posable container  needs  to  be  replaced, 
and  Inspections.  For  such  extinguishers 
It  Is  proposed  to  also  require  the  manu- 
facturers to  state  where  their  rewelgh- 
Ing  to  the  manufacturer's  standards 
once  in  each  six  months  can  be  done. 
To  accomplish  this  it  is  proposed  to 
amend  46  CFR  71.25-20  (passenger  ves- 


sels'. 91.25-20  (cargo  and  miscellaneous 
vessels),  and  176.25-25  (small  passen- 
ger vessels)  to  provide  inspection  proce- 
dures for  portable  extinguishers  of  the 
dry  chemical  disposable  container  type 
and  not  fitted  with  a  pressure  gage.  The 
amendments  •  proposed  to  46  CFR 
162  028-3  (material  specifications  for  ex- 
tinguishers) will  require  the  additional 
information  and  instruction  markings 
required  on  stored  pressure  chemical  ex- 
tinguishers having  disposable  nonrefill- 
able containers  without  pressure  gages, 
as  well  as  the  nameplate  markings  re- 
quired on  replacement  containers.' 

71.  It  is  proposed  to  discontinue  the 
permissibility  of  thinly  applied  platings 
of  corrosion -resistant  materials,  such  as 
cadmium,  nickel,  or  chrome,  for  the  pro- 
tection of  exposed  ferrous  parts  of  ex- 
tinguishers by  deleting  this  permission 
from  46  CFR  160  028-3  (material  specifi- 
cations for  portable  fire  extinguishers) 
This  proposal  is  based  on  1  year  exposure 
tests  which  showed  that  such  thinly  ap- 
plied coatings  do  not  provide  suitable 
protection  from  corrosion. 

72.  It  is  proposed  to  cancel  and  re- 
move from  46  CFR  l62.02»-3  the  require- 
ment that  carbon  dioxide-type  extin- 
guishers have  a  list  of  authorized  re- 
charge agents  attached.  This  proposal 
Is  made  because  such  lists  are  no  longer 
considered  to  be  necessary.  Suitable  re- 
charging services  for  carbon  dioxide  ex- 
tinguishers are  now  widely  available,  and 
may  be  easily  located  by  consulting  the 
yellow  pages  of  a  telephone  directory  of 
a  large  town  or  city 

73.  It  is  proposed  to  cancel  and  re- 
move from  46  CFR  162(728-3  the  re- 
quirement that  foam  tj'pe  extinguishers 
be  fitted  with  a  safety  relief  device. 
This  proposal  Is  based  on  the  fact  that 
currently  the  foam  recharges  available 
on  the  commercial  market  are  suffi- 
ciently standardized  so  that  excessive 
pressures  will  not  occur  If  the  wrong  re- 
charge should  be  placed  and  used  in  a 
foam-type  extinguisher.  This  require- 
ment for  a  safety  relief  device  was 
originally  based  on  the  problem  that 
there  were  rather  wide  differences  in 
foam  extinguisher  design  smd  construc- 
tion which  resulted  in  wide  differences 
In  the  formulation  and  composition  of 
the  charges  used. 

74.  The  authority  to  prescribe  regu- 
lations regarding  portable  fire  extin- 
guishers is  in  RS.  4405.  as  amended. 
4462.  as  amended.  4488.  as  amended;  46 
use.  375.  416.  481.  These  regulations 
also  Interpret  or  apply  RS.  4417a.  as 
amended.  4426.  as  amended.  4491.  as 
amended,  sees.  1,  2.  49  Stat.  1544,  1545, 
as  amended,  sees.  8,  17.  54  Stat.  165.  as 
amended.  186,  as  amended,  sec.  3.  54 
Stat.  347,  as  amended,  sec.  3.  70  Stat. 
152  sec.  3.  68  Stat.  675;  46  US.C.  391a. 
404*489.  367.  526g.  526p,  390b.  50  US.C. 
198;  EO.  10402.  17  F.R.  9917,  3  CFR. 
1952  Supp. 

Item  V — Tank  Vessels 

VENTING  or  COFTEFDAMS 

75.  It  is  proposed  to  clarify  46  CFR 
32.55-45  by  specifically  providing  that 
voids  adjacent  to  cargo  tanks  shall  be 
fitted  with  vents.  This  section  is  a 
source  of  controversy  between  the  Coast 
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Guard  and  the  tank  barge  design  agents. 
The  designers  contend  that  rake  com- 
partments and  voids  are  not  cofferdams, 
neither  as  defined  by  46  CFR  30.10-13, 
nor  in  nautical  dictionaries.  Undw 
their  interpretation,  flame  screens  are 
not  required  on  rake  or  void  vents.  The 
Coast  Guard  follows  the  policy  that 
while  rake  compartments  and  voids  are 
not  literally  defined  as  cofferdams,  they 
serve  the  same  purpose  and  for  all  prac- 
tical application  are  cofferdams  and 
their  vents  will  require  flame  screens. 
While  this  proposal  appears  to  be  retro- 
active in  effect,  it  is  felt  that  in  fact  it 
will  not  be  because  it  expresses  in  words 
the  present  practice  followed  by  the 
Coast  Guard. 

FIRE  RETARDANT  CONSTRUCTION 

76.  It  is  proposed  to  clarify  the  in- 
tent of  the  present  regulations  and  to 
set  forth  a  minimum  standard  of  struc- 
tural Are  protection  for  new  tank  ves- 
sels in  new  regulations  designated  46 
CFR  32.57-1  to  32.57-10.  inclusive,  and 
by  amendments  to  46  CFR  32.60-1  and 
32.60-25.  For  the  greater  part,  these 
requirements  are  in  general  agreement 
with  present  practice,  being  an  ampli- 
fication of  the  information  contained  in 
Navigation  and  Vessel  Inspection  Circu- 
lar No.  9-56.  In  addition,  as  one  of  the 
most  important  features  of  flre  control 
is  the  elimination  of  drafts  and  flue 
effects,  it  is  proposed  to  require  means 
for  closing  off  stairway  openings.  The 
regulations  are  to  be  further  amended 
to  prohibit  the  use  of  nitrocellulose-tsrpe 
motion  picture  film  by  a  new  proposal 
designated  46  CFR  .35.30-40.  Inasmuch 
as  many  of  these  proposals  are  also  in 
general  agreement  with  the  1960  Safety 
of  Life  at  Sea  Convention,  little  addi- 
tional modification  to  these  regulations 
will  be  required  when  the  convention 
is  ratified,  i 

PUMP   ROOM   VENTILATION 

77.  The  Conunittee  on  Tank  Vessels 
of  the  American  Petroleum  Institute 
recommended  a  proposal  regarding 
pump  room  ventilation.  This  proposal 
designated  46  CFR  32.60-20  revises  mini- 
mum requirements  for  pump  room  ven- 
tilation on  tank  vessels,  the  construc- 
tion or  conversion  of  which  is  started 
on  or  after  January  1,  1963.  This  pro- 
posal is  the  result  of  a  lengthy  study 
by  an  API  Tanker  Conunittee  Group  on 
Pump  Room  Ventilation.  Certain  other 
changes  in  46  CFR  32.60-20  are  proposed 
and  they  are  primarily  editorial  in  order 
to  incorporate  the  proposal  into  the 
regulations. 

EMERGENCY    LICHTING    AND    POWER 
SYSTEMS 

78.  The  proposed  changes  designated 
46  CFR  35.07-10(b)(8)  and  35.10-15 
will  add  new  requirements  pertaining 
to  the  testing  of  emergency  lighting  and 
power  systems.  This  proposal  will 
impose  an  additional  operating  require- 
ment on  the  marine  industry.  The  ae- 
tual  operation  of  the  emergency  instal- 
lation and  the  recording  of  the  facts 
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pertaining  to  such  operation  will  be 
required.  Tank  vessels  are  now  required 
to  have  mergency  lighting  and  power 
systesms,  but  there  are  no  requirements 
for  testing  of  these  systems.  Periodic 
operation  and  Inspection  of  machinery 
and  equipment  that  is  usually  idle  is 
considered  to  be  good  engineering  prac- 
tice. The  master  will  be  responsible 
for  the  operating  and  inspection  of  the 
emergency  system  and  will  be  respon- 
sible for  the  logging  of  the  facts  per- 
taining to  the  test.  This  test  and  in- 
spection may  be  done  by  the  ship's  crew 
or  by  shore  personnel.  In  Chapter  JI, 
Reg.  26(a)  (V)  and  26(b)  (ill),  i960 
Safety  of  Life  at  Sea  Convention,  it  is 
required  that  provision  be  made  for  the 
periodic  testing  of  the  complete  emer- 
gency installation. 

FREEBOARD    FOR    TAlfKERS    ABOVE    600    FEET 
IN   LENGTH 

79.  It  is  proposed  to  amend  46  CFR 
43.30-70  (load  lines)  to  revise  the  basic 
minimum  freeboard  for  tank  vessels 
above  600  feet  in  length  to  permit  the 
maximum  drafts  consistent  with  the 
Load  Line  Convention  obligations  and 
with  safety  requirements.  Rule  CVI  of 
Annex  I  to  the  International  Load  Line 
C<»ivention.  1930.  gives  the  basic  free- 
boards for  tankers  up  to  and  including 
600  feet  in  length  and  provides  that 
"♦  •  •  ships  above  600  feet  are  to  be 
dealt  with  by  the  Administration."  it 
thus  leaves  to  each  contracting  govern- 
ment discretion  to  adopt  a  consistent 
and  suitable  extension  of  values  for  ves- 
sels above  600  feet  in  length.  The  lesser 
freeboards  now  proposed  are  considered 
to  be  substantiated  by  recent  experience 
with  large  tankers,  as  well  as  by  the  war- 
time experience  with  ordinary  size  tank- 
ers operating  at  freeboard  less  than  those 
permitted  by  Rule  CVI.  While  they  do 
not  represent  as  great  a  reduction  as  that 
advocated  by  the  U.S,  Committee  on 
Load  Lines,  they  are  considered  to  rep- 
resent th9  maximum  reductions  in  free- 
board which  are  possiUe  prior  to  modi- 
fication of  the  present  Load  Line  Con- 
vention. These  proposed  freeboards  fair 
between  the  present  value  for  a  length 
of  600  feet  to  a  curve  agreed  upon  by  the 
classification  societies,  at  their  1959 
meeting,  at  a  length  of  about  800  feet, 
and  are  thence  upwards  in  agreement 
with  the  values  recommended  by  the 
classiflcation  sodeties.  They  are  essen- 
tially in  agreement  with  revised  values 
which  have  already  been  adopted  by  the 
Japanese  Ministry  of  Transportation, 
and  possibly,  by  other  foreign  govern- 
ments. 

The  authority  for  prescribing  regula- 
tions governing  tank  vessels  is  in  R.S. 
4405.  as  amended,  4417a,  as  amended. 
and  4462,  as  amended;  46  U.S.C.  375, 
391a.  416.  These  regulations  also  inter- 
pret or  apply  sec.  3,  68  Stat.  675;  SO 
XJA.C.  198;  and  E.O.  10402,  17  F.R.  9917. 
8  CFR.  1963  Supp.  The  authority  for 
prescribing  regulations  governing  load 
line  regulAtlons  for  tank  vessels  is  in 
■eo.  2.  46  Stat.  1493,  as  amended,  and 
sec.  a.  49  Stat.  888.  as  amended;  46  U.8.C. 
86a.  88a. 
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Item  VI — Marine  Engineering 

MATERIALS — M  AXIMUM  ALLOWABLE 
STRESSES,  TTNFIRED  PRESSURE  VESSELS, 
VALVES,  FITTINGS,  WELDING,  AND  STRESS 
RELIEVING 

81.  It  is  proposed  to  amend  or  add  re- 
quirements to  46  CFR  51.01-10,  51.01-30 
51.04-1,  51.13-1,  51.22-1.  51.23-1,  51.24-1. 
51.25-1,  51.34-1.  61.46-1,  51.49-1.  51.58-1 
and    51.90-1,   together   with   associated 
changes    amending    46    CFR    52.05-10 
54.03-1,  55.07-10.  55.07-15,  56.01-70,  and 
56.05-5,    so    that    Marine    Engineering 
Regulations  will  be  in  substantial  agree- 
ment with   the   latest  editiMis   of   the 
American  Society  of  Mechanical  Engi- 
neers' (ASME)  Boiler  and  Unflred  Pres- 
sure Codes  for  ferrous  materials  and 
plastic  pipe,  and  the  American  Society 
of  Testing  Materials'  (ASTM)  material 
standards.    The  proposed  revisions  to  46 
CFR  Part  1  (materials) ,  and  the  asso- 
ciated changes  to  46  CFR  Parts  52  (con- 
struction) ,  54  (unflred  pressure  vessels) , 
55  (piping  systems  and  appurtenances) . 
and  56  (arc  welding,  gas  welding,  and 
brazing) ,  which  make  reference  to  ma- 
terial requirements,  include  the  currenUy 
accepted    material    speciflcations    ap- 
proved  by   ASTM   and   ASME.     These 
speciflcations  have  been  added  to  permit 
wider  usage  of  these  approved  standards 
for  merchant  marine  application  in  the 
fabrication  of  boilers,  unflred  pressure 
vessels  and  piping.    New  material  stand- 
ards include  plate,  forgings,  castings,  and 
pipe  of  carbon  and  alloy  steel  grades  and 
of  corrosion  resistant  properties,  as  well 
as  materials  for  low  temperature  appli- 
cation.     Additional    allowable    stresses 
meeting  ASME  Code  requirements  have 
been  incorporated  in  46  CFR  Part  52 
(construction)  to  cever  the  new  mate- 
sial.   In  general,  these  proposals  are  con- 
sidered to  be  relaxations  as  they  permit 
the  marine  industry  to  use  a  greater 
variety  of  acceptable  industrial  material 
standards  for  merchant  ships. 

82.  It  is  proposed  to  amend  46  CFR 
52.05-15  (seamless  pii>e  shells)  in  order 
to  remove  the  limitation  on  unflred  pres- 
sure vessels  for  seamless  shells.  The 
proposal  amending  46  CFR  52.20-15  (de- 
tail requirements  for  dished  heads)  will 
make  allowances  in  the  design  of  hemi- 
spherical heads  for  their  greater 
strength,  when  compared  to  dished 
heads  of  other  forms.  The  proposed 
amendment  to  46  CFR  55.07-1  (material) 
will  permit  the  use  of  cast  ir(m  in  liquid 
and  gas  services  for  use  at  150  pounds 
as  desired  by  industry.  This  constitutes 
a  relaxation  and  is  permitted  in  ASA 
B16.  1-60  noted  in  46  CFR  55.07-15 (e ) . 
It  is  also  proposed  to  revise  46  CFR  55.- 
07-1  in  order  to  provide  for  the  preserva- 
tion of  watertight  integrity  of  subdivi- 
sion bulkheads  when  using  plastic  pipe. 
The  proposed  change  to  46  CFR  55.07-10 
(valves  and  flttlngs)  will  make  these  re- 
quirements applicable  to  butterfly  and/or 
wafer  type  valves  by  providing  a  mini- 
mum design  pressure  leak  tightness  cri- 
teria. It  is  proposed  to  revise  46  CFR 
56.10-25  (bilge  and  ballast  piping)  so 
that  these  requironents  will  be  more 
reasonable    and    practical   for    vessels 
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above  but  near  65  feet  in  length  and  not 
over  150  Bross  tons  In  size.  It  Is  pro- 
posed to  amend  46  CFR  55.10-30  (bilge 
pumpe)  so  that  the  bllRe  pump  capacity 
requirements  for  dry  car«o  and  tank  ves- 
sels less  than  65  feet  in  length  will  be 
lass  severe  than  required  under  present 
reKvilatkms  but  equal  to  that  now  re- 
quired for  small  passenger  vessels  oper- 
ating over  the  same  routes.  It  Is  pro- 
posed to  amend  46  CFR  61.20-25  (boUers 
of  foreign-built  vessels)  to  clarify  re- 
quirements by  stating  that  Coast  Ouard 
approved  safety  valves  will  be  required 
on  boilers  of  foreign-built  vessels  when 
admitted  to  American  registry.  These 
valves  are  to  be  aiK>roved  in  accordance 
with  46  CFR  Subpart  162.001  of  Subchap- 
ter Q  (Specifications) . 

vs*  or  rLZxiBLX  hosx 

83.  It  Is  proposed  to  amend  46  CFR 
55.07-1  (materials)  and  5517-25  (hy- 
draulic hose  and  fittings)  to  carry  out 
proposals  recommended  by  industry. 
The  proposed  revisions  to  Part  55  (piping 
systems  and  appurtenances)  win  permit 
the  use  of  flexible  hose  in  cooling  water 
systems  to  machinery  fitted  with  dupli- 
cate piping  systems,  and  will  permit  flex- 
ible hose  to  penetrate  watertight  bulk- 
heads provided  a  metallic  spool  piece  and 
remotely  controlled  valve  are  fltted  at 
the  bulkhead.  Also,  these  proposed  re- 
visions would  permit  short  lengths  of 
flexible  hose  to  be  Installed  in  fuel  and 
lubricating  lines  at  or  near  all  machinery 
units  where  flexibility  is  required.  In 
certain  circumstances  it  win  permit  the 
use  of  larger  lengths  of  flexible  hose 
where  required  for  proper  operation  of 
the  system. 

vKirr  orarnrc  CLOstnis 

84.  It  is  proposed  to  amend  46  CFR 
55.10-60.  43  lO-aO.  and  45.10-77  regard- 
\x\g  vent  closures.  This  proposal  will 
clarify  the  phrase  regarding  "satisfactory 
means"  to  be  provided  for  vent  closures 
in  both  the  Marine  Engineering  Regula- 
tions and  the  Load  Line  Regulations. 
This  term  "satisfactory  means"  as  used 
in  th«M  regulations  has  been  Inter- 
preted to  require  both  a  baU  check  valve 
and  a  cover.  The  intent  of  the  regula- 
tion is  to  require  only  one  device  which 
win  assure  effective  closure.  The  pro- 
posals to  revise  46  CFR  65.10-60  in  the 
Marine  Engineering  Regulations  and  46 
CFR  43.10-80  and  45.10-77  in  the  Load 
Line  Regulations  will  bring  into  substan- 
tial agreement  requirements  regarding 
vent  opening  closures. 

UNnxxo  PMEssnu  vissixs;  shop  ikspec- 

TXONS  AN9  ZNSVBCTIONS  ON  VESSELS 

85.  It  is  proposed  to  amend  46  CFR 
54.01-1  and  61.35-20  to  change  the  scope 
of  application  of  Marine  Engineering 
Regulations  so  as  to  include  inspection  of 
unflred  pressure  vessels  when  the  Cocut 
Ouard  conducts  annual  or  biennial  in- 
spections. The  unflred  presq^re  vessels 
win  be  still  exempt  from  shop  inspec- 
tions. 

BOILBt  UOVHTOlGa  AND  ATTACHMENTS 

86.  It  Is  proposed  to  amend  46  CFR 
61.20-20,  regarding  boiler  mountings  and 
attachments,  to  permit  the  Ofllcer  in 
Charge,  Marine  Inspection,  to  dispose 
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with  the  required  periodic  removal  of 
boiler  mountings  in  those  cases  wherein 
a  satisfactory  examination  of  the  mount- 
ings and  their  means  of  attachment  can 
be  made  without  removal.    The  wording 
of  the  present  regulation  requires  that  all 
boiler  mountings  be  removed  from  the 
boiler  after  each  8  years  of  service  for 
examination  of  the  studs  or  bolts  con- 
necting them  to  the  boiler  and  to  permit 
examination  of  those  parts  of  the  valves, 
boiler     mountings,     and     attachments 
which  are  not  susceptible  to  examination 
by  simply  opening  up  the  valves.    There 
is  no  provision  for  any  latitude  on  the 
part  of  the  Ofllcer  In  Charge.  Marine  In- 
spection, in  those  cases  where  periodic 
removal  of  boiler  mountings  may  be  un- 
necessary.    In  the  case  of  older  type 
boilers    (scotch,  flre   tube,   etc.)    where 
boiler  mountings  are  attached  either  di- 
rectly to  the  boiler  plates  by  studs  and 
nuts,  or  bolts  which  are  screwed  directly 
into  the  boiler  plate  or  Into  a  reinforced 
pad  attached  directly  to  the  boiler,  the 
periodic  removal  of  boiler  mountings  is 
considered  essential     However,  in   the 
case  of  the  more  modem  boilers,  mount- 
ings are  ustudly  bolted  to  flanged  nozzles 
which  are  welded  directly  to  the  boiler 
plates  or  headers.    Where  this  method  of 
attachment  is  used,  the  bolts  or  studs  can 
usually  be  satisfactorily  examined  with- 
out removing  the  mountings  from  the 
boiler  and  an  effective  internal  examina- 
tion can   ustially   be   giade   by    simply 
opening  up  the  mountings. 

87.  The  regulations  with  respect  to 
marine  engineering  and  material  spec- 
iflcations  are  Issued  imder  R.S.  4405. 
as  amended,  and  4462.  as  amended:  46 
use.  375.  418.  These  regulations  also 
Interpret  or  apply  R.S.  4399.  as  amended. 
4400.  as  amended,  4417,  4417a,  as 
amended.  4418,  as  amended,  4421.  as 
amended,  4426-^431.  as  amended.  4433, 
as  amended.  4434.  as  amended,  4453.  as 
amended,  4472,  as  amended.  4488.  as 
amended,  4491,  as  amended,  sec.  14.  29 
Stat.  690.  as  amended.  41  Stat.  305.  as 
amended,  sees.  1,  2,  49  SUt.  1944, 1545,  as 
amended,  sec.  17,  54  SUt.  1544.  as 
amended,  sec.  3,  54  Stat.  347,  as  amended, 
sec.  3.  68  SUt.  675:  46  USC.  361,  362. 
391.  391a,  392.  404-409.  411,  412.  435.  170. 
481,  489,  366.  363,  367.  526p,  1333.  50 
use.  198:  E.O.  10402,  17  FH.  9917.  3 
CFR.  1952  Supp.  The  authority  to  pre- 
scribe load  line  regulations  is  In  sec. 
2,  45  Stat.  1493,  as  amended,  azkl  sec.  2, 
49  SUt.  888.  as  amended:  46  USC  85a, 
88a. 

Item  VII — Electrical  Engineering 

88.  The  proposed  changes  to  46  CFR 
110.10-1,  111.50-20.  111.60-10.  and 
111.65-45  are  intended  to  bring  these 
requirements  up  to  date  and  into  agree- 
ment with  reference  sUndards.  In  gen- 
eral, the  proposed  changes  do  not  Impose 
additional  requirements  on  Industry.  In 
some  cases  the  proposed  changes  will 
permit  wider  latitude  by  reducing  the  re- 
quirements governing  particular  installa- 
tions. 

89.  The  regulations  with  respect  to 
electrical  engineering  are  issued  under 
R.S.  4405.  as  amended,  and  4462,  aa 
amended:  46  USC.  375.  416.  These  reg- 
ulations interpret  or  apply  R  S.  4399,  as 
amended.   4400,   as   amended,   4417,   as 


amended,  4417a.  as  amended,  4418.  as 
amended.  4421,  as  amended,  4426,  as 
amended.  4427.  as  amended,  4433,  as 
amended.  4453.  as  amended,  4488,  as 
fiunended.  4491.  as  amended,  sec.  14.  29 
SUt.  690.  as  amended,  sec.  10.  35  Stat. 
428.  as  amended,  41  SUt.  305.  as 
amended,  sec.  5,  49  SUt.  1384.  as 
amended,  sees.  1  and  2.  49  SUt.  1544, 
1545,  as  amended,  sec.  3,  54  SUt.  347,  as 
amended,  sec.  3,  70  SUt.  152.  sec.  3. 
68  SUt.  675:  46  USC.  361,  362.  391,  391a, 
392,  399.  404.  405,  411,  435,  481,  489,  366, 
395,  363.  369,  367,  1333,  390b,  50  U.S.C. 
198:  E.O.  10402,  17  F.R.  9917;  3  CFR. 
1952  Supp. 

Item  VIII — Uninspected  Vessels 

MEASURING   LENGTH    OF    MOTORBOATS 

90.  It  is  proposed  to  revise  46  CFR 
24.10-17  by  adding  an  Interpretive  ruling 
concerning  the  measurement  of  the 
length  of  motorboats.  The  present  re- 
qulremenU  sUte  that  the  length  of  a 
motorboat  "shall  be  measured  from  end 
to  end  over  the  deck  excluding  sheer." 
This  regulation  is  subject  to  varying  and 
sometimes  conflicting  interpretations  in 
the  case  of  motorboats  of  open  construc- 
tion, or  which  are  partially  decked  over, 
or  have  more  than  one  deck.  The  pro- 
posed interpreUtion  will  standardize  the 
method  of  measurement,  without  regard 
to  decks.  It  will  provide  for  a  straight 
line  measurement  from  the  foremost 
part  of  the  vessel  to  the  aftermost  part 
of 'the  vessel,  measured  parallel  to  the 
centerllne. 

PORTABLE   riRB    CXTINGUISHKIIS  FOR    ALL 
MOTORBOATS 

91.  It  is  proposed  to  amend  48  CFR 
25.30-20  to  require  flre  extinguishers  on 
all  motorl)oats.  regardless  of  type  of  pro- 
pulsion or  construction.  The  basic 
change  in  the  regulations  will  be  to 
cancel  the  exemption  regarding  portable 
extinguishers  for  outboard  motorboats 
of  less  than  26  feet  in  length,  of  open 
construction,  and  not  carrying  passen- 
gers for  hire.  If  adopted,  this  means 
that  for  the  1962  boating  season  and  in 
the  future,  all  motorboats  (regardless  of 
construction  or  propulsion)  will  be  re- 
quired to  carry  portable  flre  extin- 
guishers. 

92.  It  Is  proposed  to  amend  46  CFR 
25.40-1,  regarding  ventilation  of  fuel 
Unk  compartments,  to  require  ventila- 
tion of  bilges  in  outboard  motorboats 
which  have  fuel  tanks  or  containers  in 
closed  compartments  in  the  hull.  This 
proposal  will  require  adequate  ventila- 
tion of  bilges  and  closed  compartments 
within  the  hulls  in  outboard  motorboats 
when  fuel  tanks  and  fuel  containers  are 
stowed  or  carried  on  board.  Coast  Ouard 
statistical  reports  on  boating  accidents 
for  the  period  from  March  1959  to  June 
1961  show  that  42  outboard  motorboats 
experienced  flre  or  explosion  of  fuel" 
type  casualties.  A  study  of  the  Individ- 
ual reports  indicates  that  the  introduc- 
tion of  the  'portable  ■  tanks,  pressure 
feed,  plastic  fuel  lines,  batteries  and 
generators,  has  materially  Increased  the 
hazards  from  flre  and  explosion  in  out- 
board motorboats.  These  potentlaUy 
hazardous  items  were  normally  not 
carried  in  outboard  motorboaU  prior  to 
the  introduction  and  accepted  use  of  the 
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detached  fuel  tank,  llierefore,  until 
recently  there  was  no  need  for  any 
ventilation  requirements  for  fuel  tank 
compartments  in  outboard  motorboats  as 
fuel  tanks  were  integral  with  the  motors 
and  carried  outside  the  hulls  of  the 
vessels. 

93.  The  authority  to  prescribe  regula- 
tions regarding  uninspected  vessels 
•  motorboats)  is  in  R.S.  4405,  as  amended, 
4462.  as  amended,  and  sees.  8,  17,  54 
Stat.  165,  as  amended.  166,  as  amended; 
46  use.  375.  416,  526g.  526p.^ 

Item  IX — Artificial  Islands  and  Fxxkd 
Structures  on  the  Outer  Continental 
Shelf 

94.  It  is  proposed  to  amend  33  CFR 
143  05-1.  143.05-5,  and  143.05-10  regard- 
ing emergency  means  of  escape  from 
artiflcial  islands  and  flxed  structures. 
These  proposals  were  initiated  as  a  re- 
sult of  the  recommendations  by  the  Ma- 
rine Board  of  Investigation  which  inves- 
tigated an  explosion  and  flre  on  the 
•  Offshore  Platform  Tlmbalier  Block  134- 
01."  Oulf  of  Mexico,  July  26,  1959.  with 
loss  of  life.  It  was  the  opinion  of  the 
Board  as  a  result  of  the  casualty  that 
present  regulations  regarding  means  of 
escape  required  clariflcation.  Tlie  Board 
determined  that  in  this  casualty  there 
was  only  one  means  of  escape  from  the 
quarters  level  to  the  rig  floor  but  that 
there  were  two  flxed  sUirways  from  the 
rig  floor  to  the  surface  of  the  water. 
Since  the  terminology  of  the  oil  industry 
describes  the  platform  as  the  structure 
on  which  the  drilling  rig  and  equipment 
are  placed,  this  platform  had  two  means 
of  escape.  Therefore,  the  purpose  of  this 
proposal  is  to  amend  regulations  so  that 
two  means  of  escape  are  required  from 
each  level  to  the  surface  of  the  water. 
These  proposals  were  considered  and  en- 
dorsed by  the  National  Offshore  Oper- 
ations Panel  at  its  meeting  on  February 
7.  1961.  at  Washington,  D.C. 

95.  The  authority  to  prescribe  regula- 
tions regarding  artiflcial  islands  and 
fixed  structures  is  in  sec.  633,  63  SUt, 
545:  14  U.S.C.  633,  These  regulations 
interpret  or  apply  sec.  4,  67  SUt.  462; 
43  use.  1333. 

Dated:  January  12, 1962. 

[SEAL]  J.  A.  HlRSKrnLD, 

Vice  Admiral.  U.S.  Co<ut  Quard, 
Acting  Commandant. 

|FR,    Doc.    82-731:    Piled.    Jan.    22,    1063; 
8:60  n.m  I 
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DEPARTMENT  OF  A6RICULTURE 

Agricultural  Marketing  S*rvic« 

[  7  CFR  Part  26  ] 

GRAIN  SORGHUM 

Official  Grain  Standordt  of  th«  United 
States;  Notic*  of  Proposed  Rul« 
Making 

Correction 

In  F.R.  Doc.  62-368  appearing  at  page 
409  of  the  issue  for  Saturday.  January 
13. 1962,  the  Uble  in  S  36.553  la  ooneoted 


"     PIDERM  REGISTER 

by  changing  the  second  entry  under  the 
Percent  column  headed  "Heat-damaged 
kernels"  to  read  ".5". 
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[9  CFR  Part  201] 

REGULATIONS  UNDER  PACKERS  AND 
STOCKYARDS  ACT 

Notice  Thot  Amendments  to  Registra- 
tion and  Bonding  Regulations  and 
Related  Regulations  Are  Under 
Consideration 

On  September  28,  1961,  there  was 
published  in  the  Federal  Register  (26 
FH.  9136).  a  notice  that  consideration 
was  being  given  as  to  whether  certain 
regulations  under  Uie  Packers  and 
Stockyards  Act  (9  CFR  Part  201)  should 
be  amended  or  revised  in  view  of  the 
changes  in  current  marketing  conditions 
and  the  1958  amendment  to  the  Act 
which  extended  the  scope  of  the  Act  in 
certain  respects.  The  notiflcation  in- 
vited any  Interested  persons  who  wished 
to  do  so  to  submit  proposals  with  respect 
to  changes  in  5§  201.10  to  201.13,  in- 
clusive, concerning  registrations,  and 
18  201.29  to  201.34  inclusive,  concerning 
market  agency  and  dealer  bonds  (9  CFR 
201.10-201.13.  201.29-201.34). 

Recommendations  which  have  been 
received  from  interested  persons,  if 
adopted,  may  require  changes  or  revi- 
sions in  regiilations  other  than  those 
specified  in  the  notice  of  September  28, 
1961.  Bpeclflcally  those  regulations 
which  may  require  changes  are  §§  201.59, 

201.60.  201.61.  201.66,  201.67.  201.68, 
201.70,  and  201.81,  concerning  cerUin 
trade  practices  and  services  of  persons 
subject  to  the  Act  (9  CFR  201.59.  201.60, 

201.61,  201.66,  201.67,  201.68,  201.79,  and 
201.81). 

Any  interested  person  who  wishes  to 
submit  proposals  and  the  reasons  there- 
for, or  comments  with  respect  to  these 
regulations  may  do  so  by  flling  them 
with  the  Director.  Packers  and  Stock- 
yards Division.  Agricultural  Marketing 
Service.  United  SUtes  Department  of 
Agriculture,  Washington  25.  D.C.  not 
later  than  30  days  after  publication 
hereof  in  the  Fbdkral  Reoistir.  The 
time  for  filing  proposals  with  respect  to 
II  301.10-aOl.lS  and  201.29-201.34  is 
hereby  extended  for  the  same  period. 
Cc^ies  of  the  present  regulations  may  be 
obtained  on  request  from  the  Director. 
If  it  is  decided  after  consideration  of  all 
proposals  and  comments  received  pur- 
suant to  this  notice  and  consideration  of 
all  other  relevant  matters  that  the  regu- 
lations should  be  amended  a  notice  of 
proposed  rule-making  will  be  published 
in  the  ftDBRAL  Rigister  setting  forth  any 
specific  proposed  amendments.  At  that 
time  all  Interested  persons  will  have  an 
opportunity  to  submit  their  views  on  such 
proposed  amendments. 

Done  at  Washington,  D.C.  this  17th 
day  of  January  1962. 

CLARBNCI  H.  GniARD, 

JWrector, 
Packert  and  Stockyards  Division. 

IVA.   Doa   ea-70Vt    Piled.    Jan.    92,    1963; 
•:46  a.m.] 


Agricultural  Stobilization  ond 
Conservotion  Service 

17  CFR  Port  1064'] 

[Docket  No.  AO-aS-Aao  and  AO-23-Aa9] 

MILK  IN  GREATER  KANSAS  CITY 

MARKETING  AREA 

Decision  en  Proposed  Amendments  to 

Tentative     Marketing     Agreement 

and  to  Order 

Correction 

In  P.R.  Doc.  61-12366,  appearing  at 
page  12710  of  the  issue  for  Friday,  De- 
cember 29,  1961,  the  following  words 
should  be  inserted  immediately  preced- 
ing the  signature  of  James  T.  Ralph: 
"Signed  at  Washington.  D.C,  December 
22,  1961.". 

DEPARTMENT  OF  LABOR 

Wage  and  Hour  Division 
[  29  CFR   Part  541  1 

EXECUTIVE,   ADMINISTRATIVE  AND 

PROFESSIONAL  EXEMPTIONS 

Notice  of  Proposed  Rule  Making 

Section  13(a)(1)    of  the  Pair  Labor 
Standards  Act  of  1938  (29  U.S.C.  213(a) 
( 1 ) ) ,  provides  an  exemption  from  the 
minimum  wage  and  overtime  require- 
ments of  the  Act  for  any  employee  em- 
ployed in  a  bona  flde  executive,  adminis- 
trative, or  professional  capacity.     The 
Administrator  of  the  Wage  and  Hour  and 
Public  Contracts  Divisions  of  the  De- 
partment of  Labor  is  authorized  to  de- 
flne  and  delimit  these  terms.    The  regu- 
lations   established    pursuant    to    this 
authority  are  conUined  In  29  CFR  Part 
541.    These  regulations  provide,  among 
other  things,  that  no  person  shall  be 
considered  a  bona  flde  executive  if  he 
is  paid  less  than  $80  a  week  on  a  salary 
basis  ($55  a  week  if  employed  in  Puerto 
Rico  or  the  Virgin  Islands) ,  and  that  no 
person  shall  be  considered  a  bona  flde 
administrative  or  professional  employee 
if  he  is  paid  less  than  $96  a  week  on  a 
salary  or  fee  basis  ($70  a  week  if  em- 
ployed  in  Puerto  Rico  or  the  Virgin 
Islands).     These  regulations  also  con- 
tain special  provisions  for  such  employ- 
ees who  are  paid  $125  a  week  or  more. 
The  widespread  increases  in  wage  and 
payroll  levels  which  have  taken  place 
since  these  salary  tests  were  esUblished 
in  February.  1959.  indicates  that  con- 
sideration should  be  given  to  further 
changes  of  these  rates. 

Accordingly,  notice  is  hereby  given  of 
proceedings  to  be  held  on  Monday, 
March  26,  1962,  at  10  o'clock  ajn.,  in 
Conference  Room  B.  DepartmenUl 
Auditorium.  Constitution  Avenue,  be- 
tween 12th  and  14th  Streets  NW.,  Wash- 
ington. D.C,  before  Hearing  Examiner, 
Clifford  P.  Orant,  at  which  time  in- 
terested persons  may  submit  oral  data, 
views,  or  argtunents  on  the  following 
question:  What,  if  any.  changes  should 
be  made  in  29  CFR  641.1(f).  641.2(e). 
and  541.3(e)  with  respect  to  the  level 

*  Formerly  Part  918. 
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of  the  8«UiiM  or  fees  prerequisite  to 
the  exemption  from  the  minimum  wage 
and  overtime  requirement*  of  the  Act 
for  executive,  adrntqlstratiye.  and  pro- 
fessional empk>yeea  who  are  engaged  In 
commerce  or  In  the  production  of  goods 
for  commerce?  Similar  proceedings  on 
this  question  as  It  pertains  to  employees 
In  Puerto  Rico  and  the  Virgin  Islands 
will  be  held  beginning  April  9.  1962.  at 
10  o'clock  ajn..  on  the  seventh  floor  of 
the  Condomlnio  San  Alberto  Building. 
Santurce.  Puerto  Rioo. 

All  persons  wishing  to  be  heard  on  the 
above  question  shall  file  with  the  Ad- 
ministrator of  the  Wage  and  Hour  and 
Public  Contracts  revisions.  United  States 
Department  of  Labor.  14th  Street  and 
Constitution  Avenue  NW..  Washington 
25.  D.C..  not  later  than  February  28. 
1962,  notice  of  Intention  to  appear  which 
shall  contain  the  following  information : 

1.  Name  and  address  of  the  person 
appearing. 

2.  If  such  person  is  appearing  in  a 
representative  capacity,  the  name  and 
address  of  the  persons  or  organization 
he  is  representing. 

3.  Whether  he  is  appesu-ing  in  support 
of  a  change  in  the  salary  or  fee  levels 
and.  If  so,  the  nature  of  the  change 

4.  The  approximate  length  of  time  he 
will  need  for  his  presentation. 

Written  data,  views,  or  argiunents  may 
be  filed  at  the  above  address  in  lieu  of 
I)ersonal  appearances  at  any  time  prior 
to  or  at  the  oral  proceedings. 

In  ccmnectlon  with  the  question  pre- 
sented above,  interested  persons  are  re- 
quested to  submit  prior  to  or  at  the  oral 
proceedings  the  following  kinds  of  data : 

1.  Salaries  or  fees  currently  paid  to 
executive,  administrative,  and  profes- 
sional employees,  including  entrance 
and  F"*"*™"™  salaries  and  fees  and 
ranges  of  scdary  and  fee  rates. 

2.  Entrance  salaries  and  fees  paid  to 
trainees  and  Junior  executive,  adminis- 
trative, and  professional  employees. 

3.  Wages,  salaries  and  fees  of  other 
white  collar  workers,  such  as  typists, 
stenographers,  secretaries,  clerks,  ac- 
counting clerks,  payroll  clerks,  book- 
keepers, and  accountants  of  various 
grades. 

4.  Changes  In  executive,  administra- 
tive and  professional  salary  and  fee  levels 
since  1958  and  1955. 

5.  Identification  of  the  localities,  type 
of  communities,  and  industries  for  which 
data  is  presented. 

The  oral  proceedings  shall  be  steno- 
graphicaUy  reported.  Transcripts  wiH 
be  made  available  to  interested  persons 
on  such  terms  as  the  hearing  examiner 
Shan  prescribe.  The  hearin?  examiner 
shall  regulate  the  proceedings,  dispose  of 
procedural  requests,  objections,  and  re- 
lated matters  and  confine  the  proceed- 
ings to  matters  pertinent  to  those  herein- 
above stated.  He  shall  have  discretion 
to  keep  the  record  open  after  the  close 
of  the  hearing  to  permit  any  person  who 
participated  in  the  oral  prenntatlon  to 
satxnlt  additional  data,  views,  and  argu- 
ments responsive  to  the  oral  presenta- 
tions made  by  other  persons.  After  the 
record  has  been  closed,  th*  bearing  ex- 
aminer shall  certify  it  to  me  after  which 


PtOPOSEO  RULE  MAKING 

I  will  make  any  appropriate  changes  In 
29  CPR  Part  541. 

Signed  at  Washington.  DC.  this  17th 
day  of  January  1963. 

Clarencx  T  Lumihjui.st, 

Administrator. 

[F  R     Doc.    62  698;     Piled.    Jan.    22,     1962; 
8:46  am  | 


I  29  CFR  Ports  602,  603,  657  1 

I  Administrative  Order  No  560  ] 

REVIEW  COMMITTEES  FOR  VARIOUS 
INDUSTRIES  IN  PUERTO  RICO 

Appointment;   Convention;   Notice  of 
Hearings 

Pursuant  to  section  5  of  the  Pair  Labor 
Standards  Act  of  1938  (29  US.C.  205), 
Reorganization  Plan  No.  6  of  1950  (3 
CFR  1949-53  Cc«np.,  p.  1004) .  and  para- 
graph (C)  of  proviso  «1)  of  subsection 
6(c)  of  the  aforementioned  Act,  as 
amended  by  the  Fair  Labor  Standards 
Amendments  of  1961  (sec.  5(c).  75  Stat. 
67) .  I  hereby  appoint  Review  Committee 
3-A  for  the  Fabric  and  Leather  Glove 
Industry  in  Puerto  Rico;  Review  Com- 
mittee 3-B  for  the  Leather,  Leather 
Goods,  and  Related  Products  Industry  in 
Puerto  Rico;  and  Review  Committee  4 
for  the  Tobacco  Industry  in  Puerto  Rico 
to  recommend  the  minimum  rate  or 
rates  to  be  paid  under  paragraph  (C)  of 
proviso  (1)  of  subsection  6(c)  of  the 
aforementioned  Act  In  lieu  of  those  pro- 
vided under  paragraph  (A)  of  proviso 
(1)  to  employees  in  the  designated  In- 
dustries. 

The  definitions  of  the  industries  for 
which  review  committees  are  appointed 
by  this  order  are  set  forth  below. 

The  Fabric  and  Leather  Glove  Indus- 
try in  Puerto  Rico  (29  CFR  Part  603) 
is  defined  as  follows: 

The  manufacture  of  dress,  semidress. 
and  work  gloves  and  mittens  from  woven 
or  knit  fabric,  leather,  or  fabric  or 
leather  in  combination  with  any  other 
material:  Provided,  however.  That  the 
industry  shall  not  Include  the  manufac- 
ture of  knit  or  crocheted  gloves  and  mit- 
tens, sport  and  athletic  gloves  and  mit- 
tens, or  rubber  gloves  and  mittens. 

The  Leather.  Leather  Goods,  and  Re- 
lated Products  Indiistry  in  Puerto  Rico 
(29  CFR  Part  802)  is  defined  as  follows: 
The  curing,  taruiing,  or  other  proc- 
essing of  hides,  skins,  leather,  or  furs, 
and  the  manufacture  of  products  there- 
from; the  manufacture  from  artificial 
leather,  fabric,  plastics,  paper  or  paper- 
board,  or  similar  materials  of  trunks, 
suitcases,  brief  cases,  wallets,  billfolds, 
coin  purses,  card  cases,  key  cases,  cig- 
arette cases,  watch  straps,  poiKhes.  tie 
cases,  toilet  kits,  checkbook  covers,  sport 
and  athletic  gloves  and  mittens,  belts 
(except  fabric  belts),  and  like  articles; 
and  the  manufacture  of  baseballs,  soft- 
balls,  footballs,  and  basketballs  covered 
with  leather,  artificial  leather,  fabric, 
plastics,  or  similar  materials:  Provided, 
however.  That  the  industry  shall  not  in- 
clude any  product  or  activity  Included 
In  the  button.  Jewelry,  and  lapidary  work 
industry  in  Puerto  Rico  (29  CFR  Part 
616).  the  chemical,  petroleum,  rubber. 


and  related  products  industry  in  Puerto 
Rico  (29  CFR  Part  670) ,  the  needlework 
aiui  fabricated  textile  products  industry 
In  Puerto  Rico  (29  CFR  Part  612).  the 
fabric  and  leather  glove  industry  (29 
CFR  Part  603 ) .  or  the  shoe  and  related 
products  Industry  (29  CFR  Part  601). 

The  Tobacco  Industry  in  Puerto  Rico 
(29  CFR  Part  657)  is  defined  as  follows: 

The  processing  of  leaf  tobacco,  includ- 
ing, but  without  limitation,  the  grading, 
fermenting,  stemming,  chopping,  pack- 
ing, storing.  dryix\g,  and  handling  of 
tobacco:  and  the  manufacture  of  ciga- 
rettes, cigars,  cheroots,  httle  cigars, 
snuff,  chewing  tobacco,  and  smoking 
tobacco. 

Pursuant  to  section  8  of  the  Fair  Labor 
Standards  Act  of  1938  (29  U.S.C.  208), 
Reorganization  Plan  No.  6  of  1950  (3 
CFH  1949-53  Comp..  p.  1004).  and  the 
Fair  Labor  Standards  Amendments  of 
1961  (sec.  5(c)  (3),  75  SUt.  69;,  I  hereby: 

(1)  Convene  each  of  the  above- 
appointed  review  committees ; 

(2)  Refer  to  each  of  these  review  com- 
mittees the  question  of  the  minimimi 
rate  or  rates  of  wages  to  be  fixed  for  the 
industry  with  which  It  is  concerned; 

(3)  Give  notice  of  the  hearing  to  be 
held  by  each  of  them  at  the  times  and 
places  indicated  below.  Each  review 
committee  shall  investigate  conditions 
in  its  industry,  and  each  review  com- 
mittee, or  any  authorized  subcommittee 
thereof,  shall  hear  such  witness  and  re- 
ceive such  evidence  as  may  be  necessary 
or  appropriate  to  enable  the  committee 
to  perform  Its  duties  and  functions  under 
the  aforementioned  Act.  Each  review 
committee  shall  recommend  to  the  Ad- 
ministrator the  highest  minimum  wage 
rates  which  It  determines,  having  due 
regard  to  economic  and  competitive  con- 
ditions, will  not  substantially  curtail 
employment  in  its  industry,  and  will  not 
give  aiyr  Industry  in  Puerto  Rico  a  com- 
petitive advantage  over  any  Industry  In 
the  United  States  outside  of  Puerto  Rico, 
the  Virgin  Islands,  and  American  Samoa. 

Review  Committee  3-A  shall  meet  in 
executive  session  to  commence  its  Inves- 
tigation at  10:00  a.m.  on  March  5,  1962, 
in  the  office  of  the  Wage  and  Hour  and 
Public  Contracts  Divisions.  United  States 
Department  of  Labor,  seventh  floor,  Con- 
domlnio San  Alberto  Building,  1200 
Ponce  de  Leon  Avenue,  Santurce,  Puerto 
Rico,  and  shall  commence  its  hearing  at 
2:00  p.m..  on  the  same  date  at  the  same 
place.  Following  the  hearing  of  Review 
Committee  3-A.  Review  Committee  3-B 
shall  meet  at  the  aforementioned  oflBce 
of  the  Wage  and  Hour  jmd  Public  Con- 
tracts Divisions  at  an  hour  designated 
by  its  chairman  to  conduct  its  investiga- 
tion and  hold  its  hearing.  Review  Com- 
mittee 4  shall  meet  in  executive  session 
to  commence  Its  investigation  at  10:00 
a.m..  on  March  21,  1962,  in  the  afore- 
mentioned office  of  the  Wage  and  Hour 
and  Public  Contracts  Divisions,  and  shall 
commence  its  hearing  at  2:00  on  the 
same  date  at  the  same  place. 

Whenever  any  review  committee  finds 
that  a  higher  minimum  wage  may  be 
determined  for  employees  engaged  in 
certain  activities  or  in  the  manufacture 
of  certain  products  in  an  industry  than 
may  be  determined  for  other  employees 
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Tuesday,  January  23,  1962 

in  that  industry,  the  oommittee  shall 
recommend  such  reasonable  dassiflea- 
tions  within  that  industry  as  it  deter- 
mines to  be  necessary  for  the  purpose  of 
fixing  for  each  classification  the  highest 
minimum  wage  rate  that  can  be  deter- 
mined for  it  under  the  principles  set 
forth  herein  which  will  not  give  a  oom- 
pctitive  advantage  to  any  group  in  the 
industry.  No  classification  shall  be 
made,  however,  and  no  tninimnm  wage 
rate  shall  be  fixed  solely  on  a  regional 
basis  or  on  the  basis  of  age  or  sex.  In 
determining  whether  there  should  be 
classifications  within  an  industry,  In 
making  such  classifications,  and  in  deter- 
mining the  minimum  wage  rates  for  such 
classifications,  each  review  committee 
shall  consider,  among  other  relevant 
factors,  the  following:  (1)  Competitive 
conditions  as  affected  by  tran^mrtation, 
living,  and  production  costs;  (2)  wages 
established  for  work  of  like  or  compara- 
ble character  by  collective  labor  agree- 
ments negotiated  between  employers  and 
employees  by  representatives  of  their 
own  choosing;  and  (3)  wages  paid  for 
work  of  like  or  comparable  character 
by  employers  who  volimtarlly  maintain 
minimum  wage  standards  in  the 
industry. 

The  Administrator  shall  prepare  an 
economic  report  containing  such  data  as 
he  is  able  to  assemble  pertinent  to  the 
matters  referred  to  the  committees. 
Copies  of  the  report  may  be  obtained  at 
the  National  and  Puerto  Rican  Offices  of 
the  United  States  Departanent  of  Labor 
as  soon  as  they  are  comiHeted  and  prior 
to  the  hearing.  Each  committee  will 
take  official  notice  of  the  facts  stated  In 
the  economic  report  to  the  extent  they 
are  not  refuted  by  evidence  received  at 
the  hearing. 

The  procedure  of  each  review  commit- 
tee shall  be  governed  by  Part  512  of 
Title  29,  Code  of  Federal  Regulations  (26 
F.R.  4636.  5421). 

As  a  prerequisite  to  participation  in 
the  hearings  of  Review  Committees  3-A 
and  3-B,  interested  persons  shall  file 
prehearing  statements  containing  the 
data  specified  in  29  CPR  512.11,  511.8 
(26  F.R.  4636.  6513)  not  later  than 
February  23,  1962,  and  as  a  prerequisite 
to  participation  In  the  hearing  of  Re- 
view Committee  4,  interested  persons 
shall  file  such  prehearing  statements  not 
later  than  March  12, 1962. 

Signed  at  Washington.  D.C.,  this  17th 
day  of  January  1962. 

ARTHtni  J.  GouBnc. 
Secretary  of  Labor 

[FR.    Doc.    62-734;     Piled.    Jan.    22,    1962; 
8:50  a.in.I 


FEDERAL  AVIATION  AGENCY 

[  14  CFR  Part  602  ] 

I  Airspace  Docket  No.  61~WA-191  ] 

JET  ADVISORY  AREAS 

Proposed  Alteration  of  Jef  Routes  and 
Jet  Advisory  Area 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (14  CFR 
409.13),  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  is  conyBiderlng 
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lents  to  S§  602.100  and  602.200  of 
the  regulations  of  the  Administrator. 
the  wihstance  of  which  is  stated  below. 

Jet  Route  No.  6  extends  in  part  from 
Prescott,  Ariz.,  to  Albuquerque.  N.  Mex.. 
via  Grants,  N.  Mex.  Jet  Route  No.  78 
extoids  in  part  from  Prescott  to  Albu- 
querque. The  FAA  has  vmder  considera- 
tion the  alteration  of  J-€  by  designating 
the  route  direct  from  the  Prescott 
VORTAC  to  the  Albuquerque  VORTAC, 
thus  eliminating  the  Grants  VOR  from 
the  deacription  of  J-6.  This  alteration 
of  J-6  would  then  coincide  with  J-78 
between  Prescott  and  Albuquerque. 

Jet  Route  No.  24  extends  in  part  from 
Gila  Bend.  Aria.,  to  Las  Vegas,  N.  Mex., 
▼la  Phoenix,  Ariz.,  Grants,  N.  Mex.,  and 
Albiiquerque.  Radar  jet  advisory  area 
is  presently  designated  within  16  miles 
either  side  of  J-24  from  flight  level  240 
to  flight  level  390  from  Phoenix  to  Albu- 
querque and  from  Indianapolis.  Ind..  to 
Charleston,  W.  Va.  The  Agency  has 
under  consideration  the  alteration  of  the 
segment  of  J-24  between  Grants  and  Las 
Vegas  by  designating  this  route  direct 
from  the  Grants  VOR  to  the  Las  Vegas 
VORTAC.  This  would  eliminate  the 
Albuquerque  VORTAC  from  the  descrip- 
tion of  J-24  and  provide  a  bypass  route 
nmrth  of  the  Albuquerque  terminal  area. 
In  addition,  the  Agency  has  under  con- 
sideration the  designation  of  radar  jet 
advisory  area  from  the  Gila  Bend 
VORTAC  to  the  Phoenix  VORTAC  and 
from  the  Grants  VOR  to  the  Indianap- 
olis VORTAC  16  miles  either  side  of  J-24 
from  flight  level  240  to  flight  level  390. 
The  radar  jet  advisory  area  proposed 
herein  would  provide  a  defined  area 
along  J-34  wherein  jet  advisory  service 
would  be  provided  to  civil  turbojet  air- 
craft 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Chief,  Air- 
space Utilization  Division,  Federal  Avia- 
tion Agency.  Washington  25,  D.C.  All 
communications  received  within  forty- 
flve  days  after  publication  of  this  notice 
In  the  FtontAL  Register  will  be  consid- 
ered before  action  is  taken  on  the  pro- 
posed amendment.  No  public  hearing  is 
contemplated  at  this  time,  but  arrange- 
ments for  informal  conferences  with 
Federal  Aviation  Agency  officials  may  be 
made  by  contacting  the  Chief.  Airspace 
Utilization  Division.  Any  data,  views  or 
arguments  presented  during  such  con- 
ferences must  also  be  submitted  in  writ- 
ing In  aeeordance  with  this  notice  in 
order  to  become  part  of  the  record  for 
consideration.  The  proposal  contained 
In  this  notice  may  be  changed  in  the  light 
of  comments  received. 

The  official  Docket  will  be  available  for 
examination  by  interested  persons  at  the 
Docket  Section,  Federal  Aviation  Agency, 
Room  C-226,  1711  New  York  Avenue 
NW.,  Washington  25,  D.C. 

This  amendment  is  proposed  imder 

section  307(a)  of  the  Federal  Aviation 

Act  of  1958  (72  Stat.  749;  49  XJS.C.  1348). 

Issued  in  Washington,  D.C,  on  January 

16,  1962. 

Charles  W.  Carhodt, 
Chief,  Airspace  Utilization  Division. 

[FJl.    DOO.    «a-«84:    FUed.    Jan.    22,    1962; 
8:45    s.m.] 
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FEDERAL  COMMUNICATIONS 
COMMISSION 

[  47  CFR   Part  3  ] 

[Docket   No.    14486    (RM-295):    PCC   62-92] 

TELEVISION  BROADCAST  STATIONS 
(ELMIRA,  NEW  YORK) 

Table  of  Assignments;  Notice  of 
Proposed  Rule  Making 

1.  Notice  is  hereby  given  of  rule  mak- 
ing in  the  above-entitled  matter. 

2.  The  Commission  has  before  it  a 
petition  for  rule  making,  filed  November 
16,  1961,  by  the  National  Educational 
Television  and  Radio  Center  (NET) ,  pro- 
posing that  television  Channel  30.  now 
assigned  to  Elmira,  New  York,  be  reas- 
signed to  Elmira  and  Corni9g,  New  York, 
jointly  for  non-commercial  educational 
use.  The  proposal  would  amend  the  tele- 
vision Table  of  Assignments  as  follows: 


CUy 

Channel  No. 

PrPsent 

Proposed 

Elmira.  N.Y 

18+.  24-.  30 

18+,  24- 
•30 

Comlng-Elmira,  N.Y... 



3.  Station  WSYE-TV  operates  on 
Channel  18  at  Elmira.  a  city  with  a  1960 
population  of  48,517  in  southcentral  New 
York.  There  are  no  outstanding  author- 
izations for  the  other  Elmira  television 
channel  assignments,  and  no  applica- 
tions are  on  file  for  their  use.  In  the 
outstanding  Binghamton,  New  York, 
detntermixture  proceeding  in  Docket  No. 
14243.  the  Commission  is  considering  a 
proposal  to  make  Binghamton  all  UHF 
and  to  make  an  additional  UHF  assign- 
ment available  to  Binghamton  by  shift- 
ing Channel  24  from  Elmira  to  Bing- 
hamton. A  replacement  for  Channel 
24  at  Elmira  was  not  proposed,  for,  un- 
less an  active  interest  is  manifested,  we 
find  it  desirable  in  the  public  interest  to 
defer  action  on  making  available  substi- 
tute UHF  channels  until  decisions  are 
reached  in  Docket  No.  14229  concerning 
the  future  methods  of  assigning  sta- 
tions on  UHF  channels. 

4.  Coming,  with  a  1960  population  of 
17,085,  is  situated  less  than  15  miles  to 
the  west  of  Elmira.  Although  it  has  been 
assigned  no  television  channels  in  the 
Table  of  Assignments,  Elmira's  channel 
assignments  are  also  available,  upon  ap- 
plication, for  use  at  Coming  pursuant  to 
§  3.607(b)   of  the  rules. 

5.  NET'S  subject  proposal  would  pro- 
vide the  Coming-Elmira  area  with  its 
first  non-commercial  educational  assign- 
ment. It  appears  from  NET'S  petition 
that  the  proposal  also  holds  promise  of 
bringing  a  needed  and  valuable  first  edu- 
cational television  service  to  the  area  in 
the  near  future.  NET  states  that,  upon 
its  adoption,  a  non-profit  educational 
organization  will  be  formed  to  own  and 
operate  an  educational  station  on  Chan- 
nel 30  and  to  take  immediate  and  effec- 
tive steps  toward  the  realization  of  that 
objective.  It  claims  that  there  is  a 
strong  desire  in  the  Coming-Elmira  area 
for  an  educational  television  station  to 
serve  in-school  and  community  educa- 
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tional  and  cultural  needs;  that  the 
Corning  City  School  District  plans  to 
take  an  active  role  In  the  development 
of  educational  television  In  the  area: 
and  that  the  plans  for  a  UHF  educational 
television  station  are  supported  by  other 
local  educational  and  civic  organizations, 
including  public  and  private  schools,  col- 
leges, administrators,  and  teachers.  It 
also  notes  that  the  New  York  State  Ed- 
ucation Department  is  desirous  of  hav- 
ing a  regionsd  educational  television  sta- 
tion in  the  area. 

6.  We  are  of  the  view  that  rule  making 
should  be  instituted  on  NETs  proposal, 
and  Interested  parties  are  invited  to  sub- 
mit their  views  and  relevant  data. 

7.  Authority  for  the  adoption  of  the 
amendments  proposed  herein  is  con- 
tained in  sections  4<i).  303,  and  307(b) 
of  the  Communications  Act  of  1934,  as 
amended. 

8.  Pursuant  to  applicable  procedures 
set  out  in  5  12 13  of  the  Commission's 
rules,  interested  persons  may  file  com- 
ments on  or  before  February  19,  1962, 
and  reply  comments  on  or  before  March 
5,  1962.  In  reaching  its  decision  herein, 
the  Commission  will  not  be  limited  to 
consideration  of  comments  of  record,  but 
will  take  into  account  all  relevant  in- 
formation obtained  in  any  manner  from 
Informed  sources. 

9.  In  accordance  with  the  provisions 
of  §  1.64  of  the  rules,  an  original  and  14 
copies  of  all  written  comments  and  state- 
ments shall  be  furnished  to  the  Commis- 
sion. 

Adopted:  January  17,  1962. 

Released:  January  18, 1962. 

PlDCRAL   COMMTJNICATIONS 

ComcissiON, 

fSEALl  BkN   p.    WaPLE, 

Acting  Secretary. 

[PR.    Doc.     62-741;     FUed.    Jan.    22.     1962; 
8  51   a.in.| 


FEDERAL  TRADE  COMMISSION 

[  16  CFR   Part  62  1 

(Pile  No.  21-5431 

TRADE  PRACTICE   RULES  FOR   USED 
AUTOMOTIVE   PARTS  INDUSTRY 

Notice  of  Hearing  and  of  Opportunity 
To  Present  Views,  Suggestions  or 
Objections 

Opportunity  is  hereby  extended  by  the 
Federal  Trade  Commission  to  any  and  all 


persons,  firms,  corporatlorvs,  organiza- 
tions and  other  parties,  affected  by  or 
having  an  interest  In  the  proposed  trade 
practice  rules  for  the  Used  Automotive 
Parts  Industry  to  present  to  the  Com- 
mission their  views  concerning  said 
rules,  including  such  F>ertinent  informa- 
tion, suggestions,  or  objections  as  they 
may  desire  to  submit,  and  to  be  heard 
in  the  premises. 

For  this  purpose  copies  of  the  pro- 
posed rules  may  be  obtained  upon  re- 
quest to  the  Commission.  Such  views, 
information,  suggestions,  or  objections 
may  be  submitted  by  letter,  memoran- 
dum, brief,  or  other  communication,  to 
be  filed  with  the  Commission  not  later 
than  February  9,  1962.  Opportunity  to 
be  heard  orally  will  be  afforded  at  the 
hearing  beginning  at  10:30  a.m..  c  s.t  . 
on  Friday.  February  9.  1962,  in  the  Old 
Chicago  Room.  Sherman  Hotel.  North 
Clark  and  West  Randolph  Streets.  Chi- 
cago. Illinois,  to  any  such  persons,  firms, 
corporations,  organizations,  or  other 
parties,  who  desire  to  appear  and  be 
heard.  After  due  consideration  of  all 
matters  presented  in  writing  or  orally. 
the  Commission  will  proceed  to  final 
action  on  the  proposed  rules. 

The  industry  is  composed  of  the  per- 
sons, firms,  corporations  and  organiza- 
tions engaged  in  the  sale  or  distribution 
of  automotive  parts  which  have  been 
used,  or  which  contain  used  parts.  The 
term  "automotive  parts"  as  herein  used 
means  any  part  designed  for  an  automo- 
bile, truck,  motorcycle,  tractor  or  simi- 
lar self-propelled  vehicle,  including,  but 
not  limited  to,  armatures,  generators, 
starters,  carburetors,  clutches,  distribu- 
tors, connecting  rods,  crankshafts,  cylin- 
der blocks,  engine  assemblies,  fuel  pumps, 
brakes,  master  and  wheel  brake  cylin- 
ders, power  brakes,  shock  absorbers. 
starter  drives,  solenoids,  automatic 
transmissions,  regulators,  spark  plugs, 
springs,  windshield  wiper  motors  and 
water  pumps.  Automobile  tires  are  not 
products  of  the  industry. 

The  proceedings  are  directed  to  the 
elimination  and  prevention  of  certain 
acts  and  practices  deemed  violative  of 
statutes  administered  by  tlie  Federal 
Trade  Commission. 

Issued:  January  22,  1962. 

By  the  Commission. 

isEAL]  Joseph  W.  Shea. 

Secretary. 

(PR.    Doc.    62-776;     Piled,    Jan.    23,    1962; 
8  51    a  m  I 


DEPARTMENT  OF  THE  TREASURY 

Office  of  the  Secretary 

[AA  643.3-C] 

PORTLAND  CEMENT  FROM  THE 
DOMINICAN  REPUBLIC 

Determination  of  Sales  at  Less  Than 
Fair  Value 

Jakuary  8,  1962. 
A  complaint  wsis  received  that  Portland 
cement,  other  than  white,  ncmstaining 
Portland  cement,  from  the  Dominican 
Republic  was  t>eing  sold  In  the  United 
States  at  less  than  fair  value  within  the 
meaning  of  the  Antidimiping  Act  of  1921. 
I  hereby  determine  that  Portland  ce- 
ment, other  than  white,  nonstaining: 
Portland  cement,  from  the  Dominican 
Republic  is  being,  or  Is  likely  to  be,  sold 
at  less  than  fair  value  within  the  mean- 
ing of  section  201  (a)  of  the  Antidumping 
Act.  1921.  as  amended  (19 17.S.C.  160(a)). 
The  United  States  Tariff  Commission 
is  being  advised  of  this  detennination. 

Statement  of  reasons.  Sufficient  vol- 
ume was  sold  for  home  consumption  in 
the  Dominican  Republic  to  make  home 
market  price  the  basis  of  fair  value  com- 
parison with  purchase  price.  No  rela- 
tionship other  than  buyer-seller  existed 
between  the  United  States  purchaser  and 
the  seller. 

The  purchase  price  for  cement  in  bulk. 
sold  to  importers  in  New  York  City  and 
in  Puerto  Rico,  was  the  net  sales  price, 
f  o  b.  factory  pier;  no  deductions  or  ad- 
ditions were  required  to  find  purchase 
price.  Calculation  of  purchase  price  for 
cement  in  bags,  sold  only  In  Puerto  Rleo, 
involved  deductions  for  trucking,  stor- 
nce  on  pier,  and  selling  commission. 

Calculation  of  home  market  price  in- 
volved deductions  for  a  cash  discount, 
commission,  loading  costs,  and  the  as- 
sumption of  customers'  advertising  costs 
by  the  seller. 

Purchase  price  was  found,  in  all  cases. 
to  be  lower  than  home  market  price, 
until  late  July.  1961.  at  which  time  the 
prices  in  each  market  were  changed. 
After  July  28.  1961.  purchase  price  was 
found  to  be  not  less  than  home  market 
price. 

The  sole  importer  offered  evidence 
that  with  respect  to  all  shipments  made 
prior  to  July  28.  1961.  It  renegotiated 
the  purchase  price  which  it  had  paid 
to  the  seller  notwithstanding  that  these 
shipments  had  already  been  exported  to 
'it.  The  importer  also  offered  evidence 
that  on  the  basis  of  the  renegotiaUon 
It  had  paid  additional  sums  to  the  seller 
with  respect  to  these  shipments  and  that 
if  these  sums  were  considered  to  be  a 
part  of  the  purchase  price,  the  sales  of 
this  merchandise  could  not  be  consid- 
ered as  having  been  made  at  less  than 
fair  value.  While  no  conclusion  was 
reached  whether  evidence  of  this  type 
should  be  considered  in  determining  the 
existence  of  sales  at  less  than  foreign 


Notices 


mai^et  value  in  the  event  that  a  deter- 
mination of  dimiping  is  made,  it  was 
concluded  that  under  the  circumstances 
of  this  case  evidence  of  this  type  should 
not  be  considered  in  determining  the 
existence  of  likelihood  of  sales  at  less 
than  fair  value.  The  Importer  was  In- 
formed that  this  conclusion  was  with- 
out prejudice  to  its  right  to  offer  evi- 
dence on  these  matters  to  the  Tariff 
Commission  in  an  effort  to  prove  that 
importations  of  the  subject  commodity 
fran  the  Dominican  Republic  are  not 
injuring  or  are  not  likely  to  injure  an 
industry  in  the  United  States. 

This  determination  and  the  statement 
of  reasons  therefor  are  published  pur- 
suant to  section  201(c)  of  the  Anti- 
dumping Act,  1921,  as  amended  (19 
UJS.C.  160(c) ) . 

[SEAL]  James  A.  Rexd, 

Assistant  Secretary  of  the  Treasury. 

[m.    Doc.    62-738;     Piled,    Jan.     22,     1962; 
8:50  a.m.] 


DEPARTMEKT  OF  AGRICULTURE 

Office  of  the  Secretary 

IOWA 

Designotion  of  Areas  for  Emergency 
Loans 

For  the  purpose  of  making  emer- 
gency loans  pursuant  to  section  321(a) 
of  Public  Law  87-128  (7  U.S.C.  1961)  It 
has  been  determined  that  in  the  follow- 
ing counties  in  the  State  of  Iowa  natural 
disasters  have  caused  a  need  for  agricul- 
tural credit  not  readily  available  from 
commercial  banks,  cooperative  lending 
agencies,  or  other  responsible  sources: 

Iowa 


Adama. 

Allamakee. 

Appanoose. 

Benton. 

Black  Hawk. 

Bremer. 

Buchanan. 

Oedar. 

Chlekaiaw. 

Clarke. 

Clajrton. 

CUnton. 

Davla. 

Decatur. 

Delaware. 

Dee  Moines. 

Dabiique. 

Fayette. 

Henry. 

Howard. 

Iowa. 

Jackson. 


Jefferson. 

Johnson. 

Jones. 

Keokuk. 

Lee. 

Linn. 

Louisa. 

Lucas 

Madlaon. 

Mahaska. 

Monroe. 

Muscatine. 

Ringgold. 

Scott. 

Taraa. 

Taylor. 

Union. 

Van  Buren. 

Wapello. 

Washington. 

Wayne. 

Winneshiek. 


Pursuant  to  the  authority  set  forth 
above,  emergency  loans  will  not  be  made 
in  the  above-named  counties  after  June 
30.  19fi2,  except  to  applicants  who  pre- 
viously reedred  emergency  or  special 
Ihrestoek  loan  assistance  uid  who 'can 
quaUfy  wider  established  policies  and 
procedures. 


Done  at  Washington,  D.C.,  this  17th 
day  of  January  1962. 

Orville  L.  Frxekan', 
Secretarji. 

[P.R.    Doc.    62-710;     PUed.    Jan.    22,    'laCBi 
8:47  ajn.] 


TEXAS 


Designation  of  Areas  for  Emergency 
Loans 

For  the  purpose  of  making  emergency 
loans  pursuant  to  section  321(a)  of  Pub- 
lic Law  87-128  (7  U.S.C.  1961)  it  has 
been  determined  that  in  the  following 
counties  In  the  State  of  Texas  natural 
disasters  have  caused  a  need  for  agri- 
cultural credit  not  rejidlly  available  from 
commercial  banks,  cooperative  lending 
agencies,  or  other  responsible  sources: 


Hunt. 


Texas 

Rockwall. 


Pursuant  to  the  authority  set  forth 
above,  emergency  loans  wIH  not  be  made 
in  the  above-named  counties  after  June 
30.  1962.  except  to  applicants  who  pre- 
viously received  emergency  or  special 
livestock  loan  assistance  and  who  can 
qualify  imder  established  policies  and 
procedures. 

Done  at  Washington.  D.C.,  this  17th 
day  of  January  1962. 

Orville  L.  Freemak, 

Secretarjf. 

(PR.    Doc.    62-711;     Piled,    Jan.    22,    1962; 
8:47  a.m.) 


Rural  Electrification  Administration 

VARIOUS  OFFICIALS 

Delegations  of  Authority 

Pursuant  to  the  authority  delegated  by 
the  Secretary  of  Agriculture  to  the  Ad- 
ministrator, Rural  Electrification  Ad- 
ministration, by  sections  116  and  1500  of 
the  Delegations  of  Authority  and  Assign- 
ment of  Functions  dated  December  24. 
1953.  effective  January  2.  1954  (19  F.R. 
74) .  as  amended  made  pursuant  to  Re- 
organization Plan  No.  2  of  1953  and  other 
authorizations,  the  following  delegations 
of  authority  have  been  made; 

A.  Authority  has  been  delegated  to  the 
officials  listed  below  to  exercise,  in  the 
absence  of  the  Administrator,  and  in  the 
following  order  of  precedence,  any  pow- 
ers of  the  Administrator: 

1.  Deputy  Administrator. 

2.  Assistant  Administrator — Opera- 
tions. 

3.  Assistant  Administrator — Electric, 
designated  to  direct  the  electric  program. 

4.  Assistant  Administrator— Telephone, 
designated  to  direct  the  telephone  pro- 
gram. 

5.  Such  other  official  as  shall  be  desig- 
nated by  the  Administrator. 


670 


NOTICES 


Tuesday,  January  23,  1962 


FEDERAL  REGISTER 


€71 


B  Authority  has  been  delegated  to  the 
Deputy  Administrator  to  approve  or 
execute: 

1.  REA  bulletins  and  staff  instructions 
involving  more  than  one  program  except 
those  establishing  policy. 

2  Agreements  or  contracts  covering 
management  or  operations  services  be- 
tween telephone  and  electric  borrowers. 

3.  Agreements  between  REA  electric 
and  telephone  borrowers  for  the  general 
joint  use  of  facilities. 

4.  In  addition,  independently,  all  mat- 
ters and  documents  as  to  which  authority 
to  approve  or  execute  is  conferred 
upon  others  in  paragraphs  C  through  Z 
hereof.. 

C.  Authority  has  been  delegated  to  the 
Assistant  Administrator — Electric,  to  ap- 
prove or  execute  for  electric  borrowers: 

1.  REA  bulletins  and  staff  instructions 
for  the  electric  program  except  those 
establishing  policy. 

2.  Action  concerning  disapproval  of 
the  selection  of  a  manager  or  an  attorney 
by  a  borrower. 

3.  Electric  wholesale,  wheeling,  and 
interchsjige  power  contracts. 

4.  Cash  sales  of  property  in  place  or 
sales  of  real  estate  by  borrowers  involv- 
ing transactions  of  more  than  $50,000  or 
more  than  10  percent  of  a  borrower's 
total  assets,  but  not  in  excess  of  $100,000, 
and  releases  of  lien  and  all  other  docu- 
ments relating  to  such  sales.    • 

5.  Contracts  for  acquisition  by  electric 
borrowers  of  existing  facilities  in  place. 

6.  The  use  and  reimbursement  of  gen- 
eral funds  for  construction  purposes 
exceeding  $50,000  or  10  percent  of  a 
borrower's  total  assets  when  approval 
is  required. 

7.  Authorization  for  advance  of  loan 
funds  under  "conditional  agreements" 
or  where  waiver  of  loan  contract  pro- 
visions is  involved;  the  placement  and 
release  of  "stop  orders"  on  loan  funds. 

8.  Loan  budget  adjustments  of  more 
than  10  percent  in  the  total  amount 
budgeted  for  any  primary  loan  purpose. 

9.  In  addition,  independently,  all  mat- 
ters and  documents  as  to  which  au- 
thority to  approve  or  execute  is  con- 
ferred upon  others  in  paragraphs  D.  H, 
L,  and  U  hereof. 

D.  Authority  has  been  delegated  to 
the  Deputy  Assistant  Administrator — 
Electric,  to  approve  or  execute  for  elec- 
tric borrowers: 

1.  Basis  date  agreements  on  approved 
forms  providing  for  modification  of  ex- 
isting mortgage  notes. 

2.  Changes  in  borrowers'  corporate 
status. 

3.  Action  concerning  payment  of  divi- 
dends or  other  cash  flistribution. 

4.  In  addition,  independently,  all  mat- 
ters and  documents  as  to  which  author- 
ity to  approve  or  execute  is  conferred 
upon  others  in  paragraphs  H.  L.  and  U 
hereof. 

E.  Authority  has  been  delegated  to 
the  Assistant  Administrator — Telephone, 
to  approve  or  execute  for  telephone 
borrowers : 

1 .  REA  bulletins  and  staff  instructions 
for  the  telephone  program  except  those 
establishing  policy. 


2.  Action  concerning  disapproval  of 
the  selection  of  a  manager  or  an  at- 
torney by  a  borrower. 

3.  Cash  sales  of  property  in  place  or 
sales  of  real  estate  by  telephone  bor- 
rowers involving  transactions  of  more 
than  $50,000  or  more  than  10  percent 
of  a  borrower's  total  assets,  but  not  in 
excess  of  $100,000.  and  releases  of  lien 
and  all  other  documents  relating  to  such 
sales. 

•4.  Contracts  for  acquisition  by  tele- 
phone borrowers  of  existing  facilities  in 
place. 

5.  Interim  financing  proposals  subject 
to  subsequent  approval  of  a  loan  or  first 
advance  of  funds. 

6.  Authorization  for  advance  of  loan 
funds  under  "conditional  agreements " 
or  where  waiver  of  loan  contract  pro- 
visions is  involved;  the  placement  and 
release  of  "stop  orders "  on  loan  funds. 

7.  Engineering  fee  jschcdules. 

8.  Loan  budget  adjustments  of  more 
than  10  percent  in  the  total  amount 
budgeted  for  any  primary  loan  purpose. 

9.  The  use  of  general  funds  for  reim- 
bursable items  exceeding  $50,000  or  10 
percent  of  a  borrower's  total  assets  ex- 
cept where  such  reimbursement  is  de- 
pendent on  approval  of  a  subsequent 
loan. 

10.  In  addition,  independently,  all 
matters  and  documents  as  to  wl;iich 
authority  to  approve  or  execute  is  con- 
ferred upon  others  in  paragraphs  F,  P, 
and  V  hereof. 

F.  Authority  has  been  delegated  to 
the  Deputy  Assistant  Administrator — 
Telephone,  to  approve  or  execute  for 
telephone  borrowers: 

1.  Basis  date  agreements  on  approved 
forms  providing  for  modification  of  ex- 
isting mortgage  notes. 

2.  Changes  in  borrowers'  corporate 
status. 

3.  First  advance  of  loan  funds  where 
waiver  of  loan  contract  conditions  is  not 
involved. 

4.  Cash  sales  and  removals  of  bor- 
rower's property  in  place  or  sales  of  real 
estate  involving  transactions  not  exceed- 
ing $50,000  or  10  percent  of  a  borrower's 
total  assets,  whichever  is  the  lesser,  and 
releases  of  lien  and  all  other  documents 
relating  to  such  sales. 

5.  The  purchase  price  of  properties  to 
be  acquired  by  telephone  borrowers 
where  the  purchase  price  exceeds  REA 
appraisal  value. 

6.  In  addition,  independently,  all  mat- 
ters and  documents  as  to  which  author- 
ity to  approve  or  execute  is  conferred 
upon  others  in  paragraphs  P  and  V 
hereof. 

G.  Authority  has  been  delegated  to  the 
Assistant  Administrator — Operations,  to 
approve  or  execute: 

1.  REA  bulletins  and  staff  Instructions, 
except  those  establishing  policy,  con- 
cerning activities  included  in  the  follow- 
ing divisions:  Controllers,  Information 
Services,  Personnel  Management,  and 
Program  Services. 

2.  In  addition,  independently,  all  mat- 
ters and  documents  as  to  which  author- 
ity -to  approve  or  execute  Is  conferred 
upon  others  in  paragraphs  Y  and  Z 
hereof. 


H.  Authority  has  been  delegated  to  the 
Area  Directors — Electric,  to  approve  or 
execute  for  electric  distribution  bor- 
rowers : 

1.  The  award  of  contracts  for  con- 
struction and  purchase  of  equipment. 

2.  Agreements  for  the  joint  use  of  elec- 
tric borrowers'  facilities  except  for  gen- 
eral joint  use  agreements  between  elec- 
tric and  telephone  borrowers. 

3.  Revisions  of  retail  rate  schedules. 

4.  Loan  budget  adjustments  exclud- 
ing adjustments  of  more  than  10  percent 
in  the  total  amount  budgeted  for  any  pri- 
mary loan  purpose. 

5.  Agreements  between  electric  bor- 
rowers for  operation  of  a  borrowers 
facilities. 

6.  Waiver  of  defects  in  title  and  rights- 
of-way  obtained  by  borrowers. 

7.  Cash  sales  of  electric  borrowers' 
property  in  place  or  sales  of  real  estate 
involving  transactions  not  exceeding 
$50,000  or  10  percent  of  a  borrower's 
total  assets,  whichever  is  the  lesser;  and 
releases  of  lien  and  all  other  documents 
relating  to  such  sales. 

8.  The  use  or  reimbursement  of  gen- 
eral funds  for  construction  purposes  not 
exceeding  $50,000  or  10  percent  of  a  bor- 
rower s  total  assets,  whichever  is  the 
lesser,  when  approval  is  required. 

9.  Use  of  non-standard  drawijigs. 
materials,  and  equipment. 

10.  In  addition,  independently,  all 
matters  and  documents  as  to  which  au- 
thority to  approve  or  execute  is  conferred 
upon  others  in  paragraphs  I,  J.  and  K 
hereof. 

I.  Authority  has  been  delegated  to 
Chiefs.  Engineering  Branches — Electric, 
to  approve  or  execute  for  electric  dis- 
tribution borrowers: 

1.  Right-of-way  clearing  contracts. 

2.  The  selection  by  borrower  of  an 
engineer  or  architect  and  contracts  for 
engineering  and  architectural  services. 

3.  Contracts  for  construction  and  for 
the  purchase  of  equipment. 

4.  Final  inventory  documents  and 
payments  to  contractors  and  engineers. 

5.  Financial  Requirement  and  Ex- 
penditure Statements  and  work  order  in- 
ventories. 

6.  Plans  and  specifications  and  work 
orders  for  construction  of  generation 
facilities  and  for  headquarters,  garage, 
and  warehouse  facilities. 

7.  Technical  engineering  studies  of 
distribution  and  transmission  facilities 
requiring  REA  approval. 

8.  Borrowers'  selection  of  force  ac- 
count method  of  construction. 

9.  Proposals  for  off-peak  load  control 
equipment. 

10.  In  addition,  independently,  all 
matters  and  documents  as  to  which  au- 
thority to  approve  or  execute  is  conferred 
upon  others  in  paragraph  J  hereof. 

J.  Authority  has  been  delegated  to 
Field  Engineers — Electric,  to  approve  or 
execute  for  electric  distribution  bor- 
rowers: 

1.  Plans  and  specifications  for  con- 
struction of  distribution  and  transmis- 
sion facilities  and  for  preliminary  design 
data  and  plans  and  profile  sheets  for 
transmission  facilities. 


2.  Estimate  work  orders  for  construc- 
tion of  distribution  and  transmission 
facilities. 

3.  Engineering  approval  of  large  power 
applications. 

4.  Final  statements  of  engineering 
foes. 

5.  Annual  work  plans. 

6.  Certificates  of  completion  for  dis- 
tribution and  transmission  contract  con- 
struction. 

7.  Voltage  drop,  sectionalizing  and 
power  factor  studies. 

K.  Authority  has  been  delegated  to 
Chiefs.  Operations  Branches — Electric, 
to  approve  or  execute  for  electric  dis- 
tribution borrowers: 

1.  Retail  rate  contracts  between  bor- 
rowers and  others  relating  to  large  power 
installations. 

2.  Borrowers'  cash  sales  of  material 
and  equipment  excluding  property  in 
place,  when  approval  is  required;  and 
releases  of  Hen  and  all  other  docimients 
relating  to  such  sales. 

3.  Insurance  and  fidelity  coverage  of 
borrowers. 

4.  Special  legal  fees  to  be  paid  by  bor- 
rowers from  loan  funds. 

5.  Borrowers'  requests  for  approval  to 
loan  in  excess  of  $2,500  of  section  5  loan 
funds  other  than  to  commercial  or  in- 
dustrial enterprises. 

6  Purchase  of  real  estate  by  borrow- 
ers. 

7.  Certificates  regarding  a  borrower's 
incorporation  and  changes  in  a  bor- 
rower's corporate  status  or  name. 

8.  Affidavits  and  certificates  with  re- 
spect to  the  recording  and  filing  of  mort- 
gap;es  and  deeds  of  trust,  including 
mortgages  to  be  recorded  as  financing 
statements,  pursuant  to  the  Uniform 
Commercial  Code. 

9.  Municipal  and  county  franchise  <ib- 
tained  by  borrowers  from  the  standpoint 
of  acceptability  for  REA  loans. 

10.  Selection  of  ©ertifled  Public  Ac- 
countants by  electric  distribution  bor- 
rowers. 

L.  Authority  has  been  delegated  to  the 
Director,  Power  Supply  Division — Elec- 
tric, to  approve  or  execute  for  electric 
power-type  borrowers: 

1.  The  award  of  contracts  for  con- 
struction and  for  the  purchase  and  in- 
stallation of  generating  equipment. 

2.  Agreements  for  the  Joint  use  of 
electric  borrowers'  facilities,  except  for 
general  joint  use  agreements  between 
electric  and  telephone  borrowers. 

3.  Revisions  of  retail  rate  schedules. 
4    Loan  budget  adjustments  excluding 

adjustments  of  more  than  10  percent  in 
the  total  amount  budgeted  for  any  pri- 
mary loan  purpose. 

5.  Agreements  between  power-tsrpe 
borrowers  for  operation  of  a  borrower's 
facilities. 

6.  Waiver  of  defects  in  title  and  rights- 
of-way  obtained  by  borrowers. 

7  Cash  sales  of  borrowers'  property 
in  place  or  sales  of  real  estate  involving 
transactions  not  exceeding  $50,000  or 
10  percent  of  a  borrower's  total  assets, 
whichever  is  the  lesser;  and  releases  of 
hen  and  all  other  documents  relating  to 
such  sales. 

8.  Hie  use  or  reimbursement  of  gen- 
oral  funds  for  construction  purposes  not 
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exceeding  $50,000  or  10  percent  of  a  bor- 
rower's total  assets,  whichever  is  the 
lesser,  when  approval  is  required. 

9.  Use  of  non-standard  drawings,  ma- 
terials, and  equipment. 

10.  In  addition,  independently,  all 
matters  and  documents  as  to  which  au- 
thority to  approve  or  execute  is  con- 
ferred upon  others  in  paragraphs  M,  N, 
and  O  hereof. 

M.  Authority  has  been  delegated  to 
the  Chief.  Power  Plants  Branch — Elec- 
tric, to  approve  or  execute  for  power-type 
borrowers: 

1.  The  selection  by  borrower  of  an 
engineer  or  architect  and  contracts  for 
engineering  and  architectural  services. 

2.  Plans  and  specifications  and  work 
orders  for  construction  of  generation 
faciliUes. 

3.  Borrowers'  selection  of  force  ac- 
count method  of  construction. 

4.  Final  statements  of  engineering 
fees. 

*»  Purchase  by  power-type  borrowers 
of  generating  plant  sites. 

6.  Contracts  for  the  construction  and 
the  purchase  and  installation  of  generat- 
ing facilities. 

N.  Authority  has  been  delegated  to  the 
Chief,  Transmission  Branch — Electric,  to 
approve  or  execute  for  power-type 
borrowers: 

1.  Right-of-way  clearing  contracts. 

2.  The  selection  by  borrower  of  an 
engineer  and  contracts  for  engineering 
services. 

3.  Technical  engineering  studies  of 
transmission  and  distribution  facilities 
requiring  REA  approval. 

4.  Borrowers'  selection  of  force  ac- 
count method  of  construction. 

5.  Plans  and  specifications  for  con- 
strucUoa  of  transmission  and  distribu- 
tion facilities  and  far  preliminary  design 
data  and  plans  and  profile  sheets  for 
transmission  facilities. 

6.  Estimate  work  orders  for  construc- 
tion of  transmission  and  distribution  fa- 
cilities. 

7.  Engineering  approval  of  large  power 
applications. 

8.  Final  statements  of  engineering  fees. 

9.  Certificates  of  completion  for  trans- 
mission and  distribution  contract  con- 
struction. 

10.  Voltage  drop,  sectionalizing  and 
power  factor  studies. 

11.  Contracts  for  the  construction  of 
transmission  facilities. 

12.  Purchase  of  substation  sites  by 
power  borrowers. 

0.  AuthOTity  has  been  delegated  to  the 
Chief,  Management  Branch — Electric,  to 
iMTProve  or  execute  for  power-type 
borrowers: 

1.  Final  inventory  documents  and  pay- 
ments to  contractors  and  engineers. 

2.  Financial  Requirement  and  Ex- 
penditure Statements  and  work  order 
inventories. 

3.  Retail  rate  contracts  between 
power-type  borrowers  and  others  relat- 
ing to  large  power  installations. 

4.  Borrowers'  cash  sales  of  material 
and  equipment  excluding  property  in 
place,  when  approval  is  required,  and 
releases  of  lien  and  all  other  documents 
relating  to  such  sales. 


5.  Insurance  and  fidelity  coverage  of 
borrowers. 

6.  Special  legal  fees  to  be  paid  by  bor- 
rowers from  loan  funds. 

7.  Certificates  regarding  a  borrower's 
incorporation  and  changes  in  a  borrow- 
er's corporate  status  or  name. 

8.  Affidavits  and  certificates  with  re- 
spect to  the  recording  and  filing  of  mort- 
gages and  deeds  of  trust,  including  mort- 
gages to  be  recorded  as  financing 
statements,  pursuant  to  the  Uniform 
Commercial  Code. 

9.  Municipal  and  county  franchise  ob- 
tained by  borrowers  from  the  standpoint 
of  acceptability  for  REA  loans. 

10.  The  selection  by  a  borrower  of  a 
Certified  Public  Accountant  to  perform 
audits. 

11.  Contracts  for  construction  of 
headquarters,  garage,  and  warehouse 
facilities. 

12.  Plans  and  specifications  and  .work 
orders  for  headquarters,  garage,  and 
warehouse  facilities. 

13.  The  selection  by  a  borrower  of  an 
architect  and  contracts  for  architectural 
services. 

14.  Purchase  of  real  estate  other  than 
substation  and  generating  plant  sites. 

P.  Authority  has  been  delegated  to  the 
Area  Directors — Telephone,  to  i^^rove 
or  execute  for  telephone  borrowers: 

1.  Borrowers'  lease  agreements  and 
contracts  covering  management  or  op- 
erations services  except  those  involving 
electric  borrowers. 

2.  The  use  of  general  funds  for  reim- 
bursable items,  not  exceeding  $50,000  or 
10  percent  of  a  borrower's  total  assets, 
whichever  is  the  lesser,  where  such  reim- 
bursement is  not  dependent  on  approval 
of  a  subsequent  loan. 

3.  Borrowers'  use  of  non-standard  op- 
erating reports. 

4.  Designation  of  borrowers  required 
to  obtain  CPA  audits. 

5.  The  use  of  equity  funds  by  borrow- 
ers prior  to  the  first  release  of  loan  funds. 

6.  Forms  of  stock  and  equity  certifi- 
cates. 

7.  Area  coverage  design  report  and 
Form  780. 

8.  Borrowers'  requests  to  waive  com- 
petitive bidding  for  central  office  equip- 
ment where  the  borrower  has  existing 
equipment  to  be  retained. 

9.  Award  of  contracts  for  construction 
and  for  central  office  equipment. 

10.  Borrowers'  proposals  in  amounts  of 
$15,000  or  more,  for  the  purchase  of  (i) 
special  equipment  such  as  carrier,  radio, 
repeaters,  etc.,  and   (ii)    additions  and 
modifications  of  central  office  equipment. 

11.  Loan  budget  adjustments  exclud- 
ing adjustments  of  more  than  10  percent 
in  the  total  amount  budgeted  for  any 
primary  loan  purpose. 

12.  Selection  by  telephone  borrowers 
of  the  force  account  method  of  construc- 
tion. 

13.  Use  of  non-standard  drawings, 
materials  and  equipment. 

14.  Waiver  of  defects  in  title  and 
rights-of-way. 

15.  Letters  to  loan  applicants  setting 
forth  loan  requirements  proposed  for  in- 
clusion in  a  pending  loan  recommenda- 
tion. 
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16.  In  addition,  independently,  all 
matters  and  documents  to  which  author- 
ity to  approve  or  execute  its  conferred 
upon  others  in  paragraphs  Q,  R,  and  S 
hereof. 

Q.  Authority  has  been  delegated  to  the 
Chiefs.  Engineering  Branches — Tele- 
phone, to  approve  or  execute  for  tele- 
phone borrowers: 

1.  Contracts  including  amendments 
thereto  for  construction  and  central  of- 
fice equipment. 

2.  Plans  and  specifications  for  central 
ofHce  equipment,  commercial  office,  Ka- 
rage.  and  warehouse  buildings  and  for 
non-standard  central  office  equipment 
buildings. 

3.  Joint  use  agreements  between  tele- 
phone borrowers  and  parties  other  than 
REIA  borrowers. 

4.  The  selection  by  a  borrower  of  an 
engineer  or  an  architect  and  contracts 
for  engineering  and  architectural  serv- 
ices. 

5.  Statement  of  final  engineering  fees. 

6.  Borrowers*  proposals  and  cost  esti- 
mates for  force  account  engineering  and 
construction. 

7.  Borrowers'  proposals  in  amounts 
less  than  $15,000  for  the  purchase  of  ti> 
special  equipment  such  as  carrier,  radio, 
repeaters,  etc.,  and  (ii)  additions  and 
modiflcatioru  of  central  office  equipment. 

8.  Contracts  and  amendments  thereto, 
for  the  purchase  of  special  equipment 
such  as  carrier,  radio,  repeaters,  etc. 

9.  Financial  requirement  statements. 

10.  Final  inventory  documents  and 
payments  to  contractors  and  engineers. 

11.  Purchase  of  real  estate  by  bor- 
rowers. 

12.  Line  extension  contracts. 

13.  In  addition.  Independently,  all 
matters  and  documents  as  to  which  au- 
thority to  approve  or  execute  is  con- 
ferred upon  others  in  paragraph  R 
hereof. 

R.  Authority  has  been  delegated  to 
Field  Engineers — Telephone,  to  approve 
or  execute  for  telephone  borrowers: 

1.  Plans  and  specifications  for  outside 
plant  and  standard  central  office  build- 
ings. 

2.  Borrowers'  proposals  for  and  com- 
pleted construction  of  system  improve- 
ments and  extensions,  when  required. 

S.  Authority  has  been  delegated  to  the 
Chiefs.  Operations  Branches — Tele- 
phone, to  approve  or  execute  for  tele- 
phone borrowers : 

1.  Affidavits  and  certificates  with  re- 
spect to  the  recording  and  filing  of 
mortgages  and  deeds  of  trust  including 
mortgages  to  be  recorded  as  financing 
statements,  pursuant  to  the  Uniform 
Commercial  Code. 

2.  Municipal  and  county  franchises 
obtained  by  borrowers  from  the  stand- 
point of  acceptability  for  REA  loans. 

3.  Special  legal  fees  to  be  paid  by  bor- 
rowers from  loan  funds. 

4.  Certificates  regarding  a  borrowers 
incorporation  and  articles  of  incorpora- 
tion and  bylaws  and  changes  in  a  bor- 
rower's corporate  name. 

5.  State  regulatory  body  orders  and 
approvals  from  the  standpoint  of  ac- 
ceptability for  REIA  loans. 

6.  Borrowers'  cash  sales  of  material 
an^  equipment,    excluding   property   in 
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place,  when  approval  is  required;  and 
releases  of  lien  and  all  other  documents 
relating  to  such  sales. 

7.  Borrowers'  insurance  and  fidelity 
coverage. 

8.  Selection  of  Certified  Public  Ac- 
countants to  perform  audits. 

T.  Authority  has  been  delegated  to  the 
Director.  Rural  Areas  Development  Staff 
to  approve  loans  by  borrowers  of  be- 
tween $2,500  and  $25,000  of  section  5 
loan  funds  to  commercial  or  industrial 
enterprises. 

U.  Authority  has  been  delegated  to  the 
Director,  Electric  Standards  Ehvision  to 
approve  or  accept  reports  and  invoices 
submitted  under  contracts  covering  re- 
search and  services  performed  for  REA 
in  connection  with  the  electric  pros  ram. 

V.  Authority  has  been  delegated  to  the 
Director.  Telephone  Standards  Division 
to  approve  or  accept  reports  and  in- 
voices submitted  under  contracts  cover- 
ing research  and  services  performed  for 
REA  in  connection  with  the  telephone 
program. 

W.  Authority  has  been  delegated  to 
the  Technical  Standards  Committee  "A  " 
( Electric  dnd  Telephone  > .  to  accept  or 
reject  all  proposals  of  standards,  stand- 
ard specifications,  drawings,  materials 
and  equipment  submitted  for  acceptance 
for  use  on  REA  financed  electric  and,  or 
telephone  systems. 

X.  Authority  has  been  delegated  to  the 
Technical  Standards  Committee  "  B " 
<  Electric  and  Telephone )  to  review  and 
make  final  decision  on  ca.'^es  referred  to 
it  by  Committee  'A"  or  by  appeal  from 
a  sponsor  from  an  adverse  decision  of 
Committee  "A". 

Y.  Authority  has  been  delegated  to  the 
Controller  and  to  the  Chief,  Administra- 
tive and  Loan  Accounting  Branch.  Con- 
trollers  Division  to: 

1.  Execute  endorsements  or  a.ssitjn- 
ments  of  promissory  notes  or  other  col- 
lateral pledged  by  borrowers  as  security 
for  Rural  Electrification  Administration 
loans,  as  may  be  necessary  in  connection 
with  the  return  of  such  documents  to 
borrowers  because  of  the  payment  of  the 
obligations  in  full  or  in  order  that  the 
borrowers  may  institute  lega'.  action 
thereon  or  in  connection  therewith. 

2.  Cancel  or  endorse  the  fact  of  pay- 
ment on  borrowers'  notes  which  have 
been  paid  in  full  or  which  are  to  be 
returned  to  borrowers  by  reason  of  the 
cancellation  of  such  notes  resulting  from 
the  receipt  by  REA  of  refunding,  re- 
newal, or  substituted  notes. 

Z  Authority  has  been  delegated  to  the 
Director.  Program  Services  Ehvl.slon.  the 
Chief,  General  Services  Branch,  Program 
Services  Division  and  to  the  Head, 
Supply  and  Space  Manacement  Unit, 
General  Services  Branch,  Piogram  Serv- 
ices Division,  to  approve  the  procurement 
of  equipment,  materials  and  services  for 
REA. 

In  the  event  that  any  of  the  incum- 
bents of  positions  to  whom  delegations 
are  made  herein  are  absent  or  are  un- 
able to  act,  the  person  designated  to  act 
for  such  incumbent  shall  have  authority 
to  exercise  the  authority  conferred  by 
such  delegation.  Incumbents  of  posi- 
tions delegated  authority  herein  are  au- 
thorized to  designate  persons  to  act  for 
them  in  their  absence.     Such  designa- 


tion shall  be  In  accordance  with  any 
instinictlons  issued  by  the  incumbents 
superv'jsors. 

There  is  reserved  in  the  Administrator 
authority  for  all  matters  not  delegated 
hereby,  or  by  other  existing  written  dele- 
gations, including  without  limitations: 

A.  The  making  or  recisslon  of  loans. 

B.  Extension  of  loan  periods  pursuant 
to  .section  12  of  the  Rural  Electrification 
Act.  as  amended. 

C.  Execution  of  instruments  relatinp 
to  inter-borrower  transfers  involving  the 
assumption  of  indebtedness. 

These  delegations  supersede  all  prior 
delegations  with  reference  to  these 
matters. 

Issued  this  sixteenth  day  of  January 
1962. 

Norman  M.  Clapp. 
Administrator. 

IFR      Doc      62  735:     Filed,     Jan      22,     1962; 
8  50    ami 
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1  Docket  No.  50-54] 

UNION   CARBIDE   CORP. 

Notice  of  Proposed  Issuance  of 
Facility   License  Amendment 

Please  take  notice  that,  unless  within 
fifteen  days  after  the  publication  of  this 
notice  in  the  Federal  Register  a  request 
for  a  formal  hearing  is  filed  with  the 
United  States  Atomic  Eiiergy  Commis- 
.sion  by  the  licensee  or  an  intervener  as 
provided  by  the  Commission's  rules  of 
practice  (Title  10.  CFR.  Chapter  I.  Part 
2  > ,  the  Commission  proposes  to  issue 
Amendment  No.  2.  set  forth  below,  to 
Facility  License  No.  R-81.  as  amended. 
The  license  authorizes  Union  Carbide 
Corporation  to  operate  its  pool-type  nu- 
clear reactor  located  in  Sterling  Forest, 
New  York.  The  amendment  would  au- 
thorize the  licensee  to  conduct  certain 
additional  experiments  in  the  reactor. 
Petitions  for  leave  to  intervene  and  re- 
quests for  a  formal  hearing  shall  be 
filed  in  accordance  with  the  provisions 
of  J  2.700  of  the  Commission's  rules  of 
practice. 

For  further  details  see  la)  the  applica- 
tions for  license  amendment  submitted 
by  Union  Carbide  Corporation  and  ib) 
a  related  hazards  analysis  prepared  by 
the  Research  and  Power  Reactor  Safety 
Branch  of  the  Division  of  Licensing  and 
Regulation,  both  available  for  public  in- 
spection at  the  Commission's  Public 
Document  Room,  1717  H  Street  NW., 
Washington,  DC.  A  copy  of  item  *b) 
above  may  be  obtained  at  the  Commis- 
.sion's  Public  Document  Room,  or  upon 
request  addressed  to  the  Atomic  Energy 
Commission,  Washington  25,  DC,  At- 
tention: Director.  Division  of  Licensing 
and  Regulation. 

Dated  at  Germantown.  Md..  this  16th 
day  of  January  1962. 

For  the  Atomic  Energy  Commission. 

Robert  H.  Bryan, 
Chief,  Research  and  Power  Re- 
actor Safety  Branch  Division 
of  Licensing  and  Regulation. 


Tuesday,  January  23,  1962 

(UceuBe  No.  R-Bl;  Amdt.  2] 

License  No.  R-61  issued  to  Union  Carbide 
Corporation  Is  hereby  amended  In  the  fol- 
lowing respects: 

A.  Paragraph    1    Is    amended    to   read    as 

follows: 

1  This  license  applies  to  the  pool-type 
iniclear  reactor  (hereinafter  referred  to  as 
the  reactor")  which  is  owned  by  Union 
Carbide  Corporation  (hereinafter  referred 
to  as  "the  licensee")  and  located  on  the  11- 
reiisee's  site  In  Sterling  I^>rest.  Orange 
County.  New  York,  and  described  In  the 
licensee's  application  for  license  dated  Feb- 
ruary 11.  1957,  and  amendments  thereto 
d.ited  July  3.  1957.  July  23.  1967,  August  9. 
1937.  December  28,  1960.  AprU  28,  1961.  June 
7.  1961.  October  27.  1961,  November  1,  1961, 
.iiid  November  27.  1961  (hereinafter  collec- 
tively referred  to  as  "the  application") . 

B.  Paragraph  4.E.  Is  deleted  and  a  new 
paragraph  4.E.  substituted  therefor  reading 

jis  follows; 

4.E.  The  licensee  Is  authorised  to  conduct 
the  experiments  described  In  the  "Final 
Hazards  Siunmary  Report  UCNC  Reactor" 
dated  November.  1960.  as  modified  by  the 
licensee's  amendments  to  the  application 
dated  October  27,  1961.  and  November  27, 
1961. 

This  amendment  is  effective  as  of  the  date 
of  Issuance. 

For  the  Atomic  Energy  Commission. 

Robert  H.  Brtah. 
Chief.  Research  and  Power  Reactor 
Safety  Branch,  Divi3ion  of  Licens- 
ing and  Regulation. 

[FR      Doc.     62-723;     PUed.    Jan.    22.     1962: 
8:48  ajn.] 


[Docket  No.  50-194] 

PETROLITE  CORP. 

Notice  of  Application  for  Construction 
Permit  and  Utilization  Facility 
License 

Please  take  notice  that  Petrolite 
Corporation,  369  Marshall  Avenue, 
Webster  Groves  19.  Missouri,  under  sec- 
tion 104c  of  the  Atomic  Energy  Act  of 
1954.  as  amended,  has  submitted  an  ap- 
plication for  a  license  to  construct  and 
operate  a  10  kilowatt  (thermal)  pool- 
type  nuclear  research  reactor  at  Webster 
Groves.  Missouri. 

A  copy  of  the  application  Is  available 
for  public  Inspection  in  the  AEC  Public 
Document  Room,  1717  H  Street  NW., 
Washington,  D.C. 

Dated  at  Germantown.  Md.,  this  16th 
day  of  January  1962. 

For  the  Atomic  Energy  Commission. 

Robert  H.  Bryan, 
Chief.  Research  and  Power  Re- 
actor Safety  Branch,  Division 
of  Licensing  and  Regulation. 

|FR     Doc     62-724;     Filed.    Jan.    22.     1962; 
8:49  a.m.] 


[Docket  No.  50-114] 

WILLIAM  MARSH   RICE 
UNIVERSITY 

Notice  of  Issuance  of  Facility  License 
Amendment 

Please  take  notice  that  the  Atomic 
Energy  Commission  has  issued  Amend- 
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ment  No.  5,  set  forth  below,  to  Facility 
License  No.  Rr-54.  The  license  author- 
izes William  Marsh  Rice  University  to 
operate  its  nuclear  reactor  Model  AGN- 
211,  Serial  No.  101,  located  on  its  campus 
in  Houston,  Texas.  The  amendment 
adds  conditions  to  the  license  regarding 
the  functioning  of  equipment  to  detect 
any  fission  product  leakage  and  certain 
steps  to  be  undertaken  should  fission 
products  be  detected. 

The  Commission  has  found  that  opera- 
tion of  the  reactor  in  accordance  with 
the  license,  as  amended,  will  not  present 
undue  hazard  to  the  health  and  safety 
of  the  public  and  will  not  be  inimical  to 
the  common  defense  and  security. 

The  Commission  has  further  found 
that  prior  public  notice  of  proposed 
issuance  of  this  amendment  is  not  neces- 
sary in  the  public  Interest  since  opera- 
tion of  the  reactor  in  accordance  with 
the  license,  as  amended,  would  not  pre- 
sent any  substantial  change  in  the 
hazards  to  the  health  and  safety  of  the 
public  from  those  previously  considered 
and  evaluated  in  connection  with  the 
previously  approved  operations. 

In  accordance  with  §  2.10e(a)  of  the 
CommiasioD's  rules  of  practice  (10  CFR 
Part  2)  the  Commission  will  direct  the 
holding  of  a  formal  hearing  on  the  mat- 
ter of  issuance  of  the  license  amendment 
upon  receipt  of  a  request  therefor  from 
the  licensee  or  a  petition  to  intervene 
pursuant  to  S  2.705  of  the  rules  of  prac- 
tice within  30  days  after  the  issuance  of 
the  license  amendment.  Petitions  for 
leave  to  intervene  and  requests  for  a 
formal  hearing  shall  be  filed  in  accord- 
ance with  the  provisions  of  §  2.700  of  the 
Commission's  rules  of  practice  (10  CFR 
Part  2). 

■nie  licensee's  letter  dated  December 
29,  1961,  consenting  to  the  addition  of 
the  conditions  to  the  license  may  be  in- 
spected at  the  Commission's  Public  Doc- 
ument Room,  1717  H  Street  NW.,  Wash- 
ington 25,  D.C. 

Dated  at  Germantown,  Md.,  this  16th 
day  of  January  1962. 

For  the  Atomic  Energy  Commission. 

Robert  H.  Bryan, 
Chief,  Research  and  Power  Re- 
actor  Safety  Branch,  Division 
of  Licensing  and  Regulation. 

lUcense  No.  R-54;  Amdt.  5] 

License  No.  R-54,  which  authorizes  William 
Marsh  Rioe  University  to  operate  its  nuclear 
reactor  Model  AGN-211,  Serial  No.  101,  lo- 
cated on  the  University's  campus  in  Houston. 
Texam.  is  hereby  amended  by  adding  the 
following  additional  conditions  thereto: 

1.  Instrumentation  capable  of  prompt  de- 
tection of  any  fission  product  leakage  to  the 
pool  water  and  to  the  air  above  the  pool  shall 
be  functioning  at  all  times  when  the  reactor 
Is  operating. 

2.  In  the  event  any  fission  products  are 
detected  in  the  pool  water  or  in  the  air  above 
the  pool  the  reactor  shall  not  thereafter  be 
operated  at  a  power  level  higher  than  one- 
hall  of  the  lowest  power  level  at  which  it  was 
being  operated  when  fission  products  were 
detected  without  prior  written  authorization 
from  the  CoounlHlon. 

8.  A  written  report  shall  be  submitted  te 
the  CoBunlasiim  on  each  occasion  on  which 
Anion  produeta  are  detected  in  the  pool  or 
in  the  air  alK>Te  the  po<H. 
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This  amendment  is  effective  thirty  days 
after  the  date  of  issuance. 

Date  of  Issuance:  January  16.  1962. 

For  the  Atomic  Energy  Commission. 

Robert  H.  Brtan, 
Chief,  Research  and  Power  Reactor 
Safety  Branch,  Division  of  Licens- 
ing and  Regulation. 

IP.R.    Doc.    62-725;     Piled,    Jan.    22,    1962; 
8:49  a.m.] 


CIVIL  AERONAUTICS  BOARD 

[Docket  11022^ 

CALIFORNIA  FLORAL  TRAFFIC  CON- 
FERENCE, ET  AL.;  TARIFF  LIABILITY 
RULE  COMPLAINT 

fJotice  of  Hearing 

In  the  matter  of  the  complaint  of  the 
California  Floral  TraflSc  Conference,  et 
al.,  against  certain  tariff  liability  rules. 

Notice  is  hereby  given,  pursuant  to  the 
Federal  Aviation  Act  of  1958,  as  am^ided, 
particularly  sections  204(a),  403.  404, 
and  1002  thereof,  that  the  above-entitled 
proceeding  is  hereby  assigned  for  hear- 
ing on  January  29,  1962,  at  10  ajn.,  in 
Courtroom  203-205,  U.S.  Post  OfQee  and 
Courthouse,  San  Francisco,  Calif.,  before 
Examiner  Ralph  L.  Wiser. 

Without  limiting  the  scope  of  the  is- 
sues raised  by  the  pleadings  In  this  pro- 
ceeding, pa^cular  attention  will  be  di- 
rected to  the  following:  Whether  the 
tariff  rules  or  any  of  them,  as  enumer- 
ated in  the  appendix  hereto,  together 
with  revisions  and  reissues  thereof,  and 
the  practices  in  interstate  and  over^as 
air  transportation  of  the  air  carriers  vm- 
der  such  rule  or  rules,  are,  or  will  be,  un- 
just or  unreasonable,  or  unjustly  discrim- 
inatory, or  unduly  preferential,  or  unduly 
prejudicial  and,  if  found  to  be  so,  what 
lawful  rule,  rules,  and  practices  should 
be  determined  and  prescribed. 

For  further  details  with  respect  to  the 
issues  involved  in  this  proceeding,  in- 
terested persons  are  referred  to  the  or- 
ders and  notices  herein,  the  documents 
filed  by  the  parties,  and  the  examiner's 
report  of  prehearing  conference  served 
August  4,  1961,  all  of  which  are  cm  file 
with  the  Docket  Section  of  the  Civil 
Aeronautics  Board. 

Notice  is  further  given  that  any  person 
other  than  parties  of  record  desiring  to 
be  heard  in  this  proceeding  shall  file 
with  the  Board  on  or  before  January  26, 
1962,  a  statement  setting  forth  the  issues 
of  fact  or  law  raised  by  this  proceeding 
which  he  desires  to  controvert. 

Dated  at  Washington,  D.C.  January 
17. 1962. 

[SEAL]  Ralph  L.  Wiser, 

Hearing  Examiner. 

Appendix 

1.  Rules  i^pearlng  in  Agent  B.  H.  Smith's 
Official  Air  Freight  Tariff  C J^.B.  No.  13 : 

Rule:  Appearing  on 

2.6(b) _  3d  revised  page  13 

S.2(b) 13th  revised  page  15 

3.3(a) ._ 16th  revised  page  16 

4.3(a)  5 15th  revised  page  20 

3.7(a) ._.  4th  revised  page  17 

3.7(c) 4th  revised  page  17 
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Rule — Continued  Appearing  on 

3  10<ai -  3d  revUed  page  18 

3  10(b) --  3d  rcTlMd  page  18 

a  2(ai 11th  revlaed  page  26 

2  Rules  appearing  in  Airborne  Freight 
Corporation  (Airborne  Flower  and  Freight 
Traillc.  Inc  Series)  Official  Airfreight  For- 
warder Rules  Tariff  C  A  B  No  3 

Rule:  Appearing   on 

Sl(b)-. 5th  revised  page  14 

33... 2d  revised   page  15 

37(ai - 1st  revised  page  17 

38(C) Ist  revised  page  17 

3  8(d) -    2drevl5ed  page  18 

71(c) --  4th  revised  page  27 

7l(gi 4th  revised  page  28 

3.  Rules  appearing  lu  Shulmaii  Inc.'s  Air 
Freight  Forwarder  Rules  Tariff  CAB.  No   9 

Rule:  Appearing  on 

33(8) -  Original  page  8 

5.1(e) - ---  Original  page  11 

5  3(b) Original -page  11   A 

(F.R.    Doc      62-729;     Filed,     Jan      22.     1963; 
8  50  am  | 


(Docket   13203  etc;    Order  No.  E   17936] 

FLYING  TIGER  LINE,  INC. 

Petition  for  Reconsideration;  Order 
Dismissing  Investigotion  and  Va- 
cating Suspension 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington,  DC  . 
on  the  18th  day  of  January  1962. 

In  the  matter  of  petition  for  recon- 
sideration submitted  by  The  Flying  Tiger 
Line.  Inc..  Dockets  13203.  13205,  et  al.. 
and  13218 

By  petition  dated  December  28.  1961, 
The  Plying  Tiger  Line,  Inc.  (Tiger),  re- 
quests simultaneous  reconsideration  of 
Orders  E-17752,  E-17806.  and  E-17812. 
adopted  November  22,  December  5.  and 
December  8,  1961,  respectively  In  the 
first  two  of  these  orders  the  Board  set 
for  Investigation  and  suspended  certain 
freight  rates  proposed  by  Tiger,  and  in 
the  third  order  it  dismissed  Tigers  com- 
plaint against  certain  proposals  of  Amer- 
ican Airlines.  Inc.  (American),  and 
Trans  World  Airlines.  Inc.  (TWA) .  The 
petition  claims,  inter  alia,  that  the  Board 
erred  in  that  it  suspended  proposed  rates 
in  selected  markets  by  Tiger  on  florist 
stock  (Group  3001)  and  decorative  cut 
evergreens  (Group  3002)  that  were  no 
lower  than  those  which  the  Board  sub- 
sequently permitted  to  become  effective 
for  American  and  TWA;  that  the  pro- 
posed reductions  covered  traffic  carefully 
chosen  to  increase  eastbound  load  fac- 
tors; and  that  the  suspended  rates  were 
of  the  promotional  type  with  which  the 
Board  had  urged  the  industry  to  experi- 
ment. Comparisons  are  presented  pur- 
porting to  show  that  certain  prop>osals 
suspended  on  florist  stock  (Group  3001 » 
and  decorative  cut  evergreens  "Group 
3002)  are  equal  to  or  higher  than  rates 
permitted  by  the  Board  to  go  into  effect 
for  other  carriers.  In  addition,  the  pe- 
tition requests  reconsideration  of  the 
Board's  order  of  suspension  with  respect 
to  rates  which  had  been  proposed  on 
florist  stock  (as  well  as  on  decorative 
evergreens.  Group  3010,  and  nursery 
stock.  Group  500))  in  other  markets.  It 
is  requested  that  the  Board  reconsider 
its  orders  either  by  dismissing  the  in- 
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vestigations  instituted  of  Tiger's  pro- 
posals and  vacating  'the  suspensions 
ordere^Tor.  in  the  alternative,  by  Insti- 
tuting an  investigation  of  the  rates  that 
the  Board  permitted  American  and  TWA 
to  put  into  effect  on  December  9,  1961. 
as  a  result  of  Order  E-17812. 

The  Board  has  carefully  considered 
TiRprs  petition  and.  based  upon  all  rele- 
vant matters,  has  concluded  to  dismiss 
the  investigation  instituted  on  rates 
proposed  by  the  carrier  on  florist  stock. 
Group  3001.  for  effectiveness  November 
23  and  26.  1961.  to  the  extent  that  they 
apply  to  acacia,  evergreen,  ferns,  galax 
leaves,  cypsophila,  heather,  holly,  huck- 
leberry, laurel,  moss,  and  decorative 
greens,  and  vacate  the  suspension 
thereof 

In  Orders  E-17752  and  E-17806.  the 
Board  permitted  Tiger  to  put  into  effect 
numerous  rate  reductions  which,  we 
stated,  satisfied  one  or  more  of  the 
following  criteria:  <1)  the  rates  pro- 
posed were  not  lower  than  those  in  effect 
for  other  carriers ;  »2)  the  proposed  rates 
were  not  below  competition  at  100 
pounds  and  the  volume  spreads  did  not 
exceed  those  already  in  effect  for  Tiger, 
even  if  the  proposed  rates  at  higher 
weight  breaks  were  below  competitive 
rates;  i3)  the  proposals  were  not  below 
those  which  had  previously  been  in  ef- 
fect; or  <4)  the  rates  filed  were  not 
unduly  low.  The  Board  intended  to  set 
for  investigation  and  suspend  rate  pro- 
posals which  did  not  fulfill  at  least  one 
of  the  foregoing  criteria.  The  fore- 
going rates  on  fiorist  stock,  to  the  extent 
that  they  apply  to  the  specific  items 
enumerated  above,  are  alleged  in  the 
petition  to  be  transported  in  nine  mar- 
kets by  competitive  carriers  as  Nursery 
Stock,  at  rates  equal  to  or  lower  than 
proposed  by  Tiger  and  suspended  by  the 
Board.  The  difficulty  apparently  lies  in 
the  overlapping  of  the  commodity  de- 
scriptions in  effect  for  the  several  ear- 
ners. Tiger's  Group  3001,  Florist  Stock. 
N.OS.  'Not  Otherwise  Specified),  by  its 
terms  applies  to  growing  plants  in  pots 
or  tubs,  or  rooted  cuttings  moss  wrapped, 
whereas  its  Group  5001.  Nursery  Stock, 
N.O.S.,  applies  to  trees,  shrubs,  or  vines, 
grown  in  the  field,  but  specifically  does 
not  apply  to  potted  or  tubbed  plants. 
The  tariffs  of  American,  TWA,  and 
United  define  Florist  Stock  to  comprise 
bulbs,  tubers,  growing  plants  and  rooted 
cuttings,  and  Nursery  Stock  in  Groups 
379  or  380  is  listed  as.  namely,  acacia, 
evergreen,  ferns,  galax  leaves,  gypso- 
phila,  heather,  holly,  huckleberry,  laurel, 
moss,  and  decorative  greens,  without 
any  limitation  as  to  form  in  which 
shipped.  It  thus  appears  that  these 
Items,  if  shipped  as  growing  plants  m 
pots  or  tubs,  would  be  considered  as 
Florist  Stock  by  Tiger  but  are  listed  as 
Nursery  Stock  by  these  other  carriers 

The  Board  will  further  dismiss  the  in- 
vestigation on  the  entirety  of  Group 
3001  rates  proposed  from  Los  Angeles  to 
Boston  and  to  Philadelphia  for  effective- 
ness November  23.  1961.  at  the  5.000 
pound  weight  break,  and  on  rates  on 
Group  3002.  decorative  cut  evergreens, 
from  Oakland  and  San  Francisco  to  De- 
troit proposed  for  effectiveness  Novem- 
ber 26,  1961,  and  to  vacate  the  suspen- 


sion thereof,  since  the  foregoing  rates 
are  equal  to  or  above  competitive  rates. 
Tiger  also  requests  the  Board  to  recon- 
sider its  action  suspending  certain  rates 
on  florist  stock,  nursery  stock,  and  dec- 
orative evergreens  in  markets  other  than 
those  wherein  it  showed  a  competitive 
disadvantage.  To  the  extent  that  such 
rates  are  equal  to  or  above  competitive 
rates,  they  are  included  in  the  order 
dismissing  tlie  investigation  and  vacat- 
ing the  suspension.  By  vacating  the 
suspension  order,  and  dismissing  the  in- 
vestigation to  the  extent  described 
herein,  we  will  be  according  Tiger  the 
opportunity  to  meet  the  rates  of  its 
comp>etitors. 

The  Board  has  carefully  considered 
the  relief  requested  in  the  petition  in 
all  other  respects.  The  remaining  points 
raised  therein  involve  Issues  that  were 
fully  taken  into  account  by  the  Board 
in  its  orders,  and,  therefore,  will  be 
denied. 

Accordingly,  pursuant  to  the  Federal 
Aviation  Act  of  1958,  and  particularly 
sections  204<a>  and  1002  thereof:  It  is 
ordered. Thai: 

1.  The  investigation  instituted  in  Or- 
dering Paragraph  1  of  Order  E-17752. 
dated  November  22.  1961,  Is  hereby  dis- 
missed insofar  as  it  encompasses  specific 
commodity  rates  applying  on  Commod- 
ity Group  No.  3001  as  set  forth  in  Ap- 
pendix A  thereto  in  ntimbered  paragraph 
12  to  the  extent  that  it  applies  to  rates 
subject  to  the  minimum  weight  of  5,000 
pounds  from  Los  Angeles,  Calif.,  to  Bos- 
ton. Mass  ,  and  from  Los  Angeles,  Calif  . 
to  Philadelphia,  Pa.,  and  in  numbered 
paragraphs  12,  13.  14,  15,  17,  and  18.  to 
the  extent  that  it  applies  to  rates  on 
acacia,  evergreen,  ferns,  galax  leaves, 
gypsophila.  heather,  holly,  huckleberry, 
laurel,  moss,  and  decftratlve  greens;  and 
Insofar  as  it  encompasses  specific  com- 
modity rates  applying  on  Commodity 
Group  No.  3002  as  set  forth  in  Appendix 
A  thereto  in  numbered  paragraph  19. 

2.  The  suspension  directed  In  Order- 
ing Paragraph  2  of  Order  E:-17752,  dated 
November  22.  1961,  is  hereby  vacated  In- 
.sofar  as  it  encompasses  specific  commod- 
ity rates  applying  on  Commodity  Group 
No  3001  as  set  forth  In  Appendix  A 
thereto  in  numbered  paragraph  12  to  the 
extent  that  it  applies  to  rates  subject  to 
the  minimum  weight  of  5.000  pounds 
from  Los  Angeles.  Calif.,  to  Boston. 
Mass..  and  from  Los  Angeles,  Calif.,  to 
Philadelphia.  Pa  .  and  in  numbered  par- 
agraphs 12.  13.  14,  15.  17.  and  18,  to 
the  extent  that  it  applies  to  rates  on 
acacia,  evergreen,  ferns,  galax  leaves, 
gypsophila.  heather,  holly,  huckleberry, 
laurel,  moss,  and  decorative  greens;  and 
insofar  as  it  encompasses  specific  com- 
modity rates  applying  on  Commodity 
Group  No  3002  as  set  forth  in  Appendix 
A  thereto  in  numbered  paragraph  19 

3  In  all  other  respects  the  provision.^ 
of  Order  E-17752  remain  in  full  forci- 
and  effect. 

4.  The  petition  of  The  Flying  Tiger 
Line  Inc.  in  Dockets  13205  et  al..  13203. 
and  13218  is  denied  except  to  the  extent 
granted  herein. 

5  Copies  of  this  order  shall  be  served 
upon  Airborne  Freight  Corporation. 
American  Airlines,  Inc.,  Continental  Air 


Tuesday,  January  23,  1962 

Lines.  Inc..  The  Flying  Tiger  Line  Inc.. 
Trans  World  Airlines,  Inc.,  and  United 
Air  Lines,  Inc. 

This  order  will  be  published  in  the 
Federal  Register. 

By  the  Civil  Aeronautics  Board. 

[SEAL]  Harold  R.  Sandkrson, 

Secretary. 

[FR.    Doc.    62-730;     Filed,    Jan.    22.    1962; 
8:50  a.m.] 

FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  No.  14487;  FOC  6aM-80] 

BELLEVILLE  BROADCASTING  CO.,  INC. 
(WIBV) 

Order  Scheduling  Hearing 

In  re  application  of  Belleville  Broad- 
casting Co.,  Inc.  (WTBV) ,  Belleville,  lU.. 
Docket  No.  14487,  File  No.  BP-13787; 
for  constmctlon  permit. 

It  is  ordered.  This  16th  day  of  Janu- 
ary 1962.  that  H.  Olfford  Irion  will  pre- 
side at  the  hearing  In  the  above-entitled 
proceeding  which  is  hereby  schediiled 
to  commence  on  March  22,  1962,  in 
Washington.  D.C.:  And.  it  is  further 
ordered,  That  a  prehearing  conference 
in  the  proceeding  will  be  convened  by  tbe 
presiding  officer  at  9:00  a.m.,  Wednesr 
day,  February  21,  1962. 

Released:    January  17,  1962. 

Federal  Comicunications 
CoMmssiON, 
[SEALl         Ben  F.  Waple, 

Acting  Secretary. 

[PR     Doc.    62-736:     Filed.    Jan.    22,     19fl2; 
6:61  Ejn.] 


[Docket  No.  14085  etc.;  FCC62M-83J 

COMMUNITY  SERVICE   BROADCAST- 
ERS, INC.,  ET  AL. 

Order  Continuing   Hearing 

In  re  applications  of  Community  Serv- 
ice Broadcasters,  Inc.,  YpsilanU,  Mich., 
Docket  No.  14085,  File  No.  BP-13846; 
et  al.  Group  I.  Docket  Nos.  14287,  14288. 
14289.  14290,  14291,  14292,  14293,  14294, 
14295,  14296.  14298.  14299.  14300,  14301, 
14303.  14304,  14305,  14306;  for  construc- 
tion permits. 

The  Hearing  Examiner  having  under 
consideration  petition  filed  on  Janu- 
ary 16.  1962.  by  Chief  Pontiac  Broad- 
casting Co.,  requesting  postponement  of 
dates  scheduled  herein  for  Group  I; 

It  appearing  that  counsel  for  the  only 
other  applicant  in  Group  I  has  consent- 
ed to  immediate  grant,  and  couns^  for 
the  Chief  of  the  Commission's  Broadcast 
Bureau  has  consented  provided  the 
hearing  date  is  satisfactory  to  the  Hear- 
ing Examiner; 

It  is  ordered:  This  16th  day  of  Janu- 
ary 1962.  that  the  above  petition  la 
j; ranted,  and  presently  scheduled  dates 
for  Group  I  are  continued  as  follows: 

Preliminary  exchange  of  engineering  ex- 
hibits, from  Jan.  16.  1962,  to  Jan.  30.  1962. 

Final  exchange  of  all  •zhibits.  from 
Jill   30,  1962.  to  Feb.  18.  1062. 
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Kotifleation  of  witneasea,  from  Feb.  13. 
10aa.  to  Teb.  27.  1962. 

Commencement  of  hearing,  from  Feb.  27, 
1982,  to  liar.  13.  1962. 

Released:  January  17,  1962. 

FtoERAL  ComcmncATioNS 
CoMmssioN, 
[SKAL]        Ben   F.    Waple. 

Acting  Secretary. 

[PJl.    Doc.    62-737;     Filed.    Jan.    22,    1962; 
8:61  a.m.]. 


[Docket  Nos.  14488-14492;  FCC  62M-81] 

DOVER  BROADCASTING  CO.   ET  AL. 
Order  Scheduling  Hearing 

In  re  applications  of  Dover  Broad- 
casting Co..  Richmond,  Va..  Docket  No. 
14488.  PQe  No.  BP-13831;  1540  Radio. 
Inc..  Richmond.  Va..  Docket  No.  14489, 
FUe  No.  BP-14813:  Oram  C.  Hutton, 
Milton  Beyer  and  James  T.  Dotikas,  d/b 
as  Richmond  Broadcasting  Co..  Rich- 
mond, Va..  Docket  No.  14490,  File  No. 
BP-14814:  Homer  C.  Eliades  and  Plato 
G.  Eliades.  d/b  as  Eliades  Broadcast  Co., 
Hopewell.  Va..  Docket  No.  14491.  FUe  No. 
BP-14820;  WDYL  Radio.  Inc.  (WDYL), 
Ashland.  Va.;  Docket  No.  14492.  FUe  No. 
BMP-9493:  for  construction  permits. 

It  i8  ordered.  This  16tb  day  of  Janu- 
ary 1962.  that  BasU  P.  Cooper  will  pre- 
side at  the  hearing  in  the  above-entitled 
proceeding  which  is  hereby  scheduled  to 
commence  on  March  21,  1962.  in  Wash- 
ington. D.C.:  ilnd,  it  is  further  ordered. 
That  a  prehearing  conference  in  the  pro- 
ceeding will  be  convened  by  the  presid- 
ing ofltoer  at  9:00  a.m..  Wednesday, 
February  21,  1962. 

Released:  January  17.  1962. 

Federal  Communications 
Commission, 
[seal]        Ben  F.  Waple, 

Acting  Secretary. 

[FJl.    Doc.    d2-738;     Filed,    Jan.    22,     1962; 
8:51  &sa.] 


(Docket  Nos.  14357,  14358;  FCC  62M-70] 

HIGSON-FRANK  RADIO 
ENTERPRISES  ET  AL. 

Order  Continuing   Hearing 
Conference 

In  re  applications  of  James  D.  Higson 
and  Peter  Frank  d/b  as  Higson-Frank 
Radio  Enterprises.  Houston,  Tex.,  Docket 
No.  14357.  FUe  No.  BP-13809;  S  B  B 
Corp.,  Houston.  Tex..  Docket  No.  14358. 
File  No.  BP-14632;  for  construction 
permits. 

The  Hearing  Examiner  having  under 
consideration  a  joint  "Motion  for  Con- 
tinuance of  Prehearing  Conference"  fUed 
on  January  11,  1962,  by  counsel  for  the 
above-named  applicants,  requesting  that 
the  prehearing  conference  now  scheduled 
for  January  17,  1962.  be  further  con- 
tinued until  February  21,  1962,  pending 
the  consummation  of  arrangements  for 
a  merger; 

It  appearing  that  appUcants'  negotia- 
tions to  effect  a  merger  have  progressed 
to  the  stage  of  forming  a  new  corporation 
and  drafting  the  merger  agreement,  and 
that  a  pos^nement  of  the  prehearing 
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conference  for  the  additional  period  re- 
quested will  enable  the  applicants  to 
complete  their  merger  arrangements, 
thereby  obviating  a  hearing  on  compara- 
tive issues;  and 

It  further  appearing  that  aU  parties 
to  this  proceeding  have  consented  to  a 
grant  Of  this  motion  and  to  waiver  of  the 
"4-day  nUe"  (Section  1.43),  and  that 
good  cause  has  been  shown  by  movants 
for  a  grant  of  their  instant  request; 

Accordingly,  it  is  ordered.  This  12th 
day  of  January  1962,  that  the  joint  "Mo- 
tion for  Continuance  of  Prehearing  Con- 
ference" filed  by  the  appUcants  on  Jan- 
uary 11.  1962.  is  granted,  and  that  the 
prehearing  conference  is  further  con- 
tinued from  January  17  to  February  21, 
1962,  at  9:00  a.m..  Ui  the  offices  of  the 
Commission  at  Washington.  D.C 

Released:  January  16.  1962. 

Federal  Communications 

COBOflSSION. 

[seal]         Ben  F.  Waple, 

Acting  Secretary. 

[F.R.    Doc.    62-739;     Filed,    Jan.    22,    1962; 
8:51  a.m.l 


[Docket  No.  14380;   FCC  62M-77] 

KSAY  BROADCASTING  CO. 
Order  Continuing  Hearing 

In  re  application  of  Grant  R.  Wrath- 
aU  and  Taf t  R.  WrathaU  as  trustee  for 
Grant  R.  WrathaU.  Jr..  Charlotte  Wrath- 
aU. lAwrence  WrathaU  and  Loretta 
WrathaU.  d/b  as  KSAY  Broadcasting 
Company,  San  Francisco.  California. 
Docket  No.  14380.  FUe  No.  BR-3528;  for 
renewal  of  Ucense  of  standard  broadcast 
station  KSAY. 

As  a  result  of  agreements  reached  upon 
the  record  of  a  speciaUy  held  prehearing 
conference  on  this  date  in  the  above- 
entitled  matter:  It  is  ordered.  This  16th 
day  of  January  1962 : 

1.  That  exhibits  wiU  be  exchanged  on 
or  before  March  20,  1962; 

2.  That  the  hearing  now  scheduled  for 
February  5,  1962,  be  postponed  to  AprU  3, 
1962;  and 

3.  That  the  prehearing  conference  now 
scheduled  for  January  26,  1962,  be 
canceUed. 

Released:  January  16,  1962. 

Federal  Communications 
Commission, 
[seal]         Ben  F.  Waple, 

Acting  Secretary. 

[F.R.    Doc.    62-740;     Filed.    Jan.    22,     1962; 
8:51   ajn.l 


FEDERAL  MARITIME  COMMISSION 

MISSISSIPPI  SHIPPING  CO.,  INC., 
ET  AL. 

Agreements  Filed  for  Approval 

Notice  is  hereby  given  that  the  fol- 
lowing described  agreements  have  been 


»By  order  of  the  Examiner  (FCC  61M.^ 
1940)  released  Dec.  11,  1961.  the  bearing  has 
been  continued  from  Jan.  17,  1962.  to  a  date 
to  be  specified  at  the  prehearing  conference. 
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filed  with  the  Commission  for  approval 
pursuant  to  section  IS  of  the  Shipping 
Act.  Itlf  (89  SUt.  733.  75  Stat.  7<3:  46 
use.  814): 

Agreement  842&-1,  between  Mississippi 
ShlppiDg  Co..  Inc..  as  the  "ocean  service" 
trading  between  U.S.  Oulf  ports  and 
Monrovia,  and  Farrell  Lines.  Inc  .  as  the 
"Teeder  service",  operating  between  Mon- 
rovia and  Harbel.  Orand  Bassa.  Sinoe. 
and  Cape  Palmas.  Liberia,  modifies  the 
original  approved  agreement  to  provide 
for  specific  dollar  apportionment  of  rev- 
enues derived  from  the  carriage  of  bulk 
latex,  packaged  rubber  and  bagged  rice 
when  transshipped  between  the  "ocean 
aerrlce"  and  the    feeder  service." 

Agreement  8462-1.  between  Compagnie 
Maritime  des  Chargeurs  Reunls.  as  the 
"ocean  service",  trading  between  U.S. 
Atlantic  ports  and  Monrovia,  and  Far- 
rell Lines.  Inc.,  as  the  'feeder  service  '. 
operating  between  Monrovia  and  Harbel, 
Grand  Bassa.  Sinoe.  and  Cape  Palmas, 
Liberia,  modifies  the  original  approved 
agreement  to  provide  for  the  specific 
dollar  apportionment  of  revenues  derived 
from  the  carriage  of  bulk  latex,  packaged 
rubber,  and  bagged  rice  when  trans- 
shipped between  the  "ocean  service"  and 
the  "feeder  service". 

Interested  parties  may  inspect  these 
agreements  and  obtain  copies  thereof  at 
the  Bureau  of  Foreign  Regulation.  Fed- 
eral Maritime  Commission.  Washington. 
DC.  and  may  submit  within  20  days 
after  publication  of  this  notice  in  the 
PnntAi.  RiciSTER.  wTltten  statements 
with  reference  to  either  of  these  agree- 
ments and  their  position  as  to  approval. 
disa]n>roval.  or  modification,  together 
with  request  for  hearing  should  such 
hearing  be  desired. 

Dated:  January  18. 1962. 

By  order  of  the  Federal  Maritime 
Commission. 

Thomas  Lisi, 
Secretary. 

[FR.     Doc      62-718:     Filed.    Jan.     22.     1962. 
8:48  am  | 


RIVER  PLATE  AND  BRAZIL 
CONFERENCE  ET  AL. 

Agreements   Filed  for  Approval 

Notice  is  hereby  given  that  the  fol- 
lowing described  agreements  have  been 
filed  with  the  Commission  for  approval 
piursuant  to  section  15  of  the  Shipping 
Act.  1916  (39  Stat.  733.  75  Stat.  783;  46 
U.S.C.  814)  : 

Agreement  59-37.  between  the  member 
lines  of  the  River  Plate  and  Brazil  Con- 
ference modifies  the  basic  agreement  of 
that  Conference  (Numbered  59.  as 
amended) ,  covering  the  trade  from  ports 
of  the  United  States  of  America  and 
Canada  (except  Pacific  Coast  ports  of  the 
United  States  and  Canada  and  except 
Newfoundland)  to  ports  in  Uruguay. 
Argentina,  Paraguay  and  Brazil.  The 
purpose  of  this  modification  is  to  provide 
that  the  expenses  of  maintaining  each 
of  the  various  conferences  shall  be  paid 
pro  rata  by  all  the  members,  except  as 
may  otherwise  be  unanimously  agreed. 

Agreement  5450-29,  between  the  mem- 
ber lines  of  the  Brazil/United  States- 
Canada  Prelght  Conference,  modifies  the 
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basic  agreement  of  that  Conference 
< Numbered  5450,  as  amended),  covering 
the  trade  fropr^ictorla  and  ports  south 
thereof  in  wcvail  to  US.  Atlantic  and 
Gulf  port^oid  to  ports  in  Eastern  Can- 
ada inclk^ng  ports  oa  the  St  Lawrence 
River  Jnd  tributaries  thereto  includuig 
but  n<»  west  of  Montreal  but  not  includ- 
/foundland.  The  purpose  of  this 
:ation  is  to  provide  that  the  ex- 
of  maintaining  tlic  conference 
paid  pro  rata  by  all  the  members 
as  may  otherwi.se  be  unanimously 

?ement  6900-9.  between  the  mem- 
ines  of  the  River  Plate  United 
-Canada  Freight  Conference,  mod- 
ifies/the basic  agreement  of  that  Con- 
ference (Numbered  6900.  as  amended!, 
covering  the  trade  from  ports  in  Ar- 
gentina, Paraguay  and  Uruguay  to  US. 
Atlantic  and  Oulf  ports  and  to  ports  In 
Eastern  Canada  including  but  not  west 
of  Montreal  but  not  irKluding  New- 
foundland. The  purpose  of  this  modifi- 
cation is  to  provide  that  the  expenses  of 
maintaining  the  conference  shall  be  paid 
pro  rata  by  all  members  except  as  may 
otherwise  be  unanimously  agreed. 

Agreement  8751,  between  Lykes  Bros. 
Steamship  Co,  Inc.  and  the  carriers 
comprising  the  Blue  Funnel  Line  joint 
service  'operating  under  approved  joint 
service  Agreement  7568.  as  amended', 
covers  a  through  billing  arrangement  for 
the  transportation  of  asbestos  in  bass 
from  Western  Australia  to  US  Gulf 
ports,  with  transhipment  at  Singapore. 

Interested  parties  may  inspect  these 
agreements  and  obtain  copies  thereof  at 
the  Bureau  of  Foreign  Regulation.  Fed- 
eral Maritime  Commission,  Washington. 
DC  .  and  may  submit  withm  20  days 
after  publication  of  this  notice  in  the 
Federal  Register,  written  statements 
with  reference  to  any  of  these  agree- 
ments and  their  position  as  to  approval, 
disapproval,  or  modification,  together 
with  request  for  hearing  should  such 
heannt^  be  desired. 

Dated:  JanuaiT  18,  1962 

By  order  of  .the  FedtMal  Marit.me 
Commission. 

Thomas  Lisi. 
Secretary 

IFR     D  62  719:     Filed      Jin      22.     l'J6-'. 

8  48  a  m  I 


I  Docket  No   966 1 

OLIVER   J.   OLSON   &   CO. 

Reduction  in  Rotes,  Pacific  Coast- 
Hawaii;  Notice  of  Investigation  and 
of  Hearing 

On  December  27,  1961.  the  Federal 
Maritime  Commission  entered  the  fol- 
lowing order: 

It  appearing,  that  there  have  been 
filed  with  the  Federal  Maritime  Commis- 
sion by  Oliver  J.  Olson  i  Co.,  C.  R  Nick- 
erson.  agent,  revised  pages  to  its  Local 
Freight  Tariff  No.  5,  FMC-P  No.  32, 
naming  reductions  In  freight  rates  from, 
to.  and  between  Pacific  coast  ports  and 
ports  in  the  Hawaiian  Islands,  to  t>ecome 
^ectlve  December  28.  1961.  designated 
as  follows : 


Tmrxff  Pmge  and  Item  Suml)«r 

2d  revised  page  18:  33.  40.  125.  130.  135. 

2d  revised  page  19;  150. 

2d  revlMd  page  aO:  400. 

3d  revised  page  31:  410,  415.  430.  4«0,  490.  492 

2d  revised  page  22.  506,  510.  545,  560.  565.  570, 

675.  580,  5»0.  592.  595.  600.  585. 
2il  rivised  page  23,  605,  610.  700,  705,  710. 

It  further  appearing,  that  a  protest 
has  been  received  petitioning  the  Com- 
mission to  suspend  said  reductions;  and 

It  further  appearing,  that  the  Com- 
mussion  is  of  the  opinion  that  the  new 
rates,  charges,  classifications,  regula- 
tions, tariffs,  and  practices  should  be 
made  the  subject  of  a  public  investiga- 
tion and  hearing  to  determine  whether 
they  are  just,  reasonable,  and  otherwise 
lawful  under  the  Shipping  Act,  1916,  or 
the  Intercoastal  Shipping  Act,  1933,  as 
amended;  and 

It  further  appearing,  that  the  Com- 
mission is  of  the  opinion  that  the  effective 
date  of  Item  No.  460  (lumber)  should 
be  suspended,  pending  such  Investiga- 
tion: 

Now  t tier e fore  it  is  ordered.  That  an 
invest!  Stat  ion  be,  and  It  Is  hereby.  In- 
stituted into  and  concerning  the  lawful- 
ness of  the  rates,  fares,  charges,  rules, 
classifications,  regulations,  and  practices 
contained  in  the  said  tariff  schedules. 
with  a  view  to  making  such  findings  and 
orders  in  the  premises  as  the  facts  and 
circumstances  shall  warrant;  and 

It  13  further  ordered.  That  said  Item 
No  460  (lumber)  be.  and  it  is  hereby, 
suspended,  and  that  the  use  thereof  be. 
and  It  is  hereby,  deferred  to  and  includ- 
ing April  27.  1962,  unless  otherwise  au- 
thorized by  the  Commission,  and  that  the 
rates,  fares,  charges,  classifications,  rules, 
reKulatioiLs.  and  practices  heretofore  in 
effect,  and  which  were  to  be  changed  by 
the  suspended  item,  shall  remain  in  ef- 
fect durins  the  period  of  suspension : 
and 

It  IS  further  ordered.  That  no  chanpe 
shall  be  made  in  the  matter  hereby  sus- 
pended nor  the  matter  which  is  con- 
tinued m  effect  as  a  result  of  such  sus- 
pension until  the  period  of  suspension 
or  any  extension  thereof  has  expired,  or 
until  this  investigation  and  suspension 
proceeding  has  been  disposed  of,  which- 
ever first  occurs,  unless  otherwise  au- 
thorized by  the  Commission;  and 

It  is  further  ordered.  That  the  Investi- 
gation in  this  proceeding  shall  not  be 
confined  to  the  matters  and  issues  here- 
inbefore stated  as  the  reason  for  in- 
stituting this  investigation,  but  shall 
include  all  matters  and  Issues  with  re- 
spect to  the  lawfulness  of  the  said 
.schedules  and  of  all  other  freight  sched- 
ules of  the  carrier  named  herein  from, 
to.  and  between  Pacific  coast  ports  of 
the  United  States  and  ports  in  the  Ha- 
waiian Islands  under  the  Shipping  Act. 
1916,  as  amended,  and  the  Intercoastal 
Shipping  Act,  1933,  as  amended;  and 

It  is  further  ordered.  That  there  shall 
be  filed  immediately  with  the  Commis- 
sion by  the  Oliver  J.  Olson  li  Co..  C.  R. 
Nickerson,  agent,  a  consecutively  num- 
bered supplement  to  the  aforesaid  tariff 
schedule  which  supplement  shall  bear  no 
effective  date,  shall  reproduce  the  por- 
tion of  this  order  wherein  the  suspended 
matter  Is  described,  and  shall  state  that 
the  aforesaid  Item  460  Is  suspended  and 
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may  not  be  used  until  28th  day  of  April 
1962,  unless  otherwise  autbortzed  by  the 
Commission;  and  that  the  rmtes  hereto- 
fore in  effect,  and  which  were  to  be 
changed  by  the  suspended  rates,  shall 
remain  In  effect  during  the  period  of 
suspension,  and  neither  the  matter  sus- 
pended, nor  the  matter  which  is  con- 
tinued In  effect  as  a  result  of  such  sus- 
pension may  be  changed  until  the  period 
of  suspension  or  any  extension  thereof 
has  expired,  or  until  this  investigation 
and  suspension  proceeding  has  been  dis- 
posed of.  whichever  first  occurs,  unless 
otherwise  authorized  by  the  Commission; 
and 

It  is  further  ordered.  That  all  subse- 
quent revisions  of  the  said  rates  subse- 
quently filed  by  the  respondent  in  this 
proceeding,  shall  be,  and  they  are  here- 
by, placed  under  investigation  in  this 
proceeding;  and 

It  is  further  ordered.  That  copies  of 
this  order  shall  be  filed  with  the  said 
tariff  schedule  in  the  Bureau  of  Do- 
mestic Regulation  of  the  Federal  Mari- 
time Commission;  and 

It  is  further  ordered,  That  (I)  the  in- 
vestigation herein  ordered  be  assigned 
for  public  hearing  before  an  examiner  of 
the  Commission's  0£Bce  of  Hearing  Ex- 
aminers, at  a  date  and  place  to  be  de- 
termined and  announced  by  the  Chief 
Examiner,  to  receive  evidence  in  this  pro- 
ceeding, which  will  provide  an  adequate 
record  for  proper  disposition  of  the  issues 
and  that  an  initial  decision  be  Issued; 
(II>  OUver  J.  Olson  &  Co..  C  R.  Nicker- 
son, agent,  be  and  it  is  hereby  made  re- 
spondent in  this  proceeding;  (m)  a 
copy  of  this  order  shall  forthwith  be 
served  upon  protestant  and  respondent 
herein;  (IV)  the  said  respondent  and 
protestant  be  duly  notified  of  the  time 
and  place  of  the  hearing  ordered;  and 
(V)  this  order  and  notice  of  the  said 
hearing  be  published  in  the  Fcdesal 
Registd. 

Notice  is  hereby  given  that  the  hearing 
In  this  proceeding  will  be  held  before  an 
examiner  of  the  Commission's  Office  of 
Hearing  Examiners  at  a  date  and  place 
hereafter  to  be  annoimced.  The  hearins 
will  be  conducted  In  accordance  with  the 
Commission's  rules  of  practice  and  pro- 
cedure, and  an  initial  decision  will  be 
issued  by  the  examiner. 

All  persons  (Including  individuals,  cor- 
porations, associations,  firms,  partner- 
ships, and  public  bodies)  having  an  in- 
terest in  this  prcKeedlng  and  desiring  to 
Intervene  therein,  should  notify  the  Sec- 
retary of  the  Conunisslon  promptly  and 
file  petitions  for  leave  to  Intervene  in 
accordance  with  rule  5(n)  (46  CFR 
201.74)  of  saldniles. 

Dated:  January  18.  1962. 

By   order   of   the   Federal   Maritime 

Commission. 

THOIKAS  liZSX, 

Secretary. 

|KR     Doc.    63-7a0:    Piled,    Jan.    33,    1063; 
8:48    ajn.]        ^ 


(CommlMion  Order  1  (Amended)] 
ORGANIZATION  AND  FUNCTIONS 

Sectxoiv   1.  Purpose.    l.OL  Ttxe  inir- 
Pose  of  this  order  is  to  describe  the  or- 
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ganization  and  functions  of  the  Federal 
BCaritime  Commission. 

8»c.  2.  Organization  of  the  Federal 
Marittme  Commission — 2.01.  Establish- 
Tnent  and  composition  of  the  Commis- 
sion. The  Federal  Maritime  Commission 
was  established  as  an  independent 
agency  by  Reorganization  Plan  No.  7  of 
1961,  effective  August  12,  1961.  The 
Federal  Maidtlme  Commission  is  com- 
posed of  five  members,  appointed  by  the 
President,  by  and  with  the  consent  of  the 
Senate.  The  President  designates  one  of 
such  members  to  be  the  Chairman. 

2.02.  Quorum,  Any  three  members  in 
office  constitute  a  quorum  for  the  trans- 
action of  the  business  of  the  Federal 
Maritime  Commission.  The  affirmative 
vote  of  any  three  CUommlssioners  shall 
be  sufficient  for  the  disposition  of  any 
matters  which  may  come  before  the 
Commission. 

2.08.  Organizational  components.  The 
Federal  BCaritime  Commission  has  the 
following  major  organizational  compo- 
nents: 

(a)  OfBce  of  the  Chairman  of  the  Fed- 
eral Maritime  Commission, 

-(b)  Offlcesof  the  Members  of  the  Fed- 
eral Maritime  Conunisslon. 

(c)  Office  of  the  SecretJUT. 

(d)  Office  of  the  General  Counsel. 

(e)  Office  of  Hearing  Examiners,  and 

(f)  Executive  Director: 

(1)  Office  of  Administrative  Manage- 
ment. 

(2)  Office  of  Information  Services, 

(3)  Biueau  of  Foreign  Regulation, 

(4)  Bureau  of  Domestic  Regulation. 

(5)  Bureau  of  Administrative  Pro- 
ceedings, 

(6)  Bureau  of  Investigation. 

(7)  Bureau  of  Financial  Analysis,  and 

(8)  Offices  of  District  Managers. 

Sac  3.  Lines  of  responsibility.  3.01. 
The  Office  of  the  Secretary,  Office  of  the 
General  Counsel  and  Office  of  Hearing 
Examiners  and  the  Executive  Director 
shall  be  responsible  to.  and  report  to.  the 
Chairman,  Federal  Maritime  Commis- 
sion. 

3.02.  The  Office  of  AdminlstraUve 
Management,  Office  of  Information 
Services  and  the  Bureau  of  Foreign  Reg- 
ulation. Bureau  of  Domestic  Regulation. 
Bureau  of  AdminlstraUve  Proceedings. 
Bureau  of  Investigation,  Bureau  of  Fi- 
nancial Analysis  and  the  Offices  of  the 
District  Mimagers  shall  be  responsible  to, 
and  r^wrt  to,  the  Chairman.  Federal 
MMxitime  Commission  through  the  Ex- 
ecutive Director. 

8«c.  4.  <3eneral  functions.  4.01.  The 
Federal  Maritime  Commission  is  respon- 
sible for  administering  the  statutory 
functions  and  programs  for  the  regula- 
tion of  common  carriers  by  water  in  the 
foreign  and  domestic  off-shore  commerce 
of  the  United  States  and  of  other  persons. 
under  provisions  of  the  Shipping  Act. 
1916,  as  amended.  Merchant  Marine  Act, 
19M,  as  MBended.  the  Intercoastal  Ship- 
ping Aet»  1983.  as  amended,  and  other 
applicable  statutes. 

Sic.  5.  Specific  functions  of  the  or- 
oaniaatknuH  components  of  the  Federal 
Maritime  Commission.  5.01.  The  Office 
of  the  Chafrmaa  of  the  Federal  Maritime 
Commission  executes  and  administers  the 
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activities  of  the  Federal  Maritime  Com- 
mlMion; serves  as  the  executive  head  of 
the  Commission,  presides  at  meetings  of 
the  Commission;  and  administers  the 
policies  of  the  Commission  to  its  respon- 
sible officials,  and  through  conferences 
with  and  reports  from  such  officials 
assures  the  efficient  discharge  of  their 
responsibilities. 

5.02.  The  Offices  of  the  Members  of  the 
Federal  Maritime  Conmiission  are  re- 
sponsible, with  the  Chairman,  for  estab- 
lishing the  poUcies  of  the  Commission* 
making  decisions  and  determinations  in 
the  disposition  of  docketed  cases  and 
other  matters  within  the  jurisdiction  of 
the  Commission;  and  performing  other 
duties  as  may  be  assigned  under  the  pro- 
visions of  Reorganization  Plan  No.  7  of 

5.03.  The  Office  of  the  Secretary  is  re- 
sponsible for  preparing  agenda  and 
dockets  of  matters  subject  to  action  by 
the  Federal  Maritime  Commission  and 
the  preparation  of  minutes  with  respect 
to  such  actions;  issuing  orders  and  no- 
tices of  actions  of  the  Commission; 
receiving  formal  communications,  peti- 
tions, notices,  documents  and  other  in- 
struments directed  to  the  Chainnan 
and/or  the  Commission  and  maintaining 
official  files  and  records  with  req)ect 
thereto;  authenticating  instruments  ot 
documents  of  the  Commission;  adminis- 
tering oaths,  and  issuing  subpoenas  at 
the  direction  of  the  Commission. 

5.04.  Tlie  Office  of  the  General  Coun- 
sel serves  as  the  law  office  of  the  Com- 
mission and  provides  legal  coimsel  to  the 
Commission  and  its  staff;  reviews  and 
approves  as  to  legality  and/or  prepares 
proposed  Commission  rules,  regulatiotis 
and  orders;  prepares  drafts  of  proposed 
legislation  and  reports  to  congressional 
committees;  represents  the  Commission 
in  all  matters  before  the  courts. 

5.05.  The  Office  of  Hearing  BxanUners 
holds  hearings  and  renders  decisions 
therein  in  formal  rule-making  and  ad- 
judicatory proceedings  as  provided  in 
the  Shipping  Act,  1916,  as  amended,  and 
other  applicable  laws,  in  accordance  with 
the  Administrative  Procedures  Act  and 
the  Commission's  Rules  of  Practice  and 
Procedure. 

5.06.  The  Executive  Director  directs 
and  administers  the  organizations  and 
activities  as  enumerated  insubsectimis 
5.061  through  5.068  below;  assists,  ad- 
vises, and  consults  with  the  Chairman 
imd/or  the  Federal  Maritime  Commls- 
sion  in  ^e  performance  of  major  execu- 
tive f mictions;  directs  general  adminis- 
trative activities. 

1.  The-  Office  of  Administrative  Man- 
agement formulates  recommendations 
and  interprets  budgetuy  policies  and 
programs;  collaborates  with  staff  and 
operating  officials  in  the  development  of 
fiscal  plans;  develops  and  presents 
budget  requests  and  justifications;  main- 
tains control  of  funds;  conducts  studies 
of  management  practices,  organizations, 
functions,  authorities,  and  procedures 
for  the  improvement  of  operations;  plans 
and  administers  personnel  management 
activities;  and  provides  administrative 
and  office  services. 

2.  The  Office  of  Information  Services 
issues  information  concerning  the  activi- 
ties of  the  Federal  Maritime  Commls- 


678 

sion:  urejmres  and  edlU  press  releases; 
and  performs  related  Informational 
services. 

3.  The  Bureau  of  Foreign  Regulation 
reviews  the  rates  and  practices  of  com- 
mon carriers  by  water  engaged  in  the 
foreign  commerce  of  the  United  States 
and  conferences  of  such  carriers  in  ac- 
cordance with  the  requirements  of  law 
and  the  rules,  orders  and  regulations  of 
the  Commission:  examines,  processes, 
and  as  appropriate  prepares  recommen- 
dations to  the  Commission  with  respect 
to  activities  and  practices  of  common 
carriers  by  water  in  the  foreign  com- 
merce and  conferences  of  such  carriers 
and  Witt,  respect  to  agreements  and 
tariffs  filed  by  such  common  carriers  and 
conferences;  reviews  annual  and  special 
reports  filed  by  common  carriers  by 
water  and  conferences  in  the  foreign 
commerce  of  the  United  States,  includ- 
ing minutes  of  conference  meetings;  in- 
itiates action  Involving  the  granting  of 
special  permissions  to  waive  advance 
tariff  filing  requirements,  or  to  depart 
from  rules  and  regulations  governing 
publication  of  tariffs;  recommends  the 
institution  of  rule-making  proceedings, 
and  where  appropriate  prepares  drafts 
of  rules  and  otherwise  assists  in  the  pro- 
mulgation of  rules;  reviews  informal 
complaints  and  protests  against  the 
practices,  methods  and  operation  of 
common  carriers  or  conferences  or 
against  existing  or  proposed  tariffs  of 
such  carriers  or  conferences  and  <  1 )  re- 
quests the  Bureau  of  Investigation  to 
develop  additional  information  and  data 
through  field  Investigations;  <2>  con- 
cludes complaints  and  protests  by  volun- 
tary agreement  between  the  parties  or 
by  adm.'nlstratlve  determination  that  the 
complaint  or  protest  fails  to  represent 
a  violation  of  the  shipping  statutes  or 
the  rules,  or  orders  of  the  Commission; 

(3)  prepares  recommendations,  collabo- 
rating with  the  Biu'eau  of  Administra- 
tive Proceedings,  for  formal  action  and 
proceedings  by  the  Commission:  and  or 

(4)  refers,  as  appropriate,  complaints 
and  protests  to  the  Bureau  of  Investiga- 
tion for  action  by  that  bureau. 

4.  The  Bureau  of  Domestic  Regulation 
reviews  the  rates  and  practices  of  com- 
mon carriers  by  water  engaged  in  the 
domestic  off-shore  commerce  of  the 
United  States  and  conferences  of  such 
carriers  In  accordance  with  the  require- 
ments of  law  and  the  rules,  orders  and 
regulations  of  the  Commlssiun:  exam- 
ines, processes,  and  as  appropriate  pre- 
pares recommendations  to  the  Commis- 
sion with  respect  to  activities  and 
practices  of  common  carriers  by  water 
In  the  domestic  off-shore  commerce  of 
the  United  States  and  conferences  of 
such  carriers,  and  with  respect  to  agree- 
ments and  tariffs  filed  by  such  common 
carriers,  conferences,  terminal  operators, 
and  freight  forwarders;  takes  and  or 
initiates  action  involving  the  rejection 
of  improper  or  incorrectly  filed  tariffs, 
granting  of  special  permissions  to  waive 
the  advance  filing  or  publication  require- 
ments of  tariffs,  suspension  of  rates,  and 
as  appropriate  the  prescription  of  rea- 
sonable maximum  and  minimum  rates; 
reviews  annual  and  special  reports  filed 
by  domestic  off-shore  carriers,  confer- 
ences, terminal  operators,   and  freight 


forwarders.  Including  minutes  of  con- 
ference meetings;  receives  and  processes 
applications  for  licensing  of  freight  for- 
warders; recommends  the  institution  of 
rule-making  proceedings  and.  where  ap- 
propriate drafts  of  rules  and  otherwise 
assists  in  the  promulgation  of  rules:  re- 
views informal  complaints  and  protests 
against  the  practices,  methods  and  oper- 
ations of  common  carriers,  terminal 
operators,  freight  forwarders  or  confer- 
ences or  against  existing  or  proposed 
tariffs  of  fuch  common  carriers,  terminal 
operators,  freight  forwarders  or  confer- 
ences and  '  1  >  requests  the  Bureau  of 
Investigation  to  develop  additional  in- 
fonnation  and  data  through  field  inves- 
tigations: (2)  concludes  complaints  and 
protests  by  voluntary  agreement  between 
the  parties  or  by  administrative  deter- 
mination that  the  complaint  or  protest 
fails  to  represent  a  violation  of  the  ship- 
ping statutes  or  the  rules  or  orders  of 
the  Commission;  <3)  prepares  recom- 
mendations, collaborating  with  the  Bu- 
reau of  Administrative  Proceedings,  for 
formal  action  and  proceedings  by  the 
Commission;  and/or  <4)  refers,  as  ap- 
propriate, complaints  and  protests  to  the 
Bureau  of  Investigation  for  action  by 
that  bureau. 

5.  The  Bureau  of  Administrative  Pro- 
ceedings acts  as  Hearing  Counsel  in  all 
formal  investigations,  nonadjudicatory 
investigations,  rule-making  proceedings 
and  any  other  proceedings  initiated  by 
the  Federal  Maritime  Commission  under 
the  Shipping  Act.  1916,  and  other  appli- 
cable shipping  acts;  examines  and  cross- 
examines  witnesses,  prepares  and  flies 
briefs,  motions,  exceptions,  and  other 
legal  documents  and  participates  in  oral 
argument  before  the  hearing  examiners 
and  the  Federal  Maritime  Commission; 
acts  as  Hearing  Counsel,  where  inter- 
vention is  permitted,  in  formal  com- 
plaint proceedings  irutiated  under  sec- 
tion 22  of  the  Shipping  Act:  reviews  and 
concurs  in  all  recommendations  of  other 
bureaus  recommending  the  institution  of 
formal  proceedings;  prepares  all  orders, 
notices,  and  other  documentvS  which  in- 
stitute formal  or  informal  Commission 
proceedings:  furnishes  consultative  and 
advisory  services  and  otherwise  assLsts 
other  bureaus  in  formulating  procedures 
to  be  followed  in  connection  with  in- 
vestigations and  or  formal  Commission 
proceedings:  serves,  with  the  concur- 
rence of  the  Executive  Director,  as  re- 
quested by  the  General  Counsel  and 
under  his  direction  in  matters  of  court 
litigation  by  or  against  the  Commission 
lising  out  of  violations  previously  adju- 
dicated by  the  Commission. 

8.  The  Bureau  of  Investigation  con- 
ducts investigations  of  the  activities  and 
practices  of  common  carriers  by  water 
in  the  foreign  and  domestic  ofl-shore 
commerce  of  the  United  States,  confer- 
ences of  such  carriers,  freight  forward- 
ers and  terminal  operators  and  other 
persons  subject  to  the  regulatory  juris- 
diction of  the  Federal  Maritime  Com- 
mission: conducts  periodic  field  exam- 
inations of  the  activities,  transactions 
and  records  of  persons  subjected  to  the 
shipping  statutes;  directs  the  field  in- 
vestigation staffs  and  plans  and  admin- 
isters the  field  programs  furnishing  all 


technical  direction  to  such  staffs;  pre- 
pares recommendations  to  the  Commis- 
sion, collaborating  with  appropriate 
other  bureaus,  for  the  referral  of  viola- 
tions to  the  Department  of  Justice  for 
its  action,  where  field  Investigations 
have  developed  the  existence  of  criminal 
violations  of  the  shipping  statues  (these 
cases  are  restricted  to  those  where  the 
cases  are  to  be  disposed  of  by  the  De- 
partment of  Justice,  rather  than  by  the 
Commission  through  formal  action  and/ 
or  proceedings'  ;  develops  methods  and 
purposes  of  investigations  referred  to 
other  investigative  bodies  of  the  execu- 
tive, legislative  or  judicial  branches  of 
the  government;  coordinates,  where  ap- 
propriate, with  appropriate  officers  of 
the  State  Department  those  Investiga- 
tions concerning  common  carriers  by 
water  under  foreign-flag  operation  en- 
gaged in  the  foreign  commerce  of  the 
United  States. 

7.  The  Bureau  of  Financial  Analysis 
is  responsible  for  and  makes  recom- 
mendations with  resF>ect  to  annual  and 
special  financial  reports  to  be  submitted 
by  common  carriers  and  other  persons 
subject  to  the  act.  Including  accounting 
and  reporting  instructions;  reviews  an- 
nual and  sp>ecial  rer>orts,  including  re- 
ports of  field  audits  performed  by  the 
Commission's  staff;  determines  the 
justification  of  increased  or  lower  rates 
of  common  carriers  and  other  persons 
subject  to  the  act;  directs  field  audit 
staffs  and  develops  and  administers  a 
continuing  program  for  the  audit  of  the 
financial  accounts  and  records  of  com- 
mon carriers  and  other  persons  subject 
to  the  Federal  Maritime  Commission's 
regulatory  authorities:  develops  and  re- 
vises the  accounting  regulations  of  the 
Commission  prescribing  uniform  systems 
of  accounts  for  persons  subject  to  the 
shipping  statutes:  develops  cost  formulas 
for  application  to  the  movement  of 
water  borne  commerce  in  the  domestic 
and  foreign  commerce  of  the  United 
States:  prepares  reports  and  appears  in 
rate  proceedings  and  or  proceedings 
where  rates  and  or  cost  are  a  paramount 
issue:  conducts  studies,  as  appropriate, 
for  the  purpose  of  determining  classes 
of  depreciable  property,  depreciation 
percentages,  replacement  costs,  reason- 
able overhead,  etc.;  prepares  analytical 
reports  for  the  consideration  of  the 
Commission  and  the  staff  in  the  proc- 
essing and  approval  of  tariffs  and  the 
approval  of  rates  including  studies  of 
reasonable  return  on  and  current  cost 
of  capital  both  borrowed  and  invested: 
and  conducts  economic  studies  and  pre- 
pares reports  reflecting  for  trade  areas 
under  consideration  the  extent  and 
nature  of  competition,  commodities  car- 
ried, the  extent  and  effect  of  regularity 
of  services,  future  commodity  trends,  etc. 

8.  The  Offices  of  the  Atlantic,  Gulf, 
Pacific,  and  Great  Lakes  District  Man- 
agers are  responsible  for  the  admin- 
istrative coordination  of  all  field 
programs  and  activities  of  the  Federal 
Maritime  Commission  within  their  re- 
spective    areas,     subject     to     national 

■policies  and  program  determinations, 
standard  procedures,  and  supervision 
and  technical  direction  of  the  api;H'o- 
priate  office  or  bureau  director  In  Wash- 
ington,  D.C.;    in  addition  the  District 
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Managers  shall  be  responsible  for  main- 
taining contact  with  persons  within  their 
areas  who  are  subject  to  the  ahlppinc 
statutes  and  rulee  and  regulations  of  the 
Commission;  further  the  District  Maa^- 
agers  shall  be  available  for  consultation 
and  advisory  services  requested  by  com- 
mon carriers  by  watel*  In  the  foreign  and 
domestic  off-shore  commerce  of  the 
United  States,  terminal  operators. 
freight  forwarders,  conferences  and 
shippers;  finally  the  District  Managers 
shall  be  responsible  for  performing  other 
functions  and  duties  as  assigned  by  the 
Chairman,  Executive  Director  and/or 
tlie  Commission. 

Sec.  6.  Deleoation  of  authorities.  6.01. 
Pursuant  to  section  105  of  Reorganiza- 
tion Plan  No.  7  of  1961,  effective  August 
12,  1961,  the  Federal  Maritime  Commis- 
sion hereby  delegates  the  authorities  set 
forth  in  Sections  7,  8,  and  9  of  this  order 
to  the  officials  designated  therein,  sub- 
ject to  the  limitations  prescribed  in  Sec- 
tions 6.02,  6.03,  6.04.  and  6.05  of  tlUs 
order. 

6.02.  The  delegatees  shall  exercise  the 
authorities  delegated  herein  In  a  man- 
ner consistent  with  the  established  poVxj 
of  the  Federal  Maritime  Commission. 

6.03.  The  authorities  delegated  herein, 
except  those  delegated  to  the  Chief 
Examiner,  may  not  be  exercised  unless 
resolution  of  all  legal  questions  and  the 
approval  of  the  form  of  all  legal  docu- 
ments have  been  obtained,  either  con- 
currently or  previously,  from  the  Gen- 
eral Counsel,  or  his  designee. 

6.04.  The  delegatees  may  in  their  dis- 
cretion redelegate  their  authorities,  un- 
less otherwise  restricted  herein,  to  sub- 
ordinate personnel  under  their  direction'. 
provided  that  such  redelegation  does  not 
grant  the  recipient  the  authority  to  sub- 
sequent redelegation.  The  d^egatees 
retain  full  resp<mslbillty  for  actions 
taken  by  their  subordinates  under  any 
authority  redelegated  by  them. 

6  05.  Notwithstanding  the  delegations 
contained  herein,  the  Commission  re- 
tains its  discretlcmary  right  of  reyiew  as 
provided  In  section  105(b)  of  Reorgan- 
ization Plan  No.  7  of  1961. 

Sec.  7.  Specific  authorities  delegated 
to  the  Executive  Director.  7.01.  Author- 
ity to  accept  or  reject  tariff  filings  of 
domestic  off-shore  carriers  or  common 
carriers  in  the  foreign  commerce  of  the 
United  States,  or  conferences  of  such 
carriers  for  failure  to  meet  the  require- 
ments of  statute  or  the  Commission's 
requirements,  or  for  lack  of  complete- 
ness and  clarity  of  the  rules  and  regu- 
lations governing  the  tariff,  or  nonc<mi- 
pliance  with  special  permission  or  other 
order  of  the  Commission. 

7  02.  Authority  to  approve  special  per- 
mission applications  submitted  by  do- 
mestic off-shore  carriers  or  carriers  in 
the  foreign  commerce  of  the  United 
States,  or  conferences  of  such  carriers 
for  relief  from  a  statutory  and/or  Com- 
mLssion  tariff  requirement,  provided  the 
relief  sought  Is  limited  to  one  or  more 
of  the  following  (a)  permission  to  deviate 
fiom  prescribed  tariff  format;  (b)  per- 
mission to  correct  a  clerical  or  typo- 
Riaphical  error;  (c)  permission  to  post- 
pone the  effective  date  of  a  previously 
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submitted  filing;  or  (d)  permission  to 
caned  or  withdraw  protested  matter. 

7.03.  Authority  to  review  and  deter- 
mine the  validity  of  alleged  or  suspected 
violations,  occlusive  of  formal  com- 
plaints, of  the  shipping  statutes  and  rules 
and  regulations  of  the  Commission  by 
common  carriers  by  water  in  the  domes- 
tic off-shore  or  the  foreign  commerce  of 
the  United  States,  terminal  operators, 
freight  forwarders,  and  other  persons 
subject  to  the  provisions  of  the  shipping 
statutes;  authority  to  determine  correc- 
tive action  necessary  with  respect  to  vio- 
lations and  conduct  negotiations  and 
obtain  compliance  by  the  violating  pcu*- 
ties,  except  where  violations  Involve 
major  questions  of  policy  or  major  Inter- 
pretations of  statutes,  or  orders,  rules 
and  regulations  of  the  Commission,  or 
acts  having  material  effect  upon  the 
ccnnmerce  of  the  United  States. 

7.04.  Authority  to  approve,  within  the 
framework  of  prescribed  Commission 
policy  and  criteria,  applications  for  li- 
censes, and  issue  licenses  to  all  persons, 
partnefships.  corporatloixs.  or  associa- 
tions desirfiig  to  engage  In  ocean  freight 
forwarding  activities  and  to  recommend 
denial  to  the  Commission  of  those  that 
appear  to  warrant  denial  of  licenses. 

7.05.  Authority  to  develop,  prescribe 
and  administer  programs  to  assure  com- 
pliance with  the  provisions  of  the  ship- 
ping statutes  of  all  persons  subject 
thereto,  including  without  limitation 
those  programs  for:  (a)  The  submis- 
sion of  regular  and  special  reports.  In- 
fonnati<m  and  data;  (b)  the  conduct  of 
a  plan  for  the  field  audit  of  activities 

•  and  practices  of  common  carriers  by 
water  in  the  domestic  off-shore  trade  and 
the  foreign  commerce  of  the  United 
States,  conferences  of  such  carriers,  ter- 
minal operators,  freight  forwarders,  and 
other  persons  subject  to  the  shipping 
statutes;  and  (c)  the  conduct  of  rate 
studies. 

Sbc.  8.  Specific  authorities  delegated 
to  the  Special  Permission  Committee 
(Secretary,  Executive  Director.  Direc- 
tor, Bureau  of  Foreign  Regulation,  and 
Director,  Bureau  of  Domestic  Regula- 
tion). 8.01.  Authority,  acting  as  the 
Special  Pennission  Conunlttee.  to  ap- 
prove m>ecial  permission  applications 
tor  relief  from  a  statutory  and/or  Com- 
mission tariff  requirement  for  any  relief 
sought  beyond  that  delegated  to  the 
Executive  Director  in  section  7.02  of 
this  order;  in  the  exercise  of  this  au- 
thority the  Director,  Bureau  of  Foreign 
Regulation  or  the  Director.  Bureau  of 
Domestic  Regulation  shall  serve  only  as 
a  member  of  the  committee  when  the 
committee  is  acting  on  applications  In- 
volving subject  matter  within  his  regular 
area  of  rMponsibillty. 

8.02.  In  the  absence  of  the  officials 
to  whom  this  authority  Is  delegated  their 
Deputies  or  Assistants  are  authorized 
to  act  for  them. 

Sbc  9.  General  authority  delegated 
to  the  Secretary,  General  Counsel.  Chief 
Examiner,  and  the  Executive  Director. 
9.01.  Authority  to  exercise  all  functions 
and  take  all  actions  necessary,  to  direct 
and  carry  out  the  duties  and  responsi- 
bilities assigned  to  the  Office  of  the  Sec- 
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retary.  Office  of  the  General  Counsel, 
Office  of  Hearing  Examiners,  and  the 
Executive  Director  in  accordance  with 
their  functional  assignments  as  hereto- 
fore prescribed  In  this  order. 

Dated :  January  16. 1962. 

Thos.  E.  Siakxk. 
Chairman. 

[P.R.    Doc.    62-759;     PUed,    Jan.    22,     1962; 
8:51  ajn.j 


[Commission  Order  201.1] 

REDELEGATION  OF  AUTHORITIES  BY 
THE  EXECUTIVE  DIRECTOR 

Section  1.  Purpose.  1.01,  TTie  pur- 
pose of  this  order  is  to  redelegate  cer- 
tain authorities  delegated  to  the  Execu- 
tive Director,  pursuant  to  Federal 
Maritime  Commission  Manual  of  Orders. 
Commission  Order  No.  1  (amended), 
effective  January  16, 1962. 

Sec  2.  Redelegations  of  authorities. 
2.01.  The  authorities  set  forth  in  sec- 
tions 4  through  7  of  this  order  are 
hereby  redelegated  to  the  respective 
officials  having  jurisdiction  of  the  par- 
ticular functional  areas. 

2.02.  These  officials  shall  exercise  the 
authorities  redelegated  herein  in  a  man- 
ner consistent  with  the  established 
policy  of  the>  Federal  Maritime  Commis- 
sion. 

2.03.  The  authorities  redelegated  may 
not  be  exercised  unless  resolution  of  all 
legal  questions  and  the  approval  of  the 
form  of  all  legal  documents  have  been 
obtained,  either  concurrently  or  previ-  ' 
ously.  from  the  General  Counsel,  or  his 
designee. 

2.04.  These  officials  may  not  redele- 
gate their  authorities  to  subordinate 
personnel,  except  by  prior  approval  of 
the  Federal  Maritime  Commiisslon  and 
the  Executive  Director. 

Sec.  3.  Limitation  on  the  exercise  of 
redelegated  authorities.  3.01.  The  offi- 
cials to  whom  are  redelegated  the  au- 
thorities specified  herein  shall,  notwith- 
standing the  provisions  of  this  order, 
consult  with  the  Executive  Director  on 
any  matter  or  question  Involving: 

1.  Deviation  from  established  policy  or 
procedure. 

2.  An  important  decision  or  interpre- 
tation thereof. 

3.  Matters  on  which  differences  of 
opinion  exist  between  bureaus  under  the 
direction  of  the  Executive  Director  or 
with  other  offices  of  the  Federal  Maritime 
Commission. 

Sec.  4.  Specific  authorities  redelegated 
to  the  Deputy  Executive  Director.  4.01. 
Authority,  in  the  absence  or  preoccupa- 
tion of  the  Executive  Director,  to  exer- 
cise all  authorities  of  the  Executive  Di- 
rector consistent  with  programs,  policies 
and  precedents  established  by  previous 
action  of  the  Commission  or  the  Execu- 
tive Director. 

Skc.  5.  Specific  authorities  redelegated 
to  the  Director,  Bureau  of  Foreign  Regu- 
lation. 5.01.  Authority  to  accept  or  re- 
ject tariff  filings  sulxnltted  by  common 
carriers  by  water  engaged  in  the  foreign 
commerce  of  the  United  States. 
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5.02.  Authority  to  approve  special  per- 
mission applications  submitted  by  com- 
mon carriers  by  water  in  the  foreign 
cocnmerce  or  conferences  of  such  carriers 
for  relief  from  a  statutory  and/or  Com- 
mission tariff  requirement,  provided  the 
relief  sought  is  limited  to  one  or  more  of 
the  following:  (a)  permission  to  deviate 
from  prescribed  tariff  format;  ib>  per- 
mission to  correct  a  clerical  or  typo- 
graphical error;  (c)  permission  to  post- 
pone the  effective  date  of  a  previously 
submitted  filing;  or  (d)  permission  to 
cancel  or  withdraw  protested  matter. 

5.03.  Authority  to  review  and  deter- 
mine the  validity  of  alleged  or  suspected 
violations,  exclusive  of  formal  com- 
plaints, of  the  shipping  statutes  and 
rules,  regulations  and  orders  of  the  Com- 
mission by  common  carriers  by  water  or 
the  foreign  commerce  of  the  United 
States,  conference  of  such  carriers,  and 
other  persons  subject  to  the  provisions 
of  the  shipping  statutes:  authority  to  de- 
termine corrective  action  necessary  with 
respect  to  violations  and  conduct  nego- 
tiations and  obtain  compliance  by  the 
violating  parties,  except  where  violations 
Involve  major  questions  of  policy  or 
major  interpretations  of  statutes,  or 
orders,  rules  and  regulations  of  the  Com- 
mission, or  acts  having  material  effect 
upon  the  commerce  of  the  United  States. 

5.04.  Authority  to  develop,  prescribe 
and  administer  programs  to  assure  com- 
pliance with  the  provisions  of  the  ship- 
ping statutes  of  common  carriers  by 
water  in  the  foreign  commerce  of  the 
United  States  and  steamship  confer- 
ences, including  but  not  limited  to  those 
programs  for:  (a)  The  submission  of 
regular  and  special  reports,  information 
and  data;  (b)  the  conduct  of  field  audit 
of  the  activities  and  practices  of  such 
common  carriers  and  conferences,  and 
(c)  in  collaboration  with  the  Director. 
Bureau  of  Financial  Analysis,  the  con- 
duct of  rate  studies. 

S«c.  6.  Specific  authorities  redelegated 
to  the  Director.  Bureau  of  Domestic 
Regulation.  6.01  Authority  to  accept  or 
reject  tariff  filings  of  domestic  off-shore 
carriers  or  conferences  of  such  carriers 
for  failure  to  meet  the  requirements  of 
statute  or  the  Commission's  require- 
ments, or  for  lack  of  completeness  and 
clarity  of  the  rules  and  regulations  gov- 
erning the  tariff,  or  noncompliance  with 
special  permission  or  other  order  of  the 
Commission. 

6.02.  Authority  to  approve  special  per- 
mission applications  submitted  by  do- 
mestic "^-shore  carriers  for  relief  from 
a  statutory  and/or  Commission  tariff 
requirement,  provided  the  relief  sought 
is  limited  to  one  or  more  of  the  following : 

(a)  Permission  to  deviate  from  pre- 
scribed tariff  format; 

(b)  Permission  to  correct  a  clerical  or 
typographical  error; 

(c)  Permission  to  postpone  the  effec- 
tive date  of  a  previously  submitted  filing ; 
or  (d)  permission  to  cancel  or  withdraw 
protested  matter. 

6.03.  Authority  to  process,  within  the 
framework  of  prescribed  Commission 
policy  and  criteria,  applications  for  li- 
censes, and  issue  licenses  approved  by 
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the  Executive  Director  or  the  Comjnis- 
sion  to  persons,  partnerships,  corpora- 
tions, or  associations  desiring  to  engage 
in  ocean  freight  forwarding  activities 
and  to  prepare  recommendations  to  the 
Executive  Director  and  the  Commission 
for  the  denial  of  licenses 

6.04  Authority  to  review  and  deter- 
mine the  validity  of  allecied  or  suspected 
violations,  exclusive  of  formal  com- 
plaints, of  the  shipping  statutes  and 
rules,  regulations  and  orders  of  the  Com- 
mission by  common  carriers  by  water  in 
the  domestic  off-shore  commerce  of  the 
United  States,  conferences  of  such  car- 
riers, terminal  operators,  freight  for- 
warders, and  other  persons  subject  to  the 
provisions  of  the  shipping  statutes;  au- 
thority to  determine  corrective  action 
necessary  with  respect  to  violations  and 
conduct  negotiations  and  obtain  compli- 
ance by  the  violating  parties,  except 
where  violations  involve  major  questions 
of  policy  or  major  Interpretations  of 
statutes,  or  orders,  rules  and  regulations 
of  the  Commission,  or  acts  having  mate- 
rial effect  upon  the  commerce  of  the 
United  States. 

6.05.  Authority  to  develop,  prescribe 
and  administer  programs  to  assure  com- 
pliance with  the  provisions  of  the  ship- 
ping statutes  of  common  carriers  by 
water  in  the  domestic  off-shore  trade 
terminal  operators,  freight  forwarders 
and  other  persons  subject  thereto,  in- 
cluding but  not  limited  to  those  pro- 
grams for:  (a)  The  submission  of  regular 
and  special  reports,  information  and 
data;  <b>  the  conduct  of  field  audit  of 
the  activities  and  practices  of  such  com- 
mon carriers  by  water  in  the  domestl<f 
off-shore  trade,  terminal  operators, 
freight  forwarders,  and  other  persons; 
and  ic)  in  collaboration  with  the  Direc- 
tor, Bureau  of  Financial  Analysis,  the 
conduct  of  rate  studies. 

SBC.  7.  General  authority  redelegated 
to  all  of  the  Bureau  Directors.  701. 
Authority  to  exercise  all  functions  and 
take  all  actions  necessary,  to  direct  and 
carry  out  the  duties  and  responsibilities 
assigned  to  their  respective  bureaus,  in 
collaboration  with  and  subject  to  the 
concurrence  of  other  appropriate  offices 
or  bureaus,  as  may  be  required,  in  ac- 
cordance with  their  functional  assign- 
ments as  prescribed  in  Manual  of  Orders. 
Commission  Order  No    1  (amended). 

Dated:  January  16.  1962. 

Elmer  E    Mitz, 
Executive  Director. 

Doc 


or  Is  likely  to  be,  sold  in  the  United  States 
at  less  than  fair  value,  the  United  States 
Tariff  Commission  has  instituted  an  in- 
vestigation under  section  201(a)  of  the 
Antidumping  Act,  1921,  as  amended  (19 
use  180' a » ) .  to  determine  whether  an 
mdustry  in  the  United  SUtes  is  being  or 
is  likely  to  be  injured,  or  is  prevented 
from  being  established,  by  reason  of  the 
importation  of  such  merchandise  Into 
the  United  States. 

Hearing:  A  public  hearing  in  con- 
nection with  this  investigation  will  be 
held  in  the  Tariff  Commission's  Hearing 
Room,  Tariff  Commission  Building, 
Eighth  and  E  Streets  K^,  Washington. 
DC,  beginning  at  10  a.m.,  e.s.t.,  on 
March  1.  1962.  All  parties  will  be  given 
opportunity  to  be  present,  to  produce 
evidence,  and  to  be  heard  at  such  hear- 
ing. Interested  parties  desiring  to  ap- 
pear at  the  public  hearing  should  notify 
the  Secretary  of  the  Tariff  Conmiission. 
in  writing,  at  its  offices  in  Washington, 
DC  .  at  least  5  days  in  advance  of  the 
date  set  for  the  hearing. 

Issued:  January  18.  1062. 

By  order  of  the  Commission : 

DoNN  N.  Bent, 


IFR 


62-760;     Piled.    Jan.    22,     1962; 
8:51  am  I 


TARIFF  COMMISSION 

[AA1921-231 

PORTLAND  CEMENT  FROM 
DOMINICAN  REPUBLIC 

Notic*  of  Investigation 

Having  received  advice  from  the 
Treasury  Department  on  January  18. 
1962.  that  Portland  Cement,  other  than 
white,  nonstalning  Portland  cement, 
from  the  Dominican  Republic,  is  being. 


IFR      CKx- 


62  743:     Piled. 
8  51  am  | 


Secretary. 
Jan.    22,     19«S; 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[Pile  No    24aP-2«221 

GEORGE  HARMON  COMPANY,  INC. 

Ordor  Temporarily  Susponding  Ex- 
emption, Statement  of  Reasons 
Therefor,  and  Notice  of  Opportu- 
nity for  Hearing 

January  16,  1962. 

I.  George  Harmon  Company,  Inc. 
iissuen,  18141  Napa  Street,  Northridge. 
Cahfomia,  a  Nevada  corporation,  filed 
with  the  Commission  on  July  21,  1961,  a 
notification  on  Form  1-A  and  offerin* 
circular  relating  to  a  proposed  public 
offering  of  62.500  shares  of  conunon 
stock,  10  cents  par  value,  at  $4  per  share 
on  behalf  of  issuer,  and  10.000  warranU 
for  conmion  stock  at  10  cents  per  share, 
and  the  10.000  shares  of  conunon  stock 
underlying  such  warrants,  for  the  benefit 
of  Hamilton  Waters  li  Co.,  Inc..  250  Pul- 
ton Avenue,  Hempstead,  New  York,  the 
underwriter,  and  certain  finders.  J 
Homer  Overholser,  9171  WUshlre  Boule- 
vard. Beverley  Hills,  California,  and  Mil- 
ton Weinberg,  address  not  known,  all  for 
an  aggregate  offering  price  of  not  to  ex- 
ceed $300,000,  for  the  purpose  of  obtain- 
ing an  exemption  from  the  registratlott 
requirements  of  the  Securities  Act  ol 
1933,  as  amended,  pursuant  to  the  pn- 
visions  of  section  3(b)  thereof  and  R«f- 
ulation  A  promulgated  thereunder.  T** 
shares  were  to  be  offered  by  the  named 
underwriter  on  a  best-efforts  basis. 

II.  The  Commission  has  reasonabk 
cause  to  believe  that: 


I 
Tuesday,  January  23,  1962 

m 

A.  The  offering  circular  contains  un- 
true statements  of  material  facts  and 
omits  to  state  material  facts  Deoeeaary 
in  order  to  make  the  statements  made. 
in  the  light  of  the  circtmistances  under 
which  they  were  made,  not  misleading, 
particularly  with  respect  to: 

1  The  representation  in  the  offering 
circular  that  the  issuer  has  a  backlog  of 
orders  totalling  |4.314.349: 

2  The  representation  in  the  offering 
circular  that  the  issuer  has  an  order 
totalling  $4,130,000  for  telephone  an- 
swering devices  from  Phonomatic,  Inc., 
1067  South  Fairfax.  Los  Angeles,  Cali- 
fornia; 

3  The  representation  in  the  offering 
circular  that  the  Issuer  has  an  order 
totalling  $59,415  for  Talk-A-Way  Trans- 
ceivers from  AVTA  Corporation,  3440 
Wilshire  Boulevard,  Los  Angeles,  Cali- 
fornia : 

4.  The  representation  in  the  offering 
circular  that  the  issuer  has  an  order 
totalling  $1,540,000  for  inertia  switches 
from  a  prime  west  coast  missile  contrac- 
tor upon  an  adequate  showing  of  working 
capital ; 

5.  The  representation  in  the  offering 
circular  that  in  management's  opinion, 
adequate  working  capital  would  be  aTail- 
able  to  the  issuer  for  the  anticipated 
interia  switches  contract  upon  comple- 
tion of  this  offering; 
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6.  Tlie  representation  in  the  offering 
circular  that  bank  financing  would  be 
arailable  to  the  Issuer  to  handle  all  of 
the  f oreKolnc  orders  if  delivery  schedules 
required  bank  financing. 

B.  The  offering  would  be  made  in  vio- 
lation of  aectioQ  17  of  the  Secujuties  Act 
of  1933.  as  amended. 

m.  It  is  ordered.  Pursuant  to  Rule 
261(a)  of  the  general  rules  and  regula- 
tions under  the  Securities  Act  of  1933, 
as  amended,  that  the  exemption  under 
Regulation  A  be.  and  it  hereby  is,  tem- 
porarily suspended. 

Notice  is  hereby  given  that  any  per- 
son havinc  any  interest  in  the  matter 
may  file  with  the  Secretary  of  the  Com- 
mission a  wzttten  request  for  a  hearing 
within  SO  days  after  the  entry  of  this 
order;  that  wlttdn  20  days  after  receipt 
of  such  request  the  Commission  will,  or 
at  any  time  upon  its  own  motion  may.  set 
the  matter  down  fen*  hearing  at  a  place 
to  be  designated  by  the  Commission  for 
the  purpose  of  determining  whether  this 
order  of  suspension  should  be  vacated  or 
made  pennanent.  without  prejudice, 
however,  to  the  consideration  and  pres- 
entation of  additional  matters  at  the 
hearing;  that  if  no  hearing  is  requested 
and  none  Is  ordered  by  the  Commission, 
this  order  shall  become  permanent  on 
the  30th  day  after  its  entry  and  shall 
remain  in  effect  unless  or  imtil  it  is 
modified  or  vacated  by  the  Commission ; 
and  that  notice  of  the  time  and  place 
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for  any  hearing  will  be  promptly  given 
by  the  Commission. 

By  the  Commission. 

[seal]  Orval  L.  Dubois, 

Secretary. 

[P.R.    Doc.    62-520;     Piled.    Jan.    22.    1962; 
8:45  a.m.] 


FEDERAL  POWER  COMMISSION 

[Docket  No8.  RI62-293 — RI62-299] 

J.  M.  HUBER  CORP.  ET  AL. 

Order  Providing  for  Heorings  on  and 
Suspension  of  Proposed  Changes 
In  Rates  ' 

January  16,  1962. 

J.  M.  Huber  Corporation,  Docket  No. 
RI62-293:  Texaco  Inc..  Docket  No.  RI62- 
294:  Union  Oil  Company  of  California, 
Docket  No.  RI62-295;  Humble  Oil  &  Re- 
fining Company,  Docket  No.  RI62-296: 
Jackie  Grubb  Ankenman.  et  vlr,  Dodcet 
No.  RI62-297:  Estate  of  Naomi  8.  Orubb, 
Docket  No.  RI62-298;  Kerr-McGee  Oil 
Industries,  Inc.,  Docket  No.  RI62-299. 

The  above-named  respondents  have 
tendered  for  filing  proposed  changes  in 
presently  effective  rate  schedules  for 
sales  of  natural  gas  subject  to  the  jtiris- 
diction  of  the  Commission.  The  pro- 
posed changes  are  designated  as  follows: 


nnrkot 
.No. 


Respondent 


Rlf  JM 


RK' 
RIC 


J94 


295 


Ri'v;  :!9^. 


RIM  :i9: 


Ri'-i:  TV* 


RK>: 


J.  M    niibw  Corp.. 

2401  K«!it  S««on<l 

Avi>nu«.  DcnviT  6, 

Colo. 
1  puico  Inc..  P.O. 

Hoi  2332,  Ilou^ston. 

Tpi. 
I'nion  on  Co.  of 

California.  P.O. 

llux  TtjOO.  I>as 

AnfTPlMM,  Calif. 
Iliimbto  OU  A  Ht~ 

finum  Co.,  P.O. 

Hot  2180.  Houston 

1,  Tei. 

Jarkw  Urubb  Anken- 
niftn.  ft  vlr,  MC 
Kuik  of  ConuiMtm 
BulkUng.  Houston 

2.  Tei. 

r.MaXf  of  .S'MBii  S. 
Orubb.  c'o  Mr. 
C^harlca  W.  Hamil- 
ton. 2101  Rank  of 
t>>minen3e  Bulld- 
InK.  Houston  2, 
Ttx. 

Kerr-McO«*  Oil 
Industries,  Inr., 
Kerr-MKJoe  Huild- 
InK,  Oklahoma 
City  2,  Okla. 


Rate 
sched- 
ule 
No. 


34 

216 
13 

21 


Sup- 
ple- 
ment 
No. 


Purchaser  and  producing  area 


63 


N'atonl  Qm  Pipeline  Co.  of  America 
(Chunn  Field,  Hansford  County, 
Tex.)  (R.R.  District  No.  10). 

Natural  Om  PlpeUoe  Co.  of  America 
(Hantford  FWd,  HanaiDnl  County, 
Tex.)  (It.a.  Dirtrtct  No.  10). 

Texaa  Om  TnamlMioa  Corp.  (East 
Ufca  Pataorda  FWd.  Aawaption 
and  St.  Maitia  PviilMa,  La.) 
(SoottMra  LooMaoa). 

MtmlHttoBi  HtT«r  Fnel  Corp.  (Wood- 
lawn  FMd.  Harriaoii  County,  Tex.) 
(R.R.  Dtatriet  No. «). 

Iroqnoia  Qai  Corp.  (Sheridan  Field, 
Colorado  Coimty,  Tex.)  (R.R.  Dis- 
trict No.  S). 


Iroqnoia  Gas  Corp.  (Sheridan  Field, 
Coionula  County,  Tei.)  (R.R.  Dis- 
trict No.  S). 


.Vatoral  Qm  Pipeline  C-o.  of  America 
(Camrlek  8aatheutera  Field.  Texas 
County,  Okla.). 


Amount 
of  annual 
increase 


SISO 


78 


4S9,fl00 


182 


618 


1,286 


42 


Date 

filing 

tendered 


12-2(^1 


12-30-61 


12-30-61 


12-21-61 


12-21-61 


12-21-«1 


12-22-61 


Effective 

date> 

unless 

sus- 

PMided 


1-23-S2 


1-23-62 


1-30-62 


1-27-62 


Date  sus- 
pended 
untU- 


1-21-62 


1-21-62 


l-2S-«2 


6-23-63 


6-23-62 


6-30-62 


6-27-62 


6-21-62 


6-21-S2 


6-23-62 


Cents  per  Mcf 


Rate  In 
effect 


•  17. 1632 

«17.0 

*  21. 875 

•14.1344 

'17.668 

•17.668 
•17.0 


Propoeed 

Increased 

rate' 


Bnili'^J' Vrl  '■'^';';"''i:  *)'»"•  •»  the  first  day  after  expiration  of  the  rMioliad  sUtutory 
nntuv  nr.  if  inlet,  llie  date  requested  by  n>3pondent. 

•  rir:.i.|;i'  iiuTv,Ls«'s  by  contratt. 


17.3661 

17.2 
23.875 

14.6303 

18.6776 

116776 
17.2 


Rate  in 
effect  siil>- 

Jectto 
reftmdia 

Docket 
Nob. 


RI61-319 

RI61-337 
0-17706 


0-17»t 


O-170«8 


IiI61-327 


*  Pressure  basse  is  14.66  psia. 

*  Pressure  base  is  15.025  psia. 


The  proposed  increased  rates  exceed 
the  applicable  area  price  levels. 

The  increased  rates  and  charges  so 
proposed  may  be  unjust.  unreasonaUe. 
unduly  discriminatory,  or  preferential, 
or  otherwise  unlawful. 

The  Commission  finds :  It  is  necessary 
and  proper  in  the  public  Interest  and  to 
aid  in  the  enforcement  of  the  provisions 
of  the  Natural  Oas  Act  that  the  Commis- 
sion enter  upon  hearings  concerning  the 
lawfulness     of     the    several     proposed 


changes  and  that  the  above-designated 
supplements  be  suq;>ended  and  the  use 
thereof  deferred  as  hereinafter  ordered. 

The  Oommlsston  orders: 

(A)  Pursuant  to  the  authority  of  the 
Natural  Oas  Act,  particularly  sections  4 
and  15  thereof,  the  Commission's  rules  of 
practice  and  procedurev  and  the  regula- 
tions under  the  Natural  Oas  Act  (18  CFR 
Ch.  I) ,  public  hearings  shall  be  held  upon 
dates  to  be  fixed  tar  notices  from  the  Sec- 
retary ooncemlnf  the  lawfulness  of  the 


several  proposed  increased  rates  and 
charges  contained  in  the  above-desig- 
nated supplements. 

(B)  Pending  hearings  and  decisions 
thereon,  the  above-designated  rate  sup- 
plements are  hereby  suspended  and  the 
use  thereof  deferred  until  the  date  indi- 


I  This  order  doea  not  provide  for  the  oon- 
■olidatlon  for  hearing  or  dispoaitkm  <tf  tbe 
several  matters  covered  berein.  nor  should 
it  be  so  construed. 
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cated  in  the  above  "Date  Suspended  Un- 
til" column,  and  thereafter  until  such 
further  time  as  they  are  made  effective 
in  the  manner  prescribed  by  the  Natural 
Oas  Act. 

(C)  Neither  the  supplements  hereby 
suspended,  nor  the  rate  schedules  sought 
to  be  altered  thereby,  shall  be  changed 
until  these  proceedings  have  been  dis- 
posed of  or  until  the  periods  of  suspen- 
sion have  expired,  unless  otherwise  or- 
dered by  the  Commission. 

(D)  Notices  of  intervention  or  peti- 
tions to  intervene  may  be  filed  with  the 
Federal  Power  Commission,  Washington 
25,  B.C..  in  accordance  with  the  rules  of 
practice  and  procediure  (18  CPR  1.8  and 
1.37)  on  or  before  March  6.  1962. 

By  the  Commission. 

Joseph  H.  Gutrtoe. 
Secretary. 

ir.R.    Doc.    62-601;     Plied.    Jan.    22,     1962; 
8:4S  a.m.| 


(Docket  Noe.  G-17296.  O-19087.  O-20109 1 

NEW  YORK  STATE  NATURAL  GAS 
CORP. 

Notice  of  ExUnsion  of  Tim*  and 
Postponoment  of  Mooring 

Januaky  15, 1962. 

Upon  consideration  of  the  motion  filed 
January  9, 1962,  by  counsel  for  New  York 
State  Natural  Oas  Corporation  (New 
York  Natural)  for  an  extension  of  time 
within  which  New  York  Natural  shall 
serve  its  prepared  testimony  and  exhibits 
for  its  case-in-chief  upon  all  parties  as 
required  by  the  Commission's  order  is- 
sued November  21,  1961,  and  postpone- 
ment of  the  hearing  now  scheduled  for 
February  19,  1961,  in  the  above-des- 
ignated matter: 

An  extension  is  hereby  granted  to  and 
including  February  19,  1962,  within 
which  New  York  Natural  shall  serve  its 
prepared  testimony  and  exhibits  for  its 
case-in-chief  upon  all  parties  and  the 
hearing  now  scheduled  to  commence  on 
February  19, 1962,  is  hereby  postponed  to 
March  19,  1962,  at  10:00  a.m.,  in  a  hear- 
ing room  of  the  Federal  Power  Commis- 
sion. 441  O  Street  NW.,  Washington, 
D.C.  Paragraphs  (C)  and  (D>  of  said 
order  issued  November  21,  1961,  are 
amended  accordingly. 

Joseph  H.  Outride. 

Secretary. 

[m.    Doc.    62-693:     Filed.    Jan.    22.     1962; 
8:46  ajn.l 


[Docket  No.  CP61-3121 

KENTUCKY  GAS  TRANSMISSION 
CORP.  AND  THE  UNION  LIGHT, 
HEAT  AND  POWER  CO. 

Notice  of  Applicotion  and  Date  of 
Hearing 

January  16,  1962. 

Take  notice  that  on  June  7,  1961,  as 
supplemented  on  September  21,  1961, 
Kentucky  Oas  Transmission  Corporation 
(Kentucky  Oas) ,  1700  MacCorkle  Avenue 
SE.,  Charleston,  West  Virginia,  and  The 
Union  Light,  Heat  and  Pcrwer  Company 
(Union),    Seventh    and    Scott    Streets, 


NOTICES 

Covington,  Kentucky  (sometinaes  here- 
Uiafter  referred  to  Jointly  as  Applicants) 
filed  a  Joint  application  in  Docket  No. 
CP61-312,  for:  (a)  Permission  and  ap- 
proval for  Kentucky  Oas  to  abandon  by 
sale  to  Union  and  The  Cincinnati  Oas  It 
Electrl^  Company  (Cincinnati)  a  seg- 
ment or  Kentucky  Gas'  24-lnch  trans- 
mission pipeline  AM-7  located  in  Ken- 
tucky and  Ohio,  including  a  multiple 
20-inch  O.D.  crossing  of  the  Ohio  River; 
and  (b)  a  certificate  of  public  conven- 
ience and  necessity  authorizing  Union  to 
acquire  and  operate  that  portion  of  the 
subject  24-inch  pipeline  and  subject 
river  crossing  located  in  Kentucky  and 
authorizing  Union  to  transport  and  de- 
liver for  the  account  of  Kentucky  Oas. 
through  the  facilities  to  be  acquired,  vol- 
umes of  natural  gas  deliverable  to  Cin- 
cinnati by  Kentucky  Gas,  all  as  more 
fully  set  forth  in  the  application,  as  sup- 
plemented, on  file  with  the  Commission 
and  open  to  public  inspection. 

The  facilities  to  be  sold  by  Kentucky 
Gas  to  Union  and  crincinnati  are : 


T.)    )'M. 

»s 

Orlittnal 
cost 

Peprecl- 
i»t*«l  cost 
AS  of  I)cc. 

31.  I«tU) 

2'.M9  ff*t  of  2+lnch  i»,s  pipe- 
line   AM  7    iniluduig   4,91.^ 
fi«>t  of  ao-lnch  river  crosstnit 
aiKt  r»lalf<l  f<irilltlea  extend- 
niK  fr'Hi  ErUnger.  Ky  ,  to 
the    K'-ntiicky-Ohlo    State 
lliip   

W»i3,  IrtO  93 

$Ci1,  73«  77 

To   t'lSONSvTI 

I..172  feet  -.f  JO-liuh  rivor  rross- 
iiiX    ari<]     ri>ktt)><l     ftuilKlrts 
riteniltng    frun    tho    Ki-n- 
luikyorim  .-^trttp  line  to  an 
fxl:»tlnif  (K'lnt  iif  oorin»»ction 
\»ith  ("iniinnati  noar  .\n<ler- 
S4)ii  Kerry,  Oliio            .       .   . 

•J.X  171   J.^ 

W,  "17   -l 

Applicants  state  that  the  proposed 
transfer  of  facilities  is  designed  to  elim- 
inate the  necessity  of  constructing  dupli- 
cate pipeline  facilities  for  the  distribu- 
tion of  peak-shaving  propane-air  gas 
following  the  development  by  Union  of 
propane  storage  facilities  in  Lhe  Com- 
monwealth of  Kentucky. 

Union  and  Cincinnati  have  agreed  to 
purchase  the  subject  facilities  at  a  price 
which  would  be  the  original  cost  less 
accrued  depreciation  as  of  the  date  of 
closing. 

The  proposed  transportation  service  by 
Union  is  for  the  purpose  of  maintaining 
existing  service  rendered  by  Kentucky 
Oas  to  Cincinnati  through  the  facilities 
herein  proposed  to  be  acquired. 

This  matter  is  one  that  should  be  dis- 
posed of  as  promptly  as  possible  under 
the  applicable  rules  and  regulations  and 
to  that  end: 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natural  Oas  Act.  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  on  Febru- 
ary 19.  1962.  at  9:30  ajn.,  e.s.t.,  in  a 
Hearing  Room  of  the  Federal  Power 
Commission,  441  O  Street  NW..  Wash- 
ington, DC,  concerning  the  matters  in- 
volved in  and  the  issues  presented  by 


such  joint  application:  Provided,  how- 
ever. That  the  Commission  may,  after  a 
noncontested  hearing,  dispose  of  the 
proceedings  pursuant  to  the  provisions  of 
S  1.30(c)  (1)  or  (2)  of  the  Commission's 
rules  of  practice  and  procedure.  Under 
the  procedure  herein  provided  for,  unless 
otherwise  advised,  it  will  be  unnecessary 
for  applicants  to  appear  or  be  repre- 
sented at  the  hearing. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis- 
sion, Washington  25,  D.C,  in  accordance 
with  the  rules  of  practice  and  procedure 
(18  CFR  1.8  or  1.10  on  or  before  Febru- 
ary 9.  1962.  Failure  of  any  party  to 
appear  at  and  participate  in  the  hearing 
shall  be  construed  as  waiver  of  and  con- 
currence  in  omission  herein  of  the  inter- 
mediate  decision  procedure  In  cases 
where  a  request  therefor  is  made. 

Joseph  H.  Outride. 
Secretary. 

jFR      Doc      62  692:     Piled.    Jan.    22,     1963; 
8:46  am.) 


[Docket  No  CP61 -1691 

TEXAS   EASTERN  TRANSMISSION 
CORP. 

Notico  of  Petition  to  Amond  Order 
Issuing  Cortificato  of  Public  Con- 
vonionco  and  Nocossity 

Januasy  16, 1962. 

Take  notice  that  on  October  30,  1961, 
Texas  Eastern  Transmission  Corpora-  . 
tion  (Petitioner).  P.O.  Box  1189,  Hous- 
ton, Texas,  filed  in  Docket  No.  CP61-1W 
a  petition  to  amend  an  order  issuing  cer- 
tificate of  public  convenience  suid  necea- 
sity  to  include  therein  sales  of  natural 
gas  from  certain  additional  acreage  In 
the  Flora  Vista  area.  San  Juan  County, 
New  Mexico,  all  as  more  fully  set  forth 
in  the  petition  which  is  on  file  with  the 
Commission  and  open  to  public  inspec- 
tion. 

On  April  21.  1961.  in  Docket  No.  CP61- 
169  (Docket  Nos.  G-3196.  et  al.>.  Peti- 
tioner was  granted  a  certificate  of  public 
convenience  and  necessity  authorlzlnc 
the  field  sale  of  natural  gas  to  El  Paso 
Natural  Gas  Company  (El  Paso)  from 
acreage  in  the  Flora  Vista  area.  San 
Juan  County.  New  Mexico.  The  petition 
states  that  Petitioner  and  El  Paso  haw 
entered  into  a  Supplemental  Oas  Pur- 
chase Agreement  dated  October  4,  1961, 
by  the  terms  of  which  such  additional 
acreage  is  added  to  the  Oas  Purchase- 
Agreement  between  said  parties  dated 
March  18,  1957,  upon  which  said  cer- 
tificate was  issued,  as  aforesaid.  Peti- 
tioner requests  that  said  certificate  be 
amended  to  include  sales  from  the  addi- 
tional acreage. 

Protests,  petitions  to  intervene,  or 
requests  for  hearing  may  be  filed  with 
the  Federal  Power  Commission.  Wash- 
ington 25,  DC,  in  accordance  with  the 
rules  of  practice  and  procedure  (18  CPR 
1.8  or  1.10)  on  or  before  February  »■ 
1962. 

Joseph  H.  Outride. 
Secretary. 

[PR.    Doc.    62-694:     PUed,    Jan.    23,    1»«*: 
8:46  ajn.j 


Tuesday,  January  23,  1962 

[Docket  No.  RI6a-30p)     | 

McALESTER  FUEL  CO. 

Order  Providing  for  Hearing  on  and 
Suspension  of  Proposed  Change  in 
Rote 

January  17,  1962. 
On  December  18,  1961,  McAlester  Fuel 
Company  (McAlester)  '  tendered  for  fil- 
ing a  proposed  change  in  Its  presently 
effective  rate  schedule  for  Jurisdictional 
sales  of  natural  gas  to  Texas  Eastern 
Transmission  Corporation  from  the  Fort 
Lynn  Field,  Miller  County,  Arkansas. 
The  proposed  change,  which  constitutes 
an  increased  rate  and  charge.  Is  con- 
tained in  the  following  designated  filing: 

Description:  Notice  of  change,  dated  Decem- 
ber 14.  1961. 

Bate  schedule  designation:  Supplement  No. 
6  to  McAlester '8  FPC  Oas  Rate  Schedule 
No    3. 

Effective  date:  January  18.  1962  (effective 
date  is  the  first  day  after  expiration  of  the 
required  30  days'  notice). 

Rate  In  effect:     14.3«  per  Mcf  at  14.65  psla. 

Proposed  Increased  rate:  14.475<  per  Mcf  at 
14  65  psia.  I 

Annual  Increase:  $607.00.  ! 

The  proposed  increase  consists  of  re- 
imbursement of  a  portion  of  the  increase 
in  the  Arkansas  gas  severance  tax  plus 
a  portion  of  the  newly  enacted  Arkansas 
gas  conservation  assessment,  under  the 
terms  of  McAlester's  gas  purchase  con- 
tract. 

The  proposed  .increased  rate  and 
charge  may  be  unjust,  unreasonable,  un- 
duly discriminatory,  or  preferential,  or 
otherwise  unlawful. 

The  Commission  finds:  It  is  necessary 
and  proper  in  the  public  interest  and  to 
aid  in  the  enforcement  of  the  provisions 
of  the  Natural  Oas  Act  that  the  Com- 
mission enter  upon  a  hearing  concerning 
the  lawfulness  of  the  proposed  change. 
and  that  Supplement  No.  6  to  McAlester's 
PPG  Gas  Rate  Schedule  No.  3  be  sus- 
pended and  the  use  thereof  deferred  as 
hereinafter  ordered.  i 

The  Commission  orders:  ' 

(A)  Pursuant  to  the  authority  of  the 
Natural  Oas  Act,  particularly  sections  4 
•nd  15  thereof,  the  Commission's  rules 
of  practice  and  procedure,  and  the  reg- 
ulations under  the  Natural  Oas  Act  (18 
CPR  Ch.  I),  a  pubUc  hearing  be  held 
upon  a  date  to  be  fixed  by  notice  from 
the  Secretary  concerning  the  lawfulness 
of  the  proposed  increased  rate  and 
charge  contained  in  Supplement  No.  6 
to  McAlester's  FPC  Oas  Rate  Schedule 
Na  3 

'Bi  Pending  such  hearing  and  deci- 
sion thereon,  said  supplement  be  and  it 
is  hereby  suspended  and  the  use  thereof 
deferred  until  June  18,  1962.  and  there- 
after until  such  further  time  as  it  is 
made  effective  in  the  manner  prescribed 
by  the  Natural  Oas  Act. 

'Ci  Neither  the  supplement  hereby 
suspended,  nor  the  rate  schedule  sought 
to  be  altered  thereby,  shall  be  changed 
until  this  proceeding  has  been  disposed 
of  or  until  the  period  of  suspension  has 
expired ,  unless  otherwise  ordered  by  the 
Commission. 
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(D)  Notices  of  intervention  or  peti- 
tions to  intenreae  may  be  filed  with  the 
Federal  Power  Commission.  Washing- 
ton 25,  D.C.  in  accordance  with  the  rules 
of  practice  and  procedure  (18  CFR  1.8 
and  1.37(f) )  on  or  before  March  5.  1962. 

By  the  Commission. 

Joseph  H.  Outride, 
Secretary. 

(FJl.    Doc.    62-73S:     FUed.    Jan.    22.    1962; 
8:S0  ajn.i 


FEDERAL  RESERVE  SYSTEM 

HACKENSACK  TRUST  CO. 
Orci«r  Approving  Merger  of  Banks 

In  the  matter  of  the  application  of 
The  Hackensack  Trust  Company  for 
approral  of  merger  with  The  Bank  of 
Saddle  Brook  ft  Lodl. 

There  has  come  before  the  Board  of 
Qov&nan,  pursuant  to  Section  18(c) 
of  th9  Federal  Deposit  Insurance  Act 
(12  U.ac.  1828(c)).  an  appUcation  by 
The  Hackensack  lYust  Company.  Hack- 
ensack. New  Jersey,  for  the  Board's  prior 
approval  of  the  merger  of  The  Bank  of 
Saddle  Brook  ft  Lodi.  Saddle  Brook,  New 
Jersey,  with  and  Into  The  Hackensack 
Trust  Company,  under  the  barter  and 
UUe  of  the  latter. 

Pursuant  to  said  section  18(c>;  notice 
of  the  proposed  merger,  in  form  ap- 
proved by  the  Board  of  Oovernors.  has 
been  pqblished.  and  reports  on  the  com- 
petitive factors  involved  in  the  proposed 
transaction  have  been  furnished  by  the 
Comptroller  of  the  Currency,  the  Fed- 
eral D^wslt  Insurance  Corporation,  and 
the  Department  of  Justice  and  have 
been  considered  by  the  Board. 

It  it  ordered.  For  the  reasons  set  forth 
in  the  Board's  statement'  of  this  date, 
that  said  merger  be.  and  hereby  is,  ap- 
proved, provided  that  said  merger  shall 
not  be  consummated'  (a)  sooner  than 
7  calendar  days  after  the  date  of  this 
order  or  (b)  later  than  3  months  after 
said  date. 

'Dated  at  Washington.  D.C.  this  17th 
day  of  January  1962. 

By  order  of  the  Board  of  Oovernors. 

[SEAL]  Mehritt  Sherman, 

Secretary. 

IP.R.    Doc.    62-696:    Piled,    Jan.    22,    1962; 
8:4«  ajn.] 


DEPARTMENT  OF  LABOR 

Woga  Olid  Hour  Division 

CERTIFICATES  AUTHORIZING  EM- 
PLOYMENT OF  LEARNERS  AT  SPE- 
CIAL MINIMUM  RATES 

Notice  is  hereby  given  that  pursuant 
to  section  14  of  the  Fair  Labor  Standards 
Act  of  1938  (52  Stat.  1060.  as  amended. 
29  UJ9.C.  201  et  seq.) ,  the  regulations  on 


'Addrcsa:    c,o  Keith.  Clegg  &  Eckert.  201 
McAlester  Bldg.,  Magnolia.  Arkansas. 


*  Copies  aTallable  upon  request  to  the 
Board  of  OoTwmon  of  the  Federal  Reserve 
System,  Waahlngton  25,  D.C,  oc  to  the  Fed- 
eral Wmmib  BMik  or  New  York. 
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employment  of  learners  (29  CFR  Part 
522),  and  Administrative  Order  No.  524 
(24  P.R.  9274)  the  firms  listed  in  this 
notice  have  been  Issued  special  certifi- 
cates authorizing  the  employment  of 
learners  at  hourly  wage  rates  lower  than 
the  minimum  wage  rates  otherwise  ap- 
plicable under  section  6  of  the  Act.  The 
effective  and  expiration  dates,  occupa- 
tions, wage  rates,  number  or  proportion 
of  learners,  learning  periods,  and  the 
principal  product  manufactured  by  the 
employer  for  certificates  Issued  imder 
general  learner  regulations  (S§  522.1  to 
522.11)  are  as  indicated  below.  Condi- 
tions provided  in  certificates  issued  under 
special  industry  regulations  are  as  estab- 
lished in  these  regulations. 

Apparel  Industry  Learner  Regulations 
(29  CFR  522.1  to  522.11,  as  amended,  and 
29  CFR  522.20  to  522.25.  as  amended). 

The  following  learner  certificates  were 
issued  authorizing  the  employment  of 
ten  percent  of  the  total  number  of  fac- 
tory production  workers  for  normal  labor 
turnover  purposes.  The  effective  and 
expiration  dates  are  indicated. 

Ball  Bra  Manufacturing  C!o.,  2445  Bedford 
Street,  Johnstown,  Pa.;  .effective  1-11-62  to 
1-10-63  (brassiere). 

lilartln  Manufaetxirlng  Co.,  Inc.,  202  North 
Broadway,  Martin,  Tenn.;  effective  1-11-62 
to  1-10-63  (men's  shirts  and  Junipers  for 
armed  services). 

Salant  &  Salant.  Inc.,  First  Street,  Law- 
renceburg,  Tenn.;  effective  1-20-62  to  1-19-63 
(men's  cotton  work  shirts) . 

Waverly  Garment  Oo.,  Waverly,  Tenn.;  ef- 
fective 1-4-^  to  l-a-63  (men's  and  boys' 
cotton  work  pants). 

The  following  learner  certificate  was 
issued  for  normal  labor  turnover  pur- 
poses. The  effective  and  expiration  date 
and  the  number  of  learners  authorized 
is  indicated. 

Nat  Nast.  Inc.,  Highway  K-32,  Bonner 
Springs.  Kans.,  effective  1-5-62  to  1-4-63;  10 
learners  (men's  bowling  shirts,  women's 
bowling  shirts) . 

The  following  learner  certificates  were 
Issued  for  plant  expansion  purposes. 
The  effective  and  expiration  dates  and 
the  number  of  learners  authorized  are 
indicated. 

Atwood,  Inc.,  Mooresvllle.  N.C.;  effective 
1-3-62  to  7-2-62;  26  learners  (pants,  work 
shirts). 

Metro  Pants  Co.,  Brldgewater,  Va.;  effective 
1-4-62  to  7-3-62;  20  learners  (boys'  trousers) . 

Reidbord  Brothers  t7o.,  Livingston  Street, 
Elklns.  W.  Va.;  effective  1-5-62  to  7-4-«2:  30 
learners  (men's  trousers  and  work  shirts). 

Knitted  Wear  Industry  Learner  Regu- 
lations (29  CFR  522.1  to  522.11.  as 
amended,  and  29  CFR  522.30  to  522.35. 
as  amended) . 

Cherrybell  Manufacturing  C<H'p.,  1720 
South  Cherrybell  Stravenue,  Tucson.  Ariz.; 
effective  1-6-62  to  7-4-62;  15  learners  for 
plant  expansion  purposes  (ladles  undergar- 
ments). 

Lady  Jane  Man\ifacturlng  Co..  Inc..  125 
South  Spruce  Street.  Mt.  Carmel.  Pa.;  effec- 
tive 1-0-62  to  l-g-eS;  5  percent  of  the  total 
number  of  factory  production  workers  for 
normal  labor  turnover  purposes  (ladles'  un- 
derwear) . 

Shadowline.  Inc..  Morganton,  N.C.;  effec- 
tive 1-15-62  to  1-14-63;  6  percent  ot  the 
total  number  of  factory  production  workers 
for  normal  labor  twnover  purposes  (ladles' 
woven  and  knit  lingerie) . 
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Each  learner  certificate  has  been  Is- 
sued upon  the  representations  of  the  em- 
ployer which,  among  other  things,  were 
that  employment  of  learners  at  special 
minimum  rates  is  necessary  in  order 
to  prevent  curtailment  of  opportunities 
for  employment,  and  that  experienced 
workers  for  the  j^arner  occupations  are 
not  available.  The  certificates  may  be 
annulled  or  withdrawn,  as  Indicated 
therein,  in  the  manner  provided  in  Part 
528  of  Title  29  of  the  Code  of  Federal 
Regulations.  Any  person  aggrieved  by 
the  issuance  of  any  of  these  certificates 
may  seek  a  review  or  recojasideration 
thereof  within  fifteen  days  after  publi- 
cation of  this  notice  in  the  Federal  Rec- 
ISTKK  pursuant  to  the  provisions  of  29 
CFR  522.9. 

Signed  at  Washington.  D.C..  this  16th 
day  of  January  19«2. 

Robert  G.  Oronewald. 
Authorized  Representative 

of  the  Administrator. 

[FR.    Doc      6a-«97:     Filed.    Jan      22.     1962 
8:46  a.m  I 


INTERSTATE  COMMERCE 
COMMISSION 

(No.  33933) 

NORTHERN    PACIFIC    RAILWAY    CO. 
AND  KNAUF  A  TESCH  CO. 

RaUs  on  Shipments  of  Milkt  Seed 
From  North  Dakoto  Points  to  Points 
in  New  York 

At  a  session  of  the  Interstate  Com- 
merce Commission.  Division  2,  held  at 
its  ofSce  In  Washington,  DC,  on  the 
12th  day  of  January  A.D.  1962. 

It  appearing,  that  by  petition  filed 
November  6.  1961,  the  Northern  Pacific 
Railway  Company  seeks  a  declaratory 
order  under  section  5(d)  of  the  Admin- 
istrative Procedmre  Act,  determining 
the  applicable  rates  on  certain  ship- 
ments of  millet  seed  from  Oakes.  Wynd- 
mere  and  Lisbon.  North  Dakota,  to 
Brooklyn  and  New  York,  New  York  on 
and  between  October  30.  1956  and 
March  14.  1958.  or.  in  the  alternative, 
for  such  other  actipn  as  is  deemed 
proper  in  the  premises,  to  which  peti- 
tion a  reply  was  filed  on  November  21, 
1961.  by  the  shipper,  the  Knauf  &  Tesch 
Company,  hereinafter  called  respond- 
ent; and,  that  court  actions  have  been 
filed  in  the  circuit  court  for  Douglas 
County.  State  of  Wisconsin,  for  the  col- 
lection of  undercharges,  which  suits 
have  been  stayed  pending  consideration 


NOTICES 

by  the  Commission  of  the  applicable 
rates  and  charges: 

It  is  ordered,  That  the  said  petition 
be.  and  it  Is  hereby,  docketed  with  the 
number  and  title  set  forth  above ; 

It  is  further  ordered.  That  this  pro- 
ceeding be  handled  under  modified  pro- 
cedure; that  petitioner  and  any  inter- 
ested person  subsequently  permitted  to 
intervene  herein  comply  with  5  5  1  45  to 
1.54,  inclusive,  of  the  Commissions  gen- 
eral rules  of  practice,  the  filing  and  serv- 
ice of  pleadings  to  be  as  follows  'a>  not 
later  than  February  21.  1962.  opening 
statement  of  facts  and  argument  by  the 
petitioner  and  any  party  supporting  the 
position  of  the  petitioner;  (b»  30  days 
thereafter  statement  of  facts  and  argu- 
ment by  the  respondent  and  any  party 
supporting  the  position  of  the  respond- 
ent, or  taking  a  neutral  position  with 
respect  thereto;  and  (ct  10  days  there- 
after reply  by  the  petitioner  or  other  per- 
son described  In  (a) ; 

It  is  further  ordered.  That  any  plead- 
ings filed  responsive  to  this  order  shall 
be  served  upon  all  parties  subsequently 
permitted  to  intervene  herein,  and  also 
upon: 

Mr.   H.  B    Krengel.   Attorney. 
Northern  Pacific  Railway  Co  . 
1018  Northern  Paclflc  Buildltig. 
St.  Paul  1.  Minn. 

from  whom  a  copy  of  the  said  petition 
may  be  obtained. 

i4nd  it  is  further  ordered.  That  a  copy 
of  this  order  be  filed  with  the  Director, 
Division  of  the  Federal  Register. 

By  the  Commission,  Division  2. 

(SEAL)  Harold  D.  McCoy, 

Secretary. 

|PR      Doc      62  713:     Filed.     Jan      22.     1962: 
8:47  am  I 


Increase  in  holding  of  nUnoU  Central  Rail- 
road Co.  stock  to  600  shares  In  August  1961. 

Dated:  January  5,    1962. 

Keith  H.  Lyrla. 


1  F  R      D.M: 


;i4.     Filed,     Jan      22.     1962, 
8  47   ami 


MR.   KEITH   LYRLA 

Statement  of  Changes  in  Financial 
Interests 

Pursuant  to  subsection  302 1  c  > ,  Part 
III.  Executive  Order  10647  t20  F.R.  8769) 
•Providing  for  the  Appointment  of  Cer- 
tain Persons  Under  the  Defense  Produc- 
tion Act  of  1950,  as  amended."  I  hereby 
furnish  for  filing  with  the  Division  of  the 
Federal  Register  for  publication  in  the 
Fediral  Rcgistir  the  following  infonna- 
tion  showing  any  changes  in  my  financial 
interests  and  business  connections  as 
heretofore  reported  and  published  t20 
FR.  10086;  21  F.R.  3475:  21  F  R.  9198;  22 
FR.  3777;  22  PR.  9450;  23  F.R.  3798;  23 
F.R.  9501;  24  P.R.  4187;  24  FM.  9502;  25 
F.R.  102;  26  PR.  1692.  and  26  FR.  6284) 
during  the  period  from  July  1.  1961 
through  December  31.  1961. 


FLOYD  A.   MECHLING 

Statement  of  Changes  in  Financial 
Interests 

Pursuant  to  subsection  302 'O  .  Part  II, 
Executive  Order  10647  (20  PR.  8769) 
Providing  for  the  Appointment  of  Cer- 
tain Persons  Under  the  Defense  Produc-  • 
tion  Act  of  1950,  as  amended."  I  hereby 
furnish  for  filing  with  the  Division  of 
the  Federal  Register  for  publication  in 
the  Federal  Register  the  following  in- 
formation showing  any  changes  in  my 
financial  interests  and  business  connec- 
tions as  heretofore  reported  and  pub- 
lished (22  PR.  996;  22  FH.  6584;  23  FH. 
1062;  23  P-R.  6730;  24  FH.  552;  24  FR. 
6251;  24  PR.  9689;  24  PR.  109;  26  FJl. 
1693;  and  26  PR.  6463).  for  the  period 
July  26,  1961,  through  January  25,  1962. 

Additions: 

(  1  )    Barge  Painting  &  Coating.  Inc. 

Dated:  January  25.  1962. 

P.   A.  Mechlinc. 

IFR      D.).-      62   715;     Filed,     Jan      22.     19«2: 
8:47  am  I 


EUGENE  S.   ROOT 

Statement  of  Changes  in  Financial 
Interests 

Pursuant  to  subsection  302(c),  Part 
III.  Executive  Order  10647  (20  F.R.  8769) 
Providing  for  the  Appointment  of  Cer- 
tain Persons  Under  the  Defense  Produc- 
tion Act  of  1950.  as  amended."  I  hereby 
furnish  for  filing  with  the  Division  of 
the  Federal  Register  for  publication  in 
the  Federal  Register  the  following  in- 
formation showing  any  changes  in  my 
financial  interests  and  business  connec- 
tions as  heretofore  reported  and  pub- 
lished (20  PR.  10086;  21  F.R.  3475;  21 
PR.  9198;    22  PR.  3777;   22  PR.   9450; 

23  F.R.  3798;  23  PR.  9501;  24  PR.  4187; 

24  PR.  9502;  25  PR.  102;  26  PR.  1693; 
and  26  PR.  6405)  for  the  period  from 
July  1.  1961  through  December  31.  1961. 

Nothing  to  report. 

Dated:   January  8.   1962. 

E.  S.  Root. 

[FR      l>>c      62  716;     Piled.     Jan.     23,     1962; 
8.47  am  | 
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Agricultural  Marketing  Service 

Proposed  Rule  Maying: 
Barley  grain  standards;  notice  of 
additional  time  for  submitting 
comments  on  proposed  amend- 
ments        697 

Handling  of  raisins  produced  from 
grapes  grown  in  California;  no- 
tice of  extension  of  time  for 
receipt  of  written  data,  views. 
or  arguments 697 

Rules  and  Regulations: 
Navel  oranges  grown  in  Arizona 
and  designated  part  of  Califor- 
nia; limitation  of  handling 689 

Agriculture  Department 

Sec  Agricultural  Marketing  Serv- 
ice; Federal  Crop  Insurance 
Corporation. 

Alien  Property  Office 

Notices: 

Zonin.  Maria  Framarln  Vedova; 
notice  of  Intention  to  return 
vested  property 706 

Atomic  Energy  Commission 

Notices: 

University  of  Texas;  notice  of  pro- 
posed issuance  of  construction 
permit 701 

Civil  Aeronautics  Board 

Rules  and  Regulations: 
Exemption  of  air  carriers  for  short 
notice  military  contracts;  rea- 
sonable level  of  compensation.  _  689 
Statements  of  general  policy;  Mil- 
itary Air  Transport  Service 
charter   exemptions 693 

Commerce  Department    I 

Notices: 

Maritime  Administration;  organ- 
ization and  functions 701 
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Federal  Aviation  Agency 

Proposed  Rule  Making: 

Alteration  of  control  area  exten- 
sions, transition  area,  and  des- 
ignation of  transition  areas 699 

Federal  airways: 

Alteration 697 

Designation 698 

Federal  airways  and  associated 
control  areas;  alteration 698 

Irregular  air  carrier  and  ofT-route 
rules;  flight  time  limitations  for 
flight  engineers 697 

Jet  route;  alteration 699 

Rules  and  Regulations: 

Douglas  DC-8  series  aircraft;  air- 
worthiness directive 693 

Federal  airways;  designation;  al- 
teration of  amendment 694 


Federal  Communications 
Commission 

Notices: 

Hearings,  etc.:  ' 

American  Telephone  and  Tele- 
graph Co 701 

Clay  Service  Corp 702 

Commimity  Service  Broad- 
casters, Inc.,  et  al 702 

Jefferson  Radio  Co.  (WIXI)  and 
Voice  of  the  Mid  South 702 

Kent-Ravenna  Broadcasting  Co. 
et  al 702 

Melody  Music,  Inc.  (WGMA)  —  _       703 

Smackover  Radio,  Inc.,  and 
Magnolia  Broadcasting  Co. 
(KVMA) 704 

Spinks,  Hayward  F.,  and  Green- 
ville Broadcasting  Co 704 

Superior  Communications   Co., 

Inc 705 

Peoposed  Rule  Making  : 
Telemetering  devices  and  wireless 

micrc^ones;  extoision  of  time 

for  filing  cmmnents 700 


Federal  Crop  Insurance 
Corporation 

Rules  and  Regulations  : 

Raisin  crop  insurance,  1961  and 
succeeding  crops;  counties  des- 
ignated for  insurance 689 

Federal  Maritime  Commission 

Proposed  Rule  Making: 

Filing  of  tariffs  by  common  car- 
riers by  water  in  the  foreign 
commerce  of  the  U.S.  and  by 
conferences  of  such  carriers; 
extension  of  time  for  filing 
comments 700 

Rules  and  Regulations  : 

Reports  by  common  carriers  by 
water  in  domestic  offshore 
trades 695 

Federal  Power  Commission 

Notices  : 

Tennessee  Natural  Gas  Lines.  Inc., 
and  Tennessee  Gas  Transmis- 
sion Co.;  notice  of  motion  to 
amend  order  issuing  certificate 
of  public  convenience  and  neces- 
sity and  notice  of  application 
and  date  of  hearing 705 

Housing  and  Home  Finance 
Agency 

See  Public  Housing  Administration. 

Indian  Affairs  Bureau 

Rules  and  Regulations  : 

Crow  Indian  Irrigation  Project, 
Montana;  operation  and  main- 
tenance charges 6M 

Interior  Department 

See  Indian  Affairs  Bureau;  Land 
Management  Bureau. 
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Interstate  G>mmerce  Commission 

Nonces: 

Commercial  zone  and  terminal 
area  for  Nashville,  Tenn. ;  peti- 
tion for  denmtlon 720 

Poiirth  section  applications  for 
reUef 720 

"Grandfather"  Alaska  certificate 
or  permit  and  Hawaii  freight 
forwarder  permit;  applications.      720 

Motor  carrier : 
Alternate   route   deviation   no- 

Uces 707 

Applicationji  and  certain  other 

proceedings  (2  documents)..      708 
Transfer  proceedings. 720 


NOTICES 

Justice  Department 

See  Alien  Property  Office. 

Labor  Department 

See  Wage  and  Hour  Division. 

Land  Management  Bureau 

RuLCS  AND  Regulations  : 

Oregon;  public  land  order;  abol- 
ishment of  Oregon  Grazing  Dis- 
trict No.  7 695 

Public  Housing  Administration 

Notices: 

Various    officials:    delegations    of 

final  authority 706 


Ccxiification  Guide 


Securities  and  Exchange 
Commission 

Notices: 

Hearings,  etc.: 

Bishop  Oil  Co 706 

Black  Bear  Industries,  Inc 708 


Wage  and  Hour  Division 

Rules  and  Regulations  : 

Fair  Labor  Standards  Act  as  ap- 
plied to  retailers  of  goods  or 
services ;  enforcement  policy 
with  respect  to  certain  retail 
and  service  establishments 694 
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Rules  and  Regulations 


Title  7— AGRICULTURE 

Chapter  IV — Federal  Crop  Insurance 
Corporation,  Department  of  Agri- 
culture I 

PART  402— RAISIN  CROP 
INSURANCE 

Subpart — Regulations    for    the    1961 
and  Succeeding  Crop  Years' 

Appendix;  Counties  Designated  for 
Raisin  Crop  Insurance 

Pursuant  to  authority  contained  in 
$  402.1  of  the  above-ldentlfled  regula- 
tions, the  following  counties  have  been 
designated  for  raisin  crop  Insurance  for 
the  1962  crop  year. 


California 


Fresno. 
Kern 
Kings. 
Madera. 


Merced. 
San  Joaquin. 
Stanislaus. 
Tulare. 


(Sees.  506.  516,  52  Stat    73,  as  amended.  77, 
as  amended;  7  USC    1506,  1516) 

I  SEAL)  John  N.  Luft, 

Manager, 
Federal  Crop  Insurance  Corporation. 

|FR      Doc     62  780;     Filed.    J.^n.    23,     1962; 
8:48  am  I 


Chapter  IX — Agricultural  Marketing 
Service  (Marketing  Agreements  and 
Orders),  Department  of  Agriculture 

(Navel  Orange  Reg.  2,  Amdt.  1| 

PART  907--NAVEL  ORANGES 
GROWN  IN  ARIZONA  AND  DESIG- 
NATED  PART  OF   CALIFORNIA 

Limitation   of  Handling 

Findings.  1.  Pursuant  to  the  market- 
ing agreement,  as  amended,  and  Order 
No.  907,  as  amended  (7  CFR  Part  907), 
regulating  the  handling  of  navel  oranges 
grown  In  Arizona  and  designated  part  of 
California,  effective  under  the  applicable 
provisions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended  (7 
use.  601-674 >.  and  upon  the  basis  of 
the  recommendations  and  Information 
submitted  by  the  Navel  Orange  Admin- 
istrative Committee,  established  under 
the  said  amended  marketing  agreement 
and  order,  and  up>on  other  available  in- 
formation, it  is  hereby  found  that  the 
limitation  of  handling  of  such  navel 
oranges,  as  hereinafter  provided,  will 
tend  to  effectuate  the  declared  policy  of 
the  act  by  tending  to  establish  and  main- 
tain such  orderly  marketing  conditions 
for  such  oranges  as  will  provide,  in  the 
interest  of  producers  and  consumers,  an 
orderly  flow  of  the  supply  thereof  to 
market  throughout  the  normal  market- 
mu  season  to  avoid  unreasonable  fluc- 
tuations In  supplies  and  prices,  and  is 
not  for  the  purpose  of  maintaining  prices 
to  farmers  above  the  level  which  it  is  de- 


clared to  be  the  policy  of  Congress  to 
establish  under  the  act. 

2.  It  is  hereby  further  found  that  It  Is 
impracticable  and  contrary  to  the  public 
interest  to  give  preliminary  notice,  en- 
gage in  public  rule-making  procedure, 
and  postpone -the  effective  date  of  this 
amendment  until  30  days  after  publica- 
tion hereof  in  the  Federal  Register  (5 
U.S.C.  1001-1011)  because  the  time  In- 
tervening between  the  date  when  In- 
formation upon  which  this  amendment 
is  based  became  available  and  the  time 
when  this  amendment  must  become  ef- 
fective in  order  to  effectuate  the  declared 
policy  of  the  act  is  insufficient,  and  this 
amendment  relieves  restrictions  on  the 
handling  of  navel  oranges  gro^n  In  Ari- 
zona and  designated  part  of  California. 

Order,  as  amended.  The  provisions 
in  paragraph  (b)(1)  (l)  and  (11)  of 
8  907.302  (Navel  Orange  Regulation  2, 
27  F.R.  391)  are  hereby  amended  to  read 
as  follows: 

(i)  District  1:  325.000  cartons; 
(ii)  District  2:    325,000  cartons. 

(Sees.  1-19.  48  SUt.  31,  as  amended;  7  U  S.C. 
601-«74) 

Dated:    January  19,  1962. 

Paul  A.  Nicholson, 
Deputy    Director,     Fruit     and 
Vegetable   Division,  Agricul- 
tural Marketing  Service. 

|F.R.    Doc.    62-763:     Filed,    Jan.    23,     1962; 
8:46  a.m.] 


Title  14— AERONAUTICS  AND 
SPACE 

Chapter  It^Civil  Aeronautics  Board 

SUtCHAPTER   A — ECONOMIC    REGULATIONS 
(Reg.  No.  ER-3471 

PART  288 — EXEMPTION  OF  AIR  CAR- 
RIERS FOR  SHORT  NOTICE  MILI- 
TARY CONTRACTS 

Reasonable  Level  of  Compensation 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  In  Washington,  D.C, 
en  the  19th  day  of  January  1962. 

In  a  notice  of  proposed  rule  making 
dated  September  15.  1961  (EDR-35;  26 
FR.  8815),  the  Board  proposed  certain 
revisions  to  Part  288.  Additional  com- 
ments were  sought  in  a  supplemental 
notice  dated  October  19, 1961  (EDR-35A: 
26  F.R.  9913) .  Part  288  exempts  air  car- 
riers, subject  to  certain  conditions, 
limitations  and  requirements,  from  sec- 
tions 401  and  403  of  the  Federal  Aviation 
Act  to  enable  such  carriers  to  perform 
charter  services  for  the  Military  Air 
Transport  Service  on  short  notice.  The 
revisions  proposed  by  the  Board  In  the 
notice  relate  to  the  minimum  rate  cri- 
teria embodied  in  Part  288  as  one  of  the 
conditions  upon  the  grant  of  the  exemp- 
tion authority  contained  therein.    One  of 


the  proposed  revisions,  an  amendment  to 
$  288.7(d)  relating  to  standard  mileage, 
was  adopted  as  a  final  rule  on  November 
30.  1961,  effective  December  15, 1961  (ER- 
342,  26  PR.   11483). 

Various  air  carriers,  one  applicant  for 
a  supplemental  certificate  and  the  De- 
partment of  Defense  have  submitted 
comments  in  response  to  the  notice  and 
to  the  supplemental  notice.  The  Board 
has  given  careful  consideration  to  these 
comments,  and  has  determined  to  adopt 
the  amendments,  proposed  in  the  notice, 
with  certain  modifications,  as  set  forth 
below. 

The  comments  covered  all  aspects  of 
the  proposed  modifications  to  the  mini- 
mum rate  criteria,  namely:  (1)  Reduc- 
tion in  the  level  of  certain  of  the 
minimum  rates;  (2)  addition  of  new 
provisions  permitting  the  application  of 
round-trip  rates  to  open-Jaw  trips,  sub- 
ject to  certain  conditions;  and  (3)  speci- 
fication of  minimum  available  cabin 
loads  for  additional  aircraft  types.  In 
addition,  two  carriers  have  proposed  that 
the  Board  conduct  an  evidentiary  hear- 
ing on  the  minimum  rate  question. 
These  matters  are  treated  in  turn  below. 

1.  Level  of  minimum  rates.  The  notice 
proposed  reductions  in  the  minimum 
charges  applicable  to  MATS  operations 
as  follows: 
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All  but  one  of  the  carriers  submitting 
comments  In  response  to  the  Board's 
notice  object  to  the  proposed  reductions. 
These  objections  may  be  grouped  as 
follows: 

a.  Objections  to  the  overall  methodol- 
ogy of  the  proposal: 

b.  Alleged  errors  in  computing  the  cost 
of  service  for  various  carriers; 

c.  Alleged  inadequacy  of  the  rate  of 
return  on  investment;  and 

d.  Alleged  errors  in  determining  the 
rate  for  one-way  charters  and  converti- 
ble aircraft. 

a.  Methodology.  As  set  forth  in  the 
notice,  the  revisions  to  the  minimum 
rates  were  based  upon  the  average  cost 
of  operations  under  the  long-term  MATS 
contracts  for  transatlantic  and  trans- 
pacific services.  Carriers  objecting  to 
the  general  approach  employed  state  that 
it  gives  undue  weight  to  the  cost  of  Pan 
American  passenger  contracts  and  to 
costs  projected  for  the  as  yet  unproven 
CL-44  aircraft  type;  that  no  weight  is 
given  to  the  need  for  back-up  equipment, 
the  cost  of  substitute  service,  or  ex- 
pansion capability  commitments;  that 
the  minimum  rate  for  passenger  service 
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Is  set  too  low  for  profitable  operations 
by  several  of  the  participating  carriers 
and  particularly  for  operators  of  piston- 
powered  aircraft:  and  that  no  weight  Is 
given  to  the  higher  costs  of  "call"  oper- 
ations, some  carriers  arguing  that 
separate  rates  should  be  set  for  such 
services. 

There  is.  of  course,  no  single  mathe- 
matical technique  for  the  establishment 
of  a  rate  applicable  to  a  group  of  car- 
riers performing  similar  but  not  identical 
operations.  Obviously,  it  is  impossible  to 
establish  a  rate  which  will  yield  the  pre- 
determined rate  of  return  for  each  car- 
rier. A  rate  set  on  the  basis  of  the  lowest 
cost  operator  might  be  unfair  to  carriers 
with  higher  cost  operations.  Similarly,  a 
rate  based  upon  the  highest  cost  operator 
might  result  in  excessive  returns  to  other 
carriers  and  unfair  charges  to  the  trans- 
portation user.  In  determining  the  fair 
and  reasonable  minimum  rate  in  this 
situation,  the  point  of  departure  neces- 
sarily is  the  overall  weighted  average 
cost  of  service.  However,  such  cost  must 
be  tested  against  the  cost  of  service  of 
each  individual  carrier,  both  with  and 
without  the  return  element,  as  well  as  the 
average  unit  costs  of  groups  of  carriers, 
to  determine  whether  any  circumstances 
require  the  rate  to  be  higher  or  lower 
than  the  weighted  average  cost  of  the 
service. 

Round-trip  passenger  rate.  Based 
upon  the  costs  as  revised  herein  and 
discussed  below,  the  weighted  average 
cost  for  round-trip  passenger  charters  is 
2.76  cents  per  passenger-mile,  including 
return  on  investment.  With  one  ex- 
ception, which  we  regard  as  atypical.' 
the  passenger  unit  costs  of  the  individual 
carriers,  Including  return  element,  fall 
within  a  range  of  5  percent  above  and  4 
percent  below  the  weighted  average. 
Thus,  while  the  operations  within  this 
range  would  yield  varying  rates  of  return, 
in  no  case  is  there  an  extreme  disparity, 
nor  would  the  return  be  below  the  fully 
allocated  operating  cost  of  any  of  these 
carriers.  Finally,  while  the  return  real- 
ized by  piston  operators  may  well  be 
below  that  of  the  Jet  operators,  this  is 
a  natural  result  of  the  Introduction  in 
quantity  of  the  lower  cost  aircraft.  To 
predicate  the  price  for  all  carriers  on 
piston  costs  would  result  in  an  excessive 
rate  for  the  user.  On  balance,  there- 
fore, we  conclude  that  a  minimum  rate 
for  passenger  services  of  2.75  cents,  based 
upon  the  weighted  average  costs,  rounded 
off,  of  the  major  long-term  contract 
operations,  produces  the  most  reasonable 
result.  This  represents  an  Increase 
from  the  rate  of  2.70  cents  proposed  in 
the  notice. 

Round-trip  cargo  rate.  For  round- 
trip  cargo  services  the  overall  weighted 
average  cost,  as  adjusted  herein,  is  12.12 
cents  per  ton  mile.  This  average  cost 
Is  heavily  weighted  by  the  CL-44  data, 
which  account  for  90  percent  of  the  fixed 
contract  awards.  The  significance  of 
this  is  underscored  by  the  fact  that  the 
projected  CL-44  costs  are  considerably 


'  This  U  •  small  passenger  operation  to 
Bangkok,  requiring  multiple  crews  and 
utUlzlng  DC-6A  aircraft  which  are  relatively 
Inefficient  for  this  service. 
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lower  than  the  costs  of  other  cargo 
types  as  well  as  by  the  fact  that  in  the 
absence  of  •  substantial  body  of  data 
based  upon  actual  operations  with  the 
CLr-44.  the  reliability  of  the  forecast 
data  available  to  the  Board  is  not  en- 
tirely insured. 

The  range  of  cost  above  and  t>elow  the 
weighted  average  cost  of  12.12  cents  is 
wider  than  In  the  case  of  passenger  op- 
erations. A  rate  based  solely  up>on  such 
cost  would  give  undue  weight  to  CL-44 
data  and  would  not  cover  the  total  oper- 
ating costs  of  the  L1049H  aircraft  which 
is  the  most  efficient  piston-cargo  type. 
Under  these  circumstances  the  Bpard 
has  concluded  that  the  minimum  Yate 
for  round-trip  cargo  services  should  be 
set  at  12.5  cents  per  ton  mile  which  is  3 
percent  above  the  weighted  average  and 
which  will  permit  operations  with  the 
L1049H  aircraft  at  a  slight  profit. 

In  fixing  the  rate  for  round-trip  cargo 
services,  the  Board  does  not  believe  it 
has  erred  in  failing  to  give  weight  to  the 
CL-44  integration  costs  now  being  ex- 
perienced. All  of  the  available  figures 
indicate  that  the  CL-44  will  in  fact  op- 
erate at  lower  unit  costs  than  its  prede- 
cessor piston-aircraft  and  no  carrier 
appears  to  contest  this  fact.  Moreover, 
while  there  have  been  substantial  inte- 
gration costs  since  the  introduction  of 
these  aircraft  in  the  past  half  year,  we 
know  of  no  theory  which  would  support 
the  establishment  of  a  rate  giving  full 
and  continuing  impact  to  integration 
costs  occurring  only  in  a  limited  intro- 
ductory period.  By  deferring  the  effec- 
tiveness of  the  proposed  rate  reductions 
until  February  1,  1962,  we  believe  that 
substantial  justice  will  have  been  done. 
It  is  noteworthy  that,  notwithstanding 
the  contentions  made  in  this  proceeding 
by  CL-44  operators  that  the  minimum 
rates  are  inadequate,  the  same  carriers 
have  made  substantial  reductions  in 
their  tariff  rates  applicable  to  military 
and  commercial  cargo,  and  have  filed 
below-minimum  rates  with  MATS  on 
numerous  occasions  since  last  June. 

We  have  considered  the  arguments 
that  weight  should  be  given  to  the  need 
for  back-up  equipment  and  the  cost  of 
the  expansion  -capability  provisions  of 
the  MATS  contracts.  No  carrier  has 
provided  any  basis  for  reflecting  these 
factors  in  the  minimum  rates.  The 
carriers'  cost  estimates  are  based  upon 
allocations  of  system  costs  and  therefore 
include  the  cost  of  back-up  aircraft,  per- 
sonnel and  facilities.  The  expansion 
capability  provisions  impose  no  impor- 
tant restrictions  on  the  use  of  the  air- 
craft so  committed.  Until  an  emergency 
is  declared  by  the  Secretary  of  Defense, 
carriers  are  not  obligated  to  fill  expan- 
sion requests.  To  the  extent  that  such 
aircraft  are  utilized  by  MATS,  the  serv- 
ices are  paid  for  at  the  regular  rates. 
If  such  aircraft  are  in  fact  productively 
engaged  in  other  commercial  operations 
there  is  no  need  to  charge  any  part  of 
their  costs  to  the  MAT^  service.  If  the 
aircraft  are  in  fact  idle,  charging  them 
to  the  other  MATS  services  would  pro- 
duce an  excessive  rate  for  those  services 
by  burdening  MATS  with  the  cost  of 
equipment  which  is  not  used  and  useful 
in  the  contract  operations. 


Several  carriers  contend  that  the  pro- 
posed rates,  being  based  solely  on  the 
costs  of  long-term  fixed  contracts,  do 
not  give  weight  to  the  alleged  higher 
costs  of  so-called  "call"  service.  In  our 
opinion  no  specific  upward  adjustment 
for  this  factor  is  warranted.  To  begin 
with,  the  costs  of  call  services  vary 
widely.  For  example,  while  one  award 
for  one  flight  to  an  isolated  area  and  re- 
quiring multiple  crews  might  Involve  a 
very  high  cost  to  the  carrier,  other 
awards  might  dovetail  with  the  carrier's 
operations  and  thus  be  capable  of  being 
performed  at  a  cost  comparable  to  those 
which  would  prevail  under  the  long-term 
contracts.  The  same  would  be  true  of 
so-called  call  contracts  which  involve 
flights  over  an  extended  period  of  time 
and  thus  take  on  the  cost  characteristics 
of  fixed-type  contracts.  While  it  is  true 
that  the  minimum  rate  might  be  too  low 
for  particular  call  awards  or  for  services 
as  operated  by  a  particular  carrier,  there 
is  no  obligation  on  the  part  of  a  carrier 
to  bid  the  minimum  rate  or  to  bid  at  all 
if  it  believes  that  it  cannot  perform  a 
particular  contract  profitably. 

We  have  considered  whether  to  es- 
tablish a  separate  higher  rate  for  call 
operations.  The  carriers  engaged  in  call 
contract  business  are  in  competition  with 
the  long-term  contract  holders  operating 
under  the  expansion  capability  provi- 
sions of  their  contracts.  If  a  higher  rate 
for  call  contracts  were  established,  it 
appears  obvious  that  MATS  would  offer 
additional  business  to  the  long-term  con- 
tract holders  under  the  expansion  capa- 
bility provisions,  thus  placing  the  call 
contract  carriers  at  a  competitive  disad- 
vantage. A  majority  of  the  carriers  op- 
pose a  separate  rate  for  call  services  on 
this  ground.  We  conclude  that  the  sound 
course  is  to  establish  the  minima  for 
fixed  and  call  oF>€ratlons  at  the  same 
level. 

One  carrier  argues  that  the  cargo  rate 
(developed  on  the  basis  of  transpacific 
operating  costs)  would  be  too  low  for 
transatlantic  services  because  of  the 
costs  of  landing  at  Gander  and  Shannon. 
The  material  submitted  by  the  carrier 
suggested  that  these  additional  costs 
would  t>e  approximately  one-half  a  cent 
per  ton-mile  on  the  CL-44.  But  the 
minimum  round-trip  cargo  rate  of  12.5 
cents  per  ton-mile  has  deliberately  been 
set  somewhat  above  the  average  total 
cost  of  service  with  that  airplane.  It 
apiiears  that  the  CL-44  operator  should 
have  no  real  difficulty  In  absorbing  those 
additional  costs  even  if  they  are  in  fact 
incurred.  In  any  event,  there  has  been 
no  real  showing  that  transatlantic 
operating  costs  are  higher  than  trans- 
pacific or  that  different  rates  are  war- 
ranted for  either  passenger  or  cargo 
operations  as  between  the  two  areas. 

Finally,  although  the  carriers*  com- 
ments stress  consideration  in  favor  of 
upward  adjustments  to  the  proposed 
minimum  rates,  there  are  other  factors 
tending  in  the  opposite  direction.  Thus, 
the  minimum  rates  are  based  upon  the 
carriers'  own  forecasts  of  exi>enses  and 
investment.  While  we  have  made  neces- 
sary adjustments  to  these  forecasts  we 
have  not  attempted  to  construct  a  hypo- 
thetical cost  based  on  optimum  opera- 
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tions  Moreover.  It  must  be  stressed 
that  we  are  fixing  rate  minima  only. 
No  carrier  is  required  to  bid  at  these 
intis  nor  is  any  carrier  compelled  to 
(<n>;a?:e  In  any  particular  MATS  contract 
oix  ration.  And,  although  it  is  argued 
that  the  minimum  rates  tend  to  be  maxi- 
nuim  rates  as  well,  this  argument  is  not 
factually  correct.  In  a  substantial  num- 
hcv  of  cases,  particularly  in  cargo  opera- 
tions, the  loads  carried  are  in  excess  of 
the  minimum  load  requirements  estab- 
li.sliod  herein.  On  the  basis  of  studies 
of  data  contained  In  exemption  applica- 
tions and  reports  filed  In  connection  with 
Part  288.  the  plane -mile  revenues  for 
cargo  flights  average  roughly  5  percent 
above  the  minimum  revenues  calculated 
on  the  basis  of  an  application  of  the  ton- 
mile  minimum  rate  to  the  minimum 
cabin  loads.  In  sum,  on  the  basis  of  the 
facts  before  us,  we  are  satisfied  that  the 
methodology  which  we  have  herein  em- 
ployed for  fixing  the  minimum  rates  is 
sound. 

b.  Cost  adjustments.  Four  carriers 
have  objected  to  various  adjustments 
made  by  the  Board  to  the  carriers*  ex- 
pense and  Investment  forecasts  which 
form  the  basis  of  the  cost  calculations 
contained  in  the  notice.  Certain  of 
these  objections  appear  to  have  merit 
and  the  Board  has  made  appropriate  re- 
visions to  its  cost  detei-minations  as  in- 
dicated below.  As  previously  noted,  the 
result  of  these  revisions  is  to  change  the 
weighted  average  cost  of  the  round-trip 
passenger  service  from  2.72  cents  per 
passenger  mile  to  2.76  cents,  and  the  cost 
of  the  round-trip  cargo  service  from 
12  00  cents  per  ton  mile  to  12.12  cents. 

The  cost  adjustments  set  forth  In  the 
notice  have  been  revised  as  follows: 

<  1  >  Provisions  have  l)een  made  for  ad- 
ditional passenger  service  expense  for 
Pan  American  to  reflect  the  minimum 
seating  capacity  established  for  the  Boe- 
ing 707-300  aircraft  of  159  passengers. 

<2t  Pan  Americans  investment  has 
been  revised  to  include  an  allowance  for 
working  capital  and  ground  equipment 
and  to  reflect  the  book  value  of  flight 
equipment  as  of  December  31.  1961. 

<3»  Pan  American's  depreciation  has 
been  adjusted  to  reflect  the  reported 
costs  for  the  nine  months  ended  Sep- 
tember 30.  1961  and  to  take  into  account 
authorization  of  aircraft  pre-operating 
expenses  of  4  cents  per  mile  which  was 
erroneously  eliminated  in  the  notice. 

<4>  As  a  partial  offset  to  the  above 
upward  adjustments,  we  have  reduced 
the  level  of  Pan  American's  direct  air- 
craft operating  expenses  "less  depi'ecia- 
tion>  from  180.60  cents  to  174.21  per 
mile.  This  adjustment  is  based  upon  a 
review  of  reported  expense  levels  and 
trends  for  Pan  American  in  the  latest 
three  quarters.  Those  reports  show  a 
declining  trend  in  total  or>erating  ex- 
F)enses.  and  a  level  of  direct  aircraft 
operating  exp)enses  below  that  originally 
forecast  by  the  carrier  for  MATS  opera- 
tions. Since  there  appears  to  be  no  rea- 
•son  why  direct  aircraft  operating 
expenses  for  MATS  operations  should 
be  any  higher  than  for  commercial 
operations,  we  have  reduced  the  recoer- 
nized  expense  level  to  the  B-707  cost  of 
174.21   cents  per  mile  reported  by  the 
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Atlantic  and  Pacific  Division  for  the  year 
ended  September  30, 1961. 

(5)  All  adjustments  to  Seaboard's 
forecast  of  1^.20  per  mile  for  CL-44 
(^^eiUtlons  have  been  eliminated  on  the 
ground  that  Seaboard's  total  expense 
forecast  per  mile  compares  favorably 
with  the  adjusted  forecasts  of  the  other 
CL-44  operators. 

<6)  Seaboard's  forecast  has  been  cor- 
rected to  reflect  the  cost  of  non-revenue 
miles  related  to  the  contract  service. 

(7)  Where  higher  than  minimum  air- 
craft capacity  was  used  in  the  calcula- 
tion of  cargo  service  costs,  the  data 
have  been  recalculated  on  the  basis  of 
minimum  aircraft  capacity. 

(8)  The  upward  adjustment  to  Flying 
Tiger's  aircraft  insurance  expense  has 
been  eliminated  on  the  basis  of  the  car- 
rier's explanation  that  its  relatively  low 
insurance  costs  are  attributable  to  the 
large  sice  of  its  CL-44  fleet  as  compared 
with  other  CL-44  operators. 

(9)  The  downward  adjustment  to  Rid- 
dle's DC-7P  passenger  liability  insur- 
ance expense  has  been  reversed,  the 
Board  finding  that  the  carrier's  fore- 
cast is  reasonable  when  tested  against 
the  expense  levels  of  other  carriers. 

The  following  cost  determinations 
challenged  by  the  carriers  have  been 
reviewed  by  the  Board  and  found  to 
be  entirely  proper. 

(1)  The  adjustments  to  Pan  Ameri- 
can's passenger  service  and  aircraft  and 
traffic  service  expense  levels  and  to  Fly- 
ing Tiger's  passenger  liability  Insurance 
expense  are  found  required  in  order  to 
bring  the  levels  of  these  expense  cate- 
gories into  line  with  those  of  other  car- 
riers, as  set  forth  in  Appendix  2.' 

(2)  The  following  contentions  have 
been  rejected  as  unsupported  by  sub- 
stantial factual  data:  (a)  Seaboard's 
argwnent  that  its  submittal  of  CL-44 
costs  did  not  include  all  of  its  operating 
expenses;  and  (b)  Flying  Tiger's  asser- 
tion that  ONA's  cost  estimates  are  not 
reconcilable  with  the  costs  under  ONA's 
CL-44  lease  arrangement  with  Flying 
"Tiger. 

c.  Rate  of  return.  Certain  carriers 
attack  the  8  percent  rate  of  return  em- 
ployed in  costing  the  MATS  charter 
services.  The  principal  arguments  are 
that  the  8  percent  rate  ignores  the  risk 
of  fluctuation  of  MATS  business,  is  lower 
than  that  used  by  the  Board  for  other 
rate-making  purposes,  offers  no  incen- 
tive to  provide  increased  capacity  for 
the  national  defense  and  Ignores  the 
low  aircraft  utilization  and  shorter  debt 
amortization  periods  associated  with  the 
MATS  operations  of  some  carriers. 

The  fixing  of  an  appropriate  rate  of 
return  is  essentially  a  matter  of  judg- 
ment requiring,  among  other  factors,  an 
evaluation  of  the  effect  on  capital  costs  of 
the  risks  of  BffATS  operations  as  com- 
pared with.other  types  of  air  carrier  op- 
erations. In  the  Board's  opinion,  the 
MATS  contract  service  involves  some- 
what lesser  risks  than  normal  airline 
operations.  Thus,  although  there  are 
substantial  fluctuations  in  the  total  vol- 
ume of  business  for  any  given  carrier,  no 
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carrier  Is  under  any  obligation  to  offer 
to  provide  any  service  or  to  bid  at  the 
minimum  rate  if  it  believes  such  rate  to 
be  inadequate.  Moreover,  an  operation 
once  begun  offers  guaranteed  revenues, 
which  is  not  the  case  with  scheduled  op- 
erations, and  the  uncertainties  are 
limited  for  the  most  part  to  operational 
problefns  and  cost  fluctuations.  In  view 
of  these  considerations,  we  are  of  the 
view  that  in  fixing  the  minimum  rate 
level  for  MATS  contract  services  a  re- 
turn at  the  lower  end  of  the  zone  of 
reasonableness  is  appropriate. 

In  om-  opinion,  a  rate  of  return  of  8 
percent  after  taxes  will  enable  the  car- 
riers to  pay  their  Interest  costs  plus  pro- 
vide a  moderate  but  reasonable  return 
on  equity  capital.  As  shown  in  Apjpen- 
dix  3.'  assuming  an  interest  rate  of  5.5 
percent  on  debt  capital,  the  returns  on 
equity  range  from  a  low  of  8  percent  to 
a  high  of  59  percent  depending  on  in- 
dividual capital  structures.  Excluding 
carriers  whose  capital  structures  are 
atypical,  the  range  of  returns  is  in  the 
area  of  12  to  16  percent.  We  regard 
such  returns  as  consistent  with  our  find- 
ings on  rate  of  return  in  the  General 
Passenger  Fare  Investigation,*  having 
due  regard  for  the  differences  between 
military  and  commercial  operations  dis- 
cussed above,  and  the  fact  that  we  are 
here  concerned  with  rate  minima  only. 
An  8  percent  return,  combined  with  the 
protection  and  stability  provided  by  the 
Board's  mlnlmiun  rate  regulation  should 
provide  suflSclent  Incentive  to  the  carriers 
to  devote  adequate  investment  to  the 
military  requirements  sind  to  continue 
their  re-equipment  programs. 

It  Is  argued  that  the  8  percent  rate  of 
return  Ignores  low  aircraft  utilization  in 
MATS  services.  Since  the  minimum 
rates  are  based  primarily  on  the  carriers' 
operating  cost  estimates  with  minor  ad- 
justments, we  must  assume  that  the 
forecasts  make  appropriate  allowance  for 
this  factor. 

One  carrier  contends  that  an  8  percent 
return  will  result  in  a  cash  deficit  to  It 
after  payment  of  Interest  and  amortiza- 
tion on  long-term  debt  incurred  for  the 
purchase  of  flight  equipment.  The  re- 
turn element  is  not  intended  to  cover 
capital  expenditures.  Such  expendi- 
tures are  recouped  through  the  deprecia- 
tion account  and  to  make  an  additional 
allowance  in  the  profit  element  would 
result  in  duplicate  reimbursement. 

d.  One-way  and  convertible  rates. 
Some  carriers  object  to  the  proposed 
one-way  minimum  rates  of  4.2  cents  per 
passenger-mile  and  21.5  cents  per  cargo 
ton-mile  on  the  ground  that  the  cost 
savings  related  to  the  backhaul  ferry 
trips  are  minimal  and  that  the  proF>osed 
rates  produce  less  than  the  computed 
cost  per  plane-mile.  The  carriers'  pres- 
entations In  this  regard  generally  over- 
look the  fact  that  the  one-way  rate  levels 
are  predicated  on  the  assumption  that  at 
least  some  backhaul  flights  will  be  sold 
to  other  charterers,  thereby  increasing 
the  carrier's  total  revenues  to  a  point 
which  will  more  than  cover  total  cost. 

It  is  estimated  that  backhaul  ferry  legs 
can  be  performed  at  15  percent  less  cost 
than  a  live  passenger  segment  and  10 
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percent  less  than  a  live  cargo  segment. 
Thus,  the  total  cost  of  a  one-way  trip 
plus  the  backhaul  would  be  92.5  percent 
o/  the  cost  of  a  passenger  round-trip, 
and  95  percent  of  the  cost  of  a  cargo 
round-trip.  The  one-way  minimums  are 
set  so  that  the  cost  to  the  user  is  76  per- 
cent and  86  percent  respectively  of  the 
round-trip  passenger  and  cargo  rates. 
As  a  matter  of  judgment  we  are  of  the 
opinion  that  there  will  be  suflQcient  op- 
portunity for  the  carriers  collectively  to 
fill  the  backhaul  flights  with  non-mili- 
tary charters  to  justify  establishing  the 
minimum  rates  for  one-way  charters 
moderately  below  the  levels  indicated  on 
a  purely  cost  basis.  Accordingly,  we 
adhere  to  our  determination  of  mini- 
mums  of  4.2  cents  per  passenger  mile 
and  21.5  cents  per  cargo  ton-mile. 

The  Department  of  the  Air  Force  pro- 
poses a  process  of  post-operations  price 
adjustment  which  will  take  account  of 
those  flights  on  which  the  carrier  was 
able  to  sell  the  backhaul.  Under  the 
Department's  proposal,  the  round -trip 
rate  would  be  applicable  U>  any  trip  on 
which  MATS  traffic  was  carried  one-way 
and  non-MATS  revenue  traffic  was  car- . 
ried  in  the  other  direction.  Although 
this  proposal  is  not  without  merit  we 
are  not  persuaded  that  such  a  solution 
to  the  problem  would  be  desirable.  At 
the  outset  it  may  be  noted  that  if  the 
Defense  Department  is  to  take  the  bene- 
fit of  backhaul  revenues  it  would  be 
necessary  to  increase  the  level  of  the 
one-way  charges  since,  as  described 
above,  those  charges  have  been  com- 
puted on  the  basis  that  some  backhaul 
traffic  will  be  generated  on  the  average. 
Secondly,  under  the  Department's  pro- 
posal, the  round-trip  rate  would  be  ap- 
plicable whenever  traffic  is  carried  on  the 
return  leg.  regardless  of  the  amount  of 
such  traffic,  the  revenues  received  there- 
from and  any  special  expense  that  may 
have  been  incurred  in  connection  with 
such  traffic.  The  effect  of  this  would 
clearly  be  to  discourage  carriers  from 
seeking  backhaul  traffic  except  in  those 
cases  where  the  backhaul  revenues  would 
more  than  offset  the  reduction  in  the 
yield  under  the  MATS  contract.  In  the 
long  run.  this  would  increase  the  cost  of 
service  to  MATS.  Finally,  the  sugges- 
tion would  place  carriers  on  an  unequal 
footing  in  bidding  for  MATS  business, 
depending  upon  their  ability  to  generate 
backhaul  business.  Indeed,  the  propasal 
could  lead  to  undesirable  competitive 
practices  as  carriers  vie  with  each  other 
for  military  business  by  representations 
as  to  their  ability  to  generate  backhaul 
revenues.  Accordingly,  we  believe  that 
it  is  preferable  that  all  carriers  be  kept 
on  an  equal  competitive  basis  insofar  as 
one-way  MATS  charters  are  concerned, 
and  that  MATS  be  given  fair  treatment 
in  the  average  price  of  one-way  trans- 
portation by  reflecting  therein  a  reason- 
able estimate  of  the  average  revenues 
carried  on  backhauls.  The  appropriate 
level  of  backhaul  revenues  to  be  taken 
into  account  will  be  reviewed  from  time 
to  time  as  part  of  our  periodic  review  of 
MATS  rates. 

Several  carriers  have  objected  to  the 
13.8  cents  proposed  minimum  rate  for 
convertible  cargo  flights.  In  convertible 
service,    the    carrier    must    ordinarily 
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transport  the  seats  and  passenger  equip- 
ment on  both  legs  of  the  flight.  This 
necessitates  a  reduction  in  the  capacity 
available  on  the  cargo  leg.  approximat- 
ing 17  percent  on  the  CI^-44.  L-1049  and 
DC-7F.  We  have  increased  the  con- 
vertible cargo  minimum  to  15  cents  per 
ton-mile  in  order  to  reflect  this  loss  On 
the  other  hand,  we  have  made  no  al- 
lowance for  alleged  higher  costs  relating 
to  a  claimed  lower  utilization  of  con- 
vertible aircraft,  to  the  carrying  of  the 
passenger  service  crew  on  both  legs,  and 
to  aircraft  servicing.  These  are  believed 
to  represent  very  minor  expenses  and  the 
minimum  rates  have  not  been  deter- 
mined with  the  kind  of  precision  which 
would  justify  the  proposed  refinements. 

One  carrier  points  out  that  the  reduc- 
tion in  the  convertible  cargo  rate  will 
bring  that  rate  below  the  15.9  cent  rate 
for  individually  waybilled  Category  A 
traffic  performed  on  scheduled  flights 
by  route  carriers.  In  our  opinion,  the 
full  plane  load  charter  rate  should  be 
below,  not  above,  the  rate  for  individ- 
ually waybilled  traffic,  in  view  of  the  cost 
savings  associated  with  the  full  use  of 
aircraft  capacity.  Therefore,  the  new 
rate  of  15  cents  appears  to  be  in  better 
relationship  to  the  Category  A  rate  than 
was  the  old  minimum  of  16.5  cents. 

2.  Round-trip  definition.  In  the  no- 
tice, it  was  proposed  to  modify  the  defini- 
tion of  round-trip  services  so  as  (a>  to 
permit  the  round-trip  minimum  rates  to 
apply  to  trips  which  originate  and  ter- 
minate at  different  points  provided  that 
they  are  within  250  miles  of  each  other. 
(b>  to  permit  50  ferry  miles  en  route 
at  no  charge  and  (o  to  permit  500  ferry 
miles  en  route  at  half  rate. 

Several  carriers  object  to  these  pro- 
posals on  the  ground  that  they  will  re- 
sult in  a  dilution  of  revenues.  On  the 
other  hand,  the  Air  Force  would  extend 
the  application  of  the  half-rate  to  ferry 
flights  up  to  1.500  miles 

Insofar  as  concerns  the  50-mile  free 
ferrying  provision,  the  costs  are  minimal. 
The  propo.sal  with  respect  to  flight  origin 
and  destination  is  not  necessarily  costly 
to  the  carriers.  Since  most  MATS  char- 
ters originate  and  terminate  at  military 
bases,  there  are  pre-positioning  and 
post-positiorjing  ferries  required  in  order 
to  move  the  aircraft  from  the  carrier's 
base  and  back.  It  should  make  little 
difference  in  the  aggregate  whether  the 
pre-  and  post-positioning  ferry  flights 
are  between  the  same  points.  We  con- 
clude that  these  two  revisions  will  give 
MATS  moderate  flexibility  in  planning 
its  operations  at  a  minimum  cost  to  the 
carriers  and  are  reasonable 

The  objections  to  the  proposed  half- 
rate  for  500  mile  ferry  flights  are  more 
serious.  On  the  one  hand  the  carriers 
argue  that  the  discount  of  50  percent 
of  the  live  mileage  rate  is  excessive.  On 
the  other  hand,  the  Air  Force  contends 
that  the  500-mile  limit  on  the  applica- 
tion of  the  reduced  rate  deprives  MATS 
of  needed  flexibility.  We  find  that  a 
rate  of  75  percent  of  the  live  mile  rate, 
applied  to  ferry  flights  not  in  excess  of 
1,500  miles,  will  reasonably  accommodate 
the  interests  of  carrier  and  user.  While 
the  carriers  argue  that  the  cost  savings 
involved  in  ferrying  empty  aircraft  are 
on  the  order  of  10  percent  of  the  live 


mile  operating  costs,  we  believe  that  a 
rate  which  reflects  a  discount  of  25  per- 
cent will  be  more  comparable  to  the 
added  cost  of  the  relatively  short  flights 
that  typically  will  be  required.  Accord- 
ingly, the  ferry  rate  will  be  fixed  at  75 
percent  of  the  live  mile  rate  for  round- 
trip  passenger  services. 

3.  Minimum  cabin  loads.  Upon  con- 
sideration of  carrier  comments,  the  mini- 
mum passenger  load  for  the  B-707  has 
been  reduced  from  160  to  159  seats.  We 
are  also  omitting  reference  to  the  DC-8 
in  view  of  questions  raised  regarding  the 
capacity  of  that  aircraft  and  the  fact 
that  it  is  not  being  used  at  the  present 
time  in  MATS  charter  services.  For  the 
same  reasons,  we  will  not  at  this  time 
attempt  to  fix  a  minimum  load  standard 
for  the  CV-880,  as  requested  by  one  car- 
rier. 

One  carrier  objects  to  the  95-scat 
minimum  passenger  load  proposed  for 
the  L-1049A  aircraft,  suggesting  83  for 
the  Atlantic  and  78  for  the  Pacific  opera- 
tions. In  our  opinion,  the  prop>osed  load 
standards  would  not  be  properly  related 
to  the  operating  costs  of  the  L-1049A  air- 
craft and  to  the  seating  standards  for 
other  aircraft  types.  While  In  terms  of 
operating  costs,  the  L-1049A  is  more 
comparable  to  the  DC-7  aircraft  than  to 
the  DC-6.  the  carrier-proposed  mini- 
mums  would  be  at  or  below  the  DC-6 
level.  The  fact  that  the  carrier  cannot 
carry  more  than  83  and  78  passengers 
on  Atlantic  and  Pacific  services,  respec- 
tively, merely  demonstrates  that  the  air- 
craft cannot  operate  economically  on  the 
very  long  hops.  To  set  a  lower  minimum 
for  this  type  of  aircraft  would,  moreover, 
give  the  carrier  an  imwarranted  com- 
petitive advantage  over  the  DC-7  on 
groups  of  87  and  fewer  passengers.  Ac- 
cordingly, we  find  that  minimum  cabin 
loads  for  the  L-1049  A  aircraft  type 
should  be  reduced  to  those  specified  for 
the  DC-7,  namely  88  seats  for  passenger 
operations.  12  tons  for  convertible  cargo 
operations  and  15  tons  for  all-cargo 
operations. 

4.  Procedural  matters.  Two  carriers 
have  requested  the  Board  to  make  no 
changes  In  the  MATS  minimum  rates 
without  a  full  evidentiary  hearing.  The 
Board  finds  that  such  a  hearing  is 
neither  necessary  nor  appropriate  under 
the  circumstances.  This  is  a  rule-mak- 
ing proceeding  which  may  be  conducted 
by  the  use  of  the  Informal  procedures  set 
forth  in  the  Administrative  Procedure 
Act.  Accordingly,  an  evidentiary  hear- 
ing is  not  legally  required. 

It  is  to  be  borne  in  mind  that  we  are 
dealing  here  with  the  relaxation  ef  re- 
strictions attached  to  operating  author- 
ity. Both  the  restrictions  and  the  basic 
operating  authority  were  originally  made 
effective  without  an  evidentiary  hearing. 
We  recognize,  of  course,  that  our  action 
will  have  an  effect  on  the  level  of  the 
rates  charged  and  the  revenues  of  the 
carriers.  Nevertheless,  we  are  satisfied 
that  we  have  provided  an  adequate  op- 
portunity to  all  parties  to  express  their 
views  and  to  submit  data,  all  of  which 
have  been  carefully  considered  in  reach- 
ing our  final  determination,  and  that  the 
requests  for  a  hearing  have  not  pointed 
out  pertinent  factual  issues  which  could 
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bo  adequately  resolved  only  after  an 
evidentiary  hearing. 

The  Board  has  examined  the  remain- 
ing comments  of  the  carriers  and  finds 
that  they  do  not  alter  our  determinations 
herein. 

Since  delay  in  effectuating  this  amend- 
ment may  result  in  unnecessary  expense 
to  the  United  States  and  since  the 
amendment  can  be  immediately  im- 
plemented by  the  air  carriers  as  to  whom 
It  is  permissive  In  nature,  the  Board 
finds  that  there  Is  good  cause  for  making 
this  amendment  effective  less  than  30 
days  after  publication  in  the  Federal 
Register. 

In  consideration  of  the  foregoing,  the 
Civil  Aeronautics  Board  hereby  amends 
Part  288  of  the  Economic  Regulations 
(14  CFR  Part  288)  effective  February  1, 
1962.  by  deleting  §  288.7,  paragraphs  (a) , 
(b),  and  (c>,  and  substituting  in  lieu 
thereof  the  following : 

§  288.7      Reasonable  level  of  ronipensa- 
lion. 

It  shall  be  a  condition  on  the  exemp- 
tions granted  by  this  part  that  the  level 
of  compensation  for  transportation  pro- 
vided for  short  notice  MATS  charter 
.sei-vice  shall  not  be  uneconomically  low. 
In  the  absence  of  specific  Board  ap- 
proval, the  compensation  for  such  serv- 
ice shall  not  be  less  than  the  following: 

ia>   Mitiimum  charges. 

( 1 )  For  round -trip  passenger  services — 
2  75  cents  per  jjassenger-mlle. 

(2)  For  round-trip  cargo  services — 12.5 
cents  per  cargo  ton-mile. 

(.3)  For  one-way  passenger  services — 4.2 
cents  per  passenger-mile. 

(4)  For  one-way  cargo  services — 21.5  cents 
per  cargo  ton-mlle. 

Provided,  That  a  minimum  of  15.0  cents 
per  cargo  ton-mlle  shall  apply  to  seg- 
ments of  round-trips  on  which  cargo  is 
carried,  in  cases  where  passengers  are 
carried  on  one  or  more  other  segments 
of  the  round-trip. 

lb)  Minimum  utilization  of  aircraft. 
The  minimum  charges  established  by 
paragraph  (a)  of  this  section  shall  be 
deemed  economic  only  when  the  result- 
ing revenues  are  at  least  the  equivalent 
of  such  charges  applied  to  the  following 
minimum  loads:  I 
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<c)  Round-trip  services  defined.  For 
the  purposes  of  this  section,  round-trip 
services  are  those  services  performed 
pursuant  to  contracts  with  MATS  where 
<  1 )  passengers  or  cargo  are  transported 
on  2  or  more  successive  revenue  flights 
where  the  last  revenue  fiight  terminates 
within  250  statute  miles  of  the  point  of 
origin  of  the  first  revenue  flight.  (2)  the 
air  carrier  operates  en  route  not  more 
than  one  ferry  fiight  not  exceeding  60 
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statute  miles  without  charge  and  not 
more  than  one  ferry  flight  not  exceeding 
1.500  statute  miles  at  not  less  than  75 
percent  of  the  minimum  live -mile  com- 
pensation which  would  otherwise  be  ap- 
plicable in  accordance  with  paragraphs 
(a)  and  (b)  of  this  section:  Provided, 
That  the  minimum  ferry  charge  in  the 
case  of  charters  governed  by  the  proviso 
in  paragraph  (a)  of  this  section  shall 
be  75  percent  of  the  applicable  minimimi 
live-mile  charge  for  roimd-trip  passen- 
ger services,  and  (3)  the  scheduling  per- 
mits departures  within  4  hours  after  ar- 
rival from  each  point  on  route  except 
at  one  point  where  the  aircraft  may  be 
scheduled  for  departure  within  72  hours 
after  arrival.  If  the  trip  otherwise  meets 
the  requirements  of  this  definition,  it 
shall  be  deemed  a  round-trip  although 
passengers  are  carried  on  one  or  more 
segments  thereof,  and  cargo  on  one  or 
more  other  segments. 

(Sees.  204(a),  416,  Federal  Aviation  Act  of 
1968;  72  SUt.  743,  771;  49  U.S.C.  1324,  1386) 

By  the  Civil  Aeronautics  Board. 

[SEAL]  Harold  R.  Sanderson, 

Secretary. 

[P.R.    Doc.    62-777;     Piled.    Jan.    23.    1962; 
8:48  a.m.] 


SUICHAPTER  F — POLICY   STATEMENTS 
(Reg.  Policy  Statement  No.  12) 

PART  399— STATEMENTS  OF 
GENERAL  POLICY 

Military  Air  Transport  Service  Charter 
Exemptions 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington,  DC, 
on  the  19th  day  of  January  1962. 

The  Board,  by  publication  in  the  Fed- 
eral Register.  26  F.R.  8815,  and  circula- 
tion of  PSDR-1,  issued  a  proposed  Policy 
Statement  setting  forth  criteria  which 
the  Board  proposed  to  use  in  granting  in- 
dividual exemptions  to  air  carriers  for 
the  purpose  of  performing  charter  serv- 
ices for  the  Military  Air  Transport  Serv- 
ice (MATS).  No  comments  were  re- 
ceived opposing  the  proposed  Policy 
Statement. 

Accordingly,  the  Board  hereby  amends 
Part  399 — Statements  of  General  Policy 
(14  CPR  Part  399)  by  adding  a  new 
S  399.36,  effective  February  1,  1962.  to 
read  as  follows: 

§  399.36      MiliUry  Air  Transport  .*^ervire 
charter  exemptions. 

In  passing  upon  applications  for  ex- 
emptions from  Sections  401  and  403  of 
the  Act  to  enable  air  carriers  to  perform 
charters  for  the  Military  Air  Transport 
Service  (MATS),  the  Board  will  give 
great  weight  to  the  following  criteria: 

(a)  Whether  the  carrier  has  executed 
a  Civil  Reserve  Air  Fleet  standby 
contract; 

(b)  Whether  the  proposed  service  is 
in  furtherance  of  the  mission  of  the  De- 
partment of  Defense;  and 

(c)  Whether  the  level  of  compensa- 
tion provided  in  the  charter  contract  is 
fair  and  reasonable. 

The  Tw<"<™"»»  charges  set  forth  in  Part 
288  of  this  chapter  (Board's  Economic 
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regulations)  will  be  considered  as  the 
minimum  fair  and  reasonable  charges  for 
foreign  and  overseas  services  and  for 
services  between  the  48  contiguous  states 
on  the  one  hand  and  Hawait  or  Alaska 
on  the  other  hand. 

(Sec.  204(a),  72  Stat.  743;  49  UJB.C.  1324. 
Administrative  Procedure  Act,  sec.  3,  60  Stat. 
238,  5  U.S.C.  1002) 

By  the  Civil  Aeronautics  Board. 

[seal]  Harold  R.  Sanderson, 

Secretary. 

|F,R.    Doc.    62-776;     PUed,    Jan.    23,    1962; 
8:47  a.m.] 


Chapter  III — Federal  Aviation  Agency 

SUBCHAPTER   C — AIRCRAFT   REGULATIONS 

[Reg.  Docket  No.  1041;  Amdt.  392] 

PART  507— AIRWORTHINESS 
DIRECTIVES 

Douglas  DC-8  Series  Aircraft 

As  a  result  of  several  incidents  of  fail- 
ure of  the  tab  lockout  bracket  in  the 
aileron  control  reversion  mechanism  of 
Douglas  DC-8  Series  aircraft,  and  air- 
worthiness directive  is  considered  nec- 
essary, requiring  inspection  of  all  aileron 
tab  lockout  bracket  assemblies  and  re- 
placement of  cracked  parts. 

As  a  situation  exists  which  demands 
immediate  action  in  the  interest  of 
safety,  it  is  found  that  notice  and  public 
procedure  hereon  are  impracticable  and 
good  cause  exists  for  making  this  amend- 
ment effective  upon  publication  in  the 
Federal  Register. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  FH.  6489), 
§  507.10(a)  of  Part  507  (14  CPR  Part 
507),  is  hereby  amended  by  adding  the 
following  new  airworthiness  directive : 

Douglas.     Applies    to    DC-8    aircraft    Serial 

Nos.     45252-45289.     45291-45306,    45376- 

45393,   46408-45413,   45416-45419,   45421- 

45431,    45433-46437,    45442-45445,    46526. 

45665-45570,     45688-45614,     45616-45628, 

and  45636-46638. 

Compliance  required  as  Indicated. 

To  prevent  aileron  tab  lockout  mechanism 

bracket  assembly  failure,  resulting  in  partial 

or    complete    loss    of    control    force    to    one 

aileron,  the  following  shall  be  accomplished: 

(a)  At  periods  prescribed  in  (b),  conduct 
close  visual  Inspection,  using  low-power 
magnifying  glass  or  equivalent  means,  for 
evidence  of  cracking  of  the  left  and  right 
side  aileron  tab  lockout  bracket  assemblies, 
P,  N  4643350.  The  critical  areas  to  be  in- 
spected are  shown  in  Douglas  Service  Bulle- 
tin 27-115,  Plgure  1,  Step  3.  Any  evidence 
of  cracking  shall  be  verified  by  dye  check 
or  equivalent  means,  with  the  tab  lockout 
cylinder  disconnected  from  the  bracket  as- 
sembly, within  the  next  10  hours'  time  in 
service  following  the  detection  of  such 
evidence  of  cracking.  Any  part  found  to  be 
cracked  shall  be  replaced  prior  to  further 
flight  with  an  assembly  of  the  same  part 
number  which  has  been  inspected  In  ac- 
cordance with  the  provisions  of  this  para- 
graph and  found  to  be  free  of  cracks  or  with 
assembly  P/N  3773970-1. 

(b)  The  initial  and  repetitive  Inspections 
of  assemblies,  P/N  4643350.  shall  be  con- 
ducted at  the  following  times: 

( 1 )  On  assemblies  which  have  accumu- 
lated a  total  tlm»  in  service  of  less  than 
3,000  hours  as  of  the  effective  date  of  this 
AD:  Initial  Inspection  within  next  350  hours' 
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time  in  service,  but  In  no  event  to  exceed 
3.100  hours'  aaaembly  total  time  lo  service: 
repetitive  inspections  thereafter  at  Intervals 
not  to  exceed  350  hours'  time  In  service  ex- 
cept that  after  the  assembly  total  time  In 
service  reaches  3.000  hours  the  repetitive 
intervals  shall  not  exceed  100  hours'  time 
in  service. 

(2)  On  assemblies  which  have  accumu- 
lated a  total  time  in  service  of  3.000  hours  or 
more  as  of  the  effective  date  of  this  AD 
Initial  Inspection  within  next  100  hours' 
lime  in  service:  repetitive  inspections  there- 
after at  Intervals  not  to  exceed  100  hours' 
time  In  service. 

to  When  assembly  P  N  3773970-1  Is  In- 
stalled in  place  of  P  N  4643350,  the  repetitue 
inspections  may  be  discontinued 

(d)  When  assembly  P  N  4643350  Ls  re- 
placed with  an  assembly  of  the  same  part 
number  which  has  been  inspected  In  accord- 
ance with  (a)  and  found  to  be  free  of  cracks, 
the  replacement  part  shall  be  relnspected  li; 
accordance  with  the   provisions  of    ib). 

(e)  Upon  request  of  the  operator,  an  FA  A 
maintenance  inspector,  subject  to  prior  ap- 
proval of  the  Chief.  Engineering  and  Manu- 
facturing Branch,  PAA  Western  Region,  may 
adjust  the  repetitive  inspection  intervals 
specified  in  this  Airworthiness  Directive  to 
permit  compliance  at  an  established  inspec- 
tion period  of  the  operator  if  the  request 
contains  substantiating  data  to  Justify  the 
Increase  for  such  operator. 

(Douglas  Service  Bulletin  27  115,  Revision 
No.  1.  dated  October  25.  1961.  pertains  to  this 
same  subject. ) 

This  directive  shall  become  effective 
January  24,  1962. 

(Sec  313(a).  801.  603:  72  Stat  752.  775.  776: 
49  US.C.  1354ia).  1421.  1423) 

Issued  In  Washington,  DC  .  on  Janu- 
ary 18.  1962. 

George  C.  Prill, 
Director.  Flight  Standards  Service. 

[F.R.    Doc.     62  745:     Filed.     Jan      23,     1962: 
8.45  am  I 


SUBCHAPTEI    E — AIR   NAVIGATION 
REGULATIONS 

[Airspace  Docket  No.  59-WA  104] 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

Alteration 

On  March  22,  1960,  there  were  pub- 
lished in  the  Federal  Register  t25  F.R. 
2387),  amendments  to  the  regulations 
of  the  Administrator  which  designated 
VOR  Federal  airway  No.  451  and  its 
associated  control  areas  from  VOR  Fed- 
eral airway  No.  146,  in  the  vicinity  of 
New  Bedford,  Mass.,  to  Boston,  Mass. 
These  amendments  were  to  become  ef- 
fective January  12,  1961.  This  effective 
date  was  postponed  until  February  8, 
1962  (26  F.R.  6709.  dated  July  27.  1961). 

On  May  27.  1961,  Airspace  Docket  No. 
60-WA-127  was  published  in  the  Feder.\l 
Register  (26  F.R.  4634),  amending  in 
part  the  regulations  of  the  Adminis- 
trator by  realigning  Victor  146  and  its 
associated  control  areas  approximately 
3  miles  further  to  the  south  in  the  vicin- 
ity of  New  Bedford  and  raising  the  floor 
of  its  associated  control  areas  in  this 
area  to  1.200  feet  above  the  surface. 
These  actions  were  effective  June  29. 
1961.  Accordingly,  action  is  taken  herein 
to  extend  Victor  451  and  ita  associated 
control  areas  southward  to  the  centerline 
of  Victor  146  and  to  exclude  the  portion 
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of  Victor  451  bt^low  1.200  feet  above  the 
surface  within  the  confines  of  Virtor  146 
This  will  result  in  no  additional  a.ssi«n- 
ment  of  controlled  airspace  becau.se  of 
existing  desiKnated  Federal  airways  and 
controlled  airspace  in  the  immediate 
vicinity. 

Since  thus  alteration  is  minor  in  na- 
ture, and  imposes  no  additional  burden 
on  any  per.son,  compliance  with  section 
4  of  the  Administrative  Procedure  Act  i.s 
unnecessary  and  the  effective  date  of  the 
final  rule  as  amended  may  be  retained. 

In  consideration  of  the  foreKoinK  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  '  25  F  R  12582  > . 
effective  immediately,  Airspace  Docket 
No.  59-WA-104  1 25  F.R.  2387.  12235,  26 
P  R.  6709)  is  hereby  amended  as  follows: 

The  text  of  Item  1  >  5  600  6451  >  is 
amended  to  read: 

§600.6131       VOR      Fe.lrral      airnay      No. 
LSI    (New  llrdforii.  Ma««.,  to  ll«>'«lon, 

Ma««.). 

From  the  INT  of  the  Whitman.  Ma.ss  . 
VOR  177'  and  the  Providence.  R  I  ,  VOR 
118  radials  via  the  Whitman  VOR;  to 
the  Boston,  Mass..  VOR.  excluding  the 
portion  below  1.200  feet  above  the  sur- 
face which  lies  within  VOR  Federal  air- 
way No    146 

I  Sec  307i.il.  72  St.at  749  49  U -^  C  1348> 

Issued  m  Washington.  DC,  on  Janu- 
ary 17.  1962 

D.   D    Thomas, 
Director.  Air   Traffic   Service. 

|FR      Doc.     62   746:      Filed.     J.m      23.     1962; 
8  45  am  I 


Title  25— INDIANS 

Chapter  I — Bureau  of  Indian  AfFairs, 
Department   of   the    Interior 

SUBCHAPTER    T — OPERATION    AND 
MAINTENANCE 

PART  221— OPERATION  AND 
MAINTENANCE  CHARGES 

Crow  Indian   Irrigation   Project, 
Montana 

On  page  11734  of  the  Feder.\l  Register 
of  December  7,  1961.  Vol.  26.  No.  235. 
there  was  published  a  notice  of  intention 
to  amend  §  221.12  of  Title  25.  Code  of 
Federal  Ref,'ulations.  dealing  with  the 
irrigable  lands  of  the  Crow  Indian  Ir- 
rigation I*roject.  Montana,  that  are  not 
subject  to  the  jurisdiction  of  the  several 
irrigation  districts.  Purpose  of  this 
amendment  is  to  establish  the  assess- 
ment charges  for  the  season  of  1962  and 
thereafter  until  further  notice,  and 
which  charges  are  applicable  to  all  ir- 
rigable lands  in  the  Crow  Indian  Irriga- 
tion Project  that  are  not  included  in  the 
irrigation  districts  organizations. 

Interested  persons  were  given  30  days 
within  which  to  submit  written  com- 
ments, suggestions  or  objections  with 
respect  to  the  prop)osed  amendment.  No 
written  communications  were  received. 
The  amended  regulations  are  adopted  as 
set  forth  below. 

Section  221.12  is  amended  to  read  as 
follows : 


i;  221.12      CliarieeA. 

In  compliance  with  the  provisions  of 
the  act  of  August  1.  1914  (38  Stat.  583; 
25  use.  385).  the  operation  and  main- 
tenance charges,  for  irrigable  lands  un- 
der the  Crow  Indian  Irrigation  Project 
and  under  certain  private  ditches  for  the 
calendar  year  1962  and  subsequent  years 
until  further  notice,  are  hereby  fixed  as 
follows: 

For  the  assessable  nondlstrict  area  un- 
der constructed  works  un  all  Govern- 
ment-operated unlLa  excepting  Co- 
burn  Ditch,  per  acre. . %3   10 

F<'r  the  assessable  area  under  con- 
itrucled  wurks  ^<n  ceri.iin  tracts  of 
lrrl);able  trust  patent  Indian  land 
within  and  benefited  by  the  Two 
LedKlns  Unit,  per  acre. 1   74 

For  the  assessable  area  on  certain 
tracts  of  Irrigable  trust  pat«nt  In- 
dian land  within  and  benefited  by 
the  Bozeman  Trail  Unit,  per  acre 1   30 

Fur  all  lands  in  Indian  ownership  un- 
der the  Bozeman  Trail  Unit  on  June 
28,  1946.  and  under  constructed 
works  on  all  Government-operated 
units  m  the  Little  Big  Horn  water- 
shed; for  non-Indian,  nonlrrlgatlon 
district  lands,  under  private  ditches, 
contracting  for  the  benefits  and  re- 
payment for  the  costs  of  the  Willow 
Creek  Storage  Works:  for  operation 
of  said  Works,  per  acre .15 

For  certain  tracts  of  irrigable  trust 
patent  Indian  lands  within  and 
benefited  by  the  Two  Legglns  Drain- 
age District  (contract  dated  June 
2'.>    19321.  [K-r  acre ._       .75 

M    A    Johnson. 
Acting  Area  Director. 

747;     Filed.    Jan.    23.     1962, 
8  45   ami 
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Title  29— LABOR 

Chapter  V — Wage  and  Hour  Division, 
Department  of  Labor 

PART  779— THE  FAIR  LABOR  STAND- 
ARDS ACT  AS  APPLIED  TO  RETAIL- 
ERS OF   GOODS  AND  SERVICES 

Appendix;  Enforcement  Poliqr  With 
Respect  to  Certain  Retail  and  Serv- 
ice  Establishments 

Pursuant  to  authority  in  the  Pair 
Labor  standards  Act  of  1938  "29  U.S.C. 
201  et  seq.>.  ReorRanization  Plan  No.  6 
of  1950  (3  CFR  1949-1953  Comp..  p 
1004  >.  and  General  Order  No.  45-A  of 
the  Secretary  of  Labor  1 15  F.R.  3290), 
the  following  enforcement  policy  has 
been  adopted  under  the  Fair  Labor 
Standards  Act.  effective  September  3. 
1961.  with  re.spect  to  compensation  for 
certain  employees  employed  by  retail  or 
service  establi.shments  having  branch 
stores  in  the  same  local  community. 

1.  As  an  enforcement  policy  in  the 
administration  of  the  Act.  the  Adminis- 
trator of  the  Wage  and  Hour  Division 
of  the  Department  of  Labor  will,  unless 
otherwise  directed  by  the  courts,  con- 
sider that  the  minimum  wage  and  over- 
time pay  requirements  of  the  Act  are 
complied  with,  in  the  case  of  an  employee 
whose  employment  in  the  particular 
workweek  meets  all  the  conditions  set 
forth  in  paragraph  2.  if  for  such  work- 
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week  that  employee  is  paid  not  less  than 
the  minimum  wages  specified  in  section 
6'b)  of  the  Act  and  compensation  for 
any  overtime  worked  in  ficcordance  wiUi 
the  provisions  of  section  7iaM2)  of  the 
Act. 

2.  The  applicability  to  an  employee  of 
the  enforcement  policy  stated  in  para- 
^-raph  1  of  this  notice  is  subject  to  the 
conditions  stated  in  this  paragraph  2. 
The  enforcement  policy  is  intended  to 
apply  to  any  employee  whose  employ- 
ment during  his  workweek  is  in  all  re- 
-spects  the  same  as  that  which  was 
authorized  to  be  treated  as  exempt  from 
the  minimum  wage  and  overtime  pay 
Kxjuirements  of  the  Act  under  an  en- 
forcement policy  which  was  in  effect  prior 
to  September  3.  1961  as  stated  in  para- 
graph 3  of  this  notice.  This  former 
enforcement  policy,  which  was  set  forth 
m  the  former  §  779.4<b)(3)  of  Title  29 
of  the  Code  of  Federal  Regulations,  was 
applicable  to  certain  employees  of  a 
retail  organization  having  a  main  estab- 
lishment and  branch  establishments  in 
the  same  local  community  and  had  the 
effect  of  excepting  such  employees, 
under  specified  conditions,  from  the  ap- 
plication of  the  general  rule  that  em- 
ployees performing  central  functions  for 
two  or  more  retail  or  service  establish- 
ments are  subject  to  the  minimum  wage 
and  overtime  pay  requirements  of  the 
Act.  The  enforcement  policy  stated  in 
paragraph  1  of  this  notice  does  not 
apply  to  any  employee  whose  employ- 
ment would  not.  prior  to  September  3, 
1961.  have  satisfied  all  the  conditions 
required  by  the  former  enforcement 
policy  as  prerequisites  to  his  exempt 
treatment  thereunder.  Accordingly,  the 
enforcement  policy  stated  in  paragraph 
1.  like  the  former  enforcement  policy, 
will  not  apply  to  an  employee  unless — 

<a>  He  works  in  a  retail  or  service 
establishment  <as  defined  in  the  Act), 
more  than  50  percentum  of  whose  annual 
dollar  volume  of  sales  of  goods  or  services 
is  made  within  the  State  in  which  the 
e.stablishment  is  located;  and 

I  b  I  He  is  employed  for  the  purpose  of 
performing  activities  which  are  part  of 
the  ordinary  business  operations  of  such 
establishment,  and  his  work  relating  to 
branch  establishments  is  confined  to 
similar  functions;  and 

<  c  •  The  main  establishment  in  which 
he  works,  and  all  the  branch  establish- 
ments to  which  his  work  also  relates, 
arc  establishments  which  would  qualify 
for  exemption  under  section  13(a)  (2)  or 
13(a)(4)  of  the  Fair  Labor  Standards 
Act  if  the  1961  amendments  to  such  Act 
had  not  been  enacted;  and 

'd)  The  main  establishment  and  its 
branches  are.  organizationally,  operated 
m  the  same  local  community  as  integral 
parts  of  a  single  store;  and 

<e)  The  employer  does  not  operate 
moi-e  than  four  such  branches  of  his 
main  establishment;  and 

<  f )  The  annual  dollar  volume  of  sales 
of  goods  and  services  made  by  the  main 
establishment  is  greater  than  the  ag- 
gregate annual  dollar  volume  of  sales  of 
uoods  and  services  made  by  all  the 
branch  establishments. 

No.  16 2 
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3.  The  enforcement  policy  stated  in 
paragraph  1  of  this  notice  will  permit 
the  i4>Plication  to  the  employees  who 
come  within  its  terms  of  the  same  mini- 
mum wage  and  overtime  pay  standards 
as  are  provided  by  the  amended  Act 
for  employees  who  were  brought  under 
its  provisions  for  the  first  time  on  Sep- 
tember 3,  1961  as  a  result  of  the  1961 
amendments.  This  is  believed  to  be  jus- 
tified because  until  that  date  employers 
were  entitled  under  section  10  of  the 
Portal-to-Portal  Act  of  1947  (61  Stat. 
84)  to  be  relieved  of  liability  or  punish- 
ment for  any  fail1ii<e  to  pay  minimum 
wages  or  overtime  compensation  to  the 
employees  described  iri  paragraph  2  of 
this  notice.  This  coul(r>be  done  upon  a 
showing  of  good-faith  reliance  (see  29 
CFR  790,13-790.16,  790.18),  on  the  for- 
mer enforcement  policy  described  in  that 
paragraph,  which  was  in  e£Fect  during 
the  period  beginning  October  28,  1950 
(15  P.R.  7245.  29  CFR  §  779.4(b)  (3) )  and 
ending  September  2,  1961  (26  F.R.  8333, 
29  CFR  S  779.10) .  As  published,  this 
former  enforcement  i>olicy  was  expressly 
limited  by  a  statement  that  it  would 
be  followed  "pending  judicial  clarifica- 
tion of  the  status  of  such  employees". 
As  a  result  of  further  clarification  by 
the  United  States  Supreme  Court  and 
other  Federal  appellate  courts,  which 
indicated  that  the  statute  would  not 
support  such  a  policy,  no  restatement  of 
the  former  policy  was  included  in  the 
revised  interpretative  bulletin  on  the 
Fair  Labor  Standards  Act  as  applied  to 
retailers  of  goods  or  services,  which  was 
published  on  September  2,  1961,  in  the 
Federal  Register  (26  F.R.  8333,  29  CFR 
Part  779),  following  the  enactment  of 
the  Fair  Labor  Standards  Amendments 
of  1961  (75  9tat.  65). 

Signed  at  Washington,  D.C..  this  18th 
day  of  January  1961. 

Clarence  T.  Lundquist. 

Administrator. 

|P.R.    Doc.    62-756;     Filed.    Jan.     23.     1962; 
8:46  a.m.] 


Title  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

APPENDIX — PUBLIC   LAND   ORDERS 

i Public  Land  Order  2590| 

(88234] 

OREGON 

Abolishment  of  Oregon  Grazing 
District  No.  7 

By  virtue  of  the  authority  vested  in 
the  Secretary  of  the  Interior  by  the  Act 
of  June  28,  1934  (48  Stat.  1269;  U.S.C. 
315,  et  seq.),  as  amended,  known  as  the 
Taylor  Grazing  Act,  it  is  ordered  as 
follows: 

1.  Departmental  Order  of  December 
18,  1936,  establishing  Oregon  Grazing 
District  No.  7,  and  Departmental  Orders 
amendatory  and  supplementary  thereto 
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are  hereby  revoked  and  the  said  grazing 
district  is  hereby  abolished. 

2.  The  vacant  unappropriated  public 
domain  lands  shall  be  subject  to  lease 
for  grazing  purposes  under  the  provi- 
sions of  section  15  of  the  Taylor  Grazing 
Act  upon  the  expiration  of  cxirrent  li- 
censes. Applications  to  lease  shall  be 
filed  in  the  Bureau  of  Land  Manage- 
ment office,  2803  Broadway,  Baker, 
Oregon. 

John  A.  Carver,  Jr., 
Assistant  Secretary  of  the  Interior. 

January  17,  1962. 

|FR.     Doc.     62-749;     Filed,     Jan.     23,     1962; 
8:45  a.m.] 


Title  46— SHIPPING 

Chapter   IV — Federal   Maritime 
Commission 

SUBCHAPTER  B — REGULATIONS  AFFECTING 
MARITIME  CARRIERS  AND  RELATED  ACTIV- 
ITIES 

(General  Order  5] 

PART  511— REPORTS  BY  COMMON 
CARRIERS  BY  WATER  IN  THE 
DOMESTIC  OFFSHORE  TRADES 

Notice  of  proposed  rule  making  in  the 
above  matter  appeared  in  the  Federal 
Register  issue  of  September  29,  1961  (26 
F.R.  9178).  Consideration  was  given  to 
comments  received  relative  to  the  pro- 
posed rules. 

Notice  is  hereby  given  of  the  adoption 
of  the  rules  as  set  forth  below: 

Sec. 

511.1  Purpose. 

511.2  Piling  by   operators   of  self-propelled 

vessels. 

511.3  Piling   by   operators   of   vessels    other 

than  self-propelled. 

511.4  Time  for  filing. 

Authority  :  §§  511.1  to  511.4  issued  under 
sec.  204  (49  Stat.  1987,  as  amended;  46  U.S.C. 
1114);  sec.  21  (39  SUt.  738;  46  U.S.C.  870); 
sec.  43,  Pub.  Law  87-346  (75  Stat.  766>. 

§  511.1      Purpose. 

The  data  to  be  furnished  are  for  the 
Federal  Maritime  Commission's  use  in 
discharging  the  statutory  rate  regulatory 
responsibilities  with  which  it  has  been 
charged  by  applicable  provisions  of  the 
Shipping  Act,  1916,  as  amended,  and 
the  Intercoastal  Shipping  Act,  1933,  as 
amended. 

§.'>11.2      Filinf;     by     operators     of     self- 
propelled  vessels. 

All  persons  engaged  in  the  operation 
of  self-propelled  vessels  in  the  common 
cai'riage  of  persons  or  property  in  the 
domestic  offshore  trades  (except  persons 
engaged  in  intrastate  operations  in 
Alaska  and  Hawaii),  and  required  by 
the  Intercoastal  Shipping  Act,  1933,  as 
amended,  to  file  tariffs  with  the  Federal 
Maritime  Commission,  shall  execute  and 
file  with  the  Secretary,  Federal  Mari- 
time Commission,  the  joint  report  pres- 
ently referred  to  as  the  Maritime 
Administration  Form  MA-172  and  the 
Interstate  Commerce  Commission  Form 
M  for  the  year  1961  and  semi-annually 
for  each  year  thereafter. 


6% 


RULES   AND   REGULATIONS 


696 


RULES   AND    REGULATIONS 

i;  ."III. 3       FiliiiK     li»     ii|H'r;il<)r«     of     t«-.«cl-. 
ollit'r  than  ^rU'-prupellt-il. 

All  persons  engaged  in  the  operation 
of  vessels,  other  than  self-propelled,  in 
the  common  carriage  of  persons  or  prop- 
erty in  the  domestic  offshore  trades  > ex- 
cept persons  engaged  m  intrastate  oper- 
ations in  Alaska  and  Hawaii',  and 
required  by  the  Inlercoastal  Shipping 
Act.  1933,  as  amended,  to  file  tariffs  with 
the  Federal  Maritime  Commission,  shall 
execute  and  file  with  the  Secretary.  Fed- 
eral Maritime  Commission,  the  report 
presently  referred  to  as  the  Interstate 
Commerce  Commission  Form  K-A  for 
the  year  1961  and  semi-aniuially  for 
each  year  thereafter. 

§  31 1. 1      Time  fur  filinfc. 

For  any  fiscal  year  ending  after 
June  30.  1961.  and  prior  to  the  publica- 
tion of  this  part,  the  persons  concerned 
shall  file  the  first  annual  statement  cov- 
ering that  year  within  120  days  of  the 
publication  of  this  part  For  any  fiscal 
year  ending  after  publication  of  this 
part  but  prior  to  July  1.  1962,  the  per- 
son concerned  shall  file  the  first  annual 
statement  covering  that  year  within  120 
days  after  the  end  of  that  fiscal  year. 
After  the  filing  of  the  first  annual  state- 
ment, each  person  concerned  is  required 
to  file  a  semi-annual  statement  within 
90  days  of  the  close  of  the  first  six 
months  of  each  fiscal  year  and  an  an- 
nual statement  within  120  days  of  the 
close  of  each  fiscal  year. 

Effective  date.  This  part  shall  be 
effective  as  of  the  date  of  publication  m 
the  Federal  Register. 

Dated:  January  15.  1962. 

By  order  of  the  Federal  Maritime 
Commission. 

Thomas  Lisi. 
Secretary. 

IFR      Doa.     62  773;     Filed.     J. in      23,     l'.>62, 
8  47   a  m  ! 


Proposed  Rule  Making 


DEPARTMENT  OF  AGRICULTURE 

Agricultural  Marketing  Service 

[  7  CFR   Part  26  1 

BARLEY   GRAIN  STANDARDS 

Notice  of  Additional  Time  for  Sub- 
mitting Comments  on  Proposed 
Amendments 

On  December  19,  1961.  there  was  pub- 
lished in  the  Federal  Registbh  (26  F.R. 
12132)  a  notice  of  proposed  amendments 
of  the  OflBcial  Grain  Standards  of  the 
United  States  for  Barley  (7  CPR  26.201- 
26.203)  promulgated  under  the  authority 
of  the  United  States  Grain  Standards 
Act  (7  U.S.C.  74).  Interested  persons 
were  allowed  until  January  15,  1962,  to 
submit  written  data,  views,  or  arguments 
concerning  the  proposed  amendments. 
A  request  has  been  received  for  addi- 
tional time  to  submit  comments.  There- 
fore, pursuant  to  said  Act  and  in  accord- 
ance with  section  4  of  the  Administrative 
Procedure  Act  (5  U.S.C.  1003).  notice  is 
hereby  given  that  written  data,  views, 
and  arguments  concerning  the  proposed 
amendments  will  be  considered  if  they 
are  received  by  the  Director,  Grain  Di- 
vision. Agricultural  Marketing  Service, 
United  States  Department  of  Agricul- 
ture. Washington  25,  D.C.,  not  later  than 
January  25,  1962.  | 

Done  at  Washington.  D.C.,  this  18th 
day  of  January  1962. 

G.  R.  Grange, 
Deputy  Administrator, 
Marketing  Services. 

|FR      Doc      62  763:     Filed.    Jan.    23.     1962; 
8:46  n  m  I 


I  7  CFR   Part  989  1 

HANDLING  OF  RAISINS  PRODUCED 
FROM  GRAPES  GROWN  IN  CALI- 
FORNIA 

Notice  of  Extension  of  Time  for  Re- 
ceipt of  Written  Data,  Views,  or 
Arguments 

Notice  is  hereby  given  that  the  time 
for  receipt  by  the  Director,  Fruit  and 
Vegetable  Division,  A-gricultural  Market- 
ing Service.  United  States  Department 
of  Agriculture,  Washington  25.  D.C.,  of 
written  data,  views,  or  arguments  with 
respect  to  the  proposed  revision  of  Sub- 
part-Administrative  Rules  and  Regula- 
tions, efifective  pursuant  to  Marketing 
Agreement  No.  109.  as  amended,  and 
Order  No.  989.  as  amended  (7  CFR  Part 
989 1 .  regulating  the  handling  of  raisins 
produced  fl-om  grapes  grown  In  Califor- 
nia, is  extended  to  5  p.m.,  e.s.t.,  February 
16,  1962.  Notice  of  the  proposed  revision 
was  published  in  the  Fkdkeal  Rbczster 
December  27.   1961    (26  PR.    12520). 


The  extensiim  affords  interested  per- 
sons necessary  additional  time  to  con- 
sider the  proposal. 

Dated:  January  19, 1962. 

Paxtl  a.  Nicholson, 
Deputy     Director.     Fruit     ajid 
Vegetable  Division,  Agricul- 
tural Marketing  Service. 

(P.R.     Doc.    62-779:     Piled.    Jan.     23,     1962; 
8:48  ajn.]  ^ 


FEDERAL  AVIATION  AGENCY 

[  14  CFR  Part  42  1 

[Reg.   Docket   No.    1039;    Draft   Release    No. 
62-1] 

IRREGULAR  AIR  CARRIER  AND 
OFF'ROUTE  RULES 

Proposed  Flight  Time  Limitations  for 
Fliglit  Engineers 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR 
405.27) ,  notice  is  hereby  given  that  there 
is  under  c<msideration  a  proposal  to 
amend  Part  42  of  the  Civil  Air  Regula- 
tions as  hereinafter  set  forth. 

Interested  persons  may  participate  in 
the  making  of  the  proposed  rules  by  sub- 
mitting such  written  data,  views,  or  argu- 
ments as  they  may  desire.  Communi- 
cations should  be  submitted  in  duplicate 
to  the  Docket  Section  of  the  Federal 
Aviation  Agency.  Room  C-226,  1711  New 
York  Avenue  NW.,  Wasliington  25,  D.C. 
All  communications  received  on  or  before 
February  23.  1962,  will  be  considered  by 
the  Administrator  before  taking  action 
on  the  proposed  rules.  The  proposal 
contained  in  this  notice  may  be  changed 
in  the  light  of  c(»nments  received.  All 
comments  sulunitted  will  be  available  in 
the  Docket  Section  for  examination  by 
interested  persons  when  the  prescribed 
date  for  return  of  comments  has  expired. 

Part  42  of  the  Civil  Air  Regulations, 
unlike  Parts  40  and  41,  does  not  contain 
flight  time  limitations  applicable  to 
flight  crewmembers  other  than  pilots. 
At  the  time  Part  42  was  originally  de- 
veloped, operations  conducted  pursuant 
to  the  provisions  of  that  part  generally 
consisted  of  domestic  flights  utilizing 
airplane  types  which  did  not  require  the 
services  of  a  flight  engineer.  At  a  later 
date,  as  a  result  of  the  development  of 
international  irregular  air  carrier  opera- 
tions, the  operations  speciflcations 
issued  to  operators  conducting  opera- 
tions pursuant  to  Part  42  were  amended 
to  include  flight  time  limitations  appli- 
cable to  all  flight  crewmembers  engaged 
in  overseas  and  international  operations. 

The  irregular  air  carriers  and  com- 
mercial operators  engaged  in  domestic 
operations  nofw  operate  many  large  air- 
planes which  require  the  inclusioii  of  a 
flight  engineer  in  the  flight  crew.    The 


Federal  Aviation  Agency,  therefore,  con- 
siders it  essential  that  the  flight  time, 
flight  deck  duty,  duty  aloft,  and  duty  time 
limitations,  and  the  rest  requirements, 
presently  applicable  to  pilots  engaged  in 
domestic  operations  conducted  pursuant 
to  Part  42  of  the  Civil  Air  Regulations, 
be  made  applicable  to  flight  engineers 
engaged  in  such  operations.  The  Agency 
believes  that  the  limitations  presently 
applicable  to  a  flight  crew  consisting  of 
two  pilots  should  be  made  applicable  to 
a  flight  engineer  serving  in  a  flight  crew 
containing  one  flight  engineer,  and  that, 
when  the  flight  crew  contains  two  or 
more  flight  engineers,  the  limitations 
presently  applicable  to  a  flight  crew 
consisting  of  four  pilots  are  appropriate. 

It  is  recognized  that  in  some  instances 
an  air  carrier  may  wish  j;o  include  in 
the  flight  crew  one  or  more  airmen  who 
are  appropriately  qualified  to  serve  both 
as  a  pilot  and  as  a  flight  engineer.  The 
rules  proposed  herein  would  not  preclude 
such  utilization  of  an  airman  provided 
that  the  total  of  his  scheduled  flight  deck 
duty  as  a  flight  engineer  and  his  sched- 
uled flight  deck  duty  as  a  pilot  does 
not  exceed  8  hours  during  any  24-hour 
period. 

In  consideration  of  the  foregoing,  it 
is  proposed  to  amend  Part  42  of  the  Civil 
Air  Regiilations  as  follows: 

1.  By  redesignating  §  42.49  as  S  42.50. 

2.  By  adding  a  new  §42.49  to  read: 

§  42.49      Flif;ht      time      limitations      for 
fligiit   engineers  on  large  airplanes. 

The  flight  time  limitaticms  prescribed 
in  §  42.48  (a)  and  (b)  shall  apply  to  an 
airman  serving  as  a  flight  engineer  ex- 
cept that  where  two  or  more  airmen 
serve  as  flight  engineers  in  a  flight  crew 
containing  three  or  more  pilots,  the 
flight  time  limitations  prescribed  in 
M2.48(d)  shall  apply  in  lieu  of  those  in 
§  42.48(b). 

These  amendments  are  proposed  under 
the  authority  of  sections  313(a),  601, 
and  604  of  the  Federal  Aviation  Act  of 
1958  (72  Stat.  752(a),  775.  778,  49  U.S.C. 
1354(a),   1421,   1424). 

Issued  in  Washington,  D.C,  on  Jan- 
uary 17.  1962. 

George  C.  Pioll, 
Director,  Flight  Standards  Service. 


|F.R. 


Doc.    62-750;     Filed.    Jan. 
8:45  a.m.) 


23,     1962; 


I  14  CFR   Part  600  1 

I  Airspace  Docket  No.  61-NY-57] 

FEDERAL  AIRWAYS 
Proposed  Alteration 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR 
409.13).  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  is  considering 
an  amendment  to  S  600.1681  of  the  regu- 
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lAtlons  of  the  Administrator,  the  sub- 
stance of  which  Is  stated  below. 

Intermediate  altitude  VOR  Federal 
airway  No.  1681  extends  In  part  from 
Washington.  D.C..  to  Baltimore.  Md. 
The  Federal  Aviation  Agency  has  under 
consideration  the  designation  of  a  seg- 
ment of  Victor  1681  from  the  intersec- 
tion of  the  Flat  Rock.  Va..  VOR  025* 
and  the  OordonsviUe.  Va..  VOR  058' 
True  radials  as  a  16-mile  wide  airway 
via  the  Flat  Rock  VOR  and  the  inter- 
section of  the  Flat  Rock  VOR  213'  and 
the  Raleigh -Durham.  N.C..  VOR  016* 
True  radials  to  the  Raleigh-Durham 
VOR.  This  proposed  segment  of  Victor 
1681  would  provide  a  route  south  of 
Washington.  D.C.,  overlying  low  altitude 
VOR  Federal  airway  No.  3  for  the  ac- 
commodation of  intermediate  altitude 
traffic  departing  the  Washington  ter- 
minal area  southbound  which  must 
transition  Into  the  Intermediate  altitude 
airway  structure. 

Interested  persons  may  submit  such 
written  data^views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  AssisUnt 
Administrator,  Eastern  Region.  Attn: 
Chief.  Air  Traffic  Division,  Federal  Avia- 
tion Agency.  Federal  Building.  New  York 
International  Airport.  Jamaica  30.  N.Y. 
All  communications  received  within 
forty-five  days  after  publication  of  this 
notice  in  the  Pedkral  Recistir  will  be 
considered  before  action  is  taken  on  the 
proposed  amendment.  No  public  hearing 
is  contemplated  at  this  time,  but  arrange- 
ments for  Informal  conferences  with 
Federal  Aviation  Agency  officials  may  be 
made  by  contacting  the  Regional  Air 
Traffic  Division  Chief,  or  the  Chief.  Air- 
space Utilization  Ertvision.  Federal  Avia- 
tion Agency.  Washington  25.  DC.  Any 
data,  views  or  arguments  presented  dur- 
ing such  conferences  must  also  be  sub- 
mitted in  writing  in  accordance  with  this 
notice  In  order  to  become  part  of  the 
record  for  consideration.  The  proposal 
contained  In  this  notice  may  be  changed 
in  the  light  of  comments  received. 

The  official  Docket  wUl  be  available  for 
examination  by  interested  persons  at  the 
Docket  Section.  Federal  Aviation  Agency, 
Room  C-226,  1711  New  York  Avenue 
NW..  Washington  25.  DC.  An  informAl 
Docket  will  also  be  available  for  ex- 
amination at  the  office  of  the  Regional 
Air  Traffic  Division  Chief. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  1958  (72  Stat.  749;  49  U.S.C.  1348>. 

Issued  in  Washington.  D.C.,  on  January 
18,  1962. 

Charles  W.  Carmody. 
Chief,  Airspace  Utilization  Division. 

[P.R.    Doc.    62-751:    Filed.    Jan.    23.     1962: 
8:45  a.m.  I 


PROPOSED  RULE  MAKING 

Federal  Aviation  Agency  Is  considering 
an  amendment  to  Part  600  of  the  regula- 
tions of  the  Administrator,  the  substance 
of  which  is  stated  below. 

The  Federal  Aviation  Agency  hasimder 
consideration  the  designation  of  inter- 
mediate altitude  VOR  Federal  airway 
No.  1776  from  the  Las  Vegas.  Nev  .  VOR 
as  a  16  mile  wide  airway  via  the  inter- 
section of  the  Las  Vegas  VOR  106'  and 
the  Peach  Springs.  Ariz..  VOR  293'  True 
radials;  Peach  Springs  VOR  to  the  Wins- 
low.  Ariz..  VOR.  This  proposed  airway 
would  loin  intermediate  altitude  VOR 
Federal  airway  No.  1532  at  Wtnslow  and 
would  provide  a  more  direct  route  for  in- 
termediate altitude  air  traffic  operating 
between  Las  Vegas  and  Albuquerque. 
N.  Mex. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator,  Western  Region,  Attn: 
Chief,  Air  Traffic  Division.  Federal  Avia- 
tion Agency,  5651  West  Manchester  Ave- 
nue. P.O.  Box  90007,  Airport  Station.  Los 
Angeles  45,  Calif.  All  communications 
received  within  forty-five  days  after  pub- 
lication of  this  notice  in  the  Federal 
Register  will  be  considered  before  action 
is  taken  on  the  proposed  amendment. 
No  public  hearing  is  contemplated  at 
this  time,  but  arrangements  for  in- 
formal conferences  with  Federal  Aviation 
Agency  officials  may  be  made  by  contact- 
ing the  Regional  Air  Traffic  Division 
Chief,  or  the  Chief,  Airspace  Utilization 
Division.  Federal  Aviation  Agency, 
Washington  25,  DC.  Any  data,  views  or 
arguments  presented  during  such  con- 
ferences must  also  be  submitted  in  writ- 
ing in  accordance  with  this  notice  in 
order  to  become  part  of  the  record  for 
consideration.  The  proposal  contained 
in  this  notice  may  be  changed  in  the 
light  of  comments  received. 

The  official  Docket  will  be  available 
for  examination  by  interested  persorvs  at 
the  Docket  Section,  Federal  Aviation 
Agency,  Room  C-226,  1711  New  York 
Avenue  NW.,  Washington  25.  DC.  An 
informal  Docket  will  also  be  available 
for  examination  at  the  office  ol  the  Re- 
gional Air  Traffic  Division  Chief. 

This  amendment  is  proposed  under 
section  307<a>  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  U.S.C.  1348  >. 

Issued  in  Washington,  DC  .  on  Jan- 
uary  18.   1962. 

Charles  W.  Carmody, 
Chief.  Airspace  Utilization  Division. 

|PR     Doc.    62-752;     Piled.    Jan.    23.     1962; 
8:45  ajn  I 


[  14  CFR  Part  600] 

[Airspace  Docket  No.  61-LA-lOl  | 

FEDERAL  AIRWAYS 
Proposed  D«sig  notion 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (14  CFR 
409.13).  notice  Is  hereby  given  that  the 


[14  CFR   Parts  600,  601  1 

(Airspace  Docket  No.  61-NY-1021 

FEDERAL  AIRWAYS  AND  ASSOCIATED 
CONTROL  AREAS 

Proposed  Alteration 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR 
409.13),  notice  Is  hereby  given  that  the 
Federal  Aviation  Agency  is  considering 


amendments  to  9S  600.6226.  600.1723  and 
601.6226  of  the  regulations  of  the  Ad- 
ministrator, the  substance  of  which  is 
stated  below. 

Low  altitude  VOR  Federal  airway  No. 
226  extends  in  part  from  Wllliamsport. 
Pa.,  to  Thomhurst,  Pa.  The  Federal 
Aviation  Agency  has  under  consideration 
the  designation  of  a  segment  of  Victor 
226  and  its  associated  control  areas  from 
the  Ellwood  City,  Pa.,  VORTAC  to  the 
Keating,  Pa  ,  VOR. 

Concurrently,  the  Federal  Aviation 
Agency  is  considering  the  designation  of 
a  segment  of  Intermediate  altitude  VOR 
Federal  airway  No.  1723  which  extends 
in  part  from  Parkersburg.  W.  Va..  to 
Pittsburgh.  Pa.  It  is  proposed  to  desig- 
nate the  proposed  segment  of  Victor  1723 
from  the  intersection  of  the  Keating 
VOR  256'  and  the  Pittsburgh  VOR  354* 
True  radials  as  a  16-mile  wide  airway 
via  the  Keating  VOR  to  the  Williams- 
port  VOR. 

The  designation  of  these  proposed 
airway  segments  would  provide  basic 
and  Intermediate  airway  routes  to  serve 
arrival  traffic  destined  for  the  Pitts- 
burgh terminal  area  from  the  New  York 
Metropolitan  area,  and  would  provide 
the  control  facilities  with  improved  han- 
dling capabilities  for  this  traffic. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator.  Eastern  Region.  Attn: 
Chief.  Air  Traffic  Division,  Federal  Avia- 
tion Agency,  Federal  Building,  New  York 
International  Airport,  Jamaica  30,  N.Y. 
All  communications  received  within 
forty-five  days  after  publication  of  this 
notice  in  the  Federal  Register  will  be 
considered  before  action  is  taken  on  the 
proposed  amendment.  No  public  hear- 
ing is  contemplated  at  this  time,  but 
arrangements  for  informal  conferences 
with  Federal  Aviation  Agency  officials 
may  be  made  by  contacting  the  Regional 
Air  Traffic  Division  Chief,  or  the  Chief. 
Airspace  Utilization  Division,  Federal 
Aviation  Agency.  Washington  25.  D.C. 
Any  data,  views  or  arguments  presented 
during  such  conferences  must  also  be 
submitted  in  writing  in  accordance  with 
this  notice  in  order  to  become  part  of 
the  record  for  cgnsideration.  The  pro- 
posal contained  in  this  notice  may  be 
changed  in  the  light  of  conunents 
received. 

The  official  Docket  will  be  available 
for  examination  by  interested  persons 
at  the  Docket  Section.  Federal  Aviation 
Agency.  Room  C-226,  1711  New  York 
Avenue  NW..  Washington  25.  D.C.  An 
informal  Docket  will  also  be  available 
for  examination  at  the  office  of  the  Re- 
gional Air  Traffic  Division  Chief. 

This  amendment  Is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749 ;  49  U.S.C.  1348) . 

Issued  in  Washington.  DC.  on  Jan- 
uary 18,  1962. 

Charles  W.  Carmody. 
Chief,  Airspace  Utilization  Division. 

(Pit.    Doc.    ea-753:    Filed.    Jan.    33.    1963; 
8:45  ajxi.] 


Wednesday,  January  24,  1962 

I  14  CFR   Part  601  1 

I  Airspace  Docket  No.  61-WA-2381 

CONTROL  AREA  EXTENSIONS,  TRAN- 
SITION AREA  AND  DESIGNATION 
OF  TRANSITION  AREAS 

Proposed   Alteration 

Pur.suant  to  the  authority  delegated 
to  nie  by  the  Administrator  (14  CFR 
409  13 1,  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  (FAA)  Is  con- 
.sideimg  amendments  to  Part  601  and 
$$  601.1246.  601.1385  and  601.10945  of  the 
roKulations  of  the  Administrator,  the 
su.sbtancc  of  which  is  stated  below. 

Effective  January  11.  1962.  new  air- 
craft holding  pattern  procedures  were 
implemented  by  the  FAA  within  the  con- 
tinental limits  of  the  United  States  and 
in  areas  beyond  such  limits  where  ade- 
quate controlled  airspace  was  currently 
established.  These  procedures  were  de- 
veloped to  accommodate  the  increasing 
variety  of  aircraft  speeds  and  operating 
altitudes  in  the  IFR  environment  and 
provide  for  the  containment  of  aircraft 
holding  maneuvers  within  the  holding 
pattern  areas  designed  for  such  opera- 
tion. Prior  to  the  implementation  of 
these  procedures,  the  FAA  processed  a 
number  of  airspace  dockets  containing 
amendments  to  the  regulations  of  the 
Administrator,  effective  on  January  11, 
1962.  in  which  additional  controlled  air- 
space was  designated  to  encompass  the 
increased  dimensions  of  the  newly  de- 
signed holding  pattern  areas.  Subse- 
quent to  the  publication  of  these  amend- 
ments, a  review  of  this  newly  allocated 
airspace  revealed  certain  instances  call- 
ing for  adjustments  in  the  amount  of 
controlled  airspace  designated.  In  or- 
der to  effect  such  changes  necessary  in 
the  Boston  and  Indianapolis  Air  Route 
Traffic  Control  Center  areas,  the  FAA 
is  considering  the  following  airspace 
action.s: 

1.  The  Greene,  N.Y.,  transition  area 
would  be  designated  to  extend  upward 
from  1 .200  feet  above  the  surface  within 
12  miles  east  and  8  miles  west  of  the 
Georgetown.  N.Y.,  VOR  169°  True  radial 
extending  from  12  miles  south  to  44  miles 
south  of  the  VOR.  This  would  provide 
protection  for  aircraft  in  holding  pat- 
terns at  the  Greene,  N.Y.,  Intersection 
'intersection  of  the  Georgetown  VOR 
169  and  the  Binghamton,  N.Y.,  VOR- 
TAC 064'  True  radials). 

2.  In  Airspace  Docket  No.  61-NY-92 
'26  FR.  12516>.  effective  January  11. 
1962.  the  De  Lancey,  NY.,  transition 
area  <§  601.10945)  was  designated  to  ex- 
tend upward  from  1,200  feet  above  the 
surface  within  7  miles  north  and  10 
mile.s  .south  of  the  De  Lancey  VOR  265° 
and  085  True  radials  extending  from  9 
miles  west  to  20  miles  east  of  the  VOR. 
Thi.s  transition  area  was  designated  to 
provide  protection  for  aircraft  in  hold- 
inn  patterns  at  the  De  Lancey  VOR.  A 
review  of  this  transition  area  indicates 
that  the  north-south  alignment  should 
be  within  10  miles  north  and  7  miles 
.'^outh  of  the  same  radials.  Therefore, 
It  i.s  proposed  to  redesignate  the  De 
Lancey  transition  area  as  extending  up- 
ward from  1.200  feet  above  the  stfrface 
within  10  miles  north  and  7  miles  south 
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of  the  De  Lancey  VOR  265*  and  085° 
True  radials  extending  from  9  miles  west 
to  20  mites  east  of  the  VOR. 

3.  The  Albany,  N.Y.,  transition  area 
would  be  designated  as  that  sdrspace 
southeast  of  Albany  extending  upward 
from  1,200  feet  above  the  surface  boimd- 
ed  on  the  northeast  by  VOR  Federal  air- 
way No.  130,  on  the  southeast  by  VOR 
Federal  airway  No.  487  and  on  the  west 
by  VOR  Federal  airway  No.  91;  and  the 
airspace  southwest  of  Albany  bounded 
on  the  north  by  a  line  10  miles  south  of 
and  parallel  to  the  Albany  VORTAC 
270*  True  radial,  on  the  east  by  VOR 
Federal  airway  No.  91,  on  the  south  by 
VOR  Federal  airway  No.  270  and  on  the 
west  by  longitude  74°16'00"  W.  This 
would  provide  protection  for  aircraft  in 
holding  patterns  at  the  Athens  Intersec- 
tion (intersection  of  the  Albany  VOR 
181'  and  the  Chester.  Mass..  VOR  266° 
True  radials) ,  Brainard  Intersection  (in- 
tersection of  the  Albany  VOR  140°  and 
the  Cambridge.  N.Y..  VOR  189"  True 
radials)  and  the  Greenbush  Intersection 
(intersection  of  the  Albany  VOR  181° 
and  the  Chester  VOR  293'  True  radials) . 

4.  A  review  of  Airspace  Docket  No. 
61-NY-82  (see  Item  No.  2  above)  indi- 
cates that  a  small  amount  of  additional 
airspace  Is  necessary  for  the  protection 
of  aircraft  In  holding  patterns  at  the 
Summit  Intersection  (intersection  of  the 
Rockdale.  N.Y..  VOR  075°  and  the 
Utica.  N.Y..  VOR  137°  True  radials). 
Therefore,  it  is  proposed  to  alter  the 
southeast  portion  of  the  Rome.  NY., 
control  area  extension  (S  601.1385),  as 
revised  in  Airspace  Docket  No.  61-NY-92, 
by  substituting  longitude  74°24'00"  W. 
for  longitude  74°30'00"  W.  as  the  eastern 
boundary. 

5.  A  review  of  Airspace  Docket  No. 
60-NY-43  (26  F.R.  11894.  effective  Janu- 
ary 11,  1962),  indicates  that  a  small 
amount  of  additional  airspace  is  neces- 
sary for  the  protection  of  aircraft  in 
holding  patterns  at  the  Princeton. 
Maine,  VOR.  Therefore,  it  is  proposed 
to  alter  the  Bangor.  Maine,  control  area 
extension  (9  601.1047)  by  adding  a  small 
amount  of  airspace  northeast  and  south- 
east of  Princeton  bounded  on  the  north 
by  the  United  States/Canadian  border, 
on  the  east  by  the  United  States/Cana- 
dian border  and  longitude  67°30'00"  W., 
and  on  the  west  by  a  line  extending 
from  latitude  45°37'30"  N.,  longitude 
67°39'00"  W.;  to  latitude  44^4500"  N.. 
longitude  67°30'00"  W. 

6.  A  review  of  Airspace  Docket  No. 
61-WA-194  (26  F.R.  12288.  effective 
Januaiy  11, 1962) ,  indicates  that  a  small 
amount  of  additional  airspace  is  neces- 
sary for  the  protection  of  aircraft  in 
holding  patterns  at  the  Weston  Inter- 
section (intersection  of  the  Evansville. 
Ind.,  VORTAC  227°  and  the  Samsville, 
HI.,  VOR  177°  True  radials) .  "Therefore, 
it  is  proposed  to  alter  the  Evansville,  Ind., 
control  area  extension  (§601.1246),  as 
revised  in  Airspace  E>ocket  No.  61-WA- 
194,  by  adding  the  airspace  southwest  of 
Evansville  within  12  miles  southesist  and 
8  miles  northwest  of  the  Evansville 
VORTAC  227*  True  radial  extending 
from  30  mUes  southwest  of  the  VORTAC 
to  44  miles  southwest  of  the  VORTAC. 

Implementation  of  the  provisions  of 
Amendment  60-21  to  the  Civil  Air  Regu- 
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latlons.  Part  60,  Air  Traffic  Rules  is  being 
deferred  in  those  Instances  where  the 
alteration  of  control  area  extensions  is 
being  proposed.  Upon  completion  of  the 
review  of  the  controlled  airspace  require- 
ments presently  being  conducted  attend- 
ant to  these  provisions,  separate  airspace 
action  will  be  initiated  to  convert  the 
control  area  extensions  to  transition 
areas  with  appropriate  controlled  air- 
space floor  assignments. 

Interested  persons  may  submit  such 
written  data,  views  or  argvmients  as  they 
may  desire.  Commimications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator,  Eastern  Region,  Attn: 
Chief,  Air  Traffic  Division,  Federal  Avia- 
tion Agency,  Federal  Building,  New  York 
International  Airport.  Jamaica  30,  N.Y. 
All  communications  received  within 
thirty  days  after  publication  of  this  notice 
in  the  Federal  Register  will  be  considered 
before  action  is  taken  on  the  proposed 
amendment.  No  public  hearing  is  con- 
templated at  this  time,  but  arrangements 
for  informal  conferences  with  Federal 
Aviation  Agency  officials  may  be  made  by 
contacting  the  Regional  Air  Traffic  Di- 
vision Chief,  or  the  Chief,  Airspace 
Utilization  Division.  Federal  Aviation 
Agency,  Washington  25,  D.C.  Any  data, 
views  or  argmnents  presented  during 
such  conferences  must  also  be  submitted 
in  writing  in  accordance  with  this  notice 
in  order  to  become  part  of  the  record  for 
consideration.  The  proposal  contained 
in  this  notice  may  be  changed  in  the 
light  of  comments  received. 

The  official  Docket  will  be  available 
for  examination  by  interested  persons 
at  the  Docket  Section,  Federal  Aviation 
Agency,  Room  C-226,  1711  New  York 
Avenue  NW..  Washington  25,  D.C.  An 
informal  Docket  will  also  be  available  for 
examination  at  the  office  of  the  Regional 
Air  Traffic  Division  Chief. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  U.S.C.  1348) . 

Issued  in  Washington.  D.C.  on  Jan- 
uary 18,  1962. 

Charles  W.  Carmody. 
Chief,  Airspace  Utilization  Division. 

I  F.R.    Doc.    62-754;     Piled,    Jan.    23,    1962; 
8:46  a.m.l 


[  14  CFR   Part  602  1  . 

[Airspace  Docket  No.  61-WA-233] 

JET   ROUTES 

Proposed  Alteration 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (14  CFR 
409.13),  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  is  considering 
an  amendment  to  §  602.100  of  the  regu- 
lations of  the  Administrator,  the  sub- 
stance of  which  is  stated  below. 

Jet  Route  No.  60  extends  in  part  from 
the  Las  Vegas.  Nev..  VORTAC  via  the 
intersection  of  the  Las  Vegas  VORTAC 
044°  and  the  Bryce  Canyon,  Utah.  VOR 
247°  True  radials;  the  Bryce  Canyon 
VOR;  the  Hanksville.  Utah,  VORTAC; 
to  the  Grand  Junction,  Colo..  VORTAC. 
The  Federal  Aviation  Agency  has  un- 
der consideration  the  alteration  of  this 
segment  of  J-60  by  designating  it  from 
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the  Las  Vegas"  VORTAC  direct  to  the 
Bryce  Canyon,  VOR,  thence  direct  to  the 
Grand  Junction  VORTAC.  Such  action 
would  provide  a  more  direct  route  be- 
tween Las  Vegas  and  Grand  Junction, 
would  reduce  the  route  mileage,  and 
would  reduce  the  number  of  reporting 
points  by  deleting  the  Hanksville  VOR 
from  the  high  altitude  structure.  The 
Jet  advisory  area  associated  with  J-60 
is  so  designated  that  it  would  automati- 
cally conform  to  the  altered  jet  route. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  tripUcate  to  the  Chief.  Air- 
space Utilization  EMvision,  Federal  Avia- 
tion Agency,  Washington  25.  DC.  All 
communications  received  within  forty - 
five  days  after  publication  of  this  notice 
In  the  Federal  Register  will  be  consid- 
ered before  action  is  taken  on  the  pro- 
posed amendment.  No  public  hearing 
is  contemplated  at  this  time,  but  ar- 
rangements for  Informal  conferences 
with  Federal  Aviation  Agency  officials 
may  be  made  by  contacting  the  Chief, 
Airspace  Utilization  Division.  Any  data. 
views  or  arguments  presented  during 
such  conferences  must  also  be  submit- 
ted in  writing  in  accordance  with  this 
notice  In  order  to  become  part  of  the 
record  for  consideration.  The  proposal 
contained  in  this  notice  may  be  changed 
in  the  light  of  comments  received. 

The  official  Docket  will  be  available 
for  examination  by  Interested  persons  at 
the  Docket  Section.  FMeral  Aviation 
Agency.  Room  C-226.  1711  New  York 
Avenue  NW.,  Washington  25,  D.C. 

This  amendment  Is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  U.S.C.  1348) . 
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Issued  in  Washington.  DC  .  on  Jan- 
uary 18,  1962. 

Charles  W.  Carmody, 
Chief.  Airspace  Utilization  Division. 

|FR      Doc.    62-755;     Piled,     Jan      23,     1962; 
8  46  a  m  I 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[  47   CFR   Part    15  ] 

[Docket  No    14376] 

TELEMETERING   DEVICES  AND 
WIRELESS   MICROPHONES 

Extension  of  Time  for  Filing  Comments 

The  Commission  has  before  it  for  con- 
sideration a  request  from  Telemedics. 
Inc..  for  an  extension  of  the  time  for 
filing  comments  in  the  above  proceeding. 

It  appearing  that  Telemedics  is  in  a 
position  to  offer  information  concerning 
the  medical  application  of  telemetering 
devices,  that  additional  time  Is  required 
in  which  to  furnish  such  information, 
and  that  such  Information  would  be  use- 
ful to  the  Commission  In  Its  considera- 
tion of  this  rule  making  proposal;  and 

It  further  appearing.  In  view  of  these 
facts,  that  the  public  interest  will  be 
served  by  granting  an  extension  of  time 
for  this  purpose; 

It  is  ordered.  This  18th  day  of  January 
1962.  pursuant  to  section  0.322(b)  of  the 
Commission's  Statement  of  Organiza- 
tion. Delegations  of  Authority,  and  Other 
Information,  that  comments  concerning 
the  medical  application  of  telemetering 


devices  may  be  filed  In  this  proceeding 
on  or  before  February  1,  1962,  and  that 
comments  In  reply  thereto  may  be  filed 
on  or  before  March  12,  1962. 

Released:  January  19,  1962. 

Federal  Communications 
Commission, 
fsEAL]         Ben  F.  Waple, 

Acting  Secretary. 

|PR      Doc      62  790;     Piled.    Jan.     23,     1962; 
8  49  a  m  I 


FEDERAL  MARITIME  COMMISSION 

[  46   CFR   Ch.   IV  ] 

[Docket  No  964) 

FILING  OF  TARIFFS  BY  COMMON 
CARRIERS  BY  WATER  IN  FOREIGN 
COMMERCE  OF  UNITED  STATES 
AND  BY  CONFERENCES  OF  SUCH 
CARRIERS 

Extension  of  Time  for  Filing 
Comments 

Notice  is  hereby  given  that  the  time 
for  submitting  comments  with  respect 
to  the  regulations  proposed  In  this  pro- 
ceeding is  hereby  extended  to  and  in- 
cluding February  23,  1962. 

Dated:  January  22,  1962. 

By  order  of  the  Federal  Maritime 
Commission. 

Geo.  A.  ViEHMANN, 

Assistant  Secretary. 

(FR      Doc      62  882;     Filed,    Jan      23.     1962; 
11:59  am  ) 


DEPARTMENT  OF  COMMERCE 

Office  of  the  Secretary 

I  Dcpt  Order  117  (Rev.) ,  Amdt.  1 1 

MARITIME  ADMINISTRATION 
Organization  and   Fonctlons 

The  following  amendment  to  the  order 
was  issued  by  the  Secretary  of  Com- 
merce, effective  January  10.  1962.  The 
material  appearing  at  26  F.R.  7713-7716 
of  August  17,  1961,  is  amended  as 
follows: 

Department  Order  No.  117  (Revised) 
of  August  12,  19B1,  Is  amended  by  delet- 
mg  the  last  sentence  of  section  6.0112 
and  substituting  the  following :  "The  Of- 
fice of  Research  and  Development  has 
the  following  divisions:  Division  of  Plan- 
ning and  Development,  Division  of  Nu- 
clear Projects,  Division  of  Ship  Mechani- 
zation, and  Division  of  Operational 
Control;". 

Effective  date:  January  10.  1962. 

John  Prince, 
Deputy  Assistant  Secretary 

for  Administration. 

IFR      Doc      62-778;     Filed,     Jan.     23.     1962; 
8  48    ami 


ATOMIC  ENERGY  COMMISSION 

[Docket  No    50-192] 

UNIVERSITY  OF  TEXAS 

Notice  of  Proposed  Issuance  of 
Construction   Permit 

Please  take  notice  that,  unless  within 
fifteen  days  after  the  publication  of  this 
notice  in  the  Federal  Register  a  request 
for  a  formal  hearing  is  filed  with  the 
United  States  Atomic  Energy  Commis- 
sion by  the  applicant  or  in  the  case  of 
an  intervener  a  p>etition  for  leave  to  in- 
tervene and  a  request  for  hearing  is 
filed  as  provided  by  the  Commission's 
rules  of  practice  (Title  10,  Chapter  1, 
Part  2  > .  the  Commission  proposes  to 
issue  to  The  University  of  Texas,  a  con- 
struction pei-mlt  substantially  in  the 
form  annexed  authorizing  construction 
on  The  University  of  Texas  campus  at 
Austin,  Texas,  of  a  TRIGA  Mark  I.  pool- 
type  nuclear  reactor.  Petitions  for  leave 
to  intervene  and  requests  for  a  formal 
hearing  shall  be  filed  by  mailing  a  copy 
to  the  Office  of  the  Secretary,  Atomic 
Knergy  Commission.  Washington  25, 
DC.  or  by  delivery  of  a  copy  in  person 
to  the  Office  of  the  Secretary,  German- 
town,  Maryland,  or  the  Commission's 
Public  Document  Room.  1717  H  Street 
NW.,  Washington.  D.C. 

For  further  details  see  (1)  the  appli- 
cation and  <2>  a  hazards  analysis  pre- 
pared by  the  Test  &  Power  Reactor 
Safety     Branch     of     the     Division    of 
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Licensing  and  Regulation,  both  on  file 
at  the  Commission's  Public  Document 
Room.  A  copy  of  item  (2)  above  may 
be  obtained  at  the  Commission's  Public 
Document  Ro(Hn  or  upon  request  ad- 
dressed to  the  Atomic  Energy  Commis- 
sion, Washington  25,  DC,  Attention: 
Director,  Division  of  Licensing  and 
Regulation. 

Dated  at  Germantown,  Md.,  this  18th 
day  of  January  1962. 

For  the  Atomic  Energy  Commission. 

Edson  G.  Case, 
Acting  Chief,  Test  and  Power 
Reactor  Safety  Branch,  Divi- 
sion of  Licensing  and  Regula- 
tion. 
Proposed  Constbuction  Permit 

1.  By  application  dated  October  31,  1961 
(hereinafter  referred  to  aa  "the  applica- 
tion"), The  University  of  Texas  requested  a 
ClsM  104  license,  authorizing  construction 
and  operation  on  The  University  of  Texas 
campxis  at  Austin,  Texas,  of  a  10  kilowatt 
(thermal)  TRIOA  Mark  I  pool -type  nucleftr 
reactor  (hereinafter  referred  to  as  "the  re- 
actor"). 

a.  The  Atomic  Energy  Commission  (here- 
inafter referred  to  as  "the  Commission") 
finds  that: 

A.  The  reactor  will  be  a  utilization  facil- 
ity aa  defined  in  the  Commission's  regula- 
tions contained  In  Title  10.  Chapter  I.  CFR. 
Part  60,  "Licensing  of  Production  and  Utili- 
zation Facilities". 

B.  The  reactor  will  be  used  in  the  conduct 
of  research  and  development  activities  of 
the  types  ipeclfled  In  section  31  of  the  Atomic 
Energy  Act  of  1854,  as  amended  (herein- 
after referred  to  as  "the  Act") . 

C.  The  University  of  Texas  is  financially 
qualified  to  construct  and  operate  the  re- 
actor In  accordance  with  the  regulations  con- 
tained In  Title  10,  Chapter  I,  CFR,  Part  50, 
to  assume  financial  responslbUlty  for  the 
pajrment  of  Conmilsslon  charges  for  special 
nuclear  material  and  to  undertake  and  carry 
out  the  proposed  use  of  such  material  for 
a  reasonable  period  of  time. 

D.  The  University  of  Texas  and  Its  con- 
tractor. General  Atomics  Division  of  General 
Dsmamics  Corporation,  are  technically  qual- 
ified to  design,  construct  and  operate  the 
reactor. 

E.  The  University  of  Texas  has  submitted 
sufflcient  information  to  provide  reasonable 
assurance  that  a  reactor  of  the  general  type 
can  be  constructed  and  operated  at  the  pro- 
posed location  without  undue  risk  to  the 
health  and  safety  of  the  public. 

F.  The  Issuance  of  a  construction  permit 
to  The  University  of  Texas  will  not  be  Inimi- 
cal to  the  common  defense  and  security  cr 
to  the  health  and  safety  of  the  public. 

3.  Pursuant  to  the  Act  and  Title  10.  Chap- 
ter I,  CFR,  Part  50,  "Licensing  of  Production 
and  Utilization  Facilities",  the  Commission 
hereby  Issues  a  construction  permit  to  The 
University  of  Texas  to  construct  the  reactor 
in  aooordanee  with  the  application.  This 
permit  shall  be  deemed  to  contain  and  be 
subject  to  the  conditions  specified  In  { }  50.54 
and  60.65  of  laid  regulations;  is  subject  to  all 
applicable  prortsions  of  the  Act  and  rules, 
regttlatlou,  aad  orders  of  the  Conunlsslon 
now  or  hereafter  in  effect;  and  Is  subject  to 
the  additional  conditions  specified  below : 


A.  The  earliest  completion  date  of  the  re- 
actor is  July  1,  1962.  The  latest  date  for 
completion  of  the  reactor  is  December  31. 
1962.  The  term  "completion  date"  as  used 
herein,  means  the  date  on  which  construc- 
tion of  the  reactor  is  completed  except  for 
the  introduction  of  the  fuel  material. 

B.  The  reactor  shall  be  constructed  and 
located  at  the  location  on  the  campus  of  The 
University  of  Texas  at  Austin,  Texas,  specified 
in  the  application. 

4.  This  permit  is  provisional  to  the  extent 
that  a  license  authorizing  operation  of  the 
facility  will  not  be  Issued  by  the  Commission 
unless  The  University  of  Texas  has  submitted 
to  the  Commission  (by  amendment  of  the 
application)  additional  data  required  to 
complete  the  hazards  analysis  for  operating 
the  proposed  faculty  and  the  CommisBion  has 
found  the  final  design  provides  reasonable 
assurance  that  the  health  and  safety  of  the 
public  will  not  be  endangered  by  operation 
of  the  reactor  in  accordance  with  specified 
procedures. 

5.  Upon  completion  (as  defined  in  para- 
graph "3. A."  above)  of  the  construction  of 
the  reactor  in  accordance  with  the  terms 
and  conditions  of  this  permit,  upon  filing  of 
the  additional  Information  needed  to  bring 
the  original  application  up-to-date,  and 
upon  finding  that  the  reactor  has  been  con- 
structed and  will  operate  in  conformity  with 
the  application  as  amended  and  In  eonfra-m- 
ity  with  the  provisions  of  the  Act  and  of  the 
rules  and  regulations  of  the  Commission, 
and  in  the  absence  of  any  good  catise  being 
shown  to  the  Commission  why  the  granting 
of  a  license  would  not  be  in  accordance  with 
the  provisions  of  the  Act,  the  Commission 
will  issue  a  Class  104  license  to  The  Univer- 
Eity  of  Texas  pursuant  to  section  104c  of 
the  Act.  which  license  shall  expire  ten  (10) 
years  after  the  date  of  this  construction 
permit. 

Date  of  issuance: 

For  the  Atomic  Energy  Ck>mmlssion. 

EoaoM  a.  Cask, 
Acting   Chief,   Teat  and  Power  Re- 
actor Safety  Branch,  Division   of 
Licensing  and  Regulation. 

[F.R     Doc.    62-764;     Filed,    Jan.    23,     1962; 
8:47  a.m.) 
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COMMISSION 

[Docket    No.    13780;    FCC   (SaM-9«l 

AMERICAN  TELEPHONE  AND 

TELEGRAPH  CO. 

Order  Scheduling   Hearing 

In  the  matter  of  American  Telephone 
and  Telegraph  Co.,  regulations  and 
charges  for  special  arrangements  pro- 
vided as  part  of  the  communications 
system  used  in  the  Ballistic  Missile  Early 
Warning  System  (BMEWS)  and  regula- 
tions and  charges  for  switching  and 
signaling  arrangements  provided  as  part 
of  the  Command  Post  Alerting  Network 
(COP AN)  ;  Docket  No.  13780. 

Pursuant  to  a  prehearing  conference 
as  of  this  date:  It  is  ordered.  This  18th 
day  of  January  1962,  that  the  hearing 

701 


702 

in  this  proceeding  Is  scheduled  to  com- 
mence April  24.  1962.  10:00  a.m.  in  the 
Commission's  OflBces.  Washington.  DC 

Released:  January  19.  1962. 

Fedbral  CoianmiCATiONs 
Commission. 
rsiALl        Bbn  F.  Waplx. 

Acting  Secretary. 

{PR.    Doc.    63-781:     Piled.    Jan.    33,     1963. 
8:40  ajn.| 


IDocket   No.    14361;    PCC    63M-»1 1 

CLAY  SERVICE  CORP. 
Ord*r  Continuing   H*aring 

In  re  application  of  Clay  Service  Corp.. 
Ashland.  Ala..  Docket  No.  14261.  FUe  No. 
BP-13795:  for  construction  pennit. 

Pursuant  to  verbal  request  of  the  ap- 
plicant and  with  the  concurrence  of 
counsel  for  the  Broadcast  Bureau:  It  is 
ordered.  This  17th  day  of  January  1962. 
that  the  hearing  now  scheduled  for  Jan- 
uary 23.  1962.  be  and  it  is  hereby  re- 
scheduled for  February  6.  1962.  10:00 
ajn..  in  the  Commission's  Offices.  Wash- 
ington, D.C. 

Released:  January  18,  1962. 

Fedxrai.  Commttnications 
Commission. 
fsKALl         Biw  F.  Waple. 

Acting  Secretary. 

(PR.    Doc.    63-783:     Piled.    Jan      23.     1962: 
8:49  a.m.] 


[Docket  No.  14086  etc.;  PCC  63-84] 

COMMUNITY   SERVICE   BROADCAST- 
ERS, INC.,  ET  AL. 

Memorandum  Opinion  and  Order 
'       Amending  Issues 

In  re  applications  of  Community  Serv- 
ice Broadcasters.  Inc..  Ypsilanti.  Mich.. 
Docket  No.  14085;  Pile  No.  BP-13846; 
John  M.  Bryan  and  Reid  W.  Dennis. 
Joint  Venturers,  d/b/a  Mainliner  Broad- 
casters, Louisville,  Ky.,  et  al..  Docket  No. 
14291.  FUe  No.  BP-14043  et  al.:  for  con- 
struction permits. 

1.  The  Commission  has  before  it  for 
consideration  (1)  a  petition  to  enlarge 
Issues,  and  supplement  thereto,  filed  by^ 
Radio  One  Five  Himdred,  Inc..  on  No- 
vember 8,  1961.  and  November  13.  1961. 
respectively;  (2)  Comments  filed  by  the 
Broadcast  Bureau  on  November  21.  1961 ; 
(3)  a  statement  filed  December  15,  1961. 
by  Mainliner  Broadcasters. 

2.  Petitioner  alleges  that  the  program- 
ming proposals  made  by  Mainliner 
Broadcasters  are  nearly  identical  with 
those  made  by  one  of  the  partners  in 
Mainliner  Broadcasters  in  applications 
for  two  other  communities.  It  therefore 
requests  that  the  issues  be  enlarged  by 
adding  an  issue  to  determine  whether 
Mainliner  Broadcasters  made  any  effort 
to  determine  the  programming  needs  of 
the  community  and  area  it  proposes  to 
serve.  The  Broadcast  Bureau  supports 
petitioner's  request.  Mainliner  Broad- 
casters in  its  response  to  the  petition 
states  that  the  efforts  it  made  in  deter- 
mining the  programming  needs  of  the 
area  it  would  serve  can  be  demonstrated 
better  at  an  adjudicatory  hearing  than 


NOTICES 

by  affidavit,  and  it  therefore  does  not 
oppose  enlargement  of  the  issues. 

3.  As  pointed  out  by  the  Broadcast 
Bureau,  the  nearly  Identical  program- 
ming proposals  give  rise  to  the  question 
of  whether  Mainliner  Broadcasters  made 
a  bona  fide  effort  to  ascertain  the  needs 
of  the  community  it  proposes  to  serve, 
and  Mainliner  Broadcasters  in  its  re- 
sponsive pleading  does  not  make  any 
showing  that  it  made  such  effort.  The 
issues  will,  therefore,  be  enlarged. 

Accordingly,  it  is  ordered.  This  17th  day 
of  January  1962.  that  the  request  made 
by  Radio  One  Five  Hundred,  Inc.,  in  its 
petition  filed  November  8.  1961.  that  the 
Issues  be  enlarged,  is  granted ; 

It  is  further  ordered.  That  the  Com- 
mission's Order  (FCC  61-1204) .  released 
October  17,  1961,  is  amended  by  renum- 
bering Issues  21  to  31  as  Issues  22  to  32, 
respectively; 

It  is  further  ordered.  That  the  issue.s 
are  enlarged  by  the  addition  of  the  fol- 
lowing issues: 

21.  To  determine  what  efforts  have 
been  made  by  Mainliner  Broadcasters  to 
ascertain  the  program  needs  and  inter- 
ests of  the  area  it  proposes  to  serve,  and 
the  manner  in  which  it  proposes  to  meet 
such  needs  and  Interests. 

Released     January  19. 1962 

Federal  Communications 
Commission. 
(seal!         Ben  F.  Waple. 

Acting  Secretary. 

(PR      Doc      62-783;     Piled.     Jan      23      1962; 
8  49  ami 


[Docket  Nos   14455,  14456,  FCC62M  93] 

JEFFERSON   RADIO   CO.   (WIXI)  AND 
VOICE  OF  THE  MID  SOUTH 

Order  Continuing   Hearing 
Conference 

In  re  applications  of  W.  D.  Frink.  tr  as 
Jefferson  Radio  Co.  (WIXI>.  Docket  No. 
14455,  Pile  No.  BL^8187;  for  license  to 
cover  construction  permit  BP-10672  au- 
thorizing a  new  standard  broadcast  sta- 
tion at  Irondale,  Ala.;  Fred  H.  Davis 
and  W.  D.  Frink.  d  b  as  Voice  of  the  Mid 
South,  Docket  No.  14456.  Pile  No.  BP- 
14110;  for  construction  permit  to  build 
a  new  standard  broadcast  station  at 
Centreville.  Ala. 

The  Hearing  Examiner  having  under 
consideration  an  oral  request  from  coun-" 
sel  for  the  applicants  in  this  proceeding 
for  a  continuance  of  the  prehearing  con- 
ference now  scheduled  to  convene  at  9:00 
a.m.  on  January  26.  1962; 

It  appearing  that  counsel  for  the 
Broadcast  Bureau  has  consented  to  the 
requested  continuance  and  that  good 
cause  has  been  shown  therefor; 

It  is  ordered.  This  18th  day  of  Janu- 
ary 1962.  that  the  request  is  granted  and 
the  prehearing  conference  is  continued 
from  January  26  at  9:00  a.m.,  to  Feb- 
ruary 2.  1962.  at  10:00  a.m. 

Released:  January  19,  1962. 

Federal  Commttnications 
Commission. 
fSEALl         Ben  p.  Waple, 

Acting  Secretary. 

(P.R.    Doc.    62-784:    Piled.    Jan.    23.    1962; 
8:49  ajn.] 


[Docket  No  14076  etc  ;  PCC  62-82] 

KENT-RAVENNA  BROADCASTING 
CO.  ET  AL. 

Memorandum  Opinion  and  Order 
Amending  Issues 

In  re  applications  of  Kent-Ravenna 
Broadcasting  Co..  Kent.  Ohio..  Docket 
No.  14076.  Pile  No.  BP-13749;  Portage 
County  Broadcasting  Corporation.  Kent- 
Ravena,  Ohio,  et  al..  Docket  No.  14084. 
Pile  No.  BP-13845,  et  al.;  for  construc- 
tion permits. 

1.  The  Commission  has  before  it  for 
consideration  ( 1 )  the  petition  to  enlarge 
issues,  filed  October  24.  1961.  by  Portage 
County  Broadcasting  Corporation;  (2) 
Broadcast  Bureau's  opposition,  filed  No- 
vember 21,  1961;  and  (3)  reply,  filed 
I>ecember  8.  1961,  by  Kent-Ravenna 
Broadcasting  Co. 

2.  Alleging  that  grant  of  the  Kent- 
Ravenna  Broadcasting  Co.  application 
would  contravene  5  3.35  of  our  rules, 
Portage  County  requests  enlargement  of 
the  issues  to  include  an  issue  as  to  Kent- 
Ravenna  Broadcasting  Co.'s  compliance 
with  §  3.35  of  the  Commission's  rules. 
Noting  that  the  issues  in  this  proceeding 
were  published  in  the  Federal  Register 
on  April  28.  1961  (26  P.R.  3658).  peti- 
tioner relies  for  its  showing  of  good  cause 
for  late  filing  upen  its  allegations  that 
the  maze  of  interlocking  Dix  corpora- 
tions is  so  complex  that  much  time  was 
required  at  research  before  a  clear  pic- 
ture eould  be  obtained  of  the  extent  of 
the  Dix  family  holdings  in  media  of  mass 
communication.  Petitioner  submits  that 
these  interlocking  holdings  present  a 
problem  under  §  3.35  of  the  rules.  Ac- 
cording to  the  petition  and  accompany- 
ing engineering  statement,  Kent-Rav- 
enna's proposed  operation  in  Kent  and 
Station  WWST  in  Wooster,  Ohio,  are 
commonly  owned,  and  70.5  percent  of  the 
total  land  area  within  the  proposed  Kent 
0.5  mv  m  contour  lies  within  the  existing 
WWST  0.5  mv  m  contour,  and  24  square 
miles  within  the  existing  WWST  2.0 
mv  m  contour  lie  within  the  proposed 
Kent  2.0  mv  m  contour. 

3.  Kent-Ravenna  and  the  Commis- 
sion's Broadcast  Bureau  oppose  the  pe- 
tition on  grounds  of  untimely  filing.  At 
the  same  time  the  Broadcast  Bureau 
agrees  with  petitioner  that  the  facts  al- 
leged present  a  serious  overlap  problem 
under  §  3.35  of  the  rules. 

4.  Portage  County's  petition  will  be 
denied  on  grounds  of  untimely  filing.  In 
view  of  the  extensive  overlap  proposed, 
and  in  view  of  the  alleged  ownership  and 
control  by  Kent-Ravenna  of  other  media 
of  mass  oommunication  <  newspapers. 
PM  and  AM  broadcast  stations  in  Ohio 
and  elsewhere » ,  the  Commission  will  on 
its  own  motion  add  an  issue  to  deter- 
mine whether  a  grant  of  the  Kent- 
Ravenna  application  would  be  in  con- 
travention of  either  subsection  (a)  or 
(b>  of  §3.35  of  the  rules.  Clarksbui-g 
Publishing  Co.  v.  FCC,  12  RR  2024.  225 
F.  2d  511  (1955). 

Accordingly,  it  is  ordered,  This  17th 
day  of  January  1962,  that  the  petition  to 
enlarge  issues  in  the  above-captioned 
proceeding,  filed  October  24.  1961,  by 
Portage  County  Broadcasting  Corpora- 


Wedneaday,  January  24,  1962 

tion  is  denied  for  reasons  of  xmtimely 
niint,':  and 

It  is  further  ordered,  On  the  Commis- 
.sion's  own  motion,  that  the  designation 
order  released  April  25,  1961  (PCC  61- 
533  > ,  is  amended  by  adding  the  following 
is.sue:  To  determine  whether  a  grant  of 
the  application  of  Kent-Ravenna  Broad- 
casting Co.,  for  a  new  standard  broadcast 
.station  at  Kent.  Ohio,  would  be  in  con- 
travention of  §  3.35  of  the  Commission's 
rules. 

Released:  January  19,  1962. 


fSEALl 


Federal  Commdnications 

Commission,* 
Ben  p.  Waple, 

Acting  Secretary. 


|FR 


Doc     62-786;     Piled.    Jan.    23.     1962; 
8:49  a.m.| 


[Docket  No.  14043;  PCC  62-85 J 

MELODY   MUSIC,   INC.  (WGMA) 

Memorandum  Opinion  and  Order 
Amending  Issues 

In  re  application  of  Melody  Music, 
Inc.  (WGMA),  Hollywood,  Florida, 
Docket  No.  14043.  Pile  No.  BIt-2855;  for 
renewal  of  license  of  Station  WOMA, 
Hollywood.  Florida. 

1.  The  Commission  has  before  it  for 
consideration  (1)  Melody  Music,  Inc.'s 
p>etition  for  extension  of  time  filed  May  5, 
1961.  which  was  referred  to  the  Com- 
mission on  December  8.  1961,  by  the  Act- 
ing Motion's  Commissioner;  (2)  Melody's 
petition  for  reconsideration,  filed  Sep- 
tember 19.  1961;  (3)  Melody's  petition 
for  clarification  or  enlargement  of  issues, 
filed  October  2,  1961;  and  (4)  pleadings 
properly  filed  in  response  thereto. 

2.  By  Order  released  April  17,  1961 
(FCC  61-495)  the  application  of  Melody 
Music,  Inc..  for  renewal  of  its  license  to 
Station  WGMA,  Hollywood,  Florida,  was 
designated  for  hearing  because  the  al- 
leged "fixed "  television  quiz  show  ac- 
tivities of  Daniel  Enrlght  raised  a  ques- 
tion regarding  Melody's  character 
qualifications.  On  May  5,  1961,  Melody 
filed  a  petition  challenging  tiie  validity 
of  the  designation  Order  contending  that 
the  renewal  application  should  have 
been  consolidated  with  its  then  pend- 
ing assignment  application,  and  the 
procedural  provisions  of  then  47  U.S.C. 
309(b),  and  5  U.S.C.  1008(b)  had  not 
been  complied  with.  On  the  scone  day, 
but  in  a  separate  pleading.  Melody  re- 
quested an  extension  of  time  so  that  it 
would  not  have  to  file,  and  the  Commis- 
sion would  not  be  required  to  consider, 
a  petition  to  enlarge,  clarify,  or  delete 
issues  until  after  the  Commission  had 
ruled  on  its  challenge  of  £he  designation 
Order.  By  Order  released  September  18, 
1961  (PCC  61-1101)  the  Commission  re- 
jected as  moot  the  challenge  to  the  des- 
ignation Order,  because  Melody  in  the 
mterim  had  withdrawn  the  pending  as- 


■  Dissenting  opinion  of  Commissioner  Ford 
In  which  Commissioner  Craven  Joins,  filed 
a^  part  of  the  original  document. 

No.  16 3 
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signment  aM>Ucation.  On  December  8, 
1961.  the  Acting  Motion's  Commissioner 
referred  Melody's  petition  for  extension 
of  time  to  ttie  full  Commission. 

3.  Melody's  petition  for  extension  of 
time  will  be  granted.  Although  petitions 
of  this  nature  must  be  disposed  on  their 
particular  facts.  Melody's  request  was 
reasonable  and  proper  in  light  of  its 
vigorous  attack  on  the  designation  Order 
which,  if  successful,  would  have  mooted 
any  request  for  modification  of  the  is- 
sues. This  situation  is  totally  unlike 
that  which  prevailed  in  Sands  Broad- 
casting Corp.,  PCC  61-690,  May  29,  1961, 
where  the  petitioner  sought  an  extension 
of  time  in  order  that  it  might  conclude 
an  investigation  in  order  to  determine 
whether  any  grounds  existed  for  seeking 
enlargement  of  the  issues,  and  the  fact 
of  whether  a  petition  to  enlarge  issues 
would  ever  be  filed  was  entirely  specula- 
tive. 

4.  Melody  has  also  requested  recon- 
sideration of  our  order  released  Septem- 
ber 18,  1961  (PCC  61-1101),  dismissing 
the  challenge  of  the  designation  Order. 
This  request  will  be  denied  because  it 
violates  our  policy  against  entertaining 
petitions  for  reconsideration  of  inter- 
locutory matters,  except  in  circum- 
stances that  do  not  here  prevail.  KWK 
Radio,  Inc.,  21  RR  304  (1961).  In  ad- 
dition, the  contention  that  the  Com- 
mission has  failed  to  comply  with  for- 
mer 47  VJS.C.  309(b)  and  5  U.S.C.  1008 
(b)  In  designating  this  proceeding  for 
hearing,  is  totally  without  merit.  The 
designation  Order  in  this  hearing  was 
relea8(ed  April  17.  1961.  Former  section 
309(b)  is  not  applicable  to  this  hearing 
Order  which  was  released  after  Decem- 
ber 12,  1960,  the  effective  date  of  the 
amendment  of  former  section  309(b), 
and  the  Implementation  of  the  amend- 
ment by  47  CFR  1.359.  It  is  also  clear 
that  the  noUce  requirement  of  section 
9(b)  of  the  APA  does  not  apply  to  re- 
newal hearings.  Davis,  Administrative 
Law  (1951)  283. 

5.  The  issues  designated  for  hearing 
in  the  instant  proceeding  are: 

(1)  To  determine  the  extent  to  which 
Daniel  Enrlght  was  involved  in  the 
preparation  or  production  of  "fixed" 
television  quiz  shows. 

(2)  To  determine,  in  light  of  the  evi- 
dence adduced  pursuant  to  the  foregoing 
issue,  whether  the  applicant.  Melo(3y 
Music,  Inc.,  possesses  the  requisite  qual- 
ifications to  be  a  licensee  of  the  Com- 
mission. 

(3)  To  determine,  in  the  light  of  the 
evidence  adduced  pursuant  to  the  fore- 
going Issues,  whether  a  grant  of  said 
application  would  serve  the  public  in- 
terest, convenience  and  necessity. 

Melody  has  requested  clarification  or 
enlargement  of  these  issues  so  that  it 
can  introduce  evidence  regarding:  the 
past  or  proposed  operations  of  WOMA; 
the  community's  needs  for  WGMA's 
service:  Enrlght's  general  character  rep- 
utation; and  deceptive  practices  in  the 
communications  Industry. 

6.  Melody's  request  for  an  issue  to 
ascertain  the  nature  of  the  operations 
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of  WGMA  Will  be  granted.  Although 
the  Commission  is  not  required  to  con- 
sider evidence  of  this  type,  which  would 
essentially  be  offered  in  mitigation  of 
any  adverse  findings  under  the  existing 
issues,  we  are  of  the  view  that  the  public 
interest  will  be  better  served  in  this 
proceeding  if  evidence  is  adduced  as  to 
the  overall  broadcasting  record  of  the 
licensee. 

7.  The  request  for  an  issue  regarding 
the  community's  needs  for  WGMA's 
service  will  be  denied.  Proper  evidence 
as  to  community  need  is  admissible  in 
establishing  the  nature  of  the  operation 
of  the  licensee,  and  since  we  have  added 
an  issue  regarding  WGMA's  operation, 
a  specific  issue  regarding  the  needs  of 
WGMA's  community  would  be  super- 
fluous. The  issue  regarding  Enrlght's 
general  character  reputation  will  be 
denied.  This  type  of  evidence  is  rele- 
vant, and  if  it  complies  with  the  rules 
of  evidence,  can  be  introduced  pursuant 
to  Issue  2,  which  is  to  ascertain  whether 
the  applicant,  in  which  Enrlght  is  a 
principal,  possesses  the  requisite  char- 
acter qualifications.  However,  in  order 
to  resolve  any  doubt  as  to  the  intended 
scope  of  the  issue,  the  restrictive  phrase 
"in  the  light  of  the  evidence  adduced 
pursuant  to  the  foregoing  issue"  is 
hereby  deleted  from  Issue  2.  The  final 
issue  requested  by  Melody  will  also  be 
denied  because,  to  the  extent  that  in- 
dustry practices  may  be  established  to 
be  relevant,  proper  evidence  relating 
thereto  can  be  introduced  under  the 
existing  issues. 

Accordingly,  it  is  ordered.  This  17th 
day  of  January  1962,  that  the  petition 
of  Melody  Music,  Inc.,  for  reconsidera- 
tion, filed  September  19,  1961,  is  denied; 
and 

It  is  further  ordered.  That  the  peti- 
tion of  Melody  Music,  Inc.,  for  extension 
of  time,  filed  May  5,  1961,  is  granted; 
and 

It  is  further  ordered.  That  the  peti- 
tion of  Melody  Music,  Inc.,  for  clarifica- 
tion or .  enlargement  of  issues,  filed 
October  2,  1961,  is  granted  to  the  extent 
indicated  herein,  and  the  designation 
Order  released  April  17,  1961  (PCC  61- 
495) ,  is  hereby  amended  by  renumbering 
Issue  3  as  Issue  4,  and  by  the  addition 
of  the  following  issue: 

3.  To  determine  the  manner  in  which 
Melody  Music,  Inc.,  operates  and  has 
operated  Station  WGMA,  with  particular 
regard  to  its  reliability  and  candor  as 
a  Ucensee, 

and  by  amending  Issue  2  to  read  as 
follows: 

2.  To  determine  whether  the  appli- 
cant, Melody  Music,  possesses  the  requi- 
site qualifications  to  be  a  licensee  of 
the  Commission. 

Released:  January  19,  1962. 

Federal  Comkunications 
coicmission. 
[seal]        Ben  P.  Waple, 

Acting  Secretary. 

(F.R.    Doc.    62-786;    FUed,    Jan.    33,    1963; 
8:49  ajn.] 
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(Docket  Noa  14193.  14194:  FCC  62  81] 

SMACKOVEI  RADIO,  INC..  AND 
MAGNOUA  BROADCASTING  CO. 
(KVMA) 

McmorandMin  Opinion  and   Order 
Amertding  Issues 

In  re  applications  of  Smackover  Radio. 
Inc.,  Smackover,  Arkansas,  Docket  No. 
14193;  Pile  No.  BP-14663:  Magnolia 
Broadcasting  Company  (KVMA) .  Mag- 
nolia. Arkansas.  Docket  No.  14194,  File 
No.  BP-14717;  for  construction  permits. 

1.  The  Commission  has  before  It  for 
consideration  a  petition  to  enlarge  issues 
filed  August  3,  1961,  by  Ouachita  Valley 
Radio  Corporation,  together  with  plead- 
ings properly  filed  in  reply  thereto. 

2.  We  are  asked  to  enlarge  the  issues 
to  ascertain  whether  the  applications  of 
Smackover  Radio.  Inc..  and  Magnolia 
Broadcasting  Co.,  were  designed  to  block 
petitioner's  proposal  for  Camden, 
Arkansas.' 

3.  Ouachita  has  alleged  that  there  is 
a  close  connection  between  Station 
KAMD,  the  sole  existing  station  at 
Camden.  Arkansas.  Smackover  and 
liiagnolia.  To  support  the  allegation 
regarding  Smackover,  it  notes  that 
Donald  Cathey.  president,  director  and 
50  percent  stockholder  of  Smackover  Is 
presently  KAMD's  station  manager.  It 
submits  an  aCQdavlt  from  Floyd  P. 
Hudson,  formerly  a  staff  announcer  for 
Station  KAMD.  who  states  that  Cathey 
utilized  KAMD's  chief  engineer  in  pre- 
paring Smackover  s  application,  and  that 
KAMD's  general  manager  was  c<Misulted 
on  some  problems  concerning  the  appli- 
cation. HudsMi  also  states  that  Cathey 
told  him  that  he  would  personally  do 
anything  he  could  to  prevent  the  licens- 
ing of  a  second  station  at  Camden.  In 
addition,  petitioner  submits  a  letter  from 
a  document  analyst  who  states  that 
Smackover's  application  was  prepared 
on  the  same  typewriter  used  to  prepare 
documents  submitted  to  the  Commission 
by  Station  KAMD.  These  allegations, 
supported  by  affidavits  raise  a  question 
as  to  whether  the  application  of  Smack- 
over Radio.  Inc.  was  filed  in  good  faith, 
or  for  the  benefit  of  SUtion  KAMD. 
Such  questions  can  best  be  resolved  fol- 
lowing an  evidentiary  hearing,  and 
therefore,  a  good  faith  issue  will  be 
added  as  to  Smackover. 

4.  To  support  the  allegation  of  close 
connection  between  KAMD  and  Mag- 
nolia, petitioner  notes  that  some  of 
Magnolia's  stockholders  have  substantial 
ownership  interests  in  StatiMi  KAMD. 
Ouachita  submits  the  affidavit  of  John 
W.  Harrell.  one  of  its  incorporators,  who 
states  that  E.  K.  Cochran,  an  individual 
not  shown  to  be  related  to  Magnolia  in 
any  way,  told  him  that  Magnolia's  man- 


'  At  the  time  petitioner  sought  enlarge- 
ment of  the  Issues,  It  waa  a  party  applicant 
In  this  proceeding.  It  ha«  subsequently 
amended  Its  application  and  been  returned 
to  the  proofing  line.  However,  alnce  Its 
allegations.  If  true,  raise  a  question  as  to 
whether  a  grant  of  the  Smackover  and 
Magnolia  applications  would  be  In  the  pub- 
lic Interest,  Capitol  Broadcasting  Co..  29 
PCC  677,  30  PCC  1,  the  requested  Issue  Is 
not  rendered  moot  by  Ouachita's  removal 
from  bearing. 
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aerer,  W.  M.  Bigley.  had  admitted  that 
Magnolia  had  no  real  intention  to  in- 
crease power,  but  had  filed  the  applica- 
tion only  to  prevent  a  second  station 
from  being  licensed  for  Camden.  Har- 
rell also  states  in  the  affidavit  that 
KAMD's  chief  engineer  told  him  that  he 
had  assisted  m  the  preliminary  surveys 
in  connection  with  Magnolia  s  applica- 
tion to  increase  power.  Magnolia  chal- 
lenges these  alleRations.  It  submits  the 
affidavit  of  Cochran  who  .states  that 
Bigley  never  made  auiy  such  admi.ssion 
to  him,  and  Bigley  s  affidavit  which  avers 
that  he  never  made  such  a  statement. 
In  addition.  Magnolia  submits  affidavits 
which  aver  that  the  Magnolia  stock- 
holders who  have  interests  in  KAMD 
own  only  15  percent  of  the  stock  in 
Magnolia,  seldom  participate  in  Mag- 
nolia's corporate  activities  and  did  not 
participate  in  the  decision  to  incrca.se 
power. 

5.  Insofar  as  the  petition  relies  on 
Cochran's  statement  to  Harrell.  it  will 
be  rejected  for  failure  to  comply  with 
47  CFR  1.141  which  requires  that  allesa- 
tions  of  fact  shall  be  supported  by  affi- 
davits of  persons  having  personal  knowl- 
edge thereof.  Even  absent  the  rule,  that 
portion  of  the  affidavit  would  be  unac- 
ceptable for  it  is  hearsay  of  the  most 
obvious  sort  unaccompanied  by  even  an 
attempt  to  establish  it  as  inherently 
credible.  However,  the  unexplained  par- 
ticipation of  KAMD's  chief  engineer  m 
the  preparation  of  the  Magnolia  appli- 
cation coupled  with  the  fact  that  certain 
Magnolia  stockholders  also  hold  stock 
in  KAMD  and  the  obvious  economic 
benefit  to  KAMD  if  the  Ouachita  applica- 
tion were  denied,  establishes  sufficient 
connection '  between  Magnolia  and 
KAMD  to  raise  a  question  as  to  whether 
Magnolia's  application  was  filed  in  good 
faith,  or  to  aid  KAMD.  Therefore,  a 
good  faith  issue  will  also  be  added  re- 
garding Magnolia. 

6.  The  enlarged  issue  clearly  involves 
the  interests  of  the  licensee  of  Station 
KAMD,  Camden,  Arkansas,  which  is  not 
a  party  to  this  proceeding.  Accordingly. 
KAMD  will  be  made  a  party  to  this  pro- 
ceeding with  respect  to  Issue  8  which 
is  added  by  this  order. 

Accordingly,  it  is  ordered.  This  17th 
day  of  January  1962,  that  the  petition  for 
enlargement  of  issues,  filed  Aupust  3. 
1961,  by  Ouachita  Valley  Radio  Corpo- 
ration is  dismissed;  and 

It  is  further  ordered.  That  on  the  Com- 
mission's own  motion,  the  de.sisnation 
order  released  July  14,  1961.  FCC  61- 
885.  is  amended  by  Lssucs  8  and  9  being 
renumbered  as  9  and  10  and  by  the  addi- 
tion of  the  followinK  issue,  the  burden 
of  proof  of  which  shall  be  on  the  affected 
applicants: 

(8>  To  determine  whether  the  appli- 
cations of  Smackover  Radio,  Inc.,  and 
MagnoUa  Broadcasting  Company  <  KV- 
MA) were  filed  in  pood  faith  or  were 
filed  solely  or  in  part  for  the  purpo.se  of 


preventing  the  Rrantine  of  a  construc- 
tion permit  at  Camden.  Arkansas,  to 
Ouachita   Valley   Radio   Corporation. 

It  is  further  ordered.  That  Camden 
Radio,  Inc.,  licensee  of  Station  KAMD, 
Camden.  Arkansas,  is  made  a  party  to 
this  proceeding  with  resp>ect  to  Issue  8; 

It  IS  further  ordered.  That  the  state- 
ment of  the  Broadcast  Bureau  in  support 
of  enlargement  of  issues,  although 
Ouachita  Valley  Radio  Corporation  has 
been  removed  from  the  instant  hearings, 
tiled  November  24.  1961:  the  response  by 
MaRnolia  Broadcastins  Company,  filed 
Decemt)er  21,  1961;  and  the  response  of 
Smackover  Radio,  Inc..  filed  Diecember 
21.  1961.  are  hereby  dismis.sed  because 
they  violate  the  requirements  of  47  CFR 
1.13. 

Released:  January  19. 1962. 

Feder.^l  Communications 
Commission.' 
I  SEAL  1  Ben  F.  Wapli. 

Acting  Secretary. 

IFR      I>>c      62  787:     Piled.     Jan.     28.     1962; 
8  49  tiJD] 


Mn  Waco  Radio  Co.  19  RR  538  i  19.591 
the  Issues  were  enlarged  on  a  showing  that 
the  applicant  had  received  assistance  frum 
an  exlJstliig  station  which  would  benefit  from 
applicant's  propositi;  and  In  Fnur  Ht.ites 
Broadcasting  Co..  18  RR  616  (1959)  a  show- 
ing of  business  relationship  was  sufficient. 


1  Docket  Nos   14493,  14494.  FCC  62-90) 

HAYWARO  F.  SPINKS  AND  GREEN- 
VILLE BROADCASTING  CO. 

Order  Designating  Applications  for 
Consolidated  Hearing  on  Stated 
Issues 

In  re  applications  of  Hayward  P. 
Spinks.  Hartford.  Ky  .  requests:  1600  kc, 
500  w.  D.  Class  HI,  EXxiket  No.  14493. 
File  No.  BP-14291;  C.  P.  Stovall.  Sr..  and 
C.  P.  Stovall.  Jr .  d  b  a  Greenville 
Broadcasting  Co.  Greenville.  Ky.,  re- 
quests: 1600  kc.  500  w.  D,  Class  III. 
Docket  No.  14494.  File  No.  BP-15005;  for 
construction  permits. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  ofDces  in 
Washington.  DC  .  on  the  17th  day  of 
January  1962; 

The  Commission  having  under  con- 
sideration the  atwve-captioned  and  de- 
scribed applications: 

It  appearing  that,  except  as  Indicated 
by  the  issues  specified  below,  each  of  the 
instant  applicants  is  legally,  technically, 
financially  and  otherwise  qualified  to 
construct  and  operate  the  instant  pro- 
posals; and 

It  further  appearing  that  the  follow- 
ing matters  are  to  be  considered  in  con- 
nection with  the  aforementioned  issues 
specified  below: 

1.  The  two  applicants  request  co- 
channel,  omnidirectional  operations 
twenty-three  miles  apart  and  are. 
tlierefore.  mutually  prohibitive. 

2.  Since  Ha>-waid  F.  Spinks  does  not 
indicate  Uiat  deferred  credit  is  avail- 
able, it  must  be  assumed  that  all  ex- 
penditures in  connection  with  the  con- 
struction and  initial  operation  of  his 
proposed  station  will  be  met  with  cash. 
Total  funds  required.  Including  three 
months  working  capital,  will  be  $27,475. 
An  analysis  of  Mr.  Spink's  balance 
sheets,  as  of  May  31.  1960,  reveals  cash 
in  the  amount  of  $7,351  and  accounts 


•Commissioner  Cross  dissenting  in  opinion. 
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Wednesday,  January  24,  1962 

receivable  of  $3,762,  or  total  quick  assets 
of  $11,113.  It  will  be  necessary  to  estab- 
lish the  source  of  the  additional  neces- 
sary funds. 

3.  C.  P.  Stovall,  Sr.,  and  C.  P.  Stovall. 
Jr .  d  b  as  Greenville  Broadcasting 
Company  have  filed,  in  addition  to  the 
.subject  application,  an  application  for 
a  new  FM  facility  at  Greenville,  (BPH- 
3559 ) .  It  is  not  indicated  in  either  ap- 
plication that  construction  costs  or 
initial  operating  costs  have  been  dupli- 
cated. Upon  the  assumption  that  there 
will  be  no  duplication,  the  applicant  will 
require  a  total  of  $32,925  to  meet  the 
costs  of  construction,  down  payment  on 
equipment,  and  initial  operating  ex- 
penses. Only  $17,000  is  shown  to  be 
available — an  amount  sufficient  to  con- 
struct either  the  AM  station  or  the  FM 
.station,  but  not  both.  No  financial  ques- 
tion has  been  raised  with  regard  to  the 
FM  application. 

4.  It  has  not  yet  been  determined 
whether  the  proposal  of  Greenville 
Broadcasting  Company  would  constitute 
a  menace  to  air  navigation. 

It  further  appearing  that,  in  view  of 
the  foregoing,  the  Commission  is  unable 
to  make  the  statutory  finding  that  a 
grant  of  the  subject  applications  would 
serve  the  public  interest,  convenience, 
and  necessity,  and  is  of  the  opinion  that 
the  applications  must  be  designated  for 
hearing  in  a  consolidated  proceeding  on 
the  issues  set  forth  below: 

It  is  ordered.  That,  pursuant  to  sec- 
tion 309(e)  of  the  Communications  Act 
of  1934,  as  amended,  the  instant  appli- 
cations are  designated  for  hearing  in  a 
consolidated  proceeding,  at  a  time  and 
place  to  be  specified  In  a  subsequent  or- 
der, upon  the  following  issues: 

1.  To  determine  the  areas  and  popu- 
lations which  would  receive  primary 
service  from  each  of  the  subject  propo- 
sals and  the  availability  of  other  primary 
.service  to  such  areas  and  populations. 

2.  To  determine  whether  either  ap- 
plicant is  financially  qualified  to  con- 
struct and  operate  its  proposed  station. 

3.  To  determine  whether  there  is  a 
reasonable  possibility  that  the  tower 
height  and  location  proposed  by  Green- 
ville Bioadcasting  Company  would  con- 
stitute a  menace  to  air  navigation. 

4.  To  determine,  in  the  light  of  sec- 
tion 307(b)  of  the  Communications  Act 
of  1934.  as  amended,  which  of  the  in- 
stant proposals  would  better  provide  a 
fair,  efficient  and  equitable  distribution 
of  radio  service. 

5.  To  determine,  in  the  light  of  the 
evidence  adduced  pursuant  to  the  fore- 
going issues  which,  if  either,  of  the  in- 
stant applications  should  be  granted. 

It  is  further  ordered.  That  the  Federal 
Aviation  Agency,  is  made  a  party  to  the 
proceeding. 

It  is  further  ordered.  That  to  avail 
themselves  of  the  opportunity  to  be 
heard,  the  applicants  and  party  resF>ond- 
t  lit  herein,  pursuant  to  §  1.140  of  the 
Commission  rules,  in  person  or  by  attor- 
ney, shall,  within  20  days  of  the  mailing 
of  this  order,  file  with  the  Commission 
in  triplicate,  a  written  appearance  stat- 
ing an  intention  to  appear  on  the  date 
fi.xed  for  the  hearing  and  present  evi- 
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dence  on  the  issues  specified  in  this 
order. 

It  is  further  ordered.  That  the  appli- 
cants herein  shall,  pursuant  to  section 
311(a)(2)  of  the  Communications  Act 
of  1934,  as  amended,  and  §  1.362(b)  of 
the  Commission's  rules,  give  notice  of 
the  hearing,  either  individually  or,  if 
feasible,  jointly,  within  the  time  and  in 
the  manner  prescribed  in  such  rule,  and 
shall  advise  the  Commission  of  the  pub- 
lication of  such  notice  as  required  by 
§  1.362(g)  of  the  rules. 

It  is  further  ordered.  That,  the  issues 
in  the  above-cap tioned  proceeding,  may 
be  enlarged  by  Uie  Examiner,  on  his  own 
motion  or  on  petition  properly  filed  by 
a  party  to  the  proceeding,  and  upon  suf- 
ficient allegations  of  Fact  in  support 
thereof,  by  the  addition  of  the  following 
issue:  To  determine  whether  the  funds 
available  to  the  applicant  will  give  rea- 
sonable assurance  that  the  proposals  set 
forth  in  the  applications  will  be  effec- 
tuated. 

Released:  January  19,  1962. 

Federal  Cobimttnications 
Commission, 
[seal]        Ben  P.  Waple, 

Acting  Secretary. 

[P.R.    Doc.    62-788;    Piled.    Jan.    23,     1962; 
8:49  ajn.] 


(Docket  Nos.  14331-14333;  FCC  62M-901 

SUPERIOR    COMMUNICATIONS    CO., 
INC. 

Order  Continuing  Hearing 

In  re  applications  of  Superior  Com- 
munications Co.,  Inc.,  for  renewal  of  the 
license  for  Station  KAQ73,  a  facility  in 
the  Domestic  Public  Point-to-Point 
Microwave  Radio  Service  at  "Virginia, 
Minn.,  Docket  No.  14331.  Pile  No.  1710- 
Cl-Rr-€1;  for  renewal  of  the  license  for 
Station  KAQ74.  a  facility  in  the  Domes- 
tic Public  Point-to-Point  Microwave 
Radio  Service  at  Kabetogama,  Minn., 
Docket  No.  14332,  File  No.  1711-Cl-R- 
61;  for  renewal  oif  the  licensee  for  Sta- 
tion KAQ75,  a  facility  in  the  Domestic 
Public  Point-to-Point  Microwave  Radio 
Service  at  Gheen,  Minn.,  Docket  No. 
14333,  FUe  No.  1712-C1-R-61. 

The  Hearing  Examiner  having  under 
consideration  a  Motion  for  Continuance 
filed  on  January  10.  1962.  by  Superior 
Communications  Co.,  Inc.  (Superior), 
wherein  it  is  requested  that  the  hearing 
herein  now  set  for  January  29,  1962,  be 
continued  without  date; 

It  appearing  that  at  a  consolidated 
preliminary  conference  herein  held  on 
November  27,  1961,  it  was  stipulated 
among  the  parties  that,  if  Superior  filed 
an  application  for  consent  to  transfer  of 
control  of  Superior  on  or  before  Janu- 
ary 15,  1962,  the  grant  of  which  might 
obviate  the  necessity  for  an  evidentiary 
hearing  herein,  the  Examiner  would  en- 
tertain an  appropriate  Motion  for  con- 
tinuance of  the  hearing  now  scheduled 
to  commence  on  January  29,  pending 
Commission  action  on  the  aforemen- 
tioned application; 

It  further  appearing  that  on  Janu- 
ary  10,   1962,  Superior  filed  with   the 
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Commission  an  appropriate  application 
for  consent  to  such  transfer  of  control; 
and 

It  further  appearing  that  good  cause 
has  been  shown  for  a  grant  of  the 
Motion  for  Continuance; 

It  is  ordered.  This  17th  day  of  Janu- 
ary 1962,  that  the  Motion  for  Continu- 
ance filed  by  Superior  Communications 
Co.,  Inc.,  is  granted  and  that  the  hear- 
ing now  scheduled  to  commence  on  Jan- 
uary 29,  1962,  is  postponed  without  date 
pending  action  by  the  Commission  on 
the  aforementioned  application  for  con- 
sent to  the  transfer  of  control. 

Released:  January  18, 1962. 

Federal  Communications 
Commission, 
[seal]         Ben  F.  Waple. 

Acting  Secretary. 

|F.R.    Doc.    62-789;     Piled,    Jan,    23,    1962; 
8:49  a.m.] 

FEDERAL  POWER  COMMISSION 

[Docket  Nob.  CP61-197,  CP62-93] 

TENNESSEE  NATURAL  GAS  LINES, 
INC.,  AND  TENNESSEE  GAS  TRANS- 
MISSION CO. 

Notice  of  Motion  To  Amend  Order  Is- 
suing Certificate  of  Public  Conven- 
ience and  Necessity  and  Notice  of 
Application  and   Date  of  Hearing 

January  17.  1962. 

Take  notice  that  on  October  30,  1961, 
as  amended  on  November  16,  1961,  Ten- 
nessee Natural  Gas  Lines,  Inc.  (Tennes- 
see Natural) ,  1003  Nashville  Trust  Build- 
ing, Nashville,  Tennessee,  filed  in  Docket 
No.  CP61-197  a  motion  to  amend  an 
order  issuing  a  certificate  of  public  con- 
venience and  necessity,  and  on  October 
12,  1961,  as  supplemented  and  amended 
on  November  2,  1961,  Tennessee  Gas 
Transmission  (Company  (Tennessee), 
P.O.  Box  2511,  Houston  1,  Texas,  filed  in 
Docket  No.  CP62-93  an  application  pur- 
suant to  section  7(c)  of  the  Natural  Gas 
Act  for  a  certificate  of  public  convenience 
and  necessity,  both  as  hereinafter  de- 
scribed, and  as  more  fully  set  forth  in 
the  motion  and  application  which  are  on 
file  with  the  Commission  and  open  to 
public  inspection. 

Tennessee  Natural  in  Docket  No. 
CP6 1-197  proposes  in  the  subject  motion 
to  amend  the  order  of  the  Commission 
issued  April  10, 1961,  in  said  docket  which 
authorizes  movant  to  sell  up  to  20,800 
Mcf  of  interniptible  gas  per  day  to  Ford 
Motor  Company.  (Ford),  a  direct  indus- 
trial customer,  for  use  in  its  glass  plant 
in  Nashnlle,  Tennessee.  Tennessee  Nat- 
ural now  seeks  authorization  to  sell  Ford 
15.500  Mcf  of  interruptible  gas  per  day 
and  5.300  Mcf  of  firm  gas  per  day  in- 
stead of  20,800  Mcf  of  interruptible  gas 
per  day.  The  motion  states  that  the 
change  is  necessary  due  to  an  expansion 
at  t*ie  Ford  plant.  In  Docket  No.  CP61- 
27  Tennessee  Natural  has  a  pending  ap- 
plication to  make  the  same  conversion 
on  a  long-term  basis,  which  application 
is  dependent  on  Tennessee's  expansion 
pending  in  Docket  No.  CP60-94.     The 
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motion  proposes  that  the  conversion  bo 
effective  for  the  period  ending  November 
30.  1962. 

Tennessee  seeks  authorization  in 
Docket  No.  CP62-93  to  render  interim 
additional  service  until  November  30. 
1962.  to  three  of  its  existing  customers 
as  follows  (Mcf  per  day  at  14.73  psia)  : 
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Tennessee  states  that  these  three  cus- 
tomers are  its  only  existing  customers 
that  will  not  have  sufficient  gas  supply 
to  meet  their  1961-62  winter  require- 
ments. The  proposed  interim  ser\-ice 
would  be  rendered  under  Tennessee's 
FPC  Oas  Rate  S<Aiedules  on  file  with  the 
Commission.  The  application  states  that 
the  proposed  service  can  be  rendered 
without  any  additional  facilities. 

Docket  No.  CP61-93  is  a  matter  which 
should  be  disposed  of  as  promptly  as  pos- 
sible under  the  applicable  rules  and  reg- 
ulations and  to  that  end  : 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natiu-al  Oas  Act,  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  on  Feb- 
ruary IS.  1962.  at  9:30  am.,  est.,  in  a 
Hearing  Room  of  the  FederaL  Power 
Commission.  441  O  Street  NW..  Wash- 
ington, D.C..  concerning  the  matters  in- 
volved in  and  the  issues  presented  by 
such  application:  Provided,  however, 
That  the  Commission  may.  after  a  non- 
contested  hearing,  dispose  of  the  pro- 
ceedings pursuant  to  the  provisions  of 
!  1.30(c)  (1)  or  (2)  of  the  Commission's 
rules  of  practice  and  procedure.  Under 
the  procedure  herein  provided  for,  un- 
less otherwise  advised,  it  will  be  unnec- 
essary for  Applicant  to  appear  or  be 
represented  at  the  hearing. 

Failure  of  any  party  to  appear  at  and 
participate  in  the  hearing  in  Docket  No. 
CP62-93  shall  be  construed  as  waiver  of 
and  concurrence  in  omission  herein  of 
the  Intermediate  decision  procedure  in 
cases  where  a  request  therefore  is  made. 

Protests  or  petitions  to  intervene  may 
be  filed  in  both  dockets,  and  requests  for 
hearing  may  be  filed  in  Docket  No.  CP61- 
197,  with  the  Federal  Power  Commis- 
sion, Washington  25,  D.C.,  in  accordance 
with  the  rules  of  practice  and  procedure 
(18  CFR  1.8  or  1.10;  on  or  before  Feb- 
ruary 5,  1962. 

Joseph  H.  Outride, 

Stcretary. 

[PJl.    Doo.    62-774;     Piled.    Jan.    23.     1962; 
8:47  a.m.| 


NOTICES 

DEPARTMENT  OF  JUSTICE 

Office   of  Alien   Property 

MARIA   FRAMARIN  VEDOVA   ZONIN 

NoHce  of  Intention  to   Return  Vested 
Property 

Pursuant  to  section  32'  f  >  of  the  Tiad- 
in«  With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  daU' 
of  publication  hereof,  the  following  prop- 
erty, subject  to  any  increase  or  decrease 
resulting  from  the  administration  there- 
of prior  to  return,  and  after  adequate 
provision  for  taxes  and  conservatory 
expenses : 

Claimant,  Claim  So.,  Propi'rty,  and  Location 

Maria  Pramarln  Vedova  Zonln.  as  siicces- 
8or  In  Interest  to  Carolina  Framarln.  de- 
ceaaed:  Oambellara  (Vicenza*.  Italy;  Claim 
No  44046:  Vfstmg  Order  No.  1421;  $454  98 
in  the  Treasury  of  the  United  State's. 

Executed  at  Washington,  D  C  .  on 
January  17.  1962. 

For  the  Attorney  General. 

IsE.ALl  P.-WL  V    Myron. 

Deputy  Director, 
Office  0/  i4ZieTz  Property. 

,  |FR      I>>c      62  758:      Filed      J;m      2.1.     1962; 
8  46    ami 


SECURITIES  AND  EXCHANGE 
COMMISSION 

I  File  No   I  2620] 

BISHOP  OIL  CO. 

Notice  of  Application  to  Strike  From 
Listing  and  Registration  and  of  Op- 
portunity for  Hearing 

JANLTARY  18.  1962. 

In  the  matter  of  Biahop  Oil  Co  ,  com- 
mon stock. 

The  Pacific  Coast  Stock  E.xchange  has 
filed  an  application  with  the  Securities 
and  Exchange  Commis.sion  pursuant  to 
section  12(d)  of  the  Securities  Exchange 
Act  of  1934  and  Rule  12d2-l'b)  promul- 
gated thereunder,  to  strike  the  specified 
security  from  listing  and  regi.stration 
thereon. 

The  reasons  alleged  in  the  application 
for  striking  this  security  from  listinp 
and  registration  include  the  following: 
Stockholders  of  Bishop  Oil  Company  at 
a  Special  Meeting  held  August  16,  1961, 
adopted  a  plan  of  complete  liquidation  of 
the  Company. 

Up>on  receipt  of  a  request,  on  or  be- 
fore February  2,  1962,  from  any  inter- 
ested person  for  a  hearing  in  regard  to 
terms  to  be  imposed  upon  the  delisting  of 
this  security,  the  Commission  will  de- 
termine whether  to  set  the  matter  down 
for  hearing.  Such  request  should  state 
briefly  the  nature  of  the  interest  of  the 
person  requesting  the  hearing  and  the 
position  he  proposes  to  take  at  the  hear- 
ing with  respect  to  imposition  of  terms. 
In  addition,  any  interested  person  may 
submit  his  views  or  any  additional  fact.s 
bearing  on  this  application  by  means  of 


a  letter  addressed  to  the  Secretary  of  the 
Securities  and  Exchange  Commission, 
Washington  25,  DC.  If  no  one  requests 
a  hearing  on  this  matter,  this  apphca- 
tion  will  be  determined  by  order  of  the 
Commission  on  the  basis  of  the  facts 
stated  in  the  application  and  other  in- 
formation contained  in  the  ofHcial  files 
of  the  Commi.s.sion  pertaining  to  the 
matter 

By  ilic  Commi.s.sion 


I  SF.A1  I 


Or\al  L   DuBois, 
Secretary. 


[FR      Do.-      CJ   765.      Filed.     Jan.     23.     1962; 
8  47  a  m  I 


I  File  No   1  38421 

BLACK  BEAR   INDUSTRIES,  INC. 
Order  Summarily  Suspending  Trading 

January  18,  1962. 

The  common  stock,  par  value  15  cents 
a  share,  of  Black  Bear  Industries,  Inc. 
I  formerly  Black  Bear  Consolidated  Min- 
ing Co.  • .  being  listed  and  registered  on 
the  San  Francisco  Mining  Exchange,  a 
national  securities  exchange;  and 

The  Conunission  being  of  the  opinion 
that  the  public  interest  requires  the 
summary  suspension  of  trading  in  such 
security  on  such  Elxchange  and  that  such 
action  is  necessary  and  appropriate  for 
the  protection  of  investors;  and 

The  Commission  being  of  the  opinion 
further  that  such  suspension  is  necessary 
in  order  to  prevent  fraudulent,  deceptive 
or  manipulative  acts  or  practices,  with 
the  result  that  it  will  be  unlawful  under 
section  15(Cm2>  of  the  Securities  Ex- 
change Act  of  1934  and  the  Commission's 
Rule  15c2-2  thereunder  for  any  broker 
or  dealer  to  make  use  of  the  mails  or  of 
any  means  or  instrumentality  of  inter- 
state commerce  to  effect  any  transaction 
in,  or  to  induce  or  attempt  to  induce  the 
purchase  or  sale  of  such  security,  other- 
wise than  on  a  national  securities 
cxcliange; 

It  is  ordered.  Puisuant  to  section  19ia  i 
<4>  of  the  Securities  Exchange  Act  of 
1934  tliat  trading  in  said  security  on  the 
San  Francisco  Mining  Exchange  be  sum- 
marily suspended  in  order  to  prevent 
fraudulent,  deceptive  or  manipulative 
acts  or  practices,  this  order  to  be  ef- 
fective for  a  period  of  ten  (10)  days, 
January  19,  1962,  to  January  28,  1962, 
both  dates  inclu-sive. 

By  the  Commi^  sion. 

I  SEAL  I  ORVAL   L     DitBOIS. 

Secretary. 

|FR      Doc      62  706.     Filed      Jan.     23,     1962; 
6   47  .1  in  I 


HOUSING  AND  HOME 
RNANCE  AGENCY 

Public   Housing   Administration 

DELEGATION   OF   FINAL  AUTHORITY 

Miscellaneous  Amendments 

Section  II.  Delegation  of  Final  Author- 
ity, is  amended  as  follows: 


]yedncsday,  January  24,  1962 

1  Paragraph  C7  is  hereby  revoked. 

2  Paragraph  D2  is  amended  as  fol- 
low.s  By  deleting  the  title  "Director  of 
'.he  Construction  Branch,"  and  by  in- 
.«;ertins  in  lieu  thereof  the  title  "Director 
of  the  Planning  and  Production  Branch." 

3  Paragraph  D6  is  amended  as  fol- 
lows By  deleting  the  title  "Director  of 
tlie  I. and  Branch."  and  by  inserting  in 
lu'u  thereof  the  title  "Director  of  the 
riannins  and  Production  Branch." 

.Approved:  January  16,  1962. 

I  SEAL  I  Marie  C.  McGuire. 

Commissioner. 

|FR      Di>c      62  757;     Filed,    Jan.    23.    1962; 
8:46  a.m.] 

INTERSTATE  COMMERCE 
COMMISSION 

[Notice  1941 

MOTOR  CARRIER  ALTERNATE  ROUTE 
DEVIATION  NOTICES 

January  19. 1962. 

Tlie  following  letter-notices  of  pro- 
posals to  op>erate  over  deviation  routes 
for  operating  convenience  only  with  serv- 
ice at  no  intermediate  points  have  been 
filed  with  the  Interstate  Commerce  Com- 
mission, under  the  Conmiission's  devi- 
ation rules  revised.  1957  (49  CFR  211.1 
ici  (8))  and  notice  thereof  to  all  inter- 
ested persons  is  hereby  given  as  provided 
in  such  rules  (49  CFR  211.1(d)(4)). 

Protests  against  the  use  of  any  pro- 
posed deviation  route  herein  described 
may  be  filed  with  the  Interstate  Com- 
merce Commission  in  the  manner  and 
form  provided  in  such  rules  (49  CFR 
211.1 1 e) )  at  any  time  but  will  not  oper- 
ate to  stay  commencement  of  the  pro- 
posed operations  unless  filed  within  30 
days  from  the  date  of  publication. 

Successively  filed  letter-notices  of  the 
same  carrier  under  the  Commission's 
deviation  rules  revised.  1957,  will  be 
mimbered  consecutively  for  convenience 
in  identification  and  protests  if  any 
should  refer  to  such  letter-notices  by 
number. 

Motor  Carriers  of  Property 

No.  MC  126  (Deviation  No.  3).  HUEY 
MOTOR  EXPRESS,  1040  FUnt  Street, 
Cincinnati,  Ohio,  filed  January  11.  1962. 
Attorney  Fred  F.  Bradley.  P.O.  Box  127. 
Frankfort.  Ky.  Carrier  proposes  to  oper- 
ate as  a  common  carrier,  by  motor 
vehicle,  of  general  commodities,  with  cer- 
tain exceptions  over  a  deviation  route  as 
follows:  Piom  the  junction  of  U.S.  High- 
way 25  and  Interstate  Highway  75,  at 
Covington,  Ky.,  over  Interstate  Highway 
T.T  to  junction  U.S.  Highway  25,  south  of 
WiUiamstown.  Ky.,  and  return  over  the 
same  route,  for  oi>erating  convenience 
only,  serving  no  intermediate  points. 
Tlie  notice  indicates  that  the  carrier  is 
presently  authorized  to  transport  the 
same  commodities  over  a  pertinent  serv- 
ice route  as  follows:  From  Cincinnati. 
Ohio,  over  U.S.  Highway  25  to  Williams- 
town,  and  return  over  the  same  route. 

No.  MC  2998  (Deviation  No.  2), 
WOLVERINE      EXPRESS      INCORPO- 
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RATED.  701  Erie  Avenue,  Muskegon, 
Biich..  filed  January  8, 1962.  Carrier  pro- 
poses to  operate  as  a  common  carrier, 
by  motor  vehicle,  of  general  commodities, 
with  certain  exceptions,  over  a  deviation 
route  as  follows:  Prom  Scottville,  Mich., 
over  U.S.  Highway  10  to  Clare,  Mich.. 
thence  over  U.S.  Highway  27  to  Lansing, 
Mich.,  and  return  over  the  same  route, 
for  operating  convenience  only,  serving 
no  intermediate  points.  The  notice  in- 
dicates that  the  carrier  is  presently  au- 
thorized to  transport  the  same  commod- 
ities over  a  pertinent  service  route  as 
follows:  Prom  Scottville  over  U.S.  High- 
way 10  to  junction  U.S.  Highway  31, 
thence  over  UJS.  Highway  31  to  Muske- 
gon. Mich.,  thence  over  U.S.  Highway  16 
to  Lansing,  and  return  over  the  same 
route. 

No.  MC  10761  (Deviation  No.  16). 
TRANSAMERICAN  FREIGHT  LINES, 
INC.,  1700  North  Waterman  Avenue,  De- 
troit 9,  Mich.,  filed  January  8, 1962.  Car- 
rier proposes  to  operate  as  a  common 
carrier,  by  motor  vehicle,  of  general 
commodities,  with  certain  exceptions, 
over  a  deviation  route  between  Peoria 
and  Danville,  111.,  over  Interstate  High- 
way 74,  for  operating  convenience  only, 
serving  no  intermediate  points.  The 
notice  indicates  that  the  carrier  is  pres- 
ently authorized  to  transport  the  same 
commodities  over  a  pertinent  service 
route  as  follows:  From  Peoria  over  U.S. 
Highway  150  to  Danville,  and  return  over 
the  same  route. 

No.  MC  28961  (Deviation  No.  1^ 
McDUFPEE  MOTOR  FREIGHT,  INC., 
High  School  Avenue  and  Woodlawn 
Street,  Lebanon,  ELy.,  filed  January  8, 
1962.  Attorney  Fred  F.  Bradley.  P.O. 
Box  127,  Frankfort,  Ky.  Carrier  pro- 
poses to  operate  as  a  comrnon  carrier, 
by  motor  vehicle,  of  general  commodi- 
ties, with  certain  exceptions  over  a  devia- 
tion route  as  follows:  From  the  junction 
of  Interstate  Highway  75  and  U.S.  High- 
way 25.  at  Covington.  Ky.,  over  Inter- 
state Highway  75  to  junction  U.S. 
Highway  25,  south  of  Williamstown,  Ky., 
and  return  over  the  same  route,  for  op- 
erating convenience  only,  serving  no  in- 
termediate points.  The  notice  indicates 
that  the  carrier  is  presently  authorized 
to  transport  the  same  commodities  over 
a  pertinent  service  route  as  follows: 
From  Cincinnati,  Ohio,  over  U.S.  High- 
way 25  to  Lexington,  Ky..  thence  over 
U.S.  Highway  68  to  Shakertown.  Ky., 
thence  over  Kentucky  Highway  33  to 
Danville.  Ky..  thence  over  Kentucky 
Highway  35.  via  Liberty.  Ky,  to  Wolfe 
Creek  Dam,  Ky.,  and  return  over  the 
same  route. 

No.  MC  41192  (Deviation  No.  1), 
GRAND  RAPIDS  MOTOR  EXPRESS. 
INC.,  1520  Steele  Avenue  SW.,  Grand 
Rapids,  Mich.,  filed  January  8,  1962. 
Carrier  proposes  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  of  gen- 
eral commodities,  with  certain  excep- 
tions, over  deviation  routes  as  follows: 

(A)  From  Kalamazoo,  Mich.,  over  Inter- 
state Highway  94  to  junction  Indiana 
Highway  212,  east  of  Michigan  City,  Ind., 

(B)  from  the  Illinois-Indiana  State  Line, 
near  Hammond,  Ind.,  over  Interstate 
Highways  80  and  90  to  junction  Indiana 
Highway  103,  thence  over  Indiana  High- 
way 103  to  the  Michigan-Indiana  State 
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Line,  near  White  Pigeon,  Mich.,  thence 
over  U.S.  Highway  131  to  Kalamazoo, 
Mich.,  and  (C)  from  the  junction  of  U.S. 
Highway  12,  Interstate  Highway  94  and 
Michigan  Highway  140,  south  of  Water- 
vliet,  Mich.,  over  Michigan  Highway  140 
to  junction  U.S.  Highway  31,  south  of 
South  Haven,  Mich.,  and  return  over 
the  same  routes,  for  operating  con- 
venience only,  serving  no  intermediate 
points.  The  notice  indicates  that  the 
carrier  is  presently  authorized  to  trans- 
port the  same  commodities  over  perti- 
nent service  routes  as  followis:  From 
Chicago,  111.,  over  U.S.  Highway  20  to 
junction  Indiana  Highway  212,  thence 
over  Indiana  Highway  212  to  junction 
U.S.  Highway  12,  thence  over  U.S.  High- 
way 12  to  Benton  Harbor,  Mich.,  thence 
over  U.S.  Highway  31  to  Holland,  Mich., 
thence  over  Michigan  Highway  21  to 
Grand  Rapids;  from  Chicsigo  over  U.S. 
Highway  12  to  Kalamazoo,  thence  over 
U.S.  Highway  131  to  Grand  Rapids;  and 
from  the  junction  of  U.S.  Highway  31 
and  Allegan  County  Highway,  at  Sauga- 
tuck.  Mich.,  over  Allegan  County  High- 
way to  junction  unnumbered  highway, 
thence  over  unnumbered  highway  to 
junction  U.S.  Highway  31,  and  return 
over  the  same  routes. 

No.  MC  66562  (Deviation  No.  7) ,  RAIL- 
WAY EXPRESS  AGENCY.  INCOR- 
PORATED. 1117  West  Bay  Street,  Jack- 
sonville, Fla.,  filed  January  11,  1962. 
Carrier  proposes  to  operate  as  a  common 
carrier,  by  motor  vehicle,  of  general 
commodities,  moving  in  express  service, 
over  a  deviation  route  between  Bunnell 
and  Palatka,  Fla.,  over  Florida  Highways 
20  and  100,  for  operating  convenience 
only,  serving  no  intermediate  points. 
The  notice  indicates  that  the  carrier  is 
presently  authorized  to  transport  the 
same  commodities  over  pertinent  service 
routes  as  follows:  From  Jacksonville, 
Fla..  over  U.S.  Highway  1  to  New  Sm3n-na 
Beach.  Fla.;  and  from  Jacksonville,  Fla. 
over  U.S.  Highway  17  to  Palatka,  thence 
over  Florida  Highway  207  to  St.  Augus- 
tine. Fla.,  and  return  over  the  same 
routes. 

No.  MC  69833  (Deviation  No.  3),  AS- 
SOCIATED TRUCK  LINES.  INC.,  15 
Andre  Street  SE.,  Grand  Rapids  7,  Mich., 
filed  January  12,  1962.  Carrier  proposes 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  of  general  commodities,  with 
certain  exceptions,  over  a  deviation  route 
as  follows:  From  Cincinnati,  Ohio,  over 
Interstate  Highway  75  to  a  point  south 
of  Detroit,  Mich.,  at  or  near  the  junction 
of  U.S.  Highways  24  and  25,  and  return 
over  the  same  route,  for  operating  con- 
venience only,  serving  no  intermediate 
points.  The  notice  indicates  that  the 
carrier  is  presently  authorized  to  trans- 
port the  same  commodities  over  perti- 
nent service  routes  as  follows:  From  De- 
troit over  U.S.  Highway  24  to  Toledo, 
Ohio,  thence  over  U.S.  Highway  25  to 
Cincinnati;  and  from  Detroit  over  U.S. 
Highway  25  to  Cincinnati,  and  return 
over  the  same  routes. 

No.  MC  71743  (Deviation  No.  1), 
BELLM  FREIGHT  LINES,  INC.,  1819 
North  17th  Street,  St.  Louis  6.  Mo.,  filed 
Jsuiuary  12,  1962.  Carrier  proposes  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  of  general  commodities  with  cer- 
tain exceptions  over  a  deviation  route  be- 
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tween  East  Peoria  and  Morton,  111 .  over 
Interstate  Highway  74.  for  operating 
convenience  only,  serving  no  intermedi- 
ate points.  The  notice  indicates  that 
the  carrier  is  presently  authorized  to 
transport  the  same  commodities  over  a 
pertinent  service  route  as  follows:  From 
East  Peoria  over  U.S.  Highway  150  to 
Morton,  and  return  over  the  same  route. 

No.  MC  78632  (Deviation  No.  5) ,  HOO- 
VER MOTOR  EXPRESS  COMPANY, 
INC  .  P.O.  Box  450.  Polk  Avenue.  Nash- 
ville. Tenn.,  filed  January  7,  1962.  Car- 
rier proposes  to  operate  as  a  conunon 
carrier,  by  motor  vehicle,  of  general 
commodities,  with  certain  exceptions 
over  a  deviation  route  as  follows:  Prom 
a  point  approximately  two  miles  north 
of  Pelham.  Tenn.,  over  unnumbered 
county  highway  to  junction  Interstate 
Highway  24.  thence  over  Interstate  High- 
way 24  to  junction  U.S.  Highway  64, 
west  of  U.S.  Highway  41  at  Monteagle, 
Tenn.,  and  return  over  the  same  route, 
for  operating  convenience  only,  serving 
no  intermediate  points.  The  notice  in- 
dicates that  the  carrier  is  presently  au- 
thorized to  transport  the  same  commodi- 
ties over  a  pertinent  service  route  as  fol- 
lows: From  Nashville.  Tenn..  over  US. 
Highway  41  to  Atlanta,  Ga..  and  return 
over  the  same  route. 

No.  MC  105957  (Deviation  No.  3>. 
DELTA  MOTOR  LINE,  INC..  P.O.  Box 
8367,  Jackson.  Miss.,  filed  January  12. 
1962.  Carrier  proposes  to  operate  as  a 
common  carrier,  by  motor  vehicle,  of 
general  commodities,  with  certain  ex- 
ceptions, over  a  deviation  route  between 
East  Peoria  and  Morton.  111.,  over  Inter- 
state Highway  74.  for  operating  con- 
venience only,  serving  no  intermediate 
pwints.  The  notice  indicates  that  the 
carrier  Is  presently  authorized  to  trans- 
port the  same  commodities  over  a  perti- 
nent service  route  as  follows :  From  East 
Peoria  over  U.S.  Highway  150  to  Morton, 
and  return  over  the  same  route. 

No.  MC  105957  (Deviation  No.  4», 
DELTA  MOTOR  LINE,  INC  .  P.O.  Box 
8367.  Jackson,  Miss.,  filed  January  12, 
1962.  Carrier  proposes  to  operate  as  a 
common  carrier,  by  motor  vehicle,  of 
general  commodities,  with  certain  ex- 
ceptions, over  a  deviation  route  between 
St.  Louis,  Mo.,  and  Hamel.  111.,  over  U.S. 
Highway  66.  for  operating  convenience 
only,  serving  no  intermediate  points. 
The  notice  indicates  that  the  carrier  is 
presently  authorized  to  transport  the 
same  commodities  over  a  pertinent  serv- 
ice route  as  follows:  From  St.  Louis  over 
U.S.  Highway  66  to  junction  Alternate 
U.S.  Highway  67  (formerly  City  US. 
Highway  66>.  thence  over  Alternate  U.S. 
Highway  67  to  junction  Illinois  Highway 
162  (formerly  City  U.S.  Highway  66), 
thence  over  Illinois  Highway  162  to  junc- 
tion Nameoki  Avenue  (formerly  City 
U.S.  Highway  66) .  thence  over  Nameoki 
Avenue  to  junction  Illinois  Highway  3 
( formerly  U.S.  Highway  66  > .  thence  over 
Illinois  Highway  3  to  junction  By-Pass 
U.S.  Highway  66  ( formerly  U.S.  Highway 
66).  thence  over  By-Pass  U.S.  Highway 
66  to  junction  U.S.  Highway  66.  at 
Hamel,  and  return  over  the  same  route. 

No.  MC  105957  < Deviation  No.  5). 
DELTA  MOTOR  LINE.  INC..  P.O.  Box 
8367,  Jackson,  Miss.,  filed  January  12, 
1962.    Carrier  proposes  to  operate  as  a 
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coynmon  carrier,  by  motor  vehicle,  of 
general  commodities,  with  certain  excep- 
tions, over  a  deviation  route  as  follows: 
Prom  the  junction  of  Alternate  U.S. 
Highway  66  and  Interstate  Highway  55, 
approximately  13  miles  north  of  Joliet. 
111.,  over  Interstate  Highway  55  to  junc- 
tion Alternate  U.S.  Highway  66,  near 
Gardner,  111.,  and  return  over  the  same 
route,  for  operating  convenience  only, 
.serving  no  intermediate  points.  The  no- 
tice indicates  that  the  earner  is  presently 
authorized  to  transport  the  same  com- 
modities over  a  pertinent  service  route 
as  follows:  From  the  junction  of  US. 
Highway  66  and  Alternate  U.S.  Highway 
66  over  Alternate  US.  Highway  66  to 
junction  US.  Highway  66.  and  return 
over  the  same  route. 

By  the  Commission. 

1  SEAL  I  Harold  D.  McCoy. 

Secretary. 

IFR      D..C      62  767:     Filed      Jan      23.     1962; 
8  47  a  ni  1 
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MOTOR  CARRIER  APPLICATIONS  AND 
CERTAIN  OTHER   PROCEEDINGS 

January  19.  1962 
The  following  publications  are  gov- 
erned by  the  Interstate  Commerce  Com- 
mission's general  rules  of  practice  in- 
cluding special  rules  (49  CFR  1241) 
governing  notice  of  flhng  of  applications 
by  motor  carriers  of  property  or  passen- 
gers or  brokers  under  sections  206,  209. 
and  211  of  the  Interstate  Commerce  Act 
and  certain  other  proceedings  with  re- 
spect thereto. 

All  hearings  and  pre-hearing  confer- 
ences will  be  called  at  9:30  o'clock  am. 
United  States  standard  time  (or  9:30 
o'clock  a.m.,  local  dayhght  saving  time, 
if  that  time  is  observed ' ,  unless  other- 
wise specified. 

Applications  Assigned  for  Oral  Hearing 
OR  Pre-Hearing  Conference 

MOTOR    carriers    OF    PROPERTY 

No.  MC  112020  'Sub-No.  106'  'as 
amended  and  clarified  • ,  filed  November 
28,  1960.  amended  October  25.  1961,  and 
republished  this  issue.  Applicant:  COM- 
MERCIAL OIL  TRANSPORT.  INC  .  1030 
Stay  ton  Street,  Fort  Worth,  Tex.  Ap- 
plicant's attorney:  Leroy  Hallmiui.  First 
National  Bank  Building.  Dallas  2,  Tex. 
No.  MC  113514  (Sub-No.  66  >  'as 
amended  and  clarified  i.  filed  October  5. 
1960.  amended  October  25.  1961.  and  re- 
publi.-vhed  this  issue.  Applicant :  SMITH 
TRANSIT.  INC..  305  Simons  Building. 
Dallas  1,  Tex  Applicants  attorney: 
W.  D.  White.  1900  Mercantile  Dallas 
Building,  Dallas  1.  Tex. 

No.  MC  116063  (Sub-No  11)  'as 
amended  and  clai'ifiedi.  filed  Augu.st  29. 
1960.  amended  October  23.  1961.  and  re- 
published this  issue.  Applicant :  C  &  R 
TRANSPORT  COMPANY,  INC.  P  O. 
Box  12303.  Fort  Worth,  Tex  Applicant's 
attorney:  T.  S.  Christopher.  807  Conti- 
nental Life  Building.  Fort  Worth.  Tex. 
The  above-numbered  proceedings  were 
the  subject  of  a  Pre-Hearing  Conference 
held  November  30.  1960.  at  Chicago.  111. 
The  authority  sought  in  all  three  appli- 


cations, as  amended  and  clarified,  is  as 
follows:  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  General 
commodities,  dry  in  bulk  (except  flour, 
catalyst,  sugar,  starch,  barites.  potash, 
carbon  black,  cement,  and  fly  ash),  in 
tank  vehicles,  hopper  vehicles,  hydraulic 
unloading  dump  vehicles,  cable  unload- 
ing dump  vehicles,  or  tank  type  gravity 
unloading  dump  vehicles;  (a)  Between 
points  in  Texas  and  Louisiana,  on  the 
one  hand,  and,  on  the  other,  points  in 
Arizona,  California,  Colorado,  Florida. 
Georgia.  Illinois.  Indiana.  Iowa.  Kansas. 
Kentucky.  Minnesota,  Missouri,  Tennes- 
see. Wi."^consin.  Nebraska,  Michigan, 
Oregon.  Washington,  Delaware.  Ala- 
bama. Mississippi,  Oklahoma.  New  Mex- 
ico. West  Virginia.  Virginia.  Pennsyl- 
vania. New  York,  New  Jersey.  Maryland, 
and  Utah;  (b)  Between  points  in  Texas. 
Oklahoma.  Kansas.  Nebraska.  Iowa,  Mis- 
.souri,  Arkansas.  Louisiana.  Colorado. 
New  Mexico.  Arizona,  Mississippi,  Ten- 
nessee, and  Illinois. 

HEARING  INFORMATION:  Febru- 
ary 26-March  2.  1962.  at  the  Baker  Hotel, 
Dallas,  Tex.,  before  Examiner  James 
OT)  Moran.  March  &-9.  1962.  at  the 
Texas  State  Hotel.  Houston.  Tex.,  be- 
fore Examiner  James  O'D  Moran.  This 
assignment  is  for  the  sole  purpose  of 
applicants'  initial  presentation  and  the 
time  and  place  or  places,  if  any,  for 
hearmg  the  remainder  of  applicants' 
case  in  chief,  will  be  at  the  discretion 
of  the  presiding  examiner  to  be  fixed 
at  the  conclusion  of  the  Houston  hear- 
ing indicated  above.  If  applicants'  com- 
plete their  presentation  at  the  Houston 
hearing,  consideration  will  also  be  given 
to  the  time  and  place  for  protestants' 
presentation  by  the  examiner. 

By  the  Commission. 


I  seal  1 


Harold  D.  McCov. 

Secretary. 


[FR      D<x-.    62  768;     Filed.    Jun.    23.     1962; 
8.47  am  1 
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MOTOR  CARRIER  APPLICATIONS  AND 
CERTAIN  OTHER  PROCEEDINGS 

January  19.  1962. 

The  following  publications  are  gov- 
erned by  the  Interstate  Commerce  Com- 
mission's general  rules  of  practice  in- 
cluding special  rules  (49  CFR  1.241)  gov- 
erning notice  of  filing  of  applications  by 
motor  carriers  of  property  or  passengers 
or  brokers  under  sections  206,  209.  and 
211  of  the  Interstate  Commerce  Act  and 
certain  other  proceedings  with  respect 
thereto. 

All  hearings  and  pre-hearing  confer- 
ences will  be  called  at  9:30  o'clock  a.m., 
United  States  standard  time  <or  9:30 
o'clock  am.  local  daylight  saving  time, 
if  that  time  is  observed',  unless  other- 
wi.se  specified. 

Applications  Assigned  for  Oral  Hearing 
OR  Pre-Hearing  CoNrERENcr 

MOTOR  CARRIERS  OT  PROPERTY 

No.  MC  263  < Sub-No.  118)  (REPUB- 
UC ATION  • ,  filed  May  2,  1960,  published 


}yednesday,  January  24,  1962 

Federal  Register,  issue  of  November  9, 
1960.  amended  and  republished  issue  of 
February  22.  1961,  and  republished  this 
i.';Rue.  Applicant:  GARRETT FREIGHT- 
IINES,  INC..  2055  Pole  Line  Road.  Poca- 
tello.  Idaho.    Applicant's  attorney:  Mau- 
iice  H.  Greene,  P.O.  Box   1554,   Boise, 
Idalio.     Notice  of  the  filing  of  the  ap- 
plication was  originally  published  in  the 
Federal  Register,  issue  of  November  9, 
1960      A  second  notice  of  the  filing  of 
the  application  as  amended  was  repub- 
li.^hed  in  the  Federal  Register,  issue  of 
February  22.  1961.    A  Report  and  Order 
served  August  24,   1961.  finds  that  the 
present  and  future  public  convenience 
and  necessity  require  operation  by  ap- 
plicant,  in   interstate  or  foreign   com- 
merce, as  a  common  carrier  by  motor 
vehicle  of  dry  fertilizer  and  dry  ferti- 
lizer materials.  (1)   in  bags,  from  Don, 
Idaho,  to  points  in  California.  Oregon, 
Washington.  Nevada.  Utah,   and  Colo- 
rado, and  <  2 )  in  bulk,  from  Don  to  points 
in  California,  over  irregular  routes  in 
each  instance.    A  Decision  and  Order  of 
the  Commission,  division   1.  dated  De- 
cember 6,  and  served  December  14.  1961, 
provides  that  the  grant  of  authority  rec- 
ommended by  the  examiner,  to  the  extent 
It  includes  that  portion  of  shipper's  plant 
at    Don.    Idaho,    lying    within    Power 
County.  Idaho  (incorrectly  described  as 
Parks  County,  Idaho,  in  the  prior  report) , 
IS  broader  in  territorial  scope  than  indi- 
cated in  the  notice  previously  published 
in  the  Federal  Register,  and  allows  30 
days  from  the  date  of  this  republication 
in  the  Federal  Reglster.  during  which 
lime  any  interested  party  who  may  have 
been  adversely  affected  by  the  lMt>adaied 
territorial  scope  of  such  graxit  with  re- 
spect to  the  notice  as  previously  pub- 
lished, may  file  an  appropriate  pleading. 
No.  MC  873  (Sub-No.  39) .  filed  January 
12,  1962.  Applicant:  SOONER  FREIGHT 
LINES,  a  corporation.  3000  West  Reno, 
Oklahoma  City.  Okla.     Applicant's  at- 
torney: Sidney  P.  Upsher.  P.O.  Box  2488, 
Oklahoma  City,  Okla.    Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vi  hide,  over  irregular  routes,  transport- 
ing: Frozen  foods  and  potato  products, 
between   Denver.   Colo.,   and   points  in 
Oklahoma,   points  in  Missouri  on  and 
south    of   U.S.   Highway  40.   points  in 
Kansas  on  and  south  of  UJS.  Highway  40, 
and  points  in  Texas  on,  east  and  north 
of  tlic  following  line:  Beginning  at  the 
Texas-New  Mexico  State   line   on  US. 
Hmhway  84.  thence  southeasterly  over 
US.  Highway  84  to  Abilene.  Tex.,  thence 
south  over  U.S.  Highway  83  from  Abilene, 
Tex.,  to  Uvalde.  Tex.,  thence  over  U.S. 
Hi.;hway  90  from  Uvalde,  Tex.,  to  the 
inieisection  of  U.S.  Highway  90  with  the 
Texas-Louisiana    State     line,     east    of 
Oiant;e,Tex. 

Note:  Applicant  states  it  la  a  wholly 
"wned  subsidiary  of  Lee  Way  Motor  Freight, 

!.'.<'. 

HEARING:  February  5.  1962.  at  the 
Public  Utilities  Commission.  State  House, 
Boise,  Idaho,  before  Examiner  Donald  R. 
Sutherland. 

No.  MC  1855  (Sub-No.  9),  filed  No- 
vember 17,  1961.  Applicant:  SCHWEN- 
ZER  BROS.,  INC.,  757  St.  George  Ave- 
nue. Woodbridge.  N.J.  Applicant's 
attorney;  Edward  F.  Bowes,  1060  Broad 
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Street,  Newark  2,  N.J.  Authority  sought 
to  operate  as  a  contract  carrier,  by  mo- 
tor vehicle,  over  irregular  routes,  trans- 
porting: Petroleum  and  petroleum  prod- 
ucts, in  containers,  from  Sewaren,  N.J., 
to  Macungie,  Pa.,  and  empty  containers 
and  rejected,  returned,  and  damaged 
shipments  of  the  above-specified  com- 
modities, on  return.  RESTRICTION: 
The  proposed  operation  is  restricted  to 
service  under  contract  with  Shell  Oil 
CMnpany. 

HEARING:  March  2.  1962,  at  346 
Broadway,  New  York,  N.Y.,  before  Ex- 
aminer James  A.  McKiel. 

No.  MC  2202  (Sub-No.  222) ,  filed  No- 
vember 20,  1961.  Applicant:  ROAD- 
WAY EXPRESS,  INC.,  147  Park  Street, 
Akron  9,  Ohio.  Applicant's  attorney: 
William  O.  Turney.  2001  Massachusetts 
Avenue  NW.,  Washington  6,  D.C.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  regular 
routes,  tran^x>rting:  General  commod- 
ities (except  those  of  unusual  value, 
Classes  A  and  B  explosives,  livestock. 
household  goods  as  defined  by  the  Com- 
mission, commodities  in  bulk,  and  those 
requiring  special  equipment),  between 
Lexington,  Ky.,  and  Chattanooga.  Tenn. ; 
from  Lexington  over  U.S.  Highway  27  to 
Chattanooga,  and  return  over  the  same 
route,  serving  no  intermediate  points,  as 
an  alternate  route  for  operating  con- 
venience only  in  connection  with  appli- 
cant's presently  authorized  regular  route 
operations. 

HEARING:  March  20.  1962,  at  the 
Dinkier-Andrew  Jackson  Hotel.  Nash- 
ville, Tenn.,  before  Joint  Board  No.  388, 
or,  if  the  Joint  Board  waives  its  right 
to  participate,  before  Examiner  Francis 
A.  Welch. 

No.  MC  3468  (Sub-No.  146),  filed  Oc- 
tober  27,  1961.  Applicant:  P.  J. 
BOUTELL  DRIVEAWAY  CO.,  INC..  705 
South  Dort  Highway,  Flint.  Mich.  Ap- 
plicant's attorney:  Harry  C.  Ames.  Jr., 
Transportation  Building.  Washington  6, 
D.C.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting :  New  auto- 
mobiles, in  secondary  movements,  in 
truckaway  and  driveaway  service,  d) 
from  points  in  Bergen  and  Hudson 
Counties,  N.J.,  to  points  in  Connecticut 
and  (2)  from  points  in  Middlesex,  Nor- 
folk, and  Suffolk  Coimties,  Mass..  to 
points  in  Maine,  New  Hampshire.  Rhode 
Island,  Vermont.  Connecticut,  and  Mas- 
sachusetts. RESTRICTION:  Applicant 
states  that  the  service  involved  is  re- 
stricted to  traffic:  (1)  Which  originates 
at  the  sites  of  the  plants  of  the  Cadillac 
Division  of  the  General  Motors  Corpora- 
tion in  Detroit,  Mich.,  and  (2)  which  has 
had  an  immediately  prior  movement  by 
rail. 

HEARING:  March  7,  1962.  at  346 
Broadway,  New  York,  N.Y.,  before  Ex- 
aminer Abraham  J.  Essrick. 

No.  MC  7228  (Sub-No.  24)  (AMEND- 
MENT), filed  August  5.  1959.  published 
issue  of  December  20.  1961.  amended 
January  15.  1962,  and  republished  as 
amended  this  issue.  Applicant:  HOME 
TRANSFER  A  STORAGE  CO..  a  corpo- 
ration. 1906  Southeast  10th  Avenue,  Port- 
land 14.  Oreg.  Applicant's  attorney: 
George  La  Bissoniere,  333  Central  Build - 
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ing,  Seattle,  Wash.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Fresh  and  frozen  foods,  all  kinds, 
and  poiato  prodvx:ts  other  than  frozen, 
between  points  in  Washington,  Oregon, 
California,  Idaho,  Nevada,  Arizona,  Mon- 
tana, Colorado,  Utah,  New  Mexico,  and 
Texas. 

Note:  The  purpose  of  this  republication  is 
to  include  potato  products  other  than  frozen 
to  the  commodities  above. 

HEARING:  February  5,  1962,  at  the 
Public  Utilities  Commission.  State  House. 
Boise,  Idaho,  before  Examiner  Donald 
R.  Sutherland. 

No.  MC  9429  (Sub-No.  5).  filed  No- 
vember 27.  1961.  Applicant:  PAUL  V. 
ADAMS  TRUCKING.  INC.,  20  Schuler 
Street,  P.O.  Box  231.  Sanford,  Maine. 
Applicant's  attorney:  Mary  E.  Kelley.  10 
Tremont  Street,  Boston  8.  Mass.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  regular 
routes,  transporting:  General  commodi- 
ties, (except  those  of  imusual  value. 
Classes  A  and  B  explosives,  household 
goods  as  defined  by  the  Commission, 
commodities  in  bulk,  commodities  re- 
quiring special  equipment,  and  those  in- 
jurious or  contaminating  to  other  lad- 
ing), serving  North  Berwick,  Maine,  as 
an  intermediate  point  in  connection  with 
applicant's  presently  authorized  regular- 
route  operations  between  Portsmouth, 
N.H.  and  Biddeford,  Maine. 

HEARING:  March  14,  1962.  at  the 
Senate  Chamber.  State  House,  Augusta, 
Maine,  before  Joint  Board  No.  70,  or,  if 
the  Joint  Board  waives  its  right  to  par- 
ticipate, before  Examiner  James  A. 
McKiel. 

No.  MC  20110  (Sub-No.  5).  filed  No- 
vember 3. 1961.  Applicant:  MESSINGER 
TRUCKING  &  WAREHOUSE  CORP., 
604-610  West  37th  Street.  New  York  18, 
N.Y.  Applicant's  attorney:  Arthur  J. 
Piken,  160-16  Jamaica  Avenue,  Jamaica 
32.  N.Y.  Authority  sought  to  operate  as 
a  contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  House- 
hold appliances,  including  but  not  re- 
stricted to  refrigerators,  freezers,  wash- 
ing machines,  dryers,  dishwashers,  iron- 
ers,  ranges,  coolers,  televisions,  radios, 
phonographs  and  combinations  thereof. 
and  returned,  refused  and  rejected  ship- 
ments, (1)  between  New  York,  N.Y.,  on 
the  one  hand,  and,  on  the  other,  points 
in  New  Jersey  and  Connecticut,  (2)  be- 
tween North  Brunswick.  Watchung. 
Audubon,  Paramus.  and  Trenton,  NJ., 
on  the  one  hand,  and,  on  the  other, 
points  in  New  Jersey  on  and  north  of  U.S. 
Highway  40,  and  (3)  between  Tnmibull 
and  Hartford,  Conn.,  on  the  one  hand, 
and.  on  the  other,  points  in  Connecticut 
on  and  west  of  Connecticut  Highway  32. 

Note:  Applicant  states  all  duplicating  au- 
thority Is  to  be  eliminated. 

HEARING:  February  26.  1962.  at  346 
Broadway.  New  York.  N.Y., .before  EIx- 
aminer  James  A.  McKiel. 

No.  MC  23939  (Sub-No.  113),  filed  Au- 
gust 30.  1961.  Applicant:  ASBURY 
TRANSPORTATION  CO..  a  corporation. 
2222  East  38th  Street.  Los  Angeles  58. 
Calif.  Applicant's  attorney:  E.  B.  Evans. 
718SymesBuilding,  Denver  2,  Colo.   Au- 
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thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  (1)  Nitrogen  te- 
tr oxide,  in  government-owned  or  car- 
rier-owned specially  designed  trailers, 
loaded  or  empty,  and  i2)  empty  trailers. 
between  Hopewell,  Va  ,  and  Cape  Canav- 
eral. Pla. 

HEARING:  February  26.  1962,  at  the 
US.  Court  Rooms.  Richmond.  Va  .  before 
Examiner  A.  Lane  Cricher. 

No.  MC  28536  iSub-No.  8>,  filed  No- 
vember 9.  1961.  Applicant:  FOX  k 
GINN.  INC.,  12  Howard  Lane.  Bangor. 
Maine  Applicant's  attorney:  Mary  E. 
Kelley.  10  Tremont  Street.  Boston  8, 
Mass.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
regular  routes,  transporting:  General 
commodities  (except  those  of  unusual 
value,  Classes  A  and  B  explosives,  live- 
stock, household  goods  as  defined  by  the 
Commission,  new  furniture,  uncrated 
commodities  in  bulk,  and  those  requiring 
special  equipment*,  between  Moose 
River,  Maine,  and  the  International 
Boundary  Line  between  the  United 
States  and  Canada  at  or  near  Dennis- 
town.  Maine,  from  Moose  River  over  U.S. 
Highway  201.  to  the  International 
Boundary  Line  and  return  over  the  same 
route,  serving  no  intermediate  points 

HEARING:  March  13,  1962.  at  the 
Senate  Chamber.  State  House.  Augusta. 
Maine,  t)efore  Joint  Board  No.  115.  or, 
if  the  Joint  Board  waives  its  right  to 
participate,  before  Examiner  James  A. 
McKiel. 

No.  MC  31600  <  Sub-No.  518',  filed  De- 
cember 8,  1961.  Applicant:  P.  B.  MU- 
TRIE  MOTOR  TRANSPORTATION. 
INC..  Calvery  Street.  Waltham  54,  Mass. 
Applicant's  attorney:  Harry  C.  Ames.  Jr.. 
Transportation  Building,  Washington. 
D.C.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Whiskey. 
in  bulk,  in  tanlc  vehicles,  from  Bards- 
town.  Ky.,  and  points  within  fifteen  <  15 1 
miles  thereof,  to  points  in  Connecticut, 
Rhode  Island.  New  Jersey,  and  Delaware. 

HEARING:  March  12.  1962.  at  the 
Federal  Building.  Providence.  R.I..  be- 
fore Examiner  Abraham  J.  Essrick. 

No.  MC  40858  <  Sub-No.  51  >,  filed  No- 
vember 13.  1961.  Applicant:  THE 
SILVER  FLEET  MOTOR  EXPRESS, 
INC..  216  Pearl  Street,  Louisville  2.  Ky. 
Applicant's  attorney:  Clifford  E.  Sanders. 
321  East  Center  Street,  Kingsport.  Tenn. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  reg- 
ular routes,  transporting:  General  covi- 
modities  i  except  loose  bulk  commodities, 
livestock.  Classes  A  and  B  explosives, 
currency,  bullion,  articles  of  virtu,  and 
commodities  which  are  contaminating 
or  injurious  to  other  lading,  or  which 
exceed  ordinary  equipment  and  loading 
facilities),  between  Elkton,  Tenn.,  and 
Athens,  Ala.;  from  Elkton  over  new,  re- 
located U.S.  Highway  31  to  Athens,  and 
return  over  the  same  route,  serving  no 
intermediate  points,  as  an  alternate 
route  for  operating  convenience  only, 
used  in  connection  with  applicant's  pres- 
ently authorized  regular-route  ojiera- 
tions  over  old  U.S.  Highway  31. 

HEARING:  March  20,  1962,  at  the 
Dinkier-Andrew  Jackson  Hotel,  Nash- 
ville, Tenn.,  before  Joint  Board  No.  106, 
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or.  if  the  Joint  Board  waives  its  right  to 
participate,  before  Examiner  Francis  A. 
Welch. 

No.  MC  41255  'Sub-No.  35 >.  filed 
October  24.  1961.  Applicant:  GRUBB 
MOTOR  LINES.  INC  .  P  O.  Drawer  567, 
Lexington.  N  C.  Applicant's  attoriu-y: 
William  M.  York.  201-204  Jefferson 
Building.  Greensboro.  N  C.  Authority 
.sought  to  operate  as  a  common  earner. 
by  motor  vehicle,  ovt'r  irregular  routes, 
transporting:  New  furniture,  crated,  as 
listed  in  Appendix  II  to  the  report  m 
Descriptions  in  Motor  Carrier  Certifi- 
cates. 61  MC.C.  209,  273-274.  from 
Goldsboro.  N.C  .  to  points  in  Connecti- 
cut, Delaware,  Florida.  Georgia,  Maine. 
Maryland,  Massac hiusetts.  New  Hamp- 
shire, New  Jersey.  New  York,  Pennsyl- 
vania. Rhode  Island.  South  Carolina. 
Vermont,  and  the  District  of  Columbia. 

HEARING:  March  2.  1962,  at  the  US 
Court    Rooms.    Uptown    F  O.    Building, 
Raleigh,  N  C  .  before  Examiner  A.  Lane 
Cricher. 

No.  MC  41255  'Sub-No.  36'.  filed 
November  14.  1961.  Applicant:  GRUBB 
MOTOR  LINES.  INC.  Old  Sahsbury 
Road.  PO  Box  847,  Lexington.  N  C. 
Authority  .sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  New  fur- 
niture, crated  and  uncrated.  as  listed  in 
Appendix  II  to  the  report  in  Descrip- 
tions in  Motor  Carrier  Certificates.  61 
M.C.C.  209.  273-274.  from  Siler  City. 
N.C.  to  points  in  Connecticut.  Delaware, 
Florida,  Georgia.  Maine,  Massachusetts, 
Maryland,  New  Hampshire,  New  Jersey. 
New  York.  Pennsylvania,  Rhode  Islarid, 
and  Vermont,  and  rejected  shipments  of 
neiv  furniture,  on  return. 

HEARING:  March  2.  1962.  at  the  US. 
Court  Rooms,  Uptown  Post  Office  Build- 
ing, Raleigh,  N.C,  before  Examiner  A. 
Lane  Cricher. 

No.  MC  55811  I  Sub-No.  75',  filed  No- 
vember 9,  1961.  Applicant:  CRAIG 
TRUCKING.  INC.,  Albany,  Ind  Appli- 
cants attorney:  Howell  Ellis,  Suite  1210 
Fidelity  Building.  Ill  Monument  Circle. 
Indianapolis  4.  Ind.  Authority  sous:ht  to 
operate  as  a  common  earner,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Foodstuffs,  food  preparations  and 
baby  supplies  from  Fremont.  Mich  ,  to 
points  in  Iowa,  and  rejected  or  returned 
shipments  on  return. 

HEARING:  March  1.  1962,  at  the  Mid- 
land Hotel.  Chicago.  Ill  .  before  Examiner 
Huf^h  M.  Nicholson. 

No.  MC  55811  'Sub-No  76'.  filed  Jan- 
uary 11.  1962.  Applicant:  CRAIG 
TRUCKING.  INC.,  Albany.  Ind.  Appli- 
cant's attorney:  Howell  Ellis.  Fidelity 
Building.  Ill  Monument  Circle.  Indi- 
anapolis 4,  Ind.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Plastic  containers  and  tubing  be- 
tween Lapel.  Ind..  on  the  one  hand,  and 
on  the  other,  points  in  Illinois  and  Ohio: 
points  in  the  lower  peninsula  of  Michi- 
gaa;  points  in  Iowa  within  ten  <10> 
miles  of  the  Iowa-Illinois  Stat«  line; 
points  in  Missouri  within  ten  dOi  miles 
of  the  Missouri-Illinois  State  line;  points 
in  Kentucky  within  ten  <10'  miles  of 
the  Kentucky-Illinois  State  line,  the 
Kentucky-Indiana  St^te  line   and   the 


Kentucky-Ohio  State  line;  points  in 
West  Virginia  within  ten  (10)  miles  of 
the  West  Virginia-Ohio  State  line; 
iwints  in  Pennsylvania  within  ten  (10) 
miles  of  the  Pennsylvania-Ohio  State 
line;  points  in  Allegheny.  Beaver.  Butler. 
Lawrence.  Mercer,  and  Washington 
Counties,  Pa  ;  auid  Brockway.  Jeannette, 
North  East.  Schenley.  and  South  Con- 
nellsville.  Pa  .  and  points  within  ten  (10) 
miles  of  Jeannette.  Schenley.  and  South 
Connellsville.  Pa. 

HEARING:  February  1,  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission, Washini'ton,  D.C.  before  Ex- 
aminer Frank  R.  Saltzman. 

No.  MC  64806  i Sub-No.  7),  filed  Octo- 
ber 16,  1961.  Applicant:  R.  P.  THOMAS 
TRUCKING  COMPANY,  INCORPO- 
RATED. 926  Danville  Road,  Martinsville, 
Va.  Applicant's  representative:  Thax- 
ton  Richardson.  Greensboro,  N.C.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  New  Furniture,  tli 
from  Pulaski.  Va..  to  points  in  Connecti- 
cut. Rhode  Island,  and  Massachusetts, 
'2'  from  Bassett  and  Martinsville.  Va., 
to  points  in  Connecticut,  Rhode  Island. 
Massachusetts,  and  New  York  and  <3> 
damaged  and  rejected  shipments  of  new 
furniture,  m  «1'  and  <2>  above,  on 
return. 

liEARINC}:  March  1.  1962.  at  the  U.S. 
Court  Rooms.  Uptown  Post  Office  Build- 
ing. Raleigh.  N.C  .  before  Examiner  A. 
Lane  Cricher. 

No.  MC  77972  < Sub-No.  2).  filed  No- 
vember 6.  1961.  Applicant:  MER- 
CHANTS TRUCK  UNE.  INC.,  P.O.  Box 
209.  New  Albany.  Miss.  Applicant's 
attorney:  Rubel  L.  J^hiUips,  Deposit 
Guaranty  Bank  Building.  Jackson.  Miss. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  regular 
routes,  transporting:  General  coiyimodi- 
ties  •  except  those  of  unusual  value. 
Classes  A  and  B  explosives,  livestock, 
commodities  in  bulk.  Commodities  re- 
quiring special  equipment,  and  those 
injurious  or  contaminating  to  other 
ladin«  • ,  from  New  Albany,  Miss.,  to 
Pontotoc.  Ackerman.  and  Louisville, 
Miss.;  ( 1 1  from  New  Albany  over  Missis- 
sippi Highway  15  to  Pontotoc.  Ackerman, 
and  Louisville,  and  return  over  the  same 
route,  serving  no  intermediate  points.  <2> 
between  Ackerman  and  Starkville,  Miss.; 
over  Mississippi  Highway  12  for  operat- 
ing convenience  only,  serving  no  inter- 
mediate points,  and  t3>  between  Louis- 
ville and  Starkville.  Miss.;  over  Missis- 
sippi Highway  25  for  operating  conven- 
ience only,  serving  no  intermediate 
points. 

Notf:  .'Vnpli'^.int  ^l.»tes  it  is  already  autlior- 
izod  to  s^rve  Pcnfotoc  us  an  off-route  jjolnt 
inuier  Docket  No    MC  77972. 

HEARING:  March  12,  1962.  at  the 
Robert  E.  Lee  Hotel.  Jackson,  Miss., 
before  Joint  Board  No.  97,  or,  if  the 
Joint  Board  waives  its  right  to  partici- 
pate, before  Examiner  Francis  A,  Welch. 

No.  MC  81968  (Sub-No.  20),  filed  De- 
cember 21,  1961.  Applicant:  B  &  L  MO- 
TOR FREIGHT,  INC.  171  Riverside. 
Newark,  Ohio.  Applicant's  attorney: 
Clarence  D.  Todd.  1825  Jefferson  Place 
NW..  Washington,  D.C.  Authority 
sought  to  operate  as  a  contract  carrier. 
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by  motor  vehicle,  over  irregxilar  routes, 
transporting:  Equipment,  materials  and 
supplies,  used  in  the  instailation  and 
erection  of  fiberglass  materials  and 
products,  fibrous  glass,  mineral  todol 
products,  plastic  materials  and  plastic 
products  (in  mixed  shipments  toith  such 
materials  and  products),  between  New- 
aik.  Ohio,  on  the  one  hand,  and  on  the 
other,  points  in  Ohio,  Petmsylvanla, 
West  Virginia.  Kentucky.  New  York,  In- 
diana. Illinois,  Michigan,  Wisconsin, 
Missouri.  Delaware.  Maryland.  New  Jer- 
sey. Connecticut,  Massachusetts,  Rhode 
Island,  the  District  of  Columbia,  and 
points  in  BLansas  within  the  Kansas  City, 
Mo-Kansas  City,  Kans.,  Commercial 
Zone. 

Note:  Applicant  states  that  it  la  under 
common  control  with  Atlas  Freight  Lines. 
Inc  .  and  Service  Motor  Freight.  Inc..  both 
contract  carriers.  Applicant  also  refers  to 
its  application  to  acquire  control  of  Capitol 
Motor  Freight.  Inc.  (MC-F-7753).  Note  fur- 
ther that  applicant  holds  common  carrier 
authority  under  MC-123255.  so  dual  opera- 
tion may  be  Involved. 

HEARING:  February  28.  1962,  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington.  D.C,  before  Exam- 
iner William  R.  Tyers. 

No.  MC  95540  (Sub-No.  388) .  filed  No- 
vember  8.  1961.  Applicant:  WATKINS 
MOTOR  LINES.  INC.  Albany  Highway, 
Thomasville.  Ga.  Applicant's  attorney: 
Jcseph  H.  Blackshear,  Gainesville,  Oa. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Frozen 
foods  from  Charleston.  S.C.  and  Sa- 
vannah. Ga..  to  points  in  Arkansas  and 
Wisconsin. 

Note:  Applicant  states  that  It  is  aflillated 
"with  Arctic  Express.  Inc..  through  stock 
ownership  In  Bill  Watkins.  and  Watklns  Mo- 
tor Lines,  Inc." 

HEARING:  February  27.  1962.  at  the 
Midland  Hotel.  Chicago,  111.,  before  Ex- 
aminer Hugh  M.  Nicholson. 

No.  MC  95540  (Sub-No.  390).  filed  De- 
cember 6.  1961.  Applicant:  WATKINS 
MOTOR  LINES.  INC.  Albany  Highway. 
Thomasville.  Ga.  Apphcant's  attorney: 
Joseph  H.  Blackshear,  Gainesville,  Oa. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Foods 
and  foodstuffs,  from  points  in  Maine, 
Massachiisetts,  New  Hampshire,  New 
Jersey.  New  York.  N.Y..  including  the 
Commercial  Zone,  as  defined  by  the 
Commission,  and  Pennsylvania,  to  points 
in  Arizona.  California.  Colorado,  Idaho. 
Iowa.  Kansas,  Minnesota,  Missouri,  Mon- 
tana, Nebraska.  Nevada.  New  Mexico. 
North  Dakota.  Oregon,  South  Dakota. 
Utah.  Washington,  Wisconsin,  and  Wy- 
oming. 

Note:  Applicant  states,  "It  Is  affiliated  with 
Artie  Express,  Inc.,  through  stock  ownership 
in  Bill   Watkins  and  Watklns  Motor  Lines. 

Inc-  " 

HEARING:  February  27,  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission, Washington.  D.C,  before  Ex- 
aminer William  K.  Royall. 

No.  MC  105813  (Sub-No.  48),  filed  Oc- 
tober 30.  1961.  AwJlicant:  BELPORD 
TRUCKING  CO.,  INC.,  1299  Northwest 
No.  &6— 4 
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23d  Street,  Miami.  Fla.  Applicant's  at- 
torney: David  Axelrod,  39  South  La 
SaUe  Street.  Chicago,  HI.  Authority 
sought  to  (H?erate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes. 
tranqiMrting:  Meats,  packing  house 
products,  and  commodities,  used  by 
packing  houses,  as  described  in  Appen- 
dix I  to  the  report  in  Descriptions  in 
Motor  Carrier  Certificates.  61  M.C.C  209, 
and  766,  from  Memphis,  Term.,  to  points 
in  Arkansas,  Louisiana,  Mississippi.  Ala- 
bama, Georgia,  Florida,  North  Carolina. 
and  South  Carolina. 

HEARING:  March  6.  1962.  at  the  Cla- 
ridge  Hotel.  Memphis,  Term.,  before  Ex- 
aminer Francis  A.  Welch. 

No.  MC  105813  (Sub-No.  52) .  filed  No- 
v«nber  16.  1961.  Applicant:  BELPORD 
TRUCKINO  CO..  INC.,  1299  Northwest 
23d  Street,  Miami  42,  Fla.  Applicants 
attorney:  Sol  H.  Proctor.  1730  Lynch 
Building,  Jacksonville  2,  Fla.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Lighting  fixtures,  power 
hand  saws,  bath  cabinets,  sprayers,  and 
compressors,  from  Hopkinsville,  Ky., 
Chicago,  ni..  and  Sheboygan.  Wis.,  to 
points  in  Alabama.  Arkansas,  Florida, 
Georgia.  Kentucky.  Louisiana.  Missis- 
sippi. North  Carolina.  Oklahoma,  South 
Carolina.  Tennessee,  and  Texas. 

HEARING:  March  2. 1962,  at  the  Mid- 
land Hotel,  Chicago.  111.,  before  Exam- 
iner Hugh  M.  Nicholson. 

No.  MC  107012  (Sub-No.  39) ,  filed  No- 
vember 13.  1961.  Applicant:  NORTH 
AMERICAN  VAN  LINES.  INC.,  P.O.  Box 
988.  Port  Wayne,  Ind.  Applicants  rep- 
resentative: Charles  H.  Trayford.  Room 
3001.  220  East  42d  Street.  New  York  17, 
N.Y.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Pianos 
and  piano  benches  (uncrated) ,  from  New 
York,  N.Y.,  and  points  in  Warren 
County,  N.Y.,  to  points  in  Alabama, 
Alaska,  Connecticut,  Delaware,  Florida, 
Georgia,  HawaU,  Maine,  Maryland,  Mas- 
sachusetts, New  Hampshire,  New  Jersey, 
New  York,  North  Carolina.  Pennsylvania. 
Rhode  Island,  South  Carolina.  Vermont. 
Virginia,  West  Virginia,  and  the  District 
of  Colmnbia,  and  rejected  and  returned 
pianos,  on  return. 

HEARING:  March  9.  1962.  at  346 
Broadway.  New  York,  N.Y..  before  Exam- 
iner Abraham  J.  Essrick. 

No.  MC  107323  (Sub-No.  36) ,  filed  No- 
vember 15.  1961.  Applicant:  GILLI- 
LAND  TRANSFER  COMPANY,  a  corpo- 
ration. 21  West  Sheridan  Street,  Fre- 
mont. Mich.  Applicant's  attorney: 
Howell  Ellis.  1210-12  Fidelity  Building. 
Ill  Monument  Circle,  Indianapolis  4, 
Ind.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (1)  Food- 
stuffs, food  preparations,  and  baby  sup- 
plies, from  Fremont,  Mich.,  to  points  in 
Iowa;  and  (2)  Returned  and  rejected 
shipments  of  the  above-specified  com- 
modities, from  points  in  Iowa  to  Fre- 
mont, Mich. 

HEARING:  March  1.  1962,  at  the 
Midland  Hotel.  Chicago.  111.,  before  Ex- 
aminer Hugh  M.  Nicholson. 

No.  MC  107475  (Sub-No.  50) .  filed  No- 
vember 6,  1961.  Applicant:  DANCE 
FREIGHT  LINES.  INC.,   728  National 
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Avenue.  Lexington,  Ky.  Applicant's  at- 
torney: Paul  M.  Daniell.  214  Grant 
Building,  Atlanta  3,  Ga.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  regular  routes, 
transporting:  General  commodities  (ex- 
cept those  of  unusual  value.  Classes  A 
and  B  explosives,  household  goods  as  de- 
fined by  the  Commission,  commodities  in 
bulk,  and  those  requiring  special  equip- 
ment) ,  between  Clinton,  Tenn.,  and  Har- 
riman,  Tenn.,  from  Clinton  over  Termes- 
see  Highway  61  to  Harriman,  and  return 
over  the  same  route,  serving  no  inter- 
mediate points  and  serving  Harriman  for 
joinder  to  existing  routes  only,  as  an  al- 
ternate  route  for  convenience  only. 

HEARING:  March  16,  1962,  at  the 
Dinkier-Andrew  Jackson  Hotel,  Nash- 
ville, Tenn.,  before  Joint  Board  No.  107, 
or,  if  the  Joint  Board  waives  its  right 
to  participate,  before  Examiner  Francis 
A.  Welch. 

No.  MC  107496  (Sub-No.  218),  filed 
November  20.  1961,  AppUcant:  RUAN 
TRANSPORT  CORPORATION,  408 
Southeast  30th  Street.  Des  Moines,  Iowa. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular rovjies,  transporting:  Sugar,  in 
bulk,  in  tank  vehicles,  from  Memphis. 
Tenn.,  to  points  in  Arkansas,  Mississippi, 
and  Missouri. 

Note:  Dual  operations  may  be  Involved, 
as  applicant  is  presently  authorized  to  con- 
duct operations  as  a  contract  carrier  in  MC- 
119136  and  subs  thereunder.  Applicant 
states  that  It  is  wholly  owned  by  John  Ruan. 
and  It  controls  and  owns  all  of  the  out- 
standing capital  stock  of  Illlnols-Ruan 
Transport  Corporation,  a  certificated  carrier 
In  Interstate  commerce. 

HEARING:  March  5.  1962,  at  the  Cla- 
ridge  Hotel,  Memphis,  Tenn.,  before 
Examiner  Francis  A.  Welch. 

No.  MC  108053  (Sub-No.  29) ,  fUed  No- 
vember 8,  1961.  Applicant:  LITTLE 
AUDREY'S  TRANSPORTATION  COM- 
PANY, INC.,  P.O.  Box  310.  Fremont, 
Nebr.  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  (1) 
Fresh  meat  and  packing  house  produx:ts, 
from  Lincoln,  Nebr..  to  points  in  Cali- 
fornia, and  (2)  Fresh  meat,  packing 
house  products,  and  frozen  foods,  from 
Pueblo,  Colo.,  to  points  in  California. 

Note:  Applicant  states  It  Is  controlled  by 
Midwest  Kmery  Freight  System,  Inc. 

HEARING:  February  26,  1962,  at  the 
Midland  Hotel,  Chicago,  111.,  before 
Examiner  Hugh  M.  Nicholson. 

No.  MC  108053  (Sub-No.  32).  fUed 
January  11,  1962.  Applicant:  LITTLE 
AUDREYS  TRANSPORTATION  COM- 
PANY, INC.,  P.O.  Box  310,  Fremont. 
Nebr.  Applicants  attorney:  David  Axel- 
rod,  39  South  La  Salle  Street,  Chicago  3, 
111.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (1) 
Frozen  foods  and  potato  products,  not 
frozen  from  points  in  Washington, 
Oregon,  Idaho,  and  Utah,  to  points  in 
Nevada,  Utah,  Arizona,  New  Mexico, 
Minnesota,  Missouri,  Colorado,  Wyoming, 
Montana,  North  Dakota,  South  Dakota, 
Nebraska,  Wisconsin,  Upper  Peninsula  of 
Michigan,  Illinois,  Iowa,  Kansas,  Cali- 
fornia,   Louisiana,    Oklahoma,    Texas, 
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Arkansas,  and  Kentucky.  "2>  from  points 
in  Idaho  and  Utah,  to  points  In  Oregon 
and  Washington,  <3)  from  points  in 
Oregon,  to  points  in  Washington  and 
Idaho,  and  <4>  from  points  in  Washing- 
ton to  points  in  Oregon  and  Idaho. 

HEARING:  February  5.  1962.  at  the 
Public  Utilities  Commission.  State  House, 
Boise,  Idaho,  before  Examiner  Donald  R. 
Sutherland. 

No.  MC108676  <Sub  No.  6'.  filed 
October  2,  1961.  Applicant:  A  J  MET- 
LER  HAULING  L  RIGGING,  INC  .  117 
Chlcamauga  Avenue  NE  ,  Knoxville  17. 
Tenn.  Applicants  attorney:  Samuel  W. 
Earnshaw.  983  National  Press  Building. 
Washington  4.  DC  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Commodities  requiring  special 
equipment,  (D  between  points  in  Ten- 
nessee, on  the  one  hand,  and,  on  the 
other,  points  in  Alabama.  Georaiia.  Ken- 
tucky, North  Carolina,  South  Carolina, 
and  Virginia,  and  '2»  between  points  m 
Tennessee. 

'Sen:  Applicant  states  no  authority  dupli- 
cating present  rights  Is  herein  sought 

HEARING:  February  28.  1962.  at  the 
U.S.  Court  Rooms.  Knoxville.  Tenn  .  be- 
fore Examiner  Francis  A.  Welch. 

No.  MC  108884  (Sub-No.  7'.  filed 
November  9.  1961.  Applicant:  ROGERS 
AND  KASPER,  INC  .  Route  46.  Great 
Meadows.  N.J.  Applicants  representa- 
tive: Bert  Collins.  140  Cedar  Street.  New 
York  6.  N.Y.  Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Frozen  foods,  in  mechanically  re- 
frigerated vehicles,  from  New  York.  NY, 
Jersey  City,  Secaucus,  and  South 
Hackensack,  N.J..  to  points  in  Warren 
County.  NJ..  Lehigh.  Northampton. 
Berks.  Lackawanna,  Luzerne.  North- 
umberland. Dauphin,  and  Cumberland 
Counties,  Pa..  Broome  County.  NY,  and 
Hagerstown.  Md..  and  rejected,  returned 
and  damaged  shipments,  on  return 

Norm:  Applicant  states  It  presently  holds 
a  substantial  portion  of  the  above  author- 
ity, restricted  to  shipments  of  5.0O0  pounds 

HEARING:  March  1.  1962,  at  346 
Broadway,  New  York.  N  Y  .  l>efore  Ex- 
aminer James  A.  McKiel. 

No.  MC  109250  (Sub-No.  7',  filed 
September  8,  1961.  Applicant:  ELMER 
N.  WILKINSON,  doing  business  as  EL- 
MER N.  WILKINSON  HAULING.  West 
Center  Street.  Mebane.  N  C.  Appli- 
cant's attorney:  Connie  E  Bolden, 
Mebane.  N  C.  Authority  sought  to 
operate  ais  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: New  furniture,  uncrated:  from 
Mebane.  N.C..  and  points  within  2  miles 
thereof,  to  points  in  Pennsylvania  and 
West  Virginia,  and  empty  containers  or 
other  such  incidental  facilities,  used  in 
transporting  the  above-described  com- 
modity, on  return. 

NoT¥:  Applicant  states  the  above- 
described  operation  will  be  for  the  account 
of  Craltlque.  Inc. 

HEARING:  March  1.  1962.  at  the  U.S. 
Court  Rooms,  Uptown  Post  Office 
Building.  Raleigh,  N C.  before  Examiner 
A.  Lane  Cricher. 


NOTICES 

No  MC  109497  < Sub-No.  7'  'AMEND- 
MENT', filed  December  27,  1961.  pub- 
lished FxDERAL  Register,  issue  of  Jan- 
uary 17,  1962.  amended  January  17.  1962. 
and  republished  as  amcndt-d  this  i.ssur. 
Applicant:  A  F  COMER,  dome  bu.sine.ss 
as  A  F  COMER  TRANSIORT  SERV- 
ICE, Rocky  Mount,  NC  Applicants 
attorney:  James  E  Wil.son.  HUE  Street 
NW  .  Wa.shinKton  4.  DC  Authority 
souRhl  to  operate  as  a  common  earner. 
by  motor  vehicle,  over  irrenular  routes 
transpKjrtiny :  Gasoline,  krrosene.  fuel 
oih.  ;et  fuels,  lubncatino  nils,  and  anl- 
vents.  from  Wilmington.  NC.  to  points 
in  Vinrmia 

NoTz  The  purpose  o:  thi.s  repuWicatimi 
lA  to  add  soUenis  to  thf  cotnniodltifs  pru- 
[Ki  cd  to  be  tr.iiibiK)rted 

HEARING  Remam.s  as  a-s.sinned  Jan- 
uary 31,  1962.  at  the  US  Court  Rooms, 
Uptown  Post  OfRce  Buildinu.  Raleigh, 
N  C  .  before  Joint  Board  No  7 

No  MC  110420  'Sub-No  302'.  filed 
Novembers,  1961  Applicant  QUALITY 
CARRIERS,  INC  ,  Calumet  Street,  Bur- 
lington. Wis.  Applicants  attorney: 
Paul  F  Sullivan.  1821  JrfTcrson  Place 
NW  .  Washington  6.  DC.  Authority 
souuiht  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irro'-^ular  routes, 
transportmK :  '1'  Adhesive,  m  bulk,  m 
tank  vehicles,  from  ChicaRO,  III  ,  to 
points  in  Wisconsin.  Iowa.  Indiana,  Ne- 
braska. Minnesota.  Michr^an,  Missouri. 
Ohio,  Kentucky.  Tennessee,  and  Paw- 
tucket,  RI.:  "2'  Itqutd  softener,  m  bulk. 
in  tank  vehicles,  from  Poona,  111  .  to 
points  in  Ohio.  Indiar.a.  Michigan.  Wis- 
consin. Minnesota.  Iowa.  Missouri.  Ken- 
tucky, and  Tennessee:  '3'  talc,  dry,  in 
bulk,  in  tank  or  hoppor-ty{)e  vehicles, 
from  Great  Lakes.  Ill  .  to  Sun  Praine, 
Wis  :  '4'  ro5in.  in  bulk  m  tank  vehicles, 
from  Columbia,  Miss  .  to  Chicago.  Ill 
'5'  animal  blood,  around  hone,  and 
ground  animal  offal,  and  blends  or  mix- 
tures thereof,  in  bulk,  in  tank  vehicles, 
from  Sioux  City  and  Spencer.  Iowa,  and 
Madison,  Wis  ,  to  Rockford,  111. 

HEARING  February  28.  1962.  at  the 
Midland  Hotel,  Chicago,  111  ,  before  Ex- 
aminer  Hugh   M    Nicholson 

No  MC  112815  'Sub-No  3'.  filed 
October  25,  1961  Applicant:  SARACCO 
TRUCKING  CO  ,  INC  ,  448  West  Broad- 
way, New  York.  NY  Applicants  attor- 
ney :  Arthur  J.  Piken.  160-16  Jamaica 
Avenue,  Jamaica  32.  N  Y  Authority 
sought  to  operate  as  a  commtm  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Wine,  in  bulk,  in  tank  ve- 
hicles, and  returned,  refused,  and  re- 
jected shipments.  l>etween  points  in  the 
New  York.  NY  ,  Commercial  Zone  as  de- 
fined by  the  Commission  in  the  Fifth 
Supplemental  Report  53  MCC.  451,  on 
the  one  hand,  and,  on  the  other,  points 
in  Connecticut.  Massachusetts,  and  the 
District  of  Columbia 

NoTT  Carrier  holds  Certificate  MC  112815 
( Sub-No  li  authorizing  transjxirtatlon  of 
the  above-ntuned  commodity  from  New  York. 
N  Y  ,  and  the  Commerci.il  Zone  thereof  as 
defined  by  the  Commlsslim  to  points  In  cer- 
tain named  states. 

HEARING:  March  5.  1962.  at  346 
Broadway.  New  York.  NY,  before  Exam- 
iner Abraham  J   Essrlck. 


No  MC  113106  <Sub-No.  9>,  filed  De- 
cember 26,  1961.  Applicant:  KENNETH 
K  ZECHMAN  AND  HARRY  E.  ZECH- 
MAN.  a  partnership,  doing  business  as 
BLUE  DIAMOND  CO..  4401  East  Fair- 
mont Avenue.  Baltimore  24.  Md.  Ap- 
plicanfs  representative:  Bernard  N 
Gingerich,  Quarryville,  Pa,  Authority 
souKht  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  il'  Insecticides,  herbi- 
cides, and  fungicides  'except  in  bulk,  in 
tank  vehicles',  sprayers,  applicators.  o\ 
distributors,  and  parts  thereof,  for 
applying  fertilizers,  insecticides,  herbi- 
cides, and  fungicides,  and  advertisincj 
paraphernalia  and  displays  used  in  pro- 
moting the  sale  of  the  foregoing  com- 
modities, limited  to  shipments  trans- 
ported simultaneously  with  fertilizer 
materials  from  Baltimore,  Md..  to  Wil- 
mington. Del  ,  Washington,  D.C.,  points 
in  Pennsylvania  and  Virginia  within  200 
miles  of  Baltimore.  Md.,  and  points  in 
that  part  of  New  York  on  and  west  of 
New  York  Highway  14;  and  <2)  damaged 
shipments  of  the  immediately  above- 
specified  commodities  from  the  destina- 
tion points  specified  above  to  Baltimore. 
Md 

NoTt  In  the  c\ent  the  above  authority  i.s 
j;r.inted.  applicant  requests  that  upon 
is.'uanre  of  same,  cancellation  of  the  pres- 
ently held  authority  to  transport  insrcti- 
ride^.  tierbtrtdes  and  fungicides  (except  In 
bulk  in  tank  vehicles),  xprayers.  applicators 
or  di.<i'nbutor».  and  parti  thereof,  for  apply- 
ing fertilizers,  insecticides,  and  fungicides, 
and  adi  rrti^ing  paraphernalia  and  dtsplai/t 
wed  m  promofi.Tfr  ttie  .lale  of  the  foregoing 
i-o m rnrxi It II' r,  limited  to  shipments  trans- 
jx)rted  simultaneously  with  fertilizer  mate- 
rials from  the  plant  sites  or  warehouses  of 
Swift  &  Coinp.vny  and  Miller  Chemical  ajid 
Fertilizer  Corp  Baltimore,  Md  .  to  Wilming- 
ton. Del  WabhtiiKton.  DC  ,  points  In  Penn- 
sylvania and  Virginia  within  200  miles  of 
Baltimore  Md  and  (xilnts  In  that  part  of 
New  York  on  and  west  of  New  TorJt  High- 
way 14;  and  damaged  .shipments  of  the 
aboii'-tpi-cificd  comtnodttiea  from  the  des- 
tination points  specified  Immediately  above 
to  the  plant  sites  or  warehouses  of  Swift  iV 
Company  and  Miller  Chemical  and  Fertilizer 
Corp  .  Baltimore.  Md 

HEARING:  Februai-y  28.  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington.  DC,  before  Ex- 
aminer David  Waters. 

No.  MC  113267  <Sub-No.  52>,  filed 
November  15.  1961.  Applicant:  CEN- 
TRAL L  SOUTHERN  TRUCK  LINES. 
INC  .312  West  Morris  Street,  Case>'ville. 
Ill  Applicants  representative:  Fred- 
erick H  FiKKC  'same  address  as  appli- 
cant' .  Authority  sought  to  ojjerate  as  a 
rommori  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Frozen 
food  'when  shipped  in  the  ."^ame  vehicle 
with  shipments  of  meats,  meat  products, 
meat  b*'-products,  daii-y  products,  and 
articles  distributed  by  meat  packing 
houses' .  from  Memphis,  Tenn..  to  points 
m  that  part  of  Alabama,  north  and  west 
of  Jackson,  De  Kalb.  Etowah.  St.  Clair. 
Shelby.  Bibb,  Hale.  Marengo,  and  Choc- 
taw Counties.  Ala.,  points  In  that  part  of 
Mississippi,  north  of  Clarke.  Jasper. 
Smith.  Simpson.  Copiah,  and  Clalrbornc 
Counties.  Miss.,  points  in  that  part  of 
Arkansas  east  Columbia.  Nevada.  Pike. 
Montgomery.    Scott,    Logan.    Johnson. 
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Madison,  and  Carroll  Counties,  Ark.,  and 
points  in  that  part  of  Tennessee,  west  of 
Sumner.  Wilson,  Rutherford,  Bedford, 
and  Lincoln  Counties.  Tenn. 

Note:  Applicant  has  pending  contract  car- 
rier authority  MC  60132  Sub  57.  Applicant 
.states  they  are  "stockholders  and  officers"  In 
the  following  Motor  Carriers  of  passengers 
and  baggage  and  express.  Industrial  Lines. 
Inc  .  MC  114168.  Vandalla  Bus  Line,  Inc..  MC 
i.'G98  In  addition  thereto  Oliver  and  Kathryn 
.Anderson  are  oflQcers  and  stockholders  In 
ta.seyvllle  Bus  Lines,  Inc.,  MC  110846. 

HEARING:  March  2.  1962.  at  the 
Claridge  Hotel.  Memphis,  Tenn.,  before 
Examiner  Francis  A.  Welch. 

No.  MC  113336  (Sub-No.  51).  filed  De- 
cember  26.  1961.  Applicant:  PETRO- 
LEUM TRANSIT  COMPANY.  INC..  P.O. 
Box  29.  Lumberton.  NC.  Applicant's  at- 
torney: James  E.  Wilson,  Perpetual 
Building.  HUE  Street  NW.,  Washington 
4.  DC.  Authority  sought  to  operate  as  a 
coynmon  carrier,  by  motor  ?ehicle,  over 
irregular  routes,  transporting:  Liquid 
sugar,  in  bulk,  in  tank  vehicles,  from 
New  York.  NY.,  to  points  in  Tennessee, 
Kentucky.  Virginia.  North  Carolina, 
South  Carolina,  and  Georgia. 

Note:   Common  control  may  be  Involved. 

HEARING:  February  28.  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington.  D.C..  before  EIx- 
aminer  Lawrence  A.  Van  Dyke,  Jr. 

No.  MC  113336  (Sub-No.  52), 
(AMENDMENT),  filed  December  27, 
1961.  published  Federal  Recistbr,  issue 
of  January  17.  1962.  amended  Janu- 
ary 17.  1962.  and  republished  as 
amended  this  issue.  Applicant:  PE- 
TROLEUM TRANSIT  COMPANY.  INC., 
PO.  Box  29.  Lumberton,  N.C.  Appli- 
cant's attorney:  James  E.  Wilson.  Per- 
petual Building.  1111  E  Street  NW.. 
Washington  4.  D.C.  Authority  sought 
to  operate  as  a  common  carrier,  by 
motor  vehicle,  over  irregular  routes. 
transporting:  Gasoline,  kerosene,  fuel 
oils,  jet  fuels,  lubricating  oils,  and  sol- 
vents, from  Wilmington,  N.C,  to  points 
in  Virginia. 

Note:  The  purpose  of  this  republication 
Is  to  add  solvents  to  the  conunodities  pro- 
posed to  be  transported. 

HEARING:  Remains  as  assigned  Jan- 
uary 31.  1962,  at  the  U.S.  Coiu-t  Rooms, 
Uptown  Post  Office,  Raleigh.  N.C,  before 
Joint  Board  No.  7. 

No.  MC  114019  (Sub-No.  68).  fUed 
October  30,  1961.  Applicant:  MID- 
WEST EMERY  FREIGHT  SYSTEM, 
INC..  7000  South  Pulaski  Road.  Chicago, 
111.  Applicant's  attorney:  David  Axel- 
rod.  39  South  La  Salle  Street.  Chicago  3, 
111.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Meats. 
packing  house  products,  and  commodi' 
ties  used  by  packing  houses,  as  described 
in  Appendix  I  to  the  report  in  Descrip- 
tions in  Motor  Carrier  Certificates.  61 
MCC  209  and  766,  from  Memphis, 
Tenn..  to  points  In  Kentucky.  Illinois, 
Indiana.  Michigan,  Ohio.  West  Virginia, 
Virginia,  Maryland,  Delaware,  Pennsyl- 
vania. New  Jersey.  New  York,  Maine, 
New  Hampshire,  Vermont,  Connecticut, 
Massachusetts.  Rhode  Island,  and  the 
District  of  Columbia. 
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NoTs:  Applicant  states  it  controls  Little 
Audrey's  Tninq>ortation  Co..  Inc. 

HEARINO:  liCarch  6.  1962,  at  the 
Claridge  Hotel,  Memphis,  Tenn.,  before 
Examiner  lYancis  A.  Welch. 

No.  MC  114019  (Sub-No.  80) .  filed  Jan- 
uary 16,  1962.  AppUcant:  MIDWEST 
EMERY  FREIGHT  SYSTEM.  INC.,  7080 
South  Pulaski  Road.  Chicago  29,  ni.  Ap- 
pUcant's  attorney:  William  P.  SulUvan, 
1825  Jefferson  Place.  NW.,  Washington 
6.  D.C.  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Frozen 
foods,  from  Cleveland.  Ohio,  to  Bis- 
marck. N.  Dak.,  Salt  Lake  City.  Utah. 
Denver,  Colo.,  and  points  in  Oregon  and 
Washington. 

NoT«:  Applicant  states  it  controls  Little 
Audrey's  Transportation.  Inc. 

HEARING:  January  30.  1962,  at  the 
Old  Post  Office  Building,  Public  Square 
and  Superior  Avenue,  Cleveland,  Ohio, 
before  Examiner  Joseph  A.  Reilly. 

No.  MC  114091  (Sub-No.  44),  filed 
January  15,  1962.  Applicant:  FLEET 
TRANSPORT  CO.  OF  KY.,  INC.  3601 
South  Seventh  Street  Road.  Louisville, 
Ky.  Applicant's  attorney :  Ollie  L.  Mer- 
chant, Suite  202,  140  South  Fifth  Street, 
Louisville  2.  Ky.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Liquefied  petroleum  gases,  in  bulk, 
in  tank  vdiicles,  from  the  pipeline  ter- 
minal site  of  the  Texas  Eastern  Trans- 
mission Corporation  located  near  Oak- 
land City.  Ind..  to  points  in  Illinois. 

HEARING:  January  25.  1962,  at  the 
Midland  Hotel,  Chicago,  111.,  before  Joint 
Board  No.  21. 

No.  MC  114569  (Sub-No.  46) ,  filed  De- 
cember  26,  1961.  Applicant:  SHAFFER 
TRUCKINO,  INC.  Elizabethville,  Pa. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Frozen 
foodstuffs,  from  Peach  Glen,  Biglerville, 
and  Orrtanna,  Pa.,  to  points  in  Arizona, 
Arkansas,  California,  Colorado.  Idaho, 
Iowa.  Kansas,  Kentucky,  Louisiana, 
Michigan.  BCtnnesota,  Mississippi,  Mis- 
souri, Montana.  Nebraska.  Nevada.  New 
Mexico,  North  Dakota,  Oklahoma,  South 
Dakota,  Tennessee.  Texas,  Utah,  Wiscon- 
sin, and  Wsroming. 

HEARINO:  March  1,  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission, Washington,  D.C,  before  Ex- 
aminer John  L.  York. 

No.  MC  115322  (Sub-No.  27) ,  filed  De- 
cember 7.  1961.  Applicant:  J.  M. 
BLYTHE,  doing  business  as  J.  M. 
BLYTHE  MOTOR  LINES,  P.O.  Box  489. 
Sanford.  Fla.  Applicant's  attorney: 
Frank  B.  Hand,  Jr.,  Transportation 
Building,  Washington  6.  D.C.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
trannwrting:  Frozen  foods,  from 
Wethersfleld,  Conn.,  to  points  In  Ala- 
bama. 

HEARINO:  March  5,  1962,  at  the  New 
Post  Office  and  Court  House  Building, 
Beaton,  Man.,  before  Examiner  James 
A.  McKiel. 

No.  MC  115471  (Sub-No.  8)  (REPUB- 
LICATION), filed  September  26,  1960, 
publlahed  FtoiiAL  Rioxsna,  issue  of  No« 
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vember  16,  1960.  and  republished  this 
issue.  Applicant:  JOSEPH  WALSH, 
doing  business  as  NORTH  AMERICAN 
TRANSPORT  CO.,  5216  Perkins  Avenue. 
Cleveland  3,  Ohio.  Applicant's  attorney: 
William  P.  Sullivan,  1825  Jefferson  Place 
NW..  Washington  6,  D.C  The  subject 
application  as  originally  filed  and  pub- 
lished in  the  Federal  Register,  sought 
authority  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: (1)  iJadioacf ire  tooste,  in  lead  casks, 
on  return.  (2)  Liquid  hydrogen  and  liq- 
uid nitrogen,  in  government-owned  re- 
search-type trailers,  between  Cleveland, 
Ohio,  and  Temperanceville,  Va.  The 
proceeding  was  heard  on  a  consolidated 
record  with  No.  MC  4405  (Sub-No.  364) , 
Dealers  Transit,  Inc.  A  Report  and 
Order  of  division  1.  decided  November 
27,  and  served  December  6.  1961.  in  the 
title  proceeding  embraced  the  findings  in 
the  instant  proceeding,  MC  115471  (Sub- 
No.  8).  and  granted  applicant  authority 
in  interstate  or  foreign  commerce,  as  a 
contract  carrier  by  motor  vehicle,  over 
irregular  routes,  of  irradiated  fuel  ele- 
ments, in  lead  casks,  from  Sandusky, 
Ohio,  to  the  National  Reactor  Test  Sta- 
tion near  Scoville,  Idaho,  under  a  con- 
tinuing contract  with  the  National  Aero- 
nautics and  Space  Administration.  Any 
person  or  persons  who  might  have  been 
prejudiced  by  the  notice  of  filing  of  the 
application  as  originally  published  in  the 
Federal  Register,  may,  within  30  days 
from  the  date  of  this  republication  in 
the  Federal  Register,  file  an  appropriate 
pleading. 

No.  MC  116632  (Sub-No.  5),  filed  Sep- 
tember 14,  1961.  Applicant:  RALPH  E. 
CURTIS  &  SON,  INC.,  123  Mount  Hope 
Avenue,  Bangor,  Maine.  Applicant's  at- 
torney: Mary  E.  Kelley,  10  Tremont 
Street,  Boston  8,  Mass.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Lumber,  (1)  from  points  in  Wash- 
ington and  Hancock  Counties,  Maine,  to 
points  in  Vermont;  (2)  from  points  in 
Aroostook  and  Penobscot  Counties, 
Maine,  to  points  in  New  Hampshire,  Ver- 
mont, Massachusetts,  Rhode  Island. 
Connecticut.  New  York,  New  Jersey,  and 
Pennsylvania;  (3)  Empty  containers  or 
other  such  incidental  facilities  (jiot  spec- 
ified) used  in  transporting  the  above- 
specified  commodities,  from  the  destina- 
tion points  specified  above  to  Uielr  re- 
spective origin  points;  and  (4)  Lumber 
and  empty  containers  or  other  such  in- 
cidental facilities  (not  specified)  used  in 
transporting  Lumber,  between  points  in 
Maine,  on  the  one  hand.  and.  on  the 
other,  ports  of  entry  on  the  International 
Boimdary  line  between  the  United  States 
and  Canada,  located  in  the  States  named 
in  (1)  and  (2)  above. 

HEARING:  March  12,  1962.  at  the 
Senate  Chamber.  State  House,  Augusta, 
Maine,  before  Examiner  James  A. 
McKiel 

No.  MC  116763  (Sub-No.  20) ,  filed  De- 
cember 14,  1961.  Applicant:  CARL 
SUBLER  TRUCKINO,  INC..  North  West 
Street,  Versailles,  Ohio.  Applicant's  at- 
torney: Herbert  Baker,  50  West  Broad 
Street,  Columbus  15,  Ohio,  and  Benjamin 
J.  Brooks,  4700  Connecticut  Avenue, 
Washington  8,  D.C.    Authority  sought 
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to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregxilar  routes,  transport- 
ing: Woodenware  and  related  articles, 
from  points  in  Maine.  New  Hampshire, 
and  Vermont  to  points  in  Alabama,  Ar- 
kansas. Connecticut.  Delaware.  Florida. 
Georgia.  Illinois.  Indiana.  Iowa.  Ken- 
tucky. Louisiana.  Maryland.  Massachu- 
setts. Michigan.  Minnesota.  Mississippi. 
Missouri.  New  Jersey.  New  York.  North 
Carolina.  Ohio.  Pennsylvania.  Rhode  Is- 
land. South  Carolina.  Tennessee.  Vir- 
ginia. West  Virginia.  Wisconsin,  and  the 
District  of  Columbia. 

HEARING:  March  9.  1962.  at  the  Fed- 
eral Building.  Federal  Street.  Portland. 
Maine,  before  Examiner  James  A. 
McKlel. 

No.  MC  117119  <  Sub-No.  39'.  filed  No- 
vember 24.  1961.  Applicant:  WILLIS 
SHAW  FROZEN  EXPRESS.  INC  .  Elm 
Springs.  Ark.  Applicant's  attorney:  A. 
Alvls  Layne.  Pennsylvania  Building. 
Washington  4.  DC.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Foods,  food  preparations,  and  food- 
stuffs. In  vehicles  equipped  with  me- 
chanical refrigeration,  from  Jackson. 
Bells,  Himiboldt.  and  Milan.  Tenn..  and 
Athens.  Ala.,  to  Oklahoma  City.  Okla  . 
Springdale.  Ark.,  and  points  in  Montana. 
Arizona.  California,  Texas.  New  Mexico. 
Missouri.  Iowa,  Minnesota,  and  Ne- 
braska: and  empty  containers  or  other 
such  incidental  facilities  tnot  specified' 
used  in  transporting  the  commodities 
specified  in  this  application,  on  return. 

Notk:  Applicant  Indicates  that  It  has  no 
connection  with  any  other  carrier  except 
that  It  Is  authorized,  by  order  In  MC  F  7816. 
to  lease  temporarily  the  properties  of  Pell- 
ham  Transportation  Co  ,  Inc 

HEARING:  March  16.  1962.  at  the 
DlnkJer-Andrew  Jackson  Hotel,  Nash- 
ville, Tenn..  before  Examiner  Francis  A. 
Welch. 

No.  MC  117995  iSub-No.  4»  *AMEND- 
MENT).  filed  January  9.  1962.  published 
FionAL  RioxBTKR.  Issue  of  January  17. 
1962.  and  republished  as  amended,  this 
Issue.  Applicant:  NEIL  B.  OLMSTED. 
E.  B.  OLMSTEAD.  AND  ALVIN  H.  AN- 
DERSON, doing  business  as  REFRIGER- 
ATED TRUCK  LINES.  Route  3.  Box  147, 
Mount  Vernon.  Wash.  Applicant's  at- 
torney: George  R  Lablssonlere.  333  Cen- 
tral Building.  Seattle  4.  Wash.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  Irregular 
routes,  transporting:  Frozen  foods  and 
potato  products,  not  frozen.  •  1  >  between 
points  in  Washington.  Oregon.  Idaho. 
and  California,  on  the  one  hand,  and.  on 
the  other,  points  in  New  York.  Kentucky. 
Wyoming.  Colorado.  Illinois.  Indiana. 
Iowa,  Kansas.  Michigan.  Minnesota.  Mis- 
souri. Montana.  Nebraska.  Nevada. 
North  Dakota.  Wisconsin.  Oklahoma. 
Ohio.  South  Dakota.  Utah.  Arizona.  New 
Mexloo.  Texas,  and  Louisville,  Ky  ,  t2> 
between  points  In  Idaho,  on  the  one 
hand,  and,  on  the  other,  points  In 
Oregon  and  Washington,  and  (3>  be- 
tween points  In  California,  on  the  one 
hand,  and,  on  the  other,  points  In  Wash- 
ington and  Oregon. 

Non     The  purpose  of  this  amendment  Is 
to  Include  service  tu  the  additional  destlna- 
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tlon  polnU  of  New  Mexico  and  Texas  In  Item 
( 1 )  above. 

HEARING:  Remains  as  assigned  Feb- 
ruary 5.  1962.  at  the  Public  Utilities 
Commission.  State  House.  Boise.  Idaho, 
before  Examiner  Donald  R.  Sutherland 

No.  MC  119219  » Sub-No  3*  (COR- 
RECTION TO  REPUBLICATION  > .  filed 
July  1.  1960.  published  Federal  Register. 
issue  of  August  17.  1960.  republished 
Issue  January  17.  1962,  and  republished 
as  corrected  this  issue.  Applicant:  RAY- 
MOND L.  BURT,  doinn  business  as  BURT 
DISTRIBUTING  COMPANY.  935  Flor- 
ida SE..  Albuquerque,  N.  Mex  Appli- 
cants representative:  L.  C.  Cypert. 
Room  2.  1115'-  Central  Avenue  NE..  Al- 
buquerque. N  Mex.  In  the  republication 
of  the  subject  application  setting  forth 
the  request  for  authority  a-s  originally 
filed,  immediately  followinR  the  descrip- 
tion of  the  items,  namely,  empty  con- 
tainers, etc..  set  forth  in  Item  IV  of 
paragfaph  2,  the  republication  reads: 
"A  notation  on  page  1  reads  as  follows:". 
Correctly  stated,  that  reference  should 
read:  A  notation  on  pa^e  1  reads  as 
follows:  See  attached  sheet  1.  Item  IF  ' 
The  attachment  sets  forth  the  route  de- 
scription as  contained  in  the  republica- 
tion, besinning  From  Albuquerque. 
N   Mex.,   •    •    •' 

No.  MC  119367  < Sub-No  6  k  filed  No- 
vember 13.  1961.  Applicant:  JOSEPH  M 
ANTONA.  Box  315.  WashiiiRtonvllle.  NY. 
Aoplicant's  attorney:  Edward  M.  Alfano. 
2  West  45Ui  Street,  New  York  36.  N.Y 
Authority  sought  to  operate  as  a  ron- 
trnct  carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Scrap 
metal,  loose  and  baled,  on  flat  bed  and 
in  dump  vehicles,  from  Poughkcepsle. 
NY.  to  Port  Newark.  Jersey  City.  Hani- 
son.  New  Brvinswick.  Carteret,  and  South 
Amboy.  N  J. 

NoTt  AppMciint  ."t.itc.-.  the  proposed  serv- 
ice will  be  restricted  t>)  .si-rvl^-e  under  a  com- 
tlnii!n(?  cuntrnci  with  Ch  irlcs  ElTron  vSi  Smv 
of  Poughlteepsle.  N  Y 

HEARING  Febiuaiy  28,  1962,  at  346 
Broadway.  New  Yoik.  NY.,  before 
Fx'imlner  James  A  McKiel. 

No.  MC  119777  (Sub-No  5',  Hied  De- 
cember 20.  1961.  Applicant:  LIGON 
SPECIALIZED  HAULER.  INC,  PO 
Drawer  31,  MadlsonvUle,  Ky.  Appli- 
cants attorney:  Robert  M  Pearce.  221 'j 
St  Clair  Street.  Pi-ankfort.  Ky.  Author- 
ity souuht  to  operate  a."j  a  common  car- 
rier, by  motor  vehicle,  over  regular 
routes.  tiunsportlnK:  Tractors,  regard- 
less of  how  equipped  (except  tractors 
used  for  pulUnK  hiuhway  trailers) ; 
scrapers:  motor  graders,  regardles-s  of 
how  equipped;  uagoris:  encjinc:  gen- 
erators: engines  and  generators  com- 
bined: welders:  road  rollers  and  com- 
pactors: cranes,  regardless  of  how 
equipped;  porcer  sweepers:  ditchers: 
pavers:  asphalt  plants;  conveyors:  and 
partf.  attach77ients  and  accessories  for 
the  above  commodities,  from  Peoria. 
Joliet.  Decatur,  Aurora.  Morton,  and 
Mossville.  111.,  and  points  within  ten  f  10) 
miles  of  each,  to  points  in  Kentucky. 
Tennessee.  Indiana.  Ohio  (except  Co- 
liimbus>,  Pennsylvania,  West  Virginia, 
and  the  New  York,  NY  .  Commercial 
Zone. 


Note  Applicant  states  that  It  already  has 
authority  to  perform  alt  the  above  aervlce 
except  the  Uanspurtatlon  of  parts,  attach- 
ments and  accessories  for  the  commodities 
authorized,  and  the  purpose  of  this  applica- 
tion Is  to  obtain  authority  to  transport  sucti 
parts.   atUichmcnts   and  accessories. 

HEARING  February  27,  1962,  at  the 
OfBces  of  tlie  Interstate  Commerce  Com- 
mission. Washington.  DC.  before  Exam- 
iner Samuel  C  Shoup. 

No  MC  123067  < Sub-No.  13 >  "AMEND- 
MENT', filed  December  1,  1961.  pub- 
li.shed  Federal  Reclster,  issue  of  Janu- 
ary 17.  1962.  amended  January  17,  1962. 
and  republished  as  amended  this  issue. 
.^ppllcant  M  L  M  TANK  LINES.  INC. 
PO  Box  4174.  North  Station.  Winston- 
Salem,  NC  Applicant's  attorney:  Ed- 
ward G.  Viilalon.  1111  E  Street  NW.. 
WashinRton  4.  DC.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irrcRular  routes,  transport- 
ing: Gasoline,  kerosene,  fuel  oils,  jet 
fuels,  lubricating  oils,  and  solvents,  in 
bulk,  in  tank  vehicles,  from  Wilmington, 
NC  .  to  points  in  Virginia. 

Notf:  The  purpose  of  this  republication  Is 
to  .Hid  ?')l\cnts  to  the  commodities  proposed 
t  J  be  transported 

HEARING:  Remains  as  assigned  Jan- 
ua-.y  31,  1962.  at  the  UJS.  Court  Rooms, 
Uptown  Post  Office  Building,  Raleigh, 
N  r    before  Joint  Board  No.  7. 

No  MC  123304  (Sub-No.  3  > ,  filed  Octo- 
Ur  31,  1961.  Applicant:  SOUTHERN 
COURIERS.  INC.,  1316  North  Carroll 
Street.  Dallas.  Tex.  Applicant's  attor- 
ney: Val  Sanford.  811  Third  National 
Bank  Building,  Nashville  3,  Tenn.  Au- 
thoiity  sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  (AXD  Commercial 
papers,  documents  and  written  instru- 
ments such  as  are  used  in  the  businesses 
of  bariks  and  banking  institutions  «ex- 
cludinR  coin,  currency,  bullion  and  ncRO- 
tiable  securities',  (2)  exposed  and  proc- 
rtsed  film  and  prints,  complimentary 
replacement  film  and  incidental  dealer 
handling  supplies  used  in  and  for  ship- 
Tina  said  film  i  other  than  for  commercial 
theatre,  or  telcvUlon  exhibition' .  and  '  3 1 
punrh  cards  and  business  papers  and 
rr(  orrf.s  and  audit  media  (other  than 
pl.int  removals',  between  Chattanooga. 
Tenn  .  and  Birmingham  and  Montgom- 
ery. Ala  ,  on  the  one  hand,  and,  on  the 
otiuM-.  points  In  Georgia,  lying  on  the 
north  of  U  8  HlKhway  80.  as  It  extends 
from  the  Alabama-GeorRla  border  east- 
erly to  the  Atlantic  Ocean;  (B'd' 
Commercial  papers,  documents  and 
ivritten  instrutnents  as  are  used  in  the 
businesses  of  banks  and  banking  insti- 
tutions 'except  coin,  currency,  bullion 
and  negotiable  securities).  (2)  exposed 
and  processed  film  and  prints,  compli- 
mentary replacement  film  and  incidental 
dealer  handling  supplies  used  in  and 
for  shipping  said  film  (other  than  for 
commercial  theatre,  or  television  exhibi- 
tion', between  Memphis.  Nashville, 
Knoxvlllc.  and  Chattanooga.  Tenn. 
and  Atlanta.  Ga.,  on  the  one  hand,  and, 
on  the  other,  points  In  Lauderdale,  Lime- 
stone, Madison,  Jackson,  DcKalb,  Chero- 
kee, Cleburne,  Randolph,  Clay.  Talla- 
deqa,  Shelby,  Jefferson,  Tuscaloosa, 
Pickon.s,  Lamar,  Marlon,  Franklin,  Col- 
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bert.     Lawrence.     Morgan.     Marshall. 
Eutaw,  Calhotm,  St.  Clair.  Blount,  Fay- 
ette,   Walker.    Winston,    and    Cullman 
Counties,  Ala.;    (C)    Sales  audit  media 
consisting  of  cash  register  tapes,  charge 
sales  and  cash  tickets,  applications  and 
other  documents  involved  in  the  process- 
ing of  these  business  or  sales  audit  media, 
payroll  time  sheets,  employees  person- 
nel   records,    payroll    checks,   including 
recaps  of  time  sheets  and  patroU  records, 
la)   between  Houston.  Tex.,  on  the  one 
hand,  and,  on  the  other,  Baton  Rouge. 
Lafayette,  Bogalusa,  Hanunond,  Houma. 
Metairle,  and  New  Orleans.  La.,  and  (b) 
between   Beaumont,   Tex.,   on   the  one 
hand,  and.  on  the  other.  Lake  Charles, 
La.;    (D)(1)    Commercial  papers,  docu- 
ments and  written  instruments  such  as 
are  used  in  the  businesses  of  banks  and 
banking    institutions     (excluding    coin, 
currency,  bullion  and  negotiable  securi- 
ties).   (2)    exposed  and   processed  film 
and    prints,    documentary    replacement 
film  and  incidental  dealer  handling  sup- 
plies used  in  and  for  shipping  said  film 
(other  th&n  for  commercial  theatre,  or 
television    exhibition,    and    (3)    punch 
cards  and  business  papers  and  records 
and  audit  media  (other  than  plant  re- 
movals) ,    between   Memphis,   Nashville. 
and  Knoxville,  Tenn.,  on  the  one  hand. 
and,  on  the  other,  points  In  Kentucky 
lying  on  the  south  and  on  the  west  of 
the  following  line:   Kentucky  Highway 
54  from  the  Indiana-Kentucky  line  to  its 
junction  with  U.S.  Highway  62  at  Leltch- 
fleld.  and  continuing  on  U.S.  Highway  62 
to  Its  junction  with  Springfield  and  U.S. 
Highway  150;   thence  eastward  on  U.S. 
Highway  150  to  Its  Junction  with  U.S. 
HiRhway  25  at  Mt.  Vernon;  thence  from 
Mt.  Vernon  to  London  on  U.S.  Highway 
25  and  Kentucky  Highway  80;   thence 
from  London  to  Hyden  on  U.S.  Highway 
421;    thence    from    I^yden    along    U.S. 
HiRhway  421  to  the  Kentucky- Virginia 
border;  and  (E)(1)  Commercial  papers, 
documents  and  written  instruments  such 
as  are  used  in  the  businesses  of  banks 
and  banking  institutions  (excluding  coin. 
currency,  bullion  and  negotiable  securi- 
ties) ,  (2)  exposed  and  processed  film  and 
prints,    documentary   replacement   film 
and  incidental  dealer  handling  supplies 
used  in  and  for  shipping  said  film  (other 
than  for  commercial  theatre,  or  televi- 
sion exhibition),  and   (3)    punch  cards 
and   business  papers  and   records  and 
audit  media  (other  than  plant  removals), 
between  Memphis,  Nashville,  Knoxville, 
and  Chattanooga,  Tenn.,  and  points  in 
Washington     and     Sullivan     Counties.  . 
Tenn..  on  the  one  hand.  and.  on  the 
other.  Bristol,  Va.  | 

Note:  Applicant  states  It  Is  controlled  by 
Arthur  DeBevolse,  who  also  controls  Armored 
Currier  Corporation,  a  contract  carrier  op- 
erntlng  under  MC   112760. 

HEARING:  March  15,  1862,  at  the 
Dinkier-Andrew  Jackson  Hotel,  Nash- 
ville. Tenn,,  before  Examiner  Francis  A. 
Welch. 

No.  MC  123811  (Sub-No.  1),  fUed  Au- 
gust 22,  1961.  Applicant:  GRIFFIN 
BAKING  CO.,  a  corporation,  4411  West 
Market  Street,  Greensboro,  N.C.  Appli- 
cant's attorney:  John  W.  Hardy,  Greens- 
boro. NC.  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  vehicle. 
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over  irregular  routes,  transporting: 
Perishable  bakery  products  such  as  cakes. 
pattriea  and  other  baked  goods.  (1)  from 
Charlotte.  N.C,  to  Columbia,  B.C.,  and 
Statesvllle.  N.C,  (2)  from  Statesvllle, 
N.C,  to  Greensboro.  N.C.  and  (3)  from 
Greensboro,  N.C.  to  Greenville,  N.C. 
Charlottesville,  Va.,  and  Washington. 
D.C,  and  empty  containers  or  other  such 
incidental  facilities  (not  specified)  used 
in  transporting  the  commodities  speci- 
fied above,  in  connection  with  routes 
(1).  (2),  and  (3).  on  return. 

HEARING:  February  28,  1962,  at  the 
U.S.  Court  Rooms,  Uptown  Post  Office 
Building.  Raleigh,  N.C,  before  Examiner 
A.  Lane  Cricher. 

No.  MC  123821.  filed  July  19.  1961. 
AppUcant:  LESTER  R.  SUMMERS. 
INC.  17  Oerhart  Avenue,  Ephrata,  Pa. 
Applicant's  attorney.  John  M.  Mussel- 
man,  State  Street  Building,  Harrisburg, 
Pa.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (l) 
Crushed  stone,  from  points  In  Lancaster 
Coimty.  Pa.,  to  points  in  Delaware  and 
Maryland,  and  (2)  sand,  from  points  in 
Cecil  and  Harford  Counties,  Md.,  to 
points  in  Berks  and  Lancaster  Counties, 
Pa.,  and  empty  containers  or  other  such 
incidental  facilities  (not  specified) .  used 
in  transporting  the  commodities  speci- 
fied in  (1)  and  (2)  above. 

HEARINO:  February  28,  1962,  in 
Room  709.  UJS.  Appraisers'  Stores  Build- 
ing, Gay  and  Lombard  Streets,  Balti- 
more, Md.,  before  Joint  Board  No.  199, 
or  if,  the  Joint  Board  waives  its  right 
to  partlcipatef  before  Examiner  Parks 
M.Low. 

No.  MC  123872  (Sub-No.  1) ,  filed  Sep- 
tember 11,  1961.  Applicant:  W  &  L 
MOTOR  LINES,  INC.  948  10th  Street 
NE.,  P.O.  Box  Annex  1580.  Hickory,  N.C. 
Applicant's  attorney:  Boyce  A.  Whlt- 
mlre,  Henderson vllle,  N.C  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  New  furniture,  cartoned 
and  uncartoned,  from  points  in  Burke 
and  Catawba  Counties.  N.C,  to  points 
In  Minnesota.  Kansas,  and  Colorado. 

HBARINO:  February  28.  1962,  at  the 
UB.  Court  Rooms,  Uptown  Post  Office 
Building,  Raleigh,  N.C,  before  Examiner 
A.  Lane  Crioher. 

No.  MC  123927  (Sub-No.  1 ) .  filed  De- 
cember 29,  1961.  Applicant:  JOHN  F. 
KIRKSEY.  doing  business  as  KIRKSEY 
TRUCKING.  Route  4.  9932  Jefferson 
Davis  Hig))way.  Richmond  34,  Va.  Ap- 
plicant's attorney:  Paul  A.  Sherier,  613 
Warner  Building,  13th  and  E  Streets 
NW.,  Washlxigton  4,  D.C.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Barrel  staves  and  head- 
ings, in  bundles,  from  points  In  Pow- 
hatan County.  Va.,  to  Chicago,  Dan- 
ville and  Joliet,  HI.,  Birmingham,  Mich., 
St.  Paul.  BClnn..  St.  Louis,  Mo.,  Jersey 
City,  Phlllipsburg.  Rahway  and  Tren- 
ton, N.J.,  New  York  and  Port  Chester, 
N.Y..  Beaver  Falls,  Conshohocken, 
Lebanon,  Philadelphia,  and  Pittsburgh, 
Pa.,  and  Cudahy  and  Milwaukee,  Wis. 

HEARING:  February  26,  1962,  at  the 
U.S.  Coiut  Rooms,  Richmond.  Va.,  be- 
fore Examiner  A.  Lane  Cricher. 
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1^0.  MC  124005  (Sub-No.  1),  filed  De- 
cember 6,  1961.  AppUcant:  HOWARD 
W.  SHERMAN,  doing  business  as  SHER- 
MAN'S TOWING  AND  SERVICE,  298 
Montgomery  Avenue,  Cranston,  R.I, 
Applicant's  representative:  Russell  B. 
Cumett,  49  Weybosset  Street.  Provi- 
dence. R.I.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  Irregular  routes,  transporting: 
Wrecked  and  disabled  motor  vehicles. 
by  towaway  and  truckaway  service,  be- 
tween points  In  Rhode  Island  on  the  one 
hand,  and,  on  the  other,  points  in  Con- 
necticut, Maine.  Massachusetts.  New 
Hampshire,  New  York,  and  Vermont. 

HEARING:  March  12.  1962,  at  the 
Federal  Building.  Providence.  R.I.,  be- 
fore Examiner  Abraham  J.  Essrick. 

No.  MC  124009.  filed  October  27.  1961. 
Applicant:  FRANCIS  P.  O'BRIEN  and 
JOHN  P.  ESCHMANN,  doing  business  as 
DIRECT  AIRPORT  SERVICE.  44  Cald- 
well Street,  Huntington  Station,  N.Y. 
Applicant's  attorney:  Robert  DeKroyft. 
Woolworth  Building.  233  Broadway.  New 
York,  N.Y.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Gen- 
eral commodities  (except  those  of  un- 
usual value.  Classes  A  and  B  explosives, 
and  Household  Goods  as  defined  by  the 
Commission) ,  between  Newark  Municipal 
Airport,  Newark,  N.J.,  New  York  Inter- 
national Airport  (Idlewlld),  N.Y.,  La- 
Guardia  Airport,  N.Y.,  and  MacArthur 
Airport,  Islip,  N.Y..  on  the  one  hand,  and. 
on  the  other,  points  in  Nassau  and  Suf- 
folk Counties,  N.Y. 

Note:  Applicant  states  the  proposed  "serv- 
ice is  restricted  to  shlpme'nts  having  an  im- 
mediately prior,  or  immediately  subsequent 
movement   by  alrcrtift." 

HEARING:  March  6,  1962,  at  346 
Broadway,  New  York,  N.Y.,  before  Ex- 
aminer Abraham  J.  Essrick. 

No.  MC  124034,  filed  November  5.  1961. 
Applicant:  SCHWERMAN  TRUCKINO 
CO.  OP  N.Y.,  INC.,  620  South  29th  Street. 
Milwaukee  26,  Wis.  Applicant's  attor- 
ney: James  R.  Zlperskl  (same  address  as 
applicant) .  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  Irregular  routes,  transporting: 
Cement,  in  bulk  and  In  packages,  from 
College  Point  (located  In  the  Borough  af 
Queens,  Queens  County)  and  Port  Wash- 
ington (Town  of  North  Hempsted)  N.Y., 
and  Jersey  City,  N.J.,  to  points  In  West- 
chester. Orange,  Dutchess,  Ulster,  Sul- 
hvan,  Putnam,  Rockland,  Suffolk,  and 
Nassau  Counties,  N.Y.,  points  in  the  five 
(5)  New  York  City  Boroughs,  I.e.,  Bronx 
(Bronx  County),  Brookl3m  (Kings 
County),  Manhattan  (New  York 
County),  Queens  (Queens  County),  and 
Staten  Island  (Richmond  County),  N.Y.. 
and  points  in  New  Jersey  and  Connect- 
icut. 

Note:  Applicant  states  It  holds  contract 
authority  under  MC  117638  and  Subs  thereto. 
Applicant  further  states  it  is  controlled  by 
Schwerman  Trucking  Co.  (Wisconsin  parent 
Corp.) ,  who  also  controls  Schwerman  Truck- 
ing Co.  of  Ohio,  Schwerman  Co.  of  Pa.,  Inc., 
Schwerman  Trucking  Co.  of  Indiana,  Inc.. 
Schwerman  Trucking  Co.  of  Illinois,  Inc.  and 
Schwerman  Trucking  Co.  of  Tezaa. 
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HEARING:  February  27.  1962.  at  t46 
Broadway.  New  York.  NY.,  before  Ex- 
aminer James  A.  McKiel. 

No.  MC  124034  (Sub-No.  1>.  filed  No- 
vember 5,  1961.  Applicant:  SCHWER- 
MAN  TRUCKING  CO  .  OF  NY..  INC.. 
620  South  29th  Street.  Milwaukee  46. 
Wis.  Applicant's  attorney.  James  R. 
Ziperski  (same  address  as  applicant*. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Cement,  in 
bulk,  and  in  packages,  from  Providence. 
R.I..  to  points  in  Rhode  I.<^land,  Mas- 
sachusetts, and  Connecticut. 

NoT»:  Applicant  holds  contract  authority 
under  MC  117538  and  Sube  thereunder  there- 
fore dual  operations  may  be  Involved. 

HEARING:  March  14.  1962.  at  the 
Federal  Building,  Providence.  R.I..  before 
Joint  Board  No.  134.  or.  if  the  Joint 
Board  waives  its  right  to  participate  be- 
fore Examiner  Abraham  J.  Essrick. 

No.  MC  124034  'Sub-No  2».  filed  No- 
vember 8,  1961.  Applicant:  SCHWER- 
MAN  TRUCKING  CO.  of  NY..  INC.. 
620  South  29th  Street.  Milwaukee  46, 
Wis.  Applicant's  attorney:  James  R. 
Ziperski  (Same  as  applicant >.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Cement,  in  bulk, 
and  in  packages,  from  the  site  of  the 
transfer  terminal  of  the  Alpha  Portland 
Cement  Company  at  or  near  Westboro. 
Mass..  to  points  in  Rhode  Island,  points 
in  HUlsboro  and  Rockingham  Counties. 
N.H..  points  in  Tolland  and  Windham 
Counties.  Conn.,  and  points  in  Barnsta- 
ble, Bristol.  Essex.  Middlesex,  Norfolk, 
Plymouth,  Suffolk,  and  Worcester  Coun- 
ties, Mass. 

Non:  Applicant  holds  contract  authority 
under  MC  117538  and  sutw  thereto;  and 
therefore,  dual  operations  may  be  Involved 
Applicant  states,  it  'Is  controlled  by  Schwer- 
man  Trucking  Co,  (Wisconsin  Parent 
Corporation) ." 

HEARING:  March  8,  1962,  at  346 
Broadway.  New  York.  NY.  before  Ex- 
aminer Abraham  J.  Essrick. 

No.  MC  124040.  filed  November  13. 
1961.  Applicant:  AVACO  MOTOR 
LINES.  INC..  552  West  48th  Street.  New 
York  19.  NY.  Applicant's  representa- 
tive: William  D.  Traub.  350  Fifth 
Avenue.  New  York  1.  NY.  Authority 
sought  to  operate  as  a  contract  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Toilet  preparations,  cos- 
metics, and  materials,  supplies,  and 
eqiupment.  used  in  the  manufacture, 
distribution,  and  sale  of  toilet  prepara- 
tions, between  points  in  the  New  York, 
N.Y.,  Commercial  Zone  as  defined  by  the 
Commission,  and  points  In  Bergen.  Es- 
sex, Hudson.  Passaic.  Union,  and  Mid- 
dlesex Counties.  N.J.,  on  the  one  hand, 
and,  on  the  other.  Rochester.  NY. 

HEARING:  February  28.  1962.  at  346 
Broadway.  New  York.  NY.,  before  Ex- 
aminer James  A.  McKiel. 

No.  MC  124058.  filed  November  20. 
1961.  AppUcant:  HAROLD  LEVEN- 
SON.  317  West  35th  Street,  New  York. 
NY.  Applicant's  attorney:  Jerome  G. 
Greenspan.  404  Clarendon  Road,  Union- 
dale.  NY.  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  vehicle. 
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over  irregular  routes,  transporting: 
Children's  dresses  on  hangers,  racks,  and 
tn  boxes,  cartons  and  other  packages: 
cut  goods,  piece  goods,  zippers,  buttons, 
bindings,  lace,  and  trimmings,  which  is 
used  to  manufacture  children's  dresses, 
between  East  Newark,  NJ.  and  New 
York,  NY. 

HEARING  March  2.  1962.  at  346 
Broadway.  New  York.  N  Y  .  before  Ex- 
aminer James  A.    McKicl. 

No.  MC  124063.  filed  November  24. 
1961.  Applicant:  L.  T  McCULLOUGH. 
doins  business  as  MIDWAY  TRAILER 
SALES.  3707  West  Cumminus  Highway, 
ChattanooKa.  Tenn.  Applicants  attor- 
ney: Raymond  A  Graham.  Title  Guar- 
anty L  "Trust  Co.  Building.  615  Walnut 
Street,  Chattanooga,  Tenn  Authority 
sought  to  operate  as  a  common  earner. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Mobile  homes  or  trailers. 
designed  to  be  drawn  by  passenger  auto- 
mobiles, in  secondary  movements  be- 
tween Chattanooga.  Tenn  .  and  poinUs 
located  in  Marion.  Sequatchie.  MeiRS. 
Rhea,  and  Bradley  Counties  in  Tenne.s- 
sce.  points  in  Walker.  Dade,  and  Catoosa 
Counties.  Ga.,  and  points  in  Jackson 
and  De  Kalb  Counties,  Ala  .  on  the  one 
hand,  and  on  the  other,  points  in  the 
United  States  except  Hawaii  and  Alaska. 

HEARING:  March  19.  1962,  at  the 
Dinkier-Andrew  Jackson  Hotel,  before 
Examiner  Francis  A.  Welch 

No.  MC  124089.  filed  December  7  1961 
Applicant:  ABREAU  TRUCKING.  INC  . 
21  Wilbur  Street,  Taunton.  Mass.  Ap- 
plicants representative:  Ru.s^ell  B  Cur- 
nett,  49  Weybw^set  Street.  Providence  3. 
R  I.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Hightvaij 
construction  materials  and  materials 
excavated  directly  from  the  ground. 
when  moving  in  dump  vehicles  and  un- 
loaded at  destination  by  dumping,  be- 
tween points  in  Massachusetts  on  and 
east  of  a  line  beginning  at  the  Massachu- 
setts-Connecticut State  line,  thence 
north  on  US.  Highway  5  to  the  Mas- 
sachusetts Turnpike,  thence  east  on  the 
Massachusetts  Turnpike  to  Massachu- 
setts Highway  12,  thence  north  on  Mas- 
sachusetts Highway  12  to  Worcester. 
Mass.,  thence  east  on  Massachusetts 
Highway  9  to  US  Highway  20,  thence 
east  on  US.  Highway  20  to  Boston, 
Mass.  on  the  one  hand,  and,  on  the 
other,  points  in  Rhode  Lsland  and  that 
part  of  Connecticut  on  and  east  of  U.S. 
Highway  5. 

HEARING:  March  13.  1962,  at  the 
Federal  Building.  Providence,  RI  ,  be- 
fore Joint  Board  No  134,  or.  if  the  Joint 
Board  waives  its  right  to  participate 
before  Examiner  Abraham  J.  Essrick. 

No.  MC  124126,  filed  January  2,  1962 
Applicant:  LUCIEN  BISSON,  INC,  29 
Commercial  Street,  Bath,  Maine.  Au- 
thority sought  to  op>erate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  '1>  Machinery, 
tools,  and  repair  parts  and  supplies  for 
the  repair  and  servicing  of  ships,  rock 
crushers,  and  other  machinery  produced 
or  served  by  the  Bath  Iron  Works,  from 
Bath.  Maine,  to  points  in  New  Hamp- 
shire, "Vermont,  Massachusetts,  Con- 
necticut. Rhode  Island.  New  York,  New 


Jersey.  Delaware,  Maryland.  Virginia. 
North  Carolina.  Pennsylvania,  West  Vir- 
ginia, and  Ohio;  and  (2)  salvaged  ma- 
chinery, tools  and  repair  parts  and  sup- 
plies from  the  above-named  States  to 
Bath.  Maine. 

HEARING:  March  15, 1962,  at  the  Sen- 
ate Chamber,  State  House,  Augusta, 
Maine,  before  Examiner  James  A. 
McKiel. 

MOTOR  CARRIERS  OF  PASSENGERS 

No    MC  2866   « Sub-No.   14',  filed  No- 
vember 2,  1961.     Applicant:  EDWARDS 
MOTOR  TRANSIT  COMPANY,  a  corpo- 
ration. 56  East  Third  Street.  Williams- 
porl.  Pa.     Applicant's  attorney:   Robert 
H    Gnswold,  Commerce  Building    iP.O 
Box    432 ».    Harrisburg,    Pa.      Authority 
souiiht  to  operate  as  a  common  carrier. 
by    motor   vehicle,   over   regular  routes, 
transporting:  Passengers  and  their  bag- 
(jGQr.  and  express,  mail  and  neuspapers. 
in  the  same  vehicle  with  passengers,  be- 
tween junction  Pennsylvania  Highways 
45  and  145.  at  or  near  Lehigh  Gap.  Pa.. 
and    Philadelphia.    Pa.;    from    jvmction 
Pennsylvania  Highways  45  and   145,  at 
or  near  Lohigh  Gap,  over  Pennsylvania 
Highway   145  to  Allentown.  Pa.,  thence 
over  U.S.  Highway  309  to  Quakertown, 
Pa  .  thence  over  Pennsylvania  Highway 
313  to  junction  US.  Highway  611.  north 
of    Doylestown,    Pa  .    thence   over    U.S. 
Highway  611  to  Philadelphia,  and  return 
over  the  same  route,  serving  all  Inter- 
mediate   points       RESTRICTIONS:    No 
passengers  will  be  transported  over  the 
above-specified    route:     (1 )     between 
points  on  carriers  presently  authorized 
interstate  routes  in  the  area  bounded  by 
.'-"hamokin.      Shenandoah,      Hometown. 
T.vmaqua.  junction  Pennsylvania  High- 
way 4!3  and  U.S.  Highway  309.  Potts- 
ville     and    Frackville.    Pa  ,    on    the    one 
hand.  and.  on  the  other,  points  beyond 
Philadelphia,  via  the  Philadelphia  gate- 
way: and  '2i  between  points  in  carrier's 
pre.sently  authorized  interstate  routes  in 
the  area  bounded  by  Shamokin,  Shenan- 
doah,    Hometown,    Tamaqua,    junction 
Pennsylvania     Highway    443     and    US. 
Hij'.hway  309.  Pottsville,  and  Frackville, 
Pa  .  on  the  one  hand,  and,  on  the  other. 
Allentown    and    Quakertown,    Pa  .    and 
points  intermediate  thereto. 

Norr  Applicant  states  that  in  MC  2866 
I  .Sub-No  13  I  it  holds  the  above-described  au- 
ihurlty  but  subject  to  the  following  addl- 
iiniiaJ  restriction  'No  passengers  will  bf 
tran.sported  over  the  above-speclfled  route 
I  1 1  between  Allentown  and  Quakertown. 
Pa  and  points  Intermediate  thereto,  on  the 
one  hand  and.  on  the  other,  points  beyond 
Philadelphia,  via  the  Philadelphia  gateway," 
The  Instant  application.  In  effect,  seeks  to 
eliminate  the  foregoing  restriction  (1).  If  it 
is  granted  applicant  would  request  cancella- 
tion of  I's  Certincate  No  MC  2866  (Sub-No. 
1  :i  1 . 

IIE.ARING  February  26.  1962,  in 
Room  300.  U.S.  Custom  House  Building. 
Second  and  Chestnut  Streets.  Philadel- 
phia. Pa  ,  before  Joint  Board  No.  65.  or. 
if  the  Joint  Board  waives  its  right  to 
participate    before   Examiner   Abraham 

No.  MC  3647  (Sub-No.  318).  filed  De- 
cember 12.  1961.  AppUcant:  PUBLIC 
SERVICE      COORDINATED      TRANS- 
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Wednesday,  January  24,  1962 

PORT,  180  Boyden  Avenue.  Maplewood. 
NJ  Applicant's  attorney:  Richard 
Fniing  (same  address  as  applicant). 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
rov;ular  routes,  transporting:  Passengers 
and  their  baggage.  In  the  same  vehicle 
with  passengers.  In  special  operations,  in 
round-trip  sightseeing  and  pleasure 
tours,  beginning  and  ending  at  Irving- 
ion.  N.J.,  and  extending  to  points  in 
Alabama.  Florida.  Georgia,  Illinois.  In- 
diana. Kentucky.  Louisiana,  Michigan. 
Mississippi.  South  Carolina.  Ohio,  West 
Viriunia.  and  Wisconsin. 

HEARING:  February  26.  1962.  Room 
212.  State  Office  Building.  UOO  Raymond 
Boulevard,  Newark.  N.J.,  before  Ex- 
aminer Edith  H.  Cockrill. 

No  MC  3647  (Sub-No.  320) ,  filed  Jan- 
uary 18,  1962.  Applicant:  PUBLIC 
SERVICE  COORDINATED  TRANS- 
PORT, a  corporation.  180  Boyden  Ave- 
nue. Maplewood.  N.J.  Applicant's  attor- 
ney: Richard  Fryllng  (same  address  as 
applicant) .  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  regular  routes,  transporting:  Pas- 
sengers and  their  baggage,  and  express 
and  newspapers  in  the  same  vehicle  with 
passengers ;  ( 1)  Between  Matawan.  N.J., 
and  Wall  Town&hip,  N.J.,  from  Matawan 
over  New  Jersey  Highway  34  to  junction 
Garden  State  Parkway  Interchange  No. 
96  at  Garden  State  Parkway,  Wall.  N.J., 
and  return  from  Garden  State  Parkway 
at  Gaiden  State  Parkway  Interchange 
No.  97  and  New  Jersey  Highway  38.  Wall, 
N.J.,  thence  over  New  Jersey  Highway 
38  to  junction  New  Jersey  Highway  34, 
thence  over  New  Jersey  Highway  34  to 
Matawan.  and  return  over  the  same 
route,  serving  all  intermediate  points: 
'2>  Between  jimctlon  New  Jersey  High- 
way 34  and  County  Highway  520.  Holm- 
del.  N.J..  and  Garden  State  Parkway  In- 
terchange No.  109  at  Garden  State  Park- 
way, Middletown.  N.J.,  from  junction 
New  Jersey  Highway  34  and  Coimty 
Highway  520.  Holmdel,  over  County 
Highway  520  to  Garden  State  Parkway 
Interchange  No.  109  at  Garden  State 
Parkway.  Middletown,  and  return  over 
the  same  route,  ser\'ing  all  Intermediate 
points:  and  (3)  Between  junction  Oar- 
den  State  Parkway  Interchange  No.  123 
at  Garden  State  Parkway  and  U.S.  High- 
way 9.  SayrevUle.  N.J..  and  Garden  State 
Parkway  Interchange  No.  91  at  Burnt 
Tavern  Road.  Brick.  N.J..  from  junction 
Garden  State  Parkway  Interchange  No. 
123  at  Garden  State  Parkway  and  U.S. 
Highway  9,  over  Garden  State  Parkway 
to  Garden  State  Parkway  Interchange 
No.  91  at  Burnt  Tavern  Road,  Brick,  and 
return  over  the  same  route,  serving  all 
intei-medlate  points. 

Note:  Applicant  states  it  presently  oper- 
ates over  the  route  shown  as  (3)  above,  ex- 
cept that  the  service  Is  presently  rektrlcted  as 
follows:  "Said  carrier  ahaU  not  transport 
tr.ifTic  over  the  Garden  State  Parkway  be- 
tween New  York,  N.Y..  on  the  one  hand,  aud, 
on  the  other,  (1)  points  In  Monmouth 
County,  N  J.,  on  or  east  of  the  Garden  State 
Parkway,  (2)  points  In  Point  Pleasant  Bor- 
otigh  and  Point  Pleasant  Beach  In  Ocean 
County.  N.J.,  (3)  points  In  that  part  of 
Brick  Township,  Ocean  County,  NJ.,  on  or 
north  of  Burnt  Tavern  Road  between  the 
Garden  State  Parkway  and  New  Jersey  Hlgfa- 
*■:<>  70,  and  north  of  Herbertsvllle  Road  be- 
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tween  New  Jersey  Highway  70  and  the  Point 
Pleasant  Borough  municipal  line."  Ap- 
pUcant further  sUtes  it  Is  its  Intention  to 
renwve  said  restriction. 

HEARING:  February  19,  1962,  in 
Room  212.  State  Office  Building.  liOO 
Raymond  Boulevard,  Newark.  NJ,,  be- 
fore Joint  Board  No.  119. 

No.  MC  109495  (Sub-No.  8) ,  filed  No- 
vember 22.  1961.  Applicant:  BRUNS- 
WICK TRANSPORTATION  COMPANY, 
INC.,  Ebn  and  Middle  Streets.  Bruns- 
wick, Maine.  Applicant's  attorney: 
Kenneth  B.  WUliams,  111  State  Street, 
Boston  9,  Mass.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Ptusenoen.  and  their  baggage  in 
the  same  vehicle  with  passengers,  in 
charter  <4>ermtions,  between  points  in 
Cumberland,  Androscoggin,  Sagadahoc, 
and  Kennebec  Oounties,  Maine,  on  the 
one  hand,  and  on  the  other,  points  in 
Maine,  New  Hampshire,  Vermont,  Mas- 
sachuetts,  Rhode  Island,  Connecticut, 
^^New  York,  New  Jersey,  Pennsylvania, 
Maryland.  Delaware,  District  of  Colum- 
bia, Virginia,  Illinois,  and  Florida. 

HEARING:  March  8. 1962,  at  the  Fed- 
eral Building.  Federal  Street,  Portland, 
Maine,  before  Examiner  James  A. 
McKiel. 

No.  MC  114677  (Sub  No.  3) ,  filed  May 
25,  196L  Applicant:  RICHARD  LA- 
VERNE  HESS,  doing  business  as  HESS 
BUS  SERVICE,  R.F.D.  No.  1.  West- 
minster. Md.  Applicant's  attorney: 
William  J.  LitUe,  1513  Fidelity  Building. 
Baltimore  1,  Md.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  regular  routes,  transport- 
ing: Passengers  and  their  baggage,  ex- 
press, not  exceeding  100  pounds  in 
weight,  mail,  and  newspapers,  in  the 
same  vehicle  with  passengers  (1)  Be- 
tween Baltimore.  Md.,  and  Littlestown, 
Pa.;  from  Baltimore  over  Maryland 
Highway  26  to  Eldersburg,  Md..  thence 
over  Maryland  Highway  32  to  West- 
minster, Md.,  thence  over  U.S.  Highway 
140  to  Littlestown,  and  return  over  the 
same  route,  serving  all  intermediate 
points;  (2)  Between  Eldersburg.  Md., 
and  Sykesvllle.  Md,;  from  Eldersburg 
over  Maryland  Highway  32  to  Sykesvllle, 
and  return  over  the  same  route,  serving 
all  intermediate  points:  (3)  Between 
Baltimore.  Md.,  and  Westminster,  Md.: 
from  Baltimore  over  U.S.  Highway  140 
to  Westminster,  and  return  over  the 
same  route,  serving  no  intermediate 
points,  but  serving  the  termini  for 
Joinder  purposes  only,  as  an  alternate 
route  for  (qierating  convenience  only,  in 
connection  with  Route  (1)  above. 

Kart:  Applicant  states  that  it  presently 
holds  authority  to  transport  passengers  and 
their  baggage  over  regular  routes  between 
Mayberry.  Md.  and  Littlestown.  Pa.,  serving 
tba  intermadlate  points  of  Westminster, 
Union  BiUls.  and  auver  Run.  Md.,  with  serv- 
ice restrtctad  to  traflc  originating  at  or 
destined  to  the  plants  of  the  Carroll  Shoe 
Company  and  the  Littlestown  Clothing  Com- 
pany at  Littlestown,  Pa.  Applicant  states 
it  also  seAs  removal  of  this  restriction. 

HEARING:  March  1,  1962.  in  Room 
709.  XJA.  Appraisers'  Stores  Building. 
Gay  and  Lombard  Streets,  Baltimore, 
Md.,  before  Joint  Board  No.  74,  or,  if  the 
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Joint  Board  waives  Its  right  to  partici- 
pate, before  Examiner  Parks  M.  Low. 

Applications  in  Which  Handling  With- 
out Oral  Hearing  Is  Requested 

motor  carriers  of  property 

No.  MC  19945  (Sub-No.  10),  filed  Jan- 
uary 8.  1962.  AppUcant:  BEHNKEN 
TRUCK  SERVICE,  INC.,  Illinois  Route 
13,  New  Athens,  HI.  Applicant's  attor- 
ney: Ernest  A.  Brooks  II,  1301  Ambassa- 
dor Building,  St.  Louis  1,  Mo.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Coal,  from  points  in  Jef- 
ferson Coimty.  HI.,  to  St.  Louis.  Mo.,  and 
points  in  St.  Louis  County,  Mo. 

No.  MC  46518  (Sub-No.  9) ,  filed  Jan- 
uary 12.  1962.  Applicant:  R.  F.  C. 
TRANSPORT,  INC..  P.O.  Box  905, 
Rochester  3.  N.Y.  Applicant's  represen- 
tative: Raymond  A.  Richards,  35  Curtice 
Park.  P.O.  Box  25.  Webster,  N.Y.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Baby  supplies, 
such  as.  but  not  restricted  to,  plastic 
toys,  baby  pants,  toddler  pants,  covers 
for  jars  and  tins,  in  mixed  shipments 
with  baby  foods,  from  Rochester,  N.Y., 
to  Providence  and  Woonsocket,  R.I.. 
Hackensack,  Elizabeth,  Irvtogton. 
Newark.  Passaic  and  Paterson,  N.J.,  New 
York,  N.Y..  and  points  in  Connecticut 
and  Massachusetts,  and  empty  con- 
tainers or  other  such  incidental  facili- 
ties (not  specified)  used  in  transport- 
ing the  above-specified  commodities,  on 
return. 

No.  MC  85255  (Sub-No.  16) ,  filed  Jan- 
uary 15.  1962.  Applicant:  PUGET 
SOUND  TRUCK  LINES,  INC.,  Pier  62, 
Seattle,  Wash.  Applicant's  attorney: 
Charles  J.  Keever,  Washington  Build- 
ing, Seattle  1.  Wash.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Wood  chips,  hogged  fuel,  satodust 
and  t^ood  uioste.  from  Vancouver.  Wash., 
to  Camas,  Wash.,  by  way  of  Portland, 
Oreg. 

Note:  Applicant  states  it  would  transport 
same  load  of  subject  commodities  both  Into 
and  out  of  Portland,  Oreg. 

No.  MC  107002  (Sub-No.  169),  filed 
January  15,  1962.  Applicant:  W.  M. 
CHAMBERS  TRUCK  LINE,  INC.,  920 
Louisiana  Boulevard,  Box  547.  Kenner, 
La.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Petro- 
leum residual  fuel  oil.  in  bulk,  in  tank 
vehicles,  from  Holt.  Ala.,  to  Belton,  Ky. 

No.  MC  119530  (Sub-No.  3),  filed 
January  15,  1962.  Applicant:  CLAR- 
ENCE M.  MAY  AND  SCOTT  PEARSON, 
doing  business  as  MAY  TRUCKING  CO.. 
P.O.  Box  398,  Payette,  Idaho.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Feed,  animal  or 
poultry,  manufactured  or  processed,  in 
bulk  or  in  containers,  from  Ontario, 
Oreg.,  to  points  in  Idaho  south  of  the 
Salmon  River. 

MOTOR    CARRIERS    OF   PASSENGERS 

No.  MC  1501  (Sub-No.  258) .  filed  Janu- 
ary 2,    1962.     Applicant:   THE  GREY- 
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HOXJND  CORPORATION.  140  South 
Dearborn  Street.  Chicago  3.  111..  Ap- 
plicant's attorney:  Robert  J.  Bernard, 
The  Greyhound  Corporation.  140  South 
Deartwm  Street,  Chicago  3.  111.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  regular 
routes,  transporting:  Passengers  and 
their  baggage,  and  express,  mail,  and 
newspapers,  in  the  same  vehicle  with 
passengers,  (1)  between  Covington.  Ky  . 
and  Junction  Interstate  Highway  75  and 
Kentucky  Highway  36  at  or  near  Wil- 
liamstown,  Ky.,  from  Covington  over 
Interstate  Highway  75  to  the  Inter- 
change, thence  over  unnumbered  access 
road  to  junction  Interstate  Highway  75. 
thence  over  Interstate  Highway  75  to 
Junction  Kentucky  Highway  36  at  or 
near  Williamstown,  and  return  over  the 
same  route,  serving  all  intermediate 
points:  and  (2)  between  junction  Inter- 
state Highway  75  and  Kentucky  High- 
ways 14  and  16  and  Walton.  Ky.,  at  junc- 
tion U.S.  Highway  25.  over  Kentucky 
Highways  14  and  16,  serving  all  inter- 
mediate points. 

No.  MC  1501  (Sub-No.  259),  filed 
January  2,  1962,  Applicant:  THE 
GREYHOUND  CORPORATION,  140 
South  Dearborn  Street,  Chicago  3.  111. 
Applicant's  attorney:  Robert  J.  Bernard, 
commerce  attorney,  The  Greyhound 
Corporation.  140  South  Dearborn  Street. 
Chicago  3,  111.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor 
vehicle,  over  a  regiolar  route,  transport- 
ing: Passengers  and  their  baggage,  and 
express,  mail,  and  newspapers,  in  the 
same  vehicle  with  passengers,  between 
Junction  U.S.  Highway  31  and  Interstate 
Highway  65  near  Alabaster,  Ala.,  and 
junction  U.S.  Highway  31  and  Interstate 
Highway  65  north  of  PrattviUe.  Ala.. 
from  interchange  of  U.S.  Highway  31  and 
Interstate  Highway  65  near  Alabaster. 
Ala.,  over  Interstate  Highway  65  to  its 
interchange  with  U.S.  Highway  31.  ap- 
proximately eleven  (11)  miles  north  of 
PrattviUe.  Ala.,  and  return  over  the  same 
route,  serving  all  intermediate  points. 

No.  MC  2866  (Sub-No.  15 >.  filed  Jan- 
uary 15.  1962.  Applicant:  EDWARDS 
MOTOR  TRANSIT  COMPANY,  a  Penn- 
sylvania corporation.  56  East  Third 
Street.  Williamsport.  Pa.  Applicant's 
attorney:  Robert  H.  Griswold.  Commerce 
Building,  Harrisburg.  Pa.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  regrular  routes, 
transporting:  Passengers  and  their  bag- 
gage, express,  mail  and  newspapers,  in 
the  same  vehicle  with  passenRers.  <  1  > 
between  Clearfield.  Pa.,  and  DuBois.  Pa  , 
serving  no  intermediate  points;  from 
Clearfield  over  Pennsylvania  Highway 
(153  to  Junction  with  Pennsylvania  High- 
way 410,  thence  over  Pennsylvania  High- 
way 410  to  Rockton,  Pa.,  thence  over 
unnumbered  highway  via  Oklahoma.  Pa., 
to  DuBois.  and  return  over  the  same 
route;  (2)  between  junction  of  Penn- 
sylvania Highways  14  and  15.  at  or  near 
Trout  Run,  Pa.,  and  junction  of  New 
York  Highways  328  and  14.  at  or  near 
Southport.  N.Y..  serving  no  intennediate 
points:  from  Junction  of  Pennsylvania 
Highwars  14  and  15.  over  Pennsylvania 
Highway  14  and  New  York  Highway  14 
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to  junction  with  New  York  Highway  328, 
and  return  over  the  same  route :  and  1 3 » 
between  Wilcox.  Pa.,  and  Lantz  Corners. 
Pa.,  serving  no  intermediate  points: 
from  Wilcox  over  U.S.  Highway  219  to 
Lantz  Corners,  and  return  over  the  same 
route. 

No.  MC  58177  (Sub-No  6'.  filed  Jan- 
uary 18.  1962.  Applicant:  SOUTHERN 
COACH  COMPANY,  a  corporation.  1300 
East  Pettigrew  Street.  Durham.  N.C. 
Applicant's  attorney:  Paul  Coyle.  5631 
Utah  Avenue  NW..  Washin«ton.  DC. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over 
regular  routes,  transporting  :  Passengers 
and  their  baggage,  and  express,  mail  and 
newspapers  in  the  .same  vehicle  with 
passengers,  between  junction  of  US. 
Highway  421  and  North  Carolina  High- 
way 40.  and  Wilmington,  N.C;  from 
junction  U.S.  Highway  421  and  North 
Carolina  Highway  40,  over  US.  Highway 
421  to  Wilmington,  and  return  over  the 
same  route,  serving  all  intermediate 
points. 

No.  MC  108531  (Sub-No.  3> ,  filed  Janu- 
ary   10.    1962.     Applicant:    BLUE   BIRD 
COACH    LINES.    INC..    502-504    North 
Barry  Street.  Olean.   N.Y.     Applicants 
attorney:     Albert    J.    Tener,    Bank    of 
Jamestown    Building.   Jamestown,    NY. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  regu- 
lar routes,  transporting:  Passengers  and 
their    baggage,   and   express,    mail   and 
neicsrapers    in   the   same    vehicle   with 
passengers;   (D   Between  Port  Allegany. 
Pa.,   and  Buffalo,   NY.,   from   Port   Al- 
legany over  Pennsylvania  Highway   155 
to  junction  Pennsylvania  Highway  446. 
thence  over  Pennsylvania  Highway  446 
to  the  Pennsylvania-New  York  State  line, 
thence  over  New   York  Highway   16  to 
Yorkshire.  N.Y..  thence  over  New  York 
Highway  39  to  Arcade.  NY.,  thence  re- 
turn over  New  York  Highway  39  to  York- 
shire, NY.,  thence  over  New  York  High- 
way  16  through  East   Aurora.   NY.,  to 
junction    Transit    Road,     thence    over 
Transit  Road  to  junction  Bullis   Road, 
thence  over  Bullis  Road  to  junction  Lein 
Road,  thence  over  Lein  Road  to  junction 
Seneca  Creek  Road,  thence  over  Seneca 
Creek  Road  to  junction  New  York  High- 
way 18B.  thence  over  New  York  Highway 
18B  to  Gardenville,  NY.  (also  from  East 
Aurora.  N.Y..  over  New  York  Highway 
78A  to  junction  New  York  Highway  354, 
thence  over  New  York  Highway  354  to 
Gardenville.  N.Y.» ,  and  thence  over  New 
York  Highway  354  to  Buffalo,  and  return 
over  the  same  route.';,  serving  all  inter- 
mediate points;  (2>  Between  Salamanca, 
N.Y..  and  Bradford,  Pa.,  from  Salamanca 
over  New  York  Hiuhway  17  to  the  inter- 
section of   New  York  Highway   17  and 
U.S.  Highway  219  (sometimes  referred  to 
as  Bradford  Junction  > .  thence  over  U.S. 
Highway   219   to  Bradford,   and   return 
over  the  same  route,  .serving  all  inter- 
mediate points;  and  (3>  Between  Olean, 
NY,  and  Bradford.  Pa  .  from  Glean  over 
New  York  Highway  17  to  Uie  intersection 
of  New  York  Highway  17  and  US.  High- 
way 219  (sometimes  referred  to  as  Brad- 
ford Junction),  thence  over  U.S.  High- 
way 219  to  Bradford,  and  return  over  the 
same    route,    serving    all    intermediate 
points. 


Applications  for  CERTiriCATES  or  Per- 
acTs  Which  Are  To  Bi  Processed 
concukrently  with  applications 
Under  Section  5  Governed  by  Special 
Rule  1.240  to  the  Extent  Applicable 

No.     MC    59135     (Sub-No.    13).    filed 
January  2.  1962.    Applicant:  RED  STAR 
EXPRESS    LINES    OP    AUBURN.    IN- 
CORPORATED, doing  business  as  RED 
STAR  EXPRESS  LINES.  24-50  Wright 
Avenue.  Auburn.  NY.    Applicant's  attor- 
ney:   Leonard    A.    Jaskiewicz.    Munsey 
Building.  Washington  4.  D.C.    Authority 
.sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over   regular   routes, 
transporting:  General  commodities  (ex- 
cept those  of  unusual  value.  Classes  A 
and   B  explosives,   household   goods  as 
defined  by  the  Commission,  commodities 
in   bulk,   commodities  requiring   special 
equipment,  and  those  injurious  or  con- 
taminating  to   other   lading),   between 
Syracuse,  NY.,   and  Cortland,  NY.,  as 
follows:  From  Syracuse  over  New  York 
Highway  91  to  Fabius.  NY.,  thence  over 
New   York  Highway  80  to  New  Wood- 
stock. NY.  thence  over  New  York  High- 
way  13   to  Cortland,  thence  over   New 
York  Highway   41   to  Gee  Brook,  N.Y.. 
thence  over   New  York   Highway  26  to 
OLselic,    NY.,    thence    over    New    York 
Hiuhway  80  to  Sheds,  NY.,  thence  over 
New  York  Highway  13  to  Cazenovia.  NY., 
thence  over  New  York  Highway  20N  to 
Fayetteville.  NY.,  thence  over  New  York 
Highway  5  to  Syracuse,  and  return  over 
the  same  route,  serving  all  intermediate 
points,  and  serving  the  villages  of  Leb- 
anon  ( Madison  County ) .  Pompey  Cen- 
ter    lOnandago    County),    and    Willet 
( Cortland  County ) ,  and  the  Hamlets  of 
Apulia,  Apulia  Station,  and  Delphi  Falls 
(the  latter  three  located  in  Onondaga 
County).  Chenango  (Cortland  County). 
Erieville   (Madison  County),  and  Phar- 
salia    (Chenango   County)    as   off-route 
points;  <2)  Between  Syracuse.  NY.,  and 
Oswego,    NY.,    as    follows:     (a)     from 
Syracuse  over  New  York  Highway  48  to 
Oswego    ( also  from  Syracuse  over  New 
York  Highway  57  to  Oswego),  and  re- 
turn over  the  same  route,  serving  all  in- 
tennediate points;    *b)    from   Syracuse 
over  New  York  Highway  370  to  Baldwins- 
ville,  NY.  thence  over  New  York  High- 
way 48  to  Oswego,  and  return  over  the 
.same    route,    .serving    all    intermediate 
points :  and  <  c  >  from  Syracuse  over  New 
York  Highway  57  to  Fulton.  NY.,  thence 
over  New  York  Highway  3  to  junction 
New  York  Highway  48.  thence  over  New 
York  Highway  48  to  Oswego,  and  return 
over  the  same  route,  serving  all  inter- 
mediate points:  and  i3i   Between  Syra- 
cuse.   NY.,    and    Cortland.    N.Y..    from 
Syracuse  over  U.S.  Highway  11  to  Cort- 
land (also  from  Syracuse  over  New  York 
Hi.'hway  281   to  Cortland),  and  return 
over  the  .same  route,  serving  all  inter- 
mediate points. 

NoTT.  This  .TppUciilion  is  directly  related 
n  MC-F  8036  Applicant  states  this  appli- 
cation I.",  being  filed  concurrently  with  a  sec- 
tion 5  appllciitton  wliereby  Red  Star  Expnm 
Lines  .seeks  authority  to  acquire  the  regto- 
tcrert  operating  rlghta  of  Gerald  N.  Spring* 
rind  Hugh  R.  Springer,  doing  business  •• 
Sprlnger'E  Express  Lines. 


Wednesday,  January  24,  1962 

ArrLicATioNS  Under  Sections  5  and 
210a(b) 

The  following  applications  are  gov- 
erned by  the  Interstate  Commerce  Com- 
mission's special  rules  governing  notice 
of  filing  of  applicaUons  by  motor  CArrien 
of  property  or  passengers  under  section 
Sal  and  210a(b)  of  the  Interstate  Com- 
merce Act  and  certain  other  proceedings 
with  respect  thereto  (49  CFR  1.240). 

MOTOR  CABRIERS  OF  PROPIRrT 

No  MC-F  8051.  Authority  sought  for 
merger  into  MAISLIN  BROS.  TRANS- 
PORT. LIMITED.  7401  Newman  Boule- 
vard. La  Salle.  Quebec,  Canada,  of  the 
operating  rights  and  property  of  MAIS- 
UN  TRANSPORT.  INC..  7401  Newman 
Boulevard.  La  Salle.  Quebec,  Canada. 
and  for  acquisition  by  SAM  MAISLIN, 
SYDNEY  MAISLIN.  SAUL  MAISLIN, 
and  ALEXANDER  MAISLIN.  all  of  La 
Salle.  Quebec.  Canada,  of  control  of  such 
rights  and  property  through  the  trans- 
action. Applicants'  representative:  Wil- 
liam D.  Traub.  Transportation  Consult- 
ant. 350  Fifth  Avenue.  New  York  1,  N.Y. 
Operating  rights  sought  to  be  merged: 
General  commodities,  excepting,  among 
otliers.  household  goods  anc'  commodities 
in  bulk,  as  a  common  carrier  over  regu- 
lar rou*«s,  between  New  York,  N.Y..  and 
Watertown.  N.Y..  serving  the  interme- 
diate points  of  Blnghamton  and  Sjrra- 
cuse,  N.Y..  between  New  York,  N.Y..  and 
Dtica.  N.Y..  with  no  service  to  inter- 
mediate points,  between  New  York,  N.Y., 
and  Buffalo.  N.Y..  serving  the  interme- 
diate point  of  Rochester,  N.Y.,  and  over 
an  alternate  route  for  operating  conven- 
ience only,  general  commodities,  with  the 
above  exceptions,  over  Irregular  routes. 
between  points  in  New  Jersey  and  New 
York,  within  25  miles  of  the  City  HaU. 
New  York.  NY.,  and  between  points  in 
New  Jersey  and  New  York  within  25 
miles  of  the  City  Hall,  New  York,  N.Y., 
on  the  one  hand,  and,  on  the  other. 
Oyster  Bay.  Osslnlng.  and  Peeksklll. 
NY.  MAISLIN  BROS.  TRANSPORT, 
LIMITED,  is  authorized  to  operate  as  a 
common  carrier  in  New  York  and  New 
Jersey.  Application  has  not  been  filed 
for  temporary  authority  under  section 
210aib). 

No.  MC-F-8052.  Authority  sought  for 
purchase  by  MORGAN  DRIVE-AWAY, 
INC  .  500  Equity  Building.  Elkhart,  Ind.. 
of  a  portion  of  the  operating  rights  and 
certain  property  of  ROBERT  G.  VES- 
PER AND  OTIS  A.  VESPER,  a  partner- 
ship, doing  business  as  VESPER  COM- 
PANY, 2114  North  Durfee  Avenue.  South 
El  Monte.  Calif.,  and  for  acquisition  by 
RALPH  H.  MILLER,  also  of  Elkhart. 
Ind  .  of  control  of  such  rights  and  prop- 
erty through  the  purchase.  Applicants' 
attorney:  John  E.  Lesow.  Lesow  &  Lesh, 
3737  North  Meridian  Street.  Indianap- 
olis 8,  Ind.  Operating  rights  sought  to 
be  transferred:  Trailers  designed  to  be 
drawn  by  passenger  automobiles,  in  ini- 
tial movements,  in  truckaway  service,  as 
a  common  carrier  over  irregrular  routes, 
from  the  plant  site  of  Modernistic  In- 
dustries at  Gardena,  Calif.,  and  from  El 
Monte.  Calif.,  to  points  in  Arizona,  Colo- 
rado. Idaho,  Montana,  New  Mexico, 
Nevada.  Oregon.  Texas.  Utah,  Washing- 
ton, and  Wyoming,  trailers,  designed  to 
No.  16 5 
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be  drawn  by  passenger  automobiles,  in 
initial  and  aeeondary  movements  in 
truckaway  sei  vices,  from  points  in  Los 
Angeles  and  Orange  Counties,  Calif.,  to 
points  In  Alaska,  and  return  of  trailer 
undercarriages,  springs,  wheels  and  tires 
which  have  been  used  or  obtained, 
for  use  in  the  northboimd  movement  of 
trailers,  from  points  in  Alaska,  to  points 
in  Los  Angeles  and  Orange  Counties, 
Calif.,  and  trailers  designed  to  be  drawn 
by  passenger  automobiles,  in  initial 
movements,  in  truck-away  service,  from 
the  plant  site  of  Transa  Homes  Corpo- 
ration. Pullerton,  Calif.,  to  points  in  Ari- 
zona. Arkansas,  Colorado,  Idaho,  Iowa, 
Kansas,  Louisiana,  Minnesota,  Missouri, 
Montana.  Nebraska.  Nevada,  New  Mex- 
ico, North  Dakota,  Oklahoma,  Oregon, 
South  Dakota.  Texas.  Utah,  Washington, 
and  Wyoming.  Vendee  is  authorized  to 
operate  as  a  common  carrier  in  48  states 
and  the  District  of  Columbia.  Applica- 
tion has  been  filed  for  temporary  author- 
ity under  section  210a(b) . 

No.  liC-^-8053.  Authority  sought  for 
purchase  by  ANDERSON  TRUCKING 
SERVICE.  INC..  203  Cooper  Avenue, 
North,  Saint  Cloud,  Minn.,  of  a  portion 
of  the  operating  rights  of  DONALD  B. 
TAYLOR,  an  individual,  doing  business 
as  TAYLOR  TRANSIT.  4261  Minnehaha 
Avenue.  South.  Minneapolis  6.  Minn.. 
and  for  acquisition  by  HAROLD  E.  AN- 
DERSON. Saint  Cloud.  Minnesota,  and 
ELMER  ANDERSON.  MABE^j  ANDER- 
SON, ANNETTE  ELLIASON.  and  KEN- 
NETH EIUASON.  all  of  Isle.  Minn.,  of 
control  of  such  rights  through  the  pur- 
chase. Applicants' representative:  Don- 
ald B.  Taylor.  P.O.  Box  5111,  Min- 
neapolis 6,  Minn.  Operating  rights 
sought  to  be  transferred:  Agricultural 
implements,  as  a  common  carrier  over 
irregular  routes  from  Waterloo.  Iowa, 
to  Nebraska  City,  Nebr.,  washing  ma- 
chines, from  Newton.  Iowa,  to  Nebraska 
City,  Nebr..  and  household  goods  and 
general  commodities,  excepting,  among 
others,  commodities  in  bulk  and  Class  A 
and  B  explosives,  between  points  in  Iowa. 
Missouri,  and  Nebraska  within  25  miles 
of  Nebraska  City.  Nebr.,  including  Ne- 
braska City.  Vendee  is  authorized  to 
operate  as  a  commox  carrier  in  Minne- 
sota. South  Dakota,  Wisconsin,  Arizona, 
Iowa.  Illinois,  Neteaska.  Indiana.  Mich- 
igan. California,  Ohio.  Pennsylvania, 
New  Yoric  New  Jersey.  Maryland,  Idaho, 
Delaware.  New  Hampshire,  Kentucky, 
Missouri.  Nevada.  Maine.  Kansas,  Okla- 
homa. Connectieut.  Aiassachusetts,  New 
Mexico.  Oregon.  Rhode  Island.  Texas, 
Alabama.  Arkansas.  Florida.  Georgia, 
Utah,  Louisiana.  Mississippi.  North  Car- 
olina. South  Carolina.  Tennessee,  North 
Dakota,  Virginia,  West  Virginia,  Ver- 
mont. Colorado.  Mmitana.  Wyoming, 
Washington,  and  the  District  of  Colum- 
Ua.  Application  has  not  been  filed  for 
temporary  authority  under  section 
2I0a(b). 

No.  MC-P-8054.  Authority  sought  for 
control  and  mo-ger  by  E.  BROOKE 
MATTOCK,  INC..  Wllford  Building,  33d 
and  Ax«h  Streets.  Philadelphia  4.  Pa., 
of  the  operating  rights  and  property  of 
CHARIjES  H.  McCREARY.  inc..  605 
Garfield  Avenue,  Newark,  Ohio,  and  for 
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acquisition  by  DUVERNEY  MATLACK. 
EDWIN    L.     MATLACK,    E.    BROOKE 
MATLACK,    JR..     AND    ROBERT    W. 
MATLACK,  all  of  PhUadelphia,  Pa.,  of 
control    of    such    rights    and    property 
through    the    transaction.     Applicants' 
attorney:     Robert    H.    Shertz.    Wilford 
Building,  33d  and  Arch  Streets,  Phila- 
delphia 4,  Pa.    Operating  rights  sought 
to  be  controlled  and  merged:   Commodi- 
ties in  bulk  (other  than  liquids,  and  ex- 
cept fly-ash),  in  vehicles  especially  de- 
signed  for    the    tran^>ortation   of    dry 
bulk  commodities,  and  in  bulk  shipping 
containers  which  require  the  use  of  spe- 
cial equipment  for  loading  and  unload- 
ing, and  returned  empty  containers  used 
in  the  transportation  of  such  commodi- 
ties, as  a  common  carrier  over  irregular 
routes  between  points  in  Ashtabula,  Cuy- 
ahoga, Lake  Summit,  Muskingum.  Lick- 
ing,   Franklin,    and    Wayne    Counties, 
Ohio,   on   the  one  hand,  and.   on   the 
other,  points  in  West  Virginia,  Pennsyl- 
vania. Kentucky,  Indiana,  and  Michigan. 
RESTRICTION:   The  authority  granted 
above  is  restricted  against  the  trans- 
portation of  :   (1)  shipments  originating 
at,  or  destined  to.  points  in  Canada:  (2) 
shipments  of  soda  ash,  in  bulk,  in  hop- 
per-type vehicles,  from  Barberton  and 
Painesville.    Ohio,    to    West    Elizabeth, 
Pa;  (3)  shipments  of  salt,  from  Detroit, 
Mich.;  (4)  building  materials  and  road 
construction  materials  ordinarily  trans- 
ported in  dump  t^cks;  (5)  bulk  shipping 
containers  filled  or  empty  on  other  than 
lowboy   equipment;    and   (6)    bulk  ce- 
ment,   between    points    in    Ashtabula. 
Cuyahoga.     Franklin.     Lake.     Licking. 
Muskingum,  Summit,  and  Wasme  Coim- 
ties,  Ohio,  on  the  one  hand,  and,  on  the 
other,  points  in  Michigan;  limestone  and 
limestone    products,    from    points    in 
Wyandot  Coimty.  Ohio,  to  points  in  In- 
diana and   West  Virginia,   and   empty 
containers  used  in  the  transportation  of 
the  commodities  specified  next  above, 
and  dry  bulk  commodities  used  in  the 
production  of  limestone  products,  from 
points  in  Indiana  and  West  VirgUiia  to 
points  in   Wyandot  Coimty,  Ohio.     E.     / 
BROOKE  MATLACK,  INC..  is  author-  / 
ized  to  operate  as  a  common  carrier  in 
Maryland,  Delaware,  Pennsylvania,  Vir- 
ginia, New  Jersey,  New  Yorit,  Ohio,  West 
Virginia,  North  Carolina,  South  Caro- 
lina, Georgia,  Indiana,  Alabama,  Mis- 
souri, Tennessee,  Minnesota,  Michigan. 
Illinois,   Wisconsin,  Kentucky,   Kansas, 
New  Hampshire,  Rhode  Island,  Connec- 
ticut, Massachusetts,  Vermont,  Florida, 
Iowa,  Mississippi,  Louisiana,  Maine,  and 
the  District  of  Columbia,  and  as  a  con- 
tract carrier  in  Ohio,  New  York,  New 
Jersey,  Connecticut,  Massachusetts.  New 
Hampshire,  Rhode  Island,  Vermont,  and 
PennsylvanisL       Application     has     not 
been  filed  for  temporary  authority  under 
section  210a (b). 

No.  MC-F-8056.  Authority  sought  for 
control  by  ELTON  K  BABBITT,  an 
individual,  doing  business  as  NEW 
HOME  TRANSIT.  Box  398,  New 
Brighton,  Minn.,  of  "MTIX  TRANS- 
PORT, INC.,  Box  398.  New  Brighton. 
Minn.  Applicants'  attorneys:  Donald 
A.  Morken  and  Val  M.  Kgglns.  Mackall. 
Crounse,  Moore,  Hehney  &  Holmes.  1000 
First  National  Bank  Building,  Minne- 
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apolis  2.  Minn.     Operating  rights  sought 
to  be  controlled:   Milk  and  milk  prod- 
ucts, in  built,  in  tank  vehicles,  as  a  com- 
mon carrier,  over  irregular  routes,  from 
points  in  Minnesota  to  points  in  Arkan- 
sas. Colorado.  Florida.  Illinois.  Louisiana. 
Massachusetts.  Missouri.  Nebraska.  New 
Jersey.  Ohio.  Pennsylvania.  New  Mexi- 
co.  New   York,   Oklahoma,   and   Texas. 
liquid    paraffin    wax.   in   bulk,    in    tank 
vehicles,     from     Beaumont.     Tex.     to 
Minneapohs.  Minn.,  and  Cedar  Rapids. 
Iowa,  from  E»onca  City.  Okla  .  to  Still- 
water. Minn.,  from  West  Lake  Charles. 
La.,  to  Minneapolis  and  Stillwater.  Minn  , 
vinegar,  in  bulk,  in  tank  vehicles,  from 
Kansas  City,  Mo.,  to  Omaha  and  Lin- 
coln.   Nebr..    and    points    in    Iowa    and 
and   Minnesota,   from   St.   Joseph.   Mo, 
to  Minneapolis  and  St.  Paul.  Minn.,  and 
points  in  Iowa,  from  Chaska.  Minn  .  to 
Eau  Claire.  Wis.,  lard,  in  bulk,  in  tank 
vehicles,      from      Dubuque,     Iowa,     to 
Worcester.    Mass..    and    Dayton.    Ohio. 
tallow,  in  bulk,  in  tank  vehicles,   from 
New  York.  N.Y.,  and  Philadelphia.  Pa  . 
to  Dubuque,  Iowa,  edible  oils,  in  bulk,  in 
tank  vehicles,  from  MarUcato.  Minn.,  and 
Chicago,     El.,     to     points     in     Florida. 
coffee  beans,  from  New  York.  NY  .   to 
Duluth.   Minn.,   liquid  wax.  in   bulk,   in 
tank   vehicles,   from   the   plant   site    of 
Sun  Oil  Company's  refinery  at  or  near 
Marcus  Hook.  Pa.,  to  points  in  Illinois. 
Iowa,     Kansas,     Minnesota,     Missouri. 
Nebraska.  North  Dakota,  South  Dakota, 
and  Wisconsin,  and  returned  shipments 
of  liquid  uxix.  in  bulk,  in  taiik  vehicles, 
from  points  in   the   destination   States 
specified  above,  to  the  plant  site  of  Sun 
Oil  Company's  refinery  at  or  near  Mar- 
cus Hook,  Pa.     ELTON  E.  BABBITT,  is 
authorized  to  operate  as  a  common  car- 
rier in  Minnesota.  North  Dakota.  South 
Dakota.  Colorado.  Illinois.  Iowa.   Kan- 
sas,     Michigan,      Missouri,      Montana, 
Nebraska,     Wisconsin,     and    Wyoming. 
Application  has  not  been  filed  for  tem- 
porary authority  under  section  210aib). 
Note:      Applicant    requests    dismissal    for 
lack  of  Jurisdiction. 

By  the  Commission. 

[SEAL]  Harold  D.  McCoy, 

Secretary. 

[P.R.    Doc.    62-769;     Filed,     Jan.     23,     1962; 
8:47  ami 


NOTICES 

order  in  that  proceeding  pending  its 
dLsposition.  The  matters  relied  upon  by 
petitioners  must  be  specified  in  their 
petitions  with  particularity. 

No.  MC-PC  64664.  By  order  of  Jan- 
uary 18.  1962.  the  Tiansfer  Board  ap- 
proved the  transfer  to  Heavy  Duty  Haul- 
ers, Inc..  Columbia.  S.C  .  of  a  portion  of 
Certificate  No.  MC  44401.  issued  July  12. 
1961.  to  Maitland  Brothers  Transfer.  In- 
corporated, Petersbuiii,  Va  .  authorizing 
the  transportation  of:  Heavy  machin- 
ery, between  points  in  Virginia,  on  the 
one  hand,  and,  on  the  other,  points  in 
North  Carolina  Clyde  W.  Carver,  214 
Grant  Buildmp,  Atlanta.  Ga.,  attorney 
for  applicant. 

LSEAi.  1  Harold  D    McCdy. 

Sccretarij. 


Oallf  ,  and  also  to  show  Mr.  Handler  as  ap- 

pUciuifs  attcirney. 

By  the  Commission. 

I  SEAL  I  Harold  D.  McCoy, 

Secretary. 

|FR      Dmc      62   771;     Filed.    Jan.     23,     19G2; 
8  47  am  I 


[Notice  568] 

MOTOR   CARRIER   TRANSFER 
PROCEEDINGS 

January   19,  1962. 

Synopses  of  orders  entered  pursuant 
to  section  212(b)  of  the  Interstate  Com- 
merce Act,  and  rules  and  regulations 
prescribed  thereunder  (49  CFR  Part 
179),  appear  below: 

As  provided  in  the  Commission's 
special  rules  of  practice  any  interested 
person  may  file  a  petition  seeking  recon- 
sideration of  the  following  numbered 
proceedings  within  20  days  from  the  date 
of  publication  of  this  notice.  Pursuant 
to  section  17(8)  of  the  Interstate  Com- 
merce Act,  the  filing  of  such  a  petition 
will  postpone  the  effective  date  of  the 


[FH.     D-.A'      62   770:      Filed,     J.iii 
8  47    .1  m  I 


'..I       1962, 


INotke  9  I 


Wednesday,  January  24,  1962 


APPLICATIONS  FOR  "GRANDFATHER  " 
ALASKA  CERTIFICATE  OR  PERMIT 
AND  HAWAII  FREIGHT  FOR- 
WARDER  PERMIT 

January   19.  1962. 

Under  sections  206' aM4'.  206' auS', 
209ia>*4i,  209iaii5',  309iai.  309(fi, 
410ia>i2'.  and  410'a'<3>  of  the  Inter- 
state Commerce  Act,  as  amended  July 
12,  1960. 

Section  1243  of  the  Commi.s.sion's 
special  rules  of  practice  have  been 
amended  to  cover  grandfather  "  appli- 
cations tiled  under  the  July  12,  1960. 
amendments. 

Protests  to  the  Ktantint.;  of  an  appli- 
cation must  be  filed  with  the  Commission 
within  75  days  of  this  publication  in  the 
Federal  Register.  A  copy  of  the  protest 
must  be  served  on  applicant's  repre- 
sentative or  on  applicant  if  no  practi- 
tioner represents  him.  The  special  rules 
provide  further  that  failure  to  file  a 
timely  protest  will  be  construed  as  a 
waiver  of  opposition  and  participation 
m  the  proceeding. 

Freight     Forwarder     Hawaii       Grand- 
father "  Rights 

No.  FP  266  (CLARIFICATION),  filed 
December  27.  1960,  published  Federal 
Register,  issue  of  March  8.  1961.  amend- 
ed December  4.  1961.  and  republished 
issue  of  January  4.  1962,  and  republished 
as  clarified,  this  issue.  Applicant:  MIL- 
TON J.  DALY,  doing  business  as  HA- 
WAIIAN EXPRESS  &  DILLON  DRAY- 
AGE  CO..  646  F^rst  Street.  San  Fran- 
cisco, Calif.  Applicant's  attorney:  Mar- 
vin Handler,  625  Market  Street,  San 
Francisco  5.  Calif.  Authority  sought  to 
continue  to  operate  as  a  freight  for- 
warder, under  the  applicable  'grand- 
father" provisions  of  the  Interstate  Com- 
merce Act.  to  continue  service  in  arrang- 
ing for  the  transportation  of:  Gerieral 
commodities.  <1»  between  points  within 
50  miles  of  San  Francisco,  Calif.,  includ- 
ing San  Francisco,  on  the  one  hand,  and, 
on  the  other,  points  in  Hawaii. 

Nott:  The  purpose  of  this  republication 
Is  to  reflect  that  applicant  proposes  to  serve 
the  50-miie  radius,  including  San  Francisco, 


[Ex  Parte  No   MC  37  (Sub-No   4  i  | 

PETITION  FOR  DEFINITION  OF  COM- 
MERCIAL  ZONE  AND  TERMINAL 
AREA  FOR  NASHVILLE,  TENNESSEE 

January  19,  1962 

Petitioners:  ASSOCIATED  TRANS- 
PORT INC.,  C.  &  D.  MOTOR  DELIV- 
ERY CO,  TIME  ,  INCORPORATED, 
WILSON  TRUCK  COMPANY.  INC, 
CAYCE  TRANSFER  &  STORAGE  CO, 
INC.,  OSBURN-HESSEY  CO.,  FAY- 
ETTEVILLE  TRANSFER  CO.,  TOMP- 
KINS MOTOR  LINES,  INC.,  THE 
DENVER  CHICAGO  TRUCKING.  INC  , 
OP  KENTUCKY.  Petitioners'  attor- 
neys: C  J  Braun.  Jr.,  380  Madison  Ave  , 
New  York,  NY.  Robert  Pearce,  McClure 
Building'.  Fiankfort.  Ky.  C.  H.  Hudson. 
Jr  .  Broadway  National  Bank  Building. 
Nashville,  Tenn.  John  Womack,  176 
Lafayette  Street.  Nashville.  Tenn.  Jack 
Goodman,  39  South  LaSalle  Street, 
Chicago.  111.  By  petition  filed  October  6. 
1959,  petitioners  seek  enlargement  of  the 
present  zone  limits  of  Nashville  to  in- 
clude additional  areas  In  Davidson 
County.  Tenn..  Ijounded  generally  on  the 
south  by  the  Williamson  County-David- 
son County  boundary  line,  on  the  east  by 
Old  Hickory  Boulevard.  Lebanon  Pike 
and  the  Wilson  County -Davidson  County 
boundary  line,  on  the  north  by  the 
Sumner  County-Davidson  County  bound- 
ary line.  Dickerson  Pike,  and  Old  Hick- 
oi-y  Boulevard,  and  on  the  west  by  Old 
Hickory  Boulevard.  Hydes  Ferry  Pike, 
the  Cheatham  County-Davidson  County 
Boundai-y  line.  River  Road  Pike  and  Old 
Hickory  Boulevard.  The  matter  has 
been  assigned  for  hearing: 

HEARING:  March  21.  1962.  at  the 
Dinkier-Andrew  Jackson  Hotel,  Nash- 
ville, Tenn.,  before  Examiner  FYancis  A. 
Welch. 


1  SEAL 


Harold  D.  McCoy, 
Secretary. 

|FR.     D-c      62  772:     Piled,     Jan.     23,     1962; 
8  47  am  1 


FOURTH   SECTION  APPLICATIONS 
FOR   RELIEF 

January  18.  1962. 
Protests  to  the  granting  of  an  appli- 
cation must  be  prepared  in  accordance 
with  Rule  40  of  the  general  rules  of 
practice  (49  CFR  1.40)  and  filed  within 
15  days  from  the  date  of  publication  of 
this  notice  in  the  Federal  Register. 
Long-and-Short  Haul 

FSA  No.  37519:  Iron  or  steel  articles 
from  Ashland.  Ky..  to  Laurel.  Miss.  Piled 
by  O.  W.  South,  Jr..  agent  (No.  A4148), 
for  Interested  rail  carriers.  Rateaon 
Iron  or  steel  articles,  viz:  bars  or  rodi, 
noibn.  plate  or  sheet,  nolbn,  galvanized. 
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painted  or  plain,  corrugated  or  not  cor- 
rugated, in  carloads,  from  Ashland,  Ky., 
to  Laurel,  Miss. 

Orounds  for  relief:  Barge-rail  com- 
petition. 

Tariff:  Supplement  26  to  Southern 
Freight  Association  Tariff  l.c.C.  S-163. 

PSA  No.  37520:  Cement  from  Grand 
Rapids  and  Scfioolcraft.  Mich.  Filed  by 
Traffic  Executive  Association-Eastern 
Railroads,  agent  (E.R.  No.  2599).  for 
interested  rail  carriers.  Rates  on  ce- 
ment and  related  articles,  in  carloads, 
from  Grand  Re^ids  and  Schoolcraft, 
Mich.,  to  specified  points  In  Indiana  and 
Michigan. 

Orounds  for  relief:  Market  competi- 
tion, and  short-line  distance  formula. 

Tariff:  Supplement  56  to  Traffic  Ex- 
ecutive Association-Eastern  Railroads 
tariff  I.C.C.  C-56. 

By  the  Commission. 

tSEAL]  Harold  D.  McCoy, 

Secretary. 

[P.R.    Doc.    62-712;     Piled.    Jan.    22,     1962- 
8:47  am] 
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Presidential  Documents 


Title  3— THE  PRESIDENT 

Executive  Order  10989 

AMENDMENT  OF  EXECUTIVE  ORDER  NO.  10168'  OF  OCTOBER  11, 
1950,  AS  AMENDED,  PRESCRIBING  REGULATIONS  RELATING  TO  THE 
RIGHT  OF  ENLISTED  MEMBERS  OF  THE  UNIFORMED  SERVICES  TO 
ADDITIONAL  PAY  FOR  SEA  AND  FOREIGN  DUTY 


By  virtue  of  the  authority  vested  in  nie  by  section  20(')  of  the  Cur€ 
of  1949,  as  amended  (37  l'.S.(\  2;i7),  and  as  Pre 


reer 
C'onipensation  Act  of  1949,  as  amended  (37  l'.S.(\  2;>7),  and  as  Presi- 
dent of  the  United  States  and  Comniander  in  Chief  of  the  armetl 
forces  of  the  United  States,  it  is  orderx^d  that  P^xecutive  Order  No. 
10168  of  October  11, 1950,  as  amended,  be  further  amended  as  follows: 

1.  Section  2(a)  is  amended  by  addin<r  the  follow  in«r  new  clauses  at 
t  he  end  thei-eof : 

"(5)  While  assigned  to  an  artificial  island  (such  as  a  Texas  Tower) 
located  on  the  outer  Continental  Shelf  outside  the  territorial  waters 
of  the  United  States  pursuant  to  orders  issued  by  competent  authoiity, 
including  periods  not  in  excess  of  fifteen  consecutive  days  each  while 
on  duty  asliore  or  temporarily  based  ashore. 

''(f>)  "While  on  an  artificial  island  (such  as  a  Texas  Tower)  hxated 
on  the  outer  Continental  Shelf  outside  the  territorial  watei-s  of  the 
Ignited  States  pursuant  to  ordei-s  issued  by  competent  authority 
although  based  or  stationed  ashore,  but  only  when  such  duty  is  ei<rht 
•-onsecutive  days  or  more  in  duration  in  each  ca.se." 

2.  Section  3  is  amended  by  striking  out  the  words  '"and  (.'5)*'  and 
inserting  the  words  '*,  (8),  (5),  and  (6)"'  in  place  thereof. 

The  amendments  made  by  this  order  shall  be  effective  as  of  the  first 
day  of  the  first  month  after  the  month  in  which  this  order  is  issued. 

Joijx  F.  Kknxf.dy 
The  Wihte  House, 

Jamiary  :12,  1962. 

ir.R.  Doc.  62-883 ;  Filed,  Jan.  23,  11K52  ;  12  ;39  p.m.] 
'  J5  F.R.  0877 ;  3  CFR,  1049-1953  Conip.,  p.  1071. 
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Rules  and  Regulations 


Title  5— ADMIMSTRATIVE 
PERSONNa 

ChopUr  I — Civil  S*rvic«  Commission 

PART  6— EXCEPTIONS  FROM  THE 
COMPETITIVE  SERVICE 

Doportment  of  Commcrc* 

Effective  upon  publication  In  the  Pid- 
X1UL  RiciSTXR,  {  6.212(a)  (1)  Is  added  to 
Part  6  as  set  out  below. 

g  6.212      Department  of  Commerre. 

(a)  Area  Redevelopment  Administra- 
tion. (1)  Not  to  exceed  January  31. 1963. 
one  position  of  staff  assistant  to  the  As- 
sistant Administrator  for  Area  Opera- 
tions. 

(R.S.  1753.  aec.  3,  33  Stat.  403,  as  amended; 
5  U.S.C.  631.  633) 

Unim  Statxs  Civil  Service 
ComassioN. 
[seal]  Mart  V.  Wenzel, 

Executive  Assistant 
to  the  Commissioners. 

(PJl.    Doe.    ea-8Sl:    PUed    Jan.    34.     1M2: 
8:63  ajn.] 

Title  7— AGRICULTURE 

Chaptor  I^Agricultural  Marketing 
Sorvico  (Sfandards,  Inspoctions,  and 
Marfcoting  Practicot),  Dopartment  of 
Agricwituro 

SUBCHAFTM  A — COftUMOOITY  STANDARDS  AND 
STANDAtD   CONTAINfl   REGULATIONS 

PART  29^TOBACCO  INSPECTION 
Subpart  C — Stondards 

A  notice  of  proposed  rule  making  to 
amend  the  Tentative  Standard  Grades 
for  Puerto  Rlcan  Cigar -lUler  Tobacco, 
n.S.  Type  46.  was  published  in  the  Pro- 
BKAL  RBGism  of  December  28,  1961  (26 
Pit.  12577).  Interested  persons  were 
given  15  days  following  publication  of 
the  notice  in  the  Peoeral  Register  in 
which  to  submit  written  data,  views,  or 
argxmxents  with  respect  to  the  proposed 
amendment. 

After  consideration  of  the  data,  views. 
and  argimients  presented,  the  amended 
standards,  as  so  published,  are  hereby 
adopted  without  change. 

It  is  hereby  found  that  good  cause 
exists  for  making  this  amendment  effec- 
tive upon  publication  in  the  Federal 
Registek  for  the  reason  that  the  Puerto 
Rlcan  tobacco  sales  of  the  1961  crop  will 
begin  about  Pebruary  1.  1962,  and  it  is 
necessary  that  this  amendment  be  effec- 
tive prior  to  the  marketing  season,  for 
utilization  in  the  official  inspection  of  the 
tobacco.  Therefore,  the  earliest  possible 
effective  date  will  be  beneficial  to  the 
Industry  azxl  to  the  Inspection  service  in 
that  greater  time  will  be  afforded  for  the 

728 


study  of  the  amended  standards  to  as- 
sure uniform  application. 

The  amendment  is  set  forth  below. 

Done  at  Washington.  DC.  this  19th 
day  of  January  1962.  to  become  effective 
on  the  date  of  publication  in  the  Federal 
Register. 

O.  R.  Orange. 
Deputy  Administrator, 
Marketing  Services. 

1.  Designate  99  29.9101-29.9999  as 
Subpart  P — Tentative  Standards. 

2.  Insert  in  Subpart  P  of  Part  29  these 
tentative  standards  to  be  codified  as  fol- 
lows: 

Tentative     Standaeo     Gkadbs     roa     Prtaro 

RiCAN    ClCAR-FlLLXK    TOBACCO     (V  3     Ty  PK    46) 


Sec 

39  9369  Rule  13. 

29  9370  Rule  14. 

299371  Rule  IS. 


craoes 


DsriNmor 

Sec 

29  9301 

Deflnltlona. 

29  9303 

Air-cured. 

29.9303 

Body 

39.9304 

Class. 

39  9305 

Clean. 

29  9306 

Condition. 

39.9307 

Crude. 

39  9308 

Cured. 

29.9309 

I>amage. 

29  9310 

Dirty. 

39  9311 

Porelgn  matter. 

29.9312 

Form 

29.9313 

Grade. 

29  9314 

Grademark. 

29  9315 

Group 

29.9316 

Injury. 

39.9317 

Leal  scrap. 

39.9318 

Length. 

39.9319 

Lot. 

39  9330 

Maturity. 

39.9331 

Nested. 

39.9332 

No  Grade. 

39.9323 

Off  type. 

29.9324 

Order  (case). 

29.9325 

Package. 

29  9326 

Packing. 

29  9327 

Quality. 

29  9328 

Semlcured. 

29  9329 

Side. 

29.9330 

Sound. 

29.9331 

Stolned  (S). 

29.9333 

Stem. 

29  9333 

Stemmed. 

29.9334 

Strips. 

29.9335 

Sweated. 

29.9338 

Sweating. 

29.9337 

Tobacco. 

29  9338 

Tobacco  products. 

29.9339 

Type. 

29.9340 

Type  46. 

29  9341 

Undrled. 

29.9342 

Uniformity. 

39.9343 

Uostemxned. 

29.9344 

Unsweated. 

29  9345 

Wet  (high -case). 
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29.9356 

Rules. 

29.9357 

Rule  1. 

29.9358 

Rule  3. 

29.9359 

Rule  3. 

29.9360 

Rule  4. 

29.9361 

Rule  5. 

29  9362 

Rule  6. 

29.9363 

Rule  7. 

29  9364 

Rule  8. 

29.9365 

Rule  9. 

29.9366 

Rule  10. 

29.9367 

Rule  11. 

29  9368 

Rule  12. 

29  9381  Strippers  (C  Group) . 

29.9383  Grinders  (X  Group). 

39  9383  Nondescript  (N  Group). 

29  9384  Scrap  ( S  Group ) . 

SUMMAXY    or    STANDAaO    OKAOIS 

29  9391     Summary  of  standard  grades. 

KET    TO    STANDAaS    GEADKMAaKa 

29  9396     Key  to  standard  grademarks. 

AirrHoarrT:  {{29  9301  to  29.9396  Issued 
under  sec    14.  49  Stat    734,  7  VSC.  61  Im. 

Definiticns 

§  29.9301      Derinitions. 

As  used  in  these  standards,  the  words 
and  phrases  hereinafter  defined  shall 
have  the  Indicated  meanings  so  assigned. 

§  29.9502      Air-cur«d. 

Tobacco  cured  under  natural  atmos- 
pheric conditions.  Artificial  heat  is 
sometimes  used  to  control  excess  humid- 
ity during  the  curing  period  to  prevent 
pole-sweat,  pKjle-bum.  and  shed-bum 
in  damp  weather.  Air-cured  tobacco 
should  not  carry  the  odor  of  smoke 
or  fumes  resulting  from  the  application 
of  artificial  heat. 

§  29.9303      Body. 

The  thickness  and  density  of  a  leaf 
or  the  weight  per  unit  of  surface. 

§  29.9304     Claw. 

A  major  division  of  tobacco  based  on 
method  of  cure  or  principal  usage. 

§  29.9305      Clean. 

Tobacco  is  described  as  clean  when  it 
contains  only  a  normal  amount  of  sand 
or  soil  particles.  Leaves  grown  on  the 
lower  portion  of  the  stalk  normally  con- 
tain more  dirt  or  sand  than  those  from 
higher  stalk  positions.     (See  rule  4.) 

§  29.9306      Condition. 

The  state  of  tobacco  which  results 
from  the  method  or  preparation  or  from 
the  degree  of  fermentation.  Words  used 
to  describe  the  condition  of  tobacco  are: 
Undrled,  air-dried,  steam-dried,  sweat- 
ing, sweated,  and  aged. 

§  29.9307     Cj-ude. 

A  subdegree  of  maturity.  Any  leaf 
which  is  crude  to  the  extent  of  20  per- 
cent of  its  surface  may  be  described  as 
crude.     (See  rule  14.) 

§  29.9308      Cured. 

Tobacco  dried  of  its  sap  by  either 
natural  or  artificial  processes. 

§  29.9309      Damage. 

The  effect  of  mold,  must,  rot,  black 
rot,  or  other  fungus  or  bacterial  diseases 
which  attack  tobacco  In  its  cured  state. 
Tobacco  having  the  odor  of  mold,  must, 
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or  rot  is  considered  damaged.    (See  Non- 
descript (N  Group).) 

§  29.9310     Dirty. 

The  state  of  tobacco  oontaining  an 
abnormal  amount  of  dirt  or  sand.  (See 
rule  15.) 

i^  29.93 1 1      Forri|;n    mutter. 

Any  extraneous  substance  or  material 
such  as  stalks,  straw,  or  almornutl 
amounts  of  dirt  or  sand.     (See  rule  15.) 

§  29.9312      Form. 

The  stage  of  preparation  of  tobacco 
such  as  stemmed  or  unstemmed. 

§  29.9313      Grade.  | 

A  subdivision  of  a  type  according  to 
group  and  quality  and  to  other  char- 
acteristics when  they  are  of  sufficient  im- 
portance to  be  treated  separately. 

§29.9314      Cradcmark. 

A  grademark  normally  consists  of 
three  symbols.  A  letter  is  used  to  indi- 
cate group  and  a  number  to  indicate 
quality.  In  Type  46  the  third  factor  de- 
notes: P,  heavy  body;  F,  thin  to  medium 
body;  T,  second  crop;  and  S,  stained. 
For  example,  CIP  means  Strippers,  first 
quality,  heavy  body.  . 

§29.9315     Croup. 

A  type  division  consisting  of  one  or 
more  grades.  Groups  In  Type  46  are: 
Strippers  (C) ,  Grinders  (X) ,  Nondescript 
(N), and  Scrap  (S). 

§29.9316      Injury.  I 

Hurt  or  impairment  from  any  cause 
except  the  fungus  or  bacterial  diseases 
which  attack  tobacco  in  its  cured  state. 
(See  definition  of  Damage.)  Injury  to 
tobacco  may  be  caused  by  field  diseases, 
insects,  or  weather  conditions;  insecti- 
cides, fungicides,  or  cell  growth  inhibi- 
tors ;  nutritional  deficiencies  or  excesses; 
or  improper  fertilizing,  harresting,  cur- 
ing, or  handling.  Injured  tobacco  in- 
cludes dead,  burnt,  hail-cut.  torn,  broken. 
ragged,  sunburned,  sunscalded.  scorched, 
flre-killed,  bulk-burnt,  pole-burnt,  barn- 
burnt,  house-burnt,  bleached,  bruised, 
blackened,  discolored,  or  deformed 
leaves;  or  tobacco  affected  by  wildfire, 
rust,  frogeye,  mosaic,  root  rot.  wilt,  black 
shank,  or  other  diseases.     (See  rule  12.) 

§29.9317     Leaf  scrap. 

A  byproduct  of  unstemmed  tobacco. 
Leaf  scrap  results  from  handling  un- 
stemmed tobacco  and  consists  of  loose 
and  tangled  whole  or  broken  leaves. 

§  29.9318     Length.  I 

The  linear  measurement  of  cured  to- 
bacco leaves  from  the  butt  of  the  mid- 
rib to  the  extreme  tip. 

§29.9319     Lot.  I 

A  pile,  basket,  bulk,  or  more  than  one 
bale,  case,  hogshead,  tierce,  package,  or 
other  definite  package  unit. 

§  29.9320      Maturity.  I 

The  degree  of  ripeness.  Tobacco  is 
mature  when  it  reaches  its  prime  state  of 
development. 

§  29.9321      Nested.  ' 

Any  tobacco  which  has  been  loaded, 
packed,  or  arranged  to  conceal  foreign 
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matter  or  tobacco  of  Inferior  grade,  qual- 
ity, or  condltton.  Nested  includes  any 
lot  of  tobacco  which  contains  foreign 
matter  or  damaged,  injured,  tangled,  or 
other  inferior  tobacco,  any  of  which  can- 
not be  readily  detected  upon  Inspection 
because  of  the  way  the  lot  is  packed  or 
arranffed.    (See  rule  IS.) 

§  29.9322     No  Grade. 

A  designation  applied  to  a  lot  of  to- 
bacco classified  as  nested,  offtjrpe,  semi- 
cured,  or  wet,  tobacco  that  is  abnormally 
dirty  or  improperly  baled,  contains  for- 
eign matter,  or  has  an  odor  foreign  to 
the  type.     (See  rules  3  and  15.) 

§  29.9323     OfTtype. 

Tobacco  of  distinctly  different  char- 
acteristics which  cannot  be  classified  in 
the  grades  of  the  type.     (See  rule  15.) 

§29.9324     Order   (case). 

The  state  of  tobacco  with  respect  to 
its  moisture  content. 

§  29.9325     Package. 

A  bundle,  bale,  case,  or  other  securely 
enclosed  parcel. 

§  29.9326     Packing. 

A  lot  of  tobacco  consisting  of  a  num- 
ber of  packages  submitted  as  one  definite 
unit  for  sampling  or  inspecting.  It  is 
represented  to  contain  the  same  kind  of 
tobacco  and  has  a  common  identification 
number  or  mark  on  each  package. 

§  29.9327     Quality. 

A  dlvlston  of  a  group  or  the  second 
factor  of  a  grade  based  upon  the  stated 
specifications. 

§  29.9328     Semlcured. 

Tobacco  in  the  process  of  being  cxired 
or  which  Is  paxtlally  but  not  thoroughly 
cured.  Semlcured  includes  tobacco 
which  c(mtalns  fat  steins,  wet  butts,  or 
tobacco  that  has  not  been  thoroughly 
dried  in  the  curing  process.  (See  defini- 
tion of  No  Grade  and  rule  15.) 

§  29.9329     Side. 

A  certain  phase  of  quality  as  con- 
trasted with  some  other  phase  of  quality, 
or  any  peculiar  characteristic  of  tobacco. 

§  29.9330     Sound. 

Free  of  damage. 

§29.9331     Suincd    (S). 

A  term  applied  to  tobacco  that  is 
blackened,  bruised,  or  discolored  by  ex- 
cessive moisture.  Any  leaf  affected  10 
percent  or  more  by  any  of  these  condl- 
UonB  may  be  described  as  stained.  (See 
rule  13.) 

§  29.9332     Stem. 

The  midrib  or  large  central  vein  of  a 
tobacco  leaf. 

§  29.9333     Stemmed. 

A  form  of  tobacco.  Including  strips  and 
strip  scrap,  from  which  the  stems  or 
midribs  have  been  removed. 

§  29.9334     Strip*. 

The  sides  of  tobacco  leaves  from  which 
the  stems  have  been  removed  or  a  lot  of 
tobaeoo  composed  of  strips. 
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§  29.9335     Sweated. 

The  condition  of  tobacco  wUeh  has 
passed  through  one  or  more  fermenta- 
tions natural  to  tobftoeo  packed  with  a 
normal  percentage  of  moisture.  This 
condition  Is  sometimes  described  as  fer- 
mented. 

§  29.9336     Sweating. 

The  condition  of  tobacco  in  the  process 
of  fermentation. 

§  29.9337     Tobacco. 

Tobacco  as  it  appears  between  the 
time  it  is  cured  and  stripped  from  the 
stalk,  or  primed  and  cured,  and  the  time 
it  enters  into  the  different  manufactur- 
ing processes.  The  acts  of  stemming, 
sweating,  and  conditioning  are  not  re- 
garded as  manufacturing  processes.  To- 
bacco, as  used  in  these  standards,  does 
not  Include  manufactured  or  semimanu- 
factured products,  stems,  cuttings,  clip- 
pings, trimmings,  siftings,  or  dust. 

§  29.9338     Tobacco  products. 

Manufactured  tobacco,  including  cig- 
arettes, cigars,  smoking  tobacco,  chewing 
tobacco,  and  snuff,  which  is  subject  to 
Internal  Revenue  tax. 

§  29.9339     Type. 

A  division  of  a  class  of  tobacco  having 
certidn  common  characteristics  and 
closely  related  grades.  Tobacco  which 
has  the  same  characteristics  and  cor- 
responding qualities,  colors,  and  lengths 
is  classified  as  one  type,  regardless  of 
any  factors  of  historical  or  geographical 
nature  which  cannot  be  determined  by 
an  examination  of  the  tobacco. 

§  29.9340     Type  46. 

That  type  of  cigar-leaf  tobacco,  com- 
monly known  as  Puerto  Rican  filler,  pro- 
duced principally  in  the  inland  and  semi- 
coastal  areas  of  Puerto  Rico. 

§  29.9341      Undried. 

The  condition  of  unfermented  tobacco 
which  has  not  been  air -dried  or  steam, 
dried. 

§  29.9342     Uniformity. 

A  grade  requirement  designating  the 
percentage  of  a  lot  which  must  meet  the 
stated  specifications.    (See  rule  11.) 

§  29.9343      Unstemmed. 

A  form  of  tobacco.  Including  whole 
leaf  and  leaf  scrap,  from  which  the  stems 
or  midribs  have  not  been  removed. 

§  29.9344      Unsweated. 

TTie  condition  of  cured  tobacco  which 
has  not  been  sweated. 

§29.9345      Wet   (high-case). 

Any  sound  tobacco  c(mtalning  exces- 
sive moisture  to  the  extent  that  it  is  in 
unsafe  or  doubtful-keeping  order.  Wet 
applies  to  any  tobacco  which  Is  not  dam- 
aged but  which  is  likely  to  damage  if 
treated  in  the  oust<»nary  manner.  (See 
rule  15.) 

KULB8 

§  29.9356     Rules. 

The  application  of  these  standard 
grades  shall  be  In  accordance  with  tiie 
f  ollow^ing  rules. 


fW^  1.  .  .  m»^J^ 
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§  29.9337     Rule   1. 

Each  grade  shall  be  treated  as  a  sub- 
division of  a  particular  tjrpe.  When  the 
grade  Is  stated  In  an  Inspection  certifi- 
cate, the  tjrpe  also  shall  be  stated. 

§29.9358     Rule  2. 

The  determination  of  a  grade  shall  be 
based  upon  a  thorough  examination  of 
a  lot  of  tobacco  or  a  representative  sam- 
ple of  a  lot. 

§  29.9359      Rule  3. 

Tobacco  leaves  shall  be  placed  straight 
in  bundles  or  bales  of  normal  weight, 
size,  and  shape  with  the  butts  out  and 
tips  overlapping  sufficiently  to  make  a 
level,  solid,  and  uniform  pack.  The  sides 
of  the  bundles  or  bales  shall  be  com- 
pletely covered  with  burlap  or  other  suit- 
able protective  material.  Improperly 
packed  tobacco  shall  be  designated  as 
"No-O." 

§  29.9360     Rule  4. 

All  standard  grades  must  be  clean. 
§  29.9361      Rule  5. 

The  grade  assigned  to  any  lot  of  to- 
bacco shall  be  a  true  representation  of 
the  tobacco  at  the  time  ri  inspection  and 
certification.  If.  at  any  time,  it  is  found 
that  a  lot  of  tobacco  does  not  comply 
with  the  specifications  f^f  the  grade  pre- 
viously assigned,  it  shall  not  thereafter 
be  represented  as  such  grade. 

§29.9362     Rule  6. 

Any  lot  of  tobacco  which  meets  the 
specifications  of  two  grades  shall  be 
placed  in  the  higher  grade.  Any  lot  of 
tobacco  on  the  marginal  line  between  two 
grades  shall  be  placed  in  the  lower  grade. 

§  29.9363     Rule  7. 

A  lot  of  tobacco  meets  the  specifica- 
tions of  a  grade  when  it  is  not  lower  in 
any  degree  than  the  minimum  specifica- 
tions of  such  grade. 

§  29.9364     Rule  8. 

In  determining  the  grade  of  a  lot  of 
tobacco,  the  lot  as  a  whole  shall  be  con- 
sidered. Irregularities  which  do  not 
affect  over  one  percent  of  the  tobacco 
shall  be  overlooked. 

§  29.9365     Rule  9. 

Interpretations,  the  use  of  specifica- 
tions, and  the  meaning  of  terms  shall 
be  in  accordance  with  determinations  or 
clarifications  made  by  the  Chief  of  the 
Standards  Branch  and  approved  by  the 
Director. 

§  29.9366     Rule  10. 

The  use  of  any  grade  may  be  restricted 
by  the  Director  during  any  marketing 
season,  when  it  Is  found  that  the  grade 
is  not  needed  or  appears  in  Insufficient 
volume  to  Justify  Its  use. 

§29.9367     Rule  11. 

Uniformity  shall  be  expressed  in  terms 
of  percentages.  These  percentages  shall 
govern  the  portion  of  a  lot  which  must 
meet  each  specification  of  the  grade. 
The/remaining  portion  must  be  closely 
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related.  These  percentages  shall  not  af- 
fect limitations  established  by  other 
rules. 

§29.9368     Rule   12. 

Injury  tolerance  shall  be  expressed  in 
terms  of  a  percentage.  The  appraisal 
of  injury  shall  be  based  upon  the  per- 
centage of  affected  leaf  surface  or  the 
degree  of  injury. 

§  29.9369      Rule    13. 

First  quality  tobacco  stained  30  per- 
cent or  less  shall  be  graded  XIS.  Any 
tobacco  stained  over  30  percent  and  un- 
der 75  percent  shall  be  graded  X2S. 
Tobacco  stained  over  75  percent  shall  be 
graded  "N." 

§  29.9370      Rule    14. 

Any  lot  containing  20  percent  or  more 
of  crude  tobacco  shall  be  designated  by 
the  symbol  "N." 

§  29.9371      Rule   13. 

Tobacco  shall  be  designated  as  No 
Grade,  using  the  grademark  "No-O." 
when  It  Is  abnormally  dirty.  Improperly 
baled,  nested,  offtjrpe.  semlcured.  wet. 
contains  foreign  matter,  or  has  an  odor 
foreign  to  the  type. 

GRADES 
§29.9381       .Slrippern    (C   Group). 

Tobacco  that  is  free  of  stain  and  is 
of  long  filler  stemming  quality. 

us 
gfadet       Grade  names  and  speciflcatton.% 
CIP     First  Quality  Strippers 

Eighty-five   percent   must   b«   heavy 
bodied,  mature,  and  13  Inches  or  over 
In   length      Injury   tolerance.    15   per- 
cent. 
CIF     First  Quality  Strippers 

Elghty-flve  percent  must  be  thin  to 
medium  bodied,  mature,  and  13  Inches 
or  over  In  length  Injury  tolerance. 
15  percent. 

§29.9382      Grinders    (X   Group). 

Short  fillers  or  grinders. 

US. 
grades       Grade  names  and  spect/lcations 
XIP     First  Quality  Grinders 

Seventy     percent     must     bo     heavy 
bodied,  mature,  and  8  Inches  or  over 
in  length.     Injury  tolerance.   30  per- 
cent. 
X2P     Second  Quality  Grinders 

Heavy   bodied   and  over  30  percent 
Injury  tolerance:    any   hard  or   woody 
tobacco. 
XIF     First  Quality  Grinders 

Seventy    percent    must    be    thin    to 
medium  bodied,  mature,  and  8  inches 
or  over  in   length      Injury  tolerance 
30  percent. 
X2F     Second  Quality  Grinders 

Thin   to  medium    bodied    and    over 
30  percent  injury  tolerance;  any  yel- 
low   tobacco:    or    tobacco    pole-burnt 
over  30  percent. 
X2T    Second  Q\iallty  Second  Crop  Grinders 
Heavy  bodied  and  over   30  percent 
Injury  tolerance. 
X16     First  Quality  Stained  Grinders 

Seventy    percent    must    be   thin    to 
heavy  bodied,  mature,   and   8   Inches 
or  over  In  length.     Injury   tolerance, 
30  percent. 
X2S     Second  Quality  Stained  Grinders 

Thin  to  heavy  bodied  and  over  30 
percent  injury  tolerance. 


§29.9383      Nondescript    (N   Group). 

U.S. 

grade         Grade  name   and   specifications 

N  Nondescript 

Moldy,  musty,  or  otherwise  damaged 
tobacco;  or  tobacco  bruised,  black- 
ened, stained,  or  injured  over  75 
percent. 

§  29.9384      Scrap    (S  Group). 

US 

grade         Grade   name   and   specifications 
8  Scrap 

Looee.  tangled,  whole  or  broken 
leaves,  or  the  web  jportlons  of  leaves 
reduced  to  scrap  by  any  process. 
Scrap  la  free  of  strings,  paper,  exces- 
sive  dirt,   and   other   foreign    matter. 

SUMMARY  or  STANDARD  GRAOXS 

§  29.9391      Summary  of  standard  gradeo. 

2  Grades  of  Strippers 

CIP  CIF 

7  Grades  of  Grinders 


XIP 

XIF 

XIS 

X2P 

X2F          xar 

1  Grade  of  Nondescript 

H 

i  Grade  of  Scrap 

S 

X2S 

Tobacco  not  covered  by  standard  grades 
is  designated  as  "No-G." 

XXY  TO  STANDARD  GRADEMABK8 
§  29.9396      Key  to  ntandard  grademarks. 

Group.-i 
C — Strippers. 
X — Grinders 
N — Nondescript 
8 — Scrap. 


1— First 
2 — Second. 


Qualities 


Third  Factors 


P — Heavy  l>ody. 

F — Thin  to  medium  body. 

T — Second  crop. 

S — Stained 
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Chapter  IX — Agricultural  Marketing 
S«rvic«  (Marketing  Agreaments  and 
Orders),  Department  of  Agriculture 

[Grapefruit  Reg.  2) 

PART  906— ORANGES  AND  GRAPE- 
FRUIT GROWN  IN  LOWER  RIO 
GRANDE  VALLEY  IN  TEXAS 

Limitation  of  Shipments;  Termination 

of  Grapefruit  Regulation   1 
§  906.305     Grapefruit    Regulalion   2. 

(a)  Findings.  (1>  Pursuant  to  the 
marketing  agreement  and  Order  No.  906 
(7  CFR  Part  906),  regulating  the  han- 
dling of  oranges  and  grapefruit  grown 
in  the  Lower  Rio  Grande  Valley  in  Texas, 
effective  under  the  applicable  provi- 
sions of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended  (7 
U.S.C.  601-674).  and  upon  the  basis  of 
the  recommendation  of  the  Texas  Val- 
ley Citrus  Committee  established  under 
the  aforesaid  marketing  agreement  and 
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order,  and  upon  other  available  infor- 
mation, it  is  hereby  found  that  the 
limitation  of  shipments  of  grapefruit. 
as  hereinafter  provided,  will  tend  to 
effectuate  the  declared  policy  of  the  act. 

(2)  It  Is  hereby  further  found  that 
it  IS  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  notice, 
enRage  In  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  In  the  Federal  Register  (5  U.S.C. 
1001-1011)  because  the  time  intervening 
between  the  date  when  information  upon 
which  this  section  is  based  became  avail- 
able and  the  time  when  this  section  must 
become  effective  In  order  to  effectuate 
the  declared  policy  of  the  act  is  insuffi- 
cient; and  this  regulation  relieves  re- 
strictions on  the  handling  of  grapefruit 
grown  in  the  Lower  Rio  Grande  Valley 
in  Texas. 

(bi  Order.  (1)  Terms  used  in  the 
marketing  agreement  and  order  «hall, 
when  used  herein,  have  the  same  mean- 
ing as  Is  given  to  the  resisective  term  In 
said  marketing  agreement  and  order; 
and  terms  relating  to  grade  and  diameter 
when  used  herein  shall  have  the  same 
meaning  as  Is  given  to  the  respective 
term  In  the  United  States  Standards  for 
Grapefruit  (Texas  and  States  other 
than  Florida,  California,  and  Arizona) 
(S5  51.620-51.658  of  this  title). 

(2t  Grapefruit  Regulation  1  (§906.- 
302:  27  PR.  86)  Is  hereby  terminated  ef- 
fective at  12:01  a.m.,  c.s.t.,  January  19, 
1962. 

(3)  During  the  period  beginning  at 
12:01  a.m..  est.,  January  19,  1962,  and 
ending  at  12:01  a.m.,  est.,  Jtily  1.  1962, 
no  handler  shall,  except  as  otherwise 
provided,  handle: 

»i»  Any  grapefruit  of  any  variety, 
grown  in  the  production  area,  which 
are  of  a  size  smaller  than  3  inches  in 
diameter,  except  that  not  more  than  10 
percent,  by  count,  of  such  grapefruit  in 
any  lot  of  containers,  and  not  more  than 
15  percent,  by  count,  of  such  grapefruit 
in  any  individual  container  in  such  lot, 
may  be  of  a  size  smaller  than  3  inches 
In  diameter: 

(ii)  Any  grapefruit  of  any  variety, 
grown  as  aforesaid,  in  any  box  or  car- 
ton having  Inside  dimensions  other  than 
those  sj)ecified  In  subdivision  (ill)  of 
this  subparagraph  unless  (a)  the  grape- 
fruit are  packed  in  accordance  with  the 
requirements  of  standard  pack;  or  (b) 
are  of  a  diameter  within  the  diameter 
limits  specified  for  the  following  pack 
size  except  that  not  more  than  10  per- 
cent, by  count,  of  the  grapefruit  In  such 
container  may  be  outside  of  such 
diameter  limits: 


FEDERAL  REGISTER 

pack  sizes  and  contain  the  applicable 
number  of  grapefruit  that  are  within 
the  diameter  limits  specified  for  the 
particular  pack  sizes,  except  that  not 
more  than  10  percent,  by  count,  of  such 
grapefruit  in  such  container  may  be  out- 
side such  diameter  limits: 

Number  of 
Pack  size:  grapefruit 

46    48 

54  or  56 56 

64    64 

70  or   72 72 

80 80 

96    96 

112  or  113 112 

125  or  126- 125 

(iv)  Any  grapefruit  of  any  variety, 
grown  as  aforesaid,  for  which  inspection 
is  required  unless  an  appropriate  inspec- 
tion certificate  has  been  issued  with 
respect  thereto  not  more  than  48  hours 
prior  to  the  time  of  shipment. 

(v)  The  provisions  of  subdivisions  (ii) 
and  (ill)  of  this  subparagraph  shall  not 
apply  to  the  grapefruit  in  any  gift  pack- 
age of  fruit. 

All  grapefruit  of  any  variety,  grown  as 
aforesaid,  handled  during  the  period 
specified  in  this  section  are  subject  to  all 
applicable  container  regulations  which 
are  in  effect  pursuant  to  the  aforesaid 
marketing  agreement  and  order  during 
such  period. 

(Sees.  1-19,  48  Stat.  31,  as  amended;  7  U.S.C. 
601-674) 

Dated:  January  19,  1962. 

Paul  A.  Nicholson, 
Deputy  Director,  Fruit  and  Veg- 
etable  Division,   Agricultural 
Marketing  Service.  \ 

(P.R.    Doc.    62-883;     Piled.    Jan.    24,     1962; 
8:50  a.m.] 


Titck  size 

DiametPr  limits 
in  inches 

Miiiimiim 

Maximum 

4<-.                                           

4M6 

5 

<lll)  Any  grapefruit  of  any  variety. 
grown  as  aforesaid,  in  a  container  havixig 
inside  dimensions  of  19%  z  13V^  x  13^ 
inches  unless  such  container  is  packed  in 
accordance  with  one  of  the  following 


[Orange  Reg.  3] 

PART  906— ORANGES  AND  GRAPE- 
FRUIT GROWN  IN  THE  LOWER  RIO 
GRANDE  VALLEY  IN  TEXAS 

Limitation  of  Shipments;  Termination 
of  Orange  Regulation  2 

§  906.304     Orange  Regulation  3. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement  and  Order  No.  906 
(7  CFR  Part  906),  regulating  the  han- 
dling of  oranges  and  grapefruit  grown 
in  the  Lower  Rio  Grande  Valley  in 
Texas,  effective  under  the  applicable 
provisions  of  the  Agricultural  Market- 
ing Agreement  Act  of  1937,  as  amended 
(7  U.S.C.  601-674),  and  upon  the  basis 
of  the  recommendation  of  the  Texas 
Valley  Citrus  Committee  established 
under  the  aforesaid  marketing  tigree- 
ment  and  order,  and  upon  other  avail- 
able information,  it  is  hereby  found  that 
the  limitation  of  shipments  of  oranges, 
as  hereinafter  provided,  will  tend  to 
effectuate  the  declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure, 
fvp<^  poBtpone  the  effective  date  of  this 
section  imtil  30  days  after  publication 
thereof  in  the  Fbokral  Register  (5  UJ5.C. 
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1001-1011)  because  the  time  intervening 
between  the  date  when  information  upon 
which  this  section  is  based  became  avail- 
able and  the  time  when  this  section  must 
become  effective  in  order  to  effectuate 
the  declared  policy  of  the  act  is  insuffi- 
cient; dnd  this  regulation  relieves  re- 
strictions on  the  handling  of  oranges 
grown  m  the  Lower  Rio  Grande  Valley 
in  Texas. 

(b)  Order.  (1)  Terms  used  in  the 
marketing  agreement  and  order  shall, 
when  used  herein,  have  the  same  mean- 
ing as  is  given  to  the  respective  term  in 
said  marketing  agreement  and  order; 
and  terms  relating  to  grade  and  diam- 
eter, when  used  herein,  shall  have  the 
same  meaning  as  is  given  to  the  respec- 
tive term  in  the  United  States  Standards 
for  Oranges  (Texas  and  States  other 
than  Florida,  California,  and  Arizona) 
(§§  51.680-51.712  of  this  title). 

(2)  Orange  Regulation  2  (§906.303; 
27  F.R.  457)  is  hereby  terminated  effec- 
tive at  12:01  a.m.,  cs.t.,  January  19. 1962. 

(3)  During  the  period  begirming  at 
12:01  a.m.,  cs.t.,  January  19,  1962,  and 
ending  at  12:01  am.,  cs.t.,  July  1,  1962, 
no  handler  shall  handle : 

ti)  Any  oranges  of  any  variety,  grown 
as  aforesaid,  which  are  of  a  size  smaller 
than  2*16  inches  in  diameter,  except  that 
not  more  than  ten  (10)  percent,  by 
count,  of  such  oranges  in  any  lot  of  con- 
tainers, and  not  more  than  fifteen  (15) 
percent,  by  count,  of  such  oranges  in 
any  individual  container  in  such  lot  may 
be  of  a  size  smaller  than  23ic  inches  in 
diameter ; 

(ii)  Any  oranges  of  any  variety, 
grown  as  aforesaid,  packed  in  any  box 
or  carton  of  inside  dimensions  other 
than  those  specified  in  subdivision  (iii) 
of  this  subparagraph,  unless  the  oranges 
are  of  a  size  within  the  diameter  limits 
specified  for  one  of  the  following  pack 
sizes  and  otherwise  are  packed  in  ac- 
cordance with  the  requirements  of 
standard  pack,  except  that  not  to  exceed 
a  total  of  10  percent,  by  count,  of  the 
oranges  in  any  such  container  may  be 
outside  such  diameter  limits : 


Pack  sizes 

Diaini'tor  liniil;- 
inches 

in 

Minimum 

Miixinmi 

ino 

3'<is 

2' ■■IB 
2'!  Hi 

:V  ' 

125            - - 

:<•' , 

163 

:<■■! 

■M)            - 

:V  : 

•252                          -- - 

■>li 

324            - - 

•>'*, 

(iii)  Any  oranges  of  any  variety, 
grown  as  aforesaid,  packed  in  a  box  or 
carton  having  inside  dimensions  of  19% 
X  13*/^  X  131/2  inches,  unless  such  con- 
tainer is  packed  in  accordance  with  one 
of  the  following  pack  sizes  and  contains 
the  applicable  number  of  oranges  spe- 
cified for  the  pack  size:  Provided,  Such 
oranges  are  within  the  diameter  limits 
specified  in  subdivision  (ii)  of  this  sub- 
paragraph for  the  particular  pack  size, 
except  that  not  to  exceed  a  total  of  10 
percent,  by  count,  of  the  oranges  in  any 
such  container  may  be  outside  such 
diameter  limits: 
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TLaivo^mf       Inntmni     9C       1Qti9 


RPnPBAI    BFAICTEB 


7.^^ 


732 

Number  of 
Pack  sIbm:                                             onn^s 
IM 160 

U6 las 

183 183 

200 IBS 

m - 253 

324 319 

(Iv  >  Any  oranges  of  any  variety,  grown 
^s  aforesaid,  for  which  inspection  is  re- 
quired unless  an  appropriate  inspection 
certificate  has  been  issued  with  respect 
thereto  not  more  than  48  hours  prior  to 
the  time  of  shipment. 

(V)  The  provisions  of  subdivisions  (ii) 
and  (iii>  of  this  subparagraph  shall  not 
apply  to  the  oranges  in  any  gift  package 
of  fruit. 

All  oranges  of  any  variety,  grown  as 
aforesaid,  handled  during  the  period 
specified  in  this  section  are  subject  to  all 
applicable  container  regulations  which 
are  in  effect  pursuant  to  the  aforesaid 
marketing  agreement  and  order  during 
such  period. 

(Secg.  1-19.  48  Stat   31.  as  amended.  7  U  S  C 
601-874) 

Dated   January  19.  1962. 

Paul  A.  Nicholson. 
Deputy  Director.  Fruit  and  Veg- 
etable  Division.    Agricultural 
Marketing  Service. 

|F.R.     Doc      63-834:     FUed.    Jan     24.     1962 
8:50  a.m  I 


Title  8— ANMAIS  AND 
AMIUL  PieOllCTS 

Chapter     I — Agricuttural     Research 
Service,  Deportment  of  Agriculture 

SUBCHAPm   C — mmSTATC   TIANSrOtTATION 
Of   ANIMAU   AND   POULTtY 

PART  74— SCABIES  IN  SHEEP 
lnt«r8tofe  Movement 

Pursuant  to  the  provisions  of  sections 
1  through  4  of  the  Act  of  March  3.  1905. 
as  amended,  sections  1  and  2  of  the  Act 
of  February  2,  1903.  as  amended,  and 
sections  4  through  7  of  the  Act  of  May 
29,  1884,  as  amended  (21  U.S.C.  111-113, 
115.  117.  120.  121.  12^126),  §§74.2  and 
74.3  of  Part  74,  Subchapter  C,  Chapter 
I.  Title  9,  Code  of  Federal  Regulations. 
as  amended,  are  hereby  amended  to  read 
respectively,  as  follows: 

§  74.2      Desiicnation  of  (rrr  and  inrected 
area.1. 

(a)  Notice  is  hereby  given  that  sheep 
in  the  following  States.  Territories,  and 
EHstrict,  or  parts  thereof  as  specified,  are 
not  kJtown  to  be  infected  with  scabies 
and  such  States,  Territories,  District, 
and  parts  thereol ,  are  hereby  designated 
as  free  areas: 

(1)  Alabama,  Arizona.  Arkansas,  Cali- 
fornia. Oolorado,  Connecticut.  Delaware, 
Diatriet  of  Coliunbla.  Florida,  Georgia. 
Idaho.  Louisiana,  llatne.  Massachusetts. 
MlwlwlrH.  Mnntans.  Nevada.  New 
fleiiipiiliv,  NorOi  CaroUna.  Oregon, 
Poerto  Ktoo,  Rtade  Island.  South  Caro- 
lina, Texas,  Utah.  Vermont.  Washing- 
ton, and  Wyoming: 
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(2)  That  portion  of  South  Dakota  ly- 
ing west  of  the  Missouri  River : 

(3)  The  following  Counties  in  Ne- 
braska: Banner.  Box  Butte.  Cheyenne. 
Dawes,  Deuel,  Garden,  Kimball.  Mor- 
rill. Sheridan.  Sioux,  and  Scottsbluff: 

<4i  That  portion  of  McKlnley  and 
San  Juan  Counties  in  New  Mexico,  oc- 
cupied by  the  Navajo  Indian  Reserva- 
tion: 

i5'  All  of  that  area  of  tlie  State  of 
North  Dalcota  bi"g  west  of  the  Missouri 
River  and  State  Highway  No.  8.  begln- 
nlnp  at  a  point  where  said  river  Inter- 
sects the  South  Dakota  boundary  line 
and  continuing  along  said  river  to  a 
point  on  the  Garrison  Dam  Reservoir 
directly  south  of  the  intersection  of 
State  Highways  Nos.  23  and  8;  thence, 
directly  north  to  the  intersection  of 
State  Highways  Nos.  23  and  8;  thence, 
north  along  State  Highway  No.  8  to  the 
North  Dakota-Canadian  boundary;  and 

(6)  The  following  Counties  in  Kansas: 
Phillips.  Rooks.  EUlis.  Rush.  Pawnee. 
Edwards.  Kiowa,  and  Comanche,  and 
all  Counties  In  the  State  of  Kansas  lying 
west  thereof. 

tb)  Notice  is  hereby  given  also  that 
sheep  scabies  exists  in  all  States  and 
Territories  and  parts  of  States  not  des- 
ignated as  free  areas  in  paragraph  (a> 
of  this  section,  and  they  are  hereby 
designated  as  infected  areas. 

§  71.3      Designation  of  eradiculion  arra«. 

<  a  I  Notice  is  hereby  given  that  sheep 
in  the  following  States,  Territories,  or 
parts  thereof  as  specified,  are  being  han- 
dled systematically  tu  eradicate  scabies 
m  sheep  and  such  States.  Territories, 
and  parts  thereof,  are  hereby  designated 
as  eradication  areas: 

<1'  Hawaii,  Illinois.  New  Jersey  New 
York.  Tennessee,  and  Wisconsin; 

'2)  That  portion  of  South  Dakota  ly- 
ing east  of  the  Missouri  River; 

f  3 )  The  following  Counties  in  Kansas : 
Bart)er,  Barton.  Cloud,  Ellsworth,  Har- 
per, Harvey.  Kingman,  Lincoln,  McPher- 
son.  Mitchell,  Osborne,  Ottawa,  Pratt, 
Reno,  Republic,  Rice.  Russell.  Sedgwick, 
Smith.  Stafford,  and  Snmner  Counties; 

(4)  All  Counties  in  Nebraska  except 
Banner,  Box  Butte.  Cheyenne.  Dawes. 
Deuel.  Garden.  Kimball,  Morrill.  Sheri- 
dan, Sioux,  and  Scottsbhiff; 

(5  >  All  Counties  in  New  Mexico  except 
that  portion  of  McKinley  and  San  Jnan 
Counties  occupied  by  the  Navajo  Indian 
Reservation ; 

(6)  All  of  the  State  of  North  Dakota 
eitcept  that  area  lying  west  of  the  Mis- 
souri River  and  State  Highway  No.  8. 
beginning  at  a  point  where  said  river 
intersects  the  South  Dakota  boundary 
line  and  continuing  along  said  river  to  a 
point  on  the  Garrison  Dam  Reservoir 
directly  south  of  the  intersection  of  State 
Highways  Nos.  23  and  8;  thence,  directly 
north  to  the  intersection  of  State  High- 
ways Nos.  23  and  8;  thence,  north  along 
State  Highway  No.  8  to  the  North  Da- 
kota-Canadian boundary;  and 

(7)  The  following  Counties  in  Mich- 
igan: Alger,  Baraga,  Chippewa.  Delta, 
Dickinson,  OogeWc,  Houghton,  Iron.  Ke- 
weenaw. Ijuce,  Ma<dclnac,  Marquette,  Me- 
nominee, Ontonagon,  and  Schoolcraft 
Counties. 


(Sees  4  7.  33  Stat  32.  as  amended,  ascs.  1.  2. 
32  Stat  791-792.  as  amended,  sees.  1-4.  83 
Stat  1364.  as  amendad  1365.  aa  amended; 
21  U.SC    111-113.  115.  117.  120,  131,  123-126; 

19  PR    74.  as  amended) 

Effective  date  The  foregoing  amend- 
ments shall  become  effective  upon 
issuance. 

The  amendments  add  the  State  of 
Arkansas  to  the  list  of  free  areas  and 
delete  this  State  from  the  list  of  Infected 
and  eradication  areas  as  sheep  scabies 
Is  no  longer  known  to  exist  in  this  State. 
Hereafter,  the  restrictions  pertaining  to 
the  Interstate  movement  of  sheep  from 
or  into  infected  and  eradication  areas  as 
contained  in  the  regulations  in  9  CFR 
Part  74.  as  amended,  will  not  apply  to  this 
State.  However,  the  restrictions  in  said 
Part  74  pertaining  to  the  interstate 
movement  of  sheep  from  or  into  free 
areas  will  apply  thereto. 

The  amendments  relieve  certain  re- 
strictions presently  imposed  and  must 
be  made  effective  immediately  to  be  of 
maximum  benefit  to  persons  subject  to 
the  restrictions  which  are  relieved.  Ac- 
cordingly, under  section  4  of  the  Admin- 
istrative Procedure  Act  (5  U.S.C.  1003) ,  it 
is  found  upon  good  cause  that  notice  and 
other  public  procedure  with  respect  to 
the  amendments  are  Impracticable  and 
contrary  to  the  public  interest,  and  the 
amendments  may  be  made  effective  less 
than  30  days  after  publication  In  the 

PXDERAL  RkcISTIR. 

Done  at  Washington.  DC  ,  this  19th 
day  of  January  1962. 

M.  R.  Clarkson. 
Acting  Administrator, 
Agricultural  Research  Service. 

IFR     D(x-     62  848:     Filed,    Jan.    34.     1962; 
6  52  am  1 


rule  13— SUSWfSS  CREOn 
AND  ASSISTANCE 

Chapter  I — Small  Business 
Administration 
(Amdt.  3  (Rev.  1 )  | 

PART  108— LOANS  TO  STATE  AND 
LOCAL  DEVELOPMENT  COM- 
PANICS 

Mtscollaneous  Amendments 

The  Loans  to  State  and  Local  Develop- 
ment Companies  Regulation  (Revision  1, 
26  P.R.  1822)  is  hereby  amended  by: 

1.  Deleting  the  figure  "$250. 000"  each 
time  it  appears  in  paragraph  (d>  of 
i  108.502-1  and  inserting  in  lieu  thereof 
the  figure  "$350,000'.  As  amended, 
paragraph  (d)  reads  as  follows: 

(d>  Loanamount.  ( 1  >  Loans  made  by 
SBA  under  this  section  shall  be  limited 
to  $350,000  for  each  Identifiable  small- 
business  concern.  The  total  unpaid 
amount  of  any  such  SBA  loan  or  loans 
in  aid  of  a  particular  small-business  con- 
cern shall  never  exceed  $350,000.  (2) 
Development  companies  may  be  eUgible 
to  be  considered  for  such  additional 
loans  of  not  more  than  $350,000  each,  as 
there  may  te  additional  identfflable 
small-business  concerns  to  be  assisted. 


I 


Thursday,  January  25,  1962 

2.  Deleting  the  word  "ten"  each  time 
it  appears  in  paragraph  ( i )  of  S  106.502-1 
and  inserting  in  lieu  thereof  the  word 
"Twenty-five".  As  amended  paragraph 
(i)  reads  as  follows: 

(i»  Loan  maturity.  The  maturity  of 
any  loan  under  this  section  may  not  ex- 
ceed twenty-five  years  plus  such  addi- 
tional period  as  is  estimated  may  be  re- 
quired to  complete  construction, 
conversion  or  expansion.  It  shall  be  the 
policy  of  SBA  generally,  in  the  case  of 
a  lease  agreement  between  a  local  de- 
velopment company  and  an  identifiable 
small -business  concern,  to  require  that 
the  term  of  the  lease  shall  be  not  less 
than  the  term  of  the  loan.  It  shall  also 
be  the  policy  of  SBA  generally  to  require 
repayment  of  the  loan  in  equal  periodic 
installments.  Extensions  or  renewals  of 
loans  for  an  additional  period  not  to  ex- 
ceed twenty-five  years  beyond  the  stated 
maturity  may  be  granted  by  SBA  only 
if  such  extensions  or  renewals  will  aid 
in  the  orderly  liquidation  of  such  loans. 

Dated:  January  17,  1962. 

John  E.  Horne, 
Administrator. 

|PR     Doc     62-846:     Filed.    Jan.    24,     1962; 
8:52   a.m.]  i 


PART   122— BUSINESS  LOANS 
Foreclosure  of  Collateral 

Section  122.7-21  of  Part  122,  Chapter 
I.  Title  13  of  the  Code  of  Federal  Regu- 
lations is  revised  to  read  as  foUows: 

§122.7-21      Foreclosure  of  coHaleral. 

Real  and  personal  property,  including 
contracts  and  claims,  hypothecated  as 
security  for  the  payment  of  a  loan  which 
is  in  default  may  be  sold  in  accordance 
with  the  provisions  of  the  pledge  or  se- 
curity instrument  whereby  such  property 
was  hypothecated. 

Effective  date:  This  revision  shall  be- 
come effective  uix>n  publication  in  the 
Federal  Register. 


Dated:  January  19.  1962. 


I 


John  E.  Horne, 
Administrator. 

|PR     Doc     62  845:     Piled.    Jan.    24,    1962; 
8:62    am  I  , 


Title  14-AERONAUTICS  AND 
SPACE       I 

Chapter   II — Civil   Aeronautics   Board 

SUBCHAPTER   A — ECONOMIC   REGULATIONS 

lReg.No.ER-34«J        | 

PART  205 — INAUGURATION  AND 
TEMPORARY  SUSPENSION  OF 
SCHEDULED  ROUTE  SERVICE  AU- 
THORIZED BY  CERTIFICATES  OF 
PUBLIC   CONVENIENCE  AND 

NECESSITY 

January  19. 1962. 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington,  D.C., 
on  the  19th  day  of  January  1962. 

No.  17 2 
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On  July  25.  1061.  the  Board  issued  a 
notice  of  propoeed  rule  making,  Docket 
12854,  EDR-30.  26  F.R.  6855,  proposing 
a  revision  of  Part  205  to  clarify  proce- 
dures for  obtaining  Board  authorization 
for  delays  of  inauguration  of  authorized 
service  and  tonporary  suspension  of 
service  authorized  and  required  pur- 
suant to  a  certificate  of  public  con- 
venience and  necessity,  and  to  provide 
for  notice  to  the  Board  of  involuntary 
Interruptions  of  such  service.  Notice 
was  also  given  that  the  Board  had  under 
consideration  a  concurrent  amendment 
to  §  231.6  of  Part  231  to  require  immedi- 
ate notice  to  the  Board  and  the  filing  of 
new  schedule  pages  when  such  service 
is  interrupted  by  a  strike,  and  upon  the 
restimption  of  service  following  a  strike. 

In  response  to  this  notice  many  air 
carriers  sutoiitted  comments  and  sug- 
gested various  changes  to  the  proposed 
Part  205.  All  of  the  comments  opposed 
the  proposed  addition  of  §  231.6  to  Part 
231. 

The  Board,  after  consideration  of  the 
comments  received  has  decided  to  adopt 
revised  Part  205  £s  proposed  except  for 
a  number  of  modifications  and  changes 
suggested  largely  in  the  comments.  Fur- 
ther, the  Board  has  decided  not  to  adopt 
the  proposed  amendment  to  Part  231. 

Tlie  more  significant  changes  from 
the  provisions  of  the  notice  made  in 
finalizing  Part  205  are  as  follows: 

1.  Deleting  the  requirement  with  re- 
spect to  the  filing  of  an  affidavit  with 
answers  in  opposition  to  or  in  support 
of  an  application  made  pursuant  to 
S  205.3  of  the  part  (§  205.4) . 

2.  Adding  a  requirement  that  a  peti- 
tion for  reconsideration  be  served  on 
any  person  who  has  filed  an  answer 
in  opposition  to  the  original  applica- 
tion (S  205.7). 

3.  Deleting  the  requirement  that  the 
holder  of  a  certificate  give  notice  to 
the  chief  executive  of  any  city,  in  cases 
of  delayed  inauguration  or  an  interrup- 
tion of  service  caused  by  a  strike  ( §  205.8 
(b),and  (c)). 

4.  Adding  a  new  §  205.12  which  will 
require  an  air  carrier  to  submit  a  rep>ort, 
summarizing  all  flights  that  were  can- 
celed, the  date  they  were  canceled,  and 
the  date  service  was  restored.  Such  re- 
port will  be  submitted  in  lieu  of  the 
proposed  9  205.8  (b)  and  (c> ,  and  §  231.6 
of  Part  231  which  would  have  required 
air  carriers  to  submit  revised  schedule 
pages  showing  a  cessation  of  service,  and 
restoration  of  service  during  a  strike. 

In  addition,  many  changes  of  a  clarify- 
ing and  editorial  nature  have  been  made 
in  Part  205. 

In  adopting  the  revised  Part  205  we 
have  rejected  the  suggestion  that  §  205.4 
be  changed  to  reduce  the  time  for  filing 
answers  from  20  days  to  10  days.  It  is 
the  view  of  the  Board  that  a  10-day 
period  would  not  provide  sufficient  time 
for  cities  or  other  public  bodies  to  pre- 
pare an  adequate  answer  to  an  applica- 
tion. We  have  also  rejected  the  sug- 
gestion that  replies  to  answers  be 
permitted.  Tlie  Board  Is  of  the  view  that 
the  addition  of  this  procedural  step 
would  result  in  att  undue  delay  in  the 
processing  of  applications  and  is  not  re- 
quired if  applicants  exercise  diligence  in 
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the  preparation  of  their  initial  applica- 
tions. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
formulation  of  this  revised  part,  and  due 
consideration  has  been  given  to  all  rel- 
evant matter  presented. 

Accordingly,  the  Board  hereby  adopts 
revised  Part  205,  effective  February  24, 
1962,  to  read  as  follows: 

Sec. 

205.1  Applicability. 

205.2  Board  authorization  required  for  de- 

layed inauguration  or  temporary 
suspensions  of  service. 

205.3  Applications  pursuant  to  $  205.2. 

205.4  Answers  by  interested  persons. 

205.5  Service. 

205.6  Disposition. 

205.7  Petition  for  reconsideration. 

205.8  Automatic  suspension  authority  for 

Involuntary  postponement  of  in- 
auguration or  involuntary  inter- 
ruption of  service. 

Re-examination  of  suspension  au- 
thority. 

Effect  of  fallvire  to  provide  service. 

Institution  of  service  after  suspen- 
sion or  postponement  of  inaugura- 
tion :  notice  to  the  Board. 

Strikes;  report  to  be  filed. 

AuTHORrrT:  §§  205.1  to  205.12  issued  under 
sec.  205(a),  72  Stat.  743;  49  UJS.C.  1324.  In- 
terpret or  apply  sec.  401,  72  Stat.  754;  49 
U.S.C.  1371. 

§  205.1      .4pplicabilit7. 

fa)  This  part  shall  apply  to  all  air 
carriers  holding  currently  effective  cer- 
tificates of  public  convenience  and  neces- 
sity authorizing  scheduled  route  service 
between  designated  points  (hereinafter 
referred  to  as  certificates)  issued  by  the 
Board  pursuant  to  section  401  of  the  Act 
with  respect  to: 

(1)  Inauguration  of  new  service  pur- 
suant to  certificate  awards; 

(2)  Applications  to  the  Board  for  au- 
thority to  temporarily  suspend  service 
to  or  from  any  point  named  in  a  cer- 
tificate or  included  in  an  approved  serv- 
ice plan  designating  points  which  may 
be  served  in  a  general  area  named  in  such 
certificate; 

( 3 )  Notice  to  the  Board  when  all  serv- 
ice to  or  from  a  point,  pursuant  to  a  cer- 
tificate, shall  have  been  interrupted  or 
inauguration  delayed  because  of  cir- 
cumstances or  events  beyond  the  car- 
rier's control  as  provided  in  §  205.8(a) ; 
and 

( 4  >  Termination  of  suspension  of  serv- 
ice. 

(b)  Sections  205.2(a)  and  205.10  shall 
not  apply  to  the  operations  of  certificated 
air  carriers  to  or  from  points  authorized 
for  service  in  their  certificates  pursuant 
to  section  401(e)  of  the  Civil  Aeronautics 
Act  of  1938, 49  U.S.C.  481,  but  never  regu- 
larly served.  This  part  does  not  relieve 
any  carriers  from  the  obligation  to  file 
schedules  pursuant  to  the  requirements 
of  Part  231  of  this  chapter. 

§  205.2  Board  authorization  required 
for  delayed  inauKuration  or  lenipf>- 
rary  >iu$ipen8ions  of  service. 

(a)  Inauguration  of  service.  Any 
service  authorized  by  a  certificate  shall 
be  inaugurated  within  90  days  after  the 
effective  date  of  the  new  or  amended 
certificate  unless  the  Board  has  fixed  a 
longer  period.  If  the  recipient  of  a  cer- 
tificate   award    authorizing    scheduled 
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route  service  between  designated  points 
desires  to  postpone  Inauguration  of  serv- 
ice to  any  such  point  or  points  beyond 
the  90^ay  period  or  micti  other  period 
as  the  Board  may  have  fixed,  he  shall, 
not  later  than  45  days  prior  to  expira- 
tion of  such  period,  file  an  application 
for  postponement  of  the  date  of  required 
inauguration  of  service. 

(b)  Temporan/  ruspension  of  service. 
Service  to  or  from  any  point,  authorized 
in  a  certificate  or  included  in  an  ap- 
proved senrioe  plan,  shall  not  be  sus- 
pended by  an  air  carrier  except  in  ac- 
cordance with  the  provisions  of  this  part. 

§  205.3      Applicationii     p  u  r  <•  u  «  n  l     to 
§  205.2. 

The  application  shall  contain  a  specific 
statement  of  the  relief  requested  and  of 
the  facts  relied  upon  to  establish  that 
there  Is  good  cause  for  the  poatponement 
of  inauguration  or  that  the  temporary 
suspension  of  service  for  which  applica- 
tion Is  made  is  in  the  public  interest. 
with  a  statement  of  economic  data  or 
other  matters  which  it  is  desired  that 
the  Board  ofBciaDy  notice.  The  applica- 
tion shall  also  contain  a  list  of  the  per- 
aoxa  upon  wtiom  copies  thereof  were 
served  and  a  statement  that  any  inter- 
ested person  may  file  an  answer  in  op- 
position to  or  in  support  of  the  applica- 
tion within  twenty  (20)  days  after  the 
filing  of  the  application.  An  executed 
original  and  19  copies  of  such  ain^lica- 
tlon  shall  be  filed  with  the  Docket  Section 
of  the  Clvfl  Aeronautics  Board.  Washing- 
ton 25.  D.C.  Applications  which  are  in- 
complete or  which  fail  to  comply  with 
the  requirements  of  this  part  will  be 
dismissed. 

§  205.4      Anitwer*   by    inlrrertcd   persons. 

Any  interested  person  may  fUe  with 
the  Board  and  serve  upon  the  applicant 
a  written  answer  in  opposition  to  or  in 
support  of.  an  application  made  pursuant 
to  9  205  J  within  twenty  (20)  days  of  the 
filing  thereof.  Such  answer  shall  set 
forth  In  detail  the  reasons  why  the  post- 
ponement of  inauguration  of  service  or 
temporary  suspension  of  service  should 
be  denied  or  authorized,  with  a  state- 
ment of  economic  data  and  other  matters 
which  it  Is  desired  that  the  Board  shall 
ofDcially  notice.  An  executed  original 
and  19  copies  of  such  answer  shall  be 
filed  with  the  Docket  Section.  Unless 
ordered  by  the  Board  upon  application 
or  upon  its  own  motion,  further  plead- 
ings wm  not  be  entertained. 

§  MS.5     Service. 

(a>  A  copy  of  each  application  made 
and  each  answer  addressed  thereto  pur- 
suant to  S9  205.3  and  205.4  shall  be 
served  i)ersonaIly  or  by  registered  or  cer- 
tified mall  upon  such  persons  as  the 
Board  may  designate  in  a  particular 
case,  and  shall  be  served  upon  the  fol- 
lowing persons  In  all  cases: 

(1)  Each  certtflcated  route  air  car- 
rier which  serves  any  point  for  which 
postponement  of  inauguration  or  sus- 
pension of  serrice  is  sought,  or  its  des- 
ignated agent. 

(2)  The  chief  executive  of  the  city, 
town  or  other  unit  or  local  government 
at  any  such  point  located  in  the  United 
States  or  any  possession  thereof: 
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•  3>  The  State  commission  or  agency 
having  jurisdiction  of  transportation  by 
air  txx  the  State  wherein  any  such  point 
is  located,  or  if  there  is  no  such  oom- 
mission  or  agency,  the  chief  executive  of 
such  State; 

(4)  The  Secretary  of  State  (marked 
for  the  attention  of  Chief.  Aviation  Divi- 
sion) if  such  point  is  not  located  in  the 
United  States  or  any  possession  thereof; 

(5»  The  Postmaster  General  (marked 
for  the  attention  of  the  Assistant  Poet- 
njaster  General — Bureau  of  Transporta- 
tion) if  the  applicant's  certificate  au- 
thorises the  transportation  of  United 
States  mail  to  or  from  such  point; 

(6)  In  cases  involving  an  application 
for  suspension  of  service  at  a  point  lo- 
cated in  the  United  States  or  any  pos- 
session thereof,  the  manager  or  other  In- 
dividual having  direct  supervision  over 
and  responsibility  for  the  management 
of  the  airport  being  used  to  serve  such 
point  at  the  time  the  application  is  filed. 

(b»  Local  service  carriers  shall  serve 
such  applications  also  on  each  certifi- 
cated route  air  carrier  which  provides 
or  is  authorized  to  provide  nonstop  serv- 
ice between  points  between  which  the  ap- 
plicant could  provide  nonstop  service  if 
the  application  were  granted. 

§  203.6      Di!«poAition. 

An  order  may  be  issued  authorizing 
such  postponement  or  temporary  sus- 
pension for  such  term  and  upon  such 
conditions  as  the  Board  may  find  to  be 
in  the  public  interest.  Wh*»re  the  public 
interest  so  requires,  the  Board  may  act 
on  applications  wit.iout  waiting  for  an- 
swers thereto. 

§  203.7      Petition  for  rrronnideTation. 

A  petition  for  reconsideration  of  the 
Boards  determination  under  i  205.6  may 
k>e  filed  by  any  interested  person  within 
twenty  (20)  days  after  the  date  of  serv- 
ice thereof.  Except  far  the  time  of  filing, 
such  petitions  shall  conform  to  the  pro- 
visions of  section  37  of  Part  302  of  the 
Procedural  Regulations.  Any  interested 
person  may  file  an  answer  in  opposition 
to.  or  in  support  of.  the  petition  within 
ten  (10)  days  after  it  is  filed.  An  exe- 
cuted original  and  19  copies  of  such  peti- 
tion for  reconsideration  or  answer  shall 
be  filed  with  the  Docket  Section,  and 
copies  thereof  shall  be  served  upon  the 
persons  described  in  S  205.5.  the  appU- 
cant  and  any  person  who  filed  an  answer 
in  opposition  to  the  original  application. 

§  205.8  Aotanuitic  mttpcnMon  authority 
for  invohintJiry  poslpowemft  of 
inaoioinuion    or    involuntary     inlrr- 

ruplion  of  servirc . 

( a  I  The  holder  of  a  certificate  shall 
not  be  required  to  file  an  application 
under  S  205.2  if  the  postponement  of  In- 
auguration of  new  service  or  interrup- 
tion of  service  to  or  from  a  point  named 
m  a  certificate,  or  Included  In  the  hold- 
er's approved  service  plan  is  caused  by 
conditions  or  events  which  the  holder 
cannot  reasonably  be  expected  to  foresee 
or  control,  such  as  rules,  standards  or 
other  actioxi  or  inaction  of  the  Admm- 
istrator  of  the  Federal  Aviation  Agency 
or  of  a  foreign  government,  emergency 
measures,  strikes,  weather  conditions, 
construction  work  on  airpoi'ts.  or  dis- 
asters: Provided.  That  the  provisions  of 


this  paragraph  shall  apply  to  interrup- 
tions due  to  airport  inadequacies  only 
if  the  holder  is  unable  to  serve  the  cer- 
tificated point  through  any  airport  con- 
venient thereto  with  the  tsrpe  of  equip- 
ment last  regularly  used  to  serve  such 
point. 

(b»  In  the  case  of  delayed  Inaugura- 
tion or  an  interruption  of  service  caused 
by  a  strike,  the  holder  shall  give  Immedi- 
ate notice  of  such  Interruption  to  the 
Board  (marked  for  the  attention  of  the 
Chief.  Routes  and  Agreements  Division, 
Bureau  of  Economic  Regulation). 

(c)  If  service  at  a  point  is  interrupted 
or  inauguration  delayed  for  more  than 
three  (3)  consecutive  days  for  reasons 
beyond  the  certlflcstte  holder's  control 
other  than  a  strike,  the  holder  shall  give 
notice  to  the  Board  (marked  for  the  at- 
tention of  Chief.  Routes  and  Agreonents 
Division.  Bureau  of  Economic  Reg\ila- 
Uon)  within  three  (3)  days  following 
the  date  of  required  inauguration  of 
service  or  suspension,  setting  forth  the 
date  of  suspension,  the  actual  or  esti- 
mated duration  of  delay  of  service  or 
suspension,  and  a  full  and  complete 
statement  of  the  reasons  therefor. 

Note:  See  also  the  reporting  requirements 
of  5  241  24  of  this  chapter.  Schedule  P-2(cl) 
of  Part  241  of  the  Board's  regulations. 

§  205.9  Re-rxuminalion  of  KU»pen!tion 
antborily. 

Authority  to  postpone  inauguration  or 
to  suspend  service,  granted  pursuant  to 
9  205.6  or  9  205.8.  may  be  modified,  con- 
ditioned or  terminated  by  the  Board  at 
any  time  upon  notice  but  without  hear- 
ing where  the  public  Interest  so  requirea 

§  205.10  Effert  of  failure  to  provide 
■er^ice. 

In  the  absence  of  circumstances  ex- 
cusmg  Involuntary  postponement  or  sus-' 
pension  of  service  (9  208.8) .  If  for  a  pe- 
riod of  ninety  (90)  days  (or  such  longer 
specific  period  as  may  have  been  desig- 
nated by  the  Board )  any  service  author- 
ized by  a  certificate  has  not  been  Inau- 
gurated, or  If  for  a  period  of  90  days  such 
a  service  has  not  been  operated,  the 
Board  may  direct  the  carrier  to  Inaugu- 
rate or  resume  service  or  may.  as  author- 
ized by  section  401(f)  of  the  Act.  by 
order  entered  after  notice  and  hearing, 
direct  that  the  holder's  certificate  shaB 
cease  to  be  effective  to  the  extent  of  such 
service. 

§  20S.1 1  InHtitutittn  of  Mtrvice  after 
wtpenaimi  or  po«tponeinent  of  in- 
auKuralion:  notice  to  the  Board. 

When  service  is  Inaugurated  following 
postponement  of  inauguration,  or  re- 
sumed following  suspension  under  either 
express  or  automatic  authority,  imme- 
diate notice  thereof  shall  be  given  to  the 
Board  (marked  for  attention  of  the 
Chief.  Routes  and  Agreements  Division. 
Bureau  of  Economic  Regulation),  stat- 
ing the  time  when  service  was  inaugu- 
rated or  resumed. 

§  205. 12      Strike* ;  report  to  be  filed 

Within  fifteen  ( 15 »  days  following  re- 
sumption of  service  after  a  strike  an  air 
carrier  shall  file  a  report  with  tbe  Board 
(marked  for  the  attentlOQ  of  the  Chief. 
Routes  and  Agreements  Divlsioo.  Bureau 
of  Economic  Regulation)   containing  a 
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list  of  all  flights  that  were  canceled,  the 
date  they  were  canceled,  and  (be  dAte 
service  was  restored. 

Note:  The  reporting  requlrcmentc  con- 
talnad  herein  hav*  iMcn  appnwwtf  by  the 
Bureau  of  the  Budget  In  aaeardancB  wftUi 
the  Federal  Reports  Act  of  1942. 

By  the  Civil  Aeronautics  Boau'd. 

[SKAL]  Harold  R.  Sanderson, 

Secretary. 

|FR.    Doc.    62  850:     Piled.    Jan.    24,    1062; 
8; 52  a.in.f 
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■CMKATIONS 

I  AlrapM*  Docket  No.  Cl-PW-M] 

PART  600^-DESIGNATION  OF 
FEDERAL  AIRWAYS 

Alteration 

On  October  13,  1961,  a  notice  of  pro- 
posed rule  making  was  published  in  the 
Pbdral  RiciaTBK  (26  F.R.  9681),  stettnf 
that  the  Federal  Aviation  Agency  pro- 
posed to  alter  low  altitude  ^^R  federal 
airway  No.  154  by  redesignatimr  the 
south  alternate  from  Montgomery,  Aim., 
to  Columbus,  Oa.,  via  the  interseetkm  of 
the  Montgomery  VORTAC  OM*  and  the 
Columbus  VOR  219*  radials. 

No  adverse  comments  were  received  to 
the  proposed  amendment. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  hi  the 
making  of  the  rules  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevaint  matter  presented. 

The  substance  of  the  proposed  amend- 
ment having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  P.R.  12583) 
and  for  the  reasons  stated  in  the  notice, 
the  following  action  is  taken:  

In  the  text  of  9  600.6154  (14  CFR 
600.6154)  "Including  a  south  alternate 
from  the  Montgomery  VORTAC  to  the 
Columbus  VOR  via  the  INT  of  the  Mont- 
gomery VORTAC  088*  True  radial  and 
the  Columbus  VOR  direct  radial  to  the 
Eufaula.  Ala.,  VOR;"  is  deleted  and  "in- 
cluding a  S  alternate  from  the  Mont- 
gomery VORTAC  to  the  Columbus  VOR 
via  the  INT  of  the  Montgomery  VORTAC 
090°  and  the  Columbus  VOR  219* 
radials;"  is  substituted  therefor. 

These  amendments  shall  become  effec- 
tive 0001  e.s.t..  AprU  5,  1962. 
(Sec.  307^a).  72  SUt.  740;  4&  a.S.C.  IMS) 

Issued  in  Washington,  D.C,  on  Janu- 
ary 19,  1962. 

D.  D.  TAOMAS, 

Director,  Air  Traffic  Service. 

|PR     Doc.    63-806:    riled.    Jan.    S4,    1983; 
8:4«  ajn] 


I  Airspace  Docket  No.  61  NY-107J 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

Alteration 

The  purpose  of  these  amendments  to 
H  600  6839  and  §00.6881  of  the  regvla^ 
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ttana  if  ttao  Adalnktrator  is  to  redeiig- 
nato  porttooi  of  low  alfcttude  VOB  Fed- 
eral ainmya  Noe.  839  and  881  in  the 
CteTcland*  (MiJo.  tetmlnal  area. 

mctor  80  vtn  be  realigned.  In  part, 
txom  the  Navarre,  Ohio,  VORTAC  direct 
to  the  Cleveland  VORTAC.  Victor  881 
win  be  teaTigned  in  part  flrom  the  Cleve- 
land VORTAC  direct  to  the  Tiverton. 
Ohio.  VOR. 

The  realignment  of  Victor  839  and  881 
is  part  of  a  plan  to  facilitate  the  fiow 
ot  air  traffic  in  the  Cleveland  terminal 
area. 

Stnoe  theae  amezidments  impose  no 
additional  burden  on  any  person,  and 
do  not  involve  Uie  designation  of  addi- 
tional controlled  airspace,  notice  and 
pubUc  procedure  hereon  are  unnecessary. 
However,  since  It  is  necessary  that  suf- 
ficient time  he  aUowed  to  pennit  appro- 
priate changes  to  be  made  on  aeronau- 
tical charts,  these  amendments  will  be- 
come effective  more  than  30  days  after 
publication. 

m  eonsideratkm  of  the  foregoing,  and 
pursuant  to  the  anthori^  delegated  to 
me  by  the  Administrator  (25  FM.  12582) 
the  following  actions  are  taken: 

1.  in  the  text  of  I  600.6839  (28  F.R. 
81«>  "nrr  of  the  Navarre  VORTAC 
aSiT  and  the  Akron.  Ohio.  VOR  298* 
radials;  INT  of  the  Akron  VOR  298* 
and  the  Cleveland,  Ohio,  VORTAC  091* 
radials;"  is  deleted. 

2.  In  the  text  of  9  608.6881  (26  F.R. 
8169)  "From  the  Cleveland,  Ohio, 
yOBTAC  vta'the  INT  of  the  Cleveland 
VOBTAC  188*  and  the  Tiverton.  Ohio, 
VOR  017*  radials;  Tiverton  VOR;"  is 
dieted  and  "Flom  the  Cleveland,  Ohio, 
VORTAC  via  the  Tiverton,  Ohio,  VOR" 
is  sabstttoted  therefor. 

These  amendments  shall  become  effec- 
Uve  0001  e.aX  April  5, 1962. 
(Sec;  aVTfa),  73  Stat.  740;    49   VS.C.   1348) 

Issued  In  Washington,  D.C.  on  Janu- 
ary 19. 1982. 

D.  D.  Thomas, 
Director,  Air  Traffic  Service. 

|FJl.    Doc.    Sa-aOS;     PUed.    Jan.    34.    1962; 
8:47a.m.l 


|Alr«aee  Docket  No.  61-SW-106] 

PART  60(^— DESIGNATION  OF 
FEDERAL  AIRWAYS 

Akerolion 

The  purpose  of  thesd  amendments  to 
15  800.8054  and  600.6176  of  the  regula- 
tions of  the  Administrator  is  to  alter 
the  ammmta  of  low  altitude  VOR  Fed- 
eral aifways  Ho.  54  south  alteri^te  and 
No.  178  south  alternate  h^tatti^  Holly 
Springs,  Miss.,  and  Memphis.  Tenn. 

Victor  54  south  alternate  and  Victor 
178  south  alternate  extend  in  part  from 
the  HoUy  Sprtiwa  VOR  to  the  Memphis 
VORTAC  via  the  tnteraeetton  of  the 
Holly  Springs  VOR  2M*  and  the  Mem- 
phU  VCATAC  168*  True  radials.  Ac- 
tion is  taken  herein  to  realign  these 
uSrwwj  segments  from  the  HoDy  Springs 
VOR  to  the  Memphis  VORTAC  via  the 
intersecUon  of  the  HoUy  Springs  VOR 
381*  and  the  Memphis  VC«TAC  188* 
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True  radials  (Miller  Inteiaecttoti) .  This 
Intersection  is  a  clcaranoe  liodt  for 
aircraft  arriving  Memphis  frona  over 
Holly  Springs.  Since  these  segments 
are  not  used  for  the  rooting  of  over-* 
flying  aircraft,  their  reahgmnent  via  the 
Miller  Intersection  wfD  improve  air  traf- 
fic service  by  providing  an  airway  rout- 
ing for  air  traiDc  inbound  to  Memphis 
from  Holly  Springs.  The  control  areas 
associated  with  these  segments  of  Victor 
54/176  south  alternates  are  so  designated 
that  they  will  automatically  conform  to 
the  realigned  airways.  Anrthermore,  no 
additional  controlled  airspace  is  neces- 
sary as  the  reaUgnmcskt  will  be  con- 
tained within  existing  control  area. 
Accordingly,  no  amendments  relating  to 
such  control  areas  are  necessary.  TTie 
vertical  extent  of  these  control  areas 
will  remain  as  designated  pending  review 
of  the  adjacent  airspace.  Separate 
action  will  be  initiated  to  implement  on 
an  area  basis  Amendment  60-21  to  Part 
60  of  the  Civil  Air  Regolationa. 

Since  t^'**^^*  yw^Anrtmpn^it  Will  not  in- 
volve the  designation  of  additional  air- 
space and  win  impose  no  additional  bur- 
den on  the  public,  notice  and  public  pro- 
cedure hereon  are  unnecessary.  How- 
ever, since  it  is  necessary  that  suflkSent 
time  be  allowed  to  permit  appropriate 
changes  to  be  made  on  aercnaokkal 
charts,  these  amend menta  wlU  hrrmnt 
effective  mere  than  M  days  after 
piOjlicatian. 

In  ccDsideratian  of  the  foregoiBg,  and 
pursuant  to  the  aathority  delegated  to 
me  by  the  Administrator  (25  FJl.  13583) , 
the  following  actioDS  are  taken: 

1.  The  text  of  I  880.8054  (14  CFR  88a- 
6054)  is  amoxled  to  read: 

§  600.6054     VOR  Federal  airway  No.  S4 
(Qiritman,  Tex-,  to  Plnehont,  N.C). 

From  the  Quitman,  Texas,  VOR  via 
the  Tfxarkana.  Ark..  VORTAC;  IKT  of 
the  Texarkana  VORTAC  052*  and  the 
Little  Rock.  Ark..  VORTAC  286*  radials; 
Little  Rock  VORTAC.  including  a  N  al- 
ternate via  the  INT  of  the  Texarkana 
VORTAC  033*  and  the  Little  Rock  VOR- 
TAC 255*  radials;  INT  of  the  Little  Rock 
VORTAC  077*  and  the  Memphis.  Tom.. 
VORTAC  261°  radials;  Memphis  VOR- 
TAC, incdudiiw  a  N  alternate  via  the  INT 
ot  the  Little  Rock  VORTAC  062°  and  the 
Memphis  VORTAC  376*  radials;  Muscle 
Shoals.  Ala..  VOR;  tnflmfing  a  N  al- 
ternate via  the  INT  of  the  Memphis 
VORTAC  081°  and  the  Muscle  Shoals 
VOR  297*  radials.  and  also  a  S  alternate 
from  the  Memphis  VORTAC  to  the 
Muscle  Shoals  VOR  via  the  INT  of  the 
Memphis  VORTAC  168*  and  the  Holly 
Springs,  Miss.,  VOR  281*  radials;  Holly 
Springs  VOR;  INT  of  the  Holly  Springs 
VOR  899*  a"V^  the  Muscle  Shoals  VOR 
255*  radials;  HuntsviUe.  Ala..  VOR; 
Chattanooga.  Tenn..  VORTAC,  IncUirtlng 
a  N  alternate  via  the  INT  of  the  Muscle 
Shoals  VOR  087*  and  the  Chattanooga 
VORTAC  383*  radials;  Siwrtanburg. 
ac  VORTAC:  FortMUl.  8.0^  VOR;  IHT 
of  the  FV)rt  Mill  VOR  069*  and  the  Ftne- 
hurst,  K.C.,  VOR  3M*  radials;  to  the 
Pinrtrarst  VOR. 

2.  The  text  of  S  600.6176  (14  CFR  600.- 
8178)  Is  amended  to  read: 
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I  6M.6176  YOR  Federal  airway  No.  176 
(Memphis,  Tcuk,  to  BiraBinghaw, 
Ala.). 

Prom  the  Memphis.  Tenn..  VORTAC 
Yla  the  Holly  Springs.  MIm..  VOR  in- 
cluding a  S  alternate  via  the  INT  of  the 
Monphls  VORTAC  168*  and  the  Holly 
Springs  VOR  281*  radials;  to  the  Bir- 
mingham. Ala.,  VORTAC,  including  a  N 
alternate  via  the  INT  of  the  Holly 
Springs  VOR  099*  and  the  Birmingham 
VORTAC  313*  radials. 

These  amendments  shall  become  effec- 
Uto  0001  e.s.t..  April  5,  1962. 

(8m.  807(»).  73  Stat.  740;  4B  XJB.C.  1348) 

Issued  in  Washington.  D.C..  on  Janu- 
ary 18,  1962. 

D.  D.  Tromas. 
Director .  Air  Traffic  Service. 

[TA.    IXk.    63--807:     Pllwl.    Jan.    24.     1963; 
8:47    ajn.l 


[AlnpAce  Docket  No.  63-WA-ll 

PAIT  600— DESIGNATION  OF 
FEDERAL  AltWAYS 

Altaration 

The  purpose  of  this  amendment  to 
I  600.621  of  the  regulations  of  the  Ad- 
ministrator is  to  alter  low  altitude  Blue 
Federal  airway  No.  21. 

Blue  21  is  designated  from  the  inter- 
section of  the  southeast  course  of  the 
Andbxws.  Md..  radio  range  and  the  south 
course  of  the  Baltimore.  Md.,  radio 
range  to  the  Baltimore  radio  range  sta- 
tion and  it  is  reduced  in  part  to  a  width 
of  two  miles  on  the  east  side  of  the  cen- 
terllne  to  avoid  the  Chesapeake  Bay, 
Md.,  Restricted  Area  R--4004.  In  Air- 
space Docket  No.  60-WA-233  published 
in  the  Fboikal  Rioum  on  September  6. 
1961  (26  PJl.  8377),  Restricted  Area  lU 
4004  was  revoked  effective  on  the  date  of 
publication.  Accordingly,  action  is  taken 
herein  to  alter  Blue  21  by  increasing  the 
reduced  portion  to  a  standard  10-mile 
wide  airway.  Action  is  also  taken  herein 
to  exclude  the  portion  of  Blue  21  which 
lies  within  R-4007  since  the  airway  over- 
laps this  restricted  area  to  a  slight 
degree. 

The  control  areas  associated  with 
Blue  21  are  so  designated  that  they  will 
autonatlcally  conform  to  the  altered 
airway.  The  vertical  extent  of  these  con- 
trol areas  will  remain  as  designated 
pending  review  of  the  adjacent  airspace. 
Separate  actions  will  be  initiated  to  im- 
plement on  an  area  basis  Amendment 
60-21  to  Part  60  of  the  avil  Air 
Regulations. 

Since  this  amendment  is  minor  in 
nature  and  imposes  no  additional  bur- 
den on  any  person,  notice  and  public  pro- 
cedure hereon  are  unnecessary.  How- 
ever, since  it  is  necessary  that  sufficient 
time  ba  allowed  to  permit  appropriate 
changes  to  be  made  on  aeronautical 
charts,  this  amendment  will  become  ef- 
fective more  than  30  days  after  publi- 
cation. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  FJR.  12582) , 
the  following  action  is  taken: 

The  text  of  S  600.621  (14  CPR  600.621, 
26  F.R.  8375)  is  amended  to  read: 
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§600.621  Blue  Fe<ieral  airway  No.  21 
(Colca  Point,  Va.,  to  Baltimore, 
Md.). 

Prom  the  INT  of  the  SE  course  of  the 
Andrews,  Bfd.,  "RR  and  the  8  course  of 
the  Baltimore,  Md.,  RR  to  the  Baltimore 
RR,  excluding  the  airspace  that  lies 
within  R-4007.  The  portion  which  lies 
within  R-4003  shall  be  used  only  after 
obtaining  prior  approval  from  the  ap- 
propriate authority. 

This  amendment  shall  become  effec- 
tive 0001  est .  April  5.  1962. 

(Sec.   307(a).   73   SUt.   740:    49   USC     1348) 

Issued  In  Washington.  D.C..  on  Jan- 
uary 19.  1962. 

D.  D.  Thomas. 
Director.  Air  Traffic  Service. 

(PJl.    Doc.    83-808:     Piled.     Jan.    24.     1962: 
8:47  a.m.) 


(Alrsi>ace    Dociiet    No    81   KC  35| 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Dasignotion  of  Federal  Airways  and 
Associated   Control  Areas 

On  August  25.  1961.  a  notice  of  pro- 
posed rule  making  was  published  In  the 
Pedesal  RzQisTn  (26  PR.  7971).  stating 
that  the  Federal  Aviation  Agency  pro- 
posed to  designate  low  altitude  VOR 
Pederal  airway  No.  430  and  its  associated 
control  areas  from  WlUiston,  N.  Dak.,  to 
Minot.  N.  Dak.,  and  to  designate  inter- 
mediate altitude  VOR  Pederal  airway 
No.  1766  from  Williston  to  Minot,  to 
overlie  the  proposed  Victor  430. 

No  adverse  comments  were  received 
regarding  the  proposed  amendments. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  In  the 
making  of  the  rules  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  PR.  12582) 
and  for  the  reasons  stated  In  the  notice. 
Parts  600  and  601  (14  CPR  Parts  600. 
601 )  are  amended  by  adding  the  follow- 
ing sections: 

§  600.6430  VOR  Federal  aii^ay  No. 
430  (Williston,  .N.  Dak.,  to  Minot, 
N.  Dak.). 

Prom  the  Williston.  N.  Dak..  VOR  to 
the  Minot,  N.  Dak..  VOR. 

§  601.6430  VOR  Federal  airway  No. 
430  control  areas  (W  i  I  1  i  s  t  o  n, 
N.  Dak.,  to  Minot,  N.  Dak.). 

AH  of  VOR  Pederal  airway  No.  430. 

§600.1766  VOR  Federal  airway  No. 
1766  (Williston,  N.  Dak.,  to  Minol, 
N.  Dak.). 

Prom  the  Williston.  N.  Dak.,  VOR  to 
the  Minot,  N.  Dak.,  VOR. 


These  amendments  shall  become  effec- 
tive 0001  e.s.t..  April  5, 1962. 

(Sec.   S07(a).  73   SUt.  749:    49  VS.C.   1348) 

Issued  in  Washington,  D.C.,  on  Jan- 
uary 19,  1962. 

D.  D.  Thomas. 
Director.  Air  Traffic  Service. 

[PR     Doc.    62-609:     Piled.    Jan.    34.     1963; 
8  47  am  1 


[  Airspace  Docket  No.  6I-KC-39] 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL  AREAS 

Alteration  of  Fadaral  Airways  and 
Associated   Control  Araas 

On  October  7.  1961,  a  notice  of  pro- 
posed rule  making  was  published  in  the 
FxDERAL  Register  (26  F.R.  9515) .  stating 
that  the  Federal  Aviation  Agency  pro- 
posed to  extend  low  altitude  VOR  Pederal 
airway  No.  97  and  its  associated  control 
areas  from  Janesville,  Wis.,  to  Lakewood. 
111.  It  was  also  stated  that  the  Pederal 
Aviation  Agency  proposed  to  realign  and 
extend  low  altitude  VOR  Federal  airway 
No.  429  and  its  associated  control  areas 
from  Joliet,  ni.,  to  Milwaukee.  Wis. 

The  Air  Transport  Association  of 
America  endorsed  the  proposed  amend- 
ments. The  Department  of  the  Air  Force 
offered  no  objection.  No  other  com- 
ments were  received. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  mak- 
ing of  the  rules  herein  adopted,  and  due 
consideration  has  been  given  to  all  rele- 
vant matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582) 
and  for  the  reasons  stated  in  the  notice, 
the  following  actions  are  taken: 

§600.6097       [Amendment] 

1.  In  5  600  6097  (14  CPR  600.6097.  26 
F.R.  8246)  the  following  changes  are 
made: 

a.  In  the  caption  "(Miami,  Fla.,  to 
Lake  City,  Minn.)."  is  deleted  and 
"(Miami.  Fla..  to  Chicago  Heights,  ni., 
and  Lakewood,  111.,  to  Lake  City.  Miim.) ." 
is  substituted  therefor. 

b.  In  the  text,  "From  the  Janesville, 
Wis..  VOR  via  the"  Is  deleted  and  'Prom 
the  INT  of  the  Northbrook.  111..  VORTAC 
273°  and  the  Naperville,  111.,  VOR  340* 
radials  via  the  INT  of  the  Naperville  VOR 
340"  and  the  Janesville.  Wis..  VOR  111' 
radials;  Janesville  VOR;"  is  substituted 
therefor. 

§  601.6097      [Amendment] 

2.  In  the  caption  of  9  601.6097  (14 
CPR  601.6097)  "(Miami.  Fla..  to  Lake 
City,  Minn.)."  Is  deleted  and  "(Miami. 
Pla..  to  Chicago  Heights.  111.,  and  Lake- 
wood.  111.,  to  Lake  City,  Minn.) ."  is  sub- 
stituted therefor. 
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3.  Section  600.6429  (14  CPR  60e.t4a» 

is  amended  to  read: 

§  600.6429      VOR     Federal     airway     No. 
429     (Decatur,    lU.,    to    Milwaukee, 

Wi«.). 

From  the  Decatur,  111..  VOR;  via  the 
Champaign,  111..  VOR;  Roberts,  lU., 
VORTAC;  Jtrilet,  HI.,  VORTAC;  INT  Of 
the  Joliet  VORTAC  008'  and  the  Naper- 
ville, 111..  VOR  340°  radials;  INT  of  the 
Naperville  VOR  340°  and  the  Milwaukee. 
Wis..  VORTAC  198'  radials;  to  the  Mil- 
waukee VORTAC.  I 

§601.6129       [.Amendnicnl] 

4.  In  the  caption  of  i  601.6429  (14 
CFR  601.6429)  "Janeaville,  Wis."  is  de- 
leted and  "Milwaukee.  Wis."  is  substi- 
tute therefor. 

These  amendments  shall  become  effec- 
tive 0001  e.8.t..  Apnl  5.  1963. 

(Sec.  307(a).  72  Stat.  749;  4»  VS.C.  1348) 

Issued  in  Washington,  D.C..  on  Jan- 
uary 18,  1962. 

D.  D.  Thomas, 
Director.  Air  Traffic  Service. 

IFJl.    Doc.    ea  aiO:    nied.    Jan.    24.    IMI; 

8:47  ajn.) 


[Airspace  Docket  No.  61-NY-4| 

PART  600— DESIGNATION  OF 
FEDERAL  AltWAYS 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS.  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alteration  of  Federal  Airway  ond 
Associated  Control  Areas 

On  June  14,  1961.  a  notice  of  proposed 
rule  making  was  published  In  the  Kk»- 
KRAL  Rkgistes  (26  PR.  5327 ) ,  stating  that 
the  Pederal  Aviation  Agency  proposed  to 
designate  low  altitude  VOR  Federal  air- 
way No.  511  and  its  associated  control 
areas  from  the  Akron,  Ohio,  VOR  to  the 
Windsor,  Ontario,  Canada,  VOR  Sub- 
sequent to  publication  of  the  notice.  &t 
was  de^.ermined  that  it  would  be  more 
practical  to  extend  low  altitude  VOR 
Federal  alruay  No.  103  from  Akron  to 
Windsor  rather  than  designate  a  new 
airway  Victor  511.  Accordingly,  on  Oc- 
tober 13. 1961,  there  was  published  In  the 
Federal  Register  (26  FSl.  9681),  a  sup- 
plemental notice  of  proposed  rule  mak- 
ing which  altered  the  original  notice  by 
proposing  that  the  segment  of  Victor  103 
from  Cleveland.  Ohio,  to  Navarre,  Ohio, 
be  revoked  and  that  a  new  segment  of 
Victor  103  be  designated  from  Akron  to 
Windsor,  excluding  the  portion  outside 
the  United  SUtes. 

No  adverse  comments  were  received 
regarding  the  proposed  amendments. 

Interested  persons  have  been  afforded 
an  opportunii^r  to  participate  in  the  mak- 
ing of  the  rules  herein  adopted  and  due 
consideration  has  been  given  to  all  rele- 
vant matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  ther^ore. 
pursuant  to  the  authority  delegated  to 
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I  ^  the  Administrator  (35  PJR.  12SS2) 
and  for  the  rcMODS  stated  in  the  notice 
and  the  mpff"**"*^"*^^  notice,  the  fol- 
lowing actions  are  taken: 

1.  Beetioa  6M.6103  (14  CFR  600.6103, 
26  PJl.  3771)  is  amended  to  read : 

§60<L610S  V(Hl  Federal  airway  No. 
103  (Greensboro,  N.C.,  to  ISavarre, 
OMo,  and  Akron,  Ohm,  to  linked 
Slates/Canadian  Border.). 

Prom  the  Greensboro,  N.C.,  VOR  via 
the  Roanoke.  Va..  VORTAC;  BUdns.  W. 
Va..  VORTAC;  Clartsburg.W.Va.,  VOR- 
TAC: Wheeling.  W.  Va.,  VOR;  to  the 
Navarre.  Ohio.  VORTAC.  From  the 
Akron.  Ohio,  VOR  via  the  INT  of  the 
Akron  VOR  319*  and  the  Windsor.  On- 
tario, Canada.  VOR  121°  radials;  to  the 
Windsor  VOR,  excluding  the  portion 
outside  of  the  United  States. 

2.  The  caption  of  5  601.6103.  (14  CFR 
601.6103.  26  FH.  3771)  is  amended  to 
read: 

§601.6103  VOR  Feaeral  airway  No. 
103  control  areas  (GreenalMro,  N.CL, 
to  Navanc,  Obio,  and  Akron,  Obio, 
to  Uailcd  Statea/Canadian  Border.). 

These  amendments  shall  become  eflec- 
Uve  0001  es.t..  March  S.  1962. 
(Sac.  M7(a),  73  Stat.  748;  49  D.S.C.  134S) 

Issued  in  Washington.  D.C.,  on  Jan- 
uary 18, 1962. 

D.  D.  TBOMAS. 
Director,  Air  Traffic  Service. 

tP.R.    Doc.    62-811;     Piled,    Jan.    24,     1962; 
•  :47  a.m.] 
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This  amendment  sbaU  beeome  effeetfve 
upon  the  day  of  piddteatiaa. 

(307(a) ,  7a  Stat.  74*;  4*  UJ9.C.  IMS) 

Issued  in  Washington.  DX;..  on  Jan- 
uary Ig.  1962. 

D.  XX  TaouM, 
Director,  Air  Trajfle  Service. 

[P.R.    Doc.    62-816:     Ffled.    Jan.    24.    1962; 
8:48  ajn.} 


(Airspace  Docket  No.  61-WA-202I 

PART  601~DESIGNATION  OF  CON- 
TtOlLED  AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Correction 

On  November  10,  1961,  there  was  pub- 
lished in  the  Pbdsiuu.  Rscxsna  (26  PR. 
lOMt)  amendments  to  §S  601.7001  and 
601.7003  revoking,  designating  and  mod- 
ifying designated  reporting  points.  One 
of  these  amendments  ($601.7003),  re- 
ferred to  the  Elmira,  N.Y..  intersection 
as  the  mtersecUon  of  the  Wellsville.  N.Y.. 
VOR  088*  and  the  Syracuse,  N.Y.,  VOR 
211*  radials.  The  correct  reference 
should  be  to  the  intersection  of  the 
Wellsville.  N.Y.,  VOR  090°  and  the  Syra- 
cuse VOR  210°  radials.  Therefore,  ac- 
tion is  taken  herein  to  effect  these 
changes. 

EBnoe  this  correction  is  editorial  in 
nature  and  <mpfts*«  no  additional  burden 
on  any  person,  this  change  is  in  com- 
pliance with  section  4  of  the  Administra- 
tive Procedure  Act 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  FIL  12562 ) . 
the  fo^wing  action  is  taken: 

In  I  601.7003  (26  PJl.  10589)  the  El- 
mira. N.Y.,  intersection  is  amended  to 
read: 

Bmlra.  M.T..  INT:  INT  of  tba  Wellsville, 
N.T..  VOR  000°  and  the  Syracuse.  N.Y..  VOR 
310*  radtals. 


[Airspace  Docket  Mo.  Sl-WA-ieS] 

PART  602— DESIGNATION  OF  JET 
ROUTES;  JET  ADVISORY  AREAS 
AND  HIGH  ALTITUDE  NAVIGA- 
TIONAL AIDS 

Dcsignotton  of  Jet  Advisory  Aroo 

On  October  17.  1061,  a  notice  ot  pro- 
posed nile  making  was  poMisbed  in  the 
Pedbral  Rsrasm  <26  PJl.  9753) .  stating 
that  the  Pederal  Aviation  Agency  pro- 
posed to  designate  a  nomradar  jet  ad- 
visory area  from  75  noutieal  miles  west 
of  the  Whitehall.  MOnt..  VOR  to  97 
nautical  miles  east  df  WhitdiaU. 

No  adverse  comanents  were  received 
regarding  the  proposed  amendment. 

Interested  persons  have  been  afforded 
an  opportunity  to  parttrtpatr  in  the 
making  of  the  mie  hesein  adopted,  and 
due  ccmsideratioa  has  bem  given  to  all 
relevant  matter  presented. 

Tbe  substance  ot  the  proposed  amend- 
ment having  been  published.  tberef<we, 
pursuant  to  the  authority  delegated  to 
me  by  the  AdministratiMr  (35  FJi.  12582) 
and  for  the  reasons  stated  in  the  notice, 
the  following  actkm  is  taken: 

In  §  602.200  Enroute  jet  advisory  areas 
(26  F.R.  7083)  Jet  Route  No.  16  jet 
advisory  area  Is  amended  to  read: 

Jet  Route  No.  18  jet  atfrtoory  area. 
Radar — Portland.    Orag..    to    Boatci.    lius.. 

excluding  the  portloe  belov  VL  SIO  froaa  75 
NMI  W  of  Whitehall,  Mont.,  to  87  NIC  E  of 
WUteball.  Nonradar — nom  7&  Ifia  W  of 
WhltehaU,  Mont.,  to  97  NMI  E  of  Whitehall. 
FL  270  to  FIj  300  tacltwlve. 

This  amendment  shall  become  effec- 
tive 0001  est.,  April  5, 1962. 
(Sec.   307(a),  72  Stat.   740;  40  U.S.C.   1348) 

Issued  In  Washington,  D.C.,  on  Jan- 
uary 18.  1962. 

D.  D.  Thomas, 
Director,  Air  Traffic  Service. 

|FR     Doc.    62-«l»;    FUed,    Jan.    24.     19«T, 
8:47  ajn.I 


[Airspace  Docket  No.  81-WA-1701 

PART  602— DESIGNATION  OF  JET 
ROUTES,  JET  ADVISORY  AREAS 
AND  HIGH  ALTITUDE  NAVIGA- 
TIONAL AIDS 

DestgnoHon  of  Jet  Advisory  Areos 

On  October  7.  1961.  a  notice  of  im-o- 
posed  rule  making  was  pidtUshed  in  the 
Federal  Registek  (26  PJt.  0517) .  stating 
that  the  Pederal  Aviation  Agency  pro- 
posed to  designate  a  terminal  radar  jet 
advisory  area  for  an  InatnmieBt  depar- 
ture route  from  the  8alt  Lake  Oty.  Utah, 
terminal  area. 
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The  Department  of  the  Air  Force 
Interpoaed  no  objection,  but  recom- 
mended that  the  area  be  redefined  to 
exclude  Restricted  Areas  R-6402,  R- 
M06.  and  R-4M06.  By  definition  radar 
Jet  advisory  areas  include  only  areas 
within  the  continental  control  area. 
The  restricted  areas  of  concern  to  the 
Air  Force  are  not  a  part  of  the  con- 
tinental control  area  and  are  therefore 
excluded  by  the  action  taken  herein. 
No  other  comments  were  received  re- 
garding the  proposed  amendment. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  th» 
in»^<ng  of  the  rule  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ment having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  FJl.  12582) 
and  for  reasons  stated  in  the  notice,  the 
following  action  Is  taken: 

In  1 603  JOO  Terminal  jet  advisory 
area*  (26  FJl.  7079)  under  Salt  Lake 
City.  Utah.  Jet  advisory  area — Radar  the 
following  is  added:  * 

t.  urt  of  Ogd«a.  Utah,  aia*  and  Salt  Lake 
Olty.  Utah.  366*  radlala,  via  INT  Delta.  Utah. 
00«*  and  Provo.  Utah.  267*  ra<UaU:  to  Deiu 

This  amendment  shall  become  effective 
0001  ext..  Aprtl  5.  1063. 

(8m.  907(a).  n  8Ut.   740;    40  VAC.   1348) 

Issued  in  Washington,  D.C..  on  Jan- 
uary 18.  1963. 

D.  D.  Trokas. 
Director,  Air  Traffic  Service. 

(V.R.    Doe.    ta-SlS:    FUad.    Jan.    34.    IMa; 
8:47  ajn] 


(Alrsp«c«  Docket  No.  61-WA-301| 

PART  60^— DESIGNATION  OF  JET 
ROUTES,  JET  ADVISORY  AREAS 
AND  HIOH  ALTITUDE  NAVIOA- 
TIONAL  AIDS 

Alt«raflen  of  J*f  Rout* 

On  November  18, 1061,  a  notice  of  pro- 
pcMd  nile  making  was  published  in  the 
FnntAL  Rioxam  (26  FH.  10800) .  stating 
that  the  Federal  Aviation  Agency  pro- 
poMd  to  alter  and  extend  Jet  Route  No. 
85  between  St.  Louis,  Mo.,  and  North- 
brook.  HI. 

No  adverse  comments  were  received 
regarding  the  proposed  amendment. 

Interested  persons  have  been  afforded 
an  (HDportunlty  to  participate  in  the 
making  of  the  rule  herein  adopted,  and 
due  oonslderation  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ment having  been  published,  therefore. 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  FJl.  12582) 
and  for  the  reasons  stated  in  the  notice, 
the  following  action  is  taken: 

In  I  603.100  Jet  routes  (26  F.R.  7081. 
36  FJl.  10724),  Jet  Route  No.  35  is 
amended  to  read: 

Jet  Bout*  No.  88  (New  Orleana.  La.,  to 
Northbirook.  ni.).  Ftom  New  Orleana.  La., 
vU  Jackaon.  ICaa.;  Oreenwood.  lilaa.:  Mem- 
plOs.  Tenn.;  St.  Loula.  MO.;  Springfield,  ni.; 
tiM  IMT  of  the  SprlngflMd  086*  and  the  Jc^let. 
m..  a04*  radiate;  JoUet;  to  Northbrook.  Ul. 
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This  amendment  shall  become  effec- 
tive 0001  ejsx..  AprU  5. 1962. 

(Sec.   307(a).  73  8t*t.  749;    40   U  S.C.    1848) 

Issued  In  Washington,  D.  C.  on  Janu- 
ary 18. 1962. 

D.  D.  Thomas. 
Director,  Air  Traffic  Service. 

(PR     Doc     63^14;     Piled.    Jan     34.     1963: 

8:47  a.m. I 

Title  16— COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade  Commission 

IDocket8314co  I 

PART   13 — PROHIBITED  TRADE 
PRACTICES 

Seymour  Lustig 

Subpart — Discriminating  in  price  un- 
der section  2,  Clayton  Act — Payment  or 
acceptance  of  commission,  brokerage,  or 
other  compensation  under  2(c) :  }  13.800 
Buyers'  agents:  i  13.820  Direct  buyers: 
i  13.822  Lowered  price  to  buyers. 

(Sec  6.  38  Stat.  731:  IS  UB.C.  4«.  Interpret 
or  apply  tec  3.  49  SUt.  1637:  15  USC  13) 
[Ceaae  and  desUt  order.  Seymour  Luatlg, 
Orlando.   Pla .    Docket    8314.    Oct     10.    1981 1 

In  the  Matter  of  Seymour  Lustig.  an  In- 
dividual Doing  Business  as  Seymour 
Lustig 

Consent  order  requiring  an  Orlando. 
Fla..  distributor-broker  of  citrus  fruit 
and  produce  to  cease  violating  section 
2(c)  of  the  Clayton  Act  by  unlawfully 
receiving  brokerage  or  discounts  in  lieu 
of.  brokerage  from  various  packers  or 
sellers  on  purchases  for  his  own  account 
for  resale,  receiving  a  lower  net  price 
which  reflected  an  allowance  of  broker- 
age, and  receiving  brokerage  as  the 
buyer's  representative  in  numerous 
transactions. 

The  order  to  cease  and  desist  is  as  fol- 
lows. Including  ths  further  order  re- 
quiring report  of  compliance  therewith : 

It  is  ordered.  That  respondent  Sey- 
mour Lustig,  individually  and  doing  busi- 
ness as  Seymour  Lustig.  and  respondent's 
agents,  representatives,  and  employees, 
directly  or  through  any  corporate,  part- 
nership, sole  proprietorship,  or  other  de- 
vice, in  connection  with  the  purchase  of 
citrus  fruit  or  produce  in  commerce,  as 
"commerce"  is  defined  in  the  Clayton 
Act,  do  forthwith  cease  and  desist  from : 
Receiving  or  accepting,  directly  or  in- 
directly, from  any  seller,  anything  of 
value  as  a  commission,  brokerage,  or 
other  compensation,  or  any  allowance  or 
discount  in  lieu  thereof,  upon  or  in  con- 
nection with  any  purchase  of  citrus  fruit 
or  produce  for  respondent's  own  ac- 
count, or  where  re^Mndent  is  the  agent, 
representative,  or  other  intermediary 
acting  for  or  in  behalf,  or  is  subject  to 
the  direct  or  Indirect  control,  of  any 
buyer. 

It  is  further  ordered.  That  the  re- 
spondent herein  shall,  within  sixty  (60) 
days  after  service  upon  him  of  this  order, 
file  with  the  Commission  a  report  in  writ- 
ing setting  forth  in  detail  the  manner 


and  form  in  which  he  has  complied  with 
this  order. 

Issued:  October  10, 1961. 

By  the  Commission. 


[SEAL] 


Joseph  W.  Shea. 
Secretary. 


|PR     Doc.    62-831:     Filed.    Jan.    34,     1983; 
8  48  ami 


[Docket  8407  CO.] 

PART   13 — PROHIBITED  TRADE 
PRACTICES 

Surgical  Appliance  Industries,  Inc., 
et  at. 

Subpart — Advertising  falsely  or  mls- 
leadlngly:  i  13.130  Manufacture  or  prep- 
aration. SulHJart — Purnlshing  means 
and  instrumentalities  of  misrepresenta- 
tion or  deception:  3  13.1055  Furnishing 
means  and  instrumentalities  of  misrepre- 
sentation or  deception.  Subpart — Mis- 
branding or  mislabeling :  S  13.1255  Manu- 
facture or  preparation. 

(Sec.  8.  38  Stat.  731;  15  USC  48.  Interpret 
or  apply  eec.  5.  38  Stat.  719.  aa  amended:  IS 
U.S.C.  45)  [Cease  and  dealat  order.  Surreal 
Appliance  Industries.  Inc.,  et  al  ,  ClnclnnaU, 
Ohio.  Docket  8407.  Oct.  5,  1981] 

In  the  Matter  of  Surgical  Appliance  In- 
dustries. Inc..  a  Corporation,  and  Wil- 
liam A.  Pease,  Isaac  M.  Pease  and 
Walter  J.  Qruber,  Individually  and  as 
Officers  of  Said  Corporation 

Coxuent  order  requiring  Cincinnati. 
Ohio,  distributors  of  women's  nylon 
elastic  hosiery  to  retailers,  to  cease  repre- 
senting falsely  in  catalogs,  in  advertising 
mats  supplied  to  customers,  on  boxes  in 
which  the  hose  was  sold  and  on  folders 
enclosed  therein,  that  the  hosiery  was 
"70  gauge  ",  when  it  was  substantially  less 
than  70  gauge. 

The  order  to  cease  and  desist  is  as 
follows: 

It  is  ordered.  That  Respondents  Sur- 
gical Appliance  Industries.  Inc.,  a  corpo- 
ration, and  its  officers,  and  Respondents 
William  A.  Pease  and  Isaac  M.  Pease, 
individually  and  as  officers  of  said  cor- 
poration, and  Walter  J.  Oruber,  individ- 
ually, and  Respondents'  agents,  rep- 
resentatives and  employees,  directly  or 
through  any  cori>orate  or  other  device,  in 
connection  with  the  offering  for  sale, 
sale  or  distribution  of  elastic  hosiery,  In 
commerce,  as  "commerce '  is  defined  in 
the  Federal  Trade  Commission  Act.  do 
forthwith  cease  and  desist  from: 

1.  Misrepresenting,  directly  or  in- 
directly, the  gauge  of  said  hosiery; 

2.  Representing  directly  or  indirectly 
that  hosiery  knit  on  a  circular  knitting 
machine  is  of  a  stated  gauge  unless  the 
term  "gauge "  denotes  the  number  of 
needles  employed  per  I'/a  Inches  of  the 
knitting  circle  of  said  machine; 

3.  Furnishing  or  otherwise  placing  in 
the  hands  of  others  the  means  and  in- 
strumentalities by  and  through  which 
they  may  mislead  and  deceive  the  pub- 
lic in  the  manner  or  as  to  the  things 
hereinabove  inhibited. 

It  is  further  ordered.  That  the  com- 
plaint be,  and  the  same  hereby  is,  dis- 
missed as  to  Respondent  Walter  J.  Oru- 
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ber     as     an     officer     of     Respondent 
corporation. 

By  "Decision  of  the  Commission",  etc., 
report  of   compliance   was  required  as 

follows : 

It  is  ordered,  That  respondents  Surgi- 
cal Appliance  Industries.  Inc..  a  corpo- 
lation.  William  A.  Pease  and  Isaac  M. 
Pease,  individually  and  as  ofBcers  of 
said  corporation ;  and  Walter  J.  Oruber. 
individually,  shall,  within  sixty  (60) 
days  after  service  upon  them  of  this 
order,  file  with  the  Commission  a  report 
in  writing,  setting  forth  in  detail  the 
manner  and  form  in  which  they  have 
complied  with  the  order  to  cease  aiMl 
desist. 

Issued:  September  25,  1961. 


By  the  Commission. 

[SEAL]  Joseph  W.  Shea. 

Secretary. 

|FR     Doc     62^32:     Filed,    Jan.    34,     1963; 
8:48  am.) 
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[Docket  8378  c.o  ) 

PART   13 — PROHIBITED  TRADE 
PRACTICES 

Tile    and  Appliance  Mart,  Inc.,  et  al. 

Subpart— Advertising  falsely  or  mis- 
leadingly:  I  13.155  Prices:  f  lS.lU-40 
Exaggerated  as  regular  and  custommrv: 
i  13.155-70  Percentage  tavtntt;  I  IS.lSfr- 
100  Usual  as  reduced,  special,  etc. 

(Sec  0,  38  Stat.  721;  15  ITS.C.  48,  Interpret 
or  apply  sec.  5,  S8  SUt.  710.  as  amended: 
15  D.8.C.  45)  [Cease  and  desist  order.  Tile 
and  Appliance  Mart.  Inc.  (Wheeling,  W.  VS.). 
ft  al.  Docket  8378.  Oct.  9. 1981 1 

In  the  Matter  of  Tile  and  Appliance 
Mart..  Inc..  and  Tile  Mart,  Inc.,  o/ 
Youngstown,  Corporations,  and  Irving 
M.  Molever.  Individually  and  as  an 
Officer  of  Said  Corporations 

Consent  order  requiring  two  associ- 
ated concerns— In  Wheeling.  W.  Va.,  and 
Youngstown.  Ohio,  nwpeettvely— and 
their  common  officer,  to  oeaae  deceptive 
pricing  of  their  products  through  repre- 
senting falsely  in  newspaper  advertis- 
ing—by such  statements  as  "ArmstroBff 
Woodgraln  Floor  Tile  Reg.   \6^    194", 

100  Blocks  Asphalt  Tile  Reg.  Value  $1M 
I4.8a"_that  the  higher  prices  following 
■  Reg."  or  "Regularly"  or  "Reg.  Vahw" 
were  the  usual  retail  prices  and  pur- 
chasers would  save  the  difference  be- 
tween these  and  the  lower  'sale"  prices; 
by  statements  "Save   62%   and  more". 

Everything  .  .  .  sold  at  approximately 
80%  off",  that  prices  had  been  reduced 
by  the  given  percentage;  and  through 
use  of  the  terms  "Clearance  Sale"  and 

Warehouse  clearance  Tile  sale"  thai 
customary  retail  prices  were  reduced. 

The  order  to  cease  azMl  desist,  includ- 
ing further  order  requiring  report  of 
compliance  therewith,  is  as  follows: 

It  is  ordered.  That  respondents  Tile 
and  Appliance  Mart,  Inc..  and  Tile  hUai, 
Inc  .  of  Youngstown,  corporations,  and 
their  officers ,  and  Irving  Molever.  as  an 
officer  of  said  ocurporatlons,  and  the  re- 
spondents' representaUvea,  agokta  and 
employees,  directly  or  thrcAigh  any  cor* 
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porate  or  other  .device,  in  connection 
with  the  offerlni  for  sale,  sale  or  distri- 
buttaa  of  tile  and  other  merchandise,  in 
camMeree.  •■  "commerce"  is  defined  in 
the  Vederal  Trade  Commission  Act,  do 
forthwith  cease  and  desist  from: 

1.  Repreaenting.  directly  or  by  Impll- 
catton.  that  any  amount  is  respondents' 
usual  and  costomary  retail  price  of  mer- 
chandise when  it  is  in  excess  of  the  price 
at  which  audi  merchandise  is  usually 
and  customarily  sold  by  respondents  at 
retail  in  the  recent  regular  course  of 
business. 

2.  Using  the  word  "Reg  '  or  "Regu- 
larly" to  deecrlbe  or  refer  to  the  retail 
price  of  merchandise  when  such  amount 
is  not  the  price  at  which  the  merchan- 
dise has  been  usually  and  customarily 
sold  by  respondents  at  retail  in  the  re- 
cent, regular  course  of  business. 

3.  Repreaenting.  directly  or  by  impli- 
cation, that  any  amount  is  the  price  at 
which -merdiandise  is  usually  and  cus- 
tomarily sold  at  retail  in  the  trade  area, 
or  areas,  where  the  representation  is 
made,  when  It  is  in  excess  of  such  price. 

4.  Usinr  the  words  "Reg.  value", 
"Value"  or  "Elsewhere"  to  describe  or  re- 
fer to  the  retail  price  of  merchandise 
when  such  amount  is  iK>t  the  jM-ice  at 
which  the  rocrrtiandise  has  been  usually 
and  customarily  sold  at  retail  in  the 
trade  area,  or  areas,  where  the  repre- 

'  sentaUon  is  made. 

5.  Repreaenting,  direcUy  or  by  impU- 
eation,  that  any  savings  are  afforded 
from  reapoodents'  usual  and  customary 
retail  prices  in  the  purchase  of  mer- 
fhaTWl»«e  unleaa  the  price  at  which  the 
merchandise  is  offered  constitutes  a  re- 
duction from  the  price  at  which  it  has 
been  aold  by  reapondents  at  retail  in  the 
recent,  regular  course  of  business. 

t.  Repreaenting.  directly  or  by  impli- 
cation, that  any  aavlng  is  afforded  in  the 
purehaae  of  merchandise  from  the  price 
at  which  said  merchandise  is  usually 
and  euatomarily  aoid  at  retail  in  the 
trade  area,  or  areas,  where  the  repre- 
sentation is  made  unless  the  price  at 
which  it  is  offered  constitutes  a  reduc- 
tion from  auch  price. 

7.  Using  percentage  savings  claims  to 
repreaent  that  merchandise  is  offered  at 
a  redtietion  from  respondents'  usual  and 
cuatomary  retail  price  unless  the  price 
of  auch  merchandiae  has  been  reduced 
in  direct  proportion  to  the  percentage 
stated  from  reapondents'  usual  and  cus- 
tomary price  in  the  recent,  regular 
course  of  buaineas. 

•.  Using  the  word  "Sale"  to  represent, 
directly  or  bf  implication,  that  mer- 
chandise is  offered  at  a  reduction  from 
reapondents'  usual  and  customary  re- 
tail price  in  the  recent,  regular  course 
of  buainem.  unless  such  is  the  fact. 

9.  IflareiHvaenting  in  any  manner  the 
amount  of  aavlngs  available  to  pur- 
rhaarra  of  reapondents'  merchandise,  or 
the  amount  by  which  the  price  of  said 
merchandise  Is  reduced  f  run  tlie  price 
at  which  IX  ia  usually  and  customarily 
aold  bur  reapondenta  in  the  recent,  regu- 
lar oouraa  of  their  business,  or  from  the 
price  at  whieh  aaid  merchandise  is  usu- 
ally and  euatomarily  sold  in  the  trade 
area,  or  areas,  where  the  repreaoitation 
is  BUtde. 
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It  is  further  ordered.  That  the  com- 
plaint ho'ein  be.  and  the  same  hereby  is, 
dismissed  as  to  respondent  Irving  M. 
Molever  in  his  individual  capacity. 

It  is  further  ordered.  That  the  re- 
spondents herein  shall,  within  sixty  (60) 
days  after  service  upon  them  of  this 
order,  file  with  the  Commission  a  report 
in  writing  setting  forth  in  detail  the 
manner  and  form  in  which  they  have 
complied  with  this  ordo*. 

Issued:  October  9,  1961. 

By  the  Commission. 

ISEALl  Joseph  W.  Shea, 

Secretary. 

\FR.    Doc.    82-823;     rUed. '  Jan.    24.    I»f2; 
8:49  a.m.] 

Title  19— CUSTOMS  DUTIES 

Chapter  I — Bureav  of  Customs, 
Dep4irtnfi«ttf  of  the  Treasory 

[TJD.  66582) 

PART  8— UABIirTY  FOR  DUTIES;  EN- 
TRY OF  IMPORTED  MERCHANDISE 

Releose  of  Mordioiidiao  Under 
Special  Permits 

Experience  has  demonstrated  that 
where  merchandise  released  under  a  ape- 
cial  permit  allowing  1mmw1iat»  deUvery 
is  examined  and  notatlona  as  to  value 
and  classification  are  made  on  an  in- 
voice which  is  returned  to  the  importer 
mr  broker  who  uses  it  aa  the  regular 
entry  invoice,  a  great  reduction  is  ntade 
in  the  number  of  increaaea  or  refunds  of 
duty  upon  liquidation  of  the  entries. 
The  values,  etc.,  indicated  by  the  exam- 
ining (rfBcers  are  not  binding  on  customa, 
but  in  the  ordinary  course  of  evoits  final 
apprsOsement  and  subsequent  liquidation 
will  be  in  agreement  with  the  notations 
made  by  the  examiner. 

However,  the  examination  mtweas  and 
forwarding  <^  documoxta  is  time  con- 
suming and  can  result  in  a  failure  of  the 
importer  to  file  an  entry  within  the  time 
limits  presently  prescribed  in  I  a.5»<g>. 
Customs  Regulations. 

Consequently,  for  use  In  conjunction 
with  the  above  procedure  only,  the  Bu- 
reau has  decided  to  permit  a  four  day 
extension  to  the  basic  two  day  period 
within  which  importers  are  ordinarily 
required  to  file  an  entry  in  aupport  of 
a  special  permit  for  immertiate  deltvoT- 

Therefore.  18.59(g)  of  the  Customs 
Regulations  is  amended  by  adding  the 
following  at  the  end  thoreof:  "Where 
merchandise  to  be  released  on  an  Im- 
mediato  d^very  pennit  is  examined 
and  notations  as  to  value  and  classillea- 
tion  are  made  on  an  invcrice  wltleh  is 
then  filed  by  the  importo-  as  part  of  the 
entry,  the  ccdlector  may  extend  the 
period  for  filing  entry  and  depositing 
duties  for  not  to  exceed  4  additJonal 
days,  allowing  6  days  in  all,  but  the  lim- 
itations set  forth  above  on  merchandise 
subject  to  quote  wiU  be  observed.  This 
privilege  may  be  granted  for  individual 
entries  or  for  special  pomita  sranted 
fcx-  a  poriod  not  toocoeed  1  year." 

The  citation  of  authority  for  S  t-M  is 
amended  to  read: 
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(8ms.    4M.    «M.    5M.   40   SUt.   714.   723.   M 

ItamoOitd.  144.  M  unMidsd:   19  nJB.C.  144S. 

14M.  1»M) 

(RA.  aftl.  MC.  684.  4«  5t*t.  780;  19  U^  C.  06. 

1634) 

(asALl  PHiLir  Nichols.  Jr.. 

Commisiioner  o/  Customs. 

Approved:  January  16,  1963. 

Jamu  a.  Rno. 

Assistant  Secretary  of  the 
Treasury. 

IFR     DOC.    63-643;     FU«d.    Jan.    24.    1962. 
862    a.m.| 


Title  21— FOBD  AND  DRWS 

Chopt«r  I— Food  ond  Drug  Admlnit- 
trofivn,  D«portm«nt  of  Hoolth,  Edu- 
cation, and  Wolfaro 
mtotArm  •— k>oo  and  pood  moducts 
PAiT  37— fISH;  DEFINITIONS  AND 
STANDARDS  OF  IDENTITY;  STAND- 
ARDS OF  FlU  OF  CONTAINER 

Fi6li  Flour;  IdonlHy 


RULES  AND  REGULATIONS 


In  the  TwMMML  RMxnn  ot  September 
15.  1961  (36  FJl.  8641).  there  was  pub- 
lished a  proposal  for  a  standard  of 
Identity  for  fish  protein  concentrate, 
whole  fish  flour  as  submitted  by  Mr. 
Bardd  Putnam  of  Washington.  D.C. 

XXtrlng  the  60-day  period  thereafter. 
the  Hearing  Clerk  of  the  Department  of 
Health.  Education,  and  Welfare  received 
over  1.800  coaiments  on  the  published 
proposal.    Of  the  several  hundred  re- 
ceived from  Individual  consumers  who 
were  opposed  to  the  proposal  as  pub- 
lished, many  specifically  stated  that  they 
would  class  the  article  as  filthy  because 
of  the  use  (rf  the  entire  fish.    In  addi- 
tion to  ooomients  from  consumers  and 
groups  representing  consumer  interests, 
views  were  received  from  many  con- 
nected with  various  food  Industries.    A 
great  many  communications  came  from 
firms  and  Individuals  Identified  as  being 
associated  with  the  fishery  Industry  and. 
with  few  exceptions,  these  favored  the 
adoption  of  the  standard  as  proposed. 
The  view  was  repeatedly  expressed  that 
the  mdo!^tioa  of  the  standard  would  be 
economically  helpfiil  to  the  Ashing  in- 
dustry.   ICany  of  the  comments  favor- 
ing the  proposal  did  so  on  the  basis  of 
the  view  that  the  nutritive  value  of  the 
article  described  was  such  that  it  should 
tM  made  available  to  those  individuals 
in  other  countries  suffering  from  a  de- 
fleleney  <rf  protein  in  their  diet.    Only 
a  few  letters  suggested  or  Implied  that 
the  dl^  of  the  American  public,  gen- 
erally. Is  deficient  In  protein  <»>  needs 
supplementation  with  a  whole  fish  flour. 
OfBdals  charged  with  the  enforcement 
of  31  State  food  laws  <q>posed  the  pro- 
posed standard  on  the  grounds  that  such 
a  product  would  be  in  conflict  with  the 
laws  of  the  SUtes  because  of  the  inclu- 
skNi  of  filth;  some  also  stated  that,  in 
their  view,  suc^  a  product  should  be 
clssnol  as  adulterated  under  the  Federal 
Food.  Drug,  and  Cosmetic  Act 

Bakery  groups,  a  number  of  individual 
bakers,  and  some  other  food  manu- 
f  abturers  opposed  the  proposal  as  pub- 


lished on  several  grounds.  They  referred 
to  the  high  standards  of  cleanliness  in 
their  Industries,  their  use  of  clean,  sound, 
wholesome  ingredients  and  expressed  the 
view  that  any  ofSclal  authorization  of  a 
whole  flsh  flour,  which  they  regarded  as 
fllthy.  would  have  an  adverse  effect  on 
public  confidence  In  commercially  pre- 
pared foods,  and  would  significantly  de- 
feat effective  law  enforcement,  local. 
State  and  Federal.  In  preventing  the 
marketing  of  fllthy  foods  and  foods  pre- 
pared under  Insanitary  conditions. 

Comments  received  came  from  more 
than  half  of  the  50  States.  In  addition 
to  flrms  In  the  United  SUtes  Indicating 
interest  In  manufacturing  such  a  prod- 
uct, one  comment  was  received  from  a 
producer  of  whole  Ash  flour  In  Sweden 
stating  that  the  flrm  has  marketed  most 
of  Its  output  principally  for  Inclusion  In 
a  Swedish  type  of  enriched  bread.  That 
flrm  contemplated  that  If  the  sUndard 
is  adopted,  it  would  be  Uiterested  In 
marketing  the  product  In  the  United 
SUtes. 

A  few  comments.  Including  the  one 
from  the  Swedish  manufacturer,  sug- 
gested some  changes  In  the  speciflcatlons 
of  the  proposed  sUndard.  These  dealt 
with  proposals  to  Increase  the  moisture 
content.  Increase  or  decrease  the  protein 
content.  Increase  or  decrease  the  per- 
mitted ash  content,  and  Increase  the 
bacteria  limit.  However,  these  cMn- 
ments  furnished  Insufficient  daU  to 
demonstrate  that  the  changes  advocated 
would  promote  the  Interests  of  con- 
sumers. 

In  view  of  secUon  402(a)(3)  of  the 
Federal  Food,  Drug,  and  Cosmetic  Act. 
which  sUtes  "A  food  shall  be  deemed  to 
be  adulterated  If  •  •  •  it  consists  In 
whole  or  In  part  of  any  fllthy.  putrid,  or 
decomposed  substance,  or  If  It  Is  other- 
wise unfit  for  food."  the  Commissioner 
was  particularly  interested  In  learning 
the  views  of  those  who  commented  on 
the  question  of  whether  they  would  be 
willing  to  eat  foods  containing  a  whole 
fish  flour  so  manufactiu-ed. 

Seven  hundred  and  thirty  six  of  the 
.  comments  clearly  opposed  esUbllshment 
of  the  proposed  standard.  One  hundred 
and  sixty-six  of  these  speclflcally  re- 
ferred to  their  objection  to  the  Inclusion 
of  viscera,  heads.  Intestinal  contents, 
etc..  on  the  basis  that  they  would  regard 
the  finished  product  as  fllthy.  Of  the 
1,038  comments  in  favor  of  the  standard 
as  proposed.  Including  the  many  dupli- 
cates signed  by  different  Individuals,  only 
17  speclflcally  sUted  or  strongly  Implied 
that  they  would  be  willing  to  eat  such  a 
product. 

Therefore,  on  the  basis  of  the  Informa- 
tion before  him,  the  Commissioner  finds: 

1.  That  consumers  In  the  United  SUtes 
generally  would  regard  the  product  de- 
scribed In  the  proposal  as  fllthy.  Thus, 
such  a  product  would  be  In  conflict  with 
section  402(a)(3)  of  the  Federal  Food, 
Dnig.  and  Cosmetic  Act. 

2.  That  is  would  not  promote  honesty 
and  fair  dealing  In  the  Interest  of  con- 
sumers to  esUbllsh  a  standard  of  identity 
for  a  whole  fish  flour  containing  those 
portions  of  the  flsh  which  would  be 
regarded  as  filthy  by  American  con- 
sumers generally. 


3.  That  It  Is  apparent  from  the  Infor- 
mation available  that  many  persons  who 
advocate  the  establishment  of  the  pro- 
posed standard  are  concerned  with  the 
reported  need  for  a  source  of  good  pro- 
tein by  people  in  underdeveloped  coun- 
tries of  the  world  where  local  food 
supplies  and  raw  materials  are  Inade- 
quate to  supply  that  need.  To  the  ex- 
tent that  such  a  need  for  a  product  as 
described  in  the  proposal  exists  in  coun- 
tries other  than  the  United  SUtes.  sec- 
tion 801(d)  of  the  Federal  Food,  Drug, 
and  Cosmetic  Act  provides  for  the  manu- 
facture of  such  a  product  in  the  United 
SUtes  for  expwrt  to  any  other  country  of 
the  world,  the  laws  of  which  do  not 
prohibit  that  article. 

4.  That  even  though  there  is  no  evi- 
dence that  there  is  a  deficiency  of  pro- 
tein in  the  diet  of  the  people  of  the 
United  States,  a  factor  which  would 
have  no  bearing  on  whether  or  not 
certain  parts  of  flsh  In  a  ground  product 
constitute  fllth.  there  appears  to  be  a 
reasonable  basis  for  esUbllshing  a 
standard  of  identity  for  flsh  flour  pre- 
pared from  properly  cleaned  and  eviscer- 
ated flsh. 

Accordingly.  It  la  concluded  that  It  wll) 
promote  honesty  and  fair  dealing  In  the 
Interests  of  consumers  to  establish  a 
definition  and  standard  of  Identity  for 
flsh  flour,  as  hereinafter  set  forth. 
Therefore,  pursuant  to  the  authority 
vested  In  the  Secretary  of  Health,  Educa- 
tion, and  Welfare  by  the  Federal  Food. 
Drug,  and  Cosmetic  Act  (sees.  401.  701, 
52  SUt.  1046.  1055.  as  amended  70  SUt. 
919:  21  U.S.C.  341.  371)  and  delegated  to 
the  Commissioner  of  Food  and  Drugs  by 
the  Secretary  (25  F.R.  8625) :  It  is 
ordered.  That  the  following  definition 
and  sUndard  of  Identity  be  esUbllshed: 


§37.5      Fish  flour ;  identilr- 

(a)  Flsh  flour  Is  the  flnely  ground, 
dried  product  made  from  edible  species 
of  flsh.  From  the  time  of  catching  until 
the  finished  article  is  packaged  the  flsh 
are  handled  expeditiously  and  with  the 
sanitary  precautions  which  are  recog- 
nized as  proper  for  flsh  which  are  used 
In  other  forms  for  human  food.  Before 
processing,  the  fish  are  properly  prepared 
to  remove  and  discard  the  heads,  fins, 
tails,  viscera,  and  Intestinal  contents. 
The  cleaned  flsh  are  ground  and  treated 
to  reduce  the  fat  content  of  the  finished 
flsh  flour  to  less  than  1  percent.  The 
product  may  be  deodorized.  The 
flnlshed  flsh  flour  shall  meet  all  of  the 
requirements  set  out  In  paragraph  (b) 
of  this  section. 

(b)(1)  Protein  content.  Protein  con- 
tent (NX 6.25),  measured  by  methods  of 
the  Association  of  Official  Agricultural 
Chemists,  shall  not  be  less  than  70  per- 
cent by  weight  of  the  flnal  product 
(Official  Methods  of  Analysis,  A.O.A.C.. 
9th  Ed.  sees.  22.011;  ch.  22.  p.  285). 
Biological  values  of  the  flnlshed  flsh 
flour  shall  not  be  less  than  105  percent 
as  measured  by  the  official  A.O-A.C. 
method  for  the  biological  evaluation  of 
protein  quality  (sees.  39.133-39.137.  in- 
clusive, ch.  39,  p.  680) . 

(2)  Moisture,  ash  and  fat  content. 
Moisture,  ash  and  fat  content  shall  not 
exceed  6  percent,  35  percent  and  1  per- 
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cent  respectively,  by  weight  of  the  final 
product,  measured  by  A.O.A.C.  methods 
(sees.  22.003,  22.010,  ch.  22,  p.  383,  384; 
sec.   18.011-18.012,  Inclusive,  ch.   18,  p. 

235). 

( 3 )  Odor  and  taste.  The  flnal  product 
shall  have  no  more  than  a  faint  flsh  odor 
and  taste. 

(4)  Storage  atahility.  Flsh  flour,  after 
6  months"  storage  at  temperatures  pre- 
vailing in  areas  of  Intended  use  (but  not 
exceeding  38"  C.)  and  when  packed  in 
metal  containers  or  In  polyethylene 
bags,  shall  show  no  spoilage  as  Judged  by 
the  development  of  off-flavors,  mold 
growth,  production  of  toxic  amines  (his- 
tamine, tyramlne) ,  or  by  deterioration  in 
protein  quality. 

(5)  Bacteria.  The  product  shall  be 
free  of  Escherichia  coll.  Salmonella,  and 
pathogenic  anaerobes,  and  the  toUl  bac- 
terial plate  count  shall  not  exceed  2,000 
per  gram. 

(6)  Safety.  The  flnlshed  product  shall 
contain  no  food  additive  unless  specifi- 
cally authorized  by  regulation  Issued 
pursuant  to  section  409  of  the  Federal 
Pood.  Drug,  and  Cosmetic  Act. 

Any  person  who  will  be  adversely  af- 
fected by  the  foregoing  order  may  at 
any  time  prior  to  the  thirtieth  day  from 
the  date  of  its  publication  in  the  Fbdbkal 
Recistxr  file  with  the  Hearing  Clerk.  De- 
partment of  Health.  Education,  and  Wel- 
fare. Room  5440.  330  Independence  Ave- 
nue 8W..  Washington  25.  D.C.  written 
objections  thereto.  Objections  shall 
show  wherein  the  person  flUng  will  be 
adversely  affected  by  the  order  and  spec- 
ify with  particularity  the  provisions  of 
the  order  deemed  objectionable  and  the 
grounds  for  the  objections.  If  a  hearing 
Is  requested,  the  objections  must  sUte 
the  Issues  for  the  hearing,  and  such  ob- 
jections must  be  supported  by  grounds 
legally  sufficient  to  Justify  the  relief 
sought.  Objections  may  be  accompanied 
by  a  memorandum  or  brief  In  support 
thereof.  All  documents  shacH  be  filed  In 
quintupllcate. 

Effective  date.  This  order  shall  be- 
come effective  90  days  from  the  date  of 
its  publication  In  the  Fsderal  RsGisTn, 
except  as  to  any  provisions  that  may  be 
stayed  by  the  filing  of  proper  objections. 
Notice  of  the  filing  of  objections  or  lack 
thereof  will  be  announced  by  publication 
in  the  Federal  Register. 

(Sees.  401. 701,  62  Stat.  1046,  1056  as  amended 
70  Stat.  919;  21  U.S.C.  341.  371) 

Dated:    January  22,  1962. 

Oeo.  p.  Larrick. 
Commissioner  of  Food  and  Drugs. 

|FR.    Doc.    6»-a39;     Filed.    Jan.    24.    1962; 
8:61  ajn.] 


PART   121— FOOD  ADDITIVES 

Subpart  F — Food  Additivas  Rssulting 
From   Contact  With   Contoiners  or 
Equipment     and     Food     Additiv«t 
Otherwise  Affecting   Food 
Epoxidized  Lutseed  Oil 

The  Coounlssloner  of  Food  and  Drugs. 
having  evaluated  the  data  submitted  In 
a  petition  fUed  by  Swift  and  Company. 
4115   Packers  Avenue.  Chicago  9.  HU- 
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nols.  and  other  relevant  material,  has 
concluded  that  the  following  regulation 
should  issue  with  respect  to  the  food 
additive  epozidised  linseed  oil,  used  as 
a  plastidaer  in  resinous  and  polsrmerlc 
substances  that  contact  food.  There- 
fore, pursuant  to  the  provisions  of  the 
FMeral  Food,  Drug,  and  Cosmetic  Act 
(sec.  409(C)(1),  72  Stat.  1786;  21  U.S.C. 
848(c)(1)),  and  under  the  authority 
delegated  to  the  commissioner  by  the 
Secretary  of  Health.  Education,  and  Wel- 
fare (26  F.R.  8625).  the  food  additive 
regulations  (21  CFR  Part  121)  are 
amended  by  adding  to  Subpart  F  the 
following  new  section: 

§  121,2527     Epoxidized  linoeed  oil. 

Epoxidized  linseed  oil  may  be  safely 
\ised  as  a  component  of  articles  that 
contact  food,  in  accordance  with  the  fol- 
lowing prescribed  conditions : 

(a)  The  food  additive  meets  the  fol- 
lowing speclileatlons : 

(1)  Iodine nxuiber, maximums. 

(2)  Oxlrane  oxygen,  minimum  9.0 
percent. 

(b)  It  is  employed  as  a  plastlclzer  in 
resinous  and  polymeric  substances  used 
to  produce  articles  that  contact  food. 

(c)  The  quantity  used  shall  not  ex- 
ceed the  least  amount  reasonably  re- 
quired to  accomplish  the  Intended  tech- 
nical effect,  and  the  quantity  that  may 
become  a  component  of  food  as  a  result 
of  use  in  a  resinous  or  polymeric  sub- 
stance or  article  shall  not  be  Intended 
to  nor,  in  fact,  accomplish  any  physical 
or  technical  effect  In  the  food  Itself. 

(d)  The  use  as  a  plastlclzer  In  any 
resinous  or  polymeric  substance  or  arti- 
cle subject  to  any  regulation  In  Subpart 
F  of  this  part  must  comply  with  any 
specifications  and  limitations  prescribed 
by  such  regulation  for  the  flnlshed  form 
of  the  substance  or  article. 

Any  person  who  will  be  adversely  af- 
fected by  the  foregoing  order  may  at 
any  time  prior  to  the  thirtieth  day  from 
the  date  of  its  publication  In  the  Fed- 
XKAL  RKGiSTBt  file  With  the  Hearing 
Clerk,  Department  of  Health,  Education, 
and  Welfare,  Room  5440,  330  Independ- 
ence Avenue  SW.,  Washington  25,  D.C, 
written  objections  thereto.  Objections 
shall  show  wherein  the  person  filing  will 
be  adversely  affected  by  the  order  and 
specify  with  particularity  the  provisions 
of  the  order  deemed  objectionable  and 
the  grounds  for  the  objections.  If  a 
hearing  is  requested,  the  objections  must 
state  the  issues  for  the  hearing.  A 
hearing  will  be  granted  if  the  objections 
are  supported  by  grounds  legally  suffi- 
cient to  Justify  the  relief  sought.  Ob- 
jections may  be  accompanied  by  a 
memorandum  or  brief  in  support  thereof. 
All  documents  shall  be  filed  in  quintu- 
pllcate. 

Etfectioe  date.  This  order  shall  be 
effective  on  the  date  of  Its  publication  in 
the  FiDERAL  Register. 

(Sec.    400(0)  (1),    72    8tat.    1786;    21    U.S.C. 
848(c)(1)) 

Dated:  January  18.  1962. 

Oeo.  p.  Larrick, 
Commisstoner  of  Food  and  Drugs. 

(Fit.    Doc.    62-888:    FUed.    Jan.    24,    1962; 
8:61  ajn.] 


741 


Title  25— INDIANS 


Chapter  I — Bureau  of  Indian  Affairs, 
Dspartmant  of  tho  intorlor 

SUBCHAKR  R — IRRIGATION  PROJECTS 

PART   194— FLATHEAD  IRRIGATION 
PROJECT,  MONTANA 

SUBCHAPTER  T — OPERATION  AND 
MAINTENANCE 

PART  221— OPERATION  AND 
MAINTENANCE  CHARGES 

Miscellaneous  Amendmonts 

There  was  published  in  the  Federal 
Reoistek  on  November  18,  1961  (26  FJl. 
10808) ,  a  notice  to  amend  Parts  194  and 
221  of  the  Code  of  Federal  Regulations, 
Title  25,  Indians,  by  adding  Sections 
194.23  and  221.17(c)  as  set  forth  below. 
The  purpose  of  the  amendments  is  to 
provide  for  bringing  lands  that  cannot  be 
served  by  the  gravity  system,  designated 
as  pump  lands,  Into  the  Flathead  Indian 
Irrigation  Project  for  service  purposes 
and  to  establish  assessment  rates  for 
assessing  such  pump  lands. 

Interested  persons  were  given  30  days 
Within  which  to  submit  written  com- 
ments, suggestions,  or  objections  with 
respect  to  the  proposed  amendments, 
No  comments,  suggestions,  or  objections 
have  been  received,  and  the  proposed 
amendments  are  hereby  adopted  without 
change. 

A  new  section  Is  added  to  Part  194  to 
read  as  follows: 

§  191.23     Pump  land*. 

When  requested  In  writing  to  do  so,  by 
the  holder  of  legal  title  to  the  land,  the 
Secretary  of  the  Interior,  or  his  au- 
thorized representative,  may  designate 
such  land  lying  above  the  gravity  flow 
delivery  point  which  may  be  susceptible 
of  Irrigation  through  pumping  opera- 
tions as  a  part  of  the  project.  Lands 
thus  designated  shall  be  subject  to  the 
payment  of  the  pro  rata  per  acre  share 
of  the  construction,  operation  and  main- 
tenance costs  the  same  as  all  other  proj- 
ect lands  In  the  same  general  area  re- 
ceiving gravity  flow  water.  In  the  Mis- 
sion Valley  Division  of  the  project  such 
designated  land  shall  be  obligated  to  pay 
an  additional  per  acre  foot  assessment 
for  water  delivered  to  the  "pump  land" 
equal  to  the  pumping  cost  from  Flathead 
Lake  or  Flathead  River  and  the  cost  of 
delivering  such  water  to  the  land.  In 
the  Camas  Division  of  the  project  such 
designated  land  shall  be  obligated  to 
pay  a  per  acre  foot  assessment  for  water 
delivered  to  the  designated  "pump  land." 
equal  to  the  pumping  costs  from  the 
Little  Bltterroot  Lake  and  the  costs  of 
delivering  such  water  to  the  land.  All 
other  costs  Incidental  to  the  pumping  and 
distribution  of  the  delivered  water  from 
the  project  farm  unit  delivery  point  to 
the  'pump  land"  shall  also  be  borne  by 
the  landowner.  Such  landowner  is  ob- 
ligated to  comply  with  the  regulations 
now  or  hereafter  adopted  for  the  Flat- 
head Indian  Irrigation  Project.  At  the 
time  of  filing  Ids  petition  the  landowner 
will  be  required  In  writing  to  request  the 
inclusion  of  such  "pump  land"  in  an 
existing  irrigation  district  or  a  district 
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subsequently  ftmed  imrsu*nfc  to  the 
lAWs  of  the  State  of  Mantana.  No  land 
In  ixtdlan  ownenUp  shall  be  Included  In 
the  Irrigation  district  as  long  as  the  title 
to  the  land  remains  in  Indian  ownership. 

Paragraph  ('c>.  reading  as  follows,  is 
added  to  1211.17: 

§  221.17      duuKCS,    MimWni   Vallrv    and 
Camas  Divinionit. 

•  •  •  •  • 

'O  The  a^nniifti  pumping  charge  for 
water  pumped  from  Flathead  Lake  or 
Flathead  Rtrer  for  use  on  land  desig- 
nated as  "pump  land"  in  the  liiission 
Valley  Division  of  the  project  under  25 
CFR  194.23  shall  be  $2.00  per  acre  foot 
or  fraction  thereof  until  otherwise  or- 
dered. The  annual  charge  for  pumping 
water  from  the  Little  Bltterroot  Lake  for 
land  designated  as  "pomp  land"  in  the 
Camas  Ohrlslofi  shall  be  $1.00  per  acre 
foot  or  fraction  thereof  until  otherwise 
ordered.  After  the  pumped  land  has  be- 
come a  part  of  an  Irrlgatkm  district  the 
ctaanas  asMssed  against  such  pump  land 
dming  the  ralf  dt^''  year  shall  be  in- 
cluded In  the  notice  furnished  to  the 
irrigation  district  for  the  following  ir- 
rigation season. 

Stcwaxt  Ll  Uoall. 
Secretary  of  the  Interior. 

JusvuLY  18,  i0€2. 

(FJl.    Doc.    n-W:    ni«d.    Jan.    34,     19«2: 
8:4»aA.| 


Title  47— TELECOMMUNICATION 

Choptar  I — FadaroJ   CommtfiiicoHons 
ConmisMoa 

JFOC  «2-74] 

PAIT  3— tADIO  MOADCAST 
SEt  VICES 

Partidpottoii  by  Talapbona 
i«s 


In  the  matter  of  amendment  of  I  3.980 
to  permit  the  rendition  of  free  service 
by  common  carriers  to  the  Qoremment 
through  Interoonnection  of  certain 
originating  sources  to  the  commercial 
radio  networks  for  the  purposes  of  na- 
tional defense. 

At  a  session  of  the  Federal  Commu- 
nications Commission  held  at  its  offices 
In  Wadiington.  D.C..  on  the  17th  day  of 
January  19$2; 

The  Commission  having  xinder  con- 
sideration the  provisions  of  section  210 
(b)  of  the  Communications  Act  of  1934, 
as  amended,  which  permit  the  rendition 
by  common  carriers  of  free  service  to 
agencies  of  Uie  aoremment  in  connec- 
tion with  preparation  for  the  national 
defense;  subiject,  however,  to  the  provi- 
sion that  such  free  service  may  be  ren- 
dered only  in  accordance  with  svth.  rules 
and  regulations  as  the  Commission  may 
prescribe  ttierefor:   and 

It  aiipeaihig  that  tt  Is  necessary  and 
desiiaMe  tbwA  the  CcnmisBlon  further 
hmtanent  tbie  sUdutoiy  provision  so  as 
to  pennlt  ttn  rvndttinn  of  sucfc  free  serv- 
l06  tn  connection  with  the  Emergency 
Broadeaat  SFstem  and  In  furtherance  of 
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the  national  defense  and  the  Commis- 
sion's obiigattons  under  Executive  Order 
10312:  and 

It  further  appearing  that  it  is  neces- 
sary and  desirable  In  the  pubUc  Interest 
that  such  service  be  made  available  for 
the  furtherance  of  the  national  defense 
without  delay,  and  that  any  delay  would 
be  contrary  to  the  public  interest:  and 

It  fxirther  appearing  that  the  amend- 
ments adopted  herein  pertain  to  military 
matters,  and  hence  that  section  4  of  the 
Administrative  Procedure  Act  is  inap- 
plicable: and 

It  further  appearing  that  authority  for 
the  amendments  adopted  herein  is  con- 
tained in  sections  I,  4* p.  210(b).  and 
303<r)  of  the  Communications  Act  of 
1934.  as  amended; 

It  is  ordered.  Effective  January  29. 
1962.  that  i  3.980  of  the  Commission's 
rules  and  regulations  is  amended  as  set 
forth  below. 

(Sec.  4.  48  Stat.  1066.  as  amended:  47  U  S  C. 
154.  Interpreta  or  applies  sec  303.  48  Stat. 
1082.  as  amended.  47  UJ3  C  303) 

Released:  January  22.  1962. 

FcDSSAL  Comromc^TiONs 
ComnssiON. 

I  SEAL  1  BeH   F.   WATtl. 

Acting  Secretary. 

1.  In  5  3.980,  the  provisions  of  ptwa- 
graph  (b)  are  amended  and  a  new  para- 
graph is  added.  As  amended,  paragraphs 
(b>  aiMl  <c)  read  as  follows : 

§  3.9S0      Partk-ipalion  by  telephone 
companies. 

•  •  •  •  • 

(b)  During  a  CONELRAD  Drill  or  a 
CONELRAD  Radio  Alert,  telephone  com- 
panies that  have  facilities  available  in 
place  may,  without  charge,  connect  an 
originating  source  designated  by  a  Na- 
tional Industry  Advisory  Committee 
order  to  the  nearest  accessible  commer- 
cial radio  network  and.  at  the  expira- 
tion of  such  drill  or  Radio  Alert,  may 
disconnect  such  authorized  originating 
source:  Protrided.  (1 »  That  the  originat- 
ing point  has  in  service  a  telephone  com- 
]3any  local  channel  from  the  originating 
point  to  the  telephone  company  princi- 
pal central  office  (toU  test>:  and  <2) 
That  the  National  Industry  Advisory 
C(«iBsltt«e  order  covering  this  service  is 
placed  in  effect. 

(c)  Every  such  carrier  rendering  any 
such  free  service  shall  make  and  file,  in 
duplicate,  with  the  Commission,  on  or 
before  the  31st  day  of  July  and  on  or 
before  the  31st  day  of  January  in  each 
year,  reports  covering  the  periods  of  six 
months  ending  on  the  30th  day  of  June 
and  the  31st  day  of  December,  respec- 
tively, next  prior  to  said  dates.  These 
reports  shall  show  the  call  letters  and 
locations  of  the  broadcast  stations 
and /or  the  originating  source  designated 
by  a  NaUcKial  Industry  Advisory  Com- 
mittee order  to  which  free  service  was 
rendered  pursuant  to  this  rule  and  the 
charges  In  dollars  which  would  have  ac- 
crued to  the  carrier  for  such  service  ren- 
dered if  charges  therefor  had  been  col- 
lected at  the  published  tariff  rates. 

[FA.    Doc.    tA-MU;     PUed.    Jan.    24.    1962; 
8:53  a.m.] 


(Docket  No     14052     FCC  62-78] 

PAIT  9— AVIATION  SEIVICES 
Davalopmantal  Oparafion 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington,  DC.  on  the  17th  day  of 
January  1962; 

The  Commission  having  under  consid- 
eration the  amendment  of  Part  9 — Avia- 
tion Services,  to  include  a  new  Subpart 
X  to  provide  specific  provisions  for  de- 
velopmental operation  in  the  Aviation 
Services : 

It  appearing  that  a  need  exists  for 
specific  provisions  for  developmental  op- 
eration in  the  Aviation  Services  to  enable 
the  Commission  to  more  effectively  dis- 
charge its  statutory  responsibility  to 
study  new  uses  of  radio  and  encourage 
the  more  effective  use  thereof  in  the  pub- 
lic interest:  and 

It  further  appearii\g  that  the  public 
interest  would  be  served  by  the  encour- 
agement of  developing  new  and  more  ef- 
foctive  uses  of  radio;  and 

It  further  appearing  that  notice  of 
proposed  rule  making  in  the  above-en- 
titled matter  was  released  on  April  24, 
1961:  and 

It  further  appearing  that  the  notice, 
which  made  provision  for  filing  of  com- 
ments by  May  31,  1961  was  duly  pub- 
lished in  the  Pkdbkal  Rbcisteii  on  April 
27.  1961  <26  F.R.  3614  >;  and 

It  further  appearing  that  Aerospace 
Flight  Test  Radio  Coordinating  Council 
and  Lockheed  Aircraft  Corporation,  the 
only  respondents  in  this  proceeding,  sub- 
mitted comments  favoring  the  proposal; 
and 

It  further  appearing  that  the  rules 
adopted  herein  are  the  same  as  proposed 
with  the  exception  of  certain  editorial 
changes  made  in  5  9.1404;  and 

It  further  appearing,  that  authority 
for  issuance  of  this  order  is  contained  in 
sections  301  and  303  <g)  and  (r>  of  the 
Communications  Act  of  1934,  as 
amended : 

It  is  ordered.  That  effective  March  1, 
1962.  Part  9  of  the  Commission's  Rules 
is  ameixled  as  set  forth  below;  and 

It  is  further  ordered.  TTiat  the  proceed- 
ings in  Docket  No.  14052  are  hweby 
terminated. 

(9ec.  4.  48  Stat  1066.  as  amended;  47  US  C. 
154.  Interpret  or  apply  seca.  »01.  308,  48 
Stat.  1081.  1063:   47  U  S.C.  301.  803) 

Rclea.setl:  January  22.  1962. 
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Federal  ComrTNicATiONS 

CoioassioN. 
Ben  F.  Waple. 

Acting  Secretary. 


Part  9  is  amended  as  follows: 
1.  Section  9  113  is  amended  to  read  as 
follows : 

§9.113      Lirenw   period. 

(a>  For  all  stations  In  the  Aviation 
Services,  except  those  engaged  in  devel- 
opmental operation,  the  license  period  is 
normally  five  years. 

(b)  Authorlaation  for  stations  en- 
gaged In  developmental  operation  will  be 
made  upon  a  temporary  basis  for  a 
specific  i>eriod  of  time,  but  in  no  event  to 
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extend  beyond  one  year  from  date  of 

grant. 

2.  Add  new  Subpart  X  as  follows: 

Subpart  X^-Oevelopmsnlal   Oparotien 

91401  Eligibility. 

9,1402  Showing  required. 

9  1403  Limitations  on  use. 

9.1404  Frequencies  available. 

9  1405  Special  provisions. 

9  1406  Change  or  cancellation  of  authoriza- 
tion without  hearing. 

9  1407  Report  of  operation.  I 

AuTHoarrr:  48  8.1401  to  9.1407  Issued 
under  sec.  4,  48  Stat.  1066.  as  amended;  47 
O.S  C.  154.  Interpret  or  apply  sees.  301.  303, 
48  Stat.  1081,   1082;  47  U.S.C.  301,  303. 

Subpart  X — Developmental 
Operation 


§«).IIOI       Klifcihility. 

An  authorization  for  developmental 
operation  in  any  of  the  services  in  this 
part  will  be  issued  only  to  those  ap- 
plicants who  are  eUgible  to  operate  sta- 
tions in  those  services  on  a  regular  basis. 

§  9. 1  102      Showing   required. 

(a>  Except  as  provided  in  paragraph 
(b)  of  this  section,  each  application  for 
developmental  operation  shall  be  ac- 
companied by  a  showing  that: 

(1)  The  applicant  has  an  organised 
plan  of  development  leading  to  a  spe- 
cific objective: 

(2>  A  point  has  been  reached  in  the 
program  where  actual  transmission  by 
radio  is  essential  to  the  further  progress 
thereof ; 

(3)  The  program  has  reasonable 
promise  of  substantial  contribution  to 
the  expansion  or  extension  of  the  radio 
art.  or  is  along  lines  not  already  inves- 
tigated ; 

(4  >  The  program  will  be  conducted  by 
qualified  personnel: 

( 5 »  The  applicant  is  legally  and  finan- 
cially qualified,  and  possesses  adequate 
technical  facilities  for  conduct  of  the 
program  as  proposed ;  and 

(6)  The  public  interest,  convenience 
or  necessity  will  be  served  by  the  pro- 
posed operation. 

<b)  The  showing  under  paragraph  (a) 
of  this  section  may  not  be  required  when 
an  application  is  made  for  develop- 
mental op>eration  solely  for  the  reason 
that  the  frequency  requested  is  re- 
stricted to  such  developmental  use. 

§9.1103      Limitations   on   use. 

<a>  Stations  used  for  developmental 
operation  shall  be  constructed  and  used 
in  such  a  manner  as  to  conform  with  all 
of  the  technical  and  operating  require- 
ments of  this  part,  unless  deviation 
therefrom  is  specifically  provided  for  in 
the  station  authorization. 

I  b )  All  developmental  operation  shall 
be  subject  to  the  condition  that  no  harm- 
ful interference  is  caused  to  the  opera- 
tion of  stations  licensed  on  a  regular 
basis  under  any  part  of  this  chapter. 

§  9. 1 404      Frrquenries   available. 

The  frequency  or  frequencies  assigned 
will  be  from  those  available  for  the  serv- 
ice in  which  operation  is  proposed,  ex- 
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cept  that  in  individual  eases  the  Commis- 
aiaa  may,  without  rulemaking  proceed- 
ings, authoriie  on  a  temporary  basis  only, 
the  UM  of  frequencies  not  in  accordance 
with  the  Table  of  Frequency  Allocations 
for  projects  of  short  duration  or  emer- 
gencies where  the  Commission  finds  that 
important  or  exceptional  circumstances 
require  such  utilization:  Provided.  That 
such  authorizations  are  not  intended  to 
develop  a  service  to  be  operated  on 
frequencies  other  than  those  allocated 
such  service. 

§  9.1405      Special  provisions. 

(a)  The  developmental  program  de- 
scribed in  the  application  shall  be  sub- 
stantially followed  except  as  modified  by 
the  terms  of  an  authorization  which 
may  be  Issued  under  this  part. 

(b)  Where  some  phases  of  the  develop- 
mental program  are  not  covered  by  the 
provisions  of  this  chapter,  the  authoriza- 
tion may  specify  supplemental  or  addi- 
tional requirements  or  conditions  in  each 
case,  as  deemed  necessary  in  the  public 
Interest,  convenience,  or  necessity. 

(c)  From  time  to  time,  a  station  en- 
gaged in  devel<v»nental  work  may  be  re- 
quired, by  modification  of  the  instru- 
ment of  authorization,  to  conduct  special 
tests  which  are  reasonable  and  desirable 
to  the  authorized  developmental  pro- 
gram. 

§  9.1406     Change  or  cancellation  of  au- 
thorization without  hearing. 

Every  an;>llcation  for  authority  to  en- 
gage in  developmental  operation  shall 
be  accompanied  by  a  statement  signed 
by  the  applicant  in  which  it  is  agreed 
that  any  authorization  Issued  pursuant 
thereto  will  be  accepted  with  the  ex- 
pressed understanding  of  the  applicant 
that  it  is  subject  to  change  in  any  of  its 
terms  or  to  cancellation  in  its  entirety 
at  any  time,  upon  reasonable  notice  but 
without  a  hearing,  if.  in  the  opinion  of 
the  Commission,  circumstances  should 
so  require. 

§9.1407      RepoH  of  operation. 

'A  report  on  the  results  of  the  develop- 
mental program  shall  be  filed  with  and 
made  a  part  of  each  appUcation  for 
renewal  of  authorization,  or  in  cases 
where  no  renewal  is  requested,  such  re- 
port shall  be  filed  within  60  days  preced- 
ing the  expiration  of  such  authorization. 
In  addition.  Interim  reports  may  be  re- 
quired in  certain  instances.  Matters 
which  the  awlicant  does  not  wish  to  dis- 
close publicly  may  be  so  labeled;  they 
will  be  used  solely  for  the  Commission's 
information,  and  will  not  be  publicly  dis- 
closed without  permission  of  the  appli- 
cant. The  rep<Mrt  or  reports  shall  include 
c<Hnprehen8ive  and  detailed  information 
on  at  least  the  following: 

(a)  The  final  objective: 

(b)  Results  of  operation  to  date; 

( c )  Analysis  of  the  results  obtained ; 

(d)  Copies  of  any  published  reports ; 

(e)  Need  for  continuation  of  the  pro- 
gram; and 

(f)  Such  other  information  as  may 
be  specified  in  the  instrument  of  au- 
thorization. 

IPH.    Doc.    «a-86S;    PUed,    Jan.    24,    1962; 
8:68  a.m.] 
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(Docket  No.  13971  (RM-217):  FCC  62-79] 

PART   10— PUBLIC  SAFETY  RADIO 
SERVICES 

Frequencies  Available  to  the  Local 
Government  Radio  Service 

In  the  matter  of  amendment  of  Part 
10  of  the  Commission's  rules  to  make  the 
frequency  39.06  Mc/s  available  to  the 
Local  Government  Radio  Service  for 
control  of  trafQc  lights  by  mobile  units 
installed  in  emergency  vehicles.  Docket 
No.  13971  (RM-217). 

1.  The  Commission  issued  a  notice  of 
proposed  rule  making  in  the  above-en- 
titled matter  (26  FJl.  2002.  March  8, 
1961)  in  response  to  a  petition  filed  by 
the  City  of  Erie.  Pennsylvania.  Subse- 
quently, the  petitioner  requested  that 
action  be  deferred  on  this  notice  to  en- 
able it  to  conduct  tests  looking  toward  a 
possible  modification  of  its  origiiud  pro- 
posal. This  was  granted  by  the  Coaunis- 
sion  in  a  Report  and  Order,  ad(4>ted 
Jime  28.  1961.  Shcniiy  thereafter,  a 
petition  for  modification  of  notice  of  pro- 
posed rule  making  was  submitted  by  the 
City  of  Erie  in  which  it  contended  that 
the  results  of  its  tests  indicated  that  its 
mobile  radio  traffic  signal  control  system 
could  operate  eflBciently  with  a  band- 
width of  20  kc/s  rather  than  the  32  kc/s 
originally  requested.  Since  this  would 
result  in  the  occupancy  of  less  frequency 
space  and  thus  met  one  of  the  major 
objections  which  the  (»1glnal  petition 
had  induced,  the  Commission  granted 
the  request  for  modification  and  adcqited 
a  further  notice  of  proposed  rule  making 
in  accordance  therewith. 

2.  This  latter  notice  was  duly  published 
in  the  Federai,  Register  (26  FJl.  6656. 
July  26.  1961)  inviting  comments  on  or 
before  September  15,  1961.  either  in 
favor  of  OT  in  opposition  to  the  proposed 
rule  amendments.  All  such  timely  filed 
comments  have  been  considered  by  the 
Commission  in  reaching  its  determina- 
tions herein.  v, 

3.  The  original  proposal  sought  these 
rule  changes:  (a)  Amendment  of 
§  10.104(b)  to  permit  A9  emission  and 
to  allow  a  bandwidth  of  32  kc/s  on  the 
frequency  39.06  Mc/s.  (b)  Amendment 
of  §  10.555  to  make  the  frequency  39.06 
Mc/s  available  to  the  Local  Government 
Radio  Service  as  well  as  to  the  Police 
Radio  Service  and  to  permit  an  appli- 
cant in  the  former  Service  to  obtain 
this  frequency  without  regard  to  para- 
graph (d)  which  limits  licensees  in  this 
Service  to  two  frequencies.  The  com- 
ments in  opposition  attacked  the  pro- 
posal in  part  on  the  grounds  that  the 
excessive  bandwidth  requested  would 
impair  the  usage  of  the  frequencies  ad- 
jacent to  39.06  Mc/s.  However,  since  the 
present  notice  of  proposed  rule  making 
"cured"  this  by  proposing  a  bandwidth 
of  20  kc/s  and  since  the  comments  in 
response  thereto  did  not  raise  the  ques- 
tion of  bandwidth,  it  may  be  assimied 
that  this  is  no  longer  an  issue.  As  usage 
of  this  frequency  is  restricted  to  a  power 
of  3  watts,  the  Commission  is  of  the 
opinion  that  such  operation  utilizing  AA 
emission  with  a  bandwidth  of  39.06  Mc/s 
would  present  no  serious  problem. 


Tit 


BULK   AND   lEGULATIONS 


i 


Thursday,  January  2S,  1962 


FEDERAL  REGISTER 


745 


744 

4.  The  spedflc  usage  sought  for  this 
frequency  is  to  eamble  mobile  units  to 
control  traffic  "«t««^  in  times  of  emer- 
gency. While  these  mobile  units  will  be 
installed  primarily  in  police  and  fire 
vehicles,  they  may  also  be  utilized  by 
other  emergency  vehicles  under  the  con- 
trol of  the  licensed  goTemraental  entity. 
The  Local  Ooremment  Radio  Service  Is 
the  only  public  safety  radio  service 
which  can  provide  this  broad  diversity 
of  usage.  There  appears  little  doubt 
that  this  mode  of  controlling  traffic 
lights  in  emergency  situations  Is  deslr- 
aUe.  Even  those  who  submitted  com- 
ments opposing  the  proposal  conceded 
that  the  idea  had  merit  and  that  at  some 
future  time  prorlsion  for  its  usage  should 
be  made  in  the  Oonxmisslon's  rules.  In 
fact,  the  Associated  Public  Oommunlca- 
Uons  CMBcers.  Inc.  (APCO) .  the  principle 
objector,  recommended  alternative  fre- 
quencies for  this  operation  and  suggested 
that  rule  making  be  initiated  toward 
that  end.  It  is,  of  course,  the  petitioner's 
contention  that  the  need  for  its  system 
Is  immediate  and  pressing,  and  that  it 
should  be  peimltted  at  once. 

5.  "niose  flUng  eoanments  in  opposition 
are  of  the  opinion  that  the  Police  Radio 
Service  "ia  still  lacking  in  adequate 
frequency  space."  APCO  also  makes  the 
following  arguments : 

a.*  *  *  tha  frequency  39.06  Mc/s  Is  Ideally 
suited  for  certain  types  of  police  activity 
such  aa  Burvelllance  work  Involving  low 
power  equipment  and  there  la  now  a  limita- 
tion wtth  leapect  to  the  power  permissible 
on  that  fraqweney.** 

b.  There  are  other  frequencies  available 
for  the  piirposes  desired  by  the  petitioner. 
APOO  suggests  that  ths  frequency  45.44 
lic/a,  now  avaUahle  to  the  Local  Govern- 
ment Radio  Service,  could  be  redesignated 
as  a  low-power  frequency  for  the  control 
of  tnJBe  signals  by  emergency  vehicles. 
Alternatively.  APOO  soggMts  that  rule 
making  prooeedhigs  be  Instituted  to  make 
the  frequency  M.M  Me/s  available  to  Local 
Oovemment  Radio  users. 

c.  In  a  service  (Police)  so  vital  to  public 
safety,  the  loss  of  frequency  space  should 
not  be  permitted  upon  the  basis  of  one- 
channel-at-a-tlme  scrutiny  such  as  that 
proposed  here. 

The  position  of  APCO  is  supported  by  the 
International  Municipal  Signal  Associa- 
tion (ISfSA)  and  International  Associa- 
tion of  Fire  Chiefs  (lAFC)  which  also 
suggests  45.44  Mc/s  as  an  alternative 
for  the  City  of  Srie  and  other  potential 
users. 

6.  The  proposal  received  support  from 
a  considerable  number  of  cities  and 
towns  throughout  moat  areas  of  the 
country.  They  had  evidently  seen  the 
system  demonstrated,  and  their  com- 
ments indicate  that  should  the  frequency 
39.06  llc/s  be  made  available  for  the 
control  of  trai&c  signals  from  emergency 
mobile  units  they  would  be  interested  in 
irmtaTUng  such  systcms.  Slncc  the  City 
of  Erie  Is  the  only  governmental  entity 
holding  a  developmental  authorization 
permitting  this  operation,  tts  comments 
naturally  contidn  the  only  real  substan- 
tive evidence  in  support  of  the  proposal. 
Its  engineerinc  data  coooemlng  its  ac- 
t«al  XetU  both  under  ootitrolled  condi- 
tions and  wbUit  iB  use  on  a  regular  day- 
by-dajr  basis  in  Erie  lead  to  two  con- 
clusions.   First,  predicated  on  the  low 
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power  which  must  be  used  on  this  fre- 
quency, the  system  does  not  receive  in- 
terference from  other  imlts  operating  on 
this  frequency,  nor  does  tt  appear  likely 
that  It  will  cause  such  Interference  to 
other  systems.  Secondly,  based  on  Its 
observations  of  how  its  system  has 
worked  during  emergencies  In  the  City 
of  Erie  itself,  this  mode  of  traffic  signal 
control  by  appropriate  vehicles  seems 
to  be  a  valid  aid  in  enabling  these  vehicles 
to  reach  the  scene  of  the  emergency 
more  rapidly  with  less  danger  to  them- 
selves and  to  other  traffic  and  pedes- 
trians. 

7.  The  City  of  Erie  also  refuted  the 
contention  of  APCO  that  this  proposal 
would  result  in  the  "piecemeal"  loss  of 
a  police  radio  frequency;  ■•  •  •  author- 
izing the  30.06  Mc.  s  emergency  traffic 
light  control  device  operation  does  not 
constitute  a  'loss'  of  the  frequency  to 
the  police.  In  fact,  insofar  as  installa- 
tion of  the  device  in  police  cars  would 
assist  the  police  in  arriving  at  the  scene 
of  crime  or  disaster,  it  would  seem  to 
constitute  an  augmentation  of  radio  use 
for  the  police  rather  than  a  loss"  The 
City  defended  Its  request  to  use  the  fre- 
quency 39.06  Uc/8  on  the  grounds  that 
it  is  being  sparsely  used  by  police  h- 
censees  now  and  that  it  contains  a  3  watt 
power  limitation,  thus  making  it  ideal 
from  an  interference  standpoint.  Fi- 
nally. Erie  Insists  that  the  need  for  ve- 
hicular control  of  traffic  signals  is  im- 
mediate and  hence  resists  the  APCO 
suggestion  that  alternative  frequencies 
for  this  purpose  ^>e  exi^ored.  It  con- 
tends that  this  Is  unnecessary  and  will 
result  in  needless  Ume-wastlng. 

8.  SiiK:e,  as  was  stated  previously, 
there  is  unanimity  that  the  proposal  has 
merit,  the  sole  question  is  whether  provi- 
sion for  this  type  of  operation  should  be 
made  immediately  by  making  the  fre- 
quency 39.06  Mc/s  available  to  the  Local 
Government  Radio  Service,  so  that  a  de- 
vice cai>able  of  controlling  traffic  signals 
can  be  Installed  in  emergency  vehicles. 
Alternatively,  another  frequency  could 
be  selected  and  appropriate  rule  making 
procedures  initiated.  The  Commission 
Is  persuaded  that  the  frequency  39.06 
Mc/s  should  be  made  available  for  this 
purpose  immediately.  It  should  be  em- 
phasized that  the  Police  Radio  Service 
is  not  losing  a  frequency :  licensees  there- 
imder  can  continue  their  surveillance 
operations.  It  must  also  be  recognized 
that  hovtofore  police  users  have  made 
extremely  limited  usage  of  this  fre- 
quency, and.  even  conceding  APCO's  con- 
tention that  this  situation  is  due  to 
change,  all  available  evidence  indicates 
that  both  fimctions  can  be  accommo- 
dated on  the  same  frequency  compatibly. 
Further,  even  assuming  arguendo  that  in 
a  given  locale  the  poUce  needs  on  the 
frequency  39.06  Mc  s  preclude  sharing 
with  emergency  vehicles,  ^e  govern- 
mental entity  licensee  can  simply  elect 
not  to  so  equip  the  emergency  vehicles 
thus  enabling  its  police  department  to 
use  this  frequency  unilaterally. 

9.  It  is.  of  course,  possible  to  institute 
"substitute"  rule  making  to  make  a  dif- 
ferent frequency  available  to  the  Local 
Government  Radio  Service  for  the  pur- 
poses under  consideration  herein  in  lieu 


of  the  frequency  39.06  Mc  s.  In  view  of 
the  Commission's  outstanding  notice  of 
proposed  rule  making  in  docket  No. 
14356  which  would  make  the  frequencies 
46.54.  46  56.  46.58.  and  46.60  Mc/s  avail- 
able to  the  Local  Government  Radio 
Service,  this  alternative  may  seem  super- 
ficially attractive.  However,  there  is  a 
current  shortage  of  available  Local  Gov- 
ernment frequencies.  To  place  a  power 
restriction  on  one  of  these  frequencies 
(which  Is  necessary  11  the  traffic  control 
system  propKJsed  Is  to  operate  properly) 
and  thus  severely  limit  its  use  would  not 
represent  efficient  frequency  utilization. 
Similarly,  amending  the  Rules  to  adopt 
one  of  the  existing  Local  Government 
frequencies  for  vehicular  traffic  signal 
control  would  unnecessarily  reduce  the 
number  of  base-mobile  frequencies  avail- 
able to  this  service  and  would  undoubt- 
edly require  some  present  licensees  to 
shift  frequencies.  Hence,  selecting  a 
substitute  frequeiKy  for  this  purpose 
does  not  appear  to  be  feasible. 

10.  In  summary,  the  Commission  con- 
cludes that  there  is  a  demonstrable  im- 
mediate need  for  the  control  of  traffic 
signals  in  emergencies  by  emergency  ve- 
hicles using  low  power  equipment.  Fur- 
ther. In  view  of  the  fact  that  the  fre- 
quency 39.06  Mc  s  now  contains  a  3  watt 
power  limitation  and  has  been  sparsely 
used  by  the  Police  Radio  Service.  It  ap- 
pears that  shared  usage  by  that  service 
and  the  Local  Government  Radio  Serv- 
ice— both  consisting  solely  of  govern- 
mental entities — is  feasible  and  in  terms 
of  frequency  utilization  Is  desirable. 

Therefore,  it  is  ordered.  This  17th  day 
of  January  1962.  that  effective  February 
26.  1962.  Part  10  be  amended  as  set  forth 
below. 

(Sec  4.  48  Stat  1066.  as  amended:  47  TJS.C. 
154  Interprets  or  applies  sec  303.  48  Stat. 
1082.  as  amended:  47  U.S.C  303 » 

Released:  January  22, 1962. 


1  SE.^L  1 


Federal  CoMMTnacATiONS 

Commission, 
Ben  P.  Waplb, 

Acting  Secretary. 


Part  10  of  the  rules  is  amended  as  fol- 
lows: 

Section  10.555.  paragraph  (d)  Is 
amended,  the  frequency  table  in  para- 
graph (f)  is  amended  by  adding  in 
numerical  sequence  a  new  entry  for  the 
frequency  39.06  Mc  s.  and  paragraph  (g) 
Is  amended  by  the  addition  of  a  new  sub- 
paragraph (7j. 

§  lO^SS      Frequcnrirs    available    to    Uie 
lioral   Covemnieni    Radio   .Service. 

•  •  •  •  • 

(d)  Normally,  no  more  than  two  fre- 
quencies will  be  assigned  unless  a  re- 
quest therefor  is  adequately  supported  by 
a  satisfactory  showing  of  need,  provided 
that  request  for  operation  on  the  fre- 
quency 39.06  Mc  s  will  be  approved  upon 
satisfactory  showing  of  a  need  even 
though  the  licensee  already  has  been  as- 
signed two  other  frequencies  or  pro- 
vided that  an  applicant  who  obtains  au- 
thorization to  operate  on  the  frequency 
39.06  Mc/s  shall  still  be  allowed  to  re- 
quest and  obtain  two  other  frequency  as- 
signments In  this  service. 
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<7>  Available  for  assignment:  Pro^ 
tided.  That  the  maximum  plate  input 
power  to  the  final  radio  frequency  stage 
of  any  transmitter  authorized  to  operate 
on  this  frequency  shall  not  exceed  3 
watts. 

I F  R     Doc      62  855:     Piled,    Jan.    24,    1962; 
8:53  a.m.] 


I  EVxrket  No.  14253;  PCC  63-78] 

PART   11— INDUSTRIAL  RADIO 
SERVICES 

Availoble  Frequencies 

In  the  matter  of  amendment  of  Parts 
2  and  11  of  the  Commission's  rules  and 
regulations  to  substitute  frequencies  in 
the  406-420  Mc  s  band  available  for  as- 
signment to  non-Government  stations 
transmitting  hydrological  and  meteoro- 
logical data  in  cooperation  with  agencies 
of  the  Federal  Government,  Docket  No. 
14253. 

The  Commission  having  under  consid- 
eration the  amendment  of  Parts  2  and  11 
in  the  above-captloned  matter; 

It  appearing  that  notice  of  proposed 
rule  making  in  the  above-entitled  matter 
was  adopted  on  September  13.  1961;  and 

It  further  appearing  that  notice  of 
proposed  rule  making,  which  made  pro- 
vision for  filing  comments  by  October  27, 
1961.  and  comments  In  reply  by  Novem- 
ber 7.  1961.  was  duly  published  in  the 
Federal  Register  on  September  20.  1961 
(26  F.R.  8854)  ;  and 

It  further  appearing  that  no  conunents 
or  reply  comments  were  received  in  this 
proceeding;  and 

It  further  appearing  that  no  reason 
appears  why  the  amendments  should  not 
be  adopted  as  proposed  and  that  the 
public  interest  would  be  served  thereby; 
and 

It  further  appearing  that  subsequent 
to  the  adoption  and  release  of  our  notice 
of  proposed  rule  making  in  this  proceed- 
ing, the  rules  format  of  one  of  the  radio 
services  affected,  the  Forest  Products 
Radio  Service,  was  substantially  revised 
by  Commission  Order  (26  F.R.  9033,  Sep- 
tember 26.  1961.  and  Erratum  26  F.R. 
9816.  October  19,  1961).  Because  of  this 
change  in  the  rules  format,  the  material 
below  will  reflect  an  amendment  to  the 
Forest  Products  Radio  Service  rules 
which  Is  different,  both  in  numerical 
designation  and  In  form,  from  that  which 
appeared  In  our  original  notice.  The 
substance,  however,  of  the  amendment 
proposed  and  the  amendment  ordered 
Is  the  same. 

It  further  appearing  that  the  amend- 
ments to  Footnote  US25  proposed  in  the 
notice  of  September  13,  1961,  were  in- 
advertently included,  with  US25  renum- 
bered as  US  13,  with  changes  made  by 
the  Second  Memorandum  Opinion  and 
Order  in  EK)cket  No.  13928.  released  Oc- 
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tober  25.  1961  (FCC61-1235),  published 
in  tbe  VtaBUL  Rkcistek  of  November  15. 
IMl  (M  FJt.  lOtSS) ,  and  that  no  further 
amendment  of  this  Footnote  is  neces- 
Hvy  at  tlais  time  with  respect  to  the  406 
and  412  Mc  frequencies ;  and 

It  farther  an>earing  that  the  author- 
ity for  the  Issuance  of  this  Order  is  con- 
tained in  section  303  (c).  (f).  and  (r) 
of  the  Ooomnmications  Act  of  1934,  as 
amended: 

It  is  ordered.  That  Part  11  of  the  Com- 
mission's rules  be  amended  effective  Feb- 
ruary 26,  1962,  as  set  forth  below. 

(Sec.  4,  48  Stat.  1066,  as  amended;  47  U.S.C. 
154.  Interprets  or  applies  sec.  303,  48  Stat. 
1083.  aa  amended;  47  U.S.C.  303) 

Adopted:  January  17. 1962. 

RelMsed:  January  22. 1962. 
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and  ending  412.750  Mc  s  and  substitut- 
ing the  following: 
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Federal  Communications 

Commission, 
Ben  F.  Waple. 

Acting  Secretary. 


1.  Section  11.254(a)  of  the  Commis- 
sion's rtiles  and  regulations  is  amended 
by  deleting  from  the  tabulation  of  fre- 
quencies, entries  beginning  406.050  Mc/s 
and  ending  412.750  Mc/s  and  substitut- 
ing the  following : 


Freqacncy  or 
band 


Cla.<s  of  statioins) 


406.025.. 
406.07.<i.. 
406.IXS.. 
406.175. . 
412.625. . 
412.676. . 
412.725, . 
412.775. . 


Oi>cr.>tion.il  fixeii. 

do 

<io-    

(io 

.Io.      

<lo.      

do 

do.      


Limiu- 
lions 


4.  f> 
4,  f. 
4.  <) 
4,  ti 
4,6 

4.  r, 

4.ti 
*.  6 


2.  Section  11.304(a)  of  the  Commis- 
sion's rides  and  regulations  is  amended 
by  deleting  from  the  tabulation  of  fre- 
quencies, entries  beginning  406.050  Mc/s 
and  endtag  412.750  Mc  s  and  substituting 
the  following: 


Frcoupncy  or 

C'hi.<s(»f  station  (s)      \  Ijmita- 
1     tioas 

406.025. 

406.075 -- 

40(1125 

406.175 — 

412.625 - 

412  675 

i 
Oi)0r:Uioua!  fixed  .  ..J             2,  4 

do 1              2.4 

<lo ■               2.4 

do     ... '              2.4 

do 2,4 

.     .do      '              2,4 

412.725 

•11.775 

<io                           ..J              2,4 

do 2.4 

3.  Section  11.354(a)  of  the  Commis- 
sion's rules  and  regulations  Is  amended 
by  deleting  from  the  tabulation  of  fre- 
quencies, entries  beginning  406.050  Mc/s 
ftnd  ending  412.750  Mc/s  and  substituting 
the  following: 


Ficqiionry  or 
band 


Class  of  sl;Ui(>nis) 


I.imita- 
Uons 


406.025  Oi>or.ition;il  fixed 

406.075 <lo    

406.125 ' 'Io     -- 

406.175 ' ilo 

412.6i5 - ' <lo     

412.675 do     

412.725 ' do 

412.775 do     


2.4 
Z4 
2.4 
Z4 
•2.4 
Z4 
2,4 
2,4 


FrcQumcy 
or  band 

Class  of 

stations 

General 
reference 

Umi- 
taUons 

406.025 

406.075 

406  12.'> 

Operational 
flxrd. 

do.. 

do 

..do 

do 

do 

do 

...do 

Hydrological.. 

do 

do 

4.6 

4.6 
4,6 

406.17.'> 

412.fi2S 

412.675- 

412. 72.^ 

412. 77.'-. 

:::::do:::::::.. 

do - 

do 

do 

do 

4.6 
4,6 
4.6 
4.6 
4.6 

5.  Section  11.554(a)  of  the  Commis- 
sion's rules  and  regulations  is  amended 
by  deleting  from  the  tabulation  of  fre- 
quencies, entries  beginning  406.050  Mc/s 
and  ending  412.750  Mc/s  and  substituting 
the  following: 


4.  Section  11.504(a)  of  the  Commis- 
sion's rules  and  regulations  Is  amended 
by  deleting  from  the  tabulation  of  fre- 
quencies, entries  beginning  406.050  Mc/s 


Frequency 
or  b;uid 

Class  o/ 
sOations 

General 
reference 

Limi- 
tations 

406.025 

406  075 

Operational 

flX<Kl. 

do         

Hydrological.  - 
do. - 

4,6 
4.6 

406.125 

406.175 

412.625 

41i675 

412  726 

do... 

do - 

do... 

do 

do 

do 

do 

do 

do.... 

do... 

..  do 

4.6 
4,6 
4.6 
4.6 
4,6 

412  771 

.do       

4,6 

[F.R.    Doc.    62-S54;     Filed.    Jan.    24.     1962; 
8:53    a.m.] 


Title  49— TKANSPORTATION 

Chapter  1 — Interstate  Commerce 
Commission 

SUBCHAPTER  B— CARRIERS  BY  MOTOR  VEHICLES 

PART  205 — REPORTS  OF  MOTOR 
CARRIERS 

Motor  Carrier  Annual  Report  Form  E 
(Other  Than  Class  I  Carriers  of 
Possengors)  ^ 

At  a  session  of  the  Interstate  Com- 
merce Commission.  Division  2,  held  at 
its  ofBce  in  Washington,  D.C.,  on  the 
29th  day  of  November  AD.  1961. 

It  appearing  that  the  matter  of  an- 
nual reports  of  motCH-  carriers  of  passen- 
gers other  than  Class  I  carriers  being 
under  further  consideration,  and  the 
changes  to  be  made  by  this  order  being 
minor  changes  in  the  data  to  be  fur- 
nished, rule  malting  procedures  under 
section  4(a)  of  the  Administrative  Pro- 
cedure Act,  5  U5.C.  1003,  being  deemed 
unnecessary: 

It  is  ordered.  "Hiat  §  205.4  of  the  order 
dated  June  23.  1960,  in  the  matter  of 
Motor  Carrier  Annual  Report  Form  E 
(Other  than  Class  I  Carriers  of  Ptissen- 
gers)  be.  and  It  is  hereby,  modified  and 
amended,  with  respect  to  annual  reports 
for  the  year  ended  December  31,  1961, 
and  subsequent  years  to  read  as  shown 
below. 

It  is  further  ordered.  That  49  CPR 
205.4  be.  and  it  is  hereby,  modified  and 
amended  to  read  as  follows: 

§  205.4  Annual  reports  of  carriers  of 
passengers  other  than  Class  I  car- 
riers. 

Commencing  with  the  year  ended 
December  31.  1961,  and  for  subsequent 

>  Form  filed  as  part  of  original  document. 
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years  thereafter,  until  further  order,  all 
motor  carriers  of  passengers  other  than 
Class  I  carriers,  as  defined  in  9  181.02-1 
of  this  chapter,  viz.,  carriers  having 
gross  operating  revenues  (.including  in- 
terstate and  intrastate)  of  less  than 
$200,000  annually  from  passe.iger  motor 
carrier  operations,  are  required  to  file 
annual  reports  in  accordance  with  Motor 
Carrier  Annual  Report  Form  E  i  passen- 
ger ) ,  which  is  attached  to  and  made  a 
part  of  this  section.'  Such  report  shall 
be  filed  in  the  Bureau  of  Transport 
Economics  and  Statistics.  Interstate 
Commerce  Commission,  Washington  25. 
D.C.,  on  or  before  April  30  of  the  year 
following  the  year  to  which  it  relates. 

(Sec.  204.  40  Stat.  546.  as  amended;  49  U  SC. 
304.  Interpret  or  apply  sec.  220.  49  Stat. 
563,  as  amended:    49   US  C.   320; 

And  it  is  further  ordered.  That  a  copy 
of  this  order  and  of  motor  carrier  annual 
report  Form  E  (passenger)  shall  be 
served  on  all  motor  carriers  of  passen- 
gers (Other  than  Class  I  carriers  of 
passengers)  and  upon  every  trustee,  re- 
ceiver, executor,  administrator,  or  as- 
signee of  any  such  motor  carrier,  and 
that  notice  of  this  order  shall  be  given 
to  the  general  public  by  posting  a  copy 
thereof  in  the  oflBce  of  the  Secretary  of 
the  Commission  at  Washington.  DC. 
and  by  filing  a  copy  with  the  Director, 
Office  of  the  Federal  Register. 

By  the  Commission.  Division  2. 

I  SEAL  I  Harold  D.  McCoy. 

Secretary. 

[FR.    Doc.    62-842:     Filed,     Jan.     24,     1962; 
8:51  a-m.| 


I  Ex  Parte  No  MC-43| 

PART  207— LEASE  AND  INTER- 
CHANGE OF  VEHICLES 

Augmenting   Equipment 

At  a  session  of  the  Interstate  Com- 
merce Commission.  Motor  Carrier  Board 
No.  3,  held  at  its  office  in  Washington, 
D.C..  on  the  10th  day  of  January  AD. 
1962. 

Upon  consideration  of  the  record  in 
the  above -entitled  proceeding,  and  of: 


Form  filed  as  part  of  original  document. 


1 1 )  Petition  of  National  Tank  Truck 
Carriers.  Inc..  filed  August  25.  1961.  seek- 
ing modification  of  §  207.4(a)  <3)  (11)  of 
this  part  (49  CFR  207.4(a)  (3)  <ii)  )  with 
respect  to  vehicles  of  tank  trucl^  carriers 
used  in  the  transpKjrtation  of  dry  com- 
modities in  bulk;  and 

(2»  Reply  filed  (October  2.  1961,  by 
Class  I  Railroads;  and 

It  appearing  that  it  will  be  consistent 
with  the  purposes  of  the  regulations  pre- 
.scribed  in  this  part  to  grant  the  relief 
sought,  and  good  cause  appearing  there- 
for; and 

It  further  appearing  that  the  modifi- 
cation requested  will  provide  a  limited 
exemption  from  certain  general  require- 
ments heretofore  applicable,  and  for 
Rood  cause  it  is  found  that  notice  and 
public  procedure  pursuant  to  section  4 
of  the  Administrative  Procedure  Act  (80 
Stat.  237.  5  use.  1003)  Is  unnecessary: 

/disordered.  That  S  207.4(a)  (3)  di)  be. 
and  it  is  hereby,  amended  to  read  as 
follows: 

§  207.  i       .\iiKnirnlinfc  <*<|iiipnienl. 

(a)    •    '^ 

(3)    •    •    • 

»ii)  Automobile  and  tank  truck  car- 
riers. That  equipment  owned  by  an 
automobile  carrier  or  tank  truck  carrier 
or  held  by  such  authorized  carriers  un- 
der lawful  leases  and  used  In  the  trans- 
portation of  motor  vehicles  or  com- 
modities in  bulk,  respectively,  may  be 
leased  or  subleased  to  other  such  author- 
ized carriers. 

'Sec.  204.  49  Stat    546,  as  amended.  49  U  S  C. 
304) 

It  is  further  ordered.  That  this  order 
shall  become  effective  February  9,  1962, 
and  shall  continue  in  effect  until  the 
further  order  of  the  Commission. 

i4nd  it  is  further  ordered.  That  notice 
of  this  order  shall  be  given  to  the  gen- 
eral public  by  depositing  a  copy  thereof 
in  the  office  of  the  Secretary  of  the  Com- 
mission at  Washington.  DC,  and  by 
filing  a  copy  with  the  Director,  Office  of 
the  Federal  Register. 

By  the  Commisison.  Motor  Carrier 
Board  No.  3. 


[seal: 


Harold  D.  McCoy, 
Secretary. 


|PR.     Doc.     62  841:     Filed,    Jan.    24,     1962; 
8:51   am  I 
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DEPARTMENT  OF  THE  JNTEMOR 

Notional  Park  Service 

[  36  CFR  Port  7  ] 

DINOSAUR   NATIONAL   MONUMENT, 
UTAH-COLOtAOO 

Proposed  Stock  Grozing 

Notice  is  hereby  given' that  pursuant 
to  the  authority  contained  in  section 
3  of  the  Act  of  August  25,  1916  (39  Stat. 
535:  16  use.  3),  Department  Order 
2640  ( 16  F.R.  5846) ,  National  Park  Serv- 
ice Order  No.  14  (19  F.R.  8824) .  Regional 
Director.  Region  Two,  Order  No.  3  (21 
F.R.  1494),  as  amended,  it  is  proposed 
to  amend  Title  36  CFR  7  as  set  forth 
below.  The  punpose  of  this  amendment 
is  to  establish  suitable  and  reasonable 
stock  grazing  regulations  in  accordance 
with  the  Act  of  September  8,  1960  (74 
Stat.  857.  Public  Law  86-729).  to  ad- 
minister the  grazing  activities  wittiin  the 
boundaries  of  Dinosaur  National 
Monument. 

It  is  the  policy  of  the  Department  of 
the  Interior  whenever  practicable,  to 
afford  the  public  an  opportunity  to  par- 
ticipate in  the  rule  making  process.  Ac- 
cordingly, interested  persons  may  sub- 
mit written  comments,  suggestions,  or 
objections  with  respect  to  the  proposed 
amendment  to  the  Superintendent, 
Dinosaur  National  Monument,  91  West 
Main.  Room  12,  Cooper  Building,  Vernal, 
Utah,  within  thirty  days  of  the  date  of 
publication  of  this  notice  in  the  Fkoesal 
Registek. 

Paragraph  (b)  is  added  to  the  new 
§  7.63  of  Part  7  to  read  as  follows: 

i;  7.63      Dinouiir  National  Monviacirt. 


(b)  Stock  grazing.  (1)  Privileges  for 
the  grazing  of  domestic  livestock  based 
on  authorized  used  of  certain  areas  at 
the  time  of  approval  of  the  act  of  S^- 
tember  8,  1960  (74  Stat.  857,  Public  Law 
86-729) ,  shall  continue  in  effect  or  shall 
be  renewed  from  time  to  time,  except 
for  failure  to  comply  with  such  terms 
and  conditions  as  may  be  prescribed  by 
the  Superintendent  in  these  regulations 
and  after  reasonable  notice  of  defaiilt 
and  subject  to  the  following  provisions 
of  tenure : 

(i)  Grazing  privileges  appurtenant  to 
privately  owned  lands  located  wttbtai 
the  Monument  shall  not  be  withdrawn 
until  title  to  the  lands  to  which  such 
privileges  are  appiu'tenant  shall  have 
vested  in  the  United  States  except  for 
failure  to  comply  with  the  regulations 
applicable  thereto  after  reasonable  no- 
tice of  default. 

(ii)  Grazing  privileges  appurtenant  to 
privately  owned  lands  located  outside 
the  Monument  sAiall  not  be  withdrawn 
for  a  period  of  twenty-flve  years  after 
September  8.  1960,  and  thereafter  diall 
continue  daring  the  lifetime  of  the  origi- 
nal permittee  and  his  hetrs  if  they  were 


members  of  his  immediate  family  as 
described  herein  except  for  failure  to 
comply  with  the  regulations  applicable 
thereto  after  reasonable  notice  of 
default 

(iii)  Members  of  the  immediate  fam- 
ily are  those  persons  who  are  related 
to  and  directly  dependent  upon  a  person 
or  persons,  living  on  or  conducting  graz- 
ing operations  from  lands,  as  of  Septem- 
ber 8,  1960,  which  the  National  Park 
Service  reoognized  as  base  lands  appur- 
tenant to  sraEing  privileges  in  the  mon- 
ument. Such  interpretation  excludes 
mature  children  who,  as  of  that  date, 
were  establiahed  in  their  own  households 
and  were  not  directly  dependent  upon 
the  base  lands  and  appurtenant  grazing 
recognized  by  the  National  Park  Service. 

(iv)  If  title  to  base  lands  lying  out- 
side the  monument  is  conveyed,  or  such 
base  lands  are  leased  to  someone  other 
than  a  member  of  the  immediate  family 
of  the  permittee  as  of  September  8,  1960, 
the  grazing  preference  shall  be  recog- 
nized only  for  a  period  of  twenty -five 
years  from  September  8. 1960. 

(V)  If  title  to  a  portion  or  part  of  the 
base  land  either  outside  or  inside  the 
monument  is  conveyed  or  such  base 
lands  are  leased,  the  new  owner  or  lessee 
will  take  with  the  land  so  acquired  or 
leased  after  September  8.  1960,  such 
proportion  of  the  entire  grazing  privi- 
leges as  the  grazing  capacity  in  anin?al 
unit  months  of  the  tract  conveyed  or 
leased  bears  to  the  original  area  to  which 
a  gradng  privilege  was  appurtenant  and 
recogniied.  Conveyance  or  lease  of  all 
such  base  lands  win  automatically  con- 
vey all  grazing  privileges  appurtenant 
thereto. 

(vi)  Grazing  privileges  which  are  ap- 
purtenant to  base  lands  located  either 
inside  .or  outside  the  monument  as  of 
Septonber  8,  IMO,  shall  not  be  conveyed 
separately  thenefrom. 

(2)  Where  no  reasonable  ingress  or 
egress  is  available  to  permittees  or  non- 
permittees  who  must  cross  monument 
lands  to  reach  grazing  allotmoits  or 
non-Federal  lands  within  the  exterior 
boundary  of  the  monument  or  adjacent 
thereto,  the  Superintendent  will  grant, 
upon  request,  a  temporary  nonfee  an- 
nual permit  to  herd  stock  on  a  desig- 
nated driveway  which  shall  specify  the 
time  to  be  consumed  in  each  single  drive. 

(S)  After  September  8.  1960.  no  In- 
crease in  the  number  of  animal  unit 
months  will  be  allowed  on  Federal  lands 
in  the  monmient. 

(4)  (i)  A  permittee  whose  privileges 
are  appurtenant  to  l>ase  lands  either  in- 
BMe  or  OQtiide  the  monument  may  be 
granted  total  nonuse  on  a  year  to  year 
basis  not  to  exceed  tliree  consecutive 
years.  Total  nonuse  beyond  this  time 
may  be  iraatod  if  necessitated  for  rea- 
oatalde  the  control  of  the 
TaHal  vnacathorlaed  nonuse 
beyond  three  consecutive  yeans  will  re- 
sult in  the  termination  and  loss  of  all 


(ii)  Whenever  partial  or  total  non-use 
is  desired  an  application  must  be  made 
in  writing  to  the  Supefintendent.  i 

(5)  Grazing  fees  shall  be  the  same  as 
those  approved  for  the  Bureau  of  Land 
Management  and  will  be  adjusted 
accordingly. 

(6)  Permittees  or  nonpermittees  who 
have  stock  on  Federal  lands  within  the 
monument  at  any  time  or  place,  when  or 
where  herding  or  grazing  is  tuiauthorized 
may  be  assessed  fifty  cents  per  day  per 
cow  or  horse  and  ten  cents  per  day  per 
sheep  as  damages. 

(7)  The  Superintendent  may  accept  a 
written  relinquishment  or  waiver  of  any 
privileges;  however,  no  such  relinquish- 
ment or  waiver  will  be  effective  without 
the  written  consent  of  the  owner  or 
owners  of  the  Inse  lands. 

(8)  Permits:  Terms  and  cwidltions: 
The  issuaiM%  and  continued  ^ectiveness 
of  all  permits  will  be  subject,  in  addition 
to  mandatory  provisions  required  by  Ex- 
ecutive Order  or  law.  to  the  following 
terms  and  condititms: 

(i)  The  permittee  and  his  employees 
sham  use  all  possible  care  in  preventing 
forest  and  range  fires,  and  shall  assist 
in  the  extinguishing  of  forest  and  range 
fires  on.  or  within,  the  vicinity  of  the 
land  described  in  the  pamit,  as  well  as 
in  the  preservation  <a  good  order  within 
the  boundaries  of  the  Mcmument. 

(ii)  The  Superintendoit  may  require 
the  permittee  before  driving  livestock  to 
or  from  the  grazing  allotment  to  gather 
his  livestock  at  a  designated  time  and 
place  for  the  purpose  of  counting  the 
same. 

(iii)  Stock  will   be  allowed  to  graze       ! 
only  on  the  allotment  designated  in  the 
permit. 

(Iv)  The  permittee  shall  file  with  the 
Superintendent  a  copy  of  his  stock  brand 
or  other  mark. 

(V)  The  permittee  shall,  upon  notice 
from  the  Superintendent  that  the  allot- 
ment destenated  in  the  permit  is  not 
ready  to  be  grazed  at  the  beginning  of 
the  designated  grazing  season,  place  no 
livestock  on  the  allotment  for  such  a 
period  as  may  be  determined  by  the 
Superintendent  as  necessary  to  avoid 
damage  to  the  range.  All,  or  a  portion 
of  the  Uvestock  shall  be  removed  from 
the  area  before  the  expiration  of  the 
designated  grazing  season  if  the  Super- 
intendent determines  further  grazing 
would  be  detrimental  to  the  range.  The 
number  of  stock  and  the  grazing  period 
may  be  adjusted  by  the  Superintendent 
at  any  time  when  such  actl(m  is  deemed 
necessary  tor  the  pratectian  of  the  range. 

(vi)  No  permit  duOl  be  issoed  or  re- 
newed until  payment  of  all  fees  and  | 
other  amounts  due  the  National  Park  ' 
Service  has  been  made.  Fees  for  per- 
mits are  due  tiie  National  Park  Service 
and  must  be  paid  at  least  15  days  in  ad- 
vance of  the  graztiv  pertod.  No  permit 
shall  I>e  effective  to  authorize  grazing 
tise  thereunder  until  all  fees  and  othtf 
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amounts  due  the  National  Park  Service 
have  been  paid.  A  pro  rata  adjustment 
of  fees  will  be  made  in  the  event  of  re- 
duction of  grazing  privileges  granted  in 
the  permit,  except  that  not  more  than 
50  percent  of  the  total  annual  grazing 
fee  will  be  refunded  in  the  event  reduced 
grazing  benefits  are  taken  at  the  election 
of  the  permittee  after  his  stock  are  on 
the  range. 

(vii>  No  building  or  other  structure 
shall  be  erected  nor  shall  physical  im- 
provements of  any  kind  be  established 
under  the  permit  except  upon  plans  apd 
specifications  approved  by  the  National 
Park  Service.  Any  such  facilities,  struc- 
tures, or  buildings  may  be  removed  or 
disposed  of  to  a  successor  permittee 
within  three  months  following  the  termi- 
nation of  the  permit;  otherwise  they 
shall  become  the  property  of  the  United 
States  without  compensation   therefor. 

(viii)  The  permittee  shall  utilize  the 
lands  covered  by  the  permit  in  a  manner 
approved  and  directed  by  the  Superin- 
tendent which  will  prevent  soil  erosion 
thereon  and  on  lands  adjoining  same. 

(ix)  The  right  is  reserved  to  adjust 
the  fees  specified  in  the  permit  at  any 
time  to  conform  with  the  fees  approved 
for  the  Bureau  of  Land  Management, 
and  the  permittee  shall  be  furnished  a 
notice  of  any  change  of  fees. 

(X)  All  livestock  are  considered  as 
mature  animals  at  6  months  of  age  and 
are  so  counted  in  determining  animal 
unit  months  and  numbers  of  animals. 

(xi)  The  Superintendent  may  pre- 
scribe additional  terms  and  conditions 
to  meet  individual  cases. 

(9)  The  breach  of  any  of  the  terms 
or  conditions  of  the  permit  shall  be 
grounds  for  termination,  suspension,  or 
reduction  of  grazing  privileges. 

(10)  Appeals  from  the  decision  of  the 
Superintendent  to  the  Regional  Director, 
and  from  the  Regional  Director  to  the 
Director  shall  be  made  in  accordance 
with  National  Park  Service  Order  No.  14, 
as  amended  (19  F.R.  8824)  and  Regional 
Director.  Region  Two  Order  No.  3,  as 
amended  (21FJI.  1494). 

(11)  Nothing  in  these  regulations  shall 
be  construed  as  to  prevent  the  enforce- 
ment of  the  provisions  of  the  Genersd 
Rules  emd  Regulations  and  the  Special 
Rules  and  Regulations  of  the  National 
Park  Service  or  of  any  other  provisions 
of  said  rules  and  regulations  applicable 
to  stock  grazing. 

Earl  M.  Semingscn. 
Superintendent. 
Dinosaur  National  Monument. 

[rJt.    Doc.    62-860;     FUed.    Jan.    24.     1962: 
8:54  a.m. I 


DEPARTMENT  OF  HEALTH,  EDU- 
CATION, AND  WELFARE 

Food  and   Drug  Administration 

[  21    CFR   Part   121  1 

FOOD  ADDITIVES 

Notice  of  Filing  of  Petition 

Purs\iant  to  the  provisions  of  the  Fed- 
eral Food,  Drug,  and  Cosmetic  Act  (sec. 


PROPOSED  RULE  MAKING 

409(b)  <5>.  72  Stat.  1786;  21  US.C. 
348<b)<5»  >,  notice  is  given  that  a  peti- 
tion <  FAP  673 )  has  been  filed  by  Merck 
and  Company.  Inc  .  Rahway.  New  Jersey, 
proposing  the  issuance  of  a  regulation 
to  provide  for  the  safe  use  of  disodium 
inosinate  in  food  a.s  a  flavor-enhancer 
and  modifier. 

Dated:  January  18.  1962. 

J   K   Kirk 

Assistant  Comviissioner 

of  Food  and  Dru<js. 

IPR      DtJC      62  837.     Piled.     J.m      24.      1962. 
8  50    ii  ni  I 

DEPARTMENT  OF  AGRICULTURE 

Agricultural    Research   Service 

[9  CFR   Part   17  1 

LABELING 

Notice  of  Additional  Time  for  Sub- 
mitting Comments  on  Proposed 
Amendment  Relating  to  Barbecued 
Meats 

On  December  21.  1961.  there  was  pub- 
lished in  the  Federal  Register  (26  FR. 
12222  >  a  notice  of  a  proposed  amend- 
ment of  5  17.8  of  the  Meat  Inspection 
Regulations  (9  CFR  17.8  •,  relating  to 
barbecued  meats,  pursuant  to  the  au- 
thority of  the  Meat  Inspection  Act  t21 
use.  71  et  seq.  >  and  section  306<b»  of 
the  Tariff  Act  of  1930  (19  US  C  1306 
•  b )  ) .  Interested  persons  were  allowed 
30  days  to  submit  written  data,  views 
or  arguments  concerning  the  proposed 
amendment. 

It  has  been  determined  that  additional 
time  should  be  allowed  for  submitting 
comments  on  the  proposal.  Therefore, 
any  person  who  wishes  to  submit  written 
data,  views  or  arguments  concerning  the 
proposed  amendment  may  do  so  by  filing 
them  with  the  Director.  Meat  Inspection 
Division.  Agricultural  Research  Service. 
U.S.  Department  of  Agriculture,  Wash- 
ington 25.  DC,  within  30  days  after  the 
date  of  publication  of  this  notice  in  the 
Federal  Register. 

Done  at  Washington.  D  C  .  this  22d  day 
of  January  1962. 

M.  R    Clarkson. 
Acting  Administrator. 
Agricultural  Research  Service. 

(FR      Doc.     62-847:     Filed.    Jan.     24,     1962; 
8  52  a.m.  I 


Agricultural  Stabilixation  and 
Conservation   Service 

[  7  CFR   Part   1039  1 

[Docket  No    AO-212-Ani 

MILK   IN   MILWAUKEE,   WISCONSIN 
MARKETING  AREA 

Notice  of  Extension  of  Time  for  Filing 
Exceptions  to  Recommended  De- 
cision on  Proposed  Amendments  to 
Tentative  Marketing  Agreement 
and  to  Order 

Pursuant  to  the  provisions  of  the  Agri- 
cultural Marketing   Agreement  Act  of 


1937.  as  amended  <7  US.C.  601  et  seq). 
and  the  applicable  rules  of  practice  and 
procedure  governing  the  formulation  of 
marketing  agreements  and  marketing 
orders  ( 7  CFR  Part  900 » .  notice  Is  hereby 
given  that  the  time  for  filing  exceptions 
to  the  recommended  decision  with  re- 
sp>ect  to  the  proposed  amendments  to  the 
tentative  marketing  agreement  and  to 
the  order  regulating  the  handling  of  milk 
in  the  Milwaukee,  Wisconsin  marketing 
area,  which  was  issued  December  22, 1961 
(26  FR.  12580*  is  hereby  extended  to 
February  3.  1962. 

Signed  at  Washington.  DC.  on  Jan- 
uary  22.   1962. 

James  T   Ralph, 
Assistant  Secretary. 

|FR      DiK     62-836;     Filed,    Jan.    24,     1B62; 
8:50  am  I 
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I  Reg.     Docket     No.      1040;      I>raft     Release 
No    62  21 

APPROVAL  AND  OPERATION  OF 
ROTORCRAFT  WITH  EXTERNAL 
LOADS 

Proposed  Special  Civil  Air  Regulation 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (14  CFR 
405.27) ,  notice  is  hereby  given  that  there 
is  under  consideration  a  proposed  Special 
Civil  Air  Regulation  concerning  approval 
for  rotorcraft  to  operate  with  external 
loads. 

Interested  persons  may  participate  in 
the  making  of  the  proposed  rules  by  sub- 
mitting such  written  data,  views,  or  ar- 
guments as  they  may  desire.  Communi- 
cations should  be  submitted  in  duplicate 
to  the  Docket  Section  of  the  Federal 
Aviation  Agency.  Room  C-226.  1711  New 
York  Avenue  NW  .  Washington  25.  DC. 
All  communications  received  on  or  be- 
fore March  26,  1962.  will  be  considered 
by  the  Administrator  before  taking  ac- 
tion upon  the  proposed  rules.  The  pro- 
posals contained  in  this  notice  may  be 
changed  in  the  light  of  the  comments 
received.  All  comments  sulMnitted  will 
be  available  in  the  Docket  Section  for 
examination  by  interested  persons  when 
the  prescribed  date  for  return  of  com- 
ments has  expired. 

In  contrast  to  fixed -wing  aircraft, 
rotorcraft  have  the  unique  ability  to 
raise,  lower,  and  transport  external 
loads  I  for  example,  by  means  of  a  cable 
and  hoist)  and  to  tow  objects  on  the  sur- 
face. A  considerable  number  of  civil 
rotorcraft  are  now  being  used  in  such 
operations,  and  large  "flying  crane"' 
helicopters  are  being  designed. 

While  rotorcraft  have  been  approved 
for  use  In  the  carriage  of  external  cargo 
and  the  towing  of  objects  on  land  or 
water  surfaces  in  the  restricted  cate- 
gory under  Part  8  of  the  Civil  Air  Reg- 
ulations, this  part  does  not  permit  the 
use  of  rotorcraft  in  operations  for  com- 
pensation or  hire.  Furthermore,  ap- 
proval under  the  standard  certification 
requirements  for  rotorcraft  In  the  con- 
figurations required  for  the  carriage  of 
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all  kinds  of  external  cargo  or  for  towing 
has  not  been  accomplished  primarily  be- 
cause of  the  difficulties  encountered  in 
showing  full  compliance  with  these  re- 
quirements. Operations  with  external 
loads  and  the  problems  associated  there- 
with were  not  considered  at  the  time  of 
the  promulgation  of  either  Part  6  or  7 
of  the  Civil  Air  Regulations.  TTiere- 
fore,  under  the  provision  of  Parts  6  and 
7  compliance  with  the  numerous  flight 
characteristics  requirements  in  those 
parts  would  have  to  be  demonstrated  for 
each  anticipated  external  load  config- 
uration, resulting  in  a  flight  test  pro- 
gram too  burdensome  and  expensive  to 
be  considered  by  manufacturers  of 
rotorcraft. 

In  view  of  the  foregoing,  the  Agency 
considers  It  appropriate  and  in  the 
public  interest  to  permit  a  greater  uti- 
lization of  rotorcraft  for  the  carriage  of 
external  cargo  and  towing  under  reg- 
ulations which  will  insure  that  an  ade- 
quate level  of  safety  ts  maintained  in 
such  operations.  Therefore,  it  Is  pro- 
posed to  adopt  a  Special  Civil  Air  Reg- 
ulation containing  provisions  governing 
the  approval  of  rotorcraft  for  use  in  the 
carriage  of  external  cargo  and  in  towing 
operations  for  compensation  or  hire  and 
setting  forth  appropriate  operating 
limitations  applicable  thereto. 

The  special  regulation  proposed  herein 
establishes  the  specific  requirements  and 
operating  limitations  applicable  to  rotor- 
craft for  which  application  has  been 
made  for  the  approval  of  such  rotorcraft 
for  use  in  operations  involving  the  car- 
riage of  external  cargo  or  the  towing 
of  objects  on  land  or  water  surfaces. 
Such  rotorcraft  would  be  required  to 
be  certificated  under  Part  6  or  7  of  the 
Civil  Air  Regulations.  The  rotorcraft 
would  be  limited  to  the  certificated 
weights  in  operations  conducted  under 
the  provisions  of  this  regulation,  except 
that  a  rotorcraft  certificated  under  Cate- 
gory A  of  Part  7  could  be  approved  for 
operation  with  a  weight  at  which  it 
could  be  shown  to  comply  with  the  per- 
formance requirements  of  Category  B 
of  Part  7  and  with  the  requirements  of 
this  regulation. 

The  applicant  would  define  particular 
or  representative  external  load  weights 
and  configurations  for  which  he  would 
be  required  to  demonstrate  compliance 
with  specific  strength  and  flight  char- 
acteristics requirements.  In  addition, 
the  proposed  regulation  would  require 
demonstration  that  the  rotorcraft  is 
safely  controllable  while  carrying  the 
defined  external  loads.  The  results  of 
these  tests  would  be  used  to  establish  op- 
erating limitations  for  external  loads, 
cargo  configiu-ations,  weights,  and  air- 
speeds. 

Since  loads  imposed  during  towing  op- 
erations could  exceed  the  loads  imposed 
by  the  heaviest  cargo  that  the  rotor- 
craft is  approved  to  carry,  it  is  necessary 
to  require  that  means  be  provided  tb 
avoid  exceeding  the  load  limitations  of 
the  rotorcraft.  The  direction  at  which 
a  tow-line  load  Is  applied  mc^  be  crltieaL 
If  such  is  the  case,  this  llmitotion  would 
also  be  established  and  observed. 

Where  necessary  to  enable  a  safe 
emergency  landing  to  be  accomplished,  a 
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means  for  Jetttaoning  external  cargo  or 
releasing  tow  lines  would  be  required. 

Certain  phases  of  external  loads  op- 
erations may  entail  more  risk  for  the 
occupants  of  the  rotorcraft  than  is  en- 
cotmtsred  during  normal  operations, 
therefore,  the  proposed  regulation  would 
limit  occupancy  during  such  operations 
to  the  fUght  crew  and  personnel  neces- 
sary to  perform  the  operation. 

To  protect  the  general  public,  the  pro- 
posal would  prohibit  operation  over  con- 
gested areas  with  a  rotorcraft  carrying 
an  external  load  which  could  be  released 
in  flight,  or  dropped  as  a  result  of  any 
single  siTuctural  failure.  However,  when 
justUled  by  circumstances,  special  au- 
thorization for  specific  operations  over 
congested  areas  might  be  granted  by  the 
Administrator. 

An  amendment  to  the  Rotorcraft 
Flight  Manual  or  an  approved  manual 
for  extenial  load  operations  wotild  be 
required  to  Inform  the  flight  crew  of 
the  operating  limitations  and  other  in- 
formation essoitlal  for  safe  operation  of 
the  rotorcraft 

In  consideration  of  the  foregoing,  it 
is  proposed  to  promulgate  the  following 
Specicd  Civil  Air  Regulation: 

I.  AjtpUeabittty.  This  regulation  pre- 
scribes tbe  requirements  for  the  approval  and 
tiae  of  a  rotorcraft,  type  certificated  under 
Part  6  or  7  of  the  CivU  Air  Regulations,  In 
the  carriage  of  external  cargo,  or  the  towing 
of  object*  on  land  or  water  surfaces  for 
compeniatlon  or  hire.  As  used  in  this  regu- 
lation, external  cargo  means  the  cargo  carried 
outside  of  the  fuselage  structure  of  a  rotor- 
craft, the  term  "sling  or  hoist  load"  means 
an  external  cargo  suspended  by  a  rope  or 
cable  attached  to  a  shackle,  hoist,  or  similar 
devioe  which  Is  attached  to  the  rotorcraft, 
and  "external  load"  means  external  cargo 
and  towing  loads. 

a.  AppUeation  for  approval.  Any  person 
may  apply  for  approval  under  the  provisions 
of  this  regulation.  The  applications  for  ap- 
proval ehaU  be  submitted  to  the  Chief,  Flight 
Standards  Division,  Federal  Aviation  Agency, 
of  the  Region  in  which  the  applicant  is 
located  and  shall  contain  the  Information 
required  In  this  regulation. 

8.  RequtremenU  for  approval.  Rotorcraft 
may  be  approved  for  use  in  operations  In- 
volving the  carriage  of  external  cargo  or  the 
towing  of  objects  on  land  or  water  surfaces  If : 

(a)  The  i^ypUeant  has  submitted  data  es- 
tablishing and  has  demonstrated  that  the 
rotorcraft  oompllee  with  the  requirements  of 
sections  4  through  6  of  this  regulation;  and 

(b)  Hie  Administrator  finds,  upon  the 
completion  of  aU  tests  and  Inspections,  that 
there  Is  no  feature,  characteristic,  or  con- 
dition of  the  rotorcraft  which  would  render 
it  unsafe  when  operated  in  accordance  with 
the  operating  limitations  established  in  sec- 
tion 7  of  this  regulation. 

4.  FUght  eharacteristtcs  requirements. 
CksnpUMioe  with  the  flight  characteristics 
requirements  of  paragraph  (c)  of  this  section 
shall  be  demonstrated  for  all  the  load  con- 
figurations and  weights  established  In  ac- 
cordance Wttb  paragraphs  (a)  and  (b)  of  this 
section. 

(a)  Kotoreraft  maximum  weight  and 
center  of  grmvUff  Umitationa.  The  applicant 
■haU  select  ths  maximum  weight  and  the 
oentar  ct  gravity  llmitationa  for  which  ap- 
proval for  carriage  of  external  cargo  or  tow- 
ing opsrattoas  Is  desired.  Hie  weight  and 
oant«r  of  gravity  lUnitations  selected  shall 
not  sipufl  thoss  limitations  established  in 
the  basle  esrtUloatlon  of  the  rotorcraft,  ex- 
cept tliatt  for  rotorcraft  eertlfieated  undo* 
Oategary  A  of  Part  7  of  the  OivU  Air  ReguU- 
tloas,  a  wiAi^  may  be  selected  at  which  the 
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rotorcraft  is  shown  to  meet  the  performance 
requirements  of  Category  B  of  Part  7. 

(b)  External  load  weight$  and  conftgura' 
tions.  The  applicant  shaU  select  and  define 
the  external  load  configurations  and  weights 
for  which  approval  is  desired.  If  the  appU- 
cant  elects  not  to  select  a  particular  con- 
figuration of  sling  and  hoist  loads  to  be 
carried,  he  shall  select  one  or  more  of  the 
representative  conflg\irationa  set  forth  In 
subparagraphs  (1)  through  (3)  of  this  para- 
graph. The  limitations  and  procedures  es- 
tablished for  operation  with  external  loads 
shall  be  based  upon  the  characteristics  of 
the  load  configuration (s)  selected. 

(1)  A  load  with  three  dimensions  of  simi- 
lar magnitude  (high  and/or  low  density 
bulky  load ) . 

(2)  A  load  with  one  dimension  no  more 
than  one-fifth  of  the  smaUer  of  the  other 
two  dimensions  (flat-tjrpe  load) . 

(3)  A  load  with  the  length  at  least  twelve 
times  the  larger  of  the  other  two  dimensions 
or  twelve  times  the  diameter  if  a  cylindrical 
load  Is  selected  (pole-type  load). 

(c)  Flight  characteristics.  (1)  It  shall  be 
possible  to  maintain  a  flight  condition  and 
to  make  a  smooth  transition  tnxaa  one  flight 
condition  to  another  without  requiring  an 
exceptional  degree  of  skill,  alortness,  or 
strength  on  the  part  of  the  pUot,  and  with- 
out danger  of  exceeding  the  mnit  load  factor, 
under  all  conditions  of  operation  probable 
for  the  typ>e  of  operation,  including  those 
conditions  normally  encountered  in  the 
event  of  sudden  powerplant  faUure. 

(2)  The  rotorcraft  shall  be  demonstrated 
to  be  capable  of  safe  operation  on  or  near 
the  ground  under  normal  operating  condi- 
tions in  a  20  m.p.h.  wind  blowing  from  any 
direction. 

(3)  For  each  external  load  conflguration 
selected  in  accordance  with  paragraph  (b) 
of  this  section  the  flight  characteristics  re- 
qiilred  in  subparagraph  ( 1 )  of  this  paragraph 
shall  be  demonstrated  for  a  speed  range  from 
hovering  flight  to  a  speed  ten  percent  greater 
than  the  maximum  allowable  speed  estab- 
lished for  such  external  load  configuration. 

5.  Design  requirements,  (a)  The  structure 
which  supports  the  external  load,  including 
those  portions  of  the  airframe  structure  that 
are  affected,  and  any  mechanisms  or  devices 
which  are  used  in  the  lifting  and  supporting 
of  external  loads  shall  comply  with  the  ap- 
plicable airworthiness  requirements  of  Part 
6  or  7  of  the  CivU  Air  Regulations. 

(b)  When  external  cargo  that  extends  be- 
low the  landing  gear  is  carried  by  single- 
engine  rotorcraft,  or  by  multlengine  rotor- 
craft that  are  not  capable  of  continued  hover- 
ing out  of  ground  effect  with  one  engine 
Inoperative,  or  when  an  operation  mvolving 
the  raising  or  lowering  by  hc^st  or  the  drop- 
ping of  cargo  is  being  conducted  with  any 
rotorcraft,  a  means  for  Jettisoning  the  cargo 
shall  be  provided.  For  towing  operations,  a' 
means  for  releasing  the  tow  Une  shaU  be 
provided.  These  means  shall  be  donon- 
strated  to  function  satisfactorUy  under  the 
most  critical  loading  condition,  talcing  into 
account  the  direction  of  locul  application; 
and  it  shall  be  established  that  the  cargo 
can  be  Jettisoned  in  a  manner  such  that  it 
will  not  interfere  with  a  one-engine-inopera- 
tive landing. 

(c)  When  a  means  for  Jettisoning  cargo 
CM-  a  tow-line  release  is  required  in  compU- 
ance  with  paragraph  (b)  of  this  section,  an 
emergency  quick  release  control  on  the  pilot's 
primary  flight  control  or  a  manual  mechan- 
ical emergency  release  readUy  accessible  to 
the  pilot  shall  be  provided.  This  release 
control  ShaU  tw  clearly  marked  to  mdlcate 
its  purpose  and  method  at  operation. 

(d)  Means  shaU  be  provided  to  Insure  that 
during  towing  operations  loading  conditions 
on  the  rotorcraft  which  exceed  the  weight 
and  center  of  gravity  limits  may  be  ooa- 
sistently  avoided. 
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•.  Manual  requirements,  (a)  An  KpproT«d 
amendmant  to  the  Rotorcraft  VUcbt  M»n\ml 
or  an  approTCd  manual  for  oparatton  with 
•ztamal  eargo  or  for  towlnc.  Uatlnf  the  typaa 
of  auch  oparatlona  for  which  tha  rotorcraft 
la  approvad.  ahaU  ba  praparad  tj  tha  appli- 
cant and  ahall  Include: 

(1)  Tha  oparatln«  lUnltatlona.  proeedurea. 
parfomuuiea  Infonnatlon.  loading  oondltlona. 
approved  welghu.  center  of  grarlty  and  cargo 
aonflguratlona,  method  of  attaching  and 
eanrtng  all  approved  load  conilguratlona. 
towing  load  limitations,  tow  cable  angle 
llmnatlons.  and  Infonnatton  regarding 
poaalble  critical  conflguratlona  of  load  or 
■nannar  of  attaching  the  load:  aitd 

(2)  A  precautlonar7  notice  concerning 
hazaJtU  to  personnel  on  the  ground  from 
stoUc  alactrletty. 

<b)  ^ir  tha  purpoaa  of  ahowlng  com- 
pliance with  thla  regulation  and  during 
oparatlons  cooductad  In  accordance  with  this 
racvlatlon.  tha  operating  limitation  eatab- 
Ualiad  in  complUnca  with  I  7.741(f)  of  Part 
7  of  the  Cini  Air  RagulaUons  to  ouUlne  the 
limiting  heights  and  oorraapondlng  speeds 
for  safe  landing  after  power  failure  shaU  be 
daaolftad  aa  performance  Infocnaatloo. 

7.  Opemting  limUmtUtna.  A  rotorcraft  ap- 
provad  under  tha  provisions  of  this  regula- 
Uon  for  uaa  In  oparatlons  InroiTlng  the 
carrtega  ot  artarnal  cargo  or  the  towing  of 
objaeta  on  land  or  water  siirfacaa  shall. 
whan  engaged  In  such  operations,  be  op- 
erated In  compliance  with  paragraphs  (a) 
through  (d)   of  this  section. 

(a)  Occupancy  of  the  rotorcraft  shall  be 
llmltad  to  tha  lUght  crew  and  such  person- 
nel aa  are  neceasary  to  carry  out  the  opera - 
Uoca  azKl  a  placard  stating  this  Umlutlon 
shall  be  Installed  In  the  cockpit  and  or  the 
cabin. 

(b)  Operation  over  congested  areas,  towns. 
or  aattlamants.  or  an  open  air  asaembly  of 
parsons  of  a  rotorcraft  carrying  an  external 
eargo  which  can  ba  released  In  flight  or  which 
can  drop  aa  tha  result  of  any  single  likely 
structural  failure  Is  prohibited  unless  specific 
authority  for  such  operation  has  been  issued 
by  tha  Administrator. 

(e)  Rotorcraft  shall  be  operated  in  accord- 
ance with  tha  specific  airspeed  llmlU  eatab- 
llahad  for  operation  with  external  cargo  or 
for  towing  and  tha  airspeed  Indicator  mark- 
ings shall  Include  such  airspeeds  or  a  placard 
displaying  such  limitations  shall  be  located 
adjacent  to  tha  airspeed  Indicator. 

(d)  Rotorcraft  shall  be  operated  only  with 
tha  aztamal  load  configxiratlons  and  welghtB 
for  which  tha  capability  of  the  rotorcraft  has 
bean  damonstrated  In  aec6rdanca  with  this 
regulation  and  which  are  set  forth  In  the 
raqulrad  manual. 

Thl«  reg\ilatlon  Is  proposed  under 
the  authority  of  sections  313 < a)  and  601 
of  the  Federal  Aviation  Act  of  1958  (72 
SUt.  752.  775:  49  U.S.C.  1354(a>.  1421  >. 

Issued  in  Washington,  D.C..  on  Janu- 
ary 18, 1962. 

GCOKCE  C.  PHILL, 

Director. 
Flight  Standards  Service. 

January  18,  1962. 

(PR.    Doc      83-804;     Piled,    Jan      24.     1962; 
8:48  a.m  ) 
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I  Airspace  Docket  No  61-LA-47| 

FEDERAL  AIRWAYS 

Proposed  Alteration 

Pursuant  to  the  authority  delegated 
to  me  by  the  Adminisfcrator  (14  CFR 
409.13).  notice  is  hereby  given  that  tbe 
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Federal  Aviation  Agency  la  considering 
amendments  to  11  600 .Mas.  600.0027.  and 
•00.6485  of  the  regulatkms  of  the  Ad- 
ministrator, the  substance  of  which  is 
stated  below. 

Low  alUtude  VOR  Federal  airway  No. 
25  is  designated  In  part  from  the  Santa 
Barbara,  Calif.,  VORTAC  to  the  Los 
Angeles.  Calif..  VOR  Low  alUtude  VOR 
Federal  airway  No.  27  is  designated  in 
part  from  the  GavioU.  Calif  .  VOR  to  the 
Los  Angeles,  Cahf  .  VOR.  Low  altitude 
VOR  Federal  airway  No.  485  is  desig- 
nated in  part  from  the  Fellows,  Calif . 
VOR  to  the  Oxnard.  Calif  .  VOR.  Ap- 
proval from  the  appropriate  authority  la 
required  prior  to  use  of  the  portions  of 
these  airways  which  lie  mithln  Restricted 
Areas  R-2519  and  R-2520.  The  Federal 
Aviation  Agency  has  under  consideration 
a  reduction  In  width  to  a  six-mile  wide 
airway  for  Victor  25  and  Victor  27  from 
the  Intersection  of  the  Oxnard  VOR  155* 
and  Fillmore.  Calif  .  VORTAC  196*  True 
radials  to  the  intersection  of  the  Oxnard 
VOR  331*  and  the  Fillmore  VORTAC 
222*  True  radials.  and  for  Victor  485 
from  the  Oxnard  VOR  to  the  Intersection 
of  the  Oxnard  VOR  331*  and  the  FiU- 
more  VORTAC  222*  True  radials. 

The  proposed  reduction  in  airway 
width  would  permit  simultaneous  use  of 
these  airway  segments  and  operations 
within  R-2519  and  R-2520.  The  con- 
trol areas  associated  with  these  segments 
of  Victor  25,  27,  and  485  are  so  desig- 
nated that  they  would  automatically 
conform  to  the  altered  airway  segments. 
The  vertical  extent  of  these  control  aresis 
would  remain  as  designated  pending  re- 
view of  the  adjacent  airspace.  Separate 
actions  will  be  initiated  to  implement 
on  an  area  basis  Amendment  60-21  to 
Part  60  of  the  Civil  Air  Regulations. 

Interested  persons  may  submit  such 
written  data,  views  or  argxmients  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator.  Western  Region.  Attn 
Chief.  Air  Traffic  Division.  Federal  Avia- 
tion Ascncy,  5651  West  Manchester 
Avenue.  P.O.  Box  90007.  Airport  Station. 
Los  Angeles  45,  Calif.  All  communica- 
tions received  within  forty-five  days  after 
publication  of  this  notice  in  the  Federal 
Registir  will  be  considered  before  action 
Is  taken  on  the  proposed  amendment. 
No  public  hearing  is  contemplated  at  this 
time,  but  arrangements  for  informal 
conferences  with  Federal  Aviation 
Agency  officials  may  be  made  by  con- 
tacting the  Regional  Air  Traffic  Division 
Chief,  or  the  Chief.  Airspace  Utilization 
Division.  Federal  Aviation  Agency.  Wash- 
ington 25,  D.C.  Any  data,  views,  or  ar- 
guments presented  during  such  confer- 
ences must  also  be  submitted  in  writing 
in  accordance  with  this  notice  in  order 
to  become  part  of  the  record  for  con- 
sideration. The  proposal  contained  in 
this  notice  may  be  changed  In  the  hght 
of  comments  received. 

The  official  Docket  will  be  available  for 
examination  by  Interested  persons  at  the 
Docket  Section,  Federal  Aviation  Agency, 
Room  C-226.  1711  New  York  Avenue 
NW.,  Washington  25,  D.C.  An  informal 
Docket  will  also  be  available  for  exami- 
nation at  the  office  of  the  Regional  Air 
TrafBc  Division  Chief. 


This  amendment  is  propoeed  under 
section  307 <a)  of  the  Federal  Aviation 
Act  of  1958  (72  SUt  749:  49  UJB.C.  1348) . 

Issued  In  Washington,  DC  ,  on  Jan- 
uary   19,    1962. 

Charles  W  Carmody. 

Chief.  Airspace  Utilization  Division. 

|PR     Doc     83  7»4:     PUed.    Jan.     24.     1982; 
8  45  ajn  I 


[  14  CFR   Port  600  1 

I  .Mrspacc  Docket  No.  61-irr-46| 

FEDERAL  AIRWAYS 
Proposed  Designation  arMi  AKorotien 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (14  CFR 
409.13).  notice  Is  hereby  given  that  the 
Federal  Aviation  Agency  is  conaidering 
amendments  to  Pait  600.  and  {I  600.1503 
and  600.1548  of  the  regulations  of  the 
Administrator,  the  substance  of  which 
IS  stated  below. 

The  Federal  Aviation  Agency  has  un- 
der  consideration  the  designation  of  In- 
tei-mediate  altitude  VOR  Federal  airway 
No.  1501  from  the  Cape  Charles.  Va.. 
VOR:  8- mile  wide  airway  to  the  Snow 
Hill.  Md..  VOR:  thence  10-mile  wide 
airway  via  the  Sea  Isle.  NJ.,  VOR;  in- 
tersection of  the  Sea  Isle  VOR  049°  and 
the  Hampton.  N.Y.,  VOR  223*  True 
radials  to  the  Hampton  VOR.  Including 
the  additional  airspace  t>etween  lines 
diverging  from  the  Sea  Island  VOR  to 
points  of  tangency  to  a  circle  with  a  9- 
statute  mile  radius  centered  at  the  in- 
tersection of  the  Sea  Isle  VOR  049*  and 
the  Hampton  VOR  223*  True  radials: 
within  the  circumference  of  the  circle 
and  between  Unes  tangent  to  that  circle 
converging  to  the  Hampton  VOR.  The 
designation  of  the  segment  of  Victor 
1501  between  the  Sea  Isle  VOR  and  the 
Hampton  VOR  where  the  5*  angle  from 
the  airway  centerline  exceeds  the  10- 
mile  airway  width  would  assure  adequate 
lateral  protection  for  aircraft  operating 
at  the  maximum  distance  from  w^idely 
separated  navigational  aids,  where  mi- 
nute errors,  either  in  ground  or  airborne 
equipment,  could  result  in  more  than  5 
statute  miles  deviation  from  the  airway 
centerline.  The  designation  of  Victor 
1501  would  provide  a  bypass  route  east 
of  the  New  York  terminal  area  for  inter- 
mediate air  traffic  operating  between 
southern  and  New  England  terminals. 
Portions  of  the  airway  would  be  reduced 
in  width  to  provide  lateral  separation 
from  Victor  1503  as  proposed  herein. 
Chlncoteague  Inlet.  Va.,  Restricted  Area 
R-6604,  and  Bethany  Beach.  Del..  Re- 
sU-lcted  Area  R^2801.  The  designation 
of  Victor  1501  would  also  correspond  to 
the  alterations  to  low  altitude  VOR  Fed- 
eral airway  No.  139  as  designated  in  Air- 
space Docket  No.  61-NY-50  (26  FM. 
10475).  so  that  the  offshore  portion  of 
these  airways  would  coincide. 

Intermediate  alUtude  VOR  Federal 
airway  No.  1503  extends  In  part  from  the 
Salisbury,  Md..  VOR  as  a  10-mile  wide 
airway  via  the  intersection  of  the  Woods- 
town,  N.J.,  VOR  154*  and  the  Coyle, 
N.J.,  VOR  203*  True  radials:  Coyle  VOR; 
intersection  of  Uie  Coyle  VOR  058*  and 
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the  Riverhead.  NY..  VOR  218»  True 
radials:  to  the  Riverhead  VOR.  It  la 
proposed  to  alter  this  segment  of  Victor 
1503  by  realigning  it  from  the  Sallabiur 
VOR  as  a  10 -mile  wide  airway  via  the 
intersection  of  the  Salisbury  VOR  025' 
and  the  Coyle  VOR  215*  True  radials; 
the  Coyle  VOR:  Intersections  of  the 
Coyle  VOR  057*  and  the  Riverhead.  N.Y., 
VOR  218*  True  radials;  to  the  Riverhead 
VOR.  The  proposed  realignment  of  Vic- 
tor 1503  would  permit  the  designation  of 
Victor  1501  proposed  herein.  The  re- 
duced airway  width  would  provide  lateral 
separation  from  the  Dover,  Del.,  Re- 
stricted Area/Military  Climb  Corridor 
R-2803.  and  from  Intermediate  altitude 
airway  No.  1501. 

Intermediate  altitude  VOR  Federal 
airway  No.  1548  extends  In  part  as  a  10- 
mlle  wide  airway  from  the  Coyle.  NJ., 
VOR  via  the  intersection  of  the  Coyle 
VOR  068*  and  the  Riverhead.  N.Y.,  VOR 
218°  True  radials:  to  the  Riverhead 
VOR.  It  is  proposed  to  realign  Victor 
1548  from  the  Coyle  VOR  as  a  10-mile 
wide  airway  via  the  Intersection  of  the 
Coyle  VOR  057*  and  the  Riverhead.  N.Y.. 
VOR  218'  True  radials:  to  the  River- 
head VOR.  The  minor  alteration  pro- 
posed to  Victor  1503  and  Victor  1548 
north  of  Coyle  VOR  would  maintain  con- 
formity with  the  alignment  of  low  alti- 
tude VOR  Federal  airway  No.  18. 

Interested  persons  may  sutmlt  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should 
be  submitted  in  triplicate  to  the  Assist- 
ant Administrator,  Eastern  Region. 
Attn:  Chief.  Air  Traffic  Division.  Federal 
Aviation  Agency.  Federal  Building.  New 
York  International  Airport,  Jamaica  30. 
NY.  All  communications  received  with- 
in thirty  days  after  publication  of  this 
notice  in  the  Fsokhal  Rioistkb  will  be 
considered  before  action  is  taken  on  the 
proposed  amendment.  No  public  hear- 
ing is  contemplated  at  this  time,  but 
arrangements  for  Informal  conferences 
with  Federal  Aviation  Agency  ofllclals 
may  be  made  by  contacting  the  Regional 
Air  Traffic  Division  Chief,  or  the  Chief. 
Airspace  Utilization  Division.  Federal 
Aviation  Agency,  Washington  25.  D.C. 
Any  data,  views  or  arguments  presented 
during  such  conferences  must  also  be 
submitted  in  writing  in  accordance  with 
this  notice  in  order  to  become  part  of  the 
record  for  consideration.  The  pnqmaal 
contained  In  this  notice  may  be  changed 
In  the  light  of  comments  received. 

The  official  Docket  will  be  available 
for  examination  by  Interested  persons  at 
the  Docket  Section.  Federal  Aviation 
Agency,  Room  C-226,  1711  New  York 
Avenue  NW.,  Washington  26.  D.C.  Aa 
Informal  I>ocket  will  also  be  available  for 
examination  at  the  office  of  the  Regional 
Air  Traffic  Division  Chief. 

These  amendments  are  proposed  under 
secUons  307(a).  and  1110.  72  Stot.  749 
and  800:  49  U.S.C.  1348  and  1510.  and 
Executive  Order  10854.  24  FJt  9565. 

Issued  In  Washington,  D.C,  on  Jan- 
uary 19,  1962. 

Chakles  W.  Cakmodt. 
Chief.  Airspace  Utilization  Divizion. 

[F.R    Doc.    62-705:    PUed,    Jan.    94,    1962; 
8:46  ajn.] 
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[Alrq^aoe  Docket  No.  61-NY-68I 

FEDEtAL  AIRWAYS 
Proposed  Alteration 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR 
409.13),  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  Is  considering 
amendments  to  ii  600.1534, 600.1505,  and 
600.1540  of  the  regulations  of  the  Ad- 
mtnlBtrator,  the  substance  of  which  is 
stated  below. 

Intermediate  altitude  VOR  Federal 
airway  No.  1534  is  designated  in  part 
from  the  Martinsburg,  W.  Va.,  VOR  as 
a  16-mile  wide  airway  via  the  intersec- 
tion of  the  Martinsburg  VOR  081°  and 
the  Pottstown.  Pa.,  VOR  237*  True  ra- 
dials; to  the  Pottstown  VOR;  thence  as  a 
lO-mUe  wide  airway  to  the  Solberg,  N.J.. 
VOR.  IntermedUte  altitude  VOR  Fed- 
eral airway  No.  1540  is  designated  In  part 
from  the  Hemdon,  Va.,  VOR  as  a  10- 
mile  wide  airway  to  the  intersection  of 
the  Hemdon  VOR  038°  and  the  Martins- 
burg, W:  Va.,  VOR  081°  True  radials. 
Intermediate  altitude  VOR  Federal  air- 
way No.  1506  is  designated  In  part  from 
the  Pottstown,  Pa.,  VOR  as  a  10-mlle 
wide  airway  to  the  Solberg.  N.J.,  VOR. 

The  Federal  Aviation  Agency  has  un- 
der consideration  the  following  altera- 
tions to  these  airway  segments: 

1.  Rede«l87iate  the  Martinsburg-Sol- 
berg  segment  of  Victor  1534  from  the 
Mariinsburg  VOR  as  a  12-mlle  wide  air- 
way to  the  intersection  of  the  Martins- 
burg VOR  058*  and  the  Harrisburg.  Pa.. 
VOR  165*  True  radials;  thence  as  a  16- 
mlle  wide  airway  via  the  intersection  of 
the  Martinsburg  VOR  058*  and  the 
Pottstown  VOR  260*  True  radials;  Potts- 
town VOR;  Intersection  of  the  Pottstown 
VOR  058*  and  the  Solberg  VOR  242* 
True  radials  to  the  Solberg  VOR. 

2.  Extend  Victor  1540  from  the  Hem- 
don VOR  as  a  10-mlle  wide  airwayto  the 
Intersection  of  the  Hemdon  VOR  038° 
and  the  West  Chester,  Pa..  VOR  253° 
True  radials;  thmce  as  a  12-mile  wide 
airway  to  the  West  Chester  VOR;  thence 
as  a  10-mile  wide  airway  to  the  Solberg 
VOR. 

3.  Redesignate  the  Pottstown-Solberg 
segment  of  Victor  1505  from  the  Potts- 
town VOR  via  the  intersection  of  the 
Pottstown  VOR  058*  and  the  Solberg 
VOR  242*  True  radials  to  the  Solberg 
VOR. 

These  proposed  actions  would  provide 
a  dual  Intermediate  altitude  airway 
structure  between  Solberg  and  Wash- 
ington, D.C,  for  air  traffic  operating 
between  New  York,  N.Y./Philadelphla. 
Pa.,  and  Washington.  Victor  1540  would 
generally  overlie  low  altitude  VOR  Fed- 
eral airway  No.  3  and  Victor  1534  over- 
lying low  altitude  VOR  Federal  airway 
No.  251.  This  conformity  would  permit 
air  traffle  to  transition  between  the  two 
airway  structures. 

TlM  pnvoaed  airway  width  reduction 
to  Victor  1640  and  Victor  1534  would 
provide  lateral  aeparation  between  them 
and  betweeo  Victor  1540  and  other  ad- 
jacent Intennedlate  airways-  The  pro- 
poied  rwallgnmfnt  of  Victor  1534  and 
Victor  1606  between  the  Pottstown  VOR 
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and  the  Solberg  VOR  is  necessary  to 
provide  angular  separation  with  the  pro- 
posed Victor  1540  at  the  Solberg  VOR. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  In  triplicate  to  the  Assistant 
Administrator,  Eastern  Region,  Attn: 
Chief,  Air  Traffic  Division,  Federal  Avia- 
tion Agency,  Federal  Building,  New  York 
International  Airport,  Jamaica  30,  N.Y. 
All  communications  received  within 
forty-five  days  after  publication  of  this 
notice  in  the  Fkderal  Rxcistkk  .  will  be 
considered  before  action  Is  taken  on  the 
proposed  amendment.  No  public  hearing 
is  contemplated  at  this  time,  but  ar- 
rangements for  Informal  conferences 
with  Federal  Aviation  Agency  officials 
may  be  made  by  contacting  the  Regional 
Air  Traffic  Division  Chief,  or  the  Chief, 
Airspace  Utilization  Division,  Federal 
Aviation  Agency,  Washington  25,  D.C 
Any  data,  views  or  argiunents  presented 
during  such  conferences  must  also  be 
submitted  In  writing  in  accordance  with 
this  notice  In  order  to  become  part  of 
the  record  for  consideration.  The  pro- 
posal contained  in  this  notice  may  be 
changed  in  the  light  of  comments  re- 
ceived. 

The  official  Docket  will  be  available  for 
examination  by  Interested  persons  at 
the  Docket  Section,  Federal  Aviation 
Agency,  Room  C-226,  1711  New  York 
Avenue  NW..  Washington  25,  D.C  An 
informal  Docket  will  also  be  available 
for  examination  at  the  ofBce  of  the  Re- 
gional Air  Traffic  Division  Chief. 

This  amendment  is  proposed  imder 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  UJB.C  1348) . 

Issued  in  Washington,  D.C,  on  Jan- 
uary 19, 1962. 

Chaslss  W.  Carmodt. 
Chief,  Airspace  Utilization  Division. 

[F.R.    Doc.    62-796;    Filed.    Jan.    24,    1962; 
8:45   ajn.] 


[14  CFR  Parts  600,  601  1 

(Airspace  Docket  No.  61-K<X7] 

FEDERAL  AIRWAY,  ASSOCIATED  CON- 
TROL  AREAS  AND  REPORTING 
POINTS 

Proposed  Revocation 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR 
409.13),  notice  Is  hereby  given  that  the 
Federal  Aviation  Agency  Is  considering 
amendments  to  Parts  600  and  601  of  the 
regulations  of  the  Administrator,  the 
substance  of  which  is  stated  below. 

Low  altitude  Red  Federal  airway  No. 
23  extends  from  Lakehead,  Ontario, 
Canada,  to  Buffalo.  N.Y.  The  Federal 
Aviation  Agency  is  oonsid«ing  revoking 
the  portion  of  this  airway  within  the 
United  States.  It  is  the  policy  of  this 
Agency  to  rev(dce  L/MF  airways  wherever 
adequate  VOR  airwasrs  are  available, 
and  it  appears  that  the  route  f  nmi  Lake- 
head  to  Buffalo  is  adequately  served  by 
a  combination  of  low  altitude  VOR  Fed- 
eral airways  Nos.  470.  462.  300.  and  S6. 
Therefore,  it  i4H>ears  that  the  retentioii 
of  this  airway  is  unjustified  as  an 
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algnment  of  alnpttce.  Accordingly,  the 
Fwlcrml  ATtetlon  Agency  propoaes  to  re- 
voke the  United  States  portion  of  Red  23. 
tte  uaodated  coiUrol  areas  and  report- 
ing points.  Adoption  of  this  proposal 
would  not  result  In  the  discontinuance  of 
the  low  frequency  navigational  aids  as- 
sociated with  this  airway.  Any  pro- 
posals to  discontinue  one  or  more  of  these 
aids  would  be  circularised  separately  and 
Interested  persons  would  be  afforded  an 
opportunity  to  comment. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  In  triplicate  to  the  Assistant 
Administrator.  Central  Region.  Attn: 
Chief.  Air  TrafBc  Dhrision.  Federal  Avia- 
tion Agency.  4825  Troost  Avenue.  Kan- 
sas City  10.  Mo.  All  communications  re- 
ceived within  forty -five  days  after  pub- 
UcaUon  of  this  notice  in  the  Peosral 
RsasTn  will  be  considered  before  action 
Is  tmk#n  cm  the  proposed  amendment. 
No  public  hearing  is  contonplated  at 
this  time,  but  arrangements  for  in- 
formal omferences  with  Federal  Avia- 
tion Agency  ofBctals  may  be  made  by 
contacting  the  Regional  Air  Traffic  Divi- 
sion Chief,  or  the  Chief.  Airspace  Utiliza- 
tion Division,  Federal  Aviation  Agency. 
Washington  25.  D.C.  Any  data,  views 
or  arguments  presented  during  such  con- 
ferences must  also  be  submitted  in  writ- 
ing In  accordance  with  this  notice  in 
order  to  become  part  of  the  record  for 
consideration.  The  proposal  contained 
In  this  notice  may  be  chimged  in  the 
light  of  comments  received. 

The  official  Docket  will  be  available  for 
examination  by  Interested  persons  at  the 
Docket  Section,  Federal  Aviation  Agency. 
Room  C-228.  1711  New  York  Avenue 
NW..  Washington  25.  DC.  An  informal 
Docket  will  also  be  available  for  exami- 
nation at  the  ofnce  of  the  Regional  Air 
Traffic  Division  Chief. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749 ;  49  U.S.C.  1348 ) . 

Issued  in  Washington.  DC.  on  Jan- 
uary 19,  1962. 

Charles  W.  Carmody. 
Chief.  Airspace  Utilization  Division. 

|F.R     Doc,     82-7«7;     Filed.     Jan      24.     1962: 
8:45  ajn  I 


PROPOSCD  RULE  MAKING 

ment  flight  rule  trafftc  on  this  airway 
during  the  area's  most  active  periods. 
In  addition,  the  area  between  Uklah  and 
Williams  is  apparently  adequately  served 
by  VOR  Federal  airway  No.  200.  It  would 
appear,  therefore,  that  retention  of  this 
airway  is  unjustified*  as  an  assignment 
of  controlled  airspace. 

Interested  persons  may  submit  such 
written  data,  views,  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator,  Western  Region,  Attn: 
Chief,  Air  Trafflc.Division.  Federal  Avia- 
tion Agency,  5651  West  Manchester  Ave- 
nue. P.O  Box  90007.  Airport  SUtion.  Los 
Angeles  45.  Calif.  All  communications 
received  within  forty-five  days  after  pub- 
lication of  this  notice  in  the  Federal  Rec- 
LSTER  will  be  considered  before  action  is 
taken  on  the  proposed  amendment.  No 
public  hearing  is  contemplated  at  this 
time,  but  arrangements  for  informal  con- 
ferences with  Federal  Aviation  Agency 
officials  may  be  made  by  contacting  the 
Regional  Air  Traffic  Division  Chief,  or 
the  Chief.  Airspace  Utilization  Division. 
Federal  Aviation  Agency.  Washington  25. 
DC.  Any  data,  views  or  arguments  pre- 
sented during  such  conferences  must  also 
be  submitted  in  writing  in  accordance 
with  this  notice  in  order  to  become  part 
of  the  record  for  consideration.  The 
proposal  contained  In  this  notice  may 
be  changed  in  the  light  of  comments 
received. 

The  official  Docket  will  be  available  for 
examination  by  interested  persons  at 
the  Docket  Section,  Federal  Aviation 
Agency,  Room  C-226.  1711  New  York 
Avenue  NW.,  Washington  25.  DC.  An 
informal  Docket  will  also  be  available  for 
examination  at  the  office  of  the  Re- 
gional Air  Traffic  Division  Chief. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  t72Stat.  749;  49  U.S.C.  1348). 

Issued  in  Washington,  DC  .  on  Janu- 
ary 19.   1962. 

Charles  W.  Carmody, 
Chief.  Airspace  Utilization  Diviston. 

\m.    Doc     62-798:     Pile*!.     Jan      34,     1962. 
8:46  am  I 


[14  CFR  Ports  600,  601  1 

(Airspace  Docket  No.  61-LA-751 

FEDERAL  AIRWAYS  AND  CON- 
TROLLED AIRSPACE 

Proposed  Altarotion 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR  409- 
13).  iwtice  Is  hereby  given  that  the  Fed- 
eral Aviation  Agency  (FAA)  Is  consider- 
ing amendments  to  SS  600.6212  and 
601.6212  of  the  regiilaUons  of  the  Admin- 
tstrator.  the  substance  of  which  Ls  stated 
below. 

Low  alUtude  VOR  Federal  airway  No. 
212  extends  from  Ukiah.  Calif.,  to  Wil- 
liams. Calif.  The  FAA  has  imder  con- 
sideration the  revocation  of  this  airway 
and  its  associated  control  areas.  TVo 
recent  traffic  surveys  Indicate  no  instru- 


Tenn..  radar  terminal  Jet  advisory  area 
as  the  airspace  between  VL  240  and  PL 
390  inclusive,  which  lies  within  and  16 
miles  beyond  the  limits  of  the  area  de- 
scribed below: 

Prom  the  Farmington.  M0...VORTAC 
to  the  Dyersburg.  Term..  VORTAC;  to 
the  Holly  Springs,.  Miss..  VOR;  to  the 
Greenwood,  Miss.,  VOR;  via  the  inter- 
section of  the  Greenwood  VOR  357°  and 
the  Pine  Bluff.  Ark.,  VOR  082°  True 
radials  to  the  Pine  Bluff  VOR;  to  the 
Little  Rock.  Ark..  VORTAC;  via  the  in- 
tersection of  the  Uttle  Rock  VORTAC 
062  and  the  Walnut  Ridge.  Ark..  VOR 
188°  True  radials  to  the  Walnut  Ridge 
VOR;  to  the  Farmington  VORTAC. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Chief,  Air- 
.space  Utilization  Division,  Federal  Avia- 
tion Agency.  Washington  25.  DC.  All 
communications  received  within  forty - 
five  days  after  publication  of  this  notice 
in  the  Federal  Register  will  be  consid- 
ered before  action  is  taken  on  the  pro- 
posed amendment.  No  public  hearing  is 
contemplated  at  this  time,  but  arrange- 
ments for  Informal  conferences  with 
Federal  Aviation  Agency  ofBclals  may  be 
made  by  contacting  the  Chief.  Airspace 
Utilization  Division.  Any  data,  views  or 
arguments  presented  during  such  con- 
ferences must  also  be  submitted  In  writ- 
ing in  accordance  with  this  notice  in 
order  to  become  part  of  the  record  for 
consideration.  The  proposal  contained 
in  this  notice  may  be  changed  in  the 
"light  of  comments  received. 

The  official  Docket  will  be  available  for 
examination  by  interested  persons  at  the 
Docket  Section.  Federal  Aviation  Agency. 
Room  C-226,  1711  New  York  Avenue 
NW..  Washington  25,  DC. 

This  amendment  fcs  proposed  under 
section  307«a)  of  the  Federal  Aviation 
Act  of  1958  (72SUt.  749;  49  U.S.C.  1348  •. 

Issued  in  Washington,  D.C.  on  Janu- 
ary 19,  1962. 

Charles  W.  Carmody. 
Chief.  Airspace  Utilization  Division. 

|FR      D<i:      62  799:     Piled.    Jan.     24.     19C2, 
8  46  ami 


I  14  CFR   Port  602  1 

I  Airspace  Docket  No  61   WA   111| 

JET  ADVISORY  AREA 
Proposed   Designation 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR  409- 
13) .  notice  is  hereby  given  that  the  Fed- 
eral Aviation  Agency  Is  considering  an 
amendment  to  f  602.300  of  the  regula- 
tions of  the  Administrator,  the  substance 
of  which  Is  stated  below. 

The  Federal  Aviation  Agency  has 
under  consideration  the  designation  of 
a  terminal  radar  Jet  advisory  area  at 
Memphis,  Term.  The  en  route  radar 
Jet  advisory  areas  which  presently  over- 
lie the  Memphis  terminal  area  are  not 
adeciuate  for  the  transition  of  civil  tur- 
bojet aircraft  to  and  from  the  Jet  route 
system  while  arriving  and  departing  the 
Memphis  terminal  area.  Accordingly.  It 
is  proposed  to  designate  the  Memphis, 


[  14  CFR   Porf  602  1 

[Airspace  Docket  No.  61-WA-209) 

JET  ADVISORY  AREA 
Proposed  Dosignotion 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR 
409  131 .  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  Is  considering 
an  amendment  to  9  602.200  of  the  regula- 
tions of  the  Administrator,  the  substance 
of  which  is  stated  below. 

The  Federal  Aviation  Agency  has  un- 
der consideration  the  designation  of  an 
en  route  radar  Jet  advisory  area  within  16 
miles  either  side  of  Jet  Route  No.  20 
from  night  level  240  to  390  between 
Orlando.  Fla.,  and  Jackson.  Miss.  By 
definition  (J  602 J  (26  FR.  7079)).  the 
jet  advisory  area  would  not  occupy  that 
airspace  within  restricted  areas  along 
Jot  Route  No.  20  which  have  not  been 


( 

Thursday,  January  25,  1962 

listed  In  I  601.7101  (26  FJl.  1399)  as  part 
of  the  continental  control  area. 

The  designation  of  this  proposed  en 
route  radar  jet  advisory  area  would  pro- 
vide a  defined  area  wherein  Jet  advisory 
service  would  be  provided  to  civil  turbo- 
jet aircraft  while  operating  on  J-20  be- 
tween Orlando  and  Jackson. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as 
they  may  desire.  Communications 
should  be  submitted  in  triplicate  to  the 
Chief,  Airspace  Utilization  Division.  Fed- 
eral Aviation  Agency,  Washington  25. 
D.C.  All  communications  received  with- 
in forty-five  days  after  publication  of 
this  notice  in  the  Federal  Riqistb  will 
be  considered  before  action  is  taken  on 
the  proposed  amendment.  No  public 
hearing  is  contemplated  at  this  time,  but 
arrangements  for  informal  conferences 
with  Federal  Aviation  Agency  officials 
may  be  made  by  contacting  the  Chief. 
Airspace  Utilization  Division.  Any  data, 
views  or  arguments  presented  during 
such  conferences  must  also  be  submitted 
in  writing  In  accordance  with  this  notice 
in  order  to  become  part  of  the  recor(l  for 
consideration.  The  proposal  contained 
in  this  notice  may  be  changed  In  the  light 
of  comments  received. 

The  official  Docket  will  be  available  for 
examination  by  interested  persons  at  the 
Docket  Section,  Federal  Aviation  Agency, 
Room  C-226.  1711  New  York  Avenue 
NW.,  Washington  25,  D.C. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  U.S.C.  1348). 

Issued  In  Washington,  D.C,  on  Janu- 
ary 19,  1962. 

Charles  W.  Cakmodt. 
Chief,  Airspace  Utilization  Division. 

[P.R.    Doc.    63-800;     Piled,    Jan.    34,    1962; 
8:46  ajn.] 


[  14  CFR   Port  602  1 

(Airspace  Docket  No.  61-WA-ai8] 

JET  ADVISORY  AREA 
Proposed  Alloration 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (14  CFR 
409.13),  notice  Is  hereby  given  that  the 
Federal  Aviation  Agency  (FAA)  is  coti- 
sidering  an  amendment  to  9  602.200  of 
the  regulations  of  the  Administrator,  the 
substance  of  which  is  stated  below. 

Radar  jet  advisory  service  is  now  pro- 
vided from  flight  level  240  to  flight  level 
390,  Inclusive,  on  the  segment  of  Jet 
Route  No.  41  from  the  Memphis,  Tenn., 
VORTAC  to  the  Springfield.  Mo.,  VOR- 
TAC. This  service  Is  provided  in  part 
by  FAA  personnel  assigned  to  the  Walnut 
Ridge.  Ark.,  AC&W  site.  It  has  beea 
determined  that  adequate  radar  advisory 
service  can  be  provided  from  the  Man- 
phis  and  Kansas  City,  Mo.,  ARTCCs 
from  flight  level  260  to  flight  level  300, 
inclusive,  on  this  segment  of  J-41. 

The  FAA  has  under  consideration 
placing  a  floor  of  flight  level  260  on  the 
segment  of  J-41  between  Memphis  and 
Springfield,  which  will  permit  the  with- 
drawal of  the  FAA  personnel  fn»n  the 
Walnut  Ridge  ACtW  site. 


FEDERAL  REGISTER 

Znterestod  peracms  may  submit  such 
written  data,  Tiews  or  arguments  as  they 
may  dertre.  Ocmmunieatlons  should  be 
submitted  In  trlpUcate  to  the  Chief.  Air- 
Qwee  Utilliation  Division,  Federal  Avia- 
tion Agency.  Washington  25,  D.C.  All 
commimications  received  with  forty-five 
days  after  publication  of  this  notice  in 
the  FtaniAL  Rioomu  will  be  considered 
before  action  is  taken  on  the  proposed 
amendmoit.  No  public  hearing  is  con- 
templated at  this  time,  but  arrangements 
for  informal  conferences  with  Federal 
Aviation  Agency  officials  may  be  made 
by  contacting  the  Chief,  Airspace  Utili- 
zation Division.  Any  data,  views  or 
argtmients  presented  during  such  con- 
ferences must  also  be  submitted  in  writ- 
ing in  accordance  with  this  notice  in 
order  to  become  part  of  the  record  for 
consideration.  The  proposal  contained 
in  this  notice  may  be  changed  In  the 
light  of  comments  received. 

The  official  Docket  will  be  available 
for  examination  by  interested  persons  at 
the  Docket  Section,  Federal  Aviation 
Agency.  Room  C-226,  1711  New  York 
Avenue  NW.,  Washington  25,  D.C. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749 ;  49  U  JS.C.  1348) . 

Issued  in  Washington,  D.C,  on  Jan- 
uary 19, 1962. 

Charles  W.  Carmodt, 
Chief.  Airspace  Utilization  Division. 

[PH.    Doc.    63-801;     Piled,    Jan.    24,     1862; 
8:46  ajn..] 


[  14  CFR   Port  602  1 

(Airspace  Docket  No.  61-WA-137] 

JET  ROUTE  AND  JET  ADVISORY 
AREA 

Proposed  Alteration 

Pursuant  to  the  authority  delegated 
to  me  ^  the  Administrator  (14  CFR 
409.13),  notice  is  hereby  given  that  the 
Fnleral  Aviation  Agency  is  considering 
amendments  to  89  602.100  and  602.200 
of  the  regulations  of  the  Administrator. 
the  substance  of  which  is  stated  below. 

Jet  Route  No.  70  presently  extends 
from  Seattle.  Wash.,  to  Idlewild.  N.Y. 
The  Federal  Aviation  Agency  has  under 
consideration  extension  of  this  jet  route 
and  its  associated  en  route  radar  jet 
advisory  area  from  Seattle  to  the  inter- 
section of  the  Seattle  VORTAC  247' 
and  the  Portland.  Oreg.,  VORTAC  318o 
True  radials  where  it  would  join  control 
area  1418.  Aircraft  presently  operating 
between  Seattle  and  Honolulu  use  the 
segment  of  Jet  Route  No.  93  from  Seat- 
tle to  Newport.  Oreg.  (intersection  of 
the  Medford  VOR  339 »  and  the  Port- 
land. Greg..  222*  True  radials).  when 
arriving  and  departing  the  Seattle  ter- 
minal area.  Extending  Jet  Route  No.  70 
from  Seattle  to  the  Intersection  of  the 
SeatUe  247*  and  the  Portland  318*  True 
radials  would  provide  an  arrival  and 
departure  route  46  nautical  miles 
shorter  than  the  present  route.  This 
would  facilitate  air  traffic  services  and 
impffove  terminal  area  procediures.  Ra- 
dar adviaory  service  would  be  provided 
civil  turbojet  aircraft  operating  on  this 


753 

proposed  Jet  route  segment.  This  pro- 
posed Jet  route  segment  would  not  tra- 
verse any  high  altitude  refueling  areas. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Chief,  Air- 
space Utilization  Division.  Federal  Avia- 
tion Agency,  Washington  25.  D.C.  All 
communications  received  with  forty-five 
days  after  publication  of  this  notice  in 
the  Federal  Register  will  be  considered 
before  action  is  taken  on  the  proposed 
amendment.  No  public  hearing  is  con- 
templated at  this  time,  but  arrange- 
ments for  Informal  conferences  with 
Federal  Aviation  Agency  officials  may  be- 
made  by  contacting  the  Chief.  Airspace 
Utilization  Division.  Any  data,  views  or 
argiunents  presented  during  such  con- 
ferences must  also  be  submitted  in  writ- 
ing in  accordance  with  this  notice  in 
order  to  become  part  of  the  record  for 
consideration.  The  proposal  contained 
in  this  notice  may  be  changed  in  the 
light  of  comments  received. 

The  official  Docket  will  be  available 
for  examination  by  interested  persons 
at  the  Docket  Section,  Federal  Aviation 
Agency,  Room  C-226,  1711  New  York 
Avenue  NW.,  Washington  25,  D.C. 

This  amendment  Is  proposed  imder 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  UJS.C.  1348) . 

Issued  in  Washington,  D.C,  on  Janu- 
ary 19,  1962. 

Charles  W.  Carmodt, 
Chief,  Airspace  Utilization  Division. 

{FJR.    Doc.    62-802;     FUed.    Jan.    24,    1962; 
8:46ajn.l 


[  14  CFR  Part  602  1 

(Airspace  Docket  No.  61-WA-160] 

JET  ROUTE  AND  JET  ADVISORY 
AREA 

Proposed  Alteration 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (14  cm 
409.13).  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  (FAA)  is  con- 
sidering amendments  to  SS  602.100  and 
602.200  of  the  regulations  of  the  Admin- 
istrator, the  substance  of  which  is  stated 
below. 

Jet  Route  No.  4  presently  extends  in 
part  from  Dallas.  Texas,  to  Florence, 
S.C.  The  Federal  Aviation  Agency  has 
under  consideration  the  extension  of 
J-4  from  Florence  to  Wilmington.  N.C., 
which  will  provide  an  alternate  routing 
for  jet  aircraft  operating  between  south- 
em  terminals  and  the  New  York  Metro- 
politan area. 

A  radar  Jet  advisory  area  presently 
exists  on  J-4  from  Los  Angeles.  Calif., 
to  Dallas.  The  FAA  has  under  consid- 
eration the  extension  of  this  radar  Jet 
advisory  area  from  filght  level  240  to 
filght  level  390  lncl\isive.  within  16  miles 
either  side  of  the  segment  of  J-4  from 
Dallas  to  Wilmington. 

The  designation  of  this  proposed  en 
route  radar  Jet  advisory  area  would  pro- 
vide defined  areas  wherein  Jet  advisory 
service  would  be  provided  to  civil  turbo- 
jet aircraft  while  operating  on  J-4  be- 
tween Dallas  and  Wilmington. 


PROPOSED  RUiE  MAKING 


754 


PROPOSED   RULE   MAKING 

IniercAied  pcnonA  mAy  submit  such 
written  data,  riews  or  arguments  as  they 
may  dcatare.  CommunicaUons  sbould  be 
sutMniUcd  In  trlpUcaCe  lo  the  Chief.  Air- 
space UtiUiatlon  IMviilon.  Federal  Avia- 
Uac  Agency.  Washington  25.  DC.  AU 
communications  received  within  forty - 
five  days  after  publication  of  this  notice 
in  the  Feocsal  Rsgistu  will  be  consid- 
ered before  action  is  taken  on  the  pro- 
posed ameiulment.  No  public  hearing  is 
contemplated  at  this  time,  but  arrange- 
ments for  informal  conferences  with 
Federal  Aviation  Agency  officials  may  be 
made  by  contacting  the  Chief.  Airspace 
Utilization  Division.  Any  data,  views  or 
arguments  presented  during  such  con- 
ferences must  also  be  submitted  in  writ- 
ing in  accordance  with  this  notice  in 
order  to  become  pait  of  the  record  for 
consideration.  The  proposal  contained 
in  this  notice  ma>-  be  changed  in  the  light 
of  comments  received. 

The  official  Docket  will  be  available  for 
examination  by  Interested  persons  at  the 
Docket  Section.  Federal  Aviation  Agency. 
Room  C-226.  1711  New  York  Avenue 
NW..   Washington  25.   DC. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  SUL  749;  49  U  S.C.  1348). 

Issued  in  Washington,  DC  ,  on  Jan- 
uary 19,  1962. 

Chaeles  W.  Carmody. 
Chief.  AirsjHice  Utilization  Division. 

[F.R.    Doc      62-803;     Piled,    Jan      24.     1962, 
8  46  ajn  I 


DEPARTMENT  OF  THE  INTEMOR 

Bureau  of  Land  Management 

t  Group  No.  407  J 

CALIFORNIA 

Notice  of  Filing  of  Plats  of  Svrvey 

Jakuakt  18.  1962. 

1.  Plats  of  survey  of  the  lands  de- 
.scribed  below  will  be  ofUcially  filed  in  the 
Land  Office.  Riverside.  California,  effec- 
tive at  10:00  ajn..  January  25.  1962. 

San  Bexnardino  MotiDiAif ,  Calvobnia 

T   1  N  ,R   20  E.. 
S«C.  16:  AU: 
Sec.  36:  All. 

The  area  described  aggregates  1,280.00 
acres. 

T  1  N.,  R.21  E.. 
Sec.  15:  AU: 
Sec.  16:  All; 
Sec  ta:  All: 
sec.  27:  All: 
Sec.  34:  N'/,,SW',4. 

The  area  described  aggregates  3,040.00 

acres. 

T    1  N    R   OA  w  * 

Sec    16;  Lous,  «.  7.8.  NWVi.NW«/4SW »/4. 

The  area  descritied  aggregates  316.32 

acres. 

T  2  N.,  R.  20  E., 
Sec   16;  All; 
Sec.  36:  All. 

The  area  described  aggregates  1,2M.00 

acres. 

T  2  N.,  R.  21  B., 
Sec.  16:  All; 
Sec.  22:  All. 

The  area  described  aggregates  1,280.00 

acres. 

X   2  N    R   23  B 
Sec.   16:   Lou  1,  2,  3.  4.  NE'4,  NWV*.  NVi 

SW>4.N^SE^: 
Sec.    17:     LoU    1    to    9    Incl.,    SS>4NXV4. 
E'ioE«4. 

The  area  descril>ed  aggregates  1,129.10 
acres. 

T  2  N..  R.25E., 
Sec.  16:  All: 
Sec  36:  Lot  3. 

The  area  described  aggregates  677.83 

acres. 

T  3  N.,R.  19E., 
Sec  36:  All. 

The  area  described  aggregates  640.00 

acres. 

T  3  N  .R   20E., 
Sec.  16:  All; 
Sec  36:  All. 

The  area  described  aggregates  1.280.00 

acres. 

T  3  N..R.  21  K.. 
Sec.  16:  All; 
Sec.  36:  All. 

The  area  described  aggregates  1.280.00 

acres. 


Notices 


T.  3  N.,  R.  23  ■.. 
Sw.  1«:  AH: 
EtacM:  All. 

The  area  described  aggregates  1,280.00 
acres. 

T.  3  N.,  R.  24  E., 
Sec.l6:All; 
Sec.  36:  All. 

The  area  described  aggregates  1.280.00 
acres. 

T.  4  N..  B.  19  «.. 
Sec.  36:  All. 

The  area  described  aggregates  640.00 
acres. 

T.  4  N.,  R.  96  B., 
Sec.  16:  All: 
Sec,  36:  Ah. 

The  area  described  aggregates  1,280.00 
acres. 

T,  4  N.,  R.  21  K., 
Sec.  U:  Ijete  1  to  IS  lael.; 
Sec.    16:    LoU    1   to   12   incl..   W'iNW'/*, 

w'^swy*. 

The  area  described  aggregates  1,117.78 
acres. 

T  5  IT    R.  IB  tt 

Sec.  36:  Lots  1  to  8  Incl.,  NEV4,  E'/aNW";, 
BH8W%.8B%. 

Tbe  area  described  aggregates  734.76 
acres. 

T  5  H    R  90  K 
Sec.  16:  Lotil  1  to  4  incl..  WVjNB*/,,  NWV4. 

Sec  16:  AU; 

See.  22:  Lota  1  to  4  incl..  W1/3NE1/4,  NWV4. 

SW%.W%SB%: 
Sec.  17:  Lots  1  to  4  Incl.,  WyjNEV4:  NWV4. 

8W^4.WHSB%: 
Sm.  S«:  IMU  1  and  2,  NB^.  NWVt,  SW14, 

WHSB?4. 

T%e  area  described  aggregates  3,177.84 
acres. 

2.  Except  for  and  subject  to  valid  ex- 
isting rights,  it  is  presumed  that  title  to 
an  of  the  sec  16  and  sec.  36  lands  above 
described  passed  to  the  State  of  Cali- 
fornia upon  acceptance  of  the  above 
mentioned  plats  of  survey. 

3.  Land  nae  characteristics: 

Sam  Baaummmo  Mmiimaw.  Cajlitoiinia 


The  lands  in  T.  1  N..  R.  21  E..  are  located 
oa  tiM  suutbeMtmi.  slope  of  the  Turtle 
Mountains.  Tht  top>ography  is  rough  and 
eroded:  vsgetsttea  Is  sparse,  oooBlstlng  of 
creosote  bxish  and  annual  grasses.  The  lands 
have  no  known  use. 

Tke  laad  la  T.  a  N..  B.  21  K..  is  located  on 
the  northeastern  slope  of  the  Turtle  Moun- 
tains. T^tpegraphy  Is  rough  and  eroded; 
Tscetation  Is  apmia*,  consisting  of  creosote 
bush  and  snTniTi^  grasses.  Tbe  land  has  no 
Icnown  iiss. 

Hie  land  in  T.  2  N.,  R.  23  E.,  is  located  on 
the  southern  edge  of  the  Whipple  Monn tains 
It  Is  loagli  and  broken:  vegetation  Is  spane, 
consisting  of  yucca  and  annual  grasses.  The 
land  has  no  known  use. 

The  land  in  T.  4  N..  R.  21  K..  U  on  tbe 
northern  slope  of  the  Turtle  Mountains.  The 
land  Is  fairly  Icfvel,  with  an  average  elevation 
of  1600  feet.  Vegetation  consists  of  creosote 
biish.  yucca,  and  axuraal  grasses.  The  land 
has  no  known  an. 


4.  The  public  lands  affected  by  this 
order  are  hereby  restored  to  the  opera- 
tion of  the  public  land  laws,  snbjeet  to 
any  valid  existing  rights,  the  provisions 
of  existing  withdrawals,  and  the  require- 
ments of  applicable  laws,  rules,  and  reg- 
ulations. 

5.  Persons  claiming  preference  rights 
based  upon  valid  settlement,  statutory 
preference,  or  equitable  claims  jmist  en- 
close pn^jerly  corroborated  statements 
in  support  of  their  applicatiMi.  setting 
forth  all  facts  relevant  to  their  claims. 

6.  Inquiries  concerning  these  lands 
should  be  addressed  to  the  Manager. 
Land  OfBce.  Bureau  of  Land  Manage- 
ment, 1414  8th  Street,  Riverdde,  Cali- 
fomfa. 

Olivek  W,  J0HK90N.  Jr., 

Acting  Manager, 
River  ^de  Lani  OfLce. 

[F.R.    Doc.    62-828;     Filed,    Jan.    24,    1»62: 

8:4a  ajn.] 


CALIFORNIA 

Notice  of  Amendment  onA  INiffial 
Termination  <»f  Proposed  With- 
drawal ond  ResofTofioii  of  Lands 

Jakttakt  17. 1962. 

Notice  of  an  application  Serial  Mo. 
Sacramento  OSOOSO.  for  withdrawal  and 
reservation  d  lands,  was  piibMshed  as 
FKauuL  RsGiflina  Docimient  No.  €0-10003 
on  pages  10333  and  10324  of  tbe  iSBiie  for 
October  27.  1960.  The  deacnptiaa  of 
certain  lands  involved  in  the  propoMd 
withdrawal  application  is  hereby 
amended  to  conform  to  the  official  survey 
plats  to  read  as  foUows: 

MOinrrDiABi.0  Meszsiait 
PLUMAS  ir  jrrmrsi.  pobsct 

Roadside  Zone  Along  the  U.S.  Highway  No. 
46-A 

A  strip  of  land  200  feet  on  each  side  of  the 
center  line  at  the  D.S.  Highway  No.  40-A 
through  the  foUowIng  legal  subdlvlslasis: 

T.23H.,R.  5E., 

Sec.  28:  Lots  2,  3,  and  4,  SE14SWV4. 
T.  25N.,  R.  8B.. 

Sec.    18:    Lots    2,    3,    and    6.    SW14NBV4. 
SW>4SS^. 
T.  24  N.,  R.  10  B.. 

Sec.  22 :  Lots  2,  3,  4,  and  5. 
T.  23  N..  R.  11  B.. 

Sec.  10:  liOtB  S.  6,  and  7. 

The  apidicant  agency  has  added  the 

following  lands  to  the  application: 

Mouht  Diablo  Moudxan 

plumas  national  pobssr 

Roadside  Zone  Along  the  Gold  Lake  County 
Jtood 

A  strip  of  land  200  feet  wide  on  each  side 
of  the  center  line  at  ths  Gold  Lake  Oouaty^ 
Road  through  the  following  legal  subdivi- 
sions: 

T.  21N..  R.  12  E., 

See.  S:  LoU  1  aad  3.  SCViNB)4,  B^^SS^. 
T.  22  N..  R.  12  E.. 

Sec.  22:  SBViSW>4. 

755 


Tl.IJS^Dy/y 


I^wtwnwtl     9?       70/19 


FFnPPAl     »rAKTFP 


757 


756 

HoadsUU  Zone  Along  the  VS.  Highuay  No. 
40-A 

A  Strip  of  land  aOO  feet  wide  on  each  side 
of  tbe  center  line  of  the  US.  Highway  No. 
40-A  through  the  following  legal  subdlvl- 
■tons: 

T.  33  N.,  R.  13  S.. 

Sec.  4:  B^SK'^SWV^; 

Sm.    14:    SW'.4N«>4.    NW^SB'4,    N'.NEU 

T.33N..R.  13  E. 

Sec.  18:  N^N«'.4NW'4- 
T.  38N..  R.  11  E. 

Sec.  8:  BV^NB><*NS>4: 

Sec.  9:  W«4NW«4NW>4.  SE'4NW'4. 
T.  33  N..  R.  13  B.. 

Sec.  10:  Lotl.N>4  Lot  3.  SE<4NW>4; 

Sec.  39:  W'/iSWV;SW'4: 

Sec.  30:  NE>4NW>/4.  K>aSB>4SS<4: 

Sec.  33:  SWV«NW;4. 
T.  34N..  R.  11  B.. 

Sec.  30:  Lot  37. 

The  above-described  land  added  to 
the  apllcatlon  aggregates  approximately 
684.16  acres  of  public  land. 

The  applicant  agency  has  cancelled  its 
application  insofar  as  it  involved  the  land 
described  below.  Therefore,  pursuant  to 
the  regulations  contained  in  43  CFR, 
Part  295,  such  lands  will  be  at  10:00  a.m. 
on  February  19,  1962,  relieved  of  the 
segregative  effect  of  the  above-mentioned 
application. 

The  lands  terminated  are: 

Mount  Diablo  Meudun 
plumas  national  forest 

Rotulside    Zone   Along    the   California    State 
Highway  No.  89 

A  strip  of  land  300  feet  on  each  side  of 
the  center  line  of  Highway  No.  89  through 
the  following  legal  subdivisions: 

T.  36  N..  R.  9  B.. 

Sec.  9:  Patented  W'/jNE '4 NE' 4 NE'4,  NW'4 
N«>4NBVi.      N4SW<4NB'4NE'4.      NW'4 
8Wi4NE',i. 
T.  31  N..R.  13  B. 
a9C.  4:    Patented   E4NW',^3W>4.  E'^Wj 
NW>48Wi4,     N'/iNEV48W'4SW'4.     SE'4 
NEy4  8WV4SW'/4. 
Sec.  5:  Patented  NW>/4NE<43E>4: 
Sec.  16:  Patented  NWliNW'/;. 

Koadride  Zone  Along  the  US.  Highuay  No. 
40-A 

A  strip  of  land  300  feet  on  each  side  of  the 
center  line  of  the  U.S.  Highway  No.  40-A 
through  the  following  legal  subdivisions: 

T.  33  N.R.  5E.. 

Sec.  14:  Patented  N'aN'jNi ^SW*. 
T.  38  N.R.  8  E.. 

Sec.  14 :  Patented  S  >4  SW  >.«  SW  >/4 ; 

Sec.  15:  Patented  S'^SE'iSE'i: 

Sec.  17:  Patented  S'/aSVaN^'iSW'*: 

Sec.  18:  That  portion  of  patented  Mineral 

Lot    43    and    that    portion    of    patented 

Mineral  Survey  6331  extending  into  Lot 

6: 
Sec    21:    Patented  SViSE^NE'i,   Nt.^SW'i 

NW>4,     N><,SW"48B'iNW%.     NW'iSE'4 

SBV4NWV4. 
T  24N,  R.  9E.. 

Sec.  2:  Patented  NW'4SE'4NE'.4NE'4.  S'2 

SE14NEV4NEV4,   W'iNE'4SE'4NE>4.    E'i 

B''iSBy4NEV4.  NW'4SE>48E'4NE'4: 
Sec.  24:  Patented  NVjN'a. 
T.  35  N,  IV9  K.. 

Sec.    8:     Patented    8W'4SE>4.    NW^SEli 

8B>/4.Si2SE<;SEi4; 
Sec.  9:  Patented  W  2  SW  4  SE'-4.  NE^SW^ 

SEVi; 


NOTICES 

Sec.  16:  Patented  N'^N',; 

Sec.  33:  Patented  SB V«NWi4,  E'jSWV4; 

Sec.   37:    Patented   NB>4.   NE^4NE'4NW'4. 
SWVkNB^NWVi,  N48W'4NE'4SE'4, 

W«48«>48E!4.  W^B«^8E>4  8E'.4; 

Sec.  35:   Patented  SE<iNE>4SW'4. 
T.  24  N,  R.  10  E. 

Sec.    23:     Patented    NE'4SW'4NW'4SW'4, 
NW'.4SB'4NW'.4SW'4.  Si,SE'4NW'4 

Sec.    26:     Patented    8W'4NW'4NE'4,    N'^t 
8W>.4NE'4.     NW'4SE'4NE'4.     3E'4NE'4 
NW>.4. 
T.  33  N  .  RUE. 

Sec  8 :  Patented  NE '  4  NW  '4 
T  24  N  .  R   11  E  . 

Sec.  31:  Patented  Lots  1.  3.  6  7  and  8 
T  22N    R    12  E  . 

See  4:  Patented  Wi2SB'43Wi4  ; 
Sec   14:  Patented  N>jNE'4.  S'^SV;'^    SE'4 
NW'4. 

Walter  E.  Beck, 
Manager.  Land  Office. 

Sacramento. 

[FR      Doc      62-827;     Filed.     Jnn      24      1962: 
8  49  am  I 


T  6  S  .R  24E. 

Sec .  2 :  N ',^8W  '4 ,  SW ' 4 8W '4 ; 

Sec   3:  SW^SE'^: 

Sec  9:  B>,^8EV4: 

Sec   10:  N'^NE'-i,SE'4NW'4: 

Sec.  16:  E'iNE>4.NEi/48E'4.  W'jSE'4: 

Sec.  20:  SBVi: 

Sec    31:    W'jNE'4.   8B'4NW'4.   NE';SW'4. 

S'iSW'4; 
Sec  38:  W'jNW'4; 

Sec    29:    N'.,NE'4,   E'^NW',;,   N',^8W'4: 
Sec   30:  Lots  1,  2.  and  3,  S'aNBi4,  E'jSW'4. 

NE'4SE'4: 
Sec  31:  E'jNW'4.  E'2SW'4.SW'4SE'4. 
T  78  .  R    24  E  . 

Sec  5    SWUSW'4: 


CALIFORNIA 

Notice  of  Proposed  Withdrawal  and 
Reservation  of  Lands 

January  16,  1962. 

The  United  States  Department  of 
Agriculture  has  filed  an  application. 
Serial  Number  Sacramento  050138  for  the 
withdrawal  of  the  lands  described  below, 
from  prospecting  location,  entry,  and 
purchase  under  the  mining  law.s,  .subject 
to  existing  valid  claims. 

The  applicant  desires  the  land  to  pro- 
tect roadside  zones. 

For  a  period  of  30  days  from  the  date 
of  publication  of  this  notice,  all  persons 
who  wish  to  submit  comments,  sugges- 
tions, or  objections  in  connection  with 
the  proposed  withdrawal  may  present 
their  views  in  writing  to  the  undersigned 
officer  of  the  Bureau  of  Land  Manage- 
ment. Department  of  the  Interior.  Room 
4201.  U.S.  Court  House  and  Federal 
Building.  650  Capitol  Avenue,  Sacra- 
mento 14.  California. 

If  circumstances  warrant  it.  a  public 
hearing  will  be  held  at  a  convenient  time 
and  place,  which  will  be  announced. 

The  determination  of  the  Secretary  on 
the  application  will  be  published  in  the 
Federal  Register.  A  separate  notice 
will  be  sent  to  each  interested  party  of 
record. 

The  lands  involved  in  the  application 

are: 

Mount  Diablo  Moiisian 

siouu  national  rokest 

Road-tide  Zone  along  the  MammoOi  Road 

(Forest  Development  Road  No  0400) 

A  strip  Of  land  200  (e«t  wide  on  each  side 

of    the   center   line    of   the   Manunoth   Road 
through  the  following   subdivisions: 

T.  8  8  ,R  23E, 

Sec.    25;    NE''4NE'4.    S'jNE'4.    3Ei4NW'4. 
N'^8W'4,  8W''4SW'4: 

Sec.  26:  8E'/48E'4: 

Sec  33:  N^8E'48E'4: 

Sec.  36:  NE'/4NEV4.  S'^NE'*. 
T.  9  8..  R.  33  E.. 

Sec.  3:  Lot  3,  8',jNW',4: 

Sec.  3:  SW!4NB>^.  NE>4Sa>4. 


Sec  5    SWl43W'4: 
Sec  6    Lots  1  and  2.  S'^NE'4,Ei. 
Sec  8    SB'4NE'4.  N'3NW'4,  W'j 
Sec.    16:    3W'4NW'4,    N'2SW'4. 

8B>4SE>4: 
Sec.  17:  W^tNE'4 
Sec 


W'2SE'4; 


Sec.  17:  W',tNE'4.  SE'4NE'4: 
Sec     21:    E'tNW'.4,    NE'48W'4, 

W'aSE'/4,SE<.4SE'4: 
Sec    28:   N'tNE'4,  NE^NW^.  S 

N'jSW'4.   SE'48W'4; 
Sec    33:    NE'4NW'4,   8', NW'4, 


S'iSW'4 
SW'4NW'4 


'4NW'4 


Sec. 

Sec.  .. 

Sec.  19:  B'iaB.'4; 

Sec  20:  8W'.4NE'4,  ai!:'4NW'4.N'3t)'2: 

Sec.    21:    S«'jNB'4,    NE'iNW'i,    N'jSW'^ 

NW'4SE'4; 
Sec.  30:   Lot  1.  NW'4NE»4,  NE'4NW'4. 

Mot^NT  DL\BL0  MEJtnilAN 
SIEIULA  NATIONAL  rOREST 

Roads irf»'    Zone    along    the    Forest    Highuay 
No.  74 

A  strip  of  land  200  feet  on  each  side  of  the 
center  line  of  the  Forest  Highway  No.  74 
through    the    following    legal    subdivisions: 

T  78  .R.  22  E. 

Sec.  5:  Lots  7.  10,  and  16.  8W'4NE'4,  W'^ 
8E'4: 

Sec   35:  W'^NE'4. 
T  88  ,R.  32E. 

Sec.  2:  SW'4NE'4. 
T  9  8  ,  R.  23  E  , 

Sec.  12:  SE>4SE'4: 

Sec  24:  SE'4NE'4,  W'2SE'4. 
T  9  S  .  R  23  E., 

Sec  6:  LoU3,  4,  and  5.  8E'4NW'4: 

Sec  7;  Lots: 

Sec    18:  Lots  3.  6.  7: 

Sec   19:  Lot2.SE'4NW».4: 

Sec   30:  Lot*  1  and  2,  E'jNWi4.  NE'4SWi4. 
NW'4SE'4. 

Mount  Diablo  Mexioian 

SIKUA  national  roKBBT 

Roadside  zone  along  ttie  Yosemite  Highuay. 
California  State  Highway  No.  41 

A  strip  of  land  200  feet  on  each  side  of  the 
center  line  of  the  Yosemite  Highway  through 
the  following  legal  subdlvlstuns: 


T  5  8  ,  R   21  E. 

Sec  24:  Lots  4  and  5.  NW'4SW'4; 

Sec.  26:  S'jNW'*.  EliSW'.4; 

Sec  35    Lot  1.  NW'4SEi4NW '4  ,  E 
T  68  .  R  21  E  . 


4SEi4NW'4.  E'j 

8  .  R   21  E  . 
Sec    2:    SW'4NW'4.   N'jSW'4 

W'^SE'4: 
Sec  3:  SE'.  V*'-- 
Sec.    11: 


SW'4 


SE'4SW'^ 


W'^SE'4: 
ec  3:  SE',4NE'4: 
ec.    11:    S'jNE'4.    NWi4NE'4.    NE'48E'4. 

E'jSW'4SE'48E'4,    E'28E'48E';4,    NW'4 

SB',4  8E',4: 

ec.  12:  NW'48W'^.aE'^8W«4.SW!4SWV4; 
ec.  13:  Lote3.4,  5.  and  6,  N>4SW>4: 
W'jNW'4,NW,4SW',4. 


Sec 

Sec.  .» 
Sec. 34 


Thursday,  January  25,  1962 

The  areas  described  above  aggregftte 
approximately  8,252  acres  of  puUie  land. 

Walth  K  BacK, 
Mmnager.  Land  Ofice, 
SttcrametUa. 

[FR.    Doc.    63-83B:     Filed.    Jan.    M,    lBe2; 
8:4f9ajn.| 


(Classification  No.  96] 
NEVADA 

Small   Tract   Classification; 
Amendment 

1.  Effective  January  17,  1962,  Federal 
Register  Document  53-8583  appearing 
on  pages  6413-14  of  the  issue  for  Octo- 
ber 8,  1953,  is  revoked  as  to  the  follow- 
ing described  public  land: 

Mouirr  Diablo  Mnuouir 

T.  20  S..  R.  80  E..  I 

Sec.  10.  NEV4SEViNEV4SWVi. 

The  area  described  aggregfttes  2^ 
acres. 

2.  The  land  included  in  this  amend- 
ment is  located  in  the  Las  Vegas  Valley 
within  14  miles  of  Las  Vegas.  Nevada,  at 
an  elevation  of  t^iproxlmately  2.400  feet 
above  sea  level  The  climate  is  dry- 
The  area  receives  from  5  to  7  inches  of 
rainfall  annually.  The  topography  of 
the  parcel  is  nearly  level,  the  soils  vary- 
ing from  sands  to  gravel,  to  caliche. 

3.  The  subject  land  affected  by  this 
order  is  hereby  restored  as  of  10:00  a.m. 
on  February  22,  lfl62.  to  the  operation  of 
the  public  land  laws,  subject  to  any  valid 
existing  rights,  with  provisions  of  exist- 
ing withdrawals,  and  the  reqnlniiiaits 
of  applicable  law,  rules,  and  regulations. 

Daniu  P.  Bakes, 
Chief,  Division  of  Lands 
and  Minerals  Management. 

January  17. 1962. 

|F.R.    Doc.    62^29:     Filed.    Jan.    24,     1963; 
8:49  EJn.] 


FEDERAL  REGISTER 

of  sny  instnoMni  of  transfer  and  take 
other  MMonB  neoesmry.  Including  the 
iswmnee  of  necenuT  documents,  pur- 
sTMOrt  to  Sie  iiwvlrtjii  of  section  2«3(k) 
(2)  off  the  VMerml  Property  and  Admin- 
i8trmliv«  Senrieea  Act  of  1949  (40  UJS.C, 
Supp.  V,  see.  484(k)  C2) )  with  respect 
to  iittnieity  trwMferred  pursuant  to  the 
Svzptas  Property  Act  ori944.  as  amended 
and  extended  (M  VSJC..  1946  ed.,  Supp. 
V.  sec  lC23(b) )  to  States,  political  sub- 
dlTisiora  and  taistnmientalities  thereof, 
and  ■mntdpelttiea,  for  ose  as  a  pabUc 
parte,  piibttc  recreational  area,  or  histtxic 
nunnmast  for  the  ben^t  of  the  public. 

(Sec.    13,    Secretary's    Order    No.    2640,    as 
amended.  March  30.  1954,  19  F.R.  1937) 

GONKAD   L.   WlKTH, 

Director,  National  Park  Service. 

[PJt.    Doc.    Ca-85S;    PUed.    Jan.    24,    1962; 
8:54  ajn.] 


Notfonol  PoHt  Sorvice 

(Order  No.  18.  Amdt.  2] 

ASSISTANT  DIRECTOR,  RESOURCE 
PLANNING  CHIEF,  DIVISION  OF 
COOf  ERATIVE  SERVICES 

Delegation  of  Autkority  witb  Respect 
to  Functions  Relating  to  Surplws 
Land 

Order  No.  16.  Amendment  1.  dated 
March  14,  1957  (22  FJR.  1845)  amended 
to  read  as  follows: 

f a^  The  Chief.  Division  of  Cooperative 
Services,  is  authorized  to  detttmlne,  in 
accordance  with  subsection  (h)  of  sec- 
tion 13  of  the  SurphB  Property  Act  of 
1944,  as  amended  by  the  Act  of  June  19. 
1948  (82  Stat.  SSO;  St  UJS.C.  App^  1963 
ed..  section  1822  (h)).  wbettafer  siupiu* 
land  is  suitable  axKi  desirable  for  use  as 
a  public  park,  public  recreational  area. 
or  historic  monument,  for  the  benefit  of 
the  public,  and  to  Inform  disposal 
agencies  of  such  determination. 

(b)  The  Assistant  Director,  Resource 
Planning,  is  authorized  to  determine  and 
enforce  compliance  with  the  provisions 

No.  17 5 


[Order  No.  3,  Amendment  No.  9] 

SUPERVISORY  ARCHEOLOGIST 

D«le9flli«n    of   Authority    Regarding 
Apjpofailments  to   Ungraded   Pesi- 

Sections  No.  7.  8,  and  9  are  hereby  re- 
numbered 8,  9.  and  10  respectively. 

A  new  seidtion,  numbered  7,  and  read- 
ing as  follows  is  added: 

Sec.  7.  Supervtsory  Archeologist.  The 
Supervisory  Archeologist  of  the  Arche- 
ologlcal  Resevch  Unit  is  authorized  to 
make  i4)pointments  and  status  changes 
involvlns  pereonnel  in  ungraded  posi- 
tions. This  authority  may  be  exercised 
on  any  archeolocieal  project  in  Region 
One  under  the  direct  supervision  of  the 
Supervisory  Archeologist,  Archeological 
Research  Unit. 

(NattOMl  PKk  SVTlo*  Order  No.  14  (19  TR. 
8834);  39  Stat.  585;  16  n.S.C.,  WSB,  sec.  2. 
Region  One  Order  Ha  8  (21  FJEL  1493) 

Elbbt  Cox, 
Regional  Director. 

OcToan  4,  1981. 

[FJl.    Doc.   63-888;    Filed.    Jan.    24,    1962; 
8:M  am.] 


DEPAmKNT  OF  CWMOtCE 

Bureau  of  International  Programs 

(FIto   88-3] 

HYDROCARBON  RESEARCH,  INC. 

EKienslow  of  Temporanr  Ordw  Deny- 
ing Ccfffoin  ExiKwt  Privileges 

A  Tempormry  Order  was  issued  in  this 
mmnf  on  T>fi>f— *»— •  7,  1981,  extending 
for  46  days  the  provisions  of  a  Tempo- 
rmry Order  off  Jnae  IS,  1961.  These  tem- 
porary oxders  have  been  issued  in  cod- 
neetian  with  an  investigation  instituted 
kr  the  Tnfeetlfationn  Staff.  Bureau  of 
International  PrograsM,  into  the  poesible 
mMithorlBd  we  hf  reveDdsni  Hydro- 
CH%QB  Meaaarch,  Inc..  115  Brondwmy. 
New  York.  New  York,  and  two  affiliated 
companies,  ot  unpublished  technical 
data  of  United  States  origin  in  the  de- 
sign, ooQstrucUon  and  operation  of  an 
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oil  refining  and  petrochemical  plant  in 
a  Sovlft  Moc  ouuuti'y. 

The  InvestisiBtians  Staff.  Bureau  of 
International  Programs,  has  applied  un- 
der §  382.11(b)  of  the  Export  Regula- 
tions for  a  further  extension  of  the  pro- 
visions of  the  Temporary  Order  of  Jrnie 
15,  1961,  as  extended,  to  be  effective  un- 
til the  final  disposition  of  any  adminis- 
trative compUsmce  proceedings  in  the 
Bureau  of  International  Programs  in- 
v<riving  these  respondents. 

This  matter  has  been  fully  considered 
by  the  Compliance  Commissioner,  who. 
bang  fully  advised  thereof,  has  rQMrted 
his  recommeiidati(M3s  to  me  that  the 
present  temporary  ordo*  should  be  ex- 
tended until  the  final  digtoritJon  of  any 
administrative  compliance  proceedings 
involving  these  reqpoodents.  staice  sneh 
will  be  in  the  public  interest  and  neces- 
sary for  effective  enforcement  of  the  law. 
I  do  so  find.  It  is.  therefore,  ordered  as 
fcrilows: 

(1)  Hydrocarbon  Research.  Inc.,  its 
officers,  directors,  agents  and  onptoyees, 
as  well  as  Hydrocarbon  Mineraloel. 
G.m.b.H.,  Duesseldorf,  Oermany.  and 
Hydrocarb(m  Engineering,  Sjuri.,  Paris. 
France.  Uieir  officers,  directors,  agents 
and  employees,  as  well  as  any  other  per- 
s(»i.  firm,  corporation  or  business  or- 
ganization with  which  respondent  may 
be  now  or  hereafter  related  by  owner- 
ship, afiBliatkm  or  control,  whether  lo- 
cated in  the  United  States  or  abroad, 
shall  sulHnit  to  the  Bvreaa  of  Interna- 
tional Programs  f  uU  and  complete  docu- 
mentation of  the  transaction  and  obtain 
the  Bureau's  sp>ecific  written  authoriza- 
tion therefor,  prior  to  engaging  in  any 
manner,  form  or  capacity  in  any  trans- 
actkm  which  may  involve,  directly  or 
indirectly,  tbe  exportation  tram  the 
United  States,  or  the  reexportation  f  r«n 
another  destination  foDowing  exporta- 
tion from  the  United  States,  to  the  Sino- 
Soviet  bloc  (including  Poland)  or  Cuba 
of  any  commodity  or  of  any  published 
or  unpublished  technical  data  of  UJB. 
origin  or  product  thereof,  as  d^ned  in 
the  Export  Begulationa 

(2)  No  person,  flm.  corporation  or 
other  busineas  organization,  within  the 
United  States  or  elsewhere,  without  prior 
disclosure  of  the  facts  to,  and  q;>eciflc 
written  authorization  from,  the  Bureau 
of  Tnti*mftt^^^°l  Programs,  shall  know- 
ingly, directly  or  indirectly,  in  any  man- 
ner, form  or  capacity,  participate  in  any 
transaction  within  the  scofte  of  para- 
graph (1)  of  this  Order  in  which  the 
res3XMident,  its  related  persons  or  firms 
are  involved. 

(3)  This  order  shall  take  effect  forth- 
with and  shall  ronatn  tai  effect  Tm.tQ  the 
completion  of  any  admlnistrattre  com- 
pliance prooee<nngs  that  may  be  Initiated 
by  the  Investigations  Staff,  unless  sooner 
vacated  or  extended. 

(4)  A  certified  copy  of  this  Order  stanU 
be  saved  upon  the  respondent  and  the 
named  related  firms. 

Dated:  January  19, 1962. 

Foaaaai  D.  Hop—mnra. 

Acting  Director, 
Office  of  Exvort  Control 

[FJl.    Doc.    62-824;    Filed.    Jan.    24.    1982; 
8:49   a.m.] 
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FEDERAL  COMMUNICATIONS 
COMMISSION 

I  Docket  No.  14043:  FCC  62U-971 

MELODY  MUSIC,  INC.  (WGMA) 
Ord«r, Continuing   Hearing 

In  re  application  of  Melody  Music. 
Inc.  (WOMA).  Hollywood.  Fla..  Docket 
No.  14043.  Pile  No.  BR-2855;  for  renewal 
of  license  of  Station  WGMA,  Hollywood. 
Fla. 

The  Hearing  Examiner  having  under 
consideration  the  request  contained  in 
a  letter  from  counsel  for  Melody  Music, 
Inc..  dated  January  16.  1962.  for  con- 
tinuance of  the  hearing  in  the  above - 
entitled  matter  now  scheduled  for  Jan- 
uary 22.  1962.  to  March  5.  1962;  and 

It  appearing  that  counsel  for  the 
Broadcast  Bureau  has  informally  agreed 
to  a  waiver  of  the  four-day  requirement 
of  9  1.43  of  the  Commission's  rules  and 
consented  to  a  grant  of  the  instant  re- 
quest for  continuance;  and  good  cause 
exists  for  the  grant  thereof; 

It  is  ordered.  This  17th  day  of  Jan- 
uary 1962,  that  the  hearing  in  the  above- 
mtltled  proceeding  be  and  it  is  hereby 
continued  to  March  5, 1962.  at  10:00  a.m. 

Released:  January  19, 1962. 

PiDiRAL  Communications 
Commission, 
[seal!         Bin  P.  Waple. 

Acting  Secretary. 

IP.R.    Doc.     62-852:     Filed.    Jan.    24.     1962, 
8:53  ajn  I 


FEDERAL  MARITIME  COMMISSION 

ISTHMIAN  LINES,  INC.,  ET  AL. 

Notic*  of  Agreements   Filed   For 
Approval 

Notice  Is  hereby  given  that  the  follow- 
ing described  agreements  have  been  filed 
with  the  Commission  for  approval  pur- 
suant to  section  15  of  the  Shipping  Act, 
1916  (39  Stat.  733.  75  Stat.  763;  46  U.S.C. 
814): 

Agreement  8638-1.  between  Isthmian 
Lines,  Inc.,  and  Alcoa  Steamship  Com- 
pany, Inc.,  modifies  approved  Agreement 

8638.  which  covers  a  through  billing  ar- 
rangement of  the  parties  in  the  trade 
from  Federation  of  Malaya.  Singapore. 
Thailand,  Indonesia.  Philippines.  India, 
Pakistan,  and  Ceylon  to  Puerto  Rico, 
via  New  York  or  Baltimore ; 

Agreement  8639-1,  between  Isthmian 
Lines,  Inc..  and  Alcoa  Steamship  Com- 
pany, Inc.,  modifies  approved  Agreement 

8639,  which  covers  a  through  billing 
arrangement  of  the  parties  in  the  trade 
fr(xn  Federation  of  Malaya.  Singapore, 
Thailand.  Indonesia,  Philippines.  India. 
Pakistan,  and  Ceylon  to  the  Virgin  Is- 
lands, via  New  York  or  Baltimore; 

Agreement  8641-1,  between  Isthmian 
Lines.  Inc..  and  Alcoa  Steamship  Com- 


NOTICES 

pany.  Inc..  modifies  approved  Agree- 
ment 8641.  which  covers  a  through  bill- 
ing arrangement  of  the  parties  in  the 
trade  from  Federation  of  Malaya,  Singa- 
pore. Thailand.  Indonesia.  Philippines, 
India.  Pakistan,  and  Ceylon  to  Puerto 
Rico,  via  Mobile  or  New  Orleans:  and 

Agreement  8642-1.  between  Isthmian 
Lines,  Inc..  and  Waterman  Steamship 
Corporation  of  Puerto  Rico,  modifies  ap- 
proved Agreement  8642,  which  covers  a 
through  billing  arrangement  of  the  par- 
ties in  the  trade  from  Federation  of 
Malaya.  Singapore,  Thailand,  Indonesia. 
Philippines,  India,  Pakistan,  and  Ceylon 
to  Puerto  Rico,  via  Mobile  or  New 
Orleans. 

These  similar  modiflcation.s  provide 
for  the  inclusion  of  ports  in  the  Persian 
Gulf,  Red  Sea  and  Gulf  of  Aden,  Egypt, 
Cambodia,  and  Vietnam  as  ports  of 
origin  within  the  scope  of  the  respective 
agreements. 

Interested  parties  may  inspect  these 
agreements  and  obtain  copies  thereof 
at  the  Bureau  of  Foreign  Regulation. 
Federal  Maritime  Commission.  Wash- 
ington. D.C..  and  may  submit  within  20 
days  after  publication  of  this  notice  in 
the  Federal  Register,  written  statements 
with  reference  to  either  of  these  agree- 
ments and  their  position  as  to  approval, 
disapproval,  or  modification,  together 
with  request  for  hearing  should  such 
hearing  be  desired 

E>ated:  January  22.  1962. 

By  order  of  the  Federal  Maritime 
Commission. 

Thomas  Lisi, 
Secretary. 

[PR.     Doc.     62  857:     Filed,    Jan.    24,     1962; 
8  53  am  1 


Lake  St.  Croix  Beach,  and  distribution 
systems  In  all  five  of  the  communities 
named  above,  which  communities  have 
granted  franchises  for  the  proposed 
service.  The  estimated  total  Investment 
in  the  subject  facilities  at  the  end  of  the 
third  year  of  operation  is  $99,940.  which 
Applicant  proposes  to  finance  through  a 
temporary  bank  loan  and  the  subsequent 
issue  of  bonds  and  preferred  stock. 

The  estimated  natural  gas  require- 
ments of  the  communities  involved 
herein  are: 


FEDERAL  POWER  COMMISSION 

(Docket  No.  CP62-711 

CENTRAL  NATURAL  GAS  CO. 
Notice  of  Application 

January  19,  1962. 

Take  notice  that  on  Sept<»mber  20, 
1961.  as  supplemented  on  December  8. 
1961.  Central  Natural  Gas  Company 
(Applicant),  201  East  Main  Street.  Ver- 
million, South  Dakota,  filed  in  Docket 
No.  CP62-71  an  application  pursuant  to 
section  7(a)  of  the  Natural  Gas  Act  for 
an  order  of  the  Commission  directing 
Northern  Natural  Gas  Company  i  North- 
ern) to  establish  physical  connection  of 
its  facilities  with  those  which  Applicant 
proposes  to  construct  and  operate,  and 
to  sell  and  deliver  to  Applicant  natural 
gas  for  resale  and  distribution  in  the 
Villages  of  Afton.  Lakeland.  Lakeland 
Shores.  Lake  St.  Croix  Beach  and  St. 
Mary's  Point,  in  Washington  County, 
Minnesota,  all  as  more  fully  set  forth  in 
the  application,  as  supplemented,  which 
is  on  file  with  the  Commission  and  open 
to  public  inspection. 

Applicant  proposes  to  construct  regu- 
lator stations  at  Afton.   Lakeland   and 


1st  year 

2d  year 

M  year 

vtiiiiiai  '\ii'rt        ---- 

34.  am 

4.1.720 
3>CJ 

.M.frt) 

r.'.ik  .l;»y  ..Mcf( 

4»iO 

Northern  Natural  Gas  Company  filed 
its  answer  to  the  subject  application  on 
October  23.  1961,  sUting  that  it  does  not 
oppose  said  application  and  is  willing  to 
render  service  for  the  five  proposed 
communities. 

Protests,  requests  for  hearing  or  peti- 
tions to  intervene  in  this  proceeding  may 
be  filed  with  the  Federal  Power  Com- 
mission. Washington  25.  D.C..  in  accord- 
ance with  the  Commission's  rules  of 
practice  and  procedure  (18  CFR  1.8  or 
1.10 »  on  or  before  February  9.  1962. 

Joseph  H.  Gxttride, 
Secretary. 

1062; 


IPR      Doc 


62  817:     Filed. 
8:48    am 


Jan.    24, 


[Docket  No6.  CP62-106.  G-186151 

HOUSTON  TEXAS  GAS  AND  OIL 
CORP. 

Notice  of  Application  and  Date  of 
Hearing  and  Notice  of  Application 
for  Amendment 

January  19,  1962. 

Take  notice  that  on  October  23.  1961. 
Houston  Texas  Gas  and  Oil  Corporation 
(Applicant).  Post  Office  Box  10400.  St. 
Petersburg  33.  Florida,  filed  in  Docket 
No.  CP62-106  an  application  pursuant  to 
section  7(c)  of  the  Natural  Gas  Act  for 
a  certificate  of  public  convenience  and 
necessity  authorizing  the  construction 
and  op)eration  of  certain  facilities  to  en- 
able Applicant  to  provide  interruptible 
natural  gas  service  to  two  direct  indus- 
trial customers.  Swift  and  Company 
(Swift",  near  Agricola.  Florida,  and 
Armour  and  Company  ( Armour ) .  near 
the  City  of  Fort  Meade,  Florida,  all  as 
more  fully  set  forth  in  the  application 
on  file  with  the  Commission  and  open  to 
public  inspection. 

Applicant  has  entered  into  contracts 
with  Armour  and  Swift,  dated  September 
15.  1961.  and  April  21.  1961.  respecUvely, 
providing  for  the  direct  sale  of  maximum 
annual  estimated  natural  gas  volumes 
of  1.225.000  Mcf  per  year  to  Armour  and 
208.000  Mcf  per  year  to  Swift,  both  on 
an     Intermediate     intemiptible     baste. 


Thursday,  January  25»  1962 

Gas  will  be  sold  to  both  customers  at  a 
rate  of  35  cents  per  Mcf. 

Applicant  also  requests  that  the  Com- 
mission amend  its  order  Issued  August  9, 
1961.  in  Docket  No.  G-18615.  as  amended, 
wherein  Applicant  was  authorized. 
among  other  things,  to  construct  and 
operate  12.0  miles  of  2-inch  lateral 
transmission  pipeline  extending  from  its 
exi.sting  3-inch  line  at  Agricola,  Florida. 
to  Ft.  Meade  and  to  sell  and  deliver 
natural  gas  for  resale  in  and  around  Ft. 
Meade.  Applicant  requests  authorization 
to  construct  and  operate  8.78  miles  of 
2-  and  6-inch  pipeline  between  Ft.  Meade 
and  Agricola  in  lieu  of  the  12.0  miles  of 
2-inch  line  authorized  In  the  order  of 
August  9.  1961.  The  proposed  amend- 
ment requires  a  rel<x:ation  of  the  previ- 
ously authorized  lateral  in  order  to  en- 
able AppUcant  to  render  the  proposed 
service  to  the  two  industrial  custcHners 
in  Docket  No.  CP62-106. 

Armour  and  Swift  will  use  the  natural 
g&s  in  the  production  of  fertilizer  ma- 
terials. 

The  total  estimated  cost  of  the  pro- 
posed facilities  in  both  dockets  is  $220,- 
000  which  is  $37,200  greater  than  the 
estimated  cost  of  the  similar  facilities 
authorized  in  Docket  No.  G-18615.  The 
increased  cost  of  construction  will  be 
financed  from  a  contingency  fund. 

These  related  matters  should  be  dis- 
posed of  as  promptly  as  possible  under 
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the  applicable  rules  and  regulations  and 
to  that  end: 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  Jurladictton  conferred  upon  the 
Federal  Power  Commission  by  sections  7 
and  15  of  thev  Natural  Gras  Act.  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  on  Febru- 
ary 26,  1962,  at  9:30  a.m..  e.s.t..  in  a 
Hearing  Room  ot  the  Federal  Power 
Commission.  441  Q  Street  NW.,  Wash- 
ington, D.C.,  concerning  the  matters  in- 
volved in  and  the  Issues  presented  by 
the  amplication  in  Docket  No.  CP62-106: 
Provided,  however.  That  the  Commission 
may,  after  a  non-contested  hearing,  dis- 
pose of  the  proceedings  pursuant  to  the 
provisions  of  S  1.30(c)  (1)  or  (2)  of  the 
Commission's  rules  of  practice  and  pro- 
cedure. Under  the  procedure  herein 
provided  for,  unless  otherwise  advised, 
it  will  be  unnecessary  for  Applicant  to 
appear  or  be  r^reaented  at  the  hearing. 

Protests,  requests  for  hearing  or  peti- 
tions to  Intervene  in  either  Docket  Nos. 
CP62-106  or  Gh-1861S  may  be  filed  with 
the  Federal  Power  Commission.  Wash- 
ington 25,  D.C.,  in  accordance  with  the 
rules  of  practice  and  procedure  (18  CFR 
1.8  or  1.10)  on  or  before  February  12. 
1962.  Failure  of  any  party  to  appear  at 
and  participate  in  the  hearing  in  Docket 
No.  CP62-106  shall  be  construed  as  waiver 
of  and  concurrence  in  omission  herein  of 
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the  intermediate  decision  procedure  in 
cases  where  a  request  therefor  is  made. 

Joseph  H.  Ox7TRn>K, 
Secretary. 

Doc.    62-618:    Filed.    Jan.    24,    1962; 
8:48  sjn.] 
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(Docket  Nos.  RI6a-301—RI62-306 1 

SHELL  OIL  CO.  ET  AL. 

Order  Providing  for  Hearings  on  and 
Suspension  of  Proposed  Changes  in 
Rates  ^ 

jAinTART  19, 1962. 

Shell  Oil  Company,  Docket  No.  RI62- 
301;  The  Shamrock  Oil  and  C3^  Cor- 
poration, Docket  No.  RI62-302;  N.  Bruce 
and  Curtis  E.  Calder,  Jr.,  d/b/a  Horizon 
Oil  &  Gas  Company.  Docket  No.  RI62- 
303;  J.  M.  Huber  Corporation.  Docket 
No.  RI62-304 :  Colimibian  Fuel  Corpora- 
tion. Docket  No.  RI62-305;  Hmnble  Oil 
&  Refining  Company.  Docket  No.  RI62- 
306. 

The  above-named  re^x>ndent8  have 
tendered  for  filing  proposed  changes  in 
presently  eflfective  rate  schedules  for 
sales  of  natural  gas  subject  to  the  juris- 
diction of  the  Commission.  All  rates 
referred  to  herein  are  at  a  pressure 
measurement  base  of  14.65  psia.  The 
proposed  changes  are  designated  as 
follows: 


D.Mkll 


Kcsixnilfnt 


RltU  301.. 


RIi-.J  Mii 


RIftj  ;kh 


RI«2  -Mt-. 


Rli,:  ,*iH. 


Shell  OU  Co..  50  West 
50lh  Stroct,  New 
Yorkao,  N.Y. 

Shell  Oil  Co 

The  Shamrock  Oil 
aiid  Oas  Corp., 
r.O.  Hoi  031.  Amft- 
rlUo.  Tex. 

.N'.  Uruce  and  CurtU 
E.  Calder.  Jr..  d/b/a 
Horiton  OU  &  Oas 
Co.,  Republic  Na- 
tional Dank  Bulld- 
InK,  Dallas  I.  Tex. 

J    M    Huber  Corp., 
2401  Ea.<!t  Second 
Avenue.  Denver  6, 
Colo. 

ColuinMaii  Fuel 
Corp.,  38U  Madison 
Avenue,  New  York 
17.  NY. 

Humble  Oil  <ii  Re&n- 
ln([  Co.,  P.O.  Box 
21W).  Houston  1, 
Tex. 


Rate 
sched- 
ule 

No. 


4 

32 


23 


28 


190 


Sup- 
ple- 
ment 
No. 


16 


18 
3 


Purrlinaer  and  producing  area 


Texas  Eastern  Transmission  Corp. 
(Oohlkc  Field.  Dewlu  and  Victoria 
CoontlMi.  Tex.)  (R.R.  Dist.  No.  2). 
.do. 


Panhandle  Kaatem  Pipe  Line  Co. 
(Panhandle  FMd.  Moore  and  Sher- 
man Counties,  Tex.)  (R.R.  Dlst. 
No.  10). 

Northern  Natural  Oas  Co.  (Perryton 
Field.  OdUltree  County,  Tex.) 
(R.R.  Dlst.  No.  10). 


Natural  Oas  Pipeline  Co.  of  America 
(MUton  Field.  Harris  Coimty,  Tex.) 
(R.R.  Dist.  No.  S). 


.do. 


Natural  Oas  Pipeline  Co.  of  America 
(Texas  County,  Okla.). 


Amount 
ofannu.ll 
Increase 


17,660 


1.404 
111,41S 


600 


3,401 


3.238 


^•> 


Date 

fUlng 

tendered 


12-22-^51 


12-22-«l 
12-26-«I 


12-26-61 


12-26-61 


12-26-61 


12-27-61 


Effective 

date 
unless 

sus- 
pended 


'2-  l-«2 


12-  1-62 
12-  l-«2 


12-  1-62 


12-  1-62 


12-  l-«2 


'1-27-62 


Date  sus- 
pended 
until 


7-  1-62 


7-  l-<2 
7-  1-62 


7-  1-62 


l-<2 


7-  l-«2 


6-27-62 


Cents  per  Mcf 


Ratetn 
effect 


>  16.  nil 


» 16.  UU 
11.0 


•  15.8 


•  15.0 


•  16.0 


17.0 


Proposed 

Increased 

rate 


>>  16. 4444 


>  i  <  16.  4444 
•11.5 


•  M6.  8 


•  •16.8 


*  •  16.  8 


'17.2 


Rate  In 
effect  nib- 

]ect  to 
refondln 

docket 
Nob. 


RI61-829 
RI61-880 


RI61-«a 


'  The  stated  effective  date  is  the  effective  date  proposed  by  respondent. 
'  InrluJes  0  5  cents  \»i  Mcf  for  dehydration  and  central  point,  delivery  paid  by 
buj-iT. 
'  Koditermlned  rate  Increase. 

•  Iii(Tivi.st>  (or  ocreaire  other  than  acreage  dedicated  under  Supplement  No.  9. 
■  K.iti'  Inrrenw  due  to  compression  charge  of  O.Socnt  per  Mcf  as  provided  in  contract. 


•  Subject  to  downward  Btu  adjustment. 
'  Periodic  rate  increase. 

■  The  stated  effective  date  Is  the  first  day  after  expiration  of  the  required  statutory 
notice. 

•  Annual  amount  is  $0.42. 


The  proposed  increased  rates  exceed 
the  applicable  area  price  levels  set  forth 
in  the  Commission's  Statement  of  Gen- 
eral Policy  No.  61-1,  as  amended  (18 
CPR.  Ch.  I.  Part  2,  5  2.56). 

The  proposed  changed  rates  and 
charges  may  be  imjust,  unreasonable, 
unduly  discriminatory,  or  i>referential, 
or  otherwise  unlawful. 

The  Commission  finds:  It  is  necessary 
and  proper  in  the  public  interest  and  to 
&ld  in  the  enforcement  of  the  provisions 
of  the  Natural  Oas  Act  that  the  Com- 
i&ission  enter  upon  hearings  conoemlng 


the  lawfulness  of  the  several  proposed 
changes  and  that  the  above-designated 
supplements  be  8uq)ended  and  the  use 
thereof  deferred  as  hereinafter  ordered. 

The  Commission  orders: 

(A)  Pursuant  to  the  authority  of  the 
Natural  Oas  Act.  particularly  sections  4 
and  IS  ttuanoi,  the  CCmunission's  rules 
of  practice  uid  procedure,  and  the  regu- 
lations  under  the  Natural  Oas  Act  (18 
CFR  Ch.  I),  public  hearings  shall  be 
held  upon  dates  to  be  fixed  by  notice 
from  the  Secretary  oonceming  the  law- 
fulness of  the  aereral  ivopoeed  increased 


rates    and    charges   contained    in   the 
above-designated  supidements. 

(B)  Pending  hearings  and  decisions 
thereon,  the  above-designated  rate  sup- 
plements are  hereby  suspended  and  the 
use  thereof  deferred  imtil  the  date  indi- 
cated in  the  above  "Date  Suspended 
Until"  column,  and  thereafter  until  such 
further  time  as  they  are  made  effeetiye 


*  This  order  do«8  not  i»OTld«  for  the  oon- 
•olidatlon  for  hearing  or  dlsposltioii  of  the 
aeveral  matten  eovwed  herein,  nor  should 
it  be  eo  construed. 
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in  the  manner  prescribed  by  the  Natural 
Oas  Act. 

(C)  Neither  the  aupplements  hereby 
suspended,  nor  the  rate  schedules  sought 
to  be  altered  thereby,  shall  be  changed 
until  these  proceedings  hare  been  dis- 
posed of  or  until  the  periods  of  svispen- 
sion  have  expired,  tmless  otherwise  or- 
dered by  the  Commission. 

(D)  Notices  of  intervention  or  peti- 
tion to  intervene  may  be  filed  with  the 
Federal  Power  Conuuission,  Washington 
25,  D.C..  in  accordance  with  the  rules  of 
practice  and  Procedure  (18  CFR  1.8  and 
1.37(f)  )  on  or  before  March  5.  1962. 

By  the  Commission. 

JosKTH  H  Outride, 

Secretary. 

|FJR     Djc      62  820:     Filed.     Jan      24.     1962. 
S:48  am  | 


NOTICES 

transportation  agreement  and  to  assume 
operation  of  the  leased  line  itself.  How- 
ever, by  its  amendment  to  its  appllca- 
UoD  in  the  subject  prooeeding.  filed  Sep- 
tember 7.  1061.  Applicant  requests  dele- 
tion of  requested  authorization  to  con- 
struct and  operate  the  24  miles  of  8-lnch 
line  to  have  been  constructed  from  the 
vicinity  of  Sidney  to  Applicants  line 
leased  to  North  Central.  The  amend- 
ment shows  that  North  Central  will  con- 
tinue the  transportation  service  for  Ap- 
plicant and  that  Applicant  will  install 
three  125  horsepower  compressor  units 
at  Northport  rather  than  the  originally 
proposed  24  miles  of  8-inch  line  to  be 
constructed  between  Sidney  and  North- 
port. 

The  application  shows  the  following 
estimated  natural  gas  requirements  of 
Western  for  the  areas  proposed  to  be 
served; 


(Docket  Woe.  CP«0-«4.  CP63-71 

KANSAS-NEBRASKA    NATURAL    GAS 
CO.,  INC. 

Nolle*  of  Applications  and   Date   of 
Hooring 

jAwrART  19.  1962. 

Take  notice  that  on  April  22.  1960.  as 
supplemented  on  May  20,  1960,  Kansas- 
Nebrstdca  Natural  Gas  Company,  Inc. 
(Applicant) ,  Hastings.  Nebraska,  filed  in 
Docket  No.  CP60-84  an  application  pur- 
suant to  section  7  ot  the  Natural  Gas 
Act  for  a  cwtiflcate  of  public  conven- 
ience and  neoeHity  authorizing  the  con- 
stnietlon  and  operation  of  transmission 
facilities  extending  from  Alliance.  Ne- 
braska, to  the  communities  of  Chadron, 
Crawford.  Gordon,  Hay  SprinRs,  Hem- 
ingford  and  Rushville,  all  in  Nebraska. 
and  authorlilng  the  sale  and  dcbvery  of 
natural  gas  to  Western  Gas  Fuel  Com- 
pany (Western)  for  resale  and  distribu- 
tion in  said  commimities.  all  ss  more 
fully  set  forth  in  the  application,  as  sup- 
plemented, on  file  with  the  Commission 
and  open  to  public  inspection. 

Specifk:aUy.  Applicant  proposes  to  con- 
struct and  operate  the  following  facili- 
ties: approximately  17  miles  of  8- inch 
Pipeline  south  of  AlUance  replacing  an 
equal  amount  of  6-inch  pipelirfe  which 
will  be  salvaged ;  about  126  miles  of  2  to 
6-tneh  lines  from  Alliance  to  the  six 
towns: '  and  approximately  24  miles  of 
8-inch  pipeline  extending  from  an  exist- 
ing 10-inch  linp  in  the  vicinity  of  Sidney. 
Nebraska,  to  Applicant's  existlnc  11 
miles  of  10-inch  line  leased  to  North 
Central  Gas  Company  (North  Central) 
south  of  Northport.  Nebraska. 

The  application  shows  that  gas  is 
presently  brought  to  the  Alliance  area 
from  the  Sidney  area  throuffh  partially 
kMped  lines  extending  from  Sidney  to 
Nortl^KMt.  One  of  these  parallel  lines 
is  owned  and  operated  by  North  Central 
and  the  other  is  the  aforementioned  10- 
inch  line  owned  by  Applicant  and  leased 
to  North  Central.  North  Central  pres- 
ently transports  gas  for  Apstlicant 
throxigh  this  leased  line.  Originally  Ap- 
plicant sought  herein  to  abandon  the 
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On  July  14.  1961.  as  supplemented  on 
August  2.  1961.  AppUcant  filed  in  Etocket 
No.  CP62-7  an  application  pursuant  to 
section  7  of  the  Natural  Gas  Act  for  a 
certificate  of  public  convenience  and 
necessity  authorizing  Applicant  to  re- 
move three  125  horsepower  compressor 
units  from  its  Holdrege  compressor  sta- 
tion and  to  reinstall  said  units  at  a  new 
station  at  Northport.  all  as  more  fully 
set  forth  In  the  application,  as  supple- 
mented, on  file  with  the  Commission  and 
open  to  public  inspection. 

As  set  forth  above.  Applicant  m  Docket 
No.  CP60-84  proposes,  among  other 
things,  to  construct  and  operate  24  miles 
of  8-inch  pipeline  between  Sidney  and 
Northport  to  help  serve  six  new  com- 
munities north  of  Alliance.  Applicant 
states  that  the  1960-1961  peak  demand 
of  Alliance  and  the  six  new  communities 
was  met  without  the  constioiction  of  the 
8-inch  line,  and,  therefore  Applicant  has 
decided  to  postpone  installation  of  said 
line." 

Applicant  states  that  it  is  currently 
completing  contracts  for  purchase  of 
new  gas  supplies  in  Wyoming  which  will 
probably  require  a  char\gc  in  Its  present 
operations  between  Sidney  and  North - 
port.  Applicant  further  states  that  this 
contemplated  change  might  enable  it 
to  provide  service  to  the  Alliance - 
Chadron  area  more  economically  than 
previously  contemplated,  and.  therefore. 


>  Applicant  wlli  also  l»ulkl  town  border  aU- 
Uona  for  the  six  communltl««. 


»  Applicant  wa«  granted  temporary  author- 
isation by  letter,  dated  /uly  8,  1980.  to  oon- 
atraet  and  oparmte  laelUttM  and  to  aeU  na- 
tural t»  ai  piopoaad  to  Docket  No.  CP0O-M. 


rather  than  construct  the  subject  Sidney- 
Northport  8-inch  line,  which  may  not 
be  properly  sized  to  handle  the  future 
Wyoming  gas.  Applicant  pitnxMes  to  re- 
locate the  three  125  horsepower  units 
from  Holdrege  to  Northport  in  order  to 
meet  the  future  increased  requirements 
of  the  Alliance -Chadron  area. 

The  total  estimated  cost  of  construct- 
ing the  proposed  facilities  in  Docket  No. 
CP60-84  is  $1,347,200,  which  estimate 
docs  not  include  the  cost  of  constructing 
the  postponed  8-inch  Sidney -Northport 
line.  The  estimated  net  cost  of  relocat- 
ing the  faciliUcs  in  Docket  No.  CP62-7 
is  $48,000.  Applicant  will  finance  the 
estimated  costs  in  both  dockets  from 
current  working  capital. 

Tlie.se  related  matters  should  be  heard 
on  a  consolidated  record  and  disposed 
of  as  promptly  as  possible  under  the 
applicable  rules  and  regulations  and  to 
that  end : 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natural  Oas  Act.  and 
the  Commission's  rules  of  practice  and 
procedure,  a  hearing  will  be  held  on 
February  21.  1962,  at  9:30  ajn.,  e.s.t^ 
in  a  Hearing  Room  of  the  Federal 
Power  Commission.  441  O  Street  NW., 
Washington,  DC.  concerning  the  mat- 
ters involved  in  and  the  issues  presented 
by  such  applications:  Provided,  how- 
ever. That  the  Commission  may.  after 
a  non-contested  hearing,  dispose  of  the 
proceedings  pursuant  to  the  provisions 
of  §  1.30 to)  (1)  or  (2)  of  the  Commis- 
sion's rules  of  practice  and  procedure. 
Under  the  procedure  herein  provided  for, 
unless  otherwise  advised,  it  will  be  un- 
necessary for  Applicant  to  appear  or  be 
represented  at  the  hearing. 

Protests  or  petitions  to  intervene  may 
be  filed  w  ith  the  Federal  Power  Commis- 
sion. Washin:jton  25.  D.C..  in  accordance 
with  the  rules  of  practice  and  procedure 
.  (18  CFR  1.8  or  1.10»  on  or  before  Febru- 
ary 12.  1962.  Failure  of  any  party  to 
appear  at  and  participate  in  the  hearing 
shall  be  construed  as  waiver  of  and  con- 
currence in  omission  herein  of  the  inter- 
mediate decision  procedure  in  casei 
whcr^^  n  i  .-quest  therefor  is  made. 

Joseph  H.  Gutkide. 
Secretary. 

iFR      CkK-      62  819.     Filed.     Jan.     34.     1962; 
8  48  ii  m  I 


Cim  AERONAUTICS  BOARD 

I  Docket  No.  I3S40| 

KINGSTON  FLYING  CLUB 
Notico  of  Hoaring 

In  the  matter  of  the  application  of 
Kingston  Flying  Club  for  a  foreign  air 
carrier  permit.  Issued  pursuant  to  sec- 
tion 402  of  the  Federal  Aviation  Act  <rf 
1»S8,  as  amended,  to  perform  operations 
of  a  casual,  occasional  or  Infrequent  na- 
ture. In  conunon  carriace.  Into  the 
United  States. 

Notice  is  hereby  given,  pumant  to  ttat 
provisions  of  the  Federal  ATlaUon  Act 
of  l»bS.  as  Hmmrird,  that  hearing  In  the 


Thursday,  January  25,  1962 

above -entitled  proceeding  is  assigned  to 
be  held  on  February  6.  1962,  at  10  am., 
e.s.t.,  in  Room  911,  Universal  Building, 
Connecticut  and  Florida  Avenues  NW., 
Washington,  D.C..  before  Examiner 
Joseph  L.  Fitzmaurice. 

Dated  at  Washington,  D.C..  January 
22. 1962. 


[SEAL] 


Francis  W.  Brown, 
Chief  Examiner. 


|FR     Doc.    62-849;     Piled,    Jan.    24,    1062; 
8:62  ajn.] 


SECURITIES  AND  EXCHANGE 
COMMISSION    I 

(Pile  No.  70-4007) 

APPALACHIAN  POWER  CO. 

Notice  of  Proposod  Issuance  of 
Notes  to  Banks 

January  18, 1962. 

Notice  is  hereby  given  that  Appala- 
chian Power  Company  ("Appalachian") , 
40  Franklin  Road,  Roanoke,  Virginia,  an 
electric  utility  company  and  a  subsidiai7 
company  of  American  Electric  Power 
Company.  Inc.,  a  registered  holding  com- 
pany, has  filed  an  application  with  this 
Commission  pursuant  to  the  Public 
Utility  Holding  Conipany  Act  of  1935 
("Act"),  designating  section  6  thereof 
as  applicable  to  the  proposed  trans- 
action. 

All  interested  persons  are  referred  to 
the  application,  on  file  at  the  ofBce  of  the 
Commission,  for  a  statement  of  the 
transaction  therein  proposed  which  is 
summarized  below. 

Appalachian  proposes  to  Issue  to  a 
group  of  ten  banks,  from  time  to  time 
prior  to  December  31,  1962,  up  to  an 
aggregate  of  $42,000,000  of  promissory 
notes.  The  notes  will  be  dated  in  each 
case  as  of  the  date  of  the  borrowbigs 
and  will  mature  not  more  than  270  days 
after  the  date  of  issuance.  They  wUl 
bear  interest  from  the  date  thereof  at 
the  then  current  prime  credit  rate  (pres- 
ently 4V2  percent  per  annum)  and  are 
prepayable  at  any  time,  in  whole  or  in 
part,  without  penalty  or  premium. 

The  proposed  notes  aggregate  approx- 
imately 10  percent  of  the  company's 
other  securities  outstanding,  and  the 
amount  in  excess  of  5  percent  may  be 
exempted  only  pursuant  to  an  order  un- 
der section  6(b)  of  the  Act.  The  flUng 
requests  the  Commission's  approval  for 
the  issuance  of  such  excess  amount. 

The  aggregate  line  of  credit  established 
with  each  of  the  ten  banking  institutions 
is  as  follows: 

Irving     TruBt     Co.,     New     Ycwk, 

NY $6,300,000 

Mellon    National    Bank    Sc   lYust 

Ck),  Pittsburgh,  Pa 4,200.000 

Chase     Manhattan     Bank,     New 

York.  NY 4,200,000 

First  National  City  Bank  of  New 

York.  New  York,  N.Y. 6.300,000 

Uaniifactvirers     Hanover     Trust 

Co.  New  York,  NT 6,040,000 
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Iforgaa  Ouaran^  Tkust  Co.    of 

New  Tork.  New  Tork.  N.T $4, 620, 000 

Continental     Illiziols      National 

Bank  and  TVust  Ck>.  of  Chicago, 

Chicago.  HI _     6,040,000 

Bankers   IVust   Co.,    New   York, 

N.T —     2, 100.  000 

Chemical  Bank  New  Tork  Trust 

Co..  New  Tork.  N.Y.. 2,100,000 

The  Northern  Tlrust  Co.,  Chicago, 

ni 2, 100,  000 

Total 42,000,000 

The  proceeds  from  the  Issuance  of  the 
notes  will  be  used  by  Appalachian  to  pay 
part  of  the  cost  of  its  construction  pro- 
gram which,  it  is  presently  estimated, 
will  amount  to  approximately  $55,000,- 
000  in  1962.  During  1961,  $20,000,000 
of  short-term  notes  were  issued  for  con- 
struction purposes,  and  an  additional 
$22,000,000  is  proposed  to  be  issued  dur- 
ing 1062.  The  balance,  it  is  estimated, 
will  be  obtained  from  internal  sources. 
All  of  the  notea  outstanding  at  the  time 
of  Appalachian's  permanent  financing, 
which  Is  expected  to  be  carried  out  be- 
fore the  end  qf  1962  and  which  will  be 
subject  to  a  further  proceeding  before 
this  Commisiaon.  will  be  paid  from  the 
proceeds  of  such  financing. 

The  application  states  that  expenses 
incident  to  the  proposed  transaction  are 
estimated  not  to  exceed  $200.  It  is  also 
stated  that  the  pn4;x>sed  transaction  will 
be  expressly  authorized  by  the  Virginia 
State  Corporation  Commission,  the  State 
commission  of  the  State  in  which  Appa- 
lachian is  organized  and  doing  business, 
and  that  no  other  State  commission  and 
no  Federal  commission,  other  than  this 
Commiasion,  has  Jurisdiction  thereover. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  Febru- 
ary 5,  1063,  request  in  writing  that  a 
hearing  be  hdd  on  such  matter,  stating 
the  nature  of  his  interest,  the  reasons 
for  such  request,  and  the  issues  of  fact 
or  law  raised  by  said  application  which 
he  desires  to  controvert;  or  he  may  re- 
quest that  he  be  notified  if  the  Com- 
mission should  order  a  hearing  thereon. 
Any  such  request  should  be  addressed: 
Secretary,  Securities  and  Exchange 
Commission.  Washington  25,  D.C.  A 
copy  of  such  request  should  be  served 
personally  or  by  mail  (air  mail  if  the 
povon  b«lng  served  is  located  more  than 
500  miles  from  the  point  of  mailing) 
upon  applicant,  and  proof  of  service  (by 
affidavit  or,  in  case  of  an  attomey-at- 
law,  by  certificate)  should  be  filed  con- 
temporaneously with  the  request.  At 
any  time  after  said  date,  the  application, 
as  filed  or  as  amended,  may  be  granted 
as  provided  In  Rule  23  of  the  general 
rules  and  regulations  promulgated  under 
the  Act,  or  tlie  Commission  may  grant 
exemption  from  such  rules  as  provided 
in  Rulee  20(a)  and  100  thereof  or  take 
such  other  action  as  it  may  dean 
aiwropriate. 

By  the  Commission. 

(8KAI.]  Obval  L.  Dubois. 

Secretary. 

(PJt.    Doe.    63-830;    FUed,    Jan.    34,    1962; 
6:60  sjn.] 
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[File  No.  812-1474] 

EMPIRE  FUND,  INC. 
Notice  of  Application 

January  18,  1962. 

Notice  is  hereby  given  that  Empire 
Fund,  Inc.  ("Applicant"),  of  Boston, 
Massachusetts  (44  School  St.,  Boston, 
Mass.),  a  Maryland  corporation,  and  an 
open-end,  diversified  management  in- 
vestment company  registered  under  the 
Investment  Company  Act  of  1940 
("Act"),  has  filed  an  application  pur- 
suant to  section  6(c)  of  the  Act  for  an 
order  of  the  Commission  exempting  Ap- 
plicant from  compliance  with  the  provi- 
sions of  section  14(a)   of  the  Act. 

Applicant  has  filed  a  registration  state- 
ment under  the  Securities  Act  of  1933 
for  1,250,000  shares  of  common  stock, 
$1  par  value,  to  be  offered  to  investors 
in  exchange  for  such  investors'  securi- 
ties. Such  registration  statement  has 
not  yet  become  effective.  The  purpose 
of  the  Fund  is  to  provide  investors  hold- 
ing securities  at  relatively  low  tax  bases 
with  a  means  of  exchanging  such  secu- 
rities for  shares  of  the  Fund,  thereby 
obtaining  diversification  without  incur- 
ring any  Federal  capital  gains  tax  lia- 
bility at  the  time  of  such  exchange.  A. 
O.  Becker  ft  Co.,  Incorporated,  the 
dealer  manager,  and  a  group  of  securi- 
ties dealers  which  it  will  form  and  man- 
age intend  to  solicit  deposits  of  securi- 
ties, to  be  held  by  a  depository  in 
safekeeping  for  the  separate  account  of 
each  investor  for  a  period  ending  not 
later  than  three  months  from  the  effec- 
tive date'  of  the  Applicant's  registraticm 
statement  under  the  iSecurlties  Act  of 
1933.  At  all  times  during  the  solicita- 
tion period,  the  depositing  investor  will 
retain  all  incidents  of  ownership  to  the 
securities  deposited,  with  the  right  to 
withdraw  ^uch  securities  from  the 
depository  without  charge. 

The  minimum  deposit  to  be  ac- 
cepted from  any  investor  is  to  be  secu- 
rities having  a  market  value  of  $20,000. 
and  the  exchange  will  not  be  consum- 
mated unless  the  market  value  of  the 
deposited  securities  as  at  the  effective 
date  of  the  planned  exchange  aggregates 
a  minimum  of  $10,000,000.  In  the  event 
that  such  value  is  not  then  realiied. 
the  deposited  securities  will  be  returned 
to  investors  without  charge  to  than. 
If  such  value  is  obtained  upon  the  ter- 
mination of  the  solicitation  period,  a 
report  describing  the  deposited  securities, 
including  their  respective  market  values 
determined  as  at  the  end  of  the  solicita- 
tion period  and  their  bases  for  Federal 
income  taxation,  will  be  mailed  to  all 
depositing  investors,  who  have  the  right 
to  withdraw  any  or  all  of  their  deposited 
securities  at  any  time  prior  to  the  mail- 
ing of  the  r^iwrt  to  investors  and  during 
a  period  of  twenty  days  thereafter.  Dur- 
ing this  period  AK>licant  may  require 
any  investor  to  withdraw  any  or  all  of 
his  deposited  securities,  in  which  event 
such  investor  will  have  the  right  to  with- 
draw any  or  all  of  his  remaining  secu- 
rities from  deposit.   Also  Applicant  will 
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have  the  right  to  reject  securlUes  on 
deposit  for  a  period  of  up  to  ten  days 
after  the  end  of  the  period  during  which 
the  inveitor  may  withdraw.  The  toUl 
fair  market  value  of  securities  to  be 
deposited  wfll  not  exceed  $100,000,000. 
All  of  AppUcanfs  shares  which  are  Is- 
sued In  exchange  for  securities  will  be 
Issued  simultaneously  on  the  effectivo 
date  of  the  exchange.  Each  deposit- 
ing investor  Is  to  represent  that  he  will 
acquire  shares  of  Applicant  issued  to 
him  in  the  planned  exchange  without 
any  Intention  of  distributing  them  to  the 
public. 

Section  14(a)  of  the  Act  provides.  In 
pertinent  part,  that  no  registered  invest- 
ment company  shall  make  a  public  offer- 
ing of  its  securities  unless  such  company 
has  a  net  worth  of  at  least  $100,000  or 
unless  provision  Is  made  as  a  condition 
of  the  registration  of  Its  securities  under 
the  Securities  Act  which,  in  the  opinion 
of  the  Commission,  adequately  Insures 
(A)  that,  after  the  effective  date  of  such 
registration  sUtement.  it  wiU  not  issue 
any  secmlty  or  receive  any  proceeds  of 
any  subocrlption  imtll  no  more  than  25 
responsible    persons    have    made    firm 
agreements  to  purchase  securities  In  an 
aggregate  net  amount  which  will  give 
the  company  a  net  worth  of  at  least 
$100,000;  (B)  that  said  amount  will  be 
paid  In  to  such  company  before  sub- 
acrtptions  win   be   accepted   from   any 
persons  In  excess  of  25:  and  <C)   that 
arrangements  will  be  made  whereby  any 
amounts  so  paid  in.  plxis  any  sales  load, 
win  be  refimded  to  any  subscriber  on 
demand  In  the  event  the  net. proceeds 
so  lecelTed  do  not  result  In  the  com- 
IMUxy's  haTlng  a  net  worth  of  at  least 
$100,000  within  ninety  days  after  such 
registration  statement  becomes  effective. 
Applicant  presently  has  one  outstanding 
share  of  capital  stock,  nominal  assets. 
and  no  liabilities,  and  anticipates  that  it 
win   have   only    one    such   outstanding 
share,   nominal   assets,   and  no  liabili- 
ties prior  to  the  plaimed  exchange  if  the 
exemption  sought  In  the  instant  applica- 
tion Is  obtained.    The  terms  of  the  of- 
fering proTlde  that  unless  the  aggregate 
market  value  of  all  securities  deposited 
by  Investors  Is  $10,000,000  or  more  on 
the  31st  day  following  the  mailing   of 
the  report  to  investors  the  exchange  will 
not  be  consxmMnated.     Accordingly  the 
Applicant  win  be  assured  of  commencing 
business  as  an  investment  company  with 
assets  substantially    in    excess    of    the 
$100,000   required   by   section   14(a)    of 
the  Act.    Applicant  submits  that  under 
the  circumstances  described  the  exemp- 
tion sought  would  be  consistent  with  the 
purposes  intended  to  be  served  by  sec- 
tion 14<a). 

Section  6(c)  of  the  Act  provides, 
among  other  things,  that  the  Commis- 
sion, by  order  upon  application,  may 
conditionally  or  unconditionally  exempt 
any  person  from  any  provision  or  pro- 
visions of  the  Act  or  of  any  rule  or  reg- 
ulaUon  thereimder.  it  and  to  the  extent 
that  sacfa  exemptkm  Is  necessary  or  ap- 
propriate In  the  public  interest  and  con- 
sistent with  the  protection  of  Investors 
and  the  purposes  fairly  Intended  by  the 
policy  and  provisions  of  the  Act. 


NOTICES 

Notice  is  further  given  that  any  Inter- 
ested person  may.  rwt  later  than  Feb- 
ruary 5.  1902.  at  5:30  p.m..  submit  to 
the  Commission  In  writing  a  request  for 
a  hearing  on  the  matter  accompanied 
by  a  statement  as  to  the  nature  of  his 
Interest,  the  reason  for  such  request  and 
the  Issues  of  fact  or  law  proposed  to  be 
controverted,  or  he  may  request  that  he 
be  notified  if  the  Commission  shall  order 
a  hearing  thereon.    Any  such  communi- 
cation should  be  addressed:   Secretary. 
Securities   and    Exchange   Commission. 
Washington  25,  DC.     A  copy   of  such 
request  shall  be  served  personally  or  by 
mall  (air  mail  if  the  person  being  served 
is  located  more  than  500  miles  from  the 
point  of  mailing)  upon  applicant     Proof 
of  such  service  <by  affldavit  or  in  case  of 
an  attorney -at -law  by  certificate  >  should 
be    filed    contemporaneously    with    the 
request.    At  any  time  after  said  date,  as 
provided  by  Rule  0-5  of  the  rules  and 
regulations  promulgated  under  the  Act, 
an   order  disposing   of    the   application 
herein  may  be  issued  by  the  Commission 
upon  the  basis  of  the  showint?  contained 
in  said  application,  unless  an  order  for 
hearing  upon  said  application  shall  be 
issued  upon  request  or  upon  the  Commis- 
sion's own  motion. 

By  the  Commission 

I  SEAL  I  OavAL  L    Dubois. 

Secretary 

[PR      CKx-      «a  831:     Piled      Jnn     24,     19«2. 
8  50  a  m  I 


[f\ie  No    811-4771 

GRAHAM-NEWMAN  CORP. 

Notice  of  Application  for  Order  De- 
doriiMi  Thot  Compony  Has  Ceased 
To  Be  an  Investment  Company 

Januaby  18.  1962 

Notice  is  hereby  given  that  an  applica- 
tion has  been  filed  pursuant  to  section 
8(f)  of  the  Investment  Comi>any  Act  of 
ld40  for  an  order  of  the  Commission  de- 
claring that  the  Graham -Newman  Cor- 
poration ("Appbcant")  (New  York,  NY), 
a  registered  management  onen-end  in- 
vestment cx>mpany.  has  ceased  to  be  an 
investment  company. 

The  application  represents  that,  pur- 
suant to  shareholder  approval  given  on 
August  20.  1956.  s«jplicant  was  dissolved 
on  September  30.  1957  upon  the  issuance 
of  a  Certificate  of  Dissolution  by  the 
Secretary  of  State  of  the  State  of  New 
York.  The  application  further  repre- 
sents that  all  assets  available  after  satis- 
fying applicants'  liabilities  have  been 
distributed  to  the  sharehoiders. 

Section  8(f)  of  the  Act  provides.  In 
pertinent  part,  that  whenever  the  Com- 
mission upon  application  finds  that  a 
registered  investment  company  has 
ceased  to  be  an  investment  company,  it 
shall  so  declare  by  order  and  upon  the 
taking  effect  of  such  order  the  registra- 
tion of  such  company  shall  cease  to  be 
in  effect. 

Notice  is  further  given  that  any  in- 
terested person  may,  not  later  than  Feb- 
ruary 5.  1962  at  5:30  p.m..  submit  to  the 
Commission  in  writing  a  request  for  a 
hearing  on  the  matter  accompanied  by 


a  statement  as  to  the  nature  of  his  in- 
trest.  the  reason  for  such  request  and 
the  issues  of  fact  or  law  inroposed  to  be 
controverted,  or  he  may  request  that  he 
be  notified  If  the  Commission  sh&U  order 
a  hearing  thereon.    Any  such  communi- 
cation should  be  addressed:   Secretary, 
Securities    and    Exchange    Commission. 
Washington  25.  DC.    A  copy  of  such  re- 
quest shall  be  served  personally  or  by 
mail  ( air  mail  if  the  person  being  served 
is  located  more  than  500  miles  from  the 
point     of     mailing)      upon     applicant. 
Proof  of  such  service  (by  aflBdavit  or  in 
case  of  an  attomey-at-law  by  certificate) 
should  be  filed  contemporaneously  with 
the  request.    At  any  time  after  said  date, 
as  provided  by  Rule  0-5  of  the  rules  and 
regulations  promulgated  under  the  Act, 
an   order   disposing   of   the   application 
herein  may  be  Issued  by  the  Commission 
upon  the  basis  of  the  showing  contained 
In  said  application,  unless  an  order  for 
hearing  upon  said  application  shall  be 
issued  upon  request  or  upon  the  Com- 
mission's own  motion. 

[ssALl  Orval  L.  Dubois, 

Secretary. 

I  PR     Doc     62  832:     Piled.    Jan.    84.     1902; 
8  bO    am  1 

INTERSTATE  COMMERCE 
COMMISSieN 

FOURTH  SECTION  APPLICATIONS 
FOR   RELIEF 

JANTJAIY    22.    1962. 

Protests  to  the  granting  of  an  applica- 
tion must  be  prepared  in  accordance  with 
Rule  40  of  the  general  rules  of  practice 
(49  CFR  1.40)  and  filed  within  15  days 
from  the  date  of  publication  of  this  no- 
tice in  the  Ptderal  Ricistir. 

Lonc-and-Skort  Haul 

FSA  No.  37521:  Iron  or  steel  scrap  to 
Calvert.  Ky.  Filed  by  Traffic  Executive 
Association-Eastern  Railroads.  Agent 
( ER  No  2597  > .  for  interested  rail 
carriers.  Rates  on  iron  or  steel  scrap.  In 
carloads,  from  Natrona  and  Washington, 
Pa.,  also  Wannood,  W.  Va..  to  Calvert. 

Ky. 

Grounds  for  relief:  Market  com- 
petition. 

Tariff:  Supplement  220  to  Traflle 
Executive  Association-Eastern  Rallroa<J« 
tariff  ICC.  A-1079  (Boin  »eries> . 

FSA  No.  37522 :  Cement  from  Wauke- 
gari.  III.  Filed  by  Western  Trunk  Line 
Committee.  Agent  (No.  A-2221).  for  In- 
terested rail  carriers.  Rates  on  cement 
and  related  articles.  In  carloads,  from 
Waukepan.  111.,  to  specified  points  to 
Illinois  Freight  Association  territory. 

Grounds  for  relief:  Market  competi- 
tion. 

Tariff:  Supplement  49  to  Western 
Tiur^  LJrie  Committee  tariff  ICC. 
A-4308 

By  the  Commission. 

I  SEAL  1  Harold  D.  McCoT, 

Secretary. 

[FR     Doc     ea-«40.     PUed,    Jan.    24.    1983: 
8:51  a.m.] 
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NUMBER   18 


Agricultural  Marketing  Service 

Proposed  Rule  Making: 
Handling  of  apricots  grown  in 
Solano  and  Yolo  Counties  in 
California;  notice  of  healing 
with  respect  to  proposed  mar- 
keting agreement  and  order 781 

Agricultural  Stabilization  and 
eonservation  Service 

Proposed  Rule  Making: 
Milk  in  Greater  Boston,  Mass.; 
New  York -New  Jersey;  Philadel- 
phia, Pa.;  Southeastern  New 
England ;  Springfield,  Mass. ; 
Upper  Chesapeake  Bay;  Wash- 
ington, D.C.;  Worcester,  Mass.: 
Wilmington.  Del.,  and  Connecti- 
cut marketing  areas;  recom- 
mended decision  and  opportu- 
nity to  file  written  exceptions  on 
proposed  amendments  to  tenta- 
tive marketing  agreements  and 
to  orders  (see  Part  II  of  this 
issue) . 
Rules  and  Regulations: 
Milk  in  Puget  Sound,  Wash.,  mar- 
keting   area;    order    amending 

order 767 

Wheat;  farm  acreage  allotment^; 
approved  Durum  wheat  counties 
under  1962  Durum  Wheat  Pro- 
jiiam : 767 


Agriculture  Department 

See  also  Agricultural  Marketing 
Service;  Agricultural  Stabiliza- 
tion and  Conservation  Service. 

NoTicBs: 

Emergency  loans;  designation  of 
areas:                                 | 
Mississippi 


Tc'xas 


780 
789 


Atomic  Energy  eommiislon 

Notices: 

California;  proposed  agreement 
for  assumption  of  certain  ABC 
roRulatory  authority --      780 

No.  18— Pt.  I 1 


Contents 


Pboposed  Rttle  Making: 
Public     records;      miscellaneous 
amendments 


Attorney  GeneraPs  Office 

Rules  and  RKULAnoNs: 
Production  or  disclosure  of  ma- 
terial or  information  in  files 

eivil  Aeronautics  Board 

Notices: 

American  Airlines,  Inc.,  et  al.; 
reduced  westbound  freight 
rates:  order  of  investigation  and 
suspension 

Flying  Tiger  Lines  rate  case; 
notice  of  prehearing  confer- 
ence   

PaoposKD  Rulb  Making: 

Notification  and  reporting  of  air- 
craft accidoits  and  overdue  air- 
craft; inspection  of  records, 
facilities  and  equipment 


eivil  Service  eommission 

Rules  and  Regulations: 
Post  Office  Department;    excep- 
tions from  competitive  service. 


eommerce  Department 

Notices: 

Statements  of  changes  in  financial 
interests: 

Bluestone.  Max  Larry 

Ender,  Clarence  D 

Hebert,  Raymond  E 

Customs  Buroou 

Rules  and  Rboulations  : 
Articles  conditionally  free,  subject 
to  a  reduced  rate.  etc. : 
Theatrical  paraphernalia;   ex- 
amination and  identification. 
United  States  Oovemment  im- 
portations  -— 


Federal  Aviation  Agency 

rjQR     Notices: 

Proposed  television  antenna  struc- 
tures ;  determination  of  no  haz- 
ard to  air  navigation 793 

Proposed  Rule  Making  : 

Control  zone;  alteration 788 

774     Rules  and  Regulations  : 
Airworthiness  directives: 
Boeing  707  and  720  Series  air- 
craft  -       769 

Lycoming    VO-540    Series    en- 
gines       770 

Control  zone  and  control  area  ex- 
tension; alteration 770 

Jet  advisory  area;  designation —      770 
'^^     Radio  communications  failure —      768 

^Q^    Federal  Housing  Administration 

Rules  and  Regulations  : 

Armed  services  housing;  military 
personnel 773 

Condominium  ownership 773 

-Oft     Cooperative  housing  mortgage  in- 

^''®         surance. 772 

Housing  mortgage  insurance  for 
the  elderly 772 

Low   cost   and   moderate  income 

mortgage  insurance 772 

Nursing   homes   mortgage   insur- 
767         ance 773 

Multifamily  housing  mortgage  in- 
surance        772 

Mutual  mortgage  insurance  and 
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Title  5— ADMINISTRATIVE 
PERSONNa 

Chapter  I — Civil  Servic*  Commission 

PART  6— EXCEPTIONS   FROM  THE 
COMPETITIVE  SERVICE 

Post  Office  Department 

Effective  upon  publication  in  the  Fed- 
eral Register,  subparagraph  (9)  of 
paragraph  (c>  and  subparagraph  (2)  of 
paragraph  (f )  of  §  6.309  are  amended  as 
set  out  below. 
§  6.309      Po>l  OHice  Departnienl. 

»  •  •  •  • 

(c   Bureau  of  Transportation.  *   •   • 
i9t  One   Executive   Assistant   to   the 
Assistant  Postmaster  General. 

•  •  •  •  • 

(fi   Bureau  of  Operations.  •   •   • 
(2>   One  Executive  Assistant  and  two 
Special  Assistants  to  the  Assistant  Post- 
master General. 

(RS.  1753.  sec.  2.  22  Stnt    403.  as  amended; 
5  use    631.  633) 

United  States  Civil  Serv- 
ice Commission. 
I  seal]     Mary  V.  Wenzel. 

Executive  Assistant 
to  the  Commissioners. 

[FR     Doc      62  894;     Filed.    Jan.    25,     19«2; 
8  48   &.m.\ 


Title  7— AGRICULTURE 

Chapter    VII — Agricultural    Stabiliza- 
tion     and      Conservation      Service 
(Agricultural   Adjustment),    Depart- 
ment of  Agriculture 
Subchapter  b — farm  marketing  quotas 

AND   ACREAGE   ALLOTMENTS 

lAmdt.  18]         I 

PART  728— WHEAT 

Subpart — Regulations  Pertaining  to 
Farm  Acreage  Allotments  for  1960 
and  Subsequent  Crops  of  Wheat 

Approved  Durum  Wheat  Counties  Under 
1962  Durum  Wheat  Program 

The  amendment  herein  is  issued  pur- 
suant to  and  In  accordance  with  the 
Agricultural  Adjustment  Act  of  1938,  as 
amended,  including  the  amendments  in 
-section  125  of  the  Agricultural  Act  of 
1961.  and  is  for  the  purpose  of  desig- 
nating the  counties  in  California.  Minne- 
sota. Montana.  North  Dakota,  and  South 
Dakota  which  are  capable  of  producing 
Durum  Wheat  (Class  II)  and  which  have 
produced  such  wheat  for  c(xnmercisJ 
food  products  during  one  or  more  of  the 
five  years  1957  through  1961. 

The  determination  of  eligibility  of 
counties  designated  in  S  728.1027(1)  was 


based  upon  past  historical  records  of  the 
Department  and  of  the  Bureau  of  Census, 
wheat  producers'  records,  and  xjertifl- 
catlon  from  State  committees,  which  are 
determined  to  be  the  latest  available 
statistics  of  the  Federal  Government. 

Prior  to  the  determination  of  the  coun- 
ties listed  in  §728.1027(1),  notice  was 
given  (26  P.R.  9912)  that  consideration 
would  be  given  to  written  data.  Views,  or 
recommendations  with  respect  to  such 
determination  submitted  not  later  than 
November  4,  1961.  No  data,  views,  or 
recommendations  pursuant  to  such 
notice  have  been  received  with  respect  to 
determination  of  eligible  counties. 

In  order  that  producers  may  proceed 
with  plans  for  seeding  Durum  Wheat 
(Class  II)  and  other  classes  of  wheat  of 
the  1962  crop  as  expeditiously  as  possible 
and  particularly  to  enable  producers  to 
determine  whether  to  participate  in  the 
1962  wheat  stabilization  program,  it  is 
hereby  determined  that  compliance  with 
the  30 -day  effective  date  provisions  of 
section  4  of  the  Administrative  Proce- 
dure Act  is  impracticable  and  contrary 
to  the  public  interest.  Therefore,  the 
amendment  herein  shall  become  effective 
upon  publication  in  the  Federal 
Register. 

Section  728.1027<i)  is  amended  by 
deleting  the  last  sentence  thereof  and 
inserting  in  lieu  thereof  the  following: 
"The  list  of  approved  Durum  Wheat 
(Class  II)  counties  are  as  follows: 

state  and  Counties  of: 

California— Modoc  and  Siskiyou. 

Minnesota — Becker,  Beltrami,  Big  Stone. 
Blue  Earth,  Brown.  Chippewa.  Clay.  Clear- 
water. Cottonwood.  DakoU.  Dodge,  Douglas, 
Faribault,  Preebom.  Goodhue.  Grant.  Jack- 
son. Kandiyohi,  Kittson.  Lac  qui  Parle.  Lake 
of  the  Woods,  Le  Sueur.  Uncoln.  Lyon.  Mc- 
Leod,  Mahnomen,  Marshall.  Martin,  Meeker, 
Mower,  Murray,  Nicollet.  Nobles.  Norman. 
Olmsted,  West  Otter  Tall.  East  Ottter  Tall. 
Pennington,  West  Polk.  East  Polk.  Pope.  Red 
Lake,  Redwood,  Renville.  Rice.  Rock,  Roseau, 
Sibley,.  Steele,  Stevens.  Swift.  Traverse. 
Wabasha,  Waseca,  Watonwan,  Wilkin,  Yel- 
low Medicine. 

Montana — Big  Horn.  Blaine.  Broadwater. 
Carbon.  Carter,  Cascade.  (Chouteau,  Custer, 
Daniels.  Dawson.  Deer  Lodge.  Fallon.  Fergus, 
Flathead,  Gallatin.  Garfield.  Glacier,  HUl, 
Judith  Basin,  Lewis  and  Clark.  Liberty,  Mc- 
COne,  Madison,  Musselshell,  Park.  Petroleum, 
Phillips,  Pondera,  Powder  River.  Powell. 
Prairie,  Richland,  Roosevelt.  Rosebud.  Sheri- 
dan. Sweet  Grass.  Teton.  Toole.  Valley. 
Wibaux,  Yellowstone. 

North  Dakota — All  counties. 

South  Dakota — Aurora.  Beadle.  Bennett. 
Brookings.  Brown.  Brule.  Buffalo.  Butte. 
Campbell.  Charles  Mix.  Clark,  Codington, 
Corson,  Day,  Deuel,  Dewey,  Edmunds,  Fall 
River.  Faulk,  Grant,  Gregory.  Haakon,  Ham- 
lin. Hand,  Hanson,  Harding,  Hughes,  Hyde, 
Jackson,  Jerauld,  Jones,  Kingsbury,  Lincoln, 
Lyman,  McPheraon,  Marshall,  Meade,  Mel- 
lette, Miner.  Pennington,  Perkins,  Potter, 
Roberts.  Sanliom.  Shannon,  Spink,  Sully. 
Todd.  Tripp.  Washabaugh." 

(Sees.  834.  S7S.  53  8Ut.  64.  as  amended.  66,  75 
SUt.  300:  7  UJ3.C.  1334,  137S) 


Effective  upon  publication  in  the  Fed- 
eral Register. 

Signed  at  Washington,  D.C.,  on  Jan- 
uary 23, 1962. 

E.  A.  Jaenke, 
Acting  Administrator.  Agricul- 
tural Stabilization  and  Con- 
servation Service. 

[FR.    Doc.    62-899;     Filed,    Jan.    25,     1962; 
8:49  a.m.] 


Chapter  X — Agricultural  Stabilization 
and  Conservation  Service  (Market- 
ing Agreements  and  Orders),  De- 
partment of  Agriculture 

[MUkOrder  No.  125] 

PART  1125— MILK  IN  THE  PUGET 
SOUND,  WASHINGTON,  MARKET- 
ING AREA 

Order  Amending  Order 
§  1125.0  Findings  and  dele^minalion^'. 
The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 
in  addition  to  the  findings  and  deter- 
minations previously  made  in  connection 
with  the  issuance  of  the  aforesaid  order 
and  of  the  previously  issued  amendments 
thereto;  and  all  of  the  said  previous 
findings  and  determinations  are  hereby 
ratified  and  affirmed,  except  insofar  as 
such  findings  and  determinations  may  be 
in  conflict  with  the  findings  and  de- 
terminations set  forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  provi- 
sions of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended  (7 
U.S.C.  601  et  seq.).  and  the  applicable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  marketing  orders  (7  CFR  Part 
900) ,  a  public  hearing  was  held  upon  cer- 
tain proposed  amendments  to  the  tenta- 
tive marketing  agreement  and  to  the 
order  regulating  the  handling  of  milk  in 
the  Puget  Sound,  Washington,  marketing 
area.  Upon  the  basis  of  the  evidence  in- 
troduced at  such  hearing  and  the  record 
thereof,  it  is  found  that: 

( 1 )  The  said  order  as  hereby  amended, 
and  all  of  the  terms  and  conditions 
thereof,  will  tend  to  effectuate  the  de- 
clared policy  of  the  Act; 

(2)  The  parity  prices  of  milk,  as  de- 
termined pursuant  to  Section  2  of  the 
Act,  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which  af- 
fect market  supply  and  demand  for  milk 
in  the  said  marketing  area,  and  the  mini- 
mum prices  specified  in  the  order  as 
hereby  amended,  are  such  prices  as  will 
reflect  the  aforesaid  factors,  insure  a 
sufficient  quantity  of  pure  and  wholesome 
milk,  and  be  in  the  pubUc  interest; 

( 3 )  The  said  order  as  hereby  amended, 
regulates  the  handling  of  milk  in  the 
same  manner  as,  and  is  applicable  only 
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to  persons  in  the  respective  classes  of 
industrial  or  commercial  activity  spec- 
ified in.  a  marketing  agreement  upon 
which  a  hearing  has  been  held. 

"bi  Additional  findings.  It  is  neces- 
sary in  the  public  interest  to  make  this 
order  amending  the  order  effective  not 
lat*>r  than  February  1.  1962.  Any  delay 
beyond  that  date  would  tend  to  disrupt 
the  orderly  marketing  of  milk  in  the 
marketing  area. 

The  provisions  of  the  said  order  are 
known  to  handlers.  The  recommended 
decision  of  the  Assistant  Secretary. 
United  States  Department  of  Agricul- 
ture, was  Issued  November  2.  1961.  and 
the  decision  of  the  Assistant  Secretary 
containing  all  amendment  provisions  of 
this  order  was  issued  January  5,  1962. 
The  changes  elTected  by  this  order  will 
not  require  extensive  preparation  or  sub- 
stantial alteration  in  method  of  opera- 
tion for  handlers.  In  view  of  the  fore- 
going, it  is  hereby  found  and  determined 
that  good  cause  exists  for  making  this 
order  amending  the  order  effective  Feb- 
ruary 1.  1962.  and  that  it  would  be  con- 
trary to  the  public  interest  to  delay  the 
effective  date  of  this  amendment  for  30 
days  after  its  publication  in  the  Federal 
RiGisTiR.  (Sec.  4«c).  Administrative 
Procedure  Act.  5  U.S.C.  1001-1011  • 

(c)  Determinations.  It  is  hereby  de- 
termined that: 

(1)  The  refusal  or  failure  of  handlers 
(excluding  cooperative  "associations 
specified  in  section  8c<9)  of  the  Act)  of 
more  than  50  percent  of  the  milk,  which 
is  marketed  within  the  marketing  area. 
to  sign  a  proposed  marketing  agreement. 
tends  to  prevent  the  effectuation  of  the 
declared  policy  of  the  Act: 

<2)  The  issuance  of  this  order,  amend- 
ing the  order,  is  the  only  practical  means 
pursuant  to  the  declared  pohcy  of  the 
Act  of  advancing  the  Interests  of  pro- 
ducers as  defined  in  the  order  as  hereby 
amended:  and 

(3)  The  issuance  of  the  order  amend- 
ing the  order  is  approved  or  favored  by 
at  least  two-thirds  of  the  producers  who 
during  the  determined  representative 
period  were  engaged  in  the  production 
of  milk  for  sale  in  the  marketing  area. 

Order  relative  to  handling  It  is 
therefore  ordered.  That  on  and  after  the 
effective  date  hereof,  the  handling  of 
milk  in  the  Puget  Sound.  Washington, 
marketing  area  shall  be  in  conformity 
to  and  in  compliance  with  the  terms  and 
conditions  of  the  aforesaid  order,  as 
hereby  amended,  and  the  aforesaid  order 
is  hereby  amended  as  follows: 

§  1125.16      Produrer-'hundler. 

•Producer-handler"  means  a  person 
who  is  both  a  dairy  farmer  and  a  han- 
dler, and  who  has  been  so  designated  by 
the  market  administrator  upon  his  deter- 
mination that  all  of  the  requirements  of 
§  1125.102  have  been  met.  and  that  none 
of  the  conditions  therein  for  cancella- 
tion of  such  designation  exists.  All 
designations  shall  remain  in  effect  un- 
til cancelled  pursuant  to  §1125.102id>. 
The  Department  of  Institutions,  State  of 
Washington,  shall  be  a  producer-handler 
exempt  from  the  provisions  of  §§  1125.102 
'other  than  paragraph  (g)  thereof) 
1125  30  and  1125.32  with  respect  to  milk 
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of  its  own  production  and  receipts  from 
fluid  milk  plants  and  country  plants 
processed  or  received  for  consumption 
in  state  institutions  and  with  respect  to 
movements  of  milk  to  or  from  a  fluid 
milk  plant  or  country  plant 

(Sees    1    19,  48  SUt    31.  as  amended.  7  USC 

601   674) 

Effective   date:    February    1.    1962 

Si'^ned  at  Washington.  DC  .  on  Janu- 
aiy  23.  1962 

James  T  Ram-h. 
Assistant  Secretary 

|FR      Doc      62  898.      Piled.     Jan      25      1962. 
8  49  a  m  j 


Title  14-AERONAUTICS  AND 
SPACE 

Chapter  I — Federal   Aviation  Agency 

I  Reg   Docket  No  773.  Amdt  60  27    Supp  33  | 

PART  60^AIR   TRAFFIC   RULES 
Radio   Communications   Failure 

Diaft  Release  No.  61-13  published  as  a 
notice  of  proposed  rule  making  in  the 
Federal  Register  on  June  16.  1961  1 26 
F  R.  5404  >.  gave  notice  that  the  Federal 
Aviation  Agency  proposed  to  amend 
J  60  49.  Radio  Failure,  of  Part  60  of  the 
Civil  Air  Regulations.  The  reasons  for 
the  amendment  were  outlined  in  detail 
m  the  draft  release  All  comments  re- 
ceived in  response  to  this  draft  release 
have  been  reviewed  and  given  due  con- 
sideration. The  majority  of  comments 
received  either  er.Joised  the  proposed 
revision  or  recommended  certain 
changes.  Only  one  comment  was  in 
opposition  to  the  amendment 

The  proposed  rule  contained  the  pro- 
vision   that    when    weather    conditions 
permit,    the    pilot    shall    terminate    his 
flight    in   VFR  conditions  and    land   as 
soon  as  practicable.     One  organization 
and  one  individual  tempered  their  con- 
currence  with   the   recommendation   to 
delete  this  mandatory  requirement.     It 
was    contended    that    the    ATC    system 
either  carmot  or  does  not  want  to  cope 
with    aircraft    which    experience    radio 
communications  failure  in  VFR  condi- 
tions.   It  is  emphasized  that  the  question 
IS  not  whether  the  system  can  or  cannot 
cope  with  the  situation  but  whether  the 
resultant    adverse    impact    upon    other 
users  of  the  system  is  reasonable  com- 
pared to  the  possible  inconvenience  to 
one   pilot.     Air  traffic  control   provides 
standard  separation  to  all  en  route  IFR 
aircraft  regardless  of  weather  conditions. 
When   a   radio  communications   failure 
occurs,    a   near   emergency  situation   is 
sometimes  created,  in  that  it  may  become 
necessary  for  air  traffic  control   to  re- 
route or  reclear  a  substantial  number  of 
IFR  aircraft  in  order  to  maintain  proper 
separation.     In  essence,  air  traffic  con- 
trol is  often  forced,  for  reasons  of  safety, 
to  grant  priority  to  the  aircraft  experi- 
encing the  failure.    It  is  not  considered 
logical  to  permit  an  aircraft  which  is  in 
VFR  conditions  to  continue  an  extended 
flight  to  the  destination  at  the  possible 
inconvenience  of  other  aircraft  using  the 


system.  As  stated  in  the  Draft  Release, 
the  simplest  way  to  eliminate  such  a 
problem  is  to  remove  the  source,  i.e..  to 
require  the  pilot  of  the  aircraft  experi- 
encing the  malfunction  to  land. 

In  the  original  proposal,  the  require- 
ment to  terminate  the  flight  under  VFR 
would  not  apply  to  op^rations  conducted 
within  positive  control  airspace.  Upon 
consideration  of  the  safety  factors  in- 
volved, it  has  been  determined  that  the 
requirement  to  land  VFR  should  also 
apply  to  this  airspace.  Therefore,  this 
regulation  provides  that,  regardless  of 
the  airspace  involved,  when  VFR  con- 
ditions prevail  the  flinht  must  be  termi- 
nated as  soon  as  practicable.  It  should 
be  emphasized  the  pilot  of  an  aircraft 
in  such  circumstances  is  fully  responsible 
for  the  separation  of  his  aircraft  from 
all  others 

It  IS  not  intended  that  the  require- 
ment to  "land  as  soon  as  practicable ' 
be  construed  to  mean  "as  soon  as  possi- 
ble." The  pilot,  of  course,  retains  his 
prerogative  of  exercising  his  best  judg- 
ment and  is  not  required  to  land  at  an 
unauthorized  airport,  at  an  airport  un- 
suitable for  the  type  of  aircraft  flown, 
or  to  land  only  minutes  short  of  his 
intended  destination.  The  primary  ob- 
jective of  this  provision  of  the  rule  is 
to  preclude  extended  IFR  operations  in 
the  air  traffic  control  system  in  VFR 
weather  conditions.  The  regulation 
does  not  prohibit  the  pilot  experiencing 
radio  communications  failure,  after 
landing  and  cancelling  his  IFR  flight 
plan,  from  taking  off  again  and  proceed- 
ing to  the  destination  in  accordance  with 
VFR  if  he  so  desires. 

The  Air  Line  Pilots  Association 
<ALPA»  recommended  that  in  the  event 
of  radio  communications  failure,  a  pilot 
would  proceed  according  to  the  route 
and  altitude  filed  in  the  flight  plan, 
rather  than  via  the  route  and  altitude 
specifled  by  air  traffic  control.  Such  a 
provision  would  require  a  pilot  to  pro- 
ceed via  the  filed  route  which  might  be 
a  considerable  distance  away  from  the 
route  specifled  in  the  air  traffic  control 
clearance.  In  a  similar  manner,  a  pilot 
who  has  been  assigned  an  altitude  other 
than  his  flled  altitude  within  a  route 
structure  would  be  required  to  climb  or 
to  descend,  as  might  be  appropriate,  to 
the  flled  altitude.  Obviously,  pilot  ac- 
tion which  would  disregard  an  ATC 
clearance  and  revert  to  a  flled  flight 
plan  is  not  feasible  since  it  is  virtually 
impossible  to  develop  procedures  for 
transition  to  flight  planned  route  and 
altitude  which  would  be  applicable  in  all 
situations. 

ALPA  also  suggested  that,  when  a 
climb  to  a  higher  route  structure  is  nec- 
essary, the  pilot  should  climb  to  the 
altitude  or  flight  level  specifled  in  the 
flight  plan  rather  than  the  cardinal 
altitude  at  or  above  the  MEA  of  the  filed 
route  structure.  Since  pilots  often  may 
file  multiple  altitudes  or  multiple  route 
structures  in  a  single  flight  plan,  such 
a  regulation  would  only  compound  the 
problems  and  impair  the  ability  of  air 
traffic  control  to  provide  proper  separa- 
tion. It  is  concluded  that  one  easily 
determined  and  easily  recalled  altitude 
for  application  during  radio  communica- 


Friday,  January  26,  1962 

tion  failure  is  imperative  to  meet  the 
needs  of  the  pilot  and  the  air  traffic 
control   system. 

The  Air  Traffic  Control  Association 
lATCA)  suggested  that  when  a  climb 
to  a  higher  route  structure  is  necessary, 
the  pilot  should  be  required  to  exercise 
his  emergency  authority  and  initiate 
climb  at  his  discretion.  Such  a  require- 
ment would  eliminate  the  provision  to 
initiate  climb  ten  minutes  after  passing 
the  first  compulsory  reporting  point  over 
which  the  failure  prevented  communica- 
tions with  air  traffic  control"  ATCA 
contended  that  the  controller  would  not. 
in  all  cases,  be  able  to  provide  standard 
separation  in  the  event  of  such  a  climb. 
This  contention  may  be  valid  in  some 
cases;  however,  the  ten  minute  delay 
before  initiating  climb  will  provide  a 
margin  of  safety  which  is  considered 
indispensable.  In  addition,  to  require 
a  pilot  to  use  such  emergency  authority 
is  not  feasible  since  in  most  cases  pilots 
do  not  consider  radio  communications 
failure  to  be  an  emergency  situation, 

British  Overseas  Airways  Corporation 
suggested  that  transponder  procedures 
be  developed  for  use  during  radio  com- 
munications failure.  While  such  proce- 
dures would  be  very  advantageous,  the 
lack  of  decoding  equipment  in  ATC  fa- 
cilities at  present  prohibits  the  adoption 
of  tlus  suggestion.  The  implementation 
of  transponder  procedures  is  contem- 
plated when  adequate  decoding  equip- 
ment becames  available. 

The  one  comment  in  opposition  to  the 
amendment  contended  that  It  would  not 
be  possible  for  military  jet  aircraft  to 
complete  certain  flights  If  radio  commu- 
nication failure  provisions  require  that 
the  operation  be  conducted  at  Flight 
Level  240.  It  was  recommended  that 
the  rule  be  amended  to  require  a  cruising 
altitude  advisory  prior  to  take-off  in 
order  that  the  pilot  might  proceed  to  his 
destination  at  the  flight  level  advised  by 
ATC.  Procedures  currently  In  effect  pro- 
vide that  when  a  pilot  Is  not  Issued  a 
clearance  within  the  filed  route  structure, 
the  pilot  must  be  Issued  an  advisory  as 
to  when  he  may  expect  a  clearance  to 
an  altitude  In  the  requested  structure. 
Since  this  procedure  appears  to  satisfy 
the  objective  of  this  recommendation,  it 
is  not  considered  necessary  to  alter  the 
provisions  of  the  rule. 

It  is  virtually  Impossible  to  promul- 
gate a  rule  which  provides  definitive 
action  for  every  conceivable  eventuality 
associated  with  radio  communications 
failure.  Such  a  mle  would  be  too  volu- 
minous for  ready  comprehension  and  ap- 
plication. Conversely.  It  is  not  intended 
to  promulgate  a  rule  so  brief  or  general 
as  to  be  ambiguous.  It  is  not  intended 
to  attempt  to  regulate  emergency  or  near 
emergency  situations.  For  example,  the 
rule  omits  reference  to  the  problems 
arising  from  a  missed  approach.  The 
circumstances  would  be  so  unpredictable 
in  such  a  situation  that  It  Is  considered 
that  an  emergency  would  exist  and.  as 
such,  would  not  be  subject  to  regulation. 
Concurrently  with  the  adoption  of  the 
rule  contained  herein,  detailed  pro- 
cedures which  shall  be  followed  in  the 
event  of  radio  communications  failure 
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will  be  published  in  the  Flight  Informa- 
tion Manual.  All  necessary  supplemen- 
tary data  will  be  consolidated  in  this  pub- 
lication. The  Flight  Informati(»i 
BCanual  will  henceforth  be  the  sole  source 
of  FAA  supplementary  material  appli- 
cable to  radio  communications  failure. 

In  consideration  of  the  foregoing.  Part 
60  of  the  Civil  Air  Regulations  (14  CFR 
Part  60)  and  Civil  Aeronautics  Manual 
60  are  amended  as  follows: 

1.  By   amending    S  60.49    to    read   as 
follows: 
§  60.49      Radio  communicalionsi    failure. 

In  the  event  of  two-way  radio  com- 
munications failure  the  pilot  shall  com- 
ply with  the  following  procedures,  unless 
otherwise  authorized  by  air  traffic 
control : 

(a)  VFR  conditions.  If  the  failure 
occvu's  in  VFR  conditions  or  if  such  con- 
ditions are  subsequently  encountered, 
continue  flight  under  VFR  and  land  as 
soon  as  practicable. 

(b)  IFR  conditions.  If  the  failure  oc- 
curs in  IFR  conditions  or  If  the  provisions 
of  paragraph  (a)  of  this  section  cannot 
be  followed,  continue  flight  to  the  airport 
of  destination. 

(1)  Route.  Via  the  route  specified  In 
the  last  air  traffic  control  clearance  re- 
ceived or,  if  no  route  has  been  specified, 
via  the  planned  route. 

(2)  Altitude.  At  whichever  of  the  fol- 
lowing altitudes  or  flight  levels  is  the 
higher : 

»i)  At  the  altitude  or  flight  level  spec- 
ified in  the  last  air  traffic  control  clear- 
ance received; 

<ii)   At  the  minimum  safe  altitude;  or 

(ill)  At  the  lowest  csudinal  altitude 

or  flight  level  (1.000-foot  level),  at  or 

above  the  MEA  of  the  highest  planned 

route  structure. 

When  climb  to  a  higher  route  structure 
is  necessary,  climb  shall  be  initiated,  un- 
less required  earlier  by  the  minimum  safe 
altitude,  10  minutes  after  passing  the 
first  compulsory  reporting  point  over 
which  the  failure  prevented  communica- 
tions with  air  traffic  control. 

(3)  Holding.  When  holding  Instruc- 
tions have  been  received,  depart  the 
holding  fix  at  the  expected  further  clear- 
ance time  received  or.  If  an  expected  ap- 
proach clearance  time  has  been  received. 
depart  the  holding  fix  so  as  to  arrive  over 
the  radio  facility  to  be  used  for  the  ap- 
proach at  the  destination  airport  as 
nearly  as  possible  to  the  expected  ap- 
proach clearance  time. 

(4)  Descent.  Descent  from  the  en 
route  altitude  or  flight  level  shall  be  In- 
itiated at  the  radio  facility  to  be  used  for 
the  approach  at  the  destination  airport 
at  whichever  of  the  following  times  Is  the 

later: 

(i)  The  expected  approach  clearance 

time,  if  received; 

(ii)  The  estimated  time  of  arrival  as 
determined  from  the  flight  plan,  as 
amended  with  air  traffic  control;  or 

(ill)  The  actual  time  of  arrival  over 
the  facility. 
§§60.21-1,60.49-1      [Rescinded] 

2.  By  rescinding  it  60.21-1  and  60.49-1 
of  Civil  Aeronautics  Manual  60. 
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This  amendment  shall  become  effective 
May  1.  1962. 

(Sec.  307;  72  Stat.  749.  49  U.S.C.  1348) 

Issued  in  Washington,  D.C.,  on  Jan- 
uary 19,  1962. 

N.  E.  Halaby. 
Administrator. 

[F.R.    Doc.    62  565;     Piled,    Jan.    25,     1962; 
8:45  ajxi.) 


Chapter  ill — Federal  Aviation  Agency 

SUBCHAPTER   C — AIRCtAFT   REGULATIONS 

[Reg.  Docket  No.  1043;  Amdt.  393] 

PART  507— AIRWORTHINESS 
DIRECTIVES 

Boeing  707  and  720  Series  Aircraft 

Investigation  has  shown  that  exten- 
sions of  certain  repetitive  inspection  In- 
tervals based  on  service  experience  may 
be  granted  to  operators  of  Boeing  707  and 
720  Series  aircraft  In  complying  with 
Amendment  326.  26  F.R.  7873.  Accord- 
ingly, the  Inspection  interval  In  para- 
graphs (b)  and  (e)(3)  are  being  ex- 
tended from  65  to  100  hours  and  3,500 
to  4,000  hours  respectively.  Also,  refer- 
ence is  being  made  to  a  later  Issue  of  the 
manufacturer's  service  bulletin  and  par- 
agraph (b)  <2)  is  being  revised  to  re- 
define the  area  to  be  Inspected.  The 
aircraft  affected  also  are  listed  by  serial 
number. 

Since  this  amendment  relaxes  a  re- 
quirement and  imposes  no  additional 
burden  on  any  person,  notice  and  public 
procedure  hereon  are  unnecessary  and 
the  amendment  may  be  made  effective 
upon  publication  In  the  Federal 
Register. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  6489) , 
§  507.10(a)  of  Part  507  (14  CFR  Part 
507 >.  is  hereby  amended  as  follows: 

Amendment  326.  26  FJl.  7873.  Boeing 
707  and  720  Series  aircraft.  Is  amended 

by: 

1.  Changing  the  applicability  state- 
ment to  read: 

Applies  to  Boeing  707  Series  aircraft  Serial 
No8.  17586-17662,  17668-17690,  17692-17712, 
17718-17724,  17903-17906,  17918-17919,  17926- 
17930.  18012  and  18054  a»d  Boeing  720  Series 
nlrcraft  Serial  Nob.  17907-17917,  18013-18020. 
18023.  and  18041  as  Indicated. 

2.  Changing  the  first  paragraph  to 
read: 

Due  to  failure  in  a  main  landing  gear 
trunnion  support,  the  following  Inspection*, 
contained  In  paragraphs  (a),  (b),  and  (c). 
are  required  on  all  specifled  707  Series  air- 
craft until  paragraph  (d)  has  been  accom- 
plished. Paragraph  (e)  is  required  on  all 
specified  707  Series  aircraft  after^aragraph 
(d)  Is  accomplished  and  on  all  s|)eclfled  720 
Series  aircraft. 

3.  Changing  the  Inspection  Interval  In 
paragraph  (b)  from  "every  65  hours" 
to  "every  100  hours". 

4.  Changing  paragraph  (b)(2)  to 
read: 

(2)  A  strip  Vi-lnch  wide  around  upper 
bearing  support,  from  the  upper  barrel  nut 
to  lower  1.31  diameter  inboard  (tension)  bolt 
hcde,  on  aft  side. 
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5.  Deleting  the  following  reference 
statement  in  pcuragraph  (d)(3>:  "and 
SB.  No.  1044  (October  26.  1960.  or 
l£;ter)." 

6.  Changing  paragrairfi  (e)  to  read: 

(e)  The  following  repetitive  Inspections 
are  required  on  all  specified  707  Series  air- 
craft upon  completion  of  the  Inspections 
and  rework  outlined  In  (d)  and  on  all  speci- 
fied 720  Series  aircraft. 

7.  Changing  the  inspection  interval  in 
paragraph  (e)(3)  from  "every  3,500 
hours"  to  "every  4,000  hours" 

8.  Changing  reference  to  Boeing  SB 
859  from  "(R^l  or  later)"  to  ■iR-2  or 
later)"  in  paragraphs  <ci.  'C><1>.  <d' 
<1) .  (e)(3)(iv),  and  the  parenthetical 
reference  statement. 

This  amendment  shall  become  effec- 
tive January  26.  1962. 

(Sees.  313(a).  601.  603:  72  Stat  752  775  776. 
40  U.S.C.  1354(a).  1421.  1423) 

Issued  in  Washington.  DC.  on  Janu- 
ary 19.  1962. 

G.  S.  Moore. 
Acting  Director, 
Flight  Standards  Service 

(FR      Doc     62-866:     Piled.    Jan      25.     1962. 
8:46  am  I 


[Reg.  Docket  No.  989;  Amdt.  3941 

PART  507— AIRWORTHINESS 
DIRECTIVES 

Lycoming  VO-540  Series  Engines 

A  proposal  to  amend  Part  507  of  the 
regulations  of  the  Administrator  to  in- 
clude an  airworthiness  directive  requir- 
ing replacement  of  hydraulic  value 
tappet  bodies  and  plunger  asemblies 
which  are  subject  to  failure  on  Lycoming 
VO-540  Series  engines,  with  newly  de- 
signed improved  i>arts,  was  published  in 
26P.R.  11870. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  amendment.  No  objec- 
tions were  received. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  P.R.  6489  •. 
5  507.10(a)  of  Part  507  (14  CFR  Part 
507).  is  hereby  amended  by  adding  the 
following  new  airworthiness  directive: 

Ltcoming.  Applies  to  all  VO-540  Series 
engines. 

Compliance  required  as  indicated. 

To  preclude  failures  of  the  hydraulic  valve 
tappet  body  and  plunger  assembly,  an  Im- 
proved hydraulic  tappet  body  and  plunger 
aasAinbly  has  been  provided. 

Unless  already  Incorporated.  Install  a 
Lycoming  P/N  72876  plunger  assembly  and  a 
Lycoming  P/N  73061  tappet  body  at  the  next 
engine  overhaul  after  the  effective  date  of 
thU  AD. 

(Lycoming  Service  Instruction  No.  1011 
covers  this  same  subject.) 

This  amendment  shall  become  effec- 
tive February  27,  1962. 

(Sees.  313(a).  601.  603;  72  Stat.  752,  ?75.  776: 
49  US.C.  1354(a).  1421.  1423) 

Issued  In  Washington,  DC  ,  on  Janu- 
ary 19.  1962. 

G.  S.  Moore. 
Acting  Director. 
Flight  Standards  Service. 

[PH.    Doc.    62-867:     Filed.    Jan.    26,    1902; 
8:44  a.m.] 


RULES  AND   REGULATIONS 

SUICHAPTEI    E— All   NAVIGATION 
REGULATIONS 

(Airspace  Docket  No    61  SW-125| 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alteration   of  Control   Zone  and 
Control   Area   Extension 

The  purpcse  of  these  amendments  to 
5  5  601  2024  and  601.1238  of  the  regula- 
tions of  the  Administrator  is  to  alter 
the  Amarillo.  Tex  .  control  zone  and 
control   area  extension. 

The  Amanllo  control  zone  ■  5  601  2024  > 
and  control  area  extension  i§  601. 1238" 
arc  described,  in  part,  with  reference  to 
the  Amanllo  radio  range.  The  Federal 
Aviation  Agency  is  converting  the  Ama- 
nllo radio  ranse  to  a  nonduectional 
radio  beacon.  Therefore,  action  is 
taken  herein  to  revoke  the  control  zone 
extension  based  on  the  north  course  of 
the  radio  range,  delete  the  radio  range 
from  the  description  of  the  control  zone, 
and  substitute  geographical  coordinates 
in  lieu  of  the  radio  range  in  the  descrip- 
tion of  the  control  area  extension. 

Since  these  amendments  impose  no 
additional  burden  on  any  person,  notice 
and  public  procedure  hereon  are  un- 
necessary. However,  since  it  is  neces- 
sary that  sufficient  time  be  allowed  to 
permit  appropriate  changes  to  be  made 
on  aeronautical  charts,  these  amend- 
ments will  become  effective  more  than 
30  days  after  publication. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  <  25  F.R.  12582  > . 
the  following  actions  are  taken: 

1.  Section  601.2024  '  14  CFR  601.2024' 
is  amended  to  read: 

§  601.202  I       Vniurillo,    Tex.,    r  o  ii  I  r  o  1 
zone. 

Within  a  5-mile  radius  of  the  Amarillo, 
Tex.,  AFB  Municipal  Airport  (latitude 
35  13'11"  N.,  longitude  101  42'42"  W.). 
within  2  miles  either  side  of  the  046' 
bearing  from  the  Tradewind  RBN  ex- 
tending from  the  5-mile  radius  zone  to 
the  RBN,  and  within  2  miles  either  side 
of  the  Amarillo  VORTAC  221*  radial 
extending  from  the  5-mile  radius  zone 
to  the  VORTAC. 

2.  Section  601.1238  (14  CFR  601  1238' 
is  amended  to  read: 

§  601.1238      Control     »rr»    exlen.«ion 
(\niarillo,  Tex.). 

That  airspace  within  a  50-mile  radius 
of  latitude  35^3 '42"  N.,  longitude  101  - 
44'24"  W. 

These  amendments  shall  become  effec- 
tive 0001  e.s.t.  April  5.  1962. 
(Sec.  307(a).  72  SUt.  74&;  49  V3C.  1348) 

Issued  in  Washington,  D.C..  on  Janu- 
ary 22,  1962. 

D.  D.  Thomas. 
Director,  Air  Traffic  Service. 

[P.R.    Doc.    00-868:     Piled.    Jan.    26.     19«3; 
t:46  am  1 


(Airspace  Docket  No.  61-LA-71  j 

PART  602— DESIGNATION  OF  JET 
ROUTES,  JET  ADVISORY  AREAS 
AND  HIGH  ALTITUDE  NAVIGA- 
TIONAL AIDS 

Designation  of  Jet  Advisory  Area 

On  October  10.  1961.  a  notice  of  pro- 
jxjsed  rule  making  was  published  in  the 
Federal  Register  <26  F.R.  9556)  stating 
that  the  Federal  Aviation  Agency  pro- 
posed to  designate  a  terminal  radar  jet 
advisory  area  following  a  departure 
route  from  the  San  Francisco  Oakland. 
Calif.,  Metropolitan  area  toward  the 
south. 

The  Department  of  the  Air  Force  in- 
terposed no  objection  to  the  proposed 
amendment.  No  other  comments  were 
received. 

Interested  pe«sons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rule  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ment having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582) 
and  for  reasons  stated  in  the  notice,  the 
following  Eiction  Is  taken: 

In  '§  602.300  Terminal  jet  advisory 
areas  (26  PR.  7084)  under  San  Fran- 
cisco Oakland.  Calif.,  jet  advisory  area — 
Radar,  the  following  is  added : 

t  Oakland.  Calif,  via  INT  (Oakland  221' 
and  Point  Reyes,  Calif.  161*  radlals;  the 
INT  of  Point  Reyes  161  and  Big  Sur,  Calif.. 
325-  radlals:  Big  Sur:  thence  via  Big  Sur 
099*  radial  to  Jet  Route  No.  1. 

This  amendment  shall  become  effec- 
tive 001  est.,  April  5.  1962. 

(Sec   307(a) .  72  Stat  749:  49  USC.  1348>  ' 

Issued  in  Washington,  D.C..  on  Janu- 
ary 19.  1962. 

D.   D.  Thomas. 
Director.  Air  Traffic  Service. 

|FR      Doc     62-869:     Plied.    Jan.    25,     1962, 
8  46  a  m  I 

Title  16-COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade  Commission 

[Docket  8353  co  1 

PART   13 — PROHIBITED  TRADE 
PRACTICES 

Jerry  Gross  and  Transparent  Glass 
Coatings  Co. 

Subpart — Advertising  falsely  or  mis- 
leading: §  13.15  Business  status,  advan- 
tages, or  comiections :  §  13.15-235  Pro- 
ducer status  of  dealer  or  seller:  §  13.15- 
235(m)  Manufacturer:  §  13.110  Indorse- 
ments, approval  and  testimonials: 
3  13.265  Tests  and  investigations.  Sub- 
part— Claiming  or  using  Indorsements  or 
testimonials  falsely  or  misleadlngly : 
§  13.330  Claiming  or  using  indorsements 
or  testimonials  falsely  or  misleadingly : 
5  13.330-60  Naf»ona/orfirani2afJons. 

(Sec.  6.  38  SUt.  721:  15  XJ3.C.  46.    Interpret 
or  apply  sec.  5.  38  Stat.  719,  as  amended;  15 
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use  45)  (Ceaae  and  desUt  order.  Jerry 
Gross  trading  as  Transparent  Class  Coatings 
Company,  Los  Angeles,  Calif..  Docket  8363, 
Oct   10. 1961] 

In  the  Matter  of  Jerry  Grots,  an  In- 
dividual. Trading  and  Doing  Business 
as  Transparent  Glass  Coatings  Corn- 

pany 

Consent  order  requiring  a  Los  Angeles 
distributor  of  transparent  window  coat- 
ings to  retailers,  to  cease  representing 
falsely  in  newspaper  and  other  advertis- 
ing and  through  statements  of  salesmen 
that  he  manufactured  said  product,  that 
it  had  been  used,  endorsed  and  approved 
by  nationally  known  concerns,  and  that 
it  had  been  tested  by  reputable  testing 
companies. 

The  order  to  cease  and  desist,  includ- 
ing further  order  requiring  report  of 
compliance  therewith,  is  as  follows: 

It  is  ordered.  That  respondent  Jerry 
Gross,  an  individual,  trading  and  doing 
business  as  Transparent  Glass  Coatings 
Company,  or  trading  and  doing  busi- 
ness under  any  other  name  or  names, 
and  respondent's  representatives,  agents 
and  employees,  directly  or  through  any 
corporate  or  other  device,  in  connection 
with  the  offering  for  sale,  sale  or  dis- 
tribution of  transparent  plastic  glass 
coatings,  or  any  other  merchandise,  in 
commerce,  as  "commerce"  Is  defined  in 
the  Federal  Trade  Commission  Act,  do 
forthwith  cease  and  desist  from  repre- 
senting, directly  or  by  Implication: 

1.  That  he  manufactures  the  prod- 
ucts sold  by  him  when  such  is  not  the 
fact: 

2.  That  any  products  have  been  used 
by.  or  had  the  endorsement  and  approval 
of  any  concern  when  such  is  not  the  fact; 
and 

3.  That  any  product  has  been  tested 
by  the  United  States  Testing  Company 
and  Albert  L.  Chaney  Chemical  Lab- 
oratory, or  any  other  organization,  if 
such  is  not  the  case. 

It  is  further  ordered,  That  the  re- 
spondent herein  shall,  within  sixty  (60) 
days  after  service  upon  him  of  this  order, 
file  with  the  Commission  a  report  in  writ- 
ing setting  forth  in  detail  the  manner 
and  form  in  which  he  has  complied  with 
this  order. 

Issued:   October  10,  1961. 

By  the  Commission. 

I  SEAL]  Joseph  W.  Shea, 

Secretary. 

[PR.    Doc.    62-870;     Piled,    Jan.    25.    1962; 
8:46  ajn.] 

Title  19— CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Department  of  the  Treasury 

IT  J).  556561 

PART  10— ARTICLES  CONDITIONALLY 

FREE,    SUBJECT    TO    A    REDUCED 

RATE,  ETC. 
Identification     and     Exominotien    of 

Theatrical      Poraphernqiio     Tokon 

Abroad  I 

It  has  been  established  that  in  the 
case  of  shipments  abroad  Of  theatrical 
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scenery,  properties,  and  effects  by  rail 
in  carloiiad  lots  in  cars  sealed  by  customs 
offloers  for  entry  at  a  foreign  port  where 
sufficient  United  States  customs  officers 
are  regularly  stationed  the  United  States 
ciutoms  revenue  will  be  adequately  pro- 
tected if  the  application  for  identifica- 
tion (customs  Form  4455)  is  filed  with 
such  an  officer  and  he  examines  the 
articles  prior  to  their  release  from  cus- 
toms custody  by  the  foreign  customs 
officers. 

Accordingly,  §  10.68(a).  is  amended  by 
adding  at  the  end  thereof  the  following 
sentence:  "In  the  case  of  theatrical 
scenery,  properties,  and  effects  taken 
abroad  by  rail  for  temporary  use  in  car- 
load lots  in  cars  sealed  by  customs  officers 
for  entry  at  Montreal  or  Toronto,  appli- 
cation and  examination  prior  to  or  at 
the  time  of  exportation  is  waived  if  cus- 
toms FV>rm  4455  is  filed  with  the  United 
States  customs  officer  in  Montreal  or 
Toronto,  as  the  case  may  be,  and  that 
officer  examines  the  articles  prior  to 
their  release  from  customs  custody  by 
the  foreign  customs  officers." 

(B.8. 261.  sec.  624. 46  Stat.  759;  10  U.S.C.  66. 
1624) 


[SEAL]  Philip  Nichols,  Jr., 

Commissioner  of  Customs. 

Approved:  January  19. 1962. 

JAHXS  A.  RXXD, 

Assistant  Secretary  of  the 
Treasury. 

IP.R.    Doc.    62-891;     Piled.    Jan.    25,     1962; 
8:48  a.m.] 


[TJ>.  55554] 

PART  10-^RTICLES  UNCONDITION- 
ALLY FREE,  SUBJECT  TO  A  RE- 
DUCED RATE,  ETC. 

United  States  Government 
Importations 

Certain  provisions  of  the  Customs 
kegulations  limit  blanket  applications 
for  Immediate  delivery  of  merchandise 
iinp(»rted  by  a  military  department,  the 
General  Services  Administration,  or  the 
AUmilc  Energy  Commission  to  1  year. 
Tlie  following  amendment  is  made  to 
permit  these  agencies  to  file  general 
blanket  applications  for  Indefinite  pe- 
riods of  time  or  specific  blanket  applica- 
tions for  particular  classes  of  shipments 
or  limited  periods  of  time. 

Section  10.104(a),  Customs  Regula- 
tions, is  amended  to  read  as  follows : 

(a)  Shipments  consigned  to  a  military 
department,  the  General  Services  Ad- 
ministration, the  Atomic  Energy  Com- 
mission, or  other  party  acting  for  the 
Atomic  Energy  Commission,  or  to  an 
officer  or  oflioial  of  any  such  agency  in 
his  official  capacity,  shall  be  regarded 
for  purposes  of  this  regulation  as  ship- 
ments the  immediate  delivery  of  which 
is  necessary  within  the  purview  of  sec- 
tion 448(b),  Tariff  Act  of  1930.  Such 
shipments  may  be  released  upon  the  fil- 
ing of  immediate  deUvery  appUcations 
on  customs  Form  3461  as  set  forth  in 
%BM  of  this  chapter.  Such  applica- 
tions may  be  limited  to  particular  ship- 
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ments  or  may  cover  all  shipments  im- 
ported by  the  government  agency  making 
the  application.  They  may  be  approved 
for  specific  periods  of  time  or  for  indefi- 
nite periods  of  time  provided  in  either 
case  they  are  supported  by  blanket  car- 
rier's certificates  fiuid  stipulations  as  pro- 
vided in  paragraph  (b)  of  this  section. 

(Sees.  448,  624.  46  Stat.  714.  75©;  19  U.S.C. 
1448,  1624) 

[sEALl  PHiLn>  Nichols,  Jr., 

Commissioner  of  Customs. 

Approved:  January  19,  1962. 

James  A.  Reed, 
Assistant  Secretary  of  the  Treas- 
ury. 

[F.R.    Doc.    62-890;     Piled.    Jan.    26,    1962; 
8:48    a.m.] 


Title  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  II — Federal  Housing  Adminis- 
tration, Housing  and  Home  Finance 
Agency 

MISCELLANEOUS  AMENDMENTS  TO 
CHAPTER 

The  following  miscellaneous  amend- 
ments have  been  made  to  this  chapter: 

SUBCHAPTEl  C— MUTUAL  MOKTGAGE  INSUI- 
ANCE  AND  INSURED  HOME  IMPIOVEMENT 
LOANS 

PART  203— MUTUAL  MORTGAGE  IN- 
SURANCE AND  INSURED  HOME 
IMPROVEMENT  LOANS 

Subpart   A— Eligibility    Requirements 

In  §  203.17  paragraph  (d)  is  amended 
to  read  as  follows: 
§  203.17      Mortgage  provisionB. 

(d)  Maturity.  (1)  The  mortgage  shall 
have  Si  maturity  as  set  forth  in  subpara- 
graph <2)  or  (3)  of  this  paragraph, 
whichever  is  the  lesser. 

(2)  The  mortgage  shall  have  a  matu- 
rity not  in  excess  of  three-quarters  of  the 
remaining  economic  life  of  the  building 
improvements.  *   «„ 

(3)  The  mortgage  shall  have  a  tenn 
of  not  less  than  10  nor  more  than: 

li)  Thirty  years  from  the  date  oi  tne 
beginning  of  amortization;  or 

(ii)  Thirty-five  years  from  the  date  oi 
the  beginning  of  amortization  if  the  ap- 
pUcation  for  mortgage  jnsiJJ"*»ce  n- 
volves  the  financing  of  a  dweUing  which 

was'  .» 

(a)  Prior  to  the  beginning  of  con- 
struction, approved  for  mortgage  insur- 
ance by  the  Commissioner  or  approved 
for  guaranty,  hisurance.  or  direct  loan 
by  the  Administrator  of  Veterans  Af- 
fairs; and  ^  ^        . 

(b)  inspected  by  the  PHA  and  found 
to  have  been  completed  in  compUance 
with  the  terms  of  the  PHA  commitment 
or  inspected  by  the  VA  imd  found  to 
have  been  completed  in  compliance  with 
the  terms  of  the  VA  Certificate  of  Rea- 
sonable Value. 
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Subport  B— Contract  lights  and 
Obligotiont 

In     1203^67     paragraph     (a>>3>     is 
deleted. 

(Sm.  an.  S3  3Ut.  33:  13  U^C  1715b  In- 
terpret or  apply  Mc.  303.  53  Stat  10.  u 
amended;    13   VSC.   1700) 


SUeCHAFTER   D — RENTAL   HOUSING 
INSURANCI 

PAKT  207— MUITIFAMILY   HOUSING 
MORTGAGE  INSURANCE 

Subpart   A — Eligibility    Requirements 

In  S  207.15  paragraphs  (c>  and  <d)  are 
amended  as  follows; 

§  207. IS      IiuiujMice  of  bondn   »r«iireil   hy 
trust  indenturr. 

•  •  •  •  • 

<  c )  The  holders  of  the  bonds  or  other 
oblifirations  shall  look  solely  to  the  Trus- 
tee for  the  benefits  of  the  contract  of 
mortgage  insurance  and  the  trust  in- 
denture shall  expressly  authorize  the 
Commissioner  to  make  payment  of  any 
claim  imder  the  contract  of  mortgage 
insurance  to  the  Trustee,  without  liabil- 
ity or  accountability  to  the  bond  holders 
to  see  to  the  api^cation  of  the  mortgage 
insurance  contract  benefits;  and 

(d)  The  bonds  or  other  obligations 
shall  be  Issued  only  to  holders  meeting 
the  following  qualifications : 

(1)  A  mortgagee  approved  by  the 
Commissioner: 

(2)  A  pension  or  retirement  fund  or 
a  profit-sharlnc  plan  maintained  and 
administered  by  a  corporation  or  by  a 
governmental  agency  or  by  a  trustee 
or  trustees,  which  has  lawful  authority 
to  acquire  the  bonds  or  other  obligations ; 
or 

(3)  A  charitable  or  nonprofit  organ- 
ization. 

In  S  207.19  paragraph  ic)<6)  is 
amended  to  read  as  follows ; 

§  207.19      RMprired    Buper>i.<«ion    of    pri- 
Tatc  mortcacors. 

•  •  •  •  • 

(c)    •    •    • 

(C)  An  irrevocable  letter  of  credit  ac- 
ceptable to  the  Commissioner  and  the 
mortgagee  and  issued  by  an  institution 
satisfactory  to  them  may  be  substituted 
for  any  cash  deposit  reqtiired  by  sub- 
paragraphs (1),  (3),  and  (5)  of  this 
paragraph. 

Subpart  B— Contract  Rights  and 
Obligations 

In  S  207.261  para^aph  (b)  is  amended 
to  read  as  follows : 

§  207.261      Assignment  of  insured   mort- 

•  •  •  •  • 

(b)  Bond*.  Bonds  or  other  obligations 
issued  in  connection  with  an  insured 
mortgage  executed  in  the  form  of  an  in- 
denture of  trust  may  be  transferred  as 
provided  in  the  trust  indenttire  and  the 
provisions  ot  paragraph  (g)  of  this  sec- 
tion shall  not  be  applicable  to  these 
transfers. 

(Sec.  311,  S3  8Ut.  33:  13  V3.C.  1715b.  Inter- 
pret or  apply  mc.  307,  83  Stat.  10.  as 
amended;  13  VSX!.  1713) 


RULES  AND  REGULATIONS 

SUaCHAfTER    E— COOPCRATIVE    HOUSING 
INSURANCE 

PART  21 S— COOPERATIVE  HOUSING 
MORTGAGE  INSURANCE 


Subpart    A— Eligibility    Require- 
ments— Projects 

In  i  213.19  paragraph  id'  is  amtndtd 
to  read  as  follows: 

§213.19      lotuanrr  of   l>4>iid«   mei-urcd   hr 
tru^t  indenliirr. 

•  •  •  •  •         ■ 

(d'  The  bonds  or  other  obligations 
shall  be  issued  only  to  holders  meeting 
the  following  qualifications: 

<  1 1  A  mortgagee  approved  by  the 
Commissioner: 

(2>  A  pension  or  retirement  fund  or  a 
profit-sharing  plan  maintained  and  ad- 
ministered by  a  corporation  or  by  a 
governmental  agency  or  by  a  trusteee 
or  trustees,  which  has  lawful  authority 
to  acquire  the  bonds  or  other  obliga- 
tions: or 

<3>  A  charitable  or  nonprofit  organi- 
zation. 

Section  213.26  is  amended  to  read  as 
follows; 

§213.26      Working  rapiul. 

The  amount  of  working  capital,  if  any. 
required  by  the  Commissioner  to  be  de- 
posited by  the  mortgagor  with  the 
mortgagee  or  in  a  depository  satisfactory 
to  the  mortgagee  and  under  its  control, 
shall  not  exceed  2  percent  of  the  original 
amount  of  the  mortgage.  Disburse- 
ments from  such  deposit  shall  be  made 
only  in  a  manner  prescribed  by  the  Com- 
missioner. An  irrevocable  letter  of  cred- 
it acceptable  to  the  Commissioner  and 
the  mortgagee  and  Issued  by  an  institu- 
tion satisfactory  to  them  may  be  sub- 
stituted for  any  cash  deposits  required 
by  this  section. 

Section  213.27  is  amended  by  adding  a 
new  paragraph   (f)    to  read  as  follows: 

§  213.27      .\.<iMuranre<i  of  roinpletion. 

•  •  •  •  • 

(f  >  An  Irrevocable  letter  of  credit  ac- 
ceptable to  the  Commissioner  and  the 
mortgagee  and  Issued  by  an  institution 
satisfactory  to  them  may  be  substituted 
for  any  cash  deposit  required  by  para- 
graphs (b)  and  <d)  of  this  section. 

(Sec  211.  62  Stat  23:  12  US.C.  1715b  Inter- 
pret or  apply  sec  213.  S4  Stat  64.  iis  amend- 
ed. 12  use    1716e) 


SUBCHArTER    G — HOUSING    FOR    MODERATE 
INCOME    AND    DISflACED    FAMILIES 

PART  221— LOW  COST  AND  MOD- 
ERATE INCOME  MORTGAGE  IN- 
SURANCE 

Subpart  A — Eligibility  Require- 
ments— Low  Cost  Homes 

In  1221.30  paragraph  (a>'2)  is 
amended  to  read  as  follows ; 

S  22 1  .SO      Maturity  of  mortg^gr. 

(a)    •   •    • 

(2)  Thirty -five  years  in  the  case  of 
any  other  family  if  the  application  for 
mortgage  Insurance  involves  the  financ- 
ing of  a  dwelling  which  was; 


ii»  Prior  to  the  beginning  of  con- 
struction, approved  for  mortgage  insur- 
ance by  the  Commissioner  or  approved 
for  guaranty.  Insurance,  or  direct  loan 
by  the  Administrator  of  Veterans 
Affairs;   and 

(ii>  Inspected  by  the  PHA  and  found 
to  have  been  completed  in  compliance 
with  the  terms  of  the  FHA  commitment 
or  inspected  by  the  VA  and  found  to 
have  been  completed  in  compliance  with 
the  terms  of  the  VA  Certificate  of 
Reasonable  Value. 

Subpart     C — Eligibility     Require- 
ments— Moderate  Income   Projects 

In  S  221  526  paragraph  id)  is  amended 
to   read  as  follows: 

§  221.326      iMuanrr  of  bond-*  necured  by 
lru<>I  indenture. 


(di  The  bonds  or  other  obligations 
shall  be  Issued  only  to  holders  meeting 
the  following  qualifications; 

(1 )  A  mortgagee  approved  by  the 
Commissioner ; 

(2)  A  pension  or  retirement  fund  or' 
a  profit-sharing  plan  maintained  and 
administered  by  a  corporation  or  by  a 
governmental  agency  or  by  a  trustee  or 
trustees,  which  has  lawful  authority  to 
acquire  the  bonds  or  other  obligations: 
or 

( 3  )  A  charitable  or  nonprofit  organi- 
zation. 

In  S  221  340  add  a  new  paragraph  (d) 
as  follows ; 

§  221.S10      Kinuncial  requirenientn. 

•  •  •  •  • 

(d>  An  irrevocable  letter  of  credit 
acceptable  to  the  Commissioner  and 
the  mortgagee  and  issued  by  an  institu- 
tion satisfactory  to  them  may  be  sub- 
stituted for  any  cash  deposit  required 
by  paragraphs  (a)  and  (c)  of  this 
section. 

In  9  221.542  delete  the  period  in  sub- 
paragraph (b)  and  substitute  in  lieu 
thereof  ":  or"  and  add  a  new  subpara- 
graph <  c )  as  follows ; 

§  22 1.5  i2      AAliuranre  of  completion. 

•  •  •  •  • 

<  c  >  An  irrevocable  letter  of  credit 
acceptable  to  the  Commissioner  and  the 
mortgagee  which  is  issued  by  an  institu- 
tion satisfactory  to  them  in  an  amount 
at  least  equal  to  10  percent  of  the  esti- 
mated cost  of  construction  of  the 
project. 

(Sec  211.  52  Slat.  23;  12  USC  1715b.  In- 
terpret or  apply  sec  221.  68  Stat.  599,  as 
amended;  12  V3.C   17161) 


SUBCHAPTER    I — HOUSING    FOR    ELDERLY 
PERSONS 

PART  231— HOUSING  MORTGAGE 
INSURANCE  FOR  THE  ELDERLY^ 

Subpart  A — Eligibility  Requirements 

In  S  231.2  paragraph  ii>  Is  amended  to 
read  as  follows: 

§  231.2      Definitiona. 

•  •  •  •  • 

(i)  "Private  Mortgagor— Profit"  means 
any  mortgagor  upprorcd  by  the  Conunls- 
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sioner.  which,  until  the  termination  of 
all  obligations  of  the  Commissioner  xm- 
dtr  the  insurance  contract  and  during 
such  further  period  of  time  as  the  Com- 
misioner  shall  be  the  owner,  holder,  or 
iiini,urer  of  the  mortgage,  may  in  the 
Commissioner's  discretion  be  regulated 
01  restricted  as  to  rents  or  sales,  charges, 
capital  structure,  rate  of  return  and 
mot  hods  of  operation. 

,S.H  211,  52  Stat.  23;  12  US.C.  1715b.  In- 
tel pret  or  apply  sec.  231.  73  Stat.  665;  12 
use    1715V) 


SUBCHAPTER 


I— MORTGAGE    INSURANCE    FOR 
NURSING   HOMES 


PART  232— NURSING  HOMES 
MORTGAGE  INSURANCE 

Subpart  A — Eligibility  Requirements 

In  S  232.43  paragraph  (d)  is  amended 
to  read  as  follows ; 

§  232.43      Issuance  of  bonds  secured  by 
trust  indenture. 
•  •  •  •  • 

(d>  The  bonds  or  other  obligations 
shall  be  issued  only  to  holders  meeting 
the  following  qualifications: 

(1)  A  mortgagee  approved  by  the 
Commissioner ; 

(2»  A  pension  or  retirement  fund  or 
a  profit-sharing  plan  maintained  and  ad- 
ministered by  a  corporation  or  by  a  gov- 
ernmental agency  or  by  a  trustee  or 
trustees,  which  has  laveful  authority  to 
acquire  the  bonds  or  other  obligations; 

or 

1 3 1  A  charitable  or  nonprofit  organi- 
zation. 

(Sec.  211.  52  Stat  23;    12  US.C.  1716b.     In- 
terprets or  applies  sec.  232,  73  Btat.  663;   12 

'  USC    1715W) 
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Subpart  B — Contract  Rights  and 
Obligations 

In  Part  284  two  new  §9  234.273  and 
234.274  are  added  as  follows : 

§  234.273     AMCSsment  of  taxes. 

When  a  family  unit  is  conveyed  to  the 
Cmnmissioner  or  a  mortgage  is  assigned 
to  the  Ckxnmissioner,  the  unit  shall  be 
assessed  and  subject  to  assessment  for 
taxes  pertaining  only  to  that  unit. 

§  234.274     Certificate  of  tax  assessment. 

The  mortgagee  shall  certify,  as  of  the 
date  of  filing  for  record  of  the  deed  or 
assignment  of  the  mortgage  to  the  Com- 
missioner, that  the  famUy  unit  is  as- 
sessed and  subject  to  assessment  for 
taxes  pertaining  only  to  that  unit. 

(8ec.  ail,  62  Stat.  23:  12  U.S.C.  1715b.  In- 
terpret or  aM>ly  sec.  234.  75  Stat.  160;  12 
U.S.C.  1716y) 


SUBCHAPTER  L— MORTGAGE  INSURANCI  FOt 
INDIVIDUALLY  OWNED  UNITS  IN  MULTI- 
FAMILY    STRUCTURES  | 

PART  234— CONDOMINIUM 
OWNERSHIP 

In  Part  234  the  table  of  contents  Is 
amended  by  adding  two  new  section 
headiniss  as  follows: 

Sec 

234  273     Assessment  of  taxes. 

234  274     Certificate  of  tax  assessment. 

Subport  A — Eligibility  Requirements 

In  §  234.26  paragraph  (d)  (3)  la 
amended  to  read  as  follows: 

§  23 1.26      Eligibility   family  unit,  multi- 
family  structure,  and  plan  of  apart- 
ment ownership. 
•  •  •  •  • 

fd>   Certificate  of  mortgagee.  •  •  * 
(3)  The  family  unit  is  assessed  and 
subject  to  assessment  for  taxes  pertain- 
ing only  to  that  unit. 
No  18— Ft  I 2 


SUtCHAriEl   T— MILITARY    AND   ARMED   SERV- 
ICfS  HOUSING  MORTGAGE   INSURANCE 

PART  aoa— lARMED  SERVICES  HOUS- 
ING—MILITARY PERSONNEL 

Subpart  A — Eligibility  Requirements 

In  I  803.21  paragraph  (d)  is  amended 
to  read  as  follows: 

§  803.21      Issuance  of  bonds  secured  by 
trust  indenture. 
•  •  •  -•  • 

(d)  The  bonds  or-^ther  obligations 
shall  be  Issued  only  to  holders  meeting 
the  following  qualifications: 

CD  A  mortgagee  approved  by  the 
Commlwtooner; 

(2)  A  pension  or  retirement  fund  or 
a  profit-sharing  plan  maintained  and 
administered  by  a  corporation  or  by  a 
govommoital  agency  or  by  a  trustee  or 
trustees,  which  has  lawful  authority  to 
acquire  the  bonds  or  other  obligations; 

or 

(3)  A  charitable  or  nonprofit  organi- 
zation. 

Subpart  B — Contract  Rights  and 
Obligations 

In  !  803.261  paragraph  (b)  is  amended 
to  read  as  follows: 

§  803.261      Assignment  of  insured  mort- 


(b)  Bonds.  Bonds  or  other  obliga- 
tions issued  in  connection  with  an  in- 
sured mortgage  executed  in  the  form  of 
an  indenture  of  trust  may  be  transferred 
as  pio?kled  In  the  trust  indenture  and 
the  proTialons  of  paragraph  (g)  of  this 
section  shall  not  be  applicable  to  these 
transfers. 

(See.  807.  «  SUt.  651;  12  U.S.C.  I748f.  In- 
terpret or  aiq[>ly  sec.  803.  69  Stat.  647.  as 
•mended:  12  U.8.C.  1748b) 

Issued  at  Washington.  DC,  January 

22.1962. 

NxAL  J.  Hardy, 
Federal  Housing  Commissioner. 

[PJt.    Doc.    aa-MS:    FUed.    Jan.    25,    1©62; 
8:48  a.m.] 
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Title  26— INTERNAL  REVENUE 

Chapter  I — Internal  Revenue  Service, 
Department  of  the  Treasury 

SUBCHAPTER    E— ALCOHOL,    TOBACCO,    AND 
OTHER  EXCISE  TAXES 

[T.D.  6588] 

PART  252— EXPORTATION  OF 
LIQUORS 

Miscellaneous  Amendments 

On  November  7,  1961.  a  notice  of  pro- 
posed rule  making  to  amend  26  CFR 
Part  252  was  published  in  the  Piderai, 
Register  (26  P.R.  10484).  In  accord- 
ance with  the  notice,  interested  persons 
were  given  an  opportunity  to  submit 
written  comments  av  suggestions  per- 
taining thereto. 

All  comments  and  suggestions  received 
within  the  prescribed  period  were  care- 
fully considered  but  no  changes  were 
made  in  the  proposed  amendments,  and 
the  amendments  as  published  in  the 
Federal  Register  are  hereby  adopted. 

This  Treasury  decision  shall  be  effec- 
tive on  the  first  day  of  the  first  month 
that  begins  not  less  than  30  days„  after 
the  date  of  publication  in  the  Federal 
Register. 

(SEAL]  MoRTnoa  M.  Caplin, 

Commissioner  of  Internal  Revenue. 

Philip  Nichols,  Jr.. 
Commissioner  of  Ctistoms. 

Approved  January  19,  1962. 

Stanley  S.  Surrey. 
Assistant  Secretary  of  the 
Treasury. 

In  order  (a)  to  conform  these  regula- 
tions to  the  provisions  of  section  309(a) 
of  the  Tariff  Act  of   1930    (19  UB.C. 
1309(a) ) ,  as  amended  by  section  5(a)  (1) 
of  Public  Law  86-606.  relating  to  sup- 
plies on  vessels  and  aircraft  engaged  in 
trade  between  Hawaii  and   any  other 
part  of  the  United  States  or  Alaska  and 
any  other  part  of  the  United  States,  (b) 
to  remove  the  requirement  that  bottles 
of  wine  exported  witti  benefit  of  draw- 
back be  labeled  "For  Export",   (c)    to 
clarify   the   provisions  relating  to   the 
marking  of  containers,  and  (d)  to  elimi- 
nate a  discrepancy  in  the  instructions 
for  the  preparation  of  Form  206,  26  CVR 
Part  252,  "Exportation  of  Liquors",  is 
amended  as  follows: 

1.  Section  252.21  is  amended  by  in- 
serting ".or  between  Hawaii  and  any 
other  part  of  the  United  States  or  be- 
tween Alaska  and  any  other  part  of  the 
United  States"  immediately  after  "pos- 
sessions", wherever  it  appears  in  para- 
graphs (b) ,  (c) ,  (e) .  and  (f ) . 

2.  The  second  sentence  of  paragraph 
(a)  of  S  252.122  is  amended  to  read: 
"Where  the  exporter  is  the  proprietdt  of 
the  bonded  wine  cellar  from  which  the 
wine  is  to  be  withdrawn  he  shall,  at  the 
time  of  withdrawal  of  the  wine,  prepare 
a  notice  of  the  withdrawal  and  shipment, 
on  Form  206.  in  quadruplicate." 

?.  Section  252.123  Is  amended  by 
changing  that  portion  of  the  section  pre- 
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ceding  p*racrai>h  (a)  to  read  as  follows: 
"In  addition  to  the  marka  and  brands  re- 
quired to  M  placed  on  packages  and 
cases  at  the  time  they  are  filled  under  the 
provisions  of  Part  340  of  tills  chapter, 
the  proprietor  shall  place  additional 
marks,  as  herein  specified,  on  each  such 
container  before  removal  from  the 
bonded  premises : ". 

4.  Section  252.154  is  amended  by 
changing  that  portion  of  the  section  pre- 
ceding paragraph  (a)  to  read  as  follows: 
"In  addition  to  the  marks  and  brands 
required  to  be  placed  on  packages  and 
cases  at  the  time  they  are  fUled  under 
the  proTlslons  of  Part  201  of  this  chap- 
ter, the  proprietor  shall  place  additional 
marks,  as  herein  specified,  on  each  such 
container  before  removal  from  the 
bonded  premises:". 

5.  Section  252.193  Is  amended  by 
changing  that  portion  of  the  section  pre- 
ceding paragraph  (a)  to  read  as  follows: 
"In  addition  to  the  marks  and  brands  re- 
quired to  be  placed  on  packages  and 
cases  at  the  time  they  are  filled  under 
the  proTlalons  of  Part  201  of  this  chap- 
ter, the  proprietor  of  the  export  storage 
sliall  place  additional  marks,  as  herein 
specified,  on  each  siich  container  before 
removal  from  export  storage  for  export, 
for  use  on  vessels  or  aircraft,  or  for 
transfer  to  a  foreign-trade  zone: '. 

e.  Section  252.213  Is  revoked. 

7.  Section  252.216  is  amended  by 
changing  that  portion  of  the  section  pre- 
ceding paragraph  (a)  to  read  as  follows: 
"In  adcUtion  to  the  marks  and  brands  re- 
quired to  be  placed  on  each  package  and 
case  under  the  provisions  of  Parts  201. 
231.  or  240.  of  this  chapter,  each  such 
container  removed  under  the  provisions 
of  this  subpart  shall  have  stenciled  or 
otherwise  marked  thereon,  in  durable 
and  legible  letters  and  figures  of  not  less 
than  three-foorths  of  an  inch  in  height, 
additional  Information,  as  specified 
below:". 

8.  Section  252J23  Ls  amended  by 
changing  that  portion  of  the  section  pre- 
ceding paragraph  (a)  to  read  as  follows: 
"In  addition  to  the  marks  and  brands 
prescribed  in  Part  245  of  this  chapter, 
each  keg.  barrd.  case,  crate,  or  other 
package  containing  beer  renu>ved  under 
the  provisions  of  this  subpart  shall  have 
stmclled  or  otherwise  marked  thereon. 
In  durable  and  legible  letters  and  flg\ires 
of  not  less  than  three-fourths  of  nn  inch 
in  height,  additional  Information  as 
specified  below : ". 

(Sec.  7806.  Internal  Revenue  Code.  1954.  68A 
Stat.  917:  26  U.S.C.  7805) 

IP.R.     Doc 


63^844:     Filed 
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Title  28— JUDICIAL 
AOWMSTRATION 

Choptar  I — Dapartmant  of  Justica 
[Order  300-aai 

PAIT  16— PIODUCTION  01  DIS- 
CLOSUIE  OF  MATERIAL  OR  IN- 
FORMATION 

By  virtue  of  the  authority  vested  in 
me  by  section  161  of  the  Revised  Statutes 


RULES  AND  REGULATIONS 

(5  U.S.C.  22  >  and  section  2  of  Re- 
organization Plan  No.  2  of  1950  (64  Stat. 
1261 » .  I  hereby  prescribe  the  following 
regulations  relating  to  the  production  or 
disclosure  of  material  or  information  in 
the  files  of  the  Department  of  Justice: 

Sec 

16  1     Reeponae    to    subpoena    or    order    for 

production  ondlicloaurr 
162     Action   to  be   taken  on  adverse   ruling 

by  the  court. 

AuTHoamr:  If  16  1  and  16  2  Issued  under 
RS   161;  5  use  22 

§  16.1       Re»pon»e   to   aubpoena    ur   order 
for  production  or  diaclosure. 

Whenever  a  United  States  Attorney  or 
any  other  officer  or  employee  of  the  De- 
partment of  Justice  is  served  with  a  sub- 
poena or  order  for  the  production  or  dis- 
closure of  material  or  information 
contained  in  the  files  of  the  Department 
of  Justice,  the  United  States  Attorney, 
or  such  other  attorney  as  may  be  desig- 
nated, shall  appear  with  the  person 
upon  whom  the  demand  Is  made  and  in- 
form the  court  or  other  Issuing  author- 
ity that  such  person  is  not  authorized  to 
produce  or  disclose  the  material  or  in- 
formation sought.  Time  shall  be  re- 
quested within  which  to  refer  the 
subpoerut  or  order  to  the  Attorney  Gen- 
eral, and  the  United  States  Attorney,  or 
other  attorney  designated,  shall  refer 
the  court  to  the  regulations  in  this  part. 
Advice  as  to  such  subpoena  or  order 
shall  be  given  immediately  to  the 
Attorney  General  without  awaiting  court 
appearance. 

§  16.2       .Anion    lo    be    taken    on    ad>er«e 
ruling  hj  the  court. 

In  the  event  the  court  declines  to  de- 
fer a  ruling  until  instructions  from  the 
Attorney  General  have  been  received,  or 
in  the  event  the  court  rules  adversely  on 
a  claim  of  privilege  asserted  under  In- 
structions of  the  Attorney  General,  the 
person  upon  whom  such  demand  is  made 
shall,  pursuant  to  the  regulations  in  this 
part,  respectfully  decline  to  produce  the 
material  or  information  sought  (United 
States  ex  rel.  Touhy  v.  Ragen,  340  U.S. 
462 ) . 

This  order  supersedes  Order  No.  3229 
(Revised)  dated  January  13.  1953. 

Dated:  January  19,  1962. 

Robert  F.  Kennedy. 
Attorney  General. 

[PR      Doc      62  862:     Piled.    J%n.     25.     1962: 
8  45ain  I 


Title  36— PARKS,  FORESTS, 
AND  MEMORIALS 

Chaptar  I — Nationol  Pork  Sarvica, 
Department  of  tha  Intarior 

PART   1— GENERAL  RULES  AND 
REGULATIONS 

Aircraft 

On  page  11363  of  the  Pbobsal  RxciSTtt 
of  December  1,  1961,  there  was  published 
a  notice  and  text  of  a  proposed  amend- 
ment to  Part  1  of  Title  36  Code  of  Fed- 


eral  Regulations.  The  purpose  of  this 
sunendment  is  to  preserve  the  wilderness 
qualities  of  the  park  by  restricting  land- 
ings and  takeoff  of  float  and  amphibious 
aircraft  in  Isle  Royale  National  Park. 
Interested  persons  were  given  30  days 
within  which  to  submit  written  com- 
ments, suggestions  or  objections  with  re- 
spect to  the  proposed  amendment.  No 
comments,  suggestions,  or  objections 
have  been  received,  and  the  proposed 
amendment  Ls  hereby  adopted  without 
change  and  is  set  forth  below.  This 
amendment  shall  become  effective  at  the 
beginning  of  the  30th  calendar  day  fol- 
lowing the  date  of  this  publication  in  the 
Federal  Register. 

Stewart  L.  Udall, 
Secretary  of  the  Interior. 

January  19,  1962. 

Subparagraph  (7)  of  paragraph  (a), 
S  1.61  is  amended  and  revised  to  read  as 
follows: 

§  1.61      Aircraft. 

(a>    •   •   • 

(7)  Isle  Royale  National  Park,  Michi- 
gan. The  portion  of  Tobin  Harbm-  lo- 
cated in  the  NEy4  of  Sec.  4.  T.  66  N.,  R. 
33  W.:  the  SEV4  of  Sec.  33.  T.  67  N..  R. 
33  W.;  and  the  SWV*  of  Sec.  34.  T.  67 
N..  R.  33  W.  The  portion  of  Rock  Harbor 
located  in  the  SEV4  of  Sec.  13.  the  NV^  of 
Sec.  24,  T.  66  N..  R.  34  W.  and  the  WMt 
ofSec  18,T.  66N..R.  33W.  The  portion 
of  Washington  Harbor  located  In  the  N>'2 
of  Sec.  32.  all  of  Sec.  29.  SEy4  of  Sec. 
30.  and  the  E'/i  of  Sec.  31.  T.  64  N.,  R. 
38  W. 

(39  SUt.535:  16  use.  3) 

(PR     Doc      62^76;     Piled.     Jan.    25.     1962; 
8  47  am  1 


Title  39— POSTAL  SERVICE 

Chapter  I — Post  Office  Departmant 

PART  96— AIR  TRANSPORTATION 

First-Class  Mail  by  Air 

The  regiilatlons  of  the  Post  Office  De- 
partment in  Part  96 — Air  TraJisporta- 
tion — as  published  In  26  F.R  11636- 
11653.  and  as  amended  by  26  FJl. 
12216-12220.  are  revised  by  making  the 
following  changes  In  Subi>art  E — First- 
class  MaU  (FCM)  by  Air. 

I.  In  3  96.48  Forms  and  procedures  for 
dispatching  and  receiving  FCM  make  the 
following  changes: 

A.  In  paragraph  (c>  subparagraphs 
(1)  and  (2)  are  amended  to  clarify  the 
instructions  for  preparing  Form  271 5-X 
and  make  certain  editorial  changes 
therein.  As  so  amended,  subparagraphs 
( 1  >  and  i  2 1  read  as  follows : 

(c>  Form  271S-X  Carrier  record  of 
FCM  dispatched  by  air.  ( 1 )  Air  carriers 
receiving  FCM  on  Forms  2713-X.  will 
prepare  Form  271 5-X  to  provide  a  record 
for  each  24-hour  period  of  FCM  dis- 
patched to  the  various  destinations. 

(2)  Preparation.  The  fonn  Is  pre- 
pared by  the  air  carrier  representative 
as  follows: 


Friday,  January  26,  1962 

( 1  >  Prepare  original  and  one  copy  for 
each  destination.  Where  dispatches  are 
regularly  made  to  a  destination,  but  for 
any  reason  "no"  dispatch  Is  made  on  a 
particular  date,  prepare  Form  2715-X 
and  mark  "Nil". 

iii>   Complete  headings. 

(ill)  Under  heading  "Received  Pi-om 

AMF": 

( a  I  Post  pieces  and  weight  of  mall 
earned  forward  from  previous  day. 

ib>  Post  bill  order  niunber,  pn«iptly 
on  receipt  of  related  mail  described  on 
each  Form  2713-X. 

(c  Post  pieces  and  weight  of  mail, 
originating  at  that  point,  received  by 
transfer  from  other  carriers  on  Forms 
2715-B.  See  paragraph  (e)  (J)  of  this 
section  (transfers  of  FCM  described  in 
paragraphs  (e)  (4)  and  (5)  of  this  sec- 
tion should  not  be  entered  on  Forms 
2715-X). 

(d)  At  the  close  of  the  24-hour  period, 
add  pieces  and  weight  and  enter  on 
Total"  line. 

(iv)  Under^  heading  "Transported  by 
Carrier": 

( a  •  Post  pieces,  weight  and  trip  num- 
ber on  which  FCM  boarded.  For  PCM 
dispatched  to  Interchange  trips,  show 
under  "Remarks"  the  ultimate  desti- 
nation in  brackets. 

(b)  At  the  close  of  the  24-hour  period. 
add  pieces  and  weight  of  mall  boarded 
and  enter  total. 

(c>  Post  total  pieces  and  weight  of 
mail  from  Forms  2716-B  covering  mail 
transferred  to  another  carrier.  Also, 
total  pieces  and  weight  from  Forms  2753, 
"Receipt  to  Airline",  for  mail  returned  to 
the  postal  unit. 

( d )  Inventory  any  mail  stockpiled  and 
enter  total  pieces  and  weight  of  mail  on 
hand. 
( e  •  Post  total  pieces  and  weight. 
( / )  Verify  that  the  total  balances  with 
the  total  under  "Received  from  AMP' 
column. 

IV)  Sign  and  present  Form  2715-X 
(original  and  one  copy)  to  postal  unit 
for  verification. 

(vi>  Do  not  complete  the  portion  of 
Form  2715-X  imder  "Carrier's  Statement 
of  Service  Performed". 

Note:  The  corresponding  Poatel  Manual 
sections  are  534.431  and  534.432. 

B.  In  paragraph  (c)  (4)  amend  subdi- 
vision (il)  by  striking  out  "(See  S  96.5(d) 

(3).)'.   and   inserting   in  lieu  thereof 
•'<See  196.5(C).)". 

Note;  The  correBpondlng  Foetal  Manual 
section  Is  534.434. 

C.  In  paragraph  (d).  Form  2713.  Dis- 
patch Record  of  First-Class  Mail  by  Air, 
make  the  following  changes: 

1.  Subparagraph  (1)  is  amended  to 
show  the  use  of  Form  2713  when  PCM 
is  irregularly  off-loswied.  As  so  amended, 
subparagraph  (1)  reads  as  follows : 


'  1 »  Use.  Form  2713  Is  used  for  PCM 
dispatches  over  local  service  air  carriers; 
on  the  West  Coast,  over  trunUine  air 
carriers  between  points  where  no  24- 
hour  dispatch  is  made  on  Forms  2715-X. 
and  where  FCM  Is  Irregularly  off-loaded 
and  turned  In  to  the  postal  unit  at  a 
point  where  dispatches  to  any  point  are 
not  made  by  use  of  Form  2715-X  pro- 
cedure.   See  9  96.47(b)  (7) . 


FEDERAL  REGISTER 

2.  Amend  subparagraph  (2)  for  the 
jmrpoae  of  clarification  to  read  as 
follows: 

(2)  Preparation.  Form  2713  shall  be 
prepared  by  the  designated  clerk  at  the 
airport  mail  facility  or  by  the  dispatch- 
ing clerk  at  the  air  stop  post  office  as 
follows: 

(I)  Prepare  original  and  two  copies 
for  each  trip  to  which  FCM  Is  dispatched. 

(II)  Complete  origin  code  block  and 
first  line  across  top  of  form.  In  the 
"Mall  Ready"  space,  enter  the  time  at 
which  the  PCM  and  forms  are  ready  for 
delivery  to  the  air  carrier.  (The  de- 
parture time  must  be  entered  subse- 
quently (HI  AMP  flies  copy  on  basis  of 
information  received  from  air  carrier.) 

(iU)  Head  columns  on  form,  from  left 
to  right  in  station  order  served  by  trip, 
with  three-letter  alpha  code  for  destina- 
tion to  which  PCM  is  dispatched. 

(iv)  Provide  s^arate  column  for  list- 
ing PCM  for  dispatch  to  destination  not 
served  by  trip  of  dispatch,  and  requiring 
"intri4ine"  tnmsfer  to  another  trip  of 
the  same  carrier  (interline  transfers  by 
local  service  air  carriers  are  not  au- 
thorized) ,  adjacent  to  colvunn  in  which 
local  PCM  for  the  transfer  point  is  re- 
corded. Show  (a)  the  actual  or  ultimate 
on-line  destination  of  FCM,  and  (b)  code 
of  transfer  point  and  trip  being  con- 
nected. 

(V)  Bulk  list  total  pieces  and  total 
pounds  of  PCM  due  off  at  each  stop  point 
under  appropriate  destination  colimui, 
cross  add  pieces  and  poimds.  enter 
"Orand  Total"  in  block  at  bottom  of 
form  and  sign  in  space  provided. 

3,  In  subparagraph  (5),  strike  out 
"(See  i  96.5(d)  (3).)";  and  Insert  In  lieu 
thereof  "(See  §96.5(0.)" 

nor:  The  ocrreaponding  Postal  Manual 
sectiona  are  584.441,  534.442,  and  534.445. 

D.  In  paragraph  (e)  (4)  strike  out  the 
last  sentence  of  subdivision  (I)  (c)  and 
insert' In  Ueu  thereof  "See  §  96.47(b)  (7) 
for  proper  handling  by  postal  unit." 

Nor:  The  correapondlng  Postal  Manual 
section  is  5S4.4Ma(8). 

E.  In  paragraphs  (f )  and  (g)  amend 
the  heading  of  subparagraphs  (2)  to  read 
"Preparation". 

Noia:  Tlie  corresponding  Postal  Manual 
■ecUons  are  634.463,  and  534.472. 

n.  In  §  96.49  Reporting  and  processing 
FCM  irregularities,  make  the  following 
changes: 

A.  In  paragraph  (a)(3).  subdivision 
(i)  is  amended  to  provide  for  a  memo- 
randiun  report  of  refusals/'removals  of 
PCM,  in  lieu  of  a  report  on  Form  2759. 
As  80  amended,  subdivision  d)  reads  as 
follows: 

(3)  FCM  irregularities  requiring  close 
attention.  (1)  Removals  of  FCM  are  not 
subject  to  the  preparation  of  briefs  and 
the  imposition  of  fines  under  the  space 
available  provisions  of  Order  E-17255. 
However,  remedial  action  may  be  re- 
quired. Sulxnit  memorandum  report 
with  full  particulars  to  enable  the  dis- 
tribution and  traffic  manager  to  take 
such  eorreetive  action  as  may  be  neces- 
sary in  situations  where  repetitive  oc- 
currences involving  refusals  and  remov- 


775 

als  Impair  the  service  accorded  PCM. 
See  §  96.48(e)  (4)  (111)  (d)  concerning 
situations  Involving  Form  2715-B  trans- 
fers requiring  report  on  Form  2759. 

Note:  The  corresponding  Postal  Manual 
section  Is  534.513. 

B.  In  paragraph  (b)  amend  subpara- 
graph (2)  for  the  purpose  of  clarification 
to  read  as  follows: 

(2)  Processing  of  finable  FCM  cases. 
Reports  of  (i)  damage  to  mall  or  equip- 
ment, including  repetitive  instances  oc- 
curring at  the  same  airport,  (ii)  failure 
to  protect  FCM  from  depredation,  and 
(iii)  neglect  resulting  In  substantial 
delay,  are  to  be  forwarded  to  the  Direc- 
tor, Air  Transportation  Branch,  for  ap- 
propriate disposition. 

Note:  The  corresponding  Postal  Manual 
section  Is  534.522. 

(R.S.  161,  as  amended,  sec.  405.  72  SUt.  760: 
5    U.S.C.    22.    39    U.S.C.    501,    6301,    6304,    49 

U.S.C.  1375) 

Loins  J.  Doyle, 
General  Counsel. 

[PR.    Doc     62  888:     Piled,    Jan.    26,    1962; 
8:48  a.m.] 


PART  112— RATES  AND  CONDITIONS 
FOR  SPECIFIC  CLASSES 

PART  131— AIR  SERVICE 

PART  132— REGISTRATION 

PART  151— CUSTOMS 

PART  168— DIRECTORY  OF 
INTERNATIONAL  MAIL 

Miscellaneous  Amandmants 

The  regulations  of  the  Post  Office  De- 
partment are  amended  as  follows: 

I.  In  §  112.7,  as  published  in  26  F.R. 
8701-8702  and  amended  by  27  FJl.  404, 
amend  paragraph  (d)  for  purposes  of 
clarification  to  read  as  follows: 

§112.7      Small  packets. 

»  •  •  •  • 

(d)  Description.  Small  packets  offer 
a  convenient  and  economical  means  for 
sending  small  quantities  of  merchandise 
to  those  countries  that  admit  this  class 
of  postal  union  mall. 

Note:  The  corresponding  Postal  Manual 
section  Is  222.74. 

II.  In  §  131.4  as  published  in  26  F.R. 
8710,  paragraph  (a)  Is  amended  to  show 
that  senders  are  responsible  for  marking 
Postal  Union  airmail  with  the  words  "Par 
Avion  ".  As  so  amended,  paragraph  (a) 
reads  as  follows: 

§131.4     Marking. 

(a)  Postal  union  mail.  Senders  should 
mark  airmail  articles  In  the  left  corner. 
Immediately  below  the  return  address, 
with  the  words  "Par  Avion"  In  blue  color. 
Post  offices  may  furnish  senders  with 
l«*el  19  for  the  purpose.  Articles  which 
the  senders  have  faUed  to  mark  "Par 
Avion"  shall  not  be  returned  for  marking 
or  be  marked  by  postal  employees. 

Non:  The  correapondlng  Postal  Manual 
section  is  241.41. 
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ni.  In  i  132.1.  at  published  in  26  PJl. 
8710.  paragraph  (a)  is  amended  to  show 
that  direct  sacks  of  mall  sent  by  pub- 
lishers and  new  agents  abroad  in  quan- 
tity under  prescribed  conditions  may  not 
be  registered.  As  so  amended,  paragraph 
I  a  >  reads  as  follows : 

§  1 32. 1      What  mmj  he  regislrrrd. 

(a)  Postal  union  mail.  Postal  union 
articles  of  all  classes  may  be  registered 
to  all  countries  unless  a  specific  excep- 
tion is  stated  under  the  country  Item  In 
{  168.5  of  this  chapter.  Direct  sacks  of 
mail  as  described  in  i  112.4(f)  of  this 
chapter  may  not  be  registered. 

None:  Ttx9  corresponding  Postal  Manual 
secUon  Is  342.11. 

IV.  In  i  151.2  as  published  in  26  F  R. 
8719.  paragraphs  (a)  and  (b)  are 
amended  to  incorporate  instructions  for 
the  use  of  label  81  on  sacks  containing 
dutiable  mall.  As  so  amended,  para- 
graphs (a)  and  (b)  read  as  follows: 

§  ISl^      Separalioii  points. 

(a)  Exchange  offices.  Articles  be- 
lieved liable  to  customs  duty  are  sub- 
mitted immediately  to  local  customs 
officers  or  redispatched  for  customs 
treatment  to  designated  distribution 
oflDces.  In  the  latter  case,  exchange 
offices  will  attach  label  81.  a  reusable 
pink  slotted  tag  bearing  the  words  "This 
sack  contains  mall  'SUPPOSED  LIABLE 
TO  CUSTOMS  DUTY."  to  the  label 
holders  or  hasps  of  sacks  or  pouches  con- 
taining matter  to  be  submitted  to  cus- 
toms officers. 

^b)  DiatribfuUon  offices.  Distribution 
offices  will  submit  articles  supposed  liable 
to  customs  duty  to  customs  officers  as 
soon  as  possible  after  receipt.  The  re- 
uisable  tags,  label  81,  removed  from  sacks 
containing  this  mail,  will  be  returned 
periodically  to  the  postmasters  at  New 
York.  New  Orleans.  San  Francisco, 
Seattle,  or  Miami,  as  may  be  appropri- 
ate from  a  geographical  standpoint. 

Nor:  The  corresponding  Postal  Manual 
sections  are  2«1.21  and  361  22 

§  168.5      [AmcsMlmenl] 

V.  In  S  168.5  Individiial  country  regu- 
lations, as  published  In  26  PR.  8725- 
8805.  the  country  "Mexico",  under  Parcel 
Post,  is  amended  by  inserting  two  new 
paragraphs  immediately  preceding  the 
first  paragraph  of  the  item  Observations 
to  Include  requirements  for  import  li- 
censes. As  so  added,  the  paragraphs 
read  as  follows : 

Observations.  A  large  variety  of  items, 
when  the  value  exceeds  200  Mexican 
pesos' (about  $16),  require  import  li- 
censes which  the  addressees  must  obtain 
before  the  goods  arrive.  The  Mexican 
official  valuation  of  articles  may  be 
higher  than  the  purchase  price.  Also, 
customs  duty  is  assessed  at  high  rates. 
This  applies  to  gifts  and  to  Mexican 
goods  being  returned  for  replacement  or 
repair,  as  well  as  commercial  shipments. 
If  the  addressees  have  not  obtained  im- 
port licenses  if  required,  before  the  par- 
cels arrive,  the  Mexican  customs  authori- 
ties may  assess  fines  in  addition  to  the 
duty,  or  confiscate  the  parcels.  Confis- 
cated parcels  are  not  released  without 
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authorisation  of  the  customs  authorities, 
even  If  the  addressees  refuse  them  or  the 
senders  request  their  return. 

Persons  desiring  to  mall  parcels  to 
Mexico  should  be  advised  of  the  fore- 
going and  advised  to  refrain  from  mail- 
ing unless  they  are  assured  that  the  ad- 
dressee will  be  able  to  take  delivery. 
Information  concerning  the  Mexican 
import  duties  applicable  to  specific  items 
and  their  status  under  Mexican  import 
control  may  be  obtained  by  sending  a 
description  of  the  items  to  the  American 
Republics  Division.  Bureau  of  Interna- 
tional Programs.  Department  of  Com- 
merce. Washington  25.  DC  ,  or  any  field 
office  of  that  Department. 

(RJ3.  161.  as  amended,  5  USC    22.  39  U  S  C 
501.  505) 

Louis  J.  Doyle, 
General  Counsel. 

|PR      Doc      62  889:     Piled.     Jan     25.     1962: 
a  48  a-m  I 
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—Deportment  of  the 
Interior 


PART   14-1— GENERAL 

This  chapter  is  effective  upon  publi- 
cation m  the  Federal  Register. 

14-1  000         Scope  ot  part. 

Subpart  14—1. 1  — ln(redwcti«n 

14  I  100         Purpose. 

14  1  101         Authority 

14-1  102  Adoption  of  the  Federal  Procure- 
ment Re^ulatlona  System. 

14  1  103  Relationship  of  Chapter  14  to 
the  FPR  and  other  procure- 
ment Instructions 

14-1  104         Applicability. 

14-1105         Method  of  Issuance. 

14-1.106         ExcluaioDS. 

14-1  107         Arrangement 

14-1.107-1     Numbering. 

AiTTHOsrrT:  f{  14-1  000  to  14  1  lu7  issued 
under  R.S.  161;  5  USC    32. 

§14-1 .000     Scope  of  paH. 

This  part  establishes  a  system  of  pro- 
curement procedures  applicable  to  pur- 
chases of  personal  property  and  nonp«r- 
sonal  services  (including  construction) 
by  all  bureaus  and  offices  of  the  Depart- 
ment of  the  Interior,  based  upon  the 
Federal  Property  and  Administrative 
Services  Act  of  1949  and  the  Federal  Pro- 
curement Regulations,  and  describes  the 
method  by  which  the  Department  of  the 
Interior  implements  and  supplements 
Federal  Procurement  Regulations,  and 
sets  forth  policies  and  procedures  which 
implement  and  supplement  Part  1-1  of 
the  Federal  Procurement  Regulations. 

Subpart   14-1.1 — Introduction 

§  It-I.lOO      Purpo!^. 

Department  of  the  Interior  Procure- 
ment Regulations  are  hereby  established 
as  Chapter  14  of  the  Federal  Procure- 
ment Regulations  System  in  order  to 
provide  uniform  policies  and  procedures 
for  procurement  of  personal  property  and 
services  by  all  bureaus  and  offices  of  the 


Department  of  the  Interior  in  conform- 
ity with  the  Federal  Property  and  Ad- 
ministrative Services  Act  and  regulations 
thereunder.  The  material  in  this  sub- 
part explains  the  relationship  of  Depart- 
ment of  the  Interior  Procurement  Regu- 
lations to  Federal  Procurement  Regula- 
tions and  to  other  procurement  instruc- 
tions governing  Department  of  the 
Interior  operations. 

§  U- 1.101      Authority. 

Title  ni  of  the  Federal  Property  and 
Administrative  Services  Act  of  1949  pro- 
vides a  procurement  system  applicable 
to  purchases  of  personal  property  and 
services  by  the  General  Services  Admin- 
istration and  by  other  executive  agencies 
to  which  the  Administrator  of  General 
Services,  pursuant  to  section  302(a)(2) 
of  the  Act.  has  delegated  authority  to 
apply  the  provisions  of  Title  m.  The 
Administrator  on  March  10.  1959,  issued 
Delegation  of  Authority  383  (24  P.R.  1921. 
March  17,  1959)  authorizing  all  executive 
agencies  (except  those  governed  by  the 
Armed  Services  Procurement  Act)  to 
utilize  the  provisions  of  Title  m.  other 
than  section  305.  relating  to  advance  pay- 
ments. The  Federal  Procurement  Reg- 
ulations SjTstem  was  established  by  the 
Administrator  In  March  1959  (Procure- 
ment Circular  1.  24  F.R  1933.  March  17. 
1959).  to  prescribe  policies  and  methods 
of  procurement  by  all  executive  agencies 
acting  under  the  Federal  Property  and 
Administrative  Services  Act  of  1949. 
Executive  agencies  are  authorized  by 
FPR  1-1.008  to  prescrllw  agency  regula- 
tions to  implement,  supplement,  and  de- 
viate from  Federal  Procurement  Regula- 
tions. For  the  Department  of  the  In- 
terior, the  Secretary  of  the  Interior  Is 
empowered  by  law  to  prescribe  such  reg- 
ulations t5  U.S.C.  22 ». 

§11-1.102      Adoption     of     the     Frdrral 
Procurement   Regulations   System. 

Pursuant  to  authority  delegated  by  the 
Administrator  of  General  Services,  the 
provisions  of  Title  m  of  the  Federal 
Property  and  Administrative  Services 
Act  of  1949  and  Federal  Procurement 
Regulations  shall,  unless  an  exception  Is 
made  by  the  Secretary  for  any  purchase 
or  class  of  purchases,  govern  the  procure- 
ment of  personal  property  and  non-per- 
sonal services  (including  construction) 
by  all  bureaus  and  offices  of  the  Depart- 
ment of  the  Interior. 

§  lt-1.103      Rrlulion^hip. 

(a)  Chapter  14  implements  and  sup- 
plements the  FPR.  Material  published 
in  the  FPR,  which  has  Government-wide 
applicability,  becomes  effective  through- 
out the  Department  of  the  Interior  upon 
the  effective  date  of  the  particular  FPR 
issuance.  Such  material  will  not  be  re- 
peated, paraphrased,  or  otherwise  stated 
in  Chapter  14  except  to  the  extent  neces- 
sary to  implement,  supplement  or  au- 
thorize deviations  from  the  FPR. 

(b>  Procurement  instructions  neces- 
sary to  Implement  or  supplement  the 
FPR  and  Chapter  14  will  be  issued  by  the 
Office  of  the  Administrative  Assistant 
Secretary,  when  necessary  to  accomplish 
Department-wide  procurement  objec- 
tives. Such  issuances  will  be  promul- 
gated in  the  Departmental  Manual. 
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(c)  Instructions  necessary  to  supple- 
ment the  PPR.  Chapter  14,  and  the  De- 
partmental Manual  will  be  issued  by  th« 
heads  of  the  bureaus  and  contracting 
offices,  and  by  their  delegates  in  sub- 
ordinate offices. 

§  14-1.104      Applicability. 

•  a )  Chapter  14  applies  to  all  purchases 
and  contracts  made  by  any  bureau  or 
office  of  the  Department  of  the  Interior 
for  the  procurement  of  personal  property 
and  nonpersonal  services  (including  con- 
struction). Unless  otherwise  specified, 
it  applies  to  purchases  and  contracts 
within  and  outside  the  United  States. 

(b)  This  chapter  shall  not  be  con- 
strued or  applied  in  such  a  way  as  to 
impair  the- exercise  of  special  statutory 
authority  governing  the  production,  sale 
or  exchange  of  electric  energy,  the 
processing  and  sale  of  helium  gas,  or 
the  prxxlucUon  and  sale  of  water  or  other 
products  ifhder  the  saline  water  pro- 
gram. 
§  1 4- 1. 105     Method  of  issuance. 

All  Chapter  14  material  deemed  neces- 
sary for  business  concerns  and  others 
interested  to  understand  basic  and  slg- 
niflcant  Department  of  the  Interior  pro- 
curement policies  and  procedures  will  be 
published  in  the  Federal  Riczsm. 
Other  related  material  will  be  promul- 
gated in  the  Departmental  Manual,  and 
copies  of  such  material  will  be  made 
available  to  interested  individuals  or  or- 
ganizations upon  request. 

§  14-1.106      Exrlusions. 

(a>  Certain  Department  oi  the  Inte- 
rior policies  and  procedures  which  come 
within  the  scope  of  this  chapter  may  be 
excluded  therefrom  when  there  is  jus- 
tification therefor.  These  exclusions  will 
include  the  following  categories: 

(1)  Subject  matter  which  bears  a 
security  classification. 

(2)  Policies  or  procedures  which  are 
expected  to  be  effective  for  a  period  of 
less  than  six  months. 

(3)  Experimental  policies  or  pro- 
cedures, for  a  reasonable  period. 

Procurement  policies,  procedures  and 
instructions  issued  In  other  than  FPR 
System  format  under  subparagraphs  (2) 
and  ( 3 )  of  this  paragraph  will  be  codified 
into  Chapter  14  at  the  earliest  practi- 
cable date. 

§  14-1.107     Arrangement. 

§  1  4-1.107-1     Numbering. 

•  a)  The  numbering  system  used  In 
Chapter  14  conforms  to  that  of  the  PPR. 
Thus,  a  particular  procurement  policy 
or  procedure  will  be  identified  by  the 
same  number  in  Chapter  14  as  in  PPR, 
except  that  the  first  digit  of  the  number 
is  1  (FPR)  or  14  (Department  of  the 
Interior). 

(bt  Similarly,  procedure  and  instruc- 
tions which  may  be  issued  by  the  bureaus 
and  offices  of  the  Department  of  the  In- 
terior will  be  identified  by  alphabetical 
designations  Immediately  following  the 
Departmental  Code  (14),  as  Illustrated 
below : 

14A    Office  of  the  Secretary. 
14B    Division    Of    Administrative    Servleca 
(Chief  Clerk). 
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I4C  BUTMU  of  Commercial  naheries  and 

WildUfe. 

14D  Bureau  of  ^;>ort  Fisheries  and  Wildlife. 

14K  Bureau  ot  lilnes. 

14P  Oeological  Survey. 

140  OlBce  of  Coal  Research. 

141  Bureau  of  Indian  Affairs. 

14J  Bureau  of  Laad  Management. 

14K  National  Park  Service. 

14L  Ofllce  of  Territories. 

14M  Alaska  Railroad. 

14R  omee  of  Saline  Water. 

148  Bureau  of  Reclamation . 

14T  Bonneville  Power  Administration. 

14n  Southeastern  Power  Administration. 

14W  Southwestern  Power  Administration. 
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Office,  Bureau   of  Land   Management, 
Portland,  Oregon. 

John  A.  Carvkk,  Jr., 
Assistant  Secretary  of  the  Interior. 

Jaiotart  19, 1962. 

[F.R.    Doc.    62-673;     Filed,    Jan.    26,    1992; 
8:46  ajn.l 


Stewart  L.  Udall, 
Secretary  of  the  Interiqr. 

Jakuart  19, 1962. 

IFJt.    Doc.    62-8T7;     FUed,    Jan.    25,    1962; 
8:47  ajn.j 

Title  43— fUBUC  LANDS: 
INTERIOR 

Chapter  I— Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

APPfNDIX— nWLIC  LAND  OIDERS 

(PubUc  Land  Order  2591  ] 

(Oregon  010715] 

OREGON 

Revoking  Air  Navigation  Site 
Withdrawal  No.  107 

By  virtue  of  the  authority  contained 
in  secUon  4  of  the  act  of  May  24,  1928 
(46  Stat.  728;  49  nJS.C.  214) ,  it  is  ordered 
as  follows: 

1.  The  departmental  order  of  October 
22.  1936.  creating  Air  Navigation  Site 
Withdrawal  No.  107,  which  was  partially 
revoked  by  Bureau  of  Land  Manage- 
m«it  Order  <tf  June  10,  1957,  Is  hereby 
rev<Aed  In  its  entirety.  The  following 
described  lands  are  released  from  with- 
drawal by  this  order : 

WnxAicrm  Meridian 

T  7  8    R  80  B 

Seci'ag",  NB%NE%NWy4SW  V4 . 
Containing  a Vi  acres. 

2.  The  lands  are  grazing  lands  located 
on  a  rocky  knoll  about  l  ^  miles  north- 
east of  Haines  in  Baker  County,  Oregon, 
at  an  elevation  of  approximately  3,400 
feet.  Temperatures  vary  from  a  sum- 
mer high  of  100'  to  winter  lows  of  sub- 
zero, and  precipitation  is  about  nine 
inches  per  annum,  most  of  which  occurs 
in  the  form  of  rain  and  snow  during  the 
fall,  winter,  and  spring  seasons. 

3.  The  lands  are  hereby  restored  to 
the  operation  of  the  public  land  laws, 
subject  to  any  valid  existing  rights,  the 
requirements  of  applicable  law,  rules 
and  regulations,  and  the  provisions  of 
any  existing  withdrawals,  provided,  that 
until  10:00  am.,  on  July  20,  1962,  the 
iState  of  Oregon  shall  have  a  preferred 
right  of  application  to  select  the  lands 
in  accordance  with  subsection  (c)  of 
section  a  of  the  act  of  August  27,  1958 
(72  Stat.  928;  43n.S.C.  851,  852). 

The  lands  will  be  open  to  mining  loca- 
tion at  10:00  ajn.  on  July  20,  1962. 

Inauixlee  eonceming  the  lands  should 
be   addressed   to   the   Manager,   Land 


I  Public  Land  Order  2692] 
[Montana  043394] 

MONTANA 

Power  Site  Cancellation  No.  160; 
Paitfy  Revoking  Power  Site  Classifi- 
cations Nos.  301  and  369;  Opening 
Lands  Under  Section  24  of  the  Fed- 
eral Power  Act 

By  virtue  of  the  authority  contained 
in  the  act  of  March  3, 1879  (20  Stat.  394; 
43  U.S.C.  31).  and  in  section  24  of  the 
Federal  Power  Act  of  June  10,  1920  (41 
Stat.  1075;  16  UJS.C.  818),  as  amended, 
and  pursuant  to  determinations  of  the 
Federal  Power  Commission  in  DA-169- 
170.  Montana,  it  is  ordered  as  follows: 

1.  Tlie  departmental  orders  of  Octo- 
ber 24,  1944,  and  August  31.  1937.  creat- 
ing Power  Site  CHassiflcations  No.  369  and 
No.  301,  respectively,  are  hereby  revoked 
so  far  as  they  affect  the  following  de- 
scribed lands: 

Principal  Mdudian 

Departmental  order  of  August  31,  1937, 
Power  Site  Classiflcatlon  No.  801: 

T.  26  N..  R.  12  E., 

Sec.  13,  lot  1. 

Departmental  order  ot  October  24,  1944, 
Power  Site  Classification  No.  368 : 

T.  24  N.,  R.  8  B.. 
Sec.26,  SW%SB%: 
Sec.35,NW>/4NB^. 

The  areas  described  aggregate  113,^4 
acres,  of  which  lot  1,  section  13,  is 
patented. 

2.  In  DA-169-170-Montana,  the  Fed- 
eral Power  Commission  determined  that 
the  value  of  the  following  described  lands 
would  not  be  injured  or  destroyed  for 
purposes  of  power  development  by  loca- 
tion, entry,  or  selection  under  the  public 
land  laws,  subject  to  the  provisions  of 
section  24  of  the  Federal  Power  Act,  as 
amended : 

Principal  Miudian 
Power  Site  Classification  So.  3C9 

T.  24  N..  R.  8  E., 
Sec.  26,  lot  5. 

Power  Site  Classification  No.  301 

T.  25  N..  R.  10  E.. 

Sec.  4,  SWV4SBy4: 

Sec.  9,  lot  3. 
T.  26  N..  R.  11  B.. 

Sec.  22,  lot  4; 

Sec.  28,  NEy4NEV4  and  SW%NB«/4. 
T.  26N.,R.  12  E.. 

Sec.  12.  lot  10:  _    

Sec.  13.  lot  1,  SEi4NW%  and  NB^8Wi4- 

The  areas  described  aggregate  276.76 

Acrcs* 

3.  The  lands  are  situated  In  ChouteMi 
County,  Montana.  They  range  from 
grassy  benchland  to  rough  badlanrta 
Vegetative  cover  consists  of  nattvo 
grasses  and  sagel»iish. 

4.  The  public  lands  described  In  this 
order  are  hereby  restored  to  the  opera- 
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tlon  of  the  public  land  laws,  subject  to 
any  valid  existing  rights  and  equitable 
claims,  the  requirements  of  applicable 
law.  niles.  and  regulations,  and  the  pro- 
visions of  any  existing  withdrawals;  any 
disposals  of  the  lands  described  in  para- 
gra|>h  2  hereof,  being  further  subject 
to  the  provisions  of  section  24  of  the  Fed- 
eral Power  Act.  supra:  Provided.  That, 
imtll  10:00  a-m.  on  July  20,  1962,  the 
State  of  Montana  shall  have  a  preferred 
right  of  application  to  select  the  lands 
in  accordance  with  the  provisions  of  sub- 
section (c)  of  section  2  of  the  act  of  Au- 
gust 27,  1958  (72  SUt.  928;  43  \3B.C.  851, 
852),  During  this  period  the  State  may 
also  apply  for  the  reservation  to  it  or  to 
any  of  Its -political  subdivisions,  under 
any  statute  or  regulation  applicable 
thereto,  of  any  of  the  lands  required  as  a 
right-of-way  for  a  public  highway,  or  as 
a  source  of  materials  for  construction 
f^nA  maintenance  of  such  highways,  in 
accordance  with  section  24  of  the  Federal 
Power  Act,  as  amended. 

5.  The  lands  have  been  open  to  appli- 
cations and  offers  under  the  mineral  leas- 
ing laws,  and  to  location  under  the 
United  States  mining  laws  subject  to  the 
provisions  of  the  act  of  August  11,  1955 
(69  Stat  682:  30  U.S.C.  621). 

Inquiries  concerning  the  lands  should 
be  addressed  to  the  Manager.  Land  Of- 
fice, Bureau  of  Land  Management.  Bill- 
ings, Montana. 

John  A.  Carvkk.  Jr. 
Assistant  Secretary  of  the  Interior. 

Janttakt  19.  1962. 

[TR.    Doc.    62-873;     Filed.    Jan.    25.     1962; 
8:46  ajn  I 


[Public  Land  Oder  2593) 

NEW  MEXICO 

Additions  to  Now  Mexico  Grazing 
Districts  Nos.  1  and  6;  Partial  Rev- 
ocations of  Exocutivo  Ordors  Nos. 
8095  and  10046 

By  virtue  of  the  authority  vested  in  the 
President  by  section  1  of  the  Act  of 
June  25.  1910  (36  SUt.  847;  43  U.S.C. 
141).  and  pursuant  to  Executive  Order 
No.  10355  of  May  26.  1952;  and  by  virtue 
of  the  authority  contained  in  the  Act  of 
June  28.  1934  (48  SUt.  1269;  43  US  C. 
315,  et  seq.),  as  amended,  known  as  the 
Taylor  Grazing  Act:  and  in  accordance 
with  Executive  Order  No.  10787  dated 
November  6,  1958  (23  F.R.  8717).  and 
Departmental  Order  No.  2843  dated  No- 
vember 17,  1959.  it  is  ordered  as  follows: 

1.  The  following -described  lands  are 
added  to  and  made  a  part  of  New  Mexico 
Grazing  District  No.  1.  as  heretofore  es- 
Ublished  and  modified: 

NrW    MZZICO   PUNCIPAL    IrfBUSIAN 

T  20  N.,  R.  1  W, 

Sec.  3.  lota  1.  2,  S.  4.  SV^NW  ^ ; 

Sec.  4,  lots  3  and  4. 
T.  21  N,  B.  1  W.. 

Sec.  4.  lota  1,  a.  3.  and  4; 

Sec.  8.  SW^SW^: 

See.  9.  SSViSW^: 

See.  14.  lota  1.  a.  8,  and  4: 

Sec.  15,  lota  1.  8.  NX^IOE^; 

Bmc.  17.  lota  8.  «.  and  7: 

Bw:.  18,SW^NS)4  and  H>^SS^: 
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Sec     2«.    SE>4NE>4.    E4SE>-4.    and    SW* 

SE  >  4 : 
Sec.  31.  lota  10  and  11; 
Sec.  34.  lota  7  and  8: 
Sec.  35.  lot  7. 
T  22  N  ,  R.  I  W. 

Sec.  4.  N',N'/iNWV4SWi4.  8E'4NE',4NW>4 

SWV4.      NE^48*'4N"W^^SWV4.      N'^NEVi 

SWi^.      SE>/4NE'4SW\4.       N<4SWV4NEVi 

SWI-4,      8E'4SW»4NEV4SW>^.      S>4SW^4 

SW  *■      N  *    SE  *    ■ 
Sec.    5*    N'aN'-jNEmSEi^.     N'-jNE'^NWyi 

SE'4.  W'jW^SEVi.  8EV4SWi^SEi.4.  and 

Si,SE'.4SE>.4: 
Sec    7.  Bi^SW-iSE^SE!.;    and  SW'4SW'4 

8EV4SEV4: 
Sec.  8.  NW'4NW'4NW',43W>4  ; 
Sec.    17.    E'jNE'i.    I^W^^NE'*.    NE<4NW>;. 

K'iNE'iSWi.4.       NWi.4NE>4SW'4.       N', 

SWi,4NE'4SWi4,        S'^SW!,(,SW'.4.        84 

NWi4SW'4SWV4.      N4SEi4SE'4.      SW'4 

SEi48E'4,    and    N'iSEy4SE>4SE'4: 
Sec.     20,     SWi4NEi,4NEi,4.      W'jNE'4SE'4 

NE'4,      W'2SE'4NE',4.      and      SE'.4SE>« 

NE1.4; 
Sec   28.  lota  1,  2.3.S4NW',4: 
Sec     29.    SEi4NE'i,    N«/,NWi;,    W'^SW^. 

N>.,NE'.4SWi;.  and  N^NW'4SE>4: 
Sec.  30,  NE'4NK«4; 
Sec.  31,  lota  2  and  3: 

Sec.  33.  lota  5.  6.  S>4S^,  and  NW>4SE>4. 
T    19  N    R   2  W 

Sec.  3.  lota  3',  4.  S'jNWV4.  N'jSW'i.   and 

SWi';8WV4: 
Sec.  5.  S'iNE''4  andSEV4NW'4; 
Sec.  6,  lota  1,  2.  S'jSE'*; 
Sec  8,  N4  and  N'<,84: 
Sec.9,  NWi4SEi<4  andN4SWi4: 
Sec   10.  Wi2NW'.4  andNW'4SWi4. 
T  20  N.,  R.  2  W., 
Sec  5.  SWIh: 
Sec.  6.  8E<4; 
Sees.  7.  8,  and  9: 
Sec  32.  lot2.NW'4SW'4: 
Sec.  33.SWV4SE1.4; 

Sec.  34.  SE'iNE'i.  NE'4  SE'4.  andS'^S'i: 
Sec.  35.SW'4NW>4. 
T  21  N  .  R   2  W  . 

Sec.  16,  NE'4  and  NE'^NWV;: 

Sec.  21.SE>4NE>/4  and  B>4  SE>4: 

Sec  27,  N'^  and  SW'4; 

Sec.      31.      N'.a,      SW^.      N'^SEi4.      and 

SW'xtSE'^: 
Sec.  33.NW'.4: 
Sec  34.  Ni4NW«4. 
T   19  N  .  R.  3  W  . 

Sec.  4,  lota  3,  4,  S'^NW'*: 
Sec.  6.  lot  6; 
Sees.  12.  13.  and  14; 
Sec.  15,  SW'4. 
T  20  N.  R  3  W.. 
Sees.  3.  10,  and  11; 
Sec   12,  S'^, 

Sec.  31,lota3,4,  E'.iNE'4; 
Sec.  34,  SW ',4: 
Sec  36. 
T  21  N  .  R  3  W  . 

Sec  2.  lot  4,8W'4NWi4; 

Sec  S.W^  andSE'/4; 

Sec.  4,  8W'/4NW'4  and  NW'4SW>.4: 

Sec.   5,    lota    1.   2.   3.   S4NE',4,   8E'.4NWi4. 

NE'4SW'4,   N'^SEi4.  and  SEi,4SE'4; 
Sec.  6,  lota  5,  6,  SE'4; 
Sec.  7; 

Sec  8.  NW'4  andSW'4>tEt4: 
Sec  9,  SE'4  SE'4: 
Sec.  10.  NE',4: 
Sec.  13.  E'4SWVi: 
Sec.  14.  NWV4NEI/4: 
Sec.  16.  NE'4  and  NEi,4SEi4: 
Sec.  17,NEV4  andE^SKV;: 
Sees.  18  and  19: 
Sec.  22.  SV«NE>4  and  SKVo 
Sec.a4,NWV4: 
Sees.  27,  28.  29,  and  30; 
Sec.  32.  NSVi: 
Sec.  34. 
T.  20  N..  R.  4  W.. 
Sec.  1: 
Sec.  ll.NXi4. 


T  21  N  .R   4  W  . 

Sec   1,  E'^SE'4  and  SWV4SE«4; 

Sec.  2,  N'i 

Sees  3,  4,  5,  and  6: 

Sec.  7,  N>4.  SEy4SW<4.and  S^SE^; 

Sec.  8.  N'^,,  SW>4SWV4.and  SE14: 

Sees.  9.  10,  11,  and  12; 

Sec.  13,  E>2NEi4: 

Sec.  14.  W',; 

Sec.  18,  NEV4: 

Sec  21.S4SW',4  and  SW^SEV;: 

Sec.22.NE>4; 

Sec.  23,  NW'4NEVi: 

Sec.  24.  NW^NWh: 

Sec.  27,  NWV48W'4  and  SEV;: 

8ec.32.  S'iS'^: 

Sec  33.  W48W'4  and  SEVtSW'/;: 

Sec.  34. 
T  21  N  .  R.  5  W  , 

Sec.  11,  SW'4  and  N'aSE',4; 

Sec   15; 

Sec  23.  E'iNW'4  and  SW',4NE>,;: 

Sec  24,  S'j: 

Sec  28.  W'.^  and  SE'4; 

Sees.  27.  34,  and  35. 

Th6  areas  described  total  in  the  ag- 
gregate 33.290.73  acres. 

2.  The  following -described  lands  are 
added  to  and  made  a  part  of  New  Mexico 
Grazing  District  No.  6,  as  heretofore  es- 
tablished and  modified: 

Nrw  Mexico  Peincipal  Mckisian 

T   17  S.  R.  21  B.. 

Sec.  13.N«4NW'4. 
T.  17  S..  R.  23  K., 

Sec.  8.  N>^SWV«: 

Sec.    21.    S'^^NEVi.    8E'.4NW>4.   NE'^SW»4. 

andN^SEV*: 
See.22,  S'/iSE',4. 

The  areas  described  total  in  the  ag- 
gregate approximately  480  acres. 

3.  Section  2  of  Executive  Order  No. 
10046  of  March  24.  1949.  so  far  as  it  re- 
served the  public  lands  described  in 
Paragraph  1  hereof  under  the  Jurisdic- 
tion of  the  Department  of  Agriculture  for 
use,  administration,  and  disposition,  in 
accordance  with  the  provisions  of  Title 
ni  and  the  related  provisions  of  Title 
rv  of  the  Bankhead -Jones  Farm  Ten- 
ant Act.  is  hereby  revoked. 

4.  Executive  Order  No.  8095  of  April 
19.  1939.  so  far  as  it  reserved  the  public 
lands  described  in  Paragraph  2  hereof  for 
use  of  the  Department  of  Agriculture  in 
connection  with  the  Hope  Land  Use 
Project.  Is  hereby  revoked. 

5.  The  public  lands  released  from 
withdrawal  by  this  order  are  hereby  re- 
stored to  the  operation  of -ihe  public  land 
law-s,  subject  to  any  valid  existing  rights, 
the  requirements  of  applicable  law.  rules, 
and  regulations,  the  provisions  of  any 
existing  withdrawals,  provided  that  until 
10:00  a.m.  on  July  20,  1962,  the  SUte  of 
New  Mexico  shall  have  a  preferred  right 
to  apply  to  select  the  lands  in  accordance 
with  subsection  (c)  of  section  2  of  the 
Act  of  August  27.  1958  (72  SUt.  928;  43 
use.  851,  852). 

The  lands  have  been  open  to  the 
or>eration  of  the  mining  and  mineral 
leasing  laws. 

Inquiries  concerning  the  lands  should 
be  addressed  to  the  Manager,  Land  Of- 
fice. Bureau  of  Land^ Management.  Santa 
Pe,  New  Mexico. 

John  A.  Carvzh,  Jr.. 
Assistant  Secretary  of  the  Interior. 

January  19.  1962. 

[PJL    Doc.    ea-874:    nied.    Jan.    35.    1903; 
8:47  ajn.] 


Friday,  January  26,  1962 

[Public  Land  Order  2504) 

|Loe  Angeles  0163998] 

(Sacramento  0659601 

CALIFORNIA 

Establishing  Monache-Walker  Pass 
National  Cooperative  Lond  and 
Wildlife  Management  Area 

By  virtue  of  the  authority  vested  in  the 
President  and  pursuant  to  Executive 
Order  No.  10355  of  May  26.  1952,  it  is 
ordered  as  follows: 

1.  Subject  to  existing  valid  rights,  the 
following  described  public  lands  are 
hereby  withdrawn  from  application  un- 
der the  nonmineral  public  land  laws  and 
from  disposition  under  the  homestead. 
desert  land  and  scrip  selection  laws,  and 
designated  as  the  Monache-Walker  Pass 
National  Cooperative  Land  and  Wildlife 
Management  Area,  to  be  managed  by  the 
Bureau  of  Land  Management  for  the  de- 
velopment, conservation,  utilization,  and 
maintenance  of  their  natural  resources, 
including  their  recreational  and  wildlife 
resources:  | 

Mount  Diablo  Meridian 

T  25  S  ,R.  32  E., 
Sec.  25.  N'..^N'2.  S'2NW'4,  N'4SW«4.  and 

SW'4SW'4: 
Sec  35.  N»4  and  WV2SWV4 
Sec  36.  S'i  and  W'2NW'4 
T  26S.,R.  32  E.. 
Sec.  1,  loU  1,2.  3.  and  4: 
Sec   2,  lota  1.  2,  3,  4.S'i,NW'4.  SW»4,  SW>4 

NEi4,  and  W'28E'4; 
Sec    10* 
Sec    11".  N',.  N'aSEVi,  SW^SEV,.  N»/aSE«4 

SE'4,  and  SW  '4 : 
Sec.  12,  N',^  and  N'/2SW'^; 
Sec.    13,  NE'4NE',4.  SW',4NW'4.  NViSW>4, 

SE'4SW'.4.  and  SEU- 
T27S.  R.  32E,  i 

Sec.  1.  lot  1  and  W'i:  I 

Sec  2,  loU  1,2,3.  4.Si2N'i.andS>/j: 
Sec.    12,    NWI4,    N'^SE'4NE«4.    SEV4SB>4 

NE'4.andNW>^aE'4; 
Sec   13,NW'^SW>^  andSMr^'/^: 
See  23.  N'/,.  N'^S'i,  and  8>iSEV4; 
Sees.  24  and  25: 
Sec.26,  NEV4  andS'jSEv;; 
Sec.27.  NE»4SW'4; 
Sees.  28  and  33: 
Sec   34,  NW'4NW>4,  E'jE'i,  arid  W«48E>4: 
Sec  38.  N'^. 
T  28  8  ,  R.  82  E.. 
Sec    3,  loU  1,  3.  4 

37-B,     8'aNE'4. 

andSEl4SW'/4; 
See.  4.  lots  1,  2,  3.  4,  S'jN'^.  and  S^; 
Sec.  9,  loU  1.  2.  3 

NW'4NE'4.    NW4 

SE''   ■ 
Sec   10.  lota  1,2,  3.6.  7,andNW«,;SW%: 
Sec.    12.    Ei-aNWy*.    SE'^SW"/*,    SEVi8B>4. 

andSW'4NEV4; 

Sec   13.  S',  and  8W',4NW',4: 

Sec   14,E'i.8yaNWV4.and  SW«4: 

Sec   18.  W'^E'^  and  WVj; 

Sec   21,  E'^SWVi  and  WViSE»4; 

Sec  23,  E'j  and  E'^W'-i; 

Sees  24,  25,  and  26; 

Sec  27,  SE'4; 

See   34.  E'j; 

Sec   35; 

Sec  36.  E'j  and  SW'4. 
T  26  8  ,  R.  33  B., 

Sec   33. 
T  27  S    R  33  E 

Sec     1,   lots    i.   2,   3.   S'aNEv;.  SE',4NW%. 
SW'4SW'4.EVjSW'4,  andSEy*: 

Sec   2.  SE'4SE'4; 

Sec.  4; 


5,  6.  7.  9.  10.  11,  37-A. 
NE'4SE'4.    SW>4SE^. 


4.  5.  6,  7.  8.  9,  10.  44. 

W>48W>4,  and  8EV4 
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See.  9.  8V^8Vi: 

Sees.  10  to  13.  Incl.; 

aec.  14.  N%.  S)^W^.  and  SE%; 

Sec.  16.  N^N)i  and  S^SWV4: 

Bee'.    17.    N%NB^^.    SEy4NEy4.    SEViSWy*. 
andSWV48E%: 

Sec.  19.  loU  1.  3.  7  to  11.  Incl..  13  to  16, 
incl.; 

Sec.  29.  B^.  KV4W%.  and  SWy4SWy4; 

Sees.  31  and  32; 

Sec.  23.  lota  1.  2,  NyjNEVi ,  and  W'/j . 
T.  26  S.,  R.  34  E.. 

Sec.  26.  EV4NB%.  SV4SW%.  and  SEy4: 

Sec.  27.  8E14SWV4  and  S'/2SE'^: 

Sec.  SS.ME^NE^,  Si^N'/,,  and  SV^; 

Secs.'e4  to  36.  incl. 
T.  33  S..  R.  36  E.. 

Sec  25* 

Sec!  36,  NVi.  N'^SMi.  SEV4SWy4.  and  S'^j 

SEV4- 
T.  24  8..  R.  35  E.. 

Sees.  1. 12,  13.  24,  25; 

Sec.  36,NW>4NWVi. 
T.  35  S.,  R.  35  E.. 

Sec.  34,  NV4.  and  NV4SEy4 ; 

Sec.  35.  NW  V4  and  NW  y4  SW » i . 
T.  26  8..  R.  36  E.. 

Sec.    1.    SWViNEy*.    S»ANWV4.    SW'4,    and 

w^SEii: 

8ec.3,S>^8V^: 

Sec.  3,  SW^  and  S<^SEy4 : 

Sec.  4.  lota  2  to  4.  incl..  and  S  >^  NW  V4 : 

Sec.  5.N^: 

Sec.  6,  lot  2.  and  NV4 : 

Sec.  10,  NE»4NE%  and  SW'4SWi/4: 

Sec.  11; 

Sec.    14.    NV4.    EViSE%,    and    SW'-4SW'4 

SW«4; 
Sec.  15.  NWy4NWy4,  S'/2NWy4.  SW'4.  W'i 

SEy4,andSEy4SEV4: 
Sec.  16,  SEy4NEy4,  W'j,  WMiEVi,  and  E'/j 

SEy4: 

Sec.  17,  EV4SyaNW«4.  and  SWVi: 

Sec.   20.    E^.   NM|NWy4,    SEy4NWy4.    and 

NE%8W^4: 
Sec.   21,  NVi.  SW%.   N',iSE'/4.   and    SW'4 

SEy4: 

Sec.    22.    N«^,    N»4SW>4,    SE'/;SWy4.    and 

SEy4: 

Sec.    33.    BV4NE%.    E'/,NWy4NE%.    NEy4 
SWy4NE%.  E%EV4SEy4,  SWy4SEV4SEy4; 
see.  36.  WMiE%  and  W  >A ; 
Sec.  37,  E^  and  Ny2NW'4 : 
Sec.  32,  EHNEV4: 
Sees.  33  to  36,  Incl. 
T.  37  8..  R.  36  E., 
Sees.  2  and  3; 
Sec.  4.  lota  1.  3.  3,  S'/^NE'^.  E'/2SW»,4.  and 

6E>4: 
Sec.  7.  lota  1  to  4.  incl.,  W'^EMi,  EyaW'i. 

andSEV4SE>4: 
Sec.     9,    NV4NEy4.     SEi,4NEV4.     Ei2SW'4. 

sw«48W^.»iidSEy4: 
Ssca.  10. 11. 14,  and  15; 
Sec.  16,  NE%.  NVa NW'4.  and  SVa : 

Sec.  17,  SE  14: 

See.    18,   lots    1.    2,    NE'4.    E'2NW'4.    and 

NEy4SE>4: 
Sec.20.NEV4: 
Sec.   31.  NViN«4.   S'/2NW'4,    N',2N!28W'4. 

axKlNViNW%SEV4: 
Sec.  22.  N^NVi.  SEy4NE'/4,  and  NE'/4SE'4; 
Sees.  33  to  35.  incl.; 
Sec.  36.  N^  and  SB >4: 
Sec.  30.  loU  3  to  4.  Incl.,  SE'4  NW'4.  K'i 

sw^.uMiw^SEy«: 
Sec.  31: 

Sec.  35.NE%.andSya. 
T.  28  8..  R.  36  E.. 
Sec.  1' 

Sec.  2,' lots  6  to  12.  Incl.,  SV^N^.  and  S14: 
Sec.  3,  lots  S,  e.  11,  12.  14.  16,  17,  18,  S>^ 

NE  V4 ,  and  NE  Vi  SE  y* ; 
Sec.  4,  lots  8  to  11.  incl..  13  to  23,  IncU 

SViNW^.  I*V4SW%.  and  NW>4SEV4: 
Sec.  6.  loU  6  to  7.  Incl..  12  to  16,  Incl.,  19. 

81  to  33.  Incl..  SViNEy*.  S^^6W%.  N^ 

SEVi.andSW^SEy*: 
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Sec.  6,  lots  11  to  16,  incl..  33  to  28,  incl.. 
31,   33   tb  35,   incl.,  SE^SW^i,  and  SMj 

SEy4; 
Sees.  7  and  8; 
Sec.  9,  lots  1  to  20,  Incl.; 
Sec.  10.  lots  1,  4  to  8,  Incl.,  and  SB«4; 
Sec.  11; 
Sec.   12,   lots   1  to  4  Incl.,  N»4NEV4,  SE'A 

NEy4,  NyaNW^,  SWViNWV4.  NWy4SWy4, 
S'/2S'/2,  and  NE14SE'^; 
Sees.  13  and  14; 

Sec.  15,  Ey,,  E»4NWi4,  and  SE'ASWVi ; 
Sees.  16  to  19,  Incl.; 
Sec.  20,  E'/^E'/i.  and  W',^; 
Sec.  21,  NWy4NEy4  and  W'/i; 
Sees.  22  to  27,  incl.; 
Sec.  28.  SWy4NEy4,  S'^NWy4,  and  Syj; 
Sec.  29,  S'/2NE'A,WVi,andSEV4: 
Sees.  30  to  35,  Incl.; 
Sec.  36,  lots  1  and  2. 
T.  22  8,  R.  38  E., 
Sec.  1; 

Sec.  2.  lots  1,  2.  S"iNE>/4.  and  SEy4; 
Sees.  3  and  4; 

Sec.  5.  lots  1.2,  S'/aNEVi.andS^: 
Sec.8,  NEi4NE»4; 

Sec.  9,  N'/jN'/ii,  SE'/4NEy4.  and  SEi4SE>/4; 
Sec.   10,  N'/aNEy*.  SWViNB»4.  NWy*.  and 

W'/2SW«/4; 
Sec.  11.  EyaE'/a  and  SWV4SEyi; 
Sees.  12  and  13; 
Sec.  14,  EVi; 
See.  15.  Wya; 
Sec.  19,  SEy*; 

Sec.  20,  SW'/4  and  EViSE'A; 
Sec.  22,  E'/iNE'/4  and  NEy4NW^4: 
Sec.  23,  N'/i,  N'iSya,  SEi48Wy4,  and  S«^ 

SE'/4; 
Sec.  24; 

Sec.  25,  lots  1  to  9,  IncL,  and  NEV4NE>4; 
Sec.  26,  NV4NEV4  and  S'/iSW'/*: 
Sec.  27,  SE'/4SEy4; 
Sec.    28,    Wy2NWy4,    NyaSWy4,    and   SW'i 

SE'-i; 
Sec  29' 
Sec.   30.  lots  1,  2.  4.  NEV4,  Ey2NW'4,  N'/2 

SE',4,andSEV4SE14; 
Sec.  31.  lots  1  to  4,  Incl.,  SE«4NW'/4,  E'i 
SW  V4 ,  NE  'A  SE  % .  and  S  '^  SE  y* ; 

Sec.  32,  SWV4NWy4,  SW»4.  and  S'^SE%; 

Sec.  33.  E1/2  and  S'/2SWy4; 

Sec.  34,  E'/aNEy*  and  W'/i; 

Sec.  35.  E«4NEy4 ,  W  Vi ,  and  SE'4 ; 

Sec.  36,  W  »/2  and  SE »4 . 
T.  23  8..  R.  36  E.. 

Sec.  1: 

Sec.  2,  lots  1.  4,  SWI4,  and  SW',4SEV4: 

^M!S   3  to  9    lucl  * 

Sec.   10,  NEV4NEV4.  NW%NW»4.  SVaNWU. 
S  W  •  4 ,  W  y2  SE  V4 ,  and  SE  %  SE  «4 ; 

Sec.   11.  NE'4.  N'/iNWy4,  SWy4SW'4.  and 
N '-2  SE'4; 

Sec  12' 

Sec!     l'3,    NE14.     E'/jNWy*,    NViS»4.     and 
SW',4SWi4; 

See.  14,  WyiE'/i,W»4,  andEMiSEy4: 

Sees.  15  and  16; 

Sec.  17,  Nya .  SW  % ,  and  NEy4SE  Vi : 

Sees.  18  and  19; 

Sec.  20,  W'/a .  S'/iNE'4,  and  SEy4 ; 

Sec.  21 ,  NE'/4NEy4,  W^^E^^,  and  WVi; 

Sec.  22,  N>4NV2,  S'/jNBVi.  and  SE'^NW'i; 

Sec.  23; 

Sec.  24,  W'/2  and  SWyiSE'4 ; 

Sees.  25  to  35,  Incl.; 

Sec.  36.  N 1/2 . 
T.  24S.,R.  36  E., 

Sec.  l,SVi; 

Sees.  2  to  23,  Incl.; 

Sec.  24,  N^,  N'^8^.  8^Bm%: 

Sec.  25,  N%NWV4  and  S^SW54: 

Sec.  26; 

Sec.    27.    NVi,    NE%SW»4.    SV^SW^,   and 
SE'4; 

Sec.    28,    NEy4NEy4.    W«4B^,    W%,    and 
SEV4SEV4: 

Sees.  29  to  36.  incl.; 

Sec.  36.  NW%HE%.  SViNEVi.  N«%NW%. 
Wi4WVi,andSE»4. 
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T.  25  8.,R.  36E. 
Sees.  1  to  7.  incl.: 
8«;.  8.  N Vi .  SWy* .  and  N',SKV4 : 
S«c.  9.  NV4.  B^SW'/4.  and  8E14; 
Sees.  10  and  11; 

Sec.  13,E>4,  E14W14.  andSW>,«NWV4: 
Sec.  14.  N!4.andNEV4SW'/4: 
Sec.  15.  NVa: 
Sec.   1«,  NEVi,  EHNWV;.  SWUNW'.;.  N'i 

SWV4,  and  NEI^SEV;: 
Soc   18* 

Sec.  34!  EVi,  EV4W14.  and  SWUNW'.*: 
Sec.  25: 
Sec.  36.  W'/iE'/i.  SE'iNEVi.  W«j,  and  E'a 

SEV4: 
Sec.  37.  SEi,4NEV4  and  NE'/^SEi*; 
Sec.  30.  lot  4.  and  E4SWV4: 
Sec.  31.  lota  1.  2.  NEV4.  E'jNWi.^.  N'^jSEU. 

andSE'4SEV4; 
Sec.  33.3VaNEl4,  W'i.  andSE',4: 
Sec    33.  SW'iNWVi.  W'iSWV4.  SEUSW*. 

and  E  > 3  SE  >; : 
Sec.  34.SVa; 
Sec  35' 
Sec.   36.   NVa.   SW'i.   N'aSE'*.    SW'^SE't. 

N'^SEViSEVi.  andSWV4SE',4SE'4- 
T.  26  S..  R.  36  E.. 

Sec.  6,  lots  1  and  2. 
T.  27  S..  R.  36  E., 

Sec.  12.  NEV4.  EVaNW«.;,  NWi.4NW'4.  NW'4 

SE V4 .  and  SW V4SW',4 ; 
Sec.  13.  NViNW'/«.8>/aN'/a.andS4; 
Sees.  10.22.  and  33: 
Sec.  24.  KE V4 .  E V^ NW V; -  and  N 'a SE U : 
Sees.  35  to  36.  Incl. 
T.  28  S..  R.  36  E.. 
Sees.  1  to  13.  Incl.; 
Sec.    14.   N«4NE?4,   SE'^NE^;.   NW'4.   W'a 

SW«4.  E|/iSE>4.  and  SWViSE'^; 
Sees.  15  to  26.  Incl.; 
Sec.   27.  N^.  N«4S'/a.  SE^SWVi,   and  S'a 

SE^^: 
Sees.  28  to  35.  incl.: 
Sec.  36.  NEV;  andS>4. 
T.  22  S..  R.  37  E.,  Partially  unavirveyed. 

Sec.  3.  WVi.  lot  2  of  NE'^.  lot  2  of  NW'4. 

SWV4NEV4.     S^^NWy*.     E'/aSWV4.     W"a 

S£  V  ' 
Sec.  4.  lot  2  of  NE«4.  S'^NEVi,  W'i,  and 

SEy4: 
Sees.  5  to  9.  incl.; 

Sec.  10.  W»4NEVi.Ei/aNWi,4,  and  S'.j: 
Sec.  ll.SW^4SW>4; 

Sec.  14.  W'/^NWVi.SEViNWli.andSW'*: 
Sees.  15  to  22,  Incl.; 
Sec.  23.  W'/^: 
Sec.26.  WVaW'^: 
Sees.  27  to  34.  Incl.; 
Sec.  35.  SWV4NE»/4.  W'-i.and  W'aSE'4. 

T.  23  S..  R.  37  E.. 
Sees.  2  to  11.  Incl.; 
Sec.    12.   lots   7.   8,    SWViNE'i.   W'2NWi4, 

SEV^NWVi,  SWV4,  and  W'/a3E'4: 
Sees.  13  to  15.  Incl.: 
Sec.  16.  lots  1  to  4,  Incl.  6,  and  W>a; 
Sec.  17,  NVi,SW»4,andNViSE'.4; 
Sec.  18; 

Sec.  19.  lots  1,  3.  6.  and  E'/,; 
Sec.  20.  W '/a  and  SW V4NE I/4 ; 
Sec.  21.Ei/i.EyaWV4.  andNW'4NWi4: 
Sees.  22  to  27.  Incl.; 
Sec.  28.  E14  andEi^W'/^; 
Sec.  29.  N»4NW»4: 
Sec.  30,  loU  1,  8,  11,  E'i   lot  5,  and  N'i 

NEy4: 
Sec.  31,  lots  1  to  12,  Incl.,  NE',4.  and  W^j 

SEVi: 
Sec.  32.NWy4NEV4  andN«4NW>4: 
Sec.  33.  EV^,  EV4W«4.  8Wy4NWi4.  and  WVi 

sw«4: 
Sees.  34  to  36,  incl. 


RULES  AKD   REGULATIONS 

T  24  S  ,  R   37  E  . 
Sees.  1  to  3.  Incl  : 
Sec   4,  lota  1  to  3.  Incl  .  andS'ai 
Sec  5.  S'aSW'4  and  N'.3SEi,4; 
Sec    6.  lota  1  to  6,  Incl  .  E'aSW'4,  and  S'^ 

SE'4; 
Sec    7; 

Sec   8.  W'-i,  NE'4NE'.;.  and  SE'4SE'4; 
Sees   9  to  29,  Incl  ; 
Sec  30,  lota  1,  2.  E',.and  E'2NW'4: 
Sec    31.  lota  2   to  4.  Incl  .  SE'.4NW"4.  E'j 

SW'.4.  and  E'a: 
Sees   32  and  33; 
Sec   34,  SW'4  andS'aSE'4: 
Sec   35.  E'a  and  N'^iNW^; 
Sec   36,  E'j.  E'3NW'4,  and  NW'4NW'4. 
T  25  S  .  R   37  E  , 

Sec     1.   lots    1    to  4.   Incl.   S'jN'a.   N'aS'a, 

and  S I , SE ' 4  ; 
Sec   2.  lots  1  to  4.  Incl  ; 
Sec    3     lots    1,  2.   S'jNE'4.  W'^.   and  W'j 

SE'^; 
Sees  4  U)  6,  incl  : 
Sec   7.  E'^; 
Sees   8  to  10.  Incl  : 
Sec   11.  S'a  and  S'.^N'.i: 
Sec   12: 

Sec.  13.  N',,  N'aS'-i.  and  SW'^SW'*: 
Sees   14  to  22.  incl  : 
Sec    23,  W'j,  W';,Ei2.  SE'4NE'4.  and  E'., 

SE'^: 
Sec    24.  SE'4SW'4  and  S'^SE'*: 
Sec    25,  E'a.  E'jW'-a,  SW'4NW'4,  and  W ' ., 

SW'^: 
Sees.  26  to  31,  Incl  : 
Sec.    32.   N'a.    SW';.    W'^SE'*,    and    NE'; 

SE'4; 
Sec.   33.   NE'4NE'4.   W'^NE'*.   NW'4.    and 

NW'4  SE'4: 
Sees  34  and  35: 
Sec   36,  N'jS'a. 
T   26  S.  R.  37  E  . 
Sees   1  to  3.  Incl  : 
Sec  4,  S'4N'a  andS'i: 
Sec.  5.  lota  2  to  4.  Incl  ,  S'^N' j  and  S',: 
Sec.  6.  lots  1  to  3,  Incl  .  E'j   lot  4.  E'jSE'* 

NW  1 4  ,  S ' ;  NE '  4  ,  and  SE  '  4  ; 
Sec,  7,  NEI4; 
Sec  8,  N'i  and  SE^; 
Sees  9  to  15,  Incl  : 

Sec.  18,  Ei.iEia.NW'4NE'4,  and  W'^; 
Sec.  17.  NE'4  and  S'j; 
Sec    18.  lots  1  to  4.  incl  .  S'aNE'4,  E'^WIj. 

and  SE'4: 
Sec  21,  E'a  NE'4,  W',.  and  SEI4; 
Sees.  22  to  25,  Incl  : 
Sec.  26,  E' 2: 
Sees  27,  28,  and  33: 
Sec.  34.  W',a.  SW'4NE'4,  and  SEI4; 
See.  35.  NE'4,  NE'.4NW'4,  W.-SW'*.  SE'* 

SW'4,  E'aSE'4,  and  SW'4SE'4; 
See  36. 
T   27  S,  R   37E  , 

See.  1,  lot  2  of  NE'4.  lot  2  of  NW'4.  S'.aN'.., 

and  SE'4: 
Sees  2  to  4,  Incl  : 

Sec  7.  lots  1  to  3,  Incl  .  E'.j,  and  E'aW'a: 
Sees  8  to  15.  Incl  : 
See.  16,  N'a  andSW'*: 
Sec.  17: 
Sec    18.  lota  3,  4.  NiaNE'4.  SE'4NE'4,  E'a 

SWi4,and  E'aSE'4: 
See.    19,   lots    1    to  3.   Incl  .   SEi4NE'4,   E'a 

NW'4,  NEV4SW'4,and  E'aSE'4: 
Sees.  20  to  23.  Inel  : 
Sec.  24.  N'aN'a,  SWi.iNE<4,  S'iNW'4.  N', 

SW'4.andSW'4SWi.4: 
See.  26.  NVaNEVi  and  NW>/4; 
Sec.  27,  NVa  and  N'-iSVi; 
Sees.  28  to  32.  Incl  : 
Sec.   33,    Wi/iNE'4,    NW<4,    N'.i3W'4,    and 

SWi4SWl4. 


T  28  S  .  R  37  E  . 

Sec    5,   W'a    lot  2  of   NE'4,  lot  2  of  NW>,4. 

S'aNW'4.and  W'23W'4: 
Seca  6  and  7; 
See  8,  W', SW'4: 
Sec   17.  W'aNW'4  and  SW'4: 
Seea.  18  and  19; 
Sec   20,  W';,NE'4  and  W',: 
Sec    28.  SW'4SW'4; 
Sees   29  to  32. Incl  ; 
Sec  33.  W' J 
T  23  S  .  R   38  E  . 

Sec   19,  lots  1  U5  4,  Incl  ,  and  E'..,SW'4: 
Sec   30,  luts  1  ti)  4.  incl  ,  and  NE'4NWV4: 
Sec  31.  lots  1  to  4.  incl  ,  and  SE'4NWV4. 
T   24  S  .  R   38  E  . 
Sec    19.  SW'4, 
Sec   30,  W'^: 
See  31,  W'jE'a  and  W'^. 
T  25  S  .  R   38  E  , 

See     5,    lota   2    to  4,   Incl,   SW'^NE'*,   S^ 

NW'4,  SW'4.  andNW'4SE'.4; 
See  6,  lots  1  to  7,  Incl  : 
Sec.  7; 

Sec  8,N'jNW'4  andSW'4SW'4; 
Sec   17,  W'aW'a  and  SE'4SW'4; 
Sec    18; 
Sec.   19,  lots  1   to  5.  Incl  .  NEI4,  E;aNW',4. 

SE'4SW'4,  and  S'2SE'4: 
Sec   20.  W'2NW'4  and  SW'.4: 
Sec   29.  N'aNWi4,SEi4NW',4.  and  SW«.4: 
Sec  30,  lots  7.  8,  NE'4NE'4.  SE',4SW'4.  and 

SE'4; 
Sec  31: 
See  32.  W' 2. 
T.  26  S.  R  38E  , 

See.  5,  lots  3.  4,  6,  7.  S'2NW'4,  SW>4,  and 

W'aSE'4: 
Sees  6  and  7; 

See.  8,  W'jNE'4.  W'a,  and  NW^SE'*; 
Sec.  17.  W'a.  W'jSE'4.  and  SE',4SE»4; 
Sees   18  to  20,  Incl  : 

See  21.  W'a,  SW'4NE'4  ,  and  NWI4SEV4; 
See.  28,  lot  2  and  W'aNW'4; 
Sees.  29  to  31,  Incl  : 
See    32,  lots  1  to  10.  Incl  .  W'aNW'4.  and 

WijSE'4. 
T.   27   S  .    R.   38    E  , 

See.  5,  W'a   lot  2  of  NE'4.  lot  2  of  NW';*, 

S'aNW'*,  and  NW'4SW>4: 
See  6: 
See.  7.  lot  2  of  NW'4.   and   E'aNW>4   less 

20    acre    mining   claim,    lot   2    of    SWV4, 

NE'4,  SE'4SW>4,  and  SW'4SE'4: 
See  8,  NW'4NW'4: 
Sec.   18,  lot  2  of  NW'4,  lot  2  of  SW'4,  and 

E'aNW'4, 

The  areas  described  aggregrate  ap- 
proximately 306.422  acres. 

2.  For  the  purpose  of  furthering  the 
objectives  of  this  order,  the  Bureau  of 
Land  Management  shall  manage  the 
lands  with  the  advice  of  the  Bureau  of 
Sport  Fisheries  and  Wildlife,  the  State  of 
California  (through  its  appropriate  agen- 
cies or  Instrumentalities) .  and  with  such 
other  interested  parties  as  the  Bureau 
of  Land  Management,  after  consultation 
with  the  State  of  California  and  the  Bu- 
reau of  Sport  Fisheries  and  Wildlife,  may 
agree  should  participate  in  the  appro- 
priate development,  conservation,  utili- 
zation, and  maintenance  of  the  lands 
and  the  resources  thereon. 

John  A.Carver.  Jr., 
Assistant  Secretary  of  the  Interior. 

January  22. 1962. 

[PR     Doe     62-875:     Filed.    Jan.    25.     1962; 
8:47  a.m. I 


Proposed  Rule  Making 


DEPARTMENT  OF  AGRICULTURE 

Agricultural   Marketing  Service 
[7CFRCh.lX] 

[Docket  No.  AO-3401 

HANDLING  OF  APRICOTS  GROWN  IN 
SOLANO  AND  YOLO  COUNTIES  IN 
CALIFORNIA 

Notice  of  Hearing  With  Respect  To 
Proposed  Marketing  Agreement 
anci  Order 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937,  as  amended 
(sees.  1-19.  48  Stat.  31.  as  amended;  7 
use.  601-674).  and  in  accordance  with 
the  applicable  rules  of  practice  and  pro- 
cedure governing  proceedings  to  formu- 
late marketing  agreements  and  market- 
ing orders  <7  CFR  Part  900).  notice  is 
hereby  given  of  a  public  hearing  to  be 
held  in  the  Fortnightly  Club  Room.  City 
Hall,  318  First  Street,  Winters.  Califor- 
nia, beginning  at  10  a.m..  P.s.t.,  Feb- 
ruary 15. 1962,  with  respect  to  a  proposed 
marketing  agreement  and  order  regulat- 
ing the  handling  of  apricots  grown  in 
Solano  and  Yolo  Counties  in  the  State 
of  California.  The  proposed  marketing 
asreemcnt  and  order  have  not  received 
the  approval  of  the  Secretary  of  Agri- 
culture. 

The  public  hearing  is  for  the  purpose 
of  rrceivint;  evidence  with  respect  to 
thp  economic  and  marketing  conditions 
«  hich  relate  to  the  provisions  of  the  pro- 
posed marketing  agreement  and  order 
hereinafter  set  forth,  and  to  any  appro- 
priate modifications  thereof. 

The  Apricot  Promulgation  Committee 
submitted,  and  requested  the  hearing  on, 
the  proposed  marketing  agreement  and 
order,  the  provisions  of  which  are  as  fol- 
lows 'the  sections  identified  with  aster- 
i.sks  I  •  •  • )  apply  only  to  the  proposed 
marketing  agreement  and  not  to  the 
l)roi)o.scd  order)  : 

DEriNITIONS 
.*»<Mli«>ii     I.    .'^«'<■rctar> . 

Secretary"  means  the  Secretary  of 
Agriculture  of  the  United  States,  or  any 
ofiicer  or  employee  of  the  Department  to 
whom  authority  has  heretofore  been  del- 
egated, or  to  whom  authority  may  here- 
after be  delegated,  to  act  in  his  stead. 

v..  2.   An. 

Act"  means  Public  Act  No.  10.  73d 
Congress  (May  12.  1933).  as  amended 
and  as  reenacted  and  amended  by  the 
AKiicultural  Marketing  Agreement  Act 
of  1937.  as  amended  (48  Stat.  31,  as 
amended:  7  U.S.C.  601-674), 

S«N-.    ."i.    Person. 

Person"  means  an  individual,  part- 
nership, corporation,  association,  or  any 

other  business  unit. 
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Sec  4.  Production  area. 

"Production  area"  means  Yolo  County. 
California,  and  that  portion  of  Solano 
County.  California,  north  of  the  first 
standard  parallel  north  of  the  Mt.  Diablo 
Base  and  Meridian. 

Sec.  5.  ApricoU. 

"Apricots"  means  all  varieties  of  apri- 
cots, grown  in  the  production  area,  clas- 
sified botanically  as  Prunus  armenlaca. 

Sec.  6.  Varieties. 

"Varieties"  means  and  includes  all 
classifications  or  subdivisions  of  Prunus 
armenlaca. 

Sec.  7.  Fiacal  period. 

"Fiscal  period"  is  synonymous  with 
fiscal  year  and  means  the  12-month  pe- 
riod ending  on  the  last  day  of  February 
of  each  year,  or  such  other  period  that 
may  be  approved  by  the  Secretary  pur- 
suant to  recommendations  by  the 
committee. 

Sec.  8.  Committee. 

"Committee"  means  the  Apricot  Ad- 
ministrative Committee  established  pur- 
suant to  section  20. 

Sec  9.  Grade. 

"Grade"  means  any  one  of  the  offi- 
cially established  grades  of  apricots  as 
defined  and  set  forth  in: 

(a)  United  States  Standards  for  Apri- 
cots (21  PH.  9935)  or  amendments 
thereto,  or  modifications  thereof,  or 
variations  based  thereon; 

(b)  Standards  for  apricots  issued  by 
the  State  of  California  or  amendments 
thereto,  or  modifications  thereof,  or 
variations  based  thereon. 

Sec.   10.  Size. 

"Size"  means  the  greatest  diameter. 
measured  U^rough  the  center  of  the 
apricot,  at  right  angles  to  a  line  nmning 
from  the  stem  to  the  blossom  end,  or 
such  other  specification  as  may  be  estab- 
lished by  the  committee  with  the  ap- 
proval of  the  Secretary. 

Sec.   11.  Grower. 

"Grower"  Is  synonymous  with  pro- 
ducer and  means  any  person  who  pro- 
duces apricots  for  fresh  market  in  fresh 
form,  and  who  has  a  proprietary  interest 
therein. 

Sec.   12.  Handler. 

"Handler"  Is  synonymous  with  shipper 
ftn<^  means  any  person  (except  a  common 
or  contract  carrier  transporting  apricots 
owned  by  another  person)  who  handles 
apricots. 

Sec.   13.  Handle. 

"Handle"  and  "ship"  are  synonymous 
and  mean  to  sell,  consign,  deliver,  or 
transport  apricots  or  cause  the  sale,  con- 
signment, deUvery  or  tran^Dortatlon  of 
apricots  or  in  any  other  way  to  place 
apricots,  or  cause  apricots  to  be  placed. 


in  the  current  of  the  commerce  from 
any  point  within  the  production  area  to 
any  point  outside  thereof:  Protnd«d, 
That  the' term  handle  shall  not  include 
the  sale  of  apricots  on  the  tree. 

Sec.    11.    District. 

"District"  means  the  applicable  one  of 
the  following  described  subdivisions  of 
the  production  area,  or  such  other  sub- 
divisions as  may  be  prescribed  pursuant 
to  section  31(m) : 

<a)  "District  1"  shall  include  the 
Apricot  School  District  of  Yolo  County; 

( b )  "District  2"  shall  include  that  por- 
tion of  Yolo  County  not  included  in 
District  1. 

(c)  "District  3"  shall  include  the 
Wolfskin  and  Olive  School  Districts  of 
Solano  Coimty  and  that  portion  of 
Solano  Coimty  north  and  west  of  the 
intersection  of  Putah  Creek  Road  and 
Pleasants  Valley  Road. 

(d)  "District  4"  shall  include  that 
porti(Hi  of  Solano  County  which  is  nortli 
of  the  first  Standard  Parallel  north  of 
the  Mt.  Diablo  Base  and  Meridian  and 
is  not  included  in  District  3. 

.Sec.    15.    Pack. 

"Pack"  means  the  specific  arrange- 
ment, size,  weight,  count,  of  a  quantity 
of  apricots  in  a  particular  type  and  size 
of  container,  or  any  combination  thereof. 

Sec.    16.   Container. 

"Container"  means  a  box.  bag.  crate, 
lug.  basket,  carton,  package,  or  any  other 
type  of  receptacle  used  in  the  packaging 
or  handling  of  apricots. 


Administrative  Body 

Ser.    20.   EittaMishment       and       member- 
ship. 

There  is  hereby  established  an  Apricot 
Administrative  Committee  consisting  of 
seven  members,  each  of  whom  shall  have 
an  alternate  who  shall  have  the  same 
qualifications  as  the  member  for  whom 
he  is  an  alternate.  The  members  and 
their  alternates  shall  be  growers  or  em- 
ployees of  growers.  Each  member  and 
his  alternate  shall  be  a  producer  of  apri- 
cots in  the  district  he  is  chosen  to  repre- 
sent as  established  pursuant  to  section 
14.  Three  of  the  members  and  their 
respective  alternates  shall  be  producers 
of  apricots  in  District  1;  one  member 
and  his  alternate  shall  be  producers  of 
apricots  in  District  2 ;  two  members  and 
their  respective  alternates  shall  be  pro- 
ducers of  apricots  in  District  3 ;  and  one 
member  and  his  alternate  shall  be  pro- 
ducers of  apricots  in  District  4. 

Sec.   21.  Term  of  office. 

The  term  of  oflftce  of  each  member  and 
alternate  member  of  the  committee  shall 
be  for  one  year  beginning  March  1  and 
ending  on  the  last  day  of  Pebniary: 
Provided,  That  the  terms  of  the  Initial 
members  and  their  alternates  shall  end 
on  the  last  day  of  February  1964.    Mem- 
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bers  and  alternate  members  shall  serve 
In  such  capacities  for  the  portion  of  the 
term  of  office  for  which  they  are  selected 
and  have  qualified  and  until  their  re- 
spective successors  are  selected  and  have 
qualified. 

Ser.   22.   Nomination. 

(A)  Initial  members.  Nominations  for 
each  of  the  Initial  members,  together 
with  nominations  for  the  Initial  alter- 
nate members  for  each  position,  may  be 
submitted  to  the  Secretary  by  the  com- 
mittee responsible  for  promulgation  of 
this  part.  Such  nominations  may  be 
made  by  means  of  group  meetings  of 
the  growers  concerned  in  each  district. 
Such  nominations.  If  made,  shall  be  filed 
with  the  Secretary  no  later  than  the 
effective  date  of  this  part.  In  the  event 
nominations  for  Initial  members  and  al- 
.temate  members  of  the  committee  are 
not  filed  pursuant  to,  and  within  the 
time  specified  in,  this  section,  the  Secre- 
tary may  select  such  initial  members 
and  alternate  members  without  regard 
to  nominations,  but  selections  shall  be 
on  the  basis  of  the  representation  pro- 
vided In  section  20. 

(b)  Successor  members.  (1>  The 
committee  shall  hold  or  cause  to  be  held 
not  later  than  February  15  of  each  year 
(excluding  the  Initial  term)  a  meeting 
or  meetings  of  growers  for  the  purpose 
of  designating  nominees  for  successor 
members  and  alternate  members  of  the 
committee.  These  meetings  shall  be 
supervised  by  the  committee  which  shall 
prescribe  such  procedures  as  shall  be 
reasonable  and  fair  to  all  persons  con- 
cerned. 

(2)  Only  growers.  Including  duly  au- 
thorized officers  or  employees  of  cor- 
porate growers,  who  are  present  at  such 
nomination  meetings  may  participate  in 
the  nomination  and  election  of  nominees 
for  grower  members  and  their  alternates. 
Each  grower  shall  be  entitled  to  cast 
only  one  vote  for  each  nominee  to  be 
elected  in  any  district  in  which  he  pro- 
duces apricots. 

Sec.   23.  Selection. 

Prom  the  nominations  made  pursu- 
ant to  section  22,  or  from  other  quali- 
fied persons,  the  Secretary  shall  select 
the  seven  members  of  the  committee  and 
an  alternate  for  each  such  member. 

Sec.  24.  Failure  to  nominate. 

If  nominations  are  not  made  within 
the  time  and  in  the  manner  prescribed 
in  section  22,  the  Secretary  may.  with- 
out regard  to  nominations,  select  the 
members  and  alternate  members  of  the 
committee  on  the  basis  of  the  represen- 
tation provided  for  in  section  20. 

Sec.  25.   Acceptance. 

Any  person  selected  by  the  Secretary 
as  a  member  or  as  an  alternate  member 
of  the  committee  shall  qualify  by  filing 
a. written  acceptance  with  the  Secretary 
promptly  after  being  notified  of  such 
selection. 

Sec.   26.  Vacancies. 

To  fill  any  vacancy  occasioned  by  the 
failiire  of  any  person  selected  as  a  mem- 
ber or  as  an  alternate  member  of  the 
c<xnmittee  to  qualify,  or  in  the  event  of 
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the  death,  removal,  resignation,  or  dis- 
qualification of  any  member  or  alter- 
nate member  of  the  committee,  a  suc- 
cessor for  the  unexpired  term  of  such 
member  or  alternate  member  of  the 
committee  shall  be  nominated  and  se- 
lected in  the  manner  specified  in  sec- 
tions 22  and  23.  If  the  names  of  nomi- 
nees to  fill  any  such  vacancy  are  not 
made  available  to  the  Secretary  within  a 
reasonable  time  after  such  vacancy  oc- 
curs, the  Secretary  may  fill  such  vacancy 
without  regard  to  nominations,  which 
selection  shall  be  made  on  the  basis  of 
representation  provided  for  in  section  20. 

.•^er.   27.    Alternate    member*. 

An  alternate  member  of  the  commit- 
tee, during  the  absence  or  at  the  request 
of  the  member  for  whom  he  is  an  alter- 
nate, shall  act  in  the  place  and  stead 
of  such  member  and  perform  such  other 
duties  £^  assigned.  In  the  event  of  the 
death,  removal,  resignation,  or  disquali- 
fication of  a  member,  his  alternate  shall 
act  for  him  until  a  successor  for  such 
member  Is  selected  and  has  qualified. 
In  the  event  both  a  member  of  the  com- 
mittee and  his  alternate  are  unable  to 
attend  a  committee  meeting,  the  mem- 
ber or  the  committee  may  designate  any 
other  alternate  member  to  serve  in  such 
member's  place  and  stead. 

Sec.   30.    Powers. 

The  committee  shall  have  the  follow- 
ing pKJwers: 

(a>  To  administer  the  provisions  of 
this  part  in  accordance  with  its  terms: 

(b)  To  receive,  investigate,  and  report 
to  the  Secretary  complaints  of  violations 
of  the  provisions  of  this  part ; 

(c)  To  make  and  adopt  rules  and  reg- 
ulations to  effectuate  the  terms  and  pro- 
visions of  this  part:  and 

(d)  To  recommend  to  the  Secretary 
amendments  to  this  part. 

Sec.    31.   Duties. 

The  committee  shall  have,  among 
others,  the  following  duties: 

(a)  To  select  a  chairman  and  such 
other  officers  as  may  be  necessary,  and 
to  define  the  duties  of  such  officers: 

(b)  To  appoint  such  employees, 
agents,  and  representatives  as  it  may 
deem  necessary,  and  to  determine  com- 
pensation and  to  define  the  duties  of 
each: 

( c  >  To  submit  to  the  Secretary  as  soon 
as  practicable  after  the  beginning  of 
each  fiscal  period  a  budget  for  such  fiscal 
period,  including  a  report  in  explanation 
of  the  items  appearing  therein  and  a 
recommendation  as  to  the  rate  of  as- 
sessment for  s>ich  period : 

(d>  To  keep  minutes,  books,  and  re- 
cords whieh  will  reflect  all  of  the  acts 
and  transactions  of  the  committee  and 
which  shall  be  subject  to  examination 
by  the  Secretary : 

<e)  To  prepare  periodic  statements  of 
the  financial  operations  of  the  committee 
and  to  make  copies  of  each  such  state- 
ment available  to  growers  and  handlers 
for  examination  at  the  office  of  the  com- 
mittee: 

<f)  To  cause  its  books  to  be  audited  by 
a  competent  accountant  at  least  once 
each  fiscal  year  sind  at  such  times  as  the 
Secretary  may  request; 


(g)  To  act  as  intermediary  between 
the  Secretary  and  any  grower  or  handler; 

(h)  To  investigate  and  assemble  data 
on  the  growing,  handling,  and  marketing 
conditions  with  respact  to  apricots: 

(i)  To  submit  to  the  Secretary  such 
available  information  as  he  may  re- 
quest: 

(ji  To  notify  producers  and  handlers 
of  all  meetings  of  the  committee  to  con- 
sider recommendations  for  regulations: 

<k»  To  give  the  Secretary  the  same 
notice  of  meetings  of  the  committee  as 
is  given  to  its  members: 

<  1 »  To  investigate  compliance  with  the 
provisions  of  this  part: 

'm»  With  the  approval  of  the  Secre- 
tary, to  redefine  the  districts  into  which 
the  production  area  is  divided,  and  to 
reapportion  the  representation  on  the 
committee:  Provided.  That  any  such 
changes  shall  reflect,  insofar  as  prac- 
ticable, shifts  in  fresh  apricot  produc- 
tion for  fresh  market  within  the  districts 
and  the  production  area. 

Sec.   32.   Pro«'cdure. 

(a>  Five  members  of  the  committee, 
including  alternates  acting  for  members, 
shall  constitute  a  quorum:  and  any  ac- 
tion of  the  committee  shall  require  the 
concurring  vote  of  at  least  four  mem- 
bers: Provided.  That  any  action  of  the 
committee  to  recommend  regulations 
pursuant  to  sections  50  to  55  shall  require 
at  least  flve  concurring  votes. 

(b>  The  committee  may  vote  by  tele- 
graph, telephone,  or  other  means  of  com- 
munication, and  any  votes  so  cast  shall 
be  confirmed  promptly  in  writing:  Pro- 
vided. That  if  an  assembled  meeting  is 
held,  all  votes  shall  be  cast  in  person. 

Sec.   33.   Expenites. 

The  members  of  the  committee  and 
alternates  when  acting  as  members,  shall 
be  reimbursed  for  expenses  necessarily 
incurred  by  them  in  the  performance  of 
their  duties  under  this  part:  Provided. 
That  at  its  discretion  the  committee  may 
request  the  attendance  of  one  or  more 
alternates  at  any  or  all  meetings,  not- 
withstanding the  expected  or  actual 
presence  of  the  respective  members,  and 
may  pay  expenses,  as  aforesaid. 

Sec.   31.   Annual  report. 

The  committee  shall,  as  soon  as  Is 
practicable  after  the  close  of  each  mar- 
keting season,  prepare  and  mall  an  an- 
nual report  to  the  Secretary  and  make  a 
copy  available  to  each  grower  and  han- 
dler who  requests  a  copy  of  the  report. 

Sec.  37.      Shippers'  Advisory  Committee. 

(a)  A  Shippers'  Advisory  Committee, 
consisting  of  flve  members  who  shall  be 
handlers,  or  employees  of  handlers,  se- 
lected by  the  handlers  in  accordance 
with  the  provisions  of  this  section,  is 
hereby  established.  There  shall  be  an 
alternate  for  each  member  of  such  com- 
mittee. An  alternate  member  shall,  in 
the  event  of  such  member's  absence  from^ 
a  meeting  of  the  committee,  act  in  the 
place  and  stead  of  such  member,  and,  in 
the  event  of  a  vacancy  in  the  office  of 
such  member,  shall  act  in  the  place  and 
stead  of  such  member  until  a  successor 
for  the  unexpired  term  of  such  member 
has  been  selected. 
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( b )  The  members  and  alternate  mem- 
bers of  the  Shippers'  Advisory  Commit- 
tee shall  be  elected  by  handlers  at  a  gen- 
eral meeting  of  all  handlers  and  shall 
serve  in  such  capacities  during  the  mar- 
keting season  subsequent  to  such  elec- 
tion. Such  meeting  shall  be  supervised 
by  the  Apricot  Administrative  Commit- 
tee which  may  prescribe  such  rules  and 
procedures  as  may  be  necessary  to  assure 
a  membership  representative  of  all 
shippers. 

( c  >  The  Shippers'  Advisory  Committee 
may  attend  each  meeting  of  the  Apricot 
Administrative  Committee  held  to  con- 
sider recommendations  with  respect  to 
regulations  of  shipments  pursuant  to  the 
provisicms  of  this  subpart.  The  Ship- 
pers' Advisory  Committee  may  advise 
the  committee  on  matters  relating  to 
such  recommendations,  but  shall  have 
no  vote  with  such  committee  in  any  mat- 
ter. Members  of  the  Shippers'  Advisory 
Committee  may  be  reimbursed  for  ex- 
penses necessarily  incurred  in  attendance 
of  meetings  of  the  Apricot  Administra- 
tive Committee. 

Expenses  and  Assessments 
Sc<-.   40.    Exi>en»es.  I 

The  committee  is  authoriied  to  Incur 
such  expenses  as  the  Secretary  finds  arc 
reasonable  and  likely  to  be  incurred  by 
the  committee  to  enable  it  to  exercise  its 
powers  and  perform  its  duties  In  accord- 
ance with  the  provisions  of  this  part 
during  each  fiscal  period.  The  funds  to 
cover  such  expenses  shall  be  acquired  by 
the  levying  of  assessments  as  prescribed 
in  section  41. 
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( a  >  Each  person  who  first  handles  ap- 
ricots shall,  with  respect  to  the  apricots 
so  handled  by  him,  pay  to  the  committee 
upon  demand  such  person's  pro  rata 
share  of  the  expenses  which  the  Secre- 
tary finds  will  be  incurred  by  the  com- 
mittee during  each  fiscal  period.  The 
payment  of  assessments  for  the  mainte- 
nance and  functioning  of  the  cnnmit- 
tee  may  be  required  under  this  part 
throughout  the  period  it  is  in  effect  ir- 
respective of  whether  particular  pro- 
visions tnereof  are  suspended  or  become 
inoperative. 

1  b  1  The  Secretary  shall  fix  the  rate  of 
assessment  to  be  paid  by  each  such  per- 
son. At  any  time  durmg  or  after  the 
fiscal  period,  the  Secretary  may  Increase 
the  rate  of  assessment  in  order  to  secure 
sufficient  funds  to  cover  any  later  find- 
ing by  the  Secretary  relative  to  the  ex- 
penses which  may  be  incurred.  Such  in- 
crease shall  be  applied  to  all  apricots 
handled  during  the  applicable  fiscal 
period.  In  order  to  provide  funds  for 
the  administration  of  the  provisions  of 
this  part  during  the  first  part  of  a  fiscal 
period  before  sufficient  operating  income 
IS  available  from  assessments  on  the  cur- 
rent year's  shipments,  the  committee 
may  accept  the  payment  of  assessments 
in  advance,  and  may  also  borrow  money 
for  .such  purpose. 

■Ser.   42.   Accounting.  I 

<a>  If.  at  the  end  of  a  fiscal  period. 
the  assessments  collected  are  in  excess  of 
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_  incurred,  such  excess  shall  be 

aceoonted  for  in  acordance  with  one  of 
the  foUowlnc: 

(1)  If  aneh  excess  is  not  retained  in  a 
reaerre.  as  provided  In  subparagraph  (2) 
of  t>»k  paragr^Dh.  it  shall  be  refimded 
proportionately  to  the  persons  from 
whom  it  was  collected:  Provided,  That 
any  ?«»»"  paid  by  a  person  in  excess  of  his 
pro  rata  share  of  the  expenses  dming  any 
fiscal  period  may  be  applied  by  the  com- 
mittee at  the  end  of  such  fiscal  period  to 
any  outstanding  obligations  due  the  com- 
mittee from  such  person. 

(2)  The  committee,  with  the  approval 
of  the  Secretary,  may  carryover  such  ex- 
cess into  subsequent  fiscal  periods  as  a 
reaerve:  Provided.  That  funds  already  in 
the  reserve  do  not  equal  approximately 
one  fiscal  period's  expenses.  Such  re- 
serve funds  may  be  used  (i)  to  defray  ex- 
penses, during  any  fiscal  period,  prior  to 
time  assessment  Income  is  sufficient  to 
cover  such  expenses,  (ii)  to  cover  deficits 
incurred  during  any  fiscal  year  when  as- 
sessment income  is  less  than  expenses, 
(iii)  to  defray  expenses  incurred  during 
any  period  when  any  or  all  provisions  of 
thi^part  are  suspended  or  are  inopera- 
tive, (iv)  to  cover  necessary  expenses  of 
liquidation  in  the  event  of  termination 
of  this  part.  Upon  such  termination,  any 
funds  not  required  to  defray  the  neces- 
sary expenses  of  liquidation  shall  be  dis- 
posed of  in  such  manner  as  the  Secretary 
may  determine  to  be  appropriate:  Pro- 
vided, That  to  the  extent  practical,  such 
funds  shall  be  returned  pro  rata  to  the 
persons  from  whom  such  funds  were 
collected. 

(b)  All  funds  received  by  the  com- 
mittee pursuant  to  the  provisions  of  this 
part  shall  be  used  solely  for  the  purposes 
specified  in  this  part  and  shall  be  ac- 
counted for  in  the  manner  provided  in 
this  part.  The  Secretary  may  at  any 
time  require  the  committee  and  its  mem- 
bers to  account  for  all  receipts  and  dis- 
bursements. 

Research 

See.   45.   Marketmg  research  and  develop- 
ment. 

The  committee,  with  the  approval  of 
the  Secretary,  may  establish  or  provide 
for  the  establishment  of  marketing  re- 
search and  development  projects  de- 
signed to  assist,  improve,  or  promote  the 
marketing,  distribution,  and  consump- 
tion of  apricots.  The  expense  of  such 
projects  shall  be  paid  from  funds  col- 
lected pursuant  to  section  41. 

Regulations 

Sec.   50.   Marketing  policy. 

(a)  Each  season  prior  to  making  any 
recommendations  pursuant  to  section  51. 
the  committee  shall  submit  to  the  Sec- 
retary a  report  setting  forth  its  market- 
ing policy  for  the  ensuing  season.  Such 
marketing  p<^cy  report  shall  contain  in- 
formation relative  to: 

(1)  The  estimated  total  production  of 
apricots  within  the  production  area; 

(2)  The  expected  general  quality  and 
sixe  of  apricots  in  the  production  area 
and  In  other  areas; 

(3)  The  expected  demand  conditions 
for  apricots  In  different  market  outlets ; 
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(4)  The  expected  shipments  of  apri- 
cots prodticed  in  the  proditction  area  and 
in  areas  outside  the  production  area; 

(5)  Supplies  of  competing  commodi- 
ties; 

(6)  Trend  and  level  of  consumer  in- 
come; 

(7)  Other  factors  having  a  bearing  on 
the  marketing  of  apricots;  and 

(8)  The  type  of  regulations  expected 
to  be  recommended  during  the  season. 

(b)  In  the  event  it  becomes  advisable, 
because  of  changes  in  the  supply  and 
demand  situation  for  apricots,  to  modify 
substantially  such  marketing  policy,  the 
committee  shall  submit  to  the  Secretary 
a  revised  marketing  policy  report  set- 
ting forth  the  informati<Hi  prescribed  in 
this  section.  The  committee  shall  pub- 
licly announce  the  contents  of  each  mar- 
keting policy  report,  including  each  re- 
vised marketing  policy  report,  and  copies 
thereof  shall  be  maintained  in  the  office 
of  the  committee  where  they  shall  be 
available  for  examination  by  growers 
and  handlers. 

Sec.   51.  Recommendations     for     regula- 
tion. 

(a)  Whenever  the  committee  deems  it 
advisable  to  regulate  the  handling  ot  any 
variety  or  varieties  of  apricots  in  the 
manner  provided  In  section  52,  it  shall 
so  recommend  to  the  Secretary. 

(b)  In  arriving  at  its  recommenda- 
tions for  regulation  pursuant  to  para- 
graph (a)  of  this  section,  the  committee 
shall  give  consideration  to  current  in- 
formation with  respect  to  the  factors 
affecting  the  supply  and  donand  for 
apricots  during  the  period  or  periods 
when  it  is  proposed  that  such  regulation 
should  be  made  effective.  With  each 
such  reconunendaticMi  for  regulation,  the 
committee  shall  submit  to  the  Secretary 
the  data  and  information  on  which  such 
recommendation  is  predicated  and  such 
other  available  information  as  the  Sec- 
retary may  request. 

Sec.   52.   Issuance  of  regulations. 

(a)  The  Secretary  shall  regulate,  in 
the  manner  specified  in  this  section,  the 
handling  of  apricots  whenever  he  finds, 
from  the  recommendations  and  informa- 
tion submitted  by  the  committee,  or  from 
other  available  information,  that  such 
regulations  will  tend  to  effectuate  the 
declared  policy  of  the  act.  Such  regxila- 
tions  may: 

(1)  Limit,  during  any  period  or  periods, 
the  shipment  of  any  particular  grade, 
size,  quality,  maturity,  or  pack,  or  any 
combination  thereof,  of  any  variety  or 
varieties  of  apricots  grown  in  the  pro- 
duction area: 

(2)  Limit  the  shipment  of  apricots  by 
establishing,  in  terms  of  grades,  sises,  or 
both,  minitniim  standards  of  quality  and 
maturity  during  any  period  when  season 
average  prices  are  expected  to  exceed 
the  parity  level; 

(3)  Fix,  during  any  period  or  periods, 
the  size,  capacity,  weight,  dimensions, 
markings,  or  pack  of  the  container,  or 
containers,  which  may  be  used  in  the 
packaging  or  handling  of  apricots. 

(b)  The  committee  shall  be  informed 
immediately  of  any  such  regulation  is- 
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sued  by  the  Secretary,  and  the  committee 
shall  promptly  give  notice  thereof  to 
growers  and  handlers. 

Srr.   53.  Modification,  suspension,  or  ter- 
mination of  regulations. 

(a)  In  the  event  the  committee  at  any 
time  finds  that,  by  reason  of  changed 
conditions,  any  regulations  issued  pur- 
suant to  section  52  should  be  modified, 
suspended,  or  terminated.  It  shall  so 
recommend  to  the  Secretary. 

(b)  Whenever  the  Secretary  finds, 
from  the  recommendations  and  informa- 
tion submitted  by  the  committee  or  from 
other  available  Information,  that  a  regu- 
lation should  be  modified,  suspended,  or 
terminated  with  respect  to  any  or  all 
shipments  of  apricots  in  order  to  effec- 
tuate the  declared  policy  of  the  act,  he 
shall  modify,  suspend,  or  terminate  such 
regulation.  On  the  same  basis  and  in 
like  manner  the  Secretary  may  termi- 
nate any  such  modification  or  suspen- 
sion. If  the  Secretary  finds  that  a  regu- 
lation obstructs  or  does  not  tend  to 
effectuate  the  declared  policy  of  the  act, 
he  shall  su^}end  or  terminate  such  regu- 
lation. On  the  same  basis  and  in  like 
manner  the  Secretary  may  terminate  any 
auch  siispenslon. 

Sec.   S4.  Special   purpose  shipments. 

(a)  Except  as  otherwise  provided  in 
this  section,  any  person  may.  without 
regard  to  the  provisions  of  sections  41. 

52.  53,  and  55,  and  the  regulations  issued 
thereunder,  handle  apricots  (1)  for  con- 
sumption by  charitable  institutions;  (2) 
for  distribution  by  relief  agencies;  or  (3  > 
for  ccxmnercial  processing  into  products. 

(b)  Upon  the  basis  of  recommenda- 
tions and  information  submitted  by  the 
committee,  or  from  other  available  in- 
formation, the  Secretary  may  relieve 
from  any  or  all  requirements,  under  or 
established  pursuant  to  sections  41.  52, 

53,  or  55.  the  handling  of  "apricots  for 
such  specified  purposes  (including  ship- 
ments to  facilitate  the  conduct  of  mar- 
keting research  and  development  proj- 
ects established  pursuant  to  section  45 ) . 
or  in  such  minimum  quantities  or  types 
of  shipments,  as  may  be  prescribed. 

(c)  The  committee  shall,  with  the  ap- 
IMTOval  of  the  Secretary,  prescribe  such 
rules,  regulations,  and  safeguards  as  it 
may  deem  necessary  to  prevent  apricots 
handled  under  the  provisions  of  tlus  sec- 
tion from  entering  the  channels  of  trade 
for  other  than  the  specific  purposes  au- 
thorized by  this  section.  Such  rules. 
regulations,  and  safeguards  may  include 
the  requirements  that  handlers  shall 
file  applications  and  receive  approval 
from  the  committee  for  authorization  to 
handle  apricots  pursuant  to  this  section, 
and  that  such  applications  be  accom- 
panied by  a  certification  by  the  intended 
purchaser  or  receiver  that  the  apricots 
will  not  be  used  for  any  purpose  not 
authorized  by  this  section. 

Sec.    S5.   Inspection   and   certification. 

(a)  Whenever  the  handling  of  any 
variety  of  apricots  is  regulated  pursuant 
to  section  52  or  section  53,  each  handler 
who  handles  m;>rlcots  shall,  prior  there- 
to, cause  such  apricots  to  be  inspected 
by  the  Federal-State  Inspection  Service 
and  certified  by  it  as  meeting  the  appli- 
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cable  requirements  of  such  regulation: 
Provided.  That  inspection  and  certifica- 
tion shall  be  required  for  apricots  which 
previously  have  been  so  inspected  and 
certified  only  if  such  apricots  have  been 
regraded.  resorted,  repackaged,  or  in  any 
other  way  further  prepared  for  market. 
Promptly  after  inspection  and  certifica- 
tion, each  such  handler  shall  submit,  or 
cause  to  be  submitted,  to  the  committee 
a  copy  of  the  certificate  of  inspection 
issued  with  respect  to  such  apricots. 

(b)  The  committee  may.  with  the 
approval  of  the  Secretary,  prescribe  rules 
and  regulations  waiving  the  inspection 
requirements  of  this  section  where  it  is 
determined  that  inspection  is  not  avail- 
able: Provided.  That  all  shipments  made 
under  such  waiver  shall  comply  with  all 
regulations  in  effect. 

Reports 

Sec.   60.   Reports. 

la)  Each  handler  shall  furnish  to  the 
committee,  at  such  times  and  for  such 
periods  as  the  committee  may  designate, 
certified  reports  covering,  to  the  extent 
necessary  for  the  committee  to  perform 
its  functions,  each  shipment  of  apricots 
as  follows : 

( 1 )  The  name  of  the  shipper  and  the 
shipping  point; 

(2)  The  car  or  truck  licQp.se  number 
(or  name  of  the  trucker) .  and  identifica- 
tion of  the  carrier ; 

(3>   The  date  and  time  of  departure: 
(4»   The   number   and    type   of   con- 
tainers in  the  shipment; 

(5)  The  quantities  shipped,  showing 
separately  the  variety,  grade,  and  size  of 
the  fruit; 

(6)  The  destination; 

(7>  Identification  of  the  inspection 
certificate  or  waiver  pursuant  to  which 
the  fruit  was  handled. 

(b)  Upon  request  of  the  committee, 
made  with  the  approval  of  the  Secretary, 
each  handler  shaJl  furnish  to  the  com- 
mittee, in  such  manner  and  at  such 
times  as  it  may  prescribe,  such  other  in- 
formation as  may  be  necessary  to  enable 
the  committee  to  perform  its  duties  un- 
der this  part. 

(c>  All  such  reports  shall  oe  held  un- 
der appropriate  protective  classification 
And  custody  by  the  committee,  or  duly 
appointed  employees  thereof,  so  that  the 
information  contained  therein  which 
may  adversely  affect  the  competitive 
position  of  any  handler  in  relation  to 
other  handlers  will  not  be  disclosed. 
Compilations  of  general  reports  from 
data  submitted  by  handlers  is  author- 
ized, subject  to  the  prohibition  to  dis- 
closure of  individual  handler's  identities 
or  operations. 

(d>  Each  handler  shall  maintain  for 
at  least  two  succeeding  years  such  rec- 
ords of  the  apricots  received,  and  of 
apricots  disposed  of.  by  such  handler 
as  may  be  necessary  to  verify  reports 
pursuant  to  this  section. 

Miscellaneous  Provisions 

.Sec.   61.   (lompliance. 

Except  as  provided  herein,  no  person 
shall  handle  apricots,  the  shipment  of 
which  has  been  prohibited  by  the  Sec- 
retary in  accordance  with  the  provisions 
of  this  part;  and  no  person  shall  handle 


apricots  except  in  conformity  with  the 
provisions  of  this  part. 

Sec.   62.   Right  of  the  Secretary. 

The  members  of  the  committee  (in- 
cluding successors  and  alternates),  any 
agents,  employees,  or  representatives 
thereof,  shall  be  subject  to  removal  or 
suspension  by  the  Secretary  at  any 
time.  Each  and  every  regulation,  de- 
cision, determination,  or  other  act  of  the 
committee  shall  be  subject  to  the  con- 
tinuing right  of  the  Secretary  to  dis- 
approve of  the  same  at  any  time.  Upon 
such  disapproval,  the  disapproved  action 
of  the  committee  shall  be  deemed  null 
and  void,  except  as  to  acts  done  in  re- 
liance thereon  or  in  accordance  there- 
with prior  to  such  disapproval  by  the 
Secretary. 

Sec.   63.    Effective   time. 

The  provisions  of  this  part,  and  of  any 
amendment  thereto,  shall  become  effec- 
tive at  such  time  as  the  Secretary  may 
declare  above  his  signature  to  this  part, 
suid  shall  continue  in  force  until  termi- 
nated in  one  of  the  ways  specified  in  sec- 
tion 64^ 

Se<-.   64.    Termination. 

(a)  The  Secretary  may  at  any  time 
terminate  the  provisions  of  this  part  by 
giving  at  least  one  day's  notice  by  means 
of  a  press  release  or  in  any  other  man- 
ner in  which  he  may  determine. 

(b)  The  Secretary  shall  terminate  or 
suspend  the  operation  of  any  and  all  of 
the  provisions  of  this  part  whenever  he 
finds  that  such  provisions  do  not  tend 
to  effectuate  the  declared  policy  of  the 
act. 

(c>  The  Secretary  shall  terminate  the 
provisions  of  this  part  at  the  end  of  any 
fiscal  period  whenever  he  finds  that  con- 
tinuance is  not  favored  by  the  majority 
of  producers  who.  during  a  representa- 
tive period  determined  by  the  Secretary, 
were  engaged  in  the  production  area  in 
the  production  of  apricots  for  fresh 
market:  Provided.  That  such  majority 
has  produced  for  fresh  market  during 
such  period  more  than  50  percent  of  the 
volume  of  apricots  produced  for  fresh 
market  in  the  production  area ;  but  such 
termination  shall  be  effective  only  if  an- 
nounced before  the  last  day  of  February 
of  the  then  current  fiscal  period. 

(d)  The  Secretary  shall  conduct  a 
referendum  within  the  period  beginning 
December  1,  1963,  and  ending  February 
1,  1964.  to  ascertain  whether  continu- 
ance of  this  part  is  favored  by  the  grow- 
ers. The  Secretai-y  shall  conduct  such 
a  referendum  within  the  same  two- 
month  period  of  every  second  fiscal  pe- 
riod thereafter. 

(e)  The  provisions  of  this  part  shall, 
in  any  event,  terminate  whenever  the 
provisions  of  the  act  authorizing  them 
cease  to  be  in  effect. 

Sec.   65.    Proceeding*   after   termination. 

<a)  Upon  the  termination  of  the  pro- 
visions of  this  part,  the  committee  shall. 
for  the  purpose  of  liquidating  the  affairs 
of  the  committee,  continue  as  trustees  of 
all  the  funds  and  property  then  in  jts 
possession,  or  under  its  control,  includ- 
ing claims  for  any  funds  unpaid  or  prop- 
erty not  delivered  at  the  time  of  such 
termination. 
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(h)  The  said  trustees  shall  (1)  con- 
tinue in  such  capacity  until  discharged 
by  the  Secretary;  (2)  from  Ume  to  time 
account  for  all  receipts  and  dislmrse- 
mcnts  and  deliver  all  property  on  hand. 
to!iether  with  all  books  and  records  of 
the  committee  and  of  the  tnisteeq.  to 
such  person  as  the  Secretary  may  direct; 
and  (3)  upon  the  request  of  the  Secre- 
tary, execute  such  assignments  or  other 
in.struments  necessary  or  appropriate  to 
vest  in  such  person,  full  title  and  right  to 
all  of  the  fimds,  property,  and  claims 
vested  in  the  committee  or  the  trustees 
pursuant  hereto. 

<  c )  Any  person  to  whom  funds,  prop- 
erty, or  claims  have  been  transferred  or 
delivered  pursuant  to  this  section  shall 
be  subject  to  the  same  obligation  im- 
posed upon  the  committee  and  upon  the 
tnjstees. 

Sec.   66.   Effect  of  termination  or  amend- 
ment. 

Unless  otherwise  expressly  provided  by 
the  Secretary,  the  termination  of  this 
subpart  or  of  any  regulation  issued  pur- 
suant to  this  subpart,  or  the  issuance  of 
any  amendment  to  either  thereof,  shall 
not  (a)  affect  or  waive  any  right,  duty. 
obligation,  or  liabUlty  which  shall  have 
arisen  or  which  may  thereafter  arise  in 
connection  with  any  provision  of  this 
subpart  or  any  regulation  issued  under 
this  subpart,  or  (b)  release  or  extinguish 
any  violation  of  this  subpart  or  of  any 
regulation  issued  under  this  subpart,  or 
(c>  affect  or  impair  any  rights  or  reme- 
dies of  the  Secretary  or  of  any  other 
person  with  respect  to  any  such  violation. 

Sec.   67.  Duration  of  immunities. 

The  benefits,  privileges,  and  immuni- 
ties conferred  upon  any  person  by  virtue 
of  this  subpart  shall  cease  upon  the  ter- 
mination of  this  subpart,  except  with 
respect  to  acts  done  under  and  during 
the  existence  of  this  subpart. 

Sec.   68.   Agents.  I 

The  Secretary  may,  by  designation  in 
writing,  name  any  officer  or  employee  of 
the  United  States,  or  name  any  agency 
or  division  In  the  United  States  Depart- 
ment of  Agriculture,  to  act  as  his  agent 
or  representative  in  connection  with  any 
of  the  provisions  of  this  part. 

Sec.   69.   Derogation. 

Nothing  contained  in  the  provisions  of 
this  part  is,  or  shall  be  construed  to  be, 
in  derogation  or  in  modification  of  the 
rights  of  the  Secretary  or  of  the  United 
States  (a)  to  exercise  any  powers 
granted  by  the  act  or  otherwise,  or  (b) 
in  accordance  with  such  powers  to  act 
in  the  premises  whenever  such  action  is 
deemed  advisable.  i 

Sec.    70.   Personal   liability. 

No  member  or  alternate  member  of 
the  committee  and  no  employee  or  agent 
of  the  committee  shall  be  held  personally 
responsible,  either  individually  or  Jointly 
with  others,  In  any  way  whatsoever,  to 
any  person  for  errors  In  Judgment,  mis- 
takes, or  other  act,  either  of  commis- 
sion or  omission,  as  such  member,  alter- 
nate, employee,  or  agent,  except  for  aet> 
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of   dishonesty,   willful   misconduct,    or 
gross  negligence. 

Sec.  71.  Separability. 

If  any  provision  of  this  part  is  declared 
invalid,  or  the  applicability  thereof  to 
any  person,  drciunstance,  or  thing  is 
held  invalid,  the  vadllity  of  the  remain- 
der of  this  part  or  the  applicability 
thereof  to  any  other  person,  clrcimi- 
stance,  or  thing  shall  not  be  affected 
thereby. 
See.  72.  CounteriMrts. 

This  agreement  may  be  executed  in 
multiple  counterparts  and  when  one 
counterpart  is  signed  by  the  Secretary, 
all  such  counterparts  shall  constitute, 
when  taken  together,  one  and  the  same 
instrument  as  if  all  signatures  were 
contained  in  one  original.  •  *  • 

Sec.  73.  Additional  parties. 

After  the  effective  date  hereof,  any 
handler  may  become  a  party  to  this 
agreement  if  a  counterpart  is  executed 
by  him  and  delivered  to  the  Secretary. 
This  agreement  shall  take  effect  as  to 
such  new  contracting  party  at  the  time 
such  cotmterpart  is  delivered  to  the  Sec- 
retary, and  the  benefits,  privileges,  and 
immunities  conferred  by  this  agreement 
shall  then  be  effective  as  to  such  new 
contracting  party.      •  •  * 

See.  74.  Order    with    marketing    agree- 
ment. 

Each  signatory  handler  hereby  request 
the  Secretary  to  Issue,  pursuant  to  the 
act,  an  order  providing  for  the  regulat- 
ing of  the  himrtiing  of  aprlcots  in  the 
same  manner  as  is  provided  for  in  this 
agreemoit.    •  •  • 

Ck>pie8  of  this  notice  of  heating  may 
be  obtained  from  the  office  of  the  Hear- 
ing Cleric,  United  States  Department  of 
Agriculture,  Ro(»n  112,  Administration 
Building,  Washington  25,  D.C..  or  the 
Field  Representative.  Fruit  and  Vege- 
table Division,  Agriculttiral  Marketing 
Service,  United  States  Department  of 
Agriculture,  701  K  Street,  Rooms  300- 
302,  Sacramento  14.  Calif. 
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Society  of  the  Plastics  Industry.  Inc., 
250  Park  Avenue.  New  York  17,  New 
York,  proposing  the  issuance  of  a  regu- 
lation to  provide  for  the  safe  use  in 
packaging  materials,  containers,  and 
equipment  intended  for  use  in  produc- 
big,  manufacturing,  packing,  processing, 
preparing,  treating,  packaging,  trans- 
porting, or  holding  food  of  polystyrene, 
polystyraie  modified  with  butadiene, 
and  polystyrene  modified  with  batadiene- 
styrene,  provided  that  the  styrene  mono- 
mer content  does  not  exceed  1.0  percent 
by  weight  of  the  polymer. 

Dated:  January  22,  1962. 

J.  K.  KniK. 

Assistant  Commissioner 
of  Food  and  Drugs. 

IP.R.    Doc.    62-881;     Piled,    Jan.    26,    1962; 
8:48  ajn.] 


Dated:  January  22.  1962. 

Paul  A.  Nicholson, 
Acttng  Director,  Fruit  and  Vege- 
table   Division,    Agricultural 
Marketing  Service. 

IFH.    Doc.    62-878:    Filed,    Jan.    25,    1962; 
8:47  a.m.] 


DEPARTMENT  OF  HEALTH,  EDU- 
CATION. AND  WaPARE 

Food  and  Drug  Administration 

[21   CFR  PART  121  1 

FOOD  ADDITIVES 

NoHco  of  Filing  of  Petition 

Pursuant  to  the  provisions  of  the 
Fedoral  Food.  Drug,  and  Cosmetic  Act 
(see.  409(b)(6).  72  Stet.  1786:  21  UB.C. 
S48(b)(5)).  notice  is  given  that  a  peti- 
tion (PAP  6«a)  has  been  filed  by  The 


ATOMIC  ENERGY  COMMISSION 

[  10  CFR  Part  91 

PUBLIC  RECORDS 

Notice  of  Proposed  Rule  Making 

Notice  is  hereby  given  that  the  Atomic  . 
EInergy  Commission  has  under  consid- 
eration a  proposed  amendment  to  Part 
9  of  the  Commission's  regulations. 

On  October  5,  1961.  the  Commission 
published  in  the  Fkderal  Rbcxstu  (26 
F.R,  9386),  a  notice  of  proposed  rule 
making  which  would  amend  Part  9  and 
Part  20  of  this  chapter  to  provide  for 
Inclusion  in  the  public  records  of  the 
Atomic  EInergy  Commission  of  reports 
of  incidents  filed  by  licensees,  and  to 
extend  the  provisions  of  Part  9,  "Public 
Records",  to  holders  of  authorizations 
imder  Part  115  of  this  chapter. 

The  amendment  to  Part  9  now  pro- 
posed would  provide  for  inclusion  in  the 
public  records  of  notices  of  violation  is- 
sued by  t^e  Atomic  Energy  Commission 
as  well  as  reports  by  licensees,  and  cor- 
respondence between  the  Commission 
and  licensees.  The  term  "licensee" 
would  include  a  holder  of  an  authoriza- 
tion under  Part  115. 

If  the  proposed  amendment  is  adopted 
a  notice  of  alleged  violation  would  not 
be  made  public  until  after  receipt  of  a 
response,  if  any.  from  a  licensee,  and 
imtil  after  dispatch  of  the  Commission's 
acknowledgment  of  the  licensee's  re- 
sponse, at  which  time  all  three  docu- 
ments would  simultaneously  be  placed 
in  the  Public  Document  Room. 

This  regulation  is  proposed  imder  the 
authority  of  the  Administrative  Pro- 
cedure Act  and  the  Atomic  Energy  Act 
of  1954.  as  amended.  All  interested 
persons  who  desire  to  submit  written 
comments  and  suggestions  for  consid- 
eration in  connection  with  the  proposed 
regulation  should  send  them  to  the  Sec- 
retary. United  States  Atomic  Energy 
Commission.  Washington  25.  D.C.,  within 
sixty  (60)  days  after  publication  of  this 
notice  in  the  Fbosral  RBaxsrsa.  Com- 
ments received  after  that  period  will  be 
considered  if  it  is  practicable  to  do  so. 
but  assurance  of  consideration  cannot 
be  given  except  as  to  comments  filed 
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within  the  period  specified.  Copies  of 
these  eomments  will  be  avalUble  for 
rTrmf"^"*****"  1X7  Interested  persons  in 
the  Pubtte  Document  Room.  1717  H 
Street  NW^  Washington.  D.C. 

It  is  propoaed  to  amend  10  CFR  Part 
9.  '^PubUe  Reoords",  as  foUows: 

1.  By  addlnc  the  followinc  new  para- 
graph (h)  to  I  9.2  Definitions: 

(h)  "Licensee"  includes  any  holder  of 
an  authorization  subject  to  Part  115  of 
this  chapter. 

2.  By  adding  the  following  new  para- 
graph (f )  to  §  9.3  Inclusions: 

(f)  All  reports  required  by  AEC  li- 
censes, regiilations  or  orders  and  filed  by 
a  licensee  with  the  AEC  and  correspond- 
ence between  the  licensees  and  the  AEC 
concerning  these  reports. 

By  notice  published  in  the  Fzderal 
Raois-m  on  October  5.  1961.  at  page 
93B6.  the  Commission  announced  it  pro- 
posed to  amend  S  9.3  by  adding  a  pro- 
posed paragraph  (f).  The  present  no- 
tice modifies  that  notice  by  substituting 
the  language  quoted  above  for  the  lan- 
guage proposed  in  that  notice. 

3.  By  adding  the  following  new  para- 
graph (g)  to  i  9.3  Inclusions: 

(g)  Notices  of  alleged  violations  and 
eorrespoodence  between  AEC  and  the  li- 
censee concerning  alleged  violations. 

Dated  at  Oermantown,  Md..  this  10th 
day  of  January  1962. 
For  the  Atomic  Energy  Commission. 

Woodford  B.  McCool. 
Secretary. 

[FR.    Doc.    62-881,    Filed.    Jan.    25.     1962; 
8:45  am  I 


CML  AERONAUTICS  BOARD 

[  14  CFt  Ports  320,  321  1 

[Safety  InveaUgatlon  Regs  Docket 
No.  183411 

NOTIFICATION  AND  REPORTING  OF 
AIRCRAFT  ACCIDENTS  AND  OVER- 
DUE AIRCRAFT;  INSPECTION  OF 
RECORDS,  FAOUTIES  AND  EQUIP- 
MENT 

NoHc*  of  Proposed  Rule  Making 
Janttaay  19.  1962. 

Notice  is  hereby  given  that  the  CivU 
Aeronautics  Board  is  proposing  to  issue 
a  revised  Part  S20 — Rules  Pertaining  to 
Aircraft  Aoeklents.  Inflight  Hazards. 
Overdue  Aircraft  and  Safety  Investiga- 
Utms,  of  its  safety  investigation  regula- 
tions and  Is  proposing  to  incorporate 
into  the  revised  part,  present  Part  321— 
Inspection  of  Reoords,  Facilities  and 
Equipment.  The  prinelp*!  features  of 
the  propoaed  revised  Part  320  are  ex- 
plained In  the  explanatory  statement 
below,  and  the  proposed  revised  part  is 
set  forth  bekiw. 

The  revised  Part  320  is  proposed  under 
the  authority  of  sections  302.  204(a). 
407(e).  415.  701.  702.  703.  1004  of  the 
Federal  Avlattan  Act  of  1958.  as  amended 
(72  Stat.  741.  743.  7M.  770.  781.  782.  792; 
49  UJS.C.   1322,  1324.   1377,   1385.   1441. 
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1442.  1443  and  1484) :  section  2  of  Reor- 
ganization Plan  No.  13.  64  Stat.  1266;  5 
XJ3.C.  133Z-15). 

Interested  persons  may  participate  in 
the  proposed  rule  making  through  sub- 
mission of  three  (3)  copies  of  written 
data,  views  or  arguments  pertaining 
thereto  addressed  to  the  Docket  Sec- 
tion. Civil  Aeronautics  Board,  Wash- 
ington 25.  DC.  All  relevant  matter  in 
communications  received  on  or  before 
February  26.  1962  will  be  considered  by 
the  Board  before  taking  final  action  on 
the  proposed  revised  part.  Upon  receipt 
by  the  Board,  copies  of  such  communica- 
tions will  be  available  for  examination 
by  interested  persons  in  the  Docket  Sec- 
tion of  the  Board.  Room  711.  Universal 
Building.  1825  Connecticut  Avenue  NW.. 
Washington.  DC. 

By  the  CivU  Aeronautics  Board. 

[sEALl  Harold  R.  Sanderson. 

Secretary. 

Explanatory  statement.  Part  320  <14 
CFR  Part  320 »  of  the  Boards  Safety  In- 
vestigation Regulations  contains  rules 
and  regulations  pertaining  to  the  notifi- 
cation and  reporting  of  aircraft  acci- 
dents and  overdue  aircraft,  and  rules 
with  respect  to  the  preservation  and  re- 
lease of  aircraft  wreckage  and  records. 

The  Board  has  reviewed  this  part  In 
the  light  of  experience  gained  during  the 
past  two  years,  and  Is  of  the  view  that 
a  revision  of  the  part  is  required  in  order 
to  permit  the  more  effective  discharge  of 
the  Board's  responsibilities  under  the 
Act  to  investigate  aircraft  accidents,  de- 
termine their  probable  cause.  Initiate 
appropriate  action  to  prevent  the  recur- 
rence of  similar  accidents  and  develop 
an  effective  accident  prevention  pro- 
Grram. 

The  Board  proposes  the  following 
changes  in  Part  320  to  accomplish  the 
aforementioned.objectives : 

1.  Amend  the  definition  of  "substan- 
tial damage"  so  as  to  exclude  from  the 
notification  and  reporting  requirements 
of  the  Part  any  aircraft  accident  where  It 
is  reasonably  estimated  the  cost  to  repair 
the  damage  resulting  therefrom  will  be 
less  than  $300.  Under  the  existing  rules. 
an  operator  is  required  to  report  any 
aircraft  accident  In  which  it  Is  reason- 
ably estimated  the  cost  of  repair  or  re- 
placement will  be  $100  or  more.  Since 
the  adoption  of  this  rule,  repair  costs 
for  aircraft  have  substantially  increased. 
Accordingly,  the  cost  to  repair  even  the 
most  minor  aircraft  damage  resulting 
from  an  accident,  may  well  exceed  the 
$100  criterion.  In  view  of  the  foregoing, 
the  Board  is  of  the  opinion  that  the  $100 
criterion  is  no  longer  realistic. 

2.  Require  pilots  or  operators  to  notify 
the  Board  of  certain  specific  Inflight  haz- 
ards that  they  may  experience.  Under 
the  existing  regulation,  there  Is  no  re- 
quirement that  such  specific  inflight  haz- 
ards be  reported  except  fire.  The  Board 
Is  of  the  view  that  such  reported  In- 
formation will  substantially  Increase  the 
ability  of  the  Board  to  discharge  its  re- 
sponsibilities under  Title  VII.  particu- 
larly in  the  development  of  an  effective 
accident  prevention  program. 

3.  Incorporate  into  Part  320  the  cur- 
rently effective  provisions  of  Part  321  1 14 


CFR  Part  321  >  of  the  Board's  safety  in- 
vestigation regulations.  Part  321  con- 
tains the  rules  pertaining  to  the  inspec- 
tion of  records,  facilities  and  equipment 
by  representatives  of  the  Board  in  con- 
nection with  their  responsibilities  and 
duties  under  Title  VII  of  the  Act. 

Under  this  part  such  Inspection  of 
records,  facilities  and  equipment  may  be 
In  coruiectlon  with  a  specific  aircraft 
accident  or  occurrence;  or  in  connection 
with  a  general  investigation  pertaining 
to  safety  in  air  navigation  or  the  pre- 
vention of  aircraft  accidents.  Since 
there  is  such  a  close  relationship  between 
the  Boards  rules  pertaining  to  notifying, 
reporting,  and  Investigating  aircraft  ac- 
cidents, and  its  duties  with  respect  to 
conducting  special  studies  or  investiga- 
tions pertaining  to  safety  In  air  naviga- 
tion, the  Board  is  of  the  view  that  such 
rules  should  be  consolidated  into  one 
part.  Moreover,  such  a  consolidation  of 
parts  will  allow  all  of  the  Board's  safety 
fhvestlgation  regulations  to  be  contained 
in  one  document  which  should  permit  a 
better  understanding  of  and  added  con- 
veruence  to  persons  Interested  in  such 
regulations. 

4.  Incorporate  Into  Part  320  the  au- 
thority of  Director  and  Deputy  Director 
of  the  Bureau  of  Safety  and  presiding 
and  hearing  officers  of  the  Board  in  con- 
nection with  aircraft  accident  investiga- 
tions. Such  authority  was  previously 
listed  in  PN-15.  26  F.R.  7231. 

5.  Finally,  many  changes  of  an  edi- 
torial nature,  and  various  clarifsrlng 
changes  have  been  made. 

PART  320— RULES  PERTAINING  TO 
AIRCRAFT  ACCIDENTS,  INFLIGHT 
HAZARDS,  OVERDUE  AIRCRAFT 
AND  SAFETY  INVESTIGATIONS 

Subpart  A — General 

§320.1      Applirabilitr. 

This  part  contains  rules  pertaining  to: 
<a>  Giving  notice  of  and  reporting 
aircraft  accidents,  certain  inflight  haz- 
ards and  overdue  aircraft  where  such 
events  involve  civil  aircraft  of  the  United 
States  wherever  they  occur  or  foreign 
civil  aircraft  where  such  events  occur  in 
the  United  States.  Its  territories  or 
possessions. 

(b)  Preservation  and  release  of  air- 
craft wreckage  and  records  Involving  all 
civil  aircraft  In  the  United  States.  Its 
territories  and  possesslorw. 

(c)  Investigation  of  aircraft  acci- 
dents, certain  inflight  hazards  and  over- 
due aircraft  and  special  studies  and  in- 
vestigations conducted  by  the  Board  per- 
taining to  safety  In  air  navigation  and 
the  prevention  of  accidents. 

§  320.2      Derinitions. 

As  used  In  this  part  the  following 
words  or  phrases  are  defined  as  follows: 

Fatal  injury.  A  fatal  injury  Is  any  in- 
Jury  which  results  in  death  within  48 
hours. 

Operator.  An  operator  of  an  aircraft 
is  any  person  who  causes  or  authorizes 
the  operation  of  an  aircraft,  such  as  the 
owner,  lessee  or  bailee  of  an  aircraft 

Serious  injury.  A  serious  Injury  is  any 
injury  which  (1)  requires  hospitaliza- 
tion  and  or   medical    treatment   for  a 
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period  of  five  or  more  days,  commencing 
within  seven  days  from  the  date  the  In- 
jury was  received;  (2)  results  In  a  frac- 
ture of  any  bone  (except  simple  frac- 
tures of  fingers,  toes  or  nose) ;  (3)  in- 
volves lacerations  which  cause  severe 
hemorrhages  or  muscle  damage;  (4)  in- 
volves Injury  to  any  internal  organ;  (5) 
involves  second  or  third  degree  bum&, 
or  any  bums  affecting  more  than  five 
percent  of  the  body  surface. 

Substantial  damage,  (a)  Except  as 
provided  in  paragraph  (b) : 

•  1 )  Substantial  damage  in  aircraft  of 
12.500  pounds  maximum  certificated 
take-off  weight  or  less  means  damage 
or  structural  failure  reasonably  esti- 
mated to  cost  $300.00  or  more  to  repair. 

1 2 )  Substantial  damage  in  aircraft  of 
more  than  12.500  pounds  maximum  cer- 
tificated take-off  weight  means  damage 
or  structural  failure  which  adversely  af- 
fects the  structural  strength,  perform- 
ance, or  fiight  characteristics  of  the  air- 
craft, and  which  would  normally  reqxilre 
major  repair  or  replacement  of  the  af- 
fected component. 

(b>  Engine  fcdlure.  damage  limited  to 
an  engine,  bent  fairings  or  cowling, 
dented  skin,  small  punctured  holes  in 
the  skin  or  fabric,  taxiing  damage  to 
propeller  blades,  damage  to  tires,  en- 
gine accessories,  brakes,  or  wing  tips  are 
not  considered  "substantial  damage" 
for  the  purpose  of  this  part. 


Subpart  B — Initial  Notiflcalion  of  Air- 
croft  Accidents,  Inflight  Hazards 
and  Overdue  Aircraft 

§  320.5      ImmMliate  notification. 

The  pilot  or  operator  of  an  aircraft 
shall  immediately  and  by  the  most  ex- 
peditious means  available,  notify  the 
nearest  office  of  the  Civil  Aeronautics 
Board,  Bureau  of  Safety.'  or  Federal 
Aviation  Agency  Flight  Service  Station 
or  Safety  District  Office  when: 

(a)  As  a  result  of  the  operation  of 
an  aircraft,  any  person  (occupant  or 
nonoccupant)  is  fatally  or  seriously  in- 
jured or  ar\y  aircraft  receives  substan- 
tial damage: 

( b )  Aircraft  collide  in  fiight; 

(c)  The  following  infiight  hazards  are 
experienced : 

<1»  Fire: 

(2)  Rapid  decompression  requiring 
emergency  action; 

<  3 )  Unwanted  or  asymmetrical  thrust 
reversal : 

(4)  Flight  control  system  malfunction 

or  failure; 

(5>  Incapacitation  of  any  required 
flight  crew  member. 
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(d)  An  ahrcraft  is  overdue  and  Is  be- 
lieved to  have  been  Involved  In  an 
accident. 

8  320.6     Information    to    be     given    in 
notification. 

The  notification  required  in  S  320.5 
shall  contain  the  following  information. 
If  available: 

(a)  Location; 

(b)  Date; 

(c)  Time; 

(d)  Aircraft  make,  model,  and  regis- 
tration number  and  nationality; 

(e)  Names  of  operator  and  crew; 

(f)  Number  of  persons  involved; 

(g)  Lajurles  of  each  person; 
(h)  Weather  conditions; 

(i)  Pohit  of  last  departure  and 
destination; 

.  (j)  A  description  of  any  explosives, 
radioactive  materials,  or  other  danger- 
ous articles  carried; 

(k)  Nature  of  and  circumstances  sur- 
rounding the  accident  or  occurence. 

Nora:  See  Subpart  D  of  this  part  for  sub- 
sequent reports  required. 

Subpart  C— Preservation  and  Release 
of  Aircraft  Wrockage,  Cargo,  Mail 
and  Records 

§  320.10     Preeervation  of  aircraft  wreck- 
age, cargo,  mail,  and  records. 

The  pilot  or  operator  is  responsible  for 
preserving  any  aircraft  wreckage,  cargo, 
mail  uid  all  records,  including  those  of 
flight  recorders,  pertaining  to  the  opera- 
tion and  maintenance  of  the  aircraft 
and  to  airmen  Involved  in  an  accident 
for  which  notification  must  be  given, 
until  permission  for  release  is  granted 
pursuant  to  i  320.11. 

(a)  Prior  to  the  release  of  aircraft 
wreckage,  mail  or  cargo  as  provided  in 
f  320.11,  the  aircraft  wreckage,  mail  and 
cargo  may  be  disturbed  or  moved  only 
to  the  extent  necessary: 

(1)  To  remove  persons  injured  or 
trapped; 

(2>  To  protect  the  wreckage  from 
further  damage;  or 

(3)  To  protect  the  public  from  injury. 

(b)  Where  it  ia  necessary  to  disturb  or 
move  aircraft  wreckage,  mail  or  cargo, 
sketches,  descriptive  notes,  and  photo- 
gnt^iB  shall  be  made,  if  possible,  of  the 
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■  The  present  addresses  and  telephoae 
numbers  of  civU  AeronauUcs  Board.  Bureau 
of  Safety  ofBces  are  as  follows: 

Office.  Address,  and  TeUphone- 

An(  hor.^ge:  P  O.  Box  2219,  Anchorage.  Alaska; 

BRoadway  2-7001. 
Chicago;  Suite  306,  6625  West  North  AvenUA, 

Oiik  Park,  111 ;  Village  8-9665. 
Denver;    1549  Bmporla  Street,  Aurora.  C0I04 

KMplre  6-8249. 
Fori    Worth:    l(X)   North    University  Drive. 

University  Plasa  Building,  Port  Worth  T. 

Tex  :  EDlson  6-3193. 


I  City;  ©12  Bast  esd  Street,  Lower  Floor, 

North,  Kansas  City  10,  Mo.;  EMerson  3-2230 

andS-2aai. 
Los  Angeles;  Los  Angeles  International  Air- 
port. 6830  Avion  Drive.  Los   Angeles  45. 

OaUf.:  spring  6-0117. 
MUmi;   P.O.   Boa  48-0931.  Miami   Interna- 

tlooal   Airport.    Miami   48,    Fla.;    TUzedo 

g-3919. 
New  York:  Federal  Building,  Room  101,  New 

ToTk  Xntematlonal  Airport.  Jamaica,  N.Y.; 

OLympU  9-7000,  Bzt.  316.  817.  318. 
Oakland:    PX>.  Box   2386,   Oakland   Airport 

Station.   Oakland    14.    (Talif.;    LOckhaven 

8-1300. 
Seattle;  Room  202.  Administa-atlon  Building, 

King   County   Airport,   Seattle  8,   Wash.; 

PArkway  8-0761. 

Ttia  addreasea  listed  above  are  subject  to 
ohange.  CMS.  representatives,  however,  can 
fsnarally  be  reached  at  Uie  telephone  num- 
bers listed  above. 
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accident  locale  including  original  posi- 
tion and  condition  of  the  wreckage  and 
any  significant  impact  marks. 

§  320.11      Release  of  aircraft  wreckage, 
cargo,  mail  and  records. 

Release  of  aircraft  wreckage,  cargo, 
mail  and  records  may  be  granted  by  an 
authorized  representative  of  the  Civil 
Aeronautics  Board  only.* 

Subpart  D — Reporting  of  Aircroft  Acci- 
dents, Inflight  Hazards  and  Over- 
due Aircraft 

§  320.15     Reports  and  sutements  to  be 
filed. 

(a)  Reports.  The  operator  of  an  air- 
craft shall  file  a  report  as  provided  in 
paragraph  (c)  of  this  section  on  the  w 
propriate  CAB  form :  * 

(1)  Within  seven  (7)  days  after  an 
aircraft  accident  for  which  notification 
is  required  by  9  320.5  (a)  and  (b) ; 

(2)  When,  after  seven  (7)  d^s,  an 
overdue  aircraft  is  still  missing; 

(3)  Upon  request  of  an  authorized 
representative  of  the  Civil  Aeronautics 
Board. 

(b)  Creiu  member  statement.  Each 
crew  member,  if  physically  able  at  the 
time  the  report  is  submitted,  shall  attach 
thereto  a  statement  setting  forth  the 
facts,  conditions  and  circumstances  re- 
lating to  the  accident  or  occurrence  as 
they  appear  to  him  to  the  best  of  his 
knowledge  and  belief.  If  the  crew  mem- 
ber is  inci4}acitated.  he  shall  submit  the 
statement  as  soon  as  he  Is  i^slcally 
able. 

(c)  Where  to  file  the  reports.  (1) 
The  operator  of  an  aircraft  shall  file 
with  the  nearest  Field  OfUce  of  the 
Board  any  report  required  by  this  sec- 
tion involving: 

(i)  Aircraft  having  a  maTtmum  take- 
off weight  of  more  than  12,500  pounds; 
or  helicopters  regardless  of  weight; 

(il)  Aircraft  having  a  maximum  take- 
off weight  of  12,500  pounds  or  less 
operated  by  an  air  carrier  certificated  to 
engage  in  air  transportation  in  the  State 
of  Alaska; 

(ill)  Aircraft  regardless  of  maximum 
take-off  weight  where  fatal  injuries  have 
occurred  to  any  occupant  of  such  air- 
craft; and 

(iv)  Any  occurrence  set  forth  in 
§320.5  (b),  (c).  and  (d).  where  re- 
quested by  an  authorized  r^resentative 
of  the  Board. 

(2)  The  operator  of  an  aircraft  shall 
file  with  the  nearest  PAA  Safety  Dis- 
trict Office  any  report  required  by  this 
section  involving  fixed  wing  aircraft 
with  a  maximum  take-off  weight  of 
12.500  pounds  or  less  except  as  provided 
in  subparagraph  (1)  of  this  paragrwh. 


'  An  authorized  representative  of  the  PAA 
has  authority  to  release  aircraft  wreckage  or 
cargo  in  those  accidents  which  the  Board, 
pursuant  to  PN-18  (see  footnote  8.  infra), 
has  requested  the  PAA  to  investigate. 

*  Forma  are  obtainable  from  the  CivU 
Aeronautics  Board  Pleld  Ofllces'  (see  Poot- 
note  1).  the  CivU  Aeronautics  Board,  Wash- 
ington 25,  D.C,  and  Federal  Aviation  Agency 
Safety  District  Offices. 
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Swbpoft  E — S^^ciol  Studits  and 
InvMti^ofiont 

§  320.20  Authority  of  Board  r(>prr«enta- 
lives. 

Upon  demand  of  an  authorized  rep- 
resentative of  the  Board  and  presenU- 
tlon  of  the  credentials  issued  to  such 
representatiTC.  any  air  carrier,  airman, 
or  person  encaged  in  air  commerce  or 
in  any  phase  of  aeronautics,  and  any 
other  person  ha  vine  possession  or  con- 
trol of  any  aircraft,  aircraft  engine, 
propeller,  appliance,  air  navigation 
facility,  equipment,  or  any  pertinent 
records  and  memoranda,  including  all 
documents,  paipers  and  correspondence 
now  or  hereafter  existing  and  kept  or 
required  to  be  kept,  shall  forthwith  per- 
mit inspection,  photographing  or  copying 
thereof  by  such  authorized  represent- 
ative for  the  pvrpoee  of  investigating  an 
aircraft  accident.*  inflight  hazard  or 
overdue  aircraft,  or  any  special  study 
or  investigatioQ  pertaining  to  safety  in 
air  navigation  or  the  prevention  of  acci- 
dents. Authorized  representatives  of  the 
Board  may  interrogate  any  person  hav- 
ing knowledge  relevant  to  an  aircraft 
accident.  Inflight  hazard,  overdue  air- 
craft, study  or  Investigation. 

§  320.25  Aatborily  of  the  Director.  Dep- 
utj  DirertT,  and  preMdinc  or  hear- 
ing •Accrs  pertaining  to  aircraft 
accidents  ■ 

(a)  The  Director  or  Deputy  Director 
of  the  Bureaa  of  Safety  of  the  Board 
may  exercise  the  following  authority  in 
connection  with  aircraft  accidentf: 

(I)  Order  an  Inquiry,  by  depositions. 
or  otherwise.  Into  the  facts,  conditions. 
clrcumstanoes  and  probable  cause  of  all 
aecldents  Involving  civil  aircraft,  and 
order  a  pubUe  hearing  in  accordance  with 
the  profvlikiDS  of  Part  303  of  this  chapter 
(Board's  Procedural  Regulations)  on  the 
following  types  of  accidents: 

(i)  AeddeatB  In  which  unusual. 
nation-wide  public  interest  is  demon- 
strated. 

(II)  Fatal  air  carrier  accidents  in  air 
transportation. 

(ill)  Accklents  In  air  transporUtion 
involving  an  apparent  serious  departure 
from  good  operating  practice  or  signif- 
icant deficiency  in  design  in  which  catas- 
trophe is  narrowly  averted. 


«Th«  Bo«nl  In  PlC-13.  23  F.R.  10402.  effec- 
tive December  31. 19S8.  requestad  the  Admin- 
istrator of  tba  7AA  to  investigate  aircraft 
accidents  involving  flxed-wlng  aircraft  vlth 
a  maximum  take-off  weight  of  13,500  pounds 
or  less  SBcepi  accidents  Involving  aircraft 
operated  by  atr  earrlars  authorized  by  cer- 
tificate of  public  ooavsalenoe  and  necessity 
to  sngage  In  air  transportation  In  the  State 
of  Alaska,  and  aceldenU  in  which  faUl 
injuries  have  oocmred  to  any  occupants  of 
■uch  aircraft:  and  to  submit  a  report  to  the 
Board   cooosnilng   each  such   Investigation. 
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(iv)  Accidents  which  appear  indica- 
tive of  serious  and  widespread  hazards 
in  air  commerce. 

( V )  Other  accidents  where  it  is  deemed 
that  a  public  hearing  is  necessary  In  the 
public  interest. 

<2)  Designate  in  writing  a  hearing 
ofBcer  and  technical  staff  for  public 
hearings  in  accordance  with  the  pro- 
visions of  Part  303  of  this  chapter 
(Board's  Procedural  Regulations > ;  in 
cases  where  the  Director.  Bureau  of 
Safety,  will  not  personally  serve  on  a 
Board  of  Inquiry,  he  may  designate  one 
of  his  staff  to  take  his  place 

<3)  Designate  one  or  more  hearing 
officials  with  authority  to  sign  and  issue 
subpoenas,  to  administer  oaths  and 
affirmations,  and  to  take  depositions  or 
cause  them  to  be  taken  in  connection 
with  accident  investigations. 

(4»  Order  a  special  study  or  inves- 
tigation on  matters  pertaining  to  safety 
in  air  navigation,  and  if  necessary,  des- 
ignate a  hearing  officer  in  this  connection 
who  may  be  authorized  to  sign  and  issue 
subpoenas,  administer  oaths  and  affirma- 
tions, and  take  depositions  or  cause  them 
to  be  taken. 

<b)  .Presiding  officers  or  hearing  offi- 
cers appointed  by  Director  or  Deputy 
Director  may:  'D  hold  hearings.  (2» 
sign  and  issue  subpoenas,  <3)  administer 
oaths  and  affirmations.  <4>  examine  wit- 
nesses. '5)  receive  evidence  and  take  or 
cause  depositions  to  be  taken. 

[FR      Doc      62  895;      Filed      Jan     25       1962. 
8  49  am  J 


FEDERAL  AVIATION  AGENCY 

[14  CFR   Part  601  1 

(Airspace  Docket  No    61-KC  50] 

CONTROLLED  AIRSPACE 
Proposed  Alteration  of  Control  Zone 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (14  CFR 
409.13  >.  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  is  considering 
an  amendment  to  S  801.2493  of  the  regu- 
lations of  the  Administrator,  the  sub- 
stance of  which  Is  stated  below 

The  St.  Charles.  HI.,  control  zone  is 
presently  designated  within  a  3-mlle 
radius  of  the  DuPage  County  Airport 
from  0600  to  2200  hours  local  standard 
time  dally.  The  Federal  Aviation  Agency 
has  under  consideration  the  alteration  of 
the  St.  Charles  control  zone  by  enlarging 
the  control  zone  to  a  5-mlle  radius  zone 
and  designating  an  extension  from  the 
6-mlle  radius  zone  to  a  VOR  to  be  cqpi- 
missioned  in  April,  1962.  near  St.  Charles 
(DuPage)  at  latitude  41 '53 '25"  N.  longi- 
tude 88°21'00"  W.  Designation  of  the 
control   zone   extension    would   provide 


protection  for  aircraft  executing  pro- 
posed prescribed  instrument  approach ' 
procedures  based  on  the  DuPage  VOR. 
Expansion  of  the  basic  size  of  the  con- 
trol zone  is  required  in  preparation  for 
the  application  of  the  provisions  of 
Amendment  60-21  to  the  Civil  Air  Regu- 
lations. Part  60,  Air  Traffic  Rules  in  the 
Chicago,  111.,  terminal  area,  expected  in 
the  near  future,  which  will  result  in  the 
establishment  of  1,200  foot  floor  transi- 
tion area  in  a  greater  portion  of  this 
area.  Thus,  the  increased  radius  zone 
will  provide  protection  for  departing  air- 
craft climbing  to  the  higher  base  of  over- 
lying controlled  airspace. 

If  this  action  is  taken,  the  St.  Charles. 
HI.,  control  zone  would  be  designated 
within  a  5-mlle  radius  of  the  DuPage 
County  Airport  (latitude  41*54'45"  N.. 
longitude  88"14'35"  W).  and  within  2 
miles  either  side  of  the  DuPage  VOR 
069*  True  radial  extending  from  the  5- 
mlle  radius  zone  to  the  VOR.  from  0600 
to  2200  hours  local  standard  time  daily. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  In  triplicate  to  the  Assistant 
Administrator,  Central  Region.  Attn: 
Chief.  Air  Traffic  Division.  Federal  Avia- 
tion Agency.  4825  Troost  Avenue.  Kansas 
City  10.  Mo.  All  communications  re- 
ceived within  forty-five  days  after  pub- 
lication of  this  notice  in  the  Psdixal 
Register  will  be  considered  before  action 
is  taken  on  the  prop>osed  amendment. 
No  public  hearing  is  contemplated  at 
this  time,  but  arrangements  for  Informal 
conferences  with  Federal  Aviation 
Agency  officials  may  be  made  by  contact. 
Ing  the  Regional  Air  Traffic  Division 
Chief,  or  the  Chief.  Airspace  Utilization 
Division.  Federal  Aviation  Agency.  Wash- 
ington 25.  DC.  Any  data,  views  or  ar- 
guments presented  during  such  confer- 
ences must  also  be  submitted  in  writiruc 
in  accordance  with  this  notice  in  order 
to  become  part  of  the  record  for  consid- 
eration. The  proposal  contained  in  this 
notice  may  be  changed  in  the  light  of 
comments  received. 

The  official  Docket  will  be  available  for 
examination  by  Interested  persons  at  the 
Docket  Section.  Federal  Aviation  Agency. 
Room  C-226,  1711  New  York  Avenue 
NW..  Washington  25,  DC.  An  informal 
Docket  will  also  be  available  for  exam- 
ination at  the  office  of  the  Regional  Air 
Traffic  Division  Chief. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  UJ3.C.  1348). 

Issued  In  Washington.  D.C.,  on  Janu- 
ary 19,  1962. 

Charles  W.  Carmody. 
Chief.  Airspace  Utilization  Division. 

[FR.    Doc     62  884:     Filed.    Jan.    25.     1963; 
8  45Rm  1 


DEPARTMENT  OF  AGRICULTURE 

OfRca  of  the  Sacratary 

MISSISSIPPI     I 

Designation  of  Araas  for  Emergency 
Loans 

For  the  purpose  of  making  emergency 
loans  pursuant  to  section  321(a)  of  Pub- 
lic Law  87-128  (7  U.S.C.  1961)  it  has 
been  determined  that  in  the  following 
counties  in  the  State  of  Misslsslw>l  nat- 
ural disasters  have  caused  a  need  for 
agricultural  credit  not  readily  available 
from  commercial  banks,  cooperative 
lending   agencies,   or   other   responsible 

sources:  , 

Mississippi         | 


Atuila. 

Calhoun. 

Leiilce 


Lowndes. 

Scott. 

Yalobtuhs. 


Pursuant  to  the  authority  set  forth 
above,  emergency  loans  will  not  be  made 
in  the  above-named  counties  after 
June  30,  1962.  except  to  applicants  who 
previously  received  emergency  or  special 
livestock  loan  assistance  and  who  can 
qualify  under  established  policies  and 
procedures. 

Done  at  Washington,  D.C.,  this  22d 
day  of  January  1962. 

ORVILLE   L.    FtEKMAN. 

Secretary. 

(FR      Doc      62-879;     Filed.     Jan.     26,     1962; 
8:47  a.m.) 


TEXAS 


Designation   of  Area  for   Emargancy 
Loans 

For  the  purpose  of  making  emergency 
loans  pursuant  to  section  321(a)  of  Pub- 
lic Law  87-128^  (7  U.8.C.  IWI)  it  bas 
been  determined  that  In  Collin  County 
in  the  bUte  of  Texas  natural  disasters 
have  caused  a  need  for  agricultural 
credit  not  readily  available  from  com- 
mercial banks,  cooperative  lending  agen- 
cies, or  other  responsible  sources. 


Notices 

DEPARTMENT  OF  COMMERCE 

Office  of  the  Secretary 

RAYMOND  E.  HEBERT 

Statement   of  Changes   in    Financial 
Interests 

In  accordance  with  the  requirements  of 
section  710(b)(6)  of  the  Defense  Pro- 
duction Act  of  1950.  as  amended,  and 
Executive  Order  10647  of  November  28, 
1955,  the  following  changes  have  taken 
place  in  my  financial  Interests  as  re- 
ported In  the  Federal  Register  during 
the  past  six  months. 

A.  Deletions:  None. 

B.  Additions:  None. 

This  statement  is  made  as  of  January 

11. 1962. 

Raymond  E.  Hebert. 

January  11. 1962. 

|F.R.    Doc.    62-886;     Filed,    Jan.    25,     1962; 
8:48  ajn.] 


Texas 
Collin. 


i 


Pui-suant  to  the  authority  set  forth 
above,  emergency  loans  will  not  be  made 
in  the  above-named  county  after 
June  30.  1962,  except  to  applicants  who 
previously  received  emergency  or  special 
livestock  loan  assistance  and  who  can 
qualify  under  established  policies  and 
procedures. 

Done  at  Washington,  D.C.,  thU  22d 
day  of  January  1962. 

Orville  L.  Frumak. 
Secretary. 

[PR     Doc.    62-880;    Filed,    Jan.    36,    1969; 
8:47  a.m.l 
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Hercules  Powder  Co.,  Wilmington  99.  Del. 
Unilever  N.V..  Museiunpark,  Rotterdam,  The 

Netherlands. 
Bank  Deposit. 

Clarence  D.  Ender. 

January  15, 1962. 

[P.R.    Doc.    62-884;     FUed,    Jan. 
8:48  ajn.j 


CLARENCE  D.  ENDER 

Report  of  Appointment  and  Statement 
of  Financial  Interests 

Report  of  appointment  and  statement 
of  financial  Interests  required  by  section 
710(b)  (6)  of  the  Defense  Production  Act 
of  1950,  as  amended. 

Report  of  appointment 

1.  Name  of  appointee:  Clarence  D. 
Ender. 

2.  Employing  agency:  Department  of 
Commerce,  Business  and  Defense  Serv- 
ices Administration. 

3.  Date  of  appointment:  January  12, 
1962. 

4.  Title  of  position:  Assistant  Direc- 
tor for  Mobilization  Planning,  Chemical 
and  Rubber  Division. 

5.  Name  of  private  employer :  Hercules 
Powder  Co.,  Wilmington.  Del. 

Carlton  Hayward, 
Director  of  Personnel. 

January  9, 1962. 

Statement  of  financial  interests 

6.  Names  of  any  corporations  of  which 
the  vpointee  is  an  officer  or  director  or 
within  00  days  preceding  appointment 
has  been  an  officer  or  director,  or  in 
which  the  i4>polntee  owns  or  within  60 
days  preceding  appointment  has  owned 
any  stocks,  bonds,  or  other  financial  in- 
terests; any  partnerships  in  which  the 
i4>pointee  is,  or  within  60  days  preceding 
appointment  was,  a  partner;  and  any 
other  buolncosrn  in  which  the  i4)polntee 
owns,  or  within  60  days  preceding  ap- 
pointment has  owned,  any  similar  in- 
terest. 


25,    1962: 


MAX  LARRY  BLUESTONE 

Statement   of   Changes    in    Financial 
Interests 

In  accordance  with  the  requirements 
of  section  710(b)  (6)  of.  the  Defense  Pro- 
duction Act  of  1950,  as  amended,  and 
Executive  Order  10647  of  November  28. 
1955,  the  following  changes  have  taken 
place  in  my  financial  Interests  as  re- 
ported In  the  Federal  Registib  during 
the  past  six  months. 

A.  Deletions:  Foeter  Wheeler;  Genoral 
Dynamics. 

B.  Additions:  Vanadium  Corp.  of  America; 
Great  Western  Products;  CurtlBB-Wrlght; 
Howard  Johnson;  Waldbaum;  Pocket  Book, 
Inc. 

This  statement  is  made  as  of  January 
8, 1962. 

Max  Larry  Bluestone. 
January  10, 1962. 

[Fit.    Doc.    62-886;     Filed,    Jan.    35,    1962; 
8:48  a.m.] 


ATOMIC  ENERGY  COMMISSION . 

[Docket  No.  RM-160-3] 

STATE  OF  CALIFORNIA 

Proposed  Agreement  for  Assumption 
of  Certain  AEC  Regulatory  Authority 

Notice  Is  hereby  given  that  the  U.S. 
Atomic  Energy  Commission  is  publish- 
ing for  public  comment,  prior  to  action 
thereon,  a^  proposed  agreement  received 
from  the  Governor  of  the  State  of  Cali- 
fornia for  the  assumption  of  certain  of 
the  Commission  regulatory  authority 
pursuant  to  section  274  oi  the  Atomic 
EInergy  Act  of  1954,  as  amended. 

A  summary  of  the  California  program 
submitted  to  the  Commission  is  set  forth 
below  as  Appendix  A  to  this  notice.  A 
cppy  of  the  complete  text  of  the  Cali- 
fornia program,  including  proposed  Cali- 
fornia regulations.  Is  available  for  pubUc 
inspection  In  the  Commission's  Public 
Document  Room,  1717  H  Street  NW., 
Washington.  D.C.,  or  may  be  obtained  by 
writing  to  the  Director.  Office  of  Radia- 
tion Standards,  United  SUtes  Atomic 
Energy  Commission,  Washington  26.  D.C. 
All  interested  persons  desiring  to  submit 
comments  and  suggestions  for  the  con- 
sideration of  the  Commission  in  connec- 
tion with  the  proposed  agreement  should 
send  them  in  tripUcate  to  the  Secretary, 
U.S.  Atomic  Energy  Commission.  Wash- 
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Ington  25,  D.C..  within  30  days  after  ini- 
tial publication  In  the  Fiobral  Rkcister. 
Exemptions  from  the  Commission's 
regulatory  authority  which  would  im- 
plement thlA  proposed  agreement,  as '^^  ell 
•s  other  agreements  which  may  be  en- 
tered Into  under  section  274  of  the 
Atomic  Energy  Act.  as  amended,  were 
published  as  proposed  Part  150  to  the 
Commisaion's  regulations  in  Federal 
Racurn  issuances  of  Sept.  29.  1961: 
Oct.  6,  1961;  Oct.  13. 1961;  Oct.  20.  1961; 
26  VJL  9174.  M2S.  9678.  9873.  In  re- 
viewing this  proposed  agreement,  inter- 
ested persons  should  also  consider  the 
aforementioned  proposed  exemptions, 
which  the  Commission  still  has  under 
consideration. 

Dated  at  Germantown.  Md  .  this  9th 
day  of  January  1962. 
For  the  Atomic  Biergy  Commission. 

Woooroao  B.  McCool. 
Secretary. 

Agreement  Propoted  by  the  State  of  Cali- 
fornia Furauant  to  Section  274  of  the 
Atomic  Enern  Act  of  19S4,  as  amended, 
for  the  Aaaumption  of  Certain  of  the  AECs 
ttewuiatorf  Auttufrttf 

Whereas,  tbe  United  SUtei  Atomic  Energy 
OommlMkm  (beretnafter  referred  to  m  the 
Oaaunlaefcm)  la  authortaed  under  section 
aT4b.  of  the  Atomie  Baergy  Act  of  IBM.  m 
•mended,  to  enter  into  an  agreement  with 
the  OoTemor  of  any  8ute  providing  for 
discontinuance  of  the  regulatory  authority 
of  the  Oocnmleelon  under  Chapters  6.  7.  and 
8  and  eectloa  161  of  that  Act  with  respect 
to  any  or  all  of  the  following  materials  with- 
in the  SUM:  namely,  byproduct  materials. 
source  materlala,  and  epeclal  nuclear  ma- 
terials In  qtumtlUee  not  eufflclent  to  form 
a  critical  mass  (hereinafter  referred  to  as 
agreement  materials);  and 

Whereas,  the  OoTernor  of  the  State  of  Cali- 
fornia (heralnaftar  r«fecre«  to  as  the  state) 
Is  auUnalaert  under  sasMon  auso  of  the 
California  Health  and  Safety  Oode  to  enter 
Into  auch  an  agreement,  which  agreement 
•hall  beoome  effeetlve  when  ratified  by  the 
SUte  Legislature;  and 

Whereas,  the  Ooremor  of  the  SUte  has 
certified  on  December  15.  IMl.  that  the  Sute 
has  a  program  for  the  control  of  radlaUon 
haaards  adequate  to  protect  the  public 
health  and  safety  with  respect  to  agree- 
ment materials  within  the  8UU.  and  that 
the  8UU  dssiras  to  assume  the  regulatory 
responsibility  dlseontlnued  by  the  Commis- 
sion for  such  matartals;  and 

Whereas,  the  Oommlssion  hss  found  on 
that  ths  SUte  program  !•  com- 
patible with  the  Oofnmliston'a  progrem  for 
the  regiUatlon  of  agreement  materials,  and 
that  ths  SUte  program  Is  adequeU  to  pro- 
tect the  pttbllo  health  and  aafety  with  re- 
spect to  euch  malvlals;  and 

Whereas,  the  Oanmlaelon  and  the  State 
recognise  the  desUmblltty  and  imporunce  of 
infili^t»*"*"g  oompatlbUlty  between  their  re- 
■pectlTe  programs  for  the  control  of  agree- 
meikt  materials  with  reepect  to  public  health 
and  safety;  and 

Whereas,  the  Commission  and  the  SUte 
agree  that  reciprocal  recognition  of  licenses 
Issued  by  the  ConuxUsslon  and  by  all  SUtea 
which  enter  Into  agreemenU  with  the  Oum- 
mlsslon  ■«"»"»>  to  thU  egreement  (hereln- 
ftfter  referred  to  as  agreement  SUtes)  U  of 
great  Importance  for  the  development  of  the 
uees  of  agreement  materlala  and  that  such 
reciprocal  reoognlttoo  must  be  baaed  upon 
continuing  oompatlbiUty  of  the  programs  of 
the  Commission  and  such  SUtes  for  the 
control  of  agreement  mftterlals: 

Now,  therefore.  It  la  hereby  agreed  between 
the  Commission  and  the  Governor   of  the 
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State,    acting    In    behalf    of    the    State,    as 
follows : 

Article  I.    VoT  porpoeee  of  this  agreement; 

A.  "Byproduct  maUrlala."  "critical  mass." 
and  "ocean  or  sea  '  have  the  meanings  given 
to  such  terms  In  Part  150  of  the  Commis- 
sion's regulations  In  effect  on  the  ratifica- 
tion daU  of  this  agreement. 

B.  "Source  material.*  "special  nuclear 
material."  "production  facility."  and  "utUl- 
ratlon  facility"  have  the  meanings  given  to 
such  terma  In  those  parU  of  the  Commis- 
sion's regulations  that  are  Incorporated  by 
reference  In  Part  150  and  that  ore  In  effect 
on  the  ratification  date. 

C  "Ratification  date"  means  the  date  on 
which  _the  California  Legislature  transmits 
to  the  Governor  for  signature  a  bill  ratify- 
ing this  agreement. 

Article  It.  Subject  to  the  exceptions 
sUted  in  Article  III.  the  Commission  shall 
discontinue,  as  of  the  effective  date  of  this 
agreement,  the  regulatory  authority  of  the 
Commlaslon  under  Chapters  6,  7,  and  8  and 
•ectlon  101  of  the  Atomic  Energy  Act  of 
1954.  as  amended,  with  respect  to  the  fol- 
lowing materials  within  the  State 

A.  Byproduct  materials: 

B.  Bovu-ce  materials; 

C.  Special  nuclear  ouiterlals  In  quaniuies 
such  that  the  amount  authorUed  for  pos- 
session at  any  one  time  under  any  one  li- 
cense la  not  sufficient  to  form  a  critical  mass 

Article  III.  This  agreement  does  not  pro- 
vide for  discontinuance  of  any  Commission 
reeponalblUty  and  authority  with  respect 
to  regulation  of: 

A.  The  construction  and  operation  of  any 
production  or  utilization  facility; 

B.  The  export  from  or  import  Into  the 
United  States  of  byproduct,  source,  or  special 
nuclear  material,  or  of  any  production  or 
utilization  facility. 

C.  The  dlsposul  Into  the  ocervn  or  .sea  of 
byproduct,  source,  or  special  nuclear  waste 
maUrlals, 

D.  The  disposal  of  such  other  byproduct. 
source,  or  special  nuclear  material  as  the 
Commission  determines  by  regxilatlon  or 
order  should.  t>ecause  of  the  hazards  or 
potential  hazards  thereof,  not  be  so  dls- 
poeed  of  without  •  license  from  the  Com- 
mission. 

Article  IV.  Notwithstanding  this  ogrce- 
ment.  the  Commission  Is  authorized 

A.  By  rule,  regulation,  or  order  to  require 
that  the  manufacturer,  processor,  or  producer 
of  any  equipment,  device,  commodity,  or 
other  product  containing  source,  byproduct, 
or  special  nuclear  material  shall  not  traiu- 
fer  poeaeaslon  or  control  of  such  product 
except  pursuent  to  a  license  issued  by  the 
Commission ;  and 

B.  To  Issue  rules,  regulations,  or  orders 
under  subeectton  101  b.  or  1.  of  the  Atomic 
Energy  Act  of  1954.  as  amended,  to  protect 
the  conunon  defense  and  security,  to  protect 
restricted  data,  or  to  guard  against  the  loss 
or  diversion  of  special  nuclear  material 

Article  V.  Each  party  to  this  agreement 
will: 

A  Use  lU  best  efforts  to  maintain  com- 
patibility between  Us  program  for  the  con- 
trol of  agreement  materials  and  the  pro- 
grams of  the  other  party  and  of  other  agree- 
ment SUtee.  To  this  end.  each  party  will 
consult  with  the  other  and  with  all  agree- 
ment SUtee  prior  to  any  modification  of  Its 
regulations  for  the  control  of  agreement  ma- 
terials and  win  seek  to  arrive  at  a  common 
solution  of  differences,  to  be  Incorporated  In. 
sofar  as  practicable  Into  the  regulations  of 
both  parties  and  all  agreement  States  con- 
currently. 

B.  Provide  for  reciprocal  recognition  of 
licensee  for  agreement  materials  Issued,,  by 
the  other  party  or  by  any  agreement  SUte. 
subject  to  such  conditions  as  to  duration 
of  such  recognition  of  each  Ucerwe.  report- 
ing of  Information,  and  compliance  with 
regulations  as  are  deemed  necessary  to  pro- 
tect  the   health   and    safety    of    the   public. 


Such  recognition  Is  conditioned  upon  the 
continuance  of  program  compatibility  In  ac- 
cordance  with  paragraph   A  of  this  article. 

Article  VI.  This  agreement,  upon  accept- 
ance by  the  Commission  and  the  Governor  of 
the  SUte  and  ratification  by  law  of  the  SUte, 
ahall  becsme  effective  on  July  1.  1962. 

Article  Vll.  The  Commission,  upon  lU  own 
Initiative,  after  reasonable  notice  and  op- 
portunity for  hearing  to  the  StaU.  or  upon 
request  of  the  Governor  of  the  SUte.  may 
terminate  or  suspend  this  agreement  and 
reassert  the  licensing  and  regulatory  author- 
ity vested  In  It  under  the  Atomic  Energy 
Act  of  1954.  as  amended.  If  the  Commission 
finds  that  such  termination  or  suspension  Is 
required  to  protect  the  public  health  and 
safety, 

Appkndix  a 

Summary  of  California's  Proposed  Policies 
and  Procedures  for  the  Licensing  and 
Regulation  of  Byproduct,  Source,  and 
Special  Nuclear  Materials 

SUU  policy  and  courses  of  action  with  re- 
spect to  atomic  energy  development  and 
radiation  protection  have  been  the  subject 
of  California  legislative  consideration  for  a 
number  of  years.  Public  hearings  by  the 
Assembly  Interim  Committee  on  Public 
Health  In  1958  led  to  the  enactment  of  the 
Atomic  Energy  Development  and  Radiation 
Protection  Law  In  1959,  which: 

1,  Declared  It  to  be  SUte  policy  to  "en- 
courage the  constructive  development  of 
Industries  producing  or  utilising  •tomle 
energy  and  radiation  and  to  ellmln»U  un- 
neceeaery  exposure  of  the  public  to  Ionising 
rsdlatlon." 

a.  BaUbllahed  the  position  of  Coordinator 
of  Atomic  Energy  Development  and  Radia- 
tion Protection  In  the  Governor's  OflBce. 

9  Directed  the  Department  of  Public 
Health  to  Institute  a  program  for  the  reg- 
istration of  sources  of  radUtlon. 

The  Congress,  also  In  1959.  amended  the 
Atomic  Energy  Act  of  1954  to  permit  for  the 
first  time  a  Uansfer  of  certain  regulatory 
authority  from  the  US.  Atomic  Energy 
Conunlsslon  to  qualified  states  In  accordance 
with  negotiated  agreements. 

In  Implementation  of  the  State  statute 
and  with  a  view  toward  appraising  the  de- 
sirability or  necessity  for  a  broad  sysum  of 
radiation  control.  Including  assumption  of 
authority  from  the  AEC,  the  registration 
program  was  so  designed  as  to  obtain  a  max- 
imum of  Information  regarding  radlaUon 
use  in  California.  The  Assembly  InUrIm 
Committee  on  Public  Health,  following  pub- 
lic hearings  on  these  subJecU  In  1000,  con- 
cluded that  a  comprehensive  program  of 
radiation  control  should  be  Instituted 
promptly  and  that  the  staU  should  prepare 
to  enter  Into  agreement  with  the  Atomic 
Energy  Commission,  subject  to  approval  of 
such  an  agreement  by  the  LegUUture.  The 
Coordinator  of  Atomic  Energy  Development 
and  Radiation  Protection,  after  consulUtlon 
with  the  Advisory  Council  and  the  Depart- 
menUl  Coordinating  Committee  of  his  Office, 
and  with  representatives  of  Industry  and  the 
professional  groups  that  use  atomic  energy 
and  radiation,  made  a  similar  recommenda- 
tion In  his  annual  report  to  the  Governor 
and  the  Legislature  In  January  1901. 

As  a  result  of  these  recommendations.  As- 
sembly Bill  1975  was  Introduced  In  the  1901 
session  of  the  Legislature,  providing  the 
framework  for  such  a  program.  Including 
enabling  provisions  to  permit  the  Governor 
to  enter  Into  agreement  with  the  Atomic 
Energy  Commission.  The  bill  was  derived 
In  4arge  measure  from  suggested  legislation 
of  the  Council  of  SUU  Governments.  It 
was  widely  circulated  and  critically  reviewed 
by  a  number  of  Interested  and  affected  per- 
sons and  groups,  and  was  revised  to  take 
Into  account  appropriate  comments.  After 
extensive  consideration  by  ConunltUes  of 
the    Legislature,     Including    several    public 
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hearings  at  which  all  Interested  parties  wars 
afforded  opportunity  to  be  hesrd.  ths  maas- 
iire  was  enacted  as  the  RadUtlon  Control 
Law  (Chapur  1711.  Laws  of  1061). 

The  sUtuU  directed  the  SUt«  Department 
of  Public  Health  to  adopt  regulatlona  for 
effectuating  the  purposes  of  this  legislation. 
In  drafting  regulations,  the  Department  was 
guided  by  the  sUtutory  provision  for  com- 
patibility with  the  standards  and  regulatory 
programs  of  the  Federal  government,  an  in- 
tegrated effective  sysUm  of  regulation  with- 
in the  SUte,  and  a  sysUm  consonant  insofar 
as  possible  with  thoee  of  other  sUtee.  llis 
regulations  were  drawn  largely  from  models 
developed  Jointly  by  the  Atomic  Energy  Com- 
mlaslon,  the  U.S.  Public  Health  Service,  and 
the  Council  of  SUU  GovernmebU;  and  from 
recommendations  of  the  National  Commit- 
tee on  Radiation  Protection  and  Measure- 
ment. 

AsslsUnce  In  drafting  the  regulations  was 
obulned  from  •  number  of  Individuals. 
agencies,  and  groups.  Including  the  Atomic 
Energy  Commission,  the  U.S.  Publlo  Health 
Service,  the  California  Coordinator  of 
Atomic  Energy  Development  and  RadUtlon 
Protection,  several  California  sUte  and  local 
agenclee.  and  a  distinguished  twelve-member 
Advisory  Committee.  This  Advisory  Com- 
mittee included  represenUtlon  from  In- 
dustry, labor,  medicine,  dentistry,  medical 
physics,  and  local  health  departmenU. 

Two  public  meetings  were  held  under  the 
au.tplces  of  the  Department  of  Publlo  Health 
to  i)ermlt  Interested  persons  to  present  tbslr 
views  on  the  proposed  regulations.  Thsss 
meetings  were  publicized  In  advance  through 
regular  news  media.  In  addition,  notices  of 
the  meetings,  together  with  coplee  of  the 
proposed  regulations,  were  sent  to  some  500 
persons  and  groups  known  to  be  conoamad. 
Such  notices  were  mailed  to  all  persons  wtto 
had  previously  requested  notifications  of  this 
sort;  known  leaders  of  affected  groups;  Isad* 
ing  industries,  distributors,  manufaoturars. 
and  insurance  carriers;  leading  univsrsltlss 
and  colleges:  major  hospitals;  the  California 
Manufacturers'  Aaaoclatlon;  the  California 
Medical  Association;  and  others. 

The  first  such  meeting  wss  held  In  Los 
Angeles  on  October  17.  1961,  s&d  66  persons 
attended.  The  second  meeting  was  held  in 
Berkeley  on  Octot>er  30.  with  64  persons  in 
attendance.  Each  meeting  lasted  more  than 
five  hours  and  the  proposed  reguUtlons  were 
considered  In  deUll.  The  notice  annoimelng 
the  meetings  stated  that  written  eommenU 
would  also  be  welcomed.  This  was  reltaratad 
to  those  In  attendance  at  the  meetings.  A 
number  of  written  commenU  were  received 
Hiid  given  full  consideration. 

Following  the  public  meetings,  ths  Ad- 
visory Committee  met  to  consider  suggas- 
tiutis  made  at  the  meetings  and  In  oorrs- 
spondence.  This  led  to  a  final  redrafting  of 
thr  regulations.  Copies  were  sent  to  all  psr- 
son.s  and  groups  that  had  received  the  Ini- 
tial draft 

in  accordance  with  section  35734  of  ths 
Health  and  Safety  Code,  this  final  draft  was 
submitted  for  review  by  the  Coordinator  of 
Atomic  Energy  Development  and  Radiation 
Protection  and  was  approved  for  publlo  notloa 
uf  a  hearing  to  be  held  before  the  SUU 
Board  of  Public  Health.  Such  notice  was 
published  thirty  days  In  advance  of  the  hear- 
ing date  In  accordance  with  section  11438 
of  the  Government  Code,  and  notice  of  ths 
hranng  was  also  mailed  to  all  persons  and 
groups  to  whom  copies  of  the  proposed  regu- 
lations had  been  sent.  At  the  hearing  oa 
December  8,  1961,  full  opportunity  was  given 
lo  all  interested  persons  to  be  heard  bafora 
Hction  was  taken.  The  Board  adopted  tha 
rpirulatlons  and  they  constitute  Title  17, 
Chapter  5,  Subchapter  4,  sections  80100  to 
30:197,  Inclusive,  of  the  Administrative  Coda 
of  California. 

Section  1.  The  Radiation  Control  PrO' 
gram.    The  radiation  control  program  of  tlia 
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state  ia  deslgnad  to  regtilate  all  sources  of 
radiation  other  than  those  for  which  regu- 
latofy  raaponstbllity  Is  to  be  retained  by  the 
UJB.  Atomie  Snargy  Oommlssion.  As  the 
term  "radiation  sources"  is  tised  hereinafter 
In  tbla  nairatlTa,  It  la  intended  to  mean  thoee 
souroes  uadar  ttx*  control  of  the  State.  The 
sources  are  divided  into  two  major  cate- 
gorlsa;  radkwetlva  materUls  and  radiation 
machines.  Radioactive  materials  are  to  be 
regulated  under  a  licensing  program  similar 
to  tha  azlatlng  program  of  the  U.S.  Atomic 
energy  commission,  requiring  pdSsession  of 
a  Ucanss  prior  to  acquisition  or  use  of  auch 
matariala.  RadUtlon  machines  and  certain 
genarally  licensed  radioactive  materials  will 
be  subject  to  a  registration  program  involv- 
ing the  reporting  of  information  by  the 
registrant  and  the  right  of  inspection  by  the 
SUte  for  eomidiance  with  prescribed  safety 
standards.  Raeh  of  these  two  major  seg- 
mante  of  tha  program  is  to  be  supported  by  a 
sehadttla  of  fass  which  relatee  to  that  specific 
part  of  tha  program.  The  agency  charged 
with  tha  rsapoBslblllty  of  promulgating  regu- 
lations and  Issuing  licenses  is  the  State  De- 
partment of  Public  Health.  A  portion  of  the 
inspection  and  enforcement  activities  will 
be  delegated  by  specific  agreement  to  the 
Dlvlalon  of  ZndustrUI  Safety  of  the  SUte 
Department  of  Industrial  Relations  and  may 
be  delegated  to  local  health  agencies  of  cities 
and  ooiutlas  aa  the  latter  develop  and  dem- 
onatrate  oompetenoe. 

The  regulations  adopted  by  the  SUte  De- 
partment of  Publlo  Health  will  be  controlling 
In  this  program  throughout  the  SUte.  As 
•greemenU  for  the  delegation  of  respon- 
sibility for  Inspection  end  enforcement  by 
other  agendas  are  developed,  It  is  planned 
te  Insure  that  no  duplication  or  overlepplng 
or  Jurisdiction  occurs. 

Sac.  3.  LieenMng.  Provision  is  made  for 
the  lestiance  of  both  specific  and  general  11- 
oensas  oomparable  to  thoee  issued  by  the 
U.S.  Atomlo  Xnargy  Commission.  Such  11- 
ocnsss  are  required  for  the  poesesslon  of 
radioactive  materials  above  exempt  amounte 
or  eonoentratlons.  regardleea  of  the  mode  of 
formation  of  suoh  materials. 

The  responsibility  for  licensing  of  radlo- 
aetlvs  nutarlals  has  been  assigned  by  stetute 
to  the  SUte  Department  of  Public  Health. 
The  stetute  requires  thst  Department  to 
enter  into  sgreament  with  the  Dlvlslod  of 
Industrtal  Safety  of  the  Department  of  In- 
dustrUl  Relations  for  the  performance  of 
certain  inspection  and  enforcement  activ- 
ities. When  such  an  agreement  is  concluded, 
it  will  allocate  to  that  Division,  among  other 
duties,  the  remMnsibllity  for  technical  eval- 
uations of  lloense  sppUcations  relating  to 
industrial  uses  in  general,  prior  to  Issuance 
of  suoh  licenses  bj  the  Department  of  Public 
Health.  The  Department  of  Public  Health 
will  Itself  conduct  such  technical  evalua- 
tions with  raspaet  to  other  uses.  As  author- 
laed  by  tha  Stetute,  the  Department  of  Public 
Health  plans  to  enter  into  agreement  with 
such  local  health  agencies  as  demonstrate 
adeqtute  competence,  authorising  them  to 
conduct  technical  evaluations  of  license 
applications. 

It  is  pUnned  to  make  pre-llcenalng  Inspec- 
tion a  part  of  the  evaluation  procedure  in 
general.  In  connection  with  licensing  pro- 
eadursa,  provlalon  is  made  to  give  oppor- 
tunity for  all  Intereeted  persons  to  be  heard. 
With  reqiMCt  to  human  use  of  radioactive 
materlala,  the  Department  of  Public  Health 
will  appoint  a  committee  of  not  less  than 
three  qualified  physicians  to  review  license 
applications  and  make  recommendations 
thereon.  The  Department  will  also  have  on 
Ma  steff  one  or  more  physicians  with  special 
competence  in  radiological  health  who  will 
ravlaw  tha  raoommendations  of  this  com- 
Btlttea. 

Sac.  S.  Itupeetion.  Inspection  for  com- 
pUanea  vtth  leculatlons  and  with  license 
conditions  will  be  carried  on  by  the  Depart- 
ment of  POWle  Health,  the  Divlalon  of.  In- 
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dtutrial  Safety,  and  any  local  health  agencies 
with  which  agreemenU  have  been  made  as 
deecrlbed  in  section  3 — ^Licensing.  Bach 
license  will  be  assigned  to  a  single,  agency 
for  such  purposes. 

Based  upon  the  existing  ntunber  and  kind 
of  the  specific  licensee,  a  priority  system  will 
be  esUbllshed  under  which  inspection  of 
the  moet  hazardous  activities  will  be  con- 
ducted at  least  once  each  six  months,  and 
the  remainder  on  a  lees  frequent  basU,  de- 
pending upon  the  relative  haaard.  Initial 
priorities  will  be  esUbllshed  on  the  basis 
of  the  ive -licensing  evalxiatlon  and  may  be 
modified  in  accordance  with  subsequent  In- 
spections. It  is  expected  that  all  licensed  . 
activities  will  be  inspected  at  least  once  in 
two  years. 

Moet  Inspectioiu  will  be  scheduled  vlsito: 
a  significant  number  may  be  on  an  unan- 
noimced  basis.  Inspection  vlslte  will  usually 
enUil  a  comprehensive  review  by  the  in- 
spector of  the  licensee's  equipment,  iaeilitles. 
In  the  handling  or  storage  of  radioactive 
material,  the  procedures  in  effect,  meludlng 
actual  operation,  and  Intenrlewlng  the  per- 
sonnel directly  Involved.  The  inspector  will 
review  the  licensee's  survey  methods  and 
reeulU,  personnel  monitoring  praetlcea  and 
reeulU,  the  poeting  and  Ubellng  used,  the 
Instructions  to  personnel,  and  the  methods 
and  apparent  effeotlveneas  of  maintelning 
control  of  people  in  the  restricted  area.  He 
will  review  the  licensee's  records,  of  racelpte, 
transfers,  and  Inventory  of  licensed  material. 
He  may  physically  check  the  mventory.  Ha 
win  examine  records  concerning  dispossi  to 
the  sewerage  sjrstem  and  burial  in  the  soil, 
if  pertinent.  He  may  make  messuremente  of 
radiation  levels.  Prior  to  leaving  the  li- 
censee's premlees,  he  will  meet  with  manage- 
ment to  discuss  the  resulU  of  his  inspection. 
During  thU  meeting,  he  wlU  attempt  to 
answer  questions  concerning  the  regulatory 
program. 

The  Inspector  will  prepare  a  report  in 
sufllcient  detail  to  Inform  his  supervisor  of 
the  facte  and  circumstances  observed  dtiring 
the  Inspection.  These  reporte  will  provide 
the  basis  for  any  necessary  enforcement 
action.  Appropriste  elemenU  of  this  m- 
formatlofi  will  be  filed  in  the  various  agencies 
as  needed.  The  Department  of  Public  Health 
will  review  the  operation  of  this  system  to 
Insure  that  timely  and  adequate  inspections 
are  performed  and  that  appropriate  actions 
are  taken. 

In  addition,  there  will  be  investigations  of 
IncldenU  and  complalnU  involving  licensed 
materials  and  operations  to  determine  the 
cause,  the  steps  Uken  by  the  licensee  to  cope 
with  the  Incident,  whether  or  not  there  waa 
noncompliance  with  a  regulation,  and  the 
steps  the  licensee  Is  taking  to  svoid  recur- 
rence of  the  incident. 

Licensees  will  be  Informed  of  the  resulU 
of  all  Inspections,  first  orslly  st  the  time  of 
the  Inspection,  and  by  letter  or  notice  from 
the    Inspecting    agency. 

Sec.  4,  Enforcement.  ReporU  of  Inspec- 
tions of  licensees'  activities  wUl  be  evalu- 
ated by  the  Inspecting  agency  to  determine 
the  status  of  compliance  of  the  licensees  with 
license  conditions  and  regulations.  If  no 
Item  of  noncompliance  is  observed,  the  licen- 
see is  so  Informed.  If  only  minor  matters 
of  noncompliance,  such  as  Improper  signs, 
failure  to  label,  e to,  are  Involved,  which,  at 
the  time  of  the  Inspection,  the  licensee 
agrees  to  correct,  the  Ueeneee  will  be  in- 
formed in  writing  of  the  items  of  noncom- 
pliance and  that  corrective  action  will  be 
reviewed  during  the  next  tnspeotlon.  If  the 
Inspection  reveals  a  noncompliance  of  a  more 
serious  nature,  the  lloeneee  will  be  required 
to  Inform  the  inspecting  agency  in  writing, 
usually  within  16  to  80  daya,  aa  to  corrective 
action  taken  and  the  date  completed.  In 
these  cases,  the  inspecting  agency  raprassnt. 
atlve  will  either  conduct  a  prot^yt  fOllow-up 
Inspection  or  the  matter  win  be  reviewed 
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durlsc  *  rfl«ulaf  lzup«cUon  to  insur*  that 
eometlr*  action  ham.  In  fact,  been  accom- 
pUalMd.  U  tba  reply  doaa  not  aatlsfactorlly 
^»pi»tw  ttM  nnnrompl**'*'^  and  aaaure  tiiat 
furtbw  Tlolatlona  will  b*  pr«T*nt«d.  tlM  In- 
apaetlng  agvacj  wUl  take  aucb  admlniatra- 
tlve  actions  aa  are  available  to  tbem. 

It  la  expected  that  moat  of  tbe  enforce- 
ment functlona  will  be  admlnUtra lively  con- 
summated by  tbe  Inspecting  agency.  In 
cases  wbere  this  Is  not  successful,  the  In- 
specting agaiwy  will  refer  the  matter  to  the 
State  Department  of  Public  Health,  which 
may  Issue  an  ord«-  to  ahow  cause  why  the 
license  t>v>"m  not  be  modified  or  terminated. 
In  that  event,  there  is  provision  for  formal 
hearing  In  accordance  with  the  California 
Administrative  Procedures  Act.  and  for  Judi- 
cial review  of  the  Anal  order  resulting  from 
siich  hearing.  There  Is  also  provision  for 
emergency  action  without  notice  or  hear- 
tog,  but  such  emergency  action  is  subject 
to  a  prompt  hearing  upon  request  of  the 
]t^>^Tff«Mi  Among  the  enforcement  proce- 
dxires  available  to  the  State  Department  of 
Public  Health  are  modification,  suspension, 
or  revocation  of  licenses.  Injunctive  relief. 
^nH  criminal  sanctions  afforded  In  the  courts. 

Sbc.  8.  Partietpation  by  other  agencies. 
The  statute  provides  for  participation  In  the 
radiation  control  program  by  the  State  Divi- 
sion of  Industrial  Safety  and  by  local  health 
agencies  In  accordance  with  agreements  that 
may  be  made  between  such  agencies  and  the 
Stats  Department  of  Public  Health,  subject 
to  review  by  the  Coordinator  of  Atomic  En- 
ergy Development  and  Radiation  Protection. 
Such  agreements  will  permit  the  technical 
evaluation  of  license  applications,  the  con- 
ducting of  Inspections  for  compliance  with 
licenses  and  regiilatlons.  and  such  enforce- 
ment activities  as  may  be  administratively 
oonsxunmated  within  the  agency.  When  fur- 
ther enforcement  proceedings  are  required. 
Involving  formal  hearings  upon  the  suspen- 
sion or  revocation  of  licenses,  such  hearings 
will  be  conducted  by  the  State  Department 
at  Public  Health  Participating  agencies 
will  be  required  to  maintain  equivalent 
standards  to  those  maintained  by  the  State 
Department  of  Public  Health  with  respect  to 
educational  and  experience  requirements  of 
technical  personnel  engaged  In  the  program, 
numbers  of  personnel  In  proportion  to  num- 
bers of  assigned  licenses,  adequacy  of  kinds 
and  anumnlB  of  eqxilpment  and  facilities. 
and  procedures  followed  in  Inspection  and 
enforcement.  Inspecting  agencies  will  be  re- 
quired to  Insure  compliance  by  licensees  with 
the  license  conditions  and  with  the  rules 
and  regulations  promulgated  under  tbe 
Radiation  Control  Law. 

The  statute  permits  the  existence  of  local 
ordinances  and  regulations  that  are  con- 
sistent with  State  Law  and  regulations.  It 
provides  that  only  the  State  shall  assess  a  fee 
and  that  the  proceeds  from  such  fees  shall 
be  equitably  distributed  between  the  partic- 
ipating agencies.  These  provisions  will  be 
Incorporated  In  agreements  for  the  partici- 
pation of  such  agencies  In  the  program. 

Sec.  6.  Organization  and  Personnel.  The 
radiation  control  program  will  be  estab- 
lished In  the  Bureau  of  Radiological  Health, 
an  existing  organlxatlonal  unit  of  the  State 
Department  of  Public  Health.  Technical 
positions  in  the  existing  program  of  this 
bureau  are  listed  below.  Personnel  will  be 
utilized  In  the  control  program  to  the  degree 
required. 

Acting  Chief. 

Senior  Health  Physicist. 

Senior  Tngtne*. 

4  AsBoeUt*  Health  Physicists— One  posl- 
ttoo  unfilled. 

AssocUte  SUtistteton 

a    OoBsoltant    PbyaleUns — One    position 


Conwiltaat  Tnglnssr. 

Upon  rnnsiiMmstInn  at  an  acreement  with 
Um  AKC.  the  foUowlng  additional  personnel 
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will  be  employed,  as  available,  to  perform 
license  evaluations  and  to  provide  supervi- 
sion over  the  Inspection  program : 

1  Supervising  Health  Physicist. 

2  Senior  Health  Physicists. 

1  AMOclate  Health  Physicist. 

The  Department  expects  to  maintain  ak 
Inspectors  qualified  personnel  trained  in 
health  physics  In  the  approximate  ratio  of 
one  for  each  175  licenses.  During  the  Ini- 
tial phases,  the  equivalent  number  of  man.> 
years  Is  planned  to  be  devoted  to  these 
purpoaee  by  the  existing  staff.  This  ratio 
of  Inspectors  to  licenses  will  also  apply  to 
other  agencies  having  Inspection .il  reeponsl- 
bUlUes. 

The  educational  and  experience  require- 
ments for  the  position  categories  directly 
related  to  the  licensing  program  are  as 
follows: 

Supervising  Health  Physicist;  Bachelor's 
degree  In  physical  or  life  sciences.  Including 
or  supplemented  by  courses  In  health  physics 
or  radiation  biology.  Seven  years  of  respon- 
sible professional  experience  In  health 
physics  or  a  cloeely  related  field,  at  least 
three  years  of  which  must  have  Included 
principal  responsibility  for  a  major  program 
of  radiological  health. 

Senior  Health  Physicist:  Graduation  from 
college  with  major  work  In  the  applied  or 
life  sciences  and  Including  or  supplemented 
by  at  least  four  courses  In  nuclear  or  health 
physics  or  radiation  biology.  Five  years  of  re- 
sponsible professional  experience  In  health 
physics  or  a  closely  related  field,  at  least  two 
years  of  which  must  have  Included  responsi- 
bility for  a  major  program  in  radiological 
health.  (Master's  degree  or  equivalent  aca- 
demic work  In  health  physics  or  closely  re- 
lated fields  may  be  substitutes  for  two  years 
of  experience;  one  year  of  Atomic  Energy 
Conunlsslon  fellowship  training  may  be  sub- 
stituted for  one  year  of  experience.)  As  an 
alternate  to  these  requirements,  two  years 
of  experience  as  an  Associate  Health  Physi- 
cist In  the  California  SUte  service  will  be 
acceptable. 

Associate  Health  PbyslcUt:  Equivalent  of 
college  graduation  with  major  work  In 
physical  or  life  sciences.  Including  or  supple- 
mented by  at  least  two  courses  In  nuclear 
or  health  physics  or  radiation  biology.  Three 
years  of  responsible  professional  experience 
(excluding  routine  radiation  monitoring  and 
surveys)  In  health  physics  or  cloeely  related 
fields.  (One  year  of  full  time  graduate  work 
In  health  physics  or  cloeely  related  fields,  or 
completion  of  one-year  Atomic  Energy  Com- 
mission health  physics  fellowship  may  be 
substituted  for  one  year  of  required 
experience  ) 

IF.R.    Doc     62  364:     Filed.    Jan      11.     1962; 
8:48  a.m.] 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Indian  AfFairs 

PINE    RIDGE    INDIAN    RESERVATION 
LAND  RECORDS 

Transfer  to  Aberdeen  Area  Office 

January  18,  1962. 

In  accordance  with  25  CFR  Part  120. 
notice  Ifl  hereby  given  that  all  title  source 
documenta  and  land  records  pertaining 
to  trust  or  restricted  Indian-owned  lands 
on  the  Pine  Ridge  Indian  Reservation  in 
the  State  of  South  Dakota  have  been 
transferred  from  the  City  of  Washington 
to  the  Aberdeen  Area  Office,  Bureau  of 
Indian  AlTairs.  820  South  Main  Street. 
Aberdeen.  South  Dakota. 

Effective  February  1,  1962,  the  Aber- 
deen Area  OfOce  will  be  the  office  for 


the  maintenance  of  records  for  all  trust 
and  restricted  lands  as  described  above. 

John  O.  Crow. 
Deputy  Commissioner. 

(PR     Doc     62  871;     Filed.    Jan.    25,     1962; 
8:46  am.] 


CIVIL  AERONAOTICS  BOARD 

I  Docket  No.   13351  etc^   Ch-der  B-179451 

AMERICAN  AIRLINES,  INC.,  ET  AL. 

Reduced  Westbound  Freight  Rates; 
Order  of  Investigation  and  Sus- 
pension 

Adopted  by  the  CivU  Aeronautics 
Board  at  its  office  in  Washington,  D.C.. 
on  the  23d  day  of  January  1962. 

In  the  matter  of  reducd  westboimd 
freight  rates  proposed  by  American  Air- 
lines. Inc.,  Trans  World  Airlines,  Inc.. 
United  Air  Lines.  Inc.;  Dockets  13351. 
13330  and  13332. 

By  tariff  revisions  marked  to  become 
effective  January  25.  1962,  Trans  World 
Airlines.  Inc.  (TWA),  proposes  signif- 
icant reductions  in  its  rates  for  group 
567.  containing  numerous  commodities, 
covering  westbound  movements  from 
Boston,  New  York,  and  Philadelphia  to 
Los  Angeles  and  San  Francisco,  and  from 
Chicago  to  San  Frsmcisco.  Reductions 
are  to  be  effected  at  weight  breaks  from 
l.OOO  to  5,000  pounds,  and  a  new  rate 
at  10,000  pounds  is  to  be  Introduced. 
American  Airlines,  Inc.  (American),  has 
nied  identical  rates  to  be  effective  on  the 
same  date  for  defensive  purposes,  and 
United  Air  Lines,  Inc.  (United) ,  has  filed 
such  rates  with  effectiveness  on  Jan- 
uary 27. 1962.  TWA's  proposals  are  Iden- 
tical in  the  foregoing  markets  to  those 
filed  for  effectiveness  November  17.  1961. 
and  suspended  by  the  Board  in  Order  E- 
17736,  of  November  16.  1961; '  the  sus- 
pended rates  were  canceled  pursuant  to 
Special  Tariff  Permission,  CAB.  15160. 
dated  November  17,  1961.  TWA  asserts 
that  its  refiling  of  the  suspended  rates 
has  the  purpose  of  establishing  the  same 
volume  spreads  as  those  recently  ap- 
proved by  the  Board  for  eastbound  ap- 
plication: that  the  proposed  volume 
spreads  are  not  as  large  as  those  in  effect 
prior  to  October  1961 ;  that  the  proposed 
spresuls  are  the  minimum  required  to 
retain  large  volume  shipments  for  air 
transportation,  because  the  current  lower 
spreads  threaten  to  cause  diversion  to 
surface  carriage;  that  35  to  40  percent 
of  TWA's  domestic  freight  business  con- 
sists of  shipments  using  such  spreads 
and  such  shipments  can  be  handled  at 
substantial  economies;  that  the  pro- 
posals would  be  equal  to  current  east- 
bound  rates  at  higher  rate  breaks  Just 
as  the  current  rates  are  equal  in  both 
directions  at  100  pounds;  and  that  there 
is  no  marked  directional  imbalance  jus- 
tifying higher  rates  westbound  for  large 
shipments. 


» The  rates  proposed  from  Chicago  to  San 
Francisco  were  below  those  which  had  been 
suspended.  Howerer,  by  revisions  to  be 
effective  Feb.  11,  1962,  the  proposed  rates 
were  Increased  to  the  level  of  the  svispended 
matter. 


Friday,  January  26,  1962 

• 

American  and  The  Plying  Tiger  Line 
Inc.  (Tiger) .  have  filed  complaints  re- 
questing investigation  and  suspenakn. 
In  summary.  American  requests  tbt 
Board  to  suspend  the  proposed  rates  for 
the  same  reasons  for  which  they  irere 
suspended  previously,  viz. :  that  the  sus- 
pended proposals  were  on  a  low  lev^ 
and  had  imdercut  competition  without 
adequate  justification.  American  also 
alleges  that  eastboimd  rates  are  nor- 
mally significantly  lower  than  westbound 
rates,  and  that  TWA  has  not  presented 
any  facts  justifying  reduction  of  west- 
bound rates  for  the  c<xnmodities  herein 
involved ;  that  TWA  does  not  claim  that 
the  reduced  rates  would  be  compensa- 
tory but  makes  only  an  tulsupported 
statement  that  the  present  volume 
spreads  threaten  to  cauSe  diversion  to 
surface  carriage;  that  rates  on  such 
commodities  at  higher  rate  breaks  have 
already  been  reduced  by  25  percent  since 
September  1961  in  the  transcontinoital 
markets;  and  that  large  volumes  of  these 
commodities  moved  by  air  before  such 
reductions  afe  now  continuing  to  move 
at  current  rates,  and  that  there  is  no 
sound  reason  for  believing  that  any  sig- 
nificant diversion  will  occur  at  present 
rates.  Tiger  claims  that  the  proposed 
rates  are  lower  than  those  in  effect  for 
competitive  carriers;  that  TWA  does  not 
present  data  justifying  the  pnqxtsed 
volume  spreads  on  the  basis  of  costs;  Mid 
that  they  are  not  compensatory  to  TWA, 
based  upon  costs  of  operating  the  car- 
rier's L-1049  aircraft. 

Upon  consideration  of  matters  of  rec- 
ord, the  Board  finds  that  the  rates  pro- 
posed by  TWA  may  be  unjust  or  unrea- 
sonable, or  unjustly  discriminatory,  or 
unduly  preferential,  or  unduly  prejudi- 
cial, and  should  be  investigated.  TWA's 
proposals  are  on  a  low  level  for  west- 
bound movements,  averaging  12.5  cents 
per  ton-mile  at  the  1.000  pound  weight 
break  and  10.9  cents  at  10.000  poimds. 
The  rates  filed  would  effect  reductions 
and  be  lower  than  the  rates  in  effect  for 
competing  carriers,  by  an  average  of 
approximately  2.9  percent  for  1,000 
pound  shipments  to  9.8  percent  at  10,000 
pounds. 

EasUMund  rates  have  traditionally 
been  on  a  relatively  low  level  because 
they  have  been  based  on  the  added  costs 
of  handling  return  hauls  opposite  to  the 
direction  of  the  predominant  traffic 
flow.  TWA  has  not  presented  data  to 
Bhow  that  an  alleged  lack  of  imbalance 
for  large  shipments  has  reduced  the  cost 
of  handling  such  shipments  westbound 
to  the  level  of  added  costs  of  eastbound 
movements.  With  respect  to  volume 
spreads,  it  is  the  Board's  opinion  that 
rates  that  are  prima  facie  low  cannot  be 
justified  solely  by  applying  spreads  which 
may  be  supported  by  costs  and/or  which 
are  currently  In  effect  in  the  reverse 
direction  or  on  other  commodities  or  In 
other  periods  to  current  rates  for  100 
pound  shipments.  TWA  has  not  stih- 
mitted  data  showing  that  the  large 
volumes  of  traffic  allegedly  threatened 
by  diversion  to  stirface  transportation 
have  permitted  attainment  of  costs  war- 
ranting the  low  rates  proposed. 

Because   of   the   dllutlan  of  carrier 
revenues  which  might  result  from  the 
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aiapUcatioo  of  the  proposed  rates,  the 
Board  luM  further  concluded  to  suspend 
these  pniicns  of  the  tariff  revisions  and 
defer  their  use  pending  investigation. 

AoeonUngly,  pursuant  to  the  Federal 
Aviation  Act  ct  1958  and  particularly 
seetloos  aD4<a>  and  1002  thereof:  It  is 
ordered.  That: 

1.  An  investigmtion  is  instituted  to  de- 
tennine  whether  the  rates  and  provisions 
deseribed  in  Appendix  A  hereto '  are  or 
will  be  unjust  or  unreasonable,  unjustly 
discriminatory,  unduly  preferential,  un- 
duly prejudicial,  or  otherwise  unlawful, 
and.  if  found  to  be  unlawful,  to  determine 
and  prescribe  lawful  rates  and  provisions. 

2.  Pending  hearing  and  decision  by 
the  Board,  the  rates  and  provisions  de- 
scribed in  Appendix  A  hereto'  are  sus- 
pended and  their  use  deferred  to  and  in- 
cluding April  24.  1962,  unless  otherwise 
ordered  by  the  Board,  and  that  no 
changes  be  made  therein  during  the  pe- 
riod of  suspension  except  by  order  or 
special  permission  by  the  Board. 

3.  Tlie  complaints  in  Dockets  13330 
and  1S332  are  consolidated  herein. 

4.  The  proceeding  ordered  herein  be 
assigned  for  hearing  before  an  examiner 
of  the  Board  at  a  time  and  place  here- 
after to  be  designated. 

5.  Ooi^es  of  this  order  shall  be  filed 
with  the  tariff  and  shall  be  served  upon 
American  Airlines,  Inc..  The  Flying  Tiger 
Line.  Inc.,  Trwaa  World  Airlines,  Inc.. 
and  United  Air  lines.  Inc..  which  are 
hereby  made  parties  to  this  proceeding. 

This  order  will  be  published  in  the 

FKDESAL  RaOISTBB. 

By  the  Civil  Aeronautics  Board. 

[SKAL]  Hasold  R.  Sanderson, 

Secretary. 

(FJl.    Doc.    63-890:    FUed,    Jan.    25,    1962; 
8:49  aon.] 


(Docket  No.  13202  etc.] 

FLY.ING  TIGER  LINE 

Nofka  of  Prehearing  Conference 

The  FIjring  Tiger  Line  rate  cases; 
Dockets  1S202. 13205  etc.,  and  13272. 

Notice  is  hereby  given  that  a  prehear- 
ing conference  on  the  above-numbered 
dockets  is  assigned  to  be  held  on  Feb- 
ruary 9.  1962,  at  10  ajn..  e.s.t..  in  Room 
1027.  Universal  Building.  Connecticut 
and  Florida  Avenues  NW..  Washington. 
D.C..  before -Examiner  Leslie  O.  Donahue. 

In  order  to  facilitate  the  conduct  ot 
the  conference  it  is  requested  that  any 
party  in  this  proceeding  file  with  Ex- 
aminer Donahue  on  or  before  January  31. 
1962,  motions  with  respect  to  the  scope 
of  the  prooeeding,  including  requests  for 
consolidation,  statement  of  the  issues 
and  requests  for  evidence. 

Dated  at  Washington,  D.C.,  Janu- 
ary 22,  1962. 

[BXAi.]  Francis  W.  Bbown, 

Chief  Examiner. 

(FJU    Doc.    63-897;    FUed.    Jan.    25.    1962; 
8:49  a.m.l 


•  nied  aa  part  of  the  original  document. 
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FEDERAL  AVIATION  AGENCY 

[  OK  Docket  No.  ei-CE-TOJ 

PROPOSED     TELEVISION     ANTENNA 
STRUCTURES 

Determination  of  No  Hazard  to  Air 
Navigation 

The  Federal  Aviation  Agency  has 
circularized  the  following  proposal  ta 
interested  persons  for  aeronautical  com- 
ment and  has  conducted  a  study  to  deter- 
mine its  effect  upon  the  safe  and  efficient 
utilization  of  airspace:  Midwest  Radio- 
Television.  Inc.  (WCCO-TV);  Twin 
State  Broadcasting,  Inc.  (WTCN-TV) ; 
United  Television,  Inc.  (KMSP-TV) ;  all 
of  Miimeapolls,  Minnesota,  and  KSTP. 
Inc.  (KSTP-TV),  St.  Paul.  Minnesota, 
jointly  propose  to  construct  two  tele- 
vision antenna  structures  near  St.  Paul, 
Minnesota.  Site  No.  1  is  at  latitude 
45"03'46"  north,  longitude  93»08'23" 
west  and  the  overall  height  of  the  pro- 
posed structure  would  be  2j649  feet  above 
mean  sea  level  (1,649  feet  above  ground) . 
Site  No.  2  is  at  latitude  45*03'34"  north* 
longitude  93*07'20"  west  and  the  overall 
height  of  the  proposed  structure  would 
be  2,649  feet  above  mean  sea  level  (1,749 
feet  above  ground) .  The  two  proposed 
structures  would  be  approximately  0.8 
mile  apart.   . 

This  Joint  proposal  was  originally 
circularized  specifying  overall  heists  of 
2,650  feet  MSL  (1,650  and  1,750  feet 
above  ground  at  sites  Nos.  1  and  2,  re- 
spectively) .  However,  at  the  FAA  Kan- 
sas City  Informal  Airspace  Meeting,  the 
sponsors  agreed  to  reduce  the  overall 
height  of  the  proposed  structures  to 
2,649  feet  MSL  as  shown  in  the  proposal. 

Objections  were  received  in  response 
to  the  circulsurization  from  the  followtng: 
Minneapolis-St.  Paul  Metropolitan  Air- 
ports Commission;  C^iief  Pilot,  Minne- 
sota Mining  and  Manufacturing  Com- 
pany; National  Business.  Aircraft  Asso- 
ciation; Miimesota  Business  Aircraft 
Association;  Aviation  DQ>artment  Man- 
ager. Northwestern  Refining  Company; 
Pilot.  Archer-Daniels-Midland  Company, 
and  a  conditional  objection  from  the 
Department  of  the  Air  Force  which  ad- 
vised that  Its  objection  would  be  resolved 
if  this  Agency  found  that  aeronautical 
operations  would  not  be  adversely 
affected.  In  summary,  these  objectors 
concluded  that  the  proposed  structures 
would : 

1.  Violate  criteria. 

2.  Be  in  the  hub  of  several  secondary 
airports. 

3.  Be  a  serious  hazard  to  Visual  Flight 
Rule  operations. 

4.  Slow  up  Instrument  Flight  Rules 
approaches. 

5.  Be  difficult  to  see. 

6.  Interfere  with  the  traffic  pattern 
of  Anoka  County  Airport. 

7.  Raise  Minimum  En  Route  Altitudes 
on  several  airways  and  cause  the  loss  of 
cardinal  altitudes. 

8.  Affect  departure  procedures  from 
the  Minneapolis-St.  Paul  International 
Airport,  Miimeapolls,  Minnopota. 

As  a  result  of  the  clrcularizaticHi  of 
this  proposal,  comments  of  no  objection 
and  tacit  approval  were  received  from  the 
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Air  Transport  Association  of  America 
and  the  Department  of  the  Navy  on  the 
basis  that  this  proposal  was  the  best 
onnpromise  solution  to  the  problem. 
The  Aircraft  Owners  and  Pilots  Associa- 
tion commented  that  this  proposal  is 
based  upon  compromises  which  may 
warrant  AOPA  approval  after  thorough 
discussion  of  the  matter. 

At  the  PAA  Kansas  City  Informal  Air- 

Sace  Meeting,  objections  were  made  by 
e  MinneapoUs-St.  Paul  Metropolitan 
Airports  Commission  and  the  Minnesota 
Department  of  Aeronautics  based  upon 
the  conclusions  of  the  objectors  that 
towers  above  1.000  feet  would  be  a  seri- 
ous hazard  to  general  aviation,  should 
not  be  constructed  unless  an  improved 
marking  system  is  used  and  might  pos- 
sibly interfere  with  the  proposed  im- 
provement of  Anoka  County  Airport. 
No  other  objections  were  made. 

It  Is  significant  to  note  that  the  single 
structure  multiple  antenna  concept  and 
the  collocation  of  the  proposed  struc- 
tures embodied  in  this  proposal  are 
consistent  with  this  Agency's  policy  ex- 
pressed in  I  626.75(b)  of  Part  626.  Regu- 
latlODS  of  the  Administrator.  Although 
this  is  not  a  proposal  for  the  establish- 
ment of  an  antenna  farm  area,  the 
number  of  broadcast  antennas,  the  area 
selected  and  the  location  relationship  of 
the  proposed  structures  as  represented 
In  this  proposal  appear  to  coincide  with 
elements  which  could  be  taken  into  con- 
sideration for  the  establishment  of  an 
antenna  farm  area  in  the  future.  The 
complexities  of  the  existing  aeronautical 
operations  and  procedures  in  the  Min- 
neapolis-St.  Paul  area  tend  to  preclude 
the  selection  of  any  area  where  the  pro- 
posed structures  would  have  no  adverse 
effect  upon  aeronautical  operations  and 
would  also  meet  the  broadcast  require- 
ments of  the  four  sponsors.  Therefore, 
some  degree  of  adverse  influence  upon 
aeronautical  operations  by  any  such 
structures  anywhere  in  this  general 
vicinity  would  be  unavoidable.  This  Joint 
proposal  reflects  the  exemplary  coopera- 
tive efforts  of  the  four  commercial  tele- 
vision broadcast  Interests  in  the  Min- 
neapolis-St.  Paul  area  and  the  mutual 
cooperation  and  understanding  of  both 
the  aeronautical  and  the  broadcast 
Interests  for  their  own  and  their  recipro- 
cal requirements  with  apparent  compro- 
mise on  the  part  of  both  interests.  In 
view  of  the  foregoing,  the  Agency  study 
evaluated  the  effects  and  possible  ad- 
justments of  aeronautical  operations, 
procedures  and  minimum  flight  altitudes 
to  determine  whether  or  not  the  proposed 
structures  might  be  accommodated  with- 
in the  existing  aeronautical  environment 
for  the  satisfactory. fulfillment  of  both 
aeronautical  and  broadcast  require- 
ments in  the  Minneapolis-St.  Paul  area. 

The  proposed  structures  would  be  lo- 
cated approximately  12.7  miles  north 
northeast  of  the  Minneapolis-St.  Paul 
International  Airport  and  would  have 
the  following  effects  upon  aeronautical 
operations,  procedures  and  minimum 
flight  altitudes: 

A.  The  proposed  structures  would  re- 
quire an  increase  in  IFR  minimum  en 
route  altitudes  as  follows: 

1.  From  2,500  feet  MSL  to  3.600  feet 
MSL  on  VOR  Federal  Airway  No.  78  be- 
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tween  the  Minneapolis  VORTAC  and  the 
White  Bear  VOR  and  LP  intersections. 

2.  From  2,500  feet  MSL  to  3.600  feet 
MSL  on  Victor  2  North  between  the  Min- 
neapolis VORTAC  and  the  Elma  inter- 
section. The  Minimum  Obstruction 
Clearance  Altitude  would  also  be  in- 
creased accordingly 

3.  From  2.600  feet  MSL  to  3.600  feet 
MSL  on  Victor  2  between  the  Minneap- 
olis VORTAC  and  the  St.  Paul  intersec- 
tion. 

4.  Prom  2,500  feet  MSL  to  2.600  feet 
MSL  on  Victor  82  between  the  Minne- 
apolis VORTAC  and  the  Farmington 
VOR 

5.  From  3.200  feet  MSL  to  3.600  feet 
MSL  on  the  direct  off -airway  route  be- 
tween the  Minneapolis  VORTAC  and  the 
Wausau.  Wisconsin.  VOR. 

6.  Prom  3.200  feet  MSL  to  3.600  feet 
MSL  on  the  direct  off-airway  route  be- 
tween the  Minneapolis  VORTAC  and 
the  Wausau  radio  beacon. 

7.  From  2,500  feet  MSL  to  3.000  feet 
MSL  on  Victor  13  between  the  FarminK- 
ton  VOR  and  the  St.  Paul  intersection. 

8.  From  2.500  feet  MSL  to  3.100  feet 
MSL  on  Victor  13  between  the  St.  Paul 
intersection  and  the  Orantsburg.  Min- 
nesota. VOR.  <  Note :  This  mcrease  from 
2.500  to  3,100  vs.  3.000  was  determined 
subsequent  to  the  PAA  Kansas  City  In- 
formal Airspace  Meeting.  However,  fol- 
lowing determination,  it  was  discussed 
with  interested  persons  and  no  objection 
was  made.) 

All  of  the  increases  stated  above  are 
confined  to  a  relatively  small  area  in  tlie 
vicinity  of  Minneapolis-St.  Paul;  all  are 
relatively  low  altitudes;  and  in  accord- 
ance with  the  air  traffic  control  proce- 
dures in  effect  in  this  area,  these  alti- 
tudes are  not  generally  used  by  IFR  op- 
erations. The  Agency  study  disclosed 
that  if  the  proposed  structures  are 
erected,  the  increases  stated  above  could 
and  would  be  effected,  in  order  to  pro- 
vide appropriate  vertical  obstruction 
clearance,  without  resulting  in  inefficient 
utilization  of  airspace;  and  further,  the 
air  traffic  procedures  in  this  area  could 
and  would  be  modified  with  no  substan- 
tial adverse  effect  upon  aeronautical 
operations  and  procedures. 

B.  The  proposed  structures  would  der- 
ogate the  Minneapolis-St.  Paul  Inter- 
national Airport  departure  procedure 
031d  as  currently  depicted  on  the  Min- 
neapolis arrival  departure  chart.  How- 
ever, the  study  further  disclosed  that  if 
the  proposed  structures  are  erected,  a 
minor  modification  to  the  procedure 
could  and  would  be  effected  with  no 
substantial  adverse  effect  upon  this 
procedure. 

C.  With  reference  to  VFR  aeronauti- 
cal operations,  no  unshielded  tall  struc- 
ture can  be  erected  without  some  ap- 
parent adverse  influence  upon  VFR 
operations.  The  Agency  study  disclosed 
that  the  proposed  structures  would  not 
have  a  substantial  adverse  effect  upon 
VFR  operations. 

No  other  aeronautical  operations,  pro- 
cedures or  minimum  flight  altitudes 
would  be  affected  by  the  proposed 
structures. 
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Therefore,  pursuant  to  the  authority 
delegated  to  me  by  the  Administrator  (14 
CFR  626.33 ;  26  PR.  5292) ,  it  Is  concluded 
that  the  proposed  structures  at  the  loca- 
tions and  mean  sea  level  elevations 
specified  herein,  would,  upon  implemen- 
tation of  the  above  modifications,  have 
no  substantial  adverse  effect  upon  aero- 
nautical operations,  procedures  or  mini- 
mum flight  altitudes;  and  it  is  hereby 
determined  that  neither  of  these  struc- 
tures would  be  a  hazard  to  air  naviga- 
tion provided  that  each  structure  be 
obstruction  marked  and  lighted  in  ac- 
cordance with  applicable  Federal  Com- 
munications Commission  rules. 

This  determination  is  effective  as  of 
the  date  of  issuance  and  will  become  final 
30  days  thereafter,  provided  that  no  ap- 
peal herefrom  under  S  626.34  (26  PR 
5292)  is  granted.  Unless  otherwise  re- 
vised or  terminated  a  final  determination 
hereunder  will  expire  18  months  after  Its 
effective  date  or  upon  earlier  abandon- 
ment of  the  construction  proposal 
<;  626  35;  26  FR    5292). 

Issued  in  Washington,  DC.  on  Janu- 
ary 17. 1962 

JOSKPH    ViVARI, 

Acting  Chief. 
Obstruction  Evaluation  Branch. 

IFR      D<K-      62  8«3;     Filed,    Jan.    35,     1962; 
8:45   ami 


FEDERAL  POWER  COMMISSION 

I  Docket  Nob  O  20609,  RP60-161 

SOUTHERN  NATURAL  GAS  CO. 

Order  Omitting  lnt«rm«diat*  Decision 
Proc«dur«  and  Fixing  Dat«  for  Oral 

Argument 

January  19,  1962. 

On  December  4.  1961.  Southern  Natu- 
ral Gas  Company  (Southern)  filed  a  mo- 
tion for  waiver  and  omission  of  inter- 
mediate decision  procedure  in  these 
consolidated  proceedings.  Southern  re- 
quests that  the  time  limitations  upon 
filing  such  motion  Imposed  by  S  1-30 
(c>  <3) ,  under  the  circumstances  of  these 
proceedings,  he  waived.  Southern  also 
requests  the  opportunity  to  present  oral 
argument  before  the  Commission  and  re- 
.served  its  right  to  apply  to  the  Commis- 
sion for  rehearing  and  to  petition  for 
judicial  review  of  the  Commission's  de- 
cision or  order. 

The  proceedings  in  the  above  dockets 
relate  to  proposed  Increases  In  rates  and 
charges  tendered  for  filing  by  Southern 
which,  after  suspension  by  Commission 
order,  became  effective  subject  to  refund 
on  June  1.  1960  (0-20509).  and  on  Au- 
gust 13.  1960  (TP60-15).  Hearings  were 
commenced  In  Docket  No.  0-20509  on 
January  26.  1960.  and  by  order  issued 
herein  on  July  8.  1960.  we  determined 
the  allowable  rate  of  return  on  South- 
em's  pipeline  properties,  subject  to  final 
disposition  of  the  related  Issues  as  to 
accumulated  deferred  taxes  and  tax 
benefits  for  statutory  defieUon  and  in- 
tangible well  drilling  expenses.  Pinal 
determination  of  the  rat*  of  return  to  be 
allowed  on  Southern's  production  iH-op- 
ertlee  was  reserved  for  further  proceed - 
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ings  as  were  all  remaining  vissues  not 
therein  decided. 

Following  consolidation  of  these  two 
proceedings  further  hearings  were  hdd 
on  all  remaining  issues  and  were  con- 
cluded on  July  20.  1961.  Briefing  of  the 
remaining  issues  were  completed  on  De- 
cember 11.  1961,  and  the  cases  are  ready 
for  decision. 

The  aforementioned  motion  has  been 
filed  due  to  the  untimely  death  of  the 
Presiding  Elxaminer  who  presided 
throughout  the  hearings  in  these  pro- 
ceedings. Southern  also  states  that  as- 
.sigiunent  of  a  new  Examiner,  unfamiliar 
with  the  evidence  and  issues  here  in- 
volved would  entail  substantial  delay  in 
final  decision  and  would  be  detrimental 
to  the  public  Interest. 

Answers  in  support  of  Southern's  mo- 
tion and  requesting  oral  argument  have 
been  filed  by  Alabama  Gas  Corporation, 
Alabama  Public  Service  Commission.  At- 
lanta Gas  Light  Company,  Mississippi 
Valley  Gas  Company,  South  Carolina 
Natural  Gas  Company  and  Georgia  Kraft 
Company.  No  objections  thereto  have 
been  filed. 

TTie  Commission  finds : 

•  1)  Due  and  timely  execution  of  our 
functions  requires  that  the  intermediate 
decision  procedure  be  omitted. 

(2)  It  is  appropriate  in  carrying  out 
the  provisions  of  the  Natural  Oas  Act 
that  oral  argument  be  heard  as  herein- 
after provided,  on  the  remaining  issues  in 
those  proceedings  which  were  not  deter- 
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mined  by  our  order  issued  herein  on 
July  8. 1960. 
Tlie  Commission  orders : 

(A)  The  intermediate  decision  proce- 
dure in  these  proceedings  is  hereby 
<»nltted. 

(B)  Oral  Argument  before  the  Com- 
mission on  all  remaining  issues  herein, 
shall  be  heard  on  February  8,  1962,  at 
10:00  ajn.,  e^.t.,  in  a  hearing  Room  of 
the  Commission,  at  441  G  Street  NW., 
Washington,  D.C. 

(C)  All  parties  who  desire  to  partici- 
pate in  the  oral  argument,  shall  notify 
the  Secretary,  on  or  before  January  29, 
1962,  of  their  intent  to  do  so  and  the 
amount  of  time  they  desire  for  such 
argument. 

By  the  Commission. 

Joseph  H.  Gutride, 
Secretary. 


(P.R.    Doc.     62-892;     Filed. 
8:48  a.m.] 
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INTERSTATE  COMMERCE 
COMMISSION 

FOURTH  SECTION  APPLICATIONS 
FOR  RELIEF 

January  23,  1962. 

Protests  to  the  granting  of  an  appli- 
cation must  be  prepared  in  accordance 
with  Rule  40  of  the  general  rules  of 
practice.  (M  CFR  1.40)  and  filed  within 


795 

15  days  from  the  date  of  publication  of 
this  notice  in  the  Federal  Register. 

Long-and-Short  Hattl 

PSA  No.  37523 :  Plaster  and  related  ar- 
ticles to  points  in  Wyoming.  Filed  by 
Southwestern  Freight  Bureau,  Agent 
(No.  B-8141) ,  for  interested  rsul  carriers. 
Rates  on  plaster  and  related  articles,  also 
gypsum  wallboard  and  related  articles,  in 
carloads,  from  points  in  New  Mexico, 
Oklahoma  and  Texas,  to  points  in 
Wyoming. 

Grounds  for  relief:  Market  competi- 
tion, modified  short-line  distance  scale 
and  grouping. 

Tariff:  Supplement  109  to  Southwest- 
ern Freight  Bureau  tariff  I.C.C.  4017. 

aggregate-of-intermediates 

FSA  No.  37524:  Passenger  fares  in  the 
United  States.  Filed  by  A.  J.  Winkler, 
Agent  (No.  A-11) ,  for  interested  rail  car- 
riers. Involving  basic  one-way  first- 
class  fares  for  the  transportation  of  per- 
sons, between  points  in  the  United  States. 

Groimds  for  relief:  Maintenance  of 
through  one-factor  fares  in  excess  of 
lower  combinations  of  intermediate 
fares,  due  to  joint  fares  reflecting  in- 
creased factors. 

By  the  Commission. 

[seal]  Harold  D.  McCot, 

Secretary. 

[P.R.    Doc.    62-887;     FUed.    Jan.    26,     1962; 
8:48  a.m.] 
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DEPARTMENT  OF  ABRICIHTURE 

Agricultural  Stabilization  and 
Conservation  Sorvico 

[  7  CFR  Parts  1001,  1002,  1004,  1014, 
1006,  1016,  1003,  1007,  1010, 
1015  1 

[Docket  Nob.  AO-14-A  31.  AO-71-a"41.  AO- 
160  A  23,  AC>-30a-A  5.  AO-a03-A  13.  AO- 
312  A  2.  Aa-293-A  4.  AO-304-A  13.  AO- 
276- A    3.   AO-305-A   SJ  | 

MILK  IN  THE  GREATER  BOSTON, 
MASS.;  NEW  YORK-NEW  JERSEY; 
PHILADELPHIA,  PA.;  SOUTHEAST- 
ERN NEW  ENGLAND;  SPRINGnELD, 
MASS.;  UPPER  CHESAPEAKE  BAY; 
WASHINGTON,  D.C.;  WORCESTER, 
MASS.;  WILMINGTON,  DEL.,  AND 
CONNECTICUT  MARKETING  AREAS 

Notice  of  Recommondod  Decision  ond 
Opportunity  To  File  Written  Excep- 
tions on  Proposed  Amendments  to 
Tentative  Marketing  Agreements 
end   Orders 

Pursuant  to  the  provisions  of  the  Agri- 
cultural Itiarketing  Agreement  Act  of 
1937.  as  amended  (7  U.S.C.  601  let  seq.) . 
and  the  applicable  rules  of  practice  and 
procedure  governing  the  formulation  of 
marketing  agreements  and  marketing 
orders  t  (7  CFR  Part  900)  (7  CFR  Chap- 
ter X  note)  1  notice  is  hereby  given  of 
the  filing  with  the  Hearing  Clerk  of  this 
recommended  decision  with  respect  to 
proposed  amendments  to  the  respective 
tentative  marketing  agreements  and 
orders  regulating  the  handling  of  milk 
in  the  Greater  Boston.  New  York-New 
Jersey,  Philadelphia,  Southeastern  New 
England,  Springfield.  Upper  Chesapeake 
Bay,  Washington,  D.C.,  Worcester,  Wil- 
mington, and  Connecticut  marketing 
areas.  Interested  parties  may  fUe  writ- 
ten exceptions  to  this  decision  with  the 
Hearing  Clerk.  United  States  Depart- 
ment of  Agriculture,  Washington  25, 
DC.,  not  later  than  close  of  business  the 
20th  day  after  publication  of  this  deci- 
sion in  the  PrantAL  Rbcistek.  The  ex- 
ceptions should  be  filed  in  six  copies. 

Preliminarr  statement.  The  hearing, 
on  the  record  of  witich  the  proposed 
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amendments,  as  hereinafter  set  forth, 
to  the  said  tentative  marketing  agree- 
ments and  to  the  orders  were  formulated, 
was  conducted  at  New  York  City  during 
the  perio<b  June  19-30  and  July  10- 
August  2, 1961,  pursuant  to  notice  thereof 
issued  June  2. 1961  (26  F.R.  5075) . 

The  hearing,  which  lasted  28  days  and 
consisted  of  over  5200  pages  of  testimony 
accompanied  by  110  exhibits,  was  con- 
cerned primarily  with  the  problem  of 
establishing  appropriate  prices  for  re- 
serve milk  in  the  ten  Federally-regulated 
fluid  milk  markets  in  the  Northeastern 
section  of  the  United  States.  From  this 
general  problem  three  central  issues 
arose. 

The  first  issue  related  to  the  propriety 
of  the  exjgtipg  relationship  between  re- 
serve milk  prices  in  the  Northeastern 
Federally-regulated  markets  and  prices 
paid  dairy  farmers  for  milk  of  manufac- 
turing grade  at  Midwestern  plants.  This 
was  the  dominant  issue  at  the  hearing, 
with  a  variety  of  price  formula  proposals 
presented  tor  establishing  appropriate 
price  relationships. 

Ttae  several  proposals  offered,  and  the 
testimony  presented  in  support  thereof, 
ranged  from  suggestions  to  lower  the 
Class  in  milk  price  imder  Order  No.  2 ' 
for  the  New  York-New  Jersey  market, 
including  the  reinstatement  of  the  but- 
ter-cheese differential  at  four  cents  per 
pound  of  biitterf at  during  all  months  of 
the  year,  and  to  reduce  Class  n  milk 
prices  in  the  five  New  England  Federal 
order  markets,  to  proposed  increases  in 
the  prices  of  such  respective  classes  and 
in  the  comparable  classes  of  the  other 
Northeastern  markets  up  to  at  least  the 
level  ol  the  prices  paid  dairy  farmers  for 
manufacturing  grade  milk  in  the  Mid- 
west as  reflected  by  the  "Minnesota- 
Wisconsin  Manufacturing  Grade  Milk- 
Price  Series"  (comi^ed  by  the  Agricul- 
tural Estimates  Division,  UJ3I3.A.) .  The 
focal  point  of  the  controversy  involved 
in  this  issue  was  a  proposal  to  use  such 
Mtamesote-Wiaconsin  price  series  as  the 
basis  for  Class  in  milk  prices  under 
Order  No.  S. 

It  was  the  general  position  of  Mid- 
representatives   of   processors. 


Order  No.  27. 


cooperatives  and  others,  including  repre- 
sentatives of  the  States  of  Minnesota  and 
Wisconsin,  testifying  at  the  hearing,  that 
prices  resulting  from  the  present  Class 
in  price  formula  in  Order  No.  2  are  too 
low  in  relation  to  prices  paid  farmers  for 
manufacturing  grade  milk  at  Minnesota 
and  Wisconsin  plants,  producing  com- 
petitive disadvantage  to  Midwestern 
processors  in  the  sale  of  the  "hard" 
products  of  milk,  such  as  butter,  nonfat 
dry  milk  and  Cheddar  cheese,  in  Eastern 
seaboard  markets. 

Such  representatives  contended  fur- 
ther that  the  profitability  to  New  York- 
New  Jersey  market  processors  of  manu- 
facturing products  in  Class  m  milk 
tends  to  depress  the  manufactured  prod- 
ucts market  generally  by  adding  to  the 
national  surplus,  to  the  detriment  of  all 
farmers  producing  for  this  market.  An 
appeal  was  made  that  the  Federal  Gov- 
ernment should  revise  price  levels  in  the 
Northeastern  markets,  particularly  in 
the  Vew  York-New  Jersey  market,  to 
insure  a  pricing  policy  for  milk  over  and 
above  fiuid  requirements  more  consistent 
with  the  price  aims  of  the  national  dairy 
« price  support  program  and  to  provide 
equitable  pricing  to  Midwestern  dairy 
farmers. 

Although  n6t  adhering  to  any  specific 
price  formula  to  attain  these  ends,  Mid- 
western representatives  proposed  rather 
that  the  Northeastern  markets'  minimum 
prices  for  surplus  milk  "be  fixed  at  the 
highest  level  that  a  handler  with  rea- 
sonably efficient  operations  could  afford 
to  pay  for  such  milk,  who  processes  said 
milk  into  k>-called  hard  products,  so 
that  such  handler  would  not  have  a  com- 
petitive advantage  in  the  marketing  of 
such  hard  products  in  the  domestic  mar- 
ket." They  recommended,  in  this  con- 
nection, careful  consideration  of  the 
Minnesota- Wisconsin  pay  price  series  to 
obtain  the  desired  result 

Three  of  the  four  major  producer  co- 
operative groups  in  the  New  York-New 
Jersey  market  and  representatives  of 
handlers  of  milk  in  tiiat  market  strongly 
opposed  the  use  of  such  series  for  pricing 
Class  m  milk  in  the  New  York-New 
Jersey  market.  In  support  of  their  gen- 
eral position  they  testMed  tttat  the  series 
is  based  on  dairy  f  armo'  pay  prices  in 
an  area  approximately  1,000  miles  from 
the    New    York-New    Jersey    mllkslwd 
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where  the  seasonality  of  production,  ratio 
of  supply  to  demand,  and  other  competi- 
tive factors  dilTer  substantially  from  con- 
diUons  m  the  New  York-New  Jersey 
milkshed.  They  seriously  questioned  the 
use  of  a  price  series  which,  at  the  time 
of  the  hearing,  had  not  yet  been  estab- 
lished statisUcally  and  under  which  no 
experience  had  been  gained  to  test  its 
effects  on  price  levels  under  Order  No.  2. 
They  maintained  that  the  pricing  of  over 
$200  miUion  worth  of  surplus  milk  per 
year  in  Northeastern  markets,  where  a 
one-cent  change  in  the  price  can  amount 
to  $60,000  per  month  in  milk  value,  is  too 
important  a  matter  for  reliance  upon  an 
untested  price  series. 

The  second  issue  involved  the  relative 
levels  of  reserve  milk  •  manufacturing 
class*  prices  in  the  ten  Northeastern 
fluid  milk  markets,  particularly  in  re- 
spect of  problems  of  competition  among 
processors  in  the  sale  of  such  products 
as  cream,  ice  cream,  ice  cream  mix.  and 
condensed  skim  milk  In  these  markets 
and  adjacent  areas.  Although  there  were 
differences  in  the  methods  proposed  for 
bringing  about  price  alignment,  all  wit- 
nesses except  one.  who  testified  in  regard 
to  this  issue,  supported  close  alignment 
of  the  manufacturing  class  prices  in  the 
ten  orders. 

There  also  wsis  testimony  by  several 
New  York-New  Jersey  market  handler 
representatives  to  the  effect  that  extreme 
emergency  conditions  existed  in  the  New 
York -New  Jersey  milkshed  while  the 
hearing  was  in  progress  suad  that  im- 
mediate action  should  be  taken  to  sus- 
pend the  seasonal  factors  in  the  Class  HI 
formula  of  Order  No.  2  for  the  fall 
months  of  1961.  A  representative  of 
several  New  England  producer  coopera- 
tive associations  testified  that  the  sea- 
sonal factors  In  the  Class  n  price  formula 
of  the  respective  New  England  orders 
should  be  suspended,  if  necessary,  to  a 
level  which  would  provide  uniformity  of 
surplus  prices  on  a  month-to-month 
basis  as  between  New  England  and  the 
New  York-New  Jersey  markets  during 
the  remainder  of  1961.  The  suspension 
proposals  on  which  this  testimony  was 
offered  were  denied  by  determination  is- 
sued August  11.  1961.  and  no  further 
findings  are  necessary  on  this  matter. 

The  third  main  issue  was  concerned 
with  the  proposition  that  at  certain  times 
more  milk  will  be  produced  than  han- 
dlers operating  under  the  classified  pric- 
ing system  will  be  willing  to  accept  at 
the  specified  minimum  class  prices  in  an 
order.  Certain  cooperaUve  associations 
In  the  New  York-New  Jersey  market, 
supporting  this  view,  submitted  a  pro- 
posed plan  to  handle  such  "excess  sur- 
plus" milk  through  a  cooperative  market- 
ing agency  and  to  price  this  milk  under 
the  orders  on  the  basis  of  the  return  for 
the  products  of  the  milk  as  disposed  of 
imder  the  Federal  dairy  products  price 
support  program,  less  the  expenses  of 
handling  and  processing.  The  plan  de- 
veloped considerable  opposition  from 
New  York-New  Jersey  handlers  and  New 
England-based  cooperatives. 

More  briefly  described,  the  material 
Issues  on  the  record  of  the  hearing  relate 
to: 


PROPOSED   RULE   MAKING 

•  I )  The  esUblishment  of  pricing  pro- 
visions for  Class  m  milk  under  the  New 
York-New  Jersey  order  and  for  Class  II 
milk  under,  respectively,  the  Greater 
Boston.  Massachusetts:  Philadelphia, 
Pennsylvania;  Southeastern  New  Eng- 
land; Springfield.  Massachusetts;  Upper 
Chesapeake  Bay;  Washington.  D.C  ; 
Worcester.  Massachusetts;  WllminRton. 
Delaware,  and  Connecticut  orders  which 
are  appropriately  related:  <ai  to  the 
value  of  milk  in  the  Midwest  for  manu- 
facturing uses  and  <b»  to  each  other 
(discussed  below  as  Issues  Nos.  1  and  2> ; 
This  involves  consideration  of  the  type 
and  kind  of  formula  or  formulas  to  be 
used  under  the  respective  orders,  in- 
cluding the  continued  applicability  of 
the  butter-cheese  adjustment  presently 
contained  in  the  New  York-New  Jersey 

order; 

(2)  Provision  for  the  sepaiate  and 
flexible  pricing  of  excess"  surplus  milk 
marketed  by  or  for  the  account  of  an  in- 
corporated cooperative  marketing  agency 
under  the  Federal  government's  price 
support  program  for  dairy  produces  (dis- 
cussed below  as  Issue  No.  3 » 

The  hearing  was  called  followinK  the 
submission  of  amendment  proposals  ap- 
plicable to  the  ten  orders  by  the  principal 
cooperative  associations  of  producers  in 
the  several  New  England,  the  New  York- 
New  Jersey,  and  the  Philadelphia  and 
Wilmington  markets,  and  by  certain  co- 
operatives operatmg  in  the  states  of 
Wisconsin  and  Minnesota.  Certain  han- 
dlers individually,  and  the  principal  han- 
dler associations,  in  the  New  York-New 
Jersey  market  and  certain  processors 
of  milk  produced  in  Wisconsin  and  Kan- 
sas also  submitted  amendment  proposals 
affecting  one  or  more  of  the  subject 
orders. 

The  proposals  submitted,  and  the  testi- 
mony presented  by  proponents  and 
others  in  support  thereof,  were  directed 
to  the  following  types  of  pricing  formulas 
for  the  respective  reserve  classes  of  milk 
under  such  orders : 

(1)  A  formula  (of  the  general  type  in 
current  use  in  the  New  York-New  Jersey 
market)  based  on  central  market  prices 
for  Grade  A  i92-score)  butter  at  New 
York  City  and  nonfat  dry  milk  at  Chi- 
cago area  manufacturing  plants  or  at 
New  York  City,  minus  an  allowance  for 
handling,  including  several  variations  as 
follows : 

(a)  Provision  for  a  basic"  manu- 
facturing price  formula  containing  sepa- 
rate fat  and  skim  values  [  (92-Score  but- 
ter. New  York  City  4-2  centsx 3.5-29 
cents) +< average  price  of  spray  process 
nonfat  dry  milk  at  Chicago  area  plants 
—6  centsX7.8)  J.  Seasonal  adjustments 
to  the  class  price  would  be  made  when- 
ever the  percentage  of  total  producer  re- 
ceipts allocated  to  Class  I  exceed  a  speci- 
fied amount. 

<b)  Revision  of  the  relative  produc- 
tion weights  given  to  roller  and  spray 
process  nonfat  dry  milk  and  an  increase 
in  the  yield  factor  for  nonfat  dry  milk. 

(c)  Elimination  of  seasonal  adjust- 
ments in  the  pricing  of  reserve  milk. 

(d>  Use  of  the  average  price  of  spray 
process  nonfat  dry  milk  minus  one  cent, 
with  preference  to  prices  reported  In 
"The  Producers  Price-Current". 


•  e>  Adoption  of  offsetting  plus  and 
minus  seasonal  differentials  in  the  Class 
III  price  formula. 

(f)  Addition  of  one  cent  to  the 
monthly  average  price  of  Grade  A  butter 
at  New  York. 

(g)  The  following  proposals  relating 
to  the  differential  pricing  of  milk  for 
butler  and  cheese  within  the  reserve  class 
I  at  present  only  the  New  York-New  Jer- 
sey order  results  in  such  differential 
pricing •  were  offered: 

IP  Establish  a  differential  of  four 
cents  per  pound  of  butterfat  to  be  ap- 
plicable in  all  months,  except  August 
through  November  if  a  seasonal  adjust- 
ment, as  explained  in  (a)  above,  is  added 
to  the  class  price  during  those  months. 

iii>  Make  the  differential  applicable 
during  the  months  of  August  through 
November,  when  the  percentage  of  Class 
III  milk  during  the  month  exceeds  35 
percent  of  total  receipts. 

(hi)  Provide  a  differential  of  three 
cents  per  pound  of  butterfat  during  the 
months  of  July  through  February  and 
four  cents  during  the  months  of  March 
through  June. 

<iv»  Provide  in  the  New  York-New 
Jersey  order  only,  a  differential  of  four 
cents  per  pound  of  butterfat  in  all 
months  of  the  year. 

<2'  The  "Minnesota-Wisconsin  Man- 
ufacturing Grade  Milk-Price  Series'. 

•  3)  The  "U.S.  Average  Manufacturing 
Grade  Milk-Price  Series'. 

t4»  A  "reverse"  supply-demand  ad- 
justment factor  for  the  Philadelphia  and 
Wilmington  Class  II  price  formulas  to 
operate  as  follows:  Increase  or  decrease 
the  surplus  class  price  as  the  proportion 
of  the  receipts  allocated  to  such  class  in- 
creases, or  decreases,  respectively,  from 
the  necessary  quantity  of  reserve  milk 
over  the  Immediately  preceding  12 
months  (proponent  suggested  a  like  ad- 
justment for  the  New  York-New  Jersey 
order  also».  with  a  maximum  price  de- 
viation of  plus  or  minus  25  cents  per 
hundredweight  from  the  New  York-New 
Jersey  Class  III  price. 

(5>  A  revised  method,  made  with  ref- 
erence to  the  Philadelphia  and  Wilming- 
ton orders  only,  of  computing  the  aver- 
age price  of  cream  at  Philadelphia  as 
used  in  such  orders,  and  addition  of  a 
"sub-Class  11"  price  during  the  spring 
months  for  milk  in  certain  products. 

Much  of  the  testimony  adduced  at  the 
hearing  centered  around  the  question  of 
the  type  of  formula  most  appropriate  for 
fixing  the  minimum  level  of  price  for 
Class  III  milk  in  the  New  York-New  Jer- 
sey market.  Because  of  the  dominant 
position  of  the  New  York-New  Jersey 
market  in  the  controversies  involved, 
major  emphasis  is  given  first  to  the  es- 
tablishment of  an  appropriate  formula 
for  determination  of  the  Class  III  milk 
price  in  Order  No.  2  (Issue  No.  D.  A 
discussion  of  testimony  relating  to  the 
need  for  appropriate  alignment  of  prices 
among  all  ten  Northeastern  markets  Is 
set  forth  below  under  the  heading  Issue 

No.  2. 

Findings  and  conclusions.  The  follow- 
ing findings  and  ionclusions  on  the  ma- 
terial Issues  are  based  on  evidence  pre- 
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sented   at  the  hearing  and  the  record 
thereof. 
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Testimony  of  proponents  of  the  prod- 
uct price  minus  handlino  allowance  type 
of  formula.  At  the  present  time  mini- 
mum prices  to  producers  for  Class  m 
milk  in  the  New  York-New  Jersey  Fed- 
eral milk  order  are  based  upon  the  mar- 
ket prices  of  butter  and  nonfat  dry  milk. 
Basically,  the  price  each  month  Is  de- 
termined by  first  adding  two  cents  to 
the  monthly  average  price  of  U.S.  Grade 
A  (92-Score)  butter  In  New  York  City. 
This  value  Is  then  multiplied  by  1.22  to 
determine  the  value  of  one  pound  of 
butterfat,  which  Is  then  multiplied  by 
3.5  to  arrive  at  the  value  of  butterfat 
in  3.5  percent  milk.  To  this  value  is 
added  the  product  of  multiplying  the 
weighted  average  price  of  nonfat  dry 
milk  made  by  the  roller  (weighted  70) 
and  spray  (weighted  30)  process,  f.o.b. 
manufactuilng  plants  In  the  Chicago 
area,  by  7.8.  From  this  total  Is  deducted 
a  "make  (processing)  allowance"  of  80 
cents.  A  seasonal  adjustment  Is  then 
added. 

The  above  computation,  except  for  an 
additional  3  cents  added  to  the  average 
butter  price  when  Class  III  utilization 
is  relatively  low  during  August  through 
February.  Is  the  formula  used  e|MJh 
month  to  determine  the  monthly  price  of 
Class  III  milk  In  Order  No.  2.  During 
December  through  July,  however,  butter- 
fat m  milk  used  In  the  manufacture  of 
butter  and  certain  types  of  cheese  is 
priced  at  certain  specified  differentials 
below  such  Class  III  price. 

New  York-New  Jersey  market  pro- 
ponents of  the  "product  price  minus 
handling  allowance"  type  of  formula 
malnUlned  that  this  type  of  formiUa  is 
the  one  better  adapted  to  pricing  milk 
for  manufacturing  in  the  Northeast,  and 
more  particularly  In  the  New  York-New 
Jersey  milkshed,  than  any  series  of  prices 
paid  dairy  farmers  at  milk  manufactur- 
ing plants  located  several  hun'tlred  miles 
away  In  the  Midwest.  They  testified 
that  their  receiving  and  manufacturing 
costs  for  Class  III  milk  products  are 
higher  than  in  the  Midwest  because 
practically  all  milk  In  the  supply  area 
is  eligible  for  fiuld  use.  with  the  alleged 
consequence  that  seasonal  variations  in 
the  quantities  of  milk  available  for 
manufacturing  In  Class  in  are  much 
greater  than  In  the  Midwest,  causing 
the  cost  of  maintaining  standby  manu- 
facturing facilities  to  be  relatively  high 
in  terms  of  per  unit  output.  It  was 
contended  from  this  that  the  use  of  a 
pay  price  series,  such  as  the  proposed 
"Minnesota-Wisconsin"  price  series,  does 
not  refiect  marketing  conditions  in  the 
Northeast  and  thus  would  not  result  in 
Class  in  prices  at  a  level  which  would 
"clear  the  market". 

In  supporting  the  use  of  the  product 
price  minus  processing  allowance  type 
of  formula,  proponents  claimed  that  this 
formula  refiects  the  prices  that  handlers 
under  the  order  actually  receive  for  the 
finished  products,  and  that  it  is  most 
appropriate  that  the  processing  costs 
of  such  handlers  should  be  specifically 
and  directly  reflected  In  the  formula. 
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It  was  testified  that  large  quantities  of 
reserve  milk  in  the  Northeast  are  used 
in  the  manufacttire  of  ice  cream  and 
that  high  quality,  imsalted  butter  and 
xumfat  dry  milk  can  be  substituted 
readily  for  pool  milk  in  its  production, 
to  wit.,  the  Class  m  price  should  be 
based  directly  on  the  market  prices  of 
butter  and  nonfat  dry  milk. 

Additional  testimony  was  presented  to 
show  how  conditions  affecting  the  man- 
ufacttire of  milk  In  the  Northeast  differ 
from  those  in  the  Midwest.  It  was 
maintained  that  the  Northeast  and  the 
Midwest  are  distinct  and  separate  pro-  ' 
duction  areas.  It  was  testified  In  this 
regard  that  (a)  a  hundredweight  of  milk 
of  similar  butterfat  content  yields  less 
Cheddar-cheese  In  New  York  State  than 
in  Wisconsin,  and  (b)  Wisconsin  milk  Is 
delivered  directly  from  the  farm  to  the 
cheese  plant  whereas  In  New  York  State 
receiving  (feeder)  stations  receive  much 
of  the  milk  before  it  Is  transferred  to  the 
manufacturing  plant,  thus  Increasing 
delivery  costs  from  farm  to  manufactur- 
ing plant. 

It  was  stressed  that  butter  and  cheese 
are  relatively  more  Important  uses  for 
manufacturing  milk  In  the  Midwest 
while  ice  cream  and  other  frozen  prod- 
ucts are  the  important  uses  of  manu- 
facturing milk  in  the  Northeast.  New 
York  plants  must  maintain  fiuld  market 
health  approval,  with  resulting  higher 
field  and  inspection  expenses.  From 
this  it  was  argued  that  if  a  price  series 
such  as  the  "Minnesota-Wisconsin"  se- 
ries had  been  used  during  the  fall  and 
winter  months  of  1960  and  1961,  any 
increase  that  would  have  resulted  from 
it  would  have  aggravated  a  difficult  sur- 
plus situation. 

One  handler  witness  presented  statis- 
tical data  to  show  that  prices  paid  for 
Class  m  milk  in  the  New  York-New  Jer- 
sey market  compare  favorably  with 
prices  paid  for  milk  for  manufacturing 
into  different  specified  products  In 
nearby  states.  Prices  paid  at  conden- 
saries,  creameries  and  cheese  factories 
decline  as  distances  from  the  states  of 
Minnesota  and  Wisconsin  Increase. 
Comparisons  were  made  for  Minnesota - 
Wisconsin  and  (a)  states  to  the  East 
toward  the  Atlantic  seaboard,  (b)  states 
to  the  South  toward  the  deficit  milk  pro- 
duction areas  in  the  Southeast,  and  (c) 
states  to  the  Southwest. 

The  principal  competitive  sources  of 
supplies  for  Class  ni  milk  uses  were 
stated  to  be  siuplus  quantities  from  un- 
regulated markets  in  the  Northeast, 
cream  from  states  outside  the  Northeast 
and  butter  (as  a  source  of  fat  for  Ice 
cream).  Prom  this  it  was  concluded 
that  since  ice  cream  and  fluid  cream  are 
the  largest  outlets  for  reserve  milk  In 
the  Northeast,  It  Is  essential  that  the 
method  of  pricing  used  should  keep  re- 
serve milk  prices  in  the  Northeastern 
FMerally-regulated  markets  closely  in 
line  with  those  of  competitive  sources  of 
butterfat.  To  accomplish  this,  it  was 
proposed  that  any  formula  for  the  price 
of  butterfat  in  reserve  milk  adopted  be 
based  on  the  price  of  Grade  A  (92-Score) 
butter,  with  preference  for  butter  prices 
reported  lor  the  New  York  market. 
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The  principal  skim  milk  products 
manufactured  from  producer  milk  In  the 
11  Northeastern  states  are  nonfat  dry 
milk,  cottage  cheese,  curd,  and  im- 
sweetened  condensed  skim  milk.  In  1959 
these  products  accounted  for  nearly  98 
percent  of  all  of  the  skim  products  pro- 
duced. Nonfat  dry  milk  can  be  and  ia 
sometimes  used  In  lieu  of  fluid  skim  milk 
in  making  cottage  cheese.  Nonfat  dry 
milk  can  be  used  also  as  a  substitute 
for  plain  condensed  skim  milk.  Pro- 
ponents conclude  that  the  market  prices 
of  nonfat  dry  milk  are  the  best  available 
measure  of  changes  In  the  value  of  non- 
fat solids  In  reserve  producer  milk,  and 
therefore,  in  the  return  to  be  received  by 
producers  for  such  milk. 

In  addition  to  such  general  support 
given  to  the  product  price  minus  han- 
dling allowance  type  of  formula,  each 
proponent  presented  further  testimony 
in  support  of  Individual  proposals. 

The  proposals  to  adopt  a  "basic"  man- 
ufacturing price  formula  containing 
separate  butterfat  and  skim  milk  values 
was  supported  at  the  hearing  by  one  of 
the  principal  cooperatives  In  the  new 
York-New  Jersey  market.  Seasonal  ad-, 
justments  would  be  applicable  when  re- 
serve milk  Is  relatively  low  and  a  butter- 
cheese  differential  would  be  Included  In 
all  months  except  August  through  No- 
vember If  seasonal  adjustment  Is  applied 
in  the  latter  months.  It  was  testlfled 
that  confusion  In  regard  to  butterfat  and 
skim  milk  values  has  resulted  from  the 
formula  because  they  are  not  computed 
separately.  Proponent  claimed  this  con- 
fusion should  be  removed  to  reduce  the 
number  of  controversies  that  exist  In  the 
buying  and  selling  of  manufactured 
dairy  products.  The  proposed  change 
from  an  average  value  of  roller 
(weighted  70)  and  spray  (weighted  30) 
nonfat  dry  milk  to  the  average  value  of 
spray  nonfat  dry  milk  only  was  based 
on  the  relative  Importance  of  skim  milk 
for  nonfat  dry  milk  manufacture  in  the 
milkshed  and  the  fact  that  the  bulk  of 
nonfat  dry  milk  being  produced  is  spray 
process  type.  In  1960,  92  percent  of  the 
nonfat  dry  milk  manufactured  In  the 
United  States  was  made  by  the  spray 
process. 

Testimony  was  presented  to  the  fur- 
ther effect  that  the  seasonal  adjustment 
factors  contained  In  the  present  Class  m 
formula  should  be  applicable  to  all  ten 
markets  only  during  those  months  when 
the  Class  I  utilization  in  the  markets 
exceeds  a  specified  percentage.  The 
amount  of  the  seasonal  adjustment 
would  be  changed  to  5  cents  during 
March  through  June,  and  10  cents  dur- 
ing the  remaining  months  of  the  year. 
If  the  seasonal  adjustment  factors  were 
to  be  applicable  during  the  months  of 
August  through  November,  then  no  but- 
ter-cheese adjustment  would  be  applied 
duilng  those  months;  however,  a  butter- 
cheese  adjustment  of  foxir  cents  per 
pound  of  butterfat  would  be  awUcable 
during  the  remaining  eight  months  of 
the  year. 

Another  of  the  large  producer  groups 
testified  that  the  present  New  York- 
New  Jersey  Class  m  price,  with  changes 
made  in  the  relative  weights  given  to 
roller  and  spray  process  nonfat  dry  milk 
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and  an  increase  In  the  yield  factor. 
.hould  be  appUed  as  the  Claaa  n  price 
formula  under  the  other  Northeastern 
orders.  This  proponent  testified  that 
the  relative  weight  given  to  spray  process 
nonfat  dry  milk  should  be  increased 
while  the  weight  given  to  roller  process 
iionfat  dry  milk  should  be  decreased. 
To  support  this  change  statistics  were 
cited  to  indicate  that  of  the  total  amount 
of  nonfat  dry  milk  manufactured,  be- 
tween 80  and  90  percent  is  by  the  spray 
process.  This  proponent  also  recom- 
mended an  increase  in  the  yield  factor 
frx)m  the  present  factor  of  7  8  to  a  factor 

of  8.2. 

Several  witnesses  representing  cerUin 
New  York -New  Jersey  handlers  testified 
that  the  plus  seasonal  factors  contained 
In  the  present  Class  III  price  formula  of 
Order  No.  2  are  no  longer  applicable  in 
view  of  the  general  supply  condition  in 
the  market  during  the  summer  and  fall 
months.    One  such  witness  maintained 
there  is  no  relationship  between  these 
dlflerenUals  and  producUon  seasonality, 
and  no  attempt  is  made  to  synchronize 
them  with  either  the  total  monthly  pro- 
ducUon of  pool  milk  or  actual  Class  m 
uUUaation.    This  witness  claimed   also 
that  seasonal  pricing  should  not  be  used 
to  yield  producers  additional  returns,  but 
rather  should  balance  out  i  plus    minus  • 
on  a  yearly  basis. 

Another     witness,    representing     the 
principal  handler  association,  concluded 
from  a  number  of  comparisons  of  pay 
prices  for  manufacturing  milk  for  vari- 
ous states  that  an  increase  in  the  Class 
in    price    would    be    unwarranted    and 
that,  to  the  contrary,  such  price  should 
be  lowered  to  prevent  further  hardship 
to  handlers.    His  proposals  would  elim- 
inate the  seasonal  differentials  in   the 
Class  in   price   formula   whenever   the 
utilization  adjustment  percentage  in  the 
Class  I-A  price  formula  falls  below  a 
certain  level  and  would  employ  the  aver- 
age price  of  spray  process  nonfat  dry 
milk  minus  one   cent  in   the  formula. 
He  Indicated  the  belief  that  spray  quota- 
tions for  the  New  York  market  in   'The 
Producers  Price-Ciurrenf  would  be  more 
appropriate  for  use  in  the  formula  than 
quotations  for  manufacturing  plants  in 
the  Chicago  area.     These  proposals  were 
supported  on  the  basis  that  during  those 
months  In  1960  when  no  butter-cheese 
differential  was  applicable  about  three 
times  as  much  milk  was  utilized  in  but- 
ter and  cheese  as  during  the  correspond- 
ing months  of  1959.     In  regard  to  the 
use  of  spray  quotations  only,  he  stated 
that  because  of  the  expansion  of  spray 
nonfat  dry  milk  manufacture  through- 
out the  nation,  it  has  become  difficult 
to  get  representative  quotations  for  roller 
nonfat   dry   milk.     He   contended    also 
that  roller  nonfat  dry  milk  prices  have 
been  more  erratic  in  relation  to  the  sup- 
port level  than  in  the  case  of  spray  non- 
fat dry  milk  prices,  that  open  market 
roller  prices  recently  have  been  higher 
than  support  prices,  and  that  there  has 
been  a  decline  in   the  spread   between 
spray  prices  and  the  weighted  average 
nonfat  dry  milk  price  used  In  the  present 
Class  ni  price  formula.    In  recommend- 
ing use  of  the  spray  prices  reported  In 
"The    Producers    Price-Current",    this 
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handler  represenUtlve  claimed  that  the 
price  quotaUons  which  most  neariy  re- 
flect competlUve  condlUons  In  the  mar- 
ket where  handlers  sell  the  finished  milk 
products  should  be  used. 

A  witness  for  New  York-New  Jersey  ice 
cream  manufacturers  tesUfied  that  re- 
cent increases  in  the  volume  of  whole 
milk    deliveries    by    farmers    m    major 
butter-producing   areas   have   Increased 
the    quantities    of    high    quality    butter 
available,  and  that  New  York  ice  cream 
manufacturers  have  been  able  to  obtain 
high-grade,    unsalted    butUr    for    about 
one-half  cent  to  one  cent  over  the  92- 
score  butter  price  at  New  York.    He  con- 
cluded that   the   amount   added   to  the 
"butter"  price   averape   in   the   formula 
should  be  reduced  to  no  more  than  one 

cent.  . 

A  representative  of  a  major  producer 
association  in  the  Philadelphia  market 
^suggested  that  as  the  proportion  of  milk 
in  a  market  disposed  of  in  the  manufac- 
turing   cla.ss    increase.s.    the    class    price 
should  be  increased     The  need  for  thi.s. 
it  was  claimed,  is  to  dii>courat;e  the  addi- 
tion of  additional  supplies  above  nece.s- 
sary  current  reserves  and  thus  tend  to 
increa.se  the  percentape  of  Class  I  utili- 
zation.      Without     making     a     specific 
formula    proposal,    he   stated    that    the 
maximum  Class  II  price  deviation  for  the 
Philadelphia    and   Wilmington    markets 
above  or  below  the  Order  No.  2  Class  HI 
price  should  not  be  more  than  25  cents 
per  hundredweight.     This  witness  pro- 
posed, however,  that  the  cre:im  price  used 
in  the  Class  II  price  formula  of  Orders 
4=  and  10'  'Philadelphia  and  Wilming- 
ton' should  be  a  "weighted  average"  in- 
stead   of    a   simple    average   of    weekly 
•midpoint"  prices  of  cream,  in  order  to 
be  more  representative  of  actual  cream 
values  during  the  month. 

Another  recommendation  of  this  wit- 
ness, made  with  specific  reference  to 
Orders  4  and  10.  was  that  milk  moved  to 
unregulated  plants  for  manufacture  into 
certain  manufactured  products,  partic- 
ularly butter  and  cheese  <  other  than 
cottage  or  creamed  • .  durin:.^  the  months 
of  March  throu;;h  June  .should  be  priced 
at  not  more  than  10  cents  per  hundred- 
weight below  the  ici?ular  Cla-ss  II  price. 
It  was  maintained  that  thi.s  would  pro- 
duce the  maximum  competitive  return 
for  the  milk  con.sistent  with  its  orderly 
movement  into  reserve  uses. 

Each  of  several  proposals  relating  to 
the  butter-cheese  differential  would 
have  the  effect  of  increasing  the  num- 
ber of  months  each  year  that  it  could 
be  applicable.  Certain  proponents  tes- 
tified in  regard  to  its  use  in  the  New 
York-New  Jersey  order  only,  while  oth- 
ers discussed  its  applicability,  along  with 
the  proposed  changes,  to  all  ten  markets. 
The  basic  reason  given  for  increasing 
the  number  of  months  in  which  it  could 
be  applicable  was  that  there  are  In- 
creasing quantities  of  milk  which  must 
go  into  butter  and  cheese  during  the 
months  of  August  through  November 
(the  differential  currently  applies  in  the 
New  York-New  Jersey  market  during 
December  through  July  > . 


'  Formerly  Order  No    61. 
'Formerly  Order  No    110. 


Other  testimony  relating  to  milk 
handling  and  processing  costs.  Re- 
search studies  on  milk  processing  costs 
at  New  York  State  "cream-nonfat  dry 
milk"  plants  and  at  "butter-nonfat  dry 
milk"  plants  In  the  SUte  of  Minnesota 
were  presented  by  witnesses  from  Cor- 
nell University  and  the  University  of 
Minnesota. 

In  the  New  York  study.  8  plants  en- 
gaged in  the  manufacture  of  cream  and 
spray    process    nonfat    dry    milk    were 
selected.     All  but  one  of  the  plants  were 
units    of    multiple-plant    organizations 
operating    both    fluid    milk   plants   and 
manufacturing    plants.     Dally    receipts 
during   the   month   of    average   volume 
averaged  250.000  pounds  for  the  8  plants, 
with  a  range  in  average  daily  receipts 
for  the  8  plants  of  420.000  pounds  during 
the  month  of  highest  volume  and  151.000 
pounds  for  the  month  of  lowest  volume 
Average    plant    operating    costs    per 
hundredweight  of  milk  processed  at  the 
8  New  York  manufacturing  plants  were 
as  follows:    Month  of  average  volume. 
$0  576    high-volume  month,  $0,415;  and 
low-volume  month.  $0,862.    These  costs 
included,    however,    only    the    costs    of 
processing   together   with   certain   allo- 
cated   overhead    costs    for    the    central 
office  expenses  of  each  of  the  multiple- 
plant   firms.     The   additional   costs   for 
related  handling  functions  not  Investi- 
gated In  this  study  were  estimated  by 
the  authors  to  approximate  50.5  cents 
per  hundredweight  of  milk  In  a  typical 
situation      The   50.5   cent  estimate   In- 
cluded the  following :  Feeder  plant  oper- 
ation. 15  cents:  transportation,  15  cents; 
plant  losses,  8.5  cents;  packing  material. 
3.5   cents:    use   and    risk   of   capital.   7 
cents;    and    selling   services,    15   cents 
Combining   the  average   operating  cost 
of  the  8  plants  for  the  month  of  aver- 
age volume  of  57  6  cents,  and  the  costs 
associated   with    the    related    functions 
estimated  at  50.5  cents,  the  total  han- 
dling and  processing  cost  would  amount 
to  $1,081 

In  the  Minnesota  study,  data  were 
presented  regarding  the  operations  of 
five  typical  butter-nonfat  dry  milk 
plants  in  Minnesota.  Although  data 
for  the  five  plants  were  not  shown  in 
terms  of  an  average,  one  of  the  plants 
received  an  average  217.000  pounds  of 
milk  per  day.  an  amount  nearly  the  same 
as  the  average  of  quantities  handled  by 
the  8  plants  in  the  New  York  study. 
The  average  cost  of  receiving  and  proc- 
essing milk  from  producers  was  399 
cents  per  hundredweight  at  this  Minne- 
sota plant. 

In  another  case,  the  costs  of  receiving 
milk  at  a  creamery,  separation  of  the 
milk.  proce.ssing  the  butterfat  into  butter 
and  shipping  the  skim  milk  to  b  central 
drying  plant  were  shown  through  a  budp- 
etary  cost  study  of  four  creameries  of 
varying  sizes  These  data  included  the 
average  cost  of  transporting  the  skim 
milk  from  creameries  to  central  drying 
plants  plus  the  cost  of  manufacturing 
nonfat  dry  milk  by  spray  process.  Com- 
bining the  costs  for  an  average  size 
creamery  (receiving  65,000  pounds  of 
milk  per  day)  and  at  the  central  drying 
plant,  including  the  cost  of  transport- 
ing the  skim  milk  to  the  central  drying 
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plant,  the  following  total  handling  and 
processing  costs  were  shown:  Creamery 
processing,  23.31  cents;  transportation, 
8  2  cents;  and  central  drying  plant 
processing.  26.08  cents,  making  a  tptal 
of  57.59  cents  per  hundredweight  of 
whole  milk. 

Thus,  the  average  cost  of  receiving 
and  processing  whole  milk  into  cream 
and  nonfat  dry  milk  at  8  manufacturing 
plants,  disclosed  in  the  New  York  State 
fitudy.  including  estimates  for  feeder 
plant  handling  and  transportation,  was 
about  $1.08  per  hundredweight,  while  in 
Minnesota  the  average  receiving  and 
processing  cost  at  a  plant  comparable  in 
size  to  the  average  of  the  8  New  York 
plants,  but  manufacturing  butter  and 
nonfat  dry  milk,  was  about  40  cents  per 
hundredweight,  or  approximately  68 
cents  per  hundredweight  less  than  in 
New  York.  The  cost  of  receiving  and 
processing  butter  and  nonfat  dry  milk 
in  the  two-plant  (creamery  and  central 
drying  plant)  combination  in  Minnesota 
amounted  to  about  58  cents,  or  about  SO 
cents  less  than  in  the  case  of  the  New 
York  plants.  Since  butter  ordinarily  is 
more  costly  to  process  than  cream,  these 
differences  presumably  would  be  greater 
if  the  New  York  plants  were  to  manufac- 
ture butter  rather  than  cream. 

It  was  testified  further  by  the  author 
witness  on  the  Cornell  University  study 
that  even  with  only  limited  changes  in 
-physical  facilities,  such  as  rearrange- 
ment of  plant  equipment  and  the  intro- 
duction of  additional  labor  saving  de- 
vices, important  cost  savings  can  be 
realized  In  New  York  manufacturing 
plants. 

This  was  illustrated  by  other  data» 
presented  in  the  study  which  related  to 
specifications  and  cost  estimates  for  a 
series  of  model  plants  of  different  capac- 
ities for  the  New  York-New  Jersey  milk- 
shed.  Of  the  four  model  plants  pre- 
sented, receipts  at  Model  Plant  A,  the 
first  of  the  four  general  types  Indicated, 
were  the  closest,  but  somewhat  lower 
than,  the  weighted  average  of  receipts 
for  the  8  actual  manufacturing  plants. 
Receipts  at  Model  Plant  C  were  the 
nearest  to,  but  larger  than,  the  receipts 
at  the  largest  of  the  8  plants  studied. 
It  was  testified  that  as  the  quantity  of 
milk  handled  at  these  model  plants  in- 
creases the  per-unit  processing  cost 
decreases. 

The  reported  unit  operating  costs  at 
Model  Plants  A  and  C  (bulk  tank  opera- 
tion assumed )  during  the  average  volume 
month  were  50.4  cents  and  28.1  cents, 
respectively.  The  operating  costs  for 
the  actual  plants  during  the  average 
volume  month  were  57.6  cents  and  54.3 
cents,  respectively.  Unit  costs  at  the 
two  model  plants,  therefore,  were  7.2 
cents  and  26.2  lower,  respectively,  than 
costs  for  the  actual  manufacturing 
plants.  It  is  recognized,  however,  that 
any  precise  comparison  between  total 
processing  costs  per  hundredweight  of 
milk  at  actual  plants  and  at  theoretical 
plants,  unit  operating  costs  for  Model 
Plant  A  would  decrease  somewhat  and 
conversely  operating  costs  for  Model 
Plant  C  would  increase  to  some  extent. 
The  largest  of  the  four  general  types 
of  model  plants  (Plant  D)  could  receive 
up  to  1,200,000  pounds  of  milk  per  day. 
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The  unit  operating  costs  for  this  model 
plant  were  only  24.9  cents  per  himdred- 
weigfat  of  milk  during  the  average  volume 
month. 

The  data  presented  for  Minnesota 
plants  also  reflected  theoretical  model 
plant  operations.  From  a  comparison 
between  processing  costs  for  theoretical 
model  plants  and  for  actual  plants,  actual 
operations  were  found  to  be  in  close 
conformity  (within  2  cents  per  hundred- 
weight) with  the  hypothetical  operations 
at  model  plants. 

Presented  also  for  the  record  was  a 
six-part  study  entitled  "Class  III  milk 
in  the  New  York  Milkshed. '  This  study 
was  referred  to  at  the  hearing  as  the 
"Clarke  Study."  It  was  a  comprehensive 
analysis  of  the  utilization  and  pricing  of 
Class  m  milk  under  Order  No.  2.  The 
subject  matter  of  the  separate  parts  of 
the  study  was  identified  under  the  fol- 
lowing titles: 

(1)  Manufactiu-ing  Operations;  (2) 
Economic  Description  of  the  Manufac- 
tured Dairy  Products  Industry;  (3)  Costs 
of  Manufacturing  Dairy  Products;  (4) 
Processing  Margins  for  Manufactured 
Dairy  Products;  (5)  Processors'  Deci- 
sions on  Utilization;  and  (6)  Economic 
Aspects  of  Class  ni  Pricing. 

This  study  was  prepared  as  a  market- 
ing research  project  conducted  under  the 
general  supervision  of  the  Marketing 
Economics  Research  Division,  Agricul- 
tural Marketing  Service,  U.S.  Depart- 
ment of  Agriculture.  Direct  responsi- 
bility for  the  collection  and  interpreta- 
tion of  data  used  in  the  study  was  as- 
signed to  a  member  of  the  faculty  of  the 
University  of  California,  who  testified 
In  detail  on  the  study  at  the  hearing. 

The  study  includes  estimates  of  yields, 
processing  costs  and  "partial  net  mar- 
gins" relative  to  various  combinations  of 
Class  m  milk  products.  The  study  does 
not  attempt,  however,  to  break  down 
processing  costs  or  "partial  net  margins" 
for  combinations  of  products  into  sep- 
arate costs  and  margins  for  individual 
products  or  to  make  any  allocation  of 
input  costs  between  individual  products 
made  at  the  same  plant  from  the  same 
milk. 

The  cost  data  used  as  an  input  in  the 
determination  of  "partial  net  margins" 
for  several  different  combinations  of 
products  were  designed  only  for  this 
purpose,  and  did  not  purport  to  represent 
complete  cost  data  for  any  product  or 
product  combination.  They  were  not 
designed  to  reflect  average  processing 
costs  in  New  York  milkshed  plants. 
Bfarketing  and  administrative  costs, 
which  were  determined  to  be  similar  for 
all  Class  ni  products,  were  excluded 
from  consideration  since  this  study  was 
concerned  only  with  those  costs  which 
differ  among  the  several  Class  III  prod- 
ucts manufactured.  The  research  was 
intended  to  provide  information  on  the 
possible  marketing  effects  of  changes  In 
Class  in  prices  but  was  not  designed 
as  the  basis  for  a  determination  of  an 
appropriate  Class  m  formula  or  price 
level. 

Several  witnesses  presented  testimony 
on  relative  yields  of  cheese  in  Wisconsin 
and  In  New  York  State,  and  on  differ- 
ences in  processing  costs  between  the  two 
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regions.    Their  testimony  may  be  typi- 
fied by  the  following  references. 

A  witness  from  Cornell  Unixersity  re- 
viewed reported  cheese  yields  at  three 
large  cheese  manufacturing  firms  in 
northern  New  York  State  during  the 
cheese-manufacture  seasons  in  1959  and 
1960.  The  weighted  average  cheese 
yield  for  these  firms  for  the  two  seasons 
was  stated  to  be  9.02  pounds  (37  percent 
moisture)  per  hundredweight  of  3.5  per- 
cent milk. 

This  yield  of  9.02  pounds,  based  on 
data  reported  by  the  plants,  was  then 
compared  with  yields  of  cheese  of  simi- 
lar moisture  content  from  3.5  percent 
milk  reported  for  12  Wisconsin  cheese 
factories  in  a  research  study  made  at  the 
University  of  Wisconsin.  The  Wiscon- 
sin study  cited  an  average  cheese  yield 
of  9.84  pounds  per  hundredweight. 
Cheese  srields  in  Wisconsin,  therefore, 
were  found  to  be  0.82  pounds  per  him- 
dredweight  greater  than  in  New  York. 
No  specific  reason  was  given  for  the 
stated  difference  in  cheese  yields. 

Several  manufactvu-ers  of  Cheddar 
cheese  and  other  cheeses  in  New  York 
State  presented  additional  data  designed 
to  demonstrate  higher  costs  of  manu- 
facturing cheese  in  New  York  State  than 
in  the  Midwest.  One  such  manuf  acttu-er 
also  operates  a  cheese  plant  in  Vermont 
where  milk  priced  at  the  Boston  Class 
n  milk  price  is  the  source  of  supply  for 
cheese  manufacture.  Cheese  3rields  from 
Vermont  milk  were  compared  with 
cheese  yields  from  northern  New  York 
milk,  which  comparison  involved  higher 
butterfat  content  in  Vermont  and  widely 
varying  (up  to  25  percent  difference) 
moisture  content  of  the  cheese  manu- 
factured in  the  two  states. 

The  company  made  no  complaint 
about  the  cost  of  milk  for  cheese  in  the 
Vermont  plant  although  in  1960  the  level 
of  the  Boston  Class  n  price  exceeded  the 
butter-cheese  differential  price  under 
order  No.  2  by  an  average  of  24  cents  per 
hundredweight  and  was  computed  in  a 
manner  quite  comparable  to  the  formula 
adopted  herein. 

This  company  also  testified  that  It  pre- 
determines how  much  New  York  Cheddar 
cheese  It  will  need  dvuing  the  year,  and 
once  that  volume  has  been  produced 
their  New  York  State  plants  are  closed 
regardless  of  the  prevailing  price  of  milk 
for  this  use.  Further,  that  even  if  the 
butter-cheese  differential  under  order 
No.  2  were  extended  to  include  more 
months  (causing  a  price  reduction), 
they  would  not  manufacture  more  cheese 
in  New  York  State  during  the  year,  but 
would  only  extend  their  operations  to 
include  more  months. 

The  Director  of  the  Bureau  of  Ac- 
counts and  Statistics  of  the  Pennsyl- 
vania MUk  Control  Commission  also 
testified  at  this  hearing.  This  witness 
recommended  that  the  open  market 
fluid  cream  quotations,  which  are  an- 
nounced for  the  Philadelphia  maricet  by 
the  Agricultural  Marketing  Service. 
U.S.D.A.,  be  changed  to  include  only 
cream  that  is  actually  used  as  bottling 
cream  or  in  producing  ice  cream  in  the 
Philadelphia  market.  He  stated  that 
this  could  increase  the  price  of  Class  n 
milk  by  an  amount  equivalent  to  11.76 
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cents  per  hundredweight  to  Pennsylvania 
producers  and  would  be  a  method  of 
making  manufacturing  prices  more 
realistic  throughout  the  region.  He 
recommended  also  that  nonfat  dry  milk 
prices  be  quoted^or  the  spray  process 

only. 

Testimony  of  proponents  of  the  com- 
petitive pay  price  type  of  formula.  Al- 
though discussed  later  in  more  detail, 
the  general  considerations  by  proponents 
of  competitive  pay  prices  as  a  proper 
basis  for  pricing  Class  III  milk  are  cited 
In  the  following  paragraphs. 

The  major  reasons  presented  by  those 
supporting  a  competitive  pay  price  series 
for  pricing  reserve  milk  in  Northeastern 
markets  were  that  <  1  >  it  would  remove 
the  Secretary  from  the  role  of  "rate- 
making"  and  eliminate  the  need  for  mak- 
ing several  judgments  concerning  the 
particular  products  ( price  quotations  • . 
the  yield  factors  for  such  products,  and 
appropriate  make  allowances'  to  be 
used  in  the  formulas,  < 2>  competitive  pay 
prices  provide  for  automatic  adjustments 
over  time  concerning  needed  changes  in 
processing  and  marketing  allowances  re- 
sulting from  dynamic  competitive  con- 
ditions and  Improved  technology  in  the 
industry,  and  '3)  such  a  series  goes  di- 
rectly to  current  market  values  of  milk 
as  received  from  farmers  for  manufac- 
turing use.  is  determined  from  current 
competitive  conditions  in  milk  procure- 
ment, and  makes  possible  avoidance  of 
problems  involved  in  determining  the 
separate  values  of  the  butterfat  and  skim 
milk  ingredients  in  milk  delivered  by 
farmers. 

Testimony  was  presented  by  repre- 
sentatives of  Midwestern  milk  manufac- 
turers to  the  effect  that  reserve  milk  In 
regulated  markets  of  the  Northeast,  and 
parUcularly  In  the  New  York -New  Jer- 
sey market,  has  not  been  priced  com- 
petitively with  Midwestern  milk  and 
that  the  relatively  low  Northeastern 
market  prices  of  milk  used  for  manufac- 
ture have  damaged  the  competitive  posi- 
tion of  Midwest  milk  product  manufac- 
turers. They  contend  that  the  Federal 
government  has  conflicting  policies  with 
respect  to  its  nation-wide  price  support 
program  for  dairy  products  on  the  one 
hand,  and  levels  established  for  reserve 
milk  prices  In  Northeastern  Federal 
order  markets  on  the  other. 

Midwest  dairy  Interests  also  main- 
tained that  Increases  In  the  production 
of  manufactured  products  In  the  North- 
east has  had  a  depressing  effect  on  the 
national  market  for  manufactured  prod- 
ucts, especially  butter,  nonfat  dry  milk 
and  Cheddar  cheese.  In  support  of  this 
claim  it  was  testified  that  manufacturers 
of  milk  products  In  the  Midwest  region 
had  lost  sales  to  lower-priced  products 
manufactured  from  Class  III  milk  In  the 
New  York -New  Jersey  market.  They 
contended  that  an  objective  of  pricing 
milk  under  a  Federal  order  Is  to  pro- 
tect producer  returns  but  not  to  maintain 
particular  handler  plants  or  cooperative 
associations  which  may  not  be  able  to 
withstand  competition  from  other  manu- 
facturers of  milk  products.  Testimony 
was  presented  to  demonstrate  the  rela- 
tive efllclency  of  Midwest  manufacturers 
In  the  manufacture  of  butter  and  nonfat 
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dry  milk.  Such  testimony  (Mlrmesota 
research  study)  was  discussed  previously 
in  conjunction  with  other  research  stud- 
ies presented  for  the  record. 

One  such  witness  testified  that  the 
effect  of  maintaining  a  high  Class  I 
price  In  a  Federal  order  market  under 
classified  pricing,  while  at  the  same  time 
establishing  a  low  reserve  milk  price 
which  guarantees  an  ample  margin  to 
pool  handlers  of  reserve  milk,  Ls.  in  effect, 
subsidization  by  the  consumers  of  fiuld 
milk  of  milk  pioduclion  for  manufactur- 
ing uses.  It  wa.s  stated  further  that 
whenever  the  manufacturing  milk  price 
assures  handlers  under  regulation  a 
profitable  margin,  it  follows  that  the 
amount  of  milk  used  in  manufacturing 
increases  and  dilutes  the  effect  of  the 
Class  I  price  on  maintaining  returns  to 
producers  through  the  medium  of  the 
uniform  price. 

One  of  the  large  producer  cooperative 
associations  in  the  New  York-New  Jersey 
market  also  testified  in  support  of  using 
a  competitive  pay  price  series.  In  sup- 
port of  its  position  five  principles  and 
objectives  to  achieve  desirable  reserve 
milk  prices  under  Federal  milk  orders 
were  set  forth.  These  were  to  <  1  >  pro- 
mote adequate  supply:  <2'  coordinate 
manufacturing  operations  with  overall 
functions  of  the  market  'i  c  .  to  balance 
and  channel  supplies  and  to  process  re- 
serves':  '3'  influence  procurement 
policies  of  handlers  so  that  they  do  not 
procure  additional  milk  from  producers 
when  the  market  reserve  is  unusually 
large:  '4"  facilitate  the  movement  of 
milk  between  markets:  and  (5'  promote 
efficiency  in  procurement,  processing  and 
marketing.  This  association  proposed 
and  supported  adoption  of  the  Minne- 
sota-Wisconsin price  series  as  the  basis 
for  pricing  Class  III  milk  <and  Class  II 
milk  •  in  the  Northeastern  markets. 

Representatives  of  the  New  England 
cooperatives  and  the  largest  proprietary 
handler  of  milk  for  manufacturing  uses 
in  the  New  England  Federally-regulated 
markets  proposed  adoption  of  the  "U.S. 
Average  Manufacturing  Grade  Milk- 
Price  Series"  for  pricing  reserve  milk 
under  all  ten  Northeastern  Federal 
orders,  pointing  out  that  such  price  series 
is  used  currently  as  the  basis  of  pricing 
In  the  New  England  Federal  order  mar- 
kets. These  witnesses  testified  that  the 
markets  of  New  England  and  New  York- 
New  Jersey  are  highly  competitive  in 
respect  to  the  sale  of  cream,  ice  cream, 
ice  cream  mix,  cottage  cheese  and  con- 
densed milk.  I  This  competition  is  fur- 
ther described  in  a  subsequent  part  of 
this  decision.  • 

A  witness  representing  a  major  New- 
England  handler  who  manufactures 
large  quantities  of  ice  cream  expressed 
a  contrasting  view  from  that  expressed 
previously  in  this  decision  by  the  witness 
for  New  York  ice  cream  manufacturers. 
This  witness  claimed  that  in  the  experi- 
ence of  his  company  prices  for  unsalted 
butter  usually  are  about  three  cents 
above  published  butter  market  quota- 
tions. Another  witness  from  New  Eng- 
land testified  that  New  England  Ice 
cream  manufacturers  have  paid  pre- 
miums for  butterfat  for  use  in  ice  cream 
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butter  price. 

Such  representatives  further  testified 
that  the  pricing  of  reserve  milk  on  com- 
petitive pay  prices,  as  represented  by 
the  above-stated  price  series  as  the  price 
mover,  over  a  substantial  period  of  time 
has  assisted  the  New  England  markets 
to  improve  efficiency  in  the  handling  and 
processing  of  resei-ve  milk  supplies  undc  r 
roirulation. 

Competitive  pay  prices  as  the  appro- 
priate basis  for  establishing  the  general 
leicl  of  the  Class  III  price  in  the  Nerv 
York-New  Jersey  market.  The  Secre- 
tary. In  carrying  out  the  responsibility 
placed  on  him  by  the  statute  to  establish 
an  appropriate  method  of  fixing  reserve 
milk  prices,  must  decide,  on  the  record 
evidence,  between  a  "product  price  minus 
handling  allowance"  type  of  formula 
unvolving  the  merits  of  the  several 
variations  in  such  formula  as  previously 
described*  and  a  "competitive  pay  price 
series ".  which  involves  selection  of  the 
price  series  most  appropriate  in  the 
circumstances  as  a  "price  mover"  and 
determination  of  the  amount  of  any 
differential  that  the  minimum  level  of 
reserve  milk  prices  under  the  orders 
should  vary  from  the  competitive  pay 
price  level. 

The  present  butter-nonfat  dry  milk 
price  formula  contains  two  yield  factors, 
two  price  series,  and  the  manufacturing 
or  processing  allowance.  Each  affects 
the  resulting  price.  In  the  case  of  a 
well-operated  plant,  using  all  of  its  milk 
in  the  manufacture  of  butter  and  cream- 
ery by-products,  management  should  be 
able  to  ascertain,  with  a  high  degree  of 
accuracy,  yields  of  butter  and  nonfat  dry 
milk  per  hundredweight  of  whole  milk 
In  such  cases  figures  would  be  available 
also  on  the  average  price  received  per 
lK)und  of  each  product  sold  from  the 
plant.  With  cost  accounting  procedures, 
receiving  and  processing  costs  at  such 
a  plant  may  be  determined  with  ac- 
curacy. 

The  accurate  determination  of  such 
data  on  a  market-wide  basis  is  com- 
plicated, however,  by  additional  factors 
affecting  handling  and  operational  costs 
which  are  not.  on  the  basis  of  the  hear- 
ing evidence,  susceptible  of  precise  ap- 
praisal or  mea.surement  for  the  entire 
market.  In  the  New  York-New  Jersey 
market  substantial  proportions  of  the 
producer  milk  received  are  shipped  as 
milk,  skim  milk,  or  cream  from  country- 
located  plants  to  fluid  milk  distributing 
plants  during  the  year.  Volumes  of  milk 
shipped  from  such  country  receiving  sta- 
tions, or  feeder  plants,  to  bottling  plants 
vary  substantially  from  day  to  day  and 
from  plant  to  plant.  The  fact  that  all 
milk  received  at  a  country  receiving  sta- 
tion, or  feeder  plant,  is  not  used  there, 
but  is  moved  elsewhere  for  butter,  cheese, 
or  other  Class  III  use.  necessarily  means 
that  some  allocation  of  cost  between 
handling  for  the  fluid  market  and  han- 
dling for  Class  III  processing  must  be 
made  for  such  plants.  This  problem 
exists  with  respect  to  operations  Involv- 
ing a  large  proportion  of  the  milk  sup- 
ply available  for  Class  III  uses  and  none 
of  the  daU  submitted  to  show  receiving 
and  processing  costs  involved  in  manu- 
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facturlng  operations  in  the  New  Yoric- 
New  Jersey  milkshed  provide  the  basis 
for  a  reasonably  accurate  e4)praisal  or 
reliable  estimate  of  such  cost  allocation. 
Obviously,  all  costs  of  operating  such 
stations  should  not  be  assessed  to  the 
manufacturing  operation  only  some- 
times served. 

Although  the  apparent  difference  in 
processing  costs  between  Minnesota  and 
New  York  plants  as  shown  by  the  two 
studies  cited  previously,  amounts  to  more 
than  50  cents  per  hundredweight  of  milk, 
handlers  subject  to  the  New  York-New 
Jersey  order  have  been  paying  prices  for 
milk  used  in  butter  and  cheese  within 
a  range  of  13  to  20  cents  less  annually 
than  prices  In  Minnesota  for  manufac- 
turing grade  milk  of  the  same  butterfat 
content.  It  is  the  latter  differences  in 
price  that  are  the  center  of  the^  con- 
troversy. If  handlers  subject  to  the  New 
York -New  Jersey  order  experience  proc- 
essing costs  that  are  at  least  2^  times 
greater  than  the  difference  in  the  prices 
of  milk  between  the  regions,  a  logical 
conclusion  would  be  that  from  an  eco- 
nomic standpoint  they  could  not  manu- 
facture butter  with  order  No.  2  milk.  In 
1958,  however,  nearly  605  million  pounds 
of  order  No.  2  milk  were  utilized  in  the 
manufacture  of  butter.  This  amounted 
to  6.0  percent  of  the  total  producer  milk 
classified  under  the  order.  In  1959  and 
1960,  the  amounts  so  used  were  460  mil- 
lion and  897  million  pounds,  respectively, 
or  4.5  and  8.4  percent  of  total  producer 
receipts. 

While  proponents  of  the  product-han- 
dling allowance  tjrpe  of  formula  main- 
tained that  the  processor  must  be  re- 
imbursed for  his  costs,  even  those  who 
suggested  a  reduction  in  the  Class  m 
price  did  not  propose,  and  past  accept- 
ance of  milk  by  handlers  at  the  prices 
prevailing  certainly  denies,  that  the  dif- 
ference in  processing  costs  between  the 
regions,  exceeding  50  cents  per  hundred- 
weight, shown  by  the  studies  would  be 
properly  reflected  In  a  Class  HI  pricing 
formula.  Further,  there  is  wide  dis- 
parity between  the  cost  allowances  con- 
tained in  the  specific  proposals  offered  by 
proponents  of  the  product-handling  al- 
lowance type  of  formula  and  the  cost 
data  provided  by  the  study  covering 
New  York  State  plants.  The  paradoxical 
circumstances  present  create  substanticd 
doubt  that  any  cost  allowance  could  be 
developed  from  the  evidence  that  would 
give  reasonable  assurance  of  providing, 
over  time,  a  fair  value  for  producer  milk 
imder  an  administered  pricing  program. 

The  problem  of  securing  specific  data 
to  properly  determine  the  appropriate 
components  of  the  formula,  and  particu- 
larly the  make  allowance  to  be  reflected, 
is  only  one  shortcoming  of  this  method 
of  pricing  milk  for  manufacturing  pur- 
poses in  the  New  York-New  Jersey  milk- 
shed  under  present  conditions.  Because 
a  wide  variety  of  products  is  included  in 
Class  III  milk,  a  formula  based  only  on 
the  prices  for  butter  and  nonfat  dry 
milk  does  not  accurately  reflect  the  ftill 
value  of  producer  milk  for  all  Class  in 
u.ses.  For  example,  the  value  of  milk  for 
cheese  is  not  reflected  in  the  present 
formula  although  much  cheese  is  pro- 
duced In  the  Northeast,  and  especially 
in  the  New  York-New  Jersey  milkshed. 
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It  would  be  difficult,  indeed,  to  conclude 
that  New  York-New  Jersey  Class  ni 
(butter-nonfat  dry  milk)  formula  fully 
compensated  New  York-New  Jersey  pro- 
ducers last  winter  when  the  market  for 
milk  for  Cheddar  cheese  was  generally 
strong. 

Another  problem  with  the  present  type 
of  Class  m  formula  is  the  lag  in  Its  ad- 
justment to  cost  and  technological 
changes  affecting  the  manufactured 
products  Industry.  Technological 
changes  have  resulted  in  some  significant 
cost  reductions  during  recent  years. 
Changes  which  reduce  costs  of  as- 
sembling, processing,  packaging  or  mer- 
chandising milk  and  milk  products  do 
not  have  automatic,  or  even  necessarily 
prompt,  reflection  in  such  formula. 
Such  changes  are  not  reflected  in  for- 
mula prices  until  order  amendments  are 
made.  With  proper  adherence  to  ad- 
ministrative rules  and  procedures,  rapid 
action  in  this  connection  may  not  be  as- 
sured for  a  particular  market  or  group 
of  markets. 

When  the  Class  ni  price  formula  is 
based  primarily  upon  the  market  price 
(tf  one  of  these  products  (e.g.,  butter) 
minus  a  specified  processing  allowance, 
handlers  under  the  order  are  assured,  re- 
gardless of  current  values  of  producer 
milk  competitively  procured  for  the  sev- 
eral manufactured  product  uses  in  Class 
m,  of  a  predetermined  operating  mar- 
gin. On  the  other  hand,  unregulated 
processors  handling  manufacturing 
grade  milk  pay  a  price  to  dairy  farmers 
to  maintain  milk  supplies  determined 
from  competition  with  other  processors. 
When  sudden  price  changes  occur  in  the 
butter  market,  for  example,  manufac- 
tiu'ers  of  butter,  buying  in  competition 
with  manufacturers  of  other  products 
are  not  necessarily  able  to  effectuate  an 
immediate  offsetting  adjustment  in  pay 
prices  to  their  farmers.  When  prices 
under  the  order  are  based  on  butter 
prices  huidlers,  however,  have  the  bene- 
fit of  an  offsetting  adjustment  automati- 
cally refiected  in  the  price  they  pay  for 
the  milk.  This  is  an  advantage  not 
available  to  manufacturers  purchasing 
unregulated  milk. 

Regardless  of  the  inunedlate  rela- 
tionship of  the  open  market  prices  of 
various  manufactured  products  to  the 
competitive  values  of  raw  milk  at  unreg- 
ulated plants,  regulated  handlers  ob- 
viously are  not  subjected,  under  the  pres- 
ent formula,  to  the  same  pressure  to 
adjust  to  cost  and  technological  changes 
affecting  the  unregulated  portions  of  the 
manufactured  products  industry.  This 
situation  could  be  self-perpetuating  in 
regulated  markets,  such  as  in  the  North- 
east, where  in  the  supply  areas  involved 
there  are  relatively  minor  quantities  of 
imregulated  milk  to  be  manufactured, 
.and  the  prices  of  most  milk  so  utilized 
are  administered  by  public  authority. 
Such  circumstances  make  important,  in 
the  public  interest,  that  the  administered 
price  be  one  which  is  reflective  of  and 
promptly  responsive  to  competitive  con- 
ditions generally  prevailing  in  the  manu- 
factured products  segment  of  the  dairy 
industry.  The  competitive  pay  price 
method  meets  this  requirement. 

Tlie  competitive  pay  price  method  of 
pricing  milk  Is  based  upon  the  premise 
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that  in  the  existing  highly  competitive 
dairy  industry,  concerns  buying  in  com- 
petition tend  to  purchase  milk  from 
farmers  at  prices  commensurate  with  Hie 
ability  of  the  more  efficient  concerns  to 
pay  for  milk.  As  shifts  in  the  relation- 
ship between  finished  product  prices  are 
indicated,  one  group  of  processors  may 
be  able  to  pay  higher  prices  than  others,  fl 
Other  processors  must  meet  or  approxi- 
mate these  prices  or  risk  loss  of  milk 
supply.  If  a  dairy  concern  in  the  im- 
regulated manufactured  products  market 
fails  to  make  the  necessary  adjustments 
in  procurement  competition,  it  will,  in 
time,  be  forced  out  of  business. 

Increasing  labor  and  other  costs  may 
tend  to  reduce  prices  paid  farmers  for 
milk.  The  use  of  new  assembling,  proc- 
essing, packaging  and  marketing  tech- 
niques which  lieduce  plant-operating 
costs,  or  increase  product  returns,  will 
tend,  on  the  other  hand,  to  increase  the 
demand  for  the  farmers'  milk  and  thus 
the  prices  paid  for  such  milk.  These 
upward  and  downward  price  adjiistments 
resulting  from  procurement  competitisn 
are  directly  and  automatically  reflected 
in  reserve  milk  prices  when  based  on 
average  competitive  pay  prices,  thus 
tending,  at  any  given  time,  to  reflect  the 
full  value  of  milk  for  the  basic  manu- 
facturing uses. 

Much  of  the  evidence  presented  at  the 
hearing  on  the  use  of  competitive  pay 
prices  as  the  Class  m  price  formula 
centered  on  the  so-called  "Minnesota- 
Wisconsin  Manufacturing  Grade  Milk- 
Price  Series"  (hereinafter  referred  to  as 
the  "Minnesota -Wisconsin  series") . 
Principal  questions  raised  in  connection 
with  this  price  series  were  whether  the 
Department  would  be  in  position  to  an- 
nounce within  5  days  after  the  end  of  a 
given  month  a  price  which  would  be 
satisfactorily  representative  of  prices 
paid  to  dairy  farmers  by  manufacturing 
plants  in  the  two-state  area,  and  whether 
such  a  series,  even  if  representative  of 
conditions  in  such  states,  would  be  ap- 
propriate for  pricing  milk  under  condi- 
tions prevailing  in  the  New  York-New 
Jersey  milkshed.  Opponents  of  the 
series  contended  that  a  period  of  time 
should  elapse  before  any  such  price  series 
is  employed  in  the  pricing  of  over  7 
billion  pounds  of  milk  per  year,  the  ap- 
proximate amount  of  milk  in  manufac- 
turing uses  under  regulation  in  the 
Northeast,  since  the  series  had  not  yet 
been  published  (at  the  time  of  the  hear- 
ing) and  therefore  had  not  been  subject 
to  appraisal  over  time. 

The  States  of  Minnesota  and  Wiscon- 
sin represent  the  two  large  areas  of  pre- 
dominately "manufacturing  grade"  milk 
in  the  country.  Approximately  50  per- 
cent of  the  total  manufacturing  grade 
milk  sold  off  farms  in  the  UJS.  is  pro- 
duced in  these  two  States.  In  Minne- 
sota about  80  percent  of  the  milk  sold 
off  farms  is  manufacturing  grade  while 
in  Wisconsin  it  amounts  to  65  percent 
of  the  milk  produced.  There  are  ap- 
proximately 900  plants  in  Wisconsin  that 
buy  manufacturing  grade  milk,  and  in 
Minnesota  there  are  about  425  such 
plants.  Competition  among  processors 
for  supplies  of  manufacturing  milk  is 
generally  strong  in  both  States. 
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Starting  In  January  1959  the  Agricul- 
tural Estimates  Division  of  the  Depart- 
ment began  publication  of  a  series  of 
prices   for   manufacturing    grade   milk, 
by  States,  each  month  in  the  Depart- 
ment's regular  publication.  "Agricultural 
Prices'.    At   the   time   of    the   hearing, 
preliminary  estimates  of  prices  paid  in 
each  State  for  a  given  month  were  be- 
ing published  near  the  end  of  the  follow- 
ing  month.     The   prices,   so   published, 
are  not  available  in  time  for  use  in  de- 
termining minimum  class  prices  under 
Federal  orders.     It  is  officially  noticed, 
however,  that  beginninK  with  September 
1961  the  two-SUte  "Minnesota- Wiscon- 
sin series"  has  been  published  on  or  be- 
fore the  5th  day  of  the  month  following 
that  for  which  the  price  is  computed. 
This  series  is  available  for  use  in  pricing 
milk    under    Federal    orders    and    was 
adopted  for   this  purpose   in   the   milk 
order  for  the  Chicago  marketing  area 
(official  notice  taken)  effective  Septem- 
ber 1.  1961. 

Manufacturing  grade  milk  price  in- 
formation for  Wisconsin  and  MinnesoU 
Is  collected  through  the  facilities  of  the 
Federal-State  Crop  Reporting  Office  in 
Madison  and  St.  Paul,  respectively.  This 
information  is  obtained  by  mail  ques- 
tionnaire. Representatives  of  the  Agri- 
cultural Estimates  Division,  although 
not  proponents  of  the  series  for  use  in 
pricing  milk  under  any  of  the  ten  Fed- 
eral orders,  described  on  the  record  a 
new  statistical  technique  which  in  their 
Judgment  as  statisticians  would  result  in 
a  representative  price  estimate  which 
could  be  announced  within  five  days 
after  the  end  of  the  month  for  which 
computed.  Reports  from  200-220  plants 
that  purchase  from  20  to  22  percent  of 
all  manufacturing  milk  in  the  State  of 
Wisconsin  are  available  each  month, 
while  In  Minnesota  reports  covering 
about  70  percent  of  all  producer  sales 
are  similarly  available.  These  prices,  as 
reported  for  the  preceding  month,  serve 
as  the  "benchmark "  for  computing  a 
combined  Minnesota-Wisconsin  average 
price  of  manufacturing  milk  for  the 
"current"  month  (month  for  which  the 
minimiun  class  price  is  computed  > . 

The  price  change  from  the  "bench- 
mark" month  to  the  current  month  is 
then  measured.  This  involves  collecting 
available  current  month  data  from  a 
"sample"  of  about  100  plants  in  the  two- 
State  area.  These  data  include  quanti- 
ties of  milk  being  purchased,  pounds  of 
butterfat  and  total  dollars  paid  for  milk 
delivered  the  first  half  of  such  month. 
For  the  last  half,  to  the  extent  possible. 
Individual  plant  estimates  are  furnished 
by  plant  managers.  On  the  basis  of 
these  data,  current  month  price  and  but- 
terfat test  estimates  are  prepared. 

For  plants  in  each  state  separately, 
prices  and  tests  are  weighted  within  each 
product  group  (butter-nonfat  dry  milk. 
cheese,  evaporated  milk,  etc.)  by  the 
quantities  of  milk  purchased  from  farms 
to  obtain  weighted  averages  by  product 
groups.  This  is  done  both  for  the  cur- 
rent month  and  the  benchmark  month. 

Product  group  averages  are  then 
weighted  by  their  relative  Importance  In 
the  state  total  to  obtain  a  statewide 
average  for  all  milk  of  manufacturing 
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grade.  The  average  prices  and  butter- 
fat  testa  for  the  two  states  are  then  com- 
bined Into, a  weighted  average  price  and 
test  for  the  two-SUte  area. 

Industry  proponents  of  this  particular 
series  of  competitive  pay  prices  were 
satisfied  that  such  techniques  would  re- 
sult in  a  representative  manufacturing 
milk  price  series  for  Minnesota  and  Wis- 
consin plants.  They  maintained  further 
that  purely  local  conditions  are  no  longer 
an  adequate  basis  for  pricing  milk  in 
manufacturing  uses  and  that  inter- 
regional relationships  of  prices,  which 
must  be  recognized,  would  be  recognized 
properly  through  use  of  such  series  for 
reserve  milk  pricing  in  the  Northeastern 
markets. 

It  IS  concluded,  however,  that  although 
the  Minnesota-Wisconsin  series  is  satis- 
factorily representative  of  the  pay  prices 
in  the  two-State  area  and  has  been 
adopted  already  foi  Class  III  pricmg  pur- 
poses under  the  Chicago  milk  order,  it 
should  not  be  used  to  determine  the 
price  of  Cla.s.s  III  milk  in  the  New  York- 
New  Jersey  market  at  the  present  time. 
Although  there  is  no  apparent  reason 
why  it  could  not  be  adapted  to  the 
pricing  of  reserve  milk  in  the  Northeast- 
ern markets  with  equitable  results,  there 
is  no  urgency  which  should  deny  the 
industry  its  request  for  an  opportunity 
to  examine  the  series  in  use  and  to  com- 
pare its  results  with  other  price  series 
and  formulas  which  are  available  for 
pricmg  under  rejfulation. 

The  "U.S.  Average  Manufacturing 
Grade  Milk-Price  Series'  (heremafter 
called  the  "US  average  price'*,  on  the 
other  hand,  has  been  published  contmu- 
ously  smce  1946  by  the  Department  and 
is  a  widely  known  and  accepted  series  of 
competitive  pay  pf'ces.  It  is  published 
by  the  Agricultural  Estimates  Division  in 
•Agricultural  Prices  '  on  a  preliminary 
basis  near  the  end  of  each  month      In 


computing  this  average  price,  separate 
prices  are  first  determined  for  each  of 
the  three  principal  uaea  covered.  I.e.. 
butter-nonfat  dry  milk,  cheese  and 
evaporated  milk.  These  prices  are  then 
volume  weighted  according  to  the  rela- 
tive quantities  of  manufacturing  grade 
milk  going  Into  such  uses.  The  weights 
used  In  1960  were:  Butter.  43  percent; 
American  cheese.  39  percent;  and  evapo- 
rated milk.  18  percent. 

It  is  the  "national  average"  price 
series  which  is  used  In  establishing  the 
parity  equivalent  for  manufacturing  milk 
and  therefore  Is  directly  Involved  In  the 
determination  of  support  prices  for 
dairy  products.  The  use  of  this  series 
in  computing  the  reserve  milk  prices  in 
Uie  Northeastern  markets  should  pro- 
vide, therefore,  a  reasonable  and  equita- 
ble basis  for  determining  appropriate 
monthly  price  changes. 

The  use  of  the  VS.  average  price  as 
the  basis  for  pricing  reserve  milk  In  some 
of  the  fluid  milk  markets  In  the  North- 
eastern area  is  well  established.  It  has 
been  the  basis  for  determining  the  value 
of  producer  milk  for  Class  II  uses  under 
Federal  regulation  in  the  New  EnglaiKl 
markets  regularly  (except  for  two 
months"  since  May  1.  1957.  Between 
1951  and  1957  the  U.S.  average  price 
shared  with  the  "Boston  weighted  aver- 
age cream  price"  In  the  performance  of 
such  price  function. 

In  the  New  England  markets,  the 
annual  level  of  the  Class  II  price.  Includ- 
ing seasonal  adjustments,  averages 
(Simple)  6.4  cents  per  hundredweight 
over  the  U.S.  average  price.  The  US. 
average  price,  the  Minnesota-Wisconsin 
series,  the  Boston  Class  II  prices,  the 
announced  New  York-New  Jersey  Class 
III  prices  and  the  Philadelphia  Class  II 
prices  per  hundredweight  may  be  com- 
pared as  follows  on  a  3.5  percent  butter- 
fat  basis : 
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The  annual  US  average  price  averages 
approximately  8  cents  below  the  Minne- 
sota-Wisconsin series.  The  New  York- 
New  Jersey  annual  average  Class  III 
price,  on  the  other  hand,  was  higher  than 
the  U.S.  average  price  by  one  cent  in 
1956.  by  five  cents  in  1957.  by  three  cents 
in  1958.  and  by  three  cents  In  1959.  In 
1960.  however,  the  U.S.  average  price 
averaged  10  cents  higher  than  the  New 
York-New  Jersey  Class  HI  price  for  the 
year. 

The  Boston  annual  average  Class  II 
price  was  lower  than  the  New  York-New 
Jersey  Class  III  price  by  three  cents  and 
one  cent  In  1956  and  1957.  respectively, 
but  In  1958  and  1959  the  Boston  Class 
II  price  averaged  four  cents  and  five 
cents,  respectively,  over  the  New  York- 
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New  Jersey  Class  III  price.  In  1960.  the 
Boston  Class  II  price  increased  to  a  level 
16  cents  over  the  New  York-New  Jersey 
Class  III  price. 

The  annual  average  Class  II  price  in 
the  Philadelphia  market  was  equal  to 
the  New  York-New  Jersey  Class  III  price 
in  1956  and  1959.  was  higher  in  1957  by 
eight  cents,  and  was  lower  in  1958  and 
1960  by  four  and  ten  cents,  respectively. 
The  Philadelphia  Class  II  price,  like  New 
York-New  Jersey  Class  ni  price,  was 
higher  than  the  U.S.  average  price  dur- 
ing the  period  from  1956  through  1959, 
except  for  1958  when  It  was  one  cent 
lower.  In  1960.  however,  it  declined  to  a 
level  20  cents  below  the  U.S.  average 
price. 


Friday,  January  26,  1962 

During  the  four  years  1956-60  Class 
III  prices  in  the  New  York-New  Jersey 
market  averaged  about  S  cents  over  the 
U.S.  average  prices.  Only  In  1960  did 
the  Class  III  price  fall  substantially  be- 
low U.S.  average  price  plus  the  6.4-cent 
differential  used  in  the  Boston  formula. 

Use  of  the  U.S.  average  price  as  the 
price  mover  will  tend  to  keep  Class  in 
prices  In  consistent  relationship  to  the 
general  level  of  prices  being  paid  to 
fanners  for  manufacturing  milk.  Since 
the  U.S.  average  price  has  been  fairly 
consistently  8  cents  lower  than  the 
Minnesota- Wisconsin  series  on  an  annual 
basis,  the  resulting  New  York-New  Jersey 
Class  ni  prices  in  the  201-210  mile  sone 
should  move  in  reasonable  relationship 
to  prices  in  Minnesota  and  Wisconsin. 

It  is  appropriate,  nevertheless,  to  con- 
tinue seasonality  in  the  pricing  at  reserve 
milk  in  the  New  York-NewJersey  market. 
During  the  late  winter  and  q;>rins 
months  when  relatively  greater  quanti- 
ties of  reserve  milk  are  available  and 
must  be  utilized  in  the  hard  or  storable 
products,  the  Class  in  price  should  be 
such  that  manufacturers  of  storable 
products  share  in  the  utlUzation  of  the 
available  supines.  Manufacturers  of 
butter  and  Cheddar  cheese  should  not 
receive  a  preferential  price,  however, 
with  the  effect  that  much  of  ttie  com- 
petition in  procurement  from  manufac- 
turers of  soft  products  is  mlnlml7«i  or 
eliminated.  The  latter  manufacturers, 
who  provide  a  year-round  outlet  for  re- 
serve milk  should  not  be  disadvantaged 
in  procurement  in  the  months  of  sea- 
sonally heavy  producti(Hi  by  being  re- 
quired to  pay  a  higher  price  than  butter 
and  cheese  manufacturers  during  these 
months. 

More  seasonality  in  the  pricing  of  re- 
serve milk  than  is  contained  in  the  UB. 
average  price  is  needed  in  the  North- 
eastern markets  for  the  added  reason 
that  it  will  encourage  handlers  to  dis- 
pose of  the  maximum  amount'  of  milk 
In  Class  I  uses.  Prices  during  the  fall 
months  should  not  be  so  high  as  to  pro- 
hibit the  necessary  operating  reserves 
of  milk  from  going  into  manufacturlnf 
uses,  but  nevertheless  should  be  at  such 
a  level  that  handlers  will  se^  C^ass  I 
sales  rather  than  to  use  the  milk  in 
manufacturing.  Further,  during  the 
fall  months  of  the  year,  when  the  supply 
of  milk  available  for  manufacturtns  if 
used  to  a  greater  extent  in  the  produc- 
tion of  nonstorable  (soft)  products,  the 
reserve  milk  price  under  the  orders 
should  reflect  also  this  higher-valued 
use. 

During  the  three-year  period  from 
January  1958  through  December  1960. 
the  New  York-New  Jersey  Class  m  price 
(other  than  butter  and  cheese)  devia- 
tion between  the  highest  average 
monthly  price  and  lowest  average 
monthly  price  was  26  cents.  The  month 
with  the  lowest  three-year  average  price 
was  June  with  an  average  price  of  $2.60 
per  hundredweight  Novonber  was  the 
month  with  the  highest  three-year  aver- 
age price  of  $3.06.  If  the  seasonal 
variation  in  the  price  of  milk  for  butter 
and  cheese  is  reflected  in  the  regular 
Class  m  price  (an  additional  14  cents 
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per  ewi.)  it  would  increase  the  season-* 
alktar  of  the  CIms  m  price  to  40  cents. 
A  range  tax  the  Ctass  m  price  of  40  cents 
from  the  month  of  highest  price  to  the 
month  of  lowest  price  compcu-es  with 
the  eurrent  seasonal  range  of  46  cents 
in  the  Boston  Class  n  prices  during  the 
same  three-year  period.  The  monthly 
seasonal  adjustments  to  the  U.S.  aver- 
age price  as  contained  in  the  current 
Boston  Class  n  formula  range  from 
minus  12  cents  during  the  month  of  May 
to  vivm  17  eaata  during  the  months  of 
August,  NoTend>er,  and  December.  To 
bring  monthly  reserve  milk  prices  in 
the  northeastorn  markets  more  nearly 
in  line  with  the  monthly  U.S.  average 
prices  and  the  prices  of  manufacturing 
mUk  in  the  Ifidwest  than  has  been  the 
case  in  the  past,  a  small  reduction  in 
such  ranges  Is  appropriate.  It  is  con- 
cluded that  the  seasonal  adjustments  to 
be  imdled  to  the  monthly  U.S.  average 
prices  (which  result  in  an  annual 
(simple)  average  level  5.4  cents  higher 
than  such  price)  should  be  as  follows: 
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These  seasonal  adjustmmts,  appUed 
to  the  three-year  period  1860  through 
1960,  would  have  resulted  in  a  seasfmsl 
variation  in  prices  averaging  37  eents. 
The  resulting  monthly  prices,  on  the 
three-year  average,  would  have  varied 
from  the  average  of  Minnesota- Wiscon- 
sin prices  by  the  following  ammmts: 


Jan.. 
Feb.. 
Mar_. 

Apr 

May-. 
June. 


•0.00 
-I-.03 

—  .04 

—  .09 

—  .16 
-.14 


July t-f-0.03 


Aug 

Sept 

Oct__._ 

Nov 

Dec 


-f.oa 

.00 
—.01 

.00 
-1-.02 


Jan t-l-O.O 

Feb-1 +«0T 

Mar 00 

Apr —.04 

May —.07 

June —.06 


July S+O.OS 

Aug +.  15 

Sept +.11 

Oct -I-.  11 

Nov +.  11 

Dec- „     -I-.  11 


These  monthly  variations  between  the 
reserve  milk  prices  in  the  Northeast  and 
the  Minnesota- Wisconsin  pay  prices  are 
reasonable  in  view  of  the  grrater  sea- 
sonality of  reserve  milk  availalde  in  the 
northeastern  markets  and  the  need  for 
channeling  milk  to  C^lass  I  uses  when 
needed. 

The  U.S.  average  prices  adjusted  by 
the  monthly  seasonal  adjustments  may 
be  compared  with  the  monthly  Class  in 
prices  which  have  existed  in  the  New 
York-New  Jersey  market.  In  the  f  (blow- 
ing table  are  shown  the  proposed 
monthly  prices  and  the  announced  Class 
in  prices  for  the  three-year  polod  1050 
through  1060,  for  3.5  percent  milk.  f.o.b. 
plants  in  the  201-210  mile  sane. 


1968 

1958 

1900 

Pranoaed 
indiidinc 

mcnti 

N.V.- 
NJ. 
ctaaB 
UI« 

rroposed, 

m  nua 

N.Y.- 

N.J. 

Proposed 

pric«, 

incladlsK 

seasonal 

adjust- 

menta 

N.Y.- 

N.J. 
class 

Propoaed, 

mlniia 

N.Y.- 

NJ. 

Proposed 

price 

Inctaidlnc 

seasonal 

adjoat- 

menti 

N.Y.. 

NJ. 
dasi 

Pranoaed, 

iBliiaa 

N.T.- 

NJ. 

JannATy 

tXll 
X.00 

xm 

X79 
Z76 

xn 
xm 

S.03 

s.<n 

S.08 
3.01 
J.  07 

13.07 
3.07 
3.02 
2.88 
2.70 
Z78 
2.87 
2.81 
3.00 

2.tt3 
2.07 

$0.04 

.02 

-.02 

-.08 

-.04 

-.02 

.05 

.12 

.03 

.OB 

.06 

.10 

$3.00 
3.03 
2.94 
2.87 
2.80 
2.80 
2.W 
3.06 
3.03 
3.08 
3.13 
3.12 

$2.87 
2.87 
2.85 
XS4 
2.82 
2.80 
XVI 
3.00 
3.12 
3.12 
X18 
3.00 

$0.13 

.16 

.00 

.03 

-.02 

.00 

.06 

.05 

-.08 

-.06 

-.06 

.03 

$3.07 
3.12 
8.04 
X97 
X87 
X87 
X(0 

xu 

3.21 

xxt 

3.28 
3.28 

SX98 
X91 
X88 
X$i 
X8> 

xn 
xm 
x»t 
xn 
&ot 

XM 

3.04 

|0l16 

KfbniwT - 

.n 

Mardi 

.16 

^--s— 

.00 
.01 
.06 

July _ 

Aucust. 

.U 

.ao 

.u 

October — 

NovemlMr 

Deormber..... 

.a 
.at 

2.07 

2.M 

.03 

2.W 

X96 

.02 

XOO 

XM 

.16 

I  Does  not  Indirfa  tntter-cbeese  diflerenUal.    Butter^beeae  difforenUal  prices  are  14  eeoU  leaa  Uian  dHS  mi 
diulnf  Uw  moaUia  of  Maitfa  through  June  and  10  opntsle^  during  the  monUis  of  July  and  Deoember  ttirooch  yefaca- 
■ry.   In  l9Bi  ooly.  tto  moath  of  August  also  had  a  l(>«ont  butter-cheese  diflerentiaL 


The  monthly  seasonal  adjustments 
adopted  result  in  Class  m  prices  nearly 
identical  with  the  present  Class  HI 
prices  (other  than  butter  and  cheese) 
during  the  months  of  May  and  June 
over  the  three-year  period.  For  the 
m<mt**s  of  Afffil  and  July,  over  the  same 
period,  the  new  formula  yields  a  level 
of  prices  doeely  rdated  to  prices  under 
the  pieeent  Claas  m  formula. 

During  the  late  summer,  fall  and  win- 
ter months,  the  new  formula  results  in 
prices  which,  on  the  average  during  this 
three-year  period,  exceeded  actual  Class 
m  prices  by  somewhat  greater  amo\mts. 
It  is  during  these  months,  however,  when 
Class  m  milk  should  be  priced  at  a 
somewhat  higher  level  since  it  is  \ised 
BKMtly  In  hii^ier-valued  products  and 
oompetittlve  milk  and  mUk  products  also 
cany  hli^ier  prices.  The  higher  level 
Is  needsd  also  to  encourage  handlers  to 
utUiae  the  milk  In  Class  I  outlets. 

The  Dcwfonnala  will  have  the  greatest 
effect  tax  the  Mew  Yoik-New  Jersey  mar- 


ket upon  the  prices  for  milk  utilind  in 
the  manufacture  of  butter  and  cheese 
during  April  through  July.  During  April, 
May,  and  June  the  price  of  milk  used 
in  butter  and  cheese  will  be  increased 
14  cents  per  hundredweight  and  in  July, 
10  cents  per  hundredweight  plus  any  in- 
creases that  apply  in  connection  with 
regular  Class  m  milk.  Over  the  three- 
year  period  1950-1060,  the  average  in- 
crease in  the  regular  Class  m  price 
would  have  been  April.  $0.01 :  May.  $0.01; 
June,  $0.01;  and  July.  $0.04. 

The  UB.  average  price,  as  so  ad- 
Justed  seasonally,  will  reasonably  reflect 
monthly  changes  in  the  value  of  milk 
for  the  particular  "product  mix"  of  re- 
serve milk  in  the  Northeast. 

While  the  "product  mix"  reflected  in 
the  U.S.  average  price  represents  a  lower- 
valued  "product  mix"  than  that  generally 
prevailing  in  the  Northeast,  such  com- 
petitive pay  price,  which  reflects  the 
value  of  milk  used  in  the  mannfactnre 
of  "hard  products",  will  also  reasonaUy 
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reflect  changes  in  the  value  of  milk  uaed 
in,  or  to  manufacture  products  eompeti- 
tiTe  with,  the  "soft  products"  made  trcm 
manufacturing  milk  In  the  Northeast. 

The  XJB.  average  price  Is  based  to  a 
substantial  degree  on  the  use  of  milk  for 
butter-nonfat  dry  milk  and  cheese. 
This,  however.  Is  a  lower-valued  "prod- 
uct mix"  than  the  "product  mix"  of  the 
Northeastern  markets,  which  consists 
largely  of  Ice  cream,  ice  cream  mix,  cot- 
tage cheese  and  other  "soft  products", 
generally  considered  to  represent  higher- 
valued  outlets.  Manufacturers  of  "soft 
products"  and  handlers  of  cream  in  the 
major  prodxiction  areas  of  Minnesota 
and  Wisconsin  are  in  competition  with 
manufacturers  of  the  "hard  products" 
for  their  milk  supplies.  It  may  not  be 
leasonably  concluded  that  "soft  prod- 
uct" manufacturers  in  either  the  North- 
or  Midwest  can  procure  milk  for 
than  c<Mtnpetitive  "hard  product" 
manufacturers. 

It  Is  butter-nonfat  dry  milk  and  cheese 
that  are  c<»sldered  the  residiial,  or  msur- 
glnal,  uses  of  milk  both  nationally  and  in 
the  Northeast,  into  which  milk  must  find 
a  market  when  the  demands  for  the 
higher-valued  products  have  been  satis- 
fied. As  previously  indicated,  the  U.S. 
average  price  Is  the  basis  for  compuU- 
tkm  of  the  support  prices  for  butter,  non- 
fat dry  milk  and  cheese  as  the  residual 
products  of  milk  nationally. 

In  opposing  competitive  pay  prices  for 
formula  uses.  New  York-New  Jersey 
handlers  nudntalned  that  It  is  the  local 
supply  and  demand  conditions  in  the 
regulated  market  that  are  the  con- 
trolling statutory  factors  in  establishing 
prices  for  Class  III  milk  as  well  as  the 
prices  of  other  classes  under  the  order. 

In  its  decision  in  the  "United  8Utes  v. 
Rock  Royal  Co-operative.  Inc..  et  al." 
case  relating  to  the  New  York  order  and 
the  classified  pricing  plan  provided 
therein  (official  notice  of  which  is  taken) . 
the  Supreme  Court  of  the  United  States 
recognized  that  the  products  made  from 
reserve  milk  in  the  New  York -New  Jersey 
market  not  only  are  affected  by.  but  also 
affect,  the  national  market  for  such 
products: 

"It  Is  generally  recognised  that  the 
chief  cause  of  fluctuating  prices  and  sup- 
plies Is  the  existence  of  a  normal  sur- 
plus which  is  necessary  to  furnish  an 
adequate  amount  for  ^peak  periods  of 
consumption.  This  results  in  an  excess 
of  production  during  the  troughs  of  de- 
mand. As  milk  is  highly  perishable,  a 
fertile  fleld  for  the  growth  of  bacteria, 
and  yet  an  essential  item  of  diet,  it  is 
most  desirable  to  have  an  adequate  pro- 
duction under  close  sanitary  supervision 
to  meet  the  constantly  varjrlng  needs. 
The  sale  of  milk  in  metropolitan  New 
York  is  ringed  around  with  requirements 
of  the  health  departments  to  assure  the 
purity  of  the  supply.  Only  farms  with 
equipment  approved  by  the  health  au- 
thorities of  the  marketing  area  and  oper- 
ated in  accordance  with  their  require- 
ments are  permitted  to  market  their  milk. 
More  than  sixty  thousand  dairies  located 
in  the  states  of  New  York,  Connecticut. 
Massachusetts.  Maryland.  New  Jersey. 
Pennsylvania  and  Vermont  hold  cer- 
tificates of  insi>ection  and  i4>proval  from 
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the  Department  of  Health  of  the  City 
of  New  York.    More  than  five  hundred 
receiving  plants  similarly  scattered  have 
been  approved  for  the  receiving  and  ship- 
ping of  grades  A  and  B  milk.    Since  all 
milk  produced  cannot  find  a  ready  mar- 
ket as  fluid  milk  in  flush  periods,  the 
surplus  must  move  into  cream,  butter, 
cheese,  milk  powder  and  other  more  or 
less  nonperishable  products.    Since  these 
manufacturers  are  in  competition  with 
all  similar  dairy  products,  the  prices  for 
the  milk  absorbed   into  manufacturing 
processes    must    necessarily    meet    the 
competition  of  low -cost  production  areas 
far  removed  from  the  metropolitan  cen- 
ters.   The  market  for  fluid  milk  for  use 
as  a  food  beverage  is  the  most  profltable 
to  the  producer.    Consequently,  all  pro- 
ducers strive  for  the  fluid  milk  market. 
It  is  obvious  that  the  marketing  of  fluid 
milk  in  New  York  has  contacts  at  least 
with  the  entire  national  dairy  industry. 
The  approval  of  dairies  by  the  Depart- 
ment of  Health  of  New  York  City,  as  a 
condition  for  the  sale  of  their  fluid  milk 
in  the  metropolitan  area,  isolates  from 
this  general  competition  a  well  recognized 
segment  of  the  entire  Industry.     Since 
these  producers  are  numerous  enough  to 
keep  up  a  volume  of  fluid  milk  for  New 
York  distribution  beyond  ordinary  re- 
quirements, cut-throat  competition  even 
among  them  would  threaten  the  quality 
and  in  the  end  of  the  quantity  of  fluid 
milk  deemed  suitable  for  New  York  con- 
sumption.   Students  of  the  problem  gen- 
erally have  apparently  recognized  a  fair 
division   among   producers  of  the  fluid 
milk  market  and  utilization  of  the  rest  of 
the  available  supply  in  other  dairy  staples 
as  an  appropriate  method  of  attack  for 
its  solution.     Order  No.  27  was  an  at- 
tempt to  make  effective  such  an  arrange- 
ment under  the  authority  of  the  Agri- 
cultural Marketing  Agreement  Act." 

Concern  was  expressed  also  by  New 
York-New  Jersey  handlers  that  any  in- 
crease in  the  Class  in  price  would  tend 
to  raise  uniform,  or  blended,  prices  to 
producers,  stimulating  a  production  re- 
sponse and  therefore  an  increase  in  the 
quantity  of  milk  to  be  used  in  Class  HI 
products.  It  was  contended  that  reserve 
milk  prices  might  well  be  reduced  some- 
what, rather  than  increased,  in  order  to 
encourage  a  reduction  in  deliveries  of 
milk  by  producers  or  at  least  to  dis- 
courage further  increases  in  deliveries. 

The  percenUge  of  Class  ni  utilization 
is  such  that  for  any  given  change  in  the 
level  of  the  Class  in  prices  a  correspond- 
ing change  in  uniform  prices  of  approxi- 
mately 40  percent  of  the  change  in  the 
Class  m  price  will  resxilt.  The  above 
contention  of  handlers  Is  not  persuasive, 
however,  in  the  present  situation.  Cer- 
tainly it  may  not  be  concluded  that  a 
price  for  milk  for  manufacturing  use 
only  slightly  above  the  national  level 
of  prices  for  ungraded  milk  would  be 
sufficient  to  encourage  an  adequate 
supply  of  high  quality  milk  as  needed  for 
the  New  York-New  Jersey  fluid  market 
An  equitable  price  for  milk  for  manufac- 
ture cannot  be  denied  simply  because 
it  might  result  in  some  increase  in  the 
blended  price,  and  particularly  so  when 
an  outlet  for  any  increased  supply  Is 
available  under  the  price  support  pro- 
gram. 


Further  testimony  was  presented  to 
the  effect  that  Midwestern  milk  produc- 
tion has  generally  contributed  far  more 
to  the  national  milk  surplus  than  has 
Northeastern  milk  production  since  milk 
used  in  manufactured  dairy  products, 
other  than  ice  cream.  In  the  eleven 
Northeast  states  amounts  to  only  5  per- 
cent of  the  toUl  for  the  United  States. 
Prom  this  New  York-New  Jersey  handler 
representatives  argued  that  complete 
discounting  of  the  butter,  cheese  and 
nonfat  dry  milk  produced  in  the  North- 
east would  leave  in  excess  nationally 
an  overwhelming  percentage  of  each  of 
the  svuT)lus  commodities  piirchased  by 
the  Government  for  price  support  pur- 
poses, and  therefore,  that  the  national 
price  level  for  manufactured  milk  prod- 
ucts Is  little  affected  by  the  prevailing 
prices  for  manufacturing  milk  In  the 
Northeastern  markets,  particularly  the 
New  York-New  Jersey  market. 

Under  the  dairy  products  price  support 
program,  the  Federal  government  offers 
to  purchase  butter,  cheese  and  nonfat 
dry  milk  at  specifled  prices.  These  prices 
are  established  at  a  level  which  will  re- 
flect, on  the  nationwide  average,  a  spec- 
ifled percentage  of  parity  to  dairy  farm- 
ers deemed  reasonable  under  national 
pohcy.  The  need  for  this  program  arises 
from  an  excess  of  milk  and  milk  prod- 
ucts produced  in  the  United  States  over 
the  amounts  that  can  be  sold  through 
commercial  outlets  and  still  return  the 
appropriate  percentage  of  parity  prices 
to  farmers.  This  is  a  nationwide  pro- 
gram as  equally  applicable  to  dairy  farm- 
ers of  the  Northeast  as  to  those  In  any 
other  part  of  the  United  States.  Prod- 
ucts such  as  butter,  cheese  and  nonfat 
dry  milk,  purchased  under  the  support 
price  program,  are  produced  In  sizeable 
quantities  in  the  Northeast  and  are  sold 
in  the  national  market  in  direct  competi- 
tion with  similar  products  from  other 
parts  of  the  nation,  particularly  the 
Midwest. 

Government  support  purchases  dxir- 
ing  the  5-year  period  from  1956  through 
I960  amounted  to  only  3.5  percent  (on 
a  milk  equivalent  basis)  of  the  total 
milk  produced  in  the  United  States  dur- 
ing this  period.  (Official  notice  taken 
of  the  November  1961  Issue  of  "The 
Dairy  Situation"  published  by  Economic 
Research  Service,  USD  A.  page  41.) 

This  was  the  average  percentage  of 
the  national  milk  production  In  surplui 
which  indicated  the  need  for  support 
prices  in  order  that  reasonable  prices 
could  be  returned  to  farmers.  Under 
the  support  program.  It  is  immaterial 
where  the  largest  quantities,  or  percent- 
ages, of  dairy  products  are  produced. 
It  is  of  great  signiflcance  to  dairy  farm- 
ers, however,  that  surpluses  of  dairy 
products  do  exist  and  that  these 
surpluses  can  undermine  the  entire 
structure  for  the  milk  used  In  their 
production. 

While  New  York-New  Jersey  handle 
representatives  maintained  that  manu- 
factured products  made  from  Class  III 
milk  under  Order  No.  2  arc  a  relatlvdy 
Insignificant  proportion  of  the  national 
surplus,  and  therefore  do  not  deprea 
prices  to  other  processors  or  to  Midwest- 
em  dairy  farmers,  such  handlers  never- 
theless complained  strongly  concerning 
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competition  In  Ice  cream  mix  from  a 
plant  regulated  under  the  Washington. 
DC,  order  which  sells,  in  terms  of  the 
entire  New  York-New  Jersey  Ice  cream 
market,  a  very  minor  percentage  of  Ice 
cream  mix  in  such  market,  contending 
that  sales  from  this  plant  demoralize 
the  price  structure  for  all  ice  cream  mix 
sales  in  Metropolitan  New  York  and 
Northern  New  Jersey. 

Both  grounds  cannot  be  accepted  as 
proper  basis  for  the  proposition  that 
no  substantial  change  should  be  made 
in  the  New  York -New  Jersey  Class  m 
price  level.  The  national  competition 
in  manufactured  dairy  products  is  not, 
in  our  view,  dissimilar  to  the  kind  of 
competition  in  CHass  m  milk  products 
which  is  foimd  to  prevail  amonc  mar- 
kets In  the  Northeast. 

The  New  York-New  Jersey  handler 
proponents  of  the  continuance  of  the 
butter-nonfat  dry  milk  formula  re- 
quested that  certain  prior  decisions  of 
the  Department  on  Order  No.  2  amend- 
ments be  taken  into  account  as  further 
evidence  supporting  their  proposals  and 
for  densrlng  the  use  of  a  competitive  pay 
price  series  for  pricing  Class  m  milk. 
Official  notice  was  taken  at  the  hearing 
of  all  previous  decisions  and  order 
amendments,  as  they  affected  Class  m 
pricing,  back  to  and  Including  the  deci- 
sion leading  to  the  amendment  of  April  1, 
1949. 

Review  of  these  decisions  has  been 
made,  particularly  with  respect  to  (a) 
level  of  Class  in  prices;  and  (b)  impor- 
tance and  Justification  of  employing  but- 
ter and  nonfat  dry  milk  prices  as  the 
monthly  movers  in  the  Class  m  price 
formula. 

In  several  of  these  previous  decisions, 
it  was  found,  on  the  particular  evidence 
under  review,  that  while  the  prices  paid 
at  unregulated  plants  were  a  rellaUe 
guide  for  determining  the  level  of  the 
Class  m  price,  the  product  prices  (but- 
ter and  nonfat  dry  milk)  were  preferred 
to  reflect  month-to-month  changes  in 
the  value  of  products  made  from  Class 
III  milk,  Or  which  could  be  substituted 
for  producer  milk  in  the  manufacture 
of  certain  CHass  m  products. 

The  value  of  competitive  pay  prica  as 
an  appropriate  method  of  fixing  Class 
,111  prices  under  the  regulation  was  re- 
peatedly recognized,  but  in  the  particu- 
lar cinnmutances  shown  by  the  testi- 
mony, it  was  concluded  In  the  several 
decisions  that  prices  of  pnxhKts  which 
could  be  made  from  Class  m  milk,  or 
substituted  for  it,  should  be  given  pref- 
erence as  th^  basis  of  the  formula.  It 
is  noted,  however,  that  in  the  decision  of 
June  10,  1957,  the  Acting  Secretary  con- 
cluded that,  "Dairy  product  prices  aad 
yield  factors  employed  in  the  Class  III 
formula  are  designed  primarily  to  re- 
flect changes  in  the  market  value  of 
products  made  from  Class  m  milk,  and 
purport  to  constitute  only  an  approxi- 
mation of  the  actual  returns  to  handlers 
from  the  sale  of  products  made  from 
Class  III  milk"  (emphasis  sutH>lled) .  It 
is  clear  from  review  of  past  decisions 
that  although  the  product  price  type  of 
formula  was  retained  In  use.  the  trend 
and  level  of  price  which  It  had  produced. 
or  was  expected  to  produce,  had -been 
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checked  against  the  "reliable  guide"  of 
prices  paid  by  unregulated  plant  opera- 
tors. 

It  is  noted  that  in  most  of  the  deci- 
sions since  1949  relating  to  the  Class  m 
price  formula  in  Order  No.  2  the  Secre- 
tary, in  determining  the.  appropriate 
level  of  the  Class  m  price,  compared  It 
q^edflcally  with  the  U.S.  average  price. 
The  TJS.  average  milk  price  series, 
therefore,  has  been  used  in  the  past 
either  directly  or  indirectly  in  determin- 
ing the  level  of  the  reserve  milk  prices 
for  more  than  85  percent  of  the  producer 
milk  involved  in  this  hearing. 

In  the  present  hearing,  the  evidence 
presented,  taken  In  its  entirety,  repre- 
sentiBd  a  broad,  filmost  nationwide,  view- 
point concerning  the  implications  on  the 
Pftt*""*^*  markets  for  dairy  products 
when  prices  in  the  Northeastern  mar- 
kets for  milk  in  manufacturing  uses  tend 
to  depart  from  the  general  level  and 
trend  of  prices  to  dairy  farmers  generally 
for  milk  in  these  tises.  The  milk  used 
in  manufactured  products  under  these 
orders,  and  particularly  Order  No.  2, 
represents  significant  quantities.  The 
large  urban  areas  of  the  Northeast  rep- 
resent principal  markets  for  manufac- 
tured dairy  products  such  as  butter  and 
cheese  produced  in  other  parts  of  the 
na.Hftn  "nius,  on  the  basls  of  the  evi- 
dence presently  before  the  Secretary,  the 
pricing  of  reserve  milk  to  producers  In 
the  Ndrtbeastem  Federal  order  mar- 
kets Is  no  longer  a  matter  of  local  eco- 
nomic Interest  only  and  therefore  can- 
not be  dealt  with  simply  in  local  terms. 

Issue  No.  2 

There  is  substantial  competition 
among  the  10  regulated  markets  of  the 
Northeast,  both  in  the  procur^nent  of 
milk  supplies  and  in  the  marketing  of 
milk  products  into  vt^ilch  reserve  sup- 
plies of  the  individual  markets  are  man- 
ufactured. 

noidlers  regulated  under  several  New 
i^igia««i  orders  prcx^iure  producer  milk 
in  Eastern  New  York  State  in  competi- 
tion with  handlers  regulated  by  the  New 
York-New  Jersey  order.  Located  In 
Washington  County.  New  York,  for  ex- 
ample, are  plants  regulated  by  the  New 
Tork-New  Jersey,  Greater  Boston,  and 
Connecticut  mUk  orders  which  draw  milk 
from  substantially  a  common  supply 
area.  In  the  past  a  Southeastern  New 
England  pool  handler  also  has  procured 
mUk  In  this  ooon^.  New  York-New 
Jersey  handlers  procure  milk  in  Vermont, 
the  major  supply  area  for  the  Greater 
Boston  market. 

In  Pennsylvania  there  are  five  coun- 
ties In  which  there  are  plants  regulated 
by  the  Philadelphia  and  New  York -New 
Jersey  orders.  Handlers  regulated  by 
the  Philadelphia.  Wilmington,  and  ^ew 
Yortt-New  Jersey  orders  are  In  direct 
procorement  competition  with  Upper 
Chesapeake  Bay  handlers.  Three  New 
Yoik-New  Jersey  pool  plants  which  re- 
ceive nodlk  from  producers  are  located 
in  Maryland  and  Delaware  and  74  such 
plants  are  located  in  Pennsylvania.  Six 
PtiHadelplita  producer  milk  (regulated) 
plants  are  located  in  Maryland  and  Dela- 
ware. Tbe  eastern  shore  of  Maryland, 
all  of  whl^  is  hicluded  In  the  Upper 
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Chesapeake  Bay  marketing  area,  is  part 
of  the  regular  supply  area  for  the  Phil- 
adelphia and  New  York-New  Jersey 
markets  as  well  as  for  the  Upper  Chesa- 
peake Bay  maricet. 

This  results-  In  considerable  overlap- 
ping of  procurement  (milkshed)  areas 
for  the  10  Northeastern  maricets. 

Handlers  regulated  by  the  various 
Northeastern  market  orders  compete  in 
the  distribution  of  most  products  manu- 
factured from  the  markets'  reserve  sup-  ■ 
plies  of  producer  milk,  although  the 
principal  competition  Is  In  the  so-called 
"soft  products"  (principally  cream,  con- 
densed milk,  ice  cream,  ice  cream  mix 
and  cottage  cheese).  The  markets  for 
these  products  are  highly  competitive, 
with  a  considerable  degree  of  overlap- 
ping of  sales  territories  among  markets. 

Products  manufactured  from  New 
York-New  Jersey  pool  milk  in  the  plants 
of  a  New  York-New  Jersey  handler  are 
distributed  from  New  York  City  to 
Florida,  with  added  distribution  there- 
from throughout  the  major  cities  of 
the  Northeast.  These  include  cottage 
cheese,  cream  cheese,  and  yogm^ 

A  manufacturer  of  American-type 
cheese  operates  several  plants  in  New 
York  State  at  which  New  York-New 
Jersey  pool  milk  is  utilized.  The  same 
manufacturer  also  operates  a  plant  in 
Vermont  which  utilizes  Boston  order 
pool  milk.  Cheese  manufactured  at  all 
these  plants  is  marketed  through  a  cen- 
tral distribution  facility  at  Philadelphia 
under  common  brand  both  in  conjimc- 
tion  with,  and  In  competition  with,  other 
cheese  manufactured  from  reserve  milk 
priced  under  Northeastern  orders  and 
cheese  manufactured  in  Midwestern 
states. 

A  principal  Boston  handler  distributes 
manufactured  milk  products  from  its 
Boston-regulated  pUuit  in  New  York 
State  In  direct  competition  with  prod- 
ucts manufactured  from  New  Yoi^-Mew 
Jersey  pool  milk.  Several  New  England 
handlers  regularly  purchase  butteifat 
and  milk  solids  from  New  Yoik-New 
Jersey  pool  plants  for  Class  n  milk  uses. 
Also.  New  England  handlers  somettmea 
depend  on  manufacturing  facilities  in 
New  York  State  as  an  outlet  for  seasonal 
surpluses  of  milk. 

A  manufacturing  milk  plant  at  Laurd. 
Maryland,  regulated  by  the  Washingtcm. 
D.C..  order,  distributes  manufactured 
products  In  MetropoUtan  New  York  and 
New  Jersey  in  direct  competition  with 
New  York-New  Jersey  handlers.  The 
products  distributed  from  this  plant  are 
mainly  for  use  in  the  ice  cream  trade. 

A  New  York-New  Jersey  regulated 
handler  CH?erates  an  imrt«ulated  ice 
cream  plant  at  W<4>um.  Massachusetts, 
in  the  Greater  Boston  marketing  area. 
The  principal  sources  of  butterfat  for 
this  idant  are  New  York-New  Jersey 
order  pool  plants. 

New  York  SUte  planU  are  regular 
sources  of  fluid  cream  (from  Class  m 
milk)  for  both  the  Philadelphia  and 
Boston  markets.  Philadelphia  and  New 
York-New  Jersey  handlers  compete  tor 
sales  In  a  commtm  maricet  for  manufac- 
tured milk  products  in  southeastern 
Pennsylvania  and  in  southern  New 
Jersey. 
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The  record  does  not  indicate  that  local 
or  sUte  regxilatlons  aflecUns  the  quality 
of  the  raw  milk  used  in  manxifactured 
milk  products  in  the  markeU  of   the 
Northeast,  operate  to  reduce  intermar- 
ket  competition  to  any  substantial  de- 
gree.    Some  manufacturers  compete  in 
products  which  have  "national"  markets 
(customarily  supplied  to  a  major  extent 
with    products    made    from    ungraded 
milk).    Insofar  as  health  requirements 
are  concerned  milk  from  other  fluid  mar- 
kets or  processed  milk  products,   such 
as  butter,  condensed  milk,  or  nonfat  dry 
milk  purchased  in  the  open  market,  can 
be   substituted   in   manufacturing   milk 
operations,  such  as  ice  cream  processing. 
Several  regulated  plants  manufactur- 
ing reserve  supplies  of  producer  milk  in 
these  flxild  markets  are  located  in  close 
proximity  to  the  large  population  centers 
of  the  Northeast;  particularly  is  this  true 
of  plants  regulated  by  the  New  England 
and  the  New  York-New  Jersey  orders. 
Also,  the  manufacturing  plant  at  Laarel, 
liaryland,  near  Washington.  D.C..  and 
regulated  by  the  Washington  order,  is  as 
near  to  New  York  City  and  northern  New 
Jersey  as  are  many  manufacturing  plants 
regulated  by  the  New  York-New  Jersey 
order. 

The  marketing  problons  which  result 
when  reserve  milk  prices  in  these  fluid 
markets  are  out  of  line  were  clearly  il- 
lustrated.   In  late  1960  and  early  1961  an 
unusually  strong  "national"  market  for 
Cheddar  cheese  increased  the  U.S.  aver- 
age prices,   and  consequently   Class   n 
prices  In  New  England  in  relation  to  re- 
serve milk  prices  In  other  Northeastern 
markets  which  employ  formulas  based  on 
the  market  prices  for  butter  or  cream  and 
nonfat  dry  milk  in  pricing  reserve  milk. 
During  this  period  New  York-New  Jer- 
sey handlers  were  successful  in  obtaining 
outlets   in  New   England   for   Class  in 
products,  particularly  fluid  cream  and  ice 
cream,  which  had  previously  been  sup- 
plied by  New  England  handlers.    During 
this  period  also,  competition  from  New 
York-New  Jersey  handlers   resulted  in 
substantial    price    reductions    on    such 
products  in  New  England  markets  and 
placed  New  England  regulated  handlers, 
accounting  for  milk  at  the  Class  n  price 
under  their  respective  orders,  at  a  serious 
competitive  disadvantage  in  the  market- 
ing of  manufactured  dairy  products  in 
their  local  markets. 

At  other  times,  particularly  in  the 
months  of  flviSh  production,  when  New 
England  Class  n  prices  have  been  sea- 
sonally low  In  relation  to  the  New  York- 
New  Jersey  Class  in  price,  a  reverse 
competitive  condition  exists.  Also.  New 
York  manufacturers  sometimes  turn  at 
such  times  to  sources  in  New  England 
for  manufacturing  milk.  A  New  York 
manufacturer  testified  that  in  the  spring 
months  of  the  year.  New  England  coop- 
peratives  are  an  important  source  of 
cream  for  his  cream  cheese  plant  in 
Upper  New  York  State.  Use  of  New 
England  cream  in  New  York  manufac- 
turing plants  in  these  circumstances 
tends,  of  course,  to  force  New  York-New 
Jersey  order  producer  milk  into  the 
lowest-valued  butter  and  cheese  uses, 
thereby  reducing  returns  to  New  York- 
New  Jersey  producers. 
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Under  these  conditions  the  orderly 
marketing  of  reserve  supplies  of  pro- 
ducer milk  calls  for  close  alignment 
of  surplus  prices  in  the  Northeastern 
regulated  markets.  Except  for  repre- 
sentatives of  the  Philadelphia  handler 
association,  all  interested  parties  who 
presented  testimony  at  the  hearing,  sup- 
ported a  high  degree  of  uniformity 
among  reserve  milk  prices  under  the  10 
Northeastern  orders. 

Because  of  the  varying  distances  of 
major  locations  of  procurement  competi- 
tion to  the  basing  points  in  the  respec- 
tive marketing  areas,  and  because  of 
somewhat  different  transportation  rates 
per  mileage  zone  contained  in  the  orders, 
an  identical  price  for  each  location  in 
each  milkshed  in  respect  of  the  basing 
point  at  which  the  price  is  announced 
may  not  be  achieved  for  each  of  the 
markets.  This,  however,  is  not  as  sig- 
nificant as  achieving  at  this  time  rela- 
tively close  alignment  of  prices  at  the 
principal  locations  of  procurement  com- 
petition. 

The  New  York-New  Jersey  market 
represents  the  largest  market  in  the 
Northeast.  Also,  the  New  York-New 
Jersey  market  Is  the  only  market  which 
Is  in  direct  competition  for  supplies  with 
nearly  all  of  the  9  other  markets  under 
consideration.  The  alignment  of  reserve 
milk  prices  under  the  five  New  England 
orders,  the  Philadelphia  and  Wilmington 
orders,  and  the  Upper  Chesapeake  Bay 
and  Washington  orders  should  be  fixed, 
therefore,  in  relation  to  Class  ni  prices 
under  the  New  York-New  Jersey  order. 
Class  HI  prices  under  the  New  Yprk- 
New  Jersey  order  sire  announced,  on  the 
basis  of  milk  of  3.5  percent  butterfat 
content,  at  plants  located  in  the  201-210 
mile  zone.  Class  n  prices  for  the  Boston 
order  also  are  announced  for  plants  lo- 
cated in  the  201-210  mile  zone,  but  on 
3.7  percent  butterfat  basis.  These  are 
the  markets  with  the  largest  volumes  of 
reserve  milk  for  manufacture.  The  re- 
.spective  Class  in  and  Class  n  prices 
under  these  orders  should  be  similar  at 
such  location  when  adjusted  to  a  com- 
mon butterfat  test. 

The  Class  n  prices  under  the  four 
other  New  England  orders  i  Connecticut, 
Southeastern  New  England,  Springfield, 
and  Worcester)  presently  are  announced 
f.o.b.  either  city  plants  or  other  basing 
points  in  the  respective  marketing  areas. 
The  announced  Class  n  price  under  each 
of  these  orders  is  the  Boston  Class  II 
price  plus  5.8  cents.  Practically  all  the 
manufacturing  facilities  associated  with 
these  four  orders  are  located  within  their 
marketing  areas.  The  current  align- 
ment of  prices  among  these  orders,  and 
between  these  orders  and  the  Boston  or- 
der, have  not  resulted  In  disruptive  mar- 
keting conditions  and  no  reason  was 
presented  to  alter  this  relationship. 

The  .  transportation  differential  for 
Class  II  milk  under  the  Connecticut. 
Southeastern  New  England.  Springfield, 
and  Worcester  orders  (specified  in  the 
orders  as  "zone  price  differentisds  * )  re- 
duces the  Class  n  prices  under  those 
orders  7  cents  per  hundredweight  for 
plants  located  in  the  201-210  mUe  zone. 
This  compares  with  an  8-cent  differential 


for  such  disUnce  in  the  New  York-New 
Jersey  market.  A  plant  regulated  under 
the  Connecticut  order  and  In  the  121- 
130  mile  zone,  but  also  so  located  that 
if  it  were  subject  to  the  New  York-New 
Jersey  order  it  would  be  in  the  126-130 
mile  zone,  would  have  a  1.7  cents  lower 
Class  n  price  under  the  Connecticut 
order  than  it  would  have  Class  HI  price 
if  the  plant  were  regulated  by  the  New 
York-New  Jersey  order. 

The  major  handler  association  in  the 
Philadelphia  market  maintained  that 
Class  II  prices  under  the  Philadelphia 
order  should  not  be  aligned  necessarily 
with  Class  ni  prices  under  the  New 
York-New  Jersey  order  and  contended 
that  local  marketing  conditions  in  Phila- 
delphia dictate  a  different  price  struc- 
ture. It  was  argued  that  Philadelphia 
is  essentiaUy  a  fluid  milk  market,  with 
Class  I  sales  amoxmting  to  74  to  76  per- 
cent of  producer  receipts  each  year  from 
1949  through  1959.  Because  of  this  high 
Class  I  utilization,  they  contended  that 
the  seasonality  of  available  Class  n  milk 
in  the  market  is  high.  Increasing  the  cost 
of  manufacture  under  order  No.  4. 

The  price  relationship  between  the 
New  York-New  Jersey  Federal  order  and 
the  Philadelphia  Federal  order  has 
varied  by  amounts  up  to  10  cents  per 
hundredweight  from  year  to  year.  The 
five-year  average  price  (1956-1960)  of 
Class  n  milk  under  the  Philadelphia 
order,  however,  was  less  than  the  New 
York-New  Jersey  Class  m  price  by  only 
1 .5  cents  per  hundredweight.  Over  time, 
therefore,  annual  price  differences  be- 
tween these  orders  have  tended  to 
balance  out  so  that  the  long-term  dif- 
ferences have  been  small. 

There  are  five  counties  in  Southeast- 
ern Pennsylvania  (i.e..  Chester,  Berks, 
Cumberlarul,  Franklin,  and  York),  in 
which  there  are  both  Philadelphia  and 
New  York-New  Jersey  pool  plants. 
These  plants  are  located  mainly  in  the 
70.1-140  mile  zone  as  set  forth  in  the 
Philadelphia  order.  The  plants  in  this 
area  subject  to  the  New  York-New  Jersey 
order  are  located  in  the  151-170  mile 
zone  from  the  basing  point  in  the  New 
York-New  Jersey  marketing  area. 

Philadelphia  price  announcements  are 
issued  by  the  market  administrator  fob. 
plants  in  the  marketing  area  for  3.7  per- 
cent milk.  The  applicable  location  dif- 
ferential to  handlers  on  Class  n  milk  in 
the  70.1-140  mile  zone  is  a  minus  6  cents. 
The  comparable  price  under  the  New 
York-New  Jersey  order  at  plants  in  the 
151-170  mile  zone  is  the  Class  m  price 
in  the  201-210  mile  zone,  plus  two  cents. 
To  continue  the  close  price  alignment 
between  these  markets  the  price  for  Claai 
n  milk  under  order  No.  4.  as  announced 
f.o.b.  plants  in  the  marketing  area,  for 
37  percent  milk  should  be  the  order  No. 
2  Class  ni  price  as  announced  for  plants 
in  the  201-210  mile  zone  for  3.5  percent 
milk  (adjusted  to  a  3.7  percent  basis), 
plus  eight  cents. 

The  announced  Class  n  prices  for  the 
adjacent  Wilmington  market  are  iden- 
tical with  the  announced  Class  n  prices 
under  the  Philadelphia  order.  Appro- 
priate changes  made  herein  would  main- 
tain that  same  relationship  on  the  find- 
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ii\gs  previously  made  in  this  decision  as 
to  the  need  for  aligning  all  the  markets 
of  the  Northeast. 

There  are  three  order  No.  2  plants 
located  in  the  maiiceting  area  of  tlie 
Upper  Chesapeake  Bay  order.  These 
plants  are  located  in  the  151-170  mile 
zone  from  the  basing  point  in  the  New 
York-New  Jersey  marketing  area.  This 
mileage  zone  has  a  transportation  dif- 
ferential on  Class  m  milk  of  plus  two 
cents  over  the  201-210  mile  zc^ne  price. 
It  is  appropriate,  therefore,  that  the 
Class  n  price  under  the  Upper  Chesa- 
peake Bay  order  be  set  at  two  cents 
over  the  Class  m  price  for  3.6  percent 
milk  in  the  201-210  mile  zone  under  the 
New  York-New  Jersey  order. 

The  Class  n  price  formula  effective  in 
the  Upper  Chesapeake  Bay  order  (alao 
effective  in  the  Washington,  D.C.,  order) 
yielded  Class  n  prices  which,  on  the  an- 
nual average  In  1960,  were  two  cents  per 
hundredweight  more  than  the  New  York- 
New  Jersey  Class  m  prices  in  the  201- 
210  mile  zone. 

Thus,  it  is  reasonable  that  the  Class 
n  price  level  for  the  Upper  Chesapeake 
Bay  market  continue  in  about  the  same 
relationship  to  New  York-Nefw  Jersey 
Class  m  prices  as  in  the  past.  In  view 
of  the  direct  and  close  competition  in 
procurement  between  the  Upper  Chesa- 
peake Bay  market  tuyi  the  Washington. 
DC,  market,  and  the  absence  of  indi- 
cation in  the  record  that  the  past  price 
relationship  between  such  adjaeent  mar- 
kets has  caused  procurement  or  market- 
ing difficulties,  the  same  price  formula 
should  be  adopted  also  for  the  Washing- 
ton, D.C.,  market. 

While  a  close  alignment  of  prices 
among  the  10  markets  is  appropriate,  it 
is  recognized  that  minor  price  differences 
among  the  markets  will  continue  because 
of  the  varying  location  adjustment,  or 
transportation,  rates  contained  in  the 
respective  orders  (the  Upper  Chesa- 
peake Bay  and  Washington.  D.C.,  orders 
do  not  provide  for  any  plant  location 
adjustment  for  Class  n  milk).  Align- 
ment within  the  limits  provided  by  the 
evidence  represents  a  substantial  nar- 
rowing of  past  price  differences  among 
the  markets,  however,  and  will  tend  to 
promote  the  orderly  marketing  of  milk. 
It  would  not  be  reasonable  to  delay  the 
action  proposed  on  the  basis  that  minor 
differences  resulting  from  variations  in 
location  adjustments,  which  were  not 
under  consideration  at  the  hearing, 
would  disrupt  orderly  marketing. 

In  the  interest  of  maintaining  the 
closest  possible  alignment  of  reserve  milk 
prices  In  the  10  Northeastern  markets, 
the  attached  amendments  have  deleted 
all  references  to  "cream  prices"  in  the 
computation  of  Class  n  prices  under  the 
five  New  England  orders  and  the  Phila- 
delphia, Wilmington,  Upper  Chesapeake 
Bay  and  Washington  orders. 

The  U.S.  average  price  is  reported  on 
the  basis  of  the  average  buttorfat  eon- 
tent  of  the  milk  covered.  This  butterfat 
test  varies  from  month  to  month.  Since 
the  class  prices  under  Federal  orders  are 
Announced  on  a  specified  percentage  of 
butterfat  content,  the  U.S.  average  price 
should  be  adjusted  to  that  butterfat  test 
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oa  which  the  iHice  is  announced  in  the 
parieular  market. 

Prices  under  order  No.  2  are  based 
upon  milk  rtmtaintng  3.5  percoit  butter- 
tet  content.  The  method  to  be  used  in 
conTerting  the  UB.  average  price  to  a  3.5 
poxent  basis  should  be  as  follows :  Sub- 
tract for  each  one-tenth  of  one  percent 
of  average  iMitkerfat  content  above  3.5 
percent,  or  add  for  each  one-tenth  of  one 
percent  of  average  butterfat  content  be- 
low 3.5  percent,  an  amount  per  hundred- 
weight which  shall  be  calculated  by  the 
market  administrator  by  multiplying  by 
0.13S  the  average  of  the  daily  prices, 
using  the  midpoint  of  any  range  as  one 
ivice.  for  Grade  A  (92-score)  butter  at 
wholesale  in  the  New  Yoric  market  as 
mwrted  for  the  period  between  the  16th 
day  of  the  preceding  month  and  the 
15th  day.  industve.  ot  the  current  month 
by  the  Departmmt  of  Agriciilture. 

A  simUar  method  should  be  used  in 
converting  the  UJ3.  average  price  as  ap- 
plied to  the  nine  other  Federal  orders 
involved.  In  those  markets,  which  base 
their  announced  inices  on  3.7  percent 
butterfat.  "3.7"  should  be  used  in  the 
above  method  of  computation  in  lieu  of 
"3.5". 

The  butterfat  differentials  used  in 
adjusting  the  ibices  ot  reserve  milk  vary 
consideraMy  among  the  10  markets.  For 
example,  the  Boston,  Springfield  and 
Worcester  Federal  orders  provided  for  an 
annual  average  butterfat  differential  of 
7.5  cents  per  point  Mo  percent  of  butter- 
fat) in  19M.  The  New  York-New  Jersey 
butterfat  dUfarmtial  was  7.1  cents,  and 
the  Ftiiladdphla  and  Wilmington  butter- 
fat differentials  averaged  7.0  cents,  per 
point  for  the  same  srear.  Between  such 
three  New  England  orders  and  the 
Philadelphia  and  Wilmington  orders 
there  was  a  difference  of  0.5  cent  per 
point.  In  1959.  the  difference  between 
the  hidi  and  the  low  annual  average 
butterfat  differentials  in  such  markets 
was  0.6  cent,  and  in  1960  it  was  0.7  cent. 

The  monthly  variations  among  the 
orders  have  beoi  greater  than  the  yearly 
average  diffexvnces.  For  February  1961, 
the  month  in  ^lAiich  the  largest  variation 
occurred,  the  Connecticut  butterfat 
differential  was  8.0  cents  per  point  while 
the  butterfat  differential  imder  each  of 
the  PhUaddphia,  Ut)per  Chesapeake 
Bay.  Washington.  D.C..  and  Wilmington 
orders  smountwl  to  6.8  cents,  a  difference 
of  1.2  coits  per  point. 

Establishing  uniformity  In  butterfat 
differentials  on  milk  for  manufacturing 
uses  in  FMoml  order  markets  in  the 
Northeast  sJso  will  assist  in  minimizing 
differences  in  prices  to  handlers  imder 
the  different  orders. 

It  wHl  assist  also  in  future  comparisons 
of  class  prices  among  the  markets,  re- 
ducing confusion  as  to  the  proper  basis 
for  sudi  coouNulsons.  Today,  price 
comparisons  may  vary  depending  upon 
which  butterfat  differentials  are  used  in 
adjusting  Individual  market  prices  to 
a  ^ffmnnn  buttcrfat  test.  Prices  com- 
pared may  vary  by  as  much  as  one  or 
two  cents  per  htmdredwelght  depending 
upon  the  particular  butterfat  differen- 
tials used.  An  example  of  this  is  that 
for  Itay  and  ^une  1060.  conversion  of 
the  Boston  Class  n  prices  from  3.7  per- 
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cent  to  3.5  percent  by  use  of  the  Boston 
butterfat  differential  results  in  Boston 
Class  n  prices  lower  than  the  New  Toiic- 
New  Jersey  Class  IQ  unices  iliaj — Bos- 
ton $2,822,  New  York-New  Jersey  $2.83; 
June— Boston  $2,814.  New  York-New 
Jersey  $2.82).  If,  however.  New  Ywk- 
New  Jersey  Class  in  prices  are  converted 
frmn  a  3.5  percent  basis  to  3.7  percent, 
using  the  New  York-New  Jersey  butter- 
fat differential,  the  Bo6t<»i  Class  n 
prices  exceed  the  New  York-New  Jersey 
Class  in  prices  for  such  months  (May — 
Boston  $2.97.  New  York-New  Jersey 
%2J9e6;  June— Boston  $2.96,  New  York- 
New  Jersey  $2,954).  Although  the  dif- 
ferences in  the  prices  arrived  at  by  the 
two  methods  are  relatively  small  in  this 
example,  such  comparisons  were  used  in 
the  testimony  to  reach  divergent  conclu- 
sions. 

For  the  purpose,  therefcnre.  of  obtain- 
ing the  best  pcMssible  alignment  oi  reserve 
milk  prices,  it  is  concluded  that  the  Class 
in  butterfat  differential  \mder  the  New 
York-New  Jersey  order  and  the  Class  n 
butterfat  differentials  under  the  Phila- 
delphia. Pennsylvania,  Upper  Chesa- 
peake Bay.  Wilmington.  Delaware,  and 
Washingtcm.  D.C..  orders  should  be  com- 
puted in  the  same  manner  as  the  pro- 
ducer butterfat  differential  ccmtained  in 
the  Boston.  Southeastern  New  England, 
^ringfleld,  and  Worcester  orders.  Such 
differential  is  within  the  range  oi  dif- 
ferentials curroitly  in  effect  in  the  10 
markets.  This  is  also  the  same  butterfat 
differential  used  to  convert  the  UJ3.  av- 
erage price  to  a  3.5  precent  butterfat 
basis  under  the  re^;>ective  orders. 

The  time  period  used  in  ccnnputing  the 
average  of  the  daily  prices  for  Grade  A 
(92-score)  butter  at  whcdesale,  under  the 
New  York-New  Jersey,  Phlladdphia. 
Wilmington.  Upper  Chesapeake  Bay.  and 
Washington  orders  has  been  changed 
from  a  monthly  basis  to  "the  period  be- 
tween the  16th  day  of  the  preceding 
month  to  the  15th  day,  inclusive,  of  the 
current  month".  This  conforming 
change  is  desirable  to  make  the  butterfat 
differentials  for  reserve  milk  imder  all 
10  of  the  orders  the  same. 

A  further  conforming  change  is  neces- 
sary to  insure  that  the  butterfat  differ- 
ential provision  of  the  Connecticut  order 
will  be  aligned  with  those  in  the  other 
markets.  The  Connecticut  order,  like 
the  four  other  New  England  orders,  does 
not  contain  butterfat  differentials  for 
the  separate  classes  of  milk  as  such  but 
provides  f(x-  a  single  (producer)  butter- 
fat differential  which,  in  ^ect.  is  ap- 
plicable to  each  of  the  classes.  Unlike 
the  other  New  England  markets,  how- 
ever, the  present  Connecticut  producer 
butteriat  differential  is  rounded  to  the 
nearest  cent  rather  than  to  the  nearest 
tenth  of  a  cent.  In  order  to  make  all 
butterfat  differentials  affecting  the  value 
of  reserve  milk  identical,  the  Connecticut 
butterfat  differential  would  be  rounded 
to  the  nearest  one-tenth  of  a  coit  rather 
than  to  the  nearest  full  cent.  This  is  ap- 
propriate since  the  difference  in  such 
"rounding"  methods  could  result  in  a 
possible  maximum  difference,  up  or 
down,  of  0.5  of  a  cent  per  point  of  b^itter- 
fat  (5  cents  per  pound  of  butterfat) 
changing  the  relative  butterfat  and  skim 
milk  values  In  producer  milk  by  as  much 
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as  2.5  cents  per  hundredweight  of  the 
fWm  milk  portion  of  the  producer  millc 
When  the  butterlat  content  varies  6 
points  from  the  standard.  Such  change 
thus  will  place  the  Connecticut  market 
on  equal  terms  with  the  other  markets 
in  the  month-to-month  disposition  of  re- 
serve milk.  Over  time  there  should  be 
little  dllTerence  in  the  average  butterfat 
dllTerentlal  value  resulting  from  the  two 
methods  of  rounding. 

The  provisions  of  the  Springfield  and 
Worcester,  Massachusetts,  orders  regard- 
ing Class  n  prices  and  butterfat  differen- 
tials do  not  contain  specific  formula 
langxiage,  but  instead,  refer  to  the  ap- 
propriate provisions  of  the  Boston  order 
since  the  formula  language  would  be 
idenUcal  with  that  of  the  Boston  market. 
It  is  not  necessary,  therefore,  to  amend 
these  two  orders  as  a  resxilt  of  this  hear- 
ing. The  new  formula,  however,  carries 
to  these  orders  on  the  basis  of  their  pres- 
ent relationship  to  the  Boston  order. 

ISST7K  No.  3 

It  Is  concluded  that  the  proposed  sepa- 
rate pricing  of  "excess"  surplus  milk 
utilized  in  manufactured  dairy  products 
by  or  for  the  account  of  an  "Incorporated 
marketing  agency"  of  producer  coopera- 
tive associations,  and  sold  to  the  Com- 
modity Credit  Corporation  under  the  na- 
tional price  support  program,  should  not 
be  adopted. 

Three  of  the  major  producer  groups 
operating  primarily  in  the  New  York- 
New  Jersey  market  submitted  a  proposal 
for  the  separate  pricing  of  milk  mar- 
keted imder  the  following  conditions: 

( 1 )  The  handler  has  refused  to  receive 
milk  because  he  is  unwilling  to  account 
for  it  at  the  minimum  prices  under  the 
order ; 

(2)  The  milk  has  been  marketed  by  or 
for  the  account  of  an  incorporated  mar- 
keting agency  formed,  controlled  and  op- 
erated by  cooperatives,  either  qualified 
for  cooperative  payments  under  the  New 
York-New  Jersey  order  or  qualified  for 
marketing  services  under  one  of  the  other 
Northeastern  orders  (at  the  hearing,  this 
was  mo^fied  to  include  cooperatives 
qualified  under  the  orders  for  voting  pur- 
poses) :  and 

(3)  The  milk  is  marketed  for  such 
agency  under  the  Government  price  sup- 
port program  for  dairy  products. 

Such  milk  was  described  by  proponents 
as  "excess"  surplus  milk  and  is  so  termed 
for  the  discussion  herein. 

The  classlficatiorr  price  for  the  pro- 
ducer milk,  so  marketed,  woiild  be  com- 
puted at  the  net  price  received  by  the 
agency  after  djsduction  of  its  expenses. 
The  general  objectives  of  such  pro- 
posals, as  stated  by  proponents,  are:  (1> 
to  clear  the  market  of  all  "excess"  sur- 
plus by  utilizing  the  product  outlets  of 
the  national  dairy  price  support  pro- 
gram. 12)  to  obtain  higher  returns  for 
milk  In  other  Class  III  uses,  and  (3>  to 
improve  the  bargaining  position  of  the 
cooperative  associations. 

Although  the  general  objectives  apply 
to  all  the  proposals,  the  method  or  ap- 
proach differed.  Proponents  of  proposals 
3  and  5  in  the  notice  would  provide  only 
for  enabling  language  in  the  orders  to 
establish  and  operate  such  a  marketing 
agency.     Proposal  3  would  apply  to  all 
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the  Northeastern  Federal  milk  orders 
and  complementary  New  York  and  New 
Jersey  State  orders.  Proposal  5  would 
apply  to  all  the  Northeastern  Federal 
milk  orders,  companion  New  York  and 
New  Jersey  State  orders,  and  other 
Northeastern  state  milk  orders  as  well. 
Proposal  14  would  limit  the  agency's  op- 
eration to  the  New  York -New  Jersey 
market  and  it  also  specifies  more  detailed 
operating  conditions  which  such  an 
agency  would  be  required  to  meet. 

In  order  to  achieve  the  general  ob- 
jectives outlined,  an  additional  use- 
category  without  a  specific  price  or  price 
formula  is  proposed  for  the  disposition 
of  producer  milk  under  the  above - 
described  conditions.  The  marketing 
agency  would  market  the  excess  surplus 
milk  and  would  compute  a  "net"  price 
after  processing,  and  handling  costs  are 
deducted.  Such  net  price  would  be  used 
each  month  in  computing  the  pool  obli- 
gation on  such  milk.  By  being  marketed 
in  this  manner  it  was  contended  that 
the  milk  would  be  Insulated  from  com- 
petition with  milk  marketed  In  normal 
commercial  channels. 

The  marketing  agency  proposals  were 
prompted  by  certain  other  proposals 
which  would  change  the  basis  and  level 
of  pricing  surplus  milk  in  the  New  York- 
New  Jersey  and  other  Northeastern  Fed- 
eral order  markets.  It  was  contended 
that  if  Class  in  milk  prices  under  Order 
No.  2  are  to  be  increased,  there  Is  need 
to  provide  additional  mechanics  for  the 
disposal  of  both  "tail-end"  quantities  of 
surplus  milk  which  handlers  do  not  ac- 
cept and  of  such  increased  quantities  of 
milk  as  might  be  induced  by  a  higher 
Class  in  price  level  which  might  not  be 
wanted  by  proprietary  handlers.  It  was 
the  position  of  proponents  of  proposals 
3  and  5  that  the  expense  associated  with 
a  "guaranteed"  alternative  market  for 
excess  svurplus  milk  should  be  shared  by 
producers  of  all  regulated  markets  in 
the  Northeast  region. 

Proponents  generally  envisage  a  mar- 
ketiixg  agency  establi^ed  and  incorpo- 
rated by  those  cooperative  associations 
which  meet  any  of  the  following  condi- 
tions: are  qualified  for  "cooperative  pay- 
ments" under  Order  No.  2,  are  qualified 
to  receive  deductions  from  monies  due 
producer  members  as  provided  by  the 
marketing  services  provisions  contained 
in  the  other  Federal  milk  orders  of  the 
Northeast  where  such  provisions  are  ef- 
fective, or  meet  the  requiremente  of  the 
•  Capper -Volstead  '  Act.  I 

As  described  by  proponents,  the  K>r- 
ganizational  structure  of  the  marketing 
agency  would  be  determined  entirely  by 
the  participating  cooperatives.  Each 
participating  cooperative  would  be  rep- 
resented on  the  governing  board  of  the 
agency  as  a  matter  of  right  Voting  rep- 
resentation of  the  participating  coopera- 
tives on  the  board  would  be  left  to  the 
by-laws  adopted  by  the  agency.  It  was 
the  expressed  intent,  particularly  as  to 
proposals  3  and  5,  to  keep  the  Jurisdic- 
tional powers  of  the  Secretary  at  a  mini- 
mum in  the  formation  and  operations  of 
the  agency. 

"The  cooperative  marketing  agency 
would  establish  an  office  apart  from 
those  of  participating  cooperatives.  The 
agency,  in  disposing   of  excess-surplus 


milk,  presumably  would  guarantee  an 
"alternative"  market  for  producers. 
However,  at  least  one  proponent  testified 
that  a  cooperative  marketing  agency  of 
this  kind  should  not  be  required  to  ac- 
cept all  the  milk  referred  to  it. 

Handlers  who  are  unwilling  to  account 
for  a  quantity  of  Class  HI  milk  at  the 
minimum  (formula)  Class  III  price  es- 
tablished by  the  order  could  utilize  the 
agency  to  market  such  milk.    In  prac- 
tice, a  handler  would  notify  the  coopera- 
tive marketing  agency  in  advance  that 
certain  milk  is  not  wanted.   The  coopera- 
tive marketing  agency  would  negotiate 
with  the  handler  to  process  the  milk,  or 
would  arrange  for  its  delivery  to  another 
plant  for  processing.     In  the  first  in- 
stance, the  cooperative  marketing  agency 
and  the  handler  would  negotiate  a  han- 
dling allowance  to  the  handler  for  serv- 
ices   performed    in    receiving,    weighing 
and   testing  the  milk.     Certain  of   the 
proponents  would  limit  this  allowance  to 
not  more  than  17  cents  per  hxmdred- 
weight  of  milk.    To  the  extent  that  this 
amount  would  be  insufficient  to  cover  the 
actual  cost  of  these  services  at  a  particu- 
lar plant,  such  plant  would  make  a  con- 
tribution to  the  cost  of  the  "rescue"  op- 
eration  performed    by   the   cooperative 
marketing  agency.     Another  proponent 
would  limit  the  handling  allowance  to 
the  actual  costs  Involved  plus  6  percent, 
or  n  cents  per  hundredweight,  which- 
ever is  less.    Any  plant  accepting  milk 
from  the  cooperative  marketing  agency 
would  contract  to  take  it  for  a  stated 
period  of  time  with  the  guarantee  that 
the  products  made  from  such  milk  would 
be  acceptable  for  purchase  by  the  gov- 
ernment under  the  national  price  sup- 
port   program.      Full    processing    and 
transport  costs  would  be  allowed  in  ad- 
dition to  the  negotiated  allowance  for 
receiving  and  testing. 

Certain    basic    operating    conditions 
stated  in  connection  with  proposal  14  in 
the  hearing  notice  were   (1)   the  coop- 
erative marketing  agency  must  market 
all  the  milk  offered  to  it  if  the  handler 
certifies    to    the    market    administrator 
that  his  handling  of  the  milk  involved 
would  be  unprofitable  at  prevailing  ordw 
prices,  and  •2)   the  market  administra- 
tor could  not  approve  such  certification 
If  the  handler  Increased  his  total  volume 
by  adding  producers  to  his  payroll  or  by 
otherwise  obtaining  milk  from  producers 
who  had  delivered   previously  to  other 
markets.    The  latter  condition  would  re- 
quire the  market  administrator  to  verify 
the  alleged   unprofltablllty  in  handling 
by  the  proprietary  handler.    The  obliga- 
tion on  the  cooperative  marketing  agency 
to   take    the    milk   from   such   handler 
would  be  dependent  on  such  determina- 
tion  and   verification.     It  is  not  clear 
from  the   testimony,   however,  whether 
such  unprofltablllty  has  reference  to  the 
total  operations  of  the  handler,  or  to 
certain  aspects  of  handling. 

Having  negotiated  a  handling  charge, 
and  arranged  for  milk  to  be  processed  at 
a  plant,  the  cooperative  marketing 
agency  would  notify  the  handler  from 
whom  the  milk  was  taken  of  the  "net 
price  at  which  the  milk  should  be  ac- 
counted  for   under   the   order.     Unless 
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the  cooperative  marketing  agency,  or 
clearing  house",  operated  facilities  of  its 
own  as  a  handler,  accountability  to  the 
pool  would  be  accomplished  through  the 
handler  for  whom  the  milk  Is  marketed. 
Such  net  price  would  be  the  amount  re- 
ceived by  the  agency  less  handling. 
transportation  and  overhead  expense. 
The  net  price  necessarily  would  be  a 
preliminary  figure  subject  to  subsequent 
adjustment  depending  on  the  overhead 
exi}ense  of  the  cooperative  marketing 
ayency.  as  finally  determined  by  the 
aeency. 

The  proposals  recognized  the  desira- 
bility of  disclosure  of  the  financial  opera- 
tions of  the  cooperative  marketing 
agency.  One  proposal  would  vest  ac- 
counting responsibility  in  the  market  ad- 
ministrator. The  specific  means  for 
auditing  agency  operations  were  not  in- 
dicated in  connection  with  the  other 
proposals. 

Proponents  contend  that  existing  milk 
manufacturing  facilities  are  sxifllcient  in 
the  New  York-New  Jersey  market  and  in 
other  markets  of  the  Northeast  to  ac- 
commodate all  quantities  of  milk  likely 
to  be  handled  by  the  cooperative  mar- 
keting agency.  Proponents  do  not  pre- 
clude, however,  the  acquisition  by  the 
agency  of  its  own  processing  facilities 
for  the  specified  purposes.  At  least  one 
proponent  stated  the  position  that  the 
operations  of  the  cooperative  marketing 
agency  could  generate  the  funds  there- 
for if  such  facilities  were  deemed  neces- 
sary. The  main  objective  of  such  an  ac- 
quisition would  be  to  place  producers  in 
position  to  compete  favorably  with  effi- 
cient Midwestern  plants  processing  but- 
ter and  nonfat  dry  milk. 

The  principal  effects  of  the  proposals 
would  be  to  (1 )  establish  a  limited  use- 
classification  for  "excess"  surplus  milk 
without  a  corresponding  fixed  minimum 
price,  or  specific  method  for  fixing  min- 
imum prices,  which  all  handlers  shall 
pay.  (2)  create  a  cooperative  marketing 
agency  to  market  the  milk  accounted  for 
in  such  use.  (3)  permit  handlers  to  avoid 
payment  of  the  prevailing  Class  m  milk 
price  on  a  portion  of  their  receipts,  and 
(4)  assess  to  all  producers  in  the  market 
the  costs  incurred  in  marketing  excess 
surplus  milk. 

The  concept  of  equalising  among  pro- 
ducers the  returns  from  the  sale  of  their 
milk  is  contained  in  all  the  Federal  milk 
marketing  orders  in  the  Northeast  either 
by  marketwide  pooling  or  through  indi- 
vidual-handler pools,  as  provided  by  the 
statute.  Such  equalization  is  dependent 
upon  the  minimum  value  of  the  milk 
utUized  by  handlers.  This  mlnlmmB 
value  is  determined  from  the  spedfle 
methods  for  fixing  the  minimum  class 
prices  established  by  the  reepeetiye  or- 
ders. Classified  pricing  is  fundamoital 
to  such  equalization. 

Since  the  proposed  cooperative  mar- 
lEeting  agency  would  arrive  at  prices  for 
Qiilk  disposed  of  from  time  to  time  as 
Individual  quanties  of  "excess"  surxdus 
milk  on  the  basis  of  negotiation  ci  the 
receiving  and  processing  costs  aasodated 
therewith,  such  prices  under  Order  No.  9, 
or  any  of  the  other  orders  In  the  North- 
east, normally  would  not  be  imlf^xm 
•mong  all  handlers  because  of  the  rarla- 
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tk)08  resulting  from  separate  negotia- 
tions. An  "open-end"  plan  of  negotiat- 
ing different  prices  with  various  han- 
dlers for  tauUrkhial  lots  of  milk  does  not 
provide  assurance  of  imlform  applicabil- 
ity to  all  handlers. 

The  inMlminary  nature  of  the  net 
price  which  the  proposed  agency  would 
determine  could  prevent  or  unduly  de- 
lay the  fixing  of  a  specified  time  at  which 
payment  shall  be  made  for  milk.  In 
large  measure,  the  success  of  equalization 
revolves  around  a  "producers"  fund 
which  is  solvent  and  to  which  all  con- 
tribute in  accordance  with  a  formula 
equitiUI>ly  determined  and  of  imif  orm  ap- 
plicability. Failure  by  handlers  to  meet 
their  obligations  promptly  would 
threaten  the  whole  scheme.  Even  tem- 
p<»ar7  defaults  by  some  handlers  could 
work  unfairness  to  others,  encourage 
wider  noncompliance,  and  engender 
doubt  and  distrust  which  could  dislo- 
cate delicate  economic  arrangements. 
None  of  the  proposals  imder  considera- 
tion contemplated  full  payment  for  the 
milk  involved  within  the  periods  for  pay- 
ment provided  by  the  several  Northeast 
orders. 

Discussion  of  the  problems  of  deter- 
mining appropriate  Class  in  milk 
prices  under  Order  No.  2  is  contained 
in  exhibits  14-19  of  the  record.  These 
exhibits  have  been  referred  to  earlier  as 
the  "Clark  study",  a  marketing  research 
project  spona<u«d  by  the  Department. 
This  study  concludes,  among  other 
things,  that  the  price-making  agency 
mi^it  find  it  feasible  and  desirable  to 
control  the  physical  handling  of  "excess" 
surplus  milk  hy  operating  its  own  proc- 
essing faeUittes.  or  by  designating  one 
or  more  flixns  ndthin  the  industry  to  act 
in  its  bdhalf  to  diq;)0se  of  milk  not  wanted 
by  handlers,  so  that  the  pricing  ag^icy 
in  setting  the  general  price  level  for 
Class  in  milk  under  Order  No.  2  would 
not  need  to  be  coocemed  with  the  pos- 
sibllitsr  of  some  milk  remaining  imsold. 
We  believe  this  suggestion  was  predi- 
cated on  Uie  assumption  that  the  pric- 
ing agency  would  have  the  authority  and 
respMisibility  of  assuring  that  all  the 
milk  produced  finds  a  market. 

While  such  authority  and  responsi- 
bility are  not  movided,  the  Secretary  is 
rcQidred.  on  the  other  hand,  to  fix  classi- 
fication prices  or  methods  of  pricing 
which,  in  meeting  specific  criteria,  must 
be  at  a  level  in  the  pubUc  interest  The 
problem  Involved  In  achieving  this  result 
wbai  delegation  of  such  req;x)nsibllity 
i»  involved  was  described  in  a  final  de- 
cision issued  August  13,  1954,  by  the 
Assistant  Secretary  relating  to  proposed 
amendments  to  Order  No.  2,  official 
notice  of  which  is  taken.  At  that  time 
the  proposal  was  a  "fiexlble"  pricing 
plan,  with  a  general  objective  somewhat 
similar  to  that  underlying  the  present 
marketiac  agency  proposal.  The  pro- 
posal at  that  time  would  have  authorized 
the  market  administrator  to  establish, 
within  prescribed  limits,  handling  allow- 
ances to  handlers  In  connection  with  the 
dispositloll  of  surplus  mUk.  A  condition 
o(  ttM  ItM  praponi  was  that  such  allow- 
aneescMNdd  benvoksd  br  the  Secretary 
wfttatai  a  speolfled  ttee  period.  In  view 
6t  this  proposed  "veto"  It  was  found 
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that  the  prospect  of  obtaining  different 
decisions  than  might  be  arrived  at  by 
the  Secretary  would  be  indeed  remote  in 
any  situation  where  the  proposed  dele- 
gation of  authority  tended  to  preclude 
the  Secretary  tram  effectively  discharg- 
ing the  responsibilities  for  the  fixing  of 
minimum  prices  to  prodiicers  imposed 
upon  him  by  the  statute.  Thus,  the  1954 
decision  correctly  observed  that  the 
price-making  responslbiUty  vested  In  the 
Secretary  by  the  Act  must  not  be  ren- 
dered ineffective  by  delegation.  In  denial 
of  the  proposal,  it  was  found  that  such 
an  arrangement  was  not  an  acceptable 
method  of  increasing  fiexibility  in  the 
pricing  of  Class  m  milk.  A  difficulty 
similar  in  principle  is  Involved  in  the 
present  proposal. 

It  Is  concluded  that  none  of  the  pro- 
posals to  establish  a  cocq;>erative  market- 
ing agency  to  market  "excess"  surplus 
milk  under  the  conditions  contemplated 
may  be  adopted. 

Rulings  on  proposed  findings  and  con- 
clusions and  on  motions.  Brief  s  and  pro- 
posed findings  and  conclusions  were  filed 
on  behalf  of  certain  Interested  parties. 
These  briefs,  proposed  findings  and  con- 
clusions and  the  evidoice  in  the  record 
were  considered  in  m airing  the  flnf»«jp» 
and  conclusions  set  forth  above.  To  the 
extent  that  the  suggested  findings  and 
conclusions  filed  by  interested  parties 
are  inconsistent  with  the  findings  and 
conclusions  set  forth  herein,  the  requests 
to  make  such  findings  or  reach  such  con- 
clusions are  denied  for  the  reasons  previ- 
ously stated  in  this  decision. 

Rulings  of  the  presiding  oOcer  to 
which  specific  objections  were  taken  in 
the  briefs  have  be^i  reviewed.  Objec- 
tions were  raised  to. the  Presiding  Of- 
ficer's ruUng  upon  the  following:  (1) 
denial  of  cross-examination  of  a  co(K>era- 
tive  association  representative  as  to  the 
circumstances  now  present  which  had 
not  been  considered  previously  by  the 
Secretary  In  prior  decisions  on  Class  in 
price  formula  proposals;  and  (2)  the  ex- 
clusion of  testimony  in  support  of  re- 
vision of  tran;q?ortation  (locaticm)  dif- 
ferential rates  tor  Class  n  or  HE  milk 
in  the  req?ective  orders  as  not  bting 
within  the  scope  of  the  notice  of  hearing. 

In  compliance  with  S  900.9(b)  of  the 
rules  of  iM-acUce,  a  brief  was  filed  in 
which  it  was  maintained  that  the  Presid- 
ing Officer  was  in  error  in  his  ruling  on 
the  admission  of  testimony  as  described 
in  (1)  above.  The  findings  and  cfmclu- 
sions  contained  herein  are  based  neces- 
sarily iux>n  the  evidence  adduced  at  this 
hearing.  Official  notice  was  taken  of  the 
findings  and  conclusions  in  previous  de- 
cisions (as  cited  in  the  hearing  record)  by 
the  Secretary,  however,  and  the  content 
there<^  taken  into  account  in  relation  to 
the  other  evidence  adduced  at  this 
hearing. 

The  motion  on  the  second  objection 
cited  above  was  supported  by  an  offer  of 
proof  under  S  900.8(d)  (6)  of  the  rules  oi 
practice  (7  CFR  Part  900) .  In  oompli- 
ance  with  {  900.^(b)  ci  the  rules  of  prac- 
tice, a  brief  was  filed  by  the  Interested 
party  which  requested  revfeir  at  the 
Ruling  made  by  the  Presiding  Oflleer  to 
exclude  testimony  on  a  proposal  con- 
tained in  the  Hearhig  Notice  whi^  re- 
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ferred  to  coordlnaUon  of  tranaporUtion. 
or  plant  location,  differentials  In  all 
Northeaatem  Federal  orders. 

Specifically,  thla  propoaal  would  e«- 
tabllah  a  new  method  of  rate  determina- 
tion   to    result    in    revised    «one    rate 
schedules  for  each  order  currently  con- 
taining such  a  schedule  and  providing 
a  schedule  where  not  so  provided  by  the 
present  order.    In  ruling  on  the  admis- 
sion of  testimony  on  such  proposal,  the 
Presiding  Officer  sUted  his  view   that 
the  notice  would  permit  corisideration 
of  the  coordinaUon  of  transportaUon 
rates  now  in  effect  in  the   respecUve 
orders  in  relaUon  to  any  changes  made 
in  the  pricing  formulas  under  review, 
but  that  the  notice  did  not  permit  con- 
sideraUon  of  new  bases  for  the  determi- 
naUon  of  rates.    The  Presiding  Officer 
granted  the  motion  of  those  Interested 
parties  who  complained  that  the  notice 
was  inadequate  for  the  receipt  of  evi- 
dence on  such  matter.    As  further  dis- 
cussed in  this  decision,  the  relaUonship 
of  reserve  milk  prices  to  be  established 
by    the    amendments    proposed    herein 
takes   into   account  price   adjustments 
based  on  location. 

A  review  of  the  supporting  statements 
offered  and  rulings  of  the  Presiding 
Officer  on  these  motions  has  been  made. 
Such  rulings  are  hereby  affirmed. 

General  findings.  The  findings  and 
determinaUons  hereinafter  set  forth  are 
supplementary  and  in  addition  to  the 
findings  and  determinaUons  previously 
made  in  connection  with  the  issuance 
of  the  aforesaid  orders  and  of  the  previ- 
ously Issued  amendments  thereto:  and 
all  of  said  previous  findings  and  deter- 
minations are  hereby  ratified  and  af- 
firmed, except  insofar  as  such  findings 
and  determinations  may  be  in  confiict 
with  the  findings  and  determinations 
set  forth  herein. 

(a)  The  tentative  marketing  agree- 
ments and  the  orders,  as  hereby  pro- 
posed to  be  amended,  and  all  of  the 
terms  and  conditions  thereof,  will  tend 
to  effectuate  the  declared  poUcy  of  the 

Act;  ,      .„  . 

(b)  The  parity  prices  of  milk  as  de- 
termined pursuant  to  section  2  of  the 
Act  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds. 
and  other  economic  conditions  which 
affect  market  supply  and  demand  for 
milk  in  the  marketing  areas,  and  the 
mtnimiim  prices  specified  In  the  pro- 
posed marketing  agreements  and  the 
orders,  as  hereby  proposed  to  be 
amended,  are  such  respective  prices  as 
will  reflect  the  aforesaid  factors.  Insure 
a  sufficient  quantity  of  pure  and  whole- 
some milk,  and  be  in  the  public  interest: 

and 

(c)  The  tentative  marketing  agree- 
ments and  the  orders,  as  hereby  pro- 
posed to  be  amended,  will  regxUate  the 
handling  of  milk  In  the  same  manner 
as.  and  will  be  applicable  only  to  persons 
In  the  respective  classes  of  Industrial 
and  commercial  activity  specified  In.  a 
marketing  agreement  upon  which  a 
hearing  has  been  held. 

Recommended  m^vrkttlng  agreement 
and  order  amending  the  order.  The  fol- 
lowing orders  amending  the  orders  regu- 
laUng    the   handling   of   milk   in   the 
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Greater  Boston.  MassachusetU;  New 
York-New  Jersey;  Philadelphia.  Penn- 
sylvania: Southeastern  New  Eng- 
land Springfield.  Massachusetts:  Upper 
Chesapeake  Bay;  Washington.  D.C: 
Worcester.  Massachusetts;  Wilmington. 
Delaware,  and  Connecticut  marketing 
areas,  respectively,  are  recommended  as 
the  deUUed  and  appropriate  means  by 
which  the  foregoing  conclusions  may 
be  carried  out.  The  recommended  mar- 
keting agreements  are  not  Included  In 
this  decision  because  the  regulatory  pro- 
visions thereof  would  be  the  same  as 
those  contained  In  the  respective  orders, 
as  hereby  proposed  to  be  amended. 


AMENDICINTS   to   GSIATIR   BOSTON    OSDIR 

Provisions 

1.  Delete     S  1001.41     and     substitute 
therefor  the   following: 
§1001.41      a»M  II  price. 

The  Class  n  price  per  hundredweight 
^t  plants  located  In  zone  21  shall  be 
determined  for  each  month  pursuant 
to  this  section. 

(a)   Adjust  the  average  price  for  milk 
for  manufacturing  purposes,  fob.  plants 
United  States,  as  reported  on  a  prelimi- 
nary basis  by  the  United  States  Depart- 
ment of  Agriculture  for  the  month,  by 
subtracting  for  each  one-tenth  of  one 
percent    of    average    butterfat    content 
above  3.7  percent,  or  adding  for  each 
one-tenth    of   one   percent   of    average 
butterfat  content  below  3.7  percent,  an 
amount  per  hundredweight  which  shall 
be  calculated  by  the  market  administra- 
tor by  multiplying  by  0.125  the  average 
of  the  daily  prices,  using  the  midpoint 
of  any  range  as  one  price,  for  Grade  A 
(92-score)    butter   at  wholesale   in  the 
New  York  market  as  reported  for  the 
period  between  the  18th  day  of  the  pre- 
ceding month  and  the  15th  day.  inclu- 
sive, of  the  current  month  by  the  United 
States  Department  of  Agriculture. 

lb)  Adjust  the  result  obtained  in  par- 
agraph (a)  of  this  section  by  the  amount 
shown  below  for  the  applicable  month: 


Amount 

(cents\  Month 

...    +oe  July 

-J-07  Aug. 

00  8«pt- 

-04  Oct. 

-07  Nov. 

-OS  Dec- 


Amount 
(cents) 
....  +08 
....  +15 
...  fll 
...    +11 

fll 

....    +11 


Month: 

Jan 

Feb... 
Mar... 
Apr — 
May... 
June.- 

2  Delete  5  1001.44  and  renumber 
5§  1001.45  and  1001.46  as  S9  1001.44  and 
1001.45.  ^      ^ 

3.  Delete  present  S  1001.46(b)  and  sub- 
stitute therefor  the  following  as  new 
3  1001.45(b)  : 

(b>  He  shall  announce  the  Class  II 
price  on  or  before  the  5th  day  after  the 
end  of  each  month. 

4.  Replace  the  semicolon  in  9  1001.50 
(c)  with  a  period,  delete  from  such  para- 
graph the  word  "and",  and  delete 
J  1001.60(d). 

5.  Delete  9  1001.63  and  substitute 
therefor  the  following: 

§  1001.63     Butlerfal  differ«nlial. 

Each  handler,  in  making  payments 
to  each  producer  for  milk  received  from 
him.  shall  add  for  each  one-tenth  of  one 
percent   of   average   butterfat   content 


above  3.7  percent,  or  deduct  for  each  one- 
tenth  of  one  percent  of  average  butter- 
fat below  37  percent,  an  amount  per 
hundredweight  which  shaU  be  calculated 
by  the  market  administrator  by  multi- 
plying by  1.36  the  average  of  the  dally 
prices,  using  the  midpoint  of  any  range 
as  one  price,  for  Grade  A  (92 -score) 
butter  at  wholesale  in  the  New  York 
market  as  reported  for  the  period  be- 
tween the  16th  day  of  the  preceding 
month  and  the  15th  day.  Inclusive,  of  the 
current  month  by  the  United  SUtes  De- 
partment of  Agriculture  and  dividing  the 
result  by  10. 

Amindments  to  New  York-N«w  Jersey 
Order  Provisions 

1.  Amend  the  opening  paragraph  of 
9  1002.40  by  deleting  the  cross-reference 
•1002.44"  wherever  It  appears  and  sub- 
stitute therefor  '1002.43." 

2.  Amend  9  1002.40(b)  by  deleting 
•'1002  46"  wherever  It  appears  and  sub- 
stitute therefor  "1002.45." 

3.  Delete  9  1002.40(e)  and  substitute 
therefor  the  following : 

(e>  For  Class  in  milk,  the  price  shall 
be  the  net  amount  determined  pursuant 
to  this  paragraph: 

( 1 )   Adjust  the  average  price  for  milk 
for  manufacturing  purposes,  f .o.b.  plants 
United  States,  as  reported  on  a  prelimi- 
nary basis  by  the  United  States  Depart- 
ment of  Agriculture  for  the  month,  by 
subtracting  for  each  one-tenth  of  one 
percent   of    average    butterfat    content 
above  3.5  percent,  or  adding  for  each 
one-tenth  of  one  percent  of  average  but- 
terfat   content    below    3.5    percent,    an 
amount  per  hundredweight  which  shall 
be  calculated  by  the  market  administra- 
tor by  multiplying  by  0.125  the  average 
of  the  daily  prices,  using  the  midpoint 
of  any  range  as  one  price,  for  Grade  A 
(92-score)    butter   at  wholesale   In  the 
New  York  market  as  reported  for  the 
period  between  the  16th  day  of  the  pre- 
ceding month  and  the  15th  day.  Inclu- 
sive, of  the  current  month  by  the  United 
States  Department  of  Agriculture. 

(2)  Adjust  the  result  obtained  in  sub- 
paragraph ( 1 )  of  this  paragraph  by  the 
amount  shown  below  for  the  applicable 
month : 


Amount 

(ctnts)  Month: 

. .     -t-08  July  - 

..       t  07  Aug.. 

00  Sept. 

..      -04  Oct.. 

...      -07  Nov.. 

-0«  Dec- 


Amount 

(cmts) 

...     +()• 

...      4-l» 

...      +11 

...    +n 

...    '11 

.     *  n 


Month : 

Jan 

Peb-.- 
Mar... 

Apr 

May  .. 
June.. 

4  Amend  9  1002  41  by  deleting  the 
words  "and  Class  HI"  immediately  fol- 
lowing the  words  "Class  II",  and  adding 
a  new  sentence  at  the  end  of  the  sec- 
tion to  read  as  follows:  "The  minimum 
price  for  Class  HI  milk  shaU  be  plus  or 
minus,  for  each  one-tenth  of  one  percent 
of  butterfat  therein  above  or  below  3.5 
percent,  an  amount  computed  as  follows: 
Multiply  by  0.125  and  round  to  the  near- 
est one-tenth  cent  the  simple  average 
of  the  daily  wholesale  selling  prices  per 
pound  (using  the  midpoint  of  any  price 
range  as  one  price)  reported  during  the 
period  between  the  16th  day  of  the  pre- 
ceding month  and  the  16th  day.  in- 
clusive, of  the  current  month  by  the 
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United  States  Department  of  Agriculture 
for  Grade  A  (92-score)  bulk  creamery 
butter  in  th^  New  York  City  market." 

5  Amend       9  1002.42      by      deleting 
1002.44"    In    the    last    sentence    im- 
mediately preceding  the  table  and  sub- 
.stitute  therefor  "1002.43". 

6  Delete  3  1002.43  In  Its  entirety  and 
leinimber  99  1002.44,  1002.45  and  1002.46 
a.s  SSS  1002.43.  1002.44  and  1002.45,  re- 
.spoctively. 

7  Amend  present  9  1002.45  by  deleting 
1002  46"     immediately     following     the 

words  "99  1002.40  through"  and  sub- 
stituting therefor  "1002.45". 

8  Amend  present  9  1002.46<b)  by  de- 
IctlHR  subparagraphs  (3).  (7).  and  (8); 
bv  renumbering  subparagraphs  (4),  (5), 
(6'.  (9),  and  (10)  as  (3),  (4),  (5).  (6). 
and  (7) :  and  In  present  subparagraph 
(4 1  by  deleting  "1002.44"  and  substitut- 
ing therefor  "1002.43". 

9.  Amend  the  opening  paragraph  of 
§  1002  65  by  deleting  "1002.43"  Immedi- 
ately preceding  "1002.66";  by  deleting 
paragraph  (e) ;  and  by  renumbering 
paragraphs  (f).  (g)  and  (h)  as  (e).  (f), 
and  (g). 

10.  Amend  §  1002.82  by  deleting  para- 
graph (b)  and  renumbering  paragraph 
(C)  as  (b). 

11.  Amend  9  1002.83(b)  by  deleting 
1002.44"  wherever  it  appears  and  sub- 
stituting therefor  "1002.43";  and  In  sub- 
paragraph (3)  by  deleting  the  reference 
to  "9  1002.46(b)(9)"  and  substituting 
therefor  "9  1002.45(b)(6)". 

12.  Amend  9  1002.84(b)  (3)  by  deleting 
1002.44"     and     substituting     therefor 

•1002.43". 

Amendments  to  Phtladelphia  Order 
Provisions 

1.  Delete  §  1004.50(b)  and  substitute 
therefor  the  following : 

(b>  The  price  per  hundredweight  of 
Class  II  milk  shall  be  determined  for 
each  month  as  follows: 

( 1 1  Adjust  the  average  price  for  milk 
for  manufacturing  purposes,  f .o.b.  plants 
United  States,  as  reported  on  a  pre- 
liminaiT  basis  by  the  United  States  De- 
partment of  Agriculture  for  the  month, 
by  subtracting  for  each  one-tenth  of  one 
percent  of  average  butterfat  content 
above  3.7  percent,  or  adding  for  each  one- 
tenth  of  one  percent  of  average  butter- 
fat content  below  3.7  percent  an  amount 
per  hundredweight  which  shall  ly»  cal- 
culated by  the  market  administrator  by 
multiplying  by  0.125  the  average  of  the 
daily  prices,  using  the  midpoint  of  any 
range  as  one  price,  for  Grade  A  (92- 
score)  butter  at  wholesale  In  the  New 
York  market  as  reported  for  the  period 
between  the  16th  day  of  the  preceding 
month  and  the  15th  day.  Inclusive,  of  the 
current  month  by  the  United  States  De- 
partment of  Agriculture;  and 

<2)  Adjust  the  result  obtained  In  sub- 
paragraph (1)  of  this  paragraph  by  the 
amount  shown  below  for  the  applicable 
month : 

Aviount  Amount 

Month:  (cents)        Month:  (cents) 

Jan +18  July +16 

Feb -i  15  Aug +28 

Mftr +06  Sept +19 

Apr +04  Oct +19 

Muy +01  Nov +19 

June H  02  Dec +19 

Wo.  18— Pt.  n 8 
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2.  Delete  1 1004.51  and  substitute 
therefor  the  following: 

8  1004.51     Butterfat      difTerentials      to 
handlara. 

For  milk  containing  more  or  less  than 
3.7  percent  butterfat.  the  class  prices  for 
the  month  calculated  pursuant  to  9 1004.- 
50  shall  be  Increased  or  decreased,  re- 
spectively, for  each  one-tenth  of  one 
I)ercent  variation  in  butterfat  content  by 
the  appropriate  rate,  rounded  in  each 
case  to  the  nearest  one-tenth  cent  de- 
termined as  follows: 

(a)  Class  I  milk.  Divide  by  37  an 
amount  calculated  as  follows:  Add  all 
market  quotations  (using  the  midpoint 
of  any  weekly  range  as  one  quotation) 
of  prices  per  40-quart  can  of  fresh  sweet 
cream  of  bottling  quality  of  40  percent 
butterfat  content,  not  including  prices 
for  cream  carrying  special  municipal 
approvals,  reported  at  Philadelphia  for 
each  week  ending  within  the  month  by 
the  United  States  Department  of  Agri- 
culture, divide  by  the  number  of  quota- 
tions, subtract  $2.00.  divide  by  9.19: 
Provided,  That  such  butterfat  value  shall 
not  be  less  than  3.7  times  120  percent  of 
the  average  of  the  dally  wholesale  selling 
prices  for  Grade  A  (92-score)  butter  at 
New  York  as  reported  by  the  United 
States  Department  of  Agriculture  for  the 
month  for  which  payment  is  to  be  made, 
less  18  cents. 

(b)  Class  II  milk.  Multiply  by  0.125 
the  simple  average  of  the  daily  whole- 
sale selling  prices  per  pound  (using  the 
midpoint  of  any  price  range  as  one  price) 
reiwrted  for  the  period  between  the  16th 
day  of  the  preceding  month  and  the  15th 
day.  Inclusive,  of  the  current  month  by 
the  United  States  Department  of  Agri- 
culture for  Grade  A  (92-score)  butter  in 
the  New  York  City  market. 

3.  Amend  S  1004.81  by  deleting  all  the 
words  following  the  word  "respectively" 
and  substituting  therefor  the  following 
"by  the  butterfat  value  computed  pur- 
suant to  S  1004.51(a)  and  rovmded  to  the 
nearest  full  cent." 

Amendments  to  Southeastern  New 
England  Order  Provisions 

1.  Amend  8 1014.40(b)  by  deleting 
subparagraphs  (1).  (2).  (3)  and  that 
part  of  (4)  immediately  preceding  sub- 
division (i) ;  and  renumbering  subdivi- 
sions (i)  and  (ID  as  subparagraphs  (1) 
and  (2). 

2.  Amend  subdivision  (ID  of  9 1014.40 
(b)  (4)  (renumbered  to  be  subparagraph 
(2) )  by  deleting  the  words  "subdivision 
(1)  of  this  subparagraph"  and  substitute 
therefor  "subparagraph  (1)  of  this  para- 
graph", and  by  deleting  the  monthly 
seasonal  adlustments  and  substituting 
therefor  the  following: 


Month: 

Amount 

Month: 

Amount 

Jan 

+  90.188 

July 

1  $0.  138 

Feb 

+  .188 

Aug 

+  .208 

Mar 

+  .068 

Sept 

f  .168 

Apr  — - 

+  .018 

Oct 

-*  .  168 

May 

-.012 

Nov 

t  .  168 

June  ... 

-.002 

Dec 

:  .168 

3.  Amend  1 1014.61  by  deleUng  the 
language  which  begins  "as  foUows:  Sub- 
tract 52.5  cents" through  and  in- 
cluding the  words  "the  butterfat  dlffer- 
entlAl  shall  be  determined". 


815 

Amendments  to  Upper  Chesapeake  Bay  / 
(Maryland)  Order  Provisions 

1.  Delete  S  1016.50(b)  and  substitute 
therefor  the  following: 

(b)  Class  II  price.  The  price  for  Class 
II  milk  shall  be  determined  for  each 
month  as  follows: 

(1)  Adjust  the  average  price  for  milk 
for  manufacturing  purposes,  f .o.b.  plants 
United  States,  as  reported  on  a  prelimi- 
nary basis  by  the  United  States  Depart- 
ment of  Agriculture  for  the  month,  by 
subtracting  for  each  one-tenth  of  one 
percent  of  average  butterfat  content 
above  3.5  percent  or  adding  for  each  one- 
tenth  of  one  percent  of  average  butter- 
fat content  below  3.5  percent,  an  amount 
per  hundredweight  which  shall  be  cal- 
culated by  the  market  administrator  by 
multiplying  by  0.125  the  average  of  the 
dally  prices,  using  the  midpoint  of  any 
range  as  one  price,  for  Grade  A  (92- 
score)  butter  at  wholesale  In  the  New 
York  market  as  reported  for  the  period 
between  the  16th  day  of  the  preceding 
month  and  the  15th  day,  Inclusive,  of 
the  current  month  by  the  United  States 
Department  of  Agriculture;  and 
,  (2)  Adjust  the  result  obtained  in  sub- 
paragraph (1)  of  this  paragraph  by  the 
amount  shown  below  for  the  applicable 
month : 


Month : 


Amount      Month:  Amount 


Jan    +$0. 10 


Feb   

Mar     

Apr    

May 

June 


+  .09 
+  .02 
-.02 
-.05 
-.04 


July +80.10 


Aug 
Sep 
Oct 
Nov 
Dec 


+  .17 
+  .18 
+  .13 
+  .13 
+  .13 


2.  Delete  S  1016.51(b)  and  substitute 
therefor  the  following : 

(b)  Class  II  milk.  Multiply  by  0.125 
the  simple  average  of  the  daily  wholesale 
selling  prices  per  pound  (using  the  mid- 
point of  any  range  as  one  price)  reported 
for  the  period  between  the  16th  day  of 
the  preceding  month  and  the  15tb  day. 
inclusive,  of  the  current  month  by  the 
United  States  Department  of  Agricul- 
ture for  Grade  A  (92-score)  butter  in 
the  New  York  City  market. 

Amendments  to  Washington,  D.C,  Ordse 
Provisions 

1.  Delete  §  1003.50(b)  and  substitute 
therefor  the  following : 

(b)  Class  II  price.  The  price  for 
Class  n  milk  shall  be  determined  for 
each  month  as  follows: 

(1)  Adjust  the  average  price  for  milk 
for  manufacturing  purposes,  f .o.b.  plants 
United  States,  as  reported  on  a  prelimi- 
nary basis  by  the  United  States  Depart- 
ment of  Agriculture  for  the  month,  by 
subtracting  for  each  one-tenth  of  one 
percent  of  average  butterfat  content 
above  3.5  percent,  or  adding  for  each  one- 
tenth  of  one  percent  of  average  butter- 
fat content  below  3.5  percent,  an  amount 
per  hundredweight  which  shall  be  cal- 
culated by  the  market  administrator  by 
multiplying  by  0.125  the  average  of  the 
dally  prices,  using  the  midpoint  of  any 
range  as  one  price,  for  Grade  A  (92- 
score)  butter  at  wholesale  in  the  New 
York  market  as  reported  for  the  period 
between  the  16th  day  of  the  preceding 
month  and  the  15th  day,  inclusive,  of 
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the  current  month  by  the  United  SUtes 
Department  of  Agriculture :  and 

(2)  Adjust  the  resxxlt  obtained  in  sub- 
paragraph (1 )  of  this  paragraph  by  the 
amount  shown  below  for  the  applicable 
month: 

Month  Amount        Month  Amount 

Jan    $0   10  July  •  »0   10 

p«b    •     0©  Aug t  .  17 

Mwr   ---  •    03  Sept       +.t* 

Apr oa         Oct   ♦    IS 

May -06  No»    4.18 

June    04  Dec  13 

2.  Delete    i  1003. Sl'b'    and   subslilule 

therefor  the  following; 

(b)  CUiSS  II  milk.  Multiply  by  0  125 
the  simple  average  of  the  dally  wholesale 
selling  prices  per  pound  (using  the  mid- 
point of  any  price  range  as  one  price  > 
reported  for  the  period  between  the  16th 
day  of  the  preceding  month  and  the  15th 
day.  Inclxisive.  of  the  current  month  by 
the  United  SUtes  Department  of  Agri- 
culture for  Grade  A  (92-scorei  butter 
in  the  New  York  City  market 

Amendments  to  Wilmington  Order 
Provisions 

1.  Delete  9  1010.50(b)  In  its  entirety 
and  substitute  therefor  the  following ; 

(b)  Class  II  milk.  The  Class  n  price 
per  hundredweight  shall  be  the  Class  II 
price  determined  each  month  pursuant 
to  i  1004.50(b)  of  the  Federal  order  reg- 
ulating the  handling  of  milk  in  the  Phil- 
adelphia, Pennsylvania,  marketing  area 

2.  Delete  8  1010.51(b)  in  its  entirety 
and  subsUtute  therefor  the  following ; 

(b)  Class  II  milk.  The  amount  per 
hundredweight  determined  for  each 
month  pursuant  to  5  1004  51- b>   of  the 


order  regulating  the  handling  of  milk  in 
the  Philadelphia.  Pennsylvania,  markeU 
ing  area. 

Amendments  to  Connecticut  Order 
Provisions 

1  Amend  i  1015.40  by  deleting  para- 
graph 'bi  and  renumbering  paragraph 
ic >  as  <b' . 

2  Amend  present  J  1015.40<c'  pre- 
ceding subparagraph  ^  1  >  to  read  as  fol- 
lows ; 

The  Cla.ss  II  price  p*>r  hundredweight 
.shall  be  computed  for  each  month  as 
follows. 

3.  Amend  present  5  1015.40ic "  2)  by 
deleting  the  monthly  seasonal  adjust- 
ments and  substituting  therefor  the  fol- 
lowing 


Month 
Jan 
Feb 
Mar   . 
Apr 
May  . 
June 


Amoitnt 
•0  138 
128 
058 
018 
012 
002 


Month 
July 
Aug 
Sept 
Oct 
No%- 
Dec 


A  rnount 
•0    138 

•   ao8 

•  168 
168 
168 
168 


4.  Amend  f  1015  61  by  deleting  the 
language  which  begins  as  follows:  Sub- 
tract 52.5  cents" through  and  includ- 
ing the  words  'the  butterfat  differential 
shall  be  determined"  and  by  deleting 
the  last  two  words  in  the  section,  "near- 
est cent"  and  substituUng  therefor  the 
following     nearest  one-tenth  cent". 

Signed  at  Washington.  DC  .  on  Janu- 
ary 22,  1962 

Orville  L  Freeman, 

Secretary. 

\r  R      D<x-      62   901       Filed.     Jan      25.     1062. 
8  40  am] 
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Presidential  Documents 


Title  3— THE  PRESIDENT 

Prodomation  3446 

RED  CROSS  MONTH,  1962 

By  the  President  off  the  United  States  of  America 
A  Proclamation 

WHEREAS  the  American  National  Red  Cross  is  officially  desig- 
nated by  the  Congress  to  net  in  matters  of  voluntary  relief  for  uni- 
formed personnel  of  the  Armed  Forces  and  their  families;  and 

WHEREAS  this  vital  contribution  to  national  morale  must  neces- 
sarily be  expanded  whenever  world  tension  requires  a  substantial 
i  iici-ease  in  the  strength  of  our  armed  services ;  and 

WHEREAS,  under  Federal  laws  and  regulations,  the  Red  Cross 
renders  emergency  aid  to  victims  of  disaster  and  assists  with  the  re- 
covery and  rSiabilitation  of  those  in  need  of  help  in  the  wake  of  those 
disasters;  and 

WHEREAS,  togetlier  with  eighty-six  other  sociel  ies  affiliated  in  the 
league  of  R«d  Cross  Societies,  the  American  Red  Cross  participates 
in  a  program  of  international  relief,  and  in  concert  with  those  sextet les 
provides  technical  assistance  to  other  members  of  the  world-wide  Ked 
Cross  organization ;  and 

WHEREAS  the  American  Red  Cross  and  its  local  chapters  carry 
on  programs  of  training  in  first  aid  and  home  nui-smg  and  engage  in 
the  collection  and  distribution  of  blood  both  of  which  services  make 
an  important  contribution  to  the  general  welfare  of  the  American 
i>eople  and,  more  particularly,  are  an  essential  part  of  the  ^atlonal 
Emergency  Preparedness  activities  of  this  Nation;  and 

WHEREAS  these  essential  services  are  voluntarily  rendeml  to  the 
("lovemment  of  the  United  SUtcs  and  the  American  i)eople  by  the 
members  and  volunteers  of  the  Red  Cross : 

NCAV,  THEREFORE,  I,  JOHN  F.  KENNEDY,  President  of  the 
I'uited  States  of  America  and  Honorary  Chairman  of  the  American 
National  Red  Cross,  do  hereby  designate  March  1%2  as  Red  (  ross 
Month ;  and  I  urge  all  Americans  to  honor  the  Red  Cross  during  that 
month  by  supporting  it  as  a  channel  of  humanitarian  assistance  for 
t  heir  neighbors  in  need. 

IN  WITNESS  WHEREOF,  I  have  hei-eunto  set  my  hand  and 

caused  the  Seal  of  the  United  States  of  America  to  be  affixed. 

IX)NE  at  the  City  of  Washington  this  24th  day  of  January  in 

the  year  of  our  Lord  nineteen  hundred  and  sixty-two,  and 

[sk.\l]     of  the  Independence  of  the  United  States  of  America  the 

one  hundred  and  eighty-sixth. 

Jul IX  F.  Kennedy 

By  the  President : 

George  Ball,  ' 
A  ding  Secretary  of  State. 

[F.R.  Dor.  62-904;  Filed,  Jan.  26,  1962;   lO.l.'i  a.m.] 
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Rules  and  Regulations 


Title  6— AGRICULTURAL 
CREDIT 

Chopt«r  IV — Commodity  Credit  Cor- 
poration, Doportmont  of  Agriculture 

SUBCHAPTft   I — LOANS,    PUICHASES,    ANO 
OTHER   OKRATIONS 

lUvestock  Peed  BuUetln  1;  Rev.  1.  Amdt    1| 

PART  475 — EMERGENCY  FEED 
PROGRAM 

Subporf— >Liv«stock  Food   Program 

MiSCKLLAJflOXTS    AMKNOlfKNTS 

The  regiilatlons  issued  by  the  Com- 
modity Credit  Corix>ratlon  published  in 
26  P.R.  8271  which  contain  specific  re- 
quirements for  the  continuing  Livestock 
Feed  Program  are  amended  as  follows: 

§  475.210      [Amendment] 

The  second  sentence  of  $475,210(0 
(4)  is  amended  to  read  as  follows:  "CCC 
shall  refund  to  the  owner  any  storage 
charges  which  had  been  deducted  by  it 
from  the  loan  proceeds  on  the  quantity 
of  grain  purchased  by  the  owner." 

§475.211      [Amendment] 

The  third  sentence  of  S  475.211  Sales 
of  CCC-oumed  grain  ts  amended  to  read 
as  follows:  "An  owner  who  wishes  to 
have  grain  delivered  to  him  by  CCC 
grotmd  or  custom  mixed  may  do  so.  pro- 
vided the  grain  which  Is  ground  or  mixed 
is  the  very  same  grain  as  is  delivered 
to  him.  or,  if  the  grinding  or  mixing  is 
performed  by  a  custom  operator,  pro- 
vided the  product  delivered  after  grind- 
ing or  mixing  is  processed  from  the  same 
kind,  quality  and  quantity  of  grain  that 
was  delivered  for  grinding  or  mixing." 

Section  475.212  Grain  on  hand  and  not 
used  Is  amended  to  read  as  follows: 

§  475.212      Grain  not  used  for  approved 
purposes. 

The  owner  must  feed  to  his  primary 
livestock  by  a  date  not  later  than  30 
days  after  the  end  of  his  last  authorized 
period  (a)  a  total  quantity  of  feed  grain, 
either  as  grain  or  in  mixed  feed,  equal 
in  feed  equivalents  to  the  feed  grain 
acquired  by  him  under  the  program  for 
primary  livestock  plus  (b)  a  quantity 
of  feed  grain  equal  in  feed  grain  equiva- 
lents to  the  feed  grain  which  is  other- 
wise available  to  the  owner  for  feeding 
his  primary  livestock.  The  feed  grain 
referred  to  in  paragraph  (a)  of  this 
section  shall  be  determined  by  allocating 
the  feed  grain  available  to  the  owner  ( as 
defined  in  9  475.205(d)  (4) )  between  pri- 
mary livestock  and  other  livestock  in 
accordance  with  the  owner's  normal 
feeding  operations.  The  owner  shall  not 
dispose  of  feed  grain  acquired  from  CCC 
to  any  other  person.  In  the  event  the 
owner  falls  to  feed  such  quantity  to  pri- 
mary livestock  or  If  the  owner  disposes 
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of  grain  acquired  from  CCC  to  any  other 
person,  he  shall  report  the  fact  promptly 
to  the  county  office  from  which  the  grain 
was  purchased  and  shall  make  proper 
settlement  with  the  county  committee. 
Settlement  of  violations  shall  be  based 
on  prices  in  effect  at  the  time  of  the 
owners  last  purchase  of  the  applicable 
feed  grain  under  the  program  and  shall 
be  determined  as  follows :  (1 )  In  the  case 
of  feed  grain  which  the  owner  was  re- 
quired by  the  first  sentence  of  this  sec- 
tion to  feed  to  primary  livestock  but 
which  CCC  determines  was  diverted  to 
secondary  livestock,  the  amount  of  set- 
tlement shall  be  based  on  the  difference 
between  the  applicable  price  of  the  feed 
grain  for  primary  livestock  and  the  low- 
est price  at  which  the  owner  could  ob- 
tain the  feed  grain  from  CCC  for  sec- 
ondary livestock  times  the  number  of 
bushels  thus  diverted;  <2)  In  the  case 
of  any  other  failure  to  compfy  with  the 
requirements  of  this  section,  settlement 
shall  be  based  on  the  difference  between 
the  applicable  price  of  the  feed  grain  for 
primary  livestock  and  the  lowest  price  at 
which  the  owner  could  obtain  such  feed 
grain  from  CCC  for  unrestricted  use 
times  the  total  number  of  bushels  in 
this  category;  (3)  The  kind  and  quality 
of  feed  grains  on  which  settlement  of 
violations  shall  be  based  shall  be  the 
applicable  kind  and  quality  obtained 
from  CCC  which  (i)  was  disposed  of  to 
any  other  person,  (ii)  is  still  on  hand, 
or  (iii)  is  the  kind  and  quality  last  pur- 
chased from  CCC  to  the  extent  that  such 
purchases  from  CCC  equal  the  feed  grain 
equivalent  of  the  violation,  and  otherwise 
to  the  extent  other  feed  grains  purchased 
from  CCC  in  reverse  order  of  date  of 
purchase  equal  the  feed  grain  equivalent 
of  the  balance  of  the  violation. 

Signed  at  Washington.  DC  ,  on  Jan- 
uary 23.  1962. 

E.  A.  Jaenke. 
Acting  Executive  Vice  President. 
Commodity  Credit  Corporation. 

I F  R      Doc.    62-940:     Filed.     Jan      26.     1962. 
8:49  a.m  I 


Title  7— AGRICULTURE 

Chapter  IX — Agricultural  Marketing 
Service  (Marketing  Agreements  and 
Orders),  Department  of  Agriculture 

(Navel  Orange  Reg  4| 

PART  907— NAVEL  ORANGES 
GROWN  IN  ARIZONA  ANO  DESIG- 
NATED PART  OF  CALIFORNIA 

Limitation   of   Handling 

§  907.304      Navel   Orange   Regulation    4. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  907,  as  amended  ( 7  CFR  Part 


907),  regulating  the  handling  of  navel 
oranges  grown  in  Arizona  and  designated 
part  of  California,  effective  under  the 
applicable  provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended  (7  U.S.C.  601-674),  and  upon 
the  basis  of  the  recommendations  and 
information  submitted  by  the  Navel 
Orange  Administrative  Committee,  es- 
tablished under  the  said  amended 
marketing  agreement  and  order,  and 
upon  other  available  information,  it 
is  hereby  found  that  the  limitation 
of  handling  of  such  navel  oranges,  as 
hereinafter  provided,  will  tend  to  effec- 
tuate the  declared  policy  of  the  act  by 
tending  to  establish  and  maintain  such 
orderly  marketing  conditions  for  such 
oranges  as  will  provide,  in  the  Interests 
of  producers  and  consumers,  an  orderly 
flow  of  the  supply  thereof  to  market 
throughout  the  normal  marketing  season 
to  avoid  unreasonable  fluctuations  in 
supplies  and  prices,  and  is  not  for  the 
purpose  of  maintaining  prices  to  farm- 
ers above  the  level  which  it  is  declared 
to  be  the  policy  of  Congress  to  establish 
under  the  act. 

(2>  It  is  hereby  further  found  that 
it  is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  no- 
tice, engage  in  public  rule-making  proce- 
dure, and  postpone  the  effective  date  of 
this  section  until  30  days  after  publica- 
tion hereof  in  the  Federal  Register  (5 
use.  1001-1011)  because  the  time  In- 
tervening between  the  date  when  infor- 
mation upon  which  this  section  is  based 
became  available  and  the  time  when  this 
section  must  become  effective  in  order 
to  effectuate  the  declared  policy  of  the 
act  is  insufficient,  and  a  reasonable  time 
is  permitted,  under  the  circimistances, 
for  preparation  for  such  effective  time; 
and  good  cause  exists  for  making  the 
provisions  hereof  effective  as  hereinafter 
set  forth.  The  committee  held  an  open 
meeting  during  the  current  week,  after 
giving  due  notice  thereof,  to  consider 
supply  and  market  conditions  for  navel 
oranges  and  the  need  for  regulation ;  in- 
terested persons  were  afforded  an  oppor- 
tunity to  submit  information  and  views 
at  this  meeting;  the  recommendation 
and  supporting  information  for  regula- 
tion during  the  period  specified  herein 
were  promptly  submitted  to  the  Depart- 
ment after  such  meeting  was  held;  the 
provisions  of  this  section,  including  its 
effective  time,  are  identical  with  the 
aforesaid  recommendation  of  the  com- 
mittee, and  information  concerning  such 
provisions  and  effective  time  has  been 
disseminated  among  handlers  of  such 
navel  oranges:  it  is  necessary.  In  order 
to  effectuate  the  declared  policy  of  the 
act,  to  make  this  section  effective  during 
th%  period  herein  specified;  and  com- 
pliance with  this  section  will  not  require 
any  special  preparation  on  the  part  of 
persons  subject  hereto  which  cannot  be 
completed  on  or  before  the  effective  date 


Saturday,  January  27,  1962 

hereof.  SucE  committee  meeting  was 
held  on  January  25.  1962. 

(b)  Order.  (1)  The  respective  quan- 
tities of  navel  oranges  grown  In  Arizona 
and  designated  part  of  California  which 
may  be  handled  during  the  period  be- 
t; inning  at  12:01  am.,  Ps.t..  January  28. 
1962,  and  ending  at  12:01  a.m..  PAt.. 
February  4.  1962,  are  hereby  fixed  as 
follows: 

ti)   D^trict  1:  250,000  carloads; 

(ii)   District  2:  400,000  carloads; 

(iii)  District  3:  Unlimited  movement; 

(iv)   District  4:  Unlimited  movement. 

(2)   As  used  in  this  section,  "handled," 

District   1."  "District  2."  "District  3," 

District  4,"  and  "carton"  have  the  same 

meaning  as  when  used  in  said  amended 

marketing  agreement  and  order. 

(Sees.  1-19.  48  Stat.  31,  as  amended;  7  U.S.C. 
601-674) 

Dated:  January  26,  1962. 

Paul  A.  Nicholson, 
Deputy  Director,  Fruit  and  Veg- 
etable  Division.   Agricultural 
Marketing  Service. 

|FR     Doc     62-1003,     Filed.    Jan.    26,    1962; 
11:17  a.m.)  i 


[Lemon  Reg.  4|        I 

PART  910— LEMONS  GROWN  IN 
CALIFORNIA  AND  ARIZONA 

Limitation  of  Handling 
§  910.304      I^mon  Regulation  4. 


(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  910.  as  amended  (7  CFR  Part 
910),  regulating  the  handling  of  lemons 
grown  in  California  and  Arizona,  effec- 
tive under  the  applicable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (7  U.S.C.  601- 
674 ) ,  and  upon  the  basis  of  the  recom- 
mendation and  Information  submitted  by 
the  Lemon  Administrative  Committee, 
established  under  the  said  amended  mar- 
keting agreement  and  order,  and  upon 
other  available  information,  it  is  hereby 
found  that  the  limitation  of  handling  of 
such  lemons  as  hereinafter  provided  will 
tend  to  effectuate  the  declared  policy  of 
the  act. 

(2)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice. 
engage  in  public  rule-making  procediu-e. 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
hereof  in  the  Federal  Regist«  (5  U.S.C. 
1001-1011 ) ,  because  the  time  intervening 
between  the  date  when  information  upon 
which  this  section  is  based  became  avail- 
able and  the  time  when  this  section 
must  become  effective  in  order  to  ef- 
fectuate the  declared  policy  of  the  act 
is  insufficient,  and  a  reasonable  time 
is  permitted,  under  the  clrcxmistances. 
for  preparation  for  such  effective  time; 
and  good  cause  exists  for  making  tlie 
provisions  hereof  effective  as  hereinafter 
set  forth.  The  committee  held  an  open 
meeting  during  the  cvurent  week,  after 
giving  due  notice  thereof,  to  consider 
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supply  and  market  conditions  for  lemons 
and  the  need  for  regulation;  Interested 
persooB  -w^re  afforded  an  opportunity  to 
submit  information  and  views  at  this 
meeting;  the  recommendation  and  sup- 
porting information  for  regiilation  dur- 
ing   the   period   specified    herein    were 
promptly  submitted  to  the  Department 
after  such  meeting  was  held;  the  pro- 
visions of  this  section.  Including  its  effec- 
tive time,  are  identical  with  the  afore- 
said recommendation  of  the  committee, 
and  information  concerning  such  pro- 
visions and  effective  time  has  been  dis- 
seminated,   among    handlers    of    such 
lemons;  it  Is  necessary.  In  order  to  effec- 
tuate the  declared  policy  of  the  act.  to 
make  this  section  effective  during  the 
period  herein  specified;  and  compliance 
with  this  section  will  not  require  any 
special  preiMuration  on  the  part  of  per- 
sons subject  hereto  which   cannot   be 
completed  on  or  before^the  effective  date 
hereof.     Such  committee  meeting  was 
held  on  January  23.  1962. 

(b)  Order.  (1)  The  respective  quanti- 
ties of  lemons  grown  in  California  and 
Arizona  which  may  be  handled  during 
the  period  beginning  at  12:01  a.m..  P.s.t.. 
January  28.  1962,  and  ending  at  12:01 
ajn.,  Pjs.t,  February  4,  1962,  afe  hereby 
fixed  as  follows: 

(1)  District  1:9,300 cartons; 
(11)  District 2:  186,000  cartons; 

(ill)  District  3:  Unlimited  movement. 

(2)  As  used  in  this  section,  "handled," 
"District  1,"  "District  2."  "District  3." 
and  "carton"  have  the  same  meaning  as 
when  used  in  the  said  amended  market- 
ing agreement  and  order. 

(Sec«.  1-19,  48  Stot.  31.  as  amended;  7  U  S  C. 
601-474) 

Dated:  January  24,  1962. 

Floyd  P.  Hedlund. 
Director,   Fruit    and    Vegetable 
Division,    Agricultural    Mar- 
keting Service. 

I  PR.     Doc.     62-938:     Filed.    Jan      26,     1962; 
8:49    a.m.| 


(Orange  Reg.  2| 

PART  944— FRUITS;  IMPORT 
REGULATIONS 

Prohibitions  of  Imported  Commodities 
§  944.301      Orange  Regulation   No.   2. 


(a)  Findings  and  determinations  with 
respect  to  imports  of  oranges.  On  Octo- 
ber 10,  1961,  Orange  Regulation  No.  1 
(1944.300;  28  FJl.  9668)  was  issued 
regulating  the  importation  of  oranges 
Into  tht  United  States  pursuant  to  sec- 
tion 8e  of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended  (7 
U.S.C.  «01t874).  Such  reg\ilatlon  in- 
cluded a  determination  that  Imports  of 
oranges  are  in  most  direct  competition 
with  oranges  grown  in  the  State  of 
Ttoxas.  The  reaaoos  and  basis  of  such 
determination  are  set  forth  in  the  regu- 
lation and  Include  (1)  Mexico  is  the 
principle  source  of  oranges  Imported 
into  ttie  united  States  and  most  of  such 
impons  enter  the  United  Stotes  at  points 
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in  Texas,  (ii)  such  imports  generally  are 
shipped  from  the  lower  Rio  Grande  Val- 
ley   in    Texas    by    handlers    of    Texas 
oranges  and  often  are  commingled  with 
shipments  of  Texas  oranges,  and   (iii) 
Mexican  oranges  go  to  the  same  markets 
as  oranges  grown  In  Texas. 
During    the    period    January    9-12, 
1962,    freezing    temperatures    prevailed 
throughout  the  citrus  fruit  production 
area   in  Texas   severely   damaging  the 
current  Texas  orange  crop.    Shipments 
of  Texas  oranges  are  expected  to  be  cur- 
tailed drastically  and  will  represent  only 
a  minor  portion  of  the  total  domestic 
shipments   of    oranges   during   the   re- 
mainder of  the  1961-62  marketing  sea- 
son.   It  Is  therefore  found  and,  deter- 
mined, on  the  basis  of  Information  now 
available,  that  after  January  31,  1962. 
imports  of  oranges  will  no  longer  be  In 
most   direct   competition  with   oranges 
grown  in  Texas  but.  during  the  effec- 
tive time  of  this  regulation,  will  be  In 
most  direct  competition  with   oranges 
grown  In  the  State  of  Florida.    The  re- 
quirements hereinafter  set  forth  In  the 
section  are  comparable  to  those  In  ef- 
fect for  domestic  shipments  of  Florida 
oranges    (Orange  Regulation   1.   S  905.- 
302;  27  P-R.  164). 

(b)  Limitation  of  imports.  On  and 
after  12:01  ajn..  e.s.t..  February  1.  1962. 
the  importation  Into  the  United  States 
of  any  oranges  is  prohibited  unless  such 
oranges  are  Inspected  and  grade  at  least 
XJS.  No.  1  Russet,  and  are  of  a  size  not 
smaller  than  2>Sr,  Inches  in  diameter, 
except  that  not  more  than  10  percent. 
by  count,  of  such  oranges  in  any  lot  of 
containers,  and  not  more  than  15  per- 
cent, by  count,  of  such  oranges  in  Indi- 
vidual containers  In  such  lot.  may  be  of 
a  size  smaller  than  2'Hc  Inches  In 
diameter. 

(c»  The  Federal  or  Federal-State  In- 
spection Service.  Fruit  and  Vegetable 
Division.  Agricultural  Marketing  Serv- 
ice, United  States  Department  of  Agri- 
culture, is  hereby  designated  as  the  gov- 
ernmental Inspection  service  for  the 
purpose  of  certlfsrlng  the  grade,  size, 
quality,  and  maturity  of  oranges  that 
are  imported  into  the  United  States 
under  the  provisions  of  section  8e  of  the 
act.  Inspection  by  the  Federal  or  Fed- 
eral-State Inspection  Service  with  ap- 
propriate evidence  thereof  In  the  form 
of  an  official  Inspection  certificate.  Issued 
by  the  respective  service,  applicable  to 
the  particular  shipment  of  oranges,  is 
required  on  all  Imports  of  oranges.  Such 
Inspection  and  certification  services  will 
be  available  upon  application  in  accord- 
ance with  the  rules  and  regulations  gov- 
erning Inspection  and  certification  of 
fresh  fruits,  vegetables,  and  other  prod- 
ucts (7  CFR  Part  51)  but.  since  inspec- 
tors are  not  located  In  the  immediate 
vicinity  of  some  of  the  small  ports  of 
entry,  such  as  those  In  southern  Cali- 
fornia, Importers  of  oranges  should 
make  arrangements  for  inspection, 
through  the  awJlicable  one  of  the  follow- 
ing offices,  at  least  the  specified  number 
of  days  prior  to  the  time  when  the 
oranges  will  be  Imported: 
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Ports 


All  Tfxu 

|M>U)U<. 


All  Ni-w  Yurk 
points . 

All  Ari»>na 
points. 

All  Fk'ruim 
IK)ints. 


All  Callfomia 
polntA. 

Alli>tlH>r 
IKilnt.t 


OfflM 


W  T.  McN»bb,  222  Me- 
Clendon  BW|r„  Harllnm-n. 
Te«.  (Phone:  a»rn«kl  3- 
9644)  or  Norman  K  Tay- 
lor, Room  204,  US  Court 
House,  El  I**!*".  Tp\ 
(phone;  Keyatone  3  W.M , 
Kit  340) 

E<lw»r<l  J  »«llM-,  Room  ajK, 
346  Broadway,  New  York 
13,  N  V  (pnonf  Rtvtor 
i-HOOO,  Ext.  H07) 

R  II  B««rt«'lson,  l3«Or»ii.1.' 
Av..  Noicak*.  Ariz.  (Plwrw 
Atw»t*r7-2»02) 

Lloy.1  W.  IkMioy,  1200  N  \N 
21  Terrace,  Room  5.  Mtinii 
Fla.  (Phone  NewtJHi  .V 
7»«T)  or  Iluliert  S  Klynt. 
775  Warn**  Strwt.  OrUmlo 
Kla.  (phone  lianlon  '.'- 
2447). 

Carley  D.  Williams.  7M 
South  Central  .We  .  Room 
2M,  Los  AiiRelefl  21.  Calif 
(Phone:  Madl.'ton  2  H7.Vi( 

E.  E.  Conklin,  Kruit  aii<l 
VeiteUble  Division,  AM.-* 
L'  S.  Deparlnieiit  nf  .\Rri- 
culture,  WMliiiiKton  iV 
DC.  (Phone:  Dudley  k- 
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(d)  Inapectlon  certiflcatea  shall  cover 
only  the  quantity  of  oranges  that  Is  being 
imported  at  a  particular  port  of  entry 
by  a  particular  importer. 

(e)  The  inspection  performed,  and 
certificates  Issued,  by  the  Federal  or 
Federal-State  Inspection  Service  shall  be 
In  accordance  with  the  rules  and  regu- 
lations of  the  Department  governing  the 
inspection  and  certification  of  fresh 
fruits,  vegetables,  ancKother  products  n 
CFR  Part  51).  The  cost  of  any  inspec- 
,tion  and  certification  shall  be  borne  by 
the  applicant  therefor. 

(f)  Each  inspection  certificate  issued 
with  respect  to  any  oranges  to  be  im- 
ported into  the  United  States  shall  set 
forth,  among  other  things: 

(1)  The  date  and  place  of  inspection: 

(2)  The  name  of  the  shipper,  or  ap- 
plicant; 

(3)  The  commodity  inspected; 

(4)  The  quantity  of  the  commodity 
covered  by  the  certificate; 

(5)  The  principal  identifying  marks 
on  the  container ; 

(6)  The  railroad  car  initials  and  num- 
ber, the  truck  and  the  trailer  license 
number,  the  name  of  the  vessel,  or  other 
identification  of  the  shipment;  and 

(7)  The  following  statement,  if  the 
facts  warrant:  Meets  U.S.  Import  re- 
quirements imder  section  8e  of  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937,  as  amended. 

(g)  Notwithstanding  any  other  provi- 
sion of  this  regulation,  any  Importation 
Of  oranges  which.  In  the  aggregate,  does 
not  exceed  five  1%  bushel  boxes,  or 
equivalent  quantity,  may  be  imported 
without  regard  to  the  restrictions  speci- 
fied herein. 

(h)  Nothing  contained  in  this  section 
shall  be  deemed  to  preclude  any  Importer 
from  reconditioning  prior  to  importation 
any  shipment  of  oranges  for  the  purpose 
of  making  it  eligible  for  importation  un- 
der the  act 

(i)  No  provisions  of  this  section  shall 
supersede  the  restrictions  or  prohibitions 
on  oranges  under  the  Plant  Quarantine 
Act  of  1912. 
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(j)  The  terms  "U.S.  No.  1  Russet  and 
'diameter"  shall  have  the  same  meaning 
as  when  used  in  the  United  States 
Standards  for  Florida  Oranges  and 
Tangelos  (55  51.1140-51.1178  of  this 
title).  "Importation"  means  release 
from  custody  of  the  United  States  Bu- 
reau of  Customs. 

tk)  Orange  Regulation  No  l  <  5  944 - 
301;  26  F.R.  9668.  9905:  27  F.R.  8,  458 • 
is  hereby  terminated  at  12:01  am  .  e  s.t  . 
February  1. 1962. 

It  is  hereby  found  that  it  is  imprac- 
ticable and  contrary  to  the  public  inter- 
est to  postpone  the  effective  time  of  this 
regulation  beyond  that  hereinafter  spec- 
ified  t5  US.C.    1001-1011)    in  that   <a» 
the  requirements  of  this  import  regula- 
tion are  imposed  pursuant  to  section  8e 
of    the    Agricultural    Marketing    Agree- 
ment Act  of  1937,  as  amended  (7  US.C. 
601-874;  75  Stat.  305) ,  which  makes  such 
regulation  mandatory ;  <  b )  the  grade  and 
size  requirements  of  this  import  regula- 
tion are  comparable  to  those  in  effect  on 
domestic    shipments    of    oranges    imder 
Orange  Regulation  1  <§  905.302;  27  F.R 
164);    'O    compliance  with  this  Import 
regulation  will  not  require  any  special 
preparation  which  cannot  be  completed 
by  the  effective  time;   (d)  notice  hereof 
in  excess  of  three  days,  the   minimum 
that  is  prescribed  by  said  section  8e,  is 
given  with  respect  to  this  import  regu- 
lation;   and    <e)    such   notice   Is   hereby 
determined,  under  the  circumstances,  to 
be  reasonable. 

(Seca    1-19,  48  Stat    31.  as  amended.   7  USC 

601   674) 


Dated:  January  25.  1962. 

Paul  A.  Nicholson. 
Deputy     Director.     Fruit     and 
Vegetable    Division.   Agricul- 
tural Marketing  Service. 
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Title  14-AERONAUTICS  AND 
.     SPACE 

Chapter  III — Federal  Aviation  Agency 

SUBCHAPTEt   E— All   NAVIGATION 
lEGULATIONS 

I  Airspace  Docket  No.  6i-WA-i971 

PART  602— DESIGNATION  OF  JET 
ROUTES,  JET  ADVISORY  AREAS 
AND  HIGH  ALTITUDE  NAVIGA- 
TIONAL AIDS 

Alteration   of  Jet   Route 

On  October  31.  1961,  a  notice  of  pro- 
posed rule  making  was  published  in  the 
Ftdbral  Recistir  (26  F.R.  10182),  sUt- 
Ing  that  the  Federal  Aviation  Agency 
proposed  to  alter  the  segment  of  Jet 
Route  No.  23  from  San  Antonio,  Texas, 
to  Oklahoma  City.  Okla. 

No  adverse  comments  were  received 
regarding  the  proposed  amendment. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  nile  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 


The  substance  of  the  proposed  amend- 
ment having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582) 
and  for  the  reasons  stated  In  the  notice, 
the  following  action  is  taken: 

In  i  602.100  Jet  routes  (26  F.R.  7081), 
Jet  Route  No    23  is  amended  to  read: 

Jet  Route  No.  23  (San  Antonio,  Tex., 
to  Cheyerme,  Wyo. ) .  From  San  Antonio. 
Tex.,  via  Mineral  Wells,  Tex.:  Oklahoma 
City,  Okla.;  Wichita,  Kans.;  Hill  City. 
Kans..  to  Cheyenne,  Wyo. 

This  amendment  shall  become  effec- 
tive 0001  est,  April  5,  1962. 
(Sec   307(a) .  72  Stat.  749;  49  US.C.  1348) 

Issued  in  Washington.  DC,  January 
22. 1962. 

D.  D.  Thomas. 
Director.  Air  Traffic  Service. 

(FR      Doc      62-909;     Filed.     Jan.     26.     1962: 
8  45   a.m  I 


Title  21— FOOD  AND  DRUGS 

Chapter  I — Food  and  Drug  Adminis- 
tration, Department  of  Health, 
Education,  and  Welfare 

SUBCHAFTll    ■ — FOOD    AND    FOOD    PtODUCTS 

PART  120— TOLERANCES  AND  EX- 
EMPTIONS FROM  TOLERANCES  FOR 
PESTICIDE  CHEMICALS  IN  OR  ON 
RAW  AGRICULTURAL  COMMODI- 
TIES 
Ethylene  Oxide  on  Black  Walnut 

Meats;  Tolerance  for  Residues 
No  comment  having  been  received  on 
the   proposal    of   the    Commissioner  of 
Food  and  Drugs  published  in  the  Federal 
Recistir  of  November  30.  1961  (26  F.R. 
11297).  with  reference  to  ethylene  oxide 
as  a  fumigant  on  black  walnut  meats, 
and  no  request  having  been  received  for 
referral  of  the  proposal  to  an  advisory 
committee:  It  is  ordered.  That  the  regu- 
lations for  tolerances  for  pesticide  chem- 
icals in  or  on  raw  agricultural  comimodl- 
ties   (21  CFR   120.151)    be  amended  by 
adding  black  walnut  meats  to  the  list  of 
commodities  In  5  120.151.    As  amended, 
this  section  reads  as  follows: 
§  120.151      TolrmiHrji     for     reniduen    of 
ethylrnr  oxidr. 
A  tolerance  of  50  parts  per  million  Is 
established  for  residues  of  ethylene  oxide, 
when  used  as  a  fumigant  in  or  on  the 
following  raw  agricultural  commodities: 
Black  walnut  meats,  copra,  whole  spices. 
This  action  Is  taken  pursuant  to  the 
authority    vested    In    the    Secretary    of 
Health,  Education,  and  Welfare  by  the 
Federal  Food,  Drug,  and  Cosmetic  Act 
(sec.  408(e).  68  SUt.  514;  21  US.C.  346a 
(e) ) ,  and  delegated  to  the  Commissioner 
of  Food  and  Drugs  by  the  Secretary  (25 
PR.  8625). 

Any  person  who  will  be  adversely  af- 
fected by  the  foregoing  order  may  at  any 
time  prior  to  the  thirtieth  day  from  the 
date  of  Its  publication  in  the  Pemral 
Recistee  file  with  the  Hearing  Clerk.  De- 
partment of  Health.  Education,  and  Wel- 
fare. Room  5440,  330  Independence  Avc- 
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nue  SW..  Washington  25.  D.C..  written 
objections  thereto.  Objections  shall 
.show  wherein  the  person  filing  will  be 
adversely  affected  by  the  order  aiKl  spec- 
ify with  particularity  the  provisions  of 
the  order  deemed  objectionable  and  the 
l:  rounds  for  the  objections.  If  a  hearing 
IS  requested,  the  objections  must  state 
the  issues  for  the  hearing.  A  hearing 
will  be  granted  if  the  objections  are  sup- 
ported by  grounds  legally  sufficient  to 
justify  the  relief  sought.  Objections  may 
be  accompanied  by  a  memorandum  or 
brief  in  support  thereof.  All  documents 
.shall  be  filed  in  quintuplicate. 

Effective  date.  This  order  shall  be  ef- 
fective on  the  date  of  its  publication  in 
the  Federal   Register. 

(Sec    408*e),  68  SUt.  514;  21  UJS.C.  346aie>) 
"■      Dated:   January  23.  1962.   | 

John  L.  Habvey. 
Deputy  Commissioner  of 
Food  and  Drugs. 

jFR     Doc      62  924:     Filed,    Jan.    26.     1962; 
8:48    am.) 
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PART  120— TOLERANCES  AND  EX- 
EMPTIONS FROM  TOLERANCES  FOR 
PESTICIDE  CHEMICALS  IN  OR  ON 
RAW  AGRICULTURAL  COMMODI- 
TIES 

Tolerance  for  Residues  of  1-Naphthyl 
N-Methylcarbamate 

A  petition  was  filed  with  the  FOod  and 
Drug  Administration  by  Union  Carbide 
Corporation.  270  Park  Avenue.  New  York 
17.  New  York,  requesting  the  estaUlsh- 
ment  of  a  tolerance  for  residues  of  1- 
naphthyl  ?V-methylcarbamate  in  or  on 
asparagus  at  10  parts  per  million. 

The  Secretary  of  Agriculture  has  cer- 
tified that  this  pesticide  chemical  Is  use- 
ful for  the  purposes  for  which  a  tolerance 
is  being  established. 

After  consideration  of  the  data  sub- 
mitted in  the  petition  and  other  relevant 
material  which  show  that  the  tolerance 
established  in  this  order  will  protect  the 
public  health,  and  by  virtue  of  the  au- 
thority vested  in  the  Secretary  of  Health. 
Education,  and  Welfare  by  the  Federal 
Food.  Drug,  and  Cosmetic  Act  (sec.  4©8 
(d)(2).  68  SUt  512;  21  U.S.C.  846a 
(d)(2))  and  delegated  to  the  Commis- 
sioner of  Pood  and  Drugs  by  the  Secre- 
tary (25  PJt  8626),  the  regulaUona  for 
tolerances  for  pesticide  chemicals  in  or 
on  raw  agricultural  commodities  are 
amended  by  adding  to  i  120.169  a  toler- 
ance for  this  pesticide  chemical  in  or 
on  asparagus.  As  amended,  the  item 
containing  the  10  parts  per  million  toler- 
ance limitation  is  changed  to  read  as 
follows : 

§  120.169     Tolerance*  for  rrnidue*  of  1- 
naphlhyl  /V-mrthylrarbainale. 

•  •  •  •  • 

Ten  parts  per  million  in  or  on  applet. 
apricots,  asparagus,  bananas,  beans, 
blueberries,    broccoli,    brussels    sprouts. 
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cabbage,  carrots,  cauliflower,  cherries, 
'citrus  fruits,  cranberries,  cucimibers, 
eggplants,  gn^ws,  kohlrabi,  lettuce, 
melons,  nectarines,  6kra.  peaches,  pears, 
peppers,  plums  (fresh  prunes),  pump- 
kins, sorghum  grain,  strawberries,  sum- 
mer squash,  tomatoes,  winter  squash. 

Any  person  who  will  be  adversely  af- 
fected by  the  foregoing  order  may  at  any 
time  prior  to  the  thirtieth  day  from  the 
date  of  its  publication  in. the  Federal 
Rbgistke  file  with  the  Hearing  Clerk, 
Departknent  of  Health.  Education,  and 
Welfare,  Room  5440,  330  Independence 
Avenue  8W.,  W?ishington  25.  D.C..  writ- 
ten objections  thereto.  Objections  shall 
show  wherein  the  person  filing  will  be 
adversely  affected  by  the  order  and 
specify  with  particularity  the  provisions 
of  the  order  deemed  objectionable  and 
the  grounds  for  the  objections.  If  a 
hearing  is  requested,  the  objections  must 
state  the  issues  for  the  hearing.  A  hear- 
ing will  be  granted  if  the  objections  are 
supported  by  grounds  legally  sufficient  to 
Justify  the  relief  sought.  Objections  may 
be  accompanied  by  a  memorandum  or 
brief  in  support  thereof.  All  documents 
shall  be  filed  in  quintuplicate. 

'Effective  date.   This  order  shall  be  ef- 
fectiTe  on  the  date  of  its  publication  In 

the  FkllKKAL  RCCISTER. 

(See.  40e(d)(2).  68  Stat.  512;  21  U.S.C.  346a 

«i)(a)) 

Dated:  January  23. 1962. 

John  L.  Harvey. 
Deputy  Commissioner 
of  Food  and  Drugs. 


ITM.    Doc.    62-922;     Filed. 
8:48  ajn.l 


Jan.    26,     1962; 


PART  120— TOLERANCES  AND  EX- 
EMPTIONS FROM  TOLERANCES  FOR 
PESTICIDE  CHEMICALS  IN  OR  ON 
RAW  AGRICULTURAL  COMMODI- 
TIES 

Sulfur  Dioxida  ond  Sodium  Metabi- 
sulfita;  Final  Order 

Neither  comments  nor  objections  were 
received  in  response  to  the  notice  of  pro- 
posed rule  mf^lH^'g  published  lii  the  Ped- 
kkalRsoistbe  November  18, 1961  (26  P.R. 
10810) ,  with  regard  to  revoking  the  ex- 
emption from  the  requirement  of  a  toler- 
ance of  sodium  metablsulflte  on  stored 
grains  and  limiting  the  exemption  with 
respect  to  the  use  of  sulfur  dioxide  on 
grains. 

Tlierefore,  pursuant  to  the  authority 
vested  in  tbe  Secretary  of  Health,  Edu- 
cation, and  Weltere  by  the  Federal  Pood, 
Drug,  and  Oosmetic  Act  (sec.  408  (b), 
(e) .  68  SUt.  612,  614;  21  U.S.C.  34«a  (b) . 
(e)  >  and  ddegated  to  the  Commissioner 
of  Food  and  Drugs  by  the  Secretary  (25 
F H.  8635) ,  the  regulations  for  tolerances 
for  rnt*T*^^  chrmlrals  in  or  on  raw  agri- 
cultural MmmodiUes  are  amended  by 
f Hanging  1 120.180  (21  CFR  120.180)  to 
read  as  follows: 
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§  120.180  Exemption  from  the  require- 
ment of  a  tolerance  for  residvea  of 
sulfur  dioxide  from  use  in  fumigants 
for  stored  grains. 

Residues  from  the  Mae  of  stilfur  di- 
oxide in  liquid  grain-fumigant  formula- 
tions for  marker  or  fire-retardant  pur- 
poses at  levels  not  exceeding  5  percent 
by  weight  of  such  formulations  are  ex- 
empted from  the  requirement  of  a  toler- 
ance in  or  on  barley,  buckwheat,  com, 
oats,  popcorn,  rice,  rye,  grain  sorghum 
(milo),  wheat. 

Any  person  who  will  be  adversely  af- 
fected by  the  foregoing  order  may  at  any 
time  prior  to  the  thirtieth  day  from  the 
date  of  its  publication  in  Jhe  Pmeral 
Register  file  with  the  Hearing  Clerk. 
Department  of  Health.  Education,  and 
Welfare,  Room  5440,  330  Independence 
Avenue  SW..  Washington  25,  DC.  writ- 
ten objections  thereto.  Objections  shall 
show  wherein  the  person  filing  will  be 
adversely  affected  by  the  order  and 
specify  with  particularity  the  provisions 
of  the  order  deemed  objectionable  and 
the  grounds  for  the  objections.  If  a 
hearing  is  requested,  the  objections  must 
state  the  issues  for  the  hearing.  A  hear- 
ing will  be  granted  if  the  objections  are 
supported  by  grounds  legally  sufficient 
to  justify  the  relief  sought.  Objections 
may  be  accompanied  by  a  memorandum 
or  brief  in  support  thereof.  All  docu- 
ments shall  be  filed  in  quintuplicate. 

Effective  date.     This  order  shall   be 
effective  on  the  date  of  Its  publication  in 
the  Federal  Recisteb. 
(Sec.  408.  68  Stat.  611;  21  U.S.C.  346a) 

Dated :  January  23, 1962. 

JohmL-Harvet, 
Deputy  Commissioner, 
of  Food  and  Drugs. 

|F.R.    Doc.    62-934;     PllecJ.    Jan.    36.    1962; 
8:48ajn.I 


PART  120— TOLERANCES  AND  EX- 
EMPTIONS FROM  TOLERANCES  FOR 
PESTICIDE  CHEMICALS  IN  OR  ON 
RAW  AGRICULTURAL  COMMODI- 
TIES 
Tolerances  for  Residues  of  Folpet 

A  petition  was  filed  with  the  Pood  and 
Drug  Administration  by  California 
Chemical  Company,  Ortho  Division. 
Lucas  Street  and  Ortho  Way,  Richmond. 
California,  requesting  the  establishment 
of  tolerances  for  residues  of  N-(trlchloro 
methylthio)  phthalimlde  (common  name 
folpet)  in  or  on  apples,  avocados,  black- 
berries, blueberries,  boysenberries,  can- 
taloups, celery,  cherries,  citrus  fruits, 
crabapples,  cranberries,  cuciunbers,  cur- 
rants, dewberries,  endive  (escarole) ,  gar- 
lic, gooseberries,  grapefruit,  grapes, 
honeydew  melons,  huckleberries,  ledu, 
lemons,  lettuce,  limes,  loganberries, 
muskmelons,  onions,  oranges,  pumpkins, 
raspberries,  shallots,  strawberries,  sum- 
mer squash,  tangelos,  tangerines,  toma- 
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toes,  watermelons,  and  winter  squash  at 
50  parts  per  million.  Endive  (escarole) 
was  later  withdrawn  from  the  petition. 

The  Secretary  of  Agrlciilture  has  cer- 
tified that  this  pesticide  chemical  Is  use- 
ful for  the  purposes  for  which  tolerances 
are  being  established. 

After  consideration  of  the  data  sub- 
mitted In  the  petition  and  other  relevant 
material  which  show  that  the  tolerances 
established  In  this  order  will  protect  the 
public  health,  and  by  virtue  of  the  au- 
thority vested  in  the  Secretary  of  Health. 
Education,  and  Welfare  by  the  Federal 
Food.  Drug,  and  Cosmetic  Act  (sec.  408 
(d)(2),  68  SUt.  512;  21  U.S.C.  346a(d) 
(2) )  and  delegated  to  the  Commissioner 
of  Pood  and  Drugs  by  the  Secretary  (25 
FJl.  8625) .  the  regulations  for  tolerances 
for  pesticide  chemicals  in  or  on  raw 
agricultural  commodities  (21  CFR  Part 
120)  are  amended  by  adding  thereto 
the  following  new  section: 

§  120.191      Tolerancn    for    rrjtiduro    of 
folpet. 

Tolerances  for  residues  of  folpet  iN- 
(trlchloromethylthio)phthalimide)  in  or 
on  raw  agricultural  commodities  are 
established  as  follows: 

50  parts  per  million  in  or  on  apples. 
avocados,  blackberries,  blueberries,  boys- 
enberries.  celery,  cherries,  citrus  fruits. 
cn^pples.  cranberries,  cucimibers,  cur- 
rants, dewberries,  garlic,  gooseberries, 
grapes,  huckleberries,  leeks,  lettuce, 
loganberries,  melons,  onions,  pumpkins, 
raspberries,  shallots,  strawberries,  sum- 
mer squash,  tomatoes,  winter  squash. 

Any  person  who  will  be  adversely  af- 
fected by  the  foregoing  order  may  at 
any  time  prior  to  the  thirtieth  day  from 
the  date  of  Its  publication  in  the  Pid- 
BSAL  RiGiSTiR  file  With  the  Hearing 
Clerk.  Department  of  Health.  Educa- 
ticn,  and  Welfare.  Room  5440,  330  Inde- 
pendence Avenue  SW..  Washington  25. 
D.C..  written  objections  thereto.  Ob- 
jections shall  show  wherein  the  person 
filing  will  be  adversely  affected  by  the 
order  and  specify  with  particularity  the 
provisions  of  the  order  deemed  objec- 
tionable and  the  grounds  for  the  objec- 
tions. If  a  hearing  is  requested,  the 
objections  must  state  the  issues  for  the 
hearing.  A  hearing  will  be  granted  if 
the  objections  are  supported  by  grounds 
legally  sufBclent  to  Justify  the  relief 
sought.  Objections  may  be  accompanied 
by  a  memorandum  or  brief  in  support 
thereof.  All  dociiments  shall  be  filed  in 
qiiintuplicate. 

Effective  date.  This  order  shall  be 
effective  on  the  date  of  its  publication 
in  the  FsoitAL  Rscisin. 


RULES  AND  REGULATIONS 

PART  121— fOOD  ADDITIVES 

Subptfirt    A — Daflnitions    and    Proca- 
dural  ond  Intarpratotiva  Ragufotlons 

FunTHKa  ExTKKSioif  OF  EmcTTVB  Dat« 
or  Statttti  for  Cirtain  SPKCirizo 
Food  Aooitivss 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food,  Drug,  and  Cosmetic  Act  (sec. 
6cc),  Public  Law  85-929,  as  amended 
sec.  2.  Public  Law  87-19;  72  Stat.  1788. 
as  amended  75  Stat.  42;  21  U.S.C.,  note 


(Sec.  408(d)  (2),  68  Stat.  512; 
(<!)(»)) 


21  use.  346a 


Dated:  January  23,  1962. 

JoHir  L.  Harvkt, 


Deputy  Commissioner 
of  Food  and  Drugs. 


under  sec.  342) ,  and  under  the  authority 
delegated  to  the  Commissioner  of  Food 
and  Drugs  by  the  Secretary  of  Health, 
Education,  and  Welfare  (25  FJt.  8625). 
the  effective  date  of  the  statute  as  it 
pertains  to  certain  items  of  direct  addi- 
tives to  food  is  further  extended  to  the 
dates  indicated  in  this  order.  It  is 
therefore  ordered  that  the  following 
items  In  S  121.90  (21  CFR  121.90;  26  TR. 
5502.  6270,  6473,  7544,  8390)  be  changed 
to  read  as  follows: 


I'la'iucl 


S|irrifii"l  ll«'^  'ir  n-^lri.  tl'iii^ 


H.'t.iiiic.  aJihyilrou.i,  or  heliiiiio  hvilroctilori'lr 

,.'ti  K  K   r.VM). 
Hithionol    rTAf,)   a;id   mcthioln.iiutmiie     liV,  ' 
Jft  F  R   54731. 


I  1  bi-itpChlorophpnyl.  2.2,2  irichloroclhmol 

VX<  V  K  ilM). 
Hiityl  ■itoardte  (26  K.R.  MOJ) 


Do 


CopixT  ■iulfatr  (iC  F  R   7.VM1  .. 

Couraarone-lndene  rfaln  (26  F  R    6473» 
Di.sodiuni    pthylene<lliimliie    telriiAt-elatc     v26 
K  R   M73). 

Ft-rric  choUn*  citrate  Cif>  F  R  «V473    

Formaldehyde  (26  FR   5i<W) 

Iodine  (from  dehydri»le<l  kelpl  yit  F.E   M;3;.. 

Menu. Uone  (26  F  R   7544) 

MonoKlyii-rlilcs    and     dlKlycfridrs    ,ind    Ihiir 

lat'tic  acid  monoeslers  (,i»  F  K   .VVWi. 
Oiystoarin  (26  F  R   .W02)      . 

P.-trolt'iini  hydrocarbon  re.sin.  aliphatir    inul 

»t.  ;lI)prox     1100)    (26  F  R    tV473' 
F'olyojyethylenc  glycol  (fiOOt  dioU'nto  (26  F  R 

7M4). 
I'olyoxyplhylftii'  glyc»il    '"ilO'  dlol.-.ite  .-V>  F  R 

.S502I 
I'ulyovyt'thylene   glycf)!    (tiOOi    moiioridnoli' iti- 

(26  F  R   55021 
rropioualdehyde  f26  F  R   S3»)' 
Rosin  or  hydrogeii.iu-d  rosin  i>olynu'r<  of  ulyi- 

criii  or  fx-ntaerythritol.     (26  F  R    6473). 

Rutin    'Jl)  F  R   75*4^  

Tallow,  oxiUiml  (26  F  R   bHJZ' 


Di.l  iry  ^^l|■|■lt•^u•nt.  linill  li*  niK   \^t  clay . 

Ill  |K)uUry  fivd  ^s  a  coocidio^tat,  limlU'il  to  2  lb 

\M-T  ton  of  fwd  with  no  residue  in  edible  H.-wues 

of  jioultry.     I)is<-ontiniio  fi-t'dlng  article  3  days 

prior  to  sl.uufhtcr. 
UK)  p  p  ni   a.'*  n\sidue  in  mint  oil  from  u<«e  on  fresh 

mint  Icasrs  for  control  of  inltes. 
("oiniion.-iit  of  dofounier  ust-d  in  tlio  jiroduction  of 

N'.it  "Higar 
Comiioncnt  of  dfJoamer   usd   in   production  of 

yeiwt. 
Oietiiry  vipi>linu>nt.  limit  2  mir  ofcopi»r  per  day. 

Component  of  ehewin*  (turn  base  

Truci  mineral  solubllUer  for  feeds  for  ruminant 

animals,  200  p. p  m. 

Nuiri«'nt  and  dietary  nuppk-ment 

Comi)onent  of  ilefoamer  U-icd  In  production  of  beet 

suitiir,  limit  0.01  p. p.m.  in  .lupu 
In  dietary  supplements;  limited  to  0  7  m^  iodine 

|H>r  clay. 

Dieury  supplement,  limit  1  mir  per  day 

toiuiwnenls  of  defoamer  m  prodiu  tfon  of  yeast 

ComiHjnentofdetoamer  u!>ed  In  pro<luctionof  beet 

siurar  aiid  yea.st. 
('om|M>nent  of  chewing  Kum  ba-se  


KfTeilivc 
date  of 
statute  ex- 
tended to  - 


Corai>onent  of  defoamer  u.>»ed  in  production  of 
I      yi'aj<t. 

:  Comiwnent  of  difoamor  u.std  m  the  production  of 
U-et  Mijfur 
ComiHjnent  of  defoamer  iis«-d  in  the  pro<lmtion  of 
lieet  suKar  and  yeast. 

Synthetic  (lavorlng  subslani-c • 

{'oniiKjnont  of  chewing  gum  ba.« 


T  illo«  .  oxidltt'd    26  F  R   7."»44j 


Dietary  supplement,  limit  SO  mg.  vct  day 

As  .1  conii>onent  of  defoamer  used  in  jiro<luction  of 

yiM.st    limit  4<)  p  p  m    in  final  product 
Com|ionent  of  defoamer   iii   production  of  beet 

suKur.  limit  V)  p  p  m    in  final  pnxiuct 


iJan.      1,1961 
Do  < 

Do  ' 

Do.' 

Do.i 

Do. 
Do  1 
l>o.' 

Do  > 
Do.' 

Do.i 

Do.' 

Do' 

Do  I 
Do.i 
Do." 
Do.> 

Do  ' 

Do.' 
Do  ' 

Do.' 
Do.' 

Do  " 


[WR.    Doc. 


62-033:     FUed. 
8:48  ajn.] 


Jan.    26,    1962;      |r.R.    Doc. 


'■  I'rogTc.^s  report  re'iuired  by  July  I,  I'XiJ. 

Notice  and  public  procedure  are  not 
necessary  prerequ^tes  to  the  promul- 
gation of  this  order,  and  1  so  find,  since 
extensions  of  time,  under  certain  con- 
ditions, for  the  effective  date  of  the  Food 
Additives  Amendment  to  the  Federal 
Food,  Drug,  and  Cosmetic  Act  were  con- 
templated by  Public  Law  87-19  as  a  relief 
of  restrictions  on  the  food -processing 
industry. 

Effective  date.  This  order  shall  be- 
come effective  as  of  the  date  of  signature. 

(Sec.  6(c).  Publio  Law  85-929.  as  amended 
Bee.  2.  Public  Law  87-19;  72  SUt.  1788.  a* 
amended  75  Stat.  42;  21  U.3.C  ,  note  under 
sec.  342) 

Dated:  January  23,  1962. 

John  L.  Harvsy, 
Deputy  Commissioner 
of  Food  and  Drugs. 

62-920;    FUed.    Jan.    26.    1962; 
8:47  ajn.] 


PART   121— FOOD  ADDITIVES 

Subpart    A — Daflnitions    and    Proce- 
dural and  Intarpratativa  Ragulations 

FuRTHiR  Extensions  or  Eftectivk  Datk 
or  Statute  for  Certain  Specified  Food 
Additives 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food,  Drug,  and  Cosmetic  Act  (sec. 
6(c) .  Public  Law  85-929,  as  amended  sec. 
2  Public  Law  87-19;  72  SUt.  1788,  as 
amended  75  Stat.  42;  21  U.S.C,  note 
under  sec.  342) ,  and  under  the  authority 
delegated  to  the  Commissioner  of  Pood 
and  Drugs  by  the  Secretary  of  Health. 
EducaUon.  and  Welfare  (25  F.R.  8625 >, 
the  effective  date  of  the  statute  as  It 
pertains  to  certain  items  of  Indirect 
additives  to  food  Is  further  extended  to 
the  dates  indicated  in  this  order.  It.  is 
therefore  ordered  that  the  following 
items  in  |  121.91  (21  CFR  121.91;  26  F.R. 
6271,  6323.  7963.  12242)  be  changed  to 
read  as  follows: 


I 
Saturday,  January  27,  1962 


FEDERAL  REGISTER 


Product 


I 


l>l  i|  >    .liililoro-ilipheuyldichloroetliane). 


1 1 1  iT    I  In  liloro-dlplirnyltrii.liloro<'tlmne) 

r,ir<iluum  N  F.  and  \'.K.P.  I'ltraviole*  »b- 
Mirptlvily  (a*  defined  In  .\ST.M  E-131)  at  2«0 
inlhniicrimslitt'rs  |>iT  gruni  (Tntimeler:  2.0 
inniniiini. 

I'lpiioiiyl  t>utoxide     - 


l',M>,.\\(  tli>Seiii  plyn.l  (isoni  monosteantc 

I'nlps  from  nslMlmed  fibers,  oxclinllng  material 
|iM  \  lou.sly  u.seil  for  the  packaging  of  l)estlcide 
I  !>rlMi(\il.s  lUliI  |>ul.>ions. 

r>  :.  tlillll.-!  [ 


j:...!.iiin  li):tio,sulfoiiate  jso-lium  ligiiiii.sulfoliatc) 
I  r>':i  formaldehyde --i- 


Specified  uaea  or  restrictknu 


Reaidae  from  nw  Mricultaral  product.  In  dried 
tomato  pomaoe  for  use  in  pet  food;  Itmit  100 
p.p.m.  in  dried  pomaoe. 

Lubricant  for  food-i«roee«sing  machinery-.. -. 


Component  of  insectlddc  for  control  of  infestation 
in  food^storafte  and  food-prooessing  areas;  limit 
20  p.p.m.  in  food. 

Component  of  calender  sixingyor  paper  and  paper- 
board. 

Csed  as  components  of  paper  and  paperboard  sur- 
faces intended  for  direct  oootaet  with  food. 

Component  of  insecticide  for  oootrol  of  infestation 
in  food-storafw  and  food-proqessing  areas;  limit  3 
p.p.m.  in  ftiod.  > 

Dlsperaant  in  wax  emulsions  in  paper  and  paper- 
board  for  food  packaglnc. 

In  oelluloae  fiber  felt  used  for  ooshioninK  foods 


Effective 
date  of 
statute  ex- 
tended to— 


1  Jan.  1,  1903 


Do.i 
Do.' 


Do.' 

Do.' 
Do.' 

Do.' 

Do.' 
Do.i 


I 


1  I'rogress  report  require'l  by  July  1,  IBS!. 

Notice  and  public  procedure  are  not 
necessary  prerequisites  to  the  promul- 
gation of  this  order,  and  I  so  find,  since 
extensions  of  time,  under  certain  con- 
ditions, for  the  effective  date  of  the 
Food  Additives  Amendment  to  the  Fed- 
eral Pood,  Drug,  and  Cosmetic  Act  were 
contemplated  by  Public  Law  87-19  as  a 
relief  of  restrictions  on  the  food-process- 
ing industry.  | 

Effectite  date.  This  order  shall  be- 
come effective  as  of  the  date  of  signature. 

(Sec  6(c),  Public  Law  86-929,  as  amended 
sec  2.  Public  Law  87-19;  72  Stat.  1788.  as 
amended  75  Stat.  42;  21  U.S.C.,  note  under 

sec   342)  I 

Dated:  January  23.  1962. 

John  L.  Hasvbt, 
Deputy  Commissioner 
of  Food  and  Drugs. 


IFR.    Doc. 


62-921;     Filed. 
8:48  ajn  ] 


Jan.    2«,    1962; 


PART   121— FOOD  ADDITIVES 

Subpart  C — Food  Additives  Parmittad 
in  Animal  Feed  and  Animal-Faad 
Supplements  | 

Methyl  Esters  or  Higher  Fatty  Acids; 
Fatty  Acids 


corrections 


I 


1  In  §  121.224(b)  (4)  (ii>.  the  number 
"  •  1.3"  is  changed  to  read  "-I-1.3".  (21 
CFR    121.224;   26  F.R.   11828) 

2.  In  S  121.1070(c)(2)  the  number 
•'-'  13"  is  changed  to  read  "+1.3".  (21 
CFR  121.1070;   26  F.R.   11829) 

(Sec  701(a).  52  Stat.  1055;  21  U.3.C.  371(a)) 

Dated:  January  23, 1962.       I 

John  L.  Harvxt, 
Deputy  Commissioner 
of  Food  and  Drugs. 

[FR     Doc.    63-923;     Filed.    Jan.    26.    1963; 
8:48  ami 


No.  IS 


PART  121— FOOD  ADDITIVES 

Subpart  F— Feed  Additives  Resulting 
Frem  Centact  With  Containers  or 
Equipment  and  Food  Additives 
Otherwise  Affecting   Food 

PoLTBTHTLnra  Tbrkphthalate  Film 

The  Commissioner  of  Food  and  Drugs, 
having  evaluated  the  data  submitted  in 
a  petition  filed  by  E.  I.  du  Pont  de 
Nemours  and  Company.  Wilmington  98, 
Delaware,  and  other  relevant  material. 
has  concluded  that  the  following  regula- 
tion should  issue  with  respect  to  poly- 
ethylene terephthalate  films  as  articles 
or  components  of  articles  used  in  pro- 
ducing, mamifacturing,  packing,  proc- 
essing, preparing,  treating,  paclcaging. 
tranq;>orting.  or  holding  food.  There- 
fore, pursuant  to  the  provisions  of  the 
Federal  Food.  Drug,  and  Cosmetic  Act 
(sec.  409(c)(1),  72  Stat.  1786;  21  U.S.C. 
348(c)(1)),  and  under  the  authority 
delegated  to  the  Commissioner  by  the 
Secretary  of  Health,  Education,  and 
Welfare  (25  FJl.  8625) ,  the  food  additive 
r^ulations  are  amended  by  adding  to 
Subpart  F  the  following  new  section: 

§  121^524     Polyethylene     terephthalale 
film. 

Polyethylene  terephthalate  film  may 
be  safely  used  as  an  article  or  component 
of  articles  used  in  producing,  manufac- 
turing. pacUnug,  processing,  preparing. 
treating,  packaging,  transporting,  or 
holding  food  subject  to  the  provisioi^ 
of  this  section. 

(a)  Polyethylene  terephthalate  film 
consists  of  a  base  sheet  of  ethylene  ter- 
ephthalate polsrmer.  to  which  have  been 
added  <H;>ti(H)al  substances,  either  as 
constituents  of  the  base  sheet  or  as  con- 
stituents of  coatings  applied  to  the  base 
sheet. 

(b)  The  quantity  of  any  optional  sub- 
stance emidoyed  in  the  production  of 
polyethylene  terephthalate  film  does  not 


S25 

exceed  the  amount  reasonably  required 
to  accomplish  the  intended  phsrsical  or 
technical  effect  or  any  limitation  further 
provided. 

(c)  Any  substance  onployed  in  the 
production  of  polyethylene  terephthalate 
film  that  is  the  subject  of  a  regulation 
in  Subpart  F  of  this  part  conforms  with 
any  specification  in  such  regulation,  and 
any  substance  which  is  not  the  subject 
of  a  regulation  in  Subpart  F  conforms 
with  the  specifications,  if  any.  prescribed 
by  an  order  extending  the  effective  date 
of  the  statute  for  such  substance  as  an 
indirect  additive  to  food. 

(d)  Substances  employed  in  the  pro- 
duction of  polyethylene  terephthalate 
film  include : 

(1)  Substances  generally  recognized 
as  safe  in  food. 

(2)  Substances  subject  to  prior  sanc- 
tion or  approval  for  use  in  polyethylene 
terephthalate  film  and  used  in  accord- 
ance with  such  sanction  or  approval. 

(3)  Substances  which  by  regulation 
in  this  Subpart  F  may  be  safely  used  as 
components  of  resinous  or  poljrmeric 
coatings  and  film  used  as  food-contact 
surfaces  subject  to  the  provisions  of  such 
regulation. 

(4)  Substances  identified  in  this  sub- 
paragraph and  subject  to  such  limita- 
tions as  are  provided: 

List  of  substances  and  limitations 

( i )  Base  sheet : 
Ethylene  terephthalate  polymer:  Prepared 
by  the  condensation  of  dimethyl  tereph^ 
thalate  and  ethylene  glycol. 
Ethylene  terephthalate  polymer:  Prepared 
by  the  copolymerizatlon  of  terephthalic 
acid  and  ethylene  glycol. 
(11)  Coatings: 
2-Ethylhezyl  acrylate  copolymerlzed  with 
one  or  more  of  the  following : 
Acrylonltrile. 
Methacrylonltrlle . 
Methyl  acrylate. 
Methyl  methacrylate. 
Itaconlc  acid. 
Vinylldene    chloride    copolymerlzed    with 
one  or  more  of  the  following : 
Methacryllc  acid  and  its  methyl,  ethyl, 

propyl,  butyl,  or  actyl  esters. 
Acrylic  acid  and  Its  methyl,  ethyl,  pro- 
pyl, butyl,  or  octyl  esters. 
Acrylonltrile. 
Methacrylonltrlle. 
Vinyl  chloride. 
Itaconlc  acid, 
(ill)  Emulsiflers: 
Sodium    dodecylbensenesTilf onate :    As    an 
adjuvant  In  the  application  of  coatings 
to  the  base  sheet. 
Sodlimi  lauryl  sulfate:  As  an  adjuvant  in 
the  application  of  coatings  to  the  base 
sheet. 

(e)  Polyethylene  terephthalate  film 
conforming  with  the  specifications  pre- 
scribed in  subparagraph  (1)  of  this 
paragraph  is  used  as  provided  in  sub- 
paragrai^  (2)  of  this  paragraidi: 

(1)  5pec</lcation«.  (1)  Thie  film,  when 
exposed  to  disUUed  water  at  250*  F.  for 
2  hours,  yields  chloroform-eolulde  ex- 
tractives not  to  exceed  0.5  milligram  per 
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square  inch  of  film  surface  exposed  to 
the  solvent;  and 

(11)  The  film,  when  exposed  to  n-hep- 
tane  at  150*  P.  for  2  hours,  srlelds 
chloroform-soluble  extractives  not  to 
exceed  0.5  milligram  per  square  inch  of 
film  surface  exposed  to  the  solvent. 

(2)  Conditions  of  use.  The  film  is 
used  for  packaging,  transporting,  or 
holding  food,  excluding  alcoholic  bever- 
ages, at  temperatures  not  to  exceed 
250*  P. 

(f)  Polyethylene  terephthalate  film 
conforming  with  the  specifications  pre- 
scribed in  siibparagraph  (1)  of  this 
paragraph  is  used  as  provided  in  sub- 
paragraph (2). 

(1)  Specifications,  (i)  The  film  meets 
the  specifications  in  paragraph  (e)(1) 
of  this  section ;  and 

(11)  The  film,  when  exposed  to  50  per- 
cent ethyl  alcohol  at  120*  P.  for  24  hours. 
srlelds  chloroform-soluble  extractives  not 
to  exceed  0.5  milligram  per  square  inch 
of  fliTw  surface  exposed  to  the  solvent. 

(2)  Conditions  of  use.  The  film  is 
used  for  packaging,  transporting,  or 
holding  alcoholic  beverages  that  do  not 
exceed  50  percent  alcohol  by  volume. 

Any  person  who  will  be  adversely  af- 
fected by  the  foregoing  order  may  at  any 
time  prior  to  the  thirtieth  day  from  the 
date  of  its  publication  in  the  Pkokxal 
RiGism  file  with  the  Hearing  Clerk.  De- 
partment of  Health.  Education,  and  Wel- 
fare, Room  5440.  330  Independence  Ave- 
nue SW..  Washington  25.  D.C..  written 
objections  thereto.  Objections  shall 
show  wherein  the  person  filing  will  be 
adversely  affected  by  the  order  and 
spccilj  with  particularity  the  provisions 
of  the  order  deemed  objectionable  and 
the  grounds  for  the  objections.  If  a 
hearing  is  requested,  the  objections  must 
state  the  issues  for  the  hearing.  A  hear- 
ing will  be  granted  if  the  objections  are 
supported  by  groimds  legally  sufDcient  to 
Justify  the  relief  sought.  Objections 
may  be  accompanied  by  a  memorandum 
or  brief  in  support  thereof.  All  docu- 
ments shall  be  filed  in  qulntupllcate. 

Effective  date.  This  order  shall  be  ef- 
fective on  the  date  of  its  publication  in 
the  Peokkal  RsGism. 

(Sec.  400(e)(1).  73  SUt.  1786;  21  U.SC.  348 
(c)(1)) 

£>ated :  January  22, 1962. 

JoHH  L.  Hajtvit, 
Deputy  Commissioner 
of  Food  and  Driigs. 

(Pit.    Doc.    63-918;     PUed.    JTan.    26,     1962; 
8:47  %xa.\ 


PART  121— FOOD  ADDITIVES 

Swbport  F  Food  Additivos  Resulting 
From  Contact  WMi  Containors  or 
Eqwipmont  and  Food  Additivot 
Othoffwiso  Affocfing  Food 

CoroLTim  OP  1.4-Ctclohxxtlknk  Di- 

MKTHTUBNK  TBtXPHTHALATS  AITD  1.4> 
CTCLOfHKXTLKm  DXIfXTHTLKNX  ISOPH- 
THALATS 

The  CommlaUoner  of  Pood  and  Drugs, 
having  evaluated  the  data  submitted  in  a 
peUtion   (PAP  347)   filed  by  Eastman 


RULES  AND  REGULATIONS 

Chemical  Products.  Inc..  Kingsport.  Ten- 
nessee, and  other  relevant  material,  has 
concluded  that  the  following  regulation 
should  issue  with  respect  to  a  copolymer 
of  1,4-cyclohexylene  dimethylene  tereph- 
thalate and  1,4-cyclohexylene  dimethy- 
lene isophthalate  to  produce  packaging 
materials,  containers,  and  equipment 
that  contact  food.  Therefore,  pursuant 
to  the  provisions  of  the  Federal  Food. 
Drug,  and  Cosmetic  Act  (sec.  409(c)  (1), 
72  SUt.  1786;  21  U.SC.  348(c)(1)).  and 
under  the  authority  delegated  to  the 
Commissioner  by  the  •  Secretary  of 
Health,  Education,  and  Welfare  (25  PR. 
8625).  the  food  additive  regulations  (21 
CFR  Part  121 )  are  amended  by  adding  to 
Subpart  F  the  following  new  section: 

§  121.2533  C.opolrm«r  of  l,4-4-7rluhex- 
ylrne  dimrthylrne  lerrphlhaiair  and 
1 ,4-cyrlohcxylrne  dimelhylrnr  isoph- 
thalate. 

Copolymer  of  1.4-cyclohexylene  dime- 
thylene terephthalate  and  1.4-cyclo- 
hexylene dimethylene  isophthalate  may 
be  safely  used  as  an  article  or  component 
of  articles  intended  for  use  in  packaging 
food  subject  to  the  provisions  of  this 
section. 

( a )  The  copblymer  is  a  basic  polyester 
produced  by  the  catalytic  condensation 
of  dimethyl  terephthalate  and  dimethyl 
Isophthalate  with  cyclohexanedimetha- 
nol-1,4.  to  which  may  have  been  added 
certain  optional  substances  required  in 
its  production  or  added  to  impart  desired 
physical  and  technical  properties. 

(b)  The  quantity  of  any  optional  sub- 
stance employed  in  the  production  of 
the  copolymer  does  not  exceed  the 
amount  reasonably  required  to  accom- 
plish the  intended  physical  or  technical 
effect  or  any  limitation  further  provided. 

(c>  Any  substance  employed  in  the 
production  of  the  copoljrmer  that  is  the 
subject  of  a  regulation  in  this  Subpart  P 
conforms  with  any  specification  in  such 
regulation,  and  any  substance  which  is 
not  the  subject  of  a  regulation  in  Sub- 
part P  conforms  with  the  specifications, 
if  any.  prescribed  by  an  order  extending 
the  effective  date  of  the  statute  for  such 
sut>stance  as  sui  indirect  additive  to  food. 

(d)  Substances  employed  in  the  pro- 
duction of  the  copolymer  include: 

(1)  Substances  generally  recognized 
as  safe  in  food. 

(2)  Substances  subject  to  prior  sanc- 
tion or  approved  for  use  in  the  copolymer 
and  used  in  accordance  with  such  sanc- 
tion or  approval. 

(3)  Substances  which  by  regulation 
in  Subpart  P  may  be  safely  used  as  com- 
pcments  of  resinous  or  polymeric  coatings 
and  film  used  as  food-contact  surfaces, 
subject  to  the  provisions  of  such  regu- 
lation. 

(e)  The  copolsrmer  conforms  with  the 
following  specifications : 

(1)  The  copolymer,  when  extracted 
with  distilled  water  at  refiux  tempera- 
ture for  2  hours,  yields  total  extractives 
not  to  exceed  0.05  percent. 

(2)  The  copolymer,  when  extracted 
with  ethyl  acetate  at  refiux  temperature 
for  2  hours,  yields  total  extractives  not 
to  exceed  0.7  percent. 

(3)  The  copolymer,  when  extracted 
with  n-hexane  at  refiux  temperature  for 


2  hours,  yields  total  extractives  not  to 
exceed  0.05  percent. 

Any  person  who  will  be  adversely  af- 
fected by  the  foregoing  order  may  at 
any  time  prior  to  the  thirtieth  day  from 
the  date  of  its  publication  in  the  Fkokrai. 
Registkr  file  with  the  Hearing  Clerk, 
Department  of  Health,  Education,  and 
Welfare.  Room  5440.  330  Independence 
Avenue  SW.,  Washington  25,  D.C..  writ- 
ten objections  thereto.  Objections  shall 
show  wherein  the  person  filing  will  be 
adversely  affected  by  the  order  and 
specify  with  particularity  the  provisions 
of  the  order  deemed  objectionable  and 
the  grounds  for  the  objections.  If  a 
hearing  is  requested,  the  objections  must 
state  the  issues  for  the  hearing.  A  hear- 
ing will  t>e  granted  if  the  objections  are 
supported  by  grounds  legally  sufficient 
to  Justify  the  relief  sought.  Objections 
may  t)e  accompanied  by  a  memorandum 
or  brief  in  support  thereof.  All  docu- 
ments shall  be  filed  in  qulntupllcate. 

Effective  date.  This  order  shall  be 
effective  on  the  date  of  its  publication 

in    the   PlOERAL   RXGISTZR. 

(Sec.    409(c)(1),    73    Stat.    1786;    31    XJS.O. 
348(c)(1)) 

Dated:  January  22,  1962. 

John  L.  Harvey, 
Deputy  Commissioner 
of  Food  and  Drugs. 

(PR.    Doc.    62-917:     Piled.    Jan.    36,     1962; 
8:46  ajn] 
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Sodium  Oxacillin 

Under  the  authority  vested  in  the 
Secretary  of  Health,  Education,  and  Wel- 
fare by  the  Federal  Food,  Drug,  and 
Cosmetic  Act  (sec.  507,  59  Stat.  463,  as 
amended:  21  US.C.  357)  and  delegated 
to  the  Commissioner  of  Food  and  Drugs 
by  the  Secretary  (25  FJl.  8625),  the 
regulations  for  tests  and  methods  of 
assay  and  certification  of  penicillin  and 
penicillin -containing  drugs  (21  CFR 
Parts  141a.  146.  146a,  147)  are  amended 
as  follows: 

1.  Part  141  is  amended  by  adding 
thereto  the  following  new  sections: 

§  141a.l04      Sodium  oxarillin. 

(a)  Potency.  Use  the  sodium  oxacillin 
working  standard  as  the  standard  of 
comparison,  and  proceed  as  directed  In 
§  141a. 1,  except: 
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( 1 1  Plate  assay,  (i)  Prepare  a  stock 
solution  containing  1 .000  micrograms  per 
milliliter.  Prepare  the  standard  curve 
by  further  diluting  this  stock  solution, 
using  1  percent  phosphate  buffer,  pH  8.0, 
to  final  concentrations  of  3.2,  4.0.  5.0, 
6  25,  and  7.8  micrograms  per  milliliter. 
The  5  0  micrograms  per  milliliter  is  the 
rtference  concentration. 

iii>  Determine  the  inoculum  of  the 
Staphylococcus  aureus  suspension  to  be 
u.^od  for  the  seed  layer  by  adding  vary- 
luu  volumes  of  the  standaid  suspension 
to  100-milliliter  volumes  of  the  seed  agar. 
Run  test  plates  with  the  different  inocula 
and  the  sodium  oxacillin  reference  con- 
centration. Select  as  the  optimum  inoc- 
ulum the  one  that  results  in  the  clearest 
and  best  defined  zones  of  inhibition  (us- 
ually between  0.3  milliliter  and  1.0  milli- 
liter per  100  milliliters  of  seed  agar) . 

(2>  lodometric  assay.  If  the  iodo- 
metric  assay  is  used,  use  a  solution  con- 
taining  1.0  milligram  per  milliliter. 

lb)  Toxicity.  Proceed  as  directed  in 
§  14 la. 4.  except  use  sodium  chloride  in- 
jection as  the  diluent  and  inject  0.5  milli- 
liter of  a  solution  containing  20  milli- 
grams activity  per  milliliter. 

(c)  Moisture.  Proceed  as  directed  in 
S  141a.26(e>. 

(d)  pH.  Proceed  as  directed  In 
§  141a.5(b). 
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(e)  CrystaUlnUv.    Proceed  as  directed 
m  i  141ft.5(e>. 

(f)  Sodium  ostactUin  content.  Accu- 
rately weight  approximately  60  milli- 
grams of  sample,  and  transfer  to  a  100- 
milUllter  volumetric  flask.  Dissolve  and 
dilute  the  sample  to  the  mark  with  dis- 
tilled water.  Pipette  a  5.0-milliliter 
aliquot  of  the  sample  solution  into  a  22  x 
200  millimeter  test  tube,  and  add  5  milli- 
liters of  10  N  NaOH.  Mix  the  solutions. 
and  place  the  tube  in  a  boiling  water 
bath  for  60  minutes.  Cool  the  tube,  care- 
fully add  10  milliliters  of  6  N  HCl,  mix, 
and  place  the  tube  in  the  boiling  water 
bath  for  10  minutes.  Position  the  tube  in 
the  bath  so  that  the  two  liquid  levels  are 
the  same.  After  heating,  remove  the 
tube  from  the  bath,  carefully  agitate  the 
contents  of  the  tube,  and  cool  to  room 
temperature.  Quantitatively  transfer 
the  contents  of  the  tube  to  a  250-milli- 
Uter  volumetric  flask.  Add  approxi- 
mately 200  milliUters  of  freshly  boiled 
and  cooled  distilled  water,  then  4.0  milli- 
liters of  7.5  N  NH,OH.  and  dilute  to 
volume  with  freshly  boiled  and  cooled 
distilled  water.  Determine  the  absorb- 
ance  on  a  suitable  spectrophotometer  at 
235  millimicroDB  against  a  reagent  blank. 
Run  concurrently  with  the  sodium  oxa- 
cillin standard,  and  calculate  as  follows : 


A  sample  v  mg  standard  (anhydrous  bMU)  ^  i^Q^p^^^^^  sodium  oxacillin 
A  standard  x  mg.  sample  (anhydrous  basis) 


•  g)  Identity.  Use  the  sample  solution 
prepared  in  paragraph  (f )  of  this  section 
and  record  the  ultraviolet  spectrum  be- 
tween 230  millimicrons  and  260  millimi- 
crons. It  should  be  basically  identical  to 
that  of  the  standard  similarly  treated. 

§  I  41a. 105      Sodiun>  oxarillin  tablets. 

la)  Potency.  Place  a  representative 
number  of  tablets  (usually  3  to  12)  in  a 
blending  jar  and  add  thereto  approxi- 
mately 200  miUiliters  of  a  500-mllliliter 
quantity  of  1  percent  phosphate  buffer. 
pH  6.0.  After  blending  for  1  minute  with 
a  high-speed  blender,  add  the  remainder 
of  the  500  mimiitei-s  of  buffer.  Blend 
apain  for  1  minute  and  make  the  proper 
estimated  dilutions  to  5.0  micrograms 
per  milliliter  in  1  percent  phosphate  buf- 
fer. pH  6.0.  Follow  the  plate  assay  pro- 
cedure given  in  S  141a.  104.  The  average 
potency  of  sodiimi  oxacillin  tablets  is 
satisfactory  if  they  contain  not  less  than 
90  percent  of  the  number  of  milligrams 
per  tablet  that  they  are  represented  to 
contain. 

(b)  Moisture.  Use  four  tablets  and 
proceed  as  directed  in  S  141a.a6(e). 

§  I41a.l06      Sodium  oxarillin  capauies. 

(a)  Potency.  Proceed  as  directed  in 
5  141a. 105.  The  average  potency  of  the 
sodium  oxacillin  capsules  is  satisfactory 
if  they  contain  not  less  than  90  percent 
of  the  number  of  milligrams  per  capsule 
that  they  are  represented  to  contain. 

lb)  Moisture.  Use  the  contents  of  4 
capsules  and  proceed  as  directed  in 
S  141a.26(e). 


§  146.1      [Amendment] 


I 


2.  Section  146.1  Definitions  And  inter- 
pretations •••,!«  amended  In  the  fol- 
lowing respects: 


a.  Paragraph  (b)(1)  is  amended  by 
adding  thereto  the  following  new  sen- 
tence: "The  term  'sodiimi  oxacillin 
pn^tat«»r  standard'  means  a  specific  lot  of 
sodium  oxacillin  that  is  designated  by 
the  Commissioner  as  the  standard  of 
comparison  in  determining  the  potency 
of  the  sodium  oxacillin  working 
standard." 

b.  Paragraph  (c)  (2)  is  amended  by 
adding  thereto  the  following  new 
subdivision: 

(ix)  The  term  "microgram"  applied 
to  oxacillin  means  the  oxacillin  activity 
(potency)  ctmtained  in  1.0996  micro- 
grams of  the  sodium  oxacillin  master 
standard. 

(c)  Paragraph  (d)(1)  is  amended  by 
adding  thereto  the  following  new 
subdivision: 

(vi)  Tht  term  "sodium  oxacillin  work- 
ing standard"  means  a  specific  lot  of  a 
homogeneous  preparation  of  sodium 
oxacillin. 

3.  Part  146a  is  amended  by  adding  the 
following  new  sections: 
§  146a.l2     Sodium  oxacillin. 

(a)  SUindards  of  identity,  strength. 
qumUty,  aM  parity.  Sodium  oxacillin  is 
tlie  crystalline  monohydrated  sodium 
salt  of  6-methyl-3-s^enyl-4-i80xazolyl 
penicillin.  It  is  so  purified  and  dried 
that: 

(1)  It  contains  not  less  than  815 
micrograms  of  the  free  acid  of  oxacillin 
permillifram. 

(2)  It  is  nontoxie. 

(3)  Its  moisture  content  is  not  more 
than  6.0  percent. 
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( 4 )  Its  pH  in  an  aqueotis  solution  con- 
taining 30  milligrams  per  milliliter  is 
not  less  than  4.5  and  not  more  than  7.5. 

(5)  Its  sodium  oxacillin  content  is  not 
less  than  90  percent. 

(b)  Packaging.  In  all  cases  the  im- 
mediate container  shall  be  a  tight  con- 
tainer as  defined  by  the  TJSF.,  and  shall 
be  of  such  composition  as  will  not  cause 
any  chaise  in  the  strength,  quality,  or 
purity  of  the  contents  beyond  any  limit 
therefor  in  applicable  standards,  except 
that  minor  changes  so  caused  that  are 
normal  and  unavoidable  in  good  pack- 
aging, storage,  and  distribution  prac- 
tice shall  be  disregarded. 

(c>  Labeling.  Each  package  shall 
bear  on  its  outside  wrapper  or  container 
and  the  immediate  container,  as  here- 
inafter indicated,  the  following: 

(1)  The  batch  mark. 

(2)  The  number  of  micrograms  per 
milligram  and  the  number*  of  grams  in 
the  immediate  container. 

(3)  The  statement  "Expiration  date 

,"  the  blank  being  filled  in 

with  the  date  that  is  24  months  after  the 
month  during  which  the  batch  was 
certified. 

(4)  The  statement  "For  use  in  the 
manufacture  of  nonparenteral  driigs 
only." 

(5)  The  statement  "CauUon:  Federal 
law  prohibits  dispensing  without  pre- 
scription." 

(d)  Request  for  certification:  samples. 
(1)  In  addition  to  complying  with  the 
requirements  of  S  146.2  of  this  chapter, 
a  person  who  requests  certification  of  a 
batch  shall  submit  with  his  request  a 
statement  showing  the  batch  mark,  the 
number  of  packages  of  each  size  in  the 
batch,  and  the  date  on  which  the  latest 
assay  of  the  drug  comprising  such  batch 
was  completed.  Such  request  shall  be 
accompanied  or  followed  by  the  results 
of  tests  and  assays  made  by  him  of  the 
batch  for  potency,  toxicity,  moisture,  pH. 
sodium  oxacillin  content,  crystallinity, 
and  identity. 

(2)  Such  person  shall  submit  with  his 
request  an  accurately  reiMresentative 
sample  of  the  batch,  consisting  of  nine 
packages,  each  containing  approxi- 
mately 300  milligrams  plus  one  package 
containing  approximately  2  grams,  taken 
from  a  different  part  of  the  batch, 
packaged  in  accordance  with  the  require- 
ments of  paragraph  (b)  of  this  section. 

(e)  Fees.  The  fees  for  the  services 
rendered  with  respect  to  each  batch 
tmder  the  regulations  In  this  section 
shall  be: 

(1)  $5.00  for  each  immediate  con- 
tainer in  the  sample  submitted  in  ac- 
cordance with  paragraph  (d)  (2)  of  this 
section* 

(2)  If  the  Commissioner  considers 
that  investigations  other  than  examina- 
tion of  such  immediate  containers  are 
necessary  to  determine  whether  or  not 
such  batch  complies  with  the  require- 
ments of  S  146.S  of  this  chapter  for  the 
issuance  of  a  certificate,  the  cost  of  such 
investigations. 

The  fee  prescribed  by  this  paragraph 
shall  accompany  the  request  for  cer- 
tification, unless  such  fee  is  covered  tagr 
an  advance  deposit  maintained  in  ac- 
cordance with  i  146.8(d)  of  this  chapter. 
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§  146a.l3     Soaiiun  oxactUin  taUcta. 

(»)  Standtarda  of  identity,  strength, 
qwalitw,  and  vurity.  Sodium  oxacillin 
tablets  are  tablets  compoeed  of  sodium 
oxacflUn.  with  or  without  one  or  more 
suitable  and  harmless  buffer  substances, 
diluents,  binders,  lubricants,  colorings, 
and  flayorings.  The  potency  of  each 
tablet  Is  not  less  than  250  milligrams. 
Its  moisture  content  is  not  more  than 
6.0  percent.  The  sodium  oxacillin  con- 
forms to  the  re<i\ilrements  of  }  146a.  12 
(a).  Each  other  substance  used,  if  its 
name  Is  recognized  In  the  U.SP.  or  N.F.. 
conforms  to  the  standards  prescribed 
therefor  by  such  official  compendium. 

(b)  Packaging.  Unless  each  sodium 
oxacillin  tablet  is  enclosed  In  a  foil  or 
plastic  film  and  such  enclosure  is  a  tight 
container  as  defined  by  the  U.SP.,  ex- 
cept the  provision  that  it  shall  be  capa- 
ble of  tight  reclosure.  the  immediate 
container  shall  be  a  tight  container  as 
so  defined.  The  Immediate  container 
may  also  contain  a  desiccant  separated 
from  the  tablets  by  a  plug  of  cotton  or 
other  like  material.  The  composition  of 
t^  immediate  container,  or  of  the  foil 
or  film  enclosure,  shall  be  such  as  will 
not  cause  any  change  In  the  strength, 
quality,  or  purity  of  the  contents  beyond 
any  limit  therefor  in  applicable  stand- 
ards, except  that  minor  changes  so 
caused  that  are  normal  and  unavoidable 
In  good  packaging,  storage,  and  distri- 
bution practice  shall  be  disregarded. 

(c)  Labeling.  In  addition  to  the  label- 
ing requirements  prescribed  by  i  1.106 
(b)  of  this  chapter  (regulations  issued 
under  section  502(f)  of  the  act),  each 
package  shall  bear  on  the  outside  wrap- 
per or  container  and  the  immediate  con- 
tainer, as  hereinafter  indicated,  the 
following: 

(1)  The  statement  "Expiration   date 

"   the   blank   being  filled  in 

with  the  date  that  Is  12  months  after 
the  month  during  which  the  batch  was 
certified. 

(2)  If  the  batch  contains  buffer  sub- 
stances, the  name  of  each  such  substance 
used  in  making  the  batch. 

(d)  Request  for  certification:  samples. 
(1)  In  addition  to  complying  with  the 
requirements  of  1 146.2  of  this  chapter, 
a  person  who  requests  certification  of  a 
batch  of  8odl\mi  oxacillin  tablets  shall 
submit  with  his  request  a  statement 
showing  the  batch  mark,  the  number  of 
packages  of  each  size  In  such  batch,  the 
batch  mark  (and  unless  it  was  previously 
submitted)  the  date  on  which  the  latest 
assay  of  the  sodium  oxacillin  used  in 
making  such  batch  was  completed,  the 
number  of  milligrams  in  each  tablet, 
the  quantity  of  each  Ingredient  used  in 
making  the  batch,  the  date  on  which  the 
latest  assay  of  the  drug  comprising  such 
batch  was  completed,  and  a  statement 
that  each  ingredient  used  in  making  the 
batch  conforms  to  the  requirements  pre- 
scribed therefor,  if  any.  by  this  section. 

(2)  Except  as  otherwise  provided  in 
subparagraph  (4)  of  this  paragraph, 
such  person  shall  submit  in  connection 
with  his  request  results  of  tests  and 
assays  listed  after  each  of  the  following, 
made  Iqr  him  on  an  accurately  repre- 
^    sentatlve  sample  of: 

(1)  llie  batch:  Average  potency  per 
taUet  and  average  moisture. 
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(11)  The  sodliun  oxacillin  \ised  in 
making  the  batch:  Potency,  content  of 
sodium  oxacillin,  toxicity,  moisture.  pH. 
crystalllnlty,  and  Identity. 

(3)  Except  as  otherwise  provided  by 
subparagraph  (4)  of  this  paragraph, 
such  person  shall  submit  in  connection 
with  his  request,  in  the  quantities  here- 
inafter Indicated,  accurately  representa- 
tive samples  of  the  following : 

(1)  The  batch:  One  tablet  for  each 
5.000  tablets  in  the  batch,  but  in  no  case 
less  than  30  tablets,  colle<!ted  by  taking 
single  tablets  at  such  intervals  through- 
out the  entire  time  of  tableting  that  the 
quantities  tableted  during  the  intervals 
are  approximately  equal. 

(ii»  The  sodiimi  oxacillin  used  in 
making  the  batch:  10  packages,  each 
containing  not  less  than  300  milligrams. 
packaged  in  accordance  with  the  require- 
ments of  9  146a.l2(b). 

(iii)  In  case  of  an  initial  request  for 
certification,  each  other  substance  used 
in  making  the  batch:  One  package  of 
each,  containing  approximately  5  grams. 

(4)  The  result  referred  to  in  subpara- 
graph (2)  (U)  of  this  paragraph  and  the 
sample  referred  to  in  subparagraph  (3) 
(ii)  of  this  paragraph  are  not  required  if 
such  result  and  sample  have  been  pre- 
viously submitted. 

(e)  Fees.  The  fees  for  the  services 
rendered  with  respect  to  each  batch  of 
tablets  under  the  regulations  in  this  sec- 
tion shall  be: 

( 1 )  $0.75  for  each  tablet  in  the  sample 
submitted  in  accordance  with  paragraph 
(d)  (3>  <i)  of  this  section;  $5.00  for  each 
package  in  the  sample  submitted  in  ac- 
cordance with  paragraph  (d)(3Uii)  of 
this  section;  $4.00  for  each  package  in 
the  sample  submitted  in  accordance  with 
paragraph  (d)  (3)  (ill)  of  this  section. 

(2)  If  the  Commissioner  considers 
that  investigations,  other  than  exami- 
nation of  such  tablets  and  packages,  are 
necessary  to  determine  whether  or  not 
such  batch  complies  with  the  require- 
ments of  S  146.3  of  this  chapter  for  the 
issuance  of  a  certificate,  the  cost  of  such 
Investigations. 

The  fees  prescribed  by  subparagraph  1 1 ) 
of  this  paragraph  shall  accomp€iny  the 
request  for  certification,  unless  such  fees 
are  covered  by  an  advance  deposit  main- 
tained in  accordance  with  §  146.8*  d>  of 
this  chapter. 

§  116a.  14      Sodium  oxacillin  r«pMul«A. 

(a)  Standards  of  identity,  strength, 
qtiality.  and  purity.  Sodium  oxacillin 
capsules  are  capsules  composed  of  so- 
dium oxacillin,  with  or  without  one  or 
more  buffer  substances,  diluents,  bind- 
ers, lubricants,  vegetable  oils,  colorings, 
and  flavorings,  enclosed  in  a  gelatin  cap- 
sule. The  potency  of  each  capsule  is 
not  less  than  250  milligrams.  The 
moisture  content  is  not  more  than  6  per- 
cent. The  sodium  oxacillin  conforms 
to  the  requirements  of  S  146a.  12.  Each 
other  ingredient  used,  if  its  name  Is  rec- 
ognized in  the  U.8.P.  or  N.F..  conforms 
to  the  standards  prescribed  therefor  by 
such  official  compendium. 

(b)  Packaging:  labeling:  request  for 
certification,  samples:  fees.  Sodium 
oxacillin  capsules  conform  to  all  require- 
ments   and   procedures    prescribed    for 


sodium    oxacillin    tablets    by    9  146a.l3 
(b),  (c),  (d),  and  (e). 

§  147.1       [  Amrndmrnl  ] 

4a.  In    {  147.1    Antibiotic    sensitivity 
discs:  tests  and  methods  of  assay:  po- 
tency, paragraph  (c)(3)  is  amended  by 
inserting  in  the  table  following  the  item 
•Ristocetin",  the  following  new  item: 


Volume  of 
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b.  Section  147.1(d)  is  amended  by  in- 
serting in  the  table,  following  the  item 
"Ristocetin",  the  following  new  item: 


.Antibiotic 


.'^oilium  oxacillin 


.-Solvent 


•lo 


St.uicUril  curve  (anti- 
biotic concentration 
jK-r  disc) 


0«7.    OSO,    100.    1.22. 
1  SmK. 


§  147.2       [.Amendment] 

5.  Section  147.2  Antibiotic  sensitivity 
discs:  certification  procedure  is  amended 
as  follows : 

a.  Paragraph  <a)  is  amended  by  In- 
serting in  the  first  sentence,  preceding 
"streptomycin."  the  word  "oxacillin," 
and  by  adding  to  the  paragraph  a  new 
subparagraph  (10).  as  follows: 

(10 >   Oxacillin:   1  ng. 

b.  Paragraph  (c»  is  amended  by 
changing  the  introduction  to  subpara- 
graph (1)  (ill)  (a)  to  read  as  follows: 

(a »  For  penicillin  G,  dimethoxyphenyl 
penicillin,  and  oxaciUin. 

In  the  promulgation  of  this  order.  I 
find  that  notice  and  public  procedure 
and  a  delayed  effective  date  would  be 
contrary  to  the  public  hesdth  because 
they  would  delay  the  availability  of  this 
drug.  I  further  find  that  the  conditions 
for  the  certification  of  sodium  oxacillin, 
concerning  its  safety  and  efficacy  of 
use,  have  been  complied  with. 

Effective  date.  This  order  shall  be- 
come effective  upon  publication  in  the 
Federal  Register. 

(Sec   507,  59  Stat    483  as  amended;  21  U.S.C. 
357) 

Dated:  January  23. 1962. 

John  L.  Harvey. 
Deputy  Commissioner 

of  Food  and  Drugs. 

|FR.    Doc     62  931:     Piled,    Jan.    26.     1962; 
8  48  am  | 


PART    141e — BACITRACIN    AND   BA- 

CITRACIN-CONTAINING  DRUGS; 

TESTS  AND  METHODS  OF  ASSAY 

Bocitracin-Neomycin  Tablets; 

Moisture 

No  comments  nor  objections  were 
filed  to  the  proposal  of  the  Commis- 
sioner of  Pood  and  Drugs  published  in 
the  PiDEEAL  Register  of  October  20, 
1961  (26  PR.  9873)  regarding  moisture 
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tests  in  bacitracin -neomycin  tablets. 
Therefore,  effective  as  of  the  date  of 
publication  of  this  order  In  the  Fxdkkal 
Register,  pursuant  to  the  provisions  of 
the  Federal  Food.  Drug,  and  Cosmetic 
Act  (sec.  507.  59  Stat.  463  as  amended; 
21  use.  357).  and  under  the  authority 
vested  in  the  Secretary  of  Health,  Edu- 
caUon,  and  Welfare  and  delegated  to 
the  Commissioner  (25  FR.  8625):  It  is 
ordered.  That  the  regulations  for  tests 
and  methods  of  assay  for  bacitracin  and 
bacitracin-containing  drugs  (21  CFR 
141e.410)  be  amended  as  follows: 

Section  141e.410(b)  (3)  is  amended  to 
read  as  follows: 

§  141e.410      Bacilracin-neomycin         ub- 
let*;    aine    bacitrarin-neomycin    lab- 
let*;    bacitracin   methylene   disalicyl- 
ate-neomycin  tablet*. 
»  •  •  •  • 

(b)    •   •   • 

(3)  Moisture.  In  an  atmosphere  of 
about  10  percent  relative  humidity, 
transfer  about  100  mUllgrams  of  the 
finely  powdered  sample  to  a  tared 
weighing  bottle  equipped  with  ground- 
glass  top  and  stopper.  Weigh  the  bot- 
tle and  place  it  in  a  vacuvun  oven,  tilting 
the  stopper  on  its  side  so  that  there  is 
no  closure  during  the  drying  period. 
Dry  at  a  temperature  of  60""  C.  and  a 
pressure  of  5  millimeters  of  mercury  or 
less  for  3  hours.  At  the  end  of  the 
drying  period  fill  the  vacuum  oven  with 
air  dried  by  passing  it  through  a  drying 
agent  such  as  sulfuric  acid  or  silica  gel. 
Replace  the  stopper  and  place  the  weigh- 
ing bottle  in  a  desiccator  over  a  desic- 
cating agent  such  as  phosphorous  pent- 
oxide  or  silica  gel.  allow  to  cool  to  room 
temperature,  and  rewcigh.  Calculate 
the  percent  loss. 

(Sec.  507.  59  Stat.  463  as  amended;  21  U.S.C. 
357)  I 

Dated:    January  23.  1962. 

John  L.  Harvey, 
Deputy  Commissioner 
of  Food  and  Drugs. 

|P.R      Doc      62  919;     Piled,    Jan.    26.     1962; 
8:47  ajn  I 


PART  146o— CERTIFICATION  OF  PEN- 
ICILLIN AND  PENICILLIN-CONTAIN- 
ING DRUGS 

Phenethicillin   Potassium 

Under  the  authority  vested  in  the  Sec- 
retary of  Health.  Education,  and  Wel- 
fare by  the  Federal  Food,  Drug,  and  Cos- 
metic Act  (sec.  507.  59  Stat.  463,  as 
amended:  21  U.S.C.  357)  and  delegated 
to  the  Commissioner  of  Food  and  Drugs 
by  the  Secretary  i25  FJl.  8625) ,  the  reg- 
ulations for  certification  of  penicillin  and 
penicillin -containing  drugs  (21  CPR 
I46a.l6.  146a.l7;  26  FR.  7733)  are 
amended  as  follows: 

1.  In   5  146a. 16,  paragraph    (c)(3)    is 
amended  to  read  as  follows: 
§  1 46a.  16      Phenethicillin  potaMium  (po- 
Usuiuni  a-phenoxyethyl  peniciUia). 


(c»   Labeling.  •   •   • 
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(3)  Tlie  statement  "Expiration  date 

,"  the  blank  being  filled  in  with  the 

date  that  la  24  months  after  the  month 
during  which  the  batch  was  certified,  ex- 
cept that  the  blank  may  be  filled  in  with 
the  date  that  is  30  months  after  the 
month  during  which  the  batch  was  certi- 
fied if  the  person  who  requests  certifica- 
tion has  submitted  to  the  Commissioner 
results  of  tests  and  assays  showing  that 
after  having  been  stored  for  such  period 
of  time  such  drug  as  prepared  by  him 
compiles  with  the  standards  prescribed 
by  palragraph  (a)  of  this  section. 

2.  Section  146a.l7  is  amended  in  the 
following  respects: 

a.  Paragrai^  (a)  is  amended  by 
changing  the  text  of  the  third  sentence. 
As  amended,  this  paragraph  reads  as 
follows: 

§  146a.l7  Phenethicillhi  potassium  (po- 
lawwinm  a-phenoxyethyl  penicillin) 
tablet*. 

(a)  Standards' of  identity,  strength, 
giioltty,  and  purify.  Phenethicillin  po- 
tassium tablets  are  tablets  composed  of 
phenethicillin  potassium,  with  or  with- 
out one  or  more  suitable  and  harmless 
buffer  substances,  diluents,  binders,  lu- 
bricants, colorings,  and  flavorings,  and 
with  or  without  one  or  more  suitable 
ani^Tgf*!^-  substances,  antlhistaminics. 
ftyyi  vasoconstricUnv.  The  potency  of 
each  tablet  is  not  less  than  50,000  uiUts, 
and  if  it  is  less  than  100,000  units  it  is 
unscored.  Its  moisture  content  is  not 
more  than  1.5  percent  unless  the  person 
who  requests  certification  has  submitted 
to  the  Commissioner  information  ade- 
quate to  prove  tfiiat  bis  drug  is  stable 
when  it  has  a  moisture  content  exceeding 
this  amount.  In  no  case  shall  its  mois- 
ture content  exceed  2.0  percent.  The 
phenethicillin  potassium  conforms  to  the 
requirements  of  S  146a.l6(a) .  •  Each 
other  substance  used,  if  its  name  is  rec- 
ognized in  the  UJ3P.  or  NJ.,  conforms 
to  the  standards  prescribed  therefor  by 
such  ofBcial  compendium . 

b.  Paragraph  (c)  (1)  (v)  is  amended 
by  changing  the  words  "18  months  or 
24  months"  to  read  "18  months,  24 
months,  or  3(Hnonths". 

Notice  and  public  procedure  are  not 
necessary  prerequisites  to  the  promulga- 
tion of  this  order,  and  I  so  find,  since 
the  changes  are  not  restrictive  in  nature 
and  cannot  be  applied  to  any  specific 
product  unless  and  until  the  manufac- 
turer thereof  has  supplied  adequate  data 
regarding  that  article. 

Effective  date.  This  order  shall  be- 
come effective  on  the  date  of  Its  publica- 
tion in  the  Fbdksal  Rkcistxk. 

(Sec.  507,  59  SUt.  463,  as  amended;  21  U.S  C. 
SS7) 

Dated:  Januanr  23, 1962. 

JOHX  L.  Harvey, 
Deputy  Commissioner 
of  Food  and  Drugs. 
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IPJt.    Doe. 
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8:48  a.m.] 
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Title  36— PARKS.  FORESTS, 
AND  MEMORIAIS 

Chapter  III — Corps  off  Engineers, 
Department  off  the  Army 

PART  311— PUHLIC  USE  OF  CERTAIN 
RESERVOIR  AREAS 

Promptonjand  Navarro  Mills  Reservoir 
Projects 

The  Secretary  of  the  Army  having  de- 
termined that  the  use  of  Prompton 
Reservoir  Area,  Lackawaxen  River, 
Pennsylvania  and  Navarro  Mills  Reser- 
voir, Richland  Creek,  Tex.,  by  the  general 
public  for  boating,  swimming,  bathing, 
fishing  and  other  recreational  purposes 
will  not  be  contrary  to  the  public  interest 
and  will  not  be  inconsistent  with  the 
operation  and  r^ajnt^nant^  of  the  reser- 
voirs for  their  primary  purposes,  hereby 
prescribes  rules  and  regulations  for  their 
public  use,  pursuant  t^  the  provisions 
of  Section  209  of  the  Flood  Control  Act 
of  1954  (68  SUt.  1266)  adding  the  reser- 
voirs to  those  listed  in  {  311.1.  as  follows: 

§311.1      Areaa  covered. 

•  •  •  •  * 

PXNNSTI.VANIA 

•  •  •  •  • 

Prompton  Reservoir  Area.  Lackawaxen  River. 
Texas 

•  •  •  •  • 

Navarro  Mills  Reservoir  Area,  Richland  Creek. 

I  Regs..  December  28.  1961,  KNGCW-OU) 
(Sec.  4.  58  Stot.  889,  as  amended;  10  U.S.C. 
460d) 

J.  C.  L&MBBRT. 

Afa^or  General.  UJS.  Army. 
The  Adjutant  General. 

IFR      Doc.    62  902;     Piled.    Jan.    26.     1962; 
8:45  ajn.] 

0 

Title  37— PATENTS,  TRADE- 
MARKS, AND  COPYRIGHTS 

Chapter  I — Patent  Office,  Department 
off  Commorce 

PART   1— RULES^OF  PRACTICE  IN 
PATENT  CASES 

PART  3— FORMS  FOR  PATENT 
CASES 

Miscellaneous  Amendments 

The  following  amendments  are  made, 
to  take  effect  thirty  days  after  publica- 
tion in  the  Pbdbhal  Rsoism. 

The  text  of  amendments  numbered  2 
to  7  was  published  in  the  Fkmckal  Rkgis- 
TM  for  August  15, 1961  (26  PH.  7550-1) , 
and  all  persons  who  desired  were  in- 
vited to  submit  written  data,  views,  argu- 
ments or  suggestions  in  connection  with 
the  proposed  amendments  and  the 
amendments  are  adopted  after  consid- 
eration of  all  the  material  submitted. 
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The  text  of  a  propoeed  amendment 
correq;>onding  to  that  listed  first  was 
similarly  miblished  in  the  FtoiKAi.  Rbg- 
otm  for  October  7.  1961  (26  PJR.  9514- 
5).  and  an  oral  hearing  was  held  on 
Norember  20.  1961.  Objections  to  the 
breadth  of  the  proposal  as  published 
were  considered  with  the  result  that  it 
is  narrowed  to  the  amendment  as 
adopted,  substantially  in  accordance 
with  suggestions  which  were  made.  As 
a  result  of  this  change,  the  manner  of 
taking  effect  originally  announced  is 
considered  utmecessary  and  the  new  pro- 
vision may  be  applied  to  any  decision  in 
accordance  with  its  terms. 

1.  Section  1.14  is  amended  by  adding 
a  new  paragraph  (d)  as  follows: 

§  1.14      Patent  applications  prr«rr\«^   in 
■ecrecy. 

•  •  •  •  • 

(d)  Selected  decisions  of  the  Board  of 
Appeals,  or  of  the  Commissioner,  in 
abandoned  applications  not  otherwise 
open  to  public  inspection  (paragraph  (b) 
of  this  section)  may  be  published  or 
made  available  for  publication  at  the 
Commissioner's  discretion,  unless  the 
applicant  timely  presents  svifUcient  rea- 
sons for  not  doing  so.  The  applicant 
wUl  be  notified,  through  the  attorney  of 
record  in  the  application  file,  when  it 
is  proposed  to  release  such  a  decision  and 
a  time  not  less  than  thirty  days  set  for 
presenting  any  such  reasons.  The  fact 
that  the  subject  matter  of  the  applica- 
tion has  not  been  made  public  in  any 
manner,  or  that  the  same  subject  matter 
is  being  prosecuted  in  a  pending  appli- 
cation, will  be  considered  sufficient  rea- 
son for  not  releasing  the  decision  if  the 
applicant  so  requests  unless  the  text  of 
the  decision  contains  no  description  of 
such  subject  matter.  Other  reasons 
presented  will  be  duly  considered. 

2.  Paragraph  (a)  of  9  1.203  is  amended 
by  cancelling  the  last  sentence  and  in- 
serting a  sentence  in  lieu  thereof;  as 
amended  pcu-agraph  (a)  reads  as  fol- 
lows: • 

§  1.203  Preparation  for  interfrrenre 
between  applications;  sufcgcAlion  of 
daiips   for  interference. 

(a)  Before  the  declaration  of  inter- 
ference, it  must  be  determined  that 
there  Is  common  patentable  subject  mat- 
ter in  the  cases  of  the  respective  parties. 
patentable  to  each  of  the  respective 
parties,  subject  to  the  determination  of 
the  question  of  priority.  Claims  in  the 
same  language,  to  form  the  counts  of 
the  interference,  must  be  present  or  be 
presented,  in  each  application;  except 
that,  in  cases  where,  owing  to  the  nature 
of  the  disclosures  in  the  re8i)ective  ap- 
plications, it  is  not  possible  for  all  appli- 
cations to  properly  include  a  claim  in 
identical  phraseology  to  define  the  com- 
mon invention,  an  interference  may  be 
declared,  with  the  approval  of  the  Com- 
missioner, using  as  a  count  representing 
the  interfering  subject  matter  a  claim 
differing  from  the  corresponding  claims 
of  one  or  more  of  the  interfering  appli- 
cations by  an  Immaterial  limitation  or 
variation. 

3.  Paragraph  (a)  of  i  1.232  is  amend- 
ed by  canceling  "or  if  the  interference 
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involves  a  patent,  a  claim  of  which  has 
been  copied  in  modified  form."  and  in- 
serting in  lieu  thereof:  "or  as  to  a  claim 
included  as  a  count  under  the  last  sen- 
tence of  9  1.203(a)  or  the  last  sentence 
of  §  1.205fa)."  As  amended,  paragraph 
(a>    reads  as  follows: 

§  1.232      Motions   to   dissolvr. 

(a»  Motions  to  dissolve  an  interfer- 
ence may  be  brought  on  the  ground  <  1 » 
that  there  has  been  such  informality  in 
declaring  the  same  as  will  preclude  the 
proper  determination  of  the  question  of 
priority  of  invention,  or  (2)  that  the 
claims  forming  the  counts  of  the  inter- 
ference are  not  patentable,  or  are  not 
patenUble  to  a  particular  applicant, 
while  being  patentable  to  another  party, 
or  (3)  that  a  particular  party  has  no 
right  to  make  the  claims,  or  (4)  that 
there  Is  no  Interference  In  fact  if  the  in- 
terference Involves  a  design  or  plant 
patent  or  application,  or  as  to  a  claim 
included  as  a  count  under  the  last  sen- 
tence of  S  1.203(a)  or  the  last  sentence 
of  5  1.205(a). 

4,  Paragraph  (d)  of  §  1  233  is  amended 
to  read  as  follows: 

§  1.233      Motions  to  uniend. 

•  •  •  •  • 

( d )  The  proposed  claims  ( 1  >  must  be 
indicated  to  be  patentable  in  the  opinion 
of  the  moving  party  in  each  of  the  ap- 
plications Involved  in  the  motion  and  1 2 ) 
must,  unless  they  stand  allowed,  be  dis- 
tinguished from  the  prior  art  of  record 
or  sufficient  other  reason  for  their 
patentability  given.  Furthermore,  <3) 
the  reason  why  an  additional  count  is 
necessary  must  be  stated.  When  more 
than  one  count  is  proposed,  the  motion 
(4)  must  point  out  wherein  they  differ 
materially  from  each  other  and  ( 5 )  must 
show  why  each  proposed  count  is  neces- 
sary to  the  interference.  The  proposed 
claims  (6)  must  also  be  applied  to  the 
disclosure  of  each  application  involved 
in  the  motion,  except  as  to  an  applica- 
tion in  which  the  claims  already  appear 
and  the  claims  identified  as  originating^ 
therein. 

5  Section  1.235  is  amended  to  read  as 
follows : 

§  1.233      Motions    relating    to    burden    of 
proof. 

Any  party  may  bring  a  motion  to  shift 
the  burden  of  proof  <a)  on  the  ground 
that  he  is  entitled  to  the  benefit  of  the 
filing  date  of  an  earlier  domestic  or  for- 
eign application,  or  (b)  on  the  ground 
that  an  opposing  party  is  not  entitled  to 
the  benefit  of  an  earlier  application  of 
which  he  has  been  given  the  benefit  in 
the  declaration  (see  9  1.224). 

6.  Paragraph  (g)  of  9  1-341  is  amended 
by  cancelling  "in  which  he  served,  on 
the  date  he  left  said  division"  and  in- 
serting in  lieu  thereof  "dxirlng  his  period 
of  service  therein".  As  amended,  para- 
graph (g)  reads  as  follows: 

§  1.341      Registration    of    attorneys    and 
agents. 

•  •  •  •  • 

(g)  Former  examiners.  No  person  who 
has  served  in  the  examining  corps  of  the 


Patent  Office  will  be  registered  after 
termination  of  his  services,  nor.  if  regis- 
tered before  such  service,  be  reinstated, 
unless  he  undertakes  ( 1 )  not  to  prosecute 
or  aid  in  any  manner  in  the  prosecution 
of  any  application  pending  in  any  exam- 
ining division  during  his  period  of  service 
therein ;  and  ( 2 )  not  to  prepare  or  prose- 
cute nor  to  assist  in  any  manner  in  the 
preparation  or  prosecution  of  any  appli- 
cation of  another  filed  within  two  years 
after  the  date  he  left  such  division,  and 
assigned  to  such  division,  without  the 
specific  authorization  of  the  Commis- 
sioner. Associated  and  related  classes  in 
other  divisions  may  be  required  to  be 
included  in  the  undertaking  or  desig- 
nated classes  may  be  excluded.  In  case 
application  for  registration  or  reinstate- 
ment Is  made  after  resignation  from  the 
Office,  the  applicant  will  not  be  regis- 
tered, or  reinstated,  if  he  has  prepared  or 
prosecuted,  or  assisted  in  the  preparation 
or  prosecution  of  any  such  application  as 
indicated  in  this  paragraph. 

7.  Section  3  47  is  amended  by  chang- 
ing the  part  of  the  form  following  the 
subheading  "Proof  of  Service".  As 
amended  9  3  47  reads  as  follows: 

§  3.47      Interference:     notice     of    taking 
lejttimony. 


1 


Interference  No. 


19- 


^Name  of  oppoalng  attorney) 


( Address  of  opposing  attorney ) 

SiK-    You    are    hereby    notified    that    on 

_    19 at 

o'clock    In    the    forenoon    at    the    office    of 

Street. 

I  shall  proceed  to  take  testimony  on  behalf 
of  the  party In  the  above  Iden- 
tified Interference 

The  witnesses  to  be   ex!\mlned  are: 


(Name  of  witnesses) 


(Residence  of 
wltn  eases) 


The  eiamlnaUon  will  continue  from  day 
to  day  untU  completed.  You  are  Invited  to 
attend  and  cross-examine 

(Signature  of  attorney) 

Proof  of  Service 
19 

I  hereby  certify  that  on ---.  19.-., 

I  served  a  copy  of   the  foregoing   notice  of 

taking  testimony  upon - **»• 

attorney  for  the  party ^7 

mailing  a  copy  thereof  to  him  at  his  address 
as  set  out  in  the  notice. 


(Signature  of  attorney) 

(Sec.  1,  66  Stat    793,  36  UB.C.  6.     Interprets 
or  applies  sec    1,  66  Stat.  801:  38  U.S.O.  123. 

135) 

David  L.  Ladd. 

Commissioner  of  Patents. 

Approved: 

Hickman  Price, 
Assistant  Secretary  of  Commerce 
for  Domestic  Affairs. 

IF.R.    Doc.    62-916:     Piled.    Jan.    26,    1962; 
8:46  a.m.] 
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Title  43— PUBLIC  LANDS: 
,    INTERIOR 

Chapter  I— Bureoii  of  Land  Monog*- 
ment.  Deportment  of  the  Interior 

APTGNDIX— FUBLIC  LAND  OtDRS 

[Public  Land  Order  2460] 

(Sacramento  052800] 

.     I       CALIFORNIA 

Establishing  Certain  Notionol  Coop- 
erative Land  and  Wildlife  Man- 
agement Areas 

Correction 
In  FR.  Doc.  61-7876  appekring  at 
page  7701  of  the  issue  for  Thursday. 
August  17.  1961.  the  land  descriptton 
for  "Mount  Diablo  Meridian  fSacra- 
mento  0528901"  Is  corrected  by  changing 
sec.  27  of  T.  36  N.,  R.  5  E.,  to  read  "Sec.' 
27.  Np>/4.  Ei^NW'/4,  Ey2SWy4.  and 
N'zSEli:". 

I  Public  Land  Order  2595] 


I     I  Sacramento  05388S  ] 

CALIFORNIA 

Modifying   Public  Land  Order  No. 
2136  of  June  22,  1960 

By  virtue  of  the  authority  vested  in  the 
President   and    pursuant    to    Executive 


Order  No.  10355  of  May  26,  1952,  it  is 
ordered  as  follows: 

1.  Public  Land  Order  No.  2136  of  June 
22,  1960,  so  far  as  it  withdrew  lands  for 
use  of  the  National  Park  Service  in  con- 
nection with  its  administration  of  the 
Yosemite  National  Park,  is  hereby  modi- 
fied to  the  extent  necessary  to  permit 
prospecting,  location,  entry,  and  pur- 
chase of  the  following  described  lands 
under  the  mining. laws  of  the  United 

States : 

Mount  Diablo  Meridian 

T.  3  S..R.  20E.,  • 

Sec.  18,  a  parcel  of  land  situated  In  the 
S»4SW>4  bounded  by  a  line  particularly 
described  as  follows: 
Beginning  at  Corner  No.  1,  from  which  the 
1/4  Corner  between  sections  17  and  18  of  said 
Township  and  Range  bears  N.  60°35'11"  E., 
4,101.2   feet  distant;    thence   N.  0°55V4'   W., 
393.6  feet  to  Comer  No.  2;   N.  32°37V^'  W., 
640.0  feet  to  Corner  No.  3;  N.  48''28'  W.,  174.9 
feet  to  Corner  No.  4;  S.  12''9Vi'  W.,  921.7  feet 
to  Corner  No.  5;  S.  77°41%'  E.,  692.3  feet,  the 
point  of  beginning. 

The  tract  described  contains  about  9.78 
acres. 

2.  This  order  shall  be  effective  at  10 :  00 
a.m.  of  February  28,  1962. 

John  A.  Carver,  Jr., 
Assistant  Secretary  of  the  Interior. 

January  23,  1962. 

IFH.     Doc.    62-913;     Filed,    Jan.    26.     1962; 
8:46    a.m. I 
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DEPARTMEMT  OF  THE  TREASURY 

lnff*mol  l*v«nu«  Scrvic* 

[  27  CFR  Part*  4,  5  1 

LABEUNG     AND     ADVERTISING     OF 
WINE  AND  DISTILLED  SPIRITS 

Notic*  off  H«cring  ei^repos*d 
Ain«ndin«ntt 

Notice  la  hereby  given,  pxirsuant  to  the 
provlaiona  of  section  5  of  the  Federal 
Alcohol  Administration  Act  (49  Stat.  981 
as  amended;  27  UJ9.C.  205).  of  a  public 
hearing  to  be  held  at  10:00  ajn..  e^s.t., 
on  Ptebruary  27.  1962.  In  Room  3313.  In- 
ternal Revenue  Building,  12th  Street 
and  Constitution  Avenue  NW..  Wash- 
ington 25.  D.C..  at  which  time  and  place 
all  Interested  parties  will  be  afforded 
opportunity  to  be  heard.  In  person  or  by 
authorised  representative,  with  refer- 
ence to  proposals,  the  substance  of  which 
Is  stated  below,  to  amend  27  CFR  Part 
4  relating  to  labeling  and  advertising  of 
wine  and  27  CFR  Part  5  relating  to  label- 
ing and  advertising  of  distilled  spirits. 

Written  daU.  views,  or  arguments  rel- 
evant and  material  to  these  proposals 
may  be  submitted  in  duplicate  for  in- 
corporation into  the  record  of  hearing 
(1)  by  mailing  the  sama  to  the  Director. 
Alcohol  and  Tobacco  Tax  Division.  In- 
ternal Revenue  Service.  Washington  25. 
D.C..  provided  they  are  received  prior 
to  the  termination  of  the  hearing,  or  (2) 
by  presenting  the  same  at  the  said  hear- 
ing. At  the  conclusion  of  the  hearing  a 
reasonable  opportunity  will  be  afforded 
interested  parties  for  examination  of  the 
record  and  for  the  submission  of  briefs. 

SvBSTAHOi  or  Proposals 

1.  To  amend  8  4.45  of  27  CFR  Part  4 
by  redesignating  that  section  as  S  4.45(a) 
and  adding  a  new  paragraph  reading 
sxibetantially  as  follows: 

(b)  Notwithstanding  the  requirements 
of  paragraph  (a)  of  this  section  and  of 
subparagraph  (3)  of  8  4.39(b).  imported 
wine  may  be  withdrawn  from  customs 
custody  without  the  Immediate  in-eeenta- 
tion  of  the  prescribed  certificate  of  origin 
or  of  vintage  year  if  a  bond  in  a  penal 
siun  equal  to  the  value  of  the  merchan- 
dise plus  c\i8toms  duty  and  internal  rev- 
enue tax  is  given  by  the  importer  to  the 
coUecUx  of  customs  at  the  port  of  entry, 
condition*^  upon  the  production  of  such 
certificate  within  90  days  from  the  date 
of  entry  of  the  wine  covered  thereby. 
All  bonds  f\imlshed  under  the  provisions 
of  this  paragraph  shall  contain  a  proviso 
that  if  the  required  certificate  is  not 
produced  there  will  be  no  mitigation  of 
the  penalty  regardless  of  the  circiun- 
stances  alleged  to  have  caused  such 
failiire. 

2.  To  amend  8  5.20  of  27  CFR  Part  5 
by  deleting  the  last  sentence  thereof 
reading:  "Nothing  contained  in  these 
standards  of  Identity  shall  be  construed 
as  authorizing  the  nonlndustrlal  use  of 
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any  distilled  spirits  produced  in  an  in- 
dustrial alcohol  plant,  except  that  'alco- 
hol' or  'neutral  spirits,"  as  defined  in  this 
part,  may  be  so  used  if  produced  pursu- 
ant to  the  basic  permit  requirements  of 
the  Federal  Alcohol  Administration  Act." 

3.  To  amend  the  first  paragraph  of 
8  5.21(b)  of  27  CFR  Part  5  and  sub- 
paragraph (2)  thereof,  by  deleting  from 
each  the  phrase  "and  withdrawn  from 
the  distillery  at  not  more  than  110°  and 
not  less  than  80'  proof,  whether  or  not 
such  proof  is  further  reduced  prior  to 
bottling  to  not  less  than  80°  proof  and 
Inserting  in  lieu  thereof  wording  sub- 
stantially as  follows:  "entered  for  stor- 
age in  wooden  containers  of  the  appro- 
priate type  at  not  more  than  125°  proof 
and  bottled  at  not  less  than  80°  proof". 

4.  To  amend  8  5.32(b)  of  27  CFR  Part 
5  by  adding  a  new  subparagraph  reading 
substantially  as  follows: 

(4)  In  the  case  of  distilled  spirits  im- 
ported in  bottles,  which  were  bottled  in 
a  foreign  country  other  than  the  country 
of  origin,  the  name  and  address  of  the 
bottler  or  the  place  where  bottled  in 
accordance  with  9  5.35. 


and 

To  amend  5  5.35(b)(1)  by  adding  a 
new  sentence  at  the  end  thereof  reading 
substantially  as  follows:  "On  labels  of 
distilled  spirits  imported  in  bottles,  which 
were  bottled  in  a  foreign  country  other 
than  the  country  of  origin,  there  shall 
also   be  stated   the  phrase   'bottled   in 

',  the  blank  to  be  filled  in  with  the 

name  of  the  country  where  bottled,  or 
the  name  of  the  bottler  preceded  by  the 
words  'bottled  by'  and  followed  by  the 
address  of  the  place  where  bottled". 

5.  To  amend  §  5.46  of  27  CFR  Part  5 
by  adding  at  the  end  thereof  a  new 
paragraph  reading  substantially  as  fol- 
lows: 

(f)  Notwithstanding  the  requirements 
of  paragraphs  (a)  through  (e)  of  this 
section,  distilled  spirits  in  bottles  may  be 
withdrawn  from  customs  custody  with- 
out the  immediate  presentation  of  the 
prescribed  certificate  of  origin  or  of  age 
and  origin  if  a  bond  in  a  penal  sum 
equal  to  the  value  of  the  merchandise 
plus  customs  duty  and  internal  revenue 
tax  is  given  by  the  importer  to  the  col- 
lector of  customs  at  the  port  of  entry, 
conditioned  upon  the  production  of  such 
certificate  within  90  days  from  the  date 
of  entry  of  the  distilled  spirits  covered 
thereby.  All  bonds  furnished  imder  the 
provisions  of  this  paragraph  shall  con- 
tain a  proviso  that  if  the  required  cer- 
tificate is  not  produced  there  will  be  no 
mitigation  of  the  penalty  regardless  of 
the  circumstances  alleged  to  have  caused 
such  failure." 

[SBAX.1  DWIGHT  E.  Avis. 

Director.  Alcohol  and  Tobacco  Tax 
Diviaion,  Internal  Revenue  Service. 

[PH.    Doc.    63-09S:     Filed.    Jan.    20,    10e2; 
10:17».in.l 


DEPARTMENT  OF  AGRICULTURE 

Agricultural  Stabilixotion  and 
Conservation  Service 

[7  CFR  Part  1131  1 

I  Docket  No.  AO-271-A8  ] 

MILK  IN  CENTRAL  ARIZONA 
MARKETING  AREA 

Notice  of  Hearing  on  Proposed 
Amendments  to  Tentative  Market- 
ing Agreement  and  Order 

Pursuant  to  the  provisions  of  the 
AgricxUtxiral  Marketing  Agreement  Act 
of  1937.  as  amended  (7  UJ3.C.  801  et 
seq. ) .  and  the  applicable  rules  of  practice 
and  procedure  governing  the  formula- 
tion of  marketing  agreements  and  mar- 
keting orders  (7  CFR  Part  900) ,  notice  is 
hereby  given  of  a  public  hearing  to  be 
held  at.the  Ramada  Inn,  3825  East  Van 
Buren  '  Avenue.  Phoenix,  Ariz.,  be- 
ginning at  10:00  ajn.,  local  time,  on 
February  14,  1962,  with  respect  to  pro- 
posed amendments  to  the  tentative  mar- 
keting agreement  and  to  the  order,  regu- 
lating the  handling  of  milk  in  the  central 
Arizona  marketing  area. 

The  public  hearing  is  for  the  purpose 
of  receiving  evidence  with  respect  to  the 
economic  and  marketing  conditions 
which  relate  to  the  proposed  amend- 
ments, hereinafter  set  forth,  and  any 
appropriate  modifications  thereof,  to  the 
tentative  marketing  agreement  and  to 
the  order. 

The  proposal  relative  to  a  redefinition 
of  the  marketing  area  raises  the  issue 
whether  the  provisions  of  the  present 
order  would  tend  to  effectuate  the  de- 
clared policy  of  the  act,  if  they  are  ap- 
plied to  the  marketing  area  as  proposed 
to  be  redefined  and,  if  not,  what  modifi- 
cations of  the  provisions  of  the  order 
would  be  appropriate. 

The  proposed  amendments,  set  forth 
below,  have  not  received  the  approval  of 
the  Secretary  of  Agriculture. 

Proposed  by  the  Federated  Producers 
Association  of  Phoenix,  Ariz.: 

Proposal  No.  1.  Amend  8  1131.6  to 
enlarge  the  marketing  area  to  include 
the  counties  of  Yavapai,  Coconino, 
Navajo,  Apache,  and  Gila,  all  Ln  the 
State  of  Arizona. 

Proposed  by  the  Carnation  Company 
of  Los  Angeles,  Calif.: 

Proposal  No.  2.  Expand  the  market- 
ing area  definition  to  include  Yavapai, 
Mojave,  Coconino,  Gila,  Navajo,  and 
Santa  Cruz  Counties. 

Proposed  by  the  United  Dairymen  of 
Arizona: 

Proposal  No.  3.  Delete  8  1131.11  and 
substitute  the  following: 

§  1131.11      Producer-handler. 

"Producer-handler"  means  any  per- 
son who  is  both  a  dairy  farmer  and  the 
operator  of  a  plant  from  which  fluid  milk 
products  are  disposed  of  on  routes  in  the 
marketing  area,  but  who  receives  no  milk 
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from  other  dairy  farmers  or  from  any 
source  other  than  a  pool  plant  and  who 
does  not  receive  from  pool  plants  an 
amount  representing  more  than  I  per- 
cent of  his  total  Class  I  utilization  for  the 
month :  Provided,  That  such  person  pro- 
vides proof  satisfactory  to  the  market 
administrator  that  (a)  the  maintenance, 
care  and  management  of  all  the  dairy 
animals  and  other  resources  necessary  to 
produce  the  entire  amount  of  milk  han- 
dled (other  than  that  received  from  pool 
plants)  is  the  personal  enterprise  of  and 
at  the  personal  risk  of  such  person  in  his 
capacity  as  a  producer,  and  (b)  the  op- 
eration of  such  plant  is  the  personal  en- 
terprise of  and  at  the  personal  risk  of 
such  person  in  his  capacity  as  a  handler. 

Proposed  by  the  Federated  Producers 
Association  of  Phoenix,  Ariz. : 

Proposal  No.  4.  Delete  8  1181.11  and 
substitute  the  following: 

§  1131.11      Producer-handler. 

"Producer-handler"  means  any  person 
who: 

(a)  Produces  milk  and  operates  a  dis- 
tributing plant;  providing  that  such 
person  provides  satisfactory  proof  to 
the  mai*et  administrator  and.  (1)  the 
maintenance,  care,  and  management  of 
all  the  dairy  animals  and  other  resources 
necessary  to  produce  the  entire  amount 
of  milk  handled  (other  than  that  re- 
ceived from  pool  plants)  is  the  personal 
enterprise  and  at  the  personal  risk  of 
such  person  in  his  capacity  as  a  pro- 
ducer; and  that  the  operation  of  such 
distributing  plant  and  retail  or  whole- 
sale outlets  are  the  personal  enterprise 
and  at  the  personal  risk  of  such  person 
in  his  capacity  as  a  producer-handler; 

(b)  Receives  no  milk  from  other  pro- 
ducers; 

(c>  Disposes  of  no  other  source  milk 
as  Class  I; 

(d)  Receives  from  pool  plants  an 
amount  of  milk  equal  to  not  more  than 
five  percent  of  his  own  production;  and 

(e)  Whose  Class  I  sales  do  not  exceed 
1.000  gallons  of  fluid  milk  dally. 

Proposed  by  the  United  Dairymen  of 
Arizona: 

Proposal  No.  5.  Amend  8  1131.22(k) 
to  provide  for  the  announcement  of  a 
price  f.o.b.  Phoenix  rather  than  Tucson. 

Proposal  No.  S.  In  8  1131.41  provide 
a  new  Class  n  as  all  skim  milk  and 
butterfat  used  in  the  production  of  cot- 
tage cheese  and  change  the  present  Class 
II  designation  to  Class  m,  with  skim 
milk  and  butterfat  used  in  the  produc- 
tion of  cottage  cheese  being  deleted  from 
that  classlflcation. 

Proposed  by  Beatrice  Foods  Company 
of  Chicago,  HI. : 

Proposal  No.  7.  Amend  8  1131.41(b) 
by  adding  subparagraphs  (4)  and  (5) : 

(4>  Skim  milk  represented  by  ncmfat 
milk  solids  sidded  to  a  fluid  milk  i»txluct 
which  is  in  excess  of  the  weight  of  an 
equivalent  volume  of  the  fluid  milk  prod- 
uct prior  to  such  additi<»: 

(5)  Skim  milk  and  butterfat  in  fluid 
milk  products  disposed  of  in  bulk  to  com- 
mercial food  estabUshmoits  such  as 
bakeries,  candy  manufacturers  or  other 
commercial  food  processing  plants; 
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Renumber  present  subparagraph  (4) 
as  sulqparacraph  (6) . 

ProfXMOl  No.  8.  Amend  8  1131.44 
"Comimtation  of  skim  milk  and  butterfat 
in  each  class"  by  deleting  the  proviso  rel- 
ative to  aceounting  for  nonfat  milk 
solids  in  concmtrated  form  on  a  milk 
equivalent  baals  and  make  such  other 
conforming  changes  as  are  necessary  in 
other  sections  of  the  order  so  that  such 
accounting  shall  be  made  on  an  actual 
weight  basis.  '' 

Proposed  by  the  Borden  Company  of 
Phoenix,  Ariz.: 

Proposal  No.  9.  Amend  §  1131.44  in 
respect  to  the  proviso  so  that  the  net  ac- 
counting for  skim  milk  by  the  handler  is 
based  on  the  weight  of  the  product  dis- 
posed of  rather  than  an  amount  equiva- 
lent to  the  nonfat  milk  solids,  plus  all 
the  water  originally  associated  with  such 
solids.  This  can  be  accomplished  by 
eliminating  the  langiiage  contained  in 
the  proviso,  or  classifying  in  8  1131.41  the 
water  orighuiUy  associated  with  nonfat 
milk  soljds  as  Class  n  milk  and  consider 
such  milk  as  receipts  of  other  source 
milk. 

Proposed  by  the  United  Dairymen  of 
Arizona: 

Propo$ai  No.  10.  Add  as  8  1131.50(c) 
the  following: 

(c)  The  average  of  the  prices  reported 
to  have  beaa.  paid  for  manufacturing 
milk  at  plants  included  in  the  listing 
by  the  Department  and  known  as 
the  Bfinneeota-^^nsconsin  manufacturing 
I»ice  series:  Prootded,  That  such  price 
shall  be  adjusted  from  an  average  test 
basis  to  a  3.8  percoit  basis  by  the  use  of 
a  direct  ratio  butterfat  differential. 

Proposal  No.  11.  Amend  8  1131.51  as 
follows: 

A.  In  1 1131.51(a)  change  present 
$2.75  to  $2.65. 

B.  Subatttute  in  8  1131.51(a)  (2)  (ill) 
the  followbig  standard  utilization  table: 
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transfers  that  would  result  in  the  same 
milk  being  accounted  for  a  second  time 
as  Class  I  milk)  for  the  secondhand  third 
months  preceding  (excluding  Class  I 
sales  from  another  Federal  order  mar- 
ket) by  the  total  producer  production 
for  the  same  months  (excluding  the  Class 
I  sales  pounds  from  another  Federal  or- 
der market),  and  adjust  to  the  nearest 
percentage  point.  The  resulting  per- 
centage shall  be  known  as  the  "Class  I 
utilization  percentage." 

C.  Delete  8  1131.51(a)  (2)  (i) .  (11) .  and 
(ill)  and  substitute  therefor  the 
following: 

(i)  If  the  Class  I  utilization  percent- 
age is  neither  less  than  the  minimum 
standard  utilization  percentage  spectfled 
below  nor  in  excess  of  the  maximum 
standard  utilization  percentage  specified 
below,  the  net  deviation  percentage  is 
zero, 

(11)  Any  amount  by  which  the  Class  I 
utilization  percentage  is  less  than  the 
minimiun  standard  percentage  specified 
below  is  a  "minus  net  deviation  percent- 
age", and 

(ill)  Any  amount  by  which  the  Class 
I  utilization  percentage  exceeds  the  max- 
Imvun  standard  utilization  percentage 
specified  below  is  the  "plus  net  deviation 
percentage". 


MoDttifor 
whidti  prioe 

Months  used  in 
computation 

Standard 
utiliEation 
percentages 

appliet 

Mini- 
mum 

Maxi- 
mum 

Janiuiy 

Febraary 

March 

Anrtl - 

Octobei^NoTember 

NoTamber-December . . . 

Deoember-January 

Janoary-Febraary 

Febniwy-Marcb 

Martli-ApriL 

U3 
115 
116 
116 
117 
117 
118 
118 
116 
114 
113 
113 

120 
122 
123 
123 

iKy:::::::.. 

124 

124 

/uly 

Anril-May 

125 

Aiuout 

September.... 

May-Jam>. 

125 

Judia-JDiy    . 

123 

JuiT-Atunist.  

121 

NoTember.— 
Uecrmber 

AufiMt-Septcmber 

September-October 

120 
120 

In  S  1131.51(a)  (3) ,  change  one  c^t 
each  time  it  aiq>ears  to  one-half  cent. 

Proposed  by  the  Federated  Producers 
Association  of  Phoenix.  Ariz.: 

Proposal  No.  12.  Amend  8  1131. 51.  as 
follows: 

A.  Insert  between  the  words  "de- 
creased" and  "by"  in  the  fourth  line  of 
paragraph  (a)  "during  the  months  of 
October  through  June". 

B.  Delete  11131.51(a)(1)  and  substi- 
tute therefor: 

(1)  Divide  the  total  gross  volume  of 
Class  I  mUk  (excluding  inter-handler 


Months  for 

which  price 

applies 

Months  used  in 
computation 

standard 
utilication 
percentages 

Mini- 
mum 

Maxi- 
mum 

January 

February 

March 

April    

October-November 

November- December.  - 

Deoember-January 

January-FelHuary 

February-March -.. 

March-April - 

81 
82 
82 
80 
80 
76 
75 
78 
7» 

86 
86 
86 

84 

May         

84 

June 

80 

October 

Mav-June  ..  

79 

June-Julv        

82 

December 

Julv-Octobcr       

83 

D.  In  8  1131.51(a)  (3)  change  the  word 
"increased"  in  the  second  line  to  "de- 
creased" and  the  word  "decreased"  in 
the  fourth  line  to  "increased". 

Proposed  by  the  United  Dairymen  of 
Arizona: 

Proposal  No.  13.  In  8  1131.51(b)  fol- 
lowing "pursuant  to  8  1131.50(b)"  add 
the  words  "plus  20  cents". 

Proposal  No.  14.  In  8  1131.51  add  the 
following  paragraph  (c) : 

(c)  Class  III  milk  price.  The  Class  in 
milk  price  shall  be  the  butter  powder 
price  computed  pursuant  to  8  1131.50(b) . 

Proposed  by  the  Beatrice  Foods  Com- 
pany of  Chicago,  HI.: 

Proposal  No.  IS.  In  8  1131.50(a)  delete 
the  words  "and  multiply  by  3.8"  and  in 
8  1131.50(b)(1),  8  1131.52.  and  8  1131.72, 
delete  the  figure  "3.8"  and  substitute 
"3.5". 

Proposed  by  the  United  Dairymen  of 
Arizona: 

Proposal  No.  16.  In  8  1131.52(a)  delete 
the  nimiber  "0.135"  and  substitute  the 
number  "0.130". 

Proposal  No.  17.  In  8  1131.52  add  the 
following  paragraph  (c) : 

(c)  Class  III  price.  Multiply  the  Chi- 
cago butter  price  for  the  current  month 
by  0.115. 


No.  i»- 


_».<>._.<&»»■%       BillF        t^   Atft 
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Proposal  No.  It.    Delete  S  1131.72  and 
substitute  the  following: 

§  1131.72      Bullerfal  differential  to  pro- 
durers. 

The  applicable  uniform  prices  to  be 
paid  each  producer  shall  be  increased  or 
decreased  for  each  one-tenth  of  one  per- 
cent which  the  average  butterf  at  content 
of  his  milk  is  above  or  below  3.8  percent, 
respectively,  at  the  rate  determined  by 
multiplying  the  Chicago  butter  price  by 
0.130  and  rounding  to  the  nearest  even 
tenth  of  a  cent. 

Proposed  by  the  Federated  Producers 
Association  of  Phoenix.  Ariz. : 

Proposal  No.  19.  In  i  113J.53  change 
last  sentence  to  read  "For  each  addi- 
tional 10  miles  or  fraction  thereof  an 
additional  0.5  (  4>  cent." 

Proposed  by  the  United  Dairymen  of 

Arizona: 

Proposal  No.  20.  In  5  1131.41(bM4>  <v) 
change  the  wonls  "other  milk  plants" 
to  read  "other  pool  plants". 

Proposed  by  the  &filk  Marketing  Or- 
ders Division.  Agricultural  Stabilization 
and  Conservation  Service: 

Proposal  No.  21.  Clarify  S  1131.61  by 
deleting  the  reference  to  "nonpool  plant" 
in  the  Introductory  paragraph  and  sub- 
stitute "exempt  plant".  In  I  1131.61(a> 
delete  the  word  "pool"  which  precedes 
"plant". 

Proposal  No.  22.  Make  such  changes 
as  may  be  necessary  to  make  the  entire 
marketing  agreement  and  the  order  con- 
form with  any  amendments  thereto  that 
may  result  from  this  hearing. 

Copies  of  this  notice  of  hearing  and 
the  order  may  be  procured  from  the 
Market  Administrator.  Mr.  Wilson  M. 
Haverfleld.  2617  North  24th  Street. 
Phoenix  8.  Ariz.,  or  from  the  Hearing 
Clerk.  Room  112.  Administration  Build- 
ing. United  States  Department  of  Agri- 
cultvure.  Washington  25.  DC,  or  may  be 
there  inspected. 

Signed  at  Washington.  DC,  on  Jan- 
uary 24.  1962. 

ROBZRT  G.   Lrwis. 
Deputy     Administrator,     Price 
and  Production.  AgriculturtU 
Stabilization    and   Conserva- 
tion Service. 

|F.R.    Doc.    82-949:     Filed.    Jan.    26.     1962, 
8:50  am.) 


PROPOSED   RULE   MAKING 

key  Hatching  Eggs  and  Turkeys  which 
was  published  in  the  Fxdual  Rxcistir 
on  January  18.  1962  (27  FR.  518) .  Such 
notice  is  hereby  amended  to  extend  the 
days  of  hearing  from  January  29  through 
January  31.  1962  to  January  29  through 
February  1.  1962. 

Copies  of  this  notice  amending  the 
notice  <.i  reopening  of  the  hearing  may 
be  obtained  from  the  Hearing  Clerk. 
Room  112.  Administration  Building. 
United  St-ites  Department  of  Agricul- 
ture. Washington  25.  DC  .  or  may  there 
be  inspected 


Dated    January  25,  1962. 


[  9  CFR   Port  301  1 
( Dockets  Noe.  AO  338  RO  1.  AO  337  RO  1 1 

TURKEY  HATCHING  EGGS  AND 
TURKEYS 

Am«ndm«nt  to  Notice  R«op*ning 
H«aring  on  Proposod  Morkoting 
Agroomonts  and  Proposod  Ordors 

Pursuant  to  the  provisions  of  the  Agri- 
cultxiral  Marketing  Agreement  Act  of 
1937.  aa  amended  (48  Stat.  31,  as  amend- 
ed; 7  UJ3.C.  601-674) .  and  the  applicable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments  and  marketing  orders  (7  CFR 
Part  900) .  notice  is  hereby  given  of  the 
amendment  of  the  Notice  of  Reopening 
of  the  Hearing  on  Proposed  Marketing 
Agreements  and  Orders  Relating  to  Tur- 


Jajces  T    Ralph. 
Assistant  Secretary. 

|FR      D.  r      62  981;     Piled.     Jan      26,     1962 
9   19  a  m  I 

DEPARTMENT  OF  HEALTH.  EDU- 
CATION, AND  WELFARE 

Food   and   Drug   Administration 

I  21    CFR   Parts   120,    121  1 

PESTICIDE   RESIDUES;   FOOD 
ADDITIVES 

Notice  of   Filing   of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Pood.  Drug,  and  Cosmetic  Act  (sees. 
408(d)(1).  409(b) '5>.  68  Stat.  512.  72 
Stat.  1786:  21  VS.C.  346a(d)(l).  348 
(b)(5)).  notice  is  given  that  a  petition 
has  been  filed  by  Hercules  Powder  Com- 
pany. Wilmington  99.  Del.,  proposing 
the  establishment  of  pesticide  tolerances 
of  4.9  parts  per  million  for  residues 
of  2.3-p-dioxanedithiol-S.S-bis(0.0-di- 
ethyl  phosphorodithioate  •  in  or  on 
apples,  crabapplcs.  pears,  and  quinces. 

The  petition  also  proposes  the  issu- 
ance of  a  regulation  to  provide  a  food 
additive  tolerance  of  21  parts  per  mil- 
lion for  residues  of  this  pesticide  chemi- 
cal In  dried  apple  pomace  resulting  from 
carryover  and  concentration  of  residues 
m  this  feed  item  processed  from  such 
apples. 

The  analytical  method  proposed  in 
the  petition  for  determining  residues 
of  2.3-p-dioxanedithlol-SHS-bis(  O.O-di- 
ethyl  phosphorodithioate)  is  the  method 
of  C.  L.  Dunn  reported  in  the  Journal 
of  Agricultural  and  Pood  Chemistry, 
Volume  6.  pages  203-209  (March  1958". 

Dated:  January  22.  1962. 

J.K.Kjrk. 

Assistant  Commissioner 

of  Food  and  Drugs. 

[FR.     Doc      62-930.     Filed,    Jan.     26,     1962; 
8  48  am  | 

FEDERAL  AVIATION  AGENCY 

[  14  CFR   Part  600  1 

( Alnpac*  Docket  No.  61-NT-61 ) 

FEDERAL  AIRWAY 

Proposod  Altorotion 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator   (14  CFR 

409.13).  notice  is  hereby  given  that  the 


Federal  Aviation  Agency  is  considering 
an  amendment  to  5  600.1508  of  the  regu- 
lations of  the  Administrator,  the  sub- 
stance of  which  is  stated  below. 

Intermediate    altitude    VOR    Federal 
airway  No.    1508  extends  in  part  as  a 
common  airway  segment  with  VOR  Fed- 
eral airway  No.   1510  from  the  Selins- 
k'rove.  Pa  .  VOR  to  the  Monmouth.  N.J.. 
intersection  (Intersection  of  the  Yardley. 
Pa  .  VOR  098'  and  the  Coyle.  N.J..  VOR 
03-'     True  radials).     The  Federal  Avia- 
tion Agency  has  under  consideration  the 
realignment    of    Victor    1508    from    the 
Selinsgrove  VOR  as  a  10-mile  wide  air- 
way to  the  intersection  of  the  Selinsgrove 
VOR  103     and  the  Allentown.  Pa..  VOR 
248'  True  radials;  thence  12-mile  wide 
airway  to  the  intersection  of  the  Selins- 
move  VOR  103°  and  the  Allentown  VOR 
223     True  radials;  thence  14-mile  wide 
airway  to  the  intersection  of  the  Selins- 
tivove  VOR  103"  and  the  Allentown  VOR 
188    True  radials  at  which  point  It  would 
tci-minate.     This  realignment  of  Victor 
1508  would  provide  a  route  east  of  the 
Selinsgrove  VOR  which  would  overlie  low 
altitude  VOR  Federal  airway  No.  30  to 
the  Coopersburg,  Pa.,  intersection.    This 
route  would  be  utilized  for  the  transi- 
tioning of  high  and  Intermediate  altitude 
air  traffic  destined  to  land  at  Newark. 
N.J.    The  airway  width  reductions  would 
provide  separation  from  intermediate  al- 
titude VOR  Federal  airways  Nos.   1510, 
1514.   1516.  and   1522. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.    Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator.    Eastern    Region,    Attn: 
Chief.  Air  Tiafflc  Division.  Federal  Avia- 
tion Agency.  Federal  Building.  New  York 
International  Airport,  Jamaica  30.  NY. 
All     communications     received     within 
forty-five  days  after  publication  of  this 
notice  In  the  Federal  Register  will  be 
considered  before  action  is  taken  on  the 
proposed  amendment.    No  public  hear- 
nig   is  contemplated   at  this   time,   but 
arrangements  for  informal  conferences 
with   Federal   Aviation  Agency  officials 
may  be  made  by  contacting  the  Regional 
Air  Traffic  Division  Chief,  or  the  Chief. 
Airspace    UtilizaUon    Division.    Federal 
Aviation   Agency.   Washington   25,   DC. 
Any  data,  views  or  arguments  presented 
during  such  conferences  must  also  be 
submitted  in  writing  in  accordance  with 
this  notice  in  order  to  become  part  of  the 
record  for  consideration.    The  proposal 
contained  in  this  notice  may  be  changed 
in  the  light  of  comments  received. 

The  official  Docket  will  be  available  for 
examination  by  interested  persons  at  the 
Docket  Section,  Federal  Aviation  Agency. 
Room  C-226,  1711  New  York  Avenue 
NW..  Washington  25,  DC.  An  Informal 
Docket  will  also  be  available  for  exami- 
nation at  the  office  of  the  Regional  Air 
Traffic  Division  Chief. 

This  amendment  Is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act   of    1958    (72    SUt.    749;    49    U.8.C. 

1348). 

Issued  in  Washington,  DC,  on  Janu- 
ary 22. 1962. 

CHAtLU  W.   CAMfODY, 

Chief.  Airspace  Utilization  Division. 

FR.    Doc.    83-908:    TOaA.    Jan.    M.     1962: 
8:48  am. I 


Saturday,  January  27,  1962 

I  14  CFR  Part  601  1 

I  Airspace  Docket  No.  61-FW-361 

CONTROLLED  AIRSPACE 

Proposed  Alteration  of  Control  Zone 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CPR  409.- 
13) .  notice  Is  hereby  given  that  the  Fed- 
eral Aviation  Agency  Is  considering  an 
amendment  to  S  601.2081  of  the  regula- 
tions of  the  Administrator,  the  sub- 
stance of  which  is  stated  below. 

The  Jacksonville,  N.C.,  control  zone  Is 
presently  designated  within  a  3-mlle 
radius  of  the  New  River  MCAF,  Jackson- 
ville. N.C.,  and  within  2  miles  either  side 
of  a  226°  True  bearing  exten(Ung  from 
the  New  River  MCAP  to  12  miles  south- 
west,  excluding  the  portion  within  Re- 
stricted Area  R-5306C. 

The  Federal  Aviation  Agency  has  un- 
der consideration  the  alteration  of  the 
Jacksonville  control  zone  by  designating 
a  control  zone  extension  to  the  northeast 
within  2  miles  either  side  of  the  046° 
True  bearing  from  the  New  River  radio 
beacon  extending  from  the  3 -mile  radius 
zone  to  12  miles  northeast  of  the  radio 
beacon.  This  would  provide  protection 
for  aircraft  executing  the  prescribed  in- 
strument approach  procedure  based  on 
the  046°  True  bearing  from  the  New 
River  radio  beacon.  It  Is  also  proposed 
to  redesignate  the  southwest  control 
zone  extension  by  basing  it  on  the  New 
River  radio  beacon  in  lieu  of  the  New 
River  MCAP  to  correctly  identify  the 
navigational  facility  used  for  ADF  ap- 
proach procedures  at  the  New  River 
MCAP. 

If  these  actions  are  taken  the  Jadc- 
sonville,  N.C.,  control  zone  would  be  re- 
designated within  a  3-mile  radius  of  the 
New  River  MCAF  (laUtude  34'42'25" 
N.  longitude  77°26'35"  W.),  within  2 
miles  either  side  of  the  046"  and  226* 
True  bearings  from  the  New  River  radio 
beacon  (latitude  34°43'18"  N.,  longitude 
77  25'48"  W.)  extending  from  the  3- 
mile  radius  zone  to  12  miles  northeast 
and  southwest  of  the  radio  beacon,  ex- 
cluding the  portion  which  would  coincide 
with  Rr-5306C.  The  portion  of  this  con- 
trol zone  which  would  coincide  with  R^ 
5307  would  be  used  only  after  obtaining 
prior  approval  from  appropriate  author- 
ity. 

After  implementation  of  Amendment 
60-21  to  Civil  Air  Regulations.  Part  80, 
Air  Traffic  Rules,  further  alteration  pf 
the  Jacksonville  control  zone  may  be 
required.  If  this  Is  necessary,  a  new 
proposal  concerning  the  control  zone 
will  be  Initiated  after  completion  of  co- 
ordination and  resolution  of  terminal 
procedures. 

Interested  persoiu  may  submit  such 
written  data,  views,  or  argimnents  as  they 
may  desire.  Communications  should  be 
submitted  In  triplicate  to  the  Assistant 
Administrator,  Southern  Region.  Attn: 
Chief.  Air  Traffic  Division,  FMeral  Avi- 
ation Agency.  52  PalrUe  Street  NW., 
Atlanta  3,  Oa.  All  communicatiODS  re- 
ceived within  forty-five  days  after  pub- 
lication of  this  notice  in  the  FbdkAal 
Registek  will  be  considered  before  action 
is  taken  on  the  proposed  amendment. 
No  public  hearing  is  contemplated  at  this 


FEDERAL  REGISTER 

time,  but  arrangements  for  informal 
conferences  with  Federal  Aviation 
Agency  offlcials  may  be  made  by  con- 
tacting the  Regional  Air  Traffic  Division 
Chief,  or  the  Chief.  Airspace  Utilization 
Division.  Federal  Aviation  Agency. Wash- 
ington 25,  D.C.  Any  data,  views  or  ar- 
guments presented  during  such  confer- 
ences must  also  be  submitted  In  writing 
in  accordance  with  this  notice  in  order 
to  become  part  of  the  record  for  con- 
sideration. The  proposal  contained  in 
this  notice  may  be  changed  in  the  light 
of  comments  received. 

The  ofllcial  Docket  will  be  available  for 
examination  by  interested  persons  at  the 
Docket  Section.  Federal  Aviation  Agency, 
lUxaa.  C-226.  1711  New  York  Avenue 
NW..  Washington  25,  D.C.  An  informal 
Docket  will  also  be  avaUable  for  exam- 
ination at  the  office  of  the  Regional  Air 
Traffic  Division  Chief. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749  r  49  U.S.C. 
1348) . 

Issued  in  Washington,  D.C,  on  Jan- 
uary 23,  1962. 

Charles  W.  Carmody, 
Chief.  Airspace  Utilization  Division. 

[PJt.    Doc.    82-004:    Filed.    Jan.    26,    1962; 
8:46  ajn.) 


[  14  CFR   Part  601  1 

(Airspace  Docket  No.  61-WA-212] 

CONTROLLED  AIRSPACE 

Proposod  Alteration  of  Control  Area 
Extension 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (14  CFR 
409.13) .  notice  is  hereby  given  that  the 
FMeral  Aviation  Agency  Is  considering 
an  amendment  to  9  601.1065  of  the  regu- 
lations of  the  Administrator,  the  sub- 
stance of  which  is  stated  below. 

On  January  11.  1962,  new  aircraft 
holding  pattern  procedures  were  im- 
plemented withbi  the  continental  limits 
of  the  United  States  and  in  areas  be- 
yond such  limits  where  adequate  con- 
trolled airspace  was  currently  estab- 
lished. Procedures  requiring  the  desig- 
nation of  additional  controlled  airspace 
beyond  the  continental  limits  will  be 
implMnented  upon  completion  of  the 
processing  of  appropriate  amendments 
to  the  regulations  of  the  Administrator. 
These  procedures  were  developed  to  ac- 
commodate the  increasing  variety  of 
aircraft  speeds  and  operating  altitudes 
In  the  IPR  envlroimient  and  provide  for 
the  containment  of  aircraft  holding 
manuevers  within  the  holding  pattern 
areas  designed  for  such  operation.  How- 
ever, a  number  of  these  holding  pattern 
areas  require  the  designation  of  addi- 
tional controlled  airspace  to  encompass 
the  increased  dimensions  of  such  areas. 
The  pilot  then  need  only  adhere  to  the 
standardlied  operating  procedures  to 
remain  within  controlled  airspace. 

To  fulfill  additional  controlled  air- 
space requirements  for  the  implementa- 
tion of  these  procedures  in  the  New 
Orleans.  La.,  Air  Route  Traffic  Control 
Center  area,  the  FAA  is  considering  the 
following  airspace  action: 
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The  Biloxi,  Miss.,  control  area  exten- 
sion (S  601.1065)  would  be  redesignated 
within  a  25-mlle  radius  of  the  Keller 
AFB  radio  beacon.  Including  the  air- 
space bounded  on  the  east  by  longitude 
SS-SO'OO"  W..  on_  the  southeast  and 
south  by  a  line  15  miles  south  of  and 
parallel  to  low  altitude  VOR  Federal 
airway  No.  22,  on  the  west  by  longitude 
89°  10 '00"  W.,  and  on  the  north  by  the 
Blloxl  control  area  extension  25-mlle 
radius  area,  excluding  the  portion  which 
would  coincide  with  the  Gulfport,  Miss., 
Warning  Area  (W-453).  This  would 
provide  additional  controlled  airspace 
for  the  protection  of  aircraft  In  holding 
patterns  at  the  Dog  Intersection  (Inter- 
section of  the  Gulfport  VOR  173*  and 
the  New  Orleans,  La.,  VORTAC  085* 
True  radials). 

Because  of  the  time  limitations  Im- 
posed by  the  effective  date  of  the  re- 
vised holding  pattern  procedures,  im- 
plementation of  the  provisions  of 
Amendment  60-21  to  the  (Tivil  Air  Regu- 
lations, Part  60,  Air  Traffic  Rules  Is  being 
deferred  In  this  Instance,  Upon  com- 
pletion of  the  review  of  the  controlled 
airspace  requirements  presently  being 
conducted  attendant  to  these  provisions, 
separate  airspace  action  will  be  Initiated 
to  convert  this  control  area  extension  to 
a  transition  area  with  an  appropriate 
controlled  airspace  floor  assignment. 

Interested  persons  may  submit  such 
written  data,  views,  or  arguments  as  they 
may  desire.  Conununlcatlons  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator.  Southern  Region.  Attn: 
Chief.  Air  Traffic  Division.  Federal  Avi- 
ation Agency.  52  Falrlie  Street  NW.,  At- 
lanta 3,  Ga.  All  communications  received 
within  thirty  days  after  publication  of 
this  notice  In  the  Federal  Registes  will 
be  considered  before  action  is  taken  on 
the  proposed  amendment.  No  public 
hearing  Is  contemplated  at  this  time,  but 
arrangements  for  Informal  conferences 
with  Federal  Aviation  Agency  officials 
may  be  made  by  contacting  the  Regional 
Air  Traffic  Division  C^hief.  or  the  Ctdef, 
Airspace  Utilization  Division.  Federal 
Aviation  Agency,  Washington  25.  D.C. 
Any  data,  views,  or  arguments  presented 
during  such  conferences  must  also  be 
submitted  in  writing  In  accordance  with 
this  notice  In  order  to  become  part  of 
the  record  for  consideration.  The  pro- 
posal contained  In  this  notice  may  be 
changed    in    the    light    of    comments 

The  official  Docket  will  be  available 
for  examination  by  interested  persons 
at  the  Docket  Section.  Federal  Aviation 
Agency.  Room  C-226.  1711  New  York 
Avenue  NW.,  Washington  25.  D.C.  An 
informal  Docket  will  also  be  available 
for  examination  at  the  office  of  the 
Regional  Air  Traffic  Division  Chief. 

(8«58.  807(a)  and  1110.  72  SUt.  74S  and  800: 
49  va.C.  1348  and  1510,  and  Executive  Order 
10864.  24  FJt.  9665) 

Issued  in  Washington,  D.C,  on  Jan- 
uary 23,  1962. 

Charles  W.  Carxodt. 
Chief.  Airspace  Uttiization  Division. 

IP.R.    Doc.    62-906:    Piled.    Jan.    26.    1968; 
8:46a.m.l 
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[  14  CFR  Port  601  1 

I  Airspace  Docket  No.  eO-FW-TS] 

CONTROLLED  AIRSPACE 

Alt«rotion  of  Proposed  Dosignotion  of 
Tronsition  Aroo 

In  a  notice  of  proposed  rule  malting 
published  in  the  Pidmal  Rxgistxr  on 
September  22.  19«1  <26  PR.  8951 ) .  It  was 
sUted  that  the  Federal  Aviatkm  Agency 
propooed  to  designate  a  transition  area 
at  Meridian  (NAAS  Meridian) .  Miss. 

Subsequent  to  the  publication  of  the 
notice,  the  Department  of  the  Navy  re- 
quested that  additional  airspace  west 
northwest  of  NAAS  Meridian  be  included 
within  the  proposed  transition  area  for 
the  protection  of  aircraft  executing  in- 
strument approach  and  departure  pro- 
cedures In  this  area. 

Accordingly,     the    notice     is     hereby 
amended  to  propose  that  the  Meridian 
(NAAS  Meridian)  transition  area  be  des- 
ignated to  extend  upward  from  1 .200  feet 
above  the  siirface  within   the  airspace 
west  and  north  of  the  Meridian  NAAS 
bounded  by  a  line  beginning  at  latitude 
32*47'00"   N..   longitude   89'30'00"   W.: 
to     latitude     32*5000"     N..     longitude 
89'21'00"  W.;  to  latitude  32'4r30"  N  . 
longitude    88°44'00"     W..     to    latitude 
33*03'00"    N..   longitude   88°57'40"    W  : 
to     latitude     33'05'40"     N..     longitude 
M'52'40"  W.;  thence  east  along  a  45- 
mlle  radius  arc  centered  at  the  Colum- 
bus APB  latitude  33*38'35"  N..  longitude 
88*26'40"  W..  Columbus.  Miss,   to   the 
n<»th  boundary  of  VOR  Federal  airway 
No.  18  north  alternate;  thence  via  the 
north  boundary  of  VOR  Federal  airway 
No.  18  north  to  the  point  of  beginning, 
excluding  the  portion  which  would  co- 
incide with  the  Meridian  control   area 
extension  ( 5  601.1018);  and  within  the 
WLiTspmct  southeast  of  the  Meridian  NAAS 
bounded  on  the  north  by  VOR  Federal 
airway  No.  18.  on  the  east  by  VOR  Fed- 
eral airway  No.  209.  and  on  the  south 
by  VOR  Federal  airway  No.  154. 

In  order  to  provide  interested  persons 
time  to  adequately  evaluate  this  proposal, 
as  modified  herein,  and  an  opportunity 
to  submit  additional  written  data,  views, 
or  arguments,  the  date  for  filing  such 
material  will  be  extended  to  February 
23. 19«2. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  n*  CFR 
409.13).  I  hereby  give  notice  that  the 
time  within  which  commenu  will  be  re- 
ceived for  consideration  on  Airspace 
Docket  No.  60-FW-72  Is  extended  to 
February  23.  1962.  Communications 
should  be  submitted  in  triplicate  to  the 
Assistant  Administrator.  Southern  Re- 
gion. Attn:  Chief.  Air  Traffic  Division. 
Federal  AvlaUon  Agency.  52  Falrlle 
Street  NW..  AtlanU  3.  Oa. . 

This  amendment  Is  proposed  under 
lectlon  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749:  US.C.  1348). 

Issued  in  Washington.  DC.  on  Janu- 
ary 22. 1962. 

Chasles  W.  Cahmody, 
Chief.  Airspace  Utilization  Division. 

IPJt.    Doc     82-007;    Piled.    Jan.    38.    1063; 
8 :4Sa.m.| 


PROPOSED  RULE  MAKING 
[  14  CFR  Ports  601,  608  1 

(Airspace  Docket  No.  81-FW-1031 

COFHROLLED  AIRSPACE  AND 
SPKIAL  USE  AIRSPACE 

Proposed  Alterotion  of  Restricted  Areo 
and  Control  Area  Extension 

Pursuant  to  the  authority   delegated 
to  me  by   the  Administrator    (14   CFR 
409.13).  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  is  considering 
amendments  to   §§608.51   and   601.1399 
of  the  regulations  of  the  Administrator, 
the  substance  of  which  is  stated  below 
The  Melrose.  N  Mex..  Restricted  Area 
R-5104  is  designated  from  the  surface  to 
23.000  feet  MSL  during  the  period  from 
sunrise  to  sunset,  daily.     The  Melrose. 
N     Mex  ,    Restricted    Area    Rr-5105    Ls 
designated   from  the  surface   to   14.000 
feet  MSL  during  the  period  from  sun- 
rise to  sunset,  daily.     The  description  of 
R-5105  further  states  that  this  restricted 
area  will  be  used  only  when  the  ceiling 
is  more  than  3,000  feet  and  the  visibility 
greater   than   5   miles.     The   Clovis.   N. 
Mex..   control   area   extension   is   desig- 
nated within  a  30-mile  radius  of  Clovis 
Air  Force  Base,  excluding  the  portions 
which  lie  within  Rr-185  and  R-529.     The 
Clovis  AFB  has  since  been   named   the 
Cannon  AFB  and  R-185  and  R-529  have 
been    renumbered    R-5104    and    R-5103 
respectively. 

The  Federal  Aviation  Anency  and  the 
Department  of  the  Air  Force  have  agreed 
to    joint    use    of    R-5104    and    R-5105 
Therefore,    it   is   proposed    to   designate 
the    Albuquerque.    N.    Mex  .    Air    Route 
Traffic  Control  Center  as  the  controlling 
agency  for  R-5104  and  R-5105  and  to 
delete  the  reference  to  the  weather  con- 
ditions contained  in  the  description  of 
R-5105.     It  is  further  proposed  to  alter 
the  Clovis  control  area  extension  to  in- 
clude all  of   the  airspace  encompassed 
within  R-5104  and  R-5105.     These  pro- 
posed actions  would  reflect  the  Joint- use 
sUtus  of  R-5104  and  R-5105.  and  pro- 
mote  more   efficient    utilization    of    the 
areas  by  providing  additional  controlled 
airspace  for  flexibility  In  routing  traffic 
from  the  west  to  Cannon  AFB  and  rout- 
ing   traffic    departing    Cannon    AF^    to 
points   west   and  to   Join   VOR  Federal 
airway    No.    1536      In    addition,    these 
actions  will  provide  controlled  airspace 
to  facilitate  Jet  aircraft  penetrations  to 
Cannon  AFB  from  points  southwest  and 
west.     The  deletion  of  the  reference  to 
weather  conditions  in  R-5105  will  estab- 
lish a  more  stable  time  designation  dur- 
ing  which   planned  operations   can   be 
more  readily  accomplished  and  will  pro- 
mote a  more  orderly  release  of  the  area 
for  air  traffic  control  purposes. 

If  these  actions  are  taken,  the  Melrose 
Restricted  Areas  R^5104  and  Rr-5105 
( }  608  51 »  would  be  amended  to  read: 

R  5104     Melroee.  N  Mex 

Boundartr.t  Beginning  at  latitude  34*28  - 
00  N,  longitude  103*43  18  '  W:  to  latitude 
34  3525'  N.  longitude  103*40  OO'  W.  to 
latitude  84*1000  ■  N.,  longitude  10340  00' 
W  to  latitude  84*1000"  K..  longitude  108- 
5800  W  :  to  latitude  34*28  00  '  N.  longi- 
tude 108"&6'00"  W  :  to  point  of  beginning. 

D<Mignated  alUtudt$.  Surface  to  33,000 
feet  MSL. 


Txme  ol  designation.    Sunrise  to  sunset. 

Controlling  agtncy.  Federal  Aviation 
Agency,  Albuquerque  ARTC  Center. 

Using  agency.  Conunander.  Cannon  AFB, 
N.  Mex. 

R-5105     Melroae,  N.  Mex. 

Boundariea.  Beginning  at  latitude  34«39- 
00  N.  longitude  103''5600"  W  ;  to  latitude 
340390O"  N.  longitude  103*4000  '  W.;  to 
latitude  34'25'28  "  N.  longitude  103°40  00 
W  .  to  laUtude  34  28'00  "  N..  longitude  103^- 
43  15  W;  to  latitude  34*28  00  "  N.  longi- 
tude 103  55  00  '  W;  to  the  point  of  begin- 
ning 

Desigixated    altifudes.      Surface    to    14.000 

feet  MSL 

Time  0/  designation     Sunrise  to  sunset 
Cittitrolling     agency.        Federal      Aviation 

Agency.  Albuquerque  ARTC  Center. 

Vning  agency      Commander.  Cannon  AFB. 

N  Mrx 

The  Clovis  control  area  extension 
<  5  601  1399 »   would  be  amended  to  read: 

The  airspace  within  a  80-mlle  radius  of 
Cannon  Air  Force  Base  (laUtude  84'9301  ' 
N.  longitude  lOS-lB'SB'  W.)  Including  the 
airspace  west  of  Cannon  AFB  bounded  on  the 
s  by  latitude  34M00O'  N..  on  the  W  by 
longitude  103  55  00  •  W.  on  the  N  by  lati- 
tude 34  39'00"  v..  and  on  the  E  by  the  arc 
of  the  Cannon  AFB  30-mlle  radius  circle 
The  portion  of  this  control  area  extension 
within  R-5104  and  R-5105  shall  be  used  only 
after  obtaining  prior  approval  from  appro- 
priate authority. 

Implementation  of  the  provisions  of 
Amendment  60-21  to  the  Civil  Air  Regu- 
lations, Part  60.  will  be  deferred  in  this 
area  ponding  an  evaluation  of  the  con- 
trolled airspace  reoulrements  in  the  vi- 
cinity of  Cannon  Ara.  Upon  completion 
of  this  evaluation,  separate  airspace  ac- 
tion will  be  initiated  to  redesignate  the 
Clovis  control  area  extension  as  a  tran- 
sition area  with  appropriate  floor  as- 
signments. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  In  triplicate  to  the  AsslsUnt 
Administrator.  Southwest  Region.  Attn: 
Chief.  Air  Traffic  Division.  Federal  Avia- 
tion Agency.  P  O.  Box  1689.  Fort  Worth 
1.  Tex  All  communications  received 
within  thirty  days  after  publication  of 
this  notice  in  the  FionuL  Ricisrw  will 
be  considered  before  action  is  taken  on 
the  proposed  amendment.  No  public 
hearing  is  contemplated  at  this  time,  but 
arrangements  for  Informal  conferences 
with  Federal  Aviation  Agency  officials 
may  be  made  by  contacting  the  Regional 
Air  Traffic  Division  Chief,  or  the  Chief, 
Alrrpoce  Utilization  Division.  Federal 
Aviation  Agency.  Washington  25,  DC. 
Any  data,  views  or  arguments  presented 
during  such  conferences  must  also  be 
."jubmitted  in  writing  in  accordance  with 
this  notice  in  order  to  become  part  of  the 
record  for  consideration.  The  proposal 
conUined  in  this  notice  may  be  changed 
In  the  light  of  comments  received. 

The  official  Docket  will  be  available  for 
examination  by  Interested  persons  at  the 
Docket  Section.  Federal  Aviation  Agency, 
Room  C-226.  1711  New  York  Avenue 
NW  .  Washington  25.  D.C.  An  Infonnal 
Etocket  will  also  be  available  for  exami- 
nation at  the  office  of  the  Regional  Air 
Traffic  Division  Chief. 

This  amendment  is  proposed  under 
.nee.  307«a)  of  the  Federal  AvlaUon  Act  of 
1958  (72  Stat.  749;  49  U.8.C.  1348  >. 


Saturday,  January  27,  19$2 

Issued  In  Washington.  D.C.  on  Jan- 
uary 23.  1962. 

Charles  W.  Carxodt. 
Chief.  Airspace  Utilization  Division. 

|FR     Doc.    62-908:     FUed.    Jan.    36.    1962; 
8:46  ajn.] 
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FEDERAL  COMMUNICATIONS 
COMMISSION 

I  Docket  No.  14228  etc.;  FCC  62-04] 

[  47  CFR   Port  3  1 

FOSTERING  EXPANDED  USE  OF  UHF 
TELEVISION  CHANNELS;  AND  DE- 
INTERMIXTURE  OF  CERTAIN  CITIES 

Memorandum  Opinion  and  Ordor 

In  the  matter  of  fostering  expanded 
use  of  UHF  television  channels.  Docket 
No,  14229;  in  the  matters  of  delntermix- 
ture  of  Madison,  Wis.;  Rockford.  HI.; 
Hartford.  Corm.;  Erie,  Pa.;  Blnghamton. 
N.Y.;  Champaign,  m.;  ColumUa.  S.C: 
Montgomery.  Ala..  Docket  Nos.  14239. 
14240.  14241.  14242.  14243.  14244.  14245. 
14246. 

1 .  The  Association  of  Maximum  Serv- 
ice Telecasters  (AMST)  has  filed  a 
'Petition  for  Additional  Required  Infor- 
mation" in  which  it  requested  further 
Information  on  the  considerations  which 
led  to  the  Issuance  of  the  notices  of  pro- 
posed rule  making  In  the  above  dockets 
which  are  concerned  with  fostering 
expanded  use  of  the  UHF  television 
channels  as  well  as  proposals  to  dein- 
tei-mix  certain  specified  markets.  AMST 
contends  that  "it  Is  essential  that  the 
Commission  receive  the  most  meaning- 
ful, helpful,  thorough  and  sharidy 
focused  comments  that  can  be  prepared" 
and  that  "the  preparation  of  such  com- 
ments urgently  requires  that  the  C(»n- 
mlssion  supplement  In  notices  of  pro- 
posed rule  making  in  these  proceedings 
by  supplying  Interested  parties  with  the 
necessary  additional  Information  speci- 
fied m  section  II  of  this  peUtton."  ' 

2.  The  subject  notices  of  proposed  rule 
making  were  a  further  step  in  the  pro- 
gression which  looks  to  developing,  under 
the  circumstances,  the  most  advantage- 
ous solutions  to  pressing  television  al- 
location problems.  Over  the  years,  our 
inquiries,  in  which  AMST  extensively 
participated,  have  explored  such  diverse 
possibilities  as  expansion  of  the  VHP 
space  allocated  for  TV  broadCMtlng, 
reductions  in  our  present  minimum  sta- 
tion separations  so  as  to  aqueese  In  more 
assignments  on  each  VHF  channel,  a 
shift  of  all  television  broadcasting  to  the 
UHF  band,  selective  and  area  delnter- 
mlxture.  and  others.  Our  study  of  these 
choices  has  compelled  us  to  conclude 
that  to  have  a  truly  nationwide  televUlon 
brnadcastlng  system  with  a  reasonable 
number  of  local  outlets  and  a  choice  of 
national    network   programs,   we  must 


The  CommlMlon  also  has  before  it  the 
similar  peUUona  of  Olbraltar  Xntsrprlsss. 
Inc.  iicanM*  of  WICU-TV.  Brie,  Pa.,  and 
Midwest  TelevUlon,  Ino..  UcensM  of  WOXA, 
Chumpalgn.  111. 
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develop  the  potential  of  the  70  UHF 
channels. 

3.  To  flMdiieve  this  end  a  multi-pronged 
assault  was  suggested  which  Includes 
deintermlzture  of  certain  markets  In 
order  to  equallBe  competition  between 
statlMis  in  those  areas  and  a  modifi- 
cation <A  some  technical  requirements  to 
reduce  the  installation  and  operating 
costs  of  UHF  stations.  The  proposals 
advanced  by  the  Commission  outline  the 
approach  which  we  believe  may  be  used 
to  create  a  favmrable  climate  in  which 
UHF  broadcasting  may  develop  and 
flourish.  We  have  invited  specific  and 
detailed  ccmunents  on  the  desira- 
bility and  practicability  of  implementing 
the  general  prcHliosals  contained  In  the 
notice  of  proposed  rule  making  In  Docket 
14229  and  believe  that  meaningful  com- 
ments can  be  addressed  to  these  pro- 
posals without  much  of  the  further  data 
requested  by  AMST. 

4.  With  respect  to  the  UHF  "pool"  pro- 
posal. AMST  requests  that  we  supply 
channel  numbers  for  the  "pool"  of  chan- 
nels to  be  held  in  reserve  to  meet  the 
potential  needs  of  educational  TV  sta- 
tions and  the  possible  requirements  of 
VHF  stations.     The    specific    channels 
which  might  ultimately  be  Included  In 
such  a  "pool"  are.  as  discussed  below,  not 
significant  at  this  stage  of  the  proceed- 
ing when  we  are  considering  the  broad 
outlines  of  a  television  allocations  struc- 
ture.  The  point  to  be  resolved  is  whether 
"pool"  requirements  can  be  met  in  the 
70  UHF  channels  and  the  degree  to  which 
they  might  saturate  the  UHF  band.    The 
table  issued  with  the  notice  of  rule  mak- 
ing Usted  the  number  of  channels  that 
woul^  be  required  in  the  "pool"  and  the 
places  where  they  are  needed  on  the  basis 
of  the  current  VHP  and  UHF  station 
structure  and  the  present  educational 
reservations.   We  also  indicated  that  the 
specific  channels  assigned  to  each  city 
would   be   supplied   subsequently.     We 
have  been  examining  many  different  al- 
location arrangements  but  are  not  pre- 
pared to  announce  a  specific  proposal  at 
this  time.    There  are.  of  course,  many 
approaches  to  constructing  an  allocation 
table  and  In  our  notice  we  referred  to 
a  grouping  system  which  appeared  to 
have  promise.    AMST  has  asked  for  de- 
tails on  this  plan  and  we  are  therefore 
attaching  an  Appendix  as  an  example  of 
one  group  method  of  assigning  channels. 

5.  Our  proposal  to  abandon  the  fixed 
clty-by-clty  allocation  table  and  permit 
applicants  to  select  the  lowest  available 
UHF  channel  was  intended  to  provide  an 
incentive  for  the  early  development  of 
UHF  television  broadcasting.  From  the 
standpoint  of  providing  a  television 
broadcasting  service,  we  are  not  con- 
vinced that  the  upper  UHF  channels  are 
■ignfflcant^  inferior  technically  to  the 
lower  UHF  channels.  We  do  recognize. 
however,  that  technology  is  more  ad- 
vanced on  the  low  UHF  channels  than 
on  the  high  and  that  in  the  present 
state  of  the  art  some  advantage  accrues 
to  a  licensee  in  having  a  low  UHF  as- 
signment. In  ttte  development  of  radio 
tectanolofy.  history  demonstrates  that 
the  performance  of  transmitters,  receiv- 
ers, and  antenna  systems  is  at  the  out- 
set likely  to  be  better  on  low  channels. 
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This  disparity  will,  hopefully,  diminish. 
There  is  inherent  danger  In  letting  an 
assignment  plan  develop  from  actual  ap- 
plications In  pursuit  of  the  low  channels 
because  applicants  may  select  lowest  as- 
signments without  pr(4;>er  regard  to  Im- 
psu:t  on  overall  efficiency.  Criteria  will 
be  needed  to  giiide  the  selection  toward 
the  lowest,  reasonably  efficient  assign- 
ment. A  city-by-city  assignment  plan 
would  accomplish  this,  but  runs  the  risk 
of  miscalculation  as  to  exactly  where 
future  demands  for  channete  are  likely 
to  arise.  The  proceedings  contemplate 
the  possible  development  of  standards  in 
this  area  and  comments  may  be  fruit- 
fully addressed  to  these  matters. 

6.  With  respect  to  the  deintermixture 
proposals   In   Dockets    14239    to   14246, 
much  of  the  Information  requested  is 
available  in  the  public  records  of  the 
Commission  and  need  not  be  detailed 
here.    In  selecting  markets  for  deinter- 
mixture, careful  consideration  was  given 
to  the  impact  of  such  a  change  cm.  the- 
general  public.     In  all  of  the  markets 
selected  there  are  operating  UHF  sta- 
tions.   American  Research  Bureau  audi- 
ence  surveys  indicate  substantial  UHF 
reception  potential  and  there  is  no  pro- 
bative evidence  to  the  contrary.    In  de- 
termining service  losses  if  existing  VHF 
stations  were  required  to  shift  to  UHF 
channels,  we  were  gxiided  by  the  field 
strength   charts   in  our   present   rules. 
These  are  not  intended  to  be  used  to 
estimate  the  service  area  of  an  Individual 
station,  but  they  do  provide  a  convenient 
administrative  tool  for  comparing  sta- 
tion coverage  on  a  statistical  probability 
basis.     The  theoretical  service  area  of 
the  existing  VHP  station  was  c<msidered 
to  extend  to  its  Grade  B  contour  selected 
from  the  appropriate  F   (50.  50)   field 
strength  chart  in  our  present  rules  on  the 
basis   of   the    actual   effective   radiated 
power  and  antenna  height  used.    The 
estimate  of  the  probable  ^JHP  service 
area  is  more  difficult  to  make.    The  only 
"official"  field  strength  chArts  available 
are  those  contained  in  our  present  rules, 
which  are  the  same  curves  as  are  used 
to  estimate  the  Channel  2-6  coverage. 
There  is  almost  unanimous  agreement 
that  these  curves  are  too  optimistic.   The 
T.A.S.O.  group  developed  a  set  of  "criti- 
cal distances"  which  purported  to  give 
the  practical  service  range  of  UHF  tele- 
vlsi(m  stations  derived  empirically  from 
field  observations  of  picture  quality.    In 
1956  the  Commission  issued  a  set  of  UHF 
field  strength  charts,  commonly  referred 
to  as  "Appendix  A".   There  was  no  gen- 
eral agreement  as  to  the  acceptability  of 
these  curves  and  they  were  withdrawn. 
However,   field    strength   measurement 
daU  obtolned  by  T.A.S.O.  closely  ap- 
proximated the  Appendix  A  curves.    In 
the  absence  of  generally  accepted  curves, 
we  used  the  Appendix  A  curves  as  a 
starting  point  and  assumed  that  the  UHF 
station  would  employ  an  effective  radi- 
ated power  of  500  kilowatts  from  an  an- 
tenna about  750  feet  above  average  ter- 
rain.   Such  a  station  was  assumed  to 
provide  acceptable  service  for  50  percent 
of  the  locations  00  percent  of  the  time  out 
to  a  distance  of  i^proximately  40  miles, 
which  is  the  highest  "criUcal  distance" 
from  T.A.S.O.,  substantially  below  the 
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estimate  derived  from  the  P  <50.  50^ 
curves  of  our  present  nJes  and  slightly 
below  the  disUnce  to  the  Grade  B  con- 
tour shown  by  the  Appendix  A  curves. 
The  power  and  antenna  height  assump- 
tions may  be  conservative  in  the  case  of 
an  existing  VHP  station  required  to  shift 
to  the  UHP  band. 

7.  Our  examination  of  the  areas  be- 
tween the  computed  Grade  B  contour  of 
an  assumed  UHP  station  and  the  Grade 
B  contour  of  the  exisUng  VHP  station 
showed  (based  upon  ARB  audience  sur- 
vey viewing  habits)  that  most  of  the  af- 
fected  areas   were   reached   by    signals 
from   "other    stations.    The    statistical 
curves  used  for  estimating  the  coverage 
of  VHP  and  UHP  stations  are  intended 
to  show  only  that  within  the  Grade  B 
contour  a  signal  of  sufficient  strength  to 
provide    an    acceptable    picture    on    an 
average  TV  receiver  employing  a  con- 
ventional roof-top  antenna  is  likely  to  be 
available  at  50  percent  of  all  of  the  lo- 
cations within  the  contour.     It  is  im- 
possible to  determine  whether  a  single 
community  or  similar  small  area  Inside 
or  outside  the  Grade  B  contour  will  or 
wiU  not  obtain  service.     It  is  not  un- 
usual to  find  that  a  favorably  situated 
community  outside  the  estimated  Grade 
B  contour  will  obtain  better  service  than 
one  of  similar  size  but  less  favorably  sit- 
uated inside  the  estimated  Grade  B  con- 
tour    In  no  case  does  the  service  sud- 
denly terminate  at  the  Grade  B  contour 
The  field  strength  curves  only   signify 
that  beyond  the  Grade  B  contour  it  Is 
likely  that  something  less  than  50  per- 
cent of  the  locations  will  receive  an  ade- 
quate signal. 

8.  Our  prt)po8al  for  deintermixture  of 
cerUin  specified  markets,  along  with 
the  other  proposals  to  modify  our  rules 
and  procedures  for  UHF  stations  are 
aimed  at  creaims  more  television  serv- 
ice. The  markets  cho-rc  n  are  comparable 
In  size  and  economy  to  other  markets 
having  three  or  more  competitive  TV 
stations.  It  is  reasonable  to  assum*^ 
that  these  markets  can  support  three  or 
more  equally  compeUtlve  TV  stations. 
We  have  proposed  to  examine  deinter- 
mixture along  with  the  other  proposals 
as  a  means  of  stimulating  such  develop- 
ment. ._      w      *      » 

9  We  have  attempted  to  the  best  or 
our  abUity.  in  the  light  of  the  circum- 
stance that  these  are  early  stages  of 
complex  explorations,  to  satisfy  the  re- 
quests for  more  Information.  Because 
some  of  the  requests  are  addressed  to 
matters  not  now  specifically  proposed. 
as  In  Item  9.  are  frulUessly  contentious. 
such  as  Item  10.  or  seek  Information,  as 
in  Item  11.  which  is  readily  avaUable 
In  our  public  fUes.  we  have  not  here 
dealt  with  these.    One  of  the  principal 


PtOPOSED   RULE   MAKING 

reasons  for  not  specifying  in  our  notice 
the  kind  of  data  requested  was  for  the 
very  purpose  of  inviting  unrestricted 
comment.  We  have  herein  supplied 
some  of  the  requested  material  but  we 
do  not  desire  that  responses  to  our 
notice  be  inhibited  by  any  figures  the 
Commission  may  have  used  in  Its  pre- 
liminary studies. 

10.  To  the  extent  that  the  daU  re- 
quested is  supplied  by  this  document  or 
IS  available  in  the  public  records  of  the 
Commission  the  subject  requests  are 
granted.  In  all  other  respects  they  are 
denied. 


Adopted:  January  17.  1962. 
Rtleased:   January  19.  1962. 

Federal  Communications 
Commission. 
lsE\Ll         Ben  F.  Waple. 

Acting  Secretary 

Appendix 


The  ni.ixliiuim  efficiency  In  the  use  .if  the 
70   UHF  channels  can   be   achieved   only   by 
nialntalntng    the    average    separation    of    all 
a.sslgnment»  on   any  given   channel  as   clO«r 
as  .possible  to  the   prescribed   minimum  co- 
chiinnel   separation      The   random   distribu- 
tion of  cities   as  well   as  the  Impact  of   the 
liboo  channels"  makes  this  dlftlcult 
A  pre-planned  assignment  table  Is  one  way 
of  meeting  this  specific  problem      However. 
this  necessitates  anticipation  of  the  number 
and  location  of  the  channels      The  alternate 
approach,    which    we    are    exploring    In    this 
proceeding.  Is  to  allow  the  assignment  struc- 
ture   to    develop    as    demand    arises       This 
later   approach   can   lead    to  devastating   In- 
efficiencies    unless    some     guidance    can     be 
provided 

As  set  forth  In  the  original  notice  of  pro- 
posed rule  making,  we  axe  studying  the 
poMlbUlty  of  grouping  UHF  channels  In  a 
manner  that  wUl  automatically  lead  to  the 
selection  of  the  most  efficient  channel  for 
any  given  city  Under  our  present  rules 
every  sixth  channel  may  b«  assigned  to  any 
single  city  if  It  otherwls*  me«t«  the  co- 
channel  and  "Uboo  channel"  spaclngs  If 
the  maximum  number  of  13  channels  Is 
»E.signed  to  any  single  city,  there  are  only 
4  other  channels  which  may  be  assigned 
to  other  communities  between  20  and  55 
miles  from  this  city  It  Is  possible  to  re- 
duce the  total  number  of  assignments  avail- 
able U)  a  single  city  from  12  to  10  and  re- 
arrange the«e  walgnmenu  Into  a  certain 
pattern  to  Increase  the  available  number  of 
channels  between  20  and  55  miles  from  4 
to  at  least  15.  One  such  grouping  arrange- 
ment  is  shown   below: 

Group  A     Ifl.  22.  32.  38.  44,  50.  60.  M.  72.  78 
Group  B:  14.  20.  28,  28.  34.  40   42.  48.  54.  56 
62.68.74.78.83. 

The  efficacy  of  a  plan  to  make  asalgnmenu 
In  particular  areas  from  specific  groups  of 
channels  will  probably  require  the  eetablUh- 
ment  of  a  somewhat  flexible  grid  by  deelg- 
naung  certain  key  cities  or  areai  in  which 
particular  groupe  may  be  used. 
IFR  Doc.  6»-M7;  Piled.  Jan  2«.  1962; 
8:50  ami 


[  47  CFR   Part  3  1 

[Docket  No.  14229  etc.;  PCC  62-96] 

FOSTERING  EXPANDED  USE  OF  UHF 
TELEVISION  CHANNELS;  DEINTER- 
MIXTURE OF  CERTAIN  CITIES;  AS- 
SIGNMENT OF  ADDITIONAL  VHF 
CHANNELS 

Order   Extending   Time   for   Filing 
Comments  and  Reply  Comments 

In  the  matter  of  fostering  expanded 
u  e  of  UHF  television  channels.  Docket 
No  14229;  in  the  matters  of  deinter- 
mixture of  Madison.  Wis.;  Rockford. 
Ill  .  Hartford.  Conn.;  Erie.  Pa.:  Bing- 
hamton.  N  Y  ;  Champaign.  111.;  Colum- 
bia SC  :  Montgomery.  Ala..  Docket  Nos 
14239.  14240.  14241.  14242.  14243.  14244. 
14245  14246;  in  the  matters  of  assign- 
ment of  an  additional  VHP  channel  to 
Oklahoma  City.  Okla.;  Johnstown.  Pa.; 
Baton  Rouge.  La.;  Dayton.  Ohio;  Jack- 
.sonvllle  Pla.;  Birmingham.  Ala.;  Knox- 
ville  Tenn.;  Charlotte.  N.C..  Docket  Nos. 
14231.  14232.  14233.  14234.  14235.  14236. 
14237. 14238. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  Its  offices  in 
Washington.  DC.  on  the  19th  day  of 
January  1962. 

In  a  Memorandum  Opinion  and  Order 
adopted  January  17,  1962.  the  Commis- 
sion in  response  to  a  petition  from  the 
Association  of  Maximum  Service  Tele- 
casters  supplied  additional  information 
In  connection  with  the  notices  of  pro- 
posed rule  making  In  the  above  dockeU 
which  are  concerned  with  the  fostering 
of  expanded  use  of  the  UHP  television 
channels,  proposals  to  deintermlx  cer- 
tain specified  markets,  and  the  assign- 
ment of  additional  VHP  channels  to 
other  markets.  The  furnishing  of  addi- 
tional information  may.  in  some  cases, 
necessitate  more  time  for  parties  to  pre- 
pare commenU  in  these  proceedings.  A 
number  of  informal  requests  have  al- 
ready been  received  requesting  extension 
of  time. 

For  this  and  other  circumstances 
which  have  been  urged  as  a  basis  for 
deferring  the  dates,  the  Commission  is 
of  the  opinion  that  a  reasonable  exten- 
sion of  time  should  be  allowed. 

Accordingly,  it  is  ordered,  That   the 
Ume  for  filing  comments  and  reply  com- 
ments In  these  proceedings  is  extended 
to  February  19. 1962.  and  March  23.  1962. 
Released:   January  23.   1962. 

FiDERAL  Communications 

COMMUSION, 

I  SEAL  I         Ben  p.  Waple. 

Acting  Secretary. 

|FR.     Doc     82  948;     Filed.    Jan.    26.     19«3: 
8  50    a.m.) 
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Notices 


DEPARTMENT  OF  THE  TREASURY 

Comptroller  of  the  Cunronqr 

PROPOSED    CITIZENS    NATIONAL 
BANK  OF  HOLDENVILLE,  OKLA. 

Notice  of  Hearing 

A  hesu-lng  will  be  held  at  the  request 
of  the  organizers  of  the  proposed  Citi- 
zens National  Bank  of  Holdenville,  Hol- 
denvllle.  Oklahoma,  relative  to  the  ap- 
plication to  organize  a  new  national 
banking  association  In  Holdenville, 
Oklahoma. 

The  hearing  will  be  held  on  February 
16.  1962,  at  9:30  ajn..  In  Room  4119. 
Main  Treasury  Building,  Washington, 
DC. 

All  persons  desiring  to  testify  should 
notify  the  Comptroller  of  the  Currency 
by  February  12.  1962.  i 

Dated:  January  23, 1962. 

'  [SEAL]  James  J.  Saxon. 

Comptroller  of  the  Currency. 

96,    1062: 
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DEPARTMENT  OF  AGRICULTURE 

Agricultural  Research  Sorvic* 

IDENTIFICATION  OF  CARCASSES  OF 

CERTAIN      HUMANELY     SLAUGH- 
TERED  LIVESTOCK 

Supplemental  List  of  Human* 
Slaughterers 

Pursuant  to  section  4  of  the  Act  of 
August  27.  19S8  (7  UJB.C.  1904)  and  the 
statement  of  policy  thereunder  in  9  CFR 
Part  181.1.  the  following  Uble  lists  addi- 
tional   establishments    operated    under 
Federal  inspection  under  the  Meat  In- 
spection Act  (21  U.8.C.  71  et  seQ.)  which 
have  been  ofBclally  reported  as  humanely 
slaughtering  and  handling  the  species  of 
llvestoclc  respectively  designated  for  such 
establishments  in  the  table.    This  list 
supplements    the   lists   previously   pub- 
lished imder  the  Act   (27  P.R.   18  and 
592)  for  December  and  represents  those 
establishments  and  species  which  were 
reported  too  late  to  be  Included  in  the 
earlier  lists  or  which  have  come  into 
compliance  with  respect  to  species  indi- 
cated since  the  completion  of  the  reports 
on  which  the  earlier  Usts  were  based. 
The  establishment  number  given  with 
the  name  of  the  establishment  is  brand- 
ed on  each  carcass  of  livestock  inspected 
at  that  establishment.    The  table  should 
not  be  understood  to  indicate  that  all 
species   of   livestock   slaughtered   at  a 
listed  establishment  are  slaughtered  and 
handled  by  humane  methods  xmless  all 
species  are  listed  for  that  establishment 
in  the  table.    Nor  should  the  table  be 
understood  to  indicate  that  the  afflliates 
of  any  listed  establishment  use  only  hu- 
mane methods: 


Name  of  establishment 


Armour  and  Oo — 

Do 

Do 

Swift  and  Oo 

Do 

Do 

Do 

Do 

Hygrade  Food  Prodncts  Corp 

Mickelberrys  Food  Products  Ck> 

John  Monelland  (30 

Do 

Olover  Packing  Oo 

Swift  and  Oo 

Peyton  Packlnc  Co.,  Inc 

Jod  K.  fiarreU  and  Bon,  Inc 

Swift  and  Oo 

The  Bath  Padilni  Oo 

Seattle  PaoUnv  Oo 

Krey  PaeUnc  Oo 

IlynesPaeUnc  Oo 

Geo.  A.  Ilormel  and  Oo 

Cudahy  Paddns  Oo 

Fied  Dold  and  Sons  Packing  C!o 

Ownltney,  Inc 

Armour  and  (3o 

llyn-ade  Food  Products  Corp 

P.D.  and  J.  Meau 

Qreenwood  PacUnx  Plant 

John  Monell  and  Oo 

Swift  and  Oo 

Dalentlne  Packing  Co.,  Inc 

Western  Paddng  Oo 

Commercial  Packing  Co.,  Inc 

Union  Packing  Oo 

Star  Packing  Co 

Frisco  Packing  Oo 

Royal  Packing  Co 

Oreat  Western  Paoklnf  Co^Ino 

Nobles  Independent  Meat  Ck) 

Des  Moines  Packing  Oo 

Samuels  E.  Tex  Paddng  Oo 

Fraeno  Moat  Packing  (% 

neU  Pairing  Oo 

BmlthMd  Packing  Oo..  Inc 

Roth  Paeklag  Oo 

Neuhofl  Bros 

The  Londy  PaoUnf  (3o 

B.  W.  Knelp  Inc.  01  Iowa 

Bast  Tennisssi  Paddng  Oo 

Ooldrtng  Packing  Co.,  Inc 

Qnionsfelder  Packing  Co 

Rossathal  Packing  Co..  Inc 

Pride  Packing  Co.,  Inc 

Salter  Packtais  Co 

Emery  Land  Co 

Tens  Meat  Packers,  Inc 

Herman  Packing  Co 

Acme  Meat  Co^  Ine 

Gcncnl  Meat  Co 

Eboer  Bros.  Packsrs 

Ziproo  Bro.  Inc 

Bpenofr  Packing  Co 

Wm.  Behlndsrberg-T.  J.  Kurdle  Co. 

QuaUty  Meat  Paektais  Ck> 

Olebe  Packing  Co 

Union  Packing  Co 

Nations  Brotben  Peeking  Co 

Pleroe  Packing  Co.,  Ine 

WllmlnfUnPacklng  Co..  Inc 

Ruchtl  Bros 

Bohaake  Packing  Co.,  Inc 

Karier  Packing  Co 

Sheridan  Meat  Co.,  Inc 

CadweU  Martin  Meat  Co 

Atlas  Packing  Co 

Diamond  Meat  CSo.,  Inc 

Hibbe  Packing  Co 

Reelfoot  Packing  Co 

Sam  MeDanlal  and  Sons,  Inc 

Sierra  Meat  Oo 

Samuels  A  Co.,  Inc 

O'NeiU  Packing  Oo 

Venion  CJalbonn  Packing  (3o 

E.  B.  Manning  and  Boo 

Vdi  Paddng  Co 

Oraater  Omaha  Packing  CTo..  Inc... 

Virginia  PaoklnK  Oq»  Inc 

T.  I.  Lay  Packing  Cfe 

Perlln  PackHu  Co.,  &ic 

Armour  and  Co 

Samuels  and  Co.,  inc 

H.  and  H.  Paeklng  Oo 


Establishment  No. 


2AD 

20 

2F 

3B 

300 

3F 

38 

3Z 

120 

16 

17 

17A 

60A 

1(M 

126 

162 

166A 

1860 

181 

192 

1B7 

lOBI 

202 

214 

221A 

222 

224 

240 

242 

346 

240 

258 

288 

302 

aosA 

806 

827 

SSI 

SS4 

835 

340 

853 

854 

867 

382 

804 

406 

418 

422 

487 

400 

fioe 

685 

649 

561 

661 

565 

686 

618 

682 


635 

648 

648 

661 

663 

673 

684 

681 

720 

748 

761 

767 

768 

773 

776 

783 

825 

840..... 

858 

862 

878 


887.. 
034.. 
838.. 
860.. 
863.. 
867.. 
874.. 
1065. 
1313. 
1315. 


.^. 


Cattle 


O 
(•) 
(•) 
(•) 
(•) 
(•) 


(•) 
(•) 


(•) 
(•) 
^•) 

h 

8 

(•) 
(•) 
(•) 
(•) 

■("•')" 
(•) 

'(•)" 
(•) 
(•) 
(•) 

!=! 

(•) 

a 

(•) 
(•) 

(•) 


Calves 


n 


(•) 
(•). 


Sheep 


(•) 


(•) 
(•) 


(•) 

(•) 

'(•')"■ 
(•) 
(•) 
(•) 
(•) 


(*) 
(•) 


(•) 
(•) 
(•) 
(•) 
(•) 


Goats 


O 


(•) 


(•) 
(•) 
(•) 

'('•)'■ 


(•) 


(•) 
(•) 


a 


(•) 


(•) 


Swine 


(•) 


(•) 
'('•')' 


(•) 


(•) 


(•) 


(•) 


•) 

r> 
•) 
') 

a 

(•) 
) 
) 


i: 


(•) 


I 


(•) 


(•) 


l?. 


(•) 


(•) 

a 


(•) 


(•) 


(•) 
(•) 


(•) 


(•) 


(•) 


(•) 


(•) 


(•) 


(•) 


(•) 
'(•)" 


(•) 
(•) 


(•) 
(•) 
(•) 

a 

(•) 

a 

(•) 

a" 

a 

a 

(•) 

a 
a 


Horses 


a 

'(■•)■ 
(•) 


(•) 


(•) 


(•) 


(•) 


(•) 


(•) 


(•) 


Done  at  Washington.  D.C.,  this  22d  day  of  January  1962. 

C.  H.  Pals. 
Director,  Meat  Inspection  Division.  Agricultural  Research  Service, 

[FH.  Doc.  62-WO;  Piled,  Jan.  26,  1982;  8 :45  a JH.l 
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Agricultural  Stobiliiotion  and  Con- 
f«rvotion  S«rvic*  and  Commodity 
Crodit  Corporation 

GRAINS  AND  RELATED 
COMMODITIES 

Notico  of  Finol  Dot*  for  Rodomption 
Undor  Warohou&o-Storago  Loans 
Mad*  Undor  1961  Price  Support 
Programs 

Unless  earlier  demand  is  made  by  CCC. 
warehouse-storage     loans     under     1961 
Price  Support  Programs  on  the  agricul- 
tural   commodities    designated    in    the 
table  below   mature  and  are   due    and 
payable  on  the  dates  indicated.     Unless 
on  or  before  the  final  date  for  repayment 
specified  below  such  loans  are  repaid  or 
the  producer   notifies  the  ASC   county 
committee  in  writing  that  the  funds  have 
been  placed  in  the  mail,  title  to  the  un- 
redeemed  coUateral   shall    immediately 
vest  in  CCC  without  a  sale  thereof,  on 
the  date  next  succeeding  the  final  date 
for    repayment    specified    below.    This 
notice  applies  to  all  such  unredeemed 
coUateral  pleged   to  CCC  under  ware- 
house-storage  loans,   including,   in   the 
case  of  com  or   grain  sorghums,   that 
quantity  which  has  resulted  in  a  pro- 
ducer receiving  price  support  on  a  quan- 
tity of  com  or  grain  sorghums  in  excess 
of   the   total   quantity   on   which   price 
support  may  be  received  under  the  appli- 
cable  provisions    of    1961    CCC.    Feed 
Orain  Bulletin  A  or  which  would  so  re- 
sult If  settlement  were  to  be  made  on 
the  basts  of  the  price  support  value  of 
the  pledged  commodity.     « Such  quantity 
is  hereinafter  called   "excess  commod- 
ity.")    CCC  shall  have  no  obligation  to 
pay  for  any  market  value  which  the  un- 
redeemed collateral  may  have  in  excess 
of  the  loan  Indebtedness;  i.e..  the  unpaid 
amount  of  the  note  plus   interest  and 
charges.    Nothing  herein  shall  preclude 
making  payment  to  a  producer  of  any 
amount  by  which  the  settlement  value 
of  the  pledged  commodity  may  exceed 
the  principal  amount  of  the  loan.     Ex- 
cept as  to  the  excess   commodity,   the 
settlement  value  as  used  herein  is  the 
price  support  value  of  the  pledged  com- 
modity determined  on  the  basis  of  the 
weight,  grade,  and  other  quality  factors 
shown  on  the  warehouse  receipts  or  ac- 
companying   documents    in    accordance 
with  the  applicable  support  rate  provided 
In  the  Program  Bulletin.    The   settle- 
ment value  of  the  excess  commodity  is 
the  market  value  as  determined  by  CCC. 
or  the  price  support  value,  whichever  is 
the   lower.    Notwithstanding    the   fore- 
going  provisions,    if   the   producer   has 
made    a    fraudulent    representation    in 
obtaining  the  loan,  or  in  settlement  or 
deliveries  under  the  loan,  the  producer 
shall  remain  personally  liable  for  the 
amovmts  specified  In  the  Producer's  Note 
and  Loan  Agreement  and  in  the  price 
support  program  regulations. 

Amounts  due  the  producer  will  be 
paid  to  the  producer  by  the  appropriate 
ASCS  county  ofBce. 
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2.  VfiC 

tS*c  4  62  SUt  1070,  aa  wnended.  8*c  5  62 
Stat  1072.  sees.  101.  105.  301,  401  405.  6.1 
Stat  1061.  as  ametided.  15  USC  714  D  .uul 
c.  7USC    1441    1447.  1421.  1425  » 

Effective    date:   Upon    publicalii>!i    in 
the  Federal  Register 

Signed  at  Washington.  DC  .  on  Janu- 
ary 24. 1962 

E.  A  Jaenke. 
Acting  Executive  Vice  President. 
Commodity  Credit  Corporation 


!FR      D<K-      62  941.     Piled      Jan 
8  50  a  m  I 
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Commodity   Credit   Corporotion 

CERTAIN  COMMODITY   CREDIT 
CORPORATION  ACTIVITIES 

Delegation   of  Authority 

General.  In  order  to  provide  for  the 
execution  of  certain  documents  in  con- 
nection with  Commodity  Credit  Cor- 
poration transactions  at  Agricultural 
Stabilization  and  Conservation  Service 
Commodity  Offices  and  the  Agricultural 
Stabilization  and  Conservation  Service 
Data  Processing  Center,  delegations  of 
authority  are  provided  below,  pursuant 
to  authority  vested  in  me  by  tho  bylaws 
of  Commodity  Credit  Corporation. 

The  authorities  herein  delegated  shall 
be  exercised  in  conformity  with  the  by- 
laws, regulations,  and  programs  of  Com- 
modity Credit  Corporation,  and  the  pol- 
icies adopted  by  the  Board  of  Directors 
of  the  Corporation. 

Delegation— I .  Sight  drafts  The  Di- 
rectors or  Actmg  Directors  of  the  Agri- 
cultural StabUization  and  Conservation 
Service  Commodity  Offices  at  Cincinnati, 
Ohio,  Dallas.  Tex..  Evanston,  111..  Kansas 
City.  Mo..  Minneapolis.  Minn..  New  Orle- 
ans. La.,  and  Portland.  Oreg..  may  sign 
Commodity  Credit  Corporation  sight 
drafts  issued  in  disbursement  of  capital 
funds  of  Commodity  Credit  Corporation. 
This  authority  may  not  be  redelegated. 
2.  Certificates  of  interest,  (a)  The 
Director  or  Acting  Director  of  the  Agri- 
cultural Stabilization  and  Conservation 
Service  Commodity  Office  at  New  Orle- 
ans.  La.,   may  sign  Commodity   Credit 


CoiiJoration  certificates  of  Interest  is- 
.^vlod  to  commercial  banks  participating 
1-  the  financing  of  pools  of  price  support 
coininodiLy  loans.  This  authority  may 
not  be  redelegated. 

I  b '  The  Directors  or  Acting  Directors 
of  the  Agricultural  Stabilization  and 
Conservation  Service  Commodity  Offices 
at  Dallas.  Tex  .  and  Evanston.  111.,  the 
Director  or  Acting  Director  of  the  Agri- 
cultural Stabilization  and  Conservation 
Service  Data  Processing  Center  at  Kan- 
.sas  City.  Mo  .  and  other  employees  of 
such  offices,  to  whom  the  authority  is 
redelegated 'in  writing  by  the  Director 
or  Acting  Director  of  the  respective  of- 
fice, may  sign  or  countersign  Commodity 
Credit  Corporation  certificates  of  inter- 
est issued  to  financial  institutions  par- 
ticipating in  the  financing  of  pools  of 
price  support  commodity  loans. 

3  Export  payment  certificates.  The 
Directors  or  Acting  Directors  of  the  Agri- 
cultural Stabilization  and  Conservation 
Service  Commodity  Offices  at  Cincinnati. 
Ohio.  Dallas.  Tex.,  Evanston,  111..  Kansas 
City.  Mo.  Minneapolis.  Minn.,  New  Or- 
leans. La  .  and  Portland.  Oreg..  and 
other  employees  of  such  offices,  to  whom 
the  authority  is  redelegated  In  writing 
by  the  Director  or  Acting  Director  of 
the  respective  office,  may  sign  Commod- 
ity Credit  Corporation  export  payment 
certificates  issued  pursuant  to  any  Com- 
modity Credit  Corporation  regulation  or 
contract  providing  for  issuance  of  such 
certificates. 

4  Feed  grain  certificates.  The  Di- 
rectors or  AcUng  Directors  of  the 
Agricultural  Stabilization  and  Con- 
servation Service  Commodity  Offices  at 
Dallas.  Tex  .  Evanston.  Ill  .  Kansas  City. 
Mo  .  Minneapolis.  Minn.,  and  Portland. 
Oreg..  and  other  employees  of  such 
offices,  to  whom  the  authority  is  redele- 
gated In  writing  by  the  Director  or  Act- 
ing Director  of  the  respective  office,  may 
sign  or  countersign  Commodity  Credit 
Corporation  feed  grain  certificates  issued 
pursuant  to  any  Commodity  Credit 
Corporation  regulation  providing  for 
issuance  of  such  certificates. 

Redelegationa.  Redelegatlons  made 
by  Directors  or  Acting  Directors  to  em- 
ployees in  their  respective  ofBces  shall 


I 

Saturday,  January  27,  1962 

remafti  In  fuU  force  and  effect  uatU  re- 
voked by  the  Director  or  Acting  Director 
or  until  the  delegate  is  separated  from 
his  position  in  the  office. 

Revocation  of  delegations  of  aumonty. 
Delegations  of  authority,  issued  July  2, 
1958    (23   F.R.    5216),   as   amended   on 
August  4,  1959  (24  F.R.  6357).  and  dele- 
gation  of   authority  issued   August  24, 
1961  (26  F.R.  8119) .  with  respect  to  sign- 
ing  of   Commodity  Credit  Corporation 
sight  drafts  and  certificates,  are  hereby 
revoked.     Redelegatlons     of     authority 
which  were  issued  by  the  Director  or 
Acting    Director    of    the    Agricultural 
Stabilization  and  Conservation  Service 
Commodity  Office  at  Kansas  City,  Mo.. 
pursuant  to  such  delegations  in  respect 
to  signing  or  countersigning  Commodity 
Credit  Corporation  certificates  of  inter- 
est are  hereby  revoked.    All  other  redele- 
gatlons of  authority  which  were  issued 
pursuant  thereto  shall  remain  In  effect 
until  revoked  in  writing  by  the  Director 
or   Acting    Director    of    the    respective 
office  or  unUl  the  delegate  is  separated 
from  his  position  In  the  office. 
(Sec.  4.  02  Stat.  1070,  M  amended;  15  U.S.C. 
714b) 

Date  of  signature:  January  23, 1962. 

Effective  date  of  authority:   Date  of 
publication. 

E.  A.   jAimct, 
Acting  Executive  Vice  President. 
Commodity  Credit  Corporation. 

[FR     Doc.    ea-eSS;    Plled.    Jan.    26.    IWl; 
8:49  a.m.]  i 


Office  of  the  Secretary 

BENNETT  COUNTY,  SOUTH  DAKOTA 

Designation  of  Counties  Within  the 
Great  Plains  ArM  off  the  Ten  Gr«ot 
Plains  States  Where  the  GrMt 
Plains  Conservation  Program  is 
Specifically  Applicable 

For  the  purpose  of  making  contracts 
based  upon  the  approved  plan  of  f  armlns 
operations  pursusuit  to  the  Act  of 
August  7,  1956  (70  Stat.  1115-1117),  the 
following  county  In  the  following  State 
Is  designated  as  susceptible  to  serious 
wind  erosion  by  reason  of  Its  soil  tsrpes, 
terrain,  and  climatic  and  other  factors. 


South  Dakota 


Bennett. 


I 


Done  at  Washington.  DC.  this  23d 
day  of  January  1962. 

Frank  J.  Welch. 
Assistant  Secretary. 

[FR     Doc.    62-925;    Filed.    Jan.    86;    1962; 
8:48  a.m. I  ^ 

DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

USE  OF  PUBLIC  DOMAIN 

Notice  of  Grazing  Fees 

JANTTAKT   24,   1962. 

Notice  Is  hereby  given  that  In  accord- 
ance with  Departmental  regulations  (4S 
CFR  161.8).  the  grazing  fee  to  be 
charged  for  the  use  of  public  dcmiatn 

No.  19 4 


FEDERAL  REGISTER 

will  c(mtinue  at  19  cents  per  animal  unit 
month  of  forage  until  June  30. 1962.  In 
computing  the  charge  to  be  made,  the 
foUowlng  rates  shaU  apply:  ^    ^ 

Cents 

1.  One  oow  graalnf  for  one  month 19 

2.  One  horse  graslng  for  one  month.-        38 

3.  One  sheep  or  goat  grazing  for  one 

month 03-  8 

No  fees  will  be  charged  for  livestock 
under  six  months  of  age. 

This  fee  is  based  upon  the  livestock 
maiiceting  data  furnished  by  the  Agri- 
cultural Marketing  Service.  United 
States  DeparUnent  of  Agriculture,  and 
applies  to  all  grwbig  use  on  public  do- 
main lands  authorised  pursuant  to  sec- 
tlmi  3  of  the  Taylor  Grazing  Act. 
Twenty-flve  percent  of  the  total  fee  col- 
lected shall  be  credited  to  the  range 
Improvement  fund. 

All  billings  to  Jtme  30,  1962,  shall  be 
Issued  in  accordance  with  the  rates  pre- 
scribed in  this  notice. 

Any  subaequent  change  In  the  rate  for 
the  year  1962  wiU  be  published  In  the 

FtontAL  RSOXBTBK. 

Kail  S.  Landstrom, 

Director. 

[PH.    Doc.    ea-Oae:    FUed.    Jan.    26.    1962; 
8:48  ajn.] 

DEPARTMENT  OF  HEALTH.  EDU- 
CATliW.  AND  WEFARE 

Food  ond  Drug  Administration 

ENRICHED  CORN  GRITS  DEVIATING 
FROM  IDENTITY  STANDARD 

Notice  off  Istuonc*  off  Temporary  Per- 
mit to  Covor  Market  Testing 

Pursuant  to  I  S.12(j)  of  TlUe  21  of  the 
Code  of  Federal  Regulations,  concern- 
ing temporary  permits  to  facilitate  mar- 
ket testing  of  foods  varying  from  the 
requirements  of  standards  of  Identity 
promulgated  pursuant  to  section  401  of 
the  Federal  Food.  Drug,  and  Cosmetic 
Act.  notice  is  given  that  a  temporary 
permit  has  been  issued  to  the  Quaker 
Oats  Company.  Merchandise  Mart  Plaza. 
Chicago,  m..  to  cover  Interstate  market- 
ing tests  of  oulehed  com  grits  that  may 
fail  to  meet  the  rlnse-reslstance  reqtilre- 
ments  of  the  definition  and  standard  of 
identity  (31  CFR  16.514(a)(3)).  This 
permit  expires  August  1.  1962. 

Dated:  January  22.  1962. 

JoHH  L.  Harvey. 
Deputy  Commissioner 
of  Food  and  Drugs. 

IF.R.    Doc    82-816:     FUed.    Jan.    26.    1962; 
8:48  ajn.] 


FEDERAL  AVIATION  AGENCY 


(Agency  Order  29] 

AGENCY  HEARING  OFFICERS 

Etfabliskmont,  Functions,  and  Dele- 
gcrtions  of  Authority 

1.  Purpose,  This  drder  establishes 
Hearing  Officers  In  the  OfBce  of  the  Ad- 
ministrator, prescribes  the  functions  of 


841 

the  Hearing  Officers,  and  delegates  to  ttie 
Hearing  Officers  certain  authority  of  the 
Administrator. 

2.  Establishment.  There  are  hereby 
established  In  the  Office  of  the  Admin- 
istrator, a  Chief  Hearing  Officer  and 
Hearing  Officers.  Hearing  Officers  shall, 
until  the  designation  of  the  Chief  Hear- 
ing Officer,  report  for  administrative 
purposes  to  the  Administrator  through 
the  Executive  Director  of  the  Agency 
Regulatory  CoimcU. 

3.  FuncffoTis.  a.  Upon  request  by 
holders  of  certificates  which  the  Admin- 
istrator purposes  to  amend,  modify, 
suspend,  or  revoke  under  section  609 
of  the  Federal  Aviation  Act,  Hearing  Offi- 
cers shall,  except  In  emergency  cases, 
provide  a  hearing  and  shall  render  a 
decision  upon  the  record  thereof. 

b.  Hearing  Officers  shall  conduct  such 
other  public  and  Intra-Agency  hearings 
as  the  Administrator  may  direct,  and 
upon  the  record  thereof,  shall  If  so  di- 
rected, recommend  a  decision  to  the 
Administrator  or  his  delegee.  or  as  au- 
thorized, shall  mfice  a  decision  oa.  b^ialf 
of  the  Administrator. 

c.  The  Chief  Hearing  Officer  shall  re- 
port to  the  Administrator  and  shall  as- 
sign cases,  provide  administrative  di- 
rection to.  formulate  procedures  to  be 
followed  by,  andy^nvey  the  Administra- 
tor's policies  to  the  other  Hearing  Offi- 
cers. He  shall  additionally  serve  as  a 
Hearing  Officer. 

4.  Delegation  of  authority.  In  the 
performance  of  their  functions  undor 
this  order,  the  Hearing  Officers  are 
hereby  delegated: 

a.  Tlie  authority  vested  In  the  Admin- 
istrator by  sections  313(c)  and  1004  of 
the  Federal  Aviation  Act  of  1958,  to  ad- 
minister oaths,  take  evidence.  Issue  sub- 
poenas, take  depositions,  and  ctmipel 
testimony. 

b.  The  authority  vested  In  the  Admin- 
istrator by  section  609  of  the  Federal 
Aviation  Act  of  1958,  to  Issue  an  ordw: 
amending,  modifying,  suspending,  or  re- 
voking, In  whole  or  in  pext,  any  certifi- 
cate Issued  by  the  Administrator. 

In  the  exercise  of  this  authority,  the 
Hearing  Officers  shall  be  subject  to  poli- 
cies and  procedures  established  or  ap- 
proved by  the  Administrator. 

5.  Administrative  support,  a.  Person- 
nel services.  pasrrolUng,  travel  expenses, 
and  the  procurement  of  reporting  serv- 
ices for  Hearing  Officers  shall  be  pro- 
vided by  the  Deputy  Administrator  for 
Administration. 

b.  Suitable  office  space  and  office  serv- 
ices, and  motor  vehicles  as  necessary, 
shall  be  provided  by  the  Asslstarft  Ad- 
ministrators of  the  respective  regimu 
where  the  Hearing  OfBcers  are  officially 
headqiiartered. 

c.  Over-all  program,  budget,  and  fiscal 

planning  Involved  In  the  Hearing  OfBcer 
program  shall  be  coordinated  by  the 
Chief  Hearing  Officer. 

6.  Effective  date.  This  order  Is  effec- 
tive this  date. 

N.  E.  Halast. 
Administrator. 


January  17.  1962. 

[FH.    Doc    «2-«03:    FUed,    Jan.    M,    1988; 
8:46   a.m.1 
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FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket No.  140T8etc.;  FCCeaM-llOI 

KENT-RAVENNA  BROADCASTING 
CO.  ET  AL. 

Ord*r  Continuing  H*oring 
Conf«r*nc« 

In  re  applications  of  Kent-Ravenna 
Broadcasting  Co.,  Kent.  Ohio,  Docket  No. 
14078.  Pile  No.  BP-13749 ;  et  al..  Group  I : 
Docket  Nos.  14079-14084,  14087.  14088: 
for  construction  permits. 

The  Hearing  Examiner  having  under 
consideration  petition  filed  on  January 
19.  1962.  by  Kent-Ravenna  Broadcasting 
Co..  requesting  postponement  of  ex- 
change of  preliminary  engineering  ex- 
hibits and  informal  engineering  con- 
ference: 

It  appearing  that  counsel  for  all  parties 
directly  affected  by  this  petition  have 
consented  to  the  ezteoslon  requested: 

It  is  ordered.  This  22d  day  of  January 
1962.  that  the  petition  is  granted :  and  the 
dates  designated  for  various  procedural 
steps  herein  are  postponed  as  follows : 

D«te  of  exchange  oX  preUminary  engineer- 
ing eztiibtts.  from  Jan.  29.  1003.  to  Jan.  30. 
1903. 

Date  of  Informal  engineering  conference. 
from  Feb.  7,  1903.  to  P*b.  14,  1»«3. 

Released:  January  23.  1962. 


NOTICES 

It  is  further  ordered.  That  the  Acting 
Secretary  send  a  copy  of  this  Order  by 
Certified  li4ail  (Air  Mail)— Return  Re- 
ceipt Requested  to  the  licensee  at  4664 
North  Avenue.  San  Diego  16.  Calif 

Released     January  23.  1962. 

Federal  Commttnicatigns 
Commission. 
[SEAL  I         Ben  F.  Wafle. 

Acting  Secretary. 

|PR      Do<*      62  945;      Filed.     Jan      26.     1962. 
8  50  a  m  I 


[SKALl 


FkBUAL  ComnnncATioNS 

Comcissioif. 
Ben    F.    Wafli. 

Acting  Secretary. 


[TJL    Doc.    S2-M4:     FUad.    Jan.     26.     1962: 
8:50    a.m.l 


IDoclLetNo.  14496] 

GEORGE  A.  MORRIS 
Ord«r  To  Sh«w  Cous« 

In  the  matter  of  George  A.  Morris.  San 
Diego,  Ca^^  Docket  No.  1448«:  order  to 
•bow  cauM  why  there  should  not  be  re- 
voked the  license  for  radio  station  WE- 
6531  aboard  the  vessel  "O.O.I."  in  the 
ship  radio  service. 

The  Commission,  by  the  Chief.  Safety 
and  Special  Radio  Services  Bureau,  un- 
der delegated  authority,  having  under 
consideration  the  matter  of  alleged  vlo- 
latlona  of  Title  18.  U.S.  Code  section 
1464.  In  etmnection  with  the  operation 
of  the  captioned  station; 

It  appearing  that,  on  or  about  Aug\ist 
8.  9,  and  10.  1961,  the  licensee  uttered 
obscene,  indecent  or  profane  language 
by  means  of  the  subject  radio  station,  in 
vlolaUon  of  Title  18,  U.S.  Code  1464; 

It  is  ordered.  This  17th  day  of  January 
1962.  pursuant  to  section  312  (a)  (6)  and 
(c)  of  the  Ccmimunlcatlans  Act  of  1934. 
as  amended,  and  section  0.291(b)(8)  of 
the  Ooraml8Bl<»i's  Statement  of  Delega- 
tions of  Authority,  that  the  Ucenaee  show 
cause  why  the  lioenM  for  the  captioned 
radio  station  should  not  be  revoked  and 
appear  and  give  evidence  in  respect 
thereto  at  a  bearing  to  be  hpld  at  a  time 
and  place  to  be  specified  by  subsequent 
order;  and 


I  Docket  Nos   14493.  14494.  FCC  62M    107  | 

HAYWARD   F.   SPINKS   AND   GREEN- 
VILLE BROADCASTING   CO. 

Order  Scheduling   Heoring 

In  re  applications  of  Hayward  F 
Spinks.  Hartford.  Ky..  Docket  No.  14493. 
Pile  No.  BP-14291:  C.  P.  Stovall.  Sr  .  and 
C.  P.  Stovall.  Jr..  d  b  as  Greenville 
Broadcasting  Company.  Greenville.  Ky  . 
Docket  No.  14494,  File  No  BP-15005;  for 
construction  permits. 

It  is  ordered.  This  22d  day  of  January 
1962.  that  Herbert  Sharfman  will  pre- 
side at  the  hearing  in  the  above-entitled 
proceeding  which  Is  hereby  scheduled  to 
commence  on  March  21.  1962.  in  Wash- 
ington. DC:  And,  it  is  further  ordered. 
That  a  prehearing  conference  in  the  pro- 
ceeding wlU  be  convened  by  the  presiding 
officer  at  9:00  a.m.,  Friday.  Febrxiary  23. 
1962. 

Released:  January  23. 1962. 

Federal  Communications 
Commission, 
(seal!         Ben  F   Waple, 

Acting  Secretary. 

IFR      Doc      63-946:     FUed.     Jan.     26.     1962; 
8:50  a.m  I 


Agreement  8529-A,  between  Ocean 
Steamship  Co..  Ltd..  The  China  Mutual 
Steam  Navigation  Co..  Inc.  (as  one  party 
only  I .  and  The  Swedish  East  Asia  Co., 
Ltd..  is  a  supplementary  agreement  to 
approved  joint  service  Agreement  8529, 
between  the  same  parties  in  the  trade 
from  US.  Atlantic  and  Gulf  ports.  East 
Canadian  ports,  and  U.S.  and  Canada 
Great  Lakes  ports,  on  the  one  hand,  and 
ports  in  the  Federation  of  Malaya, 
Singapore.  Thailand,  and  Indonesia,  on 
the  other  hand,  not  including  any  for- 
eign flag  operations  between  U^S.  ports. 
Agreement  8529-A  covers  a  pooling  ar- 
rangement of  the  parties  within  their 
present  joint  service  operations  under 
Agreement  8529. 

Interested  parties  may  inspect  these 
agreements  and  obtain  copies  thereof 
at  the  Bureau  of  Foreign  Regulations. 
Federal  Maritime  Commission,  Washing- 
ton. DC  .  and  may  submit  within  20 
days  after  publication  of  this  notice  in 
the  Federal  Rbcistxk.  written  state- 
ments with  reference  to  either  of  these 
agreements  and  their  position  as  to 
approval,  disapproval,  or  modification, 
together  with  request  for  hearing  should 
such  hearing  be  desired. 

Dated:    January  24,   1962. 

By  order  of  the  Federal  Maritime 
Commission. 

Thomas  List, 
Secretary. 

|FR      Due      62  935;     Filed,     Jan      26.     1962; 
8  49  am  I 


FEDERAL  MARITIME  COMMISSION 

DE  LA  RAMA  STEAMSHIP  CO.,  INC., 
ET  AL. 

Notice  of  Agreements  Filed  for 
Approvol 

Notice  is  hereby  given  that  the  follow- 
ing described  agreements  have  been 
filed  with  the  Commission  for  approval 
pursuant  to  section  15  of  the  Shipping 
Act.  1918  (39  Stat.  733.  75  Stat.  763; 
46  use.  814)  : 

Agreement  7739-3.  between  De  La 
Rama  Steamship  Co.,  Inc.,  Swedish  East 
Asia  Co.,  Inc..  Ocean  Steamship  Co.,  Ltd  . 
and  China  Mutual  Steam  Navigation 
Co.,  Ltd.  (carriers  comprising  the  De  La 
Rama  Lines  joint  service  > ,  modifies  ap- 
proved Agreement  7739.  as  amended,  of 
the  parties,  which  covers  a  joint  passen- 
ger and  cargo  service  and  pooling  ar- 
rangement in  the  trade  between  US. 
Atlantic.  Gulf  and  Pacific  Coast  ports, 
and  ports  of  Japan,  Pacific  Coast  of 
U.S.SJI.,  China,  Korea.  Taiwan,  Hong 
Kong,  Indo-China.  and  Philippine  Is- 
lands. The  purpose  of  the  modification 
is  to  change  the  provisions  of  the  agree- 
ment with  respect  to  pooling. 


I  Docket  No.  969 1 

ALASKA  STEAMSHIP  CO. 

General  Increose  in  Rotes  in  the  Pen- 
insulo  and  Bering  Sea  Areas  of 
Alaska;  Notice  of  Investigation  and 
of  Hearing 

On  January  15.  1962.  the  Federal  Mari- 
time Commission  entered  the  following 
order: 

It  appearing  that  there  have  been  filed 
with  the  Federal  Maritime  CommissioD 
various  tariff  schedules  naming  Increases 
in  freight  rates  from,  to,  and  between 
U.S.  Pacific  coast  ports  and  ports  in 
Alaska,  to  become  effective  January  18, 
1962.  designated  as  follows: 


15. 
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Alaaka     Steamship 
FMC-F  No.  89; 
Alaaka    Steamship 
794.  FMC-F  No.  90; 

8.     Alaska     Steamship 
797,  FMC-F  No.  93: 

Alaska     Steamstalp 
FMC-F  No.  94; 
Alaska     Steamship 
805.  FMC  F  No.  98;  and 
Company  Tariff  No.  82*. 


9. 
798. 

7. 


Supplement     No 
Company  Tariff  No. 

Supplement     No. 
Company  Tariff  No. 

Supplement     No. 
Company  Tariff  No. 

Supplement     No. 
Company  Tariff  No. 

Supplement     No. 
Company  Tariff  No. 

Alaska  eteamahlp 
FMC-F  Mo.  109;  and 

It  further  appearing  that  protests  have 
been  received  petitioning  the  Conunis- 
sion  to  suspend  said  Increases;  and 

It  further  appearing  that  upon  con- 
sideration of  the  said  schedules,  state- 
ments In  support  thereof,  and  protests 
made  thereto,  there  is  reason  to  believe 
that  the  said  schedules.  If  permitted  to 
become  effective,  would  result  In  ratea. 
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charges,  classifications,  regulations,  tar- 
iffs  or  practices  which  would  be  unjust, 
unreasonable  or  otherwise  unlawful  in 
violation  of  the  Shipping  Act,  1916,  as 
amended,  or  the  Intercoastal  Shipping 
Act,  1933.  as  amended:  and 

It  further  appearing  that  the  Com- 
mission is  of  the  opinion  that  the  new 
rates,  charges,  classifications,  regula- 
tions, tariffs,  and  practices  should  be 
made  the  subject  of  a  public  investiga- 
tion and  hearing  to  determine  whether 
tliey  are  Just,  reasonable,  and  otherwise 
lawful  under  the  Shipping  Act,  1916,  as 
amended,  or  the  Intercoastal  Shipping 
Act.  1933,  as  amended;  and 

It  further  appearing  that  the  Com- 
mission is  of  the  opinion  that  the  effec- 
tive date  of  the  said  schedules  should 
be  suspended,  pending  such  Investiga- 
tion: 

Now  therefore  it  is  ordered.  That  an 
investigation  be,  and  it  Is  hereby  insti- 
tuted into  and  concerning  the  lawfulness 
of  the  rates,  fares,  charges,  rules,  classi- 
fications, regulations,  and  practices  con- 
tained in  the  said  tariff  schedules,  with 
a  view  to  making  such  findings  and  or- 
ders in  the  premises  as  the  facts  and 
circumstances  shall  warrant;  and 

It  is  further  ordered.  That  said  sched- 
ules be,  and  they  are  hereby,  suspended 
and  that  the  use  of  the  said  schedules 
be.  and  it  is  hereby,  deferred  to  and 
Including  May  17,  1962,  unless  otherwise 
authorized  by  the  Commission,  and  that 
the  rates,  fares,  charges,  classifications, 
rules,  regulations,  and  practices  hereto- 
fore in  effect,  and  which  were  to  be 
changed  by  the  suspended  schedules, 
shall  remain  in  effect  during  the  period 
of  suspension ;  and 

It  is  further  ordered.  That  no  change 
shall  be  made  in  the  matter  hereby  sus- 
pended nor  the  matter  which  is  con- 
tinued in  effect  as  a  result  of  such  sus- 
pension until  the  period  of  suspension 
or  any  extension  thereof  has  expired,  or 
until  this  investigation  and  suspension 
proceeding  has  been  disposed  of,  which- 
ever first  occurs  unless  otherwise  author- 
ized by  the  Commission;  and 

It  is  further  ordered.  That  (I)  there 
shall  be  filed  inunediately  with  the  Com- 
mission by  the  Alaska  Steamship  Com- 
pany consecutively  numbered  supple- 
ments to  the  aforesaid  suspended 
schedules  which  supplements  shall  bear 
no  effective  date,  shall  reproduce  the 
portion  of  this  order  wherein  the  sus- 
pended schedules  are  described,  and  shall 
state  that  the  aforesaid  schedules  are 
suspended  and  that  the  fates,  charges. 
classifications,  regulations,  tariffs,  and 
practices  therein  stated  may  not  be  used 
until  the  18th  day  of  May  1962,  unless 
otherwise  authorized  by  the  Commission; 
and  (II)  the  rates,  charges,  classifica- 
tions, regulations,  tariffs,  and  practices 
hereby  deferred  may  not  be  changed 
during  the  period  of  suspension  or  any 
extension  thereof  has  expired,  or  until 
this  investigation  and  suspension  pro- 
ceeding has  been  disposed  of,  whichever 
first  occurs,  unless  otherwise  authorized 
by  the  Commission;  and 

It  is  further  ordered.  That  copies  of 
this  order  shall  be  filed  with  the  said 
tariff  schedules  in  the  Bureau  of  Domes- 
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tic  Regulations  of  the  Federal  Maritime 
Commission;  and 

It  U  further  ordered.  That  (I)  the  in- 
vestigation herein  ordered  be  assigned 
for  hearing  before  an  examiner  of  the 
Commission's  OfBce  of  Hearing  Exam- 
iners at  a  date  and  place  to  be  deter- 
mined and  announced  by  the  Chief 
Examiner;  (11)  Alaska  Steamship  Com- 
pany, be,  and  it  is  hereby,  made  re- 
spondoit  in  this  proceeding;  (m)  a 
copy  of  this  order  shaU  be  forthwith 
served  upon  the  said  respondent  and 
Protestants  herein;  (IV)  respondents 
and  Protestants  be  duly  notified  of  the 
time  and  place  of  the  hearing  herein 
ordered:  and  (V)  this  order  and  notice 
of  the  said  hearing  be  published  in  the 
Fkdmmal  Rioistbb. 

Notice  is  hereby  given  that  the  hear- 
ing in^this  proceeding  will  be  held  be- 
fore an  examiner  of  the  Commission's 
OfBce  of  Hearing  Examiners  at  a  date 
and  place  hereafter  to  be  announced. 
The  hearing  will  be  conducted  in  ac- 
cordance with  the  Commission's  rules  of 
practice  and  procedure,  and  an  initial 
decision  will  be  issued  by  the  examiner. 

All  persons  (including  individuals,  cor- 
porations, associations,  firms,  partner- 
ships, and  public  bodies)  haying  an  in- 
terest in  this  proceeding  and  desiring 
to  intervene  therein,  should  notify  the 
Secretary  of  the  Commission  promptly 
and  file  petitions  for  leave  to  intervene 
in  accordance  with  Rule  5(n)  (46  CFR 
201.74)  of  said  rules. 

Dated:  January  24,  1062.      , 

By  order  of  the  Federal  Maritime 
Commission. 

Thomas  Lisi, 
Secretary. 

[F.R.    Doc.    82-036:     Filed.    Jan.    26.    1962; 
8:49  ajn.) 


(Docket  Mo.  964  (Sub-1 )  ] 

ATLANTIC-GULF/PUERTO  RICO 
TRADE 

Investigation  of  Rotes  and  Practices; 
NoHc*  of  Amendment  to  Second 
Supplemental  Order 

On  January  15, 1962.  the  Federal  Marl- 
time  Commission  entered  the  following 
amendment  to  the  Second  Supplonental 
Order  oi  the  original  order  In  this  pro- 
ceeding dated  November  13,  1961. 

It  I4>pearing  that  by  Second  Supple- 
mental Order  in  Docket  No.  954  (Sub-1) 
dated  December  21,  1961,  the  Commis- 
sion instituted  an  investigation  into  the 
lawfulness  of  certain  recently  filed  tariff 
provisioiis  of  A.  H.  Bull  Steamship  C^o., 
which  provisions  resulted  in  a  reduced 
rate  on  "Buses"  stowed  on  deck  for  the 
carrier's  c(mvenience.  and  of  similar 
currently  effective  provisions  published 
in  the  tariff  of  American  Union  Trans- 
port. Inc.;  and 

It  furtha:  appearing  that  certain 
changes  should  be  made  in  said  sup- 
plemental order; 

Now  therefore  it  is  ordered.  That  the 
Commission's  Second  Sun>lanental  Or- 
der in  Docket  No.  954  (8ub-l)   dated 
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December  21,  1961,  be.  and  it  is  hereby, 
amended  as  follows: 

The  first  ordering  clause  in  said  sup- 
plemental order,  which  currently  reads: 

Now  therefore  it  is  ordered.  Tlutt  this  pro- 
ceeding be.  and  it  hereby  1b,  expanded  to 
incliide,  in  addition  to  the  matters  now 
under  investigation,  an  investigation  of  and 
a  bearing  concerning,  tbe  lawfulness  under 
tbe  Sblpplng  Act,  1916,  as  amended,  tx  tbe 
Intercoastal  Shipping  Act,  1933.  as  amended, 
of  Note  Q  and  tbe  rate  on  "Buses,  empty, 
boxed  or  unboxed",  published  on  seventh 
revised  page  No.  81  of  A.  H.  Bull  Steamship 
Co.'s  Outward  Fteigbt  Tariff  No.  1.  FMB-P 
No.  1.  and  of  B\ile  26  on  third  revised  page 
No.  11  and  tbe  rate  on  vehicles  published  on 
first  revised  page  No.  44  of  American  Union 
Transport.  Lac's,  Southbound  Freight  Tariff 
No.  6,  FMB-F  No.  6,  with  a  view  to  m airing 
sucb  findings  and  orders  in  the  inremises  as 
tbe  facts  and  circumstances  shall  warrant; 
and 

is  hereby  deleted  and  the  following  para- 
graph substituted  therefor: 

Now  therefore  it  is  ordered.  ITiat  this 
proceeding  be,  and  it  hereby  is.  expanded 
to  include,  in  addition  to  the  matters  now 
under  Investigation,  an  Investigation  of 
and  a  hearing  c<mcemlng.  the  lawful- 
ness under  the  Shipping  Act,  1916,  as 
amended,  or  the  Intercoastal  Shipping 
Act,  1933.  as  amended,  of  Note  O  and  the 
rate  on  "Buses,  empty,  boxed  or  un- 
boxed", published  on  seventh  revised 
page  No.  81  of  A.  H.  Bull  Steamship  Co.'s 
Outward  Freight  Tariff  No.  1,  FISB-F 
No.  1,  an^l  of  Rule  25  on  third  revised 
page  No.  11  and  the  rate  on  "Buses,  boxed 
or  imboxed"  published  on  first  revised 
page  No.  44  of  American  Union  Trans- 
port, Inc.'s  Southbound  Freight  Tariff 
No.  6,  FMB-F  No.  6,  with  a  view  to 
making  such  findings  and  orders  in  the 
premises  as  the  facts  and  circumstances. 
shall  warrant;  and 

It  is  further  ordered.  That  said  supple- 
mental order,  as  so  modified,  remain  in 
full  force  and  effect  as  issued;  and 

It  is  further  ordered.  That  copies  of 
this  order  shall  be  filed  with  the  said 
tariff  schedules  in  the  Bureau  of 
Dcmiestlc  Regulation  of  the  Federal 
Maritime  C(»nmissi(xi;  and 

It  is  further  ordered.  That  a  copy  of 
this  order  shall  be  forthwith  served  upon 
all  respondents,  protestants,  and  inter- 
veners herein,  and  that  this  order  be 
published  in  the  PKomu.  Rkgistkr. 

Dated :  January  24, 1962. 


By  the  Commission. 


Thomas  Lisi. 
Secretary. 


[F.R.    Doc.    62-937;     Piled.    Jan.    36,    1962; 
8:49  a.m.) 


Cim  SERVICE  COMMISSION 

CERTAIN  PHARMACOLOGY  POSI- 
TIONS THROUGHOUT  THE  UNITED 
STATES 

Notice  of  Increase  in  Minimum  Rates 
of  Pay 

Under  the  provisions  of  section  803  of 
the  Classification  Act  of  1949,  as  amend- 
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ed  (68  SUt.  IIM:  5  use.  1133).  pur- 
suant to  5  CFR  25.103,  26.105.  the  Com- 
mladon  has  increased  the  minimum  rate 
of  pay  for  pharmacology  positions  In  all 
speclallzatioos  as  indicated  below.  The 
increases  will  be  effective  on  the  first 
day  of  the  second  pay  period  which  be- 
gins after  January  29.  19«2.  and  apply 
to  these  positions  on  a  nationwide  basis. 
New  mln^w^i'^  rates  for  pharmacology 
positions  in  all  specializations  havt  been 
set  as  follows: 

OS-7    (ttep   f)--- - $6,345 

08-9    (Step   g) -  7.425 

Ofl-n   (itep  f)-- - -  8.860 

Oe-ia  {aUp  t) --- 10.256 

OS-IS   (Btep  f) 11.935 

Oa-14  (ttep  f)-- 13.510 

OS-15  (Step  e)--- 15.030 

UNrrzo  St  ATM  Civil  Serv- 
ice CoancssioN. 
[SEALl     Mary  V.  W«nz«l. 

Executive  Assistant 
to  the  Commissioners. 

(PH.    Doc      62-»4a;     Filed.     Jan      26,     1962; 
8 :60»jn  I 


FEDERAL  POWER  COMMISSION 

(DodutNo.  0-18900) 

EL    PASO   NATURAL   GAS    CO.    AND 
AMERADA  PETROLEUM  CORP. 

Ord«r  Granting  Motion  To  Dismiss 
As  to  Cortoin  Rospondonts 

jAircARY  22.  1962. 

El  Paso  Natural  Gas  Co..  Complainant- 
Petitioner  V.  Amerada  Petroleum  Corp.. 
et  al..  Respondents.  Docket  No.  0-18900 

On  July  6.  1959.  El  Paso  Natural  Gas 
Company  (El  Paso)  filed  herein  its  com- 
plaint and  petition  for  Issuance  of  de- 
claratory order  to  clarify  the  rights  and 
liabilities  of  the  parties  in  this  proceed- 
ing with  respect  to  spiral  escalation  and 
favcH^-nation  provisions  in  approxi- 
mately 750  gas-purchase  contracts  be- 
tween El  Paso  and  vendors  of  natural  gas 
subject  to  the  jurisdiction  of  the  Com- 
mission. 

On  January  21.  1960.  El  Paso  filed  a 
motion  to  dismiss  this  proceeding  with 
reject  to  certain  of  the  respondents  and 
to  terminate  the  proceeding  against 
them.  El  Paso  stated  in  support  of  said 
motion,  that  it  had  renegotiated  gas- 
purchase  contracts  with  305  respondents 
in  such  manner  as  to  eliminate  the  con- 
tract provisions  which  constituted  the 
subject  matter  of  its  complaint  and  peti- 
tion; that  in  consequence,  the  relief 
sought  against  these  respondents  had 
become  moot;  and  that  therefore  the 
proceeding  should  be  dismissed  and  ter- 
minated with  respect  to  the  aforesaid 
parUes  identified  in  Exhibit  "A"  of  El 
Paao's  motfcm  to  dismiss. 

On  March  14.  1060,  the  Commission 
granted  the  foregoing  motion  in  con- 
junction with  the  granting  of  an  addi- 
tional motion,  filed  on  identical  grounds. 
El  Paso  styled  the  latter  motion,  naming 
23  re«)ondents  as  "First  Supplement"  to 
its  original  motion  to  dismiss  and  said 
order  issued  herein  March  14,  1960.  dis- 
missed as  to  a  total  of  328  respondents. 
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Subsequently  El  Paso  filed  its  Second. 
Third.  I^)urth.  Fifth,  Sixth,  and  Seventh 
Supplements  to  its  original  motion  to 
tUmwiiw  as  to  named  respondents  and 
stated  that  newly  negotiated  contracts 
had  rendered  the  issues  of  the  complaint 
and  petition  moot,  with  respect  to  the 
jklentifled  respondents.  By  orders  Issued 
herein  the  Commission  granted  the 
above -Identified  supplementary  motions 
and  dismissed  as  to  139  respondents 

On  December  18.  1961.  El  Paso  filed  its 
Eighth  Supplementary  Motion  to  dis- 
miss the  proceeding  against  certain  of 
the  respondents  and  appended  thereto 
Exhibit  "A"  identifying  36  respondents 
agsunst  whom  it  requests  the  proceeding 
be  terminated  for  the  same  reasons  set 
forth  in  its  original  motion  filed  January 
21.  1960.  or  for  reason  of  improi^r 
joinder. 

The  Commission  finds:  Under  the  pro- 
visions of  the  Natural  Gas  Act  and  in 
accordance  with  the  Commission's  rules 
of  practice  and  procedure,  good  cause 
exists  for  granting  El  Paso's  motion  to 
dismiss  and  terminate  this  proceeding 
with  respect  to  those  respondents  Identi- 
fied in  Exhibit  "A"  to  El  Paso's  "Eighth 
Supplement"  to  its  motion  to  dismiss 
proceeding  against  certain  of  the  re- 
spondents and  to  terminate  the  proceed- 
ing against  them  as  hereinafter  ordered. 

The  Commission  orders:  El  Paso's 
motion  to  dismiss  certain  of  the  re- 
spondents in  this  proceeding  and  to 
terminate  the  proceeding  against  them 
is  hereby  granted  as  to  those  parties 
idenUfled  in  Exhibit  "A"  to  El  Paso's 
"Eighth  Supplement"  to  its  above- 
identified  motion,  said  parties  being 
designated  In  below. 

By  the  Commission. 

Joseph  H    Gutride. 
Secretary 

1  Bartessa  Oil  Corp  .  et  al  (succewors  m 
Interest  to  I>omax  Brothers  Production  Co  i 

2  Welton  Becket  (successor  in  interest  to 
Evro  Becket) . 

3.  P.  O  Blackwood,  et  al  (successors  In 
interest  to  John  W.  Nichols  i 

4.  Jack  H.  Bry»nt.  Trustee  (successor  In 
Interest  to  Hack  Drilling  Oo  i 

5.  BTA  Oil  Prcxlucers  (successor  In  inter- 
est to  Carlton  Beal  St  Afisoclatesi 

6.  Champlln  Oil  Sc  Refining  Co 

7.  Elliott  Production  Co  (succes«>r  in  in- 
terest to  Edna  U.  Elliott  &nd  Lawrence  E 
Elliott). 

8.  Gackle  OU  Co  (successor  in  Interest  to 
Clay  and  Oackle  ContractlnR  Co  ) 

9.  I.  B  Ooodman  (successor  In  Interest  to 
Joe  H.  Goodman,  succewor  In  Interest  to 
Krupp-Flaherty  Oil  Corp  ) . 

10  Lamar  Hunt.  N  B  Hunt.  W  H  Hunt 
(successors  In  Interest  to  Trinity  Production 
Co  >. 

11  Klrby  ProducUon  Co  (li  (successor  In 
Interest  to  Toklan  Oil  Corp  ) . 

12.  Wm.  H.  Martin,  etal. 

13  John  I.  Moore  (successor  In  Interest  to 
P.  H.  McGulgan.  Independent  Executor  of 
the  EsUte  of  P.  D.  Moore). 

(1)  InadTertently  listed  on  Exhibit  A" 
of  the  Complaint  and  Petition,  filed  on 
July  6.  1949.  as  Klrby  Oil  Co 

14.  Grace  Majorle  Moran  Parrlsh.  et  al. 
(successor  In  Interest  to  E.  P    Mcwan.  Inc  i. 

15.  Payne.  Ltd. 
16    J  W  Peery 

17.  Bernard  A.  Ray  (succeaaoc  In  Interest 
to  Adams  and  Ray) . 

18.  A.  W.  Rutter. 

19.  Rutter  &  Co..  Ltd. 


ao  Signal  Oil  and  Gas  Co.  (succeasor  In 
Interest  to  B&nkllne  OU  Co.) . 

31.  Socony  MobU  OU  Co..  Inc.  (successor 
In  Interest  to  Raymond  P.  Kravts  and  Nafco 
Oil  and  Ckks.  Inc  .  successors  In  Interest  tu 
N   Applemen  ( 

aa.  Gordon  Street.  Inc 

23  Sunset   International   Petroleum   Corp 

( successor    In    Interest    to   David   O.    Balrd ) . 

24  Wolfson  Oil  Co.  (successor  In  Interest 
to  J  C  Watson  DrUllng  Oo.) . 

25  Woods  Petroleum  Corp.  (successor  In 
interest  to  A    M.  Woods  and  Roy  G.  Woods) 

26  Mrs  V   M.  Donnelly. 

27  Cooperative  Refinery  Association. 

28  Moran  OU  Producing  and  Drilling 
Corp 

29  Paula  R  Hicks;    Welr.etal. 

30  Caroline  Hunt  Trust. 

31  Sam  G  Dunn. 

32  J   H   Elder. 

33  Harry  P.  Hubbard. 

34  Sid  Richardson  Gasoline  Co. 

35  Kermlt  Oil  Co 

36  OJal  O  &  G  Corp.  (1)  (successor  In 
interest  to  Sinclair  Prairie  OU  Co.) . 

(1)  Inadvertently  listed  on  Exhibit  "A" 
of  the  Complaint  and  Petition,  filed  on  July 
6.  1959.  as  OJal  OU  &  Gas  Corp. 

(PR      Doc     63-910:     Piled.    Jan.     30      1963; 
8:40  a.m. I 


(Docket  No  CP«a-102| 

NEW  YORK  STATE  NATURAL  GAS 
CORP.  AND  TEXAS  EASTERN 
TRANSMISSION  CORP. 

Notice    of   Application    and    Dot*   of 
Haaring 

January  22.  1962. 

Take  notice  that  on  October  19.  1961. 
New  York  State  Natural  Gas  Corporation 
( New  York  Natural ) .  2  Gateway  Center. 
Pittsburgh  22.  Pennsylvania,  and  Texas 
Eastern  Transmission  Corporation 
(Texas  Eastern).  P.O.  Box  1612.  Shreve- 
port  94.  Louisiana,  filed  in  Docket  No. 
CP62-102  a  Joint  application  pursuant 
to  section  7<c)  of  the  Natural  Gas  Act 
for  a  certificate  of  public  convenience 
and  necessity  authorising  the  exchange 
of  natural  gas  and  the  construction  and 
operation  of  facilities  for  such  exchange, 
all  as  more  fully  set  forth  in  the  applica- 
tion which  is  on  file  with  the  Commis- 
sion and  open  to  public  inspection. 

The  application  states  that  New  York 
Natural  owns  four  gas  wells  in  Monroe 
Township.  Bedford  County.  Pennsyl- 
vania, an  area  in  which  it  has  no  trans- 
mission pipeline  of  its  own.  In  order  to 
market  the  gas  produced  from  these 
wells.  New  York  Natural  and  Texas 
Eastern  have  entered  into  an  exchange 
agreement  dated  August  16.  1961.  in 
which  New  York  Natural  agrees  to  con- 
struct and  operate  approximately  7.1 
miles  of  6-inch  pipeline  from  its  Bedford 
County  producing  area  to  a  point  of  con- 
nection with  Texas  Eastern's  20-inch  and 
24 -inch  transmission  pipelines  near  Rock 
Hill  Church,  approximately  three  miles 
west  of  Mattie.  Monroe  Township,  Bed- 
ford County.  Pennsylvania,  and  to  con- 
struct and  operate  a  measuring  station 
at  the  connection.  New  York  Natural 
proposes  to  deliver  the  Bedford  County 
production  into  Texas  Eastern's  lines  at 
said  point  up  to  a  T«ft»imiiTn  of  10,000  lief 
of  gas  in  any  24-hour  period  unletf 
otherwise  agreed  upon  by  the  parties. 
The    agreement   further   provides   that 
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Texas  Eastern  will  simultaneously  return 
equivalent  daily  quantities  of  gas  to  New 
York  Natural  at  an  existing  intercon- 
nection of  their  respective  pipeline  sys- 
tems in  Greene  County.  Pennsylvania;  or 
with  prior  consent  of  the  parties,  de- 
liveries may  be  made  at  any  other  point 
of  connection  between  their  pipeline 
systems. 

New  York  Natural  estimates  the  total 
cost  of  the  pipeline  and  measuring  sta- 
tion to  be  $155,694,  which  will  be  financed 
from  funds  on  hand. 

This  matter  is  one  that  should  be  dis- 
posed of  as  promptly  as  possible  imder 
the  applicable  rules  and  regulations  and 
to  that  end: 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject  to 
the  jurisdiction  conferred  upon  the  Fed- 
eral Power  Commission  by  sections  7  and 
15  of  the  Natural  Gas  Act.  and  the  Com- 
mission's rules  of  practice  and  procedure, 
a  hearing  will  be  held  on  February  21," 
1962.  at  9:30  ajn.,  e.s.t.,  in  a  Hearing 
Room  of  the  Federal  Power  Commission. 
441  O  Street  NW..  Washington,  D.C..  con- 
cerning the  matters  involved  in  and  the 
issues  presented  by  such  application: 
Provided,  however,  That  the  Commission 
may,  after  a  non-contested  hearing,  dis- 
pose of  the  proceedings  pursuant  to  the 
provisions  of  §  1.30(c)  (1)  or  (2)  of  the 
Commission's  •  rules  of  practice  and  pro- 
cedure. Under  the  procedure  herein 
provided  for,  unless  otherwise  advised.  It 
will  be  unnecessary  for  Applicants  to  ap- 
pear or  he  represented  at  the  hearing. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis- 
sion, Washington  25.  D.C..  In  accordance 
with  the  rules  of  practice  and  procedure 
(18  CFR  1.8  or  1.10)  on  or  before  Febru- 
ary 12.  1962.  Failure  of  any  party  to 
appear  at  and  participate  in  the  hearing 
shall  be  construed  as  waiver  of  and  con- 
currence in  omission  herein  of  the  Inter- 
mediate decision  procedure  In  cases 
where  a  request  therefor  Is  made. 

Joseph  H.  Outridi, 
Secretary. 

|FB     Doc.    62-911;     Filed.    Jan.    26.     1962; 
8:46    ajn.)  . 


[Docket  No.  CP62-81  etc.l 

TEXAS  EASTERN  TRANSMISSION 
CORP.  ET  AL.    I 

Notice  of  Applications  and  Date  of 
Hearing 

jAItTTARY  22,    1962. 

Texas  Eastern  Transmission  Corp., 
Docket  No.  CP62-81 ;  Shell  Oil  Co.,  Docket 
No.  CI62-255;  Sinclair  Oil  tt  Gas  Co., 
Docket  Nos.  CI61-296  and  CI62-297. 

Take  notice  that  on  September  27, 
1961.  Texas  Eastern  Transmission  Cor- 
poration (Texas  Eastern),  Memorial 
Professional  Building,  Houston  1,  Texas. 
filed  In  Ekxket  No.  CP62-81  an  applica- 
tion pursuant  to  section  7(c)  of  the 
Natural  Gas  Act  for  a  certificate  of  pub- 
lic convenience  and  necessity  authorizing 
the  construction  and  operation  of  I4>- 
proximately  23  miles  of  14-lncfa  iripeline, 
and  facilities  appurtenant  thereto,  ex- 


FEDERAL  REGISTER 

tending  from  the  Sligo  Field,  Bossier 
Pulsh.  Louisiana,  to  a  point  of  connec- 
tion with  Texas  Eastern's  existing  24- 
inch  Provident  City-Castor  pipeline.  Red 
River  Parisb,  Louisiana,  to  enable  Texas 
Eastern  to  purchase  and  receive  natiu-al 
gas  produced  by  Shell  Oil  Company 
(Shell)  and  Sinclair  Oil  &  Gas  Company 
(Sinclair)  from  the  Sligo  Field. 

Take  further  notice  that  on  September 
5.  1061,  in  Docket  No.  CI62-255,  and 
September  14.  1961,  in  Docket  Nos. 
CI62-296  and  CI62-297,  Shell,  50  West 
50th  Street,  New  York  50.  New  York,  and 
Sinclair,  10th  and  Boston  Streets,  Tulsa, 
Oklahoma,  respectively,  filed  applica- 
Uons  pursuant  to  section  7(c)  of  the 
Natural  GkM  Act  for  certificates  of  public 
convenience  and  necessity  authorizing 
the  sale  of  natural  gas  from  the  Sligo 
Field  to  Texas  Eastern. 

The  proposals  of  Texas  Eastern,  Shell 
and  Sinclair  are  more  fully  set  forth  in 
their  respective  fl4>pllcations  on  file  with 
the  Ccmunlssion  and  open  to  public  in- 
spection. 

Shell  and  Sinclair  will  make  the  pro- 
posed sales  pursuant  to  separate  gas 
purchase  contracts  with  Texas  Eastern, 
each  dated  July  1,  1961.  SheU  and  Sin- 
clair also  propose  to  sell  excess  gas  from 
the  Sligo  Field  to  Texas  Eastern  pur- 
suant to  separate  letter  agreements,  each 
dated  July  1.  1961;  the  excess  sales  are 
for  terms  of  three  years  from  the  date 
of  initial  delivery.  Shell  has  applied  for 
authorization  for  both  sales  in  Docket 
No.  CI62-2!9;  Sinclair  has  applied  in 
Docket  No.  CI62-296  for  authorization  to 
make  the  sales  imder  the  basic  contract, 
and  in  Docket  No.  CI62-297  for  authori- 
zation to  make  ttie  excess  sales. 

Texiu  Eastern  will  pay  14.75  oents  per 
Mcf  at  15.025  psia  for  excess  gas,  and 
16.4161. cents  per  Mcf  at  15.025  psia  for 
gas  purchased  under  the  basic  contracts. 

The  cost  of  Texas  Eastern's  proposed 
project  Is  estimated  to  be  $1,291,000, 
which  cost  will  be  financed  from  cash 
on  hand  or  rev(Aving  credit  with  banks. 

These  related  matters  should  be  heard 
on  a  consoliflated  record  and  disposed  of 
as  promptly  as  possible  under  the  ap- 
plicable rules  and  regulations  and  to  that 
end: 

Take  further  notice  that,  pursuant -to 
the  authority  contained  in  and  subject  to 
the  jurisdiction  conferred  upon  the  Fed- 
eral Power  Commission  by  sections  7  and 
15  of  the  Natural  Oas  Act,  and  the  Com- 
mission's rules  of  practice  and  procedure, 
a  hearing  will  be  held  on  February  27, 
1062.  at  9:30  a.m..  e.s.t.,  in  a  Hearing 
Room  of  the  FMeral  Power  Commission, 
441  a  Street  NW.,  Washington,  D.C., 
concerning  tb»  matters  Involved  In  and 
the  Issues  iwesented  by  such  applica- 
tions: Provided,  however.  That  the  Com- 
mission may.  after  a  non-contested  hear- 
ing, dispose  of  the  proceedings  pursuant 
to  the  provisions  of  S  1.30(c)  (1)  or  (2) 
of  the  commission's  rules  of  practice  and 
procedure.  Under  the  procedure  herein 
provided  for,  unless  otherwise  advised, 
it  will  be  unnecessary  for  Applicants  to 
•WPemr  w  be  represented  at  the  hearing. 

Protests  or  pettti<ms  to  intervene  may 
be  filed  with  the  Federal  Power  Ccmimis- 
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sion.  Washington  25,  D.C..  in  accordance 
with  the  rules  of  practice  and  procedure 
(18  CFR  1.8  or  1.10)  on  or  before  Febru- 
ary 16,  1962.  Failure  of  any  party  to 
appear  at  and  ptuiiclpate  in  the  hearing 
shall  be  construed  as  waiver  of  and 
concurrence  in  omission  herein  of  the 
Intermediate  decision  procedure  In  cases 
where  a  request  therefor  Is  made. 

Joseph  H.  GuTMWt, 
Secretary. 

IFM.    Doc.     62-912;     Filed.    Jan.    26.     1B62: 
8:46  a.m.] 


INTERSTATE  COMMERCE 
COMMISSION 

(Investigation    and   Suspension   Docket 
No.  M-15032:  No.  33863] 

ZINC  OR  ZINC  ALLOY  PIGS  OR 
SLABS;  ST.  LOUIS,  MO.,  TO  HOL- 
LAND, MICH. 

Petition  for  Suspension  and 
Investigation  of  Tariff  Schedutes 

January  24,  1962. 

On  August  28,  1961.  upon  consiaera- 
tion  of  a  petition  for  suspension  and 
investigation  of  tariff  schedules  filed  by 
certain  motor  carriers  to  reduce  to  35,000 
pounds  the  present  truckload  minimum 
weight  of  36,000  pounds  on  zinc  or  zinc 
alloy  pigs  or  slal)s  from  St.  Louis,  Mo., 
to  Holland,  Mich.,  and  origins  and  des- 
tinations grouped  therewith,  without 
changing  the  truckload  rate  applicable 
in  connection  therewith,  the  Commis- 
sion by  order  in  Investigation  and  Sus- 
pension Docket  No.  M-15032  suspended 
the  operation  of  the  proposed  schedules 
until  March  30.  1962,  and  entered  into 
an  investigation  regarding  the  lawful- 
ness thereof,  and  by  order  in  No.  33862 
also  entered  into  an  investigation  con- 
cerning the  lawfulness  of  the  present 
rate  and  minimum  weight  on  the  de- 
scribed traffic. 

Evidence  in  the  form  of  vnifled  state- 
ments was  presented  in  IAS.  No.'  M- 
15032,  but  no  evidence  was  presented  in 
No.  33862.  The  proceedings  were  re- 
ferred to  a  hearing  examiner  for  recom- 
mendation of  an  appropriate  order  ac- 
companied by  the  reasons  therefor.  The 
recommended  report  and  order  of  the 
hearing  examiner,  recommending  that 
the  proposed  reduction  be  foimd  not 
shown  to  be  just  and  reasonable;  that 
the  present  schedules  be  found  not 
shown  to  be  unlawful,  and  that  the  pro- 
ceedings be  discontinued,  was  served  on 
January  24,  1962.  Exceptions  to  that 
reporlfttiay  be  filed  by  interested  parties 
within  30  days  from  that  date. 

Copies  of  the  recommended  report  and 
order  may  be  obtained  by  any  in- 
terested person  upon  request  to  the  Sec- 
retary, Interstate  Commerce  Commis- 
sion, Washington  25,  D.C. 


[SXALl 


Hakold  D.  McCot, 


:  I 

1 


[P.R.    Doc.    62-014;    Filed,    Jan.    96,    1M3; 
8:46  ajn.] 


DEPARTMENT  OF  JUSTICE 

Offic*   of  Ali«n   Property 

ISLA  FERMANN 

Notice  of  Intention  to  Return  Vested 
Property 

Pursuant  to  section  32(f)  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following  prop- 
erty, subject  to  any  increase  or  decrease 
resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Claimant.  Claim  No..  Property,  and  Location 
wm  riM  Fermann.  Store  Maehlum  Card. 
Ringmaker.  Vormj:  Claim  No  60718.  Veat- 
ing  Order  No.  16717;  $6,104  06  In  the  Treas- 
ury of  the  United  States . 


on 


NOTICES 

Executed    at    Washington.    DC 
January  23.  1962. 

For  the  Attorney  General. 

[siALl  Paul  V.  Myrok. 

Deputy  Director, 
Office  Qf  Alien  Property 

Jan      20.     196. 


IFR      Doc 


62  927;     Filed. 
8  48  a  m  | 


ANNE  PAUL  ADAMA  VAN 
SCHELTEMA   ET   AL. 

Notice  of  Intention  To  Return  Vested 
Property 

Pursuant  to  section  32' f>  of  the 
Trading  With  the  Enemy  Act,  as 
amended,  notice  Is  hereby  given  of  in- 
tention to  return,  on  or  after  30  days 
from  the  date  of  publication  hereof,  the 
following  property,  subject  to  any  in- 
crease or  decrease  resulting  from  the 
administration  thereof  prior  to  return. 


and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 

Claimant^.    Claim    Noa..    Property.    ar\d 
Location 

Anne  Paul  Adama  van  Scheltema.  18  Teu- 
nlsbluemaan,  Bentveld.  Netherlands,  and 
Mrs  Johanna  van  LanEChot.  Malleslngel  "87. 
Utrecht,  Netherlands,  and  Mrs  Mattha  Cor- 
nelia Brender  a  Brandls.  1410  Haufaxplace, 
Burlington.  Ontario.  Canada;  Claim  No 
66991;  Vesting  Order  No  18619;  all  right, 
title  and  Interest  of  the  Attorney  General 
acquired  pursuant  to  Vesting  Order  No 
18319  (16  FR  10101.  October  3.  1951)  In 
and  to  Cities  Service  Connpany  5  percent 
Debenture  No  1946,  due  January  1.  1960  v.\ 
the  principal   amount  of  $1,000  00. 


Executed  at  Washington.  DC. 
ary  23.  1962 

For  the  Attorney  General. 


Janu- 


I  SEAL 


I  F  R      Doc 


Paxil  V.  Myron, 
Deputy  Director . 
Office  of  Alien  Property. 

Jan.    26.     1962; 


6-2  928;      Filed 
8  48  am. I 
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Agricultural  Marketing  Service 

Proposkd  Rule  Making  : 

Navel  and  Valencia  oranges  grown 
in  Arizona  and  designated  part 
of  California;  handUng;  hear- 
ing on  proF>osed  amendments 
to  martetlng  agreements  and 
orders 864 

Sweet  com  for  processing;  U.S. 
standards  for  grades 863 


Agricultural  Research  Service 

Proposkd  Rclx  Making  : 

Sanitary  control  of  animal  by- 
produots  (except  casings),  mb^ 
hay  and  straw,  offered  for  entry 
into  UJ3 


Agriculture  Department 

See  Agricultural  ICarketing  Serv- 
ice ;  Agricultural  Research  Serv- 
ice. 


Air  Force  Department 
Rules  and  RcGXTLAiroifs : 
Seal 


Atomic  Energy  Commission 

Noncss : 

Cornell  University ;  issuance  of  fa- 
cility license  amendment 

Ocean  Transport  Co. ;  issuance  of 
amendment  to  byproduct,  source 
and  special  nuclear  material  li- 
cense   

Civil  Aeronautics  Board 

NOTICBS : 

Alitalia-Linee  Aeree  Italiana- 
S.P.A.;  prehearing  conference.. 

Andrews  Air  Service  Corp.  ei  aL; 
application  lor  appityval  o(  «oa- 
tr(d  and  interlocking  relatton- 
shlps;  order  of  tentative  ap-. 
proval 

Rules  and  RscuiJinoirs : 

Delegation  at  function  to  hearing 
examiners: 

Air  safety  proceedings 

Economic  proceedings 
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Gvil  Service  Commission 

RULSS  AND  Rbqulatigms  : 
Exception  from  competitive  serv- 
ice; Labor  Department 


Commerce  Department 

See  National  Bureau  of  Standards. 

Defense  Department 

See  Air  Force  Department. 

Employment  Security  Bureau 

Rules  and  Rbqvlations  : 
M^x^can  Labor  Program ;  deletion 
of  niles 


^^    Federal  Aviotion  Agency 

RULIS  AMD  RMULATIONS  : 

Airworthiness  directive:  Hiller 
UH-12A  and  UH-12B  helicop- 
ten 

Federal  airways:  alteration 

Federal  airways  and  associated 
control  areas:  designation 


Federal  Communications 

Commission 

Noncn: 

Canadian  broadcast  stations:  Ust 

of  chuiges.  proposed  changes. 

and  corrections  in  assignments- 
Federal  Reserve  System 

Noncn: 

First  CMdahoma  Bancorporation: 
receipt  of  application  for  9t>- 
proival  of  acquisition  of  shares 
of  bvak 

Rsh  and  Wildlife  Service 

Rous  AMD  RaeuLATzoirs : 

ATMS  dosed  to  hunting;  certain 
laadiAiMlwalan  within  and  ad- 
jaewt  to  Bmek  Bay  National 
WUdUfft  ftatate.  Virginia 

Houfin9  ond  Home  Rnonce 


851    See  PiAlie  Housing  Administm- 
853        tlon. 


Indian  Affairs  Bureau 

Notices: 

Concessions  on  reservoir  sites  and 
851  other  lands  in  Indian  irrigation 
projects,  and  leases  for  agricul- 
ture, business,  or  grazing  pur- 
poses ;  redelegation  of  authority  _      867 

Interior  Department 

See  Fish  and  Wildlife  Seryioe; 
Indian  Affairs  Bureau;  Land 
Management  Bureau;  National 
Park  Service. 

ggg    Internal  Revenue  Service 

Pboposed  Rule  Makinc: 
Removal  of  tobacco  products  and 
cigarette    papers    and    tubes. 
without  payment  of  tax.  for  use 
of  XJS 880 

8^    Interstate  Commerce  Commission 

Notices  : 
856    Fourth  section  applicatkms  for  re- 
lief  871 

Motor  carrier  transfer  proceed- 
ings  870 

Rules  and  Regulations: 

Annual  reports  of  Class  I  carriers 
of  property ;  Report  Form  A 868 

^^^    Labor  Department 

See  Employment  Security  Bureau. 

Land  Management  Bureau 

Notices: 

California;     Outer     Continental 
8«9  Shelf: 

Areas  to  be  offered  for  oil  and 
gas  leasing;  call  for  nwnina- 

tions ••' 

Leasing  nups;  aTaflaUffity tf7 

Idaho;  partial  tenalnatlaii  of  pro- 
posed withdrawal  and  reserva- 
858        tion  of  lands 9il 

Notionol  Bureau  of  Standards 
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RVLIS  AHS  BwniLATioics : 

ArcM  In  which  pandet  and  pubUe 
Katberincs  are  prohibited;  East. 
West,  and  Sooth  Ezecuti?e  Are- 
nues.  Washington.  D.C 8M 


Public  Housing  Administration 

Norms: 

RefiODal  directors;  delegation  of 
final  authority 871 
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Smoii  Businoss  Administration 

Paorosia  Rulb  Makzmg  : 
Definitions  of  small  businesses : 
Oonstructicxi    industry    except 

hydraulic  dredgers;  hearing. _      865 
Hydraulic    dredging    industry; 
termination  of  proposed  rule 
malrtng  proceedings 865 


RuLSS  AND  Regulations: 

Investment  companies;  aggregate 
limitation  on  investments  and 
loans 851 

Statt  Doportment 
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Procurement  transactions; 
amendment  of  authority  dele- 
gation        870 

Treasury  Department 

See  Internal  Revenue  Service. 
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Rules  and  Regulations 


Title  5— ADIONSTMinE 
PERSONNa 

Chapter  I — Civil  Ssrvice  Cemmission 

PART  6— EXCEPTIONS  FROM  THE 
COMPETITIVE  SERVICE 

Dsportment  of  Labor 

Effective    upon    publication    in    the 
Pkoksal    R«gistkk,    subparagraph    (14) 
is   added   to  pcu-agraph    (a)    of    S  6.313 
as  set  out  belov^. 
§  6.^  1 3      Department  of  Labor. . 

(a)   Office  of  the  Secretary.  •   •  • 
( 14)  One  Confidential  Assistant  to  the 

Assistant    Secretary    for    International 

Labor  Affairs. 

(RS.  1753.  esc.  2.  22  Stat.  403.  as  amended; 

5  UJS.C.  831,833) 

United  States  Civil  Smv- 
icE  CoancissiOM, 
I  SEAL  1     Mary  V.  Wenzil, 

Executive  Assistant 
to  the  Commitsioners. 

\¥Ji     Doc.    82-971;     Filed.    Jan.    2».     19«; 
8:47  am. I 


The  resulatians  Governing  Small  Busi- 
ness Investment  Companies  (26  F.R. 
8232-8242)  is  hereby  amended  by: 

1.  Deleting  the  heading  of  §  107.708 
and  substituting  In  lieu  thereof  "Aggre- 
gate limitation  on  investments  and 
loans";  as  amoided.  the  heading  reads 
as  follows:  i  107.708  Aggregate  limitation 
on  investments  smd  loans. 

2.  Adding'  a  new  paragraph  (a)  to 
i  107.70t  and  hy  lettering  the  present 
paragraph  lAider  S  107.708  as  (b).  As 
Mnii»wUi«i,  1 107.708  reads  as  follows: 

§  107.708     Aggregate    limitation    on    in- 
)  and  loans. 


Title  13— BUSINESS  CKDIT 
iWASSBTiUICE 

Chapter  I — Small  Business 
Administration 

[Admt.  2] 

PART  107— SMALL  BUSINESS 
INVESTMENT  COMPANIES 

Aggregate  Limitation  on  Investments 
ond  Loans 


There  was  published  in  the 
Recxstes  on  November  IS,  1061  (26  PJl. 
10702)  a  notice  of  intention  to  amend, 
among  others.  S  107.708  of  Part  107  of 
Subchapter  B,  Chapter  I  of  Title  18  of 
the  Code  of  Federal  Regulations  as  re- 
vised In  36  FJl.  8333-8242. 

Interested  persons  were  given  an  op- 
portunity to  present  their  ooramsnts  or 
fiuggestioiis  pertaining  thereto  to  the 
Investment  Division.  Small  Bosiness  Ad- 
ministration. Washington  25.  D.C.,  within 
a  period  of  twenty-one  days  of  the  di^ 
of  publication  of  the  notice  in  the  FO- 
ERAL  RsGisna.  After  conaideratioa  of 
all  such  relevant  matter  as  was  presented 
by  the  interested  persons  regarding  the 
proposed  amendment,  the  amendment  of 
regulation  as  so  proposed  is  hereby 
adopted  as  set  forth  below. 

Because  of  the  necessity  for  promptly 
applying  the  prtvosed  amendment  to  the 
program  authorized  under  the  Smell 
Business  Investment  Act  of  195t.  as 
amended,  the  subject  amendment  of 
regulation  shall  become  ^eetive  upon 
publication  thereof  in  the 
Regxstu. 


(a)  Without  the  prior  written  ap- 
proval of  SBA.  the  aggregate  amount  of 
funds  loaned  to,  or  Invested  in  Equity 
Securities  of,  any  single  small  business 
concern,  or  for  which  commitments  may 
be  made,  shall  not  exceed  twenty  per- 
cent tit  the  combined  paid-in  capital  and 
paid-in  surplus  of  any  Licensee  (includ- 
ing In  suoii  licensee's  capital  and  surplus 
the  outstanding  amount  of  any  SBA 
loans  under  section  302(a)  of  the  Act)  or 
$500,000,  wliichever  is  the  lesser.  Such 
$500,000  limitation  shall  apply  only  with 
re4)ect  to  loans  made  to  and  Equity 
Seeuril^  aoQU*^**^  from  a  small  business 
coneem  hy  a  Ueensee  on  or  after  October 

3  1961.  but  Shan  not  apply  with  respect 
to  any  loans  made,  or  Squity  Securities 
acquired,  pomant  to  a  commitment  Is- 
sued befoie  sadi  date.  Furthermore,  the 
$5OB.0O0  11m*tf^""  Shan  not  apply  so 
long  as  flftj  peroent  (amount  Invested, 
disbursed,  or  committed)  of  the  Equity 
Seeurittes  aoQUlred  and  loans  made  by  a 
Licensee  after  October  3, 1961,  meet  such 
$56§j000  UmltatiinL. 

(b)  Without  the  prior  written  ap- 
proval of  SBA.  no  more  than  five  Licen- 
sees may.  hw  participation  or  otherwise, 
provide  Bqiiity  Capital  or  long-term 
loaBM  to  any  single  sman  business  con- 
cern unless  the  total  financing  involved 
is  $300,000  or  less. 

Dated :  January  24, 1962. 


JOHll  E.  HORNE, 

Administrator. 

ir.B.    Doc.    «a-8e7;     Piled.    Jan.    29.     1962; 
8:47    a.m.] 


Title  14-AERONAUTICS  AND 
SPACE 

Xhoplef  N — Civil  AerenauKcs   Beard 

SUKMAPnt     •— raOCEDURAL     REGULATIONS 
(Bag.  Ho.  PR-6'8;  Amdt.  S] 


fAlf  901— MILES  OF  PtACTICE 
IN  Alt  SAFETY  PtOCEEDINGS 

D  sis  flip  B    erFundien    to    Hearing 
Examiners 

Artimrtfid  by  the  CtvU  Aeronauties 
Board -At  Its  oAee  in  Washington.  D.C. 
on  the  nd  day  .of  January  1962. 


On  September  12,  1961,  the  Board 
issued  a  notice  of  iut>posed  rule  making, 
PDRr-8,  Docket  13032  (26  PJl.  8642) 
proix)sing  various  amfaviments  to  the 
Board's  rules  of  practice  in  Air  Safety 
and  Eccmomic  Proceedings  which  would 
expressly  delegate  to  hearing  exapiiners, 
under  Reorganization  Plan  No.  3  of  1961. 
the  Board's  function  of  making  the 
agency  decision  and  prescribe  appn«>ri- 
ate  procedures  for  discretionary  review 
by  the  Board  of  Examiners'  decisions 
made  pursuant  to  such  delegation. 

In  response  to  cortain  comments  con- 
cerning the  Part  302  phase  of  this  no- 
tice, the  Board  has  oonsideraUy  te-oad- 
ened  the  permissible  grounds  upon 
which  petitions  for  discretionary  review 
may  be  filed  in  economic  cases  in  the 
final  regulation  iPR^B)  simultaneously 
adopted  herewith.  Since  it  appears  de- 
sirable to  tLppHj  the  same  provisions  to 
petitions  seeking  diacretiaBary  review 
of  initial  decisions  of  examiners  in 
safety  enforcement  cases,  f  S01.4S(c)  of 
the  final  regulation  aet  forth  below  has 
been  identtcally  revised. 

The  noUoe  provided  that  petitions  for 
reconsideration  of  Board  orders  declin- 
ing review  of  an  inttial  dedston  wm  not 
be  entertained.  In  response  to  eugges- 
tioDs  that  such  petttlons  be  permitted, 
the  Board  is  psnnitting  them  bat  only 
in  instances  where  the  order  exerdaes 
the  Board's  right  of  review  in  part  and 
limited  to  the  sbigle  «iueBtkm  of  whether 
any  issue  designated  for  review  and  any 
issue  not  eo  designated  are  so  in- 
Kparately  interrelated  that  the  former 
cannot  be  ic  viewed  tedependortly  or 
that  the  latter  cannot  be  made  effectiye 
before  the  final  decision  of  the  Board  in 
the  review  proceeding  1  S01.4$<e)  has 
been  revised  accordingly. 

Upon    the    Bound's    own    initiative.. 
{  301.46(a)  has  been  revised  to  make  It 
clear  that  review  by  the  Board  of  the 
initial  decision  is  conunitted  to  its  dis- 
cretion.   Thus,  the  grounds  specified  in 
that  section  merely  prescribe  ttie  con- 
tents of  petitions  for  diseretionary  re- 
view and  the  Board  remains  free  to 
decline  to  exerdae  its  right  of  review  if 
it  believes  that  review  is  not  required  in 
the  public  interest.    This  coresponds  to 
the  intent  of  the  Reorganintion  plan ' 
and  is  idmilar  to  the  traditional  practice 
of  the  United  States  Supreme  Comt  con- 
cerning petitions  for  writ  of  oeittorari. 
However,  the  Board  wiU  review  any  ini- 
tial decision  when  two  or  more  mmdwrs 
believe  such  action  to  be  appropriate, 
irrespective  <rf  whether  any  petitton  for 
discretionary  review  has  been  filed  or 
whether  such  petition  aneges  the  pre- 
scribe grounds. 

The  notice  of  rule  making  proposed  to 
delegate  the  Board's  funetioa  of  render- 
ing a  decision  on  the  merits  of  a  pro- 
ceeding. We  have  revised  the  final  reg- 
ulation to  make  it  dear  that  the  dde- 
gation  also  i  imwuiaiTii  aU  andUary 
procedural  if"**  which  have  not  been 
decided  at  the  time  the  record  is  dooed 
and  which  have  not  been  appealed  to 
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the  Board  In  aecordance  with  the  re- 
qulrcmente  of  1901.11(d). 

Upon  further  conelder>tion  of  the 
matter,  the  Board  has  decided  to  liberal - 
lie  the  proTlalona  of  the  notice  of  rule 
'nft'^nf  which  required  petitions  for 
dlMretlonary  rerlew  to  be  filed  within 
15  days  after  serrlce  of  the  Initial  de- 
cision and  answers  In  opposition  to  be 
filed  within  10  dajs  after  senrlce  of  siich 
peUtlon.  Aocordlncly.  the  final  regula- 
tion set  forth  below  extends  the  time  for 
flUnc  such  petitions  to  30  days  and  the 
time  for  fllinc  nieh  answers  to  15  days. 
This  extension  restores  the  time  limits 
presently  in  effect  for  the  filing  of  a  per- 
fecting brief  on  appeal  and  a  brief  re- 
sponslTB  thereto. 

The  notlee  also  provided  that  the  ini- 
tial decision  of  an  examiner  made  under 
delegated  authority  would  become  the 
final  decision  of  the  Board  30  days  after 
serrlce  thereof  if  no  petition  for  rerlew 
was  filed  or  if  the  Board  failed  to  re- 
rlew tm  its  own  Inltlatire.  The  prori- 
sicms  of  the  notice  relating  to  this  mat- 
ter hare  been  rerlsed  to  provide  for  the 
flUng  of  a  notice  of  intent  to  petition 
for  discretionary  rerlew  within  10  dajrs 
after  serrkw  of  the  Initial  decision  and 
to  make  tha  initial  decision  eflectlre 
upon  the  expiration  of  that  period  un- 
less.  prior  thereto,  a  notlee  of  intent  is 
filed  or  the  Board  orders  the  proceeding 
rerlewed  upon  its  own  inltlatire.  This 
new  prorlslon  oonfonns  to  the  presently 
effeetire  practice  whereby  initial  deci- 
sions become  effeetire  10  days  after  serv- 
ice thereof  if  no  notice  of  appeal  has 
been  filed  and  has  been  adopted  in-order 
to  continue  expeditious  enforcement  of 
the  Cini  Air  Regulations. 

Subparagnmh  (9)  of  present  i  301.- 
11(b),  which  authorised  the  examiners 
to  certify  questions  to  the  Board  in  their 
discretion,  has  been  deleted  in  order  to 
reflect  the  enactment  of  new  i  301 J5 
which  permits  the  Board  to  direct  the 
examiners  to  certify  any  questions  or 
the  entire  record  in  the  proceeding  to  it 
for  decision.  The  exercise  of  such  dis- 
cretion by  hearing  examiners  appears 
inconsistent  with  the  intent  of  Reor- 
ganintion  Plan  No.  S  of  1961  which  con- 
templates that  the  Board,  alone,  will 
determine  whether  it  will  review  any 
Issues  in  a  mroceeding.  After  careful 
consideration  of  various  comments 
which  generally  seek  minor  changes  in 
the  inroposed  rule,  the  Board  has  decided 
to  reject  them  because  they  are  either 
unnecessary  or  would  not  be  consistent 
with  the  public  interest  and  the  effec- 
tive and  prompt  dispatch  of  the  Board's 
business.  Certain  editorial  changes  in 
the  text  of  the  proposed  rule  have  also 
been  made. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  for- 
mulation of  this  new  regulation,  and  due 
consideration  has  been  given  to  all  rele- 
vant matter  presented. 

Since  this  amendment  is  not  a  sub- 
stantive rule  but  one  of  cgency  proce- 
dure, the  amendment  may  be  made  effec- 
tive less  than  30  days  after  its  publication 
in  the  PssxssL  RaasTsa. 

The  Board  has  decided  that  this  regu- 
lation shall  be  made  effective  with  re- 
spect to  any  formal  hearing  proceeding 
governed  by  Part  301  In  which  hearings 
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have  not  actually  commenced  on  or  be- 
fore the  effective  date  of  these  amend- 
ments. 

In  consideration  of  the  foregoing,  the 
CMvil  Aeronautics  Board  hereby  amends 
I*art  301  of  the  Procedural  Regulations 
<  14  C:FR  Part  301)  effective  February  1. 
1902.  as  follows: 

§301.1       [Amendmenll 

1  Amend  I  301.1  by  Inserting  two  ad- 
ditional definitions  to  read  respectively: 

"Initial  decision"  means  the  examin- 
er's decision  on  the  substantive  and  pro- 
cedural issues  remaining  for  disposition 
at  the  close  of  the  hearing  in  a  proceed- 
ing, pursuant  to  delegation^f  authority 
under  }  301.11(b)  of  this  part,  except 
that  this  delegation  does  not  apply  in 
cases  where  the  record  is  certified  to  the 
Board,  with  or  without  a  recommended 
decision  by  the  examiner.  This  defini- 
tion does  not  Include  the  review  of  rul- 
ings by  the  examiner  on  Interlocutory 
matters  which  have  been  appealed  to  the 
Board  in  accordance  with  the  require- 
ments of  I  301.11(d)  and  does  not  apply 
to  the  term  "initial  decision"  as  used  in 
i  301.50. 

"Petition  for  discretionary  review" 
means  a  petition  to  the  Board  for  review 
of  an  Initial  decision  made  by  an  ex- 
aminer pursuant  to  authority  delegated 
in  9  301.11(b). 

§  301 .2      [  Amendment  ] 

2.  Amend  f  301.2  by  Inserting  after  the 
first  sentence  thereof  the  following  sen- 
tence: "This  part  also  contains  the 
Board's  delegation  to  hearing  examiners 
pursuant  to  Reorganization  Plan  No.  3 
of  1961,  of  the  Board's  function  to  render 
the  agency  decision,  subject  to  discre- 
tionary review  by  the  Board." 

3.  Amend  Part  301  by  adding  a  new 
i  301.4  thereto  to  read  as  follows: 

§  30 1 .4      Effedtvc  date  of  amendment*. 

Amendments  to  11  301.1,  301.2,  301.11, 
301.15.  301.40.  301.45,  301.46,  301.47, 
301.48.  301.50.  and  the  addition  of  a  new 
§  301.35  (27  PR.  861)  shall  be  effective 
February  1,  1963,  and  the  procedural 
changes  made  by  such  amendments  and 
addition  shall  not  apply  to  any  proceed- 
ing in  which  the  hearing  has  actually 
commenced  on  or  before  February  1. 
1962 

§301.11       [AmendnMMill 

4.  Amend  f  301.11  by  deleting  subpar- 
agraph (9)  of  paragraph  (b)  and  re- 
numbering subparagraph  ao  as  sub- 
paragraph (9). 

5.  Amend  {301.11  by  redesignating 
paragraphs  (b)  through  (d>  as  (o 
through  (e),  respectively;  amending  the 
caption  of  redesignated  paragraph  (d> 
to  read  "Appeals  from  examiners'  inter- 
locutory rulings";  and  inserting  a  new 
paragraph  (b)  to  read: 

<b)  Delegation  of  authority  to  make 
the  agency  decision  subject  to  discretion- 
ary review.  Pursuant  to  the  authority 
conferred  on  the  Board  and  the  Chair- 
man of  the  Board  by  Reorganization 
Plan  No.  3  of  1961.  26  PR.  5988.  there  is 
hereby  delegated  to  each  hearing  ex- 
aminer assigned  to  a  particular  case  sub- 
ject to  this  part  the  Board's  f\inction  of 
making  the  agency  decision  on  the  sub- 


stantive and  procedural  Issues  remain- 
ing for  disposition  at  the  close  of  the 
hearing  in  such  case,  except  that  this 
delegation  does  not  apply  in  cases  aris- 
ing imder  section  609  ot  the  Act  where 
the  Administrator  of  the  Federal  Avia- 
tion Agency  has  advised  the  Board  that 
an  emergency  exists  and  that  safety  in 
air  commerce  txc  air  transportation  re- 
quires the  Immediate  effectiveness  of  his 
order  appealed  from.  This  delegation 
does  not  apply  to  the  review  of  ruUngs 
by  the  examiners  on  Interlocutory  mat- 
ters which  have  been  appealed  to  the 
Board  in  accordance  with  the  require- 
ments of  paragraph  (d>  of  this  section. 

§  301.15      [Amendment] 

6.  Amend  i  301.15(b>  in  part  to  read: 

(b>  Other  pleadings,  motions  or  docu- 
ments. All  other  pleadings,  motions  or 
doctiments.  including  petitions  for  dis- 
cretionary review  of  an  examiner's  de- 
cision under  authority  delegated  in 
i  301.11  (b)  of  this  part,  shall  be  served 
before  filing  with  the  Board,  by  personal 
service  or  certified  or  registered  mail. 
Service  by  certified  or  registered  mail 
shall  be  complete  •  •  •  [remainder  tm- 
changedl. 

7.  Add  a  new  i  301.35  to  read: 

§  301.3S     Certification  to  the  Board. 

At  any  time  prior  to  the  close  of  the 
hearing,  the  Board  may  direct  the  ex- 
aminer to  certify  any  question  or  the 
entire  record  in  the  proceeding  to  the 
Board  for  decision.  In  cases  where  the 
record  is  certified  to  the  Board,  the  ex- 
aminer shall  not  render  an  initial  deci- 
sion but  shall  only  recommend  to  the 
Board  a  decision  as  required  by  section 
8(a)  of  the  Administrative  Procedure 
Act. 

§301.40      [Amendment] 

8.  Amend  S  301.40(a)  to  read: 

(a)  The  examiner  shall  render  his 
initial  decision  in  writing  after  the  close 
of  the  hearing.  The  decision  shall  recite 
that  it  is  made  \mder  delegated  author- 
ity, and  contain  notice  of  the  provisions 
of  9  301.45(a). 

9.  Amend     9  301.40(0 
follows : 


to     read     as 


(c  >  The  initial  decision  shall  be  served 
upon  the  parties.  At  any  time  before 
the  date  for  filing  a  petition  for  discre- 
tion5U7  review  has  passed,  the  examiner 
or  the  Board  may.  for  good  cause  shown, 
extend  the  time  within  which  to  file  a 
petition  for  such  review  and  the  ex- 
aminer may  also  reopen  the  case  for  good 
cause  upon  notice  to  the  parties. 

10.  Delete  paragraph  (d)  of  9  301.40. 

11.  Amend  the  descriptive  caption 
preceding  9  301.45  to  read  as  follows: 
"Discretionary  Review  of  Decisions." 

12.  Amend  9  301.45  to  read  as  follows: 

§  301.45      Procedure  on  petitions  for  dis- 
cretionary review. 

I  a)  Notice  of  intent  to  petition  for 
discretionary  review.  Within  10  days 
after  service  upon  him  of  an  Initial 
decision,  a  party  may  petition  for  review 
thereof  by  filing  with  the  Board  and 
serving  upon  the  oth^r  parties  ( pursuant 
to   9  301.15(b) )    a   notice   of   Intent  to 
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petition  for  discretionary  review.  Sudi 
notice  of  Intent  need  not  specify  the 
portions  of  the  initial  decision  to  which  ' 
objections  are  taken  nor  adduce  any 
supporting  reasons  therefor.  Upon  good 
cause  shown,  the  Board  may  extend  the 
time  for  filing  a  notice  of  appeal. 

(b)  Effect  of  examiner's  initial  de- 
cision. Unless  a  notice  of  intent  to  file 
a  peUtlon  for  discretionary  review  is. 
filed  pursuant  to  paragraph  (a)  of  this 
section,  or  the  Board  issues  an  order  to 
review  upon  its  own  Initiative,  the  Initial 
decision  made  by  an  examiner  pursuant 
to  9  301.11(b)  shall  become  effective  as 
the  decision  of  the  Board  10  days  after 
service  thereof.  If  such  notice  and  such 
petition  are  timely  filed  or  action  to 
review  is  taken  by  the  Board  upon  Its 
own  initiative,  the  effectiveness  of  the 
examiner's  decision  Is  stayed  untU  the 
further  order  of  the  Board. 

(c)  Petitions  for  discretionary  review. 
(1)  Review  bjrthe  Board  pursuant  to  this 
section  is  not  a  matter  of  rleht  but  of 
the  sound  discretion  of  the  Board.  Any 
party  to  a  proceeding  subject  to  this 
subpart  may  file  and  serve  a  petition 
for  discretionary  review  by  the  Board  of 
a  deciskxi  rendered  pursuant  to  1 301.11 
( b)  within  30  days  after  serrlce  thereof. 

(2)  Petitions  for  discretionary  rerlew 
shall  be  accompanied  by  proof  of  aenioe 
on  all  parties,  shall  condaely  and  plahdy 
state  the  issues  presented  for  rerlew  and 
shall  be  filed  only  upon  one  or  more  of 
the  following  grounds: 

(I)  A  finding  of  a  material  fact  Is 
erroneous ; 

(II)  A  necessary  legal  oonchtskm  Is 
without  governing  precedent  or  is  a  de- 
parture from  or  contrary  to  law,  Board 
rules,  or  precedent; 

(ill)  A  substantial  and  important 
question  of  law.  policy  or  diacretkm  is 
Involved;  or 

(iv)  A  prejudicial  procedural  error 
has  occurred. 

Petitions  for  discretionary  review  shall 
not  exceed  10  pages  in  length. 

(d)  Answer.  Within  15  days  after 
service  upon  the  opposing  party  of  a 
petition  for  discretionary  review,  soeh 
party  may  file  in  opposition  thereto  an 
answer  of  not  more  than  10  pages,  wbidi 
shall  be  served  on  all  parties  and  ac- 
companied by  proof  of  serrlce. 

(e)  Orders  declining  review.  Board 
orders  declining  to  exerdae  the  Board's 
right  of  review  wlU  specify  theTlate  upon 
which  the  examiner's  decision  diall  be- 
come effective  as  the  final  decision  of 
the  Board.  A  petition  for  reconsldera- 
Uon  of  a  Board  order  declining  rerlew 
will  be  entertained  tmly  when  the  order 
exercises,  in  part,  the  Board's  right  of 
review  and  such  petition  shall  l9e  limited 
to  the  single  question  of  whether  any 
issue  designated  for  review  and  any  teue 
not  so  designated  are  so  Inaeparately 
interrelated  that  the  former  cannot  be 
reviewed  Independently  or  that  tlie  latter 
cannot  be  made  effective  before  the  final 
decision  of  the  Board  in  the  rertew 
proceeding.  | 

13.  Amend  9  301.46  to  read  as  foDowt: 


§  301.46      PraceedingB   on 

(a)  Orders  exercising  right  of  rewiem. 
The  Board  will  exercise  Its  right  of  ra- 
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view  tf  it  fli^  that  the  public  interest 
80  reipdrea.  or  irtien  two  or  more  Board 
Members  rote  tax  faror  of  such  review. 
An  order  of  ttie  Board  providing  for  re- 
rlew-vtU: 

<1)  Specify  the  issues  to  which  review 
will  be  ifawttiH  Such  Issues  shall  con- 
stitute one  or  more  of  the  objections 
urged  in  a  potion  for  discretionary  re- 
view and/or  matters  which  the  Board 
deaires  to  review  on  its  own  initiative. 
Only  tiwoe  Issaes  specified  in  such  order 
will  be  consklcred  by  the  Board. 

(2)  Specify  those  portions  of  the  ex- 
aminer's decision  which  are  to  be  stayed 
as  well. as  the  effective  date  of  the  re- 
maining portions  thereof. 

(3)  Designate  the  parties  to  the  re- 
view proceeding. 

(b)  Brief*.  Petitioner's  brief  on  the 
issues  apecifled  in  the  Board's  orders  on 
review  shall  be  fil^  within  20  days  after 
aerrloe  of  such  order.  When  a  party 
who  has  filed  a  petition  for  discretionary 
rerlew  fails  to  file  a  timely  brief  com- 
plying with  the  requirements  of  this 
section,  the  Board  may  rescind  in  whole 
or  In  part  Its  order  exercising  its  right 
of  rerlew. 

<c)  Contents  of  briefs.  Each  peti- 
tioner's brief  shall  set  forth  in  detail  the 
aUeged  errors  in  tiie  initial  decision  and 
state  the  reaaons  for  such  objections  and 
the  relief  requested.  Where  any  objec- 
tion la  baaed  mion  eridenoe  of  record. 
audi  objection  need  not  be  considered 
tar  the  Board  if  specific  record  citations 
to  the  pertinent  evidence  are  not  con- 
tained in  the  brief. 

<d)  Answerimg  briefs.  Within  15  days 
after  aerrloe  of  a  l>rief  supporting  the 
petition  for  discretionary  review,  any 
other  party  nay  file  and  aearve  an  an- 
awcfing  brief.  No  further  briefs  may 
be  filed  exe^t  upon  specific  leave  of  the 
Board  granted  upon  a  showing  of  good 
cause.  Where  the  answering  ta-ief  relies 
upon  eridenoe  of  record,  specific  cita- 
tions therato  shall  be  made  in  the  brief. 

<e)  NusmUr  of  copies.  Eight  copies 
of  brieffe  diall  be  filed  with  the  Board. 
Tlie  filing  shall  be  accompanied  by  proof 
of  servioe. 

(f)  Or«i  argument.  Oral  argiunent 
bofoM  the  Board  will  normally  not  be 
held  in  proceedings  conducted  under  this 
part  Hoiwerer.  the  Board  may  permit 
oral  argument  when  it  Is  specifically  re- 
quested v*A  a  need  therefor  Is  shown. 

14.  Detete  f  101.47  and  insert  in  lieu 
thereof  a  new  f  301.47  to  read: 

§  S0I.47     Board   decision    on    review    of 
iaitiai  deciuoniu 

Ttst  Board  will  dispose  of  the  issues  on 
leview  by  vpropriate  order  which  in- 
diidea  a  atetenent  of  the  reasons  for  its 
<i.Mii«»y  and  eondusions.  If  the  Board 
that  the  examiner  erred  in 
or  that  hia  order  specifying 
sanction  or  denial 
be  changed,  the  Board 

^ . ^  sary  a»^«Tig*  or  or- 

ta  tteu  ttwrt*^  or  ronand  the  case 
for  further  hearing. 

^eiidmeail 

the   second   sentence   of 

aa  foBows:  "Inttial  de- 

Mooaw  final.  In  the 

«C  •  ttady  tMttoe  of  Intent  (un- 
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der  9  301.45(a)  ^  or  petition  for  dis- 
cretionary rerlew  or  because  the  Board 
has  declined  to  <M^)er  review  thereof, 
shall  not  be  deemed  orders  for  this 
purpose." 

§  301.50      [Amendment] 

16.  Amend  9  301.50  by  Inserting  in 
paragraph  (c).  after  the  words  "Initial 
decision"  in  the  second  sentence  thereof, 
the  clause  "(not  made  under  authority 
delegated  by  9  301.1Kb))." 

17.  Amend  9  301.50(d)  to  read: 

(d)  Parties  to  the  proceeding  may  ap- 
peal from  an  initial  decision  (not  made 
under  authority  delegated  by  9  301.11 
(b) )  as  of  right  by  filing  witli  the  Board 
and  serving  upon  the  other  parties  a 
notice  of  appeal  within  two  days  there- 
after. Such  notice  of  appeal  need  not 
comply  with  the  requirements  prescribed 
for  petitions  for  discretionary  review. 
Within  five  days  of  the  notice  of  appeal, 
each  party  shall  file  one  brief  with  tiie 
Board.  Such  briefs  shall  comply  with 
the  requirements  of  9  301.46  (c)  and  (e) . 
The  Board  will  give  three  days'  notice  of 
oral  argument,  where  gruited.  The 
Board  will  not  entertain  petitions  lor  re- 
consideration, rehearing^  reargtmient  or 
modification  of  its  order  except  on  the 
ground  that  new  evidence  has  been  dis- 
covered which  could  not  hare  bjeen  dis- 
covered before  by  the  exercise  of  due  dili- 
gence. The  Board,  upon  Its  own  motion. 
may  raise  any  issue  the  resolution  of 
which  It  deems  important  to  a  proper  dis- 
position of  the  proceeding:  in  sodi  a  ease 
a  reasonable  opportunity  shall  be  af- 
forded to  the  parties  to  submit  argument 
thereon. 

Effective  date  of  Amendsnent  No.  3. 
Amendment  No.  3  to  this  part  shall  be 
effective  February  1,  IfOS. 

(Sec.  aH(a),  72  Stat.  T4S;  4S  UJB.O.  1»*. 
Interpret  or  apply  ■ac.  1001,  71  ptat.  718; 
49  n.S.C.  1481  and  Beotgaa.  Plan  Mo.  S  ot 
1961.  26  rJL.  8869) 


By  the  civil  Aeronautics  Board. 

I  SEAL  1  Habold  R.  SAitnsasow. 

Sea-etary. 

IF.R      Doc.    62-974;     FUod.    Mn.    tS.    10S2: 
8:47  ajn.] 


[Reg.  No.  Pa-M.  Amdt.  &] 

PART  302— RULES  OF  PRACTKE*  IN 
ECONOMIC  PROCEEDINGS 

Delegation    of    RmcHon   to    Haoring 
Exominars 

Adopted  by  the  Civfl  Aeronautics 
Board  at  its  office  in  Washington,  D.C.. 
on  the  2Sd  day  of  January  1962. 

On  September  12,  IMl.  the  Board  is- 
sued a  notice  of  ptoposed  role  malting. 
PDRr-t. Docket  19082  (26 PJL •0423. pro- 
posing various  amendments  to  ttie 
Board's  rules  of  piacttee  in  »Bonomlc 
Proceedings  which  wmild  dilfgste  to 
hearing  examiners,  under  Reorganisa- 
tion Flan  No.  3  of  1961.  the  Board's  func- 
tion of  malting  the  agency  dedstan  and^ 
prescribe  appropriate  procedures  for 
discretionary  rerlew  by  the  Board  of  ex- 
aminers' decisions  made  pursuant  to  such 
delegation. 
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Some  of  the  oommenU  received  urged 
the  Board  to  Initially  limit  the  scope  of 
the  propoeed  delegmtlon  of  function  to 
hcftilDC  examiners  to  routine  and  simple 
economic  eases  and  to  review  Its  exam- 
iners' Judgments  In  any  case  having  a 
slgnUleant  Impact  upon  the  parties 
thereto  without  regard  to  whether  the 
qoeatloDS  Inrolved  are  significant  to  the 
administration  of  the  Federal  Aviation 
Act.  Hie  Board  Is  unable  to  accept  this 
view  conctonlng  the  best  method  of  im- 
plemoitlng  the  objectives  underlying  the 
enactment  of  Reorganization  Plan  No. 
3.  The  major  purpose  sought  to  be 
achieved  by  th^  Board's  proposed  rule  is 
the  substitution  of  certiorari  type  review 
procedures  which  will  afTord  the  Board 
plenary  administrative  discretion  to  de- 
termine when  review  is  appropriate  for 
the  present  practice  in  which  the  Board 
gives  de  novo  consideration  to  each  and 
every  issue  which  any  party  may  elect  to 
raise  by  exception  to  an  examiner's  de- 
cision without  regard  to  the  substantial- 
ity or  Importance  of  such  Issues.  The 
final  regulatlcm  which  the  Bocurd  has  de- 
cided to  adopt  will  enable  the  Board  to 
achieve  this  major  procedural  objective 
by  giving  It  fun  freedom  to  review  all.  or 
apiMXiiMiate  selected  Issues.  In  a  proceed- 
ing whenever  the  Board  or  any  two  of 
Its  Members  deem  such  review  to  be  de- 
sirable. Thus.  It  is  apparent  that  the 
Board  wlU  retain  the  ultimate  decision- 
making power  and  can  adequately  pro- 
tect the  rights  of  parties  to  its  proceed- 
ings against,  nwy^imrf  decisions  of  an 
examiner  acting  under  delegated  author- 
ity without  limiting  the  scope  of  the 
delegation. 

However,  in  response  to  the  comments 
urging  the  Board  to  review  cases  which 
Involve  economic  Judgments,  particularly 
those  of  Importance  to  the  carriers,  the 
final  regulation  broadens  the  permis- 
sible grounds  upon  which  petitions  for 
discretionary  review  may  be  filed.  The 
notice  (rf  rule  making  limited  the  filing 
of  petitions  for  discretionary  review  to 
cases  where  a  finding  of  material  fact 
was  clearly  erroneoiis;  a  legal  conclusion 
was  contrary  to  precedent;  a  substantial 
and  important  question  of  policy  was 
involved;  or  a  procedural  error  was  com- 
mitted. These  standards  have  been 
liberalized  by  the  deletion  of  the  require- 
ment that  an  examiner's  finding  of 
material  facts  be  "clearly  erroneous "  so 
that  parties  may  seek  review  of  any 
error  conconing  such  facts.  The  stand- 
ards concerning  review  of  legal  questions 
have  been  enlarged  to  cover  unprece- 
dented situations  as  well  as  those  where 
the  examiner's  decision  departs  from 
settled  precedent.  Finally,  the  standards 
have  been  broadened  by  the  express  in- 
clusion of  substantial  and  important 
questions  of  "law  or  discretion."  in  addi- 
tion to  questions  of  "policy,"  as  grounds 
for  the  filing  of  petitions  for  discretion- 
ary review.  Interested  persons  may  now 
ask  the  Board  to  exercise  its  discretion  by 
reviewing  Issues  which  have  an  im- 
portant economic  Impact  upon  the  pe- 
titioner although  they  are  not  neces- 
sarily slgnlcant  In  the  formation  of 
Board  policy. 

Section  30a.38(a)  (2)  has  been  revised 
to  make  It  clear  that  review  by  the  Board 
of  the  Initial  decision  is  committed  to  its 
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discretion.  Thus,  the  grounds  specified 
in  that  section  merely  prescribe  the  con- 
tents of  petitions  for  discretionary  re- 
view and  the  Board  remains  free  to  de- 
cline to  exercise  its  right  of  review  if  it 
believes  that  review  is  not  required  in 
the  public  interest.  This  corresponds  to 
the  intent  of  the  Reorganization  Plan 
and  is  similar  to  the  traditional  practice 
of  the  United  States  Supreme  Court  con- 
cerning petiUotvs  for  writ  of  certiorari. 
However,  the  Board  will  review  any  in- 
itial decision  when  two  or  more  members 
believe  such  action  to  be  appropriate, 
irrespective  of  whether  any  petition  for 
discretionary  review  has  been  filed  or 
whether  such  petition  alleges  the  pre- 
scribed grounds. 

The  notice  of  rule  making  proposed  to 
delegate  the  Board's  function  of  render- 
ing a  decision  on  the  merits  of  a  pro- 
ceeding. We  have  revised  the  final 
regulation  to  make  it  clear  that  the 
delegation  also  encompasses  all  ancillary 
procedural  issues  which  have  not  been 
decided  at  the  time  the  record  is  closed 
and  which  have  not  been  appealed  to 
the  Board  in  accordance  with  the  re- 
quirements of  S  302.18. 

Several  of  the  commenting  parties  re- 
quested that  more  time  be  given  to  file 
petitions  for  discretionary  review  and 
answers  in  opposition  thereto.  The 
notice  proposed  that  such  petitions  and 
answers  be  filed  within  15  and  10  days 
respectively  after  service  of  the  Initial 
decision  and  the  opposing  party's  peti- 
tion for  review.  In  response  to  these 
comments,  the  attached  final  regulation 
extends  the  time  for  filing  such  petitions 
to  25  days  and  the  time  for  filing  an- 
swers thereto  to  15  days.  In  response 
to  many  comments,  the  provisions  of  the 
proposed  rule  prescribing  a  maximum 
length  of  10  pages  for  such  petitions 
and  answers  have  been  liberalized  by 
increasing  the  allowable  length  of  such 
documents  to  15  pages.  A  provision  has 
also  been  added  whereby  a  party  desiring 
to  answer  two  or  more  petitions  for  re- 
view may  file  a  single  document  of  not 
more  than  20  pages  In  ler\gth.  In  the 
event  that  any  of  these  prescribed  filing 
dates  or  page  limitations  prove  to  be 
inequitable  in  a  particular  situation, 
parties  may  request  the  Chief  Examiner 
to  exercise  his  delegated  authority  by 
changing  such  procedural  requirements 

The  notice  provided  that  petitions  for 
reconsideration  of  Board  orders  declin- 
ing review  of  an  initial  decision  will  not 
be  entertained.  In  response  to  sugges- 
tions that  such  petitions  be  permitted, 
the  Board  is  permitting  them  but  only 
in  instances  where  the  order  exercises 
the  Board's  right  of  review  in  part  and 
limited  to  the  single  question  of  whether 
any  issue  designated  for  review  and  any 
issue  not  so  designated  are  so  insepa- 
rably interrelated  that  the  former  can- 
not be  reviewed  Independently  or  that 
the  latter  cannot  be  made  effective  before 
the  final  decision  of  the  Board  in  the 
review  proceeding.  Section  302.28(c) 
has  been  revised  accordingly. 

Other  comments  seeking  relatively 
minor  changes  in  the  proposed  rule  have 
been  rejected  because  the  proposals  are 
either  unnecessary  or  would  not  be  con- 
sistent with  the  public  interest  and  the 


effective  and  prompt  dispatch  of  the 
Board's  business.  Certain  editorial 
changes  in  the  text  of  the  proposed  rule 
have  also  been  made. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
formulation  of  this  rule,  and  due  con- 
sideration has  k>een  given  to  all  relevant 
matter  presented. 

Since  this  amendment  is  not  a  sub- 
stantive rule  but  one  of  agency  pro- 
cedure, it  may  be  made  effective  less 
than  30  days  after  publication  In  the 
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The  Board  has  decided  that  this  regu- 
lation shall  be  made  effective  with  re- 
spect to  any  formal  hearing  proceeding 
governed  by  Part  302  in  which  hearings 
have  not  actually  commenced  on  or  be- 
fore the  effective  date  of  these  amend- 
ments. 

In  consideration  of  the  foregoing,  the 
Civil  Aeronautics  Board  hereby  amends 
Part  302  of  the  Procedural  Regulations 
(14  CPR  Part  302)  effective  February  1, 
1962.  as  follows: 

§  302. 1      [  Amendment  1 

1.  Amend  S  302.1(a)  by  inserting  after 
the  first  sentence  thereof  the  following 
text:  "This  part  also  contains  the 
Board's  delegation  to  hearing  examiners 
pursuant  to  Reorganization  Plan  No.  3 
of  1961  of  the  Board's  function  to  render 

^the  agency  decision,  subject  to  discre- 
'tionary  review  by  the  Board." 

§302.22      [  Amendment  1 

2.  Amend  S  302.22  by  deleting  subpar- 
agraph (9)  of  paragraph  (c)  and  reniun- 
bering  subparagraphs  (10)  and  (11)  as, 
respectively,  subparagraphs  ( 9 )  and  (10 ) . 

3.  Amend  the  last  sentence  of  8  302.22 
by  changing  the  words  "exceptions  to" 
to  read  "petitions  for  discretionary  re- 
view of." 

4.  Amend  §  302.22  by  adding  a  new 
paragraph  (d)  thereto  to  read  as  follows: 

(d»  Certification  to  Board  for  deci- 
sion. At  any  time  prior  to  the  close  of 
the  hearing,  the  Board  may  direct  the 
examiner  to  certify  any  question  or  the 
entire  record  In  the  proceeding  to  the 
Board  for  decision.  In  cases  where  the 
record  is  thus  certified,  the  examiner 
shall  not  render  an  initial  decision  but 
shall  recommend  a  decision  to  the  Board 
as  required  by  section  8(a)  of  the  Admin- 
istrative Procedure  Act  unless,  in  rule 
making  or  determining  applications  for 
initial  licenses,  the  Board  advises  him 
that  It  Intends  to  issue  a  tentative 
decision. 

5.  Delete  present  i  302.27  and  insert 
in  lieu  thereof  a  new  {  302.27  to  read: 

§  302.27      Deiegalion    to   examiners   and 
action    by    examiners    after   hearing. 

(a)  Delegation  of  authority  to  make 
the  agency  decision  subject  to  discre- 
tionary review.  Pursuant  to  the  author- 
ity conferred  on  the  Board  and  the 
Chairman  of  the  Board  by  Reorganiza- 
tion Plan  No.  3  of  1961,  20  YR.  5989. 
there  is  hereby  delegated  to  each  hearing 
examiner  assigned  to  a  particular  case 
subject  to  this  Part  the  Board's  func- 
tion of  making  the  agency  decision  on 
the  substantive  and  iH-ocedural  Issues  re- 
maining for  disposition  at  the  close  of 
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the  hearing  in  such  case,  except  that  this 
delegation  does  not  apply  In  cases  where 
the  record  is  certified  to  the  Board,  with 
or  without  a  recommended  decision  by 
the  examiner,  or  in  cases  requiring  Presi- 
dential approval  under  section  801  of  the 
Act.  This  delegation  does  not  apply  to 
the  review  of  rulings  by  the  examiner 
on  interlocutory  matters  which  have  been 
appealed  to  the  Board  in  accordance 
with  the  requirements  of  §^302.18.  The 
term  "Initial  decision."  as  used  in  this 
part,  shall  encompass  the  examiner's 
decision  pursuant,  respectively,  to  this 
delegation  of  authority  on  the  merits  of 
the  proceeding  and  upon  all  ancillary 
procedural  issues  remaining  for  disposl- 
Uon  at  the  close  of  the  hearing. 

(b)  Action  by  examiner  after  hearing. 
( 1 )  Every  initial  or  recommended  de- 
cision Issued  shall  state  the  names  of 
the  persons  who  are  to  be  served  with 
copies  of  It.  the  time  within  which  ex- 
ceptions to,  or  petitions  for  review  of, 
such  decision  may  be  filed,  and  the  time 
within  which  briefs  in  support  of  the  ex- 
ceptions may  be  filed.  In  addition,  every 
Initial  decision  shall  recite  that  it  Is  made 
under  delegated  authority,  and  contain 
notice  of  the  provisions  of  paragri4>h  (c) 
of  this  section.  In  the  event  the  exam- 
iner certifies  the  record  to  the  Board 
without  an  Initial  or  recommended  de- 
cision, he  ahaU  notify  the  parties  of  the 
time  within  which  to  file  proposed  find- 
ings aitd  conclusions  with  the  Board  and 
supporting  briefs. 

(2)  Except  where  the  Board  directs 
otherwise,  after  the  taking  of  evidence 
and  the  receipt  of  proposed  findings  and 
conchisions.  If  any,  the  examiner  shall 
Uke  the  following  action: 

(I)  Cases  subject  to  section  t02  of  the 
Act.  In  cases  where  the  action  of  the 
Board  is  subject  to  the  approval  of  the 
President  pursuant  to  section  801  rfthe 
Act,  the  examiner  shall  render  a  recom- 
mended decision  orally  on  the  recwd  or 

In  writing. 

(II)  Other  matters.  If  the  proceeding 
relates  to  any  matter  not  provided  for  in 
subdivision  (i)  of  this  subparagraph,  the 
examiner  shall  render  an  Initial  dedskm 
in  writing. 

(c)  Effect  of  initial  decision.  Unless 
a  petition  for  discrettonary  review  is 
filed  pursuant  to  i  S02M  or  the  Board 
issues  an  order  to  review  upon  its  own 
initiative,  the  Initial  decisian  shall  be- 
come effective  as  the  final  order  of  the 
Board  30  days  after  service  thereof.  If 
a  petition  "for  discretionary  review  is 
timely  fUed  or  action  to  review  Is  taken 
by  the  Board  upon  its  own  Initiative,  the 
effectiveness  of  the  hiltlal  decision  is 
stayed  until  the  further  order  of  the 
Board. 


6   Delete  present  1302.28  and  insert 
in  lieu  thereof  a  new  S  302.28  to  read: 
§  302.28     Petitions  for  review  ol^  tiOlial 
derioioas  and  re*'ie^  praceedia^fc 

(a)  Petitions  for  review.  (1)  Review 
by  the  Board  pursuant  to  this  aeetian 
is  not  a  matter  of  right  but  Of  the  sound 
discretion  of  the  Board.  Any  party  may 
file  and  serve  a  petition  for  discietkinanr 
review  by  the  Board  of  an  initial  «W- 
Bion  within  25  days  after  service  thereof. 
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(2)  rrtltinni  tor  review  shall  be  ac- 
companied by  proof  of  service  and  shall 
eonclady  and  plainly  state  the  issues 
presented  for  review  and  shall  be  filed 
only  upon  one  or  more  of  the  following 

grounds:  .  ,   .    ^    . 

(I)  A  finding  of  a  material  fact  is 

erroneous; 

(II)  A  necessary  legal  conclusion  is 
without  governing  precedent  or  Is  a  de- 
parture from  or  contrary  to  law,  Board 
niles.  or  precedent; 

(III)  A  substantial  and  important 
question  of  law,  policy  or  discretion  is 
Involved;  or 

<lv)  A  prejudicial  procedural  error 
has  occurred.  Where  objecticms  are 
basfd  on  the  record,  the  portions  of  the 
record  relied  upon  shall  be  Identified  by 
detailed  citation.  Petitions  for  review 
shall  not  exceed  20  pages  In  length,  and 
ffli^n  otherwise  comply  with  the  formal 
speclfleatlons  set  forth  in  f  302.31(b). 

(b)  Answer.  Within  15  days  after 
service  upon  the  opposing  party  of  a 
petition  for  review,  such  party  may  file 
in  oKMsition  thereto  an  answer  of  not 
more  than  15  pages,  which  shall  other- 
wise comply  with  the  formal  specifica- 
tions set  forth  hi  i  302.31  (b) .  Provided, 
however,  TbaA  if  any  such  opposing  party 
desires  to  answer  two  or  more  petitions 
for  review,  such  party  shall  file  a  single 
answer  of  not  more  than  20  pages. 

(c)  Orders  decUnina  review.  Board 
orders  ilf^«'**'*g  to  exercise  the  Board's 
right  of  review  will  specify  the  date  upon 
which  the  examiner's  decision  shall  be 
come  tfeetlve  as  the  final  decision  of  the 
Board.  A  petition  for  reconsideration 
of  a  BoanI  onier  declining  review  will 
be  entertained  only  when  the  order  exer- 
cises, in  part,  the  Board's  right  of  review 
and  such  petition  shaU  be  limited  to  the 
«it%yi»  qtMStion  of  Whether  any  Issue 
drstgTf***'  for  review  and  any  Issue  not 
so  itrsif******  ve  ao  inseparably  Inter- 
rdated  that  the  former  cannot  be  re- 
viewed independently  or  ttiat  the  latter 
cannot  be  made  effective  before  the  final 
dedalon  of  the  Board  In  the  review 
proceeding. 

(d)  Review  proceeding.  The  Board 
wlU  exercise  its  right  of  review  If  It  finds 
that  the  puhUc  interest  so  requires,  or 
when  two  or  more  Board  Members  vote 
In  fkvor  of  auch  review.  An  order  of  the 
Board  providing  for  review  wlU: 

(1)  Specify  the  issues  to  which  review 
will  be  ttBtted.  Such  Issues  shall  con- 
stitute one  or  more  of  the  objections 
urged  in  a  peUtton  for  review  and/or 
matters  which  the  Board  desires  to  re- 
view on  its  own  initiative.  Only  those 
issues  specified  in  such  order  will  be 
considered  by  the  Board. 

(2)  Specify  those  portions  of  the  ex- 
aminer's deeltfon  which  are  to  be  stayed 
as  wdl  as  the  effective  date  of  the  re- 
maining portions  thereof. 

(S)  Designate  the  parties  to  the  review 

proceeding. 
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b.  Delete  the  word  "Initial."  from  the 
second  sentence  thereof. 

§  302.31      [AmCBdnacnt] 

8.  Amend  paragraph  (a)  of  f  902.31  as 

follows: 

a.  Delete  the  words  "taltlal  or"  from 
the  first  sentence. 

b.  Insert  immediately  after  the  first 
sentence  the  following  text:  "Briefs  on 
the  issues  specified  In  the  Board"?  orders 
on  review  of  Initial  decisions  shall  be 
filed  wlttiln  30  days  after  the  date  of 
service  of  such  orders." 

9.  Amend  the  first  sentence  of  p«u:a- 
graph  (b)  (2)  of  S  302.31  to  read  as 
follows:  "Britfs  to  the  Board  may  not 
Incorporate  by  reference  any  portion  of 
briefs  previously  submitted  to  the  ex-  , 
aminer  assigned  to  the  proceeding." 

10.  Amend  i  302.33  to  read  as  follows: 

§  302.33     Waiver    of    procedural    steps 
after  hearing. 

The  parlies  to  any  proceeding  may 
agree  to  waive  any  one  or  more  of  the 
following  procediural  steps  iHxyvidfd  In 
§§302.25  to  302.32:  Oral  argument  be- 
fore the  examiner,  the  flUng  of  proposed 
findings  and  conclusions  for  the  exam- 
iner,  or  for  the  Board,  a  recommended 
decisian  of  the  examiner,  a  tentative  de- 
cision of  the  Board,  ocQptions  to  a  rec- 
(Hnmended  decision  ot  the  examiner  or  a 
tentative  decision  of  the  Board,  a  petition 
for  dlseretionary  review  at  an  initial  de- 
cision, the  filing  of  briefs  with  the  Board, 
or  oral  argument  l>efore  the  Board. 

§  302.34      [Deletioni 

11.  Delete  S  302.34. 

12.  Amend  §  302.36  to  read  as  follows: 


Finid 


of  the   Board. 


latflLM     [Aawdmft] 
7.  Amend    1 302.S0    In   the    following 


a^  Delete  the  words  "tailtial  or"  from 
the  eaptton  and  first  acntenoe  thereof. 


§302.36 

When  a  case  stands  submitted  to  the 
Board  for  final  decision  on  the  merits, 
the  Board  will  dispose  of  the  issues  pre- 
sented by  entering  an  appropriate  order 
which  will  Include  a  statement  of  the 
reasons  for  Its  findings  and  conclusions. 
Such  orders  shall  be  deemed  "final 
orders"  within  the  purview  of  §  302.37(a) . 

§  302.37      [AiMndmcat] 

13.  Amend  the  ftavt  sentence  of  1 302.- 
37(a)  to  read  as  follows:  "A  petition  for 
reconsideratkm.  rdiearlng  or  reargu- 
ment  may  be  filed  by  any  party  to  a 
proceeding  within  twenty  (20)  days  after 
the  date  of  service  of  a  final  order  by 
the  Board  In  such  iM-oceeding  unless  the 
time  is  shortMied  or  enlarged  by  the 
Board.  Prooide*.  That  no  such  petition 
shall  be  filed  with  respect  to  an  Irittid 
decision  or  any  portion  thereof  whkai 
has  become  final." 

14.  Amend  Part  302  by  addtog  a  new 
§  302.41  thereto  to  read  as  follows: 

§  302.41  Effective  dale  of  mmendateni^ 
Amendments  to  II  302.1,  S02.22,  302.- 
27,  302.21.  302 JO.  302J1,  >02«.  J023J 
302.37.  and  the  deletion  of  1 902J4  (27 
F.R.  853)  shall  be  eifective  Fdaruary  1, 
1962.  and  the  procedural  changes  made 
by  such  amendments  and  deletim  shall 
not  un^  to  any  proceeding  In  which  the 
hearing  has  aetoaUy  commmced  on  or 
before  February  1.  1902. 
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SffeeUve  date  of  Amendment  No.  5. 
Amendment  No.  6  to  this  part  shall  be 
effeetlTe  Pebnuur  1.  1963. 

(Sm.  9M(»).  79  8ta*.  748:  «  UB.C.  1334. 
Intarpnt  or  afq^y  mc.  1001.  72  Stat.  7aS: 
40  UA.C.  1481.  B«ort.  PUn  No.  3  of  IMl. 
36  FJt.  8080) 

By  the  CIyU  AMronautlcs  Board. 

(SIALl  HaSOLO  R.   SAlfDBXSOH. 

Secretary. 

(PH.    Doc.    63-075:     Piled.    Jan.     29.     1962. 
8:47  ajn  ) 


Chof^er  III — Fadarof  Aviation  Agency 

SUaCMAPTH  C— AIRCIAFT  IKMiUTIONS 
|R«C.  Docket  No.  104S:   Amdt.  S»6| 

PAIT  507— AIIWOiTHINESS 
DIIECTIVES 

Miliar  UH-12A  and  UH-12B 
Halicoptars 

Airworthiness  DlrecUve  55-<-3  (21 
P.R  M3S).  reqiilres  the  installation 
of  new  earn  follower  rollers  in  the  tail 
rotor  drive  slip  joints  of  Hlller  UH-12A 
and  UH-12B  helicopters.  Service  ex- 
perloice  has  shown  that  the  replacement 
ndlers  also  are  subject  to  failure.  To 
preclude  further  failures,  a  new  directive 
supersedinff  AD  65-S-3  Is  necessary. 
This  directive  requires  the  installation  of 
im|HX>ved  rollers  of  a  type  which  has 
given  trouble  free  service  in  later  nH-12 
Series  models,  in  both  fore  and  aft  slip 
Joints. 

As  a  situation  exists  which  demands 
immediate  action  in  the  interest  of 
safety,  it  is  found  that  notice  and  public 
procedive  hereon  are  impracticable  and 
good  cause  exists  for  making  this  amend- 
ment effective  upon  publication  in  the 
FKDiaAi.  RMum. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  P.R.  6489) . 
i  507.10(a)  of  Part  507  (14  CFR  Part 
507),  is  hereby  amoided  by  adding  the 
following   new   airworthiness   directive: 

HiLUB.  AppUea  to  aU  nH-12A  and  UH- 
:2B  helloopten. 

OcMupllance  req\ilred  within  the  next  150 
hours'  time  In  larTlcc  after  the  effective 
date  of  thU  AD. 

To  preclude  additional  failures  c^  the  tall 
rotor  drive  slip  Joints  which  can  result  In 
loss  of  power  to  tlie  taU  rotor,  replace  CR- 
10  or  CR-IOT  type  roUers  of  both  fore  and 
aft  slip  Joints  UH-13A  Assembly  Nos. 
34800-0  and  -10  and  UH-iaB  Asaembly  Nos. 
34565  and  34644.  with  the  Improved  Tor- 
rlngton  CR-lOU  type  roUers. 

(Hlller  Servloe  Bulletin  No.  44.  Revision  A 
covers  this  same  subject.) 

ThU  supersedes  AD  56-6-9.  31  PR.  9535. 

This  amendment  shall  become  effec- 
tive January  30. 1962. 

(See.  8ia(a),  601.  608;  73  SUt.  753.  775.  776: 
40  n^.C.  1854(a),  1431,  1433) 

Issued  in  Washington,  D.C.,  on  Jan- 
uary 23,  1963. 

O.  S.  Moosi, 
Acting  Director, 
Flight  Standarde  Service. 

(PJt.    Doc.    63-063:    rUed.    Jan.    30,    1063; 
8:45  ajn.l 


RULES  AND  REGULATIONS 

SUaCHAPTII   l->Ali   NAVI0AT10H 
MOUIATIONS 

(Airspace  Docket  Ko.  61-PW-45| 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

Altarotion 

On  October  10,  1961,  a  notice  of  pro- 
posed rule  making  was  published  in  the 
PxoKXAL  RioiBTn  (26  PR.  9555) .  stating 
that  the  Pederal  Aviation  Agency  pro- 
posed to  reduce  the  width  of  certain  seg- 
ments of  intermediate  altitude  VOR 
Pederal  airway  Nos.  1507.  1509.  1669.  and 
1675  and  realign  a  segment  of  low  alti- 
tude VOR  Pederal  airway  No  37  and  in- 
termediate altitude  VOR  Pederal  airway 
No.  1669. 

No  adverse  comments  were  received 
regarding  the  proposed  amendments. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rules  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  PR.  12582) 
apd  for  reasons  stated  in  the  notice  the 
following  actions  are  taken : 

§  600. 1 507       [  Ammdmenl  I 

1    In  the  text  of  8  600.1507    <26  PR 

1081 )  "thence  to  the  INT  of  the  Savan- 
nah VOR  195'  and  the  Alma.  Oa .  VOR 
083*  radials;"  is  deleted  and  "thence  14- 
mile  wide  airway  to  the  INT  of  the  Sa- 
vannah VOR  195*  and  the  Alma.  Ga  . 
VOR  083*  radials:"  is  substituted  there- 
for. 

§  600. 1509       [  Amradment  I 

2.  In  the  text  of  J  600.1509   (28  PR 

1082)  "thence  to  the  INT  of  the  Savan- 
nah VOR  195*  and  the  Alma.  Oa..  VOR 
083°  radials:"  is  deleted  and  'thence  14- 
mile  wide  airway  to  the  INT  of  the  Sa- 
vannah VOR  195*  and  the  Alma.  Oa.. 
VOR  083*  radials  is  substituted  therefor. 

3.  Section  600.1669  (26  PR.  1090)  is 
amended  to  read: 

§  600.1669  VOR  Frdrral  sir%««y  No. 
1669  (Alma,  Ca.,  lo  Florrncf,  .S.C). 

Prom  the  Alma,  Ga..  VOR  10-mlle  wide 
airway  to  the  INT  of  the  Alma,  Oa.,  VOR 
035°  and  the  Savannah,  Oa..  VOR  274' 
radials:  thence  to  the  Allendale.  S.C. 
VOR:  thence  12-mlle  wide  airway  via 
INT  of  the  Allendale  VOR  058'  and  the 
Plorence.  S.C.  VOR  220'  radials  to  the 
Florence  VOR. 

4.  Section  600.1675  i26  PR  1090)  is 
amended  to  read : 

§  600.1675  VOR  Frdrral  airway  No. 
1675  (Charleston,  S.V..,  to  Spartan- 
borg,  S.C).  , 

Prom  the  Charleston.  S.C.  VOR  10- 
mile  wide  airway  via  the  INT  of  the 
Charleston  VOR  300'  and  the  Columbia. 
S.C.  VOR  153*  radials;  to  the  Columbia 
VOR:  thence  to  the  Spartanburg.  S.C. 
VOR. 

§  600.6037      [Amendment! 

5.  In  the  text  of  §  600.6037  (26  PR. 
10428)  "Savannah.  Oa..  VORTAC  via  the 


INT  of  the  Savannah  VORTAC  346*  and 
the  Allendale.  S.C  .  VOR  174*  radials: 
AUendale  VOR:  '  Is  deleted  and  "Savan- 
nah. Oa..  VORTAC  via  the  Allendale. 
S.C  .  VOR:  '  Is  substituted  therefor. 

These  amendments  shall  become  effec- 
tive 0001  est.  AprU  5.  1962 

(Sec    307(a).   72   SUt    749:    40    USC     1348) 

Issued  in  Washington.  D  C  .  on  Jan  23, 
1962 

Lie  E.  Warrbn, 
Acting  Director.  Air  Traffic  Service. 

|FR      Doc      62  963;     Piled,    Jan      30.     1063: 

8.45  am  I 


i  Alrapace  Docket  No  61-KC-36] 

PART  600 — DESIGNATION  OF 
FEDERAL  AIRWAYS 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Designation  of  Fadaral  Airwoys  and 
Associated  Control  Araas 

On  August  23.  1961,  a  notice  of  pro- 
posed rule  making  was  published  in  the 
PxoiKAL  Rioism  (26  P.R.  7838),  stating 
that  the  Pederal  Aviation  Agency  pro- 
posed to  designate  low  altitude  VOR  Ped- 
eral airway  No.  439  and  intermediate 
altitude  VOR  Pederal  airway  No.  1763 
from  Dickinson,  N.  Dak.,  to  Williston. 
N.  Dak.  It  was  also  stated  that  the  Ped- 
eral Aviation  Agency  proposed  to  desig- 
nate the  control  areas  associated  with 
Victor  439  to  extend  from  700  feet  above 
the  surface  to  the  base  of  the  continental 
control  area,  and  that  separate  actions 
would  be  initiated  to  implement  on  an 
area  basis  Amendment  60-21  to  Part  60 
of  the  Civil  Air  Regiilatlons. 

The  Air  Transport  Association  of 
America  concurred  with  the  proposed 
amendment.  The  Department  of  the 
Air  Porce  offered  no  objection.  No  other 
comments  were   received. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rules  herein  sulopted.  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25PJI.  12582) 
and  for  the  reasons  stated  in  the  Notice, 
the  following  actions  are  taken : 

1.  In  Part  600  (14  CPR  Part  600)  the 
following  sections  are  added : 

§  600.6439  VOR  Federal  airway  No.  439 
(Dickinson,  N.  Dak.,  to  Williston, 
N.  Dak.). 

Prom  the  Dickinson.  N.  Dak.,  VORTAC 
to  the  Williston,  N.  Dak..  VOR. 

§  600.1763  VOR  Federal  airway  No. 
1763  (Dickinson,  N.  Dak.,  to  Willis- 
ton, N.  Dak.). 

Prom  the  Dickinson,  N.  Dak.,  VOR  to 
the  Williston,  N.  Dak.,  VOR. 

2.  In  Part  601  (14  CPR  Part  601) 
the  following  section  is  added: 


Tuesday,  January  30,  1962 

§  601.6439  VOR  Federal  airway  No.  439 
coatrol  areas  (Dickinson,  N.  Dak., 
to  Williston,  N.  Dak.). 

All  of  VOR  Pederal  airway  No.  439. 
These  amendments  shall  become  effec- 
tive 0001  e.s.t.,  April  5. 1962. 
(Sec.  S07(B).  73  Stat.  749;    49  U.S.C.   1848) 
Issued  In  Washington,  D.C,  on  Jan- 
uary 24.  1962. 

D.  D.  Thomas. 
Director.  Air  Traffic  Service. 
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Jan      29,     1963; 


Title  1!KC0MMEIICE  AND 
FOUKN  TRADE 

Chapter  II — National  Bureau  of  Stand- 
ards,  Daportmant  ol  Co«imarca 

SUBCHArm   A— TIST   FH   SCMIDUUS 

PART  203— HEAT 
Resistance  Tharmomatars 

In  aocordanoe  with  the  prOfvisk>ns  of 
section  4  (a)  aod  (c)  of  tikt  Administra- 
tive Procedure  Act,  It  has  been  found 
that  notice  and  hearing  on  these  sched- 
ules of  fees  are  unneeessary  for  the  rea- 
son that  such  procedures,  because  of  the 
nature  of  these  rules,  serve  no  useful 
purpose.  This  amendment  is  effective 
from  the  date  of  publication  In  the 
Pedkkal  RxGiSTia. 

1.  Part  aOS  is  amended  by  the  addltton 
of  a  new  item  (h)  to  I  a03.103  RetiMtanoe 
thermometert  to  read  as  follows: 


iaoe.1 

SeetlOlU  800.1  to  800.6  describe  the 
Department  ct  the  Air  Porce  Seal,  pre- 
scribe Its  use,  and  tell  when  the  Seal 
may  be  reproduced  in  whole  or  in  part. 

§  800.2      Description  of  the  seal. 

The  Air  Force  Seal,  established  by  Ex- 
ecutive Order  0902,  November  1.  1947, 
is  the  impronion  used  on  official  docu- 
ments and  records  of  the  Department  of 
the  Air  Force. 

(a)  The  Coat  of  Arms,  in  the  center 
portion  of  the  Seal,  consists  of  two^ 
components: 

(1)  me  Crest  Includes  the  eagle,  cloud 
formation,  and  heraldic  wreath.  The 
American  bald  csgle  symbolizes  the 
United  Statea  and  its  airpower;  the 
wreath  beneath  the  eagle,  composed  of 
she  altermte  folds  of  metal  and  color, 
rcpcatn  the  principal  metal  and  cok)r 
used  in  the  Shield,  white  (representing 
silver)  and  light  blue.  The  cloud  forma- 
tion behind  tfae  eagle  depicts  the  crea- 
tion of  a  new  firmament — the  Depart- 
ment of  the  Air  Force. 

(2)  Tbe  Shidd.  Immediately  below  the 
eagle.  Is  divided  horiaantaUy  into  two 
parts  hy  a  nebuly  line  representing 
clouds.  The  top  portion  of  the  shieki 
bean  the  bermUie  thvmderbolt,  which 
portiajs  rtrtktnc  power  through  the 
medtinn  of  acroapaoe. 

(b)  Tbe  19  tf»f4r«^«ng  stars  represent 
tbe  original  13  colonies. 

(c)  R**— »*  tauaenia  beneath  the 
shield  indicate  194T.  tbe  year  the  De- 

td  tbe  Air  Force  was  estab- 


Itm 


•313  laih 


Deseription 


Ciiivsiiie-tyiie  plaUnum  rcsL-aance 
thrrmaaietM*— tnsunUoK  tUs 
type  of  tbermomcUr  ior  test 
under  ttetn  3B0.t<B  •  or  b.  Not 
mppMesblf  la  Men  30B.iaSd....... 


Fee 


SIOOO 


(Sec.  9.  31  Stat.  1460.  as  amended;  16  UBjC. 
277.  InterpreU  or  applies  sec.  7.  70  Stat. 
959;  16U.S.C.275a)  » 

A.  V.  Asmr. 
Director. 

|FR     Doc.    <a-t76:     Filed.    Jan.    29.    1962; 

8:47  a.m.] 


Title  32— NATIOIiAL  DEFENSE 

Chapter  VII — Daportmant  of  the  Air 
Force 

SUSCHAmi  A— AID  OF  OVR  AUTHOIITIES 
AND   HMLK  ULATIONS 

PART  800— OEf ARTMENT  OF  THE 
AIR  FORCE  SEAl 

Part  800  is  revised  to  read  as  follows: 

Sec.  I 

800  1  Purpose.  | 

800  2  Deaciiptlon  of  the  seal . 

800.3  Use  of  tbe  seal. 

800.4  Coat  of  anns.  1 

800.5  Official  drawln^i.  f 

800.6  Headquarters  USAF  responsibilities. 

AuTHoani:  II  aoci  to  WOje  Issoed  under 
sec  8012. 70A  SUt.  488;  10  UJS.C.  8012. 
Soubck:  AFR  11-10.  June  17.  I860. 

No.   20 2 


(d)  Tbe  band  mcirclins  the  whdte 
rtrrign  bean  tbe  inscription  "Department 
o(  tbe  Air  Force"  and  "United  States  of 


(e)  The  oOeial  Air  Force  colors. 
uttnauurine  blue  and  golden  j^iow,  arc 
used  in  tbe  SeaL  Ultramarine  blue  is 
uaed  for  tbe  circular  badEground  of  the 
Saal«  wbile  ttie  upp«r  part  of  the  Shield 
of  the  Coat  at  Anns  is  Ught  blue,  repre- 
senting tbe  sky.  The  lower  part  of  the 
shield  Is  white,  representing  the  heraldic 
metal  silver.  The  thunderbolt  is  golden 
jrdkm  wttb  flaneB  in  natural  cokxr.  Al- 
ternate twtBts  of  white  and  light  bhie 
moke  up  tbe  wreath  of  the  crest;  the 
eagle  and  doud  are  in  tbetr  natural  eol- 
ofs.  Tbe  IS  stars  are  white,  and  the 
Pt"—-  nuaerals  gidden  yellow.  White, 
edged  in  foiden  irtUow  with  blade  letters. 
is  used  on  tbe  enetrdlni^  band. 

8  8003     UseofdiescaL 

(a)  OmeM  policy.  Use  of  the  Seal  or 
any  part  tberaof  is  permitted  only  as 
autboriaed  bereln.  or  as  approved  by  the 
Department  of  tbe  Air  Force  in  specific 
«TM«tmTw^pii  Falsely  making,  forging, 
counterfeiting,  mntUating.  or  altering 
the  Seal,  or  knowingly  using  or  possess- 
ing with  fraudulent  Intoit  anj^  such 
alteied  Seal,  is  punishable  by  law  (62 
Stat  T14;  18  UJ3.C.  508) . 

(b)  Authoriaed  ases.  The  Seal  or  any 
part  thereof,  in  black  and  white,  color. 
monocbrome  leproduetlon,  irfetorial,  or 
sculptured  rdlef.  may  be  used  as  follows: 

(1)  Ifbtlotx  pictures  and  television:  In 
Air  Force-api»roved  training  films,  public 
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relations  films,  and  official  USAF  mo- 
tion picture  and  television  programs. 

(2)  Memorials  and  monuments:  Those 
erected  by  the  Department  of  the  Air 
R>rce  or  for  which  both  the  purpose  and 
design  are  specifically  improved  by  Head- 
quarters USAF. 

(3)  Display:  With  any  official  Air 
Force  exhibit. 

(4)  Wall  plaques:  By  moiseums.  mili- 
tary societies,  and  governmental  institu- 
tions, when  specifically  approved  by 
Headquarters  USAF. 

NoTz:  When  use  of  tbe  entire  Seal  or  any~ 
part  thereof  is  desired  and  tbe  specific  case 
is  not  covered  In  11800.1  to  800.6.  request 
for  approval  will  be  forwarded  tbroo^ 
channels  to  Hq  USAF  ( AFPMP-12-C) .  Warti- 
ington  25,  D.C. 

(c)  Unauthorized  uses.  The  Seal  will 
not  be  used: 

( 1 )  On  souvenir  or  novelty  items  of  an 
expendable  nature. 

(2)  On  printed  matter  reproduced  or 
procured  by  an  Air  Force  activity,  except 
as  provided  in  paragraph  (b)  <i)  of  this 
section. 

(3)  On  toys  cu-  commocial  gifts  and 
premiums. 

(4)  As  a  letterhead  design  on  sta- 
tionery.   

(5)  On  menus,  matehboolc  cofera. 
sugar  envelcH;>es,  calendars,  and  similar 
itons. 

(6)  To  adorn  civilian  clothing. 

(7)  On  membership  cards  of  military 
or  quasi-military  clubs,  societies,  ete. 

(8)  On  athletic  ckithlng  and  equip- 
ment. 

(9)  On  any  article  which  may  dis- 
credit the  Seal  or  reflect  unfavarably 
upon  the  Department  of  the  Air  Vtorce. 

(10)  In  any  ^mnnmr  which  impUes  Air 
Force  indorsement  of  commercial  prod- 
ucts or  services. 

(11)  On  commercial  or  private  printed 

matter. 

§  800.4     Coal  ot  arwm. 

Authorized  uses  of  the  Coat  of  Arms 
are  given  below: 

(a)  Coat  of  Arms,  with  or  witbout  en- 
circling stars,  in  black  and  vbite.  color, 
monochrome  reproduction,  pictorial  or 
sculptured  relief,  may  be  ueed  for  orna- 
mentation, for  nonofltdal  use.  on  articles 
of  jewelry,  such  as  watches,  rings,  tie 
clasps,  cuff  links,  bracelets,  cigarette 
lighters,  and  similar  articles  where  use 
of  the  Coat  of  Arms  Is  In  good  taste  and 
appropriate  to  the  occasion. 


Han:  Use  of  tlie  Coat  of  Ansa  ta  Instances 
mentioned  In  pan^^apli  (a)  of  this  section 
must  be  specifically  approved  by  Hq  USAF 
(AFPMP-12-C).  Washington  ».  IXC  WlMn 
Headquarters  USAF  apFeowes  use  of  tbe  CSoat 
of  Arms  for  nonofficlal  purposes.  It  wlU  do 
so  only  wltb  tbe  understanding  tbat  sucb 
iHagc  In  no  way  raascta  Atar  Force  cndora*- 
ment  at  tlw  product  lu vulvae. 

(b)  Coat  of  Arms  without  encircling 
stars,  in  black  and  white,  color,  mono- 
chrome reproduction,  pictorial,  or  sctilp- 
tnred  relief ,  may  be  ueed  far  oniamenta- 
tion  by  USAF  military  peraonnd,  taebid- 
ing  members  of  the  Reserve  cauipMKnts 
and  USAF  retired  pcnonnel,  as  follows: 

(1)  For  display  on  personal  stationery 
or  framing  for  dbssAaj  in  the  home  as  a 
painting  or  a  wall  idaque. 


M»K«    A^M    Mer*!!!  ari/^sjc 
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(2)  rar  wtta  on  ciTllIan  jacket*  or 
biaaers  of  oonsenratlTe  color. 

Kan:  Altbaagti  BMdquartan  USAP  ap- 
pnwl  U  not  raqulnd  f or  um  of  th«  Oo»t  of 
Anns  wltboat  •netnaing  stan  In  the  easM 
BMntkMMd  In  paracrapb  (*>)  of  ^^^  Mctton. 
Air  Fore*  p<r»onn«l  ar*  rwnlndad  tbat  It  to 
tb*  obUfatlon  ot  aaeli  m«nb«r  to  protect  the 
rtiyaity  at  tlM  Air  Foroa  Ooat  of  Anns  by  In- 
surliv  tbat  Its  dlspliv  to  In  good  taste  and  to 
apprsprtata  to  the  oeetmUm. 

I  tOO^     OScial  drawiiMPk 

OflleiAl  drawln«8  of  the  Seal  or  any 
part  thereof  required  for  reproduction 
porpoaes  may  be  obtained  through  chan- 
neto  from  Hq  X7SAP  (AFCAS-50) .  Wash- 
Incton  25.  D.C.  The  request  will  be  ac- 
companied Iqr  a  complete  Justlflcatkxi. 

I  tOO.6     Headquarters     USAF     responsi- 
biUtica. 

(a)  The  Admlnlatrative  Anlstant,  Of- 
fice of  the  Secretary  of  the  Air  Force,  Is 
the  custodian  of  the  Air  Force  Seal,  and 
la  aolely  responsible  for  apiMrovlnff  use 
at  Its  Impression  on  ofBclal  departmental 
docummts  and  records. 

(b)  The  Deputy  Chief  of  Staff.  Per- 
sonnel, is  reqwnslble  for  approylns  use 
of  facsimiles  of  the  Seal,  or  portions 
thereof,  on  <»^ri|p>«*.  flags,  medals,  and 
rimfiAr  items.  He  is  also  responsible  for 
a<rth4W^«*"g  such  other  uses  of  tiemmts 
of  the  Seal  as  Air  Force  organizations. 
dTillan  groups,  and  industry  may 
request. 


RULES  AND  REGULATIONS 

are  of  rules  of  agency  procedure  and  not 
sutwtantiye  rules,  neither  public  pro- 
cedure nor  further  delay  in  effective  date 
is  iMTOvlded. 

Signed  at  Washlngtcm.  DC,  this  24th 
day  of  January  1962. 

ROBBIT   C.    OOOOWIN. 

Director.  Bureau  of 
Emplovrnent  Security. 

irst.   Doc.   ea-oea:    pued.   Jan.   as.    loea; 

8:44  a.m.) 


By  order  of  the  Secretary  of  the  Air 

Force. 

CasaoLL  W.  Kmllkt, 
Lt.    Colonel.    U.S.    Air    Force. 
Chief.      Special      Activities 
Ortmp.  Office  of  The  Judge 
Advocate  Qeneral. 

IPA.    Doc    «S-T4g:    VUed.    Jan.    39.    IMS; 
8:45  ajn.] 


Title  20— EMPLOYEES'  BENEFITS 

Chaplvr  V— Bureau   off   Employtnent 
Socurity,  Doporlmont  of  Lobor 

PAIT  612— tEGULATIONS  TO  IMPLE- 
MINT  THE  MEXICAN  LABOR  PRO- 
GRAM 

Dolofion 

Bffeettre  FMuruary  1.  1962.  Part  612 
of  Title  20.  Code  of  Federal  Regulations, 
is  herebr  deleted.   Because  the  deletions 


ntle  49— TRANSP0RTATI8N 

Choptor  I — Interstate  Commerce 
Commission 

SUtCHArTHI  I — CAItlilS  lY  MOTOI  ViHICLiS 

PART  205— REPORTS  OF  MOTOR 
CARRIERS 

Motor  Carrier  Annual  Report  Form  A 
(Class  I   Carriers  off  Property) 

At  a  session  ot  the  Interstate  Com- 
merce Commission.  IMylsion  2,  held  at 
its  office  in  Washington.  D.C.,  on  the  17th 
day  of  January  A.D.  1962. 

The  matter  of  annual  reports  of  Class 
I  motor  carriers  of  property  being  under 
further  consideration,  and  the  changes 
to  be  made  by  this  order  being  minor 
changes  in  the  data  to  be  furnished,  rule- 
making procedures  under  section  4(a) 
of  the  Administrative  Procedure  Act,  5 
U.S.C.  1003.  being  deemed  unnecessary: 

It  is  ordered.  That  I  206.1  of  the  order 
of  December  9.  1960,  in  the  matter  of 
Motor  Carrier  Annual  Report  Form  A 
(Class  I  (Carriers  of  Property),  be,  and 
it  is  hereby,  modified  and  amended  with 
respect  to  annual  reports  for  the  year 
ended  December  31. 1961.  and  subsequent 
years,  to  read  as  shown  below.  

It  is  further  orders.  That  49  CPR 
205.1  be,  and  is  hereby,  modified  and 
amended  to  read  as  follows : 

§  205.1      Annual  reports  of  CIsm  I  rar- 
riers  of  property. 

Commoicing  with  reports  for  the  jrear 
ended  December  31. 1961,  and  thereafter, 
imtll  further  order,  all  CHass  I  motor  car- 
riers of  propwty.  as  described  In 
1 182.01-1.  Til.  of  this  chapter,  carriers 
with  average  annual  gross  operating 
revenues  (including  interstate  and  in- 
trastate) of  $1^)00.000  or  more,  from 
property  motor  carrier  operations,  are 
required  to  file  annual  reports  in  accord- 
ance with  Motor  Carrier  Annual  Report 
I^>rm  A  (Property) .  which  is  attached  to 
and  made  a  part  of  this  section.'  Such 
annual  report  shall  be  filed  in  duplicate 
in  the  Bureau  of  Transport  Economics 
and  Statistics.  Interstate  Commerce 
Commission.  Washington  25.  DC.  on  or 
before  March  31  of  the  year  following 
the  ySar  to  which  It  relates. 

(8«c.  a04.  49  Stat.  MS.  as  amended:  40  V3.C 
304.  IntMTwet  or  apply  sec.  230.  49  SUt. 
003.  as  amended:  49  U.S.C.  330) 

It  is  further  ordered.  That  copies  of 
this  order  and  of  Motor  Carrier  Annual 
RepcMt    Form    A    (Property)    shall    be 


served  on  all  Class  I  motor  carriers  of 
property  subject  to  its  provisions,  and 
upon  every  trustee,  receiver,  executor, 
administrator,  or  assignee  of  any  such 
motor  carrier,  and  that  notice  of  this 
order  shall  be  given  to  the  general  public 
by  depositing  a  copy  in  the  office  of  the 
Secretary  of  the  Commission  in  Wash- 
ington, DC,  and  by  filing  it  with  the 
Director,  Office  of  the  Federal  Register. 

By  the  CommLsslon,  Division  2. 

(SEAL)  HASOLD    D.    McCOT. 

Secretary. 

\r.R.    Doc     6a-9e8:     rued.    Jan.     29.    19«a: 
8:4e  ajn.j 

Title  50— WLDUFE  AND 
FISHERIES 

Chapter  I — Bureau  off  Sport  Fishories 
and  Wildliffe,  Fish  and  Wildliffe 
Sorvice,  Department  off  tho  Intorior 

SUlCMAPni  a— MUNTINO  AND  K>SSESSION  OF 
WIUNJFE 

PART  12— AREAS  CLOSED 
TO  HUNTING 

Certain  Lands  and  Waters  Within  and 
Adfacent  to  Back  Bay  National 
Wildffffe  Reffuge,  Virginia 

Correction 

In  F.R.  Doc.  62-115,  appearing  at  page 
104  of  the  issue  for  Friday,  January  6. 
1962.  the  following  corrections  are  made 
in  the  land  description : 

1.  Immediately  following  the  first 
occurrence  of  the  name  "Ragged  Is- 
land", the  text  should  read  "thence  N. 
70*56'  W..  •  •  •"  Instead  of  "thence  E. 
70*56'  W.    *   *   ***• 

2.  Immediately  following  the  first  oc- 
currence of  tt^e  name  "Haul  Over  Island", 
the  text  should  read  "thence  N.  9*26' 

E.. instead  of  "thence  W.  9*26' 

E..   •    •    •" 

Title  36— PARKS.  FORESTS, 
AND  MEMORIALS 

Chapter  I — National  Park  Sorvico, 
Dopartmont  off  tho  Intorior 

PART  3— NATIONAL  CAPITAL 
PARKS  REGULATIONS 


>  Worm,  filed  as  part  of  orlflnal  document. 


Areas  in  Which  Parades  and  Public 
Gatherings  Are  Prohibitod 

Notice  is  hereby  given  that  pursuant 
to  the  authority  vested  in  the  Secretary 
of  the  Interior  by  section  3  of  the  Act 
of  August  25,  1916  (39  Stat.  535;  16 
VS.C.  3) ,  I  3.22  of  "nUe  36,  Code  of  Fed- 
eral Regiilations,  Is  amended  as  set  forth 
below.  The  purpose  of  the  amendment 
Is  to  close  East  ETxecutlve  Avenue  to 
parades  and  public  gatherings  so  that 
this  means  of  access  to  the  White  House 
and  Treasury  Building  will  be  open  at 
all  times. 

It  Is  the  policy  of  the  Etepartment  of 
the  Interior,  whenever  practicable,  to 
afford  the  public  an  opportunity  to  par- 
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tlclpate  in  tha  rule-malung  process. 
Hovew.  beoMitt  East  Executive  Avenue 
is  a  oompanUvdy  narrow  and  busy 
thoroughfare  and  is  used  as  an  access 
way  for  entry  to  the  White  House  for 
all  public  tours,  it  is  determined  that 
the  use  of  the  street  for  other  or  addi- 
tional public  gi^erings  should  be  re- 
stricted as  bdng  contrary  to  the  best 
interest  of  the  general  pviblic.  Acc<H-d- 
ii*giy,  th*a  amoMbnent  shall  become 
effective  upon  publication  in  the  Fed- 
eral RBGISTn. 

Paragraph  (j )  of  §  3.22  is  amended  to 
read  as  follows: 
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m  which  parailes  and  pub- 
prohibited. 


3.22 
lie 


(j)   East,  West,  and  South  Executive 

Avenues. 

Stewart  L.  Udall, 

Secretary  of  the  Interior. 

January  23, 1962. 

|FR.    Doc.    «a-«61;     FUed,    Jan.    29,     1962; 
8:40  ajn.] 
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Proposed  Rule  Making 


KPARmENT  OF  THE  TREASURY 

liit«moi  i«v«fliw«  S«rvic« 
I  26  CFI  Port  295  1 

REMOVAL  OF  TOBACCO  PRODUCTS 
AND  aOARETTE  PAPERS  AND 
TUtES,  WITHOUT  PAYMENT  OF 
TAX,  FOR  USE  OF  THE  UNITED 
STATES 
HoHcm  el  Proposed  Rwlo  Making 

NoUee  U  hereby  gtren.  pursuant  to  the 
Admlnlatrattre  Procedure  Act.  epprored 
Juno  11.  1M6.  thmt  the  regulations  set 
forth  In  tentathre  form  bdow  are  pro- 
poeed  to  be  prescribed  by  the  Commls- 
sloaer  of  mtemal  Rerenue.  with  the  ap- 
proval at  the  Secretary  of  the  Treasury 
or  his  ddefate.  Prior  to  the  final  adop- 
tion of  such  regulations,  consideration 
win  be  given  to  any  eomments  or  sug- 
gesttoiii  pertaining  thereto  which  are 
yq^fi*«fet^  In  writing,  In  duplicate,  to  the 
Diroelor.  Aleohol  and  TDbeoeo  Tax  Di- 
vision. Internal  Revenue  Bervlee.  Wash- 
incton  as.  D.C..  wtthM  the  period  of  SO 
days  from  the  date  of  publication  of  this 
notiee  in  the  PBoul  Raomn.  Any 
person  submitting  written  comments  or 
suggestions  who  desires  an  opportunity 
to  i*?-*-»— «*  orally  at  a  pubUe  hearing  on 
thasii  proposed  regulations  should  sub- 
mit hie  requeet.  In  writing,  to  the  Di- 
reetor  wtthm  the  10-day  period.  In  such 
a  case,  a  publle  hearing  will  be  held,  and 
notiee  of  the  time,  place,  and  date  wlU 
be  pubilihed  in  a  subsequent  Issue  of  the 
ftHKAi.  RaaonBi.  TbtB  propoeed  regula- 
tions are  to  be  Issued  under  the  author- 
ity i^^*^«»^'>H  In  section  7806  of  the  In- 
ternal Revenue  Code  oi  19M  (68A  Stat. 

»i7:  aeuB-C.  7006). 


[SBAL]  MOKTIlin  M.   CAFLn. 

Commissiofier  of  Internal  Revenue. 

Preamble.  1.  The  regulatlMU  In  this 
part  ahaU  supersede  the  1965  edition  ot 
Part  395  of  this  Chapter  as  ameriHed  by 
TJ>.  6379.  effecUve  July  1.  1959.  azul  are 
promulgated  in  order  to  Implement  the 
Internal  Revenue  Code  of  1954.  as 
»wmwiH<mI  \gf  the  Kzclae  Tax  Technical 
Cbanges  Act  of  1960  (PubUc  Law  85-859. 
TaStak  1J75). 

2.  niese  regulations  shall  not  affect 
any  act  done,  or  any  liability  or  right 
aocruing  or  accrued,  w  any  suit  or  pro- 
ceeding had  or  commenced,  before  the 
effective  date  of  these  regulations. 


bm. 


A — Sc*p«  •#  lafwicHant 


ot  tobaooo  producU  and 
etgaratt*  papen  and  tubes,  wlth- 
oat  psyment  ot  tax.  for  lue  of  the 
United  SUtea. 


i»0.U    li— ntng  a<  tarma. 

*9  fravitiant 


i§§M    Attaraata  matlXMla  or  prooadiirea. 
1M.32    ftnargancy  varlattona  from  requlre- 
manta. 
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Sac. 

396.23     Authority  ot  Intarnal  revenue  oOcere 
to  enter  premlaea. 

396.34  Intarferanoa  with  admlnUtratlon. 

396.35  Unlawful    ptirchaaa.    receipt,    poeaea- 

alon.  or  aale  of  tobacco  products  or 
cigarette  papers  or  tubes,  after 
removal. 

Swfc^rt  D— lemevolt 

39S31  RestrlcUona. 

396 .S3  Under  manufacturer's  bond 

306.33  Return  of  shipment  to  factory. 

396.34  Loas  or  shortage  In  shipment 
396J6  UabUlty  for  tax. 

396  Se     Payment  of  tax. 
396  37     Asseaament. 

Swhfrt  I     Pacfcagiwt  le^wireMienH 

396.41  Paekagaa. 

396.43  Mark  for  packagea  of  tobacco  prod- 
ucta. 

396.43  NoUoa  for  manufactured  tobacco 

396.44  Nottea  for  cigars. 
396.46  Notice  for  dgarettea. 
396.46  Tax-exempt  Ubel. 

Sebpart  F     Secerd* 

396.61     Supporting  record. 

AoTSoanr:  II  a»».l  to  396.61  are  laaued 
iwder  authority  ot  aaetlon  7806.  68A  Stat. 
917:  30  U.8.C.  7806.  AddlUonal  authority 
la  cited  In  parentheaea  following  the  sections 
affected. 

Subport  A — Scope  of  Resulotiont 

I  295.1  Remoral  of  lokarco  products 
and  cigarette  papers  and  lubes,  witli- 
out  payment  of  Ux,  for  use  of  the 
United  Sutca. 

This  part  contains  the  regulations  re- 
lating to  the  removal  of  tobacco  products 
and  cigarette  papers  and  tubes,  without 
payment  of  tax,  for  use  of  the  United 
States. 

Subport  ^^-Oeflnittons 

§  295. 1 1      Meaning  of  terms. 

When  used  In  this  part  and  in  forms 
prescribed  under  this  part,  where  not 
otherwise  distinctly  expressed  or  mani- 
festly incompatible  with  the  intent 
thereof,  each  of  the  following  terms  shall 
have  the  memlng  ascribed  in  this  sec- 
tion. Words  in  the  plural  form  shall  in- 
clude the  singular,  and  words  in  the 
singular  form  shall  include  the  plural, 
and  words  importing  the  masculine  gen- 
der shall  include  the  feminine.  The 
terms  "includes"  and  "including"  do  not 
exclude  things  not  enumerated  which  are 
in  the  same  general  class. 

Armed  forces.  The  Army.  Navy  (in- 
cluding the  Marine  Corps*.  Air  Force, 
and  Coast  Ouard. 

Assistant  regional  commissioner.  An 
assistant  regional  commissioner  (alco- 
hol and  tobacco  tax)  who  is  responsible 
to.  and  fimctions  under  the  direction 
and  supervision  of.  a  regional  commis- 
sioner. 

Charge  of  the  United  States  A  pa- 
tient in  a  hospital  or  similar  institution, 
or  a  Federal  prisoner,  if  the  hospital, 
institution,  or  prison  is  operated  by  a 
Federal  agency  and  the  support  or  care 
of  such  person  results  in  a  charge  on. 


or  an   expense   to.   the  United   States 
Oovemment. 

Cigar.  Any  roll  of  tobacco  wrapped 
in  tobacco. 

Cigarette.  Any  roll  of  tobacco, 
wrapped  in  paper  or  any  substance  other 
than  tobacco. 

Cigarette  paper.  Paper,  or  any  other 
material  except  tobacco,  prepared  for 
use  as  a  cigarette  wrapper. 

Cigarette  papers.  Taxable  books  or 
seta  of  cigarette  papers,  i.e.,  books  or 
seta  of  cigarette  papers  containing  more 
than  25  papers  each. 

Cigarette  tube.  Cigarette  paper  made 
into  a  hollow  cylinder  for  use  in  making 
cigarettes. 

Commissioner.  The  Commissioner  of 
Internal  Revenue. 

Director.  The  Director,  Alcohol  and 
Tobacco  Tax  Division.  Internal  Revenue 
Service,  Washington,  D.C. 

District  director.  A  district  director 
of  Internal  revenue. 

FeiUral  agencv-  A  department  or 
agency  of  the  United  States  Government, 
including  the  American  National  Red 
Cross,  and  the  U.S.  Soldiers  Home, 
Washington.  D.C. 

Factory.  The  premises  of  a  manu- 
facturer of  tobacco  producta  or  ciga- 
rette papers  and  tubes  in  which  he  car- 
ries on  such  business. 

Internal  revenue  officer.  An  officer  or 
employee  of  the  Internal  Revenue  Serv- 
ice duly  authorised  to  perform  any  func- 
tion relating  to  the  administration  or 
enforcement  of  this  part. 

I.R.C.  The  Internal  Revenue  Code  of 
1954.  as  amended. 

Large  cigarettes.  Cigarettes  weighing 
more  than  three  pounds  per  thousand. 

Large  cigars.  Cigars  weighing  more 
than  three  pounds  per  thousand. 

Manufactured  tobacco.  Tobacco 
(other  than  cigars  and  cigarettes)  pre- 
pared, processed,  manipulated,  or  pack- 
aged, for  removal,  or  merely  removed, 
for  consumption  by  smoking  or  for  use 
in  the  mouth  or  nose,  and  any  tobacco 
(other  than  cigars  and  cigarettes),  not 
exempt  from  tax  under  Chapter  52, 
I.RC.  sold  or  delivered  to  any  person 
contrary  to  the  provisions  of  such  chap- 
ter or  regiilations  thereunder. 

Manufacturer  of  cigarette  papers  and 
tubes.  Any  person  who  makes  up  ciga- 
rette paper  into  books  or  seta  containing 
more  than  25  papers  each,  or  into  tubes, 
except  for  his  own  personal  use  or 
consumption. 

Manufacturer  of  tobacco  products. 
Any  person  who  manufaotures  cigars  or 
cigarettes,  or  who  prepares,  processes, 
manipulates,  or  packages,  for  removal, 
or  merely  removes,  tobacco  (other  than 
cigars  and  cigarettes)  for  consumption 
by  smoking  or  for  use  in  the  mouth  or 
nose,  or  who  sells  or  delivers  any  tobacco 
(Other  than  cigars  and  cigarettes)  con- 
trary to  the  provisions  of  Chapter  52, 
I.R.C.  or  regulations  thereunder.  The 
term  "manufacturer  of  tobacco  prod- 
ucts" shall  not  include  (a)  a  person  who 
in  any  manner  prepares  tobacco,  or  pro- 
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duces  cigars  or  cigarettes,  solely  for  his 
own  per^nal  consumption  or  use;  (b) 
a  proprietor  of  a  customs  bonded  manu- 
facturing warehouse  with  respect  to  the 
operati^  of  such  warehouse;  (c)  a 
farmer  or  grower  of  tobacco  with  respect 
to  the  sale  of  leaf  tobacco  of  his  own 
growth  or  raising.  If  it  is  in  the  cdhdition 
as  cured  on  the  farm;  or  (d)  a  bona  fide 
association  of  farmers  or  growers  of 
tobacco  with  respect  to  sales  of  leaf  to- 
bacco grown  by  farmer  or  grower  mem- 
bers, if  the  tobacco  so  sold  is  In  the 
condition  as  cured  on  the  farm,  and  if 
the  association  maintains  records  of  all 
leaf  tobacco,  acquired  or  received  and 
sold  or  otherwise  disposed  of,  in  accord- 
ance with  Part  280  of  this  chapter. 

Package.  The  container  in  which  to- 
bacco producta  or  cigarette  papers  or 
tubes  are  put  up  by  the  manufacturer 
and  offered  for  sale  or  delivery  to  the 
consumer. 

Person.  An  individual,  partnership, 
association,  company,  corporation,  es- 
tate, or  trust. 

Region .    An  internal  revenue  region: 

Regional  commissioner.  A  regional 
commissioner  of  internal  revenue. 

Removal  or  remove.  The  removal  of 
tobacco  producta  or  cigarette  papers  or 
tubes  from  the  factory. 

Small  cigarettes.  Cigarettes  weighing 
not  more  than  thr^  pounds  per 
thousand. 

SmaU  cigars.  Cigars  weighing  not 
more' than  three  pounds  per  thousand. 

This  chapter.  Chapter  I.  Tltte  26. 
Code  of  Federal  Regulations. 

Tobacco  products.  Manufactured  to- 
bacco, cigars,  and  cigarettes. 

United  States.  When  used  In  a  geo- 
graphical sense  shall  Include  only  the 
States  and  the  District  ot  OolumUa. 

U.S.C.    The  United  States  Code. 

Subpart  C — Administrative 
Provisions 

§  295.21      Ahemate    mrthoda    or    proce- 
dnrc*. 

A  manufacturer,  on  specific  approval 
by  the  Director  as  provided  In  this  sec- 
tion, may  use  an  alternate  method  or 
procedure  In  lien  of  a  method  or  pro- 
cedure speciflcaUy  prescribed  in  this 
part.  The  Director  may  approve  an 
alternate  method  or  procedure,  subject  to 
stated  conditions,  when  he  finds  that: 

<a)  Good  cause  has  been  shown  for 
the  use  of  the  alternate  metiKxi  or  pro- 
cedure. 

(b)  The  alternate  method  or  pro- 
cedure Is  within  the  purpooe  of,  and 
consistent  with  the  effect  intended  by, 
the  specifically  prescribed  method  or 
procedure,  and  affords  equivalent  se- 
curity to  the  revenue,  and 

(c)  The  alternate  method  or  pro- 
cedure will  not  be  contrary  to  any  pro- 
vision of  law,  and  will  not  result  in  an 
increase  in  cost  to  the  Government  or 
hinder  the  effective  administration  of 
this  part.  j 

No  alternate  method  or  procedure  fdat- 
ing  to  the  giving  of  any  bond  or  to  ttie 
assessment,  payment,  w  ebUeetloii  of 
tax,  shall  be  authorised  under  this  sec- 
tion.   Where  a  manufacturer  desires  to 
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employ  an  alternate  method  or  pro- 
eediae.  he  ahall  aobmlt  a  written  ap- 
pUeattan  to  da  «>.  in  triplicate,  to  the 
f —*■*«»»*  .ragianal  eommlesioner  for 
tnuumittal  to  the  Director.  The  ap- 
pUeatkm  dwil  mwdflcally  describe  the 
propoaed  alternate  method  or  procedure. 
and  ihaU  get  forth  the  reasons  therefor. 
Alternate  »nt'M*"^«  or  procedures  shall 
not  be  employed  until  the  appllcatkHi 
has  been  approved  by  the  Director.  The 
manufacturer  shall,  during  the  period 
of  authorlMttion  of  an  alternate  method 
or  procedure,  comply  with  the  terms  of 
the  approved  application.  Authoriza- 
tion for  any  alternate  method  or  pro- 
cedure may  be  withdrawn  whenever  in 
the  Judgment  of  the  Director  the  revenue 
is  Jeopardized  or  the  effective  admin- 
istration of  this  part  is  hindered.  The 
manufacturer  shall  retain,  as  part  of  his 
records,  any  authorization  of  the  Direc- 
tor uzider  this  section  for  three  years 
following  the  cioee  of  the  calendar  year 
In  which  the  operati<m  under  such  au- 
thoriiatien  is  concluded. 

f  295.SS     Emergency     Tariations      from 


Tlie  Director  may  approve  methods  of 
operation  other  than  as  specified  In  this 
part,  where  be  finds  that  an  emergency 
exists  ipd  the  proposed  variations  from 
the  vedfied  requlrementa  are  necessary, 
and  the  prtsraaed  variatloiu : 

(a)  Win  afford  the  security  and  pro- 
tection to  the  revenue  Intended  by  the 
prescribed  vedflcations, 

(b)  Will  net  lalnder  the  effective  ad- 
ministration of  this  part,  and 

(c)  Win  not  be  contrary  to  any  pro- 
vision of  law.  . 

Variations  from  requlrementa  granted 
under  this  •eetlon  are  c<mditioned  on 
compliance  idth  the  procedures,  condi- 
tions, and  Umitatiotts  set  forth  in  the  ap- 
proval of  the  application.  TWlure  to 
oomply  in  good  faith  with  such  pro- 
eeduies.  eondtttona.  and  limitations  sfaaU 
autonatieaily  terminate  the  authority 
for  such  variations  and  the  manufac- 
turer thereupon  shaU  fully  comiriy  with 
the  preserilMd  requlrementa  of  regula- 
tions from  wtiieh  the  variatioDS  were  au- 
thorlaed.  Anthorlty  for  any  variations 
■lay  be  wttiidrawn  whatever  in  the 
Judgment  of  the  Director  the  revenue  Is 
Jeopardised  or  the  effective  administra- 
tion of  this  part  is  hindered  by  the  con- 
twmmtitmt  of  gueh  variation.  Where  a 
manvfMturer  desires  to  onidoy  such 
variation,  he  sliaU  submit  a  written  slp- 
pUpation  to  do  so.  in  triplicate,  to  the 
assistant  regional  commissioner  for 
transmittal  to  the  Director.  The  appli- 
cation shaU  describe  the  proposed  varia- 
tions and  set  forth  the  reasons  therefor. 
Variations  shaU  not  be  employed  until 
the  appUcatton  has  been  amvoved.  The 
manufacturer  shaU  retain,  as  part  of  his 
reeords.  any  authorization  of  the  Direc- 
tor under  this  section  for  three  years 
fOOovtaac  the  eloae  of  the  calendar  year 
In  wideh  ttie  operation  tmder  such  au- 
1  Is  eonduded. 
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bacco  producta  or  cigarette  papers  or 
tubes  removed  under  this  part  are  kept, 
so  far  as  it  may  be  necessary  for  the 
purpose  of  e''»*"<"<"g  such  articles. 
When  such  premises  are  open  at  night, 
any  internal  revenue  officer  may  enter 
them,  while  so  open,  in  the  performance 
of  his  official  duties.  The  owner  of  such 
premises,  or  person  having  the  superin- 
tendence of  the  same,  who  refuses  to 
admit  any  internal  revenue  officer  or 
permit  him  to  examine  the  articles  re- 
moved under  this  part  shall  be  liable  to 
the  penalties  prescribed  by  law  for  the 
offense. 

(68A  Stat..  872.  903;  26  U.S.C.  7342.  7806) 

§  295.24      Interference   with    adminiMra- 
tion. 

Whoever,  corruptly  or  by  force  or 
threata  of  force,  endeavors  to  hinder  or 
obstruct  the  aitainistration  of  this  part, 
or  endeavors  to  intimidate  or  impede  any 
tntemal  revenue  officer  acting  In  his 
official  capacity,  or  forcibly  rescues  or 
attempte  to  rescue  or  causes  to  be 
rescued  any  property,  after  it  has  been 
duly  seized  for  forfeiture  to  the  umted 
States  in  connection  with  a  violation  of 
the  Internal  revenue  laws.  shsU  be  UaUe 
to  the  penalties  pi  escribed  by  law. 

(68A  Stat.  8SS:  36  V3.C.  7313) 


§  S9S.2S     Aatkority  of  internal  revenue 
~        I  to  cater  premiaea. 


Any  internal  revenue  officer  may  enter 
in  the  daytime  any  premises  where  to- 


§295.25     UnUwfai     . 

poaaeaaion,  or  aale  of  tohanco  . 
urU    or   cigarette    paper*    or   Inbea, 
after  removaL 

Any  person  who,  with  intent  to  de- 
fraud the  United  States,  purchases,  re- 
ceives. pusstssfB,  Offers  for  sale,  or  sells 
or  otherwise  disposes  of  tobaeoo  prod- 
ucta or  cigarette  papers  or  tubes  which, 
after  removal  without  payment  of  tsx, 
have  been  diverted  from  the  porpose  or 
use  specified  in  this  part.  ShaU  be  sotaAeet 
to  the  criminal  penalties  and  provisions 
for  forfeiture  prescribed  by  law. 

(72  Stat.  1424, 1435.  1436;  36  VS.C.  5751.  a7«3. 
5763) 

Subpart  D — Removols 
§  295.31      Restrictions. 

Tobacco  producta  and  cigarette  papers 
and  tubes  purchased  by  a  Federal  agency 
with  funds  appropriated  by  the  Congress 
of  the  United  States  may  be  removed. 
without  payment  of  tax.  in  aocwdanoe 
with  this  part,  for  deUvery  to  such  Fed- 
eral agency  for  gratuitous  distribution 
under  the  supervision  of  such  agency. 
Such  artides  purchased  by  a  donor  from 
a  manufaetwer.  or  donated  directly  by 
a  manufacturer,  may  also  be  removed, 
without  payment  of  tax.  ba  accordance 
with  this  part,  for  delivery  to  a  Federal 
agency  for  gratuitous  dislrlbution  under 
the  supervision  of  such  agency  to 
charges  of  the  United  States,  or  to  vet- 
erans of  the  armed  forces  of  the  United 
States  who  are  patiente  in  hospitals  and 
institutions  operated  by  the  Oovemmoit 
of  a  State  or  the  District  of  Cotembla. 
Tobacco  producta  and  cigarette  papers 
and  tubes  removed  under  the  provisions 
of  this  part  may  not  be  sold  subsequent 
to  removal. 

(73  SUt.  1418;  36  U.S.C.  8704) 
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■f  actorer**  bond. 


I295.S2     U 

Remorals  of  tobacco  products  and  ci«- 
arette  paper*  and  tubes  under  this  part 
^^11  be  made  under  the  bond  filed  by  the 
manufacturer  of  such  articles  to  cover 
the  operatloos  of  his  factory  as  required 
by  section  S711.  LR.C.  and  regtilaUons 
Issued  thereunder. 

(72  8Ut.  141S.  lUl:  M  use.  5704.  5711) 
I  29S.SS      Rctvra  of  •hipmeni  to  fartory. 

Tobaeoo  products  and  cigarette  papers 
and  tubes  which  hare  been  removed,  un- 
der this  part,  may  be  returned  to  the 
factmr  without  internal  revenue  super- 
vision. 

(73  SUt.  141t:  ae  U.8.O.  6704) 

I  29S.34     LoM  or  •hortagc  in  •hipmcnt. 

Immediately  upon  receipt  of  informa- 
tion of  a  loss  of  all  or  part  of  a  shipment, 
or  of  a  sbortace  therein,  of  tobacco 
products  or  dsarttte  papers  or  tubes  re- 
moTsd  under  this  part,  the  manufac- 
tax«r  shaU  notify  the  assistant  regional 
nommlMirmsr  for  the  region  In  which  the 
faetory  from  which  the  articles  were  re- 
moved is  located,  furnish  aU  pertinent 
dfltolls  with  respect  to  the  loss  or  short- 
age, and  either  pay  the  tax  due  thereon 
in  aooordanoe  with  the  provisions  of 
I  29ft.S6,  or  file  claim  for  remission  of  the 
tax  liability  under  the  provisions  of  Parts 
2T0  or  aS5  of  this  chapter.^as  the  case 
maybe. 

(Tl  SUt.  1417.  141S:  96  U.8.C.  5703.  5709) 

I  395.35     lisMUty  for  tax. 

The  manufacturer  who  removes  tobae- 
oo products  or  cigarette  papers  or  tubes 
under  this  part  shaU  be  liable  for  the 
taxes  imposed  thereon  by  section  5701, 
ULC.  until  such  tobaeoo  products  or 
dgarette  papers  or  tubes  are  received  by 
the  Federal  agency.  Any  person  who 
UOMDMri  tobacco  products  and  cigarette 
papers  and  tubes  in  violation  of  section 
5751(a>  (1)  or  (2) .  IJtC..  shaU  be  liable 
for  a  tax  equal  to  the  tax  on  such  articles. 

(7a  Stat.  1417.  14M:  M  DJ3.C.  5703.  5751) 
I  395  J6     Payment  of  tax. 
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arette  papers  and  tubes  falls  to  pay  such 
tax.  the  tax  shall  be  ascertained  and  as- 
sessed against  such  person,  subject  to  the 
limitations  prescribed  In  section  6501. 
I.R.C.  The  tax  so  assessed  shall  be  In 
addition  to  the  penalties  Imposed  by  law 
for  failure  to  pay  such  tax  when  required. 
Except  In  cases  where  delay  may  Jeopar- 
dize collection  of  the  tax.  or  where  the 
amount  is  nominal  or  the  result  of  an 
evident  mathematical  error,  no  such  as- 
sessment shall  be  made  until  and  after 
notice  has  been  afforded  such  person  to 
show  caiise  against  assessment.  The 
person  will  be  allowed  45  days  from  the 
date  of  such  notice  to  show  cause.  In 
writing,  against  such  assessment. 

(73   8t«t.    1417;    36  US  C.    6703) 

Subport  E— Packoging 
Raquirementt 


Any  tax  which  becomes  due  and  pay- 
able on  tobacco  products  and  cigarette 
papers  and  tubes  removed  under  this  part 
shaU  be  paid  to  the  district  director,  for 
the  district  In  which  the  factory  from 
which  such  articles  were  ranoved  is  lo- 
cated, with  suffleient  informaticm  to 
Identity  the  taxpayer,  the  nature  and 
purpose  of  the  payment,  and  the  articles 
covered  by  the  payment:  Prookled,  That 
a  manufacturer  of  tobacco  products  or 
cigarette  papers  or  tubes  may  pay  any 
tax  for  which  he  becomes  liable  under 
thia  part  by  an  appropriate  adjustment 
In  his  current  (ttmimftnthiy  tax  retiim. 
Form  3071.  or  his  monthly  tax  return. 
Form  2137.  as  the  case  may  be.  In  pay- 
ing the  tax,  a  fractional  part  of  a  cent 
shall  be  disregarded  imless  It  amounts  to 
one-half  cent  or  more,  In  which  case  It 
shall  be  Increased  to  one  cent. 

(SSA  Stat.  77S.  73  Stat.  1417;  20  U  S  C    5313, 
B70S) 

§  295.37     AMCMmenl. 

Whenever  any  person  required  by  law 
to  pay  tax  on  tobacco  products  and  cig- 


§  295.41      Package*. 

AU  tobacco  products  and  cigarette  pa- 
pers and  tubes  shall,  before  removal 
under  this  part,  be  put  up  by  the  manu- 
facturer In  packages  which  shall  be  of 
svich  construction  as  will  securely  con- 
tain the  articles  therein  and  maintain 
the  mark,  noUce,  and  label  thereon,  as 
required  by  this  subpart.  No  package  of 
tobacco  products  or  cigarette  papers  or 
tubes  shall  have  contained  therein,  at- 
tached thereto,  or  stamped,  marked, 
written,  or  printed  thereon  (a)  any  cer- 
tificate, coupon,  or  other  device  pur- 
portltm  to  be  or  to  represent  a  ticket. 
chance,  share,  or  an  Interest  in,  or  de- 
pendent on.  the  event  of  a  lottery,  or  (b^ 
any  indecait  or  Immoral  picture,  print, 
ot*  representation. 
(72  Stat:  1422:  2e  US  C    9723) 

§  295.42      Mark  for  package*  of  tobacco 
products.  ^ 

Every  package  of  tobacco  products 
shall,  before  removal  under  this  part, 
have  adeqxiately  imprinted  thereon,  w 
on  a  label  securely  afllxed  thereto,  the 
name  of  the  manufacturer  removing 
such  products  and  the  location  (by  city 
and  State)  of  the  factory  from  which 
such  products  are  to  be  so  removed,  or 
the  permit  number  of  such  factory  frcHn 
which  such  products  are  to  be  so  re- 
moved :  Provided.  That  the  Director  may 
on  application  authorize  a  manufacturer 
to  mark  packages  of  tobacco  products 
manufactured  In  and  removed  under  this 
part  from  any  of  his  factories  with  only 
the  name  of  the  manufacturer  if  the 
factory  of  production  Is  identified  on  the 
package  by  a  statement  (e.g..  manufac- 
tured in  Richmond.  Va.).  symbol,  or 
other  means  (other  than  a  permit  num- 
ber) ,  approved  by  the  IMrector. 

(72  Stat.  1422:   2«  VSC    5723) 

§  293.43      Notice    for    ma nu fact u red    to- 
bacco. 

Every  package  of  manufactured  to- 
bacco shall,  before  removal  under  this 
part,  have  adequately  Imprinted  thereon, 
or  on  a  label  securely  afllxed  thereto,  the 
designation  "manufactured  tobacco", 
"tobacco",  or  "snuff"  and  the  quantity, 
by  weight,  of  such  product  contained 
therein. 
(72  Stat.   1432;    34  UJB.O.  6723) 


§  295.44      Notice  for  cigars. 

Every  package  of  cigars  shall,  before 
removal  under  this  part,  have  adequately 
imprinted  thereon,  or  on  a  label  securely 
affixed  thereto,  the  designation  "cigars", 
the  quantity  of  such  product  contained 
therein,  and  the  classification  of  the 
product  for  tax  purposes,  l.e..  for  small  . 
cigars,  either  "small"  or  "little",  and 
for  large  cigars,  the  appropriate  follow- 
ing class  designation  which  corresponds 
with  the  rate  of  tax  imposed  by  section 
5701(b)(2),  I.R.C.: 

(a)  "A.  The  ordinary  retail  price  of  the 
cigars  herein  contained  Is  Intended  by 
the  manufacturer  to  be  not  more  than 
2*2  cents  each": 

lb)  "B.  The  ordinary  retail  price  of  the 
cigars  herein  contained  Is  intended  by 
the  manufacturer  to  be  more  than  2V^ 
cents  each  and  not  more  than  4  cents 
each": 

(c )  "C.  The  ordinary  retail  price  of  the 
cigars  herein  contained  is  Intended  by 
the  manufacturer  to  be  more  than  4 
cents  each  and  not  more  than  6  cents 
each" : 

(d)  "D.  The  ordinary  retail  price  of 
the  cigars  herein  contained  is  Intended 
by  the  manufacturer  to  be  more  than  6 
cents  each  and  not  more  than  8  cents 
each" ; 

(e)  "E.  The  ordinary  retail  price  of  the 
cigars  herein  contained  Is  Intended  by 
the  manufacturer  to  be  more  than  8 
cents  each  and  not  more  than  15  cents 
each": 

(f )  "F.  The  ordinary  retail  price  of  the 
cigars  herein  contained  is  intended  by 
the  manufacturer  to  be  more  than  15 
cents  each  and  not  more  than  20  cents 
each":  or 

(g)  "O.  The  ordinary  retail  price  of 
the  cigars  herein  contained  Is  Intended 
by  the  manufacturer  to  be  more  than 
20  cents  each". 

(72    Stat.    1422;    26  US.C.   5723) 
§  295.45      Notice  for  cigarette*. 

Every  package  of  cigarettes  shall,  be- 
fore removal  under  this  part,  have  ade- 
quately Imprinted  thereon,  or  on  a  label 
securely  afllxed  thereto,  the  designation 
"cigarettes ',  the  quantity  of  such  prod- 
uct contained  therein,  and  the  classifica- 
tion for  tax  purposes,  i.e..  for  small 
cigarettes,  either  "small"  or  "Class  A". 
and  for  large  cigarettes,  either  "large" 
or  "Class  B '. 

(72   Stat.    1422;    26  US.C.  6723) 
§  295.46     Tax-exempt  label. 

Every  package  of  tobacco  products  and 
cigarette  papers  and  tubes  removed  un- 
der this  pftft  shall  have  the  words  "Tax- 
BSxempt.  For  use  of  the  U.S.  Not  To 
Be  Sold."  adequately  imprinted  on  the 
package  or  on  a  label  securely  affixed 
thereto. 

(72  Stat.  1422;  26  US.C  9723) 

Subport  F — Records 

§  295.51      Supporting  record. 

Every  manufacturer  who  removes 
tobacco  products  and  cigarette  papers 
and  tubes  imder  this  part  shall,  in  addi- 
tion to  the  records  kept  under  Part  270 
of  this  chapter,  keep  a  supporting  record 
of  such  removals  and  shall  make  appro- 
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priate  entries  therein  at  the  time  of  re- 
moval.      The   supporting  record   shall 
show,  with  respect  to  each  removal,  the 
date  of  removal,  the  name  and  •^^^ 
of  the  Federal  agency  to  which  shipped 
or  delivered,  the  quantity.  aiKi,  with  re- 
spect to  large  cigars,  the  class,  for  tax 
purposes.    Appropriate  entries  shall  also 
be  made  in  the  supporting  record  of  any 
tobacco  products  or  cigarette  papers  or 
tubes  removed  under  this  part  which  are 
returned    to    the    factory.    Where    the 
manufacturer    keeps,    at    the    factory, 
copies  of  invoices  or  other  coounereta! 
records  containing  the  Information  re- 
quired as  to  each  removal.  In  such  order- 
ly manner  that  such  information  may  be 
readily    ascertained     therefrom,     such 
copies  will  be  considered  the  supporting 
record   required   by   this   section.    The 
supporting  record  shall  be  retained  by 
the  manufacturer  for  3  years  followlnf 
the  close  of  the  year  covered  therein  and 
shall  be  made  avalUble  for  Inspection  by 
any  Internal  revenue  oflcer  upon  his  re- 
quest. 
1 72  SUt.  1423;  2«  U.8.C.  5741) 

[FR     Doc     62-870:     nied.    Jan.    29,     1993: 
8:47  »Jn. I 
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[  7  CF«  Part  51  1 

SWEET  CORN  FOR  PROCESSING  ' 

Proposed  U.S.  Standards  f«r  GradM 


Notice  U  hereby  given  that  the  United 
States  Department  of  Agriculture  is  con- 
sidering the  revision  of  United  States 
Standards  for  Sweet  Com  for  Canning 
pursuant  to  the  authority  contained  in 
the  Agricultural  Marketing  Act  of  l»46 
(sees.  202-208. 00  SUt.  1087.  as  amended; 
7  use.  1621-1627). 

Statement  of  considerationt  lemdiug  to 
the  proposed  revision.  The  existing  U.8. 
standards  for  Sweet  Com  for  Canning, 
last  revised  In  1»45,  have  become  badly 
outmoded  and  Inadequate  for  present 
needs.  During  the  Intervening  years.  In- 
dustry preferences  and  practices  with 
regard  to  processed  com  have  changed 
a  great  deal.  Freezing  as  a  method  of 
processing  has  become  Increasingly  Im- 
portant, and  the  whole  kernel  style  has 
become  the  overwhelming  favorite.  The 
demand  for  whole  kernel  packs  has 
placed  the  emphasis  on  harvesting  and 
packing  com  at  a  yoimg  stage  of  matur- 
ity in  order  to  meet  the  high  standards 
for  tendemess  required  in  the  \JB. 
Standards  for  Processed  Com.  The  ex- 
isting standards  for  raw  sweet  cmm  for 
canning  do  not  differentiate  adequately 
between  the  gradations  of  quality  and 
maturity. 

The  proposed  revision  will  change  the 
grade    structure    while   preserving    the 
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basic  principles  of  ^lality  and  maturity 
determinatloa  which  have  been  con- 
tained in  the  standard  fronv  the  begin- 
ning. Tht  Wo.  1  and  Wa  2  grades  will 
be  continued,  bat  win  contain  more  ex- 
plicit requirements.  'Tliere  will  be  more 
distinct  <USerences  between  the  two 
grades  than  there  is  at  present,  based 
upon  else  of  the  ear  and  degree  of  free- 
dom from  defects. 

In  the  proposed  standards,  maturity 
of  the  com  does*^  not  enter  Into  the  de- 
termination of  the  grade  of  the  ear,  ex- 
cepting that  excesdvely  young  or  ex- 
cessively old  ears  are  classed  as  "Culls". 
Eadi  ear  which  falls  within  the  range 
of  •*milk"  to  "dough"  maturity  is  graded 
on  its  merits,  aside  from  maturity. 

The  new  maturity  classifications  for 
entire  loads  are  considered  to  be  poten- 
tially the  most  Important  and  useful 
proviilan  of  the  proposed  standards.  The 
preaent  standards  provide  only  for  the 
classtflcatlon  of  individual  ears  as  A, 
B.  or  C  maturity,  with  no  provision  for 
a  general  maturity  rating  for  the  load. 
The  proposed  standards  provide  not 
only  comparable  maturity  ratings  for 
individual  ears  with  more  complete  def- 
initions of  each,  but  they  also  provide 
seven  different  maturity  classifications 
for  the  load  as  a  whole  based  upon  the 
range  of  maturity  of  the  ears  in  the  load. 
These  classes  will  be  highly  significant 
as  indicators  of  the  probable  grade  rat- 
ings which  wUl  be  given  to  the  processed 
com  packed  from  the  loads  in  question. 
It  is  prMinnsd  that  growers  and  proces- 
son  wUl  use  the  maturity  classiflcaUons 
as  i^riiets  in  timtng  their  harvesting  op- 
eimtloDS  to  obtain  the  best  stage  of  ma- 
turity for  the  grade  of  pack  which  the 
processor  intends  to  make. 

The  site  of  ears  required  In  U,S.  No. 
1  grade,  In  tennsof  the  amount  of  usable 
com  on  the  ear.  would  be  increased  from 
the  prosmt  S  inches  to  4  inches,  unless 
otherwise  ■pfi'"***^  This  is  In  keeping 
with  the  greatly  increased  size  of  ears 
produoed  firaoi  present  day  hybrid  vari- 
eties in  contrast  to  the  (dd  open-polli- 
nated vtrifties  of  yellow  sweet  com. 
The  Vo.  2  grade  would  retain  the  3-inch 
requirement  presently  in  effect. 

A  number  of  added  definitions  are  pro- 
posed to  more  clearly  state  what  are 
the  limits  pennitted  in  the  No.  1  grade 
and  the  No.  2  grade  for  various  defects. 
These  dtf*"***^^'^  include  damage  by 
worms,  birds,  freesing.  and  denting  of 
the  kernels.  Pffl»«MftWB  for  damage  by 
cross  ptrTl*"*"**"  and  smut  would  be 
changed.  All  of  these  changes  are  In- 
tended to  reflect  the  high«*  standards  of 
products  being  packed  which  are  made 
poBsiMf  by  improved  growing  and  proc- 
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The  proposed  standards,  as  revised,  are 
as  fidlows: 

OkAOES 

Sws. 

51^365     Uf(.No.  1. 

61 3366     U.S.No.2. 


Cxnxs 


513367     Culla. 


Matttkztt  OuMunctmom 

5 1 .3368    Maturity  olMBUIeattoiu . 

DiriMTnoiM 

Sl-SSaS  Similar  color  characteristics. 

6L.SS70  Presb. 

51.3371  Damage. 

51.3872  Blister  stage. 

61.3373  MUX  stage. 

51 .3374  Cream  stage. 
51.S87S  Dough  stage. 
6I.8S76  Hacd  stage. 
61.8877  SerkMis  damage. 

Appucanoaf  or  OthvoAMOs 

5 1 .8378    Purpose  <d  standards. 

51.3370    Husked  ear  basis. 

61.3880    Grade  and  maturity  determination. 

AuTBoarrr:  II 61JSS6  to  ftl^StO  tasuad 
under  sees.  303-308,  SO  Stat.  1087,  as 
amended;  7  UB.C.  1621-1617. 


1  Packing  of  the  product  la  oonfocmlty 
with  the  reqxilrements  of  these  standaids 
shall  not  excuse  failure  to  oonply  wtt|>  the 
provisions  of  the  Federal  F90«;  Drug,  sad 
Cosmetic  Act  or  with  applicable  State  laws 
and  regulations. 


An  pqsops  who  desire  to  submit  writ- 
ten data,  views,  or  arguments  for  con- 
sideratloB  to  eomwetlon  with  the  pro- 
posed standards  iftionM  fOe  the  same  with 
the  Chief,  Vtesh  Products  etrndardtea- 
tioB  and  IhOeettop  Branch.  Fruit  and 
VegetaUe  DHriston.  AcrtetOtoral  Mkr- 
kettaiff  fleryloe.  United  States  Depart- 
ment of  Agriculture,  Sooth  BoSding, 
Washington  SK.  DjC,  not  later  than  SO 
days  after  publication  hereof  in  the  Fsd- 
nALRaoniBU 


§51.3365     U.S.  No.  1. 

(a)  "U.S.  No.  1"  consists  of  ears  of 
sweet  com  of  similar  color  character- 
istics which  are  fresh  and  free  from 
damage  by  fii  iiliii.  eross  pollination, 
dentii|g.  worms,  birds,  fennentatlim, 
smut  or  other  dlsfiasr,  mwtianteal  or 
other  means.  Kernels  on  ead^< 
be  developed  beyond  the  *n>lirter  _ 
but  iriian  not  have  reached  the  "hard 
stage"  of  maturity. 

(b)  Unless  otherwise  specified,  each 
ear  diall  have  not  less  than  an  average 
of  4  inches  of  the  cob  covered  with  un- 
damaged kemels. 

§51.3366     U.S.  Na.2. 

(a)  "U.S.  No.  2"  oonsisto  of  ears  of 
sweet  com  of  similar  color  characteris- 
tics which  are  fresh,  free  from  damage 
Iqr  f reeaing.  fermentation,  smvt  or  other 
disease,  and  free  from  serious 
by  cross  polHnatifln.  denting. 
birds,  mechanical  or  other  means, 
nels  on  ea<^  ear  shall  be  developed 
beyond  the  "bUster  stage",  but  shall  not 
have  reached  the  "hard  stage"  of 
maturity. 

(b)  Unless  otherwise  specified,  each 
ear  ^P^n  have  not  less  than  an  average 
of  3  inches  of  the  cob  covered  with  un- 
damaged kernels. 

Cmxs 
§  51.3367     CuHs. 

"Culls"  consists  of  ears  of  sweet  com 
which  fail  to  meet  the  requirements  of 
UJB.  No.  2  grade. 

MATURrrV  CLASSinCATlOiB 
§  51.3368     Mausrityciaesifa  aliw 

In  MMItkm  to  tiie  grade  otassifleation. 
a  lot  «f  swwst  earn  aay  be  elaariflsd  for 
general  overall  aatority  in  tenns  of  one 
of  the  foUowIng  asatuttty  dassttcatlons: 

(a)  A-1.  IndudsB  ears  In  the  "mlBt 
stage*"  or  younger,  more  than  half  of 
which  are  In  the  very  tender  early  "mflk 
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■taf«".  *nd  noiM  sf  th*  r«m*liular  of 
whleh   are   bordarlnc   oa   the   "er«un 

•tMM"- 

(b)  A-a.  Ido1u4m  Murt  In  the  "milk 
•Uc«"  or  jrouafvr  with  not  more  than  6 
percent  borderlnff  on  the  "oreem  stege". 

(e)  Ar-S.  Includee  ear*  in  the  "milk 
siace"  with  more  then  5  percent  border- 
inc  on  the  "ereem  stage". 

(d)  A-8.  Includee  ears  generally  in 
the  "milk  stage"  with  1  to  10  percent  in 
the  "eream  stage". 

(e)  B.  Tnrlnrtfie  ears  mostly  in  the 
"milk  stage"  with  more  than  10  percent 
in  the  "eream  stage". 

(f>  B-C.  Includes  ears  generally  in 
either  the  "milk"  or  the  "cream  stage" 
with  1  to  10  percent  in  the  "dough  stage". 

(g)  C.  Inoludee  ears  more  than  10  per- 
cent of  which  are  in  the  "dough  stage". 

oviMrnoiis 

I  51.SS69     Similar  color  durnKtrrimk*. 

"Similar  color  characteristics"  means 
that  the  kernels  on  the  ears  of  com  in 
anj  lot  are  of  the  same  general  color. 

1 51.S970     Fresh. 

"Freeh"  means  that  the  ear  does  not 
show  evldenoe  of  drynees  from  excessive 
elapsed  time  after  picUng  or  from  other 


I  51.S371      Damage. 

"Damage"  means  any  specific  defect 
described  in  this  section;  or  an  equally 
objeetkmable  rariation  of  any  one  of 
theee  defects,  any  other  defect,  or  any 
f^}fn¥"^^*'»^  of  defects,  which  materially 
lowers  the  processing  quality  of  the  ear. 
The  tMomiag  specific  defects  shall  be 
considered  as  damage : 

(a)  Preeiing  when  color,  texture  or 
flavor  of  the  kernels  has  been  materially 
affected; 

(b)  Denting  when  5  percmt  or  more 
of  the  kernels  (m  the  ear  show  con- 
spicuous depreesionB  in  the  exposed 
surface: 

(c)  Cross  pirillnatlons  when  3  percent 
or  vaon  of  the  kernels  on  the  ear  are  of 
a  otHoT  or  maturi^  which  contrasts  dis- 
tinctly with  most  of  the  kernels  on  the 

CAT' 

(d)  Worms  when  badly  discolored 
remnants  of  worm-eaten  kernels  affect 
an  area  of  the  ear  as  great  as  that  of 
a  drele  one  inch  in  diameto',  or  when  a 
com  borer  has  tunneled  into  the  cob. 

(e)  Birds  when  badly  discolored  or 
dried  remnants  oi  blrdpecked  kernels 
affect  an  area  of  the  ear  as  great  ae  that 
of  a  circle  one  inch  in  diameter; 

(f)  Fermentation  when  any  portion  of 
the  husked  ear  has  a  distinctly  sour 
odor;  and 

(g)  Smut  when  any  kernel  on  the  ear 
is  more  than  slightly  swollen  due  to  smut 
infecticm. 
S  51.3S7S     Blklcr  stage. 

"Blister  stage"  means  the  stage  of  de- 
▼dopment  in  which  the  kwnds  are  not 
suffldently  mature  for  processing.  They 
are  small,  underdereloped.  have  rery 
tender  pericarps  and  contain  watery  or 
cloudy  liquid  which  runs  freely  when 
released. 
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I  51.SS7B     Milk  Mage. 

"Milk  stage"  means  the  stage  of  de- 
velopment Ih  which  the  kernels  are  mod- 
erately to  well  filled  out,  have  tender 
pericarps  which  break  with  light  pressure 
from  the  thumb  nail,  and  contain  a  milky 
or  thin  creamy  liquid  which  spreads  or 
runs  moderately  when  released. 

151.3374     Cream  slagc. 

"Cream  stage"  means  the  stage  In 
which  the  kernels  have  attained  full  size, 
have  fairly  tender  pericarps  which  break 
with  moderate  pressure  from  the  thumb 
nail,  and  contain  a  thick  creamy  sub- 
stance which  spreads  or  runs  very  little 
when  released. 

§51.3375     Dough  Mage. 

"£)ough  stage"  means  the  stage  in 
which  the  kernels  have  attained  full 
size,  have  tough  pericarps  which  require 
heavy  pressure  from  the  thumb  nail  to 
break,  and  contain,  a  soft  doughy  sub- 
stance which  does  not  spread  or  run 
when  released. 

§51.3376     HardPage. 

"Hard  stage"  means  the  stage  In  which 
the  kernels  have  very  tough  pericarps 
and  contain  a  heavy,  sticky,  doughy  sub- 
stance. Ears  in  this  stage  are  over- 
mature for  any  processing  purpose. 

§  51.3377      Serioo*  damage. 

"Serious  damage"  means  any  specific 
defect  described  in  this  secUon;  or  an 
equally  objectionable  variation  of  any 
one  of  these  defects,  any  other  defect, 
or  any  combination  of  defects,  which 
seriously  lowers  the  processing  quality 
of  the  ear.  The  following  specific  de- 
fects shall  be  considered  as  serious 
damage: 

(a)  Cross  pollixuition  when  5  percent 
or  more  of  the  kernels  on  the  ear  are 
of  a  color  or  maturity  which  contrasts 
distinctly  with  most  of  the  kernels  on 
the  ear: 

(b)  Denting  when  10  percent  or  more 
of  the  kernels  on  the  ear  show  conspicu- 
ous depressions  in  the  exposed  surfaces: 

(c)  Worms  when  areas  having  con- 
spicuous worm-eaten  kernels  extend  to 
or  near  to  the  central  portion  ot  the  ear, 
necessitating  side  ("slab")  trimming  by 
hand,  or  when  a  com  borer  has  tunneled 
into  the  cob; 

(d)  Birds  when  areas  having  con- 
spicuous bird-pecked  kernels  extend  to 
or  near  to  the  centrtJ  portion  of  the  ear, 
necessitating  side  ("slab")  trimming. 

Application  or  Standards 

§  51.3378     PurpoM  of  standards. 

These  standards  are  Intended  for  use 
in  describing  the  quality  and  maturity 
of  loads  of  sweet  com  being  delivered  by 
growers  to  processors.  The  grade  and 
maturity  classiflcation  of  a  load  is  use- 
ful in  two  ways.  First,  it  provides  an 
equitable  basis  for  pricing  the  load  in 
relation  to  its  quality.  Second,  it  en- 
ables the  processor  to  use  the  corn  more 
advantageoudy. 

§  5 1 .3379     Htuked  ear  hm»iM. 

The  standards  shall  be  applied  on  the 
basis  of  husked  ears.    All  ears  In  the 


grade  sample  shall  be  completely  husked 
during  the  grading  process.  A  husked 
ear  U  one  which  has  all  of  the  husks 
removed,  the  shank  or  stem  trimmed  to 
one  inch  or  less  in  length,  and  the  cob 
trimmed,  if  necessary,  so  that  the  por- 
tion remaining  without  usable  kernels 
is  not  more  than  one- fourth  the  length  of 
the  trimmed  ear. 

§  51.3380      Grade  and  malurlly  determi- 
nation. 

(a)  A  representative  sample  from  the 
load  shall  be  used  for  grade  and  maturity 
determination.  A  weighed  quantity  of 
ears  is  husked  and  sorted  into  groups 
of  U.8.  No.  1,  U.S.  No.  2  and  Cull  ears. 
The  weight  of  each  of  these  groups  of 
husked  ears  is  used  to  calculate  the  per- 
centage of  each. 

(b)  The  maturity  of  the  individual 
ears  is  determined  during  the  tJrocess  of 
grading,  and  a  maturity  classification  is 
assigned  to  the  load  on  the  basis  of  the 
percentages  of  ears  in  the  various  stages 
of  maturity. 

(c)  All  percentages  shall  be  deter- 
mined on  the  basis  of  weight. 

Dated:  January  24,  1962. 

O.  R.  Oranoi. 
Deputy  AdministreUor. 
Marketing  Services. 

|PR     Doc.    62-978:     Piled.    Jan.    39,     1963; 
8:4S  a.m.  I 


[  7  CFR  Parts  907,  908  1 

I  Docket    Noa.    AO-34tt-A6.    AO-SSO-AS] 

HANDLING  OF  NAVEL  AND  VALEN- 
CIA ORANGES  GROWN  IN  ARI- 
ZONA AND  DESIGNATED  PART  OF 
CALIFORNIA 

Supplemental  Notice  of  Hearing  With 
Respect  to  Proposed  Amendments 
of  the  Marketing  Agreements  and 
Orders 

On  January  12,  1962  (27  PJl.  474;  P.R. 
Doc.  62-614),  there  was  Issued  by  the 
Director,  Pruit  and  Vegetable  Division, 
Agricultural  Marketing  Service,  a  notice 
of  hearing  with  respect  to  proposed 
amendments  to  the  marketing  agree- 
ments and  orders  regulating  the  han- 
dling of  navel  and  Valencia  oranges 
grown  in  Arizona  and  designated  part  of 
California. 

Notice  is  given  pursuant  to  the  provi- 
sions of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended  (7 
U.S.C.  601-674) ,  and  the  applicable  rules 
of  practice  and  procedure  governing 
marlcetlng  agre«nents  and  orders  (7 
CFR  Part  900) ,  that,  in  addition  to  the 
proposal  set  forth  In  the  said  notice  of 
January  12,  1962,  evidence  will  be  re- 
ceived with  respect  to  the  additional 
proposed  amendments  hereinafter  set 
forth  or  appropriate  modifications 
thereof.  The  proposed  amendments  set 
forth  below  have  not  received  the  ap- 
proval of  the  Secretary  of  Agriculture. 

Under  Propoeal  No.  1,  add  a  new  para- 
graph H.  as  follows: 

H.  Revise  the  provisions  of  i  907.67(d) 
by  adding  at  the  end  thereof  the  follow- 
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ing :  "in  quanUUeb  of  five  cartons  or  less 
consigned  to  the  same  consignee  on  any 
one  day." 

Under  Proposal  No.  2,  add  a  new  para- 
graph H.  as  follows: 

H.  Revise  the  provisions  of  I  908.67(d) 
by  adding  at  the  end  thereof  the  follow- 
ing :  "in  quantities  of  Ave  cartons  or  less 
consigned  to  the  same  consignee  on  any 
one  day."  | 

Copies  of  this  supplemental  notioe  of 
hearing,  together  with  the  notice  of  hear- 
ing, may  be  obtained  from  the  ofBce  of 
the  Hearing  Clerk.  United  SUtes  Depart- 
ment of  Agriculture,  Room  112,  Admin- 
IstraUon  Building,  Washmgton  25.  D.C.. 
or  the  Field  RepresenUtive.  Fruit  and 
Vegetable  Division,  Agricultural  Market- 
ing Service,  1031  South  Broadway,  Room 
1005,  Los  Angeles  15,  California. 

Dated:  January  25,  1962. 

Pattl  a.  Nicholson, 
Deputy  Director,  Fruit  and  Veg- 
etable Division.  Agricultural 
Marketing  Service. 


|PR     Doc. 
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domeetlo  ft»*«*»*aia  ghall  not  be  imported 
except  gubjaet  to  handling  and  treatment 
In  aooogdUMt  with  paragraphs  (a) ,  (b) , 
and  (e>  0(1  9f.l6. unless: 

(a)  0uoh  products  originated  in  and 
were  shipped  directly  from  a  country 
not  deelarad  by  the  Secretary  of  Agri- 
culture to  be  infected  with  foot-and- 
mouth  dlsresr  or  rinderpest :  or 

(b)  The  inspector  at  the  port  of  entry 
finds  that  such  products  have  been  fully 
processed  by  tanking  under  live  steam 
or  by  dry  rendering. 

6.  Section  95.15  would  l>e  amended  to 
read: 

I  95.15  Blood  meal,  blood  albumin,  in- 
testines, and  other  animal  by-prod- 
ucts for  Industrial  uae;  requirements 
for  unrestricted  entry. 

Blood  meal,  blood  albumin,  bone  meal, 
intestinae,  or  other  animal  materials  in- 
tended for  use  In  the  industrial  arts  shall 
not  be  Imported  except  subject  to  han- 
dling and  treatment  in  accordance  with 
I  96.16.  unless  such  products  originated 
in  and  were  shU>peid  directly  from  a 
country  not  declared  by  the  Secretary  of 
Agriculture  to  be  Infected  with  foot-and- 
mouth  illsdesfi  or  rinderpest. 


Agricultural   Research   Service 

[  9  CFR  Part  95  1 

SANITARY  CONTROL  OF  ANIMAL  BY- 
PRODUCTS (EXCEPT  CASINGS), 
AND  HAY  AND  STRAW,  OFFERED 
FOR  ENTRY  INTO  THE  UNITED 
STATES  I 

Notice  of  Proposed  Rule  Making 

Notice  is  hereby  given  in  accordance 
with  section  4  of  the  Administrative  Pro- 
cedure Act  (5  U.S.C.  1003)  that,  pursuant 
to  section  306  of  the  Tariff  Act  of  1930, 
as  amended  ( 19  U.S.C.  1306) ,  and  section 
2  of  the  Act  of  February  2.  1903.  as 
amended  (21  U.S.C.  111),  it  is  proposed 
to  amend  Part  95  of  Title  9,  Code  of  Fed- 
eral Regulations,  governing  the  sanitary 
control  of  animal  by-products  (except 
casings) ,  and  hay  and  straw,  offered  for 
entry  into  the  United  States,  in  the  fol- 
lowing respects: 

§  95.1      [Amendment]  I 

1.  Section  95.1(e)  would  be  deleted. 
§  95.2      [Amendment] 

2.  Section  95.2  would  be  amended  by 
substituting  the  word  "commercial"  for 
the  word  "consular." 

§  95.7      [Amendment] 

3.  Section  95.7  would  be  amended  by 
substituting  the  letter  designation  "(d)" 
for  the  letter  designaUon  "(e)"  in  the 
Introductory  paragraph  thereof. 

4.  Section  95.7(e)  would  be  deleted. 

5.  Section  95.14  would  be  amended  to 
read: 

§  95.14  Blood  meal,  tankage,  meat 
meal,  and  aimilar  products,  for  uae 
aa  intiliaer  or  animal  feed ;  require- 
ments for  entry. 

Dried  blood  or  blood  meal,  lungs  or 
other  organs,  tankage,  meat  meal,  wool 
waste,  wool  mantire,  and  similar  inrod- 
ucts.  for  use  as  fertilizer  or  as  feed  for 
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7.  Section  95.17  would  be.  amended  to 
read: 

g  95.17  Glanda,  organs,  ox  gall,  and  like 
naatcrlab;  requirements  for  unre- 
atricted  entry. 
Glands,  organs,  ox  gall  or  bile,  bone 
marrow,  and  various  like  materials 
derived  from  domestic  ruminants  or 
swine.  Intended  for  use  in  the  manufac- 
ture of  pharmaceutical  products  shall 
not  be  Imported  except  subject  to  han- 
dling and  treatment  in  accordance  with 
195.18,  unless  such  glands,  organs,  or 
matolals  originated  in  and  were  shipped 
directly  from  a  country  not  declared  by 
the  Secretary  of  Agriculture  to  be  in- 
fected with  foot-and-mouth  disease  or 
rinderpest. 

8.  Section  95.21  would  be  amended  to 
read: 

§  95wEl      Hay    and    straw ;    requirements 
for  unreatrtcted  entry. 

Except  as  provided  in  9  95.28,  hay  or 
straw  shall  not  be  imported  except  sub- 
ject to  handling  and  treatment  in  ac- 
cordance with  i  95.22  after  arrival  at  the 
port  of  entor,  unless  such  hay  or  straw 
originated  in  and  was  shipped  directly 
from  a  ooontry  not  declared  by  the  Sec- 
retary of  Agriculture  to  be  infected  with 
foot-and-mouth  disease  or  rinderpest. 

Any  person  who  wishes  to  submit 
writtm  data,  views  or  arguments  con- 
cerning the  propoeed  amendments,  may 
do  so  by  filing  them  with  the  Director. 
Animal  Diepeetton  and  Quarantine  Divi- 
sion. Agrieultural  Research  Service, 
United  States  Department  of  Agricid- 
ture,  Washington  S6,  D.C..  within  30  das^s 
after  pubUeatlon  hereof  in  the  Feoiral 


SMALL  BUSINESS  ADMINIS11IA- 
TION 

[  13  CFR  Part  121  1 

SMALL  BUSINESS  SIZE  STANDARDS 

Proposed  Definition  of  Small  Business 
for  Hydraulic  Dredging  Industry 

On  July  26.  1961,  there  was  published 
in  the  FxDERAi-  Registxr  (26  FJl.  6656) , 
a  notice  of  a  hearing  to  be  held  Septem- 
ber 12, 1961, at  10:00  a.m.  e.dJ.t.,inRoom 
442,  811  Vermont  Avenue,  NW.,  Wash- 
ingt<m  25,  D.C..  on  the  definition  of  small 
business  for  the  hydraulic  dredging  in- 
dustry for  the  purpose  of  Oovemment 
procurement  and  I^A  loans. 

Interested  persons  were  invited  to 
make  oral  statements  at  the  hearing  or 
to  file  with  the  Director,  Office  of  Small 
Business  Sise  Standards.  Small  Business 
Administration,  Washington  25,  D.C., 
written  statements  of  facts,  opinions  or 
arguments  concerning  the  appropriate 
definition  of  a  small  business  in  the  hy- 
draulic dredging  industry. 

The  present  definition  of  a  small  busi- 
ness for  the  hydraulic  dredging  industry 
for  the  purpose  of  Ctovemment  procure- 
ment and  SB  A  business  loans  Is  a  concan 
that:  (1)  is  independently  owned  and  op- 
perated,  (2)  is  not  dominant  in  its  field 
of  operation,  and  (3)  with  ita  affiliates 
has  average  annual  receipts  of  $5,000,000 
or  less  for  the   preceding  three^  fiscal 

years. 
The  hearing  was  held  m  accordance 

with  the  notice. 

After  consideration  of  all  such  relevant 
matter  as  was  presented  by  interested 
parties  at  the  hearing  and  in  written 
sUtements  and  aftar  conskleration  of 
past  Oovemment  procurements  f«  the 
services  of  this  industry,  it  has  been  de- 
termined that  the  present  definition  of  a 
small  business  for  the  hydraulic  dredging 
industry  should  not  be  changed. 

John  E.  Hormx, 
*   Admtnisfrotor. 

January  19, 1962. 
IPR     Doc.    e2-9e9;     Filed.    Jan.    29,    1802; 
8:47  ajn.) 


Done  at  Washington,  D.C.,  this  25th 
day  of  January  1962. 

M.  R.  Clarkson, 
Acting  Administrator, 
Agricultural  Research  Service. 

(F.B.    Doc.    69-080:    niMl.    Jan.    29.    1962; 
g:48  a.m.] 


[  13  CFR  Part  121  1 
SMALL  BUSINESS  SIZE  STANDARDS 
Notice  of  Hearing  on  Proposed  Dell- 
nitien  of  Small  Business  for  Con- 
struction Industry  Except  Hydraulic 
Dredgers 

Notice  is  hereby  given  that  the  Sm^ 
Business  Administration  proposes  to 
hold  a  heartog  on  the  definition  of  smaU 
business  for  the  construction  industry 
except  hydraulic  dredgers,  for  the  pur- 
pose of  Oovemment  procuremMt  and 
SBA  business  loans.  Hydratilic  dredging 
is  excepted  since  a  hearing  was  held  for 
the  hydraulic  dredging  Industry  on  Sep- 
tember 12, 1961. 

The.  hearing  will  take  place  February 
20. 1962.  at  10:00  a.m.  CAt.,  in  Room  448, 
811  Vermont  Avenue  NW.,  Washington 
25.  DC. 


PROPOSED  RULE  MAKING 


8«C 


PROPOSED   RULE   MAKING 

Interested  persons  may  file  with  the 
Director.  OflVce  of  Sm*U  BualneM  81m 
Standards  on  or  before  February  15. 
1962  written  sUtemenU  oC  facts, 
opinions,  or  arguments  concerning  the 
appropriate  deflniUon  of  a  smaU  business 
in  the  construction  industry.  Those  per- 
sons who  wish  to  make  oral  sUtemenU 
should  notify  the  Director  in  writing 
setting  forth  the  name  and  title  (if  any ' 
of  the  persons  who  will  appear  and 
whom  they  represent 

All    correspondence    on    this    matter 
shall  be  addressed  to 
Samuel  S   Solomon.  Director 
Office  of  Small  Buslnew  Size  Siaud..ras. 
Small  BusineM  Administration 
WMhlngton  25.  DC. 

The  present  definition  of  a  small  busi- 
ness for  the  construction  Industry  for 
the  purpose  of  both  procurement  and 
financial  assistance  is  a  concern  that: 
(1)  is  independently  owned  and  oper- 
ated (2)  is  not  dominant  In  its  field  of 
operation,  and  (3)  with  its  afttllates  has 
average  annual  receipts  of  $5,000,000  or 
less  for  the  preceding  three  fiscal  years 

Dated    January  22.  1962. 

John  E    Hokni. 
•  Administrator. 

J  An      29       19«a: 


IP  R      Doc 


62   9««.     Filed. 
8  46    am  1 


DEPARTMENT  OF  THE  mTERIOR 

Bureau  of  Indian  Affoirs 

1  Billing*  Area  Offlc«  BedelegaUon  Order  1, 
Amdt.  10] 

IRRIGATION  MAHERS 

R«d*l*9at!on  of  Authority 

JaiTOABT  22, 1962. 

Order  1,  as  amended,  is  further 
amended  by  the  addition  of  Sec.  3.205 
under  Part  3.  "Functions  Relating  to 
Indian  Irrigation  Projects,"  to  read  as 
follows: 

Sic.  3J06  Concessions  on  reservoir 
sites  and  other  lands  in  Ifidian  irrigation 
projects;  leases  for  agrictature,  business. 
or  grazing  purposes.  The  Superintend- 
ent of  Flathead  Indian  Agency  wtth  the 
written  conctirrence  of  the  Flathead  Ir- 
rigation Project  Engineer  Is  authorized 
to  grant  concessions  on  reservoir  sites, 
reserves  for  csmals  or  flowafe  areas,  and 
other  lands  which  have  been  withdrawn 
or  otherwise  acquired  in  connection  with 
the  Flathead  Irrigation  Project,  and  to 
permit  or  lease  such  lands  for  agricul- 
tural, business  or  grazing  purposes  pur- 
suant to  25  CPR  Part  203. 

JoHH  O.  Crow. 
Acting  Commissioner. 

IFR.    Doc.    62-967;     Piled.    Jan.    29.    1963; 
8:46  am. I 


Notices 


Bureau  of  Land  Management.  Washing- 
ton 26.  D.C. 

Karl  S.  Landstrom. 

Director, 
Bureau  of  Land  Management. 


IPJt.    Doe. 


Bureau  of  Land  Monagoment 

CALIFORNIA  OUTER  CONTINENTAL 
SHELF  LEASING  MAPS 

Availability 

Jamuary  25. 1962. 
The  following  Outer  Continental  Shelf 
leasing  maps  fbr  areas  offshore  from 
C^ifomia.  extending  from  Point  Con- 
ception to  the  north  boimdary  of  Cali- 
fornia, were  approved  November  21, 
1961:  I 

California  Map  No.: 

IN  Eurelca  area  ( north  half ) . 
IS  Eureka  area  (south  half) . 

2  Ft.  Arena  area. 

3  San  Prancisoo  area. 

4  Carmel  area. 

5  Morro  Bay  area. 

Publication  of  these  maps  does  not 
imply  acquiescence  by  the  State  of  Cali- 
fornia in  the  Federal  claim  to  the  areas 
platted  on  these  maps. 

Reduced  scale  copies  of  these,  maps 
have  been  assembled  in  a  set  of  six. 
Copies  of  the  maps  may  be  obtained  for 
$1  per  set  from  Manager.  Bureau  of  Land 
Management.  T-9003  Federal  Office 
Building.  701  Loyola  Arenue,  New  Or- 
leans 12.  La.:  Land  Office  Manager. 
Bureau  of  Land  Management.  1414  8th 
Street  (Post  Office  Box  729).  Riverside. 
Calif.:  Land  Office  Manager.  Bureau  of 
Land  Management.  Federal  Building  and 
U.S.  Court  House,  650  Capitol  Avenue. 
Sacramento  14.  Calif.;  or  the  Director, 


63-068;     Filed. 
8:46  a.m.] 


Jan.    29,     1962; 


AREAS  TO  BE  OFFERED  FOR  OIL  AND 
GAS  LEASING  IN  THE  OUTER  CON- 
TINENTAL SHELF 

Call  for  Nominations 


Janxtary  25, 1962. 

Piursuant  to  authority  prescribed  In  43 
CFR  201  JO.  notice  is  hereby  given  that 
nomination  of  areas  for  prospective  oil 
and  gas  leasing  in  the  Outer  Continental 
Shelf  off  California  north  of  Point  Con- 
c^?tton  tOMj  be  submited  to  the  Director, 
Bureau  of  Land  Management.  Washing- 
ton 25.  D.C..  not  later  than  AprU  27. 1962. 
Copies  of  any  nmninations  must  be  s^it 
to  the  Regioiial  Oil  and  Oas  Supervisor. 
Geological  Survey.  1012  BarUett  Build- 
ing. 216  Wert  7th  Street,  Los  Angeles. 
Calif.  Envelopes  should  be  marked 
"Nominations  for  leasing  in  the  Outer 
Continental  Shelf — California." 

All  nfttTTi"*»*""«  must  be  described  in 
accordance  with  the  Outer  Continental 
Shelf  leasing  maps  for  areas  offshore 
from  CaUfomia.  as  prepared  by  the  Bu- 
reau of  Land  Management,  U.8.  pepart- 
ment  of  the  Interior.  Properly  described 
subdivlslans  of  blocks  may  be  nominated. 
Ccwries  of  the  official  leasing  maps  niun- 
bered  IN,  IS,  2.  3,  4,  5  may  be  procured 
from  the  Manager,  Bureau  of  Land  Man- 
agonent.  T-M03  Federal  Office  Building, 
701  Loyola  Avoiue.  New  Orleans  12,  La.; 
Land  Offloe  Manager,  Bureau  of  Land 
Management.  1414  8th  Street  (Post  Of- 
fice Box  723) ,  Riverside.  Calif.:  Land  Of- 
floe Manager,  Bureau  of  Land  Manage- 
ment, IWleral  Building  and  UJB.  Court 
House,  Room  4017.  650  Capitol  Avenue, 
ffarrfi"*— ****  14,  Calif.:  or  the  Director, 
Bureau  of  Land  Management,  Washing- 
ton 25,  D.C.  at  $1  per  set  of  six  maps. 

Any  areas  selected  for  competitive 
bidding  wlU  be  published  in  the  Fkdkrai. 
Rmana  and  the  published  notice  of 
lease  offers  will  state  the  conditions  and 
terms  for  leasing  (43  CFR  201.20)  and 
the  idaoe,  date,  and  hour  at  which  bids 
-will  be  received  and  opened. 

Karl  S.  Landstrom. 
Director, 
Bureau  of  Land  Management. 

IPJt.    Doc.    63-069:    PUed.    Jan.    29,     1962; 
8:45  ajn.l 


vation  of  lands  was  published  as  Federal 
Register  Docimient  No.  60-8357  on  page 
8724  of  the  issue  for  September  9.  1961. 
The  a]M>licant  agency  has  canceled  its 
application  insofar  as  it  involved  the 
lands  described  below.  Therefore,  pur- 
suant to  the  regulations  contained  in  43 
CPR.  Part  295,  such  lands  will  be  at  10:00 
a.m.  on  February  7,  1962,  relieved  of  the 
segregative^flect  of  the  above-mentioned 
application. 

The  lands  involved  in  this  notice  of 
termination  are: 

Boxsx  MnuoiAN,  Idaho 

T.  6  N..  R.  5  W..  B.M.,  Idaho. 

Sec.  23:  N^SK^SWVi.  NV4SWy4SE%: 
Sec.27:NWViNBV4- 


IDAHO 

Notico  of  Partial  Termination  of  Pro- 
pesod  Withdrawal  and  Reservation 

of  Lands 

January  22,  1962. 

Notice  of  an  application  Serial  No. 
Idaho  011668,  for  withdrawal  and  reser- 


Totallng  80  acres. 

Joe  T.  PALtnit,       • 
State  Director. 

(P.R.    Doc.    62-960;     Piled.    Jan.    29,    19«2; 
8:46    a.m.] 


ATOMIC  ENEMY  COMMISSION 

CDocket  No.  60-1871 

CORNELL  UNIVEtSITY 

Notice  of  Issuance  of  Facility  License 
Amendment 

Please  take  notice  that  Amendment 
No.  1  to  License  No.  Rr-80.  set  forth  below. 
has  been  issued,  effective  as  of  the  date 
of  issuance.  License  No.  R-80.  as 
amended,  authorizes  (deration  of  the 
Cornell  University  TRIOA  Mark  n  nu- 
clear reactor  located  on  the  universi^'s 
campus  at  Ithaca.  N.Y. 

The  am^idment  authorizes  operation 
of  the  reactor  in  accordance  with  a 
revision  in  the  application  fw  licoose 
concerning  persoimel.  qualiflcatioos  of 
new  personnel,  plans  for  selection  and 
training  of  additional  operators,  and  a 
change  in  the  requirement  that  two 
TRIOA  licensed  (q>erators  be  iM-esent 
during  reactor  (^>eration8. 

The  Commissicxi  has  found  that  oper- 
ation of  the  reactor  in  accordance  with 
the  terms  smd  conditions  at  the  license, 
as  amended,  will  not  present  undue 
hazard  to  the  health  and  safety  of  the 
public  and  will  not  be  inimical  to  the 
c<Mninon  defense  and  security. 

The  Commission  has  further  found 
that  prior  public  notice  of  proposed  is- 
suance of  this  amoidment  is  not  neces- 
sary in  the  public  interest  since  <9watkHi 
of  the  reactor  imder  the  license,  as 
amended,  would  not  present  any  sob- 
stantial  change  in  the  hanrds  to  the 
health  and  safety  of  the  public  from 
those  considered  and  evaluated  in  ccm- 
nection  with  the  previously  approved 
operation  of  the  reactor. 

Ftor  further  details  see  (1)  the  appU- 
cation  amendment  dated  December  28, 
1961,  submitted  by  Cornell  Unlvwsity, 
and  (2)  a  hazards  analysis  prepared  by 
the  Test  and  Power  Reactor  Safety 
Branch  of  the  Division  of  Licensing  and 

867 


Tuesday*  January  30,  1962 


FEDEtAL  REGISTER 
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BeculaUon.  both  Mi  file  at  the  AECs 
Public  Dociunent  Room.  A  copy  of  Item 
(2)  above  may  be  obtained  at  the  AEC's 
Public  Doctmient  Room  or  upon  request 
addrcflsed  to  the  Atomic  Energy  Commis- 
sion. Waahlngton  25,  DC.  Attention: 
Director,  Division  of  Ucensing  and 
Regulation. 

In  accordance  with  the  Commission  s 
rules  of  practice  (10  CFR  Part  2)  the 
Commission  will  direct  the  holding  of  a 
formal  bearing  on  the  matter  of  lasuance 
of  the  license  amendment  upon  receipt 
of  a  request  therefor  from  the  licensee  or 
an  Intervener  within  30  days  after  the  is- 
*  suance  of  the  Ucense  amendment.  Peti- 
tions for  leave  to  Intervene  and  requests 
for  a  formal  hearing  shall  be  fUed  by 
ni#tnng  a  copy  to  the  Office  of  the  Secre- 
tary. Atomic  Energy  Commission.  Wash- 
ington 25.  DC.  or  by  deUvery  of  a  copy 
In  person  to  the  Office  of  the  Secretary. 
Oermantown,  Md.,  or  the  ABC's  Public 
Document  Room,  1717  H  Street  NW  . 
Washington,  D.C. 

Dated  at  Oermantown.  Md  ,  this  22d 
day  of  January  1962. 

For  the  Atomic  Energy  Commission 
EosoN  G.  Case, 
Acting  Chief.  Test  and  Power 
Reactor  Safety  Branch.  Divi- 
sion of  Licensing  and  Regula- 
tion. 
ILicense  Ko.  R~80:  Amdt.  1 1 

Licaiue  No.  R-SO.  Iwued  to  CoriMll  Univer- 
sity, la  hereby  amended  to  authorize  the 
changM  dcwrlbed  In  the  appUcatlon  amend- 
ment dated  December  38. 1961.  aa  follows: 

1.  Paragraph  1  of  Ucenae  No.  R-SO  Is 
hereby  amended  to  read  as  follows : 

1.  This  license  appUes  to  the  TRIGA  nu- 
clear reactor  (hereinafter  referred  to  as  "the 
reactor")  which  Is  owned  by  Cornell  Univer- 
sity and  located  on  the  unlTerslty's  campus 
In  Ithaca.  N.T..  and  described  In  the  univer- 
sity's appUcaUon  (or  lleenae  dated  March 
a  IMe.  and  amcndmenta  thereto  dated  June 
a.  IMl  and  Deoamber  28.  1S61  (hereinafter 
ooUsetlTely  referred  to  as  "the  appUcatlon") 
ftiMt  authortced  for  construction  by  Construc- 
tion Permit  No.  CPRR-58  Issued  to  Cornell 
University. 

This  amendment  la  effective  as  of  the  date 
of  Issuance. 

Date  of  laauance:  January  Xl,  1963. 

Per  the  Atomic  Energy  Commission. 

EiMON  O.  Cask, 
Acting  Chief.  Test  and  fmoer  Reac- 
tor  Sufety    Brmnefi.    Division    of 
Lieensing  mnd  Regulation. 

IPR.    Doc.    63-950;     Piled.    Jan.    29,     1962; 
8:45  am.) 


NOTICES 

by  Ocean  Transport  Co  .  with  offices  at 
No.  1  Drumm  Street.  San  Francisco  11, 
Cailf.  The  Atomic  Energy  Commission 
has  this  date  Issued  Amendment  No.  10 
to  Ucense  No.  4-566a-l.  This  amend- 
ment is  subsUntially  in  the  form  set 
forth  in  the  notice  of  proposed  amend- 
ment filed  with  the  Federal  Register 
office  December  11.  1961.  and  published 
in  the  Federal  RscisTtR  on  December  12. 
1961.  26  FR    11878 

Dated  at  Germantown,  Md  ,  January 
23.  1962 

For  the  Atomic  Energy  Commission 

R.  L.   Knuc. 

Deputy   Director.  Division  at 
Licensino  and  Regulation 

|FR      Doc      62-951:      Piled.     Jan      39      li)6J. 
8  46  a  m  I 

dVH  AERONAUTICS  BOARD 

(Docket  No    133361 

ALITALIA-UNEE   AEtEE   ITALIANE- 
S.p.A. 

Notice   of   Prohooring   Conforence 

Notice  Is  hereby  given  that  a  prehear- 
ing conference  on  the  above -entitled  ap- 
plication Is  assigned  to  be  held  on  Febru- 
ary 1,  1962.  at  10  ajn..  est.,  in  Room  701. 
Universal  Building.  Connecticut  and 
Florida  Avenues  NW  .  Washington,  DC, 
before  Chief  Examiner  Francis  W 
Brown. 

Dated  at  Wasliington.  DC  ,  January 
25,  1962 


I  SEAL  I 


Francis  W.  Brown. 
Chief  Examiner 


[PR      Doc     62  972;     Piled.    Jan      29.     1962, 
8:47    am  I 


[Docket  Ho.  27-20) 

OCEAN  TtANSPORT  CO. 

Nottc*  of  hsuonc*  of  on  Amondmont 
to  Byprodwct,  Sowrco  ond  Spoctof 
Nvdoor  Motorial  Licanso 

Pleaae  take  xM>Uoe  tbaX  no  requeats'for 
a  formal  hearing  have  been  filed  follow- 
ing flttng  of  notice  of  the  propoaed 
amendment  of  Ucense  No.  4-5M8-1  held 


[Docket  No   1S088;  Order  E   17955 1 

ANDREWS  Alt  SERVICES  CORP. 
ET  AL. 

Order  of  Tentative   Approval 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington.  DC. 
on  the  24th  day  of  January  1962. 

In  the  matter  of  the  application  of 
Andrews  Air  Service  Corp  .  et  al..  Docket 
130S5;  for  ai^xroval  of  control  and  inter- 
locking relatioDahipfi  under  sections  408 
and  409  of  the  Federal  Aviation  Act  of 

1958 

By  Order  E-16544.  dated  ^4arch  22. 
1961,  D  C.  Andrews  l<  Co.,  Inc.  « An- 
drews), then  an  applicant  for  interna- 
tional air  freight  forwarder  operating 
authority,  was  granted  an  exemption  by 
the  Board  from  the  provisions  of  section 
408  of  the  Federal  Aviation  Act  of  1958 
to  permit  it  to  control  four  wholly-owned 
subsidiaries.  The  interlocking  relation- 
ships of  the  officers  and  directors  of 
Andrews,  who  hdd  the  same  positions  in 
the  four  subaidiariea.  were  also  approved 
imder  the  provtelons  of  section  409  of 
the  Act.     Thereafter,  on  June  9.  1961. 


Andrews  was  Issued  Operating  Authori- 
zation No.  158  as  an  international  air 
freight  forwarder. 

Subsequently.  Andrews  decided  it 
would  be  more  beneficial  to  conduct 
the  air  freight  forwarder  activities 
through  a  new  wholly-owned  subsidiary. 
Andrews  Air  Service  Corporation  (Serv- 
ice >  Accordingly,  appllcationfi  have  been 
fUcd  for  the  issuance  to  Service  of  an 
operatinR  authorization  as  an  Interna- 
tional air  freight  forwarder '  and  for 
necessary  approvals  under  sections  408 
and  409  of  the  Act  permitting  Andrews 
to  control  Service  and  the  four  other 
.subsidiaries  and  authorizing  Interlock- 
mg  relationships  between  the  compa- 
nies' Applicants  state  in  effect  that 
the  establishmeht  of  Service  as  an  air 
freight  forwarder,  rather  than  Andrews, 
will  be  of  assistance  from  the  standpoint 
of  customer  Identification  and  in  other 
respects  will  simplify  accounting  and 
reporting  procedures. 

No  objection   to  the   application   has 
b^n  filed. 

The  Board,  upon  consideration  of  the 
application,  concludes  that  the  control 
by  Andrews  of  Service  and  the  other 
companies  nsuned  above  is  subject  to 
section  408<a)  of  the  Act.  The  Board 
also  concludes  that  such  relationships 
do  not  affect  the  control  of  an  air  car- 
rier directly  engaged  In  the  operation 
of  aircraft  in  air  transporta.tion.  do  not 
result  in  creating  a  monopoly,  and  do 
not  tend  to  restrain  competition.  Fur- 
thermore, the  Board  notes  that  no  per- 
son disclosing  a  substantial  interest  is 
currently  requesting  a  hearing.  Also, 
the  esUblishment  of  Service  for  the  pur- 
pose of  becoming  the  air  freight  for- 
warder, in  Ueu  of  Andrews,  does  not  alter 
significantly  the  relaUonshlps  previously 
approved  by  the  Board.  It  appears, 
therefore,  that  approval  of  the  relaUon- 
ships  would  not  be  Inconaistent  with  the 
public  interest. 


'The  authortaation  c*  Andrews  aa  an  In- 
temaUonal  air  fratght  forwarder  U  to  be 
termtoated  upon  approval  ot  the  Uistant  ap- 
plication and  the  aubeequent  grant  of  a 
forwarder  authorlaatlon  to  Service.  Par  the 
purpose  of  thla  proceeding  Service  la  consid- 
ered to  be  an  air  carrier. 

•  The  subsidiaries,  other  than  Service,  are 
D  C  Andrews  ft  Co.  of  IlUnoU,  Inc.,  D.  C 
Andrews  ti  Co.  of  LouiaUna.  Inc..  D.  C.  An- 
drews &.  Co.  of  Maasachusetta.  and  D.  C.  An- 
drews &  Co  of  Maryland.  Inc.  The  companies 
operate  as  surface  freight  forwarders  by 
water  or  land  and  or  as  cargo  saiM  agents 
for  members  of  the  International  Air  Trans- 
port AasoclaUon.  The  IndlvlduaU  Involved 
in  the  interlocking  relationships  and  their 
poalUona,  which  are  the  same  for  all  com- 
panies Including  Andrews  and  Service,  are 
aa  follows: 

Name  and  poaltUm 

Charles  C.  Hartzell,  president,  director 
Prank  R.  Harlocker,  executive  vice  president. 

director. 
Kma  B   (Mrs.  Charles)  Hartaell.  director. 
Hakon  Olason,  treasurer. 
Myron  L.  Shapiro,  secretary,  director. 
Eugene  R.  Blrchler.  vice  president. 


I 


Tuesday,  January  30,  1962 

The  Board  hai  also  determined  (hat 
interlocking  relatlonahlpa  within  the 
scope  of  sectlOB  400(a)  of  the  Act  wiU 
exist  between  Service  and  the  other 
companies  named  above,  from  the  hold- 
ing by  the  individual  appUcants  of  the 
positions  described  herein.  However, 
the  Board  finds  that  the  parties  have 
made  a  due  showing  that  the  interlock- 
ing relationships  will  not  adversely  affect 
the  public  interest. 

In  view  of  the  foregoing,  the  Board 
tenUtively  finds  that  the  control  rela- 
tionships involved  herein  should  be  ap- 
proved and  intends  to  approve  them 
without  a  hearing,  pursuant  to  the  pro- 
visions of  secUon  408(b).  In  accordance 
therewith,  this  order  consUtatlng  notice 
of  such  intention  will  be  published  In  the 
Pbmkal  Rboistb,  and  Intcorested  poracms 
will  be  afforded  an  opportonitjr  to  com- 
ment on  the  Board's  tentattYe  decision.' 
Therefore,  it  is  ordered: 

1.  That  this  order  be  published  in  the 
PEbBVAL  Rsaxsm: 

2.  That  the  Attorney  General  be  fur- 
nished a  copy  of  this  order  within  one 
day  of  its  publication;  and 

3.  That  interested  persons  are  afforded 
a  period  of  fifteen  dajs  within  which  to 
file  commenU  with  respect  to  the  Board's 
proposed  action  herein.* 

By  the  Civil  Aeronautics  Board. 

I  SEAL]  Hakolb  R.  SAMDnaON. 

Secretary. 

|FJl.    Doc.    ea-BTS:    PUed.    Jan.    ».    l»«a; 
8:47    ajn,] 

I 

FEDERAL  COHMUWCATIONS 
COMMISSION 

( Canadian  List  16«] 

CANADIAN  BROADCAST  STATIONS 

List  of  Chongoi,  Proposed  Chongos, 
end  Corrections  in  Assignments 

Janttaxt  5, 1062. 
Notification  under  the  provisions  ci 
Part  m  section  2  of  the  North  Amer- 
ican Regional  Broadcasting  Agreement. 
List  of  changes,  proposed  changes,  and 
corrections  in  assignments  of  Canadian 
Broadcast  Stations  modifying  appen- 
dix containing  assignments  of  Cana- 
dian Broadcast  Stations  (Mimeograph 
#47214-3)  attached  to  the  Recom- 
mendations of  the  North  American  Re- 
gional Broadcasting  Agreement  En- 
gineering Meeting.  : 


FEDttAL  REGISTER 


OaUlettan 


Loeattao 


New..- 

New... 
CKYL 

CJLX 

New.  . 


Orsnd  FaUa.   Newfound- 
land. 


Thompson,  Manitoba. 
BlTcr, 


AlerU  (PC: 
kc  1  kw  DA-N). 


SOOtfleeylM 


610  kUocftiet 


aOOkatetdu 


Fort  William,  Ontario     10  D/6  N 

(PO:  800  kc  6  kw  DA-1). 

900  kiloeptUs 
Frederlcton,  New  Bruns-     i 
widi 


CKCY 
CKCY. 


New. 
CBI. 


CJC8 


CJCB. 

CJ8L 

New... 


'  Further  action  on  the  Interlocking  rela- 
tionships under  section  400  will  be  defflcred 
pending  final  resolution  of  the  control  rda- 
tlonshlps  which  are  subject  to  ••etlim  408. 

'  Such  comments  shall  in  all  respects  con- 
form to  the  requirements  of  the  Board's  rules 
of  practice  for  the  filing  of  documents. 


CFOM 

New..., 
CFOB. 


CKCY 


New. 


New. 


Ssult  Bte.  Marie,  Ontario. 
Ssntt  Bte.  Marie,  Ontario 

(eiMBie  in  daytiine  pat- 

teniooly). 

FraderictOB,  New  Bmns- 
wlok. 

Sydney,    Nova   Scotia 
(PO:IH0kc8kwDA-l). 


Stratford,  Ontario  (notl- 
Aed  on  Ust  «U5  tor  1  kw 
D/0J6  kw   N   1240  kc 
DA-D). 


Sydney,  Novia  Scotia 
(PO:  1370  kc  6  kw  D/1 
kw  N  ND). 


Anten- 
na 


S6taed- 
nle 


taOkUoeyde* 


10  D/5  N. 

M)D/5N. 


970kilocyeUi 


10. 


mo  kUocfdet 


ItIP  kOoetdtt 
0.5  D/D.25  N 


DA-1 


ND 

DA-N 


DA-1 
DA-1 


DA-2 
DA-t 


DA-1 
DA-N 

ND 


1170  kilocfclet 


10. 


1. 


IMOkiloefdet 


Kstevan,  Saskatchewan. 
Mettart,  Saskatebewan . 

I       tStO  kioetdu 
Richmond  Hill,   Ontario  |  10  D/2,6  N 

ISSOkaoefdu 
lisdale,  Saakatcbewan. 


Ooose  Bay.Newfound- 
taid. 

SaoU  Bte.  Marie,  Ontario. 
Ooderifdi,  Ontario 


WUmot  Station.  Saskatch- 
ewan (Dotlfled  on  list 
nn  for  0.35  kw  14W  kc 
ND). 


10. 


1. 


ISiOkaoefde* 


lIpOkQoctdu 
0,25 

mo  kUoegdet 
1 


U 


u 
u 


u 

u 


u 
u 


u 
u 

u 


Class 


DA-N 

DA-1 

U 

DA-1 

U 

DA-1 

U 

DA-1 

U 

ND 

U 

ND 

u 

I>\-N 

\  ^' 

litO  kU9erdt» 
1  D'0.2.')  N       ... 


.NO 


U 


m 


in 
in 


n 
u 


ui 
m 


lU 

n 

ND 

III 

in 
in 

III 

III 

TV 
IV 

III 

IV 


Expected  date 
of  operatloa 


Delete  aasisnmant. 


EIO  1-1-OS. 
Do. 


Do. 
Delete  AsMignnaaBt. 


NIO  OB  new  b^q/amiv. 
EIO  1-1-61. 


Do. 
Do. 


Do. 

AflrigmMatofeaU 

iBttariw 
IMetei 


NIO  with  Increased 
daytims  power. 


Delete 
NIO. 


Delete  awignment 
VldetaOke. 


DeVeU 


EI0  1-l-6a. 


[8BAL] 


Fkdksal  ComnjincATioiTS  CoMmsnoH, 
Bkn  F.  Wapli, 

Acting  Secretary. 

(FJt.  Doc.  63-943:  Filed.  Jan.  29,  1003;   8:45  ajn.) 


FEDERAL  RESERVE  SYSTEM 

First  Okkihema  Boncorporation 

Netico  of  Rocoipt  of  Application  for 
Approycri  off  Acquisition  off  Sliares 
off  Bonks 

Notice  is  hereby  given  that  the  Board 
of  Governors  of  the  Federal  Reserve 
System  has  received  an  aivlication  by 
First  CAIaboma  Bancorporation,  Okla- 
homa Cltj,  OklA..  pursuant  to  section 
3(a)  (1)  of  tti^Banlf  Holding  Company 
Act  of  19M  aa  UJ3.C.  1842).  for  the 
Board's  prior  approval  of  action  to  be- 
come a  hojok  holding  company  through 
nffq^iifi^ftn  \gy  that  Corporation  of  a 
minimiiiw  of  309,607  sharcs  (28.15  per- 
coit)  of  The  First  National  Bank  and 


Trust  Co.  of  OklahcHna  City,  Oklahoma 
City,  Okla.,  and  a  minimum  oi  505 
shares  (50.5  percent)  of  The  Idabel  Na- 
tional Bank,  Idabel,  Oklahoma. 

In  detennining  whether  to  i4>prove 
this  aiH>lication.  the  Board  is  required 
by  said  Act  to  take  into  consideration  the 
following  factors:  (1)  The  flnanrial 
history  and  condition  of  the  company 
and  the  banks  concerned;  (2)  their 
prospects:  (3)  the  character  of  their 
management;  (4)  the  convenienoe, 
needs,  and  welfare  of  the  commnnittes 
and  the  area  concerned;  and  (5)  whether 
or  not  the  effect  of  such  acquisttion 
would  be  to  expand  the  size  or  extent  of 
the  bank  holding  company  system  in- 
volved beyond  limits  consistent  with 
adequate  and  sound  banking,  the  puMie 


870 
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ifu 


Tuesday,  January  30,  1H2 


FEDERAL  REGISTER 


871 


ikT^    mtfi^   rv^    it.4RAi 


r\w*j4£ 


rtf 


Tiailau'e   iTvnrcMts     TTABt    HajTiT^tnn     Hnnn 
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870 

interest,  and  the  preservation  of  com- 
petition in  the  field  oT  banking. 

Not  later  than  30  days  after  the  pub- 
lication of  this  notice  in  the  Fsobkal 
Racism,  comments  and  views  regard- 
inc  the  proposed  acquisition  may  be 
filed  with  the  Board.  Communications 
should  be  addressed  to  the  Secretary. 
Board  of  Governors  of  the  Federal  Re- 
serve System.  Washington  25.  DC. 

Dated  at  Washington.  DC  .  this  24ih 
day  of  January  1962. 

By  order  of  the  Board  of  Governors. 

[skALl  Merritt  Shirman. 

Secretary. 

IF.R.    Doc.     62-955;     Filed.     Jan.     29,     19«2; 
8:45   ami 


DEPARTMENT  OF  STATE 

I  Public  NoUce  204;  Delegation  of  Authority 
23-F-3 1 

PROCUREMENT  TRANSACTIONS 

Amsndmsnt  of  DslsgaHon  of 
Authority 

Delegation  of  Authority  No.  23-F-2 
dated  December  29.  1961  (27  F.R.  262. 
January  10,  1962 ) .  is  hereby  cancelled 
effective  close  of  business  January  2. 
1962.  Paragraph  lb  of  Delegation  of 
Autbority  No.  23-F  dated  May  26.  1961. 
as  amended.  "Subject:  Delegation  of 
Authority  for  Procurement  Transac- 
tions", shall  be  again  effective  on  and 
after  January  3.  1962. 

For  the  Secretary  of  State. 

Human  Pollack. 
Actino  Assistant  Secretary 

for  Administration. 

Janttart  2.  1962. 

|FR.     Doc.     62-977:     Piled.     Jan      29.     19C2; 
8:47  a. ml 


INTERSTATE  COMMERCE 
COMMISSION 

I  Notice  58»| 

MOTOR   CARRIER  TRANSFER 
PROCEEDINGS 

Jaitoart  25.  1962. 

Synopses  of  orders  entered  pursuant 
to  section  212(b)  of  the  Interstate  Com- 
merce Act.  and  rules  and  regulations 
prescribed  thereunder  (49  CFR  Part 
179) .  appear  below: 

As  provided  in  the  Commission's 
special  rules  of  practice  any  interested 
parson  may  file  a  petition  seeking  re- 
ecMTsideration  of  the  following  numbered 
proceedings  within  20  days  from  the  date 
of  publication  of  this  notice.  Pursuant 
to  section  17(8)  of  the  Interstate  Com- 
merce Act.  the  filing  of  such  a  petition 
will  postpone  the  effective  date  of  the 
order  in  that  proceeding  pending  its 
dispositton.  The  matters  relied  upon  by 
petltkmers  must  be  specified  in  their 
petitions  with  particularity.     - 


NOTICES 

No.  MC-PC  64561.  By  order  of  Jan- 
uary 19.  1962.  the  Transfer  Board  ap- 
proved the  transfer  to  Naglee  Moving 
4  Storage,  Inc..  Elmira  Heights,  N.Y.,  of 
Certificates  Nos.  MC  71262.  MC  71262 
Sub  4.  and  MC  71262  Sub  6,  issued  Oc- 
tober 27.  1948.  June  21.  1950.  and  July 
7.  1950.  respectively,  to  Arthur  Naglee. 
doing  business  as  Naglee  Moving  li  Stor- 
age. Elmira  Heights.  N.Y..  authorizing 
the  transportation  over  irregular  routes 
of  household  goods,  between  points  in 
Chemung  County.  N.Y..  on  the  one  hand. 
and.  on  the  other,  points  in  Pennsyl- 
vania. Ohio,  Virginia.  West  Virginia, 
Maryland,  Delaware,  New  Jersey,  Con- 
necticut. Rhode  Island.  New  York,  Mas- 
sachusetts, and  the  District  of  Columbia : 
between  points  in  Steuben.  Allegany. 
Schuyler,  and  Yates  Counties.  N.Y..  on 
the  one  hand.  and.  on  the  other,  points 
in  Pennsylvania.  Ohio.  West  Virginia. 
Virginia.  Maryland.  District  of  Columbia. 
Delaware.  New  Jersey.  Connecticut.  Mas- 
sachusetts. Rhode  Island,  and  New\York: 
between  Coming.  N.Y..  on  the  one  hand, 
and.  on  the  other,  points  in  Pennsyl- 
vania within  75  miles  of  Coming;  and 
between  points  in  Tioga  County.  NY., 
on  the  one  hand.  and.  on  the  other,  points 
in  New  York.  Pennsylvania,  Maryland. 
District  of  Columbia.  Delaware.  New  Jer- 
sey. Connecticut,  Massachusetts,  and 
Rhode  Island.  J.  Richard  Benedict.  126 
West  14th  Street.  Elmira  Heights.  NY. 
attorney  for  applicants. 

No.  MC-FC  64569.  By  order  of  Jan- 
uary 19.  1962.  the  Transfer  Board  ap- 
proved the  transfer  to  E-B  Trucking  Co  . 
Inc..  P.O.  Box  518.  Battleboro,  N.C  .  of 
Certificate  No.  MC  46838.  issued  June  4. 
1958.  to  A  fc  E  Trucking  Co..  a  corpora- 
tion. P.O.  Box  518,  Battleboro.  N.C. 
authorizing  the  transportation,  over  Ir- 
regular routes,  of  general  commodities, 
excluding  household  goods,  commodities 
in  bulk,  and  other  specified  commodities, 
and  of  agricultural  commodities,  cotton- 
seed meal  and  cottonseed  hulls,  cotton- 
seed, cottonseed  oil.  and  cotton  linters. 
feed,  grain,  and  floar,  fertilizer  and  fer- 
tilizer materials,  leaf  tobacco,  in  hogs- 
heads and  sheets,  peanuts,  petroleum 
products,  in  containers,  and  scrap  metal, 
from  and  to  specified  points  In  Mary- 
land. Virginia.  North  Carolina,  and  Dela- 
ware, varying  with  the  commodities 
transported. 

No.  MC-PC  64592.  By  order  of  Janu- 
ary 19.  1962.  the  Transfer  Board  ap- 
proved the  transfer  to  Walter  Taylor  and 
Paul  Peel,  a  partnership,  doing  business 
as  Phillips  Coach  Lines  Co.,  102  Oak 
Street.  Nicholasville.  Ky..  of  Certificate 
No.  MC  36290,  Issued  December  29.  1959. 
to  Walter  Taylor.  Paul  Peel.  Herman 
Brinegar.  and  F.  S.  Masterson.  a  part- 
nership, doing  business  as  Phillips  Coach 
Lines  Co.,  102  Oak  Street,  Nicholasville. 
Ky..  authorising  the  transportation,  over 
irregular  routes,  of  passengers  and  their 
baggage,  and  express  and  newspapers, 
in  the  same  vehicle  with  passengers,  be- 
tween Lexington.  Ky..  and  Wllmore.  Ky. 

No.  MC-FC  64607.  By  order  of  Janu- 
ary 19.  1962.  the  Transfer  Board  ap- 
proved the  transfer  to  Bailey's  Express. 
Inc.,  East  Hampton.  Conn.,  of  Certificate 
No.  MC  37101.  Issued  June  10.  1949.  to 
Malcolm  M.  Hall.  Jr..  doing  business  as 


Bailey's  Express.  East  Hampton,  Conn., 
authorizing  the  tran^^Mrtatlon,  over  reg- 
ular routes,  of  general  commodities,  ex- 
cluding household  goods,  commodities  in 
bulk,  and  other  specified  commodities, 
between  New  Haven.  Conn.,  and  Moodu.s. 
Conn  .  between  Mlddletown,  Conn,  and 
Durham.  Conn.,  between  New  Haven, 
Conn.,  and  Merlden.  Conn.,  between  New 
Haven.  Conn,  and  Middletown,  Conn., 
and  between  Middletown,  Conn.,  and 
Cromwell  and  East  Hampton.  Conn 
Theodore  J  Raczka,  363  Main  Street. 
Middletown.  Conn.,  attorney  for  appli- 
cants. 

No.  MC-PC  64615.  By  order  of  Janu- 
ary 19.  1962,  the  Transfer  Board  ap- 
proved the  transfer  to  Revell  Transit 
Lines.  Inc..  911  West  Sheridan  Avenue, 
Sheniuidoah.  Iowa,  of  Certificates  Nos 
MC  69036.  MC  69036  Sub  1.  MC  69036 
Sub  2.  MC  69036  Sub  3,  MC  69036  Sub  4. 
and  MC  69036  Sub  6.  issued  January  22. 
1951.  January  23,  1951.  March  7.  1952. 
March  7.  1953.  October  11.  1956.  and 
September  16.  1958.  respectively,  to  Budd 
A.  Revell  and  Leila  M.  Revell.  a  partner- 
ship, doing  business  as  Revell  Transit 
Lines.  911  West  Sheridan  Avenue,  Shen- 
andoah. Iowa,  authorizing  the  transpor- 
tation of  general  commodities,  between 
Omaha.  Nebr..  and  Clarinda.  Iowa;  gen- 
eral commodities,  including  household 
goods,  between  Essex,  Iowa,  and  Omaha, 
Nebr:  general  commodities  including 
household  goods,  but  excluding  comnKxl- 
ities  in  bulk,  between  junction  U.S.  High- 
way 275  and  Iowa  Highway  184  and 
Essex.  Iowa;  general  commodities,  ex- 
cluding household  goods  and  commodi- 
ties in  bulk,  between  Omaha,  Nebr. 
Percival,  Thurman,  and  Hamburg,  Iowa: 
and  from  Omaha,  Nebr..  to  Sidney.  Iowa 
and  points  in  Iowa  within  25  miles  of 
Sidney;  household  goods,  between  Shen- 
andoah. Iowa,  on  the  one  hand,  and,  on 
the  other,  points  in  Illinois,  Missouri. 
Nebraska.  Kansas,  and  Colorado;  house- 
hold goods,  between  Hamburg.  Iowa  and 
Omaha,  Nebr..  and  points  within  10  miles 
of  Hamburg,  except  Riverton  and  Sid- 
ney. Iowa;  household  goods  and  emi- 
grant movables,  between  Sidney.  Iowa, 
and  points  in  Iowa  within  100  miles 
thereof,  on  the  one  hand,  and,  on  the 
other,  points  in  Nebraska;  and  between 
Sidney.  Iowa,  and  points  within  50  miles 
thereof,  on  the  one  hand.  and.  on  the 
other,  points  in  Missouri:  building  mate- 
rials, from  Nebraska  City.  Nebr..  to  points 
in  Fremont,  Mills,  Montgomery,  and  Page 
Counties,  Iowa;  livestock,  between  Ham- 
burg. Iowa  serving  intermediate  and  off- 
route  points  within  10  miles  of  Hamburg. 
Iowa;  from  Hamburg,  Iowa  to  Omaha. 
Nebr..  serving  intermediate  and  off-route 
points  in  Iowa  within  10  miles  of  Ham- 
burg. Iowa;  and  frtmi  points  in  Iowa,  to 
points  in  Nebraska:  milled  feed,  farm 
implements  and  machinery,  lumber, 
hardware,  and  coal,  commercial  feed,  and 
feed,  from  and  to  points  in  Nebraska  and 
Iowa;  sand,  from  point  in  Nebraska  to 
points  In  Iowa. 

No.  MC-FC  64679.  By  order  of  Janu- 
ary 19.  1962.  the  Transfer  Board  ap- 
proved the  transfer  to  Jenkins  Bros.. 
Inc..  Mount  Vernon.  Greg.,  of  Certificate 
No  MC  119506.  issued  November  23, 1960. 
to  Clarence  Jenkins  and  Walter  Jenkins, 
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a  partnership,  doing  buaineas  m  Jenkins 
Bros.,  Mount  Vemoo.  One.  MitlioirisinK 
the  trauqxNrtatkm.  ant  Imgular  routes, 
of  asbestos  ore.  In  bulk,  from  points  In 
Grant  Countj,  Oreg..  to  Los  Angles, 
Calif.  J.  R  Campbell.  OgiMe  BuOdlng, 
John  Day.  Oreg..  attorn^  for  apidleants. 


[seal] 


HaaoLD  D.  MoCot, 
Secretory. 


irn.    Doc.    62-064;    FUwl.    Jan.    39.    1962; 
8:46  aju.] 

I  


FOURTH  SECTION  APPUCATIONS 
FOR  RELIEF 

Jamuabt  25, 1M2. 

Protests  to  the  granting  oi  an  apidica- 
tion  must  be  prepared  In  aocOTdanee  with 
Rule  40  of  tbe  general  rules  of  practice 
(49  CFR  1.40)  and  lUed  within  16  days 
from  the  date  of  puUleation  of  this  no- 
tice in  the  Fbdkkal  Rsqism. 

Long-and-Shost  Haul 

FSA  No.  37525 :  Wheat  and  wheat  fUmr 
to  Corpus  ChritU,  Tex.  Filed  by  Texas- 
Louisiana  Freight  Bureau,  agent  (No. 
428) .  for  int««6ted  rail  carders.  Rates 
on  wheat  and  wheat  flour.  In  carloads, 
from  points  in  New  Mexloo  and  Texas,  to 
Corpus  Christi.  Tax.  (for  export). 

Orounds  for  rdief :  Port  relationship. 

Tariff:  Sunilement  109  to  Texas-Loui- 
siana Freight  Bureau  tariff  LCX;.  899. 

FSA  No.  37526:  Com  and  com  prod- 
ucts from  nUnois  and  Indiana  potnts  to 
the  east.  Filed  by  TYmffle  Executive  As- 
sociation-Eastern Railroads,  agent  (EH. 
No.  2^).  for  tntorested  rail  carriers. 


Rates  on  com  and  corn  products,  as  de- 
scribed in  the  application,  in  carloads, 
from  specl&ed  points  in  Illinois  and  In- 
diana, to  eastern  points  located  on  the 
lines  of  The  New  York  Central  Railroad 
Co. 

Oroimds  for  relief:  Origin  rate  rela- 
tionship and  market  competition. 

Tariff:  Supplement  194  to  Traffic  Ex- 
ecutive Association-Eastern  Railroads 
tariff  I.C.C.  4403  (Hinsch  series) . 

By  the  Commission. 


[SEAL] 


Harold  D.  McCot, 
Secretary. 


[Fit.    Doc.    62-963;     Piled,    Jan.    29,    1962; 
8:46  ajn.] 


HOUSING  AND  HOME 
FWANCE  AGENCY 

Public  Housing  Administration 

DELEGATION  OF  FINAL 
AUTHORITY 

Regional  Directors 

Section  n  Delegation  of  final  author- 
ity, is  amended  as  follows: 

Paragraph  CI  is  amended  by  adding 
the  name  "Kenneth  C.  Cavanaugh"  be- 
low the  title  "Regional  Directors." 

Approved:  January  19, 1962. 

[SEAL]  Masob  C.  McOuntx. 

Commissioner. 

(PJl.    Doc.    62-956,     PUed,    Jan.    29,     1962; 
8:45  ajn.l 
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Agricultural  Marketing  Service 

Rules  and  Regulations: 
Dried   prunes   produced   in   Cali- 
fornia;  establishment  of  inde- 
pendent producer  districts 881 

Navel  oranges  grown  In  Arizona 
and  designated  part  of  Cali- 
fornia; handling  limitation 880 

Agricultural  Research  Service 

Rules  and  Regulations: 
Recognition  of  breeds  and  books 

of  record  of  purebred  animals; 

Canada 881 


Agricultural  Stabilizatton  and 

Conservation  Service 

Proposed  Rule  Making: 
Milk  in  Philadelphia.  Pa.,  and 
Wilmington.  Del.,  marketing 
areas ;  joint  hearing  of  proposed 
amendments  to  tentative  agree- 
ment and  order 898 

Agriculture  Department 

See  also  Agricultural  Marketing 
Service;  Agricultural  Research 
Service;  Agricultural  Stabiliza- 
tion and  Conservation  Service. 

Notices: 

North     Dakota;     designation 
areas  for  emergency  loans.. 
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906 


Air  Force  Department 

Rules  and  Regulations: 

Decorations  and  awards 883 

Schedule  of  fees  and  charges  for 
copying,  certifying  and  search- 
ing  records 883 


Contents 


Atomic  Energy  Commission 

Notices: 

Interstate  Inspection,  Inc.;  appli- 
cation for  byproduct  material 
licenae 906 

Civil  Aeronautics  Board 

NOTXcn: 

Southwestern  area  local  service 
case;  oral  argument 907 

Specific  commodity  rates;  agree- 
ment of  traffic  conference  of 
International  Air  Transport  As- 
sociaUon 907 

Commerce  Department 

Noncss: 

Changes  in  financial  interests : 

Oraf.  Frederick  L 926 

Lynch.  Timothy  A 926 


Defense  Department 

See  also  Air  Force  Department; 
Engineers  Corps. 

Notices: 

Organizational  statement 905 

Various  officials;  delegation  of  ad- 
ministrative authorities  for  Civil 
Defense  functions 903 

Engineers  Corps 

Rules  akd  Regulations  : 
Bridges;  Anacostia  River.  Wash- 
ington, DC 890 


Farm  Credit  Administration 

Rules  amo  Regulations  : 

Fedanl  land  banks  generally 877 


Alien  Property  Office       | 

Notices  : 

Gunze     Silk     Corp.;     dissolution 
order 926 

Intention       to       return       vested 
property : 

Burgers.  Wilhelm  Gerard 927 

de  Oorter.  Frieda »26 


^deraf  Aviation  Agency 

Protoskb  Buut  Makdig  : 

Jet  mdvlMNT  areas :  alteration 992 

Bulb  akd  RaoxrLATxoHs : 
Jet  route  and  aawortatfid  jet  ad< 
vinryarea;  alteratkio 992 


Federal  Communications 

Commission 

Notices  : 

Miller.    Saul    M.,    et    al.;    order 
amending  issues 907 

Proposed  Rule  Making  : 
Telemetering  devices  and  wireless 
microphones ;     extension    of 
time  for  filing  comments: 

Correction 902 

Order 902 

Federal  Power  Commission 

Notices  : 
Hearings,  etc. : 

Cities  Service  Gas  Co 908 

Natural  Gas  Storage  Company 

of   Illinois-— •_ 908 

Ohio  Fuel  Gas  Co 908 

Texas  Eastern  Transmission 
Corp.  and  Texas  Gas  Trans- 
mission Corp 908 

Idaho;  partial  vacation  of  land 
withdrawn  in  Project  No.  1971-.      909 

Federal  Reserve  System 

Notices  : 

Citizens  Central  Bank;  order  ap- 
proving merger  of  banks 909 

Columbus  Junction  State  Bank; 
order  approving  acquisition  of 
bank    assets 909 

Federal  Trade  Commission 

Rules  and  Regulations: 

Prohibited  trade  practices: 
Florida  Citrus  Distributors,  Inc.      882 
Pittsburgh  Plate  Glass  Co 882 

Fish  and  Wildlife  Service 
Rules  and  Regulations: 
Sport  fishing  in  individtial  wildlife 
refuge  areas: 

Artansas;  Big  Lake 999 

Georgia;  Blackbeard  latamd 996 

Louisiana;  Lacasslne 896 

South  Carolina: 

Santee   M7 

Savannah 997 

Tennessee: 

Lake   Isom 996 

Reelloot «W 
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Food  and  Drug  Administration 

NOTICKS : 

Benzy ladenlne ;  extension  of  per- 
mit for  temporary  use 906 

RtTLKS  AK D  RXGXnJlTIONS : 

Food  additive  permitted  in  food 
for  human  consumption 883 

Pesticide  chemicals  in  or  on  raw 
agricultural  commodities;  tol- 
erances for  residues 883 

Health,  Education,  and  Welfare 
Department 

See  Pood  and  Drug  Administra- 
tion; Public  Health  Service. 

Interior  Department 

See  Pish  and  Wildlife  Service. 

International  Development 
Agenqf 

NoTicis: 

AID  Board  of  Contract  Appeals: 

establishment  and  designation.        903 
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Justice  Department 

See  Alien  Property  Office. 

Labor  Department 

See  Public  ContracUs  Division, 


Public  Contracts  Division 

Proposed  Rule  Making: 

Machine  tools  industry:  tentative 
decision  in  determination  of  pre- 
vailing minimum  wages 

Public  Health  Service 

Rules  AND  Regulations: 

Grants  for  survey,  planning,  and 
construction  of  hospitals  and 
medical  facilities 

Securities  and  Exchange 
Commission 

Notices: 
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State  Department 

See     International     Development 
Agency. 
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Rules  and  Regulations 


Title  6— AGRPLTURAL 
CREDIT      , 

Chapter  I — Farm  Credit 
Administration 

SUBCHAPTER   B— FEDERAL   FARM   LOAN 
SYSTEM 

Part   10 — Federal   Land  Banks 
Generally 

In  ordex  to  reflect  changes  made  in  a 
general  revision  of  the  Federal  Land 
Bank  Manual  issued  as  of  December  31, 
1959  Part  10.  Subchapter  B.  Chapter  I 
of  Title  6  of  the  Code  of  Federal  Regula- 
tions, is  revised  to  read  as  hereafter  set 
forth. 

Subpart — Eligibility 

S^ 

10  1  Eligibility  of  appUcanU. 

10  2  Same;  farming  operations. 

10  3  Same;  farming  corporations. 

10  5  Same;  Joint  owners.        j 

10  8  Same;  fiduciaries. 

10  7  Eligibility  of  purposes. 

10  8  Same;     general    agricultural    pur- 

poses. 

10  9  Same:    other  requirements  of   the 

owner. 

S««bpart — Security 

10  11  Security  standards. 

10  12  Normal  agricultural  value. 

10  13  Basis  of  loan  and  appraisal. 

Subpart — Limitation*   ar»d   Requiremenfi 

10  33  Bona  fide  ownership. 

10  34  Computing  amount  loanable  to  ap- 

plicant. 
10  40  Insurance. 


I 
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Subpart — Interest   RatM 

Special  Interest  rates. 


Subpart — R«paym«nt  Men* 

10  42-60     DefermenU. 

10  42-51     Unamortized  or  partially  amortized 
loans. 

Sufcpart— ^yment* 
10  47  Future  payment  funds. 

10  48  Same;  terms  and  conditions. 

10  52  Release  of  personal  liability. 

Subpart — Retirement  of   Stock 
General  policy. 

S^ibpart — Mineral    Rieht* 
Holding    mineral    rights   for 
than  5  years.  i 


10  53 
10  64 

10  119 

10  120 
10  120a 

10  120b 

10  120c 

10  120d 
10  121 
10  122 


more 


Subpart — Bondf 
Method    of     calling    consolidated 

Federal  farm  loan  bonds. 
Same;  less  than  entire  Issue. 
Exchanges     and     asslgiunents     of 

consolidated  bonds. 
Basis  of  relief  on  account  of  lost. 

stolen,  destroyed,  mutilated,  or 

defaced    consolidated    bonds   or 

coupons. 
Claims  and  proof  for  lost,  stolen, 

destroyed,  mutilated,  or  defaced 

consolidated  bonds  or  coupons. 
Restrictive  endorsements  of  bearer 

securities. 
Lost  or  stolen  bonds  and  coupons 

Issued  by  a  bank  individually. 
Same;   bond  of  indemnity. 


AuTHoarrT:  §110.1  to  10.122  Issued  under 
sec.  6.  47  Stat.  14.  as  amended;  12  U.S.C.  665. 

Hon:  That  part  of  each  section  number 
which  follows  the  first  decimal  Is  the  same  as 
the  section  number  of  the  corresponding 
nroTlslon  In  the  Federal  Land  Bank  Manual. 
except  for  H  10.120a.  10.120b,  10.120c,  and 
10  laOd  which  do  not  appear  In  the  manual. 
Where  the  word  "bank"  appears  alone.  It  re- 
fers to  a  Federal  land  bank;  the  word  "asso- 
ciation" refers  to  a  Federal  land  bank  asso- 
ciation; the  word  "Administration"  refers  to 
the  Farm  Credit  Administration. 

Subpart — Eligibility 
§  10.1      Eligibility  of  appUcanls. 

An  eligible  person  as  used  in  section 
12  Sixth  of  the  Federal  Farm  Loan  Act 
(12  U.S.C.  T71  Sixth)  is  one  who  is  en- 
gaged, or  shortly  to  become  engaged,  in 
farming  operations  or  who  derives  the 
principal  part  of  his  income  from  farm- 
ing operations. 
S  10l2     Same;  farming  operations. 

A  person  will  be  deemed  to  be  engaged 
in  farming  operations  if.  in  the  capacity 
of  owner,  leasee,  or  tenant  of  a  farm,  he 
actively  participates  personally  or 
throtigh  an  agmt  to  a  substantial  de- 
gree in  the  management  and  conduct  of 
the  farming  operations  on  any  farm 
land. 
§  10.3      Same;  farming  corporations. 

The  term  "person"  includes  a  cor- 
poration engaged  in  farming  operations. 
Loans  may  be  made  to  such  a  corpora- 
tion provided  that  (a)  more  than  one- 
half  of  its  income  is  derived  from  farm- 
ing operations,  (b)  one  or  more 
individuals  owning  a  substantial  portion 
of  the  outstanding  stock  of  the  cor- 
poration are  engaged  in  farming  opera- 
tions in  connection  with  Uie  farm  to  be 
mortgaged  as  security  for  the  loan,  and 
(c)  one  or  more  Individuals  owning  a 
substantial  portion  of  the  outstanding 
stock  of  the  corporation  assume  personal 
liability  for  the  loan.  Requirements  (b) 
and  (c)  may  be  met  by  either  the  same 
or  different  individuals. 

§  10.5     Same;  joint  owners. 

An  application  offering  jointly  held 
property  as  security  may  be  accepted  if 
it  is  signed  by  one  or  more  of  the  joint 
owners,  on  behalf  of  all  of  the  joint 
owners,  provided  it  is  understood  that 
all  of  the  owners  will  join  in  a  mortgage 
if  a  loan  is  approved. 


§  10.7      Eligibility  of  purposes. 

The  statutory  provision  as  to  the  pur- 
poses for  which  loans  may  be  made  is  as 
follows  (12  U.S.C.  771  Fourth): 

Such  loans  may  be  made  for  general  agri- 
cultural purposes  and  other  requirements  of 
the  owner  of  the  land  mortgaged,  under  rules 
and  regulations  of  the  Farm  Credit  Admin- 
istration. 

While  many  of  them  might  be  placed 
in  either  category,  the  recognized  pur- 
poses are  as  hereafter  listed  under  the 
headings  §  10.8  Same;  general  agricul- 
tural purposes  and  S  10.9  Same;  other 
requirements  of  the  owner. 

%  10.8      Same;   general   agricuhurpl   pur- 
po$>e!«. 

(a)  Purchase  and  improvement  of 
farm  real  estate ; 

lb)  Purchase  of  livestock,  equipment, 
and  supplies; 

(c)  Payment  of  farm  operating  ex- 
penses, including  taxes  and  insurance; 

(d)  Provide  a  home  for  use  in  con- 
nection with  farm  («)eration; 

( e )  Removal  of  a  lien  from  farm  land : 

(f)  Refinance  indebtedness  incurred 
for  any  of  the  foregoing  purposes  or 
reimburse  applicant  for  amounts  spent 
out  of  his  own  funds  for  such  purposes. 

§  10.9      Same;  other  requirements  of  the 
owner. 

(a)  Provide  a  home  for  the  owner  or 
his  family ; 

(b)  Pay  family  living  expenses,  in- 
cluding premiums  on  life  insurance,  edu- 
cational, medical,  and  funeral  expenses; 

(c)  Provide  facilities  for  processing, 
storage,  and  marketing  of  farm  products, 
and  the  handling  of  farm  equipment  and 

•  supplies,  even  though  not  located  on  the 
mortgaged  farm; 

(d)  Discharge  any  bona  fide  liabiUty 
of  the  owner,  including  income  and  other 
taxes,  judgments,  liens,  liability  as  en- 
dorser or  surety  for  the  debt  of  another, 

etc. ; 

(e)  If  the  owner  is  personally  actually 
engaged  in  farming  operations  or  re- 
ceives the  principal  part  of  his  Income 
from  farming  operations,  assist  him  or 
other  ^family  members  in  establishing 
and  maintaining  themselves,  together  or 
separately,  on  or  off  the  farm. 


§  10.6     Same ;  fiduciaries. 

Loans  may  be  made  to  an  executor, 
administrator,  trustee,  or  guardian  if 
(a)  the  fiduciary,  as  such,  or  the  bene- 
ficiary or  ward  Is  engaged,  or  shortly 
to  become  engaged,  in  farming  opera- 
tions, or  derives  the  principal  part  of  his 
Income  from  farming  operations;  (b) 
a  valid  lien  can  or  will  be  given  on  the 
property  on  which  the  loan  is  sought; 
and  (c)  an  Individual  sufllcienUy  inter- 
ested to  do  so.  can  and  will  incur  per- 
sonal UablUty  for  th«  loan. 


Subpart — Security 

§  10.1 1    ^^^ecurity  standards. 

To  be  acceptable  security  for  a  loan,  a 
property  must  meet  each  of  the  follow- 
ing minimum  standards : 

(a)  It  must  be  sufficiently  desirable  to 
be  readily  salable  or  rentable  under  nor- 
mal agricultural  conditions. 

(b)  It  must  be  sufficiently  durable  to 
maintain  satisfactory  production  during 
the  loan  term  specified. 

(c)  It  must  have  sxifBcient  stability 
of  value  to  assure  that,  on  a  loan  that 
would  be  proper  to  a  typical  owner  of 
the  property,  the  bank  could  recover  its 
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investment  if  unforeseen  diCBculties 
should  result  in  acquirement  of  the 
property. 

id»  It  must  be  capable  of  producing, 
under  typical  operation,  sufficient  nor- 
mal agricultural  earnings  to  pay  farm 
operating  expenses.  Including  taxes  and 
other  fixed  charges,  maintain  the  prop- 
erty, and  meet  family  living  expenses 
and  installments  on  a  loan  that  would 
be  proper  to  a  typical  operator :  Provided. 
That  where  income  from  dependable 
sources  other  than  farm  earnings  is 
available  to  a  typical  operator,  such  m- 
come  may  be  relied  upon  to  meet  loan 
installments  and  famUy  living  expenses 
including  that  part  of  the  taxes,  in- 
surance, and  maintenance  costs  charge- 
able to  the  dwelling. 

§  10.12      Normal  ■gricultiir«l  vailur. 

The  normal  agricultural  value  of  a 
farm  is  the  amount  a  typical  purchaser 
would,  under  usual  conditions,  be  will- 
ing to  pay  and  be  justified  in  paying  for 
the  property  for  customary  agricultural 
uses,  including  farm  home  advantages, 
with  the  expectation  of  receiving  normal 
net  earnings  from  the  farm  and  from 
other  dependable  sources. 

§  10.13      Basis  of  loan  and  appraiiial. 

The  normal  agricultural  value  of  a 
farm  shall  be  the  basis  for  a  loan.  In 
maUng  the  appraisal  the  net  earnings 
of  the  farm  shall  be  determined  by  using 
normal  commodity  prices  and  the  re- 
lated level  of  farm  operating  costs. 
Normal  prices  and  related  costs  shall  be 
determined  on  the  basis  of  the  long-term 
economic  outlook  and  be  approved  by  the 
Administration.  Likewise,  the  net  earn- 
ings from  other  dependable  sources  shall 
be  on  a  normal  level  that  reflects  the 
same  long-term  economic  outlook. 

Subpart— Limitotions  and 
Requirements 

§10.33      Bona  fide  ownership. 

A  loan  should  not  be  made  in  any  case 
if  the  ownership  of  the  security  by  the 
applicant(8)  is  not  bona  fide,  or  if  it  was 
acquired  with  the  intention  to  reconvey 
after  the  loan  is  closed  in  order  to  avoid 
limitations  as  to  eligibility  of  person 
or  amount  of  loan. 

§  10.34      Computing   amount   loiinuble   to 
applicant. 

(a)  Limitation.  The  amount^  any 
loan  made  by  a  bank  may  not  exceed  10 
percent  of  the  legal  reserve,  surplus  re- 
serve, and  earned  surplus,  as  of  the  end 
of  the  preceding  semiannual  period 
(June  30  or  December  31 ».  of  the  bank 
making  the  loan;  and  the  amount  of 
loans  to  any  one  borrower,  computed  as 
hereinafter  provided,  may  not  exceed 
such  10  percent  limitation. 

(b>  Individuals.  In  determining  the 
amount  loanable  to  an  individual, 
within  such  10  percent  limitation,  there 
shall  be  charged  against  his  borrowing 
capacity  the  total  unpaid  principal  of 
all  indebtedness  to  any  bank  of  the  sys- 
tem which  is  secured  by  property  pres- 
ently owned  or  being  acquired  by  him. 
either  individually  or  jointly  with  others, 
or  for  which  he  is  personally  liable. 
The  amount  of  any  loan  to  a  corporation 
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engaged  in  farming  operations  shall  be 
charged  against  the  individual  borrow- 
ing capacity  of  each  stockholder  who  as- 
sumes personal  liability  for  the  loan  to 
the  corporation 

<ci  Farming  corporations.  In  de- 
termining the  amount  loanable  to  a 
corporation  engaged  in  farming  opera- 
tions, within  such  10  percent  limitation, 
there  shall  be  charged  against  its  bor- 
rowing capacity  the  total  unpaid  princi- 
pal of  all  indebtedness  to  any  bank  of 
the  system  which  is  secured  by  property 
presently  owned  or  being  acquired  by  it. 
or  for  which  it  is  liable  The  amount 
loaned  to  a  corporation  shall  be  limited 
to  such  amount  as  will  not  cause  the 
amount  chargeable  against  the  txjrrow- 
ing  capacity  of  any  stockholder  to  exceed 
such   10  percent  limitation 

§  10.  to      Inf>uran<-e. 

<a'  General  requirements  il'  Irusur- 
ance  on  buildmgs  shall  be  required 
against  such  risks  and  in  such  amounts 
as  the  bank  may  determine  to  be  neces- 
sary for  adequate  protection  of  the  in- 
terests of  the  bank  and  the  endorsing 
association,  and  shall  afford  the  same 
protection  provided  under  the  New  York 
standard  mortgage  clause. 

(2)  Insurance  requirements  on  exist- 
ing loans  may  be  reduced  or  discontinued 
upon  the  request  of  the  borrower  or  on 
the  initiative  of  the  bank  or  association 
when  such  action  is  not  prejudicial  to 
the  interest  of  the  bank  and  the  associa- 
tion. 

(3'  A  bank  may  delegate  to  associa- 
tions full  or  limited  authority  with  re- 
spect to  the  detennination  of  insurance 
requirements. 

(b»  Application  of  loss  proceeds.  •!» 
The  bank  may,  m  its  discretion,  permit 
individual  losses  not  in  excess  of  an 
amount  fixed  by  the  bank  with  due  re- 
gard to  adequate  protection  of  the  mort- 
KAgee  to  be  paid  directly  to  the  mortgagor 
for  use  in  the  prompt  reconstruction  of 
the  buildings  destroyed. 

(2>  At  the  option  of  a  mortgagor  and 
subject  to  the  provisions  of  these  regu- 
lations any  sum  received  in  settlement 
of  a  loss  covered  by  insurance  lequired  by 
these  regulations  may  be  used  to  pay  for 
the  reconstruction  of  the  buildings  in- 
volved. Upon  giving  notice  of  the  exer- 
cise of  such  option  or  within  30  days 
thereafter,  unless  such  time  for  good 
cause  be  extended,  the  mortgagor  shall 
furnish  information  in  such  form  as  shall 
be  satisfactory  covering  thej?lans  of  the 
mortgagor  for  the  reconstruction  of  the 
building  involved  in  sound  and  service- 
able form  and  condition,  at  least  equal 
to  that  which  existed  immediately  prior 
to  the  loss.  Within  said  30  days  the 
mortgagor  shall  also  furnish  satisfactory 
assurance  that  such  reconstruction  will 
be  completed  within  a  reasonable  time, 
and  that  there  will  be  no  unsatisfied  liens 
for  lakwr,  materials,  and  or  other  ex- 
penses that  will  have  priority  over  the 
mortgage  when  such  reconstruction 
shall  have  been  completed  or  when  the 
said  sum  received  shall  have  been  paid  to 
or  for  the  account  of  the  mortgagor.  If 
the  mortgagor  desires  to  use  the  insur- 
ance money  in  whole  or  in  part  in  order 
to  replace  the  building  involved  with  an 


insurable  building  of  a  less  expensive 
type,  or  to  substitute  any  other  insurable 
building,  the  funds  may  be  used  for  such 
purpose  provided  the  bank  or  associa- 
tion is  satisfied  t^at  the  proposed  build- 
ing will  be  suitable  and  adequate  to  the  v 
agricultural  needs  of  the  farm. 

(3>  If  the  mortgagor  fails  or  refuses 
to  exercise  his  option  in  accordance  with 
these  regulations,  or  to  comply  with  all 
of  the  conditions  of  these  regulations 
with  respect  thereto,  or  if  the  mortgage 
be  in  process  of  foreclosure,  or  if  the 
mortgagor  be  in  default  in  such  manner 
that  the  mortgage  is  subject  to  fore- 
closure, the  sum  received  may  be  re- 
tained for  application  upon  the  indebt- 
edness secured  by  such  mortgage  or  as 
collateral  security  therefor.  Any  portion 
of  the  sum  received  which  is  not  used  for 
reconstruction  may  also  be  retained  for 
application  ujpon  the  indebtedness  or  as 
collateral  security  therefor. 

Subpart — Interest  Rates 

§  10.12      Special  intfrrnl  ratrfi. 

Subject  to  the  maximum  interest  rate 
of  6  percent  per  annum  prescribed  by 
law.  approval  is  given  to  an  interest  rate 
one-half  of  1  percent  per  annum  In  ex- 
cess of  the  interest  rate  otherwise  au- 
thorized for  bank  loans  through  asso- 
ciations, secured  by  first  mortgages  on 
the  following  farm  property  in  the  con- 
tinental United  States. 

(a>  Land  that  is  employed  primarily 
in  the  production  of  naval  stores  as 
defined  by  section  2  of  the  Naval  Stores 
Act  <sec.  2,  42  Stat.  1435;  7  U.S.C.  92); 

(b)  Land  used  for  the  raising  of  live- 
stock, in  estimating  the  earning  power 
and  in  establishing  the  value  of  which 
leases  or  permits  for  the  use  of  other 
lands  were  taken  into  consideration  and 
were  a  factor  in  determining  the  amount 
of  the  loan:  and 

(c>  Land,  a  substantial  part  of  the 
earnings  from  which  is  derived  from 
orchard  crops 

Subpart — Repayment  Plans 

§  10.12-30      Deferment*. 

<a>  Statutory  authority.  The  statu- 
tory provision  as  to  deferments  is  as 
follows  (12  U.S.C.  781  Nineteenth): 

To  permit  any  borrower  to  defer  payment 
of  the  principal  portion*  of  Installments  on 
his  loan  in  order  that  he  may  pay.  In  whole 
or  In  part,  any  Indebtednesa  which  la  se- 
cured by  a  Hen  Junior  to  the  lien  of  the 
bank  upon  the  farm  land  mortgaged  to 
secure  his  loan  Such  a  deferment  may  be 
permitted  for  other  purposes  for  a  period 
not  exceeding  5  years  under  regulatloiw 
prescribed  by  the  Farm  Credit  Administra- 
tion 

(b>  New  loans.  Deferments  may  l.>e 
granted  as  a  part  of  making  a  loan  and 
the  original  amortization  plan  may  be 
drawn  accordingly.  However,  no  defer- 
ment shall  be  granted  or  promised  when 
a  loan  is  made  which  would  have  the 
effect  of  extending  the  period  of  repay- 
ment for  more  than  40  years  or  for  more 
than  the  maximum  term  for  which  the 
appraiser  states  the  security  is  suitable. 

(C)  Outstanding  loans.  The  total  pe- 
riod of  deferment  for  purposes  other 
than  to  pay  off  a  junior  lien  shall  not 
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rxcced  5  years  during  the  life  of  the 
loan  although  the  deferment  may  be 
for  a  longer  period  if  the  purpose  is  to 
pay  off  a  junior  Uen.  Only  in  excep- 
tional cases  should  deferments  be 
granted  which  would  extend  the  repay- 
ment of  the  loan  for  more  than  40  years 
from  its  making  or  beyond  the  term  for 
v.hich  the  appraiser  stated  the  security 
IS  suitable.  Deferments  exceeding  the 
limitations  indicated  herein  may  be 
u ranted  in  certain  circumstances  when 
necessary  to  work  out  a  delinquency 
situation. 

S  10.42-51  I'namortized  or  partially 
amortized  loans. 
la)  General.  Loans  ordinarily  should 
be  made  on  an  amortization  plan 
requiring  a  fixed  number  of  one 
or  more  principal  payments  each  year 
sufficient  to  liquidate  the  loan  during 
the  specified  term  of  years  (referred 
to  herein  as  being  "fully  amortized"). 
If  indicated  by  the  special  circumstances 
of  a  borrower,  principal  payments  may 
be  deferred  as  provided  in  9  10.42-60  of 
this  chapter,  or  a  loan  may  be  made  on 
an  unamortized  or  partially  amortized 
basis  as  hereinafter  provided. 

(b)  Security  requirements.  Unamor- 
tized or  partially  amortized  loans  may 
be  made  only  on  security  which  Is 
deemed  acceptable  for  a  fully  amortized 
maximum  loan  for  the  term  which 
usually  would  be  allowed  tinder  the 
policy  followed  by  the  bank  for  the  type 
of  farm  involved.  If  the  characteristics 
of  a  particular  security  make  it  subject 
to  more  than  the  usual  hazards  for  that 
type  of  property,  it  should  be  considered 
ineligible  for  an  unamortized  or  part^lly 
amortized  loan. 

tc)   Limitation  on  amount  of  loan  ana 

repayment  schedule.  If  a  fully  amor- 
tized maximum  loan  for  a  term  of  30 
years  or  more  would  be  allowed  on  the 
security  offered,  an  unamortized  loan  or 
a  partially  amortized  loan  may  be  made 
up  to  that  amount.  In  all  other  cir- 
cumstances, the  outstanding  balance  of 
an  unamortized  or  partially  amortized 
loan  should  not  at  any  Ume  substantially 
exceed  the  amount  which  would  be  out- 
standing under  a  fully  amortized  maxi- 
mum loan  for  the  term  which  usually 
would  be  allowed  under  the  policy  fol- 
lowed by  the  bank  for  the  type  of  farm 
involved.  In  applying  this  limitation, 
however,  allowance  may  be  made  for  an 
initial  deferment  of  principal  for  5  years 
as  is  permitted  for  a  fully  amortized 
maximum  new  loan. 

(d)  Term  limitations.  An  unamor- 
tized loan  may  not  be  made  for  a  term 
of  more  than  10  years.  On  partially 
amortized  loans,  the  term  may  not  exceed 
that  for  which  a  fully  amortized  loan 
would  be  made  on  the  type  of  farm  in- 
volved and  the  period  during  which  no 
principal  payments  are  scheduled  may 
not  exceed  10  years. 

le)  Existing  loans.  The  payment  of 
existing  loans  may  be  rescheduled  on  an 
unamortized  or  partially  amortized  basia 
subject  to  the  same  limitations  as  thoee 
applicable  to  new  loans.  In  applying 
such  limitations,  unless  an  existing  ap- 
praiser's report  on  the  identical  security 
can  be  utilized  as  permitted  in  connec- 
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tion  with  a  new  loan,  a  current  appraisal 
report  should  be  obtained. 


§  10.47 


Subpart — Payments 
Future  payment  funds. 


Future  payment  funds  shall  be  held 
for  subsequent  credit  upon  indebtedness 
to  the  bank  except  in  cases  of  unusual 
circumstances  where  the  release  of  the 
funds  Is  justified. 
§  10.48      Some;  terms  and  conditions. 

Future  payment  funds  accepted  prior 
to  January  1,  1954,  for  subsequent  credit 
upon  Indebtedness  to  the  bank  shall  con- 
tinue to  be  held  under  such  terms  and 
conditions  as  were  agreed  upon  at  the 
time  of  their  acceptance.     As  to  future 
payment   funds   accepted   on    or   after 
January  1.  1954,  the  agreement  with  the 
borrower  shall  specify  the  rate  of  inter- 
est to  be  allowed  on  such  funds  at  a  rate 
determined  by  the  board  of  directors  of 
the  bank,  and  such  agreement  shall  in- 
clude and  be  consistent  with  the  terms 
and  conditions  prescribed  by  statute  for 
such  funds  (12  U5.C.  781  Eighteenth). 
The  form  of  such  agreement,  its  con- 
formity with  the  terms  and  conditions 
prescribed  by  statute,  and  the  procedure 
for  making  it  effective  with  the  borrower 
shall  have  the  approval  of  the  district 
general  counsel. 
§  10.52      Release  of  personal  liability. 

In  case  of  the  sale  of  land  mortgaged 
to  the  bank  and  the  assumption  of  the 
mortgage  by  the  purchaser,  a  former 
owner  or  other  person  liable  for  the 
mortgage  debt  may  be  released  from 
personal  liability  therefor :  Provided : 

(a)  In  the  opinion  of  the  bank,  there 
is  reasonable  assurance  that  the  assump- 
tor  of  the  mortgage  will  pay  the  loan 
In  accordance  with  its  teims;  and 

tb)  The  applicant  for  the  release  has 
transferred  to  the  assumptor  all  his 
interests,  if  any,  in  the  stock  issued  in 
connection  with  a  bank  loan  from  which 
he  desires  to  be  released  of  liabiUty;  and 

(c)  The  endorsing  association,  if  ac- 
tive, consents  to  the  release;  and 

(d)  Such  title  or  other  requirements 
are  met  as  the  bank  or  the  bank's  coun- 
sel may  consider  necessary  or  advisable 
for  the  protection  of  the  mortgagees 
interests. 

Subpart — Retirement  of  Stock 


§  10.53     General  policy. 

It  Is  the  general  policy  of  the  Admin- 
istration that  the  bank  stock  issued  in 
connection  with  a  loan  made  through  an 
association  shall  not  be  retired  in  whole 
or  in  part  until  the  loan  has  been  paid 
in  full  except  in  individual  cases  where 
unusual  circmnstances  are  involved. 
Within  the  limltatioris  and  restrictions 
of  secUon  7  (12  U.S.C.  722)  and  section 
14  (12  UJ5.C.  791  Fourth)  of  the  Federal 
Farm  Loan  Act  and  applicable  regula- 
tions of  the  Administration,  and  subject 
to  authorization  being  given  by  the 
bank's  board  of  directors  by  appropriate 
resolution,  the  Administration  approves, 
under  section  7  of  the  Federal  Farm 
Loan  Act  (12  US.C.  721) .  the  retirement 
of  bank  stock  held  as  collateral  for  the 
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payment  of  a  loan,  in  the  following  cases 
or  circumstances: 

(a)  Where  the  amount  of  bank  stock 
held  as  security  for  a  loan  is  substan- 
tially in  excess  of  5  percent  of  the  un- 
paid balance  of  the  loan  and  the  bank 
determines  that  retirement  of  the  excess 
stock  is  advisable; 

(b)  If  the  terms  and  conditions  under 
which  a  bank  holds  future  payment 
funds  so  permit,  then,  when  the  amotmt 
of  stock  and  the  future  payment  funds 
held  in  connection  with  a  loan  are  suf- 
ficient to  pay  off  the  loan  in  full,  they 
may  be  so  applied  and  the  stock  m^y  be 
retired  for  that  purpose; 

(c)  When  the  amoimt  of  bank  stock 
held  as  security  for  a  loan  is  sufficient 
to  complete  payment  of  the  loan,  the 
bank  may  retire  its  stock  and,  with  the 
consent  of  the  association,  credit  an 
amount  equal  to  the  par  value  thereof 
as  a  last  payment  on  the  retiring  bor- 
rower's loan; 

(d)  When  a  loan  is  called  for  fore- 
closure, or  when  a  loan  has  been  declared 
due  and  payable  for  the  purpose  of  ac- 
cepting deed,  the  bank  may  retire  the 
related  stock  and  apply  the  proceeds  to 
the  indebtedness  concurrently  with  the 
transfer  of  the  loan  to  the  loans  called 
for  foreclosure  account  or  at  any  time 
thereafter,  not  later  than  the  date  of 
recording  the  acquisition  of  the  under- 
lying security  on  the  books  of  the  bank; 

(e)  Where  the  mortgaged  seciu^ty  for 
a  land  bank  loan  is  transferred  and  the 
present  owner  thereof  asstmies  the  mort- 
gage indebtedness,  but  either  fails  to 
acquire  ownership  of  the  stock  interest 
on  such  loan  or  does  not  qualify  for 
membership  in  the  association  endorsing 

the  loan; 

(f)  Where  the  mortgaged  security  for 
a  land  bank  loan  is  transferred  and  the 
present  owner  thereof  assumes  the  mort- 
gage indebtedness,  is  or  becomes  a  mem- 
ber of  the  association  endorsing  the  loan, 
and  owns  or  acquires  stock  therein  to  the 
extent  of  5  percent  of  the  unpaid  balance 
of  the  loan  to  be  held  as  coUateral  for 
such  loan; 

(g)  The  bank  stock  may  be  retired  so 
that  the  proceeds  thereof  may  be  ap- 
plied to  the  related  bank  loan  in  any 
case  where  the  bank  finds  that  there  is 
not  sufficient  equity  in  the  security  or 
probability  of  recovery  from  the  borrower 
to  justify  further  expenditure  in  con- 
nection therewith. 


Subpart — Mineral   Rights 

§  10.64     Holding  mineral  ri|shls  for  more 
than  5  years. 

In  cases  where,  in  connection  with  a 
sale  of  bank-owned  real  estate,  the  bank 
has  retained  royalty  or  other  rights  m 
or  to  minerals,  and  desires  to  hold  such 
rights  for  a  period  in  excess  of  5  years, 
it  is  not  considered  that  the  bank  has 
both  "title  and  possession"  of  real  estate 
within  the  meaning  of  secUon  13  Fourth 
(b)  of  the  Federal  Farm  Loan  Act  (12 
use.  781  Fourth (b)).  However,  re- 
tention of  such  minerals  and  mineral 
rights  for  periods  in  excess  of  5  years, 
when  in  the  bank's  opinion  it  is  hi  the 
banks  interest  to  do  so,  has  the  approval 
of  the  Administration. 


■WaAts>»ttnii.  Jnnuaru  31.  1962 
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Subport — Bonds 


§  10. 1 19      Method!  of  callin«  con.M»lidai«-d 
Federal  farm  kMm  bonds. 

When  any  Federal  land  bank  shall  de- 
sire to  call  for  redemption '  any  con- 
solidated Federal  farm  loan  bonds  out- 
standing on  its  behalf,  it  shall,  pursuant 
to  appropriate  authorization  of  the  12 
Federal  land  banks,  file  with  the  Ad- 
ministration, at  least  20  days  prior  to  the 
date  on  which  the  call  is  to  become  ef- 
fective, a  certified  copy  of  a  resolution 
of  its  board  of  directors  authorizing  such 
call.  The  Administration  shall,  at  least 
15  days  prior  U9  the  date  on  which  the 
call  is  to  become  effective,  approve  or 
disapprove  the  call  and.  if  the  call  is 
approved,  shall  cause  formal  notice 
thereof  to  be  published,  at  least  15  days 
prior  to  the  effective  date  of  the  call,  in 
the  FEDERAL  Register  and  through  any 
other  facilities  that  the  Administration 
may  elect.  Such  notice  shall  describe  the 
bonds  so  called  for  redemption  and  shall 
designate  the  place  or  places  where  and 
the  date  on  and  after  which  they  will  be 
payable.  Approval  of  the  call  and  pub- 
lication of  notice  as  herein  required  shall 
be  deemed  a  complete  call.  From  the 
date  of  redemption  designated  in  any 
such  notice,  interest  on  the  bonds  called 
for  redemption  shall  cease. 
§  10.120      Same:    less   than    entire    i«.«iie. 

In  any  case  in  which  it  is  desired  to 
call  for  redemption  less  than  all  of  the 
outstanding  bonds  of  any  issue  or  issues. 
the  bonds  to  be  so  called  shall  be  se- 
lected in. such  manner  as  the  Adminis- 
tration shall  prescribe. 

§  10.120a     Exrhangeti  and  a'»»iftnnient«  of 
consolidated  bonds. 

(a)  Consolidated  bonds  issued  by  the 
12  Federal  land  banks  dated  before  1959 
may  be  exchanged  for  bonds  of  the  same 
issue,  and  assignments  of  registered  con- 
solidated bonds  of  all  such  issues  may  be 
effected,  under  and  in  accordance  with 
the  regiilations  of  the  United  States 
Treasury  Department  governing  ex- 
changes and  transfers  of  United  States 
bonds. 

(b)  Consolidated  bonds  issued  by  the 
12  Federal  land  banks  dated  after  1958 
may  be  exchanged  for  bonds' of  the  same 
issue,  and  assignments  of  registered  con- 
solidated bonds  of  all  such  issues  may  be 
effected,  under  and  in  accordance  with 
the  regrulations  of  the  United  States 
Treasiiry  Department  governing  ex- 
changes and  transfers  of  United  States 
bonds,  with  the  following  exceptions 
Denominational  exchanges  of  coupon 
bonds  may  be  effected  at  the  Federal  Re- 
serve Bank  of  New  York  only.  Exchanges 
as  between  coupon  bonds  and  registered 
bonds  and  changes  of  registration  may  be 
effected  at  the  Division  of  Loans  and 
Ciirrency,  Treasury  Department,  Wash- 
ington. D.C..  or  through  the  Federal  Re- 
serve Bank  of  New  York. 

§  10.120b  Basis  of  relief  on  arrount 
of  lost,  stolen,  destroyed,  mutilated, 
or  defaced  consolidated  bonds  or 
c<Hipoiu. 

The  statutes  of  the  United  States,  now 
or  hereafter  in  force,  and  the  regulations 
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of  the  Treasury  Department,  now  or 
hereafter  in  force,  governing  relief  on 
account  of  the  loss,  theft,  destruction, 
mutilation,  or  defacement  of  United 
States  securities,  and  the  regulations  of 
the  Treasury  Department,  now  or  here- 
after in  force.  governinK  the  payment  of 
mutilated  or  defaced  coupons  of  United 
States  securities,  so  far  as  such  statutes 
and  regulations  may  be  applicable,  and 
as  modified  to  relate  to  consolidated  Fed- 
eral farm  loan  bonds,  and  coupons  of 
such  bonds,  shall  Kovern  the  urantum 
of  relief  on  account  of  lost,  stolen,  de- 
stroyed, mutilated,  or  defaced  consoli- 
dated Federal  farm  loan  boiid.s.  and 
mutilated  or  defaced  coupun.s  of  such 
bonds. 

S  10. 12m-  (Jaimx  and  prtMif  for  lo«l, 
Molrn.  de-troved,  mulilalrd.  or  dc- 
fare«l  ron-olidalcd  bond*  or  rtmpon*. 

Claims  shall  be  presented,  and  proof 
shall  be  made,  by  applicants  for  relief 
on  account  of  the  loss,  theft,  destruction, 
mutilation,  or  defacement  of  consoli- 
dated Federal  farm  loan  bonds,  and  the 
mutilation  or  defacement  of  coupon.s 
of  such  bonds,  in  accordance  with  the 
statutes  of  the  United  States,  now  or 
hereafter  in  force,  and  the  resjulations  of 
the  Treasury  Department,  now  or  here- 
after in  force,  with  respect  to  .securities 
of  the  United  States,  and  coupons  of  such 
securities. 

§  10.  I20kl  K«"«tri«li%f  rndorM-MMMil-  of 
licarcr  «;#•«•  uritir>«. 

When  consolidated  coupon  bonds  is- 
sued by  the  12  Federal  land  banks  are 
being  presented  to  Federal  Reserve 
Banks  or  Branches,  or  to  the  Treasurer 
of  the  United  States,  by  or  through 
banks  (including  Federal  land  banks' 
for  payment,  redemption,  or  exchange 
pursuant  to  an  optional  exchange  offer- 
ing, such  bonds  may  be  restrictively  en- 
dorsed. The  restrictive  endorseme4it 
shall  be  placed  thereon  in  substantially 
the  same  manner  and  with  the  same  ef- 
fects as  prescribed  in  United  States 
Treasury  Department  regulations,  now 
or  hereafter  in  force,  governing  like 
transactions  in  United  States  bonds; 
and  consolidated  coupon  bonds  so  en- 
dorsed shall  be  prepared  for  shipment 
and  shipped  in  the  manner  prescribed 
in  such  regulations  for  United  States 
bonds. 

i;  10.121  Ix>Mt  or  ntolcn  bondo  and  cou- 
pons  is.«ued   by   a   bunk   individually. 

Whenever  it  appears  by  clear  and  sat- 
isfactory evidence  that  any  interest- 
bearing  bond  or  any  coupon  thereof 
issued  by  any  Federal  land  bank  has. 
without  bad  faith  on  the  part  of  the 
owner,  been  lost,  stolen,  or  destroyed, 
and  is  not  lawfully  held  by  any  person 
as  his  own  property,  or  has  been  so  muti- 
lated or  defaced  as  to  impair  its  value 
to  the  owner,  and  is  identified  by  number 
and  description,  the  bank  of  issue  may 
make  payment  (upon  approval  of  the 
proofs  of  loss,  etc.,  bonds  of  indemnity 
and  related  papers  filed  with  the  banks 
of  issue  in  such  cases,  detailed  informa- 
tion as  to  which  has  been  furnished  the 
banks)  without  requiring  the  issuance  of 
any  new  bonds  for  record  purposes. 


§  10.122      Same:  bond  of  indemnity. 

The  owner  of  any  such  lost,  stolen,  or 
destroyed  bond  or  coupon  shall  file  with 
the  bank  of  issue  a  bond  of  indemnity  in 
a  penal  sum  equal  to  the  face  amount 
of  the  bond  or  coupon,  plus  an  amount 
sufficient  to  protect  the  bank  from  any 
loss  on  account  of  interest  which  may 
be  payable  on  such  lost,  stolen,  or  de- 
stroyed bond.  A  corporate  surety  to  be 
approved  by  the  bank  of  issue  shall  be 
required  for  the  bond  of  indemnity  when 
the  penal  sum  exceeds  $50. 

R    B     TOOTELL. 

Governor. 
Farm  Credit  Administration. 

|FR     Doc.    62   lOU;     Piled,    Jan.    30,    1962, 
848  a  m  I 


Title  7— AGRICULTURE 

Chapter  iX — Agricultural  Marketing 
Service  (Marketing  Agreements  and 
Orders),  Department  of  Agriculture 

(Navel  Orange  Reg  3,  Amdt   No.  11 

PART  907— N  AVEL  ORANGES 
GROWN  IN  ARIZONA  AND  DESIG- 
NATED  PART  OF  CALIFORNIA 

Limitation   of   Handling 

Findings.  1.  Pursuant  to  the  market- 
ing agreement,  as  amended,  and  Order 
No.  907,  as  amended  (7  CFR  Part  907). 
regulating  the  handling  of  navel  oranges 
grown  in  Arizona  and  designated  part  of 
California,  effective  under  the  applicable 
provisions  of  the  Agricultural  Marketing 
Agi^ement  Act  of  1937,  as  amended  (7 
U  S.C.  601-674 ».  and  upon  the  basis  of 
the  recommendations  and  information 
submitted  by  the  Navel  Orange  Admin- 
istrative Committee,  established  under 
the  said  amended  marketing  agreement 
and  order,  and  upon  other  available  in- 
formation, it  is  hereby  found  that  the 
limitation  of  handling  of  such  navel 
oranges,  as  hereinafter  provided,  will 
tend  to  effectuate  the  declared  policy  of 
the  act  by  tending  to  establish  and  main- 
tain such  orderly  marketing  conditions 
for  such  oranges  as  will  provide,  in  the 
interest  of  producers  and  consumers,  an 
orderly  flow  of  the  supply  thereof  to 
market  throughout  the  nonnal  market- 
ing season  to  avoid  unreasonable  fluc- 
tuations in  supplies  and  prices,  and  is 
not  for  the  purpose  of  maintaining  prices 
to  farmers  above  the  level  which  it  is  de- 
clared to  be  the  policy  of  Congress  to 
establish  under  the  act. 

2.  It  is  hereby  further  found  that  it  is 
impracticable  and  contrary  to  the  public 
interest  to  give  preliminary  notice,  en- 
gage in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
amendment  until  30  days  after  publica- 
tion hereof  in  the  Federal  Register  <5 
U.S.C.  1001-1011)  because  the  time  in- 
tervening between  the,  date  when  in- 
formation upon  which  this  amendment 
is  based  became  available  and  the  time 
when  this  amendment  must  become  ef- 
fective In  order  to  effectuate  the  declared 
policy  of  the  act  is  InsufQcient,  and  this 
amendment  relieves  restrictions  on  the 
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handling  of  navel  oranges  grown  In  Ari- 
zona and  designated  part  of  California. 

Order,  as  amended.  The  provisions 
in  paragraph  (b)(1)  (D  and  (U)  of 
§  907.303  (Navel  Orange  Regulation  3, 
27  F.R.  613  >  are  hereby  amended  to  read 
as  follows : 

»i)   District  1:  325.000  cartons: 
(il)   District  2:  375.000  cartons. 
(Sees.  1   19.  48  Stat   31,  as  amended,  7  U.S.C. 
601-fl74) 

Dated:  January  26,  1962. 

Paul  A.  Nicholson, 
Deputy     Director,     Fruit     and 
Vegetable    Division,   Agricul- 
tural Marketing  Service. 

IP    R    Doc    62-1004:    Filed.    Jan.   30.    1962; 
8:47  a.m.] 


PART  993— DRIED  PRUNES  PRO- 
DUCED IN  CALIFORNIA 

Establishment  of  Independent 
Producer  Districts 


Notice  was  published  in  the  January 
13    1962.  issue  of  the  Federal  Recistxk 
(27   FH.    411)    that   there   was   under 
consideration  a  proposed  amendment  of 
the  Subpart— Administrative  Rules  and 
Regulations,  dividing  the  area  into  seven 
independent  producer  election  districts 
and  including  the  description  of  such 
districts  in  paragraph  (a)  of  S  993.128. 
pursuant  to  Marketing  Agreement  No. 
110  as  amended,  and  Order  No.  993,  as 
amended  (7  CFR  Part  993 ;  26  FJl.  475) , 
regulating  the  handling  of  dried  prunes 
produced  in  California,  effective  under 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (7  UJ3.C.  601- 
674).     Said   notice    afforded   interested 
persons  the  opportunity  to  submit  writ- 
ten data,  views,  or  arguments  on  the 
proposal.    None  were  filed. 

After  consideraUon  of  all  relevant 
matters  presented,  including  the  recom- 
mendations of  the  Prune  Administrative 
Committee  and  other  available  iirforma- 
tlon.  it  is  concluded  that  amendment  of 
this  subpart,  as  hereinafter  set  'or^ 
would  tend  to  effectuate  the  declared 
policy  of  the  act.  ^   „^  t. 

Therefore,  it  is  hereby  ordered.  That 
§  993.128  be  amended  as  follows: 
§  993.128  Nominations  for  membenhip. 
(a)  Districts.  In  accordance  with  the 
provisions  of  S  993.28.  the  districts  re- 
ferred to  therein  are  described  as 
follows : 

District  So.  1.  The  counties  of  Modoc, 
Lasaen,  Plumaa,  Sierra,  Butte,  Sutter.  Tuba. 
Nevada,  and  Placer. 

District  No.  2.  The  counties  of  Marin. 
Napa,  Lake.  Mendocino.  Hvimboldt,  Del  Norte. 
and  that  porUon  of  Sonoma  Ck>unty  eoutli 
and  east  of  a  line  described  as  follows: 
Beginning  at  the  Intersection  of  Bay  High- 
way and  Bodega  Bay  in  Bodega  Bay:  thence 
easterly  on  Bay  Highway  to  Its  Junction  with 
Bodega  Highway  In  Bodega;  thence  easterly 
on  Bodega  Highway  to  its  Junction  with 
Burbank  Memorial  Highway  in  Sebastopol: 
thence  easterly  on  Burbank  Memorial  Hlgh- 
uay  to  its  Junction  with  Scbastopol  Avenue 
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at  Occidental  Road;  then  east  on  Scbasto- 
pol Avenue  to  U.S.  Highway  101  Freeway  to 
Santa  Rosa;  thence  north  on  n.S.  Highway 
101  Freeway  to  its  Junction  with  Redwood 
Highway  Worth  (UJ8.  Highway  101)  at 
Mendocino  Avenue;  thence  northwest  on 
Redwood  Highway  North  (U.S.  Highway  101) 
to  Pleasant  Road  near  East  Windsor;  thence 
east  on  Pleasant  Road  to  Chalk  Hill  Road; 
thence  northerly  on  Chalk  Hill  Road  to  its 
junction  with  State  Highway  128;  thence 
easterly  on  State  Highway  128  to  the  Napa 
County  line.  - 

District  No.  3.    All  of  that  portion  of  Son- 
ome  County  not  Included  In  District  No.  2. 
District  No.  4.    The  counties  of  Alameda, 
San-Franci«».  San  Mateo,  Santa  Cruz,  and 
all  Uiat  portion  of  Santa  Clara  County  north 
and    west   of    a   line   described    as    follows: 
Beginning  at  the  point  where  the  eastern 
Sante  Clara  County  line  and  the  southern 
boundary   of    San    Jose    Township    of    said 
County  meet:  thence  west  on  said  township 
boundary  to  San  Felipe  Road  No.  2;  thence 
southerly  on  San  Felipe  Road  No.  2  to  San 
FeUpe   Road;    thence    westerly    and    north- 
westerly on  San  Felipe  Road  to  White  Road 
in  Evergreen;    thence   northwest  on   White 
Road'  to   Santa   Clara  Street   In   San   Jose; 
thence  weet  on  Santa  Clara  Street  to  First 
Street  in  San  Jbee;    thence  south  on  First 
Street   to   San   Carlos  Street   In   San   Jose; 
thence  weet  on  San  Carlos  Street  to  Meridian 
Road  In  San  Joee;  thenoe  south  on  Meridian 
Road  to  Dry  Creek  Road;  thence  westerly  on 
Dry  Creek  Road  to  the  San  Jose-Los  Gatos 
Ro«d;  thence  sotrth westerly  on  the  San  Jose- 
Loe  Oatoe  Road  to  Union   Avenue;    thence 
south  on  Union  Avenvie  along  a  straight  line 
continuing  to  the  Santa  Cruz  County  line. 
District  No.  5.     That  part  of  Santa  Clara 
Coimty  east  and  south  of  District  No.  4,  ex- 
tending in  rf  southerly  direction  to  a  straight 
line  extending  from  along  the  main  portion 
of  the  Cochran  Road,  northeasterly  to  the 
Stanislaus   County   line    and   southwesterly 
to  the  Santa  Cniz  County  line. 

District  No.  6.  The  counties  of  San  Benito, 
Monterey,  and  San  Luis  Obispo,  and  all  of 
that  portion  of  Santa  Clara  County  not 
included  In  Dlstrlcte  No.  4  and  No.  5. 

District  No.  7.  All  of  the  counties  In  the 
State  of  California  not  Included  In  Districts 
No.  1  to  No.  8,  tacluBlve. 


It  is  hereby  determined  that  good  cause 
exists  for  not  postponing  the  time  hereof 
until  30  days  after  publication  in  the 
FKDikAL  RiGlSTKR  (5  U.S.C.  1003(c))   in 
that:    (1)  The  districts  must  be  estab- 
lished promptly  in  order  that  independ- 
ent producers  will  know  in  which  dis- 
tricts their   orchards   are   located   and 
which  nomination  meetings  to  attend  to 
nominate  their   candidates   for   repre- 
sentation on  the  Prune  Administrative 
Cmnmlttee;  (2)  the  districts  must  be  es- 
tablished prtHnptly  so  that  the  commit- 
tee managonent  can  schedule  nomina- 
tion meetings  and  notify  independent 
producers  of  the  time  and  place  of  such 
meetings:  and  (3)  this  regulation  places 
no  restriction  on  handlers. 
(Sees.  1-19.  48  Stat.  31,  as  amended;  7  U.S.C. 
e01-«74) 

'  Dated  January  26.  1962.  to  become  ef- 
fective upon  publication  in  the  Federal 

Rbcistsh. 

Paul  A.  Nicholson. 
Deputy  Director. 
Fruit  and  Vegetable  Division. 

[FJl.    Doc.    62-1017:    Filed.    Jan.    30.    1962; 
8:49  ajn.] 
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Title  9— ANIMALS  AND 
ANIMAL  PRODUCTS 

Chapter    I — Agricultural    Research 
Service,  Department  of  Agriculture 

SUBCHAPTEt  G— ANINIAl  MKOS 

PART  151— RECOGNITION  OF  BREEDS 
AND  BOOKS  OF  RECORD  OF  PURE- 
BRED ANIMALS 

Recognized     Breeds    and    Books    of 
Record  in  Conoda 

On  December  12,  1961.  there  was  pub- 
lished in  the  Federal  Register  (26  P Ji- 
ll 870),  a  notice  with  respect  to  a  pro- 
posal to  amend  S  151.9(b)  (1)  of  Part 
151,  Title  9,  Code  of  Federal  Regulations, 
by  adding  the  Standardbred  to  the  list 
of  breeds  of  horses  in  Canada  which  will 
not  be  certified  under  the  regulations  as 
purebred  unless  a  pedigree  certificate 
showing  three  complete  generati6ns  of 
known  and  recorded  purebred  ancestry 
of  the  particular  breed  involved  is  sub- 
mitted for  the  animal. 

After  the  notice  of  proposed  rule  mak- 
ing was  published  in  the  Federal  Regis- 
ter, the  Department  of  Agriculture  was 
advised,  by  the  Canadian  National  Live 
Stock  Records,  that  the  Canadian  Stand- 
ard Bred  Stud  Book  is  now  kept  by  the 
Canadian  Standard  Bred  Horse  Society, 
instead  of  the  Canadian  National  Live 
Stock  Records  as  specified  in  5 151.9 
(b)(1).  After  due  consideration  of  all 
relevant  material  and  pursuant  to  para- 
graph 1606  of  section  201  of  the  Tariff 
Act  of  1930,  as  amended  (19  UJ5.C.  1201, 
par.  1606).  5  151.9(b)  of  said  Part  151 
is  hereby  amended  in  the  following 
respects: 

1.  A  new  subparagraph  (4)   is  added 
to  §  151.9(b),  to  read  as  follows: 
§  151.9      Recognised  breeds  and  books  of 
record. 

•  •  •  •  • 

<b)   Breeds   and   books   of   record   in 
Canada.     •   '   * 

(4)  Standardbred  horses  in  Canada 
(Code  2231).  The  Canadian  Standard 
Bred  Stud  Book  kept  by  the  Canadian 
Standard  Bred  Horse  Society.  122 
Brown's  Une.  Toronto  14,  Ontario.  Can- 
ada, is  recognized  for  all  Standardbred 
horses  registered  therein:  Provided.  That 
no  Standardbred  so  roistered  shall  be 
certified  under  the  act  as  purebred  un- 
less a  pedigree  certificate  showing  three 
complete  generations  of  known  and  re- 
corded purebred  Standardbred  ancestry, 
issued  by  the  Canadian  Standard  Bred 
Horse  Society,  is  submitted  for  each  such 
horse. 

2.  The  breed  "Standardbred"   is  de- 
leted from  the  table  in  S  151.9(b)(1). 
(Par.  1606.  sec.  201.  46  Stat.  673.  as  amended; 
19  U.S.C.  1201.  par.  1606) 

Under  the  amendment,  a  Canadian 
Standardbred  horse  will  not  be  certified 
as  purebred  by  the  Department  of  Agri- 
culture, unless  a  pedigree  certificate 
showing  three  complete  generations  of 
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known  and  recorded  purebred  SUndard- 
bred  aooestry  to  submitted  for  the 
animal. 

The  change  in  1 15U(b)  recognizing 
the  transfer  of  the  Canadian  Standard 
Bred  Stod  Book  from  the  Canadian  Na- 
tional lire  Stock  Reoords  to  the  Ca- 
nadian Standard  Bred  Horse  Society 
does  not  materially  affect  the  rights  or 
obUgattons  ot  persons  subject  to  the 
regulations. 

Effective  date.  The  foregoing  amend- 
ment shall  become  effective  30  days  after 
publication  in  the  Fbdxral  Rrcism. 

Done  at  Washington.  D.C..  this  25th 
day  of  January  IMl. 

M.  R.  Clarkson, 
Acting  AdminiatTator . 
Agricultural  Research  Service. 

\TJR.    Doc.    02-1018:    PUed.    Jan.    30,    1962; 
8:i8  am] 


Title  14-AERONAUTICS  AND 
SPACE 

Chopter  III — Federal  Aviation  Agency 

SUaCMAmi   i — All   NAVIGATION 
tEGULATIONS 

(Alnpace  Docket  No.  fll-WA-SO) 

PAIT  602— DESIGNATION  OF  JET 
ROUTES,  JET  ADVISORY  AREAS 
AND  HIGH  ALTITUDE  NAVIGA- 
TIONAL AIDS 

Alteration  of  Jet  Routes  and  Associ- 
ated Jet  Advisonr  Area 

On  October  24.  1961,  a  notice  of  pro- 
posed rule  making  was  published  in  the 
Pbdsxal  RsGiSTSt  (26  F.R.  9949) .  stating 
that  the  Federal  Aviation  Agency  pro- 
posed to  extend  Jet  Route  No.  97  and  its 
associated  Jet  advisory  area  from  Boston. 
Mass.,  to  Nantucket.  Mass. 

Since  these  actions  involve  the  desig- 
nation of  navigable  airspace  outside  of 
the  United  States,  the  Administrator  has 
consulted  with  the  Secretary  of  State 
and  the  Secretary  of  Defense  in  accord- 
ance with  the  provisions  of  Executive 
Order  No.  10854. 

The  Department  of  the  Navy  stated 
that  this  proposal  was  acceptable  pro- 
vided It  would  not  conflict  with  the  in- 
strument procedures  authorized  at  NAS 
South  Weymouth.  Mass.  Any  conflict 
between  traffic  cleared  on  J-97  and  traf- 
fic at  NAS  South  Weymouth  will  be  re- 
solved procedurally  by  the  Boston  Air 
Route  Traffic  Control  Center.  The  De- 
partment of  the  Air  Force  interposed  no 
objections  and  the  Air  Transport  Asso- 
ciation of  America  endorsed  the  proposal. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  mak- 
ing of  the  rules  herein  adopted,  and  due 
consideration  has  been  given  to  all  rele- 
vant matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582) 
and  for  the  reasons  stated  In  the  notice, 
the  following  actions  are  taken: 
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1.  In  S  602.100  Jet  routes  (26  F.R  7082. 
7576)  Jet  Route  No.  97  is  amended  to 
read: 

Jet  Boute  No.  07  (Nantucket.  Mau..  to 
Plattaburgta.  NT.).  Prom  Nantucket.  Mass  . 
via  Beaton.  Masa..   to  Plattaburgh.   NT. 

2.  In  i  602.200  Enroute  jet  advisory 
areas  (28  FR.  7083)  Jet  Route  No.  97 
Jet  advisory  area  is  amended  to  read: 

Jet  Route  No.  07  Jet  advlaory  area.    Radar 
Nantucket.  Mass  ,  to  Plattsburgh.  N  Y. 

These  amendments  shall  become  effec- 
tive 0001  est..  April  5.  1962. 

(Sees.  307(a)  and  1110.  72  Stat.  749  and\800: 
49  use.  1348  and  1510.  and  Executive  Order 
108M.  24  Fit.  95«5) 

Issued  in  Washington.  D.C  ,  on  Janu- 
ary 25.  1962. 

D.  D.  THOMAS, 

Director.  Air  Traffic  Service. 

(PR      Doc      63-986:     Filed.    Jan.     30,     1962: 
8:45    am.| 


Title  16— COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trad*  Commission 

[  Docket  8328  CO  I 

PART   13 — PROHIBrED  TRADE 
PRACTICES 

PiHsburgh   Plats  Glass  Co. 

Subpart — Discriminating  in  price  un- 
der section  2,  Clayton  Act — Furnishing 
services  or  facilities  for  processing,  han- 
dling, etc..  under  2(e) :  §  13.843  Promo- 
tional enterprises. 

(Sec  6.  38  Stat.  721;  15  U  S  C.  46  Inter- 
prets or  applies  sec.  2.  49  Stat.  1527:  15  D  S  C. 
13)  [Cease  and  desist  order.  Pittsburgh 
Plate  Olass  Co  .  Pittsburgh,  Pa  ;  Docket  8328. 
Oct.  11.  1961] 

In  the  Matter  of  Pittsburgh  Plate  Glass 
Company,  a  Corporation 

Consent  order  requiring  a  Pittsburgh 
manufacturer  of  glass  products,  including 
automobile  replacement  glass,  to  cease 
violating  section  2<e)  of  the  Clayton  Act 
by  paying  for  advertising  for  customers 
designated  "A.I.D.  dealers"  ("autoglass 
installation  dealer")  on  television,  in 
trade  publications  and  nationally  pub- 
lished magazines,  and  also  for  placing 
names  of  such  dealers  in  the  "Yellow 
Pages"  of  the  telephone  directory,  while 
according  no  comparable  services  to 
competitors  of  "A.I.D.'s". 

The  order  to  cease  and  desi-st  is  as 
follows: 

It  is  ordered.  That  respondent  Pitts- 
burgh Plate  Glass  Company,  a  corpora- 
tion, and  its  officers,  employees,  agents 
and  representatives,  directly  or  through 
any  corporate  or  other  device,  in  con- 
nection with  the  offering  for  sale,  sale  or 
distribution  of  automotive  replacement 
glass  in  commerce,  as  "commerce"  is  de- 
fined In  the  Clayton  Act.  as  amended,  do 
forthwith  cease  and  desist  from: 
Furnishing,  contracting  to  furnish,  or 
contributinjg  to  the  furnishing  of  services 
or  facilities  in  connection  with  the  han- 


dling, processing,  sale  or  offering  for  sale 
of  respondent's  automotive  replacement 
glass  to  any  purchaser  from  respondent 
of  such  automotive  replacement  glass 
bought  for  resale,  when  such  services  or 
facilities  are  not  accorded  on  propor- 
tionally equal  terms  to  all  purchasers 
from  respondent  who  resell  respondent's 
automotive  replacement  glass  In  com- 
petition with  such  purchasers  who  re- 
ceive such  services  or  facilities. 

By  "Decision  of  the  Commission",  etc., 
report   of   compliance   was  required   as 

follows: 

It  is  ordered.  That  respondent  herein 
shall,  within  sixty  (60)  days  after  service 
upon  it  of  this  order,  file  with  the  Com- 
mission a  report,  In  writing,  setting  forth 
in  detail  the  manner  and  form  in  which 
it  has  complied  with  the  order  to  cease 
and  desist. 

Issued:  October  11,  1961. 

By  the  Commission. 

I  seal]  JostPH  W.  Shka, 

Secretary. 

|FR.    Doc.    62  996:     Piled.    Jan.    30.    1992; 
8:45  am] 


(Docket  8206  c.o.| 

PART   13 — PROHIBITED  TRADE 
PRACTICES 

Florida   Citrus   Distributors,  Inc. 

Subpart — Discriminating  in  price 
under  section  2,  Clayton  Act — payment 
or  acceptance  of  commission,  brokerage 
or  other  compensation  under  2(c) : 
9  13.820  Direct  Buyers;  5  13.822  Lowered 
price  to  buyers. 

(Sec.  «.  38  SUt.  721;  15  U  S  C.  4«.  In- 
terpret or  apply  sec  3.  49  Stat.  1527;  15  U.S.C. 
13)  (Cease  and  desist  order.  Florida  Citrus 
Distributors.  Inc.  Orlando,  Fla  .  Docket  8206. 
Oct    16. 1961) 

In  the  Matter  of  Florida  Citrus  Distrib- 
utors. Inc..  a  Corporation 

Consent  order  requiring  an  Orlando, 
Fla.,  broker  and  representative  of  various 
citrus  fruit  packers,  to  cease  violating 
section  2(c)  of  the  Clayton  Act  by  re- 
ceiving commissions  on  its  own  pur- 
chases for  resale,  such  as  a  discoimt  at 
Uie  rate  of  10  cents  per  l^k  bushel  box  or 
equivalent,  or  a  lower  price  reflecting 
brokerage. 

The  order  to  cease  and  desist,  includ- 
ing further  order  requiring  report  of 
compliance  therewith,  is  as  follows: 

It  is  ordered.  That  respondent  Florida 
Citrus  Distributors,  Inc.,  a  corporation, 
and  its  officers,  agents,  representatives 
and  employees,  directly  or  through  any 
corporate  or  other  device,  in  connection 
with  the  purchase  of  citrus  fruit  or  pro- 
duce in  commerce,  as  "commerce"  is  de- 
fined in  the  Clayton  Act,  do  forthwith 
cease  and  desist  from:  Receiving  or  ac- 
cepting, directly  or  indirectly,  from  any 
seller,  anything  of  value  as  a  commis- 
sion, brokerage,  or  other  compensation, 
or  any  allowance  or  discount  in  lieu 
thereof,  upon  or  in  connection  with  any 
purchase  of  citrus  fruit  or  produce  for 
respondent's    own    account,    or    where 
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respondent  is  the  agent,  representative . 
or  other  Intermediary  acting  for  or  in 
behalf,  or  is  subject  to  the  direct  or  in- 
direct control,  of  any  buyer. 

It  is  further  ordered.  That  the  K«- 
spondent  herein  shall,  within  Mxty  (60) 
days  after  service  upon  it  of  this  order. 
Hie  with  the  Commission  a  report  in 
u  riling  setting  forth  in  detail  the  man- 
,..  1  and  form  in  which  it  has  complied 
u  ilh  this  order. 

Issued:  October  16,  1961. 


By  the  Commission. 

I  seal) 


Joseph  W.  Shea, 

Secretary. 


IFR      Doc      62  997:     Filed.    Jan.    30.     1962; 
8:46  am.) 


Title  21— FOOD  AND  DRUGS 

Chapter  I — Food  and  Drug  Adminis- 
tration, Department  of  Health,  Edu- 
cation, and  Welfare 

SUBCHAPTM    B— *OOD    AND    FOOD   PtOOUCTS 

PART  120— TOLERANCES  AND  EX- 
EMPTIONS FROM  TOLERANCES  FOR 
PESTICIDE  CHEMICALS  IN  OR  ON 
RAW  AGRICULTURAL  COMMOD- 
ITIES 

Tolerances  for  Residues  of 
Diphenylamine 


A   petition  was  filed  with  the  Food 
and  Drug  Administration  by  American 
Cvanamid    Company,    P.O.    »«» ,  *'W; 
pi-inceton.    New    Jersey,   on    behalf    oi 
themselves,     the     International     Apple 
Association.  Inc..  1302  Sixteenth  Street 
NW ,  Washington  6.  D.C,  the  National 
Apple   Institute,   Washington   Building. 
Washington  5,  DC.  and  the  Northwest 
Horticultural     Council,      1002      La"on 
Building,  Yakima,  Washington,  requit- 
ing the  estabUshment  of  a  tolerance  for 
residues  of  diphenylamine  at  10  parts  per 
million  in   or  on   apples,  and   lero   in 
meat  and  milk.    The  tolerance  on  apples 
was  requested  to  cover  residues  from  use 
of  the  chemical  as  a  preharvest  spray. 
postharvest   spray,   postharvest  dip.  or 
in  impregnated  wraps  for  scald  control 
during   storage.      The   petitioner   with- 
drew postharvest  sprays  and  postharvest 
dips  from  the  uses  proposed  in  the  peti- 
tion when  it  was  found  that  available 
daU  were  inadequate  to  show  tha^reffl- 
dues  from  these  uses,  would  be  wiUita 
the  proposed  tolerance.     The  aero  Urt- 
erance  in  milk  and  meat  was  requested 
in   conjunction   with   a   proposed   tabel 
caution  that  pomace  from  treated  apples 
should  not  be  fed  to  livestock. 

The  SecreUry  of  Agriculture  has  cer- 
tified that  this  pesticide  chemical  is  use- 
ful for  the  purpose  for  which  tolerances 
are  being  established. 

After  consideration  of  the  data  submit- 
ted in  the  petition  and  other  relevant 
material  which  show  that  the  tolerances 
esUbllshed  in  this  order  will  protect  the 
public  health,  and  by  virtue  of  ttie  au- 
thority vested  In  the  Secretary  of  HMlth. 
Education,  and  Welfare  by  the  P«»«*J 
Pood.  Drug,  and  Cosmetic  Act  (sec.  *m 
,d><2i,  68  SUt.  512;  21  U.S.C.  34«a(d) 

No.  31 2 
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(2)  )'and  delegated  to  the  Commissioner 
of  Food  and  Drugs  by  the  Secretary  (25 
F  R  8625) .  the  regulations  for  tolerances 
for  pesticide  chemicals  in  or  on  raw  ag- 
ricultural commodities    (21    CFR   Part 
120)  are  amended  by  adding  thereto  the 
following  new  section: 
§  120.190     Tolerances     for    residue*    of 
diphenylamine. 
Tolerances  for  residues  of  diphenyla- 
mine are  established  as  follows: 

10  parts  per  mUlion  in  or  on  apples  to 
cover  residues  from  preharvest  spray  or 
use  of  impregnated  wraps. 
Zero  in  milk  and  meat. 
Any  person  who  will  be  adversely  af- 
fected by  the  foregoing  order  may  at  any 
time  prior  to  the  thirtieth  day  from  the 
date  of  its  publication  In  the  Federal 
Register  file  with  tiie  Hearing  Clerk  De- 
partment of  Health.  Education,  and  Wel- 
fare Room  5440.  330  Independence  Ave- 
nue'sw..  Washington  25,  D.C.  written 
objections    thereto.      Objections    shall 
show  wherein  the  person  filing  will  be 
adversely  affected  by  the  order  and  spec- 
ify with  particularity  the  provisions  of 
the  order  deemed  objectionable  and  the 
grounds  for  the  objections.    If  a  hearing 
is  requested,  the  objections  must  state 
the  issues  for  the  hearing.     A  hearing 
will  be  granted  if  the  objections  are  sup- 
ported by  grounds  legally  sufficient  to 
justify  the  reUef  sought.   Objections  may 
be  accompanied  "by  a  memorandum  or 
brief  in  support  thereof.    All  documents 
shall  be  filed  in  quintupUcate. 

Effective  date.  This  order  shall  be  ef- 
fective on  the  date  of  its  pubUcation  m 
the  Federal  Register 
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FR  6274)  Is  amended  by  inserting  the 
following  Item  at  the  beginning  of  the 
list  of  foods  in  paragraph  (b)  (1) : 

§  121.1056     Disodinra  EDTA  (dieodium 
elhylenediaminelelraa«€«ate) . 


(b) 
(1) 


•  •   • 

•  •   • 


Limita- 
tion 
1  parts 
|)or 

million) 


rs«- 


Aiiii<'<ais  niullivitii- 
inin  jin  iiirutions. 


150  Witli  iron  salts  i«s  a 
•itebiUier  for  vitamin 
Bii  in  liquid  multivi- 
tamin preparations. 


(Sec.  40e(d)(2h  68  Stat.  512:  21  U.S.C.  346a 
(d) (2) ) 


Dated:  January  23,   1962. 


John  L.  Harvey, 
Deputy  Commissioner 
of  Food  and  Drugs. 

IPR     Doc.    62-1024:    Piled,    Jan.    30.    1962; 
8:50  ajn.] 


PART   121— FOOD  ADDITIVES 

Subpart  D — Food  Additives  Permitted 

in  Food  for  Human  Consumption 

DISODIUM     EDTA     (DiSODnJM     Ethylene- 
DUMINETETRAACETATE 

The  Commissioner  of  Food  and  Drugs, 
having  evahiated  the  data  submitted  m  a 
petition  filed  by  Oelgy  Chemical  Cor- 
poration. Post  Office  Box  430,  Yonkers. 
New  York,  and  other  relevant  material, 
has  concluded  that  the  foUowlng  amend- 
ment to  f  121.1056  should  issue  m  con- 
formance with  section  409  of  the  Federal 
Food  Drug,  and  Cosmetic  Act,  with  re- 
spect' to    the    food    additive    disodium 
EDTA  (dlaodium  ethylenediaminetetra- 
acetate)  with  iron  salts  as  a  stabUizer 
for  vitamin  B«  in  aqueous  multivita- 
min prepwraUons.    Therefore,  Pursuant 
to  the  provlalons  of  the  Federal  Food. 
Drug,  and  Cosmetic  Act  (sec.  409(c)  (1) . 
72  SUt  17S6;  21  U.S.C.  348(c)  (1) ) ,  and 
under  the  authority  delegated  to  the 
CoouniaBioner    by     the     Secretary     of 
Health.  Education,  and  Welfare  <25  F.R. 
iS).  1121.1066   (21  CFR  121.1056:   26 


IFR      Doc. 


62   1022;    Piled, 
8:49  a.m.] 


Jan.    30,    1962: 


Any  person  who  wUl  be  adversely  af- 
fected by  the  foregoing  order  may  at  any 
time  prior  to  the  tiiirtietia  day  from  the 
date  of  its  publication  in  the  FmeRal 
Register   file   with  the  Hearing  Clerk 
Department  of  Health.  Education    and 
Welfare,  Room  5440.  330  Independence 
Avenue  SW..  Wash Jigton  25.  D.C,  writ- 
ten objections  thereto.    Ot»3ections  dian 
show  wherein  the  persop  filing  will  be 
adversely    affected    by    the    order    and 
specify  with  particularity  the  provisions 
of  the  order  deemed  objectionable  and 
the   grounds  for  the  objections.     If   a 
hearing  Is  requested,  tiie  objections  must 
state  the  issues  for  the  hewing.   A  hear- 
ing will  be  granted  if  ttie  objections  are 
supported  by  grounds  l««»"yj|^«f«^* 
to  justify  the  relief  sought.    Objections 
may  be  accompanied  ^^^±J^2^^ 
or.  brief  In  support  ttjereof.    All  docu- 
ments shall  be  filed  in  qulntupllcate. 

Effective  date.  This  order  shall  be  ef- 
fective on  the  date  of  ite  pubUcation  in 
the  Federal  Register. 

,Sec.  409(C)(1).  72  Stat.  1786:   21  U.S.C.  348 

(c)(1) ) 

Dated:  January  25, 1962. 

John  L.  Harvey, 
Deputy  Commissioner 
of  Food  and  Drugs. 


Title  32— NATIONAL  DEFENSE 

Chapter  VII — Department  of  the 

Air  Force 

SUBCHAfTEl  E— K)ST  SERVICES 

PART  858— SCHEDULE  OF  FEES  AND 
d^ARGES  FOR  COrYlNG,  CERTIFY- 
ING AND  SEARCHING  RECORDS 

iUtCHAflOi  O— IWSOMMW. 

PART  878— DECORATIONS  AND 

AWARDS 

Miscellaneous  Amendments 
1  In  Part  858  "Schedule  of  Fees  and 
Charges  for  Copying.  Certifying  M»d 
searching  Records."  f§  858.1  to  858.4 
are  deleted  ,and  the  foUowing  Cross 
Reference  is  inserted  therefor: 

Caoss  Rethience:  See  Subchapter  P.  Part 
288.  Chapter  I  of  this  title. 
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2  In    Part    STt    "DeeonUoDS    and 

Awards."  il  STMl  to  878.80  are  revised  as 

follows: 

Sbtic*  AwABoe 


878.41 
878.42 
878.4S 
878  44 

878  4S 
878.48 

878.47 
878.48 

878.49 
878.50 
87«.51 
878.53 
878.53 
878.54 
878  55 

878.58 


PurpoM. 

Riwr'm  for  award*. 

Typ**  of  ^wanU. 

AutlMirtaad      Mrvloe      medals      and 

rlbbooa. 
miglblUty. 
Number    ot    awards    a    p«r9on    may 

r«c«lT«. 
Poatbununia  awards. 
Awards     by     other     United     States 

acenclee. 
Awards  by  toretcn  countries 
ReplaceoEMBt  of  serTlce  medals. 
Fumlahlnc  autborlzed  awards. 
Items  not  available. 
KncraTlng. 

Use  of  awards  in  exhibitions, 
llanuf^ture.  sale,  and  possession  of 

awards. 
Sources    o€    Information    on    other 

types  of  awards. 

ScaVICX    M»I>*'J«   AMD    LOIfGXVITT    Sebvice 

Awaao  RiaaoN 

878.57  Good  Conduct  Medal. 

878J>8  American  Defense  Service  Medal 

878.50  Women^  Army  Corp*  Service  Medal 

878.60  American  Campaign  ICedal. 

878  61  Aslatlc-Paclflc  Campaign  Medal 

878.63  Buropean-African-Mlddle        Eastrrn 

Campaign  Medal. 

878.68  World  War  n  Victory  Medal 

878 .04  Army  of  Occupation  Medal . 

878.65  Medal  for  Humane  Action. 

878.86  National  Defense  Serv  Ice  Med  al 

878.67  Korean  Service  Medal. 

878.88  Antarctica  Service  Medal. 

878.60  Air  y«orce   longevity    Service    Award 

Ribbon. 

878.70  Armed  Forces  Beeef  ve  Medal. 

878.71  PhUlppUie  Defense  Ribbon. 
878.73  Philippine  Ubfratlon  Ribbon. 

878.73  Philippine  Independence  Ribbon. 

NoN-Uiirrn>  States  Sravica  Medals 

878.74  United  Nations  Service  Medal. 

878.75  United  Nations  Medal. 

SxavicE  Mkoal  Ribbons.  Devices,  and   Lapel 
Buttons    . 

878.76  Service  medal  ribbon  bars. 
87877     Clasps. 

878.78  Service  stars. 

878.79  Arrowheads. 

878 JO     Berlin  Airlift  Device. 
878.81     Hour-glass  device. 
878.83     Lapel  buttons. 

AuTHoarrr:    11878  41  to  878.82  Issued  un- 
der sec.  8013.  70A  SUt.  488;    10  USC.  8013. 
'statutory  provisions  Interpreted  or  applied 
are  cited  to  text. 

SouBCx:    AFR900-10.  July  20,  19«1. 

g  878.41      Purpose. 

Sections  878.41  to  878.82  describe  the 
Air  Force  service  awards  and  explain 
who  is  eligible  to  receive  them,  how  and 
by  whom  they  are  awarded,  and  how  they 
are  supplied,  issued,  and  worn.  It  in- 
cludes information  on  service  awards 
conferred  by  other  United  States  agen- 
cies and  foreign  countries. 
§  878.42     Reason  for  awards. 

Service  awards  are  normally  awarded 
to  recognize  honorable,  active  Federal 
military  service  during  periods  of  war 
or  national  emergency.  For  the  purpose 
of  li  878.41  to  878.82.  the  term  'active 
Federal  military  service"  is  defined  as 
all  periods  of  military  service  in  a  Regu- 
lar component  of  the  Armed  Forces  of 
the  United  States  or  any  of  the  Reserve 
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components  listed  in  I  878.70(b)  whUe 
on  extended  acUve  duty,  and  service  as  a 
cadet  or  midshipman  at  the  United 
States  Air  Force.  Army,  or  Naval  Acad- 
emies, 
g  878.43      Typet  of  a«*srd«. 

Service  awards  Include  medals,  service 
ribbons,  lapel  buttons,  and  other  types  of 
devices  such  as  clasps,  stars,  arrowheads, 
etc. 

§  878.  ti      .Aulhorined  %rr\ire  mrdmU  and 
ribbon  M. 

The  service  medals  and  ribbons  de- 
scribed in  Si  878.41  to  878  82  are  listed 
below. 

(a>   Good  Conduct  Medal. 

<b>«  American  Defense  Service  Medal 

(c)  Women's  Army  Corps  Service 
Medal. 

(d>   American  Campaign  Medal. 

(e)  Asiatic -Pacific  Campaign  Medal. 

(f)  E^iropean-African-Middle  Eastern 
Campaign  Medal. 

(g)  World  War  II  Victory  Medal. 
(h»   Army  of  Occupation  Medal, 
(i)   Medal  for  Humane  Action. 
<j)    National  Defense  Service  Medal, 
(ki    Korean  Service  Medal. 
(1»   Antarctica  Service  Medal. 
(m)   Air     Force     Longevity     Service 

Award  Ribbon. 

(n>   Armed  Forces  Reserve  Medal. 
(o>   Philippine  Defense  Ribbon, 
(p)   Philippine  Liberation  Ribbon 
<q)   Philippine  Independence  Ribbon 
(r»   United  Nations  Service  Medal. 
<s»    United  Nations  Medal. 


§  878.  tS      Eligibility. 

(a>  Who  is  eligible.  A  person  is  Ren- 
erally  eligible  for  a  service  award  if  he: 

( 1 »  Was  assigned  or  attached  to  and 
present  for  duty  with  a  unit  serving 
within  the  prescribed  geographical  area 
established  for  the  award  during  the 
designated  time  period; 

(2)  Was  assigned  or  attached  to  and 
present  for  duty  with  a  unit  designated 
In  appropriate  administrative  orders  as 
having  received  the  award  during  the 
prescribed  time  period;  or 

(3)  Otherwise  meets  the  requirements 
for  the  award  stated  In  55  878  57  to 
878  82 

(b)  Who  is  ineligible.  No  service 
award  will  be  awarded  to  a  person  whose 
entire  service  for  the  period  covered  by 
the  award  was  not  honorable,  nor  to 
a  person  whose  service  for  the  period 
covered  by  the  award  was  terminated 
under  other  than  honorable  conditions. 
However,  if  a  person  was  awarded  and 
presented  an  award  for  service  prior  to 
his  dishonorable  behavior,  the  award  will 
not  be  revoked  unless  specifically  directed 
by  Headquarters  USAF. 

§  878.46      Number    of    award*'  a    perMjn 
may  receive. 

Only  one  award  of  a  specific  United 
States  service  medal  or  Philippine  serv- 
ice ribbon  will  be  made  to  the  same  per- 
son. Devices  will  be  awarded  to  denote 
additional  awards  in  those  instances 
specified  in  SS  87841  to  878.82. 

§  878. 17      Posthumous  awards. 

The  service  awards  and  devices  listed 
in  55  878.41  to  878.82  may  be  awarded 


posthumously.  In  addition,  the  next  of 
kin  is  entitled  to  receive  a  complete  set 
of  the  service  awards  earned  by  the  de- 
ceased member  of  the  Air  Force  whether 
or  not  they  were  previously  presented  to 
him.  If  desired  by  the  next  of  kin.  the 
commander  of  the  base  furnishing 
casualty  assistance  will  be  responsible  for 
furnishing  a  complete  set  of  the  awards. 
The  next  of  kin.  in  order  of  precedence, 
are:  widow,  widower,  eldest  son.  eldest 
daughter,  father,  mother,  eldest  brother, 
eldest  sister,  eldest  grandchild.  Awards 
to  eligible  next  of  kin.  other  than  in  the 
order  given,  must  be  approved  by  Head- 
quarters USAF.  Duplicate  awards  may 
be  furnished  free  to  the  parents  of  the 
deceased  when  awards  are  given  to  the 
widow  or  widower. 

§  878.48      .\wardji  bv  other  I'nited  Stales 
Bgenrieit. 

Service  awards  are  also  awarded  by 
the  United  SUtes  Army.  Navy.  Marine 
Corps,  and  Coast  Guard.  Such  awards 
are  made  in  conformance  with  the  regu- 
lations of  the  awarding  authority.  Serv- 
ice awards  made  by  United  States  Gov- 
ernment agencies  other  than  the  military 
services  noted,  or  by  States  and  other 
Jurisdictions  subordinate  to  the  Federal 
Government,  will  not  be  worn  on  the 
Air  Force  uniform. 

§  878.49      Awardn  by  foreign  rountries. 

(a)  When  acceptance  and  wearing  of 
foreign  service  awards  is  unauthorized. 
With  the  exception  of  the  United  Nations 
Service  Medal  and  United  Nations  Medal 
(55  878.74  and  878.75),  service  awards 
tendered  by  foreign  governments  to  an 
officer  or  airman  for  services  rendered 
while  a  member  of  the  United  States  Air 
Force  or  Its  Reserve  components  may  not 
be  accepted  or  worn  on  the  Air  Force 
uniform.  See  55  878.1  to  878.16  for  ac- 
ceptance and  wear  of  foreign  decorations. 

lb)  Wearing  of  foreign  service  awards 
by  persons  who  earned  them  as  mem- 
bers of  a  friendly  foreign  force.  For- 
eign service  awards  earned  while  a  bona 
fide  memt)er  of  the  armed  forces  of  a 
friendly  country  may  be  retained  by  the 
person,  provided  that  they  were  pre- 
sented to  him  prior  to  his  entry  on  duty 
with  the  Armed  Forces  of  the  United 
States.  However,  to  wear  such  awards 
on  the  Air  Force  uniform,  the  consent  of 
the  Congress  is  required,  unless  such 
Congressional  authority  was  delegated 
under  Public  Law. 

(1)  Requesting  congressional  authori- 
zation: Congressional  authorization  is 
requested  through  Headquarters  USAF. 
The  member  will  send  all  elements  of 
the  award,  Including  the  medal,  ribbon, 
and  original  certificate,  and  other  doc- 
uments pertaining  to  the  award,  to 
AFPMP-12C.  Headquarters  USAF. 
These  will  be  sent  by  letter  of  trans- 
mittal including  full  name  and  service 
number  of  the  member,  name  of  the 
award  and  the  country  making  it,  citi- 
zenship status  at  time  of  the  award,  and 
inclusive  dates  of  service  recognized  by 
the  award.  Headquarters  USAF  wUl 
forward  the  award  to  the  Department 
of  State,  where  it  will  be  held  pending 
authorization  by  Congress  for  the  mem- 
ber to  wear  it. 


Wednesday,  January  31,  1962 

.2>  Notification  to  member  when 
Congress  authorizes  wear  on  uniform: 
When  Congress  authorizes  offlclal  WW, 
Headquarters  USAF  will  withdraw  the 
award  from  the  Department  of  State 
and  forward  it  to  the  femjer.  TWs 
section  does  not  ^PPly  to  ^le  P^llp- 
Dine  service  awards  described  in  §§  878.41 
to  878.82. 

Note      Pursuant    to    a    White    House    In- 
struction   the  Department  of  State  prepare* 
r.n  omnibus  authorizing  bill  on  all  fore^n 
awards  held   for   retired  persons,  for  trans- 
mul   to  Congress  one   full   month  bef^e 
he  beginning  of  the  Second  Se«lon  of  each 
alternate  Congress,  or  every  io^^^.^^^J^r 
1962    1968.  etc.     At  the  present  time,  such 
leglslaUon  may  not  be  l°^i«*"°f^i°L^" 
than   retired   personnel.     Since  t^e  s^ng 
of  authority  to  wear  a  foreign  service  award 
s  at  the  option  of  the  Individual  concerned 
^mmande?,  should  thoroughly  expUln  the 
procedures  sUted  In  this  »«:"°»/°^^'i^' 
individual  will  be  fully  »''*"  °i, "'•J'£fw 
latlve  requlremenU  before  he  fects  to  M 
Congrewlonal     authorization    to    wear    the 
award. 

i;  878.50  Replacement  of  Rervice  medals. 
10  U  8  C.  8751  provides  that  any  medal 
that  is  16st.  destroyed,  or  becomes  unfit 
for  use  without  fault  or  neglect  of  the 
owner  may  be  replaced  at  cost.  How- 
ever if  the  owner  is  a  member  Qf  tl>c 
Air  Force,  the  medal  may  be  replaced 
without  charge. 

§  878.51  Fnmi»hing  authoriaed  awards. 
Persons  not  on  active  duty  and  not 
members  of  a  Reserve  component  may 
obtain  authorized  awards  '«>mUie  Gen- 
eral Services  Administration.  Air  Force 
Branch,  MUitary  Personnel  5f»«ls,C"l- 
ter.  9700  Page  Boulevard,  St.  Louis  32, 

Mo. 

S  878.52      llem*  not  available. 

Miniature  service  medals  and  service 
ribbons  are  neither  issued  nor  sold  by 
the  Department  of  the  Air  Force,  but 
may  be  purchased  from  conunerciai 
.sources. 
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(c)  Where  to  send  requests.  AH  re- 
ouests  for  sendee  awards  for  exhibit  or 
display  will  be  submitted  to  APPMP-12C. 
Headquarters  USAF,  for  approval  by  the 
Secretary  of  the  Air  Force. 
§87S.55  Manufacture,  sale,  and  pos- 
session of  awards. 

By  law  (18  U.S.C.  701  and  704).  the 
manufacture,  sale,  or  possession  of  any 
Air  Ptorce  service  award,  or  the  pictorial 
represenUtlon  In  regulation  size  of  such 
award  is  prohibited  unless  authorized 
by  the  Department  of  the  Air  Force. 
§  878.56  Sources  of  information  on 
other  types  of  awards. 

SecUons  878.1   to  878.16   govern   the 
award  of  decorations. 
Service  Med/os  and  Longevity  Service 
AvtTARO  Ribbon 

§  878.57      Good  Conduct   Medal. 

Esteblished  by  Executive  Order  8809. 
June  28.  1941,  as  amended  by  Executive 
Order  9323,  March  31,  1943,  and  Execu- 
tive Order  10444,  April  10.  1953^ 

(a)  Description.  A  metal  disk,  l^^i 
inches  In  diameter,  bearing  in  front  an 
eagle  standing  on  a  book  and  a  sword, 
encircled  with  the  inscription  EfQ- 
clency-Honor-Fidelity.'  The  ribbon  is 
dark  red  silk,  with  three  white  stripes 
bordering  each  edge.  ^     ,  i  ^ 

(b)  Requirements  for  award— n) 
Quality  of  Service— H)  Gener&l:  The 
Good  Conduct  Medal  is  awarded  for  ex- 
emplary behavior,  efficiency,  and  fidelity 
in  an  enlisted  status  while  in  the  active 
Federal  military  service  of  the  United 
SUtes  During  the  period  considered  for 
the  award,  there  must  be  no  convictions 
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by  a  civil  court  (other  than  for  a  minor 
traffic  violation)  or  by  cotirts  martial,  or 
a  record  of  punishment  under  Article  15. 
Where  such  conviction  or  record  of  pun- 
ishment exists,  creditable  service  toward 
the  Gkx)d  Conduct  Medal  will  begin  the 
day  following  any  time  lost  under  10 
use.  8638.  and/or  the  day  following 
the  completion  of  any  punishment  im- 
posed by  "a  courts  martial,  including 
punishment  under  Article  15. 

(li)   Previous    basis    for    award:    AH 
awards  of  the  Good  Conduct  Medal  prop-  • 
erly  made  under  the  previous  methods 
of  determining  eligibility  are  valid.    Any 
awards  for  previous  service  will  be  made 
under  the  criteria  in  effect  during  the 
period  of  service  under   consideration. 
Note:  Previous  methods  of  determining 
eligibility   are  as  follows.     For  service 
from  August  28,  1937,  to  September  30. 
1957.    all    "character"   and   "efficiency" 
ratings  must  have  been  recorded  as  "ex- 
cellent" or  higher,  except  that  the  fol- 
lowing   ratings    we   not    disqualifying: 
ratings  of  "unknown";  service  school  ef- 
ficiency ratings  below  "excellent"  award- 
ed prior  to  March  3,  1946.    For  service 
from  October  1.  1957.  to  April  14.  I960, 
the  specific  recommendation  of  the  umt 
commander  must  have  been  recorded  in 
section  X  of  AF  Form  75.  "Airman  Per- 
formance Report." 

(2)  Length  of  service.  Provided  the 
above  "quality"  requirements  are  met. 
the  basic  Good  Conduct  Medal  may  be 
awarded  for  a  period  of  3  continuous 
years  of  active  Federal  service  completed 
on  or  after  August  26,  1940.  except  that 
it  may  be  awarded  for  lesaer  periods  of 
service  under  the  following  conditions: 


Otlicr  than  s«paration 


I'pon  Bfpuration  » 


8  878.53      Engraving. 

Service  medals  will  not  be  engraved  at 
Government  expense.  J<^}^^1^^  J^l 
have  the  medal  engraved  with  his  name 
at  his  own  expense. 

§  878.54      I  »e  of  awards  in  exhibiUons, 
(a>   By    public    institutions    and    pa- 
triotic societies.    Upon  approval  by  the 
Secretary  of  Uie  Air  Force,  sample  serv- 
ice awards  for  eJhibit  purposes  may  be 
furnished  at  cost  price,  inchidlng  charges 
for  packing,  transportation,  and  engrav- 
ing each  medal  with  the  words  "Exhi- 
bition Only."    Samples  will  be  furnished 
only  to  museums;  libraries;  and  histori- 
cal   numismatic,  and  miUUry  societies 
and  institutions  of  such  pubUc  nature 
as  to  assure  an  opportunity  for  the  public 
to  view  them  under  circumstances  bene- 
ficial to  the  Air  Force. 

<b)  By  U.S.  agencies  outside  the  De- 
partment  of  Defense.  Upon  approval  by 
the  SecreUry  of  the  Air  Force,  sample 
service  awards  may  be  furnished  with- 
out charge  for  public  display  to  United 
States  Ooverrunent  agencies  not  under 
military  Jurisdiction. 


AUB.  28, 1W7-1>«^.  6,  l»41- 
l>ec.7.  lMl-Ms^.2.m6-.- 
^Il»r.3,l»«Hlune^6.1»50.. 
June  27, 1960July  27. 1954 
July  »,  1»M-Prc8ent 


I'lwn  (•oniplotion  ot- 
1  vfur  '  •'  >■''"'•'* 


No Yes 

Yes  N/A 

No    —    Ves 

Yes       N/A 

No Yes 


Completion  ofl         For  physical 
vear  but  less  t has      disability  for 
3  years  'l««s  than  1  year 


No. 
No. 
No. 
Y«s. 

Yes. 


;  Jissis?  W»:^,°UKr^KSiM  fvi;SiT;:,3:-k,.„., 


(I)  For  performance  of  1  continuous 
year  of  service  between  December  7, 1941 
and  March  2.  1946  (WWH).  between 
June  27, 1850,  and  July  27, 1954  (Korean 
Operation) .  or  during  any  future  period 
while  the  United  States  is  at  war. 

(II)  Upon  termination  of  active  Fed- 
eral mlUtary  service  for  a  period  less 
than  3  continuous  years  but  more  than 
1  year  provided  that  some  portion  of 
that  service  Is  performed  after  June  27, 
1950  and  no  previous  award  of  the  Good 
Conduct  Medal  has  been  made.  (This 
includes  termination  of  active  Federal 
military  ■ervioe  In  an  enlisted  status  in 
order  to  accept  a  commission.) 

(lU)  Upon  termination  of  active  Fed- 
eral military  service  of  less  than  l  con- 
tinuous year,  provided  that: 

(a)  Sooie  portion  of  the  period  of 
tervioe  U  performed  after  June  27, 1950 ; 

(b)  Final  separation  is  by  reason  of 
phytieal  ^UlsablUty  incurred  in  line  of 
duty;  and 


(c)   No  previous  award  of  the  Good 
Conduct  Medal  has  been  made. 

(c)  Computation  of  total  service. 
Periods  of  service  as  a  commissioned  of- 
ficer or  warrant  ofBcer,  other  than 
Regular  Air  Force,  will  not  be  considered 
as  an  interruption  of  continuous  serv- 
ice, although  such  periods  will  not  be 
inchided  in  computotion  of  total  service 
accumulated.  A  period  In  excess  of  24 
hours  between  enlistments  or  between 
periods  of  commissioned  and  enlisted 
service  will  be  considered  a  break  in  con- 
tinuous active  service.  Time  spent  in 
either  aviation  cadet  or  oflteer  candidate 
status  Is  crediUble  provided  It  meets  the 
requirements  of  paragraph  (b)  (1)  of  this 

(d)  Service  in  the  Navy.  Marine 
Corps,  or  Coast  Guard.  Service  per- 
formed in  tiie  United  SUtes  Navy. 
Marine  Corps,  or  Coast  "Ouard  nw  «»* 
be  credited  for  award  of  the  Good  Con- 
duct Metal  under  §5  878.41  to  878.82. 
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Service 


EsUbUshed  by  ExecuUve  Order  8808. 
June  38, 1941. 

im)  DtMcripUon.  A  metal  dlak.  1^4 
Inches  In  diameter,  bearing  In  front  an 
armed  flcure  symbolic  of  defense  under 
the  inscription  "American  Defense." 
The  ribbon  Is  basically  yellow,  with  blue, 
white,  and  red  stripes  right  to  left,  and 
left  to  right  symmetrically  near  the 
edges. 

(b)  Requirements  for  award.  Award- 
ed for  any  period  of  active  duty 
service  completed  between  September  8. 
19M,  and  December  7,  1941,  provided 
that  the  active  duty  orders  specified 
service  for  a  period  of  12  months  or 
longer. 

(c)  Foreign  Service  Clasp.  The  re- 
quirements for  the  Foreign  Service 
Clasp  are  the  same  as  for  the  medal  it- 
self, except  that  the  service  must  have 
been  performed  outside  the  continental 
United  States.  SecUon  878.77(b)  de- 
scribes the  clasp  and  explains  how  it  is 
worn. 

S  878.59     Women**  Army  Corps  Servire 
Mciijd. 

Established  by  Executive  Order  9365. 
July  29. 1943. 

(a)  Description.  A  metal  disk.  !>/« 
Inches  in  diameter,  bearing  in  front  the 
head  of  Pallas  Athene  in  profile  facing 
dexter,  superimposed  on  a  sheathed 
sword  crossed  with  oak  leaves  and  a 
palm  branch  within  a  circle  composed 
of  the  word  "Women's"  in  the  upper  half. 
and  in  the  lower  half  "Army  Corps." 
The  ribbon  Is  predominantly  moss- tone 
green  with  gold  borders. 

(b)  Rettuirements  for  award.  Award- 
ed for  service  performed  in  both  the 
Women's  Army  Auxiliary  Corps  between 
July  20.  1942.  and  August  31,  1943.  and 
the  Wonen's  Army  Corps  between  Sep- 
tember 1,  1943,  and  September  2.  1945. 

8  878.60     American    Campaign    Mcdnl. 

Established  by  Executive  Order  9265. 
November  6,  1942.  as  amended  by  Ex- 
ecutive Order  9708,  March  15.  1946. 

(a)  Description.  A  metal  disk,  IV4 
Inches  in  diameter,  bearing  in  front  an 
offshore  scene  depicting  a  cruiser,  an  air- 
plane, and  a  sinking  submarine  under- 
neath the  Inscription  "American  Cam- 
paign." The  ribbon  is  predominantly 
medium  blue,  striped  white,  black,  red. 
and  white  from  right  to  left,  and  left  to 
right  within  each  edge.  In  the  center 
are  three  stripes  of  red,  white,  and  blue. 
The  blue  stripe  is  worn  to  the  wearer's 
right. 

(b)  Retiuirements  for  award.  Award- 
ed for  service  within  the  American 
Theater  between  December  7.  1941,  and 
March  2,  1946,  under  ar\y  of  the  follow- 
ing conditions: 

( 1 )  Permanent  assignment  outside  the 
continental  United  States. 

(2)  Permanent  assignment  as  an  air- 
crew member  of  an  airplane  making  fre- 
quent flights  over  ocean  waters  for  a 
period  of  30  consecutive  days  or  60  days 
not  consecutive. 

(3)  Outside  ^e  continental  United 
States  in  a  passenger  status  or  on  tem- 
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porary  duty  for  30  consecutive  days  or 
60  days  not  consecutive. 

(4)  In  active  combat  against  the 
enemy,  provided  that  the  individual  was 
awarded  a  combat  decoration  or  fur- 
nished a  certificate  by  the  commander  of 
his  unit  stating  that  he  actually  partic- 
ipated in  combat. 

(5)  Within  the  conUnental  United 
States  for  an  aggregate  period  of  1  year. 

(O  Antisubmarine  Campaign  Service 
Star.  A  person  assigned  or  attached  to 
and  present  for  duty  with  a  unit  which 
was  accorded  battle  credit  for  the  "Anti- 
submarine" campaign  is  entitled  to  wear 
a  bronze  service  star.  Section  878  78 
explains  how  the  star  is  worn. 

§878.61       A!«iatir-Pari  f  ic    Campaign 
Medal. 

Established  by  ExecuUve  Order  9265. 
November  6,  1942.  as  amended  by  Execu- 
tive Order  9706.  March  15.  1948. 

<a)  Description.  A  metal  disk.  1'4 
inches  in  diameter,  depicting  in  front  a 
tropical  landing  beneath  the  words 
" Asiatic-Pacific  Campaign."  The  ribbon 
is  basically  yellow,  with  yellow,  red.  and 
white  stripes  near  each  end.  In  the  cen- 
ter are  three  equal  stripes  of  blue,  white, 
and  red.  The  blue  stripe  is  worn  to  the 
wearer's  right. 

(b»  Requirements  for  award. 
Awarded  for  service  within  the  Asiatic- 
Pacific  Theater  between  December  7. 
1941.  and  March  2,  1946.  under  any  of 
the  following  conditions: 

(1>   Permanent  assignment. 

(2>  Passenger  status  or  on  temporary 
duty  for  30  consecutive  days  or  60  non- 
consecutive  days. 

(3>  In  active  combat  against  the  en- 
emy, provided  that  the  individual  was 
awarded  a  combat  decoration  or  fur- 
nished a  certificate  by  the  commander 
of  his  unit  stating  that  he  actually  par- 
ticipated in  combat. 

«c>  Service  stars.  A  service  star  Is 
awarded  to  denote  participation  In  a 
battle  campaign.  Section  878.87  ex- 
plains how  the  star  is  worn. 

§  878.62     European- African-Middle  Ka<«l- 
em  Campaign  Medal. 

Established  by  Executive  Ordei  9265. 
November  0.  1942.  as  amended  by  Execu- 
tive Order  9706,  March  15.  1946. 

(a)  Description.  A  metal  disk.  1>4 
Inches  in  diameter,  depicting  a  landing 
scene  beneath  the  words  "European- 
African -Middle  Eastern  Campaign." 
The  ribbon  is  principally  dark-green, 
edged  with  brown  bands  separated  from 
the  green  by  green,  white,  and  red 
stripes  on  the  left  (wearer's  right), 
and  by  white,  black,  and  white  stripes 
on  the  right  (wearer's  left) .  In  the  cen- 
ter are  equal  stripes  of  blue,  white,  and 
red.  The  blue  stripe  is  worn  to  the 
wearer's  right. 

(b)  Requirements  for  atoard. 
Awarded  for  service  within  the  EAME 
(European  -  African  -  Middle  Eastern) 
Theater  between  December  7,  1941,  and 
November  8,  1945,  under  the  same  con- 
dlUons  described  in  I  878.61(b)  (1),  (2), 
and  (3). 

(c>  Service  stars.  A  service  star  is 
awarded   to  denote   participation  in  a 


battle  campaign.    Section  878.78  explains 
how  the  star  is  worn. 

§  878.63     World  War  II  Victory  Medal. 

Established  by  Public  Law  135,  79th 
Congress  (59  Stat.  461). 

(a>  Description.  A  metal  disk,  IV4 
inches  in  diameter,  bearing  in  front  the 
figure  of  liberation  holding  a  broken 
sword  in  the  dawn.  The  ribbon  is  pre- 
dominantly red  with  wide  rainbow 
borders. 

(b)  Requirements  for  award. 
Awarded  for  any  period  of  service  be- 
tween December  7.  1941,  and  Decem- 
ber 31.  1946. 

§  878.61      Army   uf    Orcupation   Medal. 

Established  by  War  Department  Gen- 
eral Orders  32,  1946. 

(a)  Description.  A  metal  disk.  1*4 
Inches  In  diameter,  bearing  on  the  front 
of  the  disk  a  pictorial  representation  of 
the  Remagen  Bridge  and  on  the  reverse 
Mount  Fujiyama  and  two  Japanese 
junks.  The  ribbon  is  bordered  with 
white  bands  with  equal  black  and  red 
stripes  in  the  center.  The  black  stripe 
is  worn  to  the  wearer's  right. 

(b)  Requirements  for  award. 
Awarded  for  30  consecutive  days  at  a 
normal  post  of  duty  (as  contrasted  to 
Inspector,  visitor,  courier,  escort,  pas- 
.senger  status,  temporary  duty,  or  de- 
tached service)  while  assigned  to  the 
United  States  occupation  forces  during 
the  prescribed  time  limits  in  any  of  the 
following  areas: 

(1>  Germany  (exclusive  of  Berlin): 
Between  May  9.  1945.  and  March  5,  1955. 
Service  between  May  9,  1945.  and  No- 
vember 8.  1945.  may  be  counted  only  tf 
the  European-African-Middle  Eastern 
Campaign  Medal  was  awarded  for  serv- 
ice prior  to  May  9.  1945. 

<  2 )  Berlin,  Germany :  Between  May  9. 
1945.  and  a  terminal  date  to  be  an- 
nounced later.  Service  between  Maj  9. 
1945.  and  November  8,  1945,  wiU  be 
counted  only  if  the  European-African- 
Middle  Eastern  Campaign  Medal  was 
awarded  for  service  prior  to  May  9,  1945. 

(3)  Austila:  Between  May  9,  1945. 
and  Jxily  27.  1955.  Service  between 
May  9,  1945,  and  November  8,  1945,  may 
be  counted  only  If  the  European-African- 
Middle  Eastern  Campaign  MedaV  was 
awarded  for  service  prior  to  May  9,  1945. 

(4)  Italy:  Between  May  9,  1945,  and 
September  15,  1947,  in  the  compartment 
of  Venezla  Oiulia  E  Zara  or  Province  of 
Udine,  or  with  a  unit  specifically  desig- 
nated in  Department  of  the  Army  Gen- 
eral Orders  4,  1947.  Service  between 
May  9,  1945.  and  November  8,  1945,  may 
be  counted  only  if  the  Eurcq;>ean-Afrl- 
can-Middle  Eastern  Campaign  Medal 
was  awarded  for  service  prior  to  May  9, 
1945. 

(5)  Japan:  Between  September  3. 
1945.  and  April  27. 1952.  in  the  four  main 
islands  of  Hokkaido,  Honshu,  Shlkoku, 
and  Kyushu:  the  surroimding  smaller 
islands  of  the  Japanese  homeland;  the 
Ryuku  Islands:  and  the  Bonln- Volcano 
Islands.  Service  between  September  3, 
1945,  and  March  2,  1946,  may  be  counted 
only  If  the  Asiatic -Pacific  Campaign 
Medal  was  awarded  for  service  prior  to 
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September  3.  1945.  By  the  same  token, 
service  which  meets  the  requirements  for 
the  Korean  Service  Medal  ( §  «78.67)  may 
not  be  counted  in  determining  eliglbUlty 
for  this  award. 

i6»  Korea:  Between  September  3, 
1945.  and  June  29.  1949.  Service  be- 
tween September  3.  1945,  and  March  2, 
1946  may  be  counted  only  if  the  Asiatic- 
Pacific  Campaign  Medal  was  awarded 
for  service  prior  to  September  3,  1945. 

<c)  Berlin  Airlift  Device.  Service  for 
90  or  more  consecutive  days  between 
June  26.  1948,  and  September  30,  1949. 
while  assigned  or  atUched  to  a  unit 
designated  in  general  orders  of  the  De- 
partment of  the  Air  Force  for  partici- 
pation in  the  Berlin  Airlift,  qualifies  a 
person  for  award  of  the  Army  of  Occu- 
paUon  Medal  with  Berlin  Airlift  Device. 
Section  878.80  describes  the  device  and 
explains  how  it  is  worn. 
§  878.65      Medal    for   Humane    Action. 

Established   by  Public  Law   178.  81st 

Congress.  .  ,    j.  ,      ,•/ 

(a)  Description.  A  metal  disk,  iy4 
inches  in  diameter.  depicUng  a  C-54  air- 
plane within  a  border  of  wheat  centering 
the  coat  of  arms  of  Berlin.  The  ribbon 
is  predominantly  blue  with  black  edges. 
followed  by  white,  red.  and  white  stripes. 
The  center  bears  three  stripes:  white, 
red.  and  white,  in  the  order  named. 

fb)  Requirements  for  award. 
Awarded  to  personnel  who  were  assigned 
or  attached  to  and  present  for  duty  for 
at  least  120  days  during  the  period 
June  26.  1948.  and  September  30,  1949. 
inclusive,  with  any  of  the  units  cited  In 
peneral  orders  of  the  Department  of  the 
Air  Force  for  parUcipatlon  in  the  Berlin 
airlift  or  for  direcl  support  thereof.  The 
geographical  boundaries  of  the  Berlin 
airlift  operations  are  as  follows: 

(1)  Northern  Boundary:  54th  paraUel 

north  latitude. 

(2)  Eastern  Boundary :  14th  meridian 

east  longitude. 

(3)  Southern  Boundary :  48th  parallel 

north  latitude. 

(4)  Western  Boundary:  5th  meridian 
west  longitude. 

(c)  Award  to  members  of  foreign 
armed  forces  and  civilians.  The  Medal 
for  Humane  Action  may  be  awarded  to 
members  of  foreign  armed  forces  and 
civilians  (United  States  and  foreign) 
for  meritorious  participation  In  the 
Berlin  airlift.  In  each  instance,  however, 
an  individual  recommendation  indicat- 
ing meritorious  participation  is  required. 

(d)  Award  to  persons  whose  lives  were 
lost  participattng  in  the  BerUn  airUft. 
Persons  whose  lives  were  lost  while  par- 
ticipating in  the  BerUn  airlift,  or  as  a 
direct  result  of  participating  therein, 
may  be  awarded  the  Medal  of  Hiunane 

'  Action  without  regard  to  the  length  of 
such  service,  provided  that  all  other  re- 
quirements are  met. 

NoTi:  The  Berlin  Airlift  Device  dewrlbed 
In  I  878.80  U  not  awarded  or  worn  with  the 
Medal  for  Humane  Action. 

DefcnM        Service 
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verse  an  eagle  displayed  with  inverted 
wings  standing  on  a  sword  and  palm 
branch,  all  beneath  the  Inscription  "Na- 
tional Defense."  The  ribbon  Is  basically 
red  with  a  yellow  band  In  the  center. 
Equal  stripes  of  white,  blue,  white,  and 
red  border  the  center  yellow  band. 

(b)  Requirements  for  award.  Awarded 
for  any  period  of  honorable  active  duty 
service  between  June  27,  1950.  and  July 
27. 1954.  For  the  purpose  of  this  award, 
the  following  persons  shall  not  be  con- 
sidered as  performing  active  duty  serv- 

ice : 

(1)  Inactive  Reserve  personnel  or- 
dered to  active  duty  for  short  periods  of 
training  under  the  Inactive  Reserve 
Training  program. 

(2)  Reserve  component  persormel  on 
temporary  active  duty  to  attend  service 
schools  or  serve  on  boards,  courts,  com- 
missions, etc. 

(3)  Any  person  on  active  duty  for  the 
sole  purpose  of  undergoing  a  physical  ex- 
amlnatlcm. 

.  (4)  Any  person  on  active  duty  for  pur- 
poses other  than  for  extended  active 
duty. 


§  878.66     National 
Medal. 

Established  by  Executive  Order  10448, 

AprU  22, 1953.  .  ,    ^.  ^     ,  v 

(a)  Description.     A  metal  disk,  IV* 
Inches  in  diameter,  bearing  on  the  ob- 


§  878.67      Korean  Service  Medal. 

Established  by  Executive  Order  10179, 
November  8,  1950,  as  amended  by  Ex- 
ecutive Order  10429,  January  17,  1953. 

(a)  Description.  A  metal  disk,  Wa 
inches  in  diameter.  On  the  obverse  is  a 
Korean  gateway:  encircling  the  design  is 
the  inscription  "Korean  Service."  On 
the  reverse  is  the  Korean  symbol  taken 
from  the  center  of  the  Korean  national 
flag,  repreaenting  the  essential  unity  of 
all  beings,  with  the  inscription  "United 
States  of  America."  and  a  spray  of  oak 
and  laurel  encircUng  the  design.  The 
medal  is  suspended  by  a  ring  from  a 
silk  moire  ribbon  composed  of  white  pip- 
ing on  the  ends,  a  center  of  United  Na- 
tions blue  intersected  by  a  white  band. 

(b)  Retiuirements  for  award.  Awarded 
to  persons  assigned  or  attached  to  com- 
bat or  service  units  designated  by  the 
Commander,  Par  East  Air  Forces,  in 
general  orders  for  service  within  the  Ko- 
rean Theater  or  adjacent  areas  between 
June  27.  1950.  and  July  27,  1954.  The 
tenn  "Korean  Theater"  as  used  herein  Is 
defined  as  those  areas  which  encompass 
North  and  South  Korea,  Korean  waters, 
and  the  air  over  North  and  South  Ko- 
rea, and  orer  Korean  waters. 

(c)  Conditions  for  award,  d)  The 
Korean  Service  Medal  Is  awarded  for 
participation  in  any  engagement  against 
the  enemy  in  North  or  South  Korean 
territory,  in  Korean  waters,  or  In  the  air 
over  North  or  South  Korea  or  over  Ko- 
rean waters.  A  person  will  also  be  con- 
sidered as  having  participated  In  an  en- 
gagement U  that  person: 

(i)  Was  a  member  of  a  designated 
combat  or  service  unit  In  the  Korean 
Theater.  ,  ^  ^ 

*  (ii)  Was  a  member  of  a-  combat  or 
service  unit,  other  than  one  within  the 
Korean  Theater,  which  has  been  desig- 
nated by  the  commander,  Far  East  Air 
Fy>rces.  as  having  directly  supported  the 
military  operations  In  the  Korean 
Theater. 

(Hi)  Was  a  monber  of  a  designated 
headquarters  of  the  Far  East  Air  Forces 
who  exerted  a  distinct  and  contributory 
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effort  to  the  military  operations  in  the 
Korean  Theater. 

(2)  The  service  prescribed  must  have 
been  performed  while: 

(I)  On  permanent  assignment; 
(ii)  On  temporary  duty  with  a  desig- 
nated unit  or  headquarters  for  30  con- 
secutive days  or  60  nonconsecutive  days; 
or 

<iii)  in  actual  combat  against  the 
enemy. .  In  this  case,  the  Individual  must 
have  been  awarded  a  combat  decoration 
or  furnished  a  certificate  by  the  com- 
mander of  a  division,  comparable  or 
higher  unit;  commander  of  a  ship,  com- 
parable or  higher  unit;  or  commander  of 
an  Air  Force  group,  comparable  or  higher 
unit,  stating  that  he  actually  partici- 
pated in  combat. 

(d)  Award  of  service  stars.  Service 
stars  are  awarded  to  members  of  desig- 
nated combat  or  service  units  in  combat. 
or  units  assigned  to  the  command  of  the 
Far  East  Air  Forces,  or  on  temporary 
duty  with  Army  Groimd  Forces  under 
any  of  the  following  conditions: 

«1)  If  the  person  was  a  member  as- 
signed or  attached  to  and  present  for 
duty  with  a  designated  combat  or  service 
unit  during  the  period  which  the  unit 
participated  in  combat. 

(2)  If  the  person  was  under  orders  m 
the  combat  zone  and,  in  addition,  was 
awarded  a  combat  decoration,  or  was 
furnished  a  certificate  by  a  coromander 
of  a  division,  comparable  or  higher  unit; 
commander   of   a  ship,  comparable  or 
higher  unit ;  commander  of  an  Air  Force 
group,  comparable  or  higher  unit,  or  in- 
dependent force,  stating  that  he  actu- 
ally participated  in  combat  or  served  at 
a  normal  post  of  duty  (as  contrasted  to 
occupying  the  status  of  an  inspector,  ob- 
server,  or   visitor)    or  aboard  a  vessel 
other   than  in  a  passenger  status.    A 
certificate  must  be  furnished  by  the  home 
port  commander  of  the  vessel  for  actual 
service  in  the  combat  sone  of  the  Korean 
Theater. 

(3)  If  the  person  was  an  evadee  or  es- 
capee in  the  combat  zone  or  recovered 
from  a  prisoner-of-war  status  In  the 
combat  zone  during  the  time  limitations 
of  the  campaign.  Prisoners  of  war  will 
not  be  giv^n  credit  for  the  time  spent  In 
confinement  or  while  otherwise  In  re- 
straint under  enemy  control.  Section 
878.78  explaliis  how  the  service  star  is 

worn.  ^      . 

(e)  Award  of  arrowhead.  An  arrow- 
head is  awarded  to  members  of  desig- 
nated combat  or  service  units  in  combat. 
units  assigned  to  the  command  of  the 
Far  East  Air  Forces,  or  units  on  tempo- 
rary duty  with  the  Army  Ground  forces 
who  have  participated  In  an  ahrbome  or 
amphibious  assault  within  the  territorial 
limits  of  Korea.  Section  878.79  describes 
the  arrowhead  and  explains  how  it  is 
worn. 
§  878.68     Antarctica    Service    Medal. 

EsUblished  by  Public  Law  86-800, 86th 
Congress,  July  7.  I960. 

(a)  DeicripUon.  Tbe  medal,  accom- 
panying ribbon,  and  other  appurte- 
nances are  presently  belm  deslfnad  bf 
the  Department  of  the  Vvrj  for  the  ap- 
proval of  the  Secretaiy  o#  Defense. 
When  the  medal  is  available,  announce- 
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mnt  wm  be  maa»  bj  Headquarten 
X78AF. 

(b>  Maqmirtmemtg  for  award.  Awarded 
to  the  followlnc  for  aenrloe  during  the 
pertod  Jtmmn  1,  1M«  to  a  date  to  be 
■idfOiifintlT  ntaM'T**T^  by  the  Secre- 
tary of  Defenae: 

(1)  Any  member  of  the  UJB.  Aimed 
Forces  or  civilian  citizen,  national,  or 
resident  alien  of  the  UJ3.  who.  as  a  mem- 
ber of  a  UJB.  ezpedltlCHi.  participates  in 
or  baa  participated  in  aclentiflc.  direct 
ntpport.  or  exploratory  operations  on 
the  Antarctic  continent. 

(1)  Any  member  of  the  U.S.  Armed 
Fto«es  or  clTlllan  citizen,  national,  or 
resident  alien  of  the  U.S.  who  parUci- 
pates  in  or  who  has  participated  in  a  for- 
eign Antarctic  expedition  on  that  conti- 
nent In  coordination  with  a  UJ9.  Antarc- 
tic expedltkm  and  who  is  or  was  under 
the  sposisorship  and  approval  of  compe- 
tent U.S.  Oovemment  authority. 

(3)  Any  member  of  the  US.  Armed 
Forces  who  participates  in  or  who  has 
participated  in  flights  as  a  member  of 
the  crew  of  an  aircraft  flying  to  or  from 
the  Antarctic  or  within  the  Antarctic 
continent  in  support  of  operations  on 
that  continent. 

(4)  Any  member  of  the  TJ3.  Armed 
Forces  who  serves  or  has  served  in  a 
US.  ship  operating  south  of  latitude  60* 
south  in  support  of  U.S.  operations  in 
Antarctica. 

NoTs:  Any  peraon.  Including  %  citizen  of  a 
fonlgB  natkm,  who  doea  not  maet  th«  re- 
qulr«n«nts  In  Bubpantgntplu  (1).  (2).  (S). 
or  (4)  of  tbl«  ■action,  but  who  participated 
in  or  partldpataa  In  a  U^.  Antarctic  expedi- 
tion on  that  continent  at  the  Invitation  of  a 
partlelpatlng  VJ&.  agency,  may  be  awarded 
the  medal  by  the  Secretary  of  the  Depart- 
ment under  whoae  cognisance  the  expedition 
(alls,  proTlded  the  commander  of  the  military 
■npport  force  as  aenlor  \JS.  repreeentatlve  in 
AntarcUe*  oonaldera  that  he  has  performed 
oatatandlng  and  exceptional  eerrlce  and 
•hand  the  hardship  and  hasarda  of  the 
expedition. 

Mo  Twtwiiwiim  time  Umlta  of  participation 
are  preaotibed  under  the  foregoing  quallflca- 
tlona.  No  person  Is  authorized  to  receive 
more  than  one  award  of  the  medal. 

(c)  Wintering  over.  Personnel  who 
stay  on  the  Antarctic  continent  during 
the  winter  months  shall  be  eligible  to 
wear  a  bronse  clasp  with  the  words 
"Wintered  Over"  on  the  suspension  rib- 
bon of  the  medal.  This  eligibility  will 
also  be  denoted  by  a  bronse  disk  of 
^«-lnch  diameter,  with  an  outline  of  the 
Antarctic  continent  inscribed  thereon. 
fastened  on  the  bar  ribbon  representing 
the  medaL  A  gold  clasp  or  disk  is  au- 
thorised in  lieu  of  the  second  clasp  or 
^JMk^  AQd  a  silver  eiaep  is  authorized  for 
personnel  who  winter  over  three  times 
or  more.  Not  more  than  one  clasp  or 
disk  shall  be  worn  on  the  ribbon. 

§  878.69      Air    Forre    Longevity    Service 
Award  Ribbon. 

Established  by  Department  of  the 
Air  Force  General  Orders  No.  80.  Novem- 
ber 25. 1957. 

(a)  DeteripUon.  An  ultramarine  blue 
senrlee  ribbon  divided  by  four  equal 
stripes  of  turquoise  blue.  Tbtfe  Is  no 
medal  anthorlnd  for  this  award. 

(b)  ReqmirememtM     for     award— (1) 
of  eUvfbtmt.    EllgiblUty  Is  based 
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upon  honorable  active  Federal  military 
service  with  any  branch  of  the  United 
States  Armed  Forces. 

(2)  Who  is  eligible,  (i)  All  members 
of  the  Air  Force  on  active  duty. 

(ii)  All  members  of  the  Reserve  com- 
ponents not  on  active  duty  with  the  Air 
Force  who  meet  the  criteria  In  subpara- 
graph (3>  of  this  paragraph. 

( III )  All  retired  personnel  who  are  car- 
ried on  the  Air  Force  retired  lists. 

(3)  Award  criteria.  (1)  Basle  award: 
An  aggregate  of  4  years  of  honorable 
active  Federal  military  service  with  any 
branch  of  the  United  States  Armed 
Forces. 

(U)  Subsequent  awards:  A  bronze 
oakleaf  cluster  for  each  additional  4 
years  of  honorable  active  Federal  mili- 
tary service.  A  silver  oakleaf  cluster  Is 
worn  In  lieu  of  five  bronze  clusters.  The 
oak-leaf  clusters  mentioned  herein  are 
identical  to  the  clusters  used  to  denote 
additional  awards  of  the  same  military 
decoration  (see  5§  878.1  to  878.16).  Al- 
though oak -leaf  clusters  are  Issued  In 
two  sizes  (large  and  small),  only  the 
small  clusters  will  be  worn  on  the  Air 
Force  Longevity  Service  Award  Ribbon. 

Nott:  The  Air  Force  Longevity  Service 
Award  Ribbon  replaces  the  Federal  Service 
Stripes  optionally  worn  by  enlisted  per- 
sonnel. 

§  878.70      Armed  Forces  Reserve  Medal. 

Established  by  Executive  Order  10163. 
September  25.  I960,  as  amended  by  Exec- 
utive Order  10439.  March  19,  1953. 

(a)  Description.  A  metal  disk,  l^'^ 
inches  in  diameter.  The  obverse  (same 
for  all  services)  is  a  flaming  torch  in 
front  of  a  crossed  powder  horn  and 
bugle  within  a  circle  composed  of  13 
stars  and  13  rays.  The  reverse  (Air 
Force)  is  the  American  eagle  symboliz- 
ing the  United  States  and  Its  air  power, 
centered  within  the  inscription  "Armed 
Forces  Reserve"  placed  around  and  near 
the  outer  rim.  The  medal  Is  suspended 
by  a  ring  from  a  silk  ribbon  which  is  buff 
bordered  with  blue  and  buff  stripes,  and 
the  center  section  of  buff  Is  Intersected 
by  a  blue  line  followed  by  blue  and  buff 
stripes. 

(b)  R  equir  evient  s  for  awq{d. 
Awarded  to  members  or  former  mem- 
bers of  the  Reserve  components  of  the 
Armed  Forces  of  the  United  States  who 
complete  or  have  completed  a  total  of 
10  years  of  honorable  cmd  satisfactory 
service  as  defined  in  Public  Law  810.  80th 
Congress.  Army  and  Air  Force  Vltaliza- 
tion  and  Retirement  Equalization  Act  of 
1948.  The  10  years  ot  service  need  not 
be  consecutive,  provided  that  such  serv- 
ice was  performed  within  a  period  of  12 
consecutive  years.  For  the  purpose  of 
this  award,  service  as  a  member  of  a 
Reserve  component  will  Include  those 
Reserve  components  which  are  enumer- 
ated In  title  m,  section  306(c)  Public 
Law  810.  89th  Congress,  as  follows:       * 

( 1 )  The  National  Guard  of  the  United 
States. 

(2)  The  National  Guard  while  In  the 
service  of  the  United  States. 

(3)  Tlie  federally  recognized  National 
Guard  prior  to  1933. 

(4)  A  federally  recognized  statuj  in 
the  National  Guard. 


(5)  The  OfBcers'  Reserve  Corps  and 
the  Enlisted  Reserve  Corps  prior  to  en- 
actment of  Public  Law  460. 80th  Congress 
approved  March  25.  1948. 

(6)  The  Organized  Reserve  Corps. 

(7)  The  Army  of  the  United  States 
without  component.  (Normally,  all  en- 
listed service  prior  to  July  1940  was  with 
the  Regular  component  and  not  credit- 
able. Conversely,  service  subsequent  to 
July  1940  was  Army  of  the  United  States 
and  is  creditable  for  this  award.) 

(8)  The  Naval  Reserve  and  the  Naval 
Reserve  Force,  excluding  those  members 
of  the  Fleet  Reserve  and  the  Fleet  Naval 
Reserve  transferred  thereto  after  com- 
pletion of  16  or  more  years  of  active 
naval  service. 

(9)  The  Marine  Corps  Reserve,  and 
the  Marine  Corps  Reserve  Forces,  ex- 
cluding those  members  of  the  Fleet 
Marine  Corps  Reserve  transferred  there- 
to after  completion  of  16  or  more  years 
of  service. 

(10)  The  Limited  Service  Marine 
Corps  Reserve. 

(11)  The  Naval  MUlUa  who  have  con- 
formed to  the  standards  prescribed  by 
the  Secretary  of  the  Navy. 

(12)  The  National  Naval  Volunteers. 

( 13 )  The  Air  National  Guard. 

(14)  The  Air  Force  Reserve  (officer  or 
enlisted  sections) . 

(15)  The  Air  Force  of  the  United 
States  without  component. 

(16)  The  Coast  Guard  Reserve. 

(c)  Creditable  service.  Each  year  of 
active  or  iniictlve  honorable  service  as 
a  member  of  any  of  the  Reserve  com- 
ponents listed  in  paragraph  (b)  of  this 
section  may  be  credited  toward  award  of 
the  Armed  Forces  Reserve  Medal  until 
July  1,  1949.  For  service  performed  on 
or  after  July  1,  1949.  members  must 
accumulate  during  each  anniversary  year 
a  minimum  of  50  retirement  points  as 
prescribed  In  section  302(b).  Army  and 
Air  Force  Vltalizatlon  and  Retirement 
Equalization  Act,  1948  (62  Stat.  1087; 
10  U.S.C.  1332) ,  except  that  those  per- 
sons In  the  Army  of  the  United  States  or 
Air  Force  of  the  United  States  must  com- 
pute time  as  follows: 

( 1 )  Active  or  inactive  service  prior  to 
July  1,  1948,  Is  creditable  for  those  Army 
of  the  United  States  or  Air  Force  of  the 
United  States  officers  appointed  under 
the  Act  of  September  22.  1941  (55  Stat. 
728 ) .  After  July  1. 1948,  only  active  duty 
under  such  Army  of  the  United  States  or 
Air  Force  of  the  United  SUtes  appoint- 
ments will  be  creditable. 

(2)  Active  or  inactive  service  prior  to 
July  1.  1949,  will  be  creditable  for  those 
Army  of  the  United  States  or  Air  Force 
of  the  United  States  officers  appointed 
under  section  127a,  National  Defense  Act. 
or  section  515(e),  Officer  Personnel  Act 
of  1947  (61  Stat.  906;  10  U.S.C.  8444). 

(3)  For  the  purpose  of  cwnputing 
eligibility  for  the  Armed  Forces  Reserve 
Medal,  all  Army  of  the  United  States  or 
Air  Force  of  the  United  States  appoint- 
ments will  be  considered  as  having  been 
made  under  the  Act  of  September  22, 
1941,  unless  otherwise  Indicated  In  the 
official  records. 

(d)  Service  not  creditable — (1)  Gen^ 
eral.  Service  in  the  following  may  not 
l>e  credited: 
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(I)  Inactive  National  Guard. 

(II)  Inactive.  Air  National  Guard. 

(III)  Nonfederally  recognized  status  In 
the   National   Guard   or   Air   National 

Guard. 

(Iv)  Inactive  Reserve  Section  or  Hon- 
orary Reserve  Section  of  the  Officers' 
Reserve  Corps. 

(V)  Inactive  Section  or  Honorary  Sec- 
tion of  the  Air  Force  Reserve. 

(vi)  Honorary  Retired  List  of  the 
Naval  and  Marine  Corps  Reserve. 

(vll)  Inactive  Status  List  of  the 
Standby  Reserve.  i 

(vlll)   Retired  Reserve.  " 

(Ix)  Women's  Army  Auxiliary  Corps. 
(2)  Regular  service.  Service  as  a 
Regular  officer,  warrant  officer,  or  Regu- 
lar enlisted  person  in  the  Armed  Forces. 
Including  the  Coast  Guard,  and  service 
for  which  the  Naval  Reserve  Medal. 
Organized  Marine  Corps  Reserve  Medal. 
or  the  Marine  Corps  Reserve  Ribbon  has 
been  or  may  be  awarded,  will  not  be 
credited  toward  the  award  of  the  Armed 
Forces  Reserve  Medal,  except  that  serv- 
ice In  a  Reserve  component  which  is 
concurrent,  in  whole  or  In  part,  with 
service  In  a  Regular  component  of  the 
Armed  Forces  will  not  be  considered  a 
break  In  the  necessary  service  period  of 
12  consecutive  years  (see  paragraph  (b) 
of  this  section). 

(3)  Attendance  at  aviation  cadet 
training  schools  considered  regular  serv- 
ice: For  the  purpose  of  85  878.41  to 
878.82,  periods  of  attendance  at  aviation 
cadet  training  schools  (for  those  persons 
appointed  "Aviation  Cadete")  are  con- 
sidered Regular  service. 

(e)  Determining  eUgibility.  EllgiblUty 
may  be  determined  from  data  contained 
in  Items  5  and  19  of  AF  Form  11.  "Officer 
Military  Record" ;  AF  Form  190.  "USAP 
Reserve  Personnel  Record  Card";  or  a 
statement  from  the  person  concerned 
certifying  that  his  service  in  a  Reserve 
component  meets  the  requirements  of 
satisfactory  Federal  service  as  defined 
in  secUon  306(b).  Army  and  Air  Force 
Vltalizatlon  and  Retirement  Equalisa- 
tion Act.  1948  (62  Stat.  1089;  10  U.S.C. 

1332) . 
if)  Hour-glass  device.   One  hour-glass 

device,  with  a  Roman  numeral  "X" 
superimposed,  may  be  worn  on  the  sus- 
pension and  service  ribbon  of  the  Armed 
Forces  Reserve  Medal  to  denote  service 
for  each  additional  10 -year  period  of 
service  under  the  same  conditions  as 
prescribed  for  award  of  the  basic  medal. 
Section  878.41  describes  the  device  and 
explains  how  It  Is  worn. 
§878.71      Philippine    Defense    Ribbon. 

Established  by  General  Orders  8.  Army 
Headquarters.  Commonwealth  of  the 
Philippines,  1944. 

( a)  Description.  A  red  ribbon  divided 
by  wide  white  bands  and  centering  three 
wJiite  stars  which  form  a  triangle.  The 
single  star  Is  worn  uppermost. 

lb)  Requirements  for  award.  Award- 
ed for  combat  service  In  the  defense  of 
the  Philippines  from  December  8.  1941, 
to  June  15.  1942.  If  the  Individual: 

(1)  Was  a  member  of  the  Bataan  or 
Manila  Bay  forces,  or  of  a  unit.  ship,  or 
airplane  under  enemy  attack;  or 
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(2)  Was  assigned  or  stationed  in  Phil- 
ippine territory  or  In  PhUipplne  waters 
for  at  least  80  days  during  the  period 
cited  above. 

(c)  Brome  service  star.  A  person  who 
meets  both  conditions  set  forth  in  para- 
graph (b)  of  this  section  is  authorized 
to  wear  a  bronze  service  star  on  the 
ribbon. 


§  878.72     PhUippine  Liberation  Ribbon. 

Established  by  General  Orders  8.  Army 
Headquarters,  Commonwealth  of  the 
Philippines,  1944. 

(a)  Description.  A  red  ribbon  with 
equal  stripes  of  blue  and  white  in  the 
center.  The  blue  stripe  Is  worn  to  the 
wearer's  right. 

(b)  Re<piirements  for  award.  Awarded 
for  participation  In  the  liberation  of  the 
Philippines  from  October  17.  1944,  to 
September  3,  1945.  If  the  individual: 

(1)  Participated  In  the  initial  landing 
operations  on  Leyte  or  adjoining  islands 
from  October  17,  1944,  to  October  20, 
1944.  A  person  will  be  considered  as 
having  participated  in  such  operations 
If  he  landed  on  Leyte  or  adjoining  Is- 
lands, was  on  a  ship  in  Philippine  waters. 
or  was  a  crew  member  >of  an  airplane 
which  flew  over  PhUippine  territory  dur- 
ing the  pediod. 

(2)  Participated  In  any  engagement 
against  the  enemy  during  the  campaign 
on  Leyte  and  adjoinhig  islands.  A  per- 
son will  be  considered  as  having  par- 
ticipated in  such  operations  if  he  was 
a  member  of  and  present  with  a  unit 
actually  under  enemy  fire  or  air  attack, 
served  on  a  ship  which  was  under  enemy 
fire  or  air  attack,  or  was  a  crew  member 
In  an  airplane  which  was  under  enemy 
aerial  or  ground  fire. 

(3)  Served  tn  the  Philippine  Islands 
or  ships  In  Philippine  waters  for  not  less 
than  80  days  during  the  period  cited 

above.  _  . 

(c)  Bronte  Service  Star.  Persons  who 
meet  mora  than  one  of  the  conditions 
set  forth  In  paragraph  (b)  of  this  section 
ar«  auttxniaed  to  wear  a  bronze  service 
star  on  the  ribbon  for  each  additional 
condition  under  which  they  qualify. 
§878.73     Philippine  Independence  Rib- 


EstabUshed  by  General  Orders  383. 
Army  Headquarters,  Commonwealth  of 
the  Philippines.  1946. 

(a)  Description.  A  predominantly 
blue  ribbon  edged  with  yellow  stripes 
and  bearing  red,  white,  and  red  stripes, 
in  the  order  named,  in  the  center. 

(b)  RequiremenU  for  award.  Awarded 
to  personnel  who  are  recipients  of  both 
the  Philippine  Defense  and  Philippine 
Liberation  ribbons. 

Nor:  Pwwmnel  who  were  awarded  the 
PhUippine  Independence  Ribbon  In  accord- 
ance with  the  criteria  formerly  announced 
In  AFR  36-60  (now  obwjlete)  may  conUnue  to 
wear  the  award  notwithstanding  the  change 
In  requirement  stated  In  paragraph  (b)  of 
this  section. 

Now-Uhited  States  Service  Medals 

§  878.74     United  Nations  Service  Medal. 

Established  by  the  United  Nations 
General  Assembly  Resolution  483 (V), 
December  12,  1950.    The  President  ac- 
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cepted    for   the   United   States    Armed 
Forces. 

(a)  Descrtptian.  A  metal  disk,  IVi 
inches  in  diameter.  On  the  obverse  is 
the  emblem  of  the  United  Nations.  On 
the  reverse  is  the  inscription  "For  Serv- 
ice In  Defense  Of  The  Principles  Of  The 
Charter  Of  The  United  Nations."  The 
medal  is  suspended  from  a  silk  ribbon 
consisting  of  17  stripes,  9  of  United  Na- 
tions blue  and  8  of  white,  alternating, 
each  stripe  0.08  inch  wide.  A  bar  bearing 
the  word  "Korea"  constitutes  a  part  of 
the  suspension  of  the  medal  from  the 
ribbon. 

(b)  Requirements      for     award — (1) 
Qualifications.    Personnel  must  be: 

(I)  Members  of  the  Armed  Forces  of 
the  United  States  dispatched  to  Korea 
or  adjacent  areas  of  military  operations 
specifically  for  service  on  behalf  of  the 
United  Nations  in  the  Korean  Theater; 

or 

(il)  Other  personnel  dispatched  to 
Korea  or  adjacent  areas  as  members  of 
para-military  and  quasi-military  imits 
designated  by  the  United  States  Govern- 
ment for  service  in  support  of  the  United 
Nations  action  in  Korea  and  certified 
by  the  United  Nations  Commander-in- 
Chief  as  having  directly  supp9rted  the 
miUtary  operations  in  that  area. 

NoTx:  Persormel  awarded  the  Korean  Ser- 
vice Medal  automatically  establish  eligibility 
for  the  United  Nations  Service  Medal. 

(2)  Service.  The  service  must  have 
been  performed  between  June  27.  1950, 
and  July  27.  1954,  inclusive  under  any 
of  the  following  conditions: 

(1)  While  on  permanent  assignment 
to   any   designated   combat  or   service 

unit: 

(ID  While  attached  to  any  designated 
combat  or  service  unit  for  a  period  of 
30  days,  consecutive  or  nonconsecutive; 
or 

(ill)  While  In  active  combat  against 
the  enemy  under  conditions  other  than 
those  prescribed  in  subdivisions  (1)  and 
(ii)  of  this  subparagraph,  provided  that 
the  individual  was  awarded  a  combat 
decoration  or  furnished  a  certificate  by 
the  commander  of  a  division,  comparable 
or  higher  unit;  commander  of  a  ship, 
comparable  or  higher  unit;  or  command- 
er of  an  Air  Force  group,  comparable  or 
higher  unit,  stating  that  he  actually 
participated  In  combat. 

(c)  Persons  ineligible  for  atoard.  Per- 
sonnel of  the  United  Nations,  its  special- 
ized agencies,  or  of  any  government  serv- 
ice other  than  as  prescrllied  In  para- 
graph (b)  of  this  section,  and  Interna- 
tional Red  Cross  personnel  oigaged  for 
service  under  the  United  Nations  Com- 
mander-in-Chief with  any  United  Na- 
tions relief  team  in  Korea,  will  not  be 
eligible  for  the  award  of  the  United  Na- 
tions Service  Medal. 


§  878.75     United  Nations  Medal. 

Established  by  The  Secretary  Gen- 
eral of  the  United  NaUons  by  Dispatch 
109  July  30.  1959.  and  Regulations  for 
the  United  Nations  Medal,  July  1869. 
The  President  accepted  for  the  United 
States  Armed  Forces. 

(a)  Description.  A  round  metal  disk, 
1  Vi  inches  in  diameter.    On  the  obverse 
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ia.  the  emblem  of  the  United  Nations  and 
the  letters  'UJ*."  On  the  reverse  ia  the 
inscription  "In  The  Service  Of  Peace." 
The  medal  is  suspended  from  a  ribbon 
of  United  Natioru  blue  wl^two  single 
narrow  white  stripes  V^/chch  from  each 

*<*8e.  '  _,      ,,.,. 

(b)  Requirements  far  award.  Mili- 
tary personnel  who  have  been  or  are 
specifically  identified  by  the  United  Na- 
tions as  having  performed  qualifying 
service  with  one  of  the  following  organ- 
izations are  eligibl?for  an  award  of  the 
medal  : 

( 1 )  United  Nations  Observation  Group 

in  Lebanon. 

(2)  United  Nations  Truce  Supervision 
Organization  in  Palestine. 

(3)  United  Nations  Military  Observer 
Oroup  in  India  and  Pakistan. 

(c)  Policy  and  procedures.  (D  Mili- 
tary personnel  presently  serving  with 
any  of  the  specified  groups  and  those 
subsequently  assigned  will  be  awarded 
the  United  Nations  Medal  in  the  field 
by  the  Senior  Representative  of  the  Sec- 
retary General. 

(2)  The  amount  of  service  qualifying 
an  individual  for  the  award  will  be  as 
designated  by  the  Secretary  General  of 
the  United  Nations. 

(3)  Individuals  with  previous  United 
Nations  service  with  the  specified  groups 
who  believe  themselves  eligible  for  the 
United  Nations  Medal  may  submit  ap- 
plications to  APPMP-12-C,  Headquar- 
ters USAF.  Each  application  should  in- 
clude complete  details  related  to  United 
Nations  duty  including  geographical 
location  and  inclusive  dates  of  service. 
Such  applications  will  be  referred  to  the 
United  Nations  for  consideration  and 
determination  of  eligibility. 

Service    Medal    Ribbons.   Devices,    ako 
Lai»el  Bttttons 

§  878.76      Service   medal    ribbon    ban*. 

A  service  medal  ribbon  is  a  service  rib- 
bon identical  in  color  with  the  suspen- 
sion ribbon  of  the  service  medal  it  rep- 
resents, attached  to  a  bar.  1*8  inches 
long  and  %  inch  wide,  equipped  with  (or 
without)  an  attaching  device.  The  ap- 
propriate service  ribbon  is  issued  with 
each  service  medal  described  in  §5  878  57 
to  878.73. 

§  878.77      Qaspa. 

Clasps  are  authorized  for  wear  on  the 
Good  Conduct  Medal.  American  Defense 
Service  Medal,  and  Army  of  Occupational 
Medal. 

(a)  Good  Conduct  Medal  Clasp.  A 
bar.  Vn  inch  wide  and  1%  inches  long. 
of  bronze,  silver,  or  gold,  with  loops,  in- 
dicative of  subsequent  awards.  It  is  worn 
on  both  the  service  ribbon  and  suspen- 
sion ribbon  of  the  medal  itself.  Clasps 
authorized  for  successive  periods  of 
service  are  as  follows : 

Successive  periods 

of  service:  Type  o/ rla^p 

2a bronze.  2  loops 

3d bronze,  3  loops 

4tix bronze.  4  loops 

5th bronze.  5  loops 

eth sliver,  1  loop 

Tth - silver,  a  loops 

8tti silver.  3  loops 

9th stiver,  4  loops 
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Successive  periods 

of  service — continued  Type  of  cla:^p 

10th ---  silver,  5  loop* 

nth --  gold,  I  loop 

lath gold.  2  loops 

13th gold,  3  loops 

14th. gold.  4  loops 

16th gold.  5  loops 

(b)  American  Defense  Service  Medal 
Clasp.  A  bronze  bar.  'a  inch  wide  and 
1  4  inches  long;  bearing  the  words  'For- 
eign Service."  It  is  worn  only  on  the 
suspension  ribbon  of  the  medal  A 
bronze  service  star  is  worn  on  the  serv- 
ice ribbon  to  denote  award  of  the  foreit;n 
service  clasp. 

»c)  Army  of  Occupation  Medal  Clasp 
A  bronze  bar.  '  b  inch  wide  and  1 '  2  inches 
long,  bearing  the  word  Germany"  or 
•Japan."  It  is  awarded  to  differentiate 
service  in  the  various  occupation  areas 
during  World  War  II. 

( 1 )  Areas  represented  by  clasps: 

(p  Germany  Clasp:  Represents  serv- 
ice with  the  United  States  occupation 
forces  in  Germany.  Italy,  or  Austria. 

Hi)  Japan  Clasp:  Represents  service 
with  the  United  States  occupation  forces 
in  Japan  or  Korea. 

(2'  How  worn:  The  clasp  is  worn  only 
on  the  suspension  ribbon  of  the  Army  of 
Occupation  Medal.  There  is  no  device 
worn  on  the  service  ribbon  to  denote 
possession  of  the  clasp.  For  wear  of  the 
Berlin  Airlift  Device,  see  5  878.80. 

§  878.78      Service   Man*. 

The  service  star  is  a  bronze  or  silver 
flve-polnted  star  of  -i.s-inch  diameter. 
It  is  worn : 

(a»  On  the  service  ribbon  of  the  Ameri- 
can Defense  Service  Medal  to  denote  pos- 
session of  the  Foreign  Service  Clasp. 

(b>  On  the  service  and  suspension  rib- 
bons of  the  American  Campaign.  Asiatic - 
Pacific  Campaign.  European-African- 
Middle  Eastern  Campaign,  and  Korean 
Service  Medals  to  denote  battle  partici- 
pation credit.  A  silver  service  star  is 
worn  in  lieu  of  five  bronze  service  stars. 

(c>    On   the  Philippine   Defense   and 
Liberation  Ribbons  to  denote  additional 
honors. 
§   878.79      Arrowheads. 

(a)  Description  and  requirements  for 
award.  The  arrowhead,  a  bronze  replica 
of  an  Indian  arrowhead.  \4  inch  in  height 
and  ^B  inch  in  width,  is  awarded  to  de- 
note participation  in  a  combat  para- 
chute jump,  combat  glider  landing,  or 
amphibious  assault  landing  The  com- 
bat glider  landing  or  parachute  jump 
must  have  been  made  as  an  assigned  or 
attached  member  of  an  organized  force 
carrying  out  an  assigned  tactical  mis- 
sion. (An  emergency  combat  parachute 
jump  into  enemy-held  territory  does  not 
constitute  eligibility  for  award  of  the 
arrowhead.)  Units  entitled  to  this 
award  are  designated  In  appropriate  ad- 
ministrative orders. 

t  b  I  How  worn.  The  arrowhead  i.s  worn 
on  both  the  service  and  suspension  rib- 
bons of  the  Asiatic-Pacific  Campaign 
Medal,  European-Afrlcan-Mlddle  East- 
ern Campaign  Medal,  and  the  Korean 
Service  Medal,  point  up.  In  a  vertical  po- 
sition to  the  wearer's  right  of  all  service 
.stars.  Only  one  arrowhead  will  be  worn 
on  any  one  service  or  suspension  ribbon. 


rci;ardless  of  the  number  of  times  a  per- 
.son  becomes  eligible  for  the  device, 

§  878.80      Berlin    .\irlifl   Device, 

The  Berlin  Airlift  Device  is  a  gold- 
colored  metal  miniature  of  a  C-54  air- 
craft of  ^8-inch  wing  span,  other  di- 
mensions proportionate.  It  is  worn  on 
both  the  service  and  suspension  ribbons 
of  the  Army  of  Occupation  Medal,  with 
the  nose  of  the  aircraft  pointed  upward 
at  a  30'  angle  and  toward  the  wearer's 
rl«ht  shoulder. 
§  878.81       Hour-gluHH    de\ire. 

This  device  Is  an  hour-glass  with  a  Ro- 
man numeral  "X"  superimposed  thereon, 
of  bronze.  ''1.,  Inch  In  height.  It  is  worn 
centered  on  both  the  service  and  suspen- 
sion ribbons  of  the  Armed  Forces  Reserve 
Medal. 
§  878.82      {.apel   buti«>ii«i. 

The  authorized  lapel  buttons  arc  listed 
below.  They  may  be  worn  only  with 
civilian  clothes. 

ia>  Good  Conduct  Medal.  American 
Defense  Service  Medal,  and  Women's 
Army  Corps  Service  Medal  lapel  buttons. 
These  lapel  buttons  are  -'-j^  inch  wide 
and  "-s  inch  long  and  are  in  colored  en- 
amel, being  a  reproduction  of  the  service 
ribbon. 

tb>  World  War  II  Honorable  Service 
lapel  button.  This  button  is  of  gold- 
colored  metal,  bearing  an  eagle  on  a  ring 
around  13  stripes.  It  is  awarded  for  hon- 
orable Federal  military  service  between 
Septmber  8,  1939.  and  December  31,  1946. 

(c>  i4ir  Force  Lapel  Button.  The  Air 
Force  Lapel  Button  consists  of  the 
winged  Air  Force  star  in  gold-  and  sil- 
ver-colored metal.  All  members  of  the 
Air  Force  on  active  duty ;  members  of  the 
Reserve  components.  Including  members 
of  the  Air  Force  Reserve  Officers"  Train- 
ing Corps:  and  personnel  carried  on  Air 
Force  retired  lists  are  entitled  to  wear 
the  lapel  button. 

By  order  of  the  Secretary  of  the  Air 

Force. 

Carroll  W.  Kelley, 
Lt.    Colonel.    U.S.     Air    Force. 
Chief.       Special       Activities 
Group.  Office  of   The  Judge 
Advocate  General. 

(PR      Doc      62-982;     Piled.    Jan      30.     19«2; 
8  45  am  ] 


Title  33— NAVIGATION  AND 
NAVIGABLE  WATERS 

Chapter  II — Corps  of  Engineers, 

Department  of  the   Army 

PART  203 — BRIDGE   REGULATIONS 

Anacostia    River,   Washington,   D.C. 

Pursuant  to  the  provisions  of  section 
5  of  the  River  and  Harbor  Act  of  Au- 
gust 18.  1894  '28  Stat.  362:  33  U.S.C 
499),  S  203.330  Is  hereby  amended  by 
prescribing  a  new  paragraph  (c)  to  gov- 
ern the  operation  of  the  District  of  Co- 
lumbia highway  bridge  across  Anacostia 
River,  at  South  Capitol  Street.  Washing- 
ton. DC.  effective  30  days  after  publica- 
tion in  the  Federal  Register,  as  follows: 


Wednesday,  January  31,  19S2 

§  203.330      AnaroMia  River,  Washington, 
!).('..,   bridf(eH. 


ic)  District  of  Columbia  highway 
bridge  at  South  Capitol  Street.  (1)  Be- 
tween the  hours  of  7:00  a.m..  and  9:30 
am.,  and  between  the  hours  of  4:00  pjn., 
and  6:30  p.m..  daily,  the  draw  need  not 
be  opened  for  the  passage  of  navigation. 

i2>  The  draw  will  occasionally  be 
closed  to  navigation,  without  advance 
notice,  to  permit  uninterrupted  transit 
of  dignitaries  across  the  bridge. 

(3»  At  all  times  not  covered  by  the 
regulations  In  this  paragraph,  and  in  all 
other  respects,  the  regulations  contained 
in  §  203.240  shall  govern  the  operation 
of  this  bridge. 

(4)  The  owner  of  or  agency  control- 
ling the  bridge  shall  keep  conspicuously 
posted  on  both  the  upstream  and  down- 
stream sides  thereof,  in  such  maimer 
that  it  can  be  easily  read  at  any  time,  a 
copy  of  the  regulations  of  this  paragraph. 

IRegs,  January  17,  1962,  285  112  (Anacoetia 
River,  Wash.  D  C  )-ENGCW-ON|  (Sec.  5. 
28  Stat    362;   33  USC    49»)  i 

J.  C.  Lambert, 
Major  General,  U.S.  Army. 
The  Adjutant  General. 

|FR     Doc      62  984;     Piled,    Jan.    30.     1962; 
8  45  a.m  | 


Title  41— PUBLIC  CONTRACTS 

Chapter  7 — Agency  for  International 
Development 


PART  7-60— CONTRACT 
PROCEDURE 


APPEAL 


Sec 

7  60  1 

Scope 

7  60  2 

Deflnltlons 

7-603 

Notice  of  appeal. 

7  60  4 

Action  by  contracting  offlcei 

7  60.5 

Docketing  and  notice  to  contractor. 

7  60.6 

Complaint 

7  60  7 

Answer. 

7  60  8 

Reply. 

7  608 

Appeal  file 

7-€0  10 

Amendments  to  pleadings. 

7  60.11 

Trial  briefs. 

7  €0  12 

Mouons  to  dl&miss  for  lack 
diction. 

of  Jurls- 

7  60  13 

Depositions  and  discovery. 

7  60  14 

Stipulations. 

7^0  15 

Prehearing  conference. 

7  60.16 

Failure  to  prosecute. 

7  60.17 

Filing  and  service  of  papers. 

7  60  18 

Hearing. 

7  60.19 

Representation  of  the  parties. 

7-60  20 

Post-hearing  briefs. 

7-60.21 

Decisions. 

7  €0.22 

Extensions  of  time. 

7  60.23 

Extension  of  time. 

7-^0.34 

Board  actions. 

7-60.25 

Address  of  Board. 

7-60.26 

Optional  accelerated  procedure  for 

cases  involving  $5,000  In 

amount 

or  less. 

7  60  27 

Depositions. 

7  60  28 

ICA  Board  of  Contract  Appaalfe. 

Authoritt:    {{  7-60.1  to  7-60.28  iMued  un- 
der sec    621,  75  Stat    424.  22  U.S.C.  2381. 


§  7-60.1      .*>r«pe. 


I 


Except  to  the  extent  othei-wise  pro- 
vided pursuant  to  §  7-60.26  (Optional  ac- 
celerated procedure  for  cases  involving 
S5,000  in  amount  or  less).  89  7-60.2 
through  7-60.25  govern  the  procedure  in 
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all  cues  before  the  Board.  They  shall 
be  construed  for  the  purpose  of  securing 
Just  and  inexpensive  determination  of 
appeals  without  unnecessary  delay.  All 
pleadings  provided  for  hereunder  shall 
be  80  construed  as  to  do  substantial 
justice. 

§  7-60.2     Definitions. 

As  used  in  this  part,  the  terms: 

(a)  "Contracting  officer"  includes  any 
officer  or  other  authority  whose  decision 
may  be  reviewed  by  the  Board  pursuant 
to  the  order  creating  the  Board. 

(b)  "Board"  means  the  full  Board, 
paivel.  panel  chairman,  member,  or  Ex- 
ecutive Secretary,  as  may  be  appropriate. 

§  7-60.S     Notice  of  appeal. 

(a)  An  appeal  shall  be  made  by  sub- 
mitting a  notice  in  writing  addressed  to 
the  Administrator  of  the  Agency  for  In- 
ternational Development,  Washington 
25.  D.C.  The  original  notice,  together 
with  the  two  copies  thereof,  shall  be 
mailed  to  or  otherwise  filed  with  the  con- 
tracting officer  from  whose  decision  the 
appeal  is  taken.  The  notice  shall  be 
mailed  or  otherwise  filed  with  the  con- 
tracting officer  within  30  days  from  the 
date  of  receipt  of  the  written  decision 
from  the  contracting  officer,  unless 
otherwise  provided  in  the  contract.  The 
notice  shall  indicate  that  an  appeal  is 
thereby  intended,  and  shall  identify  the 
contract  (by  number),  the  contracting 
officer,  and  the  decision  from  which  the 
appeal  is  taken.  The  notice  shall  be 
signed  by  the  contractor  or  his  attorney 
and  shall  state  the  address  to  which 
communlcaUons  from  the  Board  and 
Government  counsel  should  be  sent  and 
where  service  is  to  be  made.  The  com- 
plaint referred  to  in  5  7-60.6  may  be  filed 
with  the  notice. 

§  7-60.4      Action   by   contract  ing   oflficcr. 

(a)  When  the  contracting  officer  re- 
ceives a  notice  of  appeal  in  any  form, 
he  shall  endorse  on  the  original  and  all 
copies  the  date  of  mailing  or  the  date  of 
receipt  if  otherwise  filed  and  shall  for- 
ward the  original  and  one  copy  of  the 
notice,  together  with  the  complaint  if 
filed  therewith,  immediately  to  the  Board 
for  docketing.  Within  15  days  after  he 
receives  the  notice,  the  contracting  offi- 
cer shall  transmit  one  copy  to  the  As- 
sistant General  Counsel  (contract  staff) 
for  the  use  of  Government  counsel  ac- 
companied by  a  file  containing  all  docu- 
ments pertinent  to  the  appeal,  including 
the  following: 

(1)  The  findings  of  fact  and  the  de- 
cision from  which  the  appeal  is  taken 
and  the  letter  or  letters  or  other  docu- 
ments of  claim  in  response  to  which  the 
decision  was  issued; 

(2)  All  documents  relied  upon  in  mak- 
ing the  findings  and  decision; 

(3)  A  «>py  of  the  contract  and  speci- 
fications.- pertinent  plans,  amendments, 
and  change  orders; 

(4)  All  correspondence  between  the 
parties  and  other  data  pertinent  to  the 
dispute; 

(5)  Transcripts  of  any  testimony 
taken  in  connection  with  the  dispute  in 
addition  to  any  aflidavits  or  statements 
of  any  witnesses  that  were  made  prior 
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to  the  filing  of  the  notice  of  appeal  with 
the  Board;  and 

(6)  Such  additional  information  as 
the  contracting  officer  may  consider 
material. 

<b)  Clearly  legible  duplicate  originals, 
photostat  copies,  or  certified  brue  copies 
of  the  documents  should  be  furnished. 
The  contracting  officer  should  retain  the 
original  contract  file  and  an  original  or 
duplicate  original  of  each  contract  in  his 
contract  file  luiless  otherwise  specifically 
requested. 

(c)  The  contracting  officer  and  all 
other  officers  and  employees  of  AID  shall 
cooperate  with  the  Board  and  Govern- 
ment counsel  in  the  processing  of  the 
appeal  so  as  to  assure  a  speedy  and  just 
settlement. 

§  7—60.5      Docketing  and   notice  to  con- 
tractor. 

When  the  Board  receives  the  notice  of 
appeal  for  docketing,  the  Executive 
Secretary  shall  assign  it  a  docket  num- 
ber, shall  promptly  so  advise  the  con- 
tractor and  contracting  officer,  shall  for- 
ward a  copy  of  these  rules  to  the 
contractor,  and  shall  forward  a  copy  of 
the  notice  of  appeal  to  the  Assistant 
General  Counsel  (Contract  Staff). 

§  7—60.6      Complaint. 

Within  30  days  after  receipt  of  notice 
of  docketing  of  the  appeal,  or  within 
such  longer  time  as  may  be  allowed  by 
the  Board,  the  contractor  shall  file  with 
the  Board,  if  not  previously  filed  with 
the  notice  of  appeal,  a  complaint  setting 
forth  simple,  concise,  and  direct  state- 
ments of  each  of  his  claims  showing  that 
he  is  entitled  to  reiiet  including  the 
dollar  amoimt  claimed.  If  the  amount 
claimed  involves  $5,000  or  less,  he  may, 
in  his  complaint,  request  that  the  ap- 
peal be  handled  under  the  optional  ac- 
celerated procedure  (§7-60.28).  Each 
claim  shall  be  stated  with  as  much  par- 
ticularity as  is  practical.  No  technical 
form  is  required,  but  each  claim  should 
be  separately  identified.  Docimentary 
evidence  in  support  of  claims  may  be 
filed  as  exhibits  to  the  complaint.  All 
documents  filed  as  exhibits  to  the  com- 
plaint shall  be  plainly  listed  and  identi- 
fied in  the  complaint.  An  original  and 
three  copies  of  the  complaint  shall  be 
filed.  Upon  receipt  thereof,  the  Execu- 
tive Secretary  of  the  Board  shall  serve 
a  copy  of  the  complaint  on  the  Assistant 
General  Counsel   (Contract  Staff). 

§  7—60.7     Answer. 

Within  60  days  after  service  of  the 
complaint,  or  within  such  longer  period 
of  time  as  may  be  allowed  by  the  Board, 
counsel  for  the  Government  shall  pre- 
pare and  file  with  the  Board  an  answer 
thereto.  The  answer  shall  set  forth 
simple,  concise,  and  direct  statements  of 
the  (Government's  defenses  to  each  claim 
asserted  by  the  contractor.  Each  de- 
fense shall  be  stated  with  as  much  par- 
ticularity as  is  practical.  Defenses  which 
go  to  the  jurisdiction  of  the  Board  may 
be  included  in  the  answer,  or  may  be 
raised  by  motion  pursuant  to  the  provi- 
sions of  S  7-60.12.  If  the  contractor  re- 
quests recourse  to  the  optional  accder- 
ated  procedure  (S  7-00.26),  thfe  answer 
shall  contain  a  statement  as  to  whether 
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such  request  is  concurred  in  by  the  Gov- 
ernment. Counsel  for  the  Government 
shall  St  the  same  time  file  with  the  Board 
the  following  documents  which  shall  be 
plainly  listed  and  identified : 

(a)  The  findings  of  fact,  if  any.  and 
the  decision  from  which  the  appeal  is 
taken,  and  the  letter  or  letters  or  docu- 
ments of  claim  in  response  to  which  the 
decision  was  issued  by  the  contracting 
ofBcer ; 

(b)  The  contract  and  pertinent  plans, 
specifications,  amendments,  and  change 
orders. 

Documentary  evidence  in  support  of  the 
Government's  defenses  may  be  filed  as 
exhibits  to  the  answer.  All  documents 
filed  as  exhibits  to  the  answer  shall  be 
plainly  listed  and  identified  in  the  an- 
swer. An  original  and  three  copies  of  the 
answer  shall  be  filed  with  the  Board. 
Upon  receipt  thereof,  the  Executive  Sec- 
retary shall  serve  a  copy  of  the  answer 
on  the  contractor  or  his  attorney. 

§  7-60.8     Reply. 

The  contractor  may  file  a  reply  within 
fifteen  days  after  receipt  of  the  Gov- 
ernment's answer. 


§  7-60.9     AppeaJ  61e. 

The  notice  of  appeal,  the  complaint 
and  exhibits  attached  thereto,  the  an- 
swer and  exhibits  attached  thereto,  and 
the  docimients  required  to  be  filed  there- 
with pursuant  to  §  7-60.7.  all  papers 
filed  by  the  parties  with  the  Board  pur- 
suant to  this  part,  and  all  correspond- 
ence exchanged  between  the  Board  and 
the  parties  or  their  attorneys  shall  con- 
stitute the  appeal  file,  which  shaU  be 
available  for  inspection  by  the  parties 
at  the  offices  of  the  Board.  Prior  ar- 
rangements for  inspection  of  the  file 
shall  be  made  with  the  Executive  Secre- 
tary of  the  Board. 
§  7-60.10      Amendments  to  pleadings. 

At  any  time  before  oral  hearing  or  be- 
fore submission  of  a  case  by  the  parties 
without  an  oral  hearing,  the  Board  in 
its  discretion  may  permit  a  party,  within 
the  proper  scope  of  the  appeal,  to  amend 
its  pleadings,  upon  conditions  just  to 
both  parties.  The  Board  upon  its  own 
initiative  or  upon  application  by  a  party 
may  in  its  discretion  order  a  party  to 
make  a  more  definite  statement  of  its 
complaint  or  answer,  or  to  reply  to  an 
answer.  When  issues  within  the  proper 
scope  of  the  appeal  but  not  raised  by  the 
complaint  and  answer  are  tried  by  ex- 
press or  implied  consent  of  the  parties. 
they  shall  be  treated  in  all  respects  as 
if  they  had  been  raised  therein.  If  evi- 
dence Is  objected  to  at  the  hearing  on 
the  groimd  that  it  Is  not  within  the  issues 
made  by  the  complaint  and  answer,  the 
Board  may  allow  the  pleadings  to  be 
amended  within  the  proper  scope  of  the 
appeal  and  shall  do  so  freely  when  the 
presentation  of  the  merits  of  the  action 
will  be  served  thereby  and  the  objecting 
party  fails  to  satisfy  the  Board  that  ad- 
mission of  such  evidence  would  prejudice 
him  in  maintaining  his  case  or  defense 
upon  the  merits.  The  Board  may.  how- 
ever, grant  a  continuance  to  enable  the 
objecting  party  to  meet  such  evidence. 
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§  7-60. 1 1      Trial  brief*. 

The  Board  in  its  discretion  may  order 
the  .submission  of  trial  briefs  prior  to 
oral  hearing. 

§  7-60.12     Molions  lo  «li-nii«>.  fur  lark  of 
jUViMiirliun. 

•  a'  Defenses  which  Ko  to  the  jurisdic- 
tion of  the  Board,  or  other  challenges  to 
the  jurisdiction  of  the  Board  with  respect 
to  an  appeal,  may  be  raised  by  motion 
Such  motions  may.  upon  application  of 
either  party,  in  the  discretion  of  the 
Board,  be  determined  before  oral  hear- 
ing on  the  merits.  The  lack  of  Board 
authority  to  proceed  in  a  particular  case 
may  be  recognized  and  the  appeal  dis- 
missed at  any  time. 

ib>  Motions  to  dismiss  for  lack  of 
jurisdiction  by  the  parties  shall  be  filed 
in  writing  with  the  Board,  unless  other- 
wise permitted  by  the  Board  The  mov- 
ing party  shall  submit  its  supporting 
argument  or  brief  in  written  form  within 
five  days  or  such  other  period  as  the 
Board  may  allow  after  the  motion  is 
made.  The  other  party  shall  be  allowed 
five  days  or  such  other  period  as  the 
Board  may  allow  after  receipt  of  the 
motion  to  file  a  reply. 

(O  The  Board  may,  on  its  own 
motion,  submit  questions  concerning  its 
jurisdiction  to  the  General  Counsel. 
Before  so  doing,  it  shall  notify  the  parties 
of  its  intent  and  permit  them  to  submit 
argument  or  briefs  in  written  form  on 
such  questions  within  such  reasonable 
times  as  it  may  allow. 

(d)  Motions  made  pursuant  to  this 
section,  with  supporting  written  argu- 
ments or  briefs,  shall  be  referred  by  the 
Board  to  the  General  Counsel,  who  shall 
advise  the  Board  of  his  decision.  The 
Assistant  General  Counsel  (Contract 
Staff ) .  attorneys  directly  responsible  to 
him.  and  other  attorneys  participating 
in  preparation  of  the  Government  case 
or  representation  of  the  Government 
shall  not  participate  in  the  deliberations 
leading  to  or  the  preparation  of  any  de- 
cision by  the  General  Counsel  on  such  a 
motion  except  as  otherwise  provided  In 
this  section. 

(e)  Failure  of  the  contractor  to  state 
a  case  on  which  any  relief  could  be 
granted  shall  be  treated  as  a  jurisdic- 
tional question  and,  after  the  complaint 
is  filed,  shall  be  a  proper  ground  for  a 
motion -to  dismiss  for  lack  of  jurisdiction 
The  contractor  shall  be  afforded  the  op- 
portunity to  move  to  amend  the  com- 
plaint within  the  proper  scope  of  the 
appeal  after  the  motion  to  dismiss  has 
been  made  but  no  such  motion  shall  be 
entertained  unless  it  is  received  by  the 
Board  within  30  days  after  service  of  an 
order  dismissing  the  appeal  for  lack  of 
jurisdiction  on  the  ground  of  failure  to 
state  a  case. 

(f)  Defenses  and  challenges  to  the 
jurisdiction  of  the  Board  made  in  plead- 
ings shall  be  deemed  jnotions  to  dismiss 
for  lack  of  jurisdiction  under  this  section. 

§  7-60.13      Depo*tilion«*  and  dUro*ery. 

(a)  Depositions  which  a  party  desires 
to  take  for  the  purpose  of  offering  in 
evidence  shall  be  taken  in  accordance 
with  the  procedures  set  forth  in  §  7-60.27. 


( b  >  Under  approporiate  circumstances, 
but  not  as  a  matter  of  course,  the  Board 
will  entertain  motions  for  permission  to 
serve  written  interrogatories  on  the 
opposing  party,  motions  for  an  order  to 
produce  and  permit  the  inspection  of 
designated  documents,  and  motions  for 
permission  to  serve  upon  the  opposing 
party  a  request  for  the  admission  of 
specified  facts.  Such  motions  shall  be 
granted  only  to  the  extent  and  upon 
such  terms  as  the  Board  in  its  dLscretion 
considers  to  be  consistent  with  the  ob- 
jective of  securing  just  and  inexpensive 
determination  of  appeals  without  un- 
necessary delay. 

§  7-60.lt      Slipulalion*. 

The  parties  may  stipulate  in  writing 
any  facts  that  are  relevant  and  material 
to  the  issues  involved  and  to  those  docu- 
ments or  facts  which  may  be  received 
in  evidence  without  formal  proof.  Such 
stipulations  shall  be  subject  to  approval 
by  the  Board. 

§7-60.15      Prehearing  conference. 

<a>  The  Board,  upon  its  own  initiative 
or  upon  application  of  either  or  both 
of  the  parties,  may  direct  the  parties  or 
their  attorneys  to  appear  before  the 
Board  at  a  specified  time  and  place  for 
a  conference  to  consider: 

( 1  >  Simplification  of  the  issues ; 

(2>  The  possibility  of  obtaining  stipu- 
lations as  to  admissions  of  fact  and 
introduction  of  documents  which  will 
avoid  unnecessary  proof; 

(3)  The  limitation  of  the  number  of 
expert  witnesses,  if  a  hearing  is  to  be 
held:  and 

(4)  Such  other  matters  as  may  aid 
in  the  disposition  of  an  appeal. 

( b )  The  results  of  the  conference  shall 
be  reduced  to  writing  by  the  Board  and 
made  part  of  the  record. 

§  7-60. 16      Failure  to  prosecute. 

The  Board  may  order  the  contractor 
to  show  cause  why  the  appeal  should  not 
be  dismissed  for  failure  to  prosecute. 
The  Board  shall  serve  or  attempt  to 
serve  such  order  on  the  contractor  at 
the  most  recent  address  it  has,  or  if  no 
appearance  has  been  filed  or  address  for 
service  has  been  otherwise  furnished  to 
the  Board,  it  shall  use  such  address  as 
the  contracting  officer  may  have.  If  the 
contractor  fails  to  show  cause  to  the 
Boards  satisfaction,  it  may  affirm  the 
decision  of  the  contracting  officer,  dis- 
miss the  appeal,  or  make  such  other 
order  as  it  deems  appropriate. 

§7-60.17      Filing  and  -service  of  paper:*. 

(a)  The  parties  shall  file  with  the 
Board  an  original  and  three  copies  of 
all  papers,  subsequent  to  the  complaint 
and  answer.  Upon  receipt  thereof,  the 
Board  shall  serve  or  othei-wise  furnish 
the  opposing  party  with  a  copy. 

(b)  Service  shall  be  made  personally, 
or  by  mailing  the  document  to  be  served 
in  a  sealed  envelope,  registered  or  certi- 
fied, return  receipt  requested,  with  post- 
age prepaid,  addressed  to  the  party  upon 
whom  service  shall  be  made,  and  the 
date  of  the  receipt  shall  be  the  date  of 
.service     Waivers  of  .service  of  any  papers 
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may  be  noted  thereon  or  on  a  copy  there- 
of, or  on  a  separate  paper,  sliced  by  the 
parties  or  their  attorneys  and  filed  with 
the  Board.  When  any  party  has 
appeared  by  attorney,  service  upon  the 
attorney  will  be  deemed  prof>er  service 
uiJon  the  party. 

§7-60.18      Hearing. 

<a»  The  contractor  may  submit  the 
case  on  the  record  or  request  an  oral 
hearing.  The  Board  shall,  at  the  request 
of  cither  party  filed  within  15  days  after 
the  answer  is  served  on  the  contractor, 
Krant  an  oral  hearing.  The  parties  shall 
be  given  at  least  15  days'  notice  of  the 
time  and  place  of  hearing. 

(bi  Hearings  shall  be  held  in  Wash- 
ington, D.C.,  unless  othennise  ordered 
by  the  Board. 

(O  If  either  party  does  not  wish  to 
appear  or  to  be  represented  at  a  hear- 
ing, he  shall  so  advise  the  Board.  A 
party  who  so  advises  the  Board  may  file 
a  brief  within  20  days  after  the  date 
assigned  for  the  hearing,  or  within  such 
other  period  as  may  be  allowed  by  the 
Board. 

<  d )  The  unexcused  absence  of  a  party 
or  his  authorized  representative  at  the 
time  and  place  set  for  the  hearing  shall 
not  be  the  occasion  for  delay.  In  such 
event,  the  hearing  shall  proceed  and  the 
case  shall  be  regarded  as  submitted  by 
the  absent  party. 

<e)  Hearings  shall  be  as  informal  as 
may  reasonably  be  allowable  and  appro- 
priate under  all  circumstances.  Both 
parties  may  offer  oral  and  written  evi- 
dence, subject  to  exclusion  by  the  Board 
of  any  irrelevant,  immaterial,  or  repeti- 
tious evidence.  The  general  procedures 
as  to  the  introduction  of  evidence  and 
the  calling  of  witnesses  shall  be  in  the 
discretion  of  the  Board. 

(f>  Attention  of  the  witnesses  will  be 
invited  to  18  U.S.C.  1001.  Testimony 
may  be  received  under  oath  or 
affirmation. 

•  g>  The  Board  shall  make  provision 
for  a  verbatim  transcript  of  all  oral 
hearings,  except  that  under  the  optional 
accelerated  procedure  (§7-60.26)  the 
stenographic  record  will  not  be  tran- 
scribed unless  requested  by  either  of  the 
parties.  Copies  of  the  transcript  shall 
be  furnished  to  the  contractor  at  his 
expense. 

(h)  After  a  decision  has  become  final 
the  Board  may.  upon  request  and  after 
notice  to  the  other  party,  permit  the 
withdrawal  of  original  exhibits,  or  any 
part  thereof,  by  the  party  entitled 
thereto.  Substitution  of  true  copies  of 
the  exhibits  or  any  part  thereof  may  be 
required  by  the  Board  in  its  discretion 
as  a  condition  of  granting  permission 
for  such  withdrawal. 

§  7-/»0. 19     Kopresenlalion  of  the  parties. 

'  a )  An  individual  contractor  may  ap- 
pear before  the  Board  in  person,  a  cor- 
poration by  an  officer  thereof,  a  partner- 
.ship  or  joint  venture  by  a  member 
thereof,  or  by  an  attorney-at-law  duly 
licensed  in  any  State.  Commonwealth, 
Territory,  or  in  the  District  of  Columbia. 
In  special  cases,  the  Board  may  authorise 
contractors  to  be  represented  by  persons 
other  than  those  mentioned. 
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(b)  If  the  person  representing  the 
contractor  is  not  identified  in  the  notice 
of  appeal  (S  7-60.3) .  he  should  file  a  no- 
tice of  appearance  with  the  Board  stat- 
ini  his  name,  address,  and  if  an  attor- 
ney-at-law, the  Jurisdiction  in  which  he 
is  licensed.  The  Government  shall  be 
represented  by  the  Assistant  General 
Counsel  (Contract  Staff) .  Agency  for  In- 
ternational Development.  Washington 
25,  D.C.  App^irances  of  other  attor- 
neys who  will  represent  the  Government 
with  him  may  be  filed  with  the  Board. 
If  the  Assistant  General  Counsel  (Con- 
tract Staff)  is  not  to  represent  the  Gov- 
ernment, he  shall  so  notify  the  Board, 
indicating  who  has  been  designated  to 
do  so. 

§  7-60.20      Post-hearing  briefs. 

The  Board  may  fix  a  reasonable  time 
after  the  close  of  an  oral  hearing  within 
which  additional  briefs  may  be  filed. 

§  7-60.21      Decisions. 

Decisions  of  the  Board  shall  be  made 
in  writing.  Copies  of  decisions  shall  be 
served  on  the  parties.  All  final  orders 
and  decisions  (excspt  those  required  for 
good  cause  to  be  held  confidential)  shall 
be  available  for  public  inspection. 

§  7-60.22      Reconsideration. 

Motions  for  reconsideration  must  be 
received  by  the  B^xard  within  30  days 
after  service  on  the  party  moving  for 
reconsideration  of  the  decision  or  order 
dismissing  the  case.  Reconsideration  of 
the  decision,  which  may  include  a  hear- 
ing or  rehearing,  may  be  granted  if,  in 
the  judgment  of  the  Boards  sufficient 
reason  therefor  appears. 

§  7—60.23      Extensions  of  time. 

The  Board  may  grant  extensions  of 
time  except  with  respect  to  the  filing  of 
the  notice  of  appeal. 

§  7-60.24      Board  artionx. 

(a)  Except  as  otherwise  provided  in 
this  part,  Mch  appeal  shall  be  assigned 
to  a  panel  of  three  Board  members  des- 
ignated by  the  General  Counsel,  who 
will  designate  one  member  as  Chairman. 
The  Chairman  shall  be  a  duly  licensed 
attomey-at-law.  Alternates  may  be 
designated  by  the  General  Counsel  for 
any  panel  member  who  dies,  is  absent, 
is  disqualified,  or  is  otherwise  unable  to 
participate. 

(b)  Oral  hearings  may  be  held  before 
one  or  more  members  of  the  panel  or 
before  the  full  panel,  as  designfited  by 
the  Chairman,  provided  that  the  presid- 
ing member  is  a  duly  licensed  attorney- 
at-law. 

(c)  Except  as  othei-wise  provided  in 
this  part,  decisions  on  preliminary  mo- 
tions, procedural  matters,  and  the  con- 
duct of  hearings  shall  be  by  the  Chair- 
man or  presiding  ofiacer.  Decisions  on 
the  merits  of  the  specific  disputes  under 
appeal  shiJl  be  by  a  majority  of  the 
puiel. 

(d)  The  Chairman  should  be  desig- 
nated not  later  than  15  days  after  the 
answer  is  filed  pursuant  to  S  7-60.6. 
The  other  members  of  the  panel  should 
be  designated  not  later  than  10  days  be- 
fore the  date  set  for  the  hearing,  if  there 
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is  to  be  an  oral  hearing,  or  not  later 
than  the  date  the  record  is  closed  and 
the  case  is  ready  for  decision. 

(e)  Before  a  Chairman  is  designated, 
rulings  on  extensions  of  time  pursuant 
to  §  7-60.23  may  be  made  by  the  Exec- 
utive Secretary.  Rulings  and  orders  on 
extensions  of  time  and  other  matters 
before  such  designation  may  be  made  by 
a  member  of  the  Board  designated  by 
the  General  Counsel  to  rule  on  prelim- 
inary motions. 

(f)  The  Executive  Secretary  will  act 
for  the  Board  in  docketing  appeals,  is- 
suing appropriate  notices  to  the  parties, 
and  corresponding  with  the  parties  on 
behalf  of  the  Board. 

§  7-60.25      Address  of  Board. 

Unless  the  parties  are  notified  other- 
wise, corresr>ondence  with  the  Board  and 
papers  to  be  filed  with  it  by  them  shall 
be  addressed  to: 

Board  of  Contract  Appeals,  Office  of  the  Ad- 
ministrator, Agency  tat  International  De- 
velopment, Washington  25,  D.C. 

§  7—60.26  Optional  accelerated  proce- 
dure for  cases  involving  $5,000  in 
amount  or  less. 

An  appeal  involving  $5,000  in  amount 
or  less  shall  be  processed  under  this  sec- 
tion at  the  request  of  the  contractor, 
subject  to  the  concurrence  of  the  Gov- 
ernment.   Under  this  section: 

(a)  The  appeal  will  be  decided  by  a 
single  member  of  the  Board,  who  shall 
have  for  this  purpose  all  the  authority 
and  power  of  the  ^1  Board  to  hear, 
consider,  determine,  and  reconsider  the 
matter. 

(b)  The  appeal  shall  be  deemed  sub- 
mitted for  decision  on  the  record  unless 
the  contractor  or  the  Government,  with- 
m  10  days  after  receipt  of  the  Govern- 
ment's answer  by  the  contractor,  re- 
quests the  Board  to  schedule  an  oral 
hearing. 

(c)  Such  oral  hearing  shall  be  fixed  at 
such  time  and  place  as  shall  be  agreeable 
to  the  parties  and  to  the  Board  member 
concerned,  taking  into  consideration  any 
request  therefor  of  the  contractor. 

(d)  For  the  purpose  of  this  section, 
the  amount  involved  in  an  appeal  shall 
be  the  difference  between  the  amount  of 
the  contractor's  claim  as  stated  in  his 
complaint  and  the  amount,  if  any.  de- 
termined by  the  decision  from  which  the 
appeal  is  t£Lken. 

(e)  If  the  Board  member  assigned  to 
the  case  under  this  section  determines 
that  the  amount  involved  exceeds  or 
may  exceed  $5,000.  the  parties  shall  be 
so  informed,  and  the  appeal  shall  be  dis- 
posed of  in  accordance  with  §§  7-60.6 
through  7-60.25.  The  determination  so 
made  shall  be  final  and  conclusive. 

§  7-60.27      Depositions. 

(a)  When  depositions  may  be  taken. 
After  an  appeal  has  been  docketed  by 
the  Board  either  party  may  take  the 
testimony  of  any  person  by  deposition 
upon  oral  examination  or  written  in- 
terrogatories for  use  as  evidence  in  the 
appeal  proceedings. 

(b>  Before  whom  taken.  Depositions 
to  be  offered  in  evidence  before  the 
Board  may  be  taken  before  and  authen- 


ticated  by  any  person  authorized  by  the 
laws  of  the  United  States,  or  by  the  laws 
of  the  place  where  the  deposition  is 
taken,  to  administer  oaths. 

(c)  Written  interrogatories.  <1>  A 
party  desiring  to  take  the  deposition  of 
any  person  upon  written  interrogatories 
shall  serve  them  upon  the  opposite  party 
with  a  notice  stating  the  name  and  ad- 
dress of  the  person  who  is  to  answer 
them  and  the  name  or  descriptive  title 
and  address  of  the  person  before  whom 
the  deposition  is  to  be  taken.  Within  20 
days  thereafter  the  party  so  served  may 
serve  cross  interrogatories  upon  the 
party  proposing  to  take  the  desposition. 

(2>  A  copy  of  the  notice  and  copies 
of  all  interrogatories  served  shall  be  de- 
livered by  the  party  taking  the  deposition 
to  the  person  designated  in  the  notice 
who  should  proceed  promptly  to  take  the 
testimony  of  the  witness  in  response  to 
the  interrogatories. 

(d)  Oral  interrogatories.  When  either 
party  desires  to  take  the  testimony  of 
any  person  by  deposition  upon  oral  ex- 
amination, unless  the  parties  stipulate  as 
to  the  time  and  place  where  the  deposi- 
tion is  to  be  taken  and  the  name  of  the 
person  before  whom  it  is  to  be  taken  and 
the  name  and  address  of  the  witness, 
such  party  shall  give  the  opposite  party 
at  least  30  days'  written  notice  of  the 
time  and  place  where  such  deposition 
will  be  taken  and  the  name  and  address 
and  official  title  of  the  person  before 
whom  it  is  proposed  to  take  the  deposi- 
tion, and  the  name  and  address  of  the 
witness.  • 

(e)  Form  and  return  of  deposition. 
Each  deposition  shall  show  the  docket 
number  and  the  caption  of  the  proceed- 
ings, the  place  and  date  of  taking,  the 
name  of  the  witness,  and  the  names  of  all 
persons  present.  The  person  taking  the 
deposition  shall  certify  on  the  deposition 
that  the  witness  was  duly  sworn  by  him 
and  that  the  deposition  is  a  true  record 
of  the  testimony  given  by  the  witness, 
and  shall  enclose  the  original  deposition 
and  exhibits  in  a  sealed  packet  with 
postage  and  other  transportation  prepaid 
and  forward  same  to  the  Executive  Sec- 
retary, Agency  for  International  De- 
velopment, Board  of  Contract  Appeals. 

(f)  Introduction  in  evidence.  Either 
party  to  the  appeal  may  offer  depositions 
in  evidence.  The  entire  deposition  must 
be  offered  unless  otherwise  stipulated 
by  the  parties  or  directed  by  the  Board. 

§  7-60.28      ICA   Board   of   Contract    Ap- 
peals. 

Appeals  pending  before  the  ICA  Board 
on  the  date  of  the  establishment  of  the 
AID  Board  will  be  automatically  trans- 
ferred to  the  AID  Board,  and  all  plead- 
ings and  other  documents  filed  with  or 
actions  taken  by  the  ICA  Board  with 
reference  to  such  appeals  will  be  deemed 
to  have  been  hitd  with  or  taken  by  the 
AID  Board.  Designations  and  appoint- 
ments made  in  connection  with  the  ICA 
Board  are  automatically  adopted  with 
respect  to  the  AID  Board  until  super- 
seded. 

Issued  pursuant  to  the  order  of  the 
Administrator    on    Establishment    and 


RULES  AND   REGULATIONS 

Designation  of  AID  Board  of  Contract 
Appeals,  dated  November  18.  1961  ' 

Dated    November  18.  1961. 

Seymour  J.  Rubin. 
General  Counsel 

[PR      Doc     6-'    1007.    Filed.    Jan      30.     1962. 
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Title  42— PUBLIC  HEALTH 

Chapter  I — Public  Health  Service, 
Department  of  Health,  Education, 
and   Welfare 

PART  53 — GRANTS  FOR  SURVEY, 
PLANNING  AND  CONSTRUCTION 
OF  HOSPITALS  AND  MEDICAL 
FACILITIES 

Rehabilitation  Facilities;  Hospital  Pri- 
ority; Technical  Amendments 

Notice  of  proposed  rule  making,  public 
rule  making  procedures  and  postpone- 
ment of  effective  date  have  been  omitted 
in  the  issuance  of  the  foUowinK  amend- 
ments of  this  part,  which  relate  solely 
to  grants  to  States,  political  subdivisions 
and  public  or  other  nonprofit  agencies 
for  the  construction  of  public  and  other 
nonprofit  hospitals  and  medical  facilities 

§  53.10       I  A  mend  men  1 1 

1.  Section  53.1  it"  is  amended  to  read 
as  follows : 

(t>  Rehabilitation  facility  '1>  a  fa- 
cility providing  community  service  which 
is  operated  for  the  primary  purpose  of 
assisting  in  the  rehabilitation  of  disabled 
E>ersons  through  an  integrated  program 
under  competent  professional  supervision 
of  <i)  medical  evaluation  and  services, 
and  (ii>  psychological,  social,  or  voca- 
tional evaluation  and  services.  The  ma- 
jor portion  of  the  required  evaluation 
and  services  must  be  furnished  within 
the  facility:  and  the  facility  must  be  op- 
erated either  in  connection  with  a  hospi- 
tal or  as  a  facility  in  which  all  medical 
and  related  health  services  are  prescribed 
by  or  are  under  the  f^eneral  direction  of. 
persons  licensed  to  practice  medicine  or 
surgery  in  the  State. 

<2)  An  integrated  program  bnnss  to- 
gether as  a  team  specialized  personnel 
from  the  ii)  medical,  and  (ii>  psycho- 
logical, social,  or  Vocational  areas  for  the 
purpose  of  pooling  information,  inter- 
pretations and  opinions  for  the  develop- 
ment of  a  rehabilitation  plan  of  services 
in  which  the  disabled  individual  is  viewed 
as  a  whole.  When  members  of  the  team 
contribute  to  the  diagnosis  and  treat- 
ment of  illness,  their  contributions  must 
be  coordinated  under  medical  responsi- 
bility. These  integrated  services  may  be 
provided  in  a  facility  to  care  for  many 
types  of  disabilities  or  a  single  type  of 
disability. 

(a)  A  disabled  person  is  an  individual 
who  has  a  physical  or  mental  condition 
which,  to  a  material  degree,  limits,  con- 
tributes to  limiting,  or  if  not  corrected. 
will  probably  result  in  limiting,  the 
individual's  performance  or  activities  to 


>  F  R  Doc.  62-1006  In  Notices  section,  infra. 


the  extent  of  constituting  a  substantial 
physical,  mental,  or  vocational  handicap. 

(4»  Medical  service,  in  the  case  of  a 
rehabilitation  facilitry  operated  in  con- 
nection with  a  hospital,  means  a  desig- 
nated medical  director  who  renders  di- 
rect personal  supervision,  varied  and 
extensive  availability  of  specialized  con- 
sultants, a  physical  therapy  department, 
an  occupational  therapy  department, 
and  medical  evaluation. 

'5i  Medical  service,  in  the  case  of  a 
rehabilitation  facility  not  operated  in 
connection  with  a  hospital,  means  medi- 
cal supervision,  availability  by  agreement 
of  medical  consultants,  and  evaluation 
and  services  suitable  to  the  needs  of  the 
disabled  persons  to  be  served. 

i6i  Social  service  means  evaluation 
and  services  by  a  qualified  social  worker 
in  amounts  and  variety  appropriate  to 
the  rehabilitation  needs  of  the  disabled 
persons  to  be  served. 

<7i  Psychological  service  means  eval- 
uation and  services  by  a  qualified  psy- 
chologist in  amounts  and  variety  appro- 
priate to  the  rehabilitation  needs  of  the 
disabled  persons  to  be  served. 

(g)  Vocational  service,  in  the  case  of 
a  rehabilitation  facility  operated  in  con- 
nection with  a  hospital,  means  evalua- 
tion and  services  by  a  qualified  voca- 
tional rehabilitation  counselor  m 
amounts  and  variety  appropriate  to  the 
rehabilitation  needs  of  the  di-sabled  per- 
sons to  be  served. 

(9>  Vocational  service,  in  the  case  of 
a  rehabilitation  facility  not  operated  in 
connection  with  a  hospital,  means  those 
vocational  services  required  in  hospitals 
plus  a  variety  of  vocational  services  ap- 
propriate to  the  program  and  the  per- 
sons to  be  served,  such  as  prevocational 
exploration,  work  evaluation  and  voca- 
tional training. 

2.  Section  53  51  is  amended  to  read  as 
follows : 

§  S3.5i       Slate  allonanre. 

ta)  Rehabilitation  facilities  shall  be 
planned  by  each  State  so  that  all  per- 
sons in  the  State  shall  have  access  to 
integrated  rehabilitation  services  for  all 
types  of  disabilities.  The  facility  or  fa- 
cilities may  be  programmed  in  the  State 
or  by  joint  planning  with  one  or  more 
other  States  to  service  the  residents  of 
such  States  In  determiiving  the  number 
of  rehabilitation  facilities  and  services 
needed,  the  State  shall  consider  such 
factors  as  the  particular  needs  of  the 
population  to  be  served  and  the  scope  of 
services  and  organizational  makeup  of 
the  facility  proposed.  The  total  numl)er 
of  rehabilitation  facilities  (including 
those  existing  and  proposed)  for  pur- 
poses of  the  Federal  Act  may  not  exceed 
one  per  75,000  State  population. 

(b)  The  acount  of  existing  rehabilita- 
tion facilities  shall  exclude  those  which 
the  State  agency  has  determined  to  be 
unsuitable  in  accordance  with  the  objec- 
tive criteria  contained  in  the  State  plan. 
In  any  event,  a  rehabilitation  facility 
shall  be  regarded  as  unsuitable  if  It  con- 
stitutes a  public  hazard.  Only  those 
existing  facilities  that  meet  the  defini- 
tion of  i  53.1(t)  will  be  charged  against 
the  State  allowance. 
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3.  Section  53.524s  amended  to  read  as 
follows : 

^  53.52      Distribution.  { 

In  determining  the  need  for-additlonal 
rehabilitation  services  as  a  basis  for  dis- 
tribution of  rehabilitation  facilities,  con- 
sideration shall  be  given  to  (a)  rehabili- 
tation services  provided  In  existing 
facilities,  avoiding  duplication  and  over- 
lapping of  services  and  (b)  availability 
of  rehabilitation  services  to  all  geo- 
graphical areas. 

4.  Sections  53.73,  53.74  and  53.75  are 
hereby  deleted  and  a  new  §  53.73  is  in- 
serted to  read  as  follows : 

§  53.73       Hoapitals    (excluding    public 
health  rentem). 

The  priority  of  hospital  projects  shall 
be  determined  after  consideration  of  the 
relative  need  for  beds  in  the  area  in 
which  the  project  will  be  located,  the 
utilization  of  existing  hospital  beds  in 
the  area,  and  the  extent  to  which  beds 
will  be  made  available  for  groups  of  the 
population  which  for  any  reason  are  less 
adequately  served  than  other  groups  of 
the  population.  The  adequacy  of  serv- 
ice facilities  and  service  areas  in  existing 
hospitals  may  be  utilized  as  an  additional 
factor  in  establishing  priority,  in  accord- 
ance with  applicable  objective  criteria 
established  in  the  construction  program. 
In  establishing  the  priority  of  chronic 
disease  projects,  special  consideration 
shall  be  given  to  projects  in  which  the 
chronic  disease  facilities  will  be  operated 
as  subunits  of  general  hospitals. 

5.  Section  53.78  is  amended  to  read  as 
follows : 

§  53.78      Rehabilitation  facilities. 

Priority  shall  be  given  to  rehabilita- 
tion facility  projects  in  the  order  of 
importance  as  given  below  taking  into 
consideration  existing  rehabilitation 
services  in  the  community,  the  need  for 
additional  services  in  the  community. 
and  the  extent  to  which  rehabilitation 
services  will  be  made  avallaUe  to  groups 
of  the  population  which  for  any  reason 
are  less  adequately  served  than  other 
groups  of  the  population : 

(a)  Facilities  offering  for  multiple 
disabilities.  medical,  psychological, 
social,  and  vocational  services  located  In 
universities  having  a  medical  school, 
teaching  hospital,  school  of  social  work. 
department  of  psychology,  vocational  re- 
habilitation counselor  training  course, 
school  of  physical  therapy,  and  school 
of  occupational  therapy,  or  a  major 
portion  of  these. 

(b)  Facilities  offering  rehabilitation 
services  for  multiple  disabilities  in  hospi- 
tals and  medical  facilities  capable  of 
sustaining  an  organized  department  of 
physical  medicine  and  rehabilitation. 

(c)  All  other  rehabilitation  facilities. 

§  53.145      [Amendment] 

6.  Section  53.145(b)  is  amended  by 
inserting  immediately  after  the  heading 

"Evaluation  and  treatment  facilities"  a 
provision  to  read  as  follows: 


FEDEtAL  REGISTER 

■ntluatlon  and  treatment  facilities  shall 
includ*   medical    facilities    and,   depending 
'iqxm  the  profram.  one  or  more  of  the  fol- 
lowing:  psytdtological,  social  or   vocational, 
as  listed  below. 

§  53.146      [Amoidment] 

7.  Section  53.146(b)  is  amended  by 
inserting  immediately  after  the  heading 
"Evaluation  and  treatment  facilities"  a 
provision  to  read  as  follows: 

Braluation  and  treatment  facilities  shall 
include  medical  facilities  and,  depending 
upon  the  program,  one  or  more  of  the  fol- 
lowing: psychological,  social  or  vocational,  as 
listed  below. 

§  53.147      [Amendment] 

8.  Section  53.147(b)  is  amended  by 
inserting  immediately  after  the  heading 
"Evaluation  and  treatment  facilities"  a 
provision  to  read  as  follows: 

Evaluation  and  treatment  facilities  shall 
include  medical  facilities  and,  depending 
upon  the  program,  one  or  more  of  the  fol- 
lowing: psychological,  social  or  vocational,  as 
listed  below. 

§  53.150      [Amendment] 

9.  Section  53.150(b)  is  amended  by  de- 
leting the  provision  under  the  sub- 
heading "Lavatories"  and  substituting  a 
new  provision  to  read  as  follows: 

Lavatories:  The  front  edge  of  the  lavatory 
for  patient  use  shall  be  set  not  less  than  22 
inches  from  the  wall  to  which  It  Is  attached.' 
They  shall  be  supptnted  on  brackets  to  allow 
wheel  chairs  to  slide  under. 


§  53.153      [Amendment] 

10.  SecUon       53.153(b)  (13)  (iv) 
amended  to  read  as  follows: 


IS 


(iv)  Faucet  spouts  shall  have  the  dis- 
charge opening  above  the  rim  of  the  fix- 
ture. Ooooe  neck  spouts  shall  be  used 
for  patients'  lavatories,  nurses'  lavatories 
and  sinks  which  may  be  used  for  filling 
pitchers.  Knee  or  elbow  action  controls 
shall  be  used  for  doctors'  wash  up,  utility 
and  clinic  sinks  and  in  treatment  rooms. 
Jurist  action  spade  handles  shall  be  used 
on  other  lavatories  and  sinks  used  by 
doctors  or  nurses. 

(Sec.  216.  68  BUt.  690,  as  amended;  42  U.S.C. 
216.  Interpret  or  apply  sec.  622,  60  Stat. 
1042,  sec.  66S.  68  Stat.  463;  42  U.S.C.  291e. 
291U) 

These  amendments  were  approved  by 
the  Federal  Hospital  Council  on  Novem- 
ber 28.  1061.  and  shall  become  effective 
immediately  upon  publication  in  the 
FBonAL  RniBTn. 

Dated:  December  26,  1961. 


[scu.] 


Approved: 


Arnold  B.  Kurlander, 
Acting  Surgeon  General. 


Arholo  B.  Kurlander, 
Acting  Chainnan.   Federal   Hos- 
'   pUtU  Council 

Approved:  January  25,  1962. 
Abraham  Rmcorr, 
Secretary. 

[Pit.    Doe.    62-1026;    FUed.    Jan.    SO,    1982; 
8:60  a-BLJ 
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ritle  4»— TRANSPORTATION 

Chapter  I — Interstate  Commerce 
Commission 

PART  120— ANNUAL,  SPECIAL  OR 
PERIODICAL  REPORTS 

Railroad  Annual  RopoH  Form  A  ^ 

At  a  session  of  the  Interstate  Com- 
merce Commission,  Division  2,  held  at 
its  ofQce  in  Washington.  D.C..  on  the  18th 
day  of  January  A.D.  1962. 

The  matter  of  annual  reports  of  line- 
haul  and  switching  and  terminal  rail- 
road companies  of  Class  I  being  under 
further  consideration,  and  the  changes 
to  be  made  by  this  order  being  minor 
changes  in  the  data  to  be  fiunished, 
rule-making  procedures  under  section 
4(a)  of  the  Administrative  Procedure 
Act.  5  U.S.C.  1003.  being  deemed  un- 
necessary : 

It  is  ordered.  That  S  120.11  of  the  order 
of  January  17,  1961.  In  the  matter  of 
Railroad  Annual  Report  Form  A.  be,  and 
it  is  hereby,  modified  and  amended,  with 
respect  to  annual  reports  for  the  year 
ended  December  31,  1961,  and  subse- 
quent years,  to  read  as  shown  below. 

It  is  further  ordered.  That  49  CPR 
120.11,  be,  and  it  is  hereby,  modified  and 
amended  to  read  as  follows: 

§  120.11      Form    prescribed    for    Qa^s    I 
railroads. 

Commencing  with  reports  for  the  year 
ended  December  31, 1961,  and  thereafter, 
until  further  order,  all  line-haul  and 
switching  and  terminal  railroad  com- 
panies of  Class  I,  as  described  in  49 
CFR  126.1,  viz.,  all  carriers  with  average 
annual  operating  revenues  of  $3,000,000 
or  more,  subject  to  the  provisions  of 
section  20,  Part  I  of  the  Interstate  Com- 
merce Act,  are  required  to  file  aiuiual 
reports  in  accordance  with  RailixAd 
Aimual  Report  Form  A.  which  is  attached 
to  and  made  a  part  of  this  section.' 
Such  annual  report  shall  be  filed  in 
duplicate  in  the  Bureau  of  Transport 
Economics  and  Statistics,  Interstate 
Commerce  Commission,  Washington  25, 
D.C.,  on  or  before  Bfarch  31  of  the  year 
following  the  year  to  which  it  relates. 

(Sec.  12,  24  Stat.  383,  as  amended;  49  U.S.C. 
12.  Interpret  or  apply  sec.  20,  34  Stat.  386, 
as  amended;  49  T7.S.C.  20) 

And  it  is  further  ordered.  That  copies 
of  this  order  and  of  Annual  Report  Form 
A  shall  be  served  on  all  line-haul  and 
switching  and  terminal  railroad  com- 
panies of  Class  I.  subject  to  the  provi- 
sions of  section  20,  Part  I  of  the  Inter- 
state Commerce  Act,  and  upon  every 
receiver,  trustee,  executor,  administra- 
tor or  assignee  of  any  such  railroad 
company,  and  that  iu>tice  of  this  order 
shall  be  given  to  the  general  public  by 
depositing  a  copy  in  the  (rfBce  of  the 
Secretary  of  the  Commission  at  Wash- 
ington, D.C„  and  by  filing  it  with  the 
Director,  Office  of  the  Fednal  Register. 

By  the  Commission,  Division  2. 

[seal]  Harold  D.  McCot, 

Secretartf. 

[FJl.  Doc.  62-1014;    Filed,    Jan.    SO.    1882: 
8:48  ajn.] 

^Form  filed  as  part  of  Original  document. 
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Chopt«r  I— Bureau  of  Sport  Fish«ri«s 
and  WildHfo,  Fish  and  WiWflfo 
Sorvico,  Dopartmont  of  fho  lnt«rior 

PAtT  33— SPOtT  RSHING 

Wtldlifo  rofugos  in  Tonnossoo,  Arkan- 
sas, Louisiana,  Goorgia,  and  South 
Carolina 

The  following  special  regulation  Is  is- 
sued and  l8  effective  on  date  of  publica- 
tion In  the  Pbdckal  Rkgistsx. 

S  33.5  Special  regnlationa ;  sport  fish- 
ing; for  indiTidual  wildlife  refuge 
area*. 

Tnnrxssxx 

KSgLrOOT  KATIOKAL  WILDLIFI  RErUGl 

Import  fishing  on  the  Reelf oot  National 
Wildlife  Refuge.  Tennessee.  Is  permitted 
otHj  on  the  areas  designated  by  signs  as 
open  to  fishing.  This  open  area,  com- 
prising 9,092  acres  or  92  percent  of  the 
total  are*  of  the  refuge,  is  delineated 
on  a  map  kvailable  at  the  refuge  head- 
quarters and  from  the  office  of  the  Re- 
gional Director.  Bureau  of  Sport  Fish- 
eries and  Wildlife.  Peachtree-Seventh 
Building,  AtlanU  23.  Georgia.  Sport 
fishing  is  subject  to  the  following  condi- 
tions: 

(a)  Species  permitted  to  be  taken: 
Largemouth  bass,  crappie.  bluegill,  and 
other  minor  species  permitted  under 
State  regulations. 

(b)  Open  season:  January  30.  1962, 
through  October  23,  1962. 

(c)  Daily  creel  limits:  Largemouth 
bass — 10:  No  limit  on  other  species. 

(d)  Methods  of  fishing: 

1.  Tackle:  Hook  and  line,  live  and 
artificial  bait  permitted. 

2.  Boats:  Boats  with  outboard  motors, 
and  inboard  motors  of  not  more  than  six 
(6 )  horsepower  may  be  used. 

(e)  Other  provisions: 

(1)  The  provisions  of  this  special 
regulation  supplonent  the  regxilatlons 
which  govern  fishing  on  wildlife  refuge 
areas  generally  which  are  set  forth  in 
Title  50,  Code  of  Federal  Regulations, 
Part  33. 

(2)  A  Federal  permit  is  not  required 
to  enter  the  public  fishing  area. 

(3)  The  provisions  of  this  special 
regulation  are  effective  to  October  24, 
1962. 

TnnrEssKX 

LAKE  ISOfM  NATIONAL  WIIJ>LirE  RETOGE 

Sport  fishing  on  the  Lake  Isom  Na- 
tional Wildlife  Refuge,  Tennessee,  is  per- 
mitted only  on  the  areas  designated  by 
signs  as  open  to  fishing.  This  open  area, 
cmnprising  750  acres  or  41  percent  of 
the  total  area  oi  the  refuge.  Is  delineated 
on  a  map  available  at  the  refuge  head- 
quarters and  from  the  ofBce  of  the 
Regional  Director.  Bureau  of  Sport 
Fisheries  and  Wildlife,  Peachtree- 
Scfventh  Building.  Atlanta  23.  Georgia. 
Sport  fishing  is  subject  to  the  following 
conditions: 

(a)  Species  permitted  to  be  taken: 
Largemouth  bau.  crappie.  bluegill,  and 
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other  minor  species  permitted  under 
State  regulations. 

(b>  Open  season:  March  IS.  1962, 
through  September  30,  1962.  Sunrise 
to  sunset. 

(c»  Daily  creel  limits:  LarRemouth 
bass — 10;  No  limit  on  other  species. 

( d )  Methods  of  fishing  : 

(1)  Tackle:  Pole  and  line,  artificial 
and  live  baits  permitted 

(2)  Boats:  Rowboats  and  canoes  with- 
out motors  permitted. 

( e )  Other  provisions : 

(1)  The  provisions  of  this  special 
regulation  supplement  the  regulations 
which  govern  fishing  on  wildlife  refuge 
areas  generally  which  are  set  forth  in 
Title  50.  Code  of  Federal  Regulations, 
Part  33. 

(2)  A  Federal  permit  is  not  required 
to  enter  the  public  fishing  area. 

(3>  The  provisions  of  this  special 
regulation  are  effective  to  October  1, 
1962. 

Arkansas 

big  lake  national  wildlife  retuge 

Sport  fishing  on  the  Big  Lake  National 
Wildlife  Refuge,  Arkansas,  is  permitted 
only  on  the  areas  designated  by  signs  as 
open  to  fishing.  This  open  area,  com- 
prising 3.400  acres  or  35  percent  of  the 
total  area  of  the  refuge,  is  delineated  on 
a  map  available  at  the  refuge  head- 
quarters and  from  the  office  of  the 
Regional  Director,  Bureau  of  Sport 
Fisheries  and  Wildlife,  Peachtree- 
Seventh  Building.  AtlanU  23,  Georgia. 
Sport  fishing  is  subject  to  the  following 
conditions: 

ta)  Species  permitted  to  be  taken: 
Black  bass,  striped  bass,  crappie.  bream 
and  other  minor  species  permitted  by 
state  regulations. 

(b)  Open  season:  February  1  through 
October  31, 1962,  sunrise  to  sunset. 

(O  Daily  creel  limits:  Black  btiss — 8, 
striped  bass — 15.  bream — 20,  and  crap- 
pie— 15;  other  minor  species  as  per- 
mitted by  state  regulations,  total  aggre- 
gate of  all  game  fish  shall  not  exceed 
35  by  any  person  during  one  day.  No 
limitations  on  weight,  size,  etc. 

(d)   Methods  of  fishing: 

<l)  Pole  and  line,  rod  and  reel,  artifi- 
cial and  live  baits  permitted. 

( 2 )  Row  boats,  canoes,  skiffs  and  boats 
with  motors  permitted. 

<e)   Other  provisions: 

(1)  The  provisions  of  this  special  reg- 
ulation supplement  the  regulations 
which  govern  fishing  on  wildlife  refuge 
areas  generally  which  are  set  forth  in 
Title  50,  Code  of  Federal  Regulations, 
Part  33. 

(2)  A  Federal  permit  is  not  required 
to  enter  the  public  fishing  area. 

(3)  The  provisions  of  this  special 
regulation  are  effective  to  November  1, 
1962. 

Louisiana 

LACASSINE    national   WILDLITE   REFUGE 

Sport  fishing  on  the  Lacasslne  Na- 
tional Wildlife  Refuge,  Louisiana,  is  per- 
mitted only  on  the  areas  designated  by 
signs  as  open  to  fishing.  This  open 
airea,  comprising  28,000  acres  or  90  per- 
cent of  the  total  area  of  the  refuge,  is 
delineated  on  a  map  available  at  the 
refuge  headquarters  and  from  the  office 


of  the  Regional  Director,  Bureau  of 
Sport  Fisheries  and  Wildlife,  Peachtree- 
Seventh  Building,  Atlanta  23,  Georgia. 
Sport  fishing  is  subject  to  the  following 
conditions; 

(a>  Species  permitted  to  be  taken: 
Black  bass,  yellow  bass,  white  bass, 
crappie  and  sunfish;  and  other  minor 
species  permitted  by  State  regulations. 

(b)  Open  season:  March  15,  1962, 
through  October  15.  1962.  Prom  45  min- 
utes before  sunrise  to  45  minutes  after 
sunset. 

ic>  Daily  creel  limits:  Black  bass — 15, 
yellow  bass — 25,  white  bass — 25,  crap- 
pie— 25,  sunfish — 50;  other  creel  limits 
for  minor  species  are  as  prescribed  for 
State  regulations. 

I  d  >    Methods  of  fishing : 

I I  >  Rod  and  reel,  pole  and  Line,  arti- 
ficial and  live  baits  permitted. 

(2)  Boats  with  outboard  motors  no 
larger  than  7  4  h  p.  permitted  In  refuge 
Impoundments.  No  size  restrictions  on 
motors  In  the  canals  and  streams. 

(e>    Other  provisions: 

( 1 )  The  provisions  of  this  special 
regulation  supplement  the  regulations 
which  govern  fishing  on  wildlife  refuge 
areais  generally  which  are  set  forth  in 
Title  50,  Code  of  Federal  Regulations, 
Part  33. 

(2)  E^ntry  to  the  Lacasslne  Pool  Is  re- 
stricted to  the  four  roller-ways  provided. 

(3)  Boats  may  not  be  left  Inside  the 
Lacasslne  Pool  overnight. 

(4)  Entry  to  fishing  areas  Is  restricted 
to  waterways  only. 

<  5)  A  Federal  permit  is  not  required  to 
enter  the  public  fishing  area. 

(6)  The  provisions  of  this  special 
regulation  are  effective  to  October  16, 
1962. 

Georgia 

blackbbafd    island    national    wildlife 

REFUGE 

Sport  fishing  on  the  Blackbeard  Is- 
land National  Wildlife  Refuge,  Georgia, 
Is  permitted  only  on  the  areas  designated 
by  signs  as  open  to  fishing.  This  open 
area,  comprising  400  acres  or  7  percent 
of  the  total  area  of  the  refuge,  is  de-'^ 
lineated  on  a  map  available  at  the  refuge 
headquarters  and  from  the  office  of  the 
Regional  Director.  Bureau  of  Sport  Fish- 
eries and  Wildlife,  Peachtree-Seventh 
Building.  Atlanta  23.  Georgia.  Sport 
fishing  is  subject  to  the  following 
conditions : 

(a)  Species  permitted  to  be  taken: 
Largemouth  black  bass,  crappie,  bream, 
and  other  minor  species  permitted  under 
State  regulations. 

)b)  Open  season:  April  1,  1962,  to 
October  15,  1962.     Daylight  hours  only. 

(c)  Dally  creel  limits:  Black  bass — 15, 
bream — 70,  crappie — 50;  Other  minor 
species  as  permitted  by  State  regulations. 
Total  aggregate  of  all  species  not  to 
exceed  75  fish  In  one  day.  No  limitation 
on  weight,  size,  etc. 

(d)  Methods  of  fishing : 

(1)  Rod  and  reel,  pole  and  line,  arti- 
ficial and  live  baits  (except  live  min- 
nows) permitted. 

(2)  Rowboats,  canoes  and  other  float- 
ing devices  permitted:  boats  with  motors 
prohibited. 

(e)  Other  provisions: 


Wednesday,  January  31,  1962 

(1)  The  provisions  of  this  q>eclal 
legulation  supplement  the  regulations 
which  govern  fishing  on  wildlife  refuge 
areas  generally  which  are  set  forth  in 
Title  50,  Code  of  Federal  Regulations, 
Part  33. 

(2)  A  Federal  permit  Is  not  required 
to  enter  the  public  fishing  area. 

(3)  The  provisions  of  this  special 
regulation  are  effective  to  October  16, 
1962. 

South  Carolina 

savannah  national  wildlife  refuge 

Sport  fishing  on  the  Savannah  Na- 
tional Wildlife  Refuge,  South  Carolina. 
is  permitted  only  on  the  areas  designated 
by  signs  as  open  to  fishing.  This  open 
area,  comprising  3,000  acres  or  25  per- 
cent of  the  total  area  of  the  refuge,  is 
delineated  on  a  map  available  at  the 
refuge  headquarters  and  from  the  ofBce, 
of  the  Regional  Director,  Bureau  of 
Sport  Fisheries  and  Wildlife,  Peachtree- 
Seventh  Building,  Atlanta  23.  Georgia. 
Sport  fishing  Is  subject  to  the  following 
conditions: 

*a)  Species  permitted  to  be  taken: 
Largemouth  black  bass,  bream,  crappie. 
and  catfish ;  and  other  species  permitted 
by  State  regulations. 

(b)  Open  season:  April  1,  1962,  to 
October  15.  1962.     Daylight  hours  only. 

(c>  Dally  creel  limits:  Bass — 10.  not 
more  than  25  game  fish  other  than  black 
bass:  other  mlnot  species  as  permitted 
by  State  regulations.  No  size  or  weight 
limitations. 
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(d)  Methods  of  fishing: 

(1)  Rod  and  reel,  pole  and  line,  arti- 
ficial and  live  baits  permitted. 

(2)  Rowboats.  canoes  and  other  float- 
ing devices  without  motors  permitted. 

(e)  Other  provisions: 

(1)  The  provisions  of  this  special 
regulation  supplement  the  regulations 
whi^  govern  fishing  on  wildlife  refuge 
areas  generally  which  are  set  forth  in 
Title  50,  Code  of  Federal  Regulations, 
Part  33.  - 

(2)  A  Federal  permit  Is  not  required 
to  enter  the  public  fishing  area. 

(3)  The  provisions  of  this  special  reg- 
ulation are  effective  to  October  16,  1962. 

South  Carolina 

santee  national  wildlife  refuge 

Sport  fishing  on  the  Santee  National 
Wildlife  Refuge,  South  Carolina,  is  per- 
mitted only  on  the  areas  designated  by 
signs  as  open  to  fishing.  This  open  area, 
comprising  3.150  acres  or  4  percent  of 
the  total  (urea  of  the  refuge,  is  delineated 
on  a  map  available  at  the  refuge  head- 
quarters and  from  the  office  of  the  Re- 
gional Director.  Bureau  of  Sport  Fisher- 
ies and  Wildlife,  Peachtree-Seventh 
Building,  Atlanta  23,  Georgia.  Sport 
fishing  is  subject  to  the  following 
conditions: 

(a)  Species  permitted  to  be  taken: 
Largemouth  black  bass,  striped  bass 
(rock  fish),  white  bass,  crappie,  bream, 
Jackflsh. 


897 

(b)  Open  season:  March  15,  1962, 
through  October  31,  1962.  Daylight 
hours  only. 

(c)  Daily  creel  limits:  Largemouth 
black  bass,  striped  bass,  white  bass — ^no 
more  than  an  aggregate  of  10.  Not  more 
than  25  game  fish  other  than  bass. 

(d)  Methods  of  fishing: 

( 1 )  Pole  and  line,  rod  and  reel,  artifi- 
cial and  live  baits  permitted. 

( 2 )  Rowboats,  canoes  and  other  fioat- 
ing  devices  without  motors  permitted. 
Boats  must  be  removed  from  the  refuge 
at  the  close  of  each  day^  unless  circum- 
stances warrant  permission  to  be  granted 
by  the  refuge  officer  in  charge. 

(3)  Fishing  from  banks  and  dikes 
permitted. 

te)   Other  provisions: 

(1)  The  provisions  of  this  special  reg- 
ulation supplement  the  regulations  which 
govern  fishing  on  wildlife  refuge  areas 
generally  which  are  set  forth  In  Title  50. 
Code  of  Federal  Regulations,  Part  33. 

<  2 )  A  Federal  permit  is  not  required  to 
enter  the  public  fishing  area. 

(3)  The  provisions  of  this  special  reg- 
ulation are  effective  to  December  31. 
1962. 

W.  L.  Tov^ws, 
Acting  Regional  Director,  Bureau  of 
Sport  Fisherie$  and  Wildlife. 

January  24,  1962. 

|FR.    Doc.    62-998:     Piled,    Jum.    30,     1962; 
8:46  a.m.] 
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crappie,  Uueglll.  and    refuge  headquArters  and  from  the  ofllce         ce)  Other  provisions: 


Proposed  Rule  Making 


DEPARTMENT  OF  AGRIGIIITURE 

Afiicwitwral  Slobllizotion  and  Cons*r- 
vertien  S«rvi<« 

[  7  CFR  Ports  1004;   1010  1 

[Docket  Mo«.  AO-ieO  Ar-2*.  AO-aTfl  A-41 

MILK  IN  PHILADELPHIA,  PA.,  AND 
WILMINGTON,  DEL.,  MARKETING 
AREAS 

NoHc*  off  Joint  Hooring  on  Proposed 
Amondmofit*  to  Tontotivo  Morkot- 
ing  Agroomonts  ond  Ordort 

Pursuant  to  the  proTlslons  of  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937,  as  amended  (7  U.S.C.  601  et  seq.) . 
and  the  applicable  rules  of  practice  and 
procedure  goremlng  the  formulation  of 
marketing  agreements  and  marketing 
Mtiers  (7  CFR  Part  900) .  notice  Is  hereby 
given  of  a  Joint  public  hearing  to  be  held 
at  the  Sylvanla  Hotel.  Juniper  and  Lo- 
cust Streets.  Philadelphia.  Pennsylvania, 
beginning  at  10:00  ajn..  e.s.t..  on  Feb- 
ruary 9,  1902.  with  respect  to  proposed 
amendments  to  the  tentative  marketing 
agreements  and  to  the  orders  regulating 
the  h^nrfUng  of  milk  In  the  Philadelphia, 
Pennsylvania,  and  Wilmington,  Dela- 
ware, marketing  areas. 

'me  public  hearing  Is  for  the  purpose 
of  receiving  evidence  with  respect  to  the 
economic  and  emergency  marketing  con- 
ditions which  relate  to  the  proposed 
amendments,  hereinafter  set  forth,  and 
any  appropriate  modifications  thereof,  to 
the  tentative  marketing  agreements  and 
to  the  orders. 

The  proposed  amendments,  set  forth 
below,  have  not  received  the  approval  of 
the  Secretary  of  Agriculture. 

Proposed  by  the  Milk  Distributors  As- 
sociation of  the  Philadelphia  Area.  Inc.: 
proposals  to  amend  the  Philadelphia 
order : 

Proposal  No.  1.  Delete  the  second  pro- 
viso of  9  1004.7(b)  (formerly  S  961.7(b) ). 
and  substitute  therefor  the  following 
proviso:  "And  provided  further.  That 
In  the  case  of  a  system  operation  in  which 
the  same  handler  operates  both  a  pas- 
teurizing and  bottling  plant (s)  qualified 
as  a  producer  milk  plant (s)  under  para- 
graph (a)  of  this  section  and  one  or  more 
receiving  plant (s>  qualified  to  ship  milk 
to  his  pasteurizing  and  bottling  plant(s> , 
any  of  such  qualified  receiving  plants  as 
the  handler  may  designate  shall  be  con- 
sidered as  a  unit  (system)  upon  written 
notice  to  the  market  administrator  set- 
ting forth  the  plants  to  be  Included  as  a 
unit  and  the  period  during  which  such 
designation  shall  apply.  Such  notice 
and  notice  of  any  changes  in  designation, 
shall  be  furnished  on  or  before  the  15  th 
day  of  the  month  preceding  the  month  to 
which  the  notice  applies." 

Proposal  No.  2.  Delete  the  first 
parenthetical  clause  of  S  1004.41(a) 
(formerly    f  961.41(a))    and    substitute 
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therefore:  (mcludliig  the  milk  or  skim 
milk  equivalent  of  concentrated  milk  and 
of  dry  whole  milk,  condensed  skim  milk 
and  nonfat  dry  milk  used  in  reconstitut- 
ing any  Class  I  product  and  including 
the  product  pounds  of  concentrated 
milk,  and  of  dry  whole  milk,  condensed 
skim  milk  and  nonfat  dry  milk  used  in 
fortifying  any  Class  I  product) ." 

Proposal  No.  3.  Amend  5  1004  47»a> 
(4)  (formerly  5  961.47^a)  <4> )  as  pres- 
ently niunbered  to  read  as  follows: 

(4)  Subtract  from  the  remaining 
products  in  each  class,  in  sequence  be- 
ginning with  Class  II  milk,  the  product 
pounds  in  receipts  of  other  source  milk 
in  the  form  of  cream  containing  18  per- 
cent or  more  butterfat  and  the  milk  or 
skim  milk  equivalent  of  such  receipts  of 
concentrated  and  dried  milk  or  skim 
milk  utilized  in  a  reconstituted  product 
and  the  product  pounds  of  such  receipts 
of  concentrated  and  dried  milk  or  skim 
milk  utilized  in  a  fortified  product  and 
other  Class  II  products  which  are  re- 
processed during  the  month: 

Proposal  No.  4.  Amend  S  1004  44 
(formerly  S  961.44)  by  providing  a  new 
paragraph  (d)  to  read  as  follows: 

(d>  As  Class  n  milk  if  transferred  in 
bulk  to  a  nonproducer  milk  plant  which 
used  no  milk  or  skim  milk  In  Class  I  or 
Class  II  during  the  month  and  which 
disposed  of  such  milk  or  skim  milk  to 
another  nonproducer  milk  plant  or  com- 
mercial establishment  for  Class  II  utili- 
zation provided  that: 

( 1 )  The  handler  claims  a  Class  II 
utilization: 

(2)  The  buyer  maintains  books  and 
records  showing  the  utilization  or  dis- 
position of  all  milk  and  skim  milk  at  his 
plant  which  are  made  available,  if  re- 
quested by  the  Market  Administrator 
for  the  purpose  of  verification; 

(3>  Not  less  than  an  equivalent 
amount  of  milk  or  skim  milk  was  actually 
disposed  of  as  Class  II  from  such  other 
nonproducer  milk  plant  or  commercial 
establishment. 

Proposals  to  amend  the  Wilmington 
order: 

Proposal  No.  5.  Add  the  following 
proviso  to  §  1010.7:  "And  provided  fur- 
ther. That  in  the  case  of  a  system  opera- 
tion in  which  the  same  handler  operates 
both  a  pasteurizing  and  bottling  plant(s) 
qualified  as  a  fiuid  milk  plant  under  this 
section  and  one  or  more  receiving 
plant) s)  qualified  to  ship  milk  to  his 
pasteurizing  and  bottling  plant's),  any 
of  such  qualified  receiving  plant»s)  as 
the  handler  may  designate  shall  be  con- 
sidered as  a  unit  (system)  upon  written 
notice  to  the  Market  Administrator 
setting  forth  the  plants  to  be  included  as 
a  unit  and  the  period  during  which  such 
designation  shall  apply.  Such  notice  and 
notice  of  any  changes  in  designation 
shall  be  furnished  on  or  before  the  15th 
day  of  the  month  preceding  the  month 
to  which  the  notice  applies." 


Proposal  No.  6.  Delete  the  first 
parenthetical  clause  of  S  1010.41(a)  and 
substitute  therefor:  "(including  that 
used  to  produce  <u>ncentrated  and  re- 
constituted skim  mlDc  and  Including  the 
product  pounds  of  concentrated  products 
used  in  the  fortification  of  any  Class  I 
product)". 

Proposed  by  the  Milk  Marketing  Or- 
ders Division,  Agricultural  Stabilization 
and  Conservation  Service : 

Proposal  No.  7.  Make  such  changes 
as  may  be  necessary  to  make  the  entire 
marketing  agreement  and  the  order  con- 
form with  any  amendments  thereto  that 
may  result  from  this  hearing. 

Copies  of  this  notice  of  hearing  and 
the  order  may  be  procured  from  the 
Market  Administrator,  Mr.  L.  S.  Iverson, 
1528  Walnut  Street,  PhUadelphla  2. 
Pennsylvania,  or  from  the  Hearing  Clerk, 
Room  112,  Administration  Building, 
United  States  Department  of  Agricul- 
ture. Washington  25,  DC,  or  may  be 
there  inspected. 

Signed  at  Washington,  DC,  on  Janu- 
ary 25,  1962. 

Robert  O.  Lewis. 
Deputy  Administrator,  Price  and 
Production .  Agricultural  Sta- 
bilization   and    Conservation 
Service. 

|FR     Doc     62   1019;     Filed.    Jan     30.     1962; 
8:48ain  1 
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Division   of  Public  Contracts 

[41    CFR   Part  50-202  1 

MACHINE  TOOLS   INDUSTRY 

Tentative  Decision  in  the  Determina- 
tion of  Prevailing  Minimum  Wages 

A  complete  record  of  proceedings  held 
under  sections  1  and  10  of  the  Walsh- 
Healey  Public  Contracts  Act  (41  U.S.C. 
35  and  43a)  to  determine  the  prevailing 
minimum  wages  for  persons  employed 
in  the  machine  tools  industry  has  been 
certified  by  the  hearing  examiner.  A 
tentative  decision,  including  a  statement 
of  findings  and  conclusions,  as  well  as 
the  reasons  and  basis  therefor,  on  all 
material  issues  of  fact,  law.  and  discre- 
tion presented  on  the  record,  and  any 
proposed  wage  determination,  is  now  ap- 
propriate under  the  applicable  Rules  of 
Practice  (41  CFR  Part  50-203. 21(b) )  and 
the  Administrative  Procedure  Act  t5 
use.  1007(b)  ). 

Definition.  The  notice  of  hearing  (26 
F.R.  7550)  tentatively  defined  the  ma- 
chine tools  industry  to  Include  the  man- 
ufacture of  power  driven  machines,  not 
supported  in  the  hands  of  an  operator 
when  in  use.  that  shape  metals  (1)  by 
cutting  away  chips,  such  as  boring, 
broaching,  drilling.  Rrindlng.  milling, 
honing,    and    polishing    machines,  and 
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lathes  and  shapers;  or  (2)  by  pressing, 
forging,  J^ammering,  extruding,  shearing, 
bending  or  die  casting.  The  rebuUdlnc 
of  machine  tools  and  the  manufacture 
of  parts  specifically  designed  for  su^ 
tools  are  also  Included. 

Excluded  from  the  definition  of  ma- 
chine tools  are  cutting  tools,  precision 
measuring  tools,  and  attachments  and 
accessories  for  machine  tools;  dies  and 
tools;  die  sets  and  components,  and  sub- 
presses;  jigs  and  fixtures;  gas  and  elec- 
tric welding  and  cutting  equipment; 
portable  power  driven  handtoolf ;  auto- 
motive maintenance  equipment;  and 
rolling-mill  machinery   and   equipment. 

Only  one  issue  was  raised  oonceming 
this  definition.  Evidence  was  presented 
at  the  hearing  to  the  effect  that  in  re- 
cent years  various  radically  new  types  of 
machine  tools  have  been  put  Into  pro- 
duction. These  were  referred  to  as 
exotic"  machine  tools  that  shape  metals 
by  dissolving,*  eroding,  vaporizing,  or 
metallizing.  A  witness  for  the  National 
Machine  Tool  Builders  Association 
<N.M.T.B.A.)  requested  that  the  defini- 
tion of  the  Machine  Tools  Industry  be 
amended  to  include  the  so-called  "exotic" 
machine  tools.  I  feel,  however,  that  the 
record  does  not  contain  sufficient  infor- 
mation concerning  the  wages  paid  to 
employees  engaged  in  the  manufacture 
of  these  machine  tools  to  warrant  the 
amendment.  Accordingly,  I  have  decided 
to  adopt  without  change  the  definition 
suggested  in  the  notice  of  hearing. 

It  appears  appropriate  to  mention  at 
this  point  that  this  decision  eliminates 
the  basis  of  the  contention  made  by  the 
National  Machine  Tool  Builders  Associa- 
tion that  the  failure  to  study  the  wages 
paid  by  this  segment  of  the  industry 
detracts  from  the  reliability  of  the  evi- 
dence of  record  concerning  the  re- 
mainder of  the  industry.  Rather,  It 
provides  assurance  that  any  wage  deter- 
mination which  is  made  for  this  IndustiV 
will  not  be  imposed  upon  a  segment  of 
the  industry  which  was  not  studied. 

Locality.  The  next  subject  presented 
by  the  record  is  whether  the  geographic 
area  of  competition  for  contracts  sub- 
ject to  the  Walsh-Healey  Act  within  this 
industry  extends  to  all  of  the  area  In 
which  the  industry  has  its  establishments 
so  as  to  require  an  industry-v^de  wage 
determination  or  whether  it  is  limited  to 
smaller  geographic  areas  so  as  to  permit 
separate  wage  determinations  for  each 
such  locality. 

There  is  substantial  uncontradicted 
evidence  on  the  record  establishing  that 
the  locality  in  which  the  products  of 
the  machine  tools  Industry  are  to  be 
manufactiu-ed  or  furnished  for  any  Gov- 
ernment contract  subject  to  the  Walsh- 
Healey  Public  Contracts  Act  cannot  be 
defined  more  narrowly  than  the  entire 
area  in  which  the  industry  operates. 
The  evidence  on  this  subject  emanates 
from  two  sources.  First,  the  Govern- 
ment presented  extensive  statistical  data 
clearly  showing  thai  the  competition  for 
Government  contracts  in  this  Industry 
has  no  regional  boimds.  Though  the 
Government  exhibit  was  critlciied  be- 
cause its  earlier  drafts  were  found  to 
need  correction  before  it  was  introduced 
in  evidence,  the  final  draft  provides  a 
No.  21 4 
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sound  baals  for  an  appraisal  of  the  area 
of  ooiiipetitto&  for  Oovemment  business. 
Seoond.  the  witnesses  called  by  the 
N.lii.T3Ji.,  wiKo  represented  the  man- 
agement <tf  wlous  manufactiuing  es- 
tabUahments  in  the  Industry,  testified 
that  they  shipped  machine  tools  all  over 
the  nation.  In  view  of  this,  and  the 
absence  of  any  contrary  evidence,  I  am 
satisfied  that  the  above  finding  is 
wanynted. 

Under  these  circumstances,  an  indus- 
try-wide determination  is  essential  in 
this  tentative  decision  in  order  to  achieve 
the  purposes  of  the  statute  (Cf.  the 
tentative  decision  in  the  Textile  Indtis- 
try,  17  PH.  11197;  Mitchell  v.  Covington 
Mills,  Inc.,  229  F.  2d  506,  certiorari 
denied.  350  UJ3.  1002,  rehearing  denied, 
351  UJ3.  934) . 

PrevaUing  minimum,  wages.  The  Bu- 
reau of  Labor  Statistics  (B.L.S.)  pre- 
pared for  use  in  these  proceedings  a 
comprehensive  survey  of  the  minimum 
wages  paid  and  established  on  April  15, 
1960,  by  establishments  with  10  or  more 
onployees  in  which  the  manufacture  of 
machine  tools  constituted  50  percent  or 
more  of  the  total  value  of  sales  in  1959. 
The  tables  based  upon  this  survey  showed 
widely  scattered  minimum  wage  rates 
ranging  from  $1.00  an  hour  to  $2.75  an 
hour  (and  over)  which  were  paid  on 
April  15,  1960,  by  287  establishments 
employinig  42,013  persons  who  were  en- 
gaged in  work  of  a  type  covered  by  the 
Act  when  performing  on  a  contract  sub- 
ject to  it. 

The  NJf.TB^.,  persuaded  that  the 
BL8  survey -did  not  accurately  refiect 
minimum  wages  in  the  industry  and 
interested  in  obtaining  wage  data  more 
recent  than  Amil  1960,  collected  and 
introduced  into  the  record  minimum 
wage  information  for  April  1961  as  well 
as  for  April  1960.  However,  the  Associa- 
tion contends  that  neither  the  BLS,  nor 
its  own.  survey  constitutes  a  solid  foun- 
dation for  a  determination  and  that  a 
new  survey  should  be  conducted  by  the 
BL8  baaed  upon  a  more  appropriate 
definition  of  "covered  worker".  If  this 
is  not  done,  however,  the  Association 
requests  that  the  determination  be  based 
on  its,  rather  than  the  BLS.  survey. 

One  of  the  more  Important  criticisms 
directed  by  the  Association  at  the  BI£ 
survey  involves  the  definition  in  the  siu-- 
vey  questtoimaire  of  the  types  of  workers 
subject  to  the  Walsh-Healey  Public  Con- 
traets  Act.  It  is  contended  that  the 
definition  of  "covered  workers"  in  the 
questionnaire  was  misleading  and  re- 
sulted in  misinterpretations  by  the  per- 
aons  who  answered  them.  The  question- 
nidre  defined  "covered  workers"  to 
include  "all  working  foremen  and  non- 
superviaory  workers  engaged  in  process- 
ing, fabricating,  assembling,  packaging, 
inspecting,  handling,  or  shipping;  and 
Janitors  working  around  machines  while 
in  openMoa".  The  thrust  of  the 
NM.TBA.  eriticiam  is  that  certain 
"production-connected"  Jobs  covered  by 
the  Act  were  considered  outside  the  scope 
of  the  survey  by  persons  answering 
these  questionnaires.  In  support  of  this 
contention,  the  Association  produced 
witnesaea  r^reaenting  7  establishments, 
who  testified  that  their  companies  mis- 
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takenly  excluded  certain  low-paid 
covered  workers  when  they  answered  the 
BLS  questionnaire. 

The  Association  also  argues  that  the 
BLS  survey  should  have  extended  beyond 
plants  whose  sales  of  machine  tools  con- 
stituted 50  percent  or  more  of  their  total 
sales.  It  asserts  that  in  response  to  de- 
clining demand  for  machine  tools  and 
efforts  to  diversify  their  activities,  a 
number  of  larger  machine  tool  estab- 
lishments failed  to  meet  the  50  percent 
test.  The  testimony  of  the  BLS  witness 
regarding  the  s\u-vey  conducted  by  that 
agency  as  well  as  the  Asaociaticm's  own 
survey  are  cited  in  support  of  the  state- 
ment. The  exclusion  of  these  large 
plants  from  the  survey  is  held  to  have 
produced  an  infiationary  bias  since 
larger  plants  tend  to  pay  lower  minimum 
wages. 

The  Association*  f urtlier  contends  that 
rebuilders  and  parts  manufacturers  were 
not  appropriately  represented  in  the 
wage  survey  because  the  BUS  did  not 
consult  two  trade  directories  (member- 
ship directories  of  the  Machinery  Dealers 
National  Association  and  the  American 
Machine  Tool  Distributors  Association) 
which  purportedly  Usted  these  manufac- 
turers. The  Association  admits  to  its 
own  failure  to  utilize  these  directories  in 
the  conduct  of  its  own  survey,  noting 
that  its  limited  facilities  and  anticipated 
"noncooperation"  on  the  part  of  re- 
builders  ancf  parts  manufacturers  in  fill- 
ing out  questionnaires  made  this  course 
inadvisable. 

The  VM.TSA..  asserts  that  its  wage 
survey  was  superior  to  that  of  the  BLB 
in  that  it  contained  an  expanded  and 
allegedly  more  accurate  definition  of 
"covered  ^oricer",  which  incorporated 
specific  reference  to'  blueprint  machine 
operators  and  draftsmen.  It  is  con- 
tended that  the  BLS  questionnaire  would 
not  ordinarily  have  elicited  reqxmses  for 
these  particular  covered  workers,  who 
are  frequently  found  at  the  lowest  plant 
wage  levels.  While  the  Association  sur- 
vey covers  only  56.8  percent  of  the  estab- 
lishments covered  l^  the  BUB  survey,  it 
is  pointed  out  that  the  large  proportion 
of  employment  covered  (89  J}  percent  of 
the  covered  employment  survey  by  the 
BLS)  permits  the  survey's  use  for  wage 
determination  purposes. 

The  Associaticm's  contentions  regard- 
ing the  percentage  of  sales  test  and  the 
failiu-e  of  BLS  to  utiliK  two  additional 
directories  do  not  c<m8titute  grounds  for 
disqualifying  the  BLS  survey. 

The  50  percent  of  sales  test  has  been 
consistently  utilized  in  wage  surveys  con- 
ducted for  determination  purposes  and 
provides  assurance  that  the  determina- 
tion for  an  industry  does  not  reflect 
wages  paid  by  establishments  whose  pro- 
duction is  principally  directed  in  other 
industry  channels.  In  additiim.  there  is 
no  persuasive  evidence  of  record  support- 
ing the  Association's  contention  that  the 
proportion  of  larger  machine  tool  estab- 
lishments excluded  from  the  BUS  survey 
by  virtue  of  the  50  percent  test  was 
higher  than  for  smaller  plants.  The 
record  also  contains  do  information  re- 
garding the  minimum  wage  practices  of 
such  establishments,  althoui^  the  Asso- 
ciation had  collected  such  data.    In  view 
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of  the  lack  of  factual  support  in  the  rec- 
oid  for  the  AMOClatioa's  allegations.  I 
am  not  willing  to  disqualify  a  wage  sur- 
vey ooDductad  under  the  same  50  percent 
standard  which  haf  consistently  and 
satisfactorily  been  employed  in  the  past. 

Nor  am  I  satisfied  that  the  compilation 
of  a  mailing  list  without  the  assistance 
of  the  two  directories  of  dealers  and  dis- 
tributors, which  the  Association  asserts 
ought  to  have  been  used,  has  resulted  in 
an  unrepresentatlye  wage  survey  by 
virtue  of  inadequate  coverage  of  re- 
builders  and  parts  manufacturers.  Since 
establishments  of  this  t]rpe  are  classified 
in  the  same  Standard  Industrial  Classifl- 
eatlon  groups  as  manufacturers  of  ma- 
chine tools  proper,  their  names  were  in- 
cluded in  the  lists  of  manufacturers  of 
industry  products  furnished  to  the  BLS 
by  State  Unemplojrment  Compensation 
agencies.  Since  the  mailing  lists  were 
alao  compiled  from  notices  of  Govern- 
ment awards  furnished  to  the  BLS  by  the 
Wage  and  Hour  and  Public  Contracts 
Divisions,  as  well  as  a  list  of  producers 
fumlihed  by  the  NJI.T.BA.,  there  is 
added  assurance  that  the  wage  survey 
coverage  of  these  producers  was  repre- 
sentative and  adequate.  As  noted  earlier, 
the  Association,  despite  its  concern  over 
the  failure  of  BLS  to  utilise  the  two 
additional  directories,  found  it  was  im- 
abie  to  use  those  directories  beneficially 
In  the  conduct  of  its  own  survey. 

Another  alleged  failure  of  the  survey 
was  that  the  questionnaire  definition  of 
exempted  "apprentice"  was  not  as  re- 
strictive as  the  one  used  in  the  regula- 
tions of  the  Department,  which  are  used 
for  enforcement  purposes  (29  CFR  Part 
521).  A  comparlscm  of  the  regulations 
with  the  questionnaire  definition  reveals, 
however,  that  the  criticism  is  unjiistlfied. 
The  definition  in  the  questionnaire  is  a 
concise  summary  of  the  basic  require- 
ments contained  In  the  regulations  of  the 
Department  It  Is  dear  that  any  bona 
fide  apprenticeship  program  which  met 
the  definition  provided  In  the  question- 
nalze  oould  with  no  difficulty  meet  the 
other  technical  requirements  in  the  De- 
partment's regulations. 

While  the  first  three  criticisms  of  the 
BLS  survey  otrered  by  the  Association  are 
not  persuasive,  the  evidence  and  argu- 
ment which  it  offers  regarding  the  defini- 
tion of  "covered  wM-kers"  appear  to 
fCTit<\lT^  some  merit  Insofac  as  blueprint 
iti>hifM)  operators  and  draftsmen  are 
ccmeemed  and  I  have  been  persuaded  to 
exclude  workers  engaged  in  these  two 
occupations  from  the  scope  of  any  de- 
termlnatlcm  based  upon  the  BLS  wage 
survey.  The  testimony  of  Association 
wltuesses  indicates  that  covered  workers 
of  the  seven  plants  discussed  whose 
wages  fen  below  the  mlnimiims  reported 
to  the  BUB  were  Mueprlnt  machine  op- 
erators and  draftsmen.  Accordingly.  I 
have  concluded  that  the  BLS  survey 
forms  an  accurate  and  reliable  basis  for 
determining  the  prevailing  minimum 
wage  in  the  rest  of  this  Industry. 

The  N  Jif  .T.B.A.  survey  contains  several 
serious  Inadequacies  which  disqualify  it 

from  use  in  preference  to  the  BLS  survey. 
The  Association's  survey  is  far  less  com- 
pr^enslve.  It  covered  only  163  estab- 
lishments as  compared  to  the  287  sur- 
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veyed  by  the  BL£.  While  Its  inclusion  of 
covered  employment  was  almost  as  great 
as  that  of  the  BLS.  it  omitted  large  num- 
bers of  small  establishments  which  tend 
to  pay  higher  minimum  wages.  More- 
over. It  is  clear  that  the  Association  sur- 
vey included  workers  who  are  not  covered 
by  the  Public  Contracts  Act,  such  as  time 
clerks  and  other  employees  coming  with- 
in the  phrase  "and  other  similar  pro- 
duction-related workers".  In  addition, 
the  questionnaire  did  not  contain  the 
detailed  instructions  necessary  to  inform 
the- respondents  how  to  calculate  produc- 
tion bonuses.  The  Association's  ques- 
tionrxaire  did  not  conAne  its  application 
to  firms  engaged  in  manufacturing,  as 
opposed  to  merchandising,  machine  tools. 
As  a  result  of  these  factors,  the  Associa- 
tion's survey  contained  a  downward 
bias. 

The  deficiencies,  which  disqualify  the 
Association  survey  from  consideration  as 
representative  of  prevailing  minimum 
wages  in  the  industry  as  a  whole,  are 
not  as  applicable  to  blueprint  machine 
operators  and  draftsmen.  Accordingly. 
It  is  not  necessary  that  these  workers  be 
deprived  of  the  protection  afforded  by 
the  Walsh-Healey  Public  Contracts  Act 
since  the  Association  survey,  which  was 
carefully  directed  toward  obtaining  min- 
imum wage  information  for  these  oc- 
cupations, is  available  to  determine  their 
prevailing  minimum  wages. 

Before  making  my  findings  as  to  the 
levels  of  prevailing  minimum  wages  in 
the  industry,  for  blueprint  machine 
operators  and  draftsmen  as  well  as  for 
other  covered  workers,  it  Is  necessary 
to  consider  the  appropriateness  of  a 
tolerance  for  beginners. 

Based  upon  the  very  limited  use  of 
beglrmers  or  probationary  workers  in 
this  Industry,  both  the  representatives  of 
labor  and  management  agreed  that  no 
special  provision  should  be  made  for  the 
employment  of  beginners  or  probation- 
ary workers  at  wages  lower  than  the  pre- 
vailing minimum  wage  for  other  workers. 
Therefore,  the  exemptive  authority  pro- 
yided  for  by  section  6  of  the  Act.  luider 
Which  a  tolerance  for  beginners  or  pro- 
bationary workers  may  be  granted,  will 
not  be  exercised. 

In  ascertaining  the  prevailing  mlni- 
miun  wage,  the  HM.TMJi.  has  urged 
me  to  place  reliance  on  the  "inter- 
quartile" technique  and  on  lowest  estab- 
lished rates,  as  contrasted  with  lowest 
rates  actually  paid.  Both  standards  are 
defended  on  their  own  merits  but  are 
asserted  to  be  especially  appropriate  to 
the  present  proceeding  by  virtue  of  the 
alleged  depressed  state  of  the  industry 
and  consequent  abnormally  high  wage 
structures.  Application  of  the  inter- 
quartile technique  to  data  collected  by 
the  Association  on  lowest  rates  actually 
paid  in  April  1961  indicates  to  the  As- 
sociation a  prevailing  minimum  wage  for 
the  Industry  of  between  $1.39  and  $1.49. 
If  the  interquartile  technique  is  rejected 
in  favor  of  the  median  standard,  the 
Association  urges  that  the  actually  paid 
median  minimum  wage  of  $1.60  reported 
In  its  survey  for  plants  weighted  by  em- 
ployment should  be  found  to  be  pre- 
vailing, rather  than  the  $1.70  median 
minimum  for   establishments   accorded 


equal  weight.    The  former  is  urged  in 
preference  to  the  latter  because  the  As- 
sociation's survey  covered  a  muA\  higher 
proportion  of  the  industry's  employment 
than  it  did  of  its  establishments,  as  well 
as  because  of  an  alleged  upward  distor- 
tion caused  by  the  use  of  actually  paid 
mlnlmums  in  the  case  of  a  depressed  in- 
dustry.    If   its   wage   survey   should  be 
rejected  as  a  basis  for  a  determination 
in  favor  of  the  BLS  survey,  the  Asso- 
ciation  urges   reUance   upon   both   the 
Interquartile      technique      and      lowest 
established  rates  so  as  to  yield  a  deter- 
mination of  $1.50.    Both  of  these  stand- 
ards   have    been    fully    discussed    and 
rejected  in  recent  minlmvmi  wage  deter- 
minations   (e.g..   the   tentative   decision 
in  the  metal  business  furniture  and  stor- 
age equipment  Industry,  25  F.R.  12363, 
and  the  tentative  decision  In  the  mani- 
fold  business   forms   industry.   26   Fil. 
5898).     I  do  not  believe  that  the  Asso- 
ciation has  set  forth  compelling  reasons 
requiring  the  adoption  of  either  or  both 
of  these  standards.     While  the  machine 
tools  industry  may  be  said  to  be  in  a 
depressed  state  compared  to  the  pro- 
duction   pealLs    reached    during    Wosld 
War  II,  the  Korean  hostilities,  and  the 
following   few   years,   the   record   indi- 
cates that  while  there  may  be  substan- 
tial   unutilized    manufactlng    capacity, 
the  April  1960  payroll  period  reflected 
one  of  the  highest  levels  of  employment 
in  the  last  four  years.    This  latter  pe- 
riod appears  to  be  of  sufficient  length 
to  warrant  designation  as   "normal",  at 
least  In  the  sense  of  permitting  the  estab- 
lishment of  a  reasonable  jlccord  between 
minimum  wages  actually  paid  at  that 
time  and  those  likely  to  paid  in  the  near 
future.    This  conclusion  is  borne  out  by 
the  BLS  wage  survey,  which  indicates 
a  discrepancy  of  no  unusual  magnitude 
between  actually  paid  and  established 
minimum  wages. 

The  AFL-CIO.  on  the  other  hand,  in- 
terprets the  BLS  survey  as  indicating 
that  the  prevailing  minimum  wage  was 
$1.80  an  hour  on  the  survey  date.  It 
argues  that  the  rate  paid  the  one  lowest 
paid  worker  in  an  establishment  should 
not  be  the  sole  measure  of  minimum 
wages  paid  by  that  establishment.  It 
urges  that  the  prevallng  minimum  wage 
attributed  to  a  large  establishment  which 
employs  hundreds  of  workers  should  not 
be  based  on  a  minimum  wage  paid  to 
only  one  person  whose  wages  may  not  be 
representative  of  the  lower  end  of  the 
plant's  wage  structure.  It  contends  that 
the  prevailing  minimum  wage  determin- 
ation should  be  made  at  least  In  part  on 
the  basis  of  the  first  significant  concen- 
tration of  workers  In  each  establishment. 
Since  the  BLS  survey  provides  data 
which  establishes  that  49.1  percent  of 
the  establishments  employing  57  percent 
of  the  covered  workers  have  no  nonbe- 
glnners  or  fewer  than  one  percent  of 
their  non beginners  who  are  paid  less 
than  $1.80  an  hour,  it  concludes  that  this 
wage  is  more  representative  of  the  mini- 
mum wages  paid  in  this  industry  on  the 
survey  date.  I  reject  this  method  of  de- 
termining prevailing  minimum  wages 
because  I  cannot  arbitrarily  exclude  the 
wages  paid  to  any  covered  worker  from 
consideration  in  viewing  the  minimum 
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wages  paid  by  an  establishment  when 
I  am  seeking  to  determine  a  prevailing 
minimum  wage  which  will  be  enforced 
with  respect  to  all  employees  in  an  estab- 
lishment performing  on  a  contract  sub- 
ject to  the  Act. 

Based  upon  the  conclusions  I  have 
reached  thus  far.  I  am  satisfied  that  the 
BLS  survey  table,  which  shows  the  dis- 
tribution of  establishments  and  workers 
in  the  manufacture  of  machine  tools  by 
the  lowest  rate  actually  paid  to  covered 
workers  (Including  begiimers).  presents 
the  only  appropriate  foundation  for  a 
determination  of  the  prevailing  mini- 
mum wage  in  this  indusrty  for  all  persons 
covered  by  th*e  Act,  except  blueprlnHna- 
chine  operators  and  draftsmen,  and  that 
it  lends  itself  to  the  same  method  of  sta- 
tistical interpretation  that  has  been  used 
by  the  Secretary  of  Labor  for  the  past 
several  years.  A  rate  of  $1.73  an  hour 
appears,  on  the  basis  of  this  table,  to  be 
the  most  representative  of  the  minimum 
wages  paid  In  the  Industry  (in  April 
I960)  as  a  whole,  since  53.3  percent  of 
the  establishments  employing  52.2  per- 
cent of  the  covered  workers  in  this  In- 
dustry paid  no  covered  worker  less  than 
$1.73  an  hour  on  that  date. 

In  view  of  the  fact  that  Wueprlnters 
and  draftsmen  will  not  be  covered  by 
this  rate,  for  the  reasons  previously  dis- 
cussed, there  remains  the  question  of 
what  is  the  prevailing  minimim  wage  for 
these  workers.  As  previously  menUoned, 
the  most  direct  evidence  with  respect  to 
this  point  Is  the  N.M.T3A.  survey.  My 
analysis  of  the  survey  with  respect  to 
minimum  wages  actually  paid  In  April 
1961  Indicates  a  prevailing  minimum 
wag«  of  $1.65  for  blueprint  machine 
operators  and  draftsmen.  The  repre- 
sentative character  of  this  rate  la  in- 
dicated by  the  fact  that  56.4  percent  of 
the  establishments  in  the  survey  em- 
ploying 45.5  percent  of  the  covered  work- 
ers paid  no  such  worker  less  than  this 
amount. 

Both  the  representatives  of  labor-smd 
management  have  pointed  out  that  the 
prevailing  minimum  wage  has  risen  since 
April  1960.   The  record  contains  evidence 
that  straight-time  average  hourly  earn- 
ings have  risen  over  13  cents.    On  the 
basis  of  this  evidence,  the  AFTr-CIO  has 
concluded  that  the  prevailing  minimum 
wage  was  13  cents  higher  at  the  time  of 
the  hearing  than  It  was  in  April  1960. 
On    the    other    hand,    the    NJil.T3JL 
argues    that    the    prevailing    minimum 
wage  has  risen  only  5  cents  since  April 
1960,  basing  this  conclusion  on  the  in- 
creases in  median  minimum  wages  shown 
in  their  own  survey  as  well  as  on  the  In- 
creases granted  between  April  15  and 
July  15,  1960.  by  certain  establishments 
included  in  the  BLS  wage  survey. 

The  evidence  of  record  does  not  sup- 
port the  conclusion  of  labor  representa- 
tives. The  13-cent  increase  in  straight- 
time  average  hourly  earnings  which 
occurred  between  April  1960  and  April 
1961  Is  so  far  in  excess  of  the  data  on 
minimum  wage  increases  contained  in 
both  the  BIS  and  the  Association  sur- 
veys as  to  raise  serious  doubts  of  Its  use- 
fulness as  an  index  of  increases  In  the 
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mlnlmimi  wage.  While  I  have  no  doubt 
of  its  accuracy  In  reflecting  average 
hourly  earnings.  It  appears  reasonable  to 
attribute  its  high  level  to  the  sharp  con- 
traction  in  the  Industry's  employment  In 
this  period  accompanied,  as  It  no  doubt 
was,  by  disproportionate  layoffs  of  em- 
ployees of  lesser  seniority  and  skills  and, 
consequently,  of  lower  straight-time 
average  hourly  earnings. 

While  I  have  concluded  in  a  number 
of  proceedings  that  the  prevailing  min- 
imum wage  may  reasonably  be  assumed 
to  have  increased  by  at  least  the  amount 
Indicated  by  i^pplication  of  the  percent- 
age increase  in  average  hourly  earnings, 
I  am  satiflfled,  for  the  reason  above 
stated  that  the  flgiu-e  of  9  cents,  which 
this  method  yields  in  the  present  pro- 
ceeding, also  overstates  the  actual  in- 
crease In  the  prevailing  minimum  wage. 
On  the  other  hand,  the  flve  cents  sug- 
gested by  the  NJtf .TJ3A.  appears  to  re- 
flect minimum  wage  increases  granted 
to  blueprint  machine  operators  and  be- 
ginning draftsmen,  which  classifications 
of  employees  will  not  be  covered  by  the 
determination  based  on  the  BLS  survey. 
Insofar  as  the  NlyI.T3.A.  survey  relat- 
ing to  workCTS  covered  by  the  "VIS  sur- 
vey arc  concerned,  however,  it  must  be 
borne  in  mind  that  It  contains  the  de- 
ficiencies previously  discussed.  Thus,  it 
understates  the  increases  in  prevailing 
mlpimum  wages  of  the  workers  to  be 
covered  by  the  determination  based  on 
the  BLS  survey. 

Taking  into  consideration  all  the  evi- 
dence. I  conclude  that  the  prevailing 
minimum  wage  has  increased  by  7  cents 
for  workers  other  than  blueprint  ma- 
chine operators  and  draftsmen  up  to  the 
date  of  the  hearing.  Since  my  finding 
as  to  the  previdllng  rolnlmiim  wage  for 
blueprint  infi*<**tn»  operators  and  drafts- 
men Is  based  upon  an  April  1961  survey, 
and  in  the  absence  of  information  on 
subsequent  increases,  I  propose  no  post- 
survey  adjustment  for  these  workers. 

The  AFL-CIO  has  recommended  that 
in  making  a  prevailing  minimum  wage 
determination  I  should  ta^e  into  consid- 
eration the  prevailing  minimum  costs  to 
employers'ctf  paid  leave  and  various  pri- 
vate welfare  plans.    In  an  effort  to  Im- 
plement this  suggestion,  statistics  re- 
garding the  costs  and  prevalence  of  such 
benefits  were  offered  In  evidence,  from 
which  the  AFL-CIO  concluded  that  a 
22-cent  an  hour  additional  Increase  in 
the  wage  determination  was  warranted. 
iQthough  these  benefits  appear  to  be 
an  Important  pa^  of  the  compensation 
which  accrues  to  employees  in  this  in- 
dustry. I  find  that  sxich  benefits  carmot 
be  viewed  as  a  part  of  a  "prevailing  min- 
imum  wage"   rate   under   the   Walsh- 
Healey  Act    In  view  of  the  fact  that 
Congress  has  directly  stated  in  the  over- 
time proviskms  of  the  Fah-  Labor  Stand- 
ards Act  of  1938  (29  US.C.  207)  its  oppo- 
sition to  the  inclusion  of  these  benefits 
gg  a  part  of  an  employee's  "reg\Uar  rate", 
and  since  the  general  overtime  regula- 
tions   estabUahed    under    the    Walsh- 
Healey  Act  (41  CFR  50-201.103)  requhre 
a  irtiw«|*r  Interpretation  of  an  employee's 
"basic  hourly  rate",  I  deem  it  Inappro- 
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prlate  to  include  these  bendlts  as  a  part 
of  the  employee's  "prevailing  minimum 
wage"  under  the  Walsh-Healey  Act. 

Coiuisel  for  N.M.T3JL  expressed  ob- 
jection at  the  hearing  to  the  pn^xwal  to 
reduce  the  delay  In  effective  date  of  the 
final  decision  from  30  to  7  days.  Tliis 
objection  was  on  the  ground  that  no 
previous  determination  for  this  Industry 
had  been  made.  Since  that  time,  a  min- 
imum wage  provision  has  been  made  ap- 
plicable to  this  industry  (September  26, 
1961  (26  FJR.  9042) ) .  No  evidence  was 
introduced  in  support  of  the  objection, 
and  it  was  not  repeated  In  the  brief  filed 
after  the  hearing.  For  the  reasons  fully 
stated  in  the  final  decisions  for  the  pi4>er 
and  pulp  and  manifold  business  forms 
industries  (26  FJl.  7698.  7699) ,  this  ten- 
tative decision  finds  good  cause  to  pro- 
vide a  7-day  delay  In  the  effective  date 
of  the  final  decision. 

Proposed  determination.  Accordingly, 
upon  the  findings  and  conclusions  stated 
herein,  pursuant  to  authority  under  the 
Walsh-Healy  Public  Contracts  Act  (49 
Stat.  2036;  41  US.C.  35  et  seq.),  and  in 
accordance  with  the  Administrative  Pro- 
cedure Act  (60  Stat.  237;  5  US.C.  1001 
et  seq.).  notice  is  hereby  given  that  I 
propose  to  amend  Title  41  of  the  Code  of 
Federal  Regulations,  Part  50-202,  by  the 
addition  of  §  50-202.28  to  read  as  follows: 

§  50-202.28     Madiine  Tools   Industry. 

(a)  Definition.  (l)The  machine  tools 
Industry  is  defined  to  include  the  manu- 
factiu-e  of  power  driven  machines,  not 
supported  in  the  hands  of  an  operator 
when  in  use,  that  shape  metals  (1)  by 
cutting  away  chips,  such  as  boring, 
broaching,  drilling,  grinding,  milling, 
honing,  and  polishing  machines,  and 
lathes  and  shapers;  or  (11)  by  pressing, 
forging,  hammering,  extruding,  shear- 
ing, bfendlng  or  die  casting.  The  re- 
building of  machine  tools  and  the  man- 
ufacture of  parts  specifically  designed 
for  such  tools  are  also  included. 

(2)  Excluded  from  the  definition  of 
machine  tools  are  cutting  tools,  preci- 
sion measuring  tools,  and  attachments 
and  accessories  for  machine  tools;  dies 
and  tools;  die  sets  and  ccmponents,  and 
sub-presses;  Jigs  and  fixtures;  gas  and 
electric  welding  and  cutting  equipment; 
portable  power-driven  handtools;  auto- 
motive maintenance  equipment;  and 
rolling-mill  machinery  and  equipment. 

(b)  Minimum  wages.  The  minimum 
wage  f or-persons  employed  in  the  manu- 
facture or  furnishing  of  the  products  of 
the  machine  tools  Industry  under  con- 
tracts subject  to  the  Walsh-Healey  Pub- 
lic Contacts  Act  shall  be  $1.65  an  hour 
for  those  employees  engaged  exclusively 
in  the  occupations  of  blueprint  machine 
operator  or  draftsman,  and  $1.80  an  hour 
for  those  employees  engaged  In  other 
occupations. 

Within  twenty-one  days  from  the  date 
of  publication  of  this  documo&t  in  the 
FKDERAt  Rkoibtkk,  interested  parties  may  ,. . 
submit  written  exceptlmis.  together  with 
supporting  reasons,  to  the  decision  set 
out  herein.  Exertions  should  be  direc- 
ted to  the  Secretary  of  Latxxr  and  filed 
with  the  Chief  Hearing  Kxaminer,  Room 
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4414.  United  SUtes  Department  of  La- 
bcr.  WublDCton  26,  D.C. 

Signed  ftt  WaaiitDCton.  D.C.  this  26th 
day  of  Jaooary  IMS- 

ABTHUI  J.  OOLDaCBG. 

Secretary  of  Labor. 

IVJL    X>oe.    a3-103e.    FUad.    Jan.    SO.    106a: 
8:MAJn.] 

FEDEIAL  AVIATION  AGENCY 

[  14  CFR  Poft  602  ] 

(AlnpM*  Doelwt  No.  61-WA-a361 

JET  ADVISORY  AREAS 
PropoMd  AHarotion 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR 
409.13),  notice  Is  hereby  given  that  the 
Federal  Aviation  Agency  Is  considering 
amendments  to  9  602.200  of  the  regula- 
tions of  the  Administrator,  the  substance 
of  which  Is  stated  below. 

The  Federal  Aviation  Agency  has  un- 
der consideration  the  designation  of  en 
route  radar  Jet  advisory  areas  from 
flight  level  240  to  flight  level  390  Inclu- 
sive, and  16  statute  miles  either  side  of 
the  following  Jet  route  segments : 

1.  Jet  route  No.  2  from  the  Tallahas- 
■ee.  Fla.,  VORTAC  to  the  Jacksonville, 
Fla.,  VORTAC. 

2.  Jet  route  No.  45  from  the  Jackson- 
ville VORTAC  to  the  Alma.  Qa.. 
VORTAC. 

3.  Jet  route  No.  55  from  the  Savannah. 
Oa..  VORTAC  to  the  Charleston,  S.C, 
VORTAC. 

The  designation  of  these  proposed  en 
route  radar  Jet  advisory  areas  would  pro- 
vide a  defined  area  wherein  Jet  advisory 
service  would  be  provided  to  civil  turbo- 
jet aircraft  while  operating  on  these 
routes. 

Interested  persons  may  submit  such 
written  data,  views  or  argiunents  as  they 
may  desire.  Communications  should  be 
submitted  In  triplicate  to  the  Chief. 
Airspace  Utilization  Division.  Federal 
Aviation  Agency.  Washington  25.  DC. 
AH  communications  received  within 
forty -five  days  after  publication  of  this 
notice  in  the  Fsdksal  RicisTza  will  be 
considered  before  action  Is  taken  on  the 
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proposal  amendment.  No  public  hear- 
ing is  contemplated  at  this  time,  but  ar- 
rangements for  Informal  conferences 
with  Federal  Aviation  Ageiu:y  officials 
may  be  made  by  contacting  the  Chief. 
Airspace  Utilization  Division.  Any  data, 
views  or  argiunents  presented  during 
such  conferences  must  also  be  submitted 
in  writing  in  accordance  with  this  notice 
in  order  to  become  part  of  the  record  for 
consideration.  The  proposal  contained 
in  this  notice  may  be  changed  In  the 
light  of  comments  received. 

The  ofBcial  Docket  will  be  available  for 
examination  by  interested  persons  at  the 
Docket  Section,  Federal  Aviation  Agency, 
Room  C-226.  1711  New  York  Avenue 
NW.,  Washington  25,  DC. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  U  S.C. 
1348  > . 

Issued  In  Washington.  DC,  on  Janu- 
ary 25. 1962. 

Charlcs  W.  Carmooy, 
Chief.  Airspcice  Utilization  Dixnsion. 

[FR.    Doc.    62  98S;     FUed.     Jan      30.     1982; 
8-45  a  ml 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[  47  CFR   Part   15] 

|E>ocketNo  14378 1 

TELEMETERING   DEVICES  AND 
WIRELESS  MICROPHONES 

Extension    of    Tim*    for    Fifing    Com- 
mants;  Correction 

The  Commission's  Order  of  January 
18.  1962  (mlmeo  no.  15243).  27  PR.  700. 
in  the  above  entitled  proceeding  is  cor- 
rected as  follows: 

1.  The  ordering  clause  is  corrected  to 
read  as  follows: 

It  is  ordered.  This  18th  day  of  Janu- 
ary 1962.  pursuant  to  section  0.322(b)  of 
the  Commlsaion's  Statement  of  Organi- 
zation, Delegations  of  Authority,  and 
Other  Information.  That  comments  con- 
cerning the  medical  application  of  tele- 
metering devices  may  be  filed  in  this 
proceeding   on  or  before   February   28. 


1962.  and  that  comments  in  reply  thereto 
may  be  filed  on  or  before  March  12, 1962. 

Released:  January  26,  1962. 

FlDZRAL   COMMTTNICATIONS 
COMlflSSION. 

lsE.\Ll  BsN  F.  Wapli. 

Acting  Secretary. 

|P.R     Doc.    82-1028;    Filed.    Jan.    30,    1982; 
8  50  a. ml 
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(Docket  No.   14378] 

TELEMETERING  DEVICES  AND 
WIRELESS  MICROPHONES 

Order  Extending  Time  for  Filing  Reply 
Cammantt 

The  Commission  has  before  it  for  con- 
sideration a  request  from  Vega  Elec- 
tronics Corporation  to  extend  the  time 
for  filing  reply  comments  in  the  above- 
entitled  proceeding  from  January  25. 
1962.  to  February  26,  1962. 

It  appearing,  that  numerous  and  di- 
verse questions  have  been  raised  by  the 
comments  in  this  proceeding,  and  that 
interested  parties  will  require  additional 
time  in  which  to  reply  to  these  com- 
ments; and 

It  further  appearing,  that  the  time  for 
filing  reply  comments  has,  with  regard 
to  one  matter  at  issue,  been  previously 
extended  to  March  12.  1962  (Order  of 
January  18,  1962,  27  FH.  700,  January 
24.  1962>.  and  that  a  general  extension 
of  time  for  filing  reply  comments  to 
March  12.  1962,  would  not  delay  disposi- 
tion of  this  proceeding ; 

It  is  ordered.  This  26th  day  of  January 
1962,  pursuant  to  section  0.322(b)  of  the 
Commission's  Statement  of  Organiza- 
tion. Delegations  of  Authority,  and  Other 
Information,  That  reply  comments  may 
be  filed  in  this  proceeding  on  or  before 
March  12,  1962. 

Released:  January  26,  1962. 

Fkdkiial  Commxtnications 
CoMinssiON, 
[SEAL]         Ben  F.  Waple, 

Acting  Secretary. 

[PR     Doc     62   1029:    Filed.    Jan     30.    1982; 
8:50  a.m  ) 


DEPARTMENT  OF  STATE 

Agancy  for  Intarnotionol  Davalopmanl 

AID  BOARD  OF  CONTRACT 
APPEALS 

Establishment  and  Designation 

1.  A  Board  of  Contract  Appeals  (here- 
inafter called  the  Board)  is  hereby  cre- 
ated and  designated  the  duly  authorized 
representative  of  the  Administrator  of 
the  Agency  for  international  Develop- 
ment (hereinafter  called  the  Adminis- 
trator) for  the  determination  of  appeals 
by  contractors  from  decLsions  on  dis- 
putes concerning  questions  of  fact  by 
contracting  ofiQcers  or  their  authorized 
representatives  or  other  authorities  pur- 
suant to  the  provisions  of  contracts  en- 
tered or  financed  by  the  Agency  for  In- 
ternational Development  requiring  the 
decision  of  such  appeals  by  the  Adminis- 
trator or  his  duly  authorized  represen- 
tative. Subject  to  the  approval  of  the 
General  Counsel,  the  Board  may  also  be 
designated  as  the  duly  authorized  repre- 
sentative of  other  ofiQcials  of  the  Agency 
for  International  Development  for  the 
determination  of  such  appeals  pursuant 
to  the  provisions  of  contracts  entered  or 
financed  by  the  Agency  for  Intomatlonal 
Development  requiring  the  decision  of 
final  administrative  appeals  by  such  of- 
ficials or  their  duly  authorized  represent- 
ative. 

2.  The  Board  will  be  composed  of 
members  appointed  by  the  Administra- 
tor. ■  It  will  act  in  each  appeal  through  a 
panel,  or  through  an  individual  member. 
designated  for  such  appeal  by  the  Gen- 
eral Counsel,  who  will  designate  as 
chairman  of  each  panel  a  duly  licensed 
attorney-at-law.  No  member  of  the 
Board  will  consider  an  appeal  if  he  has 
participated  in  the  awarding  or  adminis- 
tration of  the  contract  in  dispute.  It  will 
be  the  duty  and  obligation  of  the  mem- 
bers of  the  Board  to  decide  appeals  to 
the  best  of  their  knowledge  and  ability 
in  accordance  with  applicable  contract 
provisions  and  in  accordance  with  the 
law  pertinent  thereto.  The  Board  will 
carry  out  its  work  and  all  persormel  di- 
rectly or  indirectly  Involved  will  coop- 
erate so  as  to  assure  that  this  appellate 
procedure  achieves  speedy  and  just  set- 
tlements of  disputes. 

3.  The  decisions  of  the  panel  or  indi- 
vidual member  designated  for  an  appeal 
will  be  considered  as  the  decisions  of  the 
Board  and  will  have  the  finality  provided 
in  the  pertinent  contract  provision  and 
permitted  by  law. 

4.  The  General  Counsel  will  make  and 
promulgate  the  rules  and  procedures 
governing  contract  appeals.  Subject  to 
such  rules,  the  Board  will  have  all  powen 
necessary  for  the  proper  performance  of 
its  duties.  These  powers  include  but  are 
not  limited  to  authority  to  conduct  hear- 
ings, dismiss  prooeedlngB,  order  the  pro- 
duction of  documents  and  other 
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and  decide  all  questions  necessary  to  re- 
flOlTO  the  qieeUlc  disputes  before  it.  The 
General  Counsel  will  render  final  deci- 
sions, binding  on  the  Board,  concerning 
the  eztoit  of  its  Jurisdiction,  or  authority 
to  act  in  spedHc  cases,  if  the  question  is 
raised  by  eittm-  party,  the  Board,  or  the 
General  CoonseL 

6.  Tlie  General  Counsel  will  appoint 
an  Executive  Secretary  for  the  Board 
who  will  be  its  chief  administrative  offi- 
cer and  perform  such  functions  for  it  as 
the  General  Counsel  specifies. 

6.  Hie  Assistant  General  Coimsel 
(Contract  Staff)  will  be  responsible  for 
repreoentation  of  the  Interests  of  the 
Government  in  proceedings  before  the 
Board. 

7.  The  references  herein  to  the  Agency 
for  Intematlmial  Development  Include 
predecessor  agencies  or  agencies  to 
whose  contracts  or  financial  sponsorship 
the  Agency  for  International  Develop- 
ment has  succeeded.  Reference  to  the 
Administrator  of  the  Agency  for  Inter- 
natkmal  Development  Include  the  heads 
(tf  such  agencies. 

8.  The  Board  win  assume  all  functions 
and  records  of  the  ICA  Board  of  Con- 
tract Appeals  created  pursuant  to  the 
order  of  the  Acting  Director  of  the  Inter- 
national Cooperation  Administration 
dated  October  27,  1960  (26  Fed.  Reg. 
316).  which  Is  hereby  abolished,  and 
pending  appeals  are  automatically 
transferred  to  the  Board  hereby  created. 
i^)polntments  and  designations  made  in 
coimection  with  the  ICA  Board  of  Con- 
tract Appeals  riiall  be  deemed  to  have 
been  made  In  connection  with  the  Board 
hereby  created  until  they  are  superseded. 

Fowler  Hakilton. 
Administrator. 

NovK^Dn  18, 1961. 

{PJt.    Doc.    63-1006;    Filed,    Jan.    80,    1962; 
8:47  a.m.] 


DEPAITMENT  OF  DEFENSE 

Oflica  of  tha  Secretary 

DIRECTOR,  ADMINISTRATIVE  SERV- 
ICES; COMPTROLLER;  REGIONAL 
DIRECTORS;  DIRECTOR  FOR  FED- 
ERAL ASSISTANCE;  ET  AL. 

Dalagotioii  off  Administrative  Author- 
Wos  ffor  Civil  Defense  Functions 

References:  (a)  E.G.  10952.  dated  July 
20.  IMl.  assigning  Civil  Defense  re- 
spoosfbllities  to  the  Secretary  of  De- 
fense and  others;  (b)  Department  of 
Dtfense  Orpmlsational  Statement,  As- 
sistant Secretary  of  Defense  (Civil  De- 
fense), filed  September  13,  1961  (26 
FH.  MM). 

The  following  redelegatlon  of  authori- 
ties Is  hereby  approved: 

1.  JMrselor,  Administrative  Services. 
Pursnant  to  Uie  authority  vested  in  the 
Asslstani  Secretary  of  Defense    (Civil 


Defense)  imder  Reference  (b),  and  a 
Delegation  of  Authorities  of  even  date 
herewith,  the  Director,  Administrative 
Services,  or,  in  the  absence  of  the  Di- 
rector, Administrative  Services,  the  per- 
son acting  for  him  is  hereby  delegated. 
subject  to  the  direction,  authority,  uid 
control  of  the  Secretary  of  Defense,  and 
in  accordance  with  DoD  policies,  direc- 
tives, and  instructions,  and  pertinent 
OSD  regulations,  authority  as  required 
In  the  administration  and  operation  oi 
the  Office  of  C^vil  Defense  and  its  sub- 
ordinate activities  to: 

(a)  Exercise  the  powers  vested  in  the 
Secretary  of  Defense  by  section  204  of 
the  National  Security  Act  of  1947,  as 
amended  (5  Uf.C.  171d) ,  Section  12  of 
the  Administrative  Expenses  Act  of 
1946.  as  amended  (5  U.S.'C.  22a),  and 
sections  401(a)  and  403(b)  of  the  Fed- 
eral Civil  Defense  Act  of  1950,  as 
amended  (50  UJ3.C.  App.  2253  (a)  and 
(b)),  pertaining  to  the  employment, 
direction  and  general  administration  of 
civilian  personnel  of  the  Office  of  Civil 
Defense  and  its  subordinate  activities. 

(b)  Fix  rates  of  pay  for  wage  board 
employees  exonpted  from  the  ClassiQca- 
tion  Act  by  section  202(7)  of  that  Act 
on  the  basis  of  prevailing  rates  for  com- 
parable jobs  in  the  locality  where  the 
Office  of  Civil  Defense  or  each  subordi- 
nate activity  is  located.  The  Assistant 
Secretary  of  Defense  (Civil  Defense) ,  in 
fixing  such  rates,  shall  follow  the  wage 
schedule  established  by  the  local  wage 
board. 

(c)  Establish  such  advisory  commit- 
tees and  employ  such  part-time  advisers 
as  approved  by  the  Secretary  of  Defense 
for  the  performance  of  civil  defense- 
functions  pursuant  to  the  provlsicms  of 
the  Federal  Civil  Defense  Act  of  1950, 
as  amended  (50  n.S.C.  App.  2253  (b)) 
and  Executive  Order  10242,  dated  May 
8.  1951  (16  FR.  4262),  as  appropriate, 
or  10  US.C.  173,  5  UJ3.C.  55a.  and  the 
AgreemMit  between  the  DoD  and  the 
Civil  Service  Commission  on  onploy- 
ment  of  experts  and  consultants,  dated 
Jxily  22,  1959.  The  authority  to  estab- 
lish advisory  committees  cannot  be  re- 
delegated.  The  authority  to  employ 
part-time  advisers  can  be  redelegated. 

(d)  Administer  oaths  of  office  incident 
to  entrance  into  the  Executive  Branch 
of  the  Federal  Government  or  any  other 
oath  required  by  law  in  connection  with 
"employment  therein,  in  accordance  with 
the  provisions  of  the  Act  of  June  26,  IMS 
(5  UJS.C.  16a),  and  section  403(b)  of 
the  Federal  CivH  Defense  Act  of  195t. 
as  amended  (50  U.S.C.  App.  2255(b)). 
and  designate  in  writing,  as  may  be 
necessary,  officers  and  employees  of  the 
Office  of  Civil  Defense  and  its  subordi- 
nate activities  to  Tpertorm  this  function. 

(e)  Establish  an  Office  of  Civil  De- 
fense Incentive  Awards  ^oard  and  pay 
cash  awards  to  and  incur  necessary  ex- 
penses for  the  honorary  recognlOop  of 
civilian  employees  of  the  Government 
whose  suggestions,  invwitions.  superior 
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AccompUshments.  or  other  personal  ef- 
forts, including  special  acts  or  services. 
benefit  or  affect  the  Office  of  Civil  De- 
fense or  its  subordinate  activities  in  ac- 
cordance with  the  provisions  of  the  Act 
of  September  1954  (5  U.8.C.  2123 >  and 
Civil  Service  Regulations. 

(f )  In  accordance  with  the  provisions 
of  the  Act  of  August  26. 1950.  as  amended 
•  5  U.S.C.  22-1);  Executive  Order  10450. 
dated  April  27.  1953.  as  amended:  and 
DoD  Directive  5210.7.  dated  August  12. 
1953  (as  revised)  : 

(1)  Designate  any  position  in  the 
Office  of  Civil  Defense  and  its  sub- 
ordinate activities  as  a  sensitive' 
position: 

(2)  Authorize,  in  case  of  an  emer- 
gency, the  appointment  of  a  person  to 
a  sensitive  position  in  the  Office  of  Civil 
Defense  and  its  subordinate  activities 
for  a  limited  period  of  time  for  whom  a 
full  field  investigation  or  other  appro- 
priate investigation,  including  the  Na- 
tional Agency  Check,  has  not  been 
completed;  and 

(3)  Authorize  the  suspension,  but  not 
the  termination,  of  the  services  of  an 
employee  in  the  interest  of  national 
security  in  positions  within  the  Office 
of  Civil  Defense  and  its  subordinate 
activities. 

(g)  Clear  civil  defense  {>ersonnel  and 
such  other  individuals  as  may  be  ap- 
propriate for  access  to  classified  Defense 
material  and  information  in  accordance 
with  the  provisions  of  DoD  Directive 
5210.8.  dated  Jime  29.  1955  (as  revised). 
"PoUcy  on  Investigation  and  Clearance 
of  Department  of  Defense  Personnel  for 
Access  to  Classified  Defense  Informa- 
tion" and  of  Executive  Order  10501. 
dated  November  5. 1953,  as  amended. 

(h)  Authorize  and  approve  overtime 
work  for  civilian  officers  and  employees 
of  the  Office  of  Civil  Defense  and  its  sub- 
.  ordinate  activities  in  accordance  with 
the  provisions  of  §  25.221  of  the  Federal 
Employee  Pay  Regulations. 

(1)  Authorize  and  approve : 

( 1 )  Travel  for  civilian  officers  and  em- 
ployees in  connection  with  civil  defense 
activities  in  accordance  with  the  Stand- 
ardized Government  Travel  Regulations. 
as  amended  (BOB  Circular  A-7, 
Revised) ; 

(2)  Temporary  duty  travel  only  for 
military  personnel  assigned  or  detailed 
to  the  Office  of  Civil  Defense  or  its  sub- 
ordinate activities  in  accordance  with 
Joint  Travel  Regulations  for  the  Uni- 
formed Services,  dated  April  1.  1951.  as 
amended : 

(3)  Invitational  travel  to  persons 
serving  without  compensation  whose 
consiiltive.  advisory,  or  other  highly 
specialized  technical  services  are  re- 
quired in  a  capacity  that  is  directly  re- 
lated to  or  in  connection  with  civil 
defense  activities,  pursuant  to  the 
provisions  of  section  5  of  the  Admin- 
istrative Expenses  Act  of  1946.  as 
amended  <5  U.S.C.  73b-2) .  This  author- 
ity cannot  be  redelegated. 

'<j>  Develop,  establish,  and  maintain 
an  active  and  continuing  Records  Man- 
agement Program  for  the  Office  of  Civil 
Defense  and  its  subordinate  activities, 
pursuant    to    the   provisions    of   section 
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506*  b*    of  the  Federal  Records  Act  of 
1950  (44  U.S.C.  396(b)). 

Ik)  Authorize  the  publication  of  ad- 
vertisements, notices,  or  proposals  in 
newspapers,  magazines,  or  other  public 
periodicals  as  reqxiired  for  the  effective 
administration  and  operation  of  the  Of- 
fice of  Civil  Defense  and  its  subordinate 
activities  »44  U.S.C.  324  >. 

( 1 1  ( 1 )  EstaMish  and  maintain  appro- 
priate Property  Accounts  for  civil  de- 
fense property,  equipment  and  supplies 
for  which  the  Assistant  Secretary  of  De- 
fense (Civil  Defense)  is  assigned  respon- 
sibility. 

<  2  •  Appoint  Boards  of  Survey,  approve 
reports  of  survey,  relieve  personal  lia- 
bility, and  drop  accountability  for  civil 
defense  property  contained  in  the  au- 
thorized Property  Accounts  that  has  been 
lost,  damaged,  stolen,  destroyed,  or 
otherwise  rendered  unserviceable,  in 
accordance  with  applicable  laws  and 
regulations. 

(m»  Promulgate  the  necessai-y  secu- 
rity regulations  for  the  protection  of 
property  and  places  under  the  jurisdic- 
tion of  the  Assistant  Secretary  of  Defense 
(Civil  Defense),  pursuant  to  paragraphs 
III.A.  and  V.B.  of  DoD  Directive  5200.8. 
dated  August  20,  1954.  and  section  403* a > 
of  the  Federal  Civil  Defense  Act  of  1950. 
as  amended  <50  US.C.  App.  2255(a>  • 

<n'  Establish  and  maintain,  for  as- 
signed civil  defense  functions,  an  appro- 
priate publications  system  for  the  pro- 
mulgation of  regulations,  instructions, 
and  reference  documents,  and  changes 
thereto,  pursuant  to  the  policies  and  pro- 
cedures prescribed  in  DoD  Directive 
5025  1.  dated  March  7.  1961 

<o»  Enter  into  contracts  for  supplies, 
equipment  and  services  for  civil  defense 
purposes  and.  subject  to  the  limitation 
contamed  in  section  2311.  Chapter  137. 
Title  10  use.  to  make  the  necessary  de- 
terminations and  findings  required  under 
that  chapter.  To  the  maximum  prac- 
ticable extent,  procurement  of  supplies 
and  equipment  will  be  accomplished 
through  established  military  procure- 
ment agencies. 

ip>  Enter  into  support  and  service 
agreements  with  the  military  depart- 
ments, other  DoD  agencies,  or  other 
Governmental  agencies  as  required  for 
the  effective  performance  of  assigned 
civil  defense  responsibilities  and  func- 
tions. 

2.  Comptroller,  Office  of  Civil  Defense. 
Pursuant  to  the  authority  vested  in  the 
Assistant  Secretary  of  Defense  (Civil 
Defense*  under  Reference  <b),  and  a 
Delegation  of  Authorities  of  even  date 
herewith,  the  Comptroller.  Office  of 
Civil  Defense,  or.  in  the  absence  of  the 
Comptroller,  Office  of  Civil  Defense,  the 
person  acting  for  him,  is  hereby  dele- 
gated, subject  to  the  direction,  author- 
ity, and  control  of  the  Secretary  of  De- 
fense, and  in  accordance  with  DoD 
policies,  directives,  and  instructions,  and 
pertinent  OSD  regulations,  authority  as 
required  in  the  administration  and  op- 
eration of  the  Office  of  Civil  Defense  and 
its  subordinate  activities  to: 

I  a  >  Act  as  agent  for  the  collection  and 
payment  of  emplojrment  taxes  Imposed 
by  Chapter  21  of  the  Internal  Revenue 
Code  of  1954  and,  as  such  agent,  make 


tdl  determinations  and  certifications  re- 
quired or  provided  for  under  section  3122 
of  the  Interrud  Revenue  Code  of  1954 
and  sections  205 (p)  (1)  and  (2)  of  the 
Social  Security  Act,  as  amended  (42 
U.S.C.  405(p)  (1)  and  (2))  with  respect 
to  employees  of  the  Office  of  Civil  De- 
fense and  its  subordinate  activities. 

(b)  Establish  and  use  Imprest  Funds 
for  making  small  purchases  of  material 
and  services  other  than  personal  for  the 
Office  of  Civil  Defense  and  its  subordi- 
nate activities  when  it  is  determined 
more  advantageous  and  consistent  with 
the  best  interests  of  the  Government,  in 
accordance  with  the  provisions  of  DoD 
Instruction  7280.1  and  the  Joint  Regu- 
lation of  the  General  Services  Adminis- 
tration. Treasury  Department.  General 
Accounting  Office,  entitled  "For  Small 
Purchases  Utilizing  Imprest  Funds." 

I  c  •  Purchase  bonds  to  cover  civil  offi- 
cers and  employees  and  military  person- 
nel of  the  Office  of  Civil  Defense  and  its 
subordinate  activities,  in  accordance 
with  Public  Law  323.  84th  Congress  <6 
use.  14)  and  regulations  of  the  De- 
partment of  the  Treasury  (31  CFR  Part 
226' 

(d'  Authorize  and  approve  travel  for 
civilian  officers  and  employees  in  connec- 
tion with  civil  defense  activities  in  ac- 
cordance with  the  Standardized  Govern- 
ment Travel  Regulations,  as  amended 
'  BOB  Circular  A-7,  Revised ) . 

•  e»  Allot  and  control  funds  or  appro- 
priations made  available  to  the  Office  of 
Civil  Defense  within  the  amounts  per- 
mitted by  the  apportionments  made  by 
the  Director  of  the  Bureau  of  the  Budget 
pursuant  to  section  665  of  title  31  of  the 
United  States  Code.  This  authority 
cannot  be  redelegated. 

(f  •  Post  audit  and  correct  any  trans- 
action or  agreement  of  the  Office  of  Civil 
Defense  involving  the  receipt  or  pay- 
ment of  funds. 

3  Regional  Directors.  Pursuant  to 
the  authority  vested  in  the  Assistant 
Secretary  of  Defense  (Civil  Defense • 
under  Reference  (b),  and  a  Delegation 
of  Authorities  of  even  date  herewith,  the 
Regional  Directors.  Office  of  Civil  De- 
fense, or,  in  the  absence  of  any  Regional 
Director,  the  person  acting  for  him.  are 
hereby  delegated,  to  be  exercised  and 
performed  by  them  within  their  respec- 
tive regions,  subject  to  the  direction,  au- 
thority, and  control  of  the  Secretary  of 
Defense,  and  in  accordance  with  DoD 
policies,  directives,  and  instructions,  and 
pertinent  OSD  regulations,  authority  as 
required  in  the  administration  and  oper- 
ation of  the  Office  of  Civil  Defense  and 
its  subordinate  activities  to: 

<a)  Authorize  and  approve  travel  for 
civilian  officers  and  employees  in  con- 
nection with  civil  defense  activities  in 
accordance  with  the  Standardized  Gov- 
ernment Travel  Regulations,  as  amended 
•  BOB  Circular  A-7.  Reriaed). 

4  Executive  Assistarit  to  the  Secre- 
tary of  Defense  (Civil  Defense) ;  Direc- 
tor for  Plans  and  Programs;  Director  for 
Research .  Director  for  Technical  Opera- 
tions. Pursuant  to  the  authority  vested 
in  the  Assistant  Secretary  of  Defense 
(Civil  Defense)  \mder  Reforenoe  (b), 
and  a  Delegation  of  Authorities  of  even 
date  herewith,  the  Executive  Assistant 
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to  the  Secretary  of  Defense  (Civil  De- 
fense) ,  the  Director  for  Plans  and  Pro- 
grams, the  Director  for  Research,  the 
Director  for  Technical  Operations,  or, 
in  the  absence  of  any  or  all  of  them,  the 
persona  acting  for  them,  respectively, 
are  hereby  delegated,  subject  to  the  di- 
rection, authority,  and  control  of  the 
Secretary  of  Defense,  and  in  accordance 
with  DoD  policies,  directives,  and  In- 
structions, and  pertinent  OSD  regula- 
tions, authority  as  required  in  the  ad- 
ministration and  operation  of  the  Office 
of  Civil  Defense  and  its  subordinate  ac- 
tivities to: 

(a)  Authorize  and  approve  travel  for 
civilian  officers  and  employees  in  con- 
nection with  civil  defense  activities  In 
accordance  with  the  Standardized  Gov- 
ernment Travel  Regulations,  as  amend- 
ed (BOB  Circular  A-7.  Revised). 

5.  Director  for  Federal  Assistance. 
Pursuant  to  the  authority  vested  in  the 
Assistant  Secretary  of  Defense  (Civil 
Defense)  under  Reference  (b>,  and  a 
Delegation  of  Authorities  of  even  date 
herewith,  the  Director  for  Federal  As- 
sistance, or.  in  the  absence  of  the  Di- 
rector for  Federal  Assistance,  the  person 
acting  for  him,  is  hereby  delegated, 
subject  to  the  direction,  authority,  and 
control  of  the  Secretary  of  Defense,  and 
in  accordance  with  DoD  policies,  dlrec- 
•  lives,  and  instructions,  and  pertinent 
OSD  regulations,  authority  as  required 
in  the  administration  and  op>eratlon  of 
the  Office  of  Civil  Etefense  and  its  sub- 
ordinate activities  to: 

(a)  Exercise  the  authority  delegated 
to  the  Secretary  of  defense  by  the  Ad- 
ministrator of  the  General  Services 
Administration  with  resj)ect  to  the  dis- 
posal of  surplus  civil  defense  personal 
property. 

(b)  Authorize  and  approve  travel  for 
civilian  officers  and  employees  in  con- 
nection with  civil  defense  activities  in 
accordance  with  the  Standardized  Gov- 
ernment Travel  Regulations,  as  amended 
( BOB  Circular  A-7,  Revised) . 

These  authorities  can  be  redelegated, 
as  appropriate,  in  writing,  except  as 
otherwise  specifically  indicated  above  or 
as  otherwise  provided  by  law  or  regula- 
tion. 

This  delegation  of  authorities  is  ef- 
fective Immediately. 

Dated  this  20th  day  of  January  1962. 

SrCUART   L.    PiTTMAN, 

Assistant  Secretary  of 
Defense,  Civil  Defense. 

[FR,    Doc     62-1016:    Piled,    Jan.    30,    1962; 
8:48  ajn.| 


ORGANIZATIONAL  STATEMENT 
DeUgotiont  of  Authority 

The  following  amendment  (Inclosure 
1)  to  the  organizational  statement.  As- 
sistant Secretary  of  Defense  (Civil  De- 
fense) (E>oD  Directive  5140.1) ,  puMlshed 
at  26  F.R.  8604,  has  been  approved  by 
the  Deputy  Secretary  of  Defense,  Janu- 
ai-y  20.  1962: 

Inclosure  1 — Delegations  of  authority: 
Pursuant  to  the  authority  vested  In  the 
Secretary  of  Defense,  the  Assistant  Sec- 
retary of  Defense  (Civil  Defense) .  or,  in 
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the  abaenoe  of  the  Assistant  Secretary, 
the  person  acting  for  him  is  hereby  dele- 
gated, subject  to  the  direction,  authority. 
and  control  of  the  Secretary  of  Defense, 
and  in  accordance  with  DoD  policies, 
directiTes.  and  instructions,  and  per- 
tinent OBD  regulations,  authority  as 
required  in  the  administration  and  op^ 
eration  of  the  Office  of  Civil  Defense  and 
its  subordinate  activities  to : 

1.  Exercise  the  powers  vested  in  the 
Secretary  of  Defense  by  section  204  of 
the  National  Security  Act  of  1947,  as 
amended  (5  XJJS.C.  171d) ,  section  12  of 
the  Administrative  Expenses  Act  of  1946, 
as  amended  (5  U,S.C.  22a) ,  and  sections 
401(a)  and  403(b)  of  the  Federal  Civil 
Defense  Act  of  1950,  as  amended  (50 
U.S.C.  App.  2253  (a)  and  (b) ) .  ]:>ertaln- 
ing  to  the  employment,  direction  and 
general  administration  of  civilian  per- 
sonnel oi  the  Office  of  Civil  Defense  and 
Its  subordinate  activities. 

2.  Fix  rates  of  pay  for  wage  board  em- 
ployees exempted  from  the  Classification 
Act  by  section  202(7)  of  that  Act  on  the 
basis  of  prevailing  rates  for  comparable 
Jobs  in  the  locality  where  the  Office  of 
ClYll  Defense  or  each  subordinate  ac- 
tivity is  located.  The  Assistant  Secretary 
of  Defense  (Civil  Defense) ,  in  fixing  such 
rates,  shall  follow  the  wage  schedule 
esteblished  by  the  local  wage  board. 

3.  Establish  such  advisory  committees 
and  onploy  such  part-time  advisers  as 
approved  by  the  Secretary  of  Defense  for 
the  performance  of  civil  defense  func- 
tions pursuant  to  the  provisions  of  the 
Federal  Civil  Defense  Act  of  1950,  as 
amended  (50  U.S.C.  App.  2253  (b) )  and 
Executive  Order  10242.  dated  May  8. 1951 
(16  F.R  4262).  as  appropriate,  or  10 
U.S.C.  173.  5  UJ3.C.  55a.  and  the  Agree- 
ment between  the  DoD  and  the  Civil 
Service  Commission  on  employment  of 
experts  and  consultants,  dated  July  22, 
1959. 

4.  Administer  oaths  of  office  incident 
to  entrance  into  the  Executive  Branch  of 
the  Federal  Government  or  any  other 
oath  required  by  law  in  connection  with 
employment  tlwrein,  in  accordance  with 
the  provlsi(Mi8  <tf  the  Act  of  June  26, 1943 
(5  UJ3.C.  Ite) .  and  section  403(b)  of  the 
Federal  CivU  Dtfense  Act  of  1950,  as 
amended  (50  nJ3.C.  A|W-  2255(b)),  and 
designate  in  writing,  as  may  be  neces- 
sary, officers  and  employees  of  the  Office 
of  Clril  Defense  and  Its  subordinate 
activities  to  perform  this  function. 

5.  EstaUish  an  Office  of  Civil  Defense 
Incentive  Awards  Board  and  pay  cash 
awards  to  and  incur  necessary  expenses 
for  the  honorary  recognition  of  civilian 
employees  of  the  Government  whose 
suggestions.  Inventions,  superior  accom- 
plishments, or  other  personal  efforts,  In- 
cluding special  acts  or  services,  benefit 
or  affect  the  Office  of  Civil  Defense  or  its 
subordinate  activities  in  accordance  with 
the  provisions  of  the  Act  of  September 
1954  (5  UJ3.C.  2123)  and  Civil  Service 
Regulations. 

6.  In  accordance  with  the  provisions 
oi  the  Act  of  August  26, 1950,  as  amended 
(5  U.S.C.  22-1) :  ExecuUve  Order  10450. 
dated  April  27,  1953.  as  amended:  and 
DoD  Directive  5210.7.  dated  August  12. 
1953  (as  amended) : 
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a.  Designate  any  position  in  the  Office 
of  Civil  Defense  and  its  subordinate  ac- 
tivities as  a  "sensitive"  position; 

b.  Authorize,  in  case  of  an  emergency, 
the  appointment  of  a  person  lo  a  sensi- 
tive position  in  the  Office  of  Civil  De- 
fense and  its  subordinate  activities  for  a 
limited  period  of  time  for  whom  a  full 
field  investigation  or  other  appropriate 
investigation,  including  the  National 
Agency  Check,  has  not  been  completed; 
and 

c.  Authorize  the  suspension,  but  not 
the  termination,  of  the  services  of  an 
employee  in  the  interest  of  national  se- 
curity in  positions  within  the  Office  of 
Civil  Defense  and  Its  subordinate  activi- 
ties. 

7.  Clear  civil  defense  personnel  and 
such  other  individuals  as  may  be  appro- 
priate for  access  to  classified  Defense 
material  and  information  in  accordance 
with  the  provisions  of  DoD  Directive 
5210.8,  dated  June  29, 1955  (as  amended) , 
"Policy  on  Investigation  and  Clearance 
of  Department  of  Defense  Personnel  for 
Access  to  Classified  Defense  Informa- 
tion" and  of  Executive  Order  10501, 
dated  November  5,  1953,  as  amended. 

8.  Act  as  agent  for  the  collection  and 
payment  of  employment  taxes  Imposed 
by  Chester  21  of  the  Internal  Revenue 
Code  of  1954  and.  as  such  agent,  make 
all  determinatipns  and  certifications  re- 
quired or  provided  for  under  section  3122 
of  the  Internal  Revenue  Code  of  1954 
and  sections  205  (p)  (1)  and  (2)  of  the 
Social  Security  Act,  as  amended  (42 
U.S.C.  405(p)  (1)  and  (2))  with  respect 
to  employees  of  the  Office  of  Civil  De- 
fense and  its  subordinate  activities. 

9.  Authorize  and  approve  overtime 
work  for  civilian  officers  and  employees 
of  the  Office  of  Civil  Defense  and  its  sub- 
ordinate activities  in  accordance  with 
the  provisions  of  S  25.221  of  the  Federal 
Employee  Pay  Regulations. 

10.  Authorize  and  approve: 

a.  Travel  for  civilian  officers  and  em- 
ployees in  cormection  ^with  civil  defense 
activities  in  accordance  with  the  Stand- 
ardized Government  Travel  Regulations, 
as  amended  (BOB  Circular  A-7, 
Revised) ; 

b.  Tonporary  duty  travel  only  for  mil- 
itary personnel  assigned  or  detailed  to 
the  Office  of  Civil  Defense  or  its  subordi- 
nate activities  in  accordance  with  Joint 
Travel  Regulations  for  the  Uniformed 
Services,  dated  April  1, 1951.  as  amended; 

c.  Invitational  travel  to  persons  serv- 
ing without  compensation  whose  con- 
sultive.  advisory,  or  other  highly  q;>ecial- 
ized  technical  services  are  required  in  a 
capacity  that  is  directly  related  toor  in 
cormection  with  civil  defense  activities, 
piu-suant  to  Uie  provlslpns  of  section  S 
of  the  Administrative  Expenses  A<4  of 
1946.  as  amended  (5  U.S.C.  73b-2). 

11.  Approve  the  expenditure  of  funds 
available  for  travel  by  military  personnd 
assigned  or  detailed  to  the  Office  of  Civil 
Defense  or  its  subordinate  activities  for 
expenses  Incident  to  attendance  at  meet- 
ings of  technical,  scientific,  professional 
or  other  similar  organizations  in  such 
instances  where  the  approval  of  the  Sec- 
retary of  Defense  or  his  designee  Ls  re- 
quired by  law  (5  UJ5.C.  174a).  This 
authority  cannot  be  redelegated. 
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12.  Develop,  establish,  and  maintain 
an  active  and  continuing  Records  Man- 
agement Program  for  the  OfBce  of  Civil 
Defense  and  Its  subordinate  activities, 
pursuant  to  the  provisions  of  section  506 
(b>  of  the  Federal  Records  Act  of  1950 
<44  VS.C.  39«<b) ). 

13.  Establish  and  use  Imprest  Funds 
for  making  small  purchases  of  material 
and  services  other  than  personal  for  the 
Office  of  Civil  Defense  and  its  subordi- 
nate activities  when  it  is  determined 
more  advantageous  and  consistent  with 
the  best  interests  of  the  Government,  in 
accordance  with  the  provisions  of  DoD 
Instruction  7280.1  and  the  Joint  Regu- 
lation of  the  General  Services  Adminis- 
tration—Treasury Department— General 
Accounting  Oflttce.  entitled  For  Small 
Purchases   Utilizing   Imprest   Funds" 

14.  Authorize  the  publication  of  ad- 
vertisements, notices,  or  proposals  in 
newspapers,  magazines,  or  other  public 
periodicals  as  required  for  the  effective 
administration  and  operation  of  the  Of- 
fice of  Civil  Defense  and  its  subordinate 
activities  (44  use.  324). 

15.  a.  Establish  and  maintain  appro- 
priate Property  Accounts  for  civil  de- 
fense property,  equipment  and  supplies 
for  which  the  Assistant  Secretary  of  De- 
fense (Civil  Defense)  is  assigned 
responsibility. 

b.  Appoint  Boards  of  Survey,  approve 
reports  of  survey,  relieve  personal  liabil- 
ity, and  drop  accountability  for  civil  de- 
fense property  contained  in  the  author- 
iaed  Property  Accounts  that  has  been 
lost,  damaged,  stolen,  destroyed,  or 
otherwise  rendered  unserviceable,  in  ac- 
cordance with  applicable  laws  and 
regrilatlons. 

16.  Promulgate  the  necessary  security 
regulations  for  the  protection  of  property 
and  places  under  the  jurisdiction  of  the 
Assistant  Secretary  of  Defense  (Civil  De- 
fense), pursuant  to  paragraphs  m.  A. 
and  V.  B.  of  DoD  Directive  5200.8.  dated 
August  20.  1954.  and  section  403(a)  of 
the  PWeral  Civil  Defense  Act  of  1950. 
as  amended  (50  US.C.  App.  2255(a) ). 

17.  Establish  and  maintain,  for  as- 
signed civil  defense  fvmctions.  an  appro- 
priate publications  system  for  the  pro- 
mulgation of  regulations,  instructions, 
and  reference  documents,  and  changes 
thereto,  pursuant  to  the  policies  and  pro- 
cedures prescribed  in  DoD  Directive 
5025.1.  dated  March  7,   1961. 

18.  Enter  into  contracts  for  supplies, 
equipment  and  services  for  civil  defense 
purposes  and,  subject  to  the  limitation 
contained  In  secUon  2311,  Chapter  137. 
Title  10  U.S.C.,  to  make  the  necessary 
determinations  and  findings  required  un- 
der that  chapter.  To  the  maximum 
practicable  extant,  procurement  of  sup- 
plies and  equipment  will  be  accMnplished 
through  established  military  procure- 
ment agencies. 

19.  Enter  into  support  and  service 
agreements  with  the  military  depart- 
ments, other  DoD  agencies,  or  other  Gov- 
ernment agencies  as  required  for  the 
effective  performance  of  assigned  civil 
defense  responsibilities  and  f\mctlons. 

20.  Exercise  the  authority  delegated 
to  the  Secretary  of  Defense  by  the  Ad- 
ministrator of  the  General  Services  Ad- 
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ministration  with  respect  to  the  disposal 
of  surplus  civil  defense  personal  property. 

21.  Purchase  bonds  to  cover  civil  of- 
ficers and  employees  and  military  per- 
sonnel of  the  Office  of  Civil  Defense  and 
its  subordinate  activities,  in  accordance 
with  Public  Law  323.  84th  Congress,  <6 
use.  14  >  and  regulations  of  the  Depart  - 
ment  of  the  Treasury  •  31  CFR  Part  226  • 

The  above-delegated  authorities  are  in 
addition  to  those  contained  in  DoD  Di- 
rective 51401.  dated  August  31.  1961, 
Executive  Order  10952,  dated  July  20. 
1961.  and  the  Federal  Civil  Defense  Act 
of  1950.  as  amended 

The  As.sistant  Secretary  of  Defense 
•  Civil  Defense*  may  redelegate  these 
authorities,  as  appropriate,  and  in  writ- 
ing, except  as  otherwise  specifically  in- 
dicated above  or  as  otherwi.se  provided 
by  law  or  regulation 

This  delegation  of  authorities  is  ef- 
fective immediately 

Secretary  of  Defense  memorandum. 
Interim  Delegation  of  Administrative 
Authorities  for  Civil  Defense  Functions," 
July  31,  1961  <26  F.R  7840'.  and  Deputy 
Secretary  of  Defense  memorandum. 
Delegation  of  Administrative  Authori- 
ties for  Civil  Defense  Functions,"  Sep- 
tember 2,  1961  '26  FR  8604 ' .  arc  super- 
seded by  this  delegation  of  authority 

Maurice  W  Rocmb.       t 
Administrative  Secretary. 
Offiveol  the  Secretary  of  Defense 

(FR      Doc     62    1015;     Filed.    Jan      30      1962; 
8  48  a  m  I 


DEPARTMENT  OF  HEALTH.  EDU- 
CATION, AND  WELFARE 

Food   and   Drug   Administration 
N  -BENZYLADENINE 

Notice  of  Extension   of  Permit  for 
Temporary  Use 

Notice  is  given  that  the  Commissioner 
of  Food  and  Drugs,  pursuant  to  the  pro- 
visions of  the  Federal  Food,  Drug,  and 
Cosmetic  Act  (sec.  408"j>.  68  Stat.  516: 
21  US.C.  346(a)).  and  in  accordance 
with  authority  delegated  to  him  by  the 
Secretary  of  Health.  Education,  and 
Welfare  (25  F.R.  8625  •.  has  at  the  re- 
quest of  the  Shell  Chemical  Company,  a 
Division  of  Shell  Oil  Company.  110  West 
51st  Street.  New  York  20.  New  York,  is- 
sued a  temporary  tolerance  of  1  part  per 
million  for  residues  of  N*-benzyladenine 
as  a  result  of  application  just  before  or 
just  after  harvest  on  broccoli,  brusscls 
sprouts,  cabbage,  cauliflower,  celery, 
endive  (escarole),  kale,  lettuce  (includ- 
ing head,  leaf,  and  romaine  > ,  mustard 
greens,  parsley,  spinach,  and  turnip 
greens.  Included  in  the  conditions  of 
granting  the  temporary  tolerance  are: 

1.  The  total  amount  of  pure  N"-ben- 
zyladenine  to  be  used  under  the^  experi- 
mental permit  will  not  exceed  5  pounds. 

2.  The  pesticide  will  not  be  marketed 
for  general  sale,  but  will  be  supplied  to 
qualified  persons  as  permitted  in  the  ex- 
perimental permit  issued  by  the  VS. 
Department  of  Agriculture  for  bona  fide 
experimental  use. 


This  temporary  tolerance  expires  De- 
cember 31.  1962. 

Dated:  January  25,  1962. 

Gio.  P.  Lamuck. 
Comruissioner  of  Food  and  Drugs. 

IFR     I>><-     6'J   1021:    Plied,    Jan     30,    1962; 
8  49  a  m  I 

DEPARTMENT  OF  AGRICULTURE 

Office   of  the   Secretary 

NORTH    DAKOTA 

Designation  of  Areos  for  Emergency 
Loans 

For  the  purpose  of  making  emergency 
loans  pursuant  to  section  321(a)  of  Pub- 
lic Law  87-128  (7  US.C.  1961)  it  has 
been  determined  that  In  Cass  County. 
North  Dakota,  natural  disasters  have 
caused  a  need  for  agricultural  credit  not 
readily  available  from  commercial  banks, 
cooperative  lending  agencies,  or  other 
responsible  sources. 

Pursuant  to  the  authority  set  forth 
above,  emergency  loans  will  not  be  made 
in  the  above-named  county  after  June 
30.  1962,  except  to  applicants  who  pre- 
viously received  emergency  or  sjjecial 
livestock  loan  assistance  and  who  can 
qualify  under  established  policies  and 
procedures. 

Done  at  Washington.  DC  ,  this  25th 
day  of  January  1962 

Orville  L    Freeman. 

Secretary. 

[PR     I>.c     62   1005:     Piled      Jan     30.    1962: 
8  47  am  | 


ATOMIC  ENERGY  COMMISSION 

I  Docket  No  Byproduct*  30-131 

INTERSTATE  INSPECTION.   INC. 

Notice  of  HecKing 

Interstate  Inspection.  Inc..  4001  North 
Westmoreland.  Dallas.  Tex.,  hereinafter 
referred  to  as  the  applicant,  filed  with  the 
Commission  an  application  and  an 
amendment  thereto,  received  by  the 
Commission  on  June  16. 1961  and  October 
10,  1961,  respectively,  for  an  AEC  by- 
product material  license  to  conduct 
radiographic  inspection  operations  utiliz- 
infj  Cobalt  60  and  Iridium  192. 

On  December  12.  1961  the  Director. 
Division  of  Licensing  and  Regulation  is- 
sued a  Notice  of  Denial  of  Application 
for  Byproduct  Material  License,  herein- 
after referred  to  as  the  Notice  of  Denial, 
informing  the  applicant  that  its  applica- 
tion for  a  byproduct  material  license  was 
denied.  The  Notice  of  Denial  was  based 
upon  investigations  conducted  during  the 
period  of  November  20.  1961  through 
November  28,  1961.  and  alleged  that  the 
applicant  had  willfully  and  knowingly 
violated  the  Atomic  Energy  Act  of  1954, 
as  amended,  and  S  30.3  of  the  Commis- 
sions  regulations  (10  CFR  Part  30)  in 
that  the  applicant,  on  thirty-two  occa- 
sions during  October  and  November  1961, 
received,  possessed  and  used  a  byproduct 
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Wednesday,  January  31,  1962 

material  sealed  source  originally  con- 
taining approximately  1.925  curies  of 
Iridium  192  for  which  it  was  not  licensed 
by  the  Commission.  The  Notice  of  De- 
nial provided  that  pursuant  to  the  Com- 
missions  "Rules  of  Practice",  10  CPR 
Part  2,  the  applicant  might  file  a  request 
for  a  formal  hearing  in  the  matter  within 
thirty  days  following  its  receipt  thereof. 
The  Notice  of  Denial  was  received  by 
the  applicant  on  December  14. 1961.  On 
January  13,  1962.  the  applicant,  through 
its  attorney,  filed  a  timely  request  for  a 
hearing  in  the  matter. 

Pursuant  to  the  Atomic  Energy  Act  of 
1954.  as  amended,  and  the  Commission's 
regulations  contained  in  Parts  2  and  30, 
Title  10.  Code  of  Federal  Regulations, 
notice  Is  hereby  given  that  a  hearing  will 
be  held  on  March  14.  1962,  in  a  court- 
room to  be  assigned  in  the  Federal  Court- 
house. Dallas,  Texas,  at  10:X)0  ajn.,  be- 
f  or  a  Presiding  Officer  to  be  assigned  by 
a  subsequent  order  of  the  Chief  Hearing 
Examiner  to  consider  the  following  is- 
sues: 

1.  Whether  Interstate  Inspection.  Inc., 
its  officers,  directors,  stockholders,  or  em- 
ployees violated  the  Atomic  Energy  Act 
of  1954.  as  amended,  and  §  30.3  of  the 
Commissions  regulations  (10  CFR  Part 
30)  as  set  forth  in  the  Notice  of  Denial 
of  Application  for  Byproduct  Material 
License  issued  hereby,  by  the  Director, 
Division  of  Licensing  and  Regulation,  on 
December  12. 1961;  and 

2.  Whether,  in  view  of  the  evidence 
adduced  pursuant  to  issue  No.  1  above. 
the  Issuance  of  a  byproduct  material 
license  as  requested  in  the  e4>plication 
filed  by  Interstate  Inspection,  Inc.,  would 
be  inimical  to  the  health  and  safety  of 
the  public. 

Answer  to  this  notice  shall  be  served 
and  filed  by  the  applicant  pursuant  to 
§  2.736  of  the  Commission's  "Rules  of 
Practice",  10  CFR  Part  2.'  on  or  before 
February  21.  1962. 

Any  person  desiring  to  intervene  in  this 
matter  shall  not  later  than  March  1, 
1962.  file  a  petition  for  leave  to  intervene 
pursuant  to  S  2.705  of  the  Commission's 
Rules  of  Practice".  10  CFR  Part  2.  de- 
scribing how  his  interest  may  be  affected 
by  the  AEC's  action  in  this  matter  and 
the  position  he  is  taking  therein.  Service 
of  copies  of  the  petition  shall  be  made 
upon  each  party  to  the  proceeding.  The 
staff  or  applicant  upon  notice  and  mo- 
tion filed  within  ten  days  of  receipt  of 
such  petition,  and  other  parties  by  leave, 
may  contest  the  right  of  any  petitioner 
to  intervene.  Petitions  for  leave  to  in- 
tervene shall  be  filed  by  mailing  or  tele- 
firaphing  a  copy  to  the  Public  Filings  and 
Proceedings  Branch.  Office  of  the  Secre- 
tary. Atomic  Energy  Commission,  Wash- 
ington 25.  DC.  or  by  delivery  of  a  copy 
in  person  to  the  Office  of  the  Secretary, 
Germantown.  Md..  or  the  AEC  Public 
Document  Room.  1717  H  Street  NW., 
Washington.  D.C. 

Pursuant  to  5  2.731  of  the  "Rules  of 
Practices".  10  CFR  Part  2.  with  the 
consent  of  the  presiding  officer,  limited 
appearances  may  be  entered  without  re- 
quest for  or  grant  of  permission  to  inter- 
vene by  persons  who  are  not  parties  to 
the  hearing.  With  the  consent  of  the 
presidmg  officer  and  on  due  notice  to  the 
No.  21 s 
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IMurties.  such  persons  may  jsxaSud  oral  yt 
writteif  itateme nta  of  their  positions  on 
the  issues  involyed  in  the  proceeding  but 
nuiy  not  otherwise  participate  in  the 
hearing. 

Dated  at  Germantown,  Md.,  this  22d 
day  of  January  1962. 

For  the  Atomic  Energy  Commission. 

ROBUT  LOWKNSTEnr, 

Director,  Division  of 
Licensing  and  Regulation. 

[Til.    Doc.    62-083;    FUed,    Jan.    30,    1962; 
8:46  ajn.] 

Cmi  AERONAUTICS  BOARD 

[Doek«t  10758.  etc.] 

SOUTHWESTERN  AREA  LOCAL 
SERVICE  CASE 

Netica  of  Oral  Argument 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Federal  Aviation  Act 
of  195S,  As  amended,  that  oral  argument 
in  the  above-entitled  proceeding  is  as- 
sigiled  to  be  heard  on  February  28, 1962 
at  10  ajn.,  CAt,  in  Room  1027,  Univer- 
sal Bulldiiig,  Connecticut  and  Florida 
Avenues  NW.,  Washington,  D.C,  before 
the  Board. 

Dated  at  Washington,  DC,  Janu- 
ary 26.  1962. 

[seal]  Francis  W.  Brown, 

Chief  Examiner. 

[FJl.    Doc.    62-1030:     Piled.    Jan.    30.    1962; 
8:50  a.m.] 


{Docket  11879.  Agreement  C.A.B.   14827,  R-71. 
R-72;  Order  No.  £-17949) 

TRAFFIC  CONFERENCE  1,  INTERNA- 
TIONAL AIR  TRANSPORT  ASSOCIA- 
TION 

Spadllc  Commodity  Rates 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  offlce  in  Washington,  D.C, 
on  the  23d  di^  of  January  1962. 

There  has  been  filed  with  the  Board, 
pursuant  to  section  412(a)  of  the  Fed- 
eral Aviation  Act  of  1958  (the  Act)  and 
Part  261  of  the  Board's  Economic  Regu- 
lations, an  agreement  between  various 
air  carriers,  foreign  air  carriers,  and 
otlier  carriers,  embodied  in  the  resolu- 
tions of  Traffic  Conference  1  of  the  In- 
ternational Air  Transport  Association 
(lATA),  and  adopted  pursuant  to  the 
provisions  of  Resolution  590 — Com- 
modity Rates  Board. 

The  agreement,  adopted  pursuant  to 
unprotected  notices  to  the  carriers  and 
promulgated  in  lATA  Memorsuida 
TCI/Rates  1318  and  TCI/Hates  1321,  re- 
vises the  listing  of  commodities  under 
Item  100  so  as  to  provide,  in  general. 
coverage  of  a  wider  range  of  articles.  It 
also  names  an  additional  rate  under 
Item  0006,  as  follows:  20  cents  per  kilo- 
gram, minimum  w^ght  500  kilograms, 
from  San  Juan  to  Port  of  Spain. 

The  Board,  acting  pursuant  to  sec- 
Uons  102,  204(a),  and  412  of  the  Act. 
does  not  find  the  siiliject  agreement  to  be 
adverse  to  the  public  interest  or  in  viola- 
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tion  of  the  Act,  provided  that  approval 
thereof   is   conditioned   as   hereinafter 
ordered: 
Accordingly,  it  is  qrdered: 

1.  That  Agreonent  CAJB.  14827.  R-71 
and  R-72.  which  incorporates  LATA 
Memoranda  TCI/Rates  1318  and  TCI/ 
Rates  1321,  is  approved,  provided  that 
such  approval  shall  not  constitute  ap- 
proval of  any  specific  commodity  descrip- 
tion contained  therein  for  purposes  of 
tariff  publication. 

2.  That  any  air  carrier  party  to  the 
agreement,  or  any  interested  person, 
may,  within  15  days  from  the  date  of 
service,  submit  statements  in  writing, 
contaiiiing  reasons  deemed  i4>propriate 
together  with  supporting  data,  in  sup- 
port of  or  in  opposition  to  the  Board's 
action  herein.  An  original  and  nineteen 
copies  of  the  statements  should  be  filed 
with  the  Board's  Docket  Section.  Tlie 
Board  may.  upon  consideration  of  any 
such  statements  filed,  modify  or  rescind 
its  action  herein  by  subsequent  order. 

This  order  will  be  published  in  the 
Federal  Register. 

By  the  Civil  Aeronautics  Board. 

[seal]  Harold  R.  SANDSsusoir. 

Secretary. 

[PJl.    Doc.    62-1031;    Piled,    Jan.    30,    1962; 

8:51  a.m.] 

FEDERAL  COMMUNICATIONS 
COMMISSION 

[  Docket  Nos.  14425-14443:  FCC  62U-114] 

SAUL  M.  MILLER  ET  AL. 
Order  Amending  Issues 

In  re  applications  of  Saul  M.  Miller. 
Kutztown.  Pennsylvania.  Docket  No. 
14425.  Pile  No.  BP-13844;  Charles  Slia- 
piro,  Maple  Shade,  New  Jersey,  Docket 
No.  14432.  FUe  No.  BP-14389;  Radio 
Haddonfield.  Inc..  Haddmifleld,  New 
Jersey,  Docket  No.  14435,  File  No.  BF- 
14821;  et  al..  Docket  Nos.  14426,  14427. 
14428.  14429,  14430.  14431,  14433,  14434. 
14436,  14437.  14438.  14439,  14440,  14441, 
14442;  for  construction  permits. 

The  Acting  Chief  Hearing  Examiner 
having  under  consideration  motion  filed 
January  9.  1962  by  Radio  Haddonfield. 
Inc.,  to  enlarge  the  issues  respecting  the 
application  of  Charles  Shapiro  and 
Broadcast  Bureau's  response  to  motion 
to  enlarge  issues  filed  January  22,  1962; 

It  appearing  that  said  motion  requests 
an  additional  Issue  to  determine  the 
availability  of  the  transmitter  site  pro- 
posed in  the  application  of  Charles 
Shapiro; 

It  further  appearing,  that  the  peti- 
tion has  been  timely  filed:  petitioner  has 
pleaded  sufficient  allegations,  which  are 
not  disputed,  to  warrant  the  enlarge- 
ment of  the  issues  in  this  proceeding  as 
requested  and  there  is  no  opposition 
thereto; 

Accordingly,  it  is  ordered.  This  23d  day 
of  January  1962,  that  the  petition  of 
Radio  Haddonfield.  Inc..  for  the  enlarge- 
ment of  issues  in  this  proceeding  is 
granted  and :  It  is  further  ordered.  That 
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the  Issues  herein  are  ezUarged  by  the 
inclusion  of  the  following  issue:  To  de- 
termine whether  the  applicant.  Charles 
Shapiro,  will  have  available  the  trans- 
mitter site  proposed  in  his  application. 

Released:  January  24.  1962. 

Federal  ComirnicATioNS 

COlOflSSION. 

[sEALl         Ben    p.    Waple. 

Acting  Secretary. 

|FR     Doc     62-1027:    Piled.    Jan     30.     1962; 
8:50  ami 


FEDERAL  POWER  COMMISSION 

(Docket  No.  G-2214| 

CITIES  SERVICE  GAS  CO. 

Nofictt  of  Application  for  Amend- 
ment of  Certificate  Authorization 

January  23.  1962 
Take  notice  that  on  October  10.  1961. 
Cities  Service  Gas  Company  ( Applicant) . 
First  National  Bank  Building.  Oklahoma 
City.  Oklahoma,  filed  an  application  to 
amend  the  Commission's  order  of  Sep- 
tember 25,  1953.  in  Docket  No.  G-2214. 
Issuing  a  certificate  of  public  convenience 
and  necessity  authorizing  Applicant  to 
construct  and  operate  certain  facilities 
in  Cherokee  County.  Kansas,  and  in  Jas- 
per Coupty.  Missouri,  in  order  to  sell  and 
deliver  natural  gas.  on  an  interruptible 
basis,  to  the  Missouri  Farmers'  Associa- 
tion, Inc..  now  Farmers  Chemical  Com- 
pany (Farmers) ,  to  be  utilized  by  Farm- 
ers at  its  fertilizer  plant  near  Empire 
City,  Kansas.  The  subject  order  lim- 
ited deliveries  of  natural  gas  to  182.077 
Mcf '  aimually. 

Applicant  states  that  it  has  been  ad- 
vised by  Farmers  that  the  latter  intends 
to  expand  its  Empire  City  plant  and  will 
require  338,154  Mcf '  of  natural  gas  an- 
nually. Therefore,  Applicant  requests 
in  the  subject  application  that  the  order 
of  September  25,  1953,  be  amended  by 
deleting  the  volume  limitation  therein  to 
allow  Applicant  to  deliver  the  required 
increased  volumes  of  gas. 

Applicant  states  that  no  additional  fa- 
cilities will  be  required  to  make  the  in- 
creased deliveries. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis- 
sion. Washington  25,  D.C.,  in  accordance 
with  the  rules  of  practice  and  procedure 
(18  CFR  1.8  or  1.10)  on  or  before  Febru- 
ary 12,  1962. 

Joseph  H.  Outride, 

Secretary. 

\rR     Doc      62  987:     Filed.    Jan      30,     1962: 
8:45  am  | 


[Docket  No.  CP63-18«| 

NATURAL  GAS  STORAGE  COMPANY 
OF  ILLINOIS 

Netic*   of   Application    and    Dot*   of 
Hearing 

Jantjary  23,  1962. 
Take  notice  that  on  November  30. 1961, 
Natural  Gas  Storage  Company  of  lUi- 


NOTICES 

nois  (Applicant).  122  South  Michigan 
Avenue.  Chicago  3.  Illinois,  med  In 
Docket  No.  CP62-136  an  appUcaUon  pur- 
suant to  section  7(b)  of  the  Natural  Gas 
Act  for  permission  and  approval  to  aban- 
don storage  service  for  three  of  Its  exist- 
ing customers,  all  as  more  fully  set  forth 
in  the  application  which  is  on  file  with 
the  Commission  and  open  to  public  in- 
spection. 

Pursuant  to  certificates  of  public  con- 
venience and  necessity.  Applicant  trans- 
ports and  stores  during  off-peak  periods 
natural  gas  owned  by  customers  of  Nat- 
ural Gas  Pipeline  Company  of  America 
'  Natural  >  for  delivery  to  those  customers 
during  days  of  peak  requirements. 
Three  of  said  customers.  Citizens  Gas 
Company;  City  of  Nashville.  Illinois; 
and  United  Gas  Company  will  receive  in- 
creased quantities  of  gas  from  Natural 
pursuant  to  new  executed  service  agree- 
ments. The  application  states  that  due 
to  the  increased  contract  quantities 
which  will  be  received  from  Natural  by 
said  customers  it  will  no  longer  be  neces- 
sary to  use  the  aforesaid  storage  services 
of  Applicant. 

This  matter  is  one  that  should  be  dis- 
posed of  as  promptly  as  possible  under 
the  applicable  rules  and  regulations  and 
to  that  end : 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject  to 
the  jurisdiction  conferred  upon  the  Fed- 
eral Power  Commission  by  sections  7  and 
15  of  the  Natural  Gas  Act,  and  the  Com- 
missions  rules  of  practice  and  procedure, 
a  hearing  will  be  held  on  February  21. 
1962,  at  9  30  a.m..  est,,  in  a  Hearing 
Room  of  the  Federal  Power  Commission. 
441  G  Street  NW  .  Washington.  DC. 
concerning  the  matters  involved  in  and 
the  issues  presented  by  such  application: 
Provided,  however.  That  the  Commission 
may,  after  a  noncontested  hearing,  dis- 
pose of  the  proceedings  pursuant  to  the 
provisions  of  §  1.30ic»  <1'  or  (2»  of  the 
Commissions  rules  of  practice  and  pro- 
cedure Under  the  procedure  herein  pro- 
vided for.  unless  otherwise  advised,  it 
win  be  urmecessary  for  Applicant  to  ap- 
peal- or  be  represented  at  the  hearing. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Com- 
mission. Washington  25.  DC,  in  accord- 
ance with  the  rules  of  practice  and  pro- 
cedure tl8  CFR  1.8  or  1  10»  on  or  before 
February  12.  1962.  Failure  of  any  party 
to  appear  at  and  participate  in  the  hear- 
ing shall  be  construed  as  waiver  of  and 
concurrence  in  omission  herein  of  the 
intermediate  decision  procedure  in  cases 
where  a  request  therefor  is  made. 

Joseph  H  Outride, 
Secretary 

[FR      Doc      62   988:      Filed      Jan      30.     1962; 
8 :  45  a  m  I 


15.  Ohio,  filed  in  Docket  No.  CP62-138  an 
application  pursuant  to  section  7<c'  of 
the  Natural  Gas  Act  for  a  certificate  of 
public  convenience  and  necessity  author- 
izing the  construction  and  operation  of 
miscellaneous  pipeline  replacement  and 
loop  facilities  during  the  calendar  year 
1962  at  a  total  cost  not  to  exceed 
$2,000,000.  with  no  single  project  to  ex- 
ceed a  cost  of  $500,000.  all  as  more  fully 
set  forth  in  the  application  which  is  on 
file  with  the  Commission  and  open  to 
public  inspection. 

The  purpose  of  this  '  budget- type  "  ap- 
plication Is  to  allow  Applicant  to  act 
with  reasonable  dispatch  In  scheduling 
and  undertaking  construction  of  minor 
facilities  at  various  locations  on  Its 
transmission  system.  Applicant  states 
that  the  subject  application  Is  not  for 
authorization  for  any  Individual  facility 
for  the  specific  purpose  of  extending 
.service  to  new  market  areas,  communi- 
ties, main-line  industrial  customers,  or 
for  underground  storage. 

The  proposed  facilities  would  be  fi- 
nanced by  the  Columbia  Gas  System. 
Inc  .  Applicant's  parent. 

This  matter  is  one  that  should  be  dis- 
posed of  as  promptly  as  possible  under 
the  applicable  rules  and  regulations  and 
to  that  end : 

Take  further  notice  that,  pursuant  to 
the  authority  contained  In  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natural  Gas  Act,  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  on  Febru- 
ary 21.  1962.  at  9:30  ajn.,  e.s.t..  in  a 
Hearing  Room  of  the  Federal  Power 
Commission.  441  G  Street  NW..  Wash- 
ington. DC  concerning  the  matters  In- 
volved in  and  the  Issues  presented  by 
such  application:  Provided,  however. 
That  the  Commission  may.  after  a  non- 
contested  hearing,  dispose  of  the  pro- 
ceedings pursuant  to  the  provisions  of 
S  1.30" CI  <lt  or  (2>  of  the  Commissions 
rules  of  practice  and  procedure.  Under 
the  procedure  herein  provided  for.  unless 
otherwise  advised,  it  will  be  unnecessary 
for  Applicant  to  appear  or  be  repre- 
sented at  the  hearing. 

Protests  or  petitions  to  Intervene  may 
be  filed  with  the  Federal  Power  Commis- 
sion. Washington  25.  DC,  In  accordance 
with  the  rules  of  practice  and  procedure 
(18  CFR  1.8  or  1.10)  on  or  before  Feb- 
ruary 12.  1962.  Failure  of  any  party  to 
appear  at  and  participate  In  the  hearing 
shall  be  construed  as  waiver  of  and  con- 
currence in  omission  herein  of  the  Inter- 
mediate decision  procedure  In  ca.ses 
where  a  request  therefor  Is  made. 

Joseph  H.  Outride, 

Secretary. 

[PR      D<io      r,2  989:     Filed,     Jan      30.     1962; 
8.45  a.m. I 
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(Docket  No  CP62-138I 

OHIO  FUEL  GAS  CO. 

Notice   of   Applicotion    and    Date    of 
Hearing 

January  24.  1962 
Take  notice  that  on  December  1.  1961. 
The  Ohio  Fuel  Gas  Company    (Appli- 
cant) ,  99  North  Front  Street.  Columbus 


I  Docket  No  CP6a-61 

TEXAS  EASTERN  TRANSMISSION 
CORP.  AND  TEXAS  GAS  TRANS- 
MISSION CORP. 

Notice  of  Postponement  of  Hearing 

JANITAEY    24,    1962.    . 

By  order  is.sued  December  14, 1961,  the 
Commission  remanded  to  the  Presiding 
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Examiner  the  above-designated  proceed- 
ing and  fixed  a  hearing  thereon  to  com- 
mence on  February  7, 1962. 

Take  notice  that  the  hearing  now 
scheduled  for  February  7,  1962  la  hereby 
postponed  to  February  27.  1962,  at 
10:00  a.m.,  In  a  hearing  room  of  the 
Federal  Power  Commission.  441  O  Street 
NW..  Washington.  D.C. 

Joseph  H.  Outridge, 
Secretary. 

[FR     Doc.    62-990:     Piled,    Jan.    30.    1962; 
8:45  ajn.l 

I 

(Project  No.  1971] 

IDAHO  I 

Partial  Vacation  of  Withdrawal  Under 
Section  24  of  the  Federal  Power  Act 

January  24,  1962. 

On  September  19,  1960.  the  Com- 
mission gave  notice  of  the  reservation  of 
approximately  2,030  acres  Of  United 
States  land  to  be  occupied  by  Idaho 
Power  Company's  Boise -Brady  No.  2 
transmission  line  as  part  of  Project  No. 
1971,  based  upon  project  maps  Exhibits 
J  and  K  filed  by  the  licensee  on  July  8. 
1960. 

On  October  30,  1961,  the  licensee  filed 
revised  maps,  Exhibit  J  sheets  1  and  2. 
and  Exhibit  K  sheet  4  (FPC  No.  1971- 
192,  -193,  and  -194,  respectively),  show- 
ing the  "as  built"  transmission  line  lo- 
cation, which  revised  maps  supersede 
the  corresponding  map  sheets  filed  July 
8,  1960. 

A  comparison  of  the  revised  mi4}s  with 
those  previously  submitted  shows  that 
Lot  2.  Section  30.  T.  5  S..  R.  13  E.,  B.M. 
Idaho,  previously  reserved.  Is  no  longer 
affected  by  the  line. 

The  Commission  finds:  The  existing 
power  withdrawal  under  section  24  of 
the  Federal  Power  Act.  Insofar  as  it  per- 
tains to  the  afore-mentioned  Lot  2  in 
connection  with  Project  No.  1971.  serves 
no  useful  purpose  and  vacation  of  the 
withdrawal,  insofar  as  It  pertains  to  Lot 
2,  is  In  the  public  Interest. 

The  Commission  orders:  The  existing 
power  withdrawal  under  section  24  of 
the  Federal  Power  Act  pertaining  to  Lot 
2.  Section  30,  T.  5  S.,  R.  13  E..  B.  M. 
Idaho,  in  connection  with  Project  No. 
1971  is  vacated. 

By  the  Commission.  j 

Joseph  H.  Gutride, 

Secretary- 

|FR.    Doc.    C2  991:     Filed.    Jan.    30,     1963; 
8:45  am  I  i 


FEDERAL  RESERVE  SYSTEM 

CITIZENS  CENTRAL  BANK 
Order  Approving  Merger  of  Banks 

In  the  matter  of  the  application  of  Tbe 
Citizens  Central  Bank.  Arcade.  New 
York,  for  approval  of  merger  with  Bank 
of  Delevan.  Delevan,  New  York. 

There  has  come  before  the  Board  of 
Governors,  pursuant  to  section  18(c)  of 
the  Federal  Deposit  Insurance  Act  (13 
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TJB.C.  1828(c)),  an  application  by  The 
CiUzent  CeDtral  Bank.  Arcade.  New 
Tmrk.  for  the  Board's  prior  approval  of 
the  moger  of  the  Bank  of  Delevan. 
Ddevan,  New  York,  with  and  into  The 
Citiaens  Central  Bank  imder  the  charter 
and  Utie  of  the  latter. 

Notice  of  proposed  merger,  in  form  ap- 
proved by  the  Board  of  Governors,  has 
been  pubUshld,  and  the  reports  on  the 
competitive  factors  involved  in  the  pro- 
posed transaction  have  been  furnished 
1^  the  Comptroller  of  the  Currency,  the 
Federal  Deposit  Insurance  Corporation. 
<tnd  the  Department  of  Justice,  pursuant 
to  the  provisions  of  section  18(c)  pre- 
scribing ten  calendar  days  as  the  period 
for  such  notice  and  the  furnishing  of 
such  reiwrts  when  an  emergency  exists 
requiring  expeditious  action.  The  re- 
ports so  furnished  to  the  Board  have 
been  considered  by  it. 

It  i*  ordered.  For  the  reasons  set  forth 
in' the  Board's  Statement*  of  this  date, 
that  said  merger  be  and  hereby  is  ap- 
proved, provided  that  said  merger  shall 
be  consumated  not  later  than  three 
months  after  the  date  of  this  Order. 

Dated  at  Washington.  DC,  this  24th 
day  of  January  1962. 

By  order  of  the  Board  of  Governors. 

[SEAL]  Merritt  Sherman, 

Secretary. 

(Fit.    Doc.    62-993;     Filed.    Jan.    30,    1962; 
8:45  a.m.] 


COLUMBUS  JUNCTION  STATE  BANK 

Order  Approving  Acquisition  of  Bank 
Assets 

In  the  matter  of  the  application  of 
Columbus  Junction  State  Bank.  Colum- 
bus Junction,  Iowa,  for  approval  of  ac- 
quisition of  assets  of  The  Louisa  County 
National  Bank  of  Columbus  Junction. 
Iowa. 

There  has  come  before  the  Board  of 
Govenv>rs.  pursuant  to  Section  18(c)  of 
the  Federal  Deposit  Insurance  Act  (12 
U.S.C.  1828(c)).  an  application  by  Co- 
lumhas  Junction  State  Bank.  Columbus 
Junction.  Iowa,  for  the  Board's  prior  ap- 
proval of  the  acquisition  by  Columbus 
Junction  State  Bcuik  of  the  assets  of 
The  Louisa  County  National  Bank  of 
Columbus  Junction,  Iowa,  and  the  as- 
sumption of  the  liabilities  of  the  latter 
Bank. 

Pursuant  to  said  section  18(c),  notice 
of  the  proposed  acquisition  of  assets  and 
assumption  of  liabilities,  in  form  ap- 
proved by  the  Board  of  Governors,  has 
been  published  and  reports  on  the  com- 
petitive factors  involved  in  the  proposed 
transaction  have  been  furnished  by  the 
Comptroller  of  the  Currency,  the  Federal 
D^XMit  Insurance  Corporation,  and  the 
Department  of  Justice  and  have  been 
considered  by  the  Board. 


*FUed  u  part  of  the  original  document. 
Ooplw  avallaM*  upon  request  to  tlie  Bocutl 
at  Oovaniara  of  tb»  Federal  Reserve  System, 
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serve Bank  of  New  York. 
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It  is  ordered.  For  the  reasons  set  forth 
in  the  Board's  Statement '  of  this  date. 
that  said  application  be  and  hereby  is 
granted,  and  the  proposed  acquisitkm  of 
assets  and  assumption  of  liabilities  be 
and  hereby  are  aiHiroved,  provided  that 
said  acquisition  and  assimiption  shall  not 
be  consummated  (a)  sooner  than  seven 
calendar  days  after  the  date  of  this  Or- 
der or  (b)  later  than  three  months  after 
said  date. 

Dated  at  Washington,  D.C,  this  24th 
day  of  January  1962. 

Biy  order  of  the  Board  of  Governors. 

[SEAL]  Merritt  Sherman, 

Secretary. 

[PR.    Doc.    62-093;     Filed,    Jan.    80,    1962; 
8:45  ajn.] 

INTERSTATE  COMMERCE 
COMMISSION 

[NoUce  195] 

MOTOR  CARRIER  ALTERNATE  ROUTE 
DEVIATION  NOTICES 

Jakdast  26,  1982. 

The  following  letter-notices  of  pro-, 
posals  to  operate  over  deviation  routes 
for  operating  convenience  only  with  serv- 
ice at  no  intermediate  points  have  been 
filed  with  the  Interstate  Commerce  Com- 
mission, under  the  Commission's  devi-  * 
ation  rules  revised.  1957  (49  CFR  211.1 
(c)  (8) )  and  notice  thereof  to  all  inter- 
ested persons  is  hereby  given  as  provided 
in  such  rules  (49  CFR  211.1(d)  (4)). 

Protests  against  the  use  of  any  pro- 
posed deviation  route  herein  described 
may  be  filed  with  the  Interstate  Com- 
merce Commission  in  the  manner  and 
form  provided  in  such  rules  (49  CFR 
211.1(e) )  at  any  time  but  will  not  oper- 
ate to  stay  commencement  of  the  pro- 
posed operations  unless  filed  within  30 
days  from  the  date  of  publication. 

Successively  filed  letter-notices  of  the 
same  carrier  under  the  Commission's 
deviation  rules  revised.  1957,  will  be 
numbered  consecutively  for  c<nivenience 
in  identification  and  protests  if  any 
should  refer  to  such  letter-notices  by 
number. 

Motor  Carriers  or  Propkrtt 

No.  MC  629  (Deviation  No.  5) .  HEUd'S 
EXPRESS.  INC..  P.O.  Box  268.  Pitts- 
burgh. Pa.,  filed  January  18.  1962.  At- 
torney Samuel  P.  Dellsl,  1515  Park 
Building,  Pittsburgh  22.  Pa.  Carrier 
proposes  to  operate  as  a  common  carrier, 
by  motor  vehicle,  of  general  commodi- 
ties, with  certahi  exceptions,  over  a  de- 
viation route  as  follows:  From  Hart- 
ford. Conn.,  over  Interstate  Highway  91 
to  Springfield.  Mass..  and  return  over 
the  same  route,  for  operating  con- 
venience only,  serving  no  intermediate 
points.  The  notice  indicates  that  the 
carrier  is  presently  authorised  to  trans- 
port the  same  commodities  over  a  perti- 


>FUed  as  part  of  the  original  document. 
Copies  avaUable  upon  request  «}  the  Board 
of  Oovernors  of  the  Federal  Reserve  Syston. 
Washington  25.  D.C.  or  to  the  Federal  Re- 
serve   Bank   of    Chicago. 
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nent  service  route  aa  follows:  Prom 
Hartford  over  U.S.  Highway  5  to  Spring- 
field, and  return  over  the  same  route. 

No  MC  9942  (Deviation  No.  5>.  HALL 
FREIGHT  LINES.  INC..  12-18  College 
Street.  DanvUle.  111.,  filed  January  19. 
1962.  Carrier  proposes  to  operate  as  a 
common  carrier,  by  motor  vehicle,  of 
general  commodities,  with  certain  ex- 
ceptions, over  a  deviation  route  as  fol- 
lows: From  the  Junction  of  Interstate 
Highway  74  and  U.S.  Highway  150  at 
East  Peoria.  111.,  over  Interstate  Highway 
74  to  junction  U.S.  Highway  150  at 
Morton.  111.,  and  return  over  the  same 
route,  for  operating  convenience  only. 
serving  no  intermediate  points.  The 
notice  Indicates  that  the  carrier  is  pres- 
ently authorized  to  transport  the  same 
commodities  over  a  pertinent  service 
route  as  follows:  Prom  East  Peoria  over 
U.S.  Highway  150  to  Morton,  and  return 
over  the  same  route. 

No  MC  9942  (Deviation  No.  6i .  HALL 
FREIOHT  LINES.  INC..  12-18  College 
Street,  Danville.  111.,  filed  January  19. 
1962.  Carrier  proposes  to  operate  as  a 
common  carrier,  by  motor  vehicle,  of 
general  commodities,  with  certain  ex- 
ce^ons.  over  a  deviation  route  as  fol- 
lows- From  the  Junction  of  Interstate 
Highway  74  and  U.S.  Highway  136.  at 
Llzton.  Ind..  over  Interstate  Highway  74 
to  Junction  U.S.  Highway  136.  west  of 
Speedway.  Ind..  and  return  over  the  same 
route,  for  operating  convenience  only, 
serving  no  Intermediate  points.  The 
notice  Indicates  that  the  carrier  Is  pres- 
ently authorized  to  transport  the  same 
commodities  over  a  pertinent  service 
route  as  follows:  Prom  Lizton  over  US. 
Highway  136  to  Speedway,  and  return 
over  the  same  route. 

No.  MC  9942  (Deviation  No.  7) ,  HALL 
FREIOHT  LINES.  Inc..  12-18  College 
Street.  DanvUle.  111.,  filed  January  19, 
1962.  Carrier  proposes  to  operate  as  a 
common  carrier,  by  motor  vehicle,  of 
general  commodities,  with  certain  ex- 
ceptions, over  a  deviation  route  as  fol- 
lows: From  the  Junction  of  Interstate 
Highway  74  and  US.  Highway  136.  east 
of  Danville.  lU..  over  Interstate  Highway 
74  to  Junction  U.S.  Highway  136.  west  of 
Veedersburg.  Ind..  and  return  over  the 
same  route,  for  operating  convenience 
only,  serving  no  intermediate  points. 
The  notice  indicates  that  the  carrier  is 
presently  authorized  to  transport  the 
same  commodities  over  a  pertinent  serv- 
ice route  as  follows:  Prom  Danville,  over 
U.S.  Highway  136  to  Veedersburg.  and 
return  over  the  same  route. 

No.  MC  17778  (Deviation  No.  3 ) ,  YALE 
TRANSPORT  CORP..  460  12th  Avenue. 
New  York  18.  N.Y..  filed  January  18. 1962. 
Carrier  proposes  to  operate  as  a  common 
carrier,  by  motor  vehicle,  of  general  com- 
modities, with  certain  exceptions,  over  a 
deviation  route  as  follows:  Prom  the 
junction  of  US.  Highway  3  and  Inter- 
state Highway  495  (formerjy  Massachu- 
setts Highway  110)  at  Lowell,  Mass., 
south  of  North  Chelmsford.  Mass.,  over 
Interstate  highway  495,  via  Clinton, 
Mass,  to  Junction  U.S.  Highway  20,  at  or 
near  Worcester,  Mass..  and  return  over 
the  same  route,  for  operating  convenience 
only,  serving  no  Intermediate  points. 
The  notice  Indicates  that  the  carrier  is 
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presently  authorized  to  transport  the 
same  commodities  over  pertinent  service 
routes  as  foMows:  From  New  York.  NY., 
over  U.S.  Highway  1  to  New  Haven. 
Conn  .  thence  over  U.S.  Highway  5  to 
Springfield.  Mass..  thence  over  U.S.  High- 
way 20  to  Boston.  Mass  :  from  Concord. 
N.H..  over  US  Highway  3  to  North 
Chelmsford,  thence  over  Massachusetts 
Highway  3 A.  via  Lowell  and  Billerica, 
Mass  .  to  junction  US  Highway  3.  thence 
over  U.S.  Highway  3  to  Boston.  Mass  ; 
and  from  Concord,  over  US  Highway  3 
to  Manchester.  N.H  .  thence  over  New 
Hampshire  Highway  28  to  the  New 
Hampshire -Massachusetts  State  line, 
thence  over  Massachusetts  Highway  28 
to  Boston,  and  return  over  the  same 
routes 

No  MC  52629  (Deviation  No  6'. 
HUBER  ti  HUBER  MOTOR  EXPRESS. 
INC..  970  South  Eighth  Street,  Louisville 
3.  Ky  .  filed  January  15.  1962.  Carrier 
proposes  to  operate  as  a  common  carrier. 
by  motor  vehicle,  of  general  commodities. 
with  certain  exceptions  over  a  deviation 
route  as  follows:  Prom  East  Peoria.  Ill . 
over  Interstate  Highway  74  to  junction 
U.S.  Highway  150  at  Morton.  111.,  and 
return  over  the  same  route,  for  operat- 
ing convenience  only,  serving  no  inter- 
mediate points.  The  notice  indicates 
that  the  carrier  is  presently  authorized 
to  transport  the  same  commodities  over 
pertinent  service  routes  as  follows  From 
Terre  Haute.  Ind..  over  US.  Highway  150 
to  junction  U.S.  Highway  36.  thence  over 
U.S.  Highway  36  to  I>ecatur,  111  .  thence 
over  Illinois  Highway  121  to  junction 
Illinois  Highway  9.  thence  over  Illinois 
Highway  9  to  Orchard  Mines.  Ill  .  thence 
over  U.S.  Highway  24  to  Peona.  Ill  ;  and 
from  Decatur.  111.,  over  the  route  spec- 
ified above  to  Peoria,  thence  over  Illinois 
Highway  121  to  Morton,  thence  over 
U.S.  Highway  150  to  Peona.  and  return 
over  the  same  routes. 

No  MC  73462  'Deviation  No  1'. 
CUNTON  TRANSPORTATION  CORP  . 
516  West  43d  Street.  New  York  18.  NY.. 
filed  January  18.  1962.  Attorney  Samuel 
P.  Delisi.  1515  Park  Building.  Pittsburgh 
22.  Pa  Carrier  proposes  to  operate  as  a-* 
common  carrier,  by  motor  vehicle,  of 
general  commodities,  with  certain  excep- 
tions, over  a  deviation  route  as  follows: 
Prom  New  Haven.  Conn.,  over  Connecti- 
cut Highway  15  and  Massachusetts  High- 
way 15  <  also  known  in  whole  or  In  part  as 
Interstate  Highway  84  or  the  Wilbur 
Cross  Parkway!  to  Sturbridge.  Mass, 
and  return  over  the  same  route  The 
notice  indicates  that  the  carrier  is  pres- 
ently authorized  to  transport  the  same 
commodities  over  a  pertinent  .service 
route  as  follows:  Prom  New  Haven,  over 
Connecticut  Highway  17  (formerly  Con- 
necticut Highway  15)  to  Middletown. 
Conn.,  thence  over  Connecticut  Highway 
9  to  Hartford,  Corm.,  thence  over  U.S. 
Highway  5  to  Springfield.  Mass.  (also 
from  Hartford  over  Alternate  U.S.  High- 
way 5  to  Springfield,  thence  over  US. 
Highway  20  to  Sturbridge.  and  return 
over  the  same  route ' . 

No.  MC  73462  (Deviation  No.  2> ,  CLIN- 
TON TRANSPORTATION  CORP..  516 
West  43d  Street,  New  York  18,  N.Y..  filed 
January  18,  1962.  Attorney  Samuel  P. 
Delisi.  1515  Park  Building,  Pittsburgh  22. 


Pa.  Carrier  proposes  to  operate  as  a 
common  carrier,  by  motor  vehicle,  of 
general  commodities,  with  certain  ex- 
ceptions, over  a  deviation  route  as  fol- 
lows: From  Hartford.  Conn.,  over  Inter- 
state Highway  91  to  Springfield.  Mass.. 
and  return  over  the  same  route,  for  op- 
erating convenience  only,  serving  no 
intermediate  points.  The  notice  indi- 
cates that  the  carrier  is  presently  au- 
thorized to  transport  the  same  commodi- 
ties over  a  pertinent  service  route  as 
follows:  Prom  Hartford  over  U.S.  High- 
way 5  to  SprinKfleld.  and  return  over  the 
same  route 

No  MC  75320  (DevlaUon  No.  12'. 
CAMPBELL  "66"  EXPRESS,  INC.,  PO 
Box  807,  Springfield.  Mo.,  filed  January 
19.  1962.  Carrier  proposes  to  operate  as 
a  common  carrier,  by  motor  vehicle,  of 
general  commodities,  with  certain  ex- 
ceptions, over  a  deviation  route  as  fol- 
lows Prom  St.  Louis.  Mo.,  over  IntersUte 
Highway"  55  to  Chicago.  111.,  and  return 
over  the  same  route,  for  operating  con- 
venience only,  serving  no  Intermediate 
ix)ints  The  notice  Indicates  that  the 
carrier  is  presently  authorized  to  trans- 
port the  same  commodities  over  a  per- 
tinent service  route  as  follows:  Prom 
Sprinf?fleld.  Mo  .  over  U.S.  Highway  66 
via  St.  Louis,  to  Gardner.  Hi.,  thence  over 
Alternate  US  Highway  66  to  Junction 
U  S  Highway  66.  thence  over  U.S.  High- 
way 66  to  Chicago,  and  return  over  the 
same  route 

No.  MC  109376  (Deviation  No.  1  > .  E.  R 
SKINNER  TRANSFER.  Reedsburg.  Wis  . 
filed  January  15.  1962.  Attorney  Claude 
J  Jasper.  Suite  301  Provident  Bulldlnp. 
Ill  South  Fairchlld  Street.  Madison  3. 
Wis  Carrier  proposes  to  operate  as  a 
common  carrier,  by  motor  vehicle,  of 
specified  commodilies.  over  a  deviation 
route  as  follows:  Prom  the  junctions  of 
IntersUte  Highway  90.,Wlsconsln  High- 
way 23.  US.  Highway  12.  and  Wisconsin 
Highway  33  over  IntersUte  Highway  90 
to  Chicago,  111 .  and  return  over  the  same 
route,  for  operating  convenience  only, 
.serving  no  intermediate  points.  The  no- 
tice Indicates  that  the  carrier  Is  pres- 
ently authorized  to  transport  the  same 
commodities  over  a  pertinent  service 
route  as  follows:  Prom  Reedsburg.  Wis  . 
over  Wisconsin  Highway  33  to  junction 
U.S.  Highway  12,  thence  over  US.  High- 
way 12  to  junction  Wisconsin  Highway 
89.  thence  over  Wisconsin  Highway  89 
to  junction  U.S.  Highway  14,  thence 
over  US  Highway  14  to  Chicago,  and 
return  over  the  same  route. 

Motor  Carribrs  of  Passengers 

No.  MC  1940  (Deviation  No.  9', 
TRAILWAYS  OP  NEW  ENGLAND,  INC  . 
400  Trailways  Building.  1200  Eye  Street 
NW.,  Washington  5.  D.C..  filed  January 
19.  1962.  Attorney  Charles  B.  Mclnni.«;. 
14th  and  K  Streets  NW..  Washington  5. 
DC.  Carrier  proposes  to  operate  as  a 
common  carrier,  by  motor  vehicle,  of 
passengers  and  their  baggage,  over  a 
deviation  route  as  follows:  Prom  the 
junction  of  U.S.  Highways  3  and  3A.  in 
Burlington,  Mass.,  over  U.S.  Highway  3 
(Lowell  Turnpike)  to  Junction  U.S. 
Highway  3A,  In  Tyngsborough.  Mass.. 
and  return  over  the  same  route,  for 
operating  convenience  only,  serving  no 
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intermediate  points.  The  notice  indi- 
cates that  the  carrier  is  presently  au- 
thorized to  transport  passengers  over 
pertinent  service  routes  as  follows:  From 
Boston,  Mass..  over  U.S.  Highway  3  to 
junction  Massachusetts  Highway  3A.  at 
Billerica.  Mass.,  thence  over  Massachu- 
-setts  Highway  3A.  via  Lowell.  Mass..  to 
junction  U.S.  Highway  3.  at  North 
Chelmsford,  Mass..  thence  over  U.S. 
HiRhway  3,  via  Hooksett,  N.H..  to  Con- 
cord, N.H.;  and  from  Hooksett,  N.H.. 
over  Hooksett  Village  Road  and  former 
Daniel  Webster  Highway,  via  Suncook, 
N.H..  to  Junction  U.S.  Highway  3,  thence 
over  U.S.  Highway  3  to  Concord,  and 
return  over  the  same  routes. 

By  the  Commission. 

IsEALl  Harold  D.  McCoy. 

Secretary. 

|FR     EKK     62-1012;     Filed.    Jan.    30.    1962; 
8:48  a.m. I 
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MOTOR  CARRIER  APPLICATIONS  AND 
CERTAIN  OTHER   PROCEEDINGS 

January  26.  1962. 

The  following  publications  are  gov- 
erned by  the  Interstate  Commerce  Com- 
mission's general  rules  of  practice  In- 
cluding special  rules  (49  CFR  1.24,1) 
governing  notice  of  filing  of  applications 
by  motor  carriers  of  property  or  passen- 
gers or  brokers  under  sections  206,  209, 
and  211  of  the  Interstate  Commerce  Act 
and  certain  other  proceedings  with  re- 
spect thereto. 

All  hearings  and  pre -hearing  confer- 
ences will  be  called  at  9:30  o'clock  a.m., 
United  States  standard  time  (or  9:30 
o'clock  a.m.,  local  daylight  saving  time, 
if  that  time  is  observed),  unless  other- 
wise specified. 

Applications  Assigned  for  Oral  Hearing 
OR  Pre-Hearinc  Conference 

motor  carriers  or  property 

No  MC  903  (Sub-No,  32),  filed  Sep- 
tember 22,  1961.  Applicant:  FALWELL 
FAST  FREIGHT.  INC..  P.O.  Box  937. 
R.F.D.  No.  2.  Lynchburg.  Va.  Appli- 
cant's attorney:  Harry  C.  Ames.  Jr., 
TransporUtion  Building,  Washington, 
DC.  Authority  sought tto  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Asptialt 
and  asphalt  products,  in  bulk,  in  tank 
vehicles,  from  Greensboro.  N.C.,  to 
points  In  Virginia,  West  Virginia,  and 
points  in  Kentucky  and  Tennessee,  on 
and  east  of  a^line  beginning  at  the  Ken- 
tucky-Ohio SUte  line,  and  extending  in 
a  southerly  direction  along  UJS.  Highway 
127  to  its  junction  with  U.S.  Highway  27. 
thence  along  U.S.  Highway  27  to  the 
Tennessee-Georgia  SUte  line. 

HEARING:  March  6,  1962.  at  the  US. 
Court  Rooms.  Uptown  Post  Office  Build- 
iiig.  Raleigh.  N.C..  before  Examiner  A, 
Lane  Cricher. 

No.  MC  1124  (Sub-No.  179) .  filed  No- 
vember 20.  1961.  Applicant:  HERRIN 
TRANSPORTATION  COMPANY,  a  cor- 
poration, 2301  McKinney  Avenue.  Hous- 
ton, Tex.  Applicant's  attorney:  Leroy 
Hallman,  First  National  Bank  Building. 
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Dallas.  Tex.  Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor  ve- 
hicle, over  regiJar  routes,  transporting: 
General  comnuklities,  including  Classes 
A  and  B  explosives  (except  those  of  un- 
usual value,  household  goods  as  defined 
by  the  Commission,  commodities  In  bulk, 
and  those  requiring  special  equipment) , 
serving  the  site  of  the  Manning,  Max- 
well, and  Moore  Company  plant  located 
near  Alpine  City,  La.,  on  U.S.  Highway 
71  approximately  twelve  (12)  miles 
northwest  of  Alexandria,  La.,  as  an  off- 
route  point  in  connection  with  author- 
ized regular  route  operations. 

HEARING:  March  21.  1962.  at  the 
Louisiana  Public  Service  Commission. 
Baton  Rouge,  La.,  before  Joint  Board 
No.  164,  or.  if  the  Joint  Board  waives  its 
right  to  participate,  before  Examiner 
Isadbre  Freidson. 

No.  MC  1872  (Sub-No.  54).  filed  No- 
vember 3,  1961.  Applicant:  ASH- 
WORTH  TRANSFER,  INC.,  1526  South 
Sixth  West  Street.  Salt  Lake  City  4, 
Utah.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Class  A 
and  Class  B  Explosives  and  Nitro-Carbo- 
Nitrate  between  Hercules.  Calif.,  and 
points  within  10  miles  thereof,  and  points 
in  Utah. 

Nors:  Applicant  Indicates  that  It  operates 
the  Trl-8tate  Rig  Company. 

HEARING:  March  5. 1962,  at  the  Utah 
Public  Service  Commission,  Salt  Lake 
City,  Utah,  before  Joint  Board  No.  30.  or. 
if  the  Joint  Board  waives  its  right  to  par- 
ticipate, before  Examiner  Charles  B. 
Heinemann. 

No.  MC  6945  (Sub-No.  29) .  filed  No- 
vember 8,  1961.  Applicant:  THE 
NA'nONAL  TRANSIT  CORPORATION, 
4401  Stecker  Avenue,  Dearborn,  Mich. 
Applicant's  attorney:  Thomas  I.  Wattles, 
Dime  Building,  Detroit  26.  Mich.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  regular 
routes,  transporting:  General  com- 
modities (except  those  of  unusual 
value,  livestock,  Classes  A  and  B 
explosives,  matches,  household  goods  as 
defined  by  the  Commission,  and  com- 
modities in  bulk  other  than  metal  scrap 
in  bulk),  between  Stratford.  Ohio,  and 
Columbus,  Ohio,  as  follows:  from  the 
intersection  of  Ohio  Highway  315  with 
U.S.  Highway  23  south  of  Stratford  in  a 
southerly  direction  over  Ohio  Highway 
315  to  its  Intersection  with  Ohio  High- 
way 161  immediately  north  of  Coliunbus, 
Ohio,  thence  over  said  Ohio  Highway  161 
to  its  Intersection  with  U.S.  Highway  23 
in  Columbus,  and  return  over  the  same 
route,  serving  all  intermediate  points. 

Men:  Applicant  states  It  Is  a  wholly  owned 
subsidiary  of  and  Is  under  common  control 
or  management  with  Merchants  FcM-wardlng 
Company,  a  Michigan  corporatlcm,  which  op- 
erates pxirsuanC  to  Certificate  No.  MC  6969. 

HEARING:  March  9,  1962,  at  the  New 
Post  Office  Building,  Columbus,  Ohio, 
before  Joint  Board  No.  117. 

No.  MC  11694  (Sub-No.  15).  filed  No- 
vember 14,  1961.  Applicant:  WILLIAM 
D.  BOTE;  WILLIAM  B.  BUIE,  ADMIN- 
ISTRATOR, 106  West  Calhoun  Street, 
Dillon,  S.C.  Applicant's  attorney:  L. 
Agnew    Myers,    Jr.,    Warner    Building. 
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Washington,  D.C.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Fresh  dressed  hog  carcasses  or 
packer  style  dressed  hogs,  hogs  edible  ' 
offal,  fresh  pork  cuts  and  fresh  veal. 
from  Wilmington,  N.C..  and  Greenwood, 
S.C,  to  points  in  Virginia.  District  of 
Columbia,  Maryland.  Delaware.  Pennsyl- 
vania, New  Jersey,  New  York,  Connec- 
ticut, and  Massachusetts. 

HEARING:  March  8,  1962,  at  the  U.S. 
Court  Rooms,  Columbia,  S.C,  before 
Examiner  A.  Lane  Cricher. 

No.  MC  17006  (Sub  No.  3) .  filed  March 
17,      1960.        Applicant:      CARDINALS 
TRUCKING  CORPORATION.  Mt.  Pleas- 
ant Avenue.  Whippany.  N.J.    Applicant's 
attorney:  Harris  J.  Klein,  280  Broadway, 
New  York  7,  N.Y.    Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: General  commodities  (except  those 
of  unusual  value.  Classes  A  and  B  ex- 
plosives,  rags,   skids,   paper  and  paper 
products,  machinery,  materials  and  sup- 
plies used  in  tl\e  manufacture  of  paper 
and   paper   products.  Household   Goods 
as  defined  in  Practices  of  Motor  Common 
Carriers  of  Household  Goods,  17  M.C.C. 
467.  commodities  in  bulk,  and  those  re- 
quiring   special    equipment),    between 
Baltimore,  Md.,  points  in  that  part  of 
Pennsylvania  on,  south  and  east  of  a 
line  beginning  at  the  Delaware  River  op- 
posite   Hancock.    N.Y..    and    extending 
along    Pennsylvania    Highway    570    to 
Thompson.  Pa.,  thence  along  Pennsyl- 
vania Highway  70  to  Carbondale,  Pa., 
thence  along  U.S.  Highway  6  to  Scran- 
ton,  Pa.,  thence  along  U.S.  Highway  11 
to    the    Pennsylvania-Maryland    Stete 
line;  and  those  in  that  part  of  Delaware 
on  and  North  of  U.S.  Highway  40;  points 
in  the  state  of  New  York  on,  south  and 
east  of  a  line  beginning  at  Granville. 
N.Y.,   and  extending   along   New   York 
Highway  149  to  Hartford.  NY.,  thence 
along  New  York  Highway  196  through 
South  Hartford  to  Hudson  Falls,  N.Y.. 
thence  along  New  York  Highway  32B  to 
Glen  Palls.  N.Y..  thence  along  U.S.  High- 
way 9  to  Saratoga  Springs.  N.Y..  thence 
along  New  York  Highway  50  to  Ballston 
Spa,  N.Y.,  thence  along  New  York  High- 
way 67  to  Amsterdam.  NY.,  thence  along 
New   York   Highway   5  to   Chitenango,- 
N.Y..  thence  along  New  York  Highway 
13   to   Horseheads.   N.Y..   thence  along 
New  York  Highway  14  to  the  New  York- 
Pennsylvanla  State  line,  those  In  that 
portion  of  New  Jersey  on.  north  and 
west  of  a  line  beginning  at  Rarltan  Bay. 
and  extending  along  the  north  bank  of 
Rarltan  River  to  New  Jersey  Highway  25 
and  thence  along  New  Jersey  Highway 
25  to  Camden,  N.J.,  on  the  one  hcmd.  and. 
on  the  other,  points  in  Massachusetts. 
Rhode  Island,  and  Connecticut. 

NOT«:  Applicant  Is  also  airthorlzed  to  con- 
duct operations  as  a  contract  carrier  In  Per- 
mit No.  MC  3582,  a  proceeding  has  been 
Instituted  under  secUon  212(c)  of  tht  Inter- 
state Commerce  Act  to  determine  whether 
applicant's  status  Is  that  of  a  contract  or 
common  carrier  In  No.  MC  3582  Sub  No.  2. 

HEARING:  March  12. 1962,  at  the  UJS. 
Army  Reserve  Building.  30  West  44th 
Street.  New  York.  N.Y.,  before  Examiner 
Edith  H.  Ck>ckrlll. 
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No.  MC  23939  (Sub-No.  114>.  filed 
September  1,  1961.  Applicant:  AS- 
BURY  TRANSPORTATION  CO..  a  cor- 
poration. 2222  East  38th  Street.  Los 
Angeles  58.  Calif.  Applicant's  attorney: 
E.  B.  Evans.  718  Symes  Building.  Denver 
2.  Colo.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle. 
over  irregular  routes,  transporting: 
Government -owned  or  shipper -owned 
tube  bank  trailers  and  recharger  trailers. 
loaded  or  empty,  between  SchllUng  Air 
Force  Base  near  Salina,  Kans..  and 
points  within  50  miles  thereof:  Topeka 
Air  Force  Base  near  Topeka.  Kans  ,  and 
points  within  50  miles  thereof:  Offut  Air 
Force  Base  near  Omaha.  Nebr..  and 
points  within  50  miles  thereof:  Lincoln 
Air  Force  Base  near  Lincoln,  Nebr..  and 
points  within  50  miles  thereof:  Altus  Air 
Force  Base  near  Altus.  Okla  .  and  points 
within  50  miles  thereof  :  Dj-ess  Air  Force 
Base  near  Abilene.  Tex.,  and  points 
within  50  miles  thereof;  and  Walker  Air 
Force  Base  near  Roswell.  N.  Mex  .  and 
points  within  50  miles  thereof. 

HEARING:  March  9.  1962.  at  the  Al- 
bany Hotel.  Denver.  Colo.,  before  Ex- 
aminer Charles  B.  Helnemann. 

No.  MC  29991  (Sub-No.  33 >.  filed  No- 
vember 29.  1961.  Applicant:  BRYAN 
TANK  LINES.  INC..  909  East  Fifth 
Street,  Cheyenne.  Wyo.  Applicants  at- 
torney: Robert  S.  Stauffer.  1510  East 
20th  Street.  Cheyeiftie.  Wyo.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes. 
transporting:  Crude  petroleum,  in  bulk, 
in  tank  vehicles,  from  points  in  Jackson 
County.  Colo.,  to  points  in  Wyoming. 

HEARING:  March  12.  1962.  at  the 
Albany  Hotel.  Denver.  Colo.,  before  Ex- 
aminer Charles  B.  Heinemann. 

No.  MC  30844  (Sub-No.  59).  filed  Jan- 
uary 25.  1962.  Applicant:  KROBLIN 
REFRIGERATED  XPRESS.  INC  .  P.p. 
Box  218,  Sumner.  Iowa.  Applicants  at- 
torneys: Stockton,  Linville.  Lewis,  and 
Mitchell,  The  1650  Grant  Street  Build- 
ing, Denver  3,  Colo.  Authority  sought 
to  operate  as  a  common  carrier,  by  mo- 
tor vehicle,  over  irregular  routes,  trans- 
porting: Frozen  foods,  and  prepared 
foods  and  foodstuffs,  frozen  and  un- 
frozen, dehydrated  potatoes,  and  po- 
tato products,  other  than  frozen;  from 
points  in  Utah.  Idaho,  Washington,  Ore- 
gon, and  California,  to  points  in  all 
states  east  of  the  eastern  boundaries  of 
Montana,  Wyoming,  Utah,  and  Arizona. 

HEARING:  February  5,  1962,  at  the 
Public  Utilities  Commission,  State  House. 
Boise,  Idaho,  before  Examiner  Donald 
R.  Sutherland. 

No.  MC  32474  (Sub-No.  28 >.  filed  Jan- 
uary 8,  1962.  Applicant:  KEESHIN 
TRANSPORT  SYSTEM.  INC.,  3131 
Douglas  Road,  Toledo  6,  Ohio.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  regular 
routes,  transporting:  General  commodi- 
ties (except  those  of  unusual  value. 
Classes  A  and  B  explosives,  household 
goods  as  defined  in  Practices  of  Motor 
Common  Carriers  of  Household  Goods  as 
defined  by  the  Commission,  commodities 
in  bulk,  commodities  requiring  special 
equipment,  and  those  Injurious  or  con- 
taminating to  other  lading) .  serving  Mil- 
ford.  111.,  as  an  off-route  point  in  con- 
nection  with   applicants  presently  au- 


NOTICES 

thonzed  operations  from  and  to  Chicago. 
111. 

NoTB-  Applicant  states  no  local  service  to 
be  performed  at  any  point  Intermediate  be- 
tween Mllford  and  CYilcago.  HI. 

HEARING:  March  16.  1962.  at  the 
Midland  Hotel.  Chicago.  Ill  .  before  Joint 
Board  No.  149. 

No  MC  40600  I  Sub-No.  5i.  filed  No- 
vember 7.  1961  Applicant;  THE  HATH- 
AWAY TRANSFER.  INCORPORATED. 
South  Belmont  Street.  Bcllaire.  Ohio 
Applicants  representative:  D.  L.  Ben- 
nett. 309  Methodist  Buildin?.  WhcelinR. 
W.  Va  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
regular  routes,  transporting  :  Meats  and 
packing-house  products,  and  such  com- 
modities as  are  dealt  in  by  packing- 
houses, when  moving  with  shipments  of 
meats  and  packing-house  products,  from 
Moundsvillc,  W.  Va  .  to  Bellairc.  Ohio; 
from  Moundsville  over  West  Virginia 
Highway  2  to  Sistersville.  W.  Va  .  thence 
in  reverse  direction  over  West  Virginia 
Highway  2  to  New  Martinsville.  W.  Va.. 
thence  over  bridge  over  the  Ohio  River 
to  Ohio  Highway  7.  thence  over  Ohio 
Highway  7  to  Bellalre.  serving  all  inter- 
mediate points  and  the  off-route  point 
of  Wood.sfield,  Ohio,  and  empty  contain- 
ers or  other  such  incidental  facilities. 
use(i  in  transporting  the  abovc-descnbcd 
commodities,  on  return 

Note:  Applicant  states  that  ser\  ice  lii- 
\olved  herein  Is  limited  to  distribution  from 
Bellalre.  Ohio  to  points  on  the  proposed 
route  In  conjunction  with  present  operating 
authority 

HEARING  March  7.  1962.  at  the  New 
Poi-t  Office  Building.  Columbu.s.  Ohio,  be- 
fore Joml  Board  No.  61 

No  MC  41635  (Sub-No  38'.  filed  No- 
vember 13.  1961  Applicant:  DEIALERS 
TRANSPORT  COMPANY,  a  corpora- 
tion. 1368  Riverside  Boulevard.  Mem- 
phis. Tcnn  Applicants  attorney : 
Charles  H  Hudson.  Jr  .  407  Broadway 
National  Bank  Buildin  :.  Nashville.  Tenn 
Authority  sought  to  operate  as  a  com- 
mon earner,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Automo- 
biles, trucks  and  chassis,  in  secondary 
movements,  in  truckav, ay  and  driveaway 
service,  from  points  in  Caddo  and  Bos- 
sier Parishes.  La.  to  Anderson.  Angelina. 
Bowie,  Camp.  Cass.  Cherokee.  Delta. 
Franklin.  Gregg.  Hardin.  Harrison.  Hen- 
derson. Hopkins.  Flouston.  Jasper.  La- 
mar. Marion.  Morris.  Nacogdoches. 
Newton.  Orange,  Panola.  Polk.  Rams. 
Red  River.  Rusk.  Sabine.  San  Augu.stme, 
Shelby.  Smith.  Titus.  Trinity.  Tyler.  Up- 
shur. Van  Zandt.  and  Wood  Counties. 
Tex 

HEARING  March  20.  1962.  at  the 
Louisiana  Public  Service  Commission. 
Baton  Rouge.  La  .  before  Joint  Board 
No.  32.  or.  if  the  Joint  Board  waives  its 
right  to  participate,  before  Examiner 
Isadore  Freidson. 

No  MC  44639  <  Sub-No  13  > ,  filed  Octo- 
ber 23.  1961.  Applicant:  SAM  MAITA. 
IRVING  LEVIN,  AND  ABE  LEVIN,  a 
partnership,  doing  business  as  L.  L  M 
EXPRESS  CO..  220  Ridge  Road.  Lynd- 
hurst.  N  J.  Applicants  attorney:  Her- 
man B  J  Wecksteln.  1060  Broad  Street. 
Newark    2.    N.J.     Authority    sought    to 


operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Wearing  apparel  and  materials  and 
supplies  used  in  the  manufacture  of 
wearing  apparel,  between  New  York, 
NY.,  and  points  in  Bergen,  Essex,  and 
Hudson  Counties,  N.J.,  on  the  one  hand, 
and,  on  the  other,  points  in  Delaware  and 
Maryland  which  are  located  within  the 
Delaware-Maryland  Peninsula,  south  of 
US.  Highway  40  (not  including  any 
points  located  on  said  U.S.  Highway 
40' 

HEARING:  March  8,  1962,  at  the  US 
Army  Reserve  Building,  30  West  44th 
Street,  New  York,  NY.,  before  Examiner 
Edith  H.  Cockrill. 

No.  MC  46280  'Sub-No.  43',  filed 
November  24,  1961.  Applicant:  DAR- 
LING FREIGHT.  INC..  4000  Division 
Avenue  S  .  Grand  Rapids,  Mich.  Appii- 
cants  attorney:  Rex  Eames.  1800  Buhl 
Building.  Detroit  26,  Mich.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  Irregular  routes, 
tian.'^porting:  General  connnodities  (ex- 
cept those  of  unusual  value.  Classes  A 
and  B  explosives,  household  goods  as  de- 
fined in  Practices  of  Motor  Common 
Carriers  of  Household  Goods.  17  MC  C 
467.  commodities  in  bulk,  and  those  re- 
quiring special  equipment) .  ta)  Between 
Detroit.  Mich  .  and  Evart.  Mich.,  and  (b) 
between  Reed  City.  Mich.,  and  Evart. 
Mich. 

HEARING:  March  19.  1962.  at  the 
Federal  Building.  Lansing.  Mich.,  before 
Joint  Board  No.  76. 

No  MC  48479  (Sub-No.  15),  filed  No- 
vember 15,  1961.  Applicant:  FRIGID- 
WAYS.  INC  .  P.O.  Box  2387,  529  East 
Brooks  Road,  Memphis,  Tenn.  Appli- 
cants attorney:  Frank  B.  Hand,  Jr., 
Transportation  Building.  Washington  6. 
DC.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Bananas. 
from  New  Orleans.  La.,  and  Mobile,  Ala  , 
to  points  in  North  Dakota.  South  Dakota. 
Nebraska,  Kansas,  Minnesota,  Iowa. 
Missouri,  Wisconsin,  Illinois,  Indiana, 
and  Michigan. 

HEARING:  March  12.  1962.  at  the 
Federal  Office  Building,  600  South  Street. 
New  Orleans,  La  ,  l)efore  Examiner 
I.<;adore  Freidson. 

No  MC  50069  (Sub-No.  251  >,  filed 
December  28,  1961.  Applicant:  RE- 
FINERS TRANSPORT  L  TERMINAL 
CORPORATION,  2111  Woodward  Avo- 
nut>.  Detroit  1,  Mich.  Authority  sought 
to  operate  as  a  common  carrier,  by 
motor  vehicle,  over  irregular  route.<;. 
trairsporting:  Liguid  chemicals,  from  St 
I.OUIS.  Mich  ,  and  points  within  five  '5' 
miles  thereof  to  points  in  Connecticut. 
Illinois.  Indiana,  Missouri,  Ohio.  Now 
York.  Pennsylvania,  and  Texas. 

HEARING:  March  5.  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mi.'^sion.  Washington.  DC  .  before  Ex- 
aminer Harold  P.  Boss. 

No  MC  50069  (Sub-No.  252'.  filed 
Januarv  22.  1962.  Applicant:  RE- 
FINERS TRANSPORT  &  TERMINAL 
CORPORATION.  2111  Woodward  Ave- 
nue. Detroit  1,  Mich  Authority  sought 
to  operate  as  a  common  carrier,  by 
motor  vehicle,  over  Irregular  routes, 
transporting;   Chemicals,   in   bulk   from 
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Cleveland.  Ohio,  to  points  in  Illinois. 
Indiana,  Minnesota.  Wisconsin,  and  St. 
Louis.  Mo. 

HEARING:  February  20.  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington.  D.C..  before  Ex- 
aminer Reece  Harrison. 

No.  MC  52669  (Sub-No.  6) .  filed  Octo- 
ber 25.  1961.  Applicant:  CARGOGARE 
IRANSPORTATION  COMPANY.  IN- 
CORPORATED, 522  Nance  Street,  Rocky 
Mount.  N.C.  Applicant's  attorney:  Mil- 
ton P.  Fields.  P.O.  Box  725.  Rocky  Mount. 
N.C.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting :  Materials, 
supplies  or  equip/ment,  used  in  handling, 
marketing,  packing,  prizing,  redrying. 
shipping  or  storing  of  manufactured 
tobacco,  between  points  in  North  Caro- 
lina, and  points  in  Kentucky,  Virginia, 
Tennessee,  and  Maryland. 

HEARING:  March  7,  1962.  at  the  U.S. 
Court  Rooms.  Uptown  Post  Office  Build- 
ing.. Raleigh,  N.C,  before  Examiner  A. 
Lane  Crlcher. 

No.  MC  56082  (Sub-No.  40).  filed  De- 
cember 15,  1961.  Applicant:  DAVIS  It 
RANDALL.  INC.,  Chautauqua  Road, 
Fiedonia.  N.Y.  Applicant's  attorney: 
Kenneth  T.  Johnson.  Bank  of  Jamestown 
Building,  Jamestown,  N.Y.  Authority 
sought  to  operate  as  a  common  cdrrier, 
by  motor  vehicle,  over  Irregular  routes. 
transporting:  Malt  beverages  and  ad- 
vertising materials,  from  Dunkirk  and 
Buffalo,  NY.,  and  Ports  of  Entry  on  the 
International  Boundary  line  between  the 
United  States  and  Canada  located  at 
Buffalo  and  Niagara  Falls,  N.Y..  to  points 
in  New  York,  Ohio,  Michigan,  Indiana, 
Illinois.  Wisconsin.  Kentucky,  and  Penn- 
sylvania, and  empty  malt  beverage  con- 
tainers, on  return. 

HEARING:  March  29.  1982.  at  the 
Hotel  Buffalo.  Washington  and  Swan 
Streets.  Buffalo,  N.Y..  before  Examiner 
William  E.  Messer. 

No  MC  59240  (Sub-No.  2).  filed  Janr 
uary  7. 1962.  AppUcant:  KNUTE  BERG. 
doing  business  as  BERG'S  TRANSFER, 
Dallas.  Wis.  Applicant's  representative : 
A.  R.  Fowler.  2288  University  Avenue.  St. 
Paul  14.  Minn.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Animal  and  poultry  feed  and  feed 
ingredients,  in  bulk,  from  Minneapolis 
and  St.  Paul,  Minn.,  to  Dallas,  Wis.,  and 
points  within  twelve  (12)  miles  thereof. 
HEARING:  March  27,  1962,  in  Room 
393,  Federal  Building  and  U,S.  Court 
House,  110  South  Fourth  Street,  Min- 
neapolis, Minn.,  before  Joint  Board  No. 
142. 

No.  MC  59909  (Sub-No.  4»,  filed  Jan- 
uary 8,  1962.  Applicant:  THE  JACOBS 
TRANSFER  COMPANY.  INC..  61  Pierce 
Street  NE.,  Washington.  D.C.  Appli- 
cants attorney:  Francis  W.  Mclnerny. 
1000  16th  Street  NW..  Washington  6. 
DC  Authority  sought  to  operate  as  a 
cotninon  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  General 
commodities  (except  those  of  imusual 
value.  Classes  A  and  B  explosives,  house- 
hold goods  as  defined  by  the  Commission 
in  17  MCC  467,  commodities  in  bulk,  and 
those  requiring  special  equipment),  (1) 
from    Washington.    DC.    to   points    in 
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Maryland,  Delaware,  and  Virginia  east 
of  the  Chesapeake  Bay  and  south  of  the 
ChesapeiUce  and  Delaware  Canal,  (2) 
from  AnnapoUs,  Md.,  to  Washington. 
D.C.  points  in  Delaware  east  of  the 
Chesapeake  Bay  and  south  of  the  Chesa- 
peake and  Delaware  Canal  and  points 
In  Accomac,  Northampton,  Fauquier, 
Spotsylvania.  Stafford,  Fairfax,  Prince 
William,  and  Loudon  Counties,  Va.,  and 
(3)  returned  or  undelivered  shipments  of 
the  commodities  specified  above,  from 
the  destination  points  to  origin  points 
as  shown  in  (1)  and  (2)  'above.  RE- 
STRICTION: The  authority  requested 
above  shall  be  limited  to  transportation 
of  shipments  moving  from,  to,  or  between 
warehouses,  retail  outlets,  or  other  es- 
tablishments or  business  houses  engaged 
in  the  sale  of  general  merchandize. 

Non:  Applicant  states  "Jacobs  Transfer 
of  Baltimore  and  Powell  Transportation  are 
under  common  control  of  Henry  L.  Grubbs, 
Jr.,  as  Lb  applicant". 

HEARING:  March  9,  1962.  at  the  Of- 
fices of  the  Interstate  Commerce  Com- 
mission. Washington,  D.C,  before  Ex- 
aminer James  H.  Gaffney. 

No.  MC  64112  (Sub-No.  12 ) .  filed  Janu- 
ary 3,  1962.     AppUcant:  NORTHEAST- 
ERN TRIJ^KING  COMPANY,  a  corpora- 
tion.   2508    Starita    Street,    Charlotte, 
N.C     Applicant's   attorney:    Frank   B. 
Hand,     Jr.,    Transportation     Building, 
Washington  6,  D.C.    Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Paper,  paper  products,  pulpboard, 
pulp  products.  u)Ood^  pulp,  and  waste  pa- 
per and  pulpboard,  from  Acme,  N.C.  to 
Baltimore,  Md,.  Bridgeton,  N.J.,  points 
in  Virginia  on  and  east  of  U.S.  Highwav 
15  (except  those  in  Accomac  and  North- 
ampton Counties) ,  and  points  in  Penn- 
sylvania on  and  east  of  a  line  extending 
from  the  Maryland-Pennsylvania  State 
line  along  U.S.  Highway   111  to  York. 
Pa.,  and  on  and  south  of  a  line  extend- 
ing from  York  along  U.S.  Highway  30  to 
junction  U.S.  Highway  202,  and  thence 
along  US.   Highway  202  through  New 
Hope,    Pa.,    to    the    Pennsylvania-New 
Jersey  State  line,  and  to  Rahway  and 
Newark.    N.J.,    and    New    York,    NY.; 
points  in  that  part  of.  Connecticut  south 
of  a  line  extending  from  New  Haven.  In 
a  northwesterly  direction  through  An- 
sonia.  Sandy  Hook,  and  Brookfleld.  to 
the  Connecticut-New  York  State  line; 
points  in  that  part  of  New  York  south 
of  U.S.  Highway  202  and  west  of  New 
York  Highway   112  extending  between 
Patchogue,  and  Port  Jefferson,  Long  Is- 
land,  N.Y.    (not   including   New    York. 
N.Y.) ;    and    points    in    that    part    of 
New  Jersey  and  Pennsylvania  bounded 
by  a  line  beginning  at  the  New  Jersey- 
New    York    State    line    and    extending 
along  U.S.  Highway  202  to  junction  U.S. 
Highway  46,  thence  along  U.S.  Highway 
46  to  Junction  U.S.  Highway  206,  thence 
along  U.S.  Highway  206  to  Trenton.  N.J.. 
thence  along  U.S.  Highway  1  to  Philadel- 
phia, Pa.,  thence  to  Camden.  N.J..  thence 
along  the  east  bank  of  the  Delaware 
River  to  Penns  Grove,  N.J..  thence  along 
U.S.  Highway  130  to  junction  Alternate 
U.S.   Highway   130   to  Paulsboro.  N.J.. 
thence  in  an  easterly  direction  to  Clem- 
enton,  N.J.,  thence  In  a  northeasterly 
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direction  through  Mount  Holly,  and 
Freehold,  N.J.,  to  the  Atlantic  Ocean. 
thence  along  the  east  bay  and  river 
shores  of  New  Jersey  to  the  New  Jersey- 
New  York  State  line,  and  thence  along 
the  New  Jersey -New  York  State  line  to 
point  of  beginning,  including  points  on 
the  indicated  portions  of  the  highways 
specified. 

Note:  Applicant  states  It  Is  presently 
transporting  shipments  of  the  named  com- 
modities which  originate  In  Acme,  N.C.  and 
are  received  at  Payettevllle.  N.C.  from  an- 
other motor  carrier.  The  purpose  of  this 
application  Is  to  permit  applicant  to  pick  up 
these  shipments  direct  In  Acme,  N.C,  and 
transport  them  to  the  above  territory  In  a 
single  line  service  and  thus  eliminate  the 
Interchange   at  FayettevlUe,   N.C 

HEARING:  March  6,  1962,  at  the  Of- 
fices of  the  Interstate  Commerce  Com- 
mission, Washington,  D.C,  before 
Examiner  James  I.  Carr. 

No.  MC  64932  (Sub-No.  304),  filed 
December  4, 1961.  Applicant:  ROGERS 
CARTAGE  CO.,  a  corporation,  1934 
South  Wentworth  Street,  Chicago,  111. 
Applicant's  attorney:  David  Axelrod,  39 
South  La  Salle  Street,  Chicago  3,  111. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Sulphur, 
molten,  in  bulk,  in  tank  vehicles,  from 
Marseilles,  111.,  and  points  within  five 
(5)  miles  thereof,  to  points  in  Indiana. 

HEARING:  March  15,  1962,  at  the 
Midland  Hotel,  Chicago,  111.,  before 
Joint  Board  No.  21. 

No.  MC  64994  (Sub-No.  35) .  filed  • 
November  24,  1961.  Applicant:  HEN- 
NIS  FREIGHT  LINES,  INC.,  P.O.  Box 
612,  Wlnston-Salem,  N.C.  Applicant's 
representative:  Prank  C  Philips,  P.O. 
Box  612.  Wlnston-Salem.  N.C  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  Irregular 
routes.  transp>orting :  General  commodi- 
ties ( except  those  of  unusual  value. 
Classes  A  and  B  explosives,  household 
goods  as  defined  by  the  Commission, 
commodities  in  bulk,  commodities  re- 
quiring special  equipment,  and  those 
injurious  or  contaminating  to  other 
lading),  between  Alliance,  Ohio,  and 
Shenandoah,  Va. 

Note:  Applicant  states  that  the  purj>ose 
of  this  operation  Is  to  eliminate  a  gateway 
at  Greensboro.  N.C.  and  refers  to  applica- 
tion of  8.  H.  Mitchell,  Its  controlling  stock- 
holder. Involving  common  control  over  M  *  M 
Tank  Lines.  Inc.  (Docket  MC  123067  Sub- 
No.  8t. 

HEARING:  March  7.  1962.  at  the  New 
Post  Office  Building.  Columbus,  Ohio, 
before  Joint  Board  No.  312. 

No.  MC  69492  (Sub-No.  19)  (REPUB- 
LICATION), filed  November  16,  1959, 
published  Federal  Registeb,  issue  of 
February  10.  1960.  Applicant:  HENRY 
EDWARDS,  doing  business  as  HENRY 
EDWARDS  TRUCKING  COMPANY. 
P.O.  Box  97.  Clinton.  Ky.  Applicant's 
attorney:  Walter  Harwood.  Nashville 
Trust  Building.  Nashville,  Tenn.  The 
subject  application  as  originally  filed  and 
published  In  the  Federal  Register.  Issue 
of  February  10.  1960,  sought  authority 
as  a  common  carrier,  by  motor  vehicle, 
over  a  regular  route,  transporting :  Malt 
beverages,  from  Union  City.  Tenn.,  to 
Jackson,  Tenn..  from  Union  City  over 
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VS.   Highway   45-W   to   junction   US. 
Highway  45  approximately  six  (6>  miles 
southeast  ot  Humboldt,  Tenn..   thence 
over  UJ3.  Highway  45  to  Jackson,  and 
empty   containers  or  other   such   incl- 
denUl    facilities   used   in    transporting 
malt  beverages  on  return,  over  the  same 
route,  serving   no   intermediate   points. 
A  Report  of  the  Commission,  division  1, 
on  further  consideration,  finds  that  the 
present  and  future  public  convenience 
and  necessity  require  operation  by  appli- 
cant, in  interstate  or  foreign  commerce, 
as  a  common  carrier,  by  motor  vehicle. 
over  regular  routes,  of  malt  beverages . 
from  BeUeville.  111.,  to  Jackson,  Tenn  .  as 
follows:    Prom    Belleville    over    Illinois 
Highway    159   to   Red   Bud.  111.,   thence 
over  Illinois  Highway  3  to  junction  US. 
Highway  51  at  or  near  Future  City,  111  . 
thence  over  U.S.  Highway  51  to  Pulton. 
Ky.,  thence  over  U.S.  Highway  45W  to 
Union  City,  thence  over  US.  Highway 
45W  to  junction  US.  Highway  45E  at 
or    near   Fairview,   Tenn ,    and    thence 
over  U.S.  Highway  45  to  Jackson:  and 
from   Union    City,   Tenn..    to  .Jackson, 
Tenn..  over  US.  Highway  45W  to  junc- 
tion U.S.  Highway  45E  at  or  near  Fair- 
view.  Tenn..  thence  over  U.S.  Highway 
45  to  Jackson.    The  Report  further  pro- 
vides that  since  the  change  involves  the 
addition  of  service  from  Union  City  to 
Jackson.  Miss.,  and  may  prejudice  par- 
ties who  relied  upon  the  notice  of  filing 
of   the   application    as   originally    pub- 
lished, any  person  or  persons  who  may 
have  been  so  prejudiced  may,  within  30 
days  from  the  date  of  this  republication 
in  the  Federal  Register,  file  an  appro- 
priate pleading. 

No.  MC  70151  <  Sub-No.  30 ».  filed  No- 
vember 13.  1961.  Applicant:  UNITED 
TRUCKING  SERVICE.  INCORPO- 
RATED. 3047  Lonyo  Road.  Detroit  9, 
Mich.  Applicants  attorney:  Archie  C. 
Praser.  1400  Michigan  National  Tower. 
Lansing  8.  Mich.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  regxilar  routes,  transport- 
ing: General  commodities  (except  those 
of  unusual  value.  Classes  A  and  B  ex- 
plosives, household  goods  as  defined  in 
Practices  of  Motor  Common  Carriers  of 
Household  Goods.  17  M.C.C.  467.  com- 
modities in  bulk,  commodities  requiring 
special  equipment,  and  those  injurious  or 
contaminating  to  other  lading ) .  between 
Morenci,  Mich.,  and  the  junctions  of  U.S. 
Highways  20  and  127;  from  Morenci  over 
Michigan  Highway  156  to  the  Michigan- 
Ohio  State  line,  thence  over  Ohio  High- 
way 108  to  its  junction  with  U.S.  High- 
way 20.  thence  over  U.S.  Highway  20  to 
its  junction  with  U.S.  Highway  127,  and 
return  over  the  same  route,  serving  no 
intermediate  points,  as  an  alternate 
route  for  operating  convenience  only,  in 
connection  with  applicants  regular - 
route  operations. 

HEARING:  March  22.  1962.  at  the 
Federal  Building.  Lansing,  Mich  ,  before 
Joint  Board  No.  57. 

No.  MC  70151  (Sub-No.  31  > .  filed  No- 
vember 13.  1961.  AppUcant:  UNITED 
TRUCKING  SERVICE.  INCORPO- 
RATED. 3047  Lonyo  Road.  Detroit  9. 
Mich.  Applicant's  attorney:  Archie  C. 
Praser.  1400  Michigan  National  Tower. 
Lansing  8,  Mich.     Authority  sought  to 
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operate  as  a  common  carrier,  by  motor 
vehicle,  over  regvilar  routes,  transport- 
ing: General  commodities  •  except  those 
of  unusual  value.  Classes  A  and  B  ex- 
plosives, livestock,  commodities  in  bulk, 
not  including  salt  in  bulk,  commodities 
requiring  special  equipment,  and  those 
injurious  or  contaminating  to  other  lad- 
ing!, between  Columbus  and  Cincinnati. 
Ohio;  from  Columbus  over  US.  High- 
way 40  to  West  Jefferson,  Ohio,  thence 
over  Ohio  Hitjhway  142  to  London.  Ohio, 
thence  over  U.S.  Highway  24  via  Xenia. 
Ohio,  to  Cincinnati,  and  rrlurn  over  the 
same  route,  serving  no  intermediate 
points,  as  an  alternate  route  for  operat- 
ing convenience  only,  in  connection  with 
applicant's  presently  authorized  regular- 
route  operations. 

HEARING  March  9.  19G2.  at  the  N«>w 
Post  Office  Building,  Columbu.s.  Ohio, 
before  Joint  Board  No.  37 

No.  MC  72770  < Sub-No  1',  filed  De- 
cember 13.  1961  Applicant:  OLEAN 
HAULING  CORP  ,  99  North  Mam  Street. 
FranklinviUe.  N.Y.  Applicants  attor- 
ney: A  J  Tener.  Bank  of  Jamestown 
Buildini,'.  Jamestown.  NY.  Authority 
.sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  route.*^. 
transporting:  Boats  i  assembled  and 
knocked  down>,  boat  parts,  boat  trail- 
ers, boat  accessories,  blocking  and  shor- 
ing materials,  and  advertising  material. 
from  points  in  Blue  Earth  County. 
Minn  .  and  points  in  Stuben  and  Yates 
Counties.  NY.,  to  points  irj  Ohio.  In- 
diana. Ilhnols.  Michigan.  Wisconsin. 
Kentucky.  Iowa.  Minne.sota.  Maine.  New 
Hampshire.  Vermont.  Massachusetts. 
Connecticut.  Rhode  Island.  Pennsyl- 
vania. Maryland.  Delaware,  Virginia, 
West  Virginia.  North  Carolina,  South 
Carolina.  Tennessee,  New  Jersey.  New 
York,  and  points  in  Washinijton,  DC  , 
and  damaged,  refused,  and  rejected 
commodities  as  above  named,  on  re- 
turn. 

HEARING  March  29.  1962.  at  the 
Hotel  Buffalo.  Washington  and  Swan 
Streets,  Buffalo,  NY  .  before  Examiner 
William  E.  Messer 

No.  MC  75185  <Sub-No  233'.  filed 
December  29.  1961.  Applicant:  SERV- 
ICE TRUCKING  CO  .  INC  .  P.O  Box 
276,  Federalsburg,  Md  Applicants  at- 
torney: James  W.  Lawson,  1625  K  Street 
NW.,  Washington  6.  DC.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irret^ular  routes, 
transporting:  Meat,  meat  products.  7neat 
byproducts,  and  articles  distributed  by 
meat  packinghouses,  as  described  in  sec- 
tions A  and  C  of  appendix  I  to  the  re- 
port in  Descriptions  in  Motor  Carrier 
Certificates.  61  M.C  C  209.  766,  from 
Momence.  111.,  to  points  in  New  York. 
New  Jersey,  Pennsylvania,  Delaware, 
Virginia,  and  Maryland. 

HEARING:  March  2.  1962,  at  the  Of- 
fices of  the  Interstate  Commerce 
Commn.,  Washington,  DC ,  before 
Examiner  Alton  R.  Smith. 

No.  MC  75651  (Sub-No.  52 •,  filed  De- 
cember 4.  1961.  Applicant:  R.  C.  MO- 
TOR LINES,  INC.,  2500  Laura  Street, 
Jacksonville,  Pla.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  regular  routes,  transport- 
ing:  General  commodities  < except  those 
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sives,   household    goods    as    defined    In 
Practices  of  Motor  Common  Carriers  of 
Household  Goods.  17  M.C.C.  467,  com- 
modities in  bulk,  conunodities  requiring 
special  equipment,  and  those  injurious  or 
contaminating  to  other  lading),  orer  al- 
ternate routes  for  operating  convenience 
only  in  connection  with  applicant's  au- 
thorized  regular  route  operations:    <1' 
Between  Denmark,  S  C  .  and  Olar.  S  C  . 
over  US.  Highway  321.  serving  no  inter- 
mediate points;   <2»  between  Olar.  S.C  . 
and  junction  US   Highways  321  and  301. 
over  U.S.  Highway  321.  serving  no  inter- 
mediate   points;    '3>    between    junction 
US   Highways  301  and  321  and  Fairfax. 
SC  ,  over  US    Highway  321.  serving  no 
intermediate  points;   (4»    between  Fair- 
fax,  S    C.    and    Estill.    SC,   over   US. 
Hit^hway   321.    serving   no   intennediate 
points:  io>  between  junction  U.S.  High- 
ways 301    and  321   and  Allendale.  S.C, 
o%er  US.  HitJhway  301.  serving  no  inter- 
mediate  points;    "6»    between   junction 
U  S     Highway    21    and   South   Carolina 
Highway  64  <  near  Ruflin,  S.C. )  and  junc- 
tion  U.S.    Highways   21   and    17A.   over 
US.    Highway  21.  serving   no   interme- 
diate points;   t7)  between  junction  U.S. 
Highways  176  and  601  and  Wells.  SC  , 
over  U.S.  Highway   176.  serving  no  in- 
termediate  points;    t8)    between   Wells. 
S.C  .   and  junction   U.S.    Highways   176 
and  52,  over  US    Highway  176.  serving 
no    intermediate    points;     <9)     between 
junction  U.S.  Highways  176  and  52  and 
Charleston,  S.C  ,  over  US.  Highway  52, 
serving  no  intermediate  points;  »10)  be- 
tween  junction    US.    Highway    78    and 
South  Carolina  Highway  215  and  Colum- 
bia. S.C.  over  South  Carolina  Highway 
215.  servint,'  no  intermediate  points;  1 11  > 
between  junction  US.  Highways  21  and 
176    and    Orangeburg,    SC.    over    US 
Highway    21,    serving    no    intermediate 
points:    ti2»    between  Orangeburg,  S.C  , 
and  Rosinville,  SC,  over  U.S.  Highway 
178.  serving  no  intermediate  points;  <  13  > 
between  Rosinville,  S.C.  and  Charleston. 
S.C  .  from  Rosinville  over  U.S.  Highway 
178  to  junction  US.  Highway  78.  thence 
over  U.S.  Highway  78  to  Charleston,  and 
return  over  the  same  route,  serving  no 
intermediate  points;  il4)  between  Bam- 
berg.  SC  .    and  Branchvllle.   S.C.   over 
US  Highway  78.  serving  no  intermediate 
points;    <15>    l)etween  Branchvllle.  S.C. 
and  St  George,  S.C,  over  U.S.  Highway 
78.  serving  no  intermediate  points;   (16> 
between  St.  George.  S.C.  and  Charleston. 
SC.  over  U.S.  Highway  78.  serving  no 
intermediate  points;   and   (17)    between 
junction  South  Carolina  Highways  781 
and    28    and    junction    South    Carolina 
Highway  781  and  U.S.  Highway  78  (near 
Williston,    SC     over    South    Carolina 
Highway   781.  serving  no   intermediate 
points. 

Note  Appllrant  states  it  owns  the  stock 
of  Cotton  States  Motor  Lines,  Inc..  doing 
business  as  R  C  Motor  Lines  of  Georgia,  MC 
52918  Applicant  also  states  It  controls  the 
Georgia-Florida  Motor  Express,  Inc,  MC 
109455 

HEARING:  March  8.  1962.  at  the  U.S. 
Court  Rooms.  Columbia,  S.C,  before 
Joint  Board  No.  177.  or.  If  the  Joint 
Board  waives  its  right  to  participate  be- 
fore Examiner  A.  Lane  Cricher. 
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No.  MC  75666  (Sub-No.  1),  filed  De- 
cember 26.  1961.    Applicant:  READINQ 
TRANSPORTATION  COMPANY,  a  cor- 
poration,    12th    and    Market    Streets, 
Philadelphia    7.    Pa.      Applicant's    at- 
torney:   Lockwood    W.    Fogg,    Jr.,    415 
Reading  Terminal,  Philadelphia  7,  Pa. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  regular 
routes,  transporting:  General  commodi- 
ties   (except    those    of    imusual   value. 
Classes  A  and  B  explosives,  household 
goods  as  defined  in  Practicet  of  Motor 
Common  Carriers  of  Household  Goods. 
17  M.C.C.  467,  commodities  in  bulk,  com- 
modities reqtiiring  special  equipment  and 
commodities  injurious  or  contaminating 
to  other  lading),  in  service  which  shall 
be  limited  to  that  which  is  auxiliary  to 
or  supplemental  of  the  rail  service  of 
Reading  Company  and  to  points  which 
are  stations  on  the  rail  lines  of  Reading 
Company:      (D     Between    Bloomsburg, 
and  Benton,  Pa.,  from  Bloomsburg  over 
Pennsylvania   Highway   339  to  Benton, 
and  return  over  the  same  route  serving 
the  intermediate  points  of  Light  Street. 
Orangeville.   Forks.    Zaners,   and    Still- 
water, Pa.,  and  the  off-route  point  of 
Paper  Mill.  Pa.,  (2)  between  Milton,  and 
Mahanoy   City,  Pa.,   from  Milton  over 
Pennsylvania  Highway  642  to  junction  of 
Pennsylvania  Highway  54.  to  junction  of 
U.S.  Highway  11.  to  junction  of  Peimsyl- 
vania  Highway  42.  to  junction  of  Penn- 
sylvania  Highway   242.   to   Junction  of 
Pennsylvania  Highway  44.  to  Mahanoy 
City,  and  return  over  the  same  route, 
sei-ving     the     intermediate     points     of 
Mooresburg.    Mausdale.   Grovania.    Ru- 
pert.   Mainville    and    Shumans    (Forest 
Siding).  Pa.,  and  the  off-route  point  of 
Beaver  Valley.   Pa..    (3)    between  Sha- 
mokin  and  Dornsife.  Pa.,  from  Shamokin 
over     Pennsylvania     Highway     225     to 
Dornsife,  and  return  over  the  same  route 
serving     the     intermediate     points     of 
Dunkelbergers  and  Hunter.  Pa.,  (4)  be- 
tween  South   Bound   Brook,   and   Port 
Reading.  N.J..  from  South  Boimd  Brook 
over  N.J.   Highway  527   to  junction  of 
N.J.   Highway   28,  to  junction   of  N.J. 
Highway  529.  to  junction  of  U.S.  High- 
way 1  tc  the  town  of  Woodbridge  thence 
over    urmumbered    highways    to    Port 
Reading,  and  return  over  the  same  route 
serving  the  intermediate  points  of  Steel- 
ton  and  Woodbridge,  Pa.,  and  the  off- 
route  points  of  Dxu-ham  and  Woodbridge 
Junction,  Pa.,    (5)    between  Camp  Hill 
and  Shippensburg,  Pa.,  from  Camp  Hill 
over  U.S.  Highway  11  to  Shippensburg, 
and  return  over  the  same  route,  serving 
the  intermediate  point  of  Carlisle,  Pa., 
( 6 )  between  Carlisle  and  Gettysburg.  Pa., 
from  Carlisle,  over  Peimsylvania  High- 
way 34  to  Gettysburg,  and  return  over 
the  same  route,  serving  the  intermediate 
points  of   Mt.   Holly   Spriiigs,   Hunters 
Run    Goodyear,  Gardners,  Bendersville, 
and  Biglerville,  Pa.,  and  the  off-route 
points  of  Bonny  Brook,  Carlisle  Junction. 
Toland  and  Peach  Glen,  Pa.,  (7)  between 
junction  of   Pennsylvania  Highway   34 
and     Pennsylvania     Legislative    Route 
21008  approximately  IVi  mUes  north  of 
Mount  Holly  Springs,  and  Shippensburg. 
Pa.,  from  junction  Pennsylvania  High- 
way   34    and   Pennsylvania  Legislative 
Route  21008.  over  Route  21008  to  June- 
No.  2i 8 
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tion  Pennsylvania  Highway  33.  to  Ship- 
pensburg, and  return  over  the  same 
route,  serving  the  intermediate  points  of 
Huntsdale.  Oreythome  and  Lees  Cross 
Roads,  Pa.,  and  the  off-route  points  of 
Moor's  Mill  and  Longsdorf,  Pa.,  (8)  be- 
tween Camp  Hill  and  Gettysburg,  Pa., 
from  Camp  Hill  over  Pennsylvania  High- 
way 15  to  Gettysburg,  and  return  over 
the  same  route,  serving  no  intermediate 
points,  (9)  between  the  intersection  of 
U.S.  Highway  15  and  Legislative  Route 
21027  approximately  SVi  miles  north  of 
Dillsburg,  Pa.,  and  the  intersection  of 
Pennsylvania  Highways  34  and  174,  ap- 
proximately 2y4  miles  north  of  Mt.  Holly 
Springs,  from  the  junction  of  U.S.  High- 
way 15  and  Route  21027  over  Route  21027 
to  junction  of  Pennsylvania  Highway  74. 
to  junction  of  Pennsylvania  Highway  174, 
to  junction  of  State  Highway  34,  and  re- 
turn over  the  same  route,  serving  the 
intermediate  points  of  D.  &  M.  Junction, 
BrandtsviUe.  Boiling  Springs  and  Craig- 
head, Pa. 

Note:  Applicant  states  "Reading  Trans- 
portation Company  Is  a  wholly  owned  sub- 
sidiary of  Reading  Company,  a  Class  I 
railroad." 

HEARING:  March  2,  1962,  at  the  Offi- 
ces of  the  Interstate  Commerce  Commn., 
Washington.  D.C,  before  Examiner 
James  Anton. 

No.  MC  76032  (Sub-No.  166  > .  filed  No- 
vember   3.    1961.     Applicant:    NAVAJO 
FREIGHT    LINES.    INC..     1205    South 
Platte  River  Drive,  Denver  23,  Colo.  Ap- 
plicant's   attorney:    O.    Russell    Jones, 
Bokum  Building.  142  West  Palace  Ave- 
nue. Santa  Fe.  N.  Mex.     Authority  sought 
to   operate   as    a    common    carrier,    by 
motor    vehicle,    over    irregular    routes, 
transporting:   Classes  A  and  B  explo- 
sives and  general  commodities    (except 
those  of  unusual  value,  livestock,  house- 
hold goods  as  defined  by  the  Commission, 
commodities  in   bulk,   commodities  re- 
quiring special  equipment,  and  those  in- 
jiu'ious  or  contaminating  to  other  lading 
and  livestock) ,  (1)  between  Lubbock  and 
Lamesa.  Tex.;  from  Lubbock  over  U.S. 
Highway  87  to  Lamesa,  and  return  over 
the  same  route,  serving  no  intermediate 
points,  as  an  alternate  route  for  operat- 
ing convenience  only  in  connection  with 
applicant's  otherwise  authorized  regular - 
route     operations     and     (2)      between 
Lamesa  and  Odessa.  Tex. :  from  Lamesa 
over   Texas   Highway    137    to    junction 
Texas  Highway  349.  thence  over  Texas 
Highway  349  to  junction  U.S.  Highway 
80.    thence   over   U.S.    Highway    80   to 
Odessa,  and  return  pver  the  same  route, 
serving  no  intermediate  points,  as  an 
alternate   route  for  operating  conven- 
ience only  in  connection  with  applicant's 
otherwise     authorized     regular  -  route 
operations. 

NoTs:  AppUcant  states  It  controls  Brooks 
Truck  Lines,  Inc.  and  San  Leandro  Freight 
Lines  through  stock  ownership,  and  pending 
disposition  of  section  6  proceedings  It  con- 
trols Oeneral  Expressways.  Inc.  and  Fred  W. 
SchultB  through  management. 

HEARING:  March  6.  1962.  at  11:00 
ajn.,  at  the  Herring  Hotel.  Amarillo, 
Tex.,  before  Joint  Board  No.  77.  or,  if 
the  Joint  Board  waives  its  right  to  par- 
ticipate before  Examiner  Walter  R.  lee. 
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No.  MC  84212  (Sub-No.  25) ,  filed  De- 
cember   4.    1961.     Applicant:     DORN'S 
TRANSPORTATION.     INC.,     Railroad 
Avenue  Extension,  Albany  5.  N.Y.    Ap- 
plicant's attorney:   Joh»  J.  Brady.  Jr.. 
75   State   Street,   Albany   7,   N.Y.    Au- 
thority sought  to  operate  as  a  common 
carrier,   by   motor   vehicle,   over   regu- 
lar and  irregular  routes,  transporting: 
General   commodities   (except  those  of 
unusual  value,  Classes  A  and  B  explo- 
sives,  household   goods   as   defined   by 
the  Commission,   commodities  in  bulk, 
and  those  requiring  special  equipment) , 
over  regular  routes:  Between  Plattsburg. 
NY.,  and  the  port  of  entry  on  the  Inter- 
national   Boundary    line    between    the 
United  States  and  Canada,  at  or  near 
Champlain,    N.Y.,    as    follows:     From 
Plattsburgh  over  U.S.  Highway  9  to  said 
port    of    entry    on    the    International 
Boundary  line  between  the  United  States 
and  Canada  at  or  near  Champlain,  and 
return  over  the  same  route,  serving  the 
intermediate  points  of  Chazy  and  Chtun- 
plain,  N.Y.;  and  over  irregular  routes: 
Between    points    in   Clinton.    Franklin. 
Essex,  and  Warren  Counties,  N.Y..  on  the 
one  hand,  and,  on  the  other,  points  on 
applicant's  presently  authorized  regular 
route  operations  in  said  Counties  (Clin- 
ton, Franklin,  Essex,  and  Warren)  under 
Certificate  No.  MC-84212  and  sub-num- 
bers thereunder. 

Note:  Applicant  states  that  the  proposed 
operations  are  to  be  performed  In  connec- 
tion with  Its  presently  authorized  operations. 

HEARING:  March  15. 1962.  at  the  Fed- 
eral Building.  Albany  N.Y.,  before  Ex- 
aminer William  E.  Messer. 

No.  MC  95540  (Sub-No.  394)  (AMEND- 
MENT) .  nied  January  8,  1962,  published 
Federal  Register  issue  January  17.  1962. 
amended  January  20.  1962,  and  repub- 
lished as  amended  this  issue.  Applicant : 
W ATKINS  MOTOR  LINES,  INC.,  Al- 
bany Highway.  Thomasville,  Ga.  Ap- 
plicant's attorney:  Duane  W.  Acklie,  605 
South  12th  Street,  Lincoln,  Nebr.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Frozen  foods  and 
prepared  foods  and  foodstuffs,  frozen  and 
imfrozen,  from  points  in  Idaho,  Oregon. 
Utah,  and  Washington,  to  points  in  Ala- 
bama. Arizona.  Arkansas.  Califomia. 
Colorado,  Coiuiecticut.  Delaware,  the 
District  of  Columbia.  Florida.  Georgia. 
Illinois.  Indiana,  Iowa.  Elansas,  Ken- 
tucky. Loiiisiana,  Maryland.  Massachu- 
setts, Michigan.  Minnesota.  Mississippi. 
Missouri,  Montana.  Nebraska.  Nevada, 
New  Jersey,  New  Mexico,  New  York, 
North  Carolina,  North  Dakota,  Ohio, 
Oklahoma,  Permsylvania.  Rhode  Island. 
South  Carolina.  South  Dakota,  Tennes- 
see, Texas,  Utah,  Virginia,  West  Virginia. 
Wisconsin,  and  Wyoming. 

Note:  Applicant  states  that  it  Is  affiliated 
with  Arctic  Express,  Inc.  through  stock 
ownership  In  Bill  Watklns.  and  Wstklns 
Motor  Lines,  Inc.  The  purpose  of  this  re- 
publication Is  to  add  the  destination  States 
of  North  Carolina  and  South  Carolina. 

HEARING:  Remains  as  assigned  Feb- 
ruary 5.  1962,  at  the  public  Utilities 
Commission,  State  House.  Boise.  Idaho 
before  Examiner  DoncJd  R.  Sutherland 

No.  MC  96485  (Sub-No.  2).  filed  De- 
cember 11,  1961.    Applicant:  MELVIN  J. 
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ROBINSON.  Golden.  NY.  Applicants 
representative:  Raymond  A.  Richards. 
35  Curtice  Park,  P.O.  Box  25.  Webster. 
N.Y.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  il>  Al- 
loys, •lloy  scrap,  refractories,  crucibles, 
grinding  wheels,  refractory  cements,  and 
abrasive  grains,  from  points  in  Ashland. 
Ashtabula.  Belmont.  Carroll.  Colum- 
biana, Coshocton,  Cuyahoga.  Oeauga. 
Guernsey.  Harrison.  Holmes,  Jefferson. 
Lake.  Lorain.  Mahoning.  Medina.  Musk- 
ingum. Portage.  Stark.  Summit.  Trum- 
bull. Tuscarawas,  and  Wayne  Counties. 
Ohio,  and  Allegheny,  Armstrong.  Beaver. 
Butler.  Cambria.  Cameron.  Clarion. 
Clearfield.  Crawford.  Elk.  Erie,  Payette. 
Forest,  Greene.  Indiana.  Jefferson.  Law- 
rence. McKean.  Mercer.  Somerset.  Ven- 
ango. Warren.  Washington,  and  West- 
moreland Coxmties.  Pa.,  and  the  Lower 
Peninsula  of  Michigan,  to  Buffalo.  N.Y.. 
and  points  in  Erie  and  Niagara  Counties. 
N.Y.,  and  (2)  refractories  and  sand,  from 
points  in  Huntingdon  and  Mifflin  Coun- 
ties. Pa.  to  points  in  Erie  ad  Monroe 
Counties.  N.Y..  and  empty  containers  or 
other  such  incidental  facilities  (not  spec- 
ified) used  in  transporting  the  above- 
specified  commodities,  on  return. 

HEARING:  March  28.  1962.  at  the 
Hotel  Buffalo.  Washington  and  Swan 
Streets.  Buffalo.  NY.,  before  Examiner 
William  E.  Messer. 

No.  MC  98236  (Sub-No.  2>.  filed 
December  13.  1961.  Applicant:  I.  A. 
McCANN.  doing  business  as  McCANN 
TRUCKING  LINES.  Highway  1.  Alex- 
andria. La.  Applicant's  attorney:  La- 
mar Polk.  715  Johnston  Street.  Alex- 
andria. La.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle. 
over  Irregular  routes,  transporting: 
Motor  bus  bodies,  complete  uHth  chassis, 
wheels,  and  tires,  in  truckaway  service, 
from  New  Orleans.  La.,  and  Houston. 
Tex.,  to  Alexandria.  La.,  on  shipments 
having  a  prior  movement  by  water. 

HEARING:  March  19.  1962.  1:00 
o'clock  pjn..  U.S.  standard  time,  at  the 
Louisiana  Public  Service  Commission. 
Baton  Rouge.  La.,  before  Joint  Board 
No.  32,  or,  if  the  Joint  Board  waives  its 
right  to  participate,  before  Examiner 
Isadore  Freidson. 

No.  MC  103051  <Sub-No.  121).  filed 
December  7. 1961.  Applicant:  WALKER 
HAULING  CO..  INC..  P.O.  Box  13444 
Station  K.  340  Armour  Drive  NE  .  At- 
lanta 24.  Ga.  Applicant's  attorney: 
R.  J.  Reynolds.  Jr..  Suite  1424-35.  C  LS 
National  Bank  Building.  Atlanta  3.  Ga. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Liquid 
tallow,  animal  oils,  animal  greases, 
animal  fats,  and  blends- of  the  aforesaid 
commodities,  in  bulk,  in  tank  vehicles; 
from  Orangeburg.  S.C.  to  points  in 
Georgia  (except  points  in  Bartow. 
Forsyth,  and  Clarke  Counties,  and  ex- 
cept Atlanta.  GainesYllle.  Macon,  and 
Savannah,  Ga.) ;  and  points  In  North 
Carolina  (except  points  in  Mecklenburg 
County ) . 

HEARING:  March  9.  1962.  at  the 
US.  Court  Rooms.  Columbia.  S.C.  before 
Joint  Bpard   No.   130.   or.  if   the  Joint 
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Board  waives  its  right  to  participate  be- 
fore Examiner  A.  Lane  Cricher. 

No.  MC  103378  (Sub-No.  224).  filed 
December  26.  1961.  AppUcant:  PETRO- 
LEUM CARRIER  CORPORATION.  369 
Margaret  Street.  Jacksonville.  Fla.  Ap- 
plicant's attorney:  Martin  Sack.  Atlan- 
tic National  Bank  Building.  Jackson- 
ville 2.  Fla.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting; 
Petroleum  and  petroleum  products,  in 
bulk,  m  tank  vehicles,  from  the  terminal 
site  of  the  Tenneco  Oil  Company  located 
at  or  near  Southport.  Fla  .  to  points  in 
GeorKia  beyond  175  miles  of  Southport. 
Fla  .  and  to  points  in  South  Carolina. 

HEARING:  March  13.  1962.  at  the 
Mayflower  Hotel.  Jacksonville.  Fla  .  be- 
fore Joint  Board  No.  354.  or  if  the  Joint 
Board  waives  its  right  to  participate,  be- 
fore Examiner  A   Lane  Cricher. 

No  MC  103880  (Sub-No.  236 •,  filed 
October  11.  1961.  Applicant:  PRO- 
DUCERS TRANSPORT.  INC  .  224  Buf- 
falo Street.  New  Buffalo,  Mich  Appli- 
cant's attorney:  Carl  Sterner,  39  South 
La  Salle  Street.  Chicago  3.  Ill  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Hydrogen  gas.  in  shipper- 
owned  cylinder  trailers:  ia»  from  Cleve- 
land and  Findlay.  Ohio,  to  Hemlock. 
Mich  :  and  ib»  from  Midland,  Mich  ,  to 
Cleveland  and  Findlay.  Ohio. 

Norr  Applicant  states  that  It  owns  nfty 
percent  i50'  »  of  the  outstanding  sharps  ut 
stock  of  Tank  Truck  Transport.  Ltd 

HEARING  March  23,  1962.  at  the 
Federal  Building,  Lansing,  Mich  .  before 
Joint  Board  No.  57. 

No.  MC  104430  (Sub-No  30 ».  filed  De- 
cember 7.  1961.  Applicant:  CAPITAL 
TRANSPORT  COMPANY.  INC.  PO 
Box  789.  McComb.  Miss.  Applicants  at- 
torney: James  E.  Wilson.  Perpetual 
Building,  nil  E  Street  NW..  Washing- 
ton 4.  DC.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Petroleum  and  petroleum  products,  in 
bulk,  in  tank  vehicles,  from  Chalmette 
and  Meraux.  La  ,  to  points  in  MisFissippi 

HEARING:  March  22.  1962.  at  the 
Louisiana  Public  Service  Commission, 
Baton  Rouge,  La.,  before  Joint  Board 
No.  28.  or.  if  the  Joint  Board  waives  its 
right  to  participate,  before  Elxaminer 
Isadore  Freidson. 

No.  MC  104675  (Sub-No.  17  > ,  filed  De- 
cember 7.  1961  Applicant:  FRONTIER 
DELIVERY.  INC  ,  620  Elk  Street,  Buf- 
falo 10.  NY.  Applicant's  attorney: 
Thomas  J.  Runfola,  631  Niagara  Street, 
Buffalo,  NY.  Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Asphalt,  in  bulk,  in  tank  vehicles, 
from  East  Providence.  R  I.,  to  Oriskany 
Falls.  NY  ,  and  damaged,  refused,  and 
rejected  shipments,  on  return. 

HEARING:  March  19,  1962.  at  the 
Federal  Building.  Albany.  NY.  before 
Examiner  William  E.  Messer. 

No.  MC  106603  (Sub-No.  64).  filed 
September  29.  1961.  Applicant:  DIRECT 
TRANSIT  LINES.  INC..  20  Colrain 
Street  SW  ,  Grand  Rapids.  Mich.  Ap- 
licanfs  attorney:  Rex  Fames,  1800  Buhl 


Building.  Detroit  26.  Mich.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Animal  and  poultry  feed. 
in  bulk.  and.  in  mixed  shipments  of  bulk 
and  packages,  from  Mentone,  Ind..  to 
points  in  Michigan. 

HEARING:  March  20,  1962,  at  the 
Federal  Building.  Lansing.  Mich.,  before 
Joint  Board  No.  9. 

No.  MC  106603  (Sub-No.  65).  filed  Oc- 
tober 25.  1961.  Applicant:  DIRECT 
TRANSIT  LINES.  INC..  200  Colrain 
Street  SW..  Grand  Rapids  8.  Mich.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Salt,  from  Manis- 
tee, Mich.,  to  Elberta.  Mich. 

HEARING:  March  2?.  1962.  at  the 
Federal  Building,  Lansing,  Mich.,  before 
Joint  Board  No   76. 

No  MC  106965  'Sub-No.  185),  filed 
D«'cember  26.  1961  Applicant:  M.  I. 
O'BOYLE  L  SON.  INC  ,  doing  business 
a.s  O  BOYLE  TANK  LINES.  1825  Jeffer- 
.son  Place  NW..  Washington  8,  D.C.  Ap- 
plicant's attorney:  Dale  C  Dillon  (same 
address  as  applicant) .  Authority  sought 
to  operate  as  a  com^rnon  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Dry  sugar,  in  bulk,  in  tank  vehicles 
equipped  with  pneumatic  unloading 
facilities,  from  Philadelphia.  Pa.,  to 
points  in  Delaware,  the  District  of  Co- 
lumbia, Maryland.  Virginia,  and  points 
in  that  part  of  West  Virginia  on  and 
north  of  a  line  besinning  at  Parkersburg. 
W.  Va  .  at  the  junction  of  the  Ohio  River 
and  US  Highway  50.  thence  east  along 
US  Highway  50  to  the  junction  of  U.S. 
Highway  19.  thence  south  along  U.S. 
Highway  19  to  junction  of  U.S.  Highway 
33,  and  thence  easl  and  south  along  U.S. 
Highway  33  to  the  Virginia-West  Vir- 
ginia State  line 

Non::  Applicant  sUtes  It  Is  under  common 
control  with  OBoyle  Tank  Lines.  Incorpo- 
rated, a  Virginia  corporation,  which  U  a  car- 
rier of  petroleum  products,  in  bulk.  In  tank 
vehicles  from  Friendship.  NC  .  to  southern 
Virginia 

HEARING  March  2.  1962.  at  the  Of- 
fices of  the  Interstate  Commerce  Com- 
mission, Washington.  DC.  before  Ex- 
aminer Henry  C  Darmstadter. 

No  MC  107839  (Sub-No.  40) .  filed  Oc- 
tober 9,  1961.  Applicant:  DENVER-AL- 
BUQUERQUE MOTOR  TRANSPORT. 
INC  .  4716  Humboldt  Street.  Denver  16. 
Colo  Applicant's  attorney:  Alvin  J. 
Meiklejohn.  Jr.  Suite  526  Denham 
Building.  Denver  2.  Colo.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
traivsporting :  "K  Chilled  and  frozen 
juices  and  citrus  products,  requiring  re- 
frigeration, in  vehicles  equipped  with 
temperature  control  devices,  and  canned 
juices  and  citrus  products,  between 
points  in  Texas,  on  the  one  hand,  and, 
on  the  other,  points  in  Colorado.  New- 
Mexico.  Wyoming.  Utah.  Idaho.  Mon- 
tana. Nevada.  Oregon.  Washington  (ex- 
cept Kennewick) .  and  Scottsbluff.  Nebr  . 
and  (2)  meat  and  packinghouse  prod- 
ucts as  descrit)ed  in  section  A.  B,  and  C 
of  appendix  I  to  Descriptions  in  Motor 
Carrier  Certificates.  61  M.C.C.  209  and 
766.  between  points  in  Alabama.  Florida. 
Georgia.  Mississippi.  Tennessee.   Texas. 
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and  Oklahoma  City.  Okla.,  on  the  one 
hand.  and.  on  the  other,  points  in  Colo- 
rado, Wyoming,  Utah.  Idaho,  IContana. 
Nevada.  Oregon,  and  Washington. 

NoTx:  Applicant  atatea  all  duplieatlD«  au- 
thority la  to  be  eliminated. 

HEARING:  March  6,  1962,  at  the  Al- 
bany Hotel,  Denver.  Colo.,  before  Ex- 
aminer Charles  B.  Heinemann. 

No.  MC  108449  (Sub-No.  142),  filed 
January  17.  1962.  Applicant:  INDIAN- 
HEAD  TRUCK  LINE.  INC.,  1947  West 
County  Road  C.  St.  Paul  13.  Minn.  Ap- 
plicant's attorney:  Glenn  W.  Stephens, 
121  West  Doty  Street.  Madison  3.  Wise. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  TaUows, 
lards,  greases,  animal  oils  and  vegetable 
oils,  liquid  or  dry.  in  bulk,  between 
points  in  Minnesota,  and  rejected  or  re- 
turned shipments  on  return. 

Harm:  AppUcant  statea  that  Moore  Motor 
Freight  Lines.  Inc..  Is  Its  wholly-owned  sub- 
sidiary. 

HEARING:  February  13.  1962,  at 
Room  393,  Federal  Building  and  US. 
Court  House,  110  South  Fourth  Street. 
Minneapolis.  Minn.,  before  Joint  Board 
No.  145,  or.  if  the  Joint  Board  waives 
its  right  to  participate,  before  Exam- 
iner Henry  C.  Darmstadter. 

No.  MC  109435  (Sub-No.  22) .  filed  Jan- 
uary 10.  1962.  Applicant:  ELLSWORTH 
BROS.  TRUCK  LINE.  Drawer  J.  Stroud, 
Okla.  Applicant's  attorney:  Max  O. 
Morgan.  443-54  American  National 
Building,  Oklahoma  City  2,  Okla.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Dry  cement,  from 
Tulsa.  Okla..  and  points  within  five  (5) 
miles  thereof  to  points  In  Kansas,  Mis- 
souri, and  Arkansas  and  points  in  Sher- 
man, Hansford,  OchUtree.  Lipscomb, 
Moore.  Hutchinson.  Roberts,  Hemphill. 
Potter.  Carson.  Gray.  Wheeler.  Randall, 
Armstrong.  Donley.  Collingsworth,  Child- 
ress. Hardeman.  Wilbarger,  and  Wich- 
ita Counties.  Tex. 

HEARING:  March  23.  1962,  at  the 
Federal  Building,  Oklahoma  City,  Okla.. 
before  Examiner  Walter  R.  Lee. 

No.  MC  109478  (Sub-No.  44) .  filed  No- 
vember  17, 1961..  Applicant:  WORSTER 
MOTOR  LINES,  INC..  East  Main  Road. 
R.D.  No.  1,  North  East.  Pa.  AppUcant's 
attorney:  William  W.  Knox,  23  West 
Tenth  Street,  Erie.  Pa.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  traouport- 
ing:  Grape  juice.  In  bulk,  in  tank  ve- 
hicles; from  Westfield.  N.Y.,  to  Front 
Roysd,  Va. 

HEARING:  March  26.  1962,  at  the 
Hotel  Buffalo.  Washington  and  Swan 
Streets.  Buffalo.  N.Y..  before  Examiner 
William  E.  Messer. 

No.  MC  109632  (Sub-No.  18) .  filed  No- 
vember  27,  1961.  Applicant:  l/SPEZ 
TRUCKING.  INC..  131  linden .  Street, 
Waltham,  Mass.  Applicant's  attorney: 
Kenneth  B.  Williams.  Ill  State  Street. 
Boston  9.  Mass.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  tranqiMCt- 
Ing:  Building  materials  (except  coomiod- 
ities  in  bulk),  between  Newark  and 
*  Kearny.  N.J.,  and  New  York,  H.Y..  on 
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throne  hand,  and.  on  the  other,  points 
In  that  part  of  Pennsylvania  west  of  a 
Une  bfg««»*«"g  at  the  New  York-Pennsyl- 
vania Une  near  BaOstead,  Pa.,  and  ex- 
tending eouth  through  Reading  and 
'WOket-Barre.  Pa.,  to  the  Pennsylvania- 
MarylAnd  State  Une,  including  the  points 
nttfwfiH  and  that  part  of  New  York  west 
of  a  l>w*  beginning  at  the  New  York- 
Pennajdvania  State  line,  near  Barryville, 
N.Y.,  and  extending  north  through 
Heridmer  and  Potsdam,  N.Y.,  to  the 
boundary  of  the  United  States  and 
Canadat  Including  the  points  named. 

HEARING:  March  6. 1962.  at  the  U.S. 
Army  Reserve  Building,  30  West  44th 
Street.  New  York.  N.Y.,  before  Examiner 
Edith  H.  Cockrill. 

No.  MC  10^689  (Sub-No.  126).  filed 
November  13,  1961.  Applicant:  W.  S. 
HATCH  COMPANY,  a  corporation,  643 
South  800  Wtat,  Woods  Cross,  Utah. 
Authority  soui^t  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  Ir- 
regular routes,  transporting:  Soda  ash. 
tn  bulk.  In  bags  and  containers,  and  In 
mixed  shipments  of  bulk  and  bags  and 
contaboets,  from  points  in  Sweetwater 
County.  Wyo.,  to  points  in  Arizona.  Cali- 
fornia. Colorado.  Idaho,  Montana.  Ne- 
braska. Nevada.  New  Mexico.  North 
Dakota,  Oregon.  South  Dakota,  Utah, 
and  Wadilngton.  and  points  In  El  Paso 
County.  Tex. 

HEARINO:  March  5. 1962,  at  the  Utah 
PubUc  Service  Commission.  Salt  Lake 
City,  Utah,  before  Examiner  Charles  B. 
Heinemann. 

No.  MC  100703  (Sub-No.  2).  filed 
October  0,  1961.  Applicant:  M  li  D 
HAXTUNO.  INC.,  Bliss,  N.Y.  Applicant's 
attorn^:  Robert  V.  Giannlny.  25  Ex- 
change Street.  Rochester,  N.Y.  Author- 
ity sought  to  operate  as  a  contract  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  tranaportlng:  Pepper  in  packages 
in  mixed  OilvmenU  with  salt,  from  SUver 
Springs.  N.Y..  to  points  in  Pennsylvania, 
and  empty  containers  or  other  such  in- 
eidentai  faeOitlet  (not  specified)  used  in 
transporting  the  above-described  com- 
moditiet.  on  return. 

HEARING:  March  22,  1962.  at  the 
Manger  Hotd.  Rochester.  N.Y.,  before 
»w^«mi««»r  Wimam  E.  Messer. 

No.  MC  100708  (Sub-No.  18),  filed 
January  6,  196J.  AppUcant:  ERVIN  J. 
KRAMER,  doing  business  as  MARY- 
LAND TAKK  TRANSPORTATION 
COMPANY,  401  Highland  Street,  Fred- 
erick, Md.  AlvUeant's  attorney:  Wilmer 
B  mil,  Trtmaportatlon  BuUdlng,  Wash- 
ington 6,  D.C.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor 
v^iide.  over  irregular  routes,  trans- 
porting: Fresh  orange  juice,  in  bulk,  in 
tmwfc  vehldes.  from^Fort  Pierce.  Fla.,  to 
Olendale.  Uam  Island,  N.Y.,  Detroit, 
Mich.,  Columbus  and  Cleveland.  Ohio. 
Lexii«ton.  Ky..  High  Point.  N.C.,  Spring- 
field. Man.  and  Bellows  Falls.  Vt. 

HEARING:  March  8.  1962.  at  the  Of- 
fices of  the  Interstate  c^ommerce  Com- 
mission. Washington.  D.C,  before  Ex- 
aminer WtaL  N.  Culbertson. 

No.  MC  110364  (Sub-No.  20) .  (REPUB- 
LICATION), filed  March  10.  1960.  pub- 
lished FftBOtAL  Rboxstxs.  Issue  of  August 
2S.  lOtl.  AppUcant:  ALBUQUERQUE 
PHOniLK.  EXPRESS.  INC..  Albuquer- 
que. N.  Mex.   Applicant's  attorney:  Paul 
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SulUvan.    1821    Jefferson    Place    NW.. 
Washington  6.  D.C.    By  application  filed 
March   10.  1960.  applicant  sought-  au- 
thority as  a  common  carrier,  by  vaabor 
vehicle,  transporting  general  commodi- 
ties, including  Classes  A  and  B  explo- 
sives, but  with  certain  exceptions,  serving 
U.S.  Government  missUe  sites  as  off- 
route  points  in  connection  with  appU- 
cant's  authorized  regnlar-route  opera- 
tions.     A    Report    and    Order,    served 
January  16. 1962,  recommended  by  Joint 
Board  No.  240,  composed  of  the  Honora- 
ble Francis  J.  Brjmes  of  Arizona,  finds 
that  the  present  and  future  pubUc  con- 
venience and  necessity  require  operation 
by  applicant  as  a  common  carrier  by 
motor  vehicle,  in  interstate  or  foreign 
commerce,  of  general  commcxUties  (ex- 
cept articles  of  imusual  value,  Uvestock, 
household  goods  as  defined  by  the  Com- 
mission, commodities  in  bulk,  and  those 
requiring   special    equipment),   serving 
missile  sites  at  points  in  Pima,  Cochise, 
Pinal,  Santa  Cruz  Counties.  Ariz.,  as  off- 
route  points  in  connection  with  appU- 
cant's  authorized  regular-route  operation 
to  and  from  Tucson,  Ariz.    The  opera- 
tions  as   recommended   are   somewhat 
broader  than  those   originally  sought. 
Accordingly,  any  persons  or  person  who 
might  have  been  prejudiced  by  lack  of 
notice  as  to  the  authority  actually  pro- 
posed, may.  within  30  days  from  toe  date 
of   this   repubUcation   in   the   Fkdbal 
Registkr,  file  an  appropriate  pleading. 
No.  MC   110525    (Sub-No.  475),  fUed 
November  21,  1961.    AppUcant:  CHEM- 
ICAL LEAMAN  TANK  LINES,  INC..  520 
East  Lancaster  Avenue.  Downingtown, 
Pa     Applicant's  attorney:  Leonard  A. 
Jaskiewicz,  Munsey  Buikling,  Washing- 
ton 4.  D.C.   Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vdiide, 
over  irregular  routes,  transporting:  Drp 
chemicals,  in  bulk,  in  tank  and  hopper- 
type  vehicles,  from  Niagara  Falls.  N.Y.. 
to  points  in  Delaware.  Maryland,  New 
Jersey.  Ohio,  New  York.  Pennsylvania, 
and  West  Virginia. 

NoT«:  AppUcant  holds  contract  carrier  au- 
thority in  MC  117607  and  Suba  thereiuuter. 

HEARING:  March  26,  1962,  at  the 
Hotel  Buffalo,  Washington  and  Swan 
Streets,  Buffalo.  N.Y.,  before  Fhramlnw 
WilUam  E.  Messer.  _ 

No.  MC  111045  (Sub-No.  24) .  fUed  De- 
cember  7.  1961.  AppUcant:  RBDWINO 
CARRIERS,  INC.,  Palm  River  Road.  PX>. 
Box  426,  Tampa.  Fla.  AppUcanfs  at- 
torney: James  E.  WUsmi,  Perpetual 
Building.  1111  E  Street  NW.,  Washington 
4.  D.C.  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  tranflxxtlng:  Petroleam 
and  petroleum  products  (including  lique- 
fied petroleum  gas  and  nitrogen  solu- 
tton),  in  bulk,  in  tank  rehixHea,  from 
points  in  Bradford  County,  Fla.,  to  points 
in  Florida  and  Georgia. 

Notk:  AppUcant  indlcatea  that  it  and 
Rockana  Carriers.  Inc.  are  Jointly  controUad. 

(Mc-F-eaec) . 

HEARING:  March  12,  1962.  at  the 
Mayflower  Hotel.  JacksonvlUe,  Fla..  be- 
fore Joint  Board  No.  64.  or,  if  the  Joint 
Board  waives  its  right  to  participate,  be- 
fore Kramiaer  A.  Lane  Cricher. 

No.  MC  111401  (Sub-Nb.  136).  filed 
December  18, 1961.    AppUcant:  GROKN- 
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DYKE  TRANSPORT.  INC  .  2510  Rock 
laland  Bouleyard,  Enid.  Okla.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Liquid  animal  feeds 
and  Uquid  animal  feed  ingredients,  in 
bulk.  In  tank  vehicles,  from  Crete.  Nebr., 
to  points  In  Colorado,  Kansas.  New 
Mexico.  Oklahoma,  and  Texas,  and  re- 
jected shipments  of  the  above-specifled 
commodities,  on  return. 

HEARING:  March  21.  1962.  at  the 
Federal  Building,  Oklahoma  City.  Okla  . 
before  Examiner  Walter  R.  Lee. 

No.  MC  111401  (Sub-No.  127 ».  filed 
December  18, 1961.  AppUcant:  OROEN- 
DYKE  TRANSPORT,  INC..  2510  Rock 
Island  Boulevard,  Enid.  Okla.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Molasses,  in  bulk, 
in  tank  vehicles,  from  points  in  Colo- 
rado, to  points  In  Kansas.  New  Mexico. 
Oklahoma,  aiul  Texas,  and  rejected 
shijnnents.  of  the  above-specifled  com- 
modities, on  return. 

HEARING:  March  22.  1962.  at  the 
Federal  Building.  Oklahoma  City.  Okla  . 
before  Examiner  Walter  R.  Lee. 

No.  MC  112020  (Sub-No.  146 »,  filed 
December  11.  1961.  AppUcant:  COM- 
MERCIAL OIL  TRANSPORT.  INC  .  1030 
Stayton  Street,  Fort  Worth.  Tex.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Resins,  in  bulk,  in 
tank  vehicles,  from  Houston,  Tex.,  to 
points  In  New  Mexico.  South  Dakota. 
aiMl  North  £>akota. 

Note:  AppUcant  statM  It  i«  owned  and 
C(»itroUed  by  tJie  same  BtockliolderB  that 
own  and  control  Conunerclal  dl  Transport, 
of  Oklahoma  Inc. 

HEARING:  March  27.  1962.  at  the 
Federal  Office  Building.  Franklin  and 
Fannin  Streets.  Houston,  Tex.,  before 
Examiner  Isadore  Freidsgn. 

No.    MC    112627     (Sub-No.    7),    filed 
October    9,    1961.    AppUcant:    OWENS 
BROS.,  INC..  Box  247.  Dansville.  NY. 
Applicant's  representative:  Rajmiond  A. 
Richards.  35  Curtice  Park,  P.O.  Box  25. 
Webster.  N.Y.    Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transport- 
ing:   (1)   Adx>ertisino  matter  (in  mixed 
shipments  with  wine  and  grape  Juice) 
from  Naples.  N.Y..  to  Charleston.  W.  Va.. 
Detroit.  Mich..  New  York.  NY..  Rich- 
mond. Va..  St.  Louis.  Mo.,  and  points  in 
Connecticut.  Delaware.  Ehstrtct  of  Co- 
lumbia,    Illinois.     Indiana,     Maryland, 
Massachusetts,  New  Jersey.  Ohio.  Penn- 
sylvania, Rhode  Island,  and  Wisconsin; 
(2)  wine  and  grape  juice,  in  containers, 
from  Naples.  N.Y.  to  St.  Louis,  Mo.;  (3) 
wine  and  grape  juice,  in  containers,  from 
Naples,  N.Y..  to  points  in  minois  (except 
Chicago,  ni.)  and  Indlaiut.  restricted  to 
stop-off  shipments  only;   and   (4)    Fer- 
tilizer spreaders,  insecticides,  pesticides 
and    herbicides,    in    containers    (when 
transported   in  mixed   shipments   with 
fertilizer  and  fertilizer  materials),  from 
Carteret.   NJ..    to   points    in    AUegany, 
Chemung.     Livingston,     and     Steuben 
Oountiee.  N.Y.;  and  empty  containers  or 
other  such  incidental  facilities  used  in 
transporting  the  c<Mnmodities  si>ecifled 
in  this  application  on  return. 


NOTICES 

NoTi  Applicant  states  that  It  presfetly 
holds  authority  tor  the  transportation  of 
wine  and  grape  Juice,  from  and  to  the 
points  involved  (except  polnU  In  (2)  and 
(3)  above,  for  which  authority  Is  hereby  be- 
ing requested)  The  purpose  of  this  request 
is  to  obtain  the  necessary  authority  to  trans- 
port advertistng  mattfr  in  mixed  shipments 
with  wine  and  grape  Juice  Applicant  fur- 
ther states  that  It  presently  holds  authority 
to  serve  Chicago.  Ill  .  and  that  the  authority 
herein  requested  Is  to  enable  applicant  to 
serve  polnU  In  Illinois  and  Indiana  on  ship- 
ments ■itopped-off  m  tran.itt  at  polnu  In 
those  states  for  partial  unloading,  when 
destined  to  points  applicant  Is  presently  au- 
thorized to  serve  Referring  to  (4)  herein, 
applicant  states  that  It  presently  holds  au- 
thority to  transport  fertilizer  and  fertilizer 
materials  This  request  Is  for  authority  to 
transport  the  additional  commodities  In  (4) 
m  mixed  shipments  with  fertilizer  and  fer- 
tilizer  materials. 

HEARING:  March  21.  1962.  at  the 
Manger  Hotel.  Rochester.  NY  .  before 
Examiner  WiUiam  E    Messer 

No  MC  112627  (Sub-No.  8»,  filed  De- 
cember 20.  1961.  Applicant:  OWENS 
BROS..  INC..  Box  247.  Danville.  NY. 
Applicant's  representative:  Raymond  A 
Richands.  35  Curtice  Park.  P.O.  Box  25, 
Webster.  NY.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transport- 
ing: Wine  and  grape  juice,  in  containers, 
advertising  matter  >  in  mixed  shipments 
of  wine  and  grape  juice*,  and  empfy 
containers  or  other  incidental  facilities 
(not  specified)  used  m  transporting  the 
commodities  specified  in  this  applica- 
tion, between  Hammondsport  and 
Naples.  N.Y. 

HEARING:  March  22.  1962,  at  the 
Manger  Hotel.  Rochester.  N  Y  .  before 
Examiner  WUliam  E.  Messer. 

No.  MC  113622  (Sub-No.  4».  filed  De- 
cember 8,  1961.  Applicant:  SAMP- 
SON HAULING  CORP..  Pavilion.  NY. 
Applicant's  attorney:  Kermeth  T.  John- 
son. Bank  of  Jamestown  Building, 
Jamestown,  N.Y.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  trans- 
porting: Sand,  gravel  and  crushed  stone. 
from  Machias,  N.Y..  and  points  within 
ten  1 10>  miles  thereof  to  points  in  Elk. 
McKean,  Potter  and  Warren  Counties. 
Pa. 

HEARING:  March  28,  1962,  at  the  Ho- 
tel Buffalo.  Washington  and  Swan 
Streets,  Buffalo.  NY  ,  before  Examiner 
William  E.  Messer. 

No.  MC  114019  (Sub-No.  78),  filed 
January  15.  1962.  Applicant:  MIDWEST 
EMERY  FREIGHT  SYSTEM.  INC..  7000 
South  Pulaski  Road..  Chicago  29.  111. 
Applicants  attorney:  Clarence  D.  Todd, 
1825  Jefferson  Place  NW..  Washington  6, 
DC.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Food- 
stuffs, food  preparations  and  baby  sup- 
plies, from  Fremont,  Mich.,  to  points  in 
Iowa. 

Note:  Applicant  states  It  "controls  Little 
Audreys  Transportation,  Inc  .  and  has  tem- 
porary authority  to  control  Chamberland's 
Express,  Inc  ,  and  Independent  Truckers, 
Inc  " 

HEARING:  March  1.  1962.  at  the  Mid- 
land Hotel.  Chicago.  Ill .  before  Examiner 
Hugh  M.  Nicholson. 


No.  MC  114364  (Sub-No.  61).  filed  No- 
vember 24.  1961.  AppUcant:  WRIGHT 
MOTOR  LINES.  INC..  16th  and  Elm 
Streets,  Rocky  Ford.  Colo.  Applicant's 
attorney:  Marion  F.  Jones.  526  Denham 
Building,  Denver  2,  Colo.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Mineral  mix.  from  Hutch- 
inson. Kans..  and  points  within  five  (5» 
miles  thereof,  to  points  in  Texas,  points 
in  Colorado  east  of  the  Continental 
Divide,  and  those  in  New  Mexico  on  and 
north  of  U.S.  Highway  60  and  on  and 
east  of  a  line  beginning  at  Junction  U.S. 
Highways  60  and  85  and  extending  along 
U.S.  Highway  85  to  junction  U.S.  High- 
way 84.  and  thence  along  UJ3.  Highway 
84  to  the  New  Mexico-Colorado  State 
line,  including  points  on  the  Indicated 
portions  of  the  highways  specified. 

Note  Applicant  states  It  Is  controlled  by 
Earl  Bray    Inc  .  Docket  No    MC-P  6984. 

HEARING:  March  12.  1962.  at  the  Al- 
bany Hotel.  Denver.  Colo.,  before  Ex- 
aminer Charles  B.  Heinemann. 

No.  MC  114533  (Sub-No.  29).  filed  No- 
vember 20.  1961.  Applicant:  BANKERS 
DISPATCH  CORPORATION,  4658  South 
Kedzie  Avenue,  Chicago,  m.  Applicant's 
attorney:  David  AxeU-od,  39  South  La 
Salle  Street.  Chicago  3.  lU.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Commercial  papers,  docu- 
ments and  written  instruments  (except 
coins,  currency  and  negotiable  securities) 
as  are  used  in  the  conduct  and  operation 
of  banks  and  banking  institutions,  be- 
tween Cleveland.  Ohio,  and  Detroit,  Mich. 

HEARING:  March  5,  1962,  at  the  New 
Post  Office  Building,  Columbus,  Ohio, 
before  Joint  Board  No.  57. 

No.  MC  114533  (Sub-No.  31).  filed 
Noveml)er  29,  1961.  Applicant:  BANK- 
ERS DISPATCH  CORPORATION.  4658 
South  Kedzie  Avenue,  Chicago,  lU.  Ap- 
plicant's attorney:  David  Axelrod.  39 
South  La  Salle  Street.  Chicago  3.  Dl.  Au- 
thority .sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  (1)  Exposed  and 
processed  film  and  prints,  complimen- 
tary replacement  film,  and  incidental 
dealer  handling  supplies  (except  motion 
picture  film,  and  materials  and  supplies 
used  in  connection  with  commercial  and 
television  motion  pictures);  and  (2) 
data  processing  papers,  punch  cards, 
magnetic  encoded  documents,  magnetic 
tape,  punch  paper  tape,  printed  reports 
and  documents,  and  oi?lce  records,  be- 
tween   Cleveland.    Ohio,    and    Detroit, 

Mich. 

HEARING:  March  5.  1962.  at  the  New 
Post  OfBce  Building,  Columbus,  Ohio, 
before  Joint  Board  No.  57. 

No.  MC  114533  (Sub-No.  32).  filed  De- 
cember 1.  1961.  AppUcant:  BANKERS 
DISPATCH  CORPORATION,  4658  South 
Kedzie  Avenue,  Chicago,  111.  Applicant's 
attorney:  David  Axeh-od,  39  South  La 
SaUe  Street.  Chicago  3.  Dl.  Authority 
sought  to  operate  as  a  common  carrier,  by 
motor  vehicle,  over  Irregular  routea. 
transporting :  CommerckU  papers,  docu^ 
ments.  and  u^ritten  iJistruments  (except 
coins,  currency,  and  negotiable  securi- 
ties) as  are  used  in  the  conduct  and  op* 
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eration  of  banks  and  banking  institu- 
tions, between  Chicago,  ni..  on  the  cme 
hand,  and  on  the  other,  points  in  Wal- 
worth. Jefferson,  Dodge.  Columbia,  and 
Kenosha  Counties,  Wis. 

HEARING:  March  13.  1962.  at  the 
Midland  Hotel.  Chicago,  lU..  before  Joint 
Board  No.  17.  ^.  ^ 

No.    MC    114533    (Sub-No.    35),   lUed 
December  26.   19dl.  Applicant:  BANK- 
ERS DISPATCH  CORPORATION,  4658 
South  Kedzie  Avenue.  Chicago.  Dl.    Ap- 
plicant's   attorney:    David   Axelrod,   39 
South  La   Salle   Street,  Chcago  3,  Dl. 
Authority  sought  to  operate  a«  a  com- 
mon carrier,  by  motor  vehicle,  over  Irreg- 
ular  routes,   transporting:    Commercial 
papers,  documents,  and  written  instrU' 
ments     (except    coins,    currency,    and 
negotiable  securities)  as  are  used  In  the 
conduct   and   operation  of   banks  and 
banking    institutions   between   Chicago, 
111.,  on  the  one  hand,  and,  on  the  other, 
points  In  Wood,  Portage.  Marathon,  and 
Waupaca  Counties.  Wis. 
'      HEARING:   March   12.    1962,  at  the 
Midland  Hotel,  Chicago.  111.,  before  Joint 
Board  No.  17.  _,  ^ 

No.  MC  114569  (Sub-No.  47).  filed 
January  5.  1962.  Applicant:  SHAFFER 
TRUCKING.  INC..  EUzabethvUle.  Pa. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Cheese, 
from  MUton.  ElizabethviUe.  and  points 
in  Washington  Township  (Dauphin 
County) .  Pa.,  to  points  In  New  York  (ex- 
cept New  York.  N.Y..  and  points  on  Long 
Island,  NY.) .  New  Jersey.  Maryland,  and 
the  District  of  Columbia. 

Note  :  Applicant  sUtes  the  proposed  serv- 
ice win  be  performed  In  pool  truck  distribu- 
tion. 

HEARING:  March  7.  1962,  at  the  Of- 
fices of  the  IntersUte  Commerce  Com- 
mission, WashUagton,  D.C.,  before  Ex- 
aminer Henry  A.  Cockrum. 

No  MC  114989  (Sub-No.  6).  fUed  De- 
cember 1.  1961.  AppUcant:  BRACEY  k 
MARTIN.  INC..  1910  South  Walnut 
Street.  HopkinsvlUe.  Ky.  AppUcant' s  at- 
torney: James  C.  Havron,  Nashville 
Bank  and  Trust  Building,  Nashville, 
Tenn.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Malt 
beverages,  in  containers,  from  Peoria, 
111.  to  HopklnsvUle.  Ky..  and  empty  con- 
tainers or  other  such  incidental  facili- 
ties, (not  specified)  used  in  transporting 
the  above  descriJjed  commodities,  on 
return. 

Note:  Applicant  holds  common  carrier  au- 
thority In  MC  115703.  therefore  dual  optn- 
tlons  may  be  Involvwl. 
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Nora:  Applicant  advises,  the  proposed 
■WTlM  to  Alalwma  and  Georgia  wlU  be  re- 
■trlctad  to  partial  daUvery  of  ihlpmenta  on 
which  final  dsUvary  la\o  be  made  in  Florida. 


HEARING:  March  16.  1962,  at  the 
Midland  Hotel,  CThicago.  lU..  before  Joint 
Board  No.  1. 

No.  MC  115841  (Sub-No.  88),  filed 
January  19.  1962.  Applicant:  COIX)- 
NIAL  REFRIGERATED  TRANSPOR- 
TATION. INC.,  1215  Bankhead  Highway 
West.  P.O.  Box  2169.  Birmingham,  Ala. 
Authority  sought  to  operate  a«  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Froeen  food$, 
from  NashvUle.  Tenn..  to  points  in  Flor- 
ida, Georgia,  and  Alabama.  , 


HEARINO:  Fd>ruar7  14.  1WJ2.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington.  D.C..  before  Ex- 
aminer Haxold  P.  ,B08s. 

No.  MC  116841  (Sub-No.  89) ,  filed  Jan- 
uary 19.  1982.     AppUcant:     COLONIAL 
REFRIGERATED  TRANSPORTATION, 
INC.,  1215  Bankhead  Highway  West.  P.O. 
Box  2189,  Birmingham.  Ala.    Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
tranqjorting:  Meats,  packinghouse  prod- 
ucts and  frixsen  foods.  (1)  from  Harris- 
burg,  Chester,  and  Scranton.  Pa.,  WU- 
mington,  Del..  Baltimore,  Md.,  Savannah, 
Oa.,  Charleston.  B.C..  and  NorfoUc,  Va., 
to  points  in  North  Carolina.  South  Caro- 
lina, Georgia.  Alabama.  Florida,  Missis- 
sippi, Louisiana.  Texas.  Arkansas,  Ten- 
nessee, and  Oklahoma,  and   (2)    from 
Tampa.  Pla..  to  points  in  Maryland.  Vir- 
glnU.  DeUware,  West  Virginia.  North 
Carolina.  South  Carolina,  Georgia,  Ala- 
bama.  Ptorida,    Mississippi,    Louisiana. 
T^xas,  Arkansas,  Tennessee,  Kentucky, 
Kansas,  Nebraska,  nUnois,  Iowa,  Mis- 
souri. Indiana,  Ohio,  Pennylvanla,  New 
York.   Michigan,   Minnesota.   Colorado. 
New  Jersey.  Oklahoma,  and  Washington. 

DC 

HEARINOt:  February  8,  1962.  at  the 
Midland  Hotel.  Chicago,  lU..  before  Ex- 
aminer Joseph  A.  Rellly.  ^,  ^ 

No.  MC  116841  (Sub-No.  90).  filed 
January  19, 1982.  AppUcant:  COLONIAL 
REFRIGERATED  TRANSPORTA-HON, 
INC.,  1216  Bankhead  Highway  West,  P.O. 
Box  2189,  Birmingham.  Ala.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vdiicle,  over  Irregular  routes, 
tranflwrting:  Frozen  foods  (when  trans- 
ported in  same  vdiicle  with  shipments  of 
meats,  meat  products,  meat  byproducts, 
dairy  products  and  articles  distributed  by 
meat  packing  houses),  from  Memphis, 
Tatn.,  to  points  in  Missouri  located  south 
and  east  of  Perry,  St.  Francois.  Wash- 
ington. Crawford.  Phelps,  Pulaski,  Lac- 
lede, Wright,  Douglas,  and  Ozark  Coun- 
ties, Mo. 

HEARING:  February  8.  1962,  at  the 
Claridge  Hotel.  Memphis,  Tenn.,  before 
Examiner  Richard  H.  Roberts. 

No.  MC  116841  (Sub-No.  91) ,  filed  Jan- 
uary 19,  1982.  AppUcant:  COLONIAL 
REFRIGERATED  TRANSPORTATION. 
INC.,  1215  Bankhead  Highway  West,  P.O. 
Box  2189,  Binnlngham,  Ala.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vdilcle.  over  Irregular  routes, 
transporting:  Dairy  products,  shorten- 
ing, vegetable  oil.  and  vegetable  oil 
shortening,  from  Memphis.  Tenn.,  ta 
points  in  niinois,  Iowa,  Kansas,  Nebras- 
ka, Missouri,  North  Dakota,. and  South 

Dakota. 

HEARINO:  February  6,  1962,  at  the 
Claridge  Hotel,  Memphis,  Term.,  l>efore 
1i;y^mtn«ir  Rlchanl  H.  Roberts. 

No.  MC  IW841  (Sub-No.  92) ,  filed  Jan- 
uary 19.  1983.  AppUcant:  COIX>NIAL 
REFRIOERATED  TEIANSPORTATION, 
INC..  1S16  Bankhead  Highway  West,  P.O. 
BOK  2189,  BIrailngham,  Ala.  Authority 
aouglxt  to  operate  as  a  common  carrier. 
Ixj  vaotim  Tdiicle.  over  irregular  routes. 
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transporting:  Frozen  meat,  from  Wil- 
mington, Del.,  to  points  in  North  Caro- 
Una,  South  Carolina,  Tennessee.  Georgia, 
Alabama,  Itdssissippi,  Louisiana,  and 
Florida. 

HEARING:  February  14,  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission, Washington,  D.C.,  before  Ex- 
aminer Abraham  J.  Essrick. 

No.  MC  115841  (Sub-No.  93) ,  filed  Jan- 
uary 19,  1962.  AppUcant:  CX)IX)NIAIj 
REFRIGERATED  TRANSPORTATION, 
INC.,  1215  Bankhead  Highway  West,  P.O. 
Box  2169,  Birmingham,  Ala.  Auth^^ 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Frozen  foods  from  points 
in  Alabama  to  points  In  Arkansas,  Con- 
necticut,- Delaware,  Florida,  Georgia, 
Illinois,  Indiana,  Louisiana.  Kansas. 
Kentucky,  Iowa,  Maine,  Maryland,  Mas- 
sachusetts, Michigan,  Minnesota,  Missis- 
sippi, Missouri,  Nebraska.  New  Hamp- 
shire. North  Carolina,  North  Dakota,  New 
Jersey.  New  York,  Ohio,  Oklahoma. 
Pennsylvania.  Rhode  Island,  South  Caro- 
lina, South  Dakota.  Tennessee,  Texas, 
Vermont.  Virginia,  West  Virginia.  Wis- 
consin, and  the  District  of  Columbia. 

HEARING:  February  8,  1982,  at  the 
Hotel  Thomas  JefTferson,  Binnlngham, 
Ala.,  before  Examiner  Alton  R.  Smith. 

No.  MC  115841  (Sub-No.  94),  filed 
January  19,  1962.  AppUcant:  OOIX>- 
NIAL  REFRIGERATED  TRANSPORTA- 
TION, INC.,  1215  Bankhead  Hlgliway 
West,  P.O.  Box  2169,  Birmingham,  Ala. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  hr- 
regular  routes,  transporting:  Meats, 
packinghouse  products,  and  frozen  foods. 
from  Harrisburg,  Chester  and  Scranton. 
Pa..  WUmington,  Del,  Baltimore.  Md., 
Savannah.  Ga..  Charleston,  S.C..  and 
Norfolk,  Va..  to  points  in  Maryland.  Vir- 
ginia, Delaware,  West  Virginia,  Koi- 
tucky.  Kansas,  Nebraska,  Illinois,  Iowa, 
Missouri,  Indiana,  Ohio,  Pennsylvania, 
New  York,  Michigan,  Minnesoto,  Colo- 
rado, New  Jersey,  and  Washington,  D.C. 
HEARING:  February  8,  1982,  at  the 
Midland  Hotel.  CStiicago,  m.,  before 
ExEuniner  Joseph  A.  ReiUy. 

No  MC  118077  (Sub-No.  114),  fUgd 
November  6, 1961.  AppUcant:  ROBERT- 
SON TANK  LINES,  INC.,  P.O.  Box  9218, 
5700  Polk  Avenue,  Houston.  Tex.  AppU- 
cant's  attorney:  Thomas  K.  James.  ■»- 
person  BuUdlng,  Suite  1535,  Houston  2, 
Ttex.  Authority  sought  to  operate  m  a 
common  carrier,  by  motor  vdiicle,  over 
irregular  routes,  transpwtlng:  Petro- 
leum refinery  treating  waste,  in  bulk, 
from  points  in  Calcasieu  Parish  and  St 
Charles  Parish,  La.,  to  points  in  Texas. 
HEARING:  March  29,  1982.  at  the 
Federal  Office  Building.  Franklin  and 
Fannin  Streets,  Houston.  Tex.,  before 
Joint  Board  No.  32.  if  the  Joint  Board 
waives  its  right  to  parUcipate,  before 
Examiner  Isadore  Freldson. 

No.  MC  117396  (Sub-No.  2) .  filed  Octo- 
ber 25,  1981.  Applicant:  JAMBS  B. 
BRASWBli,  8R.,  doing  business  as 
SOUTHERN  CEMENT  TRANSPORT, 
319  Louisiana  Bank  Building.  Shrcve- 
port.  La.  AppUcanfs  attorney:  Robert 
L.  Garrett,  705  Slattery  BuUding,  Shrere- 
port.  La.  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  Tdiide, 
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over  Irregular  routes,  transporting:  Ce- 
ment. In  bulk,  between  points  in  Louisi- 
ana. Texas.  Arkansas,  and  Oklahoma. 

NoT«:  Applicant  state*  the  proposed  serv- 
ice will  have  a  prior  movement  by  rail  or 
water 

HEARING:  March  15.  1962.  at  the 
Federal  Office  Building.  800  South  Street. 
New  Orleans.  La.,  before  Examiner  Isa- 
dore  Preidson. 

No.  MC  117574  (Sub-No.  61).  flled 
January  8.  1962.  Applicant:  DAILY 
EXPRESS.  INC.,  Box  434.  Mountain 
Route  3.  Carlisle.  Pa.  Applicants  rep- 
resenUUve:  David  E.  Lutz  (same  as  ap- 
pUcants ) .  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle. 
over  irregular  routes,  transporting :  *  1 ) 
AffrictUtural  implements.  (2)  water  well 
purifiers.  (3)  pipe  and  conduit.  (4>  parts. 
attachments,  and  fittings  for  items  <  i » . 
(2),  and  (3)  above,  when  moving  at  the 
same  time  and  in  the  same  vehicle  as 
items  (1),  (2),  and  (3).  between  points 
in  Maine.  New  Hampshire,  Vermont. 
Connecticut.  Massachusetts,  Rhode  Is- 
land. New  York.  New  Jersey.  Delaware. 
Maryland.  District  of  Columbia.  Penn- 
sylvania. Virginia.  •  and  West  Virginia. 
on  the  one  hand.  and.  on  the  other, 
points  in  Wisconsin. 

HEARING:  March  8.  1962.  at  the  Of- 
fices of  the  IntersUte  Commerce  Com- 
mission. Washington.  DC.  before  Exam- 
iner Lyle  C.  Parmer. 

No.  MC  117823  (Sub-No.  6i.  filed 
January  22.  1962.  AppUcant:  RALPH 
F  DXJNKLEY.  doirxg  business  as  DUNK- 
LEY  DISTRIBUTINO  COMPANY.  240 
California  Avenue.  Salt  Lake  City,  Utah. 
Applicant's  attorney:  Lon  Rodney 
Kump.  716  Newhouse  Building.  Salt  Lake 
City  11.  Utah.  Authority  sought  to 
(H>erate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Frozen  foods  and  potato  products. 
not  frozen  from  points  in  WashiriKton. 
to  points  in  Oregon,  California.  Wyom- 
ing. Idaho.  Nevada.  Utah.  Arizona,  and 
Denver,  Colo. 

HEARING:  February  5.  1962.  at  the 
Public  Utilities  Commission.  State  House. 
Boise.  Idaho,  before  Examiner  Donald 
R  Sutherland. 

No.  MC  117933  »Sub-No.  2>.  filed 
Novnnber  13.  1961.  Applicant:  LOUIS 
O.  PARIS.  Box  "O".  Krebs.  Okla.  Ap- 
plicant's attorney:  Max  G.  Morgan. 
443-54  American  National  Building. 
(Mdahoma  City  2.  Okla.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irreg\Uar  routes, 
transporting:  Beer  and  malt  beverages. 

(1)  from  Omaha.  Nebr..  Kansas  City.  St. 
Louis,  and  St.  Joseph.  Mo.,  and  Belleville, 
ni..  to  Altus.  Ardmore.  Chlckasha.  Clin- 
ton. Enid,  Lawton,  Oklahoma  City. 
Ponca  City.  Poteau.  Shawnee,  and  Wood- 
ward. Okla..  (2)  From  St.  Joseph,  Mo.. 
to  McAlester  and  Durant,  Okla.,  and 
empty  containers  or  other  such  inciden- 
tal faciUties  used  In  transporting  the 

above  described  conmiodities  in  connec- 
tion with  (1)  and  (2)  above,  on  retxirn. 
HEARING:  March    16.    1962.    at    the 
Federal  Building.  Oklahoma  City,  Okla  . 

before  Exemlner  Walter  R.  Lee. 

No.    MC    117954    (Sub-No.    8'.    filed 

November    6,    1961.    Applicant;   H.    L. 


NOTICES 

HERRIN,  JR.  101  Airhne  Highway. 
Metairie.  La.  Applicant's  attorney: 
Harold  R.  Ainsworth.  2307  American 
Bank  Building.  New  Orleans.  La.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Bananas,  from 
Houston.  Tex.,  to  points  in  Texas.  New 
Mexico.  Arizona.  California.  Colorado. 
Oklahoma.  Missouri.  Nebraska.  Kansas. 
Minnesota.  Utah.  North  Dakota.  South 
Dakota,  Wyoming.  Iowa.  Alabama. 
Arkansas.  Georgia.  Idaho.  Illinois.  In- 
diana. Kentucky.  Louisiana.  Michigan, 
Mississippi.  Montana.  Ohio.  Oregon. 
Tennessee,  Washington.  Wost  Virginia, 
and  Wisconsin. 

HEARING  March  26.  1962.  at  the 
Federal  Office  Building.  Franklin  and 
Fannin  Street.  Houston.  Tex  bt^fore 
Examiner  Isadore  Preidson 

No   MC  117995  'Sub-No   4'    'SECOND 
AMENDMENT',    filed   January    9.    1962. 
published    Federal    Register,    issues    of 
January  17  and  24,  1962,  and  republished 
as  amended,  this  issue     Applicant:  NEIL 
B     OLMSTED.    E     B    OLMSTED.    AND 
ALVIN  H    ANDERSON,  doing   business 
as     REFRIGERATED    TRUCK    UNES. 
Route  3.  Box  147.  Mount  Vernon.  Wash 
Applicants  attorney:   George  R    Labis- 
soniere.  333  Central  Building.  Seattle  4. 
Wash      Authority  sought  to  operate  as 
a  common  carrier,  by  motof  vehicle,  over 
irregular    routes,    transporting:    Frozen 
foods   and   potato  products,  not  frozen, 
( 1 »     between     points     in     Washington. 
Oregon.   Idaho,  and   California,  on    the 
one  hand.  and.  on  the  other,  points  in 
Washington.  Oregon.  Idaho.  California, 
New   York.   Kentucky.   Wyoming.  Colo- 
rado.   Illinois,    Indiana.    Iowa.    Kansas. 
Michigan.    Minnesota.    Missouri.    Mon- 
Una.  Nebraska.  Nevada.  North  Dakota. 
Wisconsin.      Oklahoma.     Ohio.     South 
Dakota.    Utah.    Arizona.     New    Mexico. 
Texas,  and  Louisville.  Ky  .  <2>   between 
X)lnts  In  Idaho,  on  the  one  hand.  and. 
on    the    other,    points    in    Oregon    and 
W.ishington.  and  <3'   between  points  In 
faifornia.   on    the    one    hand.    and.   on 
the    other,    points    in   Washington    and 
Oregon. 

Note  The  purpose  of  this  amendment  is 
to  include  service  to  ihe  additional  destina- 
tion States  of  Washington.  Oregon  Idaho, 
and  California  in  Item    ill    above 

HEARING:  Remains  as  assigned  Feb- 
ruary 5.  1962.  at  the  Public  Utilities 
Commission.  State  House.  Boise.  Idaho, 
before  Examiner  Donald  R.  Sutherland. 

No.  MC  118196  (Sub-No  3>.  flled  Jan- 
uary 25.  1962.  Applicant:  RAYE  k 
COMPANY  TRANSPORTS.  INC  .  PO 
Box  613.  Hiway  71  North.  Carthage.  Mo. 
Applicants  attorney:  Robert  R.  Hendon, 
3200  Cummings  Lane.  Chevy  Chase  15. 
Md.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Frozen 
foods,  and  potato  products,  frozen  and 
unfrozen,  onion  rings  and,  fish,  cooked 
<  including  breaded » ,  blanched,  processed 
and  dehydrated,  frozen  and  unfrozen, 
in  straight  shipments  and  in  mixed  ship- 
ments, with  frozen  berries,  and  frozen 
vegetables  and  frozen  fruits,  from  points 
in  Idaho.  Oregon.  Washington,  and  Utah, 
to  points  m  Oklahoma.  Missouri.  Kansas. 
Nebraska.  Iowa.  Arkansas.  Texas.  Louisi- 
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ana,  Coloiado.  New  Mexico.  California. 
Atizona.  Mississippi.  Alabama.  Georgia. 
Florida,  and  Tennessee. 

HEARING:  February  5.  1962.  at  the 
Public  Utilities  Commission.  State  House. 
Boise.  Idaho,  before  Examiner  Donald 
R   Sutherland. 

No.  MC  118821  (Sub-No.  D.  filed  Sep- 
tember    28.     1961.      Applicant:     J.     B 
HONEYCUTT     COMPANY.     INC.,     Lu- 
cama.    NC       Applicant's    attorney:    J 
Ruffln    Bailey.   Seventh   Floor.   Raleigh 
Building.  P.O.  Box    1773.  Raleigh,  NC. 
■'\uthority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular   routes,    transporting:     Asphalt 
and  asphalt  products.  In  bulk,  in  tank 
vehicles,  from  Greensboro,  N.C.,  to  points 
m    Virginia.    West   Virginia,   and    those 
in  Kentucky  and  Tennessee  on  and  east 
of  a   line  beginning   at  the  Kentucky- 
Ohio   State    line,   and    extending    in   a 
.southerly  direction  along  US.  Highway 
127  to  Its  junction  with  US.  Highway  - 
27.  thence  along  US.  Highway  27  to  the* 
Tennessee -Georgia  State  line. 

HEARING:  March  6.  1962.  at  the  US. 
Court  Rooms.  Uptown  Post  Office  Build- 
ing. Raleigh.  NC  .  before  Examiner  A. 
Lane  Cricher. 

No.  MC  119684  i Sub-No.  2).  filed  De- 
cember 20.  1961  AppUcant:  FULLER - 
TON  MOTOR  TRUCK  SERVICE.  INC  . 
1821  West  334d  Place.  Chicago  8.  Ill 
Applicants  representative:  George  S. 
Mullms.  4704  West  Irving  Park  Road. 
Chicago  41.  111.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Chlorinated  solvent  i Perchlor ethy- 
lene > .  Norg-clor  solvent.  Trichlorethy- 
lene.  Carbon  Tetrachloride.  Methylene 
Chloride,  in  bulk,  in  special  multiple 
compartmentized  tank  trucks,  equipped 
with  special  specification  meters,  gas- 
kets, lining  coating  of  tanks,  special  hose 
and  other  specialized  equipment,  from 
Chicago.  Ill  .  to  points  in  Lake.  Porter. 
Newton.  Jasper.  LaPorte.  Benton.  Starke. 
Pulaski,  and  White  Counties.  Ind. 

HEARING:  March  15.  1962.  at  the 
Midland  Hotel.  Chicago.  III.,  before  Joint 
Board  No    21 

No.  MC  123304  iSub-J#o.  4),  filed  No- 
vember 13.  1961.  Applicant:  SOUTH- 
ERN COURIERS,  INC..  1316  North  Car- 
roll. Dallas.  Tex.  Applicant's  attorney: 
Ewell  H  Muse.  Jr..  Perry  Brooks  Build- 
ing, Suite  415,  Austin  1.  Tex.  Author- 
ity sought  to  operate  as  a  contract  ear- 
ner, by  motor  vehicle,  over  irregular 
routes,  transporting :  Comw^rcial  papers, 
documents  and  written  instruments  such 
as  are  used  in  the  businesses  of  banks 
and  banking  institutions  (excluding 
coin  currency,  bullion  arxl  negotiable 
securities*,  between  Dallas.  Texas,  on 
the  one  hand.  and.  on  the  other,  points 
in  Montgomery  County,  Kans.,  points  in 
McDonald  County.  Mo.,  and  points  in 
Oklahoma. 

Note  Applicant  sUtea  that  tt  la  •con- 
trolled by  Arthur  DeBe»otoe.  who  also  con- 
trol* Armored  Carrier  Corporation,  under 
Docket  No    MC   112750" 

HEARING:  March  20.  1962.  at  th« 
Federal  Building.  Oklahoma  City.  Okla.. 
b<  fore  Examiner  Walter  R.  Lee. 

No  MC  123582  •  Sub-No.  2),  filed  No- 
\omb.r    20     1961.     Applicant:    BYRON 


GRANTHAM,  doing  business  as 
GRANTHAM  TRUCKING  SERVICE. 
P.O.  Box  452.  Roseboro.  N.C.  Appli- 
cant's attorney:  CyniB  James  Palreloth. 
Esq..  East  Railroad  Street,  P.O.  Box  29T. 
Roseboro,  N.C.  Authority  sought  to  op- 
erate as  a  contract  carrier,  by  motor 
vehicle,  over  IrregxUar  routes,  transport- 
ing: Clay  products,  namely,  drain  tile, 
silo  brick,  clablok.  fiue  lining,  fine 
thimbles,  face  brick  and  common  brick, 
from  points  In  Sampson  County.  N.C., 
to  points  In  South  Carolina.  Virginia, 
and  Maryland,  except  In  the  Commercial 
Zone  of  Baltimore.  Md. 

HEARING:  March  7.  1962.  at  the  VS. 
Court  Rooms.  Uptown  Post  Office  Build- 
ing. Raleigh,  N.C,  before  Examiner  A. 
Lane  Cricher. 

No.  MC  123848  (Sub-No.  2),  filed  No- 
vember 30,  1961.  Applicant:  -DANIEL 
W.  RAKER,  doing  business  as  SALVAGE 
TRANSPORTATION,  9166  Wiseman 
Road,  LambertvUle,  Mich.  Applicant's 
attorney:  Eugene  C.  Ewald,  Guardian 
Building,  Detroit  26.  Mich.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  veihlcle.  over  Irregular  routes, 
transporting:  Scrap  metal,  and  empty 
containers  or  other  such  incidental  facil- 
ities (not  specified)  used  In  transporting 
the  coQunodlty  specified ,  between  To- 
ledo. Ohio,  on  the  one  hand,  and  (a) 
points  in  Michigan  on  and  south  of  a 
line  beginning  at  Muskegon,  Mich.,  on 
Highway  M-20  east  to  Bay  City,  Mich.. 
thence  east  over  U.S.  Highway  25  to 
Port  Ssmilac.  Mich.,  and  (b)  points  in 
Indiana,  on  and  east  of  a  line  begliming 
at  Michigan  City,  Ind..  south  over  US. 
Highway  421  to  Indiana  Highway  43  and 
U.S.  Highway  231  south  to  UJ3.  Highway 
36,  and  on  and  north  of  Highway  40, 
thence  east  over  UjB.  Highway  40  to  the 
Indiana-Ohio  State  line. 

HEARING:  March  20,  1962,  at  the 
Federal  Building,  Lansing,  Mich.,  before 
Joint  Board  No.  9. 

No.  MC  123981.  filed  October  3,  1961. 
Applicant:  DUREWOOD  POTTER,  R. 
D.  No.  2.  Homer.  N.Y.  Applicant's  at- 
torney: John  T.  Ryan,  35  Main  Street, 
Cortland.  N.Y.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Calcite  crystals,  non-skid  bam  cal- 
cite,  calcite  flour,  lime,  agricultural  hy- 
drate lime  and  hydrated  spray  time,  from 
points  in  Sussex  County,  N.J..  to  points 
in  Cortland.  Cayuga,  Onondaga,  and 
Tompkins  Counties.  N.Y. 

HEARING:  March  20.  1962,  at  the 
Federal  Building,  Syracuse.  N.Y..  before 
Examiner  William  E.  Messer. 

No.  MC  123988,  filed  October  17.  1961., 
Applicant:  HAROLD  LEE  SHERMAN. 
WILLIAM  WILLIS  BOI»IE.  THOMAS 
G  POWELL.  AND  T.  M.  EVANS,  a  part- 
nership, doing  business  as  SHERMAN 
AND  BODDIE.  1001  College  Street.  Ox- 
ford. N.C.  Applicant's  attorney:  John  R. 
Jordan,  Jr..  Suite  616  First  Citizens  Bank 
Building.  Raleigh.  N.C.  Authority 
sought  to  operate  as  a  confroct  carrier, 
by  motor  vehicle,  over  Irregular  routes. 
transporting:  (1)  Yam.  supplies,  arid 
textile  machinery,  between  Henderson. 
N.C,  on  the -one  hand,  and,  on  the  other. 
Bamesvllle.  and  Berryton.  Ga.;  Chicago, 
and    Rochelle,    111.,    Mlshawaka.    Ind.; 


FEDERAL  REGISTER 

Lowell.  North  Dighton,  Canton,  Chelsea, 
Lawrence.  New  Bedford.  Mass.;  Grand 
Rapids,  Detroit^  Livonia,  and  Lansing. 
Mich.:    Belmont,    and    Laconia,   NJI.; 
Bound  Brook.  Beverly,  Bridgeton.  Grove- 
ville.  Newark.  ICillville,  Mt.  Holly.  Jersey 
City,  and  Perth  Amboy,  N.J.;  Livonia. 
Attica,     Buffalo,     Johnstown.     Elmlra, 
■paiiitfam  Spa.  and  Perry,  N.Y.;  Cinncln- 
nati.  Piqua.  and  Cleveland.  Ohio:  Phila- 
delphia. Adamstown,  Stowe.  MohrsvUle, 
Leeeport.  Reading,   Chester.   Nazareth, 
York.  Norristown.  Mohnton.  Owlngsburg. 
Pottstown.  Hamburg.  Macungle.  Blrds- 
boro,  Allentown.  Phoenlxvllle,  and  Fleet- 
wood.  Pa.;    Central    Falls,   Pawtucket, 
Woonaocket.     RJ.;     York,     Jefferson, 
Fingenrille,  Oreenville.  Seneca,  Charles- 
ton,   and    Clover,    S.G.;    Chattanooga, 
Monphis,  and  Dyersbtu^.  Tenn.;  Rich- 
mond. MarthisviUe,  and  Roanoke.  Va.; 
and  Delvan.  Portage,  Sheboygan,  and 
Jefferson.  Wis.;  (2)  Yam,  supplies  and 
textae  machinery  between  Martinsville, 
Va. :  Baltimore.  Md. :  Clinton,  S.C ;  Whit- 
tinsvlUe.  BxnfeAale,  Mass.;  Greensboro, 
Oastonia.  Charlotte,  High  Point,  N.C; 
on  the  one  hand,  and,  on  the  other, 
Hendorson.  N.C:  (3)  (a)  Motor  oil.  anti- 
freeze, and  grease  in  containers,  between 
NorfoUc  Va..  on  the  one  hand,  and,  on 
the  other.  Oxford,  N.C.  (appUcant  re- 
queats  restriction  against  transportation 
of  these  commodities  In  bulk  In  tank 
vehicles)',    (b)    Agricultural   machinery 
(.including  hay  racks,  forage  harvesters, 
manure  apreadern,  four  wheel  wagons, 
crop   dryers    and    elevators,    and    hay 
balers)  between  Atlanta,  Gi.,  New  Hol- 
land, Ifountville,  and  Belleville.  Pa.,  on 
the  one  hand,  and,  on  the  other  Oxford, 
N.C. ;  (c)  Tobacco  planters  and  parts  be- 
tween Holland,  Mich.,  on  the  one  hand, 
and,  on  the  other,  Oxford,  N.C;    (d) 
Baler  tvtiu  between  Philadelphia.  Pa.; 
Norfolk.  Va..  on  the  one  hand,  and.  on 
the  other,  Oxford.  N.C. ;  (e)  Pipe  between 
Sparrows  Point,  Md.;  Aliqulppa,  Pa.,  on 
the  one  hand,  and,  on  the  other,  Oxford, 
N.C;  (f)   Dry  calcium  chloride  bagged 
between  Solvay.  N.Y..  on  the  one  hand, 
ftiMJ^  cm  the  other,  Oxford,  N.C;    (g) 
Used  tractors  and  used  agricultural  im- 
lOemenU  between  Dothan.  Ala..  Moultrie. 
<3a.,  on  the  one  hand,  and.  on  the  other. 
Oxford.' N.C:    (4)  (a)    Motor  oil.  anti- 
freeze, and  grease  in  containers,  between 
Norfolk,  Va.,  on  the  one  hand,  and,  on 
the  other.  LouisbUrg.  N.C  (applicant  re- 
quests restriction  against  transportation 
of  these  commodities  in  bulk  In  tank  ve- 
hicles) ;  (b)  Aoricvltural  machinery  iin- 
chtding  hay  balers,  hay  racks,  forage 
harvesters,  manure  spreaders,  four  wheel 
wagons,  crop  dryers  and  elevators)  be- 
-  tween    Atlanta,    Ga.;     New    Holland. 
Mountville,  and  Belleville..  Pa. ;  on  the 
one  huid,  and,  on  the  other,  Louisburg. 
NC;  (c)  Tobacco  planters  and  parts  be- 
tween Holland.  ICIch..  on  the  one  hand, 
and.  on  the  other,  Louisburg.  N.C;  (d) 
Baler  twine  between  PhUadelphla.  Pa.; 
Norfolk.  Va..  on  the  one  hand,  and,  on 
the  other,  Louisburg.  N.C;  (e)  Pipe  be- 
tweoi  Sparrows  Point,  Md.;  Aliquippa. 
Pa.;  on  the  one  hand,  and,  on  the  other, 
Louisburg,  N.C;  (f)  Dry  calcium  chloride 
bagged  between  Solvay.  N.Y.,  on  the  one 
hand.  and.  on  the  other,  Louisburg,  N.C ; 
(g)  Used  tractors  and  used  agricultural 
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implements  between  Dothan.  Ala.; 
Moultrie,  Ga. ;  on  the  one  hand.  and.  on 
the  other,  Louisburg.  N.C 

HEARING:  March  5.  1962.  at  the  UB. 
Court  Rooms,  Uptown  Post  Office  Build- 
ing, Raleigh,  N.C,  before  Eramlner  A. 
Lane  Cricher. 

No.  MC  124031.  flled  November  6. 1961. 
Applicant:  LANIER  PRODUCE  COM- 
PANY, INC.  423  Terminal  Market.  1500 
South  Zarzamora  Street.  San  Antonio. 
Tex.  Applicant's  attorney:  Robert  L. 
Strickland.  Frost  National  Bank  Build- 
ing>  San  Antonio  5,  Tex.  Authority 
sought  to  operate  as  a  comynon  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Bananas,  from  New  Or- 
leans, La..  Gulfport.  ISHss^  and  Galves- 
ton, Houston,  Freeport,  Brownsville,  and 
Corpus  Christl.  Tex.,  to  Amarillo,  Tex. 

Note:  AppUcant  propoeeB  to  tmuport  ex- 
empt commodities  and  commodities  owned 
by  applicant,  on  return. 

HEARING:  March  20.  1962.  at  the 
Louisiana  Public  Service  ComnilS8i<m. 
Baton  Rouge,  La.,  before  Joint  Board  No. 
246.  or  If  the  Joint  Board  waives  its  right 
to  participate,  before  Examiner  Isadore 
Freidson. 

No.  MC  124025,  filed  December  1, 1961. 
AppUcant:  GLASS  WHOLESALE,  INC., 
200  North  Chestnut,  Newklrk.  Okla.  AJ>- 
plicanfs  attorney:  W.  T.  Brunson.  419 
Sixth  Street,  Oklahoma  City  3,  Okla. 
Authority  sought  to  operate  as  a  confrocf 
carrier,  by  motw  vehicle,  over  irregular 
routes,  transporting:  (1)  Flour;  in  bags 
and  in  bulk,  and  mill  feeds,  in  bags  and 
In  bulk;  from  the  plant  site  of  Dixie- 
Portland  Flour  Mills.  Inc..  at  or  near 
Arkansas  City,  Kans..  to  points  in  Ar- 
kansas. Kansas,  Missouri.  Ohio.  Okla- 
homa, Tennessee,  and  Texas;  (2)  GIoss- 
vxire:  from  Sapulpa.  Okla..  to  the  plant 
site  of  Dixie-Portland  Flour  Mills.  Inc.. 
Arkansas  City,  Kans.;  (3)  Cardboard: 
from  Sand  Springs,  Okla.,  to  the  plant 
site  of  Dlxle-PorUand  Flour  Mills,  Inc.. 
Arkansas  City.  Kans. 

Note:  Applicant  states  It  will  also  trans- 
port exempt  commodities  as  defined  by  sec- 
tion a03  (b)(6)  of  the  Interstote  Comnuroe 
Act.  on  retiUTi  tripe. 

HEARING:  March  19.  1962.  at  the 
Federal  Building.  Oklahoma  City.  Okla., 
before  Examiner  Walter  R.  Lee. 

No.  MC  124035  (Sub-No.  1),  filed  De- 
cember 4.  1961.  Applicant:  CHARLES 
A.  WOLFERSHEIM,  50  Westbrook  Drive, 
Nass-au.  N.Y.  Applicant's  attorney: 
George  A.  Roland,  C^iamber  of  Com- 
merce Building,  75  Chapel  Street, 
Albany.  N.Y.  Authority  sought  to  oper- 
ate as  a  contract  carrier,  by  motor  vehi- 
cle, over  irregidar  routes,  transporting: 
New  and  used  uncrated  upholstered  fur- 
niture, between  Albany.  N.Y..  and  points 
within  Vermont.  New  Hampshire, 
Massachusetts,  Connecticut,  New  York, 
and  Rhode  Island. 

HEARING:  March  19.  1962.  at  the 
Federal  Building.  Albany,  N.Y.,  before 
Examiner  William  E.  Messer. 

No.  MC  124036,  filed  Novonber  8. 1961. 
Applicant:  ANTHONY  GERALD  CHAU- 
FES:,  720  Weyer  Street.  Oretna.  La.  Au- 
thority sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes, "transporting:  (1)  Ice  cream  mix. 


November    «.    1961.    Applicant:   H.    L.     Nebraska.  Iowa.  ArKansas.  lexas.  i^ouiai- 
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butter  and  cheese.  In  packages.  In  re- 
frigerated van  equipment,  from  Ruuell- 
vllle.  Ark.,  to  points  in  Louisiana.  Missis- 
sippi, and  Alabama,  and  empty 
containers  or  other  such  incidental  facil- 
ities, used  in  transporting  the  above- 
specifled  comodities.  on  return,  and  '2) 
Sugar,  from  New  Orleans,  La.,  to  Russell - 
ville.  Ark.,  and  empty  containers  or  other 
such  incidental  facilities,  used  in  trans- 
porting the  above-specified  commodity, 
on  return 

HEARING  March  16.  1962.  at  the 
Federal  Office  BuildinR.  600  South 
Street,  New  Orleans,  La.  before  Ex- 
aminer Isadore  Preidson. 

No.  MC  124053.  filed  November  17. 
1961.  Applicant:  SCOVERA  CARTAGE 
COMPANY,  a  corporation.  3601  Wyo- 
ming Avenue,  Dearborn.  Mich.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Coal  tar.  in  tank 
vehicles,  (1 )  from  Toledo.  Ohio,  to  points 
in  Michigan,  and  (2>  from  Detroit, 
Mich.,  to  points  in  Ohio. 

Note:  Applicant  has  contract  carrier  au- 
tborlty  under  MC  47063  and  Sub-No  6. 
■o  dual  operations  may  be  Involved.  Ap- 
plicant states  that  Its  stockholders  are 
aOllated  with  A.  P.  Posnlk  and  Company, 
and  with  Michigan  Transportation  Company, 
both  of  which  hold  common  carrier  author- 
ity to  operate  In  Interstate  commerce 

HEARINO:  March  21.  1962,  at  the 
Federal  Building,  Lansing  Mich.,  before 
Joint  Board  No.  57. 

No.  MC  124064,  filed  November  24, 
1961.  AppUcant:  QERALDINE  L.  EI- 
SENBACH,  doing  business  as  BRANT 
HAULAGE,  42  Rowanwood  Avenue, 
Brantford,  Ontario,  Canada.  Appli- 
cant's attorney:  John  K.  Kimball,  Marine 
Trust  Building.  Bxiflalo  3.  N.Y.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  Irregular 
routes,  transporting:  (D  Oluestock 
materials  from  ports  of  entry  on  the  In- 
ternational Boundary  between  Uriited 
States  and  Canada,  located  at  Detroit 
and  Port  Huron.  Mich.,  and  Buffalo  and 
Niagara  Palls.  NY.,  to  Gowanda.  NY.. 
and  Carrolville.  Wis.;  and  <2)  Coal  from 
points  in  Pennsylvania  to  ports  of  entry 
on  the  International  Boundary  between 
United  States  and  Canada  at  Detroit  and 
Port  Huron.  Mich.,  and  Buffalo  and 
Niagara  Falls.  N.Y..  on  return. 

HEARINO:  March  27.  1962.  at  the 
Hotel  Buffalo.  Washington  and  Swan 
Streets,  Buffalo,  N.Y..  before  Examiner 
William  E.  Messer. 

No.  MC  124065.  filed  November  24. 
1961.  Applicant:  COLORADO-ARI- 
ZONA-CALIFORNIA EXPRESS.  INC.. 
1749  Julian  Street,  Denver.  Colo.  Ap- 
plicant's attorney:  Herbert  M.  Boyle.  738 
Majestle  BulkUng.  Denver  2,  Colo.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregu- 
lar routes,  transporting :  (1)  Meats,  meat 
products,  meat  by-products  and  arti- 
cles distributed  by  meat  packinghouses 
as  defined  by  the  Commission  and  (2) 
frozen  foods,  fresh  fruits  and  vegetables, 
between  Greeley,  Denver  and  Pueblo. 
Colo.,  on  the  one  hand.  and.  on  the  other, 
points  In  New  Mexico.  Arizona,  Nevada, 
and  California. 


NOTICES 

HEARING:  March  13,  1962,  at  the 
Albany  Hotel,  Denver,  Colo.,  before  Ex- 
aminer Charles  B.  Helnematm. 

No.  MC  124076,  filed  November  30, 
1961.  AppUcant:  WM.  DAVIS,  20800 
Greenvlew  Street.  Southfleld,  Mich.  Ap- 
plicanfs  attorney:  William  B.  Elmer. 
1800  Buhl  Building.  Detroit  26.  Mich. 
Authority  sought  to  operate  as  a  com- 
mon earner,  by  motor  vehicle,  over  Ir- 
regular routes,  transportiHK  Sand,  in 
bulk,  from  points  in  Wayne  County. 
Mich  ,  to  points  in  Ohio 

Note  Applicant  sl*ites  that  it  owns  25  per- 
cent of  the  .stocit  of  Ohio  Trl-Counly  Truck- 
ing Company  which  ha.s  authcjrlty  to  operate 
a-s  a  C'lmmrm  earner  but  that  the  authority 
herein  sought  will  not  in  any  way  duplicate 
the  authority  held  by  Ohio  Trl-C<1unty 
Trucking  C  impany 

HEARING  March  21.  1962,  at  the 
Federal  Building,  Lansing.  Mich  .  before 
Joint  Board  No.  57. 

No.  MC  124077  Sub-No  1'.  filed 
December  1,  1961.  Applicant:  A  C 
MILLER,  Rodney  'Ontario",  Canada. 
Applicants  attorney :  Wilhelmina  Boers- 
ma,  2850  Penobscot  Building.  Detroit  26. 
Mich.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes  transporting :  <  1  > 
Cement,  in  bulk,  from  the  Port  of  Entry 
on  the  International  Boundary  line  be- 
tween the  United  States  and  Canada  at 
or  near  Buffalo.  N.Y  .  to  points  in  Perm- 
sylvania.  and  (2)  Coal,  in  bulk,  from 
points  in  Pennsylvania  to  the  Port  of 
Entry  on  the  International  Boundary 
line  between  the  United  States  and  Can- 
ada at  or  near  Buffalo,  NY. 

Note;  Applicant  holds  contract  carrier  au- 
thority in  MC  115952  and  Sub  1. 

HEARING:  March  30.  1962.  at  Hotel 
Buffalo.  Washington  and  Swan  Streets. 
Buffalo,  NY.,  before  Examiner  William 
E.  Messer. 

No.  MC  124087.  filed  December  7. 
1961.  Applicant:  WAYNE  MILK  HAUL- 
ERS. INC..  26  Harvester  Avenue.  Bata- 
via,  NY.  Applicant's  representative: 
Raymond  A.  Richards.  35  Curtice  Park. 
P.O.  Box  25.  Webster.  NY.  Authority 
sought  to  op)erate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Juices,  in  bulk,  in  tank  ve- 
hicles, from  points  in  New  York  and 
Ohio   to  points   in   Virginia. 

Note:  Applicant  holds  contract  carrier  au- 
thority In  MC  118090. 

HEARING:  March  23.  1962.  at  the 
Manger  Hotel.  Rochester.  N.Y..  before 
Examiner  William  E.  Messer. 

No.  MC  124123,  filed  December  29, 
1961.  Applicant:  SCHWERMAN 
TRUCKING  CO.  OP  ILL..  INC.  620 
South  29th  Street,  Milwaukee  46,  Wis. 
Applicant's  attorney:  James  R.  Ziperskl, 
620  South  29th  Street.  Milwaukee  46, 
Wis.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Cement, 
from  Chicago.  111.,  to  points  in  Illinois. 
Indiana,  and  Wisconsin. 

Note:  Applicant  states  It  "la  controlled  by 
Schwenuan  Trucking  Co.  (Wisconsin  parent 
corporation)  which  control  was  approved  by 
tlie  Commission.     Also  controls  Schwerman 


Trucking  Co  of  Ohio,  SchweruMn  Co  of  Pn 
Inc.,  Schwerman  Trucking  Co.  of  Indiana 
Inc  .  Schwerman  Trucking  Co.  of  Texas,  and 
Schwerman  Trucking  Co.  of  N.T..  Inc."  It 
Is  further  noted  that  applicant  has  con  true  i 
authority  under  MC  115577  and  Subs  there- 
under, therefore,  dual  operations  may  be 
Involved 

HEARING  March  14.  1962.  at  Ih." 
Midland  Hotel.  Chicago.  Ill  .  before  Joint 
Board  No    17 

No  MC  124139,  filed  January  7.  1962 
Applicant  LEONARD  V  ORANZOW. 
doing  bu-siness  as  ORANZOW  TRUCK- 
ING CO,  Route  1,  Box  88.  Hopkin.v 
Mmn  Applicants  representalive ;  A  R 
Fowler,  2288  University  Avenue.  St.  Paul 
14.  Minn  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Such 
cnmmodittes,  as  are  dealt  in  by  wholesale 
grocery  and  produce  business  houses. 
from  points  in  the  Minneapolis.  St.  Paul. 
Minn  .  Commercial  Zone,  as  defined  by 
the  ConuniSvSion,  to  Stillwater,  Minn. 

HEARING:  March  28.  1962,  in  Room 
393.  Federal  Building  and  U.S.  Court 
House.  110  South  Fourth  Street,  Minnea- 
polis, Minn  .  before  Joint  Board  No.  142 

Appikations  for  BROKsajkca  Licenses 

MOTOR  CARRIERS  OF  PSaSKNCERS 

No.  MC  12456  (Sub-No.  2)  (AMEND- 
MENT', filed  August  8.  1961,  published 
in  Federal  Register  Issue  of  October  25, 
1961.  amended  October  SO.  1961,  and  re- 
published, this  issue.  AppUcant:  SKI 
BIRD  TOURS,  INC.,  2039  Broadway, 
New  York,  NY.  Applicant's  attorney: 
Sidney  J  Leshin.  608  Fifth  Avenue.  New 
York  20,  NY.  For  a  llcenae  (BMC  5>  to 
engage  in  operations  as  a  broker  at  New 
York.  NY  ,  in  arranging  for  the  tran.s- 
portation  by  motor  vehicle  in  Interetate 
or  foreign  conunerce  of  passengers  and 
their  baggage,  in  the  same  vehicle  with 
passengers,  both  as  individuals  and 
groups,  in  round-trip,  all  expense  tours, 
between  New  York,  N.Y.,  and  points  in 
Nassau,  Suffolk  and  Westchester  Coun- 
ties. NY.,  on  the  one  hand,  and,  on  the 
other,  points  in  Connecticut,  Massachu- 
setts. Vermont.  Pennsylvania.  New 
Hampshire,  New  York,  New  Jersey.  Vir- 
ginia, and  West  Virginia. 

Note:  The  purp>ose  of  this  republication  is 
to  add  the  states  of  New  Jersey.  Virginia,  and 
West  Virginia  as  points  of  destination 

HEARING:  March  2.  1962,  in  Room 
212.  State  Office  Building,  1100  Raymond 
Boulevard.  Newark.  N.J..  before  Exam- 
iner Edith  H.  Cockrill. 

No.  MC  12780.  filed  November  22,  1961. 
Applicant :  ROBERT  R.  ROGERS,  doing 
business  as  BUCK  ROGERS  TRAVEL 
SERVICE,  Hotel  Cortez  Lobby,  El  Paso, 
Tex.  Authority  sought  to  operate  as  a 
broker  <BMC  5',  at  El  Paso,  Tex.,  in 
arranging  for  the  transportation  of 
passengers  and  their  baggage,  between 
points  in  the  United  States  Including 
ports  of  entry  l>etween  the  United  States 
and  Mexico  and  Canada. 

HEARING:  March  12,  1962,  at  the 
Hotel  Paso  Del  Norte,  El  Paso,  Tex., 
before  Joint  Board  No,  77,  or,  If  the 
Joint  Board  waives  its  right  to  partici- 
pate before  Examiner  Walter  R.  Lee. 
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Appucations  in  Which  Handuno  With- 
out Oral  Hkasimo  Is  Rbqukstsd 

KOTOS  CASKXnS  OF  PROPnTT 

No.  MC  22179  (Sub-No.  2)  (CLARIFI- 
CATION    AND    CORRECTION),    filed 
July  7. 1961,  published  in  Pkdcrai  Rigis- 
TKR  Issue  of  July   19,    1961,  amended 
September  6,  1961,  and  republiahed,  as 
amended,  January  10,  1962,  and  further 
published,  as  clarified  and  corrected,  this 
issue.    Applicant:    DUDLEY  E.  FREE- 
MAN,   doing    buslpess    as    FREEMAN 
TRUCK  LINE.  Box  467.  Oxford,  Miss. 
Applicant's  attorney:  Edward  G.  Orogan, 
1500  Commerce  Title  Building.  Memphis, 
Term.    Authority  sought  to  operate  as 
a   common  carrier,  by   motor  vehicle, 
over  regular  routes,  transporting:  Cten- 
eral  commodities  (except  those  of  un- 
usual value.  Classes  A  and  B  explosives, 
livestock,  household  goods  as  defined  by 
the  Commission,  commodities  In  bulk, 
and  those  requiring  special  equipment) , 
(1)  between  Memphis,  Tenn.,  and  Ox- 
ford, Miss.,  and  (2)    between  Grenada 
and  Oxford,  Miss.;   (1)   from  Memphis 
over  XJS.  Highway  51  to  jimctlon  Missis- 
sippi  Highway  6   at  Batesville,  Miss.; 
thence  over  Mississippi  Highway  6  to 
Oxford,  and  return  over  the  same  route, 
serving  no  intermediate  points,  as  an 
alternate  route  for  operating  conven- 
ience only.  In  connection  with  carrier's 
regular  route  operations  between  Mem- 
phis and  Oxford  and  between  Memphis 
and  Grenada;   and   (2)    from  Grenada 
over  U.S.  Highway  51  to  Junction  Missis- 
sippi Highway  6  at  Batesville;  thence 
over  Mississippi  Highway  6  to  Oxford 
and  return  over  the  same  route,  serving 
no  intermediate  points,  as  an  alternate 
route   for   operating  convenience  only, 
in    connection    with    carrier's    regular 
route  operations  between  Grenada  and 
Oxford    and    between    Memphis    and 
Grenada. 

Nott:  Applicant's  attorney  advises  that 
the  amendment  as  filed  was  not  intended  to 
alter  In  any  respect  the  original  authority 
granted  the  applicant  insofar  as  the  ooxn- 
modlty  description  contained  in  the  original 
certificate  Is  concerned. 

No.  MC  66562  (Sub-No.  1867)    (COR- 
RECmON),    filed    December    20.    1961, 
published  Federal  Rigistir  issue  Janu- 
ary 4,  1962,  corrected  January  18,  1962, 
republished  as  corrected  this  Issue.    Ap- 
plicant:   RAILWAY   EXPRESS   AGEN- 
CY,   INCORPORATED,    219    East    42d 
Street,  New  York  17,  N.Y.    AppUcanfs 
attorney:  WUllam  H.  Marx,  219  East  42d 
Street,  New  York  17,  N.Y.    NoUce  of  the 
filing  of  the  subject  application  as  pub- 
lished In  the  Frderal  Recistkr  Issue  of 
January  4,  1962,  at  page  66,  Indicated 
that  the  proposed  operations  covering 
the  transportation  of  general  commotU- 
ties.  moving  in  express  service,  between 
Baltimore.  Md..  and  Washington,  D.C., 
over  specified  highways,  serving  certain 
intermediate   or    off-route    points,   w»s 
conditioned  to  traffic  "covering  in  addi- 
tion to  the  motor  carrier  movement  by 
applicant,  an  immediately  prior  or  im- 
mediately subsequent  movement  by  rail 
or  air",  in  error.    The  purpose  of  this 
republication  is  to  strike  such  reference. 
No.   MC   66562    (Sub-No.    1869),  filed 
January  2,  1962.    Applicant:  RAILWAY 
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AGENCY,  INCORPORATED, 

219  Bast  4ad  Btreefc.  New  York  21.  N.Y. 
Applicant's  attoraey:  William  H.  Marx, 
Railwaj  Bxpreis  Agency,  Inc.,  Law  De- 
jwrtment,   219  Cast   42d   Street,   New 
York  21.  N.Y.   Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor  vehi- 
cle, over  regtilar  routes,  transporting; 
GenertU   commoditieg,   moving   in   ex- 
press service,  (1)  Between  Buffalo,  NY., 
and  Sharon,  Pa.,  as  follows:  From  Buf- 
falo over  VB.  EOghway  20  to  Erie.  Pa., 
thence  over  UJ9.  Highway  19  to  junc- 
tion  UJ9.  Highway  62,  thence  over  U.S. 
Highway  62  to  Sharon,  and  return  over 
the  same  route,  oearviDg  the  Intermediate 
points  of  Brie  and  MeadvUle.  Pa.;  and 
(2)  Between  Buffalo,  N.  Y..  and  jimcUon 
U.S.  Highways  19  and  422  as  follAws: 
From  Buffalo  over  U.S.  Highway  20  to 
Erie,  Pa.,  thence  over  U.a  Highway  19 
to  Junctkm  UjB.  Highway  422,  and  return 
over  the  same  route,  serving  the  inter- 
mediate points  of  Erie  and  MeadvUle, 
Pa.    RBSmUCCnONS:  (1)  Service  to  be 
performad  by  carrier  shall  be  limited  to 
service  which  is  auxiliary  to  or  supple- 
mental of,  express  service;  (2)  Shipment 
transported   Inr  said    carrier   shall   be 
limited  to  those  moving  on  a  through  bill 
of  1#^<*"g or  express  receipt,  and  (3 )  Such 
further  n>eciflc  conditions  as  the  Com- 
mission in  the  future  may  find  neces- 
sary to  JTffpo**  in  order  to  restrict  car- 
rier's operation  to  service  which  Is  aux- 
iliary to,  or  supplemental  of,  express 
service. 


Nor:  AppUcant  states  the  proposed  motor 
operations  wiU  be  an  extension  of  and  will 
be  operated  in  connection  with  applicant's 
fTtiTtitig  motor  operations  under  Certificates 
In  MC  06663  (8ub-Noe.  866  and  1461) . 

No.  MC  69274  (Sub-No.  5).  filed  Jan- 
uary 18,  1962.  AppUcant:  M  &  R 
TRANSPORTATION  CO.,  INC.,  147  Park 
Street,  Akron,  Ohio.  Applicants  attor- 
ney: William  O.  Tumey.  2001  Massachu- 
setts Avenue  NW..  Washington  6.  D.C. 
Authority  sought  to  operate  as  a  common 
carrier,  bj  motor  vehicle,  transporting : 
General  commodities  (except  those  of 
unusual  ^ue,  Classes  A  and  B  explo- 
sives, household  goods  as  defined  by  the 
CommlBsion,  "Commodities  in  bulk,  and 
those  requiring  special  equipment) ; 
serving  the  site  of  applicant's  new  ter- 
minal located  approximately  seven  miles 
north  of  Providence,  R.I..  on  Rhode  Is- 
land Highway  116.  as  an  off -route  point 
in  connection  with  applicant's  presently 
authm-ized  regular-route  operations. 

Note:  AppUcant  la  presently  authorized 
to  serve  Providence,  B.I.,  however,  applicant 
liulicatea  that  the  site  of  its  new  terminal  Is 
two  mUee  beyond  the  existing  commercial 
Bone  of  ProTldenoe. 

No.  MC  112750  (Sub-No.  92) .  filed  Jan- 
uary 19,  1962.  AppUcant:  ARMORED 
CARRIER  CORPORATION.  222-17 
Northern  Boulevard,  Bayslde.  N.Y.  Ap- 
plicant's attorney:  James  K.  Knudson. 
1821  Jdlerson  Place  NW.,  Washington, 
D.C.  Authority  sought  to  operate  as  a 
coafrocf  corrfer,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Exposed 
and  processed  film  and  prints,  compli- 
mentanf  replacement  film,  and  inciden- 
tal dealer  handUng  $upplies  and  adver- 
tiaing  literature  moved  therewith  (ex- 
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eluding  motion  picture  film  used  pri- 
marily for  commercial  theatre  and  tele- 
vision exhibition),  (a)  Between  Wash- 
ington, D.C.,  on  the  one  hand.  and.  on 
the  other.  Wilmington.  Del.,  and  Phil- 
adelphia. Pa.,  and  points  in  Harford,  / 
Worcester,  Dorchester,  Kent,  Talbot, 
Frederick,  Washington,  Wicomico,  Car- 
roU,  Caroline,  and  Queen  Annes  Coun- 
ties, Md..  and  Frederick,  [^?otsylvanla, 
Loudoim.  and  Warren  Counties,  Va.,  and 
(b)  Between  Philadelidiia.  Pa.,  on  the 
one  hand,  and,  on  the  other,  points  in 
Columbia,  Wayne,  and  Wyoming  Coun- 
ties, Pa. 

Norr:  Applicant  states  the  proposed  serv- 
ice will  be  performed  for  the  account  of  East- 
man Kodak  Co. 

No.  MC  113024  <Sub-No.  16) ,  filed  Jan- 
uary 20. 1962.  AppUcant:  ARUNOTON 
JOHN  WILLIAMS,  doing  business  as 
A.  J.  WILLIAMS,  152  Killoran  Drive. 
New  Castle,  Del.  AppUcant's  attorney: 
Samuel  W.  Eamshaw.  983  National  Press 
Building,  Washington  4,  D.C.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Clothing,  dry  goods,  ma- 
terials and  supplies  used  in  the  manufac- 
ture of  sewn  articles,  between  Manches- 
ter, La  Grange,  Newnan,  Ga..  and  La- 
fayette, Ala.,  on  the  one  hand.  and.  on 
the  other,  Atlanta  Airport,  at  or  near  At- 
lanta. Ga..  on  traffic  originating  at  or 
destined  to  points  outside  the  State  of 
Georgia. 

Now:  Applicant  advisee,  that  the  pro- 
posed service  to  and  from  Newnan.  Oa..  will 
be  restricted  to  in  Stations  Wagons  only. 
It  Is  further  noted  that  pr<^x)eed  eervioe  will 
be  for  the  accounts  of  Internationid  Latex 
Corporation  and  Sarong,  Inc. 

No.  MC  114194  (Sub-No.  38),  filed 
January  17, 1962.  AppUcant:  KREIDER 
TRUCK  SERVICE.  INC..  8003  CoUlns- 
vlUe,  Road.  East  St.  Louis,  m.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Sugar  and  blends, 
in  bulk,  from  points  in  the  St.  Louis,  lib.. 
East  St.  Louis,  HI.,  Commercial  Zone, 
to  points  in  Illinois,  Indiana,  Kentucky, 
Tennessee,  Arkansas,  Missouri,  Iowa, 
and  Nebraska,  and  rejected  shipments  of 
the  above-specified  axnmoditles,  on 
return.  _.  ^ 

No  MC  119422  (Sub-No.  9),  filed 
January  18,  1962.  AppUcant:  EK-JAY 
MOTOR  TRANSPORTS.  INC.,  15th  and 
Lincohi,  East  St.  Louis,  m.  AppUcant's 
attorney:  Marvin  W.  Goldenhersh.  406 
Missouri  Avenue,  East  St.  Louis,  m.  Au- 
thority sought  to  operate  as  a  comm4m 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Liquid  petroleum 
toox,  in  temperature  controUed  tank  ve- 
hicles, and  damaged  and  defective  ship- 
ments, between  East  St.  Louis,  m..  on 
the  one  hand,  and,  on  the  other,  polnte 
in  Minnesota  and  Wisconsin. 

No.  MC  123486  (Sub-No.  3),  filed 
January  17,  1962.  AppUcant:  CARO- 
LINA-VIRGINIA COURIERS  INC.,  519 
East  Trade  Street.  P.O.  Box  1603,  Char- 
lotte. N.C.  AppUcant's  attorney:  James 
K.  Knudson.  1821  Jefferson  Place  NW., 
Washington.  D.C.  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transpwt- 
ing:   Exposed  and  processed  film  and 
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prints,  complimentary  replacement  film. 
Incidental  dealer  handling  supplies  and 
advertising  literature  moved  therewith 
( excluding  motion  picture  film  used  pri- 
marily for  commercial  theatre  and  tele- 
vision exhibition),  between  Washington. 
DC.  and  Richmond.  Va..  on  the  one 
hand.  and.  on  the  other,  points  in  Bed- 
ford. Nottoway.  Montgomery  Pittsylva- 
nia Southampton,  Rockbridge.  Camp- 
bell. Henry.  Dinwiddle.  Pulaski.  Roa- 
noke. Augusta,  and  James  City  Countie.s. 
Va 

Nont:  Applicant  sUtea  the  propoued  opera- 
tion la  tor  the  account  of  Eaatman  Kodak 
Co.     Common  control  may  be  Involved 

MOTOR    CARRimS   OF   PASSENGERS 

No.  MC  1501  (Sub-No.  261  >.  filed  Jan- 
uary 19.  1962.  Applicant:  THE  GREY- 
HOUND CORPORATION.  140  South 
Dearborn  Street,  Chicago  3.  111.  Appli- 
cant's attorney:  Robert  J.  Bernard 
(same  address  as  applicant  > .  Authority 
sought  to  operate  as  a  common  carrier,  by 
motor  vehicle,  over  regular  routes,  trans- 
porting: Passengers  and  their  baggage. 
and  express,  newspapers  and  mail  in  the 
same  vehicle  with  passengers,  between 
Junction  U.S.  Highway  276  and  U.S. 
Highway  221,  and  Laurens.  S.C. ;  from 
Junction  U.S.  Highway  276  and  US. 
Highway  221,  over  U.S.  Highway  221  for 
a  distance  of  four  (4)  miles  to  Laurens, 
and  return  over  the  same  route,  serving 
all  intermediate  points. 

No.  MC  67024  i  Sub-No.  26) .  filed  Jan- 
uary 17,  1962.  Applicant:  SERVICE 
COACH  LINE,  INC..  4305  21st  Avenue. 
Tampa,  Pla.  Applicant's  attorney: 
James  E.  Wilson,  Perpetual  Build- 
ing. 1111  E  Street  NW..  Washington 
4.  D.C.  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
regular  routes,  transporting:  Passengers 
and  their  baggage,  and  express  and 
newspapers.  In  the  same  vehicle  with 
passengers,  between  Mlllen,  Oa..  and 
Statesboro,  Oa.;  from  Mlllen  over  U.S. 
Highway  25  (Georgia  Highway  67)  to 
Statesboro.  and  return  over  the  same 
route,   serving  all   intermediate   points 

NoncE  or  Piling  or  PETmoNS 

No.  MC  117426  (PETITION  FOR 
CLARIFICATION),  filed  October  26. 
1961.  Petitioner:  HOLT  MOTOR  EX- 
PRESS. INC.,  Philadelphia.  Pa.  Peti- 
tioner's representative:  G.  H.  Dilla. 
5275  Ridge  Road,  Cleveland  29.  Ohio. 
Certificate  No.  MC  117426  authorizes 
the  transportation  of:  General  com- 
modities, with  certain  exceptions,  be- 
tween Philadelphia,  Pa.,  and  points 
within  a  radius  of  200  miles  of  Phila- 
delphia, Pa.,  restricted  to  shipments 
moving  to  or  from  public  warehouses  in 
Philadelphia,  Pa.  Petitioner  avers  that 
warehouses  located  on  piers  are  ware- 
houses for  the  use  of  the  general  public, 
and  that  such  warehouses  are  public 
warehouses,  and  requests  that  the  mat- 
ter be  assigned  for  oral  hearing  at 
Washington,  D.C. 

HEARING:  March  9,  1962.  at  the  Of- 
floes  of  the  Interstate  Commerce  Com- 
mission, Washington.  D.C,  before 
Examiner  Reece  Harrison. 


NOTICES 

Applications  Under  Sections  5  and 
210a(b) 

The  following  applications  are  gov- 
erned by  the  Interstate  Commerce  Com- 
misslons  special  rules  governing  notice 
of  filing  of  applications  by  motor  carriers 
of  property  or  passengers  under  section 
5(a>  and  210a<b)  of  the  Interstate  Com- 
merce Act  and  cerUin  other  proceedings 
with  respect  thereto  <49  CFR  1.240) 

MOTOR  CARRIERS  OF  PROPERTY 

No  MC-F-8057     Authority  sought  for 
purchase  by  UNITED  VAN  LINES.  INC  . 
P.O     Box    3430.    St.    Louis    17.    Mo.,    of 
a    portion    of    the   operating    rights    of 
GEO  B.  HOLMAN  li  CO  .  INC  .  151  Park 
Avenue.    Rutherford.    NJ       Applicants' 
attorney:    G     M.    Rebman.    314    North 
Broadway.    St.    Louis    2.    Mo       Operat- 
ing   rights    souKht    to    be    transferred: 
Television  Receiving  Sets,  uncrated.  as 
a  common  carrier  over  irregular  routes, 
from  Clifton  and  Passaic.  N.J  .  to  points 
In  New  York.  Connecticut.  Rhode  Island. 
Vermont.    Maine,    Massachusetts.    New 
Hampshire,   New   Jersey.   Pennsylvania, 
Maryland.     Delaware,     Virginia.     West 
Virginia.  North   Carolina.   South  Caro- 
lina.    Kentucky,     Tennessee.     Florida. 
Ohio.  Indiana,  Illinois.  Michigan.  Mis- 
souri.   Nebraska,    and    the    District    of 
Columbia,  traversing  Georgia  and  Iowa 
for  operating  convenience  only,  and  from 
points    in    Bergen,    Essex,   Hudson,   and 
Passaic   Counties.    N.J..    except   Clifton 
and  Passaic,  to  points  In  New  York.  Con- 
necticut. Rhode  Island,  Vermont,  Maine, 
Massachusetts.    New     Hampshire.    New 
Jersey.   Pennsylvania.   Maryland.   Dela- 
ware.   Virginia.    West    Virginia,    North 
Carolina.    South    Carolina.    Kentucky. 
Tennessee.      Florida.      Ohio,      Indiana. 
Illinois.    Michigan.    Missouri.   Nebraska, 
and    the    District    of    Columbia,    tele- 
vision    transmitting     equipment,     un- 
crated. used  or  useful  In  the  Installation 
and   maintenance    of   television   broad- 
casting    stations,     between     points     In 
Connecticut,      Illinois.      Massachusetts. 
New      Jersey.      New      York,      Pennsyl- 
vania,   Virginia,    and    the    District    of 
Columbia,  between  points  In  New  Jersey 
and  New  York,  on  the  one  hand,  and.  on 
the  other,  points  In  Delaware,  Florida. 
Indiana.    Kentucky,    Maine.    Maryland. 
Michigan.      Missouri.     Nebraska,     New 
Hampshire.  North  Carolina,  Ohio,  Rhode 
Island,  South  Carolina,  Tennessee.  Ver- 
mont,   and    West    Virginia,    traversing 
Georgia  and  Iowa  for  operating  conveni- 
ence only,  and  between  points  In  Con- 
necticut, on  the  one  hand.  and.  on  the 
other,    points    in    Delaware,    television 
transmitting  equipment,  parts  and  ac- 
cessories, and  television  receiving  sets, 
parts  and  accessories,  from  New  York. 
NY.,  and  points  in  Passaic.  Bergen,  and 
Essex  Counties.  N.J..  to  Milwaukee.  Wis.. 
Minneapolis.  Minn..  Seattle.  Wash..  Salt 
Lake  City,  Utah,  Albuquerque,  N.  Mex.. 
New  Orleans.  La.,  Ames,  Iowa,  Stockton. 
Riverside.  Los  Angeles,  and  San  Fran- 
cisco.  Calif..    E>allas    and   Fort   Worth. 
Tex.,   and  Portland.  Oreg..  and  points 
within    150    miles    of    each    of    these 
destinations,   except  points   in   Florida, 
Illinois.    Michigan.    Missouri,    and   Ne- 


braska, television  receiving  sets,  un- 
crated, \ised  for  display  purposes  only, 
and  telexHsion  cabinets,  uncrated.  from 
points  in  the  above-named  destination 
states  and  the  District  of  Columbia  to 
points  in  Passaic,  Bergen,  Essex  and 
Hudson  Counties.  NJ..  and  uncrated 
television  transmitting  equipment,  be- 
tween East  Paterson.  Clifton.  Garfield, 
and  Rutherford.  N.J.,  and  New  Yorl^ 
NY.,  on  the  one  hand,  and.  on  the  other, 
points  In  Georgia.  Alabama,  Bftississlppi. 
Arkansas.  Louisiana,  Minnesota,  Wis- 
consin, North  Dakota,  South  Dakota. 
Kansas.  Oklahoma,  Texaa.  Montana, 
Wyoming.  Colorado,  New  Mexico,  Wash- 
ington. Oregon,  Idaho.  California. 
Nevada,  Arizona,  Iowa,  and  Utah 
Vendee  is  authorized  to  operate  as  a 
common  carrier  In  48  states  and  the  Dis- 
trict of  Columbia.  Application  has  been 
filed  for  temporary  authority  under 
section  210a(b). 

No.     MC-F-8058.    Authority     sought 
for    purchase    by    CHICAGO    KANSAS 
CITY  FREIGHT  LINE.  INC.,  1048  North 
Monroe   Avenue,   Kansas   City,  Mo.,   of 
the   operating    rights   and   property    of 
CAPITOL  TRUi^KING.  INC.,  815  North 
31st    Street.    Springfield,    111.,    and    for 
acquisition  by  C.  J.  HOFFMAN,  also  of 
Kansas   City.   Mo.,   of   control   of  such 
rights   and  property  through   the   pur- 
chase     Applicants'       attorneys:   Went- 
worth  E.  Griffin.  1012  Baltimore.  Kansas 
City  5,  Mo.,  and  Mack  Stephenson.  208 
East    Adams    Street.    Springfield.     111. 
Operating   rights   sought   to   be    trans- 
ferred: Operations    under    the    Second 
Proviso    of    section    206(a)  (1>     of    the 
Interstate  Commerce  Act  in  the  State 
of  Illinois,  as  more  specifically  described 
in  MC- 120864.     Vendee  is  authorized  to 
operate  as  a  common  carrier  in  Kansas. 
Illinois  and  Missouri.    Application  has 
been  filed  for  temporary  authority  under 
section  210aib' . 

Note;  An  application  will  be  published  in 
the  Pedkeal  Rzoiam  In  the  near  future  fvs  a 
matter  directly  related 

No  MC-F-8059.     Authority  sought  for 
purchase  by  RINGLE  EXPRESS.  INC, 
405  South  Grant  Avenue,  Fowler.  Ind  . 
of  a  portion  of  the  operating  rights  of 
HAYES    FREIGHT   LINiS.    INC..    PC 
Box  213,  Winston  Salem,  N.C,  and  for 
acquisition  by  RINGLE  TRUCK  LINES. 
INC..   and   In   turn   by  GLEN   RINGLE 
AND  EVELYN  RINGLE,  all  of  Fowler, 
Ind  ,  of  control  of  such  rights  through 
the    purchase.     Applicants'     attorneys: 
Robert  C.  Smith,  512  Illinois  Building, 
Indianapolis  4.  Ind.,  and  David  G.  Mac- 
donald.   Commonwealth  Building.    1625 
K  Street  NW..  Washington  6,  DC     Op- 
erating rights  sought  to  be  transferred: 
Road  construction  machinery  and  equip- 
ment as  described  in  Appendix  VHI  ta 
the    report    in    Descriptions    in    Motor 
Carrier     Certificates.     61     M.CC    209, 
when  moving  on  one  bill  of  lading  in 
truckload   lots  and  on  flat-bed  equip- 
ment, as  a  common  carrier  over  irregular 
routes  from  Mattoon,  m..  to  points  in 
Connecticut,   Delaware,   Indiana,  Ken- 
tucky, Massachusetts,  Maine.  Maryland, 
Michigan,  Missisplppi,  New  Hampshire. 
New  Jersey.  New  York,  Ohio,  Pennsyl- 
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vania,  Rhode  Island.  Tennessee,  Virginia. 
Vermont.  West  Virginia,  end  Wisconsin. 
Vendee  Is  authorized  to  operate  as  a 
cmnmon  carrier  In  48  states  and  the 
District  of  Columbia.  Application  has 
not  been  filed  for  temporary  authority 
under  section  210a <b> . 

No   MC-F  8060.     Authority  sought  for 
control     and     mert;er    by     CERTIFIED 
FREIGHT  LINES.  INC..  2163  East  14th 
Street.  Los  Angeles  21.  Calif.,  of  the  op- 
erating   rights    and    property    of    A.    S. 
FITZ-GERALD,  doing  business  as  FITZ- 
GERALD   BROS.,    570    Battles    Road. 
Santa     Maria,     Calif.,     and    ARROYO 
GRANDE  TRUCK  COMPANY.  201  West 
Brance    Street.    Arroyo   Grande,    Calif., 
and  for  acquisition  by  ALBERT  S.  FITZ- 
GERALD.   223    East    Morrison.    Santa 
Maria,  Calif..  EDWIN  F.  NELSON.  204 
Larchmont  Drive,  Arroyo  Grande.  Calif.. 
and    EDWIN    M.    TAYLOR.    1029    Ash 
Street,  Arroyo  Grande,  Calif.,  of  control 
of  such  rights  and  property  through  the 
transaction.    Applicants'  attorney:  Wy- 
man  C.  Knapp.  740  Roosevelt  Building. 
727  West  Seventh  Street.  Los  Angeles  17, 
Calif      Operating   rights   sought   to   be 
controlled    and    merged:    (A.   S.   FITZ- 
GERALD)  Urea  and  manufactured  fer- 
tilizer, as  a  common  carrier  over  irregu- 
lar    routes    from     points    In    Ventura 
County.  Calif.,  to  Port  Hueneme,  Calif.. 
and  points  in  the  Los  Angeles  Harbor. 
Calif.,  Commercial  Zone,  and  operations 
under    the    Second    Proviso    of   section 
206(a)(1)    of  the  Interstate  Commerce 
Act  in  the  State  of  California,  as  more 
specifically  described  In  No.  MC-99899. 
I  ARROYO  GRANDE)  Operations  imder 
the  Second  Proviso  of  section  206(a)  (1> 
of  the  Interstate  Commerce  Act  in  the 
State  of  California,  as  more  specifically 
described   In   No.   MC-120206.     CERTI- 
FIED FREIGHT  LINES,  INC.  holds  no 
authority  from  this  Commission."  How- 
ever, EDWIN  F.  NELSON  and  EDWIN 
M.  TAYLOR  each  owns  fifty  percent  of 
the  outstanding  stock  of  Arroyo  Grande 
Truck   Company.     Application  has  not 
been  filed  for  temporary  authority  under 
section  210a(b). 

By  the  Commission.  | 

[seal!  Harold  D.  McCoy. 

Secretary. 

IFR     Doc     62-1013:    Filed.    Jan.    30.    1962; 
8:48  am] 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No.   1-3848] 

APEX  MINERALS  CORP. 

Order  Summarily  Suspending  Trading 

January  25,  1962. 

In  the  matter  of  trading  on  the  San 
Francisco  Mining  Exchange  in  the  com- 
mon stock,  $1.00  par  value  of  Apex 
Minerals  Corporation,  File  No.  1-3848. 

The  common  stock.  $1.00  par  value,  of 
Apex  Minerals  Corporation,  being  listed 
and  registered  on  the  San  Francisco 
Mining  Exchange,  a  national  securities 
exchange:  and 
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The  Commission  being  of  the  opinion 
that  the  public  interest  requires  the 
summary  suspension  of  trading  in  such 
security  on  such  Exchange  and  that 
such  action  is  necessary  and  appropriate 
for  the  protection  of  investors;  and 

The  Commission  being  of  the  opinion 
further  that  such  suspension  is  neces- 
sary in  order  to  prevent  fraudulent,  de- 
ceptive or  manipulative  acts  or  practices, 
with  the  result  that  it  will  be  unlawful 
under  section  15(c)  (2)  of  the  Securities 
Exchange  Act  of  1934  and  the  Commis- 
sion's rule  15c2-2  thereunder  for  any 
broker  or  dealer  to  make  use  of  the  mails 
or  of  any  means  or  instrumentality  of 
interstate  commerce  to  effect  any  trans- 
action in.  or  to  induce  or  attempt  to 
induce  the  purchase  or  sale  of  such  se- 
curity, otherwise  than  on  a  national 
securities  exchange; 

It  is  ordered.  Pursuant  to  section 
19(a)  (4)  of  the  Securities  Exchange  Act 
of  1934  that  trading  in  said  security  on 
the  San  Francisco  Mining  Exchange  be 
summarily  suspended  In  order  to  prevent 
fraudulent,  deceptive  or  manipulative 
acts  or  practices,  this  order  to  be  effec- 
tive for  a  period  of  ten  (10)  days,  Janu- 
ary 26,  1962,  to  February  4,  1962,  both 
dates  inclusive. 

By  the  Commission. 

[SEAL]  Orval  L.  Dubois, 

Secretary. 

[P.R.    Doc.    62-999;    Plied,    Jan.    30,    1962; 
8:46  a.m.| 


[24S-1866] 

CISCO- VALLEY  CORP. 

Order  T«mporartiy  Suspending  Ex- 
emption, Statement  of  Reasons 
Therefor,  and  Notice  of  Opportunity 

for  Heoring 

January  25,  1962. 

I.  Cisco-Valley  Corporation  (issuer), 
405  C  Street,  Northeast,  Auburn.  Wash- 
ington, Incorporated  in  the  State  of 
Washington  on  October  2, 1961.  filed  with 
the  Commission,  on  November  29. 1961.  a 
notification  on  Form  1-A  relating  to  a 
proposed  offering  of  75,000  shares,  no  par 
common  stock,  at  an  offering  price  of  $4. 
per  share  for  an  aggregate  amoimt  of 
$300,000,  for  the  purpose  of  obtaining  an 
exemption  from  the  registration  provis- 
ions of  section  3(b)  thereof  and  Regula- 
tion A  promulgated  thereunder.  The 
amended  offering  circular,  filed  January 
5.  1962,  reduced  the  offering  to  65,000 
shares  at  a  total  offering  price  of 
$260,000. 

n.  The  Commission  has  reasonable 
cause  to  believe  that: 

A.  The  terms  and  conditions  of  Regu- 
lation A  have  not  been  complied  with 
In  that: 

1.  The  notification  does  not  disclose 
the  names  of  certain  affiliates  as  re- 
quired by  Item  2(b)  of  Form  1-A. 

2.  The  amended  offering  circular  does 
not  contain  a  statement  of  capital  shares 
as  required  by  Item  11(a)  (1)  (Hi)  of 
Schedule  I  to  Form  1-A. 

B.  The  notification  and  the  am^ided 
offering  circular  contain  untrue  state- 
ments of  material  facts  and  omit  to  state 
material  facts  necessary  in  order  to  make 
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the  statements  made.  In  the  light  of  the 
circumstances  under  which  they  were 
made,  not  misleading,  particularly  with 
respect  to : 

1.  The  failure  to  disclose,  in  the 
amended  offering  circular,  that  the  Issuer 
has  no  binding  agreement  to  purchase 
the  title  and  equipment  of  Valley  Mining 
Company,  and  the  failure  to  disclose  the 
existence  of  a  dispute  between  the  Issuer 
and  Valley  Mining  Company  as  to  whom 
Valley  owes  royalties  on  its  Blue  Lizard 
Mine  project. 

2.  The  failure  to  disclose  accurately 
and  adequately,  In  the  amended  offering 
circular,  the  unfavorable  aspects  of  the 
mining  and  oil  properties  Involved.  In- 
cluding the  unfavorable  past  operations, 
the  exploratory  status  of  the  venture,  the 
location  of  deposits  and  actual  ore  con- 
tent, and  the  failure  to  present  accept- 
able expert  opinions,  as  well  as  mis- 
representation with  respect  to  the  opin- 
ions submitted. 

3.  The  failure  to  disclose  accurately 
and  adequately.  In  the  amended  offering 
circular,  all  direct  and  Indirect  Interests 
of  oflBcers,  directors  and  controlling  per- 
sons, including  a  description  of  proper- 
ties and  services  rendered,  as  well  as 
their  cost. 

4.  The  failure  to  describe  accurately 
and  adequately,  in  the  amended  offering 
circular,  the  equity  dilution  of  stock  Is- 
sued under  the  proposed  offer. 

5.  The  failure  to  disclose  accurately 
and  adequately  In  the  notification,  pur- 
suant to  the  requirements  of  Item  9  of 
Form  1-A,  the  sale  of  unregistered  se- 
curities issued  by  Issuer  within  one  year 
prior  to  the  filing  of  the  notification. 

C.  The  offering  would  be  made  In  vio- 
lation of  section  17  of  the  Securities  Act 
of  1933,  as  amended. 

m.  It  is  ordered,  Pursuant  to  Rule  261 
(a)  of  the  general  rules  and  regulations 
under  the  Securities  Act  of  1933,  as 
amended,  that  the  exemption  under  Reg- 
ulation A  be.  and  it  hereby  is.  tempo- 
rarily suspended. 

Notice  is  hereby  given  that  any  per- 
son having  smy  Interest  in  the  matter 
may  file  with  the  Secretary  of  the  Com- 
mission a  written  request  for  a  hearing 
within  thirty  days  after  the  entry  of 
this  order;  that  within  twenty  days  after 
receipt  of  such  request  the  Commis- 
sion will,  or  at  any  time  upon  its  own 
motion  may,  set  the  matter  down  for 
hearing  at  a  place  to  be  designated  by 
the  Commission  for  the  purpose  of  de- 
termining whether  this  order  of  sus- 
pension should  be  vacated  or  made 
permanent,  without  prejudice,  however, 
to  the  consideration  and  presentation  of 
additional  matters  at  the  hearing;  that 
if  no  hearing  is  requested  and  none  is 
ordered  by  the  Commission,  this  order 
shall  become  permanent  on  the  thirtieth 
day  after  Its  entry  and  shall  remain  in 
effect  unless  or  until  it  Is  modified  or 
vacated  by  the  Commission;  and  that 
notice  of  the  time  and  place  for  any 
hearing  will  be  promptly  given  by  the 
Commission. 

By  the  Commission. 

[SEAL]  Orval  L.  DdBois, 

Secretary. 

(F.R.    Doc.    62-1000;    Piled.    Jan.    80.    1962; 
8:46  a.m.] 
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DEPARTMENT  OF  COMMERCE 

OfRc*  of  thtt  Secretory 

FREDERICK  L.  GRAF 

Stotement  of  Changes  in  Financial 
Interests 

In  accordance  with  the  requirements 
of  section  710. b)  »6)  of  the  Defense  Pro- 
duction Act  of  1950.  as  amended,  and 
Executive  Order  10647  of  November  28. 
1»55  the  foUowing  changes  have  Uken 
place  In  my  financial  Interests  as  re- 
ported in  the  Pxderal  Register  during 
the  past  six  months. 

A.  Deletions;  No  change 

B.  Additions:  No  change. 

This  statement  is  made  as  of  January 

13.  1962.  ^     ^     ^ 

Frederick  L    Graf. 

January  18.  1962 
[FR     Doc     62-1001;     Filed.    Jan     30.     1962; 
8:46  am  | 


NOTICES 


TIMOTHY  A.  LYNCH 

Statement  of  Changes  in  Financial 
Interests 

In  accordance  with  the  requirements 
of  secUon  710(b)  (6)  of  the  Defense  Pro- 
duction Act  of  1950.  as  amended,  and 
ExecuUve  Order  10647  of  November  28. 
1955  the  foUowing  changes  have  taken 
place  in  my  financial  interests  as  re- 
ported In  the  Federal  Register  during 
the  past  six  months. 

A.  Deletions:  No  change. 

B.  Additions:  No  change. 

This  statement  is  made  as  of  January 
11.1962. 

TIMOTHY  A.  Lynch. 

Janttary  17.  1962. 

IFR     Doc.    62-1003:     Filed,    Jan     30      1962; 

8:47  a  m  1 


DEPARTMENT  OF  JUSTICE 

OfRce  of  Alien   Property 

|DlS80luUon  Order   1291 

GUNZE  SILK  CORP. 
Dissolution   Orcier 


Whereas,  by  virtue  of  the  issuance  of 
Vesting  Order  No.  156.  executed  Septem- 
ber 21,   1942    (7   FM.  8567.  October  23. 
1942)    and  Executive  Ortier  9788.  dated 
October  14.  1946  (11  P.R.  11981.  October 
15.  1946).  the  Attorney  General  of  the 
Uiiited  States   (hereinafter  referred  to 
as  "Attorney  General")  is  the  owner  of 
20  000  shares  of  $12.50  par  value  Class  A 
common    stock    and    20.000    shares    of 
$12  50  par  value  Class  B  common  stock 
of  Ounze  Silk  Corporation  (hereinafter 
referred  to  as  "Gunze").  a  New  York 
corporation,  said  shares  being  all  of  the 
issued  and  outstanding  capital  stock  of 

Gunze;  and 

Whereas,  a  Certificate  of  Dissolution 
of  Gunze  was  issued  by  the  Secretary  of 


SUte  of  the  SUte  of  New  York  on  June 
28.  1946.  certifying  to  the  dissolution 
of  Gunze;  and 

Whereas.  Gunze  has  been  substantially 

liquidated. 

Now  therefore,  under  the  authority 
of  the  Tiading  With  the  Enemy  Act.  as 
amended,  and  Executive  Orders  9095.  as 
amended,  and  9788.  and  pursuant  to  law. 
the  undersigned,  after  investigation: 

1.  Finding  that  thr  a.ssets  of  Gunze 
consi.^t  of 

iSL>  Cash  in  the  amount  of  $72,032  16. 

lb'  A  claim  aKamst  Goro  Seki.  a  na- 
uenal    of    Japan,    in    the    amount    of 

45,157  66: 

.CI  Debt  Claim  No  1779,  filed  by  Gunze 
with  the  Office  of  Alien  Property  based 
on  the  ownership  of  $500  face  value 
Third  MortKage  Bonds  of  the  Nippon 
Club,  Tnc  ,  and 

2    P^ndmi^  that  ihc  liabihlies  of  Gunze 

con.'iist  of  ._,      . 

ta>  A  recorded  account  payable  to 
Gunze  Hoisery  Mills,  a  national  of  Japan, 
of  $1  294  81  and  which  is  now  owed  to 
the  Attorney  General  by  reason  of  the 
issuance  of  Vesting  Order  No.  9854,  exe- 
cuted September  17,  1947  .12  F  R.  6671, 
October  9.  1947  >  : 

ibi  A  recorded  account  payable  to 
Gunze  Silk  Corporation.  Ltd  .  a  national 
of  Japan,  of  $37,196.38  and  which  Is  now 
owed  to  the  Attorney  General  by  reason 
of  the  issuance  of  Vestinsj  Order  No  3399, 
executed  April  4.  1944  (9  FR.  4830,  May 

6,  1944'  :  VI        f 

ic     A    recorded    account    payable    of 

$4,210  90    owinR     to    Winthrop     White- 

hou^e  Co  :  .  ,        * 

(d>  A  recorded  account  payable  ol 
$85  00  owin«  to  Bert  Beren.son; 

•  e'  A  recorded  account  payable  of 
$19  50  owing  to  Miss  A.  V.  Gray; 

if  J  A  recorded  account  payable  of 
$18.00  owing  to  Donald  D  Leonard; 

igt  A  recorded  account  payable  of 
$2  000  00  owing  to  E.  Gerli  L  Co  .  Inc  ; 

•  ht  A  claim  allowed  in  the  amount  of 
$•>  360  00  in  favor  of  Forest  S.  Dayton: 

"(i»  A  claim  allowed  in  the  amount  of 
$1  008  00  in  favor  of  May  Forshay: 

( j  t  A  claim  allowed  in  the  amount  of 
$1  060  00  in  favor  of  Mary  TufTy : 

tk'  A  claim  allowed  in  the  amount  of 
$300  00  to  Goro  Seki,  a  national  of  Japan, 
but  which  is  now  owing  to  the  Attorney 
General  by  reason  of  the  issuance  of 
Vesting  Order  No.  16094,  executed  De- 
cember 1.  1950  .15  FR    9022,  December 

16,19501;  ^,        , 

(1)  A  recorded  account  payable  ol 
$4,75678  to  the  Attorney  General  for 
services  rendered  to  or  on  behalf  of 
Gunze  from  date  of  vestuv-i  to  final  wind- 
ing up  of  the  company. 

3  Having  determined  that  it  is  in  the 
national  interest  of  the  United  States 
that  Gunze  be  dissolved,  that  its  affairs 
be  wound  up  and  that  its  assets  be  dis- 
tributed _  . 

Hereby  orders.  That  the  officers  and 
directors  of  Gunze  '  and  their  successors, 
or  any  of  them>  wind  up  the  affairs  of 
Gunze  and  distribute  the  assets  of  Gunze 
as  follows: 

I.  They  shall  first  pay  all  current  ex- 
penses and  necessary  charges,  if  any,  in 


effecting  Uie  dissolution  of  Gunze  and 
the  windmg  up  of  its  affairs; 

II.  They  shall  then  pay  all  known  Fed- 
eral, State  and  local  taxes  and  fees,  if 
any   owed  by  or  accrued  against  Gunze; 

III  They  shall  then  set  off  the  claim 
allowed  Goro  Seki  in  the  amount  of 
$300  00  vested  «is  aforesaid,  against 
Gunze's  claim  versus  Goro  Seki  referred 
to  above  in  l.bi . 

IV  They  shall  tl.cn  pay  all  of  the  debts 
of  Gunze  to  the  respective  creditors 
named  and  in  the  amounts  stated  in 
paragraph  2  above,  except  the  debt  re- 
ferred to  in  subparagraph  .  k  • ,  eliminated 
as  in  III  above. 

V  They  shall  then  pay  over  and  de- 
liver to  the  Attorney  General  all  re- 
maininu'  cash  assets  and  transfer,  assign, 
convey  and  deliver  to  the  Attorney  Gen- 
eral all  remaining  assets  or  property  of 
Gunze.  including  specifically  the  claim 
described  in  l(c»  above  and  including 
after  discovered  assets  or  property,  as  a 
liquidating  distribution  of  assets  to  him 
as  sole  stockholder;  and 

Further  orders.  That  nothing  herein 
set  forth  shall  be  construed  as  prejudic- 
ing any  rights  under  the  Trading  With 
the   Enemy   Act.   as   amended,   of   any 
person  who  may  have  a  claim  against 
Gunze  to  file  such  claim  with  the  At- 
torney  General    against   any    funds   or 
property  recrtved  by  the  Attorney  Gen- 
eral as  a  liquidating  distribution  here- 
under- Provided,  however.  That  nothing 
herein  contained  shall  be  construed  as 
creating  additional  rights  in  such  per- 
son    Provided  further.  That   any  such 
claim  against  Gunze  shall  be  filed  with 
or  presented   to   the  Attorney  General 
within  the  time  and  in  the  form  and 
manner   prescribed  for  such  claims  by 
the  Trading   With   the   Enemy   Act.   as 
amended,  and  applicable  regulations  and 
orders  Issued  pursuant  thereto;  and 

Further  orders.  That  all  actions  taken 
and  acts  done  by  the  officers  and  direc- 
tors of  Gunze  pursuant  to  this  Order 
and  the  directions  contained  herein  shall 
be  deemed  to  have  been  taken  and  done 
in  reliance  on  and  pursuant  to  section 
5.bM2>  of  the  Trading  With  the  Enemy 
Act  as  amended  <50  US  C  App.  5ib> 
(2'  '.  and  the  acquittance  and  exculpa- 
tion provided  therein. 


Executed    at    Washington.    DC.    on 
January  26,   1962 

For  the  Attorney  General. 


I  SE.^L 


rn    D. 


Paul  V.  Myron. 
Deputy  Director. 
Office  of  Alien  Property. 
UX)8,     Filed.    J.m      30,     1962, 
8  47    a  m  | 


FRIEDA   DE   GORIER 

Notice  of  Intention   to   Return   Vested 
Property 

Pursuant  to  section  32. fi  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to  re- 
turn on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following  prop- 
erty, subject  to  any  increase  or  decrease 


Wednesdav,  January  31,  f962 

resulting      from      the      administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 
Claimant,  Claim  No.,  Property,  and  Location 

Frieda  de  Gorter.  London,  England:  Claim 
No  62518;  Vesting  Order  Noe.  17129.  17901. 
17915.  and  17960;  »1.444.63  in  the  Treasury 
(if    the   tJnlted  States. 

Executed  at  Washington.  D.C..  on 
January  25.  1962. 

For  the  Attorney  General.      | 

I  SEAL]  Paul  V.  Myron. 

Deputy  Director, 
Office  of  Alien  Property. 

(FR     Doc     62-1010;    Piled.    Jan.    30.    1962; 
8:47  ajn.l 
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WILHELM  GERARD  BURGERS 

Notice  of  Intontion  To  Return  Vested 
Property 

Pursuant  to  section  32(f)  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  Is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the 
date  of  publication  hereof,  the  following 
property  located  In  Washington,  D.C., 
including  all  royalties  accrued  there- 
under and  all  damages  and  profits  re- 
coverable for  past  infringement  thereof, 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 
Claimant.  Claim  No.,  Property,  and  Location 

Wllhelm  Oerard  Burgers.  Rotterdamseweg 
137,  Delft.  The  NetherlandB;  Claim  No.  6775; 


927 

fifty  percent  (50':c)  of  the  royalties  received 
by  the  Attorney  General  for  the  republica- 
tion of  the  book  entitled  Handbuch  der 
Metallphyslk,  vol.  in,  part  2.  by  Wilhelm 
Gerard  Burgers,  plus  fifty  percent  (50%) 
of  any  future  royalties  which  may  hereafter 
accrue  on  this  work;  Vesting  Order  No.  600A- 
74  (9  F.R.  7784,  July  12,  1944);  $132.36  in 
the  Treasury  of  the  United  States. 

Executed  at  Washington,  D.C.,  on  Jan- 
uary 25,  1962. 

For  the  Attorney  General. 

(seal!  PAm.  V.  Myron, 

Deputy  Director, 
Office  of  Alien  Property. 

|FR     Doc.    62-1009;    Piled,    Jan.    30,    1962; 
8:47  a.m.] 
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Advisers  and  Consultants  to  Government: 
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Agency  for  International  Development: 

See  International  Development  Agency. 
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Agriculture  Department — Continued 

CROP  INSURANCE.     See  main  heading  Federal  Crop 

Insurance  Corporation. 
DISASTER  AREAS;  need  for  agricultural  credit: 

Georgia 

Kansas itos   17'?4 

Mississippi '■^'^^'  , '„ 

Missouri ^^'^^ 

North  Carolina 

North  Dakota 


1295 
1504 


Agriculture  Department: 

AIJ.IONDS.  marketing,  California;  proposed  rule 1460 

ANIMALS:  ^         ^      ^ 

Srr  a /so  Livestock;  Meat  and  meat  products. 

Diseases:  -„., 

Brucellosis   "Bang's  disease) ^-j*^ 

Scabies  ui  slieep i'-'ir--""" 

V'usos  scrums,  toxins,  etc.,  handling  of  anti-hog- 
chukra  .strum  and  hog-cholera  virus;  fee  for 
wholesaler  application,  findings  and  determma- 

tions    ,%T--zr:---     -^^"^ 

ALTHORH  Y  DKI^GATIONS  by  Executive  Vice  Presi- 
dent Commodity  Credit  Corporation,  to  certain 
Ai:ncu;tural  Stabilization  and  Conservation  Service 

oninals-  smht  drafts  or  certificates 1427 

BARLEY;  loan  and  purchase  agreement  program.  1961 

crop  1407,   17oj 

CARROTS;  marketmg.  South  Texas 1007 

CHRISTMAS  TREES,  standards;  proposed  rule iJ-i 

COMMODITY  CREDIT  CORPORATION: 
Autli  rity  deletTations  to  certain  Agricultural  Stabili- 
zation and  Conservation  Service  officials;   sight 

cliaft.^  or  certificates 1^27 

Exports,   flour.  Durum  wheat;   cash  payment  (GR^ 

346'.  terms  and  conditions 1'53 

Lxm  program;  1961  crop: 

Maryland  tobacco |'^^ 

P'jt  rto  Rican  tobacco ■^'^•^ 

loan  and  purchase  agreement  program;  1961  crops: 

BaiUy 1407,    1753 

Flaxseed J]^^ 

Gram  sorghums --^^   H07 

Wheat  vw-V-v::::::::::::::::- -  hob.  nsa 

Naval  stores;  gum  price  support  program,  1962 159J 

Frier  support  programs;  sale  of  certain  commodities.     1326 

7.i000      02     -    1 


1734 

1504 

993 


1524 

1753 
964 

1408 
1407 


Wyoming ^^"^"^ 

EGGS  AND  EGG  PRODUCTS;  marketing,  turkey  eggs 

for  hatching,  hearing,  recommended  decision^ 1821 

EMERGENCY  PREPAREDNESS  FUNCTIONS  (Execu- 

Uve  Order  10998) 

EXPORTS:  „   „.^s    * 

Flour,  Durum  wheat;  cash  payment  (GR-346).  terms 

and  conditions 

Plants  and  plant  products,  overtime  services;  travel 

FEDERAL  CROP  iNSURANCE'  CORPORATION.     See 
main  heading  Federal  Crop  Insurance  Corporation. 

FEED  GRAINS;  emergency  livestock  feed  program 

FLAXSEED;    loan  and  purchase  agreement  program, 
»1961  crop 

FLOUR:  ^  .    ,^„ 

Durum  wheat;  export  program,  cash  payment  (GKr- 

346  >,  terms  and  conditions-    .__  __     llbi 

Shmurah  wheat  flour  imports  (Proclamation  3448)--     108b 
GRAIN  SORGHUMS;    loan   and   purchase   agreement 

program.   1961   crop 1407 

GRAPEFRUIT:                                                   r     ■,  ^  ,  qrt 

Imports,  treatment  for  Mediterranean  fruit  fly ,     96.5 

Marketing:  .     „q„ 

Arizona  and  California ^^i^'  :„^i 

Florida        1005,  1240,  1349.  1489.  1490,  1756 

GRAPES;  marketing,  California: 

Crushing    grapes »»«•  '■'^^''  ^'^* 

Tokay  grapes ii-io 

HUMANE  SLAUGHTER;  identification  of  carcasses-  991,  1325 

IMPORTS :  ,  pn? 

Onions,  restrictions .-"'"1 

Plants  and  plant  products,  overtime  services;  travel 

time :--     .^^* 

Quarantine  restrictions.   See  Plant  quarantme. 
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Agriculture  Department — Continued 

INSECTICIDES.  PESTICIDES,  etc.  enforcement  of 
Federal  Iiuectlcide.  Fungicide,  and  Rodenticlde  Act. 
houaehold  Insecticides,  liquid,  powdered  and  pres- 
surized, labels —  

LEMONS:  marketing.  California  and  Ari?x)na_ 

1240. 1490. 

LETTUCE:  marketing.  South  Texas   - 

LIVESTOCK: 

See  also  Meat  and  meat  products 

Diseases.    See  under  Animals. 

Humane  slaughter:   identification  of  carcasses       991 

Stockyards,  posted:  designation 

MEAT  AND  MEAT  PRODUCTS : 

See  also  Livestock. 

Himuuie  slaughter:    identification   of   carca.s.sps       991. 

Reinspectlon   of   products:    nitrate   content   of   cured 

meat,  proposed  rule ^  1174 

MILK  AND  MILK  PRODUCTS:   marketing   m  various 
areas,  orders  proposed  or  adopted : 

Arkansas: 

Central 1272.1287.1729 

Ozarks    1272 

Connecticut 

New  York-New  Jersey 

Delaware : 

New  York-New  Jersey 

Wilmington 

EMstrlct  of  Columbia.  Washington 

Idaho:  Inland  Empire 

Illinois: 

Chicago    - --  1272 

Quad  Cltiea-Dubuque 1272 

Rock  River  Valley --. 

Rockford-Freeport    1272 

Suburban  St.  Louis 1272 

Indiana: 

Port    Wayne 1272 

Indianapolis   _  1272 

Louisville-Lexington-Evansvllle  - 

1217, 1272. 1634 
South  Bend -La  Porte-Elkhart 1272 

Iowa: 

Cedar  Rapids-Iowa  City 1176.  1272.  1718 

Des  Moines 1272 

North   Central 127? 

Quad  Clties-Dubuque _   1272 

Kansas: 

Kansas  City.  Greater 1272 

Neoeho   Valley 

Kentucky : 

Cincinnati.   Greater 1272 

Louisville-Lexlngton-Evansville .    -. 

1217, 1272.  1634 
Paducah 1272 

Maryland: 

New  York-New  Jersey 

Upper  Chesapeake  Bay 

Washington.  D.C. 

Massachusetts : 

Boston.  Greater __ 1500 

New  York-New  Jersey 

Southeastern  New  E^ngland 1500 

Springfield 1500 

Worcester    1500 

Michigan: 

Muskegon ._   1272 

Southern  1272 

Toledo.  Ohio 1272 

Upper  Peninsula 1272.1280.1634,1802 

Upstate 1272 

Minnesota: 

Duluth -Superior    1272 

Miimeapolls-St.  Paul 1272 

Missouri: 

Kansas  City.  Greater 1272 

Neosho  VaUey 

Ozarks   1272 

St.  Joseph 1272 

St.   Louis 1272 

Suburban  St.  Louis 1272 

New  York-New  Jersey 

Ohio: 

Cincinnati.  Greater 1272 

Columbus _ _- - 1272 


Page 


1878 

1007, 
1755 
1794 


1325 
953 


1325 


1322 


1802 
1802 
1500 
1500 

1500 
1500 
1500 
1180 

1802 
1802 
1621 
1802 
1802 

1802 
1802 
1013. 
1802 
1802 

1802 
1802 
1802 
1802 

1802 
1179 

1802 

1013, 

1802 

1802 

1500 
1500 
1500 

.  1906 
1500 
J  906 
~906 
.  1906 

.  1802 
.  J  802 
.  1802 
.  1882 
.  1802 

,  1802 
,  1802 

.  1802 
1179 
.  1802 
.  1802 
1802 
1802 
1500 

1802 
1802 


Agriculture  Department — Continued 

MILK  AND  MILK  PRODUCTS,  marketing,  etc — Con. 
Ohio — Continued 

Dayton-Springfield 1272. 

North    Central 1272, 

Northeastern  _„ 1272, 

Toledo-    1272, 

Wheeling.    Greater 1272. 

Yount?.stown-Warren.  Greater.. 1272. 

Oklahoma.  Texas  Panhandle 1054. 

Pt-nnsylvania: 

New  York-New  Jersey 

Philadelphia   

Tt-nne-ssoe.    Memphis 1272.1802, 

Texas: 

Austm-Waco 

Central  We.st  Texas 

North  Texas 

San  Antonio 

Texas  Panhandle        1054. 

Vermont:  New  York-New  Jersey 

Virginia; 

New  York-New  Jersey 

Washington,  DC 

Washington;   Inland  Empire 

West  Virginia: 

Clarksburg 1272, 

New  York-New  Jersey 

Wheeling.    Greater 1272. 

Wi.scon.sin 

rXiluth-Superlor         1272, 

Milwaukee    1272, 

Northeastern 1272,  1280.  1634.  1802. 

Rock  River  Valley 

NAVAL  STORES,  gum;  price  support  program 

"NUTS     S^^  Almonds;  Peanuts 
OILSEEDS      See  Flaxseed:  Peanuts. 
ONIONS: 

Import   restrictions 

Marketing.  South  Texas 1012.1119,1451, 

Standards: 

Bermuda-granex-grano  type 

Other    than    Bermuda-granex-grano    and    Creole 

types  

ORANGES: 

Imports,  treatment  for  Mediterranean  fruit  fly 

Marketing ; 

Arizona  and  California: 

Njivel    oranges 1006.1239.1489, 

Valencia  oranges..    

Florida    1004, 

ORGANIZATION,  authority  delegations: 

Rural  Areas  Development  Program 

Rural  Electrification  Administration 

OVERTIME   SERVICES;    plants   and    plant   products, 

imports  and  exports,  travel  time 

PACKERS    AND    STOCKYARDS    DIVISION,    posted 

stockyards,  designation 

PEANUT   BUTTER,  sUndards 

PEANUTS;    supply    available,    Valencia    type,    1962-63 

marketing  year,  proposed  determinations 

PLANT  QUARANTINE: 

Domestic  quarantine  notices;  pink  boll  worm. 

Foreign  quarantine  notices: 

Okra  from  West  Indies 

Oranges,  grapefruit  and  tangerines;  treatment  for 

Mediterranean  fruit  fly 

Overtime  services.  Imports  and  exports;  travel  time.. 
Terntorial     quarantine      notices;      tomatoes     from 

Hawaii    

POTATOES,  Irish;  markeUng: 

Minnesota  and  North  Dakota 

National  marketing  agreement,  proposed  rule 

POULTRY   AND   POULTRY    PRODUCTS,    inspection; 

chemical  additives  and  labeling  requirements 

PRICE  SUPPORT  PROGRAMS : 

Naval  stores;  gum 

Sales  of  certain  commodities  acquired  through  price 
support  operations;  monthly  sales  list.  February 

1962 

RICE;  marketing  quotas,  farm  acreage  allotments,  etc.: 

1959  and  subsequent  crops;  proposed  rule 

1962-63  crops;  referendum 

RURAL  AREAS  DEVELOPMENT  PROGRAM;  delega- 
tions of  authority  and  assignment  of  functions 
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Aariculture  Department — Continued 

JpiAL  ELECTRIFICATION  ADMINISTRATION,  or- 
ganization and  functions ---- 

UYE:    loan    and    purchase    agreemwit   program,    1961     ^^^^ 

oALES  of  certain  commodities  acquired  through  price 
^^upport  operations:   monthly  sales  list.  February 

1962  

SHMURAH    WHEAT    FLOUR    IMPORTS,    functions 
(Proclamation    3448  > 

SUGAR : 
Allotment  of  quotas: 
Domo.stic  beet  sugar  area;  1962  crop,  correction 
Puerto  Rico,  mainland  and  local  quotas;  1962  crop. 

proposed  rule,  hearing 984 

Continental  United  States: 
Marketing  of  sugar  produced  from  sugar  beets  and 
sugarcane  grown  in  continental  United  States, 
Hawaii,  and  Puerto  Rico,  bond  requirements _._ 

Non-quota  purchase  sugar;  requirements,  1962 

Prices:  sugarcane: 

Puerto  Rico:  1961-62  crop 

Virgin  Islands:  1962  crop__     -—-—-— 

Wage  rates:  sugarcane.  Virgin  Islands.  1962  crop 1880 

TANGELOS:  marketing.  Florida 1006 

TANGERINES:  ,     ,*  « 

Imports,  treatment  for  Mediterranean  fruit  ny 

Marketing.  Florida 

TOBACCO: 
Loan  program ;  1961  crop : 

Maryland  tobacco t'^^ 

Puerto  Rlcan  tobacco ^  '^^ 

Marketing  quotas,  farm  acreage  allotments,  etc. : 
Burley,  flue-cured,  flre-cured,  daric  air-cured  and 
Virginia  sun-cured: 

1962-63  marketing  year »'>'».  *"»' 

1962-65  marketing  years;  referendvnn: 

Burley J|5 

Vh-ginla  sun-cured r »»^ 

Cigar-fUler  and  cigar-binder: 

1962-83  marketing  year w*.  »oo 

1962-65   marketing   years,   cigar-flller;    referen- 

dum III 

Maryland;  1962-63  marketing  year »o» 

TURKEYS,  marketing :  hatching  eggs  and  turkeys,  pro- 

posed  rule,  hearing,  recommended  decision lozi 

VIRUSES,  serums,  toxins,  etc.,  handling  of  antl-hog- 
cholera  serum  and  hog-cholera  virus;  fee  for  whole- 
saler  application,  findings  and  determinauons— -     iiu» 

WHEAT  ■ 
Export  program;  Dunmi  wheat  flour,  cash  payment 

(GR-346>.  terms  and  conditions zzziz"     tlH 

Imports,  shmurah  wheat  flour  (Proclamation  3448)  _-     1086 
Loan  and  purchase  agreement  program;  1961  crop—    1408, 

1753 

Marketing  quotas,  farm  acreage  allotments,  etc. : 

1960  and  subsequent  crops;  proposed  nile ii** 

1961  and  subsequent  crops _- •*;« 

Stabilization  program,  special;  1962.  correcuon___—  iiv^ 

WOOL;   payment  program,  shorn  wool  and  xmshom 

lambs  (pulled  wool) -       ^" 

Air  Carriers: 

See  Aircraft  and  air  carriers. 

Air  Force  .Department: 

Sec  a/so  Defense  Department. 

AIR  NATIONAL  GUARD,  withholding  of  compensation 
of  civilian  employees  for  State  benefits  programs. 

functions  (Executive  Order  10996) — ---—     l"! 

PERSONNEL  REVIEW  BOARD;  Air  Force  Board  for 

Correction  of  MUitary  Records 1896 

PROCUREMENT:  „ 

Bidders;  debarred,  ineligible  and  suspended lei^ 

Contractors,  responsible,  prospective }oid 
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Aircraft  and  Air  Carriers: 

CIVIL  AIRCRAFT,  regulations.  See  Civil  Aeronautics 
Board;  Federal  Aviation  Agency-.       ,_      ^     _.    ^ 

EMERGENCT  BOARD  to  Investigate  labor  dispute  oe- 
tween  Eastern  Air  Lines,  Inc..  and  employees  (Ex- 
ecutive  Order  11006) 1"8S 

EMERGENCY  PREPAREDNESS  FUNCTIONS  (Execu- 

tive  Order   10999.   11003) 1527,1540 

FEDERAL  AIRWAYS,  control  areas,  etc.  See  Federal 
Aviation  Agency.  4.    ^  -„. 

INDUSTRIES,  aircraft  and  missile  equipment;  defini- 
tion of  small  business,  hearing -—^r- -.-     ^"'^ 

RADIO  COMMUNICATIONS.  See  Federal  Communi- 
cations Commission. 


1598 


1463 


Alcoholic  Beveroges: 

Importations,  payment  of  estimated  imuort  taxes. 

Alien  Property  OflRce: 

Return  of  vested  property: 

Ahbel.    Victor ^Ti^ 

Buisman.    Pleter "|* 

Exner.  Adele ,22o 

Friend.  Klara *f^^ 

Hardt.  Thea "^* 

Jahn,  Dorothea *?°? 

Netherlands,  State  of,  et  al --— J"* 

Perk-Kramers,  Jeanne  Susanne,  et  al ^^^ 

RafTael  Family  Foundation Jj"^ 

Richter,  V^alter *«f 

Scala,  Nicola,  et  al *^ 

van  Mesdag.  Jules  Jacob,  et  al jaujff 

von  Zeerleder,  Alfred 1™ 

Vonk,  Herbertus  Johannes ***• 

Aliens: 

IMMIGRATION    REGULATIONS. 

and  Naturalization  Service. 
INCOME  TAX  REGULATIONS. 

Service 
TRAVEL  CONTROL;  Outer  Mongolia,  restriction — .--     1358 
VESTED  PROPERTY,  return  of.    See  Allen  Property 

Office. 

Almonds: 

Marketing,   California 1*^° 

Animals: 

See  Livestock;  Wildlife. 

Antidumping  Act  of  1921: 

Determinations.   Sec  Treasury  Department. 

Armed  Services: 

See  also  Defense  Department  and  specific  services. 
Procurement.      See   Air   Force   Department;    Defense 
Department. 


See    Immigration 


See  Internal  Revenue 
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Definition  of  terms. 
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Labor  surplus  area  concerns ^»" 

Policies,  genera] -^-ZZZ iSVn 

Procurement  responsibUlty  and  authority ioau 

Small  business  concerns :z--.— . ^~Z'~'i 

RESERVES,  officers';   USAP  Officer  Training  School 

1890 


(OTS) 


Army  Department: 

See  also  Defense  Department.  „.        , 

ARMY  NATIONAL  GUARD,  withholding  of  COTipensa- 
tlon  of  civUian  employees  for  State  benefits  pro- 

grams,  functions  (Executive  Order  10996) --—     1521 

ENGINEERS  CORPS  regulations.     See  main  heaamo 

Engineers  Corps.  «_  _^  *_   «,^ 

PERSONNEL  REVIEW  BOARDS ;  Army  Board  for  Oor- 

rectlon  of  Military  Records --— 1^10 

RESERVOIR    PROJECT    LANDS,    joint    policies    of 

Interior  and  Army  Departments i^** 

Atomic  Energy  Commission: 

BYPRODUCT  MATERIAL: 

Licensing:  ,„,.,..  ,  iqra 

"Agreement  State,"  definiUon -— — isao 

Extension   of   general   license   to   devices   manu- 
factured   imder    «>eciflc    Ucenacs    <w    agree- 

ment  States -:-:~;7 7Z 

Waste    disposal,    radloacUve    material;    licenses    to 

listed  companies:                    ti^i-wi  itw 

Laboratory  for  Electronics,   Trwsriab  Dtvliton—  ITOJ 

Nuclear  Engineering  Co.,  Inc !«• 

Tracerlab,  Inc                               ■^'*° 


/ 


I*    4 

•tl 
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Air  Transportation  Systems: 

Bnergency  preparedness  functions   (Executive  Order 


11003) 


1540 


U.S.  Itoval  Badlotogicai  Defend  La»ora*a«y 

ORGANIZATION,    authority    delegations    and.    gett- 

era!  iotormation **^* 
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Atomic  Energy  CommiMion — Continued  ^^' 

PROCUREMENT  REGULATIONS: 

Labor  •uri>lus  are*  ooncems 1167 

SSDUdl  bustneM  ooncems 1166 

REACTORS  AND  CRITICAL  EXPERIMENT  FACILI- 
ITES: 
Construction  and/or  operation;  licenses  or  permits  to 
listed  companies,  etc.: 

Aerojet-General  Nucleonics 1372 

Armour  Research  Foundation  of  Illinois  Institute 

of   Technology 1506 

Consolidated  Edison  Company  of  New  York.  Inc 1037 

Leland    Stanford    Junior    University,    Board    of 

Trustees 1076 

Pennsylvania  State  University.- 1735 

Purdue  Uniyersity - 1197 

Rhode  Island  and  Providence  Plantations  Atomic 

Energy  Commission 1228 

Texas  University 1506 

Union  Carbide  Corp 1228.  1373 

United  Nuclear  Corp 1037 

VB.  Naval  Postgraduate  School.. 1228 

Export  license  ^plications: 

General  Electric  Co..  Tokyo,  Japan 1330 

Westlnghouse    Electric    International    Co.,    Trine, 

Italy   1122 

STATES,  agreements  with;  exemptions  and  continued 

regulatory  authority  under  section  274 1351 

California,  proposed  agreement 988 

Kentucky  ___ 1373 

WASTE   DISPOSAL,  radioactive;    licenses   to  various 
oompanles.    See  under  Byproduct  material. 

Australia: 

Sugar  from,  countervailing  duties 971 

B 
Bonks: 

BRANCH  in  Chatham,  Mass.,  application  for;  hearing..  951 
CONSOLIDATION  of  certain  banics,  prior  approval  of 

Federal  Reserve  Bo«u-d  required 1200 

FOREIGN  BANKS,  accounts  with 1719 

HOLDING  COMPANIES,  applications  for  approval  of 

acquisition  of  shares.    See  Federal  Reserve  System. 

Borley: 

CROP  INSURANCE,  1963  crop 1002 

LOAN    AND   PURCHASE    AGREEMENT    PROGRAM. 

1961  crop 1407.1753 

Belgium: 

Cashmere  imports  from;  foreign  assets  control... 1122 

Biological,  Chemical,  and  Rodiological  War- 
fare: 

Emergency   preparedness   functions    (Executive   Order 

10997.  10998,  11001.  11005) 1522,1524.1534,1544 

Biological  Products: 

LICENSING.  TESTING,  etc.    See  Public  Health  Service. 
VIRUSES,  SERUMS,  TOXINS,   etc.     See   Agriculture 
Department. 

Birds,  Migratory: 

Hunting,  protection,  etc.    See  Fish  and  Wildlife  Service. 

Boats: 

See  Vessels. 

Bonds: 

SURETY  COMPANIES  acceptable.    See  Treasury  De- 

parUnent. 
TREASURY  BONDS.    See  Treasury  D^artment. 

Breod: 

Identity  standard,  optional  ingredient 1318 

Bridge  Regulations: 

See  Engineers  Corps. 

Bureou  of  Slandords: 

See  National  Bureau  of  Standards. 

Business    ond    Defense    Services    Adminis- 

trotion: 

Copper  and  copper-base  alloys;  set-aside  percentages..    1071 


Carrots:  '^ 

Marketing,  Texas.. _    looi 

Census  Data: 

Emergency  preparedness  functions  of  Secretary  of  Com- 
merce (Executive  Order  10999) 1527 

Cheese: 

Cottage  cheese,  identity  standard;  proposed  rule 1173 

Chemical,  Biological,  and  Radiological  War- 
fare: 

EJmergency   preparedness   functions    (Executive  Order 

10997,  10998.  11001,  11005) 1522,1534,1534,1544 

Christmas  Trees: 

standards  for  grades,  proposed  rules 1821 

Civil  Aeronautics  Board: 

ECONOMIC  PROCEEDINOS: 
Hearing  examiners,  delegation  of  function  to;  cor- 
rection      1068 

Prohibition  of  unauthorized  and  informal  documents.      97J 
ECONOMIC  REGULATIONS: 
Agreements,  filing;  International  Air  Transport  As- 
sociation, specific  commodity  rates 1509 

Classification  and  exemption  of  certain  air  carriers: 

Exemption  from  filing  certain  agre^nents 1067 

Military   exemptions:    short  notice   military   con- 
tr{u:ts.  reasonable  compensation,  postponement 

of  effective  date  of  certain  provisions 97J 

Military  exemptions 97J 

Records  of  supplemental  air  carriers,  preservation  of; 

ticket  records 1766 

HEARINGS,  investigations,  etc.;  companies  and  cases, 

see  list  at  end  of  this  agency. 
MILITARY  EXEMPTIONS:  short  notice  military  con- 
tracts, reasonable  compensation,  postponement  of 

effective  date  of  certain  provisions * 972 

PROCEDURAL  REGULATIONS.  See  Economic  pro- 
ceedings. 

HEARINGS,    INVESTIGATIONS,    ETC.: 

Airfreight  forwarder  authority  case.  14fl3,  1736. 

AUtalla-Llnee  Aeree  lUllana-S.p  A  .  1123. 

American -Eastern  merger.  95fl. 

Anderson.  Indiana,  et  al  .  1463. 

Branlff  Airways,  Inc..  1376.  1463. 

Empresa  de  Vlacao  Aerea  Rio  Orandense.  S  A  .  994,  1583. 

Plying  Tiger  Line.  Inc..  1736. 

Frontier  Airlines.  Inc..  1506. 

Nevada  Alrmotlve  Corp.,  1374. 

Northwest  Airlines.  Inc.;  Alaskan  fare  Increases.  1228. 

Ogdenaburg,  NY.,  service  to.  1077. 

Pan  American  World  Airways.  Inc  ,  1375.  1463. 

Shulman.  Inc.  et  al..  1374. 

Tlscher.  Hans,  et  al..  1229.  1583. 

Trans  World  Airlines.  Inc  .  1374. 

Transatlantic  charter  Investigation.  1738. 

Venezolana  Internaclonal  De  Avlaclon,  S  A  ,  1123. 

West  Coast  Airlines.  Inc.,  1926. 

Civil  Defense: 

Emergency  preparedness  functioas.  See  Emergency 
preparedness  functions. 

Civil  Rights  Commission: 

Procedure  for  hearings 1418 

Civil  Service  Commission: 

EDUCATION  (formal)  requirements  for  appointment 
to  certain  scientific,  technical,  and  professional  po- 
sitions: 

Fishery  biologist 1548 

Refuge  manager 1M8 

Wildlife  biologist 1548 

EXCEPTIONS  FROM  COMPETITIVE  SERVICE;  agen- 
cies with  positions  added,  amended,  or  revoked: 
Schedule  A: 

Post  Office  Department 1108 

State  Department 10<1 

Schedule  C: 

Agriculture  Department 15M 

Alien  Property  Office 1001 

Commerce  Department 15M 

Defense  Department 9Si 
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dvil  Service  Commission — Continued 

rtCEPTIONS  FROM  COMPETmVE  SERVICE— Con. 
schedule  C— continued 

Justice  Department ^""^ 

Labor  Department—. joj? 

Post  Office  Department »«.  |;?« 

Small  Business  Administration jooi 

State  Department 4 ^""^'iVAn 

U  S  Arms  Control  and  Disarmament  Agency 1109. 

1313, 1718 

HOSPITALS,  GOVERNMENT,  certain  positions  in: 
Exclusion  from  provisions  of  Federal  Employees  Pay 

Act  and  Classification  Act:  '  ,oio 

Clinical  psychology  interns.  Navy  Department 1313 

Psychodrama  interns  and  residents 1208 

Stipends,  maximum,  prescribed: 

Clinical  psychology  interns,  Navy  Department 1313 

Psychodrama  interns  and  residents 1208 

PAY  REGULATIONS: 
Government  hospitals,  stipends  prescribed : 

Clinical  psychology  interns.  Navy  Department isis 

Psychodrama  interns  and  residents 1208 

Veterinarian  positions,  certain;  pay  rate  increase 1129 

TRAINING  REGULATIONS: 

Agreements  to  continue  in  service 

Reports --" 

Waiver  of  limitations  on  use  of  non-Oovemment  xa' 

cilities zzzzzzr—.:z 

TRAVEL  AND  TRANSPORTATION  EXPENSES,  ap- 
pointees to  certain  positions  where  there  is  man- 
power shortage;  patent  administration,  patent  at- 
torney, etc 1375 

Civilian  Manpower  Mobilization: 

Bnergency  preparedness  fimctions  of  Secretary  of  Labor 

(Executive  Order  11000)— -     1532 

Coast  Guard: 

EQUIPMENT,  installations,  or  materials;  approvals  and 

termination  of  approval 1223, 1502 

TANK  VESSEUS,  venting  of  cofferdams;  proposed  rules.     1801 

Commerce  Department: 

See  Business    and    Defense    Service*    Adminispation. 
International  Programs  Bureau. 
Maritime  Administration. 
Patent  Office. 
APPOINTMENTS  without  compensation  and  statements 
of  business  interests  imder  Defense  Production  Act 

of  1950 - 1196. 1227. 1228. 1374. 1428, 1505 

AUTHORITY  DELEGATIONS: 
By  Secretary  to  Commissioner.  JJB.  Science  Exhibit; 

negotiate  certain  contracts 1076 

From  General  Services  Administrator,  establishment 
of  special  police  f  wee  to  protect  Maritime  Admin- 
istration installations;  revocation 1037 

CUBAN  TRADE  EMBARGO,  functions  (Proclamation 

3447)   1085 

EMERGENCY  PREPAREDNESS  FUNCTIONS  (Execu- 
tive Order  10999) 1527 

GREAT     LAKES     PILOTAGE     ADMINISTRATION; 

pilotage  pool,  application  for  establishment 1504 

ORGANIZATION  AND  FUNCmONS: 
National  Bureau  of  SUndards.  Boulder  Laboratories.  .    1227 
Under  Secretary  of  Commerce  for  Transportation, 

duties  and  responsibilities 987 

Commission,     Presidential,     To     Investigate 

Railroad  Labor  Dispute: 

Oiange  in  membership  (Executive  Order  10991) 1207 

Committees  and  Boards: 

ADVISORY    COiktMITTEES.    regulations    (Executive 

Order    11007) 1875 

ADVISORY  AND  (X)NSULTATIVE  BOARDS,  poUcies 
respecting  conflict  of  interests  (Memorandum  of 
February  9.  1962). 13*1 

KMERGENCTY  BOARD  to  investigate  labor  dispute  be- 
tween Eastern  Air  Lines,  Inc.,  and  employees  (Ex- 
ecutive Order  11006) 1'^*^ 

EMPLOYMENT    OF    THE    HANDICAPPED.    PRESI- 
DENT'S COMMITTEE  ON;  establishment  (Execu 
tive  Order  10994) 
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CommiHees  and  Boards — Continued 

PETROLEUM  STUDY  COMMTITEE,  submission  of 
data — — — 

RADIO    ADVISORY    COMMITTEE.    INTERDEPART- 

MENT  (Executive  Order  10995) 1619 

Commodity  Credit  Corporation: 
AUTHORITY  DELEGATIONS  by  Executive  Vice  Presi- 
dent to  certain  Agricultural  Stabilization  and  Con- 
servation Service  officials;  sight  drafts  and  cwtiH- 

cates     1427 

EXPORTS^  flour.  Durum  wheat,  cash  pajrment  (GR- 

346) ,  terms  and  conditions 1753 

LOAN  PROGRAM;  1961  crop: 

Maryland  tobacco r "I* 

Puerto  Rican  tobacco -:::zz:iz=r"^-JZ^j:\\-r 

LOAN  AND  PURCHASE  AGREEMENT  PROGRAM; 

1961  crops:  ,  .^_  ,_„ 

Barley ^*^^' }2? 

Flaxseed ^*V* 

Grain    sorghiuns. 1 1*^7 

Rve  963.1407 

meav:::::::::::— - 1408, 1753 

NAVAL  STORES;  gum  price  support  program.  1962 1693 

PRICE  SUPPORT  PRCXJRAMS: 

Naval  stores:   gxim ——-:— 

Sales  of  certain  cwnmodlties  acquired  through  price 
support  operations;  monthly  sales  list.  February 
1962 

Communist  Countries: 

Restrictions  on  teaching  equipment  from 1664 


1593 


1326 


1341 


Comptroller  of  Currenqr: 

First  National  Bank  of  Provincetown,  aiH>llcation  for 

branch  in  Chatham,  Mass.;  hearing 951 

Conduct  Standards: 

See  also  Conflict  of  interest. 

Securities,  unregistered,  distribution  to  public  by  regis- 
tered broker-dealers;  Securities  and  Exchange 
Conmiission  statement  of  principles 1251 

Conflict  of  Interest: 

APPOINTMENTS  without  compensation,  statements  of 
financial  interests.  See  Commerce  Department; 
Emergency  Planning  Office;  Interior  Department. 

GOVERNMENT  CONSULTANTS  and  advisers.  poUcies 
respecting  ethical  standards  (Memorandum  of  Feb- 
ruary 9.  1962). _ —     13*1 

Consultants  and  Advisers  to  Government: 
Conflict  of  interests,  poUcies  (Memorandum  of  Feb- 

ruary  9,  1962) 13*1 

Consultative  and  Advisory  Boards: 
Conflict  of  interests.  poUcies  (Memorandum  of  Pebni 
ary  9.  1962) -. 

Continental  Shelf,  Outer: 

CMl  and  gas  leasing :  ^ 

CaUfotnla.  San  Francisco  area.....-.-- iwi 

Louisiana  and  Texas,  corrections  of  prior  documents.  I66i 

Contracts: 

See  also  Procurement.  ,  ^      . 

AUTHORITY  DELEGATIONS  respecting  contracts. 
See  specific  agencies.  ^^       ^ 

CONFLIcrr  OF  INTERESTS.  poUcies  respecting  Gov- 
ernment advisers  and  consultants  also  employed  by 
firms  having  Government  contracts  (Memorandum 
of  February  9.  1962) 1341 

Com: 

Crop  insurance.  1961  crop ^'»* 

Critical  Occupations:  ,  «    _^        ^ 

Emergency    preparedness   functions    of   Secretary   oi 

Labor  (Executive  Order  11000) — ^°^ 

Cuba: 

HDPORT    RESTRICmONS - — 

TRADE  EMBARGO  (Proclamation  3447) 

Customs  Bureau:                                ^   , 
AIR  COMMERCE;  transportation  in  bond  of  ah:  cargo^ 
alternate  procedures,  etc 
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Customs  Buf  cwi     Centinu^d 

ABUCXiBS COHLH 1  lUNALLT  niEE.  subject  to  reduced 
rate.«bc: 
Articles  retamed  mfter  exportation  for  repairs,  al- 

terattem.  or  proceaaing 1797 

Camel  wool  and  hair  for  lue  In  manufacturing  floor 

ccmtiimgs,  «tc 1552 

CUSTOIIBOUSE  BBQKERS.  sharing  ot  feet  with  at- 

tom«|Ei 971 

ENTRY   OP  IMPORTED   MERCHANDISE;    informal 

entrtM  aeilaUy  numberedf  orms 1722 

FINANCIAl.  AND  ACCOTJNTINa  PROCEDURE;  alco- 
holic beverages,  importation^  optional  method  for 

payment  of  estimated  Import  taxes 1598 

FISH,  tariff-rate  quota  for  1962 1295 

LIQUIDATTON  OF  DUTTES ; 
Countervailing  duties : 
Silk  and  silk  manufactures  from  United  Kingdom.  _     1554 

Sugar  from  Australia,  new  rates 97 1 

Suspension  of  liquidation  tx^m  original  warehouse 
entry  of  certain  articles  subject  to  Import  tax, 
withdrawn  from  warehouse  for  bonded  trans- 
portation and  rewarehousing 1758 

VESSELS: 
Documentation  of  vessels  sold  or  transferred  abroad 
to  n^.  cttlzena: 

Provisional  registers 1886 

Sale  abroad 1886 

Measurement  of  vessels : 
Admeasurement   of    foreign    vessels;    addition   of 

Oreece   18M 

Enclosed  spaces  exempted  from  inclusion  in  gross 
tonnage;  special  exempted  water -ballast  spaces. 

promnd  mtoB 984 

WAREHOUSES  AND  CONTROL  OF  MERCHANDISK 
THEREIN:  domestic  spirits  or  wines,  transfer  to 
bonded  manufacturing  warehouses,  bond  require- 
ment       1758 

D 

Defense  Deportment: 

See  Air  Force  Depmrtment. 

Navy  Depmrtment. 
AUTHORmr  DB^BOATIONS : 
By  Secretary  to  Coaimaoder  in  Ctiief,  United  States 
Strike  Command ;  authority  to  convene  general 

courts-martial  1227 

From  General  Services  Administrator,  representation 
of  Government  interests  before  Illlxu>is  Cammerce 
Commission:   East  St.  Ixmls  Intertirtmn  Water 

Co..  increased  rmtes 1200 

NATIONAL  GUARD,  withholding  of  compensation  of 
civilian   employees    for    State   benefits   programs, 

functions  (Executive  Order  10996) 1521 

PROCUREMENT  REGULATIONS,  armed  services : 

Advertising,  formal 16M 

Bcmds  and  insurance 1713 

Contracts: 

Clauses 1708 

Cost  principles 1715 

Termination 1711 

ForeiffB  pmvhases;  duty  and  custesn 1705 

Forms 1715 

General  provistons 1685 

Government  pwpeity 1713 

Interdepartmental  and  coordinated  prociu'ement 1696 

Labor   1713 

NegotiaUon 1694 

Special  types  and  methods 1696 

Defense  Moteriols  Service: 

Minerals,  mrtals.  etc. ;  report  of  purchases 1372 

Detowofe  River  Bosm  vommtssion: 

Comprehensive  plan,  phase  I;  hearing 15t3 

Disoster  Aracis: 

Federal  assistance.  See  Agriculture  Department ;  Small 
Business  Administration. 

Discrimlncrtion: 

See  Nondiscrimination. 
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Drugs:  *■* 

CERTIFICATION    AND    TESTS,    etc.     See   W)Od    an4 

Drug  Administration. 
DRUG  AND  MEDICINE  INDUSTRY,  minlmtan  wage 

determination 13j| 

NARCOTIC  DRUGS,     See  Narcotics  Bureau. 


Education  and  Educational  Facilities: 

CIVIL  SERVICE,  educational  requirements  for  certain 

positions;  fishery  biologists,  refuge  managers,  etc.__     154^ 

EIMERGENCY  PREPAREDNESS  FUNCTIONS  (Execu- 
tive Order  11001) 1534 

SCHOOL  PURPOSES,  public  lands  opened  to  applica- 
tion by  various  States  for.  See  Land  Management 
Bureau. 

Education  Office: 

Communist  countries,  prohibition  against  use  of  teach- 
ing equipment  from 1554 

Eggs: 

Turkey  eggs  and  turkeys,  proposed  marketing  agree- 
ment      USl 

Electric  Power: 

ESnergency  preparedness  functions  of  Secretary  of  In- 
terior (Executive  Order  10997) 1511 

Emergency  Board: 

Investigation  of  labor  dispute  between  Eastern  Air  Lines, 

Inc.,  and  employees  (Executive  Order  1100«> 17M 

Emergency  PIcmnmg  OIBce: 

APPOINTMENTS  without  compensation  and  statements 
of  business  interests  under  Defense  ProductiOQ  Act 

of  1950 1080.  IM 

AUTHORITY  DELEGATIONS  by  Director  to  various  of- 
ficials: 
Director  or  Telecommunications  Management,  func- 
tions under  Elxecutive  Order  10705  and  10995 IIM 

Interdepartment  Radio  Advisory  Committee.  asalg&- 
ment  of  radio  frequencies  to  Oovemment  sta- 
tions      1864 

EMERGENCY  PREPAREDNESS  PROGRAM,  coopera- 
tion with  Federal  agencies.  See  mots  heading 
Enjergency  preparedness  functions.  • 

PETROLEUM    STTTDT    COMMITTEE,    submission    Of 

data  and  views 17TI 

RADIO   FREQUENCIES,    assignment    to  Government 

agencies  (Executive  Order  10995) 1519 

TELECOMMUNICATIONS  MANAGEMENT  DIREC- 
TOR: 

Authority    delegation 1884 

Establishment  of  position  (Executive  Order  10995)  — _    15lt 

Emergency  Preparedness  Ftmcttons: 
AGRICULTURE     DEPARTMENT     (Executive     Order 

10998) 1414 

COMMERCE  DEPARTMENT  lExecutive  Order  10999)  _     1527 
FEE>ERAL     AVIATION    AGENCY     (Executive    Order 

11003) 1540 

HEALTH,  EDUCATION,  AND  WELFARE  DEPART- 
MENT (Executive  Order  11001) 1534 

HOUSING  AND  HOME  FINANCE  AGENCY  (Executive 

^^     Order   11004) ISti 

IN^^RIOR  DEPARTMENT  <  Executive  Order  10997 )  „_     1523 
INTERSTATE  COMMERCE  COMMISSION  (Executive 

Order   11005) 1844 

LABOR  DEPARTMENT  (ExecuUve  Order  11000) 1531 

POST     OFFICE     DEPARTMENT      (Executive     Order 

11002) 1531 

Employment  of  the   Handicapped,   Advisory 

Council  on: 
Establishment  (Executive  Order  10994) 1447 

Employment  of  (he  Handicapped,  Presidents 

Committee  on: 
Establishment  (ExecuUve  Order  10fi»4) l**" 

Engineers  Corps,  Army  Department: 

Bridge  regxilations;  Massachusetts,  Charles  River 1S6I 
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Ethical  Standards  of  Conduct: 

^Tlaers  and  consultants  to  Ooyemment  (liemoraDdum 

*■  of  February  9.  1982). 1341 

Executive  Orders: 

5^  Presidential  documents. 

Explosives:  I 

Picking,    transportation,   etc.     See   Federal   Aviation 
Agency;   Interstate  Conunerce  Commission. 

Export  Control: 

See  International  Programs  Bureau. 

Exports: 

See  Imports  and  exports. 

Ftirm  Equipment: 

fniergency  preparedness  functions  of  Secretary  of  Agri- 
culture (Executive  Order  10998) 1524 

Fgderal  Aviation  Agency: 

AIRPORTS: 
Anchorage  and  Fairbanks  airports  in  Alaska;  dele- 
tion   145* 

Public  airports ;  reimbursement  for  damage  by  Federal 

agencies,  deletion 1454 

AIRWORTHINESS  DIRECTIVES: 

Boeing   1313 

Brantly 1885 

Douglas W6. 1313 

Fairchlld  . 1480 

Marvel -Schebler    1454 

Navion 1009 

Piper -     1313 

Bud  Aviation  helicopters 1479 

^Hckers 1565 

AIRWORTHINESS    REQUIREMENTS;    lighting    sys- 
tems,  exterior,   experiments    (SR-392B   and   SR- 

392C)    1008 

BALLOONS,  free  and  hot-air;  pilot  certificates,  require- 
ments, limitations,  etc.,  proposed  rule 1363 

CBRTIFICATTS : 

Flight  radio  operator  certificate,  deletion 1452. 1454 

Ground  instructor;  test  requirements  for  original  is- 
suance, deletion ^ 1594 

Pilots ;  proposed  rules : 
Free  balloon  pilot  certificates;  requirements,  limita- 
tions, etc _ 1363 

Private  pilot  certificates;  aeronautical  experience. 

dual  instruction 1073 

Student  pilot  certificates;  solo  flight  requirements, 

dual  Instructlori 1073 

CONTROL  AREAS,  CONTROL  ZONES,  etc.;  designa- 
tion: 
Control  areas;  alterations: 
Colored  Federal  airways,  low  altitude  (amber,  blue. 

green,   red) 1033. 1161, 1323. 1596, 1773 

Continental  control  area 1114 

Extension  of  control  areas 1114, 

1118, 1211. 1324. 1354. 1455. 1597. 1773 
VOR  Federal  airway  control  areas;  low  altitude: 

Domestic —  943.949.1069.1114, 

1221,  1323.  1412.  1424,  1454,  1494.  1495.  1552, 
1595.  1596.  1658.  1728.  1774,  1796,  1846,  1917 

Hawaii  916 

Control  zones : 

Alterations 1033, 1034. 

1074,   1221.   1364.   1454,   1506,   1597,  1757,   1885 

Designation;  proposed  rule 1324 

Positive  control  areas;  designation,  proposed  rule 1323 

Reporting  points:  alterations: 
Colored  Federal  airways,  low  altitude  (amber,  blue, 

red,  green) 1161,  1323.  1596.  1773,  1918 

VOR  Federal  airways  reporting  points : 

Hawaii  1210 

Low  altitude 1249,1454.1917 

Transition  areas;  designation 1221,1249,1324.1461 

DKFINrnONS  AND  ABBREVIATIONS  (NEW);  pro- 
posed rule 1655 

EMERGENCY  PREPAREDNESS  FUNCTIONS  (Execu- 
Uve Order  11003) 1540 

BCPLOSrVES  and  other  dangerous  articles;  magnetic 
materials,  cargo  location,  packing  and  marking  re- 
quirements, proposed  rule 1074 
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FEDERAL  AIRWAYS,  designation;  alterations 
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Colored  Federal  airways,  low  altitude  (amber,  blue, 

green,  red) 1033, 

1161,   1162,   1323,  1454,   1552.  1606,   1773.  1018 
VOR  Federal  airways: 

Intermediate  altitude.  .-1009.  1068,  1160.  1194.  1220.  1353. 
1354.  1412,   1454.   1494.  1566.   1728.  1774.   1706 

Low  altitude;  domestic 942,943,949,1033,1069, 

1074,  1114,   1161.  1193,  1194,   1210,  1220,  1823, 
1354.  1412.   1424.   1454.  1461,   1494.  1495,  155S. 
1595,   1596,   1658,   1728.   1757.   1774.  1846,  1917 
INSTRUMENT  FLIGHT  RULES : 
Altitudes,  minimum  en  route  IPR;  particular  routes 

and  intersections :  ^  .  „ ,  ^ 

Colored  Federal  airways  (amber,  blue,  green,  red)  —    1210 

Direct   routes 1210 

VOR  Federal  airways "10 

HawaU  --     1213 

Approach  procedures,  standard,  for  takeoff  and  land- 
ing at  particular  airports;  alterations: 

Landing  system  procedures 980, 1485 

Radar  procedures 082, 1487 

Radio  range  procedures. 077,1481 

IRREGULAR  AIR  CARRIERS: 

Large  aircraft,  proving  tests  for;  proposed  rule 1219 

Lighting   systems,   exterior;    experiments   (SR-392B 

and  SR-392C) 1008 

Passenger  emergency  exit  markings,  illiuiination 1453 

Persons  aboard  all-cargo  aircraft,  carriage  of  (SR- 

432A) 1208 

Reports,  mechanical  reliability 1242 

JET  ROUTES,  advisory  areas;  designation  and  altera- 
tions: 
Jet  advisory  areas:  ^  .  ^_ 

Enroute    1324. 1454, 1597 

Terminal 1034, 1036, 1597 

Jet  routes 1412. 1413, 1454 

OPERATION  RULES;  lighting  systems,  exterior,  ex- 
periments (SR-392B  and  SRr-392C)_ 1008 

ORGANIZATION  AND  FUNCTIONS;  Office  of  Plans, 
abolishment,   transfer   of    certain   functions   and 

personnel H^^ 

PROCEDURAL  REGULATIONS;    enforcement  proce- 
dures   -~    1110 

RESTRICTED  AREAS  over  military  installations,  etc.; 

alterations:  ,„„ 

Alaska ^ 1757 

California - 1035 

Indiana   "«2, 1658 

Maryland .- 1659 

Nebraska  J033 

Nevada 1354 

Ohio    1114 

Wyoming r-     1355 

SCHEDULED  AIR  CARRIERS : 
Helicopters,  certification  and  operation  rules: 
Passenger  emergency  exit  markings,  illumination —     1453 

Reports,  mechanical  reliability 1247 

Lighting   systems,   exterior;    experiments    (SR-392B 

and  SR-392C) — 1008 

Passenger  emergency  exit  markings,  illumination 1452 

Persons  aboard  all-cargo  aircraft,  carriage  of  (SRr- 

432A)    1208 

Reports,  mechanical  reliability _*____     1242 

TECHNICAL  STANDARD  ORDERS.  C  Series: 
General  provisions;    definitions,  basis  and  purpose, 

authorization,   records,   etc 974, 1720 

Minimum  performance    standards;     airborne    ATC 

transponder  equipment  (C74).  prt^xwed  rule 

TRAINING  GRANTS,  Inter -American  aviation;  dele- 
tion   

Federal  Communications  Commission: 

AMATEUR  RADIO  SERVICE: 
Appendix  2.  International  Telecommunlcatiwi  Con- 
vention. Geneva.  1959 1800 

Kc  and  Mc  changed  to  kc/s  and  Mc/s 1493 

AVIATION  SERVICES,  aeronautical  enroute  stations; 
discontinuance  of  use  of  high  frequencies  within 

continental  United  States,  proposed  rule 1659 

CANADIAN  BROADCAST  STATIONS 1126 

CITIZENS  RADIO  SERVIC^E: 

Allocation  of  assignable  frequencies,  25-42  Mc/s  band; 

proposed  rule 1495 

Kc  and  Mc  chanced  ij  kc  s  and  Mc/s 1*93 
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DISASTER    CXSMlfUNICATIONS    SERVICE;    kc    sad 

Meehaosedtoke/sandMe/s 1«93 

XZFEBDCENTAL  BROADCAST  SERVICES : 

Aiinl  tvoadeast  STL  aoMl  intercity  relay  stations 1725 

Television  auxiliary  broadcast  stations 1T25 

^EBB.  for  lleenslnc  and  regvOatory  activities:  mt^xMed 

ndes  1729 

Prior  proposed  rules  withdrawn 1730 

FRBQUENdES  AND  CHANNELS: 
See  aiao  Frequency  allocations. 
Fre<|uency  bands: 

2003  kc/s 1460 

2S-41  Mc/a M95 

152-162  Mc/8 1365 

182-174  Mc/s 1459 

450-470  Mc/s 1365 

942-952  Mc/s ^ 1724 

Services  and  stations: 

AviattiD.  aervtoes 1659 

Canadian  broadcast  stations 1126 

Clttw.iiii  radio  service 1459 

^fpfiy^tri^n^f^]   htrnfAfa^^    tfartri/^aa 1725 

T»<fc.«tyi«i  radio  services 1365. 1459.  1495 

Land  transportation  radio  services 1459 

Maritime  radio  services 1460 

NcB-OovcnuncDt  sta tlani  transmitting  hydrologlcal 
and  meteorological  data  in  cooperation  with 

Federal  acenciea 1459 

Pufale  safety  radio  services 1495 

Radio  astronomy 1847 

TelevlsioQ  broadcast  stations 985. 

1120.  1394.  1360.  1460.  1847 
FREQUENCY  ALLOCATIONS: 

See  also  Frequencies  and  channels,  above. 
AllocBttoB  of  frequencies: 

lUSaUc/B 1847 

25-4J  Me/s 1495 

40^Me/i 1847 

162-174  Mc/s 1459 

942-M3  Me/s 1724 

Deflnlttans.  anntf  broadcast  STL  and  intercity  relay 

stattans 1724 

Radio  astronoiKy.  inquiry:  extension  of  time 1847 

INDUSTRIAL  RADIO  SERVICES: 
Technical   standards,   frequency  stability:    proposed 

nile 1365 

yiu-lous  services:  proposed  rules: 

Business  service;  frequencies  available 1459. 1495 

Developmental  service,  frequencies 1495 

Forest  products  service:  frequencies  avcillable 1967. 

1459. 1495 
Manufacturers  service:  eligibility  for  certain  spe- 
cialized subsidiary  corporations 1660 

Petroleum  service;  frequencies  available—  1367. 1459. 1495 

Po^er  service:  frequencies  available 1367, 1459, 1495 

Relay  press  service;  frequencies  available 1495 

Special  Industrial  service;  frequencies  available. .    1459. 

1495 
Telephone  maintenance  service;  frequencies  avail- 
able       1495 

LAND  TRANSPORTATION  RADIO  ^31  VICES: 
Definition,  automobile  emergency  radio  service;  pro- 
posed rule --     1367 

Various  services ;  pmposed  rules : 

AutoBBobQe  emergency  radio  service 1367 

Devel(HNnental  service,  frequencies 1495 

Motor  carrier  service,  frequencies 1495 

MARITIME  RADIO  SERVICES,  xise  of  2003  kc/s  for 
commmilcatlons  between  ship  stations  and  limited 
coast  stations  and  Coast  Ouard  stations;  proposed 

rules,  extenakm  of  time 1460 

PRACTICE  AND  PROCEDURE : 
Broadeadt  vfdicctlans: 
Clear  r*^«"'^'  broadcasting  in  standard  broadcast 
band.  appUcstlons  for  frequencies  adjacent  to 

class  I-A  channels 1170 

FM  and  noncommercial  educational  FM  applica- 
tions,  processing 1723 

Computation  of  time 1359.1620 

Fees  for  Ucenalnc  and  regulatory  activities,  proposed 

rules 1729 

Prior  proposed  rules  withdrawn 1730 
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PUBLIC  SAFSTT  RADIO  SERVICES,  various  services; 
frequencies,  propo*^  rules: 

Developmental  service im 

Ftre  radio  service iQg 

Forestry -conservation  radio  service 14|| 

Highway  maintenance  service 14|| 

Local  Government  radio  service 14S| 

Police  radio  service 14B5 

Special  emergency  service 1495 

RADIO  BROADCAST  SERVICES: 

Standard   broadcast   stations,   presunrise  operation; 

proposed  rule,  extension  of  time Mq 

Television  broadcast  stations: 

Channel     assignments;     additiorw.     deletions,    or 
changes: 

Alabama  IBM 

California 985, 11M 

Florida fW 

Georgia Ni,13« 

Illinois Um 

Kentucky   MS.lllt 

Mississippi Ml 

Nebraska   1120 

Nevada   MS 

New  York IMT 

Tennessee UM 

Television  programming  in  Chicago,  m..  inquiry. —  1B| 
TELECOMMUNICATIONS      MANAGEMENT      FUNC- 
TIONS (Executive  Order  10995) Iil9 

HEAIINCS,   OIDERS,   ETC.: 
AUUma  Broadcasting  Co  .  967. 
American  Telephone  and  Telegraph  Co.,  1428. 
Antennavlalon  Service  Co..  Inc..  1123.  1509. 
Arizona  Micro-Wave  System  Co..  1134. 
Asheboro  Broadcasting  Co    (WOWR).  1376. 
Bartell  Broadcutera.  Inc.  (WOKT).  ISN. 
Baysden.  W.  K..  137B. 
BJ-States  Oo.  ( KHOL-TV  ) .  1 124. 
Blgham.  Allen  C.  Jr,  1430.  1662. 
Brandon  Tire  A  Battery  Co..  1375. 1661. 
Ceracche  &  Co..  1124. 

CLay  Service  Corp..  1288.  1929.  ^ 

Ojlller  Electric  Co..  1737. 
Columbia  Basin  Microwave  Co  .  1298. 
Community  Service  Broadcasters.  Inc  et  al..  137i.  1737. 
Dakota  Microwave  Co..  1928. 
DeK&lb  Broadcasting  Co  .  1468. 
De  Seno,  Ralph.  ttM. 

Dolph-Pettey  Broadcasting  Co   (KUDE) .  1429.  16<a. 
Eastern  Broadcasting  System.  Inc.  et  al..  1276. 
Eastern  Shore  Microwave  Relay  Oo  .  1378<. 
Flower  City  Television  Corp.  et  al..  1230. 
Gabriel  Broadcasting  Co  .  1738. 
Oeller.  Simon.  1737. 
Grand  Strand  Broadcasting  Co..  1378. 
Grant.  John  X..  1430. 1882. 
Hershey  Broadcasting  Co..  Inc..  1737. 
Hiawatha  Valley  Broadcasting  Co..  Inc..  1460.  1661. 
Huber.  Don  L..  1330. 

Iowa  City  Broadcasters,  Inc.  et  al.,  1430.  1662. 
Jefferson  Radio  Co.  ( WTXI) .  1297. 

K.  ft  H.  Television  Station  (KFUR-TV) ,  et  al..  1X77, 1988. 
Lord  Berkeley  Broadcasting  Co  .  Inc.,  137S. 
Merchants  Broadcasting  System  of  Dallas.  Inc..  14S1,  18M. 
Mesa  Microwave.  Inc.,  957. 
MIA  Enterprises,  Inc.  (KWBE) .  1230. 
Miller,  Saul  M  et  al..  1738. 
Munson,  Jack  C.  1297. 
Neal.  William  B..  1511. 

Neighborly  Broadcasting  Co  .  Inc  ,  1125,  1230. 
New  York  Penn  Microwave  Corp.,  1135. 
Northland  Radio  Corp  ,  1488,  1662. 
Palms  Broadcasting  Corp.,  1859. 
Peninsula  Television  Relay  Corp  .  1378. 
People's  Broadcasting  Co.  ( WPBC) ,  1738. 
Pioneer  States  Broadcasters.  Inc  ,  1378,  1662. 
Plummer,  Eugene  R..  1960. 

Radlo-Actlvc  Broadcasting.  Inc.  (WATO).  168S. 
Radio  Associates,  Inc.  (WEEK),  1742. 
Radio  Carmlchael,  et  al  ,  1331,  1432. 
Reading  Radio.  Inc.,  1737. 
Richmond  Brothers,  Inc.  ( WMEX ) .  1T37. 
Rockland  Broadcasters,  1739. 
Rockland  Broadcasting  Co.  et  al.,  1406,  IMS. 
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f^rai  CommuBicoHonc-  Cbnniiii 

HiAllNGS,    OWXHS,    ttC      CmiNiMsrf 

Seven  Locks  Broadcasting  Co.,  I'MB,  T§S9.  '^ 

Booth  Minneapolis  Bro«dcMterB,  14BB;  IMK 

■jMith  District  Broadcasting  Co.,  MB».  IfllOt 

Topeka  Broadcasting  Asaoclatlon,  Die.  ( WUB«V>- II V )-,  IW*. 

Van  Hobbs.  Prank,  1929,  CTDO. 

fteterans  Broadcasting  Co.,  Inc.  et  al..  lOSK 

\Qctorla  Broadcasting  System,  1379,  16M. 

Vblce  of  the  Mid  aoutti.  1297. 

^AEB  Broadcasters.  Inc.  (WAZB),  1741. 

^TDSU  Broadcastlng^  Corp.  ( WDSU) ,  1468,  IML 

^rriC.  Inc.  (WFYC).  143*. 

WHOW.  Inc.  ( WNOW) .  1742. 

Wniamette-Land  Television.  Inc.,  17*0. 

^nillaniB,  James  R.,  1810. 

Wilson.  L.  B..  Inc.  ( WLBW-TV) .  160*. 

WUhrow,  James  H.,  1297. 

Wolverine  Broadcasting  CO.  et  al..  1S80. 

WOrthlngton,  Francis  J.,  »». 

Ftderal  Crop  Insurance  Corporation: 
iMAral  crop  insurance ;  19«1  and  suoceedtng  crop  yea^ 

AppUcatlon rOOl.  1002. 1003, 1180 

Various  commodities : 

Barley J522 

Com  ""^^ 

Peas;  caanins  and  freesing YIS!^ 

Potatoes JJJi 

Wheat '^'^ 

§9dtra\  Home  Loan  Bank  Boofcfe 

Ptederal    Savings    and    Loan    Insurance    Corporation; 

operations,  loans  and  Investments ^"^ 

federal  Housing  Administration: 

MUTUAL  mortgage  insurance  and  Insured  homejm- 
provement  loans;  eligiWlity  requlrememta,  awawai 

of  mortgagees 

NURSING  HOMES  mortgage  inmiranne:.  ,^^ 

Advances,  insurance  of;  conxpfction  assuraaoe vrn 

Special  requir«nents: 

Equity  requirements -—.—-- 7n4i 

Escrow  for  off-site  utilltleB  and  rtreetB-------- —    1071 

URBAN  RENEWAL  mortgage  Inwiraneg;  engimnty  re- 
quirements, insured  project  Improvement  loans- 
Federal  Maritime  Commission: 

See  also  Maritime  Administration.     ^ 

OOBTRACTS.  agreements,  and  undentanmnga  0*  eer- 
tain  common  carriers  hy  water,  leteual  of  ocdttr 

FREIGHT  PORWAHDHRa.  oceao. 

ent.  ocean  freight  broksra.  and  ocwingrtng  common 

Duties  and  obligations,  proposed  rules J775 

Interpretation  of  Shipping  Act.  1916 _- t*M 

RATES,  schedules  and  tariffs,  investlgattonff  and  near- 

Inffs ' 

Atlantic/Puerto  Rico  trade;  sugar,  etc 1077, 1298, 1065 

Bull,  A.  H.,  Steamship  Ca;  embargo  on. carriage  of 

sugar .        . 

Olson.  Oliver  J.,  b  Co..  C.  R.  Nickeraon.  agent;  reduc- 
tion in  rates.  Pacific  Coast-Hawaii 

8HIPPINQ  ACT,  1916:  ^  *      _*.  « 

Contracts  agreements,  and  vmderstandings  of  certain 
common  carriers  by  water,  reversal  of  order  re- 
Licensing  of  independent  ocean  freight  forwarders,  hi- 

terpretation  of  Act ZI2"^I^~ 

TRANSPORTATION  AGREEMKNT8,  approved,  map- 
proved,  cancellations,  hearings,  show-cause  or- 
ders, etc.: 

Alcoa  Steamship  Co.,  Inc.  et  al — - — .- 

Calcutta/USA.  Conference,  member  lines,  et  ai 

Commonwealth  Steamship,  Inc.  et  al J*"* 

r^ i»„u»m    Xt    rt      !■  C^n  17 10 

_     1778 

- ^^^^ 
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1070 


1380 


.-     1296 


1511 


1380 


1320 


SS7 
1229 
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Cunningham,  N.  D.,  Ii  Co. 
Parrell  Shipping  Co.,  Inc 

Grace  Line,  Inc.  et  al ._. 

lino  Kaiun  Kaisha.  Ltd »^? 

Mitsui  Steamship  Ca.  Ltd »»° 

Northern  Pan  American  Line,  et  al__- — i" '« 

Pacific  Westbound  Conference,  mnaber  toes——-—  »&» 

Trans  Pwjiflc  Freight  Conferenoe  (Hong  5oiw).etal-  1778 

Tyrrhenian/Levant  Freight  Oonferenee.  et  al — . 1 '«^ 

Zim  Israel  Navigation  Co.,  Ltd.  et  al i'^" 

73000—62 a 


RNlbral  Personnel: 

SerGovemment  employees. 

Federal  Power  Commiss 

FEDERAL  POWEB.  ACT,  legnlatiaBa;  VuUte 

and  Ucensees,  clasa A  and  B„anBia^a]QiaBtiarm  1— 
HEARDiCUS.  See  Ztet^zt  sMd  0/ tltiaagaiMV. 
NATURAL  GAS  ACT,  regulations : 
AppUcationav  certiflcatea  of  public  cftnveniencft  and. 
necessity  under  section  Ti 

Exhibits , .    ,^^...„„.«„^ 

Temporary  authorizations,  issuance  to  mdenenAsnt 

producers ^       , .  .^ 

Form  No.  2,  annual  report  for  natural  gas  campanl^ 

class  A  and  B -SZZZ~=i-i;i;,'!r^^^'^ 

Rate    filings   based    on    State-prescribed   minnmmi    ^^ 

prices;  prior  proposed  rule  terminated I3H8 

Rate  schedules  and  tariffs : 
•Changes  in  tariff,  executed  service  agrasmenta. or 

part  thereof;  proposed  rule -^    *»» 

"Independent  producer,"  defioiiion JJJJ 

"Rate  schedule,"  definition — : —    2.1 

jNATURAL  GAS  ADVISORY  OOUJW  Ifc,  wrtaWil*lM1it  -    Mil 
IHEARINGS,  APPLICATIONS,  ETC.: 
I     American  IjouUlana  Pipe  Une  Co.  et  al..  968,  080. 
I     Atlantic  Seaboard  Ctorp.,  1861. 
Bowman,  Fred,  et  al.,  1332. 
California  Co.,  058. 
Gallery.  P.  A..  Inc.  et  al.,  1332, 1470. 
Carter  Foundation  production  Co.  et  al.,  1197- 
Cities  Service  Gas  Co.  et  al..  1230, 14S5.  ISBy.  ITW.  1883; 
Colorado  Interstate  Gas  Co.  et  al.,  1666. 
Consolidated  Water  Power  Co.,  1078. 
Continental  OU  Co.  et  al..  1«S9". 
El  Paso  Natviral  Gas  Co..  1333. 1862. 
Fal3on  Project.  1231. 
Glacier  Electric  Cooperative,  Inc.,  1436. 
Hanley  Co.  et  al..  1666. 
Humble  Oil  &  Refining  Co.  et  al.  1299, 1469. 

Hunt,  H.  L.  et  al.,  1584. 

Hunt,  Hassle,  Trust,  et  al.,  1300, 1380. 

London  Gas  Co.  et  al.,  1333. 

Michigan  Wisconsin  Pipe  Line  Co.,  1126, 1231. 

Modesto  Irrigation  District,  1079. 

Natural  Gas  Pipeline  Company  of  America,  1887, 1888. 

New  York  State  Natural  Gas  Corp..  WMW. 

North  Central  Gas  Co.  et  al.,  1231. 

Northern  Natural  Gas  Co.,  1299. 1333, 1511. 

Ohio  Fuel  Gas  Co.,  1232. 

Owen  Production  Co.,  1381. 

Pacific  Gas  and  Electric  Co.,  1127. 

Pacific  Gas  Transmission  Co.,  1127. 

Pacific  Power  &  Light  Co.,  1078. 

Pan  American  Petroleum  Corp.  et  al.,  1779. 

Bounds  &  Porter  Lumber  Co.,  Inc.,  1230.^ 

Sabine  EUer  Auttoorlty.  LontataButamrTBMai  IWe. 

asneca  Gas  Company  of  We*  Vlrglnl*  Bk.  "b*^  laSBi 

Shell  Oil  Co..  994.  c 

SkellyOUCo,  1511. 

Slater,  BttsBOurl. Cltyof,  1126:  '^ 

Socony  MobU  Oil  Co..  Inc.  et  af.,  98*.  1383;  11W-. 

Sunray  Mld-Contlnent  Oil  Co.  et  al.,  1233. 

Taylorstown  Natural  Gaa  Co.,  1469. 

Tenneco  Corp..  1742. 

Tennessee  Gas  Transmission  Ca,  959, 1743. 

Texas  Eastern  Transmission  Corp.,  T3SZ,  138^  ITB". 

Texaa  Gas  Transmlsrton  Corp.,  1334. 

Thomas,  Glenn  P.  et  al.,  996. 

Turlook  Irrigation  District,  lOTB. 

UnltanOas  Pipe  Line  Co.  et  al.,  996, 1199, 1437. 1584. 

Valley  Gas  TransmlsBton,  Inc.,. 1487. 

Federal  Reserve  System: 

BANK  HOLDING  COMPANIES,  ^;>pUcations.  requests 
for  determinations,  etc. : 

Bank  of  Idaho^  approved _- JJJ* 

C.  B.  Investment  Corp.;  approved "**•"!? 

First  Security  Corp.;  denied 

First  Virginia  Corp 

Ufalted  California  Bank;  approved  ,«_^ 

CoNSOLIDATrON,  Springfield  Safe  Deposit  and  Ttatf 

Co.;  approved """ 

FOREIGN   BANKS  AND   BANKERS,   rdattana 
accounts  with  foreign  banks ■-— — 
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FtdMol  Soffvfy  Council:  "^ 

ItwtaMlnhmfTit  (Executive  Order  10990) -     1065 

Fxfarol  Trad*  Commission: 

PBOHZBITED  TRADE  PRACTICES.  ceMe  and  desist 
orders.    See  Utt  at  end  of  thU  agency. 

TliADE  PRACTICE  RULES:  wire  rope  Industry,  con- 
ference   IIM 

PlOHmiBJ  TIAN  nUCTtCH.  ClASI  ANO  MSIST  OIOCIS: 
AUm.  Harry  J.  and  liarfaret.  1116. 
Baekw.  nank  P^  ia«0. 
Backv.  Frank  P..  Inc^  IMS. 
Boos,  Bobart.  1380. 
Oolognas,  Ine..  1731. 
CHanrl.  Inc..  1731. 
Dtnnar,  JoMph.  948. 
Praaer.  Ragfle  L.  and  William  H..  1160. 
PrlMtman.  Bugane  J.,  1340. 
Olba.  John  R..  IMO. 
Otba-Ptladnum.  1340. 
OofttMhalk.  B..  *  Co..  Inc.,  1885. 
Orantliam.  Mary  H..  1115. 
Buff.  Norman  V.  and  Bobart  v..  1118. 
Krunsr,  J.  O..  Purrter.  1855. 
Kramer.  Jcroma.  1356. 
Lary.  Josai»h  W..  1885. 
LmtIs.  liorrls.  Lmd.  and  David.  1008. 
Lawls  Apparal  Stmas.  Inc..  1000. 
Ludwlg.  AlTln  and  Herbert,  1795. 
Ludwlf ,  Inc..  17B5. 
Martwr  Mechanic  MTg.  Co..  1115. 
MfiParUnd.  A.  B..  1115. 
Onyx  Art  Creators.  Inc.,  048. 
Porten,  Herman  I.,  and  Henry  W.,  1731. 
Riff,  Joe  D..  1796. 
Riff's.  ITOe. 

Roberts  Blectrie  Co..  1350. 
RoeenTeld.  Sidney.  1455. 
Ru-Bz,  Inc..  1160. 
Rupley.  Ralph  and  Ralph  Jr.,  1413. 
Sample.  Inc..  1731. 
Siegel.  Max.  *  Son.  1414. 
Siecel.  Meyar.  1414. 
Small.  Samuel.  1795. 
Smolowita.  Nathan.  1795. 
Smolowita  ft  Benkel.  Inc.,  1795. 
Star  Pniit  Co..  1115. 
Stephanow,  Carl.  1418. 
Todd.  Samuel  P..  1455. 
Todd  Brothers  Apparel  Co..  1455. 
Weiser.  Jack.  046. 

Food  Program: 

Livestock  emo-gency  program 1408 

Fofftilizor: 

Emergency  preparedness  functlcHis  of  Secretary  of  Agri- 
culture (Executive  Order  10998) ._ 1524 

Firo  Control,  Rural: 

Emergency  preparedness  functl(»is  oi  Secretary  of  Ag- 
riculture (Executive  Order  10998) 1524 

Fish: 

Cod,  haddock,  etc.,  tariff-rate  quoU.  1962 1295 

Rsh  and  Wildlife  Service: 

AUTHORITY  DELEGATIONS: 
By  Director,  Commercial  Fisheries  Bureau,  to  certain 

officials;  personnel  administration 1504 

By  Director.  Sp<Mrt  nsherles  and  Wildlife  Bureau,  to 
regional  directors  and  field  personnel;  national 

fish  hatcheries,  exchange  of  fish  and  fish  eggs 1122 

Prom  Secretary  of  Interior : 
Area  Redevelopment  Act  functions  respecting  In- 
dian reservations 987 

Lands  and  minerals,  leasing  and  permitting- 987 

HUNTING  AND  POSSESSION  OP  WILDLIFE: 
Areas  open  to  hunting  and  fishing.    See  under  Wild- 
life refuges. 
Migratory  birds;  proposed  rules,  hearings: 

Htmting  methods,  exceptions 1174 

Permits 1174 

ICGRATORT  BIRDS.    See  Hunting  and  possession  of 

wildlife. 
PRIBHiOP  ISLANDS,  administration ;  landing  and  use 

of  liquor,  deletion  of  restriction 1420 


Fish  and  Wildlife  Service— Continued  *^ 

PROCESSED  FISHERY  PRODUCTTS;  approved  identi- 
fication, removal  of  labels  bearing  inspection  marks, 

processor's  accountability,  proposed  rule 1771 

WILDLIFE  RETUGES.  NATIONAL: 

See  also  Hunting  and  possession  of  wildlife. 
Areas  open  to  hunting  or  sport  fishing : 

Arkansas:  White  River,  sport  fishing 1419 

California;  sport  fishing: 

Colusa 9IS 

Modoc;  proposed  rtile 941 

Florida;  St.  Marks,  sport  fishing IQTj 

Kentucky;  Kentucky  Woodlands: 

Hunting 1171 

Sport   fishing 1901 

Missouri;  Mingo,  sport  fishing 1717 

Nebraska;  Valentine,  sport  fishing 17J7 

Oklahoma:  Washita,  sport  fishing 1801 

South  Carolina;  Carolina  Sandhills,  sport  fishing-_    1073 
Wyoming;  Pathfinder,  si>ort  fishing,  correction 1411 

Fishing: 

COMMERCJIAL  FISHINO.  appUcability  of  Fair  Labor 

Standards  Act  provisions 12M 

SPORT  FISHING  in  certain  wildlife  refuge  areas.    See 
Fish  and  Wildlife  Service. 

Flaxseed: 

IXMm  and  purchase  agreement  program.  1961  crop 1407 

Floun 

EXPORT  PROGRAM,  cash  payment  (OR-346) 17S1 

IMPORTS.  Shmurah  wheat  fiour  ( Proclamation  3448 ) .  .     1016 

Food: 

Emergency   prepcu-edness   functions    (Executive   Order 

10998.   11001) 1524.1584 

Food  Additives: 

See  Food  and  Drug  Administration. 

Food  and  Drug  Administration: 

ALIMENTARY  PASTES,  macaroni  and  noodle  products, 
enriched  vegetable;  identity  standards,  label  state- 
ments of  optional  ingredients 1317 

ANEMIA,  pernicious,  preparations  for  treatment;  state- 

ment  of  policy  and  interpretation,  proposed  rule 1500 

ANTIBIOTIC    and    antibiotic -containing    drugs.    See 

Drugs. 
BACITRACIN : 

Certification  of  batches 17M 

Tablets,  proposed  procedure  for  testing  disintegra- 
tion time 1422 

Tests  and  methods  of  assay ;  tablets,  proposed  proce- 
dure for  testing  disintegration  time 1421 

BREAD,  white,  and  rolls,  standards  of  identity;  label 

statement  of  optional  ingredient.  Z-cysteine 1311 

CHLORAMPHENICOL : 

Certification  of  batches;  tablets,  proposed  procedure 

for  testing  disintegration  time 1421 

Tests  and  methods  of  assay;  tablets,  proposed  proce- 
dures for  testing  disintegration  time 1411 

CHLORTETRACTYCLINE : 

Certification  of  batches 1811 

Tablets,  proposed  procedure  for  testing  disintegra- 
tion  time 1411 

Food  additive  In  medicated  animal  feed  for  calves 

and    psittacine   birds 948,918 

Rolltetracycline.    name   changed    from    pyrrolidino- 

methyl  tetracycline;  proposed  rule ISM 

Tests  and  methods  of  assay 1821 

Tablets,  proposed  procedure  for  testing  disintegra- 
tion  time 1421 

COTTAGE  (7HEESE.  plain  or  creamed;   standards  of 

Identity,  proposed  rules H'W 

DRUGS: 

Antibiotic  and  antibiotic -containing  drugs: 
General  regulations: 

Definitions **• 

Rolltetracycline.  name  changed  from  pyrrolidino- 

methyl  tetracycline;  proposed  rule 1821 

Laboratory    diagnosis    of    disease,    antibiotics   in- 
tended for  use  in;  antibiotic  sensitivity  discs: 

Certification  procedure •• 

Tests  and  methods  of  assay •*• 
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bid  and  Drug  Administration — Coatinuod 

rtiOOS— Continued 
itew  drugs;  organizational  units,  name abansaa:- 
Division  of  New  Drugs 

Division  of  Veterinary  MPiriir.lne 


Page 


1797 
n97 


1009 


1317 


tkjtassium  permanganate  preparations  as  preacrlgtloa 

drugs,  labeling;  policy  sUtement -- 

Prescription   and   veterinary   drugs,  use  commom^ 
known   to   practitioners;    exemptten  of  eertain 

labeling  requirements 

Extension  of  effective  date —    i**"* 

•RPORCEMENT    REGULATIONS,    labeling    requlre- 
ment  exemptions  for  prescription  and  veterinary 

drugs,  use  commonly  known  to  practitioiiers 1317 

Extension  of  effective  date — ___-_ 1490 

fOOD  ADDITIVES;  specific  tolerances  for  listed  chem- 
^icals  in  animal  feed,  certain  foods,  and  food  proc- 
essing and  packaging,  rules  proposed  or  adopted : 
jtolmal  or  poultry  feed  or  supplements: 
Animal  feed: 

Colloidal  silicon  dioxide  as  anU-caklng  agent 

Ethion  on  citrus  pulp — — -- 

Ethyl  alcohol  containing  denaturants  fbr  wewnt 
gain  and  feed  efficiency,  vitlidrawal  of 
petition 

Chlortetracycline  and  neomxdn  tolerances  In 
edible  tissues 

Chlortetracycline  and  TOlfampthMrtne  wttn  ma.- 
mins  In  medicated  feed;  wmubawal  of  peU- 

Psittacine  birds r'medlcatal  feed  containing  ohlor- 


u 
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and  Drug  ^^ 

PEANUT  BUTTER;.  staoF  o&  auder  eataWtslWng  idantus 

standasd 
PENICILLIN":  -^  ^^ 

Certification  of  batches -zrriZZIZ. 

Tablets,  proposed  procedure  for  testing  ilHlirifiis 

tion  time — **** 

Methicillin  sodium.  iQune  changed  from  dlmethoxy- 

phenyl  penicillin  sodium ^ -^  J" 

Tests  and  methods  of  assay _—-__——  »•*,  »«> 

Tablets,  proposed  procedure  for  testing  dislntagra- 

tion  time ^*^*- 

PESTICIDE  ClffiMICALS;  spectflc  tolerances  or  ex^op- 
tions  for  residues  of  listed  chemlcais  on  mrlous 
agricultural     commodities,     rules     proposed     or 

adopted:  ^^     . .^^- 

2,4-Dichloro-6-a-chloroanillno^j-triazme iw* 

Ethion   - — -— 7-rV«* 

6,7,8.9.10.10-Hexachloro-1.5,5a.6.9,9a-h«xah3Fdio-6t»- 

methano-2,4,3-benzodioxathiepin-3-oxide 1601 

1-NaphthyI  7V-methylcarbamate 1173,  IHBl 

Sodium  2.2-dlchloropropionate _ — J^i* 

Tetradlfon  (2,4,5,4'-tetrachlorodlphenyl  sulfone) Ma* 

Toxaphene -— — ZTIITZ^ 

PINEAPPLE,  canned,  artiflcally  sweetened;  Handaiaoc 

Identity   

STREPTOMYCIN:                                               ^  .  _ 

Certification  of  batches;  tablets,  proposed  proceduna 
for  testing  disintegration  time ~ 
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tetracycline  for  treatment  of  psittacosis 

Turkey  feed-  zoalene -— 

Definitions,  pruueduml  and  taterpretatilm  roguU- 
tions;  further  extension  of  effective  date  01 
statute  for  certain  specified  food  additives: 

Direct  additives 

Indirect  additives 

Human  consumption: 
Beans,  processed;  ealrliim  diaodtaim  EDTA  for  color 

retention 

Chewing  gum  base;  masticatory  subatancas— ----- 
Dietary  supplements;  polysorbate  M  aa  emiilmfter 
for  edible  oils 


985 
1421 


1491 


1422 
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1362 
1382 


1252 

Maple  sirup;  paraformaldehyde  reaidnea  on  trees 

treated  for  fungal  growth 15M 

Sorbitol  in  certain  vitamins,  dietary  supptements^ 
dried  fruits,  etc. 


1728 
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1728 
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Tea,  dried;  tetradifou  residues 

Vitamin-mineral  preparations;  nlcotinaiiilda- 

ascorbate  as  source  of  vitamin  C 

Wine;  diethyl  pyroearbonate  aa  sterUizinK  agent — 
Yeast,  primary  dried  and  dried;  safe  nee  petition — 
Packaging  or  processing  materials,  oontBiners.  coat- 
ings, paper,  etc.: 
Containers  or  equipment  contact,  additives  aliect- 
ing  food: 

Ethylene-butene-1   copolymer 

Filters,  resin-bonded  for  milk  and  edible  oils 

Milk  and  milk  products: 

68/610  Copolymer  nylon  resins 948 

Filters,   resin-bonded 1254 

Polyethylene   H"* 

Polyoxypropylene-polyoxyethylene  condensate  —    1218 

Resinous  and  polymeric  coatlzlgs 1252. 1846 

Styrene  copolymer  coatings 1887 

Textiles,  fibers  and  adjuvant  substances;  list-  1214. 1358 

Dry  bulk  food  packaging;  polyurethane  resins 1728 

Octadecylamlne  in  steam  systems  of  food  proceeslng 

plants,  as  corrosion  Inhibitor 1461 

Paper  and  paperboard  components 948, 1758 

HAZARDOUS  SUBSTANCES;  small  packages,  exemp- 
tion from  labeling  requirements: 
Felt-tip  Ink-marking  devices. 


Streptonlcorid  sulfate;  name  changed  ftom  strepto- 
mycylidene  isonicotlnyl  hydrazine  sune;  po»- 
posed  rule r 

Tests  and  methods  of  assay;  tablets,  proposed  proce- 

dure  for  testing  disintefration  time. -    1421 

Foreign  Assets  Control: 

See  Treasury  Department. 

Foreign  Duty  Peaonnek 

Foreign  service.    See  State  Department. 

Foreign-Trade  Zones  Board: 

NEW  ORLEANS,  La;  sub-zone 1S» 

PENUELAS,  Puerto  Rico;  sub-zone SS9%, 

Freedmen*s  Hospital: 

Disposal  of  money  and  effects  of  patients  and  uniden-    ^^ 
tifled  persons,  proposed  nfles ">o%. 

Fuels,  Solid:  ^ 

Emergency  preparedness  functions  of  Seeretary  •«  1«- 

terior  (Executive  Order  10997) »22 


See  Federal  Power 


Paste -wax  preparations 

ICE  CREAM,  French,  Ice  milk,  sherbets,  etc,  stand- 
ards of  identity;  proposed  rules 

l£ACARONI  products,  enriched  vegetable;  standards  of 
identity,  label  statement  of  optional  ingredients.— 

NEW  DRUGS,  organizational  units,  name  changes: 
Divisions  of  New  Drugs,  and  Veterinary  Medicine.- 

WOODLE  products,  enriched  vegetable;  standards  of 
identity,  label  statement  of  optional  Ingredients — 


1318 
H5 


1087 


120t 


1294 


1317 
1797 

isn 


Gas  Companies: 

Regulations,  hearings,  etc. 
sion. 

General  Services  Adminisfiulion. 

See  ntiUzatton  and  Disposal  Service. 
AUTHORITY  DELEGATIONS  by  AdministratorlB  vari- 
ous officials: 
Commerce  Department  Secretary,  establishment  of 
special  police  force  to  protect  Maritime  Adminis- 
tration instaUaitiDna;  wtucaUuP — -— — .-- -- 

Defenae  Departinoit  SecEetary.  aepressntaoott  cC 
Government  interests  before  nunois  Comncrco 
commission;  EasLSt. Louis  Interurban-Wstter  C»., 

increased  rates 

MINERALS,  METALS;  report  of  purchases  under  pur- 

chase  regulatiims -.—--—     "** 

raoCUREMENT,  GSA  regulations;  contract  admfms- 

tration:  ^amm 

Contract  performance **•• 

Definition }21 

Disputes — -  ^J 

Termination *•*»• 

Government  Employees: „ 

ADVISBira  AND  OCMiHDLTANTS,  policle8_reipeeUmf 
conflict  of  Interests  (Memorandnra.  of  Fdjniary  9, 
1962)    **" 

CIVIL  SERVICE  REGULATIONS.     See  Ctafl 

Commission. 
FEDERAL  SAFETY  COUNCIL,  reestablliliment 

tive  Order  10990) *''* 


i 
I 

i  I 

■)\ 


-ft  I 
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Cowimimhy  bnployBCt     Contiiiu#ci 

WrrHOUT-GOMPKNBATION  EICPLOTEBS.  See  Com- 
merce Depertment:  Emergezicy  Planning  Office; 
fiiterlor  Department 

Grain  Soivhumt: 

Loan  and  purchaae  agreement  program,  1961  crop 1407 

Grants: 

EUMpltal  constnictlMi;  correction 1071 

Grapefruit: 

IMPORTS,    quarantine    restrictions;    fimiigation    for 

Mediterranean  fruit  fly 963 

MARKBTINO: 

Arlaona  and  California-. 1239, 1793 

FlMida 1005.  1240,  1349,  1489,  1490.  1756 

Grap«s: 

Maricetlng.  California: 

Cnuhlng   grapes 969,  1217,  1794 

TtAay  grapes 1118 

Grazing: 

On  public  lands.  See  Land  Management  Bureau. 

Grtot  LcAm  Pilotag«  Administration: 

Pilotage  pool,  application  for  establishment- 1 504 


1886 


Measurement  of  vessels 

Gum  Naval  Stores: 

Price  support  loan  program. 


1593 
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Handicapped  Persons: 

President's  Committee  on  Emplosmient  of  the  Hand!- 

ci4>Ped.  establishment  (Executive  Order  10994) 1447 

Hawaii: 

Tomatoes  from,  fumigation  methods 1551 

Hazardous  Substances: 

Ezemptimi  from  labeling  requirements,  certain  products. 
See  Food  and  Drug  Administration. 

Health,  Education,  and  Welfare  Department: 
See  Education  Office. 

Food  and  Drug  Administration. 

Freedmen'M  Ho$jrital. 

Old-Age  and  Survivors  Insurance  Bureau. 

Public  HealVi  Service. 

Sociai  Securiip  Administration.     

EMERGENCY  PREPAREDNESS  FUNCTIONS  (Execu- 
tive Order  11001). 1534 

ORGANIZATION   AND   FUNCTIONS;    PubUc    Health 

Service.  Surgeon  General 1427 

PROCUREBCENT,    delegations    of    authority;     Public 

Health  Service,  negotiation  of  contracts 1418 

Homesteads: 

Lands  available  as.    See  Land  Management  Bureau. 

Hospitals: 

CONSTRUCTION  GRANTS  to  States,  correction 1071 

GOVERNMENT  HOSPITALS,  trainee  positions;  maxi- 
mum stipends,  exclusion  from  Pay  Act  provi- 
sions  _- 1208.    1313 

Housing: 

Emergency  preparedness  functions    (Executive   Order 

11004) 1542 

Housing  and  Home  Finance  Agency: 

See  Federal  Housing  Administration. 

PuWc  Housing  Administration.      

EMERGENCY  PREPAREDNESS  FUNCTIONS  ( Execu- 
tive Order  11004) - 1542 

ORGANIZATION,  authority  delegations,  etc. : 
By  Admhiistrator  to  Regional  Administrators   and 

certain  designees;  elderly,  housing  loans  for 1850 

By  R^onal  Administrators  to  Regional  Directors. 
Community  Facilities  Activities;  redelegation  of 
authority,  listed  regions: 
Region  n,  Philadelphia : 

Area  Development  Act,  certain  functions 960 

Sklerly,  housing  loans  for. 1382 


Housing  and  Home  Finance  Agency — Con.    *^ 

ORGANIZATION,  authority  delegations,  etc. — Con. 
By  Regional  Administrators,  etc. — Continued 
Region  IV,  Chicago : 

Area  Redevelopment  Act,  certain  functions 1744 

Elderly,  housing  loans  for iigj 

Region  V,  Fort  Worth;  elderly,  housing  loans  for m 

Humane  Slaughter: 

Identification  of  carcasses 991, 1321 

Hunting: 

Regulations  respecting  certain  wildlife  refuges.  See 
Pish  and  Wildlife  Service. 

I 

Ice  Creom: 

Identity  standards,  proposed  rules 1294 

Immigration  and  Naturalization  Service: 

IMMIGRATION  REGULATIONS: 

Admission,   lawful,   presumption   of;    erroneous   ad- 
mission as  U.S.  citizens,  or  children  of 147| 

Deportation  of  excluded  aliens;  notice  to  transporta- 
tion line  of  alien's  exclusion 1471 

Documentary    requirements,    immigrants,    waivers; 
visas,   certain  returning  residents  except   frcxn 

Cuba  and  certain  countries 1S4| 

Nonimmigrant  classes,  special  requirements  for  ad- 
mission; transits  without  visas 1350,1471 

ORGANIZATION  STATEMENT;  field  service. 
District  offices : 

No.  1,  St.  Albans,  Vermont I6ij 

No.  7,  Buffalo,  New  York ijij 

No.  22.  Portland.  Maine isu 

Suboffices;  immigration  offices  in  foreign  countries..    1513 

Imports  and  Exports: 

AGRICULTURAL    COMMODITIES.     See    Agriculture 

Department.  

ALCOHOLIC  BEVERAGES,  payment  of  estimated  im- 

port  taxes 159t 

ANTIDUMPING   ACT   of    1921;    determinations.     See 

Treasury  Department. 
ATOMIC    REACTORS,    export    licenses.      See   Atomic 

Energy  Commission. 
CUBA: 

Import    restrictions 1111 

Trade  embargo  (Proclamation  3447) lOM 

CUSTOMS  REGULATIONS.    See  Customs  Bureau. 
EXPORT    CONTROL.     See    International    Programs 

Bureau. 
OVERTIME  SERVICES,  plant  quarantine  inspectors; 

commuted  travel  time  allowances 964 

SHMURAH  WHEAT  FLOUR  (Proclamation  3448) lOM 

Income  Taxes: 

See  Internal  Revenue  Service. 

Indian  Affairs  Bureau: 

AUTHORITY  DELEGATION  by  Area  Director,  Phoenix 
Area  Ofllce.  to  Superintendent.  Uintah  and  Ouray 
Agency;  oil  and  gas  leases 1580 

BLACKFEET  INDIAN  IRRIOATION  PROJECT.  Mon- 
tana: operation  and  charges 1351 

LAND  RECORDS  AND  TITLE  DOCUMENTS;  tranfer 

from  Washington  to  Portland  Area  Office 143« 

VOCATIONAL  TRAINING  for  adult  Indians,  adminis- 
tration; financial  assistance  for  trainees 1888 

Industry  Advisory  Committees: 

Regulations   (Executive  Order   11007) 1875 

Insecticides,  Pesticides,  etc.: 

HOUSEHOLD  INSECTICIDES,  acceptable  ingredients, 

etc   1878 

TOLERANCES  for  residues  on  various  agricultural  com- 
modities.   See  Food  and  Drug  Administration. 

Insurance: 

CROP    INSURANCE.      See    Federal    Crop    Insurance 

Corporation. 
FOREIGN  SOCIAL  INSURANCE  and  pension  system. 

Niger  RepubUc H^'^ 

HOUSING  mortgage  insurance.     See  Federal  Housing 

Administration. 
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See  Old- 
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hKurance — Continued 

nSo-AGE  AND  SURVIVORS  INSURANCE. 

^    Aae  and  Survivors  Insurance  Bureau. 

-»nj|oAD  EMPLOYEES,  unemployment 

^see  Railroad  Retirement  Board. 

SAVINGS  AND  LOAN  INSURANCE.   5e«  Federal  Home 

Loan  Bank  Board. 
y^SELS,  Federal  ship  mortgage  and  loan  insurance— 

utordepartment  Radio  Advisory  Committee: 

JLnsfer  of  functions  to  Office  of  Emergency  Planning 
(Executive  Order  10995)  ___ 

Interior  Department: 

See  Fish  and  Wildlife  Service. 
Indian  Affairs  Bureau. 
Land  Management  Bureau. 

National  Park  Service.  .   .  j.  » 

APPOINTMENTS  without  c<»npensation  and  statonenu 
of  business  interests  pursuant  to  Defense  Production 

Act  of  1950 iiw,  i<e« 

AUTHORITY  DELEGATIONS: 

^Director.  Saline  Water  Office,  to  Process  Re^dent 
Engineers:  purchases  of  suppUes  and  materials- _ 
By  Secretary,  to  certain  officials: 

Indian  Affairs  Commissioner:  *4«„t« 

Area  Redevelopment  Act  functions  respecting  In- 
dian reservations 

Lands  and  minerals,  leasing  and  permitting--— 
Solicitor ;  acquisition  of  real  estate  by  condemnatton 

pursuant  to  HeUum  Act — -- — —     **»*» 

Solicitor,   to   Assistant  SoUcitor,  Land  Appeals 
Branch;   appeals  respecting  Land  lAuiagement 

Bureau  and  Geological  Survey  proceedings^. »!>d 

niERGENCY  PREPAREDNESS  PUNCIIONS  (Execu- 

tive  Order  10997) -r-^—r^-^Z.:^" 

LAND3  in  Montana,  North  Dakota,  and  South  DaJcoto. 

modification  of  moratorium  on  applications  and  pe-    ^^^ 

RESERVOIR  PROJECT  LANJOSVpoUcV "respiting : 

Interior  Department  poUcy — — -"—. *4^i 

Joint  policy  of  Interior  and  Army  Dgjartmcnts  „ ---     m* 
SALINE  WATER  OFFICE,  authority  delegation  by  Di- 
rector to  Process  Resident  Engineers;  purchases  of 
supplies  and  materials 

Intemoi  Revenue  Service: 

EXCISE  TAXES:  --00 

Documentary  stamp  taxes—— --lZ.i:i--"- 

Narcotic  drugs ;  employer  identification  numbers,  pro-     ^^^^ 

roENrSyiNO  NUi^ERS.'use  of';"proposed  nUes.  1*761. 1770 
TAX  REGULATIONS,  taxable  years  after 
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Intemational  Development  Agency: 
ACTING  ADMINISTRATOR,  certain  officials  to  serve  as. 
and  order  of  succession---— ------------------- 

AUTHORITY  DELEGATIONS  to  Assistant  Admlnifl^ 
tors  and/or  designees.  In  areas  of  responslbUlty. 

loan  agreements r 

International  Programs  Bureau: 
Suspension  of  export  privileges;  orders  affecting  vari- 
ous persons  or  firms :  g_. 

BOMAG  G.  m.  b.  H KT 

Gasch,   Carola SI 

Schueler,  Carola gj 


By 
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987 
987 


1117 
1671 
1544 


1577 


1797 
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INCOME 
1953: 
Accounting  methods:  ,i_..«i.  ,.k 

Installment  method,  disposition  of  Installment  ob- 

ligations  to  life  insurance  companies iJiw 

Prepaid  subscription  inc(xne 

Aliens,  nonresident,  withholding  tax  <»————-- 
Corporations  used  to  avoid  income  tax  on  sharehold 
ers:  proposed  rules,  hearing: 
Corporations    improperly    accumulating    surplus. 

small  business  Investment  companies 1*^* 

Foreign  personal  holding  company  income i*-^* 

Personal    holding    companies;    definitions,    stocx 

ownership,  constructive  ownership a*-** 

Deductions;  proposed  rules:  iii^„«.i 

Business  expenses,  capital  contributions  to  Federal 

National  Mortgage  Association-. iii» 

Charitable  contributions  and  K^^ts— —---—----     ^^^ 
Deferred  compensation,  pension  plans,  etc..  a,e<»«ction 
for  employer  contributions  to  employees'  annuity 
plans ;  information  to  be  furnished,  proposed  rule. 

hearing "''^ 

Estates,  trusts,  proposed  n^es:  oVii^Htiihie 

Grantor  treated  as  substantial  owner,  charitable     ^^^ 

beneficiaries   -7--T — 'JZHr.Z^tZ^'^'f 

Limitation  on  charitable  contiibuttons  deducti^  of 

trusts  with  trade  or  business  income,  engaged  in 

prohibited  transactions.  ^--"—rvzyW^l 

Partners   income  and  credits  of;  character  of  Items 

constituting  distributive  share.  P»PO«<>  "S""; 

Property  disposition,  gain  or  loss  on;  stock  «  ^«»^ 

National  Mortgage  Association,  P«>P<*«^j;"*-- 

NARCOnc  DRUGS,  excise  tax  repilattons;  employer 

Identification  numbers,  proposed  rules 


Stumpf,   Rudolph 

Veku  Import JJTJ 

Vogt.  Dr.  Alois ---. 

Interstate  Commerce  Commission: 

ACCOUNTS;  financial  statements  released  by  carriers  . 
AGREEMENTS  under  Section  5a:  Middlewest  Motor 

EM^GmCY^PR^ARiaSN^s'FUNCTIONS  (Execu- 
tive Order  11005) ---- 

EXPLOSIVES  and  other  dangerous  articles,  pacung 
and  transportation;  proposed  rules: 

Appendix,  reasons  for  amendments j-"SZ~ 

Commodity  list  containing  shipping  name  or  descrtP-    ^^^^ 

tion 1571 

Motor  carriers J„, 

Rail  freight  carriers "'* 

Shippers -.i— « 1571 

Shipping  container  specifications — --- -     *»  •  ^ 

LONG-AND-SHORT-HAUL    CHARGES.    See    Tariffs 
and  schedules,  below. 

'^SJSSa^t^S'^operating  autiiority  and  transfer 
proceedings: 
Operating  authority:  ,        ,.       1.  1145 

Passenger  carriers,  liste  f,  »PP^§«'g-,i:ii^^:iii4,VM5 

Property^can^ers.  Usts  0.  ^P^c-^g; YjVe-.-iSi,  Im'. 
1678. 1933, 1935, 1945. 
Ttansrer  ^^^;^:-ii^:-^iiSrruflm.-p-  '"' 
Commercial    zone    limits,    petitions    to    redefine, 

Cincinnati.  Ohio ^— V"T""""V^,V"" 

Explosives,  transportation.    See  Explosives,  oboue. 
Ho^ehold  goods,  transportation  in  interstate   ojd 
foreign  commerce;  pooUng.  proposed  rules,  time 
extension  for  compliance ^^^^ 

Reports,  annual:              _l        __i  .»                            *     1171 
Form  B;  class  U  property  carriers "** 

Form  D:  class  I  passenger  carriers — -- Vq'V^rV  i«7i  1932 
Routes,  alternate,  deviation  notices—  1129. 1382^1671, 1932 
ORGANIZATION  of  divisions  and  boards,  and  assign- 
ment of  work:                        ,  ^      _.        ,^„*.««„„ 
Individual  Commissioners:  Division  Tliree  Chairman- 
Rehearing  and  further  proceedings 


1947 


1146 


1234 
1747 


983 


^^^^r^fcei  New  York  Central  Railroad  Co.  embargo. 

ExDtoS'S^traiispbrtation.'' S^^^^^  a^^-  . 

ReK  Quarterly  filing  of.  by  class  I  raUroads.  except 
switching  and  terminal  compwU^ : 
Revenues  and  expenses,  FOrm  ^^--—--"—i^^ZZI 
Selected  income  and  balance  sheet  items.  Form     ^^^ 

IBS 

Routing  of  traffic,  rerouting:  — . 

Midland  Valley  Railroad  Co *V^ 

Rutland  Railroad  Corp 1" ^— «"-;; iSas 

St  Johnsbury  &  LamoiUe  County  Railroad 1335 

interstate  Commeree^ct^PPU^tton.  f.r^r^ 

'"""  — i3057T3i.,  H72.  U613,  »«™.i«'Jf*'  »J2 
Posting  ot  freight  Urtls  at  staUoos;  proposed  role-    ins 


.1 


.-     1905 
1120 


Labor  Department: 

see  Labor-Management  Reports  Bureau. 
Public  Contracts  Division. 
Wage  and  Hour  Division. 
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Labor-Managonent  Reports  Bureau  offlceri;    oatba 

and  afflrmatloDB ^^^ 

SoUcttor.   asd   AdmlnlgtrmtiTe  ABslstant  Secretary: 

certification  of  documents 1505 

BMERGffiNCT    PREPAREDNESS    FUNCTIONS     (Ex- 

ecutiTe  Order  11906) 1532 

FEDERAL  SAFETY  COUNCIL,   functions    (Executive 

Order   16»«e)_ 10*5 

Labor  Disputos: 

EMERGENCY  BOARD  to  Investigate  dispute  between 
Eastern  Air  Lines.  Inc.,  and  employees  (Executive 
Order   11006) ----- 

PRESIDENTTAL  COMMISSION  to  Investigate  railroad 
dlfimte  tExecutlre  Order  10991) -- 

Labor-Management  Reports  Bureau: 

AUTHUKITT  DELBOATION  by  Secretary  of  Labor  to 
certain  officers;  oaths  and  affirmations 

LABOR  RELATIONS  CONSULTANTS  and  otb«-  per- 
sons. raparUi«  certaia  agreements  with  employers. . 

Land  Management  Bureau: 

ALASKA: 
Homesteads,  lands  opened  to  entry  for.    See  Home- 
steads, below. 
Mental  health  purposes : 

Sitka  area  (FLO  2607) 

Valdez.  Fort  Egbert,  etc.  (FLO  2599) 

Mineral  lands: 

Sitka  area  (FLO  2607) 

Valdez.  Port  Egbert,  etc.  (FLO  2599) 

Small  tracts.    5ee  Small  tracts,  below. 
Withdrawals  of  lands  for  use  of  Federal  agencies,  etc. 
See  Withdrawals,  below. 
CONTINENTAL  SHEU?,  outer;  oU  and  gas  leasing: 

California,  San  Francisco  area 

Tmih!4ft"«>.  correction  of  prior  documents 

CBLAZOtO' 
Fedexttl  Raiwe  Code  for  grazing  districts,  issuance  of 

licenses  and  permits;  correction 

Grazing  leases,  proposed  rules: 
Crowing  permits 


HOMESTEADS,  lands  opened  to  entry: 

For  smtM  tr<icU  opened  to  lease  or  purchase,  tee  Small 
tracts,  below. 

Alaska 972. 

Arlaona 15*>. 

Califoraia  --- 

Colorado iii7, 

Idaho    

New  Mexico 

Oregon 

LANDS  OPENED  for  rarioiB  purposes: 
Homesites.    See  Small  tracts. 
Homesteads.    See  Homesteads. 
Mineral  estry.    See  under  Mineral  lands. 
MINERAL  LANDS : 

See  aiao  Oil  and  gas  leases. 
Lands  opened  to  ralnCTal  entry: 
Alaska: 

Sitka  area  (FLO  2607) 

Valdea.  Fort  Egbert,  etc.  (PL0  2599) 

California: 

Bumey  (PIO  tM6) 

Mount  Diablo  Meridian  (MX)  2614) 

Cokseda: 
QrmndJuaeUoD.  (PLO  2601) 


Ifcrldian 

New  Meziea.  Las  Cmees  (MX)  3612) 

Oregcm.  Willamette  Meridian  (FLO  2611) 

NATIONAL  FOREST  LANDS: 
Arlaona.  Tonto  National  Forest,  selsmologlcal  labora- 
tory; proposed  withdrawal 

Arkansas.  Ouachita  Natianai  Forest,  recreation  area 
(PLO  25«7) — 
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LMd  Management  Bureau— Continued 

UfTHDRAWALS  of  lands  for  specified  uses  of  Federal 

agencies,  etc.:  | 

Auke  Bay  area.  Juneau  Biological  Laboratory.  Com- 

merclal  Fisheries  Bureau  (PLO  2698) 972 

Prior  order   (FLO  842)    revested  in  part  (FIX) 

2595) — 972 

Nome  area,  air  navigation  aid.  Federal  Aviation 

Agency;  proposed  withdrawal 951 

Portage   area,   detention  center.   Prisons  Bureau 

(FLO  2610) 1492 

Bltka  area,  military  purposes.  Army  Department; 
prior  order  (EO  9114)  revoked  In  part  (FIX) 
2607)  1*92 

Valdez.  Port  Egbert,  etc.,  right-of-way;  prior  order 
(Executive  order  of  May  24.  1905)  revoked  in 
part  (FLO  2599) 972 

Arizona:  .^        ^„ 

OUa  and  Salt  River  Meridian,  sanitary  fill  area. 

Engineers  Corps;  proposed  withdrawal 1926 

Tonto   National   Forest,   selsmologlcal  laboratory. 

Engineers  Corps;  proposed  withdrawal 1196 

Yavapai  County,  Whipple  Barracks  Target  Range, 
Executive  order  of  August  18. 1904  modified  for 

highway  right-of-way  (PIX>  2609) 1492 

Arkansas:  Ouachita  National  Forest,  recreation  area. 

Forest  Service  (PLO  2597) 972 

California: 

Bumey,  classification;  prior  order  (BO  7505)  re- 

v(*ed  in  part  (PLO  2605) --     1*91 

Mount  Diablo  Meridian,  Monache- Walker  Pass  Na- 
tional Cooperative  Land  and  Wildlife  Manage- 
ment area.  Land  Management  Bureau  (FLO 
2594);    corrected- 947 

Riverside  County,  Western  Forest  Fire  Research 
Laboratory,  Forest  Service;  pn^posed  with- 
drawal      1''83 

Sequoia   National  Forest,   roadside  sones.  Forest 

Service;  proposed  withdrawal 1227 

Sierra  National  Forest,  recreation  areas;  prior  pro- 
posed withdrawal  amended 1783 

Colorsido : 
Pike  National  Forest,  campgrounds,  Fwest  Service 

(FLO  2589) ;  corrected 1554 

Rio  Grande  National  Forest,  campgrounds.  Forest 
Service: 

Prior  order  (FLO  2558) ,  corrected 1271 

Frojjosed  withdrawal 1733 

Routt   National  Forest,   recreation  areas.  Forest 

Service  (FLO  2589) ;  corrected 1554 

Sixth  Principal  Meridian,  recreation  purposes,  and 
protection  of  Shadow  Mountain  National  Rec- 
reation  Area;    National   Park  Servloe    (PIX> 

2602)   1271 

Idaho.  Bingham  County.  Upper  Blackfoot  Wildlife 
Management  Area,  Sports  Fishories  and  Wildlife 

Bureau;  proposed  withdrawal 1076 

Montana:                                                                ^  _^^ 
Beaverhead  National  Forest,  prior  proposed  with- 
drawal   terminated 1122 

Custer  National  Forest,  campground.  Forest  Service 

(FLO  2603) 1271 

Gallatin  National  Forest,  campgrounds,  etc..  Forest 

Service  (FLO  2603) 1271 

Kanlksu  National  Forest,  recreation  areas.  Forest 

Service  (FLO  2603) 1271 

Principal  Meridian: 
Freezeout   Lake  Waterfowl  Management  Area. 
Interior     Department     Jurisdiction     (PLO 

2596)   972 

Missouri  River  Bastn  and  Sun  River  Projects. 

Reclamation  Bureau  (PLO  2806) 1491 

Reservoir  Site  Reserve  No.  5,  prior  departmental 

order  revoked  in  part  (PLO  2800) 1011 

Nevada,  Indian  Springs  Air  FcMwe  Base,  and  Nellis 
Bombing  and  Gunnery  Range;  prior  orders  (EO 
8578,  9019,  9080,  PLO  68.  89.  168)  amended  (FLO 

2613)    ._ 1759 

New  Mexico: 
Las  Cruces.  Smithsonian  Institute;  prior  order  (EO 

5120)  revoked  (PLO  2612) 1620 


1492 


Land  Management  Bureau — Continued 

WITHDRAWALS  of  lands  for  specified  iises.  etc. — Con. 
New  Mexico— Continued  _,    ^. 

New  Mexico  Principal  Meridian,  air  navigation 
faculties.  Federal  AviaUon  Agency  (FIX) 
2608)   --- 

Otero  County,  bombing  and  guimery  range.  Air 
Force   Department;   prior  order    (PLO  2669) 

corrected  (PLO  2603) 1271 

Oregon.  Willamette  Meridian: 

Administration  of  Mt.  Hood  and  Siskiyou  National 
Forests;  prior  orders  (EO  4397  and  8691)  re- 
voked (FLO  2611) 1*92 

Administrative  site;  Interior  Department  jurisdic- 

tlon  (FLO  2611) 1*92 

Utah.  Salt  Lake  Meridian: 

Dixie  project.  Reclamation  Bureau;  proposed  with- 

drawal  ____--—--——-———————— ———————————————      85« 

Hovenweep  National  Monument,  administration  of 

National  Park  Service  (PLO  2604) 1271 

Ouray  National  WUdlife  Refuge;   prior  proposed 

withdrawal  amended  as  to  mineral  rights 953 

Washington:  ^      _^ 

Sno<iualmle  National  Forest,  roadside  zone.  Forest 
Service;  prior  order  (PLO  2434)  corrected  (PLO 
2603) 1271 

Willamette  Meridian,  right  of  way  for  Columbia 
River  Wasteway,  Reclamation  Bureau;  pro- 
posed  withdrawal 1325 

Wyoming: 

Big  Horn  National  Forest,  roadside  sone,  Forem 

Service;  prior  proposed  withdrawal  corrected —    17S2 

Sixth  Principal  Meridian,  Missouri  River  Basin  Pro- 
ject, Reclamation  Bureau;  proposed  with- 
drawal      1732 

Lemons: 

Marketing. 

Lettuce: 

Marketing,  Texas 179* 

Livestodc: 

DISEASES;  prevention,  control,  etc.    See  Agriculture 

Department:  animals.  ^^^ 

EMERGENCY  FEED  PROGRAM—— 1408 

GRAZING  on  public  lands.    See  Land  Management 


See  Agriculture  Department 


Bureau. 
HUMANE  SLAUGHTER,  identification  of  carcasses.  991, 1325 
STOCKYARDS,  posting.    See  Agriculture  Department. 

Loans: 

DISASTER  AREAS,  emergency  loans.  See  Agriculture 
Department;  Small  Business  Administration. 

SMALL  BUSINESS  loans.  See  Small  Business  Admin- 
istration. 

M 

Macaroni  Products: 

Identity  standards "17 

Mail: 

Postal  regulations.    See  Post  OCBce  Department. 

Manpower  Mobiiixation,  Civilian: 

Emergency  preparedness  f  unctiona  of  Secretary  of  Labor 

(Executive  Order  11000) 1*32 

Maritime  Administration: 

CHARTER  OF  VESSELS,  documentation  or  transfer; 
application  processing,  fees  or  charges  tor 
approvals:  „ 

Surrender  of  marine  documents "w 

Transfer  of  charter --t— v. — 7—* z:i 

Transfer  subject  to  mortgage  outstanding  in  favor  or 

Tj  S -     1169 

FEDERi^'smp'MORTOAGE"  AND   lOAN  INSUR- 

ANCE,  applications,  fees — "W 

PEES,  miscellaneous;  charges  for  copies  of  regulations. 

individual  copies  af  orders,  mailing  list 1169 

MERCHANT  SHIP  SALES  ACTT,  1946.  regulattons. 
forms,  and  citizenship  requirements;  assumption  of 
mortgage  by  new  mortgagor,  application  to  transfer 

vessel,  fee H'' 

PRACTICE  AND  FROCIJEDURE ;  am)earanees  and  pnc- 

tice  before  Administration 1*52 

SEAL,  official ■ — 


.-    1493 


m 

■-1,1 
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m 
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If 
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See  Federal  Housing 


MorifinM  Administration — ContiniMd 

SUBSnXZED  VSSSKLa  AND  OPERATORS;  openUng 
differential  aubBldles,  applications  and  heartncs 
under  Merchant  Marine  Act,  1936: 

Amerteaa  Export  Lines.  Inc. 1330, 1427. 1583, 

nureU  Unas.  Inc 

Isbrandtaen  Steamihlp  Co.,  Inc 1437, 

Lykes  Broa.  Steamship  Co.,  Inc 

M«at  and  Meat  Products: 

See  alto  lirestock. 

Cured  meat,  nitrate  contents;  proposed  rule 1174, 

Modictnes: 

See  Drugs. 

Mentally  Handicapped  Persons: 

President's  Committee  on  Employment  of  the  Handi- 
capptd.  eatabllshment  (Executive  Order  10994) 

MiHc  and  Milk  Products: 

Marketing  orders.    See  Agriculture  Department. 

Minerals  and  Metals: 

CONTROU^D  MATERIAL  ORDERS.  See  Business 
and  Defense  Services  Administration. 

EMERGENCY  PREPAREDNESS  FUNCTIONS  of  Secre- 
tary of  Interior  (Executive  Order  10997) 

PUBLIC  LANDS,  mineral  entry,  etc.  See  Land  Manage- 
ment Bureau. 

PURCHASES  by  Defense  Materials  Service  for  Govern- 
ment use  or  resale 

Mort||Ci90ss 

See  tilso  T^^*** 

Housing  mortgage   insurance. 
Administration. 

Motor  Carriers: 

See  Interstate  Commerce  Commission. 

N 

Narcotics  Bureau:  

EMPLOTER   lUEWllPiCATION   NUMBERS,    use   of; 

proposed  rules 

MMfOFACTURINO  of  narcotic  dregs,   basic  classes; 

norpethldliie.  addition 

OPIATES:  deletion  from  list  of  ethyl  l-(2-carbamyl- 
ethyl)  -4-pheHyl-4-piperidine-carboxylate 

National  Bureau  of  Standards: 

Organization  and  fimctlons.  Boulder  Laboratories 

National  Forests,  PoHcs,  MonumenH,  etc: 

CARIBBEAN  NATIONAL  FOREST,  redefining  bound- 
aries (Executive  Order  10982) 

HIAWATHA  AND  MARQUETTE  NATIONAL  FORESTS, 
consolidation  (Executive  Order  10993) — . 

NSBRASKA  NATIONAL  FOREST,  correction  of  land 
deecrlptlon  (Executive  Order  10993) 

REGULATIONS.    See  National  Park  Service. 

WASATCH  NATIONAL  ffORBBT.  correction  of  land 
description  (Executive  Order  10993) 

WITHDRAWALS  for  specific  use  of  ^deral  Agencies, 
etc.    846  Land  Management  Bureau. 

Ncitionol  Guard: 

Civilian  employees,  withholding  of  compensation  for 
State  benefits  programs  (Executive  Order  10994).. 

National  Mediation  Board: 

Emergency  board  to  iufestigate  labor  dispute  between 
Sastem  Air  Uxam,  Inc.  and  employees  (Executive 
Order  11006) 

National  taHc  Servko: 

AUTHORITT  DOjEQATIONS  by  Director  to  various 
offlcials: 
FleldTlgriga  Offlcea.  Chiefs ;  contracU : 

EiMdneerlng.  architectural,  and  landscaping  §erv' 


Pag* 


1778 
1505 
1778 
1196 


1322 


1447 
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1372 


1770 
1215 
1797 

1227 
1311 

isia 

1312 
1312 


1521 


1789 


Supplies,  equipment,  and  services 

Topertgr  ManaeMMBt  and  Geoeral  Services  Division: 

Chief;  contracts  for  supplies,  equipment,  and  senr- 


\'} 


1581 
1581 


IMl 


National  Poik  Service — Continued  '^ 

AUTHOBTTY  DELBGATIONS,  etc— Continued 
Property  Management,  etc. — Continued 

Regional  Chiefs,  Regions  IV,  V.  and  VI;  contracts 
for  supplies,  equipment,  or  services,  for  West- 
ern. Eastern,  and  National  Capital  Offlces  of 

Design  and  Construction isii 

Regional  Directors;  certain  authority  of  Director imj 

NATIONAL  CAPITAL  PARKS;  District  of  Columbia, 
commercial  trucks,  operation  on  part  of  Constitu- 
tion Ave 1401 

NATIONAL  PARKS,  monuments,   historic   sites,    etc.; 
proposed  rules: 
Dinosaur  National  Monument,  Utah-Colorado;  boats.    IM 
Nondiscrimination    respecting    employment,    accom- 
modations, or  transijortation 1771 

NONDISCRIMINATION  in  areas  within  National  Park 
System  respecting  employment,  accommodations,  or 
transportation;  proposed  rules ITTl 

National  Poison  Prevention  Week: 

(Proclamation  3449) 1311 

Natural  Gas  Advisory  Councii: 

Establishment 1311 

Navigation  Regulations: 

Airways.  .See  Federal  Aviation  Agency. 

Navy  Department: 

See  also  Defense  Department. 

NoixJudiclal  punishment,  naval  courts,  and  certain  fact- 
finding bodies;  liquidation  of  forfeiture  of  pay,  and 
procedures  concemlrvg  clemency 1711 

Niger  Republic: 

Social  insurance  and  pension  system - 


iirr 


NondJKruntnation: 

GOVERNMENT  EMPLOYMENT,  complainant's  rights.     17N 
NATIONAL  PARK  SYSTEM  areas,  nondiscrimination 

In;  proposed  rules ITO 

Nuts: 

ALMONDS;  marketing,  California —    1«0 

PEANUTS;  supply  available.  Valencia  type 1901 


Oil  and  Gas: 

CONTINENTAL  SHELF,  outer;    oil   and   gas  leasing: 
California.  San  Francisco  area IMl 

Louisiana  and  Texas,  correction  of  prior  documents.  _    IMl 
EMERGENCY  PREPAREDNESS  functions  Of  Secretary 

of  Interior  (ExecuUve  Order  10997) _-    IMJ 

NATURAL  GAS  ADVISORY  COUNCIL,  establishment.    1311 

Old-Age  and  Survivors  Insurance  Bureau: 

Federal  old-age.  survivors  and  disability  Insurance: 

Filing  of  applications  and  other  forms 1163,1417 

Overpayment,  waiver  of  recovery  or  adjustment  of—    UI2 
Procedures;  withdrawal  of  applications  for  revision 

of  records  of  earnings — -    H* 

Onions: 

IMPORT  RESTRICTIONS - .  JJJ 

MARKETING.  Texas 1012,1119.1461.1801 

STANDARDS,  Bcrmuda-granex-grano  grades mi 

Oranges: 

IMPORTS,    quarantine    restrictions;    fumigation    for 

Mediterranean  fruit  fly... — ••' 

MARKETING  ORDEaiS.    See  Agriculture  Department. 


Patent  Office: 

Trademark  cases,  proposed  rules. 


1217 


Pay,  Compensation,  etc: 

CIVIL  SERVICE  REGULATIONS.  See  Civil  Service 
Commission.  _^ 

CIVIUAN  EMPLOYEES  OF  NATIONAL  GUARD,  with- 
holding of  compensation  for  State  beneftts  pro- 
grams  (Executive  Order  10996) —    *»** 

OVERTIME  SERVICES,  plant  quarantine  inspectors; 

commuted  travel  time  allowances — —      *•• 
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1?S2 


tay.  Compensation,  etc.     Conllnwod 

«/aE    AND    SALARY    BTABIUZATIOIf,    I 

preparedness  functions  (Executive  Order  IMMO)-. 
WTTHOUT -COMPENSATION  EMPLOYKBS.  SmCom- 
.     merce   Department;   Emergency  Planning  09ce: 

Interior  Department. 

pgonut  Butter: 

OEADE  STANDARDS !»*» 

^iNTTTY  STANDARD,  stay  order 9W 

Peanuts: 

supply  available,  Valencia  type,  1962-63  marketing  year. 


1906 


1962  crop,  canning  and  freezing  peas..    1790 


1087 
1821 


1779 


1447 


1491 


Ptas: 

Crop  insurance 

Ptsticides: 

ENFORCEMENT  of  Federal  Insecticide,  Fungicide,  and 

Rodenticlde  Act;  household  insecticides 1878 

X0LERANCE8.    See  Pood  and  Dnig  Administration. 

Petroleum:  ,   „      *  , 

Emergency    preparedness    functions   of    Secretary    of 

Interior  (Executive  Order  10997) "22 

Petroleum  Study  Committee: 

Submission  of  data 

Physically  Handicapped  Persons: 

Presidents  CommlUee  on  Employment  o*  the  Handl 
capped,  establishment  (Executive  Order  10994)  — 

Pineapple: 

Canned.  artiflclaUy  sweetened,  identity  standard;  eflec 

tive  date 

Plant  Quarantine: 

Set  Agriculture  Department. 

Poison  Prevention  Week,  National: 

(Proclamation  3449) 

Port  Facilities:  I  ,^ 

toergency  preparedness  functions  of  Secretary  of  Com- 

merce  (ExecuUve  Order  10999) 1527 

Post  Office  Depoitment: 

DOMESTIC  SERVICES: 
Classification  and  rates;  third  class: 

Classification;  application  <rf  rates —     i*i' 

Nonprofit  organiBBttons;  aMriieatkm«.  amiroval  or 

denial,  and  appeal .-- -.i— ITIII 

CoUecUon  and  deUvery;  rural  aerrlce,  geclflcatinns 

for  contemporary  rural  mailboxes -~r~^ 

InformaUon  on  postal  pubUoatioos;  Anaaal  Rcpoct  of 

Postmaster  General -7-— v 

Transportation  of  mall;  domestic  air  tnuMiioitawm, 

Irregularities ~ 

Forms   and   procedures  for  fUsgakchlDg 
Form    2759,    Report   of 

distribution „,^  .    , 

Wrapping  and  mailing  Instructions;  military  po«  of- 
fices overseas,  certoln.  conditions  •m>Uc«««  to 
parcels  addressed  to: 

Additions  or  deletions 1*^^ 

Dependent  MaU  Section,  parcds  ccmtalnlng  mer- 

chandlse  addressed  to,  not  accepted- 1117 

IMERGENCY  PREPAREDNESS  FUlfCTIOIfS  (Execu- 

tlve  Order  11002) v-rj— 7 111    ^"^ 

INTERNATIONAL  mall  directory;  individual  country 

regulations  - - - -- -------------    1010 

ORG ANIZATIOn7  authority    delegattona;    FacUiUes 
Bureau : 
Acting  Assistant  Postmaster  General;  certain  officers 
designated  to  serve  as  and  order  of  guccaulon--. 
Assistant  Postmaster  General;  various  orders  amend- 
ing titles: 

Assistant  Chief.  Real  Estate  Branch 

Chief  Real  Estate  Branch .-- - — -    ^**'« 

Chief'.  Realty  Acquiaitlon  Branch,  Raaltar  Division-  -    1483 

Director,  Procurement  Division =----- — =;---    ^"^ 

Postmaster  General  order  designating  Director,  Pro- 
curement Division,  FaciUtios  Bureau,  as  cauof 
Procurement  OfBcer  for  DQMTtment 1483 

CROP  INSURANCE.  1962  crop 1001 

73000—83 • 


Potatoes — Continued 

MARKETINO:  ,,,. 

Minnesota  and  North  Dakota — i"2 

National  marketing  agreement,  proposed  rules iwo 

Poultry  and  Pouiliy  Products: 

FOOD  ADDTITVEB.  See  Food  and  Drug  Administra- 
tion. 

INSPECTION,  chemical  additives  In  chilling  media 

TURKEYS  AND  TURKEY  EGOS,  proposed  marketing 
agreement 

Power  Commission: 

See  Federal  Power  Commission. 

President,  The: 

AXTTHORITY  DELEGATION  by  Director  of  Enmvency 
Planning  Office  to  Director  of  Tdecommunlcatlons 
Management;  approval  by  President— — jr— ;-    *864 

EXECUTIVE  OKDEBS,  proclamations,  etc.    See  Preal- 

dentlal  documents. 

Presidential  Commission  To  Investigate  Rail- 


road Labor  Dispute: 

Change  In  membership  <E3recutive  Order  10991) 1207 

Presidential  Documents: 

ADVISORY  COMMITTEES,  regulations  CEO  11007)-- 
CARIBBEAN  NATIONAL  FOREST,  redefining  boruM- 
arles   (EO  10992) 


ISTS 


._     1311 


CONSULTANTS  AND  ADVISERS  TO  GOVERNMENT. 
policies  respecting  conflict  of  interests  (Memoran- 
dum of  February  9,  1962) *«* 

CUBA,  trade  embargo  (Proc.  3447) i»»5 

EMERGENCY  PREPAREDNESS  FUNCTIONS:  " 

Agrlcultxu-e  Department  (EO  10998) 1524 

Commerce  Department  (EO  10990) lMj[ 

Federal  Aviation  Agency  (EO  11003) 1»« 

Health.   Education,   and  Welfare  Department   CEO 

11001) ^•* 

Housing  and  Home  Finance  Agency  (EO  11004) 150 

Interior  Department  (EG  10997) 1523 

Interstate  Commerce  Commission  (EO  11005) 1544 

Labor  Department  (EO  11000) IM* 


(EO 


1539 


1417 


.-     1722 


1010 


1417 


1417 


laes 

1312 


1521 


1463 


1483 


Post  Office  Department  (EO  11002). 
FEDERAL  SAFETY  CJOUNCIL,  xeestabllshment 
10990) -:ur«- 

HIAWATHA  AND  MABQUETTS  NATIONAL  FOR- 
ESTS, consolidation  (EO  10993) 

NATIONAL  GUARD,  withholding  of  oompensaflcm  of 
civilian  employees  for  State  benefits  programs  (EO 
10996)  — ---- 

NATIONAL  MEDIATION  BOARD;  emergmcy  board  to 
investigate  labor  dispute  between  Eastern  Air  Lines^ 
Inc..  and  employees  (EO  11006).       

NATIONAL  POISON  PREVENTION  WEEK  (Proc. 
3449) 

NEBRASKA  AND  WASATCH  NATIONAL  FORBBT8. 
correction  of  land  descriptions  (EO  10908) 

PRESIDENTIAL  COMMISSION  to  investigate  railroad 
labor  dispute,  change  in  membership  <EO  lOttl)  — 

PRESIDENT'S  COMMITTEE  ON  EMPLOYMENT  OF 
THE  HANDICAPPED,  establishment  (EO  10894)-. 

SHMUBAH  WHEAT  TTjOUR  IMPORTS  (Proc.  M48)  — 

TELECOMMUNICATIONS  MANAGEMENT  FUNC- 
TIONS (EO  10996) 

President's  Committee  on  Employment  of  the 

Handicapped: 
Establishment  (Executive  Order  10994) 1*47 

President's  Committee  on  Equol  Employment 

Oppoilunity:  

Nondiscrimination  in  Government  employment,  inter- 

pretation  of  complainant's  rights 1790 

Pribilof  Islands: 

Liquor,  landing  and  use  of ***■ 

Procurement:  _      ^  ^ 

ARMED  SERVICES.  See  Air  Force  Departmrnt;  De- 
fense Department.  ^ 

AUTHORITY  DELEGATIONS  respecting  proenreaMBS 
functiona.    See  tpedfte  ugenctn.  

REGULATIONS  of  various  agenctot.  $•«  ipoevc 
agencies. 


1789 


.-  1111 


1312 
1207 

1447 

1086 


1510 
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Public  Contracts  Division,  l^l>or  Dopartmont: 

ICnOlCUM  WAOE  DETERMINATIONS ;  varloua  indus- 
tries: 

Drugs  and  medicine 

ICotors  and  generators;  proposed  rules 

Office,  computing  and  accounting  machines 

SAFETY  AND  HEALTH  STANDARDS  enforcement  by 
State  officers  and  employees;  complaints,  inspec- 
tions, etc 

Public  Health  Service: 

AUTHORITY  DELEGATION  from  Administrative 
Assistant  Secretary,  Health,  Education,  and  Wel- 
fare Department;  negotiation  of  contracts 

GRANTS  for  survey,  planning  and  construction  of 
hospitals  and  medical  facilities;  rehabilitation  facil- 
ities,  correction 

LICENSED  BIOLOGICAL  PRODUCTS,  list;  manufac- 
turers and  license  numbers 

ORGANIZATION  AND  FUNCTIONS;  Surgeon  General- 

Pubiic  Housing  Administration: 

General  procedural  provisions,  PHA  records;  Chief. 
Records  Administration  Section.  Office  Services 
Branch   

Puerto  Rico: 

SUGAR: 
In  bags,  Atlantic/Gulf  maritime  carriers. 


Fags 


1359 
1913 
1269 


1270 


1418 


1071 

1076 

1427 


1722 


rates. 


---    1077. 

1298. 1665 

Prices.  1961-«2  crop 1408 

Quotas;  proposed  allotments,  hearing 984 

WAGE  RATES.     See  Wage  and  Hour  Division. 


Quarantine  Regulations: 

ANIMAL  DISEASES,  control  of.     See  Agriculture  De- 
partment. 
PLANT  QUARANTINE.     See  Agriculture  Department. 


Radiation: 

See  Radioactivity. 

Radio  Advisory  Committee,  Interdepartment: 

Transfer  of  functions  to  Office  of  Emergency  Planning 

(Executive  Order  10995) 1519 

Radio  Communications: 

See  Federal  Communications  Commission. 

Radio  Frequencies: 

Assignment  to  Government  agencies  (Executive  Order 

10995)    -     1519 

Radioactivity: 

Reactors,  construction,  operation,  etc.  See  Atomic 
Energy  Commission. 

Radiological,  Biological,  and  Chemical  War- 
fare: 

Emergency   preparedness   functions    (Executive   Order 

10997.  10998.  11001,  11005) —  1522,1524,1534,1544 

Railroad  Retirement  Board: 

Railroad    Unemployment    Insurance    Act    regulations: 

employers'  contributions  and  contribution  reports.     1415 

Railroads: 

EMFRGENCY  PREPAREDNESS  FUNCTIONS  of  Inter- 
State  Commerce  Commission  (Executive  Order 
11005)    1544 

PRESIDENTIAL   COMMISSION    to    investigate    labor 

dispute  (Executive  Order  10991) 1207 

REGULATIONS,  tariffs,  etc.  See  Interstate  Commerce 
Commission. 

Records: 

Availability  for  research,  retention,  fees  for  reproduc- 
tl(Mi.  etc.    See  specific  agencies. 

Renegotiation  Board: 

Mandatory  exemptions  from  renegotiations;  exemption 

ot  common  carriers  by  water 1800 


Reservoir  Project  Lands:     -  '^ 

INTERIOR  DEPARTMENT  policy — 17|| 

JOINT  POLICIES  of  Army  said  Interior  Departments..    1714 

Restricted  Areas: 

Aircraft  restricted  areas  over  military  installations.    See 
Federal  Aviation  Agency. 

Rice: 

ACREAGE  ALLOTMENTS.  1959  and  subsequent  crops.     14g| 
MARKETING  QUOTAS.  1962-63 ISM 

Rural   Electrification  Administration: 

Organization  and  functions 1714 

Rural  Fire  Control: 

Emergency  preparedness  functions  of  Secretary  of  Agri- 
culture (Executive  Order  10998) 1524 

Rye: 

Loan  and  purchase  aprecmcnt  program,  1961  crop..  963,1407 


Safety  Council,  Federal: 

Reestablishment  (Executive  Order  10990) 106S 

Saline  Water  Office: 

Authority  delegation  by  Director  to  Process  Resident 

Engineers;  purchases  of  supplies  and  materials 12M 

Schools: 

Public  lands  reserved  for  school  purposes.     See  Land 
Management  Bureau. 

Science  Exhibit,  U.S.: 

Authority  delegation  to  Commissioner  from  Secretary  of 
Commerce;   negotiate  contracts 

Seals: 

Maritime   Administration 


Secret  Service: 

Acting  Chief,  designation  of  certain  officers  and  order 
of  succession 

Securities  and  Exchange  Commission: 

HEARINGS,  see  list  at  end  of  this  agency. 

NEWS  DIGEST:  free  distribution  discontinued 

SECURITIES  ACT  of  1933: 

Form  S-8,  registration  statement;  proposed  rule 

Interpretative   release:    uru-eglstered    securities   dis- 
tribution by  broker-dealers,  conduct  standards 

rcSDCC^iXUT  —  —  —  —  ————  — ___-  —  —  —  —  —  —  —  —  —  —  —  —  —  —  — 

Transactions  by  issuer  not  involving  public  offering: 

convertible  securities 

SECURITIES  EXCHANGE  ACT  of  1934;  Interpretative 
releases  respecting  broker-dealers: 

Equity,  secured,  or  life  funding  activities 

Unregistered  securities  distribution;  conduct  stand- 
ards  respecting 

HEARINGS,   ETC.: 
Air  Cr»n  Marine  Englnwrlng  Corp  .  969. 
Allied  UeUU  Co.,  lias.   18«4. 
American  Natural  Om  Co..  1781. 
Anderaon  New  England  CaplUl  Corp  .  1669. 
Andereon-Nlchola  &  Co..  Inc..  1669. 
Apex  Minerals  Corp..  1300,  1587. 
Aviation  Growth  Investmenla.  Inc  ,  1670. 
Black  Bear  Indiutriee.  Inc  .  969.  1399.  1745. 
Carinthla  SU  Area,  Inc..  1399. 
ClBco-Valley  Corp.,  1745. 
Colorado-Cherokee,  Inc..  1399. 
Con-Oa»  Service  Corp..  1301. 
ConaoUdated  Natural  Oaa  Co  .  1301,  1802. 
Detroit  and  Cleveland  Navigation  Co  ,  1138. 
Oauley  Mountain  Co.,  1471. 
General  Public  UtUltlee  Corp  ,  1931. 
Gilchrist  Co..  1129. 
Harmon.  George.  Co.,  Inc  ,  1400. 
He  Leum  Co..  Inc..  1866. 
Martin-Marietta  Corp..  1401. 
National  Fuel  Gas  Co..  1866^. 
National  Mercantile  Clearing  House,  Inc..  1200. 
PaclAc  Alaskan  l^nd  St  Livestock  Co.,  1471. 


107« 
1493 

951 

1723 
13<t 

1251 
1411 

1415 
1261 
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Cacurities  and  bAUiuiiQS  vOiiiiiiiwi#i^^^ow» 

IgAllNGS,   ETC. — Continued 
l^^nsylvanla  Gas  Co.,  1866. 
ftmlclans  and  DentlsU  Development  Corp.,  1401. 

IMvldent  Fund  for  Income,  Inc.,  1472. 

Provident  Management  Corp..  1472. 

gljigeway  Center  Associates,  1782. 

M  North  La  Salle  Street  Realty  Fund.  960. 

Xbwnsend  Corporation  of  America,  1860. 

Townsend  Management  Co..  1867. 

UnUever  Umlted.  1402. 

Union  Electric  Co..  1782. 

United  Corp..  1201. 

Xfrm^n  Mining  Corp^  1931. 

West  Penn  Power  Co.,  1233. 

Skipping: 

gmergency   preparedness   functions    (Executive   Order 
10999,  11005) 1527, 

Ships: 

Su  Vessels. 

Shmurah  Wheat  Flour  Imports: 

(Ptaclaination  3448) 


1544 


1086 


1071 


Silk: 

CBantervailing  duties,  silk  and  silk  manufactures  from 
United  Kingdom 

Small  Business  Administration: 

AOTHORiry  DELEGATIONS: 
By  Administrator  to  various  officials: 

Assistant  Administrator  (Management) 

Deputy  Administrator,  Investment  Dlviskm 

Hearing   examiners — -—■ 

By  Assistant  Administrator   (Management)   to  Ad- 
ministrative Secretary -- 

By  DetMity  Administrator.  Investment  DMmHod.,  to 

Director.  Olflce  of  Investment 

By  Regional  Directors  to  varkMia  oOciala: 

Region  n:  Administrative  Officer 

Region  V;  Manager,  Disaster  Pleld  Office,  Crest- 
view,  Fla 

Region  X:  M«na»er,  Diamster  Field  Offloe,  Hoorton. 

Region  aaVJEhmnch  "iitoaigpr.  Sait  UtJke  cH^^  Utah. 

DISASTER  AREAS  requiring  Federal  msoMaaoe: 

C^fornia 

Idaho 

Wyoming 

-ORQANIZATIOW  AND  FUNCTIONS 

SMALL  BUSINESS  ACTT  regulations: 
Disaster  loans r— :r — 

Siee  standards,  deflnltiaoa  of  small  buriwiSB  for  Gov- 
ernment  procurement: 
Aircraft   and   missile   equipment  Industries,  pro- 
posed rule. 
Custodial  and  Janitorial  senrlee 
Small  iMslnBBS  defhiMims,  _ 
Small  business  manufacturer,  xteflnltinn; 
rule 


1554 


1303 
1303 
1303 

1303 

1779 

1948 

low 

1080 
IMt 

1368 
1948 
1868 
1303 

1882 


State  Department: 

See  International  Development  Agency. 

TOREiaS  SERVICE  OFFICERS,  written  Mtaminatton 

for  appointment  to  grade  8;  certain  i'e»iuli*anente--    lOlO 
TELECOMMUNICATIONS      MANAOEMERT     FOHC- 

TIONS  (Executive  Order  10995) 151» 

VISAS ;  control  of  aliens  depattine  from  U.S. : 
Aliens  whose  departure  is  deemed  prejudicial  to  \3B. 

interests  ~    135o 

Hearing  procedure  brfore  special  inquiry  officer ___ „ -    ISM 
Procedure  in  case  of  alien  prevented  from  departure.    l3o» 

States: 

CIVILIAN  EMPLOYEES  OP  NATIONAL  GUARD,  wift- 
hdlding  of  compensation  for  benefits  programs 
(Executive  Order  10996) Iwl 

PHYSICAL  RE2IAHILITATION  of  dlsabird  persoBS, 
grants  for  constructicm  of  facilities:  correction 

SAFETY  AND  HEALTH  STANDARDS,  activities  Involv- 
ing public  contracts;  enforcement  by  State  oOeers 
and  employees ■+ — 

Stoclcpile  of  Strategic  Materials: 

Emergency  preparedness  futyitlons   (Executive  Order 

10997.  10998.  11001,  11004.  11005)  _...-_^--™._^  1522. 

Sfrategic  and  Criticol  Materials: 

stockpile,  emergency  preparedness  functions  (Execu- 

tive  Order  109S7,  10998.  11001.  "W*.  11005)-_-_-   im 

1S24. 1S34. 1543. 1544 

Sugar:  

COUNTERVAILING  DUTIES,  sugar  from  Australia — 
PRODUCmON,    MARKETING,    etc.    See   Agriculture 

Department.  .    _^^^^  _ 

TRANSPORTATION  in  bags  in  Atlantlc/Oott  Puerto 

Rico  trade 1077.1298.1665 


1270 


971 


Surplus  Property  and  Cooimodities: 

Agricultural  commodities  acquired  through  price  sup- 

port  operations,  sales  of "26 


Tdngelos: 

Marketing,  Florida. 


BifAT.T.  BUSINESS  INVKSHiENT  ACT  ntvMXkxm: 
Investment  companies: 

Licenses,  applications  and  issuance 

Proposals 

Loans  to  State  and  local  developmei^ 
section  501  loans. 


1731 


1720 
1720 


5e«  Intermd  Bevcnne 


I 1726 


Social  Security  Administration: 

See  Old- Age  and  Survivors  Insurance  Bureau. 

Wger  Republic,  social  Insurance  and  pension  system —    1197 

Spoce  Satellites: 

Use    for    international    telecommunications    services 

(Executive  Order  10995) ISli 


Standards:  

ftORICULTURAL  COMMODITIES.  See  tpecHlC  com- 
modities. 

COHDVCT  STANDARDS.  See  Conduct  standards. 

FOODS,  canned,  processed,  etc.  See  Food  and  Drug 
Administration. 

TECHNICAL  STANDARDS  for  equipment,  materials. 
operations,  etc.    See  specific  agenciet. 


Tongerfnes: 

IMPORTS,    quarantine    restrictions;    fumigation    for 

Mediterranean  fruit  fly WS 

MARKETING,  Florida : 1«» 

Taxes: 

Excise,  income,  etc..  regulations. 

Service. 

Telecommunicalions  Mimagemeiit  Functions: 
(Executive  Order  10995) 1*^ 

Television   Stations: 

See  Federal  Commonieations  CommlssSon. 

Tobacco: 

LOAN  PROGRAM,  1961  crop "*• 

MARKETING  QUOTAS,  acreage  aUotments__-----_--  ^. 

965,  966.  867,  WW 

REFERENDUM  NOTICES ••* 

Tomatoes: 

Prom  Hawaii,  fumigation  methods IWl 

Trade  Practices: 

See  Federal  Trade  Commission. 

Trade  With  Cuba: 

EMBARGO  (Proclamation  3447) 1088 

IMPORT  RESTRICTIONS mO 

TrademoHcs:  . 

See  Patent  Office. 

Transportation: 

Emergency  preparedness  functions   (Executive  Order 

10999,  11003,  11005)— 1527.1640,1544 

Travel  Expenses: 

Appointees  to  certain  positions  where  there  is  mai«)OW« 
shortage 


1375 


■;«■ 

X 


'^ 


i 


2a 
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1085 
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Trtosury  Department: 

see  Coast  Guard. 

Comptrotter  of  Currency. 

Ctutonu  Bureau. 

Internal  Revenue  Service. 

Narcotics  Bureau. 
AC?COUNTS  BUREAU,  surety  companies  acceptable  on 

Federal  bonds;   certificate  of  authority  issued  to 

Anchor  Casualty  Co..  St.  Paul,  Minn.,  termination 
A14TIDUMPINO  ACT  of  1921;  determination  as  to  fair 

value  of  sales  of  camphor,  refined,  from  Taiwan. ., 
CUBAN  TRADE  EMBARGO,  functions  (Proclamation 

3447)   ^ 

FISCAL  SERVICE.     See  Accounts  Bureau :  Public  Debt 

Bureau.  

FOREIGN  ASSETS  CONTROL: 

Certificate  of  origin  available  from  Belgium  for  im- 
portation of  cashmere,  washed  t  scoured  > 

Cuban   import    regulations;    prohibitions,    penalties, 

procedures,  etc 

Regulations;  relation  to  other  laws  and  regulations.  . 
PUBLIC  DEBT  BUREAU: 
Bonds,  Treasury;  offering: 

3Mi  percent,  1990 ^ 1857 

3^  percent.  1998 1858 

4  percent,  1971 1855 

4  percent.  1980 1855 

Certificates    of    Indebtedness.    Series    A- 1963.    3  4 

percent 1225 

Notes.  Series  A-1966.  4  percent 1226 

SECRTT  SERVICE;    Acting   Chief,   certain  officers  to 

serve  as  and  order  of  succession 95 1 

TuHceys: 

FOOD  ADDITIVE,  turkey  feed;  zoalene 1421 

PROPOSED  MARKETING  AGREEMENT,  turkeys  and 

turkey  eggs 1821 

u 

U.S.  Science  Exhibit: 

Authority  delegation  to  Commissioner  from  Secretary 

of  Commerce;  negotiate  contracts 1076 

Utilization  and  Disposal  Service: 

Wildlife  conservation  purposes,  transfer  of  property  at 

Paducah  to  State  of  Kentucky 1079 


Vessels: 

COAST  GUARD  REGULATIONS.     See  Coast  Guard. 

DINOSAUR  NATIONAL  MONUMENT,  Utah -Colorado; 

permits  for  boats,  proposed  rule 1906 

DOCUMENTATION,  measurement,  etc.  See  Customs 
Bureau. 

FEDERAL  SHIP  MORTGAGE  AND  LOAN  INSUR- 
ANCE          1169 

MARITIME  CARRIERS,  regulations  affecting.  See 
Federal  Maritime  Commission:  Maritime  Admin- 
istration. 

RADIO  COMMUNICATIONS.  See  Federal  Communi- 
cations Commission. 

Veterans  Administration: 

Pension,  compensation : 
E>ridence  requirements: 

Birth 1899 

Change  of  status  affecting  entitlement 1899 

Child's  relationship 1899 

Death  1899 

Unexplained  absence  for  7  years 1899 

Widows,  void  remarriages 1899 

Provisional  regulatioris ;  widow's  entitlement  to  death 
compensation,  liberalization  of  marriage  require- 
ments,  revocation 1215 


Veterans  Administration — Continued  'Ni 

Pension,  compensation — Continued 
Relationship : 

ChUd.  adopted- -- Ul| 

Marriage    dates Uu 

Marriages  deemed  valid Uu 

Special  benefits: 

Housing,  specially  adapted im 

Medal  of  honor,  special  pension im 

War  orphans'  educational  assistance,  certification.  l|i| 

Virgin   Islands: 

Sugarcane: 

Prices,  1962  crop 1712 

Wage    rates IIM 

Vocational  Training: 

Indians,  financial  assistance  for  trainees lin 

w 

Wage  and  Hour  Division,  Labor  Department: 

FISHING  and  operations  on  aquatic  products,  appli- 
cable provLslons  of  Pair  Labor  Standards  Act; 
definitions,  exemptions,  etc Ut4 

LAUNDERING.  CLEANING  OR  REPAIRING  clothing 
or  fabrics.  Fair  Labor  Standards  Act  applied  to 
establishments  engaged  in IMl 

LFARNERS.   employment   at   below   minimum   wages; 

special  certificates,  Lssuance  to  various  industries..  14S7, 

1749 

PUERTO  RICO : 
Learners,  employment  at  subminimum  wages,  special 

certificates.  Issuance  to  listed  companies 1438,1746 

Minimum  wage  orders  for  workers  In  various  indus- 
tries: 

Electrical,  instrument,  and  related  products MS 

Fabricated  plastic  products MS 

Metal,  machinery,   transportation  equipment,  and 

allied  products •4S 

Paper,  paper  products,  printing,  and  publishing...      MS 

Wages: 

See  also  Pay,  Compensation. 

LEARNERS,  employment  at  subminimum  wages.    See 

Wage  and  Hour  Division. 
MINIMUM  WAGES,  Government  supply  contracts.    See 

Public  Contracts  Division. 

Water  Transportation: 

Emergency  preparedness  functions  of  Interstate  Com- 
merce Commission  fExecutive  Order  11005) 1S44 

Weattier  Forecasts: 

Emergency    preparedness    functions    of    Secretary    of 

Commerce  (Executive  Order  10999). - 1M1 

Wheat: 

CROP  INSURANCE.  1963  crop IJg 

IMPORTS  Shmurah  wheat  fiour  (Proclamation  3448)-.     lOM 
LOAN    AND    PURCHASE    AGREEMENT    PROGRAM. 

1961   crop ^*?!'iIS 

MARKETING  QUOTAS.  1961  and  subsequent  crops.  942. 1114 
STABILIZATION  PROGRAM,  1962;  correction ITtt 

Wildlife: 

MANAGEMENT  AREAS,  refuges,  etc.  See  Land  Man- 
agement Bureau. 

WILDLIFE  CONSERVATION  PURPOSES,  transfer  of 
certain  property  in  Paducah  to  State  of  Kentucky. 

Without-Compensation  Employees: 

Appointments  and  statements  of  financial  Interests. 
See  Commerce  Department;  Emergency  Planning 
Office;  Interior  Department. 

Wool: 

IMPORTS,  carpet  wool;  manufacturers  records IW 

PAYMENT  PROGRAM  for  shorn  wool  and  unshorn 
lambs 
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CODIHCATION  GUIDE 


Th«  following  numorieal  guide  it  a  list  of  the  «tlo«  and  tactions  of  tho  Cod*  of  Federal  Regulariont  affected  by 
iMumentt  published  In  the  f^dwal  Jlegltter  during  February  1962.  Page  numbert  of  documentt  affecting  CPR 
l^ns  but  not  tpeeiflcally  amending  Hie  text  Hiereof  appear  in  brackets.  .     .        ^         ^         i     u. 

Cumulative  CodMcoHon  Guidet  ore  tepanrtely  publlthed  annually  and  at  the  end  of  each  quarter.  In  the 
lyJ'ening  period,  monthly  CodMcoHon  Guidet  ore  canled  wrth  the  monthly  indexet.  Daily  Guidet  follow  H«e 
Srtlnts  of  each  issue  of  the  Federal  Regltfer,  and  within -the-month  cumulations  appear  at  the  end  of  each  Ittue. 


Centents 
3  CFR 

ff^)clamations : 
Nov.  5.  1891 -- 
Jan.  18.  1931. 
Feb.  12.  1931. 

41 

2489 

2550 

2584 

8307 

3379 

8447 

3448 

3449 

gxecutive  orders: 
Aug.  18.  1904. 
May  24,  1905. 

4397 

6120 

5339. 


1071 


W 


Pag« 

1227 

1312 

1313 

1311 

1086 

1086 

1086 

1117 

1312 

1085 

1086 

1311 

14M 

972 

1492 

1620 

1732 

7659-A 1811 

7505 - -  1401 

8578 --  "59 

8691 -  14M 

9019 1759 

9086 175» 

9114 14M 

9526 - "W 

10194 -  1066 

10460 - 1518 

10640 -  1447 

10647 1341 

10679 1521 

10695A 1519 

10705 - 1518 

10844 -  1312 

10890 —  1312 

10929 - 1207 

10952 1522, 1624. 1527, 

1532,  1534.  1539.  1540.  1542. 1544 

10990 1066 

10991 1207 

10992 1311 

10993 1312 

10994 - 1447 

10995 1519 

10996 1521 

10997 1522 

10998 1524 

10999 1527 

11000 1532 

11001 1534 

11002 1539 

11003 1540 

11004 1542 

11005 1544 

11006 1789 

11007 1875 

Presidential  documents  other  t?ian 
proclamations  and  Executive 
orders: 

Directive.  Feb.  2.  1959 1877 

Memorandum,  Feb.  9,  1962...  1341 

5  CFR 

1.102 1067 

1.109 1100 

1302  _. 1001,  1109 

1304 »«8 


5  CFR — Continued 

6.308 — 

6.300 

6.311  

6.312 

6.313 


963, 


Page 

1001 
1239 
1593 
1593 
1878 

6.328 1001 

6J72 1109. 1313, 1718 

24.70 1548 

24.71 - 1548 

24.163 1548 

271       1208.1313 

27  2     - ___  1208.  1313 

89!207 -—  1349 

30.305 - 1349 

30.306 1349 

401.10a - 1700 

6  CFR 

421.147 1408.  1753 

421.187 —  1407.  1753 

421.337 1407 

421.487 ^ 083.  1407 

421.683  - -  1407 

438.1301-438.1313 1593 

464.1351 - 1753 

464.1352 1753 

472.1101—472.1171 933 

475.208 1408 

483.222 -  1753 

483.225 - 1754 

483.327  1754 

483.228 1754 

483.246 - 1754 

483.391  - -  1754 

7  CR 

51.3830—51.3850 - -  [1208] 

51.3196— 51.3200 [12081 

52.3061—52.3073  1549 

81.05 --  1087 

81.156  — 1087 

81.300 1087 

81.301 1087 

81.307 - 1087 

81.309  _- -  1087 

81.310 1087 

301.52-3a  -  1450 

318.13-4d 1551 

319.56-20 1151 

310.56-3P  - - 063 

354.2 064 

362.121 1878 

401.3  1001. 1002. 1003, 1790 

401.17 - -—  1002 

401.20 1791 

401.32 - 1003 

401.37 - — -  1001 

401.38  — -  1790 

723.905—723.006  064 

723.1301—723.1303  065 

725.1308—725.1304 066 

725.1306— 725.1309a  -  967 

727.1301—727.1302  069 

728.114» - —  042 

728.1162 -—  042 

738.1166 -—  042 

728.1180 --  ,042 

730.1300 1504 


7  CFR— Continued  *^** 

778.52 1702 

813.2  IWJ 

818.7 -  1451 

820.22 1451 

888.14 1880 

877.14 1408 

878.14 1702 

905.309 1004 

905.310 1006 


905.311 
905.312 
905.313 
905.314 
907.305 
907.306 
907.307 
907.308 


1005 
1006 
1488 
1489 
1006 
1239 
1489 
1754 


908.301 1755 

909.302 - 1239 

909.303  1708 

910.305  1007 

910.306 1007,1755 

910.307  - 1340 

910.308  1400 

910.309  - r 1755 

912.201 — 1349 

912.301  1240 

912.302 1400 

912.303 - 1756 

959.302  1462 

970.302  1008 

971.202 1704 

990.203  - 070 

090.301  - ^  ITO; 

1044.51  -— 1882 

1045.51 - [18821 

1070.18 1710 

1070.14  - 1710 

1127  — j;*5 

1128  "52 

1129  1047 

1132  1054 

1132.46  — 1054,1313 

1132.47—1132.111 1054 

Proposed  rules :  ^^^^ 

51  1321 

728  "HI"-"!- 1174 

729 1906 

730  I"""" 1490 

815  984 

900 — 999  1556 

926 \\\l 

g49 1118 

959  "Z"I"I"II-  1012.1119.1801 

980  -— 1802 

981  1480 

990  1217 

1001  1600,1006 

1002—1004  1500 

1006—1007  1600,1906 

1008—1009  1272,1802 

1010  ^500 

1014 1500,1906 

1015—1016  1500 

1030—1037 1272, 1803 

1038     -  1272,1621,1802 

1030-^1043  1821. 1802 


I 
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7  CFR — Continued 
Proposed  rules — Continued 

1044  1272.  1280, 

I04tt 1273,1280. 

104ft lOia. 1217.  1372. 

1047—1049 

1061—1064 

1067—1069 

1070 1176. 

1071 

1078—1079  

1095 1013.1217,1272. 

1097 1272, 

1099 

1108 1272.  1287, 

1126 

1133 
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1634, 
1634, 
1634. 
1272, 
1272, 
1272, 
1272, 


1272. 
1634. 
1802. 
1272. 
1729, 


Page 

1802 
1802 
1802 
1802 
1802 
1802 
1802 
1179 
1802 
1802 
1818 
1802 
1802 
1908 
1180 


8  CFR 

101.1 1479 

211.1 1349 

214.2      1350,  1479 

237.5 1479 

9  CFR 

74J       _._ 1067 

78.13   1241 

131.44   1109 

Proposed  rules : 

18  1174.1322 

301 1821 

10  CFR 

1.140—1.160 1411 

1.240—1.260 —  1411 

30.4 1390 

30.21   1350 

150 1352 

12  CFR 

214.5 1719 

214.6 1719 

663.9 1110 

13  cm 

107.102   1720 

107.201   1720 

107.202   1720 

108^1-1 1720 

1213-6   [12081 

123 1882 

Proposed  rules  : 

121  1075. 1730 

14  CR 

3— 

8R392B 1008 

SR392C 1008 

4b— 

SR392B 1008 

SR392C 1008 

6— 

SR392B 1008 

SR392C 1008 

7— 

SR392B 1008 

SR392C -• 1008 

33 1454 

40— 

SR392B 1008 

SR392C 1008 

SR419   1208 

SR432   1208 

SR432A 1208 

40.173 1453 

40.508 1243 

40.509 1244 

41— 

SR392B 1008 

SR392C 1008 

SR419   1208 

SR432 1208 

8R432A  ___ - —  1208 


14  CFR— Continued  *'^' 

41.23d 1453 

41.130    1245 

41.130-1    1245 

41.130a 1245 

42— 

SR392B 1008 

SR392C 1008 

SR419    1208 

SR432    1208 

SR432A 1208 

42  24c    1453 

42  96                  1248 

42.9G-1    1247 

42,06a   1247 

43  — 

FR392B 1008 

SR392C 1008 

46  173    1454 

46508   1248 

46.509    1248 

51  17-1   1595 

249.8    1757 

2887    t973] 

289.1    1067 

289.2   1M8 

2893   1068 

289.4   1068 

3024   973 

302.5—302.6    974 

302.8 974 

302.18 974 

302.27 1068 

305.2    1797 

408  nil 

450     1454 

507.10    1009.1313.1454.1480.1885 

5140—514.1     975 

514.2    975.1720 

514.3—514.10     975 

560     1454 

580     1454 

600.309    1161 

600.614 1162 

600.615   1552 

600.656   1596 

600.1540   1455 

600  1542    1455 

800.1545  1354 

flOO.1557  1455 

600  1613 1412. 1455.  1796 

600.1655  1160 

600.1668  1355 

8001695  1068 

800.1741  1009 

600.6003  1160 

6006004  1596 

600.6006  1354 

600.6023  1455 

600.8025  1455 

600.6031  942 

600.6033  1596 

600.6066  1455 

600.6091  1114 

600.6099  1595 

600.6105  1354 

800.6107  1595 

600.6120  1069 

6006156  1598 

800  6165  •1455.1552 

600.6280  1757 

600.6314  1069 


600.6404 
6006408 
600.6435 
600.6487 
6006494 
600.6503 
600.6514 


1210 
1210 
1115 
1114 
1364 
1412 
943 


14  CFR — Continued  ^Hi 

6006524   1812 

600  6538   1412.1711 

600.6810 im 

690.6866   im 

6006861    OH 

600.6880   mi 

601309   im 

601614 

601.656   

601  1037   158T 

601.1100    Uli 

601  1111    MM 

601.1158  ns 

601  1300  vm 

681.1357   UM 

801.2143    

6012163    15tT 

6012186    1451 

6012189    IStT 

6012462    IWT 

601.4309    im 

8014614    110 


UM 
1456 
14H 

UN 
UM 

lOM 


•Appears  as  !  600  615. 


6014656    

6016023    

6016025    

601.6033    

6016099    

6016107    

6016120    

6016314    IMI 

601.6436    1115 

6018487    1114 

6016503    14U 

6016514    Ml 

6016524    IMI 

6016538    ITM 

6017001    1349, 14BM8M 

601.7002   f»Mm 

601.7101    IIU 

60110869    UM 

60110953    UM 

602  100    M1J»14M 

602.200    M»,  16M 

602.300    U*T 

608  22    IW 

60834    IIM 

60848    UM 

60855    IIU 

60870    IJW 

609  100    97T.Mil 

609  200    979. 14M 

609400    •••114M 

609.500    •W.14I7 

610.17    nil 

61018    WW 

810.20    nil 

610101    nil 

610  102    lH' 

810227    Ull 

610303    WIJ 

610  626    WIJ 

610632    IJJJ 

610640    1*J' 

6101001    1310.  IJll 

610  1517    1*JJ 

6101521    UU 

810.1530 "}4 

610.1602   U14 

810.1055 JJJ* 

610.1676 2l 

610.1744 2? 

610.6003   »*}) 

810.6004 JJJJ 

610.6005 "" 

610.6006 J*}; 

610.6007 **}{ 

610.6008 }5} 

610.8009 *"* 

610.6011 — **** 

610.6012 "" 


]4  CFR — Continued 

0MO13 

I1IJ014 

BIJ015 

0IJ6O16 

«|.6019 

110,6022 

|iei023 

A0.6O35 


1311 
1311 
1311 
1311 
1311 
1311 
1311 
•1311 


S^l :::::::::::::::::::::::  j| 
^  ::::::::::::::::::::::: 

01.8046 1213 

n,.6060 1212 

111.0051 1212 

01.6052 1212 

OI.6055  — •- 1212 

05.6066 1212 

Sl.6067 1212 

Oi.6068 1212 

05.6071 1212 

OI.6076 1212 

05.6089 1212 

05.8097 — -     1212 

05.6103 1212 

05.6141 1212 

05.6148 - 1212 

05.8157 1212 

05.6159 1212 

05.6161 — -     1212 

05.6163 1212 

05.6168 1212 

05.6179 1212 

05.6191 -—     1212 

05.6201 1212 

05.6213 1212 

05.6225 1212 

05.6227 —     1212 

05.6243 1212 

06.6253 - 1212 

06.6258 --     1213 

06.6260  1213 

05.6264 1213 

06.6267 — 1213 

06.6277 1213 

n64287 - 1213 

06.6293 1213 

06.6295 1213 

05.6415 1213 

n6.6423 - —     1218 

06.6429 1213 

06.6436 1213 

116.6438 1213 

116.6440 —     1213 

a6.6446 1213 

116.6451  1213 

116.6456 1213 

116.6489 1213 

a0.6504 1213 

n0.6508 1213 

116.6839 1213 

116.6843 1213 

116.6855 1213 

•16.6859  1213 

116.6875   1213 

116.6881   1213 

116.6885   1213 

Proposed  rules 

1  [Newl___ -—    1664 

_—  1073 
__-  1363 
...  1319 
...  1073 
9M.  15«5 
...  1363 
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14  cm— Continued  ^^ 

Propo$ed  mlet— Continued 

600 949.  1033. 

1074. 1193. 1104. 1330. 1331, 1333. 

1434. 1461. 1494, 1495. 1566. 1658. 

1738. 1773. 1774,  1846,  1917.  1918 
601 949.  1033.  1034.  1074, 

1118. 1194. 1330, 1231, 1333, 1324, 

1364. 1424. 1461. 1494, 1495. 1658. 

1738.  1773. 1774.  1846. 1917, 1918 

603 - 1034.  1035.  1324 

608  _ -  1033.  1035,  1658,  1659 

CFR 


15 


16  CFR — Continued 

13.3317    !«•• 

13.3330   - l'*! 

13.3380   - 1W9 

17  CR 

300.80 1722 

330.155    - 1*16 

231.1445   1251 

341.6721    —  1261 

241.6726   - 1416 

Proposed  rules: 

239  1868 


•Appears  as  I  610.1 


13.15 1249 

13.15-5 1249 

13.30 946 

13.70 1250 

13.85 1250 

13.86-60 1250 

13.96 - -  1249 

13.166 1349,1360.1413,1796.1885 

13.166-16 1413 

13.166-^ -  1349, 1250, 1413. 1796 

13.166-46 -  1796 

18.170 946.1115.1160 

1S.17O-30  - 946 

13.170-43 —  1115 

13.170-63 1160 

13.196  1115 

13.196-«0 1115 

13.336  — --  1249 

13.336-80 *—  1249 

13.336-60(a)  1249 

13.386 1249. 1885 

13J30  1115 

13.1066 946 

13.1066^60 1249. 1721 

181108  1349.1365.1413, 

1414.  1455,  1721,  1796,  1796,  1885 

13.1108-46  -^ 1249, 1355, 1413, 

1414.  1465,  1721,  1795.  1796.  1885 

13.1186 1455, 1795 

13.1186-30 - 1455 

13.1186-90 --  1795 

18.1313 1366, 1413, 1455, 1795, 1885 

13.1313-30  _.  1356,1413,1455,1795,1885 

18.1313-80 1795 

13.1366  1885 

18.1366-30 1885 

18.1380 1721 

13.1336 1721 

18.183fr-<0 1721 

13.1866 - - --  1721 

13.1746 — -  1886 

13.1746-70 — 1885 

18.1806 1721 

18.1810 1721 

131511  1249 

131846  _'_'."-'-"-"-.".' 1249, 1355, 

1413.  1414,  1465,  1731,  1795,  1886 
13  1846-30  — 1249. 1355. 

1418.  1414.  1465,  1721,  1795,  1885 

18.1846-80  - - 1795 

18  1853 1249, 1355, 

1418,  1414,  1721.  1795,  1796.  1886 
13.1863-86 1250, 1355, 

1413.  1414.  1721,  1795,  1796.  1885 

18.1853-80  1795 

13.1886 1260. 1355. 1455, 1721. 1795 

18.1866-40  „  1250.1355,1455,1721.1795 

13.1886  1355 

13.1000  1355. 

1413.  1414.  1455.  1721,  1795,  1796 
13  1900-40         1355. 

1418"T4r4",'i455.  1721.  1795.  1796 

18.1900-40(») 1414.  1721,  1796 

13.1900-40(b)   - 1356. 

1413, 1414. 1455, 1721, 1795 

13.3106 ^249.1731 

13J168   1009 


18  CFR 

141.1    - - 970 

154.91    1256 

154.93    . 1867 

157.14    1357 

157.25 ~  1357 

157.28    1356 

260.1    '- 970, 1758 

Proposed  rules: 

2                1868 

164"":: 1918 

19  CFR 

2.63    ~  1886 

3  3    1886 

3.36    1886 

6.17—6.24    1314 

8.51 1722 

10    1553 

10.8 1797 

10.92    1552 

10.94—10.95 166?, 

16.3    1768 

16.24 971,1664 

19.14    _ - 1768 

24  4       1698 

31.10 - —  971 

121.1038    1768 

Proposed  rules: 

2 - 984 

20  CFR 

345.1    1416 

345.2  __ - 1*16 

345.4    - 1*16 

345.14    — 1*16 

345.15 1*16 

345.19   1*16 

404.509—404.510 1163 

404.512 1163 

404.514 1163 

404.601 1163 

404.602—404.603    1164 

404.605—404.606    1164 

404.607 1164, 1417 

404.607a— 404.608    1165 

404.610 —  1165 

404.613 1165 

404.614— 404.615a    .- -  1166 

404.905 1166 

21  cm 

1.106  —  1317.  [1490] 

37  _  1010 

1(5.11—16.13  — 1317 

17  1  _  _         1318 

27.57 - 1*91 

46  19431 

120.150 1910 

120.158 - 1887 


121.90  — 

121.91  __ 
121.1009 
121.1038 
121.1079 
121.2514 
121.2532 
121.2536 


943 

944 

1363 

1768 

1664 

1363 

1887 

1114.1368 


^i 


i 

V 

UM 


*;. 


1 


24 


21   CR--ComICimimI 

1M.253» MM 

121.25»7 1758 

Technical    amendment 1707 

14U.103     945 

141a.l07 W4 

148.1 945 

148a.ll 944 

14flJi.l5 945 

148fc.i57 1318 

14Be.430 1759 

147.1   945 

147.2 945 

1M.63 945,1318 

306.2 1797 

307.73 1215 

Proposed  rules: 

3  1500 

19  .      1173 

ao    . 1294 

120 »48,  1173» 1421.  1501 

121 948,985,1173. 

1219,  1362. 1421. 1461.  1728.  1846 

141a  1421 

141b  1421.1501 

141c 1322.  1421 

141d 1421 

141e 1421 

14fl 1322 

146a 1422 

14ab 1422.  1501 

146c 1322,  1422 

146d 1422 

146e 1422 


CODIFICATION  GUIDE,  FOiOIARY  1962 


cm 


22 

11.2 

46.3 

46.4 

46.5 

24  CFR 

203.4 

220.125 

220.612 

220.616—220.625 

22a631 

23X56 

232.60 

232.61   

1500.1 

25 

34.8  -- 
221.130 
221.131 


CFR 


26 

1.453 

1.463-9    

1.463-10 

1.465—1.455-6 

1.1441 

1.1441-1 

1.1441-2 

1.1441-3 

1.1441-4 

18.1-6 

47    


148.1-1   

Proposed  rules  : 

1 1119.1321.1424,1761 

31 

41 

45 

46 

48 

49 

151 

152 

17* 


1010 
1358 
1358 
1358 

1070 
1070 
1070 
1070 
1070 
1071 
1071 
1071 
1722 

1888 
1359 
1359 

1319 
1319 
1320 
1797 
1888 
1888 
1889 
1889 
1889 
1797 
1088 
1088 


26  CFR— Coiilmo*d  "^ 

Proposed  ruler — CMittnued 

IM 1761 

L0» 1761 

IWT 1761 

201 1761 

246 1761 

301 1761 

29  CFR 

406 1890 

604.2    946 

6062    946 

6772    946 

6902    946 

781   1891 

7C4 1255 

31  CFR 

500101    1116 

515 1116 

32  CR 

1  315— 1316 1686 

1.700—1.701-1 1666 

1.701-4 1688 

1702—1.703 1686 

1  704-3 1686 

1.705-3—1.705-4 1688 

1.705-6    1687 

1.706-1    1887 

1706-2    1687 

1  706-3 1687 

1706-5    1687 

1706-6    1688 

1801-2    1690 

1804-2    1690 

11003-3    1892 

11003-9    1692 

1  1206— 1  1266-5 1693 

2201    1694 

2407-3    1694 

3  102    1894 

3210-3    1694 

3560—3501   1694 

3805-1    1895 

3813    1896 

3962—3902-2 1895 

3963-1    1896 

3903-3    1896 

4107    1896 

5.1100-1— 5  1100-2 1696 

5.1102-1    1696 

5.1102-2—5.1102-3 1696 

5.1103-1    1697 

5.1103-3    ^ 1697 

5.1103-6   1897 

5.1201—5.1201-4 1897 

5.1202—5.1202-2 1702 

5.1203    1704 

8801—8605-5 1705 

7.104-37    1708 

7.204-27    1708 

7303-24    1708 

7.403-22   1708 

7.601—7,604-4 1708 

8.802-2   1711 

8.707    1712 

8.709   1712 

8.710    1712 

10.404-1    1713 

1901      10.404-2   1713 

1761      10.504    1713 

1761      12.102-6   1713 

1761   12.503  1713 

1761   13.101-18  1713 

1761      13.502   1713 

1761     13504   1713 

1770     13.505   1714 

1770     13508   1714 

1761     13.600 1714 


32  CFR- 

13.801-1 

13.701    

13.802—13.803 

15.205-1    

15.205-33 

16.303-2   

18.401-4   

16.803-1   

581.3    

719.204    

719.205   

861.6   

861.11    

861.12   

881.1—881.19 

001.100—1001.362 
001.400   


oDtiniMd 


ISM 

mi 
i« 
m 
us 
vm 
m 
US 
m 
mi 


001.401    

001.403    

001.404 

001453    

061457    

001460    

061461    

001  462    

001.464    

061480—1001.480-2 

001604    

001605-1    


001  605-2    

001704-3    

OOl. 706-5    

001707    

001707-3    

001707-5    

.001.708    

001  800— 1001  952 
4633    


32A  CFR 

OCD\T  (Ch.n  : 

EPO    1 

EPO    2 

EPO    3 

EPO    4 

EPO    5 

FPO    6 

EPO    7 

EPO    8 

EPO    9 

EPO    15 UM 

BDSA  (Ch.  VI): 
M-llA: 

Sched.   A Iffl 

33  CFR 

203.75    


36  CFR 

336    

Proposed   rules: 

1     

2     


3 
5 

7 


Ml 

rm 
vm 
m 
m 


37  CFR 

Proposed 
2    --. 


rules: 


tm 


38  CFR 

352    

354    

357    

3.207    

3.209    

3210    

3211    

3.212    

3213    U 


1215 
12U 
IW 

lan 

iM 

iw 

UN 
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H  CFR — Continued 
IM»  

uri 

U663   

If  CR 

4J 

lU  

KJ  

lU  

Hi  

Hi  

HJ5  

mi 


Page 

1619 
1619 
1215 


1010 
1417 
1417 
1417 
1722 
1417 
1417 
1610 


41  CR 

L^OOO   ^*^ 

tS^l— 5-53  101 1456 

143  4—5-53.403 1456 

1435—5-53.601-7  _ 1466 

I4I.6— 5-5SJ604 1458 

|4.1-*-1.751 IIW 

I4J-9-1.807 1167 

^  393  ?2  - -  **»9 

IIJ02.26 ::::: ijm 

JjQS 1270 

froposed  rules: 

56-202  _ - 1913 

42  CR 
Bil  

fnposed  rules:                   | 
403 


43  era— Continued 
PvbUe  limd  Ofifei'9   CtooUnaed 

2596 

25t7 

2698 

2599 

2600 

2601 

2602 

2603- 

3604 

3666 

3606 

2607 

2608 — 


1071 
1564 


43  CR 

U1.13  

»72  

1^7.9  

87.10  

157.11  

87.13  

87.14  

Proposed  rules: 

160 

Hblic  land  orders: 

58 

89 

160 

188-. 

842 

871 

2434 

2558 

2569 

2589 

2594 


047 
1215 
1216 
1216 
1216 
1216 
1216 

1556 

1759 
1759 
1556 
1759 

072 
1492 
1271 
1271 
1271 
1554 

947 


73000— 62- 


Page 

972 
973 
972 
972 
1011 
1117 
1271 
1271 
1271 
1491 
1491 
1492 
1492 
1492 
1492 
1492 
1620 
1759 
1760 
1760 


3610 - 

2611 

2612 

2613 

2614 

2615 

45  CR 

162.110 1*55 

141.11  -— 1556 

163.11 1555 

143.12 — 1555 

701 - - -  1*18 

46  CR 

201.21—201.31  1167 

206.10—206.11  — 1169 

221.14—221.16  1169 

298.3 1169 

299.301  - - —  1169 

365.1 >• —  1493 

365.2  1493 

365.3 1493 

610  ._ [1320] 

Proposed  rules: 

32          _  1801 

510 1""" "75 

47  CR 

1 18       1359, 1620 

iw::::..- — — jij; 

1.356  __ — — -  1723 

21               — _  1724 

2'.106"IIIIII - "25 

3.606 - 1361 

4.601—4.582 tl725] 

4.501—4.602 1725 

4.631 1325 

4.632 - —  1725 

4.533 1725,  1726 


47  CR — Continued 

4534 1726 

4.535 1726 

4.536 1736 

4.551 - 1726 

4.561 1726 

4.563 ITJW 

44)63 1738 

4.581   1738 

4.582 1736 

4.603 11^ 

4.631 - 1726 

4.637 11^ 

4.661 1727 

12— 

Technical  amendment 14»8 

Appendix  2 1^00 

19— 

Technical  amendment 1493 

20— 

Technical  amendment 148i 

Propoted  rules: 

1   ___ 1738.  iim 

2 1459.  149iw  1847 

3  —  949.  985.  1120.  1294.  1468.  1147 

7       H60 

g        M60 

9         __.. __  1659 

10 - -  1495 

11 1365, 1459. 1495. 1659 

16     1367.1495 

19 1495 

49  CFR 

25 - --  11" 

95.938 983 

122.1—122.2  __ 1000 

205.1a  — - 1171 

205.3a -  11" 

Proposed  rules: 


72 

73  - 

74  . 

77  . 

78  . 
148 
176 


1566 
1566 
1566 
1566 
1566 
1776 
1925 


50  CFR 

32  22  1172 

33.5   _"V  983'ioTO,  1419. 1420. 1727. 1900 

215.26—215.28 -  1420 

Proposed  rules: 

10  - - - 1"4 

16 1174 

33 - 949.  1801 

260  — - -  "71 


t' 
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504  21Part307 

514 21Part307 
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Agricultural  Marlceting  Service 

Notices  : 

Otis  Livestock  Auction  et  al. ;  pro- 
posed posting  of  stockyards 953 

Agricultural  Stabilization  and 
Conservation  Service 

Rules  and  Regulations: 
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Rules  and  Regulations 


ntle  6— AGRICULTURAL 
CREDIT 

Chopter  IV — Commodity  Credit  Cor- 
poration, Department  of  Agriculture 

jU-CHAPTiR  B— iOANS,  PURCHASES,  AND 
OTHER  OPERATIONS 

PART  472— WOOL 

S^parf— Payment  Program  for  Shorn 
Wool  and  Unshorn  Lambs  (Putted 
Wool) 

This  bixlletin  states  the  requirements 
with  respect  to  the  payment  program  for 
ghom  wool  and  unshorn  lambs  (pulled 
vool)  formulated  by  Commodity  Credit 
Corporation  (referred  to  in  this  bulletin 
as  CCC)  and  the  Agricultural  Stabiliza- 
tioD  and  Conservation  Service  (referred 
to  in  this  bulletin  as  A8CS) . 
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Authobitt:  |{  472.1101  to  472.1171  issued 
under  sec.  4,  62  Stat.  1070,  as  amended;  15 
n.S.C.  714b.  Interpret  or  apply  sec.  6.  62 
Stat.  1072.  sees.  702-709,  68  Stet.  010-912, 
sees.  401-403.  72  Stat.  994-095;  sec.  151,  75 
Stat.  306;  15  UJS.C.  714c,  7  U.S.C.  1781-lfB7. 
1446. 

Program  Operation 

§  472.1101      Administration. 

The  program  will  be  carried  out  by 
ASCS  under  the  general  supervision  and 
direction  of  the  Executive  Vice  President 
of  C(X!.  In  the  field,  the  program  will 
be  administered  through  the  Agricultural 
Stabilization  and  Conservation  Service 
(referred  to  In  this  subpart  as  ASCS) 
State  and  county  offices.  ASCS  State 
and  county  offices  do  not  have  authority 
to  modify  any  of  the  provisions  of  this 
subpart  or  any  amendments  or  supple- 
ments thereto.  Neither  are  they  author- 
ized to  waive  any  such  provisions  vmless 
the  power  to  waive  is  expressly  included 
in  the  pertinent  provision. 

Shorn  Wool 

§472.1102     Incentive     level     and     pay- 
ments. 

(a)  Grcnerol.  Pursuant  to  the  Na- 
tional Wool  Act  of  1954.  as  amended,  the 
Department  of  Agriculture  is  to  an- 
nounce a  price-support  level  which  has 
been  determined  to  meet  the  require- 
ments of  the  act  for  each  of  the  four 
marketing  years,  1962,  1963,  1964.  and 
1965.  Each  marketing  year  (as  defined 
in  §472.1171)  begins  April  1  of  one 
calendar  year  and  ends  March  31  of  the 
next  calendar  year,  both  dates  inclusive. 
Tlie  announcement  is  to  be  made  in  ac- 
cordance with  section  703  of  the  act 
which  states  that  the  Secretary  shall, 
to  the  extent  practicable,  announce  the 
soivort  price  level  for  wool  sufficiently 
in  advance  of  each  marketing  year  as 
will  permit  producers  to  plan  their  pro- 
duction for  such  marketing  year.  For 
each  marketing  year,  price  support  on 
shorn  wool  will  be  furnished  by  means  of 
payments  to  the  producer  in  accordance 
with  the  provisions  of  this  subpart  on 
the  shorn  wool  he  mai^ets  in  that  mar- 
keting year.  Payments  will  not  be  made 
on  marketings  of  the  pelts  of  sheep  or 

(b>  1962  marketino  year.  For  the 
1962  marketing  year,  the  price-support 
level  was  announced  on  October  6,  1961, 
as  62  cents  per  pound  of  shorn  wool, 
grease  basis. 

§  472.1103     Eligibility  for  incentive  pay- 
its. 


Before  pasrments  under  this  program 
ffmi  be  vproved  pursuant  to  any  appli- 


cation for  payment  covering  any  lot  or 
lots  of  wool,  the  following  reqniremmts 
must  be  satisfied : 

(a)  Except  as  provided  in  II  472.1151 
to  472.1155,  the  applicant  most  be  the 
producer,  and  in  the  case  of  a  Joint  ap- 
plication each  applicant  must  be  a  pro» 
ducer  (as  defined  in  i  472.1171),  of  the 
shorn  wool. 

(b)  The  wool  must  have  been  shorn 
in  the  United  States  on  or  after  Januaiy 
1,  1955,  and  must  have  been  marketed 
within  a  specified  marketing  year  as  de- 
fined in  S  472.1171(1).  For  the  purppae 
or  this  program,  shorn  wool  is  deemed  to 
include  murrain  and  other  wool  removed 
from  dead  she^  and  other  off  woaia  such 
as  black  wool,  tags,  and  crutchlngs.  H 
wool  is  shorn  from  imported  sheep  or 
lambs  while  they  are  held  In  quaranttoe 
in  connection  with  the  importatkm.  such 
wool  is  not  considered  to  have  been  shorn 
in  the  United  States. 

(c)  The  wool  as  well  as  the  sheep  or 
lambs  from  which  it  was  shotn.  must 
have  been  pwned  by  the  producer  at  the 
t-imp  of  shearing,  and  the' sheep  or  lambs 
must  have  been  owned  by  him  in  the 
United  States  for  not  less  than  30  days  at 
any  time  prior  to  his  filing  the  vpltea- 
tion  for  payment  (8  472.1142),  wtthtte 
following  exception:  The  ownership  spec- 
ified in  the  preceding  sentence  is  not  re- 
quired of  an  i^plicant  for  payment  who 
has  an  agreement  with  the  owner  of  the 
animals  pursuant  to  which  the  appli- 
cant, in  return  for  furnishing  labor  m 
connection  with  caretaUng,  Iamb  pro-   ' 
duction,  or  feeding,  is  entitled  either  to  a 
share  in  the  ownership  of  the  wool  Aiom 
from  such  flntmaia  or  a  share  of  the  sates 
proceeds  of  the  wool:  ProtTfded,  That  the 
owner  of  the  animals  who  Joins  in  toe 
application  meets  the  ownership  require- 
ments.   Ownerships  of  wool  or  animals 
as  used  in  this  paragri4)h  does  not  In- 
clude the  ownership  which  in  some  States 
is  held  by  a  person  having  a  iseemity  in- 
terest, such  as  a  mortgage  or  other  lien. 
If  sheep  or  lambs  are  imported  Into  the 
United  States  the  period  of  30  days  for 
which  the  applicant  for  a  payment  Isre- 
required  to  have  owned  them  diaU  begta 
after  their  importation  and  If  they  wcfe 
quarantined  in  connection  with  siKh  fm- 
iwrtation,  the  period  shall  begin  after 
their  release  from  quarantine. 

(d)  Beneficial  interest  in  the  wocJ 
must  always  have  been  in  the  prodooer 
from  the  time  the  wool  was  shorn  vp  to 
the  time  of  its  sale.  A  producer  has  ben-  . 
eflcial  interest  in  wool  (1)  when  he  owns 
it  without  any  other  person  being  en- 
titled to  the  wool  or  Its  proceeds  and 
without  his  having  authorized  any  other 
person  to  sell  or  otherwise  dispose  of  the 
wool;  (2)  when  the  producer  has  anttHg- 
ized  another  person  to  sell  or  otfaendse 
dispose  of  the  wool,  eventransftoing 
legal  title  to  such  other  person,  hot  the 
producer  oontinnes  to  be  entWed  to  tte 
proceeds  from  such  sate  or  othff  dlspnaal 
of  the  wool;  or  (3)  when  the  ptodaecr  is 
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•ntttled  to  ft  8h*re  of  the  wool  or  of  the 
Ijfoocodi  thereof  piirsuant  to  an  agree- 
ment  deaerlted  In  the  exception  in  pant- 
graph  (e)  of  thla  section  though  he  does 
not  own  the  animals  from  which  the  wool 
was  ■bom.  If  the  producer  has  such 
benefldal  interest,  the  fact  that  the  wool 
maj  be  mortgaged  or  subject  to  another 
lien  does  not  change  his  position  as  hav- 
ing a  beneficial  interest. 

(e)  Tlie  producer  shall  report  his  pur- 
chases of  unshorn  lambs  on  or  after  April 
1.  1958.  pursuant  to  §  472.1110,  or  sUte 
that  he  has  made  no  such  purchases 
when  such  statement  Is  in  accordance 
with  the  provisions  of  that  section. 

(f)  Payments  will  not  be  made  on  the 
marketing  of  wool  shorn  from  imported 
sheep  or  lambs  if  the  permit  for  the  im- 
portation of  sheep  or  Iambs  or  a  com- 
munication connected  with  such  permit, 
issued  by  the  Agricultural  Research  Serv- 
ice of  thla  Department,  states  that  the 
Importation  is  for  slaughter. 

S  472.1104      Marketing  within  n  ipecifird 
marketing   year. 


(a)  The  National  Wool  Act  of  1954.  as 
amended,  provides  that  price  support 
under  that  act  shall  be  limited  to  wool 
and  mohair  marketed  during  the  period 
beginning  April  1.  1955.  and  ending 
March  31.  1966.  Successive  payments 
under  this  program  will  be  limited  to 
wool  marketed  during  specified  market- 
ing years  as  defined  in  5  472.1171(1». 

(b)  Marketing  shall  be  deemed  to 
have  taken  place  in  a  marketing  year  if. 
pursuant  to  a  sale  or  contract  to  sell. 
the  last  of  the  following  three  events  in 
the  process  of  marketing  was  completed 
In  that  markeUng  year :  ( 1 )  Title  passed 
to  the  buyer:  (2)  the  wool  was  delivered 

*  to  the  buyer  (physically  or  through  doc- 
uments which  transfer  control  to  the 
buyer) ;  and  (3)  the  last  of  the  factors 
(price  per  pound,  weight.  etc.>  needed  to 
determine  the  total  purchase  price  pay- 
able by  the  buyer  became  available.  The 
factors  are  considered  available  when 
they  are  known  to  the  applicant's  mar- 
keting agency  if  he  markets  through  a 
marketing  agency,  or  they  are  known  to 
the  applicant  if  he  markets  directly. 
Any  one  of  the  three  events  previously 
mentioned  may  be  the  last  event  com- 
pleted. 

(c)  Delivery  of  wool  on  consignment 
to    a    marketing    agency    (defined    in 
S  472.1171)  to  be  sold  for  the  producer's 
acco\int  does  not  constitute  a  marketing. 
This  is  so  even  though  the  consignee  may 
giiarantee  the  producer  a  minimum  sales 
price    or    may    give    him    an    advance 
against  the   prospective  sales  price  or 
may  do  both.    Wool  delivered  on  con- 
signment shall  not  be  deemed  marketed 
by  the  producer  until  it  has  been  mar- 
keted by  the  marketing  agency,  except 
that  if  the  marketing  agency  has  guar- 
anteed a  iwiwtmiim  sales  price,  is  unable 
to  sell  the  wool  for  more,  and  with  the 
producer's  consent  takes  it  over  at  the 
T»^in<miwn  sales  price,  the  wool  is  deemed 
marketed  when  it  is  so  taken  over  by 
the  maitetlng  agency.   When  a  producer 
transfers  to  a  marketing  agency  title  to 
his  wool  and  provides  that  such  agency 
shall  market  the  wool  and  that  the  pro- 
ducer shall  be  entitled  to  the  proceeds 
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of  such  marketing,  the  producer  shall 
be  deemed  to  have  consigned  the  wool. 

(d)  The  exchange  of  wool  for  mer- 
chandise or  services  (for  Instance,  shear- 
ing) will  be  considered  a  sale,  provided 
a  definite  price  is  established  for  the 
wool. 
§  172.1103      Rule  of   incentive   payment. 

Upon  expiration  of  a  specified  market- 
ing year  and  after  the  Department  of 
Agriculture  has  determined  the  national 
average  price  for  wool  received  by  pro- 
ducers In  that  marketing  year,  the  De- 
partment will  announce  the  rate  of  the 
incentive  payment  under  this  program. 
The  rate  of  payment  will  be  the  percent- 
age of   the   national  average   price   re- 
ceived by  producers  in  a  specified  mar- 
keting year  which  is  required  to  bring 
such  national  average  price  up  to  the 
incentive  price  announced  for  that  year. 
For  example,   if   the   reported    national 
average  price  received  by  producers  for 
wool    sold     during    a    marketing    year 
should   be    50   cents   and    the   incentive 
price   for   that   year  was  62   cents,  the 
difference  between  50  cents  and  the  in- 
centive price  of  62  cents  previously  an- 
nounced   would    be    12    cents,   and    this 
figure  would  constitute  24  percent  of  the 
national  average  price  of  50  cents.     In 
such  a  case,  the  rate  of  incentive  pay- 
ment would  be  24  percent  of  the  net  sales 
proceeds  received  by  each  producer. 


§  172.1106      r.ompul«tion  of  payment. 

( a  >  In  order  to  determine  the  amount 
of  the  incentive  payment  due  to  a  pro- 
ducer on  the  wool  he  marketed  during 
a  marketing  year,  the  percenUge  com- 
puted pursuant  to  5  472.1105  will  be  ap- 
plied to  the  net  sales  proceeds  for  the 
wool  determined  in  accordance  with  par- 
agraph (b»  of  this  section.  The  amount 
so  computed  may  be  reduced  on  account 
of  purchases  of  unshorn  lambs  (defined 
in  3  472.1171) .  in  accordance  with  para- 
graph (c>  of  this  section.  If  the  pro- 
ducer files  more  than  one  application  in 
the  same  county  office  or  different  county 
offices,  all  such  applications  may  be  con- 
sidered together  for  the  purpose  of  de- 
termining the  amount  of  the  pajonent 
based  on  the  sales  of  shorn  wool  and  the 
amount  of  the  reduction  on  account  of 
purchases  of  unshorn  lambs. 

(bt   The  net  sales  proceeds  shall  be 
determined  by  deducting  from  the  gross 
sales  proceeds  of  the  wool  all  marketing 
expenses,    such    as    for    transportation 
from  the  local  shipping  point;  handling 
(including  commissions)  ;  grading,  scour- 
ing:   or   carbonizing.      Items,   however, 
listed  in  8  472.1108(aM7>   as  "other  de- 
ductions" shall  not  be  deducted.    The 
figure  so  arrived  at  will  express  the  net 
proceeds  received  by  the  producer  at  his 
farm,  ranch,  or  local  shipping  point  (de- 
fined   in    5  472.1171).    For  example,   if 
the  producer  marketed  his  clip  of  500 
pounds  at  50  cents  per  pound,  he  re- 
ceived $250  as  gross  proceeds  and,  if  the 
marketing  deductions  totaled  $25.  his  net 
proceeds  of  sale   (after  marketing  de- 
ductions)   amounted  to  $225.     For  the 
purpose  of  this  program,  the  producer 
Is  expected  to  deliver  his  wool  packed  in 
bags  to  his  local  shipping  point  and  to 
bear  the  storage  expenses  until  the  wool 
Is  sold.    Consequently,  charges  made  for 


furnishing  wool  bags,  storing  wool,  « 
transporting  wool  to  the  producer's  loan 
shipping  point  shsdl  not  be  considml 
deductible  marketing  charges.  Neith« 
are  other  charges,  not  directly  related  It 
the  marketing  of  the  wool,  such  as  In- 
terest on  advances  or  dues  owing  ui 
association,  to  be  considered  marketing 
charges.  As  to  net  sales  proceeds  la 
case  of  a  guaranteed  minimum  sales 
price,  see  J  472.1108(a)  (6) . 

(C)  If  pursuant  to  S  472.1110,  the  pn»- 
ducer  reports,  in  his  application  for  pay. 
ment.  the  purchase  on  or  after  April  I, 
1956.  of  any  unshorn  lambs,  his  inoen- 
tlve  payment  computed  In  accordanes 
with  paragraph  (a)  of  this  section  shall 
be  reduced  by  an  amount  resulting  fnai 
multiplying  the  reported  liveweight  of 
the  animals  purchased  on  or  after  Aprfl 
1,  1956.  as  unshorn  lambs,  by  the  an- 
nounced rate  per  hundredweight  to  bs 
paid  on  sales  of  unshorn  lambs  durtng 
the  marketing  year  for  which  the  pro- 
ducer makes  his  application.  If  the 
amount  of  the  reduction  exceeds  the 
payment  computed  on  the  shorn  wool 
marketed,  the  liveweight  of  lambs  whkh 
corresponds  to  the  excess  amount  shall 
be  carried  forward  and  used  to  reduee 
payments  on  shorn  wool  or  unshoni 
lambs  marketed  in  the  current  or  futun 
years. 
§  472.1107      Supporting  documenU. 

la)  General.  The  application  for 
payment  on  account  of  shorn  wool 
(5  472.1109)  shall  be  supported  by  tbi 
original  sales  document  (defined  la 
§  472.1171)   for  the  wool  sold. 

( b )  Original  sales  document  retaitui. 
If  the  applicant  does  not  wish  the  origi- 
nal sales  document  to  remain  with  tbs 
ASCS  county  office,  he  may  submit  a 
photostat  or  similarly  reproduced  or 
carbon  or  typewritten  copy  of  the  origi- 
nal document.  However,  he  must  sbofw 
the  original  document  to  the  ASCS 
county  office  where  the  statements  on 
the  copy  will  be  confirmed  by  compari- 
son with  the  original.  The  original  salfli 
document  will  be  appropriately  stamped 
or  marked  to  indicate  that  It  had  been 
used  in  support  of  an  application  for 
payment  under  this  program  and  will  bt 
returned  to  the  applicant.  He  will  bs 
required  to  retain  it  In  accordance  with 
J  472.1158. 

(c)  Practice  of  issuing  carbon  or 
photostat  copies.  If  It  is  the  practlot 
of  the  person  or  firm  that  prepared  the 
sales  document  to  furnish  a  carbon  or 
photostat  copy  to  the  seller  in  place  of 
the  original,  the  producer  may  submit 
that  copy  in  support  of  his  appUcattai, 
provided  the  copy  bears  a  signature,  ta 
accordance  with  j  472.1108(a)  (10).  flj 
the  person  or  of  the  representative  of 
the  firm  that  prepared  the  original  saki 
document.  Such  copy  shall  be  treated 
like  an  original  for  the  purposes  men- 
tioned in  this  section. 

(d)  Lost  or  destroyed  sales  docurnem. 
If  the  original  sales  dociunent  has  b6« 
lost  or  destroyed,  the  applicant  may  «i^ 
mlt  a  copy,  certified  by  the  buyer  or  tbi 
applicant's  marketing  agency,  and  such 
certified  copy  shall  be  treated  like  tm 
original  for  the  purposes  mentioned  In 
this  section. 


Tkmnday,  February  h  1962 


I  jT^llOS     ContenU  of  *■!•• 

•Ttae  sales  documents  attached  to  each 
gJ^McMtioD  for  an  incentive  payment 
mit  contain  a  final  accounting,  meet^ 
tec  the  requirements  of  paragraph  (a) 
^(b)  of  this  section,  for  the  wool  cov- 
gi»A  by  the  sales  document.  Contracts 
STen  as  well  as  tentative  or  pro  forma 
lectlements  wiU  not  be  acceptable  as  sales 
Awnments  meeting  such  requirements. 
Bnept  as  provided  In  88  472.1151  to 
472 1168.  sales  documents  must  cover 
^rool  sold  by  the  applicant. 

(a)  Sales  other  than  at  farm,  ranch, 
or  local  shipping  point.  Each  sales  docu- 
ment except  a  document  covering  an 
outright  sale  at  the  producer's  farm, 
nmch.  or  local  shipping  point  aivd  de- 
scribed in  paragraph  (b)  of  this  section, 
must  be  prepared  by  the  purchaser  or 
the  applicant's  marketing  agency  and 
must  contain  at  least  the  following 
Information: 

(1)  Name  and  address  of  seller. 

(2)  Date  of  sale:  In  case  the  pro- 
ducer's shipment  to  a  marketing  agency 
is  sold  in  parts  within  a  marketing  year, 
the  date  when  final  settlement  is  made 
within  that  marketing  year  for  the  wool 
that  was  sold  within  that  marketing  year 
may  be  shown  on  the  sales  document  as 
the  date  of  sale  Instead  of  the  various 
dates  on  which  the  sales  actually  took 

place. 

(3)  Net  weight  of  wool  sold:  If  the 
wool  was  sold  as  scoured  or  carbonized 
wool,  the  original  grease  weight  must  be 
ihnwn  as  well  as  the  scoured  or  car- 
bonised weight. 

(4)  The  gross  sales  proceeds  or  sui- 
fldent  information  from  which  the  gross 
sales  proceeds  can  be  determined,  except 
when  the  practice  is  otherwise  as  pro- 
vkled  in  subparagraph  (5)  of  this 
paragraph. 

(5)  Marketing  deductions.  If  any  (see 
1472.1106(b)).  except  as  otherwise  pro- 
vided in  this  subparagraph:  The  mar- 
keting deductions  may  be  itemized  or 
they  may  be  shown  on  the  sales  docu- 
ment as  a  composite  figure  for  all  mar- 
keting charges  with  an  explanation  of 
what  services  are  included  in  that  figure. 
S  it  is  the  practice  of  a  marketing 
agency  to  show,  on  the  sales  document, 
only  the  net  proceeds  after  marketing 
deductions,  the  gross  sales  proceeds  and 
the  amount  of  the  marketing  deductions 
need  not  be  shown,  provided  the  sales 
document  contains  a  statement  reading 
substantially  as  follows:  "The  net  sales 
proceeds  after  marketing  deductions 
shown  herein  were  computed  by  deduct- 
ing from  the  gross  sales  proceeds  charges 
for  the  following  marketing  services: 

__,   Details  of  these  charges  will 

be  fiunished  on  request."  All  the  serv- 
ices for  which  deductions  are  made  shall 
be  enumerated  in  the  blank  space  Indi- 
cated. If  a  sales  document  shows 
ehsfges  without  specifying  their  nature, 
tbey  will  be  considered  marketing 
diarges  and  will  thus  rfimtniati  the  net 
proceeds  on  which  the  Incentive  payment 
It  computed. 

(6)  Net  proceeds  after  marketing  de- 
ductions. If  a  sales  document  contains 
a  figure  for  net  proceeds  after  mai^et- 
iDg  deductions  computed  for  a  location 
other  than  the  producer's  farm,  ranch* 


FEDERAL  REGISTER 

or  loeal  diipping  point,  the  person  pre- 
parkv  the  sales  document  shall  show 
tiMnon  the  name  of  the  location  for 
whteh  Vbe  net  proceeds  have  been  som- 
pnted.  If  a  marketing  agency  has  guar- 
anteed a  w«<»^*winwi  sales  price  for  the 
wool.  Is  unable  to  sell  the  wool  for  a 
higher  price,  and  therefore  settles  with 
the  producer  on  the  basis  of  such  guar- 
anteed iw*w<wiiim  price,  the  sales  docu- 
ment shpt'^^  be  on  the  basis  of  that  guar- 
anteed miTitmiim  price  regardless  of  a 
lower  price  at  which  the  agency  may 
sell  the  wool.  In  such  a  case,  the  mar- 
keting agency  may  indicate  on  the  sales 
document  that  the  price  Is  the  guaran- 
teed m'T^imiim  sales  price. 

(7>  Other  deductions,  such  as  those 
for  bags,  storage,  Interest,  association 
dues,  and  charges  not  directly  related 
to  the  marketing  of  the  wool.  . 

(8)  Amount  paid  to  the  seller. 

(9)  Name  and  address  of  the  piu-chas- 
er  or  marketing  agency  issuing  the  sales 
document. 

(10)  Signatture:  The  sales  dociunent 
must  bear  a  handwritten  signature  by  or 
on  behalf  of  the  person  or  firm  issuing 
the  sales  document.  Acceptable  signa- 
tures will  consist  of  at  least  one  initial 
or  name  by  ^^ilch  the  person  is  gen- 
erally known,  followed  by  his  last  name 
in  fuH.  A  carbon  Impression  or  fac- 
simile-of  a  handwritten  signature  is  not 
acceptable. 

(11)  A  sales  document  issued  by  a 
marketing  agency  and  covering  sales 
naade  on  various  dates  within  a  mar- 
keting year  shall  contain  a  statement 
that  the  wo<d  was  marketed  during  that 
maxiceting  year  as  required  by  the  regu- 
lations issued  pursuant  to  the  National 
Wool  Act  of  1954.  as  amended. 

(b)  Sales  at  farm,  ranch,  or  local 
s/Uppteflr  potnf.  Each  sales  dociunent, 
covering  an  outright  sale  at  the  pro- 
ducer's farm,  ranch,  or  local  shipping 
point  and  attached  to  an  application  for 
incentive  payment,  shall  be  prepared  by 
ttie  purchaser  and  must  contain  at  least 
the  following  information:  Name  and 
address  of  seller;  date  of  sale;  net  weight 
of  wool  sold;  the  net  amount  received  by 
the  producer  for  the  wool  at  his  farm, 
ranch,  or  local  shipping  point:  any  ap- 
idlcaUe  nomnarketing  deductions,  such 
as  association  dues  or  interest  on  ad- 
vances; the  name  and  address  of  the 
purchaser;  and  the  signature  of  the  pur- 
chaser or  his  agent. 

8  472.1109     Preparation  of   application. 

(a)  The  application  for  pasrment  on 
account  of  shorn  wool  shall  be  prepared 
on  Form  CCX7  1155,  "Application  for 
Incentive  Payment — Shorn  Wool."  The 
producer  may  use  the  applicable  section 
of  the -form  in  authorizing  a  marketing 
agency  to  file  an  application  on  his  be- 
half with  respect  to  wool  he  delivers  to 
the  marketing  agency  to  be  sold  for 
his  account.  If  he  paid  any  ooaiiLetlng 
charges  (I  472.1108(a)  (5) )  not  shown 
on  the  sales  document,  such  as  for  scour- 
ing or  carbonizing,  grading,  or  freight 
from  the  applicant's  local  shipping  point, 
such  charges  shall  be  considered  with 
the  marketing  charges  shown  on  the 
sales  document  in  arriving  at  the  net 
proceeds. 


(b)  The  applicant  may.  at  hia  dls».  * 
cretion.  complete  and  file  the  spplissttsa 
himself .  in  which  case  he  dMMdd  ladieato 
in  the  appropriate^aeetiaa  at  ttw  tocm 
that  he  has  not  designated  a  mazketlBC 
agency  to  file  on  his  behalf.  He  maar. 
however,  give  the  required  lafoiOMtlaii 
about  his  production  and  ownerddp.  sign 
the  applicable  certificatiaau  forward  the 
aiwllcation  to  his  marketing  agency,  and 
request  it  to  fill  out  the  section  showing 
sales  of  wool,  to  sign  the  certiflcatloa  ap- 
plicable to  its  situation,  and  to  flle-the 
application  with  the  required  attach- 
ments on  behalf  of  the  applicant  in  the 
appropriate  ASCS  county  ofllce  in  ac- 
cordance with  9  472.1142(a).  If  the  ap- 
plicant chooses  this  method  at  sabmit- 
ting  his  application,  he  will  be  re^onsi- 
ble  for  the  correctness  of  the  ixdarmatian. 
furnished  by  the  marketing  agency  as 
well  as  for  compliance  by  it  with  the  re- 
quirements as  to  the  time  and  manner 
of  filing  the  i4>Plication. 

§  472.1110     Report  of  purciiascs  of  nn- 
shom  lamlM. 

In  making  application  for  payment  on 
Uie  sale  of  shorn  wool,  the  producer  diall 
report,  as  prescribed  In  this  sectkm.  with 
reference,  to  animals  purchased  br  him 
as  imshorn  lambs,  the  date  of  eadi  pur- 
chase as  well  as  the  number  and  Uve- 
weight  of  the  animals  purchaeed.  If 
pmxhased  lambs  which  the  anphmrt 
for  a  payment  is  required  to  report  were 
imported,  the  liveweight  required  to  be 
reported  shall  be  the  liveweight  of  the 
lambs  at  the  time  they  were  imported 
and  if  they  were  quarantined  in  connec- 
tion with  the  Importation,  at  the  tine 
they  were  released  from  quarantine  For 
the  purpose  of  such  reporting,  imported 
lambs  whether  or  not  purchased  by  the 
m>pUcant  shall  be  treated  as  If  they  had 
been  purchased  by  him. 

(a)  Report  on  actuml  ba^.     (1)  If 
wool  removed  In  the  first  Clearing  of  ani- 
mals purchased  by  the  apidicant  as  un- 
shorn lambs  on  or  after  April  1.  19M.  is 
included  in  the  applicatUm.  and  the  ap- 
plicant's operations  are  conducted  in 
such  a  manner  that  he  is  abte  to  idsntity 
the  lambs  from  which  such  wool  was 
shorn,  he  shall  report  the  dale  of  pur- 
chase as  well  as  the  number  and  Uv»- 
weight  of  the  apltwutin  that  he  purchased 
as  unshorn  lambs  on  or  after  April  1. 
1954,  from  which  such  wool  was  s«dbse- 
quently  shorn  and  included  in  the  ap- 
plication.   Among  the  lambs  purdiased 
he  shall  Include  those  which  died  after 
purchase  and  from  which  the  wool  was 
removed  and  included  in  the  application 
(2)  If  the  aiH>licant  knows  that  his 
application  does  not  include  any  wool 
which  was  r^noved  in  the  first  shearing 
of  the  animals  purchased  by  him  on  m 
after  April  1,  1956,  as  unshorn  lambs. 
he  will  rQX>rt  no  purchases  of  unebom 
lambs. 

(b)  Report  on  "first  in.  first  out" 
basis:  (1)  In  the  event  the  applicant 
does  not  know  whether  or  not  wool  re- 
moved in  the  first  shearing  from  ani- 
mals purchased  by  him  on  or  after  ApcH 
1,  1956.  as  unshorn  lambs  Is  tocludert  ia 
the  application,  or  knows  that  some  such 
wool  is  included  but  is  unable  to  mwrt 
the  exact  date  of  purchase  of  sa^  IsiBb^ 


hb  ahall  report  on  a  "first  in.  first  out" 
bMls.  as  hereinafter  explained,  the  date 
of  purchase  as  well  as  the  number  and 
llrewelght  of  a  quantity  of  unshorn 
lambs  equal  to  the  number  of  sheep  and 
lambs  from  which  wool  was  shorn  and 
included  in  the  triplication.  The  report- 
ing of  purchased  lambs  shall  be  con- 
tinued in  subeequent  iM^pUcatlons  for  in- 
centive pasrment  on  shorn  wool  and 
applications  for  pajrment  on  unshorn 
lambs  until  the  applicant  has  accoxmted 
for  all  *nim»i«  purchased  by  him  on  or 
after  April  1. 1956.  as  unshorn  lambs  and 
not  reported  in  an  application  for  pay- 
ment for  shorn  wool  or  unshorn  lambs 
for  the  1956  or  a  subsequent  marketing 
year.  However,  he  need  not  report  ani- 
mals ptirehased  on  or  after  April  1.  1956, 
If  for  any  reason  4ie  has  not  applied  for 
a  payment  for  the  1956  or  a  subsequent 
marketing  year  on  the  sale  of  those  ani- 
mals or  on  the  sale  of  the  wool  shorn 
therefrom.  If  the  producer  does  not 
have  sufficient  marketings  of  wool  and 
unshorn  lambs  during  a  specified  mar- 
keting year  to  cover  all  animals  pur- 
chased by  him  as  unshorn  lambs  on  or 
after  April  1. 1956.  that  had  not  been  re- 
ported in  a  previous  application  and 
Ofmsequently  does  not  report  all  of  his 
purchases  of  unshorn  Isunbs  in  appli- 
cations for  the  qpecifled  marketing  year, 
the  balance  shall  be  carried  forward  and 
r^X>rted  in  succeeding  marketing  years 
for  which  similar  payments  may  be  made 
pursuant  to  the  National  Wool  Act  of 
1954.  as  amended. 

(2)  For  example,  if  the  producer's  first 
application  for  a  specified  marketing 
year  covers  the  sale  of  wool  shorn  from 
200  sheep  or  lambs,  he  shall  report  in 
that  application  the  date  of  purchase,  the 
number,  aikl  the  liveweight  of  the  first 
200  ft"<"T«ti«  he  purchased  on  or  after 
April  1, 1956.  as  unshorn  lambs  that  were 
not  reported  in  a  previoua  application 
for  payment  filed  for  shorn  wool  or  un- 
shorn lambs  marketed  in  the  1956  or  a 
subsequent  marketing  year.  If  for 
ouunple,  his  second  application  covers 
the  sale  of  300  unshorn  lambs,  he  shall 
report  in  that  application  the  same  in- 
formation for  the  next  300  animals  that 
he  purchased  on  or  after  April  1.  1956. 
and  that  were  not  reported  in  a  previous 
i4>plicatlon  for  payment;  and  as  addi- 
tional applications  are  filed  either  on 
shoAi  wool  or  unshorn  lambs,  he  shall  re- 
port his  purchases  in  chronological  or- 
der until  all  purchases  up  to  the  date  of 
his  application  are  accounted  for,  in 
accordance  with  subparagraph  <  1  >  of  this 
paragraph. 

(3)  If  the  producer  makes  application 
for  a  payment  on  the  sale  of  either 
shorn  wool  or  unshorn  lambs  after  he 
has  reported  his  total  purchases  of  un- 
shorn lambs  on  or  after  April  1,  1956. 
he  will  report  no  purchases  of  unshorn 
lambs  In  such  an  application. 

UifSHOEK  Lambs  (Pulled  Wool> 

§  472.1121      Rate  of  parm«nt. 

The  National  Wood  Act  of  1954.  as 
amended,  provides  in  section  703  that 
the  sui>port  price  for  pulled  wool  shall 
be  established  at  such  a  level,  in  rela- 
tionship to  the  support  price  for  shorn 
wool,  as  the  Secretary  determines  will 
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infii«^Aiw  normal  marketing  practices 
for  pulled  wooL  Payments  will  be  made 
in  accordance  with  this  subpart  for  wool 
on  live  lambs  that  have  never  been  shorn 
and  are  sold  or  moved  to  slaughter  in  a 
specified  marketing  year,  and  will  be  at  a 
fiat  rate  per  hundredweight  of  live  ani- 
mals. Payments  will  not  be  made  on  the 
sale  of  the  pelts  of  sheep  or  lambs.  The 
payments  will  be  based  on  the  average 
weight  of  wool  per  hundredweight  of 
animals  (5  pounds)  multiplied  by  80 
percent  of  the  difference  between  the  na- 
tional average  price  received  by  pro- 
ducers for  shorn  wool  during  a  specified 
marketing  year  and  the  announced  in- 
centive price  per  pound  of  shorn  wool 
for  that  year.  The  exact  rate  of  pay- 
ment will  be  determined  after  the  end  of 
that  marketing  year.  For  example,  if  the 
reported  national  average  price  received 
by  producers  for  wool  sold  during  a  mar- 
keting year  should  be  50  cents  and  the 
incentive  price  for  that  year  should  be 
62  cents,  the  rate  of  payment  per  hun- 
dredweight of  live  lambs  would  be  48 
cents. 

§472.1122      Eligibilitr   for  paymcnla  on 
lambit. 

Before  payments  under  this  program 
can  be  approved  pursuant  to  an  applica- 
tion covering  any  lot  or  lots  of  lambs, 
the  following  requirements  must  be 
satisfied: 

( a >    Thirty  days'  ownership.     If  a  pro- 
ducer Is  to  qualify  for  a  payment,  he 
must  have  owned  the  lambs  for  30  days 
or  more   in  the  United  States,  and   if 
a  slaughterer  (as  defined  in  5  472.1171) 
is  to  qualify  for  a  payment,  he  must 
have  owned  the  lambs  for  30  days  or 
more  in  the  United  States  prior  to  their 
moving  to  slaughter,  with  the  following 
exception:  Ownership    Interest    in    the 
lambs  for  the  30-day  period  is  not  re- 
quired of  an  applicant  for  payment  who 
has  an  agreement  with  the  owner  of  the 
lambs  pursuant  to  which  the  applicant, 
in  return  for  furnishing  labor  in  con- 
nection with  carctalcing  or  feeding  of  the 
lambs,  is  entitled  either  to  a  portion  of 
the  Iamb  production  or  to  a  share  in 
the  proceeds  from  the  sale  of  the  lambs: 
Provided.  That  the  owner  of  the  Iambs 
who  joins  in  the  application  meets  the 
30-day  ownership  requirement.     Owner- 
ship of  Iambs,  as  used  in  this  paragraph, 
does  not  include  the  ownership  which  in 
some  States  is  held  by  a  person  having 
a  security  interest,  such  as  a  mortgage 
or  other   lien.     If   lambs   are    imported 
into  the  United  States  the  period  of  30 
days  for  which  the  applicant  for  a  pay- 
ment is  required  to  have  owned  them 
shall  begin  after  their  Impxirtation  and 
if  they  were  quarantined  in  connection 
with  such  importation,  the  period  shall 
begin  after  their  release  from  quaran- 
tine. 

(b>  Never  shorn.  The  lamljs  must 
never  have  l)een  shorn  at  the  time  of 
sale  or.  In  the  case  of  an  application  by 
a  slaughterer,  at  the  time  of  moving  to 
slaughter. 

<c)  Sold  or  moved  to  slaughter  in  a 
specified  marketing  year.  The  lambs 
must  have  been  sold,  that  Is,  title  to  the 
lambs  must  have  passed  to  the  buyer, 
within   a  specified  marketing  year  or. 


in  the  case  of  lambs  that  are  owned  ^  . 
a  slaughterer  for  30  or  more  days  befan 
moving  to  slaughter.  The  lambs  miMt 
have  moved  to  slaughter  within  tilt 
specified  marketing  year. 

(d)  Report  of  purchased  lambs.  Hit 
applicant  must  either  report  his  pur» 
chases  of  unshorn  lambs,  pursuant  tt 
i  472.1126,  or  state  that  he  has  madt- 
no  such  purchases  when  such  statemeat 
is  in  accordance  with  the  provisions  oC 
that  section. 

(e)  Importation  for  slaughter.  Pay- 
ments wlU  not  be  msule  on  the  marketlaf 
of  Imported  lambs  If  the  permit  for  tlit 
Importation  of  sheep  or  lambs  or  a  ooa- 
munication  connected  with  such  penntt, 
Issued  by  the  Agricultural  Resear^ 
Service  of  this  Department,  states  that 
the  importation  is  for  slaughter. 

§  472. 1 1 23     Computation   of  payneal. 

( a )  In  order  to  determine  the  amount 
of  the  payment  due  to  an  applicant,  the 
rate  of  payment,  computed  pursuant  tt 
5  472.1121.  shall  be  applied  to  the  live- 
weight  (defined  In  8  472.1171)  of  tbe 
lambs  sold  or  moved  to  slaughtv 
(§  472.1122(c)),  during  the  specified 
marketlrig  year.  Such  liveweight.  how- 
ever, shall  be  reduced  by  the  liveweight 
of  any  lambs  reported  in  the  applicatiOB 
for  payment,  pursuant  to  S  472.1128.  ti 
having  been  purchased  or  imported  by 
the  applicant  as  unshorn  lambs. 

( b )  For  example.  If  the  appUcant  sella, 
during  a  specified  marketing  year.  100 
unshorn  Iambs  weighing  8,000  poundt 
which  he  produced  on  his  farm  or  ranch. 
he  will  be  entitled  to  a  payment  on  a 
liveweight  of  8.000  pounds.  On  the  other 
hand,  if  the  applicant  sells,  during  a 
specified  marketing  year,  100  unshorn 
lambs  weighing  8,000  pounds,  having 
purchased  these  lambs  at  a  weight  oC 
6.000  pounds,  he  will  be  entitled  to  a  pay- 
ment on  a  liveweight  of  2,000  poundi 
(i.e..  8.000  pounds  minus  6,000  pounds). 

ic)  If  the  liveweight  reported  pur- 
suant to  §  472.1126  exceeds  the  liveweight 
of  the  unshorn  Iambs  sold  or  moved  to 
slaughter  during  the  marketing  year  for 
which  the  application  Is  filed,  such  exce* 
liveweight  shall  be  carried  forward  and 
used  to  reduce  pajrments  on  unshorn 
lambs  or  shorn  wool  marketed  In  tbe 
current  or  future  years. 

(d»  If  the  producer  files  more  than 
one  application  in  the  same  county  of- 
fice or  in  different  county  offices,  all  such 
applications  may  be  considered  together 
for  the  purpose  of  determining  the 
amount  of  the  payment  based  on  the 
sales  of  unshorn  lambs  and  the  amount 
of  the  reduction  on  account  of  purchaaet 
of  unshorn  lambs. 

§172.1124      Appliration  for  payment  and 
nupporting   documents. 

(a)  General.  The  application  for  a 
payment  on  account  of  unshorn  lamlv 
shall  be  made  on  Form  CCC  1156,  "Ap- 
plication for  Payment — Unshorn  Lambs 
(Pulled  Wool)".  The  application  sbaH 
be  supported  by  an  original  sales  docu- 
ment, as  set  forth  In  paragraph  (a)  id 
i  472.1125  or.  In  case  of  application  by  a 
slaughterer,  by  the  substitute  docimwnl 
as  set  forth  In  paragraph  (b)  of  that 
section,  and  such  other  evidence  as  mii^ 
show  compliance  with  the  program. 
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(hJ  Applicant  retains  oHginai  sales 
goaanent.  If  the  appUcant  does  not 
^^  the  original  sales  document  to  re- 
Z^  with  the  ASCS  county  ofllce,  bfi 
Mj  submit  a  photostat  or  similarly  re- 
fgff^aeed  or  carbon  or  typewritten  copy 
at  the  original  document.  However,  he 
gnist  Aow  the  original  document  to  the 
A0C8  county  ofBce  where  the  statements 
on  the  copy  will  be  confirmed  by  eom- 
rjtximm  with  the  origihal.  The  original 
igSes  document  will  be  appropriately 
glaniped  or  marked  to  indicate  that  it 
Iiad  been  used  in  support  of  an  i4>pUca- 
tloB  for  pasmient  imder  this  program  and 
iiin  be  returned  to  the  appUcant.  He 
wis  be  required  to  retain  it  in  accordance 
with  1 472.1158. 

(c)  Practice  of  issuing  carbon  or 
photostat  copies.  If  it  is  the  practice  of 
the  person  or  firm  that  prepared  the 
gtlet  document  to  furnish  a  carbon  or 
pliotostat  copy  to  the  seUer  in  place  of 
the  original,  the  producer  may  submit 
that  eopy  in  support  of  his  appUcatlon, 
novided  the  copy  bears  a  signature  in 
aoeordance  with  §  472.1125(a)  (6) .  of  the 
person  or  the  representative  of  the  firm 
{^tmi.  prepared  the  original  sales  docu- 
ment. Such  copy  shaU  be  treated  like  an 
original  for  the  purposes  mentioned  in 
this  section. 

(d)  Lost  or  destroyed  sales  document. 
If  the  original  sales  docinnent  has  been 
kwt  or  destroyed,  the  appUcant  may 
submit  a  copy,  certified  by  the  person 
who  issued  the  original,  and  such  cer- 
tlfled  copy  shall  be  treated  like  an  orig- 
inal for  the  purposes  mentioned  in  this 
aeetlon. 

§  472.1  I2S     Contents  of  sales  docninents. 

(a)  Sale  by  prodtu:ers.  Each  sales 
document  supporting  the  i4)pUcation 
must  cover  lambs  sold  by  the  am>Ucant, 
except  as  provided  In  §8  472.1151  to  472.- 
1155:  must  Ifa  issued  by  the  purchaser  or 
the  producer's  marketing  agency;  and 
must  show  the  following : 

(1)  Name  and  address  of  seller. 

(2)  Date  of  sale. 

(S)  Number  of  imshom  Iambs  sold:  If 
the  sales  docimient  does  not  clearly  iden- 
tify the  animals  as  lambs  that  had  never 
been  shorn  at  the  time  of  sale,  the  per- 
son Issuing  the  sales  document  shaU  add 
a  statement  to  that  effect.  If  the  sales 
doexmient  refers  to  the  animals  as  "un- 
abom  lambs ".  this  wlU  hidicate  that  the 
lambs  were  never  shorn,  in  accordance 
with  the  deflniUon  in  S  472.1171.  Like- 
wise, if  the  document  is  issued  in  connec- 
UoQ  with  the  sale  of  imshom  lambs  but 
also  covers  the  sale  of  other  animals, 
the  person  preparing  the  sales  document 
sball  clearly  indicate  therein  in  some 
manner  the  number  and  the  Uvewelght 
of  unshorn  lambs  included  in  the  sale. 

(4)  Liveweight  of  unshorn  lambs  sold: 
If  the  weight  is  not  determined  by  scales, 
this  weight  may  be  an  estimated  weight 
•greed  to  by  the  buyer  and  the  seUer. 

(5)  Name  and  address  of  the  purchaser 
or  marketing  agency  issuing  the  sales 
document. 

(6)  Signature:  The  sales  document 
Bnist  bear  a  handwritten  signature  by  or 
on  bdialf  of  the  person  or  firm  Issuing 
ths  sales  doexmient.  Aeceptable  signa- 
tures wUl  consist  of  at  least  one  initial 
or  name  by  which  the  persoa  Is  genenlly 
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known,  f  oUowed  by  his  last  name  in  f  uU. 
A  carbon  impression  or  facslmUe  of  a 
handwritten  signature  is  not  acceptable, 
(b)  Substitute  for  sales  document  in 
case  of  slaughter.  If  the  application  Is 
made  by  a  slaughterer  who  owned  the 
ftnimaiR  in  the  United  States  for  30  days 
or  more  prior  to  his  moving  them  to 
slaughter  (9  472.1122(c)).  it  shall  be 
supported  by  a  scale  ticket  Instead  of  a 
sales  document.  The  scale  ticket  shall 
indicate  that  it  covers  unshorn  lambs 
which  moved  to  slaughter  and  must  show 
the  information  normaUy  appearing  on 
scale  tickets  issued  by  stockyards  (that 
is,  date  nimiber  of  head  and  classifica- 
tion, weight,  scale  ticket  number,  if  any, 
place  of  weighing,  and  name  of  weigher) . 

§  472.1126     Report  of  purchases  of  un- 
•hom  lamlM. 

In  making  appUcatlon  for  payment  on 
the  sale  of  lambs,  the  producer  shall  re- 
port, as  prescribed  in  this  section,  with 
r^erenee  to  animals  purchased  by  him 
as  imshom  lambs,  the  date  of  each  pur- 
chase as  weU  as  the  number  and  Uve- 
weiglit  of  the  animals  purchased.  If 
purchased  lambs  which  the  appUcant 
for  a  payment  is  required  to  report  were 
imported,  the  Uvewelght  required  to  be 
reported  shaU  be  the  liveweight  of  the 
lambs  at  the  time  they  were  Imported 
and  if  they  were  quarantined  in  connec- 
tion with  the  Importation,  at  the  time 
they  were  released  from  quarantine.  For 
the  purpose  of  such  reporting.  Imported 
lambs  irtiether  or  not  purchased  by  the 
appUcant  shaU  be  treated  as  if  they  had 
been  purchased  by  him. 

(a)  Report  on  actual  basis.  (1)  If  the 
application  Is  based  on  the  sale  of  lambs 
purchased  by  the  appUcant  and  the  ap- 
I^cant's  operations  are  conducted  in 
su<^  a  manner  that  he  is  able  to  identify 
such  lambs,  he  shaU  report  the  date  of 
purchase,  the  niunber,  and  the  liveweight 
of  such  sold  lambs. 

(2)  If  the  appUcant  knows  that  his 
apidication  is  not  based  on  the  sale  of 
any  a"<*"«>^'«  which  were  purchased  by 
him,  he  wlU  report  no  purchases  of  im- 
shom lambs. 

(b)  Report  on  "first  in.  first  out"  basis. 
(1)  Ih  the  event  the  applicant  does  not 
know  whether  or  not  the  appUcatlon  is 
based  on  the  sale  of  lambs  that  he  pur- 
chased, or  he  knows  that  some  such 
lambs  are  included  but  is  unable  to 
report  the  exact  date  of  purchase  of  such 
lambs,  he  shaU  report  on  a  "first  in.  first 
out"  basis,  as  hereinafter  explained,  the 
date  of  purchase  as  weU  as  the  number 
and  Uvewelght  of  a  quantity  of  animals 
purchased  by  him  on  or  after  April  1. 
1956.  as  unshorn  lambs,  equal  to  the 
number  of  lambs  on  the  sale  of  which 
his  mn>llcation  is  based.  This  reporting 
of  purchased  lambs  shaU  be  continued 
in  subsequent  appUcatlons  for  payment 
on  imshom  Iambs  and  appUcatlons  for 
Incenttre  payment  on  shorn  wool  until 
the  appUcant  has  accounted  for  all 
pwiwinia  purchased  by  him  on  or  after 
April  1,  1956,  as  imshom  lambs  and  not 
reported  in  a  previous  appUcatlon  for 
payiBent  for  shorn  wool  or  unshorn 
lambs  for  the  1956  or  a  subsequent  mar- 
keting year.  However,  he  need  not  re- 
port animals  purchased  on  or  after  April 
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1,  1956.  if  for  any  reason  he  has  not'ap- 
pUed  for  a  payment  for  the  19W  or  a^  . 
subsequent  marketing  year  on  tbtt  Mis 
of  these  animals  or  on  the  sale  at  ttm 
wool  shdm  therefrom.  If  the  urodmi 
does  not  have  sufllciait  marketlBSl  of 
unshorn  lamhs  and  wool  during  a  gpsiil- 
fled  marketing  year  to  eover  all  animate 
piuxhased  by  him  as  undioni  lanilis  on 
or  after  April  1,  1956.  that  had  not  been 
reported  in  a  previous  application  aad 
consequently  does  not  report  aO  o(  his 
purchases  of  unshom  landw  in  applica- 
tions for  the  specified  mazketlng  year. 
the  balance  shaU  be  carried  forwird 
and  reported  in  succeeding  markcfting 
years  for  which  similar  payments  nujy 
be  made  pursuant  to  the  National  Wool 
Act  of  1954,  as  amended. 

(2)  For  example,  if  the  prodaoer*8 
first  appUcatlon  for  a  specified  jnaztet- 
ing  year  covers  the  sale  of  900  lambs,  he 
shaU  report  in  that  appUcatlon  the  date 
of  purchase  as  weU  as  the  nmnber  and 
liveweight  of  the  first  300  animals  Ik 
purchased  on  or  after  April  1.  19Si.  as 
unshom  Iambs  that  were  not  reported 
in  a  previous  appUcatlon  for  payment 
filed  for  unshom  lambs  or  ebom  wool 
marketed  in  the  1956  or  a  subseqiKnt 
marketing  year;  if,  for  examide.  hfts  sec- 
ond appUcatlon  covers  the  sate  of  vooi 
shorn  from  200  sheep  or  faunbs,  he  diall 
report  in  that  appUcaticm  the  same  in- 
formation for  the  next  200  animals  tXutt 
he  purchased  cm  or  after  Aprfl  1,  ltS6,  as 
unshom  Iambs  and  that  were  not  re- 
ported in  a  previous  api^leation  for  pay- 
ment; and  as  additional  am>Ueatlons  are 
filed  either  for  unshom  lambs  or  shorn 
wool,  he  ShaU  report  his  purehases  on 
or  after  April  1,  1956.  in  dkronologleal 
order  until  aU  purchases  up  to  the  dale 
of  each  application  are  aceotmted  for.  in 
accordance  with  subparagraph  (1)  of 
this  paragraph. 

(3)  If  the  producer  makes  i^vUcalkm 
for  a  payment  on  the  sale  of  efOser  mk- 
shom  Iambs  or  shmn  wool  after  he  has 
accounted  for  his  total  purchases  of  un- 
shom lambs  on  and  after  April  1.  19M, 
he  wiU  report  no  purchases  of  unshom 
Iambs  in  such  an  i4>plicatlan, 

GxzvKRAL  PaoviBioira 

§  472.1141     Salea  in  good  fahli. 

PByvaexAs  provided  for  tmder  this  pro- 
gram ShaU  be  made  qnttie  basis  of  sales 
of  shorn  wool  or  unsl^^  lambs  executed 
In  good  faith,  and^no  payment  shall  be 
made  on  that  part  of  any  sale  i^ch  has 
been  canceUed  or  on  the  basis  of  sates 
at  prices  or  weights  increased  in  bcul 
faith  for  the  purpose  of  obtaining  higlicr 
payments  under  this  program.  Exam- 
ples of  sales  of  wool  in  bad  faith  are 
those  wherein  the  purchaser  obtains  a 
rebate  or  any  benefit  in  form  of  money, 
property,  or  otherwise.  Amplication  for 
payment  on  the  basis  of  a  sate  in  bad 
faith  may  also  subject  the  parttes  in- 
volved to  civU  and  criminal  Uabilltj. 

§  472.1142     Filing  apfpiieatMH  for  pay- 
ment. 
(a)  Place  of  fiUng.    The  aptficatlon 
for  payment  on  either  shorn  wool  or  un- 
shom lambs  shall  be  filed  toy  the 
ducer  entitled  thereto  with  the 
county  office  serying  the  county  where 
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th*  haadqaarten  of  the  api^c»nt'8 
f  ann.  rmneb.  or  f  Md  lotr— as  the  case  nuy 
be— laloeated.  If  the  producer  has  more 
than  one  farm,  ranch,  or  feed  lei.  with 
headquarters  In  more  than  one  county, 
separate  appUcatkms  for  payment  sbaU 
be  filed  with  the  ASCS  county  offlce 
se#nng  each  such  headquarters,  except 
thM:  (1)  If  the  producer  sells  his  entire 
cUp  of  wool  In  a  single  sale  or  If  his 
entire  dip  Is  sold  for  his  account  by  one 
marketing  agency,  he  may  file  his  appli- 
caUon(s)  for  payment  on  shorn  wool 
in  any  one  of  those  ASCS  county  offices, 
or  (2)  If  the  producer  Includes  in  one 
sale  unshorn  lambs  that  were  ranged, 
pastured,  or  fed  In  more  than  one  coun- 
ty, he  may  file  his  application (s)  (or 
payment  on  such  animals  in  any  one  of 
those  ASCS  county  offices.  In  the  event 
the  producer  conducts  all  his  business 
transactions  from  his  residence  or  of- 
fice, and  his  farm  or  ranch  has  no  other 
headqiiarters.  his  offlce  or  residence  may 
be  OQOsldered  the  farm  or  ranch  head- 
quarters. Applications  by  producers  lo- 
cated In  Alaska  shall  be  filed  with  the 
Alaska  ASCS  State  Offlce.  and  applica- 
tions by  producers  located  in  Hawaii 
shall  be  filed  with  the  HawaU  ASCS 
State  OfBee. 

(b)  Time  of  filing.  An  application  for 
payment  should  be  filed  as  soon  as  pos- 
sible after  the  producer's  sales  of  shorn 
wool  or  unshorn  lambs  for  the  specified 
mariwting  year  as  defined  in  I  472.1171 
(1)  have  been  completed  or,  if  the  ap- 
plicant is  a  slaughterer,  as  soon  as  pos- 
sible after  the  last  of  his  lambs  moved 
in  the  specified  marketing  year  to 
slaughter,  and  all  applications  must  be 
filed  within  30  days  after  the  end  of  that 
marketing  year.  If  the  application  is 
not  approved  by  the  ASCS  coimty  offlce 
on  the  ground  that  it  was  filed  after  the 
30  days,  the  applicant  may  request  the 
ASC  State  committee  to  waive  the  delay 
In  flllBg.  stating  In  writing  his  reasons 
for  the  delay  and  for  the  request  for 
waiver.  The  ASC  State  committee  may 
waive  the  delay  on  applications  filed 
within  one  year  after  the  end  of  the 
marketing  year  in  which  the  shorn  wool 
or  the  unshorn  lambs  were  sold  or  in 
which  the  lambs  moved  to  slaughter,  as 
the  ease  may  be.  if  in  its  Judgment  the 
delay  in  filing  was  due  to  a  good  cause 
or  waiver  of  the  delay  Is  necessary  to 
prevent  undue  hardship.  The  ASC  State 
committee  shall  notify  the  applicant  in 
writing  of  its  action  on  his  request  for 
a  waiver. 

§47X1143      Signature  of  applicanl. 

No  payment  will  be  made  unless  an 
application  for  payment  on  shorn  wool 
or  imshom  lambs  is  signed.  The  ASCS 
county  ofllce  will  determine  with  respect 
to  each  person  who  signs  an  application 
for  payment  in  a  representative  or  fidu- 
ciary ci^Micity  as  agent,  attorney-in- 
fact.  olBoer.  executor,  etc.,  whether  he 
was  properly  authorized  to  sign  in  such 
capacity. 

§  472.1144     Joint  applicanU. 

(a)  Joint  owners.  When  the  appli- 
cants for  a  shorn  wo(d  payment  are  joint 
owners  of  the  wool  and  were  also  Joint 
owners  of  the  sheep  from  which  the  wool 
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was  shorn,  all  of  them  must  sign  any  ap- 
plication based  on  the  sale  of  their  wool. 
When  the  i^^licants  for  a  payment  on 
unshorn  lambs  are  Joint  owners  of  the 
lambs,  all  of  them  must  sign  any  appli- 
cation based  on  the  sale  of  their  lambs. 
If  one  such  owner  refuses  to  Join  in  an 
application  and  wishes  to  release  CCC 
from  any  obligation  to  make  him  a  pay- 
ment, he  shall  sign  a  form  of  release 
prescribed  by  CCC  for  that  purpose. 
Such  release  shall  be  attached  to.  and 
shall  be  referred  to  in.  the  application 
signed  by  those  joint  owners  who  apply 
for  a  payment. 

(b)  Producers  who  did  not  oum  the 
animals  from  which  the  toool  was  shorn 
or  did  not  own  the  lambs  for  30  days. 
Each  application  for  a  payment  on  shorn 
wool  prepared  by  producers  some  of 
whom  did  and  some  did  not  own  the  ani- 
mals from  which  the  wool  was  shorn,  as 
described  in  the  exception  in  5  472.1103 
(c) .  shall  be  a  joint  aw)lication.  irrespec- 
tive of  whether  the  wool  was  divided 
among  such  producers  prior  to  sale  or 
whether  it  was  sold  without  division. 
Similarly,  each  application  for  a  pay- 
ment on  unshorn  lambs  prepared  by  pro- 
ducers some  of  whom  did  and  some  did 
not  own  the  lambs  for  30  days,  as  de- 
scribed in  the  exception  in  9  472.1122(a) . 
shall  be  prepared  as  a  joint  application, 
irrespective  of  whether  the  lambs  fwere 
divided  among  such  producers  prior  to 
sale  or  whether  they  were  sold  without 
division.  All  producers  who  are  entitled 
to  a  share  of  the  shorn  wool  or  of  the 
unshorn  Iambs  or  are  entitled  to  a  share 
of  the  sales  proceeds  of  the  wool  or  the 
lambs,  as  the  case  may  be,  shall  sign  each 
joint  application,  except  that  where  a 
producer  releases  his  right  to  a  payment 
by  signing  a  form  prescribed  by  CCC  for 
that  purpose,  he  will  not  join  In  the  ap- 
plication and  will  not  be  entitled  to  a 
payment.  Each  joint  application  filed 
by  such  producers  shall  be  supported  by 
a  properly  executed  Form  CCC  1158.  "At- 
tachment to  Application  for  Payment  for 
Producers  Who  Did  Not  Own  the  Animals 
for  30  Days." 

(c)  Other  provisions.  If  a  producer 
entitled  to  join  in  an  application  falls 
to  do  so.  does  not  release  his  right  to 
a  payment,  and — because  the  application 
does  not  Indicate  his  Interest — payment 
is  made  by  CCC  to  those  who  apply,  he 
shall  have  no  claim  against  CCC  for  a 
payment.  Neither  will  CCC  be  respon- 
sible for  a  division  among  the  applicants 
of  a  payment  made  by  CCC  to  all  of 
them  jointly 

§472.1145      .4ppliration     by      •.ucre««or« 
and  reprmrntativrii. 

(a>  If  a  person  earned  a  payment  In 
whole  or  In  part  under  this  subpart  and 
Is  otherwise  eligible  to  receive  It  but  be- 
fore filing  an  application  therefor  dies, 
disappears,  or  Is  declared  Incompetent, 
those  who  may  receive  such  payment  in 
the  order  of  precedence  described  In 
SS  472.1151  to  472.1154  may  apply  on 
Form  CCC  1155  in  the  case  of  a  shorn 
wool  pajnnent  and  on  Form  CCC  1156  in 
the  case  of  an  unshorn  lamb  payment. 
The  applicant  shall  Indicate  the  capacity 
In  which  he  applies.  Such  applicant 
shall  also  file  Form  CCC  1159.  "Applica- 


tion for  Payment  of  Amounts  Due  Pio« 
ducers  Who  Have  Died,  Disappeared. « 
Have  Been  Declared  Incompetents. 
Where  necessary  in  accordance  iritk 
S  472.1144(b),  there  shall  be  attached  t| 
the  application  a  properly  executed  FtHm 
CCC  1158,  "Attachment  to  Applicatk« 
for  Payment  for  Producers  Who  Did  Hot 
Own  the  Animals  for  30  Days." 

(b)  If  a  person  who  earned  a  pay. 
ment  under  this  subpart  and  filed  u 
application  therefor,  dies,  disappears,  or 
Is  declared  Incompetent,  either  befoiv 
CCC  Issued  a  draft  in  payment  or  aftir 
CCC  has  issued  a  draft  in  payment  bal 
before  the  draft  Is  negotiated,  those  who 
may  receive  that  payment  in  the  ordv 
of  precedence  described  In  55  472.1161  to 
472.1154  may  apply  therefore,  usim 
Form  CCC  1159. 

( c )  The  application  pursuant  to  para- 
graph  (a)  or  (b>  of  this  section  shall  bo 
filed  with  the  ASCS  county  offlce  serv- 
ing the  county  which  includes  the  head- 
quarters of  the  farm,  ranch,  or  feed  lot 
of  the  person  who  died,  disappeared,  or 
was  declared  incompetent. 

(d)  If  a  marketing  agency,  pursuant 
to  authorization  by  a  successor  or  rep- 
resentative of  a  producer  who  died,  dis- 
appeared,  or  was  declared  incompetent, 
certifies  in  Form  CCC  1155  as  to  Its  sale 
of  the  wool,  or  If  a  marketing  agency 
issued  such  a  certification  in  some  casts 
on  the  basis  of  an  authorization  given  by 
the  producer  before  he  died,  disappeared, 
or  was  declared  incompetent,  (1)  tht 
statement  in  the  agency's  certlficatloa 
that  it  received  wool  from  the  apptt- 
cant(s)  shall  be  deemed  to  mean  that 
it  received  wool  from  the  producer,  frooi 
his  successor  or  representative,  or  froa 
both:  <2)  the  statement  in  the  ageney^i 
certification  that  It  has  not  furnished 
sales  documents  to  any  person  other 
than  the  appllcant(8)  shall  mean  that 
It  has  not  furnished  sales  documents  to 
any  person  other  than  the  producer  or 
his  successor  or  representative;  and  (S) 
Its  statement  In  the  certification  that. 
in  the  capacity  as  agent  for  the  appU- 
cant(s) .  the  marketing  agency  has  com- 
plied with  the  requirements  of  the  pro- 
gram shall  mean  in  the  capacity  as  agent 
for  the  producer,  for  his  successor  or 
representative,  or  for  both. 

§472.1146     Application    on    behalf    ti 
inromprtent    Indians. 

Applications  for  payment  on  shorn 
wool  or  unshorn  lambs  may  be  filed  on 
behalf  of  Indians  who  are  incompetent 
by  the  Superintendent  of  the  Indian 
Field  Service  of  the  reservation  on  which 
the  Indian  resides  or  by  the  authorl»d 
representative  of  such  Superintendent 
Such  application  for  payment  will  bo 
filed  in  the  ASCS  county  offlce  where  the 
headquarters  of  the  Indian's  farm  or 
ranch  is  located. 

§472.1147      Payment. 

After  the  ASCS  county  offlce  has  re- 
viewed the  appMcatlon  with  the  docu- 
ments attached  thereto  and  approved 
It  for  payment  In  whole  or  in  part,  and 
after  the  appropriate  rate  of  paymeot 
for  the  specified  marketing  year  has  beoa 
announced  by  the  Department  of  Agri- 
culture, payment  will  be  made.     If  ono 
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tm  MM  of  the  producers  Jointly  entttlad 
S.  anaiment.  release  the  right  thereto. 
glyBMDt  wlU  be  made  jointly  to  the  other 
\!mS&rT''  who  apply,  and  the  payment 
wfflbefor  the  amounts  due  them.  Pay- 
^^  of  less  than  $3.00  to  an  applicant,  or 
^ioim  applicants,  will  not  be  made  to 
eaaaitttion  with  sales  either  of  shorn 
^ocTor  unshorn  lambs.  Likewise,  pay- 
ment of  less  than  $3.00  will  not  be  made 
toan  assignee  in  connection  with  any 
,-ifyninpnt.  U.  after  making  a  pay- 
]ggoL  CCC  upon  Investigation  deter- 
Btlnes  that  available  evidence  does  not 
fQgt^in  the  applicant's  right  to  the  pay- 
ment or  any  part  thereof,  the  amount  of 
tlM  payment  not  so  sustained  shall  Im- 
mediately become  due  and  repayable  to 
OOC,  and  CCC  may.  without  limitation 
upon  any  of  the  Government's  rights 
In  the  matter,  deduct  such  amoxmt  from 
any  other  payment  due  the  applicant. 
If  the  applicant's  right  to  such  amount 
^jgfg;^Mi  involved  in  a  lawsuit  between 
the  Oovemment  and  him  or  his  assignee. 
)je,  or  his  assignee,  shall  have  the  burden 
of  proving  m  the  lawsuit  that  he  was  en- 
Ittlad  to  the  amoimt.  If  the  ASCS 
eotmty  offlce  determines  that  for  any 
mann  an  application  for  payment  on 
ihom  wool  or  unshorn  lambs  should  be 
rejected  In  whole  or  in  part.  Including 
the  leason  that  it  was  not  filed  wlthto  the 
ttme  provided  for  in  accordance  with 
5  473.1142(b).  or  that,  after  a  payment 
has  been  made,  the  available  evidence 
doeo  not  sustain  the  applicant's  right  to 
the  payment  or  any  part  thereof,  the 
ASCS  county  offlce  shall  mail  a  notice 
to  the  applicant,  and  to  each  applicant 
who  signed  a  joint  application,  that  his 
sppUcatlon  has  been  rejected  for  a  spec- 
ified reason  or  that  the  available  evi- 
dmee  does  not  sustain  the  applicant's 
right  to  the  payment  or  any  part  thereof, 
M  the  case  may  be,  and  shall  retato  a 
oopy  of  such  notice. 

9472.1148     Deductions   for   promotioB. 

If  the  Department  of  Agriculture  has 
ipproved  deductions  for  an  advertising 
sad  sales  promotion  program  to  accord- 
saoe  with  section  708  of  the  National 
Wool  Act  of  1954,  as  amended,  the  rate 
of  inch  deductions  will  be  announced  and 
deductions  will  be  made  from  the  pay- 
ments I 

S472.1U9     Set-off. 

(a)  If  the  county  debt  record  shows 
that  the  applicant  for  payment  Is  to- 
dibted  to  CCC,  to  any  other  agency 
within  the  United  States  Department 
of  Agriculture,  or  to  any  other  agency 
at  the  United  States,  such  todebtedness 
win  be  set  off  against  the  payment  due 
to  the  applicant.  Such  set-off  shall  not 
derive  the  applicant  of  the  right  to  con- 
test the  justness  of  the  todebtedness  to- 
volved,  either  by  administrative  appeal 
or  by  legal  action. 

(b)  If  the  payment  due  to  the  appli- 
cant has  been  assigned  by  him.  the  ASCS 
eoonty  office  will  accept  the  asslgnmoit 
•uhject  to  setttog  off  such  debU  as  exist 
St  the  time  of  acceptance  by  the  ASCCk 
covnty  offlce  with  interest,  where  appll- 
ttUe.  to  the  date  of  set-off. 

No. 
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8  472.1150     lieas  on  abeep  or  wool  ma*. 
sypUeable  to  payiaents. 

If  a  inodocer  grants  a  hen  on  hla 
sheep,  luatoa,  or  wool,  such  hen  shall  not 
be  dfffw**!  to  extend  to  payments  made 
to  the  producer  pursuant  to  this  subpart. 

g  472.11S1     Death  of  person  who  earned 
payment. 

Where  a  person  has  earned  a  pajrment 
to  whole  or  to  part  imder  this  subpart 
and  Is  otha*wlse  eligible  to  receive  it  but 
dies  before  receiving  it,  payment  may  be 
made,  upon  proper  ai^llcation  pursuant 
to  1472.1145,  without  regard  to  claims 
of  creditors  other  than  the  United  States, 
to  accordance  with  the  following  order 
of  precedence: 

(a)  To  the  administrator  or  executcn: 
of  the  deceased  person's  estate. 

(b)  To  the  surviving  spouse.  If  there 
l8  no  administrator  or  executor  and  none 
is  expected  to  be  appototed.  or  if  an 
administrator  or  an  executor  was  ap- 
pototed but  the  administration  of  the 
estate  is  closed  (1)  prior  to  application 
by  such  administrator  or  executor  for 
payment  or  (2)  prior  to  the  time  when 
a  draft  for  the  payment  issued  to  such 
administrator  or  executor  is  negotiated. 

(c)  If  there  is  no  surviving  spouse,  to 
the  sons  and  daughters  to  equal  shares. 
Children  of  a  deceased  son  or  daughter 
of  a  deceased  person  shall  be  entitled  to 
their  parent's  share  of  the  payment, 
share  and  share  alike.  If  there  are  no 
surviving  direct  descendants  of  a  de- 
ceased son  or  daughter  of  such  deceased 
person,  the  share  of  the  pajmient  which 
otherwise  would  have  been  made  to  such 
son  or  daughter  shall  be  divided  equally 
among  the  sons  and  daughters  of  such 
deceased  person  who  are  alive  or.  if  they 
are  not  alive,  the  share  of  each  such  son 
or  daughter  shall  be  divided  equally 
among  his  or  her  stirvivlng  direct 
descendants. 

(d)  If  there  is  no  surviving  spouse  and 
no  direct  descendant,  payment  shall  be 
made  to  the  father  and  mother  of  the 
deceased  person  to  equal  shares,  or  the 
whole  thereof  to  the  surviving  father  or 
mother. 

(e)  If  there  Is  no  surviving  spouse,  no 
direct  descendant,  and.  no  surviving 
parent,  payment  ^all  be  made  to  the 
brothers  and  sisters  of  the  deceased  per- 
son to  equal  shares.    Children  of  a  de- 

'  ceased  brother  or  sister  shall  be  entitled 
to  their  parent's  share  of  the  payment, 
share  and  share  alike.  If  there  are  no 
survtvlng  direct  descendants  of  the  de- 
ceased brother  or  sister  of  such  deceased 
person,  the  share  of  the  payment  which 
otherwise  would  have  been  made  to 
such  brother  or  sister  shall  be  divided 
equally  among  the  brothers  and  sisters 
of  such  deceased  person  who  are  alive 
and.  If  they  are  not  alive,  the  share  of 
each  such  brother  or  sister  shall  be  di- 
vided equalbr  among  his  or  her  siirviving 
direct  descendants. 

(f )  If  there  is  no  surviving  q;)ouse.  di- 
rect descendant,  parent,  or  brothers  or 
sisters  or  their  descendants,  the  payment 
shall  be  made  to  the  heirs-at-law. 

Legally  adopted  children  shall  be  en- 
titled to  share  to  any  payment  to  the 
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ftftiw^  manner  and  to  the  same  f  t^tiV 
as  other  chfldren,  ''Brother"  and 
"sister",  as  used  to  this  sectUm  aa  well  aa 
in  iS  472.1152  and  472ai58.  ivoilidea 
brothers  and  sisters  of  the  half  Uood, 
who  shall  be  given  the  same  cooridorac 
tion  as  those  of  the  whole  blood.  If  aaj 
person  who  is  entitled  to  payment  under 
the  above  order  of  precedence  ia  a  minor* 
payment  of  his  share  shall  be  made  to 
his  legal  guardian,  hut  If  no  legal 
guardian  has  been  i4>pototed.  paynu^it 
shall  be  made  to  his  natural  guardian 
or  oustodlan  for  his  benefit,  unices  tlie 
mtoor's  share  of  the  payment  nrrearti 
$1,000,  to  which  event  payment  shall  be 
made  only  to  his  legal  guardian.  Aof 
payment  which  the  deceased  pcnott 
could  have  received,  may  be  made  jctally 
to  the  persons  found  to  be  entttled  to 
such  payment  or  shares  thereof  under 
this  section,  or.  pursuant  to  toatnaetloni 
Issued  by  the  Agricultural  StabOIaatlon 
and  Conservation  Service,  a  aeparate 
draft  may  be  Issued  to  each  person  en- 
titled to  share  to  such  paymoit.  , 


§  472.1152     DiMppearanee-    of 
who  earned  paymenu 

(a)  m  case  a  person  who  haa  earned 
a  payment  to  whole  or  to  part  under  tbla 
subpart  and  is  otherwise  dlgilde  to  re- 
ceive it,  disappears  before  leeetvlpg  it, 
payment  may  be  made  upon  a  pruper 
application  pursuant  to  1 472.1146,  iHtti- 
out  regsird  to  claims  at  ereditars  oHicr 
than  the  ynlted  States,  to  one  of  ttie 
following  to  the  order  mentioned: 

(1)  The  conservator  or  liquidate  d 
his  estate,  if  aoe  be  duly  appointed. 

(2)  The  spouse. 

(3)  An  adult  son  or  daughter  or  graad- 
chlld  for  the  benefit  of  his  estate. 

(4)  The  mother  or  father  for  tte 
benefit  of  his  estate. 

(5)  An  adult  brother  or  sister  for  the 
benefit  of  his  estate. 

(b)  A  person  shall  be  deemed  to  have 
disappeared  if  (1)  he  has  been  mtatog 
for  a  period  of  more  than  three  moDthe, 
(2)  a  diligent  search  has  fidled  to  re- 
veal his  whereabouts,  and  (3)  suefa  per^ 
son  has  not  commmiieated  during  sooh 
polod  with  other  persoiut  who  woidd  "be 
expected  to  have  heard  from  fatan.  Proof 
of  such  disiwpearanee  must  be  preoeirtea 
to  the  county  eonunlttee  In  the  foroi  of 
an  affidavit  executed  by  the  perwn  mak- 
ing the  application  for  payment,  aetttng 
forth  the  above  facts,  and  mnet  he  eub- 
stantlated  by  an  affidavit  from  a  dlelii- 
terested  person  who  was  well  aoquainted 
with  the  person  who  has  dlsappeured. 

§472.1153     IncoMpeleney  of  a  pcnan 
who  earned  payment. 

(a)  Where  a  person  has  earned  a  p«y- 
moit  to  whole  or  to  part  under  this  sub- 
part and  is  otherwise  eligible  to  receive 
it  but  Is  adjudged  incompetent  by  a 
coinii  of  competent  Jurledietion  before 
pasrment  Is  received,  payment  maj  be 
made,  upon  proper  application  therefor 
pursuant  to  8  472.1145.  without  regard  to 
claims  of  creditors  other  than  the  United 
States,  to  the  guardian  or  oommtttoa 
legally  appototed  for  such 
person. 
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(b)  In  CMO  no  guardian  or  oommlttM 
has  been  appointed.  iMTment,  tf  not  more 
than  $1,000.  may  be  made  without  recant 
to  elalBU  of  eredltore  other  than  the 
united  States,  to  one  of  the  following  in 
the  order  mentioned,  for  the  benefit  of 
the  incompetent  penon: 

(1)  The  qMUW. 

(2)  An  adult  son.  daughter,  or  grand- 
child. 

(3)  The  mother  or  father. 

(4)  An  adult  brother  or  sister. 

(5)  Such  person  as  may  be  authorized 
under  State  law  to  receive  payment  for 

him 

In  case  pasrment  is  more  than  $1,000. 
payment  may  be  made  only  to  such  per- 
sons as  may  be  authorised  under  State 
law  to  receive  payment  for  the  incompe- 
tent. 

I  472.1154  Death,  dlMppcMruice,  or  in- 
compclency  of  pcrion  aathorized  to 
app^  in  the  order  of  precedence. 

In  case  a  person  entitled  to  apply  for 
a  payment  in  the  order  of  precedence 
pursuant  to  the  provisions  of  11  472.1151. 
472.1153. 472.1163.  or  of  this  section,  dies, 
disappears,  or  is  declared  incompetent,  as 
the  case  may  be,  after  'he  has  applied 
for  such  payment  but  before  receiving 
it,  payment  may  be  made  upon  proper 
api^atlon  therefor,  without  regard  to 
claims  of  creditors  other  than  the  United 
States,  to  the  person  next  entitled  thereto 
in  aeoordance  with  the  order  of  pre- 
cedence set  forth  in  11  472.1151.  472.1152. 
and  472.1153.  as  the  case  may  be. 

I  472.1155     Other  dlMbiUty. 

In  eases  of  bankruptcy,  dissolution,  or 
other  disability  payments  will  be  made  to 
a  representative  only  in  accordance  with 
specific  directions  issued  by  CCC. 

1 472.1156     Appeal*. 

(a)  To  ASC  county  committee. 
Within  16  days  from  the  date  of  mailing 
of  the  notice  that  an  application  for  pay- 
ment on  either  shorn  wool  or  unshorn 
lambs  has  been  rejected  in  whole  or  in 
part  (1 472.1147)  or  that  any  other  ac- 
tion has  been  taken  by  the  ASC8  county 
offlee  which  unfavorably  affects  a  pay- 
ment to  the  applicant,  the  latter  may 
appeal  in  writing  to  the  ASC  county  com- 
mittee, stating  the  serial  number  of  the 
application,  the  niunber  of  pounds  of 
wool  marketed,  and  the  net  proceeds,  or 
the  number  and  liveweight  of  unshorn 
lambs,  involved  in  the  application  and 
such  perUnent  facts  as  he  may  deem 
proper,  and  indicating  In  what  respect 
the  action  of  the  ASCS  county  office  is 
considered  erroneous.  The  ASC  county 
committee  shall  notify  the  applicant  in 
writing  of  its  decision  promptly  after 
deciding  the  appeal,  and  in  case  of  a 
Joint  application,  each  applicant  shall 
be  so  notified.  A  copy  of  the  notice 
shall  be  retained  in  the  ASCS  county 
ofBce. 

(b)  To  the  ASC  itate  committee.  If 
the  applicant  is  dissatisfied  with  the  de- 
cision of  the  ASC  county  committee,  he 
may  appeal  in  writing  to  the  ASC  state 
committee  within  15  days  after  the  date 
of  mailing  of  the  notice  by  the  ASC 
county  committee.  Likewise,  if  the  ASC 
state  ocmmiittee  denies  a  request  for 
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waiver  of  the  final  date  for  filing 
(1472.1142(b)).  the  appUcant  may 
within  16  days  after  the  date  of  mailing 
of  the  notice  of  denial  by  the  ASC  sUte 
committee,  ask  the  ASC  state  committee 
in  writing  to  reconsider  its  denial.  In 
this  event,  the  applicant  shall,  in  addi- 
tion to  supplying  all  the  information  re- 
quired in  an  appeal  to  the  ASC  county 
committee  pursuant  to  1472.1156(a). 
state  in  his  request  for  reconsideration 
the  reason  for  his  delay  In  filing  the 
application  and  fully  explain  the  cir- 
cumstances which  he  feels  constitute  a 
good  cause  for  the  delayed  filing  or  will 
result  in  undue  hardship  if  the  waiver 
Is  not  granted.  When  acting  on  an  ap- 
peal or  request  for  reconsideration,  the 
ASC  state  committee  shall  notify  the 
applicant  In  writing  of  its  decision  as 
soon  as  practicable  after  completing  Its 
action,  and  In  case  of  a  joint  application, 
each  applicant  shall  be  so  notified.  A 
copy  of  the  notice  shall  be  retained  in 
the  ASC  state  office. 

(c)  To  Washington  office.  If  the  ap- 
plicant Is  dissatisfied  with  the  decision 
of  the  ASC  SUte  committee,  the  appU- 
cant may  appeal  In  writing  to  the  Dep- 
uty Administrator,  State  and  County 
Operations.  Agricultural  Stabilization 
and  Conservation  Service,  United  States 
Department  of  Agriculture,  Washing- 
ton 25,  D.C..  within  15  days  after  the 
date  of  mailing  of  the  notice  by  the  ASC 
State  committee.  A  determination  by 
the  Deputy  Administrator,  on  such  an 
appeal,  as  to  a  question  of  fact  shall  be 
deemed  final  and  conclusive  unless  it  is 
found  by  a  court  of  competent  Jurisdic- 
tion to  have  been  fraudulent,  arbitrary, 
capricious,  or  so  grossly  erroneous  as 
necessarily  to  imply  bad  faith,  or  It  is 
not  supported  by  substantial  evidence. 

(d)  Hearing.  In  the  case  of  each 
appeal  or  request  for  reconsideration,  the 
applicant  shall  be  given  an  opportunity 
to  appear  personally  or  through  a  repre- 
sentative at  a  hearing  and  offer  such 
evidence  as  he  deems  advisable.  If  the 
applicant  does  not  ask  for  a  hearing,  the 
appeal  or  request  will  be  decided  on  the 
basis  of  the  facts  set  forth  In  the  record 
and  any  other  pertinent  Information 
available  to  the  committee  or  official 
considering  the  matter. 

(e)  Joint  applications.  If  a  joint  ap- 
plication Is  rejected,  an  appeal  may  be 
taken  by  all  applicants  Jointly  or  by  one 
or  more  of  them  acting  In  behalf  of  all. 
An  appeal  by  one  or  taore  Joint  appli- 
cants shall  be  considered  an  appeal  in 
behalf  of  all. 


or  marriage  related  to,  the  assignee;  m^ 
(2)  is  acknowledged  by  the  producer  b»i 
fore  a  notary  public,  a  member  of  ttl 
ASCS  county  committee,  the  AflQi 
county  office  manager,  or  a  designatii 
employee  of  such  committee.  In  the  ean 
of  a  joint  appUcaUon  for  payment.  « 
assignment  shall  be  executed  by  all  then 
who  signed  the  application. 

(b)   Provisions.    An  assignment  o(  g 
shorn  wool  payment  may  only  be  girm 
as  sectirlty  for  cash  advanced  or  to  fei 
advanced  on  sheep,  lambs,  or  wool  by  • 
financing      agency      (as      defined     li 
1472.1171)  or  a  marketing  agency.    At 
assignment,  of  a  payment  on  unshoa 
lambs  may  only  be  given  as  security  Im 
cash  advanced  or  to  be  advanced  by  • 
financing   agency   on  sheep,  lambs,  or 
wool.    An  assignment  made  to  a  financ- 
ing   agency    shall    cover    all    paymeoli 
earned  by  the  producer  on  the  sale  «( 
shorn  wool  or  unshorn  lambs,  as  the  ctm 
may  be,  dxirlng  the  marketing  year  for 
which    the    assignment    is    given.     Am 
assignment  made  to  a  marketing  agensf 
shall     cover     all     Incentive     paymsDli 
earned  by  the  producer  in  conneetkB 
with  all  wool  marketed  by  the  agency  Ibr 
the  producer's  account  during  the  mMV 
ketlng  year  for  which  the  assignment  k 
given    but    shall    not   cover    paymanli 
earned  by  the  producer  in  conneette 
with  his  marketing  his  wool  directly  or 
through  other  agencies  during  that  mar- 
keting year.    The  assignee  shall  not  re- 
assign to  another  person  any  paymank 
which  has  been  assigned  to  him  pur- 
suant to  this  section.    CCC  will  mate 
payment  pursuant  to  an  accepted  assign- 
ment unless  the  ASCS  county  ofBee  ii 
furnished  evidence  of  a  mutual  cancella- 
tion of  the  assignment  by  both  partln 
thereto  or  unless  the  assignee  releam 
the  asslgiunent,  that  is,  asks  the  ASCS 
county  office  In  writing  that  payment  bt 
made  to  the  assignor  and  not  to  Vb» 
assignee. 


Tlmndav»  February  7, 1962 

•»,«  M^  of  the  specified  marketing  year 
Zl  «^  the  purchased  lamba  are  to 
ST  Imported  in  accordance  with  thoae 


§  472.1137      AMiffnmcntM. 

(a)  Form.  The  producer  may  assign 
payments  which  may  be  determined  to 
be  due  him  under  this  program  In  con- 
nection with  sales  of  shorn  wool  or  \m- 
shom  lambs  during  a  specified  marketing 
year  by  filing  with  the  ASCS  coxmty 
office  the  original  and  two  copies  of 
Form  CCC  1157,  "Assignment  of  Pay- 
ment Under  National  Wool  Act  of  1954", 
duly  executed  by  both  parties.  Such  as- 
signment shall  be  null  and  void  unless  It 
Is  freely  made  and  (1)  Is  executed  by 
the  producer  In  the  presence  of  an  attest- 
ing witness  who  shall  not  be  an  em- 
ployee or  agent  of,  or  by  consanguinity 


§472.1158     Rccorda       and       int 
thereof. 

(a)  The  applicant  for  a  payment 
under  this  subpart  as  well  as  his  mar- 
keting agency  and  any  other  person  wht 
furnishes  evidence  to  such  an  applioani 
for  the  purpose  of  enabling  him  to  re- 
ceive a  payment  under  this  program, 
shall  maintain  books,  records,  and  a»- 
counts  showing  the  marketing  of  wod 
or  lambs,  as  the  case  may  be.  on  whlflb 
an  application  for  payment  may  bt 
based,  and  shall  maintain  those  booki. 
records,  and  accounts  for  three  yean 
following  the  end  of  the  specified  nuSr- 
ketlng  year  during  which  the  marketiOf 
took  place.  The  appllcauit  shall  tlw 
maintain  books,  records,  and  accounti 
showing  his  purchases  of  lambs  on  or 
after  AprU  1,  1958.  He  shall  malnWn 
them  for  three  years  following  the  eni 
of  the  specified  marketing  year  duriaf 
which  any  part  of  the  wool  shorn  from 
such  lambs  has  been  marketed  or  durtag 
which  any  such  lambs  have  been  my 
keted,  as  the  case  may  be.  If  the  apfB- 
cant  Is  reqvilred  to  report  on  a  "first  lit 
first  out"  basis  pursuant  to  S  472.1110(b> 
or  S  472.1126(b) .  he  shall  maintain  socft 
books,  records,  and  accounts  of  P»| 
chased  lambs  for  three  years  foUowtol 


ChTii  an  application  is  baaed  on  the 
Mk  of  wool  shorn  from  imported  sheep 
!rlambs  or  on  the  sale  of  Imported 
^JhTor  If  lambs  required  to  be  re- 
MftBd  as  purchased  lambs  pursuant  to 
iJnillO  or  5  472.1126  were  imported. 
Sm  applicant  Is  required  to  matatain 
tasks  records,  and  accounts  showing  the 
STnii  of  such  importaUon.  including 
thTtete  of  arrival  of  the  animals  in  the 
^ted  States  and  the  Uveweight  on  such 
jLta  and  if  the  animals  were  quaran- 
S!S  the  date  when  they  were  released 
ft^T  quarantine  and  their  Uveweight 
floVuch  date.  He  shall  malntoin  such 
hooks,  records,  and  accounts  for  the 
sSi  length  of  time  that  he  is  required 
to  maintain  his  other  books,  reconlfl, 
sod  accounts  pursuant  to  paragraph  (a) 
.of  this  section. 

(c)  CCC  shall  at  aU  times  during 
ngular  business  hours  have  access  to  the 
pmnlaes  of  the  applicant  for  a  payment, 
of  his  marketing  agency,  and  of  the  per- 
son who  furnished  evideiue  to  an  appli- 
cant for  the  purpose  of  enabling  him  to 
leodv*  a  payment  under  this  program, 
in  order  to  Inspect,  examine,  and  make 
eoplM  of  the  books,  records,  and  ac- 
ooiints.  and  other  written  data  as  speci- 
fied under  paragraphs  (a)  and  (b)  of 
this  section. 
1472.1159     Violation  of  program. 

Whoever  issues  a  false  sales  docu- 
fft^ni  or  otherwise  acts  in  violation  of 
the  provisions  of  this  program,  shall  be- 
eome  liable  to  CCC  for  any  payment 
which  CCC  may  have  made  in  reliance 
on  such  sales  document  or  as  a  result 
of  ioeh  other  action  in  violation  of  the 
pngram.  apart  from  any  other  civil  or 
fltlmlnal  liability  he  may  Inctir  by  such 


1 472.1160     Forms.      I 

(a)  n>rm  CCC  1155.  "AppllcaUon  for 
meentive  Payment — Shorn  Wool"; 
fam  CCC  1156,  "Application  for  Pay- 
ment—Unshorn Lambs  (Pulled  Wool)**; 
Ptrm  CCC  1157.  "Asaignment  of  Pay- 
flMBt  XTnder  the  NaUonal  Wool  Aet  of  • 
1M4";  Porm  CCC  1158.  "Attachment  to 
ApidioaUon  for  Payment  for  Produeoni 
Who  Did  Not  Own  the  Animals  for  80 
Dayg":  Form  CCC  1159.  "Application  for 
Piyment  of  Amounts  Due  Producers 
Who  HaVe  Died,  Dlsappeaned.  or  Have 
Been  Declared  Incompetent."  and  other 
fonns  issued  by  the  United  States  De^ 
partment  of  Agriculture  for  use  in  con- 
nection with  this  program  may  be  ob- 
tained from  ASCS  county  offices.  Tlieae 
fonns  may  be  reproduced,  provided  that 
•ay  forms  reproduced  after  the  lasuanoe 
of  this  subpart  shall  retain  the  lanffuace. 
fenutt,  and  size  of  the  ofBdal  fonns 
Isned  after  January  1. 1962.  except  that 
the  printer's  identification  on  the  official 
forms  must  not  be  reproduced. 

(b)  Any  of  the  following  forms  Issued 
or  printed  before  January  1.  1962.  may 
be  used  as  a  substitute  for  those  sped- 
flsd  In  this  subpart  Form  CCC  Wool 
M.  "Application  for  Incentive  Payment — 
Shorn  Wool";  Form  OCC  Wool  66,  "Ap- 
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pUeaAkm  for  Payment — Unshorn  Lambs 
(Pulled  Wool)";  Form  CXX:  Wool  57. 
"Aaslgnnsent  of  Payment  Under  the  Na- 
tional Wool  Act  of  1984":  Form  CCC 
Wool  fit.  "Attachment  to  Application  for 
Payment  for  Producers  Who  Did  Not 
Own  the  Animals  for  30  Days";  Form 
CCC  Wool  59.  "Application  for  Payment 
of  Amounts  Due  Producers  Who  Have 
Died.  Disappeared,  or  Have  Been  De- 
clared Incompetent." 

§  472.1161     Provisiona  in  applicationa  as 
to  imported  iheep  or  lambs. 

(a)  Each  reference  to  purchases  of 
UQshom  lamtM  in  Section  B  of  Form 
CCC  1166,  "Application  for  Incentive 
Payment — Shorn  Wool,"  or  in  Section 
B  of  Form  CCC  1156,  "Application 
for  Pasrment — Unshorn  Lambs  (Pulled 
Wool) ,"  shall  be  deemed  to  refer  to  pur- 
chases as  well  as  to  imports  of  imshom 
lambs  by  the  applicant  regardless  of 
whether  he  purchased  or  produced  the 
imported  lambs  outside  the  United 
Statea.  With  respect  to  imported  lambs 
required  to  *be  reported  in  Section  B  of 
Form  CCC  1165  or  Form  CCC  1156,  the 
heading  of  column  1.  "Date  of  purchase", 
shall  be  deemed  to  read,  "Date  of  im- 
portaUon", and  the  heading  of  column  3, 
"Llvewaight  at  time  of  purchase  (lbs.)", 
shall  be  deemed  to  read,  "Liveweight  at 
time  of  importation  and  if  the  animals 
were  quarantined,  liveweight  at  time  of 
their  release  from  quarantine   (lbs.)". 

(b)  The  statement  in  Section  F(d) 
of  P^rm  CCC  1156  azui  in  SecUon  D(d) 
of  Form  CCC  1156  that  the  applicant(s) 
owqed  the  animals  for  "not  less  than  30 
days",  shall  be  deemed  to  read,  in  case 
of  Imported  animals,  "not  less  than  30 
days  after  their  importation,"  and  if  the 
fTittwfcia  ^ere  held  in  quarantine  in  con- 
nection with  their  importation,  "not  less 
than  80  days  after  their  release  from 
Quarantine." 

(c)  TTie  statement  in  section  F(b)  of 
Form  CCC  1156  that  the  wool  was  "shorn 
In  the  United  States,"  shall  be  deemed 
to  read,  in  the  case  of  Imported  animals 
held  in  quarantine  in  connection  with 
their  Importation,  "shorn  in  the  United 
States  after  release  from  quarantine  of 
the  animals  from  which  the  wool  was 
shorn." 

f  472.1162     Inslructioni  and  Interpreta- 
tions. 

CCC  shall  have  the  right  to  clarify  any 
provision  of  this  subpart  by  the  issuance 
of  inftruetions  or  interpretations. 

§472.1163     Waiver   by   ExecntlTC    Vice 
President  or  other  official. 

The  Executive  Vice  President  of  CCC 
or  his  designee  and  the  Deputy  Admin- 
istrator, State  and  County  Operations, 
of  ASCS  are  authorized  to  a]H>rove 
waivers  covering  the  submission  of  evi- 
dence by  sales  documents  or  by  other 
procedural  methods.  Each  of  these  of- 
ficials may  also  waive  the  30-day  filing 
limitation,  S  472.1142(b).  on  applications 
filed  later  than  one  year  after  the  end 
of  a  marketing  year  in  which  the  shorn 
wool  or  the  unshorn  lambs  were  sold  or 
the  unshorn  lambs  were  moved  to  slaugh- 
ter. If  In  his  Judgment  the  dday  in  filing 
was  due  to  a  gOod  cause  or  the  waiver 
is  neceasary  to  avoid  undue  hardship. 


»a 


§472.1164     Expiration  of 
ti<ms« 

Whenever  the  final  date, 
this  subpart  for  fUlng  an  i  .  _ 
suant  to  1472.1142  or  for  taking 
action  in  connection  with  an  appeal  l 
suant  to  9  472.1156.  or  any  other  aetloo, 
falls  on  a  Saturday.  Sunday,  nattninal 
holiday,  or  State  h(dlday.  and  on  ttMfc 
day  the  proper  ASCS  State  ox  county  of- 
fice is  closed,  or  the  final  date  falls  on 
any  other  day  on  which  such  ofBoe  la 
not  open  for  the  transaction  of  lnntne« 
during  normal  working  hours,  the  ttme  ^ 
for  filing  the  application  or  taking  the 
required  action  shall  be  extended  to  the 
close  of  business  on  the  next  wotklng 
day.  In  case  the  act  to  be  done  buu  be 
performed  by  mailing,  the  act  i*MJl^be 
considered  done  within  the  preaerfbed 
period  if  the  mailing  is  postmarked  tar 
midnight  of  such  next  working  dear. 
Where  the  act  is  to  be  done  wttUn  a 
prescribed  number  of  days  after  the  mail- 
ing of  notice,  the  day  of  mailing  ahaU 
be  excluded  in  computing  each  period 
of  time. 

§472.1171     Definitions. 

As  used  in  this  subpart,  the  terma 
enumerated  in  this  section  have  the  fol- 
lowing meaning: 

(a)  "Financing  agency"  means  any 
bank,  trust  company,  or  Federal  lending 
agency.  It  also  includes  any  other  fi- 
nancing institution  which  eusfeomarlly 
makes  loans  or  advances  to  flnanee  pro- 
duction of  sheep,  lambs,  or  wool. 

(b)  "Joint  ownership"  of  wool  or 
lambs  also  includes  ownership  in 
common. 

(c)  "Lamb."  for  the  purposes  U  this 
program,  means  a  young  ovine  animal 
which  has  not  cut  the  second  pair  of 
permanent  teeth.  The  term  Includei 
animals  referred  to  in  the  liveafcock 
trade  as  lambs,  yearlings,  or  yearltaf 
lambs. 

(d)  "Liveweight,"  for  the  purpose  of 
this  program,  is  the  weight  of  IlTe  lamba 
which  a  producer  piurchasei  or  adla.  In 
the  event  the  price  for  the  lamba  Is  based 
on  weight,  the  weight  aetaaUy  and  In 
determining  the  total  amount  payable 
shall  be  oonsidered  the  livewelcht^ 

(e)  "Tjcxal  shipping  point"  means  the 
point  at  which  the  producer  deUven  his 
wool  to  a  common  carrier  for  further 
transportation  or,  if  his  wool  is  not  de- 
livered to  «  common  carrier,  the  poiht 
at  which  he  delivers  it  to  his  marketing 
agency  or  a  purchaser.  The  term  "eom- 
mon  carrier"  includes  any  carrier  that 
serves  the  piiblie  hi  transportlnf  loods 
for  hire  whether  or  not  he  la  required 
to  be  licensed  by  aome  Oovemment  au- 
thority to  do  so. 

(f)  "Marketing  agency"  with  rrfet.- 
enee  to  shorn  wool  means  a  iwma  or 
firm  that  adla  a  prodneer^  wool  for  his 
account  and  with  reference  to  lamba.  it 
means  a  commission  firm,  auction  mar- 
ket, pool  manager,  or  any  other  person 
or  firm  that  sells  a  produoer'a  lansbaler 
his  accoimt. 

(g)  "SCarketing  year"  meaaa  the  pe- 
riod begiiming  April  1  of  a  calendar  year 
and  ending  Man^  31  of  the  next  calen- 
dar year,  both  dates  taetaatve. 
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(h)  "Penon"  me*n«  an  Individual, 
iwrtnerahlp.  aaaodatlon,  biulness  trust. 
corpormtkm.  or  any  organised  unin- 
corporated group  of  individuals,  and  in- 
cludM  a  sUte  and  any  subdivision 
thereof. 

(1)  "Producer"  of  shorn  wool  under 
this  program  means  a  person  who  is 
either  a  producer,  feeder,  or  pasturer  of 
iheep  or  lambs  and  who  shears  his 
animals.  "Producer"  of  lambs  under 
this  program  means  a  person  who  is  a 
breeder,  feeder,  or  pasturer  of  lambs. 
The  term  "producer"  also  Includes  a 
person  participating  in  the  producUon 
of  shorn  wool  pursuant  to  an  agreement 
with  a  person  who  owned  the  sheep  or 
lamba  as  deeorlbed  in  the  exception  In 
I  473.1103(0  and  a  person  participating 
In  the  production  of  lambs  pursuant  to 
an  agreement  with  an  owner  of  the 
lambs,  as  described  in  the  exception  in 
|472.1iaa(a). 

(J)  "Sales  dociunent"  means  the 
aeoount  of  sale,  bill  of  sale,  invoice,  and 
any  other  document  evidencing  the  sale 
by  the  producer  of  shorn  wool  or  unshorn 
lambs. 

(k)  "Slaughterer"  mearw  a  commer- 
cial slaughterer,  that  is.  a  person  who 
slaughters  for  sale  as  distinguished 
from  a  person  who  slaughters  for  home 
conAunption. 

(1)  "Specified  marketing  year"  is  the 
marketing  year  as  to  which  the  Depart- 
ment of  Agriculture  has  announced  that 
marketings  of  shorn  wool  and  unshorn 
lamba  by  a  producer  dxiring  that  year  will 
entitle  him  to  a  payment  under  this 
program.  ,      ^ 

(m)  "Unshorn  lambs"  means  lambs 
which  have  never  been  shorn. 

Harm:  The  nportlng  and  record-keeping 
nqulreaMnta  contained  herein  have  been 
ftpptored  hj  tha  Bureau  of  the  Budget  In 
aoooidaDce  with  the  Federal  Reports  Act  of 
1943. 

Effective  date.  This  subpart  shall  be- 
come effective  April  1.  1962.  except  that 
i  472.1157  shall  become  efTective  on  the 
date  of  publication. 

Issued  this  29th  day  of  January  1962 

E.  A.  JAXNKX. 

Acting  Executive  Vice  President. 
Commodity  Credit  Corvoration. 

irn.    Doc.   8»-10«8;     FUed.    Jan.    31,    19«a; 
8:60  ajn. I 


ntle  7— AGRICULTURE 

Chapter  VII — Agricultural  $tabiliza- 
fion  and  Conservation  Service  (Agri- 
cultural Adfustmont),  Department  of 
Agriculture 

SUtCHAPm  ■— TARM  MAMCniNO  QUOTAS 
AND  ACafAOC  AUOTMINTS 

[Amdt.  4] 

PAIT  728— WHEAT 

Subpart— Wheat  Marketing  Quota 
Rogulotions  for  1961  and  Subse- 
quent Crop  Years 

MiscsLLAiraons  AnsMDMSirrB 

On  page  105M  of  the  Pbdeval  Rscisrxa 
of  November  10.  IMl.  there  was  pub- 


RULES  AND  REGULATIONS 

llshed  a  notice  of  proposed  rule  making 
to  issue  amendments  to  the  regulations 
pertaining  to  Wheat  Marketing  Quota 
Regulations  for  1961  and  Subsequent 
Crops  of  Wheat.  This  notice  provided 
for  revisions  in  determination  of  under- 
planted  acres  for  removing  stored  excess, 
determination  of  excess  wheat  subject 
to  penalty,  revision  of  exemption  provi- 
sions and  considering  as  wheat  acreage 
the  acreage  placed  in  the  Wheat  Stabili- 
zation Program  as  wheat  for  the  purpose 
of  removing  stored  excess.  Interested 
persons  were  given  30  days  in  which  to 
submit  written  data,  views  or  recom- 
mendations with  respect  to  the  proposed 
amendments. 

No  data,  views  or  recommendations 
have  been  received. 

The  proposed  amendments  are  hereby 
adopted  without  change  as  set  forth 
below. 

Emery  E  Jacobs. 
Acting  Administrator.  Agricul- 
tural Stabilization  and  Con- 
servation Service. 

January  26.  1962. 

1.  8ectlon728  1149  Is  amended  by  add- 
ing at  the  end  thereof  a  new  sentence 
to  read  as  follows:  "Notwithstanding 
any  other  provision  of  this  section,  the 
farm  marketing  excess  of  wheat  of  the 
1962  crop  shall  be  twice  the  normal  pro- 
duction of  the  wheat  acreage  in  excess 
of  the  1962  farm  acreage  allotment,  but 
If  the  producer  establishes  to  the  *atis- 
faction  of  the  Secretary  the  actual  pro- 
duction of  wheat  of  the  1962  crop  on  the 
farm,  the  farm  marketing  excess  shall 
be  such  actual  production  less  the  actual 
production  of  the  1962  farm  wheat  acre- 
age allotment,  but  not  in  excess  of  the 
difference  between  such  actual  produc- 
tion on  the  farm  and  the  normal  produc- 
tion of  the  1962  farm  wheat  acreage 
allotment." 

2.  Section  728.1162  is  amended  by  add- 
ing at  the  end  thereof  a  new  sentence 
to  read  as  follows:  "Notwithstanding  the 
first  sentence  of  this  section,  the  rate  of 
penalty  for  the  1962  crop  of  wheat  shall 
be  65  percent  of  the  parity  price  of  wheat 
as  of  May  1. 1962." 

3.  Section  728.1180ia)  Is  amended  to 
read  as  follows: 

(a>  Conditions  of  exemption.  A  farm 
marketing  quota  for  wheat  for  any  crop 
shall  not  be  applicable  to  any  farm  on 
which  the  wheat  acreage  for  such  crop 
is  not  in  excess  of  15  acres,  or  with  re- 
spect to  the  1961  and  prior  crops  of 
wheat  the  normal  production  of  the 
wheat  acreage  Is  less  than  200  bushels. 
Notwithstanding  the  first  sentence  of  this 
subsection,  a  farm  marketing  quota  on 
the  1962  crop  of  wheat  shall  be  applicable 
to  any  farm  on  which  the  acreage  of 
wheat  for  1962  exceeds  the  smaller  of 
(1)  13.5  acres,  or  (2)  the  highest  number 
of  acres  actuaily  planted  to  wheat  on  the 
farm  for  harvest  In  any  of  the  calendar 
years  1959,  1960  or  19JI. 

4.  Section  728.1169"  is  amended  by 
changing  the  sixth  sentence  thereof  to 
read  as  follows:  "For  the  purpose  of  this 
paragraph  the  acreage.  If  any.  diverted 
from  the  production  of  wheat  under  an 
unexpired  conservation  reserve  contract 
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or  an  unexpired  great  plains  co: 
tion  program  contract  or  under  the 
wheat  stabilization  program  pursuant  H 
subsection  (a)  or  (c)  of  section  124  of 
the  Agricultural  Act  of  1961  will  not  hi 
considered  underplanted  wheat  aer*. 
age." 

5.  Section  728  1169(1)  is  amended  by 
changing  the  last  sentence  thereof  (o 
read  as  follows:  For  the  purpose  of  thk 
paragraph,  any  acreage  considered  to  bi 
diverted  from  the  production  of  whait 
under  a  conservation  reserve  contract  oi 
a  great  plains  contract  under  paragrtfi 
(h)  of  this  section  or  to  have  been  <B. 
verted  from  the  production  of  wtam 
under  the  1962  wheat  stabilization  pro- 
gram pursuant  to  subsection  (a)  or  (e) 
of  section  124  of  the  Agricultural  Act  of 
1961  will  be  deemed  to  have  produced  tht 
normal  production  of  wheat  when  detw^ 
mining  the  actual  production  for  tbi , 
farm." 

IPJl     Doc     82-1020;    Filed,    Jan.    31.    IMI; 
8:45  a.m.] 

Title  14— AERONAUTICS  AND 
SPACE 

Chapter  III — Federal  Aviation  Agency 

SUBCHAPTER   fr— AIR   NAVIGATION 
REGULATIONS 

I  Airspace  Docket  No.  flO-KY-lM] 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

Alteration 

On  November  9,  1961.  there  were  pub- 
lished in  the  FiDERAL  Register  (26  TK. 
10547),  amendments  to  the  regulatkai 
of  the  Administrator  stating  In  part  tbat  ♦ 
effective  January  11.  1962.  the  Fedenl 
Aviation  Agency  proposed  altering  » 
segment  of  low  altitude  VOR  PedenI 
airway  No.  31.  In  describing  this  al- 
teration, the  Rochester  N.Y..  VOR  in* 
radial  was  used.  Subsequent  to  publica- 
tion of  the  rule,  it  was  determined  that 
the  Rochester  VOR  125°  radial  was  tte 
correct  radial  required  to  describe  thii 
segment  of  Victor  31.  Accordingly, 
action  is  taken  herein  to  amend  i  801.- 
6031  by  substituting  the  Rochester  VOR 
125°  radial  for  the  126°  radial  In  ths 
description  of  Victor  31. 

Since  this  change  Is  editorial  In  na- 
ture and  Imposes  no  additional  burdA 
on  any  person,  compliance  with  sectioo4 
of  the  Administrative  Procedure  Act  li 
unnecessary  jind  the  rule  may  be  madi 
effective  Immediately. 

In  consideration  of  the  foregoing  tm 
pursuant  to  the  authority  delegated  l» 
me  by  the  Administrator  (25  F.R.  12811) 
S  600.6031  Is  amended  as  follows: 

In  the  text  of  5  600.6031  (14  C» 
600.6031.  26  PR.  2457)  "Rochester.  N.T, 
VOR  126°  radlals:"  is  deleted  and  "■•- 
Chester.  N.Y..  VOR  125°  radlals;"  is  fUb- 
stltuted  therefore. 
(Sec  307(a) ,  73  Stat.  749;  49  U.S.C.  1348) 


flmnday*  Februarg  1, 19€2 
^g^  in  Washington,  D.C.  on  Janu- 

Director,  Air  Traffic  Strvte^, 
.•m    DOC.    «a-1034;    Filed.    Jan.   81.    iMT, 


(Ato«pace  Docket  No.  61-WAr4IJ 

PART  600— DESIGNATION  OF 

FEDERAL  AIRWAYS 

eAlT  401— DESIGNATION  Of  CON- 
TROLLED AIRSPACE,  REPORTINO 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS  AND  POSITIVE  CON- 
TROL AREAS 

AHeratlen  of  Federal  Airway*  and 
Associated  Control  Areas;  Amend- 


On  January  U.  1962.  Federal  Regis- 
ter Document  62-289  was  published  In 
the  Federal  Register  (27  PH.  303)  and 
tmeaded  18  600.6514  and  601.6514  of  the 
ngulations  of  the  Administrator  by  al- 
tering VOR  Federal  airway  No.  514  from 
Wlnslow.  Ariz.,  to  Taos,  N.  Mex. 

In  describing  the  captions  of  the 
emended  sections,  the  VOR  Federal  alr- 
iray  number  was  not  included.  Action  la 
taken  herein  to  correct  this  omlaalon. 

Since  these  alterations  are  editorial 
in  nature  and  impose  no  additional  bur- 
den on  any  person,  notice  and  public 
proeedure  hereon  are  unnecessary  and 
they  may  be  made  effective  immediately. 

m  consideration  of  the  foregoing  and 
ponoant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582), 
effective  immediately.  Federal  Register 
Doemnoit  62-289  (27  F.R.  303)  Is  altered 
by  amending  the  captions  of  S9  600.6514 
and  601.6514  to  read  as  follows: 

I  M0^14  VOR  Federal  airway  No.  514 
(Winalow,  Ariz.,  to  Taos,  N.  Meit., 
and  Tobc,  Colo.,  to  Rusacll,  Kans.). 

1 601.6514  VOR  Federal  airway  No.  514 
control  areas  (Window,  Aria.,  to 
Taoe,  N.  Mex.,  and  Tobe,  Colo.,  to 
RuMcU,  Kane.). 

(Bee.  M7(a).  73  Stat.  74B;  49  UJS.C.  1848) 

lasued  in  Washington,  D.C..  on  Jan- 
uary 25, 1962. 

D.  D.  TBOKAS. 
Director,  Air  Traffic  Service. 

[PJl.  Doc.    62-1035;    FUed.   Jan.    31,    1962; 
8:45  a.in.] 


Title  21— FOOD  AND  DRUGS 

Chapter  I — Food  and  Drvg  Adminis- 
tration, Department  of  Health,  Edu- 
coHon,  and  Welfare 

SMCHAFTER   B— fOOD  AND   FOOD  PIODUCTS 

FAIT  46— NUT  PRODUCTS;  DEFINI- 
TIONS AND  STANDARDS  OF  IDEN- 
TITY I 

Peanut  BuHer;  Stay  of  Order  Establish- 
ing Identity  Standard 

In  the  matter  of  establishing  a  defini- 
te and  standard  of  identity  for  peftnui 
butter: 


FEDEIAL  tEGISTER 

In  Moordanee  with  the  provlakms  of 
the  Federal  Food,  Drug,  and  Cosmette 
Aot  (aeea.  401.  701.  52  SUt.  1046,  1055, 
as  aOMnded  70  Stat.  010;  21  TJS.C.  941. 
371).  the  Commissioner  of  Food  and 
Dnigs.  under  authority  delegated  to  him 
by  the  Secretary  of  Health,  Education, 
and  Welfare  (25  FH.  8626) ,  promulgated 
an  order  on  November  28,  1961  (26  FJl. 
11200) ,  fixing  and  establishing  a  defini- 
tion and  standard  of  Identity  for  peanut 
butter  (21  CFR  46.1).  The  act  permits 
a  period  of  SO  days  for  the  flUng  of  objec- 
tions to  an  order.  Within  that  period 
a  number  of  associations,  manufacturers 
of  peanut  butter,  and  suppliers  of  ingre- 
dients filed  statements  showing  that 
they  would  be  adversely  affected  by  such 
an  order,  stated  their  objections,  and  re- 
quested a  public  hearing. 

Tlielr  objections  were  directed  at  one 
or  more  of  the  following:  The  order  In 
Its  entirety:  the  maximum  limitation  of 
10  percfent  for  optional  ingredients;  the 
list  of  optional  ingredients,  because  some 
wanted  additional  optional  ingredients 
to  be  specified  and  others  wanted  the 
standard  to  permit  the  use  of  any  safe 
and  suitable  (^tional  ingredients,  with- 
out specification;  and  the  labeling  re- 
quirements for  optional  ingredients. 
Since  there  were  objections  to  substan- 
tially all  provisions  of  the  order,  the 
entire  order  will  be  stayed  pending  a 
hearing  on  the  objections  at  which  time 
objectors  will  be  given  an  opportunity 
to  support  their  objections. 

Now,  therefore,  it  is  ordered,  That  the 
order  establishing  a  definition  and  stand- 
ard of  Identity  for  peanut  butter  (26 
F.R.  11209)    be  stayed  in  its  entirety. 

In  accordance  with  the  provisions  of 
section  701  of  the  Federal  Food,  Drug, 
and  Cosmetic  Act,  the  Commissioner  will. 


MS 

a  pab- 

lle  hearing  for  ttie  pui'poee  tA  leesftflBC 
evidence  relevant  and  material  to  the 
Issues  raised  by  the  objections  flle(L 

(Sees.  401,  701.  62  Stat  1046,  1088.  as  amend- 
ed; 21  U.8.0.  841,  871) 

Dated:  January  25, 1M3. 

Oao.  P.  LaaHKK, 
Commiisioner  of  Food  and  Drugt, 

[F.R.    Doc.    62-1064:    Filed.    Jan.    81,    190: 
8:40  aju.] 


PART  121— FOOD  ADDITIVES 

Subpart  A — DeAnttians  ond  Proco- 
dural  and  Interpretative  logvia- 
tions 

Extension  or  Bmcnvs  Dan  or  Sxatutb 
roR  Certain  Spxanxo  Foop  Anenxvii 


The  Commissioner  of  Food  and 
pmwiant  to  the  auttaority  provided  in 
the  Federal  Food.  Drug,  and  Cosmetio 
Act  (sec.  6(c).  PubUc  Law  8&-«29.  as 
amended  sec.  2.  Public  Law  87-10;  72 
Stat.  1788,  as  amended  75  Stat.  42;  21 
U.S.C,  note  under  sec.  842)  and  dde- 
gated  to  him  by  the  Secretary  of  Health. 
Education,  and  Welfare  (26  FJR.  8«25), 
hereby  authorizes  the  use  of  the  follow- 
ing substances,  under  the  conditions  pre- 
scribed In  this  order: 

1.  Section  121.00  (21  CFR  121J0)  is 
amended  by  adding  thereto  the  f  oUovlns 
new  Items:  ' 

§  121.90  Farther  extcnsloiu  of  effective 
date  of  statute  tor  certain  spedfted 
food  addiUves  as  Arwrt  ad^tlves  to 
food. 


MUCELLANEOUS 


Product 


Butylated  hydroxyanisole.. 

Butylated  hydrozytoloene. 
Ethylene  oxide 


Do. 


Eugenol 

Formaldehyde. 


Olycertn,  polymerixed,  esterlfled  vith 
cdeie,  stearic,  and  coconnt  oU  tetty  acids 
(free  of  eUek-edema  factor). 

laopropyl  alcobol 


Specified  um  or  reetrlctions 


Lecithin,  liydroxylated 

Petrolatnm  N.F.  and  U.8.P.:  TJltrarlolet 
abeorpUvity  (as  defined  in  ASTM 
E-131)  at  280  mllUmicrons-Uters  per 
gram  eoitimeter:  3.0  max. 

Propyleae  (lyool  and  glyceryl  mono-  and 
dieslan  from  the  aloobolons  of  soybean 
oil  andAM-  hydrogenated  tallow. 

FropyleDe  oxide 


Boybeen  fctty  acids,  hydraxylated 

Wax,  miflmcrystaUtne  and  panfBn,  Typea 
I  and  n  (aa  described  in  this  seotlanj . 


Component  of  defoamer  used  in  yeast 

prodoctian;  limit  0.1%  of  defoamer. 
do 

Fumigation  of  starch  &x>m  oom,  wheat, 
rice,  arrowroot,  potatoes,  and  taplooa 
when  such  starch  Is  used  as  a  thickener; 
limit  80p.p.m.etbyIcBe  oxide  iB  starch. 

Fumigation  of  flour  from  wheat,  com. 
oats,  soybeans,  rye,  potato,  rice,  ana 
tapioca  when  sach  flour  is  used  as  a 
thickener;  limit  60  p.p.m.  ethylene 
oxide  in  starch. 

Component  of  defoamer  used  in  produc- 
tion of  yeast. 

Component  of  defoamer  used  in  produc- 
tion of  yeast;  limit  0.01  p.p  Jn.  in  flaal 
prodnct. 

Crystallisation  inhibitor  in  foods 

Component  of  defoamer  used  in  produc- 
tion ef  yeast. 
do- _ -- 

In  animal  feed;  Unit  000  p.p.m.  ta  total 
daily  ration;  zero  in  tissues  of  slaugh- 
tered i^niniftte,  milk,  and  eggs. 

Component  of  defoamer  need  in  prodoA- 
tionof  yeaat. 

Fumleant  in  foods;  limit  IM  p.p.m. 

reeidnal  in  fbod. 
Component  of  defoamer  used  in  pro- 

dnctioB  of  yeast. 
CompeiMBt  of  chewing  ^hm  base 


EfTecOTe  date 

4tt  WtMtUttJBl- 

tended  t»- 


lan.    1.19es 


.—.do 

Ady  1,1M8 


-do 


Jan.   1,106S 
do 


—.do 

dOL_ 


Piogrcas 
nitre- 
<|iilnd  bx 


July  1.1003 

Do. 
Do. 


Do. 


.do 


Do. 
Do. 


Do. 


Do. 

Do. 
Da 


Da 

Do. 
Da 
Da 
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TLAToaiKo  BuntAmm  km  Natoial  BvtatkHCEa  Uses  w  OoMniNcnoM  With  Flatom 


Pradoet 


ArtidMke  (toavH):  Cfman  teoltmui  L 


$eotfmut 
•MMtaM 


MoL 


Boldns  Ommo  iMTCa);  Pmm 

Brraaik  Cbrjmj):  Brvtmim  tUm  h 

CmUDmrj-.CknmmtUmmmbaltmmilmL... 

Ofiptten,  rtwnlrM:  GmMmm  mmiM*  L 

atroMiMler,  foUUa:  Ttacrtow  petHun  L. 
'       ~     '  tun;     AMtmlnm     cmfnaui 


MyrUe;  Mwttiu  eommwni*  l, 

Pusy;  VWa  trkaltr  L 

KlmbM'b,  guita,  root;  RAmm  f*ap»n(i- 

SMias.  Alemidrte:  CkMio  aemtifMm  Dellle. 
BaipcDtMla  (ViriinlA  HMkeroot) ;  ArMoto- 

am  miMufwli  L. 
Btmaralw     (Orlnooo     bark);     Stmmntba 

•flMfa  AabL 
Varrain,  ■oropMn:  Virbtnm  oJfUinalU  L. 
Violet.  Swka;  Vitlmflearmtm  h 


Specified  use*  or  restrlcUoiu 


E  ffectiTe  (Ute 
of  statute  ex- 
tended to— 


Jan.     1.  1963 

do 

do 

do 

do 

do 

do 


.do 

.do 

.do 


do. 
.do- 


ProgreM  re- 
port re- 
quired by— 


do- 

.do. 
.do. 


July  1.1963 
Do. 
Do. 
Do. 
Do. 
r>o. 
Do. 

Do. 

I>o. 
Do. 

Do. 
Do. 

Do. 

Do. 
Do. 


2.  Section  121.91  (21  CFR  121.91)   Is  amended  by  adding  thereto  the  following 
new  item: 

§  121.91      F«rther  extensions  of  effective  dale  of  statute  for  certain  apecified  food 
■dyiffrrs  as  indirect  additives  to  food. 
•  •••••' 

Ml.'CII.I.ANKOl'' 


Product 


DWtrt-butyl  hydroquinone. 


Comtwnent  of  a  prwvwinK  luhnmnt  In 
the  manufactun'  of  u-itiles  for  ilry-food 
packaging. 


K(T«-tlvcdftU- 

of  gtaluu>  I'x- 

tcjaded  U>  - 


Jan.      1.1W3 


rroRTPss  ro- 

|H)rt  re- 
quired by  - 


July     1.  1962 


Notice  and  public  procedure  are  not 
necessary  inrerequlsites  to  the  promul- 
gaUon  of  this  mrder,  and  I  so  find,  since 
eztoisions  of  time,  imder  certain  condi- 
tions, for  the  effective  date  of  the  Pood 
Additives  Amendment  to  the  Federal 
Ftood.  Drug,  and  Cosmetic  Act  were  con- 
templated by  Public  Law  67-19  as  a  relief 
of  restrictions  on  the  food-processing 
industry. 

Effective  date.  This  order  shall  be- 
come effective  as  of  the  date  of  signature. 

(Sec  «(c).  Public  Law  66-929.  as  amended. 
see.  a.  Public  Law  87-19;  73  SUt.  1788.  as 
amended.  76  Stat.  42;  21  U.S.C  .  note  under 
sec.  342) 

Dated:  January  24,  1962. 

JOHK  L.  Harviy. 
Deputy  Commissioner 
of  Food  and  Drugs. 

(F.B.    Doc.    62-1023;    Filed.    Jan     31.     19«2: 
8:46  a.m.  I 


SUBCHAPTER   C— OtUGS 

PART  1 41  o— PENICILLIN  AND  PENI- 
CILLIN -  CONTAINING  DRUGS; 
TESTS  AND  METHODS  OF  ASSAY 

PART  146a— CERTIFICATION  OF  PEN- 
ICILLIN AND  PENICILLIN-CONTAIN- 
ING DRUGS 

Buff«r«d  M«fhicillin  Sodium 

Under  the  authority  vested  In  the 
Secretary  of  Health.  Education,  and  Wel- 
fare by  the  Federal  Food.  Drug,  and 
Cosmetic  Act  (sec.  507.  59  Stat.  463.  as 
amended:  21  UJS.C.  357)  and  delegated 
to  the  Commissioner  of  Food  and  Drugs 
by  the  Secretary  (25  FH.  8625 ) .  the  regu- 


lations for  tests  and  methods  of  assay 
and  certification  of  penicillin  and  penl- 
cilUn-conUinlng  drugs  (21  CFR  Parts 
141a.  146a)  are  amended  by  adding 
thereto  the  following  new  sections: 

§  141  a.  107      Buffered  methicillin  sodium 
(buffered  sodium-2,6-dimethoxx- 

phenyl   penicillin). 

(a)  Potency — <  1 )  Preparation  of  sam- 
ple, (i)  Dissolve  an  accurately  weighed 
portion  of  the  drug  In  1  percent  phos- 
phate buffer.  pH  6.0.  to  obtain  an  appro- 
priate stock  solution  for  assay. 

(il)  Reconstitute  the  drug  as  directed 
in  the  labeling  of  the  finished  product. 
Using  a  syringe  and  needle,  transfer  a 
representative  aliquot  of  the  drug  equiv- 
alent to  one  dose  to  a  lOO-mUUllter  vol- 
umetric flask;  make  to  volume  with  1 
percent  phosphate  buffer.  pH  6  0 

•  2)  Assay.  Using  the  solutions  de- 
scribed in  subparagraph  ( 1 1  of  this  para- 
graph, proceed  as  directed  in  5  141a.- 
103ia). 

The  micrograms  per  milligram  potency 
of  the  weighed  sample  of  the  drug  Is  cor- 
rected for  the  sodium  citrate  content. 

tb»  Sterility,  pyrogens,  toxicity,  mois- 
ture. pH.  crystallinity.  methicillin  con- 
tent, and  identity.  Proceed  as  directed 
in  3  141a. 103  'b).  <c».  <d).  lei.  (f).  (g>, 
( h ) . and  <  i ' . 

§  116a.  II       Buffered    methirillin    sodium 
(buffered  iiodium-2,6-dimethoxy- 

phenyl    penicillin). 

(a)  Standards  of  identity,  strength, 
quality,  and  purity.  Buffered  methicillin 
sodium  conforms  to  all  the  requirements 
and  is  subject  to  all  procedures  pre- 
scribed by  9  146a.l5(a>  for  methicillin 
sodium,  except  that: 


-  .•* 


(1)  It  contains  the  buffer  sodium 
rate  in  a  quantity  not  less  than  4.0 
cent  and  not  more  than  5.0  percent  If 
weight  of  Its'  total  solids;  such  sodion 
citrate  conforms  to  the  standards  pif. 
scribed  therefor  by  the  UBP. 

(2)  It  may  contain  one  or  more  suli. 
able  preservatives. 

(3)  The  methicillin  content   is  oor* 
rected  for  the  sodium  citrate  content. 

(b)  Packaging.  In  all' cases  the  !». 
mediate  container  shall  be  a  tight 
tainer  as  defined  by  the  U.S.P..  and 
be  of  such  composition  as  will  not 
any  change  In  the  strength,  quality,  « 
purity  of  the  contents  beyond  any  ItaMt 
therefor  in  applicable  standards,  ezMpl 
that  minor  changes  so  caused  that  m 
normal  and  unavoidable  in  good  packtf. 
Ing.  storage,  and  distribution  praeOii 
shall  be  disregarded.  In  case  It  is  pa^. 
aged  for  dispensing,  it  shall  be  in  la. 
mediate  containers  of  colorless,  trans, 
parent  glass.  Each  such  container  shall 
contain  1  gram,  2  grams,  3  grams,  4 
grams.  5  grams,  or  6  grams. 

(c)  Labeling— n)  If  it  is  packaged  for 
dispensing  and  it  is  intended  for  uaebg 
man.  In  addition  to  the  labeling  r». 
quirements  prescribed  by  §  1.106(b)  of 
this  chapter  (regulations  Issued  under 
section  502(f)  of  the  act) ,  each  packsfi 
shall  bear  on  its  label  or  labeling,  « 
herelnaifter  indicated,  the  following: 

(i)  (Dn  the  outside  wrapper  or  con- 
tainer and  the  Immediate  container,  tbt 

statement  "Expiration  date ," 

the  blank  being  filled  In  with  the  date 
that  is  24  months  after  the  month  dur- 
ing which  the  batch  was  certified:  Pro- 
vided, however.  That  such  expiratkn 
date  may  be  omitted  from  the  immedi- 
ate container  If  It  contains  a  single  diai 
and  It  Is  packaged  in  an  individual 
wrapper  or  container. 

(ID  On  the  circular  or  other  labelisf 
within  or  attached  to  the  package,  the 
statement.  "Reconstituted  solutions  ms^ 
be  stored  for  noti  more  than  24  hours  at 
room  temperature  and  not  more  than  4 
days  under  refrigeration." 

(2)  If  it  is  packaged  solely  for  mamt- 
facturing  use  and/or  repacking.  Eadi 
package  shall  bear  on  its  outside  wrappsr 
or  container  and  the  Immediate  con- 
tainer the  following: 

( I )  The  number  of  micrograms  of  tbt 
free  acid  of  methicillin  per  mllllgram 
and  the  number  of  grams  or  kilograms  lit 
the  Immediate  container. 

(ID  The  statement  "Caution:  Federal 
law  prohibits  dispensing  without  pre- 
scription." 

(ill)  The  statement  "For  mana- 
facturing  use."  "For  repacking."  or  "Foi 
manufacturing  use  or  repacking." 

(iv)   The  statement  "Expiration  date 

•  the  blank  being  filled  ia 

with  the  date  that  Is  24  months  after  tbt 
month  during  which  the  batch  wai 
certified. 

(d)  Request  for  certification,  chtct 
tests,  and  assays:  samples.  Proceed  tt 
directed  In  §  146a.l5(d),  except  that  a 
person  who  requests  certification  oi  • 
batch  shall  also  submit  with  his  requsA 
a  statement  showing  the  quantity  rf 
sodium  citrate  used  In  making  the  baitfc 
and  that  such  sodium  citrate  confOTJI 
to  the  requirements  prescribed  thertftf 
by  this  section.  In  case  of  an  Initial  rt» 
quest  for  certification,  he  shall  sul 


flmnday,  February  1, 1962 

accurately  representoUve  sample  of 
aodium     citrate     consisting     of 


^gaaxtmAtely  5  grams. 

te)  Fee  In  addition  to  the  fees  pre- 
.,^ed  in  S  146a.  15(e)  the  fee  for  the 
Prices  rendered  with  respect  to  the 
J2nnle  of  sodium  citrate  submitted  as 
pitBcribed  in  paragraph  (d)  of  this  sec- 
Son  ahaU  be  $4.00. 

In  the  promulgation  of  this  order.  I 
find  that  compliance  with  the  provisions 
ofaectlon  4  of  the  Administrative  Pro- 
cedure Act,  requiring  noUce  of  proposed 
rule-making  and  a  delayed  effective  date, 
•ould  not  be  In  the  best  interests  of  the 
QOblk  health.  I  further  find  that  the 
igoJ^tknis  for  the  certification  of 
\fdtKtd  methicillin  sodiimt,  concerning 
its  safety  and  efBcacy  of  use,  have  been 
cmiiUed  with. 

Effective  date.  This  order  shall  be- 
oome  effective  upon  publication  In  the 
YtotuJ.  Register. 

(Bse.  507,  60  Stat.  463  as  amended;  21  JJJB.C. 
MT) 

Dated:  January  24, 1962. 

John  L.  Harvsy, 
Deputy  Commissioner 
of  Food  and  Drugs. 

[PJt.    Doc.    62-1062;    Filed,    Jan.    31,    1963; 
8:48  am.] 


PART  141  a— PENICILLIN  AND  PENI- 
CILLIN -  CONTAINING  DRUGS; 
TESTS  AND   METHODS  OF  ASSAY 

FAIT  146— GENERAL  REGULATIONS 
FOR  CERTIFICATION  OF  ANTIBIOTIC 
AND  ANTIBIOTIC  -  CONTAINING 
DRUGS 

PART  146a— CERTIFICATION  OF  PEN- 
IQLUN  AND  PENICIUIN-CONTAIN- 
ING  DRUGS  I 

PART  147— ANTIBIOTICS  INTENDED 
FOR  USE  IN  THE  LABORATORY 
DUGNOSIS  OF  DISCASE 

Orriar  Changing  Nam*  of  Dimothoxy- 
plMivyl  Penicillin  Sodium  to  Molhi- 
cRNn  Sodium 

Ro  objections  were  filed  to  a  notioe  of 
proposed  rule-making  published  In  the 
ftoHAL  RiGisTKR  of  December  6,  1061 
(36  FJl.  11684) ,  with  regard  to  changing 
the  name  of  dlmethoxyphenyl  penicillin 
sodium  to  methicillin  sodium.  There- 
fore, the  Commissioner  of  Food  and 
Drugs,  pursuant  to  the  provisions  of  sec- 
tion 507  of  the  Federal  Food,  Drug,  and 
Cosmetic  Act  (sec.  507.  59  Stat.  463  as 
amended;  21  U.S.C.  357),  and  the  au- 
thority delegated  to  him  by  the  Secre- 
tary of  Health,  Education,  and  Welfare 
(26  m.  8625),  orders  the  f (blowing 
anmdments: 

The  name  "dlmethoxyphenyl  penidlUn 
aodkan"  is  changed  to  read  "mettiWllln 
aodlmn"  and  the  name  "dimethoxyphen- 
yl  penicillin"  is  changed  to  "methidl- 
liB"  In  Parts  141a,  146,  146a,  and  147  of 
tUachapter: 

L  In  I  Hla.lOS,  the  section  heading  to 
changed  to  read  as  follows:  f  141a.lOS 
MetMeOUn  aodium. 


FEDERAL  REGISTER 

2.  Section  141aa03(a).  first  sentence. 

3.  Section  141a.l03(a)  (l)(fi).  second 
sentence. 

4.  Section  I41aJ03(h),  paragraph 
heading,  ninth  sentence,  and  e<iuatton. 

5.  Section  146.1(b)  (1),  sixth  sentence 
(three  places) . 

6.  Section  146.1(c)  (1)  (vlii)  (two 
places). 

7.  Section  146.1(d)  (1)  (v)  (two  places) . 

8.  In  {  146a.l5,  the  section  heading  is 
changed  to  read  as  follows:  S  146a.l5 
MethicUlin  sodium. 

9.  Section  146a.l5(a) ,  first  sentence. 

10.  Section  I46a.l5  (a)  (1) ,  (a)  (7) .  (c) 
(1)(U). 

11.  Section  146a.l5(d)  (1) ,  second  sen- 
tence. 

12.  Section  147.1(c)  (3) ,  tabulation. 

13.  Section  147.1(d),  tabulation. 

14.  Section  147.2(a) ,  first  sentence. 

15.  Section  147.2(a)(9). 

16.  Section  147.2(c)  (1)  (ill)  (a). 

Effective  date.  This  order  shall  be- 
come effective  for  all  batches  received 
for  certification  by  the  Food  and  Drug 
Administration  after  March  15,  1962. 

(Sec.  507.  69  Stat.  403  as  amended;  21  UJ3.C. 
367) 

Dated:  January  25,  1962. 

Geo.  P.  Larbick, 
Commissioner  of  Food  and  Drugs. 

[TJR.    Doc.    62-1063:    FUed,    Jan.    81,    1062; 
8:49    ajn.] 


Exemptioiu    for    smd 
KiuMr    hjnaidfs*    aad 


SUKHArm   D— MAZARDOUS   SUBSTANCES 

PART  191— HAZARDOUS  SUB- 
STANCES; DEFINITIONS  AND  PRO- 
CEDURAL AND  INTERPRETATIVE 
REGULATIONS 

Posto-Wox  Preparations;  Exemptions 
From  Labeling  Requirements 

There  have  been  submitted  to  the  Com- 
missioner of  Food  and  Drugs  a  nimiber  of 
petitions  requesting  that  semisolid  wax 
preparations,  such  as  floor  and  f  umitxve 
wax.  auto  paste  wax,  and  shoe  paste  wax. 
be  exempted  from  certain  labeling  re- 
qiilrements  of  the  Federal  Hazardous 
Substances  Labeling  Act.  These  special 
labeling  requirements  are  Invoked  for 
products  containing  10  percent  or  more 
of  turpentine  and/or  petroleum  distil- 
lates, such  as  kerosene,  mineral  seal  oil. 
wfLphfJhR,  gasoline,  benzine,  mineral 
spirits.  iMdnt  thinner,  and  Stoddard  sol- 
vents. The  reason  for  this  requirement 
Is  the  special  hazard  of  aspiration  of  the 
turpentine  or  petroleum  distillates  into 
the  lungs,  causing  chemical  pneimionitis, 
pneumonia,  and  pulmonary  edema.  The 
petitioners  allege  that  semisolids  con- 
taining 10  percent  or  more  of  turpentine 
and  petroleum  distillates,  because  of 
their  physical  form,  do  not  present  an 
aspiration  hazard,  and  the  special  label- 
ing requirements  are  therefore  not 
neceasaiy. 

The  Commissioner  concludes  from  the 
Information  supplied  by  the  petitioners. 
and  gathered  on  his  own  initiative,  con- 
cerning human  experience  with  these 
products,  that  the  physical  form  of  paste- 
wax  preparations  containing  10  percent 
or  more  of  toipentine  and/or  petroleuxa 
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distillates  is  such  that  the  aaplratton 
hazards  are  no  longer  present.  Bettuxe- 
f  ore  finds  that  for  such  prodaefea  the  . 
special  labeling  requbrcments  impoaed  hj 
fi  191.7(b)  (3)  of  tiie  regolationa  are  not 
necessary  for  the  protection  of  the  pnisille 
health.  Therefore,  pursoant  to  the  pro- 
visions of  the  Federal  Baasrdons  8idi- 
stances  Labeling  Act  (see.  3(c).  74  Stat 
374;  15  U.S.C.  1263)  and  under  ttM  M- 
thority  vested  in  the  Secretary  of  BMKh, 
Education,  and  Welfare  and  drifgatwd  to 
the  Commissioner  (3S  FJR.  8635),  fllt.- 
63  is  amended  by  adding  thereto  a  nmr 
paragraph  (h) ,  reading  as  follows : 

§  191.63 

«ge«. 
eircninstancea. 

•  •  •  • 

(h)  Containers  of  paste  Aoe 
paste  auto  waxes,'  and  paste. fumit 
and  floor  waxea  containing  petndcnm 
distillates  and/or  turpentine  In  the  een- 
centrations  described  in  i  ltl.7(»>  (4) 
and  (6)  are  exempt  from  the  labdiag 
requirements  of  1 191.7 (b)(3)  if  tbtt  vis- 
cosity of  such  products  is  anfflriently 
high  that  they  will  not  flow  from  their 
opened  containers  when  inverted  for  5 
minutes  at  a  temperature  of  10* 
Fahrenheit. 

The  Commissioner  finds  Chat  becanaa 
of  the  minor  hazard  involved,:  it  to  not 
necessary  for  the  adequate  proteetfem 
of  the  public  health  and  safety  to  reqjuire 
the  special  label  statements  hsted  in 
S  191.7(b)  (3)  for  the  paste  wax  product 
described  in  S  191.63(h).  Thereflore. 
notice  and  public  procedure  are  not  nec- 
essary prerequisites  to  the  promulgation 
of  this  order. 

Effective  date.  Ihto  Mder  aluJl  be- 
come effective  February  1. 1962. 

(Sec.  3(c),  74  Stat.  874;  16  UJ3.C.  ISat) 

Dated:  January  25, 1962. 

Oxo.  P.  Laxbick, 
Commissioner  of  Food  mud  Dr«|Pt. 

[Fit.    Doc.    83-1061:    Tiled,   Jan.    81.    1963: 
8:48  ajn.] 
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SUKHArm   A— AEeOlATIONS 

PART  604— METAL,  MACHINERY, 
TRANSPORTATION  ECNJIPM0IT, 
AND  ALLIED  PRODUCTS  INDUSTtY 
IN  PUERTO  RICO 

PART  606— KECTRICAL,  INSTRU- 
MENT,  AND  RELATED  PRODUCTS 
INDUSTRY  IN  PUERTO  RICO 

PART  677— PAPER,  PAPER  PROD- 
UCTS, PRINTING,  AND  PUBUSHMG 
INDUSTRY  IN  PUERTO  RICO 

PART  690^-FABRICATED  PLASTIC 
PRODUaS  INDUSTRY  IN  PUERTO 
RICO 

Minimum  Wagos 

Section  S(c)  of.  the  Fair  Labor  Staad- 
ards  Amendments  of  IMl  (Pubw  law  tT- 
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30)  proyldM  for  locrMMs  of  fUteen  per- 
cent In  the  wage  rates  i4>plicable  under 
certain  claailflfeatlons  In  the  first  three 
of  the  above  entitled  Industries  in  Puerto 
Rico  on  March  12.  and  13.  IMS. 

Accordingly,  pursuant  to  sections  6(c) 
and  8  of  the  Fair  Labor  Standards  Act  of 
1938  (29  UJS.C.  206(c) .  208)  as  amended 
by  section  5(c)  of  the  Pair  Labor  Stand- 
ards Amendments  of  1961  (Pub.  Law  87- 
30),  Reorganization  Plan  No.  6  of  1950 
(3  CFR  1949-19S3  Oxap..  p.  1004),  and 
General  Order  No.  45-A  of  the  Secretary 
of  Labor  (IS  FH.  3290).  I  hereby  amend 
29  CFR  Parts  604.  606  and  690  as  set 
forth  below. 

This  document  also  provides  for  an 
editorial  correcUon  to  29  CFU  877.2(c) 
(26  FH.  9825) . 

As  these  amendments  involve  no  ele- 
ment of  discretion  they  are  hereby 
adopted  without  public  procdure  there- 
on which  I  find  to  be  unnecessary. 

1.  EffecUve  March  13.  1962.  para- 
graphs (c),  (d).  and  (e)  of  29  CFR 
604.2.  are  amended  to  read  as  follows : 

§604.2     Wage  rates. 

•  •  •  •  • 

(c)  Wages  at  a  rate  of  not  less  than 
$1.15  an  hour  shall  be  paid  under  sec- 
tion 6(c),  Proviso  (1)  of  the  Fair  Labor 
Standards  Act  of  1938  by  every  em- 
ployer to  each  of  his  employees  In  the 
wire  drawing  classification  of  the  metal. 
machinery,  transporUtion  equipment. 
and  aAled  products  industry  in  Puerto 
Rico,  who  in  any  workweek  is  engaged 
in  commerce  or  in  the  production  of 
goods  for  commerce,  and  this  classi- 
fication is  defined  as  the  drawing  or 
redrawing  of  wire  from  rod  and  wire 
and  the  further  fabrication  of  such  wire 
products  as  nails,  spikes,  chain,  and 
fencing. 

(d)  Wages  at  a  rate  of  not  less  than 
$1.12  an  hour  shall  be  paid  under  sec- 
tion 6(c).  Proviso  (1)  of  the  Fair  Labor 
Standards  Act  of  1938  by  every  em- 
ployer to  each  of  his  employees  in  the 
metal  spring  classification  of  the  metal, 
machinery,  transportation  equipment, 
anl  allied  products  industry  in  Puerto 
Rico,  who  in  any  workweek  is  engaged 
in  commerce  or  in  the  production  of 
goods  for  commerce,  and  this  classifi- 
cation is  defined  as  the  manufacture  of 
metal  springs,  including  leaf  springs, 
coil  springs,  and  wire  springs. 

(e)  Wages  at  a  rate  of  not  less  than 
$1.09  an  hour  shall  be  paid  under  sec- 
tion 6(c) .  Proviso  (1)  of  the  Fair  Labor 
Standards  Act  of  1938  by  every  employer 
to  each  of  his  employees  in  the  slide 
fastener  dasslfication  of  the  metal,  ma- 

^^jjliifiT  transportation  equipment,  and 
allied  products  industry  in  Puerto  Rico, 
who  in  any  workweek  is  engaged  In  com- 
merce or  in  the  production  of  goods  for 
commerce,  and  this  classification  Is  de- 
fined as  the  manufacture  of  slide 
fasteners. 

2.  ECTective  March  13,  1962,  para- 
graphs  (c).  (d).  and  (e)  of  29  CFR 
606.2  are  amended  to  read  as  follows: 

§  606.2     Wage  rates. 

•  •  •  •  • 

(c)  Wages  at  a  rate  of  not  less  than 
$1.15  an  hour  shall  be  paid  under  sec- 
Uon  6(c),  Proviso  (1)  of  the  Fair  Labor 
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Standards  Act  of  1938  by  every  em- 
ployer to  each  of  his  employees  In  classi- 
fication C  of  the  electrical,  instnmient, 
and  related  products  industry  In  Puerto 
Rico,  who  in  any  workweek  Is  engaged 
in  commerce  or  in  the  production  of 
goods  for  commerce,  and  this  classi- 
fication is  defined  as  the  manufacture 
of  capacitors,  transistors,  colls  and  coil 
forms,  hermetic  seals,  crystal  units,  rec- 
tifiers, electronic  tubes,  television  pic- 
ture tubes,  television  sets,  refrigerators, 
phonograph  pickup  cartridges,  electric 
baseboard  heating  units,  heating  pads 
and  massage  pads.  Christmas  lighting 
sets,  thermometers,  drafting  Instru- 
ments, surgical  administration  seta,  and 
watches. 

(d)  Wages  at  a  rate  of  not  less  than 
$1,035  an  hour  shall  be  paid  under  sec- 
tion 6(c).  Proviso  (1>  of  the  Fair  La- 
bor Standards  Act  of  1938  by  every  em- 
ployer to  each  of  his  employees  In 
classification  D  of  the  electrical,  instru- 
ment, and  related  products  Industry  In 
Puerto  Rico,  who  in  any  workweek  is 
engaged  In  commerce  or  In  the  pro- 
duction of  goods  for  commerce,  and  this 
classification  is  defined  as  the  grinding 
and  manufacture  of  optical  and  oph- 
thalmic lenses  and  prisms. 

(e)  Wages  at  a  rate  of  not  less  than 
$1.09  an  hour  shall  be  paid  under  sec- 
tion 6(c».  Proviso  (1)  of  the  Pair  Labor 
Standards  Act  of  1938  by  every  employer 
to  each  of  his  employees  In  classification 
E  of  the  electrical.  Instrument,  and  re- 
lated products  Industry  In  Puerto  Rico, 
who  In  any  workweek  is  engaged  In  com- 
merce or  In  the  production  of  goods  for 
commerce,  and  this  classification  Is  de- 
fined as  the  tnanuftu:ture  of  transform- 
ers, wire-wound  resistors,  and  all  prod- 
ucts and  activities  not  specifically  in- 
cluded In  any  other  classification  of  this 
Industry. 

3.  Effective  March  12.  1961.  para- 
graphs (b).  (O.  and  (d)  of  29  CFR  690.2 
are  amended  to  read  as  follows : 

§  690.2      Wage   ratr«. 

•  •  •  •  • 

(b)  Wages  at  a  rate  of  not  less  than 
$1,105  an  hour  shall  be  paid  under  sec- 
tion 6(c).  Proviso  (1)  of  the  Fair  Labor 
Standards  Act  of  1938  by  every  employer 
to  each  of  his  employees  In  the  phono- 
graph record  classification  of  the  fabri- 
cated plastic  products  Industry  in  Puerto 
Rico,  who  In  any  workweek  Is  engaged  In 
commerce  or  In  the  production  of  goods 
for  commerce,  and  this  classification  Is 
defined  as  the  manufacture  of  phono- 
graph records. 

(c)  Wages  at  a  rate  of  not  less  than  92 
cents  an  hour  shall  be  paid  under  section 
6(c),  Proviso  (1)  of  the  Pair  Labor 
Standards  Act  of  1938  by  every  employer 
to  each  of  his  employees  In  the  wall  tile 
classification  of  the  fabricated  plastic 
products  industry  In  Puerto  Rico,  who 
in  any  workweek  is  engaged  In  commerce 
or  in  the  production  of  goods  for  com- 
merce, and  this  classification  Is  defined 
as  the  manufacture  of  plastic  wall  tile 
and  wall  tile  accessories. 

(d)  Wages  at  a  rate  of  not  less  than 
85  cents  an  hour  shall  be  paid  under  sec- 
tion 6(c).  Proviso  (1)  of  the  Fair  Labor 
Standards  Act  of  1938  by  every  employer 
to  each  of  his  employees  in  the  general 
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classification  of  the  fabricated  pli 
products  Industry  In  Puerto  Rico,  who  tai 
any  workweek  is  engaged  in  commerM 
or  in  the  production  of  goods  for  com. 
merce.  and  this  classification  Is  defined  u 
the  manufacture  of  all  products  not  in. 
eluded  In  the  other  classifications  of  tbe 
Industry. 

4.  Effective  immediately,  paragraph 
(c»  of  29  CFR  677  2  Is  amended  to  read 
as  follows: 

§  677.2      Wa«f   ratM. 


(c)  Wages  at  a  rate  of  not  less  than 
$1,035  an  hour  shall  be  paid  under  see- 
tlon  6(c),  Proviso  (1)  of  the  Fair  Labor 
Standards  Act  of  1938  by  every  emploiw 
to  each  of  his  employees  in  the  paptt. 
paper  products,  printing,  and  publishlni 
industry  in  Puerto  Rico,  who  in  anj 
workweek  is  engaged  in  commerce  or  In 
the  production  of  goods  for  commerce, 
ahd  who  is  also  engaged  in  the  general 
classification  of  that  industry,  which  la 
defined  as  all  products  and  all  activltiM 
not  Included  In  the  other  classifications 
of  the  Industry. 

Signed  at  Washington,  D.C.,  this  26th 
day  of  January  1962. 

Clarence  T.  LnND<juisT, 
Administrator, 

(PR     Doc     62   1047;     Piled,   Jan.    31.    ISSl; 
8:47  a.m.  1 


Title  16— COMMERClia 
PRACTICES 

Chapter  I — Federal  Trade  Commltslen 

(Docket  8441  CO.] 

PART  13— PROHIBITED  TRADE 
PRACTICES 

Onyx  Art  Creators,  Inc.,  et  al. 

Subpart — Advertising  falsely  or  mls- 
leadlngly:  S  13.30  Composition  of  goods; 
5  13.170  Qtialities  or  properties  of  prod- 
uct or  service:  §  13.170-30  Durability  or 
Permanence.  S  u  b  p  a  r  t — Furnishinf 
means  and  instrumentalities  of  misrep- 
resentation or  deception:  §  13.1055  Fur- 
nishing means  and  instrumentalities  of 
misrepresentation  or  deception. 

(Sec  6.  38  Stat  721;  15  U.S.C.  49.  Interpret 
or  apply  sec  5.  38  Stat.  719,  as  amended;  18 
use.  45)  (Cease  and  desist  order.  Onyx 
Art  Creators.  Inc  .  et  al  ,  Brooklyn.  N.T, 
Docket  8441.  Oct.  16.  1961] 

In  the  Matter  of  Onyx  Art  Creators.  Inc.. 
a  Corporation,  and  Jack  Weiger  an4 
Joseph  Dinner,  Individually  and  as  Of- 
ficers of  the  Said  Corporation 

Consent  order  requiring  Brooklyn, 
N.Y.,  manufacturers  of  trophies  and 
awards  to  cease  representing  falsely  In 
catalogs  and  other  media  distributed  t» 
dealers  that  their  said  products 
made  of  "Blanco  Marble"  and 
"Everlasting"  when  In  fact  they 
made  of  the  much  less  durable  alabaitff 
and  thus  much  more  subject  to  damaf* 
and  destruction. 

The  order  to  cease  and  desist.  Includ- 
ing further  order  requiring  report  d 
compliance  therewith,  is  as  follows: 


It  is  ordered.  That  Onyx  Art  Creators, 
Inc..  a  ooipormtlon,  and  its  olllcers,  and 
Jack  Wdger  and  JoMph  Dinner,  Indi- 
vidually and  as  offioen  of  tbe  said  corpo- 
ration, and  refixmdents'  representatives, 
agents  and  employees,  directly  or 
through  any  oorporate  or  other  device,  in 
coimection  with  the  manufacture,  ad- 
vertising, offering  tot  sale,  sale  or  distri- 
bution of  trophies  or  awards,  or  any 
other  product.  In  commerce,  as  "com- 
merce" is  defined  In  the  Federal  Trade 
Commission  Act.  do  forthwith  cease  and 
desist  from: 

1.  Using  the  words  "bianco  marble", 
"marble",  or  any  other  term  of  similar 
Import  or  meaning,  to  designate,  de- 
scribe, or  refer  to,  the  alabaster  con- 
tained In  any  product;  or  misrepresent- 
ing in  any  manner  the  composition  of 
any  product 

2.  Misrepresenting  by  use  of  the  word 
"everlastli^".  or  any  other  term  of  sim- 
ilar import  or  meaning,  that  their  prod- 
ucts will  last  forever;  or  misrepresent- 
ing in  any  manner  the  durability  of  any 
product. 

3.  Placing  in  the  hands  of  others  any 
means  or  instrumentality  by  or  through 
which  the  public  may  be  misled  with  re- 
spect to  any  of  the  representations  pro- 
hibited imder  paragraphs  1  and  2  hereof. 

It  is  fwrther  ordered.  That  the  re- 
spondents herein  shall,  within  sixty  (60) 
days  after  service  upon  them  of  this 
order,  file  with  the  Commission  a  report 
In  writing  setting  forth  in  detail  the 
manner  and  form  In  which  they  have 
complied  with  this  order. 

Issued:  October  16, 1961. 

By  the  Conunission. 

[SEAL]  Joseph  W.  Shea, 

Secretary. 

\YR.   Doc.    62-1039;    Filed.   Jan.    31,    1962; 
8:46  am.] 


Title  43— PUBLIC  LANDS: 
INTERIOR. 

Chapter  I — Bureou  of  Land  Manage- 
ment, Department  of  the  Interior 

I  suacHArrfi  h — gkazing 

'  [CircxUar  2070] 

PART     161— THE     FEDERAL    RANGE 
CODE   FOR  GRAZING  DISTRICTS 

Issuonco  of  Licontos  and  Permits 

I  CorrecUon 

In  FJt  Doc.  61-11810  appearing  at 
page  11975  of  the  Issue  for  Thursday. 


No.  22- 


December  14,  1961.  9  161.13(g)   is  cor- 
rected to  read  as  set  forth  below: 

(g)  National  Advisory  Board  Council. 
The  livestock  members  of  each  State 
advisory  board  ^all  select  from  their 
number,  at  its  first  meeting  of  each  new 
term,  one  member  and  one  alternate 
representing  cattle  and  horses,  and  one 
member  and  one  alternate  representing 
sheep  and  goat^  to  serve  on  the  Na- 
tional Advisory  Board  Council.  The 
elected  wildlife  member  or  his  alternate 
on  each  State  advisory  board  will  serve 
on  the  National  Advisory  Board  Coimcll 
representing  wildlife  interests.  The 
State  Director  from  each  of  the  ten 
Western  States  with  organized  grazing 
-districts  shall  submit  a  list  of  nomi- 
nees, selected  from  the  nonllvestock 
and  nonwildllfe  membership  on  the 
State  board.  From  this  list,  and  other 
sources  as  he  may  determine,  the  Secre- 
tary of  the  Interior  or  his  authorized 
representative  shall  appoint  members, 
not  exceeding  ten  in  number,  to  the  Na- 
tional Advisory  Board  Council  to  rep- 
resent nonllvestock  and  nonwildllfe  in- 
terests. In  addition  to  the  above  mem- 
bership, one  member  from  each  of  the 
States  of  Alaska  and  Washington  will 
be  appointed  by  the  Secretary  of  the  In- 
terior or  his  authorized  representative 
from  a  list  submitted  by  the  respective 
State  Directors  pursuant  to  nominations 
made  by  State  or  local  government  offi- 
cers or  organizations  r^ecting  inter^ 
ests  in  grazing  ch*  other  uses  of  public 
lands.  The  Council  shall  select  from  its 
members  one  member  to  be  chairman  of 
the  Council.  The  cochairman  of  the 
Council  shall  be  an  official  of  the  De- 
partment of  the  Interior  appointed  by 
the  Secretary  of  the  Interior  who  shall 
set  the  time  and  place  for  ^uch  meetings 
of  the  National  Advisory  Board  Council 


APPENDIX — PUBLIC   LAND  ORDERS 

[Public  Land  Order  2594] 
[Los  Angeles  0163998] 
[  Sacramento  065966  ] 

C|ALIFORNIA 

Establishing  Monache-Walker  Pass 
National  Cooperative  Land  and 
Wildlife   Management  Area 

Correction 

« 

In  F.R.  Doc.  62-875,  appearing  at  page 
779  of  the  issue  for  Friday,  January  26, 
1962,  the  following  correction  is  made 
under  T.  27  S.,  R.  32  E.  ^f  the  land  der 
scription:  The  entry  for  sec.  12  should 
terminate  with  the  designation  "and 
NWy4SWy4;"  instead  of  "and  NWy4 
SEy4;". 


Proposed  Rule  Making 


DEPARTMENT  OF  HEALTH,  EDU- 
CATHIN,  AND  WELFARE 

Food  and  Drug  Administration 

[21    CFR   Part   120  1 

TOXAPHENE 

Notice  of  Filing  of  Petition  for  Estab- 
lishment of  Tolerance  for  Residues 

Pursuant  to  the  provisions  of  the  Fed- 
eral Pood,  Drug,  and  Cosmetic  Act  (sees. 
408(d)(1).  68  Stat.  512;  21  U.S.C.  346a 
(d)(1)),  notice  is  given  that  a  petition 
has  been  filed  by  Hercules  Powder  Co.. 
Wilmington  99,  Del.,  proposing  the  es- 
tablishment of  a  tolerance  of  3  parts  per 
million  for  residues  of  toxaphene  (chlo- 
rinated camphene  containing  67  percent- 
69  percent  chlorine)  in  or  on  pineapple. 

The  analytical  method  referred  to  in 
the  petition  for  residues  of  toxaphene  on 
pineapple  involves  the  determination  of 
organic  chlorine  by  reduction  with  so- 
dium metal  in  isopropyl  alcohol,  followed 
by  amperometric  titration  of  the  result- 
ing chloride  ion  with  silver  nitrate. 

Dated:   January  25.  1962. 

RoBSKT  S.  Roe, 
Director,  Bureau  of 
Biological  and  Physical  Sciences. 

[PJl.    Doc.    62-1060;     FUed.    Jan.    31.    1962; 
8:48  a.m.| 


[  21    CFR   Part   121  1 

FOOD  ADDITIVES 

Notice  of  Filing  of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food,  Drug,  and  Cosmetic  Act  (sec. 
409(b) '5).  72  Stat.  1786;  21  U.S.C.  348 
(b)  (51  ),  notice  is  given  that  a  petition 
(FAP  655)  has  been  filed  by  E.  I.  du 
Pont  de  Nemours  and  Co..  Inc.,  Wilming- 
ton 98.  Del ,  proposing  the  issuance  of 
a  regulation  to  provide  for  the  safe  use 
of  colloidal  silicon  dioxide  in  an  amount 
not  to  exceed  1.0  percent  as  the  sole  anti- 
caking  agent  in  animal  feed  supplements. 

Dated:   January  26.  1962. 

J.  K.  Kirk. 

Assistant  Commissioner 
of  Food  and  Drugs. 


use  in  packaging,  transporting,  or  hold- 
ing food. 

Dated:  January  26,  1962. 

J.  K.  Kirk, 
Assistant  Commissioner 
of  Food  and  Drugt. 

|FR     Doc     62   1087:    Piled,    Jan.    31.    lOei; 
8:48  ajn.l 


I  21    CFR   Part  121  1 

FOOD  ADDITIVES 

Notice  of  Filing  of  Petitions 

Pursuant  to  the  provisions  of  the  Fed- 
eral Pood.  Drug,  and  Cosmetic  Act  (sec. 
409(b)(5),  72  Stet.  1786;  21  U.S.C.  348 
(b)(5)).  notice  Is  given  that  petitions 
(FAP  503,559)  have  been  filed  by  Ameri- 
can Cyanamid  Co.,  Agricultural  Center. 
Post  OfBce  Box  383,  Princeton.  N.J..  pro- 
posing the  issuance  of  a  regulation  to  es- 
tablish tolerances  for  chlortetracycllne 
and  neomycin  in  the  edible  tissues  of 
calves,  as  follows: 

Chlortetracycllne : 
4  parts  per  million  In  uncooked  liver  and 

kidney. 
1  part  per  million  In  uncooked  muscle 
and  fat. 

Neomycin : 
Zero  in  all  edible  tissues. 

Dated:  January  26,  1962. 

J.  K.  Kirk. 
Assistant  Commissioner 
of  Food  and  Drugs. 

[P.R.    Doc.    62-1064:    Filed.    Jan.    81.    1M2; 
8:48  ajn.| 
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62-1065:     Filed. 
8  48  a  m  I 


Jan     31.    1962; 


[  21    CFR   Part   121  1 

FOOD  ADDITIVES 

Notice  of  Filing  of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Pood,  Drug,  and  Cosmetic  Act  (sec. 
409'b)(5),  72  Stat.  1786;  21  U.S.C.  348 
(b)(5)).  notice  is  given  that  a  petition 
(FAP  663)  has  been  filed  by  E.  I.  du 
Pont  de  Nemours  and  Co  .  Inc..  Wilming- 
ton 98.  Del.,  proposing  the  issuance  of 
a  regulation  to  amend  S  121.2504  of  the 
food  additive  regulations  to  provide  for 
the  safe  use  of  66  610  copolymer  nylon 
resins  in  the  production  of  articles  in- 
tended for  use  in  processing  and  han- 
dling milk  and  milk  products. 

Dated:   January  26.  1962. 

J   K.  Kirk. 

Assistant  Commissioner 
of  Food  and  Drugs. 

[P.R,    Dec     62-1066:    Filed,    Jan.    31,    1963; 
8  48  am  | 


[  21    CFR   Part  121  1 

FOOD  ADDITIVES 

Notice  of  Filing  of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food,  Drug,  and  Cosmetic  Act  (sec. 
409<b)(5),  72  Stat.  1786:  21  UJ3.C.  348 
(b)(5) ).  notice  is  given  that  a  petition 
(FAP  672)  has  been  filed  by  Hercules 
Powder  Co.,  Inc..  910  Market  Street.  Wil- 
mington 99,  Del.,  proposing  the  issuance 
of  a  regulation  to  provide  for  the  safe 
use  of  sodium  lignosulfonate  as  a  dis- 
persant  in  alkyl  ketene  dimer  emulsions 
used  as  sizing  agents  in  the  manufacture 
of  paper  and  paperboard  Intended  for 


[  21    CFR   Part  121  1 

FOOD  ADDITIVES 

Notice  of  Filing  of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food,  Drug,  and  Cosmetic  Act  (ate. 
409(b)(5),  72  SUt.  1786;  21  U.S.C.  341 
(b)(5)),  notice  is  given  that  a  petitlaa 
(FAP  675)  has  been  filed  by  Charki 
Pfizer  and  Co.,  Inc.,  235  East  42d  Street," 
New  York  17,  N.Y..  proposing  the  issu- 
ance of  a  regulation  to  provide  for  tlM 
safe  use  of  200  parts  per  million  of  di- 
ethyl pyrocarbonate  in  wine  as  a  sterllli- 
ing  agent. 

Dated:  January  26.  1962. 

J.  K.  Kirk. 
Assistant  Commissioner 
of  Food  and  Drugs. 


IFR     Doc 


62-1058:    Piled,    Jan.    31,    1981; 
8:48  ajn.] 


[  21   CFR  Part  121  1 

FOOD  ADDITIVES 

Notice  df  Withdrawal  of  Petition 

Pursuant  to  the  provisions  of  tbe 
Federal  Food.  Drug,  and  Cosmetic  Act 
(sec.  409(b),  72  Stat.  1786;  21  UJB.C. 
348(b) ),  the  following  notice  is  issued: 

In  accordance  with  S  121.52  With- 
drawal of  petitions  tcrithout  prejudk* 
of  the  procedural  food  additive  regula- 
tions (21  CFR  121.52).  Shell  Chemletl 
Co..  50  West  Fiftieth  Street.  New  York 
20.  N.Y.,  has  withdrawn  its  petition 
(FAP  208)  proposing  the  issuance  of  a 
regulation  to  provide  for  the  safe  use  In 
animal  feed  of  ethyl  alcohol  contalnlm 
certain  denaturants  for  Increaaini 
weight  gains  and  improving  feed  elB- 
ciency.  The  notice  of  filing  of  ttlii 
petition  appeared  in  the  Federal  Rboo- 
TM  of  January  10,  1961   (26  F.R.  168). 

The  withdrawal  of  this  petition  to 
without  prejudice  to  a  future  filing. 

Dated:  January  26,  1962.  * 

J.  K.  Kirk, 
Assistant  Commissioner 
of  Food  and  Drugt. 

[PR.   Doc.    62-1059;    Piled.    Jan.    31.    !••! 
8:48  ajn  ] 


flfgrtday,  February  1, 1962 

DEPARTMENT  OF  THE  INTERIOR 

Fish  and  WildHfe  Sorvic* 

[  50  CFR  Port  33  1 

SPORT  FISHING 

Modoc  National  Wildiifo  Rofugo, 
Califoniia;  Proposod  AddMon  to 
List  of  Open  Areas 

Notice  Is  hereby  given  that  pursuant 
to  the  authority  vested  in  the  Secretary 
of  the  Interior  by  the  Migratory  Bird 
Conservation  Act  of  February  18,  1929, 
u\mended  (45  Stat.  122J^:  16  UJ3.C. 
715)  it  la  proposed  to  amend  50  CFR 
S3  4  by  the  addition  of  the  Modoc  Na- 
tional Wildlife  Refuge,  CaUfomia.  to  the 
Ust  of  wildlife  refuge  areas  open  to  public 
mort  fishing  as  legislatively  permitted. 

It  has  been  determined  that  regulated 
public  sport  fishing  may  be  permitted  on 
the  Modoc  National  WUdllfe  Refuge 
without  detriment  to  the  objective  for 
which  the  area  was  established. 

It  Is  the  policy  of  the  Department  of 
the  Interior,  whenever  practicable,  to 
afloid  the  public  an  opportunity  to  par- 
ticipate in  the  rule  making  process.  Ac- 
cordingly, interested  persons  may  submit 
written  comments,  suggestions,  or  objec- 
tions, with  respect  to  this  proposed 
amendment,  to  the  Director,  Bureau  of 
Sport  Fisheries  and  Wildlife,  Washing- 
ton 25.  D.C..  within  30  days  of  the  date 
of  publication  of  this  notice  in  the  Fkd- 

BtAL  RiGISTR. 

Section  33.4  is  amended  by  the  addi- 
tion of  the  following  area  as  one  where 
sport  fishing  is  authorized. 

I  SS.4     List  of  open  areas ;  sport  fishing. 
•  •  •  •  • 

CALirORNIA 

ICodoc  National  Wildlife  Refuge. 

Stewart  L.  Udall, 
Secretary  of  the  Interior. 

jAiruARY  26. 1962. 

[PJl.   Doc.   62-1040;    Piled,    Jan.   31,    1062; 
8:45  a.m.] 

FEDERAL  AVIATION  AGENCY 

[14  CFR  Parts  600,  601  1 

(Airspace  Docket  No.  61-NT-68] 

FEDERAL  AIRWAYS  AND 
CONTROLLED  AIRSPACE 

Proposed  Alterotion 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR 
409.13),  notice  is  hereby  given  that  the 
Pederal  Aviation  Agency  is  considering 
amendments  to  !!  600.6051  and  601.6051 
of  the  regulations  of  the  Administrator, 
(be  substance  of  which  is  stated  below. 

Low  altitude  VOR  Federal  airway  No. 
51  extends  in  part  from  Crossville,  Term., 
to  Louisville,  Ky.,  via  New  Hope,  Ky. 
.  The  Federal  Aviation  Agency  has  under 
ooDsideration  the  designation  of  an  east 
alternate  to  Victor  51  from  the  Bakerton 
Intersection  (intersection  of  the  Lon- 
*>n.  Ky.,  VORTAC  260°  and  the  New 
Hope  VOR  163°  True  radials)    to  the 


FEDERAL  REGISTER 

LoulBViUe  VORTAC  via  the  intersection 
of  the  Lexington.  Ky..  VORTAC  213' 
and  the  Louisville  VORTAC  148*  True 
radlala.  The  airspace  between  this  pro- 
posed east  alternate  airway  and  Victor 
51  would  not  be  designated  as  controlled 
airq;Mice. 

Victor  51  east  alternate,  as  proposed, 
would  provide  an  additional  southboimd 
dq>arture  route  from  the  Louisville 
terminal  area  and  provide  a  low  altitude 
airway  for  transition  to  intermediate 
altitude  VOR  Federal  airway  No.  1515. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  ttiey 
may  detdre.  Commimications  should  be 
sulHnitted  in  triplicate  to  the  Assistant 
Administrator,  Eastern  Region,  Attn: 
Chief.  Air  Traffic  Division,  Federal  Avia- 
tioii  Agency,  Federal  Building,  New 
York  International  Airport,  Jamaica  30, 
N.Y.  All  communications  received  within 
forty-five  days  after  publication  of  this 
notice  in  the  Federal  Register  will  be 
considered  before  action  is  taken  on  the 
.  proposed  amendment.  No  public  hear- 
ting is  contemplated  at  this  time,  but  ar- 
,  rangemoits  for  informal  conferences 
with  Federal  Aviation  Agency  officials 
may  be  made  by  contacting  the  Regional 
Air  Traffic  Division  Chief,  or  the  Chief, 
Airspace  Utilization  Division,  Federal 
Aviation  Agency,  Washington  25,  D.C. 
Any  data,  views  or  argiunents  presented 
during  such  conferences  must  also  be 
submitted  in  writing  in  accordance  with 
this  notice  in  order  to  become  part  of  the 
record  for  consideration.  The  proposal 
contained  in  this  notice  may  be  changed 
in  the  lifl^t  of  comments  received. 

"Die  ofBcial  Docket  will  be  available  for 
examination  by  Interested  persons  at  the 
Docket  Section,  Federal  Aviation  Agency, 
Room  C-226,  1711  New  York  Avenue 
NW.,  Washington  25,  D.C.  An  informal 
Docket  will  also  be  available  for  ex- 
amination at  the  office  of  the  Regional 
Air  Traffic  Division  Chief. 

This  amendment  is  proposed  imder 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  UJS.C. 
1348). 

Issued  in  Washington,  D.C.  on  Jan- 
uary 25,  1962. 

Charles  W.  Car^jody, 
Chief,  Airspa<:e  Utilization  Division. 

[FJl.    Doc.    62-1033;    Filed.    Jan.    31,    1962; 
8:45  ajn.l 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[47  CFR  Parts] 

[Docket  No.  14419,  RM-268;  FCC  62-98] 

PRE-SUNRISE  OPERATION  BY  STAND- 
ARD BROADCAST  STATIONS 

Ordor  Granting  Petition  and  Extend- 
ing Time  for  Filing  of  Comments 

At  a  session  of  the  Federltl  Commu- 
nications Commission  held  at  its  offices 
in  Washington,  D.C,  this  25th  day  of 
January  1962. 

1.  Comments  in  the  above-entitled  rule 
mftiring  proceeding  are  presently  due  to 


be  filed  on  or  before  February  8.  IMS, 
and  reply  comments  on  w  before  Feb- 
ruary 19,  1962.  In  petitions  filed  Jan- 
uary 12  and  January  16.  1963,  rMtne- 
tively.  Daytime  Broadcaster*  AfsotBla- 
tion  (D.BA.)  and  the  law  firm  of  C6hn 
and  lilarks  have  requested  an  exteniloii 
of  time  for  filing  ctmunents  (D3jIL  re- 
quests an  extension  untU  May  16,  IMS; 
"Cohn  and  Marks  request  extension  uiMl 
March  8,  1962).  A  statonent  in  sup- 
port of  the  D£A.  request  was  filed  on 
January  17, 1962  by  D.  F.  Prince  and  Ray 
R.  Paul,  attorneys,  on  behalf  of  the  li- 
censees of  some  19  dasrtime-only  Class 
in  stations. 

2.  D.BA.  advance  in  support  of  its 
request  the  need  or  getting  and  corrdat- 
ing  the  views  and  onnments  of  its  num- 
erous member  and  other  daytime  sta- 
tions, many  of  whcHn  would  be  affected 
if  the  proposal  advanced  herein  is 
adopted,  and  asserts  that  this  can  best 
be  done  at  the  association's  mA*ting  to 
be  held  in  connection  with  tbit  NJLB. 
convention  (this  year,  early  in  April). 
It  is  also  asserted  that  i  3.87  has  prac- 
tical effect  only  in  months  n^en  sun- 
rise is  relatively  late  and  thus  the 
requested  extension  would  not  dday  ef- 
fectuation of  the  new  rule  as  a  iHraetieal 
matter  If  it  is  decided  to  be  in  the  pubUe 
Interest.  The  statement  in  suivort  of 
the  D3A.  petition,  and  the  Cohn  and 
Marks  petition,  lu^e  substantially  simi- 
lar considerations. 

3.  It  is  also  to  be  noted  that  the  cap- 
tion of  this  proceeding  is  perhmw  not 
clear,  in  that  it  refers  to  amendment  of 
9  3.87  with  req>ect  to  regional  channels, 
whereas  the  pr(qx>sal  contained  in  the 
notice  of  proposed  rule  maWtiy  would 
also  affect  Class  n  stations,  to  which 
§  3.87,  as  revised,  would  no  longer  mpplj 
so  that  "pre-sunrise"  operation  by  sta- 
tions of  this  class  would  not  generally 
be  permitted.  We  take  this  opportunity 
to  clarify  this  matter  by  calling  atten- 
tion to  the  fa6t  that  a  few  Class  n  sta- 
tions would  be  so  affected  imder  the 
proposal;  and  it  is  appn^rlate  to  ex- 
tend the  time  for  filing  ccHnmoits  in 
view  of  the  possible  ambiguity  previous^ 
existing. 

4.  Under  the  circiunstances,  it  ap- 
pears that  sufficient  good  cause  exists 
for  grant  of  the  D£.A.  petition,  and  that 
the  time  for  filing  comments  should  be 
extended  to  May  15,  1962,  with  corre- 
sponding extension  of  time  for  filing 
reply  comments. 

5.  Because  of  the  extension  of  ttane 
granted  herein,  resolution  of  this  pro- 
ceeding will  take  longer  than  had  beai 
anticipated.  This  raises  the  possibilities 
that  in  the  interim  authorization  of  a 
substantial  niunber  of  new  or  changed 
daytime  facilities,  with  {  3.87  privileges, 
might  further  complicate  the  "pre-sun- 
rise" situation  while  that  situation  is 
imder  review.  Therefore,  it  is  hiMypro-' 
priate  to  permit  facilities  initially  au- 
thorized while  this  proceeding  is  pending 
to  engage  in  "pre-sunrise"  openUon. 
Accordhigly,  pending  resolution  of  this 
proceeding,  all  grants  of  ctmstruction 
permits  for  daytime  facilities — eltho- 
new  facilities  or  major  changes  in  facil- 
ities—for Class  n  and  Class  III  stations 
(both  dasrtime-only  stations  and  stations 
operating  differently  day  and  night)  will 


960 


I  t 


PROPOSED  RULE  MAKING 

be  expressly  subject  to  the  condition  that 
no  pre-sunrise  operation  will  be  per- 
mitted under  i  3.87. 

6.  Accordingly,  it  is  ordered.  This  25th 
day  of  January  1962.  that  the  peUtions 
of  Daytime  Broadcasters  Association  and 
Cohn  and  Marks  are  granted;  that  the 
time  for  filing  comments  herein  is  ex- 
tended to  and  including  May  15.  1962; 
and  that  the  time  for  filing  reply  com- 
ments herein  is  extended  to  and  including 
June  4.  1962. 

7.  This  action  is  taken  pursuant  to  au- 
thority found  in  sections  4"i).  5<d><l» 
and  303(r)  of  the  Communications  Act  of 
1934.  as  amended. 

Released:  January  29,  1962. 

Federal  Communications 
Commission. 
[SEAL]  Ben  F.  Waple, 

Acting  Secretary. 

IFR     Doc      62    1071;     Filed,     Jan.    31.     19«2; 
8  50  am  1 


DEPARTMENT  OF  THE  TREASURY 

Comptroller  of  tho  Cwrronqr 

FiRST  NATIONAL  BANK  OF  PROV- 
INCCTOWN,  PROVINCETOWN, 
MASSACHUSETTS 

Application  for  a  Branch  in  Chotham, 
Massachusetts 

Notice  of  Hearing 

A  public  hearing  will  be  held  at  the  re- 
quest of  The  First  National  Bank  of 
provincetown,  Provincetown,  Massachu- 
setts, the  Cape  Cod  Trxist  Company  of 
Harwich  Port,  Massachusetts.  The  Cape 
Cod  Five  Cents  Savings  Bank.  Harwich 
port,  Massachusetts,  the  Chatham  Trust 
Company.  Chatham.  Massachusetts, 
god  the  Commissioner  of  Banks  of  Mas- 
sachusetts on  the  application  of  The 
First  National  Bank  of  Provincetown  to 
establish  a  branch'  in  Chatham, 
llassachusetts. 

The  hearing  will  be  held  on  Monday. 
February  12,  1962,  at  9:30  ajn.,  in  Room 
4119,  Main  Treasury  Building,  Washing- 
ton. D.C. 

All  persons  desiring  to  testify  should 
notify  the  Comptroller  of  the  Currency 
by  February  7,  1962. 

Dated:  January  29,  1962. 

[8BAL]  James  J.  Saxom. 

Comptroller  o/  the  Currency. 

(PJl.   Doc.    62-1066;    Piled.    Jan.    81.    1902; 
8:50  a.m.] 


Secret  Servico 

(Delegation  Order  1,  Rev.  3] 

CERTAIN  OFFICERS 
Delegation  of  Authority 

By  virtue  of  the  authority  vested 
in  me  by  Treasury  Oepartment  Order 
No.  129  (Revision  No.  2)  dated  April  22, 
1955,  it  is  hereby  ordered  as  follows: 

1.  The  following  ofiBcers  of  the  United 
States  Secret  Service,  in  the  order  of 
succession  enumerated,  shall  act  as  Chief, 
U.S.  Secret  Service,  during  the  absence 
or  disability  of  the  Chief,  or  when  there 
is  a  vacancy  in  such  office : 

(1)  Deputy  Chief. 

(2)  Assistant  Chief . 

(3)  Chief  Inspector. 

(4)  Inspector,  Region  number  1. 

(5)  Inspector,  Region  number  2. 

(6)  Inspector,  Region  number  3. 

(7)  Inspector,  Region  number  4. 

(8)  Special  Agent  in  Charge,  Rich- 
mond. Va. 

(9)  Special  Agent  in  Charge,  Jack- 
sonville, Fla. 

(10)  Special  Agent  in  Charge,  Miami, 

na. 

2.  In  the  event  of  an  enemy  attack  on 
the  oontinenUI  United  States,  aU  Special 
Agmts  in  .Charge  of  Secret  Service  field 


Notices 


officers,  including  the  Special  Agent  in 
Charge  of  the  White  House  Detail,  are 
authorised  in  their  respective  districts  to 
perform  any  function  of  the  Chief,  U.S. 
Secret  Service,  or  the  Secretary  of  the 
Treasury,  whether  or  not  otherwise  dele- 
gated, which  is  essential  to  the  carrying 
out  of  responsibilities  otherwise  assigned 
to  them.  The  respective  officers  will  be 
notified  when  they  are  to  cease  exercis- 
ing the  authority  delegated  in  this 
paragraph. 

[skal]  jAius  J.  Rowley, 

Chief.  U.S.  Secret  Service. 

January  18, 1962. 

(PJl.    Doc.    63-1067:    PUed.    Jan.    31,    1962; 
8:50  a.in.] 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

ALASKA 

Notice  of  Proposed  Withdrawal  and 
Reservation  of  Lands 

January  16. 1962. 

The  Federal  Aviation  Agency  has  filed 
an  application.  Serial  Number  Fair- 
banks 027227  for  the  withdrawal  of  the 
lands  described  below,  from  all  forms 
of  appropriation  luider  the  public  land 
laws,  including  the  mining  and  mineral 
leasing  laws,  except  the  laws  relating  to 
material  sales.  The  applicant  desires 
the  land  for  the  establishment  of  an 
Air  Navigation  Aid. 

For  a  period  of  60  days  from  the  date 
of  publication  of  this  notice,  all  persons 
who  wish  to  submit  comments,  sug- 
gestions, or  objections  in  connection 
with  the  proposed  withdrawal,  may  pre- 
sent their  views  in  writing  to  the  imder- 
signed  officer  of  the  Bureau  of  Land 
Management,  Department  of  the  In- 
terior, Fairbanks  District  Office.  516 
Second  Avenue,  Fairbanks,  Aliska. 

If  circumstances  warrant  it.  a  public 
hearing  will  be  held  at  a  convenient  time 
and  place,  which  will  be  aruiounced. 
The  determination  of  the  Secretary  on 
the  application  will  be  published  in  the 
Fkdsral  Register. 

A  separate  notice  will  be  sent  to  each 
interested  party  of  record. 

The  lands  involved  in  the  application 


Ck>mer  No.  1  of  Hi^py  Thought,  whkdi  Is  tha 
same  as  Ckuuer  No.  1  of  Target  FtaetUm.  and 
.which  Ues  S.  41*07'  W.  146.7  feet  ttam  VH. 
Location  Monxunent  No.  1386:  theae*  M. 
70°S2'  W.  719.5  feet  to  Corner  No.  4  of  Tar- 
get Fraction,  which  Is  the  same  as  Comsr 
No.  1  of  Elks  Placer:  thence  N.  89*83'  W. 
1.293  feet  to  Comer  No.  7  of  Elks  Plaoer  and 
is  a  point  on  the  4-6  line  of  Dora  Awocla- 
tion,  which  Is  the  point  of  begtnnlnr,  eoa- 
taining  118.65  acres,  more^or  leas. 

PABCKL  a 

Beginning  at  Comer  No.  3  of  said  Kks 
Placer:  thence  S.  78*40'  E.  1.078,3  feet  to 
Comer  No.  2  of  Elks  Placw.  whleh  to  UM' 
same  as  Comer  No.  3  of  Target  Praetkm: 
thence  S.  68*21'  E.  386  feet  to  Comer  No.  3 
of  Target  Fraction,  which  is  the  same  as  Cor- 
ner No.  6  of  Happy  Thought;  thenoe  B.  07*46' 
E.  1,066  feet  to  a  point  on  the  6-6  line  of 
Happy  Thought  which  is  the  same  as  Oamsr 
No.  1  of  Lillian  AssocUtion;  thenoe  8.  13*90' 
W.  1,132.6  feet  to  Comer  No.  6  of  UlUaa 
Association;  thence  N.  60*27'S9"  W.  3,939.63 
feet  to  the  point  of  beginning;  oontaiahig 
35.98  acres,  more  or  leu. 

PABCKL  sa 

A  road  right-of-way  100  feet  wide,  the  een-  . 
terline  of  which  is  described  as  follows:  from 
Comer  No.  7  of  Elks  Placer.  VA.  IClnsnl 
Survey  No.  1295  go  N.  34*58'  W.  63JS0  feet  to 
said  road  centerllne;  thence  N.  82*43'18"  W. 
217.84  feet;  thence  S.  66*64'02"  W.  1,100.00 
feet:  thence  S.  67*54'02"  W.  69.00  feet  to  a 
point  on  the  2-3  line  of  Dora  Assoclatloin. 
which  Is  the  point  of  beginning:  thenoe  8. 
65*64'02"  W.  831.40  feet,  thence  8.  77*64'08" 
W.  902.03  feet;  thence  N.  84*05'58"  W.  800 
feet,  more  or  leas,  to  the  Nome-8oIamoa  road 
at  a  point  approximately  1,180  feet  south- 
easterly from  the  Nome  Blver  bridge;  om- 
tainlng  4.67  acres,  more  or  leas. 

PABCKL  sb 

A  road  right-of-way  100  feet  wide,  the  can- 
ter line  of  which  is  described  as  ftdlows:  from 
Corner  No.  7  of  Elks  Placer,  "OB.  Utuml 
'Surrey  No.  1295,  go  N.  34*68'  W.  63.80  feet 
to  the  point  of  begimUng; .  thence  8. 
82*42'13"  E.  42.03  feet,  more  m  less;  contain- 
ing 0.05  acres,  more  or  leas. 

The  total  area  described  in  tbls  appli- 
cation is  159.35  acres,  more  or  lees. 

Richard  L.  Quimtub, 
District  Manager,  FcArhank*. 

Doc.    62-1066:    FUed.    Jan.    31,    1963; 
8:49  a.m.] 


are: 


Nome  Area 


PABCEL  1 


Beginning  at  Corner  No.  7  of  U.^.  Mineral 
Survey  No.  1295,  Elks  Placer;  thence  North 
1.768;41  feet;  thence  East  4,172.94  feet; 
thence  South  2,840.02  feet;  thence  S.  45*00' 
W.  306.44  feet  to  a  point  on  the  3-3  line  of 
Happy  Thought  Association  Placer,  n.S.  Min- 
oral  Survey  No.  1295;  thence  N.  76*26'  W. 
1.0a4M  feet  to  Corner  No.  2  of  Happy 
Thought;  thence  N.  71*04'  W.  1,128.5  feet  to 
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(Serial  No.  Idaho  013082] 
IDAHO 

Order  Providing  for  Opening  of 
Public  Lands 

January  24.  1SM2. 

In  exchange  of  lands  made  under  the 
provisions  of  section  8  of  the  afCt  of 
June  28,  1934  (48  Stat.  1269);  u 
amended  June  26,  1936  (49  Stat  1976; 
43  U.S.C.  316g)  the  following  described 
lands  have  been  reconveyed  to  the  United 
States: 

Ml 


If 
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Boisz  MxRioiAN.  Idaho 


PAKCXI.    1 

T.  9  N..  R.  26  «., 

See.  30:  NWViSK'A.  S^^SEV;. 

The  landa  are  located  about  30  mllea  from 
Leslie,  Idaho,  In  Butte  County. 

PAXCZL    a 

T.  7  N..  R.  S6  E.. 

See.  19:  BXV^llEV^: 

Sec.  30:   SW'ANWy*. 

The  lands  are  located  7  miles  northeast 
o«  Terreton.  In  Jefferson  County.  Idaho. 

PASCZL    3 

T.  B  S..  R.  8  K.. 

Sec    2 :    8% ' 

Sec.  10:   SBV4NKV4.  NE'4SE'4: 

Sec.  11:   W'/^SW'4; 

Sec.   14:   NW«4. 

The  laiMla  are  located  from  3  to  6  miles 
northerly  of  Hammett  In  Elmore  County. 
Idaho. 

PAXCEL    4 

T.   15  8.,  R.  31  E.. 

Sec.  19:   8WV4NEU- 
T.  15  S..  R.  32   E.. 

Sec.  31:   N>4S»>4.  SEV4SE>,4 

The  lands  are  located  about  14  miles 
southwest  of  Holbrook  In  Oneida  County, 
Idaho. 

PAKCEL    5 

T.  14  S..  R.  30  E.. 

Sec.   Ifl:    81/i. 
.    The  lands  are  located  about  16  miles  north- 
easterly of  Holbrook  In  Oneida  County.  Idaho. 

The  areas  described  aggregate  1.320 
acres. 

The  lands  Involved  are  scattered 
throughout  southeastern  Idaho  and  are 
generally  suitable  for  the  grazing  of 
livestock.  The  topography  varies  from 
nearly  level  to  mountainous.  The  soils 
vary  also  from  sandy  to  clay  loams.  The 
vegetative  cover  is  typical  of  grazing  land 
in  the  area.  The  Isuids  vary  in  elevation 
from  about  3,100  to  7,000  feet  above  sea 
leveL  Some  of  the  land  may  have  agri- 
cultural potential  provided  an  adequate 
source  of  water  was  available  for 
irrigation. 

The  public  lands  affected  by  this  order 
are  hereby  restored  to  the  operation  of 
the  public  land  laws  subject  to  any  valid 
existing  rights,  and  the  provisions  of 
existing  withdrawals,  and  the  require- 
ments of  applicable  law.  rules,  and 
regulations. 

Applications  and  offers  for  all  of 
the  lands  In  parcels  2.  3,  and  4  received 
imder  the  mineral  leasing  laws  prior  to 
10:00  ajn.  on  January  24,  1962.  will  be 
considered  as  simultaneously  filed  as  of 
that  date  and  hour;  and  all  the  lands  in 
these  same  parcels  will  be  open  to  mining 
location  at  that  date  and  hour. 

The  lands  in  parcel  1  have  always  been 
open  to  mineral  leasing  and  mining  loca- 
tion. The  minerals  in  parcel  5  are  re- 
aerved  to  the  State  of  Idaho  under  the 
provisions  of  Section  47-701  of  the  Idaho 
Code. 

Inquiries  and  applications  concerning 
the  aboTe  lands  shall  be  addressed  to  the 
Manager,  Land  OfOce,  Bureau  of  Land 
Management,  P.O.  Box  2237.  Boise, 
Idabo. 

JOl   T.   PALLnfT, 

State  Director. 

IFJl.    Doc.   89-1041;    FUed,    Jan.    31,    1963; 
•  :4«  »jn.l 


NOTICES 

[Utah   (I-S9)  1 

UTAH 

Notice  of  Proposed  Withdrawal  and 
Reservation  of  Lands 

January  24.  1962. 
The  Bureau  of  Reclamation  of  the  De- 
partment of  the  Interior  has  filed  an  ap- 
plication. Serial  No.  Utah  069117.  for  the 
withdrawal  of  the  following  described 
lands  from  public  entry  under  the  first 
form  of  withdrawal  as  provided  by  sec- 
tion 3  of  the  act  of  June  17.  1902  <32 
Stat.  388  >.  subject  to  valid  existing 
rights. 

The  applicant  desires  the  land  for  the 
proposed  construction  of  the  Dixie  proj- 
ect features  and  for  potential  farm  units 
in  connection  with  that  project.  Grazing 
administration  will  remain  under  the 
jurisdiction  of  the  Bureau  of  Land  Man- 
agement until  the  land  is  required  under 
the  project. 

For  a  period  of  thirty  i30i  days  from 
the  date  of  publication  of  this  notice, 
persons  having  cause  may  present  their 
objections  in  writing  to  the  undersigned 
official  of  the  Bureau  of  Land  Manage- 
ment. Department  of  the  Interior.  Dar- 
ling Building.  P.O.  Box  777,  Salt  Lake 
City  10.  Utah. 

If  the  circumstances  warrant  It.  a  pub- 
lic hearing  will  be  held  at  a  convenient 
time  and  place,  which  will  be  announced. 

The  determination  of  the  Secretary  on 
the  application  will  be  published  in  the 
Federal  Recistbr.  A  separate  notice  will 
be  sent  to  each  Interested  party  of  record. 

The  lands  involved  in  the  application 

are: 

Salt  Lake  Meridian.  Utah 

T  41  9  .R   12  W  . 

Sec.  33:  N'l; 

Sec  34:  Nij; 

Sec.  35;  N',. 

T  41  S  .R    13  W  . 

sec.  25;   Lots  5,  6,  NW'^Ni:'*.  N'-jSE'*; 
Sec.  27:  W'^NW',: 

Sec.  28;  Ni:'.»NE'«,  NW'4NW'4.  NWUSB'/*: 
Sec    29;  E4.  E',NW>.4.  aW'«NW',4.  6WV4: 
Sec  30;  Lota  1-6.  Incl  .  SW'^NE'^  .  N'jSE'4. 
T  423  .R   13  W  . 
Sec  8;  NW4NE«i; 
Sec   10;  SE'^SEU: 
Set   11 ;  Lota  1.  3-8.  Incl  ; 
Sec   15:  Lota  2-4,  Incl  .  E'.,E'.i ; 
Sec   19;  Lota  1-12. Incl ; 
Sec.  27;  W4: 

Sec.  28:  NW'^NW^,  NW'4SE'4: 
Sec.  29:  W'-,. 
Sec.  30:  All. 
Sec  31 '  All; 

Sec  33:  SW14.  S'.,SE'4.  NEUSEM 
Sec  34:  W',. 
T438..R   13W. 
Sec.  4:  All. 
Sec.  5:  All; 
Sec   6:  All 
T.  41  S  .R   14  W  . 

Sec.  25;  Lot  10.  W48B>4: 
Sec   34:  Lota  3.  4.  W'/jSE'^: 
Sec. 35:  Lota  1-11.  Incl.  S'aNE>4.  E'^NW'/i. 
NEV4  8Wi4.NViSK'4. 
T  42S.R  14  W., 

Sec.  3:  LoU  1-14.  Incl  ; 

Sec.  4:   Lote  1.  3.  4.  6-10.  Incl  ,  S'^WWV*. 

Nf^SW'i: 
S^c  S'  All' 

Sec.  9!  W>^NE\4,WVi.8««4: 
Sec.   10:    Lou  1-U.  Incl..  WViBW'-;.  N«% 

8«'^.8«l^^^w>4. 
Sec.  11:  Lot2.8W\48E»4; 
Sec.  13:  SWV;: 


Sec,    14;    W'-,NE'i.  EyjNW'/4.   8Wy4inf%,* 

S':i; 
Sec   15:  Lot  2.  SWV4NEV;.  S'/aSVi: 
Sec,  17;  NV3: 

Sec    19:  Lota  2.  3.  10.  17.  19.  8ViSE>4; 
Sec,  20:  Lot  5.  S'iSW'/i: 
Sec,  21:  SE"*; 
Sec.  22:  All; 
Sec  23:  All; 
Sec   24,  All; 
Seo   25    All; 
Sec.  26:  All; 
Sec  27;  All; 
Sec  28:E',NE>.4.8W'4NE'4.W^.SH4: 

Sec.  20:    N'^.  N'jSWi4,  NE>48Wi4.  BM%', 
Sec   30:  All. 
Sec.  31:  All; 
Sec   33:  All, 
T  43  S  .  R    14  W..' 
Sec.  1:  All; 
Sec,  4:  W'.^; 

Sec,  5:    ES.  NW'A,   V^SVfV^.  SE'^SW^t; 
Sec.  6:   Lota   1-^.  UiCl.,  NE>4.  E'/jW'/l,  m% 

Sec    7*  Lots  1-4.  Incl,.  SW>4NEV4.  EViW^. 

W'jSE'4; 
Sec, 8:  E'j; 
Sec  9:  W'j: 
Sec  17:  E'jE'i; 

Sec  18;  Lota  1^.  Incl.  W^E'^.  E'iWVi: 
Sec,  19:  Lota  1-4.  Incl.,  W'/^E«^.  BViW^fc. 

E  I  QV  1 

Sec,  20;  NW'.4SW'4.  S'„8Vi: 

Sec,  21  Ei,.EijWMi,8WUSW',«; 

Sec  22  All, 

Sec  25:  All; 

Sec  26:  All; 

Sec,  27-  All; 

Sec.  28:  All: 

Sec  29:  All; 

Sec  30;  All; 

Sec  31:  Lota  3,  5.  6.  NEV4.  NE',4NWVi; 

Sec  33  All; 

Sec  34:  All: 

Sec  35:  All. 
T  42S  .  R  15  W  . 

Sec  14;  SW'4NEV4: 

Sec  15;  NW'iNWV4: 

Sec.  19:  Lot  1.  NE'4.E^NW>4; 

Sec   20;  W'iKWVi.NWViSWVi: 

Sec   23;  Lot  1.  NWViNEVi: 

Sec   24:  NE'4.  E'/i W>4.  NW%SE».4: 

Sec  25:  Sl3NEU.8EV4NWi4,8■'.4• 
T  43S  .R   15  W.. 

Sec    1     Lou  1.  2.  4,  8,  8,  7.  10,  11,  12.  IS,  M; 

Sec    7:   LoU  3.  4.  S'/^NEVi,  SE'/iNW^i.lH 

SW>4.  SE>.4; 
Sec   8;  SW'4NW'4  .  W'jSW',*  .  8EUSK%; 
Sec   9;  SWV4SWV4; 

Sec   11:  Lot  11; 

Sec  12:  E>'j: 

Sec   13:  N4.E^SW'4.8E>4; 

Sec,  14:  NEi4.N>4NWy4.SW>4NW'4: 

Sec   15:  S4NEi4,8^: 

Sec  21:  NV,: 

Sec.    23:    W>.iffB'/4,    WV4.    WVjSK^i,   «% 

SE  ^    * 
Sec,  24:  NEV;  ,  WViNWVi: 
Sec.  25:  All; 
Bee.  26:  All; 
Sec,  27:  All; 
Sec  34:  All; 
Sec  35:  All. 
T.  41  S  ,R.  16  W., 
Sec.  30:  Lot  1; 
Sec,  31:  E',4NEy4: 
Sec.  33:  E'/^SEy*. 

Sec   4:  LoU4.'7.  8,  9,  8W>4NK%.8^KW%, 

Esswy4.NW^8w%: 

Sec.  5:  SE'ANEy*:  _.. 

Sec.  7:  Lota  1-8,  incl..  8HN»>4,  B^KWHi 

N'iSEi;: 

Sec.  8:  WV48Wy4,  8K%8WV4: 

Sec.  9:  Lota  1-fl,  Incl..  «V^NW>4.  Wi4      ._ 

Sec.   15:    WV4B^.  irW%NWl4.  B«%»'«* 

B'^swv;: 
Sec.  17:  Lota  1.  S-8,  Incl.,  MB%NW)4< 

8Ey4: 
Sec.  18:  AU; 


Tkartday,  February  I,  IfW 

-^  «1-  LoU  1-4  and  6-8.  incl..  8BK1II14. 

0m.M:M^NB^: 

SS- NWVkNWy*.  8V4NW%.H%8W%. 
T.4I8..B18W' 

JJS     18:    8«%N«y«.    8BV48W%.    8V^SK%. 

T  408..R1'7^- 

Si«.»:SV4NBy4,W^8K%: 

gge.SS:Lot4. 
T418..B.17W., 

■M!  4-  LoU  4,  5, 12; 

Sic'  8-  I^t«  1-1=*'  *°<=*  •  N«y48W%.  81^: 

8«5'.8:B%.K^NWV4. 
r  4a8.R.  17  W., 

Se.  ia:  EViNBy,.  NW'ANE%.  WV4:  OT% 

8I)4- 
The  above  areas  aggregate  46,204J0 


kcrei 


R.  D.  N11L8ON. 
State  Director. 


irn    Doc.    63-1042:    Filed,    Jan.    31,    1082; 
'  8:46  a.m.] 


[Utah  (1-40)1 

UTAH 

Notict  of  Proposed  Withdrawal  and 
Rtscrvation  of  Lands;  Am«ndni«nt 
Jamttary  25,  1062. 

Notice  of  an  application.  Serial  No. 
U-O5303S,  for  withdrawal  and  reserva- 
tkm  of  lands  was  published  in  the  Fko- 
BiL  RxoisTZR,  Document  No.  60-10265, 
on  page  10500  of  the  issue  for  Novem- 
ber 2,  1960.  The  Bureau  of  Sport  Piah- 
erlet  and  WildUfe.  Fish  and  Wildlife 
Service,  U.S.  Department  of  the  Interior, 
has  now  requested  that  the  proposed 
wltbdfawal  be  extended  to  include  the 
mtoerals,  title  to  which  remaiiui  in  the 
United  States,  in  certain  tribal  lands  and 
otbtf  lands  acquired  for  the  estabUah- 
ment  of  the  Ouray  National  Wildlife 
Refuge.  It  is,  therefore,  proposed  that 
the  lands  described  below  be  withdrawn 
from  appropriation  under  the  mining 
laws,  but  not  the  mineral  leasing  laws, 
subject  to  existing  withdrawals  and  valid 
existing  rights. 

For  a  period  of  30  days  from  the  date 
of  publication  of  this  notice,  persons 
having  cause  may  present  their  objec- 
tlODS  or  comments  In  writing  to  the 
State  Director  for  Utah,  Bureau  of  Land 
Management,  Darling  Building,  P.O. 
Box  777,  Salt  Lake  City  10,  Utah.  If  any 
objections  are  filed  and  the  nature  of 
the  opposition  is  such  as  to  warrant  it, 
s  public  hearing  will  be  held  at  a  con- 
venient time  and  place,  which  will  be  an- 
nounced, where  opponents  to  the  pro- 
posed withdrawal  may  state  their  views, 
and  where  proponents  may  explain  its 
purpose. 

The  determination  of  the  Secretary 
on  the  application  will  be  published  In 
the  FKdkral  Register,  either  in  the  form 
of  a  public  land  order  or  in  the  form  of 
s  notice  of  determination  if  the  v>pliea- 
tion  is  rejected.  In  either  case,  a  sepa- 
rate notice  will  be  sent  to  each  inter- 
«sted  party  of  record. 

TIm  lands  Involved  in  the  ammdme&t 
on  which  the  proposed  withdrawal  is  ex- 
tended to  Include  the  minerals  are: 


FEDERAL  REGISTER 

TteaaLl^ona 

Salt  Lake  IIcbxdxam 

T.SS.,&.90S. 
8M.1S:  llS%SKV4.SViBBV4: 

Containing  160  acres,  more  or  less, 
together  with  all  accretion  or  reliction 
lands  appertinent  thereto. 

ACQVnXD  LAIfDS 

Salt  Laxx  Mkudiam 

T.7S.,R.aOX., 

Sm.  24:  NW^NEV4 .  NW% . 
T.  8  8..  R.  30  E., 

See.lO:SK^SWV4: 

Sm.  16:  NWV4.NV48WV4.8WV4SWi4. 
T.7  8..B.aiB., 

8ec.S0:SEVi: 

Sec.    SI:    Lota    3,    3,    17,    18,    19,    25,    26, 
NW^NB^.EMiNWy*; 

Sec.  83:  Lota  18,  19,20; 

Sec.  38:  LoU  2, 8. 
T.  8  S.,  B.  21  ■., 

Sec.  5:  Lots  1, 6, 7,  S>4NEy4: 

Sec.8:.Lota9, 10, 16, 17, 18, 19,NBV4SW>4. 

Containing  1,543.79  acres,  more  or 
less,  together  with  all  accretion  or  relic- 
tion lands  appertinent  thereto. 

R.  D.  Nulsom, 
State  Director. 

(FJt.    Doe.    62-1043;    Filed,    Jan.    31,    1962; 
8:46  ajn.l 


WYOMING 

Notica  of  Filing  of  Protraction 
Diagrams  (Unsurveyed  Land) 

January  24,  1962. 

Notice  is  hereby  given  that  effective 
March  13,  1962,  the  following  protrac- 
tion diagram  Is  ofQclally  filed  of  record 
in  the  Wy(»nlng  Land  Office,  2002  Capitol 
Avenue,  Cheyenne,  Wyo.  In  accordance 
with  Title  43,  Code  of  Federal  Regula- 
tions, this  protraction  will  become  the 
basic  record  for  describing  the  land  for 
all  authorized  purposes  at  and  after  10 
ajn.  (rf  the  above  effective  date.  Until 
this  date  and  time,  the  diagram  has  been 
placed  in  the  open  files  and  Is  available 
to  the  public  for  information  only. 
Copies  will  be  for  sale  at  one  dollar 
($1.00)  per  sheet  by  the  Division  of  En- 
gineering, State  Office,  Bureau  of  Land 
Management.  2002  Capitol  Avenue,  P.O. 
Box  929.  Cheyenne,  Wyo. 

6th  Principal  Meridian 

Approved  October  20,  1961.  Diagram  No. 
17. 

TOWNSHIPS 

T.  SO  N.,  B.  116  W., 

T.  31  N., 

T.  33  N., 

T.2»N.,B.  117W.. 

T.  30  N., 

T.  31  N., 

T.  33  N., 

T.30N.,  B.  118W., 

T.  30  N., 

T.  31  N., 

T.saN. 

Thomas  H.  Floyd,  Jr., 
Land  Otfice  Manager. 

Approved:   January  24,  1962. 

Ed  Pzxbson, 
Wymning  State  Director. 

[FA.   Doe.   62-1044;    FUed,    Jan.    31,    1962; 
8:46  EJn.] 


Office  of  the  Solicitor 

[SoUdtor's  Bag.  71 

ASSISTANT  SOLICITOR,  RRANCH  d* 
LAND  APPEALS 

Delogatlon  of  AuMiorHy 

Jahttakt  26,  IMS. 

The  Assistant  Solicitor,  Brandi  of 
Land  Appeals,  may  dispose  of  appeals 
to  the  Secretary  from  declslODS  of  ttie 
Director  of  the  Bureau  of  Land  iCanage- 
ment  (or  his  delegates)  and  from  deci- 
sions of  the  Director  of  the  Qecriogioal 
Survey  (or  his  delegates) .  In  proceedings 
which  relate  to  lands  or  interests  In 
lands,  in  (1)  cases  in  which  the  appdlant 
withdraws  the  appeal  or  witbdraws  or 
relinquishes  the  application  or  otber  fil- 
ing which  is  the  subject  matter  of  the 
appeal,  (2)  cases  in  which  the  weDant 
falls  to  comply  with  the  reQUlremoits  of 
43  CFR  Part  161  or  231  for  taking  an  ap- 
peal to  the  Secretary,  and  (3)  cases 
in  which  the  decision  of  the  Director  of 
the  Bureau  of  Land  Management  (or  his 
delegates)  dismissed  the  mn>eal  to  the 
Director  for  failure  of  the  appellant  to 
comply  with  the  requirements  of  4t 
CFR  Part  161  or  221  for  taking  an  vpptal 
to  the  Director. 

(210  DM  2.2A(4)  (a) ,  24  F Jt.  1348;  300  DM  3.3, 
25  FJl.  326) 

Frank  J.  Bakst, 
SolUMor. 

[F.R.    Doc.    62-1045:    Filed,    Jan.    31,    1982; 
8:46  aju.] 


DEPARTMENT  OF  AGMCOLTWE 

Agricultural  Marlceting  Sonrico 

OTIS  LIVESTOCK  AUCTION  ET  AL. 

Proposed  Posting  of  Stocicyords 

The  Chief  of  the  Rates  and  Registra- 
tions Branch,  Packers  and  Stockyards 
Division,  Agricultural  Marketing  Serv- 
ice, TJB.  Department  of  Agrlcnlture,  has 
information  that  the  livestock  markets 
named  below  are  stockyards  as  defined  in 
section  302  of  the  Packers  and  Sto^- 
yards  Act,  1921,  as  amended  (7  nJ3.C. 
202) ,  and  should  be  made  subject  to  the 
provisions  of  the  act. 

Otis  Livestock  Auction,  Otis,  (Xdo. 
Jacksonville  Livestock  Auction  Cc  Jadcaon- 

vUle,  Fla. 
Rogers  Livestock  Bale,  La  Grange,  Oa. 
Prescott'B  Pony  and  Horse  ScJe,  Twin  Falls. 

Idaho. 
Luther  E.  Tadlock  Stockyard,  Forest,  mas. 
Bales    Continental    Commission    Co..    Inc., 

Huron,  S.  Dak. 
Northwest  Livestock  Auction  Oo-Operatlva, 

Inc.,  Marysville,  Wash. 

Notice  is  hereby  given,  therefore,  that 
the  said  Chief,  pursuant  to  authority 
delegated  under  the  Packers  and  Stock- 
yards Act,  1921,  as  amended  (7  UBX!. 
181  et  seq.),  proposes  to  issue  a  rule 
designating  the  stockyards  named  above 
as  posted  stockyards  subject  to  the  provi- 
sions of  the  act,  as  provided  in  section 
302  thereof. 

Any  person  who  wishes  to  submit  writ- 
ten data,  views,  or  arguments  coneanlnr 
the  proposed  rule  may  do  so  by  Uling 
them  with  the  Cliief ,  Rates  and  Registra- 


i 


954 

ttons  Br»oeh.  Packers  and  stockyards 
Division,  Agricxiltural  Marketing  Service. 
UJB.  Department  of  Agriculture.  Wash- 
ington 25.  D.C..  within  15  days  after  pub- 
lication hereof  In  the  Pbdehai.  Register. 

Done  at  Washington.  D.C..  this  26th 
day  of  January  1962. 

H.  L.  Jones. 
Chief,  Rates  and  RegUtrations 
Brarich,  Packers  and  Stock- 
fords  Division.   Agricultural 
Marketing  Service. 

IFJl.    Doc.    83-1063:    Filed.    Jan.    31.    1982: 
8:47  a.m.] 


NOTICES 


DEPARTMENT  OF  COMMERCE 

Burtou  of  lnt«rnational  Programs 

(Case  No.  298) 

BOMAG  G.m.b.H.  et  ol. 
Ordor  Donying  Export  Privileges 

In  the  matter  of  BOMAG  Gjn.b.H.. 
Carola  Schueler,  Carola  Oasch.  Rudolph 
Stumpf,  Albert  Hugardstrasse  12  Stau- 
fen  (Breisgau).  and  Kampstrasse  18. 
Celle.  Weet  Germany,  and  Veku  Import. 
Dr.  Alois  Vogt.  Vaduz.  Liechtenstein, 
respondents. 

BOMAG  G.m.b.H.  (hereinafter  re- 
ferred to  as  BOMAG) .  Carola  Schueler. 
Its  owner,  of  Albert  Hugardstrasse  12. 
Staufen  (Brelsgau)  West  Germany  and 
Kampstrasse  18.  Celle.  West  Germany. 
Carola  Gasch.  BOMAG's  commercial 
clerk,  and  Rudolph  Stumpf.  manager  of 
BOMAG  at  the  Celle  address,  together 
with  Veku  Import,  and  Dr.  Alois  Vogt, 
Its  sole  director,  of  Vaduz.  Liechtenstein. 
were  charged  by  the  Director  of  the  In- 
vestigation Staff,  then  in  the  Bureau  of 
Foreign  Commerce,  with  having  violated 
the  Export  Control  Act  of  1949.  as 
amended,  and  regulations  promulgated 
thereunder. 

On  August  8.  1961.  by  Department 
Order  No.  173.  of  the  Department  of 
Commerce,  the  Office  of  Bitport  Supply 
of  the  Bureau  of  Foreign  Commerce  be- 
came the  Office  of  Export  Control  of  the 
Bureau  of  International  Programs,  the 
undersigned  Director  of  which  now  has 
and  exercises  the  authority  and  powers 
formerly  held  by  the  Director  of  the 
OfBce  of  Export  Supply.  Bureau  of  For- 
eign Commerce. 

Allegedly  these  companies  through 
participation  of  their  named  officials 
and  employees,  the  respondents  herein. 
participated  in  a  transaction  whereby  a 
complete  Tsrpe  P-33  seismograph  system 
valued  at  $41,079.76,  was  ordered  from  an 
American  producer  for  export  to 
BOMAG.  Celle,  West  Germany.  In  the 
same  transaction  it  was  further  alleged 
the  respondents  had  Induced  the  Bureau 
of  Foreign  Commerce  (hereinafter  re- 
ferred to  as  the  BFC)  to  approve  an  ap- 
plication for  a  license  to  export  the  said 
seismograph  system  for  use  In  West  Ger- 
many by  assurances  that  It  would  not  be 
■old  for  use  outside  West  Germany.  It 
was  also  alleged  that  the  BFC  Issued  an 
caoxnrt  license  in  reliance  on  representa- 
tionr  made  by  BOMAG,  In  a  consignee 
purchaser  statement  to  that  effect,  and 
|>ecan»e    of    further    certification    and 


represenUtions  by  BOMAG  that  it  knew 
no  additional  facts  which  were  incon- 
sistent with  these  representations,  and 
with  respect  to  any  shipment  proposed  to 
be  disposed  of  contrary  to  such  repre- 
sentations, or  to  countries  contrary  to 
the  list  of  those  approved  on  the  export 
license  or  by  other  shipping  documents 
or  other  meanj  that  BOMAG  would 
notify  the  U.S.  exporter  and  secure  U.S. 
Government  approval  through  that  com- 
pany prior  to  such  disjxjsition. 

It  was  further  alleged  that  exportation 
of  the  seismograph  system  was  made 
from  the  United  States  to  Bremen.  West 
Germany,  on  or  about  November  9.  1959. 
in  an  American  flag  ship,  with  bill  of 
lading  consigned  to  BOMAG.  as  the 
notify  party  and  bearing  on  its  face  the 
required  destination  control  clause  limit- 
ing shipment  to  the  assigned  destina- 
tion. It  was  alleged  that  despite  these 
representations  and  restrictions  against 
reexportation,  made  known  by  the  docu- 
ments to  the  ordering  parties,  and  by 
notice  from  the  American  Consul  Gen- 
eral of  Hamburg.  Germany.  BOMAG  in 
accordance  with  a  prearranged  plan, 
with  Veku  Imports,  reexported,  diverted 
and  transshipped  the  seismograph  equip- 
ment for  the  account  of  Veku  Import 
with  Express  Internationale  Speditions. 
in  Vienna.  Austria,  a  destination  not  au- 
thorized by  the  BFC. 

On  the  basis  of  the  above  allegations 
it   was    charged    that   BOMAG.    Carola 
Schueler.    owner,    Carola    Gasch,    and 
Rudolph  Stumpf.  employees  of  BOMAG. 
Veku     Import,     and     Dr.     Alois    Vogt. 
Trustee-Director,  for  Veku  Import,  had 
knowingly  conspired  and  acted  in  con- 
cert to   bring    about   violations   of   the 
Export  Control  Act  contrary  to  5  381.3 
of  the  Export  Regulations,  in  that  with- 
out authorization  from  the  BFC  they 
knowingly  diverted,  disposed  of.  trans- 
shipped and  reexported  commodities,  to 
an  unauthorized  destination,  and  con- 
trary to  the  destination  control  notice 
of  the  shipping  documents,  in  violation 
of  S3  379.10(d)  (2)  and  381.5  of  the  Ex- 
port Regulations,  and  bought,  sold,  re- 
ceived of  otherwise  serviced  an  exporta- 
tion  from   the  United   States   knowing 
that  a  violation  of  the  export  regula- 
tions with  respect  thereto  was  intended 
to    occur    contrary    to    S  381.4    of    the 
Export  Regulations. 

It  was  further  charged  that  BOMAG, 
Carola    Schueler.    owner,    and    Carola 
Gasch  and  Rudolph  Stumpf,  knowingly 
made  false  statements  to  and  concealed 
material  facts  from  the  BFC  concerning 
the    true    parties    in    interest   and    the 
ultimate      destination      of      the      seis- 
mographic  system,  in  connection   with 
which  a  consignee  purchaser  statement 
was  submitted  to  the  BFC  by  BOMAG, 
through  a  U.S.  exporter  in  violation  of 
§  381.5  of  the  Export  Regulations,  and 
that  they  also,  without  BFC  authoriza- 
tion, diverted,  disposed  of.  transshipped 
and  reexported  commodities  to  an  un- 
authorized destination  and  contrary  to 
the    control    notices    in    violation     of 
8§  379.10(d>  (2)  and  381.6  of  the  Export 
Regulations   and    further   bought,   sold, 
disposed  of.  and  transported  an  exporta- 
tion from  the  United  States  with  knowl- 
edge that  a  violation  of  the  export  con- 
trol  law    regulations    and    license   had 


occurred  and  was  Intended  to  occiu:  HHf^  •; 
respect    to   said   exportation   from  IM| 
United  States  in  violation  of  S  381.4  it 
the  Export  Regulations. 

Service  of  the  charging  letter  heni^ 
of  October  1960  was  effected  on  BCHfi^ 
and  its  owner  at  Staufen,  West  Qenaa^ 
and    on    BOMAG    and    Its    employt^^ 
Gasch  and  Stumpf.  at  Celle.  West  GtaV. 
many,  and  on  Veku  Import  and  Dr.  Akrii' 
Vogt    at   Vaduz.   Liechtenstein,   in  «^ 
cordance  with  the  procedures  auth<fflH| 
by  S  382  3(b)  of  the  Export  Regulatiomi 
Only   BOMAG.    Its    owner    and   eA> 
ployees  responded  by  asking  for  a 
lation  of  the  charging  letter  into 
man.   to  be  delivered  to  it  and 
which  was  later  carried  out  as  requ(    ,_ 
according  to  the  procedures  authoital 
in  8  382.3  of  the  U.S.  Export  RegulatiMft 
The     Compliance     Commissioner    lal 
treated   this   request   as  a  prellmlnaif 
motion  only,  and  since  no  further  replf, 
answer  or  request,  was  received  from  m9 
of  the  respondents  herein,  they  were  •( 
held  to  be  in  default,  and  the  case  vm 
assigned    to   the   Compliance    Commla* 
sioner  for  hearing  and  disposition  In  ie> 
cordance  with  S  382.4  of  the  U.S.  Export 
Regulations. 

The  Compliance  Conunissioner  whi 
has  examined  and  heard  the  cvideon 
and  argimients  In  support  of  the  charM 
set  forth  In  the  charging  letter  herain, 
has  concluded  that  all  of  the  respondenll- 
have  committed  the  violations  ii 
charged  with  the  exception  of  Dr.  Altlr 
Vogt.  who  has  conmiltted  the  vlolatMl 
set  forth  In  charge  (d) .  The  Compliani 
Commissioner  has  reconunended  that  m 
order  should  be  Issued  denying  the  r»« 
spondents  all  privileges  of  partlclpatll| 
in  U.S.  exports  so  long  as  the  ezpM^ 
controls  remain  in  effect.  , 

The  Compliance  Commissioner  fonod: 

(a)  That  the  application  filed  by  !» 
American  supplier  for  a  validated  llcam 
to  export  a  Type  P-33  selsmograjWi 
system  for  BOMAG.  Celle.  West  OB* 
many,  was  supported  by  a  consifiMI^ 
purchaser  statement  executed  If 
BOMAG  In  which  It  was  certified  to  ttf 
BFC  through  the  applicant  that  ttl 
equipment  was  to  be  used  for  prospecttH 
in  West  Germany,  and  further  that  !•» 
fore  any  change  in  Intention  by  BOMAO 
with  respect  to  a  different  dlsposlti<«ll 
the  commodities.  It  would  apply  for  »m 
obtain  from  the  BFC  through  the  •• 
porter  prior  written  approval  thereot 

(b)  That  this  shipment  was  carried ttl 
In  November  1959.  with  the  proper  " 
ments  each  bearing  on  the  face  the 
tlnatlon  control  clause,  restricting 
mate  use  destination  to  West 
with  the  prohibition  on  diversion 
trary  to  U.S.  law. 

(c)  That  when  the  shipping  and  ,  . 
documents  were  received  by  the  BOlfiA 
respondents  in  West  Germany,  they  l» 
fused  to  accept  them  as  not  confomilf 
with  the  credit  conditions  estabUshei^^ 
them,  and  sought  permission  from 
BFC  to  delete  all  clauses  Indicating  ' 
nation  control  restrictions  from  the 
ments. 

(d)  That  though  refused  and 
on   this  matter.  BOMAG,  through 
spondent  Gasch,  again  sought 
from    the    American    Consul 
Hamburg,  to  reship  the  seismograph 
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^m  to  the  account  of  Veku  Import, 
•iMiBa>  Auitrla. 

(Srhat  despite  these  refusals  com- 
■■minatfli  to  respondents  Oaach  and 
^Mfitnd  despite  instrucUona  that 
^^juUucations  must  be  made  by  the 
^SjZrto  the  BFC.  no  such  applioa- 
^SUnt  ever  made,  and  the  said  com- 
SiM—  according  to  the  original  plan 
^^jg^ansaction.  were  thereafter  for- 
^dad  to  the  account  of  Veku  Import,  in 
vSnnik  Austria  with  Express  Intema- 
^^>u  j^)edltlons,  a  Communist  bloc 
ttMtA  forwarder. 

now  after  considering  the  entire  rec- 
-H  consisting  of  the  charging  letter,  the 
oamBrtpt  of  the  hearing  and  the  erl- 
JSetand  exhibits  siibmitted  in  suport 
»k0eof  and  of  the  service  of  the  charges 
ind  the  reports  and  recoinmendati(»i8  of 
tbe  Compliance  Commissioner,  I  hereby 
Mecpt  and  adopt  the  findings  of  fact 
Biade  by  the  Compliance  Commissioner. 
I  bave  concluded  therefore,  that  with  the 
gnqition  of  Dr.  Alois  Vogt,  all  of  the 
tboft  named  respondents  have  know- 
ingly: 

A  Conspired  and  acted  in  concert  to 
tiring  about  violations  of  the  Export 
Control  Law  referred  to  in  B.  C,  and  D 
beretn  contrary  to  5  381.3  of  the  Export 
Regulations. 

a  Without  authorization  of  the  BFC, 
diverted,  disposed  of,  transshipped  and 
nexported  commodities  to  a  destination 
not  authorized  by  the  U.S.  export  11- 
if^^tm  and  contrary  to  the  destination 
eontrol  notice  appearing  on  the  shipping 
documents  in  violation  of  S9  379.10(d)  (2) 
tod  ttl.6  of  the  Export  Regulations. 

C.  Made  false  statements  and  repre- 
•entattons  to  and  concealed  material 
facta  from  the  BFC  for  the  purpose  of 
effecting  an  exportation  f  nmi  the  United 
8tat«  in  violation  of  9  381.5  of  the  Ex- 
port Regulations. 

D.  Bought,  sold,  received,  and  other- 
wise lervicea  an  exportation  from  the 
Uaitad  States,  knowing  that  with  respect 
thereto  a  violation  of  the  export  controls 
VM  Intended  to  occur,  contrary  to  i  381.4 
of  the  Export  Regulations. 

Ai  to  Dr.  Alois  Vogt  only.  I  have  con- 
cluded that  he  had  reason  to  know  that 
he  bad  participated  in  a  transacticm  in 
wtdeh  commodities  were  bought,  sold, 
recdred  and  otherwise  serviced  Which 
were  in  an  exportation  from  the  United 
States,  and  that  with  respect  thereto  a 
Tlolatton  of  the  U.S.  export  controls  was 
intended  to  occur  contrary  to  §  381.4  of 
the  U.8.  Export  Regulations. 

In  addition  I  have  concluded  that 
BOMAO,  G.m.b.H..  Carola  Schueler. 
Carola  Oasch,  and  Rudolph  Stumpf 
have  knowingly: 

E.  Made  false  statements  to  and  con- 
cealed material  facts  from  the  BFC  oon- 
eeming  the  true  parties  In  interest,  and 
the  ultimate  destination  Intended  of  a 
•dOMgraphic  system,  in  c(»neeti(m 
vtth  which  a  consignee-purchaser  state- 
BMBt  was  submitted  to  the  BFC  by 
BCMiAO,  through  a  U.&  exporter  for  the 
puzpow  of  effecting  an  exportation  from 
the  Dhited  States  in  violation  of  1 381.5 
of  the  Export  Regulations. 

^>.  Without  authorization  of  the  BFC 

dtvwted,  disposed  of,  transshipped,  and 
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reexported  commodities  to  destination 
not  auttaoriaed  by  the  U.S.  export  license 
and  conbwry  to  the  destination  control 
notice  oa  the  ahiiH;>ing  documents  and 
notloea  In  violation  of  II  S79.10(d)  (2) 
and  381.6  of  the  Export  Regulations. 

0.  Bought,  sold,  disposed  of.  and 
trancpmrted  an  exportation  from  the 
United  States  with  knowledge  that  a 
violation  of  the  export  control  law.  reg- 
ulations uid  license  had  occurred,  was 
about  to  occur,  and  was  Intended  to  oc- 
cur with  respect  to  said  exportation  in 
violation  of  1 381.4  of  the  Export 
Regtdations. 

Having  concluded  that  the  recom- 
mended action  is  fair.  Just,  and  nec- 
essary to  achieve  effective  enforcement 
of  the  law:  It  is  hereby  ordered: 

1.  So  long  as  the  VS.  export  controls 
shall  be  in  effect,  the  respondents. 
BOMAO,  Ojn.b.H.,  Carola  Schueler. 
owner.  Carola  Oasch  and  Rudolph 
Stumpf,  employees,  Veku  Import  Oes, 
and  Dr.  Alois  Vogt,  its  Director,  their 
successors  or  assigns,  and  the  two  firms' 
ofllcers.  directors,  administrators,  agents 
and  onployees,  hereby  are  and  shall  be 
dolled  all  privileges  of  participating  di- 
rectly or  indirectly,  in  any  manner  or 
capacity,  in  any  transaction  involving 
commodities  or  technical  data  in  whole 
or  in  part  exported  or  to  be  exported 
from  the  United  States  to  any  foreign 
destination  iiusludlng  Canada.  Without 
limitation  of  the  generality  of  the  fore- 
going denial  of  export  privileges,  par- 
ticipation in  any  such  transaction  is 
deemed  to  include  and  prohibit  par- 
ticipation, directly  or  indirectly,  in  any 
manner  or  cM>acity,  (a)  as  a  party  or 
as  representative  of  a  party  to  any  vali- 
dated export  license  uiplicatlon,  (b)  in 
the  preparation  or  filing  of  any  export 
license  aiq>licatlon  or  document  to  be 
submitted  therewith,  (c)  in  the  obtain- 
ing or  using  of  any  validated  or  general 
export  license  or  other  export  control 
documents,  (d)  in  the  receiving,  order- 
ing, buying,  selling,  delivering,  using,  or 
disposing  In  any  foreign  country  of  any 
commodities  in  whole  or  in  part  ex- 
ported or  to  be  exported  from  the  United 
States,  and  (e)  in  the  storing,  financing, 
forwarding,  transporting,  inspecting,  or 
other  services  of  such  exports  f  nun  the 
United  States. 

n.  Such  denial  of  export  prlvil^es 
shall  vpply  not  only  to  BOMAO, 
OjnJiJH.,  Veku  Import,  Oes,  the  re- 
9ondents  Schueler,  Oasch,  Stumpf,  and 
Dr.  Alois  Yogi,  the  firms'  affiliates,  suc- 
cessors or  assigns,  and  their  officers, 
directors,  administrators,  agents,  and 
employees,  but  also  to  any  person^  firm, 
corporation  or  business  organization, 
which  may  be  related  to  any  of  them 
by  ownorship,  control,  position  of  re- 
sponsibility, or  other  connection  in  the 
conduct  of  trade  or  services  connected 
therewith. 

m.  Without  prior  disclosure  to,  and 
qiecifle  authorization  from  the  Biu'eau 
of  Intematibnal  Programs,  no  i>erson. 
firm,  ooarporation,  partnership,  or  other 
businen  organization,  whether  in  the 
United  States  or  elsewhere,  shall  on  be- 
half of  or  in  any  association  with  any  of 
the  respondents,  directly  or  indirectly,  in 


any  manner  or  capacity,  (a)  apply  for. 
obtain,  or  use  any  license,  ahippfldi  ex- 
port declaration,  bill  of  lading,  or  oIlMr 
export  otmtrol  doeumttit  rdating  to  angr 
such  prohibited  activity  or  (b>.  crder, 
receive,  buy.  use.  sdl.  dlqwae  of.  fi- 
nance, tranqiwrt.  or  forward  any 
modity  heretofore  or  hereafter 
from^the  United  States.  Nor  shall  any 
person  do  any  of  the  foregoing  acta  with 
req^ect  to  any  such  commodity  or  es- 
portation  in  which  the  respQodflnk  may 
have  any  interest  of  any  kind  or  nature. 
rv.  A  respondent  herein,  against  whom 
this  default  order  has  been  imMd*  auqr 
apply  upon  good  cause  shown,  tofiethar 
with  evidentiary  data  in  support  thereaf, 
to  set  aside  the  default  and  vaeata  Hw 
order  against  htm,  her,  it,  <k  tbam,  en- 
tered herein.  This  application  ahall  be 
submitted  to  the  Director,  Offloe  of  Bx- 
port  Control,  Bureau  of  Int 
Programs,  Washington  25,  DjC,  In 
cordance  with  tbe  requirementi  of 
I  382.4(b)  of  the  Export  Regnlatkme. 
and  will  be  disposed  of  in  aooordanee 
wlUi  the  practice  set  forth  therein. 

Dated:  September  12.  1961.- 

JoHV  C.  BoaroK. 
Director.  Ofjlce  of  Export  ConbroL 

(Fit.   Doc.   63-1078:    Filed.   Jan.  SI,   I9ei; 
8:60  ajn.] 


DEPARTMENT  OF  lABN 

Office  of  the  Secretary 

(Secretary's  Ortler  4-63] 

CERTAIN  OFFICERS  OF  BUREAU  OF 
LABOR-MANAGEMENT  REPORTS 

Delegation  of  Authority  to  Admlnlsler 
Ooths  and  Anli  motions 

1.  Purpose.  This  order  delegates  to 
certain  specified  officers  of  the  Bureau  of 
Labor-Management  Reports  tbe  antlior- 
ity  to  administer  oaths  and  afflnnatlons. 
in  order  that  the  functions  necessary  for 
the  proper  administration  of  1^  Labor- 
Management  R^iwrting  and  Diseloenre 
Act  of  1959  may  be  more  efieetlvdy 
performed. 

2.  Authority.  Section  601  ot  the  La- 
bor-Management Reporting  and  Die- 
closure  Act  of  1959  (73  Stat.  539;  29 
UJ3.C.521). 

3.  Directives  affected.  All  instructions 
and  memoranda  are  superseded  to  ttie 
extent  that  they  are  inconsistait  here- 
with. 

4.  Delegation  of  authority.  Die  fol- 
lowing officers  of  the  Bureau  of  Labor- 
Managonent  Reports  are  authorised  to 
administer  oaths  and  afllrmatlona.  in 
order  that  the  functions  neceeaaiy  fbr 
the  propo:  administration  of  the  Labor- 
Management  R^iMrting  and  DIecloenre 
Act  at  1959  may  be  more  dfeetlvdy. 
performed: 

(li,  Commissioner. 

(2)  D^uty  Commissioner. 

(3)  Assistant  Commiaskmen. 

(4)  Regional  Dlrecton. 

(5)  Assistant  Regional  Direetort  for 
Compliance  and  Enf(»vement. 

(6)  Area  Directors. 
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5.  ElfecUve  date.  This  order  shall  be- 
come effective  Immediately. 

AMTBVn  J.    OOLVBSBG. 

Steretary  of  Labor. 
Jamxtabt  26.  19«2. 

IFJi.   Doe.    0a-lO4e:    FUed.    Jan.    31.    IMa; 
8:M  ajn  1 


NOTICES 


ATOMIC  ENERGY  COMMISSION 

(Docket  Mo.  37-10] 

NUaEAR  ENGINEERING  CO.,  INC. 

Notic*  of  Proposed  Amendment  of 
Ryproduct,  Source  and  Speciol  Nu- 
cloof  Motorial  License 

Please  take  notice  that  Nuclear  Engi- 
neering Company.  Inc .  65  Ray  Street. 
Pleasanton.  Calif.,  and  400  Delancy 
Street.  Newark  5.  N.J..  holder  of  License 
No.  4-3786-1  which  authorizes  the  re- 
ceipt, packaging  and  disposal  of  waste 
byproduct,  source  and  special  nuclear 
material,  has  applied  for  a  Ucense 
amendment  which  would: 

1.  Authorize  the  receipt,  processing 
and  storage  of  radioactive  waste  material 
at  a  new  site  In  the  Amargosa  Desert,  ap- 
proximately 11  miles  south  of  Beatty, 
Nev. 

a.  Authorize  an  Increase  in  the  maxi- 
mum amount  of  radioactive  material 
which  the  licensee  may  possess  at  any 
one  time  to  provide  for  the  activities  to 
be  conducted  at  the  new  site  in  Nevada. 
The  licensee  has  requested  that  the  Umi- 
tatlons  be  reriaed  from  a  total  of : 

A.  800  eorles  of  byproduct  material. 

B.  2.500  pounds  of  source  material. 

C.  900  gnuns  of  special  nuclear  ma- 
terlid.  of  which  not  more  than  4  grams 
shall  be  pl«V?"*""*  or  uranium  233. 

To: 

A.  (1)  400  curies  of  byproduct  material 
at  each  of  the  licensee's  facilities  located 
at  Cowen.  Calif.,  and  Kearny.  NJ. 

(2)  2.000  curies  of  byproduct  mate- 
rial at  the  proposed  facility  near  Beatty. 
Nev.  ^  _.  , 

B.  2S,000  pmir***  of  source  material, 
total  for  all  three  (3)  facilities  of  the 
Uceneee. 

C.  450  grams  of  v>ecial  nuclear  ma- 
toial.  of  which  not  more  than  30  grams 
shall  be  plutoniiun  or  uranium  233.  at 
each  of  the  licensee's  three  (3)  facili- 
ties. 

The  propoeed  action  would  not  authorize 
the  par^^"g  of  increased  amounts  of 
acttTlty  per  container. 

3.  Authorliethereeelpt.  storage,  pack- 
aging and  disposal  of  radioactive  waste 
under  the  direct  supervision  of  persons 
dedgnated  by  the  licensee's  Radiation 
SafeCar  Oenmdttee  in  accordance  with 
estabUsbed  crtterla  of  personnel  train- 
irm  and  experience  with  radioactive  ma- 
terial rather  than  under  the  direct 
supervision  of  persons  Individually  ap- 
proved by  the  Atomic  Energy  Commis- 
sion and  named  in  the  license. 

4.  Incorporate  tbe  arrangements  made 
between  the  llecnsee  and  the  city 
of  AnUoch.  Calif.,  regarding  the  timing 
of  loading  of  waste  aboard  ship  for  dis- 
poml  at  sea  at  the  Pulton  Shipyard  and 


the  pumping  of  water  from  the  San  Joa- 
quin River,  as  set  forth  in  the  hearing 
examiner's  intermediate  decision  in  the 
matter  dated  March  7,  1961. 

5.  Authorize  the  conduct  of  the  li- 
censee's activities  In  accordance  with 
revised  radiation  safety  procedures. 
These  procedures  comprise  a  restate- 
ment of  many  previous  statements  and 
representations  which  were  separately 
submitted  in  support  of  applications  for 
the  original  license  and  amendments  1 
through  12.  They  cover  each  phase  of 
the  licensee's  activities  and  are  not  less 
restrictive  than  the  previous  procedures. 

6.  Authorize  the  transport  of  radio- 
active waste  in  accordance  with  a  revi- 
sion of  Interstate  Commerce  Commis- 
sion Special  Permit  No.  2301.    Previously 
the  permit  and  Condition  4  of  the  license 
authorized  the  transport.  In  Nuclear  En- 
gineering Co..  Inc..  owned  motor  vehicle 
trailers,  of  ores,  residues  and  salts  of 
natural  uranium  thorium  packaged  In 
"strong,   tight  containers."     While  ex- 
ception was  not  granted  by  the  ICC  to 
the  radiation  levels  per  package,  maxi- 
mum  radiation   levels   around   a  truck 
load  of  such  containers  were  established 
to  be  10  mr  hr  at  12  feet  from  any  sur- 
face of  the  trailer,  10  mr  hr  at  5  feet 
from  either  end  surface  of  the  trailer 
and  2  mr,  hr  at  the  driver  s  position  In 
the  tractor.    The  proposed  amendment 
would  authorize  the  licensee  to  transport 
mixed  waste  as  well  as  ores,  residues  and 
salts  of  natural  uranium  and  thorium. 
Further  it  would  specify   the  types  of 
wastes  to   be   Included    as   low -activity 
materials.  I.e.  residues  from  the  proc- 
essing of  natural  uranium  and  thorium; 
wastes  such  as  building  rubble;  metal, 
wood  and  fabric  scrap;  glassware;  paper 
and  cardboard :  reactor  and  process  plant 
waste   in    solid   form;    ashes   from    in- 
cinerators or  other  solid  materials.    It 
would  provide  that  the  maximum  radio- 
active content   not  exceed  0.1   uc/g  in 
the  case  of  radioisotopes  listed  as  Group 
I.  Classification  of   Radioisotope,  page 
50.  International  Atomic  Energy  Ageny 
Safety  Series  No.  6.  "Regulations  for  the 
Safe   Transport   of    Radioactive  Mate- 
rials."    Where  these   radioisotopes  are 
not  present,  the  limit  would  be  1.0  uc/g. 
The  total  amount  of  radioactivity  per 
package  would  be  limited  to  100  mlUi- 
curles  of  Group  I  isotopes  or  to  2.7  curies 
of  any  other  Isotopes.    Only  strong,  tight, 
sealed  containers  described  as  (a)  ICC- 
12B-65  flberboard  cartons,  (b)  20  gauge 
steel  30-  and  55-gallon  open  head  drums 
with  lids  and  bolt  rings,  (c)  20  gauge  1- 
and  5- gallon  open  head  pails  with  crimp 
on  lids,  (d)  strong,  sealed  plywood  boxes, 
and  (e)   Bureau  of  Explosives  approved 
concrete  and/  or  lead  transfer  casks,  may 
be  used. 

7.  Provide  an  exception  to  the  require- 
ments of  S  20.203<cm2).  Title  10.  Part 
20,  Code  of  Federal  Regulations,  "Stand- 
ards for  Protection  Against  Radiation", 
regarding  control  devices  in  areas  in 
which  a  radiation  exposure  in  excess  of 
100  mllliroentgens  in  any  one  hour.  The 
licensee  has  described  alternative  means 
of  preventing  ezposiire  of  individuals 
based  on  the  posting  and  locking  of  the 
designated  restricted  areas,  with  a  sys- 
tem of  key  control  by  designated  re- 
siwnslble  Individuals. 


8.  Renew  the  license  for  a  period  n 
two   (2)   years. 

The  AEC  has  reviewed  the  apgBi^ 
tions  for  amendment  and  propowi  || 
grant  the  amendment  subject  to  ■ffn 
priate  limitations,  unless  within  flftnn 
(15)  days  after  filing  of  this  notice  iH^ 
the  Offlce  of  the  Federal  Register,  a  pilt 
tlon  to  intervene  and  a  request  ft*  % 
formal  hearing  are  med  with  the  Cki^ 
mission    In   the    manner   prescribed  || 
Title   10,  Code  of  Federal  Regulatk^^ 
Chapter  I.  Part  2,  "Rules  of  Practice'.^., 
unless    the    Commission,    upon   fuxtfea; 
consideration,  directs  the  holding  of  ag^ 
a  hearing  on  its  own  motion. 

The  application  for  license  nmrnrtnMH 
and  a  Memorandum  prepared  by  lh|. 
Ehvislon  of  Licensing  and  ReguIattiK 
which  summarizes  the  consideratlMi ' 
evaluated  prior  to  the  issuance  of  IMi 
notice  of  proposed  licensing  action 
available  for  Inspection  at  the  C 
sions  Public  E>ocument  Room.  171T  | 
Street  NW.,  Washington  25,  DC.  Oapl» 
of  the  memorandum  referenced  aboii 
may  also  be  obtained  by  request  aft. 
dressed  to  the  Commissions  Public  Doeft- 
ment  Room.  1717  H  Street  NW..  Wul^ 
ington  25,  DC,  or  to  the  Atomic  Euan 
Commission.  Washington  25.  D.C.,  At- 
tention: Director.  Division  of  Licenitai 
and  Regulation. 


Dated  at  German  town,  Md.,  Janwy 
25,  1962. 
For  the  Atomic  Energy  Commission. 

R.  LowcKsmr, 
Director,  Licensing  and  ReouUxtkm. 

(FR     Doc.    82-1033;    Filed.    Jan.    81.    Ml; 
8:45  ajxx.1 


CIVIL  AERONAUTICS  BOAH 

(Docket  No.  ISSSft] 

AMERICAN-EASTERN  MERGEI 
Notice  of  Prohoaring  ConforoMg 


Notice  Is  hereby  given  that  a  .  -_^ 
ing  conference  on  the  above-enllttii 
matter  Is  assigned  to  be  held  on  FebrtMV 
20.  1962.  at  10  a.m..  e.s.t.,  Room  UR 
Universal  Building.  Connecticut  Ml 
Florida  Avenues  NW..  Washington,  XXCL 
before  Examiner  Ralph  L.  Wiser. 

In  order  to  facilitate  conduct  of  ttl 
conference  interested  parties  art  !► 
structed  to  submit  to  the  examiner  «l 
other  parties  on  or  before  Pebruanf^ 
1962.  ( 1 )  motions  pertaining  to  the 
of  the  proceeding;  (2)  proposed 
ments  of  issues;  (3)  proposed  '^ 
tions;  (4)  requests  for  information;  tt 
statements  of  positions  of  partiea; 
(6)  proposed  procedural  dates, 
to  motions  shoiild  be  submitted  OB 
before  Febrxiary  16.  1962. 

Counsel  will  be  expected  to  statot 
views  of  their  client  with  respect  t* 
Issues  discussed  during  this  conf< 

Dated  at  Washington,  D.C.,  J 
26,  1962. 


[seal! 


Prancis  W.  Baown, 
Chiei  fixai 


flgmi/ov,  February  1,  IHZ 

rOQUL  COMMmUATmNS 
-COMMISSION 

(Doflkat  No.  12414  etc.;  FCC  eaiC-iaS) 

^^UOMA  BROADCASTING  CO.  ET  AL 
01^  Continuing  Hearing  Conforonco 

m  re  applications  of  Austin  E.  Har- 
mm  John  P.  Wels.  Ned  Goode,  lila  W. 
Qoodt,  Charles  E.  Lucas,  Jr.,  and  liar- 
^sO  L  Jones,  d/b  as  Alkima  Broad- 
fm^nt  Co..  West  Chester,  Pa..  Docket 
■ol  1M14.  Pile  No.  BP-10640;  Herman 
BiBidloff,  Newark.  Del.,  Docket  No.  12711, 
im  NO.  BP-12190 ;  Howard  Wasaerman. 
W«t  Cbester.  Pa.,  Docket  No.  12712.  File 
Itoi  BP-12208;  for  standard  broadcast 
j—tnietton  permits. 

Upaa  oral  request  of  all  partiea  to  tbe 
yi0va-entitled  proceeding:  It  is  ordered, 
iMi  S6th  day  of  January  1962,  that  the 
pi«bearlng  conference  now  scheduled 
tar  January  29,  1962  be  and  it  hereby 
ii  continued  without  date. 

Released:  January  29.  1962. 

Fkdkral  CoMKumcAnoNS 
Commission,      ^ 
[BiALl        Ben  F.  Watle. 

Acting  Secretary. 


FEDERAL  REGISTER 

the  Oommlmlon  on  such  applicati<ms  and 


[rA.   Doc.    02-1069;    FUed,    Jan. 
8:50  ajn.] 


31.    1M2; 


IFR    Doc.    e2-107«:    FUed.    Jan.    81, 
8:62  a.m.] 


fDocket  No.  14334  etc.;   FCC  6aM-136] 

MESA  MICROWAVE,  INC. 
Order  Continuing  Hearing 

In  re  applications  of  Mesa  Microwave, 
Inc.,  for  renewal  of  the  license  for  sta- 
tion KLH35,  a  facility  in  the  IX^estic 
PubUc  Point-to-Point  Microwave  Radio 
Serrlce  at  Silverton.  Tex.,  Docket  No. 
14S34.  FUe  No.  2843-Cl-Rr^l;  for  re- 
oewsl  of  the  license  for  station  KLH36, 
s  facility  in  the  Domestic  PubUc  Polnt- 
te-Polnt  Microwave  Radio  Service  at 
Menphii,  Tex.,  Docket  No.  14335.  FUe 
Ma  aS44-Cl-R-61 ;  for  construction  per- 
mtti  to  establish  stations  hi  the  Point- 
to-Point  Microwave  Radio  Service  at 
Pledger  and  Rhodes  Ranch.  Tex.,  Docket 
Ro.  14J47.  Pile  Nos.  3664-C1-P-61.  3666- 
Cl-P-61. 

The  Hearing  Examiner  haying  under 
eomlderation  a  petition  for  continuance, 
fled  on  January  23, 1962,  by  Mesa  Aficro- 
vave,  Inc.  (Mesa ) ,  wherein  it  is  requested 
tbst  the  hearing  herein  now  scheduled  to 
MBBence  on  March  1, 1962,  be  continued 
without  date; 

It  appearing,  that  in  the  order  follow- 
iBi  further  prehearing  conference,  re- 
liMid  December  15,  1961,  it  was  pro- 
vMed  that  should  Mesa,  no  later  than 
haoMry  15,  1962.  file  appropriate  plead- 
iap  and  applications  for  modification  of 
Its  current  authorization,  the  purpose 
«Bd  effect  of  which  might  be  to  obviate 
"•need  for  formal  hearing  procedures 
••win,  the  Examiner  would,  unless  ad- 
2»d  by  counsel  for  the  Common  Carrier 
*WM  no  later  than  January  22  that 
tti  plications  as  tendered  were  not 
•ooeptable  for  filing,  entertain  an  appro- 
W^  motion  for  a  continuance  of  the 
**rtng  without  date  pending  action  by 


It  furttier  appearing,  that  on  January 
15. 1963.  liMa  filed  triplications,  the  pur- 
pose of  which  would  be  to  amend  each 
of  the  authorizations  now  in  hearing; 

It  further  swearing,  that  Mesa  al- 
leges in  its  petition  that  it  -is  authorised 
to  state  that  counsel  for  the  Common 
Carrier  Bureau  consents  to  a  grant  of 
the  tnatant  petition:  and 

It  further  appearing,  that  good,  cause 
has  been  shown  for  a  grant  of  said  peti- 
tion: 

It  i$  ordered.  This  26th  day  of  Janu- 
ary 1962.  that  the  petition  for  conUnu- 
anee  filed  by  Mesa  Microwave,  Inc..  is 
granted  and  that  the  hearing  now 
scheduled  to  commence  on  March  1, 
1962.  is  pos^iwned  without  date  pending 
action  on  the  .aforementioned  applica- 
tions designed  to  amend  each  of  the 
authorizations  now  in  hearing. 

Released:  January  29,  1962. 

FkDKRAL  Communications 
Commission, 
[SZAL]        Ben  F.  Waple, 

Acting  Secretary. 

irjR.   Doc.    ea-1070;    Flled,    Jan.    31,   1962; 
8:60  ajn.] 


FEDERAL  MARITIME  COMMISSION 

(Docket  Nos.  867,  B70] 

ALCOA  STEAMSHIP  COMPANY,  INC. 
ET  AL. 

Agroomonts  Pooling  in  North  Atlantic- 
Vonozuoia  Trade;  Notice  of  Investi- 
gation, of  Prehearing  Conference, 
and  of  Hoaring 

Alcoa  Steamship  Co.,  Inc.,  Docket  No. 
967  ▼.  Cia.  Anonima  Venezolana  de 
Navegaclon.  et  al..  Docket  No.  970. 

In  the  matter  of  agreements  8640  and 
8640-1,  between  Grace  Line,  Inc.  and 
Cia.  Anonima  Venezolana  de  Nave- 
gacioD  covering  pooling  in  the  North 
Atlantic-Venezuela  trade. 

On  January  15, 1962,  the  Federal  Marl- 
time  Commission  entered  the  following 
order: 

Whereas,  pursuant  to  section  15  of  the 
Shipping  Act,  1916,  as  amended,  an 
agreement  and  amendment  thereto,  be- 
tween Grace  Line,  Inc..  and  Cia.  Ano- 
*nima  Venezolana  de  Navegaclon.  cover- 
ing a  poolinc  arrangement  on  cargo  in 
the  trade  from  U.S.  North  Atlantic 
ports  to  ports  in  Venezuela,  have  been 
flled  for  approval  imder  that  section, 
and  have  been  assigned  Federal  Marl- 
time  Commission  agreement  Nos.  8640 
and  8640-1 :  and 

Whereas,  pursuant  to  notice  of  the 
filing  of  agreements  8640  and  8640-1,  in 
the  Fkdsbal  Register  of  December  6, 
1961,  Royal  Netherlands  Steamship  Co.. 
A/S  Viking  Line,  Alabama  State  Docks 
Department  and  the  Board  of  Commis- 
sioners of  the  port  of  New  Orleans  have 
flled  protests,  and  requested  that  agree- 
ments 8640  and  8640-1,  be  disapproved 
or  modified  in  significant  respects  and, 
to  the  extent  appropriate  for  said  pur- 
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pose,  a  formal  hearing  should  be  in- 
stituted: and 

Whereas,  Alcoa  Steamship  Co^  Xne^ 
has  filed  a  formal  complaint  in  ohinmI- 
tlon  to  the  approval  of  said  ■iiwimenti, 
which  is  now  pending  in  Dodtetllo.  §67; 
and 

Whereas,  the  Commission  havlag  oqb- 
sidered  the  requests  ot  Royal  Mettier- 
lands  Steamship  Co.,  A/S  Viking  Una. 
Alabama  State  Docks  Department  and 
the  Board  of  Commissionns  of  ths  port 
of  New  Orleans,  and  being  of  the  *t***t**nft 
that  sufllcient  reason  has  been  shown  to 
warrant  withholding  of  the  amcofal  vt 
agreements  8640  and  8646-1.  peadttng  n 
hearing  for  the  purpose  of  reoetvtaig  ofl* 
dence  in  (»tler  to  determine  whether  said 
agreements  should  be  apmored,  dlsap- 
proved  or  modified,  pursuant  to  aectlan 
15  of  the  Shilling  Act,  1916.  and  good 
cause  appearing: 

It  is  ordered.  That,  pursuant  to  see- 
tions  15  and  22  of  the  Shipping  Act.  1916. 
as  amended,  the  Cmnmisslon.  'upon  its 
own  motion,  enter  upon  an  Investigatton 
and  hearing  for  the  taking  of  evidenoe 
to  determine  whether  (1)  agreenents 
8640  and  8640-1.  if  approved,  would  be 
unjustly  discriminatory  or  unfair  as  be- 
tween ^carriers,  shippers,  uporten,  im- 
porters, or  ports,  or  between  ezporteis  of 
the  United  States  and  their  foreign  eom- 
petttors,  or  to  operate  to  the  detriment 
'  of  the  commerce  of  the  United  States,  or 
to  be  contrary  to  the  public  Interest. 
within  the  meaning  of  section  15  of  the 
1916  act:  (2)  whether  said  agreements. 
if  approved,  would  subject  any  particu- 
lar person,  locality  or  description  of 
traffic  to  any  undue  or  unrranonahlr 
prejudice  or  disadvantage  in  any  reqieet 
whatsoever:  (3)  whether  said  agree- 
ments will  be  in  violation  of  any  other 
provision  of  said  act;  and  (4)  ttliether 
said  agreements  should  be  approved,  dis- 
approved, or  modified  in  any  respect, 
pursuant  to  said  section  15;  and 

It  is  further  ordered.  That  <3race  Line. 
Inc.,  and  Cia.  Anoniina  Veneaolana  de 
Navegaclon  be  made  respondents  in  ihif 
proceeding;  and 

It  is  further  ordered.  That  this  matter 
be  assigned  for  hearing  hetore  an  ex- 
aminer of  the  Ccmunission's  Offlce  of 
Hearing  Examiners  at  a  date  and  place 
to  be  determined  and  announced  by  the 
Chief  Examiner,  and  be  consolidated  with 
Docket  No.  967  for  hearing  and  dedslon; 
and 

It  is  further  ordered.  That  actlui  with 
respect  to  agreements  8640  and  8640-1,  be 
held  in  abeyance  pending  the  Commis- 
sion's decision  and  order  in  the  proceed- 
ing herein  ordered:  and 

It  is  further  ordered.  Th»t  notice  <rf 
this  order  and  notice  of  hearing  be  pub- 
lished in  the  Federai,  Rxcism.  and  a 
copy  of  such  order  and  notice  of  hearing 
be  served  upon  respondents.  Grace  Line, 
Inc.,  and  Cia.  Anonima  Veneaolana  de 
Navegaclon,  and  all  protestants  and 
other  interested  parties. 

Pursuant  to  the  above  order,  notice  is 
hereby  given  that  a  prehearing  confer- 
ence herein  will  be  held  before  igy^»w^ti^ 
William  J.  Sweeney  on  February  5,  1962. 
at  9  ajn.,  in  Room  4519,  New  OAO  Build- 
ing, 441  G  Street  NW.,  Washington.  D.C. 
The  hearing  will  be  held  at  a  date  and 
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iriMe  to  be  herMlter  determined  &nd  an- 
nounced, and  will  be  conducted  in  ac- 
oofilanoe  wltb  the  Oommlssion'i  rules  of 
praeUoe  and  procedure.  An  initial  de- 
dalon  wm  be  iasaed  br  the  Examiner. 

An  persons  (including  Individualfl. 
corporations,  associations,  firms,  part- 
nerships, and  public  bodies)  having  an 
interest  in  this  proceeding  and  desiring 
to  tnterrene  therein,  should  notify  the 
Secretary  of  the  Commission  promptly 
and  file  petitions  for  leave  to  intervene 
in  accordance  with  rule  5(n)  [46  CFR 
201.74]  of  said  rules. 

Dated:  January  29,  1962.    ^ 
By   order  of   the   Federal    Maritime 
Commissiop. 

THOMAS  LiSI, 

Secretary. 

[Tit.    Doc.    62-1073;    Piled.    Jan.    31.    1962; 
8:50  ajn.l 


UNO  KAIUN  KAISHA,  LTD.,  AND 
MITSUI  STEAMSHIP  CO.,  LTD. 

H^Hn  pf  AgfMment  Filed  for 
Approval 

Notice  Is  hereby  given  that  the  follow- 
ing described  agreement  has  been  filed 
with  the  Commission  for  approval  pur- 
suant to  section  IS  of  the  Shipping  Act, 
1918  (39  Stot.  733.  75  Stat.  763;  46  DSC. 
814): 

Agreement  No.  8670,  between  lino 
KaiiiTT  Kalsha.  Ltd..  and  Mitsui  steam- 
ship COh  Ltd.,  covers  an  arrangMuent 
whereby  the  parties  will  discuss  from 
%imm  to  time  and  agree  between  them- 
selves, r^arding  rates,  charges,  classi- 
fications »nrf  related  tariff  matters  to  be 
charged  or  observed  by  the  parties  for 
the  transportation  of  cargo  in  the  trade 
from  Ji4>an  to  Great  Lakes  ports  of  the 
United  States. 

Interested  parties  may  inspect  this 
agreement  and  obtain  copies  thereof  at 
the  Bureau  of  Foreign  Regulation,  Fed- 
eral "h^^ritim^  Commission.  Washington, 
D.C.,  and  may  submit  within  20  days 
after  publication  of  this  notice  in  the 
PKSBKAL  Racivm.  written  statements 
with  reference  to  the  agreement  and 
their  position  as  to  approval,  disap- 
proval, or  Tn~<<»^«^<ft",  together  with 
request  tot  hffa'^^g  sho\ild  such  hearing 
be  desired. 

Dated:  January  29, 1962. 
By    order   of   the   Federal   Maritime 
Commlsston. 

iHOitAS  List, 
Secretary. 

ITU.    Doc.    62-1073:    PUed.    Jan.    31.    1»62; 
8:50  a.in| 


NOTICES 

1918  (39  Stat.  733.  75  Stat.  763;  48  U.S.C. 
814): 

Agreement  57-79.  between  the  member 
Unes  of  the  Pacific  Westbound  Confer- 
ence and  the  carriers  comprising  the 
P.ftO. — Orient  Lines  joint  service  (oper- 
ating under  approved  agreement  8302. 
as  amended)  covers  the  admission  of 
that  joint  service  to  associate  member- 
ship in  said  conference.  As  an  associ- 
ate member  PiO— Orient  Lines  will  be 
obligated  to  observe  all  the  rates,  rules 
and  regulations  and  decisions  of  the 
conference,  will  have  no  vote  in  confer- 
ence affairs  except  as  may  be  specifically 
agreed  upon,  will  be  permitted  to  par- 
ticipate in  conference  contracts  with 
shippers,  will  not  share  in  the  expenses 
of  the  conference  except  as  may  be  spe- 
cifically agreed  upon  between  the  parties, 
and  will  be  exempt  from  posting  the 
usual  surety  bond.  Agreement  57-79, 
upon  approval,  will  supersede  and  cancel 
the  presently  approved  associate  mem- 
bership agreements  57-71  (of  Peninsular 
and  Oriental  Steam  Navigation  Co.) 
and  57-72  'of  Orient  Steam  Navigation 
Co..  Ltd.).  respectively,  with  said 
conference. 

Interested  parties  may  inspect  this 
agreement  and  obtain  copies  thereof  at 
the  Bureau  of  Foreign  Regulation.  Fed- 
eral Maritime  Commission.  Washington, 
DC.  and  may  submit  within  20  days 
after  publication  of  this  notice  in  the 
Federal  Register,  written  statements 
with  reference  to  this  agreement  and 
their  position  as  to  approval,  disap- 
proval, or  modification,  together  with 
request  for  hearing  should  such  hearing 
be  desired. 

r>at€d:  January  29. 1962. 

By    order    of    the    Federal    Maritime 


.t  f       flmrtday,  February  1, 1962 


PACIFIC  WESTBOUND  CONFERENCE 
ET  AL. 

NotiM  of  Agrssmenf  Filed  for 
Approval 

Nbtice  Is  hereby  given  that  the  follow - 
iDC  described  agreement  has  been  filed 
with  the  Commission  for  approval  pur- 
suant to  section  15  of  the  Shipping  Act. 


Commission. 


Thomas  Lisi, 
Secretary. 


(FR.    Doc.    62-1074;    Filed,    Jan.    31,    1962: 
8:50  a.m.) 


a  cost  of  $500,000.  all  as  more 
forth  in  the  application  which  Is 
with  the  Commission  and  open  to 

inspection. 

The  purpose  of  this  budget-type 
posal  is  to  augment  Applicant's  abfll^ 
to  act  with  reasonable  dispatch  In  si^ 
tracting  for  and  connecting  to  its 
Ing  pipeline  system  new  supplies  of 
tural   gas   in   various   producing 
generally  coextensive  with  said 

This  matter  is  one  that  should  be( 
posed  of  as  promptly  as  possible 
the  applicable  rules  and  regulatlbns  i 
to  that  end: 

Talce  further  notice  that,  pursoanlti 
the  authority  contained  in  and  suhteelli 
the  jurisdiction  conferred  upon  the  n^ 
eral  Power  Coounlssion  by  sections  T  aai 
15  of  the  Natural  Gas  Act,  and  the  < 
mission's  rules  of  practice  and  pi 
a  hearing  will  be  held  on  February  n, 
1962.  at  9:30  a.m.,  e.s.t..  in  a 
room  of  the  Federal  Power  Coi 
441  G  Street  NW..  Washington.  D.C,( 
earning  the  matters  involved  in  and  tks 
Issues  presented  by  such  applicatlai: 
Provided,  however,  That  the  Commliriai 
may.  after  a  noncontested  hearing,  dis- 
pose of  the  proceedings  pursuant  to  tbs 
provisions  of  S  1.30(c)  (1)  or  (2)  of  tts 
Commission's  rules  of  practice  and  pro- 
cedure. Under  the  procedure  her«te 
provided  for.  unless  otherwise  advised,  tt 
will  be  unnecessary  for  Applicant  to  ap- 
pear or  be  represented  at  the  hearing. 

Protests  or  petitions  to  intervene  Bay 
be  filed  with  the  Federal  Power  Commis- 
sion. Washington  25,  D.C.,  in  accordanee 
with  the  rules  of  practice  and  proeedun 
(18  CFR  18  or  1.10)  on  or  before  Fetara- 
ary  19.  1962.  Failure  of  any  party  to  s^ 
pear  at  and  pcu-ticipate  in  the 
shall  be  construed  as  waiver  of  and  i 
currence  in  omission  herein  of  the : 
mediate  decision  procedure  In 
where    a  request   therefor  is 

Joseph  H.  OuTHmi, 
SecreUut. 


FEDERAL  POWER  COMMISSION 

[Docket  No.  CP62-1411 

AMERICAN  LOUISIANA  PIPE  LINE  CO. 

Notice   of   Application   and   Dots   of 
Hearing 

January  25. 1962. 

Take  notice  that  on  December  7,  1961. 
American  Louisiana  Pipe  Line  Co.  (Ap- 
plicant). 3750  Penobscot  Building.  645 
Oriswold  Street,  Detroit  26.  Mich.,  filed 
In  Docket  No.  CP62-141  an  appUcatlon 
pursuant  to  section  7(c)  of  the  Natural 
Gas  Act  for  a  certificate  of  public  con- 
venience and  necessity  authorizing  the 
construction  and  operation  durUig  the 
12-month  period  commencing  March  1. 
1962.  of  field  facilltlefl  to  enable  Applicant 
to  take  into  its  certificated  main  pipeline 
system  natural  gas  which  may  be  pur- 
chased from  producers  thereof  in  the 
general  area  of  its  existing  transmission 
system  at  a  total  cost  not  to  exceed  $3.- 
000.000.  with  no  single  project  to  exceed 


[FR     Doc. 


62-1036;    FUed. 
8:45  ajn.] 


Jan.   SI, 


[Docket  No.  RI63-24a  etc.] 

CALIFORNIA  CO. 

Ordor  Providing  for  Moorings  on  m4 
Suspension  of  Proposed  ChunfM 
in  Rates;  Correction 

Jaktjasy  24, 1961 
In  the  order  providing  for  hearings  SB 
and  suspension  of  proposed  changes  li 
rates,  issued  December  20,  1961,  «d 
published  In  the  Federal  Rxcnrnt  y 
December  29.  1961  (FR.  Doc.  61-1210: 
26  F  R.  12719,  12720) :  Change  the  fW 
line  in  caption  and  also  the  first  line  ta 
the  chart  to  read  "The  California  OoB- 
pany.  a  Division  of  California  Oil  OoB- 
pany"  Instead  of  "The  Callfonii 
Company". 

JosKPH  H.  GxrntnMt. 
Secreiarf, 

[FR     Doc.    62-1037;    FUed,    Jan.    81.    !•• 
8:46  ajn.] 


IDoekat  Nob.  0-16848.  CPeQ-04] 

T0INESSEE  GAS  TRANSMISSION  CO. 

NoNco  of  Applicotiont)  Data  of  Hoor- 
ing  and  Consolidation  of  Procood- 
Ings;  Correction        I 

JAHXJART  18, 1962. 

in  the  notice  of  applications,  date  of 
hearing  and  consolidation  of  proceed- 
ings, issued  January  15.  1962,  and  pub- 
lished in  the  Federal  Registeb  on  Janu- 
ary 19.  1M2  (FR.  Doc.  62-622;  27  P.R. 
(99) :  In  the  body  of  notice  delete  the 
fifth  paragraph — "Tennessee  proposes  to 
acquire  and  develop  the  Ship  Shoal  area 
tX  a  total  estimated  cost  of  $2,043,727,000 
over  a  29-year  period." 

Joseph  H.  Outiudb. 
I       Secretary. 

IFB    Doc.    62-1038:    Filed.    Jan.    31,    1962; 
8:45a.in.| 

i 

SECURITIES  AND  EXCHANGE 
COMMISSION 

[FlleNo.  24SF-2503] 

AIR  CRAFT  MARINE  ENGINEERING 
CORP. 

Order  Temporarily  Svsponding  Ex- 
emption, Statement  of  Reasons 
Therefor,  and  Notice  of  Opportu- 
nity for  Hearing 

jANtTART  26,  1962. 
L  Air  Oaft  Marine  Engineering  Corp. 
"^  (lamer).  7850  Gloria  Street,  Van  Nuys 
(Los  Angeles) ,  Calif.,  filed  with  the  Com- 
mlaion  on  May  28.  1958.  a  notification 
and  offering  circular  relating  to  an  of- 
fering of  300.000  shares  of  its  $1  par 
value  common  stock  at  $1  per  share  for 
an  sggregate  offering  of  $300,000.  foi' 
the  purpose  of  obtaining  an  exemption 
from  the  registration  requirements  of 
tte  Securities  Act  of  1933,  as  amended, 
pursuant  to  the  provisions  of  section  3 
(b)  thereof  and  Regulation  A  promul- 
gated thereunder. 

n.  The  Commission  has  reason  to  be- 
Uere  that  the  terms  and  conditions  of 
Regulation  A  have  not  been  complied 
with  in  that: 

1.  The  issuer  has  solicited  the  sale  of 
diares  by  subscription  agreement  with- 
out the  use  of  an  offering  circular  In 
vMation  of  Rule  256(a> ; 

2.  The  issuer  has  failed  to  file  a  re- 
vised offering  circular  as  required  by 
Rule  256(e) ;  and 

S.  The  issuer  has  failed  to  file  a  rQ;>ort 
of  nles  on  Form  2-A  as  required  by  Rule 
HO. 

m.  It  ix  ordered.  Pursuant  to  Rule.^61 
(a)  of  the  general  rules  and  regulations 
voder  the  SecurlUes  Act  of  1933.  as 
uoended.  that  the  exemption  imder  Reg- 
ulation A  be,  and  it  hereby  is,  tempo- 
nrUy  suspended.  - 

Notke  is  hereby  given  that  any  per- 

'    m  having  any  interest  in  the  matter 

■ay  Ue  with  the  Secretary  of  the  Com- 


FEDERAL  REGISTER 

mission  a  written  request  for  hearing 
within  SO  days  after  the  entry  of  this 
order;  that  within  20  days  after  receipt 
of  such  request  the  Commission  will,  or 
at  any  ttnu  upon  Its  own  motion  may. 
set  the  matter  down  for  hearing  at  a 
place  to  be  designated  by  the  Commis- 
sion, for  the  purpose  of  determining 
whether  this  order  of  suspension  should 
be  vacated  or  made  permanent,  without 
prejudice,  however,  to  the  consideration 
and  presentation  of  additional  matters 
at  the  hearing;  that,  if  no  hearing  is 
requested  and  none  Is  ordered  by  the 
Commission,  this  order  shall  become  per- 
manent c/a  the  30th  day  after  its  entry 
and  shall  remain  in  effect  unless  or  imtil 
it  is  modified  or  vacated  by  the  Commis- 
sion; and  that  notice  of  the  time  and 
place  for  any  hearing  will  promptly  be 
given  by  the  Commission. 

By  the  Commission. 

[scAL]     -  Orval  L.  Dubois, 

Secretary. 

[PJt.    Doc.    62-1048:    Filed,    Jan.    31.    1962; 
8:47  ajn.] 


[FUe  Mo.  1-3842] 

BLACK  BEAR  INDUSTRIES,  INC. 
Ordor  Summarily  Suspending  Trading 

January  26,  1962. 

The  common  stock,  par  value  15  cents 
a  share,  of  Black  Bear  Industries,  Inc. 
(forjberly  Black  Bear  Consolidated  Min- 
ing Co.).  being  listed  and  registered  on 
the  San  Ftancisco  Mining  Exchknge,  a 
national  securities  exchange;  and 

The  Cwnmlssion  being  of  the  opinion 
that  the  public  interest  requires  the  sum- 
mary suspension  of  trading  in  such 
security  on  such  exchange  and  that  such 
action  is  necessary  and  ai^ropriate  for 
the  protection  of  investors;   and 

Hie  Commission  being  of  the  opinion 
further  that  such  suspension  is  neces- 
sary in  order  to  prevent  fraudulent,  de- 
cqp^ve  or  manipulative  acts  or  practices, 
with  the  result  that  it  will  be  unlawful 
under  section  15(c)  (2)  of  the  Securities 
Exchange  Act  of  1934  and  the  Commis- 
sion's Rule  15C2-2  thereunder  for  any 
broker  or  dealer  to  make  use  of  the  mails 
or  of  any  means  or  instrumentality  of 
interstate  commerce  to  effect  any  trans- 
action in.  or  to  induce  or  attempt  to  in- 
duce the  purchase  or  sale  of  such 
security,  otherwise  than  on  a  national 
sectirities  exchange; 

It  is  ordered.  Pursuant  to  section  19 
(a)  (4)  of  the  Securities  Exchange  Act  of 
1934  that  trading  in  said  security  on  the 
San  nanelsco  Mining  Exchange  be  sum- 
marily suspended  in  order  to  prevent 
fraudulent,  deceptive  or  manipulative 
acts  or  practices,  this  order  to  be  effec- 
tive for  a  period  of  ten  (10)  days,  Jan- 
uary 29.  1962.  to  February  7,  1962,  both 
dates  inclusive. 

By  the  Commission. 

[SKAL]  Orval  L.  Dubois, 

Secretory. 

[VJt.    Doc.    62-1048;    Filed.   Jan.    31.    1962; 
8:47  ajn.] 


[PUe  No.  811-lOSBI 

30  NORTH  LASAUE  STREET  REALTY 
FUND 

Notice  of  FHIng  of  Applicotioii  for 
Ordor  Docloring  That  Company 
Has  Coasod  to  bo  on  Invoshnont 
Company 

Jamuakt  25.  1962. 

Notice  is  hereby  given  that  30  North 
LaSalle  Street  Realty  FHmd  ("Ap- 
plicant") ,  Chicago.  HI.,  a  buslnesB  trust 
organized  under  Illinois  law  and  a  closed- 
eiid,  diversified  investment  company 
registered  imder  the  Investment  Com- 
pany Act  of  1940  ("Act")  has  filed  an 
application  pursuant  to  section  8(f)  of 
the  Act  for  an  order  declaring  that  Ap- 
plicant has  ceased  to  be  an  investmexit 
company. 

Applicant  makes  the  following  repre- 
sentation in  its  a]n>lication: 

No  shares  of  MbB  Applicant  were  offered 
or  sold  and  there  is  no  public  Interest  In 
the  Applicant. 

Applicant  has  also  withdrwan  its  pend- 
ing r^istratlon  statement  under  the 
Seciulties  Act  of  1933.  The  Applicant 
has  no  assets  and  Is  in  final  stages  of 
liquidation. 

Section  8(f)  of  the  Act  provides,  in 
pertinent  part,  that  whenever  the  Com- 
mission upon  application  finds  that  a 
registered  investment  company  has 
ceased  to  be  an  investment  company.  It 
shall  so  declare  by  order  and  uprai  the 
taking  effect  of  such  oi:der  the  registra- 
tion of  such  company  shall  cease  to  be  In 
effect. 

Notice  is  further  given  that  any  in- 
terested person  may,  not  later  than  Feb- 
ruary 15.  1962,  at  5:30  pjn..  submit  to 
the  Commission  in  writing  a  request  Uu 
a  hearing  on  the  matter  accompanied 
by  a  statement  as  to  the  nature  of  his 
interest,  the  reason  for  such  request  and 
the  issues,  if  any,  of  fact  or  law  proposed 
to  be  controverted,  or  he  may  request 
that  he  be  notified  if  the  Commission 
should  order  a  hearing  thereon.  Any 
such  commimication  should  be  ad- 
dressed: Secretary.  Securities  and  Ex- 
change Commissi<»L,  Washington  25.  D.C. 
At  any  time  after  said  date,  as  provided 
by  Rule  0-5  of  the  rules  and  regulations 
promulgated  under  the  Act.  an  otdiet  dis- 
posing of  the  application  herein  may  be 
issued  b^  the  Ck>mmission  upon  the  basis 
of  the  showing  contained  in  said  appli- 
cation, imless  an  order  for  hearing  upon 
said  application  shall  be  issued  upon  re- 
quest or  upon  the  Commission's  own 
motion. 

By  the  Commission. 

[SEAL]  Orval  L.  DoBon, 

Secretary. 

[FJt.    Doc.    62-1060;    FUed,    Jan.    SI.'  1969; 
8:47  ajn.] 


INTERSTATE  COMMERCE 
COMMISSION 

FOUtTH  SECTION  APPLICATIONS 
FOI  REUEF 

Jantjart  29, 1962. 

Protests  to  the  granting  of  an  appli- 
cation must  be  prepared  In  accordance 
with  Rule  40  of  the  general  rules  of 
practice  (49  CFR  1.40)  and  filed  within 
15  days  from  the  date  of  publication  of 
this  notice  in  the  Fkoekal  Rsgistzr. 

LOIfG-AIID-SHORT   HAUI. 

PSA  No.  3752T:  Stacker  livestock  to  Il- 
linois territory.  Piled  by  Illinois  Freight 
Association,  agent  (No.  154),  for  in- 
terested rail  carriers.  Rates  on  stocker 
UTestock,  as  described  in  the  application, 
m  carloads,  from  Livingston  and  E^itaw, 
Ala.,  also  Jackson.  Miss.,  to  points  in 
nUnols  freight  territory. 

Grounds  for  relief:  Market  competi- 
tion. 

Tariff:  Supplement  33  to  Illinois 
Freight  Association  tariff  I.C.C.  965. 

By  the  Commission. 

[SXAL]  Hahold  D.  McCoy, 

Secretary. 

[PH.    Doc.    62-1051:    Filed,    Jan.    31,    1062; 
^:47ajn.l 


[Rev.    S.O.    5«a.    Amdt.    6    to    Taylors    I C  C. 
Order  136] 

RUTLAND  RAILROAD  CORP. 
Rtrouting  and  Diversion  of  Traffic 

Upon  further  consideratlcm  of  Taylor's 
I.C.C.  Order  No.  136  (Rutland  Railroad 
Corp.)  and  good  cause  appearing  there- 
for: 

It  is  ordered.  That  Taylor's  ICC.  Or- 
der  No.  136  be.  and  It  is  hereby,  amended 
by  substituting  the  following  paragraph 
(g)  tor  p*racraph  (g)   thereof: 

(g)  Expiration  date:  This  order  shall 
expire  at  11:50  pjn.,  March  31,  1962,  un- 
less otherwise  modified,  changed,  sus- 
pended  or  annulled. 

/*  is  further  ordered.  That  this 
amendment   shall    become    effective    at 


NOTICES 

11:50  p.m..  January  31.  1962.  and  that 
this  order  shall  be  served  upon  the  As- 
sociation of  American  Railroads.  Car 
Service  Division,  as  agent  of  all  railroads 
subscribing  to  the  car  service  and  per 
diem  agreement  under  the  terms  of  that 
agreement,  and  by  filing  it  with  the  Di- 
rector. Office  of  the  Federal  Register. 

Issued  at  Washington,  DC.  January 
26.  1962. 

Interstate  Commerce 

Commission, 
Charles  W.  Taylor, 
Agent. 

(PR      Doc      62   1052;     Piled,    Jan.    31.     1962; 
8:47  a. ml 


HOUSING  AND  HOME 
FINANCE  AGENCY 

Office  of  the  Administrator 

REGIONAL  DIRECTOR  OF  COMMU- 
NITY FACILITIES  ACTIVITIES,  RE- 
GION II  (PHILADELPHIA) 

Redelegation  of  Authority  With  Re- 
spect to  Area  Redevelopment  Act 

The  Regional  Director  of  Community 
Facilities  Activities,  Region  n  (Philadel- 
phia), is  hereby  authorized  to  carry  out 
the  provisions  of  sections  7  and  8  of  the 
Area  Redevelopment  Act  (Public  Law 
87-27,  42  US.C.  2506  and  2507)  by  per- 
forming the  following  functions  within 
such  region : 

1.  To  execute  offers  for  approved  loans 
and/or  grants  and  to  execute  approved 
amendments  or  modifications  of  con- 
tracts resulting  from  the  acceptance  of 
such  offers. 

2.  To  determine  that  loans  made  under 
section  7  of  the  act  are  in  compliance 
with  the  requirements  of  sections  7(a) 
(2).  7(a)  (3),  7(a)(4).  7(b).  and  7(d). 

3.  To  determine  that  grants  made 
imder  section  8  of  the  act  are  in  com- 
pliance with  sections  8(a)(2)  and  8(c) 
of  the  act;  that  there  is  little  probability 
that  such  projects  can  be  undertaken 
without  the  assistance  of  a  grant  under 
section  8;  and  that  the  amount  of  any 
grant  under  section  8  for  a  project  does 
not  exceed  the  difference  between  the 


funds  which  can  be  practicably  obtalna^ 
from  other  sources  (including  a  kta 
under  section  7  of  the  act)  for  ng^ 
project  and  the  amount  which  is  nsc^ 
sary  to  insure  the  completion  theratf. 
4.  To  exercise  the  powers,  duties,  tui 
functions  vested  in  the  Secretary  ^ 
Commerce  by  sections  19  and  21  of  the 
act  in  connection  with  any  loans  or 
grants  proposed  to  be  made  under  aee> 
tion  7  or  8  of  the  act. 

1 62  Stat.  1283  ( 1948) .  as  amended  by  84  Btti 
80  ( 1950 ) ,  12  use.  1701c:  Housing  and  Boom 
Finance  Administrator's  redelegation  tf. 
fectlve  May  1.  1961  (26  F.R.  7992,  Aug.  % 
19«1) 

Effective  as  of  the  1st  day  of  November 
1961. 

[seal]  Warren  P.  Phelan, 

Regional  Administrator,  Region  II. 

(PR.    Doc     62-1076;     Filed,    Jan.    31.    IMB; 
8:50  am.) 


REGIONAL  DIRECTOR  OF  COMMU- 
NITY FACILITIES  ACTIVITIES,  RE- 
GION  V  (FORT  WORTH) 

Redelegation  of  Authority  With  Re- 
spect  to  Loans  for  Housing  for  Iht 
Elderly 

The  Regional  Director  of  Community 
Facilities  Activities,  Region  V  (Fort 
Worth),  with  respect  to  the  program  of 
loans  for  housing  for  the  elderly  author- 
ized  under  section  202  of  the  Hoorini 
Act  of  1959,  as  amended  (73  Stat  117, 
as  amended,  12  U  S.C.  1701q) ,  is  hereby 
authorized  to  take  the  following  sctkD 
within  such  region : 

1.  To  execute  loan  agreements; 

2.  To  amend  or  modify  any  such  losa 
agreement. 

(62  Stat.  1283  ( 1948) ,  as  amended  by  04  Stat 
80  (1950).  12  UjS.C.  1701c):  HouBtsf  sal 
Home  Finance  Administrator's  delegattan  ti- 
fecUTe  December  22.  1961  (38  FJl.  ITTII. 
December  30,  1961) 

Effective  as  of  the  1st  day  of  Febmsry 
1962. 

[sealI  R.  A.  BrrHTms, 

Regional  Administrator,  Region  F. 

[F.R.    Doc.    83-1077;    Filed,    Jan.    »1,    IM; 
8:50  a.m.] 
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Title  6— AGRICULTURAL 
CREDIT 

Chapter  IV — Commodity  Credit  Cor- 
poration, Department  of  Agriculture 

JUiCHAPTER   B — LOANS,   PURCHASES,  AND 
OTHER   OPERATIONS 

ri961  CCC.  Grain  Price  Support  Bulletin  1, 
'  Supp.  2,  Amdt.  5.  Rye) 

p^lT  421— GRAINS  AND  RELATED 
COMMODITIES 

Subpart — 1961 -Crop    Rye   Loan   and 
Purchase  Agreement  Program 

Support  Rates 

Correction 

In  F.R.  Doc.  62-630,  appearing  at  page 
557  of  the  issue  for  Friday,  January  19, 
1962  the  following  corrections  are  made 
to  the  tabular  material  of  S  421.487(b) : 

1.  For  Lincoln  County,  Minn.,  the 
entry  in  the  "From"  column  should  read 
"1.01"  instead  of  "1.06". 

2.  For  Lyon  County,  Minn.,  the  entry 
to  the  "From"  column  should  read 
"1.02"  instead  of  "1.04". 

Title  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Service  Commission 

PART  6— EXCEPTIONS  FROM  THE 
COMPETITIVE  SERVICE 

Department  of  Defense 

Effective  upon  publication  in  the 
FDiRAL  Register,  subparagraph  (41)  Is 
added  to  paragraph  (a)  of  9  6.304  as  set 
out  below. 

I  6.304     Department  of  Defense. 

(a)  Office  of  the  Secretary.  •  •  • 
(41)  One  Congressional  Liaison  Offi- 
cer (Civil  Defense) .  Office  of  the  Assist- 
ant to  the  Secretary  of  Defense  (Legis- 
lative Affairs) . 

(RJS.  1753.  sec.  2,  22  Stat.  403,  as  amended, 
6  Ua.C.  631,633) 


added  to  paragraph  (b)  of  §  6.309  as  set 

out  below. 

§  6.309     Post  Office  Department. 


[SXALl 


ITR.    Doc. 


United  States  Civil  Skbv- 

icx  Commission, 
Mary  V.  Wknzkl, 
Executive  Assistant  to 
the  Commissioners. 


62-1106:    Piled, 
8:47  ajn.] 


Feb.    1,    1962; 


PART  6~EXCEPTIONS  FROM  THE 
COMPETITIVE  SERVICE 

Post  Office  Department 

Effective  upon  publication  in  the  Fbd- 
DAi.    Register,    subparagraph    (8)     is 


(b)  Bureau  of  Facilities.  •   •   • 
(8)  One  Private  Secretary  to  the  Spe- 
cial Assistant   to   the   Assistant   Post- 
master General. 

(R.S.  1763.  sec.  2,  22  Stat.  403,  as  amended; 
6U.S.C.631,633) 

United  States  Civil  Serv- 
ice Commission, 
[seal]       Mary  V.  Wenzel, 

Executive  Assistant  to 
the  Commissioners. 

[PJl.    Doc.    62-1107;     Piled.    Feb.    1,    1962; 
8:47  ajn.l 


Title  7— AGRICULTURE 

Chapter   ill — Agricultural    Research 
Service,  Department  of  Agriculture 

PART  319— FOREIGN  QUARANTINE 
NOTICES 

Subpart — Fruits  and  Vegetables 

Administsative  Instructions  Prbscrib- 
INC  Method  of  Treatment  of  Oranges, 
Qrapefrtjit,  and  Tangerines  for  Medi- 
terranean Pexjit  Ply 

Pursuant  to  the  authority  conferred 
by  §  319.56-2  of  the  regulations  (7  CPR 
319.56-2)  supplemental  to  the  Fruit  and 
Vegetable  Quarantine  (Notice  of  Quar- 
antine No.  56,  7  CFR  319.56) ,  under  sec- 
tions 5  and  9  of  the  Plant  Quarantine 
Act  of  1912  (7  U.S.C.  159, 162),  adminis- 
trative instructions  to  be  designated  as 
7  CPR  319.56-2P  are  hereby  issued  to 
read  as  follows: 

§  319.56— 2p  Administrative  instructions 
prescribing  method  of  fumigation-  of 
oranges,  grapefruit,  and  tangerines 
for  the  Mediterranean  fruit  fly. 

Fumigation  with  ethylene  dibromide 
upon  tfrrival,  in  accordance  with  the  pro- 
cedures described  in  this  paragraph,  is 
hereby  authorized  as  an  alternate  con- 
dition-of-entry  treatment  for  oranges, 
grapefruit,  and  tangerines  offered  for 
entry  under  permit  under  §  319.56-2  from 
countries  where  the  Mediterranean  fruit 
fly  is  known  to  occur.  This  treatment  is 
specific  for  the  Mediterranean  fruit  fly 
and  will  not  qualify  for  entry  shipments 
of  fruit  from  countries  where  other  dan- 
gerous citrus  pests  occur  for  which  the 
treatmoit  is  not  effective. 

(a)  Ports  of  entry.  Oranges,  grape- 
fniit,  and  tangerines  to  be  offered  for 
entry  must  be  shipped  from  the  coun- 
try of  origin  directly  to  New  York  or 
such  other  North  Atlantic  port  as  may 
be  named  in  the  permit.  Furthermore, 
shipments  moving  by  air  must  be  so 
routed  as  to  avoid  landing  at  ports  south 
of  Baltimore. 


(b)  Approved  fumigation.  (1)  The 
approved  treatment  shall  consist  of 
fumigation  with  ethylene  dibromide  for 
2  hours  at  normal  atmospheric  pressure. 
in  a  fumigation  chamber  which  has  been 
approved  for  the  purpose  by  the  Plant 
Quarantine  Division.  The  dosage  shall 
be  adjusted  to  the  chamber  load,  which 
shall  not  exceed  80  percent  of  the  vol- 
ume, and  temperature  as  follows: 


Load  in  percent  of 
chamber  volume 

Dosage  in  ounces  per  1,000 
cubic  feet 

60*-70«  F. 

AbOTe70»F. 

Below  25 

0 
n 
13 

7 

25-49 

« 

fiO-80 

11 

The  temperature  shall  be  that  of  the 
fruit.  CTubic  feet  of  space  shall  be  that 
of  the  unloaded  chamber.  The  ethylene 
dibromide  must  be  applied  as  a  liquid 
and  volatilized  within  the  sealed  fumiga- 
tion chamber  in  an  electrically  heated 
vaporizing  pan.  The  electrically  heated 
vaporizing  pan  shall  be  controlled  by  a 
switch  outside  the  chamber  and  shall 
be  equipped  with  a  signal  light  to  indi- 
cate when  the  current  is  on  or  off. 
Fifteen  minutes  after  all  liquid  ethylene 
dibromide  has  been  injected  into  the 
vaporizing  pan  inside  the  fumigation 
chamber,  the  electric  current  for  tbe 
vaporizing  pan  must  l>e  turned  off,  and 
the  2-hour  period  of  exposure  shall  be- 
gin. The  gas  shsdl  be  circulated  within 
the  chamber  continuously  for  the  2-hour 
period  by  electric  fans  or  blowers.  The 
fans  or  blowers  must  be  of  a  ci^acity 
to  circulate  the  entire  air  mass  within 
the  chamber  in  three  minutes. 

(2)  Oranges,  grapefruit,  and  tange- 
rines to  be  fumigated  may  be  packed 
in  slatted  crates  or  well  perforated  un- 
waxed  cardboard  cartons  with  wood 
excelsior  packing  material.  The  fruit 
may  be  waxed  and  individually  wrapped 
with  conventional  citrus  tissue  which  is 
gas-permeable.  When  loaded  in  the 
fumigation  chamber  the  crates  or  con- 
tainers must  be  stacked  evenly  over  the 
floor  surface  and  the  crates  or  containers 
in  a  stack  shall  be  separated  at  least  2 
inches  on  all  sides  by  wooden  strips  or 
other  means,  to  insure  adequate  gas  cir- 
culation. Fruit  in  mesh  bags  or  well 
•perforated  polyethylene  bags  (twenty 
1/4 -inch  perforations  for  5-pound  bags, 
equally  spaced  on  the  two  sides;  pn^wr- 
tionately  more  openings  on  larger  bags) 
must  be  placed  in  crates  or  similar  con- 
tainers for  fumigation. 

(c)  Other  conditions.  The  unloading 
of  oranges,  grapefruit,  and  tangerines 
from  the  means  of  conveyance,  their  de- 
livery to  an  approved  fumigation  plant, 
and  the  fumigation  procedure  will  be 
under  the  supervision  of  an  inspector  of 
the  Plant  (Quarantine  Division.  The  im- 
loading  and  delivery  and  any  other 
handling  prior  to  fumigation  shall  be 
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conducted  In  accordance  with  such  safe- 
giiards  &B  the  Inspector  may  require  to 
prevent  the  dissemination  of  injurious 
Insects.  Furthermore,  the  fruit  shall  be 
inspected  and  the  finding  of  plant  pests 
other  than  the  Mediterranean  fruit  fly 
may  be  cause  for  additional  treatment. 
or  denial  of  entry  if  no  satisfactory  treat- 
ment Is  known.  Pinal  release  of  the  fruit 
for  entry  into  the  l^ited  States  will  be 
conditioned  upon  compliance  with  such 
safeguard  requirements  and  the  pre- 
scribed regulations.  Also,  restrictions 
imposed  by  special  quarantines  shall  re- 
main in  full  force  and  effect.' 

<d)  Costs.  All  costs  of  treatment  and 
required  safeguards  and  supervision. 
other  than  the  services  of  the  supervis- 
ing inspector  during  regularly  assigned 
hours  of  duty  and  at  the  usual  place  of 
duty,  shall  be  borne  by  the  owner  of  the 
fruit,  or  his  representative. 

(e)  Department  not  responsible  for 
damage.  The  treatment  prescribed  in 
paragraph  (b)  of  this  section  is  judged 
from  experimental  tests  to  be  safe  for 
use  with  oranges,  grapefruit,  and  tan- 
gerines. However,  the  Department  as- 
siunes  no  responsibility  for  any  damage 
sustained  through  or  in  the  course  of 
such  treatment,  or  by  compliance  with 
requirements  Imposed  under  paragraph 
(c)  of  this  section. 

(Sec.  9.  37  Stat.  318;  7  USC    162      InUrprets 
or  applies  sec   5.  37  Stat   316;  7  U  S  C    159 1 

These  administrative  instructions  shall 
become  effective  February  2,  1962. 

These  instructions  provide  an  alter- 
nate method  of  treatment  as  a  condition 
for  entry  under  permit  of  oranges, 
grapefniit,  and  tangerines  originating  in 
countries  where  the  only  dangerous 
citrus  pest  known  to  exist  is  the  Mediter- 
ranean fruit  fly.  The  method  is  specifi- 
cally limited  to  such  qualifying  fruit. 
Fruits  from  countries  where  other  dan- 
gerous citrus  pests  occur  are  not  ehglble 
for  entry  imder  these  instructions. 

These  instructions  relieve  restrictions 
by  providing  an  alternate  method  of 
treatment  for  the  qualifying  fruits.  In 
order  to  be  of  maximum  benefit  to  im- 
porters they  should  be  made  effective  as 
soon  as  possible.  Therefore,  pursuant 
to  section  4  of  the  Administrative  Pro- 
cedure Act  (5  U.S.C.  1003).  it  is  found 
upon  good  cause  that  notice  and  other 
public  procedure  with  respect  to  these 
instructions  are  impracticable  and  they 
may  be  made  effective  less  than  30 
days  after  publication   In   the  Federal 

RiaiSTXR. 


RULES  AND   REGULATIONS 

Done  at  Washington.  D.C  .  this  30th 
day  of  January  1962. 

I  SEAL  1  O     F.    CaLLACHAN. 

Acting  Director.  Plant  Quaran- 
tine Division.  Agricultural 
Research  Service. 

|FK      D'.c      62    1U4.     Filed.     Feb      1,     1962; 
8  48   .1  m  I 


'Section  319 J8  prohibits  the  entry  or 
oranges,  grapefruit,  and  tangerines  from 
eastern  and  aoutheaetern  Asla.,-Jncludlng 
India,  BiUTO*.  Ceylon.  Slam.  Indo-Cblna.  and 
China:  the  Ualayan  ArchlpelaeoSXbe-PhlUp- 
pinea:  Oceania,  except  Australia  and  Tas- 
mania; Japan,  Including  Formosa  and  other 
Island  adjacent  to  Japan:  Mauritius  and 
Seychellee:  Argentina.  Brasll.  Paraguay,  and 
Uruguay. 


PART  354 — OVERTIME  SERVICES  RE- 
LATING TO  IMPORTS  AND  EX- 
PORTS 

Commuted   Travel   Time   Allowances 

Piir:suant  to  tlio  authority  conferred 
u:  on  the  Dirtctor  of  th«>  Plant  Quaran- 
tine Divi.sion  by  5  354  1  of  the  regulations 
concfrnim,'  overtime  .services  relating  to 
import.s   and  exports,  effective  July   10. 

1960  '7  CFR  354  1'.  administrative  in- 
structions '7  CFR  354  2 »  effective  April 
29.  1961,  as  amended  effective  August  1. 

1961  '26  F  R  3671.  6833  >  prescribing  the 
commuted  travel  time  that  shall  be  in- 
cluded m  each  period  of  overtime  duty 
are  hereby  amended  by  deleting  '"Marfa 
Air  Force  Ba.se  "served  from  Presidio. 
Tex.>"  from  the  'Three  Hour"  list 
therein :  by  adding  "Kelly  Air  Force  Base. 
Tex.  '.served  from  San  Antonio.  Tex.»" 
to  the  "Two  Hour"  list  therein;  and  by 
adding  "Any  undesignated  Air  Force 
Base  in  the  Slate  of  New  Mexico  served 
from  El  Paso.  Tex."  to  the  "Three  Hour" 
list  therein. 

This  commuted  travel  time  period  has 
been  established  as  nearly  as  may  be 
practicable  to  cover  the  time  necessarily 
spent  in  reporting  to  and  returning  from 
the  place  at  which  the  employee  per- 
forms such  overtime  duty  when  such 
travel  is  performed  solely  on  account  of 
such  overtime  duty.  Such  establish- 
ment depends  upon  facts  within  the 
knowledge  of  the  Plant  Quarantine  Di- 
vision. It  IS  to  the  benefit  of  the  public 
that  these  instructions  be  made  effective 
at  the  earliest  practicable  date.  Accord- 
ingly, pursuant  to  the  provisions  of  sec- 
tion 4  of  the  Administrative  Procedure 
Act  <5  use.  1003 >.  it  is  found  upon 
good  cause  that  notice  and  public  pro- 
cedure on  these  instructions  are  im- 
practicable, unnecessary,  and  contrary 
to  the  public  Interest,  and  good  cause 
is  found  for  making  these  Instructions 
effective  less  than  thirty  days  after  pub- 
lication in  the  Federal  Register. 

(MStat  561;  5  USC  57fl) 

This  amendment  shall  become  effec- 
tive February  2,  1982. 

Done  at  Washington.  DC.  this  29th 
day  of  January  1962. 

[SEAL]  O.    F.   CALLAOHAK. 

Acting  Director.  Plant  Quaran- 
tine Division.  Agricultural 
Research  Service. 

[FM.    Doc     62-1095:     Piled,    Feb.     1.     19M; 
8:46  a  ml 


Chapter  VII — Agricultural  Stabilbo. 
tion  and  Conservation  Servici 
(Agricultural  Adjustment),  Deport* 
ment  of  Agriculture 

SUBCHAPTER   B — FARM   MARKETING  QUOTAS 
AND    ACREAGE   ALLOTMENTS 

PART  723— CIGAR-FILLER  (TYPE  41) 
TOBACCO,  CIGAR-BINDER  TOBAC- 
CO,  AND  CIGAR-FILLER  AND 
BINDER   TOBACCO 

Subpart — Proclamation  of  a  Notienol 
Marketing  Quota  for  Cigar-FilUr 
(Type  41)  Tobacco  for  Each  of  Hit 
Three  Marketing  Years  Beginnin| 
October  1,  1962;  and  Announce- 
ment and  Apportionment  of  Hm 
National  Marketing  Quota  for 
Cigar-Filler  (Type  41)  Tobacco  f«r 
the   1962-63  Marketing  Year 

Sec 

723  905     Basis  and  purpose. 

723  906  Proclamation,  findings,  and  deter- 
minations with  respect  to  th« 
amount  of  the  national  markat- 
IngquoU  for  clgar-flller  (type  41) 
tobacco  for  the  marketing  yttr 
beginning  October  1.  19M. 

AtTHORiTT:  5  J  723  905  and  7»  90«  Imad 
under  sec  375,  52  Stat.  66.  aa  amended:  T 
USC  1375  Interpret  or  apply  sees.  301.  8U. 
313  52  Stat  38.  as  amended;  46  aa  amended; 
47  as  amended;  7  USC.  1301.  1312.  1313. 

§  723.90.";      Ba?.i!«   and   purpose. 

(ai  Sections  723.905  and  723.906  are 
issued  ( 1 )  to  establish  the  reserve  sup- 
ply level  and  the  total  supply  of  clgtr- 
filler  I  type  41)  tobacco  for  the  market- 
ing year  beginning  October  1.  1961;  (J) 
to  proclaim  a  national  marketing  quote 
for  clgar-flller  (type  41)  tobacco  for 
each  of  the  three  marketing  years  be- 
ginning October  1. 1962;  (3)  to  announce 
the  amount  of  the  national  marketlM 
quota  for  clgar-flller  (type  41)  tobMOO 
for  the  marketing  year  beginning  Oc- 
tober 1.  1962;  and  (4)  to  apportion  such 
quota.  The  findings  and  determinatloni 
by  the  Secretary  contained  In  8  72S.Mi 
have  been  made  on  the  basis  of  the 
latest  available  statistics  of  the  Fed- 
eral Government,  and  after  due  consid- 
eration of  data,  views,  and  recommenda- 
tions received  from  cigar-filler  (type  41) 
tobacco  producers  and  others  as  pro- 
vided in  a  notice  (26  P.R.  9851)  glT«i 
in  accordance  with  the  Admlnlstrttlfe 
Procedure  Act  (5  U.S.C.  1003). 

(b)  Since  the  Agricultural  Adjustment 
Act  of  1938.  as  amended,  requires  tbe 
holding  of  a  referendum  of  clgar-fUl« 
(type  41)  tobacco  producers  within  10 
days  after  Issuance  of  the  proclain*tl« 
of  the  national  quota  for  such  kind  of 
tobacco  to  determine  whether  such  pro* 
ducers  favor  marketing  quotas,  and 
since  such  producers  need  to  know  tbi 
1962  allotment*  for  their  farms  befon 
they  vote  in  the  referendum.  It  U  bx*- 
by  found  that  compliance  with  the  It- 
day  effective  date  provlalons  of  thi 
Administrative  Procedure  Act  is  impno- 


I 


ffiday,  February  2,  1962 

.^1^1^  and  contrary  to  the  public  In- 
'^       Therefore,    the      proclamation 


I^  the^  announcement  and  apportlon- 
^mt  of  the  national  marketing  quota 
IJpeigar-filler  (type  41)  tobacco  for  the 
190-63  marketing  year  contained  herein 
itigll  become  effective  upon  the  date  of 
«mig  with  the  Director,  Office  of  the 
Inderal  Register. 

1 723.906  Prorlamation,  findings,  and 
determinations  with  respect  to  the 
amount  of  the  national  marketing 
quota  for  cigar-filler^  (»ype  41)  to- 
barro  for  the  marketing  year  begin- 
ning October  1,   1962.' 

(a)  Proclamation.  Since  the  1981-42 
Bjarketing  year  Is  the  last  year  of  a 
tiiree-year  period  for  which  national 
marketing  quotas  previously  proclaimed 
vere  disapproved  by  producers  of  cigar- 
flOer  (type  41)  tobacco  in  a  referendum, 
Aod  since  producers  of  such  kind  of  to- 
iMbcco  had  disapproved  national  market- 
ing quotas  on  such  kind  of  tobacco  in 
icferenda  held  in  three  successive  years 
mbeequent  to  1952,  a  national  market- 
iQf  quota  for  clgar-flller  (type  41)  to- 
bMCO  is  hereby  proclaimed,  pursuant  to 
lection  312(a)(4)  of  the  Act,  for  the 
time  successive  marketing  years  begin- 
BiDg  with  the  marketing  year  beginning 
October  1. 1962. 

(b)  Reserve  supply  level.  The  re- 
arve  supply  level  for  cigar-filler  (type 
41)  tobacco  Is  151.0  million  pounds,  cal- 
eniated  as  provided  In  the  Agricultural 
Adjustment  Act  of  1938,  as  amended, 
from  a  normal  year's  domestic  consump- 
tloD  of  52.0  million  pounds  and  a  nor- 
■al  year's  exports  of  0.5  million  poimds. 

(c)  Total  supply.  The  total  supply 
«( clgar-flller  (type  41)  tobacco  for  the 
■aiketing  year  beginning  October  1, 
IMl,  is  168.3  million  pounds,  consisting 
<f  estimated  carry-over  of  114.9  million 
pounds  and  estimated  1961  production  of 
iS.4  million  pounds. 

(d)  Carry-over.  The  estimated  caury- 
Oferof  clgar-flller  (type  41)  tobacco  on 
October  1,  1982  Is  117.7  million  pounds 
ojeulated  by  subtracting  the  estimated 
dlMppearance  for  the  marketing  year 
bei^ning  October  1,  1961  of  50.6  million 
pounds  from  the  total  supply  of  such 
tobacco. 

(e)  National  marketing  quota.  The 
iinount  of  clgar-flller  (type  41)  tobacco 
which  will  make  available  during  the 
Barketing  year  beginning  October  1, 
ina  a  supply  of  clgar-flller  (type  41) 
tobacco  equal  to  the  reserve  supply  level 
of  such  tobecco  is  33.3  million  ];>ound8, 
iDd  a  national  marketing  quota  of  such 
anount  is  hereby  announced.  It  is  de- 
tnilned,  however,  that  a  national  mar- 
kettog  quota  in  the  amount  of  88.3 
■ilUon  pounds  would  cause  undue  re- 
Motion  of  marketings  during  the 
1162-63  marketing  year  and  such 
KDount  is  hereby  increased  by  20  per- 
MDt  Therefore,  the  amount  of  the  na- 
ttooal  marketing  quota  for  clgar-flller 
(tipe  41)  tobacco  in  terms  of  the  total 
VMntity  of  tobacco  which  may  be  mar- 
keted during  the  marketing  year  begin- 
aing  October  1,  1962,  Is  40.0  million 
pounds. 
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(f)  ApportUmment  of  the  quota. 
Since  tobacco  classifled  as  cigar-filler 
(type  41)  tobacco  Is  grown  only  in  Penn- 
sylvania, the  quota  is  apportioned  only 
to  that  State  under  section  313(a)  of  the 
Agricultural  Adjustment  Act  of  1938,  as 
amended.  The  national  marketing 
quota,  less  400,000  pounds  reserved  for 
establishing  allotments  for  new  farms, 
becomes  the  State  marketing  quota  for 
Pennsylvania.  The  State  marketing 
quota  Is  hereby  converted  in  accordance 
with  section  313(g)  of  the  Act  into  a 
State  acreage  allotment  of  23,941. i95 
acres.  Likewise,  the  reserve  of  400,000 
pounds  for  establishing  allotments  for 
new  farms  is  hereby  converted  Into 
241.84  acres. 

Signed  at  Washington,  D.C,  this  30th 
day  of  January  1962. 

Orville  L.  Freeman, 
Secretary  of  Agriculture. 

(F.R.    r>oc.    62-1119;     Piled,    Feb.     1,     1962; 
8:49  ajn.l 


'Bounded  to  the  nearest  tenth  of  a  mil' 
HoQ  pounds. 


PART  723— CIGAR-FILLER  TOBACCO, 
CIGAR-BINDER  TOBACCO,  AND 
CIGAR-FILLER  AND  BINDER  TO- 
BACCO 

Subpoff — Announcement  of  the 
Amounts  of  and  the  Apportion- 
ments of  the  National  Marketing 
Quotas  for  Cigar-Binder  (Types  51 
and  52)  Tobacco  and  Cigar-Filler 
ond  Binder  (Types  42,  43,  44,  53, 
54  and  55)  Tobacco,  Respectively, 
for  the  1962-63  Marketing  Year 
Amoiig  the  Several  States 

723.1301  Basis  and  purpose. 

723.1302  Findings  and  determinations  with 

respect  to  the  national  market- 
ing quota  for  cigar-binder  (types 
61  and  62)  tobacco  for  the  mar- 
keting year  beginning  October 
1. 1962. 

723.1303  Findings  and  determinations  with 

respect  to  the  national  market- 
ing quota  for  cigar-filler  and 
cigar-binder  (types  42,  43,  44,  53, 
64,  and  66)  tobacco  for  the  mar- 
keting year  beginning  October  1, 
1962. 

Authositt:  11723.1301  to  723.1303  issued 
under  sees.  801,  312,  313,  376,  62  Stat.  88,  aa 
amexMled;  46,  as  amended;  47,  as  amended; 
66.  aa  amended;  7  n.S.C.  1301,  1312,  1313, 
1876. 

§  723.1301     Basis  and  purpose. 

The  regulations  contained  in 
II  723.1801  to  723.1303  are  issued  (a)  to 
establish  the  reserve  supply  level  and  the 
total  supply  of  (1)  cigar-binder  (types 
61  and  52)  tobacco,  and  (2)  clgar-flller 
and  cigar-binder  (types  42,  43,  44, 
53,  54,  and  55)  tobacco,  for  the 
marketing  year  beginning  October  1, 
1961;  (b)  to  announce  the  na- 
tional marketing  quotas  for  (1)  cigar- 
binder  (types  51  and  52)  tobacco, 
and  (2)  clgar-flller  and  cigar-binder 
(types  42. 43,  44,  53.  54,  and  55)  tobacco, 
for  the  marketing  year  beginning  Octo- 
ber 1. 1962  and  (c)  to  apportion  the  na- 
tional maricetlng  quotas  for  the  1962-63 
marketing  year  among  the  several 
States.  The  findings  and  determinations 
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by  the  Secretary  e(mtained  in  11 723.1362 
and  723.1303  have  been  made  on  the 
basis  of  the  latest  available  statistics  of 
the  Federal  Oovemment  and  after  due 
consideration  of  data,  views,  and  recom- 
mendations received  from  cigar-binder 
and  clgar-flller  and  binder  tobacco  pro- 
ducers and  others  as  provided  in  a  notice 
(26  F.R.  9651)  given  in  accordance  with 
the  Administrative  Procedure  Act  (5 
U.S.C.  1003).  Since  growers  of  cigar- 
binder  (types  51  and  52)  tobacco  and  of 
clgar-flller  and  binder  (t3n?es  42,  43,  44. 
53,  54,  and  55)  tobacco  are  making  their 
plans  for  1962  production  of  these  kinds 
of  tobacco  and  need  to  know  the  1962 
acreage  allotments  for  their  farms,  it  is 
hereby  found  that  compliance  with  the 
30 -day  effective  date  provisions  of  the 
Administrative  Procedure  Act  is  imprac- 
ticable and  contrary  to  the  public  inter- 
est. Therefore,  the  findings  and  deter- 
minations and  the  announcements  and 
apportionments  of  the  quotas  contained 
herein  shall  become  effective  upon  the 
date  of  their  filing  with  the  Director. 
OflBce  of  the  Federal  Register. 

§  723.1302    Findings  and  determinationa 

with  respect  to  the  national  market- 

•  ing  quota  for  cigar-binder  (types  51 

and  52)   tobacco  for  the  marketing 

year  beginning  October  1,  1962.^ 

(a)  Reserve  supply  level.  The  reserve 
supply  level  for  cigar-binder  (types  51 
and  52)  tobacco  is  41.3  million  pounds, 
calculated,  as  provided  in  the  Agricul- 
tural Adjustment  Act  of  1938,  as 
amended,  from  a  normal  year's  domestic 
consumption  of  13.0  million  pounds  and 
a  normal  year's  exports  of  2.1  million 
pounds. 

(b)  Total  supply.  The  total  supply  of 
cigar -binder  (types  51  and  52)  tobacco 
for  the  marketing  year  beginning  Octo- 
ber 1,  1961  is  36.5  million  pounds  con- 
sisting of  carry-over  of  31.2  million 
pounds  and  estimated  1961  production  of 
5.3  million  pounds. 

(c)  Carry-over.  The  estimated  carry- 
over of  cigar-binder  (types  51  and  52) 
tobacco  at  the  beginning  of  the  mar- 
keting year  for  such  tobacco  beginning 
October  1.  1962.  is  27.5  million  pounds 
calculated  by  subtracting  the  estimated 
disappearance  for  the  marketing  year  be- 
ginning October  1.  1961  of  9.0  million 
pounds  from  the  total  supply  of  such 
tobacco. 

(d)  National  marketing  quota.  The 
amount  of  cigar-binder  (types  51  and 
52)  tobacco  which  will  make  available 
during  the  marketing  year  beginning 
October  1.  1962.  a  supply  of  cigar-binder 
(types  51  and  52)  tobacco  equal  to  the 
reserve  supply  level  of  such  tobacco  is 
13.8  million  pounds,  and  a  national  mar- 
keting quota  of  such  amoimt  is  hereby 
armounced.  It  is  determined,  however, 
that  a  national  marketing  quota  in  the 
amount  of  13.8  million  pounds  would 
cause  undue  restriction  of  marketings 
during  the  1962-63  marketing  year  and 
such  amount  is  hereby  increased  by  20 
percent.  Therefore,  the  amount  of  the 
national  marketing  quota  for  cigar- 
binder  (types  51  and  52)  tobacco  in 
terms  of  the  total  quantity  of  such 
tobacco  which  may  be  marketed  during 
the  marketing  year  beginning  October  1. 
1962  Is  16.5  million  pounds. 


(e)  Apportionment  of  the  quota.  The 
national  marketing  quota  for  clgar- 
blnder  (types  51  and  52)  tobacco  Lb 
hereby  apportioned  among  the  several 
States  pursuant  to  section  313(a)  of  the 
Agricultural  Adjustment  Act  of  1938.  as 
amended,  and  converted  Into  State 
acreage  allotments  in  accordance  with 
section  313(g)  of  the  Act  as  follows: 

Acreage 
State:  allotment 

Connecticut -- 5,  918.  83 

MasMcbusettx 3.967.43 

N^jr  York.. 0  08 

Vermont 4  *9 

Reserve'.-. 89.97 

'  Acreage  reserved  for  establishing  allot- 
ments for  new  farms. 

§  723.1303  Findings  and  determinalionn 
with  respect  to  the  national  market- 
ing quota  for  cigar- filler  and  binder 
(tjrpes  42,  43,  44,  53,  54,  and  55) 
tobacco  for  the  marketing  year  be- 
ginning October  1,  1962.' 

(a)  Reserve  supply  level.  The  reserve 
supply  level  for  cigar-flUer  and  binder 
(types  42,  43,  44.  53.  54.  and  55)  tobacco 
la  97.9  million  pounds,  calculated,  as 
provided  in  the  Agricultural  Adjustment 
Act  of  1938.  as  amended,  from  a  normal 
year's  domestic  consximption  of  33.0  mil- 
lion pounds  ancl,  a  normal  years  exports 
of  1.5  million  pounds. 

(b)  Total  supply.  The  total  supply  of 
cigar-filler  and  binder  (types  42.  43.  44. 
53,  54,  and  55)  tobacco  for  the  marketing 
year  beginning  October  1.  1961  is  97.3 
million  pounds  consisting  of  carry-over 
of  66.4  million  pounds   and   estimated 

1961  production  of  30.9  million  pounds. 

(c)  Carry-over.  The  estimated  carry- 
over of  clgar-flller  and  binder  (types  42. 
43,  44,  53,  54,  and  65)  tobacco  at  the 
beginning  of  the  marketing  year  for 
such  tobacco  beginning  October  1.  1962 
is  70.3  million  pounds  calculated  by  sub- 
tracting the  estimated  disappearance 
for  the  marketing  year  beginning  Octo- 
ber 1,  1961  of  27.0  million  pounds  from 
the  total  supply  of  such  tobacco. 

(d)  National  marketing  quota.  The 
amount  of  clgar-flller  and  binder  (types 
42,  43,  44,  53,  54.  and  55)  tobacco  which 
will  make  available  during  the  marketing 
year  beginning  October  1.  1962.  a  sup- 
ply of  cigar-filler  and  binder  tobacco 
equal  to  the  reserve  supply  level  of  such 
tobacco  Is  27.6  million  pounds,  and  a 
national  marketing  quota  of  such 
amount  is  hereby  announced.  It  is 
determined,  however,  that  a  national 
marketing  quota  in  the  amount  of  27.6 
million  povmds  would  cause  undue  re- 
striction of  marketings  during  the  1962- 
63  marketing  year  and  such  amount  is 
hereby  increased  by  20  percent.  There- 
fore, the  amount  of  the  national  mar- 
keting quota  for  cigar-fUler  and  binder 
(types  42,  43,  44,  53.  54.  and  55  >  tobacco 
in  terms  of  the  total  quantity  of  such 
tobacco  which  may  be  marketed  during 
the  marketing  year  beginning  October  1. 

1962  is  33.1  million  pounds. 

(e)  Apportionment  of  the  quota.  The 
national  marketing  quota  for  cigar- 
filler  and  binder  (types  42,  43.  44.  53.  54. 
and  55)   tobacco  is  hereby  apportioned 

>  Rounded  to  the  nearest  tenth  of  a  million 
pounds. 


RULES  AND  REGULATIONS 

among  the  several  States  pursuant  to 
section  313(a)  of  the  Agricultural  Ad- 
justment Act  of  1938,  as  amended,  and 
converted  into  State  acreage  allotments 
in  accordance  with  section  313(g)  of  the 

Act  as  follows: 

Acreage 

SUte:  allotment 

Illinois     5-81 

Indiana 1.26 

Iowa 7.24 

Minnesota 198  23 

New  Yorlc. - -  58.64 

Ohio     4.654.17 

Pennsylvania 200.26 

Wisconsin 15,892.41 

Reserve'   313.32 

=  Acreage    reserved    for   establishing    allot- 
ments for  new  farms 

Effective  date:  Date  of  filing  with  the 
Director.  Office  of  the  Federal  Register. 

Signed     at     Washington.     DC,     on 
January  30.  1962. 

Orville  L  Freeman. 
Secretary. 

[F.R.     Doc      62-1120:     Filed.     Feb.     1.     1962; 
8  49  a  m  I 


PART  725— BURL EY,  FLUE-CURED, 
FIRE-CURED,  DARK  AIR-CURED, 
AND  VIRGINIA  SUN-CURED  TO- 
BACCO 

Subpart — Proclamation  of  a  National 
Marketing  Quota  for  Buri«y  To- 
bacco for  Each  of  the  Thr««  Market- 
ing Years  Beginning  October  1, 
1962;  and  Announcement  and  Ap- 
portionment of  the  National  Mar- 
keting Quota  for  Burley  Tobacco 
for  the  1962-63  Marketing  Year 

Sec 

735  1303     Baals  and  purpose 

725  1304  Proclamation,  Hndlngs,  and  deter- 
mlnatlor;*  with  respect  to  the 
national  marketing  quota  for 
burley  tobacco  tor  the  market- 
ing year  beginning  (October  1, 
1962 

AuTHoaiTT:  11733  1303  and  735.1304  Is- 
sued under  sees  301,  313.  313.  375,  83  Stat 
38,  as  amended;  46,  as  amended:  47,  as 
amended;  66,  as  amended:  7  U  S  C.  1301,  1312, 
1313.  1375 

§72.>.  1303      Btt«i«   and    piirponr. 

I  a  I  •  Sections  725.1303  and  725.1304  are 
issued  1 1 1  to  establish  the  reserve  sup- 
ply level  and  the  total  supply  of  burley 
tobacco  for  the  marketing  year  begln- 
nins?  October  1.  1961;  (2)  to  proclaim  a 
national  marketing  quota  for  burley  to- 
bacco for  each  of  the  three  marketing 
years  beginning  October  1.  1962;  (3)  to 
announce  the  amount  of  the  national 
marketing  quota  for  burley  tobacco  for 
the  marketing  year  beginning  October  1 . 
1962;  and  (4)  to  apportion  the  national 
marketing  quota  for  burley  tobacco  for 
the  1962-63  marketing  year  among  the 
several  States.  The  findings  and  deter- 
minations contained  in  9  725.1304  have 
been  made  on  the  basis  of  the  latest 
available  statistics  of  the  Federal  Gov- 
ernment, and  after  due  consideration  of 
data,  views,  and  recommendations  re- 
ceived from  burley  tobacco  producers 
and  others  as  provided  in  a  notice  (26 


FJl.  9651)  given  In  accordance  withttti 
Administrative  Procedure  Act  (5  Ufl.c 
1003). 

(b)  Since  the  Agricultural  Adjustment 
Act  of  1938.  as  amended,  requires  tbe 
holding  of  a  referendum  of  burley  to- 
bacco  producers  within  30  days  after  i|. 
suance  of  the  proclamation  of  the  nt. 
tional  quota  for  such  kind  of  tobacco  to 
determine  whether  such  producers  fator 
quotas,  and  since  burley  tobacco  pro- 
ducers  need  to  know  the  1962  allotmenti 
for  their  farms  prior  to  the  referendum, 
it  is  hereby  found  that  compliance  with 
the  30-day  effective  date  provision  of  the 
Administrative  Procedure  Act  is  Imprsc- 
tical  and  contrary  to  the  public  interest 
Therefore,  the  proclamation,  and  the 
announcement  and  apportionment  of  the 
national  marketing  quota  for  burley  to* 
bacco  for  the  1962-63  marketing  year 
contained  herein  shall  become  effective 
upon  the  date  of  filing  with  the  Director, 
Office  of  the  Federal  Register. 

§725.1304  Proclamation,  findings  aai 
delerminationn  with  rr«pert  to  iIm 
national  marketing  quota  for  barley 
lobarro  for  the  marketing  year  W 
ginning  Orlober  I,  1962.' 

(a>  Proclamation.  Since  the  1961- 
62  marketing  year  Is  the  last  of  thra 
con.secutive  years  for  which  marketli^ 
quotas  previously  prcKlaimed  will  be  in 
effect  on  burley  tobacco,  a  national 
marketing  quota  for  burley  tobacco  for 
each  of  the  three  years  beginning  Octo- 
ber 1.  1962.  is  hereby  proclaimed  xwir- 
suant  to  section  312(a)  (2)   of  the  Act 

I  b '  Reserve  supply  level.  The  reserre 
.•iupply  level  for  burley  tobacco  is  1,679J 
million  pounds,  calculated,  as  provided 
in  the  Agricultural  Adjustment  Act  of 
1938.  as  amended,  from  a  normal  juft 
domestic  consumption  of  525  million 
pounds  and  a  normal  year's  export*  of 
37  million  pounds. 

(C  Total  supply.  The  total  «upi>ly 
of  burley  tobacco  for  the  marketlni 
year  beginning  October  1,  1961,  is  1,676.1 
million  pound.s.  consisting  of  carry-otw 
of  1.127.3  million  pounds  and  estimated 
1961  production  of  547,8  million  pounds. 

(d>  Carry-over.  The  estimated  carry- 
over of  burley  tobacco  at  the  beginnlm 
of  the  marketing  year  for  such  tobaoeo 
beginning  October  1.  1962  is  1,103.4 
million  pounds  calculated  by  subtractini 
the  estimated  disappearance  for  the 
marketing  year  beginning  October  1, 
1961  of  571.7  million  pounds  from  the 
total  supply  of  such  tobacco. 

<e>  National  marketing  quota.  The 
amount  of  burley  tobacco  which  win 
make  available  during  the  marketlm 
year  beginning  October  1.  1962,  a  supply 
of  burley  tobacco  equal  to  the  reserw 
supply  level  of  such  tobacco  is  476.6  mil- 
lion pounds  and  a  national  markettm 
quota  of  such  amount  is  hereby  «n- 
nounced.  It  is  determined,  howerer, 
that  a  national  marketing  quota  to 
the  amount  of  476.5  million  pounds  would 
result  in  undue  restriction  of  marketlnp 
during  the  1962-63  marketing  year  and 
such  amount  is  hereby  increased  by  M 
percent.  Therefore,  the  amount  of  the 
national  marketing  quota  for  burley 
tobacco  in  terms  of  the  total  quantity  « 
such  tobacco  which  may  be  marketed 


fridttlff  February  2,  1962 

,h-ing  the  marketing  year  beginning 
^SSoer  1.  1962,  is  571.8  million  pounds. 
^l)  Apportionment  of  the  quota.  The 
^Monal  marketing  quota  is  hereby 
^oflrtioned  among  the  several  States 
JSwant  to  section  313(a)  of  the  Agrl- 
Stural  Adjustment  Act  of  1938,  as 
tended,  and  converted  into  State 
^l^iffe  allotments  in  accordance  with 
J^n  313(g)  of  the  Act  as  follows: 

I  Acreage 

g^^.  aHotment 

j^l^K^ma 33.78 

Arkansas 68.94 

ss^- — ««s 

Ullnols    -  *o«» 

T.u«i*na 8,684.40 

£S«u    —  - -  101.83 

JSntucky - 225,864.87 

Kljaourl   8,630.66 

north  Carolina. 11,487.90 

Ohio "•  177.66 

-Pennsylvania 2-26 

South  Carolina. - -  .6.02 

nnneasee 71,228.87 

TexM - 0-45 

Virginia 13,  433. 78 

Witt  Virginia -  3.201.61 

lUserve' 872.18 

1  Acreage  reserved   for  establishing  allot- 
Btnts  for  new  farms. 

Effective  date:  I>ate  of  filing  with  the 
Director,  Office  of  the  Federal  Register. 

Signed  at  Washington,  D.C.,  on  Janu- 
try  30,  1962. 

Orville  L.  Freeman. 
Secretary. 

(fJl.    Doc.    62-1121:    Piled,    Feb.    1,    1962; 
8:40  am. I 


PART  725— BURLEY,  FLUE-CURED, 
niE-CURED,  DARK  AIR-CURED, 
AND  VIRGINIA  SUN-CURED  TO- 
•ACCO 

Svbport — Proclamation  of  Notlonol 
Marketing  Quota  for  Virginia  Sun- 
Curod  (Typo  37)  Tobacco  for  Each  of 
thg  Thro*  Markoting  Yoarg  Bogin- 
nlng  Octobor  1,  1962;  and  An- 
nouncement and  Apportionmonf  of 
the  National  Markoting  Quotas  for 
Pirt-Curod  (Typo  21)  Tobacco,  Firo- 
Cured  (Typos  22,  23,  and  24)  To- 
bacco, Dark  Air-Curod  (Typos  35 
and  36)  Tobacco,  and  Virginia  Sun- 
Cured  (Typo  37)  Tobacco,  for  tho 
1962-63  Marketing  Year 

BW. 

TIS.ISOO      Basis  and  purpose. 

T1S.1306  Findings  and  determlnationa  with 
respect  to  the  national  market- 
ing quota  for  ttre -cured  (type 
21)  tobacco  for  the  marketing 
year  beginning  October  1,  1962. 

ns.1307  Findings  and  determlnatlona  with 
respect  to  the  national  market- 
ing quota  for  fire-cured  (typei 
22.  23.  and  24)  tobacco  for  the 
marketing  year  beginning  Oc- 
tober 1,  1962. 

W.1S08  Findings  and  determinations  wltb 
respect  to  the  national  market- 
ing quota  for  dark  air-cured  to- 
bacco for  the  marketing  year 
beginning  October  1,  1962. 


FEDERAL  REGISTER 

Sec. 

726.1800a  Findings  and  determinations  wltb 
respect  to  the  national  market- 
ing quota  for  Virginia  sun- 
ctured  tobacco  for  the  market- 
ing year  beginning  October  I, 
1962. 

AuTHOtrrr:  il  725.1305  to  725.1300a  Issued 
under  aeca.  801,  812,  313,  375,  62  Stat.  38,  aa 
amended;  46,  as  amended;  47,  as  amended; 
66,  as  amended;  7  U.S.C.  1301,  1312,  1313, 
1876. 

§  725.1305     Basis  and  purpose. 

(a)  Sections  725.1305  to  725.1309a  are 
Issued  (1)  to  proclaim  a  national  mar- 
keting quota  for  Virginia  sun-cured  to- 
bacco, for  each  of  the  three  marketing 
years  beginning  October  1,  1962;  (2)  to 
establish  the  reserve  supply  level  and  the 
total  supply  of  fire-cured  (type  21)  to- 
bacco, fire-cured  (types  22,  23,  and  24) 
tobacco,  dark  air-cured  tobacco,  and 
Virginia  sun-cured  tobacco,  respectively, 
for  the  mariceting  year  beginning  Octo- 
ber 1, 1961;  (3)  to  announce  the  amounts 
of  the  national  marketing  quotas  for  fire- 
cured  (type  21)  tobacco,  fire-cured 
(types  22,  23,  and  24)  tobacco,  dark  air- 
cured  tobacco,  and  Virginia  sun-cured 
tobacco  for  the  marketing  year  begin- 
ning October  1,  1962;  and  (4)  to  appor- 
tion such  national  marketing  quotas  for 
tiie  1962-63  marketing  year  among  the 
several  States.  The  findings  and  deter- 
minations contained  in  S§  725.1306  to 
725.1309a  have  been  made  on  the  basis 
of  the  latest  available  statistics  of  the 
Federal  Oovernment,  and  after  due  con- 
sideration of  the  data,  views,  and  recom- 
mendations received  from  fire-cured, 
dark  air-cured,  and  Virginia  sun-cured 
tobacco  producers  and  others,  as  pro- 
vided in  a  notice  (26  F.R.  9651)  given  in 
accordance  with  the  Administrative  Pro- 
cedure Act  (6  U.S.C.  1003) . 

(b)  Since  the  Agricultural  Adjustment 
Act  of  1988,  as  amended,  requires  the 
holding  of  a  referendum  of  Virginia  sun- 
cured  tobacco  producers  within  30  days 
after  issuance  of  the  proclamation  of  a 
national  marketing  quota  for  such  kind 
of  tobacco  to  determine  whether  such 
producers  favor  marketing  quotas  and 
such  producers  need  to  know  the  1962 
acreage  allotments  for  their  farms  prior 
to  the  referendum,  and  since  tobacco 
farmers  need  to  be  notified  of  1962  crop 
year  allotments  as  soon  as  possible  in 
order  to  make  their  plans  for  1962  to- 
bacco production,  it  is  hereby  found  that 
compliance  with  the  30-day  effective  date 
provisions  of  the  Administrative  Pro- 
cedure Act  is  impracticable  and  con- 
trary to  the  public  Interest.  Therefore, 
the  proclamation  relating  to  Virginia 
sun-cured  tobacco,  and  the  announce- 
ments and  apportionments  of  the  na- 
tional marketing  quotas  for  fire-cured 
(type  21)  tobacco,  fire-cured  (types  22, 
23,  and  24)  tobacco,  dark  air-cured  to- 
bacco and  Virginia  sun-cured  tobacco 
contained  herein  shall  become  effective 
upon  the  date  of  filing  with  the  Director, 
Office  of  the  Federal  Register. 
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6  725.1306  Findings  and  determinations 
with  respect  to  the  amount  of  the  aa- 
tionoal  marketing  quota  for  firc-cnred 
(type  21)  tobacco  for  the 
year  beginning  October  1,  1^ 

(a)  Reserve  supply  level.  The  re- 
serve supply  level  for  fire-cured  (^rpe  21) 
tobacco  is  28,471,000  pounds' calculated 
as  provided  in  the  Agricultural  Adjust- 
ment Act  of  1938,  as  amended,  from  a 
normal  year's  domestic  consumption  of 
6,200,000  pounds  and  a  normal  year's 
exports  of  6,100,000  pounds. 

(b)  Total  supply.  The  total  supply 
of  fire-cured  (t3rpe  21)  tobacco  for  the 
marketing  year  beginning  October  1, 
1961,  is  31,063,000  pounds,  consisting  of 
carry-over  of  20.938,000  pounds  and 
estimated  1961  production  of  10.125,000 
pounds. 

(c)  Carry-over.  The  estimated  carry- 
over of  fire-cured  (tsi>e  21)  tobacco  at 
the  beginning  of  the  marketing  year  for 
such  tobacco  beginning  October  1.  1962. 
is  19,060,000  pounds  calculated  by  sub- 
tracting the  estimated  disappearance  for 
the  marketing  year  beginning  October  1, 

1961,  of  12,003,000  pounds  from  the  total 
supply  of  such  tobacco. 

(d)  National  marketing  qux>ta.  The 
amount  of  fire-cured  (type  21)  tobacco 
which  will  make  available  during  the 
marketing   year  beginning   October   1. 

1962,  a  supply  of  fire-cured  (tjrpe  21) 
tobacco  equal  to  the  reserve  supply  level 
of  such  tobacco  is  9,411,000  pounds  and 
a  national  marketing  quota  of  such 
amount  Is  hereby  announced.  It  Is  de- 
termined, however,  that  a  national  mar- 
keting quota  In  the  amount  of  9.411,000 
pounds  would  result  in  undue  restriction 
of  marketings  during  the  1962-63  mar- 
keting year  and  such  amount  is  hereby 
increased  by  20  percent  to  11.293.000 
pounds.  Pursuant  to  Public  Law  86-706, 
this  Increased  quota  is  further  increased 
to  11,930.000  pounds.  Therefore,  the 
amount  of  the  national  marketing  quota 
for  fire-cured  (type  21)  tobacco  in  terms 
of  the  total  quantity  of  such,  tobacco 
which  may  be  marketed  during  the  mar- 
keting year  beginning  October  1,  1962. 
is  11,930,000  pounds. 

(e)  Apportionment  of  the  quota. 
Since  fire-cured  (type  21)  tobacco  is 
grown  only  in  the  State  of  Virginia,  the 
quota  is  apportioned  only  to  that  State 
under  section  313(a)  of  the  AgriciUtural 
Adjustment  Act  of  1938,  as  amended. 
The  national  marketing  quota  less  29.825 
pounds  reserved  for  establishing  allot- 
ments for  new  farms,  becomes  the  State 
marketing  quota  for  Virginia.  The  State 
marketing  quota  is  hereby  converted  In 
accordance  with  section  313(g)  of  the 
Act  into  a  State  acreage  allotment  of 
9,125.90  acres.  Likewise,  the  reserve  of 
29,825  pounds  for  establl^iing  allotments 
for  new  farms  is  hereby  converted  into 
22.87  acres. 


1  Rounded  to  the  nearest  thousand  pounds, 
exceptlnl725.130e(e). 
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S  72S.1307  Findiuivi  and  detcrmuuitiont 
with  respect  to  the  national  markpt- 
inK  quota  for  fiie-cnred  (type*  22, 
23,  and  24)  tobacco  for  the  market- 
ing rear  besinning  October  1,  1962.' 

(a)  Reserve  tuppZy  level.  The  reserve 
supply  level  for  flre-cured  (tjrpes  22.  23. 
and  24)  tobacco  Is  130,600.000  pounds 
calculated  as  provided  In  the  Agricul- 
tural Adjustment  Act  of  1938.  as  amend- 
ed, from  a  normal  year's  domestic  con- 
sumption of  29.000,000  pounds  and  a 
normal  year's  exports  of  27.000.000 
pounds. 

(b)  Total  aupvly-  The  total  supply 
of  flre-cured  (types  22,  23.  and  24)  to- 
bacco for  the  marketing  year  beginning 
October  1,  1961.  Is  136.500.000  pounds 
consisting  of  carry-over  of  92.800.000 
pounds  and  estimated  1961  production  of 
43,700,000  povmds. 

(c)  Carry-over.  The  estimated  carry- 
over of  flre-cured  Uypes  22.  23.  and  24) 
tobacco  at  the  beginning  of  the  market- 
ing year  for  such  tobacco  beginning  Oc- 
tober 1,  1962.  Is  90,400,000  pounds  calcu- 
lated by  subtracting  the  estimated  disap- 
pearance for  the  marketing  year  begin- 
ning October  1, 1961,  of  46.100.000  pounds 
from  the  total  supply  of  such  tobacco. 

(d)  National  marketing  quota.  The 
amoimt  of  flre-cured  (ts^pes  23.  23,  and 
24)  tobacco  which  will  make  available 
during  the  marketing  year  beginning 
October  1,  1962,  a  supply  of  flre-cured 
(types  22,  23,  and  24)  tobacco  equal  to 
the  reserve  supply  level  of  such  tobacco 
Is  40,200,000  pounds,  and  a  national  mar- 
keting quota  of  such  amount  Is  hereby 
annoimced.  It  Is  determined,  however, 
that  a  national  marketing  quota  in  the 
amount  of  40,200,000  poimds  would  re- 
sult in  undue  restriction  of  marketings 
dtzrlng  the  1962-43  marketing  year  and 
such  amoimt  is  hereby  increased  by  20 
percent.  Therefore,  the  amount  of  the 
national  marketing  quota  for  flre-cured 
(types  22.  23,  and  24)  tobacco  in  terms 
of  the  total  quantity  of  such  tobacco 
which  may  be  marketed  during  the  mar- 
keting year  beginning  October  1,  1962.  is 
48,240,000  poimds. 

(e)  Apportionment  of  the  quota.  The 
national  marketing  quota  announced  in 
paragraph  (d)  of  this  section  is  hereby 
apportioned  among  the  several  States 
pursuant  to  section  313(a)  of  the  Agri- 
cultural Adjustment  Act  of  1938,  as 
amended,  and  converted  into  State 
acreage  allotments  In  accordance  with 
section  313(g)  of  the  Act  as  follows: 

Acreage 
State:  allotment 

nilnoU    0.15 

Kentucky 15.505.99 

Tenneaaee - 17.423.19 

RcMrTe> - 83.55 

>Acrei«e  reserved  for  eetablLshment  al- 
lotments for  new  farms. 


*  Rounded  to  the  nearest  tenth  of  a  mil- 
lion  pounds  except   in    1  725.1307    (d)    and 


RULES  AND   REGULATIONS 

§  725.1308  Findings  and  dclcrminalions 
with  respect  to  the  amount  of  the  na- 
tional marketing  quota  for  dark  air- 
mred  tobacco  for  the  markrting  year 
beginning  October  1,  1962.' 

(a)  Reserve  supply  level.  The  reserve 
supply  level  for  dark  air -cured  tobacco  is 
72.900.000  pounds  calculated  as  provided 
in  the  Agricultural  Adjustment  Act  of 
1938.  as  amended,  from  a  normal  year's 
domestic  consumption  of  21.000.000 
pounds  and  a  normal  year's  exports  of 
7.000,000  pounds. 

(bi  Total  supply.  The  total  supply 
of  dark  air-cured  tobacco  for  the  mar- 
keting year  beglnninff  October  1.  1961. 
is  77.600.000  pounds  consisting  of  carry- 
over of  57.200.000  pounds  and  estimated 
1961  production  of  20.400.000  pounds. 

(c»  Carry-over.  The  estimated  carry- 
over of  dark  alr-curcd  tobacco  at  the 
beginning  of  the  marketing  year  for  such 
tobacco  beginning  October  1.  1962.  is 
54,300.000  pounds  calculated  by  subtract- 
ing the  estimated  disappearance  for  the 
marketing  year  beginning  October  1. 
1961.  of  23,300,000  pounds  from  the  total 
supply  of  such  tobacco. 

(d)  National  marketing  quota.  The 
amount  of  dark  air -cured  tobacco  which 
will  make  available  during  the  market- 
ing year  beginning  October  1,  1962.  a 
supply  of  dark  air-cured  tobacco  equal^ 
to  the  reserve  supply  level  of  such  tobacco 
is  18,600.000  pounds  and  a  national  mar- 
keting quota  of  such  amount  is  hereby 
announced.  It  is  determined,  however, 
that  a  national  marketing  quota  in  the 
amount  of  18,600.000  pounds  would  result 
in  undue  restriction  of  marketings  dur- 
ing the  1962-63  marketing  year  and  such 
amount  is  hereby  increased  by  20  per- 
cent. Therefore,  the  amount  of  the  na- 
tional marketing  quota  for  dark  air- 
cured  tobacco  in  terms  of  the  total 
quantity  of  such  tobacco  which  may  be 
marketed  during  the  marketing  year 
beginning  October  1.  1962  is  22.300.000 

pounds. 

(e)  Apportionment  of  the  quota.  The 
national  marketing  quota  is  hereby  ap- 
portioned among  the  several  States  pur- 
suant to  section  313(a)  of  the  Agricul- 
tural Adjustment  Act  of  1938.  as  amend- 
ed, and  converted  into  State  acreage 
allotments   in  accordance  with  section 

313(g)  of  the  Act  as  follows: 

Acreage 
State:  allotment 

Kentucky —  13.535.42 

Tennessee 2,283.46 

Indiana  - --- 43.92 

Reserve'. 39.76 

"  Acreage  reserved  for  establishing  allot- 
ments for  new  farms. 

§  725.1309a  Proclamation,  findings  and 
determinations  with  respect  to  the 
national  marketing  quota  for  Vir- 
ginia sun-cured  tobacco  for  the  mar- 
keting year  beginning  October  1, 
1962.* 

(a)  Proclamation.  Since  the  1961-62 
marketing  year  is  the  last  of  three  con- 
secutive years  for  which  marketing  quo- 
tas previously  proclaimed  will  be  In  ef- 

>  Rounded  to  the  nearest  tenth  ot  a  mU- 
llon  pounds. 

<  Rounded  to  the  nearest  thousand  pounds, 
except  In  f  726.1309a(f). 


feet  on  Virginia  sun-cured  tobacot,  i 
national  marketing  quota  for  such  kiai 
of  tobacco  for  each  of  the  three  OMf 
ketlng  years  beginning  October  I,  m* 
is  hereby  proclaimed  pursuant  to  a^ 
tion  312<a)(2)  of  the  Act. 

(b)  Reserve  supply  level.  The  n- 
serve  supply  level  for  Virginia  sun-cum 
tobacco  is  8,692.000  pounds  calculiU^ 
as  provided  in  the  Agricultural  AdjuA* 
ment  Act  of  1938.  as  amended,  fronn 
normal  years  domestic  consumption  of 
2.650.000  pounds  and  a  normal  year's  ex. 
ports  of  600.000  pounds. 

(c)  Total  supply.  The  total  8UW)lj « 
Virginia  sun-cured  tobacco  for  the  vui. 
kctlnR  year  beRlnning  October  1,  im^ 
is  7,294.000  pounds  consisting  of  a  cairy. 
over  of  5.036.000  pounds  and  estimated 
1961   production  of  2.258.000  pouodl 

(d)  Carry-over.  The  estimated  canj. 
over  of  Virginia  sun-cured  tobacco  it 
the  beginning  of  the  marketing  year  for 
such  tobacco  begirining  October  1,  IM. 
is  4,537.000  pounds  calculated  by  mih 
tracting  the  estimated  disappearance  for 
the  marketing  year  beginning  October  1, 
of  2,757.000  pounds  from  the  total  supidy 
of  such  tobacco. 

(e)  National  marketing  quota.  T^ 
amount  of  Virginia  sun-cured  tobieeo 
which  will  make  available  durlnc  tik 
marketing  year  beginning  October  1, 
1962,  a  supply  of  Virginia  sun-cured  to- 
bacco  equal  to  the  reserve  supply  tevd 
of  such  tobacco  is  4.155.000  pounds  ud 
a  national  marketing  quota  of  meh 
amount  is  hereby  announced.  It  is  d»< 
termined,  however,  that  a  national  mv. 
ketlng  quota  In  the  amount  of  4.15S,M 
pounds  would  result  in  undue  restrlctioB 
of  marketings  for  the  1962-63  marfcettai 
year  and  such  amount  is  IncresMd  tf 
20  percent  to  4,986,000  pounds.  Pur- 
suant to  Public  Law  85-705,  however, 
such  increased  quota  is  decreased  to 
4,468.000  pounds.  Therefore,  the  amoot 
of  the  national  marketing  quota  for  Vir- 
ginia sun-cured  tobacco  in  terms  of  Vtt 
total  quantity  of  such  tobacco  whidi 
may  be  marketed  during  the  marfceUm 
year  beginning  October  1,  1961,  k 
4.468.000  pounds. 

(f)  Apportionment  of  the  gtuU. 
Since  Virginia  sun-cured  tobacco  li 
grown  only  in  the  State  of  Virginia,  the 
quota  is  apportioned  only  to  that  SUte 
under  section  313(a)  of  the  Agri- 
cultural Adjustment  Act  of  1938.  u 
amended.  The  national  markettnc 
quota,  less  11,170  pounds  reserved  for 
establishing  allotments  for  new  fanu, 
becomes  the  State  marketing  quota  for 
Virginia.  The  State  marketing  quote 
is  hereby  converted  in  accordance  wtft 
section  313(g)  of  the  Act  into  a  8t»t« 
acreage  allotment  of  4.196.63  acra 
Likewise,  the  reserve  of  11,170  pouodi 
for  establishing  allotments  for  nw 
farms  is  hereby  converted  into  lOU 
acres. 

Effective  date:  Date  of  filing  with  the 
Director.  Office  of  the  Federal  Register. 

Signed  at  Washington,  D.C.,  on  Jsd- 
uary  30, 1962. 

ORVn.LK  L.   PREEMAir, 

Secretan- 

irit.    Doc.    82-1122;     Filed.    Feb.    1,    !»• 
8:40  ajn.| 


frlday,  February  2,  1962 

PAIT  727— MARYLAND  TOBACCO 

j^grf — Announc«m«nt  ond  Apper- 
lienmtnt  of  the  Nationol  Marlc«ting 
Oupto  for  Maryland  Tobocco  for 
Hit  1962-63  Marketing  Yoar 

Bee. 

■j*r  1301     Basis  and  purpoae. 

n7  1S02  Findings  and  determinations  with 
'  respect  to  the  amount  of  the  na- 

tional marketing  quota  for  IiCary- 
land  tobacco  for  the  marketing 
year  beginning  October  1,  1963. 

AuTHoarrY:  {i  727.1301  and  727.1802  Issued 
goder  sees.  301,  312,  313,  37S,  62  Stat.  88, 
aa  amended;  46,  as  amended:  47.  as  amended; 
as,  u  amended:    7  n.S.C.   1301,  1312,  1813, 

1178. 

•  727.1301      Banis  and  purpose. 

(a)  Sections  727.1301  and  727.1302  are 
iflBued  (1)  to  establish  the  reserve  supply 
letel  and  the  total  supply  of  Maryland 
tobacco  for  the  marketing  year  begin- 
ning October  1,  1961;  (2)  to  announce 
the  amount  of  the  national  marketing 
quota  for  Maryland  tobacco  for  the  mar- 
keting year  beginning  October  1,  1962; 
«nd  (3)  to  apportion  the  quota  for  the 
marketing  year  beginning  October  1, 
1962,  among  the  several  States.  The 
findings  and  determinations  by  the  Sec- 
retary contained  in  S  727.1302  have  been, 
made  on  the  basis  of  the  latest  available 
statistics  of  the  Federal  Oovemment, 
and  after  due  consideration  of  data, 
Tiews,  and  recommendations  received 
fran  Maryland  tobacco  producers  and 
others  as  provided  in  a  notice  (26  F.R. 
9651)  given  in  accordance  with  the  Ad- 
ministrative Procedure  Act  (5  U.S.C. 
1008). 

(b)  Since  Maryland  tobacco  growers 
are  making  their  plans  for  producing 
Maryland  tobacco  in  1962  and  need  to 
know  the  Maryland  tobacco  acreage  al- 
totments  for  their  farms,  it  is  hereby 
found  that  compliance  with  the  30-day 
effective  date  provision  of  the  Admin- 
istrative Procedure  Act  is  impracticable 
and  contrary  to  the  public  interest. 
Therefore,  the  aimouiKement  and  ap- 
portionment of  the  national  marketing 
quota  for  Maryland  tobacco  for  the  1962- 
63  marketing  year,  contained  herein, 
shall  become  effective  upon  the  date  of 
filing  with  the  Director,  OfBce  of  the 
Federal  Register. 

1727.1302  Findings  and  determinations 
with  respect  to  the  amount  of  the  na- 
tional marketing  quota  for  Maryland 
tobacco  for  the  marketing  year  be- 
ginning October  1,  1962.* 

(a)  Reserve  supply  level.  The  reserve 
supply  level  for  Maryland  tobacco  is 
96.3  million  pounds,  calculated  aa  pro- 
vided in  the  Agricultural  Adjustment 
Act  of  1938,  as  amended,  from  a  normal 
year's  domestic  consumption  of  26.3  mil- 
lion pounds  and  a  normal  year's  exports 
of  12.9  million  pounds. 

(b)  Total  supply.  The  total  supply  of 
Maryland  tobacco  for  the  mariceting 
year  beginning  October  1.  1961,  is  97.0 
million  pounds,  consisting  of  estimated 
carryover  of   61.0   million  pounds  and 
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estimated  1961  production  of  36.0  million 
pounds. 

(c)  Carryover.  The  estimated  carry- 
over of  Marylsjid  tobacco  on  January  1, 
1963,  is  80.3  million  pounds,  calculated 
by  subtracting  the  estimated  disappear- 
ance for  the  marketing  year  beginning 
October  1,  1961.  of  36.7  million  pounds 
from  the  total  supply  of  such  tobacco. 

(d)  National  marketing  quota.  Ihe 
amount  of  Maryland  tobacco  which  will 
make  aysdlable  during  the  marketing 
year  beginning  October  1,  1962,  a  supply 
of  Marylstnd  tobacco  equal  to  the  reserve 
supply  level  of  such  tobacco  is  38.0  mil- 
lion poimds,  and  a  national  marketing 
quota  of  such  amount  is  hereby  an- 
nounced. It  is  determined,  however,  that 
a  national  marketing  quota  in  the 
amount  of  38.0  million  pounds  would  un- 
duly restrict  marketings  during  the 
1962-63  marketing  year  and  such  amount 
is  hereby  increased  by  20  percent.  There- 
fore, the  amount  of  the  national  mar- 
keting quota  for  Maryland  tobacco  in 
terms  of  the  total  quantity  of  tobacco 
which  may  be  marketed  during  the  mar- 
keting year  beginning  October  1,  1962, 
is  45.6  million  pounds. 

(e)  Apportionment  of  the  quota.  The 
national  marketing  quota  is  hereby  ap- 
portioned among  the  several  States  pur- 
suant to  section  313(a)  of  the  Agricul- 
tural Adjustment  Act  of  1938,  as  amend- 
ed, and  converted  into  State  acreage 
allotments  in  accordance  with  section 

313(g)  of  the  Act  as  follows: 

Acreage 
State:  allotment 

Maryland    49,906.79 

Virginia 31.58 

Delaware 0.13 

Reserve  > 62.50 

^Acreage  reserve  for  establishing  allot- 
ments for  new  farms. 

Signed  at  Washington,  D.C.,  on  Janu- 
ary 30,  1962. 

Orville  L.  Freeman, 
Secretary. 

[FJl.    Doc.    62-1118:    Piled,    Feb.     1,     1962; 
8:49  a.m.] 


fomia  grapes  for  crushing.  The  said 
marketing  agreement  and  <H^er  (here- 
inafter referred  to  collectively  sui  the 
"order")  are  effective  \mder  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937,  as  amended  (7  n.S.C.  601-674). 
hereinafter  referred  to  as  the  "act." 

There  follows,  in  terms  of  sugar  tons.  * 
a  comparison  between  the  estimates  pro- 
viding the  bases  for  the  initial  per- 
centages with  the  determinations  pro- 
viding the  bases  for  the  new  percentages 
recommended  by  the  committee: 

[Sagar  tons] 


Chapter  IX — Agricultural  Marketing 
Service  (Marketing  Agreements  and 
Orders),  Department  of  Agriculture 

PART  990'— CENTRAL  CALIFORNIA 
GRAPES  FOR  CRUSHING 

Establishment  of  New  Free  and  Sur- 
plus Percentages  for  1961-62  Crop 
Year 

The  Grape  Crush  Administrative 
Committee  has  recommended  that  new 
free  and  surplus  percentages  of  75  per- 
c«it  and  25  percent,  respectively,  be  es- 
tablished for  the  period  beginning 
August  26,  1961,  and  ending  June  30, 
1962.  to  replace  the  initial  free  and  sur- 
plus percentages  of  66  percent  and  34 
percent,  respectively,  established 
(B  990.203.  26  FJl.  9068)  last  Septem- 
ber for  such  period.  The  committee  is 
established  \mder,  and  its  actions  are 
pursuant  to.  Marketing  Agreement  No. 
133  and  Order  No.  990  (26  FJl.  7797) , 
regulAting  the  handling  of  Central  Cali- 


September 

Jsnosry 

Item  ' 

1961 

1062 

estimates 

detsnnlna- 
Oons 

(I)  Total    1961-62    crush    of 

grapes  (or  crushing  In- 

cluding the  quanUty  of 

raisin  material  per- 

mitted by  f  990.80 

SU,430 

280,060 

(2)  Total  1961-62  crush  before 

effective  date  of  order 

(Aug  26,  1961)     

9,030 

8,210 

(3)  Total  crush  of  exempted 

varieUes  after  Aug.  25, 

1961 « 

34,860 

16,207 

(4)  Crush  subject  to  volume 

regulation  (item  (1)  less 

items  (2)  and  (3)) 

267,640 

2*7,443 

(5)  Desirable  free  tonnage  * 

(6)  Free  toimage  needed  from 

220,600 

230,600 

Item  (4)  to  provide  the 

desirable   free    tonnaae 
(item  (5)  less  items  (2) 

and  (3)) 

476,610 

176,073 

(7)  Surplus  tonnage  (item  (4) 
less  item  (6)). 

M,BSO 

60,460 

FhEE  and  SOKPLUS  PEaCENTAOKS 

Percentage 

September 

Jsnosry 

1961 

1962 

(g)  Free  percentage  (item  (6) 

div  ded  by  item  (4)) 

66 

7S 

(9)  Surplus  percentage  (Item 
(7)  divided  by  item  (4)).. 

84 

2S 

'  All  data  arc  for  the  nine-county  area  covered  by  the 
order. 

>  Varieties  exempted  from  volume  regulation  are  set 
forth  In  {  990.202  (26  F.R.  9067). 

>  The  desirable  free  tonnage  was  established  (f  000.201, 
26  F.R.  9067)  as  1,0S0,000  tons  of  grapes  for  crushing  at 
21  percent  sugar  (or  21  degrees  BalDng).  This  volume  it 
equivalent  to  220,500  sugar  tons.  In  January  1062,  the 
committee  determined  that  the  average  sugar  content 
of  the  totel  1961-62  crush  approximated  31.8  percent. 

The  committee  has  determined  that 
the  actual  volume  of  grapes  for  crush- 
ing crushed  during  the  1961-62  season 
is  materially  lower,  and  that  the  average 
sugar  content  is  higher,  than  the  earlier 
determinations  made  in  connection  with 
the  initial  percentages.  The  net  effect  is 
that  the  actual  volume  crushed,  adjusted 
for  its  sugar  content  to  sugar  tons,  is 
materially  lower  (Iton  (1))  than  the 
September  estimate.  Hence,  in  accord- 
ance with  §  990.53  and  to  supply  enough 
free  tonnage  to  provide  the  desirable 
free  tonnage,  the  equivalent  of  220,500 
sugar  tons  (Iteva.  (5)),  established  in 
September  1961,  the  committee  recom- 
mended that  the  initial  volume  percent- 
ages be  replaced  with  the  larger  free 
percentage  of  75  percent  and  the  corre- 
spondingly smaller  surplus  percentage  of 
25  percent. 


'Rounded  to  the  nearest  tenth  of  a  mil- 
lion pounds. 

No.  23 2 


*  Formerly  Pturt  1036. 


*  Sugar  tons  are  obtained  by  multiplying 
tons  of  grapes  for  crushing  by  the  degrees  of 
Balling  as  a  percentage,  or  by  percent  sugar, 
as  applicable. 


970 

On  the  basis  of  the  recommendation 
and  determinations  of  the  Orape  Crush 
Administrative  Ccxxunittee  and  other 
available  Information,  the  need  for 
changing  the  percentages  Is  hereby  con- 
curred in  and  It  Is  hereby  found  that  to 
establish  appropriate  new  free  and  sur- 
plus percentages,  as  set  forth  hereinafter, 
in  order  to  provide  sufflclent  free  ton- 
nage to  fulfill  the  desirable  free  tonnage, 
will  tend  to  effectuate  the  declared  policy 
of  the  act. 

Therefore,  appropriate  new  free  and 
sxirplus  percentages  are  hereby  estab- 
lished, and  S  990.203  is  hereby  revised  to 
read,  as  follows: 

§  990.203  Free  and  aurplui  percefllaBe«. 
for  ihe  initial  crop  year  ending  June 
30,  1962. 

(a)  The  free  and  surplus  percentages 
for  the  period  beginning  on  August  26. 
1961,  and  ending  on  June  30.  1962.  of  the 
initial  crop  year  that  are  applicable  in 
accordance  with  9  990.53  to  grapes  for 
crushing  are  established  as  follows : 

(1)  Free  percentage:  75  percent;  and 

(2)  Surplus  percentage:  25  percent. 

(b)  The  free  and  surplus  percentages 
set  forth  in  paragraph  (a)  of  this  sec- 
tion are  not  applicable  to  any  varieties 
of  grapes  for  crushing  exempted  pursu- 
ant to  S  990.58(b)  and  contained  in 
S  990.202. 

It  is  hereby  further  found  that  it  is 
Impracticable,  unnecessary,  or  contrary 
to  the  public  interest  to  give  preliminary 
notice  and  engage  in  public  rule  making 
procedure,  and  that  good  cause  exists  for 
not  postponing  the  effective  time  of  this 
action  imtil  30  days  after  publication  in 
the  PraiRAL  RiciSTxii  (5  U  S.C.  1003(a) ) . 
in  that :  ( 1)  This  action  reduces  volume 
restrictions;  (2)  handlers  and  producers 
have  been  aware  for  several  months  that 
the  actual  1961-62  crush  adjusted  for 
its  sugar  content  would  be  materially 
lower  than  estimated  last  September. 
and  that,  in  accordance  with  3  990.53  and 
as  the  result  of  simple  computation  using 
actual  crush  data  tabulated  by  the  com- 
mittee, the  surplus  percentage  would 
have  to  be  decreased  and  the  free  per- 
centage correspondingly  increased  to 
assiire  sufUcient  free  tonnage  to  meet 
the  desirable  free  tonnage  objective  set 
last  September;  (3)  under  this  regula- 
tory program  the  percentages,  or  any 
revision  thereof,  established  for  a  par- 
ticular crop  year  apply  to  all  grapes  for 
crushing  (except  those  specifically  ex- 
empted) from  the  beginning  of  such  crop 
year;  and  (4)  this  regulatory  program 
became  effective  on  August  26.  1961.  of 
the  current  crop  year  and  the  new.  re- 
vised percentages  herein  established  will 
automatically  apply  from  such  date  to 
all  grapes  for  criishing  other  than  those 
exempted. 

(Sees.  1-19.  48  Stat.  31.  as  amended.  7  U  S  C 
601-674) 

Dated:  January  30.  1962. 

Plotd  F.  Hebltjnd. 
Director. 
Fruit  and  Vegetable  Division. 


(PJi.    Doc. 


«J2-1112;     Piled.     Feb      1.     1962; 
8:48  a.ni  I 


RULES  AND  REGULATIONS 

Title  18— CONSERVATION 
OF  POWER 

Chapter  I — Federal   Power 
Commission 

SUBCHAPTER  D — APWOVED  FORMS,  FEDItAl 
POWEI   ACT 

[Docket  No  R-198;  Order  238-A] 

PART    141— STATEMENTS  AND 
REPORTS  (SCHEDULES) 

Revising  Schedule  Pages  of  Annual 
Report  Form  for  Electric  Utilities, 
Licensees  and  Others 

JANU.ARY  26.  1962. 

Revision  of  annual  report  form  pre- 
scribed for  Class  A  and  Class  B  electric 
utilities,  licensees  and  others  subject  to 
the  Federal  Power  Act.  F.P.C.  Form  No. 
1;  Docket  No.  R-198. 

On  December  7.  1961.  the  Commis- 
sion issued  its  Order  No.  238  (26  P.R. 
11897.  December  13,  1961)  in  this  pro- 
ceeding amending  S  141.1  of  the  regula- 
tions under  the  Federal  Power  Act  (18 
CFR  141.1 » .  Sub.<;equent  to  the  issuance 
of  Order  238  examination  of  the  Schedule 
Pages  of  the  Report  Form  promulgated 
therein  revealed  the  need  for  certain 
minor  corrections  of  an  editorial  nature. 
The.se  corrections  are  as  set  forth  here- 
inafter. They  have  been  incorporated 
in  the  printed  blank  report  forms  to  be 
used  in  reporting  for  the  year  1961  but 
they  did  not  appear  in  the  Schedule 
Pages  annexed  to  Order  238  which  was 
mailed  to  Interested  parties. 
The  Commission  finds: 
ill  It  is  neces-sary  and  appropriate  for 
the  purposes  of  the  Federal  Power  Act 
that  the  Schedule  Pages  of  F.P.C.  Form 
No.  1  as  set  forth  in  Appendix  A  to  Or- 
der No.  238  be  corrected  to  read  as  set 
forth  hereinafter. 

(2)  In  view  of  the  facts  set  out  above, 
good  cause  exists  for  this  order  to  be 
efTcctive  as  of  the  date  of  its  issuance. 

1 3 1  The  corrections  herein  adopted 
and  approved  are  editorial  in  nature  and 
so  it  is  unnecessary  to  provide  notice 
and  opportunity  for  comment  thereon 
pur.suant  to  section  4iai  of  tlie  Adminis- 
trative Procedure  Act. 

The  Commission  acting  pursuant  to 
the  Federal  Power  Act,  as  amended,  par- 
ticularly .soction.s  3' 13).  4  <a>.  (b>.  (c». 
301 'a',  302.  304,  309.  and  311  thereof  (16 
use  796  '13>,  797,  ( a) .  <b) .  <c) .  825(a> . 
823a,  825c,  825h.  and  82.'5J  >  orders: 

I A »  The  folIo-A  ins;  editorial  corrections 
to  the  Schedule  Pages  of  F  PC.  Form 
No.  1  prescribed  for  electric  utilities, 
licen.sees  and  others  subject  to  the  pro- 
visions of  the  Federal  Power  Act  as  set 
forth  in  Appendix  A  to  Order  No.  238  are 
hereby  adopted  and  approved: 

General  Instructions — last  line  of  Instruc- 
tion 4.  change  "I.  II.  Ill"  to  "111.  Iv.  and  v." 

LLst  of  5>chcdu:cs— page  II.  change  "Com- 
mon Plant  and  Expenses  and  Other  Com- 
mon Expense  and  Statistical  Data"  to 
"Conunon  Section";  page  HI.  change  page 
number  for  Construction  Overheada-Eectrlc 
from   "428"   to    '427";    change   page   number 


for     General     Description    of     ConatruetloB 
Overhead  Procedure  from  "427"  to  "438". 

Page  104 — item  2  add  ")"  after  "1954". 

Page  106 — Item  11,  change  "8"  to  "108". 

Page  113 — eliminate  column  (b)  "?tft 
No." 

Page  204 — account  144.  Item  1,  change  "rt- 
serve"  to  "accumulated  provision";  Item  a, 
delete  "reserve". 

Page  207— line  3,  after  "Residuals'  tii 
•'and  Extracted  ProducU". 

Page  214 — heading  for  column  (a).  cban|t 
"Description  of  other  deferred  debit"  to  "D». 
Bcrlptlon  of  miscellaneous  deferred  debit". 

Page  219— add  "(omlt  centa)"  after  ached. 
ule  hearing. 

Page  227— add  "$"  In  columns  (b).  (c). 
(d), (e). 

Page  420— add  "(a),  (b),  (c),  (d)-  to 
column  headings. 

Page  427— place  schedule  "General  deacrlp. 
tlon  of  construction  overhead  procedure"  oa 
page  428. 

Page  428 — place  achedtile  "ConBtmcttao 
Overheads-Electric"  on  bottom  of  page  427. 

Page  433— add  quotation  marks  at  end  at 
Item  8. 

(B)  The  aforesaid  corrections  to  the 
Schedule  Pages  contained  in  F.P.C.  Ton 
No.  1  are  effective  on  the  date  of  issuaoet 
of  this  order. 

(C)  The  Secretary  of  the  Commisika 
shall  cause  prompt  publication  of  tbli 
order  in  the  Federal  Register. 

By  the  Commission. 

I  SEAL  I 


[FR 


Gordon  M.  Grakt, 
Acting  Secretary. 

Doc      62-1085;     Filed.    Feb.    1,    IMI; 
8:45  am] 


SUBCHAPTE«    G — APPtOVED    FO«MS,    NATUIAl 
GAS  ACT 

[Docket  No.  R-201:   Order  239-Al 

PART  260— STATEMENTS  AND 
REPORTS  (SCHEDULES) 

Revising   Schedule   Pages   of  Anned 
Report  Form  for  Natural  Ga$  Com- 


panies 


January  26,  1963. 


Revision  of  annual  rep)ort  form  pre- 
scribed for  Class  A  and  Class  B  natunl 
gas  companies  subject  to  the  Natural 
Gas  Act.  F.P.C.  Form  No.  2;  Docket  No. 
R-201. 

On  December  7,  1961.  the  Commission 
Issued  its  Order  No.  239  (26  Fit.  11900. 
December  13.  1961)  in  this  proceedlni 
amending  5  260  1  of  the  regulatlom 
under  the  Natural  Gas  Act  (18  CPB 
260.1  >.  Subsequent  to  the  issuance  of 
Order  No.  239.  examination  of  the 
Schedule  Pages  of  the  Report  Form  pro- 
mulgated therein  revealed  the  need  for 
certain  minor  corrections  of  an  editorial 
nature.  These  corrections  are  set  forth 
hereinafter.  They  have  been  incorpo- 
rated in  the  printed  blank  report  form 
to  be  used  in  reporting  for  the  year  1961 
but  they  did  not  appear  In  the  Scheduk 
Papes  annexed  to  Order  No.  239  which 
was  mailed  to  interested  parties. 

The  Commission  finds: 

<1)  It  is  necessary  and  appropriate 
for  the  purposes  of  the  Federal  Pow« 
Act  that  the  Schedule  Pages  of  FTC 
Form  No.  2  as  set  forth  in  AppendlxA 
to  Order  No.  239  be  corrected  to  Ttm 
as  set  forth  hereinafter. 
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(2)  In  view  of  the  facts  set  out  above, 
-Md  cause  exists  for  this  order  to  be 
Sftjtlvc  as  of  the  date  of  its  Issuance. 

(3)  The  corrections  herein  adopted 
and  approved  are  editorial  In  nature  and 
Jolt  is  unnecessary  to  provide  notice  and 
ooDortunity  for  comment  thereon  pur- 
gjint  to  secUon  4(a)  of. the  Administra- 
Uvc  Procedure  Act. 

The  Commission  acting  pursuant  to 
the  Natural  Gas  Act,  as  amended,  par- 
Ucularly  Sections  8,  9.  10.  and  16  (15 
UfiC  717g.  7nh,  7171,  and  717o)  orders: 

(A)  The  following  editorial  correc- 
tions to  the  Schedule  Pages  of  FP.C. 
ffffra  No.  2  prescribed  for  natural  gas 
jonipanies  subject  to  the  provisions  of 
the  Natural  Gas  Act  as  set  forth  in 
Appendix  A  to  Order  No.  239  are  hweby 
adopted  and  approved: 

Conr—tuid  bracket  after  "(Addren  of 
p^mcipal  Bualness  Office  at  end  of  year)". 

General  Instructions — last  line  of  instruc- 
Uon  4.  change  "I.  n.  Ill"  to  "I.  11.  and  lU." 

Izoerpts  from  the  law— third  line  change 
-pnKlrbe"  to  "prescribe." 

Uft  ot  Schedules — page  n  change  "C3om- 
aoo  Plant  and  Expenses  and  Other  Oom- 
nuo  Expense  and  Statistical  Date  to  "Oom- 
non  Section";  Page  ni  change  page  ntunber 
for  Construction  Overheads-Oaa  from  "644" 
to  "643":  change  page  number  tar  General 
PMCrlptlon  of  Oonstructlon  Overhead  Pro- 
e«lure  from  "543"  to  "544." 

PiM  104— Item  a.  add  ")"  after  "1964." 

ftft  108— Item  11,  change  "8"  to  "106.- 

Page    113 — eliminate    column    (b)    "Page 

Mo." 

Page  204 — account  144.  Item  1,  change  "re- 
aBTV"  to  "accumulated  provision":  Item  3, 
dtlet*  "reserve." 

Psge  207— line  3  after  "BealdtuOa"  add 
"and  Extracted  Products." 

psge  214 — heading  for  column  (a)  change 
"Description  of  other  deferred  debit"  to  "De- 
scription of   miscellaneous   deferred  debit." 

Pace  219 — add  "(omit  cents) "  after  ached- 
uie  heading. 

Page  227— add  "$"  In  colunms   (b),   (c). 

(<!).(«)• 
Page  510— Item  4.  change  page  references 

*SU  and  653"  to  "560  and  561." 

Page  612 — heading  of  schedule  Change 
"Atmndoned"  to  "Abandonment  of." 

Page  613 — heading  for  oolunm  (d)  change 
to  read  "Accumulated  Provision  for  Amorti- 
aatlon  (Account  116) ". 

Page  614 — change  last  line  to  read  "Total 
u  above — line  12,  columns  (d)   and  (f)." 

Page  6S4— Item,  top  of  page,  change  "page 
10"  to  "pc^e  212";  heading  for  column  (c) 
change  "797"  to  '"Tdb." 

Page  538 — line  2.  delete  "process." 

Page  643 — place  schedule  "General  descrip- 
tloD  of  construction  overhead  tMocedure" 
on  page  544. 

Page  544 — place  schedule  "Oonstructlon 
Onrheads-Oas"  on  bottom  of  page  643. 

(B)  The  aforesaid  corrections  to  the 
Schedule  Pages  contained  in  FP.C.  Form 
No.  2  are  effective  on  the  date  of  issuance 
of  this  order. 

(C)  The  secretary  of  the  Commission 
iball  cause  prompt  publication  of  this 
order  In  the  Federal  Register. 

By  the  Commission. 

[seal]  Gordon  M.  Graht, 

Acting  Secretary. 

[rs.  Doc.   69-1086:    Filed.   Feb.   1.   100; 
8:46  ajn.] 


FEDERAL  REGISTER 

Title  19— CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Department  of  the  Treasury 

[TJ>.  65557] 

PART   16— LIQUIDATION   OF   DUTIES 

Countervailing  Duties;  Sugar  From 
Australia 

The  following  information  is  published 
pursuant  to  T.D.  54582  dated  April  29, 
1958  (23  F.R.  3034). 

The  Treasury  Department  is  in  receipt 
of  official  information  that  the  rates  of 
bounties  or  grants  paid  or  bestowed  by 
the  Australian  Government  within  the 
meaning  of  section  303,  Tariff  Act  of  1930 
(19  U.S.C.  1303) ,  on  the  exportation  dur- 
ing the  last  6  months  of  1961  of  approved 
fruit  pnxiucts  and  other  approved  prod- 
ucts containing  sugar  are  the  amounts 
set  forth  in  the  following  table: 

MaacHAMDisz — ^Appboved  Fanrr  Pboducts  and 
OTHxa  Approved  Products 

Net  amount  of 
bounty  per  2^40  lbs. 
1961 :  of  sugar  content 

July A£40. 18.  0 

August  - 40.14.0 

September 42. 13. 0 

October  __ - -       42.13.0 

November   __ _ 42.   7.0 

December 43.18.0 

The  net  amount  of  bounties  or  grants 
on  the  above-described  commodities 
which  are  manufactured  or  produced  in 
Australia  are  hereby  ascertained,  deter- 
mined, and  declared  to  be  the  amoimts 
set  forth  in  the  above  table.  Collectors 
of  customs  shall  assess  and  collect  addi- 
tional duties  on  the  above-described 
commodities,  whether  imported  directly 
or  indirectly  from  that  country,  equal 
to  the  appropriate  net  amount  of  the 
bounty  shown  in  the  above  table. 

The  table  in  S  16.24(f)  of  the  Customs 
Regulations  is  amended  by  inserting 
after  the  last  line  imder  "Australia — 
Sugar  content  of  certain  articles"  the 
number  of  this  Treasury  decision  in  the 
column  headed  "Treasury  Decision"  and 
the  words  "New  rates"  in  the  column 
headed  "Action". 

{RS.   261,  aecs.  303,  624,  46  Stat.  687,  759; 
19  UJB.C.  60, 1303. 1624) 

[SEAL]  Philip  Nichols.  Jr., 

Commissioner  of  Customs. 

Approved:  January  26, 1962. 

Jambs  A.  Reed. 

Assistant  Secretary  of  the  Treasury. 

[FJl.    Doc.    62-1103:    Filed,    Feb.    1,     1962; 
8:47  ajn.] 


[TD.  665681 

PART  31— CUSTOMHOUSE  BROKERS 
Sharing  of  Fms 

There  was  published  In  the  FcmRAXi 
RpQisxn  of  June  4.  1959  (24  PA.  46eS), 


971 

a  notice  which  read  in  part  as  follows: 
"Notice  is  hereby  given  pursuant  to  sec- 
tion 4  of  the  Administrative  Procedure 
Act  (5  U.S.C.  1003)  that  imder  the  au- 
thority of  section  641  of  the  TarilT  Act 
of  1930,  as  amended  (19  UJ8.C.  1641).  it 
is  proposed  to  amend  8  31.10  of  the  Cus- 
toms Regulations  to  make  such  changes 
as  may  be  deemed  appropriate  after 
gyiring  full  consideration  to  the  views  of 
parties  interested  in  the  subject  of  divi- 
sion of  fees  and  remuneration  between 
attorneys  and  customhouse  brokers." 

In  particular  the  notice  specified  the 
concern  of  the  Association  of  the  Cus- 
toms Bar  with  S  31.10  (n)  which  provides 
that  no  cust(Hnhouse  broker  who  has  rec- 
ommended to  his  client  an  attorney  shall 
demand  of,  or  accept  from,  such  attorney 
any  fee  or  remuneration  by  reason  of 
such  recommendation  without  the 
knowledge  and  consent  of  the  client. 

In  response  to  the  notice,  numerous 
views  were  received  which  have  been 
carefully  studied  and  considered.  In  the 
light  of  these  views  and  the  considera- 
tion which  has  been  given  to  this  matter 
it  has  been  decided  to  amend  S  31.10(n) . 

The  purpose  of  S  31.10(n)  has  been  to 
require  the  knowledge  and  consent  of 
the  client  if  the  customhouse  broker 
proposed  to  engage  in  the  practice  of 
sharing  attorney's  fees  which  arise  out 
of  litigation  involving  the  client's  impor- 
tation. This  provision  is  in  line  with 
other  provisions  of  the  regulations  which 
govern  customhouse  brokers  and  are 
intended  to  insure  full  disclosures  to 
clients  of  matters  affecting  their  finan- 
cial interests. 

It  has  now  been  concluded  that  re- 
gardless of  the  historical  reasons  asso- 
ciated with  the  development  and  recog- 
nition of  fee-'sharing  arrangements 
between  customhouse  brokers  and 
customs  attomesrs,  it  is  undesirable  for 
the  Customs  Regulations  to  support  a 
practice  which  is  inconsistent  with  the 
ethical  standards  which  are  now  inuxMed 
upon  customs  attorneys.  It  is  clear, 
however,  that  any  action  taken  to  amoid 
the  Customs  Regulations  should  not 
affect  retroactively  any  contractual  ar- 
rangements which  may  be  valid  under 
existing  law,  but  no  inference  regarding 
the  validity  or  invalidity  of  any  such 
contract  should  be  drawn^  frmn  the 
amendment  set  forth  herein  which  is 
intended  to  have  only  prospective  effect. 

Section  31.10(n)  is  hereby  amended 
to  read  as  follows: 

(n)  With  respect  to  merchandise  im- 
ported after  March  15, 1962,  no  custom- 
house broker  shall  demand  or  accept 
from  any  attorney  (whether  ^Irectly  or 
Indirectly,  including,  for  example,  from 
a  client  as  a  part  of  any  arrangemmt 
with  an  attorney)  on  account  of  any 
case  litigated  in  any  court  of  law  or  an 
account  of  any  other  legal  service  ren- 
dered by  an  attorney  any  fee  or  remun- 
enOaa  in  excess  of  an  amount  measured' 
hj  or  commensurate  with  the  time,  effort 
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and  skill  expended  by  the  broker  in  per- 
forming services  in  that  case. 

(B3.  181,  281.  aecs.  «a4.  841.  48  8U*.  759.  M 
unMided;  S  U^.C.  23,  19  U^.C.  88.  1824.  1841) 

[SEAL]  Pnnjp  Nichols  Jr., 

Commissioner  of  Custom,s. 

Approved:  January  23. 1962. 

Jamks  a.  Rxxo, 

Assistant  Secretary  of  the  Treasury. 

[FJl.    Doc.    63-1104:     FUed.    Feb.    1.    1963; 
8:47ajn.| 


mie  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manag*- 
in«nt,  D*partm«nt  of  tho  Interior 

APfENDIX — PUILIC   LAND   ORDERS 

(Public  Land  Order  2598] 
(Montana  038667 1 

MONTANA 

Withdrawing  Lands  in  Connection 
With  Freezeout  La  Ice  Waterfowl 
Management  Area 

By  virtue  of  the  authority  vested  in 
the  President,  and  pursuant  to  Execu- 
tive Order  No.  10355  of  May  26,  1952, 
and  the  Pish  and  Wildlife  Coordination 
Act  (48  Stat.  401,  as  amended:  16  U.S.C. 
661  et.  seq.) .  it  is  ordered  as  follows: 

Subject  to  valid  existing  rights,  the 
following  described  public  lands  in  Mon- 
tana are  hereby  withdrawn  from  all 
forms  of  w>proprlation  under  the  public 
land  laws,  including  the  gaining  but  not 
the  mineral  leasing  laws,  and  reserved 
under  the  Jurisdiction  of  the  Secretary 
of  the  Interior,  for  use  of  the  State  of 
Montana  Department  of  Pish  and  Oame, 
for  wildlife  purposes  as  a  waterfowl  feed- 
ing, nesting,  and  resting  area  in  connec- 
tion with  the  Preezeout  Lake  Waterfowl 
Management  Area,  under  such  condi- 
tions as  may  be  prescribed  by  the 
Secretary  of  the  Interior : 

Pkincipal  Mekidian 

T.  33  N.  B.  4  W., 

86C.3.SViNW>4. 

Containing  80  acres. 

John  M.  Kxlly, 
Assistant  Secretary  of  the  Interior. 

Jaihtakt  29. 1962. 

[FJL    Doc.    62-1091;     FUed.    Feb.     1.     1962; 
8:48  am.) 


RULES  AND  REGULATIONS 

Subject  to  vaUd  existing  rights,  the 
following  described  lands  In  the  Oua- 
chita National  Forest  are  hereby  with- 
drawn from  prospecting,  location,  entry 
and  purchase  under  the  mining  laws  of 
the  United  States,  for  use  of  the  Forest 
Service  as  a  recreation  area: 

Fifth  Principal  Mcxidian 

T.  1  S..  R.  32  W  . 
Sec.  11.  NW'4SW'/4: 
Sec.  12.  NWUSK'.*. 

Containing  80  acres. 

John  M.  Kelly. 
Assistant  Secretary  of  the  Interior. 

January  29.  1962. 

(PR.    Doc     62-1092;     Filed.    Feb.     1.     1962; 
8  46  a  m  | 


(Public  Land  Order  2597] 
*       [BJM  067006] 

ARKANSAS 

Withdrawal  for  Forest  Service 
Recreation  Area 

By  virtue  of  the  authority  vested  In 
the  President  and  pursuant  to  Executive 
Order  No.  10355  of  May  26.  1952.  It  Is 
ordered  as  follows: 


(Public  Land  Order  2598) 
I  Juneau  0119271 

ALASKA 

Withdrawing  Lands  for  Use  of  Bureau 
of  Commercial  Fisheries;  Partly  Re- 
voking Public  Land  Order  No.  842 
of  June   19,   1952 

By  virtue  of  the  authority  vested  in  the 
President,  and  pursuant  to  Executive 
Order  No.  10355  of  May  26.  1952,  it  is 
ordered  as  follows: 

1.  Subject  to  valid  existing  rights,  the 
following  described  public  lands  in 
Alaska  are  hereby  withdrawn  from  all 
forms  of  appropriation  under  the  public 
land  laws,  including  the  mining  laws, 
and  reserved  for  use  of  the  Bureau  of 
Commercial  Fisheries.  United  States  Fish 
and  Wildlife  Service,  for  fisheries  re- 
search purposes  in  connection  with  the 
Juneau  Biological  Laboratory: 

AuKE  Bat  Akea 

Unapproved  Survey  3832.  lot  3. 
Containing  2  32   acres 

2.  Public  Land  Order  No.  842  of  June 
19.  1952.  which  withdrew  lands  for  clas- 
sification is  hereby  revoked  so  far  as  it 
affects  the  lands  described  in  paragraph 
1,  hereof. 

Ktnneth  Holum, 
Assistant  Secretary  of  the  Interior. 

January  29.  1962. 
[FR.    Doc      62   1093:     Piled,     Feb.     1.     1962; 
8:46  am  | 


(Public  Land  Order  2599) 
(Anchorage  050744] 

ALASKA 

Partly  Revoking  the  Executive  Order 
of  May  24,   1905 

By  virtue  of  the  authority  vested  in 
the  President  and  pursuant  to  Executive 
Order  No.  10355  of  May  26,  1952,  it  is 
ordered  as  follows: 

1.  The  executive  order  of  May  24, 1905, 
so  far  as  It  withdrew  for  a  right-of-way, 
a  strip  of  land  100  feet  wide  (50  feet  on 
either  side  of  the  center  of  a  telegraph 
line),  along  the  U.S.  military  telegraph 


lines  from  Valdez  to  Fort  Egbert:  fixxn 
Fort  Egbert  to  boundary:  from  Northfoit 
to  Fort  Gibbon;  from  Baker  to  Rampait; 
from  Fort  Gibbon  to  St.  Michael,  ud 
from  Safety  Harbor  to  Fort  Davis,  li 
hereby  revoked. 

2.  The  lands  have  been  placed  under 
control  of  the  Secretary  of  the  Interior 
for  disposition,  by  Executive  Order  No. 
702  of  October  23.  1907;  Executive  Order 
No.  769  of  March  13,  1907;  Executln 
Order  No.  1438  of  November  23,  1911; 
Executive  Order  No.  4131  of  January  23, 
1925,  and  Executive  Order  No.  7127  << 
August  6.  1935.  The  areas  included  la 
the  withdrawals  have  not  been  surveyed 
or  staked,  and  cannot  be  positively  iden- 
tified on  the  ground  at  this  time.  TWi 
is  primarily  a  record  clesu^ing  action. 

3.  Until  10:00  a.m.,  on  July  30.  19a, 
the  State  of  Alaska  shall  have  a  preferred 
right  to  select  the  public  lands  releaaed 
from  withdrawal  by  this  order  in  accord- 
ance with  the  Act  of  July  28,  1956  (70 
Stat.  709:  48  U.S.C.  46-3b).  section  Hg) 
of  the  Alaska  Statehood  Act  of  Ju^  7, 
1958  (72  Stat.  339).  and  the  regulaUoni 
in  43  CFR  Part  76. 

Beginning  at  10:00  a.m..  on  July  30, 
1962.  the  lands  shall  be  subject  to  opera- 
tion of  the  public  land  laws  generally, 
including  the  mining  laws,  subject  to 
existing  valid  rights  and  equitable  clalmi 
and  the  requirements  of  applicable  law, 
rules  and  regulations. 

Inquiries  concertiing  the  lands  may  be 
addressed  to  the  Manager  of  the  Land 
OCQce,  Bureau  of  Land  Management, 
Anchorage  or  Fairbanks,  Alaska. 

Kenneth  Holum, 
Assistant  Secretary  of  the  Interior. 

January  29.  1962. 

|Fil.     Doc.    62-1084;     Filed.    Feb.    1,    1963; 
8:46  a.m.l 


Title  14-AERONAUTICS  AND 
SPACE 

Chapter  II — Civil   Aeronautics   Boord 

SUBCHAFTEH   A — ECONOMIC   lEOULATlOMS 
(Reg.  ER-3491 

PART  288— EXEMPTION  OF  AIR>CAI- 
RIERS  FOR  SHORT  NOTICE  MIU- 
TARY  CONTRACTS 

Reasonable  Level  of  Compensation; 
Postponement  of  Effective  Dote  of 
Certain  Provisions 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington,  J).C.. 
on  the  31st  day  of  January  1962. 

On  January  19,  1962.  the  Board 
adopted  Amendment  No.  2  to  Part  288  of 
the  Economic  Regulations.  Docket  13039, 
27  F.R.  689,  by  which  it  amended  §  288.7 
to  provide,  among  other  things,  for  • 
revised  schedule  of  minimum  charges  for 
charter  service  for  MATS.  Revised 
§  288.7 1  a)  <  4)      reduces     the     minimum 
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k^rse  for  one-way  cargo  charters  from 
gToents  to  21.5  cents  per  ton-mile. 

The  Board  has  receiver  petitions  from 
ciik  Airways.  Inc..  and  Flying  Tiger 
yne"  Inc..  for  reconsideration  of  this 
nlJr^'ininimum  charge,  and  for  postpone- 
^t  of  the  effective  date  of  Amendment 
r^naof ar  as  it  establishes  said  minimum 
ijgrge,    until    Board    action    on    said 

''^  M)pears  to  the  Board  that  the  peti- 
tions for  reconsideration  raise  substan- 
Hgi  issues  for  the  Board's  decision  in- 
aofar  as  the  application  of  the  amended 
-inimum  charge  to  transpacific  serv- 
ices between  the  48  contiguous  States 
tnd  points  beyond  Alaska  or  Hawaii  is 
concerned,  and  that  good  cause  has  been 
gbown  for  the  postponement  of  the 
effectiveness  of  said  amended  minimum 
charge  in  respect  of  these  services  pend- 
ing further  consideration  by  the  Board. 

Accordingly,  the  Board  hereby  post- 
pones the  effective  date  of  S  288.7(a)  (4) 
uKt forth  in  Amendment  2  to  Part  288, 
14  CPR  Part  288.  Insofar  and  only  inso- 
far as  this  provision  relates  to  trans- 
pacific services  between  the  48  contig- 
uous States  and  points  beyond  Alaska 
or  Hawaii,  until  the  further  action  of 
the  Board.  Thus  the  minimum  of  22.5 
cents  per  ton-mile  remains  in  effect 
for  those  one-way  cargo  charter  services 
for  MATS  as  to  which  the  effective  date 
of  amended  §  288.7(a)  (4)  is  being  post- 
poned herein. 

In  the  absence  of  this  action  of  the 
Board  the  aforesaid  minimum  charge 
prescribed  by  Amendment  2  would  take 
effect  on  February  1,  1962.  The  Board 
therefore  finds  that  notice  and  public 
procedure  on  this  action  are  impracti- 
cable and  contrary  to  the  public  in- 
terest, and  that  good  cause  exists  for 
making  this  amendment  effective  on 
February  1.  1962. 

(Sk.  304(a).  416.   Federal  Aviation  Act  of 
1968:  72  Stot.  743.  771;  49  U.S.C.  1334.  1386) 

By  the  Civil  Aeronautics  Board. 

[siAL]  Harold  R.  Sanderson, 

Secretary. 

\TSL   Doc.    62-1165;    Piled.    Peb.    1,    1962; 
8:50  ajn.] 


SMCHAPTER  B — PROCEDURAL  REGULATIONS 

[Reg.  No.  PR-302] 

PART  302— RULES  OF  PRACTICE 
IN  ECONOMIC  PROCEEDINGS 

Prohibition  of  Unauthorized  and 
Informal  Documents 

jAinTART  30. 1962. 
Adopted    by    the    Civil    Aeronautics 
Board  at  its  office  in  Washington,  D.C^ 
on  the  30th  day  of  January  1962. 

On  August  23.  1961,  the  Board  Issued 
a  notice  of  proposed  rule  making,  PDRr-8, 
DMket  12955.  26  F.R.  8074,  proposing 
Tarlous  amendments  to  the  Board's 
Rules  of  Practice  in  Economic  Procced- 
iDis  which  provided  that  unauthorized 
or  informal  documents  submitted  to  the 
Board  would  not  be  accepted  for  filing; 


FEDERAL  REGISTER 

expressly  prohibited  post-answer  re- 
sponsive documents  and  established 
procedures  whereby  requests  for  leave  to 
file  documents  subject  to  such  rejection 
might  be  granted  upon  a  showing  of 
good  cause. 

In  response  to  various  comments  re- 
ceived concerning  various  aspects  of  the 
proposed  rule,  certain  changes  have  been 
made  in  the  final  rule.  Thus,  while  the 
notice  contemplated  that  only  the  per- 
son submitting  an  imacceptable  docu- 
ment would  be  notified  informally  of  its 
rejection  by  the  Board,  the  final  rule 
expressly  provides  for  such  notification 
of  all  persons  upon  whom  the  document 
has  been  served. 

The  final  rule  has  also  been  amended 
to  expressly  provide  that  any  protest  or 
memorandum  in  opposition  or  support, 
filed  pursuant  to  the  Act,  shall  either  be 
filed  in  lieu  of  an  answer,  under  §  302.6, 
or  shall  be  combined  therewith  and  filed 
as  a  single  pleading.  Furthermore,  the 
presently  effective  provisions  of  §  302.6 
concerning  such  protests  or  memoranda 
have  been  amended  to  afford  the  party 
to  a  proceeding  whose  application  has 
been  the  subject  of  such  a  document  the 
option  of  responding  thereto  orally,  in 
writing,  or  by  Introducing  evidence  when 
the  Examiner  deems  the  latter  course 
of  action  to  be  appropriate.  Sections 
302.4(f)(2)  and  302.18,  which  respec- 
tively deal  with  motions  for  leave  to 
file  unauthorized  pleadings  and  motions 
for  relief  not  otherwise  provided  for 
under  Part  302,  have  been  identically  re- 
vised to  provide  that  the  Examiner's 
Jurisdiction  shall  terminate  upon  the 
Issuance  of  his  Initial  Decision  rather 
than  upon  the  expiration  of  the  period 
within  which  exceptions  thereto  may  be 
filed.  Finally,  certain  editorial  changes 
in  the  text  of  the  proposed  rule  have 
been  made. 

Interested  persons  have  been  afforded 
opportunity  to  participate  in  the 
formulation  of  this  rule  and  due  con- 
sideration has  been  given  to  all  relevant 
matter  presented. 

In  consideration  of  the  foregoing,  the 
Civil  Aeronautics  Board  hereby  amends 
Subpart  A — ^Rules  of  General  Applica- 
bility of  Part  302  of  the  Procedural  Regu- 
lations (14  CFR  Part  302)  effective 
March  5,  1962,  as  follows: 

1.  By  amending  S  302.4  to  read: 

§  302.4     General  requirements  as  to  doc- 
uments. 

(a)  Contents.  In  ctuse  there  Is  no 
rule,  regulation,  or  order  of  the  Board 
which  prescribes  the  contents  of  a  for- 
mal application,  petition,  complaint, 
motion  or  other  authorized  or  required 
document,  such  document  shall  contain 
a  proper  identification  of  the  parties  con- 
cerned, and  a  concise  but  complete  state- 
ment of  the  facts  relied  upon  and  the 
relief  sought. 

(b)  Subscription.  Every  application, 
petition,  complaint,  motion  or  other  au- 
thorized or  required  document  shall  be 
signed  by  the  party  filing  the  same,  or 
by  a  duly  authorized  officer  or  the  at- 
tomey-at-law  of  record  of  such  party, 
or  by  any  other  person:  Provided,  That, 
If  signed  by  such  other  person,  the  rea- 
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son  therefor  must  be  stated  and  the 
power  of  attorney  or  other  authority  au- 
thorizing such  other  person  to  subecribe 
the  document  must  be  filed  with  the 
document.  The  signature  of  the  person 
signing  the  document  constitutes  a  cer- 
tification that  he  has  read  the  docu- 
ment ;  that  to  the  best  of  his  knowledge,. 
information  and  belief  every  statement 
contained  in  the  instrument  is  true  and 
no  such  statements  are  misleading;  and 
that  it  is  not  interposed  for  delay. 

(c)  Designation  of  person  to  receive 
service.  The  initial  document  filed  by 
any  person  shall  state  on  the  first  pctge 
thereof  the  name  and  post  office  address 
of  the  persfin  or  persons  who  may  be 
served  with  any  documents  filed  in  the 
proceeding. 

(d)  Prohibition  of  certain  documents. 
No  document  which  Is  sul>Ject  to  the 
general  requirements  of  this  subpart  con- 
cerning form,  filing,  subscription,  service 
or  similar  matters  shall  be  filed  with 
the  Board  or  an  Examiner  unless: 

(1)  Such  document  and  its  filing  by 
the  person  submitting  it  has  been  ex- 
pressly authorized  or  required  in  the 
Federal  Aviation  Act  of  1958,  any  other 
law,  this  part,  other  Board  regulations, 
or  any  order  or  other  document  issued 
by  the  Board,  the  C^lef  Examiner  or  an 
Examiner  assigned  to  the  proceeding, 
and 

( 2 )  Such  document  complies  with  each 
of  the  requirements  of  §§  302.3  and  302.8. 
and  is  submitted  as  a  formal  applica- 
tion, complaint,  petition,  motion,  an- 
swer, pleading  or  similar  paper  rather 
than  as  a  letter,  telegram  or  other  in- 
formal written  communication:  Pro- 
vided,  hotoever.  That  for  good  cause 
shown,  pleadings  of  any  puldic  body 
or  civic  organization  may  be  submitted 
in  the  form  of  a  letter:  Provided  fur- 
ther. That  comments  concerning  section 
412  agreements,  which  have  not  been 
docketed,  may  be  sutoiitted  in  the  form 
of  a  letter. 

(e)  Documents  improperly  filed.  A 
document  which  Is  filed  in  violation  of 
the  prohibition  imposed  by  paragraph 
(d)  of  this  section,  or  in  violation  of  a 
requirement  imposed  by  any  other  pro- 
vision of  this  part,  will  not  be  accepted 
for  filing  by  the  Board  and  will  not  be 
physically  incorporated  in  the  docket  of 
the  proceeding.  The  sender  of  such  doc- 
ument and  all  persons  who  have  been 
served  therewith  will  be  notified  infor- 
mally of  the  Board's  action  thereon. 

(f)  Motions  for  leave  to  file  otherwise 
unauthorized  documents.  ( 1 )  The  Board 
¥^11  accept  otherwise  unauthorized  docu- 
ments for  filing  only  if  leave  has  previ- 
ously been  obtained,  from  the  Examiner 
or  the  Board,  on  written  motion  and  tm 
good  cause  shown. 

(2)  After  the  assignment  of  an  Exani- 
iner  to  a  proceeding,  and  before  the  is- 
suance of  a  recommended  or  Initial  de- 
cision, or  the  certification  of  the  record 
to  the  Board,  these  motions  shall  be  ad- 
dressed to  him.  At  all  other  times,  such 
motions  shall  be  addressed  to  the  Board. 
The  Examiner  or  the  Board  will  promptly 
pass  upon  such  motions. 

(3)  Such  motions  shall  be  filed  within 
seven  days  after  service  of  any  document 
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or  order  or  ruling  to  which  the  proposed 
filing  Is  responsive,  and  shall  be  served 
on  all  parties  to  the  proceeding.  An- 
swers thereto  may  not  be  filed. 

(4)  Such  motions  shall  contain  a  con- 
cise statement  of  the  matters  relied  upon 
as  good  cause  and  there  shall  be  attached 
thereto  the  pleading  or  other  document 
for  which  leave  to  file  is  sought. 

2.  By  amending  §  302.5  to  read: 

§  302.5      Amendment  of  documents   and 
dismissal. 

If  any  document  Initiating,  or  filed  in. 
a  proceeding  is  not  In  substantial  con- 
formity with  the  applicable  rules  or  regu- 
lations of  the  Board  as  to  the  contents 
thereof,  or  is  otherwise  insufficient  but 
not  subject  to  rejection  under  §  302.4te> , 
the  Board,  on  its  own  initiative,  or  on 
motion  of  any  party,  may  strike  or  dis- 
miss such  document,  or  require  its 
amendment.  An  application  may  be 
amended  prior  to  the  filing  of  answers 
thereto,  or.  if  no  answer  is  filed,  prior  to 
its  designation  for  hearing.  Thereafter. 
applications  may  be  amended  only  if 
leave  Is  granted  by  the  Board  or  an  Ex- 
aminer pursuant  to  the  procedures  set 
forth  in  S  302.18.  If  properly  amended, 
a  document  shall  be  made  effective  as 
of  the  date  of  original  filing  but  the  time 
prescribed  for  the  filing  of  an  answer  or 
any  further  responsive  document  di- 
rected towards  the  amended  document 
shall  be  computed  from  the  date  of  the 
filing  of  the  amendment. 

3.  By  amending  S  302.6  to  read: 
§  302.6     Responsive  documents. 

(a)  Answers  to  applications,  com- 
plaints, petitions,  motions  or  other  docu- 
ments or  orders  instituting  proceedings 
may  be  filed  by  any  party  to  such  pro- 
ceedings or  any  person  who  has  a  peti- 
tion for  intervention  pending.  Except  as 
otherwise  provided,  answers  are  not  re- 
quired. Protests  or  memoranda  of  op- 
position or  support,  permitted  by  statute, 
shall  be  filed  in  lieu  of  answers  or  shall 
be  combined  with  answers. 

(b)  Further  responsive  documents. 
Except  as  otherwise  provided,  no  reply 
to  an  answer,  reply  to  a  reply,  or  any 
further  responsive  document  shall  be 
filed.  Where  a  reply  to  an  answer  or  any 
further  responsive  document  is  not  file- 
able,  all  new  matter  contained  in  such 
answer  shall  be  deemed  controverted.  A 
party  to  a  proceeding  whose  application 
has  been  the  subject  of  a  protest  or 
memorandum  of  opposition  or  support. 
permitted  by  statute,  may  respond  there- 
to before  the  close  of  the  hearing  in  the 
case  to  which  such  documents  relate. 
orally,  in  writing,  or  by  introducing  evi- 
dence, subject  to  appropriate  rulings  by 
the  Examiner.  Once  such  response  has 
been  made,  such  party  may  also  discuss 
the  protest  or  memorandum  in  his  brief 
to  the  Examiner  or  the  Board  or  in  his 
oral  argument. 

(c)  Time  for  filing.  Except  as  other- 
wise provided,  an  answer  or  any  further 
responsive  document  shall  be  filed  within 
seven  days  after  service  of  the  docu- 
ment to  which  such  responsive  filing  is 
directed.  Protests  or  memoranda  of  op- 
position or  support,  permitted  by  statute. 
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shall  be  filed  before  the  close  of  the 
''hearing  in  the  case  to  which  they  relate. 

4.  By  amending  the  first  sentence  of 
§  302.8(a)  (2)   to  read: 

§  302.8      Ser>ire   of  documents. 

(a)    •   •   • 

(2>  The  parties.  Answers,  petitions, 
motions,  briefs,  exceptions,  notices,  pro- 
tests or  memoranda,  or  any  other  docu- 
ments filed  by  any  party  or  other  person 
with  the  Board  or  an  Examiner  shall  be 
served  upon  all  parties  to  the  proceed- 
ing in  which  it  is  filed:  Prot'Jded,  That 
motions  to  expedite  filed  in  any  pro- 
ceeding conducted  pursuant  to  sections 
401  and  402  of  the  Act.  shall,  in  addition, 
be  served  on  all  persons  who  have  peti- 
tioned for  intervention  in,  or  consolida- 
tion of  applications  with,  such  proceed- 
ing. 

5.  By  amending  paragraphs  la)  and 
ic>  of  §  302.18  to  read: 

§302.18      Motion.H. 

<a»  Generally.  An  application  to  the 
Board  or  an  Examiner  for  an  order  or 
ruling  not  otherwise  specifically  pro- 
vided for  in  this  part  shall  be  by  motion. 
After  the  assignment  of  an  Examiner 
to  a  proceeding  and  before  the  issuance 
of  a  recommended  or  initial  decision  or 
the  certification  of  a  record  to  the  Board, 
all  motions  shall  be  addressed  to  the 
Examiner.  At  all  other  times  motions 
shall  be  addressed  to  the  Board.  All 
motions  shall  be  made  at  an  appropriate 
time  depending  upon  the  nature  thereof 
and  the  relief  requested  therein. 

•  N  •  •  •  • 

<c»  Answers  to  motions.  Within  seven 
days  after  a  motion  is  served,  or  such 
other  period  as  the  Board  or  Examiner 
may  fix.  any  party  to  the  proceeding  may 
file  an  answer  in  support  of  or  in  opposi- 
tion to  the  motion,  accompanied  by  such 
affidavits  or  other  evidence  as  it  desires 
to  rely  upon.  Unless  the  Board  or  the 
Examiner  provides  otherwise,  no  reply 
to  an  answer,  reply  to  a  reply,  or  any 
further  responsive  document  shall  be 
filed.  Where  a  reply  to  an  answer  or 
any  other  responsive  document  Is  not 
fileable.  all  new  matter  contained  in  such 
answer  shall  be  deemed  controverted. 

(Sec  204(a).  72  Stat  743:  49  U  S  C.  1324. 
Interpret  or  apply  sec.  1001,  72  SUt  788; 
48  use     1481) 

By  the  Civil  Aeronautics  Board. 


(seal!  Harold  R.  Sanderson. 

Secretary. 

[PR      Doc      62   1125;     Fnied.     Feb      1,     1962; 
8  SO  am  I 


Chapter  III — Federal  Aviation  Agency 

SUICHAPTER   C— AIRCIAFT   RIGULATIONS 

(Reg  Docket  No.  771.  Amdt.  54) 

PART  514— TECHNICAL  STANDARD 
ORDERS  FOR  AIRCRAFT  MA- 
TERIALS, PARTS,  PROCESSES,  AND 
APPLIANCES 

Subpart  A — General 

A  proposal  to  amend  Subpart  A  of 
Part  514  of  the  regulations  of  the  Ad- 


ministrator was  published  on  June  u 
1961.  26  P.R.  5270.  Interested  peraoM 
were  invited  to  submit  comments  aod 
due  consideration  has  been  given  to  tg 
comments  received. 

As  a  result  of  the  comments  received, 
several  changes,  generally  of  a  clarlfyji^ 
or  explanatory  nature  have  been  m^ 
For  example,  the  definition  of  "Mann^ 
facturer"  has  been  revised  from  th«t 
proposed  to  make  it  clear  th'it  the  nuuiQ- 
facturer  does  not  necessarily  have  (o 
produce  the  component  part*  of  tbc 
article  which  he  certifies  under  the  T80 
system,  and  a  footnote  has  been  added 
to  indicate  that  articles  may  also  be  tp. 
proved  in  conjunction  with  the  type  cer- 
tification procedures  for  an  aircraft,  en- 
gine or  propeller.  An  explanation  of 
performance  standards,  as  used  in  thli 
regulation,  has  been  added. 

A  comment  has  been  received  whleii 
indicates  the  need  for  clarification  m 
to  the  applicability  of  certain  provisiooi 
of  the  proposed  regulation  to  manufee- 
turers  of  articles  currently  being  identi- 
fied with  the  TSO  markings  under  tbi 
provisions  of  Part  514.  Manufacturer! 
who  have  been  authorized  to  manufac- 
ture and  to  identify  their  articles  under 
an  FAA  letter  of  acceptance  of  their 
statement  of  conformance  are  holder*  a( 
an  authorization  issued  pursuant  to  the 
provisions  of  Part  514.  It  is  not  In- 
tended nor  is  it  necessary,  that  such 
manufacturers  requalify  by  reapplicatiaa 
under  this  revised  regulation  in  order  to 
continue  manufacturing  such  artlclei 
The  regulation  has  been  revised  to  ex- 
pressly state  that  such  manufacturen 
may  continue  to  manufacture  articles  to 
accordance  with  the  terms  of  their 
present  authorization  and  need  not  re- 
apply for  such  authorization.  However, 
as  the  proposal  indicated,  such  manufac- 
turers are  subject  to  the  provision  per- 
mitting authorized  representatives  of  the 
FAA  to  inspect  their  articles  and  manu- 
facturing facilites  and  to  examine  their 
technical  data  files.  Thus,  their  con- 
tinuing capability  to  manufacture  TSO 
articles  may  be  determined  by  the  PAA 
at  any  time. 

The  requirement  for  retention  of  dsti 
and  records  has  been  revised  from  that 
proposed  to  make  it  clear  that  such  data 
and  records  need  be  retained  only  for 
articles  which  are  manufactured  on  and 
after  July  1,  1962,  the  effective  date  o( 
this  amendment.  This  requirement  hai 
also  been  relaxed  to  the  extent  that  In- 
spection and  test  records  must  be  re- 
tained for  only  two  years.  Furthermore, 
only  copies  rather  than  the  original 
technical  data  file  need  be  transferred 
to  the  FAA  for  record  purposes  when  the 
manufacturer  terminates  his  busineai  or 
no  longer  operates  under  the  TSO 
system. 

In  response  to  comment  received  a  pro- 
vision has  been  added  establishing  a  pro- 
cedure under  which  the  applicant  wiD 
be  issued  an  authorization,  or  notified  rf 
the  denial  of  his  application  within  JO 
days  from  the  date  of  Its  receipt.  In  the 
event  that  additional  Information  is  re- 
quested by  the  FAA  to  process  the  appli- 
cation, the  30  days  will  be  computed  fro« 
the  date  of  receipt  of  such  Informatkn. 
In  order  to  expedite  the  application  pro* 
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..MtrtA  applications  will  be  made  di- 
fSv  to  the  FAA  Engineering  and 
22Sf«cturing  Branch  of  the  Region  in 
iSXthe  applicant  is  located  instead 
Sto  the  Washington  Office.  ,  ,  ^  ^ 
^lally  a  provision  has  been  included 
.n tSregulatlon  which  permits  a  manu- 
fLi^r  to  refer  in  his  application  to 
Jl^ty  control  data  previously  submitted 
to  the  PAA. 

Tliere  were  objections  to  what  ap- 
---red  to  be  a  reversal  of  the  policy  of 
Seating  responsibility  to  the  industry 
S£  the  TSO  system.  Under  the  TSO 
I^an  a  manufacturer  submitting  a 
2tt^ent  of  conformance  is  responsible 
for  conducting  compliance  tests  and  for 
Lgtntaining  quality  control  to  assure 
that  the  articles  which  he  certifies  meet 
Se  standards  of  a  TSO  do.  in  fact,  meet 
tbeae  standards.  Under  this  amendment 
this  responsibility  will  continue,  but  pro- 
cedures are  also  established  to  provide 
the  PAA  with  assurance  that  persons 
given  such  responsibility  have  at  all 
times  the  necessary  facilities.  Inspection 
organization  and  ability  to  produce  the 
trtides  in  conformance  with  the  ap- 
proved standards.  To  provide  uniform- 
jtj  and  eliminate  unnecessary  repeti- 
tkm  these  requirements  are  set  forth  in 
the  general  provisions  of  Subpart  A 
rather  than  In  the  Individual  TSO's. 

The  manual  material  under  SB  3.18, 
4b.l8.  and  6.18  of  the  Civil  Air  Regula- 
tiooa  is  being  amended  under  appro- 
priate rule  making  procedures  to  bring 
lueh  material  in  conformance  with  the 
provisions  of  this  part. 

In  consideration  of  the  foregoing  and 
punuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  6489) , 
Subpart  A  of  Part  514  of  the  regulations 
of  the  Administrator  (14  CFR  Part  514) 
li  hereby  revised  as  follows,  effective 
July  1.1962: 

Subpart  A — Central 
Bee. 

tl4X>     Definition  of  terms. 

514.1      Basis  and  purpose. 

(14J      TSO  authorization. 

(I4.S      Conditions  on  authorizations, 

114.4  Deviations. 

114.5  Design  changes. 

1144     Retention  of  data  and  records. 

(14.7  Inspection  and  examination  of  data, 
articles  or  manufacttiring  facili- 
ties. 

I14J     Service  difficulties. 

il4J>      Noncompliance. 

I14J0    Transferability  and  duratloxL, 

AVTBOurr:  IS  514.0  to  514.10  Issued  un- 
te  Mca.  S13(a),  601;  72  Stat.  762,  775;  49 
U.8.C.  1354(a).  1421.  . 

Subpart  A — General 
IS14.0     Definition  of  terms. 

As  used  In  this  part: 

(a)  "Administrator"  means  the  Ad- 
ministrator of  the  Federal  Aviation 
Afeocy  or  any  person  to  whom  he  has 
ddegated  his  authority  in  the  matter 
eoocemed. 

(b)  "TAA"  means  Federal  ATiation 
Agency. 

(c)  "Manufacturer"  means  a  person 
who  controls  the  design  and  quality  of 
an  article  produced  under  the  TSO  sys- 
tem, including  all  parts  thereof  and 
Pfooeises  and  services  related  thereto  ob- 
tained from  outside  sources. 
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(d)  "Article"    means   the   materials,  manufacturer    may    refer    to    current 

parts,  or  appliances  for  which  approval  quality    control    data    filed    with    the 

1^  required  under  the  Civil  Air  Regula-  Agency,  as  a  part  of  a  previous  w)plica- 

tions  for  use  on  civil  aircraft.  XXoa. 


§  514.1     Basis  and  purpose. 

(a)  Basis.  Section  601  of  the  Fed- 
eral Aviation  Act  of  1958,  and  §§  3.18, 
4a.31,  4b.l8,  5.18,  6.18.  7.18,  10.21,  13.18, 
and  14.18  of  this  title  (Civil  Air 
Regulations) . 

(b)  Purpose.  (1)  This  part  pre- 
scribes in  individual  Technical  Stand- 
ard Orders  the  minimum  performance 
and  quality  control  standa'rds  for  FAA 
approval  of  specified  articles  used  on 
civil  aircraft,*  and  prescribes  the 
methods  by  which  the  manufacturer  of 
such  articles  shall  show  compliance  with 
such  standards  in  order  to  obtain  au- 
thorization for  the  use  of  the  articles 
on  civil  aircraft. 

(2)  The  performance  standards  set 
forth  in  the  Individual  Technical  Stand- 
ard Orders  are  those  standards  found 
necessary  by  the  Administrator  to  assure 
that  the  particular  article  when  used  on 
civil  aircraft  will  operate  satisfactorily, 
or  accomplish  satisfactorily  its  intended 
purpose  under  specified  conditions. 

§  514.2     TSO  authorization. 

(a)  PrivUeges.  No  person  shall  iden- 
tify an  article  with  a  TSO  marking  un- 
less he  holds  a  TSO  authorization  and 
the  article  meets  and  the  applicable  TSO 
standards  prescribed  in  this  part. 

(b)  Letters  of  acceptance  issued  prior 
to  July  1, 1962.  An  FAA  letter  of  accept- 
ance of  a  statement  of  conformance 
issued  for  an  article  prior  to  July  1, 1962, 
is  an  authorization  within  the  meaning 
of  this  part  and  the  holder  thereof  may 
continue  to  manufacture  such  article 
without  obtaining  an  additional  TSO 
authorization,  but  shall  comply  with  the 
requirements  of  5§  514.3  through  514.10. 

(c)  Application.  The  manufacturer 
or  his  duly  authorized  representative 
shall  submit  an  application  for  a  TSO 
authorization  together  with  the  follow- 
ing documents  (See  Appendix  A  of  this 
subpart  for  sample  application)  to  the 
Chief,  Engineering  and  Manufacturing 
Branch.  Flight  Standards  Division,  in 
the  region  in  which  the  manufacturer  is 
^located:* 

(1)  A  statement  of  conformance  cer- 
Itifying  that  the  applicant  has  complied 
with  the  provisions  of  Subpart  A  and  the 
article  meets  the  applicable  performance 
standards  established  in  Subpart  B  of 
this  part  (See  Appendix  B  of  this  sub- 
part for  sample  statement  of  conform- 
ance): 

(2)  Copies  of  the  technical  data  re- 
quired in  the  performance  standards  set 
forth  in  Subpart  B  of  this  part  for  the 
particular  article; 

(3)  A  description  of  his  quality  con- 
trol ssrstem  in  the  detail  specified  in 
8  1.36  of  this  title  (Civil  Air  Regulations) . 
In  compljring  with  this  provision  the 


1  Article*  may  also  be  approved  and  manu- 
factured for  use  on  dvll  aircraft  as  a  part 
of  tbe  type  design  of  a  type  certificate  for 
an  aircraft  engine  or  propeUer. 

*  Regional  Offices  are  located  at  New  Tork. 
Atlanta,  Kansas  City,  Port  Worth,  Loe 
Angeles,  Anchorage. 


Note:  When  a  series  of  minor  changes  in 
accordance  with  I  614.6  is  anticipated,  the 
manuf  act\irer  may  set  forth  in  hla  i^ipUc** 
tion  tiie  basic  model  numbered  article  wltb. 
open  brackets  after  it  to  denote  that  suffix 
change  letters  will  be  added  from  time-to- 
tlme,  e.g.,  Model  No.  100  (     ). 

(d)  Issuance.  (1)  Upon  receipt  of  the 
application  and  adequate  supporting 
documents  specified  in  paragraph  (c) 
of  this  section  to  substantiate  the  manu- 
facturer's statement  of  conformance 
with  the  requirements  of  this  part  and 
his  ability  to  produce  duplicate  articles 
in  accordance  with  the  provisions  of  thls_ 
part,  the  applicant  will  be  given  an  au-~^ 
thorization  to  identify  his  article  with 
the  applicable  TSO  marking. 

(2)  If  the  application  is  deficient  in 
respect  to  any  requirements,  the  appli- 
cant shall,  upon  request  by  the  Chief. 
Engineering  and  Manufacturing  Branch, 
submit  such  additional  information  as 
may  be  necessary  to  show  compliance 
with  such  requirements.  Upon  the  fail- 
ure of  the  applicant  to  submit  such  ad- 
ditional information  within  30  days  after 
the  date  of  the  request  therefor,  his  ap- 
plication will  be  denied  and  he  will  be  so 
notified  by  the  Chief,  Engineering  and 
Manufacturing  Branch. 

NoTx:  The  appUcant  will  be  Issued  an  au- 
thorization or  notified  of  the  denial  of  his 
appUcatlon  within  30  days  after  the  date 
of  receipt  of  such  application  m.  in  the  event 
that  additional  information  has  been  re- 
quested, within  30  days  after  the  date  of 
receipt  of  such  additional  information. 

§  514.3      Conditions  <mi  anthorimtipiis. 

The  manufacturer  of  an  article  under 
an  authorization  issued  under  the  pro- 
visions of  this  part  shall — 

(a)  Manufacture  such  article  in  ac- 
cordance with  the  requirements  of  Sub- 
part A  and  the  performance  standards 
contained  in  the  applicable  TSO  of  Sub- 
part B  of  this  part; 

(b)  Conduct  the  required  tests  and 
inspections,  and  establish  and  maintain 
a  quality  control  system  adequate  to  as- 
sure that  such  article,  as  manufactured, 
meets  the  requirements  of  paragraph  (a) 
of  this  section  and  is  in  a  condition  for 
safe  operation; 

(c)  Prepare  and  maintain  for  each 
type  or  model  of  such  article  a  current 
file  of  complete  technical  data  and  rec- 
ords in  accordance  with  S  514.6;  and 

(d)  Permanently  and  legibly  mark 
each  such  article  with  the  following 
information: 

(1)  Name  and  address  of  the  manu- 
facturer, 

(2)  Equipment  name,  or  type  or  model 
designation, 

(3)  Weight  to  the  nearest  tenth  of 
a  pound, 

(4)  Serial  number  and/or  date  of 
manufacturer,  and 

(5)  Applicable  Technical  Standard 
Order  (TSO)  number. 

§  514.4     Deviations. 

Approval  for  a  deviation  from  the 
performance  standards  established  in 
Subpart  B  may  be  obtained  only  if  the 


\l 
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standard  or  standards  for  which  devia- 
tion is  requested  are  compensated  for  by 
factors  or  design  features  which  pro- 
vide an  equivalent  level  of  safety.  A 
request  for  such  approval  together  with 
the  pertinent  data  shall  be  submitted  by 
the  manufacturer  to  the  Chief.  Engi- 
neering and  Manufacturing  Branch  of 
the  Region  in  which  the  applicant  Is 
located. 


§  514.5      Design  changes. 

(a)  By  Manufacturer — (1)  Minor 
changes.  The  manufacturer  of  an 
article  under  an  authorization  issued 
pursuant  to  the  provisions  of  this  part 
may  make  minor  design  changes  to  the 
article  without  further  approval  by  the 
PAA.  In  such  case  the  changed  article 
shall  retain  the  original  model  number 
and  the  manufacturer  shall  forward  to 
the  Chief.  Engineering  and  Manufac- 
turing Branch  such  revised  data  as  may 
be  necessary  for  compliance  with  §  514.2 
(c). 

(2)  Major  changes.  If  the  changes  to 
the  article  are  so  extensive  as  to  require 
a  substantially  complete  investigation  to 
determine  compliance  with  the  perform- 
ance standards  established  in  Subpart 
B.  the  manufacturer  shall  assign  a  new 
tjrpe  or  model  designation  to  the  article 
and  submit  a  new  application  in  accord- 
ance with  the  provisions  of  5  514.2(c) . 

(b)  By  persons  other  than  the  manu- 
facturer. Design  changes  to  an  article 
by  a  person  other  than  the  manufacturer 
who  submitted  the  statement  of  con- 
formance for  such  article  are  not  eligible 
for  approval  under  this  part,  unless  such 

'  person  is  a  manufacturer  as  defined  In 
i  514.0  and  applies  for  authorization 
iinder  S  514.2(c). 

NoTX:  Persona  other  than  a  manufacturer 
nuiy  obtain  approval  for  design  changes  to 
a  product  manufactured  under  a  TSO  pur- 
suant to  the  provisions  of  Part  18  or  the  ap- 
plicable airworthiness  regxilatlons. 

§  514.6      Retention  of  data  and  rerordn. 

(a)  A  manufacturer  holding  an  au- 
thorization issued  pursuant  to  the  pro- 
visions of  this  part  shall,  for  all  articles 
manufactured  under  such  authorization 
on  and  after  July  1,  1962.  maintain  and 
keep  at  his  factory : 

(1)  A  complete  and  current  technical 
data  file  for  each  type  or  model  of  article 
which  shall  include  the  design  drawings 
and  specifications.  This  technical  data 
shaU  be  retained  for  the  duration  of  his 
operation  under  the  provisions  of  this 
part. 

(2)  Complete  and  current  inspection 
records  to  show  that  all  inspections  and 
tests  required  to  ensure  compliance  with 
this  part  have  been  properly  accom- 
plished and  docxmiented.  These  records 
shall  be  retained  for  at  least  two  years. 

(b)  The  data  specified  in  paragraph 
(a)  (1)  of  this  section  shall  be  identified 
and  copies  transferred  to  the  FAA  for 
record  purposes  in  the  event  the  manu- 
facturer terminates  his  business  or  no 
longer  operates  under  the  provisions  of 
this  part. 

§  514.7  Inspection  and  examination  of 
data,  articles  or  manufacturing 
facilities. 

The  manufacturer  shall,  upon  request, 
permit  an  authorized  representative  of 
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the  PAA  to  inspect  any  article  manu- 
factured pursuant  to  this  part,  and  to 
observe  the  quality  control  inspections, 
and  tests  and  examine  the  manufactur- 
ing facilities  and  technical  data  flies  for 
such  article. 

§  314.8      Service   diHicuItic!*. 

Whenever  the  Investigation  of  an  ac- 
cident or  a  service  difficulty  report  shows 
an  unsafe  feature  or  characteristic 
caused  by  a  defect  in  design  or  manu- 
facture of  an  article,  the  manufacturer 
shall  upon  the  request  of  the  (Thief,  En- 
gineering and  Manufacturing  Branch, 
report  the  results  of  his  Investigation  and 
the  action,  If  any,  taken  or  proposed  by 
him  to  correct  the  defect  in  design  or 
manufacture  'e.g..  service  bulletin,  de- 
sign changes,  etc  ' .  If  the  defect  re- 
quires a  design  change  or  other  action 
to  correct  the  unsafe  feature  or  charac- 
teristic, the  manufacturer  shall  submit  to 
the  Chief.  Engineering  and  Manufactur- 
ing Branch,  the  data  necessary  for  the 
issuance  of  an  airworthiness  directive 
containing  the  appropriate  corrective 
action. 

§314.9      Nonconipliance. 

Whenever  the  Administrator  finds 
that  a  manufacturer  holding  an  author- 
ization issued  pursuant  to  the  provisions 
of  this  part  has  identified  an  article  by 
a  TSO  marking  and  that  such  article 
does  not  meet  the  applicable  perform- 
ance standards  of  this  part,  the  Admin- 
istrator may,  upon  notice  thereof  to  the 
manufacturer,  withdraw  the  manufac- 
turer's authorization  and,  where  neces- 
sary, prohibit  any  further  certification 
or  operation  of  a  civil  aircraft  upon 
which  such  article  is  installed  until  ap- 
propriate corrective  action  is  taken. 

§  314. 10      Transferability  and  duration. 

An  authorization  issued  pursuant  to 
the  provisions  of  this  part  shall  not  be 
transferred  and  is  effective  until  sur- 
rendered, or  withdrawn,  or  otherwise 
terminated  by  the  Administrator. 

(Sees.    313(a),    601,     72    Stat     752.    775;    49 
use.  1354(ai.  1421) 

Issued  In  Washington,  DC,  on  Jan- 
uary 29,  1962. 

G.   S.   MOOR£. 

Acting  Director. 
Flight  Standards  Service. 

Appendix  A 

SAMPLE     APPLICATION     FO«     TSO    AXTTHOaiZATIOl* 


(Date) 
(Addressed      to        Chief.      Engineering      and 

Manufacturing    Branch,    Federal    Aviation 

Agency.  Region) . 

Application  Is  hereby  made  for  authoriza- 
tion to  use  the  Technical  Standard  Order 
procedures. 

Enclosed  Is  a  statement  of  conformance 
for  the  article  to  be  produced  under 
TSO-C 

The  required  quality  control  data '  are 
transmitted:  (herewith)  (under  separate 
cover ) . 

Signed 


Appendix  B 
sample  statement  of  conrosuanci 


(Date) 

(Addressed  to:  Chief.  Engineering  t^i 
Manufacturing  Branch,  Flight  Standutti 
Division,  Federal  Aviation  Agency). 

The  undersigned  hereby  certifies  thst  th* 
article  listed  below  by  model,  type  or  put 
number  has  been  tested  and  meets  the  per. 
formance   standards    of   Technical   Standant 

Order   C In   addition,   all   other  tp. 

pUcable  provisions  of  Part  614  of  the  Reru- 
latlons  of  the  Administrator  have  been  mtt 

The  technical  data  required  by  the  TBO 
in  the  quantity  specified  are  transmitted: 
(herewith)    (under  separate  cover). 

Authorization  to  use  TSO  Identification 
on  this  article  Is  requested. 

Signed 

|FR      DiK-      62-1080;     Filed,     Feb.     1,    l»ej; 
8:45  am. I 


'  Reference  may  be  made  to  data  already 
on  file  with  the  FAA. 


SUBCHAPTER    E — AIR   NAVIGATION 
REGULATIONS 

(Airspace  Docket  No  60-HO-4I 

PART  601— DESIGNATION  OF  CON- 
TROLLED  AIRSPACE,  REPORTING 
POINTS  POSITIVE  CONTROL  ROUTE 
SEGMENTS  AND  POSITIVE  CON- 
TROL AREAS 

Cancellation  of  Alteration 

On  January  20,  1962,  there  was  pub- 
lished in  the  Federal  Recistr  in 
amendment  to  Airspace  Docket  No. 
60-HO-4  (27  F.R.  616).  which  altered 
the  Breakers  Intersection  by  redescrib- 
ing  it  as  the  Intersection  of  the  Llhue. 
Hawaii,  VOR  130"  and  the  Honolulu, 
Hawaii,  VORTAC  269"  True  radlAla  In 
lieu  of  the  Lihue  VOR  128°  and  the 
Honolulu  VORTAC  269°  True  radlftls. 
This  action  was  taken  to  identify  the  ta- 
tersectlon  of  radlals  used  to  d^ribe 
Hawaiian  VOR  Federal  airway  No.  2. 

Subsequent  to  publication  of  thii 
amendment,  a  flight  check  of  the 
Breakers  Intersection  disclosed  that  the 
altered  location  would  be  outside  of  ter- 
minal radar  coverage.  However,  the 
original  site  would  be  within  radar  cov- 
erage Since  the  primary  purpose  of 
this  Intersection  is  to  identify  the  Ini- 
tial holding  point  for  aircraft  enroute  to 
Honolulu  from  the  west,  it  has  been 
determined  that  the  original  site  of  the 
Breakers  Intersection  should  be  re- 
tained. Therefore,  action  la  taken 
herein  to  cancel  the  amendment  pub- 
lished on  January  20.  1962. 

Since  this  amendment  Is  minor  in  na- 
ture, notice  and  public  procedure  hereon 
are  unnecessary,  and  It  may  be  niade 
effective  immediately. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582t. 
effective  immediately,  the  alteration  of 
Airspace  Docket  No.  60-HO-4,  published 
in  the  Feder.^l  Register  on  January  20, 
1962  ( 27  F.R.  616 » ,  is  cancelled. 
(Sec.   307(a),   72   SUt    749;    U.S.C.    1348) 

Issued  in  Washington,  D.C.,  on  Janu- 
ary 30, 1962. 

D.  D.  Thomas, 
Director.  Air  Traffic  Service. 

[PH.    Doc.    62-1108:     Filed,    Feb.    1.    !»«>; 
8:47  ami 
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[Reg.  Docket  No.  1030;  Amdt,  255] 

PART  609— STANDARD  INSTRUMENT  APPROACH  PROCEDURES 

MIscollaneous  Amendments 

The  amendments  to  standard  Instrument  approach  procedures  contained  herein  are  being  adopted  to  become  effective 
t,Mi  Indicated  in  order  to  promote  safety.    The  revised  procedures  supersede  the  existing  procedures  of  the  same  dassi- 
SSon  now  In  effect  for  the  airports  specified  therein.    For  the  convenience  of  the  users,  the  revised  procedures  specify  the 
^Slmi^te  orocedure  and  indicate  the  changes  to  the  existing  procedures. 

^A«  a  dtuatlon  exists  which  demands  immediate  action  in  the  interests  of  safety  In  air  commerce,  I  find  that  compliance 
with  the  notice,  procedure  and  effective  date  provisions  of  section  4  of  the  Administrative  Procedure  Act  would  be  contrary 
^the  Dublic  interest  and  is  therefore  not  required.  .  »»^  , 

Pursuant  to  the  authority  delegated  to  me  by  the  Administrator  (24  F.R.  5662),  Part  609  is  amended  as  follows: 
1  The  low  or  medium  frequencv^nge  procedures  prescribed  in  §  609.100(a)  are  amended  to  read  In  part: 

LFR  Standasd  Instrument  Approach  Procedure 

RMriMi  heaJliiB"  mursos  ami  radlals  are  magnetic.    Elevations  and  altitudes  are  In  feet  M8L.    Ceilings  are  In  feet  above  airport  elevation.    Distances  are  in  naatioal 
-n-MlMSotberwis'lndlcaU'd,  except  vlslbUltlea  which  are  in  sUtute  miles.  ^    ._.,..„»_  .  ,        _..v*^   # «  _.     ■    *_         .  v  a 

■i»in  in«truinent  approach  procedure  of  the  above  type  to  conducted  at  the  below  named  airport.  It  shall  be  In  accordance  with  the  following  instrument  approach  prooedon, 
L— «,Tnnroach  Is  conducted  In  accordance  with  a  different  procedure  for  such  airport  authoriwd  by  the  Administrator  of  the  Federal  Aviation  Agency.    Initial  approaches 
jKibeiMde  over  si>cclflcd  routes     Minimum  altitudes  shall  correspond  with  those  established  for  en  route  operation  in  the  particular  area  or  as  set  forth  below. 


Transition 


Krom— 


To- 


Courso  and 
distance 


Minimum 

altitude 

(feet) 


Celling  and  vtolbllity  TtiinlmnTn* 


Condition 


2^nglne  or  less 


66  knots 
or  less 


More  than 
06  knots 


M<»«tban 
2-engine, 

more  than 
66  knots 


PROCEDURE  CANCELLED.  EFFECTIVE  FEBRUARY  17, 1982.  OR  UPON  DECOMMISSIONINQ  OF  LFR. 

r)t»  Columbia-  State,  S.C;  Airport  Name,  Columbia;  Elev.,  344';  Fac.  Class.,  8BRAZ;  Ident.,  CAE;  Procedure  No,  1,  Amdt.  12;  Efl,  Date,  10  Sept.  65;  Sup.  Amdt.  No.  U; 
\,wj,  \Ai  Dated,  It  May  64 

PROCEDIRE  CANCELLED,  EFFECTIVE  FEBRUARY  17,  1862,  OR  UPON  DECOMMISSIOXINO  O^LFR. 

ntr  Columbia-  Stat".  PC;  Airport  Name,  Owens  Field;  Elev.,  192';  Fac.  Class.,  8BRAZ;  Ident,  CAE;  Procedure  No.  1. 
'■"''  '  Grig.;  Dated,  10  Jan.  64 


Amdt.  1;  Eff.  Date,  10  Sept.  65;  Sup.  Amdt.  No. 


PBOCEDURE  CANCELLED,  EFFECTIVE  FEBRUARY  17,  1962. 

CltT  Detroit-  SUtc,  Midi.;  AlrpOrt  Name,  WUlow  Run;  Elev.,  716';  Fac.  Class,  SBRAZ;  Ident.,  DTW;  Procedure  No.  1   Amdt,  7;  Eff.  Date,  2  Sept. -61;  Sup,  Amdt.  No. 6; 
''  '  Dated,  31  May  86 


PROCEDURE  CANCELLED,  EFFECTIVE  FEBRUARY  17,  1962,  OR  UPON  DECOMMISSIONING  OF  LFR. 

HIT  Greensboro-  Stair   N  C  ;  .Mrport  Name,  Greensboro-High  Point;  Elev..  923';  Fac.  Class.,  8BRATX;  Ident.,  GSO;  Procedure  No.  1,  Amdt.  10;  Efl.  Date,  19  May  66; 
1.117,  "■««"         .  gyp  j^jnjt  No.  9;  Dated.  2  Feb.  64 


Reno  VOR  .. 
Pmmld  Int.. 
Moftsni  Int. 
Chorcbllllnt. 
Verdi  Int 


RO  LFR 
ROLFR 
ROLFR 
ROLFR 
ROLFR 


Procedure  turn  E  .xldo  N  crs,  841"  Outbnd,  161*  Inbnd,  STOC  within  10  miles.    Nonstandard  due  to  terrain. 
Minimum  altitude  over  facility  on  final  approach  crs,  6800'. 


S'vtoual  conUcTno^'^estoWtahecfupon  descent  to  authorlied  landing  mhilmunis  or  if  landUig  not  accomplished  within  2.3  miles,  make  an  Immediate  right  turn  and  climb  to 
tTOC  on  N  crs  of  RO-LFR  within  16  miles. 

Ant  Carrier  Note:  No  reductions  in  visibility  mlnlmums  authorised. 
Catoon:  High  terrain  surrounding  airport. 

CltT  Reno  State  N(  v  -  Airport  Name,  Municipal;  Elev.,  4411';  Fac.  Class.,  8BRA;  Ident.,  RO;  Procedure  No.  1;  Amdt.  1;  Efl.  Date,  17  Feb,  62;  Sup.  Amdt.  No.  Orlg.; 
"  Dated,  9  Dec.  61 


PROCEDVRE  CANCELLED,  EFFECTIVE  FEBRUARY  17,  1962. 

City  8t  Loul<  ."lair  Mo  •  Airport  Name,  Laml)ert-8t.  Louis  Municipal;  Elev.,  671';  Fac.  Cla.-!?.,  SBRAZ;  Ident.,  SL;  Procedure  No.  1,  Amdt.  14;  EfT.  Date,  20  May  61;  Sup. 

Amdt.  No.  13;  Dated,  16  Nov.  68 


PROCEDIRE  CANCELLED,  EFFECTIVE  FEBRUARY  17,  1962,  OR  UPON  DECOMMISSIONING  OF  LFR. 

City,  Savannuh;  State.  Oa.;  Airport  Name,  TravU  Field;  Elev.,  60';  Fac.  Class.,  BBMRLZ;  Ident.,  SAV;  Procedure  No.  1,  Amdt,  6;  Efl.  Date,  U  Oct.  88;  Sup.  Amdt.  No.  4; 

Dated,  18  Feb.  56 


978  RULES  AND  REGULATIONS 

2.  The  automatic  direction  finding  procedure*  prescribed  in  S  609.100(b)  are  amended  to  read  in  part: 

ADF  »taNdau>  iNsTBiMun  kmOAca  Pbocbdum 

PearlnjEX,  hwdlnirs.  courses  and  radlab  are  maim.tlc.     F.Ievatlnna  and  altltudea  we  In  feet  M8L.    CiUlngs  are  In  foot  aLovo  alrjwrt  ili-vatlon.    Distances  ve  In  Mot^ 
miles  unleas  otherwise  Indicated,  eieept  vlslMlliles  which  are  In  rtatute  mllM. 


1II1Jb85 

ShAil 


if  an  Instrument  approach  procedure  of  the  atove  type  Li  conducted  at  the  1  eU^w  named  alrwrt.  It  >hall  1*  In  accor.Wice  « Ith  the  fo  lo»  Ink-  Instrument  approach  prewiW 
is  M  ««^  to  «id»^  to  mectMHuK,  with  a  dlrferrnt  proerdure  tor  such  airport  aothor\re<l  hy  the  Admtalstrator  of  '  he  Kedentl  A  ^^Bl ion  Agency.  Intttal  tfipiS 
lb*  iri3-  over  ipecifled  route*     Mlninuim  alUtudt*  AalloDrreH^^nd  »  .th  liujte  e*UhU.sh«d  for  en  route  <  i  eralico  In  the  («irUcular  area  or  as  set  forth  below. 


Transition 


From— 


lo- 


Ceillng  and  rlaibLUty  minlmiMaa 


C'dtirse  und 
dlstaiicu 


WolcottsvUle  FM ,  lOM 

BuAUoVOR I  lOM 


BulIaJoMUW - - '  I.UM. 


^  Final) Dtrm-t 

Direct. 
Direct. 


.Minimum 

a.  11  tilde 
(feet) 


l.vn 

IWD   ' 
2000  I 


CnJii 

luD 

T  dn          

{•  <ln        .       -    . 

A  dn 

2-eDf:iat  or  l«ei 


B.Minot? 
or  len 


More  than 
6S  knots 


300-1 
M10-1 
«0-l 
800-2 


300-1 
800-1 
¥!fhl 
800-3 


Moniw 

onct^ 
Sikaott 


W-1 


Prooe<lur«  turn  nortb  akleo/rrs,  Maf  Outhnd.  232*  luhnd.  IMW  within  10  niil.H. 
Minimum  altitude  over  facility  on  final  approaih  (ts,  15uu'. 

If  vlaual  ooot«ct  not  e*tabltoheUijpon  dew^vnt  t^)  authorli»^l  l^ndlnK  iiiin.iniiins  .>r  if  ;.»a  lim;  in't  .k  ri>ini.'ii.-.h.  d,  ilimli  i„  aii)'  i,n  23:"  rrs  from  I.OM  within  10mUH,B^ 
left  turn  dlwct  to  BU  LOM.     llold  on  BU  Lo.Vt,  ri^ht  turns,  1  imnut.'.  J-i.'"  lii> u  I. 

City  Buffalo- SUte.  N.Y.;  .\lrport  Nim,\  nutTil..  Kl.v.,711'.  Fai-   ('..ks  .  I.mM,  M„t  ,  nv .  IVoodur.- No   1,  Am. It    1,  KiT    I  HU.\  17  F,  h,  f,2,  Sup.  Amdt.  No.  Orl|.;  D««|, 

S  July  (51 


QQLFR DFTKRn 

QOVOR        inKTROn 

^•MVOR.  '   HKTRBn 

PTKVOR  1  UKTKBn 

All«i  lBt# '  Auburn  Int$. 


Auburn  In t$     DKTKBn. 


Rochester  In t« ,   I'f-T  J'f' 


..       nir.Mt        

..    '    Plp'Ct         

..  '   lilri'Ct       

..   ,    Dir.-ct 

...'  Via  yO  R-3.W  or 
I  lie*  t'riiK  to 
I  DKT  Kiln. 
Via  y(i  R  3^19  or 
\ir  iTtlR  to 
DET  KUu  (Fl- 
nah. 

niff.-t      


2700 
2700 

roo 

2700 
2900 


2400 


2700 


T-<ln' 
C-dn. 
A-dn- 


500-1 
700-1 
H»-3 


GOO-1 
700-1 

800-a 


aoD-i 


Procedure  turn  east  side  of  crs,  326°  Otitlmd.  IW  Inhnd.  2700'  within  10  inilrs. 

Minknnai  atUtndr  over  hcUtty  on  flnai  approacfa  crs,  M0(/. 

Crs  and  distance,  facility  to  airport,  14«'  -5  S  ml. 

If  visual  contact  not  esuWlshed  upon  desc-nt  to  authoru.<d  l.in  Im^  miniiisunii 


..^ „    _         ji^«,  u.-,>,-Mi  vu ,...,,....  ..,,K  ".  .- •- Sjnl  aft.  rn.L'i.sinE  DET  RBn   make  Ifftcllmbhi 

torn  to  SSr,  proceed  to  DET  RBn.     Tlold  NW  on  Inbound  trnR  I«n'  to  1>KT  RBn  or,  »  hon  dlrrcfd  by  ATC,  climb  to  2^)0',  ^wx-t^'i  dlr.ct  to  yd  LFR. 


r  if  1  in  III'?  not  n-romph.-th  d  williin 

,  vu  <,uuu  ,  vn^^ .." '■ boundtrn?  I«n«  to  1>KT  RBn 

Al»  CaSKICB  Notb:  Sliding  scale  not  authorlied. 

•300-1  takoofi  authoriicd  on  Runway  33  only 

#AH«i  Int-  lr»t  FNT  VOR  R-I2S  and  PTK  VOR  R  OM 

lAubum  Int    Int  PTK  VOR  R  1W  and  Q(l  VoR  R  3.iy  or  l'*'  Irnj  to  HFT  Rf'n 

HRoehesttv  lot    Int  FNT  VOB  K-12»and  yo  VOK  K  M7. 


City,  Drtrolt,  8tat«.  Mich.;  .Urport  Detroit  City;  NaiiiP.  E.cv..O,  .  Far.  Cl.is.s.,  .\111\\.  IJ.ut..  DET,  I'rjct-ilure  No.  1.  An.dt.  Grig.;  EH.  DuU',  17  tcb.a 


PROCEDURE  CANCELLED.  EFFECTIVE  FEBRUARY  17.  1J.:2.  OR  I  PON  DECOMMISSIONING  OF  OPR  RBN. 

C\t^    Ft   Worth-  SUt«.  Tex  -  Airport  Name,  Ft.  Worth  Int.matlonal.  'Am,  n  Cart.r  Fl.ld).  Kiev  .  .W;  Far    Cla-ss  ,  MIIVV,  M.nt  ,  C.rR;  Procedure  No.  !,  Amdt.J;Il 
'■  ■  I>ate,  24  Feb   «1,  f>up    Amdt    .So   4;  DaleJ,  A  S«'pt.  57 


Plnehorstlnt LFA  RBn IMrrrt  . 

LMT    VOR        I  LFA  RBo Direct.. 

LM    LFR. .'.I '   I-fA  RBn Direct.. 

LMT    VOR  R-iaiaOnU  D.ME  FU LFA  RBn ]  Direct. 


NOOO 
7500 

T-dn 

C  ^i•     

SOO-1 

WO-1 

800-3 

1000-2 

800-1 

800-1 

800-2 

1000^2 

■D-1 

7500 
7500 

C  n* 

A  -dn 

■M 

UOM 

Pro«<Jl«tar«Es4<letTil3r  Outbnd.  118*  Inbnd.  TSOC  witfatn  lOmlof  LFA  RBn.     Beyond  in  ml  N A. 

Minimum  altitude  over  LFA  RBn  on  final  approach  (t\  7.VJIK:  over  oM.  iTDO',  over  Stukel  Int."  say   over  LM  M4«iKi 

Crs  and  distance,  facility  to  airport,  318"- 10.5  ml,  O.M  to  iirport,  31S^     .'  ■*  ml.  <viVr\  int  to  ulrixirt,  31^'-  I  ».  ml,  LM  M  to  !»  H'^rt.  31H  --0  r.  niL 

If  Tlsoal  contact  not  estabtlsbed  npon  desc»>nt  to  authorized  landlnu  minimum^  or  If  I  in. ling  not  .i(-compll-n.-d  wItMn  0  fl  nil  of  I,.M  .M,  turn  lort 


an.l  climb  to  MmChi 


nonstandard,  1-mlnute  holding  pattern  on  south  cr^  L.M  LFK,  nil  turns  to  »<  -t  of  i  r^ 
•CACnOBl:  4600'  MSL  terrain  l.H  ml  S  W  of  airport. 
••Stukel  Int;  B  en  LM  LFR  and  flE  en  LMT  IL9  locallrpr 
City,  Klamath  Fall.s;  .-^t^ite.  On-c:  AiriK)rt  Njme.  Klnif^ley  Fl.ld,  EUv.,  VWS'.  Foe.  Class.,  MIIW,  I.l.'nt  .  LKA,  Procv.lur..  No   1.  Amdt.  Orl*!  ;  EfT.  Dale,  17  Feb.  O 


01«M  Falls  VOR Rutl\nd  RBn 

BcfHon  VOR - '   RutUnd  RBn 


I'i'.-<  •-. 
Direct. 


5.V10 

saw 


T  d 

T  n 
C-d 
C-n 
A-d 
A-n 


ZV»  2 

2500-2 

2*00-2 

2.'«>2 

NA 

NA 


2."i00  2 
2500-2 

zvty  2 

2500-2 

NA 

NA 


I9B»-I 

van 

2W-1 

NA 

NA 


Procedure  Inm  west  Mde  of  m.  S^J"  Ou'bn.l.  17;C  Inbn.I.  Vi*y  within  Id  nil 

Shuttle  to  4';00'on  crs  of  i'-S"  from  th-  facility  within  lo  mil.s      Al.  tiirii>  l..  ' 

Minimum  altitude  over  facility  on  final  approach  crs.  330/. 

Crs  and  distance,  facility  to  air;>ort,  173'    ■'  .'  ml. 

If  visual  contact  not  established  uijon  .Irscent  to  aulhorucd  I  in.liiiir  min.miim^ 


w.-st. 


.ki  .III  iiirni  dijtc  cHiiil.inK  rl,;lit  ^wrstj  tun 


__  ifl  Hi  ill:*;  ii.)t  in  oin;ili-!..  •!  uiliiin  .Mril.-.  m 

toRutlimd  M"n-FM'andcontlnuecUmt)  to  4.')(XJ'on  rr^of  3.W' w-ithin  10  niil.^  F.M.  ,..,,1...        ,.     .         .,  <  n    i  .  ..wv,.   i    r  ,.  ..r«f#dlv 

CUmbK>ut  procedure:  After  takeoff,  climb  VFR  to  33<«'  and  prrx-e.^-l  .n  ,  r-<  of  ASi'  with'.n  lu  miles  of  RutUnl  .Mil   F  .M  t.>  4 .0.)  ,  c„tl,nund  rtiuht  IHJOO  ,  before  proe««<aB| 
on  crs.     1000-2  authorlred  for  takeofT  on  Runway  1  without  VFR  rlimb  ri'strtc  tlon. 

CAUnON    (1)  High  rldfte<(outhea3t  of  airport.     (2)   Ext--*  t  tiirbul.n.  .■  with  <■•l^t  or  wr-t  wlnd>  n-ross  villry  diirlnir  iippn.  uti 

Norm:  Alternate  weather  mlnlmum.s  of  40«)0-2  authorlred  lor  thost  who  huv.j  .in  .ipiirovcd  arnkJigimcnt  fo'  weather  3.r\u.-  iit  th.  alr;-)rt. 

Facility  owned  and  of)eratcd  by  the  state  of  Vern.ont. 

Other  chance:  Deletes  transition  from  Glens  FalM  KBn. 

Ch.ss,  MIIW/    FM.  M.nt  .  RI  T,  I'n.clur.    \..    1,  A-n. It    I    FiT.  Dat.  ,  17  Feb.  f.2;  Sup.  Amdt  N«. 
Ortg.;  Dstid,  lOSrpt  (« 


City,  Rutland;  State,  Vt.;  Airport  Name.  Munl.lpa',  Elev. 


F...- 


Friday,  February  2,  1962 
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The  very  high  frequency  omnirange  (VOR)  procedures  prescribed  in  S  809.100(c)  are  amended  to  read  in  part: 

VOR  Btandaxd  iNsnuMENT  Approach  Pbocedubk 


.rtngs  lieadinps  courses  and  radlals  are  magnetic.    EtoTaUons  and  altitudes  are  in  feet  MSL.    Ceilings  are  In  feet  above  airport  elevation.    Dlstaooes  are  In  nautical 

^unless  otl*rwl*inJl«ted.««^  fcTciSd'SSd'iffibelow  named  airport.  It  shall  be  In  accordance  with  the  foUpwlng  tetrrmHsnt  api«»ch  procedan. 

"•"  '^^^h  LTnXc^?l^«2SSrt^^  «"•*  »»^rt  authSrtred  by  the  Administrator  of  the  Federal  Aviation  Ajen^;.    &tttol  apptMCbH 

0DJMi^^»P^^y  si*clfledwutes.    Minimum  alUtudes  shaU  correspond  with  those  established  for  en  route  operation  In  the  particular  area  or  as  set  farth  below. 


Transition 


From— 


To- 


Couree  and 
distance 


Minimum 

altitude 

(feet) 


Celling  and  visibility  mlnimnms 


Condition 


T-dn 

O-dn ^. 

A-dn..... 


2-engine  or  less 


6fi  knots 
or  less 


aoo-1 

2000-3 

aooo-3 


More  than 
Sfikoott 


aoo-1 
3oofr-a 
aooo-s 


Mora  than 
>«ngiiie, 

mora  than 
66knott 


«»-l 

tooth* 

9000-S 


Pmeeduie  turn  E  side  of  crs,  197*  Outbnd,  017»  Inbnd,  ttOff  within  10  mL  • 
S^um  alUtude  over  faeiUty  on  flma  ^noadi  en,  ttOV. 

U^  w'KnoT^Wbli^KiS^descem  l«idlnr  minimums  or  If  landing  not  accomplished  within  6.0  mUes.  climb  to  eflOC,  return  to  CDR  VOR. 

Otty,  Chadron;  Stat*.  Nebr.;  Airport  Name,  Chadron;  Elev.,  8818';  Fac.  C1>m- BVOlt;  Went.,  CDR;  Procedure  No.  1.  Amdt.  3;  Efl.  Date,  17  Feb.  62;  Bnp.  Amdt.  No.  2; 

4.  The  terminal  very  high  frequency  omnirange  (TerVOR)  procedures  prescribed  in  S  609.200  are  amended  to  read  in  part: 

TxBiaiiAL  VOR  Standard  Instbumknt  Approach  Procrdubk 
Bearings  headlnps  courses  and  radlals  aw  mtgneUc    Elevations  and  alUtudes  are  In  feet  MSL.    Ceilings  are  In  feet  above  airport  elevation.    Distances  are  in  nautical 

»^^lS'f^'tient' bppS  P^^Z^  of'?ta^^^  ta^nd^*'.["thf below  named  airport,  it  shall  be  In  accordance  with  the  following  Instmment  apt«»ch  proceduj^ 
nnJi  «  ani^ch  Kd^^^acS^imra  tor  such  airport  authirlted  by  the  Administrator  of  the  Federal  Aviation  Agency  fcitUl  approaches 
ffbrmaTSTer  "p^fled>outS     Minimum  alUtudes  shaU  correspond  wiUi  those  established  for  en  route  operation  In  the  particular  area  or  as  set  forth  below. 


Transition 


From— 


Baratofs  Springs  FM 

ConackleFM 

Delmsr  FM 


To- 


ALB-VOR 

ALB-VOR 

ALB-VOR  (Ftoal) 


Course  and 
distance 


Direct 
Direct 
Direct 


Minimum 

alUtude 

(feet) 


1800 
1700 
•800 


Celling  and  visibility  mlnimnms 


Condition 


T-dn.. 
C-dn*.. 
S-dn-l* 
A-dnV. 


2-engine  or  less 


66  knots 
or  less 


30&-1 
fiOO-1 
fiOO-1 
800-2 


More  than 
66  knots 


300-1 

eoo-1 

fiOO-1 
800-2 


Mora  than 
2«ig:lne, 

more  than 
66  knots 


200-H 

eoo-iH 

600-1 
80O-2 


rlthin  10  ml. 


Procedure  turn  E  side  of  ere,  IDS'  Outbnd,  016»  Inbnd,  2300' ' 

Minimum  altitude  over  facility  on  final  approadi  o»,  800*. 

•Do  not  descend  below  noC  MSL  unleas  Dehnar  FM  posiUvely^dentifled. 

n  vi^al  'c^nCTnor^s UbllS^^'^'n^SSS^t llf.SS'^^  or  if  handing  not  acoomplishod  within  0  mi  (5.0  mi  of  Delmar  FM).  climb  to  3000'  on  R-016 

An  Carriib  Note:  300-1  required  fbr  all  takeofls  on  Runways  10,  28, 15,  and  33. 
Major  changes:  Deletes  transition  from  Qrafton  FM. 
City  Albany;  State.  N.Y.;  Airport  Name.  Albany;  Elev.,  288';  Fac.  Class..  BVORTAC;Ident..  ALB;  Procedure  No.  TerVOR-1.  Amdt.  4;  Eff.  Date.  17  Feb.  62;  Sup.  Amdt 
"  No.  3;  Dated.  21  Apr.  oo 


Meadow  In  f  

Jmlle  DME  Fix  oi  5  mile  rudar  Fix. 


ACY-VOR  (Final). 
AC Y- VOR  (Ftoal). 


Direct - 
Direct. 


#600 
#500 


T-dn_.. 
C-dn#-. 
B-dn-4# 
A-dn... 


30O-1 
400-1 
400-1 
800-2 


300-1 
600-1 
400^1 
800-2 


200-Vi 
600-m 
400-1 
800-2 


Radar  vectoring  authoriicd  In  accordance  with  approved  radar  patterns. 
Procedure  turn  eiist  side  of  crs.  229°  Outbnd,  049*  Inbnd,  1800'  withto  10  mi. 
Minimum  altitude  over  facility  on  ftoal  approach  crs.  #500'. 

uTjLa?S;uaVt7o7rTtrbU^"eVK"dl^t^^  landtog  mtolmums  or  if  lan-ling  no,  accomplished  within  0.0  mile,  turn  loft  and  climb  to  1500'  on  C  YX-VOR 

R-213  to  Nesco  Int.    Hold  east,  1-mtoute  left  turns,  Inbnd  crs,  04°. 
CiriiON:  Radur  tower  226'  msl  0.7  mi  8W  approadi  end  of  Rimway  4 

2TuJr:;io'  \':il.ilXl%Sll^,M^.^^^iTXX'!^^^^^        mt-  or  5  mUe  fix  not  received,  ceiling  mtolmum  of  500'  Is  applicable  for  landtog. 

Mrport  Name,  National  Aviation  FacUitles  Experimental  Center;  Elev.  76';  Fac  Class.  VORTAC;  Went.,  ACY;  Procedure  No.  Ter\  OR-4, 
Amdt.  3;  Eff.  Date,  17  Feb.  62;  Sup.  Amdt.  No.  2;  Dated,  18  Nov.  61 


City,  Atlantic  City;  State,  N.J. 


Great  Bavin  I* 
5mileI).\lE  Ki\  vr 


ACY-VOR  (Final). 


mile  Radar  Fix '  ACY-VOR  (Final) 


-/- 


Direct. 
Direct 


#500 
#500 


T-dn 

C-dn#.... 
S-dn-31#- 
A-dn 


300-1 
400-1 
400-1 
800-2 


300-1 
500-1 
400-1 
800-2 


20O-M 
600-lH 
400-1 
800-2 


;  10  ml. 


Radar  vectoring-  authorized  to  accordance  with  approved  radar  patterns. 
Procedure  turn  north  .Mde  of  crs,  121'  Outbnd,  301*  Inbnd,  leOO^withm  1 
Mtolmum  altitude  over  facility  on  final  approach  crs,  600'. 

ff'^su"al^^n\"aclrol'KLd  uiZ^d^Tto^^^  landtog  mtolmums  or  if  landtog  not  accompHshed  wi.hln  0.0  mile,  turn  right  and  climb  to  1500'  on  CYN-VOR 

8-21S  to  Ncsco  Int.    Hold  east.  1-mtoute  left  turns,  Inbnd  crs,  M4''. 

Caution;  Radar  tower  226'  msl  0.7  mi  8W  approach  end  of  «™J^y  *•  ,• 

;Ku"ltt'un\"lf  altrp^rnfoy^St'^BS K'sSTr  V'ori^Bly  Inf  or  5  mile  fix  not  received  ccUtog  mtoimum  of  800'  is  applicable  for  landtog. 

a.y.  Atlantic  CH.  S.ate.  N ..r  :  Alrpor.  Name.  Nation^  Avi^aU^onF^U^^ 
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RULES  AND  REGULATIONS 

TtKUUfkL  VOR  Standam)  In§t«cmc!«t  Aptboach  PmociDUM — Continued 


R<tdar  transition  altitude  within  ?0  ml  radium  of  radar  sUp  O(ino'  MSI. 
tlon  ft^rSte  towers:  234^  MSL  15  ml  SSE.    I7»r  MSI.  12  ml  W8W    I 

}>TOcecllimiim#  Wshle^rcrs,  IW  Outbnd.  012"  Inlmd,  Jixxj'  wlttiir  lii  ml. 

Facility  oi  airport.  _     ,  ^         ,.^^,  .. 

Mlnimian  altitude  OTe»  fecUity  on  flnal  sppfoaih  cm.  WXX)      ,     ,     ,     ,     , 

Crs  and  distance,  breakoff  point  to  approath  end  o(  Riiiiwi  y  35.  3.o      o  «■:  n 

U  TteaaleontartaotfstabM^hed  upon  decent  U>»uthorlie.l  Kndlii?  Diiniimiiu 
within  »  ml  or,  when  directed  by  KTC.  turn  left,  climb  to  jooo'  to  IIur>t  In'  v 

•lntACF-VORR-152andEWX-VORR-115 

••If  Abram  Int  or  4.8  mile  radar  fli  not  recplved.  d.-sont  Im  hw  \<n)   .N  A. 

fProeedon  tunL«oiMtMidvd  doe  obstrortion. 


Had  \r  rontrol  iiiu>t  liru\  idi 
r  .MSI.  ft  ml  N. 


3  ml  (.r  imo'  M'Mi.  ;il  >i'[>ir:i!i"" ;  ..r  3  'o  '.  ml  ard  VIO'  vprtlctil 


sept-v 


i.r  )( i.iiidiiii:  t'.ul  .n  u 
I  \i'.>  I:  Jio. 


n  iJu-hrd  i'\<  r  lia-iiii:  \  uK    tuin  'r.'l,  i  liubiin;  to  JXU'  on  ACT  R-lQ| 


City.  Fort  Worth;  State.  Tex.;  Airport  -'^■'»"^;,J'^^'(j'[[y  \^^'if  ^ 


lutt'rn.itluii.il     Aiii.iii  C.irUr  KicM 
FIT   H-ile.  i:  KiN.  lU;  ^up.  Amilt. 


,  EUv  ,  KV*': 
.\n.  3;  Dated 


Fir.  c:^^  ,  TU  OKTAC.  Idmt..  ACK;  Procediir*  N» 
2S  K.b.  fil 


PROCKDT7RB  CANCELLED.  EFFECTIVE   KKHRrARY  17.  1*^2 


City.  Washington;  State.  D.r,  Airp<,rt  Name.  N.U.cn»,;  .^.-v  ,  ,.V;  Fv-   r:  .-.  Y'''^,  >ll'*a''^;'yu.,^^^""'''^  '"'^'■''""  ^"  ''"'""  "'  '"""•  ''  '^"-  ^^'''^-  « '•"• '"*> 


t^iip.  Aliidt.  Nu.  .'.  l)*t.-d.  ItUuiic  i4 


5.  The  instrument  landing  system  procedures  prescribed  in  5  609.400  are  amended  to  read  in  part: 


Bearlnss.  headlnp,  oouraea  and  radlals  are  magnetic 
miles  unlewTotherwlse  Indicated,  except  vislbllltles  which  are  m  statute  mil.'i 

If  an  tiMtiument  approach  proeedi 
tmleas  an  approach  la  conducted  in  ac( 
■hall  b*  made  over  spedfled  routes 


ILS    .''TV.NP.vRn    IS.xTIH-KEST    APPROACH    rmOC«DrB« 

Klevatlon.s  and  ftltitiid.s  .irr  .11  feet.  MSL.     Ceilings  are  in  feet  alovc  alri«irt  iloviitlon.     Distances  are  in  nantlctl 


^SJe^tl^  .S,ve  tyiXc;"nducted  a  !«;  U-lo*  named  airport.  It  shall  be  in  accordance  wUh  he  fo  lowing  nstrument  approach  procadBj 
inc«.niMcry^tha  lltferent  procedure  for  such uir,w.rt  authorlH-d  by  the  Admlnbtrator  of  the  Federal  Aviation  Agency  Initial  approacta 
^^liSm  alliUides  shiilla.rre.siH.nd  with  th,».e  e.stahll.shed  for  en  route  oi*ratlon  in  the  particular  area  or  as  set  forth  below. 


Transition 


From— 


AUentownVOR - B.h    n...     r 

AUentownLFR - --- -    g*'^    "     n 

AllentownLOM '   Buh  Inf            .       -       r^ 

TannenTllie  VOR - ,  N.vzar.th  Inf   ^tiii;ili- l>irea 


^^rof  ^^r^  'l^^lo'^iZn:':^;t^r.n:^iZ::XJ:^^^^  .UUud..  ov.  oath  mt.  on  nnal  approach   .«..     Distance  to  R«>w., 


94.S.7niL 


other  change:  Deletes  transition  from  Int  .\E  crs  Allentown  IL.-^  and  K  en  Allentown  I.KR. 

•Bath  Int:  Int  NE  en  IL3  and  R-121  ABE  VOR  or  ajO"  brg  '"  AK  I.I;  !;{ 

••Naiar»U«  Int:  Int  NK  crs  ILS  and  087  Radiiil  ABE  or  Ha.lial  210  T\  K  \  OR.  .  ,^,  ,    .  ,y,^  ,,   , 

iWlMnSbBd  from  Nawu-eth  Int."  on  localUer  ba.k  nmr^:  d.scvnt  to  ,  r-sd  H  itli  I:.f  at  1200   i?  authorli*-d. 


City.  AUentown;  SUte.  Pa.;  Airport  Same.  AUentown-B,  tia.h,  m  K  -t,^.^-  .  ^^;;  ^^^  iuly^e/''"'  '  '  ''"'  '"""  '  ''" 


No    II..>  24,  Amdt.  ."i.  F.lT    I>ate,  17  Feb.  83; 


Vlneland  Int 

AUantlc  City  VOR. 


I.OM. 
LOM. 


Direct 

l>in-it. 


1.100  '   T  dn... 

1500  I  C^n... 
I  .S  dn-13 
I   A-dn... 


Radar  vectoring  authorlied  In  accordance  » ith  approved  riJir  patteni.^. 

Procedure  turn  south  side  of  crs.  *)«•  Outbnd,  128*  Inbnd.  154)0'  within  in  nd. 

Minimum  altitude  at  glide  slope  IntercepUon  Inbnd.  13a/.  ^,  m  M   '>-ir    o  S  ml 

Altitude  of  glide  sloi>e  and  distance  to  approach  etui  of  runway  »    '^^'•1*^  ,,*/,''      *'  ,,,,;,:;  ir<x^  mi  I'^h  el   Vn"  L  '1  hi  i  .  Iiinb  lo  l.VlO'  on  CVN  \  UH  R  2l3to  New 

If  visual  contact  not  established  u[X)n  descent  to  authoriwd  l.»ndlnu  ri;lr:iinii!n:<   t  if  1  m  lin/  not  ,ir<x)mpi,.'<r.ti,  i  ir..  1.  .1  -in  1 

Int.     Hold  east,  i-minute  left  turns,  Inbnd  (ts  2S4'.  ^        ,  „ 

Caution-  Radar  tower  226'  M3L  0.7  mi  SW  approach  end  Ron*  ly  4. 

City,  Atlantic  City;  SUte,  S.J.  Airport  Nan.e.  N..a,n  d  A-"- Kacibtie,  ^--''--i -'- ^l-^^^.^.^r  '  ""'  ''^*-"  '  '  ''''''  '^""^^^  "°-  "''  '"  "^^ 


Buffalo  MHW 

WolcottsvUle  FM... 
Buffalo  VOR 


LOM 

LoM  iKuialJ 


Direct 
Direct. 


LOM Direct 


2000 

1900 
IBOO 


T-dn.... 
C-dn... 
8-dn-23. 
A-dn... 


300-1 
40O-1 
lOO-H 
600-3 


300-1 
SOO-i 

«»-3 


Mo-m 

lOO-M 


MakalHItuni, 


Procedure  turn  N  side  N  E  (ts  I).52^  Outbnd.  iTJ'  Inbnd.  rjiXf  within  10  ml  of  LO.M. 
Minimum  altitude  at  glide  slope  int  mbnd   IwjC.  ,  ^  „,i   .,  mm   o*y_  *  ml 

t^'^^^^.^Z'7r^^^iT.?.'^.tr^^rto  Zi^Z^ll^ilrZnl'^Ls'i.  .Tlin^d.ng'^lit'^m'.IIlihed.  climb  to  200./  on  ..  W  ..ILS  within  .0  mL 
precMd  4Jnet  to  BU  LO.M.    Hold  BU  LoM  right  turns,  1  uiluute,  ZUf  InbotL 
W  crs  Buffalo  LFR  within  10  ml. 

Cautio.n:  IMV  TV  lower  5  ml  WN  W  of  airi-irt.  „..  ,^  .     „  ».i,  e 

f.re.uer  IMlT.Io  I:.f,  rnational.  Kiev  ,  711',  Fac  Cla^i..  ILS.  Ident..  I  DUF,  Procedure  No   11.^^  23,  Amdt.  10,  Efl.  Date,  h  Fe6.« 
sup.  Amdt.  No.  0,  Datad.  23  July  U 


City,  Buffalo;  State,  N.Y  ;  Airport  Name,  '', 


I 

Friday,  February  2,  1962 


FEDERAL  REGISTER 

ILS  Btahdabb  IMBTEDUINT  APPROACH  Peoccodsk — Continued 
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Transitioa 


From—     I 


Cincinnati  VOR... 
NfW  Baltimore  Int 
LL-KLFR       

Dry  Rldft''  ^* 

OranU  Lick  Int.... 
Unlon  Int 


To- 


LOM 

LOM 

LOM 

Union  Int. 
Union  Int. 
LOM 


Coarse  and 
distance 


Direct. 
Direct. 
Direct. 
Direct. 
Direct. 
Direct. 


Minimom 

altitude 

(feet) 


2000 

2300 
2400 
2200 
2000 
2000 


CelUng  and  Tlalbillty  minimnm* 


Condition 


a^oglne  or 


T-dn.... 
C-dn... 
&-dn-36» 
A-dn.... 


eeknou 
or  lea 


800-1 

400-1 

200-H 

600-2 


MoretfasB 

66 


MO-1 
80IM 

aoe44 

60O-3 


Men  than 


80»-l4 

ooo-a 


Badar  transitions  and  vectoring  authorized  in  accordanoe  with  approved  radar  twttems.  .       ,    .     , 

Radar  terminal  area  transition  altitude»-aU  bearings  are  from  the  radar  site  with  sector  azimuths  progressing  clockwise: 

022*  to  106"— 2500*  Within  30  mUes. 

106°  to  022"— 2000*  within  15  miles. 

RsdM^MntroTwiu'pJo^de  100O'"ertlcal  clearance  within  a  3-mik  radius  or  500'  vertical  clearance  within  a  3-  to  5.mnc  (Inclusive)  radius  of  1120'obstruction  12  miles  NW 
"'  '^?SS'dure  turn  E  side  o(  crs,  180»  Outbnd.  360"  Inbnd,  2000*  within  10  ml. 

uS'^fSK'^Jid'dttS't^Spk^^dofrm.^^  ,  ,  ,.„»,.         T.     =.. 

H  v^al  «ntact  not^UblShedMon  dSSmtto  authorised  tending  mlnimums  or  if  landing  not  accomplished,  climb  to  2300'  on  crs  360O  to  the  New  Baltimore  Int    Hold 
north  imlnute  right  turns  186*  Inbnd,  006*  Outbnd. 
'400-^  required  with  glide  slope  Inoperative. 

ru.  rovlneton  State.  Ky.:  Airport  Name,  Greater  Cincinnati;  Elev.,  890';  Fac.  Class.,  ILS;  Ident.,  I-CVQ;  Procedure  No.  ILS-36,  Amdt.  12;  Efl.  Date,  17  Feb.  62;  Sup. 
t^iiy.  v,u»u6       .  '  Amdt.  No.  11;  Dated.  4  June  60 


Plnehurst  Int 

LMTVOR.-..  

IMLFR  ----- 

LMT  VOR  R-iei  30  ml  i>ME  FU. 


LFA  RBn. 
LFA  RBn. 
LFA  RBn. 
LFA  RBn. 


Direct. 
Direct. 
Direct. 
Direct. 


8000 
7500 
7600 
7500 


T-dn 

C-d%.... 
C-n%.... 
8-dn-32*- 
A-dn 


GOO-1 
800-1 
800-3 
80O-I 
1000-3 


eoo-1 

80O-1 

600-1 
1000-« 


800-1 
800-lJI 

BOO-1 
10004 


Procedure  turn  east  side  of  crs.  138"  Outbnd,  318"  Inbnd,  7500'  within  10  ml  of  LFA  RBn;  N'A  beyond  10  mL 

Alt7t'^d"e'^f'gmie'i!ot!e'2i.d'ffin«1?tS^^  <rf  runway  at  LFA  RBn.  7500'-10.5  mi;  at  OM  6070'-5.8  ml;  at  MM,  4350'-p.6  ml.  v    .    ,^.  »    u.* 

w  liVJmT  enn  art  not  cstablUhed  uDon  descent  to  authorUed  landing  mlnimums  or  if  landing  not  accomplished  within  0.0  mile  after  passing  LMM,  make  immediate  left 

H^bm^m  and  climb  vtaLM'T-vSR  U>  10,000'  at  Plnehurst  Int  or,  when  directed  by  ATC,  make  Immediate  left  dlmbtaf  torn  and  eUmfo  to 

800O'  on  R-2.^5  in  a  standard  1-minnte  holding  pattern,  all  turns  S  side  of  era. 
Note:  Narrow  local  Iter  cour» — 4°. 

?AirwmMS^'nts  oV^the?Ls1md'SueUted  alfbome  equipment  must  be  In  satLsfactory  operating  condition  when  executing  thU  approach  and  must  be  used. 
%Cavtion:  4000'  MSL  terraUi  1.8  ml  SE  of  airport, 
ntv  Klamath  Falb  State,  Oreg.;  Airport  Name,  KIngslcy  Field;  Elev..  4088';  Fac.  Class.,  ILS;  Ident..  I-LMT;  Procedure  .No.  ILS-32,  Amdt.  1;  Efl.  Date,  17  Feb.  62;  Sup. 
'•  '  Amdt.  No.  Orlg.;  Dated,  8  Apr.  61 


Radar  vectors  to  flnarapproach  course  utlllzbis  Long  Beach  Radar  authorized  In  accordance  with  approved  patterns. 

Proc»'dure  turn  NA.  .     .       -     .  ..         ,.«.^ 

Minimum  altitude  over  Compton  Int*  on  final  approach  ors,  1800'. 
Crs  an<l  distance,  Compton  Int*  to  airport,  120°— 6.5  mL 

if'lSi'i'i?  ^mLt  not  eaublished  uDon  decent  to  authorUed  landing  mlnimums  or  if  landing  not  accomplished  within  5  5  ml  of  Compton  Int.*  cltob  ^  the  88  crs  of*e 
localiLrTloS^Xt^r^pt^d  ploSed^U  tK°^^^^  Int  at  1500'  or,  when  directed  by  ATO.  climb  via  the  8E  crs  of  the  localizer  to  leoo' «id  proceed 

^   Caution   MO'  hiU  with  oil  derricks  1  mile  south  of  airport,  all  maneuvering  and  circling  shaU  be  accomplished  north  of  field. 
MOO-l  required  for  Ukeofl  on  Runways  16L,  25L,  34R:  600-m  required  for  takeoff  on  Runway  16R. 
•Compton  Int;  Int  NW  (back)  crs  LOB  ILS  and  042*  bmg  to  Dow  RBn. 

City  Ung  Beach;  State,  Calif;  Airport  Name,  Long  Beach  Municipal;  Elev    58';  Fac  Class.  ILS;  Ident.  I-LQB;  Procedure  No.  ILS-12,  Amdt.  1;  Efl.  Date,  17  Feb.«2;  Sup. 

Amdt.  No.  Orlg.;  Dated,  6  Jan.  62 


BP8-V0R... 
Henrietta  Int 


LOM. 
LOM. 


114-8.2.. 
Direct. - 


3000 
2100 


T-dn... 
C-dn.-- 
8-dn-38. 
A-dn... 


300-1 
600-1 
200-m 
600-2 


300-1 
600-1 
200-«| 

aoo-2 


300-M 
800-lH 

aoo-H 

aOB-3 


Procedure  turn  E  side  of  crs,  148*  Outbnd.  828"'  Inbnd,  2300'  within  10  miles     Nonstandard  diie  obstructions  west. 

ff'S  1^^  tr<^^^^Vn''^^^^^t^^^^<^^fi^^rn'u^^  T^rlZ'S.^'L^i  ^^'m'^shed,  climb  te  3000'  on  NW  crs  ILS  within  20  mll«.  or.  wh« 
directed  by  ATC,  turn  rl^t,  climb  to  3000*  on  crs  000*  within  30  miles. 

City.  Wichita  Fall..,  State.  Tct.;  Airport  Name,  Shcpplird  Air  Force  Base-Municipal;  Elev.  1015';  Fac^ Class    ILS;  Ident..  I-SPS;  Procedure  No.  IL8-33,  Amdt.  4;  Efl.  Dat^ 

,  17  Feb.  62;  Sup.  Amdt.  No.  3;  Dated,  28  Oct.  61 
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RULES  AND  REGULATIONS 


6.  The  radar  procedures  prescribed  In  S  609.500  are  amended  to  read  In  part: 


Radar  Stamdabd  IssTRmiNT  approach  I'RfX-iDUM 

B«rlnis  h««dln,9.  eoun«  and  miMs  rt*  magneUc  Elevations  and^tiluaea  are  In  f.^t,  MSL.  O.llng.  arc  In  (,xn  aUn .  a.r,  ort  eWnatlon.  DbUn^.s  are  In  n.ul.oal 
miles  anJMi  ithenrtoe  todk»Ud.  eicepl  '•^^lUtles  which  r«  in  sutute^^^^  a<-«,r,l«r<v  »  1th  the  tollowlnf  Iwitr.inient  procwlure .  unW«  an  apprwwh  Is  condueUrf 

If,  rMter  iMtrmnent  appro^h  Is  conducted  at  l^*^*"* '\»™«^''r^P"'^; '' *?'^^^^^^^^  A  vUtlon  ARoncy.  Initial  aporoacliea  shall  be  made  over  ipe^ 
in  aceorduioe  with  a  dlflertnt  pro«dure  lor  »»<^»>,,'J^^*"}^°  ''L''' ^^^^^  ',  'he  nrrtkuljrro;  o°  as  s.-t  hrth  l«-low.  V<«ltive  Identification  must  biiSS 
root-.  M}^^^*^*»'^<»l^i?^^l^^  Z,^'t^Tnt^XlZriulhor^^^^  'n.,truct.on.s  ol  the  radar  a.ntn.ller  are  mandatory  except  wh« 
Itahed  with  the  r*<tor  OontroAr^  J'^^i'^n^rL^h^ror^ft,™  d^nt  W  ?he  »utd^"  \lwUw  mm.mums.  or  (B)  at  pllm  .  .lis<Tetmn  .(  ,t  »pi>ears  desirable  to  dlsconUna. 
(A)  Ttewkl  oont»ct  IS  «rt»bhahed  on  ""»' •PF'»<=j' »' °[J^  '  „,ilU..l  approach  shall  be  eiecut.xl  as  provuitxl  U-low  when  (A)  communication 
i^;£Sr^SSi2rE.*ta^*»»^^hS  *^nS*d^^^^  ^haH'  ^'.'<>-^  J-'n*^,  a  surveUlan..  appr,-»ch;  ,»,  directed  by  radar  controller; 
?C)^tairPSS?^  to^^blShed^u  dSSnt  to  aXnUl  ^nd.n«  m.nuruun.,  ,.r  .1).  .(  landm^  .s  n.,t  accompUsh.sl. 


TraruUion 


('(■illnft  and  visibility  mlnlmums 


From— 


Course  Mid 
dblaiiiv 


Mmlmuni 
altitiiclo 


t'ori'litiim 


I-englne  or  leas 


fti  knots 
or  W'M 


More  than 
UknoU 


More  than 
3-encine, 

more  thao 
A6  knoti 


•eo* 

All  sectors 


030* 


Wut.lii 
31  nil 
10  ml 


1»>0  .- 


Survi  lUunr*'  approach 


T  dn* 
(•  dn* 
S  <lnV 
A   dn* 


3orv  1 

300-1 

4rt>-l 

.WO-1 

4(«)-l 

44)0-1 

H«)0-'i   1 

H0O2 

8  <ln   11     

8  <iii  4.  :u 

A  <ln   13,  4,  31 


I'roi  isiiin  approach 


1 

3i«>  H 
60O  2  I 


200  SI 

am  »4 

flOO-2 


aoo-v, 
soo-14 

400-1 
800-2 


200-4 

300-H 
800-2 


IU«1«  terminal  area  transition  altitudes-all  bearing  from  th.-  radar  ^lu-  *''^,,^^;''V,"''::;;''';f;[''^:';;-;;V"^^  4  ,,,\  13    M  >k    .  1,  ft  climt.inp  turn  to  IW  on 

IfVSalJomitact  not  established  upon  d..scent  to  »"thorl..d  Und  Ihk  ...m>nni,      ■  r  if  1 .  dm.  -,  .t^  w^  ,         *,    v.        ,  (   V  N  \  ■  -R  K  213  to  NrM-o  Int,  hold  east 

CYN  VCR  R-313  to  Ne«»  Int.  hold  efcit,  l-minut.-  l.'ft  turns  Iiibnd  cr.  JM        K'iin»*j  31     Mak.   rii^ni  .  iiiiu  iru  uini 

l-mtoute  left  turns.  Inbnd  crs  »4^  .   ,.^.  r, 

Caution:  Radar  tower  226'  msl  0  7  ml  hW  Runway  4. 


All  sectors. 


R.idir-itC Within  .iMid 


2.V10 


rrv<l>l(in  approach 


T  tin.  ... 
('  dn 
8  -dn  JWl.. 
A  dn  2yl. 


300  1 

300  1 

.V10  1 

800-1 

3<I0  '4 

300-«*' 

7(K)  2 

700  2  1 

8urMiUuice  appro.ich 


T^lM       -. 

C-dnl  . 
(•  dn  22- 
8^n#  -. 
8-dn  22. 
C-dn  4.. 
8  dn  4  . 
A  dn... 


3(10  1 

300  1 

.'410-1 

.VMM 

ti<M>-l 

600^1 

4<lO  1 

400  1 

fillO-l 

600  1 

5«X>  1 

•VIOl 

.MIO  1 

60O-1 

0OO-2 

800  2 

300-4 
500-14 
300-H 
70O-2 


200-4 

soo-14 
floo-14 

400  1 

ooo-i 

600-14 

800-1 
800-2 


f/'^SS^ciili^t^H- established  upon  d.->c.nt  to  .uthorl.C  Uwulin,  mu.u,..,n-  or  .  1  .ulln,  n,„  ..vonu-h^hnl.  clln,.,  ,0  2.--.r  on  N  W  cr-  U..  to  Int.  K  -1  MSP-XOR 
*"^n  MS.";"c?l!SbS  t''j;n'! Illmb  to  2.^  on  .-rs  of  24P  within  .^2  mil.  s 

gi.'^'^«': 'oVaTp'ri^acrt^Vura^  >'Vowi-W  -MM,  ..nnl  ^ .  !  .  ..r.,.-U,.r  .,  .  .dw-.d  ,.  ..n.  , r  ,...,..  ,1  2  ',  nn,..  froni^pio.i.h  Hid  Runway 

City,  Mlnneapoli-s;  State,  Minn  :  Airport  N  inv.  Mum..  .,.ol,-  ^t.^^l_.,U  ^X'^^X^^^ll^,' ^_  '^    IM,  2  H.pt.  »il 
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G.  8.  MooRF, 
Acting  Director.  Flight  Standards  Service. 

(F.R.  Doc  62-596;  Piled.  Feb   1,  1962;  8  45  ajd] 
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Title  49— TRANSPORTATION 

Chapter  I — Interstate  Ceounerctt 
Commission 

SUBCHAPTER   A— OENEtAL  RULES  AND 
REGULATIONS 

[S.O.  938.  Amdt.  3] 

PART  95— CAR  SERVICE 

Annulment  of  New  York  Central 
Railroad  Company  Emborgo 

At  a  general  session  of  the  Interstate 
Commerce  Commission,  held  at  Its  of- 
fice In  Washington.  D.C..  on  the  28th 
day  of  January  A.D.  1962. 

Upon  further  consideration  of  Service 
Order  No.  938  (26  P.R.  8249.  8980.  9132, 
10097) .  and  good  cause  appearing  there- 
for: 

/tw  ordered.  That: 

In  S  95  938(a)  Annulment  of  The  Hew 
York  Central  Railroad  Company  Em~ 
l)argo.  Service  Order  No.  938,  be  and  it 
is  hereby  amended  by  substituting  the 
following  paragraph  (c)  for  paragraph 
(c)  thereof. 

(c)  Expiration  date.  This  section 
shaU  expire  at  11:59  pjn.,  April  1,  1962, 
unless  otherwise  modified,  changed, 
suspended,  or  annulled  by  order  of  this 
Commission.  | 

Effective  date.  This  amendment  shall 
become  effective  at  11:59  pin.,  January 
31.  1962. 

(Sees.  1,  12.  15.  24  SUt.  379.  383,  384.  as 
amended;  49  U.S.C.  1.  12.  15.  Intopreta  or 
applies  sees.  1(10-17),  15(4).  40  Stat.  101, 
u  amended,   54  Stat.   911;    49  UjB.C.   1(10- 

17).  16(a)) 

It  is  further  ordered.  That  copies  of 
this  amendment  shall  be  served  upon 
The  New  York  Central  Railroad  Com- 
pany and  upon  the  Association  of  Ameri- 
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can  Railroads,  Car  Service  Division,  as 
agent  of  the  railroads  subscribing  to  the 
ear  service  and  per  diem  agreement 
under  the  terms  of  that  agreement;  and 
tliat  notice  of  this  order  shall  be  given 
to  the  general  public  by  depositing  a 
copy  in  the  office  of  the  Secretary  of 
the  Commission  at  Washington,  D.C., 
and  by  filing  it  with  the  Director,  Office 
of  the  Federal  Register. 

By  the  Commission. 

[SEAL]  Harold  D.  McCoy, 

Secretary. 

[P.B.    Doc.   62-1099;     Piled.    Peb.     1.     1962; 
8:47  a.m.] 


Title  50— WILDLIFE  AND 
FISHERIES 

Chapter  I — Bureau  of  Sport  Fisheries 
and  Wildlife,  Fish  and  Wildlife 
Service,  Department  of  the  Interior 

PART  33— SPORT  FISHING 

Colusa  National  Wildlife  Refuge, 
California 

The   following    special    regrulation   is 
issued  and  is  effective  on  date  of  publica- 
tion in  the  Federal  Register. 
§  33.5      Special    regulations ;    sport    fish- 
ing;   for   individual   wildlife   refuge 


California 

colusa  national  wildlife  refuge 

Sport  fishing  on  the  Colusa  National 
Wildlife  Refuge,  California,  is  permitted 
only  on  the  areas  designated  by  signs  as 
open  to  fishing.  This  open  area,  com- 
prising 25  acres  or  less  than  1  percent  of 
the  total  area  of  the  refuge,  is  delin- 
eated on  a  map  available  at  the  refuge 
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headquarters  and  from  the  office  of  the  ' 
Regional    Director,    Bureau    of    Sport  r 
Fisheries  and  Wildlife,  1002  Northeast 
Holladay  Street,  Portland  8,  Greg. 

Sport  fishing  is  subject  to  the  follow- 
ing conditions: 

(a)  Species  permitted  to  be  taken: 
Catfish,  bass,  frogs,  and  other  minor 
species  permitted  under  State  rcsulA- 
tions. 

(b)  Open  season:  All  fish — ^February 
1,  1962,  through  December  31,  1962,  ex- 
cept closed  during  migratory  waterfowl 
hunting  season.  Frogs — ^Iffarch  1,  1962. 
through  November  30, 1962,  except  closed 
during  migratory  waterfowl  hunting 
season. 

(c)  Daily  creel  limits:  Catfish — not 
more  than  15  fish  nor  more  than  15 
pounds  and  1  fish.  Irrespective  of 
weight,  3  catfish  may  be  takoi.  Baas — 
5  bass  may  be  taken.  Frogs — 24  frogs. 
Plus  other  creel  limits  for  minor  q;>ede8 
as  are  prescribed  for  State  regulatfama. 

(d)  Methods  of  fishing: 

1.  Tackle:  Line,  or  rod  and  line.  In 
hand  or  closely  Attended.  Frogs  may  alio 
be  taken  with  q;>ears  or  dip  net. 

2.  Boats:  The  use  of  boats  without 
motors  is  permitted. 

(e)  Other  provisions: 

1.  The  provisions  of  this  special  regu- 
lation supplement  the  regulatims  which 
govern  fishing  on  wildlife  reftige  areas 
generally  which  are  set  forth  in  TiUe  50, 
Code  of  Federal  RegulatUms,  Part  33. 

2.  A  Federal  permit  is  not  required  to' 
enter  the  public  fishing  area. 

3.  The  provisions  of  this  special  regu- 
lation are  effective  to  January  1. 1963. 

J.  T.  Babmabt, 
Acting  Regional  Director,  Bureau  of 
Sport  Fisheries  and  WUdUfe. 

Jantjakt  25, 1962. 

(P.R.    Doc.    63-1090:    Piled,    Peb.    1,    1963; 
8:46  ftin.] 


Proposed  Rule  Making 


DEPARTMENT  OF  AGRICULTURE 

Agricultural  Stabilization  and  Conser- 
vation  Service 

[7  CFR   Part  815  1 

MAINLAND  AND  LOCAL  SUGAR 

Notice  of  Hearing  on  Proposed  Allot- 
ment of  Quotas  for  Puerto  Rico  for 
Six-Month  Period  Ending  June  30, 
1962 

Pursuant  to  the  authority  contained 
In  the  Sugar  Act  of  1948.  as  amended 
(61  Stat.  922.  as  amended),  hereinafter 
called  the  "Act",  and  in  accordance  with 
the  applicable  rules  of  practice  and  pro- 
cedure (7  CFR  801.1  et  seq.> ,  and  on  the 
basis  of  information   before  me.   I   do 
hereby   find    it    necessary    to   allot    the 
BVigar  quotas  for  Puerto  Rico  for  con- 
sumption   In    the    continental    United 
States,  as  established  in  Part  811  (26  PR. 
9051.  11963).  and  for  local  consumption 
in  Puerto  Rico,  as  established  In  Part 
812   (26  FH.  11838.  12677)    for  the  six- 
month    period    ending    June    30.    1962. 
Allotment  of  these  quotas  appears  neces- 
sary in  order  to  prevent  disorderly  mar- 
keting and  importation  of  sugar  and  to 
afford  all  interested  persons  an  equitable 
opportunity  to  market  sugar  in  the  con- 
tinental United  States  and  Puerto  Rico 
within  the  respective  quotas.     Accord- 
ingly, notice  is  hereby  given  that  a  public 
hearing  will  be  held  at  Santurce.  Puerto 
Rico,  in  the  Conference  Room.  Caribbean 
Area  ASCS  OfHce,  Segarra  Building,  on 
February  21.  1962.  at  10:00  a.m.    As  used 
herein,  the  term  "mainland  quota"  is 
used  in  reference  to  the  quota  for  con- 
sumption   in    the    continental    United 
States  and  the  term  "local  quota"  is  used 
in  reference  to  the  quota  for  local  con- 
sumption in  Puerto  Rico. 

The  piuT)Ose  of  such  hearing  is  to  re- 
ceive evidence  to  enable  the  Secretary 
of  Agriculture   to  make   fair,   efflcient. 
and  equitable  allotments  of  the  mainland 
and  local   quotas   among   persons  who 
produce  and  market  Puerto  Rican  sugar 
to  be  brought  into  the  continental  United 
States  for  consumption  therein,  and  who 
produce  and  market  Puerto  Rican  sugar 
for  local  consimaption   in  Puerto  Rico. 
The  findings  made  above  are  in  the 
nature  of  preliminary  findings  based  on 
the  best  information  now  available.    It 
will  be  appropriate  to  present  evidence 
at  the  hearing  on  the  basis  of  which  the 
Secretary    of    Agriculture    may    affirm. 
modify,  or  revoke  such  preliminary  find- 
ings and  make  or  withhold  allotment  of 
any  such  quotas  in  accordance  therewith. 
In  addition,  the  subjects  and  issues  of 
this  hearing  also  include :  ( 1)  The  man- 
ner in  which  the  statutory  factors  "proc- 
essings    from     proportionate     shares." 
"past  marketings,"  and  "abiUty  to  mar- 
ket" as  provided  in  section  205(a)  of  the 
Act,  should  be  measured;  (2)   the  rela- 
tive weightings  that  should  be  given  to 
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these  factors;  <3>  participation  in  the 
allotments  by  producers  of  sugarcane 
who  received  sugar  in  settlement  there- 
for: (4 1  the  tran.sfer  of  allotments  or 
exchange  of  mainland  for  local  allot- 
ments or  local  for  mainland  allotments; 
and  <5)  the  manner  in  which  sugar  is  to 
be  charged  to  allotments. 

Notice  also  is  given  hereby  that  it  will 
be  appropriate  at  the  heann'j;  to  present 
evidence  on  the  basis  of  which  the  Sec- 
retary may  revise  or  amend  the  allot- 
ment of  the  quota  for  the  purposes  of: 
( 1 1  Allotting  any  increase  or  decrease 
in  the  mainland  or  local  quota  for  Puerto 
Rico;  (2)  allotting  any  deficit  in  the  al- 
lotment for  any  allottee;  and  (3)  sub- 
stituting revised  estimates  of  data  or 
final  actual  data  for  estimates  of  such 
data  wherever  estimates  arc  used  in  the 
formulation  of  an  allotment  of  a  quota. 

Done  at  Washington.  DC  .  this  29th 
day  of  January  1962. 

Orvule  L    Freeman. 

Secretary. 

[PR      Doc      62   1096.     Piled.    Feb.     1.     1962; 
8  46  am  | 

DEPARTMENT  OF  THE  TREASURY 

Bureau   of   Customs 


[19  CFR   Part  2  1 

MEASUREMENT     OF     VESSELS     AND 
SPECIAL    EXEMPTED    WATER-BAL- 
LAST SPACES 
Notice  of  Proposed   Rule   Making 

A  notice  of  proposed  rule  making  set- 
ting forth  a  proposed  amendment  to 
§  2.43(g)  of  the  Customs  Regulations  (19 
CFR  2.43 (g>  »  was  published  in  the  Fed- 
eral Register  for  Tuesday.  July  25,  1961 
( 26  F.R.  6624  > .  Comments  were  invited 
to  be  submitted  within  30  days  after 
publication. 

Numerous  comments  received  with  re- 
spect to  the  proposed  amendment  point 
to  a  need  for  further  clarification  of  the 
conditions  under  which  water-ballast 
exemptions  may  be  allowed. 

Apart  from  special  provisions  relating 
to  double  bottoms,  section  4153  of  the 
Revised  Statutes,  as  amended  (46  U.S.C. 
77 ) ,  permits  the  exemption  of  any  space 
which  is  adapted  only  for  water  ballast 
and  which  Is  certified  not  to  be  available 
for  the  carriage  of  cargo,  stores,  supplies, 
or  fuel.  Section  2.43(g)  of  the  Customs 
Regulations  (19  CFR  2.43(g))  specifies 
the  conditions  of  adaptation  which  must 
be  met  in  order  to  permit  such  a  cer- 
tification to  be  made.  These  conditions 
have  to  do  with  such  matters  as  filling 
and  discharging  water-ballast  spaces  by 
piping  and  pumping  arrangements  which 
are  Independent  of  the  pipes  and  pumps 
serving  spaces  for  the  carriage  of  cargo, 
stores,  supplies,  or  fuel ;  restrictions  upon 
the  means  of  access  to  water-ballast 
spaces;  and  construction  of  those  spaces 
as  an  integral  part  of  the  vessel's  hull. 


Heretofore,  adaptation  of  a  given  space 
in  such  a  manner  as  to  render  it  non- 
available  for  cargo,  stores,  supplies,  or 
fuel  and  the  absence  of  any  indication 
that  the  space  was  to  be  used  for  a  pur- 
pose  other  than  the  carriage  of  water 
ballast  were  deemed  to  be  a  sufficient 
compliance  with  the  statute. 

However,  recent  admeasurement  cases 
reviewed  by  the  Bureau  Indicate  an  In- 
creasing tendency  to  claim  water-ballast 
exemption  for  abnormally  large  volumes 
which,  even  though  adapted  so  as  to  be 
nonavailable  for  cargo,  stores,  supplies, 
or  fuel,  are  so  excessive  as  to  lead  to  the 
consclusion  that  they  are  adapted  for 
some  purpose  other  than  for  water  bal- 
last only  as  prescribed  by  law.  Further- 
more, in  some  of  these  cases  safety  or 
other  considerations  have  resulted  in  s 
prohibition  against  filling  the  spaces  with 
water  at  any  time  while  the  vessel  is 
under  way. 

In  the  Bureau's  opinion,  the  statutory 
language  "adapted  only  for  water  bal- 
last" requires  that  consideration  be  given 
to  the  function  of  water  ballast  in  rela- 
tion to  the  operation  of  a  vessel  and  such 
space   carmot   be    said    to   be   "adapted 
only  "  for  water  ballast  unless  the  space 
is  necessary,  and  available  at  all  times, 
to  serve  the  primary  purpose  of  water 
ballast;  I.e..  to  afford  a  means  of  main- 
taining satisfactory  stability,  trim,  and 
immersion  under  varying  conditions  of 
the  vessel's  operation.    It  Is  the  Bureau's 
intention  to  add  this  test  to  the  existing 
regulatory    conditions    precedent    to   a 
water-ballast  exemption,  with  a  further 
provision  for  review  and  approval  by  the 
Commissioner  of  Customs  in  any  case  In 
which  the  space  claimed  for  exemption 
exceeds  30  percent  of  the  vessel's  gross 
tonnage  calculated  without  any  allow- 
ance for  water  ballast. 

Accordingly,  the  original  proposal  Is 
withdrawn,  and  notice  is  hereby  given, 
pursuant  to  section  4  of  the  Administra- 
tive Procedure  Act  (5  U.S.C.  1003).  that 
under  the  authority  of  section  4  of  the 
Act  of  March  2.  1895.  as  amended  (4« 
use.  79) ,  It  is  proposed  to  amend  §  2.43 
( g  t  of  the  Customs  regulations  by  num- 
bering the  subparagraphs  therein  as  (1) 
and  (2)  to  conform  to  the  numbering 
now  assigned  in  the  Code  of  Federal 
Regulations  (19  CFR  2.43(g))  and  by 
the  addition  of  the  following  new  sub- 
paragraph: 

<3)  No  space  will  be  deemed  to  be 
adapted  only  for  water  ballast  unless 
the  Bureau  Is  satisfied  that  the  primary 
purpose  of  the  space  is  to  afford  a  means 
of  maintaining  satisfactory  stability, 
trim,  and  Immersion  under  varying  con- 
ditions of  the  vessel's  operation  and  that 
the  space  claimed  for  exemption  Is  neces- 
sary to  and  available  at  all  times  for 
this  purpose.  Any  application  for  ex- 
emption of  water-ballast  space  in  exceas 
of  30  percent  of  the  vessel's  gross  tonnage 
calculated  without  any  allowance  for 
water  ballast  shall  be  submitted  for  »9- 
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oroval  to  the  Commissioner  of  CvaUxaaa, 
Accompanied  by  a  statement  in  writing 
from  the  vessel  owner  or  his  representa- 
tive as  to  the  special  circumstances  of 
use  or  construction  of  the  vessel  which 
make  such  an  extensive  allowance  neces- 
sary and  proper  and  verifying  that  all 
conditions  specified  in  this  paragraph 
have  been  and  are  met.  Any  change  in 
the  facts,  on  the  basis  of  which  a  water- 
ballast  exemption  is  granted  under  this 
section  shall  be  promptly  reported  to  the 
collector  of  customs  for  his  determina- 
tion as  to  whether  there  has  been  a 
change  In  the  use  of  spaces  requiring  an 
adjustment  of  tonnage  under  S  2.64. 

Prior  to  the  final  adoption  of  the 
amendment,  consideration  will  be  given 
to  any  relevant  data,  views,  or  argu- 
ments, which  are  submitted  in  writing  to 
the  Conunissioner  of  Customs.  Btireau  of 
Customs,  Washington  25,  D.C.,  and  re- 
ceived not  later  than  30  days  from  the 
date  of  publication  of  this  notice  in  the 
Pbdkral  Register.  No  hearing  will  be 
held. 

[seal]  Phiiip  Nichols.  Jr.. 

Commissioner  of  Customs. 

Approved:  January  22,  1962. 

Jakes  A.  Reed, 
Assistant  Secretary  of  the  Treamry. 

[P.R.    Doc.    62-1102:    Piled,    Feb.    1.    1962; 
8:47  ajn.] 

DEPARTMENT  OF  HEALTH,  EDU- 
CATION, AND  WELFARE 

Food  and  Drug  Administration 

[  21    CFR  Part  121  1 

FOOD  ADDITIVES 

Notice  of  Filing  of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food,  Drug,  and  Cosmetic  Act  (sec. 
409(b)(5),  72  Stat.  1786;  21  U.S.C.  348 
(b)(S)).  notice  is  given  that  a  petition 
(FAP  664)  has  been  filed  by  American 
Cyanamld  Co.,  P.O.  Box  383.  Princeton, 
N.J.,  proposing  the  issuance  of  a  regula- 
tion to  provide  for  the  safe  use  of  chlor- 
tetracycllne  at  levels  of  10  milligrams 
per  gram  of  medicated  feed  for  treat- 
ment of  psittacosis  in  psittaclne  birds. 

Dated:  January  29.  1962. 

J.  K.  KXRK, 
Assistant  Commissioner 
of  Food  and  Drugs. 

|P.R.    Doc.    62-1109;     PUed.    Feb.    1,    1962; 
8:48  am.] 


FEDERAL  REGISTER 

In  accordance  with  S  121.52  With- 
drawal of  i>etitions  without  prejudice  of 
the  procedural  food  additive  regulations 
(21  CFR  121.52).  American  Cyanamid 
Co.,  Post  OfHce  Box  383,  Princeton,  N.J., 
has  withdrawn  its  petition  (FAP  180), 
published  in  the  Federal  Register  of 
March  22.  1961  (26  F.R.  2413) ,  proposing 
the  issuance  of  a  regulation  to  provide  for 
the  safe  use  of  chlortetracycline  and 
sulfamethazine  with  vitamins  for  the 
treatn^ent  of  bacterial  calf  scours. 

The  withdrawal  of  this  petition  is 
without  prejudice  to  a  future  filing. 

Dated :  January  25, 1962. 

J.  K.KlRK. 

Assistant  Commissioner 
of  Food  and  Drugs. 

(PJl.    Doc.    62-1110;     Piled,    Peb.    1.    1962; 
8:48  a.m.] 


[  21    CFR  Part  121  1 

FOOD  ADDITIVES 

Notice  of  Withdrawal  of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food,  Drug,  and  Cosmetic  Act  (sec. 
409(b),  72  Stat.  1786;  21  UB.C.  348(b)), 
the  following  notice  is  issued: 


[21    CFR  Part   121  1 

FOOD  ADDITIVES 

Notice  of  Filing  of  Petitions 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food,  Drug,  and  Cosmetic  Act  (sec. 
409(b)(5).  72  Stat.  1786;  21  n.S.C.  348 
(b)(5)),  notice  is  given  that  petitions 
(FAP  519,  524)  haVe  been  filed  by  Cere- 
vislae  Yeast  Institute,  30  North  LaSalle 
Street,  Chicago  2,  111.,  proposing  the  is- 
suance of  a  regulation  to  provide  for  the 
safe  use  of  primary  dried  yeast  and  dried 
yeast. 

Dated:  January  29, 1962. 

J.  K.  Kirk, 
Assistant  Commissioner 
of  Food  and  Drugs. 

[Fit.    Doc.    62-1111;     PUed,    Peb.    1,     1962; 
8:48  a.m.] 

FEDERAL  COMMUNICATIONS 
COMMISSION 

[  47  CFR   Part  3  1 

[Docket  No.  14421  etc.] 

TABLE  OF  ASSIGNMENTS  FOR  TELE- 
VISION BROADCAST  STATIONS  IN 
FLORIDA,  KENTUCKY,  AND 
GEORGIA 

Ordor  Extending  Time  for  Filing  Com- 
ments and  Reply  Comments 

In  the  matter  of  amendment  of 
9  3.606  Table  of  assignments.  Television 
Broadcast  Stations,  State  of  Florida, 
State  of  Kentucky,  State  of  Georgia; 
Docket  No.  14421  (RM-235) ,  Docket  No. 
14396  (RM-274).  Docket  No.  14409 
(RM-290). 

1.  On  January  23,  1962  (FCC  62-96) , 
the  Commission  extended  the  time  for 
filing  comments  and  reply  comments  in 
Docket  14229,  Dockets  14239-14246,  and 
Dockets  14231-14238  to  February  19, 
19M,  and  March  23,  1962,  respectively. 

2.  The  proposals  which  are  under 
consideration  in  the  above-captloned 
proceedings  are  intimately  related  to  the 
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general  UHF  proceeding  in  Dodcek 
14229  and  are  being  considered  con- 
currently with  that  docket.  The  Com- 
mission is  of  the  opinion,  therefore.  tb*t 
the  time  for  filing  comments  and  rtspllj 
comments  on  the  requests  to  reaerve 
UHF  channels  for  hon-commerdal  edu- 
cational use  In  Florida,  Kentucky,  and 
Georgia  should  also  be  extended  to 
February  19,  1962,  and  Bforch  23,  1962. 
respectively. 

3.  Accordingly,  it  is  ordered.  That  the 
time  for  filing  comments  and  reply  com- 
ments in  Docket  14421,  Docket  14896. 
and  Docket  14409  is  extended  to  Febru- 
ary 19,  1962,  and  Bilarch  23,  1962,  re- 
spectively. 

Adopted:   January  29,   1962. 

Released:  January  30,  1962.  "^ 

Federal  Coiocumications 

COMmSSION, 

[seal]         Ben  F.  Waple, 

Acting  Secretary. 

[F.R.    Doc.    62-1127;    PUed,    Peb.    1,    1982; 
8:50  ajn.] 


[  47  CFR  Part  3  ] 

[Docket  No.  12946] 

TABLE  OF  ASSIGNMENTS  FOR  TELE- 
VISION  BROADCAST  STATIONS  IN 
CALIFORNIA  AND  NEVADA 

Order  Extending  Time  to  Respond  to 
Petition  for  Reconsideration  and  to 
Reply  to  Responses 

In  the  matter  of  amendment  of  S  3.606. 
Table  of  assignments.  Television  Broad- 
cast Stations,  San  Francisco  and  Sacra- 
mento, Calif.,  and  Reno,  Nev.;  Docket 
No.  12946. 

1.  The  Commission  has  before  it  for 
consideration  two  requests  from  parties 
to  the  above-entitled  proceeding  for  an 
extension  of  time  for  filing  pleadings. 
One,  by  Capitol  Television  Co..  Inc.. 
Sacramento,  Calif.,  filed  January  22. 
1962,  seeks  a  30-day  extension  of  the 
January  19,  1962,  deadline  for  filing  re- 
sponses to  the  petition  for  reconsidera- 
tion filed  by  S.  H.  Patterson.  San  Fran- 
cisco, Calif.,  on  December  22. 1961.  The 
other,  filed  on  January  23, 1962.  by  8.  H. 
Patterson,  seeks  to  have  the  time  for  the 
filing  of  pleadings  in  reply  to  responses 
directed  to  its  petition  for  reconsidera- 
tion extended  to  February  13, 1962. 

2.  The  Commission  has  heretofore 
granted  one  extension  of  time  for  re- 
sponding to  the  Patterson  petition  for 
reconsideration.  The  deadline  for  filing 
such  responses  was  extended  frcmi  Jan- 
uary 2,  1962,  to  January  19,  1962,  by  the 
Commission's  Order  of  January  5,  1962, 
released  January  8, 1962  (14875) .  Capitol 
Television  asserts,  however,  that  it  did 
not  receive  the  Commission's  letter  ad- 
vising of  this  time  extension  imtil  Jan- 
uary 12,  1962,  and  that  it  has  never  re- 
ceived a  copy  of  the  petition  for  recon- 
sideration itself.  It  urges  that  it  needs 
the  additional  30-day  extension  it  sedcs 
to  obtain  a  copy  of  the  Patterson  petition 
and  to  prepare  and  file  its  response. 

3.  S.  H.  Patterson  states  that  he  re- 
quires additional  time  to  consida'  the 
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factual  allegations  and  engineering  data 
of  the  several  oppositions  addressed  to 
his  petition  for  reconsideration.  He  also 
advises  that  all  the  parties  with  opposi- 
tlODS  on  file  have  consented  to  the  ex- 
tension he  requests. 

4.  The  circtimstances  upon  which  Cap- 
itol   Television    predicates    its    request 
for  a  fxirther  30-day  extension  are  not 
persuasive.    The  Patterson  petition  for 
reconsideration  has  been  on  file  since 
December  22.   1961.  and  the  petitioner 
does  not  indicate  that  it  made  any  effort 
to  obtain  a  copy.    The  onus  is  upon  a 
party  to  a  rule  making  proceeding   to 
obtain    copies    of    the    petitions     and 
comments  filed  by  other  parties  in  the 
proceeding  in  which  it  is  interested.    The 
Commission  does  not  furnish  them  and 
the  rules  do  not  require  parties  to  a  rule 
making  proceeding   to   serve   copies   of 
their  comments  and  pleadings  upon  other 
parties  in  the  proceeding  generally  ex- 
cept in  the  case  of  responses  to  petitions 
for  rule  making  and  replies  thereto  i  see 
i  1.204  of  the  rules).    However,  since  it 
appears   that   Capitol    may    have    mis- 
takenly assumed  that  it  would  be  fur- 
nished a  copy  of  the  Patterson  petition, 
and  it  does  not  appear  that  it  would  un- 
duly delay  our  disposition  of  the  peti- 
tion or  be  prejudicial  to  other  parties,  we 
are  persuaded  that  a  further  extension 
to  February  12.  1962.  should  be  allowed 
for  responding   to   the   Patterson   peti- 
tion. 

5.  In  light  of  the  number  of  opposi- 
tions filed  to  the  Patterson  petition  for 
reconsideration  and  the  matters  raised 
therein,  the  extension  of  time  requested 
by  Patterson  for  replying  to  them  ap- 
pears to  be  clearly  warranted.  However, 
with  the  filing  date  for  responding  to  its 
petition  extended  to  February  12.  1962, 
we  believe  a  further  extension  of  the 
reply  period  to  February  26,  1962,  is  rea- 
sonable imder  the  circumstances. 

6.  Accordingly,  it  is  ordered.  This  26th 
day  of  January  1962.  that  the  above- 
mentioned  petitions  of  Capitol  Television 
Co.,  Inc.,  and  S.  H.  Patterson  are  granted 
to  the  extent  ordered  herein,  and  that 
the  time  for  filing  responses  to  the  Pat- 
terson petition  for  reconsideration  is  ex- 
tended from  January  19,  1962.  to  Feb- 
ruary 12,  1962.  and  the  time  for  filing 
replies  to  such  responses  Ls  extended  to 
February  26. 1962. 

6.  This  action  is  taken  pursuant  to  au- 
thority found  in  sections  4(1),  5(d>(l), 


PROPOSED  RULE  MAKING 

and  303<r)  of  the  Communications  Act 
of  1934,  as  amended,  and  section  0.241 
(d)(8)  of  the  Commission's  rules. 

Released:  January  30,  1962. 

P^DERAL  Communications 
Commission, 
[seal!         Ben  F    Waple. 

Acting  Secretary. 

[FR      Doc.     62   1126;     Piled.    Feb      1.     1962; 
8  50  am  1 

FEDERAL  AVIATION  AGENCY 

t  14   CFR    Part   507  1 

[Reg    Docket   No     1048] 

AIRWORTHINESS  DIRECTIVES 
Douglas   DC-8 

Pursuant  to  the  authority,  delegated 
to  me  by  the  Admini.straror^' ( 14  CFR 
Part  405 1 ,  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  has  under  con- 
sideration a  proposal  to  amend  Part  507 
of  the  Regulation-s  of  the  Administrator 
to  include  an  airworthiness  directive  re- 
quiring modifications  to  Doui;las  DC-8 
aircraft  to  permit  opening  of  the  over- 
wins  exits  from  outside  tlie  airplane  in 
accordance  with  the  provisions  of  Part 
4b  of  the  Civil  Air  Regulations. 

Interested  persons  may  participate  in 
the  making  of  the  proposed  rule  by  sub- 
mitting such  written  data,  views  or  argu- 
ments as  they  may  desire.  Communi- 
cations should  be  submitted  in  duplicate 
to  the  Docket  Section  of  the  Federal 
Aviation  Agency.  Room  C-226,  1711  New 
York  Avenue  NW..  Washington  25,  DC. 
All  communications  received  on  or  be- 
fore March  5.  1962,  will  be  considered  by 
the  Administrator  before  taking  action 
on  the  proposed  rule.  The  proposals 
contained  in  this  notice  may  be  changed 
in  light  of  comments  received.  All  com- 
ments submitted  will  be  available  in  the 
Docket  Section  for  examination  by  in- 
terested persons  when  the  prescribed 
date  for  return  of  comments  has  expired. 
This  proposal  will  not  be  given  further 
distribution  as  a  draft  release. 

This  amendment  is  proposed  under  the 
authority  of  sections  313(ai,  601,  and  603 
of  the  Federal  Aviation  Act  of  1958  (72 
Stat.  752,  775.  776;  49  U.S.C.  1354(a), 
1421,  14231. 

In  consideration  of  the  foregoing,  it  is 
proposed  to  amend  5  507  10(a)   of  Part 


507   (14  CFR  Part  507).  by  adding  the 
following  airu'orthiness  directive: 

Douglas  Appllea  to  DC-8  aircraft,  Sertal 
Nos  45253-45289,  46291-46306.  4637ft- 
45382.  45384  45393,  45408-45413.  4641ft- 
45419.    45421-45431,    45433.    45442^6446. 

45526.    45565-45570.    45588-45606,    46600. 

45614.    45617  45618,    45620  45622,    46624- 

45627. 

Compliance    required    within    300    hoim' 

lime    in   .service    filter    the    effective   date   of 

this  AD 

Invcsiigiitlon  has  revealed  that  the  over- 
wlnR  emergency  erlts  cannot,  under  all 
necessary  circumstances.  b€  op>cned  from  out- 
side the  airplane,  as  required  by  Civil  Air 
Regulations  sections  4b.362(e)(2)  and  4b363 
( e  I  (  3 ) .  To  eliminate  this  condition,  one  of 
the  following  modifications  shall  be  accom- 
plished with  respect  to  each  aft  overwlng  exit 
which  Is  not  deactivated  per  Note  7  of  Type 
Certificate  Data  Sheet  4A25  and  with  re6]>ect 
to  each   forward  overwlng  exit: 

(i\)  Tlie  outboard  seat  In  the  row  of  aeaU 
forward  of  each  overwlng  exit  shall  be  perma- 
nently blocked  to  prevent  the  seat  from  being 
reclined  across  any  portion  of  the  exit  open- 
ir.i^.  Tlie  outboard  seat  In  the  row  of  seats 
art  of  each  overwlng  exit  shall  be  perma- 
nently blocked  to  prevent  the  seat  from  being 
moved  forward  across  any  portion  of  the  exit 
()[venlnK. 

(b)  Each  row  of  seats  forward  and  aft  of 
each  overwlng  exit  shall  be  relocated  in  an 
approved  manner  that  will  permit  the  exit 
door  to  be  readily  opened  from  the  outside 
and  removed  when  the  back  of  the  out- 
board seat  In  each  such  row  of  seats  Is  In 
any  of  Its  possible  positions.  The  seat  track 
or  other  seat  positioning  means  shall  be 
clearly  marked  or  blocked  In  a  manner  which 
will  assure  that  these  rows  of  seats  are  con- 
tinuously retained  in  this  position  during 
service. 

(c)  Rework  each  overwlng  exit  door  as- 
sembly, door  Jamb  and  lower  stop.  Install  a 
handle  on  the  exterior  of  each  of  those  door 
assemblies,  and  restrict  the  forward  move- 
ment of  the  outboard  seat  In  each  row  of 
seats  Just  aft  of  an  overwlng  exit.  This  total 
modification  shall  be  each  as  to  permit  the 
exit  door  to  be  readily  opened  and  removed 
from  the  outside  when  the  backs  of  both 
adjacent  outboard  seats  are  In  any  of  their 
possible   positions. 

(Douglas  DC-8  Service  Bulletin  No.  62-21 
pertains  to  this  same  subject  and  describes 
an  FAA-approved  means  of  complying  with 
modification  method   (c).) 

Issued  in  Washington,  D.C.,  on  Janu- 
ary 29.  1962. 

George  C.  Prill, 

Director, 
Flight  Standards  Service. 

|FR      Doc      62-1079;     Filed,    Feb.     1,     19«3; 
8:45  am  ] 


DEPARTMENT  OF  THE  INTERIOR 

Office  of  the  Secretary 

[Order  No.  2861] 

COMMISSIONER  OF  INDIAN  AFFAIRS 

Delegation   of   Certain    Authorities 
Under  Area  Redevelopment  Act 

January  26.  1962. 

Section  1.  Delegation  of  authority. 
The  Commissioner  of  Indian  Affairs  Is 
authorized  to  exercise  the  authority  dele- 
gated by  the  Secretary  of  Commerce  to 
the  Secretary  of  the  Interior  (July  20. 
1961)  in  carrying  out  the  provisions  of 
sections  5<b).  6,  7.  8.  10.  and  11  of  the 
Area  Redevelopment  Act  (P.L.  87-27;  76 
Stat.  57)  with  respect  to  Indian  reserva- 
tions and  "reservation  redevelopment 
areas."  | 

Skc.  2.  Redelegation.  The  Commis- 
sioner of  Indian  Affairs  may  not  re- 
delegate  this  authority. 

Stewart  L.  Udall, 
Secretary  of  the  Interior. 

[PR     Doc.    62-1068:     Piled.    Feb.    1.    1982; 
8:46  a.m.] 


I  Order  No.  2508,  Amdt.  501 

BUREAU  OF  INDIAN  AFFAIRS 

Delegation  of  Authority 

Jantjary  26, 1962. 
Paragraph  (n)  of  section  13  of  Order 
No  2508.  as  amended  (14  F.R.  258;  16 
?R  11974;  17  F.R.  6418;  19  P.R.  34, 
4585;  20  FR.  167.  552;  21  P.R.  7655;  22 
P.R.  2017.  3474;  23  F.R.  90.  1938;  24  F.R. 
3703.  9514;  25  F.R.  2602.  5127.  7192;  26 
PR.  3207),  is  amended  to  read  as 
follows: 

Sec.  13.  Lands  and  minerals. 


(n)  All  those  matters  set  forth  in  25 

CFR  Part.  131. 

Stewart  L.  Udall, 
Secretary  of  the  Interior. 

|F.R.    Doc.    62-1089;     Piled.    Feb.    1.    1963; 
8:46  ajn.1 


DEPARTMENT  OF  COMMERCE 

OfRce  of  the  Secretary 

(Dept.  Order  128  (Revised)  ] 

ORGANIZATION  DUTIES  AND 
FUNCTIONS 

Under  Secretary  off  Commerco  for 
Transportation 

The  following  order  was  issued  by  the 
Secretary  of  Commerce,  effective  Janu- 
ary 19,  1962,  and  supersedes  the  mate- 
rial  appearing  at  23  F.R.  8941  of  Novem- 
ber 15.  1958. 


Notices 


Section  1.  Purpose.  The  purpose  of 
this  order  is  to  prescribe  the  duties  and 
responsibilities  of  the  Under  Secretary 
of  Commerce  for  Transportation. 

Sec  2.  Authority.  .01  The  duties 
and  responsibilities  of  the  Under  Secre- 
tary of  Commerce  for  Transpwrtation 
described  in  this  order  are  assigned  pur- 
suant to  the  authority  vested  in  the  Sec- 
retary of  Commerce  by  law,  including 
authority  imder  Reorganization  Plan  No. 
5  of  1950,  and  Reorganization  Plan  No. 
21  of  1950  as  amended  by  Reorganization 
Plan  No.  7  of  1961. 

.02  All  the  authority  vested  in  and 
exercised  by  the  heads  of  the  Defense 
Air  Transportation  Administration. 
Biu-eau  of  Public  Roads,  Weather 
Bureau.  Coast  and  Geodetic  Survey. 
Great  Lakes  Pilotage  Administration, 
and  the  Maritime  Administration  are 
hereby  made  subject  to  the  policy  direc- 
tion and  coordination  of  the  Under  Sec- 
retary of  Commerce  for  Transportation. 

Sec.  3.  Duties  and  responsibilities. 
.01  The  Under  Secretary  of  Commerce 
for  Transportation  shall: 

(1)  Serve  as  the  principal  adviser  to 
the  Secretary  on  all  matters  which  in- 
volve the  trsmsportation  policies  of  the 
Federal  Government  and  on  all  policy 
matters  concerning  trsmsportation  re- 
sponsibilities and  activities  of  the  De- 
partment of  Commerce; 

(2)  Formulate,  in  consultation  with 
executive  agencies  concerned,  overall 
transportation  policies  and  programs 
within  the  executive  branch  of  the  Gov- 
ernment to  assure  the  balanced  develop- 
ment of  the  Nation's  transportation 
system; 

(3)  Exercise  policy  direction  over  and 
coordinate  the  transportation  and  re- 
lated activities  of  the  Department; 

(4)  Initiate  action  before  the  trans- 
portation regulatory  agencies  when  such 
action  appears  to  be  appropriate  for  the 
effectuation  of  transportation  policies 
and  programs,  or  present  the  Depart- 
ment's views  on  matters  under  consider- 
ation by  such  regulatory  agencies  as 
they  may  affect  the  Department's  pro- 
grams or  overall  transportation  policy; 

(5)  Serve  as  the  focal  point  within  the 
Department  on,  and  represent  the  De- 
partment with  respect  to,  all  coordina- 
tion activities  of  an  interdepartmental 
nature  which  involve  transportation 
matters  including  the  mobilization 
aspects  thereof; 

(6)  Grant  or  deny  applications  for  ad- 
justment or  exception  from  the  provi- 
sions of  Transportation  Orders  No.  T-1 
and  T-2  which  apply  to  shipment  of  re- 
stricted commodities  in  American  flag 
ships  and  aircraft  to  certain  foreign 
destinations ;  and 

(7)  Consult  with  the  Under  Secretary 
of  Commerce,  the  Assistant  Secretaries 
of  Commerce  for  Domestic  Affairs,  and 
International  Affairs,  on  matters  of  com- 
mon interest  in  their  respective  areas  of 
responsibility. 


Sec  4.  Deputy  Under  Secretary  for 
Transportation  Operations.  The  Deputy 
Under  Secretary  for  Transportation  Op- 
erations shall  serve  as  the  deputy  to  the 
Under  Secretary  of  Commerce  for  Trans- 
portation with  regard  to  all  matters  un- 
der the  Under  Secretary's  jurisdiction 
other  than  those  relatfhg  to  long  range 
transportation  planning.  The  Deputy 
Under  Secretary  for  Transportation  Op- 
erations shall  assume  the  full  responsi- 
bilities of  the  Under  Secretary  of  Com- 
merce for  Transportation  during  the 
latter's  absence. 

Sec.  5.  Deputy  Under  Secretary  for 
Transportation  Policy.  The  Deputy  Un- 
der Secretary  for  Transportation  Policy 
shall  assist  the  Under  Secretary  of  Com- 
merce for  Transportation  in  developing 
long  range  transportation  policies,  plans, 
and  programs  to  assure  the  balanced  de- 
velopment of  the  Nation's  transportation 
system.  In  carrying  out  this  function, 
the  Deputy  Under  Secretary  for  Trans- 
portation Policy  shall  initiate  studies  re- 
lating to  all  transportation  media,  shall 
develop  and  use  techniques  for  measur- 
ing and  forecasting  total  transportation 
requirements  of  the  economy,  and  shall 
study  and  evaluate  the  application  of 
Federal  transportation  programs  in 
terms  of  their  implications  on  the  sound 
development  of  private  transportation 
enterprise. 

Sec  6.  Saving  provision.  This  order 
shall  not  be  construed  to  affect  any  au- 
thorities or  functions  delegated  to  of- 
ficers of  the  Department  empowering 
them  to  take  administrative,  security,  or 
legal  action. 

Effective  date:  January  19, 1962. 

John  Prikcx, 
Deputy  Assistant  Secretary 
for  Administration. 

[P.R.    Doc.    62-1101;    Piled,    PVb.    1.    1962; 
8:47  ajn.] 


DEPARTMENT  OF  THE  TREASURY 

Office  of  the  Secretary 

[AA  643.3-M] 

REFINED  CAMPHOR  FROM  TAIWAN 
Fair  Value  Determination 

January  26. 19621 

A  complaint  was  received  that  refined 
camphor  from  Taiwan  was  being  sold  in 
the  United  States  at  less  than  fair  value 
within  the  meaning  of  the  Antidumping 
Act  of  1921. 

I  hereby  determine  that  refined  cam- 
phor from  Taiwan  is  not  being,  nor  likely 
to  be.  sold  at  less  than  fair  value  within 
the  meaning  of  section  201(a)  of  the 
Antidumping  Act.  1921.  as  amended  (19 
U.S.C.  160(a)). 

Statement  of  reasons.  All  purchases 
were  outright  transactions,  no  relation- 
ship, financial  or  otherwise,  existing  be- 
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tween  seller  and  buyers  respectively.  It 
was  determined,  therefore,  that  the  ap- 
propriate fair  value  comparison  Is  be- 
tween purchase  price  and  home  market 
price. 

Since  all  sales  for  home  consumption 
are  on  an  ex-factory  level,  for  compara- 
tive purposes  both  the  home  market 
price  and  the  selling  price  for  export  to 
the  United  States  were  reduced  to  an 
ex-factory  basis. 

In  determining  home  market  price,  ad- 
justment was  made  for  the  difference 
between  home  market  and  export  pack- 
ing. Adjustment  was  also  made  in  the 
home  market  price  to  allow  for  certain 
home  market  selling  expenses  up  to  the 
total  amoimt  of  a  selling  commission, 
which  applied  only  to  U.S.  export  sales. 
and  which  was  deducted  from  purchase 
price. 

Purchttse  price  was  calculated  on  the 
basis  of  the  packed.  United  States  sales 
price,  f.o.b.  Keelung.  From  this  price 
the  following  charges  were  deducted: 
selling  commission:  inland  freight;  fob. 
charges:  and  customs  brokerage.  Cer- 
tain taxes  imposed  in  the  home  market 
upon  the  manufacturer  in  respect  to  the 
manufacture,  production  or  sale  of  the 
merchandise,  and  which  are  included  in 
the  home  market  sales  price  but  not 
applicable  to  the  U.S.  export  sales  price. 
Vere  added  to  purchase  price  calcula- 
tions in  accordance  with  statutory 
requirements. 

Although  the  comparison  revealed  that 
purchase  price  was  less  than  home  mar- 
ket price  in  some  instances,  the  manu- 
factiu*er  has  since  revised  his  prices  and 
purchase  price  has  not  been  less  than 
home  market  price  since  that  time. 

As  to  sales  made  prior  to  the  price  re- 
visions, it  was  determined  that  the  quan- 
tities and  the  margin  involved  were  not 
more  than  insignificant. 

This  determination  and  the  statement 
of  reasons  therefor  are  published  pur- 
suant to  section  201(0  of  the  Antidump- 
ing Act.  1921.  as  amended  (19  U.SC. 
160(c)). 

[SKAI.1  James  A.  Rekd, 

Assistant  Secretary  of  the  Treasury. 

[PJl.    Doc.    ea-1105;     Filed,    Feb.     1.     1962; 
«  8:47  «jn  1 
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NOTICES 

the  license  for  a  period  of  two  (2)  years: 
(2)  possession  of  500  curies  of  byproduct 
material  at  any  one  time  instead  of  the 
150  curies  of  byproduct  material  pre- 
viously authorized;  and  (3)  the  licensee 
to  conduct  the  waste  disposal  activities 
in  accordance  with  revised  procedures 
which  supersede  and  are  not  less  restric- 
tive than  previously  submitted  pro- 
cedures. 

Notice  of  proposed  amendment  was 
published  In  the  Federal  Register  on 
December  27,  1961,  26  F.R.  12539. 

Dated  at  Germantown,  Md  ,  January 
29,  1962. 

For  the  Atomic  Energy  Commission. 

R.  L.  Kirk. 
Deputy  Director. 
Division  of  Licensing  and  Regulation. 

[FR      Doc      62    HOC;     Filed.     Feb      1.     1962; 
8  47   a  m  I 


IDocket  No.  27-181 
DEPAtTMENT    OF    THE    NAVY, 


U.S. 


NAVAL    RADIOLOGICAL    DEFENSE 
LABORATORY 

Notice   of  Amendment  of  Byproduct 
Material  License 

Please  take  notice  that  since  no  re- 
quests for  a  formal  hearing  have  been 
nied  following  the  filing  of  noUce  of 
proposed  amendment  of  License  No. 
4-487-fl.  held  by  the  Department  of  the 
Navy,  U.S.  Naval  Radiological  Defense 
Laboratory.  San  Francisco  24,  Calif., 
with  the  Federal  Register  Division  on 
December  26.  1961,  the  Atomic  Energy 
Commission  has  this  date  issued  Amend- 
ment No.  1  to  License  No.  4-487-6.  This 
amendment  authorizes:  (1)  Renewal  of 


STATE  OF  CALIFORNIA 

Proposed  Agreement  for  Assumption 
of  Certain  AEC  Regulatory  Authority 

Notice  Is  hereby  Riven  that  the  U.S. 
Atomic  Energy  Commission  is  publish- 
ing for  public  comment,  prior  to  action 
thereon,  a  proposed  agreement  received 
from  the  Governor  of  the  State  of  Cali- 
fornia for  the  assumption  of  certain  of 
the  Commission  regulatory  authority 
pursuant  to  section  274  of  the  Atomic 
Energy  Act  of  1954,  as  amended. 

A  summary  of  the  California  program 
submitted  to  the  Commission  is  set  forth 
below  as  Appendix  A  to  this  notice.     A 
copy  of  the  complete  text  of  the  Cali- 
fornia program,  including  proposed  Cali- 
fornia regulations,  is  available  for  public 
inspection   in   the   Commission's  Public 
Document   Room,    1717    H   Street  NW.. 
Washington,  DC,  or  may  be  obtained  by 
writing  to  the  Director,  Office  of  Radia- 
tion  Standards,   United   States  Atomic 
Energy  Commission,  Washington  25,  D.C. 
All  interested  persons  desiring  to  submit 
comments  and  suggestions  for  the  con- 
sideration of  the  Commission  in  connec- 
tion with  the  proposed  agreement  should 
send  them  in  triplicate  to  the  Secretary, 
U.S.  Atomic  Energy  Commission,  Wash- 
ington 25,  DC.  within  30  days  after  ini- 
tial publication  in  the  Federal  Register. 
Exemptions    from    the    Commission's 
regulatory   authority   which  would  im- 
plement this  proposed  agreement,  as  well 
as  other  agreements  which  may  be  en- 
tered   into    under    section    274    of    the 
Atomic  Energy  Act,  as  amended,  were 
published  as  proposed  Part  150  to  the 
Commission's    regulations    in    Federal 
Register   issuances    of    Sept.    29.    1961: 
Oct.  6,  1961:  Oct.  13.  1961;  Oct.  20.  1961; 
26  F.R.   9174,   9428.  9678,   9873.     In  re- 
viewing this  proposed  agreement,  inter- 
ested persons  should  also  consider  the 
aforementioned     proposed     exemptions, 
which   the  Commission  still  has  under 
consideration. 

Dated  at  Germantown,  Md.,  this  9th 
day  of  January  1962. 
For  the  Atomic  Energy  Commission. 

WooDroRO  B.  McCoOL, 
Secretary. 


Agreement  Proponed  by  the  State  of  CtH. 
fornia  Pursuant  to  Section  274  of  tht 
Atornic  Energy  Act  of  1954,  as  <imeM«tf. 
for  th.e  Assumption  of  Certain  of  the  Atc't 
Regulatory  Authority 

Whereas,  the  United  States  Atomic  Knariy 
Commission  (hereinafter  referred  to  m  Um 
CommlMlon)  Is  authorized  under  Mctkm 
274b.  of  the  Atomic  Energy  Act  of  1954.  M 
amended,  to  enter  Into  an  agreement  with 
the  Governor  of  any  SUte  providing  for 
dl-scontmuance  of  the  regulatory  authority 
of  the  Commission  under  Chapters  8,  7.  UM 
8  and  section  161  of  that  Act  with  resptet 
to  any  or  all  of  the  following  mat«rlaU  with- 
in the  SUte;  namely,  byproduct  materUla, 
suurce  materials,  and  special  nuclear  ma- 
terials In  quantities  not  sufflclent  to  form 
a  critical  mass  (hereinafter  referred  to  u 
agreement  materials);  and 

Whereas,  the  Governor  of  the  State  of  Cali- 
fornia (hereinafter  referred  to  as  the  Stat*) 
is  authorized  under  section  25830  of  tiM 
California  Health  and  Safety  Code  to  enUi 
Into  such  an  agreement,  which  agreement 
shall  become  effective  when  ratified  by  tht 
State  Legislature;  and 

Whereas,  the  Governor  of  the  SUt«  hM 
certified  on  December  15,  1961,  that  the  Stat* 
has  a  program  for  the  control  oX  radlattoB 
hazards  adequate  to  protect  the  puUk 
health  and  safety  with  respect  to  agrw- 
ment  materials  within  the  State,  and  that 
the  State  desires  to  assume  the  regulatory 
respt)nslblllty  discontinued  by  the  Commis- 
sion for  such  materials;  and 

Whereas,  the  Commission  has  found  on 
that  the  State  program  Is  com- 
patible with  the  Commission's  program  for 
the  regulation  of  agreement  materials,  and 
that  the  State  program  Is  adequate  to  pro- 
tect the  public  health  and  safety  with  re- 
spect to  such  materials;  and 

Whereas,  the  Commission  and  the  State 
recognize  the  desirability  and  Importance  of 
maintaining  compatlbUlty  between  their  re- 
spective programs  for  the  control  of  agree- 
ment materials  with  respect  to  public  health 
and  safety;   and 

Whereas,  the  Commission  and  the  State 
agree  that  reciprocal  recognition  of  licenHt 
Issued  by  the  Commission  and  by  all  Statee 
which  enter  Into  agreements  with  the  Oon- 
mlsslon  similar  to  this  agreement  (herein- 
after referred  to  as  agreement  States)  la  of 
great  Importance  for  the  development  of  the 
uses  of  agreement  materials  and  that  tuch 
reciprocal  recognition  must  Xye  based  upon 
continuing  compatibility  of  the  program  of 
the  Commission  and  such  States  for  the 
control  of  agreement  materials; 

Now,  therefore.  It  la  hereby  agreed  between 
the  Commission  and  the  Governor  erf  the 
State,  acting  In  behalf  of  the  SUte.  M 
follows: 

Article  I.    For  purposes  of  this  agreement: 

A.  "Byproduct  materials,"  '"critical  maaa,' 
and  "ocean  or  sea"  have  the  meanings  glren 
to  such  terms  In  Part  150  of  the  Commle- 
slon's  regulations  In  effect  on  the  ratifica- 
tion date  of  this  agreement. 

B.  "Source  material."  "special  nuclear 
material,"  "production  facility."  and  "utili- 
zation facility"  have  the  meanings  given  to 
such  terms  In  those  parts  of  the  Commle- 
slons  regulations  that  are  Incorporated  hy 
reference  In  Part  150  and  that  are  In  effect 
on  the  ratification  date. 

C.  "Ratification  date"  means  the  date  on 
which  the  California  Legislature  tranamlti 
to  the  Governor  for  signature  a  bill  ratify- 
ing this  agreement. 

Article  II.  Subject  to  the  exception! 
stated  in  Article  III,  the  Commission  ahiD 
discontinue,  as  of  the  effective  date  oX  tWi 
agreement,  the  regulatory  authority  0«  ttj 
Commission  under  Chapters  6,  7,  and  8  •■* 
section    161    of    the   Atomic   Energy   Act  » 
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friday,  February  2,  1962 

1964  **  amended,  with  respect  to  the  fol- 
lowing materials  vrlthln  tbe  State  : 

A.  Byproduct  materials; 

b!  Source  materials; 

C.  Special  nuclear  materials  In  qtumtltiea 
meb  that  the  amount  authorized  for  poe- 
nailon  at  any  one  time  imder  any  one  11- 
oenae  Is  not  sufficient  to  form  a  critical  mMS. 

Article  III-  This  agreement  doea  not  pro- 
fide  for  discontinuance  of  any  CommlMlon 
,M)onalblllty  and  authority  with  respect 
to  regulation  of : 

A.  Tbe  construction  and  operation  of  any 
production  or  utUlzatlon  facility; 

B.  The  export  from  or  import  into  the 
United  States  of  byproduct,  source,  or  special 
nuclear  material,  or  of  any  production  or 
utilisation  facility; 

C.  Tbe  disposal  Into  tbe  ocean  or  aea  of 
byproduct,  source,  or  special  nuclear  waste 
materials; 

J).  Tbe  disposal  of  such  other  byproduct, 
lource,  or  special  nuclear  material  as  the 
Commission  determines  by  regulation  or 
order  should,  because  of  tbe  hazards  or 
potenUal  hazards  thereof,  not  be  so  dis- 
posed of  without  a  license  from  tbe  Com- 
mlMlon. 

Article  IV.  Notwithstanding  this  agree- 
ment, the  Commission  is  authorized : 

A.  By  rule,  regulation,  or  order  to  require 
that  tbe  manufacturer,  processor,  or  producer 
of  any  equipment,  device,  commodity,  or 
other  product  containing  source,  byproduct, 
or  special  nuclear  material  shall  not  trans- 
fer possession  or  control  of  such  product 
except  pursuant  to  a  license  Issued  by  the 
Commission;  and 

B.  To  issue  rules,  regulations,  or  orders 
under  subsection  161  b.  or  i.  of  the  Atomic 
Energy  Act  of  1954,  as  amended,  to  protect 
the  common  defense  and  security,  to  protect 
reatrlcted  data,  or  to  guard  against  the  loas 
or  diversion  of  special  nuclear  material. 

Article  V.  Each  party  to  this  agreement 
will: 

A.  Use  Its  best  efforts  to  maintain  com- 
patlbUlty between  Its  program  for  the  con- 
trol of  agreement  materials  and  the  pro- 
grama  of  the  other  party  and  of  other  agree- 
ment States.  To  this  end,  each  party  will 
consult  with  the  other  and  with  all  agree- 
ment States  prior  to  any  modification  of  its 
regulations  for  the  control  of  agreement  ma- 
terials and  will  seek  to  arrive  at  a  common 
loiutlon  of  differences,  to  be  incorporated  m- 
nfar  as  practicable  Into  the  regulations  of 
both  parties  and  all  agreement  States  con- 
currently. 

B.  Provide  for  reciprocal  recognition  of 
licenses  for  agreement  materials  issued  by 
the  other  party  or  by  any  agreement  State, 
nibject  to  such  conditions  as  to  duration 
of  such  recognition  of  each  license,  report- 
ing of  Information,  and  compliance  with 
ragiUatlons  as  are  deemed  necessary  to  pro- 
tect the  health  and  safety  of  the  public. 
Such  recognition  Is  conditioned  upon  the 
oontlnuance  of  program  compatibility  In  ac- 
cordance vrlth  paragraph  A  of  this  article. 

Article  VI.  This  agreement,  upon  accept- 
ance by  tbe  Commission  and  the  Qovemor  of 
the  State  and  ratification  by  law  of  the  State, 
■hall  become  effective  on  July  1,  1963. 

Article  VII.  The  Conunlssion,  upon  its  own 
InlUatlve,  after  reasonable  notice  and  op- 
portunity for  hearing  to  the  State,  or  upon 
request  of  the  Governor  of  the  State,  may 
terminate  or  suspend  this  agreement  and 
reaesert  the  licensing  and  regulatory  author- 
ity vested  In  it  tmder  the  Atomic  Bnergy 
Act  of  1954.  as  amended,  If  the  Commlaiion 
finds  that  such  termmation  or  suspension  Is 
mjulred  to  protect  the  public  health  and 
Mfety. 


FEDERAL  REGISTER 

AppENniz  A 

Summary  of  California's  Proposed  Policies 
and  Procedures  for  the  Licensing  and 
Regulation  of  Byproduct,  Source,  and 
Special  Nuclear  Materials 

State  policy  and  coiu-ses  of  action  with  re- 
spect to  atomic  energy  development  and 
radiation  protection  have  been  the  subject 
of  California  legislative  consideration  for  a 
number  of  years.  Public  bearings  by  the 
Assembly  Interim  Committee  on  Public 
Health  in  1958  led  to  the  enactment  of  the 
Atomic  Energy  Development  and  Radiation 
Protection  Law  In  1959,  which: 

1.  Declared  It  to  be  State  policy  to  "en- 
courage ,the  constructive  development  of 
industries  producing  or  utilizing  atomic 
energy  and  radiation  and  to  eliminate  un- 
necessary exposure  of  the  public  to  Ionizing 
radiaUon." 

3.  Established  the  position  of  Coordinator 
of  Atomic  Energy  Development  and  Radia- 
tion Protection  In  the  Governor's  Office. 

3.  Directed  the  I>epartment  of  Public 
Health  to  mstltute  a  program  for  the  reg- 
istration of  sources  of  radiation. 

The  Congress,  also  m  1959.  amended  the 
Atomic  Energy  Act  of  1954  to  permit  for  the 
first  time  a  transfer  of  certain  regulatory 
authority  from  the  n.S.  Atomic  Energy 
Commission  to  qualified  states  In  accordance 
with  negotiated  agreements. 

In  implementation  of  the  State  statute 
and  with  a  view  toward  appraising  the  de- 
sirability or  necessity  for  a  broad  system  of 
radiation  control.  Including  assumption  of 
authority  frpm  ^he  AEC,  the  registration 
program  was  so  designed  as  to  obtain  a  max- 
imum of  mformatlon  regarding  radiation 
use  m  California.  Tbe  Assembly  Interim 
Conunlttee  on  Public  Health,  following  pub- 
lic hearings  on  these  subjects  In  1960.  con- 
cluded that  a  comprehensive  program  of 
radiation  control  should  be  instituted 
promptly  and  that  the  state  should  prepare 
to  enter  mto  agreement  with  tbe  Atomic 
Energy  Commission,  subject  to  approval  of 
such  an  agreement  by  tbe  Legislature.  The 
Coordinator  of  Atomic  Energy  Development 
and  Radiation  Protection,  after  consultation 
with  the  Advisory  Council  and  the  Depart- 
mental Coordinating  Conunlttee  of  his  OflSce, 
and  with  representatives  of  Industry  and  the 
professional  groups  that  use  atomic  energy 
and  radiation,  made  a  similar  recommenda- 
tion in  his  annual  report  to  the  Governor 
and  the  Legislature  in  January  1961. 

As  a  result  of  these  reconunendatlons.  As- 
sembly Bill  1976  was  InUoduced  in  the  1961 
session  of  the  Legislature,  providing  the 
framework  for  such  a  program,  including 
enabling  provisions  to  permit  the  Governor 
to  enter  into  agreement  with  the  Atomic 
Energy  Commission.  The  bill  was  derived 
in  large  measiire  from  suggested  legislation 
of  the  Council  of  State  Governments.  It 
was  widely  circulated  and  critically  reviewed 
by  a  number  of  interested  and  affected  per- 
sons and  groups,  and  was  revised  to  take 
mto  account  appropriate  conunents.  After 
extensive  consideration  by  Committees  of 
the  Legislature,  Includmg  several  public 
hearings  at  which  all  interested  parties  were 
afforded  opportumty  to  be  heard,  tbe  meas- 
ure was  enacted  as  the  Radiation  Control 
Law  (Chapter  1711,  Laws  of  1961). 

The  statute  directed  the  State  Department 
of  Public  Health  to  adopt  regulations  for 
effectuating  the  ptuposes  of  this  legislation. 
In  drafting  regulations,  the  Department  was 
guided  by  tbe  statutory  provision  for  com- 
patlbUlty with  the  standards  and  regulatory 
programs  of  the  Federal  government,  an  m- 
tsgrated  effective  ssrstem  of  regulation  with- 
in tbe  State,  and  a  system  consonant  insofar 


as  possible  with  those  of  other  states.  Ths 
regulations  were  drawn  largely  from  models 
developed  Jointly  by  the  Atomic  Energy  Oom- 
mlsslon,  the  n.S.  Public  Health  Berrioe.  and 
the  Council  of  State  Governments;  and  fR»n 
recommendations  of  the  National  Commit- 
tee on  Radiation  Protection  and  Measure- 
ment. 

Assistance  In  drafting  the  regulations  was 
obtained  from  a  nvimber  of  individuals, 
agencies,  and  groups,  includmg  the  Atomic 
Energy  Commission,  the  U.S.  Public  Health 
Service,  the  California  Coordinator  of 
Atomic  Energy  Development  and  Radiation 
Protection,  several  California  state  and  local 
agencies,  and  a  distinguished  twelve-member 
Advisory  Committee.  This  Advisory  Com> 
mlttee  included  representation  from  in- 
dustry, labor,  medicine,  dentistry,  medical 
physics,  and  local  health  departments. 

Two  public  meetings  were  held  imder  the 
auspices  of  the  Department  of  Public  Health 
to  permit  Interested  persons  to  present  their 
views  on  the  proposed  regulations.  These 
meetings  were  publicized  in  advance  through 
regular  news  media.  In  addition,  notices  of 
the  meetings,  together  with  copies  of  the 
proposed  regulations,  were  sent  to  some  600 
persons  and  groups  knowm  to  be  concerned. 
Such  notices  were  mailed  to  all  persoiu  who 
had  previously  requested  notifications  of  this 
sort;  known  leaders  of  affected  groups;  lead- 
ing Industries,  distributors,  manufacturers, 
and  insxirance  carriers;  leading  milversities 
and  college;  major  hospitals;  the  California 
Manufacturers'  Association;  the  Calif orma 
Medical  Association;  and  others. 

The  first  such  meeting  was  held  in  Los 
Angeles  on  October  17,  1961,  and  60  persons 
attended.  The  second  meeting  was  held  \n 
Berkeley  on  October  30,  with  84  persons  in 
attendance.  Each  meeting  lasted  more  than 
five  boxus  and  the  proposed  regiilations  were 
considered  In  detail.  The  notice  announcing 
the  meetings  stated  that  vn'itten  comments 
would  also  be  welcomed.  This  was  reiterated 
to  those  in  attendance  at  the  meetings.  A 
number  of  written  comments  were  received 
and  given  full  consideration. 

Following  the  public  meetings,  the  Ad- 
visory Conunlttee  met  to  consider  sugges- 
tions made  at  the  meetings  and  m  corre- 
spondence. This  led  to  a  final  redrafting  of 
the  regulations.  Copies  were  sent  to  all  per- 
sons and  groups  that  had  received  tbe  ini- 
tial draft. 

In  accordance  with  section  26734  of  the 
Health  and  Safety  Code,  this  final  draft  was 
submitted  for  review  by  the  Coordinator  of 
Atomic  Energy  Development  and  Radiation 
Protection  and  was  approved  for  public  notice 
of  a  hearmg  to  be  held  before  the  State 
Board  of  Public  Health.  Such  notice  was 
published  thirty  days  in  advance  of  the  hear- 
ing date  in  acc(»Yiance  with  section  11428 
of  the  Government  Code,  and  notice  of  the 
hearing  was  also  mailed  to  all  persons  and 
groups  to  whom  copies  of  the  proposed  regu- 
lations had  been  sent.  At  the  hearing  on 
December  8,  1961,  full  opportiuilty  was  glvei 
to  all  Interested  persons  to  be  heard  hsfore 
action  was  taken.  The  Board  adopted  the 
regulations  and  they  constitute  Title  17, 
Chapter  5,  Subchapter  4,  sections  80100  to 
30397,  inclusive,  of  the  Administrative  Code 
of  California. 

Section  1.  The  Radiation  Control  Pro- 
gram. The  radiation  control  program  of  the 
State  is  designed  to  regulate  all  aources  of 
radiation  other  than  those  for  which  regu- 
latory responsibility  is  to  be  retamed  by  the 
n.S.  Atomic  Energy  Commission.  As  the 
term  "radiation  sources"  is  used  hereinafter 
m  this  narrative,  it  is  mtended  to  mean  those 
sources  under  the  control  of  the  State.    The 
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■ourcM  ar*  dlvldad  into  two  major  cate- 
gorlM:  r»<Uo*ctlv«  roaterlala  and  radiation 
ln^^^?^^w^  Radioactive  materials  are  to  be 
r«fulat«d  under  a  llcetulng  program  similar 
to  the  existing  program  di  the  US.  Atomic 
Xnerg7  Commleelon.  requiring  poeaeaalon  of 
a  Ucenae  prior  to  acquisition  or  use  of  such 
materials.  Radiation  machine*  and  certain 
generally  licensed  radioactive  materials  will 
be  subject  to  a  regUtratlon  program  Involv. 
Ing  the  reporting  of  Information  by  the 
registrant  and  the  right  of  inspection  by  the 
State  for  compliance  with  pretcrlbed  safety 
•tandards.  Each  of  these  two  major  seg- 
ments of  the  program  Is  to  be  supported  by  a 
schedule  of  fees  which  relates  to  that  ipeclflc 
part  of  the  program.  The  agency  charged 
with  the  responsibility  of  promulgating  re^ru- 
latlons  and  Issuing  licenses  Is  the  State  De- 
partment of  Public  Health.  A  portion  of  the 
Inspection  and  enforcement  activities  will 
be  delegated  by  specific  agreement  to  the 
DlTlalon  of  Industrial  Safety  of  the  State 
Department  of  Industrial  Relations  and  may 
be  delegated  to  local  health  agencies  of  cities 
and  counties  as  the  latter  develop  and  dem- 
onstrate competence. 

The  regulations  adopted  by  the  State  De- 
partment of  Public  Health  will  be  controlling 
In  this  program  throughout  the  State.  As 
agreements  for  the  delegation  of  respon- 
sibility for  Inspection  and  enforcement  by 
other  agencies  are  developed.  It  Is  planned 
to  Insure  that  no  duplication  or  overlapping 
or  jiulsdlctlon  occurs. 

See.  2.  Licensing.  Provision  Is  made  for 
the  Issuance  of  both  specific  and  general  li- 
censes comparable  to  those  Issued  by  the 
U.S.  Atomic  Energy  Conunlsslon.  Such  li- 
censes are  required  for  the  poesesslon  of 
radioactive  materials  above  exempt  amounts 
or  concentrations,  regardless  of  the  mode  of 
formation  of  such  materials. 

The  responsibility  for  licensing  of  radio- 
active materials  has  been  assigned  by  statute 
to  the  State  Department  of  Public  Health. 
The  statute  requires  that  Department  to 
enter  Into  agreement  with  the  Division  of 
Industrial  Safety  of  the  Department  of  In- 
dustrial Relations  for  the  performance  of 
certain  Inspection  and  enforcement  activ- 
ities. When  such  an  agreement  Is  concluded, 
it  will  allocate  to  that  Division,  among  other 
dutlea.  the  responsibility  for  technical  eval- 
uations of  license  applications  relating  to 
industrial  uses  in  general,  prior  to  Issuance 
of  such  licenses  by  the  Department  of  Public 
Health.  The  Department  of  Public  Health 
will  Itself  conduct  such  technical  evalua- 
tions with  respect  to  other  uses.  As  author- 
iMd  by  th«  Statute,  the  Department  of  Public 
Health  plans  to  enter  Into  agreement  with 
such  local  health  agencies  as  demonstrate 
adequate  competence,  authorizing  them  to 
conduct  technical  evaluations  of  license 
applications. 

It  ta  planned  to  make  pre-Uceiulng  Inspec- 
tion a  part  of  the  evaluation  procedure  In 
general.  In  connection  with  licensing-  pro- 
cedures, provision  Is  made  to  give  oppor- 
tunity for  all  Interested  persons  to  be  heard. 
With  respect  to  human  use  of  radioactive 
materials,  the  Department  of  Public  Health 
will  appoint  a  committee  of  not  less  than 
three  qtuUlfUd  physicians  to  review  license 
applications  and  make  recommendations 
thereon.  The  Department  will  also  have  on 
Its  staff  one  or  more  physicians  with  special 
competence  In  radiological  health  who  will 
review  the  recommendations  of  this  com- 
mittee. 

Sic.  8.  Inapection.  Inspection  for  com- 
pliance with  regulations  and  with  license 
conditions  will  be  carried  on  by  the  Depart- 
ment of  Public  Health,  the  DlvUlon  of  In- 
dustrial Safety,  and  any  local  health  agenctea 
with  which  affraamenta  have  baen  made  as 
described  in  section  3— Licensing.  Each 
license  will  be  assigned  to  a  single  agency 
for  such  purpoaea. 


NOTICES 

Based  upon  the  existing  number  and  kind 
of  the  speclflc  licenses,  a  priority  system  will 
be  established  under  which  Inspection  of 
the  most  harardous  activities  will  be  con- 
ducted at  least  once  each  six  months,  and 
the  remainder  on  a  less  frequent  basis,  de- 
pcndlni?  upon  the  relative  hazard.  Initial 
priorities  will  be  established  on  the  basis 
of  the  pre-llcen»lng  evnluatlon  and  may  be 
modified  In  accordance  with  subsequent  In- 
spections. It  Is  expected  that  all  licensed 
activities  will  be  Inspected  at  least  once  In 
two  years 

Most  Inspections  will  be  scheduled  vlslU; 
a  Blgnlflcant  number  may  be  on  an  unan- 
nounced basts  Inspection  visits  will  usually 
entail  a  comprehenalve  review  by  the  In- 
spector of  the  licensee's  equipment,  facilities, 
In  the  handling  or  storage  of  radioactive 
material,  the  procedures  In  effect.  Including 
actual  operation,  and  Interviewing  the  per- 
sonnel directly  Involved.  The  Inspector  will 
review  the  licensees  survey  methods  and 
results,  personnel  monitoring  practices  and 
results,  the  posting  and  labeling  used,  the 
Instructions  to  personnel,  and  the  methods 
and  apparent  eflectlveness  of  maintaining 
control  of  people  In  the  restricted  area.  He 
will  review  the  licensee's  records  of  receipts, 
transfers,  and  Inventory  of  licensed  material. 
He  may  physically  check  the  Inventory.  He 
will  examine  records  concerning  disposal  to 
the  sewerage  system  and  burial  In  the  soil. 
If  pertinent.  He  may  make  measurements  of 
radiation  levels.  Prior  to  leaving  the  li- 
censee's premises,  he  will  meet  with  manage- 
ment to  discuss  the  results  of  his  Inspection. 
During  this  meeting,  he  will  attempt  to 
answer  questions  concerning  the  regulatory 
program. 

The  Inspector  will  prepare  a  report  In 
sufficient  detail  to  Inform  hU  supervisor  of 
the  facts  and  circumstances  observed  during 
the  Inspection.  These  reporte  will  provide 
the  basis  for  any  necessary  enforcement 
action.  Appropriate  elements  of  this  In- 
formation win  be  filed  In  the  various  agencies 
as  needed.  The  Department  of  Public  Health 
will  review  the  operation  of  this  system  to 
insure  that  timely  and  adequate  Inspections 
are  performed  and  that  appropriate  actions 
are  taken. 

In  addition,  there  will  be  Investigations  of 
incidents  and  complaints  Involving  licensed 
materials  and  operations  to  determine  the 
cause,  the  steps  taken  by  the  licensee  to  cope 
with  the  Incident,  whether  or  not  there  was 
noncompliance  with  a  regulation,  and  the 
steps  the  licensee  Is  taking  to  avoid  recur- 
rence of  the  incident. 

Licensees  will  be  Informed  of  the  results 
of  all  Inspections,  first  orally  at  the  time  of 
the  Inspection,  and  by  letter  or  notice  from 
the    Inspecting    agency. 

Stc.  4.  Enforcement.  Reports  of  Inspec- 
tions of  licensees'  activities  will  be  evalu- 
ated by  the  inspecting  agency  to  determine 
the  status  of  compliance  of  the  licensees  with 
license  conditions  and  regulations.  If  no 
item  of  noncompliance  U  observed,  the  licen- 
see is  so  Informed.  If  only  minor  matters 
of  noncompliance,  such  as  improper  signs, 
failure  to  label,  etc  .  are  Involved,  which,  at 
the  time  of  the  Inspection,  the  licensee 
agrees  to  correct,  the  licensee  will  be  In- 
formed In  writing  of  the  Items  of  noncom- 
pliance and  that  corrective  action  will  be 
reviewed  during  the  next  Inspection.  If  the 
Inspection  reveals  a  noncompliance  of  a  more 
serious  nature,  the  licensee  will  be  required 
to  Inform  the  Inspecting  agency  in  writing, 
usually  within  15  to  30  days,  as  to  corrective 
action  taken  and  the  date  completed.  In 
these  cases,  the  Inspecting  agency  represent^ 
atlve  will  either  conduct  a  prompt  follow-up 
inapection  or  the  n»tter  will  b«  reviewed 
during  a  regular  Inspection  to  inaure  that 
corrective  action  has.  In  fact,  been  accom- 
plished.   If  the  reply  does  not  satisfactorily 


explain  the  noncompliance  and  assure  t^ 
further  violations  will  be  prevented,  the  ^ 
spectlng  agency  will  take  such  admlnlatrt. 
tive  actions  as  are  available  to  them. 

It  Is  expected  that  most  of  the  enfQ(««. 
ment  functions  will  be  administratively  oaa> 
summated    by    the    Inspecting    agency,     ^ 
cases   where   this   Is  not   successful,  the  la. 
spectlng  agency  will  refer  the  matter  to  the 
State   Department   of  Public   Health,  whteh 
muy  Issue  an  order  to  show  cause  why  Un 
license  should  not  be  modified  or  termlnatel 
In  that  event,  there  Is  provision  for  fonaal 
hearing    In   accordance   with   the   Callforait 
Administrative  Procedures  Act,  and  for  JuOl- 
clal  review  of  the  final  order  resulting  from 
such    hearing.     There    Is   also  provision  for 
emergency   action   without   notice  or  tiear- 
Ing.   but  such  emergency  action  Is  subject 
to   a   prompt    hearing   upon   request  of  tbs 
licensee.     Among    the    enforcement    proos- 
dures  available  to  the  State  Department  of 
Public  Health  are  modification,  suspension, 
or  revocation  of   licensee.  Injunctive  relief. 
and  criminal  sanctions  afforded  in  the  coorta. 
Sec.    6.    Partici-pation    by    other    agenekt 
The  statute  provides  for  participation  In  tits 
radiation  control  program  by  the  State  Dtvl- 
slon  of  Industrial  Safety  and  by  local  bealtlt 
agencies  In  accordance  with  agreements  tbat 
may  be  made  between  such  agencies  and  tbs 
State  Department  of  Public  Health,  subject 
to  review  by  the  Coordinator  of  Atomic  En- 
ergy Development  and  Radiation  Protectioa. 
Such   agreements  will  permit  the  technieil 
evaluation  of  license  applications,  the  ooa- 
ductlng  of  Inspections  for  compliance  with 
licenses  and  regulations,  and  such  enfon^ 
ment  activities  as  may   be  administratively 
consummated  within  the  agency.    When  f». 
ther  enforcement  proceedings  are  required. 
Involving  formal  hearings  upon  the  suapai- 
slon  or  revocation  of  licensee,  such  heailap 
will  be  conducted  by  the  SUte  Departmsat 
of    Public    Health.      Participating    agenetM 
will    be    required    to    maintain    equlvalast 
standards  to  those  maintained  by  the  Statt 
Department  of  Public  Health  with  respect  to 
educational  and  experience  requirements  tt 
technical  personnel  engaged  In  the  progrsa. 
numbers  of  personnel  In  proportion  to  num- 
bers of  assigned  licenses,  adequacy  of  klndi 
and    amounts  of   equipment   and  facllitlas, 
and  procedures  followed   In  Inspection  aad 
enforcement.    Inspecting  agencies  will  be  rs- 
quired  to  Insure  compliance  by  licensees  wtik 
the  license   conditions  and   with  the  rulei 
and     regulations     promulgated     under    tht 
Radiation   Control   Law. 

The  statute  permits  the  existence  of  local 
ordinances  and  regulations  that  are  coo- 
slstent  with  State  Law  and  regulations.  It 
provides  that  only  the  State  shall  assess  a  f« 
and  that  the  proceeds  from  such  fees  ihsB 
be  equitably  distributed  between  the  partic- 
ipating agencies.  Theae  provisions  will  t» 
Incorporated  In  agreements  for  the  partkl- 
patlon  of  such  agencies  In  the  program. 

Sxc.  6.  Organization  and  Personnel.  "I** 
radiation  control  program  will  be  eatab- 
llshed  In  the  Bureau  of  Radiological  Healtk, 
an  existing  organizational  unit  of  the  Stats 
Department  of  Public  Health.  TechniMl 
positions  In  the  existing  program  d  thU 
bureau  are  lUted  below.  Personnel  will  t» 
utilized  In  the  control  program  to  the  degiw 
required. 

Acting  Chief. 
Senior  Health  Physiclat, 
Senior  Engineer. 

4  Aasoclate  Health  PhysicUU— On«  por- 
tion unfilled. 
AasocUte  SUtUtlclan. 
2    OonsulUnt    Phyaielana — Ona    poiitHi 

unflllad. 
Consultant  Engineer. 
Upon  oonsummation  of  an  agreamtnt  Vttt 
the  AEC,  the  following  additional  paraooa* 
will  ba  employed,  as  availabla.  to  partom 
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lUMBse  avaluaUona  and  to  protrlda  mipaiTl- 
.^movsx  the  ln^)action  program: 
•*?i«IrvUingHealth  PhyaicUt. 

9  MBlor  Health  PhyaioUU. 

1  Hioclat*  Health  Phyaiciat. 

4^rD*partment  axpecU  to  maintain  m 
insoectors  quaUfled  paraonnal  trained  In 
^Idth  Dhysioa  in  the  approxlmata  ratio  of 
oMfor  •«»»  176  llcenaaa.  During  tlM  Ini- 
HaJ  Dbasea,  the  equivalent  number  of  man- 
r^tfs  is  planned  to  be  devoted  to  theae 
J5^  by  the  exuttog  staff  ThU  ratio 
Sf  in«ector»  to  llcenaaa  wlU  alao  apply  to 
oth«ag«>cle*  having  Inapectional  ra*ponal- 

Tbe  educational  and  experience  requlre- 
msnU  for  the  poeltlon  categorlea  direetly 
related   to   the   licensing   program    are    aa 

^"supervising  Health  Physicist:  Baohelor'B 
dsaree  In  physical  or  life  aciencea.  including 
arsupplemented  by  courses  in  health  phyaloa 
or  radiation  biology.  Seven  years  of  reapon- 
slble  professional  experience  in  health 
pbyslcs  or  a  closely  related  field,  at  laaat 
three  years  of  which  must  have  Included 
principal  responsibility  for  a  major  program 
of  radiological  health. 

Senior  Health  Physicist:  QraduaUon  from 
college  with  major  work  in  the  applied  or 
life  sclencee  and  Including  or  supplemented 
by  at  least  four  courses  in  nuclear  or  health 
pbyslcs  or  radiation  biology.  Five  years  of  re- 
qwnslUe  professional  experience  in  health 
pbyslcs  or  a  closely  related  field,  at  leaat  two 
jtut  of  which  must  have  Included  reaponai- 
blllty  for  a  major  program  in  radiological 
health.  (Master's  degree  or  equivalent  aca- 
demic work  In  health  physics  or  doaely  re- 
Isted  fields  may  be  subetitutes  for  two  yeara 
of  experience;  one  year  of  Atomic  Energy 
Commission  fellowship  training  may  be  aub- 
stltuted  for  one  year  aC  experience.)  Aa  an 
sltemate  to  these  requirements,  two  yeara 
of  experience  as  an  Aaaociate  Health  Phyal- 
cut  In  the  California  State  aerrloe  will  be 
socepUble. 

Associate  Health  Physicist:  Equivalent  of 
college  graduation  with  major  work  In 
physical  or  life  sciences,  including  or  aupple- 
mented  by  at  least  two  courses  in  nuclear 
or  health  physics  or  radiation  biology.  Three 
years  of  responsible  professional  experience 
(excluding  routine  radiation  monitoring  and 
surveys)  In  health  physics  or  cloaely  related 
fields.  (One  year  of  full  time  graduate  work 
In  health  physics  or  closely  related  flelda,  or 
completion  of  one-year  Atomic  Energy  Com- 
mission health  physlca  fellowship  may  be 
substituted  for  one  year  of-  required 
experience.) 

[F.R.    Doc.    62-364;     Piled.    Jan.    11.    1963; 
8:48  a.m.] 


DEPARTMENT  OF  AGRICULTURE 

Agricultural   R*search  S«rvic« 

IDENTIFICATION  OF  CARCASSES  OF 
CERTAIN  HUMANELY  SLAUGH- 
TERED LIVESTOCK 

List  of  Human*  Slaught«r«rt 

Pursuant  to  section  4  of  the  Act 
of  August  27,  1958  (7  U.S.C.  1904)  and 
the  statement  of  policy  thereunder  In  9 
CFR  Part  181  the  following  Uble  lisU 
the  establishments  operated  under  Fed- 
eral Inspection  under  the  Meat  Inapec- 
Uon  Act  (21  U.S.C.  71  et  seq.)  which 
were  officially  reported  on  January  1> 
1M2,  as  humanely  slaughtering  and  han- 
(iling  on  that  date  the  species  of  livestock 
respectively  designated  for  such  estab- 
lishments In  the  table.  Establishments 
reported  after  January  1,  as  using  bu- 


FEDERAL  REGISTER 

mane  methods  on  January  1  or  a  later 
data  In  January,  will  be  listed  in 
a  flupplemental  list  Previously  pub- 
lished Hats  represented  establish- 
menta  reported  in  December  1961  or  Jan- 
uary 1982  as  hiunanely  slaughtering  and 
hftyv^liy^f  the  designated  species  of  live- 
atook  on  December  1  or  some  later  date 
In  December  1961  (27  FH.  18,  592  and 
839) .  The  establishment  number  given 
with  the  name  of  the  establishment  is 


Ml 

branded  on  each  carcass  of  livestock  In- 
spected at  that  establlahmimt.  Tlie 
table  should  not  be  understood  to  Indi- 
cate that  all  species  of  Uvestook 
slaughtered  at  a  listed  establishment  are 
slaughtered  and  handled  by  humane 
methods  unless  all  aptdM  are  listed  for 
that  establishment  in  the  table.  Nor 
should  the  table  be  understood  to  indi- 
cate that  the  afllliat^Ji  of  any  llatad 
establishment  use  only  humane  methods: 


Name  of  establishment 


Armour  and  Co. 
I>o. 


Do 

Do 

Do 

Do 

Do 

Swift  sad  Co 

Do 

Do 

Do 

Do 

Do 

Do 

Do 

Do 

Do - 

Do 

Do 

Do 

Do 

Do„ 

Lykes  Bros.,  Inc 

Hygrads  Food  Products  Corp 

Do. 

Do 

Do 

Do 

Mlckelberrys  Food  Products  Co 

Jobo  Monell  and  Co 

Do. 

TJie  Cndatay  Packing  Co 

WUsoD  sad  Co.,  Inc 

Do 

Do. 

The  Sperry  end  Baraeti  Co 

Patrlcx  Cudaby,  Inc 

Krelnberi  and  Krasny,  Inc 

ValleydsH  Packers,  Inc 

Armour  and  Co 

Snnnyland  Packing  Co 

Idaho  Meat  Packers 

Consolidated  Dressed  Beet  Co.,  Inc 

Lsdcawanns  Beef  and  Provision  Co 

Midwestern  Beef,  inc 

SunnylsDd  Packing  Co.  of  Alsbams 

Olover  Packing  Co - 

Wetknd  Peeking  Co.,  Inc 

Tbs  Quaker  Oats  Co 

Brown  Thompson  &  Baa 

Armour  and  Co 

Ttas  Braun  Brotben  Packing  Co. 

Edgar  Pseking  Co 

Ezoel  Pscklng  Co  .  Inc 

Tbs  I.  Kabns  Sons  Co 

Hygrade  Food  Products  Corp 

Sugsrdsle  Provision  Co 

Bhonyo  Pscklng  Co 

The  Val  Decker  Packing  Co 

A.  Kochs  Sons 

Bwlfl  and  Co 

J.  Lynn  Comwcll.  Inc 

Wilson  snd  Co..  Inc 

Iloffmsn  Pscklni;  Co.,  Inc 

Morris  Packing  Co 

K.  J.  Archie  snd  Sons,  Ine 

City  Drtesed  Bocf 

Peyton  Packing  Co.,  Inc 

Superior  Packing  Co 

John  Roth  and  Son.  Inc 

Tobln  Packing  Co.,  Inc 

Edward  J.  Klucner,  Inc 

Armour  and  Co 

New  York  Sutc  College  of  Agriculture.. 

Swift  and  Co 

K.  Shapiro,  Ino 

Armour  and  Co 

Pferlcas  Packing  Co 

Montrose  Beef  Co 

The  Rath  Packing  Co 

Do 

Do 

Krcy  Packing  Co 

Hynee  Pscklng  Co 

Qeorge  A.  IIormH  and  Co 

Do 

Do 

Mid  Valley  Beef  Co.,  Inc 

Cudahy  Packing  Co 

Bmgs  Packing  Co.,  Inc 

Ilelnai  Riverside  Abattoir,  Inc 

Penn  Psckins  Co 

Xlbora  Packing  Co 

Kneip  Packint  Co 

Fred  Dold  and  Sons  Pscklng  Co 


Establishment  No. 


JAD.. 
2AT.. 

ac... 

2E.... 

2H.... 

2LT.. 
JWN. 
8AC.. 
8AE.. 
8AN.. 
83.... 
8C.... 
8D.... 
8E.... 
8L.... 
8N.... 
8R.... 

88 

8T.... 
3W.... 
3Z.... 
6C.... 
8B.... 
12A... 
120... 
12D... 
12Q... 
12P... 

16 

17 

17A... 
19 

aoN... 
aoQ... 
aoY... 

270... 

28 

30 

34 

40 

43 

46 

47 

49 

M 

56 

60A.. 

61 

87E... 

78 

75 

79 

84 

86 

89.... 
90.... 
92.... 
93.... 
96.... 
98.... 
104... 
107... 
111... 
112... 
113... 
122... 
125... 
126... 
127... 
130... 
133... 
142... 
188... 
165... 
166A. 
173... 
177... 
180... 
181... 
186... 
186('. 

imv. 

192... 
197... 
199... 
1991.. 
I99N. 
201... 
202... 
205... 
210... 
212... 
218... 
21 3C. 
214... 


Csttle 


Calves 


O 


8 


n 


1? 


(•) 


8 


(•) 


Sheep 


(•) 


O 


(•) 
(•) 


(•) 


(•) 


R 

(•) 


(•) 


(•) 


(•) 


(•) 


(•) 


(•) 


(•) 
(•) 

R 


(•) 
"(•')■ 


(•) 


OoaU 


Swine 


n 


R 


(•) 


O 


o 


!=! 


(•) 


(•) 


(•) 
(•) 


(•) 

R 


(•) 


O 


(•) 
(•) 


(•) 


(•) 


o 


o 

R 


(•) 


(•) 


Harsw 


(•) 
■(•)■ 


(•) 
■(•")" 


{•) 
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(•) 
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(•) 
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O 
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R 


8 
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FEDERAL  REGISTER 


Name  ofettnbllshmeDt 


0'N»IU  Pwki°ef-<'-- 

ToMn  P«-klnK  Co.,  Ine 

Variioa  Calhoun  Packing  Co 

Hifinan  Meat  Co.  of  .Montana 

ViUeydale  Puckers.  Inc.,  of  Bristol- 

igati  Pblladelphia  Wlllowbrook.  Inc 

iriMansln  Packing  Co 

Iwb«r  Packing  Co 


•ipofl  P*ck\nK  Co 

yefonney  Meat  Co 

Voa  Packing  Co 

Ctppelllno  Abnftolr.  Inc 

0«ita«r  Packing  Co.,  Inc 

Delrldi  Meat  Packers,  Inc 

M.BriMT  *  f'o ■ 

^fnoorEnd  Co 

n^lUble  Packing  Co.,  Inc 

Oitater  Omaha  Packing  Co.,  Itac 

T  L  Lay  Packing  Co 

B^vioi  Meat  Co.,  Ltd 

Eospers  Packing  Co 

iTtrett  C.  Horleln  and  Bon,  Inc 

j^jtaoai  and  t'o 

Browni  Packing  House 

I^ndy  Packing  Co 

A  F.  Mow  and  Sons,  Inc — 

lieOabe  Packing  Plant 
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«33... 
023 — 
SM... 
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ni... 

082 — 
038 

080... 
•41  — 

044 

048 

omI" 

050 

080— 
067... 
070... 

085 

088... 
1085.. 
1154.. 
1171.. 
1311.. 
1312.. 


Okttto 


CWtm 


o 

■(•y 


(•) 
n" 
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Sb«ep 
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Ooata 


Burin* 


O 

'n 


(•) 

(•) 

"n 


(•) 


HoiWi 


IXme  at  Washington,  D.C..  this  30th  day  of  January  1962. 

,  C.  H.  Pals. 

I  Director,  Meat  Inspection  Division, 

Agricultural  Research  Service. 

[F.R.  Doc.  62-1113;  FUed,  Feb.  1,  1902;  8:48  a.m.] 


Agricultural  Stabilization  and 
Conservation  Servico 

CIGAR-FILLER  (TYPE  41)  TOBACCO 

Notico  of  Referendum 

Notice  Is  hereby  given  that  on  Pebru- 
U7  20,  1962,  a  referendum  will  be  held 
of  farmers  engaged  in  the  production  in 
1961  of  cigar-flller  (type  41)  tobacco 
pursuant  to  the  provisions  of  the  Agri- 
cultural Adjustment  Act  of  1938,  as 
•mended.  Notice  that  consideration 
would  be  given  to  establishing  a  date  for 
holding  the  referendum  was  given  in  26 
rn.  9651.  The  purpose  of  the  referen- 
dum is  to  determine  whether  the  farmers 
voting  favor  national  marketing  quotas 
for  each  of  the  1962-63,  1963-64  and 
1964-65  marketing  years  for  such  kind 
of  tobacco.  The  referendum  will  be 
conducted  in  accordance  with  the  pro- 
visions of  the  act  and  the  regulations 
Koveming  the  holding  of  referenda  on 
marketing  quotas  (23  FJl.  3432.  7285; 
25  FM.  5907;  and  26  PJl.  10208). 

In  order  that  arrangements  for  hold- 
ing the  referendum  may  be  made  in  an 
orderly  manner  and  as  much  advance 
notice  as  possible  be  given  of  the  date 
of  the  referendum,  it  is  essential  that 
this  be  made  effective  as  soon  as  possible. 
Accordingly,  it  is  hereby  determined  and 
found  that  compliance  with  the  30-day 
effective  date  requirement  of  section  4 
of  the  Administrative  Procedure  Act  Is 
impracticable' and  contrary  to  the  public 
interest  and  this  notice  shall  be  effectiye 
von  filing  of  this  document  with  the 
Director,  Office  of  the  Federal  Register. 

Signed  at  Washington,  D.C..  this  30th 
day  of  January'  1962. 

E.  A.  Jaknks, 
Acting  Administrator,  Agricul- 
tural StabiUaation  emd  Con- 
servation Service. 

(Tit.    Doc.    62-1118;    FUed.    Veb.    1.    1963; 
8:49  Ajn.] 


BURLEY  TOBACCO 
Notico  of  Referendum 

Notice  Is  hereby  given  that  on  Febru- 
ary 20, 1962,  a  referendum  will  be  held  of 
farmors  engaged  in  the  production  in 
1961  of  burley  tobacco,  pursuant  to  the 
provisions  of  the  Agricultural  Adjust- 
ment Act  of  1938.  as  amended.  Notice 
that  consideration  would  be  given  to 
establishing  a  date  for  holding  the  refer- 
endum was  given  in  26  FM.  9651.  The 
purpose  of  the  referendimi  is  to  deter- 
mine whether  the  farmers  voting  favor 
a  national  marketing  quota  for  each  of 
the  1962-63,  1963-64.  and  1964-65  mar- 
keting years  for  such  kind  of  tobacco. 
The  referendum  will  be  conducted  in 
accordance  with  the  provisions  of  the 
act  and  the  regulations  governing  the 
holding  of  referenda  on  marketing 
quotas  (23  FJi.  3432,  7285;  25  FR.  5907; 
26  FH.  7258, 7693). 

In  order  that  arrangements  for  hold- 
ing the  referendum  may  be  made  in  an 
ordeiiy  manner  and  as  much  advance 
notice  as  ixisslble  be  given  to  the  date 
of  the  referendiun,  it  is  essential  that 
this  notice  be  made  effective  as  soon  as 
possible.  Accordingly,  it  is  hereby  de- 
termined and  found  that  compliance 
with  the  30-day  effective  date  require- 
ment of  section  4  of  the  Administrative 
Procedure  Act  is  impracticable  and  con- 
trary to  the  public  interest  and  this 
notice  shall  be  effective  upon  filing  of 
this  document  with  the  Director,  Office 
of  the  Federal  Register. 

Signed  at  Washington,  D.C.,  on  Janu- 
ary 30, 1962. 

E.  A.  Jainke, 
Acting  Administrator,  Agricul- 
tural Stabilization  and  Con- 
servation Service. 

[Pit.    Doe.   ea-1115;    FUed,    Feb.    1,    1083; 
8:48  ajn.] 


VIRGINIA  SUN-CURED  (TYPE  37) 
TOBACCO 

Notice  of  Roforondum 

Notice  is  hereby  given  that  on  Febru- 
ary 20,  1962,  a  ref«*endum  wlU  be  held 
of  farmers  engaged  in  the  production 
in  1961  of  Virginia  sun-cured  (type  37) 
tobacco,  pursuant  to  the  provisions  of  the 
Agricultural  Adjustment  Act  of  1938,  as 
amended.  Notice  that  consideration 
would  be  given  to  establishing  a  date  for 
holding  the  referendum  was  given  in  26 
FJI.  9651.  The  purpose  of  the  referen- 
dum is  to  determine  whether  the  farmers 
voting  favor  a  national  maiiEettng  quota 
for  each  of  the  1962-^,  1963-64.  and 
1964-65  marketing  years  for  such  kind 
of  tobacco.  The  referendum  win  be 
conducted  in  accordance  with  the  pro- 
visions of  the  act  and  the  regulations 
governing  the  holding  qf  referenda  on 
marketing  quotas  (23  FJI.  3432,  7285; 
25  FM.  5907 ;  26  F  Jt.  7258. 7693) . 

In  order  that  arrangements  for  hold- 
ing the  ref  erendimi  may  be  made  in  an 
orderly  manner  and  as  much  advance 
notice  as  possible  be  given  to  the  date  of 
the  referendum,  it  is  essential  that  this 
notice  be  made  effective  as  soon  as  pos- 
sible. Accordingly,  it  is  her€bj  deter- 
mined and  found  that  compliance  with 
the  30-day  effective  date  requirement  of 
section  4  of  the  Admlnistrattve  Pro- 
cedure Act  is  impracticable  and  con- 
trary to  the  public  interest  and  this  no- 
tice shall  be  effective  upon  filing  of  this 
document  with  the  Director,  Office  of 
the  Federal  Register. 

Signed  at  Washington,  D.C..  on  Janu- 
ary 30, 1962. 

E.  A.  Jaenkc, 
Acting  Administrator,  Agricul- 
tural Stabilization  and  Con- 
servation Service. 
IPJt.    Doc.    62-1117;    med,    Feb.    1.    1982; 


62-1117;    med, 
8:49  ajn.] 


Office  of  tlie  Secretary 

TENNESSEE 

Designation  of  Areas  for  Emergency 
Loans 

For  the  purpose  of  makixig  emergency 
loans  pursuant  to  section  321(a)  of 
Public  Law  87-128  (7  U.S.C.  1961) ,  It  has 
been  determined  that  In  the  folloi^lng 
counties  in  the  State  of  Tennessee  nat- 
ural disasters  have  caused  a  need  for 
agricultural  credit  not  readily  available 
from  commercial  banks,  oooperattve 
lending  agoicles,  or  other  respoosflole 
sources. 

TSNNKSSXB 


Dyer. 
Lake. 
Lauderdale. 


Shelby. 
Tlptaa. 


Pursuant  to  the  authority  set  forth 
above,  emergency  loans  wHl  not  be  made 
in  the  above-named  counties  after  June 
30.  1962,  except  to  applicants  who  pre- 
viously received  nnergency  or  special 
livestock  loan  assistance  and  who  can 


994 

qualify  under   established   policies  and 
procedures. 

Done  at  Washington.  DC.  this  29th 
day  of  January  1962. 

Orville  L  Freeman, 

Secretary. 

[F.R.    Doc.    62-1123;     Filed,    Feb      1,     1962; 
8  49  ami 


CIVIL  AERONAUTICS  BOARD 

1  Docket  13339) 

$.A.  EMPRESA  DE  VIACAO  AEREA  RIO 

GRANDENSE  (VARIG) 

Notic*  of  Prehearing   Conference 

In  the  matter  of  the  application  of 
S.A.  Eanpresa  de  Viacao  Aerea  Rio 
Grancfense  (VARIG)  for  amendment  of 
Its  foreign  air  carrier  permit  to  add  two 
new  intermediate  points  Lima.  Peru,  and 
Panama  City.  Republic  of  Panama. 

Notice  Is  hereby  given  that  a  prehear- 
ing conference  on  the  above-entitled  ap- 
plication is  assigned  to  be  held  on  Feb- 
ruary 9,  1962.  at  10  am.,  est.,  in  Room 
1029,  Universal  Building,  Connecticut 
and  Florida  Avenues  NW..  Washington. 
D.C.,  before  Examiner  Russell  A.  Potter. 

Dated  at  Washington.  DC.  January 
29.  1962. 


NOTICES 

preservation  of  competition  in  the  field 
of  banking. 

Not  later  than  fifteen  (15  >  days  after 
the  publication  of  this  notice  in  the 
Federal  Recisttr.  comments  and  views 
regardings  the  proposed  acquisition  may 
be  filed  with  the  Board.  Communica- 
tions should  be  addressed  to  the  Secre- 
tary-, Board  of  Governors  of  the  Federal 
Reserve  System.  Washington  25.  D.C. 

Dated  at  Washington.  DC,  this  29th 
of  January  1962. 

By  ordor  of  the  Board  of  Governor.*;. 

(SEALl  Mebritt  Sherman. 

Secretary. 

(FR      Doc      62    lOeV;     Filed,    Feb      1.     1962; 
8  45  ami 


[SEALl 


IFJl.    Doc 


Francis  W.  Brown. 
Chief  Examiner. 


62   1124:    Plied. 
8:49  am  | 


Feb      1.     1962: 


FEDERAL  RESERVE  SYSTEM 

C.B.  INVESTMENT  CORP. 

Nolic*  of  Application  for  Approval  of 
Acquisition  of  Shares  of  a  Bank 

Notice  is  hereby  given  that  applica- 
tion has  been  made  to  the  Board  of 
Governors  of  the  Federal  Reserve  System 
pursxiant  to  section  3(a)  (2)  of  the  Bank 
Holding  Company  Act  of  1956  (12  U.S.C. 
1842) ,  by  C.  B.  Investment  Corp..  which  Is 
a  bank  holding  company  located  in 
Houston.  Tex.,  for  the  prior  approval  of 
the  Board  of  the  acquisition  by  applicant 
of  932  shares  of  the  10,000  additional 
voting  shares  to  be  issued  of  The  First 
National  Bank  of  Port  Arthur.  Port 
Arthur.  Tex. 

In  determining  whether  to  approve 
this  application  submitted  pursuant  to 
section  3(a)  (2)  of  the  Bank  holding 
Company  Act.  the  Board  is  required  by 
that  act  to  take  into  consideration  the 
following  factors:  (1)  The  financial  his- 
tory and  condition  of  the  company  and 
the  bank  concerned;  (2)  their  prospects; 

(3)  the  character  of  their  management; 

(4)  the  convenience,  needs,  and  welfare 
of  the  c(xnmimities  and  the  area  con- 
cerned; and  (5)  whether  or  not  the  effect 
of  such  acquisition  would  be  to  expand 
the  size  or  extent  of  the  bank  holding 
company  system  involved  beyond  limits 
consistent  with  adequate  and  sound 
banking,   the   public  interest,   and   the 


FEDERAL  POWER  COMMISSION 

|Dc>ckct   N.)    RJ62  307 1 

SHELL  OIL  CO. 

Order  Providing  for  Hearing  on  and 
Suspension  of  Proposed  Change  in 
Rate  and  Allowing  Increased  Rate 
To   Become   EfFective 

January  26.  1962. 

On  December  28.  1961.  Shell  Oil  Co. 
(Shell  I.  50  West  50th  Street.  New  York 
20.  NY.,  tendered  for  filing  a  proposed 
change  Ui  its  presently  effective  rate 
schedule  covering  gas  produced  from 
the  Hugoton  Field.  Grant  County.  Kans., 
and  sold  subject  to  the  jurisdiction  of 
this  Commission  to  Socony  Mobil  Oil 
Co..  Inc.  The  proposed  change,  which 
constitutes  an  increased  rate  and  charge. 
is  contained  in  the  following  designated 
filing: 

Description  Notice  of  change,  dated  De- 
cember 26,  1901 

Rate  schedule  desi(?nation:  Supplement 
No  7  to  Shells  FPC  Gas  Rate  Schedule  No.  77. 

Effective  date:  January  28.  1962.  (Effec- 
tive date  Ls  the  first  day  after  expiration  of 
the  required   thirty   days'   notice.) 

Rate  In  effect:  10  00  cents  per  Mcf  at  14  65 
pcla. 

Proposed  Increajsed  rate:  HOC  centa  per 
Mcf  at  14  65  psla. 

Annual  Increase:  #400 

The  proposed  increased  rate  reflects 
a  revenue-sharing  agreement  which  is 
based  upon  Socony's  resale  rate  to  Cities 
Service.  Socony's  rate  is  in  effect  sub- 
ject to  refund  in  Docket  No.  RI61-506. 
therefore,  the  increased  rate  and  charge 
proposed  by  Shell  may  be  unjust,  un- 
reasonable, unduly  discriminatory  or 
preferential;  or  otherwise  unlawful. 

The  Commission  finds:  It  is  necessary 
and  appropriate  in  carrying  out  the  pro- 
visions of  the  Natural  Gas  Act  that  the 
Commission  enter  upon  hearing  con- 
cerning the  lawfulness  of  the  changed 
rate  proposed  by  Shell  and  that  Supple- 
ment No.  7  to  Shells  FPC  Gas  Rate 
Schedule  No  77  be  suspended  and  the 
use  thereof  deferred  as  hereinafter 
ordered. 

The  Commission  orders : 

iA>  Pursuant  to  the  authority  of  the 
Natural  Gas  Act.  particularly  sections  4 
and  15  thereof,  the  Commission's  rules 
of  practice  and  procedure,  and  the  regu- 
lations under  the  Natural  Gas  Act   <  18 


CPR  Ch.  I> ,  public  hearing  shall  be  held 
upon  the  date  to  be  affixed  by  notice 
from  the  Secretary  concerning  the  law- 
fulness of  the  proposed  increased  rtte 
and  charge  contained  in  the  above. 
designated  supplement. 

(B>   Pending    hearing    and    decision 
thereon,   Supplement   No.    7   to  Shell'i 
Rate   Schedule   No.    77    is   hereby  bus- 
pended   and    the   use   thereof   deferred 
until  January  29,   1962.  and  thereafter 
until  such  further  time  as  it  is  made 
effective   in   the  manner  prescribed  by 
the  Natural  Gas  Act:  Provided,  however, 
That  said  supplement  shall  become  ef- 
fective subject   to  refund  on  the  date 
and  in  the  manner  herein  prescribed  If 
within  20  days  from  the  date  of  Issuance 
of   this  ordor   Shell  shall   execute  and 
file    under    the    captioned    and    above- 
designated  docket  number  with  the  Sec- 
retary of  the  Commission  Its  agreemttt 
and  undertaking  to  comply  with  the  re- 
funding   and    reporting    procedure  re- 
quired by  the  Natural  Gas  Act  and  S 154.. 
102  of  the  regulations  thereunder,  accom- 
panied by  a  certificate  showing  serrtce 
of   copies   thereof   upon   the   purchaser 
under  the  rate  schedule  Involved.    Un- 
levss   Shell    is   advised   to   the   contrary 
within    15    days  after   the   filing  of  Iti 
agreement  and  undertaking,  such  agree- 
ment and  undertaking  shall  be  deemed 
to  have  been  accepted. 

(C)  Neither  the  supplement  hereby 
suspended,  nor  the  rate  schedule  sought 
to  be  altered  thereby,  shall  be  changed 
until  this  proceeding  has  been  dispoaed 
of  or  until  the  period  of  suspension  hai 
expired,  unless  otherwise  ordered  by  the 
Commission. 

(D>  Notices  of  Intervention  or  peti- 
tions to  Intervene  may  be  filed  with  the 
Federal  Power  Commission,  Washington 
25.  DC.  In  accordance  with  the  rulei 
of  practice  and  procedure  (18  CPR  l.S 
and  1.371  on  or  before  March  15.  1962, 

By  the  Commission. 

Gordon  M.  Grant, 
Acting  Secretary. 

|FR      I>)C     62-1081;     Piled,    Feb.     1.    10<3: 
8:45  a. ml 


I  Docket  Nos.  RI62-308— RI62-320] 

SOCONY  MOBIL  OIL  CO.,  INC.,  ET  AL 

Order  Providing  for  Hearings  on  ond 
Suspension  of  Proposed  Chonsti 
in   Rates' 

January  26, 1962. 
Socony  Mobil  Oil  Co..  Inc..  Docket  No. 
RI62-308;  Texaco  Inc..  Docket  No.  RI6J- 
309;  the  Atlantic  Refining  Co..  Docket 
No.  RI62-310;  John  W.  Mecom.  DoAet 
No.  RI62-311 ;  Amerada  Petroleum  Oor^. 
(operator)  et  al..  Docket  No.  RI82-31J; 
Humble  Oil  L  Refining  Co..  (operater) 
et  al..  Docket  No.  RI62-313;  Pan  Ameri- 
can Petroleum  Corp..  Docket  No.  Rltt- 
314;  Harper  Oil  Co.  (operator)  et  «L 
Docket  No.  RI62-315;  Monsanto  Cheatf- 
cal  Co.,  Docket  No.  RI62-316;  NortiMrt 


friday,  February  2,  1962 

pggip  Co..  Docket  No.  RI62-317;  Bay- 
^^  Oil  Corp.  (operator)  et  al.,  Docket 
Ho.  RI62-318;  J.  S.  Abercrombie  Mineral 
(JO.,  Inc.  (operator)    et  al.,  Docket  No. 


FEDERAL  REGISTER 

RI63-S19:  Sohio  Petroleum  Co.,  Docket 
No.  RI62-820. 

The  above-named  respondents  have 
tendered  for  filing  proposed  chuiges  in 


995 

presently  effective  rate  schedules  for 
sales  of  natural  gas  subject  to  thelmis- 
diction  of  the  Conmilssion.  The  mo- 
posed  changes  are  designated  as  foll^ro: 


Docket 

No. 


B10-«»  - 

BIC-300- 
RI82~310.. 
aiO410.. 
glO^ll.. 
BIBMa. 

BIK-313.. 

Bie-SM.. 

USl-114.. 
Rie-314.. 
BIO-31S-- 

BI1S3-318. 
BM2-317.. 
BI82-318.. 

Blt2-310.. 


RI62-320. 


RI82-320 


Ut"S|)on<lent 


Socony  Mobil  oil  Co., 
Inc.,    ISO   East   42d 
Stnf f.  New  York 
17.  N.Y. 

Tciaco.  Inc..  P.O. 
Box  2332,  Houston, 
TfX. 

Tho  Atlantic  Refining 
Co..  P.O.  80x2819, 
Dallas  21.  Tex. 

The  Atlantic  Refining 
Co. 

John  W.  Mecom, 

P.O.  Box25fi6. 

Houston,  Tex. 
Amerada  Petroleum 

Co.  (Operator), ctaL 

P.O.  Box  2040, 

Tulsa  2.  Okla. 
Humble  Oil  &  Refin- 
ing Co.  (Operator), 

et  al.,  P.O.  Box 

2180,  Houston  I, 

Tex. 
Pan  American 

Petroleum  Corp., 

P.O.  Box  591, 

TuLsa  2.  Okla. 
Pan  American 

Petroleum  Corp. 

...do 


Harper  Oil  Co.  (Oper- 
ator), et  al.,  004 
Hlghtower  Build- 
ing. Oklalioma  City, 
Okla. 

Monsanto    Cbemicsl 
Co.,  1401  South 
Coast  Building, 
Houston  2,  Tex. 

Northern  Pump  Oo., 
Columbia  Heighta 
P.O..  Minneapolis 
21.  Minn. 

Bay  view     Oil    Corp. 
(Operator),  et  al.. 
Republic    National 
Bank  Building, 
Dallas  1 ,  Tex. 

J.  .''.  Abercrombie 
Mineral  Co.,  Ina 
(Oi>erator),  et  al., 
c/o  T.  J.  Caldwell, 
Jr  ,    Fouta,   Moore, 
Williams  &  Cald- 
well, Oulf  Bulldiag, 
Houston,  Tex. 

SohIo  Petroleum  Oo., 
870    First   National 
OfTioe  Building, 
Oklahoma  City  2, 
Okla. 

.*^olilo  Petroleum  Co... 


Rate 
sched- 
ule 
No. 

Sup- 
ple- 
ment 
No. 

fiO 

14 

189 

4 

172 

6 

233 

1 

9 

6 

M 

8 

10 

» 

aw 

4 

1«9 

12 

lOS 

IS 

22 

6 

21 

1 

38 

10 

« 

8 

1 

3 

42 

7 

43 

3 

Purchaser  and  producing  area 


Texaa   Eastern   Transmission   Corp. 

(Helen    Ootalke     Field,  De    Witt 

County,  Tex.)  (R.R.  District  No. 

2). 
United  Qas  Pipe  Line  Co.  (Lapey- 

rouse  Field,  Terrebonne  Parish,  La., 

(South  Louisiana). 
Natural  Oas  Pipeline  Co.  of  America 

(Camrick  Southeast  Oas  Pool  Field, 

Texas  and  Beaver  Counties,  Okla.). 
Natural  Oas  Pipeline  Co.  of  America 

(Norttamest   Dower   Field,    Beaver 

County,  Okla.). 
United  Oas  Pipe  Line  Co.   (Lapev- 

rouse    Field,    Terrebonne    Parish, 

La.)  (South  Louisiana). 
United  Oas  Pipe  Line  Co.   (South 

Lewisburs  Ffeld,   Acadia   Parish, 

La.)  (South  Louisiana). 

Texas  Eastern   Transmission    Corp. 
(Helen    Oohlke   Field,   De   Witt 
County,  Tex.)  (R.R.  District  No.  2). 


Texas  Eastern  Transmission  (3orp. 
(Fort  Lynn  Field,  Miller  County, 
Ark.). 

SkeUy   OU   Co.    (Panhandle    Field, 
Carson  County,  Tex.)  (R.R.  Dis- 
trict No.  10). 
Iroquob  Oas  Corp.  (Sheridan  Field, 
Colorado  County,  Tex.)  (R.R.  Dis 
trict  No.  8). 
Arkansas  Louisiana  Oas  Co.  (Cement 
Field,  Orady  County,  Okla.). 


Panhandle  Eastern  Pipe   Line   Co. 
(Bond  Area,  Meade  County,  Kans.). 


Panhandle  Eastern  Pipe  Line  Co 
(Light     Field,     Seward     County, 

Miasisrippl  River  Fuel  Corp.  (Was- 
kom  Field,  Harrison  County)  (R.R. 
District  No.  6). 


Natural  Oas  Pipeline  Co.  of  America. 
(Milton  Field,  Harris  County,  Tex.) 
(R.R.  District  No.  3). 


United  Oas  Pipe  Line  Co.  (South 
LewlsbuTK  Field,  Acadia  Parish, 
La.)  (South  Louisiana). 


Texas  Oas  Transmission  Corp.  (Ramos 
Field.  St.  Mary  and  Assumption 
Parishes,  La.)  (South  Louisiana). 


Amount 
of  annual 
increase 

Date 

filing 

tendered 

Effective 
date 
unless 
sus- 
pended 

Date  sus- 
pended 
untU- 

Cents  per  Mcf 

Rate  in 
effect 

Proposed 

increased 

rate 

$78 

12-28-61 

'2-  l-«2 

7-  1-62 

16.1111 

"<  16.4444 

2,132 
76 

1-  2-62 
1-  4-62 

'  2-11-62 
I  3-21-62 

7-11-62 
8-21-62 

>20.25 
17.0 

••'22.26 

"  17. 2 

24 

7,680 

13,586 

1-  4-62 
1-  3-62 
1-  2-62 

"3-21-62 
'2-11-62 
12-  2-02 

8-21-62 
7-11-62 
7-  2-02 

17.0 
•20.25 
•20.26 

"17.2 

11722.26 

••'22.25 

1,853 

1-  4-62 

•a-  4-62 

7-  4-02 

•15.7099 

"•16.0432 

09 

1-  2-62 

12-^-02 

7-2-02 

14.3 

•>•  14. 34876 

86 

1-  5-62 

»2-  b-ta 

7-  5-03 

11.6282 

« •  11. 7108 

581 

1-11-62 

>2-ii-oa 

7-11-03 

17.008 

"1&0770 

11,703 

1-  2-62 

12-  2-62 

7-  2-02 

11.0 

>>>16.0 

658 
514 

1-  8-62 
1-8-62 

>S-  1-02 
■2-10-02 

»-  1-02 
7-10-02 

16.0 
12.2838 

"10.0 
"  13.  mi 

476 

1-  8-62 

12-26-02 

7-25-02 

u  14. 3844 

•'U11888S 

6,495 

1-  9-62 

•2-  »-62 

7-  9-03 

16.0 

"IOlI 

9.304 

1-  8-62 

12-  8-62 

7-  8-02 

»20.2S 

• 

•  71123.36 

4,071 

1-  8-62 

'2-  8-62 

7-8-62 

'» 20.  76 

•  7  1121.78 

Rate  In 
effect  sab- 

ieotto 
refund  in 

Docket 
Nos. 


BI61-34S 


RI01-»4 


RI01-M8 


Bui-sa 

G~1M0I 


I  The  stated  effective  date  Is  the  effective  date  proposed  by  respondent. 

'Redetermined  rate  Increase. 

'The  pressure  base  is  14.66  psia. 

•  Includes  dehydration  charge  of  0.5  cent  per  Mcf  paid  by  buyer. 

■  Includes  1 .75  cents  per  Mcf  tax  reimbursement. 

'Pressure  base  is  15.025  psia. 

'  Periodic  rate  increaiw. 


•  The  stated  effective  date  Is  the  first  day  after  expiration  of  the  required  statutory 
notice. 

•  Includes  0.5  cent  per  Mcf  for  gathering  and  dehydration  charged  by  seller. 
■"  Tax  reimbursement. 

»  Favorod-Nation  rate  increase. 

li  Includes  0.25  cent  per  Mcf  dehydration  charge  paid  by  buyer. 

>'  Includes  1.75  cents  per  Mcf  Louisiana  severance  tax  reimbursement. 


>  This  order  does  not  provide  for  th« 
RoUdatlon  for  hearing  or  disposition  <rf^ 
several  mattera  covered  herein,  nor 
It  be  so  construed. 


Pan  American  Petroleum  Corp.'s  (Pan 
American)  notice  of  change  reflecting 
t  tax  increase  for  gas  sold  to  Texas 
Eastern  Transmission  Corp.  from  the 
Fort  Lynn  Field.  Miller  County.  Ark., 
vas  submitted  pursuant  to  Pan  Amer- 
ican's contract  clause  concerning  addi- 
tional taxes  and  reflects  reimbursement 
«  a  portion  of  the  newly  enacted  Ar- 
kansas gas  conservation  assessment  (87.5 
percent  of  0.05  cent)  effective  January  1, 
1982. 

The  proposed  increased  rates  exceed 
^  applicable  area  price  levels  set  forth 
in  the  Conmiission's  Statement  of  Gen- 


eral Policy  No.  61-1,  as  amended  (18 
CPR  Ch.  I,  Part  2,  §  2.56) . 

The  proposed  changed  rates  and 
charges  may  be  unjust,  unreasonable, 
unduly  discriminatory,  or  preferential. 
or  otherwise  imlawful. 

The  Commission  flnds:  It  is  ned^ssary 
and  proper  in  the  public  interest  and  to 
aid  In  the  enforcement  of  the  provisions 
of  the  Natural  Oas  Act  that  the  Com- 
mission enter  upon  hearings  concerning 
the  lawfulness  of  the  several  proposed 
changes  and  that  the  above-designated 
supplements  be  suspended  and  the  tise 
thereof  deferred  as  hereinafter  ordered. 


The  Commission  orders: 

(A)  Pursuant  to  the  authority  of  the 
Natural  Qas  Act,  particularly  sections  4 
and  15  thereof,  ttie  Commission's  rules 
of  practice  and  procedure,  and  the  regu- 
lations under  the  Natural  Oas  Act  (18 
CFR  Ch.  I),  public  hearings  shall  be 
held  upon  dates  to  be  fixed  by  notices 
from  the  Secretary  concerning  the 
lawfulness  of  the  several  proposed  in- 
creased rates  and  charges  contained  in 
the  above-designated  supplaneats. 

(B)  Pending  hearings  and  decisions 
thereon,  the  above-designated  rate  sup- 
plements are  hereby  suspended  and  the 


I 


wo 

use  thereof  deferred  until  the  date 
Indicated  in  the  above  "Date  Suspended 
Until"  column,  and  thereafter  until  such 
further  %irnf  as  they  are  made  effective 
in  the  manner  prescribed  by  the  Natural 

(C)  Neither  the  supplements  hereby 
suspended,  nor  the  rate  schedules  sought 
to  be  altered  thereby,  shaU  be  changed 
until  these  proceedings  have  been  dis- 
posed of  or  until  the  periods  of  suspen- 
sion have  expired,  unless  otherwise 
ordered  by  the  Commission. 

(D)  Notices  of  intervention  or  peti- 
tions to  intervene  may  be  filed  with  the 
Federal  Power  Commission.  Washington 
25  D.C..  in  accordance  with  the  rules  of 
pracUce  and  procedure  (18  CFR  1.8  and 
1.37(f) )  on  or  before  March  12.  1962. 

By  the  Commission. 

Gordon  M.  Gr.ant, 
Acting  Secretary. 

[TH.    Doc.    82-1082:     Filed.    Feb      1.     1962; 
8:45  a-m  1 


[Docket  No.  CI60-193  etc  ] 

GLENN  F.  THOMAS  ET  AL. 
Notice  of  Severance 

January  26.  1962. 

Glenn  F.  Thomas  and  George  W. 
Brewer,  Jr.,  d.b.a.  Thomas  and  Brewer 
et  al .  Docket  Nos.  CI60-193  et  al. ;  North- 
em  Pump  Co..  Docket  No.  CI61-1409: 
The  Ohio  Oil  Co.,  (operator)  et  al . 
Docket  No.  CI62-71. 

Notice  is  hereby  given  that  the  above - 
entitled  matters  heretofore  scheduled  for 
a  hearing  to  be  held  in  Washington,  DC. 
on  February  6.  1962.  at  9:30  a.m..  est.. 
In  the  consolidated  proceedings  entitled 
Glenn  F.  Thomas  and  George  W.  Brewer. 
Jr.,  d.b.a.  Thomas  and  Brewer  et  al..  in 
Docket  Nos.  CI60-193.  et  al..  are  severed 
therefrom  for  such  disposition  as  may  be 
a];H>ropriate. 

Gordon  M.  Grant. 
Acting  Secretary. 

[Vn.    Doc.    82-1083:     Filed.    Feb.    1.    1962; 
8:45  am] 


[Docket  Noe.  CP62-117  etc  ] 

UNITED  GAS  PIPE  LINE  CO.  ET  AL. 

Notico  of  Applications  and   Date  of 
Hearing 

Januaxy  26.  1962. 

United  Gas  Pipe  Line  Co.,  Docket  No. 
CP62-117;  United  Gas  Pipe  Line  Co. 
Docket  No.  CP62-118;  B.  O.  Byars  DriU- 
Ing  Co.,  Docket  No.  (^61-470;  Continen- 
tal OU  Co..  Docket  No.  CI6 1-483;  Hum- 
ble Oil  li  Refining  Co..  Docket  No. 
CI61-688;  EHck  Wegener  and  C.  E. 
Daris,  d/h/a  Dick  Wegener.  Drilling 
Contractor,  Docket  No.  CI6 1-1685; 
Owens-Hllnois  Glass  Co.,  Docket  No. 
CI62-14;  Siboney-Caribbean  Petroleum 
Co.,'  Docket  No.  C162-149;  Dan  J.  Har- 
rison, Jr.,  Docket  No.  CI62-278 ;  Dan  J. 
Harrison,  Jr.  (operator)  et  al..  Docket 
No.  CI62-279. 

Take  notice  that  each  of  the  above 
applicants  has  filed  an  application  pur- 


>  Successor  In  Interest  to  Siboney  Petro- 
leum Corp. 


NOTICES 

suant  to  section  7(b)  of  the  Natural  Gas 
Act  for  permission  and  approval  to  aban- 
don natural  gas  service,  as  hereinafter 
described  and  as  more  fully  described  in 
the  applications  which  are  on  file  with 
the  Commission  and  open  to  public  in- 
spection. 

The  pertinent  facts  in  each  applica- 
tion are  as  follows: 
Docket  No  :  Field  and   Location.   Purcha.<;rT: 

and   D'jck'-t   No.   t-i    H'^iit't    Sale   Was   Au- 

thori::id 

CPC2-117:    D.aU.us.    Tpx  :    Floyd    McCullough. 

d    b   a  Texas  Asphalt  P.ivlng  Ci>. 
CP02   118,   Ctddo  Parl.sh.  La  :  W.  L   Sibley. 
CI61-470:    Ni>     I    F     H.    (Henn.in)    Johnston 
Well.   Man7lcl    Field.   Wix)d   County.   Tex  : 

L<.no  Star  Gas  Co  ;  O   2727. 
CI61  -483;  T.ilbert  Well  No    1  and  Davis  Bros. 

Lumber    Co     No      1     Well.    DrlscoU    Field, 

Bienville   PiU-lsh,   Lii  :    Arkansas   Louisiana 

Gas  Co  ,  G   8604 
CI61-688;    Wyatt-FTllenburger   Field.   Crocket 

County.   Tex  :    El    Paso    Natural   Gaa    Co.; 

G-3069 
CI61-1685;    State    Well    No.    1.    Nellie    Field. 

Stephens    County.    Okla  :    Lone    Star    Gas 

Co  :   G-17643. 
CI62-14;  Fluharty  Gas  Well  No   B  1  and  Lulu 

Shuman  Gas  Well  No    1,  Paw  Paw  District, 

Marlon  County.  W.  Va.:  Hope  Natural  Gaa 

Co  ;    G-8208. 
C16J-149:    Rivers    Loa.se.    Mary    (Frio    Sand) 

Field.  Jim  Wells  County,  Tex  ;    C.  V.  Ly- 
man; CI61-8J8. 
CI62-278;   Dan  J    Harrison.  Jr  ,  A  Pee  No.  1 

Well,  Liberty  County,  Tex  :  Texas  Eastern 

Transmission  Corp  :   G-5696. 
CI62-279:    Robinson    Lake    Field.    Chambers 

County,  Tex  :  Texas  Gas  Corp  :  G-12453. 

The  Applicants  in  Etocket  Nos.  Cn61- 
470  CI61-483.  C161-688.  CI61-1685. 
CI62-149.  CI62-278,  and  CI62-279  state 
that  the  volume  of  gas  available  for  de- 
livery under  the  respective  contracts  has 
declined  to  the  point  where  it  is  no  longer 
economically  feasible  to  continue  the 
operation. 

The  Applicant  in  Docket  No.  CI62-14 
seeks  authorization  to  terminate  deliv- 
eries of  gas  from  two  wells  to  Hope  Nat- 
ural Gas  Co.  in  order  to  divert  such  gas 
through  its  own  production  system  to  its 
Fairmont,  W.  Va..  plant.  Hope  Natural 
Gas  Co.  has  agreed  to  partial  cancella- 
tion of  the  gas  purchase  contract,  the 
application  state.s. 

The  Applicant  in  Docket  Nos.  CP62- 
117  and  CP62-118  seeks  authorization  to 
abandon  service  from  its  pipelines  and 
to  remove  positive  meters  and  appurte- 
nant facilities.  The  piu-chasers  of  the 
gas  transported  throu^'h  these  facilities 
have  requested  and  the  Applicant  has 
agreed  to  termination  of  service  and  can- 
cellation of  the  gas  purchase  contracts. 

Each  of  the  independent  producer  Ap- 
plicants has  filed  a  notice  of  cancellation 
of  its  related  rate  schedule. 

These  related  matters  should  be  heard 
on  a  consolidated  record  and  disposed 
of  as  promptly  as  pos.sible  under  the  ap- 
plicable rules  and  regulations  and  to  that 

end: 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natural  Gas  Act,  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  on  March 
«,  1962  at  9:30  a.m.,  est.,  in  a  Hearing 
Room  of  the  Federal  Power  Commission, 


441   G   Street   NW..   Washington.  D.C, 
concerning  the  matters  involved  In  aatf 
the   issues  presented   by   such   appUca. 
tions :  Provided,  however.  That  the  Com- 
mission may.  after  a  noncontested  hear. 
ing,  dispo.se  of  the  proceedings  pursuant 
to  the  provisions  of  §  1.30(c)    (1)  or  (2) 
of  the  Commission's  rules  of  practice  ud 
procedure.    Under  the  procedure  hereta 
provided  for,  unless  otherwise  advised, 
it  will  be  unnecessary  for  Applicants  to 
appear  or  be  represented  at  the  heartaf. 
Protests  or  petitions  to  Intervene  msy 
be  filed  with  the  Federal  Power  Commis- 
sion. Washington  25.  D.C..  in  accordance 
with  the  rules  of  practice  and  iwocedure 
( 18  CFR  18  or  1.10)  on  or  before  Pebrv- 
ary  23,   1962.     Failure  of  any  party  to 
appear  at  and  participate  in  the  heartof 
shall  be  construed  as  waiver  of  and  con- 
currence  in  omission  herein  of  the  Inter- 
mediate   decision    procedure    in    caaei 
where  a  request  therefor  is  made. 

Gordon  M.  Ghakt, 
Acting  Secretary. 

(FR     Doc     62-1084:     FUed.    Feb.    1.    190; 
8:45  ajn.] 

INTERSTATE  COMMERCE 
COMMISSION 

FOURTH  SECTION  APPLICATIONS 
FOR  RELIEF 

JANTTARY    30,    1962. 

Protests  to  the  granting  of  an  appU- 
cation  must  be  prepared  in  accordaim 
with  Rule  40  of  the  general  rules  o( 
practice  (49  CFR  1.40)  and  filed  wlthta 
15  days  from  the  date  of  publication  of 
this  notice  in  the  Federal  Register. 

Long-and-Short  Haul 

FSA  No.  37529:  Sand  to  DanviUe.  TB. 
Filed  by  Southwestern  Freight  Bureau, 
Agent  (No.  B-6142),  for  interested  rail 
carriers.  Rates  on  sand,  as  described  tn 
the  application.  In  carloads,  from  Qulon, 
Ark.,  Klondike,  Ludwig,  and  Pacific,  Mo, 
also  Mill  Creek  and  Roff,  Okla.,  to  Dan- 
ville, 111. 

Grounds  for  relief:  Market  competi- 
tion . 

Tariff:  Supplement  146  to  Southwest- 
ern Freight  Bureau  tariff  ICC.  4319. 

FSA  No.  37530:  Anhydrous  ammonia 
to  points  in  Florida.  Filed  by  South- 
western Freight  Bureau,  Agent  (No.  R- 
8143  > ,  for  interested  rail  carriers.  Ratei 
on  anhydrous  ammonia,  in  tank-car 
loads,  from  Lake  Charles  and  West  Lake 
Charles,  La.,  also  Houston,  Tex.,  to  Agri- 
cola,  Armour,  Brewster.  East  Tampa, 
Nichols,  Pierce,  Ridgewood,  Royster,  and 
Tampa.  Fla. 

Grounds  for  relief:  Market  competi- 
tion. 

Tariff:  Supplement  31  to  Southweatera 
Freight  Bureau  tariff  I.CC.  4422. 

FSA  No.  37531:  Salt  from  WillUton. 
N.  Dak.,  to  Montana  points.  Piled  tj 
V.  P.  Brown,  Agent  (No.  4),  for  Inter- 
ested rail  carriers.  Rates  on  salt,  as  (le- 
scribed  in  the  application,  in  carload* 
from  Williston,  N.  Dak.,  to  BUlings,  Ba* 
Billings.  Laurel,  and  Mossmaln,  Mont 

Grounds  for  relief:  Market  competi- 
tion. 


ffiday,  February  2,  1962 

•niiS-  Supplement  34  to  Agent  V.  P. 
Brown  tariff  I.CC.  3. 

Acgrecate-of-Intermediates 

fgA  No.  37528 :  Passenger  fares  in  the 
united  States.  Filed  by  E.  B.  Padrick. 
4|ent  (No.  8) .  for  interested  rail  carriers. 
QiTcriying  basic  coach  and  statlon-to- 
>gtion  round -trip  coach  fares  for  the 
tnnsportation  of  people,  between  points 
tn  the  United  States. 

Orounds  for  relief:  Maintenance  of 
tlirough  one-factor  fares  in  excess  of 
]0,ier  combinations  of  intermediate 
fares,  due  to  the  method  of  disposition 
of  fractions  in  proposed  increased  fares. 

By  the  Commission. 

[seal]  Harold  D.  McCoy, 

Secretary. 

Ifjl    Doc.    62-1097:    FUed,    Feb.    1,    1962; 
'  8:47a.m.l 


[Notice  5901 

MOTOR   CARRIER  TRANSFER 
PROCEEDINGS 

Janttary  30, 1962. 

Synopses  of  orders  entered  pursuant  to 
section  212(b)  of  the  Interstate  Com- 
merce Act,  and  rules  and  regulations  pre- 
rribed  thereunder  (49  CFR  t»art  179), 
ippear  below: 

As  provided  in  the  Conunl^sion's  spe- 
cial rules  of  practice  any  interested  per- 
lon  may  file  a  petition  seeking  recon- 
dderation  of  the  following  numbered 
proceedings  within  20  days  from  the 
date  of  publication  of  this  notice.  Pur- 
nant  to  section  17(8)  of  the  Interstate 
Commerce  Act,  the  filing  of  such  a  peti- 
tion will  postpone  the  effective  date  of 
the  order  in  that  proceeding  pending  its 
disposition.  The  matters  relied  upon  by 
petitioners  must  be  specified  in  their 
petitions  with  particularity. 

No.  MC-FC  64468.  By  order  of  Janu- 
iry  19,  1962,  the  Transfer  Board  i4>- 
proved  the  transfer  to  Frostways,  Inc., 
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Detroit,  Mich.,  of  a  portion  of  the  operat- 
ing rights  in  Certificate  No.  MC  113843; 
and  of  the  entire  certificate  in  No.  MC 
113843  Sub  19,  issued  October  22,  1957, 
and  August  1,  1958,  respectively,  to  Re- 
frigerated Food  Express,  Inc.,  Boston, 
Mass.,  authorizing  the  transportation  of: 
Frozen  foods,  fresh  meats,  meats,  meat 
products,  meat  by-products,  and  dairy 
products,  from  specified  points  in  Penn- 
sylvania, Michigan,  and  Wisconsin,  to 
specified  points  in  Michigan,  Maryland, 
Ohio,  Pennsylvania,  Virginia,  West 
Virginia,  the  District  of  Columbia,  New 
York,  New  Jersey,  Illinois,  Indiana,  and 
Kentucky.  James  M.  Walsh,  316  Sum- 
mer Street,  Boston,  10,  Mass.,  and  L. 
Eskelson.  501  Perpetual  Building,  1111 
E  Street  NW.,  Washingtoh,  D.C.,  attor- 
neys for  applicants. 

No.  MC-FC  64578.  By  order  of  Janu- 
ary 25.  1962,  the  Transfer  Board  ap- 
proved the  transfer  to  E.  Willis  Avery, 
Rose  Avtry,  Millard  Avery,  Raymond 
Avery,  and  Frank  Avery,  doing  business 
as  Avery  Transportation,  Beachlake,  Pa., 
of  Certificate  No.  MC  59295  issued  April 
15,  1954,  to  E.  Willis  Avery,  doing  busi- 
ness as  Avery  Trucking,  Beachlake,  Pa., 
authorizing  the 'transportation  of  live- 
stock, from  Decatur  and  Fort  Wayne, 
Ind..  and  Rochester,  N.Y.,  to  points  in 
Tioga  County.  Pa.,  agricultural  conunod- 
ities,  from  points  In  Tioga,  Potter,  and 
Lycoming  Counties,  Pa.,  to  Washington. 
D.C..  Baltimore.  Md.,  and  points  in  New 
York;  feeds  and  grain,  ftom  New  York, 
N.Y.,  to  points  In  Wyoming  County,  Pa.; 
from  points  in  Tioga  and  Potter  Coun- 
ties. Pa.,  to  points  in  Cattaraugus, 
Allegany,  and  Chautaqua  Counties,  N.Y.; 
and  from  Binghamton,  N.Y.,  to  points  in 
New  York  within  25  miles  of  Beachlake, 
Pa.;  grain  from  Buffalo,  N.Y.,  to  points 
in  Tioga  County.  Pa.,  fertilizer  and  oyster 
shells,  from  Baltimore,  Md.,  to  points  in 
Tioga  County,  Pa.;  coal,  from  points  in 
Lackawanna.  Luzerne.  Tioga,  and 
Schuylkill  Counties,  Pa.,  to  points  in 
Chemung  County.  N.Y.;  and  from  points 
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in  Tioga  County,  Pa.,  to  points  in  Steu- 
ben County.  N.Y.;  lime  and  limestone 
products,  from  Newton.  N.J..  to  points 
in  Pennsylvsinia  and  New  York  within 
25  miles  of  Beachlake.  Pa.  James  Rutii- 
erford,  921  Court  Street,  Honesdale,  Pa.. 
attorney  for  applicants. 

No.  MC-FC  64678.  By  order  of  Jan- 
uary 25,  1962.  the  Transfer  Board  ap- 
proved the  transfer  to  Continental  Bulk 
System,  Inc.,  Newark,  N.J..  of  Certificate . 
No.  MC25894  issued  October  16.  1961.  to 
Continental  Bulk  Service,  Inc.,  Newark. 
N.J.,  authorizing  the  transportation  of: 
Chemicals,  between  New  York,  N.Y.,  and 
points  in  Bergen,  Essex,  Hudson.  Passaic, 
and  Union  Coimties.  N.J..  on  the  one 
hand,  and,  on  the  other.  Lee.  Mass., 
Cohoes,  N.Y.,  points  in  Connecticut, 
specified  points  %i  Massachusetts,  New 
York,  and  Pennsylvania;  and  between 
New  York,  N.Y.,  on  the  one  hand,  and, 
on  the  other,  points  In  Bergen.  Essex, 
Hudson,  Passaic,  and  Union  Counties, 
N.J.  John  R.  Sims.  Jr.,  804  Ridge  Place. 
Falls  Church.  Va..  attorney  for  appli- 
cants. 

No.  MC-FC  64680.  By  order  of  Jan- 
uary 25.  1962,  the  Transfer  Board  ap- 
proved the  transfer  to  Milo  F.  C(4>pe8, 
doing  business  as  Coppes  Transfer,  Yar- 
mouth, Iowa,  of  Certificate  No.  MC 
115720  Issued  September  12,  1956,  to 
Frank  D.  Brown,  doing  business  as 
Brown  Truck  Line,  Keota,  Iowa,  author- 
izing the  transportation  of:  Fertilizer, 
in  bags,  from  Streator,  Bl.,  to  points  in 
that  part  of  Iowa  bounded  on  the  nortii 
by  U.S.  Highway  6  and  on  the  west  by 
U.S.  Highway  69,  serving  all  points  on 
the  portions  of  the  highways  specified, 
with  no  transportation  for  compensa- 
tion on  return  except  as  otherwise  au- 
thorized. William  A.  Landau,  1307 
East  Walnut  Street,  Des  Moines  16, 
Iowa,  representative  for  applicants. 


[SEAL] 


Harold  D.  McCot, 
Secretary. 


[FJl.    Doc.    62-1098;    Filed,    Feb.    1,    1962; 
8:47  ajn.] 
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Rules  and  Regulations 


Title  5— ADMHISTIIATIVE 
PERSBNNa 

rtj^p,^,  I Civil  Service  Commissi©!! 

PAIT  6— EXCEPTIONS  FROM  THE 
COMPETITIVE  SERVICE 

D«p«rt'n*'i*  of  Slot* 

BtecUve  upon  publication  In  the  P«d- 
«*i.R«oisT«R.  subparagraph  (6)  is  added 
2%«gr»ph  »k)   of  16.302  as  set  out 


1 4J02     DeparlnienI  of  Stale. 

(k)  Burrau   of   Far   Eastern   Affairs. 
.  •  • 
(6)  One  Staff  Assistant. 

(E.8  175*.  •*<=.  2.  22  Stat.  403.  as  amended; 
60B.C.W1.633) 

United  States  Civil  Serv- 
ice Commission, 
[silt]       Mary  V.  Wenzil. 

Executive  Assistant  to 
the  Commissioners. 

IFJl    Doc     62-1156:     Piled.    Feb.    2.    1962; 
'  8:47  am.l 


PART  6— EXCEPTIONS  FROM  THE 
COMPETITIVE  SERVICE 

Department  off  Justice 

Effective  upon  publication  in  the 
PnoAL  Register,  subparagraphs  (8) 
and  (13)  of  paragraphs  (e)  and  sub- 
IMngn4>h5  (4).  (5),  and  (7)  of  para- 
gnph  (1)  of  S  6.308  are  revoked. 

(K.8.  1763.  sec.  2.  22  Stat.  403,  as  amended; 
tUJ.C.  631.  633) 

UNrtED  States  Civil  Serv- 
ice Commission, 
[SEAL]       Mary  V.  Wenzel, 

Executive  Assistant  to 
the  Commissioners. 

(FJt.    Doc    62  1166:     Filed.    Feb.     2,     1962; 
8:49  a.m.] 


PART  6— EXCEPTIONS  FROM  THE 
COMPETITIVE  SERVICE 

Small  Business  Administration 

Effective  upon  publication  in  the  P«b- 
iiAL  Register,  paragraph  (x)  is  added 
to  I  €.338  as  set  out  below. 

I6.S28      Small   Bii!>ine<i8   Administration. 

•  •  •  •  • 

(X)  One  Assistant  to  the  Special  As- 
liitant  to  the  Administrator. 

(EJB.  1763.  sec.  3.  22  Stat.  403.  as  amended; 
5  D.B.C.  631,633) 

United  States  Civil  Serv- 
ice Commission, 
[seal]      Mary  V.  Wenzel. 

Executive  Assistant  to 
the  Commissioners. 

(PA.    Doc.    62-1156;    PUed,    Feb.    9,    1963; 

8:47  a.m.] 


Title  7— AGRICULTURE 

Choplor  IV — Federat  Crop  Insurance 
Corporation,  Department  of  Agri- 
culture 

[Amdt.  28] 

PART  401— FEDERAL  CROP 
INSURANCE 

Subport — Regulations  for  the  1961 
and  Succeeding  Crop  Years 

Potatoes 

Pursuant  to  the  authority  contained 
in  the  Federal  Crop  Insurance  Act,  as 
amended,  the  above-identified  regula- 
tions are  amended  effective  beginning 
with  the  1962  crop  year  for  potatoes  in 
the  following  respects : 
§  401.3      [AnendRient] 

1.  The  table  following  paragraph  (a) 
of  8  401.3  of  this  chapter  is  amended 
effective  beginning  with  the  1962  crop 
year  for  potatoes  by  adding  the  follow- 
ing insertion  immediately  below  that 
portion  of  the  table  showing  a  closing 
date  for  peanuts: 
Potatoes ---  May  15 

2.  The  following  section  is  added: 

g  401.37     The  potato  endorsement. 

The  provisions  of  the  potato  endorse- 
ment for  the  1962  and  succeeding  crop 
years  are  as  follows : 

1  Causes  of  loss  insured  against.  The 
insurance  provided  Is  against  unavoidable 
loss  of  production  due  to  wildlife.  Insect 
InfestaUon,  plant  disease,  earthquake. 
drought,  flood,  hall.  wind,  frost,  fre^. 
UKbtnlng.  fire,  excessive  rain,  snow,  hurrl- 
cMve.  tornado  and  any  other  iinavoldable 
causes  of  loss  due  to  adverse  weather  con- 
•dltlons.  subject,  however,  to  any  exceptions. 
exclusions  or  limitations  with  respect  to 
such  causes  of  loss  that  are  set  forth  on 
the  county  actuarial  table. 

2.  Insured  crop.  The  Insured  crop  shall 
be  potatoes  of  the  variety  shown  on  the 
county  actuarial  table  as  Insurable.  In- 
surance shall  not  attach  on  any  Insurance 
vmlt  on  which  the  planted  acreage  Is  less 
than  two  acres. 

3  Production  guarantee  and  price,  (a) 
The  provisions  of  section  3  of  the  policy 
with  respect  to  guaranteed  production  and 
amounU  of  Insurance  per  acre  shall  not  be 
applicable  under  this  endorsement.  For 
each  crop  year  of  the  contract  the  produc- 
tion guarantee,  and  the  price  at  which  In- 
demniUes  shall  be  computed  shall  be  those 
estobllshed  by  the  Corporation  and  shown 
on  the  county  actuarial  table. 

(b)  At  the  time  the  application  for  In- 
surance Is  made  the  applicant  shall  elect 
the  price  at  which  Indemnities  shall  be 
computed  from  among  those  shown  on  the 
county  actuarial  table.  K  such  applicant 
falls  to  make  an  election  or  elects  a  price 
not  shown  on  the  actuarial  Uble  the  price 
which  shall  be  In  effect  shaU  be  the  amount 
provided  on  the  county  actuarial  table  for 
such  purposes.  As  to  any  succeeding  crop 
year  any  insured  may  change  the  price 
which  was  In  effect  for  a  prior  crop  year 
and  make  a  new  election  by  notifying  the 
county  office  In  writing  of  such  election  be- 


fore contracts  are  terminated  for  iatebted- 
ness  for  the  crop  year  for  which  the  elec- 
tion U  to  become  effective.  If  no  such 
change  Is  made  the  price  at  which  lnd«n- 
nltles  shall  be  computed  tfiaU  be  the  price 
most  recenUy  in  forte  but  shaU  not  exoeed 
the  maximum  price  as  shown  on  the  county 
actuarial  table. 

4.  Insurance  period.  Insuranoe  on  any 
Insured  acreage  shall  attach  at  the  time  the 
poUtoes  are  planted  and  shaU  cease  upon 
the  earlier  of  harvest  or  October  20  of  the 
crop  ye&r. 

5.  Claims  for  loss,     (a)    In  lieu  ol  sub- 
section   11(c)    of   the  poUcy,  the  following 
shall    apply:     Losses    shall    be    determined 
separately   for  each   Insurance  unit    (here- 
inafter called  "unit").    The  amount  of  loss 
with  respect  to  any  unit  shaU  be  determined 
by  (1)   multiplying  the  insxired  acreage,  of 
pototoes  on  the  unit  by  the  i4>pUcable  pro- 
duction guarantee  per  acre,  which  product 
shall  be  the  production  guarantee  for  the 
unit,    (2)    subtncting  therefrom  the  total 
production  to  be  counted  for  the  unit.  (3) 
multiplying  the  remainder  by  the  Insured 
Interest,  and  (4)  multiplying  this  result  by 
the  applicable  price  for  computing  Indemni- 
ties:   Provided,   That   If  for   the  insurance 
unit  the  Insured  faUs  to  report  all  of  his 
interest  or  Insurable  acreage  the  amount  of 
loss  than  be  determined  with  respect  to  all 
of  his  Interest  and  Insurable  acreage,  but  In 
such    cases  or    otherwise.   If   the   premiiun 
computed    on    the    basis   of    the    insurable 
acreage  and  Interest  exceeds  the  premium 
on  the  reported  acreage  and  Interest,  or  the 
acreage  and   Interest  when  detennlncd  by 
the    Corporation    under    section    2    of   this 
policy,  the  amount  of  loss  shall  be  reduced 
proportionately . 

The  total  production  to  be  counted  for  an 
Insurance  unit  shaU  be  determined  by  the 
Corporation  and  shall  Include  aU  harvested 
production  and  any  appraisals  made  by  the 
Corporation  for  unharveeted,  or  potential 
production,  poor  farming  practice*,  unin- 
sured causes  of  loss,  or  for  acreage  abaadoned 
or  put  to  another  use  without  the  consent 
of  the  Corporation :  Provided,  That  the  total 
production  to  be  coxmted  for  any  acreage 
not  harvested  nor  considered  as  harvyed 
within  the  meaning  of  the  term  "harvested" 
shall  be  not  less  than  25  percent  of  the- 
productlon  guarantee  for  such  acreage: 
Proctded.  further.  That  the  production  to 
be  counted  for  any  acreage  ot  potatoes  which 
Is  abandoned  or  put  to  another  use  without 
the  consent  of  the  Corporation  shaU  he  the 
production  guarantee  provided  on  the 
county  actuarial  table  for  such  acre^e. 

(b)  Notwithstanding  the  provisions  of 
paragraph  (a)  of  this  8ecti<»,  If  the  i»ro- 
ductlon  to  be  counted  does  not  meet  the 
quality  specifications  shown  on  the  county 
actuarial  table  due  to  Insurable  causes  oc- 
curring within  the  Insurance  period  it  sbaU 
be  reduced  by  the  factor  for  that  purpose 
shown  on  such  actuarial  taUe. 

6.  Meaning  of  terms.  For  the  purpoee  of 
Insurance  on  potatoes  the  tcnna:  (a)  "In- 
surance unit."  notwithstanding  aeettan  ai(g) 
of  the  policy,  means  the  Inaurable  acreage 
of  potatoes  in  the  county  in  which  (1)  one 
person  at  the  time  of  planting  has  the 
entire  Interest  in  the  crop,  or  (2)  the  same 
two  or  more  persons  at  the  time  of  planting 
have  the  eijiUre  Interest  in  the  ch^:  Pro- 
vided, however.  The  Corporation  and  the  In- 
sured  may  agree  in  writing  before  insatanee 
attaches  In  any  crop  year  to  divide  ttoe 
Insured's  Insurable  acreage  of  potatoee  in 
the  county  Into  two  or  more  unlta,  taking 
Into  consideration  separate  and  distinct  farm 
operations. 
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(b)  "BaxTMt"  or  "barveated"  means  ihe 
«*<fy<"g  of  potato**.  For  the  purpoae  of  de- 
tsrmlnlnc  any  Iom  under  the  contract  any 
acTMif*  iluUl  not  be  conaldered  a«  harvested 
unlMS  tta«  Corporation  det^rmlnea  that  at 
the  time  of  barrest  t'he  production  harvested 
tb«r«fro(n  aquala  not  Iom  than  35  percent  of 
the  production  guarantee  for  such  acreage. 

7.  Contctllation,  termination  for  indebted- 
ne*a,  and  di»ecmnt  dates,  (a)  For  each  crop 
year  of  the  contract  the  cancellation  date 
shall  ba  tbe  Dacember  31  and  the  termina- 
tion data  for  Indebtedness  shall  be  the  May 
15  inuncdlately  preceding  the  beginning  of 
tbe  crop  yaar  for  which  the  cancellation  or 
the  termination  la  to   become  effective 

(b)  For  the  1962  crop  year  only  the 
diMOunt  date  shall  be  December  31.  1962. 

(Sees.  606,  510.  52  Stat.  73.  as  amended.  77, 
as  amended:  7  U.S.C.  1506.  1516 1 

Adopted  by  the  Board  of  Directors  on 
January  22, 1962. 

[ssALl  Earll  H.  Nikxel. 

Secretary. 
Federal  Crop  Insurance  Corporation. 

Approved:  January  30. 1962. 

Jambs  T.  Ralph, 
Assistant  Secretary. 

(F.R.    Doc.    63-1153:     Filed.     Feb      2.     1962. 
8:47  a.m.l 


(Amdt.  30 1 

PART  401 — FEDERAL  CROP 
INSURANCE 

Subparl — R«9ulations  for  the  1961 
and  Succeeding  Crop  Years 

Barley 

Pursuant  to  the  authority  contained  in 
the  Federal  Crop  Insurance  Act,  as 
amended,  the  above-ldentlfled  regula- 
tions are  amended  effective  beginning 
with  the  1963  crop  year  in  the  following 
respects: 

1.  Subpara«rraph  d)  of  paragraph 
(a)  of  I  401.3  of  this  chapter  is  amended, 
effective  beginning  with  the  1963  crop 
year,  to  read  as  follows: 

§  401.3      Application  for  inHuranrc. 

(a)    •  •  • 

(1)  In  all  counties  in  Oregon  and 
Washington,  in  any  county  in  Idaho 
with  an  October  31  closing  date,  and  in 
any  county  in  Colorado  with  an  August 
31  closing  date,  in  which  barley  is  an 
insurable  crop,  an  application  for  in- 
surance on  barley  may  be  flied  until  the 
March  31  following  the  closing  date. 
provided  that  in  such  cases  winter  barley 
will  not  be  insured  for  the  flrst  barley 
crop  year  of  the  contract. 

2.  The  portion  of  the  table  following 
paragraph  (a)  of  {  401.3  of  this  chapter 
under  the  heading  "Barley"  is  amended 
effective  beginning  with  the  1963  crop 
year  by  inserting  the  following  immedi- 
ately below  the  line  pertaining  to 
"California": 

(Closing  Date) 

BAaLET 

Ck>lorado : 
Logan.     Phillip*     and     Sedgwick 

Oountl** Aug    31 

All  other  Colorado  Counties Mar    31 

3.  The  barley  endorsement,  published 
in  f  401.17  of  this  chapter,  is  amended 


RULES  AND   REGUtATIONS 

effective  beginning  with  the  1963  crop 
year  to  read  as  follows: 

§  401.17      The   barley   endurn^ment. 

The  provisions  of  the  barley  endorse- 
ment for  the  1963  and  succeeding  crop 
years  are  as  follows: 

1  Causes  of  loss  injured  against  The 
inaiiranc*  provided  Is  against  unavoidable 
loss  of  production  due  to  wildlife.  Insect 
infestation.  plant  disease.  earthquake, 
drought.  fljx)d.  hail.  wind,  frost,  freeze. 
wlnter-kui,  lightning,  fire,  excessive  rain, 
snow,  hurricane,  tornado,  and  any  other 
unavoidable  cause  of  loss  due  to  adverse 
weather  conditions,  subject  however,  to  any 
exceptions,  exclusions  or  limitations  with  re- 
spect to  such  causes  of  loss  that  are  set  forth 
In  the  county  actuarial  table 

2.  In.tured  crop  Insurance  shall  not  at- 
tach on  acreage  on  which  It  la  determined 
by  the  Corporation  that  barley  is  (a)  seeded 
with  flax  or  other  small  grains  or  vetch,  or 
( b  I  not  seeded  for  harvest  as  grain  as 
determined  by  the  Corporation. 

3  Bushel  guarantee,  and  price  per  bushel. 
(a)  The  provisions  of  section  3  of  the  policy 
with  respect  to  guaranteed  production  and 
amounts  of  Insurance  per  acre  shall  not  be 
applicable  under  this  endorsement.  For 
each  crop  year  of  the  contract  the  bushel 
guarantee,  and  the  price  at  which  Indemni- 
ties shall  be  computed  shall  be  those  estab- 
lished by  the  Corporation  and  shown  on  the 
county  actuarial   table. 

(b)  Tbe  bushel  guarantee  per  acre  shown 
on  the  county  actuarial  table  shall  be  In- 
creased by  two  bushels  for  any  harvested 
acreage  on  which  the  amount  harvested  Is 
two  or  more  bushels  per  acre 

At  the  time  the  application  for  Insurance 
Is  made  the  applicant  shall  elect  a  price 
per  bushel  at  which  indemnities  shall  be 
computed  from  among  those  shown  on  the 
county  actuarial  table  Any  'insured  with 
a  contract  In  force  prior  to  the  1963  crop 
year  may  elect  the  price  per  bushel  to  be 
In  effect  beginning  with  the  1963  crop  year. 
If  any  applicant  or  Insured  falls  to  make 
an  election  or  elects  a  price  per  bushel  not 
shown  on  the  actuarial  table  the  price  per 
bushel  which  shall  be  In  effect  shall  be  the 
amount  provided  on  the  county  actuarial 
table  for  such   purposes. 

As  to  any  succeeding  crop  year  any  Insured 
may  change  the  price  per  bushel  which  was 
In  effect  for  a  prior  crop  year  and  make  a 
new  election  by  notifying  the  county  ofBce 
In  writing  of  such  election  before  contract* 
are  terminated  for  Indebtedness  for  the  crop 
year  for  which  the  election  Is  to  become 
effective.  If  no  such  change  Is  made,  the 
price  per  bushel  at  which  Indemnities  shall 
be  computed  shall  be  the  price  most  recently 
In  force  under  the  contract  but  for  any 
crop  year  shall  not  exceed  the  maximum 
price  per  bushel  as  shown  on  the  county 
actuarial  table. 

4  In.rurance  pt'riod  Insurance  on  any 
Insured  acreage  shall  attach  at  the  time 
the  barley  Is  seeded  and  shall  cease  upon 
threshing  or  removal  from  the  field,  which- 
ever occurs  flrst.  but  In  no  event  shall  In- 
surance remain  In  effect  later  than  October 
31  of  the  calendar  year  In  which  the  barley 
Is  nornuilly  harvesrted 

5  Claims  for  loss,  (a)  In  lieu  of  aubsec- 
tlon  11(c)  of  the  policy,  the  following  shall 
apply:  Losses  shall  be  determined  separately 
for  each  Insurance  unit  (hereafter  called 
"unit"!  The  amount  of  loss  with  respect 
to  any  unit  shall  be  determined  by  ( 1 )  multi- 
plying the  Insured  acreage  of  barley  on  the 
Insurance  unit  by  the  applicable  bushel 
guarantee  per  acre,  which  product  shall  be 
the  bushel  guarantee  for  the  unit.  (2)  sub- 
tracting therefrom  the  total  production  to  be 
counted  for  the  unit.  (3)  multiplying  the 
remainder  by  the  Insured  Interest,  and    (4) 


multiplying  this  result  by  the  appUgi^ 
price  per  bushel  for  computing  IndwuSy^ 
Provided,  That  If  for  the  Insurance  mmS 
Insured  falls  to  report  all  of  his  lnt«c«|  « 
Insurable  acreage  the  amount  of  lo**  ■haB|K 
determined  with  respect  to  all  of  his  IhImZ 
and  Insurable  acreage,  but  In  such  eam » 
otherwise.  If  the  premium  computad  on  |^ 
basis  of  the  insurable  acreage  and  f  ' 
exceeds  the  premium  on  the  reported 
and  Interest,  or  the  acreage  and  Int 
when  determined  by  the  Corporation 
section  2  of  the  policy,  the  amount  «< 
shall  be  reduced  proportionately. 

The  total  production  to  be  counted  ttf  > 
unit  shall  be  determined  by  the  Oorpo^ 
Mon  and,  subject  to  the  provision*  hti^k 
after,  ."hall  Include  all  threshed  produette 
and  any  appraisals  made  by  the  Corpus 
tlon  for  unthreshed.  unharvested,  or  pm 
tlal  production,  poor  farming  practlo**, 
Insured  causes  of  loss,  or  for  acreage  _ 
donert  or  put  to  another  use  without  tkl 
consent  of  the  Corporation:  Provided,  1^ 
the  production  to  be  counted  on  any  teiv 
'  af?e  of  barley  which,  with  the  consent  of  tht 
Corporation.  Is  planted  In  the  current  en* 
year,  before  harvest  becomes  general,  to  an 
other  crop  Insured  under  the  regulaUoa*  d 
the  Corporation,  shall  be  60  percent  of  tht 
bushel  guarantee  for  such  acreage  or  tkl 
appraised  production  whichever  1*  griatv: 
Prottded,  That  on  any  acreage  from  whM 
less  than  two  bushels  per  acre  are  hamMti, 
the  total  production  to  be  counted  y 
the  provision  of  this  section  shall  b* 
amount  In  excess  of  two  bushels  p«r 
except  that  the  production  to  be  couBlii 
for  any  acreage  of  barley  which  1*  abandiiail 
or  put  to  another  use  without  the  ooiimbI 
of  the  Corporation  shall  be  the  bushel  gov- 
antee  provided  on  the  county  aetUMW 
table 

(b)  The  total  production  to  be  cOoaM 
shall  Include  any  harvested  production  tnm 
acreage  initially  seeded  for  purpose*  oth« 
than  for  harvest  as  grain  as  determlnad  bf 
the  Corporation. 

(c)  In  determining  total  produette 
volunteer  small  grains  and  volunteer  TWtcfe 
growing  with  the  seeded  barley  crop,  Md 
small  grains  seeded  In  the  growing  bartof 
crop  on  acreage  on  which  the  Corponttoa 
has  not  given  Its  consent  to  be  put  to  ak- 
other  use  shall  be  counted  as  barley  on  a 
weight  basis. 

(d)  Notwithstanding  the  provlslona  of 
paragraph  (a)  of  thl*  section  for  determlB- 
Ing  production  to  be  counted,  the  produc- 
tion to  be  counted  of  any  threshed  bailay 
which  does  not  grade  No.  4  or  better  (datar- 
mined  In  accordance  with  Official  Orals 
Standards  of  the  United  States),  becaua*  of 
poor  quality  due  to  Insurable  cause*  oe- 
currlng  within  the  Insurance  period  aad 
would  not  meet  this  grade  requirement  If 
properly  handled,  shall  be  adjusted  by  (1) 
dividing  the  value  per  bushel  of  the  daia- 
aged  barley  as  determined  by  the  Oorpoca- 
tlon.  by  the  market  price  per  bushel  at  ths 
local  market  for  barley  grading  No.  4,  at 
the  time  the  loss  Is  adjusted,  and  (2)  multi- 
plying the  result  thus  obtained  by  th*  nioa- 
ber  of  bushels  of  such  damaged  barley.    , 

a  Meaning  of  Terms.  For  the  purpo**  tt 
Insurance  on  barley  the  terms: 

(a)  "Insurance  unit,"  notwlthstandlaf 
section  21(g)  of  the  policy,  means  th»  ta- 
surable  acreage  of  barley  In  the  county  la 
which  ( 1 )  one  person  at  the  time  of  plantlaf 
has  the  entire  Interest  In  the  crop,  or  (t) 
the  same  two  or  more  persons  at  the  tlMI 
of  planting  have  the  entire  Interest  in  tfe* 
crop:  Provided,  hotoever.  The  CorporattOB 
and  the  Insured  may  agree  In  writing  baAM 
Insurance  attaches  In  any  crop  year  to  dlfMt 
the  Insured's  Insurable  acreage  of  barley  !■ 
the  county  Into  two  or  more  unit*,  taklB| 
Into  consideration  separate  and  distinct : 
operations. 


jjfr.>Aii/.  February  3, 1962 

*w»  -Harvest"  means  the  mechanical  aav- 
W    ^gni  the  land  of  matured  barley  for 


^CimeeUation  and  termination  for  in. 
kudatr'  dates.  For  each  year  of  the  «m- 
JJJSTcancellatlon  date  and  th*  termlna- 
■•"  -  for  Indebtedness  are  tbe  following 
dates  immediately  preceding  th* 
of  the  crop  year  for  which  th* 
'1^""tnn  or  the  termination  U  to  beeam* 
"y^IyTprnDidcd.  }iowever.  Tliat  for  th* 
_!!L^  of  determining  the  applicable  can- 
^Iniiifcin  and  termination  dates  only,  and 
SwKtandlng  section  21(e)  of  the  policy. 
ZZTrntmi  Tear  for  spring  planted  barley  In- 
rLTji  ill  counties  with  a  March  16  can- 
*T^I|-^  daU  shall  be  considered  to  mean 
"^^iod  In  which  the  winter  barley  crop 
ilS  counties  U  normally  planted  and 
„.Jjainr  harvested,  and  shall  be  designated 
w^nfinnce  to  the  calendar  year  In  which 
^  crop  1«  normally  harveated. 


State  anil  coiiniy 


C***y°-  afcim...    and   fWMlifWlck 
jjgllicr  Coioni<lo  counties. .  ... 


,  Comity    aii<l    all    Iilalio 
sties  lylii*  nortli  llu-n'Of — 

lOgihw  Idaho  counties       

u    1^1  and  Pennsylvania 

OHSMsad  Wasliiiigton 

Alstbcr  States — 


Mar.  15 

l>pc.  31 

Mar.  15 

..do  .  .. 

Dec.  31 


Termi- 
nation 
date  for 
indebt- 
edness 


Auk.  31 


Do. 

Mar.  31 


Oct.  U 
Mar.  31 

Sept.  IS 
Oct.  31 
Mar.  31 


/g,^  S06.  616.  52  Stat.  73,  as  amended.  TI, 
^  UBsnded;   7  US.C.  1506.  1516) 

Adopted  by  the  Board  of  Directors  on 
juniary  22.  1962. 

[gULl  Earll  H.  Nikkel. 

Secretary, 
Federal  Crop  Insurance  Corporation. 

Apijroyed:  January  30, 1962. 

Jamks  T.  Ralph, 
Assistant  Secretary. 

IPJt.    Doc.    62-1152:     Plied.    Feb.    2.    1962; 

g:47a.m.l 
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which  lakurance  is  not  limited  to  spring 
irtieftt  only  on  the  county  actuariAl  table, 
in  iJnn  and  Malheur  Counties.  Oregon, 
and  in  Bonneville,  Cassia,  Fremont,  and 
Madison  Counties.  Idaho,  but  in  any  such 
case  for  the  first  wheat  crop  year  of  the 
contract,  winter  wheat  in  all  of  such 
counties  and  spring  wheat  plioited  on 
land  which  is  non-irrigated  in  Bonne- 
vlUe,  Cassia.  Fremont  and  Madison 
Counties.  Idaho,  will  not  be  insured : 

2.  The  portion  of  the  table  following 
paragraph  (a)  of  §  401.3  of  this  chapter 
under  the  heading  "Wheat"  is  amended 
effective  beginning  with  the  1963  crop 
year  to  read  as  follows : 

(Closing  Dates) 
Wheat 

California,  Colorado.  Kansas,  Mon- 
tana, Nebraska.  New  Mexico,  Okla- 
homa, Texas,  and  Wyoming 

Idaho: 

Idaho  County  and  all  Idaho  coun- 
ties lying  north  thereof 

All  Idaho  counties  lying  south  of 
Idaho  County,  except  Bingham, 
Gooding.  Jerome.  Lincoln.  Mini- 
doka and  Twin  Falls  Counties.  .  Sept.  15 
Bingham.  Ooodlng,  Jerome.  Lln- 
colh.  Minidoka,  and  Twin  Falls 

Oountie* 

Minne*ota  and  North  Dakota 

North  Carolina.  Kentucky.  Tennes- 

•••and  South  Carolina 

Offlgon  and  Washington 

South  Dakota: 

Beimett,  Faulk,  Hand.  Jones.  Ly- 
man, Mellette.  Potter.  Sully,  and 

Tripp  Counties 

All  Other  South  Dakota  Countles. 
AU  other  States 


Aug.  31 


Oct.  31 


Mar.  81 
Mar.  31 

Oct.  16 
Oct.  31 


Aug.  31 
Mar.  31 
Sept.  15 


3.  The  wheat  endorsement,  published 
in  S  401.32  of  this  chapter,  is  amended 
effective  beginning  with  the  1963  crop 
year  to  read  as  follows : 
§  401.32     The  wheal  endorsement. 

The  provisions  of  the  wheat  endorse- 
ment for  the  1963  and  succeeding  crop 
years  are  as  follows : 


[Amdt.  29] 

FART  401— FEDERAL  CROP 
INSURANCE 

Sdbport — Regulations  for  th*  1961 
and  Succeeding  Crop  Yeors 

Wheat 

Pursuant  to  the  authority  contained 
In  the  Federal  Crop  Insurance  Act,  as 
■aended,  the  above-identified  regula- 
ttais  are  amended  effective  beginning 
with  the  1963  crop  year  in  the  following 
respects: 

1.  That  portion  of  subparagraph  (2) 
preceding  the  first  colon  of  paragraph 
(»)  of  5  401.3  of  this  chapter  Is  amended, 
tfective  beginning  with  the  1963  crop 
year,  to  read  as  follows : 

1401.3      Application   for  insurance. 

(a)  '  •  • 

(2)  In  counties  where  wheat  is  an 
kmrable  crop  an  application  for  Insur- 
met  on  wheat  may  be  filed  until  the 
March  31  following  the  closing  date  in 
■fl  counties  in  Montana,  in  any  county 
Jn  North  Dakota  and  South  Dakota  in 


1.  Causes  of  loss  insured  against.  The  in- 
surance provided  is  against  unavoidable  loss 
of  production  due  to  wildlife.  Insect  Infesta- 
tion, plant  disease,  earthquake,  drought, 
flood,  hall,  wind,  frost,  freeze,  winter-kill, 
lightning,  fire,  excessive  rain,  snow,  hxirrl- 
cane.  tornado,  and  any  other  unavoidable 
cause  of  loss  due  to  adverse  weather  condi- 
tioa*,  «ubject  however,  to  any  exceptions, 
exclusions  or  limitations  with  respect  to  such 
causes  of  loss  that  are  set  forth  in  the  county 
actuarial  table. 

2.  Insured  crop.  Insurance  shall  not  at- 
tach on  acreage  on  which  It  is  determined 
by  the  Corporation  that  wheat  Is  (a)  seeded 
with  flax  or  other  small  grains,  vetch,  Aus- 
trian winter  peas,  or  dry  edible  peas,  or  (b) 
not  seeded  for  harvest  as  grain  as  deter- 
mined by  the  Corporation. 

3.  Annual  premium,  (a)  There  will  be  a 
reduction  In  the  annual  wheat  premium  for 
each  iniurance  unit  of  4  percent  for  the  flrst 
full  200  acre*  of  Insured  wheat  acreage  on 
tbe  tmit  and  an  additional  2  percent  reduc- 
tion for  each  additional  full  100  acres:  Pro- 
vided, however.  That  the  total  reduction  shaU 
not  exceed  20  percent. 

(b)  Whether  or  not  the  insured  Is  eligible 
for  the  reduction  provided  In  section  4(b) 
of  th*  policy,  the  Instwed's  annual  wheat 
premium  may  be  reduced  in  lieu  thereof  for 
any  year  by  not  to  exceed  50  percent  If  it  is 
determined  by  the  COTporatlon  that  the  ac- 
cumulated balance  (expressed  in  busliels)  of 
premiums  over  Indemnities  on  consecutively 


1003 

Instu-ed  wheat  crops  precadlng  the  ciure&t 
crop  year  equals  or  exceed*  hi*  total  bushel 
guarantee  based  on  tlie  amount  per  acre 
shown  on  the  county  actuarial  table. 

4.  Bushel  guarantee  and  priee  per  biuh«I. 
(a)  The  provisions  of  aeciion  8  at  th*  polley 
with  respect  to  guaranteed  prodootloa  and  ^ 
amounto  of  insurance  per  aer*  aball  not  be 
applicable  under  this  endumnflnt.  -  For 
each  crop  year  of  the  contract  the  bushel 
guarantee,  and  "the  price  at  which  Indemni- 
ties shaU  be  computed  diall  be  thoe*  «*iab- 
lished  by  the  Corporation  and  shown  on  the 
county  actuarial  table. 

(b)  The  busliel  guarantee  per  acre  shown 
on  the  county  actuarial  table  shall  b*  in- 
creased by  one  and  one-lutU  bushd*  for  any 
harvested  acreage  on  wlilch  th*  amount 
harvested  is  one  and  one-half  or  more  bush- 
els per  acre. 

At  the  time  the  application  for  Insurance 
Is  made  the  applicant  shall  elect  a  price  per 
bushel  at  which  Indemnitle*  shall  be  com- 
puted from  among  thoae  ahown  on  the 
county  actuarial  table.  Any  Insured  with 
a  contract  In  force  prior  to  the  1968  crop 
year  may  elect  the  price  per  bushel  to  be  in 
effect  beginning  with  the  1968-  crop  year. 
If  any  applicant  or  insured  fall*  to  make 
an  election  or  elects  a  price  per.  bushel  not 
shown  on  the  actiiarlal  table,  the  price  per 
h\ishel  which  shall  be  in  effect  shall  be  the 
amount  provided  on  tbe  county  actuarial 
table  for  such  purposes. 

As  to  any  succeeding  crop  year  any  in- 
sured may  change  the  price  per  bushel 
which  was  In  effect  for  a  prior  c«^  year 
and  make  a  new  flection  by  notifying  the 
county  office  In  writing  of  euch  eI*ctlon 
before  contracts  are 'terminated  for  indebt- 
edness for  the  crop  year  for  which  the  elec- 
tion Is  to  become  effective.  If  no  rach 
change  Is  made,  the  price  per  bushel  at 
which  indemnities  shaU  be  computed  shaU 
be  the  price  most  recently  in  force  under 
the  contract  but  for  any  crop  year  sliall  not 
exceed  the  maximum  price  per  bushel  as 
shown  on  the  coiinty  actuarial  table. 

5.  Insurance  period.  Insurance  on  any 
Insured  acreage  shall  attach  at  the  time 
the  wheat  Is  seeded  and  ahall  cea*e  upon 
tlireshing  or  removal  frcxn  the  field.  Which- 
ever occurs  flrst,  but  In  no  event  shall  In- 
surance remain  In  effect  later  than  Octo- 
ber 31  of  the  calendar  year  In  which  the 
wheat  Is  normally  harvested. 

6.  Claims   for   loss,     (a)   In   lieu   of   sub- 
section   11(c)    of  the  policy,  the   foUowing 
shall  apply :  Losses  sliall  be  determined  sepa- 
rately   for   each   Insurance    unit    (hereafter 
called  "unit").     The  amoiut  of  loe*  with 
respect  to  any  unit  shall  be  determined  by 
( 1 )  multiplying  the  Insured  acreage  of  wheat 
on     the    unit    by    the    applicable     bushel 
guarantee  per  acre,  which  product  shall  he 
the  bushel  guarantee  for  the  tinlt,  (3)  eub- 
tracting  therefrom  the  total  production  to  be 
counted  for  the  unit.    (3)    multiplying  the 
remainder  by  the  Insured  interest,  and  (4) 
multiplying    tills   result   by   the    i4>pUcable 
price  per  bushel  for  computing  indemnities: 
Provided.  That  if  for  the  insiu-ance  unit  the 
insured  falls  to  report  all  erf  his  intemt  or 
Insurable  acreage  the  amount  of  loa*  shaUb* 
determined  with  respect  to  all  of  his  Interest 
and  Insurable  acreage,  but  in  such  case*  or 
otherwise.  If  the  premium  computed  on  ttie 
basis  of  the  insurable  acreage  and^  intwrest 
exceeds  the  premium  on  the  reported  acreage 
and   Interest,   or   the   acreage   and  Interest 
when  determined  by  the  Corpwatlon  under 
section  2  of  the  policyi  the  amount  of  loss 
shall  be  reduced  proportionately. 

The  total  production  to  be  counted  for  a 
unit  shrill  be  determined  by  the  Coiporation 
and,  subject  to  the  provision*  hereinafter, 
shall  include  aU  thre*h*d  protfnetfaaaad  any 
appraisals  made  by  the  Corporatton  for  un- 
threshed, unharvested,  or  potential  produc- 
tion, poor  farming  practice*,  unlnstired 
causes  of  loss,  or  for  acreage  abandoned  or 
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pot  to  anoth«r  ua»  wlUxput  the  conaent  of 
tlM  Corporation:  PTX)vided,  That  the  produc- 
tion to  b«  counted  on  any  acreage  of  wheat 
which,  with  the  oonaent  of  the  Corporation.  U 
Itlant^  In  the  current  crop  year,  before  har- 
vest beoomea  general,  to  any  other  crop 
inrared  iinder  the  regulations  of  the  Corpo- 
ration, shall  be  60  percent  of  the  bushel 
guarantee  for  meh  acreage  or  the  appraised 
production  whichever  Is  greater:  Provided. 
That  on  any  acreage  from  which  leas  than 
one  and  one-hall  bushels  per  acre  are  har- 
vested, the  total  production  to  be  counted 
under  th«  provision  of  this  section  shall  be 
that  amount  In  excess  of  one  and  one-half 
bushsis  par  acre,  except  that  the  production 
to  be  counted  for  any  acreage  of  wheat  which 
Is  abandcMied  or  put  to  another  use  without 
the  consent  ot  the  Corporation  shtUl  be  the 
bushel  guarantee  provided  on  the  county 
actuarial  table. 

(b)  The  total  production  to  be  counted 
shall  Include  any  harvested  production  from 
acreage  Initially  seeded  for  purposes  other 
than  for  harvest  as  grain  as  determined  by 
the  Corporation. 

(c)  In  determining  total  production  vol- 
unteer small  grains,  volunteer  Austrian 
winter  peas,  volimteer  dry  edible  peas,  and 
volunteer  vetch  growing  with  the  seeded 
wheat  crop,  and  small  grains  seeded  in  the 
growing  wheat  crop  on  acreage  on  which  the 
Obriwratlon  has  not  given  Its  consent  to  be 
put  to  another  use.  shall  be  counted  as 
wheat  on  a  weight  basis. 

(d)  Notwithstanding  the  provisions  of 
paragraph  (a)  of  this  section  for  determining 
productlcm  to  be  counted,  the  production 
to  be  counted  of  any  threshed  wheat  which 
does  not  grtkde  No.  3  or  better,  and  fn  addi- 
tion, does  not  grade  No.  4  or  5  on  the  basis 
of  test  weight  only  but  otherwise  grades  No. 
3  or  better  (determined  In  accordance  with 
Official  Drain  Standards  of  the  United 
States)  because  of  poor  quality  due  to  In- 
surable causes  occurring  within  the  Insurance 
period  and  would  not  meet  these  grade  re- 
quirements if  properly  handled,  shall  be 
ad jiisted  by  ( 1 )  dividing  the  value  per  bushel 
of  the  damaged  wheat  as  determined  by  the 
Corporation,  by  the  market  price  per  bushel 
at  the  local  nutrket  at  the  time  the  loss  Is 
adjusted  for  wheat  grading  No.  3.  and  (2) 
mtalttplying  the  result  thus  obtained  by  the 
number  of  bushels  of  such  damaged  wheat. 

7.  Jfesnin^  of  temu.  For  purposes  of  In- 
surance on  wheat  the  terms : 

(a)  "Insurance  unit."  notwithstanding 
section  ai(g)  of  the  policy,  means  the  In- 
surable acreage  of  wheat  In  the  county  In 
which  (1)  one  person  at  the  time  of  plant- 
ing has  the  entire  Interest  In  the  crop,  or 
(2)  the  same  two  or  more  persons  at  the 
time  of  planting  have  the  entire  Interest  In 
the  crop:  PrxMrtded,  however.  The  Corpora- 
tion and  the  Insured  may  agree  in  writing 
before  Insurance  attaches  In  any  crop  year  to 
divide  the  Insured's  insurable  acreage  of 
wheat  in  the  county  Into  two  or  more  units. 
taking  into  consideration  separate  and  dis- 
tinct farm  operations.^ 

(b)  "Harvest"  means  the  mechanical 
severance  from  the  •land  of  matured  wheat 
for  threshing. 

8.  Cancellation  and  termination  for  m- 
debtedneta  dates.  For  each  year  of  the  con- 
tract the  cancellation  date  and  termination 
date  for  indebtedness  are  the  following  ap- 
plicable dates  immediately  preceding  the  be- 
ginning of  the  crop  year  for  which  the  can- 
cellation or  the  termination  is  to  t>ecome 
effective:  Provided,  however.  That  for  pur- 
poses of  determining  the  applicable  cancel - 
Iatl(»i  and  termination  dates  only,  and  not- 
withstanding kectlon  21(e)  of  the  fwllcy.  the 
crop  year  for  spring  planted  wheat  insured 
m  all  counties  with  a  March  15  cancellation 
date  shall  be  considered  to  mean  that  period 
In  wbleh  th«  winter  wheat  crop  in  such 
oounttss  Is  normally  planted  and  normally 
harrsatsd,  and  shall  be  designated  by  refer- 
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ence  to  the  calendar  year  in  which  the  crop 
is  normally  harvested:  And  provided,  further. 
That  In  any  county  in  Montana  and  any 
county  In  North  Dakota  and  South  Dakota 
in  which  insurance  Is  not  limited  to  spring 
wheat  only  on  the  county  actuarial  table,  an 
insured  may  cancel  his  wheat  crop  Insurance 
contract  applicable  to  any  such  county  for 
any  crop  year  any  time  prior  to  the  Decem- 
ber 31  following  the  cancellation  date  for 
that  crop  year  if  he  does  not  have  an  interest 
In  any  winter  wheat  crop  seeded  for  harvest 
In  such  county  in  that  crop  year,  as  de- 
termined by  the  Corporation 


Term! 

Canwl- 

nation 

SlaU-  .iikI  loiuily 

lation 

dato  for 

da 

«' 

Ind.'lit- 
e<lni>ss 

f  «liforma.  Coloraflo.  K:insu.H.  Mon- 

tiin:i.    N'i'f>raska.    N'l'w    Mexu«. 

OkLilioitid.  'I'fitt.-i.  ami  \Vyoniiti(t 

.M  »r 

1.-. 

.\up    31 

Matio 

Maho  County  and  all  Idaho  coun- 

tu's  lying  north  thrreot 

do 

Oct     31 

-Ml  Maho  coutilU-s  lying  south  of 

Idaho  County  ct(vi>t  Hlnghani, 
liootlinit,  Jeronif.  Lincoln.  Min- 

idoka, anil  Twin  Kails  Countii-s 

do 

.S'pl     1 5 

ttinghain.  Oixxltng.  Jeronn".  I. In 

<X)ln.  Minidoka,  and  Twin  Kails 

Counties.    .                

DlH- 

31 

Mar  31 

Minni^wta  and  .North  1  )akota      .   . 

do. 

Mar   31 

.North  Carolina.  Krntuoky.  Tenn«- 
«■<•.  and  South  Carolina      

Mar. 

is" 

Oct.    15 

Oregon  and  Wa.'ihinjtton 

.     do 

Oct     31 

^nxiih  Dnkota 

Hrnnt-tt,    Kaulk.    Hand.    Jonmi. 

I, J  man.  Mrllpttp,  Vuiu-r,  ."^iilly. 

ami  Tripp  Count lt>s 

do 

.\UR.   31 

.Ml  oth»>r  South  Dakota  rountm 

l>ec 

3i 

Mar.  31 

K\\  othor  StatM 

Mar. 

15 

Sept.  15 

(Sees.  506.  516.  52  Stat.  73.  as  amended,  77. 
as  amended:  7  US.C.  1506.  1516) 

Adopted  by  the  Board  of  Directors  on 
January   22.    1962. 

[SEAL]  EaRLL  H.  NIKKKL. 

Secretary, 
Federal  Crop  Insurance  Corporation. 

Approved:  January  30, 1962. 

Jamzs  T.  Ralph. 
Assistant  Secretary. 

(FR      Doc     62-1154;     Piled.     Feb      2.     1962; 
8:47  am  I 


Chapter  IX — Agricultural  Marketing 
Service  (Marketing  Agreements  and 
Orders),  Department  of  Agriculture 

I  Orange  Reg  3 1  , 

PART  905 — ORANGES,  GRAPEFRUIT, 
TANGERINES,  AND  TANGELOS 
GROWN  IN  FLORIDA 

Limitation   of  Shipments 

§  905.309      Orange  Regulation  3. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  sls  amended,  and 
Order  No.  905,  as  amended  (7  CFR  Part 
905 ) ,  regulating  the  handling  of  oranges, 
grapefruit,  tangerines,  and  tangelos 
grown  in  Florida  effective  under  the  ap- 
plicable provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended  i7  U.S.C.  601-674),  and  upon 
the  basis  of  the  recommendations  of  the 
committees  established  under  the  afore- 
said amended  marketing  agreement  and 
order,  and  upon  other  available  informa- 
tion, it  is  hereby  found  that  the  limita- 
tion of  shlplhents  of  oranges.  Including 


Temple  oranges,  as  hereinafter  ■». 
vlded.  will  tend  to  effectuate  the  ik 
clared  policy  of  the  act. 

(2)  It  is  hereby  further  found  Q^ 
it  is  Impracticable  and  contrary  to  1^ 
public  interest  to  give  prellml&arjr  a^ 
tice.  engage  in  public  rule-maklnf  j|^ 
cedure.  and  postpone  the  effective  %|| 
of  this  section  until  30  days  after  pg^ 
lication  thereof  in  the  F^edxral  Rnam 
(5  U.S.C.  1001-1011)  because  the  tte 
intervening  between  the  date  whoi  |^ 
formation  upon  which  this  sectkn  b 
based  became  available  and  the  tte 
when  this  section  must  become 
in  order  to  effectuate  the  declared : 
of  the  act  is  insufQclent;  a 
time  is  permitted,  under  the 
stances,  for  preparation  for  such 
tive  time;  and  good  cause  exlati  flit 
making  the  provisions  hereof  effeoHn 
as  hereinafter  set  forth.  Shipments  if 
oranges,  including  Temple 
grown  in  the  production  area,  are 
ently  subject  to  regulation  by  grades  i 
sizes,  pursuant  to  the  amended  melius 
ing  agreement  and  order;  the  recomHi> 
dation  and  supporting  information  te 
regulation  during  the  period  gpecMlii 
herein  were  promptly  submitted  tatbi 
Department  after  an  open  meeting  of  tlM 
Growers  Administrative  Commlttef  on 
January  30.  1962,  such  meeting  wm  hM 
to  consider  recommendations  for  regak- 
tion,  after  giving  due  notice  of  nA 
meeting,  and  interested  persons  vm 
afforded  an  opportunity  to  submit  thalr 
views  at  this  meeting ;  the  provlsloni  of 
this  section,  including  the  effective  ttae 
hereof,  are  identical  with  the  aforeMM 
recommendation  of  the  committee,  aai 
information  concerning  such  proTWoBi 
and  effective  time  has  been  dissemlnaM 
among  handlers  of  such  oranges;  It  li 
necessary,  in  order  to  effectuate  the  de- 
clared ix)licy  of  the  act,  to  make  tliJi 
section  effective  during  the  period  btr»> 
Inaf ter  set  forth  so  as  to  provide  for  ttM 
continued  regulation  of  the  handling  s( 
oranges,  including  Temple  oranges,  sat 
compliance  with  this  section  will  not  !•• 
quire  any  special  preparation  on  the  peil 
of  the  persons  subject  thereto  which  ein- 
not  be  completed  by  the  effective  tlw 
hereof. 

'b)  Order,  d)  Terms  used  In'ttai 
amended  marketing  agreement  SDd 
order  shall,  when  used  herein,  have  tks 
.same  meaning  as  is  given  to  the  resps^ 
tive  term  in  said  amended  markeUBf 
agreement  and  order;  and  terms  relattai 
to  grade,  diameter,  standard  pack,  sal 
standard  box.  as  used  herein,  shall  hail 
the  same  meaning  as  is  given  to  ttM 
respective  term  in  the  United  State 
Standards  for  Florida  Oranges  ani 
Tangelos  (§9  51.1140-51.1178  of  this tltts; 
25  F.R.  8211). 

1 2)  During  the  period  beginning  at 
12:01  a.m..  est.,  February  5,  1962,  ui 
ending  at  12:01  a.m.,  e.s.t..  February  lit 
1962.  no  handler  shall  ship  between  tiN 
production  area  and  any  point  outridi 
thereof  in  the  continental  United  Statait 
Canada,  or  Mexico: 

li)  Any  oranges,  including  Tsovli 
oranges,  grown  in  the  production  UMk 
which  do  not  grade  at  least  U.S.  No.  I 
Russet; 

(ii>   Any     oranges,     except 
oranges,  grown  in  the  production 


1  • 

I 
gf^rJOD.  February  3, 1962 

^,M|  are  of  a  size  smaller  than  2%6 
(!^as  In  diameter,  except  that  a  toler- 
IKof  1«  percent,  by  count,  of  oranges 
*^^  tlian  such  f"<"<w*«""  diameter 
SJjjbe permitted,  which  t<rieranee  shall 
S^inplied  in  accordance  with  the  provl- 
rfonifor  the  application  of  tolerances 
"z^flf^  in  said  United  States  Standards 
fS^  Florida  Oranges  and  Tangelos: 
frfffUed.  That  in  determining  the  per- 
'^^^  of  oranges  in  any  lot  which  are 
,«  than  2''i.;  inches  In  diameter, 
'percentage  shall  be  based  only  on 
^  oranges  in  such  lot  which  are  of  a 
ilae  J*^6  inches  in  diameter  or  smaller; 

(111)  Any  Temple  oranges,  grown  In 
the  i»oduction  area,  which  are  of  a  size 
floaUer  than  2'*if,  inches  in  diameter, 
oeept  that  a  tolerance  of  ten  percent,  by 
caaai.  of  Temple  oranges  smaller  than 
Mflfi  nitnimnm  diameter  shall  be  per- 
muted, which  tolerance  shall  be  applied 
In  aeeor&ance  with  the  provisions  for  the 
gnpUcatlon  of  tolerances  specified  In  the 
almmalil  United  States  standards  for 
flortda  Oranges  and  Tangelos. 
igggg,  1-19,  48  Stat.  31.  as  amended;  7  U.S.C. 
•01-r74) 

Dated:  February  1,  1962. 

Paul  A.  Nicholson, 
Deputy  Director.  Fruit  and  Vege- 
table   Division,    Affricultural 
Marketing  Service. 

|PJL    Doc.    ea-1188:     Piled.    Feb.    2.    1062; 
8:49  a.m.I 


I  Grapefruit  Reg.  3) 

PART  905— ORANGES,  GRAPEFRUIT, 
TANGERINES,  AND  TANGELOS 
GROWN  IN  FLORIDA 

Limitation  of  Shipments 

(  M5J10     Grapefruit  Regulation  3. 

(a)  Findings.  (1)  Pursuant  to  the 
■Bfceting  agreement,  as  amended,  and 
(Mer  Ho.  905  as  amended  (7  CFR  Part 
M),  regulating  the  handling  of  oranges, 
grspcfnilt.  tangerines,  and  tangeloe 
In  Florida,  effective  under  the  ap- 
provisions  of  the  Agricultural 
Maifeeting  Agreement  Act  of  1937.  as 
f  iiMliil  (7  use.  601'«74),  and  upon 
9»  basis  of  the  recommendations  of  the 
ssBBlttees  established  under  the  afore- 
mU  amended  marketing  agreement  and 
r,  and  upon  other  available  informa- 
It  Is  hereby  found  that  the  llmlta- 
.  at  shipments  of  grapefruit,  as  here- 
provided,  will  tend  to  effectuate 
tte  declared  poUcy  of  the  act. 

(2)  It  is  hereby  further  found  that 
It  Is  Impracticable  and  contrary  to  the 
pMIe  interest  to  give  preliminary  notice, 
engage  In  public  rule-making  procedure, 
sad  postpone  the  effective  date  of  this 
Metkm  until  30  days  after  pubUcatloa 
thereof  In  the  Federal  REcxsm  (5  U.8.C. 
mi-lOll)  because  the  Ume  intervening 
ketween  the  date  wh6n  information  upon 
vfeMh  this  section  is  baaed  became  avail- 
iMe  and  the  time  when  this  section  must 
effective  in  order  to  effectuate 
declared  policy  of  the  act  is  Insuffl- 
i:  a  reasonable  time  is  permitted, 
the  circumstances,  for  preparation 
ter  iuch  effective  time ;  and  good  cause 
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exists  for  making  the  provisions  hereof 
effective  as  heseinafter  set  forth.  Ship- 
ments of  all  grapefruit,  grown  in  the 
production  area,  are  presently  subject  to 
regulation  by  grades  and  sizes,  pursuant 
to  the  amended  marketing  agreement 
and  order;  the  recommendation  and  sup- 
porting information  for  regulation  dur- 
ing the  period  specified  herein  were 
promptly  submitted  to  the  Department 
after  an  open  meeting  of  the  Growers 
Administrative  Committee  on  January 
30,  1962,  such  meeting  was  held  to  con- 
sider recommendations  for  regulation, 
after  giving  due  notice  of  such  meeting. 
and  interested  persoivs  were  afforded  an 
OMXirtimiti^to  submit  their  views  at  this 
meetincr;  the  provisions  of  this  section, 
including  the  effective  time  hereof,  are 
identical  with  the  aforesaid  recommen- 
dation of  the  committee,  and  informa- 
tion concerning  such  provisions  and  ef- 
fective time  has  been  disseminated 
ftmnng  handlers  of  such  grapefruit;  it  is 
necessary,  in  order  to  effectuate  the  de- 
clared pcUcy  of  the  act,  to  make  this 
section  effective  during  the  period  here- 
inafter set  forth  so  as  to  provide  for  the 
continued  regulation  of  the  handling  of 
grapefruit,  and  compliance  with  this 
section  will  not  require  any  special  prep- 
aration on  the  part  of  the  persons  sub- 
ject thereto  which  cannot  be  completed 
by  the  effective  time  hereof. 

(b)  Order.  (1)  Terms  used  in  the 
amended  marketing  agreement  and 
order  shall,  when  used  herein,  have  the 
same  meaning  as  is  given  to  the  respec- 
tive term  in  said  amended  marketing 
agreement  and  order;  and  terms  relat- 
ing to  grade,  diameter,  standard  pack, 
and  standard  box,  as  used  herein,  shall 
have  the  same  meaning  as  is  given  to  the 
revecUve  term  in  the  United  States 
Standards  for  Florida  Grapefruit 
(5§  51.750-51.783  of  this  title;  26  F.R. 
163). 

(2)  During  the  period  beginning  at 
12:01  ajn.,  e^.t.,  February  5,  1962,  and 
ending  at  12:01  a.m.,  e.s.t.,  February  19, 
1062,  no  handler  shall  ship  between  the 
prodtKtion  area  and  any  point  outside 
thereof  in  the  continental  United  States, 
Canada,  or  Mexico: 

(i)  Any  grapefruit,  grown  in  the  pro- 
duction area,  which  do  not  grade  at  least 
U.S.  No.  I:  Provided.  That  such  grt4>e- 
fruit  may  have  discoloration  to  the  ex- 
tent permitted  under  the  U.S.  No.  2  Rus- 
set grade,  and  tnay  have  slightly  rough 
texture  caused  only  by  speck  type 
melanoae; 

(11)  Any  seeded  grapefruit,  grown  in 
the  production  area,  which  are  smaller 
than  31^  inches  in  diameter,  except 
that  a  tolerance  of  10  percent,  by  count, 
of  seeded  grapefruit  smaller  than  such 
Tpinimiim  slzc  Shall  be  permitted,  which 
tolerance  shall  be  applied  in  accordance 
with  the  provisions  for  the  application 
of  tolerances,  ^ecifled  in  said  United 
States  Standards  for  Florida  Grapefruit; 
or 

(ill)  Any  seedless  grapefruit,  grown 
in  the  production  area,  which  are  small- 
er than  3%«  inches  in  diameter,  except 
that  a  tolerance  of  10  percoit.  by  count. 
of  seedless  grapefruit  smaller  than  such 
tninitpiim  size  shall  be  permitted,  which 
tolerance  diall  be  applied  in  accordance 
with  the  provisions  for  the  application 


of  tolerances,  vecified  in  said  United 
States  Standards  for  Florida  Orapcfrult. 

(Sees.  1-19,  48  Stat.  SI,  aa  amanded;  7  UAC. 

0Ol-e74) 

Dated:  February  1.  1962. 

Paul.  A.  NicHOUOW. 
Deputy  Director,  Fruit  9Md  Veg- 
etable Division,  Agrieulhiral 
Marketing  Service. 

[PR.    Doc.    62-1187:    FUmI.    Kb.    S,    1962; 
8:49  aja.] 


(Tangerine  Reg.  8] 

PART  905— ORANGES,  GtAfEFtUIT, 
TANGERINES,  AND  TANGELOS 
GROWN  IN  FLORIDA 

Limitofton  of  ShipnMfifs 
§  905.3 1 1      Tangerine  Regnlation  3. 

(a)  Findings.  (1)  Puranant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  905,  as  amffTOted  (7  CFR  Part 
90S.) .  regulating  the  hmdltng  of  oraneea. 
grapefruit,  tangerines,  and  taageioa 
grown  in  Florida,  effective  under  ttie 
applicable  provisions  of  the  Agifinltiiral 
Marketing  Agreement  Act  of  1937.  as 
amended  (7  U.S.C.  601-674).  and  mwn 
the  basis  of  the  recommendations  of  the 
committees  established  under  tlie  afore- 
said amended  marketingr  agreement  and 
order,  and  upon  other  availaUe  infor- 
mation, it  is  hereby  fOond  that  tlie 
limitation  of  shipments  of  tangerlnea,  aa 
hereinafter  provided,  will  t«id  to  ef- 
fectuate the  declared  policy  of  the  act. 

( 2 )  It  is  hereby  f  urtJier  found  that  it  is 
Impracticable  and  contrary  to  the  pabOc 
Interest  to  give  preliminary  notice,  en- 
gage In  public  rule-makinr  procedure, 
and  postpone  the  effective  data  of  this 
section  imtil  30  days  alter  publication 
thereof  in  the  Fedkbal  RKSXsna  <5  U.8.C. 
1001-1011)  because  the  time  intervening 
between  the  date  when  information  upon 
which  this  section  is  based  became  avail- 
able and  the  time  when  this  section  must 
become  effective  in  order  to  effectuate  the 
declared  policy  of  the  act  is  insufficient; 
a  reasonable  time  is  pomitted.  under 
the  circumstances,  for  preparation  for 
such   effective   time;    and   good   cause 
exists  for  making  the  provlskms  hereof 
effective  as  hereinafter  set  forth.    Ship- 
ments of  tangerines,  grown  In  the  pro- 
duction area,  are  presently  subject  to 
regulation  by  grades  and  sixes,  pursuant 
to  the  amended  marketing  agreemmt 
and  order ;  the  recommendation  and  sap- 
porting  information  for  regulation  dur- 
ing  the   period    specified   herein   woe 
promptly  sutoiitted  to  the  Department 
after  an  open  meeting  of  the  Chtiwers 
Administrative  Committee  on  January 
30,  1962',  such  meeting  was  held  to  con- 
sider recommendations  for  regulation. 
after  giving  due  notice  of  such  meeting, 
and  interested  persons  were  affor^M  an 
(n>portunity  to  submit  their  views  at  this 
meeting;  the  provlskms  of  this  eeetton. 
including  the  effective  time  hereof,  are 
identical    with    the    aforefUd    reoom- 
mendation  of  the  eommtfctee.  and  in- 
foimation  conceming  such  pnMrislans 
and  effective  time  has  been  disf.minated 
ainong  handlers  of  such  tanBerinaa:  it  is 
necessary,  in-order  to  effectuate  the  de- 
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Glared  policy  of  the  act,  to  make  this 
section  effective  during  the  period  here- 
Iziaf ter  set  forth  so  as  to  provide  for  the 
continued  regulation  of  the  handling  of 
tangerines,  and  compliance  with  this 
section  will  not  require  any  special  prep- 
aration on  the  part  of  the  persons  subject 
thereto  which  cannot  be.  completed  by 
the  effective  time  hereof. 

(b)  Order.  (1)  Terms  used  in  the 
amended  marketing  agreement  and  or- 
der shall,  when  used  herein,  have  the 
same  meaning  as  is  given  to  the  respec- 
tive term  In  said  amended  marketing 
agreement  and  order;  and  terms  relat- 
ing to  grade,  diameter,  and  standard 
pack,  as  used  herein,  shall  have  the  same 
meaning  as  is  given  to  the  respective 
term  in  the  United  States  Standards  for 
Florida  Tangerines  (99  51.1810-51.1834 
of  this  title;  25  FH.  8216). 

(2)  During  the  period  beginning  at 
12:01  a.m.,  e^s.t.,  Febniary  5.  1962.  and 
ending  at  12:01  ajn.,  e^.t..  July  31. 
1902,  no  handler  shall  ship  between  the 
production  area  and  any  point  outside 
thereof  in  the  continental  United  States. 
Canada,  or  Mexico: 

(I)  Any  tangerines,  grown  in  the  pro- 
duction area,  that  do  not  grade  at  least 
U.S.  No.  2  Russet:  or 

(II)  Any  tangerines,  grown  in  the  pro- 
duction area,  that  are  of  a  size  smaller 
than  the  size  that  will  pack  246  tange- 
rines, packed  in  accordance  with  the  re- 
quirements of  a  standard  pack,  in  a  half- 
standard  box  (inside  dimensions  9*2  x 
9^  X  19 Vs  inches;  capacity  1.726  cubic 
inches) . 

(Sees.  1-19,  48  Stat   31    as  amended.  7  USC 
601-«74> 

Dated:  February  1.  1962. 

Paul  A.  Nicholson. 
Deputy  Director,  Fruit  and  Veg- 
etable  Division,    Agricultural 
Marketing  Service. 

|FJl.     Doc.     62-1190;     Filed.    Feb 
8:49  am  I 


1962: 


ITftngelo  Reg.  3| 

PART  905 — ORANGES,  GRAPEFRUIT, 
TANGERINES,  AND  TANGELOS 
GROWN  IN  FLORIDA 

Limitation  of  Shipments 
i  905.312      Tangeio  Regulation  3. 

(a)  Findings.  (1)  Pursuant  to  the 
Biarketlng  agreement,  as  amended,  and 
Order  No.  905,  as  amended  ( 7  CFR  Part 
905) ,  regulating  the  handling  of  oranges, 
grapefruit,  tangerines,  and  tangelos 
grown  In  Florida,  effective  under  the 
applicable  provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937.  as 
amended  (7  U.S.C.  601-674).  and  upon 
the  basis  of  the  recommendations  of 
the  committees  established  under  the 
aforesaid  amended  marketing  agree- 
ment and  order,  and  upon  other  available 
information.  It  Is  hereby  found  that  the 
limitation  of  shipments  of  tangelos,  as 
hovlnafter  provided,  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act. 

(2)  It  Is  hereby  further  found  that  it 
Is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure. 
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and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (5  UJ3.C. 
1001-1011)  because  the  time  intervening 
between  the  date  when  Information  upon 
which  this  section  is  based  became  avail- 
able and  the  time  when  this  section  must 
become  effective  in  order  to  effectuate  the 
declared  policy  of  the  act  is  insufficient; 
a  reasonable  time  is  permitted,  under 
the  circumstances,  for  preparation  for 
such  effective  time:  and  good  cause  ex- 
ists for  making  the  provisions  hereof 
effective  as  hereinafter  set  forth.  Ship- 
ments of  tangelos.  grown  in  the  produc- 
tion area,  are  presently  subject  to  regu- 
lation by  grades  and  sizes,  pursuant  to 
the  amended  marketing  agreement  and 
order;  the  recommendation  and  sup- 
p>orting  information  for  regulation  dur- 
ing the  period  specified  herein  were 
promptly  submitted  to  the  Department 
after  an  open  meeting  of  the  Growers 
Administrative  Committee  on  January  30, 
1962.  such  meeting  was  held  to  consider 
recommendations  for  regulation,  after 
giving  due  notice  of  such  meeting,  and 
interested  persons  were  afforded  an  op- 
portunity to  submit  their  views  at  this 
meeting;  the  provisions  of  this  section, 
including  the  effective  time  hereof,  are 
identical  with  the  aforesaid  recom- 
mendation of  the  committee,  and  infor- 
mation concerning  such  provisions  and 
effective  time  has  been  disseminated 
among  handlers  of  such  tangelos;  it  is 
necessary,  in  order  to  effectuate  the 
declared  policy  of  the  act,  to  make  this 
section  e.Tective  during  the  period  here- 
inafter se  forth  so  as  to  provide  for  the 
continued  regulation  of  the  handling  of 
tangelos,  and  compliance  with  this  sec- 
tion will  not  require  any  special  prepara- 
tion on  the  part  of  the  persons  subject 
thereto  which  cannot  be  completed  by 
the  effective  time  hereof. 

<b>  Order.  (1)  Terms  used  in  the 
amended  marketing  agreement  and 
order  shall,  when  used  herein,  have  the 
same  meaning  as  is  given  to  the  respec- 
tive term  in  said  amended  marketing 
agreement  and  order;  and  terms  relat- 
ing to  grade,  diameter,  standard  pack, 
and  standard  box.  as  used  herein,  shall 
have  the  same  meaning  as  is  given  to  the 
respective  term  In  the  United  States 
Standards  for  Florida  Oranges  and 
Tangelos  (J§  51. 1140-51. 1178  of  this  title; 
25F.R.  8211>. 

(2)  During  the  period  beginning  at 
12:01  a.m..  est..  February  5.  1962.  suid 
ending  at  12:01  a.m..  est..  July  31, 
1962,  no  handler  shall  ship  between  the 
production  area  and  any  point  outside 
thereof  in  the  continental  United  States, 
Canada,  or  Mexico: 

(1)  Any  tangelos,  grown  in  the  pro- 
duction area,  which  do  not  grade  at  least 
UJ3.  No.  2  Russet. 

(Seca.  1-19.  48  Stat    31    a«  amended.  7  USC 
601-674) 

Dated:  February  1.  1962. 

Paul  A.  Nicholson. 
Deputy  Director,  Fruit  and  Veg- 
etable  Division,    Agricultural 
Marketing  Service. 

(F.R      Doc.     62-1189:     Filed.    Feb      2.     1962; 
8:49  am  I 


I  Navel  Orange  Reg.  6] 

PART    907— NAVEL    ORANeil 
GROWN  IN  ARIZONA  AND  P»Bt  "^ 
NATED  PART  OF  CALIFORNIA 
Limitation  of  Handling 

§  907.305      Navel    Orange   RegulatiM  1 

(a)  Findings.  (1)  Pursuant  to  tki 
marketing  agreement,  as  amended,  m 
Order  No.  907,  as  amended  (7  CFRf^ 
907 ) .  regulating  the  handling  of  mm 
oranges  grown  in  Arizona  and  deslguiii 
part  of  California,  effective  imder  Ra 
applicable  provisions  of  the  Agrlcultom 
Marketing  Agreement  Act  of  1937,  u 
amended  (7  USC.  601-674),  and  iqob 
the  basis  of  the  recommendations  aM 
information  submitted  by  the  Nnn 
Orange  Administrative  Committee,  «. 
tablished  under  the  said  amcBdid 
marketing  agreement  and  order,  aat 
upon  other  available  informi^lon.  It 
is  hereby  found  that  the  limltattaa 
of  handling  of  such  navel  orangei,  m 
hereinafter  provided,  will  tend  to  effie. 
tuate  the  declared  policy  of  the  act  by 
tending  to  establish  and  maintain  neh 
orderly  marketing  conditions  for  neh 
oranges  as  will  provide,  in  the  interciU 
of  producers  and  consumers,  an  ordoly 
flow  of  the  supply  thereof  to  maifcit 
throughout  the  normal  marketing  seeaoa 
to  avoid  unreasonable  fluctuations  in 
supplies  and  prices,  and  is  not  for  the 
purpose  of  maintaining  prices  to  fun- 
ers  above  the  level  whicih  it  is  declared 
to  be  the  policy  of  Congress  to  estabUih 
under  the  act. 

(2)  It  is  hereby  further  found  tint 
it  Is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  ae- 
tice.  engage  in  public  rule-making  prats- 
dure,  and  postpone  the  effective  date  if 
this  section  until  30  days  after  puhlte- 
tion  hereof  in  the  Federal  RxciSTa  (I 
use.  1001-1011)  because  the  time  li- 
tervening  between  the  date  when  Inte- 
mation  upon  which  this  section  Is 
became  available  and  the  time  when 
section  must  become  effective  In 
to  effectuate  the  declared  policy  of  ttl 
act  is  insufficient,  and  a  reasonable  tkM 
is  permitted,  under  the  circ\mi8t«MNa 
for  preparation  for  such  effective  ttmt; 
and  good  cause  exists  for  making  tfet 
provisions  hereof  effective  as  herelnaflv 
set  forth.  The  committee  held  an  opM 
meeting  during  the  current  week,  aflv 
giving  due  notice  thereof,  to  covtttkK 
supply  and  market  conditions  for  natri 
oranges  and  the  need  for  regulation;  Id> 
terested  persons  were  afforded  an  oppor* 
tunity  to  submit  information  and  vleei 
at  this  meeting;  the  recommendatlSB 
and  supporting  information  for  regBh 
tion  during  the  period  specified  hsnlB 
were  promptly  submitted  to  the  Depsfi* 
ment  after  such  meeting  was  held;  tiM 
provisions  of  this  section,  including  Hi 
effective  time,  are  identical  with  tfet 
aforesaid  recommendation  of  the 
mittee.  and  information  concerning 
provisions  and  effective  time  has 
disseminated  among  handlers  of 
navel  oranges;  it  is  necessary,  in 
to  effectuate  the  declared  policy  ofttt 
act.  to  make  this  section  effective  durlV 
the  period  herein  specified;  and 
pliance  with  this  section  will  not 


jl^tarday,  February  3, 1962 

MMclal  preparation  on  the  part  of 
■■•  *^bject  hereto  which  cannot  be 


^  on  or  before  the  effective  date 
____  Such  committee  meeting  was 
Sdon  February  1,  1962. 

(b)  Order.  (1)  The  respective  quan- 
tttjM  of  navel  oranges  grown  In  Arizona 
^^dedgnated  part  of  California  which 
Sw  be  handled  during  the  period  be- 
Z^Axm  Bt  12:01  a.m.,  Ps.t,  February  4, 
Sh  and  ending  at  12:01  a.m.,  P.s.t.. 
I^l^^iary  11.  1962.  are  hereby  fixed  as 

follows:  

(1)  District  1 :  225,000  cartons: 

ill)  District  2:  375.000  cartons; 

(ill)  District  3:  Unlimited  movement; 

(Iv)  District  4:  Unlimited  movement. 

(i)  As  used  in  this  section,  "handled," 
..ngtrict  1."  -District  2,"  "District  3." 
"UUtriet  4."  and  "carton"  have  the  same 
muntrff  as  when  used  in  said  amended 
^^rketing  agreement  and  order. 
.ggg^  1_19,  48  Stat.  31.  as  amended;  7  U.8.C. 

Duted:  February  1. 1962. 

Path.  A.  Nicholsom, 
Deputy  Director,  Fruit  and  Veg- 
etable  DitHsUm,   Agricultural 
Marketing  Service. 

IFJL    Doc.    62-1221;     FUed,    Feb.    2,    1962; 
11:36  a.m.l 


[Lemon  Reg.  6] 

PART  910— LEMONS  GROWN  IN 
CALIFORNIA  AND  ARIZONA 

Limitation  of  Handling 


1910.305     Lemon    Regulation    5. 

(ft)  Findiv,gs.  (1)  Piu-suant  to  the 
aukiketing  agreement,  as  amended,  and 
Order  No.  910.  as  amended  (7  CFR  Part 
nV,  regulating  the  handling  of  lemons 
gnwn  in  California  and  Arizona,  effec- 
tive under  the  applicable  provisions  of 
the  Agricultural  Mariceting  Agreement 
Act  of  1937,  as  amended  (7  n.8.C.  601- 
174) ,  and  upon  the  basis  of  the  reeom- 
HMOdationand  information  submitted  by 
the  Lemon  Administrative  Committee, 
eitabUshed  under  the  said  amended  mar- 
keting agreement  and  order,  and  upon 
other  available  Information,  it  is  hereby 
fowid  that  the  limitation  of  handling  of 
neh  lemons  as  hereinafter  provided  will 
t«Ml  to  effectuate  the  declared  policy  of 
the  act. 

(2)  It  is  hereby  further  found  that  it 
k  taapracticable  and  contrary  to  the  pub- 
lie  Interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure, 
■ad  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
beieof  in  the  Federal  RsoisTn  (5  U.S.C. 
lWl-1011 ) ,  because  the  time  intervening 
between  the  date  when  Information  upon 
which  this  section  Is  based  became  avail- 
able and  the  time  when  this  section 
■Qst  become  effective  in  order  toef- 
feetoate  the  declared  policy  of  the  act 
h  insufficient,  and  a  reasonable  time 
li  permitted,  under  the  circumstances, 
for  preparation  for  such  effective  time; 
and  good  cause  exists  for  making  the 
prorisions  hereof  effective  as  hereinafter 
Kt  forth.  The  committee  held  an  open 
■witlim  during  the  current  week,  after 
ghrlng  due  notice  thereof,  to  consider 
■onDly  and  market  conditions  for  lemons 
■nd  the  need  for  regulation;  interested 
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persons  were  afforded  an  omx>rtunity  to 
submit  information  and  views  at  this 
meeting;  the  recommendation  and  sup- 
porting Information  for  regiilation  dur- 
ing the  period  specified  herein  were 
promptly  submitted  to  the  Department 
after  such  meeting  was  held;  the  pro- 
visions of  this  secti<m,  Including  its  effec- 
tive time,  are  identical  with  the  afore- 
said recommendation  of  the  committee, 
and  information  concerning  such  pro- 
visions and  effective  time  has  been  dis- 
seminated among  handlers  of  such 
lemons;  it  is  necessary,  in  order  to  effec- 
tuate the  declared  policy  of  the  act,  to 
make  this  section  effective  during  the 
period  herein  specified;  and  compliance 
with  this  section  will  not  require  any 
special  preparation  on  the  part  of  per- 
sons subject  hereto  which  cannot  be 
completed  on  or  before  the  effective  date 
hereof.  Such  committee  meeting  was 
held  on  January  30.  1962. 

(b)  Order.  ( 1 )  The  respective  quanti- 
ties of  lemons  grown  in  California  and 
Arizona  which  may  be  handled  during 
the  period  beginning  at  12:01  a.m.,  P.s.t.. 
February  4.  1962,  and  ending  at  12:01 
ajn.,  P,8.t..  February  11, 1962,  are  hereby 
fixed  as  follows: 

(1)  District  1 :  9,300  cartons ; 
(11)  District 2:  186.000  cartons; 

(ill)  District  3:  Unlimited  movement. 

(2)  As  used  in  this  section,  "handled," 
"EMstrict  1,"  "District  2."  "District  3," 
and  "carton"  have  the  same  meaning  as 
when  used  in  the  said  amended  market- 
ing agreement  and  order. 

(Seca.  1-19,  48  Stat.  31,  as  amended;  7  U.S.C. 
e01-«74) 


Dated:  January  31. 1962. 

Paul  A.  Nicholson. 
Deputy  Director,  Fruit  and  Veg- 
etable  Division,   Agricultural 
Marketing  Service. 

IF.R.    Doc.    62-1169;    Filed,    Feb.    2.    1962; 
8:48  ajn.] 


(Lemon  Reg.  6] 

PART  910— LEMONS  GROWN  IN 
CAUFORNIA  AND  ARIZONA 

Limitation  of  Handling 

§  910.306     Lemon  Regulation  6. 


(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  910,  as  amended  (7  CFR  Part 
910),  regulating  the  handling  of  lemons 
grown  in  California  and  Arizona,  ef- 
fective under  the  applicable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (7  U.S.C.  601- 
674) ,  and  upon  the  basis  of  the  recom- 
mendation and  information  submitted  by 
the  Lemon  Administrative  Committee, 
established  under  the  said  amended  mar- 
keting agreement  and  order,  and  upon 
other  available  information,  it  is  hereby 
found  that  the  limitation  of  handling 
of  such  lemons  as  hereinafter  provided 
will  tend  to  effectuate  the  declared  policy 
of  the  act.  ^^  ^  .^ 

(2)  It  is  hereby  fui-ther  found  that  it 
is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  pubUcation 


1997 

hereof  in  the  Fbdbral  RBontxn  <ft  VAC 
1001-lOU) .  because  the  time  tntecviBtaw 
between  the  date  when  inf  oraMfehm  vpon 
which  this  section  is  based  beoame  ftmfl- 
able  and  the  time  when  this  MetkMi  mnii 
become  effective  in  order  to  effeeliMila 
the  declflired  policy  of  the  act  Is  tamflH- 
cient.  ^and  a  rcasonaMff  tiOM  Is  per- 
mitted,  under  the  cireumstMieM.   for 
preparation  for  such  effective  time:  and 
good  cause  exists  for  making  the  pro- 
visions hereof  effective  as  herdkutf tor  sot 
forth.     The  committee  tafdd  an  open 
meeting  during  the  current  wedc,  after 
gifvlng  due  notice  thereof,  to  eonrtrtfr 
supply  and  market  conditions  for  lemons 
and  the  need  for  regulation;  interested 
persons  were  afforded  an  opportunitgr  to 
submit  Information  and  views  at  this 
meeting:  the  recommendation  and  sup- 
porting information  for  regulation  dur- 
ing  the   period   specified   herein   were 
promptly  submitted  to  the  D^mrtment 
after  such  meeting  was  held;  the  pro- 
visions of  this  section,  including  its  ef- 
fective time,  are  identical  wtih  the  afore- 
said recommendation  of  the  committee, 
and  information  concerning  such  pro- 
visions and  effective  time  has  beoi  dis- 
seminated   among    handlers    of    such 
lemons;  it  is  necessary,  in  order  to  ef- 
fectuate the  declared  policy  of  the  act, 
to  make  this  section  effective  duriiw  the 
period  herein  specified;  and  compliance 
with  this  section  will  not  require  any 
special  preparation  on  the  part  of  per- 
sons subject  hereto  which  cannot  be 
completed  on  or  before  the  effective  date 
hereof.     Such  committee  meeting  was 
held  on  January  30.  1962. 

(b)  Order.  (1)  During  the  period  be- 
ginning at  12:01  a.m.,  P.s.t.,  February  4, 
1962,  and  ending  at  12:01  ajn..  PAt. 
June  3, 1962,  no  handle  shall  handle  any 
lemons,  grown  In  District  1,  District  2. 
or  District  3,  which  are  of  a  size  smaller 
than  2.03  inches  in  diameter,  which  shall 
be  the  largest  measuronent  at  right  an^ 
gles  to  a  straight  line' running  frmn  the 
stem  to  the  blossom  end  of  the  fruit: 
Provided,  That  not  to  exceed  5  percent, 
by  count,  of  the  lemons  in  any  type  of 
container  may  measure  less  than  2.03 
inches  in  diameter. 

(2)  As  used  in  this  section,  "handle," 

"handler."  "District  1,"  "District  2,"  and 

•"District  3"  shall  have  the  same  meaning 

as  when  used  in  said  amended  marketing 

agreement  and  order. 


(Sees.  1-19,  48  Stat.  81.  as  amended;  7  U.S.C. 
601-674)  , 

Dated:    February  1.  1962. 

Paul  A.  Nicholsoh, 
Deputy    Director.     Fruit    and 
Vegetable  Division.   Agricul- 
tural Marketing  Service. 

[PR.    Doc.    62-1191:    FUed.   Feb.    2,    1962; 
8:50  ajn.l 


1970302,  Amdt.  2] 

PART  970— CARROTS  GROWN  IN 
SOUTH  TEXAS 

Limitation  of  Shipmonh 

Findings,  (a)  Pursuant  to  Marketing 
Agreement  No.  142  and  Order  No.  9T0  (7 
CFR  Part  970) ,  regulating  the  handling 
of  carrots  grown  in  designated  counties 
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■eeUre  under  the  sppli- 
I  of  tha  Acxteultursl  liar- 


In  Smith' 

Aetof  ItSI.Mi 
1-lt.  4t  mat.  SI.  aa  amended: 
7  UAC.  9n-m4).  and  upon  the  baals 
■liMMirtartnn  and  tnf  ormaUon 
kgr  the  Sooth  Texas  Carrot 
pursuant  to  said 
lent  and  order,  and 
upon  other  available  Information.  It  is 
herebgr  f oond  that  the  amendment  to  the 
Uaoltation  of  ahlpments  hereinafter  set 
forth  will  tend  to  effectuate  the  decUred 
VoUcj  of  the  act. 

<b)  It  la  terebr  found  that  it  is  im- 
practicable and  contrary  to  the  pubhc 
Interest  to  give  preliminary  notice,  or 
mgage  In  public  rule  mailing  procedure. 
and  that  good  cause  exists  for  not  post- 
poning the  effectlTe  date  of  this  amend- 
ment until  30  days  after  publication  in 
the  PBDOAL  Racism  (5  ILS.C.  1001- 
1011)  In  that  (1)  the  time  intervening 
between  the  date  when  Information  upon 
which  this  amendment  is  based  became 
ayallabie  and  the  time  when  this  amend- 
ment must  become  effective  in  order  to 
effectuate  the  decUred  p<rilcy  of  the  act 
Is  Insufficient,  (2)  more  orderly  market- 
ing In  the  public  interest  than  would 
otherwise  prevail,  will  be  promoted  by 
regulating  the  handling  of  carrots  in  the 
manner  set  forth  below,  on  and  after  the 
effective  date  of  this  amendment.  (3) 
eampUanee  with  this  amendment  will 
not  require  any  special  preparation  on 
the  part  of  handlers  which  cannot  be 
completed  by  the  effective  date.  (4)  rea- 
sonable time  is  permitted  under  the  cir- 
cimistances.  for  such  preparation.  (5) 
Information  regarding  the  committee's 
recommendation  has  been  made  availa- 
ble to  producers  and  handlers  in  the  pro- 
duction area,  and  (6)  this  amendment 
relieves  restrictions  cm  the  handling  of 
carrots  grown  In  the  production  area. 

Order,  as  amended.  In  S  970.302  (26 
PR  10124.  27  yjL  335)  delete  paragraph 
(b>.  and  In  Ueu  thereof  substitute  zxev,- 
paragraph  (b).  as  set  forth  below. 

§  970.302      Limitation  of  ohipmentt. 

•  •  •  •  • 

(b)  Sizing  requirements — ( 1  >  Medium- 
to-large.  ^^«  Inch  minimum  diameter 
to  1^  Inches  maximum  diameter.  b^2 
inches  minimum  length; 

(2)  JuTubot.  1  inch  minimum  diam- 
eter to  3  inches  maximum  diameter  and 
5V3  Inches  minimum  length. 

(8ec«.  1-19,  48  Stat.  31.  as  amended;  7  U8C. 
601-674) 

Effective  date.  February  1.  1962.  to 
become  effective  February  3.  1962. 

Paul  A.  Nicholson. 
Deputw  Director,  Fruit  and  Veg- 
etable  Division,   Agricultural 
Marketing  Service. 

(F.R.    Doc.    62-1204:     Piled.    Feb     2.     1962; 
8:;}0  a.m  I 


RULES  AND  REGULATIONS 

ritie  U-AERONAUTICS  AND 
SPACE 

Chopier  I — Federal  Aviation  Agency 

|R«g  Docket  No    1010:  Reg  SR-392C| 

PART  3— AIRPLANE  AIRWORTHINESS; 
NORMAL,  UTILITY,  AND  AERO- 
BATIC  CATEGORIES 

PART  4b— AIRPLANE  AIRWORTHI- 
NESS;  TRANSPORT   CATEGORIES 

PART    6— ROTOCRAFT    AIRWORTHI- 
NESS;  NORMAL  CATEGORY 

PART  7— ROTOCRAFT  AIRWORTHI- 
NESS; TRANSPORT  CATEGORIES 

PART  40 — SCHEDULED  INTERSTATE 
AIR  CARRIER  CERTIFICATION  AND 
OPERATION   RULES 

PART  41— CERTIFICATION  ArtD  OP- 
ERATION RULES  FOR  SCHEDULED 
AIR  CARRIER  OPERATIONS  OUT- 
SIDE THE  CONTINENTAL  LIMITS  OF 
THE   UNITED   STATES 

PART  42 — IRREGULAR  AIR  CARRIERS 
AND   OFF-ROUTE   RULES 

PART  43— GENERAL  OPERATION 
RULES 

Special  Civil  Air  Regulation;  Facilita- 
tion of  Experiments  With  Exterior 
Lighting   Systems 

Special  Civil  Air  Regulation  No.  SR- 
392B.  adopted  on  February  25.  1957.  per- 
mits experimentation  with  exterior  light- 
ing systems,  which  do  not  comply  with 
the  standards  prescribed  in  the  Civil  Air 
Regulations,  on  aircraft  with  standard 
all-worthiness  certificates.  Several  con- 
ditions are  imposed  to  insure  that  the 
number  of  aircraft  engaged  in  the  experi- 
ments is  reasonably  limited;  that  the 
experimental  exterior  lights  are  in  fact 
installed  for  bona  fide  experimentation; 
and  that  the  results  of  such  experi- 
mentation become  generally  available. 
This  special  regulation  expires  on  Feb- 
ruary 25.  1962. 

In  a  notice  of  proposed  rule  malcing 
contained  in  Draft  Release  No.  61-27  and 
published  in  the  Federal  Register.  De- 
cember 23.  1961  (26  F.R.  12294).  the 
Agency  gave  notice  that  it  has  under 
consideration  the  termination  of  SR- 
392B  and  requested  comments  from  In- 
terested persons  concerning  this  matter. 
In  response  to  such  request,  the  Agency 
has   received   numerous   reports,   argu- 


ments and  other  evidence.  Howew,% 
volume  of  the  comments  received  lsa2 
that  there  is  not  suiSclent  time 
Ing  to  -review  and  evaluate  such 
ments  prior  to  the  termination  of  fl^ 
392B.  Therefore,  in  order  to  afford  U^ 
Agency  the  opportunity  to  fully  ai^ 
sider  all  the  relevant  matter  ivcso^ 
and  to  take  whatever  additional  i^ 
malcing  action  that  may  be  indlcalsd,  tt 
is  necessary  to  extend  the  tennlnaMiB 
date  of  SR-392B  to  June  25.  1962. 

Since  this  regulation  continues  la  if« 
feet  the  provisions  of  the  previous  i^. 
ulation  and  imposes  no  additional  l^ir* 
den  upon  any  person,  compliance  with 
the  notice  and  public  procedure  pi^ 
visions  of  the  Administrative  Proceion 
Act  is  unnecessary  and  good  cause  sgihli 
for  making  this  regulation  effective  m 
less  than  30  days'  notice. 

In  consideration  of  the  foregoing.  1^ 
following  Special  Civil  Air  RegulatiOib 
adopted  to  become  effective  on  Pebnii 
3.   1962: 

Contrary  provisions  of  the  Civil  Air  VLtfU. 
lationj  notwithstanding,  experimental  at- 
terlor  lighting  equipment  which  doM  mH 
comply  with  the  relevant  specification*  ooa- 
talned  In  the  Civil  Air  Regulation*  Bay, 
subject  to  the  approval  oX  the  AdmlnUtcaltr, 
be  Installed  and  used  on  aircraft  (or  tfei 
purpose  of  experimentation  Intended  to  \m- 
prove  exterior  lighting  for  a  period  not  Id 
exceed  six  months:   Provideti.  That: 

( 1 )  The  Administrator  may  grant  ap- 
proval for  additional  peiioda  If  he  flnda  Ihit 
experlmenta  can  b«  reaaonably  eapaetad  to 
contribute  to  Improvements  In  eztwlgr 
lighting: 

C2)  Not  more  tlian  15  aircraft  poMialii 
a  U  S.  certificate  of  airworthiness  may  tana 
Installed  at  any  one  time  experimental  n- 
terlor  lighting  equipment  of  one  bade  tfpK 

(3 )  The  AdmlnlJtrator  shall  preaerltaMft 
conditions  and  limltatlona  aa  may  be  aso» 
sary  to  Insure  safety  and  avoid  confuatoa  la 
air  navigation; 

(4)  The  person  engaged  In  the  operattoa 
of  the  aircraft  shall  disclose  pubUdy  ttt 
deviations  of  the  exterior  lighting  f ran  tti 
relevant  specifications  contained  in  the  OM 
Air  Regulations  at  times  and  In  a  maaav 
prescribed   by  the   Administrator;    axid 

( 5 )  Upon  application  for  approval  to  floa- 
duct  experimentation  with  exterior  "t****"l- 
the  applicant  ahaU  advise  the  Admlnlstzate 
of  the  specific  purpose  of  the  eq)erlaMati 
to  be  conducted;  and.  at  the  conclusion  of 
the  approved  period  of  experimentation,  kt 
shall  advise  the  Administrator  of  the  d*- 
talled   results  thereof. 

This  regulation  supersedes  Special  Civil  Air 
Regulation  No.  SR-392B  and  shall  termliiats 
June  23,  1962,  unless  sooner  superseded  or 
rescinded. 

(Sees   313(ai,  601.  603;  72  SUt.  752,  775,  TM: 
48  VS.C.   1354(a).   1421,   1423) 

Ls.'^ued  in  Washington,  DC,  on  Jan- 
uary 30.  1962. 

N.  E.  Halabt. 
Administrator. 

|FR     Doc.    62-1145;    FUed,    Feb.    a,    IMfc 
8:46  a.m.] 


g^rday,  February  3, 1962 

f  III — Federal  Aviation  Agonqf 

jjfBCNArrfl   C— AltCtAFT   REOULATIONS 

I  Reg  Docket  No.  9«6;  Amdt.  396] 

.^RT  507— AIRWORTHINESS 

DIRECTIVES 

Novion,  Novion  A,  B,  D,  E,  F,  and  G 
Aircraft 

A  proposal  to  amend  Part  507  of  the 
M«ulatl(»is  of  the  Administrator  to  In- 
dnSTan  airworthiness  direcUve  requlr- 
mc  repetitive  inspections  of  the  gear 
Suating  parts  and  replacement  ot  de- 
fM^we  parts  for  Navlon,  Navlon  A,  B, 
nlL  P  and  G  aircraft,  which  will  super- 
JJuAD  50-24-1  (21  F.R.  9499),  was 
Sbllshed  in  26  PR.  12042. 

interested  persons  have  been  afforded 
an  opportunity  to  participate  In  the  mak- 
tng  of  the  amendment.  No  objections 
were  received. 

IB  consideration  of  the  foregoing,  and 
Dursuant  to  the  authority  delegated  to 
bl:  by  the  Administrator  (25  PH.  MSQ) , 
1507.10(a)  of  Part  507  (14  CPR  Part 
507).  Is  hereby  amended  by  adding  the 
following  new  airworthiness  directive: 
N*noM.  Applies  to  Navlon.  Navlon  A,  B, 
D,  E.  F,  and  O  aircraft. 

OomplUnce  required  within  the  next  25 
fours'  time  In  service  after  the  effective 
date  of  this  AD  and  at  each  periodic  inspec- 
tlon  thereafter. 

Tije  landing  gear  selector  valve  end  fitting 
p/H  146-58145-3  (heat  treated  and  non-heat 
tfMted)  has  a  service  history  of  failtire  dur- 
tiif  attempts  to  extend  the  gear.  To  pre- 
dnil*  further  difficulties : 

Inspect  the  gear  actuating  system  In  ac- 
Midance  with  Navlon  Service  Letter  No.  81 
«ilsd  March  31.  1961.  Any  defective  parts 
{oand  as  a  result  of  this  Inspection  mtist  be 
iwlaeed  prior  to  further  flight. 

TOs  supers  des  AD  60-24-1  (21  F.R.  9409) . 

Ibis  amendment  shall  become  effec- 
ttreMarchO.  1962. 

(Sec.  S13(a),  601.  603;  72  Stat.  752,  775.  776; 
<|  UB.C.   1354(a).   1421.   1423) 

Inued  in  Washington,  D.C..  on  Jan- 
uary 29. 1962. 

G.  S.  MOORB, 

Acting  Director, 
Flight  Standards  Service. 

(FJl.    Doc.    62-1140;     Filed.    Feb.    2.     1962: 
8:46  a.tn.| 
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mairirig  of  the  rule  herein  adopted,  and 
due  consideration  has  been  given  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ment having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R. 
12582)  and  for  the  reasons  stated  in  the 
notice,  the  following  action  is  taken: 

In  S  600.1741  (26  F.R.  1093)  the  fol- 
lowing changes  are  made: 

a.  In  the  caption  "(Chattanooga, 
Teim.,  to  Cfinclimati,  Ohio)"  Is  deleted 
and  "(McDonough,  Ga.,  to  Cincinnati, 
Ohio) "  is  substituted  therefor. 

b.  in  the  text  "From  the  Chattanooga. 
Tenn.,  VOR  via  Bowling  Green,  Ky., 
VOR;  INT  of  the  Bowling  Green  VOR 
009*  and  the  Nabb,  Ind..  VOR  215« 
radials;"  Is  deleted  and  "From  the  Mc- 
Donough. Oa.,  VOR  10-mlle  wide  air- 
way to  the  Chattanooga,  Tenn.,  VOR; 
thence  via  the  Bowling  Green.  Ky.,  VOR; 
to  the  INT  <rf  the  Bowling  Green  VOR 
009*  and  the  Nabb,  Ind.,  VOR  215" 
radials;"  Is  substituted  therefor. 

This  amendment  shall  become  effec- 
tive 0001  e.s.t.,  Apnl  5,  1962. 
(Sec.  807(a),  72  Stat.  749;  40  U.S.C.  1348) 

Issued  In  Washington,  D.C.,  on  Jan- 
uary 30,  1962. 

D.  D.  Thqmas, 
Director.  Air  Traffic  Service. 

I  FJl.    Doc.    62-1139;    Filed.    Feb.    2,     1962; 
8:46  a.m.] 


Title  16— COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade  Commission 

(Docket  8442  CO.] 

PART  13— PROHIBITED  TRADE 
PRACTICES 


SUBCHAPTER   E — AIR   NAVIGATION 
REGUtATIONS 

[Airspace  Docket  No.  61-FW-89) 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

Alteration 

On  September  26. 1961.  a  notice  of  pro- 
poted  rule  making  was  published  in  the 
VlsnAL  Register  (26  F.R.  9053)  stating 
that  the  Federal  Aviation  Agency  pro- 
posed to  extend  intermediate  altitude 
?0R  Federal  airway  No.  1741  from  the 
Chattanooga.  Tenn.,  VOR  as  a  10-mile 
vide  airway  to  the  McDonough,  Ga.. 
VOR. 

No  adverse  comments  were  received 
regarding  the  proposed  amendment. 

Interested  persons  have  been  afforded 
tn  opportunity   to   participate   in  the 


Lewis  Apparel  Stores,  Inc.,  et  al. 

Subpart — Securing  information  by 
subterfuge:  §  13.2168  Securing  informa- 
tion by  subterfuge.  Subpart — Simulat- 
ing another  or  product  thereof:  §  13.2217 
Oovemment  insignia,  stamps,  question- 
naires, etc.^  Subpart— Using  mislead- 
ing name— Vendor:  §  13.2380  Govern- 
ment connection. 

(Sec.  6.  38  Stat.  721;  15  U.S.C.  46.  Interpret 
or  apply  sec.  5,  38  Stat.  719,  as  amended;  15 
UJS.C  45)  [Cease  and  desist  order,  Lewis 
Apparel  Stores,  Inc.,  et  al..  New  York,  N.Y.. 
Docket  8442.  Oct.  16,  1961  ] 

In  the  Matter  of  Lewis  Apparel  Stores. 
Inc..  a  Corporation,  and  Morris  Lewis, 
Leon  Lewis,  and  David  Lewis.  Individ- 
tMtty  and  as  Officers  of  Said  Corpora- 
tion 

Consent  order  requiring  operators  of 
a  large  number  of  retail  clothing  stores 
in  eastern  and  midwestern  States  to 
cease  attempting  to  o\7tain  information 
concerning  alleged  delinquent  debtors  by 
silbterfuge  through  such  practices  as 
their  use,  on  printed  cards  requesting  the 
current  address  and  employment  of  such 
delinquents,    of    the    name    "Regional 
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statistical  Bureau"  and  a  return  ad- 
dress in  Washington,  D.C.,  both  of  which, 
together  with  the  setup  and  phraseology 
of  the  form,  represented  and  Implied 
to  the  recipient  that  the  request  was  be- 
ing made  by  a  branch  of  the  United 
States  Government. 

The  order  to  cease  and  desist,  t(«ether 
with  further  order  requiring  report  of 
compliance  therewith,  is  as  follows: 

It  is  ordered.  That  respondents  Lewis 
Apparel  Stores.  Inc.,  a  corporation,  and 
its  officers,  and  Morris  Lewis.  Leon 
Lewis,  and  David  Lewis.  Individually 
and  as  officers  of  said  corporation,  and 
respondents'  representatives,  agents  and 
employees,  directly  or  through  any  cor- 
porate or  dther  device,  in  connection 
with  the  obtaining  of  information  con- 
cerning delinquent  debtors,  or  in  the 
collection  of,  or  attempting  to  collect, 
accoimts.  in  commerce,  as  "commeree" 
la  defined  in  the  Federal  Trade  Commis- 
sion Act,  do  forthwith  cease  and  desist 
from : 

1.  Using  the  name  "Regional  Statis- 
tical Bureau,"  or  any  other  name  of  sim- 
ilar import,  to  designate,  describe,  or 
refer  to  respondents'  business. 

2.  Representing,  directly  or  by  Impli- 
cation, that  requests  for  Informatton 
concerning  delinquent  debtors  are  from 
the  United  States  Oovemment,  or  any 
agency  or  branch  thereof,  or  that  their 
business  is  in  any  way  connected  with 
the  United  States  Government. 

3.  Using,  or  placing  in  the  hands  of 
others  for  use,  any  forms,  questionnaires 
or  other  materials,  printed  or  written., 
which  do  not  clearly  and  expressly  state 
that  the  purpose  for  whi^  the  infonna- 
tion  is  requested  is  that  of  obtaining 
information  concerning  delinquent 
debtors. 

It  is  further  ordered.  That  the  re- 
spondents herein  shall,  within  sixty  (60) 
days  after  service  upon  them  of  this  or- 
der, file  with  the  Commisdon  a  r^^ort 
in  writing  setting  forth  in  detail  the 
manner  and  form  in  which  they  have 
complied  with  this  order. 

Issued:  October  16,  1961. 


By  the  Commission 

[SEAL] 


>  Amended  to  read  as  set  forth. 


JOSKPH  W.  BHXA, 

Secretary. 

[F.R.    Doc.    62-1146;     FUed,    Feb.    2,    1962; 
8:46ajn.] 


Title  21— FOOD  AND  DRUGS 

Chapter  I — Food  and  Drug  Adminis- 
tration, Department  of  Hoolth,  Edu- 
cation, and  Welfaro 

SUBCHAPTER  A — GENEtAL 

PART  3— STATEMENTS  OF  GENERAL 
POLICY  OR  INTERPRETATION 

Potossium  Permangonat*  Propora- 
tions  as  Prescription  Drugs 

Since  publication  hi  the  Fejomal  R«s- 
ISTER  of  August  23,  1960  (26  PH.  8078), 
of  §  3.7  (21 CFR  3.7) .  additional  informa- 
tion has  been  received  about  certain  vet- 
erinary products.  It  is  apparent  that  the 
items  in  question  are  unsuitable  for  use 
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bf  num  and  are  unlikely  to  be  diverted 
Into  hiunan  nwdldne  channels.  There- 
fore, the  Commtwloner  of  I\)od  and 
Drugs,  punuant  to  section  701(a)  of  the 
Federal  Food.  Drug,  and  Cosmetic  Act 
and  under  the  authorl^  delegated  to  him 
by  the  Secretary  of  Health.  Education. 
and  Welfare  (25  FH.  8625).  orders  that 
§3.7(0)  (2).  (3).  (4).  and  (5)  be 
amended.  As  amended,  these  para- 
graphs read  as  follows: 

S  3.7     Potaaaiiini  permanganate  prepara- 
tions as  prescription  drug!*. 


(c>    •   •   ' 

(2)  Potassium  permanganate  labeled 
for  use  as  a  prescription  component  in 
human  drugs  under  the  exemption  pro- 
vided in  1 1.106<k)  of  this  chapter  or 
labeled  for  manufacturing  use  under  the 
exemption  prorided  in  i  1.106(1)  will  be 
regarded  as  mlsbranded  unless  the  label 
bears  the  statement.  "Caution:  Federal 
law  prohibits  dispensing  without  pre- 
scription." 

(3)  These  drugs  will  be  regarded  as 
mlsbranded  when  intended  for  veteri- 
nary use  unless  the  label  bears  the  leg- 
end. "Caution:  Federal  law  restricts 
this  drug  to  sale  by  or  on  the  order  of  a 
licensed  veterinarian";  Provided,  how- 
ever. That  this  shall  not  apply  to  a  drug 
labeled  and  marketed  for  veterinary  use 
if  such  drug  contains  not  more  than  50 
percent  of  potassium  permanganate  and 
includes  other  ingredients  which  make  It 
tmsultaUe  for  himian  use  and  unlikely 
that  the  artide  wookl  be  used  in  an  at- 
tempt to  induce  abortion. 

(4)  Any  preparation  of  potassium  per- 
manganate intended  for  over-the-coun- 
ter sale  for  himan  use  internally  or  by 
application  to  any  mucous  monbranes  or 
for  use  in  the  vagina  will  be  regarded 
as  misbranded  under  the  provisions  of 
section  502(f)  (1)  and  (2*  and  section 
503(J)  of  the  act. 

(5)  Any  other  preparation  of  potas- 
sium permanganate  intended  for  over- 
the-counter  sale  for  himian  use  will  be 
regarded  as  misbranded  under  section 
602(f)(1)  and  (3)  and  section  502(J)  of 
the  act  unless,  among  other  things,  all 
of  the  following  conditions  are  met: 

(Sec.  701  (a),  53  8Ut.  1055:  21  US  C   3711a i  ) 

Dated:    January  29,  1962. 

Obo.  p.  Larrick. 
Commissioner  of  Food  and  Drugs. 

[TM.    Doc.    63-llfll:     Piled.     Feb     2.     1962; 
8:48  ajn.  I 


SUtCHAPTEl    ■—/OOO    AND 


FOb 


D    PIODUCTS 


PART  120— TOLERANCES  AND  EX- 
EMPTIONS FROM  TOLERANCES 
FOR  PESTICIDE  CHEMICALS  IN  OR 
ON  RAW  AGRICULTURAL  COM- 
MOOITfES 

Tolerance  for  Residues  of  Sodium  2,2- 
Dichloroprop  ionote 

A  petition  was  filed  with  the  Food  and 
Drug  Administration  by  Dow  (Themlcal 
Company.  Midland.  Michigan,  requesting 
the   establishment   of    a    tolerance    for 


RULES  AND   REGULATIONS 

residues  of  sodium  2.2-dichloropropion- 
ate,  as  2.2-dichloropropionic  acid,  in  or 
on  coffee  at  2  parts  per  million. 

The  Secretary  of  Agriculture  has  certi- 
fied that  this  pesticide  chemical  is  useful 
for  the  purposes  for  which  a  tolerance  is 
being  established. 

After  consideration  of  the  data  sub- 
mitted in  the  petition  and  other  relevant 
material  which  show  that  the  tolerance 
established  in  this  order  will  protect  the 
public  health,  and  by  viitue  of  the  au- 
thority vested  in  the  Secretary  of  Health, 
Education,  and  Welfare  by  the  Federal 
Food.  Drug,  and  Cosmetic  Act  (sec. 
408(d)(2),  68  Stat.  512;  21  U.S.C. 
346a (d)  (2) )  and  delegated  to  the  Com- 
missioner of  Food  and  Drugs  by  the  Sec- 
retary (25  F.R.  8625) ,  the  regulations  for 
tolerances  for  pesticide  chemicals  in  or 
on  raw  agricultural  commodities  are 
amended  by  adding  to  i  120.150  (21  CFR 
120.150  (26  F.R.  1627))  a  tolerance  for 
the  subject  pesticide  chemical  in  or  on 
coffee: 

§  120.150      Toleranr*^     for     rmidum     of 
Modium    2,2-4licliloropropionate. 

•  •  •  •  • 

2  parts  per  million  in  or-tJn  coffee. 

Any  person  who  will  be  adversely 
affected  by  the  foregoing  order  may  at 
any  time  prior  to  the  thirtieth  day  from 
the  date  of  its  publication  in  the  Federal 
Register  file  with  the  Hearing  Clerk. 
Department  of  Health,  Education,  and 
Welfare.  Room  5440,  330  Independence 
Avenue  SW,,  Washington  25,  D.C.,  writ- 
ten objections  thereto.  Objections  shall 
show  whereii>  the  person  filing  will  be 
adversely  affected  by  the  order  and 
specify  with  particnlarity  the  provisions 
of  the  order  deemed  objectionable  and 
the  grounds  for  the  objections.  If  a 
hearing  is  requested,  the  objections  must 
state  the  issues  for  the  hearing.  A  hear- 
ing will  be  granted  if  the  objections  are 
supported  by  grounds  legally  sufficient  to 
justify  the  relief  sought.  Objections 
may  be  accompanied  by  a  memorandum 
or  brief  in  support  thereof.  All  docu- 
ments shall  be  filed  in  quintupllcate. 

Effective  date.  This  order  shall  be  ef- 
fective on  the  date  of  its  publication  in 
the  Federal  Rxcistes. 

(Sm.  408(d)  (3),  68  SUit.  B12.  21  USC    346a 
(d)(2)) 

Dated:  January  29.  1962. 

Geo.  P    Larrick. 
Commissioner  of  Food  and  Drugs. 

[PR.     Doc.     62-1162;     Filed,     Peb.    2,     1962; 
8  48  a  m  1 


Title  22— FOREIGN  RELATIONS 

Chapter  I — Department  of  State 

SUtCHAPTH   B — PERSONNCL 

ID«pt  Reg.  108.477] 

PART  11— APPOINTMENT  OF  FOR- 
EIGN SERVICE  OFFICERS 

Rsqviramsnts  for  Exominaes 

Section  11.2(b)  Is  amended  by  chang- 
ing the  fourth  sentence  to  read  as  fol- 


lows: "Except  as  provided  in         

(c)  in  this  section,  to  be  deslgnstaii 
the  written  examination  a  rnndWalai. 
of  the  first  day  of  the  month  in  «1||Z 
the  closing  date  for  the  filing  of 
cations  occurs,  shall  have  been  a  i 
of  the  United  States  for  at  least  9 
and  shall  be  at  least  21  but  under  tl 
years  of  age,  except  that  an  apiMim 
who  has  been  awarded  a  Bachelor's  d^ 
gree  by  a  college  or  university,  or  k^ 
completed  successfully  his  Junior  yeatM 
a  college  or  university,  may  quality  n 
to  age  if  at  least  20  but  under  31  yen, 
of  age." 

(Sees.    213.    302,    516,    60    Stat.    1001,    Um 
a«  amended:  22  U.S.C.  837,842,  911)       '    ^^ 

Dated:  January  26,  1962. 

For  the  Secretary  of  State. 

William  J.  C«ockxtt, 
Assistant  Secretary 
for  Administration. 

(FR     Doc      62-1167:     Filed,    Peb.    2,    igo; 
8:49  am.) 


Title  39— POSTAL  SERVICE 

Chapter  I — Post  Offico  DopartmMit 

PART  A — INFORMATION  ON 
POSTAL  MATTERS 

PART   168— DIRECTORY  OF 
INTERNATIONAL  MAIL 

Miscellaneous  Amendments 

The  regulations  of  the  Post  Office  De- 
partment ^e  amended  as  follows: 

I.  In  i  4.2  General  postal  ptMicaOoiu, 
as  published  in  26  FH.  11514.  and  u 
amended  by  26  F.R.  12122.  amend  tbc 
publication  entitled  "Annual  Report  of 
the  Postmaster  General"  to  read  u 
follows: 

1961  Annual  Report  of  the  Postmafiter 

General-. $0.70 

Presents  an  overall  picture  of  the  actlTltiai 
of  the  Department  for  fiscal  year  1961.  Fol- 
lowing a  brief  financial  siunmary,  thli  report 
gives  details  on  such  topics  as  operattou 
and  services;  research  and  englnavtag; 
transportation  poltclea  and  metboda;  fi- 
nancial and  related  services;  facllltite  and 
equipment;  public  relations;  the  inspeetloa 
service;  legal  matters  and  legislative  program; 
Judicial  function  and  other  functions  of  tbs 
Post  Ol&ce  Department.  Includes  a  compr*- 
henslve  appendix  containing  numerous  tabiM 
of  sUtlstlcai  data  on  the  Postal  Servloe. 

Notk:    The   corresponding   Postal    Manuil 

section  is   114  2. 

(RS    161.  as  amended.  5  U.S.C    22,  39  U.S.C. 
Ml) 

II.  In  S  168.5  Individual  country  regu- 
lations as  published  In  26  FJl.  8725-S80f^ 
make  the  following  changes  in  the  coan< 
try  "Oharui"  under  Parcel  Post  to  ibov 
that  Qhanian  addressees  are  required  ti 
obtain  specific  Import  licenses  for  aB 
commodities  imported  except  as  spedflBi 
herein. 

1.  In  the  item  Observations,  delete  tlM 
first  two  paragraphs. 


I 


'^^rday,  February  3, 1962 

9  AAend  the  item  Import  restrictions, 
0iead  as  follows: 

tmnort  restrictions.  The  attention  of 
J3Ss  should  be  called  to  the  following 
JJJJE«nients.  which  are  to  be  met  by 

"^SJ^^es  in  Ghana  are  required  to 
„>Xdn  specific  import  Ucenses  for  all 
^aaaodities  imported,  except  for  the  fol- 
S^gcategories:  a)  UnsoUcited  gifts 
S  ctceeding  £25  ($70)  in  value;  (b) 
2ngte  copies  of  books  and  periodicals  sent 
^todividuals;  (c)  personal  or  household 
Sects'  (d)  bona  fide  trade  samples;  and 
^)  articles  covered  by  Ghanian  reim- 
portation certificates. 
IBS.  181  ■  as  amended;  5  U.S.C.  22,  39  U.S.C. 

801.806)  ^  ,    ^ 

Loms   J.  DOYLE, 

General  Counsel. 


tF.R.    DOC 


62-1157;     Filed, 
8:47  a  m.l 


Peb.    2,    1962; 


FEDERAL  REGISTER 

Title  43— PUBUC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

APfENDIX— PUBLIC   LAND   ORDERS 

[Public  Land  Order  2600) 
I  Montana  037733 1 

montanA, 

Reservoir  Site  Restoration  No.  26-A; 
Revoking  Reservoir  Site  Reserve 
No.  5 

By  virtue  of  the  authority  contained 
in  the  act  of  October  2,  1888-  (25  Stat. 
526;  43  U.S.C.  662),  as  amended,  it  is 
ordered  as  follows : 

The  departmental  order  of  March  13, 
1890,  which  withdrew  lands  in  Montana 
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for  reservoir  site  purposes  undo:  the  pro- 
visions of  the  act  of  October  2,  1888, 
supra,  is  hereby  revoked  so  far  as  it 
affects  the  following  described  lands: 

Principal  Meridian 

Reservoir  Site  Reserve  No.  5 

T.    21    N..    R.    7    W., 

§ec.    14,  SWy4NE>4.  SEy4NW>4.  EViSWy*. 

W'/2 SE y4 ,  and  SE »4 SE % : 
Sec.23.E'2W'/<j  andE^i; 
Sec.  24; 

Sec.  25.  NV2  and  NWy4SWy4; 
Sec.26.NEy4. 

The  areas  described  aggregating  ap- 
proximately 1920  acres,  are  included  in 
withdrawals  for  other  purposes. 

Kenneth  HoLim . 
Assistant  Secretary  of  the  Interior. 
January  30,  1962. 

|FR     Doc.    62-1147;     Filed,    Peb.    2,    1962; 
8:46  ajn.] 


Proposed  Rule  Making 


DEPARTMENT  OF  AGRICULTURE 

AfrkwHwral  Marketing  Service 

[  7  CFR  Port  959  1 

[AO-aaa-Ai] 

ONIONS  GROWN  IN  SOUTH  TEXAS 

Decision  With  Respect  to  Proposed 
Amendments  to  Marketing  Agree- 
ment and  Order;  and  Referendum 
Order 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937,  as  amended 
(sees.  1-19,  48  Stot.  31,  as  amended;  7 
U.S.C.  601-674).  and  the  applicable 
rules  of  practice  auid  procedure  govern- 
ing proceedings  to  formulate  marketing 
agreements  and  marketing  orders  (7 
CFR  Part  900) .  a  public  hearing  was  held 
at  Edlnburg.  Texas,  November  28,  1961. 
pursuant  to  notice  thereof  which  was 
published  in  the  Fcocral  Register  (26 
FJl.  10772),  upon  proposed  amendments 
to  Marketing  Agreement  No.  143  and 
Order  No.  959  (7  CFR  Part  959  (formerly 
Order  No.  133  Part  1033)).  regulating 
the  handling  of  onions  grown  in  South 
Texas. 

On  the  basis  of  the  evidence  Introduced 
at  the  aforesaid  hearing  and  the  record 
thereof,  a  recommended  decision  in  this 
proceeding  was  filed  on  December  29. 
1961,  with  the  Hearing  Clerk.  United 
States  Department  of  Agriculture,  and 
notice  thereof  was  published  in  the  Jan- 
uary 5.  1962,  Federal  Register  (27  F.R. 
108) .  The  notice  allowed  ten  days  after 
publication  (or  until  January  15,  1962) 
for  filing  exceptions  thereto.  Upon  re- 
quest from  the  South  Texas  Onion  Com- 
mittee for  an  extension  of  time,  the 
period  for  filing  exceptions  was  extended 
to  not  later  than  the  close  of  business 
qn  January  19,  }962  (27  FJl.  411). 

Exception*  filed.  Within  the  period 
provided  therefor,  foiu*  exceptions  to  the 
findings  in  the  recommended  decision 
were  filed  by  interested  parties,  and  one 
statement  was  filed  which  does  not  con- 
stitute an  exception.  They  are  as  fol- 
lows: 

(a)  An  exception  led  by  the  South 
Texas  Onion  Committee.  Mercedes. 
Texas,  the  proponents  of  the  proposed 
amendments  to  the  marketing  agree- 
ment and  order  for  onions  produced  in 
South  Texas,  supports  the  need  for  ship- 
ping holidays  but  clarifies  the  method  of 
application  and  the  duration  of  such 
holidays  by  stating  that  such  holidays 
should  be  authorized  for  Simdays  only 
and  to  be  applied  uniformly  over  the  en- 
tire production  area,  not  merely  a  por- 
tion thereof. 

(b)  An  exception  filed  by  Charles 
Wetegrove  Co..  Inc..  Raymondville. 
Texas,  supports  the  findings  with  respect 
to  the  need  for  shipping  holidays  but 
disagrees  with  the  method  of  application 
in  that  a  week  end  holiday  should  not  be 
enforced  consecutively  with  a  special 
holiday. 
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(c)  An  exception  filed  by  Wetegrove 
Produce  Co.,  Raymondville.  Texas,  is  the 
same  as  exception  (b)  listed  above. 

(d)  An  exception  filed  by  Cullimi  << 
Jones.  Del  Rio,  Texas,  objects  to  shipping 
holidays,  as  such. 

(e)  A  statement  was  filed  by  Dixondale 
Plant  Farms.  Carrizo  Springs.  Texas, 
supporting  the  shipment  of  only  number 
one  onions  regardless  of  color  or  size. 
As  this  statement  does  not  constitute  an 
exception  a  ruling  on  it  is  unnecessary. 

Rulings  on  exceptions.  The  need  for 
establishing  holidays  prohibiting  the 
packaging  and  loading  of  onions  on  Sun- 
days and  other  special  periods  is  sup- 
ported by  substantial  evidence  in  the 
record  of  hearing  on  the  proposed 
amendments.  There  was  some  contro- 
versy, however,  as  to  the  duration  of 
such  holidays  arising  out  of  the  method 
of  application.  The  effect  of  exception 
( a  • ,  which  was  filed  by  the  proponents 
of  the  proposed  amendments,  is  to  clar- 
ify this  matter  and  thus  eliminate  the 
controversy  by  restricting  the  use  of  this 
authority  to  Sundays  only.  Conse- 
quently, since  there  is  no  conflict  with 
the  record  testimony  which  supports  the 
need  for  shipping  holidays  on  Sundays, 
exception  (a),  filed  by  the  South  Texas 
Onion  Committee,  is  granted.  There- 
fore, the  provision  on  holidays  should  be 
revised  to  limit  such  holidays  to  Sundays 
only,  and  such  holidays,  when  estab- 
lished, to  be  applicable  uniformly  to  the 
entire  production  area. 

No  conflict  is  evident  between  two 
other  exceptions  filed,  namely  exceptions 
'b»  and  (c> ,  and  the  ruling  on  exception 
(a).  Hence,  to  the  extent  that  these 
exceptions  are  in  agreement  with  this 
ruling,  they  are  granted. 

Exception  id)  objects  to  shipping  holi- 
days but  gives  no  reason  or  argument 
based  on  the  record  of  hearing  for  such 
objection.  Since  this  exception  is  at 
variance  with  the  record  evidence,  it  is 
denied. 

Material  issues,  findings  and  conclu- 
sions. The  material  issues,  findings  and 
conclusions,  and  the  general  findings  of 
the  recommended  decision  set  forth  in 
the  Federal  Register  (27  F.R.  108).  ex- 
cept for  the  holiday  provision  and  the 
finding  thereon  which  differ  from  the 
above  rulings,  are  hereby  approved  and 
adopted  as  the  material  issues,  findings 
and  conclusions,  and  the  general  findings 
of  this  decision  as  if  set  forth  in  full 
herein. 

Amendment  of  the  marketing  agree- 
ment and  order.  Annexed  hereto  and. 
made  a  part  hereof  are  two  documents 
entitled,  respectively,  "Marketing  Agree- 
ment. As  Amended,  Regulating  the 
Handling  of  Onions  Grown  in  South 
Texas"  and  •Order  Amending  the  Order 
Regulating  the  Handling  of  Onions 
Grown  in  South  Texas"  which  have  been 
decided  upon  as  the  appropriate  and  de- 
tailed means  of  effectuating  the  fore- 
going conclusions.  These  documents 
shall  not  become  effective  unless  and 
until  the  requirements  of  §  900  14  of  the 


aforesaid  rules  of  practice  and 
governing     proceedings     to     fc 
marketing    agreements   and 
orders  have  been  met. 

It  is  hereby  ordered.  That  all  of  |^ 
decision,  except  the  annexed  msflriii^ 
agreement,  as  amended,  be  putdlahi^^ 
the  Federal  Register.  The 
provisions  of  the  said  mailceting 
ment,  as  amended,  are  identical 
those  contained  in  the  annexed 
which  wiU  be  published  with  ttak 
decision. 

Referendum  order.  Pursuant  to  tbi 
applicable  provisions  of  the  Agrleultum 
Marketing  Agreement  Act  of  1937,  u 
amended  (sees.  1-19,  48  Stat.  31,'  a 
amended:  7  U.S.C.  601-674),  it  is  hereby 
directed  that  a  referendum  be  conducted 
among  producers  who,  during  the  calen- 
dar year  1961  (which  Is  hereby  deter- 
mined to  be  a  representative  period  for 
the  purpose  of  such  referendum),  wen 
engaged,  in  the  production  area  as  de- 
fined in  §  959.4  of  this  part,  in  the  pro- 
duction of  onions  for  market  to  ueer- 
tain  whether  such  producers  favor  the 
issuance  of  the  annexed  order. 

The  procedure  applicable  to  the  refer- 
endum shall  be  the  "Procedure  for  tbe 
Conduct  of  Referenda  Among  Produeen 
in  Connection  with  Marketing  Orden 
(Except  those  Applicable  to  Milk  and  ill 
Products)  to  Become  Effective  Pursuant 
to  the  Agricultural  Marketing  AgreemeBt 
Act  of  1937.  as  Amended"  (15  F.R.  517i). 
The  ballots  used  in  the  referendum  shall 
contain  a  summary  describing  the  pro- 
posed amendments. 

W.  J.  Cremlns  and  K.  W.  SchalUe  (t 
the  Fruit  and  Vegetable  Division.  Afif> 
cultural  Marketing  Service,  are  hereky 
designated  as  agents  of  the  Secreluy 
of  Agriculture  to  conduct  such  refer- 
endum jointly  or  severally.  Said  agenk 
may  appoint  any  person  or  persons  to 
assist  them  in  performing  their  functloai 
hereunder. 

Ballots  to  be  cast  in  the  referendum 
and  copies  of  the  text  of  the  said  amend- 
ments and  the  order  may  be  obtained 
from  any  referendum  agent  or  appointee. 

(Sees    1-19,  48  Stat   31.  aa  amended;  7  TJS.C. 
001-874) 

Dated:  January  30,  1962. 

James  T.  Ralph, 
Assistant  Secretary. 

Order '  Amending  the  Order  Regviat- 
ing  the  Handling  of  Onions  Grown  t» 
South  Texas 

§  939.0      Finding*  and  detrrmination«> 

The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 
in  addition  to  the  findings  and  deter- 
minations made  in  connection  with  the 
issuance  of  the  order,  and  aU  of  said 
previous    findings    and    determinatioai 
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m^rday,  February  3»  1962 

^  hereby  ratified  and  affirmed  except 
*^  ^  as  such  findings  and  determlna- 


'  This  order  shall  not  become  effectlTe  un- 
less and  until  the  requlrementa  of  I  900.14 aC 
the  rules  of  {>ractlce  and  procedure  goTflraliV 
proceedlnffs  to  formulate  marketing  sfT*** 
ments  and  marketing  orders  have  been  BMi. 


zSn^J  be  in  confiict  with  the  findings 
rSTdeterminatlons  set  forth  herein. 

(a)  rinding$  upon  the  basis  of  the 
u^tna  record.  Pursuant  to  the  Agrl- 
^^Mani  Marketing  Agreement  Act  of 
SSTas  amended  (sees.  1-19,  48  Stat.  31. 
llViSjded:  7  use.  601-674)  and  the 
rLtfieable  rules  of  practice  and  proce- 
55  effective  thereunder  (7  CFR  Part 
Z)  a  public  hearing  was  held  at  Bdin- 
m'  Texas,  on  November  28. 1961,  upon 
^^!^  amendments  to  Marketing 
SSeSoent  No.  143  and  Order  No.  959  (7 
Sb  pmt  959) ,  regulating  the  handling 
Ifoolons  grown  in  South  Texas.  Upon 
tto  basis  of  the  evidence  introduced  at 
neb  hearing,  and  the  record  thereof, 
tt  ii  found  that  : 

(1)  The  said  order,  as  hereby  amend- 
m*  and  all  of  the  terms  and  condi- 
Sm  thereof,  will  tend  to  effectuate  the 
jeelAred  policy  of  the  act  with  respect 
to  onions  produced  in  the  production 
ai«a,  by  establishing  and  maintaining 
gQCh  orderly  marketing  conditions  there- 
in as  will  tend  to  establish,  as  prices 
to  tbe  producers  thereof,  parity  prices 
and  by  protecting  the  interest  of  the 
fongumer  (i>  by  approaching  the  level 
of  prices  which  It  is  declared  in  the  act 
to  be  the  policy  of  Congress  to  establish 
to  a  gradual  correction  of  the  current 
l«««|  of  prices  at  as  rapid  a  rate  as  the" 
Seerctary  deems  to  be  in  the  public  in- 
imut  and  feasible  in  view  of  the  cur- 
lOBt  consumptive  demand  in  domestic 
iiJ foreign  markets,  and  (ii)  by  author- 

'  titaig  no  action  which  has  for  its  pur- 
pose the  maintenance  of  prices  to  pro- 
dootrs  of  such  onions  above  the  parity 
lefot  and  (iii)  by  authorizing  the  estab- 
lldiment  and  maintenance  of  such  mini- 
BOB  standards  of  quality  and  maturity, 
aad  such  grading  and  inspection  require- 
nents  as  may  be  incidental  thereto,  as 
win  tend  to  effectuate  such  orderly  mar- 
keting of  such  onions  as  will  be  in  the 
poblic  interest : 

(2)  The  said  order,  as  hereby  amend- 
ed, regulates  the  handling  of  onions 
grown  In  the  production  area  in  the  same 
Banner  as.  and  is  applicable  only  to  per- 
sons In  the  respective  classes  of  indus- 
trial and  commercial  activity  specified 
tn,  a  marketing  order  upon  which  hear- 
ings have  been  held ; 

(3)  The  said  order,  as  hereby  amend- 
ed, is  limited  in  application  to  the  small- 
est regional  production  area  which  is 
practicable,  consistently-  with  carrying 
out  the  declared  policy  of  the  act;  and 
tbe  Issuance  of  several  orders  applicable 
to  subdivisions  of  the  production  area 
would  not  effectively  carry  out  the  de- 
clared policy  of  the  act; 

(4)  The  said  order,  as  hereby  amend- 
ed, prescribes,  so  far  as  practicable,  such 
different  terms,  applicable  to  different 
parts  of  the  production  area,  as  are  nec- 
essary to  give  due  recognition  to  the 
differences  in  the  production,  and  mar- 
keting of  onions  grown  in  the  production 
area;  and 

(6)  All  handling  of  onions  as  defined 
in  this  part  is  in  the  current  of  inter- 
Mate  or  foreign  commerce  or  directly 
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burdens,    obstructs,    or    affects    such 
conuneroe. 

It  is,  therefore,  ordered.  That,  on  and 
after  the  effective  date  hereof,  the  han- 
dling of  onions  grown  in  the  production 
area  as  defined  herein  shall  be  in  con- 
formity to,  and  in  compliance  with,  the 
terms  and  conditions  of  said  order,  as 
hereby  amended,  and  such  terms  and 
conditions  are  as  follows: 

1.  Amend   §  959.7  Handle  to  read  as 
follows: 
§  959.7      Handle. 

"Handle"  or  "ship"  means  to  package, 
sell,  transport,  or  in  any  way  to  place 
onions  in  the  current  of  the  conmierce 
within  the  production  area  or  between 
the  production  area  and  any  point  out- 
side thereof.  Such  term  shall  not  in- 
clude the  transportation,  sale,  or  delivery 
of  field-run  onions  to  a  person  in  the 
production  area  who  is  a  registered 
handler. 

2.  Amend    §  959.12    Pack   to   read   as 
follows: 
§  959.12     Pack. 

"Pack"  means  a  quantity  of  onions 
specified  by  grade,  size,  weight,  or  count, 
or  by  type  or  condition  of  container,  or 
any  combination  of  these  recommended 
by  the  conmiittee  ax>d  approved  by  the 
Secretary. 

3.  Amend  S  959.31  Alternate  members 
to  read  as  follows: 
§  959.31      Allemale  memKeri*. 

An  alternate  member  of  the  committee 
shall  act  in  the  place  and  stead  of  the 
member  for  whom  he  is  an  alternate, 
during  such  member's  absence  or  when 
designated  to  do  so  by  the  member  for 
whom  he  is  an  alternate.  In  the  event 
both  a  member  of  the  conunittee  and  his 
alternate  are  unable  to  attend  a  com- 
mittee meeting,  the  member  or  his  alter- 
nate or  the  committee  (in  that  order) 
may  designate  another  alternate  from 
the  same  district  and  the  same  group 
(handler  or  grower)  to  serve  in  such 
member's  place  and  stead.  In  the  event 
of  the  death,  removal,  resignation,  or 
disqualification  of  a  member,  his  alter- 
nate shall  act  for  him  imtil  a  successor 
of  such  member  Is  selected  and  has  quali- 
fied. The  committee  may  request  the 
attendance  of  alternates  at  any  or  all 
meetings,  notwithstanding  the  expected 
or  actual  presence  of  the  respective 
members. 

4.  Add  new  subparagraph  (5)  to  §  959- 
52(b)  to  read  as  follows: 
§  959.52      Issuance  of  rejtulalions. 
•  •  •  •  • 

(b)  Such  regulations  may: 

a  •  •  •  * 

(5)  Establish  holidays  by  prohibiting 
throughout  the  entire  production  area 
the  packaging  and  loading  of  onions  on 
Sundays. 

(Sees.  1-19,  48  Stat.  31.  as  amended;  7  U.S.C. 
601-674) 

IFB     Doc.    62-1148;     Filed,    Feb.    2,     1962; 
8:47  a.m.l 
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MILK  IN  LOUISVILLE-LEXINGTON, 
KENTUCKY,  AND  OHIO  VALLEY 
MARKETING  AREAS 

Notice  of  Recommondwd  Dociaian  ond 
Opportunity  to  Filo  WrHtMi  Excep- 
tions on  Proposod  Amwidmonla 
to  Tentative  Marketing  Agrowmenfa 
and  Orders 

Pursuant  to  the  provisions  of  the  Ag- 
ricultvu-al  Marketing  Agreement  Aet  <rf 
1937.  as  amended  (7  U5.C.  601  et  aeq.). 
and  the  applicable  rules  of  practice  and 
procedure  governing  the  formularttoi  of 
marketing  agreements  and  mayfceting 
orders  ( 7  CFR  Part  900) ,  notice  is  hereby 
given  of  the  filing  with  the  Hearing 
Clerk  of  this  recommended  deciakm  of 
the  Assistant  Secretary,  United  Stetes 
Department  of  Agriculture,  with  reapeet  ^ 
to  proposed  amendments  to  the  tenta- 
tive marketing  agreements,  and  ontors 
regulating  the  handling  of  milk  in  the 
Louisville-Lexington,  Kentucky,  and 
Ohio  Valley  marketing  areas.  Inter- 
ested parties  may  file  written  exceptions 
to  this  decision  with  the  Hearing  Clerk, 
United  States  Department  of  Agricul- 
ture. Washington  25,  D.C.,  not  later  than 
the  close  of  business  the  5th  day  after 
publication  of  this  decision  in  the  Paa- 
ERAL  Register.  The  exceptions  should 
be  filed  in  quadruplicate. 

Preliminary  statement.  The  hearing 
on  the  record  of  which  the  prtvoaed 
amendments,  as  hereinafter  aet  forth, 
to  the  tentative  marketing  agreements 
and  to  the  orders,  were  formulated,  was 
conducted  at  LouisviUe.  Kentucky,  on 
September  18-27,  1961.  pursuant  to  no- 
tice thereof  which  was  issued  Augiist  25. 
1961  (26  F.R.  BIOS). 

Proposals  considered  at  this  hearing 
pertained  to  (1)  the  consolidation  under 
a  single  order  of  two  marketing  areas 
where  the  handUng  of  milk  Is  presently 
regulated  by  the  LoulsvlUe-I^xlngton 
(Order  No.  95)  and  the  Ohio  Valley  (Or- 
der No.  46)  Federal  milk  orders  and  (2) 
the  amendment  of  the  two  separate  or- 
ders irrespective  of  whether  the  pnHMXted 
consolidation  is  or  is  not  adopted. 

On  November  6,  1961  (26  PJl.  10697) , 
a  recommended  decision  was-  issued  tay 
the  Department  relating  only  to  the  ma- 
terial issue  of  whether  the  Ohio  Vauey 
order  should  be  amendedto  provide  that 
a  cooperative  association  may  be  th? 
handler  for  bulk  tank  milk  of  its  pro- 
ducer members  for  wh|ch  it  assumes  re- 
sponsibility for  the  handling  from  the 
farm  to  a  pool  plant,  such  amendment  to 
include  appropriate  conforming  changes 
throughout  the  order.  Subsequently. 
the  Department  issued  a  ftosl  dectetoo 
on  November  21.  1§61  (26  P».  11079). 
and  a  final  order  on  Nov«nber  27,  1961 
(26  F.R.  11284) ,  concerning  this  material 
issue.  The  other  material  Issues  on  the 
record  were  reserved  for  a  further  deci- 
sion on  that  record.    These  issues  are 


i 


the  subject  of  tbe  dediten  oontalned 
herein. 

The  material  iMues  on  the  record  of 
the  hearing  rrimte  to: 

1.  CWMDlMkttai  at  the  Looievllle- 
i.n^ngtrm  oTdcT  Aod  the  Ohlo  Vallcy 
Older  Into  one  order. 

a.  MarkeCkic  area. 

3.  ProvlflionB  of  the  eonaolldated  order 
with  respect  to: 

(a)  Bfflk  to  be  pooled  and  priced; 

a»  Claaslflcatloa  and  allocation  of 
milk; 

(e>  daea  prleea: 

(d)  Payments  on  unpriced  milk  dis- 
posed of  In  the  marketing  area  from  non- 
pool  plants; 

(e>  Pajrments  to  producers;  and 

(f)  Adailnlstratlve  and  miscellaneous 
proiiskms. 

FfndingB  and  conduMiom.  The  fol- 
loirhif /llndlnffs  and  conclusions  on  the 
material  Issues  are  based  on  evidence 
presented  at  the  hearing  and  the  record 
thereof: 

1.  CantoUdation  of  orders.  Order  No. 
05  (xum  number)  which  regulates  the 
handUng  of  milk  bi  the  Louisville -Lex- 
ington marketing  area  and  Order  No.  48 
(new  nimiber)  which  regulates  the  han- 
dling of  milk  In  the  Ohio  Valley  market- 
ing area  shoiild  be  consolidated  into  one 
cntler  to  be  designated  as  Order  No.  46. 

Kyana  Blllk  Producers,  Inc..  a  co- 
operative association  representing  ap- 
proximately 3,300  member  producers. 
proposed  that  the  handling  of  milk  in 
the  present  Louisville- Lexington  and 
Ohio  ViUley  marketing  areas  be  regu- 
lated under  one  consolidated  order.  This 
association  represents  nearly  all  of  the 
produoera  who  supply  the  regular  han- 
dlers In  both  markets  with  the  exception 
of  produeers  recently  shifted  from  an- 
other Federal  order  market  to  the 
Loulsvllle-Lexlngton  market.  Of  the 
approximately  3.300  members,  about 
2.300  are  associated  with  the  Louisville - 
Lexington  market  while  the  remaining 
members  are  associated  with  the  Ohio 
Valley  market. 

The  merger  on  May  l.  1961,  of  four  co- 
operative associations  in  the  Loulsvllle- 
Lexlngton  and  Ohio  Valley  markets  into 
one  association  under  the  name  of  Kyana 
mik  Producers  has  made  this  association 
the  responsible  marketing  agent  for  all 
but  a  small  portion  of  the  total  pro- 
ducer milk  supplies  in  the  two  markets. 
The  association  directs  the  movement  of 
producer  milk  from  farms  to  plants  and 
asmmifii  the  responsibility  for  supplying 
handlers  with  their  day-to-day  fluid  milk 
requirements.  The  association  also  ar- 
ranges for  the  disposition  of  the  surplus 
milk  oi  both  markets.  The  performance 
of  these  marketing  functions  is  facil- 
itated by  the  operation  of  a  plant  located 
at  Louisville  which  serves  as  an  equali- 
sation plant.  Milk  accumulated  at  this 
plant  Is  either  moved  to  handlers'  plants 
in  response  to  their  varying  milk  needs 
or  is  moved  to  manttfacturing  plants. 

The  cooperative  assoela^on  desires 
that  the  two  orders  be  consolidated  so 
that  It  may  perform  Its  marketing  func- 
tions in  a  mannT  which  is  efficient  In 
response  to  the  needs  of  the  mirkets 
It  serves  and  which  is  equitable  to  its 
entire  membership.     The   achievement 
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of  these  obJeeUvea  would  be  faciUUted  if 
the  markets  served  are  imder  a  single 
order  regvilatlon.  In  order  to  gain  effi- 
ciency la  the  h«T>rini^  of  milk  flexibility 
In  Boovements  of  milk  among  plants 
served  by  the  cooperative  association 
would  be  desirable. 

Movement  at  milk  between  plants  un- 
der th^  separate  orders  presents  classl- 
flcation  and  allocation  problems  which 
would  not  be  present  with  regard  to 
transfers  of  milk  between  plants  under 
the  same  order.  For  example,  priority 
is  given  to  producer  milk  In  the  alloca- 
tion of  Class  I  milk  under  each  order. 
Hence,  milk  received  at  a  pool  plant  from 
a  plant  regulated  under  another  order  is 
given  a  secondary  status  with  respect  to 
assignment  to  Class  I  milk.  Moreover, 
separate  regulation  may  inhibit  to  some 
degree  the  shifting  of  producers  between 
plants  under  the  different  orders.  A 
base  and  excess  plan  is  useC  in  the  Ohio 
Valley  order  and  a  take-out  and  pay- 
back seasonal  Incentive  plan  is  used  in 
the  Louisville-Lexington  order.  These 
separate  seasonal  plans  between  the  two 
orders  also  tend  to  hinder  shifts  of  pro- 
ducers between  the  markets.  All  these 
distinctions  would  be  eliminated  in  a 
combined  order  and  they  would  facili- 
tate the  marketing  problems  of  the  co- 
operative association. 

The  distribution  systems  of  the  han- 
dlers under  the  two  orders  overlap  both 
within  the  two  marketing  areas  and  in 
unregulated  areas.  Milk  distribution 
routes  originating  from  Louisville-Lex- 
ington order  plants  extend  over  a  large 
part  of  the  Ohio  Valley  marketing  area. 
Under  these  circumstances  it  is  desir- 
able that  all  of  the  handlers  under  the 
two  orders  be  under  a  single  regulation 
which  will  provide  one  pricing  arrange- 
ment. Under  the  separate  orders  differ- 
ent classiflcation  systems,  different  class 
prices  and  different  utilizations  of  milk 
have  resulted  \n  price  disparities  between 
the  two  markets.  A  smgle  pricing  sys- 
tem under  one  order  is  therefore  desir- 
able for  pricing  milk  throughout  the  en- 
tire consolidated  area. 

To  accomplish  the  merger  effectively 
and  most  equitably,  the  assets  in  the 
custody  of  the  market  admmistrator  in 
admmistrative  and  producer-settlement 
funds  under  the  Ohio  Valley  order  should 
be  n^erged  with  assets  in  similar  funds 
under  the  Louisvllle-Lexmgton  order. 
Any  liabilities  of  such  funds  of  the  m- 
dlvldual  orders  should  be  paid  from  the 
new  funds  so  created.  To  distribute  such 
funds  under  one  order  to  producers  and 
handlers  under  that  order  would  unduly 
burden  the  producers  and  handlers  now 
regulated  by  the  other  order.  To  dis- 
tribute the  funds  under  both  orders  and 
again  accumulate  the  necessary  reserves 
would  entail  considerable  administrative 
detail  for  no  good  purpose. 

2.  Marketing  area.  The  marketing 
area  of  the  consolidated  order  should 
include  all  of  the  territory  within  the 
marketing  areas  of  the  present  Louis- 
ville-Lexington and  Ohio  Valley  orders 
plus  the  additional  counties  of  Knox. 
Daviess,  Martin.  Orange  and  Washing- 
ton In  the  State  of  Indiana  and  the  coun- 
ties of  Mercer.  Boyle  and  Garrard  in  the 
State  of  Kentucky.    This  territory  may 
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appropriately  be  designated  ■■  f^ 
"Loulsvllle-Lexlngton-E^raBsvlUs  i^^ 
ketlng  area." 

The  marketing  area  of  the  Loutovf^ 
Lexington    order    now    Ineludes    ttaM 
counties  in  Indiana  and  twenty 
in  the  north  central  pcul  of 
The  marketing  area  of  the  present 
Valley  order  adjoins  the  western 
ary  of  the  Louisville-Lexington 
ing  area  and  includes  nine  Indiana  ( 
ties  and  eleven  Kentucky  counties. 

In  conformity  with  the  conduHon  tf 
this  decision  that  the  Louisville -Ltik^ 
ton  and  Ohio  Valley  orders  shouM  It 
consolidated,  all  of  the  territory  aov 
included  in  the  marketing  areas  a< 
two  orders  should  be  included  la 
marketing  area  of  the  consolidated  ortm. 

Besides  the  proposal  by  Kyana 
Producers  to  combine  the 
areas  of  the  two  orders,  various  pi 
were  made  to  add  certain  other 
either  to  the  individual  marketing 
or  to  the  combined  area.  In 
Sullivan.  Oreene.  Knox.  Daviess 
Lawrence.  Orange,  and  WashlngtM 
Counties  were  proposed  as  part  of  tlH 
consolidated  marketing  area.  Of  %bim 
counties,  Knox  and  Daviess  were  aim 
proposed  as  a  part  of  the  Ohio  VsB^i. 
marketing  area.  In  Kentucky,  Todd  aoi 
Logan  Counties  were  proposed  to  bi 
added  to  the  Ohio  Valley  marketing  ana 
and  Mercer,  Boyle,  and  Oarrard  Countki 
were  proposed  to  be  added  to  the  Loals> 
ville-Lexlngton  marketing  area.  Dsh 
tion  of  Montgomery  County.  Kentuekif, 
from  the  Louisville-Lexington  marketttg 
area  was  also  proposed. 

Of  the  eight  Indiana  counties  propossd 
to  be  Included  In  the  consolidated  onr- 
keting  area.  Orange  and  Washlngtsa 
were  proposed  by  a  handler  operating  a 
pool  plant  under  the  Ohio  Valley  onhr. 
These  two  counties,  and  the  other  flit 
previously  named,  were  also  proposii 
by  the  operator  of  a  nonpool  plant  •! 
Vlncennes,  Indiana.  This  plant  aK#* 
narily  disposes  of  more  than  20  perosDt 
of  Its  fluid  disposition  on  routes  in  tlis 
Ohio  Valley  marketing  area.  It  also  has 
disposition  \n  the  marketing  areas 
regulated  by  the  Louisville -Lexingtm 
and  the  Suburban  St.  Louis  ontao. 
Under  the  pool  plant  standards  receai- 
mended  herein  this  plant  would  be  foUy 
reKulatcd  as  a  pool  plant. 

Extension  of  regulation  to  the  five 
Indiana  counties  of  Knox,  E>avlesa 
Martin.  Orange,  and  Washington  would 
bring  under  full-regulation  as  pool  plants 
two  other  plants  at  Vlncennes  in  Knn 
County,  a  plant  at  Loogootee  in  Martin 
County,  and  a  plant  at  Salem  in  Wash- 
ing  ton  County.  By  including  these  flss 
counties  In  the  area,  most  of  the  saks 
made  by  each  of  these  plants  would  be 
Inside  the  marketing  area.  Nearly  oo^ 
half  of  the  sales  from  the  Vincenms 
plant  operated  by  the  proponent  wowdi 
be  in  the  marketing  area  herein  pto* 
posed. 

There  is  only  a  small  quantity  of  mittt 
sold  In  this  5-county  area  by  a  plaOt 
which  may  not  qualify  as  a  pool  plant 
That  plant,  located  at  Robinson,  minolik 
accounts  for  vaiDor  percentages  at 
in  these  five  counties. 


extension    of    regula-    plants  if  SulUvan  County  were  inchided 
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jfc^ta  Dseessary  to  provide  for  orderly 
••.r.. —  of  milk  In  such  areas  through 
,^  of  class  prices  to  be  paid  by ' 
disposing  of  milk  In  such  areas 
^^ntform  system  of  accoimtlng  for 
deluding  pooling  with  other  fully 
handlers. 

I  not  subject  to  regulation  who 
milk  in  these  counties  pay 
prices  approximating  order 
^_'^lces  Irrespective  of  actual  use 
i^mSk.  Proponents  complained  that 
^^m  ol  imregulated  competitors' 
STto  purchase  milk  for  Class  I  use 
^TTmiot  equal  to  order  blend  prices. 
^Immoit*  are  *^  '^  disadvantage  in 
^JmfBd  fluid  outlets  in  these  counties. 
SSalated  plants  in  these  areas  do 
^STmnj  a  full  year-round  supply  of 
Sfc  imt  depend  on  supplemental  re- 
2Si  tiom  other  plants,  and  thus  are 
Slo  mkintain  a  high  level  of  Class 
^matinn  while  nevertheless  paying 
n  a  price  equal  only  to  blend  prices 
'  nearby  orders. 
_  mBt*  presently  regulated  by  the 
OMa  Valky  or  Louisville-Lexington  or- 
im  bdA  ^e  Vlncennes  plant  which 
vtrid  be  r^ulated  imder  the  pooling 
j^l^SBsnts  of  this  proposed  order,  have 
Ito  faOovlng  percentages  of  total  fhild 
^k  product  sales  in  each  of  these  eoun- 
ttv:  Knox  43.  Daviess  56.  Martin  60, 
^jyywf  t$,  and  Washington,  ihcyre  than 
Ml  In  Knox  County  another  5  percent 
if  Mai  sales  are  made  by  a  handler  regu- 
]Md  ander  the  Indianapolis  order. 

Unnsnce.  Oreene.  and  Sullivan  Coun- 
ts to  Indiana  should  not  be  included 
la  tba  autfketing  area. 

A  handler  located  at  Seymour  in  Jaek- 
■n  Ooun^  has  about  18  percent  of  Its 
■iM  In  Lawrence  Coontv  through  a 
Mtton  outlet  at  Bedford  and  has 
•ales  in  Washington  and  Orange 
This  plant's  distribution  in 
._  County  accounts  for  about  40 
_  of  the  sales  in  the  county.  A 
at  Bk)omington,  Indiana,  has  dla- 

, In  Lawrence  Cbunty  estimated 

to  be  about  30  percent  of  the  total,  and 
bM  distribution  in  Greene  County  esti- 
l  to  be  40  percent  of  the  total.  Dls- 
i  in  Oreene  and  Lawrence  Coun- 
by    the    plant    at    Bloomlngton 

about  22  percent  of  its  fhiid 

While  these  plants  at  Seymour 

Bloomlngton  would  be  fully  regu- 

Mad  If  Greene  and  Lawrence  Counties 
wert  Included  in  the  marketing  area, 
tte  aajor  part  of  their  fluid  disposition 
asBld  be  outside  of  territory  now  regu- 
lated or  proposed  to  be  regulated.  Such 
dkpoiltlon  would  be  substantially  In 
rSMliiMMiiii  with  plants  which  would  not 
he  regulated  under  the  proposed  order. 
B  to  eoncluded  that  these  two  coimties 
dwold  not  be  included  in  the  market- 
tag  area. 

With  respect  to  Sullivan  County,  the 
data  provided  by  proponent  reveal  some 
iBsonsistencles  which  prevent  a  definite 
eonduslon  as  to  the  merits  of  the  pro- 
posal It  is  clear,  however,  that  some 
of  the  fluid  distribution  in  Sullivan 
is  by  plants  not  now  regulated 
any  Federal  order,  nor  is  It  ex- 
that  they  would  qualify  as  pool 
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in  the  proposed  marketing  area. 

Bovle.  linreer,  and  Garrard  Counties 
In  Kentucky  idu>uld  be  included  in  the 
maricetlng  area  to  be  regulated  by  the 
QKlcr.  The  fluid  distribution  in  these 
counties  hf  five  plants  which  maintain 
a  high  Class  I  utilization  while  neverthe- 
less paying  farmers  a  price  equal  only 
to  an  order  blend  price  constitutes  a 
competitive  advantage  which  is  disrup- 
tive to  the  orderly  marketing  of  milk 
in  these  areas.  The  extension  of  the 
regulatk>n  in  these  three  Kentucky 
counties  Is  expected  to  Include  as  fully 
regulated  plants  all  plants  now  disposing 
of  milk  in  these  counties.  Distribution 
outside  of  the  territory  here  adopted  for 
the  marketing  area  by  plants  which 
would  be  brought  under  regulation  by 
this  extension  is  very  largely  in  competi- 
tion (uoly  with  plants  which  would  be 
subject  to  Federal  order  regulation.  The 
amdleatlon  of  class  pricing  and  uniform 
accounting  for  milk  under  a  system  of 
market  pooling  will  establish  orderly 
marketing  conditions  in  these  three 
counties. 

In  Boyle  County,  Kentucky,  about  halT 
of  the  fluid  sales  are  by  regulated  han- 
dleia.  A  small  percentage  of  this  dis- 
tribution is  regulated  under  the  Cincin- 
nati Federal  order,  and  most  of  it  under 
the  Louisville-Lexington  order.  Another 
25  percent  of  the  sales  are  by  a  plant  at 
Somerset  partially  regulated  imder  the 
Louisville-Lexington  order  by  virtue  of 
sales  In  presently  regulated  territory. 
These  sales,  and  disposition  by  a  pres- 
enUy  unregulated  plant  located  in  the 
county  at  Danville,  account  for  most  of 
the  fluid  disposition  in  the  county. 

In  Mercer  County,  Kentucky,  more 
than  70  percent  of  the  fluid  milk  dispo- 
sition la  by  plants  now  regulated  under 
the  Louisville-Lexington  order.  About 
7  percent  of  the  sales  are  by  a  plant  at 
Cam]>bell8ville.  Kentucky,  which  is  par- 
tially regulated  under  the  order  by  virtue 
of  sales  in  presently  regiilated  territory. 
The  remainder  of  the  milk  distribution 
in  the  county  is  by  an  unregulated  plant 
located  in  the  cotmty  at  Harrodsburg. 

In  Garrard  County.  Kentucky,  about 
65  percent  of  the  fluid  milk  distribution 
is  by  handlNB  presently  regulated  under 
the  Louisville-Lexington  order.  About 
10  percent  of  the  distribution  in  the 
county  is  by  the  plant  at  Somerset  par- 
tially regulated  by  virtue  of  its  sales  in 
the  area  presently  regulated  by  the 
order.  The  remainder  of  the  sales  are 
by  an  unregulated  plant  located  in  the 
county  at  Lancaster. 

This  toree-county  area  thus  is  served 
preponderantly  by  handlers  presently 
regulated.  Effectiveness  of  the  regula- 
tkm  in  fulfllling  the  purpose  of  estab- 
lishing orderly  marketing  conditions  will 
be  Improved  by  inclusion  of  this  terri- 
tory in  the  marketing  area. 

A  pnHXtsal  made  to  delete  Montgomery 
County.  Kentucky,  from  the  marketing 
area  should  not  be  adopted.  This  pro- 
posal was  made  by  a  handler  whose  pool 
plant  is  located  at  Morehead.  Kentucky, 
and  whose  sales  in  the  area  rei^resent 
about  10-13  percent  of  his  Grade  A  re- 
ceipts. Approximately  45  percent  of  the 
fluid  sales  in  the  county  are  from  this 
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plant.   About  14  percent  of  the  dlatrlbii-, 
tion  in  the  coun^  Is  out  of  aplant ; 
lated  under  the  Chidnfintl  order  ai 
remainder  Is  by  plants  regidatcd 
the  Louisville-Lexington  order. 

The  pnHXMcd  ddetion  m 
to  enable  the  proponent  to  pay  a  higher 
price  to  his  own  dairy  f  azmcr  sapi>liers 
rather  than  make  paymenia  into  the 
producer-settlement  fimd.    Howcvor,  tf 
Montgomery  County  were  dieted  fron 
the  marketing  area  the  handler  wonkl 
become  imregiilated  and  would  not  be 
required  to  pay  the  mintmum  prleea  es- 
tablished by  the  order.    Reverthdaaa.  all 
of   the   other   handlers  sdllng  In   the 
county  would  continue  to  be 
by  virtue  of  their  sales  in  other 
within  the  marketing  area, 

such  handlers  account  for 

one-half  of  the  total  dlstrlbutioii  in  tte 
county,  they  would  then  be  in  eoaapet^ 
tion  there  with  a  plant  not  required  to 
pay  minimum  prices  for  milk. 

Todd  and  Logan  Connkles.  Kentoeky, 
should  not  be  Included  In  the  marketing 
area  of  the  proposed  order.  In  Lagan 
County,  all  fluid  distrllmttan  la  by  fed- 
erally reguUted  plants,  toot  aaera  of  Iha 
disposition  is  by  Hashvllle  order  piaato 
than  by  plants  under  the  Lonlsvflle^jex- 
Ington  and  Ohio  Valley  orderav  Tbtt  eyl- 
denee  with  respect  to  Todd  Coanty  thaw 
considerable  disparity  In  the  teattonnny 
of  witnesses  as  to  the  share  of  the  lltdd 
disposition  regulated  under  the  Lonls- 
ville-Lexington.  Ohk>  Valley.  NariiTilte 
and  Paducah  orders.  None  of  the  arica 
in  Todd  County  are  by  unregulated 
plants.  The  evldenoe  is  not 
to  conclude  whether  these 
should  be  included  in  the  marketing 
of  the  proposed  order.  Tnaamacdh  aa  all 
milk  sold  in  these  counttaa  la  sold  by 
regulated  plants,  the  luroblem  of  orderly 
marketing  is  not  acute. 

3.  ProvisionM  of  the  eemteUdatei  order. 
Many  of  the  provlakma  of  the  LoulBvlIle- 
Lexlngton  and  Ohio  Valley  orden  which 
have  been  found  to  be  appropriate  for  • 
regulating  the  handling  of  milk  m  theae 
markets  are  similar  and  therefore  ap- 
propriate for  regulating  the  handling  of 
milk  in  the  pr<q;>osed  markfiftng  area. 
The  provisions  in  which  there  are  sub- 
stantive differences  in  the  two  orders  or 
those^f  or  which  changes  are  considered 
are  discussed  below. 

(a>  MWc  to  be  pooled  mndvneei.  The 
determination  ot  the  milk  to  be  pooled 
an(^j;>riced  mader  the  eostatdidated  order 
may  be  facilitated  by  defining  the  several 
types  of  milk  and  milk  products  and 
those  persons  and  facilities 
with  the  handling  of  such  milk  and 
products.  For  purposes  of  the  oonsoii- 
dated  order,  definitions  similar  to  those 
contained  in  the  LoulsvlUe-Lezington 
order  will  be  suitaUe  in  most  cases. 

A  producer  should  be  defined  as  a  per- 
son who  iut>duces  milk  on  a  dairy  farm 
which  is  approved  by  a  duly  constitated 
health  authority  for  the  produetlOB  of 
milk  for  fluid  diiqixMition.  wbk±k  mOk  Is 
received  at  a  pool  plant,  or  by  a  eoopera- 
tive  association,  or  is  diverted  as  de- 
scribed in  subsequent  flnrtlngs  Hsalth 
authority  aiwroval  would  Ineliala  ai^ 
proval  of  mUk  by  the  auttonrtty  to  ad- 
minister the  regulations  governing  the 
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« 
quAlltijr  of  milk  aeeepUble  to  agencies  of 
tho  United  8tatM  Oovemment  for  fluid 
oonrampCkm  In  Its  Instltutlonc  or  b«M8 
loe*ted  In  the  marketing  area.  The  pro- 
poMd  erclnrion  of  dairy  farmers  whose 
pemlt  la  temporary  or  on  an  emergency 
bacta  la  not  adopted.  It  was  not  shown 
ttiat  MOh  •vptoyl*  constitute  a  problem 
In  thla  market.  A  producer's  connection 
with  the  market  should  pe  established 
by  receipt  of  his  milk  at  a  pool  plant.  In 
the  Initance  of  bulk  tank  milk  for  which 
a  cooperative  association  Is  a  handler, 
the  cooperative  Is  the  first  handler  re- 
eelvlnf  such  milk.  Accordingly,  the  term 
"producer"  Is  Intended  to  Include  such 
dairy  farmers  whose  milk  Is  delivered  by 
a  cooperative  association  as  a  handler  to 
other  handlers'  pool  plants. 

Marketing  conditions  necessitate  the 
handling  of  reserve  milk  by  diversion 
from  producers'  farms  to  nonpool  plants. 
This  Is  often  the  more  economical 
method  of  moving  the  milk  rather  than 
assembling  It  first  at  a  pool  plant  which 
has  no  need  for  the  milk  and  then  moving 
It  to  a  nonpool  manufacturing  plant. 
In  the  Interest  of  assuring  an  adequate. 
stable  supply  for  the  fluid  market,  and  a 
stable  market  for  producers,  a  dairy 
farmer  should  retain  his  producer  status 
during  reasonable  periods  while  his  milk 
is  diverted  to  a  nonpool  plant.  The 
Loulsvllle-Lexlngton  order  allows  un- 
limited diversion  of  producer  milk  by  a 
cooperative  association.  Diversion  by 
other  handlers  Is  allowed,  but  with  a  lim- 
itation with  respect  to  each  producer 
that  his  milk  shall  not  be  diverted  for 
more  than  one-half  of  the  number  of 
days  in  any  of  the  months  of  October, 
November.  January,  and  Febriiary.  It 
Is  concluded  that  the  same  kind  of  diver- 
sion allowance  may  apply  properly  in 
the  case  of  all  handlers.  Official  notice 
is  taken  of  the  fact  that  manufacturing 
facllltlea  are  being  installed  in  Kyana 
Milk  Producers'  pool  plant  at  Louisville. 
This  will  tend  to  reduce  the  need  for 
diversion.  Accordingly,  diversion  of  a 
producer's  milk  by  any  handler  should 
be  allowed  on  any  day  in  the  months  of 
December. and  March  through  Septem- 
ber, and  on  not  more  than  one-half  of 
the  days  of  the  month  in  any  of  the 
months  of  October.  November,  January 
and  February.  In  view  of  the  provision 
that  a  cooperative  association  may  be 
the  handler  on  bulk  tank  milk  and  the 
fact  that  the  supply  for  the  market  is 
largely  from  members  of  the'cooperative 
association  which  requested  such  provi- 
sion, diversion  between  pool  plants,  now 
provided  for  in  both  orders,  will  no 
longer  be  necessary. 

So  as  to  provide  proper  location  pric- 
ing and  accountability  for  milk  diverted 
to  nonpool  plants,  such  milk  shall  be 
deemed  to  be  received  at  the  pool  plant 
as  part  of  the  plant  receipts  if  diverted 
by  the  operator  of  the  plant.  In  case  of 
dlversloiu  to  nonpool  plants  by  a  co- 
(H>erattve  aaaoclatlon.  the  location  of  re- 
ceipt shall  be  deemed  to  be  the  location 
of  the  plant  from  which  diverted. 

A  handler  should  be  defined  as  a  per- 
son who  operates  a  city  plant  or  a 
country^ plant  Also,  a  cooperative  asso- 
ciation should  be  a  handler  with  respect 
to  producer  milk  diverted  by  it  to  nonpool 
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plants.  A  cooperative  association  should 
be  allowed  to  act  as  the  •handler  also 
with  respect  to  milk  of  its  producer  mem- 
bers which  is  picked  up  in  bulk  at  the 
farm  by  tank  trucks  owned  by.  operated 
by,  or  under  contract  to  such  association 
and  delivered  in  such  trucks  ( or  In  trucks 
similarly  under  the  control  of  the  asso- 
ciation into  which  the  milk  may  be  re- 
loaded) to  pool  plants  of  other  handlers. 
With  respect  to  the  Ohio  Valley  market, 
findings  and  conclusions  have  already 
been  made  on  this  record  to  adopt  such 
a  provision  in  a  decision  issued  Novem- 
ber 21.  1961  (28  P.R.  11079  > .  Because  of 
the  similarity  of  considerations  with  re- 
spect to  the  proposed  new  marketing 
area,  repetition  of  such  findings  and  con- 
clusions is  unnecessary  in  this  Instance. 
The  same  provision  should  be  adopted  in 
the  consolidated  order. 

The  term  'producer-handler'  should 
be  defined  as  presently  in  the  Ohio  Val- 
ley order.  This  is  a  more  specific  defini- 
tion than  that  contained  in  the  Louis- 
ville-Lexington order  in  that  it  requires 
the  producer-handler  to  provide  proof 
to  the  market  administrator  that  the 
operation  is  his  personal  enterprise  and 
risk. 

The  terms  "city  plant"  and  "country 
plant"  in  the  Louisville-Lexington  order 
closely  correspond  to  the  two  types  of 
"fluid  milk  plant"  in  the  Ohio  Valley 
order.  The  first  type  of  fluid  milk  plant 
in  the  Ohio  Valley  order  disposes  of 
'Grade  A"  fluid  milk  products  on  routes 
in  the  marketing  area,  and  the  second 
type  is  a  plant  which  supplies  the  first 
type  of  plant,  or  is  approved  to  do  so. 
The  terms  "city  plant"  and  "country 
plant"  in  the  consolidated  order  will 
serve  to  define  plants  performing  such 
functions,  but  these  definitions  are  not 
indicative  of  whether  the  plants  meet 
order  requirements  which  would  subject 
them  to  full  regulation. 

Pool  plant  provisions  similar  to  those 
of  the  Louisville-Lexington  order  should 
be  adopted  for  the  consolidated  order, 
subject  to  some  modifications.  With  the 
expanded  marketing  area  adopted  here- 
in, the  smaller  percentage  requirement 
(10  percent  of  receipts  from  dairy  farm- 
ers, cooperative  associations  and  coun- 
try plants  rather  than  the  25  percent 
required  in  the  Ohio  Valley  order)  of 
distribution  in  the  marketing  area  for 
pool  plant  qualification  is  suitable  for 
all  plants  likely  to  be  associated  with 
the  market.  Another  basis  for  qualifica- 
tion should  be  added,  however,  whereby 
a  plant  distributing  an  average  of  13,500 
pounds  or  mor-e  of  Class  I  milk  per  day 
in  the  marketing  area  would  become 
fully  regulated,  even  though  this  amount 
represents  less  than  10  percent  of  the 
receipts  previously  mentioned.  Under 
the  provisions  of  the  present  orders,  a 
plant  with  a  large  volume  of  Class  I 
business  could  acquire  a  large  percentage 
of  the  total  Class  I  distribution  in  the 
marketing  area  without  becoming  sub- 
ject to  full  regulation.  Any  plant  which 
distributes  within  the  marketing  area 
a  volume  of  Class  I  milk  equal  to  one 
percent  or  more  of  the  total  Class  I  milk 
in  the  market  is  an  important  competi- 
tive factor,  however,  and  .should  be  sub- 
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ject  to  full  regulation,  even  thought 
volume  represents  less  than  10 
of  its  total  Class  I  business. 

The  total  Class  I  disposition  bl 
two  marketing  areas  by  all  pool 
regulated  by  the  Louisvllle- 
and  Ohio  Valley  orders  plus  the 
nonpool  plants  in  these  areas  at_ 
approximately  1.350.000  pounds  vmi 
The  order,  therefore,  should  provMtS 
full  regulation  of  any  plant  whoai^ 
trlbution  of  Class  I  milk  in  the  mailn.. 
ing  area  amounts  to  an  averaga  H 
13.500  pounds  or  more  per  day.  UnK 
the  fixed  figure  rather  than  1  perooitif 
the  total  Class  I  sales  will  afford  pli^ 
an  opportunity  to  know  befonhMi 
whether  they  will  be  subject  to  r«| 
tion  and  will  permit  them  to  adjuitl 
business  accordingly.  A  constant ;  __^ 
will  also  tend  to  avoid  the  shlftti^  ii 
and  out  of  the  pool  of  plants  whoea4|^ 
trlbution  in  the  area  might  be  fih^ 
constant  but  might  become  more  or  ha 
than  one  percent  as  total  Claai  I  wtk 
in  the  pool  varies. 

The  requirements  for  country  plM^l 
should  be  increased  for  the  montbiil 
October  through  March  to  reqxilre  tkM 
50  percent  of  the  receipts  in  the  moaH 
from  approved  dairy  farmers  and  tHtk 
cooperative  associations  are  dellvendli 
city  plants.  No  country  plants  dov 
qualify  as  pool  plants  for  the  LoulnB^ 
Lexington  market  on  the  basis  of  Ite 
present  10  percent  shipping  reqmlr^ 
ments.  nor  are  there  any  pool  rrwiifcj 
plants  qualified  under  the  Ohio  YtUif 
order  where  a  50  percent  requiremeal  k 
contained  in  the  present  order.  HmM 
percent  requirement  will  guarantei  i 
fuller  association  of  a  country  plant  vMi 
the  market  if  it  is  to  be  pooled,  aodk 
appropriate  in  view  of  the  adequaeyif 
supply  represented  by  present  prodoMr 
sources  of  milk.  In  the  months  of  AMI 
through  September,  a  country  pMil 
should  qualify  on  the  basis  of  either  Hi 
prior  qualification  in  all  of  the  preeai> 
ing  months  of  Octot>er  through  MMl 
or  on  the  basis  of  shipment  of  40  peroMl 
of  its  receipts  to  city  plants. 

Provision  should  be  made  for  pari 
status  of  a  country  plant  operated  bf  t 
cooperative  association  If  two-thirdi  tf 
the  milk  of  its  members  approved  hf 
health  authorities  to  supply  milk  wkkl 
may  be  disposed  of  as  Grade  A  milk  k 
delivered  from  farms  to  f>oo1  plants  of 
other  handlers  or  is  transferred  from  the 
association's  plant  to  such  pool  planta 

A  similar  provision  is  now  containei 
in  the  Louisville-Lexington  order,  nqatt' 
ing.  however,  that  75  percent  of  mearitar 
milk  be  supplied  to  other  pool  plaata 
The  current  provision  also  qualiflee  tki 
cooperative  association  plant  In  tn^ 
month  of  March  through  September  tf 
it  had  qualified  as  a  pool  plant  on  Vbt 
percentage  basis  in  each  of  the  preeed- 
ing  months  of  October  through  Febnniy. 

The  plant  of  the  cooperative  asioeto- 
tion  has  served  as  an  equalization  supply 
plant  for  the  entire  Louisville-LexkiC- 
ton  market.  In  view  of  the  extemdOB 
of  membership  of  the  association  to'tbt 
Ohio  Valley  market,  the  assodatka 
stated  that  the  plant  would  perform  ttK 
same  function  in  the  consolidated  mar- 
keting area. 
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I  ttie  prevalence  of  bulk  milk  tanka 
In  these  markets,  much  of 
^  MV  supply  of   procesaing  planta 
Z^mto  bulk  form  directly  from  farma 
yZi  plants.    Changes  In  dally  re- 
■■•nts  of  processing  planta  may  be 
^  the    cooperative    aaaodation 
rearrangement  of  the  bulk  tank 
„^t  of  milk  from  farms  to  planta. 
tijese  circumstances  the  moat  ef- 
^  movement  of  milk  by  the  aaaocia. 
In  its  role  of  supplying  milk  proc- 
r  plants,  does  not  re<iulre  that  more 
aanall  part  of  the  milk  move 
2MBh    the    association's    plant.    For 
SuTeaaon  it  is  not  practical  for  the 
•j^rti"""    plaint    ^o    qualify   for   pool 
SiM^on  the  basis  of  shipments  from 
S^^nt  to  Other  pool  plants.    Never- 
Zliarthe  plant  is  essential  to  the  serv- 
MBTOVlded  by  the  association  In  meeting 
5p  requirements  of  the  handlers.    Be- 
S  serving  as  a  standby  plant  from 
Seh  mWk  may  be  transferred  to  pool 
^Mla  It  also  serves  as  an  assembly  plant 
gr>'nte  In  excess  of  other  handler's 
aiiAi.  Such  milk  constitutes  part  of  the 
mmn  supply  of  the  market  which  must 
H  dhpoaed  of  primarily  for  use  in  man- 
tned  dairy  products  which  may  In- 
I  shipment  to  nonpool  plants.   Other 
„^v»  mlHc  has  been  disposed  of  by 
yw  cooperative  association  by  diversion 
fnm  producers'  farm  to  nonpool  plants 
fft  nanufacturing. 

As  the  authorized  agent  to  market  the 
Bift  of  Its  members,  who  constitute  90 
mneot  or  more  of  the  producers  in  the 
"toed  market,  Kyana  Milk  Producers 
i  the  burden  of  disposing  of  the  re- 
t  milk  in  the  manner  described.    Be- 
of  the  essential  part  this  plant 
.  In  such   reserve  handling  opera- 
I,  It    is    necessary    that   producers 
tain   their    producer    status   when 
_^  milk  must  be  moved  to  this  plant. 
nil  desirable,  however,  that  a  standard 
«f  performance  be  provided  to  assure 
tlwt  such  a  plant  is  substantially  as- 
■dated  with  the  market.    The  require- 
■Bt  with  respect  to  deliveries  of  mem- 
ber milk  to  pool  plants  provides  such  a 
itUMlard.     In   view   of  the  volume  of 
NMTve  milk  to  be  handled,  the  requlre- 
■ent  that   two-thirds  of   the  member 
tfk  be  delivered  to  other  pool  plants 
iMokl  be  substituted   for  the   present 
V  percent  requirement  in  the  Louisville- 
loftigton  order.    The  plant  may  qualify 
ter  pool  status   on  this  basis  in  any 
■enth.   In  the  months  of  March  through 
September  pool  status  should  continue 
to  be  allowed  on  the  basis  of  prior  pool 
elBtiis  In  each  of  the  months  of  October 
Smugh  February. 

Because  of  the  closeness  of  other  mar- 
kttlBg  areas  and  overlapping  of  dlstrl- 
kettai  of  handlers  under  these  and 
•Qier  orders,  provision  should  be  made 
for  a  method  to  determine  under  which 
*  order  a  plant  should  be  regulated  if  it 
VMlifles  under  more  than  one  order. 
Bie  Louisville-Lexington  order  now 
provides  that  such  a  plant  shall  not  be 
I  pool  plant  if  it  qualifies  under  another 
order  unless  the  plant  has  disposed  of  a 
mater  quantity  of  milk  In  the  Ixjwla- 
Jffle-Lexington  marketing  area  and  to 
peal  plants  under  this  order  than  in  the 
■Kketing  area  under  the  other  order 


darlnf  eadi  of  the  preoedlng  three 
montha  and  doea  also  in  the  current 
month.  A  aknllar  provlaion  i»  contained 
in  the  Chio  TaDey  order.  Thla  provl- 
aion ihotild  be  adopted  In  the  conaoli- 
dated  order.  ^_    ^  ^ 

Planta  ao  determined  to  be  subject  to 
another  order  while  disposing  of  milk 
in  this  market  should  be  required  to  file 
such  reporta  as  the  market  administra- 
tor may  require  and  to  allow  verification 
of  iuch  reports.    Any  exception  to  the 
described  rule  of  determination  should 
be  baaed  on  a  special  determination  by 
the  Secretary  for  the  particular  plant. 
"Producer  milk"  is  a  term  defined  as 
milk  received  by  handlers  from  produc- 
ers in  the  manner  described  in  the  pre- 
ceding findings  with  respect  to  "pro- 
ducer".   In  the  case  of  any  tank  truck 
loads  of  milk  which  are  split  between 
planta  and  for  which  a  cooperative  as- 
sociation la  not  the  handler,  the  entire 
load  shall  be  deemed  to  have  been  re- 
ceived at  the  first  pool  plant  at  which 
milk  la  withdrawn  from  the  tank  truck 
unless  a  different  arrangement  is  agreed 
upon  by  the  operators  of  the  plants. 

The  definition  of  the  term  "fluid  milk 
product"  Is  convenient  for  establishing 
the  definition  of  Class  I  milk  and  other 
terms  In  the  order.  Because  of  the  re- 
lationahip  of  this  term  to  the  Class  I 
milk  definition,  discussion  of  the  fluid 
milk  product  definition  Is  covered  under 
the  findings  and  conclusions  with  re- 
spect to  classification. 

A  definition  of  "other  source   milk" 
may  be  adopted  similar  to  that  in  the 
Ohio  Valley  order,  which  differs  from 
that  in  the  Louisville-Lexington  order 
■only  in  that  it  specifically  excludes  be- 
ginning inventory.    Bulk  tank  milk  re- 
ceived from   a  cooperative   association 
for  which  it  is  the  handler  should  also 
be  excluded.     This  term  serves  to  de- 
scribe a  type  of  milk  receipt  other  than 
producer  milk,  milk  from  pool  plants  or 
a  cooperative  association  in  its  capacity 
as  a  pool  handler,  and  beginning  Inven- 
tory of  "fiuid  milk  products".    It  should 
ixudude  receipts  of  products  other  than 
"fluid  milk  products",   including  those 
produced  at  the  plant,  which  are  re- 
processed, or  converted  to  another,prod- 
uct  in  the  plant  during  the  month. 

The  definitions  of  "Chicago  butter 
price"  and  "nonfat  dry  milk  price"  are 
adopted  from  the  Ohio  Valley  order. 

(b)   Classification   and  allocation  of 
milk.    Class  I  milk  should  be  defined  as 
all  skim  milk  and  butterf  at  disposed  of 
aa  any  fluid  milk  product  or  which  is  not 
accounted  for  as  Class  n  milk.    For  this 
purpose  the   definition  of   "fluid  milk 
product"  should  mean  milk,  skim  milk, 
buttermilk,  fiavored  milk,  milk  drinks 
(plain  or  flavored),  reconstituted  milk 
or  "fcim  milk,  fortified  milk  or  skim  milk 
(including  "diet"  foods),  cream,  (sweet 
or  sour) ,  half  and  half,  or  any  mlxtmre 
in  fluid  form  of  milk  or  skim  milk  and 
cream   (except  ice  cream  mix,  frozen 
desaert  mix.  evaporated  milk,  condensed 
milk,  aorated  cream  products,  eggnog, 
and  cultured  soiu-  mixtures  not  labeled 
aa  Grade  A)  which  are  neither  sterilized 
nor  packaged  in  hermetically  sealed  con- 
tainers. 


Class  I  milk  thus  dflOnei 
fiuid  products  irtileh  bsaltb 
in  the  markting  area 
be  made  from  milk  from 
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sources. 

ReconsUtuted  milk  and  Mm  aUk  dia- 
positkm  should  be  oonsMnvd  as  CSaa  I 
milk  utihzaUon.   The  steite  of  Kuiiiriky 

requires  that  nonfeit  dry  Bilk  used  la 
fiuid  producU  be  of  "OnMie  A"  qoaUtr. 
These  products  compete  far  the  mom 
Class  I  milk  sales  as  «o  freeb  whole 
mUk  or  skim  milk,  and  if  made  from 
other  source  milk,  could  dlsplaoe  pro- 
ducer milk  which  U  avattaUe  for  the 
same  purpose.  It  is  neceesery,  therefore, 
that  such  products  be  accounted  for  as 
Class  I  milk  and  in  a  quantity  whSeh  in- 
cludes the  normal  quantity  of  water  orlc- 
Inally  associated  with  the  nonfat  milk 
solids.  This  type  of  accounting  Is  neces- 
sary to  return  to  producera  a  value  com- 
mensurate with  the  Class  I  utUiaation  - 
of  the  handler. 

Fortified  fiuid  milk  drinks,  similarly. 
should  be  Class  I  milk  to  the  extent  of 
the  weight  of  an  equal  volume  of  mUk. 
skim  milk  or  cream  of  the  same  biittar- 
f at  content.  To  thla  extent*  such  forti- 
fied products  c(»npete  with  vdmle  fluid 
milk,  skim  milk  and  cream  in  the  fold 
nurket  and  tend  to  displace  prodaeer 
milk  from  CHass  I  uses  If  not  properly 
accounted  for  as  Class  I  milk. 

To  maintain  proper  accounting  for 
such  items,  the  nonfat  nkUk  solids  added 
to  such  fortified  items  should  be  eon- 
verted  to  their  fiuki  skim  milk  equiva- 
lent.   The  total  quantity  of  product  so 
calculated,  which  would  taidadc  the  nor- 
mal quantity  of  water  originany  associ- 
ated with  the  nonfat  milk  solida.  less  the 
quantity  classified  as  Class  I  milk,  would 
be    accounted    for    as    Class   n    milk. 
Proper  accounting  for  an  usee  of  skim 
milk   and  butterfat  similarly  requires 
that  If  any  of  the  water  contained  in  the 
milk  from  which  a  product  is  made  la 
removed,  the  pounds  of  sUm  milk  used 
or  disposed  of  in  such  product  shall  be 
considered  to  be  an  ammmt  equivalent 
to  the  nonfat  milk  solids  contained  in 
such  product  plus  all  of  the  w^ter  origi- 
nally associated  with  such  soUds. 

Several  handler  proposals  would  call 
for  the  lowest  classlflcation  to  apply  to 
milkshake  mixes  containing  15  percent 
or  more  of  total  milk  solids  and  dietary 
fluid  milk  products. 

"Milk  shake  mixes"  which  may  be  dis- 
posed of  generally  to  soda  fountains  and 
similar  establishments  are  essentially  a 
form  of  fortified  fluid  milk  product. 
Fresh  fiuid  milk  provides  the  Uqufal  por- 
tion ot  the  product  to  which  the  solids 
are  added.  The  resulting  product  Is  in- 
tended for  fiuid  consumption.  On  this 
basis  milk  shake  mixes  are  not  diatin- 
guishable  from  other  fortified  fluid  milk 
products  and  should  be  classify^  in  the 
same  manner. 

Fluid  "diet"  milk  products  similarly 
are  a  form  of  a  low-fat  milk  drink  forti- 
fied with  added  nonfat  milk  solids. 
Sweetoilng  and-fiavoring  ingredienta  are 
also  added.  The  Kuroduct  la  pr^jiared  by 
adding  the  nonfat  milk  adUds  and  flavor- 
ing ingredients  to  fredi  fluid  milk  or 
skim  milk.  Such  fiuid  diet  milk  producU 
t^us  are  essentially  fortifled  milk  drinka 
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whieh  eompete  with  other  fluid  milk 
produet  dimocltlon.  Although  standards 
of  IdentltT  bATe  not  been  established  by 
health  authorities  with  respect  to  "diet" 
milk  products,  Orade  A  milk  is  used  In 
the  preparation  of  the  diet  products.  It 
Is  to  be  presumed  under  the  clrcum- 
stanoee  of  preparation  of  the  product  as 
described  br  proponents  that  they  do  use 
and  depend  on  the  siu>ply  of  fresh  milk 
of  Orade  A  Quality  to  provide  the  fluid 
part  of  the  product. 

It  was  proposed  by  Kyana  Milk  Pro- 
ducers that  the  consolidated  order  have 
only  two  clanes  of  utilization.  The 
kinds  of  utilization  now  included  in 
Class  n  and  Class  m  in  the  LouisvtUe- 
Lexington  order  would  be  combined  into 
one  class  resulting  In  a  Class  II  milk 
definition  similar  to  that  which  applies 
In  the  Ohio  Valley  order.  A  single  price. 
accordingly,  would  be  established  for  all 
reserve  milk  under  the  consolidated  or- 
der. Handler  proposals  with  respect  to 
classification  vt  certain  specialty  items 
under  a  tbree-class  system  are  inter- 
preted as  not  being  opposed  to  a  two- 
class   system. 

It  is  concluded  that  a  two-class  sys- 
tem should  be  adopted  for  the  consoli- 
dated order.  This  system  will  tend  to 
proride  better  marketing  opportunities 
for  reserve  milk.  The  single  price  for 
all  reserve  milk  will  tend  to  encourage 
handlers  to  use  the  reserve  producer  milk 
In  the  higher-valued  uses.  It  may  induce 
handlers  to  use  greater  quantities  of  pro- 
ducer milk  for  cottage  cheese  and  ice 
cream,  now  priced  at  the  higher  Class  U 
price  under  the  Louisville- Lexington  or- 
der. With  respect  to  ice  cream  disposi- 
tion In  the  marketing  area,  handlers  to 
a  large  degree  now  depend  on  nonpool 
sources  for  their  supply  of  this  product. 
A  health  requirement  of  Grade  A  milk 
for  the  manufacture  of  cottage  cheese 
applies  only  in  Louisville,  and.  accord- 
ingly, cottage  cheese  from  other  sources 
may  be  distributed  in  all  other  parts  of 
the  marketing  area. 

Class  n  milk  should  be  defined  to  in- 
clude all  skim  milk  and  butterfat  used 
to  produce  products  not  Included  in  Class 
I  milk.  Products  specifically  exempted 
from  the  Class  I  definition  such  as  ice 
cream  mix.  froien  dessert  mix.  evapo- 
jrated  milk,  and  condensed  milk  would  be 
Class  n  milk.  Other  manufactured  dairy 
products  which  would  be  Class  II  milk  in- 
clude cottage  cheese,  any  other  type  of 
cheese,  butter,  dry  milk  and  nonfat  dry 
milk.  Frozen  cream  Is  generally  a  storage 
item  intended  for  use  In  ice  cream,  butter, 
or  other  nonfluid  use,  and  is  properly  a 
Class  n  disposition.  The  proposed  two- 
class  system  would  place  eggnog  and 
aerated  cream  products  in  Class  II.  Cul- 
tured sour  mixtures  which  include  cheese 
and  nondairy  food  materials  are  com- 
monly referred  to  as  a  "dip"  specialty 
and  are  not  distributed  as  a  Grade  A 
product  Skim  milk  and  butterfat  used 
In  these  products  should  be  Class  II  milk 
if  not  distributed  under  a  Grade  A  label. 

Class  n  milk  would  Include  fluid  prod- 
uct disposition  for  livestock  feed  and 
8kim  milk  dumped  upon  prior  notice 
pnxhiet.  Skim  milk  and  butterfat  used  in 
as  prescribed  by  the  market  admirUs- 
trator.    This  is  merely  a  continuance  of 
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the  lowest  classification  under  both  or- 
ders which  now  applies  to  such  disposi- 
tion. Also  Included  would  be  fluid  milk 
products  disposed  of  in  bulk  to  bakeries, 
candy  or  soup  manufacturers,  and  other 
commercial  establishments  which  do  not 
dispose  of  any  of  such  bulk  receipts  in 
the  form  of  fluid  milk  products.  These 
are  ordinarily  uses  for  which  manufac- 
tured milk  products  may  be  used,  al- 
though disposition  from  pool  plants  to 
such  establishments  may  be  most  con- 
veniently, made  in  fluid  milk  product 
form.  Such  a  classification  provision  Is 
now  contained  in  the  Louisville-Lexing- 
ton order.  Ending  inventories  of  fluid 
milk  products  should  also  be  classified 
as  Class  II  milk  for  accounting  purposes. 
Inventories  of  fluid  milk  products  would 
be  subject  to  reclassification  in  the  sub- 
sequent month  in  the  manner  now  pro- 
vided in  the  Ohio  Valley  order. 

Butterfat  and  skim  milk  used  to  pro- 
duce Class  II  products  should  be  con- 
sidered to  be  classified  when  so  used. 
Handlers  will  need  to  maintain  stock 
records  on  such  products,  however,  to 
permit  audit  of  their  utilization  records 
by  the  market  administrator  Class  II 
products  from  any  source  used  in  the 
production  of  any  product,  including 
products  in  Class  I  milk,  should  be  con- 
sidered to  be  a  receipt  of  other  source 
milk.  This  will  maintain  priority  of 
assignment  of  current  receipts  of  pro- 
ducer milk  to  Class  I  utilization. 

Loss  of  skim  milk  and  butterfat  in 
plant  operations  is  commonly  referred  to 
as  "plant  shrinkage".  It  is  also  ordinary 
exi>erlence  in  the  case  of  farm  bulk  tank 
milk  that  there  Is  some  handling  loss 
between  the  aggregate  of  amounts  of 
milk  measured  at  the  farms  from  which 
a  tank  truckload  is  obtained  and  the 
quantity  of  milk  delivered  to  a  plant. 
Since  there  must  be  complete  accounting 
for  all  milk  received  from  producers,  it  is 
necessary  that  all  shrinkage  be  ac- 
counted for  as  a  classified  u.se.  Shrink- 
age should  be  classified  in  the  lowest 
class  as  is  presently  done  under  the 
Louisville-Lexington  and  Ohio  Valley 
orders.  Such  classification,  in  conjunc- 
tion with  reasonable  limits,  provides  an 
equitable  accounting  procedure  for 
handlers. 

A  maximum  total  shrinkage  allowance 
in  Class  n  of  2  percent  will  be  reasonable 
in  relation  to  ordinary  operating  ef- 
ficiency. This  total  allowance  would  be 
made  up  of  0.5  percent  with  respect  to 
milk  received  from  producers  and  trans- 
ferred to  other  handlers,  plus  1.5  per- 
cent with  respect  to  milk  so  received  but 
not  transferred.  The  1.5  percent  would 
also  apply  to  bulk  receipts  which  are 
transfers  from  other  pool  plants  or  bulk 
tank  milk  received  from  a  cooperative  as- 
sociation. No  shrinkage  allowance  would 
apply  to  milk  diverted  to  nonpool  plants. 
Any  shrinkage  in  excess  of  these  allow- 
ances should  be  classified  as  Class  I 
milk.  These  limitations  on  shrinkage 
and  the  attendant  method  of  classifica- 
tion are  necessary  to  protect  the  clas- 
sification system  from  the  effects  of 
liuulequate  records  and  inefllcient  han- 
dling of  milk.  These  considerations  do 
not  require  that  similar  limitations  apply 
to  receipts  of  other  source  milk. 


The  shrinkage  allowances  as 
would  provide  a  0.5  percent  allowi 
a  cooperative  association  with 
bulk  tank  milk  for  which  it  is  the 
dler  making  delivery  of  such  milk  tofi^ 
plants.     This  allowance  would  apply  ^, 
the  absence  of  notification  by  the  fm.  '•■ 
plant  operator  to  the  market  nrlmlnhln  '  ' 
tor  that  he  is  purchasing  such  bulk  t^^  ^ 
milk   from   the   cooperative   •""trlmai 
on  the  basis  of  farm  weights  and  tii(^'  ' 
If  the  pool  plant  operator  elects  to  h^  ' 
on  farms  weights  and  tests,  the  entk^t   ' 
percent   shrinkage   allowance  would  fei 
available   to  him  with  respect  to  avk^'t 
milk.  : 

Proration  of  total  shrinkage  betwiK'. .' 
pool  milk  and  other  source  milk  reeelii|.'  ' 
at  a  pool  plant  should  reflect  the  vii|ur« 
ing  shrinkage  limits  just  described  vlilik 
may  apply  to  pool  milk.     OtherwlM,  % 
disproportionate    share     of    the    tol^ 
shrinkage  could  be  assigned  to  poolail.  ; 
ITiis  situation  may  be  accommodated^ 
prorating   the   total  shrinkage 
the    maximum    pounds    of    pool 
shrinkage  allowable  divided  by  0.02 
the  total  pounds  of  other  source  i 

Each  handler  must  be  held  res] 
for  a  full  accounting  of  all  his 
of  skim  milk  or  butterfat  in  any  fi 
A  handler  who  first  receives  milk 
dairy  farmers  should  be  responsibis  fir 
establishing    the   classification   of,  wtt- 
making  payment  for,  such  milk, 
responsibilities  in  this  manner  is 
sary  to  effectively  administer  the  pratl* 
sions  of  the  order. 

Except  for  the  limited  quantities  i|s  A 
shrinkage  that  may  be  classified  in  Otm^^ 
n,  all  skim  milk  and  butterfat  for  wbkh 
the  handler  cannot  establish  utiliaMkK 
should  be  classified  as  Class  I  milk.  Mi- 
provision  is  necessary  to  remove  any  ti>° 
vantage  that  might  accrue  to  hnndiM 
who  fail  to  keep  complete  and  aocunit 
records  and  to  assure  that  dairy  farmm 
receive  payment  for  their  milk  on  ttli 
basis  of  its  use.  Accordingly,  the  burdM 
of  proof  should  be  on  the  handkr  Ifr 
establish  the  utilization  of  any  milk  m 
other  than  Class  I. 

The  two  present  orders  apply 
classification  provisions  to  fiuld  i 
products  transferred  and  diverted 
bulk  form  from  pool  plants  to 
plants.  The  transfer  provisions  of  tta 
two  orders  are  in  many  respects  slmfltf, 
allowing  for  the  three-class  system  la 
the  Louisville-Lexington  order  as  o>» 
posed  to  the  two -class  system  in  the 
Valley  order.  The  provisions  of  the 
Valley  order  with  respect  to  cli 
tion  of  such  movements  of  milk  to  othv 
pool  plants  or  to  nonpool  plants  Ut 
adopted  as  modified  by  the  amendOMOt 
effective  December  1.  1961  (20  FI. 
11284 ) .  based  on  the  record  of  this 
ing,  and  with  exceptions  as  noted  h 
These  provisions  establish  rules  for  ••• 
signment  of  transferred  fiuld  milk  prod*  • 
ucts  to  utilization  in  the  transferee  plaak 
The  amendment  referred  to  provkhi 
specific  rules  for  milk  for  which  a  oa- 
operative  association  Is  the  handle  tai 
which  milk  is  delivered  from  produeei^ 
farms  to  a  handler's  pool  plant  In  talk 
trucks. 

Under  the  order  proposed  herein,  tii 
reference  points   with   respect   to  dli» 
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flf  shipments  to  nonpool  plants 
be    Louisville,    Kentucky,   and 
pe,    Indiana.     Nonpool    plants 
within  250  miles  of  these  two 
^  provide  sufficient  outlets  for 
0Xllk  not  needed  by  pool  plants, 
distance  will  appropriately  limit 
of  expense  upon  the  market 
„tor   for  travel  and  verlflca- 
15^  of  milk  at  such  nonpool  plants. 
''  SIfers  of  milk,  skim  milk,  or  cream 
^A  from   pool   plants   to   nonpool 
•  ■  ^[within  such  distance  would  be 
I  or  Class  II  according  to  rules  set 
in  the   attached  proposed  order 
are  very  similar  to  the  transfer 
ns  in   the  present  O^io  Valley 
Transfers  beyond  this  distance 
be  Class   I  milk.     Exception  is 
however,  with  respect  to  the  clas- 
lon  of  certain  skim  milk  and  but- 
,  which  is  transferred  from  a  pool 
to  a  nonpool  plant  which  disposed 
S^fiB  for  Class  n  use  to  a  second  non- 
1^  plant.    Since  this  involves  disposl- 
C  ly  the  first  nonpool  plant  rather 
•m  we  In  the  nonpool  plant,  a  special 
fpWon  for  classification  was  requested. 
C^eeond  transfer  described  by  pro- 
it  would  be  to  a  point  beyond  250 
from  any  of  the  reference  points 
Mly  named.     Bulk  cream  trans- 
from  the  nonpool  plant  should  be 
_         as  Class  n  milk  in  the  amount 
limned  by  the  operator  of  the  pool 
^■t  if  he  esUbllshed  that  such  cream 
iwaoved  from  the  nonpool  plant  wlth- 
Hk  Orade  A  certification  In  containers 
Juried  to  show  that  the  contents  were 
|y  aAnufacturlng  use  only  and  that 
M^  riiipment  was  invoiced  accordingly, 
pool  handler  should  also  afford  the 
\  administrator  sufflcient  opportu- 
▼erif  y  such  shipments. 
__       transferred  from  a  pool  plant 
Ha  producer -handler  should  be  Cla^ 
.    To  maintain  a  distinction  be- 
producer-handlers  and  pool  plant 
>r»,   the  definition  of   producer-" 
__  does  not  contemplate  receipt  of 
from  farms  other  than  those  of  the 

-handler.     Accordingly,  the 

[er  provisions  of  the  consolidated 

Mv  should  not  provide  for  diversion  of 
ft  from  producers'  farms  to  producer- 
■Aers. 

Ibe  procedure  for  allocating  producer 
Wk  to  Class  I  and  Class  II  adopted  for 
It  order  proposed  herein  is  similar  to 
presently   used  in  the  Louisville- 
•n  order.  However,  certain  modi- 
of  this  procedure  are  desirable. 
_  proposed  order  should  provide  that 
mm  cream  and  liquid  dietary  products 
li  anigned   to   Class   I   milk    (In   the 
■•■nt  allowable  pursuant  to  the  clas- 
.  dkitlon  provisions)   if  they  have  been 
^^dl■tfled  and   priced  as  Class  n  milk 
9*  the  Chicago  order  and  Class  I  milk 
»  the  Cincinnati  order,  respectively, 
are  received  by  pool  plants  in  con- 
er  packages  and  disposed  of  in  the 
t  packages.     A  plant  which  is  ex- 
J  to  become  fully  regiilated  imder 
eoDsolidated  order  presently  receives 
;ed  sour  cream  which  has  been 
as  Class  n  milk  under  the  Chicago 
and  distributes  it  on  routes  in  the 
packages.    Similarly,  a  plant  regu- 
under    the  .Louisville-Lexington 
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order  reeelves  packaged  liquid  dietary 
products  wiileh  have  been  priced  as  Class 
I  raUk  under  the  Cincinnati  order  and 
distributes  tbese  products  on  routes  in 
the  same  paiAages.  Neither  of  these 
types  of  products  is  produced  or  pack- 
aged in  the  respective  transferee  plants. 
Under  the  Chicago  order,  Class  n  milk 
is  priced  at  a  level  generally  as  high  as 
caass  I  milk.  This  method  of  allocation 
will  accommodate  the  procurement  of 
specialized  products  in  the  manner  de- 
scribed by  proponents. 

A  further  modification  should  provide 
that  durinkage  which  was  "set  aside"  in 
the  first  step  of  the  allocation  proce- 
dure be  "added  back"  after  the  assign- 
ment oi  other  source  milk  and  beginning 
inventory  but  prior  to  the  assignment 
of  inter-handler  transfers.  This  will 
allow  such  shrinkage  to  be  allocated  to 
the  kinds  of  receipts  for  which  this 
shrinkage  has  been  computed. 

(e)  Class  prices.  In  the  following 
fln^tnga  and  conclusions  on  Class  I  and 
Class  n  prices,  reference  is  made  to 
prices  which  have  prevailed  in  a  number 
of  Federal  order  markets.  For  this  pur- 
poee  official  notice  is  taken  of  price  an- 
nouncements published  during  the  pe- 
riod of  March  1960  through  October  1961 
for  each  of  the  months  when  the  order 
was  effective  by  market  administrators 
for  the  following  markets:  Chicago,  Cin- 
cinnati, Indianapolis,  Nashville,  Padu- 
cah.  Suburban  St.  Louis,  and  Tri-State. 
Official  notice  Is  also  taken  of  price  an- 
nouncements for  the  Louisville-Lexing- 
ton and  Otiio  Valley  markets  published 
by  the  market  administrator  for  the 
months  of  September  through  December 
1961. 

Class  I  price.  The  Class  I  price  under 
the  new  order  for  milk  testing  3.5  per- 
cent butterfat  should  be  the  sum  of  a 
basic  formula  price  plus  $1.25,  subject 
to  an  adjustment  reflecting  supply-de- 
mand conditions  in  the  market.  The 
Class  I  price  during  the  period  beginning 
with  the  effective  date  of  the  proposed 
order  through  May  1962,  however,  should 
not  be  leas  than  $4.43.  The  basic  for- 
mula price  should  be  the  higher  of  the 
"Midwest  condenseries"  price  or  a  but- 
ter-powder (spray -roller)  formula  price. 
The  basic  formula  prices  and  the  Class 
I  prices  should,  be  expressed  in  terms  of 
i^iilk  of  3.5  percent  butterfat  content. 

Kyana  Milk  Producers  proposed  that 
the  Class  I  price  for  the  consolidated 
order  be  the  sum  of  a  basic  formula 
inice  plus  $1.40.  The  basic  formula 
price  would  be  the  average  price  paid 
for  manufacturing  grade  milk  at  plants 
in  Minnesota  and  Wisconsin  (herein- 
after referred  to  as  the  Minnesota-Wis- 
consin price) ,  as  reported  by  the  United 
States  Department  of  Agriculture,  ad- 
justed to  a  3.8  percent  butterfat  basis. 
A  in-oprietary  handler  pn^josed  at  the 
hearing  that  the  basic  formula  price 
be  baaed  on  a  butter-powder  formula. 

Most  of  the  F^ederal  milk  orders  in 
surrounding  markets  have  basic  for- 
mula pricea  which  use  the  higher  of  the 
Midwest  condenseries  price  or  a  butter- 
povder  formula  price.  Some  orders  also 
include  the  average  price  at  local  manu- 
facturing plants  as  an  alternative,  but 
such  prices  have  not  been  high  enough 
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to  be  ttie  effective  basic  fmnnla  priee. 
Alignment  of  Class  I  prlcca  among  tha 
several  markets  in  the  regkm  may  be 
more  easily  maintained  by  uatng  itai- 
lar  basic  formula  priee  alteraattves.  It 
is,  therefore,  desirable  to  eontiime  the 
use  of  the  same  type  «f  basfe  formida 
price  as  is  generally  effective  tn  ttie  re- 
gion unless  the  MinnesoCa-Wiaomistn 
manufacturing  milk  price  is  adopted  as 
the  basic  formula  price  on  a  regicmal 
basis. 

Official  notice  is  taken  of  a  notice  of 
hearing  issued  January  8,  190  (37  Fit. 
314),  for  36  mai^ets.  Including  the 
Louisvllle-LexingtcA  and  Ohio  Valley 
marketing  areas  on  a  propoeal  to  use  . 
the  average  price  of  manufadnring 
grade  milk  in  Minnesota  and  W1mo6- 
sin,  adjusted  to  3.5  percent  butterfat.  as 
the  basic  formula  price  in  each  of  the 
markets.  Such  hearing  was  held  in 
Chicago,  Illinois,  January  17.  18,  and 
19,  1962.  The  consolidated  order  here 
under  consideration,  when  iasoed.  tbtmM 
refiect  the  determinatiooa  made  on  the 
basis  of  the  Chicago  heartaig  record. 

The  Midwest  condenseries  priee  and 
the  butter-powder  formula  priee  adopted 
herein  as  the  basic  formuia  price  alter- 
native are  the  same  as  ttiooe  nam  in- 
cluded in  the  Louisville-LexingtOB  and 
Ohio  Valley  ordo-s.  The  LoidsviDe- 
Lexington  order  also  Indudea  as  an 
alternative  the  average  price  ot  seven 
local  manufacturing  idanta  In  view 
of  the  continued  ineffectivenesa  oi  the 
local  manufacturing  plant  price  in  the 
basic  formula  price,  it  Is  not  included 
as  part  of  the  basic  formula  price  in  the 
consolidated  order. 

The  present  stated  differential  of  $1.25 
should  be  continued.  A  daas  I  priee 
differential  Is  only  part  of  the  Clam  I 
pricing  mechanism,  and  its  proper 
amount  should  be  judged  on  the  basis 
of  Its  infiuence  upon  the  leauRlag  levd 
of  price.  In  view  ot  the  Increasing 
volume  of  milk  supplied  as  compared  to 
Class  I  sales  of  handlers  in  the  two  mar- 
kets, it  is  unnecessary  that  any  increase 
in  the  price  level  be  prorided  through 
raising  the  Class  I  price  differcntiiJ. 
The  present  $1.25  differential  provides  a 
good  basis  for  maintaining  price  align- 
ment with  nearby  markets.  Tttt  annaU 
levels  of  Class  I  price  differentials  in 
nearby  markets  are  as  Mlcms:  Cincin- 
nati, $1.30;  Indiani4X)lis,  $1.2S;  Padncah. 
$1.30;  and  Nashville,  $1.35.*  Though  ttie 
Suburban  St.  Louis  order  does  not  use  a 
cnass  I  price  differential,  its  Class  I  priee 
does  reflect  (for  base  zone)  a  differential 
over  the  Chicago  order  basic  formula 
price  of  $1.30,  subject,  however,  to  the 
supply-demand  adjustments  in  the  Chi- 
cago and  St  Louis  orders. 

A  supply-demand  adjuster  similar  to 
that  now  used  in  the  Lonisville-Lezing- 
ton  order  should  be  adopted.  This  ad- 
juster should  be  modified  in  that  the 
standard  utilization  perceirtage  dK»dd 
be  raised  from  137  to  144.  It  dXMild  also 
be  limited  in  Its  operation  so  that  the  ad- 
justment from  one  month  to  the  next 
would  not  exceed  four  cents. 


>  A  location  differential 
ccnti  applies  at  pianta  tn 
or    more,    but    len    than    70 

Nashville. 


OS   10 
miles    from 


loeo 

The  moTlsions  of  the  Agricultural 
ItMikettng  Asreement  Act  require  that 
prices  estabUahed  by  milk  orders  reflect 
supp^  and  donand  conditions  for  milk 
in  the  market  While  many  of  the  ele- 
ments of  supply  and  demand  on  a  na- 
tional scale  are  reflected  in  the  basic 
formula  price,  this  pricing  mechanism 
does  iu>t  assure  that  all  local  factors 
will  be  reflected  in  the  Class  I  price.  In 
the  Louisville-Lexington  market  the  sub- 
stantial changes  in  recent  years  in  the 
ratio  of  producer  milk  supplies  to  Class 
I  disposition  show  that  this  relationship 
is  significant  and  should  be  considered 
in  the  establishment  of  the  Class  I  price. 
In  the  Ohio  Valley  market  it  is  clear  that 
the  similarity  of  marketing  conditions 
and  the  inter-relationships  which  have 
led  to  the  consideration  of  consolidating 
the  two  markets  argue  that  the  relation- 
ship of  producer  milk  supplies  to  Class  I 
disposition  is  similarly  signiflcant  for  the 
proposed  combined  market. 

For  a  recent  12-month  period  ( Novem- 
ber 1960  through  October  1961).  the 
ayerage  of  the  monthly  ratios  of  pro- 
ducer receipts  to  gross  Class  I  utilization 
for  the  Louisville-Lexington  market  was 
150.  such  ratios  ranging  from  a  low  of 
121  in  November  1960  to  a  high  of  175 
in  Jime  1961.  A  review  of  preceding 
srears  shows  that  for  the  same  monthly 
periods  the  average  production-Class  I 
disposition  ratios  were  142  for  the  1955- 
1956  period,  147  for  the  1956-1957  period. 
141  for  the  1957-1958  period.  135  for  the 
1958-1059  period,  and  134  for  the  1959- 
1960  period. 

For  the  Ohio  Valley  market,  data  for 
similar  12-month  periods  are  not  avail- 
able, because  the  order  first  became  ef- 
fective March  1. 1960.  The  longest  com- 
parable periods  for  purposes  of  compari- 
son are  March  through  October  of  each 
of  the  years  of  1960  and  1961.  The  aver- 
age of  the  monthly  ratios  of  producer  re- 
ceipts to  gross  Class  I  utilization  for  the 
periods  of  March  through  October  of 
1960  and  1961  for  the  Ohio  Valley  mar- 
ket were  125  and  136.  respectively. 

The  increases  shown  in  the  produc- 
tkm-sales  ratios  in  the  Louisville-Lex- 
ington market  since  1960  have  been  due 
to  the  substantial  increases  in  produc- 
tion. Although  production  figures  re- 
fleet  the  increase  resulting  from  the  ex- 
pansion of  the  marketing  area  on  March 
1.  1960,  it  is  clear  that  production  has 
Increased  considerably  more  in  this 
market  than  have  the  corresponding 
Class  I  sales.  Also  the  average  daily 
I»roduction  per  farm  has  increased  from 
an  average  of  577  poimds  to  an  average 
of  624  poxmds  between  these  periods.  In 
the  Ohio  Valley  market,  the  increase  in 
the  prodiKtion-sales  ratio  was  a  result 
of  both  a  decrease  in  Class  I  sales  and 
an  Increase  in  production.  During  the 
March-October  period  of  1961.  Class  I 
sales  were  4  percent  less  while  production 
was  4.3  percent  more  as  compared  to  the 
same  period  in  1960.  The  average  daily 
production  per  farm  for  this  market 
increased  from  an  average  of  502  pounds 
to  an  average  of  556  pounds  between 
these  periods.  (OfDcial  notice  is  taken 
of  mai^et  statistics  published  monthly 
for  the  LoulSTllle-Lexington  and  Ohio 
Valley  Federal  milk  orders  by  the  mar- 
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ket   administrator   for   the   months   of 
August  through  November  1961.) 

With  the  prices  which  have  prevailed 
the  supply  of  milk  has  increased  relative 
to  sales.  Therefore  no  increase  in  price 
is  warranted  at  this  time.  In  order  to 
properly  refiect  future  changes  in  the 
local  supply  and  demand  conditions  a 
supply-demand  adjuster  of  the  type  con- 
tained in  the  Louisville-Lexington  order 
is  adopted  with  some  modiflcations  as 
explained  in  subsequent  findings  and 
conclusions. 

A  new  standard  annual  level  of  utili- 
zation should  be  adopted  for  the  supply - 
demand  adj  istment  computation.  The 
standard  annual  utilization  percentage 
<137  percent)  which  was  adopted  in  the 
Louisville-Lexington  order  by  amend- 
ment effective  March  1.  1960.  has  not 
appropriately  refiected  recent  market 
conditions  and  thus  has  not  provided  a 
suitable  basis  on  which  to  make  supply- 
demand  price  adjustments.  Suspension 
and  amendment  actions  have  been  taken 
which  have  limited  the  full  effect  of  the 
supply-demand  adjustor  In  all  but  the 
initial  month  of  its  operation.  May  1961.' 
A  new  standard  for  the  consolidated  or- 
der should  be  established  at  a  level  such 
that  the  average  Class  I  price  currently 
effective  in  the  two  markets  would  result 
from  the  application  of  such  a  new  stand- 
ard in  relation  to  the  current  level  of 
utilization. 

A  standard  utilization  percentage  of 
144  will  maintain  an  average  price  for 
the  combined  area  equal  to  the  price 
($4,431)  which  has  prevailed  In  the  two 
markets  during  the  six -month  period 
of  July  through  December  1961.  For 
this  period  the  average  Class  I  price  on 
a  3.5  percent  butterfat  basis  under  the 
Ohio  Valley  order,  using  a  differential 
of  $1,253  over  the  basic  formula  price, 
would  have  been  $4,558.  The  average 
Louisville-Lexington  order  Class  I  price 
for  the  same  six-month  period,  on  a 
3.5  percent  butterfat  basis,  was  $4,376. 
A  weighted  average  of  these  prices,  using 
the  average  proportionate  volumes  of 
Class  I  milk  in  the  respective  markets 
in  the  period  June  through  November 
1961,  results  In  an  average  of  $4,431. 
Prices  in  each  market  were  very  stable 
in  this  period,  and  the  average  for  the 
six  months  is  very  close  to  the  average 
of  the  two  markets  In  each  of  the  six 
months. 

Such  an  application  of  the  supply- 
demand  adjustor  will  allow  continua- 
tion of  the  same  average  level  of  price 
of  the  two  markets  as  has  existed  in 
recent  months,  subject  to  further  ad- 
justments based  on  future  changes  in 
the  market  situation.  The  price  level 
herein  proposed  will  result  In  a  lower 
price  for  farmers  who  have  been  pro- 
ducers under  the  Ohio  Valley  order,  as 
a  result  of  the  averaging  of  the  prices 
of  the  two  markets.  Evidence  with  re- 
spect to  changing  supply  conditions  in 
the  Ohio  Valley  market  shows  that  the 
reduction  in  the  applicable. Class  I  price 
is  in  accord  with  the  changes  in  mar- 


'  See  suspenBion  orders  Uaued  May  2fi.  1961 
(36  m.  4734)  and  December  IS.  lOSl  (38 
F.R.  lailO).  and  Anal  decUlon  laaued  July  18. 
1961  (aeP.R.  8M7). 


ket  conditions.    Such  changing 
conditions  would  need  to  be  n 
in   the   price   for  that  marketlnf 
regardless  of  whether  the  two 
are  combined. 

To  assure  additional  stability  in 
changes  produced  by  the  supply 
adjustor.  It  is  provided  that  the 
adjustment   for   any   one   month 
not   dllTer   from    that  of   the  prefk^ 
month  by  more  than  4  cents  per  h^^ 
dredweight.     The  total  amount  of  aft. 
justment  should  not  at  any  time 
50  cents. 

Producer    and    handler    groups  boDi 
asked  that  no  supply -demand  provWa 
be  included  in  the  new  order,  and  for* 
ther  asked  that  if  such  a  price  adjialv 
is   Included,   that  it  be   moderate  iM 
limited    in    its    effect.    Two 
asked  that  the  effective  date  of  a 
demand  adjustor  be  delayed  until 
18  months  of  experience  under  the  mm 
order.    Producers   proposed   spedfletfi 
( 1  >  that  any  negative  price  adjustwnk 
be  limited  to  6  percent  of  the  avcn^ 
basic    formula    price    for   the   prevtoii 
year ;  ( 2 )  that  the  measure  of  the  nh. 
tionship  of  supplies  to  Class  I  dl^oil. 
tlon    be    based    on    two    twelve-mooth 
moving    averages    such    as    in   thS'8t 
Louis  order ;  ( 3 )  that  the  Class  I 
sltion  used    in   the   calculation 
sales  by  nonpool  plants  in  the  maiks^ 
ing   area;    and    (4)    that   any   supplr* 
demand  adjustor  not  result  in  a  pda 
change  as  long  as  Class  I  disposition  h 
67   percent  or  more   of   producer  mSk 
or  less  than  71  percent. 

The  proposals  that  no  supply-deflMoi 
adjustor  apply  under  the  new  order  an 
denied  on  the  basis  of  preceding  find* 
ings  and  conclusions.  The  effeetht 
date  of  a  supply-demand  adjustor 
not  be  delayed  for  an  18-month 
as  requested  by  producers  and  handlaiL 
The  substantial  changes  in  the  sappl^< 
demand  situation  in  recent  years  rwprin 
that  these  conditions  be  reflected  in  tMi 
Class  I  price  under  the  new  order  ai 
soon  as  possible. 

The  type  of  supply-demand  adjoilv 
used  in  the  Louisville-Lexington  order  to 
preferable  to  that  proposed  by  produnn 
based  on  two  twelve-month  movkli 
averages,  since  It  will  react  man 
promptly  to  recent  conditions  In  titt 
market.  The  method  of  calculation  d 
the  supply-demand  adjustment  ante 
the  Louisville-Lexington  order  Is  «• 
plained  in  the  decisions  issued  Febmuy 
8.  1960.  and  July  18.  1961.  EssentiaOr. 
It  provides  for  calculation  of  the  p«r- 
centages  that  producer  milk  Is  of  fnm 
Class  I  utilization  of  pool  plants  In  tte 
three  most  recent  two-month  periods  for 
which  data  are  available.  CompaxtsoQ 
of  these  two-month  percentages  with 
seasonally  adjusted  standards  provkhi 
the  basis  for  Class  I  price  adjustmsntfc 
Seasonal  adjustment  of  the  annoil 
standard  is  based  on  supply  and  utrnM* 
tlon  data  for  the  37-month  period  end- 
ing with  the  second  month  precsdiBi 
the  month  for  which  the  price  adjiHl- 
ment  is  computed.  Price  stabilltir  h 
achieved  by  eliminating  indicated  tt- 
Justments  if  they  are  in  a  dlieotlflli 
opposite  from  that  indicated  by  the  "^ 
recent  two-month  percentage  and 
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Indicated  adjustments  in  excess 
_-  ^*iB0st  recent  percentage. 
MMiaeh  as  the  Ohio  VaUey  order 
\»tSnr^  effective  March  1,  1960,  dntn 
Uft  s7-nK)nth  basis  for  plants  regulated 
^Lf  that  order  would  not  be  available 
^ST  after  March  1963.  Since,  how- 
Zggg  tbe  calculations  depend  entirely 
2jo  ratios  (in  some  cases  expressed  as 
^Motages)  of  quantities  of  producer 
Sfc"to  Class  I  utilization,  the  changes 
^^arketing  area  do  not  prevent  iise 
rf  eurrentiy  available  date  for  calcula- 
lL.  of  a  supply-demand  adjustor.  The 
of  June  1962.  would  be  the  first 
.  for  which  a  price  adjustment 
be  computed  if  two  full  years  of 
lor  the  Ohio  Valley  market  are 
d.  The  effect  of  the  supply-de- 
_  adjustor  adopted  herein  is  ac- 
jqrtlngly  limited  prior  to  June  1962  by 
gilgtdistalng  a  minimum  Class  I  price  of 

Hie  proposal  to  retain  all  Class  I  sales 
m  tlM~  marketing  area  in  the  supply- 
dnss—*  computation,  regardless  of 
irbcCber  such  sales  are  by  pool  plants 
or  nonpool  plants  is  denied.  Such  a 
piofWon  would  be  insensitive  to  the 
ecau>etition  of  handlers  regulatednmder 
odMT  orders  who  may  secure  sales  out- 
Mi  in  this  market.  "Hie  levels  of  the 
Otm  I  price  in  this  market  should  re- 
iiel  loss  of  sales  by  pool  plants  in  such 
ctnamstances  as  a  part  of  the  supply- 
fd— nrf  situation  affecting  the  market- 
kV  of  producer  milk. 

CiMS  prices  under  the  proposed  order 
•nezpressed  in  terms  of  milk  testing  3.5 
ponent  butterfat.  This  is  done  for  the 
of  achieving  uniformity  among 
so  that  prices  wlU  be  readily 

^_  ible    to    all    Interested    parties. 

TMi  need  not  affect  the  butterfat  con- 
Ink  of  milk  received  or  disposed  of 
the  order.  This  change  in  the 
.J  of  quoting  the  Class  I  price  has 

accomplished  by  changing  the  but- 

tofat  value  included  in  the  basic  for- 
■ula  prices  to  reflect  the  3.5  percent 
butterfat  test. 

CIsM  //  price.  Class  U  milk  under 
the  consolidated  order  should  be  priced 
for  the  months  of  September  through 
Muth  at  the  average  price  per  himdred- 
Mkht  for  manufacturing  grade  milk. 
fjoJ).  plants  in  Minnesota  and  Wisconsin, 
ai  reported  by  the  United  Stetes  De- 
IMTtment  of  Agriculture,  adjusted  to  a 
U  percent  butterfat  basis,  and  for  the 
■OBths  of  April  through  August  at  such 
prlee  less  10  cents. 

The  Louisville-Lexington  order  pres- 
ently provides  two  separate  prices  for 
mflk  going  into  manufacturing  uses. 
The  Class  II  price,  applicable  primarily 
to  cottage  cheese  and  Ice  cream,  is  the 
Ufhest  of  four  alternative  prices.  These 
•re  the  Midwest  condenserles  price,  a 
batter-powder  (spray-roller)  formula 
Price,  a  butter-powder  (spray)  formula 
price,  or  a  butter-cheese  formula  price. 
Ihe  Class  HI  price  applies  primarily  to 
American  cheese,  butter,  dry  milk 
powder,  and  condensed  milk.  For  the 
Booths  of  September  through  March 
tUt  price  is  the  higher  of  a  butter- 
powder  (spray -roller)  formula  price  or 
Iht  average  announced  price  at  seven 
local  manufacturing  plants.    For  the  re- 
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maininc  five  months  of  tbs  yenr  tbft 
Class  m  price  ]a  the  higher  of  a  batter- 
powder  (roHer)  formula  price  or  the 
averace  IocbI  manufaeturinc  plants 
price. 

The  Ohio  VaUey  order  presently  pro- 
vides one  elasslflcation  (Class  II)  for  all 
milk  going  into  manufactvu'ing  uses. 
For  the  months  of  September  through 
Febniary  Class  n  milk  is  priced  at  the 
higher  of  the  Midwest  condenseries  price 
or  a  butter-powder  (spray-roller)  for- 
mula price.  For  the  months  of  March 
through  August  such  milk  is  priced  at 
the  average  annoimced  price  at  five  local 
manufacturing  plants  plus  20  cents. 

Previous  reference  has  been  made  in 
this  decision  to  the  cooperative  associa- 
tion's proposal  that  the  consolidated 
order  use  a  two-class  system  under  which 
all  milk  going  into  manufacturing  uses 
would  be  Class  n  milk.  In  conjunction 
with  this  arrangement  they  proposed 
that  the  price  for  Class  n  milk  be  the 
Minnesota-Wisconsin  manufacturing 
milk  price,  adjusted  to  a  3.8  percent  but- 
terfat basis  by  the  butterfat  differential 
resulting  from  multlplsring  the  Chicago 
butter  price  by  0.12.  A  representetlve  of 
a  dairy  firm  which  operates  unregulated 
manitfacturing  plants  located  in  and 
around  the  Louisville-Lexington  and 
Ohio  VaUey  marketing  areas  proposed 
at  the  hearing  that  if  the  lifinnesota- 
Wisconsin  price  were  used  as  a  basis 
for  pricing  milk  going  into  manufactur- 
ing uses  the  order  price  should  be  15 
cents  less  than  the  Minnesote-Wisconsin 
price  adjusted  to  a  3.8  percent  butteriat 
test.  A  group  of  proprietary  handlers 
regulated  wadei  the  Louisville-Lexing- 
ton order  proposed  that  the  Class  n 
price  under  that  order  be  amended  to 
delete  the  butter-cheese  formula  price 
from  the  list  of  Class  n  price  alterna- 
tives. 

The  price  for  manufacturing  grade 
milk  in  the  two-Stete  area  of  Minne- 
sote  and  Wisconsin  is  issued  by  the 
State-Federal  Crop  Reporting  Service  on 
about  tbe  5th  day  of  each  pionth  for  milk 
received  at  manufacturing  plants  In 
these  States  in  the  previous  month. 
Pl»nt  operators  report  the  totel  pounds 
of  manufacturing  grade  milk  received 
from  farmers,  the  butterfat  content,  and 
total  money  paid  to  farmers  for  the  milk 
delivered  at  their  plants.  The  two-Stete 
area  is  one  in  which  there  is  a  heavy 
concentration  of  manufacturing  grade 
n^lik  and  where  many  plants  are  compet- 
ing for  such  a  supply.  In  Minnesote 
about  80  percent  of  the  milk  sold  off  of 
farms  is  manufacturing  grade  and  in 
Wisconsin,  about  65  percent.  About  50 
percoitof  the  total  manufacturing  grade 
milk  sold  off  farms  in  the  United  States 
is  produced  in  these  two  Stetes. 

Comparisons  made  herein  between  the 
liraposeA  Class  n  price  formulas  and  the 
formula  prices  under  the  two  orders  ex- 
clude the  effect  of  the  butter-cheese 
formula  price  under  the  Louisville-Lex- 
ington order.  In  a  decision  issued  by  the 
Secretary  on  July  18, 1961  (26  F.R.  654^7) , 
based  on  a  public  hearing  held  May  22, 
1961,  it  was  concluded  that  the  butter- 
cheese  formula  price  should  be  removed 
from  the  Hst  of  price  alternatives  In  the 
basic  formula  price  of  the  Loulsvllle- 
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Lexington  order.  It  was  ccmdudert  that 
the  butter-cheese  f  oxmol*  price  had  in- 
creased to  levels  rquresentlng  tamnroper 
relationships  to  other  measures  of  tbe 
value  of  manufacturing  milk  used  in  this 
and  nearby  order  maricets  tot  basic 
formula  prices.  In  view  of  this  it  is  ap- 
iMTopriate  that  c<»npariaons  ot  proposed 
formulas  for  pricing  reserve  mUk  with 
current  formulas  in  effect  in  the  two 
orders  not  reflect  the  butter-cheese  for- 
mula price.  When  the  order  was 
amended  August  1,  1961.  this  fonmaa 
price  was  retained  as  part  of  the  Class  n 
pricing  mechanism,  however,  because  the 
Class  II  price  was  not  an  issue  at  the 
hearing. 

For  the  12-month  period  of  Novem- 
ber 1960  through  October  1961  the  Class 
II    price    in    the    Louisville-Lexington 
order,  without  the  effect  U  the  batter- 
cheese  formula  price,  averaged  $3.37  for. 
milk  testing  S.5  percoat  butterfat.    The 
Class  ni  price  for  the  same  period  aver- 
aged $3.14  for  milk  of  3^  percent  but- 
terfat content.     The  comiMarahle  CXiio 
Valley    Class   n   larice   avenged   $3-19. 
The  Miimesote-Wisconsin  Banufaetur- 
ing  milk  series  adjusted  to  a  3.5  percent 
butterfat  k>asis  using  the  kotterfat  dif- 
ferential as  proposed  by  yiuducers  would 
have  averaged  $3.26.   Tlie  proposal  made 
by  the  operator  of  nonpo<A  marmfactur- 
ing  plants  that  the  Class  n  priee  be  15 
cents  less  than  the  Mhrneaoto-^naeonstn 
series  would  have  resulted  in  an  average 
Class  n  price  for  this  period  three  cents 
lower  than  the  average  Louisville-LeK- 
ington  Class  m  price.    A  representetlve 
of  this  firm  testified,  however,  that  ttiese 
plants  paid  ungraded  diippers  prcmtuns 
which  resulted  hi  prices  10  to  IS  cents 
over  the  Class  m  price. 

For  the  period  since  the  Ohio  VaUey 
order  has  been  in  effect  (March  1960 
thnmgh  October  1961)  the  combinedre- 
tiuns  to  producers'  imder  botti  orders 
for  milk  other  than  Class  I.  exdndlng 
the  effect  of  the  butter-cheese  formula 
price,  averaged  $3.13  for  miUc  at  3.5  per- 
cent butterfat  test.  The  Minnesote- 
Wisconsin  manufacturing  milk  price 
during  this  poiod  averaged  $309  tor 
milk  of  the  same  test. 

The  pricing  formulas  for  reserve  milk 
under  the  two  orders  provide  seaaobal 
variation  by  using  different  price  factors 
for  Class  IH  nfllk  under  tbe  Louisville- 
Lexington  order  (April  througb  August) 
and  Class  n  milk  under  tbe  CXito  Valky 
order  (March  through  August)  for  the 
months  of  heavier  milk  inroduetlon. 
These  seasonal  changes  in  tbe  formulas 
for  reserve  mUk;  prices  would  normaUy 
produce  greater  seasonal  variatiOB  than 
there  might  be  in  the  Minnesota-Wis- 
consin manufacturing  milk  prices.  For 
mUk  of  3.5  percent  butterfat  test  during 
the  periods  of  April  through  August  1960 
and  1961,  the  Mlnneeote-Wisconsin 
price  averaged  21  cents  over  the  Louis- 
ville-Lexington Class  in  price  and  17 
cents  over  the  Ohio  VaUey  Chas  n  priee. 
In  the  intervening  period  of  September 
1960  through  March  1961  the  Mlnpfpote- 
Wisconsln  price  averaged  10  cents  over 
the  LouisvlUe-Lexington  Class  m  price 
and  2  cents  under  the  Ohio  VaUcy  Class 
n  price.  In  the  period  September  1969 
through  March  1960  the  Minnesote- Wls- 
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oonain  prtee  ATeraced  one  cent  under  the 
Louifvllle-Iiexincton  Claas  III  price. 

It  Is  concluded  that  some  sesson*!  ad- 
justment of  the  Minnesota-Wisconsin 
manufacturing  milk  price  would  be 
necessary  to  properly  reflect  the  seasonal 
markednc  oozkUtlons  affecting  reserve 
milk  In  this  market.  The  evidence  does 
not  establish,  however,  that  the  general 
level  of  price  for  reserve  milk  should  be 
substantially  different  from  average 
levds  which  have  prevailed  for  the  com- 
bined area.  Experience  in  recent  years 
has  been  that  reserve  milk  readily  moved 
to  manufacturing  outlets  without  evi- 
dence of  distressed  sales.  On  the  other 
hand,  the  price  levels  have  not  induced 
pool  plants  to  accumulate  unneeded  sup- 
plies Intended  primarily  for  manufactur- 
ing. In  order  to  promote  the  orderly 
handling  of  reserve  milk  for  the  proposed 
consolidated  marketing  area.  IncludinR 
adjustment  for  the  seasonal  changes  in 
quantities  of  reserve  milk  and  prices  at 
which  It  can  be  disposed  of.  it  is  con- 
cluded that  a  formula  (including  sea- 
sonal adjustments)  which  would  have 
srlelded  In  the  ICarch  1960  through  Octo- 
ber 1961  period  about  the  same  average 
return  as  prevailed  in  the  two-market 
area  (excluding  the  effect  of  the  butter- 
cheese  formula  price)  should  be  adopted. 
Of  the  various  formulas  proposed,  the 
Minnesota- Wisconsin  series  represents 
the  best  Index  of  changing  values  of 
manufacturing  milk  based  on  prices 
which  competing  manufactiu'lng  plants 
offer  for  milk  of  manufacturing  grade. 
Such  paying  prices  reflect  the  supply 
and  demand  of  manufactured  dairy 
products  within  a  highly  co-ordinated 
marketing  system  which  is  national  Ln 
scaled  It  Is  concluded  that  a  price  for 
reserve  milk  within  the  purposes  ex- 
pressed In  the  preceding  discussion  will 
be  provided  by  uae  of  the  Minnesota - 
Wlsoooaln  price  subject  to  a  seasonal  de- 
duction of  10  cents  for  the  months  of 
April  through  August. 

During  the  20-month  period  of  March 
1960  through  October  1961  this  price 
formula  for  milk  testing  3.5  percent 
butterfat  would  have  averaged  $3.14  per 
hundredweight.  For  the  same  period  the 
average  of  prices  under  the  two  orders 
for  tnllk  other  than  Class  I  milk  (exclud- 
ing the  effect  of  the  butter-cheese 
formula)  was  $3.13  for  milk  of  the  same 
test.  This  average  reflects  in  each  month 
the  relative  quantities  of  milk  in  each 
class  under  each  order. 

The  announced  average  price  paid  by 
the  Minnesota  and  Wisconsin  plants  is 
at  the  weighted  average  butterfat  test  of 
the  milk  received  at  these  plants.  Since 
it  Is  concluded  in  this  decision  that  the 
consolidated  order  prices  should  be  an- 
nounced on  a  3.5  percent  butterfat  basis. 
It  is  necessary  that  the  azmounced 
Minnesota- Wisconsin  prices  be  adjusted 
to  this  basis.  The  cooperative  associa- 
tion proposed  that  adjustment  of  these 
prices  be  made  by  using  a  differential 
equal  to  the  average  quotation  for  the 
month  for  Orade  A  (92-score)  butter  at 
Chicago  times  0.12.  This  differential  is 
presently  u>ed  as  butterfat  differentials 
imder  both  orders  In  pricing  Class  11  and 
Class  m  milk  and  should  likewise  be  used 
in  the  consolidated  order  for  adjusting 
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the  announced  Minnesota-Wisconsin 
price  to  a  3.5  percent  butterfat  basis. 

Butterfat  differentials.  The  prices  paid 
by  handlers  for  Class  I  milk  should  be 
subject  to  a  butterfat  differential  for 
each  one-tenth  of  one  percent  of  butter- 
fat content  equal  to  0.125  times  the 
Chicago  butter  price  of  the  preceding 
month.  This  is  the  same  differential 
which  now  applies  under  the  Louisville- 
Lexington  order  and  which  closely  ap- 
proximates the  average  of  differentials 
which  apply  under  the  Ohio  Valley  order. 
The  Class  11  price  should  be  adjusted  by 
a  butterfat  differential  equal  to  0.120 
times  the  Chicago  butter  price  of  the 
month  in  which  the  milk  was  received. 
T^is  differential  Is  the  same  as  currently 
applies  in  the  Ohio  Valley  order  and  is 
slightly  higher  than  the  differentials 
which  apply  to  Class  n  and  Class  in 
milk  under  the  Louisville-Lexington 
order.  It  is  concluded  that  these  dif- 
ferentials will  properly  reflect  the  value 
of  butterfat  as  used  by  handlers  in  the 
respective  classes. 

Location  differentials.  A  system  of 
location  differentials  similar  to  those 
which  apply  to  the  Class  I  prices  under 
the  present  two  orders  should  be  adopted 
but  should  be  modifled  in  relation  to  the 
extent  of  the  enlarged  marketing  area 
for  the  proposed  consolidated  order. 
Location  differentials  should  apply  to 
Class  I  milk  at  plants  which  are  located 
more  than  85  miles  from  the  nearest  of 
the  following  points:  The  City  Halls 
in  Lexington.  Louisville.  MadisonviDe. 
Elizabethtown  and  Danville,  in  Ken- 
tucky, and  Evansville  in  Indiana. 

In  the  Louisville -Lexington  order,  the 
basing  points  for  location  differentials 
are  the  City  Halls  In  Louisville  and  Lex- 
ington, whichever  is  nearer  to  the  plant 
at  which  the  milk  is  received  from  pro- 
ducers. No  location  differential  applies 
at  plants  located  less  than  85  miles  from 
such  points.  For  plants  85  miles  or 
more  but  less  than  95  miles  from  such 
points,  a  location  differential  of  15  cents 
per  hundredweight  is  provided,  and  for 
greater  distances  an  additional  adjust- 
ment of  1.5  cents  for  each  additional 
10  miles.  In  the  Ohio  Valley  order  the 
County  Courthouses  in  Evansville.  Indi- 
ana, and  Owensboro,  Kentucky,  are  used 
as  points  of  reference.  For  plants  lo- 
cated 80  miles  but  less  than  90  miles 
from  such  points,  an  adjustment  of  13 
cents  per  hundredweight  is  deducted, 
and  for  distances  beyond  this.  1.5  cents 
is  deducted  for  each  additional  10  miles. 

The  evidence  with  respect  to  cost  of 
transporting  milk  does  not  Justify  any 
significant  departure  from  the  rates  of 
location  differentials  used  presently  in 
the  Louisville -Lexington  order.  The 
initial  distance  of  85  miles  from  the 
selected  points  of  reference,  which  now 
applies  in  the  Louisville-Lexington  order, 
is  adopted  herein  to  apply  to  the  several 
points  of  reference  in  the  enlarged  mar- 
keting area.  Additional  basing  points 
should  be  designated  at  the  following 
locations  in  the  marketing  area:  Madi- 
sonviUe.  Elizabethtown  and  Danville. 
Kentucky.  These  new  basing  points  will 
provide  a  better  system  of  location  dif- 
ferentials with  respect  to  plants  in 
Southern  Kentucky  located  close  to  the 


marketing  area  and  will  result  in 
alignment  of  prices  with  prices  In; 
Federal  order  markets.    The 
at  Owensboro.  Kentucky,  will  tbm  || 
unnecessary,  and  is  eliminated. 

For  plants  located  beyond  85  milig  |m 
less  than  95  miles  from  the  retell 
points  named,  a  location  adJustmcBltf 
15  cents  should  apply,  and  for  *' 
beyond  this  an  additional  adjust 
1.5  cents  for  each  10  miles  should 
These  rates  are  the  same  as  now 
in  the  Louisville-Lexington  order. 

(d»   Payments  with  respect  to  un\ 
milk.   For  effective  regulation  it  Is 
sary  that  the  order  provide  for  pi 
to   the  producer-settlement   fund 
respect  to  other  source  milk 
to  Class  I  milk  at  pool  plants.    Pi 
should  also  be  made  by  operators  of : 
pool  plants  which  dispose  of  Class  I 
on  routes  in  the  marketing  area. 

For  pugxjses  of  the  proposed 
provisions  for  such  payments  similar  ti 
those  of  the  Louisville-Lexington  ortv 
are  adopted.  Under  that  order,  eon. 
pensatory  payments  into  the  prodonr. 
settlement  fund  are  required  to  be  BMMh 
by  nonpool  plants  disposing  of  Ctea  I 
milk  in  the  marketing  area,  such 
ments  to  be  made,  however,  under 
two  options.  Under  one  option,  the  pt|. 
ment  is  based  on  the  quantity  of  ClMlI 
milk  disposed  of  in  the  marketing  um 
by  the  nonpool  plant,  allowing 
however,  for  milk  which  is 
by  the  nonpool  plant  from  pool 
and  which  is  classified  as  CHass  I 
The  per  hundredweight  rates  of 
ment  required  for  the  months  of  Ji 
ary  through  September  are  the  dUtr- 
ence  between  the  Class  I  price  and  tht 
Class  HI  price,  and  for  other  m< 
the  difference  between  the  Class  I 
and  the  uniform  price.  The  prices 
in  the  calculation  are  subject  to 
prlate  location  and  butterfat  dlffc 
tials^  These  rates  of  payment  m 
deemed  necessary  to  offset  the  advaolip 
nonpool  handlers  would  otherwise  Imm 
in  using  unregulated  milk  for  CTlass  I  dlt* 
position  in  the  marketing  area. 

Under  the  second  option,  the  opetalor 
of  the  nonpool  plant  may  elect  that  Ml 
obligation  to  the  producer-settlfiMM 
fund  be  computed  as  the  difference  k»? 
tween  what  his  obligation  for  all  bA 
handled  would  be  if  his  plant  were  a  pori 
plant  (subject  to  specified  rules  within 
spect  to  interplant  transfers)  and  thi 
amount  of  his  payments  to  farmers  ^ 
milk  production  is  qualified  for  the ; 
market.  In  this  computation  allowaiM 
is  made  for  any  obligations  incurred  If 
the  same  plant  under  other  orders. 

The  compensatory  payment  providOM 
of  the  Ohio  Valley  order  are  quite  similar. 
The  Ohio  Valley  order  differs  in  that  tbs 
rate  of  payment  under  the  first  opttOB 
is  the  difference  between  the  Class  I  priM 
and  the  uniform  price  in  the  months  rf 
August  through  March  rather  than  Oel»» 
ber  through  December.  Another  diHto- 
ence  is  that  the  Ohio  Valley  order  4W 
not  allow  credit  for  Class  I  milk  reoetfii 
at  the  nonpool  plant  from  a  pool  plant 

Parties  at  the  hearing  requested  ow* 
tain  modifications  of  the  system  used  IB 
the  Louisville-Lexington  order.  OM 
handler  asked  that  under  the  new  ord» 
the  rate  be  the  difference  between  tht 
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1 1  orlce  and  the  Class  H  price  in  all 
H^    Two  handlers  asked  that  credit 
^  iSallowed  for  receipt  of  Class  I  milk 
iTa  Mnpool  plant  from  a  Pool  plant 
A  MiDOol  plant  operator  proposed  that 
^Sibeallowed  to  a  pool  plant  operator 
!TM«Bpensatory  payments  under  an- 
ZaOT6eT  on  mUk. disposed  of  in  the 
^Sating  area  \mder  that  order  from  a 
■^ooOplant  also  operated  by  the  same 
nwSvrr  and  to  which  the  pool  plant  sup- 
^IS^iite     Proponent  of  the  latter  pro- 
J3  did  not  testify  at  the  hearing  and 
^^m»t^0T\  in  the  record  does  not  pro- 
iZ%  basis  for  judging  the  merits  of  the 
^^iml    A  further  proposal  would  have 
SEed  that  crediting  of  receipts  of  pool 
3Ib  I  milk,  in  computing  the  compensa- 
Mv  payment  obligation  of  a  nonpool 
^t  be  allowed  only  if  the  nonpool 
Sitimld  a  price  for  such  milk  equal  to 
SsCtasB  I  price  plus  45  cents.   This  was 
igimded  to  offset  an  advantage  pro- 
Hooit  daLned  that  nonpool  plants  have 
^Igylngtheir  farmers  In  the  months 
vlwBorder  blend  prices  are  reduced  by 
00  gpas""^  incentive  plan. 

The  rates  of  payment  needed  to  offset 
tiw  advantage  in  use  of  iinpriced  milk 
M^^Hioae  now  applicable  under  the  Louls- 
fflla-Lexlngton  order.  The  seasonal 
in  these  rates  represent  the 
,„.y    changing    values    of    other 

^  milk  which  might  be  obtained  for 
I  use  in  the  proposed  marketing 
„^  The  additional  option  presmtly 
^^ovided  in  the  two  orders  should  be  con- 
ttBMd.  This  optional  computation  is 
SUtesed  on  the  obligation  which  would 
ifplf  If  such  plant  were  a  pool  plant,  less 
payments  by  the  plant  operator  to  dairy 
tanBers  who  constitute  the  pllnt'a  sup- 
ply for  fluid  market  disposition.  The 
for  the  several  compensatory  pay- 

j  provisions  discussed  herein  have 

I  set  forth  In  prior  decisions  on  these 
...js.  It  is  concluded  here  that  the 
fliHJttnga  and  conclusions  of  such  deci- 

I  apply  appropriately  to  the  proposed 
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■nie  provisions  of  the  proposed  order 
do  not  require  compensatory  payments 
OB  »H«ifc  classified  and  priced  as  Class  I 
BiHk  under  another  Federal  order. 
Under  the  requirements  of  the  Act. 
prtees  In  every  order  must  be  established 
aeeording  to  the  supply  and  demand 
MDditions  of  the  market  which  neces- 
aiily  Include  price  relationships  with 
fltber  markets.  Accordingly,  prices  in 
thk  market  should  be  In  alignment  with 
prices  of  other  Federal  order  mailcets. 
thn  preventing  any  price  advantage  that 
needi  to  be  offset  with  respect  to  use 
of  other  source  milk  priced  as  Class  I 
Bilk  under  another  order. 

The  application  of  regulation  to  an 
ODlarged  marketing  area,  and  adoption 
of  pool  plant  provisions  providing  for 
more  inclusive  regiilatlon  than  under  the 
Ohk>  Valley  order,  are  expected  to  reduce 
ttte  quantity  of  other  source  milk  dls- 
poied  of  in  the  marketing  area.  In 
view  of  these  changes,  the  more  stringent 
requirements  proposed  by  handlers  are 
eoDiklered  unnecessary.  Production 
sreas  of  plants  which  would  be  fully 
ratnlated  and  of  those  which  might  be 
Ptrttidly  regulated  by  virtue  of  diBpoai- 
tta.in  the  msu-ketlng  area  do  not  over- 


lap to  a  degree  such  that  nonpool  plants 
oouM  obtain  a  competitive  procurement 
advantage  under  the  system  of  compen- 
satory payments  adopted  herein. 

All  funds  collected  from  such  compen- 
satory pajrments  should  be  added  to  the 
producer-settlement  fund.  The  handler 
receiving  other  source  milk  cm  which  a 
payment  accrues  should  be  obligated  to 
make  the  compensatory  payments  to  the 
producer-settlement  fund.  There  will 
be  no  difference  in  actual  amount  so  paid 
for  milk  whether  the  payment  is  required 
of  the  handler  or  of  the  operator  of  the 
\mregulated  plant  from  which  the  other 
source  milk  was  obtained.  Because  the 
handler  makes  the  actual  distribution 
of  the  milk  In  the  marketing  area,  and 
because  he  reports  the  utilization  to  the 
market  administrator,  he  Is,  from  an  ad- 
ministrative view,  the  logical  person  to 
make  the  payment. 

(e)  Payments  to  producers.  The  pay- 
ment provisions  contained  in  the  pro- 
posed order  are  In  the  same  form  as  such 
provisions  of  the  Loui5ville-Lexingt<m 
order  except  for  minor  changes.  The 
butterf^  differential  applicable  to  the 
uniform  price  should  be  an  average  of 
the  Class  I  and  Class  n  butterfat  differ- 
entials weighted  by  the  quantities  of  but- 
terfat in  producer  milk  classified  in  each 
class.  These  butterfat  differentials  were 
proposed  by  the  producer  association.  It 
has  been  concluded  In  the  foregoing  con- 
siderations that  the  proposed  Class  I 
and  Class  n  butterfat  differentials  will 
provide  proper  pricing  of  butterfat  In 
relation  to  its  value  In  the  respective 
classes.  The  proposed  producer  butter- 
fat differential  will  serve  to  distribute  to 
producers  a  retina  for  the  butterfat 
content  of  their  milk  In  line  with  average 
classified  utilization  by  handlers. 

Location  differentials  should  apply  to 
\mif  orm  prices  to  producers  according  to 
the  location  of  plants  at  which  producer 
milk  is  received,  (or  delivered  In  the  case 
of  bulk  tank  milk  for  which  a  cooperative 
association  is  the  handler).  This  dif- 
ferential should  be  at  the  same  rate  as 
the  Class  I  location  differentials  so  as  to 
properly  reflect  the  value  of  producer 
milk  for  the  fluid  market. 

Producers  requested  that  the  fall  pro- 
duction Incentive  program  now  operat- 
ing in  the 'Louisville-Lexington  market 
be  continued  imder  the  proposed  order 
for  the  enlarged  area.  This  seasonal 
prichig  plan  is  preferred  by  producers 
over  the  base-excess  plan  in  the  Ohio 
Valley  order.  The  fall  production  in- 
centive plan  Is  retained  In  the  proposed 
order  as  a  means  of  stabilizing  the  sea- 
sonal variations  of  production.  Testi- 
mony on  behalf  of  producers  held  that 
the  change  in  the  plan  applicable  to 
the  present  Ohio  Valley  producers  would 
have  little,  if  any,  effect  on  the  annual 
income  of  such  producers. 

Producer  representatives  maintained, 
however,  that  participation  of  producers 
in  the  fall  pranium  payments  ki  the 
months  of  September  through  December 
should  be  limited  to  producers  who  have 
made  a  proportionate  contribution  in  the 
preceding  spring  and  summer  months 
of  April  through  July.  Concern  was 
expressed  with  respect  to  the  possibility 
of  large  groups  of  producers  being  shifted 
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from  nearby  markets  to  this  maiket  In 
the  fall  period. 

This  proposal  oonfUets  with  tbe  pur- 
pose of  the  f  aU  premium  idaa  as  part 
of  a  Federal  milk  order.  Tbe  plaa  Is  a 
method  of  inducing  f  armera  to  prodaoe 
milk  for  the  maricet  In  a  more  ereapttt- 
tem  throughout  the  year.  Tba  immaw 
collected  in  the  months  of  April  throiMh 
July  is  an  accumulation  of  paymento 
from  handlers  and  does  not  repreaenr 
contributions  by  producers.  Tlie  money , 
Is  held  in  the  producer-setttanent  fund 
imtil  it  is  distributed  to  producers  in 
the  fall  months.  This  fund  of  money 
must  necessarily  be  paid  out  on  aU  miPt 
of  dairy  farmers  who  have  been  deter- 
mined to  qualify  as  producers  in  tbe  fall 
months.  To  do  otherwise  would  require 
discrimination  among  qualified  pro- 
ducers with  respect  to  pricing.  The  rec- 
ord does  not  present  a  basis  which  could 
Justify  such  discrimination. 

(f)  Administrative  and  miMeeOaneous 
provisions.  The  Class  I  price  and  but- 
terfat differential  should  be  annotmced 
on  the  8th  day  of  the  month.  This  is 
the  date  of  annoimcement  presently  used 
under  the  Ohio  Valley  order  and  will 
provide  earlier  information  to  the  mar- 
ket than  the  LouisviUe-Leztngton  order 
provision.  On  the  same  date  the  Ciaas 
n  price  and  butterfat  differential  of  the  . 
preceding  month  should  be  announced. 
The  uniform  price  to  producers  for  milk 
received  in  the  previous  month  should  _ 
be  announced  on  or  before  the  12th 
day  of  the  month. 

Reports  on  receipts  and  utiliHttlcni  of 
milk  handled  dmring  the  month  should 
be  due  at  the  office  of  the  market  ad- 
ministrator on  the  8th  day  aftw  the 
end  of  such  month.  Handlers  shoidd 
be  notified  of  their  obligations  on  the 
13th  day  after  the  end  of  the  month. 
Payments  to  producers  should  be  made 
on  or  before  the  last  day  of  the  month 
for  mUk  received  during  the  first  16 
days  of  the  month  at  a  rate  not  leas 
Uian  the  Class  n  price  for  8.5  percent 
milk  of  the  preceding  month  and  with- 
out adjustment  for  butterfat  content 
and  hauling.  Final  payment  should  be 
made  to  producers  on  or.  before  the  17th 
day  following  the  month  tn  which  the 
milk  was  received.  Payments  to  a  co- 
operative association  for  member  milk 
would  be  required  two  daya  earlier. 

Payroll  reports  should  be  nibmitted  by 
handlers  on  or  before  the  20th  day  fol- 
lowing  the   end   of   the   month.    Tbe 
proposed  order  continues  the  provision 
now  contained  in  both  orders  reqwiring 
the  market  administrator  on  or  before 
the  15th  day  after  the  end  of  the  month 
to  report,  upon  request,  to  a  eooptnXire 
association  the  percentage  of  milk  used 
In  each  class  by  each  handler  to  which 
the  association  or  membo:  ddtvered  mUk. 
Both  orders  now  provide  for  deduc- 
tions from  payments  to  prodoeexa  d 
money  to  be  used  by  the  market  admtols- 
trator  for  certain  marketing  senrtees. 
These    include    providing    nuu±et    In- 
formation to  producers,  verification .  of 
weights,  and  sampling  and  testing  o« 
milk  received  from  producers  'ocimom 
such  services  are  not  being  randerednj 
a  qualified  cooperative  assodatiaiL  Tbe 
rate  of  deduction  is  five  cents  per  bun- 
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the    LoulsTiUe-Lez- 
Incton  order  and  six  cents  under  the 

Under  the  iiropoaed 
applied  tn  the  Lonle- 
■boold  be  aoAcient 
to  eover  meta  expense.  In  Seu  of  these 
the  order  would  require  pay- 
to  a  quaimed  cooperative  assocla- 
tioR  deiermfaied  to  be  inwvldiner  such 
seiikjee  for  producers.  The  rate  of  such 
pasrmenta  would  be  accordlns  to  the  au- 
thmintloti  given  by  the  iHtxlucer. 

Pbr  expense  of  administration,  the 
Loutovflle-Lexlnf  ton  m-d^  requires  pay- 
ments at  the  rate  of  3  cents  per  hundred - 
wi^ffht  while  the  rate  under  the  Ohio 
Vallej  order  Is  4  CMits.  The  three-cent 
rate  should  apiHy  under  the  new  order. 
Handlers  (derating  pool  plants  would 
be  obligated  to  pay  such  rate  with  re- 
spect to  milk  received  there  from  pro- 
ducers or  from  a  cooperative  association 
acting  as  a  handler  on  bulk  tank  milk 
It  causes  to  be  delivered  from  the  farm 
to  such  iriant.  Milk  diverted  by  a  han- 
dler (Includhig  a  cooperative  associa- 
tion) would  also  be  subject  to  such  a  pay- 
ment. Payment  would  be  required  on 
other  source  milk  received  by  a  pool 
plant  and  assigned  to  Class  I  milk.  Non- 
pool  plant  operators  would  be  required 
to  pay  an  administrative  assessment  in 
amounts  depending  on  their  choice  of 
option  with  respect  to  meeting  their 
obligations  to  the  producer-settlement 
fund.  If  the  nonpool  plant  operator 
elects  to  make  payment  to  the  producer- 
settlement  fimd  on  the  amount  of  Class 
I  mlDc  disposed  of  in  the  marketing  area. 
his  payment  for  expense  of  administra- 
tion would  be  on  such  amount,  allowing 
credit,  however,  for  milk  received  from 
pool  rtents  whl^  is  classified  as  Class  I 
milk.  If  the  nonpool  plant  operator 
elects  to  have  his  obligation  computed 
at  the  dUferenee  between  his  payments 
to  his  qualified  dairy  farmers  who  con- 
stitute his  Qrade  A  milk  supply  and  the 
amount  which  would  be  his  obligation 
as  a  pool  plant  operator,  then  his  obliga- 
tion for  administrative  expense  would  be 
based  on  his  entire  receipts  of  Grade  A 
milk  from  dairy  farmers  and  any  other 
reoelpte  allocated  to  Class  I  milk,  with 
allowance,  however,  for  similar  payments 
under  another  Inderal  order. 

RnUngt  on  proposed  findings  and  con- 
elusUms.  Briefs  and  proposed  findings 
and  conclusions  were  filed  on  behalf  of 
certain  interested  parties.  These  briefs, 
proposed  findings  and  conclusions  and 
the  evidence  in  the  record  were  consid- 
ered in  making  the  findings  and  con- 
elustons  set  forth  above.  To  the  extent 
that  the  suggested  findings  and  con- 
duslons  fDed  by  interested  parties  are 
Inconsistent  with  the  findings  and  con- 
duskms  set  forth  herein,  the  requests  to 
make  such  fhidlngs  or  reach  such  con- 
elnstons  are  dented  for  the  reasons  pre- 
viously stated  In  this  decision. 

0«a€ral  flmdtm9$.  The  findings  and 
deCsmlnataans  hereinafter  set  forth  are 
sappleaaentary  and  in  addition  to  the 
flmMngs  and  determinations  previously 
made  in  eonneetion  with  the  issuance  of 
the  ftforesald  orders  and  of  the  pre- 
vtoosly  IsRicd  amendments  thereto:  and 
an  of  said  previous  fhidlngs  and  de- 
terminations   are  hereby    ratified    and 
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afBrmed,  except  insofar  as  such  findings 
and  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

(a)  The  tentative  marketing  agree- 
ment and  the  order,  as  hereby  proposed 
to  be  amended,  and  all  of  the  terms  and 
conditions  thereof,  will  tend  to  effectuate 
the  declared  policy  of  the  Act: 

(b)  The  parity  prices  of  milk  as  de- 
termined pursuant  to  section  2  of  the  Act 
are  not  reasonable  in  view  of  the  price 
of  feeds,  available  supplies  of  feeds,  and 
other  economic  conditions  which  affect 
market  supply  and  demand  for  milk  in 
the  marketing  area,  and  the  minimum 
prices  si>ecified  in  the  proposed  market- 
ing agreement  and  the  order,  as  hereby 
proposed  to  be  amended,  are  such  prices 
as  will  reflect  the  aforesaid  factors,  in- 
sure a  sufficient  quantity  of  pure  and 
wholesome  milk,  and  be  in  the  public 
interest:  and 

(c>  The  tentative  marketing  agree- 
ment and  the  order,  as  hereby  prof)osed 
to  be  amended,  will  regulate  the  han- 
dling of  milk  in  the  same  manner  as. 
and  will  be  applicable  only  to  persons  in 
the  respective  classes  of  industrial  and 
commercial  activity  specified  in.  a  mar- 
keting agreement  upon  which  a  hearing 
has  been  held. 

Recommended  marketing  agreement 
and  order  amending  the  orders.  The 
following  order  amending  the  orders 
regulating  the  handling  of  milk  in  the 
Louisville-Lexington.  Kentucky,  and 
Ohio  Valley  marketing  areas  Is  recom- 
mended as  the  detailed  and  appropriate 
means  by  which  the  foregoing  con- 
clusions may  be  carried  out.  The  recom- 
mended nmrketing  agreement  is  not 
included  in  this  decision  because  the 
regulatory  provisions  thereof  would  be 
the  same  as  those  contained  in  the 
amended  orders,  as  hereby  proposed  to 
be  amended: 

i:>mNIT10NS 

§  1046.1      Art. 

•Act"  means  Public  Act  No.  10,  73d 
Congress,  as  amended  and  as  reenacted 
and  amended  by  the  Agricultural  Mar- 
keting Agreement  Act  of  1937.  as 
amended  (7  U  S.C  601  et  seq.  > . 

§  10-16.2      Secretary. 

"Secretary"  means  the  Secretary  of 
Agriculture  or  any  other  officer  or  em- 
ployee of  the  United  States  authorized 
to  exercise  the  powers  or  to  perform  the 
duties  pursuant  to  the  Act  of  the  said 
Secretary  of'  Agriculture. 

§  1016.3      Drpartmrnt. 

"Department"  means  the  United 
States  Department  of  Agriculture  or 
other  Federal  agency  authorized  to  per- 
form the  price  reporting  fuifctions  SF>eci- 
flcd  in  this  part. 

§  1046.1     Prrwfi. 

"Person"  meajis  any  individual,  part- 
nership, corporation,  association  or  any 
other  business  unit. 

I  1046.S      Cooperative  aMMtrialion. 

"Cooperative  association"  means  any 
cooperative  marketing  association  of 
producers  which  the  Secretary  deter- 
mines: 


(a)  To  be  qualified  under  the 
sio'ns  of  the  Act  of  Congress  of 
18.    1922,    as   amended,   known  as 
"Capper- Volstead  Act":  and  ^ 

( b )  To  have  full  authority  in  the  w^ 
at  milk  of  its  members  and  to  be  «. 
gaged  in  making  collective  sales  «C  ly 
marketing  milk  or  its  products  tor  f^ 
members. 

§  1046.6      i.4>ui'>>ille-I^xinfelon-Evuiay|^ 
inurkrline   arra.  , 

'  Louisville-Lexington-Evansville  Mir. 
kcting  area",  hereinafter  called  Hi 
"marketing  area",  means  all  tfirrlti 
geographically  located  within  thei 
eter  boundaries  of  Anderson, 
Daviess.  Fayette,  Franklin, 
Grayson.  Hancock,  Hardin.  He 
Henry.  Hopkins.  Jefferson.  Je 
Larue.  Madison.  McLean,  Meade.  ]  _ 
Montgomery.  Muhlenberg.  Nelson,  0^ 
Oldham.  Scott.  Shelby,  Spencer.  lUn, 
Webster,  and  Woodford  Counties  ta  t^ 
State  of  Kentucky,  and  Clark.  Chmimi, 
Daviess.  Dubois,  Floyd,  Qibson,  fTsrrlsw, 
Knox.  Martin.  Orange.  Perry.  Pl^ 
Posey,  Spencer.  Vanderburgh.  Wankk, 
and  Washington  Counties  in  the 
of  Indiana,  including  all 
corporations  and  institutions  ownad  k 
operated  by  the  Federal.  State  or  laoH 
governments  lying  wholly  or  partMli 
within  such  territory. 

§  1046.7      Produrer. 

"Producer"  means  any  person,  exoi^ 
a  producer-handler: 

(a>  Who  produces  milk  on  a  daiiT 
farm  which  is  approved  by  a  duly 
stituted  health  authority  for  the 
ducUon  of  milk  for  fluid  di^posiUoo  (Uih 
definition  shall  include  aiH^roval  ol 
by  the  authority  to  administer  the : 
lations  governing  the  quality  of  mUks^ 
ceptable  to  agencies  of  the  UjS.  Oovsor 
ment  for  fluid  consumption  in  its  la* 
stituUons  or  bases  located  in  the  rnu- 
keting  area  during  any  month  in  wUck 
such  milk  is  disposed  of  to  such  Insttti^ 
tions  or  bases) ;  and 

(b>  Whose  milk  so  produced  pumiaal 
to  paragraph  (a)  of  this  section  la  n- 
ceived  at  a  pool  plant  or  by  a  coopcrattn 
association  in  its  capacity  as  a  haadte 
pursuant  to  S  1046.8(c)  or  diverted  Inas- 
cordance  with  the  conditions  set  forth  te 
S  1046.14. 

§  1046.8      Handler. 

"Handler"  mean.s: 

I  a )  Any  person  in  his  capacity  as  tlM 
operator  of  a  city  plant  or  a  country 
plant; 

«b)  Any  cooperative  association  vflk 
respect  to  milk  diverted  by  it  in  accovdr 
ance  with  the  conditions  set  forth  iD 
:  1046.14;  and 

(c)  Any  cooperative  association  vtt 
respect  to  the  milk  of  its  producer  mcoi* 
bcrs  which  is  delivered  for  the  account  flf 
the  cooperative  association  from  tilt 
farm  to  tlie  pool  plant  (s)  of  anottir 
handler  in  a  tank  truck  owned  by.  Opi- 
ated by.  or  under  contract  to  such  os- 
operative  a.ssociatlon  if  the  coopenttW 
association  has  notified  in  writing  prtor 
to  delivery  both  the  market  adintliil^ 
trator  and  the  handler  to  whom  the  flft 
is  delivered  that  it  wishes  to  be  the  h**^ 
dler  for  such  milk.    Such  milk  shall  It 
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_-i,^ed  as  having  been  received  by 
SSTrtnnerative  association  at  the  loca- 
5i^  the  plant  to  which  it  was 
ddtrered. 

t  l#i<**     Produrer-handler. 

-producer-handler"  means  any  person 
«iJr  orocesses  and  packages  milk  from 
!?«wnf arm  production,  distributes  any 
^^  of  such  milk  in  the  martettag 
JlTon  a  route  and  receives  no  fiuld  milk 
!!3uctB  from  other  dairy  farmers  or 
SSSol  plants :  Provided.  That  such  per- 
ISrSovides  proof  satisfactory  to  the 
!!^t  Bdministrator  that  (a)  the  care 
■^management  of  all  of  the  dahr 
?^!L>i«  and  other  resources  necessary  to 
!^Bduw  the  entire  amount  of  fluid  milk 
Mundled  (excluding  transfers  from  pool 
3»nto)  is  the  personal  enterprise  of  and 
STthe  personal  risk  of  such  person,  and 
jb)  the  operation  of  the  processing  and 
distributing  business  is  the  personal  en- 
JJprtae  of  and  at  the  personal  risk  of 
meb  person. 

11046.10  €i«y   pl«n»- 
"Cl^  plant"  means  a  plant  where  milk 

ii  processed  or  packaged  and  from  which 
fluid  milk  products  permitted  to  be 
SSded  as  "Grade  A"  by  a  duly  consti- 
tuted health  authority  are  disposed  of  on 
s  Ttmte(8)  in  the  marketing  area. 

11046.11  (.ountry   pl»nl. 
••Country  plant"  means  a  milk  plant, 

other  than  a  city  plant,  which  Is  ap- 
prored  by  a  duly  constituted  health  au- 
Sorlty  to  supply  milk,  skim  milk  or 
oeain  to  a  city  plant(s)  for  disposition 
M  "^rade  A  '  milk  and  at  which  milk  is 
reodved  during  the  month  from  persons 
deierlbed  in  §  1046.7(a)  or  from  a  coop- 
satlve  association  in  its  capacity  as  a 
handler  pursuant  to  §  1046.8 (c>. 

11046.12  Pool   plant. 

•Pool  plant"  means: 
(a)  A  city  plant,  other  than  a  plant 
operated  by  a  producer-handler,  which 
Bwets  the  following  requiremente: 

(1)  Por  each  of  the  months  of  May 
through  October  not  less  than  30  percent 
sod  for  each  of  the  months  of  Novem- 
ber through  April  not  less  than  50  per- 
cent of  the  fluid  milk  producte  received 
dnrtog  the  two  months  immediately 
preceding  from  persons  described  in 
|104fl.7(a).  from  a  cooperative  asspcla- 
tkm  in  its  capacity  as  a  handler  pur- 
raant  to  S  1046.8<c> ,  from  country  plants 
iBd  from  pool  plants  in  contolners  not 
hrger  than  a  gallon  are  disposed  of  as 
Clan  I  milk  from  such  plant  during  such 
two-month  period  to  all  outlete  except 
mdi  disposition  to  pool  plants  In  con- 
tainers larger  than  a  gallon:  Provided, 
That,  If  such  utilization  percentage  for 
the  two  preceding  months  cannot  be  a«- 

'  oertalned  by  the  market  administrator, 
the  respective  percentoges  shall  apply  to 
neelpts  and  sales  during  the  current 
OMmth :  and 

(1)  An  amount  of  Class  I  milk  equal 
to  not  less  than  an  average  of  13,500 
poozMls  per  day  or  not  less  than  10  per- 
eent  of  the  fiuld  milk  producte  received 
tatng  the  current  month  from  persons 

■  dnenbed  in  8  1046.7  ( a ) .  from  a  coopera- 
tbe  association  in  Ite  capacity  as  a  han- 
dler pursuant  to  S  1046.8(c).  and  from 
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country  plante  Is  distributed  on  routes 
In  the  marketing  area : 

(b)  A  country  plant  during  any  of  the 
months  of  October  through  March  from 
which  not  less  than  50  percent,  and  dur- 
ing other  months  not  less  than  40  per- 
cent, of  the  receipts  of  milk  at  such  plant 
from  persons  described  in  §  1046.7(a) 
and  from  a  cooperative  association  in  ite 
capacity  as  a  handler  pursuant  to 
S  1046.8(c)  are  moved  to  and  received 
at  a  city  plant  in  the  form  of  milk,  skim 
milk  or  cream; 

(c)  A  country  plant  during  the  months 
of  April  through  September  from  which 
not  less  than  50  percent  of  the  combined 
receipte  of  milk  from  persons  described 
in  S  1046.7(a)  and  from  a  cooperative  as- 
sociation in  its  capacity  as  a  handler 
pursuant  to  §  1046.8(c)  during  the  pre- 
ceding period  of  October  through  March 
were  moved  to  and  received  at  a  city 
plant(8)  in  the  form  of  milk,  skim  milk, 
or  cream,  unless  the  operator  of  such 
plant  notifies  the  market  administrator 
in  writing  on  or  before  March  15  of  with- 
drawal of  the  plant  from  the  pool  for  the 
months  of  April  through  September  next 
following;  and 

(d)  A  country  plant  which  is  operated 
by  a  cooperative  association  if  (1)  two- 
thirds  or  more  of  the  milk  from  persons 
described  in  S  1046.7(a)  who  are  mem- 
bers of  such  association  is  delivered  dur- 
ing the  month  from  farms  to  the  pool 
plant(s)  of  other  handlers  or  trans- 
ferred by  such  association  from  ite  plant 
to  the  pool  plant (s)  of  other  handlers 
or  (2)  such  plant  qualified  as  a  pool 
plant  pursuant  to  subparagraph  (1)  of 
this  paragraph  during  each  of  the  im- 
mediately preceding  consecutive  months 
of  October  through  February. 
§  1046.13      Nonpool  plant. 

"Nonpool  plant"  means  any  milk  man- 
ufacturing, processing  or  bottling  plant 
other  than  a  pool  plant. 
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§  1046.14     Producer  milk. 

"Producer  milk"  means  only  that  skim 
milk  and  butterfat  contained  in  milk 
from  producers  which  is: 

(a)  Received  from  producers  at  a  pool 
plant  for  the  account  of  the  j>erson  op- 
erating such  plant:  Provided.  That,  In 
the  case  of  milk  other  than  that  de- 
livered by  a  cooperative  association  pur- 
suant to  S  1046.8(c) .  when  withdrawals 
of  iw»if  are  made  at  more  than  one  pool 
plant  from  the  same  load  delivered  by 
farm  tank  pickup  truck  and  in  the  ab- 
sence of  agreement  between  the  operators 
of  such  pool  plante  as  to  the  reporting 
of  and  payment  for  such  milk,  the  entire 
load  shall  be  deemed  to  have  been  re- 
ceived at  the  first  pool  plant  at  which 
any  of  such  milk  was  withdrawn ; 

(b)  Diverted  from  a  pool  plant  to  a 
nonpool  plant  for  the  account  of  the  op- 
erator of  the  pool  plant  or  for  the  ac- 
count of  a  cooperative  association:  Pro- 
vided, That  such  milk  so  diverted  shall 
be  deemed  to  have  been  received  at  the 
pool  plant  from  which  it  is  diverted  if 
diverted  for  the  account  of  the  handler 
operating  such  plant  or  at  the  location 
of  the  pool  plant  from  which  diverted  if 
diverted  for  the  account  of  a  cooperative 
association:  And  provided  further.  That 
producer  milk  pursuant  to  this  para- 


graph shall  not  Include  the  mOk  of 
person  during  any  of  the  months  ofOe- 
tober,  November,  January  and  Febmsry 
on  days  on  which  It  Is  diverted  by  a  % 
handler  to  a  nonpool  plant  In  excess  o* 
one-half  of  the  number  of  days  of  de- 
livery during  the  month;  or 

(c)  Received  by  a  cooperative  associa- 
tion in  ite  capacity  as  a  handler  piursuant 
to  §  1046.8(c). 
§  1046.15      Fluid  milk  proAict. 

"Fluid  milk  product"  means  mUk,  skim 
milk,  buttermilk,  fiavored  milk,  milk 
drinks  (plain  oc  flavored),  reconstituted 
milk  or  skim  milk,  fortified  milk  or  skim 
milk  (including  "diet"  foods),  cream 
(sweet  or  sour),  half  and  half,  or  any 
mixture  in  fluid  form  of  milk  or  skim 
milk  and  cream  (except  Ice  cream  mix, 
frozen  dessert  mix.  evaporated  milk,  con- 
densed milk,  aerated  cream  snoducte, 
eggnog  and  cultured  sour  mixtures  not 
labeled  as  Grade  A)  which  are  neither 
sterilized  nor  packaged  to  hermetically 
sealed  containers. 
§  1046.16     Other  source  mi^ 

"Other  source  milk"  means  all  skim 
milk  and  butterfat  contained  in: 

(a)  Receipte  during  the  month  in  the 
form  of  fluid  milk  producte  except  (1) 
fiuld  milk  producte  received  from  pool 
plante.  (2)  producer  milk  and  milk  re- 
ceived from  a  cooperative  association  in 
ite  capacity  as  a  handler  pursuant  to 
§1046.8(0,  or   (3)   opening  inventory; 

a^d  >_  .J       111- 

(b)  Producte  other  than  fluid  milk 

producte  from  any  source  (including 
those  produced  at  the  plant)  which  are 
reprocessed  or  converted  to  another 
product  In  the  plant  during  the  month. 

§  1046.17     Route. 

"Route"  means  delivery  (Including 
disposition  from  a  plant  store  or  from 
a  distribution  point  and  distribation  by 
a  vendor)  of  a  fluid  milk  product(s)  to 
a  wholesale  or  retail  outlet(s)  other  than 


toa: 

(a)  Mllkplant(s); 

(b)  Distribution  polnt(s) ;  or 

(c)  Pood  processing  plant(s)  for  use 
other  than  for  fiuld  consumption. 

§  1046.18     Chicago  butter  price. 

"Chicago  butter  price"  means  the 
arithmetical  average,  as  computed  by 
the  market  administrator,  of  the  daily 
wholesale  selling  prices  (using  the  mid- 
point of  any  range  as  one  price)  per 
pound  of  Grade  A  (92-ecore)  bulk 
creamery  butter  at  Chicago  as  reported 
for  the  month  by  the  Department 
§  1046.19     Nonfat  dry  milk  price. 

"Nonfat  dry  milk  price"  ttieaas  the 
arithmetical  average  of  the  weighted 
averages  of  the  carlot  prices  per  pounds 
of  spray  and  roller  process  n«mfat  dry 
milk  for  human  consumption,  f.o.b. 
Chicago  area  manufacturing  plfnts,  as 
published  for  the  month  by  the  Depart- 
ment. 

Market  Adm  iKiSTHATOa 

§  1046.20     Designation. 

The  agency  for  the  administration  of 
this  part  shaU  be  a  market  administra- 
tor, selected  by  the  Secretary,  who  aball 
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be  mMttfrtI  to  aueh  eompenaaUon  as  may 
be  detesmlned  by,  and  ihtJl  be  subject  to 
reBMvml  at  the  diacretlon  of.  the  Secre- 
tary. 
I  19MJ1     Powcn. 

The  market  administrator  shall  have 
Uie  following  powers  with  respect  to  this 
part: 

(a)  To  administer  its  terms  and  pro- 
yiaiona; 

(b)  To  reeeive.  investigate,  and  report 
to  the  Secretary  complaints  of  violations : 

(c)  To  make  rules  and  regulations  to 
effectuate  its  terms  and  provisions;  and 

(d)  TD  rec<»mnend  amendments  to 
the  Secretary. 

§  1046.22     DibUc*. 

The  market  administrator  shall  per- 
form an  duties  necessary  to  administer 
the  terms  and  provisions  of  this  p>art. 
includlnc  but  not  limited  to  the  follow- 
ing: 

(a)  Within  45  days  following  the  date 
on  which  he  enters  upon  his  duties,  or 
such  lesser  period  as  may  be  prescribed 
by  the  Saeretary.  execute  and  deliver  to 
the  Secretary  a  bond,  effective  as  of  the 
date  on  which  he  enters  upon  such  duties 
and  conditioned  upon  the  faithful  per- 
formance of  such  duties,  in  an  amount 
and  with  surety  thereon  satisfactory  to 
the  Secretary: 

(b)  Employ  and  fix  the  conipensation 
of  such  persons  as  may  be  necessary  to 
enable  him  to  administer  its  terms  and 
proyisions : 

(c)  Obtain  a  bond  in  a  reasonable 
amount  and  with  reasonable  surety 
thereon  covering  each  employee  who 
handles  fimds  entrusted  to  the  market 
administrator; 

(d)  Pay  out  of  the  funds  provided  by 
1 104«.88  the  cost  of  his  bond  and 
of  the  bonds  of  his  employees,  his  own 
compensation,  and  all  other  expenses 
(except  those  incurred  under  S  1046.87) 
neoessarily  incurred  by  him  In  the  main- 
tenance and  functioning  of  his  ofSce  and 
in  the  performance  of  his  duties; 

(e)  Keep  such  books  and  records  as 
will  clearly  reflect  the  transactions  pro- 
vided for  in  this  part,  and  upon  request 
by  the  Secretary,  surrender  the  same  to 
such  other  person  as  the  Secretary  may 
designate: 

(f )  Submit  his  books  and  records  to 
examinatton  and  funUsh  such  informa- 
tion and  reports  as  may  be  requested  by 
the  Oecretary ; 

(g)  Verify  all  reports  and  payments 
of  each  handler  br  audit  of  such  han- 
dler's reoprda  and  of  the  records  of  any 
other  H^iwiu*.  or  person  upon  whose 
utilization  the  classification  of  skim 
milk  or  butterfat  for  such  handler  de- 
pends, or  by  aoeh  Investlgatkm  as  the 
market  adminMrator  deems  necessary; 

(h)  Prepare  and  disseminate  to  the 
pnbbe  aneh  atattstics  and  such  informa- 
tion as  be  iluiiiii  advlaable  and  as  do  not 
reveal  eonfldenttal  information: 

(i)  Publicly  announce,  at  his  discre- 
tion, unless  otherwise  directed  by  the 
Secretary,  by  posting  in  a  conspicuous 
place  in  his  office  and  by  such  other 
means  as  he  deems  appropriate,  the 
naaae  of  any  ponon  who.  within  5  days 
after  the  date  upon  which  he  is  required 
to  pertem  such  acts,  has  not  made  re- 
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ports  pursuant  to  $}  1046  30  through 
1046.32,  or  payments  pursuant  to 
9S  1046.61.  1046  80.  1046  84.  and  1046.86 
through  1046.88: 

(J)  On  or  before  the  15th  day  after 
the  end  of  each  month,  report  to  each 
cooperative  association,  which  so  re- 
quests, with  respect  to  milk  delivered  by 
such  association  or  by  its  members  to 
each  handler  during  the  month:  (1)  The 
percentage  of  such  receipts  classified  in 
each  class;  and  (2)  the  percentage  rela- 
tionship of  such  receipts  to  the  total 
pounds  of  Class  I  milk  available  to  assign 
to  such  receipts  exclusive  of  the  Class  I 
milk  disposed  of  by  such  handler  to  the 
pool  plant (s)  of  other  handlers  and  to 
nonpool  plants.  For  the  purpose  of  these 
reports,  the  milk  received  from  such  as- 
sociation shall  be  treated  on  a  pro  rata 
basis  of  the  total  producer  milk  received 
by  such  handler  during  the  month: 

(k)  Publicly  announce,  by  posting  in 
a  conspicuous  pl£u:e  in  his  ofllce  and  by 
such  other  means  as  he  deems  appropri- 
ate, and  notify  each  handler  in  writing 
the  prices  and  butterfat  differentials  de- 
termined for  each  month  as  follows : 

a )  On  or  before  the  8th  day  of  each 
month,  the  Class  I  price  and  butterfat 
differential  for  the  month  and  the  Class 
n  price  and  butterfat  differential  for  the 
preceding  month  computed  pursuant  to 
5S  1046.51  and  1046.52;  and 

(2)  On  or  before  the  12th  day  after 
the  end  of  each  month,  the  uniform  price 
computed  pursuant  to  $  1046.71,  and  the 
butterfat  differential  computed  pursuant 
to  5  1046.81; 

(1)  On  or  before  the  13th  day  after 
the  end  of  each  month,  the  market  ad- 
ministrator shall  mall  to  each  handler, 
at  his  last  known  address,  a  statement 
showing : 

(1)  The  net  obligation  computed  for 
such  handler  pursuant  to  $  1046.70;  and 

(2)  The  amounts  to  be  paid  by  such 
handler  pursuant  to  §$  1046.61.  1046.84. 
1046.87.  and  1046.88. 

Reports.  Records  and  Facilities 

§  1016.30      RrportM  of  rereipts  and  utili- 
zation. 

(a)  Each  cooperative  association  in 
its  capacity  as  a  handler  and  each  han- 
dler with  respect  to  each  of  his  pool 
plants  shall  report  for  the  month  to  the 
market  administrator  in  the  detail  and 
on  forms  prescribed  by  the  market  ad- 
ministrator, such  reports  to  be  due  at 
the  office  of  the  market  administrator 
not  later  than  the  8th  day  after  the  end 
of  such  month ; 

(1)  The  quantities  of  skim  milk  and 
butterfat  contained  in  receipts  of  pro- 
ducer milk  (Including  such  handler's  own 
farm  production ) : 

(2)  The  quanLlties  of  skim  milk  and 
butterfat  contained  In  fluid  milk  prod- 
ucts received  from  other  pool  plants  and 
In  milk  received  from  a  cooperative  as- 
sociation In  Its  capacity  as  a  handler 
pursuant  to  9  1046.8(c) ; 

(3)  The  quantities  of  skim  milk  and 
butterfat  contained  In  other  source  milk; 

(4)  Inventories  of  fluid  milk  products 
on  hand  at  the  beglimlng  imd  end  of  the 
month : 

(5)  The  utilization  of  all  skim  milk 
and  butterfat  required  to  be  reported 
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pursuant  to  this  section.  Includlx^  a^^ 
arate  statement.  If  required  by  tl»^^ 
ket  administrator,  of  the  '"TttsIWh  ^ 
CJlass  I  milk  other  than  on  routes  oi^w 
ated  wholly  cr  partially  within  thea^i. 
keting  area;  and 

(6)  Such  other  Information  witli]^ 
spect  to  his  receipts  and  utlllzatlai  ^ 
butterfat  and  skim  milk  as  the  m«i^ 
administrator  may  prescribe ; 

(b)   Each    handler    operating   a  c^y 
plant  which  is  a  nonpool  plant  sbaB  i«. 
port  on  or  before  the  applicable  litt 
specified  in  paragraph  (a)  of  this 
his  receipts  of  milk  from  dairy 
and  all  other  sources  and  the  u1 
of    such    receipts    in    accordance 
S  1046.40   as  prescribed  by   the 
administrator. 

§  1046.31      Payroll   reports. 

On  or  before  the  20th  day  after  tki 
end  of  each  month,  each  handlernrtton. 
ceived  milk  from  producers  or  frm  % 
cooperative     association     of    pi 
and  each  handler  operating 
plant  subject  to  I  1046.61(c)  shall  Hi. 
mit  to  the  market  administrator  forsicb 
of  his  pool  plants,  or  nonpool  plants  ■b' 
jectto  S  1046.61(c).  his  producer  or  dri9 
farmer  payroll  for  deliveries  during  tfei 
month  which  shall  show   (a)   the  toW 
pounds  of  milk  received  from  each  pn. 
duccr.  producer  cooperative  assodatki 
or  dairy  farmer,  and  the  average 
fat  content  of  such  milk,  (b)  the 
paid  and  the  amount  of  payment  to  i 
producer,  producer  cooperative 
tion,  or  dairy  farmer,  and  (c)  the  nabm 
and  amount  of  any  credits,  deductioQCor 
charges  Involved  in  such  payments. 

§  10t6.32      Other  report*. 

(a*  Each  producer-handler  shall 
makp  reports  to  the  market  admtnlsbir 
tor  at  such  time  and  in  such  manners 
thp  market  administrator  may  piewifta 

ib>   Each  handler  shall  report  to  ti» 
market  administrator,  as  soon  as  _ 
ble  after  first  receiving  milk  from 
producer,  the  name  and  address  of  i 
producer,  the  date  upon  which  suchi 
was  first  received,  and  the  plant  at  vhMi 
such  milk  was  received. 

(c>  On  or  before  the  10th  day  ate 
the  request  of  the  market  adminlsttitK, 
each  handler  shall  submit  a  schedule  i( 
rates  which  are  charged  and  paid  for  fti 
transportation  of  milk  from  the  faia  i( 
each  producer  to  such  handler's  plMl 
Changes  in  such  schedule  of  rates  aai 
the  effective  dates  thereof  shall  be  »• 
ported  to  the  market  admlnistratar 
within  10  days. 
§  1046.33      Rerordit  and  facilities. 

Each  handler  shall  maintain  and  mil* 
available  to  the  market  administratori 
to  his  representative  during  the 
hours  of  business  such  accounts, 
and  reports  of  his  operations  and 
facilities  as  are  necessary  for  the  mi 
administrator  to  verify  or  establlA  tt« 
correct  data  with  respect  to: 

(a)  The  receipts  and  utlllzatloo  ■ 
producer  milk  and  other  source  mfflt; 

(b)  The  weights  and  tests  for  " 
fat  and  other  content  of  all  milk, 
milk,  cream,  and  milk  products  ban 

(c)  Payments  to  producers,  incbrfH 
supporting  records  of  all  deductiona  Wt 
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n  authorization  from  each  pro- 
nii  the  rate  per  hundredweight  or 
method  for  computing  hauling 
^^^M  on  such  producer  milk;  and 
•JSy^be  pounds  of  skim  milk  and  but- 
JSi  contained  in  or  represented  by  aU 
zSr^im  milk,  cream,  and  other  milk 
![555;,ot8on  hand  at  the  beginning  and 
^attach  month.       \ 

g  1015  fA      Retention  of  record*. 

All  books  and  records  required  under 
thioart  to  be  avaUable  to  the  market 
JStolstrator  shall  be  retained  by  the 
SS»  for  a  period  of  three  years  to 
Znat  the  end  of  the  calendar  month 
^Irtiieh  such  books  and  records  per- 
Sto-  provided,   That   if.   within   such 
^M-year  period,  the  market  admlnls- 
SJor  notifies  the  handler  in  writing  that 
STretentlon  of  such  books  and  records, 
«of  specified  books  and  records,  is  nec- 
^ry  in  connection  with  a  proceeding 
S£r  section  8c(15)(A)   of  the  Act  or 
rflourt  action  specified  in  such  notice. 
ttM  handler  shall  retain  such  books  and 
iMocds,  or  specified  records  and  books 
^jta  further  written  notification  from 
te  market  administrator.  In  either  case 
£e  market  administrator  shaU  give  fur- 
ther written  notification  to  the  handler 
onmptly  upon  the  termination  of  the 
nUgatlon  or  when  the  records  are  no 
ygeger  necessary   In  connection  there- 
with. 

Classification 

11046.40  Skim   milk    aiyl    butterfat   to 
be  rlaMificd. 

An  aklm  milk  and  butterfat  which  Is 
required  to  be  reported  pursuant  to 
II  1046.30  and  1046.61  shall  be  classified 
by  the  market  administrator  pursuant 
to  the  provisions  of  58  1046.41  through 
1946.46. 

1 1046.41  rJa»!«e»  of  utilisation. 
Subject  to  the  conditions  set  forth  In 

|(  1046.42  through  1046.44,  the  classes  of 
utUliatlon  shall  be  as  follows: 

(a)  Class  I  milk.  Class  I  milk  shall 
be  all  s^tm  milk  and  butterfat: 

(1)  Disposed  of  In  the  form  of  a  fluid 
milk  product,  except  skim  milk  and  but- 
tefat  disposed  of  in  fluid  form  pursuant 
to  paragraph  (b)  (4)  and  (5)  of  this 
metkm:  Provided.  That  fluid  milk  prod- 
neti  which  have  been  fortifled  with  non- 
fat milk  solids  shall  be  Class  I  in  an 
amount  equal  only  to  the  weight  of  an 
equal  voltune  of  unfortifled  milk,  skim 
milk,  and  cream  of  the  same  butterfat 
eoDtent;  and 

(2)  Not  accounted  for  as  CHass  n  milk. 

(b)  Class  II  milk.  Class  n  milk  shall 
be  aU  skim  milk  and  butterfat: 

(1)  Used  to  produce  any  product  other 
than  a  fluid  milk  product; 

(2)  Used  to  produce  frozen  cream; 

(3)  In  fluid  milk  products  which  have 
been  fortifled  with  nonfat  milk  solids 
which  Is  not  accounted  for  as  Class  I 
milk  pursuant  to  the  proviso  in  para- 
graph (a)  (1)  of  this  section; 

(4)  EMsposed  of  for  livestock  feed  or. 
In  the  case  of  skim  milk  only,  dimiped. 
qpon  prior  notice  as  prescribed  by  the 
market  administrator: 

(5)  Disposed  of  In  bulk  to  bakeries, 
candy  or  soup  manufacturers  and  other 
eommerclal  food  manufacturing  estab- 
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llshmoits  which  do  not  dispose  of  any 
such  receipts  in  the  form  of  fluid  milk 
products; 

(6)  In  inventories  of  fluid  milk  prod- 
ucts; 

(7)  In  shrinkage,  excluding  shrinkage 
of  other  source  milk,  not  to  exceed  the 
following: 

(1)  Two  percent  of  skim  milk  and  but- 
terfat, respectively,  in  producer  milk 
physically  received  at  a  pool  plant;  plus 
(ii)  One  and  one-half  percent  of  skim 
milk  and  butterfat,  respectively,  in  milk 
received  at  a  pool  plant  from  a  coopera- 
tive association  in  its  capacity  as  a  han- 
dler pursuant  to  §  1046.8(c) .  except  that 
if  the  handler  operating  such  pool  plant 
flies  notice  with  the  market  administra- 
tor on  or  before  the  date  he  submits  his 
monthly  report  applicable  to  such  milk 
pursuant  to  §  1046.30  that  he  is  purchas- 
ing such  milk  on  the  basis  of  weights 
determined  at  the  farm  from  farm  bulk 
tank  measurements  the  applicable  per- 
centage shall  be  two  percent;  plus 

(Ui)  One  and  one-half  percent  of  skim 
milk  and  butterfat.  respectivelyr  in  fluid 
milk  products  received  at  a  pool  plant 
in  bulk  as  a  transfer  from  other  pool 
plants;  less 

(iv)  One  and  one-half  percent  of  skim 
milk  and  butterfat,  respectively.  In  fluid 
milk  products  transferred  in  bulk  from 
a  pool  plant  to  other  plants;  and  plus 

(v)  One -half  of  one  percent  of  skim 
milk  and  butterfat,  respectively,  in  pro- 
ducer milk  received  by  a  cooperative  as- 
sociation in  its  capacity  as  a  handler 
pursuant  to  §  1046.8(c) ,  unless  the  ex- 
ception provided  in  subdivision  (ii)  of 
this  subparagraph  applies;  and 

(8)   In  shrinkage  of  other  source  milk. 

§  1046.42      Shrinkage. 

In  computing  shrinkage  for  the  pur- 
poses of  §  1046.41(b)  (7)  and  (8)  the 
market  administrator  shall  determine 
the  shrinkage  of  skim  milk  and  but- 
terfat, respectively,  in  the  following 
manner: 

(a)  Compute  the  total  shrinkage  for 
each  handler,  or  for  each  pool  plant  in 
the  case  of  those  handlers  operating  pool 
plante,  by  subtracting  the  skim  milk  and 
butterfat.  respectively,  classified  as  Class 
I  milk  pursuant  to  §  1046.41(a)(1)  and 
as  Class  n  milk  pursuant  to  9  1046.41 
(b)  (I)  through  (6)  (subject  to  the  pro- 
visions of  99  1046.43  through  1046.45) 
from  the  receipts  of  the  skim  milk  and 
butterfat,  respectively,  required  to  be 
reported  pursuant  to  9 1046.03;  and 

(b)  Prorate  the  total  shrinkage  of 
skim  milk  and  butterfat,  respectively, 
computed  pursuant  to  paragraph  (a)  of 
this  section  between: 

(1)  The  maximum  pounds  of  skim 
milk  and  butterfat  shrinkage  allowable 
pursuant  to  9  1046.41(b)(7)  divided  by 
0.02.  and 

(2)  The  total  pounds  of  other  source 
milk  received  in  bulk  in  the  form  of 
fluid  milk  products. 

§  1046.43      Responsibility    for    classifica- 
tion of  mUk. 


(a)  All  skim  milk  and  butterfat  shall 
be  Class  I  milk  imless  the  handler  who 
first  receives  such  skim  milk  or  butter- 
fat can  prove  to  the  market  administra- 
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tor   that  such  skim  milk  or  butterfat 
should  be  classified  otherwise. 

(b)  Any  skim  milk  or  butterfat  diall 
be  reclassified  if  verification  by  the  mar- 
ket administrator  discloses  that  the  orig- 
inal classification  was  incorrect. 

§  1046.44     Transfers. 

Skim  milk  or  butterfat  disposed  of  by 
a  hsmdler  from  a  pool  plant  or  Iwr  a 
cooperative  association /in  its  capacity 
as  a  handler  pursuant  to  i  104A.8  (b) 
or  (c)  shall  be  classified  as  follows: 

(a)  As  Class  I  milk  if  transferred  In 
the  form  of  a  fluid  milk  looduet  to  a 
pool  plant  of  the  same  handler  or  of 
another   handler   unless   utUlsatton   in 
Class  n  is  claimed  by  the  handler- (or 
handlers)  in  their  reports  submitted  pur- 
suant to  9 1046.30  or  such  milk  to^wjj- 
fied  pursuant  to  paragraph  (b)  of  ttua 
section:  Provided.  That  the  skim  miiror 
butterfat  so  classified  as  ClMS  n  milk 
shaU  be  limited  to  the  amount  of  sWm 
milk  or  butterfat.  respective,  remain- 
ing in  Class  n  milk  In  the  traneferee 
plant  after  making  the  asslgnmento  i»ur- 
suant  to  9  1046.46(a)    (1)    tt™ft^i> 
and  the  correspondhig  atepB  m  i  Wp;— 
(b) ,  and  any  additional  amount  of  ttm 
mUk  or  butterfat  so  tranaferred^ml  be 
classified  as  CTass  I  milk:  And  provuea 
further.  That  if  the  transferor  plMt 
has  other  source  milk  during  the  m^m. 
the  skim  milk  or  butterfat  so  tranaferred 
-ShaU  be  classifled  at  both  planta  ao  as 
to  allocate  the  highest  priced  •▼«»»t^ 
class  utilization  to  the  prodww  Mk  at 
both  plants:  And  provided  olso.  That  to 
no  case  shall  the  assignment  of  *««•- 
f  erred  skim  milk  or  butterfat  to  Ctam 
I  in  the  transferee  plant  exceed  the  dif- 
ference between  the  tranaferee^ant  s 
total  receipts  of  milk  and  milk  iirpdii<^ 
and  utiUzation  by  the  transferee  plantjn 

Class  H' 

(b)  If'  a  specified  utilisation  of  skim 
milk  and  butterfat  transferred  to  a  pool 
plant  of  another  handler  by  a  coopera- 
tive association  in  Its  capacity  as  a  han- 
dler pursuant  to  S  1046.8(c)  ta  not 
claimed  by  both  handlers  pursuant  to 
paragraph  (a)  of  this  sectton.  soeh  skim 
milk  and  butterfat  shall  be  dassUled  pro 
rata  to  the  respective  amounte  reoMln- 
ing  in  each  class  at  the  pool  plant  of  the 
receiving  handler  ai>er  "a^^y JJf,  "J." 
signments  pursuant  to  I  ^^-^0*2^ 
and  the  corresponding  mep  of  I  *«»;«' 

(b)  and  afta:  assignment  _gf  »"»"»"» 
which  specified  classlflcatlon  has  been 
claimed  by  handlers  pursuant  to  para- 
graph (a)  of  this  section; 

(c)  As  aass  I  milk  If  transferred  to 
a  producer-handler  to  the  form  of  a 
fluid  milk  product; 

(d)  As  Class  I  milk  If  transferred  or 
diverted  to  the  form  of  milk,  akhn  milk 
or  cream  to  bulk  to  a  nonpool  Pl«wjo- 
cated  less  tiian  250  airline  ndtoe  from 
the  City  Hall  to  either  Ixmlsvflle.  Ken- 
tucky, or  Evansvllle,  Indiana,  unless: 

(1)  The  handler  claims  classiflcaUon 
in  Class  n  to  his  report  submitted  to 
the  market  administrator  pursuant  to 

9  1046.30;  ,  «,     ♦ 

(2)  The  operator  of  the  nonpooi  luam 
maintains  books  and  records  diowlng  the 
receipts  and  utilization  of  an  Aim  mUk 
and  butterfat  at  such  plant  whldi  are 


rnnSijMie  it  requested  by  the  mar- 
ket admliiMntor  for  verification; 

(1>  An  unount  of  Aim  milk  and  but- 
tcrfat.  rtgpectiwtHj,  of  not  less  than  that 
so  elalmed  by  the  handler  was  used  In 
the  noBpooI  plant  in  products  Included 
In  Class  n  milk  or  was  disposed  of  by 
the  nonpool  plant  in  the  form  of  cream 
in  bulk  if  the  handler  meets  the  re- 
quirements spedfled  in  subdivisions  (i), 
(H),  and  (tli)  of  this  subparagraph: 

(1)  Claims  classification  of  such  cream 
as  Class  H; 

(il)  tttabUshes  that  such  cream  was 
transferred  without  Orade  A  certifica- 
tion, each  shipping  container  was  tagged 
or  labeled  to  show  that  the  contents  were 
for  Bianufaeturing  use  only,  and  the 
shipment  of  such  cream  was  Invoiced 
accordingly;  and 

(ill)  Affords  the  market  administra- 
tor at  least  24  hours  notice  prior  to  ship- 
ment of  such  cream  so  that  he  may  verify 
such  shipment ; 

(4)  The  daadficatlon  reported  by  the 
h#n<Wfjr  results  in  an  amount  of  skim 
Bilk  and  butterfat  in  Class  I  milk 
fif^immA  by  all  handlers  transferring  or 
diverting  vr^V(^  to  such  nonpool  plant  of 
not  less  than  the  amount  of  assignable 
Class  I  milk  rendUning  after  the  fol- 
lowing computation: 

(I)  From  the  total  skim  milk  and  but- 
teilat.  respectively,  in  fluid  milk  prod- 
nets  difiXMcd  of  from  such  nonpool  plant 
and  classified  as  Class  I  milk  pursuant 
to  the  classification  provisions  of  this 
order  applied  to  such  nonpool  plant, 
subtract  the  sldm  milk  and  butterfat, 
respectively,  received  at  such  plant  di- 
rectly from  daior  farmers  who  hold  per- 
mits to  supply  "Orade  A"  milk  and  who 
the  market  administrator  determines 
constitute  the  regular  source  of  supply 
for  such  nonpool  plant ;  and 

(II)  From  the  remaining  amoimt  of 
C\9r.'»  I  mnv  subtract  the  skim  milk  and 
butterfat.  respectively,  in  fluid  milk 
products  received  from  another  market 
and  which  Is  elasslfled  and  priced  as 
Class  I  milk  pursuant  to  another  order 
lamed  pursuant  to  the  Act:  Provided, 
ThMt  the  amount  subtracted  pursuant  to 
this  subdivision  shall  be  limited  to  such 
markets'  pro  rata  share  of  such  re- 
mainder baaed  on  the  total  receipts  of 
skim  milk  and  butterfat.  respectively, 
at  such  nonpool  plant  which  are  subject 
to  the  pricing  provisions  of  an  order 
Issued  pursuant  to  the  Act:  and 

(5)  If  the  ddm  milk  and  butterfat. 
respectively,  transferred,  or  diverted  by 
all  luuidlers  to  such  a  nonpool  plant  and 
reported  as  Class  I  milk  pursuant  to  this 
paragrai^  is  less  than  the  skim  milk  and 
butterfat  afmignfiN^  to  Class  I  milk  pur- 
suant to  subparagraph  (4)  of  this  para- 
graph, an  eqahralent  amount  of  skim 
milk  and  butterfat  shall  be  reclassified 
as  Claas  I  milk  pro  rata  in  accordance 
with  the  claimed  Class  n  classification 
reported  by  each  of  such  handlers:  and 

(e)  As  Claaa  I  milk  if  transferred  or 
diverted  in  the  form  of  milk,  skim  milk 
or  cream  In  bulk  to  a  nmpool  plant  lo- 
cated 250  airline  miles  or  more  from  the 
City  Han  in  either  Louisville,  Kentucky, 
or  Evmnsvtlle.  Indiana. 
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§  1046.45      CorapvtatkMi     of    the     ■kirn 
milk  and  butterfat  in  each  daaa. 

For  each  month  the  market  admin- 
istrator shall  correct  for  mathematical 
and  other  obvious  errors  the  reports  of 
receipts  and  utilization  submitted  pur- 
suant to  S  1046  30  by  each  handler  and 
shadl  compute  the  total  pounds  of  skim 
milk  and  butterfat.  respectively,  in  Class 
I  milk  and  Class  II  milk  for  such  han- 
dler :  Provided.  That  If  any  of  the  water 
contained  in  the  milk  from  which  a 
product  Is  made  is  removed  before  such 
product  Is  disposed  of  by  a  handler,  the 
hundredweight  of  skim  milk  disposed  of 
in  such  product  shall  be  considered  to 
be  an  amount  equivalent  to  the  nonfat 
milk  solids  contained  in  such  product 
plus  all  of  the  water  originally  associated 
with  such  solids. 

§  1046.46      Alloration  of  akim  milk  and 
kaUrrfat  rlaasifird. 

After  making  the  computations  pur- 
suant to  i  1046.45  the  market  admin- 
istrator shall  determine  for  each  pool 
plant  the  classification  of  producer  milk 
received  at  the  pool  plant<s)  of  each 
handler  each  month  as  follows: 

(a)  Skim  milk  shall  be  allocated  in  the 
following  manner : 

( 1 )  Subtract  from  the  total  pounds  of 
skim  milk  In  Class  n  milk  the  pounds 
of  skim  milk  classified  pursuant  to 
§  1046.41(b)(7)    <1)   through  (iv) ; 

(2)  Subtract  from  the  total  pounds 
of  skim  milk  In  Class  I  milk  (i)  the 
pounds  of  skim  milk  received  in  the  form 
of  sour  cream  in  consumer  packages  and 
disposed  of  in  the  same  packages  as  Class 
I  milk  if  such  sour  cream  is  classified 
and  priced  as  Class  n  milk  under  the 
Chicago  Federal  milk  order  (Order  No. 
30)  and  <ii)  the  pounds  of  skim  milk 
received  In  the  form  of  liquid  dietary 
products  In  consumer  packages  and  dts- 
poeed  of  In  the  same  packages  as  Class 
I  milk  to  the  extent  of  the  amount  al- 
lowable pursuant  to  5  1046.41(a)(1)  If 
such  products  are  classified  and  priced 
as  Class  I  milk  under  the  Cincinnati 
Federal  milk  order  (Order  No.  33) ; 

(3)  Subtract  from  the  remaining 
poimds  of  skim  milk  In  each  class.  In 
series  beginning  "with  Class  n  milk,  the 
pounds  of  skim  milk  In  other  source 
milk  which  are  not  subject  to  the  Class 
I  pricing  provisions  of  an  order  Issued 
purstiant  to  the  Act  and  which  have  not 
been  subtracted  pursuant  to  subpara- 
graph (2)(i)  of  this  paragraph; 

(4)  Subtract  from  the  remaining 
pounds  of  skim  milk  in  Class  11  milk  an 
amount  equal  to  such  remainder,  or  the 
product  obtained  by  multiplying  the 
pounds  of  skim  milk  in  producer  milk  by 
0.05,  whichever  Is  less: 

(5)  Subtract  from  the  remaining 
ix>und5  of  skim  milk  in  each  class,  in 
series  beginning  with  Class  II  milk,  the 
pounds  of  skim  milk  in  other  source 
milk  which  are  subject  to  the  Class  I 
pricing  provisions  of  another  order  Issued 
pursuant  to  the  Act  and  which  have  not 
been  subtracted  pursuant  to  subpara- 
graph (2)  (11)  of  this  paragraph; 

(6)  Add  to  the  pounds  of  skim  milk 
remaining  in  Class  n  milk  the  pounds 


of  skim  milk  subtracted  pursuant  It 
paragraph  (4)  of  this  paragraph; 

(7)  Subtract     from     the 
pounds  of  skim  milk  in  each 
series  beginning  with  Class  n 
pounds  of  skim  milk  contained  in : 
tory  of  fluid  milk  products  on  hand  ig 
the  beginning  of  the  month; 

( 8 )  Add  to  the  remaining  pouaft  ^ 
skim  milk  in  Class  II  milk  the  poundi^ 
skim  milk  subtracted  pursuant  to  iiA> 
paragraph  (1)  of  this  paragraph; 

(9)  Subtract  from  the  reaalal^ 
pounds  of  skim  milk  in  each  class  Ik 
skim  milk  in  fluid  milk  products 
from  the  pool  plants  of  other 
and  from  a  cooperative  association  In  I 
capacity  as  a  handler  pursuant  Is 
§  1046.8(c)  according  to  Its  clasatfleatlM 
determined  pursuant  to  9  1046.44  (a>  m 
(b> :  and 

(10)  If  the  remaining  poimds  of  All 
milk  in  both  classes  exceed  the 
of  skim  milk  received  In  producer 
subtract  such  excess  from  the 
pounds  of  skim  milk  in  series 
with  Class  n.     Any  amount  of 
so  subtracted  shall  be  called  "ovenga." 

(b)  Butterfat  shall  be  allocatad  Id 
accordance  with  the  same  prnnadt 
prescribed  for  skim  milk  In  paragnpli 
(a)  of  this  section. 

Minimum  Prices 

§  1046.30      Basic  formula  price. 

The  basic  formula  price  shall  be  the 
higher  of  the.  prices  as  computed  totte 
nearest  one-tenth  of  a  Cent  by  the  mar- 
ket administrator  pursuant  to  para- 
graphs (a)  and  (b)  of  this  section: 

(a)  The  average  of  the  basic  or  Add 
prices  per  hundredweight  reported  to 
have  been  paid  or  to  be  paid  for  milk  o( 
3.5  percent  butterfat  content  reoctfil 
from  farmers  during  the  month  at  ths 
following  plants  or  places  for 
prices  have  been  reported  to  the 
administrator  or  to  the  Department: 

Company  and  Location 

Borden  Co  .  New  London.  Wla. 
Carnation  Co  ,  Richland  Center,  WU. 
Pet  Milk  Co..  BeUevUle.  Wis. 
Pet  MUk  Co..  CoopertTUle.  Mich. 
Pet  MUk  Co..  New  Olanu.  Wis. 
Pet  MUk  Co.,  Wayl&nd,  Mich. 
White  House  MUk  Cki.,  Manitowoc.  Wis. 
White  House  MUk  Co.,  West  Bend.  WU. 

(b)  The  price  per  hundredwelriit 
computed  by  adding  together  the  pta 
amounts  calculated  pursuant  to  aul^ 
paragraphs  (1)  and  (2)  of  tirii 
paragraph : 

( 1  >  Multiply  the  Chicago  butter  price 
by  4.2.  and  ^_ 

(2)  From  the  nonfat  dry  milk  prise. 
subtract  5.5  cents  and  multiply  the  dif- 
ference by  8  2. 

§  1046.51      Class  prices. 

Subject  to  the  provisions  of  SS  104tJI 
and  1046.53  the  minimum  class  prioealir 
milk  per  hundredweight  for  the  monii 
shall  be  determined  by  the  market  ad- 
ministrator as  follows: 

(a)  Cloii  I  milk.  The  price  for  Cla» 
I  milk  shall  be  the  basic  formula  price  fjm 
the  preceding  month  plus  $1.25,  plus  « 
minus  a  supply-demand  adjustment  0( 


g^tardaiff  February  3, 1962 

_.  more  than  50  cents  computed  pur- 
iSntto  subparagraphs  (1)  through  (6) 
5ttU  paragraph:  Provided.  That  the 
5L!!ii  price  during  the  period  beginning 
SSTthe  effective  date  of  this  amend- 
JSt  Sirough  May  1962  shall  not  be  less 

*S)  Calculate  the  percentage  that 
tMal  receipts  of  producer  milk  were  of 
Sriotal  Class  I  milk  at  all  pool  plants 
Sr  each  of  the  following  periods  (using 
£  those  months  Included  In  this  com- 
S^tlon  which  are  prior  to  the  eflecUve 
Site  of  this  order  the  quanUUes  of  re- 
3Ss  and  utilization  which  have  been 
2Sl8hed  for  such  mopths  under  the 
JJilgville-Lexlngton  order  and  the  Ohio 

VaUey  order ) :  • 

(1^  The  24-month  period  ending  with 
the  third  preceding  month,  and 

(11)  The  two-month  period  ending 
•Ith  the  second  preceding  month  and 
the  corresponding  two-month  period  of 
Mfdi  of  the  two  preceding  years: 

(J)  Determine  the  simple  average  of 
the  percentages  for  the  three  two-month 
periods  computed  pursuant  to  subpara- 
gntph  (1)  (ID  of  this  paragraph  and  di- 
vide by  the  percentage  for  the  24-month 
pertod  determined  pursuant  to  subpara- 
0aph  (1)  <i)  of  this  paragraph: 

(5)  Add  to  the  quotient  obtained  pur- 
iuant  to  subparagraph  (2)  of  this  para- 
gnfit  the  corresponding  ratios  for  each 
of  the  11  months  immediately  preceed- 
mg  and  divide  by  12; 

(4)  MulUply  144  percent  by  the  result 
oMained  by  dividing  the  ratio  computed 
puxsuant  to  subparagraph  (2)  of  this 
pvagraph  by  the  ratio  computed  pur- 
nant  to  subparagraph  (3)  of  this  para- 
graph; 

(6)  Determine  the  net  deviation  per- 
ewtage  by  subtracting  the  percentage 
determined  pursuant  to  subparagraph 
(4)  pf  this  paragraph  from  the  percent- 

'age  determined  pursuant  to  subpara- 
graph (IXll)  of  this  paragraph  for  the 
Hcond  and  third  preceding  months;  and 

(6)  If  the  net  deviation  percentage 
eomputed  pursuant  to  subparagraph  (5) 
of  this  paragraph  Is  a  minus  value,  add 
to  the  Class  I  price,  or  if  such  net  devia- 
tifon  percentage  is  a  plus  value,  sub- 
tract from  the  Class  I  price  an  amount 
which  is  two-thirds  of  the  total  nimiber 
of  cents  (rounding  any  fraction  to  the 
nearest  tenth  of  a  cent)  computed  pur- 
aoant  to  subdivisions  (1),  (ii).  and  (ill) 
of  this  subparagraph:  Provided.  That 
any  such  supply -demand  adjustment 
shall  not  result  in  a  change  from  the 
adjustment  effective  for  the  preceding 
month  of  more  than  4  cents: 

(1)  One  cent  times  each  such  per- 
centage point  of  net  deviation;  plus 

(ii)  One  cent  times  the  lesser  of: 

(a)  Each  such  percentage  point  of  net 
deviation,  or 

(b)  Each  percentage  point  of  net 
deviation  of  like  direction  (plus  or  minus, 
with  any  net  deviation  percentage  of  op- 
posite direction  considered  to  be  zero  for 
purposes  of  computations  of  this  sub- 
paragraph) computed  pursuant  to  sub- 
paragraph (5)  of  this  paragraph  for  the 
month  Immediately  preceding;  plus 

(ill)  One  cent  times  the  least  of: 
(a)  Each  such  percentage  point  of  net 
deviation. 
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(b)  Each  percentage  point  of  net 
deviaU<m  of  like  direction  computed  pur- 
suant to  subparagraph  (5)  of  this  para- 
graph for  the  month  immediately  pre- 
ceding, or 

(c)  Each  percentage  point  of  net 
deviation  of  like  direction  computed  pvu:- 
suant  to  subparagraph  (5)  of  this  para- 
graph for  the  second  preceding  month. 

(b)  Class  II  milk.  The  price  for  Class 
n  milk  for  the  months  of  September 
through  March  shall  be  the  average  price 
per  himdredweight  for  manufacturing 
grade  milk,  f.o.b.  plants  In  Miimesota 
and  Wisconsin,  as  reported  by  the  De- 
partment for  the  delivery  period,  and  for 
the  months  of  April  through  August  such 
price  less  10  cents:  Provided,  That  such 
reported  price  shall  be  adjusted  to  a  3.5 
percent  butterfat  basis  by  the  butter- 
fat differential  computed  pursuant  to 
8  1046.52(b)  and  rounded  to  the  nearest 
one-tenth  of  a  cent. 

§  1046.52      Butterfat  difTerenlialK  to  han- 
dlers. 


ia2» 


§  1046.54     Use  of  eqnivalca 

If  for  any  reason  a  prlee  qoatattaa 
required  by  this  part  for  compnting  flia» 
prices  or  for  other  purpoaes  Is  not  acrall- 
able  in  the  manner  described,  tlie  auutefe 
administrator  shall  use  a  prlee  4eler- 
mined  by  the  Secretary  to  be  eqaivalent 
to  the  price  which  is  required. 

Application  or  Pkovisions 

§  1046.60     Producer-handlers. 

Sections  1046.50  through  1046.53. 
1046.61,  1046.70.  1046.71,  and  1046.80 
through  1046.89  shall  not  apply  to  a  pro- 
ducer-handler. 


For  each  one-tenth  of  one  percent  that 
the  weighted  average  butterfat  test  of 
milk  which  is  classified  as  Class  I  or 
Class  n  is  more  or  less  than  3.5  percent, 
there  shall  be  added  to  or  subtracted 
from,  as  the  case  may  be,  the  price  for 
such  class  a  butterfat  differential  (com- 
puted to  the  nearest  one-tenth  of  a  cent) 
determined  as  follows: 

(a)  Class  I  milk.  Multiply  the  Chi- 
cago butter  price  for  the  preceding 
month  by  0.125. 

(b)  Class  II  milk.  Multiply  the  Chi- 
cago butter  price  for  the  month  by 
$0,120. 

§  1046.53      Location  diflTerentials  to  han- 
dlers. 

FV)r  that  milk  received  from  pro- 
ducers or  from  a  cooperative  association 
in  its  capacity  as  a  handler  pursuant  to 
8  1046.8(c)  at  a  pool  plant  located  at  any 
point  which  is  85  miles  or  more  from  the 
City  Hall  in  Evansville.  Indiana,  or 
Louisville,  Lexington,  Danville,  Eliza- 
6ethtown.  or  Madisonville,  Kentucky, 
whichever  is  nearer,  by  the  shortest 
hard-surfaced  highway  distance  as  de- 
termined by  the  market  administrator, 
and  which  is  classified  as  Class  I  milk, 
the  price  specified  in  §  1046.51(a)  shaU 
be  reduced  at  the  rate  set  forth  in  the 
following  schedule  according  to  the  loca- 
tion of  the  pool  plant  where  such  milk 
is  received: 

Rate  per 
hundred- 
weight 
Distance  from  City  Hall:  (cents) 

86  mUee  but  less  than  96  miles 15.0 

For  each  additional  10  mUes  or  frac- 
tion thereof  an  additional 16 

Provided.  That  for  the  purpose  of  cal- 
culating such  location  differential,  fluid 
milk  products  which  are  transferred 
between  pool  plants  shall  be  assigned  to 
any  remainder  of  Class  n  milk  in  the 
transferee  plant  after  making  the  calcu- 
laUons  prescribed  in  8  1046.46(a)  (8)  and 
the  comparable  steps  in  8  1046.46(b)  for 
such  plant,  such  assignment  to  trans- 
feror plants  to  be  made  in  sequence  ac- 
cording to  the  location  differential  ap- 
pllcalde  at  each  plant,  beginning  with 
the  plant  having  the  largest  differential. 


§  1046.61     Obligation    of 

crating  a  nonpool  plant  which  Is  • 
city   plant. 

Each  handler,  except  a  producer- 
handler,  in  his  capacity  as  the  operator 
of  a  nonpool  plant  which  is  a  city  plant 

shall : 

(a)  On  or  before  the  8th  day  after  the 

end  of  the  month  make  reports  to  the 
market  administrator  with  respect  to  the 
disposition  of  Class  I  milk  in  the  market- 
ing area  and  such  other  infomiatinn  oo 
the  total  receipts  and  utilization  of  Aim 
milk  and  butterfat  at  each  of  such  plants 
as  the  market  administrator  may  reqidre.- 
except  that  a  handler  selecting  the  option 
provided  in  paragraph  (c)  of  this  sectiim 
at  the  time  his  report  is  filed  shall  report 
in  accordance  with  88  1046.30  and  1046  Jl 
as  though  such  plant(s)  were  a  pool 
plant;  and 

(b)  On  or  before  the  15th  day  after 
the  end  of  the  month  pay  to  the  mailcet 
administrator,  unless  such  han<Her 
elects  at  the  time  of  reporting  pmsoant 
to  paragraph  (a)  of  this  secUon  the  op- 
tion provided  pursuant  to  paragraph  (c) 
of  this  section,  the  aotbunts  spedfled  to 
subparagraphs  (1)  and  (2)  of  this  para- 
graph: 

(1)  An  amount  for  deposit  In  the 
producer-settlement  fund  equal  to  the 
rate  of  payment  for  unpriced  milk  pur- 
suant to  8  1046.70(c)  multiplied  by  tiie 
hxmdredweight  of  skim  milk  and  butter- 
fat disposed  of  from  such  plant  as  Class 
I  milk  (computed  in  accordance  with 
§  1046.45)  oq  routes  in.  the  marketing 
area  during  such  month  less  the  skim 
milk  and  butterfat,  respectively,  re- 
ceived from  a  pool  plant  during  the 
month  and  classified  as  Class  I  milk 
under  this  part;  and 

(2)  An  amount  for  administrative  as-  ^ 
sessment  equal  to  the  rate  qjedfled  in 
§  1046.88  with  respect  to  skim  milk  and 
butterfat  disposed  of  from  such  plant  as 
Class  I  milk  ^computed  In  acooc^bmce 
with  8  1046.45)  on  routes  in  the  market- 
ing area  during  such  month  lees  the  ddm 
milk  and  butterfat,  rewectivdy,  re- 
ceived from  a  pool  plant  dturing  the 
month  and  classified  as  Class  I  milk 
under  this  iMxi:  or 

(c)  On  or  before  the  18th  day  after 

the  end  ^  the  month  pay  to  the  market 

administrator  the  amounts  qieelfled  fn 

subparagraphs  (1)  and  (2)  of  this  para- 

gri^h:  _^ 

(1)  An  amount  for  deposit  in  the  pto- 

ducer-setUement  fund  equal  to  any  plus 
amount  r^naining  after  deducting  from 
the  obligation  that  would  have  been  com- 
puted pursuant  to  8  1046.70  for  such  n<m- 


•ad  for  aay  ominlnr  plant 
#llulvAlcni  to 
I  IM&IS  (b)  cr  (e> )  vhleh  Mrrc*  m  » 
MHMe  «<  allk  for  auch  nonpool  plant. 
U  Mih  plaatU)  vera  a  pool  plant(a). 
tlM  Mnnimfi  veelfled  In  subdlvlsiozu  (1) 
■Ml  Ut>  of  tijiawibparagTaph:  Provided, 
That  In  tha  i^ppMcarton  a<  i  1046.44  for 
the  purpoae  of  thia  subparagraph,  milk 
transferred  or  dlTerted  from  such  non- 
pool  plant(a>  to  a  pod  plant  staaU  be 
«i«— <«i^yri  ng  Class  I  and  Class  n  milk 
In  the  same  ratio  as  other  source  milk 
Is  allocated  to  each  class  in  such  pool 
plant  ponuant  to  S  1046.46 (a)  (3)  and 
the  eorreqwndlng  step  of  S  1046.46(b) : 
Jkmd  vrmUML  fmrther.  That  in  the  appli- 
eattoik  of  f  ie4t.46(a>'(9)  and  the  corre- 
apondlng  step  of  i  1046.46(b) .  receipts  of 
tbaid  milk  products  at  such  nonpool  plant 
Inm  a  pool  plant(s)  shall  be  allocated 
to  the  class  in  which- such  products  are 
classified  at  the  pool  plant(s)  pursuant 
to  1 1046.44  (d)  or  (e)  : 

(1)  The  gross  payments  made  on  or 
before  the  17th  day  after  the  end  of  the 
tiywth  for  milk  received  at  such  plant (s) 
^^yHng  the  month  from  dairy  farmers 
m^Nft-ing  the  conditions  in  S1046.7<a); 
and 

(ii)  Any  payments  to  the  producer- 
settlemmt  funds  under  other  orders  is- 
sued piursuant  to  the  Act  applicable  to 
milk  handled  at  such  plant  during  the 
month  as  a  partially  regiilated  plant  un- 
der such  other  orders:  and 

(2)  An  amount  for  administrative  as- 
— M*"""^  equal  to  the  'amount  which 
would  have  been  computed  pursuant  to 
1 1046.S8  if  s)ich  nonpool  plant  had  been 
a  pool  plant  during  the  month :  Provided, 
That  such  amount  shall  be  reduced  by 
any  amounts  paid  for  the  month  as  an 
administrative  expense  assessment  de- 
tennined  on  the  basis  of  Class  I  milk 
dlQXMed  of  on  routes  in  other  marketing 
areas  pursuant  to  the  terms  under  such 
other  orders  tKued  pursuant  to  the  Act : 
And  provided  further.  That  if  less  Class 
I  milk  Is  disposed  of  from  such  plant  on 
routes  in  the  Louisvllle-Lexington- 
Evansvllle  marketing  area  than  is  dis- 
posed of  during  the  month  on  routes  In 
piy^fh^T  marketing  area(s)  as  defined  in 
an  ordcr(s)  Issued  pursuant  to  the  Act. 
Ai\A  if  an  administrative  expense  assess- 
ment Is  appUed  at  such  plant  as  if  a 
fully  regulated  (pool)  plant  under  such 
order  pursuant  to  the  order  for  the  mar- 
keting area  where  the  volimie  of  Class  I 
milk  disposed  of  from  such  plant  is 
greatest,  no  administrative  expense  as- 
sessment shall  be  applied  under  this 
order. 

S  1M^61     PI»U  M^ect  to  other  Fed- 
eral oevlcn. 

Unless  determined  otherwise  by  the 
Secretary,  the  prorlslons  of  this  part 
tfiall  not  apply  to  a  milk  plant  during 
any  month  in  which  the  milk  at  such 
plant  would  be  subject  to  the  pricing 
and  pftA""g  provisions  of  another  order 
Issued  pursuant  to  the  Act  unless  such 
plant  meets  the  requirements  for  a  pool 
plADi  pursuant  to  1 1046.12  and  a  greater 
voiuBe  of  ftehl  milk  produeta  la  dlsiwaed 
ot  fnaa  in^  ptenft  to  pool  plants  and 
to  retail  or  whuk— li.i  ontlcta  located  in 
the  Loobnrffle-Lexlnfton-Vransvllle  m«r- 
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keting  area  than  in  the  marketing  area 
regulated  pursuant  to  such  other  order 
daring  the  current  month  and  each  of 
the  three  months  immediately  preced- 
ing: Provided.  That  the  operator  of  a 
plant  which  Is  exempted  from  the  pro- 
visions of  this  order  pursuant  to  this 
section  shall,  with  respect  to  the  total 
receipts  and  utilization  or  disposition 
of  skim  milk  and  butterfat  at  the  plant, 
make  reports  to  the  market  administra- 
tor at  such  time  and  in  such  manner 
as  the  market  administrator  may  require 
and  allow  verification  of  such  reports 
by  the  market  administrator. 

Dktkrmination  or  Uniform  Price 

§  1046.70      Net   oblifEalion   of   each   han- 
dler. 

The  net  obligation  of  each  handler 
for  milk  received  during  each  month 
from  producers  shall  be  a  sum  of  money 
computed  by  the  market  administrator 
as  follows: 

<  a  >  Multiply  the  quantity  of  producer 
milk  in  each  class  computed  pursuant 
to  f ;  1046.40  through  1046  46  by  the  ap- 
plicable class  prices  and  add  together 
the  resulting  amounts: 

«b)  Add  the  amounts  computed  by 
multiplying  the  pounds  of  overage  de- 
ducted from  each  class  pursuant  to 
9  1046.46  by  the  applicable  class  prices: 

(c)  Add  the  amount  computed  by 
multiplying  the  pounds  of  skim  milk  and 
butterfat  subtracted  from  Class  I  milk 
pursuant  to  5  1046.46" a)  (3)  and  the 
corresponding  step  of  5  1046.46(b)  by 
the  price  resulting  from  the  following 
computations: 

<  1 )  For  the  months  of  January 
through  September,  subtract  from  the 
Class  I  price  adjusted  by  the  Class  I 
butterfat  and  location  differentials  at 
the  nearest  plant (s)  from  which  an 
equivalent  amount  of  other  source  milk 
was  received  and  the  Class  n  price  ad- 
Justed  by  the  Class  II  butterfat  differ- 
ential: and 

(2)  For  the  months  of  October  through 
December,  subtract  from  the  Class  I 
price  adjusted  by  the  Class  I  butterfat 
differential  the  uniform  price  computed 
pursuant  to  §  1046.71  adjusted  by  the 
producer  butterfat  differential: 

(d>  Add  the  amount  computed  by 
multiplying  the  difference  between  the 
Class  n  price  for  the  preceding  month 
and  the  Class  I  price  for  the  current 
month  by  the  hundredweight  of  producer 
milk  classified  as  Class  II  milk  during 
the  preceding  month  or  the  hundred- 
weight of  milk  subtracted  from  Class  I 
milk  pursuant  to  11046.46(a)(7)  and 
the  corresponding  step  of  §  1046.46(b), 
whichever  Is  less:  and 

(e)  Add  the  amount  computed  by  mul- 
tiplying the  pounds  of  skim  milk  and 
butterfat  subtracted  from  Class  I  milk 
pursuant  to  }  1046.46(a)  (7)  and  the  cor- 
responding step  of  S  1046.46(b)  which  is 
In  excess  of  the  skim  milk  and  butterfat 
appUed  pursuant  to  paragraph  (d)  of 
this  section  and  the  skim  milk  and  but- 
terfat subtracted  from  Class  n  milk 
pursuant  to  I  1046.46(a)  (5)  and  the  cor- 
responding step  of  S  1046.46(b)  In  the 
preceding  month  by  the  applicable  rate 
determined  pursuant  to  paragraph  (c) 
(I)  or  (2)  of  this  section  for  the  month. 


§  1046.71      CompaUtion      of 
price. 

For  each  month  the  market 
trator  shall  compute  the  uniform 
per  hundredweight  of  milk  of  S.6 
butterfat    content    received    from 
ducers  as  follows : 

(a)  Combine  into  one  total  the  m 
obligations '  computed  pursuant  % 
S  1046.70  for  all  handlers  who  mads  %| 
reports  prescribed  in  i  1046.30  for  % 
month  and  who  are  not  in  defaidt  tf 
payments  pursuant  to  i  1046.84  tor  |^ 
preceding  month: 

(b)  Subtract,  if  the  average  buttsrtm 
content  of  the  producer  milk  includsCfe 
those  computations  is  greater  thaa  || 
percent,  or  add.  if  such  average  buttorfM 
content  is  less  than  3.5  percent  an 
amoimt  computed  by  multiplying  1^ 
amount  by  which  the  average  butt«lM 
content  of  such  milk  varies  from  S J  ] 
cent  by  the  butterfat  differential 
puted  pursuant  to  i  1046.81  and 
plying  the  resulting  figure  by  the  tsW 
hundredweight  of  such  milk; 

tc)  Add  an  amoimt  equal  to  the  sm 
of  the  deductions  to  be  made  from  pn^ 
ducer  payments  for  location  differenUdi 
pursuant  to  S  1046.82; 

(d)  Subtract  for  each  of  the  months tf 
April.  May.  Jime  and  July  an  amount 
computed  by  multiplying  the  toW 
hundredweight  of  producer  milk  inetaM 
In  these  computations  by  12  peroeokfiC 
the  simple  average  of  the  basic  fomnik 
prices,  computed  to  the  nearest  cent,  for 
the  12- months  of  the  preceding  cataadv 
year  (using  prices  computed  accordlBl 
to  the  basic  formula  'provisions  of  thb 
order  for  any  periods  prior  to  the 
tive  date  of  this  order) ; 

(e)  Add  an  amount  representing 
half  of  the  cash  balance  on  hand  tn  Ha 
producer-settlement  fund  after  dednol- 
Ing  the  total  amount  of  contingent  oMI-, 
gallons  to  handlers  pursuant  to  §  lOM.- 
851  a)  and  the  balance  held  pursuant  l» 
paragraph  (d)  of  this  section  for  p^^ 
ment  pursuant  to  §  1046.85(b) ; 

if)  EMvlde  the  resulting  total  by  thi 
total  hundredweight  of  producer  milk  In- 
cluded In  these  computations:  and 

(g)  Subtract  not  less  than  4  cents  i 
more  than  5  cents  from  the  amount  i 
puted  pursuant  to  paragraph  (f)  of  tbb 
section.  The  resulting  figure  shall  be 
the  uniform  price. 

Patments 

§  l&t6.80      Time  and  method  of  payaMBl 
for   producer   milk.       * 

Except  as  provided  in  paragraph  (c)  d 
this  section,  each  handler  shall  aaki 
payment  to  each  producer  for  milk  lO- 
ceived  from  such  producer  as  follows: 

( a )  On  or  before  the  last  day  of  eaeb 
month  for  milk  received  during  the  fllik 
15  days  of  the  month  from  such  pro- 
ducer who  has  not  discontinued  delivaiy 
of  milk  to  such  handler,  an  amount  csai- 
puted  at  not  less  than  the  Class  n  priot 
for  3.5  percent  milk  for  the  precedinf 
month  without  deduction  for  hauling; 

(b)  On  or  before  the  17th  day  aft« 
the  end  of  each  month  for  milk  recetVBd 
from  such  producer  during  such  manft. 
an  amount  computed  at  not  less  than  tbt 
uniform  price  per  hundredweight  ploi 
the   per   hundredweight   payment  (■•- 
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tffadby  i  1046.85(b)  for  the  moi^,  sub- 
!^to  the  butterfat  dUferenttal  com- 
zSti  pursuant  tc  1 1046.81.  and  plw  or 
^nm  adjustments  for  errors  BUMle  ta 
^Mvlotts  payments  to  such  producer  and 
Sr<i)  the  payment  made  pursuant  to 
jJLmph  (a)  of  this  section,  (2)  the 
2^llon  differential  p\u*suant  to 
^04682  (3)  marketing  service  deduc- 
pursuant  to  5  1046.87  and  (4) 
deductions   authorized  by  such 

,„^r  which,  in  the  case  of  a  deduc- 

.  for  hauling,  shall  be  in  writing  and 
Mgaed  by  such  producer  or,  in  the  case  of 
^MObtis  of  a  cooperative  association 
^rlileh  is  marketing  the  producer's  milk, 
t»  soeb  association ; 

(c)(1)  Upon  receipt  of  a  written  re- 
MMt   from    a    cooperative    assoclauon 
Zjtut  the  market  administrator  deter- 
,1—  \a  authorized  by  its  members  to 
foOeet  payment  for  their  milk  and  re- 
Mlpt  of  a  written  promise  to  reimburse 
Hit  handler  the  amoimt  of  any  actual 
1(0  Incurred  by  him  because  of  any  im- 
Hoper  claim  on  the  part  of  the  coopera- 
Sfv  association  in  lieu  of  pasmients  piir- 
gaant  to  paragraphs  (a)  and  (b)  of  thia 
netkm,  each  handler  shall  pay  to  the 
gpoperative  association  on  or  before  the 
iHond  day  prior  to  the  dates  qiecifled 
m  paragraphs  (a)  and  (b) ,  reapcctlvely, 
cC  this  section,  an  amount  equal  to  the 
ffpm  of  the  individual  payments  other- 
vise  payable  to  such  producers  without 
the  deductions  provided  by  paragraphs 
(b)  (3)  and  (4)  of  this  section:  Provided. 
Ttaat  deductions  for  supplies  authorized 
ly  such  producer  may  be  made.    The 
f$ngatng  payment  shall  be  made  with 
mpect  to  milk  of  each  producer  whom 
(be  cooperative  association  certifies  Is  a 
■ember  effective  on  and  after  the  first 
^  of  the  month  next  following  receipt 
oC  such  certification  through  the  last  day 
«f  the  month  next  preceding  receipt  of 
nrtice  from  the  cooperative  assoclatkm 
of  a  termination  of  membership  or  until 
the  original  request  is  rescinded  in  wilt- 
ing by  the  cooperative  associatitm. 

(2)  A  copy  of  each  such  request, 
ixomise  to  reimburse  and  certified  list 
of  members  shall  be  filed  simultaneoaaly 
with  the  market  administrator  by  the 
eooperatlve  association  and  shall  be  sub- 
ject to  verification  at  his  discretion 
through  audit  of  the  records  of  the  co- 
operative association  pertaining  thereto. 
Kueptions,  if  any.  to  the  accuracy  of 
80^  certification  by  a  producer  claimed 
to  be  a  member,  or  by  a  handler,  shall 
be  TP^i**  by  written  notice  to  the  market 
•dmlnistrator  and  shall  be  subject  to 
tall  determination. 

(d)  In  making  the  payments  to  pro- 
dooers  pursuant  to  paragraph  (b)  (tf  this 
sectton,  each  handler  shall  furnish  each 
producer  a  supporting  statement  which 
■hall  show  for  each  month  the  following: 

(1)  The  identity  of  the  hazuUor  and 
of  the  producer; 

(2)  The  total  poimds  and  the  average 
butterfat  content  of  milk  received  from 
such  producer; 

(3)  The  minimum  rate  or  rates  at 
which  payment  to  soeh  iHtKlucer  is  re- 
quired pursuant  to  this  part; 

(4)  The  rate  which  is  used  In  making 
the  payment  if  such  rate  Is  other  than 
the  applicable  minimum  rate; 
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<5)  Ite  iamoont  or  the  rate  pa*  hun- 
dredw«li3it  and  nature  of  eadi  deduc- 
tion dateed  by  tlie  handler;  and 

(9>  The  net  amount  of  payment  to 
such  pftodmer. 

(e)  m  ma^*"g  pajrments  to  a  coop- 
erative asaoelatron  pursuant  to  para- 
graph (e)  of  this  section,  each  handler 
BhaU  report  to  such  cooperative  associ- 
ation for  eac^  such  producer  on  forms 
approved  by  the  market  administrator 
as  follows: 

(1)  On  or  before  the  20th  day  of  the 
month,  the  total  pounds  of  milk  received 
during  the  first  15  days  of  such  month, 
and 

(2)  On  or  before  the  7th  day  of  the 
following  month,  the  total  pounds  of 
milk  received  each  month,  together  with 
the  butterfat  content  of  such  milk  and 
the  amount  of  deductions  claimed  by 
such  handler. 

(f )  Each  handler  shall  pay  to  the  co- 
operative association  on  or  before  the 
10th  day  of  the  following  month  for  milk 
received  from  a  cooperative  association 
for  which  it  is  a  handler  pursuant  to 
1 1046.8(0  an  amoimt -computed  at  not 
less  than  the- value  of  such  milk  at  the 
minimum  prices  for  milk  in  each  class 
subject  to  the  applicable  location  and 
butterfat  differentials. 

g  1046.81      Butterfat  differentials  to  pro. 
ducers. 

In  making  payment  to  producers  pur- 
suant to  1 1046.80(b)  each  handler  shall 
add  to  the  uniform  price  not  less  than,  or 
subtract  from  the  uniform  price  not 
more  than,  as  the  case  may  be,  for  each 
one-tenth  of  one  percent  Uiat  the  but- 
terfat content  of  the  milk  received  from 
the  producer  is  above  or  below  3.5  per- 
cent, a  butterfat  differential  computed 
by  the  market  administrator  by  multi- 
plying the  total  pounds  of  butterfat  in 
producer  milk  classified  in  Class  I  and 
Class  n  milk  during  the  month  pursuant 
to  SS  1046.40  through  1046.46  by  the  re- 
spective butterfat  differential  for  each 
class,  dividing  the  sum  of  such  values 
by  the  total  pounds  of  such  butterfat. 
and  rounding  the  resulting  figure  to  the 
nearest  one -tenth  of  a  cent. 
S  1046.^  Location  differentials  to  pro- 
ihieen. 

In  making  pasmaents  to  producers  pur- 
suant to  1 1046.80(b)  a  handler  shall  de- 
duct from  the  uniform  price,  with  respect 
to  all  ndlk  received  from  producers,  not 
more  than  tlie  appropriate  zone  dif- 
ferential provided  in  §  1046.53. 
§  1046.83     Producer-settlement  fund. 

The  market  administrator  shall  es- 
tabUdi  and  maintain  a  separate  fund 
known  as  the  -producer-settlement  fund" 
into  which  he  shall  deposit  all  payments 
iiff«H»  bfy  handlers  pursuant  to  S  9 1046.61, 
1040.84  axkd  1046.86  and  out  of  which  he 
shall  make  all  payments  pursuant  to 
II 1046 J6  and  1046.86:  Provided,  That 
payments  due  any  handler  shall  be  offset 
by  payments  due  from  such  handler. 

§  1046.84     PayMents    to    the    producer- 
settlement  fund. 

On  or  before  the  15th  dfiy  after  the 
end  of  each  month,  each  handler  shall 
xwy  to  the  market  administrator  any 


amount  by  which  the  net  obUftHoi^  «f 
such  handler  for  tlte  monllk  fii  Ujuwir 
than  an  amount  eompoted  by  mtdttrfr* 
ing  the  hundredweight  of  mflk  KJMlfiJi 
by  him'  from  producers  during  the  moBflk 
by  the  uniform  price  adjostetf  fay  th» 
producer  butterfat  and  loeatlan  differen- 
tials. 


§  1046.85     Parmento   oirt    of    iha   pra-^ 
docer-settleaMnt  fund. 

(a)  On  or  before  the  16th  day  aftor  ttie    V 
end  of  eac!i  month,  the  market  admlnla- 
trator  shall  pay  to  eSach  handler  for  pay- 
ment ta  producers  any  amount  by  wbMi 
the  net  obligation  of  twA  handler  for 
the  month  is  less  than  an 
puted  by  multiplying  the 
of  milk  received  by  him  from  __ 
during  the  month  by  the  tmlfqni  _ 
adjusted  by  the  producer  botterfaC  and 
location  differentials:  Provided,  That  If 
the  balance  in  the  iM-oducer-aettlemmt 
fund  is  insufficient  to  make  all  _ 
pursuant  to  this  paragraph,  the 
administrator    ahall    reduce 
such  payments  and  shall 
payments  as  soon  as  the ; 
are  available. 

(b)  On  or  before  the  lith  day 
the  end  of  each  of.  the  mwitha  of  Sep- 
tember. October,  November,  and  Deceaob- 
ber,  the  market  administrator  liiaB  pay 
out  of  the  producer -settlement  fmad  to 
each  handler  for  aU  mflk  for  whldtpoiy* 
ment  is  to  be  made  to  prodiKera  pnraaant 
to  9  1046.80(b)   for  such  month  vadUi 
each  cooperative  association  for  all  pro- 
ducer milk  for  whlcii  su^  aaweiatlon  la 
receiving  payments  pursuant  to  1 1M0  Jt 
(c)  for  such  month  at  the  following  rate 
per  himdredweight:  For  the  months  of 
September    through    November,   dhrlde 
one-fourth  of  the  aggregate  amountjel 
aside  in  the  producer-settlement  fimd 
pursuant  to  9  1046.71(d)  during  the  loa- 
mediately    preceding    period    of    April 
through  July,  and  for  the  month  of  De- 
cember, divide  the  balance  remaining  In 
such  fund  by  the  hundredweitfit  of  pro- 
ducer milk  received  by  all  handlers  dur- 
ing the  month  (computed  to  the  nearest 
cent  per  hundredweight). 

§  1046.86     Adjustment  of  accoants. 

(a)  Whenever  verification  fay  the  mar- 
ket administrator  of  payments  by  any 
handler  discloses  errors  made  in  pay- 
ments to  the  producer-settlement  fund, 
the  market  administrator  shaU  prooiptly 
bill  such  handler  for  any  unpaid  amount 
and  such  handler  shall,  within  IS  days. 
TWftJTp  payment  to  the  market  adminis- 
trator of  the  amoimt  so  biQed.  Whtti- 
ever  such  verification  discloses  that  pay- 
ment is  due  from  the  maiket  admlnlstra^ 
tor  to  any  hsmdler,  pursuant  to  9  1046.85, 
the  market  administrator  shall,  within 
15  days,  mfdce  such  payment  to  such 
handler.  Whenever  verification  by  the 
market  administrator  of  the  payment  by 
a  handler  to  any  producer  for  mik  re- 
ceived by  such  handler,  diar.loera  pay- 
ment of  less  than  is  re<|uired  by  1 1048.80,  - 
the  handler  shall  pay  any  amount  ao  due 
not  later  than  the  time  of  making  pay- 
ment to  producers  next  following  such 
disclosure.  ^ 

(b)  Overdue  tusoounts:  Any  unpaid 
obligation  of  a  handler  or  of  the  nMurtet 
administrator   pursuant   to    Ii  1048 Jw, 
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1046^4,  1046.86.  1046.86(a>.  1046.87.  or 
1046.88  shall  be  Increased  one-half  of 
one  percent  each  month  or  fraction 
thereof,  compounded  monthly,  until  such 
obligation  is  paid. 

§  1046.87      MarkeliiiK    n^rvirrtt. 

(a)  Except  as  set  forth  in  paragraph 
(b)  of  this  section,  each  handler,  in  mak- 
ing payments  to  producers  pursuant  to 
9  1046.80(b).  shall  deduct  5  cents  per 
hundredweight,  or  such  amount  not  in 
excess  thereof  as  the  Secretary  may  pre- 
scribe, with  respect  to  all  milk  received 
by  such  handler  from  producers  <  other 
than  such  handler's  own  farm  produc- 
tion) during  the  month  and  shall  pay 
such  deductions  to  the  market  adminis- 
trator on  or  before  the  15th  day  after 
the  end  of  such  month.  Such  moneys 
shall  be  used  by  the  market  administra- 
tor to  verify  weights,  samples,  and  tests 
of  milk  received  from  such  producers  and 
to  provide  such  producers  with  market 
information.  Such  services  shall  be  per- 
formed in  whole  or  in  part  by  the  mar- 
ket administrator  or  by  an  agent  engaged 
by  and  responsible  to  him. 

(b)  Each  cooperative  association 
which  is  actually  performing  the  services 
described  in  paragraph  (a)  of  this  sec- 
tion, as  determined  by  the  market  ad- 
ministratoi-,  may  file  with  a  handler  a 
claim  for  authorized  deductions  from  the 
payments  otherwise  due  to  its  producer 
members  for  milk  delivered  to  such  han- 
dler. Such  claim  shall  contain  a  list  of 
the  producers  for  whom  such  deductions 
apply,  an  agreement  to  indemnify  the 
handler  in  the  making  of  the  deductions, 
and  a  certification  that  the  association 
has  an  unterminated  membership  con- 
tract with  each  producer.  In  making 
payments  to  producers  for  milk  received 
during  the  month,  each  handler  shall 
make,  in  lieu  of  the  deduction  specified 
in  paragraph  (a)  of  this  section,  deduc- 
tions in  accordance  with  the  associa- 
tion's claim  and  shall  pay  the  amount  de- 
ducted to  the  association  within  15  days 
after  the  end  of  the  month. 

§  1046.9S      Expena«   of   admininlraliun. 

As  his  pro  rata  share  of  the  expense 
of  the  administration  of  this  part,  each 
handler,  excluding  a  cooperative  asso- 
ciation in  its  capacity  as  a  handler  pur- 
suant to  9  1046.8(c),  shall  pay  to  the 
market  administrator  on  or  before  the 
15th  day  after  the  end  of  each  month  3 
cents  per  himdredweight.  or  such  lesser 
amount  as  the  Secretary  may  prescribe, 
for  each  hundredweight  of  skim  milk 
and  butterfat  contained  in  his  receipts 
during  the  month  of  (a>  producer  milk 
(including  such  handler's  own  farm  pro- 
duction), (b)  milk  received  from  a  co- 
operative association  in  its  capacity  as 
a  handler  pursuant  to  9  1046.8'c).  and 
(c)  other  source  milk  allocated  to  Class 
I  milk  pursuant  to  9  1046.46(a)  13*  and 
the  corresponding  step  of  3  1046.46<b). 
A  handler  operating  a  city  plant  which 
is  a  nonpool  plant  shall  pay  adminis- 
trative assessments  in  accordance  with 
I  1046.61. 

*     §  1046.89      Termination  of  obliKation*. 

.The  provisions   of   this  section  shall 
apply  to  any  obligation  under  this  part 
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for  the  payment  of  money  irrespective 
of  when  such  obligation  arose. 

(a)  The  obligation  of  any  handler  to 
pay  money  required  to  be  paid  under  the 
terms  of  this  part  shall,  except  as  pro- 
vided in  paragraphs  (b*  and  (O  of  this 
section,  terminate  two  years  after  the 
last  day  of  the  calendar  month  during 
which  the  market  administrator  receives 
the  handler's  utilization  report  of  the 
milk  involved  in  such  obligation,  unless 
within  .such  two-year  period  the  market 
administrator  notifies  the  handler  in 
writing  that  such  money  is  due  and  pay- 
able. Service  of  such  notice  shall  be 
complete  upon  mailing  to  the  handler's 
last  known  address,  and  it  shall  contain, 
but  need  not  be  limited  to,  the  following 
information: 

(1»   The  amount  of  the  obligation: 

'2>  The  month<si  during  which  the 
milk,  with  respect  to  which  the  obliga- 
tion exists,  was  received  or  handled,  and 

"  3 »  If  the  obligation  is  payable  to  one 
or  more  producers  or  to  a  cooperative 
association,  the  name  of  such  pro- 
ducer <s»  or  cooperative  association,  or 
if  the  obligation  is  payable  to  the  mar- 
ket administrator,  the  account  for  which 
It  IS  to  be  paid. 

<bi  If  a  handler  fails  or  refu.se.s.  with 
respect  to  any  obligation  under  this  part, 
to  make  available  to  the  market  adminis- 
trator or  his  representatives  all  books 
and  records  required  by  this  part  to  be 
made  available,  the  market  adminis- 
trator may,  within  the  two-year  period 
provided  for  In  paragraph  <a'  of  this 
section,  notify  the  handler  in  writing  of 
such  failure  or  refusal.  If  the  market 
administrator  so  notifies  a  handler  the 
.said  two-year  period  with  respect  to  such 
obligation  shall  not  begin  to  run  until 
the  first  day  of  the  calendar  month  fol- 
lowing the  month  during  which  all  such 
books  and  records  pertaining  to  such 
obligation  are  made  available  to  the  mar- 
ket administrator  or  his  representatives. 

(ci  Notwithstanding  the  provisions  of 
paragraphs  (a)  and  (b>  of  this  section, 
a  handler's  obligation  under  this  pwirt 
to  pay  money  shall  not  be  terminated 
with  respect  to  any  transaction  involving 
fraud  or  willful  concealment  of  a  fact, 
material  to  the  obligation,  on  the  part 
of  the  handler  against  whom  the  oblma- 
tion  is  sought  to  be  imposed 

'd'  Any  obligation  on  the  part  of  the 
market  administrator  to  pay  a  handler 
any  money  which  such  handler  claims 
to  be  due  him  under  the  terms  of  this 
part  shall  terminate  two  years  after  the 
end  of  the  calendar  month  during  which 
the  milk  involved  in  the  claim  was  re- 
ceived jf  an  underpayment  is  claimed, 
or  two  years  after  the  end  of  the  calendar 
month  durinff  which  the  payment  (in- 
cluding deductions  of  set-off  by  the  mar- 
ket administrator  I  was  made  by  the  han- 
dler if  a  refund  on  such  payment  is 
claimed,  unless  such  handler,  within  the 
applicable  period  of  time,  files  pursuant 
to  section  8c<15mA)  of  the  Act.  a  peti- 
tion claiming  such  money. 

Effective  Time.  Suspension,  or 
Termin.^tion 

i;  1046.90      KfTe*  live   limr. 

The  provisions  of  this  part,  or  any 
amendment  to  this  part,  shall  become 


effective  at  such  time  as  the  _ 
may  declare  and  shall  continue  in  hZ 
until  suspended  or  terminated,  pun^M 
to  5  1046.91.  ^^ 

§  1016.91      Sii<.prnKion  or  terminatli^ 

Any  or  all  provisions  of  this  p«ri  |a 
any  amendment  to  this  part,  shall  hi  ' 
suspended  or  terminated  as  to  any  qg 
all  handler.s  after  such  i-easonabie  aodBe 
a.s  the  Secretary  may  give  and  shall,  b 
any  event,  terminate  whenever  the  pio> 
vi.sion.s  of  the  Act  authorizing  it  cease  te 
be  in  effect 

i;   1016.92      (ctiiiinuiniE   power   and  daK 

'  a '  If  upon  the  suspension  or  tenal. 
nation  of  any  or  all  provisions  of  thk 
pa  It  there  are  any  obligations  arlsiog 
under  this  part,  the  final  accrual  or 
ascertainment  of  which  requires  furtlMr 
acLs  by  any  handler,  by  the  maiket 
admini.strator  or  by  any  other  peraoo, 
the  power  and  duty  to  perform  suet 
further  acts  shall  continue  notwlth* 
standing  such  suspension  or  teraU. 
nation:  Provided,  That  any  such  tets 
required  to  be  performed  by  the  maiket 
administrator  shall,  if  the  Secretary  so 
directs,  be  performed  by  such  other  psr- 
son,  persons,  or  agency  as  the  Secretary 
may  designate. 

'b'  The  market  administrator,  or 
such  other  person  as  the  Secretary  ma| 
designate,  shall  <1)  continue  in  sudi 
capacity  until  discharged,  (2)  tnm 
time  to  time  account  for  all  receipts  and 
disbursements  and,  if  so  directed  by  tbe 
Secretary,  deliver  all  funds  or  property 
on  hand,  together  with  the  books  and 
records  of  the  market  administrate,  or 
such  person,  to  such  person  as  the  See- 
rotary  shall  direct,  and  (3)  if  so  dlreetad 
by  the  Secretary,  execute  such  assign- 
ments or  other  instnmients  necessary 
or  appropriate  to  vest  in  such  person 
full  title  to  all  funds,  property,  and 
claims  vested  in  the  market  administra- 
tor or  such  person  pursuant  to  this  pari 

i;   1016.93      Liquidation    after    niinpfniiwi 
or    trrniination. 

Upon  the  suspension  or  termination 
of  any  or  all  provisions  of  this  part,  ex- 
cept $;;  1046.34.  1046.89,  and  1046J1 
through  1046.93.  the  market  adminis- 
trator, or  such  person  as  the  Secretaiy 
may  designate,  shall,  if  so  directed  ky 
the  Secretary,  liquidate  the  business  of 
the  market  administrator's  office  and 
dispose  of  all  funds  and  property  thsn 
in  his  pos.session  or  under  his  control. 
together  with  claims  for  any  fundi 
which  are  unpaid  and  owing  at  the  tine 
of  such  suspension  or  termination.  Any 
funds  collected  pursuant  to  the  provi- 
sions of  this  part,  over  and  above  tlis 
amounts  necessary  to  meet  outstanding 
obligations  and  the  expenses  necessarily 
incurred  by  the  market  administrator  or 
such  person  in  liquidating  and  distrib- 
uting such  funds,  shall  be  distributed  to 
the  contributing  handlers  and  produoen 
in  an  equitable  manner. 

Miscellaneous  Provisions 

§  10-i6.l00      AgrntM. 

The  Secretary  may,  by  designatloo 
in  writing,  name  any  officer  or  emplofit 
of  the  United  States  to  act  as  his  agettk 


Stturday,  February  3, 1962 

^  twresentative  in  connection  with  any 

5  the  provisions  of   this  part. 

1 1(^6.101     Separability  of  provuums. 

If  any  provision  of  this  part,  or  its 
■ailkMtlnr  to  any  person,  or  drcimi- 
^SLw  Is  held  Invalid,  the  i4>pUeatk>n 
yjjyiii  provision  and  of  the  remmtninc 
■JirtOTii  of  this  part  to  other  persons 
J^!^lxeumstances  shall  not  be  affected 

ttiereby. 

Signed  at  Washington.  D.C..  on  Janu- 
ary SI.  1962. 

Frank  J.  WsxcH. 
Assistant  Secretary. 

\TB.     Doc.    62-1170;     FUed.    Feb.    2.   1962; 
'  8:49  ajn.| 

FEDERAL  AVIATtON  AGENCY 

[14  CFR  Ports  600,  601  1 
[Alrqiace  Docket  Ho.  Sl-WT-Wl 

FEDERAL  AIRWAY,  ASSOCIATED 
CONTROL  AREAS,  AND  REPORTING 
POINTS 


Proposed  RavocoHon 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR 
409.13) .  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  is  considering 
amendments  to  Parts  600  and  601  of  the 
regulations  of  the  Administrator,  the 
substance  of  which  is  stated  below. 

Red  Federal  airway  No.  8  iwcsently 
extends  from  Lock  Haven,  Pa.,  to  Crystal 
\/fkm  Pa.  The  Federal  Aviation  Agency 
is  considering  revoking  Red  8.  It  is  the 
policy  of  this  Agency  to  revoke  L/MF 
airways  wherever  adequate  VOR  airways 
are  available,  and  it  appears  thai  the 
route  from  Lock  Haven  to  Crystal  Lake, 
Pa.,  is  adequately  served  by  the  numer- 
ous VOR  Federal  alrwasrs  in  this  area. 
In  additl(m,  the  Federal  Aviation  Agency 
IFR  peak -day  airway  traffic  survey  for 
the  period  of  July  1.  1960.  to  June  30, 
1961.  shows  a  maximum  of  one  aircraft 
movement  on  Red  8.  Therefore,  it  ap- 
pears that  the  retention  of  this  airway 
l8  unjustified  as  an  assignment  of  air- 
9ace.  Accordingly,  the  Federal  Avla- 
tioa  Agency  proposes  to  revoke  Red  8  and 
its  associated  control  areas.  Adoption 
of  this  proposal  would  not  result  in  dis- 
continuance of  the  low  frequency  navi- 
gational aids  associated  with  Red  8. 

Any  proposal  to  discontinue  one  or 
more  of  these  aids  would  be  circularized 
separately  and  interested  persons  would 
be  afforded  an  opportimity  to  comment. 
Concurrently  with  this  action.  §  601.4208. 
relating  to  reporting  points  associated 
with  Red  8  would  also  be  revoked. 

Interested  persons  may  submit  such 
written  data,  views  or  argumenta  as  they 
may  desire.  Communications  should  be 
submitt^  in  triplicate  to  the  Assistant 
Administrator,  Elastem  Region.  Attn: 
Chief,  Air  Traffic  Ehvision.  Federal  Avia- 
tion Agency.  Federal  Building.  New 
York  International  Airport,  Jamaica  30, 
N.Y.  An  communications  recdved  within 
,  forty-five  days  after  publication  of  this 
notice  in  the  Federal  Rscism  will  be 
eoosidered  before  action  Is  taken  on  the 
proposed  amendment.    No  public  hi 
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Ing  is  contemplated  at  this  ttme,  bat  ar- 
rangements few  Informal  conferences 
with  Federal  Avlatlan  Agency  oOdals 
may  be  made  by  contaetlnc  the  Regiooal 
Air  Trame^Divislon  Chief,  'or  the  Chief, 
Airspace  UUUzatlon  DivlslMi,  F^ederal 
Aviation  Agency,  Washington  25,  D.C. 
Any  date,  views  or  arguments  presented 
during  soch  conferences  must  also  be 
submitted  in  writing  in  acctntlance  with 
this  notice  in  order  to  become  part  of  the 
record  for  consideration.  The  proposal 
contained  in  this  notice  may  be  chsmged 
in  the  light  of  comments  received. 

The  official  Docket  will  be  available  for 
examination  by  interested  persons  at  the 
Docket  Section.  Federal  Aviati(m  Agency, 
Room  C-226,  1711  New  York  Avenue 
NW..  Wadiinigton  25,  D.C.  An  informal 
Docket  will  also  l)e  available  for  ex- 
amination at  the  ofBce  of  the  Regional 
Air  Traffic  Division  Chief. 

This  amendment  is  proposed  under 
section  307(a)  of  tlie  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  UJ9.C. 
1348). 

Issued  In  Washington.  D.C,  on  Jan- 
uary 29.  1962. 

CLIFrORO  P.   BmiTOM. 

Acting  Chief. 
Airspace  VtUvsation  Division. 

fF.R.    Doc.    63-1141;     FUed.    Feb.    3,    1962; 
8:46  ajB.I 


[14  CFR  Ports  600,  608  ] 

(Airspace  Docket  No.  ei-KC-21] 

RESTRICTED  AREA  AND  FEDERAL 
AIRWAY 

Proposed  Designation  and  Alteration 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR 
409.13).  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  is  considering 
amendments  to  9!  600.6169  and  608.47 
of  the  regulations  of  the  Administrator, 
the  substance  of  whi^  is  stated  below. 

The  Federal  Aviation  Agency  has 
under  consideration  a  proposal  by  the 
Department  of  the  Army  for  the  designa- 
tion of  a  restricted  area  at  Sioux 
Ordnance  Depot,  Sidney.  Nebr.,  as 
tctOomm: 

Boundaries.  A  circular  area  with  a  2400- 
foot  radlua  centered  at  latitude  41*  15' 13" 
N..  longitude  103*04'50"  W. 

Designated  alUtndea.  Surface  to  7.400  feet 
IISL. 

Time  of  designation.  0900  to  2100  UST, 
Monday  through  Friday. 

Using  agency.  Commanding  Officer,  Sioux 
Ordnance  Depot,  Sidney.  Nebr. 

The  proposed  restricted  area  would 
provide  special  use  airspace  for  the 
neutralization  of  ammunition  by  a  proc- 
ess known  as  burning.  The  Department 
of  the  Army  advises  that  this  process  is 
considered  a  hazard  to  aircraft  since  an 
uncontrolled  explosion  may  occur  at  any 
time  diulng  the  burning  operation. 

Low  altitude  VOR  Federal  airway  No. 
169  would  overlap  the  proposed  restricted 
area  to  a. minor  degree  (apixoximately 
one-half  mile) .  To  preclude  the  neces- 
sity of  prior  coordination  for  the  use  of 
thfai  segment  of  airway  and  to  afford 
m^-gtmiiin  flexibility  of  operations,  the 


descrU>tlon  of  Vtetor  160  wocdd  be  tf^ 
tered  to  exclude  the  poitloa  whUti  wMId 
he  wifUn  the  propoeed  leetiicted 
Ttie  cselaislon  off  ttiis  poctkn  of  ~ 
169  would  provide  adeqnete 
between  enroute  open^tona 
airway  and  operatkne  wltbtB  tlie 
posed  restricted  area  sinee  tte  1 
allowaUe  tolerance  of  tbe  TOR 
tion  aid  (Sidney.  Nebr..  VOR)  at  thla 
distance  f roin  the  facility  would  permit 
an  even  greater  reduction  In  the  airway 
width. 

Interested  persons  m»J  aulmlt 
written  data,  views  or  argi;^wnts  as 
may  desire.  Connranicatloaa  Astrtil  be 
submitted  in  triplicate  to  iht  Amlelaiit 
Administrator.  Centeal  Regloii.  Attn: 
Chief,  Air  Trallle  Dtviskm.  Bsderal  Avln- 
tJon  Agency,  4825  Trooat  Aveme,  r 

City  10.  Mo.    An  uaiii Ii  aWw 

ceived  within  f orty-flvc  daya  a(l« 
Ucatkm  of  this  notice  in  the 
RccisTn  will  be  considered  1 
is  taken  on  the  proposed 
No  patoVit  hearing  is 
this  time,  but  arrangementa  for 
conferences  with  '  '.'  ' 
Agency  ofBdals  may  be  made  by  < 
ing  the  Regional  Air  TralBe 
Chief,  or  the  dder.  Airspace  Ulllizatfoa 
Dhrision,  Federal  Aviation  Agcticy.  Wiarti- 
ington  25,  D.C.  Any  date,  vlewaor jtf- 
guments  presented  during  sadi  oonCer- 
ences  must  also  be  submitted  in  wrtUag 
in  accmdance  with  this  notice  in  order 
to  become  part  of  the  record  for  tM»shl- 
eration.  Tlie  proposal  contained  in  this 
notice  may  be  changed  in  tihe  Hght  at 
coDunents  received. 

The  official  Docket  wlU  be  avaUsMe  for 
examination  by  interested  persona  act  the 
Docket  Section.  Federal  Aviation  Ageney. 
Room  C-226,  1711  New  Tortc  Awnne 
NW.,  Washington  25,  D.C.  An  ktfacmal 
Docket  will  also  be  avallafale  for  enuH 
ination  at  the  office  of  the  Regtonal  Air 
Traffic  Division  Chief. 

This  amendment  is  propoeed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  njB.C.  IMS) . 

Issued  In  Washington.  D,C.,  on  Jan- 
xiary  29,  1962. 

CLIFPORB  P.  'BOKIOH. 

jteKnflP  Chief, 
Airspace  UtUvuition  Division. 

[F.R.    Doc.    62-1144;     FUed.-^W».    2,    1982; 
8:46  ajii.l 


[  14  CFR  Part  601  1 

[Airspace  Docket  No.  ei-FW-»41 

CONTROL  ZONE 
Proposed  DoHgnotion 

Pursuant  to  the  authori^  ddegated  to 
me  by  the  Administrator  (14  CFR  .409.- 
13) .  notice  Is  hereby  given  that  ttie  Fed- 
eral Aviation  Agency  is  considering  an 
amendment  to  Part  601  of  the  regula- 
tions of  the  Administrator,  the  sub- 
stance otjrhieh  is  steted  bdow. 

The  Federal  Aviation  Agmcy  is  con- 
sidering the  designation  of  a  oentrol 
zone  within  a  5-mile  radius  of  SteDlnga 
Field.  Klnston.  VJC.  (laUtade  85*19'40" 
N.,  longitude  77'37'05"  W.).  and  wltfaln 
3  miles  either  side  of  the  Kinotoa  VOR 
047°   True  radial  extending  from  the 
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VOR  to  8  miles  northeast.  The  time  of 
designation  would  coincide  with  the 
hours  of  operation  of  the  aviation 
weather  reporUng  service  provided  by 
Piedmont  Airlines  from  0700  to  2330 
eastern  standard  time,  dally.  Vari- 
ances In  the  tlm«  of  weather  reporting 
would  alter  the  time  of  designation  of 
the  control  Bone  and  would  be  reported 
In  advance  of  such  changes  by  the  issu- 
ance of  a  Notice  to  Airmen. ' 

The  proposed  control  zone  would  pro- 
vide protection  for  aircraft  executing 
prescribed  instrument  approach  proce- 
dures at  Stallings  Field.  Communica- 
tions would  be  provided  by  the  FAAs 
New  Bern  Flight  Service  Station. 

Interested  persona  may  submit  such 
written  data,  views,  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator.  Southern  Region,  Attn: 
Chief.  Air  Traffic  Division.  Federal  Avi- 
ation Afency.  52  Falrlle  Street  NW.. 
Atlanta  3.  Oa.  All  communications  re- 
ceived within  forty-five  days  after  pub- 
Ueatlon  of  this  notice  in  the  Federal 
RsGism  will  be  considered  before  action 
is  taken  on  the  proposed  amendment. 
No  public  hearing  is  contemplated  at  this 
time,  but  arrangements  for  informal 
conferences  with  Federal  Aviation 
Agency  officials  may  be  made  by  con- 
tacting the  Regional  Air  Traffic  Division 
Chief,  or  the  Chief,  Airspace  Utilization 
Division.  Federal  Aviation  Agency.  Wash- 
ington 25,  D.C.  Any  data,  views  or  ar- 
gxmients  presented  during  such  confer- 
ences must  also  be  submitted  in  writing 
in  accordance  with  this  notice  in  order 
to  become  part  of  the  record  for  con- 
sideration. The  proposal  contained  in 
this  notice  may  be  changed  in  the  light 
of  c<Miiments  received. 

The  official  Docket  will  be  available  for 
examination  by  interested  persons  at  the 
Docket  Section.  Federal  Aviation  Agency, 
Ro(Hn  C-220,  1711  New  York  Avenue 
NW..  Washington  25,  D.C.  An  informal 
Docket  will  also  be  available  for  exam- 
ination at  the  office  of  the  Regional  Air 
Traffic  Division  Chief. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  SUt.  749:  49  U  S.C. 
1348). 

Issued  in  Washington,  D.C.  on  Janu- 
ary 30,  1962. 

CtirroRD  P.  Burton. 

Acting  Chief. 
Airspace  Utilization  Division. 

|FR.    Doc.     «2-I136:     Filed.     Feb      2.     1962: 
8:46  a.m.  I 


(  14   CFR   Part  60l  1 

I  Airspace  Docket  No.  61-KC-54| 

CONTROL  ZONE 
Proposed  Designation 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (14  CFR 
409.13),  notice  Is  hereby  given  that  the 
Federal  Aviation  Agency  is  considering 
an  amendment  to  Part  601  of  the  regu- 
lations of  the  Administrator,  the  sub- 
stance of  which  is  stated  below. 

The  Federal  Aviation  Agency  has  un- 
der consideration  the  designation  of  a 
part-time  control  zone  at  Oshkosh.  Wis. 


PROPOSED  RULE   MAKING 

The  proposed  control  zone  would  be  des- 
ignated within  a  7-miIe  radius  of  the 
Winnebago  County  Airport,  Oshkosh. 
Wis.  (latitude  43°59'20'  N..  longitude 
88°33'15"  W)  and  within  2  miles  either 
side  of  the  Oshkosh  VOR  176'  True 
radial  extending  from  the  VOR  to  8  miles 
south,  from  0600  to  2200  hours  local 
standard  time  daily.  This  control  zone 
would  provide  protection  for  aircraft 
executing  prescribed  instrument  ap- 
proach procedures  to  the  Winnebago 
County  Airport.  In  addition,  the  7-mile 
radius  is  required  to  contain  the  flight 
path.s  of  aircraft  executing  standard  m- 
.strument  departures.  Communications 
and  weather  sei"vice  would  be  provided 
for  aircraft  oi>eratmg  within  the  pro- 
poiied  control  zone  by  the  Federal  Avia- 
tion Agency  control  tower  scheduled  to 
be  commissioned  in  May  1962.  If  this 
proposal  is  adopted,  the  control  zone 
would  not  be  made  effective  prior  to  the 
time  communications  and  weather  serv- 
ice are  available. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator,  Central  Region,  Attn: 
Chief,  Air  Traffic  Division,  Federal  Avia- 
tion Agency.  4825  Troost  Avenue,  Kansas 
City  10,  Mo.  All  communications  re- 
ceived within  forty-flve  days  after  pub- 
lication of  this  notice  in  the  Federal 
Register  will  be  considered  before  action 
i.s  taken  on  the  proposed  amendment. 
No  public  hearing  is  contemplated  at 
this  time,  but  arrangements  for  informal 
conferences  with  Federal  Aviation  Agen- 
cy officials  may  be  made  by  contacting 
the  Regional  Air  Traffic  Division  Chief, 
or  the  Chief.  Airspace  Utilization  Di- 
vision. Federal  Aviation  Agency,  Wash- 
ington 25,  DC.  Any  data,  views  or 
arguments  presented  during  such  con- 
ferences must  also  be  submitted  in 
writing  in  accordance  with  this  notice 
in  order  to  become  part  of  the  record 
for  consideration.  The  proposal  con- 
tained in  this  notice  may  be  changed  in 
the  light  of  comments  received. 

The  official  Docket  will  be  available 
for  examination  by  interested  persons  at 
the  Docket  Section.  Federal  Aviation 
Agency.  Room  C-22&.  1711  New  York 
Avenue  NW..  Washington  25.  D.C.  An 
informal  Docket  will  also  be  available  for 
examination  at  the  office  of  the  Regional 
Air  Traffic  Division  Chief. 

This  amendment  is  propo.sed  under 
.section  307<a)  of  the  Federal  Aviation 
Act  of  1958  <72Stat  749:  49  U  S  C  1348' 

Issued  in  Washington,  DC  .  on  Janu- 
ary 30.  1962. 

Clifford  P.  Burton. 

Acting  Chief. 
Airspace  Utilization  Diinsion. 

IFR      D<m:      62   1136;     Filed.     Feb     2.     1962, 
8  46  am  I 


Federal  Aviation  Agency  is  coi 
an  amendment  to  8  602.300  of  the 
iatiotts  of  the  Administrator,  the    _ 
.stance  of  which  is  stated  below. 

In  accordance  with  Special  Civil  Ak 
Regulation  No.  444  (26  F.R.  293)  thi 
Federal  Aviation  Agency  has  under  flan, 
sideration  the  designation  of  a  tarmfa^ 
radar  jet  advisory  area  within  the  eoi^ 
t mental  control  area  from  flight  k«i| 
240  to  flight  level  390  inclusive  ani 
within  16  miles  either  side  of  the  foQov< 
mv.  instrument  departure  route  from  the 
San  Franci.sco  Oakland.  Calif.,  Metix>- 
politan  area. 

From  the  San  Francisco,  Calif.,  VOR  vk 
ihe  Iritersectlon  of  the  San  Pranctaco  fCB 
304  and  the  Sacramento,  Calif.,  VOBTiC 
23:)  True  radlals;  thence  via  the  SMa* 
memo  VORTAC  233°  TYue  radial  to  the  la. 
tersectlon  of  the  Sacramento  VORTAO  Ml* 
and  the  Unden.  Calif.,  VORTAC  360*  IVm 
radlals:  thence  via  the  Linden  VORTAC  SH* 
True  radial  to  the  Unden  VORTAC; 
via  the  Unden  VORTAC  04«'  and  the 
Nev  .  VOR  208  True  radlale  to  the 
VOR. 

The  designation  of  this  proposed  ter. 
minal  radar  jet  advisory  area  would  iiro* 
vide  a  deflned  area  wherein  Jet  advisory 
service  would  be  provided  to  civil  tuitM>> 
jet  aircraft  departing  the  San  Ptsd- 
Cisco  Oakland  Metropolitan  area. 

Interested  persons  may  submit  sueh 
written  data,  views  or  argiunents  w 
they  may  desire.  CommunicatiOBi 
should  be  submitted  in  trlpUcate  to  the 
Chief.  Airspace  Utilization  Division,  Fed- 
eral Aviation  Agency,  Washington  36, 
DC.  All  communications  received  with- 
in forty-flve  days  after  publication  of 
this  notice  in  the  Federal  RECxsm  will 
be  considered  before  action  is  taken  od 
the  propased  amendment.  No  pubbe 
hearing  is  contemplated  at  this  time,  but 
arrangements  for  informal  conferenoa 
with  Federal  Aviation  Agency  oflldaii 
may  be  made  by  contacting  the  Chief. 
Airspace  Utilization  Division.  Any  data, 
views  or  arguments  presented  durlm 
such  conferences  must  also  be  submitted 
in  writifig  in  accordance  with  this  notice 
in  order  to  become  part  of  the  record  for 
consideration.  The  proposal  contained 
in  this  notice  may  be  changed  in  the  light 
of  comments  received. 

The  official  Docket  will  be  available  for 
examination  by  interested  persons  at  the 
Docket  Section,  Federal  Aviation  Agency, 
Room  C-226.  1711  New  York  Avenue 
NW  .  Washington  25.  D.C. 

This  amendment  is  proposed  under 
section  307' a'  of  the  Federal  Aviatbm 
Act  of  1958  I  72  Stat.  749:  49  U.S.C.  1348). 

Is.sucd  in  Washington.  D.C.  on  Jan- 
uary 30.  1962 

Ci  iFFORD  P.  Burton, 
Acting  Chief. 
Airspace  Utilization  Division.  - 

|FR      Due     62  1137:    Filed.    Feb.    2,    iMi; 
8:46  a.m.)  «. 


[  14   CFR   Part  602  1 

I  Airspace  Docket  No  61-WA-215| 

JET  ADVISORY  AREA 
Proposed  Designation 

E»ursuant  to  the  authority  delegated 
to  me  by  the  Administrator  •  14  CFR 
409  13),  notice  is  hereby  given  that  the 


[  14   CFR   Pari  602  1 

I  Airspace  Docket  No.  61-WA  221] 

JET  ADVISORY  AREAS 
Proposed   Designation 

Pur.suant  to  the  authority  delegated  to 
ine  by  the  Administrator  (14  CfR 
409  13».  notice  is  hereby  given  that  tbt 


Saturday,  February  3, 1962 

«^Au»l  Aviation  AgeAcy  is  considering 
Siffliendment  to  9  602.300  of  the  regu- 
2^joDS  of  the  Administrator,  the  sub- 
^^^  of  which  is  stated  below. 

xSe  ftderal  Aviation  Agency  has  un- 
der consideration  the  designation  of  ad- 
ditional terminal  radar  Jet  advisory 
greM  at  Tampa,  Fla.  It  is  proposed  to 
designate  terminal  radar  Jet  advisory 
mrtwi  within  the  continental  control 
area  from  flight  level  240  to  flight  level 
390  inclusive  within  16  miles  either  side 
of  the  following  departure /arrival 
routes  at  Tampa: 

1  St  Petersburg,  Fla.,  VORTAC  to 
theOcala,  Fla.,  VORTAC. 

2  St.  Petersburg  VORTAC  via  the  St. 
Petersburg  VORTAC  320°  True  radial  to 
the  boundary  of  the  continental  control 

area 

3  GFainesvUle,  Fla.,  VOR  via  the  Inter- 

gection  of  the  GainesviUe  VOR  231"  and 
the  St.  Petersburg  VORTAC  350*  True 
radlals;  thence  south  via  the  St.  Peters- 
burg VORTAC  350°  True  radial  to  the 
boundary    of    the    continental    control 

area. 

The  designation  of  these  proposed  ter- 
minal radar  jet  advisory  areas  would 
provide  deflned  areas  wherein  jet  ad- 
visory service  would  be  provided  to  civil 
turbojet  aircraft  departing  the  Tampa/ 
St.  Petersburg  Metropolitan  area. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Chief.  Air- 
ipsce  Utilization  Division,  Federal  Avia- 
tion Agency,  Washington  25,  D.C.  All 
communications  received  within  forty- 
flve  days  after  publication  of  this  notice. 
in  the  Federal  Register  will  be  consid- 
ered before  action  is  taken  on  the  pro- 
posed amendment.  No  public  hearing  is 
contemplated  at  this  time,  but  arrange- 
ments for  informal  conferences  with 
Federal  Aviation  Agency  officials  may  be 
made  by  contacting  the  Chief,  Airspace 
Utilization  Division.  Any  data,  views  or 
arguments  presented  during  such  con- 
ferences must  also  l>e  submitted  in  writ- 
ing in  accordance  with  this  notice  In 
order  to  become  part  of  the  record  for 
consideration.  The  proposal  contained 
in  this  notice  may  be  changed  in  the 
light  of  comments  received. 

The  official  Docket  will  be  available 
for  examination  by  interested  persons  at 
the  Docket  Section,  Federal  Aviation 
Agency.  Room  C-226.  1711  New  York 
Avenue  NW.,  Washington  25.  D.C. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749 ;  49  UJ3.C.  1348) . 

Issued  in  Washington,  D.C,  on  Jan- 
uary 30.  1962. 

Clifford  P.  Bttrton, 

Acting  Chief, 
Airspace  Utilization  Division. 

Doc     62-1138:     Piled,    Feb.    2,    19«2: 
8. 46  a.m.] 


FEDERAL  REGISTER 

400.13),  notice  is  hereby  given  that  the 
FMenl  ATiatkm  Agency  is  considolng 
an  amendnkent  to  f  602300  ot  the  regu- 
lations of  the  Administrator,  the  sub- 
stance of  which  Is  stated  below. 

The  Federal  Aviation  Agency  lias  un- 
der consideration  the  designation  of  a 
terminal  radar  jet  advisory  area  from 
flight  level  240  to  flight  level  390  inclu- 
sive and  within  16  miles  either  side  of 
the  following  instrument  departure  route 
from  the  Denver,  Colo.,  terminal  area: 
From  the  Denver  VORTAC  via  direct 
radlals  to  the  ScottsblufT,  Nebr.,  VOR- 
TAC. 

The  designation  of  this  proposed 
terminal  Jet  advisory  area  would  provide 
a  deflned  *rea  wherein  jet  advisory  serv- 
ice would  be  provided  to  civil  turbojet 
aircraft  departing  the  Denver  terminal 
area. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.    Communications  should  be 
submitted  in  triplicate  to  the  Regional 
Manager,  Western  Region,  Attn:  Chief, 
Air  Traffic   Division,   Federal   Aviation 
Agency,  5651  West  Manchester  Avenue, 
P.O.  Box  90007,  Airport  Station,  Los  An- 
geles 45.  Calif.    All  communications  re- 
ceived within  forty-flve  days  after  pubU- 
catlon  of   this   notice   in   the   Federal 
RsGiSTni  will  be  considered  before  action 
Is  taken  on  the  proposed  amendment. 
No  public  hearing  is  contemplated  at  this 
time,   but    arrangements    for    informal 
conferences      with      Federal      Aviation 
Agency  officials  may  be  made  by  con- 
tacting the  Regional  Air  Traffic  Division 
Chief,  or  the  Chief,  Airspace  Utilization 
Division.     Federal     Aviation     Agency, 
Washington  25,  D.C.    Any  data,  views  or 
arguments  presented  during  such  con- 
ferences must  also  be  submitted  in  writ- 
ing In  accordance  with  this  notice  in 
order  to  become  part  of  the  record  for 
consideration.    The  proposal  contained 
In  this  notice  may  be  changed  in  the 
light  of  comments  received. 

The  official  Docket  will  be  available  for 
examinatl<Mi  by  Interested  persons  at  the 
Docket  Section.  Federal  Aviation  Agency, 
Room  C-226, 1711  New  York  Avenue  NW., 
Washington  25,  D.C.  An  informal 
Docket  will  also  be  available  for  exam- 
ination at  the  office  of  the  Regional  Air 
Traffic  Division  Chief. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  U.S.C.  1348) . 

Issued  in  Washington,  DC,  on  Jan- 
uary 29, 1962. 

Charles  W.  Carmody, 
Chief.  Airspace  Utilization  Division. 

IF.R.    Doc.     62-1142;     Filed,    Feb.     2,    1962; 
8:46  a.m.  I 


IFH. 


[  14  CFR  Part  6021 

[Airspace  Docket  No.  61-LA-115] 

JET  ADVISORY  AREA 
Prwposed  Designation 

Pursuant  to  the  authority  delegated  to 
me    by    the    Administrator    (14    CFR 


[  14  CFR  Part  608  1 

[Airspace  Docket  No.  61-LA-1201 

RESTRICTED  AREA 
Proposed  Alteration 


Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR 
409.13),  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  is  considering 
an  amendment  to  S  608.25  of  the  regu- 


laUons  of  the  Aitaninlstrator.  tbe  MdH 
stance  of  whi^  Is  stated  bdow. 

The  China  lAke  Sowtta,  Caltf^  Be- 
stricted  Area  R-2S00  la  an  aiM  of  ap- 
proximately 89  awiare  miles  awlgnxl 
to  the  Commander.  Naval  Ordnanee 
Test  Station.  China  Lake.  Calif.,  and 
provides  restricted  air^ace  for  tbe  run- 
in  portion  of  the  loft  bombing  manaeuvers 
conducted  at  a  target  located  within  the 
adjacent  Chhia  Lake  Restricted  Area 
R-2505  at  latitude  35*46'00"  N..  longi- 
tude 117'44'10"  W.  R-2506  is  desig- 
nated from  the  surface  to  6,000  feet 
MSL,  sunrise  to  simset.  Monday  throoite 
Friday,  and  provides  a  5  nautical  inile 
wide  run-in  corridor  approximately  23 
nautical  miles  in  length  from  the  target 
site. 

The  Federal  Aviation  Agency  has  re-  _ 
viewed  information  submitted  by  the  * 
Department  of  the  Navy  concenUng  the 
utilization  of  this  restricted  area.  Ibis 
review  indicates  that  the  special  use  air- 
space assigned  to  the  Naval  Ordnance 
Test  Station  at  C^iina  Lake  is  in  esceai 
of  that  necessary  to  contain  the  activi- 
ties conducted  therein.  AccordinsAy. 
the  Federal  Aviation  Agency  is  consider- 
ing the  alteration  of  the  assigned  q;»ecial 
use  airspace  by  reducing  the  lateral  di- 
mensions of  R-2506  to  the  extent  neces- 
sary to  satisfy  the  minimum  reouire- 
ments  for  activities  associated  with  the 
run-in  portion  of  the  loft  bombing  ma- 
neuver. This  action  would  reduce  the 
size  of  R-2506  to  an  area  of  approxi- 
mately 8  square  miles  which  woidd  pro- 
vide for  a  10-nautical  mile  nm-ln  to  the 
target  site. 

If  this  action  is  taken.  R-2506  would 
be  designated  as  follows : 

R-2506    CHlna  Lake  South.  Calif. : 

Boundaries.  Beginning  at  laUtude  35*37' 
30"  N.,  Longitude  117*41'40"  W.;  to  lati- 
tude 35°36'50"  N..  longitude  117*41'86"  W.; 
to  latitude  35*36'46"  N.,  longitude  117*46' 
25"  W.;  to  laUtude  36*37'30"  N.,  longitude 
117*45'30"  W.:  to  tHe  point  of  beginning. - 

Designated  altitudes.  Surface  to  6,000  feet 
MSL. 

Time  of  designation.  Sunrlac  to  sxuuet, 
Monday  through  Friday. 

Controlling  agency.  FedeiU  Aviation 
Agency,  Loe  Angeles  ARTC  Oent«. 

Using  agency.  CJommander.  Naval  Ord- 
nance Test  Station,  diina  Lake.  Calif. 

Interested  persons  may  submit  such 
written  data,  views  or  argummts  as  they 
may  desire.  Communications  should  be 
sulxnitted  hi  tripUcate  to  the  Assistant 
Administrator.  Western  Region,  Attn: 
Chief.  Air  Traffic  Division,  Federal  Avia- 
tion Agency.  5651  West  Manchester  Ave- 
nue, P.O.  Box  90007.  Airport  Station.  Los 
Angeles,  45.  Calif.  All  communications 
received  within  forty-flve  days  after 
publication  of  this  notice  in  the  FnisaAL 
Registek  will  be  considered  before  action 
is  taken  on  the  proposed  amendmmt. 
No  public  hearing  Ls  contemplated  at  this 
time,  but  arrangements  for  informal 
conferences  with  Federal  Avlaticm 
Agency  officials  may  be  made  by  con- 
tacting the  Regionid  Air  Traffic  Division 
Chief,  or  the  Chief,  Airspace  UtillMition 
Division.  Federal  Aviation  Ageni^. 
Washington  25.  D.C.  Any  data,  views 
or  arguments  presented  during  such  con- 
ferences must  also  be  submitted  in  writ- 
ing In  accordance  with  this  notice  in' 
order  to  become  part  of  the  record  for 
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consideration.  The  proposal  contained 
in  this  notice  may  be  changed  in  the 
light  of  comments  received. 

The  ofBclal  Docket  will  be  available 
for  examination  by  interested  persons  at 
the  Docket  Section,  Federal  Aviation 
Agency.   Room   C-226.    1711    New   York 


PROPOSED   RULE   MAKING 

Avenue  NW..  Washington  25,  DC  An 
informal  IDocket  will  also  be  available 
for  examination  at  the  office  of  the  Re- 
gional Air  Traffic  Division  Chief. 

This  amendment  is  proposed  under 
.section  307*  a »  of  the  Federal  Aviation 
Act  of  1958  I  72  Star  749;  49  U  S  C   1348' 


Issued  in  Washington,  D.C..  on  Jan. 
uary  29.   1962. 

Clifford  P.  Burtoh, 
Acting  Chief, 
Airsvace  Utilization  Division. 
:KH      l>><       62    1143;     Piled.    Feb     2.    IMk 
8  46  ami 


DEPARTMENT  OF  STATE 

Afl«»<y  '®'  InfernoHoAoi  D«v*lepin«nt 

[Delegation  ot  Antborlty  9] 

CERTAIN  OFFICERS 

Dttigncrtion  To  Act  as  Administrafor 

Punuant  to  the  authority  vested  in 
me  by  Delegation  of  Authwity  No.  104 
fram  the  Secretary  of  State,  and  In  ac- 
0onlancc  with  the  provisions  of  section 
134(b)  of  the  Foreign  Assistance  Act  of 
1961,   as   amended,    it    is    directed    as 

follows:  J     i..  • 

In  the  event  of  the  absence,  death, 
resignation  or  disability  of  the  Admin- 
istrator, the  following  designated  officers 
of  the  Agency  for  International  Develop- 
ment Aall.  in  the  order  of  succession 
iodkated,  act  as  Administrator: 

1.  Deputy  Administrator. 

2.  Deputy  Administrator  for  Program. 

3.  Assistant  Administrator.  Bureau  for 
Near  East -South  Asia. 

4.  Assistant  Administrator.  Bureau  for 
Latin  America. 

5.  Assistant  Administrator.  Bureau  for 
Africa  and  Europe. 

6.  Assistant  Administrator,  Bureau  for 
Far  East. 

This  delegation  of  authority  shall  be 
effective  Immediately. 

Fowler  Hamilton. 
Administrator. 
January  26. 1962. 

|FJl.    Doc.    82-1168;     Filed.    Feb.    2,    1962; 
8:49  a.m.] 

ATOMIC  ENERGY  COMMSSION 

[Docket  No.  50-3] 

CONSOLIDATED  EDISON  COMPANY 
OF  NEW  YORK,  INC. 

Notice  of  Extension  of  Completion 
Dote 

Please  take  notice  that  the  Atomic 
Energy  Commission  has  issued  an  order 
extending  to  April  2,  1962.  the  latest 
completion  date  specified  in  Construc- 
tion Permit  No.  CPPR-l  for  tiie  con- 
•tryction  of  the  163.000  kilowatt  (elec- 
trical) pressurized  water  nuclear  reactor 
to  be  located  at  Indian  Point.  New  York. 
'  Copies  of  the  Commission's  order  and 
of  the  igsplication  by  Consolidated  Edi- 
■on  Company  of  New  York,  Inc.,  are 
available  for  public  inspection  at  the 
OcHnmission's  Public  Document  Room, 
1717  H  Street  NW..  Washington,  D.C. 

Dated  at  Germantown,  Md.,  this  30th 
day  of  January  1962. 

For  the  Atomic  Energy  Commission. 

R.  LOWENSIBIN, 

Director.  Division  of 
Licensing  and  Regulation. 

|FJl.    Doc.    62-1128:    VUed,    Feb.    2,    IMS; 
8:45  aJn.] 


Notices 

IDocket  No.  50-101] 

UNITED  NUCLEAR  CORP. 

Notko  of  Issuonce  of  Facility  License 
Amendment 

Pleaae  take  notice  that  the  Atomic 
Energy  Commission  has  issued  Amend- 
ment No.  3,  set  forth  below,  to  Facility 
UcMiae  No.  R-49.  The  license,  as 
amoided.  authorizes  United  Nuclecu* 
Corporation  to  possess  and  operate  the 
nuclear  reactor,  designated  as  the  "Pawl- 
ing Research  Reactor"  and  located  at 
Pawling.  New  York.  This  amendment 
awthoriies  United  Nuclear  Corporation 
(1)  to  modify  the  upper  end  cap  design 
of  the  outer  buffer  fuel  elements  and  the 
means  of  attaching  this  fuel  to  the  upper 
support  structure;  and  (2)  to  omit  a 
three  inch  Masonite  reflector  around  the 
sides  of  the  top  of  the  reactor  tank. 
These  authorizations  were  among  those 
requested  by  the  licensee  in  an  applica- 
tion for  amendment  dated  May  23.  1961. 

The  Commission  has  found  that  op- 
eration of  the  facility  in  accordance  with 
the  license,  as  amended,  will  not  pre- 
sent undue  hazard  to  the  health  and 
safety  o^  the  public  and  will  not  be  inimi- 
cal to  the  common  defense  and  security. 

The  Commission  has  further  found 
that  prior  public  notice  of  proposed  is- 
suance of  this  amendment  is  not  neces- 
sary in  the  public  interest  since  opera- 
tion of  the  facility  in  accordance  with 
the  license  as  amended  would  not  present 
any  substantial  change  in  the  hazards  to 
the  health  and  safety  of  the  public  from 
those  already  considered  acceptable  in 
connection  with  the  previously  approved 
operation  of  this  facility. 

In  accordance  wiUi  the  Commission's 
rules  of  practice  (10  CFR  Part  2)  the 
Commission  will  direct  the  holding  of  a 
formal  hearing  on  the  matter  of  issuance 
of  the  license  amendment  upon  receipt 
of  a  request  therefor  from  the  licensee 
or  an  intervener  within  thirty  (30)  days 
after  the  issuance  of  the  license  amend- 
ment. Petitions  for  leave  to  intervene 
and  requests  for  a  formal  hearing  shall 
be  filed  by  mailing  a  copy  to  the  Office 
oC  the  Secretary.  Atomic  Energy  Com- 
mission,  Washington  25,  D.C,  or  by  de- 
livery of  a  copy  in  person  to  the  Office  of 
the  Secretary,  (jermantown,  Maryland 
or  the  Commission's  Public  Document 
Room.  1717  H  Street  NW..  Washington, 
D.C. 

For  further  details,  see  (1)  the  appli- 
cation for  license  amendment  dated  May 
23.  1961,  by  United  Nuclear  Corporation. 
and  (2)  a  hazards  analysis  of  the  pro- 
posed amendment  prepared  by  the  Divi- 
■k>n  of  Licensing  and  Regulation,  both 
on  file  at  the  Commission's  Public  Docu- 
ment Room,  1717  H  Street  NW..  Wash- 
ington. D.C.  A  copy  of  item  (2)  above 
may  be  obtained  at  the  Commission's 
PubUc  Document  Room,  or  upon  request 
addressed  to  the  Atomic  Energy  Commis- 


sion. Washington  25,  D.C,  Attention: 
Director,    Division    of    T4cenring    and 

Regulation. 

Dated  at  Germantown,  Md.,  tliis  2Mh 
day  of  January  1962. 

For  the  At(»nic  Energy  Commission. 

ROBKR  H.  Bktah. 
Chief,  Research  cmd  Power  Re- 
actor Safety  Branch.  DtoUkm, 
of  Licensing  and  Restulation. 

Amsndmxkt  to  Facxlitt  IdcsmB 

lUcenae  Mo.  B-«0;  Aaadt.  S] 

License  No.  B-40,  as  prevkmSly  unendeA, 
is  further  amended  m  ttOoma: 

1.  The  llcenaee  Is  sothortBd  to  modify  tbe 
upper  end  cap  dCBtgn  of  tiM  outer  tanfler  fuel 
elements  as  described  in  the  api^lcatton  for 
amendment  dated  May  2S.  1061. 

2.  Tbe  licensee  is  avithorlasd  to  omit  a 
three  inch  Masonite  reflector  around  the 
Bides  at  the  top  of  the  reactor  tank  ••  «e- 
scrlbed  in  the  application  for  ■iiisiKtaiant 
dated  May  2S.   1961. 

This  amendment  is  effective  as  of  the  date  * 
of  Issuance.  , 

Date  of  issuance:  January  29.  1982. 

For  the  Atomic  Energy  Commission. 

Roaarr  H,  BaTAir. 
Chief,  Research  and  Power  Reactor 
Safeff  BranOi,  Division  of  Licen- 
sing and  Regulation. 

[F.R.    Doc.    62-1129;     FUed.    Feb.    2.    1962; 
8:45    ajn.] 


GENERAL  SERVICES  ADIMS- 
TRATHW 

[Delegation  of  Authority  155.  Bev.; 
Revocation] 

SECRETARY  OF  COMMERCE 

Delegation  of  Authority  to  Establish 
Special  PoUco  Force  foi'  Prolocllen 
of  Maritime  Administration  Instal- 
lations; Revocation 

1.  Pursuant  to  the  authority  vested  in 
the  Administrator  of  General  Services 
by  the  provisions  of  the  Federal  Property 
and  Administrative  Services  Act  of  IMft 
(63  Stat.  377) .  as  amended.  Delegation  of 
Authority  No.  155.  Revised  (22  P.R. 
7499).  dated  September  12,  1957,  to  the 
Secretary  of  Commerce  to  appoint  uni- 
formed guards  as  special  policemen  in 
connection  with  the  pr6tection  of  llari- 
time  Administration  installations  is 
hereby  revoked. 

2.  The  revocation  of  this  d^egation  of 
authority  shall  be  effective  as  of  the  date 
hereof. 

Dated:  January  30,  1962. 

Bernard  L.  Botrmr, 
AdnttntstrstoT. 

[F.R.    Doc.    62-1160;    Filed.    Feb.    S,    1962; 
8:48  ajn.] 
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INTERSTATE  COMMERCE 
COMMISSION 

IRev.   S.   O.   5«3,   Taylors  ICC    Order    140 1 

MIDLAND  VALLEY  RAILROAD  CO. 
Rerouting  ond   Diversion  of  Traffic 

In  the  opinion  of  Charles  W  Taylor. 
Agent,  the  Midland  Valley  Railroad  Com- 
pany, due  to  bridge  damage  near  Arkan- 
sas City,  Kansas,  is  unable  to  transport 
trafBc  routed  over  its  lines. 

/tw  ordered.  That: 

(a)  Rerouting  trafiflc:  Midland  Valley 
Railroad  Company  and  its  connections. 
being  imable  to  transport  traffic  in  ac- 
cordance with  shippers  routing  because 
of  bridge  damage  are  hereby  authorized 
to  dlTcrt  or  reroute  traflBc  moving  over  its 
lines  over  any  available  route  to  expedite 
the  movement. 

(b)  Conciurence  of  receiving  roads  to 
be  obtained:  The  railroad  desiring  to  di- 
vert or  reroute  traffic  under  this  order 
shall  confer  with  the  proper  transporta- 
tion officer  of  the  railroad  or  railroads 


NOTICES 

to  which  such  traffic  is  to  be  diverted 
or  rerouted,  and  shall  receive  the  con- 
currence of  such  other  railroads  before 
the    rerouting   or   diversion   is   ordered. 

(CI  Notification  to  shippers:  The  ear- 
ner rerouting  cars  in  accordance  with 
this  order  shall  notify  each  shipper  at 
the  time  each  car  is  diverted  or  rerouted 
and  shall  furnish  to  such  shipper  the 
new  routing  provided  under  this  order. 

Id'  Inasmucii  as  the  diversion  or 
rerouting  of  traffic  by  said  Agent  is 
deemed  to  be  due  to  carrier's  disability. 
tiie  rates  applicable  to  traffic  diverted  or 
rerouted  by  .said  Agent  shall  be  the  rates 
which  were  applicable  at  the  time  of 
shipment  on  the  shipments  as  originally 
routed 

lei  In  executing  the  directions  of  the 
Commission  and  of  such  Agent  provided 
for  in  this  order,  the  common  carriers  in- 
volved shall  proceed  even  though  no  con- 
tracts, agreements,  or  arrangements  now 
exist  between  them  with  reference  to 
the  divisions  of  the  rates  of  transporta- 
tion applicable  to  such  traffic;  divisions 
shall  be.  during  the  time  this  order  re- 
mains in  force,  those  voluntarily  agreed 
upon  by  and  between  said  carriers;   or 


upon  failure  of  the  carriers  to  so 

said  divisions  shall  be  those 

fixed  by  the  Commission  in 

with  pertinent  authority  conferred  <    _ 

it  by  the  Interstate  Commerce  Aet~ 

( f )  Effective  date :  This  order  shall h^ 
come  effective  at  4:00  pjn..  January  H 
1962 

(g)  Expiration  date:  This  order* ihril 
expire  at  11:59  p.m..  February  15,  lin, 
unless  otherwise  modified,  changed,  ns. 
pended  or  annulled. 

It  IS  further  ordered.  That  this  onkr 
shall  be  served  upon  the  Associatkm  o( 
American  Railroads,  Car  Service  Otvl< 
sion.  as  agent  of  all  railroads  subsertbliy 
to  the  car  service  and  [>er  diem  S(ne- 
ment  under  the  terms  of  that  agree- 
ment and  by  filing  it  with  the  Direetor. 
Division  of  the  Federal  Register. 

Issued  at  Washington,  D.C..  Janusry 
29.    1962.  / 

Interstatx  CoMiinci 

Commission, 
Charles  V/.  Taylok, 

Agent. 

|FR      Doc      62   1159;     Piled.    Feb     3.    1961 
8  48  am. I 
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RULES  AND  REGULATIONS 


( b )  The  market  administrator ,  or  sue  h 
other  peraon  as  the  Secretary  may  desig- 
nate shall  (1)  continue  in  such  capacity 
until  discharged  by  the  Secretary:  (2) 
from  time  to  time  account  for  all  re- 
ceipts and  disbxirsements  and  deliver  all 
funds  or  property  on  hand  together  with 
the  books  and  records  of  the  market  ad- 
ministrator, or  such  person,  to  such  per- 
son as  the  Secretary  shall  direct;  and 
(3)  if  so  directed  by  the  Secretary  ex- 
ecute such  assignments  or  other  instru- 
ments necessary  or  appropriate  to  vest 
in  such  person  full  title  to  all  funds. 
property,  and  claims  vested  in  the  mar- 
ket administrator  or  such  person  pur- 
suant thereto 

§  1132.103     LiquidMtion  afler  •tii»|>«'ii«ion 
or  termination. 

Upon  the  suspension  or  termination 
of  any  or  all  provisions  of  this  part  the 
market  administrator,  or  such  person 
as  the  Secretary  may  designate,  shall.  If 
so  directed  by  the  Secretary,  liquidate 
the  business  of  the  market  administra- 
tor's office  and  dispose  of  all  funds  and 
property  then  in  his  possession  or  under 
this  control,  together  with  claims  for  any 
funds  which  are  unpaid  or  owing  at  the 
time  of  such  suspension  or  termination. 
Any  funds  collected  pursuant  to  the 
provisions  of  this  part,  over  and  above 


the  amounts  necessary  to  meet  outstand- 
ing obligations  and  the  expenses  neces- 
sarily incurred  by  the  market  adminis- 
trator or  such  person  in  liquidating  such 
funds,  shall  be  distributed  to  the  con- 
tributing handlers  and  producers  in  ah} 
equitable  manner. 

MisciLLANtous  Provisions 


§  1132.110 


Separability   of   |iro\i*ion». 

If  any  provision  of  this  part,  or  its  ap- 
plication to  any  person  or  circumstances, 
is  held  invalid,  the  application  of  such 
provision,  and  of  the  remaining  pro- 
visions of  this  part,  to  other  persons  or 
circumstances  shall  not  be  affected 
thereby. 

t)  1132.111       Agrnti*. 

The  Secretary  may,  by  designation  in 
writing,  name  any  officer  or  employee  of 
the  United  States  to  act  as  his  agent  or 
representative  in  connection  with  any 
of  the  provisions  of  this  part. 

Effective  date:  February  1.  1962. 

Signed  at  Washington.  DC  .  January 

30, 1962. 

Charles  S.  Murphy. 
Under  Secretary. 

IFR      Doc      63^1151;     Filed,    Peb     2.     1962; 
8  46  am  | 
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Presidential  Documents 

Title  3— THE  PRESIDENT 

Executive  Order  10990 

REESTABLISHING  THE  FEDERAL  SAFETY  COUNCIL 

WHEREAS  section  33  (c)  of  the  Fedoial  Employees"  Compensation 
Act,  as  amended  (5  U.S.C.  784),  declured  it  to  be  the  purpose  of  the 
Congress  to  reduce  the  number  of  accidents  und  mjunes  among  Cjov- 
ernment  officei-s  and  employees,  encourage  safe  practices,  ehminat^ 
work  hazards  and  health  risks,  and  reduce  comi)ensable  injuries;  and 
WHEREAS  section  35  of  that  Act,  as  amended  (5  U.S.C.  785), 
further  disclosed  the  interest  of  the  Congress  in  tlie  jnomotion  of 
safety  in  Federal  agencies  and  establishments ;  and 

WHEREAS    the    Federal    Employees"    ("o'^P^nsation    Act      a^ 
amended  and  as  modified  by  Reorganization  Plan  No.  19  of  19o0 
(hereinafter  referred  to  as  the  Act),  directs  the  heads  of  Government 
departments  and  agencies  to  develop,  support,  and  foster  organized 
safety  promotion,  and  to  keep  such  records  of  injuries  and  accidents 
to  persons  covered  by  the  Act,  and  to  make  such  statistical  and  other 
reports  upon  such  forms  as  the  Seci-etary  of  Labor  may  prescribe;  and 
WHEREAS  the  preponderance  of  accidents  involving  employees 
in  the  Federal  service  occur  in  Held  operations,  the  heads  of  executive 
departments  and  agencies,  and  through  them,  their  supervisory  staffs, 
including  regional  and  field  staffs,  must  exert  leadership  m  the  estab- 
lishment of  a  sound  accident  prevention  program  at  both  the  national 
and  regional  level ;  and 

WHEREAS  representatives  of  Federal  employees  should  shai-e  a 
similar  concern  for  the  establishment  of  such  programs ;  and 

WHEREAS  the  President  is  authorized  by  the  Act  to_establish  by 
Executive  order  a  safety  council  composed  of  representatives  pf  (gov- 
ernment departments  and  agencies  to  serve  as  an  advisory  body  to 
the  Secretary  of  Labor  in  furtherance  of  the  safety  program  carried 
out  by  the  ^retary  pursuant  to  section  33  of  the  Act  and  to  under- 
take such  other  measures  as  he  deems  proper  to  prevent  injuries  and 
accidents  to  persons  covered  by  the  Act  : 

NOW  THEREFORE,  by  virtue  of  the  authority  vested  in  me  by 
section  33(c)  of  the  Act  and  as  President  of  the  United  States,  it  is 
hereby  ordered  as  follows : 

Sectton  1.  Estahlhhnievt  of  ( 'ouiull     There  is  hereby  estabUshed 
in  the  Department  of  Labor  the  Federal  Safety  Council   hereinafter 
referred  ti  as  the  Council.     The  Council  shal  l>e  composed  of  a  (  hair- 
man,  to  be  designated  bv  the  Secretary  of  Labor,  and  one  qualified 
representative  ol  each  of  the  several  executive  departments  and  agen- 
esis ^d  of  the  municipal  government  of  the  District  of  Columbia 
(L'reTnaf^er  referred  to^as  members) .  .  The  he.ds  of  the  departments 
and  agencies  and  the  IJoard  of  (Commissioners  of  the  District  of  (  o- 
lumbia  shall  designate  the  members  repres<Miting  ^l'^")' ,;f  K^^^'^J/' 
and  may  also  designate  suitable  alternate  menil)ers.     1  he  Secretary 
of  Labor  may,  as  lie  deems  appropriate,  ainu.int  representatives  of 
nation7ar  international  unions,  having  ^><f^'''"lf;>n>W;^7,,"« '"X" 
l)ei-8.  to  serve  as  consultants  to  the  various  committees  established  by 
the  Council.    The  Chairman,  members,  alternate  meml)ers  and  con- 
sultants shall  serve,  as  such,  without  compensation  from  the  I  nited 
States. 

Sec.  2.  Purpose  and  function  of  CauncU  T^^^^«""^/;l  si*^",^^^ 
in  an  advisory  capacity  to  the  Secretary  of  Labor  m  matters  relating 
to  the  M^fetv  of  civilian  employees  of  the  Federal  government  and  the 
mimfcipal  govei^m^^^  of  the  l5istnct  of  Columbia  and  the  furtherance 
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THE   PRESIDENT 

of  tlie  >at\'t  y  pio^Maiii  cariu'd  out  hy  the  Secretary  l)ursii;uit  to  .st'cl  ion 
■")."}  of  tlie  Act.  It  shall  advise  the  Secretary  of  Labor  with  resi)ect  to 
the^eveh)|)ineiit  and  inainteiiaiice  of  ade<iuate  and  effective  safety 
organizations  and  proj^iaiiis  in  the  several  depai^tnients  and  agencies  of 
the  F"ederal  Lr<>vernnient  and  the  nuniicipai  <roverninent  of  the  District 
of  (V)Iuinhia  and  with  respect  to  ciiteria,  standards,  and  procedures 
designed  to  eliminate  work  hazards  and  iiealth  risks  and  to  |>re\cnt 
injurii'S  and  accidcnt>  in    Federal   employment. 

Sh:('.  •).  ('<Hiin-il  iffiliiif'\.  inininitti'i^.  iiml  ojjui  I  s.  The  (oumil 
shall  inclutle  as  an  iiitei^tal  part  of  its  oi-<^ani/.at  iomil  ->li-ucture  and 
operations  >uch  atliliaics,  lifrcaftcr  estahlished  hy  the  ('ouncil  or  now 
existing,  ni  such  mannci-  and  to  such  extent  as  it  deems  necessarv 
properly  and  etlii  icnily  to  perform  its  functions.  The  Coum-il  shall 
estaolisli  such  comniittee>,  and  may  choo.se  such  olHcers  (other  than  its 
chainnan),  as  it  tind>  neces^arv  for  carrviuir  out  its  functions. 

Skc.  4.  liiijnliitKnis.  The  Secretary  of  Labor  shall  pivscriU'  ap- 
propriate re<rulation<  ijfoverninir  the  activities  and  functions  of  the 
Council. 

Sfx'.  ."».  Ad  inii\  i.-^i  Kit  I  n  iiiitl  hiitl(/i  til  iij  II  rniiic/i  lilt  nfs.  The  Secre- 
tary of  LalK)r  shall  make  available  necessary  otlice  .sj)ace  and  furni->h 
the  Council  necessary  equipnuMit,  su[)plies,  and  statf  services. 

Skc.  (■>.  ('<mt'niu'it]i.  The  Feth'ral  Safety  ('«)uncil  established  by -this 
order  shall  h)e  deemed  to  constitute  a  continuation  of  the  Federal 
Safety  Council  heretofoie  exist  inj;  under  the  provisions  of  Kxecutive 
Order  Xo.  101!)4of  DecemU'r  l'.*,  llC.d. 

Sec.  7.  Rei^ocnthm.  Kxecntuc  ()i-dei  No.  lOllU  of  December  II', 
lO.'iO,  is  hereby  superseded. 

.I(»H.N'    F.    KKNNKnV 
Tmk    WiIITK    IIolSK, 

Fehni^iri)  ',  I'Ji,  i. 
[F.U    !»<.<■   t;-j  ij.-;:     kjUmI    f.-i.    .-..  vm\-i  .  !t::wu.iii  ) 


Rules  and  Regulations 


ntle  5— ADMINISTRATIVE 
PERSONNa 

Chapter  I — Civil  Service  Commission 

-ART  6— EXCEPTIONS  FROM  THE 
COMPETITIVE  SERVICE 

Department  of  State 

Effective  upon  publication  in  the  Fed- 
nuL  RKcisTER.  subparagraph  (7)  is 
added  to  paragraph  (a>  of  §  6.102  as  set 
out  below. 

6  6.102      Department  of  State. 

(a)  Office  of  the  Secretary.    *   *   * 
(7)  Not  to  exceed  January  1.  1964,  not 
more  than  seven  protocol  officers,  grades 
G6-5  through  GS-13.  in  the  Office  of 
the  Chief  of  Protocol. 

(BJB.  1753.  •««    2,  22  Stat.  403.  as  amended; 
B  use  631,833) 

United  States  Civil  Serv- 
ice Commission. 
[sealI       Mary  V.  Wenzel, 

Executive  Assistant  to 
the  Commissioners. 

IFB.     Doc     62-1200;     Filed,    Feb.    6,     1962; 
8:47  ajn.l 


Title  9— ANIMALS  AND 
ANIMAL  PRODUCTS 

Chapter     I — Agricultural     Research 
Service,  Department  of  Agriculturo 

SUKHAfTER   C— INTERSTATE   TRANSPORTATION 
OF  ANIMALS  AND  POULTRY 

PART  74— SCABIES  IN  SHEEP 
Interstate  Movemont 

On  December  8.  1961,  there  was  pub- 
lished in  the  Federal  Registir  <26  FH. 
11804),  a  notice  with  respect  to  a  pro- 
posal to  amend  S  74.8(a) ,  Part  74,  Sub- 
chapter C,  Chapter  I.  Title  9,  Code  of 
Federal  Regulations.  After  due  con- 
sideration of  all  relevant  material  and 
pursuant  to  the  provisions  of  sections  1 
through  4  of  the  Act  of  March  3. 1905,  as 
amended,  sections  1  and  2  of  the  Act  of 
February  2.  1903.  as  amended,  and  sec- 
tions 4  through  7  of  the  Act  of  May  29, 
1884,  as  amended  (21  U.S.C.  111-113. 115, 
117.  120.  121.  123-126),  §  74.3(a)  of  said 
Part  74  is  hereby  amended  to  read  as 
follows : 

S  74.3     Dcoifcnation  of  eradication  areas. 

(a)  Notice  is  hereby  given  that  sheep 
in  the  following  States.  Territories,  and 
parts  thereof  as  specified,  are  being  han- 
dled systematically  to  eradicate  acaUes 
in  sheep  and  such  States,  Terrttories, 
and  parts  thereof,  are  hereby  designated 
as  eradication  areas : 


(1)  Hawaii,  niinois.  New  Jersey,  New 
York,  Pennsylvania,  Tennessee,  and 
Wisconsin; 

(2)  That  portion  of  South  Dakota 
lying  east  of  the  Missouri  River ; 

(3)  The  following  counties  in  Kansas: 
Barber.  Barton,  Cloud,  Ellsworth.  Har- 
per, Harvey,  Kingman,  Lincoln.  Mcpher- 
son, Mitchell,  Osborne,  Ottawa,  Pratt. 
Reno,  Republic,  Rice,  Russell,  Sedgwick. 
Smith,  Stafford,  and  Sumner  Counties; 

(4)  All  Counties  in  Nebraska  except 
Banner,  Box  Butte,  Cheyenne,  Dawes, 
Deuel,  Garden,  Kimball,  Morrill.  Sheri- 
dan, Sioux,  and  Scottsbluff ; 

(5)  All  Counties  in  New  Mexico  except 
that  portion  of  McKinley  and  San  Juan 
Counties  occupied  by  the  Navajo  Indian 
Reservation; 

(6)  All  of  the  State  of  North  Dakota 
except  that  area  lying  west  of  the  Mis- 
souri River  and  State  Highway  No.  8, 
beginning  at  a  point  where  said  river 
intersects  the  South  Dakota  boundary 
line  and  continuing  along  said  river  to 
a  point  on  the  Garrison  Dam  Reservior 
directly  south  of  the  interaction  of  State 
Highways  Nos.  23  and  8;  tMnce,  directly 
north  to  the  intersection  or  State  High- 
ways Nos.  23  and  8;  thence,  north  along 
State  Highway  No.  8  to  the  North  Da- 
kota-Canadian boundary;  and 

(7)  The  following  counties  in  Mich- 
igan: Alger,  Baraga,  Chippewa,  Delta, 
Dickinson.  Gogebic,  Houghton,  Iron, 
Keweenaw,  Luce,  Mackinac,  Marquette, 
Menominee,  Ontonagon,  and  Schoolcraft 
Counties. 

(Sees.  4-7,  23  Stat.  32,  as  amended,  sees.  1,  2, 
32  Stat.  791-792,  as  amended,  sees.  1-4,  33 
Stat.  1264.  as  amended.  1265,  as  amended;  21 
US.C.  111-113,  116,  117.  120  121.  123-126; 
19  FJl.  74,  as  amended) 

Effective  date.  The  foregoing  amend- 
ment shall  become  effective  30  days  after 
publication  in  the  Federal  Register. 

The  amendment  adds  the  State  of 
Pennsylvania  to  the  list  of  eradication 
areas  since  the  cooperative  sheep  scabies 
eradication  program  is  now  being  con- 
ducted in  such  State.  The  entire  State 
of  Pennsylvania  is  presently  included  in 
the  infected  areas  as  sheep  scabies  is 
known  to  exist  in  such  State.  Hereafter, 
the  restrictions  pertaining  to  the  inter- 
state movement  of  sheep  from  or  into 
infected  and  eradication  areas  as  con- 
tained in  9  CFR  Part  74.  as  amended,  will 
apply  to  this  State. 


Done  at  Washington.  D.C..  this  31st 
day  of  January  1962. 

M.  R.  Clarkson, 
Acting  Administrator. 
Agricultural  Research  Service. 

IFJa.    Doc.    «2-1192;    FUed.    Feb.    6.    1962; 
8:46  EA.] 


Title  14-AER8NAUTICS  AND 
SPACE 

Chapter   II — Civil  Aeronautks   Board 

SUBCHAPTER   A— ECONOMIC   REGULATIONS 

(Reg.  No.  ER-350] 

PART  289— EXEMPTION  OF  AIR 
CARRIERS  FROM  AGREEMENT  FIL- 
ING REQUIREMENTS  OF  SECTION 
412  OF  THE  FEDERAL  AVIATION 
ACT  OF   1958 

Expansion  of  Scope 

February  1,  1962. 
Adopted    by    the    Civil    Aeronautics 
Board  at  its  office  in  Washington,  D.C., 
on  the  1st  day  of  February  1962. 

The.  Board,  by  publicatton  in  26  P.R. 
10180  and  by  circulation  of  notice  of 
proposed  rule  making,  EDR-37,  proposed 
amendments  to  Part  289  of  the  Ectmomic 
Regulations,  14  CFR  Part  289,  which 
would  expand  the  scope  of  the  exemp- 
tion contained  therein  to  include  cer- 
tain additional  types  of  agreements  and 
make  the  exemption  applicable  to  cer- 
tain agreements  in  which  su]n>lemental 
air  carriers  and  indirect  air  carriers  are 
parties. 

No  comments  were  received  in  opposi- 
tion to  the  proposal.  One  comment  was 
received  which  requested  that  the  ex- 
emption in  Part  289  be  expanded  to  in- 
clude ground  service  agreements  involv- 
ing supplemental  air  carriers.  However, 
the  Board  on  the  basis  of  the  informa- 
tion and  data  presently  before  it  is  not 
prepared  to  find  that  groimd  service 
agreements  invli>lving  supplemental  air 
carriers  are  of  such  a  rotitine  nature  as 
to  qualify  for  the  exemption  contained 
in  Part  289. 

The  Board  has  made  only  one  minor 
editorial  change  in  the  title  of  the  part 
from  that  proposed  in  the  notice. 

The  Board  finds  that  enforcement  of 
section  412(a)  of  the  Act  insofar  as  it 
would  require  air  carriers  to  file  the 
agreements  described  in  §  289.3,  as 
amended  herein,  would  be  an  undue 
burden  on  such  air  carriers  by  reason  of 
the  limited  extent  of,  or  unusual  chxvun- 
stances  affecting,  their  aerations  and  is 
not  in  the  public  interest. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  these  amendments,  and  due 
consideration  has  been  given  to  all  rele- 
vant matter  presented. 

In  consideration  of  the  foregoing,  the 
Board  hereby  amends  Part  289  of  its 
Economic  Regulations  (14  CFR  Part 
289) ,  effective  March  8, 1962,  as  follows: 

§  289.1      [Amendment] 

1.  Amend  the  definition  of  certificated 
route  air  carrier  in  1 289.1(a)  hy  insert- 
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ins  after  "section  401"  the  additional 
de8ignaUons"(d)  (1)  or  (2>". 

2.  By  adding  to  §  289.1  the  following 
definitions : 

(b)  "Indirect  air  carrier"  means  any 
citizen  of  the  United  States  '  who  en- 
gages indirectly  in  interstate,  overseas 
or  foreign  air  transportation '  of  prop- 
erty only,  and  who:  (1)  Does  not  engace 
in  the  operation  of  aircraft  in  air  trans- 
portation, and  (2)  does  not  engage  in  air 
transportation  pursuant  to  any  Board 
order  authorizing  air  express  services 
under  a  contract  with  a  direct  air 
carrier. 

(c)  "Supplemental  air  carrier"  mean.s 
any  air  carrier  which  holds  authority 
from  the  Board  to  engage  in  supple- 
mental air  transportation. 

3.  By  amending  §  289.2  to  read : 

§  289.2      Exemption  of  air  rarriern. 

Air  carriers  are  hereby  exempted  from 
the  filing  requirements  of  section  412' a > 
of  the  Act  with  respect  to  any  type  of 
agreement  listed  in  >  289.3  of  this  part, 
and  amendments  thereto,  and  from  filing 
any  subsequent  amendment  to  an  agree- 
ment which  was  filed  prior  to  the  effec- 
tive date  of  this  part  where  such  filed 
agreement  and  the  amendment  qualify 
for  an  exemption  under  this  part ;  except 
that  such  exemption  does  not  apply  to  an 
agreement  or  an  amendment  to  an  agree- 
ment that: 

(a)  Is  between  "affiliated"  carriers 
within  the  meaning  of  that  term  as  it  is 
used  in  Part  261  of  this  subchapter;  or 

(b)  Amends  an  existing  agreement 
which  itself  is  ineligible  for  exemption 
under  this  part;  or 

(c)  Is  a  resolution  or  similar  action  of 
the  members  of  an  association  of  air  car- 
riers; or 

(d)  Is  violative  of  the  "anti-trust 
laws"  as  that  term  is  defined  in  section  I 
of  the  Clayton  Act.  15  U.S.C.  12. 

§  289.4      [  Rrdesignation  1 

4.  By  redesignating  present  $  289  3  as 
§  289.4. 

5.  By  adding  a  new  §  289.3  to  read : 

§  289.3      Types  of  aKreemrnts  whit-li  n<-t  <i 
not  be  filed. 

(a)  Ground  services  and  facilities. 
Agreements  between  certificated  route 
air  carriers,  or  between  any  such  air  car- 
rier (s)  and  any  fcreign  air  carrier's). 
for  the  furnishing  of  ground  facilities. 
groimd  equipment,  ground  service,  or 
building  or  ground  space:  Provided. 
That  the  fees  or  charges  therefor  are 
known  or  anticipated  not  to  exceed 
$50,000  during  any  twelve-month  period : 
And,  provided  further.  That  in  case  the 
aggregate  annual  charge  under  an  agree- 
ment believed  to  fall  within  this  exemp- 
tion at  the  time  of  execution  thereof 
exceeds  the  dollar  limitation  in  any 
twelve-month  period,  the  carrier  shall 
(1)  report  promptly  the  total  amount 
paid,  and  (2)  file  the  agreement  with  the 
Board  under  section  412(a)  of  the  Act 
upoa  request  by  the  Director  of  the 
Board's  Bureau  of  Economic  Regulation. 
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(b)  Free  or  reduced-rate  transporta- 
tion. Agreements  between  certificated 
route  air  carriers,  or  between  supple- 
mental air  carriers,  or  between  certifi- 
cated route  carriers  and  supplemental 
carriers,  or  between  any  such  air  car- 
riers and  foreign  air  carriers  for  the  is- 
suance or  interchanRe  of  free  or  reduced- 
rate  transportation:  Provided.  That  such 
agreements  do  net  provide  for  the  is- 
suance or  interchange  of  passes  for  free 
or  reduced-rate  transportation  other 
than  as  described  in  documents  filed  pur- 
suant to  5  223  6  of  Part  223  of  this  sub- 
chapter. 

'C>  Pick-up  and  delivery.  ARieements 
between  certificated  route  air  carriers  or 
indirect  air  carriers  on  the  one  hand  and 
surface  motor  carriers  on  the  other  hand 
for  pick-up  and  delivery  of  property: 
Provided,  That  all  of  the  points  named  in 
the  ai^'reement  and  the  rates  and  charges 
to  the  public  for  such  service  are  set  forth 
in  taiifTs  filed  by  the  air  carriers  with  the 
Board  pursuant  to  Part  221  of  this  sub- 
chapter 

6  By  amending'  the  title  of  the  Part 
to  read  as  set  forth  above. 

(Sec  204(at  of  the  Federal  Aviation  Act  of 
1958.  aa  amended,  72  Stat.  743;  40  U  S  C.  1324. 
Interpret  or  apply  seca.  101(31,  412,  and  416 
( b )  of  the  Act,  72  Stat.  737,  770,  771 ;  49  US  C 
1301.  1382.  and  1386) 

By  the  Civil  Aeronautics  Board. 

I  SEAM  H.AROLD  R  Sanderson, 

Secretary 

IFR      D«jc      62   1202.     Piled      Feb      5.     1962; 
8  47  am  | 


from  the  Poughkeepsie  VOR  via  tito 
Keene,  N  H  .  VOR  to  the  Concord  VcS 
This  action  will  retain  substantially  the 
present  alignment  for  Victor  1695  and 
would  provide  precise  navigational  gultf. 
ance  on  this  airway  segment. 

Since  this  amendment  is  minor  in  m. 
ture  and  imposes  no  additional  burden 
on  any  person,  notice  and  public  pro- 
ceduie  hereon  are  unnecessary.  How- 
ever, since  it  is  necessary  that  sufBcient 
time  be  allowed  to  i>ermit  appropriate 
changes  to  be  made  on  aeronautical 
charts,  this  amendment  will  becooM 
effective  more  than  30  days  after  publi- 
cation 

^     In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  P.R.  12582) 
the  following  action  is  taken: 

In  the  text  of  §  600.1695  (26  PR.  lOJi 
7328 ».  "From  the  Poughkeepsie,  Ny' 
VOR  via  the  INT  of  the  Poughkeep«iiJ 
VOR  043'  and  the  Concord.  N.H.,  VOR 
231"  radials;  Concord  VOR;"  is  deleted 
and  "Prom  the  Poughkeepsie.  N.Y..  VOR 
via  the  Keene.  N.H.,  VOR;  Concord,  N.H., 
VOR;  '  is  substituted  therefor. 

This  amendment  shall  become  effective 
0001  e.s.t.,  April  5.  1962. 

(Sec    307(a),  72  Stat.  749:  49  U.S.C.  1348) 

Issued  in  Washington.  D.C.,  on  Janu- 
ary 31.   1962. 

D.  D.  Thomas. 
Director,  Air  Traffic  Service. 

IFR      Doc      62   1178:     Filed,    Feb     5,    10«3; 
8:46  ajn.| 


SUBCHAPTER    B — PROCEDURAL   REGULATIONS 
(Reg   No   PR  59;  Amdt   5| 

PART  302— RULES  OF  PRACTICE  IN 
ECONOMIC   PROCEEDINGS 

Delegation  of  Function  to   Hearing 
Examiners 

Correction 

In  F  R.  Ooc.  62-975,  appearing  at  page 
853  of  the  issue  for  Tuesday,  January  30. 
1962.  the  headnote  of  5  302.27(b)  (2)  (1) 
should  read  as  follows:  "Cases  subject  to 
section  801  of  the  Act.". 


Chapter  III — Federal  Aviation  Agency 


I  Aa  dsflned  In  MCtlon  101(13)  of  the  Act 
*A»  defined  In  section  101(21)  of  the  Act 


SUBCHAPTER    E — AIR    NAVIGATION 
REGULATIONS 

I  .\irsp(ce  Docket  No  «1-WA-1961 

PART  600— DESIGNATION   OF 
FEDERAL  AIRWAYS 

Alteration 

The  purpose  of  this  amendment  is  to 
alter  the  segment  of  VOR  Federal  air- 
way No.  1695  between  Poughkeepsie, 
N.Y..  and  Concord.  N.H. 

This  segment  of  Victor  1695  Is  desig- 
nated via  the  Intersection  of  the  Pough- 
keepsie VOR  043'  and  the  Concord  VOR 
231*  True  radials.  Adequate  naviga- 
tional guidance  between  these  facilities 
is  lacking  on  this  segment  of  Victor  1695. 
Therefore,  action  Is  taken  herein  to  re- 
designate  the   segment   of   Victor   1695 


I  Airspace  Docket  No.  61-WA-2271 

PART  60O— DESIGNATION  OF 
FEDERAL  AIRWAYS 

Revocation  of  Segment 

The  purpose  of  this  amendment  to 
5  600.6861  of  the  regulations  of  the  Ad- 
ministrator Is  to  revoke  a  segment  of 
VOR  Federal  airway  No.  861. 

VOR  Federal  airway  No.  861  is  a  pre- 
ferred route  extending  from  Branchville. 
N.J..  to  Boston.  Mass.  Revised  air  traf- 
fic control  procedures  in  the  New  York 
terminal  area  have  obviated  the  require- 
ment for  the  segment  of  this  airway 
between  Branchville  and  Poughke^wie, 
NY.  Accordingly,  action  is  taken  herein 
to  revoke  this  airway  segment. 

Since  these  amendments  impose  no 
additional  burden  on  any  person,  notice 
and  public  procedure  hereon  are  uimec- 
essary.  However,  since  it  is  neceaaaiT 
that  sufficient  time  be  allowed  to  permit 
appropriate  changes  to  t>e  made  on  aero- 
nautical charts,  these  amendments  will 
become  effective  more  than  30  days  after 
publication. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  P.R.  12582) 
the  following  actions  are  taken: 

In  5  600.6861  (26  FM.  8626)  the  fol- 
lowing changes  are  made: 

1.  In  the  caption  "New  York.  N.Y. 
( Newark ) .  Metropolitan  Area"  is  deleted 
and  "Poughkeepsie,  N.Y.."  is  substituted 
therefor. 

2.  In  the  text  "Prom  the  INT  of  the 
Sparta.  N.J..  VOR  300°  and  the  Tanners 


Tuiiday.  February  6, 1962 

^-  P«m  VORTAC  055*  radials;  via 
''*;J^i«D6ie  NY..  VOR;"  Is  deleted 
*S^S?S>ihkeepsie.  N.Y..  VOR 
Jjthe"  Is  substituted  therefor. 

These  amendments  shall  become  effec- 
.fSoiT^t..  April  5.  1962. 
,8,e.«"(a).'72Stat.749;49U5.C.  1348) 

Issued  in  Washington.  D.C..  on  Janu- 
ary 31-  1»^2  ^    ^    THOMAS, 

Director,  Air  Traffic  Service. 
..»     DOC     62-1179;     Filed.    Feb.    5.    1963; 


FEDERAL  REGISTER 

§  601.6120  VOR  Federal  airway  No.  120 
control  areas  (MuUan  Pass,  Idaho, 
to  Maaon  Gty,  Iowa). 

All  <rf  VOR  Federal  airway  No.   120 
including  a  N  alternate. 

Trtiese  amendments  shall  become  effec- 
tive 0001  e.s.t..  April  5.  1962. 
(Sec.  307(a),  72  Stat.  749;  4B  US.C.  1348) 

Issued  in  Washington,  D.C..  on  Janu- 
ary 31.  1962. 

D.  D.  Thomas. 
Director,  Air  Traffic  Service. 

(F.R.    Doc.    62-1176:     Filed.    Feb.    5.     1962; 
8:45  ajn.] 


[Airspace  Docket  No.  61-LA-21 

fART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

PAtT  601— DESIGNATION  OF  CON- 
TIOILED  AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL  AREAS 

Alteration  of  Federal  Airwoy  and 
Associated  Control  Areas 

On  July  7.  1961.  a  notice  of  proposed 
rule  making  was  published  in  the  Pto- 
nSl  RicisTKR  (26  P.R.  6106).  stoting 
that  the  Federal  Aviation  Agency  pro- 
DQMd  to  designate  a  north  alternate  to 
V^  Federal  airway  No.  120  between 
Great  Palls.  Mont.,  and  Lewistown.  Mont. 
It  was  further  stated  that  the  control 
areas  associated  with  this  airway  seg- 
ment would  extend  upward  from  700  feet 
above  the  surface  to  the  base  of  the  con- 
tinental control  area,  and  that  separate 
actions  will  be  initiated  on  an  area  basis 
to  implement  Amendment  60-21  to  Part 
10  of  the  CivU  Air  Regulations. 

The  Department  of  the  Air  Force  of- 
fered -no  objection  to  the  proposed 
amendment.    No  other  comments  were 

InterKted  persons  have  been  afforded 
an  wportunity  to  participate  in  the 
making  of  the  rules  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
mentB  having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  TPB.. 
12582)  and  for  the  reasons  stated  in  the 
notice,  the  following  actions  are  taken: 

In  1600.6120  (14  CPR  600.8120)  the 
text  iB  amended  to  read : 

{  600.6120  VOR  Federal  airway  No.  120 
(MnlUn  Pass  Idaho,  to  Maaon  City, 
Iowa).  I 

Prom  the  MuUan  l^ass,  Idaho.  VOR 
via  the  Great  Palls.  Mont..  VOR;  Lewis- 
town,  Mont.,  VOR,  including  a  N  alter- 
nate via  the  INT  of  the  Great  Falls  VOR 
•74'  and  the  Lewistown  VOR  308" 
nkdials;  Miles  City,  Mont.,  VORTAC; 
Dupree.  S.  Dak..  VORTAC;  Pierre. 
8.  Dak..  VOR;  Sioux  Psdls,  S.  Dak., 
VORTAC;  to  the  Mason  City,  Iowa. 
VORTAC. 

In  S  601.6120  (14  CPR  601.6120)  the 
text  is  amended  to  read : 


[Airspace  Docket  No.  61-WA-161 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alteration  of  Federal  Airway  and 
Aasociated  Control  Areas 


On  March  10,  1961,  a  notice  of  pro- 
posed rule  making  was  published  in  the 
Pbdeial  Register  (26  P.R.  2093) ,  stating 
that  the  Federal  Aviation  Agency  pro- 
posed to  designate  a  low  altitude  VOR 
FMeral  airway  from  Princeton,  Maine, 
to  Millinocket.  Maine,  and  to  designate 
the  control  areas  associated  with  this 
airway  segment  to  extend  upward  from 
1.200  feet  above  the  siurface.    The  Air 
Tranqwrt  Association  of  America  con- 
curred with  the  proposed  amendment. 
The  Air  Line  Pilots  Association  and  the 
Department  of  the  Air  Force  offered  no 
objections.    The    Department    of    the 
Navy  suggested  that  the  floor  of  the  con- 
trol areas  associated  with  the  proposed 
airway  segment  be  established  at  1,500 
feet  above  terrain  in  lieu  of  1,200  feet 
as  proposed  in  the  Notice. 

On  September  30. 1961.  a  supplemental 
notice  of  proposed  rule  making  was  pub- 
lished in  the  Federal  Recistes  (26  P.R. 
9242).  stating  that  the  Federal  Aviation 
Agency  determined  that  application  of 
Amendment  60-21  to  Part  60  of  the  Civil 
Air  Regulations  to  the  control  areas  as- 
sociated with  this  airway  segment  should 
be  deferred  xmtil  such  time  as  all  control 
areas  in  the  vicinity  of  Princeton  and 
IfilUnoeket  can  be  altered  by  applying 
Amendmmt  60-21.  Accordingly,  it  was 
proposed  to  designate  the  control  areas 
associated  with  this  airway  segment  to 
extend  upward  from  700  feet  above  the 
surface  to  the  base  of  the  continental 
control  area. 

iTie  Director  of  Aeronautics,  Massa- 
chusetts Aeronautics  Commission,  in 
commenting  on  the  Supplemental  Notice 
requested  that  Amendment  60-21  be 
i4>plied  to  the  airway  segment  as  pro- 
posed in  the  notice.  No  other  cMnments 
were  received  regarding  the  supplemen- 
tal notice. 

The  proposed  airway  segment  would 
extend  approximately  43  miles  between 
MiUlnocket  and  Princeton.  Only  13 
miles  of  this  airway  segment  would  be 
outside    of    presently    designated    con- 
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trolled  airspace,  the  floor  of  which  is  100 
feet  above  the  surface.  If  Amendmient 
60-21  were  am)lled  to  the  control  areas 
associated  with  this  airway  segment,  it 
would  result  in  approximately  30  miles 
of  dual  designated  controlled  airspace 
with  floors  of  both  700  feet  and  1.200  feet 
above  the  surface.  This,  in  tmm.  would 
only  tend  to  confuse  the  pilot  attempting 
to  operate  in  this  area. 

This  airway  segment  will  be  an  exten- 
sion of  Victor  314  which  is  presently 
designated  between  Princeton  and  St. 
John.  New  Brunswick,  Canada. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  In  the 
making  of  the  rules  herein  ad(vted  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore. 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582) 
and  for  the  reasons  stated  herein  and  in 
the  notice  and  supplemental  notice,  the 
following  actions  are  taken: 

1.  Section  600.6314  (26  F.R.  2679)  is 
amended  to  read : 

§  600.6314  VOR  Federal  airway  No.  314 
(Millinocket,  Maine,  to  St.  John,  New 
Bmnswick,  Canada). 

Prom  the  Millinocket,  Maine.  VOR  via 
the  Princeton,  Maine.  VOR;  to  the  St. 
John,  New  Brunswick.  Canada.  VOR,  ex- 
cluding the  portion  which  Ues  outside  the 
United  States. 

2.  Section  601.6314  (26  F.R.  2679)  is 
amended  to  read: 

§  601 .6314     VOR  Federal  airway  No.  314 
control    areas    (Millinodtet,    Maine, 
to    St.    John,    New    Brunswick,   Can- 
ada). 
All  of  VOR  Federal  airway  No.  314. 
These  amendments  shall  become  effec- 
tive 0001  e.s.t..  April  5.  1962. 
(Sec.  307(a),  72  Stat.  74»;   48  U.S.C.   1348) 
Issued  in  WashingUm,  D.C..  cm  Janu- 
ary 31.  1962. 

D.  D.  Thomas. 
Director.  Air  Traffic  Service. 

[P.R.    Doc.    82-1177;    FUed.    Feb.    5,    1982; 
8:45  ajn.] 


ntle  24-40USING  AND 
HOUSIW  CREDIT 

Chapter  II — Federal  Housing  Adminis- 
tration, Housing  and  Home  Finance 
Agenc/ 
MISCELLANEOUS  AMENDMENTS  TO 
CHAPTER 
The  following  miscellaneous  amend- 
ments have  been  made  to  this  chapter: 

SUSCHATTH  C— MUTUAL  ll*OiT©AOi  IN$0»- 
ANCE  AND  mSWED  HOME  IMrtOVil«n 
LOANS 

PART  203— MUTUAL  MORTGAGE  IN- 
SURANCE AND  INSURED  HOME 
IMPROVEMENT  LOANS 

Subpart  A— EligibilMy  R«c|wir«Bi«iits 
In  i  203.4  paragn4>h  (b)  is  amended 

to  read  as  follows: 
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RULES  AND  REGULATIONS 


I  S0S.4     Approval   of  other   institution*.      §  220.612      Asnurancr  of  completion. 


(b)  Special  requirements  applicable  to 
$upervi$ed  institutioru.  (1)  To  obtain 
approral  a  morWacee  shall  meet  the  fol- 
knrlnff  reqiilrements : 

(i)  The  mortgagee  shall  be  subject  to 
the  Infection  and  supervision  of  a  gov- 
enunental  agency  which  Is  required  by 
law  to  make  periodic  examinations  of 
the  mortgagee's  books  and  accounts :  and 

(U)  The  mortgagee  shall  submit 
satisfactory  evidence  that  it  has  sound 
ci4>ltal  funds  of  a  value  not  less  than 
$100,000  or.  If  a  mutual  company  or 
association  without  capital  funds,  that 
It  has  a  net  worth  of  not  less  than 
$100,000. 

(2)  Mortgagees  approved  prior  to 
January  31.  1962,  shall  be  required, 
within  a  period  of  time  to  be  prescribed 
by  the  Commissioner,  to  Increase  their 
capital  funds  or  net  worth  to  not  less 
than  $100,000. 

(Sec.  ail.  62  SUt.  33:  12  USC.  171&b.  In- 
terprets or  applies  aec.  308.  62  Stat.  10.  u 
amended;  12  U^.C.  1709) 


SUICHAPTER  F — URBAN  RENEWAL  HOUSING 
INSURANCE  AND  INSURED  IMPROVEMENT 
LOANS 

PART  220— URBAN  RENEWAL  MORT- 
GAGE INSURANCE  AND  INSURED 
IMPROVEMENT  LOANS 

In  Part  220  In  the  Table  of  Contents 
a  new  S  220.616  Is  added,  former  i  220.616 
is  redesignated  as  S  220.618  and  §  220.620 
through  220.625  and  S  220.631  are  re- 
voked as  follows : 

220.016     Cost     certification     requirements — 

loans  $40,000  or  lees. 
220.618     Ccmt     certification     requirements — 

loans  over  940.000. 
220.620  throxigh  230.626     [Revoked  | . 
220.631     (Revoked). 

In  9  220.125  new  paragraphs  (d* ,  (ei , 
and  (f )  are  added  as  follows : 

§  220.125      Cost      certification       require 
ments. 

•  •  •  •  • 

(d)  Any  agreement.  undertaking 
statement  or  certification  required  in 
connection  with  cost  certification  shall 
specifically  state  that  it  has  been  made, 
presented  and  delivered  for  the  purpose 
of  infiuenclng  an  ofllclal  action  of  the 
Commissioner  and  may  be  relied  upon  as 
a  true  statement  of  the  facts  contained 
therein. 

(e)  Upon  the  Commissioner's  approval 
of  the  borrower's  certification,  such  cer- 
tification shall  be  final  and  incontestable 
except  for  fraud  or  material  misrepre- 
sentation on  the  part  of  the  borrower. 

(f)  The  borrower  shall  keep  and 
maintain  adequate  records  of  all  costs 
of  any  construction  Improvements  or 
other  cost  items  not  representing  work 
under  the  general  contract  and  shall 
require  the  builder  to  keep  similar  rec- 
ords and,  upon  request  by  the  Commis- 
sioner, shall  make  available  for  examina- 
tion such  records.  Including  any  col- 
lateral agreements. 

In  S  220.612  a  new  paragraph  (c)  is 
added  as  follows: 


(c)  An  irrevocable  letter  of  credit  ac- 
ceptable to  the  Commissioner  and  the 
mortgagee  which  is  issued  by  an  institu- 
tion satisfactory  to  them  in  an  amount 
at  least  equal  to  10  percent  of  the  esti- 
mated cost  of  construction  of  the  proj- 
ect improvements. 

In  Part  220  a  new  §  220.616  is  added 
as  follows : 

§  220.616      CoHt       rcrtifiration       rrquirr- 
mcntit — loann  $40,000  or  Ic.u. 

When  the  principal  amount  of  the  loan 
is  $40,000  or  less  the  following  provisions 
shall  apply : 

<a)  Certification  agreement.  The 
lender  shall  submit  with  the  application 
for  commitment  an  agreement  on  a  form 
prescribed  by  the  Commissioner,  exec- 
uted by  the  borrower  and  the  lender,  in 
which : 

<  I »  The  borrower  agrees  to  execute, 
upon  completion  of  the  improvements, 
a  certificate  of  the  actual  cost  of  the 
improvements. 

( 2  >  The  borrower  and  the  lender  agree 
that  if  the  actual  cost  of  the  improve- 
ments is  less  than  the  amount  author- 
ized in  the  commitment,  the  amount  of 
the  loan  shall  not  exceed  the  actual  cost 
of  the  improvements,  -and  that  the 
amount  of  the  loan  shall  be  further  ad- 
justed to  the  lowest  $50  multiple  where 
the  amount  is  not  in  excess  of  $10,000. 
or  adjusted  to  the  lowest  $100  multiple 
where  the  amount  exceeds  $10,000. 

(b)  Certificate  and  adjustment.  No 
loan  shall  be  insured  unless  in  accord- 
ance with  the  agreement  between  the 
borrower  and  the  lender. 

( 1 )  The  required  certification  of  ac- 
tual cost  is  made  by  the  borrower;  and 

<2»  The  amount  of  the  loan  is  ad- 
justed to  reflect  the  actual  cost  of  the 
improvements. 

(c»  Cost  computation.  The  term  "ac- 
tual cost  of  the  improvements"  shall 
mean  the  cost  to  the  borrower  of  the  Im- 
provements, after  deducting  the  amount 
of  any  kickbacks,  rebates,  or  trade  dis- 
count received  in  connection  with  the 
improvements,  and  including : 

( 1 )  The  amounts  paid  under  any  con- 
tract for  the  improvements,  labor,  ma- 
terials, and  for  any  other  items  of  ex- 
pense approved  by  the  Commissioner; 
and 

(2)  A  reasonable  allowance  for  con- 
tractor's profit,  in  an  amount  approved 
by  the  Commissioner,  where  the  Com- 
missioner determines  that  there  is  an 
identity  of  interest  between  the  borrower 
and  the  contractor. 

§§220.616 — 220.625,     220.631       [Revo- 
ration]  . 

In  Part  220  55  220.616  through  220.625 
and  J  220.631  are  revoked. 

§  220.618      (!oAt      rcrtifiration      reqiiirr- 
menls — loanx  over  $40,000. 

When  the  principal  amount  of  the 
loan  is  over  $40,000  the  following  pro- 
visions  shall   apply: 

(a)  Certification  of  cost  requirements. 
Prior  to  initial  endorsement  of  the  loan 
for  insurance,  the  borrower,  the  lender 
and  the  Commissioner  shall  enter  into 


an  agreement  approved  by  the       _ 
sioner  for  the  purpose  of  precludlo( 
excess  of  loan  proceeds  over  the 
cost  of  the  improvements  to  the  prtijeei 
Under  this  agreement  the  borrower  thai 
agree  to: 

( 1 )  Disclose  its  relationship  with  tbi 
builder,  including  any  collateral  agrc». 
ment.  and  with  subcontractors  and  «». 
pliers; 

<  2 »  Enter  into  a  construction  contnet 
the  terms  of  which  shall  depend  or 
whether  or  not  there  exists  an  Identib 
of  Interest  between  the  borrower  and  tiM 
builder: 

( 3 1  Execute  a  certificate  of  aeton 
costs  upon  completion  of  the  Improve 
ments;  and 

( 4  >  Apply  any  excess  of  loan  proceed 
over  the  actual  cost  to  the  borrower «( 
the  improvements  in  reduction  of  ttai 
outstanding  balance  of  the  principal  c( 
the  loan. 

( b »  Form  of  contract.  The  form  d 
contr£u:t  between  the  borrower  and  tht 
builder  shall  be  in  accordance  with  the 
following : 

(1 )  Lump  sum  contract.  If  the  Coa. 
mlssioner  determines  that  neither  tta 
borrower  nor  any  of  the  oftcers,  direeton 
or  stockholders  of  the  borrower  ha?e  aaj 
interest  in  the  builder  or  contraete, 
there  may  be  used  a  lump  sum  contnet 
providing  for  payment  of  a  spedfled 
amount. 

( 2 )  Fixed  fee  contract.  If  the  Con- 
missioner  determines  that  the  borrows, 
its  ofQcers,  directors  or  stockholders  hait 
any  interest,  financial  or  otherwise  ta 
the  builder  or  contractor,  the  fonn  o( 
contract  shall  provide  for  payment  tt 
the  actual  cost  of  construction  not  to  a- 
ceed  an  upset  price  and  may  provide  f« 
payment  of  a  builder's  fixed  fee  not 
exceeding  a  reasonable  allowance  as  «■ 
tablished  by  the  Commissioner  in  •^ 
cordance  with  customary  practices  in  the 
area. 

(O  Certificates  as  to  subcontracts.  D 
the  Commissioner  determines  that  the 
borrower,  its  officers,  directors  or  stod- 
holders  have  any  interest,  financial  or 
otherwise,  in  any  subcontractor  or  mate- 
rial supplier,  the  borrower  shall  certify 
in  form  prescribed  by  the  Commlssiona, 
prior  to  final  endorsement  of  the  loan  for 
insurance,  that  the  amounts  paid  to 
such  subcontractor  or  material  supplier 
were  not  more  than  the  rate  prevalllnj 
in  the  locality  for  similar  type  of  labor 
and  materials. 

(d>  Certificate  of  actual  cost.  Tfie 
borrower's  certificate  of  actual  cost,  In 
form  prescribed  by  the  Commissioner, 
shall  be  submitted  upon  completion  of 
the  physical  improvements  to  the  satl*- 
faction  of  the  Commissioner  and  prior  to 
final  endorsement  and  shall  show  the 
actual  cost  to  the  borrower  of: 

( 1  >  The  construction  contract,  includ- 
ing all  costs  of  construction  under  i 
lump  sum  contract,  after  deduction  tt 
any  kickbacks,  rebates,  trade  dlscounti, 
or  other  similar  payments  to  the  bor- 
rower corporation,  or  to  any  of  its  offi- 
cers, directors  or  stockholders; 

(2»    Architect's  fees; 

( 3 1  Off-site  public  utilities  and  streeti 
not  included  in  the  general  contract; 


f^gtday,  February  6, 1962 

(4)  organizaUonal  and  legal  work; 
•^5)  Other  Items  of  expense  approved 
W  ^^,^niTVontract-^uiditkmal 
JSii^^.  When  the  work  has  be«i 
C^S^Snder  a  fixed  fee  contract,  the 
SSwe?s  certification  shall  also  show: 
•^m  Allocations  of  general  overhead 
,^  „  2e  acceptable  to  the  Commis- 

"^Ta"  wsonable   allowance   for  the 
jSler's  profit   as   esUblished  by   the 

''^X^tor's     certification-fixed 
iJVnntroct     A  contractor  receiving  a 
1*J^  SaU  certify  in  form  prescribed 
Slli  CoiSSifssioner  as  to  all  actual 
JLTnaid  for  labor,  materials,  and  sub- 
SSact  work  under  the  general  contract 
SSv€  of  the  builder's  fee  and  1«b 
St  Uckbacks.  rebates,  trade  discounts. 
rotter  similar  payments  to  the  builder 
21  borrower  corporaUon  or  any  of  its 
Moat,  directors  or  stockholders. 
^Adjustment   resulting   from   cost 
^Hcation.    If  the  principal  obligation 
ni  Se  loan  exceeds  the  actual  cost  to  the 
Snower  of  the  improvement,  the  Iom 
San  be  reduced  by  the  amount  of  such 
1  prior  to  the  final  endorsement  for 


Insurance.  .      . 

(h)  Certificate  of  public  accountant. 
•n»  certificates  of  actual  cost  shall  be 
imoorted  by  a  certificate  as  to  accuracy 
Ifan  independent  Certified  PubUc  Ac- 
countant or  Independent  pubUc  account- 
ant which  shall  Include  a  statement  that 
the  accounts,  records  and  supporting 
documents  have  been  examined  in  ac- 
eordance  with  generally  accepted  audit- 
lag  standards  to  the  extent  deemed 
mcrnnnrr  to  verify  the  actual  costs. 
tflM  ail  62  Stat.  23;  12  U.S.C.  1715b.  Inter- 
pitt'or  apply  see.  220.  68  Stat.  596.  as 
kmended:  12  US.C.  1715k) 
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tory  to  them  may  be  substitute^  for  any 
cash  depodt  required  by  this  section. 

In  i  232.61  paragraph  (c)  Is  amended 
f^na  a  new-  paragraph  (d)   is  added  as 
follows: 
§  232.61      Equity   requirements. 

•  •  •  •  • 

(c)  Deposit  and  use  of  funds.  Unless 
other  arrangements  acceptable  to  the 
Commissioner  are  made,  the  funds  re- 
ferred to  in  paragraphs  (a)  and  (b)  of 
this  section  shall  be  deposited  with  and 
held  by  the  mortgagee  in  a  special  ac- 
count or  by  an  acceptable  depository 
designated  by  the  mortgagee  imder  an 
appropriate  agreement  approved  by  the 
Commissioner. 

(d)  Letter  of  credit.  An  irrevocable 
letter  of  credit  acceptable  to  the  Com- 
missioner and  the  mortgagee  and  issued 
by  em  institution  satisfactory  to  them 
may  be  substituted  for  any  cash  deposit 
required  by  paragraph  (a)  or  by  sub- 
paragraph (b)  (2)   of  this  section. 

(See.  ail.  63  Stat.  23;  12  UJ8.C.  1715b.  In- 
terpret or  apply  sec.  232.  73  Stat.  663;  12 
U.S.C.  1715W) 

Issued  at  Washington,  D.C.,  January 

31.  1962. 

Paul  E.  Ferkkso, 
Acting  Federal 
Housing  Commissioner. 

|P.R.    Doc.    62-1203;     Piled,    Feb.     5.     1962; 
8:47  a.m.) 


jmCMAPTER    J— MORTGAGE    INSURANCE    FOR 
NURSING   HOMES 

PAIT  232— NURSING  HOMES  MORT- 
GAGE INSURANCE 

Subpart  A — Eligibility  Reguirements 

Section  232.56  is  amended  by  adding  a 
new  paragraph  (c)  to  read  as  follows: 

§232.56     Assurance  of  completion. 
•  •  •  •  • 

(c)  An  irrevocable  letter  of  credit  ac- 
ceptable to  the  Commissioner  and  the 
mortgagee  and  Issued  by  an  institution 
aUsfactory  to  them. 

Section  232.60  is  amended  to  read  as 
follows: 

S 232.60     Emtow  for  ofTsite  utilities  and 
streets.  | 

The  Conunissioner  may  require  the 
deposit  with  the  mortgagee  or  with  an 
acceptable  trustee  or  escrow  agent  des- 
ignated by  the  mortgagee,  under  an  ap- 
propriate agreement,  of  such  cash  as 
may  be  required  for  the  completion  of 
oir-slte  public  utilities  and  streets.  An 
irrevocable  letter  of  credit  acceptable  to 
the  Commissioner  and  the  mortgagee 
and  Issued  by  an  Institution  satisfac- 

No.  25 2 
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Schedule  A  to  BDSA  Okbbi  M-llA 

Set-aside  Percentages 

(See  sec.  6(f)  otBDflAOraer  M-llA) 

Base  period — Calendar  Year  19€0 

(See  sec.  2(o)  of  BDBA  Order  U-llA) 


Product 


Faroent- 
aflelor 
orders 


(or 
delivery 

after 
Mar.  n, 

igez' 


Title  32A— NATIONAL  DEFENSE, 
APPENDIX 

Chapter  VI— Business  and  Defense 
Services  Administration,  Depart- 
ment of  Commerce 

[BDSA  Order  M-llA.  Revised  Schedule  A  of 
February  1,  1962] 


Bras."!  mill  products: 
Unalloyed : 

Plat*,  sheet,  strip,  and  roBs. 

Rod,  bar,  shapes,  and  wire 

Seamless  tube  and  pipe 

Alloyed: 

Plate,  sheet,  strip,  androBs 

Rod,  bar,  shapes,  and  wire 

geamiesB  tabeaad  pipe... --. 

Military  ammanition  cups  and  discs... 
Copper  wire  mill  pndoetr. 
Copper  wire  and  cable: 

Bare  and  tinned 

Weattaerpraof. 

Magnet  wire - 

Insulated  boUdlng  wire 

Paper  and  lead  power  cable 

Paper  and  lead  telephone  cable 

AsMstoseaMe .— w — 

Portable  and  flezU>le  eord  and  eaUs. . . 

CommunicatioDS  wire  and  cable 

Shipboard  caMe v—l".- 

AutomoUTe  and  aireraft  wire  and  caMe 

Insulated  power  cable 

Signal  and  control  cable 

Coaxial  cable 

Copper-clad  steel  wire  containing  oyer 
20  percent  copper  by  weight  regard- 
less of  end  use 

Copper  foundry  products 

I'nalloyed  copper  powder  mill  products — 
Copper-base  alloy  powder  mill  products — 


(») 


(») 


3 

5 
12 


o 
(') 


5 
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M-11  A— COPPER  AND  COPPER- 
BASE  ALLOYS 

Revision  of  Schedule  A — Set-Aside 
Percentages 

This  amendment  of  Schedule  A  to 
BDBA  Order  M-llA  is  foimd  necessary 
and  appropriate  to  promote  the  national 
defense  and  is  issued  pursuant  to  the 
Defense  Production  Act  of  1950.  as 
amended.  In  the  formulation  of  this 
order,  there  was  consultation  with  In- 
dustry representatives,  including  trade 
association  representatives,  and  consid- 
eration was  given  to  their  recommenda- 
tions. 

This  amendment  makes  changes  In 
Revised  Schedule  A  of  August  15,  1957, 
to  BDSA  Order  M-11  A,  as  amended  De- 
cember 18.  1956.  It  applies  to  author- 
ized controlled  material  orders  calling 
for  delivery  after  March  31,  1962,  and 
provides  for  a  new  base  period  for  the 
determination  of  average  shipments 
against  which  set-aside  percentages  are 
to  be  applied.  Set-aside  percentages  for 
copper  controlled  material  products  are 
also  revised. 

Schedule  A  to  BDSA  Order  M-11  A  is 
hereby  further  amended  to  read  as 
follows: 


1  Schedule  -V  revised  as  of  Aug.  18,  1967,  to  BD8A 
Order  M  llA,  as  amended  Dec.  18,  1966,  applies  to 
onlorscalUngfordeUverypriorto  Apr.  1,1962. 

s  No  reserve  space  provided.  Producers  ol  these 
products  are  nevertheless  required  to  accept  MithoriEMl 
controlled  material  orders  for  such  products  in  aoeord- 
anoe  with  the  provisions  of  DM8  R«f?l»"«»n  No.  1  «^ 
this  order  However,  section  6(f)  of  Order  M-UA  does 
not  apply  to  such  authorised  controlled  material  orders 

(Sec.  704.  64  Stat.  816.  as  amended:  sec.  1. 
74  Stat.  282;  60  V£.C.  App.  2164.  2166) 

This  revised  schedule  shall  take  effect 
February  1, 1962. 

Business  and  Defense  Serv- 
ices AHMINISTRATlbN, 

Eugene  P.  Foley, 

Administrator. 

|F.R.    Doc.    62-1163;     PUed.    Peb.    5.    1962; 
8:46  a.m.] 


Title  42— PUBLIC  HEALTH 

Chapter  I — Public  Health  Service, 
Department  of  Health,  Education, 
and  Welfare 

PART  53— GRANTS  FOR  SURVEY, 
PLANNING  AND  CONSTRUCTION 
OF  HOSPITALS  AND  MEDICAL 
FACILITIES 

Rehabilitation  Facilities;  Hospital 
Priority;  Technical  Amendments 

Correction 

In  Federal  Register  Document  62-1025, 
pubUshed  at  page  894  in  the  Pederai. 
Register  of  January  31. 1962,  the  second 
word  of  9  53.61(b)  should  be  "count". 
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Title  50— WILDLIFE  AND 
FISHERIES 

Chapter  I — Bureau  of  Sport  Fisheries 
and  Wildlife,  Fish  and  Wildlife 
Service,  Department  of  the  Interior 

PART  33— SPORT  FISHING 

Wildlife  Refuges  in  Florida  and  South 
Carolina 

The  following  special  regfulation  is  is- 
sued and  is  effective  on  date  of  publica- 
tion in  the  Pkdkral  Register. 

I  33.5  Special  regulations;  Nport  fi!«h- 
ing;  for  individual  wildlife  refuge 
areas. 

Florida 

st.  marks  national  wildlife  refuge 

Sport  fishing  on  the  St.  Marks  Na- 
tional Wildlife  Refuge,  Florida,  is  per- 
mitted only  on  the  areas  designated  by 
signs  as  open  to  fishing.  This  open  area, 
comprising  44,000  acres  or  80  percent  of 
the  total  8U-ea  of  the  refuge,  is  delineated 
on  a  map  available  at  the  refuge  head- 
quarters and  from  the  office  of  the  Re- 
gional Dirctor,  Bureau  of  Sport  Fisheries 


RULES   AND   REGULATIONS 

and  Wildlife.  Peachtree-Seventh  Build- 
ing. Atlanta  23.  Georgia.  Sport  fishing 
is  subject  to  the  following  conditions: 

t  a  I  Species  permitted  to  be  taken : 
Largemouth  bass,  bream,  pickerel,  and 
other  minor  species  permitted  by  State 
regulations. 

<b>  Open  season:  St.  Marks  and 
Wakulla  Units.  May  1,  1962.  through  Oc- 
tober 15.  1962  Certain  described  areas 
of  the  Panacea  unit  north  of  State  High- 
way No.  372.  March  1  through  Octo- 
ber 15.  1962  The  Panacea  unit  area 
south  of  State  Highway  No.  372,  February 
1  through  December  31.  1962.  One  hour 
before  sunrise  to  one  hour  after  sunset. 

ic>  Daily  creel  limits:  Largemouth 
bass.  10;  Bream.  35;  Pickerel,  15:  other 
creel  limits  for  minor  species  are  as  pre- 
scribed for  State  regulations. 

'd»  Methods  of  fishing.  <1»  Pole  and 
line,  rod  and  reel,  artificial  and  live  baits 
permitted. 

1 2 )  Row  boats,  canoes,  and  other 
floating  devices  without  motors  i)er- 
mitted.  Boats  must  be  removed  from 
the  refuge  at  the  close  of  each  days  legal 
fishing  hours. 

(3)  Trot  lines  as  permitted  by  the 
State  for  sport  fishing  are  allowed,  ex- 
cept that  lines  shall  be  taken  up  prior 
to  closing  hour  of  fishing  dally. 


I  e  •  Other  provisions.  •  1 )  The  pnv. 
visions  of  this  special  regulation  supiiu. 
ment  the  regulations  which  govern  flj|j. 
ing  on  wildlife  refuge  areas  genertb 
which  are  set  forth  in  Title  50,  Code  of 
Federal  Regulations.  Part  33. 

>2'  A  Federal  permit  is  not  required  to 
enter  the  public  fishing  area. 

I  3  I  The  provisions  of  this  special  rej. 
ulation  are  effective  to  January  i,  i^ 

South  Carolina 

CAROLINA      sandhills      NATIONAL     WILDLm 

refuge 

The  special  regulation  permitting  sport 
fi.siiing  on  the  Carolina  Sandhill*  N(. 
tional  Wildlife  Refuge.  South  Carolina, 
5  33  5.  published  December  20,  1961,  to 
the  Federal  Reglster,  Volume  28,  Nun- 
ber  244,  Page  1277  is  amended  as  followi; 
Black  bass,  10;  game  fish  other  thao 
bass,  25. 

The  provisions  of  this  amended  q)edal 
regulation  are  effective  to  December  l 
1962. 

F.  C.  GiLLETT, 

Acting  Regional  Director,  Bureau  of 
Sport  Fisheries  and  WildUfe. 

IFR     Doc     62-1183:     Filed.    Feb.    5,    IMt 
8:46  a.m.] 
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FEDERAL  AVIATION  AGENCY 

[14  CFR   Port  201 

.DM    Docket   No.    1050;    Draft   Release   No. 

PILOT  AND  INSTRUCTOR 
CERTIFICATES 

Rtlocale  Requirement  for  Dual  Instru- 
ment Instruction  Before  Solo  From 
Private  Pilot  Experience  Require- 
ments to  Presolo  Requirements 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR 
405.27) .  notice  is  hereby  given  that  there 
la  under  consideration^  a  proposal  to 
Jmend  Part  20  of  the  Civil  Air  Regula- 
tions M  hereinafter  set  forth. 

Interested  persons  may  participate  in 
tbe  making  of  the  proposed  rules  by  sub- 
mitting such  written  data,  views,  or  argu- 
ments as  they  may  desire.  Conwnunica- 
th^  should  be  submitted,  preferably  in 
duplicate,  to  the  Docket  Section  of  the 
FMeral  Aviation  Agency,  Room  C-226, 
1711  New  York  Avenue  NW.,  Washing- 
ton 25  DC.  All  communications  received 
oo  or  before  April  9.  1962,  will  be  con- 
sidered by  the  Administrator  before  tak- 
ing action  on  the  proposed  niles.  The 
proposal  contained  in  this  notice  may  be 
changed  in  the  light  of  comments  re- 
cdred.  All  comments  submitted  will  be 
ivallable  in  the  Docket  Section  for  ex- 
imination  by  interested  persons  when 
the  prescribed  date  for  return  of  com- 
ments has  expired. 

Section  20.34  of  the  Civil  Air  Regula- 
tions prescribes  the  aeronautical  experi- 
ence required  for  an  applicant  for  a 
private  pilot  certificate.  Paragraph  (d) 
of  this  section  specifies  that  an  ap- 
plicant shall  have  had  flight  instruction 
by  reference  to  instruments,  integrated 
with  the  dual  flight  instruction  in  pri- 
mary flight  maneuvers  given  before  and 
after  solo.  This  requirement  was  adopted 
through  Amendment  20-12  to  Part  20 
of  the  Civil  Air  Regulations  which  was 
made  effective  on  March  16.  1960.  The 
preamble  to  the  amendment  states  its  ob- 
jectives, and  concludes  that  the  changes 
constitute  part  of  the  Agency's  program 
to  Improve  the  competence  of  the  student 
pilot  as  well  as  the  private  pilot. 

One  of  the  primary  objectives  ex- 
pressed was  that  of  applying  the  knowl- 
edge gained  through  research  in  primary 
flight  training  conducted  at  West  Vir- 
ginia University.  This  research  demon- 
strated that  students  who  learn  to  ob- 
serve and  use  flight  instruments  from 
the  beginning  of  their  flight  training  are 
much  more  proficient  in  holding  atti- 
tude, altitude,  headings,  and  airspeeds 
In  normal  VFR  flight.  Later  observa- 
tions by  inspectors  of  the  Agency  have 
verified  the  effectiveness  of  the  program 
In  this  respect. 

However,  the  intent  of  applying  the 
benefits  of  this  program  to  improve  the 


competence  of  student  pilots  is  not  tech- 
nically carried  out  by  relating  the  pre- 
solo phase  of  integrated  instnunent  in- 
struction to  private  pilot  requirements. 

It  is  therefore  proposed  to  make  pre- 
solo dual  instrument  instruction  a  pre- 
requisite for  a  student  pilot  solo  flight  in 
an  airplane  within  §  20.23  instead  of  a 
prerequisite  for  obtaining  a  private  pilot 
certificate  under  §20.34.  This  change 
will  better  carry  out  the  objective  ex- 
pressed in  the  preamble  to  Civil  Air  Reg- 
ulations Amendment  20-12. 

The  changes  proposed  in  §  20.23  would 
require  redesignation  of  the  text  in  the 
present  section  as  paragraph   (a)    and 
the  redesignation  of  the  present  para- 
graphs     as     subparagraphs.      These 
changes  are  required  so  that  a  new  para- 
graph may  be  added  to  the  section.   This 
new  paragraph   (b).  gives  information 
about  who  may   give   dual   instrument 
flight  instruction,  and  the  equipment  re- 
quired, which  was  previously  contained 
in  S  20.34(d).    In  addition  to  this  new 
paragraph,  the  other  proposed  change 
in  text  in  S  20.23  is  in  paragraph  (a)  (2) , 
which  corresponds  to  present  paragraph 
(b) .    This  change  would  add  a  require- 
ment for  dual  instrument  flight  instruc- 
tion to  the  presolo  requirements  cur- 
rently  specified.     In   addition,   certain 
minor  editorial   corrections  have   been 
made  in  the  section.    Since  the  direc- 
tions for  these  changes  and  redesigna- 
tions  would  be  complicated,  the  entire 
section  is  being  repeated  in  the  proposed 
amendment. 

Section  20.34  would  be  amended  by 
deleting  paragraphs  (d)  and  (e)  and 
adding  a  new  paragraph  (d) .  In  addi- 
tion to  the  material  previously  included 
in  parargaph  (e),  this  new  paragraph 
will  specify  the  dual  flight  instruction 
required  after  the  first  solo  cross-country 
flight  as  a  prerequisite  for  a  private  pilot 
certificate. 

These  changes  will  not  affect  the  pres- 
ent reference  in  §20.34-1  to  §  20.34(d). 
The  latter  paragraph  was  added  by  Civil 
Air  Regulations  Amendment  20-12,  ef- 
fective March  16.  1960.  without  changing 
the  reference  in  §20.34-1,  which  after 
such  date  should  properly  have  been  to 
§20.S4(e). 

In  consideration  of  the  foregoing,  it  is 
proposed  to  amend  Part  20  of  the  Civil 
Air  Regulations  (14  CFR  Part  20)  as 
follows: 

1.  By  amending  §  20.23  to  read  as  fol- 
lows: 


and  parking;  traffic  pattern  procedures: 
level  flight,  turns,  cUmbs.  and  gUdes, 
both  by  visiial  reference  outside  the  air- 
plane and  solely  by  reference  to  Instru- 
ments; and  stalls  and  emergency  land- 
ings; and 

(3)  His  student  pilot  certificate  has 
been  endorsed  by  an  ai^n^piriately  rated 
flight  instructor  who  has  examined  him 
and  found  him  to  have  c<XBpUed  with 
the  provisions  of  subparagrai^is  (1)  and 
(2)  of  this  paragrai^  and  otherwise  to 
be  competerit  to  make  solo  flights. 

(b)  The  dual  instruction  In  tbe  con- 
trol of  an  airplane  solely  by  releraace  to 
instruments,  required  by  paragrs^h  (a) 
(2)  of  this  section,  shall  be  givm  by  the 
holder  of  a  flight  histructor  coiiflcate 
with  an  airplane  rating.  "Hie  airplane 
shall  be  equiK>ed  with  at  least  a  sensi- 
tive altimeter,  a  tum-and-bank  indica- 
tor, and  a  means  for  simulating  instru- 
ment flight  conditions. 

2.  By  amending  §  20.34  by  deleting 
paragraphs  (d)  and  (e)  and  adding  a 
new  paragraph  (d)  to  read  as  follows: 

§  20.34      Aeronautical  experience. 

•  •  •  •  • 

(d)  Three  hours  of  dual  instruction 
after  the  first  solo  cross-country  flight, 
which  shall  include  a  review  of  the  pro- 
cedures and  maneuvers  previously 
learned,  and  additional  instruction  in 
preparation  for  the  private  pilot  flight 
test,  including  control  of  the  airplane 
solely  by  reference  to  instruments.  The 
dual  instructitm  in  the  control  of  tha- 
airplane,  solely  by  reference  to  instru- 
ments, shall  be  given  in  accordance  with 
the  requirements  of  §  20.23(b) . 

(Sees.  313(a) ,  601,  602;  72  Stat.  752,  775,  776; 
49  UJS.C.  1354(a) .  1421. 1422) 

Issued  in  Washington.  D.C..  on  Janu- 
ary 29. 1962. 

George  C.  Prill, 
Director,  Flight  Standards  Service. 

[F.R.    Doc.    62-1175;    PUed.    Feb.    6,    1962; 
8:45  ajn.] 


§  20.23      Requirements  for  solo  flight. 

(a)  A  student  pilot  may  not  operate 
an  airplane  in  solo  flight  until: 

(1)  He  is  familiar  with  the  general 
and  visual  flight  rules  of  Part  60  of  this 
chapter  (Civil  Air  Regulations) ; 

(2)  He  has  received  dual  instruction 
in  such  preparatory  and  flight  proce- 
dures as  preflight  inspection,  starting. 
warming  up,  operating,  aiKl  stopping 
the  oigine;  taxiing,  takeoffs,  laiKlings, 


[  14  CFR  Part  49  1 

[Reg.  Docket  No.  1049;  Draft  Release 
No.  62-ai 

MAGNETIC  MATERIALS 
Notice  of  Proposed  Rule  Making 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (14  CFR 
405.27) ,  notice  is  hereby  given  that  there 
is  under  consideration  a  proposal  to 
amend  Part  49  of  the  Civil  Air  Regula- 
tions as  hereinafter  set  forth 

Interested  persons  may  participate  in 
the  making  of  the  proposed  rules  by  sub- 
mitting such  written  data,  views,  or 
arguments  as  they  may  desire.  Com- 
munications should  be  submitted  in  du- 
plicate to  the  Docket  Section  of  the  Fed- 
eral AviaUon  Agency.  Room  C-226,  1711 
New  York  Avenue  NW.,  Washington  25, 
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D.C.  All  communications  received  on 
or  before  April  9, 1962,  will  be  considered 
Iv  the  Administrator  befbie  taking  ac- 
tion on  the  proposed  rules.  The  proposal 
contained  in  this  notice  may  be  changed 
in  the  light  of  comments  received.  All 
comments  submitted  will  be  available 
in  the  Docket  Section  for  examination 
by  interested  persons  when  the  pre- 
scribed date  for  return  of  comments  has 
expired. 

Explosives  and  other  dangerous  arti- 
cles defined  by  Part  49  of  the  Civil  Air 
Regulations  do  not  include  magnetic  ma- 
terials. Air  shipments  of  magnets  and 
magnetic  devices  can  adversely  influence 
the  accuracy  of  magnetic  compasses  and 
devices  imless  they  are  properly  packed 
and  kept  at  a  safe  distance  from  the  air- 
craft's compass.  In  order  to  safeguard 
the  navigation  of  aircraft,  it  is  necessary 
to  require  the  shippers  of  magnetic  ma- 
terials to  clearly  mark  packages  contain- 
ing magnetic  materials  and  where  possi- 
ble install  the  keeper  bar  on  permanent 
magnets.  The  identification  marking 
of  such  packages  will  alert  operators  of 
aircraft  to  arrange  their  stowage  at  a 
location  where  they  will  not  interfere 
with  the  navigational  equipment  of  the 
aircraft. 

In  consideration  of  the  foregoing,  it  is 
proposed  to  amend  Part  49  of  the  Civil 
Air  Regulations  as  follows: 

§  49.1      [Amendment] 

1.  By  amending  S  49.1(a)  by  adding 
between  the  words  "articles"  and  "shall" 
the  phrase  ",  or  any  other  articles  spe- 
cifically regulated  by  the  rules  of  this 
part.". 

2.  By  adding  a  new  §  49  16  to  read  as 
follows : 

§  49.16      Packing   and    marking    require- 
ments for  magnetic  materials. 

No  shipper  shall  offer  magnetic  ma- 
terials for  shipment  by  air  unless : 

(a)  The  outside  paclcage  has  been 
plainly   marked   "Magnetic   Materials"; 

(b)  Magnets  or  magnetic  devices  siich 
as  magnetrons  and  light  meters  have 
been  packed  so  that  the  polarities  of  the 
individual  units  oppose  one  another;  and 

(c)  Permanent  magnets,  where  possi- 
ble, have  the  keeper  bar  installed.  No 
other  certification,  labeling,  or  quantity 
limitations  are  prescribed  for  the  ship- 
ment of  magnetic  materials  by  the  pro- 
visions of  this  part. 

3.  By  amending  }  49.21  by  adding  a 
new  paragraph  (d)   to  read  as  follows: 

§  49.21      Cargo  location. 

•  •  •  •  • 

(d)  Magnetic  materials  shall  not  be 
loaded  on  the  aircraft  in  the  vicinity  of 
the  magnetic  compasses  or  compass  mas- 
ter units  which  are  a  part  of  the  instru- 
ment equipment  of  the  aircraft  so  as  to 
affect  their  operation.  If  it  Ls  not  possi- 
ble to  meet  this  requirement  a  special 
aircraft  swing  and  compass  calibration 
shall  be  made. 

These  amendments  are  proposed  under 
the  authority  of  sections  313(a) .  601,  604. 
902  of  the  Federal  Aviation  Act  of  1958 
(72  Stat.  752.  775,  778.  784;  49  U  S.C. 
1354(a),  1421,  1424,  1472). 


PROPOSED  RULE  MAKING 

Issued  in  Washington.  DC,  on  Janu- 
ary 29,   1962. 

OeORGE   C.    PRU.L. 

Director.  Flight  Standards  Service. 

|PR      Doc      62    1174:     Filed.     Feb      S.     1962; 
8  45  a  m  I 


NW  .  Washington  25.  DC.    An  infoi^i 
Docket  will  also  be  available  for 


[14   CFR    Port  600  1 

I  .Mrspacp   Docket  No    61-LA  67  | 

FEDERAL  AIRWAYS 
Proposed   Alteration 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (14  CFR 
409.13),  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  is  considering 
an  amendment  to  §  600.6210  of  the  reg- 
ulations of  the  Administrator,  the  sub- 
stance of  which  is  stated  below. 

Low  altitude  VOR  Federal  airway  No. 
210  is  designated  in  part  from  the  Farm- 
ington,  N.  Mex..  VORTAC  via  the  inter- 
section of  the  Farmington  VORTAC  090* 
and  the  Alamosa.  Colo.,  VOR  232*  True 
radials  (Horse  Lake  Intersection)  to  the 
Alamosa  VOR  The  Federal  Aviation 
Agency  has  under  consideration  the  al- 
teration of  this  segment  of  Victor  210 
by  realigning  it  from  the  Farmlngton 
VORTAC  via  the  intersection  of  the 
Farmlngton  VORTAC  086*  and  the  Ala- 
mosa VOR  232"  True  radials;  to  the 
Alamosa  VOR.  This  would  provide  a 
lower  minimum  en  route  altitude  and 
result  in  the  acquisition  of  an  additional 
cardinal  altitude  between  Farmlngton 
and  Horse  Lake. 

The  control  areas  associated  with  this 
segment  of  Victor  210  are  so  designated 
that  they  would  automatically  conform 
to  the  altered  airway.  The  vertical  ex- 
tent of  these  control  areas  would  remain 
as  designated  pending  review  of  the  ad- 
jacent airspace.  Separate  action  will 
be  initiated  to  impl«nent  on  an  area 
basis  Amendment  60-21  to  Part  60  of  the 
Civil  Air  Regulations. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  In  triplicate  to  the  Assistant 
Administrator.  Western  Region.  Attn: 
Chief,  Air  Traffic  Division,  Federal  Avia- 
tion Agency,  5651  West  Manchester 
Avenue.  P.O.  Box  90007,  Airport  Station, 
Los  Angeles  45,  Calif.  All  communica- 
tions received  within  forty-flve  days  after 
publication  of  this  notice  in  the  Federal 
Register  will  be  considered  before  action 
is  taken  on  the  proposed  amendment. 
No  public  hearing  Is  contemplated  at  this 
time,  but  arrangements  for  Informal 
conferences  with  Federal  Aviation 
Agency  officials  may  be  made  by  con- 
tacting the  Regional  Air  Traffic  Division 
Chief,  or  the  Chief,  Airspace  Utilization 
Division,  Federal  Aviation  Agency,  Wash- 
ington 25,  D.C.  Any  data,  views,  or  ar- 
guments presented  during  such  confer- 
ences must  also  be  submitted  in  writing 
in  accordance  with  this  notice  in  order 
to  become  part  of  the  record  for  con- 
sideration. The  proposal  contained  in 
this  notice  may  be  changed  in  the  light 
of  comments  received. 

The  official  Docket  will  be  available  for 
examination  by  Interested  persons  at  the 
Docket  Section.  Federal  Aviation  Agency, 
Room   C-226.    1711    New    York   Avenue 


nation  at  the  office  of  the  Regional  Ak 
Traffic  Division  Chief. 

This  amendment  Is  proposed  uods 
.section  307<a)  of  the  Federal  Avlattca 
Act  of  1958  172  Stat.  749;  49  U.S.C.  134|) 

Issued  in  Washington,  D.C.  on  J»a. 
uary  30,  1962. 

Clifford  P.  Burton, 
Acting  Chief. 
Airspace  Utilization  Division. 


IF  R 


Doc      62-1173;     Piled,    Feb.    6,    19a- 
8:45  a.m.) 


[  14   CFR   Part  601  1 

|.\irspace  Docket   No.  61-NY-M] 

CONTROLLED  AIRSPACE 
Proposed  Designation  of  Control  Zem 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (14  CPR 
409.13),  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  Is  conslderlm 
an  amendment  to  Part  601  of  the  regu- 
lations of  the  Administrator,  the  sub- 
stance of  which  Is  stated  below. 

The  Federal  Aviation  Agency  has  un- 
der consideration  designation  of  a  con- 
trol zone  at  Morrlstown.  N.J.  The  pro- 
posed control  zone  would  be  designated 
from  0700  to  2300  hours  local  standsrd 
time,  daily,  within  a  5-mlle  radius  of  the 
Morrlstown  Airport  (latitude  4O'4T50" 
N..  longitude  74''25'05"  W.)  ;  within  1 
miles  either  side  of  a  line  bearing  23T 
True  from  the  Chatham,  N.J.,  radio  bet- 
con  extending  from  the  5-mlle  nuUv 
zone  to  8  miles  southwest  of  the  radio 
beacon,  and  within  2  miles  either  skk 
of  a  line  bearing  248°  True  from  tbe 
Chatham  radio  beacon  extending  fron 
the  radio  beacon  to  4  miles  southwest 
of  the  radio  beacon,  excluding  the  por- 
tion lying  within  a  one-mile  radius  of 
the  Hanover,  N.J.,  Airport  (latitude 
40^50'20"  N.,  longitude  74'20'45"  W.). 
This  control  zone  would  provide  protec- 
tion for  aircraft  executing  prescribed  In- 
strument approach  and  departure  pro- 
cedures at  the  Morrlstown  Airport 
Communications  and  weather  reportini 
service  would  be  provided  to  aircraft  op- 
erating within  the  proposed  control  zone 
by  the  Federal  Aviation  Agency  control 
tower  scheduled  to  be  commissioned  tt 
Morrlstown  Airport  approximately  Feb- 
ruary 1,  1962. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  tbey 
may  desire.  Conmiunications  should 
be  submitted  In  triplicate  to  the  Assist- 
ant Administrator,  Eastern  Region. 
Attn:  Chief,  Air  Traffic  Division.  Pedersl 
Aviation  Agency.  Federal  Building,  New 
York  International  Airport.  Jamaica  30, 
N.Y.  All  communications  received  with- 
in forty-five  days  after  publication  (A 
this  notice  in  the  Federal  Registei  wlD 
be  considered  before  action  is  taken  on 
the  proposed  amendment.  No  publk 
hearing  Is  contemplated  at  this  time,  but 
arrangements  for  informal  conferences 
with  Federal  Aviation  Agency  offlcitli 
may  be  made  by  contacting  the  ReglonsI 
Air  Traffic  Division  Chief,  or  the  Chief. 
Airspace  Utilization  Division,  Federal 
Aviation  Agency,  Washington  25,  D.C. 
Any  data,  views  or  arguments  presented 


Tyeidau,  February  6, 1962 

Airtitf  such  conferences  must  also  be 
■JSitted  in  writing  in  accordance  with 
SSnotice  in  order  to  become  part  of  the 
Ibo«1  for  consideration.  The  proposal 
Jntioned  in  this  notice  may  be  changed 
in  the  light  of  conmients  received. 

The  official  Docket  will  be  available 
for  examination  by  interested  persons  at 
IhP  Docket  Section,  Federal  Aviation 
Srency  Room  C-226,  1711  New  York 
Avenue  NW..  Washington  25,  D.C.  An 
informal  Docket  wiU  also  be  available  for 
examination  at  the  office  of  the  Regional 
Air  Traffic  Division  Chief. 

This  amendment  is  proposed  under 
Miction  307(a)  of  the  Federal  Aviation 
\ci  of  1958  (72  Stat.  749;  49  U.S.C. 
1348) . 

Issued  in  Washington.  D.C,  on  Janu- 
ary 30, 1962. 

Clifford  P.  BxniTON, 
Acting  Chief. 
'  i4trspace  Utilization  Division. 

IPA    Doc.    63-1172;     Piled.    Feb.    6,    1962; 
8:45  a.m.] 

mi  BUSINESS  ADMINISTRA- 
TION 

[13  CFR  Part  121  1 

AIRCRAFT  AND  MISSILE  EQUIPMENT 
INDUSTRIES 

Notice  of  Hearing  on  Definition  as 
Small  Business 

Notice  Is  hereby  given  that  the  Small 
Business  Administration  proposes  to  hold 
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a  hearingr  on  the  definitions  of  small  busi- 
ness for  manufacturers  and  distributors 
of  aircraft  and  missile  equipment  for  the 
purpose  of  Government  procurement.  In 
addition  to  consideration  of  the  defini- 
tion of  small  business  for  the  industries, 
comments  will  be  accepted  concerning 
their  application  to  subcontractors  on 
Government  contracts. 

The  hearing  will  take  place  February 
27,  1962,  at  10:00  am.,  e.s.t.,  in  Room 
1143,  811  Vermont  Avenue  NW.,  Wash- 
ington 25,  D.C. 

Interested  persons  may  file  with  the 
Director,  Office  of  Small  Business  Size 
Standards  on  or  before  February  22, 
1962,  written  statements  of  facts,  opin- 
ions, or  arguments  concerning  the  ap- 
propriate definitions  of  small  business  for 
manufacturers  and  distributors  of  air- 
craft and/or  missile  equipment  and  their 
use  in  carrying  out  the  Government 
procurement  subcontracting  program. 
Those  persons  who  wish  to  make  oral 
statements  should  notify  the  Director  in 
writing  setting  forth  the  name  and  title 
(if  any)  of  the  persons  who  will  appear 
and  whom  they  represent. 

All  correspondence  on  this  matter  shall 
be  addressed  to: 

Samuel  S.  Solomon,  Director. 
one*  of  Small  Business  Size  Standards. 
Small  Biuiness  Administration,. 
Washington  25.  D.C. 

There  is  no  specific  definition  of  small 
business  manufacturers  for  the  missile 
equipment  Industry.  In  such  cases  the 
general  500  employee  rule  is  used. 


1075 

The  present  definition  of  small  busi- 
ness manufacturers  of  aircraft  equip- 
ment for  the  purpose  of  Government 
procurement  is  a  concern  that  (1)  is 
independently  owned  and  operated,  (2) 
Is  not  dominant  in  its  field  of  operation, 
and  (3)  with  its  affiliates  employs  not 
more  than  500  persons,  or  1.000  persons 
for  the  purpose  of  bidding  on  the  air- 
craft equipment  set  forth  below : 

(i)   Airframes  and  structviral  compo- 
nents. 

( 11 )   Aircraft  propellers  and  hubs. 
( ill )  Wheel  and  brake  systems. 
(Iv)  Jet  engines. 
(V)   Fuel  tanks. 

(vi)  Aircraft  hydraulic  systems. 
(vii)  Aircraft  vacuum  systems. 
(vlii)  Aircraft  air-conditioning, 
(ix)  Heating  and  pressurizing  equip- 
ment. 

(X)  Fire  control  systems. 
(xi)   Flight  instnmients. 
(xii)  Flight  simulators  (except  small 
.cockpit  trainers) . 

(xiii)  Aircraft  deicing  systems. 
The  present  definition  of  small  busi- 
ness distributors  (nonmanufacturers)  of 
aircraft  and/or  missile  equipment  for 
the  purpose  of  Government  procurement 
is  a  concern  which  (1)  employs  500  per- 
sons or  less,  and  (2)  supplies  the  prod- 
ucts of  small  business  manufacturers 
which  products  have  been  manufactured 
or  produced  in  the  United  States. 

Dated :  January  26, 1962. 

John  E.  Hornc, 
Administrator. 

[F.R.    Doc.    62-1186;    Filed,    Feb.    6,    1962; 
8:46  ajn.] 


Notices 


DEPARTMENT  OF  COMMERCE 

Oflke  of  the   Secretary 

COMMISSIONER,  U.S.  SCIENCE 

EXHIBIT 

Delegotion  of  Authority  To  Negotiate 
Certain   Contracts 

1.  Pursuant  to  authority  vested  in  the 
Secretary  of  Commerce  by  law  and  by 
delegations  from  the  Administrator  of 
General  Services,  the  Commissioner, 
VS.  Science  Exhibit  is  hereby  authorized 
to  exercise  the  authority  of  the  Secre- 
tary of  Commerce  to  negotiate  contracts 
without  advertising  under  the  provisions 
of  section  302(c)  (2».  t4).  (5),  and  •  10' 
of  the  Federal  Property  and  Administra- 
tive Services  Act  of  1949  (63  Stat  377' . 
as  amended. 

2.  This  authority  shall  be  exercised 
only  with  respect  to  procuiement  of 
those  supplies  and  services  which  are  re- 
quired in  connection  with  authorized  ac- 
tivities, other  than  administrative  pro- 
grams, conducted  by  the  US  Science 
Exhibit. 

3.  This  authority  shall  be  exercised  in 
accordance  with  applicable. limitations 
and  requirements  of  the  act,  particularly 
sections  304  and  307  thereof,  and  in  ac- 
cordance with  policies,  procedures  and 
controls  prescribed  by  the  General  Serv- 
ices Administration. 

4.  Subject  to  the  provisions  of  3  above. 
the  authority  herein  delegated  may  be 
redelegated  to  any  officer  or  employee 
of  the  U.S.  Science  Exhibit 

5.  This  delegation  is  efTectivf  as  of 
this  date. 

Dated:    January  30,  1962. 

Luther  H    Hodges. 
Secretary  of  Commerce 

[F.R.     Doc      62-1198;     Filed.     Feb      5      196J 
8  47    ami 

DEPARTMENT  OF  HEALTH,  EDU- 
CATION, AND  WELFARE 

Public   Health   Service 

LICENSED  BIOLOGICAL  PRODUCTS 

Notice  is  hereby  given  that  pursuant 
to  section  351  of  the  Public  Health  Serv- 
ice Act.  as  amended  ( 42  U  S  C   262  < .  and 
regulations  Issued  thereunder    (42  CFR 
Part  73) ,  the  following  establishment  li- 
cense and  product  license  actions  have 
been  taken  from  October   16,    1961.  to 
January  15,  1962.  inclusive.     These  lists 
are  supplementary  to  the  lists  of  licensed 
establishments  and  products  in  efTect  on 
April  15.  1961.  published  on  July  1.  1961. 
in  26  P.R.  5961,  as  amended  by  two  lists, 
one  of  license  actions  taken  from  April 
16.  1961,  through  July  15.  1961.  published 
on  August  12,  1961.  in  26  F.R.  7365.  and 
one  of  license  actions  taken  from  July 
16.  1961,  through  October  15.  1961,  pub- 
lished   November    7.    1961,    in    26    F.R. 
10492. 
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Approved; 

RODERK  K  Ml-RRAV. 

Director,  Dnision  of  Biologies 
Standards.  National  Jnstitutea 
ol  Health.  Public  Health 
Service.  U  S  Department  of 
Health.  Educatiun.  and 
Welfare. 

Approved 

J    SrtWART  IIlNrER. 

A.^sistant  to  the  Surgeon  Gen- 
eral for  Information.  Public 
Health  Service.  US  Depart- 
ment of  Health.  Education. 
and  Welfare 

Vn       IX..-      62    lUtg.      Filed      Feb      5       19C2 
8   47  .1  in  I 


DEPARTMENT  OF  THE  INTERIOR 

Bureau   of   Land   Management 
IDAHO 

Notice  of   Proposed  Withdrawal   and 
Reservation   of   Lands 

January  29.  19oJ 

Tlie  Bureau  of  Sports  Fisheries  and 
Wildlife  has  filed  an  application.  Serial 
Number  Idaho  012996  for  the  withdrawal 
of  the  lands  described  below,  from  all 
forms  of  appropriation  under  the  public 
land  laws  includuv,'  the  mining  laws, 
except  the  mineral  leasintj  laws  and  the 
disposal  of  matcnal.s  under  the  Materials 
Act  of  July  31.  1947  The  applicant  de- 
sires the  land  for  The  Upper  Blackfoot 
Wildlife  Management  Area  to  be  admin- 
istered as  a  wildlife  refuge,  public  shoot- 
ing grounds,  or  game  management  area 
For  a  period  of  30  days  from  the  date  of 
publication  of  this  notice,  all  persons 
who  wish  to  submit  comments,  sugges- 
tions, or  objections  In  connection  with 
the  proposed  withdrawal  may  present 
their  views  in  writing  to  the  undersigned 
officer  of  the  Bureau  of  Land  Manage- 


ment, Department  of  the  Interior,  P.O. 
Box  2237.  Boise,  Idaho. 

If  circumstances  warrant  it,  a  puUk 
hearing  will  be  held  at  a  convenient  time 
and  place,  which  wlU  be  announced. 

The  determination  of  the  Secretin 
on  the  application  will  be  published  ta 
the  Federal  Register.  A  separate  no- 
tice will  be  sent  to  each  interested  ptrtj 
of  record 

The  lands  involved  in  the  applicatJoD 
are 

Boise  Meridian.  Idaho 

T   2  S     R   35  E  . 

Sec-    12    Lot*  7.  9.  10.  11; 

Sec    13    Lot  6, 

Sec    14    Lot  5. 

Sec   23    Lotsf,  9,  11,  14,  15.  18: 

sec   26    Lot  2; 

Sec   27    Lots  10,  15; 

Sec   32     Lot  3; 

Sec   33    Lots  10,  U,  14,  17. 
T   3  S  .  R   35  E  . 

Sec   5    Lots  11.  14.  15,  16  .except  0  837  tarn 
In  City  of  BlacUoot  lease  Idaho  0137411; 

Sec   7    Lot  10; 

Sec   8    Lots  17.  18. 

The  areas  described  aggregate  424JI 
acres  of  public  land  in  Bingham  County, 
Idaho. 

Joe  T.  Falliwi, 
State  Director 

ru      Di..-      62   1193;     Piled.     Feb     6.    190; 
8  46  am  I 


ATOMIC  ENERGY  COMMISSION 

[Doclcet  No  50-141] 

BOARD  OF  TRUSTEES  OF  THE  LELAND 
STANFORD   JUNIOR   UNIVERSITY 

Notice  of  Issuance  of  Utilization 
Facility   License  Amendment 

Please  take  notice  that  the  Atonic 
Energy  Commission  has  issued  Aaaewl- 
ment  No.  3,  set  forth  below,  to  PtcUttT 
Liccn.se  No.  R-60,  as  amended.  T* 
license  authorizes  The  Board  of  Truitefi 
of  the  Loland  Stanford  Junior  UnivenW 


Tuetdau,  February  6, 1962 

ooerate  the  pool-type  research  reactor 
!J2ed  on  the  Stanford  University's 
SSpus  near  Palo  Alto.  California.  The 
^jendment  incorporates  into  the  license 
7n  certain  changes  In  the  neutron 
iouroe  description  and  its  manipulation 
to  connection  with  operation  of  the 
reactor,  and  (2)  a  revised  description 
flltbe  interlocks  which  are  ^operative 
during  safety  blade  withdrawal,  as  de- 
gcribed  in  the  applications  for  license 
amendment  dated  October  31.  1961,  and 
January  18,  1962.  The  Commission  has 
found  that  the  conduct  of  the  proposed 
activities  in  accordance  with  License  No. 
j^_jO.  as  amended,  will  not  present  un- 
due hazard  to  the  health  and  safety  of 
the  public  and  will  not  be  inimical  to  the 
common  defense  and  security. 

•phe  Commission  has  ftirther  found 
thst  prior  public  notice  of  proposed  is- 
suance of  this  amendment  is  not  neces- 
sary in  the  public  interest  since  the 
operation  of  the  reactor  in  accordance 
irith  the  terms  of  the  license,  as  amend- 
ed, does  not  present  any  substantial 
change  in  the  hazards  to  the  health  and 
safety  of  the  public  from  those  pre- 
Tloualy  considered  and  evaluated  In  con- 
nection with  the  previously  *  approved 
operation  of  the  reactor. 

In  accordance  with  §  2.102(a)  of  the 
Commission's  niles  of  practice  (10  CFR 
Part  2)  the  Commission  will  direct  the 
holding  of  a  formal  hearing  on  the  mat- 
ter of  issuance  of  the  license  amendment 
upon  receipt  of  a  request  therefor  from 
the  licensee  or  a  petition  to  intervene 
pursuant  to  §  2.705  of  the  rules  of  prac- 
tice within  30  days  after  the  Issuance  of 
the  license  amendment.  Petitions  for 
leave  to  intervene  and  requests  for  a 
formal  hearing  shall  be  filed  In  accord- 
ance with  the  provisions  of  §  2.700  <rf  the 
Commission's  rules  of  practice  (10  CFR 
Part2). 

For  further  details  see  (a)  the  appli- 
catloDs  for  amendment  sul»nltted  by 
Stanford  University  dated  October  31, 
IMl,  and  January  18.  1962,  and  (b)  a 
related  hazards  analysis  prepared  by  the 
Research  k  Power  Reactor  Safety  Branch 
of  the  Division  of  Licensing  and  Regula- 
tion, both  available  for  public  inspection 
at  the  Commission's  Public  Document 
Room.  1717  H  Street  NW..  Washington, 
D.C.  A  copy  of  item  (b)  above  may  be 
obtained  at  the  Commission's  Public  Doc- 
ument Room,  or  upon  request  addressed 
to  the  Atomic  Energy  Commission, 
Washington  25,  D.C,  Attention:  Direc- 
tor, Division  of  Licensing  and  Regulation. 

Dated  at  Oermantown,  Md..  this  30th 
day  of  January  1962. 

For  the  Atomic  Eneiw  Conmilssion. 

Robert  H.  Bryan, 
Chief,  Research  and  Power  Re- 
actor Safety  Branch.  Division 
of  Licensing  and  Regulation. 

(License  No.  R-«0;  Amdt.  No.  3] 

Paragraph  1  of  LlcenM  No.  Rr-ao  issued  to 
The  Board  of  Trustees  of  the  Leland  Stanford 
Junior  University  Is  hereby  amended  to  read 
M  follows: 

1.  This  license  applies  to  the  pool-type 
bsterogeneous.  light  water-moderated  and 
-nflected  training  and  reeearch  reactor 
(hereinafter  referred   to  as  "the  reactor") 
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which  Is  owned  by  the  applicant,  is  located 
on  Stanford  University's  campus  near  Palo 
Alto.  Calif.,  and  Is  described  In  the  applica- 
tion for  license  dated  June  11,  1959,  and 
amendments  thereto  dated  August  21,  1959, 
January  31.  1961.  April  17,  1961,  October  31, 
1961,  and  January  18,  1962  (hereinafter  col- 
lectively referred   to  as  "the   application"). 

This  amendment  Is  effective  as  of  the  date 
of  Issuance. 

Date  of  Issuance:  January  30,  1962. 

For  the  Atomic  Energy  Commission . 

Robert  H.  Bryan, 
Chief,  Research  and  Power  Reactor 
Safety  Branch,  Division  of  Licens- 
ing and  Regulation. 

|P.R.    Doc.     62-1171;     Filed,    Feb.    5.     1962; 
8:45  a.m. I 


CIVIL  AERONAUTICS  BOARD 

[Docket  13335] 

SERVICE  TO  OGDENSBURG,  N.Y., 
CASE 

Notice  of  Prehearing  Conference 

Notice  is  hereby  given  that  a  prehear- 
ing conference  on  the  above-entitled 
matter  is  assigned  to  be  held  on  February 
19.  1962,  at  10  a.m.,  e.s.t..  in  Room  1029, 
Universal  Building,  Connecticut  and 
Florida  Avenues  NW..  Washington,  D.C, 
before  Examiner  Harley  G.  Moorhead. 

Dated  at  Washingt6n,  D.C,  January 
31.  1962. 
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954  (Sub  2) .  insofar  as  it  pertains  to  the 
United  States  Atlantic  and  Oulf -Puerto 
Rico  Conference.  Richard  Klnsella.  Agent 
be,  and  it  is  hereby  discontinued;  and 

It  is  further  ordered.  That  copies  of 
this  order  shall  be  filed  with  the  said 
tariff  schedule  in  the  Bureau  of  DcHnestic 
Regulation,  Federal  Maritime  Commis- 
sion; and 

It  is  further  ordered.  That  a  copy  of 
this  order  shall  be  forthwith  served  upon 
all  respondents  and  protestants  herein; 
and  that  this  order  be  published  in  the 
Federal  Register. 

Dated:  January  31. 1962. 

By  the  Commission.  "^ 

Thomas  Lisi, 
Secretary. 

I  F.R.     Doc.     62-1164;     Filed,    Feb.     5,     1982; 
8:46  ajn.] 


[SEAL] 


Francis  W.  Brown, 
Chief  Examiner. 


(F.R.    Doc.    62-1201;     Filed.    Feb.    5,     1962; 
8:47  a.m.l 


FEDERAL  MARITIME  COMMISSION 

[Docket  No.  954  (Sub-S)  ] 

SUGAR,  REFINED  OR  TURBINATED,  IN 
BAGS  IN  THE  ATLANTIC/GULF 
PUERTO  RICO  TRADE 

lnv**tigation    of   Increased    Rates; 
Notic*  of  Supplemental  Order 

On  January  22, 1962.  the  Federal  Mari- 
time CcHnmission  entered  the  following 
Third  Supplemental  Order  to  the  orig- 
inal order  in  this  proceeding  dated  De- 
cember 7.  1961. 

It  appearing  that  by  order  dated  De- 
cember 7,  1961,  the  Commission  entered 
into  an  investigation  concerning  the  law- 
fulness of  an  Increased  rate  on  sugar 
contained  in  tariff'  schedule  designated 
therein,  and  suspended  the  operation  of 
said  rate  to  and  including  April  7,  1962; 
and  ' 

It  further  appearing  that  the  Commis- 
sion having  found  good  cause  therefor 
has  on  January  '3,  1962,  granted  the 
United  States  Atlantic  &  Oulf -Puerto 
Rico  Conference,  Richard  Klnsella,  Agent 
special  permission  authority  to  cancel 
such  suspended  matter  on  not  less  than 
one  day's  notice  imder  Special  Permis- 
aUm  No.  3965  and  pursuant  thereto,  such 
matter  has  been  properly  cancelled; 

Now,  therefore,  it  is  ordered.  That  the 
investigation  instituted  under  Docket  No. 


GRACE  LINE,  INC.,  ET  AL. 

Notice  of  Agreements  Filed  for 
Approval 

Notice  is  hereby  given  that  the  fol- 
lowing described  agreements  have  been 
filed  with  the  Commission  for  approval 
pursuant  to  section  15  of  the  Shipping 
Act.  1916  (39  Stat.  733,  75  Stat.  763;  46 
U.S.C.  814) : 

Agreement  8763,  between  Orace  Line, 
Inc.  and  A.  H.  Bull  Steamship  Co.,  covers 
a  through  billing  arrangement  in  th^ 
trade  from  Chile,  Ecuador.  Peru  and 
Colombia  Pacific  Coast  ports  to  Puerto 
Rico,  with  transhipment  at  New  York, 
Baltimore  or  Philadelphia.    Agreement 

8763,  upon  approval,  will  supersede  and 
cancel  approved  Agreement  8541,  be- 
tween Orace  Line,  Inc.,  and  Bull  Insular 
Line.  Inc..  in  the  same  trade. 

Agreement  8764,  between  American 
Export  Lines.  Inc..  and  A.  H.  Bull  Steam- 
ship Co..  covers  a  through  billing  ar- 
'rangement  for  the  transportation  of 
general  cargo,  exclusive  of  refrigerated 
cargo,  garlic  and  other  perishables  or 
semiperishables,  in  the  trade  from 
France,  Italy,  and  North  Africa  to  Puerto 
Rico,  with  transhipment  at  New  York, 
Baltimore,  or  Philadelphia.    Agreement 

8764,  upon  approval,  will  supersede  and 
cancel  approved  Agreement  8446.  be- 
tween American  Export  Lines.  Inc..  and 
Bull  Insular  Line,  Inc..  in  the  same  trade. 

Interested  parties  may  inspect  these 
agreements  and  obtain  copies  thereof  at 
the  Bureau  of  Foreign  Regulation.  Fed- 
eral Maritime  Commission.  Washington, 
D.C,  and  may  submit  within  20  days 
after  publication  of  this  notice  in  the 
Federal  Register.  Mrritten  statements 
with  reference  to  either  of  these  agree- 
ments and  their  position  as  to  approval, 
disapproval,  or  modification,  together 
with  request  for  hearing  should  such 
hearing  be  desired. 

Dated:  February  1, 1962. 

By  order  of  the  Federal  Maritime  Com- 
mission. 

Thomas  Lisi, 
Secretary. 

[FM.    Doc.    62-1196;    FUed,    Feb.    5,    1962; 
8:46  ajn.] 
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NORTHERN  PAN  AMERICA  LINE, 
ET  AL. 

Notic*  of  A9r*«m«nts  Filed  for 
Approval 

Notice  is  hereby  given  that  the  follow- 
ing described  agreements  have  been  filed 
with  the  Commission  for  approval  pur- 
suant to  sectkMi  15  of  the  Shipping  Act. 
1916  (39  Stat.  733.  75  SUt.  763;  46  U.S.C. 
814): 

Agreement  8758.  between  The  North - 
em  Pan  America  Line  (NOPAL  Linei 
and  Alcoa  Steamship  Company.  Inc.. 
covers  a  through  billing  arrangement  in 
the  trade  from  Argentina.  Brazil,  and 
Uruguay  to  Puerto  Rico,  with  tranship- 
ment at  New  Orleans  or  Mobile. 

Agreement  8759.  between  Isthmian 
Lines.  Inc..  and  A.  H.  Bull  Steamship 
Co.,  covers  a  through  billing  arrange- 
ment in  the  trade  from  Federation  of 
Malaya.  Singapore.  Thailand.  Indonesia. 
Philippines.  India.  Pakistan.  Ceylon, 
Persian  Gulf,  Red  Sea.  and  Gulf  of  Aden 
ports  and  ports  in  Egypt.  Cambodia,  and 
Vietnam  to  Puerto  Rico,  with  tranship- 
ment at  New  York.  Baltimore,  or  Phil- 
adelphia. 

Agreement  8761.  between  the  carriers 
comprising  the  States  Marine  Lines  joint 
service  (operating  under  approved  joint 
service  Agreement  7628.  as  amended* 
and  A.  H.  Bull  Steamship  Co..  covers  a 
through  billing  arrangement  in  the  trade 
from  Japan.  Korea,  Hong  Kong,  and 
Formosa  to  Puerto  Rico,  with  tranship- 
ment at  New  York.  Baltimore,  or  Phil- 
adelphia. 

Agreement  8766.  between  Servizio 
Italo-Sud  Americano  and  Sea -Land 
Service.  Inc.,  Puerto  Rlcan  Division. 
covers  a  through  billing  arrangement  in 
the  trade  from  Mediterranean  ports  to 
Puerto  Rico,  with  transhipment  at  New 
York. 

Interested  parties  may  inspect  these 
agreements  and  obtain  copies  thereof  at 
the  Bureau  of  Foreign  Regulation.  Fed- 
eral Maritime  Commission,  Washington. 
D.C..  and  may  submit  within  20  days 
after  publication  of  this  notice  in  the 
Pkdbilal  Rxcisteh,  written  statements 
with  reference  to  any  of  these  agree- 
ments and  their  position  as  to  approval, 
disapproval,  or  m(xliflcation.  together 
with  request  for  hearing  should  such 
hearing  be  desired. 

Dated:  February  1.  1962. 

By  order  of  the  Federal  Maritime 
Commission. 

Thomas  Lisi. 
Secretary. 

(FR      Doc     62   1197:     Piled.    Feb      5.     1962 
8  47  am  I 


FEDERAL  POWER  COMMISSION 

[Project  No.  23661 

CONSOLIDATED  WATER  POWER  CO. 

Notice  of  Application  for  Amendment 
of  License 

January  30.  1962. 

PubUc  notice  is  hereby  given  that  ap- 
plication has  been  filed  under  the  Fed- 


NOTICES 

eral  Power  Act  (16  U.S.C.  791a-825r)  by 
Consolidated  Water  Power  Company. 
Wisconsin  Rapids.  Wis.,  for  amendment 
of  its  Ucense  for  Project  No.  2256  located 
on  the  Wisconsin  River  at  Wisconsin 
Rapids,  in  Wood  County.  Wis. 

The  application  seeks  to  remove  Units 
Nos.  1  and  2  from  the  Wisconsin  Rapids 
powerhouse,  described  as  two  Francis 
turbines  of  900  horsepower  each,  being 
parts  of  ten  units  under  license. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis- 
sion. Washington  25,  DC,  in  accordance 
with  the  rules  of  practice  and  procedure 
of  the  Commission  <18  CFR  1.8  or  1.10  •. 
The  last  day  upon  which  protests  or  peti- 
tions may  be  filed  is  March  19.  1962.  The 
application  is  on  file  with  the  Commis- 
sion for  public  inspection. 

Gordon  M.  Grant, 

Acting  Secretary. 

|FR      I>)0      02    1180.     Piled.     Feb      5.     1962. 
8  46  am  | 


[Project  No  2062) 

PACIFIC  POWER  I  LIGHT  CO. 

Order  Fixing  Hearing  and  Prescribing 
Procedure 

January  30.  1962. 

On  August  21,  1961.  the  State  of  Cali- 
fornia, acting  by  and  through  its  De- 
partment of  Pish  and  Game,  filed  a 
petition  requesting  that  the  Commission 
prescribe  a  fish  hatchery  and  appurte- 
nant facilities,  pursuant  to  Article  49 
of  the  license  for  Project  No.  2082.  for 
the  incubation  of  fish  eggs,  for  raising 
the  fLsh  thus  hatched,  and  for  stocking 
the  same  in  the  Klamath  River  in  order 
to  maintain  or  continue  normal  runs 
of  salmon  and  steelhead  which  would  be 
displaced  or  affected  by  the  Iron  Gate 
development  of  Pacific  Power  &  Light 
Company.  Liceixsee  for  Project  No.  2082 
Article  49  of  the  license  for  Project  No. 
2082  reads  as  follows: 

Article  49  The  Licensee  shall  con.struct. 
maintain,  and  operate  or  shall  arrange  for 
the  construction,  maintenance,  and  opera- 
tion of  artificial  propagation  facilities  and 
such  other  permanent  fish  facilities  and 
protective  devices  Including,  but  not  limited 
to.  flsh-haullng  trucks,  flsh  screens  or  lad- 
ders, and  comply  with  such  reasonable  modi- 
fications In  project  striictures  and  operation 
in  the  interest  of  flsh  life  as  may  be  pre- 
scribed hereafter  by  the  Commission  upon 
the  recommendation  of  the  Secrct.iry  of  the 
Interior  and  the  California  Department  of 
Flsh  and  Game,  after  notice  and  opportunity 
for  hearing 

An  answer  to  the  petition  was  filed  by 
the  Licensee  on  September  13.  1961.  In 
its  answer,  Licensee  denies  that  a 
hatchery  or  any  fish  rearing  facilities 
are  necessary,  appropriate,  proper  or 
incidental  to  the  Iron  Gate  development 
for  the  purposes  related  in  said  petition, 
or  otherwise,  including  a  denial  that  any 
such  fish  facilities  are  necessary,  appro- 
priate, or  proper  for  the  maintenance 
or  continuation  of  normal  runs  of  ana- 
dromous  flsh  in  the  Klamath  River. 

The  Department  of  F^sh  and  Game 
and  the  Licensee  have  requested  a  hear- 
ing on  the  issues  presented.  The  proce- 
dures   hereinafter    prescribed    are    in- 
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tended   to   eliminate    any  cause 
might  otherwise  exist  for  a  protiaalii 
hearing:  By  requiring  that  the  re^i^- 
tive  parties  submit  in  advance  of  ^ 
hearing  relevant  facts  in  support  of  thtk 
respective  positions;    and  by  provUi^ 
for   motions   to  strike   improperly  m^ 
pared   testimony,   including  conehMtott 
and  opinions  presented  without  haviM 
set  forth  a  proper  foundation  thereter 
The   Commission   finds:  It  is  apiM^ 
priate  and  in  the  public  interest  to  haM 
a  public  hearing  respecting  the  mattcQ 
involved    and   the    issues   presented,  u 
hripinafter  provided. 
The  Commission  orders: 
I A I   Pursuant  to  the  authority  eoo- 
tained  in  and  subject  to  the  juriadtettoii 
conferred  upon  the  Federal  Power  Oaa> 
mission  by  the  Federal  Power  Act,  partic- 
ularly section  308  thereof,  and  the  Oos- 
mission's  rules  of  practice  and  prnrcdun. 
a  public  hearing  shall  be  held  on  Jok 
4,  1962  at  10  a.m..  at  the  CommMoo^ 
Regional  OflBce.  555  Battery  Street,  te 
Fiancisco.  Calif.,  respecting  the  mattm 
involved   and   issues   presented  by  Uk 
aforesaid  petition  of  the  Department  tf 
Fish  and  Game  and  the  answer  thmto 
by  the  Licensee. 

iB»  The  following  procedure  Is  pc^ 
scribed  for  the  public  hearing  herein 
ordered: 

*  1 )  The  Department  of  Pish  tad 
Game  of  the  State  of  California  shall  1| 
April  30. 1962.  file  with  the  Commlsriaei 
Secretary  an  original  and  ten  ooiteif 
all  of  its  direct  testimony  (includtai 
qualifications  of  witnesses  and  exhftMD 
and  at  that  time  serve  three  oopta 
thereof  on  the  Licensee. 

(21  The  Licensee  shall  by  May  14. 
1962,  file  with  the  Commission's  Seen- 
tary.  an  original  and  ten  copies  of  ill 
of  its  testimony  ( including  quallflcattom 
of  witnesses  and  exhibits)  and  at  that 
time  serve  three  copies  thereof  on  the 
Department  of  Fish  and  Game. 

«3»  All  of  the  testimony  except  a- 
hibit.^;.  shall  be  in  question  and  answe 
form. 

<  4  •  No  exhibits  (except  those  of  whkJi 
official  notice  may  properly  be  taken) 
shall  contain  narrative  material  otte 
than  brief  explanatory  notes. 

(5'  All  exhibits  (except  those  of 
which  official  notice  may  properly  be 
taken  I  shall  contain  brief  and  appro- 
priate titles,  and  the  exhibits  shaD  be 
fully  explained  in  the  prepared  teitt- 
mony  by  the  witness  or  witnesses  spoB- 
soring  them. 

•  6 1  Each  witness  shall  execute  la 
affidavit  adopting  the  testimony  to 
which  he  assumes  responsibility  and  u 
original  and  two  conformed  copies  c< 
such  affidavits  shall  be  filed  with  hii 
prepared  testimony. 

<7»  Any  party  submitting  more  thin 
one  exhibit  shall  enclose  a  cover  sbeel 
listing  the  title  of  each  exhibit  in  the 
sequence  they  wish  them  to  be  marked 
for  identification. 

( 8  >  Any  motions  to  strike  any  pert  ti 
the  prepared  testimony  and  exM* 
(prior  to  cross-examination),  shall  ■» 
filed  with  the  Presiding  Examiner  0 
Chief  Examiner  by  May  24. 1982;  •"••? 
thereto  shall  be  filed  by  May  31,  IW 
and  rulings  on  such  motions  will  be  mi* 


Tuetday,  February  «,  1962 

tar  the  Examiner  at  the  time  such  teetl- 
JLoy  or  exhibits  are  offered  In  accord- 
^T vlth  subparagraph  (9). 

(9)  Upon  the  commencement  of  the 
v^rtng  and  after  appearances,  opening 
JSements.  and  other  preliminary  mat- 
tffiL  the  exhibits  previously  filed,  as  pro- 
!^  above,  will  be  marked  for  identifl- 
aSion  in  the  sequence  directed  by  the 
pLsidlng  Examiner;  and  thereafter  the 
Sylminer  will  require  that  the  affidavits 
of  the  respective  witnesses  and  their  pre- 
o^red  testimony  (together  with  the  qual- 
Meations  of  the  respective  witnesses) 
previously  filed,  as  provided  above,  be 
copied  into  the  record  as  though  read, 
excepting  any  part  or  parts  of  the  pre- 
pared testimony  with  respect  to  which 
be  may  ^^^^  granted  motion  to  strike. 

(10)  The  Presiding  Examiner  will 
oeclfy  the  order  of  cross-examination 
for  the  information  of  the  parties  in 
m^Mng  their  respective  witnesses  avall- 
ilile  for  cross-examination. 

(C)  Requests  for  extension  of  time 
eooeemlng  the  time  for  any  filings  speci- 
fied herein  shall  be  made  In  writing, 
lerred  on  all  parties  and  filed  with  the 
Presiding  Examiner  or  the  Chief  Ex- 
aminer (together  with  a  certlflcate  of 
lerTice)  at  least  ten  days  In  advance  of 
tbe  dates  specified  herein  (or  as  may 
hive  been  extended),  and  any  answers 
thereto  shall  be  filed  with  the  Presiding 
Szaminer  or  Chief  Examiner  within 
three  days  after  the  request  for  extension. 

(D)  The  Conunlsslon's  rules  of  prac- 
tice and  procedure  shall  apply  in  this 
proceeding  except  to  the  extent  that  they 
are  modified  or  supplemented  herein  or 
to  tbe  extent  that  they  are  further  modi- 
fled  or  supplemented  by  the  Examiner 
with  the  consent  of  the  parties. 

By  the  Commission. 

Gordon  M.  Grant, 
Acting  Secretary. 

[FR.    Doc      62-1181:     Piled.    Feb.    5,     19fl2; 
8:45  a.m.1 


(Project  No.  2299] 

TURLOCK     IRRIGATION     DISTRICT, 
MODESTO  IRRIGATION  DISTRICT 

Order  Fixing  Hearing  and  Prescribing 
Procedure 

January  30,  1962. 

The  State  of  California,  acting  by  and 
through  its  Department  of  Flsh  and 
Oame  (Intervener)  filed  a  petition  on 
September  21.  1961,  and  an  amended 
petition  on  November  27.  1961.  request- 
ing a  hearing  at  which  it  may  submit 
eridence  in  support  of  proposed  license 
provisions  for  the  protection  of  flsh  and 
wildlife  resources  of  the  Tuolumne  River 
on  which  Turlock  Irrigation  District  and 
Modesto  Irrigation  District  (joint  Ap- 
Idicants  for  license  for  Project  No.  2299) 
propose  to  construct,  operate  and  main- 
tain the  New  Don  Pedro  project.  Project 
No.  2299. 

Several  conferences  have  been  held  at 
which  representatives  of  Intervener  and 
the  joint  Applicants  participated.  Hav- 
ing been  unable  to  resolve  their  differ- 
•oces  with  Intervener,  the  joint  Appll- 
ctnts  have  also  requested  a  hearing,  at 
the  earliest  possible  date. 

No.  25 3 


FEDERAL  REGISTER 

The  procedures  hereinafter  prescrit>ed 
are  Intended  to  eliminate  any  cause 
which  might  otherwise  exist  for  a  pro- 
tracted hearing:  By  requiring  that  the 
req;>ective  parties  submit  in  advance  of 
the  hearing  relevant  facts  in  support  of 
their  respective  positions;  and  by  provid- 
ing for  motions  to  strike  improperly  pre- 
pared testimony.  Including  conclusions 
and  opinions  presented  without  having 
set  forth  a  proper  foimdation  therefor. 

The  Commission  finds:  It  is  appropri- 
ate and  in  the  public  interest  to  hold  a 
public  hearing  respecting  the  matters 
Involved  and  the  issues  presented,  as 
hereiiuifter  provided. 

The  C(»nmlsslon  orders: 

(A)  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  the  Federal  Power  Act. 
particularly  section  308  thereof,  and  the 
C(»nml88ion's  rules  of  practice  and  pro- 
cedure, a  public  hearing  shall  be  held 
on  May  21,  1962  at  10  a.m.,  at  the  Com- 
mission's Regional  Office.  555  Battery 
Street,  San  Francisco.  Calif.,  respecting 
the  matters  Involved  and  issues  presented 
by  the  petition  to  intervene  filed  July  26, 
1961  by  the  State  of  California  acting  by 
and  through  its  Department  of  Flsh  and 
Oame. 

(B)  The  following  procedure  is  pre- 
scribed for  the  public  hearing  herein 
ordered: 

(1)  The  Department  of  Fish  and 
Oame  of  the  State  of  California  shall 
by  April  30,  1962.  file  with  the  Conunls- 
slon's Secretary  an  original  and  ten 
copies  of  all  of  its  direct  testimony  (In- 
cluding qualifications  of  witnesses  and 
exhibits)  and  at  that  time  serve  three 
copies  ttiereof  on  the  Applicants.  Copies 
of  license  provisions  recommended  by 
Intervener  shall  be  filed  and  served  with 
its  prepared  direct  testimony  in  support 
thereof. 

(2)  The  Joint  Applicants  shall  by 
May  9,  1962,  file  with  the  Commission's 
Secretary,  an  original  and  ten  copies  of 
all  of  their  testimony  (including  qualifi- 
cations of  witnesses  and  exhibits)  and 
at  that  time  serve  three  copies  thereof 
on  the  Department  of  Fish  and  Oame. 

(3)  All  of  the  testimony  except  ex- 
hibits, shall  be  in  question  and  answer 
form. 

(4)  No  exhibits  (except  those  of  which 
official  notice  may  properly  be  taken) 
shall  contain  narrative  material  other 
than  brief  explanatory  notes. 

(5)  All  exhibt^  (except  those  of  which 
official  notice  may  properly  be  taken) 
shall  contain  brief  and  appropriate  titles, 
and  the  exhibits  shall  be  fully  explained 
in  the  prepared  testimony  by  the  witness 
or  witnesses  sponsoring  them. 

(6)  Each  witness  shall  execute  an  affi- 
davit adopting  the  testimony  for  which 
he  assumes  responsibility  and  an  original 
and  two  conformed  copies  of  such  affi- 
davits shall  be  filed  with  his  prepared 
testimony. 

(7)  Any  piarty  submitting  more  than 
one  exhibit  shall  enclose  a  cover  sheet 
listing  the  title  of  each  exhibit  in  the 
sequence  they  wish  them  to  be  marked 
for  identification. 

(8)  Any  motions  to  strike  any  part  of 
the  prepared  testimony  and  exhibits 
(prior  to  cross-examination),   shall  be 
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filed  with  the  Presiding  n!T>m«n«.r  or 
Chief  Examiner  by  May  16.  1962;  an- 
swers thereto  shall  be  filed  by  May  SI.' 
1962;  and  rulings  on  such  motloos  will 
be  made  by  the  Examiner  at  the  time 
such  testimony  or  exhibits  are  offered 
in  accordance  with  su1m>aTagrai;di  (9) . 

(9)  Upon  the  conunencement  of  the 
hearing  and  after  appearances,  opening 
statements,  and  other  preliminary  mat^ 
ters,  the  exhibits  previously  filed,  as  pro- 
vided above,  will  be  marked  for  identifi- 
cation in  the  sequence  directed  by  ttie 
Presiding  Examiner;  and  thereafter  the 
Examiner  will  require  that  the  affidavits 
of  the  respective  witnesses  and  their 
prepared  testimony  (together  with  the 
qualifications  of  the  respectiye  wit- 
nesses) previously  filed,  as  provided 
above,  be  copied  into  the  record  as 
though  read,  excepting  any  part  or  parts 
of  the  prepared  testimony  with  respect 
to  which  he  may  have  granted  motion  to 
strike. 

(10)  The    Presiding    Examiner    will 
specify  the  order  of  cross-examination   . 
for  the  information  of  the  parties  in 
making  their  respective  witnesses  avail- 
able for  cross-examination. 

(C)  Requests  for  extension  of  time 
concerning  the  time  for  any  filings  spec- 
ified herein  shall  be  made  in  writing, 
served  on  all  parties  and  filed  with  the 
Presiding  Examiner  or  the  Chief  Exam- 
iner (together  with  a  certificate  of  serv- 
ice) at  least  ten  days  in  advance  of  the 
dates  specified  herein  (or  as  may  have 
been  extended) ,  and  any  answers  thereto 
shall  be  filed  "with  the  Presiding  Exam- 
iner or  Chief  Examiner  within  three  days 
after  the  request  for  extension. 

(D)  The  Commission's  rules  of  prac- 
tice and  procedure  shall  apply  in  this 
proceeding  except  to  the  extent  ttiat  they 
are  modified  or  supplemented  herein  or 
to  the  extent  that  they  are  farther  modi- 
fied or  supplemented  by  the  Examiner 
with  the  consent  of  the  parties. 

By  the  Commission. 

[seal]  Gordon  M.  Grant. 

Acting  Secretary. 

[P.R.    Doc.    62-1182;     PUed.    Feb.    6.    1982; 

8:45  am.]  . 


GENERAL  SERVICES  ADMINIS- 
TRATION 

Utilization  and  Disposal  Sorvico 

[Vrildlife  Order  621 

PADUCAH  AREA,  AEC 
Transfer  of  Property 

Pursuant  to  section  2  of  Public  Law 
537.  80th  Congress,  approved  May  19, 
1948  (16  U.S.C.  667c) ,  a  notice  is  hereby 
given  that: 

1.  By  deed  from  the  United  States  of 
America,  dated  January  12.  1962.  a  por- 
tion of  that  property  known  as  Paducah 
Area.  AEC.  situated  in  Paducah,  Mc- 
cracken County.  Ky.,  and  more  particu- 
larly described  In  said  deed,  has  been 
transferred  from  the  United  States  to 
the  State  of  Kentucky. 

2.  The  alx)ve-described  property  was 
transferred  to  the  State  of  Kentucky  few 
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wildlife  conservation  purposes  in  accord- 
ance with  the  provisions  of  section  1  of 
the  said  Public  Law  537  ( 16  U  S  C  667b  > . 

Dated:  January  29.  1962. 

Walter  C.  Moreland. 
Acting  Commissioner, 
Utilization  and  Disposal  Service. 

[Pit.     Doc,     62-1195;     Piled.     Feb      5      1962. 
846  a  m  I 

SMAU  BUSINESS  ADMINISTRA- 
TION 

[Delegation  of  Authority  No  3a  V  36 1 

MANAGER,  DISASTER   FIELD  OFFICE, 
CRESTVIEW,   FLORIDA 

Delegation  Relating  to  Financial 
Assistance   Functions 

1.  Pursuant  to  the  authority  delegated 
to  the  Regional  Director  by  Delegation 
No.  30  (Revision  6i.  as  amended  (25 
FH.  1706  and  7418.  26  F.R  177  and  1456. 
27  P.R.  372).  there  is  hereby  redelegated 
to  the  Manager  of  the  Disaster  Field 
Office  at  Crestvlew.  Florida,  the  au- 
thority : 

A.  Financial  assistance.  1  To  ap- 
prove direct  and  participation  disaster 
loans  in  an  amount  not  to  exceed  $20,000 

2.  To  disburse  approved  loans. 

3.  To  execute  disaster  loan  authoriza- 
tions for  Washington  approved  disaster 
loans  and  for  disaster  loans  approved 
under  delegated  authority,  said  execu- 
tion to  read  as  follows ; 

JOHN    E     HOR.NE 

Acimini-ytra'or 

By  

Manager,  Disaster  Field  OJice 

4.  To  cancel,  reinstate,  modify  and 
amend  authorizations  for  disaster  loans 

5.  To  extend  the  disbursement  period 
on  disaster  loan  authorizations  or  un- 
disbursed portions  of  disaster  loans 

B.  Correspondence.  To  sign  all  non- 
poUc]rmaking  correspondence  relating  to 
the  disaster  functions,  except  Congres- 
sional correspondence,  and  correspond- 
ence which  includes  a  decision  that  an 
applicant  Is  ineligible  for  disaster  loan 
assistance. 

n.  The  authority  delegated  herein 
may  not  be  redelegated.  with  the  ex- 
ception of  I.  B. 

m.  All  authority  delegated  herein 
may  be  exercised  by  any  SEA  employee 
designated  as  Acting  Manager.  Di.=;a.strr 
Field  Office. 

Dated:  January  15, 1962, 

James  F.  HoLLnfcswoRTH, 

Regional  Director. 
Atlanta  Regional  Office. 

[FR     Doc      62-1184;     PUed,    Peb     5.     1962 
8:46  ajn  | 


NOTICES 

(Ehsaster  Field  Office  reduction  of  per- 
sonnel effective  CXDB  January  13.  1962  > 

Effective  date :  January  13. 1962. 

James  R,  Woodall. 
Deputy  Regional  Director. 
Dallas  Regional  Office. 

[PR      Dor      6J    1185,      Filed      Feb      5,      1962, 
B  46   a  in  | 

OFFICE  OF  EMERGENCY 
PLANNING 

GERHARD   D.   BLEICKEN 

Appointee's  Statement  of  Changes  in 
Business   Interests 

The  following  statement  lists  the 
names  and  concerns  required  by  sub- 
section 710'bM6i  of  the  Defense  Pro- 
duction Act  of  1950.  a.s  amended. 

Senior  Vice  President  and  Secret.iry  Ji)h!i 
Hancock  Mutual  Ufe  Ins  Co  Boston  17 
Mass. 

Director,  Rubmson  Tpihnkal  Product.s 
Inc  .  Teterboro.  N  J 

Director.   High   Vacuum   Kciulpinenl   Corp.. 

Hlngham.   Ma.s.s 

Trustee  B  A:  M  Hp.i!  E-vin-  Tru.st  Hlng- 
ham.  Mass 

This  amends  ,sialt  meiu  publi.shed  July 
20,   1961    '26  FFi    6535'  , 

Dated     J^nuxry  9,   1962 

Gerhard  D    Bleu  ken 

|FR      D."-      62    1130.      Filed      Feb      2       1962 
8  45   a  ii\  I 


[Delegation  of  Authority  No  30-X-33| 

MANAGER,   DISASTER  FIELD  OFFICE, 
HOUSTON,  TEXAS 

Rescission  of  Delegation 

Notice  is  hereby  given  that  this  delega- 
tion (26  F.R.  10085)  is  rescinded  in  its 
entirety. 


MINOR    S.   JAMESON,   JR. 

Appointee's  Statement  of  Changes  in 
Business   Interests 

The  following  .statement  lists  the 
names  and  concerns  required  by  sub.sec- 
tion  710ibi  i6i  of  the  Defense  Production 
Act  of  1950.  as  amended 

Savanna   Creek   Gas  h  OH    Limited 

This  amends  statement  publi.shed 
July  28.  1961    (26  FR    6792', 

Dated:  January  12,  1962 

Minor  S    Jameson,  Jr 

(PR      D<)0      62    1131:      Filed.     Feb      2.      1962. 
8  45   ami 


JOSEPH   D.   KEENAN 

Appointee's  Statement  off  Chong^i^ 
Business  interests 

The  following  statement  li«t«  the 
names  and  concerns  required  by  n^ 
section  710<b)  i6)  of  the  Defense  Prodis. 
tion  Act  of  1950,  as  amended. 

No  purchases. 

Disposed  of  New  York  Airways, 

This  amends  statement  published  Sep. 
tember  30.  1961  (26  F.R.  9249). 

Dated     February  1.  1962. 

Joseph  D,  Kxemax. 

|KR      l>»       62    1133;     Filed,     Feb,    2.    IM:^ 
8  45  am,) 


RICHARD   O.   LANG 

Appointee's  Statement  of  Changes  in 
Business   Interests 

The  followinf?  statement  lists  the 
names  and  concerns  required  by  subsec- 
tion 710ib><6)  of  the  Defense  Produc- 
tion Act  of  1950,  as  amended. 

S  C  Johnson  (Sc  Son.  Inc, 

ri'KK,  Inc. 

The  Chemical  Fund. 

Riddle  Airlines,  Inc. 

Glmbel  Brothers,  Inc 

Tran«-Coa«t  Investment  Co 

This     amends     statement     published 
July  28,  1961    (25  FR,  6792). 
Dated;   December  27,  1961. 

Richard  O,  Lang. 

[PR     Doc     62   1132;     riled,    Feb,    2.     1»«2; 
•  :46  ».m,| 


OTTO   L.   NELSON,  JR. 

Appointee's  Statement  of  Changes  ii 
Business   Interests 

The  following  statement  lists  the 
name.s  and  concerns  required  by  subtM- 
tion  710ibi  i6t  of  the  Defense  ProductlcB 
Act  of  1950,  as  amended. 

Additloixs — ^Re venue  Bonds: 

Richmond-Petersburg  Turnpike  Authority 

Massachusetts  Turnpike, 
Deletions — Revenue  Bonds: 

Erie  County  Water  Authority 

Chesape.ake  Bay  Perry  District 

Oty  of  Chicago.  Ill, 

City  of  Mobile.  Ala. 

This  amends  statement  published  July 
20.  1961  '26  FR,  6535). 

Dated    January  10,  1962. 

Otto  L,  Nelson,  Jr, 

'  F  I?      n  r      62    1134;     Filed,     Feb     2,    IM: 
8  45  am  | 


INTERSTATE  COMMERCE 
COMMISSION 

FOURTH   SECTION  APPLICATIONS 
FOR   RELIEF 

February  1. 1962, 

Protests  to  the  granting  of  an  appli- 
cation must  be  prepared  in  accordance 
with  Rule  40  of  the  general  rules  d 
practice  (49  CFR  1.40)  and  filed  within 
15  days  from  the  date  of  publication  of 
thi.s  notice  in  the  Federal  Register. 

Long-and-Short  Haul 

FSA  No,  37535:  Iron  and  steel  articia 
to  the  South.  Filed  by  Traffic  Execu- 
tive Association-Eastern  Railrosdi. 
Agent  ( E,R.  No.  2602 ) .  for  interested  nil 
carriers.  Rates  on  iron  and  steel  arti- 
cles, as  described  in  the  application,  in 
carloads,  from  points  in  official  (includ- 
ing Illinois)  territory,  to  points  in  soutli- 
ern  territory,  also  official  (including  Il- 
linois )  — southern  territory  border  pointi 

Grounds  for  relief:  Market  competi- 
tion. 

AgGREGATE-OF-INTER  MEDIATES 

FSA  No.  37536:  Iron  and  steel  artida 
from  official  territory  to  oiJlctoi-soutt*" 
territory  border  j>oints.  Piled  by  TnMt 
Executive      Association-Eastern     B*"" 


ftnday,  February  6, 1962 

^^  Agent  (E.R.  No.  2603),  for  inter- 
2rf  rail  carriers.  Rates  on  iron  and 
Particles,  as  described  in  the  applica- 
f^  in  carloads,  from  points  in  official 
Sudlng  IlUnois)  territory,  to  official 
toduding  Illinois) — southern  territory 
holder  points. 

Grounds  for  relief:  Maintenance  of 
depressed  rates  established  to  meet  mar- 
ket competition  without  use  of  such  rates 
,5  factors  in  constructing  combination 
rstes. 

By  the  Commission, 

laALl  Harold  D,  McCoy. 

Secretary. 

i»jl    Doc     62-1194;     Piled,    Feb.    5,    1062; 
'  8:46  am.)  ^  . 


FOURTH  SECTION  APPLICATIONS 
FOR   RELIEF 

January  31, 1962. 

Protests  to  the  granting  of  an  applica- 

tioD  must  be  prepared  in  accordance  with 

Bale  40  of  the  general  rules  of  practice 

(49CPR  1.40)  and  filed  within  15  days 
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from  the  date  of  publication  of  this  no- 
tice in  the  Federal  Register. 

Lomg-and-Short  Haul 

FSA  No.  37532:  Joint  motor-rail  rates 
between  points  in  the  United  States. 
Filed  by  Middlewest  Motor  Freight 
Bureau,  Agent  (No.  325),  for  interested 
carriers.  Rates  on  commodities  moving 
on  class  and  commodity  rates,  loaded  in 
highway  trailers  of  the  motor  carriers 
over  the  highways,  thence  transported 
on  railroad  flat  cars  of  the  railro^s, 
between  points  in  middlewest  territory 
(including  Alaska  and  Canada) ;  be- 
tween points  in  middlewest  territory 
(including  Alaska  and  Canada),  on  the 
one  hand,  and  points  in  central  states 
and  southwestern  territories,  on  the 
other;  and  between  points  in  southwest- 
em  territory,  on  the  one  hand,  and  points 
in  central  states  territory,  on  the  other. 

Grounds  for  relief:  Motor-truck  com- 
petition. 

PSA  No.  37533:  Cement  from  Paines- 
viUe,  Ohio.  Piled  by  Traffic  Executive 
Association-Eastern  Railroads,  Agent 
(E.R.  No.  2601),  for  interested  rail  car- 
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riers.  Rates  on  cement  and  related 
articles,  in  carloads,  from  Painesvllle, 
Ohio,  to  points  in  North  Carolina  and 
South  Carolina. 

Groimds  for  relief:  Market  competi- 
tion. 

Tarifif:  Supplement  50  to  Traffic  Ex- 
ecutive Association-Eastern  Railroads 
tarifif  I.C.C.  4688  (Hinsch  series). 

FSA  No.  37534:  Wrought  iron  pipe 
from  Anniston,  Ala.  Piled  by  O.  W. 
South.  Jr.,  Agent  (No.  A4150) ,  for  inter- 
ested rail  carriers.  Rates  on  wrought 
iron  or  steel  oil  coimtry  tubular  goods 
and  line  pipe,  as  described  in  the  appli- 
cation, in  carloads,  tram  Anniston,  Ala., 
to  Houston.  Almeda  and  Pierce,  Jet..  Tex. 

Grounds  for  relief:  Rail-barge  and 
maiicet  competition. 

Tariff:  Supplement  264  to  Southwest- 
ern Freight  Bureau  tariff  I.C.C.  4116. 

By  the  Commission. 

[SEAL]  Harold  D.  McCoy, 

Secretary. 

[F.R.    Doc    62-1158;     Piled,    Feb.    2.    1962; 
8:47  a.m.] 
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THE  PRESIDENT  Civil  Aeronaotics  Board 

j  NoncBs: 

,         ..  Hearings,  etc.: 

Plodomations  AUtalia-Unee    Aeree    Italiane- 

l,i.«>y»  on  all  trade  with  Cuba.    1085  B.pJi 1123 

Qqxirti  of  Shmurah  wheat  flour  Venezolana    Intemacional    De 

lor  religious  purposes 1086  Avlacion.  S.A 1123 

!  Civil  Seivice  Commission 

EXECUTIVE  AGENCIES  noiicb: 

Certain     reterinarian     positions 

,         ,..•».       e       •  throughout  the  world;  notice  of 

Agricultural  Marketing  service  increase  in  Tn<nim"Tn  rate  of 

FMTC8SD  Rtjlk  Makimg:  pay ■ ^^^9 

gOiwiHnff  of  Tokay  grfl4>e8  grown  Ruub  akd  Rkcxilations: 

ta  San  Joaquin  County.  Calif.-    1118  Exceptions  fnm  competitive  serv- 

jriih  potatoes  grown  in  certain  ice: 

dMipmted   counties    in   North  Post  Office  Department 1109 

Dakota    and    Minnesota;    de-  State  D^^artment 1109 

ttiiiiliisMnn  on  basis  of  results  UJ3.  Arms  Control  and  Disarma- 

o(  frferendum 1118  mmt  Agency 1109 

Ontoos  grown  in  South  Texas;  ex- 

peoaes  and  rate  of  assessment.-    1119  Federal  Aviation  Agency 

BDUB  Ain>  RKGULATIONS:  ¥>-,~«««««   Dm*   lUltimttr' 

1»;«U«.  o.  poetry  and  pc,»^  ^STl^STe^Sn  design.- 

vM>et.:ini«:ellaDeou>amad-    ^^^  uw  »lteraUon 11I8 

RULM  AND  RbGULATIONS: 

EnfOToement  procediu^s lllO 

A«»Lnil*iir«l  DACAflrck  Service  Federal  airway,  associated  control 

Agricultural  Kesearcn  ^rvice  ^^^  continental  control  ai«a. 

BnuB  Aire  Regulations:  «nd  r««trieted  area;  alterations.     1114 
HuKlUng  of  anti -hog-cholera  se-  FMeral  airways,  associated  con- 
ram   and    hog-cholera    virus;  ^jqi  areas,  and  control  area  ex- 
order  amending  order. 1109  tension;  alteration 111* 

...        ^       ^        ^  Federal  Communications 

Agnculture  Department  Coonmission 

See  alto  Agricultural  Marketing  •i<vr,r«!B- 

BoTJce;   Agricultural  Research  ^SSlLi  broadcast  stations;  list 

*'^"*-  of  changes,  proposed  changes, 

J'wicm:  and  corrections  in  assignments.     1126 

lOMissippi  and  Missouri;  declara-  if^^i-.-.  **>.  • 

tlon  of  disaster  areas 1122  «^StS;^n  Service  Co..  Inc. 

(2  documents) 1123 

ArtoonaMlcro-WaveSystMnCo.    1124 

AtomK  Energy  Commissoon  Bi-states  Co.  (KHOL-tv)  and 

Moaaa-  Top^a  Broadcasting  Associ- 

ItattiwiEiouse      Electric      Inter-  •Uon.  Inc.  (WIBW-TV) 1124 

national  Co.;  noUce  of  proposed  Ceraoche  k  Co..  Inc-__— — -—    n-i* 

of  facility  export  U-  Neighborly    Broadcasting    Co.. 

._    1122  Inc 1125 


New    York    Penn    Microware    . 

Corp 1126 

Proposed  Rxtlx  Maxxhg: 
Table  of  assignments,  certain  tele- 
vision broadcast  stations  in  Ne- 
braska;   order   extending   time 
for  filing  reply  comments 1120 

Federal  Home  Loan  Bank  Board 

RiTLES  AND  Regulations: 
Federal  Savings  and  Loan  Insur- 
ance  Corporation;    operations; 
loans  and  investm^its 1110 

Federal  Power  Commission 

Notices: 

Hearings,  etc.: 

City  of  Slater.  Mo 1126 

Michigan  Wisconsin  Pipe  line 

Co 1126 

Pacific  Gas  and  Electric  Co 1127 

Pacific  Oas  Transmission  Co...     1127 

Federal  Trade  Commission 

Rules  and  Regulations: 
Prohibited  trade  practices: 

Master  Mechanic  BAfg.   Co.  et 
a] 1115 

Star  Fruit  Co.  et  al 1115 

Fish  and  Wildlife  Service 

Notices: 

Regional  directors  and  field  per- 
sonnel; delegations  of  author- 
ity      1122 

Foreign  Assets  Control 

Notices  : 

Importation  of  certain  merchan- 
dise directly  from  Belgium; 
available  certifications  by  Bd- 
gian  Government 1122 
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Presidential  Documents 

Title  3— THE  PRESIDENT 

Proclamation  3447 

EMBARGO  ON  ALL  TRADE  WITH  CUBA 

By  th«  President  of  the  United  States  of  America 
A  Proclamation 

WHEREAS  the  Eighth  Meeting  of  Consultation  of  Ministers  of 
Foreign  Affairs,  Serving  as  Organ  of  Consultation  in  Application  of 
the  Inter- American  Treaty  of  Reciprocal  Assistance,  in  its  Final  Act 
resolved  that  the  present  Government  of  Cuba  is  incompatible  with 
the  principles  and  objectives  of  the  Inter- American  system;  and,  in 
light  of  the  subversive  offensive  of  Sino-Soviet  Communism  with 
which  the  Government  of  Cuba  is  publicly  aligxied,  urged  the  member 
states  to  take  those  steps  that  they  may  consider  appropriate  for  their 
individual  and  collective  self-defense ; 

WHEREAS  the  Congress  of  the  United  States,  in  section  620(a)  of 
the  Foreign  Assistance  Act  of  1961  (75  Stat.  445),  as  amended,  has 
authorized  the  President  to  establish  and  maintain  an  embargo  upon 
all  trade  between  the  United  States  and  Cuba ;  and 

I  "WHEREAS  the  United  States,  in  accordance  with  its  international 
obligations,  is  prepared  to  take  all  necessary  actions  to  promote  na- 
tional and  hemispneric  security  by  isolating  the  present 'Government 
of  Cuba  and  thereby  reducing  the  threat  posed  by  its  alignment  with 
t  he  communist  powers : 

NOW,  THEREFORE,  I,  JOHN  F.  KENNEDY,  President  of  the 
United  States  of  America,  acting  under  the  authority  of  section  620(a) 
of  the  Foreign  Assistance  Act  of  1961  (75  Stat.  445),  as  amended,  do 

1.  Hereby  proclaim  an  embargo  upon  trade  between  the  United 
States  anjj  C^iba  in  accordance  with  paragraphs  2  and  3  of  this 
proclamation. 

2.  Hereby  prohibit,  effective  12 :01  A.M.,  Eastern  Standard  Time, 
February  7, 1962,  the  importation  into  the  United  States  of  all  goods 
of  Cuban  origin  and  all  ^oods  imported  from  or  through  Cuba ;  and 
I  herebv  authorize  and  direct  the  Secretary  of  the  Treasury  to  carry 
out  such  prohibition,  to  make  such  exceptions  thereto,  by  license  or 
otherwise,  as  he  determines  to  be  consistent  with  the  effective  operation 
of  the  embargo  hereby  proclaimed,  and  to  promulgate  such  rules  and 
regulations  as  may  be  necessary  to  perform  such  functions. 

I  3.  AND  FURTHER,  I  do  hereby  direct  the  Secretary  of  Commerce, 
under  the  provisions  of  the  Export  Control  Act  of  1949,  as  amended 
(50  U.S,C.  App.  2021-2032),  to  continue  to  carry  out  the  prohibition 
of  all  exports  from  the  United  States  to  Cuba,  and  I  hereby  authorize 
him,  under  that  Act,  to  continue,  make,  modify  or  revoke  exceptions 
from  such  prohibition. 

IN  WITNESS  WHEREOF,  I  have  hereunto  set  my  hand  and 
caused  the  seal  of  the  United  States  of  America  to  be  affixed. 
I     DONE  at  the  City  of  Washington  this  third  day  of  February,  in 

the  year  of  our  Lord  nineteen  hundred  and  sixty-two,  and  of 
[seal]     the  Independence  of  the  United  States  of  America  the  one 

hundred  and  eighty-sixth. 

John  F.  Kennedy 

By  the  President: 

Dean  Rusk, 

Secretary  of  State.  • 

[F.R.  Doc.  62-1309;  Filed,  Feb.  6.  1962;  9:55  ajn.] 
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THE   PRESIDENT 

Proclamation  3448 

IMPORTS   OF  SHMURAH   WHCAT   FLOUR   FOR    RELIGIOUS    PURPOSES 

By  th«  President  of  th«  United  States  of  America 
A  Proclamation 

WHEREAS,  pursuant  to  sec-tion  2*2  of  tlie  A^icultural  Adjust- 
ment Act,  as  amended  (7  l'.S.(\  <)24),  the  President  issued  Proclama- 
tion No.  2489  of  May  28,  1941,  which  was  amended  by  Pnx^lamation 
No.  2550  of  April  l."i,  1942,  and  further  amended  by  Pro<^lamation 
No.  2584  of  April  29,  194.'5,  limitiup  the  quantities  of  wheat  and 
wheat  flour  which  may  be  entered  or  withdrawn  from  warehouse  for 
consumption ;  and 

WHEREAS  certain  persons  lecjuire  Shmurah  wlieat  flour  in  the 
observance  of  the  Pass<ner  holiday,  whitii  U>^ins  April  19,  19()2;  and 

WHEREAS  Shmurah  wheat  flour  is  wheat  flour  that  has  Ijeen 
thoroughly  safeguarded  for  ritual  purposes  under  rabbinical  super- 
vision and  which  is  imported  into  the  I'nited  States  for  use  solely 
for  religious  and  ritual  i)urposes  in  the  making  of  matzos  for  Passover; 
and 

WHEREAS  the  limitati(Mis  imposed  upon  the  imjMjrtation  of  wheat 
and  wheat  flour  by  Proclamation  No.  24M9,  as  amended,  were  never 
intended  to  apply  to  Shmurah  w  heat  flour ;  ami 

WHEREAS  the  estinuited  quantity  of  Shmurah  wheat  flour  which 
would  be  imported  into  the  I'nited  States  during  any  one  year  would 
be  so  insigniflcant  that  it  could  not  |M)ssibly  render  or  tend  to  render 
ineffective,  nor  materially  interfere  with,  the  price-support  program 
undertaken  by  the  Department  of  Agr-icnlture  with  respect  to  wheat; 
and 

WHP]REAS  it  is  deemed  iid\  isabh-  to  clarify  the  scope  of  Pr(K"lama- 
tion  No.  2489,  as  amended,  in  (his  respect  in  order  to  simplify  the 
administration  of  the  |)roclamation  : 

NOW,  THEREEORE,  I,  JOHN  F.  KENNEDY,  President  of  the 
United  States  of  America,  acting  under  and  by  virtue  of  tiie  authority 
vested  in  me  by  sec-tion  22  of  tlie  Agricultural  Adjustment  Act,  as 
amended,  do  hereby  {)i-o«laim  that  the  provisions  of  Pnx-lamation 
No.  2489,  as  amended,  shall  not  l)e  deemed  to  apply  to  Shmurah  wheat 
flour  produced  in  Israel  and  entered  or  withdrawn  from  warehouse 
for  consumption  on  and  after  P'ebruary  1,  1!M)2:  /Voc/VAv/,  That  the 
written  approval  of  the  Se«-ivtary  of  Agriculture  or  his  designated 
representative  is  presented  at  the  time  of  entry  or  withdrawal  from 
warehouse  for  consumption.  For  the  purposes  of  this  proc'lamation 
''Shnmrah  wheat  flour"  means  wheat  flour  which  has  been  thoroughlv 
safeguarded  for  ritual  purposes  under  rabbinical  supervision,  as  certi- 
fied to  the  Secretary  of  Agriculturt'  by  an  authorized  representative 
of  the  government  of  Israel  or  its  designee,  and  which  is  imported 
into  the  I'nited  States  for  use  solely  for  religious  and  ritual  puri)osea 
in  the  making  of  matzos  for  Pa.s.sover. 

IN  WITNESS  WHEREOF,  I  have  hereunto  .set  my  hand  and 
cau.sed  the  Seal  of  the  I'nited  States  of  America  to  be  affixed. 

DONF:  at  the  C'\ty  of  Washington  this  fifth  day  of  February  in 
the  year  of  our  I»rd  ninete^m  hundivd  and  si.xty-two,  ami  of 
[seal]     the  Independence  of  the  United  States  of  America  the  one 
hundre<l  and  eighty-si.xtli. 

Joii.v  F.  Kknnkdy 
By  the  President : 

Dean  Risk, 

Serretnry  of  State. 

[F.R.   !)<)<•.  (52   1.310;    File<l.  Feb.  fl,  10«2 ;  Oi.W  a.m.] 


Rules  and  Regulations 


Title  7— AGRICULTURE 

^pf^  I — Agricultural  Marketing 
Service  (Standards,  Inspections,  and 
Morfceting  Practices),  Department  of 
Agriculture  | 

gUCMAfTER  D— REGULATIONS   UNDER  THE 
POULTRY  PRODUCTS  INSKOION  ACT 

.AIT  81— INSPECTION  OF  POULTRY 
AND  POULTRY  PRODUCTS 

Miscellaneous  Amendments 

Pursuant  to  the  authority  conferred 
by  the  poultry  Products  Inspection  Act 
(31  UJ3-C.  451  et  seq.) ,  and  sections  203 
and  205  of  the  Agricultural  Marketing 
Act  (A  1M6,  as  amended  (7  UJS.C.  1622. 
ICM),  the  regulations  governing  the  In- 
BecUoD  of  poultry  and  poultry  products 
(ICPRPart  81.  as  amended)  are  hereby 
farther  amended  as  follows: 

1 81.95      [Amendment] 

1.  Section  81.95  is  amended  by  adding 
thereto  a  new  paragraph  (d)   to  read: 

(d)(1)  The  use  of  chemical  additives 
in  or  on  raw  poultry  products,  other  than 
■tt  (NaCl)  which  is  added  to  chilling 
Bwdia  in  concentrations  not  in  excess  of 
TO  pounds  to  10,000  gallons  of  water  as 
•D  aid  in  chilling,  shall  be  permitted  only 
wiien  they  are  approved  by  the  Admln- 
Mrator,  and  each  unit  (whole  carcass, 
dliJoiDted  portion,  or  consumer  paclu«e 
thereof)  of  the  poultry  product  so 
tnated  shall  be  labeled  to  declare  the 
•ddltiTe  used  and  the  piu-pose  of  its  use. 
notwithstanding  the  foregoing,  the  Ad- 
minlitrator  may  authorize  the  shipment 
c(  raw  poultry  products  so  labeled  only 
oc  the  shipping  container  from  an  of- 
ficial establishment  ( i )  to  another  official 
trtablishment  for  further  processing, 
pe^kaging  and  labeling  of  each  unit  in 
•Mordance  with  this  paragraph  and 
other  applicable  regulations  in  this  Part, 
(U)  for  sale  to  institutional  users  such 
u  hotels  and  restaurants. 

(2)  The  use  of  chemical  additives, 
other  than  basic  food  stuffs  and  season- 
incB,  in  cooked  poultry  products  shall 
be  permitted  only  when  they  are  ap- 
prored  by  the  Administrator.  The  Ad- 
ministrator may  require  in  addition  to 
Uitlng  in  the  statement  of  ingredients. 
I  declaration  of  the  additive  used  and 
the  purpose  of  its  use. 

(3)  Chemical  additives,  to  be  used  in 
the  preparation  of  poultry  products, 
which  have  not  been  fully  approved  by 
the  Administrator  prior  to  the  effective 
date  of  this  amendment,  will  be  approved 
ooly  if  they  comply  with  the  following 
criteria: 

(1)  The  additive  shall  be  safe  under 
the  c<xiditions  of  its  intended  use. 

(li)  The  additive  shall  not  promote  de- 
eaptlon  or  cause  the  product  to  be  other- 
adulterated  or  unwholesome. 


Scientific  data  acceptable  to  the  Ad- 
ministrator showing  that  the  additive 
meets  the  criteria  specified  in  this  para- 
graph (3)  shall  be  submitted  by  the  per- 
son Interested  in  having  the  additive 
approved. 

§81.156      [Amendment] 

2.  Section  81.156  is  amended  by  add- 
ing at  the  end  thereof  the  following 
sentence:  "However  in  lieu  of  such  state- 
ment the  container  of  imported  products 
shall  bear  a  statement  that  'The  prod- 
ucts contained  herein  have  been  ap- 
proved for  importation  under  P.P.I.A.'  " 

§81 .300      [  Amendment  ] 

3.  In  8  81.300  "Alaska"  and  "Hawaii" 
are  deleted. 


§  81.301      [Amendment] 

4.  Section  81.301(a)  is  amended  by 
adding  at  the  end  thereof  the  following: 
"In  determining  whether  the  inspection 
system  of  a  foreign  covmtry  is  the  sub- 
stantial equivalent  of  the  system  main- 
tained by  the  United  States,  the  Admin- 
istrator shall  review  the  inspection  regu- 
lations of  the  foreign  cotmtry  and  make 
a  survey  to  determine  the  manner  in 
which  the  inspection  syst^n  is  admin- 
istered within  the  foreign  country.  The 
survey  of  the  foreign  inspection  system 
may  be  expedited  by  payment  t^  the 
interested  Government  agency  in  the 
foreign  country  of  the  travel  expenses 
incurred  in  making  the  survey." 

§  81.307      [Amendment] 

5.  In  §  81.307  paragraphs  (b)  and  (c) 
are  deleted. 

§  81.309      [Amendment] 

6.  In  S  81.309(a)  the  word  "and"  im- 
mediately preceding  the  figure  "(5)"  is 
deleted  and  the  following  is  added  before 
the  period  at  the  end  of  the  paragraph: 
" ;  (6)  the  inspection  mark  of  the  country 
of  origin:  and  (7)  the  plant  number  of 
the  establishment  at  which  the  product 
was  prepared." 

7.  Section  81.310  is  amended  to  read: 

§  81.310     Labeling  of  shipping  contain- 
ers of  product  for  importation. 

Shipping  containers  in  which  con- 
sumer packages  of  foreign  product  are 
shipped  to  the  United  States  are  required 
to  bear  in  a  prominent  and  legible  man- 
ner the  true  name  of  the  product,  the 
name  of  the  country  of  origin,  the  plant 
number  of  the  establishment  in  which 
the  product  was  prepared,  and  the  in- 
spection mark  of  the  coimtry  of  origin. 
Labeling  on  shipping  containers  shall 
be  examined  at  the  time  of  inspection 
in  the  United  States  and  if  found  to  be 
false  or  misleading,  the  product  shall  be 
refused. 

Tlie  amendments  in  part  are  intended 
to  prevent  the  preparation  of  adulterated 
or  unwholesome  products  at  establish- 


ments subject  to  the  Poultry  Products 
Inspection  Act  and  to  prevent  deception 
of  consumers.  For  these  piurposes  they 
establish  the  procedure  and  eriteria  ap- 
plicable to  the  aiwroval  of  chemical  addi- 
tives for  use  on  or  in  poultry  products 
and  specify  co'tain  labeling  re<iuire- 
ments  which  shall  apply  to  poultry  prod- 
ucts so  treated.  Notice  of  rule-making 
with  respect  to  this  matter  was  pub- 
lished in  the  Fedkral  Rkustsb  and 
opportunity  was  afforded  interested  per- 
sons to  comment  thereon.  Due  eon- 
sideration  has  been  given  to  all  comments 
received  and  to  all  other  information 
available  to  the  Agricultural  Marketing 
Service.  The  amendments  are  substan- 
tially the  same  as  the  published  proposals 
in  this  respect,  with  the  exception  that 
the  proposed  requirement  relating  to 
consumer  packaging  of  poultry  i«oducts 
that  have  been  treated  with  additives  has 
been  deleted.  However,  the  provision 
requiring  informative  labeling  of  each 
unit  of  product  that  has  been  treated 
is  retained.  The  pr(q;)osal  specifying 
that  an  additive  must  have  a  beneficial 
effect  on  the  product  as  a  prerequisite 
to  approval  has  been  deleted  as  unneces- 
sary. The  effect  of  the  additive  wotild 
obviously  have  to  be  considered  in  detn*- 
mining  whether  the  additive  would  re- 
sult in  adulteration  of  the  poultry 
product. 

The  provisions  concerning  the  ap- 
proval of  foreign  poultry  inspection  sys- 
tems are  intended  to  clarify  existing 
provisions  of  the  regulations  relating  to 
imports  and  to  formalize  procedure  for 
payment  of  survey  costs  in  connection 
with  such  approval.  The  changes  in  the 
labeling  requirements  for  products  to  be 
imported  are  needed  to  Identify  the 
products  as  inspected  poultry  products. 
The  requiranent  that  the  inspection 
mark  of  the  country  of  origin  be  shown 
on  containers  is  needed  to  facilitate  the 
movement  of  imported  products  in  com- 
merce. This  is  also  true  of  the  amend- 
ment relating  to  labeling  of  shipping 
containers  not  bearing  marks  of  in- 
spection. 

It  does  not  a];v>ear  that  publication  of 
further  notice  and  other  puUic  procedure 
with  respect  to  the  amendments  would 
make  additional  information  available 
to  the  Department.  It  is  therefore  found 
under  section  4  of  the  Administrative 
Procedure  Act  (5  U.ac.  1003)  that  such 
procedure  would  be  impractical  and  un- 
necessary. 

The  amendments  shall  become  effec- 
tive 30  days  after  publication  hereof. 

Done  at  Washington,  D.C..  this  1st 
day  of  February  1962. 

O.  R.  OaANGK, 
Deputy  AdmUnigtrator. 
Marketing  Service*. 

[FJt.    Doc.    02-1287:    VUed.    Feb.    6,    IM^ 
8:48  ajn.] 
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y,  February  7,  1962 

^  tli«  Social  Security  AmendmenU 
SP(M  81^.941)] 

gglJI$K     Suilutory     pravisioiu;     rule* 
«     ^J  icgulations. 

Kules  and  regulations — (a)  ^u- 

Except   where  such  authority 

given  by  this  title  to  any  person 

_  an   cflQcer  or   employee   of  the 

Department,   the  Secretary  or  his 

absll  prescribe  all  nee<lful  niles  and 

I  for  the  enforcement  of  this  title. 

all  rules  and  regulations-  as  onay 

irv  by  reason  of  any  alteration  at 

^  j«!atlon  to  Internal  revenue. 

\k  Mttroactivity  of  regulations  or  rulings. 

'  -      ^tiu-y  or  his  delegate  may  prescribe 

it,  If  any,  to  which  any  ruling  or 

relating  Xq  the  Internal  revenue 

be   applied   without   retroactive 

1^  frej»ration  and  distribution  of  regu- 
ii»  forms,  stamps,  and  other  matters. 
g^entary  or  his  delegate  shall  prepare 
Ihtofbute  all  the  Instructions,  regula- 
•  dkvetlons,  forms,  blanks,  stamps,  and 
^tltfirn  pertaining  to  the  assessment 
Ion  of  Internal  revenue. 

I  originally  enacted  and  In  effect 

Jto.  1.1MB] 

||7.7t05-l      Promulgation     of     refula- 

k  pursuance  of  section  7805  of  the 

■1  Revenue  Code  of  1954.  the  fore- 

,  regulations  are  hereby  prescribed. 

1 47.0-3  relating  to  the  scope  of  the 


) 


I 


62-1206;     Piled. 
8:46  a.m.] 


Feb.    6,    1962; 


iff!:  jii 


i3    If 


Title  9— ANIMALS  AND 
ANIMAL  PRODUCTS 

I — Agricultural    Research 
Swlce,  Department  off  Agriculture 

(Docket  No.  A01&-A8] 

HUtT  131— HANDLING  OF  ANTI- 
NOC-CHOLERA  SCRUM  AND  HOG- 
CHOLERA  VIRUS 

Order  Amending  Order 

flSLO     Findings  and  determinations. 

Ite  findings  and  determinations  here- 
set  forth  are  supplementary  and 
Maddition  to  the  findings  and  determi- 
previously  made  in  connection 
the  Issuance  of  the  order  and  of  the 
piftoosly  issued  amendments  thereto; 
ad  all  of  said  previous  findings  imd  de- 
tions    are    hereby    ratified   and 
except  insofar  as  such  findings 
•Id  determinations  may  be  in  conflict 
iBi  the  findings  and  determinations  set 
iMi  herein, 
(a)  Findings  upon  the  basis  of  the 
record.    Pursuant  to  the  provi- 
iIbs  of  the   Anti-Hog-Cholera  Serum 
■AHog-Cholera  Virus  Marketing  Agree- 
Act  (7  U.S.C.  851-855),  and  the 
of  practice  and  procedure  govem- 
'  ikifonnulation  of  marketing  agreonente 
eting  orders  applicable  to  anti- 
4iW-cholera  serum  and  hog -cholera  virus 
>tCfB  Part  132) ,  a  public  hearing  was 
^MA  at  Kansas  City,  liiissouri,  on  May 
jK  U61,  upon  proposed  amendments  to 
f^  marketing  agreement  and  the  order 
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regulating  the  boJiHiing  of  anu-hog- 
cholera  aenim  and  hog-cholera  Tiru& 
Upon  the  basis  of  the  evldenoe  adduced 
at  the  h<!far<»g  and  the  record  tho'eof , 
it  1^  found  that: 

(1)  Tlie  said  marketing  agreement,  as 
amended,  and  as  hereby  further  amend- 
ed, and  all  of  the  terms  and  conditions 
thereof  will  tend  to  effectuate  the  de- 
clared policy  of  the  act;  (2)  the  order, 
as  amended,  and  as  hereby  further 
amended,  and  all  of  the  terms  and  condi- 
tions thereof  will  tend  to  effectuate  the 
declared  policy  of  the  act;  (3)  the  scud 
order,  as  amended,  and  asliereby  further 
amended,  regulates  the  handling  of  anti- 
hog-cholera  serum  and  hog -cholera  virus 
in  the  same  manner  as,  and  contains  only 
such  terms  and  conditions  as  are  con- 
tained in  a  marketing  agreement  upon 
which  a  hearing  has  been  held. 

(b)  Determinations.  It  is  hereby  de- 
termined that  the  agreement,  amending 
the  marketing  agreement,  as  amended, 
regulating  the  handling  of  anti-hog- 
eholera  serum  and  hog-cholera  virus. 
upon  which  a  public  hearing  has  been 
held,  has  been  signed  by  handlers  who. 
during  the  calendar  year  1960.  handled 
not  less  than  75  per  centum  of  the  volume 
of  anti-hog-cholera  serum  and  hbg- 
cholera  virus  which  was  handled  in  the 
current  of  interstate  or  foreign  com- 
merce or  80  as  directly  to  burden,  ob- 
struct, or  affect  interstate  or  foreign 
commerce. 

.  Order  relative  to  handling.  It  is  there- 
Tore  ordered,  that  on  and  after  the  effec- 
tive date  hereof,  the  handling  of  anti- 
hog-cholera  serum  and  hog-cholera  virus 
sTifrii  be  in  conformity  to  and  in  com- 
pliance with  the  terms  and  conditions  of 
the  aforesaid  order,  as  amended,  and  as 
hereby  further  amended,  and  the  afore- 
said order  is  hereby  amended  as  follows: 
Delete  9  131.44  and  substitute  therefor 
the  following: 

§  131.44     Fee  to  accompany  application 
for  wholesaler  classification. 

(a)  Each  application  for  classification 
as  a  wholesaler  shall  be  accompanied  by 
an  arolication  fee  of  $100.00.  Seventy- 
five  dollars  of  such  fee  shall  cover  the 
cost  of  processing  the  application  and 
the  remaining  $25.00  shall  cover  the  ap- 
plicant's pro  rata  ^are  of  the  expenses 
of  the  Control  Agency  for  the  calendar 
year  in  which  the  application  is 
approved. 

(b)  If  the  application  for  classifica- 
tion as  a  wholesaler  is  cancelled  at  the 
request  of  the  applicant  or  denied  by  the 
Control  Agency,  $25.00  shall  be  refunded 
to  the  applicant  and  $75.00  shall  be  re- 
tained by  the  Control  Agency  to  cover 
the  cost  of  processing  the  application: 
Provided,  That,  in  the  event  the  Control 
Agency  receives  a  written  request  from 
the  applicant  for  cancellation  of  the  ap- 
plication before  any  expense  has  been  in- 
curred in  processing  such  application. 
the  Control  Agency  shall  refimd  the 
$75.00  processing  fee:  And  provided, 
mat.  In  the  event  of  the  death  of  the 
Applicant,  or  the  destruction  of  the  ap- 
plicant's place  of  business,  or  the  insti- 
tution of  Insolvency  proceeding  by  or 
against  the  applicant,  during  the  pend- 
ency of  the  application,  the   Control 
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Agency  may  refund  that  portion  of  the 
processing  fee  which  is  unexpended  at 
the  time  of  the  receipt  of  a  written  re- 
quest for  cancellation  of  the  apidicatlon: 
And  provided  further.  That,  in  the  event 
of  the  death  of  the  applicant  during.the 
pendency  of  his  application  or  within 
a  short  time  after  action  has  been  taken 
on  such  application  by  the  Control 
Agency,  and  the  Control  Agency  deter- 
mines, upon  evidence  satisfactory  to  It, 
that  the  illness  and  death  of  the  i4>Pli- 
cant  prevented  the  timely  filing  of  a 
request  for  cancellation  of  such  appli- 
cation, the  Control  Agmey  may  refund 
all  or  a  portion  of  the  application  fee, 
whichever  is  consistent  with  its  find- 
ings and  conclusions  in  the  matter. 

(c)  The  Control  Agency  shall  make 
refimds  on  application  fees  only  In  ac- 
cordance with  the  provisions  of  this 
section. 

(49  Stat.  781-782;  7  UJ5.C.  8S1-866) 

All  provisions  of  this  amended  order 
shall  become  effective  30  days-after  pub- 
lication in  the  Fedbal  Registbr. 

Done  at  Washington,  D.C.,  this  1st  day 
of  February  1962. 

Fraiik  J.  Welch, 
Assistant  Secretary. 

[FJt.    Doc.    62-1223:    FUM,    Feb.    6,    lOCa; 
8:46  ajn.] 


Title  5— ADMIMSTIIATiVE 
PERSONNa 

Chapter  I — Civil  Service  Commission 

PART  6~EXCEPTIONS  FROM  THE 
COMPETITIVE  SERVICE 

Post  Office  Department 

Effective  February  3,  1962.  paragraph 
(a)  (4)  of  S  6.109  is  revoked. 

(R.S.  1763,  sec.  2.  22  Stat.  403,  ••  Mn«ind«<l; 
6  UJS.C.  S31.  633) 

United  States  Civn.  Seev- 
icE  CoMiassiOBr, 
[seal]       Maby  V.  WEirZEL, 

Executive  Assistant  to 
the  Commissioners. 


[FS..    Doc. 


63-1351;    FUed. 
8:49  ajn.] 


Feb.    6.    lOea; 


PART  6— EXCEPTIONS  FROM  THE 
COMPETITIVE  SERVICE 

Department  of  State  and  U.S.  Arms 
Control  and  Disarmament  Agency 

§  6.302      [Amendment] 

1.  Effective  upon  publication  in  the 
Federal  Register,  paragraph  (v)  of 
S  6.302  is  revoked. 

2.  Effective  upon  publicatibn  In  the 
Federal  Register,  a  new  l  8.372,  para- 
graphs (a)  and  (b) .  is  added  to  Part  6 
as  set  out  below. 

§  6.372     VS.  Arma  Control  and  Disarma- 
ment  Af[en)cy« 

(a)  One  Private  Secretary  to  tba 
Director. 
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(b)  One    PriTate    Secretary    to    the 
Deputy  Director. 

<BA.  17BS.  wc.  a.  Sa  SUt.  40S.  M  aauiutod: 

iVJB.c.mi.mt) 


[seal] 


UifTm  Statu  Cvra.  Sssv- 

ics  ComnasTow. 
Mast  V.  Wkhzsl. 
Executive  Astistant  to 

the  Commissioners.     \ 

6.     19«3: 


|FJl.    Doc.    63-1253:    FUed.    Feb 
8:40  ajn] 


nUe  12— BANKS  AND  BANKING 

Chapter  V — Federal  Home  Loan  Bank 
Board 

SUtCHAFTfl  D— HOItAl  SAVINGS  AND  LOAN 
INSUKANCi   COIFOIATION 

(No.  FSLIC-l^aSl) 

PART  563— OPERATIONS 
Leans  and  Investments 

Januasy  26,  1962. 

ResolTed  that,  notice  and  public  pro- 
cedure having  been  duly  aSprded  (26 
FJR.  9557.  10239),  and  all  relevant  mat- 
ter presented  or  available  having  been 
considered  by  It,  the  Federal  Home  Loan 
Bank  Board,  upon  the  basis  of  such 
consideration  and  of  determination  by 
It  of  tl^e  advisability  of  amendment  of 
section  593.9  of  the  Rxiles  and  Regula- 
tlODs  for  Insurance  of  Accounts  ( 12  CFR 
563.9)  as  hereinafter  set  forth,  and  for 
the  purpooe  of  effecting  such  amend- 
ment, hereby  amends  said  section  563.9 
to  rend  as  follows,  efiTective  February  10, 
1962: 

§  563.9      Loans  and  investments. 

(a)  General  provisions.  Insxired  In- 
stitutions may  lend  and  otherwise  Invest 
their  funds  to  the  extent  and  in  the 
manner  authorized  by  law:  Provided. 
That,  except  as  hereinafter  provided,  no 
insured  lnstltutl<m  may  make,  or  invest 
its  funds  In.  loans  on  the  secxirity  of  real 
estate  located  more  than  50  miles  from 
Its  inindpal  ofllce  and  outside  the  terri- 
tory within  which  the  institution  was 
operating  oo  June  27.  1934,  without  the 
prior  approval  of  the  Corporation:  Pro- 
vided further.  That 

(1)  Any  Insured  institution  may,  to 
the  extent  that  it  has  legal  power  to  do 
so  and  without  further  ai^roval  of  the 
corporation,  make,  or  invest  its  funds  in, 
loans  In  an  aggregate  amount  not  ex- 
ceeding 20  percent  of  such  institution's 
assets  on  the  security  of  real  estate  lo- 
cated more  than  50  miles  but  not  more 
than  100  miles  from  such  Institution's 
principal  office  and  outside  such  terri- 
tory; 

(2)  Axa  Insured  Institution  may,  to 
the  extent  it  has  legal  power  to  do  so, 
without  regard  to  said  20-percent-of-as- 
sets  limitation  and  without  further  ap- 
proval oi  the  Corpoi^tlon.  make,  or  in- 
vest its  funds  in,  any  loan  at  least  20 
percent  of  which  is  guaranteed  or  as  to 
which  a  commitment  to  giutrantee  has 
been  made  under  the  provisions  of  the 
Senricemen's  Readjustment  Act  of  1944 
or  chapter  37  of  Utle  38,  United  SUte» 
Code,  as  now  or  hereafter  amended;  and 
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(3)  Any  insured  institution  may,  to 
the  extent  it  has  legal  power  to  do  so, 
without  regard  to  said  20-percent-of  as- 
sets limitation  and  without  further  ap- 
proval of  the  Corporation,  purchase  any 
loan  secured  by  a  first  Hen  on  a  home  or 
a  combination  home  and  business  prop- 
erty which  is  used  in  part  for  business 
purposes  and  in  part  for  bona  fide  resi- 
dential purposes  for  not  more  than  four 
families,  locatec  in  other  territory  more 
than  50  miles  from  Its  principal  office: 
Provided,  That  as  to  each  loan,  such  in- 
sured Institution  will  be  protected  by 
insiu'ance  as  provided  in  the  National 
Housing  Act  or  the  Servicemen's  Read- 
justment Act  of  1944  or  chapter  37  of 
title  38.  United  States  Code,  as  now  or 
hereafter  amended. 

(b>  Applications  and  approvals.  Each 
application  by  an  insured  institution  to 
the  Corporation  for  approval  to  make,  or 
invest  its  fimds  in.  loans  beyond  any 
limitatian  of  this  section  shall  be  sup- 
F>orted  by  a  map  showing  the  area  in 
which  the  Institution  desires  to  lend  and 
invest  its  funds;  shall  state  the  type  and 
character  of  loans  to  be  made.  Including 
the  maximum  percentages  of  loans  to 
appraisals;  shall  show  the  need  in  such 
territory  for  such  loans  by  such  institu- 
tion; and  shall  establish  that  such  oper- 
ation is  consistent  with  sound  and  eco- 
nomical home  financing,  and  that  the 
applicant  is  equipped  to  service  the  loans 
adequately.  Every  loan  made  pursuant 
to  any  approval  by  the  Corporation  of 
any  such  application  shall  comply  witlf 
the  terms  and  conditions  of  such 
approval. 

(Sees.  40a,  403.  48  SUt  1356.  1357.  as  amend- 
ed: 13  use.  1725.  172fl.  Reorg.  Plan  No.  3 
of  1947.  12  FR   4981.  3  CFR.  1047  Supp.) 

Resolved  further  that  the  Board  here- 
by finds  that,  as  the  foregoing  amend- 
ment relieves  restriction,  deferment  of 
the  effective  date  thereof  for  the  period 
set  forth  In  section  4(c)  of  the  Adminis- 
trative Procedure  Act  Is  not  required 
under  said  section  4(c) . 

By  the  Federal  Home  Loan  Bank 
Board. 

Harry  W.  Caulssm. 

Secretary. 

[FR.    Doc.    63-1333:     Filed.    Feb.    6.    1063; 
848  a  m.) 
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PART  408 — ENFORCEMENT 
PROCEDURES 

Revision 

The  primary  purpose  of  this  amend- 
ment Is  to  enlarge  the  scope  of  S  408.25 
(a)  so  as  to  provide  a  certificate  holder 
with  an  opportunity  to  have  a  full  hear- 
ing before  a  Hearing  Officer  of  the 
Agency  in  certificate  actions  taken  by 
the  Administrator  pursuant  to  section 
609  of  the  Act;  the  provision  of  a  new 


Subpart  D — Rules  of  Practice  for  ^^j 
Ings   in   FAA  Certificate  ActlaM:^S 
other  amendments  of  Subparts  A,  r 
C  to  reflect  new  enforcement 
and  the  decentralization  of  rt 

The  safety  enforcement  pr 
the  Federal  Aviation  Agency 
afforded  a  certificate  holder 
whom  action  is  proposed  an 
to  confer  with  .•\gency  counsel  mm|  [ 
formally  heard  with  respect  to  hte 
tion  in  the  matter.  It  has  been 
that  in  addition  to  this  proeedot  IJE 
certificate  holder  should  be  Rffnulig? 
opportunity  for  a  full  evidenUaiy  ^h^ 
ing.  Accordingly,  a  panel  of 
Officers  has  been  established  in 
of  the  Administrator.  They  are 
izcd  to  act  for  him  and  to  decide 
on  his  behalf.  They  will,  upon 
hold  a  hearing  at  a  time  and  plaes'i 
venient  to  the  parties  in  whick  di 
Agency  counsel  will  bear  the  burdn  || 
proof  with  respect  to  the  chargM,  «i. 
nesses  will  be  called  and  subJeeM  ti 
examinaticm  and  cross-examlnat 
a  full  record  will  be  made  of  all  of 
testimony  and  evidence.  Upon  this  m. 
ord  the  Hearing  Officer  will  deddt  Ite 
issues  and  determine  whether  the  pi^ 
posed  certificate  action  should  be  < 
out  or  whether  it  should  be 
terminated. 

At  the  present  time  certificate 
whose  certificate  Is  suspended  or : 
by  Order  issued  on  behalf  of  the 
Istrator  may  appeal  to  the  Civil 
nautlcs  Board.  The  provision  of  a  1 
ing  before  an  Agency  Hearing 
wUl  in  no  way  affect  the  certificate  i 
er's  continued  right  to  make  such  i 
peal.  However,  if  he  elects  to 
he  may  also  elect  to  have  the 
considered  on  the  basis  of  the  reoovtif 
testimony  and  evidence  taken  befontti 
FAA  Hearing  Officer,  and  thus  avoid  ttl 
necessity  of  duplication  in  this  phsM  tf 
the  hearing  process.  It  is  the 
tion  of  the  Agency  that  hearinci 
be  so  fairly  conducted  by  the  tatiH 
FAA  Hearing  Officer  and  the  facts 
other  relevant  evidence  so  fully  i 
in  the  course  of  the  hearing  before  bH 
that  in  most  cases  this  record  wH  bl 
satisfactory  to  the  certificate  hOldv.M 
well  as  to  the  Agency,  and  that 
will  thus  be  taken  on  the  record 
out  the  necessity  of  completely  new  1 
ing  before  the  Civil  Aeronautics 
Where  requested,  however,  the 
holder  will  be  entitled  to  obtain  a 
hearing  on  the  Issues  in  dispute. 

The  rules  of  practice  which  will 
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the  Hearing  Officer  and  the  paitia 
where  such  a  hearing  has  been 
closely  parallel  those  which 
govern  safety  enforcement 
before  the  Civil  Aeronautics 
They  should  therefore  provide  a  faafflv 
pattern  to  attorneys  and  other  lillV* 
ested  persons  who  heretofore  have  biv 
involved  in  the  hearing  process  as  «•• 
ducted  by  designated  Examiners  of  tfet 
Civil  Aeronautics  Board. 

This  revision  also  serves  to 
enforcement  procedures  which 
to  those  now  being  utilized  by  ttl 
Agency,  particularly  those  modlfleMMI 
required  by  the  recent  decentraMMJjii 
of  responsibility  to  handle  cases  invoiflV 


^\  und  supplemental  carriers  and 
"JJnonnel,  air  taxi  operations. 
2«Ia1  operations  and  certificated 

^rthatinns.    The  previous  division 

yUlljority,  which  reserved  unto  the 
^2oounsel  the  authority  for  han- 
Quaes  Involving  such  certificate 
^— fg,  has  now  been  modified  to  per- 
2^£  handling  of  such  cases  by  the 
■*     •    Counsel     and     the    Regional 


this  amendment  is  not  a  sub- 
,^  rule  and  one  of  Agency  pro- 

J,  notice  of  public  procedure  hereon 

L^ttmeasary  and  the  amendment  may 
^^Trfectlve  upon  less  than  30  days' 


n^eohslderaUon  of  the  foregoing,  the 
Mssl  Aviation  Agency  hereby  promul- 
^m%  revised  Part  408  of  the  regula- 
^Mof  the  Administrator  of  the  Federal 
Sw**  Agency  (14  CFR  Part  408).  ef- 
iHttfe  February  7,  1962: 

Subpart  A — Inlreductien 

Definition  of  ternas. 

B— frocMMt  Uted   in  EnfeK*m«nt 

^11    B«port  channels. 
InTestlgatlons. 

C— Actions   Token    in    Enfermn*nt 

HH^    yiled  for  Record  and  Letter  of  Cor- 
rection. 
Reprimands. 
_  Civil  penalties. 

I0J4    Seizure  of  aircraft. 
IHJ6    Certificate  action. 
IMJI    Military  aircraft. 
mjff    criminal  violations. 

0 Rule*    of    Practice    for    Hooringt    in 

FAA  Cortiflcato  Procoodingt 

Applicability  of  rules. 

Appearances. 

Request  for  hearing. 

Hewing  Officer's  powers. 

Disqualification    of   Hearing    Officer. 

Pleadings. 

Time  limitations. 

Service  and  filing. 

Amendment  of  Notice  and  Answer. 

Withdrawal  of  Notice  or  Request  for 

Hearing. 
MoUons. 
Intervention. 
Depositions. 
Notice  of  hearing. 
Subpoenas  and  witness  fees.   . 
Xrldence. 

Argument  and  submittals. 
Record. 

Ftederal  Rules  of  Civil  Procedure. 
Order  of  Hearing  Officer. 

AuTHOUTT :  { !  408.1  to  408.60  issued  under 
MLSlKa) ,  601,  609,  901,  902.  903,  1001. 1003, 
Mma  Aviation  Act  of  1968  (73  SUt.  763, 
m.  779,  783,  784.  786,  78«;  49  V3.C.  1864. 
Mn,1439.  1471.  1472,  1474,  1481,  1483). 

Subpart  A — Introduction 
I4M.1      Definition  of  terms. 

Aa used  in  this  part: 

(a)  "Act"  means  the  Federal  Aviation 
kt  of  1958. 

(b)  "Administrator"  means  the  Ad- 
■Inlstrator  of  Federal  Aviation  Agency. 
-«  his  designee. 

(c)  "Agency"  means  the  Federal  Avia- 
Hbb  Agency. 

(d)  "Agency  counsel"  means  the  rep- 
NKBtative    of    the    FMeral    Aviation 

Office  of  General  Counsel  or  Of- 
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flee  of  Regional  Counsel,  who  represents 
the  Administrator  in  an  enforcement 
proceeding. 

(e)  "Answer"  means  the  pleading 
which  is  filed  by  the  holder  of  certificate 
in  response  to  a  Notice  of  Proposed  Cer- 
tificate Action,  replying  to  the  charges 
contained  in  the  notice,  when  a  hearing 
has  been  requested  before  an  Agency 
Hearing  Officer. 

(f)  "Board"  means  the  Civil  Aero- 
nautics Board. 

(g)  "Certificate"  means  a  type  cer- 
tificate, production  certificate,  air- 
worthiness certificate,  airman  certificate 
(Including  medical  certificate) ,  air  car- 
rier operating  certificate,  air  navigation 
facilities  certificate,  or  air  agency  cer- 
tificate. Issued  by  the  Civil  Aeronautics 
Administration  or  the  Federal  Aviation 
Agency. 

(h)  "Hearing  Officer"  means  a  Fed- 
eral Aviation  Agency  officer  assigned  to 
hear  Agency  proceedings  for  the  amend- 
ment, modification,  suspension  or  re- 
vocation of  a  certificate,  conducted  vm- 
der  the  rules  contained  in  this  part. 

(1)  "Notice  of  Proposed  Certificate  Ac- 
tion" means  a  notice  Issued  by  Agency 
counsel  to  a  certificate  holder,  imder  sec- 
tion 609  of  the  Federal  Aviation  Act  pro- 
posing to  amend,  modify,  suspend  or 
revoke  his  certificate,  and  specifying  the 
charges  or  grounds  upon  which  the  pro- 
posed action  is  based. 

(j)  "Parties"  means  the  Agency  coun- 
sel, certificate  holder,  and  interveners 
who  appear  before  a  Hearing  Officer  in 
an  Agency  enforcement  proceeding. 

(k)  "Request  for  a  Hearing"  means 
a  written  statement,  given  by  a  certifi- 
cate holder  to  Agency  counsel,  in  re- 
sponse to  a  Notice  of  Proposed  Certificate 
Action,  requesting  a  formal  hearing  be- 
fore an  Agency  Hearing  Officer. 

(1)  "Respondent"  means  the  holder  of 
a  certificate  who  has  requested  a  formal 
hearing  before  an  Agency  Hearing  Of- 
ficer, in  defense  against  a  Notice  of  Pro- 
posed Certificate  Action. 

Subpart  B — Processes  Used  in 
Enforcement 

§408.11      Report  channels. 

Violations  of  the  Act  or  any  rule,  regu- 
lation, or  order  Issued  thereunder,  may 
be  reported  by  any  person  having  knowl- 
edge of  such  violations,  to  the  appropri- 
ate persoimel  of  the  Agency  assigned  to 
one  of  the  Agency's  regional  or  district 
offices.  Such  a  report  will  be  investigated 
by  personnel  of  the  Agency  and  the  re- 
sults of  such  investigation  will  constitute 
the  basis  for  determining  the  enforce- 
ment action  to  be  taken  by  the  Agency. 

§  408.12     Investigations. 

(a)  Under  section  313  of  the  Act,  the 
Administrator  may  conduct  public 
hearings  or  investigations  and  is  au- 
thorized to  take  evidence,  issue  sub- 
poenas, take  depositions,  and  compel 
testimony  in  the  manner  provided  in 
section  1004  of  the  Act. 

(b)  For  the  purpose  of  investigating 
alleged  violations  of  the  Act.  or  of  any 
rule,  regulation  or  order  Issued  there- 
under, the  Administrator's  authority  un- 
der sections  313  and  1004  has  been  dele- 
gated to  the  General  Counsel,  Deputy 
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General  Coimsel,  and  to  all  Associate 
General  Counsel  and  Regional  Counsel. 

Subpart  C — ^Actions  Taken  in 
Enforcement 

g  408.21     Filed  for  Record  and  Letter  of 
Correction. 

A  report  of  a  violation  may  be  filed  for 
record  by  the  reporting  inspector  or  may 
be  terminated  by  a  Letter  of  Correction. 
if  it  appears,  after  investigation,  that  the 
violation  was  so  minor  and  unintentional- 
as  not  to  require  disciplinary  or  re- 
medial action,  and  the  standards  pre- 
scribed by  Manual  of  Pirocedure  22  are 
satisfied.  Such  actions  will  be  subject  to 
review  by  Regional  Flight  Standards  and 
Regional  Counsels'  Offices. 

§  408.22      Reprimands. 

A  letter  may  be  sent  to  the  violator  by 
the  General  Counsel  or  Regional  Coun- 
sel, reprimanding  him  for  a  minor  vio- 
lation. A  Letter  of  Reprimand  will  ter- 
minate the  action,  but  the  violation  will 
be  taken  into  consideration  in  deter- 
mining the  action  to  be  taken  with  re- 
spect to  any  future  violations  committed 
by  the  same  person. 

§  408.23      CivU  penalties. 

Under  section  901  of  the  Act.  any  per- 
son who  violates  any  provision  of  Titles 
in,  V,  VI,  or  xn  of  the  Act.  or  any  rule, 
regrulation.  or  order  issued  thereunder, 
shall  be  subject  to  a  civil  penalty  not 
to  exceed  $1,000  for  each  such  violation.^ 
Such  civil  penalty  may  be  compromised 
l^  the  Administrator.    In  the  event  im- 
position of  a  civil  penalty  is  contem- 
plated, and  it  is  considered  advisable  to 
compromise   such   penalty,   a  Regicmal 
Counsel  or  the  General  Coimsel  will  send 
a  letter  to  the  violator  advising  as  to  the 
charges  against  him,  stating  what  laws. 
rules,  regulations,  or  orders  have  been 
violated,  and  affording  an  opportunity  to 
compromise  the  civil  penalty.    The  vio- 
lator may  submit  to  the  official  signing 
the  letter,  either  orally  or  in  writing,  any 
material  or  information  In  answer  to  the 
charges,  explaining,  mitigating  or  deny- 
ing the  occurrence  of  the  violation,  or 
showing      extenuating      circumstances. 
Any  material  or  Information  thus  sub- 
mitted will  be  considered  in  making  the 
final  determination  as  to  probable  ex- 
istence of  Uablllty  for  a  civil  penalty,  or 
the  amount  for  which  it  will  be  com- 
promised.    If   an  offer  is  tendered  to 
compromise  the  penalty  for  a  specific 
amoimt,  a  certified  check  or  money  or- 
der in  that  amount,  made  payable  to  the 
Federal  Aviation  Agency,  should  be  at- 
tached.    The  General  Counsel,  or  the 
Regional  Counsel  handling  the  case,  will 
accept  or  refuse  the  offer  of  compromise. 
If  the  offer  of  compromise  is  accepted, 
the  violator  will  be  notified  by  letter  of 
its  acceptance  and  that  such  acceptance 
constitutes  full  settlement  of  any  civil 
penalties  Incurred  by  the  violator.    If  a 
compromise  settlement  of  the  civil  pen- 
alty cannot  be  effected,  the  Agents  will, 
in  an  appropriate  case,  instigate  pro- 
ceediiigs  in  the  United  States  District 


>  The  same  is  true  for  Tlolatkuu  of  Title 
VII,  but  the  ClvU  Aeronautics  Board  has 
cognizance  of  thoee  violations. 
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CotM,  ptisnumt  to  section  903  of  the 
Act.  for  the  purpose  of  collecting  the 
civil  penalty  due. 

§  408.24     SflimM  of  aircraft. 

(a)  Authority  to  seize  aircraft.  Under 
section  903  of  the  Act,  when  an  aircraft 
Is  Involved  in  a  violation  for  which  a  civil 
penalty  may  be  imposed  upon  its  owner 
or  operator,  such  aircraft  may  be  sum- 
marily seized  by  any  State  or  Federal 
law  enforcement  officer  or  Federal  Avia- 
tion Agency  safety  inspector  authorized 
In  an  order  of  sciziu-e  issued  by  the  As- 
sistant Administrator  of  the  region  in 
which  the  aircraft  is  located. 

(b)  Custody  of  seized  aircraft.  When 
an  aircraft  has  been  seized  pursuant  to 
this  section.  It  will  be  placed  in  the  near- 
est available  adequate  public  storage 
facility  in  the  Judicial  district  in  which 
the  seizure  is  made. 

(c)  Notice  of  seizure.  When  an  air- 
craft has  been  seized  pursuant  to  this 
section,  a  written  notice  and  a  copy  of 
this  section  will  be  sent  without  delay  by 
the  Assistant  Administrator  to  the  regis- 
tered owner  of.  and  to  other  persons  hav- 
ing a  recorded  Interest  in.  the  aircraft 
according  to  the  records  of  the  Federal 
Aviation  Agency.  The  written  notice 
will  state  : 

(1)  The  time,  date,  and  place  of 
seizure; 

(2)  The  name  and  address  of  the  cus- 
todian of  the  aircraft: 

(3)  The  reasons  for  the  seizure,  in- 
cluding the  violations  believed,  or  judici- 
ally determined,  to  have  been  commit- 
ted: and 

(4)  The  amount  which  may  be  ten- 
dered: 

(I)  As  an  offer  In  compromise  of  any 
civil  penalties  which  might  have  been 
incurred  as  a  result  of  the  alleged  vio- 
lation, or 

(II)  As  payment  of  civil  penalties 
which  have  been  Imposed  by  a  Federal 
Court  as  a  result  of  the  established  vio- 
lations. 

(d)  Report  of  ieizure.  When  an  air- 
craft has  been  seized  pursuant  to  this 
section,  a  report  will  be  transmitted  im- 
mediately by  the  Regional  Counsel  to 
the  United  States  Attorney  for  the  Judi- 
dal  district  In  which  the  seizure  is  made, 
requesting  the  United  States  Attorney  to 
Institute  proceedings  for  the  enforce- 
ment of  the  lien. 

(e)  Release  of  seized  aircraft.  When 
an  aircraft  has  been  seized  pursuant  to 
this  section,  it  will  be  released  by  direc- 
tion of  the  Assistant  Administrator  under 
any  one  of  the  following  conditions: 

(1)  Upon  payment  of  the  civil  penalty 
or  the  amount  agreed  upon  in  com- 
promise, and  the  costs  incurred  in  con- 
nection with  the  seizure,  storage,  and 
maintenance  of  the  aircraft; 

(2)  Upon  seizure  of  the  aircraft  pur- 
suamt  to  process  of  a  Federal  court  in 
proceedings  in  rem  for  enforcement  of 
a  lien  against  the  aircraft,  or  iu>tlf\ca- 
tion  by  the  United  States  Attorney  of  re- 
fusal to  institute  such  proceedings;  or 

(3)  Upon  deposit  of  a  bond  In  such 
amount  and  with  such  sureties  as  the  As- 
sistant Administrator  may  prescribe, 
conditioned  upon  payment  of  the  penalty 
or  the  amount  agreed  upon  in  com- 
promise, and  the  costs  incurred  in  con- 
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nection  with  the  seizure,  storage,  and 
maintenance  of  the  aircraft. 

§  408.25      Certificate  action. 

(a)  Under  section  609  of  the  Act,  the 
Administrator,  or  his  authorized  agents, 
may  relnspect  any  civil  aircraft,  aircraft 
engine,  propeller,  appliance,  air  naviga- 
tion facility,  or  air  agency,  or  may  re- 
examine any  civil  airman.  If.  as  a  result 
of  any  such  rcinspection.  reexamination, 
or  any  other  investigation.  It  is  deter- 
mined that  safety  in  air  commerce  or 
air  trarusportatlon  and  the  public  in- 
terest requires  such  action,  the  Admin- 
istrator, or  his  authorized  agents,  may 
issue  an  order  amending,  modifying,  sus- 
pending, or  revoking.  In  whole  or  In  part, 
any  type  certificate,  production  certifi- 
cate, airworthiness  certificate,  airman 
certificate,  air  carrier  operating  cer- 
tificate, air  navigation  facilities  cer- 
tificate, or  air  agency  certificate.  Prior 
to  Issuing  such  an  order,  the  Agency's 
General  Counsel  or  Regional  Counsel  will 
advise  the  certificate  holder  as  to  the 
charges  or  other  reasons  relied  upon  by 
the  Administrator  for  the  proposed  ac- 
tion and.  except  in  case  of  emergency, 
provide  him  an  opportunity  to  answer 
any  charges  and  to  be  heard  as  to  why 
such  certificate  should  not  be  amended, 
modified,  suspended  or  revoked.  At  his 
option,  the  holder  may  (1)  admit  the 
charges  and  surrender  his  certificate,  '2) 
answer  the  charges  in  writing.  (3)  re- 
quest an  opportunity  to  be  heard  in  an 
informal  conference  with  the  Agency 
counsel,  or  (4)  request  and  receive  a 
formal  hearing,  either  in  lieu  of  or  in 
addition  to  the  informal  conference,  be- 
fore a  Hearing  Officer  appointed  by  and 
representing  the  Administrator.  If  the 
holder  admits  the  charges,  submits  an 
answer  In  writing  only,  or  seeks  a  con- 
ference, the  General  Counsel  or  Regional 
Counsel,  after  due  consideration  of  the 
answer  and  information  submitted  by 
the  certificate  holder,  shall  Issue  the 
Order  of  the  Administrator.  If  a  full 
hearing  is  requested,  the  Order  of  the 
Administrator  will  be  issued  by  the  Hear- 
ing Officer  following  a  hearing  conducted 
In  accordance  with  Subpart  D  of  this 
part.  The  Hearing  Officer  may  issue  his 
order  orally  or  in  writing. 

(b)  Any  person  whose  certificate  is 
affected  by  an  order  issued  under  this 
section  may  appeal  to  the  Civil  Aero- 
nautics Board.  The  filing  of  an  appeal 
with  the  Board  stays  the  effectiveness  of 
the  Administrator's  Order  unless  the  Ad- 
ministrator advises  the  Board  that  an 
emergency  exists  and  safety  in  air  com- 
merce or  air  transportation  requires  the 
immediate  effectiveness  of  his  Order.  In 
which  event  the  Order  shall  remain  ef- 
fective and  the  Board  shall  finally  dispose 
of  the  appeal  within  60  days  after  being 
so  advised  by  the  Administrator. 

§  408.26      MilhaiT  airrraft. 

When  a  report  reveals  that  violations 
have  been  committed  by  members  of 
the  Armed  Forces  of  the  United  States 
or  those  civilian  employees  of  the  Depart- 
ment of  Defense  who  are  subject  to  the 
provisions  of  the  Uniform  Code  of  Mili- 
tary Justice,  while  engaged  in  the  per- 
formance of  their  official  duties,  copies 
of  the  report  will  be  forwarded  by  the 
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General  Counsel  or  Regional 

the  appropriate  military  authn^nr 

order  that  they  may  take  - — ^  -  - 


plinary  actions  as  they  consider 
priate  and  report  back  to  the 
trator  thereon, 

§  408.27      Criminal  violation*. 

Sections  902  and  1203  of  the  Aet 
vide  criminal  F>enalties  for 
knowingly  and  wilfully  violate  _^ 
provisions  of  the  Act.  or  any  orti(r~iZ 
or  regulation  issued  thereunder,  'if. 
possible  violation  of  any  of  the  cr" 
provisions  of  the  Act  comes  to  the 
tion  of  the  inspector  or  other 
of  the  Agency,  a  report  shall  be 
the  Office  of  General  Counsel  vhov^.^ 
an  appropriate  case,  refer  the  npaitii 
the  United  States  Department  of 
for  criminal  prosecution  of  the 
who  committed  the  offense, 
of  other  federal  statutes  within  the 

vestlgatory      jurisdiction     of  

agency  which  come  to  the  attenUoftit 
an  inspector  or  other  employee  rialli 
immediately  reported  to  such  egcaci  k 
a  manner  provided  by  Manuel  of  tt^ 
cedure  22. 

Subpart  D — Rules  of  PracHci  In 
Hearings  in  FAA  CfrtHlcato  h^ 
ceedingt 

§  408.3 1      Applicability  of  rules. 

The  provisions  of  this  subpart  ill 
govern  all  proceedings  before 
Officers  of  the  Federal  Avlatloa 
where  a  hearing  has  been  requeetetlfi 
certificate  holder  in  response  to  aT 
of  Proposed  Certificate  Action, 
the  amendment,  modification, 
slon.  or  revocation  of  an  airman 
icate. 

§  408.32     Appearance*. 

Any  party  to  a  proceeding  magr 
and  be  heard  in  person  or  by 

§  408.33     Requeat  for  hearing. 

If.  following  the  issuance  of  a  NoiMtf 
Proposed  Certificate  Action,  the 
cate  holder  elects  to  have  a  fonnal 
ing.  he  shall  so  request  by  c! 
appropriate  box  on  the  form  whkbll 
forwarded  to  him  with  the  NollNil 
Proposed  Certificate  Action.  Be 
return  this  to  Agency  couoeti 
fifteen  (15)  days,  together  n 
answer  to  the  allegations  contalailli 
the  Notice  of  Proposed  Certificate 
If  an  Informal  conference  iriUi 
counsel  is  requested  and  held, 
certificate  holder  shall  have  -— __^ 
days  thereafter  within  ^^^ch  to»i|P# 
a  formal  hearing.  Agency  cooaalW 
forthwith  forward  the  Reqneet  m 
Answer  to  the  Hearing  Officer  wMI>J 
copy  of  the  Notice  of  Proposed  Cerlliwi 
Action.  The  Hearing  Officer  wlU  dBW< 
tJie  Notice.  Request  and  Answer  M  • 
the  time  received  by  him. 

§  408.3  i     Hearing  Officer**  powM 

Hearing  Officers  shall  have  the 
Ing  powers: 

(a)  To   give   notice  concemlai; 
hold,      prehearing      conferenoei 
heariixgs: 

(b)  To  administer  oaths  axMl 
tlons; 


^  fi  examine  witnesses; 
2  f0  Issue  subpoenas  and  to  take  or 
JSL^Moattions  to  be  taken; 
^^^-■"'nile  upon  offers  of  proof  and 


.efldence: 

lk>  regulate   the   course   ot  the 


^  hold  conferences,  before  or 
hearing,  for  the  settlement  or 
on  of  issues  by  consent  of  the 


^^f^  dispose  of  procedural  requests 
-•— >»">  matters;  and 


;|P  t*  Issue  an  Order. 

l|M|j^    Di*qualification     of     bearing 


-i»l  Bearing  Officer  shall  withdraw 
ll^eMe  If  at  any  time  he  deems  hlm- 
JP/gfasiUied. 

*0l$M    Pleadings. 

Il)  JVMice  of  Proposed  Certificate 
i^  m  cases  transmitted  to  the 
Officer,  the  Notice  of  Proposed 
Action  shall  constitute  the 
of  the  facts  upon  which  the 
Hm  li  proposed. 
^^Jtiuwer.  The  certificate  holder, 
Btly  with  his  Request  for  a 
,  ihall  submit  an  Answer  to  the 
__  TOe  Answer  shall  he  responsive 
llfli  allegations  set  forth  in  the  Notice 
^  IB7  legation  not  denied  shall  be 
Uprf  admitted. 

10  iMrments.  Averments  in  an 
gpv.  or  other  pleading,  to  which  no 
mmtn  pleading  Is  required,  will  be 
Ipi  as  denied. 

yfUH     Time  limhation*. 

d)  Mttuest  for  Hearing  and  Annoer. 
■llsqpeet  for  a  Hearing  and  Answer 
to  it  notice  shall  be  served  on  Agency 
■Ml  within  fifteen  (15)  days  from 
lilln  of  service  of  the  Notice  of  Pro- 
pilOlrtiflcate  Action. 

Q)  Mtquest  served  after  expiratUm 
ipkiL  If  a  Request  for  a  Hearing  is 
„I  subsequent  to  the  flfteen-day 
_  Veclfled  in  paragraph   (a)   but 
to  Issuance  of  an  order,  it  shall  be 
by  Agency  counsel  to  the 
Officer,  and  when,  in  the  opin- 

Hearing  Officer,  good  cause  is 

for  failure  to  request  a  hearing 
the  time  prescribed,  he  may,  in 
Ion,  order  a  hearing. 

Service  and  filing. 

I  Request  for  Hearing  and  Answer 
[i»  Notice  shall   be  mailed  to  the 
counsel  who  originated  the  no- 
shall  be  deemed  timely  filed  if 
before  the  end  of  the  time 
therefor.    All  other  pleadings, 
or  documents  shall,  at  the  time 
be  served  upon  all  other  par- 
asrrlce  shall  be  made  by  deliver- 
|l  eopy  to  the  [)erson  to  be  served  or 
fMUlng  a  copy  to  him  at  the  last  ad- 
with  the  Agency  by  the  cer- 
holder  as  required  by  the  Civil 
Uions.    When  a  psirty  is  rep- 
by  an  attorney,  service  shall  be 
the  attorney. 

Amcndrarnt     of     Notice     and 


On 


isny  tkne  more  than  ten  (10)  days 
'  to  the  date  of  hearing,  either  party 


his  Notice,  or  Answer,  or 
otber  yteadlnc.  by  filing  the  same  with 
the  Bearinc  OOcer  and  by  serving  a  eopy 
thereof  on  all  other  parties.  After  that 
time,  amendment  diall  be  allowed  only 
at  the  discretiasi  of  the  Hearing  Officer. 
Where  amendment  to  an  initial  plead- 
ing has  been  permitted,  the  Hearing  Offi- 
cer shall  allow  the  other  parties  a  rea- 
sonable opportunity  to  answer.  A  plead- 
ing may  be  amended  at  any  time  to  con- 
form to  the  evidence. 

%  408.40    Withdrawal  of  Notice   or   Re- 
quest for  Bearing. 

The  Agency  counsel  may  withdraw  his 
Notice  and  the  certificate  holder  may 
withdraw  his  Request  for  Hearing,  at 
any  time  prior  to  hearing. 

6  408.41     Motions. 

(a)  Jfofion  to  dismiss^  A  respondent, 
in  lieu  of  his  Answer,  may  file  a  motion 
to  dismiss,  for  failure  of  the  allegations 
of  the  Notice  to  state  a  violation  of  the 
Civil  Air  Regulations,  .or  lack  of  quallfl- 
cation  of  the  Respondent.  If  the  mo- 
tion is  denied,  tiie  Respondent  shall  file 
his  Answer  within  ten  (10)  days. 

(b)  Jf otiOK  for  judgment  on  the  plead' 
ingt.  After  the  pleadings  are  closed, 
^ther  party  may  move  for  Judgment  on 
the  pleadings. 

(c>  MoUon  to  strike.  Upon  motion  of 
either  party,  the  Hearing  Officer  may 
order  stricken  from  any  pleading  an  in- 
sufficient allegation  or  defense,  or  any 
immaterial.  Impertinent  or  scandalous 
matter, 

(d)  Motion  for  more  definite  state- 
ment. The  certificate  holder  may  file,  in 
lieu  of  his  Answer,  a  motion  that  the  al- 
lagatlons  set  forth  In  the  Notice  be  made 
more  definite  and  certain.  If  the  motion 
is  granted,  the  Agency  counsel  shall  com- 
ply within  ten  (10)  days.  If  the  motion 
is  denied,  the  certificate  holder  shall 
then  file  his  Answer  within  ten  (10)  days 
thereafter. 

(e)  Motien  for  production  of  docu- 
ments. Upon  motion  of  any  party  show- 
ing good  cause  therefor,  the  Hearing 
Officer  may  order  any  puty  to  produce 
any  designated  docimients.  papers,  books, 
accotmts,  letters,  photographs,  objects, 
or  tangible  things,  not  privileged,  which 
constitute  or  contain  evidence  relevant 
to  the  subject  matter  of  the  hearing,  and 
which  are  in  the  party's  possession,  cus- 
tody or  control,  in  the  marmer  provided 
by  Rule  34,  Federal  RiUes  of  Civil  Pro- 
cedure. 

'(f)  Consolidation  of  motions.  A  party 
who  makes  a  motion  under  this  section 
shall  Join  with  it  all  other  motions  then 
available  to  him.  Any  objections  not  so 
raised  will  be  deemed  to  be  waived. 

§  406.42     Interrention. 

Any  person  may  move  for  leave  to 
intervene  in  a  proceeding  and  may  be- 
come a  party  thereof,  if  the  Hearing 
Officer,  following  transmittal  of  the  case 
for  hearing,  finds  that  such  person  may 
be  bound  by  the  order  to  be  rendered  in 
the  proceedhig  or  has  a  property  or 
financial  interest  which  may  not  be 
adequately  represented  by  existing  par- 
ties: Provided,  That  such  intervention 
would  not  unduly  broaden  the  Issues  or 
delay  the  proceeding.    Except  for  good 
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cause  shown,  no  motion  for  leave  to  in- 
tonrene  will  be  entertained  if  filed  lew 
than  ten  (10)  days  prior  to  hearing. 


§  408.43     Depoaitifl 

After  a  Request  for  Hearing  and  the 
Answer  have  been  filed,  testimony  may 
be  taken  by  deposltian  at  the  instance 
of  any  party  to  the  prooeoding  in  ac- 
cordance with  the  provisions  of  section 
1004  of  the  Act  or  Rule  26  of  the  Feda«l 
Rules  of  Civil  Procedtire. 

§  408.44     Notice  of  heariag. 

The  Hearing  Officer  to  whom  the  case 
is  assigned  shall  give  the  parties  ade- 
quate notice  of  the  date  and  place  where 
the  hearing  will  be  held.  The  Hearing 
Officer  may  hold  the  hearing  at  the  el^ 
in  which  there  is  located  the  Regional 
Headquarters,  the  originating  Federal 
Aviation  Agency  office,  or  the  Plight 
Standards  District  Office  nearest  to  the 
residence  of  the  certificate  holder,  or  at 
such  other  location  or  locations  as  the 
Hearing  (Officer  may  direct. 

§  408.45     SabpoenM  mad  witacss  ft 


(a)  Subpoenas  requiring  the  attemi- 
ance  of  witnesses  or  the  production  of 
documentary  or  tangible  eridenee  for 
the  purpose  of  talcing  deposMms  or  at 
a  hearing  may  be  Issued  by  the  Hearing 
Officer  to  whom  the  case  to  assigned 
upon  application  by  any  party  to  a  pro- 
ceeding; the  application  for  produotton 
of  documentary  or  tangible  erldenae 
shall  show  the  general  releranoe  and 
reasonable  scope  of  the  evldenee  sooffal. 

(b)  Witnesses  shaU  be  entitled  to  the 
same  fees  and  mileage  as  are  paid  to 
witnesses  in  the  courts  of  the  United 
SUtes.  The  fees  shall  be  paid  by  the 
party  at  whose  instance  the  witness  to 
subpoenaed  or  appears. 

(c)  The  provisions  of  paragraph  (a) 
of  this  section  are  not  appUeable  to  the 
attendance  of  Federal  Aviatton  Agency 
officers  or  emidoyees  or  the  production 
of  documentary  evidence  in  the  custody 
of  such  persons  at  a  hearing.  Aipplica- 
tlons  for  documents  shall  be  proeesMd 
as  motions  under  i  4C8.41(e)  and  appli- 
cations for  the  attendance  of  ofllcers  and 
employees  of  the  Agency  shall  be 
addressed  to  the  Hearing  Ofllcer,  in 
writing,  and  shall  set  forth  the  need  of 
the  party  for  such  attendance. 

§  408.46     Evidence. 

(a)  Right  to  fuU  and  true  disclosure  of 
the  facts.  Every  pmrty  shall  have  the 
rl^i  to  present  his  case  or  defense  by 
oral  or  documentary  evidence,  to  submit 
evidence  in  rebuttal  and  to  conduct  aieeh 
cross-examination  as  may  be  required 
for  a  full  and  true  disclosure  of  the  facts. 

(b)  Burden  of  proof.  The  burden  of 
proof  shall  be  upon  the  Agency  counsel, 
except  with  respect  to  afllimatlye  de- 
fenses. 

§  408.47     Argninenl  and  snluniuala. 

At  the  hearing,  the  Hearing  Qfltoer 
shall  give  the  parties  adequate  opportu- 
nity for  the  presentation  of  arguments 
in  support  of  motions,  objections  and 
final  Order.  The  Hearing  Officer  may' 
determine  whether  argument  shall  be 
oral  or  in  writing.  At  the  eonclusion  cl 
a  hearing,  either  party  shall  be  afforded 
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an  opportunity  to  submit,  in  writing. 
proposed  flnrilngt  and  cozuslusions  and 
•upporttng  reaaoDs  therefor. 


The  teeUmony  and  exhlbite  together 
with  all  papers,  requests  and  rulings  fUed 
In  the  proceedings  shall  constitute  the 
ezeliialye  bagls  for  the  Issuance  of  an 
order.  A  transcript  may  be  obtained  by 
any  party  from  the  ofBcial  reporter  upon 
pasrment  of  the  fees  fixed  therefor. 

1406.49     Federal    Roles    of    QvU    Pro- 
eedore. 

In  any  situation  not  provided  for  or 
oontrolled  by  the  foregoing  rules  of  prac- 
tice, the  Federal  Rules  of  Civil  Procedure, 
where  applicable,  shall  govern. 

I  40e.S0     Order  of  Hearing  Officer. 

(a)  The  Hearing  Officer  may  issue  an 
order  orally  or  in  writing. 
.  (b)  The  order,  oral  or  written,  shall 
Include  a  statement  of  findings  and  con- 
clusions upon  all  material  issues  of  fact 
and  law  presented  in  the  record  and  the 
appropriate  sanction  or  denial  thereof. 

(e)  If  the  order  is  rendered  in  writing, 
it  shall  be  served  upon  the  parties. 

(d>  The  order  of  the  Hearing  Officer 
may  amend,  modify,  suspend,  or  revoke 
the  Respondent's  certificate  as  proposed, 
or  in  a  leaeer  degree,  may  rescind  the 
Notice  of  Proposed  Certificate  Action,  or 
may,  if  the  Hearing  Officer  deems  such  to 
be  equitable  and  in  the  public  interest, 
terminate  the  action  upon  agreement  by 
the  ps^rtlee  for  disposition  of  the  matter 
by  the  payment  of  a  civil  penalty  in  the 
agreed  amount. 

(e)  If  the  order  amends,  modifies,  sus- 
pends or  revokes  the  Respondent's  cer- 
tificate, it  shall  advise  the  respondent 
of  his  right  of  appeal  to  the  Civil  Aero- 
nautics Board. 

Issued  In  Washington,  DC  .  on  Jeuiu- 
ary  SO,  1962. 

N.  E.  Halabt. 
Administrator. 

(PJ(.    Doc.    63-1225:    PUed.    Feb.    0.    1962: 
8:4e  ajn] 


SUtCHAmi   I— All   NAVIGATION 
■fOULATIONS 

(Alrapace  Docket  No.  81-NT-1H| 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

AHaratlen  of  Federal  Airways,  Asso- 
ckitad  Control  Areas,  and  Control 
Area  Extension 

The  purpose  of  these  amendments  to 
is  600.6091,  600.6487.  601.6487  and  601- 
1100  is  to: 

1.  Alter  low  alUtude  VOR  Federal  air- 
way No.  91  by  deleting  the  Benson.  Vt.. 
VOR  from  the  route  description  and  sub- 
stituting therefor,  the  intersection  of  the 
GHens  Palls.  N.Y..  VORTAC  032°  and  the 
Burilnffton.  Vt..  VOR  187°  radlals. 


RULES  AND  REGULATIONS 

2.  Alter  low  alUtude  VOR  Pederal  air- 
way No.  487  by  deleting  the  Benson  VOR 
from  the  route  description  and  substitut- 
ing therefor,  the  intersection  of  the 
Cambridge,  N.Y..  VOR  002*  and  the 
Olens  Palls  VORTAC  032*  radlals. 

3.  Alter  the  Rutland,  Vt..  control  area 
extension  by  deleting  the  Benson  VOR- 
TAC from  the  description  and  substitut- 
ing coordinates  baaed  on  the  geo- 
graphical site  of  the  Benson  VORTAC. 

The  above  actions  are  required  due  to 
fire  damage  to  the  Benson  VOR.  Since 
these  amendments  are  minor  in  nature 
and  Impose  no  additional  burden  on  any 
person,  notice  and  public  procedure 
hereon  are  unnecessary.  However,  since 
It  is  necessary  that  sufficient  time  be  al- 
lowed to  permit  appropriate  changes  to 
be  made  on  aeronautical  charts,  these 
amendments  will  become  effective  more 
than  30  days  after  publication. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  PR.  12582) , 
the  following  actions  are  taken: 

§  600.6091       [.4niendmentl 

1.  In  the  text  of  1600.6091  (14  CFR 
600.6001)  "Benson.  Vt..  VOR;  Burling- 
ton, Vt..  VOR;"  is  deleted  and  "INT  of 
the  Olens  Falls  VORTAC  032*  and  the 
Burlington.  Vt.,  VOR  187*  radlals;  Burl- 
ington VOR;"  is  substituted  therefor. 

2.  SecUon  600.6487  (14  CFR  600.6487, 
26  F.R.  3463)  is  amended  to  read: 

§  600.6487  VOR  Federal  airway  No.  487 
(Poughkeeptiie,  N.Y.,  to  Cambridge, 

N.Y.). 

From  the  Poughkeepsie.  N.Y.,  VOR  via 
the  Cambridge.  N.Y..  VOR;  to  the  INT 
of  the  Cambridge  VOR  002*  and  the 
Olens  Falls.  NY..  VORTAC  032*  radlals. 

3.  The  heading  of  }  601.6487  (14  CFR 
600.6487.  26  Fil.  3463)  Is  amended  to 
read: 

§  601.6487  VOR  Federal  airwar  No.  487 
control  area*  (Poughkeepsie,  N.Y., 
to  Cambridge,  N.Y. ). 

4.  SecUon  601.1100  (14  CFR  601.1100. 
26  F.R.  12516)   is  amended  to  read: 

§  601.1100  Control  area  extension  (Rut- 
land, Vt.). 

That  airspace  N  of  Rutland,  Vt., 
bounded  on  the  NW  by  VOR  Federal  air- 
way No.  91,  on  the  NE  by  VOR  Federal 
airway  No.  141  and  on  the  S  by  the 
Lebanon.  Nil..  VOR  272°  radial;  and  the 
airspace  S  of  Rutland,  bounded  on  the 
N  l^  the  Lebanon  VOR  272'  radial,  on 
the  E  by  a  line  24  miles  E  of  and  parallel 
to  the  Cambridge.  NY..  VOR  002°  radial, 
on  the  8  by  a  line  5  miles  N  of  and  par- 
allel to  the  Olens  Falls.  NY..  VORTAC 
090°  radial  and  on  the  W  by  VOR  Ped- 
eral airway  No.  91. 

These  amendments  shall  become  effec- 
tive 0001  ej.t.  April  5.  1962. 

(Sec.  307(a),  72  Stat.  748;  49U5.C.  1348) 

Issued  in  Washington.  D.C.,  on  Jan- 
uary 31,  1961. 

D.  D.  THOMAS, 
Director,  Air  Traffic  Service. 

[FJl.    Doc     62-1906:     Piled.    Feb.    6,    1063; 
8:45  a. ml 


[  Alrapace  Docket  No.  6O-MT..M1 

PART  600— DESIGNATION  Of 
FEDERAL  AIRWAYS 

PART  601— DESIGNATION  t»  rtm 
TROLLED  AIRSPACE,  RimS' 
POINTS,  POSITIVE  CONTROilS 
SEGMENTS,   AND   POSITIVI  oS 
TROL  AREAS  ^ 

PART  608— SPECIAL  USE  AIR»A(| 

Alteration  of  Federal  Airwoy  m#Ai> 
sociated  Control  Araas,  Conlhiigy 
Control  Area,  and  Rattricftrf  Am 

On  March  21,  1961,  a  notlet  of  m 
posed  rule  making  was  publlaht^  tiZ 
Fboskal  Rioxstir  (26  F.R.  2371)  ilMte 
that  the  Federal  Aviation  Afwa^^ 
posed  to  extend  low  altitude  Vg8  H^ 
eral  airway  No.  435  from  the  Attlfla,fl^ 
VOR  direct  to  the  Carleton.  Ilkh,,  |5| 
and  that  the  control  areas  §m 
with  this  segment  of  Victor  411 
extend  upward  from  1,200  feet 
surface,  or  if  appropriate,  600  fetk 
the  minimum  IFR  en  route  altltudi 
established.  In  addition,  it 
that  the  portion  of  the  airway 
R-5502  would  be  used  only  after 
ing  prior  approval  from  the 
authority. 

On  November  4,  1961,  a 
notice  of  proposed  rule  making  WM 
llshed  in  the  FaoiaAL  Riamn  (V'f  J, 
10451)  stating  that  the  cootnl  ««i 
associated  with  this  segment  of  tMv 
435  would  extend  upward  from  TN  M 
above  the  surface  to  the  base  of  tta«i> 
tinental  control  area  \mtll  sudi  tkH « 
all  of  the  control  areas  In  the  TtataRr 
of  Attica  and  Carleton  can  be  attmifei 
applying  Amendment  60*21  to  Put  M 
of  the  Civil  Air  Regulations.  In  addMa, 
it  was  proposed  to  alter  the  ooottnMW 
control  area  to  include  R-5S03  latf  li 
designate  the  Federal  AviatloD 
Cleveland  ARTC  Center  as  the 
ling  agency  of  R-5502. 

The  Air  Transport  Assodatta  tf 
America  concurred  with  the 
as  proposed  in  the  notice  and 
mental  notice.  The  Department 
Air  Force  offered  no  objectkm  to 
amendments  proposed  in  the 
The  Department  of  the  Navy  off«li  M 
objections  to  the  amendments 
in  the  notice  and  supplemental 
provided  that  the  restricted  area 
ments  for  NAS  Qrosse  He  are  not 
gated.  As  stated  in  the 
notice,  the  amendments  proposed 
would  promote  more  efficient  and  av^ 
ditlous  movement  of  air  traffic  bf  PV* 
mittlng  unrestricted  use  of  ^ndor  • 
and  the  airspace  above  14,500  f«l  Vm 
within  R-5502  when  the  restrlctsd  tm 
is  not  being  used  for  its 
purpose. 

Airspace  Docket  No.  61-NY-87 
llshed  In  the  Fkdkral  Racism  m 
camber  16,  1961  (26  FM.  12071) 
the  regulations  of  the  Adminl»ti«l«  If 
altering  the  dimensions  of  the 
Ohio,  control  area  extension  (f 
and    by    excluding   the    portion 
would    coincide    with    R-5502. 
taken  herein  designates  the  FAA  tl 
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^.t^m  meac?  of  Rr-5502  and  provides 
SKtuse  of  a  portion  of  the  restricted 
"iTftL  «n  route  traffic.  Therefore,  It 
Slut  to  be  in  the  pubUc  Interest  to 
ffnUBilt  Joint  use  of  a  porUon  of  R- 

8  tor  terminal  operations  associated 
the  Cleveland  terminal  area  when 
AaMilrleted  area  is  not  being  used  fos 
^JILoated  purpose.  Accordingly, 
^i^fa'teken  herein  to  alter  the  Cfleve- 
S^iaootiol  area  extension  to  permit 
S^  the  portion  within  R-6502  after 
Sr  approval  has  been  obUlned  from 
C^KOfNiate  authority. 
^^Mited  persons  have  been  afforded 
JJioortunlty  to  participate  In  the  mak- 
M  oTttu  rules  herein  adopted  and  due 
J^I^Batlon  has  been  given  to  all  rele- 
S!t  tatiar  presented. 

j^  substance  of  the  proposed  amend- 
^Mta  having  been  published,  therefore 
^Mit  to  the  authority  delegated  to 
StvttM  Administrator  (25  F.R.  12582) 
&  lor  the  reasons  stated  herein  and 
^IM  notice  and  supplemental  notice. 
^Mkiwing  actions  are  taken: 

L  Itekton  600.6435  (14  CFR  600.6436) 
g^iMMled  to  read: 


IfMlMSS     VOR  Fedrrsl  airway  No.  435 
(Roiewood,   Ohio,   to   Carleton, 

Miefa.). 

fnm  the  Rosewood,  Ohio.  VORTAC 

ito  Ifee  Attica,  Ohio.  VORTAC;  to  the 

Ion,  Mich.,  VORTAC.     That  alr- 

j  within  R^5502  shall  be  used  only 

'  obtaining  prior  approval  from  the 

authority. 


LBMtlon  601.6435  (14  CFR  601.643B) 
^iBModed  to  read: 

UMitl^  VOR  Federal  airway  No.  435 
saatroi  area*  (Rowwood,  Ohio,  to 
~    *       1,'  Mich.). 


in  of  VOR  Federal  airway  No.  435. 

IMU158    [Amendment] 

1,  m  the  text  of  S  601.1158  (26  P.R. 
Wftt)  "excluding  the  portion  which  co- 
with  R-5502;  and  the  area  ex- 
from  the  50-mile  radius  area 
on  the  SE  by  VOR  Pederal  alr- 
rKo.  48  and  on  the  NW  by  VOR  Ped- 
ffialrway  No.  443  E  alternate."  Is  de- 
liidtBd  "and  the  area  extending  from 
ItM-inlle  radius  area  bounded  on  the 
■  tgr  VOR  Federal  airway  No.  43  and 
•  Ihs  NW  by  VOR  Federal  ah-waj  No. 
IS  ■  alternate.  The  airspace  within 
mw  shall  be  used  only  aftn*  obtain- 
lliprtor  approval  from  th6  appropriate 
ntbority."  is  substituted  therefor. 

lilLTlOl      [Amendment] 

1  In  the  text  of  {  601.7101  (26  FJl. 
),  "R-5502.    La    Came.    Ohio."    Is 


iMIaSS      [Amendment] 

L  Id  the  text  of  9  608.55.  Rr-5502  La 
B.  Ohio  (26  F.R.  7200)  "Controlling 
Federal      Aviation      Agency. 
flwilsiiil  ARTC  Center."  Is  added. 


i  amendments  shall  become  effec- 
Rh  0001  ej.t.  April  5,  1962. 


FEDERAL  REGISTER 

Issued  In  Washington,  D.C.,  on  Jan- 
uary 31.  196X 

(8m;.  S07(a).  72  Stat.  740;   49  UB.C.   1848) 

D.  D.  TBOMAS, 
Director,  Air  Traffic  Service. 

[TIL.    Doe.    ea-ia07:    Filed,    Feb.    6,    1962; 
8:46  a.m.] 

Title  16— COMMERCIAL 
PRACTICES 

Chopttr  I — Fadaral  Trad*  Commission 

{Docket  8236  CO.] 

PART  13— PROHIBITED  TRADE 
PRACTICES 

Mattar  Machanic  Mfg.  Co.  at  ol. 

Subpart — Advertising  falsely  or  mls- 
leadlngly:  1 13.170  Qualities  or  vroper- 
ties  of  product  or  service:  8  13.170-43 
Heating;^  113.105  Safety:  8  13.195-60 
Pfodttct. 

(Sae.  8,  88  Stat.  731;  15  U.8.C.  48.  Interpret 
or  apply  aao.  6,  88  Stat.  719,  as  amended;  15 
n.S.C.  46)  [Cease  and  desist  order,  Mas- 
ter Mechanic  Mfg.  Co.  et  al..  Burlington, 
WU.,  Docket  8236,  Oct.  16,  1961] 

fn  the  Matter  of  Master  Mechanic  Mfg. 
Co.,  a  Corporation,  and  Harry  J.  Al- 
len, A.  B.  McFarland.  and  Margaret 
Allen,  Individually  and  as  Officers  of 
Said  Corporation 

Consent  order  requiring  manufactur- 
ers in  Islington,  Wis.,  of  their  immer- 
sion electrode- type  "Zip  Instant  Water 
Heater",  to  cease  representing  falsely  in 
advMllsements  in  newspapers  and  mag- 
aiines,  and  by  circulars  and  catalogs, 
that  tlM  device  would  heat  any  amount 
of  wato:  Instantly  and  that  under  ordi- 
nary conditions  of  use  it  was  harmless; 
and  to  attach  to  the  device  a  "warning" 
and  statement  that  for  safe  use  the  di- 
rections attached  or  enclosed  should  be 
followed. 

The  order  to  cease  and  desist,  includ- 
ing further  order  requiring  r^^ort  of 
compliance  therewith,  is  as  follows: 

It  is  ordered.  That  respondents  Master 
Mechanic  Mfg.  Co.,  a  corporation,  and 
its  oOeen.  and  Harry  J.  Allen,  A.  E. 
McFarland  and  Margaret  Allen,  indi- 
vidually and  as  ofScers  of  said  corpora- 
U(m.  and  respondents'  agents,  repre- 
sentatives and  employees,  directly  or 
through  any  corporate  or  other  device,  in 
connection  with  the  offering  for  sale,  sale 
or  distribution  in  commerce,  as  "com- 
merce" la  defined  in  the  Federal  Trade 
Commission  Act.  of  respondents'  electric 
water  heating  device  "Zip  Instant  Water 
Heater",  or  any  substantially  similar  de- 
vice, whettier  sold  imder  the  same  name 
or  any  other  name,  do  forthwith  cease 
and  desist  from: 

1.  Bepreeenting  In  any  manner  that 
other  than  a  small  amount  of  water  can 
be  heated  tnatantly  with  said  device; 
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2.  Representing  in  any  manner  that 
said  dcvloe  is  dx>ckDnof : 

3.  Representlag  In  any  iwfwwi*  that 
said  device  la  harmlen  wlthoat  adding 
the  qnahfleatkm  that  the  mid  dcfvlee 
must  be  need  according  to  direetions. 

4.  Distribntlng  or  selling  said  device 
unless  there  is  attached  thereto  the  word 
"caution"  or  "warning"  totaOaB  with  a 
statement  that  for  safe  lue  oAald  davlee 
the  directions  for  use  thereof  should  be 
followed,  which  directiona  shall  be  at- 
tached to  or  enclosed  with  said  device. 

It  is  further  ordered.  That  the  re^MBd- 
ents  herein  shall,  within  sixty  (60)  days 
after  service  upon  them  of  thia  order. 
file  with  the  Commission  a  report  in  writ- 
ing setting  forth  in  detail  the  manner 
and  form  in  which  they  have  complied 
with  this  order. 

Issued:  October  16,  1961. 

By  the  Commission. 

[SEAL]  JOSIPH  W.  SRBA, 

Secretary. 

[F.R.    Doc.    ea-iai4;     Filad.    Feb.    6,    1062: 
8:46  ajn.l 


>N«w. 


(Docket  8408  cjo.] 

PART  13— PROHIUTEO  TRADE 
PRACTICES 

Star  Ffvil  Co.  et  ol 

Subpart— Discriminating  In  price 
under  section  2.  Clayton  Act— payment 
or  acceptance  of  commiasion.  brdcerase 
or  other  compensation  uxider  2(c): 
8  13.820  ZHrect  buyers. 

(Sac.  6,  88  «tat.  721;  16  U.8.0.  46.  Xnt«r. 
preta  or  applies  sac.  2. 40  Stat.  IsaT.  16  TJMJO. 
18)  [Oeaaa  and  desist  order.  Star  Rntt  Oa 
et  al.,  Lake  Alfred.  FU.,  Docket  8400.  Oek  17. 

1961] 

In  the  Matter  of  Star  Fntii  Comptmg,  a 
Corporation,  arid  Norman  V.  Hu§, 
Robert  V.  Huff,  and  Mary  H.  Oran- 
tham'.  Individually  and  as  Officers  of 
Said  Corporation 

Consent  order  requiring  pm^cthUs- 
tributors  of  citrus  fruit  in  Lake  Alfred. 
Fla.,  to  cease  violating  section  ate)  of 
the  Clayton  Act  by  paying  oommisskme 
or  broko-age  to  some  of  their  hnHoen  and 
direct  buyers  purchasing  for  their  own 
accounts  for  resale. 

The  order  to  cease  and  deslat,  indad- 
ing  further  order  rcQuiring  report  of 
compliance  therewith,  is  as  follows: 

It  is  ordered.  That  respondents  Star 
Fruit  (Company,  a  corp«r«tion,  and  its 
ofBoers,  aixi  Norman  V.  Huff,  Robert  T. 
Huff,  and  Mary  H.  GrantUUn.  individ- 
ually and  as  officers  of  Star  Ftutt  Com- 
pany, and  respondents'  agents,  repre- 
sentatives and  employees,  directly  w 
through  anr  corporate,  partnership,  sole 
proprietorship,  or  other  device  in  con- 
nection with  the  sale  o<  eitrua  fruit  or 
fruit  products  ba.  ccunmerce,  as  "com- 
merce" is  defined  in  the  Clayton  Act,  do 
forthwith  cease  and  desist  from:  Pay- 
ing, granting  or  aUowteK  dlreetl^or 
Indirectly,  to  any  buyer  or  to  anyone 
acting  for  or  In  behalf  of,  or  who  is  sub- 


1116 

Ject  to  the  direct  or  indirect  control  of 
aucb  buyer,  anything  of  value  as  a  com- 
mlMlon.  bn^cerage.  or  other  compensa- 
tion, or  any  allowance  or  discount  1»  lieu 
thereof,  upon  or  in  connection  with  any 
sale  of  citrus  fruit  or  fruit  products  to 
such  buyer  for  hJs  own  account. 

It  ia  further  ordered.  That  the  re- 
spondents^erein  shall,  within  sixty  (60) 
days  after  senrice  upon  them  of  this 
order,  fUe  with  the  Commission  a  report 
in  writing  setting  forth  in  detail  the 
manner  and  form  in  which  they  have 
oomplled  with  this  order. 

Issued:  October  17.  1961. 

By  the  Commission. 

[SIAL]  JOSSPH   W.   Shka. 

Secretary. 

(FJt.    Doc.    82-1310:     PUed,    Feb.    0.    1963; 
8:48  a-m] 

Title  31— MONEY  AND 
FMANCt  TREASURY 

Chopt*r  V — Foraign   Assets   Control, 
Dapoitmanf  of  the  Treasury 

PART  500— FOREIGN  ASSETS 
CONTROL  REGULATIONS 

Raiatien  of  This  Chopter  to  Other 
Lows  and  Ragulotions 

The  Foreign  Assets  Control  Regula- 
tions, 31  CFR  500.101-600.808  are  being 
amended  as  follows : 

Section  500.101(b)  is  being  amended 
to  miJce  clear  that  licenses  Issued  under 
Part  515  of  this  chapter  authorize  trans- 
actions prohibited  under  section  620(a) 
of  the  Pcnreign  Assistance  Act  of  1961 
(Public  Law  87-195). 

Section  500.101(b)  is  hereby  amended 
to  read  as  follows: 

(b)  No  license  or  authorization  con- 
tained in  or  Issued  pursuant  to  this 
charter  shall  be  deemed  to  authorize  amy 
transaction  to  the  extent  that  It  is  pro- 
hiUted  by  reason  of  the  provisions  of 
any  law  or  statute  other  than  Section 
5(b)  of  the  Trading  with  the  Enemy 
Act,  as  amended,  or  any  proclamation. 
mrder  or  regulation  other  than  those 
contained  in  or  Issued  pursuant  to  this 
chapter  or  pursuant  to  section  620(a) 
of  the  Foreign  Assistance  Act  of  1961. 

(See.  8.  40  8Ut.  418.  u  smended;  80  VSC, 
App.  8.  S.O.  B19S.  July  6.  1»43.  7  FJl.  8306: 
S  ore  104S  Cum.  Supp..  BO.  0980.  Aug\ut 
90,  1948,  IS  PJL  4801;  8  CFR  1948  Supp.) 

Effective  date.  This  amendment  shall 
become  efTective  12:01  ajn.,  est..  Febru- 
ary 7, 1962. 

[sssL]  Douglas  Dillon, 

Secretary  of  the  Treasury. 

[FH.    Doe.    ea-lSU:     FUed.    Feb.    8.    1983; 
10:10 


RULES  AND  REGULATIONS 


See. 
615403 


PART  515 — CUBAN  IMPORT 

REGULATIONS 

8ec. 

Bisiaoi    Prohibitions. 

816.208    Promulgktkm  of  regulations. 

816  JOl     Dellnltton  of  Ucenaes. 

616.401    Refannce  to  unended  sections. 


Effect  of  amendment  of  sections  of 
this  chapter  or  of  other  orders, 
etc. 

Effect  of  subsequent  license  or 
author  IzaUon. 

Exclusion  from  licenses  and  au- 
thorizations. 

Passengers  baggage  general  license. 

Records  and  reports. 

Penalties. 

Procedures. 


515801 

515.803 

515.508 
515601 
515.701 
515.801 

AuTHoarrr:  11515201  to  615.801  Issued 
under  sec.  6a0(a).  Public  Law  87-195  and 
Proclamation  3447,  27  F  R.  1085. 

§  515.201      Prohibitions. 

(a)  The  Importation  into  the  United 
States  of  all  goods  of  CXiban  origin  and 
all  goods  imported  from  or  through  CXiba 
is  prohibited  except  as  authorized  by  the 
Secretary  of  the  Treasury  (Proclamation 
3447). 

(b)  The  effective  date  of  this  prohibi- 
tion is  12:01  a.m..  est.,  February  7.  1962 
(Proclamation  3447 ) . 

§  515.202      Promulgation  of  regulations. 

Pursuant  to  Proclamation  3447,  the 
Secretary  of  the  Treasury  hereby  pro- 
mulgates the  following  regulations. 

§  515.301      Definitiociii  of  licenses. 

(a)  The  definitions  of  license,  general 
license,  and  specific  license  contained  in 
SS  500.316.  500.317  and  500.318  of  this 
chapter  shall  apply  to  this  part. 

(b)  No  regulation,  ruling,  instruction, 
or  license  authorizes  an  importation  pro- 
hibited under  S  515.201  unless  the  regu- 
lation, ruling.  Instruction,  or  license  is 
issued  by  the  Treasury  Department  and 
specifically  refers  to  this  part.  No  regu- 
lation, ruling,  instruction  or  license  re- 
ferring to  this  part  shall  be  deemed  to 
authorize  any  transaction  prohibited  by 
§  500.201  of  this  chapter  unless  the  regu- 
lation, ruling,  instruction  or  license  spe- 
cifically refers  to  S  500.201. 

§  515.401  Rrferrnre  to  amended  sec- 
lions. 

The  provisions  of  i  500.401  of  this 
chapter  shall  apply  to  this  part. 

§  515.402  EfTrrt  of  amendment  of  sec- 
tions of  this  chapter  or  of  other 
orders,  etc. 

Any  amendment,  modification,  or  rev- 
ocation of  any  section  of  this  chapter  or 
of  any  order,  regulation,  ruling,  instruc- 
tion, or  license  issued  thereunder  shall 
not  unless  otherwise  specifically  provided 
be  deemed  to  affect  any  act  done  or 
omitted  to  be  done,  or  any  siiit  or  pro- 
ceeding had  or  commenced  in  any  civil 
or  criminal  case,  prior  to  such  amend- 
ment, modification,  or  revocation,  and 
all  penalties,  forfeitures,  and  liabilities 
under  any  such  section,  order,  regulation, 
ruling,  instruction  or  license  shall  con- 
tinue and  may  be  enforced  as  if  such 
amendment,  modification,  or  revocation 
had  not  been  made. 

§  515.501  Effect  of  subsequent  lircnNC 
or  authorization. 

No  license  or  other  authorization  con- 
tained in  this  chapter  or  otherwise  issued 
thereunder  shall  be  deemed  to  authorize 
or  validate  any  transaction  effected  prior 
to  the  issuance  thereof,  unless  such  li- 
cense or  other  authorization  specifically 
so  provides. 


§  515.502      Exclusion  from 
authorizations. 

The  provisions  of  S  500.503  ■hall  i 
to  this  part. 

§  515.503      Passengers    baggaye 
license. 


The   Importation  of  goods       

prohibited  under  this  part  whkh 
brought  into  the  United  States  m  Im! 
gage  by  any  person  arriving  la  fg 
United  States  Is  hereby  llcenaod,  p^ 
vlded  that  such  goods  are  not  in  n^ 
mercial  quantities  and  are  not 
for  resale. 

§515.601      Records  and  reports. 

The  provisions  of  {1500.901  ^ 
500.602  of  this  chapter  shall  apply  to  i^ 
part. 

§  515.701      Penalties. 

Persons  violating  this  part  may  teg^ 
Ject  to  the  penalties  of  (a)  seettasn 
594  and  595a  of  the  Tariff  Act  of  IMm 
amended  (19  U.S.C.  1592.  IIM  |^ 
1595a) :  (b)  section  545  of  the  QHM 
code  (18  U.S.C.  545)  and  (c)  8eettai|||| 
of  the  Crrlmlnal  Code  (18  U3£. 
and  the  penalties  of  any  other  i 
laws  and  regulations. 

§  515.801      Procedures. 

(a)  Oeneral  licenses:  Oenwal 
are  issued  authorizing  under 
terms  and  conditions  certain  tnm  if 
transactions  which  are  subject  tt  ||| 
prohibitions  set  forth  in  I  515J0L  i^ 
such  license  Is  set  forth  in  this  paii  B 
is  the  policy  of  Foreign  Assets 
not  to  grant  applications  for 
licenses  authorizing  transacttOBB  tl 
which  the  provisions  of  an 
general  license  are  applicable, 
availing  themselves  of  general 
are  required  to  file  reports  and 
ments  In  the  form  and  in 
with  the  instructions  specified  Is  tti 
licenses,  when  the  licenses  so  profMa 

(b)  Specific  licenses — general  mtm 
of  procedure:  Transactions  Bub|86t  ll 
the  prohibitions  set  forth  In  filUi 
which  are  not  authorized  by  giMMiIl^ 
cense  may  be  effected  only  under  yijfc 
license.  The  specific  licensing  acttiM(| 
of  Foreign  Assets  Control  are  perftnil 
by  the  Foreign  Assets  Control 
of  the  Treasury  Department.  Wi 
ton.  DC,  and  the  Federal  Reaerro! 
of  New  York.  When  an  imusual  ] 
lem  Is  presented,  the  proposed 
cleared  with  the  Director  of  PDrelpii» 
sets  Control  or  such  person  as  bo  MV 
designate. 

( c )  The  provisions  of  i  500.801  W 
<2).  (3),  (4).  (5),  and  (6)  of  this 
ter  and  SS  500.803.  500.804,  500. 
500.806  of  this  chapter  shall  aiq>ly  tottli 
part,  except  that  Form  TFAC-5  MmI  !• 
used  in  lieu  of  Form  TFAOl  when  Min- 
ing applications  for  specific  li( 

(d)  Any  action  which  the 
of   the  Treasury  is  authorized  to  I* 
pursuant  to  Proclamation  3447  BUJ  kl 
taken  by  the  Director,  Foreign 
Control  or  by  any  other  person  to 
the  Secretary  of  the  Treasury  has  •* 
gated  authority  so  to  act. 

rSEALl  DoyCLAS   DiLLOtf, 

Secretary  of  the  Treatvt- 

(PR     Doc     62-1311:     Filed.    Peb.    8.   Ml 
10:19  ajn.j 


February  7,  1962 

mi  49— TRANSPORTATION 

Q^„m\$T  I Intarstata  Comm*rc« 

^"^"      Commission 

(No.  33&811 

-^jMArrei  A^-OENERAL  RULES   AND 
^^^        tEOUlATIONS 

asn  J5-GENERAL  ACCOUNTING 
EMULATIONS  UNDER  THE  INTER- 
^  COMMERCE  ACT 

■liiaKiol  Statements  Retaosed  by 
Carriers 

St  a  Session  of  the  Interstate  Com- 
-JL  commission.  Division  2.  held  at  its 
St  to  Washington.  DC.  on  the  25th 

'LI  Commission  having  under  con- 
J^w^  a  notice  of  proposed  rule 
^^  published  in  the  Fkobral  Reo- 
S^  October  15.  1960  (49  CPR  Part 
w  iMrtalnlng  to  financial  statements 
d  by  carriers  subject  to  the  juria- 
i  of  this  Commission  and  responses 


laspearing.  that  investigaUon  of  the 

land  things  involved  hi  this  rule 

iiB,  proceeding,  having  been  made. 

njH  division,  on  the  date  hereof, 

Mkc  Blade  and  filed  a  report  contahi- 

M  Hi  findings  of  fact  and  conclusions; 

n  H  ordered.  That  the  following  new 

ibe added: 


IIS.1    Financial  statements  released  by 


Curtera  desiring  to  do  so  may  prepare 
adpubUsh  financial  statements  In  re- 
■hi  to  stockholders  and  others,  except 
knports  to  this  commission,  based  on 
pMnDy  accepted  accounting  principles 
Irwbkh  there  is  authoritative  support, 
that  any  variance  from  this 

ion's      prescribed      accoimting 

eontained  in  such  statements  Is 
disclosed  in  footnotes  to  the 
nts. 


It  it  fvrther  ordered.  That  this  order 
become  effective  July  1.  1962  and 
continue  in   effect  until  further 
dv  of  the  Commission ; 

tt  b  further  ordered.  That  notice  be 
tim  to  the  general  public  by  depositing 
8  MPT  in  the  Office  of  the  Secretary  at 
iMhtDgton.  D.C..  and  by  filing  with  the 
Onetor,  Office  of  the  Federal  Register. 

(kt.  10.  24   Stat.    386:    49    U.S.C.  30.  sec. 

■Kt),   40    Stat.    563;    49    U.S.C.  320.  sed. 

M(t).   84    Stat.    944:    49    UJ3.C.  913.  see. 
m(t),  68  Stat.  294:  49  U.S.C.  1012) 

By  the  Oommission,  Division  2. 

[b&l]  Harolo  D.  McCoy, 

Secretarjf. 

VM.  Doc.    82-1231;     Piled.    Feb.    «.    1982; 

8:47  a.m.] 
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SWCHAPTEI  •— CARRIERS  lY  MOTOR 
VEHICLES 

PART  205— REPORTS  OF  MOTOR 
CARRIERS 

Motor  Carrlor  Annual  Report  Form  D 
(Class  I  Motor  Carriers  of  Pas- 
songors) 

At  a  Session  of  the  Interstate  Com- 
merce Commission,  Division  2.  held  at 
Its  office  In  Wasl)ington,  D.C.,  on  the  25th 
day  of  January  A.D.,  1962. 

The  matter  of  annual  reports  of  Class 
I  motor  carriers  of  passengers  being  \m- 
der  further  consideration,  and  the 
changes  to  be  made  by  this  order  being 
minor  changes  in  the  data  to  be  fur- 
nished, rule-making  procedures  imder 
section  4(a)  of  the  Administrative  Pro- 
cedure Act.  5  U.S.C.  1003,  being  deemed 
unnecessary: 

It  it  ordered.  That  S  205.3a  of  the  order 
of  December  8,  1960,  in  the  matter  of 
Motor  Carrier  Annual  Report  Form  D 
(Class  I  Bfotor  Carriers  of  Passengers) . 
be,  and  it  is  hereby,  modified  and 
amended,  with  respect  to  annual  re- 
ports for  the  year  ended  Deconber  31, 
1961.  and  subsequent  years,  to  read  as 
shown  below. 

It  is  further  ordered.  That  S  205.3a  be 
modified  and  amended  to  read  as 
follows: 

§  205.3a      Annual  reports  of  Class  I  car- 
riers of  passengers. 

Commencing  with  reports  for  the  year 
ended  December  31, 1961,  and  thereafter, 
until  further  order,  all  Class  I  motor 
carriers  of  passengers,  as  defined  in 
5  181.02-1.  viz.  of  this  chapter,  carriers 
with  average  annual  gross  operating  rev- 
enues (including  interstate  and  intra- 
state) of  $200,000  or  more,  from  pas- 
senger motor  carrier  operations,  are  re- 
quired to  file  annual  reports  in  accord- 
ance with  Motor  Carrier  Annual  Report 
From  D  (Passenger)  which  is  attached 
to  and  made  a  part  of  this  section.'  Such 
annual  report  shall  be  filed  in  duplicate 
In  the  Bureau  of  Transport  Economics 
and  Statistics,  Interstate  Commerce 
Commission,  Washington  25,  D.C.,  on 
or  before  March  31  of  the  year  follow- 
ing the  year  lo  which  it  relates. 

(Sec.  204,  40  Stat.  546,  as  amended;  49  U.S.C. 
304.  Interpret  or  apply  sec.  220,  40  Stat.  663, 
as  amended:  49  n.S.C.  320) 

And  it  is  further  ordered.  That  a  copy 
of  this  order  and  of  Motor  Carrier  An- 
nual Report  Form  D  (Passenger)  shall 
be  served  on  all  CHass  I  motor  carriers 
of  passengers  subject  to  its  provisions, 
and  upon  every  trustee,  receiver,  execu- 
tor, administrator,  or  assignee  of  any 
such  motor  carrier,  and  that  notice  of 
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this  order  shall  be  given  to  the  general 
public  by  depositing  a  copy  in  the  ofDce 
of  the  Secretary  of  the  Commlasion  tax 
Washington.  D.C.,  and  by  filing  it  with 
the  Director,  Office  of  the  Federal 
Register. 

By  the  Commission.  Division  3. 


[SEAL]  Harold  D.  McCot. 

Secretary. 

[P.R.    Doc,    62-1282:    FUed,    Feb.    8.    1982; 
8:47  ajn.] 


1  FUed  as  part  of  the  original  docimient. 


Title  43— PUBUC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manogo- 
mont,  Dopartmont  off  tho  Intorior 

APTENDIX— rURliC  LAND  OtOERS 

[Public  Land  Order  2801] 

[Colorado  031041] 

COLORADO 

Order  Providing  for  Oponing  off 
Public  Lands 

By  virtue  of  the  authority  vested  In 
the  President,  and  pursuant  to  Exeouttve 
Order  No.  10355  of  May  26.  1952.  It  Is 
ordered  as  follows: 

The  following  described  public  lands, 
excluded  from  the  Colorado  National 
Monument  by  Proclamation  No.  3307  of 
August  7. 1959,  are  hereby  restored  to  the 
operation  of  the  public  land  laws,  in- 
cludiiig  the  mining  and  mineral  leasing 
laws,  subject  to  valid  exlsUng  rights  and 
equitable  claims,  the  requirements  of 
applicable  law,  rules  and  regulations,  and 
the  provisions  of  any  existing  with- 
drawals, provided  that  imtil  10:00  ajn. 
on  August  2, 1962,  the  State  of  Colorado 
shall  have  a  preferred  right  of  applica- 
tion to  select  the  lands  in  accordance 
with  subsection  (c)  of  section  2  of  the 
act  of  August  27.  1958  (72  Stat.  928:  43 
U.S.C.  851,  852) : 

Sixth  Phimcipai.  Mebidian 

T.  11S..R.  101  W., 

Sec.27,EV4SEV4. 

CX>ntaining  80  acres. 

The  lands  are  situated  approximately 
five  miles  west  of  Grand  Junction.  Colo- 
rado. Terrain  is  moderately  steep  sup- 
porting shadscale  and  similar  desert 
shrubs. 

Inquiries  concerning  the  lands  should 
be  addressed  to  the  Manager.  Land  Of- 
fice. Bureau  of  Land  Management,  Dea- 
ver,  Colorado. 

John  A.  Carvkr.  Jr.. 
Assistant  Secretary  of  the  Interior. 

February  1, 1962. 

[PJl.    Doc.    62-1217;    FUed,    Feb.    6,    19«2; 
8:46  ajn.] 


Proposed  Rule  Making 


FEDERAL  AVIATION  AGENCY 

[  14  CFR  Part  601  ] 

(Alnpue  Docket  No.  «l-FW-aoi 

CONTROLLED  AIRSPACE 

Proposed  Alteration;  Supplementof 
Notice 

In  a  notice  of  proposed  rule  making 
published  In  the  Ptderal  Register  as 
Airspace  Docket  No.  61-FW-20.  on  Sep- 
tember 14.  1961  (26  F.R.  8600).  it  was 
stated  that  ttie  Federal  Aviation  Agency 
proposed  to  designate  a  control  area  ex- 
tension within  5  miles  either  side  of  the 
132'  True  bearing  from  the  Key  West. 
Ha.,  radio  range  extending  from  the 
radio  range  to  the  Marathon,  Fla.,  con- 
trol area  extension  (9601.1234)  exclud- 
ing the  portion  below  2.000  feet  MSL. 

Subsequent  to  publication  of  the 
notice,  the  controlled  airspace  require- 
ments In  the  Key  West  terminal  area 
hare  been  reviewed  attendant  to  the  pro- 
visions of  new  holding  pattern  proce- 
dures effective  January  11.  1962.  These 
procedures  were  developed  to  accom- 
modate the  Increasing  variety  of  air- 
craft speeds  and  operating  altitudes  and 
fllerht  levels  In  the  IFR  environment.  In 
addition,  the  procedures  provide  for  the 
containment  of  aircraft  holding  maneu- 
vers within  the  holding  pattern  areas 
designed  for  such  operation.  However. 
It  is  recognized  that  a  number  of  these 
holding  pattern  areas  require  the  desig- 
imtlon  of  additional  controlled  airspace 
to  encompass  the  Increased  dimensions 
of  such  areas.  Thus,  with  the  designa- 
tion of  additional  controlled  airspace, 
Hxe  pilot  need  only  adhere  to  the  stand - 
anUied  operating  procedures  and  limita- 
tion for  his  type  aircraft  to  remain 
within  controlled  airspace. 

To  fulfill  additional  controlled  airspace 
requirements,  for  the'implementatlon  of 
these  procedures  in  the  Miami,  Fla.,  Air 
Route  Traffic  Control  Center  area,  the 
Federml  Aviation  Agency  is  considering 
the  redeslgnation  oS  the  Key  West  con- 
trol  area  extension  1233  (§  601.1233)  as 
ttuit  alnpaoe  bounded  on  the  north  by 
the  Key  West  control  area  extension 
(f  6ai.Uia)  and  low  altitude  VOR  Fed- 
eral mkrmmr  Ko.  15.  on  the  east  by  a  line 
S  miles  east  af  md  parallel  to  the  1S6* 
True  bearing  from  the  Marathon  radio 
beacon,  ea  the  soutti  by  latitude  24''- 
OO'M"  N.,  and  on  the  west  by  a  hne  5 
miles  west  of  and  parallel  to  the  south- 
west course  of  the  Key  West  radio  range. 
excluding  the  portion  bclov  2,000  feet 
MSL  and  excluding  the  portion  which 
would  coincide  with  the  Key  West  Warn- 
ing Area  (W-465).  This  would  provide 
additional  controlled  airspace  for  the 
protection  of  aircraft  in  holding  pat- 
terns at  Dorado.  Fla..  Intersection  (inter- 
section of  a  132'  True  bearing  from  the 
Key  West  radio  range  and  a  232'  True 
bearing  from  the  Marathon  RBN)  and 
Casa.  Fla..  intersection  (intersection  of 
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a  312*  True  bearing  to  the  Key  West 
radio  range  and  an  035°  True  bearing 
to  the  Marathon  RBN). 

The  above  control  area  extension 
§  601.1233  would  include  that  airspace 
now  encompassed  by  the  Marathon.  Fla.. 
and  Sombrero  Key.  Fla..  control  area  ex- 
tensions (§5  601.1234  and  601.1475). 
thereby  permitting  the  revocation  of 
these  areas,  and  would  encomE>ass  the 
airspace  under  consideration  in  the 
original  proposal  which  is  needed  for  the 
protection  of  aircraft  arriving  and  de- 
parting the  Key  West  Terminal  area  via 
the  Dorado  and  Casa  Intersections. 

In  order  to  provide  interested  persons 
time  to  adequately  evaluate  this  pro- 
posal, as  modified  herein,  and  an  oppor- 
tunity to  submit  additional  written  data, 
views  or  arguments,  the  date  for  filing 
such  material  will  be  extended  to  March 
15.  1962. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR 
409.13).  I  hereby  give  notice  that  the 
time  within  which  comments  will  be  re- 
ceived for  consideration  on  Airspace 
Docket  No.  61-FW-20  is  extended  to 
March  15.  1962.  Communications  should 
be  submitted  in  triplicate  to  the  Assist- 
ant Administrator.  Southern  Region, 
Attn:  Chief.  Air  Traffic  Division,  Fed- 
eral Aviation  Agency.  52  Fairlie  Street, 
Atlanta  3.  Ga. 

This  amendment  is  proposed  under 
section  307 fa) .  and  1110.  72  Stat.  749  and 
800;  49  U.S  C.  1348  and  1510.  and  Execu- 
tive Order   10854.   24  F.R.  9565. 

Issued  in  Washington.  D.C..  on  Febru- 
ary 1.  1962. 

Clitford  p.  Bttrtojc. 

Acting  Chief, 
Airspace  Utilization  EHvision. 

(FJt.    Doc.    63-120e:     Piled.    Feb.    8.     1063; 
8:46  am.] 


DEPARTMENT  OF  AGRKiHTURE 

Agricuhurol   Morketing   Service 

I  7  CFR   Part  926  1 

HANDLING  Of  TOKAY  GRAPES 
GROWN  IN  SAN  JOAQUIN 
COUNTY,  CAUF. 

Notice  of  Proposed  Rule  Malting 

Consideration  is  being  given  to  the  fol- 
lowmg  proposals  sutxnitted  by  the  In- 
dustry Committee,  established  under  the 
amenided  marketing  agreement  and 
Order  No.  926.  as  amended  (7  CFR  Part 
926).  regulating  the  handling  of  Tokay 
grapes  grown  in  San  Joaquin  County. 
California,  as  the  agency  to  administer 
the  terms  and  provLsions  thereof.  This 
Is  a  regulatory  marketing  program  effec- 
tive under  the  provisions  of  the  Agricul- 
tural Marketing  Agreement  Act  of  1937, 
as  amended  (7  U.S.C.  601-674) : 


<a)  That  an  operating  resent  k 
established  in  the  maximum  saoMtf 
$20,000  which  approximates  on»A|y^ 
average  expenses  of  the  Induitiyfw 
mittee  for  one  season. 

<b)  That  the  Industry  ComalttiaM 
the  end  of  each  season,  carryover It^ 
operating  reserve  any  excess  Mh^m 
funds  collected  during  such  aee«K  a 
to.  but  not  exceeding.  10  percent  of  2 
.season's  annual  budget:  Proeidsi^  f^ 
the  total  funds  in  such  operatli^ 
do  not  exceed  the  aforesaid 
specified  in  paragraph  (a). 

( c )  That  funds  in  said  operatic  |^ 
serve  be  used  by  the  Industry  Otm^iB 
to  cover  <  1 )  any  authorized  expanse 
curred  by  such  committee  dorl^  m 
season  when  assessment  Ineone  li  1^ 
than  such  expenses,  and  (J) 
expenses  of  liquidation  In  the 
termination  of  the  amended 
agreement  and  order. 

(d)  That,  upon  such  termlnattaB, 
funds  not  required  to  defray  the  ■■ 
sary  expenses  of  liquidation  be 
of  in  such  manner  as  the  OecreUi; 
determine  to  be  appropriate: 
That,  to  the  extent  practical,  saeh 
be  returned  pro  rata  to  the  shipjNnfeii 
whom  such  funds  were  collected. 

All  persons  who  desire  to  "i*rialt  wif. 
ten  data,  views,  or  arguments  in 
tion  with  the  aforesaid  propositi 
file  the  same  with  the  Director. 
Vegetable  Division.  Agricultural 
ing  Service.  United  States 
of  Agriculture.  Room  2077,  SoUBl  li 
ing,  Washington  25.  D.C.,  not  lalvl 
the  20th  day  after  the  publlcatlOBeC* 
notice    in    the    Federal    Rw 
documents   should   be  filed  1b 
plicate. 

(Sees.  1-19.  48  Stat.  31,  aa  ameads(l:Tiae 
601 -«74) 

Dated:  Febniary  2.  1961. 


Flotb  F. 
Director,   Fruit   and 

Division,    AgricnltnrMl   Uir- 
keting  Service. 


[PR.    Doc. 


62-1233:    Filed.    Feb.   I, 
8:46  ajn.] 


[  7  CFR  Port  949  ] 

[Docket  No.  AO-2»4-All 

IRISH  POTATOES  GROWN  IN  CERIAM 
DESIGNATED  COUNTIES  IN  NOVI 
DAKOTA  AND  MINNESOTA 

Determinotion  on  Basis  of  Reseliif 
Referendum  on  Proposed  kmui 
ments  to  Order 

Pursuant  to  the  Agricultural  MttWi 
ing  Agreement  Act  of  1937,  as  aattm 
(Sees.  1-19,  48  Stat.  31.  as  ameadwl 
use.  601-674).  and  the  appHMJ* 
rules  of  practice  and  procedure  lUW^ 
ing  proceedings  to  formulate  maiWll 
agreements  and  marketing  ordsn  n 
CFR  Part  900).  a  pubUc  hearHH  * 


*  fedHe9day,  February  7.  1962 

^  «t  Grand  Forks.  North  Dakota,  on 
Si  ».  1961.  pursuant  to  notice  toere- 
W,f5;  -as  published  June  28.  IMl,  to 
"'•SS^FUoiSTER  (26  PJt  5577). 
***  rSSosed  amendments  to  Market- 
**ASSnt  Nb.  135  and  Order  No. 
S^SStlng  the  handling  of  Irish  po- 
f?I!irown  in  certain  designated  coun- 
SfVNorth  Dakota  and  Minnesota. 
21  ^SjoSmended  decision  (26  PJl. 
2l)\nd  decision  (26  P.R.  10058)  of 
STA^stant  secretary  of  Agriculture 
^!L»  forth  the  proposed  amendments 
ITttMB  marketing  agreement  and  order 
JLToubllshed  In  the  Federal  Rbcistm 
!rLStember  22.  1961.  and  October  26, 
irrespectively.  The  Assistant  Sec- 
UJL^lsb  issued  an  order  (26  P.R. 
Imu)  directing  that  a  referendum  be 
^I^hKted  among  producers  of  potatoes 
i^STln  certain  designated  counties  of 
Stfth  Dakota  and  Minnesota  to  deter- 
STwhether  the  requisite  majority  of 
Sproducers  favor  or  approve  Issuance 
Jfttie  proposed  amendments  to  Order 
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B  U  hereby  detormlned,  on  the  basis 

w  tbe  results  of  the  referenduii  coa- 
sted pursuant  to  the  aforesaid  refer- 
^m  order,  that  the  issuance  of  toe 
MKiofled  amendments  to  Order  No.  9vi 
JlgmUtlng  the  handling  of  Irish  potatoes 
Bovn  In  certain  designated  counties  of 
Mortb  Dakota  and  Minnesota,  is  not  ap- 
Kored  or  favored  (a)  by  at  least  two- 
Sbtls  of  the  producers  of  potatoes  who 
imitldpated   in   such    referendum    and 
1^  during  the  determined  representa- 
tire 'period  (July  1, 1960,  to  July  1,  1961) 
were  engaged    within   the   coimties   of 
panbina,     Walsh.     Cavalier.     Towner, 
Onnd  Porks.  Nelson,  Steele.  Traill,  Cass, 
Holland,  and  Ramsey  of  the  State  of 
north  Dakota   and   Kittson.   Marshall, 
Bsd  Lake,  Pennington,  Polk,  Norman, 
Mthnomen.  Wilken,  Otter  Tail,  Becker, 
■ri  day  of  the  State  of  Minnesota  in 
te  production  of  potatoes  for  market 
povn  In  such  production  area,  or  (b) 
ty  producers  of  potatoes  who  particl- 
peUri  in  the  aforesaid  referendum  and 
who.  during  the  aforesaid  representative 
period  of  July  1. 1960,  to  July  1, 1961.  pro- 
jtr^  for  market  at  least  two-thirds  .of 
the  imlimie  of  potatoes  produced  for 
■uket  within  the  aforesaid  production 
tica  withhi  such  period. 

It  U  hereby  further  determined  that 
ttM  proposed  amendments  set  forth  to 
ttat  Assistant  Secretary's  decision  of  Oo- 
totar  23,  1961  (26  F.R.  10058),  wUl  not 
tw  9ade  effective. 

Dated:  February  1.  1962. 

Jakes  T.  Ralph. 
Assistant  Secretary. 

I?JL    Doc.    83-1236:    Piled.    Peto.    6,    196»; 
8:48  ajn.] 
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ifff«wi«»nt  hereinafter  set  forth,  which 
were  recommended  by  the  South  Texas 
Onion  Committee,  established  pursuant 
to  Marketing  Agreement  No.  143  and 
Mazkettng  Order  No.  959  (7  CFR  Part 
959). 

This  marketing  agreement  and  order 
Xerogram  regulates  the  htmdling  of  onions 
grown  to  designated  counties  to  South 
Texas,  and  Is  eflfective  under  the  Agricul- 
tural Marketing  Agreement  Act  of  1937, 
as  amended  (7  U.S.C.  601-674). 

Consideration  will  be  given  to  any 
data,  views,  or  arguments  pertaining 
thereto  which  are  filed  with  the  Director, 
Prult  and  Vegetable  Division,  Agricul- 
tural Marketing  Service,  United  States 
Department  of  Agriculture,  Washington 
25,  D.C.,  not  later  than  10  days  following 
publication  of  this  notice  to  the  Federal 
Rbgistsr. 

§  959.202     Expenses  and  rate  of  assess- 
ment. 

(a)  The  reasonable  expenses  that  are 
likely  to  be  tocvirred  by  the  South  Texas 
Onion  Committee,  established  pursuant 
to  Marketing  Agreement  No.  143  and  this 
part,  to  enable  such  committee  to  per- 
form ito  functions  pursuant  to  the  pro- 
visions of  the  aforesaid  markettog  agree- 
ment and  order  dvu-ing  the  fiscal  period 
February  1,  1962,  through  January  31, 
1963,  will  amount  to  $50,000. 

(b)  The  rate  of  assessment  to  be  paid 
by  each  handler  pursuant  to  Marketing 
Agreement  No.  143  and  this  part  shall  be 
one  cent  ($0.01)  per  50-pound  sack  of 
onions,  or  the  equivalent  quantity  there- 
of, handled  by  him  as  the  first  handler 
thereof  during  said  fiscal  period. 

(c)  Terms  used  to  this  section  shall 
have  the  same  meaning  as  when  used 
to  the  said  marketing  agreement  and 
this  part 

(Sees.  1-19,  48  Stat.  31,  as  amended;  7  U.S.C. 
601-674) 

Dated:  February 2, 1962. 

Paul  A.  Nicholsow, 
Deputy  Director, 
Fruit  and  Vegetable  Division. 

[PJl.    Doc.    62-1235;    FUed,    Peb.    6.    1262; 
8:48  a.m.] 


DEPARTMENT  OF  THE  TREASURY 

Internal  Revenue  Service 
[  26  CFR  Part  1  1 

INCOME  TAX;  TAXABLE  YEARS  BE- 
GINNING   AFTER    DECEMBER    31, 
1953 
NoHctt  of  Proposed  Rule  Making        §  1.162-1     Basiness  expenses. 
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posed  to  be  preecribed  by  Vb»  Oom- 
mlssloner  of  Internal  Rerenue.  with  IliB 
i4>proTal  of  the  Secretary  of  tli»  Trea»- 
ury  or  his  dtiegate.    Prior  to  the  final 
adoption  of  such  regulaUcms,  considera- 
tion will  be  given  to  any  commmtB  or 
suggestions  pertaining  thereto  which  are 
submitted  to  writing,  to  duplicate,  to  the 
Commissioner     of    Internal    Revoitie. 
Attention:  T:  P,  Washington  25,  D.C., 
withto  the  period  of  30  days  from  the 
date  of  publication  of  this  notice  to  the 
Federal    Register.     Any    perscm    sab- 
mltting  written  comments  or  suggeetiooB 
who  desires  an  opportunity  to  comment 
orally  at  a  public  hearing  on  these  pro- 
posed regulations  should  submit  his  re- 
quest, to  writing,  to  the  C<MnmiBsioner 
withto  the  30-day  period.     In  such  a 
case,  a  public  hearing  will  be  hdd,  and 
notice  of  the  time,  place,  and  date  will 
be  published  to  a  subsequent  issue  cC 
the  Pederal  Register.     The  proposed 
regulations  are  to  be  issued  undo:  the 
authority  contatoed  to  section  7805  of 
the  Internal  Revenue  Code  ol  1954  (88A 
Stat.  917:  26  U.S.C.  7805). 

[seal]  Mortimer  M.  Capldt. 

Commissioner  of  Internal  Revenue. 

In  order  to  conform,  the  Income  Tuc 
Regulations  (26  CFR  Part  1)  to  section 
8  of  the  Act  of  Septanber  14,  I960  (Pub- 
lic Law  86-779.  74  Stat.  1003) ,  such  regu- 
lations are  amended  as  follows: 

Paragraph  1.  Section  1.162  is  ampfnrted 
by  redesignating  subsection  (d)  as  sub- 
section (e) ,  addtog  a  new  subsection  (d) , 
and  a^Tnpnriing  the  historical  note  at  the 
end  thereof.  These  amended  proviflions 
read  as  follows: 

§  1.162     Statutory   provisioiu;    trade  or 
business  expenses. 

Sic.  162.  Trade  or  busfficM  expenses — •  •  • 

(d)  Capital  contrlbutiotu  to  Federal  N»- 
tional  Mortgage  Association.  For  purposes 
of  this  subtitle,  whenever  the  amount  of 
capital  contributions  eyldenioed  by  a  sban  ot 
stock  issued  pursuant  to  ssctlon  808(c)  oC 
ths  Federal  NaUonal  Ifiortgage  Assnrlatloo. 
Charter  Act  (12  nJ8.C.,  sec.  1718)  cKoeeds  the 
fair  market  value  of  the  stock  a»af  the  Issue 
date  of  such  stock,  the  initial  holder  of  the 
stock  shall  treat  the  excess  as  owUnary  aqd 
necessary  expenses  psid  or  Incurred  dnrtaig 
the  taxable  year  In  carrying  on  a  trade  or 
business. 

(e)  Cross  reference.  For  special  rule  re- 
lating to  expenses  in  oonnactlon  with  sub- 
dividing real  property  for  sale,  see  section 
1237. 

[Sec.  162  as  amended  by  see.  5,  Technical 
Amendments  Act  1058  (72  Stat.  1608) ;  sec.  8, 
Act  of  Sept.  14,  1960  (Pub.  Law  86-779.  74 
Stat.  1008)1  '^ 

Par.  2.  Paragraph  (a)  of  {  L162-1  is 
amended  to  read  as  follows: 


[  7  CFR  Part  959  1 

ONIONS  GROWN  IN  SOUTH  TEXAS 

Nelice  of  Proposed  Expenses  and 
Rate  of  Assessment 

Wotloe  Is  hereby  given  that  the  See- 
NlKy  of  Agriculture  Is  considering  the 
tppromJ  of  the  expenses  and  rate  ol  as- 


Tfyvwn^  tax  regulations  amended  to 
oonfonn  to  section  8  of  Public  Law  86-779 
which  amended  section  162  by  redesig- 
nating sabeection  (d)  as  subsection  (e) 
and  by  addtog  a  new  subsection  (d) ,  and 
amended  section  1054  by  redesignating 
section  1054  as  section  1055  and  by 
adding  a  new  section  1054. 

Notice  is  hereby  given,  pursuant  to  the 
Administrative  Procedure  Act,  approved 
June  11,  1946,  that  the  regulations  set 
fprth  to  tentative  form  below  are  pro- 


(a)  In  general.  Business  expenses  de- 
ductible from  gross  income  include  the 
ordinary  and  necessary  expenditures  di- 
recUy  connected  with  or  pertaining  to 
the  taxpayer's  trade  or  business,  except 
items  which  are  used  as  the  basis 'for  a 
deduction  or  a  credit  under  ];ux>viaions 
of  law  other  than  section  1<2.  The  cost 
of  goods  purchased  lor  resale,  with 
proper  adjustment  for  opening  and  clos- 
tog  toventories,  is  deducted  from  gross 
sales  to  computing  gross  tocome.    See 
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paragraph  (a)  of  i  1.61-3.  Among  the 
items  included  In  business  expenses  are 
management  expenses,  commissions  (but 
see  section  26S  and  the  regulations 
thereunder),  labor,  supplies,  incidental 
repairs,  operating  expenses  of  automo- 
biles used  in  the  trade  or  business,  travel- 
ing expenses  while  away  from  home 
solely  in  the  pursuit  of  a  trade  or  busi- 
ness (see  SI  162-2).  advertising  and 
other  selling  expenses,  together  with  in- 
siirance  premiums  against  fire,  storm, 
theft,  accident,  or  other  similar  losses 
in  the  case  of  a  business,  and  rental  for 
the  use  of  business  property.  No  such 
item  shall  be  included  in  business  ex- 
penses, however,  to  the  extent  that  it  is 
used  by  the  taxpayer  in  computing  the 
cost  of  property  included  in  its  inventory 
or  used  in  determining  the  gain  or  loss 
basis  of  its  plant,  equipment,  or  other 
property.  See  section  1054  and  the  regu- 
lations thereunder.  Penalty  payments 
with  respect  to  Federal  taxes,  whether 
on  account  of  negligence,  delinquency,  or 
fraud,  are  not  deductible  from  gross  in- 
come. The  full  amount  of  the  allowable 
deduction  for  ordinary  and  necessary  ex- 
penses in  carrying  on  a  business  is 
nevertheless  deductible,  even  though 
such  expenses  exceed  the  gross  income 
derived  during  the  taxable  year  from 
such  business.  In  the  case  of  any  sports 
program  to  which  section  114  (relating 
to  sports  programs  conducted  for  the 
American  National  Red  Cross)  applies. 
expenses  described  in  section  114ia)(2) 
shall  be  allowable  as  deductions  under 
section  162(a)  only  to  the  extent  that 
such  expenses  exceed  the  amount  ex- 
cluded from  gross  income  under  section 
114(a). 

Pa«.  3.  The  following  section  is  in- 
serted immediately  after   §  1.162-18. 

§  1.162-19      Capital  ronlributionn  to  Fed- 
eral   National   MortKage   .\sM>ciation. 

(a)  In  general.  The  initial  holder  of 
stock  of  the  Federal  National  Mortgage 
Association  (PNMA)  which  is  issued 
pursuant  to  section  303(c)  of  the  Federal 
National  Mortgage  Association  Charter 
Act  (12  U.S.C.  sec.  1718)  in  a  taxable 
year  beginning  after  December  31,  1959. 
shall  treat  the  excess,  if  any.  of  the  is- 
suance price  (the  amount  of  capital  con- 
tributions evidenced  by  a  share  of  stock ) 
over  the  fair  market  value  of  the  stock 
as  of  the  Issue  date  of  such  stock  as  an 
ordinary  and  necessary  business  expense 
paid  or  incvured  during  the  year  in 
which  occurs  the  date  of  issuance  of  the 
stock.  The  date  of  issuance  of  the  stock 
is  the  date  which  appears  on  the  stock 
certificates  of  the  initial  holder  as  the 
date  of  Issue.  The  initial  holder  is  the 
original  purchaser  who  is  issued  stock 
of  the  Federal  National  Mortgage  Asso- 
ciation piu-suant  to  section  303(c)  of  the 
Act,  and  who  appears  on  the  books  of 
PNMA  as  the  initial  holder.  In  deter- 
mining the  period  for  which  the  initial 
holder  has  held  such  stock,  such  period 
shall  begin  with  the  date  of  issuance. 

(b)  Examples.  The  provisions  of 
paragraph  (a)  of  this  section  may  be 
illustrated  by  the  following  examples: 

Example  (t).  A,  a  banking  Institution 
which  reports   Its   Income  on   the   calendar 
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year  basla.  sold  112,600  of  mortgage  paper 
to  FNMA  on  October  17.  1»«0.  Pursixant  to 
the  Federal  National  Mortgage  Association 
Charter  Act.  A  was  required  to  make  certain 
capital  contributions  to  FNMA.  In  accord- 
ance with  this  requirement  on  October  17, 
1960,  FTiMA  deducted  $250  from  the  amount 
it  paid  A  for  the  mortgage  paper  and  credited 
A'8  account  with  thla  amount  A  stock  cer- 
tificate evidencing  two  shares  of  common 
stock  of  $100  par  value  was  mailed  to  A  and 
FNMA  deducted  $200  from  As  account  leav- 
mg  a  net  balance  of  $50  In  A's  account  The 
stock  certificate  was  received  by  A  on  Novem- 
ber 7,  1960,  bearing  an  issue  date  of  No- 
vember 1,  1960  The  fair  market  value  of  a 
share  of  FNMA  stock  on  October  17,  1060, 
was  $65,  on  November  1,  1960.  was  $67.  and 
on  November  7.  1960,  was  $68  A  may  deduct 
$66,  the  dlflerence  between  the  Issuance  price 
($200)  and  fair  market  value  ($134)  of  the 
two  shares  of  the  stock  on  the  date  of  Is- 
suance, as  a  business  expense  for  the  taxable 
year  1960  The  basis  of  each  share  of  stock 
Issued  as  of  November  1.  1960,  will  be  $67 
per  share  See  section  1054  and  I  1  1054-1. 
Example  (2i  Assuming  the  same  facta  as 
In  example  (1),  A  sold  an  additional  $12,500 
of  mortgage  paper  to  FNMA  on  December  15. 
1960.  FNMA  deducted  $250  from  the  amount 
It  paid  A  for  the  mortgage  paper,  and  credit- 
ed A's  account  with  this  amount.  A  now 
has  a  total  credit  of  $300  to  his  account,  the 
$50  balance  from  the  previous  transaction 
described  In  Example  (  1  )  and  $250  from  this 
transaction  On  January  9,  1861,  A  received 
a  stock  certificate  evidencing  3  shares  of 
PNMA  stock  bearing  an  Issue  date  of  Janu- 
ary 1.  1961  The  fair  market  value  of  a 
share  of  FNMA  stock  on  December  15,  1960, 
was  $70  and  on  January  1,  1961,  was  $69.  A 
may  deduct  $93,  the  dlflerence  between  the 
Issuance  price  ($300)  and  the  fair  market 
value  ($207)  of  the  three  shares  of  stock  on 
the  date  of  Issuance,  as  a  business  expense 
for  the  taxable  year  1961 

Par.  4.  Section  1.1054  is  redesignated 
§  1.1055  and  as  so  redesignated  is  amend- 
ed by  redesignating  section  1054  as  sec- 
tion 1055  and  by  adding  a  historical 
note.  The  amended  provisions  read  as 
follows : 

§  1.1053      .Statutory  provision.*:  rroos  ref. 
erences. 
Sec.   1066.   Cro.-i*   references.   •    •    • 

[Sec  1055  as  renumbered  by  sec  8.  Act  of 
Sept.  14,  1960  (Pub  Law  86-779,  74  Stat. 
1003) 1 

Par.  5.  Immediately  after  §  1.1053-1 
there  are  inserted  the  following  new 
sections: 

§  l.lOat  Stmutory  provisions;  certain 
Mock  of  Federal  INaliunal  Mortgaxe 
A.tMorialiun. 

Sec.  1054  Certain  stork  of  Federal  Na- 
tional Mortgage  Association.  In  the  case  of 
a  share  of  stock  Isjued  pursuant  to  section 
303ic)  of  the  Federal  National  Mortgage 
Association  Charter  Act  (  12  U  S  C  .  sec. 
1718),  the  basis  of  such  share  In  the  hands 
of  the  Initliil  hrilder  shall  be  an  amount 
equal  to  the  capital  contributions  evidenced 
by  such  share  reduced  by  the  amount  (If 
any)  required  by  section  162(d  )  to  be  treated 
(with  respect  to  such  share)  as  ordinary  and 
necessary  expanses  paid  or  Incurred  In  carry- 
ing on  a  trade  or  business. 

[Sec.  1054  as  added  by  sec  8.  Act  of  Sept  14. 
I960  (Pub.  Law  86-779,  74  Stat.  1003)  | 

§  1.1054-1  Certain  Mock  of  Federal  Na- 
tional Mortgage  .\Moriation. 

(a)  In  general.  The  basis  In  the 
hands  of  the  initial  holder  of  a  share  of 
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stock  which  is  Issued  pursuant  to  \ 
^03 (c)  of  the  Federal  National; 
Association  Charter  Act  ( 12  UAC,|  ■• 
1718)  in  a  taxable  year  beginnlof^alW 
December  31.  1959.  shall  be  an  uutng 
equal  to  the  issuance  price  of  the  itotk 
reduced  by  the  amount,  if  any,  regulrad 
by  section  162(d)  to  t>e  treated  (with 
respect  to  such  share)  as  an  ordtotn 
and  necessary  business  expense.  Bet 
section  162(d)  and  §  1.162-19.  ^  par. 
poses  of  this  section  the  initial  holds  h 
the  original  purchaser  who  is  iMaed 
stock  of  the  Federal  National  MortiMi 
Association  (FNMA)  pursuant  to  aeetkn 
303<ci  of  the  Act  and  who  appewi  on 
the  books  of  FNMA  as  the  initial  holder 
See  5  1.162-19. 

(b»  Example.  The  provisions  of  thh 
section  may  be  illustrated  by  the  foUov. 
ing  example: 

Example.  Pursuant  to  section  80S(e)  n 
the  Federal  National  Mortgage  *— trnlittoii 
Charter  Act  a  certificate  of  PNMA  itott  h 
Issued  to  A  as  of  January  1.  1961.  7^  %. 
suance  price  of  the  stock  was  $100  ■ad  thi 
fair  market  value  of  the  stock  on  tha  dati 
of  Issue  was  $69.  A  was  required  by  —t^ttfl^ 
162(d)  to  treat  $31  as  a  business  ezpaaaste 
the  year  1961.  The  basis  of  the  stun  gf 
stock  In  the  hands  of  A,  the  initial  taoite, 
shall  be  $69,  the  amount  paid  for  the  stock 
($100)  reduced  by  $31. 

[FR      Doc      62-1234:     Piled.    Peb.    6.    INI; 
8  46  a  ml 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[  47  CFR   Part  3  1 

[E>ocket  No.  13860  (RM-198)  (RM-SM) 
(RM-a43)  ] 

TABLE  OF  ASSIGNMENTS;  TELEVISION 
BROADCAST  STATIONS;  (SUPERIOI, 
KEARNEY,  ALBION  AND  TRIY- 
TOWN,   NEBRASKA  AND  OTHEIS 

Order   Extending   Time  for  FUinf 
Reply   Comments 

1.  The  Commission  has  before  it  for 
consideration  the  request  of  the  He- 
braska  Council  for  Educational  Tde- 
vision  (NCET)  that  the  time  for  flUnf 
reply  comments  in  this  proceeding  be 
extended  to  February  28.  1962.  R^iiy 
comments  are  due  on  February  1,  HO, 
but  NCET  states  that  it  needs  additJonsl 
time  to  pursue  studies  looking  toward  $ 
"plan  of  financing  for  the  proposed  Ne- 
braska Educational  Television  Netwoit" 
NCET  avers  that  the  delay  will  not  pit- 
judice  the  rights  of  any  interested  pMttei 
or  result  in  undue  delay  in  the  resolutkiD 
of  this  proceeding.  Counsel  for  NCIT 
also  states  that  all  parties  who  filed  com- 
ments in  response  to  the  Third  NoUee 
of  Proposed  Rule  Making  have  consented 
to  the  grant  of  this  delay  with  the  exeep- 
tion  of  the  Bi-States  Company. 

2.  The  Commission  is  disposed  tegTMi 
the  requested  extension  in  order  to  |1** 
NCET  the  opportunity  to  present  wW 
they  consider  to  be  relevant  material  l» 
reply  to  the  contentions  of  opposed  pM** 
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tles.^  We  would  like  to  «nphasize  our 
concern,  however,  (or  the  inordinate 
length  of  time  which  has  passed  since 
the  commencement  of  this  proceeding. 
While  complex  rule  makings  are  often 
dUBeult  to  resolve  with  dispatch,  NCET 
has  had  over  one  year  to  prepare  the  ma- 
terial in  question.  Moreover,  the  date 
which  it  now  asks  us  to  extend  was  orig- 
inally set  by  them  and  the  Kansas  Legis- 
lative Council  in  another  request  for  an 
extension  of  time  which  was  granted  by 
the  Commission  on  November  29.  1961. 
In  these  circumstances,  the  grant  of  this 
extension  represents  a  more  than  gener- 
ous use  of  our  discretionary  powers. 

3.  Accordingly,  it  is  ordered.  This  29th 
day  of  January  1962,  that  the  time  for     ' 
filing  reply  comments  to  the  third  notice 

of  proposed  rule  making  is  extended 
from  I^ruary  1,  1962,  to  February  28, 
1962. 

4.  This  action  is  taken  pursuant  to  au- 
thority found  in  sections  4(i)  and  303 (r) 
of  the  Communications  Act  of  1934,  as 
amended,  and  section  0.241(d)  (8)  of  the 
Commission's  rules. 

Released:   January  31,  1962. 
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[seal] 


FeOKRAL   COIOCXTNICATIONS 

Commission, 
Ben  F.  Waplb, 

Acting  Secretary. 


[FJt.    Doe.    62-1250;     FUed.    Feb.    6,    1962; 
8:49  ajn.] 


I'm*  ability  of  NCET  to  effectuate  the 
prtvoMd  educational  network  has  been 
raised  by  Bl-States  and  Terry  Carpenter,  but 
■ee  par«gn4>bs  41-44,  Sixth  Report  and 
Order,  and  paragraph  10,  Memorandum 
Opinion  and  Order,  Docket  No.  13862  (FCC 
62-66). 
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DEPARTMENT  OF  THE  TREASURY 

Foreign  Assets  Control 

IMPORTATION  OF  CASHMERE, 
WASHED  (SCOURED)  DIRECTLY 
FROM  BELGIUM 

Availablo  Certifications  by  the 
Government  of  Belgium 

Notice  Is  hereby  given  that  certificates 
of  origin  Issued  by  the  Ministry  of  Eco- 
nomic Affairs  of  the  Government  of 
BelRiimi  under  procedures  agreed  upon 
between  that  government  and  the  For- 
eign Assets  Control  are  now  available 
with  respect  to  the  importation  into  the 
United  States  directly,  or  on  a  through 
bill  of  lading,  from  Belgium  of  the  fol- 
lowing additional  commodity : 

Oashmere.  washed  (scoured). 
[SEAL]     MARGARIT  W.  SCHWARTZ. 

Acting  Director, 
Foreign  Assets  Control. 

ITU.    Doc.    62-1297:     Filed.    Feb.     8.     1962; 
8:50  ajn.l 


ATOMIC  ENERGY  COMMISSION 

[Docket  No.  50-196] 

WESTINGHOUSE  ELECTRIC 
INTERNATIONAL  CO. 

Notice  of  Proposed  Issuance  of 
Focltity  Export  License 

Please  take  notice  that,  unless  within 
fifteen  days  after  the  publication  of  this 
notice  in  the  Fsderal  Register  a  request 
for  a  formal  hearing  Is  filed  with  the 
United  States  Atomic  Energy  Commis- 
sion by  the  licensee  or  an  intervener  as 
provided  by  the  Commission's  rules  of 
practice  (Title  10,  CFR.  Chapter  I.  Part 
2).  the  Commission  proposes  to  issue  to 
Westlnghouse  Electric  International 
Oompany  the  facility  export  license 
below. 

Pursuant  to  section  104  of  the  Atomic 
Energy  Act  of  1954  and  TiUe  10,  CFR. 
Chapter  I.  Part  50.  "Licensing  of  Pro- 
duction and  Utilization  Facilities",  and 
upon  a  flnrttng  by  the  Commission  that 
(a)  the  reactor  proposed  to  be  exported 
Is  a  utilization  facility  as  defined  in  said 
Act  and  regulations,  and  (b)  the  Issu- 
ance of  a  license  for  the  export  thereof 
is  within  the  scope  of  and  is  consistent 
with  the  terms  of  an  Agreement  for  Co- 
operation between  the  United  States  of 
America  and  Italy,  the  Commission  will 
issue  a  license  authorizing  export  of  a 
165  megawatt  (electrical)  pressurized 
light  water  nuclear  power  reactor  to  So- 
cleta  Elettronucleare  Italiana  (SELNI), 
haTlng  ofOces  at  Foro  Bonaparte  31. 
Milan.  Itaty.  This  reactor  Is  to  be 
erected  at  Trino.  Italy. 

In  its  review  of  applications  solely  to 
authorize  the  export  of  production  cr 
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utilization  facilities,  the  Commission 
does  not  evaluate  the  health  and  safety 
characteristics  of  the  subject  reactor. 

A  copy  of  the  application  is  on  file 
in  the  AEC  Public  Document  Room  lo- 
cated at  1717  H  Street  NW..  Washington. 
DC. 

Dated  at  Germantown,  Md  ,  this  5th 
day  of  February  1962. 

For  the  Atomic  Energy  Commission. 

R.  LOWENSTEIN. 

Director.  Division  of 
Licensing  and  Regulation. 

(FR      Doc      62   1300:     Filed,    Feb.     6.     1962; 
8  51  a  m  I 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

[Serial  No.  Montana  023908] 

MONTANA 

Notice    of    Termination    of    Proposed 
Withdrawal     and     Reservation     of 

Lands 

Jantjary  30.  1962. 

Notice  of  an  application  Serial  No. 
Montana  023908,  for  withdrawal  and 
reservation  of  lands  was  published  as 
Federal  Register  Docimient  No.  59-2340 
on  page  2092  of  the  issue  for  February  12, 
1959.  The  applicant  agency  has  canceled 
its  ap»plication  insofar  as  It  Involved  the 
lands  Mescribed  below.  Therefore,  pur- 
suant to  the  regulations  contained  in  43 
CFR.  Part  295.  such  lands  will  be  at  10:00 
a.m..  on  February  14.  1962.  relieved  of  the 
segregative  effect  of  the  above  mentioned 
application. 

The  lands  involved  In  this  notice  of 
termination  are : 

T.  5.  S.,  R.  1  W..  P.M  .  Montana. 

Sec.  30:  Lota  1.  3.  3,  4.  E'-jW'/a. 
T.  5  S  .  R.  2  W.,  P.M..  Montana. 

Sec.  25:  All; 

Sec.  26:  NE>4  .  K4SE'4. 

R.  Paul  Rictrup, 
Manager.  Land  Office. 


ffgimtdai/, 


February  7,  1962 


FEDERAL  REGISTER 


[FR.     Doc. 


62-1234;     Piled. 
8  48  a.m  I 


Feb.    6,     1962; 


Fish   and   Wildlife   Service 

REGIONAL  DIRECTORS  AND 
FIELD   PERSONNEL 

Delegations  of  Authority 

Chapter  4.  Part  4  of  the  Administrative 
Manual  of  the  Bureau  of  Sport  Fisheries 
and  Wildlife  is  amended  to  limit  the  au- 
thority of  regional  directors  with  re- 
spect to  exchanges  of  fish  or  fish  eggs 
with  any  commercial  flsh-cultural  estab- 
lishments. 

Paragraph  A  of  section  4  AM  4.7  is  re- 
vised to  read  as  follows: 


A.  Operation  and  maintenane§  of 

tioruU  fish  hatcheries.     This  

does  not  include: 

•  •  •  •  , 

( 4 1  Approval  of  the  exchange  of  { 
or  fish  eggs  with  any  c(Mnmerdal  I 
cultural  establishment. 

Daniel  H.  J, 


February  1, 1962. 

|FR.    Doc.    62-1216;     Filed.    Feb.    «,   m^ 
8:46a.ni.l  ^ 


DEPARTMENT  OF  AGRICULTK 

Office  of  the  Secretory 
MISSISSIPPI  AND  MISSOURI 
Declaration  of  Disaster 


For  the  purpose  of  making 
loans  pursuant  to  section  321(a)  of] 
lie  Law  87-128  (7  U.S.C.  1961)  It  iM 
been  determined  that  in  the  foDovlBi 
counties  in  the  States  of  MinMppi 
and  Missouri  natural  disasters  itm 
caused  a  need  for  agricultural  credit  M 
readily  available  from  commercial  I 
cooperative  lending  agencies,  or 
responsible  sources. 

Mississippi 


CovlnRton. 
Kemper. 

Marlon. 

Adair. 

Andrew. 

Atchison. 

Bates. 

Buchanan. 

Caldwell. 

Carroll. 

Cass. 

Charlton. 

Clark. 

Clay 

Clinton. 

Cooper. 

Daviess. 

De  Kalb. 

Gentry. 

Grundy. 

Harrison. 

Henry. 

Holt. 

Howard. 

Jackson. 

Johnson. 


Neshoba. 
Norubee. 


Missoumi 


Knox. 

Lafayette. 

Lewis. 

Linn. 

Livingston. 

Macon. 

Marlon.    - 

Mercer. 

Monroe. 

Morgan. 

Nodaway. 

Pettis. 

Platte. 

Putnam. 

RandolptL 

Ray. 

Saline. 

Schuyler. 

Scotland. 

Shelby. 

Sullivan. 

Vernon. 

Worth. 


Pursuant  to  the  authority  set 
above,  emergency  loans  will  not  be  I 
In  the  above-named  counties  aftar 
30.  1962.  except  to  applicants  who 
viously   received   emergency  or 
livestock  loan  assistance  and  WHO  ^ 
qualify  under  established  polldat  tm 
procedures. 

Done  at  Washington,  D.C.,  thii  tl* 
day  of  January  1962. 

OlVXLLK  L.  FkBIIIVi 


[FR.     Doc. 


«3-123a:     Filed. 
8:48  a-m. I 


Feb.    t. 


Oft  AERONAUTBS  BOARD 

[Docket  No.  18336] 

AUTAUA-LINEE  AEREE  ITAUANE- 
S.p.A. 

NoHce  of  Heoring 

HodM  is  hereby  given,  pursuant  to  the 
JSS^  of  the  Federal  Aviation  Act  of 
SJrSiwnended.  that  hearing  in  the 
^M-entltled  proceeding  is  assigned  to 
•JTSwi  Febniary  9,  1962,  at  10  am., 
JJ  Sm  701  of  the  Universal  BuUding. 
Jr^^dicut  and  Florida  Avenues  NW., 
^2£gton.  DC.  before  Chief  Examiner 
y^nadg  W.Brown. 

P,^ipM  at  Washington.  D.C.,  Pebru- 

nrllMS- 
f— At,]  Francis  W.  Beowh, 

'  Chief  Examiner. 

■•m    Doc.    «»-1238;     FUed.    F«b.    6.    l»ea; 


(Docket  No.  18314] 

VBUZOLANA  INTERNACIONAL  DE 
AVIACION,  SJk. 

Notice  of  Hearing 

Hotloe  is  hereby  given  piumiant  to  the 
giovUons  of  the  Federal  Aviation  Act  of 
Sll.  M  amended,  that  hearing  in  the 
ihiiro  ontltin  proceeding  is  asslgnfwl  to 
la  iMid  on  February  21,  1962.  at  10:00 
sm,  ext..  in  Room  911,  Universal  Boild- 
kc  Oonnecticut  and  Florida  Avenues 
RWn  Washington,  D.C.,  before  Examiner 
BiiTon  PtedrirJcs. 

Dated  at  Washington.  D.C.,  Febru- 
tfj  1,1962. 

(oalI  Barron  ntxoRxacs. 

Hearing  Examiner. 

IfSL   Doc.    62-1240;     Filed.    Feb.    6,    1963; 
*       8:48  ajn.] 


FEDOIAL  COMMUMCATIOIIS 
COMMISSION 

(Docket  No.  14i33e  etc..  FCC  62M-148] 

ANTENNAVISION  SERVICE  CO.,  INC. 
Order  Severing  Proceedings 


lb  re  applications  of  Antennavision 
Barhoe  Company.  Inc.,  Docket  No.  143S6. 
Fb  Mo.  657-Cl-R^l.  for  renewal  of  the 
Kmbss  for  Stotion  KFH82.  a  facility  In 
Ihi  domestic  Public  Point-to-Polnt 
mcrovave  Radio  Service  at  Wildcat 
FM[.  Arlsona ;  Docket  No.  14337,  File  No. 
IIMa-R-61.  for  renewal  of  the  Ucoise 
testation  KPH83.  a  facility  in  the  Do- 
■■tte  Public  Point-to-Point  Bficrowave 
Radio  Service  at  Jack's  Peak.  Arizona; 
Docket  No.  14338.  FUe  No.  2326-Cl-R^l. 
te  renewal  of  the  license  for  Station 
K0U61.  a  facility  in  the  Domesttc  Public 
Mnt-to-Polnt  Microwave  Radio  Service 
•t Butch  Mountain,  Arizona;  Docket  No. 
MW,  FUe  No.  252&>CI-MI^1.  for  a 
■oduieation  of  license  to  cover  a  eon- 
itraction  permit  for  additional  facilities 
testation  KOU61  in  the  Domestic  Pub- 


lie  Polnt-to-Point  Microwave  Radio 
Service  at  Hutch  Mountain.  Arizona: 
Docket  No.  14340,  File  No.  3699-C1-P-61. 
for  a  oonstruction  peimlt  to  increase 
power  and  change  antenna  at  existing 
^ifff>nffi<i  station  KOU61  in  the  Domestic 
PuhUc  FKdnt-to-Polnt  Microwave  Radio 
Servioe  at  Hutch  Moimtaln,  Arizona; 
Docket  No.  14348.  File  Nos.  4083.  4084. 
4086. 408$,  Cl-P-61,  for  construction  per- 
mits to  establish  stations  in  the  Point-to- 
P(^t  Microwave  Radio  Service  located 
respectively  at  Toro  Peak,  El  Centro,  14 
miles  ESE  of  Holtvllle.  and  8  miles  SE  of 
Qgilby.  California. 

The  Hearing  Examiner  having  imder 
consideration  a  Petition,  filed  on  Janu- 
ary 31,  1962,  by  Antwinavlslon  Service 
Companyr  Inc.  (Antennavision) ,  where- 
in, among  other  things,  it  Is  requested 
that  the  proceedings  in  Docket  No.  14348 
be  severed  from  the  ctxisolldated  pro- 
ceeding with  those  applications  set  for 
hearing  in  Docket  Nos.  14336-14340; 

It  appearing,  that,  by  order  released  by 
the  C(»nmlS8ion  on  October  30, 1961,  cer- 
tain a]K>Ucatl(»is  filed  by  Antennavision, 
namely  those  designated  In  Docket  Nos. 
14336-14340.  were  set  for  hearing  on 
specified  Issues; 

It  further  appearing  that  on  the  same 
date  other  applications  by  AntennKvi- 
si<m  were  set  for  hearing  in  Docket  No. 
14348  and  that  the  hearing  on  the  issues 
specUML  in  such  proceeding  were  ordered 
consolidated  with  the  hearing  in  the 
aforemoitioned  Docket  Nos.  14336-14340; 
It  further  appearing  that  the  aivli- 
cations  Involved  in  Docket  No.  14348  con- 
template separate  and  distinct  facilities 
from  thoee  involved  In  Docket  Nos. 
14336-14340: 

It  further  appearing  that  at  a  f luiJier 
pr^eaiing  conference  held  on  January 
29.  1992,  it  was  alleged  that  Antenna- 
vision was  proposing  modification  of  the 
facilities  involved  iil  the  proceedings  in 
Docket  No.  14348  which  might  have  the 
effect  of  obviating  the  need  for  formal 
procedures  therein  and.  that  the  Ex- 
aminer therefore  indicated  he  would  en- 
tertain a  motion  for  continuance  of  the 
proceedings  on  such  awUcations  until 
the  Commission  has  had  the  opportunity 
to  consider  a  petition  for  reconsideratlcm 
and  grant; 

It  further  appearing,  that,  at  the 
aforemwtioned  f mther  prehearing  con- 
ference the  hearings  on  the  applications 
involved  in  Docket  Nos.  14336-14340  were 
scheduled  for  April  2,  1962,  since  they 
are  not  encompassed  within  the  afore- 
mentioned petition  for  reconsideration 
and  grant: 

It  further  appearing,  that,  it  is  al- 
leged by  Antennavision  that  coimsel  for 
the  Common  Carrier  Bureau,  the  only 
other  party  to  the  proceeding,  has  indi- 
cated that  he  has  no  objection  to  the 
request  for  severance  or  to  a  waiver  of 
the  provisiCMas  of  the  Commission's  rules 
(47  CFR  1.43) ,  relating  to  the  withhold- 
ing of  action  for  a  four-day  period; 

It  further  appearing  that  good  cause 
has  been  shown  for  a  waiver  of  the  af ore- 
mCTtlo'vd  nile  and  grant  of  the  Petition 
tor  Severance; 

It  it  ordered.  Tbia  31st  day  of  January 
1962,  that  the  Petition  for  Severance  is 
granted  and  that  the  proceedings  in 
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Docket  No.  14348  are  severed  from  the 
proceedings  in  Docket  Nos.  14196-14340. 

Released:  February  1, 1962. 

Fedieal  ComnnacATioim 
CoaaoBsiON. 

[SEAL]  BkN  F.  WAPLK, 

Acting  Secretarf. 

(FJl.    Doc.    62-1341;    filed.    Fab.    «,    196S: 
8:49  ajn.] 


(Docket  No.  14336  etc.;  FCC  6311-146] 

ANTENNAVISION  SERVICE  CO.,  INC. 

Order  Following  Further  Prthvar- 
ing  Conference 

In  re  a]K>Iications  of  Antennavisioo 
Service  Company,  Inc.,  Docket  No.  148S6. 
File  No.  657-Cl-Rr-61.  for  renewal  of  the 
license  for  Station  KPH82.  a  fadUtar  tn 
the  Domestic  Public  Poli^to-Point  Mi- 
crowave Radio  Service  at  WUdeat  VMi, 
Arizona;  Docket  No.  14387,  FUe  No.  656- 
Cl-R^l.  for  renewal  of  the  Ueenae  for 
Station  KPH83,  a  faeiUty  in  the  Domes- 
tic   Public    Point-to-P(rtnt    M&nmave 
Radio  Service  at  Jack's  Peak,  Arlsona: 
Docket  No.  14338,  FUe  No.  2326-C1-R-61, 
for  renewal  of  the  license  for  Station 
KOU61.  a  faciUty  in  the  Domestle  Fiddle 
Point-to-Point  Microwave  ftadlo  Sendee 
at  Hutch  Mountain.  Arlionai  Docket  No. 
14339,  FUe  No.  252&-Cl-MIi-61.  for  a 
modification  of  license  to  cover  a  con- 
struction permit  for  additional  facilities 
for  Station  KOU61  in  the  Domestle  Pub- 
lic   Point-to-Polnt    Microwave    Radio 
Service  at  Hutch  Mountain.  Ariwna; 
Docket  No.  14340,  FUe  No.  S696-q-P-61. 
for  a  construction  permit  to  tnerease 
power  and  change  antenna  at  eilsttng 
Ucensed  Station  KOU61  in  the  Domeetie 
Public  Point-to-Point  Microwave  Radio 
Service  at  Hutch  Mountain.  Arlaona; 
Docket  No.  14348,  FUe  Nos.  4083,  4064. 
4085. 4086,  Cl-P-61,  for  amstructlon  per- 
mits to  estabUsh  stations  in  the  Point- 
to-Point     liOcrowave     Radio     Serviee 
located  respectively  at  Two  Peak,  B  Cen- 
tro. 14  mUes  ESE  of  HoltvfUe.  and  8  mUes 
SE  of  OgUby,  California. 

The  Hearing  Examiner  haTlng  under 
consideration  the  iMmseedlngs  at  the  fur- 
ther prehearing  conference  In  the  above- 
entitled  matter  held  on  January  29, 1962 : 
It  appealing  that  counsd  for  Anten- 
navision Service  Cmnpany,  mc.  (An- 
tennavision) ,  desires  to  presoit  the  ease 
for  his  cUent  partly  in  the  f ona  of  writ- 
ten sworn  exhibits  and  partiy  througli 
the  oral  testimony  of  witnesses:  and 

It  f  urUier  appearing  that  counsel  for 
the  Common  Carrier  Bureau  has  not  at 
this  stage  determined  whether  any  direct 
case  wUl  be  presented  on  bdiaU  of  the 
Bureau  either  through  the  calling  of  oS- 
cials  of  Antennavision  as  adverse  wit- 
nesses or  otherwise; 

It  is  ordered.  This  29th  day  of  January 
1962,  that: 

(1)  The  direct  case  of  Antenna;irtalan 
insofar  as  it  is  to  be  presented  in  the 
form  of  sworn  written  %xhlbit8  shall  be 
furnished  to  the  other  parties  and  to  the 
Examiner  no  later  than  March  13. 1962; 
(2).  Insofar  as  the  dtreet  case  of  An- 
tennavision is  to  l>e  prea«ited  through 
oral  testimony  of  witnesses,  counsel  fer 
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▲ntennavlaloii  >hAll.  no  later  than  March 
13. 1962.  advlM  the  other  parUes  and  the 
Examiner  of  the  names  of  aiich  witnesses 
and  the  Issues  with  respect  to  which  each 
of  them  will  offer  oral  testimony ; 

(3)  Insofar  as  counsel  for  the  Cbm- 
mon  Carrier  Bureau  proposes  to  present 
the  direct  case  through  written  sworn 
exhibits  or  through  the  oral  testimony  of 
witnesses,  other  than  officials  of  Anten- 
navlslon,  he  shall  furnish  the  other  par- 
ties and  the  Examiner  with  copies  of 
such  sworn  written  exhibits  or  with  the 
names  of  witnesses  who  are  to  give  oral 
testimony,  spedfsrlng  the  issues  with  re- 
spect to  which  each  of  them  will  testify. 
no  later  than  March  12.  1962 ; 

(4)  If  any  of  the  parties  desire  to 
make  any  motion  with  respect  to  the 
sworn  written  exhibits  of  any  of  the 
other  parties  they  shall  advise  all  such 
parties  and  the  Examiner,  in  writing,  no 
later  than  March  26.  1962.  specifying  the 
exhibit  Involved  and  the  nature  of  the 
motion  they  propose  to  make; 

(5)  Each  of  the  parties  shall  no  later 
than  March  26. 1962.  notify  the  others  in 
wrltlnc  of  the  names  of  the  witnesses 
who  have  prepared  sworn  written  ex- 
hibits whom  they  desire  to  cross- 
examine,  with  copies  of  such  notiflcaUon 
to  the  Examiner,  and  the  parties  so  noti- 
fied shall  make  such  witnesses  available 
for  cross-examination  at   the  hearing; 

and 

(6)  Should  counsel  for  the  Common 
Carrier  Bureau  desire  to  call  any  official 
of  Antennavlslon  as  a  witness  he  shall. 
no  later  than  March  26.  1962.  noUfy 
counsel  for  Antennavlslon  of  the  names 
of  such  persons  and  the  Issues  with  re- 
spect to  which  he  proposes  to  examine 
such  persons,  with  a  copy  of  such  notifi- 
cation to  the  Examiner;  unless  counsel 
for  Antennavisi<m  shall  advise  counsel 
for  the  Common  Carrier  Bureau  to  the 
contrary,  within  three  days  of  the  re- 
ceipt of  the  aforementioned  notification. 
Antennavlslon  shall  conclusively  be  pre- 
sumed to  have  agreed  to  supply  such 
persons  as  witnesses  without  the  need 
for  subpoena; 

It  is  further  ordered.  That  the  hearing 
herein,  heretofore  postponed  until  fur- 
ther order  of  the  Examiner,  is  hereby 
rescheduled  to  commence  on  April  2, 
1962,  at  10:00  am.,  at  the  Offices  of  the 
Commission  in  Washington,  DC. ;  and 

It  is  further  ordered.  That  the  agree- 
ments and  understandings  entered  into 
between  the  parties  concerning  the 
future  conduct  of  the  hearing  are  ap- 
proved as  set  forth  in  the  transcript  of 
the  further  prehearing  conference  which 
to  this  extent  Is  incorporated  by  refer- 
ence herein. 

Released:  February  1. 1962. 


[8XAI.1 


PXDEHAL   COMMXWICATIONS 

ComnssioN, 
Brif  P.  WAPI.B. 

Acting  Secretary. 


|FJl.    Doe.    83-1342;    Piled.    Feb.    9.     1062; 
8:49  ajn  1 


NOTICES 

[Docket  No.  14316:  FCC  621I-14a] 

ARIZONA  MICRO-WAVE  SYSTEM  CO. 

Ord«r  Feltowing  Further  Prah*ar- 
ing  Conf«r«nc« 

In  re  application  of  Arizona  Micro- 
Wave  System  Company.  Mule  Mountain. 
Arizona,  Docket  No.  14316.  File  No. 
1592-C1-R-61;  for  renewal  of  the  license 
for  Station  KOU84,  a  facility  In  the 
Domestic  Public  Point-to-Point  Micro- 
wave Radio  Service. 

The  Hearing  Examiner  having  under 
consideration  the  proceedings  at  the 
further  prehearing  conference  in  the 
above-entitled  matter  held  on  January 
29. 1962; 

It  appearing  that  counsel  for  Arizona 
Micro-Wave  System  Company  (Ari- 
zona » .  desires  to  present  the  case  for 
his  client  partly  in  the  form  of  written 
sworn  exhibits  and  partly  through  the 
oral  testimony  of  witnesses;  and 
.It  further  appearing  that  counsel  for 
the  Common  Carrier  Bureau  has  not  at 
this  stage  determined  whether  any  direct 
case  will  be  presented  on  behalf  of  the 
Bureau  either  through  the  calling  of 
officials  of  Arizona  as  adverse  witneses  or 
otherwise; 

It  is  ordered.  This  29th  day  of  Janu- 
ary 1962.  that: 

(1)  The  direct  case  of  Arizona  inso- 
far as  it  is  to  be  presented  in  the  form 
of  sworn  written  exhibits  shall  be  fur- 
nished to  the  other  parties  and  to  the 
Examiner,  no  later  than  March  12.  1962; 

(2)  Insofar  as  the  direct  case  of 
Arizona  is  to  be  presented  through  oral 
testimony  of  "^witnesses,  counsel  for 
Arizona  shall,  no  later  than  March  12. 
1962,  advise  the  other  parties  and  the 
Examiner  of  the  names  of  such  witnesses 
and  the  issues  with  respect  to  which 
each  of  them  will  offer  oral  testimony; 

i3i  Insofar  as  counsel  for  the  Com- 
mon Carrier  Bureau  proposes  to  present 
the  direct  case  through  written  sworn 
exhibits  or  through  the  oral  testimony 
of  witnesses,  other  than  officials  of  Ari- 
zona, he  shall  furnish  the  other  parties 
and  the  Examiner  with  copies  of  such 
sworn  written  exhibits  or  with  the 
names  of  witnesses  who  are  to  give  oral 
testimony,  specifying  the  issues  with  re- 
spect to  which  each  of  them  will  testify, 
no  later  than  March  12, 1962; 

(4)  If  any  of  the  parties  desire  to 
make  any  motion  with  respect  to  the 
sworn  written  exhibits  of  any  of  the 
other  parties  they  shall  advise  all  such 
parties  and  the  Examiner,  in  writing,  no 
later  than  March  26.  1962,  specifying  the 
exhibit  involved  and  the  nature  of  the 
motion  they  propose  to  make ; 

(5>  Each  of  the  parties  shall  no  later 
than  March  26,  1962,  notify  the  others 
in  writing  of  the  names  of  the  witnesses 
who  have  prepared  sworn  written  ex- 
hibits whom  they  desire  to  cross- 
examine,  with  copies  of  such  notification 
to  the  Examiner,  and  the  parties  so  noti- 
fied shall  make  such  witnesses  available 
for  cross-examination  at  the  hearing; 
and 

(6)  Should  counsel  for  the  Common 
Carrier  Bureau  desire  to  call  any  official 
of  Arizona  as  a  witness  he  shall,  no  later 
than  March  26.  1962,  notify  counsel  for 
Arizona  of  the  names  of  such  persons 


and  the  issues  with  respect  -to  nU^^ 
proposes  to  examine  such  penga^ijS 
a  copy  of  such  notification  to  tha  ^^? 
iner;  unless  counsel  for  Arlzom  M| 
advise  counsel  for  the  Common  C^nZ 
Bureau  to  the  contrary,  within^S 
days  of  the  receipt  of  the  aft 
tioned  notification,  Arizona  shall 
clusively  be  presumed  to  have 
supply  such  persons  as  witnessei 
the  need  for  subpoena; 

It  is  further  ordered.  That  the 
ing  herein,  heretofore  postponed:^! 
further  order  of  the  Examiner.  Is 
rescheduled  to  commence  on  AplR  n 
1962.  at  10:00  a.m.,  at  the  Offlc«ic(ik 
Commi.ssion  in  Washington,  D.C.;  i^ 

It  IS  further  ordered.  That  the 
ments  and  understandings  enlanff  __ 
between  the  parties  concerning  thg  ^ 
lure  conduct  of  the  hearing  are  appMil 
as  set  forth  in  the  transcript  of  ttiete> 
ther  prehearing  conference  which  % 
this  extent  Is  incorporated  by 
herein. 

Released:  January  31,  1962. 

Federal  CoMinnacA' 

COICMISSION. 

I  seal!         Ben  F.  Wapli, 

Acting  Secretary. 

IFR     Doc     62-1243;     Filed,    Feb.    6,   Mt 
8:49  ajn.] 


■  Docket  Nob.  13823.  13823;  FCC 

BI-STATES  CO.  (KHOL-TV)  ANP 
PEKA    BROADCASTING 
TION,   INC.   (WIBW-TV) 

Order  Continuing  Hearing  ConfeMM 

In  re  applications  of  Bi-Statoi  Ot^ 
pany  (KHOL-TV).  Kearney.  NelMla 
Docket  No.  13822.  File  No.  BPCT-ini: 
Topeka  Broadcasting  Association,  1ml 
(WIBW-TV).  Topeka.  Kansas. 
No.  13823.  File  No.  BPCT-2743;  fflC( 
struction  permits  for  new  tr 
sites. 

Upon  written  request  of  coiaMi  Iv 
Bi -States  Company,  filed  in  the  akOI^ 
entitled  matter  on  January  29,  lMS,ai 
without  objection  on  the  part  oC  ftl 
other  parties  to  this  proceedlnf :  Jl  ft 
ordered.  This  31st  day  of  Jannaiy  flU 
that  the  further  prehearing 
presently  scheduled  for  February  1, '. 
at  9:30  am,  be.  and  the  same  Is, 
continued  to  April  3,  1962.  at  9:91 1 
in  Washington.  D.C. 

Released:  February  2,  1962. 


Federal  Communica 

Commission. 

[se.\l]         Ben  F.  Waple, 

Acting  SecreUff* 

IFR     Doc     62  1244:     Filed.    Feb.    t.   1 
8:49  a.m. I 


[Docket  No.  14320;   FCC  62M-1441 

CERACCHE  &  CO.,  INC. 

Order  Following  Further  Preh 
Conference 

In  re  application  of  Ceracche  k  ^J^l 
pany,    Incorporated,    Connecticut  Wi* 


Wtimtday,  February  7,  1962 

York.  Docket  No.  14320,  file  No. 
*S  f^JBuai :  for  renewal  of  the  11- 
ELfor  Stotion  KEG51.  a  facility  In  the 
S^gtle  Public  Point-to-Point  lUcro- 
zStniiiio  Service. 

<fhB  Hearing  Examiner  havlnff  under 
^Seration  the  proceedings  at  the  fur- 
So^earlng  conference  in  the  above- 
2aed  matter   held   on   January  29. 

B appearing,  that  counsel  for  Ceracche 
k  CWnP*ny.  Incorporated  (Ceracche) , 
^rirct  to  present  the  case  for  his  client 
^^  In  the  form  of  written  sworn  ex- 
£|^  and  partly  through  the  oral  testi- 
»gM of  witnesses;  and 

11  further  appearing,  that  counsel  for 
m  Common  Carrier  Bureau  has  not  at 
Mitase  determined  whether  any  direct 
HH  will  be  presented  on  behalf  of  the 
fgtmia  either  through  the  calling  of  of- 
fljjjlf  of  Ceracche  as  adverse  witnesses 
foliierwlse; 

it  it  ordered.  This  29th  day  of  Jantiary 
HO,  that: 

(1)  The  direct  case  of  Ceracche  Inso- 
far u  It  is  to  be  presented  in  the  form 
flfivorn  written  exhibits  shall  be  fin- 
1^^  to  the  other  parties  and  to  the 
IkUBlner  no  later  than  March  12,  1962; 

(1)  Insofar  as  the  direct  case  of  Cer- 
aeebe  is  to  be  presented  throxigh  oral 
lBitt"^"y  of  witnesses,  counsel  for 
Oneche  shall,  no  later  than  March  12, 
im,  tdvlse  the  other  parties  and  the 
tiif»«n»r  of  the  names  of  such  witnesses 
Md  the  issues  with  respect  to  which  each 
tf  ttMm  will  offer  oral  testimony; 

(t)  Bisofar  as  counael  for  the  Com- 
MB  Ctrribr  Bureau  proposes  to  present 
lbs  tfrect  case  through  written  sworn 
■MMIi  or  through  the  oral  testimony 
ifvltaesses,  other  than  officials  of  Cer- 
Mbe,  he  shall  furnish  the  other  parties 
mi  the  Examiner  with  copies  of  bu^ 
mn  written  exhibits  or  with  the  names 
itvltBeMes  who  are  to  give  oral  testl- 
mm,  veclfying  the  issues  with  respect 
li^ikh  each  of  them  will  testify,  no 
Mvthan  March  12, 1992; 

(ti  If  any  of  the  parties  destr*  to 
any  motion  with  respect  to  the 
written  exhibit*  of  any  of  the 
parties  they  shall  advise  all  such 
and  the  Examiner,  in  writing,  np 
'  than  March  26, 1962,  specifying  the 
involved  and  the  nature  of  the 
I  they  propose  to  make; 

(I)  Each  of  the  parties  shall  no  later 
ftiB  March  26,  1962.  notify  the  others 
kvrittag  of  the  names  of  the  witnesses 
ifto  have  prepared  sworn  written  ex- 
Mlti  whom  they  desire  to  cross-ex- 
■rine,  with  copies  of  such  notification  to 
IkeSuuniner,  and  the  parties  so  notified 
taH  make  such  witnesses  available  for 
W-examlnation  at  the  hearing;  and 

<0  Should  counsel  for  the  Common 
CMer  Bureau  desire  to  call  any  of- 
kki  of  Ceracche  as  a  witness  he  shall, 
M  later  than  March  26.  1962.  notify 
i  for  Ceracche  of  the  names«f  MaeSx 
and  the  issues  with  reqwet  to 
he  proposes  to  examine  such  per- 
ns, with  a  copy  of  such  notiflcatlan  to 
ht  baminer;  unless  counael  for  Oer- 
shall  advise  counsel  for  tlie  Oom- 
Carrler  Bureau  to  the  contraiy. 
three  days  of  the  receipt  of  the 
Mbnmentioned    notification.   Ceracclio 
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shall  condnslvely  be  presumed  to  have 
agreed  to  supply  such  p^sons  as  wit- 
nesses without  the  need  for  subpoena; 

It  is  twrfher  ordered.  That  the  hearing 
herein,  heretofore  postponed  \mtil  fur- 
tiier  order  of  the  Examiner,  is  hereby 
rescheduled  to  commence  on  April  5. 
1962.  at  10:00  ajn.,  at  the  Offices  of  the 
Commission  in  Washington,  D.C;  and 

It  is  further  ordered.  That  the  agree- 
ments and  understandings  entered  into 
between  the  parties  concerning  the 
future  conduct  of  the  hearing  are  ap- 
proved as  set  forth  in  the  transcript  of 
the  further  prehearing  conference  which 
to  this  extent  is  Incorporated  by  refer- 
ence herein. 

Released:  January  31, 1962. 

Federal  Commtjnications 
Commission, 
[seal]        Bkn  p.  Waple, 

Acting  Secretary. 

[Fit.    Doc.    62-1245;    Filed,    Feb.    6,    1962; 
8:40  ajn.] 


[Docket  No.  14365:  FCC  62M-152] 

NEIGHBORLY  BROADCASTING  CO., 
INC. 

Ordor  Continuing  Hearing  Conference 

In  the  matter  of  revocation  of  license 
of  The  Neighborly  Broadcasting  Co.,  Inc., 
for  FM  Broadcast  Station  WLOV,  Cran- 
ston, Rhode  Island,  Docket  No.  14365. 

The  Hearing  Examiner  having  imder 
consideration  a  verbal  request  from  the 
Broadcast  Bureau  for  indefinite  contin- 
uance; 

It  appearing  that  counsel  for  The 
Neighborly  Broadcasting  Co.,  Inc.  has 
sent  a  communication  to  the  Commission 
indicating  an  intent  to  waive  hearing 
so  that  a  scheduled  prehearing  confer- 
ence set  for  February  5.  1962,  would  not 
be  productive  of  any  good ; 

It  is  ordered.  This  1st  day  of  February 
1962,  that  the  prehearing  conference 
scheduled  for  February  5,  1962,  is  con- 
tinued tDdefinitely. 

Released:  February  2.  1962. 

Federal  Communications 
Commission, 
[SXAL]        Ben  F.  Waple, 

Acting  Secretary. 

[F.R.    Doc.    62-1246;    Filed,    Feb.    6.    1901; 
8:4Ba.ni.] 


[Docket  No.  14330;  FCC  62M-1461 

NEW  YORK  PENN  MICROWAVE 
CORP. 

Oid«r  Following  Further  Prehooring 
Conference 

In  re  application  of  New  York  Penn 
Microwave  Corporation,  Canlsteo,  New 
York.  Docket  No.  14330.  File  No.  2590- 
Cl-Rp-61.  for  renewal  of  the  license  for 
Station  KEGMl,  a  facility  in  the  Domes- 
tie  PubUe  Point-to-Point  Microwave 
Radio  Senrice. 

TbB  TT»ftr*"g  EZzaminer  having  under 
consldsration  the  proceedings  at  the 
further  prehearing  conference  in  the 
above-entitled  matter  h^d  on  January 
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It  appearing  ttiat  counsd  for  Wew 
York  Perm  Microwave  Oorporatloa  <Me« 
Yorfc  Penn) .  desires  to  piesent  the  case 
for  his  client  partly  in  the  form  of  writ- 
ten sworn  exhibits  and  partly  throngli 
the  oral  testimcmy  of  witnesses;  and 

It  further  appearing  that  coimsd  for 
the  Common  Carrier  Bureau  has  not  at 
this  stage  determined  whether  any  direct 
case  will  be  presented  on  bdialf  of  the 
Bureau  either  through  the  calling  of  offi- 
cials of  New  York  Penn  as  adverse  wit- 
nesses or  otherwise; 

It  is  ordered.  This  29tti  day  of  January 
1962,  that: 

(1)  Thedirectcaseof  New  York  Penn  ^ 
insofar  as  it  is  to  be  presented  in  the 
form  of  sworn  written  exhibits  shall  be 
furnished  to  the  other  parties  and  to 
the  Examiner  no  later  than  March  12, 
1962; 

(2)  Insofar  as  the  direct  case  of  New 
York  Penn  is  to  be  presented  through 
oral  testimony  of  witnesses,  counsel  for 
New  York  Penn  shall,  no  later  than 
March  12,  1962.  advise  the  other  parties 
and  the  Examiner  of  the  names  of  sadx 
witnesses  and  the  Issues  with  respect  to 
which  each  of  them  will  offer  oral  testi- 
mony; 

(3)  Insofar  as  counsel  for  the  Com- 
mon Carrier  Biu-eau  proposes  to  preae^ 
the  direct  Case  through  written  swom 
exhibits  or  through  the  oral  testimony 
of  witnesses,  other  than  officials  of  New 
York  Penn,  he  shall  furnish  the  other 
parties  and  the  Examiner  with  copies  of 
such  swom  written  exhiMts  or  with  the 
names  of  witnesses  who  are  to  give  oral 
testimony,  specifying  the  issues  with  re- 
spect to  which  each  of  them  will  testify. 
no  later  than  March  12, 1962; 

(4)  If  any  of  the  parties  desire  to 
make  any  motion  with  respect  to  the 
sworn  written  exhibits  of  any  of  tly 
other  parties  they  shall  advise  an  saeb 
parties  and  the  Examiner,  in  writing,  no 
later  than  March  28.  1962.  specifying 
the  exhibit  tovolved  and  the  natnre  of 
the  motion  they  propose  to  make; 

(5)  Each  of  the  parties  shall  no  later 
than  March  26.  1962,  notify  the  others 
in  writing  of  the  names  of  the  witnesses 
who  have  prepared  swom  written  ex- 
hibits whom  they  desire  to  cross-exam- 
ine, with  copies  of  such  notification  to 
the  Examiner,  and  the  parties  so  Aotifled 
Shan  make  such  wltneeses  avallalde  for 
cross-examination  at  the  hearing;  and 

(6)  Should  counsel  for  the  Common 
Carrier  Bureau  desire  to  oafi  any  offi- 
cial of  New  York  Penn  as  a  witnesses 
he  shaU.  no  later  than  Mareti  26.  1962. 
notify  counsel  for  New  York  Penn  of  the 
names  of  such  persons  and  the  Issues 
with  respect  to  which  he  proposes  to 
examine  such  persons,  with  a  copy  of 
such  notification  to  ttie  Examiner;  tm- 
less  counsel  for  New  York  Penn  shaU 
advise  counsel  for  the  Ooannon  Carrier 
Bureau  to  tbe  contrary,  wtttdn  tteee 
days  of  the  receipt  of  the  af  oronenUoned 
notification.  New  York  Penn  timH  oon- 
du&ively  be  presumed  to  have  agreed  to 
supply  such  persons  as  witnesses  with- 
out the  need  for  subpoena; 

It  is  further  ordered.  That  the  bear- 
ing herein,  heretofore  postponed  untfl 
further  order  of  the  Examiner,  is.' 


rii 
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roKheduled  to  ocmunence  on  April  9, 
1962.  at  10:00  %m.,  at  the  Offices  of  the 
Commlasion  in  Washington.  D.C. ;  and 

It  is  further  ordered.  That  the  agree- 
ments and  understandings  entered  into 
between  the  parties  concerning  the  fu- 
ture conduct  of  the  hearing  are  ap- 
proved as  set  forth  in  the  transcript  of 
the  further  prehearing  conference  which 
to  this  extent  is  incorporated  by  refer- 
ence herein. 

Released:  January  31,  1962. 

FlDEIAL    COMMtTNICATIONS 
COIOCISSION. 
[SSALl  BKN   F.    WaPLZ. 

Acting  Secretary. 

IFJl.    Doc.    83-1347:     Filed.    Feb.    8.     1963; 
8:40  ajn.) 


NOTICES 

(CuiAdUn  LUt  187] 

CANADIAN  BROADCAST  STATIONS 

List  of  Changas,  Proposad  Chongas, 
Corractions  in  Astignmantt 

jAMU/utT  19,  1962. 

Notiflcatlon  under  the  provisions  of 
Part  m,  section  2  of  the  North  Ameri- 
can Regional  Broadcasting  Agreement. 
List  of  changes,  proposed  changes,  and 
corrections  In  assigiunents  of  Canadian 
Broadcast  Stations  modifying  appendix 
containing  assignments  of  Canadian 
Broadcast  Stations  (Mimeograph  No. 
47214-3)  attached  to  the  Recommenda- 
tions of  the  North  American  Regional 
Broadcasting  Agreement  Engineering 
Meeting. 


C*ll  letten 


OHCM  (Msignment 
oleaU  letters). 


OKCM  (■Mipiment 
of  eaU  letters). 


CJ88  (delete  usicn- 
ment  tor  ineroMe  In 
dsTtime  power— 
(CJ8S  renwloinie 
12»kclkw  DA-2). 


CFLV  (anlKmnent 
of  call  lett«r»— now 
in  operation) . 


CrOX  (delete  uaign- 
DMDt  for  increase  tn 
power  (CrOX 
remaininc  1470  ko 
1  kw  DA-2). 


CKBM  (PC:  14Wkc 

0.3SkwND). 
New 


Location 


Marystown,     Newfound- 
land. 


Orand   Falls,   Newfound- 
land. 


Cornwall,  Ontario 
land. 


ValleyfleM,     Provinw    o( 
Quebec. 


Pointe  rUire,  ProMnc*  of 
Quebec 


Montnittgny.  Province  of 

Quebec. 
Wilmot     Station,     Nova 

Scotu.i 


Power  kw 

5«0kaoet<U* 
1  D/O.J  N 

MO  kUoeteUt 
10 

/MO  ktiocfclti 
10  D  1  N 


1S70  ktloct<U$ 


1. 


H70  kiiccftUi 


1  iSO  kilocfcU* 

1  D'0.28  N 

1  D,'0.25  N 


Antenna 


ND 


DA-1 


DA  2 


DA   1 


.'^Cl]l'<l 

11  le 


DA 


ND 

ND 


U 
U 


Chkss 


HI 


III 


Fif)ecte<l  (late 

of  oomraeiK-*^ 

ment  of 

operation 


which  will  be  financed  by  the 
and   sale  of   5  Mi   percent  30 
revenue  bonds. 

Take  further  notice  that,  pi 

the  authority  contained  in  and  lM^£ 
to  the  Jurisdiction  conferred  upi^C 
Federal  Power  Commission  bj  M||2. 
7  and  15  of  the  Natural  Oas  Act,  aSZ 
Commission's  rules  of  practice  tUk  iZ 
cedure.  a  hearing  will  be  held  oni^^ 
20.  1962,  at  10:00  a.m.  e.s.t.,  In  a  ^SS 
Room  of  the  Federal  Power  Cotu^S 
441  G  Street  NW..  Washingta^Q? 
concerning  the  matters  involved  teiS 
the  issues  presented  by  such  i^ntUMi^ 

Protests  or  petitions  to  Intriium^ 
be  filed  with  the  Federal  Power  r 
slon.  Washington  25,  DC,  In  a 
with  the  rules  of  practice  and  . 
(18  CFR  1.8  or  1.10)  on  or  before: 
7.  1962. 

Gordon  M.  GaiBi, 
Acting  Seerdin. 

I  PR.    Doc.    82-1310:     Filed,    TM).   f,   Mi 
8:45  a.m.] 


February  7,  199Z 


of  i  1.30(c)   (1>  or  (2)  of  th« 
_  I'g  rules  of  practice  and  pro- 
XjnOa  the  procedure  hefreili 
m  fat,  unlees  otherwise  adrlaed. 
IK  onneceeeary  for  Applicant  to 
or  to  be   represented   at   the 


V  or  petitions  to  Intervene  maj 

with  the  Federal  Power  CkMn- 

Washlngton  25.  D.C,  in  accord- 

^th  rules  of  practice  and  pro- 

•  (U  CFR  1-8  or  1.10)  on  or  before 

36. 1962.    Failure  of  any  partj 

ti  and  participate  In  the  hear- 

be  c<mstrued  as  waiver  of  and 

In  omission  herein  of  the 

,_, decision  procedure  In  cases 

a  lequest  therefor  Is  made. 

Gordon  M.  Okant. 
Acting  Secretary. 

i»a  Doe.    83-1211:    Piled,    Feb.    6,    1962; 

''  8:46a.m.l 


II 


in 


III 


IV 
IV 


EIO  115-83 


'  Correction  of  error 
[SXALl 


in  location  a.'  •itiown  uii  U-t    No    1*/    Satkaickeuttn  shoulil  have  rpa<!  \(»q  Scatia. 

Federal  Comicunications  Commission, 
Bin  p.  Waple. 

Acting  Secretary. 

|P.R  Doc.  82-1249;  Filed.  Peb.  6,  1962;  8  49  am.J 


FEDERAL  POWER  COMMISSION 

(Docket  No.  CP61-3371 

^      CITY  OF  SLATER,   MISSOURI 

Notice  of  Application  and  Date  of 
Hearing 


Commission    and    open   for   public    in- 
sr>ection. 

Applicant  proposes  to  construct  and 
operate  10  miles  of  6-inch  lateral  trans- 
mission pipeline  extending  from  a  con- 
nection with  the  facilities  of  Cities  Serv- 
ice near  Marshall,  Missouri,  to  the  City 
of  Slater,  and  a  municipal  gas  distribu- 
■»!  iQ«'>  tion  system  to  serve  said  city. 
JANUARY    ji,    i»o^.  Applicant  estimates  its  natural  gas  re- 

Take  notice  that  on  June  26.  1961.  the     quirements  as  follows: 
City  of  Slater.  Missouri   (Applicant),  a 
municipal  corporation,  filed  an  applica- 
tion, pursiiant  to  section  7(a)    of   the 
Natural  Gas  Act.  for  an  order  directing 
Cities    Service    Oas    Company     <  Cities 
Service)    to  establish  physical  connec- 
tion of  its  transportation  facilities  with 
the  facilities  proposed  to  be  constructed 
by  Applicant,  and  to  sell  and  deliver  to 
Applicant  Its  natural  gas  requirements        The  gas  will  be  used  for  domestic,  com- 
for  resale  suad  distribution  in  the  City  of    mercial  and  industrial  purposes. 
Slater,  all  as  more  fully  represented  in        Applicant  estimates  that  the  cost  of 
the  «)pllcatlon.  which  is  on  file  with  the    its  proposed  facilities  will  be  $489,500, 


Yfiu 

Re'iiilrfmcnta  In  Mi  f 

Pcrik  'lay 

917 
1,3K 
1,46:2 

Annuul 

1  

113.5^ 

2                             

144.  UV 

i               

l^^4i.'4 

I  Docket  No.  CPe3-1801 

MICHIGAN  WISCONSIN  PIPE  UNI  CO. 

Notice  of  Application  and  Date  •! 
Hearing 

JANUART  31.  IMl 

Take  notice  that  on  Noveabv  % 
1961,  as  supplemented  on  Deoeaka  H^ 
1961,  Michigan  Wisconsin  P^  UK 
Company  (Applicant),  645  Cf 
Street,  Detroit  26,  Mich.,  filed  In 
No.  CP62-130  an  application 
to  section  7(c)  of  the  Natural  QesM 
for  a  certificate  of  public  oo 
and  necessity  authorizing  the 
tion  and  operation  of  a  meter 
and  appurtenant  facilities  necewMyli 
the  establishment  of  a  new  dellveiT 
for  Wisconsin  Power  and  Light 
(Wisconsin  Power) .  an  existing 
of  Applicant,  all  as  more  fully  Mt 
in  the  application  which  is  on  flto  lii 
the  Commission  and  open  to  puUk  III' 
spection. 

The  estimated  total  cost  of  the  tMflh 
ties  proposed  under  this  appUeatklife 
$20,000  which  will  be  financed  fMl 
funds  on  hand. 

The  purpose  of  this  propesal  is  tMfr 
able  Wisconsin  Power  to  render  BiJ^ 
gas  service  to  the  Village  ot  MeVulll^ 
Dunn  Township.  Dane  County,  IWaWt* 
sin.  Applicant  states  that  no  alkMlfti 
of  additional  gas  will  be  required. 

This  matter  is  one  that  should  be<[»  • 
posed  of  as  promptly  as  possible  aftl. 
the  applicable  rules  and  regulaUoOi  ll|- 
to  that  end :  ^ 

Take  further  notice  that.  purgMaajl 
the  authority  contained  in  and  mxttj^Mf 
the  jurisdiction  conferred  upon  thsl^- 
eral  Power  Commission  by  secttBBM^ 
and  15  of  the  Natural  Gas  Act,  endV- 
Commission's  rules  of  practice  sndpi^ 
cedure.  a  hearing  will  be  held  o°  ^Jjjj,' 


8,  1962.  at  9:30  a.m.,  est.,  in --^- 

room  of  the  Federal  Power  CommlM^ 
441   G  Street   NW..   Washington,  Jilfm 
concerning  the  matters  involved  to^ 
the  issues  presented  by  such  api"  " 
Provided,  however.  That  the  Coi 
may.  after  a  non-contested  hearlBf,' 
pose  of  the  proceedings  pursuant  to 


(Project  No.  2106] 

PAOnC  GAS  AND  ELECTRIC  CO. 

Oi^  Hxing    Time    and    Place    for 
liariNf  and  Prescribing  Proc«clur« 
Januakt  30, 1962. 

lyoniar  Issued  October  19.  1961,  the 

ilon  fixed  a  puUlc  hearing  In 

_  No.  2106.  respecting  certain  mat- 

nd  tasues  raised  by  the  State  of 

acting   by  and  through  Its 

of  Fish  and  Game  (Inter- 

).  which  are  referred  to  In  the  ap- 

for   rehearing   filed   Septem- 

ivli;  1961.  and  Article  45  of  the  license, 

ii  baring  to  be  held  at  a  time  and 

Ito  to  be  specified  by  further  order 

tfteOammlsslon. 

m  pneedures  hereinafter  prescribed 
■I  Manded  to   eliminate   any  cause 
riMfe  Bight  otherwise  exist  for  a  pro- 
bearing:  by  requiring  that  the 
parties  submit  tn  advance  of 
relevant  facts  In  support  of 
ivpeetive  positions;  and  by  provld- 
■otions  to  strike  Improperly  pre- 
pnl  listtmony,  including  conelusians 
■i  Kkdons  presented  without  having 
ii  Mh  a  proper  foundation  therefor, 
lit  Oommlsslon  finds:  It  is  api«o- 
pMi  and  In  the  public  Interest  to  hold 
•ipMie  hearing  fixed  by  Commission 
i^i  biiii  il  October  19,  1961,  as  ho-ein- 
tfteyrevided. 

lit  Commission  orders: 
U)  Porsuant  to  the  authority  con- 
MMd  tn  and  subject  to  the  jurisdiction 
upon  the  Federal  Power  Corn- 
by  the  Federal  Power  Act,  par- 
section  308  thereof,  and  the 
's  rules  of  practice  and  pro- 
a  public  hearing  shall  be  held 
28. 1962.  at  10  ajn..  at  the  Com- 
il  Regional  Office.  555  Battery 
,  San  Francisco.  Calif.,  respecUng 
#lMtter8  Involved  and  Issues  refored 
wm  Sm  aforesaid  order  Issued  October 
tMl. 
>>  The  following  procedure  is  pre- 
^g>id  for  the  public  hearing  herein 

^  The  Department  of  Fish  and 
of  the  State  of  Calif  om)a  shall  by 
N.  1962.  file  with  the  Commts- 
Becretary   an   original  and  ten 
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copies  of  aU  of  Its  direct  testimony  (in- 
duditiff  quaUflcations  of  witnesses  and 
exhibits)  and  at  that  time  serve  three 
copies  thereof  on  the  Licensee. 

(2)  The  Licensee  shall  by  May  14, 
1962,  file  with  the  Commission's  Sec- 
retary, An  original  and  ten  coi^es  of  all 
of  its  testtmony  (including  qualifications 
of  witnesses  and  exhibits)  and  at  that 
time  serve  three  copies  thereof  on  the 
Department  of  Fish  and  Game. 

(S)  All  of  the  testimony  except  ex- 
hibits, shall  be  in  question  and  answer 
form. 

(4)  No  exhibits  (except  those  of  which 
ofBcial  notice  may  properly  be  taken) 
shall  <^nta*"  narrative  material  other 
than  brief  exidanatory  notes. 

(5)  All  exhibits  (except  those  of  which 
oflBcial  notice  may  properly  be  taken) 
shall  contain  brief  and  appropriate  titles. 
and  the  exhlUts  shall  be  fully  explained 
in  the  pttptjrtd  testimony  by  the  witness 
or  witnesses  q;K>nsoring  them. 

(6)  Eadi  witness  shall  execute  an  af- 
fidavit adopting  the  testimony  for  which 
he  fiimi"*f  responsibility  and  an  original 
and  two  conformed  copies  of  such  afll- 
davlts  shall  be  filed  with  his  prepared 
testimony. 

(7)  Any  party  submitting  more  than 
one  exhlUt  shall  enclose  a  cover  sheet 
listing  ^<the  title  of  each  exhibit  In  the 
sequence  they  wish  them  to  be  marked 
for  identification. 

(8)  Any  motions  to  strike  any  part  of 
the  prepared  testimony  and  exhibits 
(prior  to  cross-examination),  shall  be 
filed  with  the  Presiding  Examiner  or 
Chief  Examiner  by  May  18.  1962;  an- 
swers thereto  shall  be  filed  by  May  24, 
1962;  and  rulings  on  such  motions  will  be 
made  by  the  Examiner  at  the  time  such 
testimony  or  exhibits  are  offered  in  ac- 
cordance with  subparagraph  (9) . 

(9)  Upon  the  commencement  of  the 
hearing  and  after  appearances,  opening 
statonents,  and  other  preliminary  mat- 
ters, the  exhibits  previously  filed,  as  pro- 
vided above.  wlU  be  marked  for  Identl- 
flcatloa  In  the  sequence  directed  by  the 
Presiding  Examiner;  and  thereafter  the 
ie»mini»r  will  require  that  the  affidavits 
of  the  req^eetive  witnesses  and  their  pre- 
pared testimony  (together  with  the 
qualifleattons  of  the  respective  wit- 
nesses) previously  filed,  as  provided 
above,  be  ccvled  into  the  record  as 
though  read,  excepting  any  part  or  parts 
of  the  prepared  testimony  with  respect 
to  which  he  may  have  granted  motion  to 
strike. 

(10)  Tbe  Presiding  Examiner  will 
specify  the  order  of  cross-examination 
for  the  information  of  the  parties  in 
maUng  their  respective  witnesses  avall- 
aUe  for  cross-examination. 

(C)  Requests  for  extension  of  time 
oonoeming  the  time  for  any  filings  speci- 
fied hoeln  shall  be  made  In  writing. 
served  on  all  parties  and  filed  with  the 
Presiding  Examiner  or  the  Chief  Exam- 
iner (together  with  a  certificate  of  serv- 
ice) at  least  ten  dasrs  In  advance  of  the 
dates  spedfled  herein  (or  as  may  have 
been  extended) ,  and  any  answers  thereto 
shall  be  filed  with  the  Presiding  Exam- 
iner or  Chief  Examiner  within  three  days 
after  the  request  for  extension. 

(D)  Tlie  Commission's  rules  of  prac- 
tice and  procedure  shall  apply  in  this 
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proceeding  except  to  the  extent  that  they 
are  modified  or  supplemented  herdn  or 
to  the  extoit  that  tiwy  are  further  modi- 
fled  or  supplemented  lay  the  Examinwr 
with  the  consent  of  the  parties. 

By  the  Commission. 

[SKAL]  JosxPH  H.  Ounms. 

Secretary. 

[F.B.    Doc.    03-1213;     FUed,    Ttb.    0,    1903; 
8:40  ajn.] 


[Docket  Mo.  CP03-0e] 

PACIFIC  GAS  TRANSMISSION  CO. 

Notice  of  Application  and  Data  of 
Hearing 

Janvakt  31,  1962. 
Take  notice  that  on  S^itember  11. 
1961,  as  supplemented  on  September  28. 
1961,  and  October  20,  1961,  Padfle  Gas 
Transmission  Company  (Andleant) , 
245  Maricet  Street.  San  Frandsoo  6. 
Calif.,  filed  an  application  pursuant  to 
section  7(c)  of  the  Natural  Gas  Act  for 
a  certificate  of  public  convenience  and 
necessity  authorizing  the  coostmetlon 
anfl  operation,  as  necessary,  of  taps  and 
metering  facilities  at  unspecified  points 
along  Amilicant's  36-inch  transmission 
line  In  Idaho,  Washington  and  Oregon. 
In  order  to  deliver  to  El  Paso  Natural  Oas 
Company  (El  Paso) ,  at  such  points,  pftrt 
of  the  gas  Applicant  has  prevloady  been 
auth(»ized  to  transport  for  El  Paso  from 
Canada.  Such  facilities  would  Ik  built 
only  at  locations  where  El  Paso  is  or  will 
be  authorized  by  the  Commission  to  sdl 
gas  to  distributors  for  resale. 

Applicant's  proposals  are  more  fully 
set  forth  in  the  appllcatlan.  as  supirie- 
mented,  on  file  with  the  Commission  and 
open  to  public  inspection. 

In  its  order  of  August  5, 1960,  Issued  In 
Docket  Nos.  0^17350,  et  aL.  the  Oom- 
mlsslon authorized  Applicant  to  con- 
struct and  operate  a  36-Inch  transmis- 
sion line  extending  f  ran  the  Canadian 
boundary  at  a  point  in  Idaho  to  the 
Oregon-California  border  southeast  of 
Klamath  Falls.  Oreg.  That  order  also 
authorized  Applicant  to  transport  for 
El  Paso  a  portion  of  the  bitter's  Canadian 
gas  from  Canada  to  points  along  the  36- 
inch  line  in  Idaho.  Washington,  and 
Oregon. 

Applicant  states  that  in  Dodcet  No. 
CP60-15  El  Paso  has  pending  an  apfdi- 
cation  for  author!^  to  build  fadlitlea 
to  rec^ve  gas  from  Applicant's  36-tndi 
line  for  sale  to  two  distributors  for  resale 
in  Klamath  FaUs  and  Bend.  Oreg.  Tlie 
estimated  cost  of  Applicant's  iHopoeed 
facilities  at  Klamath  and  Bend  Is  $14,000 
and  $12,500.  req)ectivdy.  AppUeant 
states  that  the  estimated  cost  ot  stanOar 
facilities  at  any  other  point  on  its  S6- 
Inch  line  for  delivery  of  gas  to  B  Paao 
will  not  be  more  than  $12,500  for  tmdi 
delivery  point. 

The  application  shows  that  the  cost  of 
each  tap  win  be  borne  by  El  Paso  In  ac- 
cordance with  Applicant's  F^-  Oas 
Tariff. 

This  matter  is  one  that  should  be  dis- 
posed of  as  promptly  as  possible  under 
the  applicable  rules  and  regulatlaas  and 
to  that  Kod: 


I 
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Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  Jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections  7 
and  15  of  the  Natural  Oas  Act.  and  the 
Commisslcm's  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  on  March 
5,  1962.  at  9:30  a.m.  est..  In  a  Hearing 
Room  of  the  Federal  Power  Commission, 
441  a  Street  NW..  Washington.  DC. 
concerning  the  matters  involved  in  and 
the  issues  presented  by  such  application : 
Provided,  however.  That  the  Commis- 
sion may,  after  a  non-contested  hearing. 
dispose  of  the  proceedings  pursuant  to 
the  provisions  of  S  1.30(c)  (1)  or  (2)  of 
the  Commission's  rules  of  practice  and 
procedure.  Under  the  procedure  herein 
provided  for.  unless  otherwise  advised,  it 
wUl  be  unnecessary  for  Applicant  to  ap- 
pear or  be  represented  at  the  hearing. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis- 
sion^  Washington  25,  D.C.,  in  accordance 
with  the  rules  of  practice  and  procedure 
(18  CFR  1.8  or.  1.10)  on  or  before  Feb- 
ruary 23.  1962.  Failure  of  any  party  to 
appear  at  and  participate  in  the  hearing 
shall  be  construed  as  waiver  of  and  con- 
currence In  omission  herein  of  the  inter- 
mediate decision  procedure  in  cases 
where  a  request  therefor  is  made. 

Gordon  M .  Grant, 
Acting  Secretary. 

(FJi.    Doc.    ea-iaiS:     rued.    Feb.    0.     1962; 
8:45  ajn.l 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[File  No.  34D-25341 

ALUED  METALS  CO. 

Ord^r  Temporarily  Suspending  Ex- 
emption, Sfotement  of  Reasons 
Therefor,  and  Notice  of  Opportunity 
for  Hearing 

FiBRUART  1.  1962. 

I.  Allied  Metals  Company  (issuer),  a 
New  Mexico  corporation  located  at  3250 
Broadway  SE..  Albuquerque,  New  Mex- 
ico, filed  with  this  Commission  on  Sep- 
tember 11.  1961,  a  notification  on  Form 
1-A  and  an  offering  circular  relating  to 
an  ofrerlng  of  100,000  shares  of  its  $1 
par  value  non-assessable  Class  A  com- 
mon stock  at  an  offering  price  of  $1  per 
share,  which  was  amended  down  to 
50,000  diares  for  an  aggregate  of  $50,000. 
for  the  purpose  of  obtaining  an  exemp- 
tion from  the  registration  reqxiirements 
of  the  Securities  Act  of  1933.  as  amended, 
pursuant  to  the  provisions  of  section 
3(b)  thereof,  and  Regulation  A  promul- 
gated thereunder;  and 

n.  The  Commission  has  reasonable 
cause  to  believe  that: 

A.  The  terms  and  condltl(Mis  of  Regu- 
lation A  have  not  been  complied  with  in 
that: 

1.  Tbtt  notification  fails  to  disclose  the 
<ifniiat4»«  and  predecessors  of  the  issuer 
MM  required  by  Item  2  of  Form  1-A. 

2.  Tlie  Issuer  falsely  stated  in  its  notl- 
llcaUoii.  in  responding  to  Item  6  of  Form 
1-A,  that  none  of  its  directors,  offlcers  or 
others  were  subject  to  any  order,  Judg- 
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mcnt.   or   decree  specified  in  subpara- 
graph 2.  paragraph  (d)   of  Rule  252; 

B.  The  Regulation  A  exemption  is  not 
available  to  the  Issuer  in  that  Clifford 
O.  Taylor,  an  ofBcer  and  director  of  the 
issuer.  Is  subject  to  a  decree  of  perma- 
nent Injunction  of  the  character  speci- 
fied in  subparagraph  (2)  of  paragraph 
<d>   of  Rule  252. 

C.  The  offering  circular  contains  un- 
true statements  of  material  facts  and 
omits  to  state  material  facts  necessary 
in  order  to  make  the  statements  made, 
in  the  light  of  the  circumstances  under 
which  they  were  made,  not  misleading, 
particularly  with  respect  to: 

1.  The  failure  to  disclose  accurately 
and  adequately  the  speculative  and  ad- 
verse features  of  the  offering  and  risks 
attendant  to  the  proposed  business 
enterprise. 

2.  The  failure  to  disclose  whether 
there  has  been  adequately  controlled 
laboratory  testing  of  the  product  Ber-Al 
and  the  process  by  which  it  is  formed  to 
determine  the  practicalities  of  the  prod- 
uct's uses,  the  failure  to  disclose  accu- 
rately and  adequately  the  stage  of  re- 
search and  development,  and  the  failure 
to  define  the  principal  market  for  the 
product. 

3.  The  failure  to  disclose  whether  the 
process  of  metallurgy  proposed  to  be  ex- 
ploited has  been  subject  to  patent  search. 

4.  The  failure  to  disclose  accurately 
and  adequately  the  profxjsed  use  of  pro- 
ceeds, particularly  In  cormection  with  the 
remuneration  of  officers  and  directors. 

5.  The  failure  to  disclose  that  the 
shareholders'  right  to  transfer  stock  of 
the  corporation  Is  subject  to  the  corpo- 
ration's option  to  purchase  at  par  value 
such  stock  from  the  record  owner  within 
30  days  after  written  notice  of  transfer 
is  filed  with  the  company. 

6.  The  failure  to  disclose  accurately 
and  adequately  the  background  of  offi- 
cers and  directors. 

7.  The  failure  to  disclose  the  percent- 
age of  outstanding  securities  of  the  is- 
suer to  be  held  by  directors,  officers  and 
promoters  as  a  group  and  the  percentage 
of  such  securities  which  will  be  held  by 
the  public  If  all  securities  to  be  offered 
are  sold  and  the  respective  amounts  of 
cash  paid  therefor  by  such  group  and 
by  the  public. 

8.  The  failure  to  file  appropriate  fi- 
nancial statements. 

D.  The  offering  if  made  would  be  In 
violation  of  section  17 'a>  of  the  Securi- 
ties Act  of  1933.  as  amended. 

III.  It  is  ordered.  Pursuant  to  Rule 
261  fa>  of  the  general  rules  and  regula- 
tions under  the  Securities  Act  of  1933.  as 
amended,  that  the  exemption  under  Reg- 
ulation A  be.  and  it  hereby  is,  temporar- 
ily suspended. 

Notice  is  hereby  given  that  any  person 
having  any  Interest  in  the  matter  may 
file  with  the  Secretary  of  the  Commis- 
sion a  written  request  for  a  hearing 
within  thirty  days  after  the  entry  of  this 
order;  that  within  twenty  days  after  re- 
ceipt of  such  request  the  Commission 
will,  or  at  any  time  upon  its  own  motion 
may,  set  the  matter  down  for  hearing  at 
a  place  to  be  designated  by  the  Commis- 
sion for  the  purpose  of  determining 
whether  t^*'"  order  of  suspension  should 
be  vacated  or  made  permanent,  without 


prejudice.  how«»ver,  to  the 
and  presentation  of  addHJooii 
at  the  hearing;  that  If  no 
quested  and  none  is  ordered  Igp 
mission,  this  order  shall 
nent  on  the  thirtieth  day 
and  shall  remain  in  effect 
It  Is  modified  or  vacated  by  the 
slon;   and  that  notice  of  the 
place  for  any  hearing  will  be 
given  by  the  Commission. 

By  the  Commission. 

I  SEAL  1  Orval  L. 


aftsriJiiZ 
unlesMi^S 


IFR 


Doc.    62-1218;    Piled. 
8:46  ajn.| 


^«i| 


February  7,  19$2 


,    ^eet  of  such  order  the  reglitra- 
Jjj  aieh  company  aiiall  cease  to  be 


(File  No.  811-634) 

DETROIT  AND  CLEVELAND 
NAVIGATION  CO. 

Notice    of    Filing    of    AppNcaHtt  !■ 

Order  Declaring  That  CompMylHi 

Ceased  To  Be  an  Investmenl  ChI^ 

pany 

Jamtt&st  II.  nn. 

Notice  is  hereby   given  that 
and     Cleveland     Navigation 
("Applicant"),  1201  Grlswold 
Detroit  26.  Mich.,  a  Michlfaa 
tion  and   a  closed -end,   non 

Investment    company    reglstend 

the  Investment  Company  Act  if  Mt 
("Act")  has  filed  an  appUeaHM  p|^ 
suant  to  section  8(f)  of  theAoklva 
order  declaring  that  AppUseat  fee 
ceased  to  be  an  Investment  eoHpap: 

Applicant    represents    thai    11  wt 
formally  dissolved  by  the  filing 

ber  5.  1960,  with  the  Michigan 

tion  and  Securities  CommlaiM  si  ■ 
Agreement  of  Merger  (  , 
between  Applicant  and  Demrv 
Trucking  Company,  Inc.  CDmnD.t 
Nebraska  Corporation,  wheralgr 
cant  was  merged  Into 
Agreement  was  submitted  to 
ers  and  approved  by  a  t 
of  all  of  Applicant's  outstandiiig« 
stock  at  a  special  meeting  hdi 
gust  16.  1960. 

The  Agreement  provided  thii 
cant  was  to  turn  over  to  the 
of  Denver,  135,643  shares  of  its 
stock.  $5  par  value,  being  aU 
standing  stock  of  Apphcant, : 
the    surviving    Corporation, 

agreed  to  deliver  to  the ^ 

Applicant  shares  of  Denver  at  <b»|% 

of  one  and  two-fifths  shares  tf  Wm 

of  Denver  for  each  share  of  ttNi 

mpn  stock  of  Applicant  si 

the  additional  payment  at  the 

$20.00  per  full  share  In  lieu  of  " 

shares  of  Denver  to  which 

shareholders  were  entitled.   AH( 

cant's  shares  have  been 

cept  162  shares  held  by  eighty* 

The  First  National  Bank  of 

746  *i  shares  of  Denver 

and  $438.59  in  cash  In  lieu  of      - 

Interests  for  the  satlsfactloiL_ef 

cant's  uhsurrendered  shares. 

Section  8(f)   of  the  Act 
pertinent  p«u^,  that  whenever 
mission  upon  application 
registered     investment 
ceased  to  be  an  investment 
shall  so  declare  by  order  and 


Tte  further  given  that  any  lnl8r> 

^TZmim  may.  not  later  than  FdAra- 
zS^rSo  »t  6:30  pjn^  submit  to  the 
'"ul^—'*"  writing  a  request  for  a 
zSS^the  matter  accompanied  by 
fSSL^t  as  to  the  nature  of  his  tnter- 
^Ujj'iwunn  for  such  re<iuest  and  the 
i^aof  tmet  or  law  proposed  to  be  con- 
TZat&l  or  he  may  request  that  he  be 
"^Ttf  the  Commission  shaU  order  a 
!^^  thereon.  Any  such  communlea- 
^^^m3a  be  addressed:  Secretary, 
r^ipffl—  and  Exchange  Commission. 
Sr^uMtao  25,  D.C.  A  copy  of  such  re- 
^^fZaU  be  served  personally  or  by 
2fl(alr  maU  if  the  person  being  served 
^ioeated  more  than  500  miles  from  the 
Hint  of  mailing)  upon  applicant.  Proof 
S^oeh  service  (by  affidavit  or  in  ease 
S  SB  attomey-at-law  by  certificate) 
^ouid  be  filed  contemporaneously  with 
^nmt-  At  any  time  after  said  date, 
SI  pnvldsd  by  Rule  0-5  of  the  rules  and 
j^glgllons  promulgated  imder  the  Act, 
IB  «d«r  disposing  of  the  appllcatkm 
M^  may  be  issued  by  the  Commiaalon 
MOB  the  basis  of  the  showing  contained 
to  mM  application,  unless  an  order  for 
ig  upon  said  application  shall  be 
upon  request  or  upon  the  Com- 
n'i  own  motion. 


g^  the  Conunisslon.  '  • 

[a«L]  Okval  L.  DoBoib. 

Secretary. 


lyjL.  Doe.    aa-iaiS;    nied,    Feb.   6. 
8:4«ajn.] 
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(FUeNo.  1-17281 

GILCHRIST  CO. 

Niliee  of  Application  to  Withdraw 
he..i  Listing  and  Rogistralien  and 
ef  Opportunity  for  Hearing 

FSBBUABT   1,    1962. 

b  the  matter  of  Qllchrist  Company, 
MBBon  stock;  FUe  No.  1-1723. 
The  above  named  issuer  has  filed  an 
with  the  Securities  and  Ex- 
OommlBslon  pursuant  to  section 
tMi  of  the  Securities  Exchange  Act 
tf  MM  and  Rule  I2d2-l(b)  promulgated 
to  withdraw  the  spedfled 
from  Ustlng  and  registration  on 
Stock  Exchange. 
'  Ibe  reasons  alleged  in  the  M>plication 
fti  vtthdrawing  this  security  from  llst- 
IV  and  registration  include  the  f oUow- 
IH:  The  continued  listing  and  registra- 
!■  on  the  Exchange  would  result  in 
expense  to  Applicant,  in- 
fees  for  listing  additional  shares 
fli  npmses  incident  to  the  filing  of 
lliMs  reports  and  other  documents.  In 
Wft  past  eight  years  Applicant  has  paid 
"  '  of  $752.50  in  listing  fees  alone 
vidumes  averaged  less  than  150 
per  anniun.  The  stock  remains 
i  on  the  American  Stock  Exchange, 
i  receipt  of  a  request,  on  or  before 
16.  1862.  from  any  interested 
for  a  hearing  In  regard  to  terms 
1  upon  the  delisting  of  this 
f,  the  Commission  will  determine 
'  to  set  the  matter  down  for  hear> 
AMfa  request  should  state  brtefly 
/ 
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the  nature  of  the  interest  of  the  person 
reqoeettng  the  hearing  and  the  position 
he  propoaaa  to  take  at  the  hearing  with 
respeet  to  Imposition  at  terms.  In  addi- 
tkm,  any  interested  person  may  submit 
his  TlewB  or  axiy  additional  facts  bearing 
on  his  abdication  by  means  of  a  letter 
addreased  to  the  Secretary  of  the  Secu- 
rities and  Exchange  Commission.  Wash- 
ington 25,  D.C.  If  no  one  requests  a 
hearing  on  this  matter,  this  application 
will  be  determined  by  order  of  the  Com- 
ndaaion  an  the  basis  of  the  facts  stated 
in  the  HV>Ucation  and  othe:-  information 
contained  in  the  official  file  of  the  Cran- 
missJon  pertaining  to  the  matter. 

By  the  Commission. 

[SKAL]  Okval  L.  DuBois, 

Secretory. 

(FJl.    Doc.    63-1220;    FUed.    Feb.    6.    1962; 
8:46  ajn.] 


CNL  SERVICE  COMMISSION 

CERTAIN  VETERINARIAN   POSITIONS 
THROUGHOUT  THE  WORLD 

Notice  of  Increase  in  Minimum  Rote 
of  Pay 

Under  the  provisions  of  section  803  of 
the  Classiflcatlon  Act  of  1949,  as  amend- 
ed (68  SUt.  1106;  5  UJS.C.  1133),  pur- 
suant to  5  CFR  25.103,  25.105,  the 
Commission  has  increased  the  »«<r>iitniTn 
rate  of  pay  for  classes  of  positions  at 
graide  08-8  in  OS-701-0  Veterinarian 
Series  firom  $6,435  (rate  a)  to  $7,260 
(rate  f ) .  The  increases  will  be  effective 
on  the  first  day  of  the  second  pay  p^od 
whfeh  begins  after  February  2. 1962,  and 
m)ply  to  these  positions  on  a  worldwide 
basis. 

Umitxd  States  Civil  Sxrv- 
icx  C(»aiissiON, 

[SKALl         MASY  V.  WENZKL. 

«  Executive  Assistant  to 

the  Commissioners. 

[PH.    Doe.    62-1248;    FU«d,    Feb.    6,    1962; 
8:49  ajn.] 


INTBISTATE  COMMERCE 
COMMISSniN 

[Notice  190] 

MOTOR  CARRIER  ALTERNATE  ROUTE 
DEVIATION  NOTICES 

Fbbbuabt  2. 1962. 

The  following  letter-notices  of  pro- 
posals to  operate  over  deviation  routes 
for  operating  convenience  only  with  serv- 
ice at  no  intermediate  points  have  been 
filed  with  the  Interstate  Commerce  Com- 
mission, under  the  Commission's  devi- 
aUon  rules  revised,  1957  (49  CFR  211.1 
(c)  (8) )  and  notice  thereof  to  all  inter- 
ested persons  is  hereby  given  as  provided 
in  such  rules  (49  CFR  211.1(d)(4)). 

Protests  against  the  use  of  any  pro- 
posed deviation  route  herein  described 
may  be  filed  with  the  Interstate  Com- 
merce Commission  In  the  manner  and 
form  provided  in  such  rules  (49  CFR 
211.1(e) )  at  any  time  but  will  not  oper- 
ate to  stay  commencement  of  the  pro- 


posed  operations  unless  filed  wttUii  tt 
days  from  the  date  of  ptiblioatlon. 

Successively  filed  letter-notloes  of  tiM 
same  carrier  tinder  the  Oommlalon^ 
deviation  rules  revised.  1867.  win  ba 
numbered  consecutively  for  oonreoiflBet 
in  identification  and  proterts  if  any 
should  refer  to  such  letter-notloea  by 
number. 

MoTOK  Caksihui  or  FwoiPBar 

No.  MC  2401  (Sub-No.  5)  (Devlatioa 
No.  3) ,  MOTOR  FREiaRT  OQRFORA^ 
TION,  2345  South  13th  Street.  Terra 
Haute,  Ind..  filed  January  25. 1882.  Car- 
rier proposes  to  oiwrate  as  a  oomaum 
carrier,  by  motor  vehicle,  of  ffeaeral 
commodities,  with  certain 
over  a  deViatimi  route 
m.,  and  St.  Louis.  Mo.,  over 
Highway  55,  for  open,UDg  odnvenlenee 
only,  serving  no  intermediate  potnta. 
The  notice  indicates  that  the  carrier  la 
presently  authoriaed  to  tran^ort  ttie 
same  commodities  over  a  perttncot  serv- 
ice route  as  follows:  From  St.  Lools  over 
UJS.  Highway  40  to  Marahall,  HL.  thenoe 
over  Illinois  Highway  1  to  Pula.  IH^ 
thence  over  Illinois  Eaghway.18  to  Jvoct 
tion  Illinois  Sflbway  48.  near  yansii. 
HI.,  thenoe  over  Illinois  midiway  68  to 
Chicago,  and  return  over  the  same  roote. 

No.  MC  11184  (Deviation  No.  1).  Mc^ 
DANIEL  FREIGHT  UNEB.  INC..  414 
North  Walnut'  Street,  Crawfbfdsvllle, 
Ind..  filed  Jaxuiary  22, 1862.  Carrier  pro- 
poses to  operate  as  a  common  oarrttr,  by 
motor  vehicle,  of  general  commotfttiac 
with  certain  exceptiaas.  over  deviation 
routes  as  follows:  (A)  Rram  the  JuiMtimft 
of  Interstate  Highway  74  and  UJELRIi^- 
way  136,  approximatebr  V^  mllea  eai|t 
of  Danville,  HL,  over  Interstate  Bghway 
74  to  Junctionrn.S.  Hlidiway  1S6.  2  milea 
west  of  Veedersburg.  LuL,  and  (B)  £ram 
Uzton.  Ind.,  over  Indiana  ffii^way  It  to 
Junction  Interstate  mghway  74.  ttflHoe 
over  Interstate  Hisliway  74  to  Junction 
n.S.  Highway  136  (formerly  Ihdiana 
Highway  34)  at  the  west  edge  of  8k>eed- 
way,  Ind.;  and  return  over  the  aame 
routes,  for  (qwrating  convenienoe  only, 
serving  no  intermediate  points.  The  no- 
tice indicates  that  the  carrier  is  preaently 
authorized  to  transsxvt  the  aame  oom-- 
modities  over  a  pertinoit  service  route 
as  follows:  From  Danville.  HL.  over  VS. 
Highway  136  to  Indianapolis,  Ind.,  and 
return  over  the  same  route. 

No.  MC  39763  (Deviatton  No.  1) ,  O.  K 
GHOQER  TR  JCK  UNE,  INC..  Walton. 
Ky.,  filed  January  26,  1962.  Attorney 
Fred  F.  Bradley.  P.O.  Box  127,  Flwik- 
fort,  Ky.  Carrier  proposes  to  <q;wrate 
as  a  common  carrier,  by  motor  vdiide. 
of  general  commoditie*,  with  certain  ex- 
ceptions, over  a  deviation  route  as  fol- 
lows: From  the  Junction  of  lutentate 
Highway  75  and  UJB.  Highway  25.  at 
Covington,  Ky.,  over  Interstate  High- 
way 75.  to  Junction  KentuAy  EOsbway 
16.  at  Walton,  Ky.,  and  return  over  ttie 
same  route,  for  operating  eonv«nlenoe 
only,  serving  no  intomedlate  points. 
The  notice  indicates  that  the  carrier  is 
presently  authorised  to  tranq;wrt  the 
same  c(»nmodities  over  a  potinent  serv- 
ice route  as  follows:  From  Walton,  over 
Kentucky  Highway  16  to  Junction  Ken- 
tucky Highway  17,  thence  over  Kentnrty 
Highway  17  to  junction  UJS. 
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35,  thenee  OTer  UJS.  Highway  25  to  Cin- 
cinnati. Otado,  and  return  over  the  aame 
route. 

No.  IfC  49387  (Devlatk>n  No.  1). 
ORSCHELN  BROS.  TRUCK  LINES, 
INC..  339  North  Williams  Street,  Mo- 
berly.  Mo.,  filed  January  22.  1962.  Car- 
rier proposes  to  (HTcrate  as  a  common 
carrier,  by  motor  vehicle,  of  general 
commodities,  with  certain  exceptions. 
over  a  deviation  route  between  East 
Peoria  and  Morton.  111.,  over  Interstate 
Highway  74.  for  operating  convenience 
only,  serving  no  intermediate  points. 
The  notice  Indicates  that  the  carrier  is 
presently  authorized  to  transport  the 
same  commodities  over  a  pertinent  serv- 
ice route  as  follows:  F*rom  East  Peoria 
over  n.S.  Highway  150  to  Morton,  and 
return  over  the  same  route. 

No.  MC  734C2  (Deviation  No.  3), 
CLINTON  TRANSPORTATION  CORP., 
618  West  43d  Street.  New  York  18,  N.Y.. 
filed  January  25,  1982.  Attorney  Samuel 
P.  Dellsl.  1515  Park  Building.  Pittsburgh 
22,  Pa.  Carrier  proposes  to  operate  as 
a  common  carrier,  by  motor  vehicle,  of 
general  commodities,  with  certain  excep- 
tions, over  a  deviation  route  as  follows: 
Prom  New  York,  N.Y..  over  Interstate 
Highway  95  to  Its  Junction  with  the 
Connecticut  Turnpike,  at  or  near  Inter- 
change 78,  thence  over  the  Connecticut 
Turnpike  to  Junction  U.S.  Highway  6. 
thence  over  U.S.  Highway  6  to  Provi- 
dence. R.I.,  and  return  over  the  same 
route,  for  operating  convenience  only. 
-serving  no  Intermediate  points.  The 
notice  Indicates  that  the  carrier  is  pres- 
ently authorized  to  transport  the  same 
commodities  over  a  pertinent  service 
route  as  follows:  Prom  New  York  over 
U.S.  Highway  1  to  Junction  Connecticut 
Highway  95  (formerly  Connecticut 
Highway  84).  thence  over  Connecticut 
Highway  95  to  the  Connecticut-Rhode 
Island  State  hne.  thence  over  Rhode 
Island  Highway  95  (formerly  Rhode 
Island  Highway  84)  to  Hopkinton.  R.I.. 
thence  over  Rhode  Island  Highway  3  to 
Providence,  and  return  over  the  same 
route. 

No.  MC  73482  (Deviation  No.  4), 
CLINTON  TRANSPORTATION  CXJRP.. 
518  West  ^3d  Street.  New  York  18.  NY., 
filed  January  25, 1982.  Attorney  Samuel 
P.  Dellsl.  1515  Park  Building.  Pittsburgh 
22.  Pa.  Carrier  proposes  to  operate  as 
a  common  carrier,  by  motor  vehicle,  of 
general  commodities,  with  certain  excep- 
tions, over  a  deviation  route  between 
Hoi^clnton  and  Providence.  R.I..  over 
Interstate  Highway  95.  for  operating 
convenience  only,  serving  no  intermedi- 
ate points.  The  notice  indicates  that 
the  carrier  Is  presently  authorized  to 
transport  the  same  commodities  over  a 
pertinent  service  route  as  follows:  From 
Hopkinton  over  Rhode  Island  Highway 
3  to  Providence,  and  return  over  the 
same  route. 

No.  MC  73482  (Deviation  No.  5) .  CLIN- 
TON TRANSPORTATION  CORP..  516 
West  43d  Street,  New  York  18,  N  Y  .  filed 
January  35,  1982.  Attorney  Samuel  P. 
Delist  1515  Park  Building.  Pittsburgh 
22.  Pa.  Carrier  proposes  to  operate  as  a 
eommon  carrier,  by  motor  vehicle,  of 
general  oommodities.  with  certain  excep- 
tkXM  over  a  deviation  route  as  follows: 
Ftom  filnlngfleld.  Mass.,  over  Interstate 
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Highway  90  (the  Massachusetts  Tum- 
Irfke)  to  )unrtk>n  Massachusetts  High- 
way 138,  thMice  over  Maasaehuaetts 
Highway  128  to  Jvmctlon  Massachusetts 
Highway  9.  and  ret»im  over  the  same 
route,  for  operating  oonvenience  only, 
serving  no  intermediate  points.  The 
notice  Indicates  that  the  carrier  Is  pres- 
ently authorized  to  transport  the  same 
commodities  over  a  pertinent  service 
route  as  follows:  From  Springfield  over 
U.S.  Highway  20  to  Worcester,  Mass.. 
thence  over  Massachusetts  Highway  9 
to  Boston.  Mass..  and  return  over  the 
same  route. 

No.  MC  105275  (Deviation  No.  1),  W. 
T.  BYRNS  MOTOR  EXPRESS.  INC..  646 
Coffeen  Street.  Watertown.  N.Y.,  filed 
January  22.  1962.  Carrier  proposes  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  of  general  commodities,  with 
certain  exceptions,  over  a  deviation 
route  between  Syracuse  and  Watertown. 
NY.,  over  Interstate  Highway  81.  for 
operating  convenience  only,  serving  no 
intermediate  points.  The  notice  indi- 
cates that  the  carrier  Is  presently  au- 
thorized to  transport  the  same  commodi- 
ties over  a  pertinent  service  route  as 
follows:  Prom  Syracuse  over  UJS.  High- 
way 11  to  Watertown.  and  return  over 
the  same  route. 

No.  MC  111231  (Deviation  No.  17). 
JONES  TRUCK  UNES.  INC.,  610  East 
Emma  Avenue.  Springdale.  Ark.,  filed 
January  22.  1962.  Carrier's  representa- 
tive B.  J.  Wiseman,  same  address.  Car- 
rier proposes  to  operate  as  a  common 
carrier,  by  motor  vehicle,  of  general 
commodities,  with  certain  exceptions, 
over  a  deviation  route  as  follows:  Prom 
the  junction  of  U.S.  Highway  69  amd 
Kansas  Highway  57.  near  Franklin. 
Kans..  over  Kansas  Highway  57  to  junc- 
tion US.  Highway  59.  thence  over  Kan- 
sas Highway  47  to  junction  Kansas 
Highway  98.  thence  over  Kansas  High- 
way 96  to  junction  Kansas  Highway  99. 
thence  dVer  Kansas  Highway  99  to  Junc- 
tion UJS.  Highway  54,  and  return  over 
the  same  route,  for  operating  conven- 
ience only,  serving  no  Intermediate 
points.  The  notice  indicates  that  the 
carrier  is  presently  authorized  to  trans- 
port the  same  commodities  over  perti- 
nent service  routes  as  follows  i  From 
Kansas  City,  Mo.,  over  city  streets  to 
Kansas  City,  Kans..  thence  over  U.S. 
Highway  69  to  junction  U.S.  Highway  66. 
thence  over  US.  Highway  66  to  Tulsa. 
Okla.;  and  from  Fort  Scott,  Kans..  over 
U.S.  Highway  54  to  Wichita.  Kans  ,  and 
return  over  the  same  routes. 

No.  MC  111231  (Deviation  No.  18', 
JONES  TRUCK  LINES.  INC..  610  East 
Emma  Avenue.  Springdale.  Ark.,  filed 
January  24.  1962.  Carriers  representa- 
tive B.  J.  Wiseman,  same  address.  Car- 
rier proposes  to  operate  as  a  common 
carrier,  by  motor  vehicle,  of  erenerol  com- 
modities, with  certain  exceptions,  over  a 
deviation  route  as  follows:  From  the 
junction  of  U.S.  Highway  69  and  Kansas 
Highway  57  over  Kansas  Highway  57  to 
the  Kansas-Missouri  State  Line,  thence 
over  Missouri  Highway  171  to  junction 
Missouri  Highway  96,  thence  over  Mis- 
souri Highway  96  to  junction  Missouri 
Highway  43.  thence  over  Missouri  High- 
way 43  to  junction  County  Road  "H  ", 


thence  over  County  Road  "H* 
Mo.,  and  return  over  the 
operating  oonvenience  only, 
intermediate  points.     The  ' 
cates  that  the  carrier  Is 
thorized  to  transport  the 
ties  over  pertinent  service 
lows:    From  Kansas  C^ty,  Mo,, 
Highway  71.  via  Carthage  and 
Mo.    to   Fort   Smith,   Kans.; 
junction  of  U.S.  Highways  71 
over    U.S.    Highway   180  to 
Kans  .  thence  over  U.S.  Hlgh^ 
Pittsburg,  Kans.;  and  from 
Mo.,  over  city  streets  to 
Kans  ,  thence  over  U.S.  Hlghmil 
junction  U.S.  Highway  88. 
US  Highway  66  to  Tulsa,  Okla, 
turn  over  the  same  routes. 

By  the  Commission. 

[sEALl  Harold  D. 


[FR.     Doc.    63-1237:     Piled,    VM.   1^  tm 
8:47  »jn.]  ^ 


(Notice  4a0] 

MOTOR  CARRIER  APPLICAT1QNI  M| 
CERTAIN  OTHER 


.^tdaemiay*  February  7,  1962 

«.    MC   11220    (Sub-No.    77),   filed 

?Lrt4l982.    Applicant:  GORDONS 

JgSffOirrS.  INC.,   185  west  Mcl^- 

'■■'^treet   Memphis.   Tenn.     Appll- 
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PxBausiTl, 
The  following  publicatlom  a 
emed  by  the  Interstate 
mission's  general  rules  of 
eluding  special  rules  (49  CPB  Ull) 
governing  notice  of  filing  of 
by  motor  carriers  of  property  or 
gers  or  brokers  under  sectlona 
and  211  of  the  Interstate  CommamAtl 
and  certain  other  proceedings  with  »> 
spect  thereto. 

All  hearings  and  pre-hearing  matm- 
ences  will  be  called  at  9:30  o'eloek  aa. 
United  States  standard  tlmt  (or  •:■ 
o'clock  a.m.,  local  daylight  sarlni  tfeH^ 
If  that  time  Is  observed).  milMi«ito> 
wise  specified. 

Applications  Assigned  for  Oial 

OR    PRI-HEARDfC    CO: 


motor  carrizss  or  nti 

No.  MC  1485  (Sub-No.  5). 
ber    5.      1961.    Applicant: 
TRANSPORTATION,        I  N CO M#- 
RATED,  360  Governor  Street, 
ford.      Conn.       Applicant's 
Thomas  W.  Murrett,  410      . 
Hartford  3.  Corm.    Authority  Mirfiltl 
operate  as  a  common  carrier,  t^ 
vehicle,  over  Irregular  routes, 
Ing:    Meats,  packinghouse 
commodities  used  by  pad 
defined  by  the  Commission, 
frozen    foods,    restricted 
transportation  of  such 
bulk.  In  tank  vehicles,  (1)  from 
ter  and  Springfield,  Mass..  to 
Connecticut,  (2)  from  New  Hafi% 
Britain.  Meriden.  and  Waterbv^. 
to  Springfield,  and  Worcester, ' 
(3)  empty  containers  or  other 
cidental  facilities  (not  specified) 
transporting  the  commoditiei 
above,  on  return.  ^ 

HEARING:  March  12,  mi»»* 
Bond  Hotel.  Hartford,  Cona,  ■•» 
Joint  Board  No.  22,  or.  If  Chi 
Board  waives  its  right  to 
fore  Examiner  William  A. 


-«i  i^rney:  James  W.  Wrape  2111 
ffik  Building.  Memphis  3.  Tenn. 
Kwrtty  sought  to  operate  as  a  com- 
'ZmZinier  by  motor  vehicle,  over  regu- 
Siwites,  transporting:  General  com- 
■"^  "^,  (except  those  of  unusual  value, 

^m  A  and  B  explosives,  commodities 
ta^ft  oommodities  requiring  special 
Z^mtnt  and  those  Injurious  or  con- 
J^^Mjig  to  other  lading),  between 
ErWs  Tenn..  and  HuntsvlUe,  Ala.; 
Siliffliphls  over  U.S.  Highway  72  to 
gSgrllle  (also  from  Memphis  over  U.S. 
^nray  72  to  junction  Alternate  UJ8. 
^^I»  72  thence  over  Alternate  U.S. 
Mwt^  72  to  HuntsvlUe),  and  return 
MW  the  same  routes,  serving  those  inter- 
JSist*  and  off-route  points  located 
JJjnM  mUes  of  Decatur,  Ala. 

^HS-  AW>llcant  Btates  that  in  Its  Ortl- 
t^fioUC  11220  (Sub-No.  67)  It  te  author- 
L^  to  Jtraniport  the  above-described  com- 
r!^««„  OTer  Irregular  routes,  between 
"T^Tithln  26  mUea  of  Decatur,  Ala.,  not 
Hl^^i^  Deeatur.  on  the  one  hand,  and, 
Ty||^«UMr.  Memphis,  Tenn..  and  Blrmlng- 
^■L  Ala.  Applicant  also  states  that  no 
^_  poiots  wUl  be  served  and  no  new  serr- 
Z»  iurssult  In  the  proposed  "operation. 
tgpHeaBt  sUtes  that  It  merely  seeks  to  con- 
firt  W  present  irregular  route  c^)erstlon 
l-lBgncuiju^  poute  service;  and  that  Hunts- 
tm.  Alia.  Is  within  a  35  mUe  radius  of  De- 
_^  Applicant  Is  agreeable  to  the  can- 
i^minii  at  Its  orarespondlng  Irregular  route 
gaUMtKy  in  the  event  the  authority  sought 
n^  t>'t«  application  Is  granted. 

BEARING:  March  13.  1962,  at  the 
Ckridfe  Hotel.  Memphis,  Tenn..  before 
ffywrtTwr  Lawrence  A.  Van  Dyke.  Jr. 

llo.lfC  13964  (Sub-No.  3 >,  filed  Octo- 
tar  12,  1961.  Applicant:  JOHN  R. 
MOROAN,  doing  business  as  JOHN  R. 
HORQAN  CO.,  20116  Greydale.  Detroit 
U  Mch.  Applicant's  attorney:  Rex 
Bb»,  1800  Buhl  Building,  Detroit  28. 
mdi.  Authority  sought  to  operate  as 
t  common  carrier,  by  motor  vehicle. 
Offer  Irregular  routes,  transporting: 
Bor$et  (other  than  ordinary),  grooms, 
mueott,  equipment,  and  tack,  between 
lOtats  In  Michigan,  on  the  one  hand. 
Md.  OB  the  other,  points  In  Arizona.  Ar- 
taau,  California,  Colorado.  Connectl- 
Mt,  Ddaware,  Iowa.  Louisiana,  Mary- 
tad.  Massachusetts,  Missouri,  New 
laaef.  Hew  York,  Rhode  Island,  Vlr- 
rt^a.  West  Virginia,  and  Wisconsin. 

WEARING:  March  27,  1962,  at  the 
XMntt-Leland  Hotel,  Detroit,  Mich.,  be- 
loniuminer  Reece  Harrison. 

Hb.  MC  22278  (Sub-No.  10).  filed 
89tanber  15.  1961.  AppUcant:  TAKIN 
B0&  FREIGHT  LINE.  INC.,  2125  Com- 
■Bdal  street.  Waterloo.  Iowa.  AppU- 
cnn  attorney:  Charles  B.  Myers,  2108 
FMd  Building,  Chicago  3,  ni.  Author- 
ly  sooght  to  operate  as  a  common 
tmier,  by  motor  vehicle,  over  irregular 
notes,  transporting:  Dressed  beef,  fro- 
«a  meat,  also  fresh  meat  and  other 
ntttiig-house  products  as  described  In 
Appendhc  I  of  Descriptions  in  Motor 
CtMer  Certificates,  81  M.C.C.  209.  be- 
Spencer.  Iowa,  and  Maaon  City, 


BEARING:  March  23,  1982,  In  Room 
411.  Old  Federal  Office  Building.  Fifth 


and  Court  Avenues,  Des  Moines,  Iowa, 
before  Joint  Board  No.  92,  or.  If  the 
Joint  Board  waives  its  right  to  partici- 
pate, before  Examiner  Armln  O.  Clement. 
No.  MC  25798  (Sub-No.  83) ,  filed  Janu- 
ary 22.  1962.  Applicant:  CLAY  HYDER 
TRUCKINO  LINES,  INC.,  P.O.  Box  1075, 
Dade  City,  Fla.  Applicant's  attorney: 
Thomas  F.  Kilroy,  Suite  610,  1000  Corm. 
Avenue  NW.,  Washington  6,  D.C.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Apple  juice,  apple 
juice  concentrate,  grape  ju^ce  and  grape 
juice  concentrate,  in  bulk,  in  tank  ve- 
hicles, from  Dundee,  Westfleld,  William- 
son, and  Hilton,  N.Y.,  to  Spartanburg, 

s  c 

HEARING:  March  20,  1962.  lat  the 
Offices  of  the  Interstate  Commerce  Com- 
mission, Washington,  DC.  before  Ex- 
aminer Leo  M.  Pellerzi. 

No.  MC  25798  (Sub-No.  66) .  filed  Janu- 
ary 22,  1962.  Applicant:  CLAY  HYDER 
TRUCKINO  LINES,  INC.,  P.O.  Box  1075, 
Dade  City,  Fla.  Applicant's  attorney: 
Thomas  F.  Kilroy,  1000  Conn.  Avenue 
NW..  Washington  6,  D.C.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Frozen  fried  onion  rings, 
in  mixed  shipments  with  frozen  seafoods, 
from  Gloucester,  Mass.,  to  points  in  Ala- 
bama»  Delaware,  Florida,  Georgia,  Illi- 
nois. Indiana.  Iowa,  Kentucky,  Louisiana, 
Maryland,  Mississippi,  Michigan.  Mis- 
souri, New  York,  New  Jersey,  North  Caro- 
line, Ohio.  Pennsylvania,  South  Caro- 
lina, Tennessee,  Virginia.  West  Virginia, 
and  the  District  of  Columbia. 

HEARING:  March  22.  1962,  at  the  Of- 
fices of  the  Interstate  Commerce  Com- 
mission, Washington,  DC,  before  Ex- 
aminer Dallas  B.  Russell. 

No.  MC  25798  (Sub-No.  67) ,  filed  Janu- 
ary 22,  1982.  Applicant:  CLAY  HYDER 
TRUCKING  LINES,  INC.,  P.O.  Box  1075, 
Dade  City,  Fla.  Applicant's  attorney: 
Thomas  F.  Kilroy,  1000  Conn.  Avenue 
NW.,  Washington  6,  D.C.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  (1)  Frozen  foods  from 
Seabrook.  NJ.,  to  points  in  Massachu- 
setts, Connecticut,  Pennsylvania,  New 
York.  Rhode  Island.  Maine,  Vermont, 
and  New  Hampshire:  and  (2)  frozen 
fruits  and  frozen  berries,  in  straight  and 
mixed  shipments,  and  frozen  fruits, 
frozen  berries  and  frozen  eggs,  in  mixed 
shipments,  from  points  in  Maine  and 
New  Hampshire  to  points  in  West  Vir- 
ginia. Virginia,  Tennessee,  North  Caro- 
lina. South  Carolina,  Georgia,  Florida. 
Alabama,  Mississippi,  and  the  District  of 
Columbia. 

HEARING:  March  21,  1962,  at  the  Of- 
fices of  the  Interstate  Commerce  Com- 
mission, WasWngton,  D.C,  before  Ex- 
aminer Leo  A.  Rlegel. 

No.  MC  27817  (Sub-No.  42) .  filed  Janu- 
ary 18, 1962.  Applicant:  H.  C.  OABLER, 
INC.,  RJ).  No.  3.  Chambersburg,  Pa. 
Applicant's  attorney:  Christian  V.  Graf, 
407  North  Front  Street,  Harrlsburg.  Pa. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Pyrophyllite,  from 
IKxlnts  in  South  Mlddleton  and  Dickin- 
son Townships,  Cumberland  County,  Pa^ 
to  points  in  Connecticut,  Delaware,  Mas- 
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sachusetts,  Maryland.  New  Jersey,  New 
York.  Ohio,  Rhode  Island.  Virginia,  and 
West  Virginia. 

HEARING:  March  12. 1982.  at  the  Of - 
flees  of  the  Interstate  Commerce  Com- 
mission, Washington,  D.C.  before  Ex- 
aminer Richard  H.  Roberts. 

No.  MC  29680  (Sub-No.  11),  filed  De- 
cember 7.  1961.     AppUcant:  HERMAN 
LOZOWICK.    Ban«*ETH    IX5ZOWICK, 
PRANK  LOZOWICK,  AND  JACK  lOZO- 
WICK,  a  partnership,  doing  business  as 
HERMAN  LOZOWICK  TRUCKINO  CO., 
320  Mjotle  Street,  Elizabeth,  N.J.   Appli- 
cant's representative:  Bert  ColUnB,  140 
Cedar  Street,  New  York  8,  N.Y.   Aiithor- 
Ity  sought  to  operate  as  a  contract  car- 
rier, by  motor  vehicle,  over  Irregular 
routes,     transporting:     Brorwe,     brtiss, 
copper  and  nickel  products,  and  In  con- 
nection therewith,  materials  and  sup-, 
plies  used  in  the  manufacture  of  such 
products:    between   the    plant    site    of 
Phelps  Dodge  Copper  Products  Corpora- 
tion, at  or  near  South  Brunswl<^  Town- 
ship. Middlesex  County.  N.J.,  on  the  one 
hand,  and,  on  the  other,  points  In  tlie 
New  Jersey  part  of  the  New  York.  N.Y., 
Commercial  Zone  as  defined  by  the  Com- 
mission. 

Notb:  Applicant  eUtes  the  propoaad  (H>«ra- 
tlon  wlU  be  under  continuing  ocmtract  with 
Phelps  Dodge  Copper  Products  Corporation, 
AppUcant  further  states  it  now  hoUlB  au- 
thority for  the  same  commodities  between 
the  same  plant  of  the  shipper  and  New 
York.  N.Y..  In  Permit  MC  a»6«0  (8ub-Ho.  7). 


HEARING:  March  15,  1962.  at  346 
Broadway,  New  York,  N.Y..  before  Exam- 
iner Alvin  H.  Schrutrumpf. 

No.  MC  29991  (Sub-No.  33)  (CORREC- 
TION), filed  November  29,  1981.  pub- 
lished Pedmal  Regzstkr.  issue  of  January 
31,  1962.  and  republished  as  corrected 
this  issue.  Applicant:  BRYAN  TANK 
LINES.  INC.,  909  East  Fifth  Street.  Chey- 
enne, Wyo.  Applicant's  attorney:  Robert 
S.  Stauffer,  1510  East  20th  Street, 
Cheyenne,  Wyo.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport- 
ing: Crude  petroleum,  in  bulk."  In  tank 
vehicles,  from  points  In  Jackson  County, 
Colo.,  to  points  In  Wyomhig. 

Note:  The  hearing  lnform*tlon  appended 
to  the  notice  of  the  filing  of  the  subject  np- 
pUcatlon  as  published  In  the  Fkanui.  Bans- 
TKs  on  the  above  date,  w"  in  enxw.  Cor- 
rectly stated,  the  application  Is  aasigned  for 
hearing  on  March  12.  1962,  at  the  AHmny 
Hotel.  Denver.  Colo.,  before  Joint  Board  No. 
50,  or.  If  the  Joint  Board  waives  Ito  right  to 
participate,  before  Examiner  Charles  B. 
Helnemann. 

No.  MC  30887  (Sub-No.  117).  filed 
January  29,  1962.  AppUcant:  SBXPLCT 
TRANSFER,  INC..  634  Main  Street, 
Relsterstown,  Md.  Applicant's  repre- 
sentative: W.  WOson  Corpoum  (aune  as 
above) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  trangwrtJng:  Cem— t 
{Portland  and  maaonrg),  from  York, 
Pa.,  to  points  In  Cooneetlcut,  IfMMMlin- 
setts.  New  Jers^r,  New  Yoric.  BlMde 
Islcuad,  and  Virginia,  and  emptg  ooutaim 
era  or  other  tu/eh  ineidetUal  faeOtleM 
(not  specified)  wed  In  tnuMperUng  tho 
commodity  mtedfled  above,  on  refcuriL 

HEARING:  February  19. 1961.  at  the 
Offices  of  the  Ihterstate  Commerce  Corn- 


No. 
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mJMion.  Washington,  D.C.,  before  Exam- 
iner Samuel  Horwlch. 

No.  lie  31441  (Sub-No.  13) .  filed  Sep- 
tember  25,  1961.  Applicant:  OBORGE 
P.  DOCKHAM.  doing  business  as  LEDO 
TRUCKINO  CX>..  Box  146,  Rajrmond, 
N.H.  Applicant's  attorney:  Andre  J. 
Barbeau.  13  Parrls  Terrace,  Manchester, 
N.H.  Authority  sought  to  operate  as  a 
commoM  carrter,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Uncrated 
granite  products  used  in  construction  of 
bridges,  highwaws  and  buiUUngs,  from 
Ifllford.  N.H..  to  points  in  Maine,  Ver- 
mont, Massachusetts,  Connecticut. 
Rhode  Island.  New  York,  and  New  Jersey. 

HEARINO:  March  22, 1902.  at  the  New 
Hampshire  Public  Service  Commission. 
Concord,  N.H..  before  Examiner  Alvln  H. 
Schutrumpf. 

No.  MC  31600  (Sub-No.  521) .  filed  Jan- 
uary  19, 1962.  Applicant:  P.  B.  MUTRIE 
MOTOR  TRANSPORTATION.  INC.. 
Calvary  Street.  Waltham  54,  Mass.  Ap- 
plicant's attorney:  Harry  C.  Ames.  Jr.. 
Transportation  Building,  Washington  6. 
D.C.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting :  Dry  com. 
modities  (ex^pt  cements,  salt,  sugar, 
flour,  ferro-alloys,  fly  ash  and  building 
materials,  as  deflned  by  the  Commission 
in  61  M.C.C.  666),  in  bulk,  in  Unk  or 
hopper  tjrpe  vehicles,  from  Hebron  villa. 
Mass.,  to  points  in  Connecticut.  Mary- 
land, New  Jersey.  New  York.  Ohio.  Penn- 
sylvania, and  Rhode  Island. 

HEARING:  March  19.  1962.  at  the 
Bond  Hotel,  Hartford,  Corm..  before  Ex- 
aminer William  A.  Royall. 

No.  MC  36313  (Sub-No.  2) .  filed  Janu- 
ary 18,  1962.  AppUcant:  CHARLES  A. 
MASTRONARDI.  INC..  166  Montague 
Street.  Brooklyn,  N.Y.  Applicant's  rep- 
resentative: George  A.  Olsen.  69  Tormele 
Avenue,  Jersey  City  6,  N.J.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregiilar  routes. 
transporting:  Corrugated  cartons,  from 
Gloucester,  N.J.,  to  Seaford,  Del. 

Van:  (1)  Applicant  states  the  proposed 
operation  will  be  under  continuing  contract 
with  Hlnde  and  Auch  Division  of  West  Vir- 
ginia Pulp  and  Paper  Company.  (2)  Appli- 
cant's prealdent  la  also  president  of  bsex 
Warelu>U8e  Company,  MC  76062,  a  common 
carrier;  dual  operations,  or  common  control. 
may  be  Involved. 

HEARING:  March  12,  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission, Washington.  D.C,  before  Ex- 
aminer Raymond  V.  Sar. 

No.  MC  38400  (Sub-No.  1 ) ,  filed  Octo- 
ber 2.  1961.  Applicant:  HTTCHCCXX 
BROS.,  INCORPORATED.  High  Street. 
Canaan,  Conn.  Applicant's  representa- 
tive: William  L.  Mobley,  Rooms  311-315. 
1694  Main  Street,  Springfield  3,  Mass. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Fuel  oils  Nos.  1 
and  2,  in  bulk,  from  New  Haven.  Conn., 
to  Sheffield,  Mass. 

HEARING:  March  13.  1962.  at  the 
^ond  Hotel.  Hartford,  Conn.,  before 
Joint  Board  No.  22,  or,  if  the  Joint  Board 
waives  its  right  to  participate,  before 
Examiner  WHllam  A.  Royall. 

No.  MC  52110  (Sub-No.  73).  filed  Jan- 
uary    32,     1962.     Applicant:     BRADY 


NOTICES 

MOTORPRATE,  INC.,  1223  Sixth  Ave- 
nue, Des  Moines,  Iowa.  Applicant's  at- 
torney: Homer  E.  Bradshaw,  Suite  510 
Central  National  Building,  Des  Moines  9, 
Iowa.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Frozen 
foods,  from  Ma&hall,  Macon,  Milan,  Car- 
roll ton.  and  Moberly.  Mo.,  to  points  in 
Indiana.  Ohio,  and  the  lower  peninsula  of 
Michigan. 

HEARING:  March  19.  1962.  at  the 
U.S.  Court  House  and  Custom  House. 
1114  Market  Street.  St.  Louis.  Mo.,  before 
Examiner  Garland  E.  Taylor. 

No.  MC  52458  (Sub-No.  163).  filed  De- 
cember 26.  1961.  Applicant:  T.  I.  Mc- 
CORMACK  TRUCKING  COMPANY. 
INC..  U.S.  Route  9.  Woodbridge.  N.J. 
Applicant's  attorney:  Chester  A.  Zyblut. 
1700  K  Street  NW..  Washington  6.  D.C. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
reguli^  routes,  transporting:  Liquid 
chemicals,  in  bulk,  in  tank  vehicles,  from 
Fords.  N.J..  to  points  In  Elinois.  Wis- 
consin. Michigan.  Missouri.  Indiana. 
Kentucky.  Tennessee.  Virginia,  and  West 
Virginia,  and  rejected  shipments  of  the 
above-specified  commodities,  on  return. 

HEARING:  March  14.  1962.  at  346 
Broadway.  New  York.  N.Y..  before  Ex- 
aminer Alvin  H.  Schutrumpf. 

No.  MC  52657  ( Sub-No.  621 ) .  filed  Jan- 
uary 22.  1962.  Applicant:  ARCO  AUTO 
CARRIERS,  INC.,  2140  West  79th  Street. 
Chicago  20.  Dl.  Applicant's  attorney: 
G.  W.  Stephens.  121  West  Doty  Street. 
Madison,  Wis.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transporting: 
(A>  Motor  vehicles,  in  initial  driveaway 
and  truckaway  service,  from  points  in 
Schuylkill  County,  Pa.,  to  points  in  the 
United  States,  including  Alaska,  but  ex- 
cluding Hawaii;  and  iB>  Return  of 
motor  vehicles,  from  points  in  the  United 
States,  including  Alaska,  but  excluding 
Hawaii,  to  points  in  Schuylkill  County, 
Pa. 

Note:  Applicant  states  the  return  ship- 
ments are  restricted  to  motor  vehicles  that 
were  manufactured  or  assembled  at  Schuyl- 
kill County,  Pa  .  and  returned  because  of  re- 
jection, damage,  repairs,  conversion  or  fur- 
ther   research    development. 

HEARING:  March  14.  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission, Washington.  DC.  before  Ex- 
aminer Bernard  J.  Hasson..Jr. 

No.  MC  52709.  Sub-No.  144>.  filed  No- 
vember 13.  1961.  Applicant:  RINGSBY 
TRUCK  LINES.  INC..  3201  Rlngsby 
Court.  Denver  5.  Colo.  Applicant's  at- 
torney: Donald  L.  Stem.  924  City  Na- 
tional Bank  Building.  Omaha  2.  Nebr. 
Authority  sought  to  operate  as  a  commoii 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Frozen  foods  from 
Milan.  Macon,  Marshall.  Moberly.  and 
Carrollton.  Mo.,  to  points  In  Arizona. 
California.  Oregon,  Washington.  Nevada. 
Utah.  Idaho.  Montana.  New  Mexico, 
Colorado,  and  Wyoming. 

None:  Applicant  states  that  It  controls 
United  Freight,  Inc.  (Docket  FP  155),  and 
Inter  State  Express.  Inc.  (Docket  FP  102). 
both  of  which  are  wholly  owned  by  ap- 
plicant. 

HEARING:  March  21.  1962,  at  the 
U.S.   Court  House  and   Cu.stom   Hou.se, 


^ 


1114  Market  Street,  St.  Louis, 

fore  Examiner  Garland  E.  Taytor""^^  " 

No.  MC  52709  (Sub-No.  149). |^^ 
vember  22,  1961.  Applicant  ■^-^* 
TRUCK  LINES.  INC.,  a  N 

poration,  3201  Rlngsby  Court, 

Colo.      Applicant's   representative^ 
gene    St.    M.    Hamilton,    3201  ll^^ 
Court.  Denver  5.  Colo.    Autbotltfi|S 
to    operate    as   a    common   earrli^Z 
motor    vehicle,    over    irregular  —^' 
transportmg :    Helium,    in 
and  shipper-owned  trailers,  from, 
Ariz.,  and  points  within  ten  (IQ) 
thereof,  to  points  In  Nevada,  Idaha^^? 
fornla,      Oregon.      Washington,    ^C 
Mexico,  Texas.  Utah,  and  ColondlL 

NOTX:  Applicant  states  that  It 
United  Freight,  Inc.  (Docket  rr  l||i 
Int^r  State  Express.  Inc.  (Dockat  iv'in. 
both  of  which  are  wholly-owned  by  ^SL 
cant:  Arizona  Pacific  Tank  Unti  iSl 
109584):  Fortler  Transportation  OIbm 
under  Temporary  Management  {HC-ltJS 
and  Colonial  &  Pacific  Prlgldwaj*.  Tiyo  fS,' 
111138),   Temporary."  ' 

HEARING:  March  27.  1962.  attbil||. 
eral  Building.  Los  Angeles,  CaUf„  Miii 
Examiner  Charles  B.  Helnemann. 

No.  MC  52776  (Sub-No.  6),  filed «^ 
ary  5,   1962.     Applicant:   E.  V.  WttfM, 
JR..  doing  business  as  PITCH  IfOIQi 
LINES.  1510  Gardner  Avenue,  ScnalB, 
Pa.    Applicant's  attorney :  D.  H.  J«akh( 
Suite  309.  Mears  Building.  Scrantoa^ 
Pa.     Authority  sought  to  operate  m  i 
common  carrier,  by  motor  vehicle,  OM 
Irregular     routes,     transporting:    CttI, 
from  points  In  Lackawanna.  LuktmiM 
Schuylkill   Counties.   Pa.,   to  polnli  k 
New  York  on  and  north  of  New  YM 
Highway  12  running  from  Lake 
to  the  junction  with  New  York 
8.  thence  over  New  York  Highway  1 1i 
junction  with  U.S.  Highway  9,  d 
New  York  City ) .  and  to  points  la 
necticut,  Rhode  Island.  MnninrliiMih. 
Vermont.  New  Hampshire,  and 

HEARING:    March    20.    1962,  at 
New  Post  Office  and  Court  House 
iHR.    Boston,    Mass..    before 
Alvin  H.  Schutrumpf. 

No.  MC  52721   (Sub-No.  8),  flkd  Ol- 
tober     2.     1961.      Applicant:    HOFfB 
TRUCK    LINES,     a    corporation.   Mi 
West    Mc£>owell    Road.    Phoenix  Uk 
Authority  sought  to  operate  as  a  eo«> 
mon  carrier,  by  motor  vehicle,  OfBT  ^ 
regular    routes.    transix)rting: 
commodities    (except  those  of 
value.  Classes  A  and  B  explosives, 
hold  goods  as  deflned  by  the 
sion,  and  those  injurious  to  other  M* 
Ing  • ,  between  Tucson.  Ariz.,  on  the  >■ 
hand,  and.  on  the  other,  missile  MIm, 
located    In   Pinal.    Cochise,   Ptma,  ■< 
Santa  Cruz  Counties.  Ariz. 

HEARING:  March  22.  1962,  St  ttl 
Arizona  Corporation  Commission,  Tttfh 
nix,  Ariz  ,  before  Joint  Board  No.  IM.*. 
if  the  Joint  Board  waives  its  iltMIl 
participate,  before  Examiner  CbaikiK 
Heinemann. 

No.  MC  52869  <Sub-No.  65),  fltodDl' 
cember   18,   1961.     Applicant: 
ERN  TANK  LINE.  511  Pleasant 
Miles  City.  Mont.    Applicant's 
Robert  N.  Burchmore.  2106  Wdd^ 
iHR,  Chicago  3,  111.    Authority  sooH** 
operate  as  a  common  carrier,  hy 
vehicle,  over  irregular  routes. 


gjg^mdrif  February  7,  1962 

^.nttrcUum  products,  in  bulk,  in  tank 
■•'^  from  points  in  Richmond  aiul 
Mt  Counties,  Mont.,  to  points  In 
0^ta,  and   contaminated  and 
A^  nroducts,  on  return. 
'SmlmiNa  March  15. 1962,  at  the  Yel- 
■^T  County  Court  House,  Billings, 
before  Joint  Board  No.  84,  or,  if 
^Htmt  Board  waives  lU  right  to  par- 
^^brfore  Examiner  Richard  White. 
lie  69014  (Sub-No.  25)  Piled  No- 
ia  1»61.    Applicant:  TAUaANT 
pQl,    INC..    1341    2d    Avenue, 
t    N.C..     Applicant's    attorney: 
^^  E.  Wilson,    Perpetual  Building, 
Jml  Street,  NW..  Washington  4,  D.C. 
rily  sought  to  operate  as  a  com- 
ggrrier.    by    motor    vehicle    over 
jir  routes,  transporting :  New  fur- 
.  crated  and  uncrated,  from  Tu- 
Okolona  and  New  Albany,  Miss.,  to 
tn  Alabama.  Connecticut,  Dela- 
Dtatrict    of    Columbia,    Florida, 
.  Maryland.  Massachusetts,  New 
^Ilew  York.  North  Carolina,  Penn- 
'  L  Rhode  Island.  South  Carolina, 
___ie  Vh^inia.  and  West  Vh-glnla. 
jSa^G:  March    15,    1962,   at   the 
n»  Court  Rooms.  c:harlotte,  N.C.,  before 
IMlDer  Lacy  W.  Hinely. 

ifa^lIC  59014  (Sub-No.  27) ,  filed  Jan- 
^B  1962.  Applicant:  TALLANT 
tSiEPER,  INC..  1341  2d  Avenue  SW., 
SSmf  N.C.  AppUcant's  attorney: 
jMM  E.  Wilson.  Perpetual  Building, 
nil  E  Street.  NW.,  Washington  4,  D.C. 
^ithocity  sought  to  operate  as  a  com- 
■OR  corner,  by  motor  vehicle,  over  ir- 
MQiar  routes,  transporting:  Sugar 
than  liquid) ,  in  bags,  barrels,  and 
from  Houma,  Matthews,  and  Su- 

La.,  to  points  in  North  Carolina 

lOi  South  Carolina. 

UARING:  March  16.  1962,  at  the 
BJB.  Ctourt  Rooms.  Charlotte,  N.C,  before 
fMMttw  Lacy  W.  Hinely. 

He,  MC  59759  (Sub-No.  20),  filed  De- 
,.«jm>    7,    1961.      Applicant:     JONES 
mXZING    CO..    a    corporation,    500 
Edgar  Road.  Linden,  N.J.    Appll- 
wpresentatlve:  Bert  Collins,  140 
Street.  New  York  6,  N.Y.    Author- 
Hir  nught  to  operate  as  a  common  car- 
rier, by  motor   vehicle,   over  irregular 
iM,  transporting :  Such  merchandise 
U  dealt  in  by  wholesale,  retail,  and 
n  grocery  and  food  business  houses, 
to  connection  therewith,  equipment, 
rials  and  supplies  used  in  the  con- 
,««™  of  such  business,  between  Linden, 
IJ.,  en  the  one  hand,  and,  on  the  other, 
iilite  in  Barnstable.  Bristol,  Plymouth, 
m  Suffolk  Counties.  Mass.    RESTRIC- 
TION: The  proposed  operation  is  to  be 
«der  contract  or  contracts  with  Food 
Fktr  Stores.  Inc. 

HEARING:  March  15,  1962,  at  346 
kwdway.  New  York,  N.Y.,  before  Ex- 
jMtoo-  Alvin  H.  Schutrumpf. 

Ho.  MC  60580  (Sub-No.  25),  filed  No- 
vnber    27.     1961.    Applicant:  HIGH- 
WAT  EXPRESS  LINES.  INC.,  236  North 
M  Street,  Philadelphia  3,  Pa.    AppU- 
MHtl     attorneys:  V.     Baker     Smith. 
amid  S.  Shertz,  226  South  16th  Street. 
Fftilwlelphia   9.   Pa.    Authority  sought 
It  operate    as   a   common   carrier,  by 
vehicle,    over    Irregular    routes, 
.^ jrting :  General  commodities  (ex- 
tbose  of  unusual  value,  Classes  A 
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and  B  eiploaives  In  bulk,  commodities 
xequlrinc  fecial  equipment,  magazines 
and  newspapers,  and  films  and  articles 
Maociated  with  the  exhibition  of  motion 
pietores  m  described  in  the  report  hi 
i>escripttons  tn  Motor  Carrier  Certifi- 
cates. 61  M.C.C.  766),  from  the  plant 
Bite  of  John  Lucas  Co.,  Inc.,  at  Gibbs- 
boro,  NJ.,  to  East  Butler,  Pa.,  and 
rejected  shipments  of  the  above  speci- 
fied commodities  on  return. 

Man:  AppUcant  Btatee  that  It  Is  author- 
Iced  to  control  Clark  Transfer,  Inc..  through 
ownership  of  all  of  Its  capital  stock 
{itC-V-6WB) . 

HEARING:  March  16,  1962.  in  Room 
300,  UJS.  Custom  Building.  Second  and 
Chestnut  Streets,  Philadelphia,  Pa.,  be- 
fore Examiner  Parks  M.  Low. 

No.  MC  61264  (Sub-No.  11).  filed  No- 
vember    27,     1961.     Applicant:  PILOT 
FREIGHT  CARRIERS.  INC..  P.O.  Box 
615,  Winston-Salem,   N.C.    Applicant's 
attorney:  James   E.   Wilson,   Perpetual 
Building,  1111  E  Street  NW..  Washing- 
ton 4,  D.C.    Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over     irregular     routes,     transporting: 
General  commodities  (except  those  of 
unusual  value.  Classes  A  and  B  explo- 
sives, household  goods  as  defined  by  the 
C<»mniS8lon,  conunodities  in  bulk,  and 
those  requiring  special  equipment).  (1) 
between  points  in  North  Carolina  and 
pohits  in  South  Carolina.   (2)   between 
poliits   In   North   Carolina    and    South 
Carolina,  on  the  one  hapd.  and,  on  the 
other,  points  in  Virginia,  and  points  in 
that  part  of  Georgia,  on  and  north  of 
UJB.  Highway  80,  and  (3)   from  Rich- 
mond, Va..  to  points  in  Georgia  on  and 
north  of  U jS.  Highway  80 

Hon:  The  applicant  states  that  it  Is  pres- 
ently authorized  to  serve  all  points  Involved 
and  the  sole  purpose  of  this  application  Is 
to  eliminate  gateways  between  certain  of  the 
points 


HEARING:  March  13.  1962.  at  the 
UJS.  Court  Rooms,  Charlotte.  N.C,  be- 
fore Examiner  Lacy  W.  Hinely. 

No.  MC  65271  (Sub-No.  4) .  filed  De- 
cember   29,    1961.      Applicant:    LOUIS 
MAX    CO..    INC.,     192    Water    Street. 
Bro(Alyn.   N.Y.     Applicant's    attorney: 
A.   David   MiUner,    1060    Broad    Street. 
Newark  2,  N.J.    Authority  sought  to  op- 
erate as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing:   New  and   used   pianos,  electrical 
home  appliances,  including  radios,  tele- 
visions, high  fidelity  sets,  refrigerators, 
washers,  freezers  and  driers,  and  home 
kitchen  and  home   heating   equipment 
from  New  York,  N.Y.,  to  points  in  New 
Jersey  and  Connecticut  and  points  in 
Bucks.    Philadelphia,     Delaware,     and 
Montgomery  Counties,  Pa.;  and  defective 
and  damaged  shipments  of  the  above - 
described  commodities,  on  return. 

HEARING:  March  16,  1962,  at  346 
Broadway,  New  York,  N.Y.,  before  Ex- 
aminer Alvin  H.  Schutrumpf. 

No.  MC  66756  (Sub-No.  8) ,  fUed  Octo- 
ber 16.  1961.  Applicant:  E.  A.  MYERS, 
doing  business  as  NABBS  SERVICE, 
Sabetha,  Kans.  Applicant's  attorney: 
J.  Max  Harding,  IBM  Building,  605  12th 
Street  (P.O.  Box  2041),  Ltacoln  8,  Nebr. 
Authority  sought  to  operate  as  a  com- 


1133 

mon  carrier,  by  motor  vdiicle.  ©vor  ir- 
regular routes,  transporting:  MaU  bev- 
erages, from  Bellvllle,  Dl.,  to  polnU  In 
Kansas  and  Oklahoma,  and  emp^  con- 
tainers or  other  such  tncUentdl  facOi- 
ties,  used  in  transporting  the  above-de- 
scribed commodities,  on  return. 

HEARING:  March  26.  1962,  at  the 
Hotel  Sheraton  Fontenelle,  Omaha. 
Nebr.,  before  Examiner  Armin  G. 
Clement. 

No.  MC  70451  (Sub-No.  235).  filed  De- 
cember 1,  1961.  AppUcant:  WATSON 
BROS.  TRANSPORTATION  CO..  INC., 
1910  Harney  Street,  Omaha,  Nebr.  Ap- 
pUcant's attorney:  David  Axdrod.  39 
South  La  Salle  Street,  Chieago  3,  Dl. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Frozen  foods,  from 
Marshall,  Macon,  Moberly,  and  Carroll- 
ton.  Mo.,  to  points  in  Iowa.  Mtnneanta. 
Nebraska.  Kansas.  Colorado.  New  Mex- 
ico, Arizona,  and  California. 

HEARING:  March  21, 1962,  at  the  UJB. 
Court  House  and  Custom  House,  1114 
Market  Street,  St.  Louis.  Mo.,  before  Ex- 
aminer Garland  E.  Taylor. 

No.  MC  71234  (Sub-No.  8),  filed  Octo- 
ber 23,  1961.  AppUcant:  THE  OORE 
FREIGHT  LINE,  INCORPORATED, 
641  Connecticut  Avenue,  South  Norwalk, 
Conn.  Applicant's  representative:  Wil- 
liam D.  Traub,  350  Fifth  Avenue.  New 
York  1,  N.Y.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: (1)  Such  commodities  as  are  dealt 
in  or  sold  by  retail  mail  order  houses. 
from  Norwalk,  Conn.,  and  Springfield, 
Mass.,  to  points  In  Connecticut;  and  (2) 
Returned  and  repossessed  shipments  of 
the  same  commodities,  from  points  In 
Connecticut  to  Norwalk,  Conn.,  and 
Springfield,  Mass. 

Note:  Applicant  states  It  is  under  common 
ownership  with  Biter's  Transfer  Co.,  Inc., 
a  common  carrier  operating  vmder  Certifi- 
cate No.  MC-27845. 


HEARING:  March  13,  1962,  at  the 
Bond  Hotel,  Hartford.  Conn.,  before 
Joint  Boarfl  No.  22.  or.  if  the  Jotat  Board 
waives  its  right  to  participate,  before 
Examiner  WiUiam  A.  Royall. 

No.  MC  95540  (Sub-No.  386)  (COR- 
RECmON) ,  filed  November  8. 1961,  pub- 
lished in  Pedkxal  Registki  issue  Jan- 
uary 24,  1962,  republished  as  corrected 
this  issue.  AppUcant:  WATKDJS  MO- 
TOR LINES,  INC.,  Albany  ffighway, 
ThomasviUe,  Ga.  AppUcant's  attorney: 
Joseph  H.  Blackshear,  Gainesville.  Ga. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vrfiicle.  over  uregxilar 
routes,  transporting:  Frozen  foods  from 
Charleston,  S.C..  and  Savannah.  Ga.,  to 
points  in  Arkansas.  Illinois.  Indiana, 
Iowa,  Kansas,  Michigan,  Minnesota, 
Missouri,  Nebraska,  and  Wisconsin. 

Note:  The  purpose  of  this  repubUcaUon 
is  to  Incldue  as  destination  lUtas  Illinois. 
Indiana,  Iowa,  Kansas,  Michigan.  MlnnasoU. 
Missouri,  and  Nebraska.  InadvertenUy 
omitted  from  original  publication. 

HEARING:  Remains  as  assigned.  Feb- 
ruary 27.  1962,  at  the  Ifldland  Hotel, 
Chicago,  ni.,  before  Examiner  Hugh  M. 
Nicholson.  -.  ^  «. 

No.  MC  95540  (Sub-No.  302),  filed  De- 
cember 26.  1961.    AppUcant:  WATKINS 


1134 

MOTOR  LINES.  INC..  Albany  Highway. 
ThomasTllle.  G«.  Applicant's  attorney: 
Joseph  H.  Blackshear,  Oainesvllle.  Oa. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Meats,  meat  prod- 
ucts, meat  by-proditcts.  dairy  products. 
articles  distributed  by  meat  packing- 
houses, and  frozen  foods,  between  Gree- 
ley, Denver,  and  Pueblo.  Colo.,  on  the 
one  hand,  and,  on  the  other,  points  in 
New  Mexico.  Arizona,  Nevada,  and 
California. 

Nors:   Ckmunon  Control  may  be  involved 

HBARINO:  March  13,  1962.  at  the  Al- 
bany Hotel,  Denver.  Colo.,  before  Ex- 
aminer Charles  B.  Heinemann. 

No.  MC  95612  (Sub-No.  5) .  filed  Janu- 
ary 17.  1962.  Applicant:  M.  W.  LEAHY 
CO.,  INC..  10  White  Street,  Uttleton. 
Mass.  Applicant's  attorney:  Stanley  J. 
Polak.  Ill  SUte  Street.  Boston  9.  Mass 
Authority  sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Prestressed  and 
precast  concrete  products,  from  Little- 
ton. Mass.,  to  points  in  Maine.  New 
Hampshire,  Vermont,  Rhode  Island. 
C(xmecticUt,  and  New  York. 

NOT>:  Applicant  states  the  proposed  op- 
eration will  be  performed  under  s  continuing 
contract  with  8«n-Vel  Concrete  Corp  of 
Uttleton, 


HEARING:  March  20.  1962.  at  the  New 
Post  Office  and  Court  House  Building. 
Boston.  Mass.,  before  Examiner  Alvin  H. 
Schutnimpf. 

No.  MC  100666  (Sub-No.  41  >.  filed 
December  18. 1961.  Applicant:  MELTON 
TRUCK  LINES.  INC.,  P.O.  Box  7295. 
Shreveport,  La.  Applicant's  attorney: 
Max  O.  Morgan.  443-54  American  Na- 
tional Building,  Oklahoma  City  2.  Okla. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Composition  build- 
ing materials  (made  from  wood  fibers 
with  adhesive  binder),  including  acces- 
sories principally  clips  and  nails  of  not 
to  exceed  2  percent  by  weight  from 
Arkadelphla,  Ark.,  to  points  in  Louisiana. 
Texas,  Missouri,  Oklahoma,  Kansas,  and 
Memphis.  Tenn. 

11  EARING:  Bdarch  27,  1962.  at  the 
Arkansas  Commerce  Commission,  Justice 
Building.  State  Capitol.  Little  Rock.  Ark  . 
before  Elxamlner  Laurence  E.  Masoner. 

No.  MC  100666  (Sub-No.  42  • .  filed  De- 
cember 26,  1961.  Applicant:  MELTON 
TRUCK  LINES,  INC.,  PO  Box  7295. 
Shreveport,  La.  Applicant's  attorney: 
Max  G.  Morgan,  443-54  American  Na- 
tional Building,  Oklahoma  City  2.  Okla. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Composition 
boards  and  sheets  made  from  grinding 
UHXxf  and  wood  fiber  with  added  adhesive 
binders  including  preservative,  from 
Crossett.  Ark.,  .to  points  in  Louisiana. 
Oklahoma,  Texas.  Alabama.  Georgia. 
Kentucky,  Missouri,  Mississippi,  Tennes- 
see, Florida,  North  Carolina.  South 
Carolina,  Colorado.  Iowa,  Kansas. 
Nebraska,  Michigan,  New  Mexico,  Min- 
nesota, Wisconsin.  Illinois,  Indiana,  and 
Ohio. 

HEARING:  March  26,  1962,  at  the 
Arkansas  Commerce  Commission,  Jus- 
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tice  Building.  State  Capitol.  Little  Rock, 
Ark.,  before  Ebcaminer  Laurence  E. 
Masoner. 

No.  MC  103880  (Sub- No.  238),  filed 
November  22.  1961.  Applicant:  PRO- 
DUCERS TRANSPORT.  INC..  224  Buf- 
falo Street.  New  Buffalo.  Mich.  Appli- 
cant's attorney:  David  Axelrod.  39  South 
La  Salle  Street.  Chicago  3.  111.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Tail  oil,  in  bulk,  in  tank 
vehicles,  from  Savannah,  Ga..  to  Chi- 
cago. 111. 

HEARING  March  22.  1962.  at  the 
Midland  Hotel.  Chicago.  111.,  before 
Examiner  Reece  Harrison. 

No.  MC  104683  (Sub-No.  28 >.  filed 
January  4.  1962.  Applicant:  L.  L.  MA- 
JURE  TRANSPORT  CO..  a  corporation. 
1301  B  Street.  Meridian.  Miss.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Petroleum  and  petroleum 
products,  in  bulk,  in  tank  vehicles,  from 
points  in  Jackson  County.  Miss.,  to  points 
in  Alabama  and  Florida  on  and  west  of 
US.  Highway  231.  and  points  In  Louis- 
iana on  and  east  of  US.  Highway  61. 

HEARING:  March  20.  1962,  at  the 
Robert  E.  Lee  Hotel.  Jackson.  Miss.,  be- 
fore Examiner  Lawrence  A,  Van  Dyke. 
Jr 

No  MC  105302  (Sub-No.  16).  filed  De- 
cember 14.  1961.  Applicant:  CLESS  G. 
DAVIS,  doing  business  as  QUEEN  CITY 
TRANSPORT.  179  St.  Paul  Street,  Bur- 
lington, Vt.  Applicant's  attorney:  Al- 
bert F.  Beasley,  Investment  Building. 
15th  and  K  Streets  NW..  Washington  5, 
DC  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Coal  tar, 
coal  tar  products,  otl  gas  tar  and  water 
gas  tar,  in  bulk,  in  tank  vehicles,  be- 
tween Portland.  Maine,  and  points  in 
Vermont. 

HEARING:  March  28.  1962.  at  the 
Washington  County  Court  House.  Mont- 
pelier.  Vt  .  before  Joint  Board  No.  133, 
or.  if  the  Joint  Board  waives  its  right  to 
participate,  before  Examiner  Alvin  H. 
Schutrumpf. 

No  MC  105556  f  Sub-No.  40  > .  filed  No- 
vember 9.  1961.  Applicant:  HOUCK 
TRANSPORT  COMPANY,  a  corporation. 
Box  559.  Glendive.  Mont.  Applicant's 
attorney:  Franklin  S.  Longan.  Suite  319 
Securities  Building,  Billings.  Mont.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Petroleum  prod- 
ucts, in  bulk,  in  tank  vehicles,  from 
points  in  Richland  and  Roosevelt  Coun- 
ties. Mont.,  to  points  in  North  Dakota, 
and  empty  containers  or  other  such  in- 
cidental facilities  (not  specified)  used 
in  transporting  the  commodities  speci- 
fied In  this  application,  on  return. 

HEARING:  March  15.  1962.  at  the 
Yellowstone  County  Court  House.  Bill- 
ings. Mont.,  before  Joint  Board  No.  84. 
or,  if  the  Joint  Board  waives  Its  right  to 
participate,  before  Examiner  Richard 
White. 

No  MC  105813  (Sub-No.  53).  filed  No- 
vember 17.  1961  Applicant:  BELFORD 
TRUCKING  CO  .  INC..  1299  Northwest 
23d  Street.  Miami  42.  Fla.  Applicant's 
attorney:    Sol   H.   Proctor.    1730   Lynch 


Building.  Jacksonville  2.  Fla. 
sought  to  operate  as  a  common 
by  motor  vehicle,  over  irregular 
transporting:  (1)  Meats,  meat 
and  meat  by-products,  dairy 

and  articles  distributed  by  meat  i 

houses,  as  defined  by  the  CommlvC^ 
Appendix  I  to  Ex  Parte  MC-46J)|Mb. 
tions  in  Motor  Carrier  CerUfleSSsm 
M.C.C.  209.  from  Fergus  FaUt,  i*^ 
and  Denver.  Colo.,  to  points  in 
Florida.  Georgia.   Kentucky.       _ 

Mississippi.  North  Carolina.  Souttii 

Una.    and    Teruiessee;     and    (t),   ^ 
meats,  meat  products  and  meat  b[  ' 
ucts.  dairy  products  and  articlei  i 

uted  by  meat  packinghouses,         

by  the  Commission  In  Appendli^~2 
Ex  Parte  MC-45.  Descriptions  in  n 
Carrier  Certificates,  61  M.C.C.  201, 
(b*  canned  goods,  fresh  fruit  wni'tm^ 
tables,  frozen  foods  and  chiOei  Ml* 
from  points  In  Alabama,  Florida,  ~ 
gla.  Kentucky.  Louisiana, 
North  Carolina.  South  Carolina, 
Tennessee,  to  IDenver,  Colo.,  Chaapi^ 
and  Chicago.  111.,  Indianapolis,  ]b|L 
Davenport,  Iowa.  New  Orleans,  Uu,  Dl- 
troit.  Mich..  Hopkins.  Mlim..  8t  Lo^ 
Mo..  Memphis.  Term.,  and  Mllwntei 
Wis.  ^^ 

Note;  Applicant  states  that  no  doplte* 
tlon  of  authority  Is  sought.  In  fto*  k 
Docket  MC  P-7806.  conunon  control  BMfli 

Involved. 

HEARING:    March    15.    1962,  at  tti 

Midland  Hotel.  Chicago,  111.,  befon  ll> 
aminer  Armln  G.  Clement. 

No.  MC  105813  (Sub-No.  58).  M 
January  29.  1962.  Applicant:  BSLKn 
TRUCKING  CO.,  INC.,-  1299  North Wj 
23d  Street.  Miami,  Fla.  AathaOf 
sought  to  operate  as  a  common 
by  motor  vehicle,  over  irregular 
transporting:  (1)  Candy  and  eonfm- 
tionery  and  ingredients  thereof.  ekoM* 
late,  cocoa,  coating,  syrup,  and  (1) 
advertising,  promotional  and  display m^ 
tertals,  and  premiums:  from  points  k 
Berks  County.  Pa.,  to  points  In 

HEARING:   February  12,  1962.  »t 
Offices  of  the  Interstate  Commerce  i 
mission.  Washington.   D.C.,  before  b« 
aminer  Gordon  M.  Callow. 

No.  MC  106236  (Sub-No.  13),  filed 0»> 
cember  29.  1961.  Applicant:  BLQI 
RIDGE  TRANSPORTAIION  COM- 
PANY. INC..  5120  Rutledge  Pike, 
ville.  Tenn.  Applicant's  attorney:  Jl 
C.  Havron.  Nashville  Bank  and 
Building.  Nashville.  Tenn.  AuttnitF 
sought  to  operate  as  a  common 
by  motor  vehicle,  over  irregular 
transporting:  Petroleum  and 
products.  In  bulk,  in  tank  vehlcl«s.flM 


ftinetdaif,  February  7,  1962 

A-shiwe-specifled  commodities  and  re- 
^.^Mmments.  on  return. 
fSt^a  March  14,  1962,  at  the 
^JCJ^ndrew  Jackson  Hotel,  Nash- 
2?wui.  before  Joint  Board  No.  8,  or. 
rt  Jdnt'Board  waives  its  right  to  par- 
■^Y^before  Examiner  Laurence  E. 


Knoxville  and  Warcer  (Knox 
Tenn  .  to  points  In  North  Carolina 
an  area  bounded  as  follows: 
at  the  Intersection  of  the  North 
Una -Tennessee  State  line  and  UJB. 
ways  25  and  70.  thence  on  U.S.  ITIfliMp 
25  and  70  to  Ashevllle,  thence  ooM 
Highway  19  to  the  Junction  of  WW* 
Carolina  Highway  284,  thence  on  *■• 
Carolina  Highway  284  to  the  JuncttOB* 
the  Tennessee-North  Carolina  State llfc 
serving  all  points  located  on  the  MP* 
ways  specified  above,  and  emptf 
tainers  or  other  such  incidental 
ties  (not  specified)  used  in  tri 


IKc  106398  (Sub-No.  191) .  filed  No- 
^--  20  1961.  Applicant:  NA- 
SEl  TRAILER  CONVOY.  INC..  1916 
SSsherldan  Road,  Tulsa,  Okla.  Au- 
Sttf  sought  to  operate  as  a  common 
zSSr  by  motor  vehicle,  over  irregular 
UIhl' transporting:  Trailers,  designed 
Sr^drawn  by  passenger  automobiles 
rL^dmg  but  not  limited  to  utiUty  traU- 
^^Jao  trailers,  mobile  homes,  and 
■MiiifTrlr'  or  other  adaptations  of-  the 
EIlLing),  in  initial  movements,  by 
SSwray'service.  from  points  in  Penn- 
Sn^  (except  Camp  Hill,  Chambers- 
SnTciarlon,  Clearfield,  Irwin.  Mans- 
Md.'  Meadville,  Montoursville.  State 
j5Uf»  Hid  West  Plttston) ,  to  points  in 
^^untted  States,  including  Alaska,  but 
.■^iiKiing  Hawaii. 

itULlNG:  March  14.  1962.  in  Room 
M  Ufl  Custom  Building,  Second  and 
Scitnut  Streets,  Philadelphia.  Pa.,  be- 
fM*  sumlner  Parks  M.  Low. 

Ho  MC  106644  (Sub-No. 42) .  filed  Jan- 
mit'k  1982.  Applicant:  SUPERIOR 
•SDOQNa  COMPANY,  INC..  520  Bed- 
tad  Place  NE. ,  Atlanta,  Ga.  Applicant's 
gttoroey:  Reuben  G.  Crimm.  Suite  693, 
ms  Peachtree  Street  NE.,  Atlanta  9, 
Oa.  Authority  sought  to  operate  as  a 
eosiKon  carrier,  by  motor  vehicle,  over 
tninlar  routes,  transporting:  Cotton 
sfcmiaeWnery  and  cotton  gin  machinery 
ftrts.  from  Prattvllle.  Ala.,  and  Colum- 
bH.  da.,  to  points  in  Arizona.  California 
nd  New  Mexico.  | 

las:  Applicant  states  separate  movement 
d  ivta  contemplated  as  well  as  movement 
to  tto    same     vehicle     with     cotton     gin 
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benches  (nncrated)  from  New  York. 
N.T.,  and  points  In  M(«roe  County.  N.Y., 
to  potnU  in  Alfi****"*^.  Alaska.  Connecti- 
cut. Delawmre.  Florida,  Georgia.  Hawaii, 
Maine,  lAuyland.  Massachusetts,  New 
Hampshire.  New  Jersey.  New  York,  North 
Carolina,  Pennsylvania.  Rhode  Island. 
South  Caxolina,  Vermont,  Virginia.  West 
Virginia,  and  the  District  of  Columbia. 
and  rejected  and  returned  piaTios.  on 
return.  Common  control  may  be  in- 
volved. 

Note:  The  purpose  of  this  republication  is 
to  change  the  origin  point  to  "Monroe  Coun- 
ty". In  lieu  of  "Warren  County"  as  shown  in 
previous  publication. 


HEARING:  February  26,  1962.  at  the 
Botel  Thomas  Jefferson,  Birmingham. 
Ak,  before  Examiner  J.  Thomas 
Schneider. 

Ro.  MC    107002    (Sub-No.    168),   filed 

JsDUsry  15,    1962      Applicant:    W.   M. 

CBAICBERS  TRUCK  LINE.  INC..  P.O. 

n«  547,  Kenner.  La.    Applicant's  attor- 

:  Harold  D.  Miller,  Jr.,  700  Petroleiim 

_.    Jackson.     Miss.       Authority 

■wcht  to  operate  as  a  common  carrier, 

kr  motor  vehicle,  over  irregular  routes. 

taMportlng:   Vegetable  oil,  in  bulk,  in 

vrfilcles,  from  Memphis,  Tenn..  to 

Jl  Arkansas.  Missouri,  niinols.  In- 

,  and  Kentucky. 

HEARING:  March  13.  1962.  at  the 
Ckrtdge  Hotel.  Memphis,  Tenn..  before 
louDiner  Lawrence  A.  Van  Dyke.  Jr. 

Ho. MC  107012  (Sub-No.  39)  (AMEND- 
MIMT).  fUed  November  13.  1961,  pub- 
lihMl  Federal  Register  issue  January 
HL,  1M2.  amended  January  23.  1962.  re- 
priUlshed  as  amended  this  issue.  Ap- 
»iteftat:  NORTH  AMERICAN  VAN 
UHIS.  INC.,  P.O.  Box  988.  Fort 
Wsime.  Ind.  Applicant's  representative: 
Cbsries  H.  Trayford,  Room  3001. 220  East 
4M  Street.  New  York  17,  N.Y.  Author- 
ttr  Mught  to  operate  as  a  common  car- 
fkr,  b7  motor  vehicle,  over  irregular 
mates,  transporting:  Pianos  and  piano 


HEARING:  Remains  as  assigned 
March  9,  1962,  at  346  Broadway,  New 
York.  N.Y.,  before  Examiner  Abraham 

No.  MC  107107  (Sub-No.  190),  filed 
November  27. 1961.  Applicant:  ALTER- 
MAN  TRANSPORT  LINES.  INC..  P.O. 
Box  65.  Allapattah  Station,  Miami  42, 
Pla.  Authority  sought  to  operate  sis  a 
commxm  carrier,  by  motor  vehicle,  over 
irtegular  routes,  transporting:  Frozen 
foods  from  points  In  Louisiana  and  Mis- 
sissippi to  points  in  Alabama,  Arkansas, 
Connecticut.  Delaware,  Florida,  Georgia, 
Illinois.  Indiana.  Iowa,  Kansas,  Ken- 
tucky, Maine,  Maryland,  Massachusetts, 
Michigan,  Minnesota.  Mississippi.  Mis- 
souri. Nebraska,  New  Hampshire.  North 
Carolina.  North  Dakota,  New  Jersey.  New 
York,  Ohio,  Oklahoma,  Pennsylvania, 
Rhode  Island.  South  Carolina,  South 
Dakota.  Tennessee.  Texas,  Virginia,  Ver- 
mont, West  Virginia,  Wisconsin,  and  the 
District  of  Columbia. 

HEARING:  March  21.  1962,  at  the 
Federal  Office  Building,  600  South  Street, 
New  Orleans.  La.,  before  Examiner  Lau- 
rence A.  Van  Dyke,  Jr. 

No.  MC  107151  (Sub-No.  19) ,  filed  De- 
cember 26.  1961.  Applicant:  H.  F. 
JOHNSON,  INC.,  P.O.  Box  1403,  1524 
Lockwood  Road,  Billings,  Mont.  Appli- 
cant's attorney:  Hugh  Sweeney,  Billings 
State  Bank  Building,  Billings,  Mont. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Petroleum  and  pe- 
troleum products,  in  bulk  in  tank  ve- 
hicles.  as  described  in  Appendix  xiu  to 
the  report  in  Descriptions  in  Motor  Car- 
rier Certificates.  61  M.C.C.  209,  from 
Wolf  Point.  Mont.,  and  points  within  ten 
(10)  miles  thereof,  to  points  in  North 
Dakota,  and  contaminated  and  other  re- 
jected shipments  from  points  of  desti- 
nation to  points  of  origin. 

HEARING:  March  15,  1962,  at  the 
Yellowstone  County  Court  House,  Bil- 
lings, Mont.,  before  Joint  Board  No.  84, 
or,  if  the  Joint  Board  waives  its  right 
to  participate,  before  Examiner  Richard 

White.  „„„^     ^,  ^ 

No.  MC  107403  (Sub-No.  373),  filed 
January  11.  1962.  Applicant:  E. 
BROOKE  lilATLACK.  INC..  33d  and 
Arch  Streets.  Philadelphia  4,  Pa.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Dry  chemicals.  In 
bulk.  In  special  tenk  or  hopper  type  ve- 
hicles, txxaa.  Norristown,  Pa.,  to  points 
in  Connecticut,  Delaware,  Maryland, 
New  Jersey.  New  York,  Pennsylvania, 
Virginia,  and  the  District  of  Columbia. 
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NoTx:  AppUcukt  atataa  tt  "oonttols 
READER  BBOTHEBS,  INC..  and  MaWlW  «. 
CLARK  dba  CLABKE  BUUC  TBAMUPUt". 
It  Is  further  noted  that  i^jpUesnt  hss  eon- 
tract  carrier  authority  under  MO  11T887  and 
Subs  2  through  8  thereunder,  therefor*,  dvsl 
operations  may  be  involved. 

HEARING:  March  14,  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission, Washington.  D.C.,  before  Ex- 
aminer Alfred  B.  Hurley. 

No.  MC  107403  (Sub-No.  374),  filed 
January  11.  1962.  Applicant:  E. 
BR(X5KE  MATLACK.  INC.,  33d  and 
Arch  Streets.  Philadelphia  4.  Pa.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Chemicals,  in  bulk, 
in  tank  vehicles,  from  the  site  of  the  B.  F. 
Goodrich  Plant,  13  miles  east  of  Fort 
Wayne,  in  Milan  Township,  Allox 
County.  Ind..  to  points  in  Illinois,  Mich- 
igan, Ohio.  Wisconsin,  and  West  Vir- 
ginia. 


Note:  Applicant  is  authortoed  to  control 
Reader  Brothers.  Inc..  and  Clarke  Bulk 
Transfer.  Under  Pennlt  No.  MC  1176»7jg- 
plicant  is  authorized  as  a  contract  caiilat; 
therefore  dual  tq)eration«  may  be  Involved. 

HEARING:  March  13.  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington.  D.C..  brfore  Ex- 
aminer Samuel  Horwich. 

No.  MC  107500  (Sub-No.  62).  filed 
November  13.  1961.  AppUcant:  BUR- 
LINGTON TRUCK  LINES.  INC..  796 
South  Pearl  Street,  Galesburg,  HI.  Ap- 
plicant's attorney:  R.  J.  SchreJber,  547 
West  Jackson  Boulevard,  Chicago  6,  HI. 
Authority  sought  to  operate  as  a  common 
earner,  by  motor  vehicle,  over  regular 
routes,  transporting:  Fly  ash,  in  b\ilk  and 
also  in  bags,  and  empty  containers  or 
other  such  incidental  facilities  (not  ape- 
cified).  used  in  transporting  the  com- 
modity specified,  serving  the  site  of 
Yellowtail  Dam.  Mont.,  as  an  off-route 
point  In  connection  with  applicant's  reg- 
ular-route operations. 

Note:  AppUcant  states  The  Chicago,  Bur-  ' 
Ungton  &  Qulncy  Railroad  Company  owns 
and  holds  all  of  Its  capital  stock. 

HEARING:  March  13,  1962,  at  the 
Yellowstone  County  Court  House.  Bill- 
ings. Mont.,  before  Joint  Board  No.  82. 
or,  if  the  Joint  Board  waives  its  right  to 
participate,  before  Examiner  Richard 
White. 

No.  MC  108053  (Sub-No.  30),  filed  De- 
cember  15.  1961.  AppUcant:  LITTLE 
AUDREYS  TRANSPORTATION  CO.. 
INC.,  P.O.  Box  310.  Fremont,  Nebr.  Ap- 
plicant's attorney:  David  Axelrod,  39 
South  La  Salle  Street.  Chicago  3,  HI. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Frozen  foods,  from 
Marshall.  Macon.  Moberly.  and  Car- 
roUton.  Mo.,  to  points  in  Nebraska,  Kan- 
sas, Colorado,  New  Mexico,  Arizona, 
Utah,  Wyoming,  Montana.  Idaho.  Ne- 
vada. California,  Oregon,  and  Wash- 
ington. 

HEARING:  March  21.  1962,  at  the 
US.  Court  House  and  Custom  House. 
1114  Market  Street,  St.  Louis.  Mo.,  before 
Examiner  Garland  K  Taylor. 

No.  MC  109684  (Sub-No.  80) ,  filed  No- 
vember 21,  1961.  AppUcant:  ARIZONA 
PACIFIC  TANK  LINES,  a  oorporaUon. 
717  North  21st  Avenue.  Pho«ilx.  Ariz. 
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ApiMcaiit's  attorney:  Arthur  H.  Olanz. 
639  South  Spring  Street.  Loe  Angeles  14. 
CiJlf .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
inneguUr  routes,  transporting :  ( 1 )  Meat 
fats,  edible  and  inedible.  In  bulk,  in  tank 
Y^ileles,  from  points  in  Idaho  to  points  in 
Standalaus.  Merced.  Fresno,  Tulare,  and 
Kem  Counties.  Calif . :  and  (2)  Returned. 
rejected,  and  contaminated  shipments  of 
the  above-specified  cixnmodlty.  from 
points  In  Stanislaus,  Merced.  Fresno. 
Tulare,  and  Kern  Counties,  Calif.,  to 
points  In  Idaho. 

Notb:  Applicant  states  It  U  a  wholly  owned 
•ubaldlary  of  Rlngaby  Truck  Lines,  Inc  .  MC 
53700. 

HEARING:  March  26.  1962.  at  the 
Federal  Building.  Los  Angeles.  Calif., 
before  Examiner  Charles  B.  Heinemann. 

No.  MC  109637  (Sub-No.  192).  filed 
November  30,  1961.  Applicant:  SOUTH- 
ERN TANK  LINES,  INC.,  4107  Bells 
Lane,  Louisville  11.  Ky.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Acetylene  Chemicals,  liq- 
uid. In  bulk,  in  tank  vehicles,  from  the 
plant  site  of  Air  Reduction  Chemical  ii 
Carbide  Company  at  Calvert  City,  Ky  .  to 
Nutley  and  Bound  Brook,  N.J. 

Not*:  Applicant  states  that  It  Is  "under 
common  control  with  Alabcuna  Tank  Lines. 
Inc.,  LoulsTllle,  Ky..  J.  F.  Bealrd,  Stockholder 
and  Director  of  Applicant  Is  also  President. 
Stockholder  and  Director  of  Alabama  Tank 
Lines,  Inc..  J.  A.  Gammon.  Stockholder. 
President,  and  Dlrectc  of  Applicant,  Is  also 
Bzecutlve  Vice-President  and  Director  ol 
Alabama  Tank  Lines.  Inc."   (MC-P-6283) 

HEARING:  March  12.  1962.  at  346 
Broadway.  New  York,  N.Y..  before  Ex- 
aminer Alvln  H.  Schutrumpf . 

No.  MC  110193  (Sub-No.  43*.  filed 
January  18, 1962.  Applicant:  SAFEWAY 
TRUCK  LINES,  INC.,  4625  West  55th 
Street,  Chicago,  111.  Applicant's  attor- 
ney: Howell  Eliis.  Suite  1210-12  Fidelity 
Building,  lU  Monument  Circle.  Indian- 
apolis 4,  Ind.  Authority  sought  to  oper- 
ate as  a  comnum  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport- 
ing: Frozen  foods,  from  Marshall.  Ma- 
con, Milan,  Carrollton,  and  Moberly, 
Mo.,  to  points  in  New  York,  New  Jersey. 
Massachusetts,  Connecticut.  Rhode  Is- 
land, Pennsylvania,  Maryland,  Delaware, 
and  Ohio,  and  Washington.  DC. 

HEARING:  March  19,  1962.  at  the  US. 
Court  House  and  Custom  House,  1114 
Market  Street,  St.  Louis.  Mo.,  before  Ex- 
Eunlner  Garland  E.  Taylor. 

No.  MC  110193  (Sub-No.  44 >,  filed 
January  24,  1962.  Applicant:  SAFE- 
WAY TRUCK  LINES.  INC.,  4625  West 
55th  Street,  Chicago,  111  Applicant's  at- 
torney: Howell  Ellis,  Suite  1210-12 
Fidelity  Building,  111  Monument  Circle. 
Indianapolis  4,  Ind.  Authority  sought  to 
operate  as  Acmnmon  carrier,  by  motor 
vehicle,  ewer  irregular  routes,  trans- 
Itortii^jr  Meats,  packinghouse  products. 
and  frozen  foods,  from  Chester  and 
Seranton.  Pa.,  Wilmington.  Del.  and 
Baltimore.  Md.  to  points  in  Kansas. 
Nebraska.  Illinois.  Iowa,  Missouri.  Indi- 
ana, Ohio  and  Minnesota. 

HEARING:  February  8.  1962  .at  the 
Midland  Hotel.  Chicago.  III.,  before  Ex- 
aminer Joeeph  A.  Reilly. 


NOTICES 

No.  MC  110420  (Sub-No.  301)  (COR- 
RECTION) ,  filed  November  8,  1961,  pub- 
lished in  FcDKRAL  Rkgistkr,  issue  of 
January  17.  1962.  and  republished  as  cor- 
rected, this  issue.  Applicant:  QUALITY 
CARRIERS.  INC  .  Calumet  Street,  Bur- 
lington. Wis.  Applicant's  attorney:  Paul 
F.  Sullivan.  1821  Jefferson  Place  NW., 
Washington  6,  DC.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Liquid  chocolate,  in  bulk,  in  tank 
vehicles,  from  Mt.  Joy,  Pa.,  to  points  in 
Ohio,  Michigan,  Indiana,  Illinois,  and 
Wisconsin:  i2»  table  sauce,  in  bulk,  in 
tank  vehicles,  from  Harbor  Beach.  Mich., 
to  points  In  Ohio.  Indiana.  Illinois.  Wis- 
consin. Iowa.  Minnesota.  Missouri.  Ken- 
tucky, and  Pennsylvania;  (3>  liquid 
sugar,  in  bulk,  in  tank  vehicles,  from 
Clinton.  Iowa,  to  points  in  Wisconsin. 
Indiana.  Nebraska,  Minnesota.  Michigan. 
Missouri.  lUinoi.s.  Ohio,  Arkansas.  Ken- 
tucky, North  Dakota,  South  Dakota,  and 
Tennessee;  «4t  grain  neutral  spirits,  in 
bulk,  in  tank  vehicles,  from  Pekin.  111., 
to  Detroit.  Mich  ;  and  (5»  cocoa  butter. 
in  bulk,  in  tank  vehicles,  from  Milwaukee, 
Wis.,  to  points  in  Pennsylvania.  New 
York,  New  Jersey,  Ohio,  and  Indiana. 

Note  This  republication  corrects  the  er- 
rors regarding  the  op>eratlons  proposed  In 
Items  (4)  and  i3).  which.  In  the  original 
publication  designated  the  wrong  routes  In 
Item  (  4  )  and  Inadvertently  omitted  Item  ( 5 ) 

HEARING  February  28,  1962.  at  the 
Midland  Hotel.  Chicago.  111.,  before  Ex- 
aminer Hugh  M.  Nicholson. 

No.  MC  111159  (Sub-No.  140).  filed 
January  8,  1962  Applicant:  MILLER 
TRANSPORTERS,  LTD.,  P.O.  Box  1123. 
Jackson.  Miss.  Applicant's  attorney; 
Harold  D  Miller.  Jr.,  Suite  700  Petroleum 
Building,  P.O.  Box  141,  Jackson,  Miss. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Acids  and 
chemicals,  in  bulk,  in  tank  vehicles,  from 
Memphis.  Tenn..  to  points  in  Alabama, 
Georgia.  Florida.  Illinois.  Indiana,  Ken- 
tucky. Louisiana,  Arkansas,  Missouri. 
Ohio,  Oklahoma,  Mississippi,  Virginia. 
West  Virginia,  North  Carolina.  South 
Carolina,  and  Texas. 

HEARING:  March  12,  1962.  at  the 
Claridge  Hotel.  Memphis.  Tenn.,  before 
Examiner  Lawrence  A.  Van  Dyke.  Jr. 

No.  MC  111545  I  Sub-No.  49),  filed 
January  18,  1962.  Applicant:  HOME 
TRANSPORTATION  COMPANY,  INC.. 
334  South  Four  Lane  Highway,  Route  3, 
Marietta,  Ga.  Applicant's  attorney: 
Paul  M.  Danlell.  Suite  214-217  Grant 
Building,  Atlanta  3.  Ga.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting;  Cooling  and  freezing  ma- 
chinery or  equipment:  materials,  equip- 
me7it  and  supplies  used  in  and  incidental 
to  the  installation  of  such  cooling  and 
freezing  machinery  or  equipment,  from 
La  Crosse.  Wis.,  to  points  in  Ohio,  Penn- 
sylvania. New  York.  New  Jersey,  West 
Virginia.  Maryland,  Delaware,  Rhode 
Island.  Connecticut,  Massachusetts,  Vir- 
ginia. Kentucky,  and  New  Hampshire. 

HEARING:  March  13.  1962,  at  the  Of- 
fices of  the  Interstate  Commerce  Com- 
mission, Washington,  DC,  before  Ex- 
aminer Donald  R.  Sutherland. 


No.   MC    111812    (Sub-No.   13t) 
November     6,     1961.    AppUcaat*'] 
WEST  COAST  TRANSPORT. 
Box    747,    Wilson    Terminal 
Sioux  City.  S.  Dak.    AppUcanVt 

ney:  Donald  L.  Stern,  924  City 

Bank    Building.   Omaha   2,  Nefer. 
thorlty  sought  to  operate  as  a 
carrier  by  motor  vehicle,  over 
routes,     transporting:  Afeat, 
house  products,  and  commodiiim 
by  packing-houses,  as  defined  in 
dix  I  of  Descriptions  in  Motor 
Certificates.  61  M.C.C.  209  and  T6I, 
Omaha.  Nebr..  to  points  in  Idaho.^5 
Salt  Lake  City.  Utah.  ^ 

Note:  Applicant  states  "Mrs.  *««j|  4 
Lewis,  wife  of  applicant's  presldsnt,  k^ 
50  percent  Interest  In  Dakota 


ftimtdav,  February  7,  1%2 

is  Hiieles.  from  the  stated  destlna- 
^Zt>  to  points  in  Stark  County. 

-    ^irtr-*  as  set  forth  above. 

ZSmnta:  March    15.    1962,   at  the 

■■wt   Office    Building.    Columbus. 

i^    before     Examiner     Charles     J. 


HEARING:  March  28,  1963,  at  |^ 
Hotel  Sheraton  Fontenelle,  On^^ 
Nebr.,  before  Examiner  Arnin  d 
Clement. 

No.  MC  111851  (Sub-No.  4),fUidO|. 
cember  7,   1961.    Applicant:  CHABUB 

H.  Mccreary,  inc.,  605  OarflddAi*. 

nue.  Newark,  Ohio.    Applicant's 
sentatlve:  Earl     J.     Thomas. 
Building.  5844-5850  North  High 
Worthlngton.    Ohio.    Authority 
to  operate  as  a  common  carrier,  by 
vehicle,  over  irregular  routes, 
Ing:  Calcium  chloride,  in  bulk.  In  6 
trucks   and    in    vehicles   espedaOf 
signed  and  manufactured  for  the 
portation  of  dry  bulk,  from 
Ohio,  to  points  In  Maryland. 

HEARING:  March    12,    1962..  tk 
New    Post    Office    Building, 
Ohio,     before     Examiner     Charks  I 
Murphy. 

No.  MC  112497  (Sub-No.  181).  fli| 
December  1.  1961.  Applicant: 
TANK  UNES.  INC.,  6440  RawUns 
Baton  Rouge.  La.  Applicant's 
Harry  C.  Ames,  Jr.,  TranqiortiMi 
Building,  Washington  8,  D.C. 
sought  to  operate  as  a  common 
by  motor  vehicle,  over  Irregular 
transporting:  Liquid  (molten) 
in  bulk,  in  tank  vehicles,  from 
Ark.,  to  West  Monroe,  La. 

HEARING:  March  29,  1963.  at  ttl 
Arkansas  Commerce  Commission,  Ji^ 
tlce  Building.  State  Capitol,  Uttie  Balk 
Ark.,  before  Joint  Board  No.  M,  or,  f 
the  Joint  Board  waives  its  right  iB  PV* 
tlclpate,  before  Examiner  LauraoM  ft 
Masoner. 

No.  MC  112561  (Sub-No.  5),  fllldBl' 
cember  13.  1961.  Applicant:  B.  I»  ft 
TRANSPORTATION,  INC..  1314  IJ» 
wood  Street  SW.,  Canton,  Ohlo^AlJ* 
cant's  attorney;  Richard  H.  BraBM^ 
808  Hartman  Building,  Coluflnboi  H 
Ohio.  Authority  sought  to  op«nlt«6 
common  carrier,  by  motor  vehldt,IMI 
irregular  routes,  transportlm:  <M 
Plastic  and  plastic  articles  from  POH 
in  Stark  County.  Ohio,  to  POtoilfc 
Delaware.  Illinois,  Indiana,  KflOlMlft 
Maryland.  Michigan,  New  Jwy*  ** 
York,  Pennsylvania,  Tennessee,  VWj* 
West  Virginia,  Wisconsin,  and  tlieBy 
trict  of  Columbia,  restricted  to  «► 
ments  transported  In  seml-traitan 
nished  by  shippers;  and  (2) 
equipment  and  supplies,  used  li 
manufacture  and  shipping  of  plftM 


^nr  112750  (Sub-No.  79) ,  filed  No- 
ir«!  1961  Applicant:  ARMC»ED 
CORPORATION.  227-17 
Boulevard,  Bayside.  N.Y. 
»«-  attorney:  John  P.  McMa- 
ll^«t  Broad  Street,  Colimibus  15, 
'  Authority  sought  to  operate  as 
at  earner,  by  motor  vehicle,  over 
■routes,  transporting:  (1)  Com- 
mpers,  documents,  and  written 
its  (except  coin,  currency  and 
^—^^  iBCurities)  as  are  used  in  the 
^Sctof  banks  and  banking  institu- 
2l  bstw«n  Cleveland,  Ohio,  en  the 
^haaA.  and,  on  the  other,  Detroit. 
^vh  (2)  Commercial  papers,  docu- 
^U  mi.  written  instruments  (except 
fmtency  and  negotiable  securities) 
'"  -ted  in  the  conduct  of  banks  and 
I  ttuUtutions.  between  Cleveland. 
.^  the  one  hand,  and,  on  the 
r,  Buffalo.  N.Y.,  (3)  used  business 
\tinv  records  and  other  work- 
and  audit  media  which  are 
I,  processed,  or  tabulated  in 
ai  course  of  business  of  the 

^ or  consignee,  between  Cleye- 

'oblo,  on  the  one  hand,  and.  on 
iBMr,  Detroit,  Mich.,  and  (4)  used 
$m  and  accounting  records  and 
werking  papers  and  audit  media 
•re  being  i^sed,  processed,  or  tab- 
:  t»  the  normal  course  of  business 
^  Wrn  eonsignor  or  consignee,  between 
Qtorriand.  Ohio,  on  the  one  hand,  and, 
m  iM  other,  Pittsburgh,  Pa. 

EiAUtfO:  March  13,  1962,  at  the 
Bnr  Pwt  Office  Building,  Columbus. 
OMa,  before  Examiner  Charles  J.  Mur- 

Bb.  MC   112750    (Sub-No.    83).   filed 
14,    1961.     Applicant:    AR- 
CARRIER     CORPORATION, 
Building,    222-17    Northern 
,    Bayside,    N.Y.    Applicant's 
James    K.    Knudson,     1821 

Place    NW.,    Washington    6. 

AC   Authority  sought  to  operate  as  a 
carrier,  by  motor  vehicle,  orer 
routes,  transporting:  CommeT' 
t,  documents  and  written  in- 

(except  coin,  currency,  bul- 

iDd  negotiable  securities)  as  are 
'  t»  the  conduct  of  the  business  of 
nd  banking  institutions.  (1)  be- 
Chlcago,  HI.,  and  Minneapolia. 
.  on  the  one  hand,  and.  on  the 
•B«.  points  In  Adams,  Clark,  Colum- 
Mi,  Chiwford,  Dodge,  Grant.  Groen, 
QNaD  Lake,  Iowa,  Jackson.  Juneau, 
Kenosha,  Lafayette,  Lincoln, 
Marquette,  Monroe.  Oconto, 
Richland,  Sauk.  Shawano, 
-.    Walworth.    Waupaca.    Wau- 

,And  Wood  Counties.  Wla.,  (2)  l»- 

wtm  8t  Louis,  Mo.,  on  the  one  hand, 
■M,  en  the  other,  points  In  Iowa  and 
0)  between  Minneapolis.  Minn.,  on  the 
■thand.  and.  on  the  other,  points  in 
BBankee  and  Dane  Counties,  Wis. 
nARINQ:  March  12,  1962.  at  the 
A  Hotel,  Chicago,  111.,  before  Ex- 
Armln  O.  Clement 


FEDERAL  MGISTER 

No.  MC  113267  (Sub-No,  46).  filed  De- 
oember  11.  19M.  Applicant:  CEHTBJdj 
k  80UTHSBN  TRUCK  UNSS.  INC.,  312 
West  Morria  Street.  Casegrvme,  lU.  Ap- 
jMicaot'a  Nvreemtatlve:  Fred  H.  Figge 
SI2  West  Mfln-iB  Street,  Caseyville.  HI. 
Autliority  aoHght  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular rootes,  transporting:  Meats. 
meat  products,  m^at  by-products,  dairy 
products,  iorticles  distributed  by  meat 
packinghouses,  such  commodities  as  are 
used  bt  meat  packers  in  the  conduct  of 
their  business  when  destined  to  and  for 
use  by  meat  packers,  and  foodstuffs, 
moving  in  mechanically  refrigerated 
vehicles,  between  points  in  Mississippi, 
restricted  to  traffic  originating  outside  of 
Mississippi. 

Hotb:  Applicant  states  that  Its  officers 
are  officers  and  stockholders  In  Industrial 
Bus  Lines.  Inc.  (MC-114168),  Vandalla  Bus 
Lines,  Inc.  (MC-2698) .  and  that  Oliver  and 
Kathryn  Anderson  are  officers  and  stock- 
holders in  Caseyville  Bus  Lines,  Inc.  (MC- 
110846). 

HEARING:  March  16,  1962,  at  the 
Robert  E.  Lee  Hotel,  Jackson.  Miss.,  be- 
fore Joint  Board  No.  97,  or,  if  the  Joint 
Board  waives  its  right  to  participate, 
before  Examiner  Lawrence  A.  Van  Dyke. 
Jr. 

No.  MC  113658  (Sub-No.  8),  filed  De- 
cember   11,    1961.      Applicant:    SCOTT 
TRUCK  UNE.  INC.,  1337  34th  Street. 
Denver.    Colo.      Applicant's    attorn^: 
T^nmian  A.  Stockton.  Jr.,  The  1650  Grant 
Street  Boild^,  Denver  3,  Colo.     Au- 
thority Bought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
and  regxilar  routes,  traixsporting :    Ad- 
vertiMittt  matter  and  such  general  mer- 
chandix  as  is  dealt  in  by  wholesale  and 
retail  grooery  and  food  business  houses. 
REGULAR  ROUTES:  between  Denver, 
Coio..  and  Chicago,  ni.,  and  Imperial, 
Nebr..  (1)  from  Denver,  over  U.S.  High- 
way 6  to  Sterling,  Colo.,  thence  over  U.S. 
Highway  1S8  to  Junction  U.S.  Highway 
20.  thenoe  over  UJ3.  Highway  to  Aurora. 
HI.,  thence  over  Illinois  Highway  65  to 
Junction  UJ3.  Highway  34,  thence  over 
XJB.  Highway  84  to  Chicago,  and  return 
over  the  aame  route  serving  the  Inter- 
mediate and  off-route  points  of  Haxtun. 
Ook).,  and  Lamar.  Elsie,  Madrid,  Grant, 
Venango.aad  Champion,  N^r.,  (2)  from 
Denrer.  ever  U.S.  Highway  6  to  Sterling, 
thenoe  ov«r  UiS.  Highway  6  to  Imperial 
and  return  over  the  same  route.    IR- 
MEOULAR  ROUTES:  Meats,  fresh  and 
froaen.  from  the  site  of  the  packing  plant 
of  National  Food  Stores.  Inc.,  and  Lans- 
ing and  Detroit.  Mich.    RESTRICTION: 
Tlie     atiiram^*     authorities     contained 
herein  ab«U  not  be  tatted  or  Joined. 
dlreetly  or  Indirectly,  one  to  another,  for 
the  purpoae  of  performing  any  through 


aervtpe. 


aron>  Applicant  holds  authority  to  con- 
tfnet  the  above-described  operattoni  under 
OsrIMeate  Ife.  MO  119056  (Bub-No.  S)  dated 
Jvass  81.  I960,  eeotalning  the  oommotftty 
issfirtpflnm  rsadtag  as  tolkms:  "Advarttalag 
asattsr  asid  auoh  gmaral  laaw  tisinllse  as  is 
dealt  In  by  wbolsaale  and  retaU  grocery  and 
food  business  housee,  restricted  to  shipments 
moving  from,  to,  or  between  warehmnes,  and 
wliolsaais,  TstaU.  or  chatai  outle'ts  «C  grooery 
and  feed  buslnsea  housee-.  Appaeaat  Aataa 
it  is  the  purpose  of  this  apj^ieatlon  to  x«- 
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move  the  restriction  in  the  commodity  au- 
thorization. 

HEARING:  Maxeh  IS.  IMS.  at  the 
Albany  HoM.  Denver.  Oolo^  before  Ex- 
aminer Charles  B.  Heinenuam. 

No.  MC  118678  (Snla-No.  14).  filed 
January  2.  1962.  Apidicaat:  CUBTIS, 
INC.,  770  East  Slst  Street.  Denver  M. 
Colo.  Applicant's  attorney:  Doaaae  W. 
Acklie,  Box  2041,  Lincoln,  Nebr.  Au- 
thority sought  to  operate  as  a  oenuiMNi 
carrier,  by  motor  vehicle,  over  inwcidar 
routes,  transporting:  Froees  ^oods,  fnm 
Seabrook,  N.J.,  to  points  in  Colorado. 
New  Mexico,  California.  Arlrawaaa,  Oeor- 
gla,  Utah.  Idaho,  and  Wyoming,  Mid 
empty  containers  or  other  such  knd/deM- 
tal  facilities  (not  specified)  uaed  in 
transporting  the  stbave  described  com- 
modities, on  return. 

HEARING:  March  20. 1962,  at  the  Ar- 
kansas Commerce  Commission,  JueUee 
Building,  State  Capitol.  Little  Rock,  Ark.. 
before  Examiner  Laxurence  E.  MaaoQer. 
No.  MC  113678  (Sub-No.  16).  filed 
January  18.  1962.  Applicant:  CO&TIB. 
INC.,  770  East  Slst  Street.  Denver  1ft. 
Colo.  Applicant's  attorney:  Duane  W. 
Acklie,  Box  2041,  Lincoln.  Nebr.  Au- 
thority sought  to  operate  as  a  coauROS 
carrier,  by  motor  vehicle,  over  irregular 
routes,  trcmsporting:  Frozen  foods,  txom 
Marshall,  Macon,  Moberly,  and  CarroU- 
ton,  Mo.,  to  points  ha  Ariaona.  CaMfomla, 
Colorado,  Iowa,  Minnesota.  Kaaaaa.  Ne- 
braska, and  New  Mexico. 

HEARING:  March  21, 1962.«t  the  U£. 
Court  House  and  Custom  Hoope.  1114 
Market  Street,  St.  Louis.  Mo.,  befaic 
Examiner  Garland  E.  Taylor. 

No.  MC  113678  (Sub-No.  U).  filed 
January  18,  1962.  Applicant:  CURTXB, 
INC.,  770  EAi  Slst  Street.  Dnver  M. 
Colo.  Applicant's  attorney:  Duane  W. 
AckUe.  Box  2041,  Ldnooln.  Nebr.  Am- 
thority  sought  to  operate  as  a  oommo« 
corrter.  by  motor  vehicle,  over  irregular 
routes,  tran^xirting:  Food,  food  prepc- 
ratUms  and  foodstuffs,  in  vehtelw 
equlpiJed  with  mechanical  refrlgeratton, 
from  Athens,  Ala..  Jackson.  BeDa.  Hun- 
bolt,  and  MUan.  Tenn.,  to  points'  in  Oh" 
nois,  Indiana,  Iowa,  Kansaa.  ICiehlgan. 
Minnesota,  Mlaaouri,  Nebraska,  and 
Wisconsin. 

HEARING:  March  16,  1962,  at  the 
Dinkier-Andrew  Jackson.  Hotel  Naah- 
vllle,  Tenn.,  before  Examiner  Laurenoe 
E.  Masoner. 

No.  MC  115830  (Sub-No.  11).  filed  No- 
vember 6.  1961.  Applioant:  BABOOCK 
k  LEE  PETROLEUM  TBAMfiPCMiTEBa. 
INC.,  1002  Third  Avenue  North.  BlUtam 
Mont  Authorl^  aought  to  openU  aa  a 
common  carrier,  by  motor  vtiiida,  over 
Irregular  routes,  transporting:  Pttro- 
leum  and  petroleum  products,  between 
points  in  Roosevelt  and  Richland  Coun- 
ties, Mont.,  on  the  one  hand,  and,  on 
the  other,  points  hi  Nbrth  Dakota. 

HEARING:  March  16,  IWl,  at  the 
TflUowafeone  Countr  Court  Hoiiie,  Bll- 
Ungs,  Mont.,  before  JolM  Boaed  Ma.  M. 
or.  If  tte  Joint  Board  walwo  tti  rtghk  «• 
partldpate.  before  Bcaalter  fUetaard 
White. 

No.  MC  IIMM  (Sub-No.  U),  filed 
January  19, 1M2.  Aj^Hcant;  BABOOClf 
A  LSBFEIBaLBai  TBANBPORaZRS* 
INC..  1002  Tblrd  Avwuie  North,  BlBlnga. 
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libnt  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  rehlcle.  over 
Irregular  routea.  transporttnc :  Petroleum 
and  petrolemm  products.  In  bulk,  in  tank 
yehlclas.  from  Billings,  liont..  and  points 
within  Ihre  (5)  miles  thereof  to  points  in 
South  Dakota,  and  refected  and  con- 
taminated shipments  of  the  above-speci- 
fied commodities,  on  return. 

Novb:  AppUcftnt  ttatM  Tim  M.  Baboock  Is 
th«  prlnelpsl  ctoekholdcr  In  applicant  cor- 
porstton  and  In  Baboook  *  Lee  Transporta- 
tion. Inc..  and  Baboock  *  Lee  Freight  Unee. 
Inc. 

HEARINO:  March  14. 1902.  at  the  Yel- 
lowstone County  Court  House.  Billings. 
liont.,  before  Joint  Board  No.  267.  or.  if 
the  Joint  Board  waives  its  right  to  par- 
tldpate,  before  Examiner  Richard 
White. 

No.  MC  116085  (Sub-No.  1)  (AMEND- 
MENT), filed  August  21.  1961.  published 
FcsBiiAi.  Rioism  Issue  October  25.  1961. 
amended  November  22,  1961,  republished 
as  amended  this  issue.  Applicant: 
PRI8KNEY  AND  HARDINO  TRUCK- 
mo.  IMC.  Box  3.  KendallvUle.  Ind.  Ap- 
plicant's attorney:  Donald  W.  Smith. 
Suite  81 1  Fidelity  BuUdlng.  Indianapolis 
4.  Ind.  Authority  sought  to  operate  as 
a  contract  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  (1)  Print- 
ing paper  in  rolls,  (a)  Prom  the  plant 
site  of  the  Champion  Paper  Co.  at  Can- 
ton. N.C.,  the  plant  site  of  the  Inter- 
national Paper  Company  at  Sprlnghlll. 
La.,  the  plant  sites  of  the  Mead  Paper 
Co.  at  Dayton  and  Chlllocothe,  Ohio, 
the  plant  site  of  Nekoosa  Edwards 
Paper  Co.  at  Port  Edwards,  Wis.,  and 
the  plant  site  of  the  Combined  Locks 
Paper  Co.  at  Combined  Locks.  Wis.,  to 
the  plant  sites  of  the  National  Carbon 
Coated  Paper  Company  at  Sturgls, 
Mich.,  (b)  from  the  plant  site  of  the 
Kalamaaoo  Paper  Company  at  Kalama- 
aoo,  Mich.,  the  Bowaters  Southern  Paper 
OomiMmy  at  Calhoun.  Tenn.,  and  the 
Combined  Locks  Paper  Co.  at  Coijiblned 
Locks.  Wis.,  to  the  plant  site  of  the 
Corinth  Forms  Paper  Company  (a 
wholly-owned  division  of  the  National 
Carbon  Coated  Paper  Company),  at 
Corinth,  Miss..  (2)  Safety  paper  In  rolls. 
from  the  plant  site  of  Geo.  LaMonte  Co. 
at  Nutley,  N.J.,  to  the  plant  sites  of 
the  National  Carbon  Coated  Paper  Com- 
pany at  Sturgls,  Mich.,  (3)  Parafln  wax 
(except  liquid  parafln  wax),  in  tank 
trucks,  from  the  plant  site  of  the  Sun 
OU  Company  at  Marcus  Hook,  Pa.,  to 
the  plant  sites  of  the  National  Carbon 
Coated  Paper  Company  at  Sturgls,  Mich.. 
(4)  Petrolatum,  in  drums,  from  Kams 
City,  Pa.,  to  the  plant  sites  of  the  Na- 
tional Carbon  Coated  Paper  Co.  at  Stur- 
gls. Mich.,  (5)  Printed  autooraphic  reg- 
ister paper,  autoffraphic  registers,  sales 
books,  deposit  slips,  sales  slips  and 
printed  forms,  from  the  plant  sites  of 
the  National  Carbon  Coated  Paper  Co. 
at  Sturgls.  Mich.,  to  Albany,  N.Y. ;  Lan- 
caster. Philadelphia,  Carlisle,  and  Pitts- 
burgh. Pa..  New  Bnmswlck.  Newark,  N.J., 
and  Englewood.  NJ..  transporting  re- 
fused and  rejected  shipments  of  the 
aforementioned  commodities  on  return 
movements.  (6)  Printed  autooraphic 
register    paper,    authgraphic    registers. 
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sales  books,  deposit  slips,  sales  slips, 
printed  forms,  and  the  machtnery  and 
materials  used  in  the  manufacture  of  the 
aforemmtloned  commodities,  from  the 
plant  site  of  the  Corinth  Forms  Co.  (a 
division  of  the  National  Carbon-Coated 
Paper  Co. ) ,  at  Corinth.  Miss.,  to  the  plant 
sites  of  the  National  Carbon  Coated 
Paper  Co.  at  Sturgls,  Mich.,  (7)  Returned 
and  rejected  printed  autographic  regis- 
ter paper,  autographic  registers,  deposit 
slips,  sales  books,  printed  forms,  news 
print  and  carbonized  paper,  from  Mid- 
dlevlllage,  N.Y..  and  South  Hackensack. 
N.J..  to  the  plant  sites  of  the  National 
Carbon  Coated  Paper  Co.  at  Sturgls. 
Mich. 

Notk:  The  purpoee  of  thla  republication 
Is  to  show  applicant's  correct  name  and 
also  to  broaden  the  scope  of  authority  sought. 
Applicant  also  states  all  of  the  above  trans- 
portation to  be  f>erformed  under  a  contin- 
uing contract  with  the  National  Carbon 
Paper  Co. 

HEARINO:  March  15.  1962.  in  Room 
908.  Indiana  Public  Service  Commission. 
New  State  OflBce  Building.  100  North 
Senate  Avenue.  Indianapolis.  Ind..  be- 
fore Examiner  Reece  Harrison. 

No.  MC  116459  (Sub-No.  27).  flled  De- 
cember 20,  1961.  Applicant:  RUSS 
TRANSPORT.  INC..  P.O.  Box  8292. 
Chattanooga  11,  Tenn.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Asphalt  and  asphalt  prod- 
ucts. In  bulk,  in  tank  vehicles,  (1)  from 
points  In  Washington  County,  Va.,  to 
points  In  Tennessee,  Kentucky,  North 
Carolina.  West  Virginia,  and  South  Caro- 
lina. And  (2)  from  points  In  Sullivan 
County.  Tenn..  to  points  In  Virginia, 
West  Virginia,  North  Carolina,  Ken- 
tucky, and  South  Carolina,  and  empty 
containers  or  other  such  incidental 
facilities  (not  specified)  used  in  trans- 
porting the  commodity  specified  above, 
on  return. 

HEARINO:  March  13.  1962.  at  the 
Dinkier -Andrew  Jackson  Hotel,  Nash- 
ville, Tenn.,  before  Examiner  Laurence 
E.  Masoner. 

No.  MC  116702  (Sub-No.  17),  flled  Oc- 
tober 12.  1961.  Applicant:  THADDEUS 
A.  OORSKI,  doing  business  as  OORSKI 
BULK  TRANSPORT.  Box  700,  Harrow. 
Ontario.  Applicant's  attorney:  Eugene 
C.  ETwald.  Ouardlan  Building.  Detroit  26. 
Mich.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Urea,  in 
bags  or  in  bulk.  In  hopper  type  equip- 
ment, equipped  to  unload  bulk  urea  from 
the  bottom  (Including  air  suction),  and 
equipped  with  racks  to  accommodate 
bagged  urea  In  the  same  shipment  If 
required,  from  points  on  the  Interna- 
tional Boundary  between  United  States 
and  Canada,  at  ports  of  entry  at  Detroit 
and  Port  Huron.  Mich,  and  Buffalo,  N.Y., 
to  points  in  New  York,  Pennsylvania, 
Michigan,  Ohio,  Rhode  Island,  Illinois, 
Massachusetts,  Connecticut.  Vermont. 
New  Jersey,  and  points  In  Kenosha.  Ra- 
cine and  Milwaukee  Counties.  Wis.,  for 
the  account  of  Monsanto  Chemical 
Company. 

HEARING:  March  26.  1962.  at  the  De- 
trolt-Leland  Hotel.  Detroit.  Mich.,  be- 
fore Examiner  Reece  Harrison. 
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No.  MC  116702  (Sub-No.  It), 
vember  27.  1961.  Applicant: 
DEHJS  A.  OORSKI.  doing 
OORSKI  BULK  TRANSPORT, 
Harrow.  Ontario.  Canada, 
attorney:  Eugene  C.  Ewald.  Q«m£ 
Building.  Detroit  26.  Mich.  iS3' 
sought  to  operate  as  a  controi^^giS 
by  motor  vehicle,  over  irregular  i||S 
transporting :  Floor  coverings,  1B|||& 
asphalt  tile,  composition  tile,  rtSmm. 
linoleum,  rubber  and  plastic  'xoMImS 
adhesives,  carpet  underlay  and  tj^S 
products,  together  with  hard  inrfMug 
coverings,  acoustic  ceiling  ***r  inijS 
ucts  incidental  to  the  instaOettm 
these  articles,  from  Brooklyn 
Plalnfleld  and  Salem,  NJ 
Pa..  Chicago,  111.,  and  L'Anse. 
points  in  Michigan  and  Ohio. 

HEARING:    March   28,    1962, 
Detrolt-Leland  Hotel,  Detroit, 
fore  Examiner  Reece  Harrison. 

No.  MC  116947  (Sub-No.  I),  ig 
January  18.  1962.  Applicant:  ROioilt 
SCOTT,  doing  business  at  80QR 
TRANSFER  CO..  1000  WatkllN  Aug 
NW.  AtlanU  18.  Oa.  AppUoaaft  ^ 
torney:  R.  J.  Reynolds.  Jr..  Suttt  M|k 
35,  C  l{  S  National  Bank  Bulld^l^ 
lanta  3,  Oa.  Authority  aoaghl  || 
operate  as  a  contract  carrier,  by  mtt 
vehicle,  over  Irregular  routes. 
Ing ;  Salt,  from  Avery  Island  and 
Island.  La.,  and  points  within  U  wtt 
of  each  of  said  origins,  to  points  kl^^ 
bama,  Florida,  Georgia,  MMM 
South  Carolina,  and  Tenneim^  m 
pepper,  when  shipped  with  Mtt,  1m 
Weeks  Island,  La.,  aind  polnti  iMm 
15  miles  thereof,  to  points  In  AUhH|| 
Florida.  Oeorgia.  Misslsaippl,  9m 
Carolina,  and  Tennessee,  and  dMHpl 
and  rejected  shipments,  on  return 

HEARINO:   March   21,   1963,  •!  M 
West    Peachtree    Street   NW.. 
Oa  .  before  Examiner  Lacy  W.  Hlmlf. 

No.  MC  117025  (Sub-No.  12).  M 
October  16.  1961.  Applicant:  IJ  101 
HILT,  3751  Sumner  Street,  IMtl^ 
Nebr.  Applicant's  attorney:  J.  Ifti 
Harding,  IBM  BuUdlng,  606  Souttl  IS 
Street.  P.O.  Box  2041,  Lincoln  I,  Nk 
Authority  sought  to  operate  u  ft  Oi» 
man  carrier,  by  motor  vehicle,  flfW  ► 
regular  routes,  transporting:  MottbM^ 
ages,  from  BeUevUle,  111.,  to  pdallfe 
Colorado,  Wyoming,  Montana,  Ml 
Dakota.  South  Dakota.  Minneeotft.  1^ 
braska.  Missouri,  and  Iowa,  and  MVl 
containers  and  exempt  commodtflflV 
other  such  incidental  faciUtim  M 
specified) .  used  in  transporting  tlMMfr 
modules  specifled  above,  on  return. 

HEARING:  March  27.  19«J.  ■*•• 
Hotel  Sheraton  Fontenelle.  QM'Jk 
Nebr..  before  Examiner  ArmiB  ft 
Clement. 

No.  MC  117119  (Sub-No.  86),  ■■ 
November  22.  1961.  Applicant:  WlUP 
SHAW  FROZEN  EXPRESS,  INC, 
Springs,  Ark.  Applicant's 
John  H.  Joyce.  26  North  College, 
vllle.  Ark.,  and  A.  Alvls  Layne.  W» 
sylvanla  BuUdlng.  Washington  i  OS. 
Authority  sought  to  operate  as  a  tm- 
mon  carrier,  by  motor  vehicle,  Offiit 
regular  routes,  transporting: 
foods:  from  Seabrook.  N.J.,  to  . 
Colorado.  New  Mexico,  Callfomlft,  *^ 
kansas,  Georgia,  Utah,  Idaho,  aUd  wr 


and  empty  containers  or  other 
yUental  facilities,  used  in  trans- 
— ^in^  ^e  above-described  commodi- 
CoB  return. 

^— .  aopUcant  states  It   has  temporary 
^^"oJthe  motor  carrier  propertlea  and 

„,  authorities  of  Pellham  Tranaporta- 

f^/Inc.,  MC  1179(M,  under  MC-P-78ie. 

mm  A  RING:  March  20,  1962,  at  the  Ar- 
^^^OoBunerce  Commission,  Justice 

-  State  Capitol,  Little  Rock.  Ark.. 
__jliaminer  Laurence  E.  Masoner. 
^^UC  117119  <Sub-No.  37),  filed  No- 

■  12    1961.     Applicant:   WILLIS 
fflbzEN  EXPRESS,  INC..  Elm 

,  Ark.  Applicant's  attorney:  John 
TjJJee  26  North  College,  Fayetteville. 
t*^Aathorlty  sought  to  operate  as  a 
MMm  carrier,  by  motor  vehicle,  over 
SLpifT  routes,  transporting:  Frozen 
SX  from  Montezuma,  Ga..  to  points 
?ODlorado.  New  Mexico,  California. 
If^tr''  UUh,  Idaho,  and  Wyoming. 
i^smpty  containers  or  other  such  in- 
ZSgKtel  facilities  (not  specifled),  used 
^IniHporting  the  above  described  com- 
MdRtos,  on  return. 

giJjLtlfa:  March  21.  1962.  at  the 
tiuumM  Commerce  Commission.  Jus- 
Mgg  Bonding.  State  Capitol.  Little  Rock, 
llfc,   before    Examiner    Laurence    E. 

P^  lie  117119  (Sub-No.  44),  filed 
TiMMntinr  29,  1961.  Applicant:  WILLIS 
JSwRtOZEN  EXPRESS,  INC.,  Elm 
t/i^M.  Ark.  Applicant's  attorneys: 
ij^MiH  Jayee.  26  North  College,  Fayette- 
#^  Aik..  and  A.  Alvis  Layne,  Pennayl- 
labBHilding,  Washington  4,  D.C.  Au- 
gought  to  operate  as  a  common 
,  by  motor  vehicle,  over  irreguUr 
transporting :  Froten  foods,  from 
«  City,  Ogden,  and  Provo.  Utah, 

I  in  Oklahoma,  Arkansas,  Louiil- 

Totas,  Kentucky,  Tennessee,  Mla- 
ll,  Alabama,  Georgia.  Florida, 
.  Carolina,  South  Carolina.  Mary- 
Mew  Mexico,  and  Arlsona,  axul 
containers  or  other  such  inci- 
faeihties  (not  specifled).  used  In 
the  above  described  com- 
,  on  return. 
KiARINO:  March  23,  1962,  at  the 
^kiMM  Commerce  Commission,'  Jus- 
ttM  Building.  State  Capitol,  Little  Roek, 
before    Examiner    Laurence    E. 


m,  Ud  117119  (Sub-No.  45).  filed 
Junary  17.  1962.  Applicant:  WILLIS 
IW  FROZEN  EXPRESS,  INC..  Elm 
J,  Ark.  Applicant's  attorneys: 
Mb  R.  Joyce.  26  North  College,  Fay- 
Mi.  Ark.,  and  A.  Alvls  Layne,  Peon- 
Vhiuila  BuUdlng.  Washington  4,  D.C. 
lalkority  sought  to  operate  as  a  com- 
as* evrier,  by  motor  vehicle,  over  Ir- 
lar  routes,  transporting:  Frozen 
I  from  Macon.  Marshall,  Carrollton, 
/,  MUan,  and  St.  Joseph.  Mo.,  to 
^  in  Texas,  and  empty  containers 
w  ether  such  incidental  facilities  (not 
I) ,  used  in  transporting  the  com- 
specifled  in  this  application,  on 


i:  Applicant  states  that  It  is  author- 
kli  to  lease  the  properties  of  Peilham 
Ikansportatlon  Company,  Inc.,  under  ICC- 


BIARING:   March   22.   1962.  at  the 
Aikaasas  Commerce  Commission,  Jus- 


tice Bulldtng.  State  Capitol,  Little  Rock, 
Arte.,  before  Examiner  Laurence  E. 
Masoner. 

No.  MC  117344  (Sub-No.  81) .  filed  No- 
Tember  39. 1961.  Applicant:  THE  MAX- 
WELL CO.,  a  corporation,  10380  Even- 
dale  Drive.  Cincinnati  15,  Ohio.  Appli- 
cant's attoomey:  Herbej*  Baker,  50  West 
Broad  Street.  Columbus  15.  Ohio.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Fertilizer  solutions. 
In  bulk.  In  tank  vehicles,  from  Cincin- 
nati, Ohio,  to  points  in  Illinois,  Indiana, 
and  Kentucky,  and  empty  containers  or 
other  fl«cli  incidental  facilities  (not 
specified),  used  in  transporting  the 
above-specified  commodities,  on  return. 
HEARINO:  March  12. 1962,  at  the  New 
Post  Ofllee  BuUdlng,  Columbus,  Ohio, 
before  Examiner  Charles  J.  Murphy. 

No.  MC  117344  (Sub-No.  82) ,  flled  De- 
cember 11, 1961.  Applicant:  THE  MAX- 
WELL CO..  a  corporation,  10380  Even- 
dale  Drive.  Cincinnati  15,  Ohio.  Appli- 
cant's attorney:  Herbert  Baker,  50  West 
Broad  Street,  Columbus  15,  Ohio.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routea,  transporting:  Lacquers,  paints, 
resins,  varnishes,  surface  coating  com- 
pounds, and  molding  compounds,  in  bulk, 
tn  tank  vehicles,  from  Cincinnati,  Ohio, 
to  points  in  Illinois  and  Wisconsin,  and 
emptg  oontainert  or  other  such  inci- 
dental faciUties  (not  specifled),  used  in 
transporttnc  the  above -specifled  com- 
moditiaa.  on  return. 

HEARING:  March  14.  1962,  at  the 
New  Pott  Office  BuUdlng,  Columbus, 
Ohio,  before  Examiner  Charles  J. 
Murphy. 

No.  MC  117823  (Sub-No.  5),  flled  Jan- 
uary 4.  1962.  Applicant:  RALPH  F. 
DUNKLBY.  doing  business  as  DUNKLEY 
DIBTRIBUTINO  COMPANY,  240  Call- 
fomia  Avenue,  Salt  Lake  City,  Utah. 
Applicant's  attorney:  Lon  Rodney 
Kinnp.  716  Newhouse  BuUdUig,  Salt  Lake 
City  11,  Utah.  Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transporting : 
Froaen  foods,  in  less-than  truckload 
^jjmnmntM  not  to  ezcecd  10,000  poimds 
when  ihlpped  in  connection  with  frozen 
fruits,  frocen  vegetables  and  frozen  ber- 
ries, from  points  in  Los  Angeles,  Orange, 
Ventura.  San  Bernardino,  and  Riverside 
Countlea.  Calif.,  to  points  in  Utah,  Wy- 
ominf.  Montana,  and  points  in  Idaho 
•ottth  of  the  Bouthem  boundary  of  Idaho 
Countar. 

HEARING:    March  28,   1062,  at  the 
Federal  BuUding,  Los  Angeles,  Calif., 
before  Examiner  Charles  B.  Heinemann. 
No.  MC  118159  (Sub-No.  8),  filed  No- 
vember 6,  1961.     AppUcant:    EVERETT 
LOWRAMCE,   4916   Jefferson   Highway, 
PjO.  Boj^  10216,  New  Orleans  21.  La.   Ap- 
plicant's attorney :  Harold  R.  Ainsworth, 
2307  American  Bank  Building,  New  Or- 
leans 12,  La.    Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transport- 
ing: Bmnanas.  from  Houston,  Texas,  to 
points  in  Texas.  New  Mexico,  Arizona, 
California.   Colorado,    Oklahoma,    Mls- 
aouri.    Nebraska.    Kansas,    Minnesota, 
Utah.  North  DakoU,  South  Dakota.  Wy- 
oming. Iowa.  Alabama,  Arkansas,  Geor- 
gia, Idaho.  Illinois,  Indiana,  Kentucky, 
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Louisiana,  Michigan,  Mississippi  Mbn- 
tana,  Ohio,  Oregon.  Tenne«ee,  Wash- 
ington, West  Virginia,  and  Wlaeoredn. 

HEARING:  March  SO,  1992.  at  tlie 
Federal  Office  Building.  600  Soatb  Street, 
New  Orleans,  La.,  before  Examiner  Law- 
rence A.  Van  Dyke.  Jr. 

No.  MC  118468  (Sub-No.  9) .  flled  OctO- 
ber  16,  1961.  Applicant:  XnfTBDlf 
TRUCKING  CO.,  a  corporaiOon,  $10 
South  Jackson  Street.  Eagle  Qroye.  Iowa. 
Applicant's  representative:  WltUam  A. 
Landau,  1307  East  Walzmt  Street,  Dee 
Moines  16,  Iowa.  Authority  ftoufbt  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport- 
ing: Animal  and  poultry  feed  IngrtdU 
ents.  dry,  in  bulk  and  in  bags,  from  Miu- 
catlne,  Iowa  to  points  in  Illinois  Kaaaaa, 
Minnesota,  AQssouri.  N^raska.  South 
Dakota,  and  Wisconsin, 

HEARING:  March  22,  196X  In  Soom 
401,  Old  Federal  Office  Bulldtng.  Fifth 
and  Court  Avenues,  Des  Moines.  Iowa, 
before  Examiner  Armln  O.  Clemait. 

No.  MC  118898  (Sub-NQ.  «>,  filadOc- 
tober23. 196L  Applicant:  T. P. TRUCK- 
ING COMPANY.  ItlC..  1489  Orady  Ave- 
nue, Yazoo  City,  Miss.  Applicant's  at- 
torney: Rubel  L.  Phillips,  Deposit  Guar- 
anty Bank  Building,  Jackson.  Mlsa. 
Authority  sought  to  operate  as  a  ooiUraot  , 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Jfanu/aofttrctf  fer- 
tilizer,  dry,  in  bulk,  and  in  paflkafM. 
from  Lullng.  La.,  to  points  in  Alabama. 
Florida.  Georgia,  Mississippi,  and  Tan- 
nessee.  RESTRICTION:  The  operations 
proposed  herein  will  be  limited  to  a 
transportation  service  to  be  performed 
under  a  continuing  contract,  or  eon- 
tracts,  with  Fireproof  Products  of  Mis- 
sissippi, Inc.,  Terry,  Miss. 

HEARING:  March  14.  1963.  at  the 
Robert  E.  Lee  Hotel,  Jackson,  Miss.,  be- 
fore Examiner  Lawrence  A.  Vim  Dyke. 


Jr. 

No.  MC  119607  (Sub-No.  9),  fllad  De- 
cember   14,    1961.     Applicant:    CRAUN 
TRANSPORTATION.       INC..       Imma 
Street,  BettsviUe,  Ohio.    AppUoant's  at- 
torney: Taylor  C.  Buroeson.  d4S0  Le- 
Veque-Linoolii    Tower.    Oniumhws    li, 
Ohio.    Authority  sought  to  operate  aa  a 
common  carrier,  by  motor  vefalele.  over 
irregular  routes,  transporting:   (1)  Re- 
fractory  products   from  Maple  Orove 
(near  GarrettsvlUe),  Ohio,  and  points 
within  2   miles   thereof,   to   pointo   In 
Michigan  (exo«g}t  points  in  tlM  south- 
eastern part  of  Michigan  which  are  on 
or  east  of  U.S.  Highway  23  and  on  or 
south  of  Michigan  Highway  89).  points 
in  Indiana  (except  Fort  Wayne.  Kokomo, 
and  points  in  the  Chicago,  m..  Commer- 
cial Zone  as  defined  by  the  Oommiaiion) , 
points  in  Wisconsin,  and  points  to  Mer- 
cer, Lawrence,  Batter,  Beaver,  and  Al- 
leghany Counties.  Pa.;  and  (2)  pallets. 
skids,  and  shipping  container*  uaed  in 
the  transportation  of  refractory  prod- 
ucts, from  points  in  the  above-specified 
destination  territory  to  Maple  Grove, 
Ohio,  and  points  within  2  mUes  thereof. 

HEARING:  March  15,  19«2,  at  the 
New  Post  Office  BuUdlng.  Ccdumbos, 
Ohio,  before  Examinw  Charles  J. 
Vtarphy. 

No.  MC  119519  <Sub-No.  14).  filed 
December  12.  1«61.  Applicant:  ALLEN 
RUSSEUj,    doing    business    as    ALLEN 


Mo.  2^ 


I 
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RU88ELL  TRUCKING  COMPANY. 
Franklin,  Ky.  Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor  ve- 
hicle, over  Irreffiilar  routes,  transporting : 
Animal  and  potiltry  feed,  from  points  in 
Ruthorford  and  Davidson  Counties. 
Tenn..  and  points  In  Simpson  County. 
Ky..  to  Cincinnati  and  Lima.  Ohio,  and 
points  within  50  miles  of  each. 

HEARING:  March  13.  1962  at  the 
Dinkier -Andrew  Jackson  Hotel.  Nash- 
ville, Tenn.,  before  Examiner  Laurence 
E.  Masoner. 

No.  MC  119535  (Sub-No.  1).  filed  No- 
vember  6,  1961.  Applicant:  MAURICE 
TUCKER.  959  Myrtlewood  Drive.  Jack- 
son. Miss.  Applicant's  attorney:  Rubel 
L.  Phillips,  Deposit  Guaranty  Bank 
Building.  Jackson.  Miss.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes. 
transporting:  Rough  and  dressed  lumber, 
between  points  in  Mississippi,  Louisiana, 
and  Texas. 

HEARING:  March  15.  1962.  at  the 
Robert  E.  Lee  Hotel,  Jackson,  Miss.,  be- 
fore Joint  Board  No.  246,  or.  if  the  Joint 
Board  waives  its  right  to  participate,  be- 
fore Examiner  Lawrence  A.  Van  Dyke, 
Jr. 

No.  MC  119641  (Sub-No.  32) .  filed  Nov- 
vember  17.  1961.  AppUcant:  RINGLE 
EXPRESS,  INC..  405  South  Grant 
Avenue,  Fowler.  Ind.  Applicants  at- 
torney: Robert  C.  Smith,  512  Illinois 
Building,  Indianapolis  4,  Ind.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregiilar  routes. 
transporting:  Concrete  slabs,  building  or 
roofing,  and  accessories  used  in  the  in- 
stallation thereof,  when  moving  at  the 
same  time  and  In  the  same  vehicle  there- 
with, from  Arkadelphla.  Ark.,  to  points 
in  Louisiana,  Kansas,  Oklahoma,  and 
Texas,  and  damaged  and  rejected  ship- 
ments of  commodities  specified  above, 
on  return. 

HEARING:  March  19.  1962.  at  the 
Arkansas  Commerce  Commission.  Justice 
Building,  State  Capitol,  Little  Rock.  Ark.. 
before  Examiner  Laiu'ence  E.  Masoner. 

No.  MC  119660  (Sub-No.  1).  filed  No- 
vember 22.  1961.  Applicant:  DELA- 
WARE VALLEY  TRUCKING  COM- 
PANY. INC..  15  Exchange  Place.  Jersey 
City.  N.J.  Applicant's  representative: 
O.  Donald  Bullock.  211  East  51st  Street, 
New  York  22,  N.Y.  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Milk  products,  margerine.  fruit 
juices  and  fruit  odes,  in  containers,  and 
milk,  in  containers,  when  moving  in  the 
same  vehicles  with  milk  products,  mar- 
gerine, fruit  Juices  and  fruit  ades.  in 
refrigerated  equipment,  from  Camden, 
N.J..  to  points  in  New  Castle  County. 
Del.,  and  empty  containers  or  other  such 
incidental  facilities,  used  in  transport- 
ing the  above-described  commodities,  on 
return. 

NoT>:  (1)  AppUcant  itate*  the  proposed 
operation  la  to  be  limited  to  a  transporta- 
tion aerrlce  to  be  performed  under  a  con- 
tinuing contract,  or  contracts,  with  Sealtest 
Foods  DlTiakm  of  National  Dairy  Products 
Corp.  of  Philadelphia.  Pa.  (3)  AppUcant 
further  statea.that  Its  president  and  prin- 
cipal stockholder  la  also  president  and  prin- 
cipal stockholder  of  Balph  O.  8ml th.  Inc., 

iccaoTse. 


NOTICES 

HEARING:  March  16,  1962,  at  Room 
300.  U.S.  Custom  Building.  Second  and 
Chestnut  Streets.  Philadelphia,  Pa.,  be- 
fore Examiner  Parks  M.  Low. 

No.  MC  119777  (Sub-No.  6).  filed 
January  16,  1962.  Applicant:  LIGON 
SPECIALIZED  HAULER.  INC..  P.O. 
Drawer  31,  MadisonviUe.  Ky.  Appli- 
cant's attorney:  Robert  M.  Pearce.  221 
St.  Clair  Street,  Frankfort,  Ky.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  Irregular 
routes,  transporting:  Dry  commodities. 
in  bulk,  between  points  in  Marshall 
County.  Ky..  on  the  one  hand,  and,  on 
the  other,  points  in  Alabama.  Arkansas, 
Florida.  Georgia.  Iowa.  Kansas.  Loui- 
siana, Mississippi,  Missouri,  North  Caro- 
lina, Oklahoma,  South  Carolina.  Ten- 
nessee. Texas,  Virginia,  and  Wisconsin. 

HEARING:  March  15,  1962.  at  the 
OflBces  of  the  Interstate  Commerce 
Commission,  Washington.  D.C..  before 
Examiner  W.  Elliott  Nefflen. 

No.  MC  119880  (Sub-No.  3».  filed  No- 
vember 13,  1961.  Applicant:  DRUM 
TRANSPORT.  INC.,  Box  2056.  East 
Peoria,  111.  Applicants  attorney:  Don- 
ald L.  Stern.  924  City  National  Bank 
Building.  Omaha  2.  Nebr.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Alcohol,  neutral  spirits. 
and  alcoholic  liquors,  in  bulk.  In  tank 
vehicles,  between  points  in  Maryland. 
Pennsylvania.  Ohio,  Indiana,  and  Ken- 
tucky, on  the  one  hand.  and.  on  the 
other.  Seattle,  Wash.,  and  points  in 
California. 

HEARING:  March  14.  1962.  at  the 
Midland  Hotel.  Chicago.  Ill .  before  Ex- 
aminer Armin  O.  Clement. 

No.  MC  123157  (Sub-No.  3).  filed  Oc- 
tober 25.  1961.  Applicant:  G.  L.  GIB- 
BONS AND  LAWRENCE  L.  GIBBONS,  a 
copartnership,  doing  business  as  CE- 
MENT TRANSPORTERS.  RllUto.  Ariz. 
Applicant's  attorney:  A.  Michael  Bern- 
stein. 1327  Guaranty  Bank  Building, 
Phoenix  12.  Ariz.  Authority  sought  to 
operate  as  a  com.mon  carrier,  by  motor 
vehicle,  over  regular  routes,  transport- 
ing: Cement,  in  bulk,  and  in  bags,  from 
the  plant  site  of  Phoenix  Cement  Com- 
pany, at  Clarkdale,  Ariz.,  to  Tex  Nos  Pas 
and  Mexican  Water.  Ariz.,  and  points 
between  Tex  Nos  Pas  and  Mexican 
Water,  on  Indian  Highway  No.  1.  tra- 
versing New  Mexico  for  operating  con- 
venience only;  from  Clarkdale  over 
US.  Highway  278  and  U.S.  Highway  89 
to  Flagstaff.  Ariz.,  and  U.S.  Highway  66 
to  Gallup.  N.  Mex..  and  Route  504,  to  Tex 
Nos  Pas.  Ariz.,  thence  along  Indiana 
Highway  No.  1.  to  Mexican  Water.  Ariz., 
and  return  over  the  same  route,  serving 
all  intermediate  points. 

HEARING:  March  21.  1962.  at  the 
Arizona  Corp.  Commission.  Phoenix, 
Aria.,  before  Joint  Board  No.  129,  or.  If 
the  Joint  Board  waives  its  right  to  par- 
ticipate, before  Examiner  Charles  B. 
Helnemann. 

No.  MC  123304  < Sub-No.  4)  (AMEND- 
MENT), filed  November  13.  1961,  pub- 
lished in  Fkdxral  Rigistcr.  issue  of  Jan- 
uary 31,  1962,  republished  as  amended, 
this  issue.  Applicant:  SOUTHERN 
COURIERS.  INC..  1316  North  CarroU, 
Dallas,  Tex.    Applicant's  attorney :  Ewell 


H.    Muse.   Jr..    Perry   Brooks 
Suite   415.   Austin    1.   Tex. 
sought  to  operate  as  a  contract 
by  motor  vehicle,  over  Irregular 
transporting:  Commercial  papers 

merits,  and  written  instruments  

are  used  in  the  business  of  bw^**"^ 
banking     institutions     (excludliy 
currency,  bullion,  and  negotiable 
ties  • .  between  Dallas  and  Fort 
Tex.,    points    in    Oklahoma, 
Montgomery  County.  Kans..  and 
in  McE>onald  County.  Mo. 

Note  :  The  purpose  of  this  repubUeMlM|k 
t(j  add  Fort  VlTorth.  Tex.,  and  '— • — """ 


operation   as   nonradtal   rather  thaa 

HEARING:     Remains     as 
March  20,   1962.  at  the  Federal 
ing.  Oklahoma  City,  Okla.,  befot« 
aminer  Walter  R.  Lee. 

No.  MC  123372  (Sub-No.  5),fUed| 
tember  18.  1961.    Applicant:  Ci 
SERVICES.  INC..  26380  Van  Boca 
Dearborn,  Mich.  Applicant's 
tive:  Larry  Mason  (same  addre«is^ 
plicant  > .     Authority  sought  to  0m5 
as  a  contract  carrier,  by  motor 
over      irregular     routes     tnuui     _ 
Bakery  products,  between  Ml<»h<g^ 
the  one  hand,  and,  on  the  other, 
in  Ohio,  Indiana,  and  Illinois. 

NoTi :  Applicant  states  that  the  ,  ^- 
wlll  be  conducted  under  a  conttnutaf  i^ 
tract  with  Schafer's  Bakeries.  Inc. 

HEARING:    March    26.    1962.  at  H 
Detrolt-Leland    Hotel,    Detroit, 
before  Elxamlner  Reece  Harrison. 

No.  MC  123465  (Sub-No.  2),  flkdl^ 
vember  15,  1961.  Applicant: 
LETARTE.  doing  business  as  ST. 
ACINTHE  EXPRESS,  INC.,  7638 
lette  Street.  St.  Hyachlnthe. 
Canada.  Applicant's  attorney: 
W.  Free.  Jr..  107  North  Main 
Barre,  Vt.  Authority  sought  to 
as  a  contract  carrier,  by  motor 
over  irregular  routes,  transportiv: 
Church  pipe  organs,  from  ports  of  MO, 
on  the  International  Boundary  Unt  1^ 
tween  the  United  States  and  Canada  ll 
points  In  the  United  States,  and  «Hf^ 
containers  or  other  such  incidentdlftA 
ities  mot  specified) .  used  in  transportfti 
the  commodities,  specified  above,  ■ 
return. 

HEARING:  March  26.  1962.  at  tl 
Washington  County  Court  House,  lfal» 
pelier.  Vt..  before  Examiner  AWb  E 
Schutrumpf. 

No.  MC  123487  (Sub-No.  2) ,  filed 
ber     19,     1961.       Applicant: 
HAMEL   AND    NORMAND  E  _ 

doing  business  as,  HAMEL  MOM 
TRANSP.  CO..  R.D.  1,  River  Roatf.  i^ 
lenstown.  N.H,  Applicant's 
Guy  A.  Swenson,  Jr.,  9  Capitol 
Concord.  N.H.  Authority  sought  l» i^ 
erate  as  a  contract  carrier,  by  mdai't^ . 
hide,  over  irregular  routes.  transportlV^ 
Rough  granite,  between  Woodbury,  H." 
and  Concord.  N.H.  _. 

HEARING:  March  23. 1962.  at  tht 
Hampshire  Public  Service  Coi 
Concord.  N.H..  before  Joint  Board  J* 
132.  or.  If  the  Joint  Board  waives  Mi  iiPf 
to  participate,  before  Examiner  AWi» 
Schutrumpf. 

No.  MC  123639  (Sub-No.  3),  fUsd1» 
vember  14.  1961,  Applicant:  J.  f 
MONTGOMERY,     INC.,    4916    J( 


fitimtdav,  February  7,  1%2 

DHiver  16.  Colo.  Applicant's  at- 
•'.  olarleB  W,  Singer,  33  North  La 
MweT  Chicago  2,  111.  Authority 
^  »o  operate  as  a  common  carrier, 
■rfiflr  vehicle,  over  irregular  routes, 
JJJSting-  Meats  and  packinghouse 
O*?!!!!.  ,5  defined  by  the  Commission, 
2U2wlngton.  Nebr..  to  points  In  the 
JJ^Igy^s  (except  Chicago.  HI.,  Den- 
•q-Iq^  and  points  In  Hawaii  and 
''isfcTiliod  empty  containers  or  other 
rltaidiental  facilities  (not  specified), 
^  ^^[nsporting  the  above -specified 
^mM\*^  o"  return. 
MMARING:  March  29.  1962.  at  the 
^Bberaton  Fontenelle,  Omaha, 
liefore     Examiner     Armin     G. 


MC  123870.  filed  August  14,  1961. 

S-  LEONARD  F.  MC  CALLUM. 

business  as  MC  CALLUM  MO- 
114  Derry  Road.  Hudson,  NJI. 
^_--ity  sought  to  operate  as  a  common 
^Z  by  motor  vehicle,  over  Irregular 
^ "a' transporting:    Wrecked  or  dis- 

fnotor  vehicles,  between  points  In 
Mbasetts,  Connecticut.  Rhode  Is- 

Haliie.  New  Hampshire,  Vermont, 

M  Mev  York. 

ffAwma:  March  22. 1962,  at  the  New 
[«  Public  Service  Commission, 
Nil.,  before   Examiner  Alvln 

-jpf. 

1 123878,  filed  September  1. 1961. 

M.  C.  Tyler,  doing  business 

■TTLIR  TRUCK  LINES,  Kelley.  Iowa. 
it's  representative:  William  A. 
1307  East  Walnut  Street,  Des 
16.  Iowa.  Authority  sought  to 
I  as  a  common  carrier,  by  motor 
^,  over  irregular  routes,  transport- 
m*  Animal  and  poultry  feed  ingredi- 
0ti  from  St.  Lcuis.  Mo.,  points  In 
jfiMiia  Including  the  Commercial  Zone 
ilCMeago,  HI.,  as  defined  by  the  Com- 
^rian,  to  points  in  Iowa  on  and  east 
rfUJB.  Highway  71  (except  Eagle  Grove, 

BEARING:  March  22.  1962,  in  Room 
411.  Old  Federal  Office  Building,  Fifth 
ad  Court  Avenue.  Des  Moines,  Iowa, 
lAre  Examiner  Armin  G.  Clement. 

B6.  MC  123905  (Sub-No.  1) ,  filed  Oc- 
tpfeer  18,  1961.  Applicant:  OLEN  BUR- 
SAGE,  264  West  Beacon  Street.  Phlla- 
Miss.  Applicants  attorney: 
Alford,  Citizens  Bank  Building, 
'PUMlelphla.  Miss.  Authority  sought  to 
(prate  as  a  contract  carrier,  by  motor 
flhkk,  over  irregular  routes,  transport- 
k|:  (1)  Lumber,  wood  dimension  stock 
■I  preservatively  treated,  (2>  lumber. 
phi,  and  timbers,  from  points  in 
IWioba  and  Newton  Counties,  Miss.,  to 
lOtaU  In  Tennessee,  Kentucky,  Illinois, 
iDdlana.  Alabama,  Louisiana,  Wisconsin, 
■d  OUo  and  ( 3 )  building  material  and 
mnHes.  when  shipped  with  the  lumber 
n^ed  for  the  construction  of  one 
knw,  on  the  bill  of  lading,  to  one  con- 
t,  from  points  in  Neshoba  County, 
L,  to  points  in  Tennessee,  Alabama, 

Arkansas,  and  Georgia,  and 

ntued  and  rejected  shipments  of  (1), 
41).  tad  (3)  above,  on  return. 

BEARING:   March   19,   1962,  at  the 

E.  Lee  Hotel,  Jackson.  Miss.,  be- 

luuniner  Lawrence  A.  Van  Dyke. 


FEDEIAL  REGISTER 

No.  MC  123918.  filed  September  11. 
1961.  Applicant:  RALPH  WILLSON. 
234  South  Adams  Street,  Burlington. 
Iowa.  Appiieant's  representative:  F.  L. 
Partridge,  214^  North  Fourth  Street, 
Burlington,  Iowa.  Authority  sought  to 
optraie  as  a  contract  carrier,  by  motor 
vehicle,  ovwr  Irregular  routes,  transport- 
ing: Sand,  gravel,  limestone,  and  rock. 
(1)  from  Spring  Ghitjve,  Iowa,  and  points 
within  five  (5)  miles  thereof  to  points 
in  Illinois,  and  (2)  from  Spring  Grove, 
Iowa,  and  points  within  50  miles  thereof 
to  points  In  Illinois. 

Note:  Applicant  states  these  materials  are 
to  be  transported  to  contractors  at  Job  sites. 

HEARING:  March  23,  1962,  In  Room 
401,  Old  Federal  Office  Building,  Fifth 
and  Court  Avenues.  Des  Moines,  Iowa, 
before  Joint  Board  No.  54,  or,  if  the  Joint 
Board  waives  its  right  to  participate,  be- 
fore Examiner  Armin  G.  Clement. 

No.  MC  123974.  filed  November  1,  1961. 
Applicant:  E.  J,  GREEN.  150  Cedar 
Street.  Imlay  City,  Mich.  Applicant's 
attorney:  John  M.  Veale,  Guardian 
Building.  Detroit  26.  Mich.  Authority 
sought  to  operate  as  a  contract  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Milk  and  dairy  products. 
and  empty  containers  or  other  such  in- 
cidental factiities  used  in  transporting 
the  above  described  commodities  be- 
tween Imlay  City,  Mich.,  on  the  one 
hand,  and  on  the  other,  points  in  New 
York  and  Pennsylvania. 

HEARING:  March  29,  1962,  at  the 
Detroit-Leland  Hotel,  Detroit,  Mich.,  be- 
fore Elxaminer  Reece  Harrison, 

No.  MC  124012  (Sub-No.  1),  filed  De- 
cember 4.  1961.     Applicant:  WAYNE  R. 
WILLIAMS,   doing   business   as   W.   R. 
WILLIAMS    TRANSPORT,    Monisville. 
Vt.    Applicant's     attorney:  Robert     A. 
Magoon,      Morrisville,      Vt.    Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  regular  routes, 
transporting:  Cedar  fencing  and  cedar 
furniture,  between  Greensboro  Bend,  Vt., 
and    Babylon    and    Massapequa,    LJ., 
Paramua,  N  J..  Orange  and  Southington. 
Conn.:  (1)  from  Greensboro  Bend  over 
Vermont  Highway  16  to  junction  Ver- 
mont Highway  15.  thence  over  Vermont 
Highway  15  to  Morrisville.  Vt.,  thence 
over  Vermont  Highway  100  to  Water- 
bury.  Vt..  thence  over  U.S.  Highway  2 
to   Burlington.    Vt.,    thence    over    UJS. 
Highway   7   to   Vergennes.   Vt.,   thence 
over  Vermont  Highway  22A  to  Fairhaven, 
Vt..  thence  over  U.S.  Highway  4  to  Glen 
Palls.  N.Y..  thence  over  U.S.  Highway  9 
to  Albany.  N.Y..  thence  over  the  Tri- 
borough  Bridge   and   the   Long   Island 
Expreasway  to  Babylon  and  Massapequa, 
and  return  over  the  same  route,  serving 
no     Intermediate     points;     (2)     from 
Oreensboro   Bend   over    the    above-de- 
scribed route  to  Suffem,  N.Y.,  thence 
•ver  New  Jersey  Highway  17  to  Paramus, 
and  retom  oiver  the  same  route,  serving 
DO     IntennedUite    points;     (3)     from 
GhKCBsboro  Boid   over   the   route   de- 
scribed te  (1)  above,  to  Waterbury,  Vt., 
ttacnoe  Ofcr  VB.  Highway  2  to  Barre,  Vt., 
thence  over  Vermont  Highway   14  to 
WlkUe  Blver  Junction.  Vt.,  thence  over 
UjB.  Hi^nray  S  to  New  Hawn,  Gorni.. 
thenoe  over  the  Connecticut  Turnpike 
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and  Connecticut  Highway  152  to  Orange. 
and  return  over  the  same  mite,  serving 
no  intermediate  points,  and  (4)  fram 
GreendK>ro  Bend,  over  the  route  de- 
scribed above  to  Hartford.  Conn.,  thenoe 
cVer  U.S.  Highway  6  to  Junction  Connect- 
icut Highway  10.  thence  over  Connecti- 
cut Highway  10  to  Southington.  and 
return  over  the  same  route,  serving  no 
intermediate  points. 

HEARING:  March  26,  1962,  at  the 
Washington  County  Coiu-t  House.  Mont- 
pelier,  Vt..  before  Examiner  Ahrin  H. 
Schutrumpf. 

No.  MC  124022,  filed  November  90. 
1961.  Applicant:  PAUL  CX^NIX.  1449 
Chestnut  Avenue.  Gloucester.  NJ.  Ap- 
plicant's attorney:  Morris  J.  Wlnolcur. 
Suite  1920.  Two  Penn  Center  Plaaa. 
Pennsylvania  Boulevard,  at  15th  Street. 
Philadelphia  2.  Pa.  Authority  aought 
to  (^lerate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  tranaport- 
ing:  Uncrated  storm  vrindowi  and  mn- 
crated  storm  doors,  component  parts  and 
accessories  thereto,  from  Philadfipbia. 
Pa.,  to  points  in  New  York,  New  Jcfsey. 
Delaware,  Maryland.  Vlrgbaia,  and  the 
District  of  Columbia,  and  rHumed,  re- 
fused and  rejected  shipments,  on  retaarm. 
HEARING:  Mar«h  15,  1962.  at  Boom 
300.  U.S.  Custom  BuUding,  Second  and 
Chestnut  Streets,  Philad^phia.  Pa.,  be- 
fore Examiner  Parks  M.  Low. 

No.  MC  12403B  <Sub-No.  2),  filed  Jan- 
uary 12,  1962.  Applicant:  GARCHINA 
TRANSPORT,  INC.,  SUteevUle  Road, 
P.O.  Box  8123,  Charlotte,  N.C.  Amdi- 
cant's  attorney :  A.  W.  Plynn,  Jr.,  201-204 
Jefferson  Building,  Oreensboro.  N^. 
Authority  sought  to  operate  as  a  commen 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  New,  used,  and 
wrecked  trucks,  tractors,  and  trailers,  of 
the  type  commonly  used  by  motor  freight 
carriers  in  initial  and  secondary  move- 
ments, in  driveaway,  haulaway  and  tow- 
away  service,  between  points  in  North 
Carolina,  South  Carolina.  Georgia.  Flor- 
ida, Alabama.  Miasisaiivi.  and  Tenaeaaee. 
HEARING:  March  12. 1962,  at  the  U£. 
Court  Rooms,  Charlotte.  N.C..  befbre  Ex- 
aminer Lacy  W.  Hinely. 

No.  MC  124046  (Sub-No.  1).  filed  De- 
cember 20.  1961.  Apidicant:  VICTOR 
DE  TIENNE.  doing  businesB  as  VtCTGR 
DE  TIENNE  TRANSPC»T  C»..  P.O.  BOK 
698,  Plains.  Mont.  Applicant's  attorney: 
J.  F.  Meglen,  204-205  Behner  Buikliag. 
Billings.  Mont.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing :  Lumber  and  lumber  products,  from 
Plains  and  Thompson  Falls,  Mont.,  to 
points  in  Illinois,  Iowa,  Bilinnesota,  North 
Dakota,  and  South  Dakota,  and  con- 
taminated, rejecUd,  and  exempt  com- 
modities as  specified  above,  on  return. 

HEARING:  March  12.  1962.  at  the 
Yellowstone  Covmty  Court  House.  Bill- 
ings, Moirt.,  before  Examiner  Richard 
White. 

No.  MC  124061,  filed  November  22. 
1961.  Applicant:  RAUPH  WIIUAMS. 
doing  business  as  NATCHEZ  TRUCK 
SERVICE.  Route  5,  Box  123-C.  Matehez. 
Miss.  Applicant's  attorney:  Rotoel  L. 
Phillips.  Deposit  Guaranty  Bank  Build- 
ing. Jackson,  Miss.  Authoitty  sought 
to  operate  as  a  common  carrier,  by  motor 
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Tehiele.  over  irregular  routes,  transport- 
ing: General  commodities  (except 
Clacees  A  and  B  explosives,  household 
goods  as  defined  by  the  Commission, 
commodities  In  bulk,  and  those  requiring 
special  equipment) .  between  the  Natch- 
ez-Adams County  Port,  near  Natchez, 
Miss.,  on  the  one  hand,  and,  on  the 
other,  points  In  Mississippi. 

HKARINO:  March  14.  19<».  at  the 
Robert  E.  Lee  Hotel.  Jackson.  Miss.,  be- 
fore Joint  Board  No.  97,  or.  If  the  Joint 
Board  waives  its  right  to  participate,  be- 
fore Examiner  Lawrence  A.  Van  Dyke. 
Jr. 

No.  MC  124062,  filed  November  22. 
IMl.  Applicant:  PRICK  TRANSPORT, 
INC..  Wawaka,  Ind.  Applicant's  attor- 
ney: Donald  W.  Smith.  Suite  511  Fidel- 
ia Building.  Indianapolis  4.  Ind.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Fertilizer,  from 
Chicago,  ni..  to  (1)  points  in  Indiana  on 
and  north  of  U.S.  Highway  40  (except 
points  in  De  Kalb.  Steuben,  Noble  and 
LaQrange  Counties.  Ind.),  (2)  points  in 
Paulding,  Van  Wert.  Pulton.  Putnam, 
Lucas,  Wood,  and  Hancock  Counties, 
Ohio  and.  (3)  points  in  Ottawa,  Kent. 
Ionia.  Clinton.  Ingham,  Eaton,  Barry, 
Allegan.  Van  Buren.  Kalamazoo.  Cal- 
houn, Jackson,  Hillsdale.  Branch.  St. 
Joseph,  Cass,  and  Berrien  Counties. 
Mich.,  and  empty  containers  or  other 
Much  incidental  facilities  (not  specified), 
used  in  transporting  the  above  described 
commodities,  on  return. 

HEARING:  March  21,  1962,  at  the 
Midland  Hotel.  Chicago,  ni..  before  Ex- 
aminer Reece  Harrison. 

No.  124077,  nied  December  1.  1961. 
Applicant:  A.  C.  MILLER,  Rodney.  On- 
tario, Canada.  Applicant's  attorney: 
Wilhelmlna  Boersma.  2850  Penobscot 
Building,  Detroit  26,  Mich.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting :  Lumber.  ( 1 )  between  ports 
of  entry  on  the  International  Boundary 
Line  between  the  United  States  and  Can- 
ada at  or  near  Detroit  and  Port  Huron, 
Mich.,  and  Buffalo,  N.Y.,  on  the  one 
hand,  and.  on  the  other,  points  in  New 
Toiic.  Pennsylvania.  Ohio,  Indiana,  and 
Louisville.  Ky.,  and  (2)  from  ports  of 
entry  on  the  International  Boiuidary 
Line  between  the  United  States  and  Can- 
ada at  or  near  Detroit  and  Port  Huron, 
Mich.,  to  points  in  Michigan  (except  De- 
troit. Mich.,  and  points  in  the  Detroit, 
Mich..  Commercial  Zone,  as  defined  by 
the  Commission). 

NoTs:  AppUcant  states  he  Is  presently  en- 
gaged In  the  above  operation  as  a  contract 
carrier  by  motor  vehicle  and  by  this  applica- 
tion Is  seeking  to  convert  his  authority  to 
that  of  a  coounon  carrier  by  motor  vehicle. 

HEARING:  March  29. 1962.  at  the  De- 
troit-Leland  Hotel.  Detroit.  Mich.,  be- 
fore Examiner  Reece  Harrison. 

No.  MC  124117,  filed  December  21. 1961. 
Applicant:  EARL  FREEMAN,  doing  busi- 
ness as  MID-TENN  EXPRESS,  Route  No. 
1.  Unlonville.  Tenn.  AppUcanfs  attor- 
ney: Walter  Harwood.  Nashville  Trust 
Building.  Nashville  3.  Tenn,  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes. 
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transporting:  Malt  beverages  and  re- 
lated advertisirm  materials  from  St. 
Louis,  Mo.,  Peoria,  ni.,  Louisville,  Ky., 
and  Detroit,  Mich,  to  points  in  Tennessee 
on  and  west  of  U.S.  Highway  27  and  east 
of  the  western  traversal  of  the  Missis- 
sippi River  (excluding  Nashville  and 
Chattanooga,  Tenn.,  and  their  commer- 
cial zones),  and  only  empty  containers 
or  other  such  incidental  facilities  (not 
specified) .  used  in  transporting  the  com- 
modities specified  in  this  application,  on 
return. 

HEARING  March  14.  1962.  at  the 
Dinkier-Andrew  Jackson  Hotel.  Nash- 
ville, Tenn..  before  Examiner  Laurence 
E.  Masoner. 

No.  MC  124150.  filed  January  15.  1962. 
Applicant:  GEORGE  T.  SHAPLEY,  do- 
ing business  as  FILM  EXPRESS.  500  H 
Street  NW..  Washington.  DC.  Appli- 
cant's attorney:  Chester  A.  Zyblut.  1700 
K  Street  NW..  Washington  8.  DC.  Au- 
thority sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting :  Motion  picture  film, 
and  related  matter  incidental  to  motion 
picture  film,  in  express  service,  and  re- 
jected shipments.  1 1  >  (a)  between  Wash- 
ington. DC.  New  York,  NY.,  and  Phil- 
adelphia. Pa.,  'b)  between  Washington, 
DC,  Pittsburgh.  Pa.  and  Cleveland, 
Ohio,  and  <c)  between  Washington.  D.C.. 
and  Charlotte.  N.C.,  and  (2)  between 
Washington.  DC.  points  in  Montgomery. 
Baltimore.  Frederick,  Washington,  and 
Allegheny  Counties,  Md..  Jefferson  and 
Berkeley  Counties,  W.  Va.,  Franklin  and 
Adams  Ck)unties.  Pa.,  and  Augusta, 
Franklin,  Spottsylvania,  Lancaster,  Or- 
ange, Culpeper.  Pauquier,  Warren, 
Loudon,  Fairfax.  Prince  William,  Hen- 
rico, and  Norfolk  Counties.  Va. 

HEARING:  March  19,  1962,  at  the  Of- 
fices of  the  Interstate  Commerce  Com- 
mission, Washington.  DC,  before  Ex- 
aminer Frank  J.  Mahoney. 

No.  MC  124157,  filed  January  18,  1962. 
Applicant:  GERMAIN  PAUCHER,  177 
12th  Avenue.  DrummondvlUe.  Quebec. 
Canada.  Authority  sought  to  operate  as 
a  contract  carrier,  by  motor  vehicle,  over 
regular  routes,  transporting:  Corning 
glass  tubes  for  fluorescent  lights,  crated 
in  boxes  and  loaded  on  pallets,  from 
Central  Falls,  R.I.,  to  the  Port  of  Entry 
on  the  International  Boundary  between 
the  United  States  and  Canada  located  at 
Derby  Line,  Vt.;  from  Central  Falls  over 
Rhode  Island  Highway  114  to  junction 
with  Rhode  Island  Highway  116,  thence 
over  Rhode  Island  Highway  116  to  Junc- 
tion with  Rhode  Island  Highway  146, 
thence  over  Rhode  Island  Highway  146  to 
the  Rhode  Island-Massachusetts  State 
line,  thence  over  Massachusetts  Highway 
146  to  Junction  with  Interstate  Highway 
90,  thence  over  Interstate  Highway  90 
to  Junction  with  U.S.  Highway  5,  thence 
over  U.S.  Highway  5  to  the  Port  of  Entry 
on  the  International  Boimdary  between 
the  United  States  and  Canada  at  Derby 
Line,  serving  no  intermediate  or  off -route 
points,  and  empty  containers  or  other 
such  incidental  facilities,  used  in  trans- 
porting the  above-described  commodi- 
ties, on  return. 

Notk:  Applicant  states  the  proposed  opera- 
tion Is  restricted  to  traffic  destined  to  Drum- 
mondvlUe. Province  of  Quebec.  Canada. 


,  February  7,  1962 


HEARING:   March   28,   IMi  ^ 
Washington  County  Court  Hou«. 
pelier,  Vt.,  before  Joint  Board  lU;;- 
If  the  Joint  Board  waives  Its  right  Si 
ticipate  before  Examiner  AlvlnH. 
rumpf. 

No.  MC  124158,  filed  January  w 
Applicant:  ROBERT  W.  BOf  ' 
AND  A.  R.  MEAD,  doing  1 
B  &  M  AGRIiTULTURAL  ^ 
Route  No.  2,  Harrlsburg,  Art 
cant's  attorney :  Louis  TarlowikL 
Building.  Little  Rock,  Ark.  Ai 
sought  to  operate  as  a  common 
by  motor  vehicle,  over  irregular 
transporting :  (1 )  Potash,  In  balk 
sacks,  from  points  in  New  liMte^ 
points  in  Jackson,  Poinsett.  CtaM^ 
Mississippi,  and  Cross  Counti^^S 
and  ( 2 )  soybean  meal.  In  bulk  wStt 
sacks,  from  points  in  Jackson.  I^l^f 
Craighead.  Mississippi,  and  CroiioS 
ties.  Ark.,  to  points  in  Texas  utdZ 
Mexico.  ^ 

HEARING:    March    28,    1962,  ^  ^ 
Arkansas  Commerce  Commlssian, 


Monmouth    County   Highway 

fiJCo  known  as  Holmdel  to  Red  Bank 
iiir  thence  over  Monmouth  County 
ZjSmu  to  Junction  New  Jersey  Hlgh- 
5l4  to  Holmdel,  and  retm^  over  the 
^^   route    serving    all    Intermediate 


Building,  State  Capitol,  Little  ttotikjZ 
before  Examiner  Laurence  E. "' — 


No.  MC  124165,  filed  January  a. 
Applicant :  REGINALD  HATBAinS 
Melbourne,  Ontario,  Canada.  JmL 
cants  attorney :  S.  Harrison  Kshn,  1U|> 
14  Investment  Building.  Wadili^ln 
DC.  Authority  sought  to  operate  Ml 
common  carrier,  by  motor  vehldi,  wm 
irregular  routes,  transporting:  (1)  i>^ 
tors,  farm  machinery,  egg  grading 

ment,  and  poultry  equipment, 

of  Entry  along  the  St.  Clair  River  _^ 
the    International    Boundary  Untl^ 
tween  the  United  States  and 
points  in  Michigan. 

Note:  The  transportation  proposed 
Is  restricted  to  the  transportation  of 

In  International  commerce  from  the' 

Ion  of  Canada  to  designated  points  It 
United  States.        , 

(2)   Tractors,    farm    machinery, 
grading  equipment,  and  poultry 

ment.  from  points  in  Michigan. . 

Illinois.  Iowa,  and  Pennsylvania,  to  Fad 

of  Entry  on  the  International 

Line    between    the   United   Statsi 
Canada  along  the  Niagara,  Detroit,  Mi 
St.  Clair  Rivers. 

Note:  The  transportation  proposed  to ll> 
Btricted  to  the  transportation  of  pnya%' 
In  International  commerce  from  poiBli  k 
the  United  States,  as  indicated,  to  tlis  B^ 
minion  of  Canada. 

HEARING:  March  30,  1962,  tt  tl 
Detroit-Leland  Hotel,  Detroit,  Mkh.,  W 
fore  Examiner  Reece  Harrison. 

MOTOR  CARRIERS  OF  PASSIMOIM 

No.  MC  1002  (Sub-No.  17),  flkd  Jii» 
uary  29,  1962.  Applicant:  AHBUM 
PARK-NEW  YORK  TRANSIT  O0i« 
PORATION.  Lake  Avenue,  Asbuiy  Ml* 
N.J.  Applicant's  attorney :  Edwart  V. 
Currie,  123  Main  Street,  MaUwsn,  Ml 
Authority  sought  to  operate  as  a  i 
carrier,  by  motor  vehicle,  over 
routes,  transporting:  Passengert 
their  baggage,  in  the  same  vehiels 
passengers,  between  Lincroft.  VJ-, 
Holmdel,  N.J.;  from  Junction  of 
Road  and  Newman  Springs  Road  In  I^ 
croft,   over   Newman   Springs  Rsa*  ■ 


Applicant     states     It     is     afflllatad 
oommon     ownership    with    RoUo 
Oorp.  (MC  1137),  and  also  Coastal 
'Jjoach  Company  (MC  29083) . 

ggjjUNG:  February  19,  1962.  at  the 
Mki  Office  Building,  Room  212,  1100 
2M0Od  Boulevard,  Newark,  N.J.,  be- 
ta* Joint  Board  No.  119. 

ito.  lie  3647  (Sub-No.  319) .  filed  Jan- 
^  16  1962.  Applicant:  PUBLIC 
Syync  COORDINATED  TRAN8- 
f^r  180  Boyden  Avenue,  Maplewood.  . 
gj  'Applicant's  attorney:  Richard 
f^tH  (same  address  as  applicant). 
M^ority  sought  to  operate  as  a  com- 
tmevrier,  by  motor  vehicle,  over  reg- 
^  routes,  transporting :  Passengers  and 
Itaggage.  and  express  and  newt' 
1,  to  the  same  vehicle  with  pas- 
i4  between  points  in  Wayne  Town- 
Mp,  NJ.:  Beginning  at  the  Junction 
if  ptterson-Hsunburg  Turnpike  and 
Onrdi  Lane,  over  Church  Lane  to  Junc- 
tlBD  of  Church  Lane  and  Douglas  Way, 
Md  ntum  over  the  same  route,  serving 
al  Intermediate  points. 

■BB:  Applicant  states  it  {M-esently  has 
Hlbarlty  to  operate  over  Chxirch  Lane  wltb 
tOMd  doors  In  connection  with  its  seasonal 
MTSM  service  to  New  York,  N.T.,  during 
HlpKlod  from  May  15th  to  September  SOth. 
MmIvs  of  each  year.  It  Is  requested  tliat 
te  «i«t»Tig  closed  door  restriction  of  the 
at  on  Church  Lane  between  Pateraon- 

Turnpike    and    Douglas   Way    be 

1  far  the  purpose  of  serving  Intermedi- 
al poinU. 

HEARING:  March  12,  1962,  at  the 
Syite  Office  Building,  Room  212.  1100 
Bumood  Boulevard.  Newark,  NJ.,  be- 
fore Jotot  Board  No.  119. 

No.  IfC  61016  (Sub-No.  17) .  filed  Jan- 
Miy  22.  1962.  Applicant:  PETESl  PAN 
ns  LINES,  INC.,  144  Bridge  Street. 
Upriiwfleld,  Mass.  Applicant's  repre- 
■Btstlve:  William  L.  Mobley,  1694  Main 
BInet.  Springfield  3,  Mass.  Authority 
■niht  to  operate  as  a  common  carrier, 
tr  motor  vehicle,  over  Irregular  routes. 
tnuporUng:  Passengers,  in  special 
nond-trip  operations,  beginning  and 
Mdini  at  Springfield,  Chlcopee,  Holyoke, 
Racthampton,  and  West  Springfield. 
Mml.  and  extending  to  Taconic  Race- 
nr.Pownal,  Vt. 

HtARING:  March  21, 1962,  at  the  New 
Post  Office  and  Court  House  Building. 
Barton,  Mass.,  before  Joint  Board  No. 
IfT.  or.  if  the  Joint  Board  waives  its  right 
t»nrtlcipate,  before  Examiner  Alvln  H. 
Biotitnimpf. 

Ro.  MC  62296  (Sub-No.  3) ,  filed  No- 
mber  24,  1961.  Applicant:  HOMER 
f.  WERNER,  doing  business  as  WER- 
>Bl  BUS  LINES,  Paradise  and  Chester 
Aittues,  Phoenixville,  Pa.  Applicant's 
•ttnmey:  Robert  H.  Shertz,  2107  Pidel- 
•y-Phlladelphia  Trust  BuUdlng.  nilla- 
MpUa  9,  Pa.  Authority  sought  to  oper- 
He  u  a  common  carrier,  by  motor  ve- 
Mde. over  Irregular  routes,  transporting: 
htwigers  and  their  baggage,  in  charter 
•oration,  from  Reading,  Pa.,  and  Con- 
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shoho<dcen.  Pa.,  and  points  in  Pennsyl- 
vania on  XJS.  Highway  422  between 
Reading  aiid  Pottstown,  Pa.,  to  Atlantic 
City.  N.J.,  and  the  Garden  State  Race 
Track  in  Camden  County,  N.J.,  and 
return. 

HEARING:  March  12,  1962,  in  Room 
300.  UJB.  Custom  Building,  Second  and 
Chestnut  Streets.  Philadelphia,  Pa.,  be- 
fore Joint  Bocrd  No.  67.  or,  if  the  Joint 
Board  waives  its  right  to  participate, 
before  Examiner  Parks  M.  Low. 

No.  MC  85028  (Sub-No.  7),  filed  De- 
cember   18,    1961.      Applicant:    BERK- 
SHIRE STREET  RAILWAY  COMPANY, 
a  corporation.  1277  East  Street,  Pitts- 
field.  Mass..  Applicant's  attorney:   Ed- 
ward N.  Oadsby,  Williamstown,  Mass. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  regu- 
lar routes,  transporting:  Passengers  and 
their  baggage,  and  express,  mml.  and 
neiospapers.  in  the  same  vehicle  with 
passengers,  in  seasonal  operations  during 
the  racing  season,  between  Great  Bar- 
rlngton.  Mass..  and  the  Taconic  Racing 
and  Breeding  Association  Track  at  Pow- 
nal.  Vt.,  from  Main  and  Silver  Streets 
in  Great  Barrington  over  UJS.  Highway 
7  through  Stockbridge  and  Lenox,  Mass., 
to  Pittsfleld,  Mass.,  thence  over  Massa- 
chusetts Highway  9  to  Junction  Massa- 
chusetts    Highway     8,     thence     over 
Massachusetts     Highway     8     through 
Cheshire  and  Adams,  Mass.,  to  North 
Adams     and     Junction     Massachusetts 
Highway  2,  thence  over  Massachusetts 
Highway  2  to  Junction  U.S.  Highway  7  at 
Wllliamstown,  Mass.,  thence  over  U.S. 
Highway  7  to  Pownal,  Vt.,  and  thence 
over  town  roads  to  the  race  track  of  the 
Taconic  Racing  and  Breeding  Associa- 
tion  (also  from  Lee,  Mass.,  over  UB. 
Highway  20  to  connect  with  the  above 
route  at  Lenox,  Mass.) ;  and  return  over 
the  above  route,  serving  the  intermediate 
points  of  Stockbridge,  Lee,  Lenox,  Pitts- 
field,  Cheshire,  Adams,  North   Adams, 
and  Wllliamstown.  Mass. 

HEARING:  March  27,  1962,  at  the 
Washington  Coimty  Court  House,  Mont- 
pelier.  Vt.,  before  Joint  Board  No.  187, 
or.  if  the  Joint  Board  waives  its  right 
to  participate,  before  Examiner  Alvln  H. 
Schutnunpf. 

No.  MC  96007  (Sub-No.  15) ,  filed  Jan- 
uary  2.  1962.  AppUcant:  KENNETH 
HUDSON,  INC.,  doing  business  as  HUD- 
SON BUB  LINES,  70  Union  Street,  Med- 
f ord,  Mass.  Applicant's  attorney :  James 
H.  Sullivan,  52  Maple  Street,  Danvers, 
Mass.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
regular  and  irregular  routes,  tremsport- 
ing:  Passengers  and  their  baggage  and 
newspapers,  over  designated  REGULAR 
ROUTES  between  points  in  New  Hamp- 
shire (Nashua,  Salem  Depot.  Canoble 
Lake  Park)  and  points  in  Massachusetts 
(Lawrence.  Lowell.  Medford.  Arlington, 
Haverhili.  and  Ayer) ;  and  over  IRREG- 
ULAR ROUTES  from  points  in  Middle- 
sex and  Suffolk  Counties,  Mass.,  to  points 
in  Massachusetts,  New  Hampshire, 
Rhode  Island,  Connecticut,  and  Maine, 
and  return,  the  authority  to  be  exactly 
the  same  as  set  forth  in  the  Certificate 
in  MC  96007,  dated  February  4,  1954.  ex- 
cept that  whereas  under  the  existing  au- 
thority the  transportation  over  regular 
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routes,  of  passengers  and  their  baggage, 
and  newspapers,  betweoi  Nashua.  NA, 
and  Lawrence,  Mass.,  is  restrieted  to 
"during  the  season  extending  from  May 
1st  to  November  30th,  inclusive,  of  each 
year",  applicant  now  requests  that  "the 
restrictive  limitation  as  to  dates  from 
May  1st  to  November  30th.  inclusive,  of 
each  year  be  amended  so  as  to  read 
'when  events  are  scheduled  at  Rocking- 
ham Park  or  Canoble  Lake  Park.  Salem. 
N.H.' ". 

HEARING:  March  19, 1962,  at  the  New 
Post  Office  and  Court  House  Building, 
Boston,  Mass.,  before  Examiner  Alvln  H. 
Schutrumpf. 

No.  MC  124108,  filed  December  21, 
1961.  AppUcant:  LOUIS  MOROniX). 
179  VaUey  Street,  New  Haven.  Conn. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Passengers 
and  their  baggage,  in  the  same  vehicle 
with  passengers,  between  New  Haven, 
Conn.,  and  New  York,  N.Y. 

HEARING:  March  15,  1962.  at  the 
Bond  Hotel.  Hartford.  .Conn.,  before  Ex- 
aminer WilUam  A.  RoyaU. 

No.  MC  124138.  filed  January  8.  1962. 
AppUcant:  SANTIAGO  SATTTA.  doing 
business  aa.  SAITTA'S  TAXI,  Norwich 
Road,  Colchester,  Conn.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Passengers.  anA  their  bag- 
gage, in  the  same  vehicle  with  passen- 
gers, between  Colchester,  Conn.,  and 
New  York  City,  N.Y. 

HEARING:  March  16.,  1962,  at  the 
Bond  Hotel,  Hartford.  Conn.,  before  Ex- 
aminer WilUam  A.  RoyaU. 

No.  MC  124145,  filed  January  12, 1962. 
AppUcant:  THOMAS  N.  NcINTIRE.  JR., 
130  West  High  Street,  Elkton,  Md.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicde,  over  Irregular 
routes,  transporting:  Passengers,  and 
their  baggage  in  the  same  vdilde  with 
passengers,  in  round-trip  charter  (H?era- 
tions  beginning  and  aiding  at  points  in 
Cecil  County,  Md.,  and  extending  to 
points  in  Maryland.  Delaware.  New  Jer- 
sey, Pennsylvania,  Virginia,  and  Wash- 
ington, D.C. 

HEARING:  March  16, 19«,  at  the  Of- 
fices of  the  Interstate  Commerce  Com- 
mission, Washington,  D.C,  before  Exam- 
iner John  B.  Mealy. 

No.  MC  124152,  filed  January  16.  1962. 
AppUcant:  LAKE  REGION  COACH  CO., 
INC.,  730  Madiscm  Avenue,  Paterson,  N.J. 
Applicant's  attcwney:  Edward  P.  Bowes, 
1060  Broad  Street,  Newark  2,  NJ.  Au- 
thority sought  to  (Hierate  as  a  common 
carrier,  by  motor  vrtiicle,  ovw:  regular 
routes,  transporting:  Passengers  and 
their  baggage  in  the  same  vehicle  with 
passengers.  Between  Patarson.  N  J.,  and 
Carbondale.  Pa.;  from  Paterson  begin- 
ning at  the  City  HaU  on  EUison  Street, 
over  Ellison  Street  to  Junction  Straight 
Street,  thence  over  Straight  Street  to 
Junction  Haledon  Avenue,  thenoe  over 
Haledon  Avenue  to  Junction  Pompton 
Road,  thence  over  Pompton  Road  to 
Junction  Paterson-Hamburg  Turnpike, 
thence  over  Paterson-Hamburg  Turnpike 
to  Jimction  Rlverdale  Avenue,  thence 
over  Rlverdale  Avenue  to  Junction  New 
Jersey  Highway  23,  thence  over  New  J«- 
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■ey  Highway  23  to  Junction  New  Jersey 
Highway  617  at  Franklin.  N.J..  thence 
over  New  Jersey  Hi^way  517  to  Junction 
Alternate  New  Jersey  Highway  517  at 
Bparta,  N.J..  thence  over  Alternate  New 
Jersey  Highway  517  to  Junction  US. 
Highway  20«  at  Newton,  N.J..  thence 
over  U.S.  Highway  206  to  Junction  US 
Highway  6  at  Mllford.  Pa.,  thence  over 
\JS.  Highway  6  to  Carbondale.  and  re- 
turn over  the  same  route,  serving  all 
Intermediate  points. 
Note:  Common  control  may  be  involved 

HEARING:  March  13,  1962.  at  the 
State  Office  Building.  Room  212.  1100 
Raymond  Boulevard.  Newark,  N  J  .  be- 
fore Joint  Board  No.  67. 

Appucations    for    Brokerage    Ucenses 

motor  carrizrs  of  property 

No.  MC  12770,  filed  September  25.  1961 
Applicant:  BEKINS  VAN  &  STORAGE 
CO..  a  corporation.  4118  North  Central 
Avenue.  Phoenix,  Ariz.  For  a  license 
(BMC  4)  to  engage  in  operations  as  a 
broker  at  points  in  Arizona,  in  arranv;ing 
for  transportation  in  interstate  or  for- 
eign commerce,  by  motor  vehicle,  of 
Household  Goods  as  defined  by  the  Com- 
mission, between  points  In  the  United 
States. 

HEARING:  March  23,  1962.  at  the 
Arizona  Corporation  Commission.  Phoe- 
nix. Ariz.,  before  Joint  Board  No.  240,  or. 
if  the  Joint  Board  waives  its  risht  to 
participate,  before  Examiner  Charles  B 
Heinemann. 

MOTOR  CARRIERS  OF  PA&3ENCERS 

No.  MC  12784.  filed  December  4.  1961 
AppUcant :  DONALD  MITCHELL 
MARKS  AND  SAM  H  MARKS,  a  part- 
nership, doing  business  as  AQUA -LAND 
COMPANY.  244  Brighton  Beach  Avenue. 
Brooklyn  35,  N.Y.  Applicants  attorney: 
George  I.  Kaplan.  231  Brighton  Beach 
Avenue,  Brooklyn  35.  NY.  For  a  license 
(BMC  5)  to  engage  in  operations  as  a 
htoker  at  Brooklyn,  NY.,  in  arranging 
for  transportation  in  interstate  or  for- 
eign commerce,  by  motor  vehicle,  of 
VOisengers  and  their  baggage,  both  as 
individuals  and  in  groups,  between  points 
in  New  York  and  Vermont. 

HEARING:  March  13.  1962.  at  346 
Broadway,  New  York.  NY  .  before  Ex- 
aminer Alvin  H.  Schrutrumpf . 

APPUCATIONS  IN  Which  Handling  With- 
out Oeal  Hearing  Is  Requested 

motor  carriess  of  property 

No.  MC  2»90  < Sub-No.  18).  filed  Jan- 
uary 25,  1962.  Applicant:  BLUE  AR- 
ROW TRANSPORT  LINES.  INC  .  525 
Burton  Street  SW..  Grand  Rapids.  Mich 
Applicant's  attorney:  David  Axelrod.  39 
South  La  Salle  Street,  Chicago  3,  111. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  regu- 
lar routes,  transporting:  General  com- 
modities (except  household  goods  as  de- 
fined by  the  Commission,  commodities  in 
bulk,  and  those  requiring  special  equip- 
ment), serving  the  site  of  the  plant  of 
the  Eastman  Kodak  Company  at  Oak 
Brook,  m.,  as  an  off-route  point  in  con- 
nection with  applicant's  presently  au- 
thorized regular  route  operations. 


NOTICES 

Note:  Applicant  states  no  service  shall  be 
rendered  between  the  named  plant  site,  on 
the  one  hand,  and  on  the  other,  polnU  In 
Lake  and  Porter  Counties.  Ind  ,  nor  between 
the  named  plant  site  on  the  one  hand,  and. 
on  the  other,  points  in  lUlnol.s 

No.  MC  49304  <  Sub-No  8' .  filed  Janu- 
ary 29.  1962.  Applicant:  JAMES  E. 
BOWMAN,  doing  business  as  BOWMAN 
TRUCKING  CO,  PO  Box  6,  Stephens 
City.  Va.  Authority  sought  to  operate  as 
a  common  earner,  by  motor  vehicle,  over 
irregular  routes,  trarusporting  Lime  and 
limestone  products  i other  than  open 
hearth  limestone)  from  Middlctown.  Va  . 
and  points  within  six  i6i  miles  thereof, 
to  points  in  Ohio;  and  empty  contaiJiers 
or  other  such  incidental  facilities  mot 
specified'  used  in  transporting  the  com- 
modities specified  above,  on  return. 

No  MC  104896  -Sub-No.  7'.  filed  Jan- 
uar\'  23.  1962.  Applicant  WOMEL- 
DORF.  INC,  PO.  Box  232,  lewistown. 
Pa.  Applicant's  attorney  V.  Baker 
Smith.  2107  Fidelity-Philadelphia  Trust 
Buildintr,  Philadelphia  9.  Pa  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle  over  irregular  routes, 
transportinp :  Baby  supplies,  from  the 
plant  site  of  Gcrl>er  Products  Company. 
Rochester,  NY  .  to  ixjints  in  New  Jersey. 
Pennsylvania,  and  points  in  the  New 
York,  NY.  Commercial  Zone,  as  defined 
by  the  Commission. 

MOTOR  cAnnicRs  or  pxsslncers 

No  MC  1501  < Sub-No.  255  >,  filed  De- 
cember 18.  1061  Applicant:  THE 
GREYHOUND  CORPORATION,  140 
South  Dearborn  Street,  Chicago  3,  111. 
Applicant's  attorney:  Robert  J.  Ber- 
nard. 140  South  Dearborn  Street,  Chi- 
cas^o  3,  111.  Authority  sought  to  operate 
as  a  comvion  carrier,  by  motor  vehicle, 
over  regular  routes,  transp>orting :  Pas.- 
sengers  and  their  baggage,  and  expres'^. 
newspapers  and  mail,  in  the  same  ve- 
hicle with  pa^ssengers.  between  Florida 
Highway  95-A  and  Florida  Highway  95- 
A.  from  North  Junction  U.S.  Highway 
29  and  Florida  Highway  95-A  over  US 
Highway  29  to  South  junction  US  High- 
way 29  and  Florida  Highway  95-A  and 
return,  over  the  same  route,  serving  all 
intermediate  points 

NOTF  Appllfiint  Is  presently  iiuthorlzed  to 
conduct  operations  In  No  MC  1501.  Sheet  No 
18.  between  Pensacola,  Kla  .  and  Flonxaton. 
Ala.  over  Florida  Highway  95  A  (formerly 
US  Highway  29)  AppUcant  ad  vises  that  ir 
and  when  authority  is  granted  tu  conduct 
operiitlons  over  the  above-described  segment 
of  highway,  its  present  operations  conducted 
over  that  portion  of  Florida  Highway  95-A 
between  the  jnnonona  nb<>\c  iinmed.  will  be 
abandoned 

No.  MC  1501  1  Sub-No  262  i ,  filed  Jan- 
uary 24,  1982  Applicant:  THE  GREY- 
HOUND CORPORATION.  Room  1500, 
140  South  Dearborn  Street,  Chicago  3, 
111.  Applicant's  attorney:  Robert  J. 
Bernard,  140  South  Dearborn  Street. 
Chicago  3,  111.  Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor  vehi- 
cle, over  regular  routes,  transporting: 
Patsengers  and  their  baggage,  and  ex- 
preti  and  newspapers,  in  the  same  vehi- 
cle with  pASfsengers.  between  Sk>ux  Falls, 
S.  Dak.,  and  Oouocil  Bluffs,  Iowa:  from 
Sioux  Falls  over  Interstate  Highway  No. 

t 


29  and  return,  over  the  same  route, 
ing  all  intermediate  points. 

No.  MC  1501  (Sub-No.  263) .  filed  Jib. 
uary  29,  1962.  Applicant:  THE  (Httr 
HOUND  CORPORATION,  140  Booth 
Dearborn  Street.  Chicago,  HI.  ApgH. 
cant's  attorney :  Robert  J.  Bernard  <i 
address  as  applicant) .  Authority  _ 
to  operate  as  a  covimon  carrier,  hyi  _ 
vehicle,  over  irregular  routes,  traTMpuit 
iuK  :  Passengers  and  their  hand  Trnpfn. 
in  the  same  vehicle  with  passengeis,  la 
special  operations,  from  Milwaukee,  Wk, 
to  Fox  Lake,  Zion,  and  McHenry,  HL.  and 
return. 

Note  Applicant  6U\tcs  the  propoMd  OMr- 
ailons  are  for  social  activities.  AppllMat 
lurther     states     common     control    may   feg 

involved 

No  MC  123916  *Sub-No.  4) ,  filed  J«i. 
uary  26,  1962.  Applicant:  BRENTORB 
HOLTER  AND  DALLAS  L.  SRUUi,  » 
partnership,  doing  business  as  OROVI 
CITY  BUS  LINES.  R.D.  No.  4,  Qtmt 
City.  Pa.  Applicant's  attorney:  8. 
rison  Kahn.  1110-14  InvestmMit 
ing,  Washington.  DC.  Authority i 
to  operate  as  a  common  carrier,  by  i 
vehicle,  over  regular  routes,  transpott- 
ing:  Passengers  and  their  bagimfe,  wat 
express,  mail,  and  newspapers  In  the 
same  vehicle  with  passengers.  (1)  Bi> 
tween  Union  City.  Pa.,  and  RooetlBe, 
Pa  ;  from  Union  City  over  PennsytvMda 
Highway  8  via  TltusvlUe.  Pa.,  to  Hamt- 
ville,  and  return  over  the  same  route, 
serving  all  intermediate  points,  (1)  Be- 
tween Erie,  Pa.,  and  Union  City.  Pt; 
from  Erie  over  Pennsylvania  Highwf 
97  to  Waterford,  Pa.,  thence  over  Pc£- 
sylvania  Highway  97  to  Union  Ctty.  aai 
return  over  the  same  route,  servtag  ■! 
intermediate  points,  and  (3)  Between 
Rouseville.  Pa  .  and  Oil  City.  Pa.;  fron 
Rouseville  over  Pennsylvania  Highway 
8  to  Oil  City  and  return  over  the  saae 
route,  .serving  all  intermediate  points. 

Notice  of  Filing  of  Prrrnows 

No  MC  30319  (Sub-No.  23)  (PITI- 
TION  FOR  REOPENING  AND  RBOCHI- 
SIDERATION  FOR  THE  PURP061  OF 
MODIFYING  RESTRICTIONS  AT 
RUNGE,  NORDEIM  AND  YORKTOWM. 
TEXAS',  filed  January  12.  19«a.  Pett- 
tioner:  SOUTHERN  PACIFIC  TTIAHS- 
PORT  COMPANY.  Houston,  Tei.  Pett- 
Uoner's  attorney:  Edwin  N.  Bell,  IflO 
Esperson  Building.  Houston  2.  Tex.  9l 
petition  filed  January  12. 1962.  peUttoner 
advises  that  the  route  involved  tn  tlK 
subject  petition  runs  between  Kmtdf 
and  Cuero.  Tex  .  over  Texas  Highway 
72  to  Its  junction  with  U.S.  Highway  W. 
and  that  this  petition  concerns  theintar- 
mediate  points  of  Runge.  Nordhelm.  aai 
Yorktown,  Tex.  The  Certificate  IK 
30319  (Sub-No.  23).  is  subject  to  sewral 
restrictions,  including  the  following:  '"l. 
The  service  to  be  performed  shall  " 
limited  to  that  which  is  auxiliary  to  or 
supplemental  of  rail  service  of  the  Texai 
and  New  Orleans  Railroad  Company, 
hereinafter  called  the  Railroad.  1- 
The  carriers  shall  not  render  any  ttt^' 
ice  to  or  from  any  point  not  a  sUUwi « 
the  hne  of  the  railroad."  The  i™*" 
petition  seeks  the  removal  of  the  •»•• 
restrictions,  and  the  subsUtutlon  tnere- 
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rf  restrictions  reading  as  follows: 
1  -tte  service  to  be  performed  shall  be 
iiirf  to  that  which  Is  auxiliary  to  or 
■■^mental  of  rail  service  of  Southern 
SSeiSmpany  in  Texas  and  Louisiana. 
!!Stoafter  called  the  Raihx)ad,  except  at 
SSe  HallettsviUe.  Chapell  HIU. 
SSe  Nordhelm.  and  Yorktown,  Tex. 
ilTiJe  carrier  shall  not  render  any 
jLi—  to  or  from  any  point  not  a  station 
Jr^  line  of  the  raihoad  except  Cold 
M^  Tex  .  and  except  the  site  of  the 
2S«n  Production  Company  near 
SKSr  Tex.,  and  the  site  of  the  Pree- 
r^T^hur  Plant  near  Damon,  Tex.. 
5?  Sept  sublime,  Hallettsville.  Chap- 
S  HlU.  Runge,  Nordhelm.  and  York- 
Sra"  Any  person  or  pecsons  desiring 
Z^^nose  petitioners  proposal,  may. 
SlilaSOdays from  the  date  of  this pub- 
^el^  In  the  Federal  Rbcister,  file  an 
.■»»nnriate  pleading. 

ifcLMC 35628  and  Subs  1.  6, 11.  88. 109. 
Ill  118  121.  134.  141,  154.  155.  156,  159. 
In  186*  169.  171.  174.  176.  179.  181.  184. 
«  1»»'  206.  207.  209.  210.  211.  213.  214. 
5!i  m  220.  221.  and  233  (PETITION 
ioR  MODIFICATION  OP  CERTIPI- 
CATXB).  filed  January  4.  1962. 
B^tittoner:  INTERSTATE  MOTOR 
ntSOHT  SYSTEM.  Grand  Rapids, 
mdi.  Petitioner's  attorney:  Leonard 
D  Verdier.  Jr..  Michigan  Trust  BuUding. 
Q^  Rapids  2,  Mich.  Petitioner's 
j^Bie-numbered  Certificates  are  subject 
to  an  exception  which.  In  effect,  pro- 
m^^  the  transportation  ol  dangerous 
tnHammables.  Sub  11,  excludes  the 
tiaMportation  of  inflammables.  The 
Mkiieet  petition  requests  the  deletion  of 
tbise  exceptions  and  requests  reopening 
rf  the  proceedings  to  the  extent  required 
to  aooomplish  such  modification.  Any 
paaoo  or  persons  desiring  to  oppose 
petltloDer's  proposal,  may,  within  30  days 
fran  the  date  of  this  publication  in  the 
FBiiAL  Register,   file   an   appropriate 

pleading.  

Ho.  MC  123408  (Sub-No.  2)  (PETI- 
TION FOR  WAIVER  OP  RULE  1.101(e) 
AND  POR  LEAVE  TO  FILE  PETITION 
8IKKING  MODIFICATION  OF  AU- 
THORITY IN  PERMIT),  filed  Decem- 
ber 27. 1961.  Petitioner:  FOOD  HAUL- 
ERS, INC..  Elizabeth,  N  J.  PetitionCT's 
npresentative:  Bert  Collins,  140^Cedar 
Street.  New  York  6.  N.Y.  By  petition 
filed  December  27.  1961,  petitioner  ad- 
TiMS  that  it  succeeded,  pursuant  to  a 
proceeding  in  MC-FC  64272,  to  the  rights 
deKribed  in  Permit  MC  123408  (Sub-No. 
D.eovering  the  transportation  of:  Such 
merchandise  as  is  dealt  in  by  wholesale, 
retail,  and  chain  grocery  and  food  busi- 
neas  houses,  and  in  connection  there- 
with, equipment,  materials,  and  supplies 
need  in  the  conduct  of  such  business, 
between  specified  points  in  New  Jersey 
sod  New  York  subject  to  a  restriction 
reading:  "The  operations  described 
berein  are  limited  to  a  transportation 
lenrice  to  be  performed  under  special 
tnd  individual  contracts  or  agreements 
with  persons  (sis  defined  in  section 
M3(a)  of  the  Interstate  Commerce  Act) . 
vbo  operate  retail  stores,  the  business 
of  which  is  the  sale  of  food,  for  the 
tnnsportatlon  of  the  oommodities  in- 
■iieated  and  in  the  manner  specified 
•bow,"    The  subject  petition  seeks  the 
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removal  of  the  above  restriction  and  the 
substitutloa  thereof  of  a  restricted  read- 
ing: "RESTRICTION:  The  operations 
authorlaed  bwein  are  limited  to  a  trans- 
portation service  to  be  performed  under 
a  continuing  contract,  or  contracts,  with 
Wakefem  Food  Corporation,  Elizabeth, 
N.J."  Any  person  or  persons  desiring 
ta  oppose  petitioner's  proposal,  may. 
within  30  days  from  the  date  of  this 
publication  in  the  Federal  Register,  file 
an  appropriate  pleading. 

Applications  for  Certificates  or  Per- 
mits Which  Are  To  Be  Processed 
comcxmkkhtly  with  applications 
Under  Siction  5  Governed  by  Spe- 
cial Rule  1.240  to  the  Extent  Ap- 
plicable 

No.  MC  3005  (Sub-No  8).  fUed  Jan- 
uary 30,  1962.  Applicant:  CHICAGO 
KANSAS  CITY  FREIGHT  LINE,  INC., 
1048  North  Monroe  Avenue,  Kansas 
City,  Mo.  Applicant's  attorney:  Went- 
worth  E.  Oriffin,  1012  Baltimore  Build- 
hig.  Kansas  City  5,  Mo.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  General  commodities,  in- 
cluding household  goods  and  office  fur- 
niture (but  excluding  commodities  of 
unusual  size  or  value,  Classes  A  and  B 
explosives,  commodities  in  bulk,  and 
those  requiring  special  equipment) ;  (1) 
between  points  within  a  50  mile  radius 
of  Springfield.  111.,  and  (2)  between 
points  within  a  50  mile  radius  of  Spring- 
field, m.,  on  the  one  hand,  and,  on  the 
other,  points  in  Illinois. 

Notb:  Hie  application  is  directly  related 
to  an  application  filed  under  section  5  of 
the  Act.  No.  MC-F-8058.  published  in  the 
Federal  Rcgister,  issue  of  January  31,  1962. 

Applications    Under    Sections    5    and 
210a(b> 

Tlie  following  applications  are  gov- 
erned by  the  Interstate  Commerce  Com- 
mission's special  rules  governing  notice 
of  filing  of  applications  by  motor  carriers 
of  property  or  passengers  under  section 
5(a)  and  210a(b)  of  the  Interstate  Com- 
merce Act  and  certain  other  proceedings 
with  respect  thereto  (49  CFR  1.240) . 
motor  carriers  of  property 


No.  MC-F-8061.  Authority  sought  for 
control  and  merger  by  CALIFORNIA 
MOTOR  TRANSPORT  CO..  235  Broad- 
way, San  Diego  1,  Calif.,  of  the  operating 
rights  and  property  of  J.  CHRISTEN- 
SON  CO.,  2500  Poplar  Street,  Oakland  7, 
Calif.,  and  for  acquisition  by  CITY 
TRANSIT  SYSTEMS,  and  in  turn  by 
JESSE  L.  HAUGH,  both  of  San  Diego, 
Calif.,  of  control  of  such  rights  and  prop- 
erty through  t|ie  transaction.  Appli- 
cants' attorneys  and  representative  re- 
spectively: Berol,  Loughran,  and  Oeer- 
naert.  100  Bush  Street,  San  Francisco  4, 
Calif.,  Waldo  K.  Greiner,  235  Broadway, 
San  Diego  1,  Calif.,  and  Willard  S.  John- 
son, P.O.  Box  1147,  Walnut  Creek,  Calif. 
Operating  rights  sought  to  be  controlled 
and  merged:  Operations  under  the  Sec- 
ond Proviao  of  section  206(a)(1)  of  the 
Interstate  Commerce  Act,  in  the  State 
of  CaUfomia,  as  more  specifically  de- 
scribed In  No.  MC-97414  (Sub-No.  6). 
Application  has  not  been  filed  for  tem- 
porary authority  under  section  210a (b). 
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No.  MC-F-8062.    Authority  sought  for 
purchase    by    OAULT   TRAN8PORTA- 
TION,  INC..  379  Main  Street.  Warehun. 
Mass.,  of  the  operating  rights  and  prop- 
erty of  THE  COLONS  TRANSPORTA- 
TION CO..  INC..  7  Perry  Avenue,  Taun- 
ton, Mass.,  and  for  acquisition  by  JOHN 
M.  NEWKIRK,  North  Road.  West  Yar- 
mouth. Mass..  of  control  of  such  rights 
and  property  through  the  purchase.   Ap- 
plicants' attorney:  Harry  C.  Ames,  Jr.. 
529  Transportation  Building,  Washing- 
ton 6,  D.C.    Operating  rights  sought  to 
be  transferred:  Liquid  petroleum  prod- 
ucts, as  a  common  carrier  over  irregular 
routes  between  points  in  Rhode  Island 
and  points  in  Massachusetts  on.  south. 
and  east  of  U.S.  Highway  202.  and  Unuid 
petroleum  products,  in  tank  tru(to.  from 
Bratntree.  Mass..  to  Keens  and  Man- 
chester, US.,  and  Norwich,  Conn.,  and 
from  Providence.  East  Proviaenoe,  Paw- 
tucket,  and  Tiverton.  RX,  to  points  in 
Connecticut,  on  and  east  of  Connecticut 
Highway  32.    Vendee  is  authorised  to 
operate  as  a  common  carrier  in  Rhode 
Island,  Massachusetts,  Connecticut,  and 
New  York.     Application  has  not  been 
filed  for  temporary  authority  under  sec- 
tion 210a(b) . 

No.  MC-P-8063.    Authority  sought  for 
purchase  by  CARL  H.  BEHNKE.  an  in- 
dividual, doing  business  as  fiEHMKE.  77 
South    Monroe    Street.    Battle    Creek. 
Mich.,  of  the  operating  rights  of  AR- 
VILLA   M.   NEW&IKK.   an   individual, 
doing    bushiess    as    REE    NEWKIRK 
TRUCK    LINE,     376    Orleans    Street. 
Otsego,     Mich.     Applicants'     attorney: 
L.  F.  Richardson,  608  Michigan  National 
Tower,  Lansing,  Mich.    Operating  rights 
sought  to  be  transferred:  Poper  prod- 
ucts and  wa^te  paper,  as  a  contract  car- 
rier over  regular  routes  from  Otsego, 
Mich.,  to  Chicago,  HI.,  serving  the  inter- 
mediate and  off-route  points  of  Cicero. 
ni.,  and  Michigan  City  and  South  Bend. 
Ind.,  restricted  to  delivery  of  paper  prod- 
ucts only,  waste  paper,  fpm  Chicago.  HI., 
to  Otsego,  Mich.,  serving  the  IritOTmedi- 
ate  and  off-route  points  of  Cicaro.  Ol.. 
and  Michigan  City  and  South 
Ind.,  restricted  to  pick-up  only. 
Fort  Wayne,  Ind.,  to  Otsego.  Mich.,  serv- 
ing no  intermediate  points,  and  paper 
products,  from  Otsego,  Mich.,  to  Port 
Wayne,  Ind.,  serving  the  intermediate 
point  of  Elkhart,  Ind.,  restricted  to  de- 
livery only.    Vendee  is  authorized  to  op- 
erate as  a  contract  carrier  in  Michigan, 
Indiana.  Ohio,  Minnesota,  and  Illinois. 
Application  has  not  been  filed  for  tem- 
porary authority  under  section  210a(b) . 
No.  MC-P-8064.    Authority  sought  for 
purchase    by    WITTE    TRANSPORTA- 
TION COMPANY.  2481  North  Cleveland 
Avenue,  St.  Paul  13,  Mhin..  of  a  portion 
of  the  operating  rights  and  certain  prop- 
erty of   HINES  TRANSFER.  INC.,  209 
North  Broadway,  Ellsworth,  Wis.,  and  for 
acquisition  by  H.  O.  McNEELY,  425  East 
Eighth  Street,  St.  Paul,  Mtan..  of  con- 
trol of  such  rights  emd  property  through 
the  purchase.     Applicants'  representa- 
tive:  Salvatore  P.  Caruso,  2481  North 
Cleveland  Avenue,  St.  Paul  IS,  Minn. 
Operating   rights  sought  to  be  trans- 
ferred: General  commodities,  excepting, 
among  others,  household  goods  and  com- 
modities in  bulk,  as  a  common  carrier 
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over  Irregular  routes  between  points  in 
the  TowiM  of  El  Paso,  Hartland.  Salem. 
Ellsworth,  and  Rock  Elm,  Pierce  County, 
Wis.,  on  the  one  hand.  and.  on  the  other, 
Minneapolis.  St.  Paul,  South  St.   Paul. 
Newport.  Hastings,  and  Red  Wing.  Minn.. 
between  points  in  the  Towns  of  Durand, 
Watenrille,  Lima.  Rock  Elm,  Union,  Peru, 
Eau  Oalle,  Canton.  MaxvUle.  Wis.,  on 
the  one  hand.  and.  on  the  other,  St.  Paul, 
South  St.  Paul.  Minneapolis,  and  New- 
port, Minn.,  and  from  Minneapolis.  St 
Paul.  South  St.  Paul.  Newport,  and  Red 
Wing.  Minn.,  to  points  in  the  Town  of 
Frankfort  in  Pepin  County,  Wis.,  agricul- 
tural commodities  and  livestock,  from 
points  in  Frankfort,  Wis.,  to  Minneapolis. 
St.  Paul.  South  St.  Paul.  Newport,  and 
Red  Wing,  Minn.,  livestock,  agricultural 
commodities  and  wood,  from  points  in 
Rock  Ehn.  Spring  Lake,  Union,  Maiden 
Rock.  Ellsworth,  Waterville,  Eau  OaUe. 
Wis.,  to  St.  Paul,  South  St.  Paul.  Min- 
neapolis. Hastings,  and  Red  Wing.  Minn  . 
and  agricultural  implements,  feed,  seed. 
coal  and  farm  supplies,  from  St.  Paul. 
South  St  Paul.  Minneapolis.  Hastings. 
and  Red  Wing.  Minn.,  to  points  in  the 
Wisconsin  Towns  ^?ecifled  immediately 
above.    Vendee  is  authorized  to  operate 
as  a  common  carrier  in  Wisconsin.  Min- 
nesota, and  North  Dakota.    Application 
has  not  been  filed  for  temporary  author- 
ity under  section  210a<b  i . 

No.  MC-F-8065.  Authority  sought  for 
control  by  TRUCKING  ENTERPRISES 
INC..  Room  2900.  744  Broad  Street.  New- 
ark. N.J..  of  TREDWAY'S  EXPRESS, 
INC.,  512  Myrtle  Avenue,  Boonton.  N.J. 
Applicants'  att^ney:  Bernard  F.  Flynn. 
Jr..  York-Plynn  Building.  East  Black- 
well  Street,  Dover,  N.J.  Operating 
rights  sought  to  be  controlled:  General 
commodities,  excepting,  among  others. 
household  goods  and  commodities  in 
bulk,  as  a  com,mon  carrier  over  irregular 
routes,  between  New  York.  NY.  on  the 
one  hand.  and.  on  the  other.  point.s  in 
New  Jersey,  between  points  in  Npa 
Jersey,  ^pid  between  New  York.  NY. 
Secaucus.  Hillside,  Hoboken.  Newark, 
Carlstadt,  North  Bergen.  Wehawken, 
and  Jersey  City.  N.J..  on  the  one  hand. 
and.  on  the  other,  points  in  Warren  and 
Sussex  Counties,  NJ..  and  radio  equip- 
ment, from  Boonton.  N.J..  to  Philadel- 
phia. Pa.  TRUCKING  ENTERPRISES 
INC..  holds  no  authority  from  this  Com- 
mission. However,  it  is  affiliated  with 
NEW  JERSEY  FORWARDING  COM- 
PANY, 80-86  Commercial  Street,  New- 
ark, N.J.,  which  is  authorized  to  operate 
as  a  common  carrier  in  New  Jersey,  New 
York,  and  Pennsylvania.  Application 
has  not  been  filed  for  temporary  author- 
ity under  section  210a(b) . 

No.  MC-F-8067.  Authority  sought  for 
merger  into  COLONIAL  MOTOR 
FREIGHT  LINE,  INCORPORATED. 
East  College  Drive.  High  Point,  N.C..  of 
the  operating  rights  and  property  of 
WILKINSON  TRUCKING  COMPANY. 
INC.,  214  West  Tremont  Street,  Char- 
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lotte,  N.C.,  and  for  acquisition  by  R.  L. 
HONBARRIER,  East  College  Drive. 
High  Point,  N.C..  of  control  of  such 
rights  and  property  through  the  trans- 
action. Applicants'  attorney:  Francis 
W.  Mclnerny.  Macdonald.  and  Mc- 
Inemy,  1000  Sixteenth  Street  NW  , 
Suite  602  Solar  Building.  Washington  6, 
D.C.  Operating  rights  sought  to  be 
merged;  General  commodities,  except- 
ing, among  others,  household  goods  and 
commodities  in  bulk,  as  a  common  car- 
rier over  irregular  routes,  between  Char- 
lotte. N.C  ,  and  points  within  one  mile 
of  Charlotte,  on  the  one  hand.  and.  on 
the  other.  AugusU,  Ga..  and  points  in 
that  part  of  North  Carolina,  South  Caro- 
lina, ani  Tennessee,  within  150  miles  of 
Charlotte,  NC  COLONIAL  MOTOR 
FREIGHT  LINE.  INCORPORATED  is 
authorized  to  operate  as  a  common 
carrier  in  North  Carolina.  Maryland. 
Virginia,  and  the  District  of  Columbia. 
Application  has  not  been  filed  for  tem- 
porary authority  under  section  210aib» 

Bv  the  Commission. 


jffimtday,  February  7,  1962 


SEAL  I 


Harold  D    McCoy. 

Secretary. 


IFR      D'X-      62    1228;     Filed      Feb      8,     1962; 

8  47  a  m  I 


I  N')tlre    S91  I 

MOTOR    CARRIER   TRANSFER 
PROCEEDINGS 

P^BRU.\RY  2,  1962 
Synopses  of  orders  entered  pursuant 
to  section  212' bi  of  the  Interstate  Com- 
merce Act,  and  rules  and  regulations  pre- 
scribed thereunder  i49  CFR  Part  179  >. 
appear  below : 

As  provided  in  the  Commission's  spe- 
cial rules  of  practice  any  interested  per- 
son may  file  a  petition  seeking  recon- 
sideration of  the  following  numbered 
proceedings  within  20  days  from  the  date 
of  publication  of  this  notice.  Pursuant 
to  section  17(8)  of  the  Interstate  Com- 
merce Act,  the  filing  of  such  a  petition 
will  postix>ne  the  effective  date  of  the 
order  in  that  proceeding  pending  its  dis- 
position. The  matters  relied  upon  by 
petitioners  must  be  specified  in  then- 
petitions  with  particularity. 

No.  MC-FC  61636  By  order  of  Janu- 
ary 26,  1962,  the  Transfer  Board 
approved  the  transfer  to  Fountains 
Garage.  Inc..  New  Haven,  Conn  ,  of  Cer- 
tificate No.  MC  116899,  issued  April  14, 
1958.  to  Edward  J.  Fountain,  doing 
business  as  Fountains  Garage,  New 
Haven.  Conn  ,  authorizing  the  transpor- 
tation, over  irregular  routes,  of  wrecked 
and  disabled  trailers  designed  to  be 
drawn  by  passenger  automobiles  and 
wrecked,  disabled  and  repossessed  motor 
vehicles,  between  points  in  Connecticut, 
on  the  one  hand,  and,  on  the  other, 
points  in  Rhode  Island,  Massachusetts, 
New  York,  and  New  Jersey.  Bernard  J 
Vlrshup,  157  CTiiuTh  Street.  New  Haven. 
Conn.,  attorney  for  applicants. 


No  MC-PC  63692.  By  order  of , 
ary  26.  1962.  the  Transfer  Bow^~^ 
proved  the  transfer  to  Momsen  Tivekte 
Co..  a  corporation.  Highways  1|  m  fj 
North.  Spencer,  Iowa,  of  a  portion  of  thi 
operating  rights  in  Certificate  Mo.  m; 
111557  and  subnumbers  thereto.  ta«i 
to  Karl  E.  Momsen.  doing  businea  u 
Momsen  Trucking  Co.,  Highways  18  am 
71,  North.  Spencer.  Iowa,  authorWi^ 
the  transportation  of :  Specific  oonaedi- 
ties  of  a  general  natiu-e,  from  and  to.  or 
between  points  as  specified  in  AitaaiM, 
Illinois.  Iowa.  Minnesota.  Ndn^ 
North  Dakota.  South  Dakota,  and  W^ 
consin;  and  general  commodltloi,  ci. 
eluding  household  goods.  commodtUci  ^ 
bulk,  and  other  specified  oommodlttei, 
from  and  to.  or  between  points  tm  wped. 
fled  in  Illinois.  Iowa,  Kansas.  Minw- 
sotft,  Missouri,  and  Nebraska. 

I  SEAL  1  Harold  D.  McCot. 

Secretarji. 

|FR      CKr      62    1229;     Filed.    Feb.    «.    1M2; 
8  47ajn.l 


I  Ex  Parte  No  MC-30] 

CINCINNATI,  OHIO,  COMMEICIAL 
ZONE 

Order   Denying   Petition 

At  a  session  of  the  Interstate  Com- 
merce  Commission.  Division  1.  held  at  Mi 
office  in  Washington.  DC.  on  the  Hth 
day  of  January  AD.  1962. 

It  appearing  that  on  September  U, 
1940,  the  Commission,  division  5,  nstfe 
and  filed  its  report.  26  M.C.C.  4».  to  UK 
above-entitled  proceeding,  detendntag 
the  zone  adjacent  to  and  eomiKfcWIi 
a  part  of  Cincinnati.  Ohio,  as  themfter 
modified  by  said  division  In  reports  in 
41  M  C.C.  227  and  46  M.C.C.  733: 

It  further  appearing  that  by  petttta 
filed  July  29.  1960,  A.B.IiC.  Motor 
Freight.  Inc.,  of  Augusta,  Ky.,  and  11 
other  motor  carriers,  and  ShilUto's  De- 
partment Stores,  of  Cincinnati,  Ohis, 
seek  to  extend  the  eastern  limits  d  the 
Cincinnati.  Ohio,  commercial  sone  ••  de- 
fined <25  F.R.  8699)  ; 

It  further  appearing  that  said  petition 
ha-s  been  the  subject  of  a  formal  heartaf 
and  a  recommended  order  by  the  hewinc 
officer  to  which  exceptions  were  filed; 

And  it  further  appearing  that  inns- 
tigation  of  the  matters  and  thing  in- 
volved  in  this  proceeding  has  been  ■•* 
and  said  division,  on  the  date  hereof  b« 
made  and  filed  a  report  herein  contote- 
ing  its  findings  of  fact  and  coodurtcni 
thereon,  which  report  is  hereby  made  a 
part  hereof; 

It  is  ordered.  That  said  petition  he. 
and  it  is  hereby,  denied,  for  the  reawm 
stated  in  said  report. 


By  the  Commission.  Division  1 

I  SEAL  1 


[FR.     Doc. 


Harold  D.  McCot. 
Secretarf. 

62-1230:     Filed.    Feb.    «.    *•• 
8:47  a.m.] 


No. 


RDEtAL  REGISTER 

FOURTH  SECTION  APPLICATION 
FOR  RELIEF 

February  2, 1962. 

Proteste  to  the  granting  of  an  appli- 
cation must  be  prepared  in  accordance 
with  Rule  40  ci  the  general  rules  of  prac- 
tice (49  cm  1.40)  and  filed  within  15 
days  from  the  date  of  publication  of  this 
notice  in  the  FdKral  Rkgistxr. 

Long-and-Short  Haul 

PSA  No.  37537:  Pcaf  to  southern 
territory.  Filed  by  O.  W.  South,  Jr., 
Agent  (No.  'A4149) .  for  interested  rail 
carriers.  Rates  on  peat,  noibn,  groimd 
or  not  ground,  in  carloads,  from  Oulf, 
south  Atlantic  and  Virginia  ports  (Im- 
port), to  points  in  southern  territory. 
also  adjacent  points  in  official-southern 
border  territory. 

Grounds  for  relief:  Short-line  dis- 
tance formula  and  grouping. 

Tariff:  Supplement  13  to  Southern 
Freight  Association  tariff  I.C.C.  S-137. 

By  the  Commission. 

[s>al]  Harold  D.  McCoy. 

Secretary. 

[FJt.    Doe.    ea-iaas:    FUed,    Feb.    6,    19«S; 
8:47  a.m.) 
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Rules  and  Regulations 


Title  7— AGRICULTURE 

1^^^  III Agricultural    Research 

iJJJJg,  Department  of  Agriculture 

^^  319l_FOREIGN  quarantine 
"^  NOTICES* 

'$»hp«rt — frulii  and  Vegetables 

tmunnrnr   instructions  Prescrib- 

^^Mkthod  or  Treatment  or  Okba 
Certain    Parts    or    the    Wmt 
AND    Related    Interpretatioh 


vision  can  be  accomplished  without  en- 
croaching upon  normal  port  Inspection 
assignments. 

(4)  Fumigation  schedule.  Such  fumi- 
gation shall  be  in  accordance  with  the 
following  fumigation  schedule: 


Tiniinnilun-  ('  I") 


I  |N>niiils  of 
nu'llivl 
tininiulc 


r".\|X)siiri' 
(x-riod 

(lii)urs) 


^■it  to  the  authority  conferred  by 
IUIlM-S  o^  ^^^  regulations  (7  CFR 
JrtJS)  supplemental  to  the  Fruit  and 
^^ie  Quarantine  (Notice  of  Quar- 
bNo  56.  7  CFR  318.56).  under  sec- 
^  I  and  9  of  the  Plant  Quarantine 
M«ri912  (7  UJS.C.  159. 162) ,  and  other 
Walton  of  authority  (22  F.R.  2679.  as 
^Zd),  administrative  instructions 
Z  an  interpretation  to  be  designated 
ii  CFR  319.56-20  are  hereby  issued  to 
1^  M  follows : 
||W.S^-2o      Okra  from  WckI  Indies. 

(a)  Administrative  instructions  pre- 
^UtU  method  of  treatment  of  okra 
fim  certain  parts  of  the  West  Indies. 
fSritl"  with  methyl  bromide  at 
il  atmospheric  pressure.  In  accord- 
wlth  the  following  procedure  Is 
f  prescribed  as  an  alternate  con- 
.  of  Importation  under  permit  under 
|ll|j|_2  for  all  shipments  of  okra  from 
ti  West  Indies,  except  okra  produced 
kindiOB  Island  of  the  Bahamas,  and 
fh»  produced  in  the  West  Indies  for  Im- 
IBtatloD    into    the    American    Virgin 


flO-M 
80-80 
70-79 
<KH» 

.w-se 
10-m 


1.(1 

>A\ 

.t.n 
a.  5 


a)  West  Indies.    As  used  in  this  sec- 
■.  the  term  "West  Indies"  means  the 
I  Islands  lying  between  North  and 
_  America,  the  Caribbean  Sea,  and 
Atlantic    Ocean,    including   among 
a,  Cuba.  Jamaica.  Hlspanlola,  and 
Bahama.   Leeward   and  Windward 
k,  but  excluding  the  chain  of  Is- 
adjacent  and  parallel  to  the  north 
of  South  America  (the  largest  of 
are    Aruba,    Curacao.    Bonaire, 
Margarita.      Trinidad,     and 


0)  Ports  of  entry.  Enti-y  of  okra  Is 
Mlhoriaed  only  at  New  York.  New  Or- 
km.  Ulami.  and  such  other  ports  as 
■V  be  named  in  the  permit. 

(t)  Approval  of  fumigation  chamber. 
Ike  treatment  shall  consist  of  fumlga- 
Mb  vlth  methyl  bromide  at  normal 
leric  pressure,  in  a  fumigation 

r  which  has  been  approved  for 

purpose  by  the  Plant  Quarantine 

I,    The  Plant  Quarantine  Dlvi- 

vlll  approve  only  those  fumigation 

that  are  properly  constructed 

adequately  equipped  to  handle  and 

Mit  flkra.  and  are  located  within  the 

■Mtteable  supervisory  range  of  inspec- 

'taiitatloned  at  the  authorized  ports  of 

•toy  and  where   the   required  super- 


(5)  Fumigation  procedure.  Okra  to  be 
fumigated  may  be  pcu;ked  in  slatted 
crates  or  other  gas-permeable  containers. 
The  fumigation  chamber  shall  not  be 
loaded  to  more  than  two-thirds  of  its 
capacity.  The  containers  may  be  stacked 
one  on  to?  of  another,  but  a  3-  to  4-inch 
space  must  be  provided  between  each 
container  throughout  the  load.  Good 
air  circulation  above  ^xid  below  the  load 
shall  be  provided  as  soon  as  the  okra  is 
loaded  and  must  be  continued  during 
the  full  period  of  fumigation  and  until 
the  okra  has  been  removed  to  a  well- 
ventllated  location.  Strong  hlasts  of  air 
should  not  be  directed  against  the  okra. 
Fumigation  at  temperatures  in  excess  of 
90*  F.  may  result  in  injury  to  okra  and 
should  be  avoided  if  possible.  Past 
experience  Indicates  that  injury  may  also 
result  from  excess  moisture,  such  as 
residual  moisture  from  harvesting  when 
dew-covered. 

(6)  Supervision  of  fumigation,  (i) 
Inspectors  of  the  Plant  Quarantine  Divi- 
sion will  supervise  the  fumigaticm  of 
okra  and  will  specify  such  safeguards  as 
may  be  necessary  for  the  handling  and 
transportation  of  the  okra  before  and 
subsequent  to  fumigation,  if,  in  the 
opinion  of  the  Inspector  this  is  necessary 
to  assure  that  there  will  be  no  pest  risk 
associated  with  the  importation  and 
treatment.  The  final  release  of  the  okra 
for  entry  Into  the  United  States  will  be 
conditioned  upon  compliance  with  the 
specified  safeguards. 

(II)  Supervision  of  fimiigation  in  ap- 
proved chambers  will,  if  practicable,  be 
carried  on  as  a  part  of  normal  port  in- 
spection activities  and  when  so  available 
will  be  furnished  without  cost  to  the 
owner  of  the  okra  or  his  representative. 
(7)  Costs.  All  costs  of  treatment  and 
required  safeguards  and  supervision, 
other  than  the  services  of  the  supervising 
inQ)ector  during  regularly  assigned 
hours  of  duty,  shall  be  borne  by  the 
owner  of  the  okra  or  his  representative. 
Where  normal  Inspection  activities  pre- 
clude the  furnishing  of  supervision  dur- 
ing regularly  assigned  hours  of  duty, 
supervision  will  be  furnished  on  a  re- 
imbursable overtime  basis  and  the 
owner  of  the  okra  or  his  representative 


will    be    charged    in    accordance    with 
S§  354.1  and  354.2  of  this  chapter. 

(8)  Department  not  retpontfble  for 
damage.  While  the  prescribed  treat- 
ment is  judged  from  experimental  tests 
to  be  safe  for  use  with  okra.  the  De- 
partment assiunes  no  reiq^onslblllty  for 
any  damage  sustained  through  or  In  the 
course  of  treatment  or  because  of  pre- 
treatment  or  posttreatment  safeguards. 
There  has  not  been  an  opportunity  to 
test  these  treatments  under  all  condi- 
tions or  on  all  okra  varieties  or  on  okra 
from  all  areas  involved. 

( b )  Interpretation  regarding  importa- 
tion of  okra  from  Andros  Island  of  the 
Bahama's;  and  okra  from  the  West  In- 
dies for  importation  into  the  Amerjfian 
Virgin  Islands.  Okra  produced  in  Andros 
Island,  Bahamas,  may  enter  under  per- 
mit and  subject  to  inspection  at  the 
ports  named  in  the  permit.  Okra  pro- 
duced in  the  West  Indies  may  enter  the 
American  Virgin  Islands  under  permit 
and  subject  to  inspection. 


(Sec.  9.  37  Stat.  318;  7  U.8.C.  182:  22  PH. 
2679.  as  amended.  Interprets  or  applies  sec. 
5,  37   Stat.  316;   7  U.S.C.   159) 

The  foregoing  provisions  shall  become 
effective  February  8,  1962. 

These  instructions  authorize  the  im- 
portation, under  permit  subject  to  ap- 
proved fumigation,  of  okra  produced  In 
certain  parts  of  the  West  Indies  from 
which  such  importations  have  hereto- 
fore been  prohibited.  They  also  pro- 
vide for  the  mandatory  fumlgatlcm  of 
okra  from  Cuba,  which  heretofore  has 
been  allowed  entry  under  permit  subject 
to  inspection.  This  fumigation  treat- 
ment provides  for  the  entry  of  okra  for 
marketing  in  the  fresh  state. 

There  has  been  an  increasing  Interest 
in  the  production  of  winter  vegetaUes. 
including  okra,  in  the  West  IndlK  for 
shipment  to  the  United  States.  The 
purpose  of  this  action  is  to  permit  the 
importation  of  okra  from  parts  of  the 
West  Indies  where  the  pink  bollworm 
(Pectinophora  gossjrpiella  Saund.)  oc- 
curs, under  the  same  entry  conditions 
that  have  been  prescribed  for  Importa- 
tions of  okra  from  Mexico  because  of 
the  presence  of  this  pest  in  that  coun- 
try. Heretofore,  okra  produced  in  Cuba 
has  been  admissible  under  i>ermlt  sub- 
ject to  inspection.  The  fumigation  re- 
quirement is  being  extended  to  Cuban 
imports  of  okra  since  the  pink  bollworm 
occurs  in  that  country  as  it  does  in  other 
parts  of  the  West  Indies  and  Mexico,  and 
under  certain  cultural  conditions  this 
serious  pest  of  cotton  will  Infest  okra. 

The  pink  bollworm  is  not  known  to 
occur  on  Andros  Island  in  the  Bahamas 
and  okra  produced  on  that  island  may 
be  imported  subject  to  inspection.  In- 
asmuch as  the  pink  bollworm  occurs 
throughout  the  American  Virgin  Islands 
as  well  as  the  West  Indies,  no  change 
was  made  in  the  present  arrangements 
permitting  okra  produced  In  the  West 
Indies  to  be  imported  under  permit  and 
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These  liiBtnictions  should  be  made  ef- 
fectiye  at  the  eftrUest  practicable  date 
Insofar  as  they  Impose  stricter  require- 
ments In  order  to  prevent  the  spread  of 
the  pink  boUworm  by  shipments  of  okra 
from  Cuba  and  insofar  as  they  relieve 
restrictions  in  order  to  be  of  maximum 
benefit  to  the  Importers  of  okra.  Ac- 
cordingly, pursuant  to  section  4  of  the 
Administrative  Procedure  Act  (5  USC. 
1003) .  It  is  found  upon  srood  cause  that 
notice  and  other  public  procedure  on 
these  instructions  are  impracticable  and 
contrary  to  the  public  Interest,  and  good 
cause  is  foimd  for  making  these  instruc- 
tions effective  less  than  30  days  after 
publication  in  the  Fkoeral  Register. 

Done  at  Washington,  DC.  this  2d  day 
of  February  1962. 

[ssal]  E.  p.  Reagan. 

IHrector.  Plant  Quarantine  Division. 

IF.R.    Doc.    63-1303:     Filed,     Feb      7,     1962: 
8:S0  ajn] 


Chaplar  X — Agricultural  Stabilization 
and  Conssrvatlon  Ssrvics  (Market- 
ing Agr««m*nts  and  Orders),  De- 
portment of  Agriculture 

[MUk  Order  No.  128 1 

PART  1128— MILK  IN  CENTRAL  WEST 
TEXAS  MARKETING  AREA 

Order  Amending  Order 

1128.0  Findings  and  determinations 

DKriKmoifs 

1138.1  Act. 

1138.2  Secretary. 

1138.3  Department. 

1138.4  Person. 

liaiA  Cooperative  aaeoclatlon 

1138.6  Central  West  Texas  marketing;  area 

1138.7  Approved  plant. 

1138.8  Unapproved  plant. 

1138.9  Handler. 

1138.10  Producer. 

1138.11  Producer  milk. 
1138.13  Other  source  mUk. 

1138.13  Producer-handler. 

1128.14  Route. 

1128.15  Base  milk. 

1128.16  Excess  milk. 

Mauut  Aomtnistiiatos 

1128.20  Designation. 

1138.21  Powers. 

1128.32  DuUes. 

RCPOKTS,    RXCOBMI    AND    FACnjTIES 

113830  Reports  ot  receipts  and  utilization 

1128.31  Reports  of  paymeats  to  producers 

1 1 28  33  Other  reports . 

1 138.33  Records  and  f aclUttes. 
1 1 28  34  Re  ten  tlon  of  records 

CLASSinc  A  TTO  N 

112840  Skim  milk  and  butterf.it  to  be  cla.s- 
sifled. 

1128.41  Classes  Of  utilization 

1 128.42  Shrinkage  of  other  source  milk 

1138.43  Responsibility  of  handlers  and   re- 

classification of  milk. 

1138.44  Transfers. 

1138.46  Computation  of  the  skim  milk  and 
butterfat  In  each  class. 

1128.46  Allocation  of  skim  milk,  and  butter- 
fat  elaaslfled. 


RULES  AND  REGULATIONS 

Minimum  Pkicss 

1128  50  Class  I  milk. 

1138.51  Class  U  and  Class  U-A  milk. 

1 128  53  Butterfat  differential  to  handlers. 

1128  53  Location  adjustment  to  handlers 

1 128  54  Use  of  equivalent  {x^lcea. 

Application  or  PaovisioNs 


i 


^,  February  8,  1962 


FEDERAL  REGISTER 


other     Federal 


1123  60     Producer-handlers 
1128  61     Plants    subject     to 

orders 
1128  62     Handlers       operating       unapproved 

plants    from  which   Class   I  milk 

is   disposed   of   In   the   marketing 

area 

Determination  or  Uniform  PaiCEs 

1128.70     Computation  of  each  handler's  pool 

obligation. 
1128  71     Computation     of     aggregate     value 

used  to  determine  price  ( s ) 
1 138  72     Computation  of  uniform  price 
1128  73     Computation  of  uniform  prices  for 

bai>e  and  excess  milk. 

Detxrmination  or  Base 

1128  80     Computation  of  dally   average  base 

for  each  producer 
1128  81     Base  rules 

Patmints 

1128  90     Time  and  method  of  payment 

1128  91     Location  adjustments  to  producers 

1128  92     Producer  butterfat  differential. 

1128  93     Producer-settlement  fund. 

1128  94  Payments  to  the  producer-settle- 
ment fund 

1128  95  Payments  oyt  of  the  producer-set- 
tlement fund. 

1 128  96     Adjustment  of  accounts 

1 128  97     Marketing  services 

1128  98     Expenses  of  administration. 

1128  99     Termination  of  obligation. 

Ejtective  Time.  Suspension  oa  Termination 

1128  100  Effective  time 

1128  101   Suspension  or  termination 

1128.102  Continuing  power  and  duty  of  the 

market  administrator 
1128  103  Liquidation. 

MISCELI.^N^ous  Provisio.ns 

1128  110  Agents 

1128  HI  Separability  of  provisions 

Aitthoritt:  §5  11280  to  1128  111  issued 
under  sees  1  19.  48  Stat  31.  lifi  amended;  7 
use  601-874 

§  1128.0      Findiiig<>    and    ilplrrminaliotix. 

The  flndinRs  and  determinations  here- 
inafter set  forth  are  supplementary  and 
in  addition  to  the  findings  and  determi- 
nations previously  made  in  connection 
with  the  issuance  of  the  aforesaid  order 
and  of  the  previously  issued  amendments 
thereto;  and  all  of  said  previous  findings 
and  determinations  are  hereby  ratified 
and  aflBrmed.  except  insofar  as  such  find- 
ings and  determinations  m?y  be  in  con- 
flict with  the  findings  and  determina- 
tions set  forth  herein. 

ia»  Findings  upon  the  bnsis  of  the 
hearing  record.  Pursuant  to  the  pro- 
visions of  the  Asricultural  Marketing 
Agreement  Act  of  1937.  as  amended  <7 
U.S.C.  601  et  seq  >.  and  the  applicable 
rules  of  practice  and  procedure  governing 
the  formulation  of  marketing  agree- 
ments and  marketing  orders  «7  CFTl 
Part  900 » .  a  public  hearing  was  held 
upon  certain  proposed  amendments  to 
the  tentative  marketing  agreement  and 
to  the  order  regulating  the  handling  of 
milk  in  the  Central  West  Texas  market- 
ing area.    Upon  the  basis  of  the  evidence 


introduced  at  such  hearing  and  tte 
cord  thereof,  it  is  found  that: 

( 1 )  The  said  order  as  hereby 
and   all    of   the   terms   and 
thereof,  will  tend  to  effectuate  tb$ 
clared  policy  of  the  act; 

(2)  The  parity  prices  of  n%n\  ^ 
termined  pursuant  to  section  2  of  _ 

are  not  reasonable  in  view  of  tbt 

of  feeds,  available  supplies  of  fet^hTS 
other  economic  conditions  whkh  ilS 
market  supply  and  demand  for  wll^ 
the  said  marketing  area,  and  tha  j^^ 
mum  prices  ^ecifled  in  the 
hereby  amended  are  such  prieet 
reflect  the  aforesaid  facton. 
suf&cient  quantity  of  pure  aad 
some  milk,  and  be  in  the  public 

( 3 )  The  said  order  as  hereby 

regulates  the  handling  of  milk  talS 
same  manner  as,  and  is  applleabli  g^ 
to  persons  in  the  respective  elavH  M 
industrial  or  commercial  activity  an. 
Ifled  in,  a  marketing  agreement  mt 
which  a  hearing  has  been  held; 

(4)  All  milk  and  milk  produeli  1^^ 
died  by  handlers,  as  defined  In  tha  m^ 
as  hereby  amended,  are  in  the 
of     interstate     commerce    or 
burden,    obstruct,    or    affect 
commerce  in  milk  or  its  products; 

(5)  It  is  hereby  found  that  tbe 
sary  expense  of  the  market 
trator  for  the  maintenance  and 
tioning  of  such  agency  will  requiri  Hn 
payment  by  each  handler,  ai  Ui  pi 
rata  share  of  such  expense,  4  oenli  pi 
hundredweight  or  such  amount  ihC  || 
exceed  4  cents  per  hundredweight  at ||| 
Secretary  may  prescribe,  with  re^iplli 
all  receipts  of  other  source  milk  ^Muk 
is  classified  as  Class  I  milk,  all  milk  n- 
ceived  from  producers  including  a  hM- 
dler's  own  production,  and  milk  resrilii 
from  a  cooperative  association  In  Ni  Oh 
pacity  as  a  handler  pursuant  to  i  IISU 
(c). 

(b)  Additional  findings.  It  If  UBM^ 
sary  in  the  public  interest  to  make  ttk 
order  amending  the  order  effeettfc  not 
later  than  March  1,  1962.  Any 
beyond  that  date  would  tend  to 
the  orderly  marketing  of  milk  in  tbc 
marketing  area. 

The  provisions  of  the  said  order  an 
known  to  handlers.  The  recomoMBM 
decision  of  the  Assistant  Seonetaiy  it 
Agriculture    was    Issued    NovemlMr  %, 

1961.  and  the  decision  containing  li 
amendment  provisions  of  this  order,  VM 
issued  January  d.  1962.  The  ehflopi 
effected  by  this  order  will  not  raqriM 
extensive  preparation  or  substantial  al- 
teration in  method  of  operation  forlm* 
dlers  In  view  of  the  foregoing.  It  k 
herrby  found  and  determined  thalfflii 
cause  exi.sts  for  making  this  ocdv 
amendincr  the  order  effective  Bfardi  1, 

1962.  and  tint  it  would  be  contraiy  ti 
the  public  interest  to  delay  the  effeottw 
date  of  this  order  for  30  days  after  Ml 
publication  m  the  Federal  Raaf 
(Sec  4'c>.  .\dmjnistrative  ProoedBt 
Act.  5  use.  1001-1011.) 

(c)  Determinations.  It  is  hereby  <► 
termined  that: 

(1)  The  refusal  or  failure  of 
(excluding  cooperative  associations  . 
ifled   in   section   8c(9)    of   the  Aet)  * 
more  than  50  percent  of  the  milk, 


producers  which  the  Secretary  deter- 
mines, after  application  by  the  associa- 
tion: 

(a)  To  be  qualified  under  the  provi- 
sions of  the  act  of  Congress  of  February 
18.   1922.  as  amended,   known   as  the 

"Capper- Volstead  Act";  and 

^^^^ilvanclng  the  Interests  of  pro-  (b)  To  have  full  authority  in  the  sale 
#*  JTdefined  in  the  order  as  herein  of  milk  of  its  monbers  and  to  be  engaged 
'■^■^  in  ma'f'ng  collective  sales  or  marketing 

milk  or  its  products  for  its  members. 


within  the  marketing  area, 

-Twopoised  marketing  agreement. 
19  prevent  the  effectuation  of  the 

pi^Ucyof  the  Act; 
j^  issuance  of  this  order,  amend  - 
onler,  Is  the  only  practical  means 
it  to  the  declared  policy  of  the 


«)1 


and 
^^  issuance  of  the  order  amend- 
^der  is  approved  or  favored  by 
tvo-thlrds  of  the  producers  who 
the  determined  representative 
^lete  engaged  in  the  production 
for  sale  in  the  marketing  area.  ' 

relative  to  handling.  It  is  there- 
eidered,  that  on  and  after  the  ef- 
Siedate  hereof,  the  handling  of  milk 
T^  Central  West  Texas  marketing 
^  ilMll  be  in  conformity  to  and  in 
l^iiee  with  the  terms  and  condi- 
tl  the  aforesaid  order,  as  amended. 
■  hereby  further  amended  as  fol- 
oteept  that  the  provisions  of  the 
■^  and  all  references  thereto,  In- 
K  but  not  necessarily  limited  to 
I  set  forth  below,  continue  to  be  sus- 
as  set  forth  in  the  suspension 
"jrf  March  1,  1959: 
"TiietlODS  1128.15.  1128.16,  1128.73, 
ygm  and  1128.81  in  their  entirety; 
1  to  1 1128.30(a)  the  following:  "and 
fg  (he  months  of  March  through  June 
gllgpcgate  quantities  of  base  milk  and 
MM  milk"; 
t  fii  1 1128.31(a)  the  following:  "and 
IV  flM  months  of  March  through  June. 
Mh  fcoducer's  deliveries  of  base  milk 

4  IB  11128.72  the  phrase,  "of  July 
iMlli  February": 
IM    11128.90(a)     the    phrase,    "or 

limTS": 

cm  1128.91  the  phrase,  "or  the  uni- 
toBpetee  for  base  milk  computed  pur- 
iMftto  i  1128.73(e)";  and 

T  flection  1128.91(b)  in  its  entirety. 

Definitions 
illil.1      Art.  I 

•let"  means  Public  Act  No.  10.  73d 
Chvnss.  as  amended,  and  as  re-enacted 
■Itaended  by  the  Agricultural  Mar- 
IMtai  Agreement  Act  of  1937,  as  amend- 
dfrUJB.C.  601  et  seq). 

|U1M      .StMrelary.  ' 

•fceretary"  means  the  Secretary  of 
IpMHure  or  such  other  officer  or  em- 
]  ot  the  United  States  authorized  to 
the  powers  or  to  perform  the 
Mki  of  the  said  Secretary  of  Agricul- 
iBt. 

11128.3  Dcpnt  tiiirnl.        I 

•Department "  means  the  United 
Mfs  Department  of  Agriculture  or  such 
0tK  Federal  Agency  authorised  to  per- 
km  ttke  price  reporting  functions  speci- 
iMta  this  part. 

11128.4  IVrsun. 


§  1128.6      Central  West  Trxas  marketing 
area. 

"Central  West  Texas  marketing  area," 
hereafter  called  the  "marketing  area," 
means  all  territory  within  the  boundaries 
of  the  Abilene  Air  Force  Base  and  within 
the  corporate  limits  of  the  following 
cities  and  towns,  all  in  the  State  of 
Texas: 


AbUene. 

Albany. 

Anaon. 

Aspermont. 

Bal  linger. 

Btg  Spring. 

Breckenridge. 

Brownwood. 

Cisco. 

Coleman. 

Colorado  City. 

Comanche. 

Eastland. 

Hamlin. 

Haakell. 

Knox  City. 


"  means  any  individual,  part- 
corporation,  association,  or  any 
■to  business  unit. 

Mltt.5     <'.oopcrutive   a.oMK-iation. 

'XSsoperative  association"  means  any 
itive    marketing    association    of 


Lamesa. 

Merkel. 

Midland. 

Mineral  Wells. 

Munday. 

Odessa. 

Ranger. 

Rochester. 

Rotan. 

Rule. 

San  Ang-ilo. 

Snyder. 

Stamford. 

Sweetwater. 

Tye. 

Winters. 


§  1128.7     Approved  plant. 

"Approved  plant"  means: 

(a)  A  milk  plant  approved  by  and 
under  the  routine  inspection  of  the 
health  authority  of  any  municipality  in 
the  marketing  area: 

(1)  From  which  Class  I  milk  labeled 
Grade  A  in  consumer  packages  is  dis- 
posed of  in  the  marketing  area  on  routes, 
or 

(2)  At  which  milk  is  received  from 
producers  as  defined  in  §  1128.10(a)  and 
which  serves  as  a  receiving  station  at 
which  producer  milk  is  received,  weighed 
and  commingled  and  from  which  milk 
or  skim  milk  (i)  is  moved  during  the 
month  to  an  approved  plant(s)  speci- 
fied in  subparagraph  (1)  of  this  para- 
graph or  paragraph  (b),  or  (ii)  was 
moved  to  any  such  plant(s)  in  an 
amoimt  equal  to  60  percent  or  more  of 
the  total  receipts  of  producer  milk  dur- 
ing the  months  of  October  through  Jan- 
uary inunediately  preceding  any  month 
of  April.  May  or  June  during  which  no 
milk  was  moved  to  such  plant (s) ;  or 

(b)  A  milk  plant  approved  by  and 
under  the  routine  inspection  of  a  health 
authority  other  than  that  of  a  munici- 
pality in  the  marketing  area  from  which 
Class  I  milk  labeled  Grade  A  In  con- 
sumer packages  is  disposed  of  in  the 
marketing  area  on  a  route  operated 
wholly  or  partially  in  the  marketing  area 
in  an  amount  equal  to  10  percent  or  more 
of  the  total  disposition  of  Class  I  milk 
from  sadti  plant  during  the  month. 

g  1128.8     Unapproved  plant. 

"Unapproved  plant"  means  any  milk 
processing  or  distributing  plant  which  is 
not  an  approved  plant. 
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§  1128.9     Handler. 

"Handler"  means: 

(a)  Any  person  in  his  capacity  as  the 
operator  of  an  approved  plant: 

(b)  Any  person  in  his  capacity  as  the 
operator  of  an  unapproved  plant  from 
which  Class  I  milk  is  Ouspooed  of  during 
the  month  on  a  route  in  the  maiteting 
area ; 

(c)  Any  cooperative  association  with 
respect  to  the  milk  of  producers  which 
it  causes  to  be  delivered  directly  from 
the  farm  for  its  own  account,  in  tank 
truck(s)  owned  or  operated  by  such 
association,  to  the  approved  plant  of 
another  handler  described  in  S  1128.7(a) 
(1)  or  (b) :  Provided.  Tliat  such  milk 
shall  be  deemed  to  have  been  received 
by  the  cooperative  association  at  an  ap- 
proved plant  at  the  location  of  the  plant 
to  which  it  is  delivered;  or 

(d)  Any  cooperative  association  with 
respect  to  the  milk  of  any  producer 
which  it  causes  to  be  diverted  to  an  un- 
approved plant  for  the  account  of  such 
cooperative   association. 

§  1128.10     Producer. 

"Producer"  means  any  person  other 
than  a  producer-handler: 

(a)  Who  produces  milk  under  a  dairy 
farm  permit  or  rating  for  the  production 
of  milk  to  be  disposed  of  for  consumption 
as  Grade  A  milk  issued  by  the  health 
authority  of  any  municiiMdity  in  the 
marketing  area,  which  milk  is  received 
at  an  approved  plant  described  in 
§  1128.7(a) ;  or 

(b)  Who  produces  milk  Under  a  dairy 
farm  permit  pr  rating  for  the  production 
of  milk  to  be  disposed  of  for  consumption 
as  Grade  A  milk  issued  by  a  health  au- 
thority whose  certification  is  accepted 
by  the  appropriate  health  authority  of  a 
municipality  in  the  marketing  area. 
which  milk  is  received  at  an  approved 
plant  described  in  fi  1128.7(b). 

(c)  "Producer"  shall  include  any  such 
person  whose  milk  is  received  by  a  co- 
operative association  pursuant  to  S  1128.9 
(c)  or  is  regularly  received  at  an  ap- 
proved plant,  but  whose  milk  is  caused  to 
be  diverted  by  a  handler  to  an  tuuip- 
proved  plant,  and  milk  so  diverted  shall 
be  deemed  to  have  beoi  received  by  the 
handler  at  the  location  of  the  approved 
plant  at  which  it  was  received  immedi- 
ately prior  to  its  being  so  diverted. 
"Producer"  shall  not  include  any  per- 
son with  respect  to  milk  produced  by 
him  which  is  received  at  a  plant  op- 
erated by  a  handler  who  is  subject  to 
another  Federal  marketing  order  and 
who  is  partially  exempt  from  the  provi- 
sions of  this  part  pursuant  to  S  1128.61. 

§  1128.11      Producer  milk. 

"Producer  milk"  means  only  that  skim 
milk  or  butterfat  contained  in  (a)  milk 
received  at  an  approved  plant  directly 
from  producers,  (b)  milk  of  producers 
diverted  from  an  approved  plant  to  an 
unapproved  plant  in  accordance  with 
the  conditions  set  forth  in  S  1138.10(c) , 
or  (c)  milk  received  by  a  cooperative  as- 
sociation in  its  capacity  as  a  handler 
pursuant  to  S  1128.9(c). 

§  1128.12     Other  source  millu 

"Other  source  milk"  means  all  skim 
milk  and  butterfat  contained  in: 
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(a)  Receipts  during  the  month  in  the 
form  of  products  designated  as  Class  I 
milk  pursuant  to  i  1128.41(a)  except  (1> 
such  products  received  from  other  ap- 
proved plants.  Including  milk  received 
from  a  cooperative  association  in  its 
capacity  as  a  handler  pursuant  to 
S  1128.9(c).  or  (2)   producer  milk;  and 

(b)  Products  designated  as  Class  II 
milk  pursuant  to  S  1128.41  (b)  <1)  or  •€• 
from  any  source  (Including  those  pro- 
duced In  the  plant),  which  are  reproc- 
essed or  converted  to  another  product 
during  the  month. 

§  1128.13      Producer-handler. 

"Producer-handler"  means  any  per- 
son who  produces  milk  and  operates  an 
approved  plant,  but  who  receives  no 
milk  other  than  from  his  own  produc- 
tion and  from  approved  plants. 

§  1128.14     Route. 

"Route"  means  any  delivery  ( including 
any  delivery  by  a  vendor  or  at  a  plant 
store)  of  milk,  skim  milk,  buttermilk  or 
flavored  milk  drink  other  than  in  bulk  to 
a  milk  processing  plant. 

§  1128.15      Base  milk. 

"Base  milk"  means  milk  received  from 
a  producer  by  a  handler  during  any  of 
the  months  of  March  through  June 
which  Is  not  in  excess  of  such  producers 
dally  average  base  computed  pursuant  to 
3  1128.80  multiplied  by  the  number  of 
days  In  such  month  for  which  such  pro- 
ducer delivered  milk  to  such   handler 

§  1128.16      Excess   milk. 

"Excess  milk"  means  ppoducer  milk 
received  by  a  handler  during  any  of  the 
months  of  March  through  June  which 
is  in  excess  of  base  milk  received  from 
such  producer  during  such  month,  and 
it  shall  Include  all  milk  received  from 
producers  for  whom  no  daily  average 
bcuse  can  be  computed  pursuant  to 
I  1128.80. 

Markzt  Administrator 

§  1128.20      Designation. 

The  agency  for  the  administration  of 
this  part  shall  be  a  market  administra- 
tor, selected  by  the  Secretary,  who  shall 
be  entitled  to  such  compensation  as  may 
be  determined  by.  and  shall  be  subject 
to  removal  at  the  discretion  of.  the 
Secretary. 

§1128.21      Powers. 

The  market  administrator  shall  have 
the  following  powers  with  respect  to  this 
part: 

(a)  To  administer  its  terms  and  pro- 
visions; 

(b)  To  receive.  Investigate,  and  report 
to  the  Secretary  complaints  of  vio- 
lations; 

(c)  To  make  rules  and  regulations  to 
effectuate  its  terms  and  provisions;  and 

(d)  To  recommend  amendments  to  the 
Secretary. 

§  1128.22     Duties. 

The  market  administrator  shall  per- 
form an  duties  necessary  to  administer 
the  terms  and  provisions  of  this  part  in- 
cluding but  not  limited  to  the  following : 

(a)  Within  30  days  following  the  date 
on  which  he  enters  upon  his  duties,  or 


RULES  AND  REGULATIONS 

such  lesser  period  as  may  be  prescribed 
by  the  Secretary,  execute  and  deliver  to 
the  Secretary  a  bond  effective  as  of  the 
date  on  which  he  enters  upon  such 
duties  and  conditioned  upon  the  faithful 
performance  of  such  duties,  in  an  amount 
and  with  surety  thereon  satisfactory  to 
the  Secretary ; 

<b>  Elmploy  and  fix  the  compensation 
of  such  persons  as  may  be  necessary  to 
enable  him  to  administer  its  terms  and 
provisions; 

"CI  Obtain  a  bond  in  reasonable 
amount  and  with  reasonable  surety 
thereon  covering  each  employee  who 
handles  funds  entrusted  to  the  market 
administrator ; 

(d>  Pay  out  of  funds  provided  by 
§  1128.98  the  cost  of  his  bond  and  of  the 
bonds  of  his  employees,  his  own  com- 
pensation, and  all  other"  expenses  (ex- 
cept those  incurred  under  §  1128.97) 
necessarily  incurred  by  him  in  the  main- 
tenance and  functioning  of  his  olBce  and 
in  the  performance  of  his  duties; 

I  e )  Keep  such  books  and  records  as 
will  clearly  reflect  the  transactions  pro- 
vided for  in  this  part,  and  upon  request 
by  the  Secretary,  surrender  the  same  to 
such  other  person  as  the  Secretary  may 
designate; 

(f)  Submit  his  books  and  records  to 
examination  by  the  Secretary  and 
furnish  such  information  and  reports  as 
may  be  requested  by  the  Secretary; 

( S'  Audit  all  reports  and  payments  by 
each  handler  by  inspection  of  such  han- 
dler's records  and  of  the  records  of  any 
other  handler  or  person  upon  whose 
utilization  the  classiflcation  of  skim  milk 
or  butterfat  for  such  handler  depends: 

ih>  Publicly  announce,  at  his  discre- 
tion, by  posting  in  a  conspicuous  place 
in  his  office  and  such  other  means  as  he 
deems  appropriate,  the  name  of  any 
person  who,  within  5  days  after  the  day 
upon  which  he  is  required  to  perform 
such  acts,  has  not: 

<  1^  Made  reports  pursuant  to  5  1128  30 
to  §  1128.32,  inclusive;  or 

(2»  Made  payments  pursuant  to 
§  1128.90  to  5  1128.99,  inclusive. 

(i)  On  or  before  the  12th  day  after 
the  end  of  each  month,  report  to  each 
cooperative  association,  which  so  re- 
quests, the  amount  and  class  utilization 
of  milk  received  by  each  handler  from 
producers  who  are  members  of  such 
cooperative  association.  For  the  pur- 
pose of  this  report,  the  milk  so  received 
shall  be  prorated  to  each  class  in  the 
proportion  that  the  total  receipts  of 
milk  from  producers  by  such  handler 
were  used  in  each  class; 

( J I  Publicly  announce  by  posting  in  a 
con.spicuous  place  in  his  office  and  by 
such  other  means  as  he  deems  appro- 
priate the  prices  determined  for  each 
month  as  follows: 

( 1  •  On  or  before  the  5th  day  of  each 
month  the  minimum  price  for  Class  I 
mi!k  pursuant  to  5  1128  50  and  the 
Class  I  butterfat  differential  pursuant  to 
5  1128.52(a>.  both  for  the  current  month, 
and  the  minimum  prices  for  Class  II  and 
Class  II-A  milk  pursuant  to  S  1128.51 
and  the  butterfat  differential  for  Class 
II  and  Class  II-A  milk  pursuant  to 
5  1128.52ib»,  both  for  the  preceding 
month. 


<2)  On  or  before  the  12th  day^n 
month,  the  uniform  prices  _ 
pursuant  to  S  1128.72  or  }  1128.71  l_ 
plicable  and  the  butterfat  diff«m£ 
computed  pursuant  to  S  ii28Jl,  iS 
applicable  to  milk  delivered  duit^  |w 
preceding  month; 

(k)  Prepare  and  disseminate  tt  ^ 
public  such  statistics  and  infor^iiir 
as  he  deems  advisable  and  as  do  not  i». 
veal  confldential  information;  anl 

(1)  Furnish  to  a  cooperative  Mm^ 
tion  upon  request  the  data  furnUMi  ti 
the  market  administrator  pumuB^  % 
§  1128.31  <a I  with  respect  to  mOk  o(  k 
members. 

Reports.  Records  and  FACELnai 

§  I  128..')0      RcportM  of  receipU  sad  ig^ 
zaiion. 

On  or  before  the  7th  day  aftar  tki 
end  of  each  month,  each  haodkr,  «. 
cept  a  producer-handler,  shall  report  ti 
the  market  administrator  in  detafl  aM 
on  forms  prescribed  by  the  marital  idr 
ministrator  as  follows  for  each 
plant  operated  by  him.  or.  In  Um 
of  a  cooperative  association,  for 
milk  diverted  by  it: 

(a)  The  quantities  of  skim  mUk  104 
butterfat  contained  in  milk  receivtdflm 
producers,  and  for  the  months  U  Mneh 
through  June,  the  aggregate  quaattHa 
of  base  milk  and  excess  milk; 

(b)  The  quantities  of  skim  milk  m^ 
butterfat  contained  in  (or  used  la  tki 
production  of*  receipts  from  olhv 
handlers; 

( c )  The  quantities  of  skim  toBk  ad 
butterfat  contained  in  receipts  of  oikir 
.source  milk  (except  Class  n  and  II-A 
products  disposed  of  in  the  form  InvlihA 
received  without  further  procesiliit  m 
packafjing  by  the  handler) ; 

( d )  The  quantities  of  skim  mlft  aid 
butterfat  contained  in  or  represenkdlp 
all  milk,  skim  milk,  cream  and  pnteli 
specified  as  Class  I  milk  pumnok  ti 
$  1128  41<a>  on  hand  to  the 
and  the  end  of  the  month; 

<e)   The  utilization  of  all  sUm 
and    butterfat   required   to  be 
pursuant  to  this  section; 

<  f  >  The  pounds  of  milk  received  torn 
producers  at  each  approved  plant  Hi 
the  pounds  of  Class  I  milk  disptmAji 
from  each  such  plant,  if  the 
operates  more  than  one  approved 

•  g »   The  disposition  of  Class  I 
on  routes  wholly  outside  the 
area:  and 

<  h  I  Such  other  infonnatlon  with  l»- 
spect  to  receipts  and  utilization  M  thi 
market  administrator  may  prescribe. 

§  1 128.31       Reports  of  paymeoU  %•  |» 
du<-«"r<«. 

On  or  before  the  20th  day  of  tmt 
month,  each  handler  shall  submit  to •• 
market  administrator  his  producer 
roll  for  deliveries  of  the  preceding 
v.hich  shall  show: 

<  a )   The  total  pounds  and  the 
butterfat  test  of  milk  received  troat 
producer    and    cooperative 
the  number  of  days,  if  less  thafa 
tire  month,  for  which  milk  was 
from  each  such  producer,  and,  ftt 
months  of  March   through  June,  1 


I 

*pmr9iiiy>  February  8,  1962 

'»  deliveries  of  base  milk  and 

^■oUlk; 

^Trbe  amount  of  payment  to  each 
and  cooperative   association; 


tt)  'the  nature  and  amount  of  any 
or  charges  involved  in  such 


IllJgJS     Other   reports. 

(a)  Bafb  producer-handler  shall  make 
,Jarti  to  the  market  administrator  at 
i^ttme  and  in  such  manner  as  the 
2^-t  administrator  may  prescribe. 

(b)  Bach  handler  who  causes  milk  to 
te  diverted  to  an  unapproved  plant  shall, 
^gr  to  such  diversion,  report  to  the 
^^  administrator  and  to  the  coop- 
«^tve  MBOCiation  of  which  such  pro- 
^gggt  b  a  member,  his  intention  to  divert 
^,ah  milk,  the  proposed  date  or  dates  of 
mSb  diversion,  and  the  plant  to  which 
ggj^  Bilk  Is  to  be  diverted. 

I  tut**     Records  and    facilities. 

^g^h  handler  shall  maintain  and  make 
gnlhUe  to  the  market  administrator  or 
to  lili  lepresentatives  during  the  usual 
iMBB.of  .business  such  accounts  and 
ngartk  of  his  operations  and  such  f  acin- 
us 10  are  necessary  for  the  market 
rtilnWmt"r  to  verify  or  establish  the 
eocnetdaU  with  respect  to : 

(a)  The  receipts  and  utilization  of  all 
nod^  of  producer  milk  and  other 
aoutemllk; 

(b)  The  weights  and  tests  for  butter- 
fat gnd  other  content  of  all  milk,  skim 
fOk^  eream  and  milk  products  handled: 

(e)  Payments  to  producers  and 
ooofismtive  associations;  and 

(d)  Ihe  pounds  of  skim  milk  and 
betterfkt  contained  in  or  represented  by 
aQ  pjiiir,  skim  milk,  cream  and  milk 
indocts  on  hand  at  the  beginning  and 
od  of  each  month. 

1 111834     Retention   of  records. 

AH  books  and  records  required  under 
tUi  part  to  be  made  available  to  the 
■arket  administrator  shall  be  retained 
feylhe  handler  for  a  period  of  three  years 
to  begin  at  the  end  of  the  month  to  which 
■Bk  books  and  records  pertain:  Pro- 
iMai,  That  if.  within  such  three-year 
paM.  the  market  administratcNr  notifies 
•»  handler  in  writing  that  the  reten- 
ttOB  of  such  books  and  records,  or  of 
9«lfled  books  and  records,  is  necessary 
to  oonnection  with  a  proceeding  under 
Mtton  8c(15)  (A)  of  the  act  or  a  court 
astton  qwcifled  in  such  notice,  the  han- 
dhr  ahail  retain  such  books  and  records, 
or  mecifled  books  and  records,  imtil 
fnrtber  written  notification  from  the 
mfcet  administrator.  In  either  case. 
Ok  market  administrator  shall  give  fur- 
ther written  notiflcation  to  the  handler 
pninptly,  upon  the  termination  of  the 
or  when  the  records  are  no 
'necessary  in  connection  therewith. 


CLAssincATioir 

11128.40     Skim   milk  and   butterfat  to 
be  classified. 

AR  ikim  milk  and  butter  fat  received 
»<hln  the  month  by  a  handler  whitii  la 
toVdred  to  be  reported  pursuant  to 
•ilUa.30  shall  be  classified  by  the maitet 
(tednistrator  pur^ant  to  the  provisions 
tf  111128.41  to  1128.46,  inclusive. 
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§  112S.41      Qasses  of  utilization. 

Subject  to  the  conditions  set  forth  in 
SS  1128.43  and  1128.44,  the  classes  of 
utilizati(m  shall  be  as  follows: 

(a)  Class  I  milk  shall  be:  (1)  All  skim 
milk  (Indudlng  reconstituted  skim  milk) 
and  butterfat  disposed  oj  in  the  form  of 
milk,  skim  milk,  buttermilk,  flavored 
miiir  drinks,  cream,  sour  pream  and  sour 
cream  products  under  a 'Grade  A  label. 
and  any  mixture  (except  eggnog, 
aerated  cream  products  and  mixes  for 
ice  cream  or  other  frozen  dairy  prod- 
ucts) of  cream  and  milk  or  skim  milk: 
Protmled,  however,  That  when  any  such 
product  is  fortified  with  nonfat  milk 
solids  the  amount  of  skim  milk  to  be 
classified  as  Class  I  shall  be  only  that 
amount  equal  to  the  weight  of  skim  milk 
in  an  equal  volume  of  unfortified  prod- 
uct of  the  same  nature  and  butterfat 
content,  and  (2)  all  skim  milk  and  but- 
terfat not  specifically  accounted  for  as 
Class  n  or  Class  II-A. 

(b)  Class  n  milk  shall  be  all  skim 
milk  and  butterfat: 

(1)  Used  to  produce  any  product 
other  than  those  specified  in  paragraph 
(a)  or  (c)  of  this  section; 

(2)  Disposed  of  for  livestock  feed; 

(3)  In  actual  shrinkage  of  skim  milk 
and  butterfat,  respectively,  not  to  ex- 
ceed the  following; 

(i)  Two  percent  of  receipts  directly 
from  producers  (excluding  milk  diverted 
pursuant  to  f  1128.10(c) ) ;  plus 

(11)  1.5  percent  of  bulk  receipts  of 
milk  from  other  handlers  except  that 
where  the  handler  is  purchasing  milk 
from  a  cooperative  association  in  its  ca- 
pacitgr  as  a  handler  pursuant  to  §  1128.9 
(c)  and  files  with  the  market  adminis- 
trator, prior  to  the  first  day  of  the 
month,  notice  that  he  is  purchasing  such 
milk  on  the  basis  of  the  butterfat  tests 
of  farm  drawn  samples  and  weights  de- 
termined at  the  farm,  the  applicable 
percentage  on  such  milk  shall  be  2  per- 
cent, less 

(ill)  1.6  percent  of  bulk  transfers  of 
milk  from  an  approved  plant  to  other 
milk  plants  (in  the  case  of  a  cooperative 
assoelatkm  selling  milk  to  a  handler  on 
the  basis  of  farm  weights  and  tests,  as 
provided  in  subdivision  (U)  of  this  sub- 
paragraph (3)  the  applicable  percent- 
age shall  be  2.0.  plus 

(iv)  Shrinkage  in  other  source  milk 
determined  pursuant  to  S  1128.42. 

(4)  In  Inventory  of  any  products  spec- 
ified in  subparagraph  (a)(1)  of  this 
section  on  hand  at  the  end  of  the  month; 
and 

(5)  Skim  milk  contained  in  any  for- 
tified product  designated  in  paragraph 
(a)(1)  of  this  section  in  excess  of  the 
pounds  of  skim  milk  in  such  product 
classified  as  Class  I  pursuant  to  such 
subparagraph. 

(c)  Class  n-A  milk  shall  be  all  skim 
milk  and    butterfat   used   to   produce 
Cheddar  cheese. 
S  1128.41     Shrinkage    on    other    source 


The  market  administrator  shall  deter- 
mine the  shrinkage  in  other  source  milk 
as  follows: 

(a)  Compute  the  total  shrinkage  of 
flklm  milk  and  butterfat  for  each  han- 
dler, and 
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(b)  Assign  a  pro  rata  fthare  of  math. 
shrinkage  to  other  source  milk  <m  tte 
basis  of  the  percentage  that  such  other 
source  milk  represents  of  total  looelpla 
at  such  plant  to  which  ahrtaikate  may 
be  assigned  to  Class  n  pursaant  to 
S  1128.41(b)(3). 

§  1128.43     Responsibility     of     handlers 
and  reclassification  of  nii&. 

All  skim  milk  and  butterfat  shall  be 
Class  I  milk  unless  the  handler  who  first 
receives  such 'skim  milk  or  butterfat 
proves  to  the  market  administrator  that 
such  skim  milk  or  butterfat  should  be 
classified  otherwise. 

§  1128.44     Transfers. 

Skim  milk  or  butterfat  disposed  of  by 
a  handler  by  either  transfer  or  diversion 
from  an  approved  plant  shall  be  clas- 
sified : 

(a)  At  the  class  mutually  indicated  in 
writing  to  the  market  administrator  by 
both  handlers  on  or  before  the  7th  day 
after  the  end  of  the  month  wlthtai  wUeh 
such  transaction  nccurred,  otherwise  as 
Class  I  milk,  if  transferred  or  diverted 
in  the  form  of  milk,  skim  milk  or  cream. 
to  the  approved  plant  of  another  han- 
dler (except  a  prodticer-handler) .  sub- 
ject in  either  event  to  the  following 
conditions: 

( 1 )  The  receiving  handler  has  utiliaa- 
tion  in  such  class  of  an  equivalent 
amount  of  skim  milk  and  butterfat  re- 
spectively: and 

(2)  Such  skim  milk  or  butterfat  shall 
be  classified  so  as  to  allocate  to  producer 
milk  the  greatest  possible  Class  I  uti- 
lization in  the  two  plants. 

(b)  As  Class  I  milk,  if  transferred  to 
a  producer-handler  in  the  fonn  of  milk. 
skim  milk  or  cream; 

(c)  As  Class  I  milk,  if  transferred  or 
diverted  in  the  form  of  milk  or  skim 
milk  to  an  unapproved  plant  more  than 
300  miles  distant  by  the  shortest  high- 
way distance,  as  determined  by  the  mar- 
ket administrator; 

(d)  As  Class  I  milk  if  transferred  in 
the  form  of  cream  under  Orade  A  cer- 
tification to  an  unapproved  plant  located 
more  than  300  miles  distant  and  as  Class 
n  milk  if  80  transferred  without  Orade 
A  certification; 

(e)  As  Class  I  milk  tf  transferred  or 
diverted  in  the  form  of  bulk  milk,  skim 
milk  or  cream  to  an  imapproved  plant 
located  not  more  than  300  milea  distant 
by  the  shortest  highway  distance  and 
from  which  fluid  milk  is  dispoaed  of  on 
wholesale  or  retail  routes,  unless  the 
conditions  in  subparagraph  (1)  and  (2) 
of  this  paragrs4>h  are  met: 

(1)  The  market  administrator  is  per- 
mitted to  audit  the  records  of  such  un- 
approved plant;  and 

(2)  Such  unapproved  plant  receives 
milk  from  dairy  farmers  who  the  market 
administrator  detennines  constitute  its 
regular  source  of  supply  for  Claas  I  milk. 

(3)  If  these  conditions  are  met,  the 
market  administrator  shall  classify  sneh 
milk  as  rq;»nrted  by  the  handler,  subject 
to  verification  as  followi: 

(i)  Determine  the  use  of  all  aldm  milk 
and  butterfat  at  such  unapproved  plant; 
and 

(11)  Allocate  the  skim  milk  and  but- 
terfat so  transferred  or  (Averted  to  the 
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higbest  UM  dmasifleatlon  reniAinins  alter 
•oMnettaig  In  aerlei  beginning  with  the 
>i4g»i»«^  UM  elMBlflc»Uon,  the  skim  milk 
and  butterfat  In  milk  received  at  the  un- 
apfffored  plant  direct  from  dairy 
faraMn;  and 

(f )  Aa  Class  n  milk  if  transferred  or 
dlyerted  In  the  form  of  milk,  skim  milk 
or  cream  to  an  unapproved  plant  located 
not  more  than  300  miles  distant  by  the 
shortest  highway  distance  from  which 
fluid  mUk  is  not  disposed  of  on  wholesale 
or  retail  routes,  except  that  if  diverted 
or  transferred  In  the  form  of  milk,  to 
such  unapproved  plant  which  manufac- 
tures American  Cheddar  cheese  such 
milk  shall  be  classified  as  Class  n-A 
milk:  Provided.  That  if  receipts  of  milk 
at  such  transferee  plant  are  greater  than 
the  amount  of  milk  used  in  the  produc- 
tion of  American  Cheddar  cheese  during 
the  month,  the  'market  administrator 
shall  assign  the  Class  n-A  usage  in  the 
transferee  plants,  first  to  the  milk  re- 
ceived at  such  plant  from  dairy  farmers 
and  unapproved  plants,  and  then  pro 
rata  to  all  milk  transferred  or  diverted 
to  such  cheese  plant  from  approved 
plants. 

§  112S.45    Computation  of  the  skim  milk 
and  bulterfat  in  each  claM. 

• 

For  each  month  the  market  adminis- 
trator shall  correct  for  mathematical 
and  for  other  obvious  errors  the  monthly 
report  submitted  by  each  handler  and 
shall  compute  the  pounds  of  skim  milk 
and  butterfat  in  Class  I  and  Class  II 
milk  for  such  handler:  Provided.  That  if 
any  of  the  water  contained  in  the  milk 
from  which  a  product  is  made  is  removed 
before  the  product  is  utilized  or  disposed 
of  by  a  handler,  the  pounds  of  skim  milk 
uisposed  of  In  such  product  shall  be  con- 
sidered to  be  an  amount  equivalent  to 
the  nonfat  milk  solids  contained  In  such 
product,  plus  all  of  the  water  originally 
associated  with  such  solids. 

§  1128.46      Allocation  of  itkini   milk   and 
batterfat  classified. 

After  making  the  computations  pur- 
suant to  I  1128.45,  the  market  admini.s- 
trator  shall  determine  the  classification 
of  milk  received  by  each  handler  a.s 
follows: 

(a)  8klm  milk  shall  be  allocated  in 
the  following  maimer: 

(1)  Subtract  from  the  total  pounds  of 
■«Hm  milk  in  Class  n  the  pounds  of  skim 
milk  determined  pursuant  to  §  1128  41 
(b)(3)  (i)  through  (m> : 

(2)  Subtract  from  the  remainins 
pounds  of  skim  milk  in  each  class,  in 
series  beginning  with  the  lowest  class 
(Class  n-A  milk)  the  pounds  of  skim 
milk  in  other  source  milk  received  dur- 
ing the  month  in  a  form  other  than  milk. 
skim  milk,  or  cream : 

(3)  Subtract  from  the  remaining 
pounds  of  skim  milk  in  each  class,  in 
series  beginning  with  the  lowest  class 
(Class  n-A  milk)  the  povmds  of  skim 
milk  in  other  source  milk  received  during 
the  month  in  the  form  of  Class  I  items ; 

(4)  Subtract  from  the  remaining 
pounds  of  skim  milk.  In  series  beginning 
with  Class  n.  the  pounds  of  skim  milk 
contained  In  the  Class  I  items  in  in- 
ventory at  the  beginning  of  the  month ; 
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(5)  Add  to  the  remaining  pounds  of 
skim  milk  in  Class  n  the  pounds  of  skim 
milk  subtracted  pursuant  to  subpara- 
graph (1)  of  this  paragraph; 

(6)  Subtract  from  the  remaining 
pounds  of  skim  milk  in  each  class  the 
skim  milk  received  from  other  handlers 
in  the  form  of  milk,  skim  milk,  or  cream 
according  to  its  classification  as  deter- 
mined pursuant  to  5  1128.44<a>  ;  and 

<7>  If  the  remaining  pounds  of  skim 
milk  in  all  classes  exceed  the  pounds  of 
skim  milk  received  from  producers,  sub- 
tract such  excess  from  the  remaining 
pounds  of  skim  milk  in  series  beginning 
with  the  lowest  claj^.  Any  amount  so 
subtracted  shall  be  called  "overage". 

(b>  Butterfat  shall  be  allocated  in  ac- 
cordance with  the  same  procedure  out- 
lined for  skim  milk  in  paragraph  <a'  of 
this  section. 

(c»  Determine  the  weighted  average 
butterfat  content  of  Class  I  milk.  Class 
II  milk  and  Class  II-A  milk  computed 
pursuant  to  paragraphs  (a'  and  <b>  of 
this  section. 

Minimum  Prices 

§  1128.30      CluM    I    milk. 

Subject  to  the  provisions  of  15  1128  52 
and  1128.53  the  minimum  price  per  hun- 
dredweight to  be  paid  by  each  handler 
for  milk  received  at  his  plant  from  pro- 
ducers and  classified  as  Class  I  milk  shall 
be  the  price  for  Class  I  milk  established 
under  Part  1126  of  this  chapter  regulat- 
ing the  handling  of  milk  in  the  North 
Texas  marketing  area,  plus  25  cents. 

§1128.51      Ohm  II  and  CJuM  II-A  milk. 

(a)  Class  II  milk.  Subject  to  the  pro- 
visions of  S  1128..S2.  the  minimum  price 
per  hundredweight  to  be  paid  by  each 
handler  for  milk  received  at  his  plant 
from  producers  and  classified  as  Class  II 
milk  shall  be  the  sum  of  the  plus  values 
computed  as  follows: 

(I)  Prom  the  simple  average  as  com- 
puted by  the  market  administrator  of 
the  daily  wholesale  selling  prices  (using 
the  midpoint  of  any  price  range  as  one 
price)  per  pound  of  Grade  A  (92-score» 
bulk  creamery  butter  at  Chicago,  as  re- 
ported by  the  Department  during  the 
month,  subtract  3  cents,  add  20  percent 
thereof  and  multiply  by  4  0; 

<2)  From  the  simple  average  as  com- 
puted by  the  market  administrator  of 
the  weighted  averages  of  carlot  prices 
per  pound  of  nonfat  dry  milk,  spray  and 
roller  process,  respectively,  for  human 
consxmiption,  f .o.b.  manufacturing  plants 
in  the  Chicago  area,  as  published  for  the 
period  from  the  26th  day  of  the  preced- 
ing month  through  the  25th  day  of  the 
current  month  by  the  Department,  de- 
duct 5  5  cents,  multiply  by  8  5  and  mul- 
tiply by  0.96 

<b>  Class.  1 1- A  milk.  Subject  to  the 
provisions  of  5  1128.52,  the  minimum 
price  per  hundredweight  to  be  pifld  by 
each  handler  for  milk  received  at  his 
plant  from  producers  and  classified  as 
Class  n-A  milk  shall  be  computed  by 
multiplying  by  8.4  the  average  of  the 
daily  prices  paid  per  pound  of  cheese  at 
Wisconsin  primary  markets  ("Cheddars" 
f.o.b.  Wisconsin  assembling  points,  cars 
or  truckloads)  as  reported  by  the  De- 
partment for  the  month  involved. 
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^  1128.32      Bullerfut  diflTerential  t»  ^. 
dlrrn. 

If  the  average  butterfat  content  cf|^ 
milk  of  any  handler  allocated  to  iS 
class  pursuant  to  §  1128.46  U  Boit^ 
less  than  4.0  percent,  there  ihaB  w 
added  to  the  respective  class  price,  cm. 
puted  pursuant  to  §S  1128.50  and  lUSfi 
for  each  one-tenth  of  one  peroof^^ 
the  average  butterfat  content  q|  i^ 
milk  is  above  4.0  percent,  or  subtnelM 
for  each  one-tenth  of  one  percent  Hat 
such  average  butterfat  content  is  bcisv 
4.0  percent,  an  amount  equal  to  tht 
butterfat  difierential  computed  by  im 
tiplying  the  simple  average,  as  com* 
puted  by  the  market  administrator,  cf 
the  daily  wholesale  sellii^  prioe  'p« 
pound  <  using  the  mid-point  of  any  ptln 
range  as  one  price  >  of  Grade  A  (H- 
score )  bulk  creamery  butter  at  Chioigpy 
as  reported  by  the  Department  dink^ 
the  appropriate  month,  by  the  applk^ 
ble  factor  listed  below  and  diTldta^th 
result  by  10: 

I  a)   Class  I  milk.    Multiply  such. 
for  the  preceding  month  by  1.2S;  ini 

(b)   Class    II    and    Class   II-A 
Multiply    such    price    for   the 
month  by  1.10  for  the  months  of 
April.  May,  and  June,  and  by  1.U  Ik 
each  of  the  other  months  of  the 


§  1128.53      Location  adjuBtment  !•  h»> 
diers. 

For  milk  classified  as  Class  I  mik  ttl 
price  set  forth  in  S  1128.50  shall  beii*> 
ject  to  the  following  adjustments: 

<a)  For  milk  received  from  proteon 
at  an  approved  plant  located  wlthtaH 
highway  miles  of  the  United  States  FM 
Office  in  Midland.  Texas,  such  piln 
shall  be  increased  15  cents; 

(b)  For  milk  received  from  prodoaM 
at  an  approved  plant  located  (1)  CMttf 
the  103d  principal  meridian,  (2) 
than  180  highway  miles  from  the' 
States  Post  Office  in  Midland,  TezM»«i 
also  <  3 )  at  the  following  highway  tf^ 
tances  from  the  United  States  Post  Of> 
flee  in  Abilene.  Texas,  such  price  4mI 
be  reduced  as  follows: 

Ontt 
More  than  70  miles  but  lesa  than  IM 

miles ~    • 

105  miles  or   more .— —    ■. 

( c )  If  a  handler  operates  two  oc  Mn 
approved  plants  at  which  different 
I  prices  apply,  the  total  milk  reoelved 
such  handler  from  producers  and 
fied  as  Class  I  milk  shall  be 
the  milk  received  from  producers 
such  plant  in  the  following  sequence 

( 1 )   The  Class  I  milk  disposed  of  " 
each  such  plant  shall  be  assigned  to  I 
ccipts  from  producers  at  such  plant 
the  extent  of  such  receipts; 

1 2  •   Class  I  milk  disposed  of  from  I 
such  plant  in  excess  of  receipts  from 
ducers  at  such  plant  shall  be 
milk  received  from  producers  at 
approved  plants  of  such  handler  pro 
to  the  volumes  of  producer  milk 
to  such  plant  from  each  such  other 
to  the  extent  that  milk  was  so 
and 

( 3  >   Any  remaining  milk  received 
producers  and  classified  as  Class  I 


to 


fca  Bflsigned  pro  rata   to  receipts 
fZ  gnducers  to  which  Class  I  milk  is 
yjSberwlse  assigned. 
.,aa!Ci,     Use  of  equivalent  price«. 

« for  any  reason  a  price  quotation  re- 
„i^by  this  order  for  computing  class 
ZSot  for  any  other  purpose  is  not 
fZtiB  to  ^^^  manner  described,  the 
I25r  administrator  shall  use  a  price 
I^Sned  by  the  Secretary  to  be  equlv- 
JSto  the  price  which  is  required. 
Application  of  Provisions 

I  llU'W      Produrer-handlers. 

mttjaaoa  1128.40  through  1128.46, 1128.- 
rt  ttrough  1128.53.  1128.70  through 
IVn  1128.80.  1128.81  and  1128.90 
j^oiigh  1128.99  shall  not  apply  to  a 
-handler. 
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§  1128.62  HamUcrs  iq>erating  unap- 
proved plants  from  which  Qasa  I 
milk  is  <Uq>o«ed  of  in  the  marketing 


I  lUMl    Plan*"  subject  to  other  Federal 


Ite  provisions  of  this  part  shall  not 
^tg  with  respect  to  the  operation  of 
^plant  specified  in  paragraph  (a), 
IT)  or  (c)  of  this  section  except  that 
L'cperator  thereof  shall,  with  respect 
ITtotal  receipts  of  skim  mUk  and  butter- 
tat  it  such  plant,  make  reports  to  the 
^ktft  administrator  at  such  time  and 
g  loeh  manner  as  the  market  admln- 
ktntor  may  require  and  allow  veriflca- 
^  of  such  reports  by  the  market  ad- 

(a)  An  approved  plant  pursuant  to 
11111,7  (a)(1)  or  (b)  which  also  meets 
tot  pooling  requirements  of  another  Fed- 
m1  order  and  from  which,  the  Seere- 
iBj  determines,  a  greater  quanUty  of 
CiHB  I  milk  is  disposed  of  during  the 
^Bth  on  routes  in  such  other  Federal 
wim  marketing  area  than  was  disposed 
4  OB  routes  in  this  marketing  area,  ex- 
I9t  that  if  such  plant  was  subject  to 
•B  tbe  provisions  of  this  part  In  the  Im- 
jiJlitrlT  preceding  month.  It  shall  con- 
ItoM  to  be  subject  to  all  the  provisions 
4  this  part  until  the  third  consecutive 
■■th  in  which  a  greater  proportion  of 
ii  Oass  I  route  disposition  Is  made  In 
■eh  other  marketing  area  unless  not- 
ilhgtanding  the  provisions  of  this  para- 
piph  It  is  regulated  under  such  other 


(b)  An  approved  plant  pursuant  to 
f  1UI.T  (a)(1)  or  (b)  which  also  meets 
ivpodllng  requirements  of  another  Fed- 
«il  order  on  the  basis  of  route  dlstribu- 
ion  In  such  other  marketing  area  and 
fcai  which,  the  Secretary  determines,  a 
quantity  of  Class  I  milk  is  dls- 
_  of  during  the  month  on  routes  In 
IHi  marketing  area  than  is  so  disposed 
4  to  such  other  marketing  area  but 
vUefa  plant  is  fully  regulated  under  such 
ilhcr  Federal  order. 

(e)  An  approved  plant  pursuant  to 
IUJ17(a)(2)  which  (1)  meets  the  pool- 
kV  requirements  of  another  Federal  or- 
tm  and  from  which  greater  qualifying 
ih^ments  are  made  during  the  month  to 
Ihnts  regulated  under  such  other  order 
ta&  are  made  to  plants  regulated  under 
Mi  part  or,  (2)  retains  automatic  pool- 
k|  status  for  the  month  xmder  another 
VWeral  order  by  virtue  of  its  perform- 
Me  in  previous  months. 
No.  27 2 


In  the  case  of  any  handler  described  in 
8  1128.9(b)  who  is  not  subject  to  the  pro- 
visions of  S  1128.61,  the  reporting,  pric- 
ing and  payment  provisions  of  this  part 
shall  aiwly  only  as  follows: 

(a)  The  handler  shall  report  as  re- 
quired pursuant  to  §§  1128.30  and  1128.- 
31,  reporting  receipts  from  and  payments 
to  dairy  farmers  in  lieu  of  such  informa- 
tion with  respect  to  producers,  and  shall 
allow  verification  of  such  reports  pursu- 
ant to  S  1128.33; 

(b)  With  respect  to  either  all  skim 
milk  and  butterfat  disposed  of  as  Class  I 
miiic  during  the  month*  on  routes  oper- 
ated wholly  or  partially  within  the  mar- 
keting area  or  only  the  skim  milk  and 
butterfat  disposed  of  as  Class  I  milk  on 
routes  within  the  marketing  area  if  the 
handler  maintains  and  makes  available 
to  the  market  administrator  the  facilities 
and  records  (Including  the  accounts  of 
individual  sales  outlets)  necessary  to 
verify  and  establish  such  disposition,  the 
handler  shall  pay  to  the  market  admin- 
istrator on  or  before  the  25th  day  after 
the  end  of  the  month,  any  plus  difference 
between: 

(1)  The  value  of  such  skim  milk  or 
butterfat  at  the  Class  I  price  which  would 
be  vplicable  at  an  approved  plant  thus 
located;  and 

(2)  The  value  of  such  skim  milk  and 
butterfat  at  the  price  paid  dairy  farmers 
by  such  handler  for  milk  received  at  the 
unapproved  plant  from  them  during  the 
month,  adjusted  by  the  method  used  in 
computing  payments  to  such  dairy 
farmers  to  the  average  butterfat  test  of 
Class  I  milk  disposed  of  in  the  marketing 
area:  Provided.  That  if  such  handler 
has  paid  more  than  one  such  price,  the 
lowest  price (s)  paid  for  an  equivalent 
volume  of  milk  shall  be  used  in  this 
computation;  and 

(c)  As  his  pro  rata  share  of  the  ex- 
pense of  administration  of  this  part, 
the  handler  shall  pay  to  the  market  ad- 
ministrator, with  respect  to  all  Class  I 
milk  disposed  of  on  routes  in  the  mar- 
keting area,  an  amount  per  hundred- 
weight and  in  the  manner  specified  in 
9  1128.98. 

DBmimcATiON  or  Uniform  Price 

§  1128.70     Computation    of    each    han- 
dler** pool  obligation. 


For  each  month,  the  market  adminis- 
trator shall  compute  the  pool  obligations 
of  each  handler  as  follows : 

(a)  Multiply  the  quantity  of  producer 
milk  in  each  class  computed  pursuant 
to  i  1128.46  by  the  applicable  class  price 
and  add-together  the  resulting  amounts; 

(b)  Add  an  amount  computed  by 
multiplying  the  poimds  of  any  overage 
deducted  frcnn  either  class  pursuant  to 
I  1128.46(a)(7)  and  (b)  by  the  appli- 
cable class  price ; 

(c)  Add  the  amount  computed  by 
multiplying  the  difference  between  the 
applicable  Class  n  price  for  the  pre- 
ceding month  and  the  applicable  Class 
I  price  for  the  current  month  by  the 
himdredweight  of  skim  milk  and  butter- 
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fat  subtracted  trem.  Clam  I  purraant  to 
S  1128.46(a)  (4)  and  the  eomtpoadtog 
step  of  paragraph  (b) ;  and 

(d)  If  any  other  source  mitt  baa  been 
subtracted  from  Class  I  punuant  to 
§  1128.46(a)(2)  and  the  correBponding 
step  of  paragraph  (b).  add  an  aaurant 
equal  to  its  value  computed  at  tbe  differ- 
ence between  t^e  applicable  Class  I  and 
Class  n  price  for  the  current  month. 

§1128.71      CompuUtion     of     aggregate 
value  used  to  determine  price (s). 

For  each  month  the  market  adminis- 
trator shall  compute  an  aggregate  value 
from  which  to  determine  the  uiiiform 
price (s)  per  hundredweight  for  milk  of 
4.0  percent  butterfat  content  received 
from  producers  as  follows : 

(a)  Combine  into  one  total  tbe  values 
computed  pursuant  to  S  1128.70  for  all 
handlers  who  made  the  reports  pre- 
scribed in  §  1128.30  and  who  made  pay- 
ments due  pursuant  to  9§  1128.90  and 
1128.94  for  the  preceding  month; 

(b)  Subtract  the  aggr«gate  of  the 
values  of  all  plus  location  adjustments  to 
producers  pursuant  to  S  1128.91,  and  add 
the  aggregate  of  the  values  of  all  such 
minus  adjustments; 

(c)  Add  not  less  than  one-half  of  the 
unobligated  cash  balance  on  hand  in  the 
producer -settlement  fund ;  and 

<d)  Subtract  if  the  average  butterfat 
•  content  of  the  milk  Included  In  these 
computations  is  greater  than  4.0  percent, 
or  add  if  such  average  butterfat  content 
is  less  than  4.0  percent,  an  amount  com- 
puted by  multiplying  the  amount  by 
which  the  average  butterfat  oontoit  of 
such  milk  varies  from  4.0  percent  by  the 
butterfat  differential  computed  ptumiant 
to  §  1128.92  and  multiplying  tbe  result- 
ing figures  by  the  total  himdredweight 
of  such  milk. 

§  1128.72      Computation     of     uniform 
price. 

For  each  of  the  months  of  July  through 
February  the  market  administrator  shall 
compute  the  uniform  price  per  huzKired- 
weight  for  all  milk  of  4.0  percent  butter- 
fat content  received  at  an  approved 
plant  sis  follows: 

(a)  Divide  the  aggregate  value  com- 
puted pursuant  to  S  1128.71  by  the  total 
hundredweight  of  milk  included  in  such 
computation;  and 

(b)  Subtract  not  less  than  4  cents  nor 
more  than  5  cents. 

§  1128.73      Computation     of     uniform 
prices  for  base  and  excess  milk. 


For  each  of  the  months  of  March 
through  Jime  the  market  administrator 
shall  compute  the  uniform  prices  per 
hundredweight  for  base  and  excess  milk 
each  of  4.0  percent  butterfat  content 
received  from  producers  at  an  approved 
plant  as  follows: 

(a)  Compute  the  total  value  of  excess 
milk  included  in  these  computations  by 
(1)  multiplying  the  total  volume  of  Class 
n-A  milk  by  the  prioe  for  Class  II-A 
milk,  (2)  subtracting  the  total  quantity 
of  Class  II-A  milk  from  the  total  volume 
of  excess  milk  and  multiplying  the  re- 
mainder by  the  Class  n  price,  (3)  adding 
together  the  values  obtained  in  subpara- 
graphs (1)  and  (2)  of  this  paragraph, 
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<4>  addliw  til*  tmovBatr  tf  »ny.  hf 
mm  ^mtae  commled  punnant  to 
piurmgrapb  (e)  (1)  af  ttala  Metlan  exceeds 
tb»  VBlae  ceBpatad  pannuit  to  para- 
gxmptk  <«>(1>  of  tlilB  Metkxx; 

<b)  DIfMft  tti*  total  Taloc  of  excess 
mUk  ftHw*nt^  iB  parmgrmpii  <a)  of  thli 
•eettOB  br  tiift  todal  hnndredwelsht  of 
gadi  *»«^.  and  adjuai  to  the  nearest 
cent.  The  tmaitOag  flffure  shall  be  the 
uniform  i^ee  for  excess  milk  of  4.0  per- 
cent butterfat  received  from  producers; 

(c)  The  total  value  of  base  milk  in- 
chided  In  these  computations  shall  be 
the  lesser  of: 

(1)  The  aggrecate  vahie  computed 
pursoant  to  1 112S.71  less  the  value  com- 
puted pursuant  to  paragraph  (axD  of 
this  section,  or 

(2)  The  hundredweight  of  such  base 
milk  multiplied  by  the  price  for  Class 
I  milk  of  4.0  percent  butterfat  content 
phis  4  oents: 

(d)  Dfride  the  amount  obtained  in 
paragraph  (c)  of  this  section  by  the  total 
hundredweight  of  base  milk  included  in 
these  computations ; 

(e)  Subtract  not  less  than  4  cents 
nor  more  than  5  cents  from  the  amount 
computed  pursuant  to  pcuugraph  (d)  of 
this  section.  The  resulting  figure  shall  be 
the  uniform  price  for  bc^e  milk  of  4.0 
percent  butterfat  content  received  from 
producers. 

DrrxaamiATioN  of  Bass 

§  1 128.80      Compfalation  of  daily  average' 
Ikaae  for  eacn  producer. 

For  the  m^^t*^'  of  liiarch  through 
June  of  each  year  the  market  adminis- 
trator shall  compute  a  daUy  average 
base  for  each  producer  as  follows,  sub- 
ject to  the  rules  set  forth  in  1 1128  ai. 
by  dividing  the  total  poimds  of  milk  re- 
ceived by  a  handler (8)  from  such  pro- 
ducer during  the  Immediately  preceding 
base-forming  period  of  September 
through  December.  b7  the  number  of 
dasrs  from  the  first  day  for  which  such 
producer  made  deliveries  during  such 
poiod  to  the  last  day  oi  such  period, 
less  the  number  of  days  for  which  no 
deliveries  are  made,  or  by  112,  which- 
ever is  more. 


S  1128^1      BaM  ndc«. 

(a)  Subject  to  the  provisions  of  para- 
graph (b)  of  this  section,  the  market 
administrator  shall  assign  a  base  as  cal- 
culated pursuant  to  1 1128.80  to  each 
person  for  whose  account  producer  milk 
was  delivered  to  a  handler  (s)  during  the 
base-forming  pertod: 

(b)  An  enUre  base  shall  be  trans- 
ferred from  a  person  holding  such  base 
to  any  other  person  effective  as  of  the 
beginning  of  the  month  next  following 
the  receipt  by  the  market  administrator 
of  an  ai>pIication  for  such  transfer,  such 
application  to  be  on  forms  approved  by 
the  market  administrator  and  signed  by 
the  baaebolder.  or  his  heirs,  or  assigns 
^nA  by  the  person  to  whom  such  base 
is  to  ba  transferred:  Provided.  That  if  a 
base  is  held  Jointly,  the  entire  base  shall 
be  transferrabis  only  upon  the  receipt 
of  such  at>pll<!iatVy>  signed  by  all  Joint 
holders  or  their  heirs,  or  assigns. 


RULES  AND  REGULATIONS 

Patmknts 

§  1 128.90    Tine  and  method  of  payment. 

Each  handler  shall  make  payment  as 
follows: 

(a)  On  or  before  the  15th  day  after 
the  end  of  the  month  during  which  the 
nailk  was  received,  to  each  producer  for 
whom  payment  is  not  made  pursuant  to 
paragraph  (c)  of  this  section,  at  not  less 
than  the  applicable  uniform  price' si  for 
such  month  computed  pursuant  to 
§  1128.72  or  S  1128.73,  adjusted  by  the 
butterfat  differential  computed  pursuant 
to  S  1128.92.  subject  to  location  adjust- 
ments to  producers  pursuant  to  5  1128.91, 
and  less  the  amount  of  the  payment  made 
pursuant  to  paragraph  (b)  of  this  sec- 
tion: Provided.  That  if  by  such  date  such 
handler  has  not  received  full  payment 
pursuant  to  S  1128,95,  he  may  reduce  his 
total  payments  to  all  producers  uni- 
formly by  not  less  than  the  amount  of 
reduction  in  payments  from  the  market 
administrator;  he  shall,  however,  com- 
plete such  jipyments  pursuant  to  this 
paragraph  nt>t  later  than  the  date  for 
making  such  payments  next  following  re- 
ceipt of  the  balance_(^rom  the  market  ad- 
ministrator. 

(b)  On  or  before  the  25th  day  of  each 
month,  to  each  producer  for  whwn  pay- 
ment Is  not  made  pursuant  to  paragraph 
(c)  of  this  section  for  milk  received  dur- 
ing the  first  15  days  of  such  month  at 
not  less  than  the  Class  n  price  of  the 
preceding  month. 

(c)  On  or  before  the  13th  and  23d 
days  of  each  month,  in  lieu  of  payments 
pursuant  to  paragraphs  (a)  and  (b). 
respectively,  of  this  section,  to  a  coopera- 
tive association  which  so  requests,  with 
respect  to  producers  for  whose  milk  such 
cooperative  association  is  authorixed  to 
collect  payment,  an  amount  equal  to  the 
sum  of  the  individual  payments  other- 
wise payable  to  such  producer.  Such 
payment  shall  be  accompanied  by  a 
statement  showing  for  each  producer  the 
items  required  to  be  reported  pursuant  to 
i  1128.31. 

§  1128.91      Location  adjustments  to  pro- 
ducers. 

(a)  In  making  payments  to  producers 
pursuant  to  9  1128.90  the  following 
adjustments  shall  apply  to  the  uniform 
price  for  all  milk  computed  pursuant  to 
§  1128.72  (X  to  the  uniform  price  for  base 
milk  computed  pursuant  to  }  1128.73  ce)  : 

(1)  Por  milk  received  from  producers 
at  an  approved  plant  located  within  70 
highway  miles  of  the  United  SUtes  Post 
Office  in  Midland.  Texas,  each  handler 
shall  add  15  cents; 

(2)  Por  milk  received  from  producers 
at  an  approved  plant  located  (1)  east  of 
the  103d  principal  meridian  (ii)  more 
than  180  highway  miles  from  the  United 
States  Post  OflBce  in  Midland.  Texas, 
and,  also  HID  at  the  following  distances 
from  the  United  States  Post  Office  in 
Abilene,  Texas,  each  handler  may  deduct 
the  applicable  amounts  set  forth  below: 

Cents 

More  than  TO  miles  but  less  than  105 20 

108  miles  or  more M 

(b)  The  location  adjustment  applica- 
ble with  respect  to  excess  milk  shall  be 
computed  as  follows: 
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( 1  >   Subtract  from  the  total 
Class  I  milk  allocated  to  produBv 

pursuant  to  S  1128.46  the  total    

of  base  milk  received  by  all  ^'Tindyfin 

( 2 )  Divide  the  result  by  the  tottf  v^ 
ume  of  excess  milk  received  by  sQ  ttj^ 
dlers;  and 

(3)  Multiply  by  the  rate  of  Vhn»^ 
adju.stment  applicable  for  base  ndki*. 
ceived  at  the  same  location  and  rw| 
to  the  nearest  cent. 

§1128.92      Prudurrr      butterfat     Aff*. 
rnliMl. 

Ill  making  payments  ptirsoMit  U 
§  1128.90(a),  there  shall  be  added  ts« 
subtracted  from  the  imlform  pries  tm 
each  one-tenth  of  one  percent  thsk  thi 
average  butterfat  content  of  the  aik 
received  from  the  producer  is 
below  4.0  percent,  an  amoimt 
by  multiplying  by  1.2  the  simple  i 
as  computed  by  the  market  admlnlHitl 
tor  of  the  daily  wholesale  selling 
per  po\md  (usmg  the  mid -point  tf 
price  range  as  one  price)  of  Qntfs  4 
(92-score)  bulk  creamery  butter  stCtl> 
cago  as  reported  by  the 
during  the  month  when  such 
received,  dividing  the  resulting  warn  || 
10.  and  rounding  to  the  nearest  ■». 
tenth  of  a  cent. 

§1128.93      Producer-sctllemeat  faal 
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The  market  administrator  shall  i 
llsh  and  maintain  a  separate  fundi 
as  the  "producer-settlement  fund," 
which  he  Shan  deposit  an 
made  by  handlers  pursuant  to  ||  liMM 
(b).  1128.94  and  1128.96,  and  sat  tf 
which  he  shall  make  aU  paysMBti  Ii 
handlers  pursuant  to  II  1128.W  Ml 
1128.96. 

§1128.94      Pay  menu    to    the 
settlement  fund. 

On  or  before  the  13th  day 
end  of  the  month  during  which  tte  ■• 
was  received,  each  handler.  Inelnilivt 
cooperative  Eissoclation  which  is  a 
dler.  shall  pay  to  the  market 
trator  the  amount.  If  any.  by 
pool  obligation  of  such  handler  ai 
termined  pursuant  to  1 1128.76  is  l 
than  the  amount  required  to  be  . 
producers  by  such  handler  punoanl  to 
S  1128.90. 

§  1128.95     Payments    oitl    af    iIm  pM» 
duccr-setttement  funcL 

On  or  before  the  14th  day  afl«r  Ito 
end  of  the  month  during  which  tht«g 
was  received,  the  market  admlnJrtwJK 
shall  pay  to  each  handler,  tndodkig  • 
cooperative  association  which  is  a  ' 
dler.  the  amount,  if  any,  by 
value  of  the  milk  received  by  lad 
dler  from  producers  during  the 
as  determined  pursuant  to  I  1128,1>  il 
less  than  the  amount  required  to  m 
paid  producers  by  such  handler  pBT* 
suant  to  9  1128.90:  Prorided,  That  if  ttl 
balance  in  the  producer -settlement  tad 
is  insufficient  to  make  aU  payments  P«^ 
suant  to  this  section,  the  market  idp 
ministrator  shall  reduce  uniformly  «* 
payments  and  shaU  complete  such  ?■»• 
mcnts  as  soon  as  the  necessary  fundi 
are  available. 
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f,  February  8,  1962 

Adjustment  of  accounts. 

■•htfiever  audit  by  the  market  admin- 
^^ot  any  handler's  reports,  books, 
or  accoimts  discloses  errors  re- 
("in  moneys  due; 
(S)  "Hie  market  administrator  from 
^l^ndler: 

^)  »i5i  handler  from   the  market 
.tetoktrator;  or 

•^TTny  producer  or  cooperative  as- 

,2h*"  from  such  handler,  the  market 

[trator  shall  promptly  notify  such 

'  of  any  amounts  so  due  and  pay- 

-—it'ttiereof  shall  be  made  on  or  before 

S^Bext  date  for  making  payments  set 

Mth  in  the  provisions  under  which  such 

oociured. 
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11118.97      Marketing   8er\ices. 

(a)  Ixcept  as  set  forth  in  paragraph 
A)  of  this  section,  each  handler,  in 
Zmhm  payments  to  producers  (other 
Ewmself)  pursuant  to  9  1128.90(a), 
21  deduct  5  cents  per  htmdredweight 
^IK^  amount  not  exceeding  5  cents 
ilBndredweight  as  may  be  prescribed 
to  tbe  Secretary,  and  shaU  pay  such 
SsjfitifT'-  to  the  market  administrator 
«flr  btfore  the  15th  day  after  the  end 
d  «eh  month.  Such  moneys  shaU  be 
Md  by  the  market  administrator  to 
MBle,  test,  and  check  the  weighte  of 
^  received  and  to  provide  producers 
flh  market  information. 

(fe)  In  the  case  of  producers  for  whom 
teoeperative  association  is  actually  per- 
iBBtng,  as  determined  by  the  Secre- 
cy, tbs  services  set  forth  in  paragraph 
d)  flf  this  section,  each  handler  shall 
ggte.  In  lieu  of  the  deduction  specified 
to  paragraph  (a)   of  this  section,  such 
ttons  from   the   payments   to   be 
to  such  producers  as  may  be  au- 
■rf  by  the  membership  agreement 
m  ■sxketlng  contract  between  such  oo- 
flparsttve  association  and  such  producers 
^  on  or  before  the   15th  day  after 
Iki  «Ki  of  each  month  pay  such  deduc- 
ttaa  to  the  cooperative  association  ren- 
ttkm  such  services,  accompanied  by  a 
itatanent  showing  the  quantity  of  milk 
fer  which  such  deduction  was  computed 
kr  each  such  producer. 
I1U8.98     Expenses  of  administration. 

As  his  pro  rata  share  of  the  expense  of 
steinlstration  of  this  part,  each  handler 
ten  pay  to  the  market  administrator 
•  er  before  the  15th  day  after  the  end 
tf  esdi  month,  4  cents  ver  hundred- 
Mliltt  or  such  amount  not  exceeding  4 
■■ti  per  hundredweight  as  the  Secre- 
!■!  may  prescribe  with  respect  to  all 
Milpti  within  the  month  of  (a)  other 
Mne  milk  which  is  classified  as  Class 
laik.  (b)  milk  from  producers,  Includ- 
k|  each  handler's  own  production,  and 
iti  mat  received  from  a  cooperative  as- 
•elttloD  In  its  capacity  as  a  handler  pur- 
ito9 1128.9(c). 


terms  of  this  part  shaU,  except  as  pro- 
vided in  immgnjAia  (b)  and  (c)  of  this 
section,  terminate  two  years  after  the 
last  day  of  the  calendar  month  during 
which  the  maricet  administrator  receives 
the  handler's  utilization  report  on  the 
milk  involved  in  such  obligation,  unless 
within  such  two-year  period  the  market 
administrator  notifies  the  handler  In 
writing  that  such  money  Is  due  and  pay- 
able. Service  of  such  notice  shall  be 
cixnplete  upon  mailing  to  the  handler's 
last  known  address,  and  it  shall  contain 
but  need  not  be  limited  to,  the  follow- 
ing information: 

(1)  The  amount  of  the  obligation; 

(2)  The  month(s)  during  which  the 
milk,  with  respect  to  which  the  obllga- 
Uon  exists,  was  received  or  handled ;  and 

(8)  If  the  obligation  is  payable  to  one 
or  more  producers  or  to  an  association 
of  producers  the  name  of  such  produc- 
er (sT  or  association  of  producers,  or  If 
the  otdigatlon  is  payable  to  the  market 
administrator,  the  account  for  which  It  Is 
to  be  paid. 

(b)  If  a  handler  fails  or  refuses,  with 
respect  to  any  obUgatlon  under  this  part, 
to  make  available  to  the  market  adminis- 
trator or  his  representatives  aU  books 
and  records  reqxiired  by  this  part  to  be 
made  available,  the  market  adminis- 
trator may,  within  the  two-year  period 
provided  for  In  paragraph  (a)  of  this 
section,  notify  the  handler  In  writing  of 
such  failure  or  refusal.  If  the  market 
administrator  so  notifies  a  handler,  the 
saidtwo-year  period  with  respect  to  such 
obligation  shaU  not  begin  to  run  until 
the  first  day  of  the  calendar  month 
foUowing  the  month  during  which  aU 
such  books  and  records  pertaining  to 
such  obligation  are  made  available  to  the 
market  administrator  or  his  represent- 

&t«ivcs 

(c)  Notwithstanding  the  provisions  of 
paragraphs  (a)  and  (b)  of  this  section, 
a  handler's  obligation  under  this  part  to 
pay  money  shaU  not  be  terminated  with 
respect  to  any  transaction  Involving 
fraud  or  willful  concealment  of  a  fact 
material  to  the  obUgatlon,  on  the  part 
of  the  handler  against  whom  the  obliga- 
tion Is  sought  to  be  Imposed. 

(d)  Any  obligation  on  the  part  of  the 
market  administrator  to  pay  a  handler 
any  money  which  such  handler  claims 
to  be  due  him  imder  the  terms  of  this 
part  ShaU  terminate  two  years  after  the 
end  of  the  calendar  month  durhig  which 
the  milk  Involved  in  the  claim  was  re- 
ceived if  an  imderpayment  is  claimed,  or 
two  years  after  the  end  of  the  calendar 
month  during  which  the  payment  (In- 
cluding deduction  or  set-off  by  the  mar- 
ket administrator)  was  made  by  the 
handler  if  a  refund  on  such  payment  is 
claimed,  unless  such  handler,  wiUiin  the 
applicable  period  of  time,  files,  pursuant 
to  8(c)  (16)  (A)  of  the  act,  a  petition 
claiining  such  money. 
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effective  at  such  time  as  the  SaeretMT 
may  declare  and  shall  continne  in  f (vee 
until  suspended  or  terminated,  pursuant 
to  1 1128.101. 
§  1128.101      Suspension  or  termination. 

The  Secretary  may  suspend  or  termi- 
nate this  part  or. any  provision  of  this 
part  whenever  he  finds  this  part  or  any 
provision  of  this  part  (riastructo  or  does 
not  tend  to  effectuate  the  declared  poUcy 
of  the  act.  This  part  shaU  terminate  in 
any  event  whenever  the  provisions  of 
the  act  authorizing  it  cease  to  be  in  effect- 


11128.99     Termination  of  obligation. 

The  provisions  of  this  section  shaU 
VPly  to  any  obligation  under  this  part 
lir  the  payment  of  money. 

to)  The  obligation  of  any  handler  to 
tV  money  required  to  be  paid  under  the 


EFncnvi  Tub.  Suspension  or 
Tkhxination 


§  1128.100     Effective  time. 

The  provlBons  of  this  part  or   any 
amendment  to  this  part  shaU  become 


§  1128.102      Continuing  power  and  duty 
of  the  market  administrator. 

If  upon  the  suspension  or  termination 
of  any  or  aU  provisions  of  this  part,  there 
are  any  obligations  thereimder,  the  final 
accrual  or  ascertainment  of  which  re- 
quires further  acte  by  any  person  (In- 
cluding the  market  administratoar) ,  such 
further  acts  shaU  be  performed  not- 
withstanding such  suspension  or 
termination. 

§  1128.103      Liquidation. 

Upon  the  suspension  or  termination  of 
the  provisions  of  this  part,  except  this 
section,   the   market  administrator,   or 
such  other  liquidating  agent  as  the  Sec- 
retary may  designate,  shaU.  if  so  directed 
by  the  Secretary,  Uquidate  the  business 
of  the  market  administrator's  offlce,  dis- 
pose of  aU  property  in  his  possession  or 
control.  Including   accounte  receivable, 
and  execute  and  deliver  afi  assignmemts 
or  other  instrumente  necessary  or  ap- 
propriate to  effectuate  any  such  diioxMi- 
tion.    If  a  liquidating  agent  is  so  des- 
ignated. aU  assete.  books,  and  records 
of   the  market  iadministrator  shaU  be 
transferred  promptly  to  such  liquidating 
agent.     If  upon  such  Uquidation,  the 
funds  on  hand  exceed  the  amounte  re- 
quired to  pay  outstanding  oUigattons 
of  the  offlce  of  the  market  administrator 
and  to  pay  necessary  expenses  of  liquida- 
tion and  distribution,  such  excos  shaU 
be  distributed  to  contributing  handlers 
and  producers  in  an  equitable  manner. 

MiSCELLANXOITS  PROVISIOHB 

§1128.110     Agents. 

The  Secretary  may,  by  designation  in 
writing,  name  any  officer  or  employee  of 
the  United  States  to  act  as  his  agait  or 
representative  in  connection  with  any  of 
the  provisions  of  this  part. 
§  1128.111      Separability  of  provisions. 

If  any  provision  of  this  part  or  ite 
application  to  any  person  or  drctmi- 
stances,  Is  held  InvaUd.  the  application  of 
such  provision  and  the  ranai^ng  pro- 
visions of  this  part  to  other  persons  or 
circumstances,  shaU  not  be  affected 
thereby. 

Effective  date.    March  1, 1962. 

Signed  at  Washington,  D.C.,  on  Feb- 
ruary 2,  1962. 

James  T.  Ralph, 
Assistant  Seeretanf. 

1P.R.    Doc.    62-1807:    Filed.    Feb.    f,    196»: 
8:60  ajn.] 
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Titto  16-COIIIIERCIAL 
PRACTICES 

Chopt«r  I — F«<f«ral  Trod*  Commission 
(Docket  C-l  I 

PART   13— flOHIMTED  TRADE 
PRACTICES 

R«-Ex,  Inc.,  •!  ol. 

Subpart— Adrertlslngr  falsely  or  mis- 
leadlnglyr  !  13.170  Qitalitiea  or  proper- 
Ue$  of  product  or  service:  813.170-52 
Medicinal,  therapeutic,  healthful,  etc. 

(Sec  9,  88  Stat.  721;  16  V3.C.  4«.  Interpret* 
or  appllM  MC.  5.  38  Stot.  719.  u  amended:  15 
U.S.C.  48)  [CeMe  mad  desist  order.  Ru  Ex. 
Inc..  et  al..  St.  Pmul,  Minn..  Docket  CI.  Oct, 
17.1901] 

In  the  Matter  of  Ru-Ex.  Inc..  a  Corpo- 
ration, and  WiUiam  H.  Fraser.  and 
Reggie  L.  Fraser,  Individually  and  a* 
Officers  of  Said  Corporation 

Consent  order  requiring  St.  Paul, 
Minn.,  distributors  of  their  "Ru-Ex 
Compound"  to  cease  falsely  representing 
in  advertising  the  therapeutic  effect  of 
lemon  Juice  used  with  the  preparation  in 
treatment     of     arthritis     and     related 

The  order  to  cease  and  desist,  includ- 
ing further  order  requiring  report  of 
compliance  therewith,  is  as  follows : 

It  is  ordered.  That  respondents  Ru-Ex. 
Inc.,  a  corporation,  and  its  ofBcers.  and 
William  H.  Praser  and  Reggie  L.  Praser. 
individually  and  as  officers  of  said  cor- 
poration, axxl  respondents'  agents,  repre- 
sentatives and  employees,  directly  or 
through  any  corporate  or  other  device,  in 
connection  with  the  offering  for  sale, 
sale  or  distribution  of  the  preparation 
"Ru-Ez  Compound",  or  any  other  medic- 
inal or  drug  preparation  of  substantially 
the  same  formula,  whether  sold  under 
this  name  or  any  other  names,  do  forth- 
with cease  and  desist  from: 

1.  Dlssemlnattng  or  causing  to  be  dis- 
seminated any  advertisement  by  means 
of  the  United  States  mails  or  by  any 
means  in  commerce,  as  "commerce"  is 
defined  in  the  Federal  Trade  Commis- 
skm  Act.  which  advertisement,  directly 
or  Indirectly: 

(a)  Represents  that  lemon  Juice,  how- 
ever used,  exerts  any  therapeutic  effect 
on  any  kind  of  arthritis,  rheumatism.,  or 
neuritis  or  od  the  symptoms  or  manifes- 
tations thereof . 

(b>  Represents  that  any  ingredient  of. 
or  substance  to  be  used  in  conjuncUon 
with,  said  preparattoQ  exerts  any  thera- 
peutic effect  on  any  disease  or  ailment  or 
on  the  sjrmptoms  or  manifestations  of 
any  disease  or  ailment,  when  in  fact 
such  ingredient  or  substance  exerts  no 
such  therapeutic  effect. 

(c)  Represents  that  the  therapeutic 
value  of  such  preparation  is  other  than 
that  of  temporary  relief  of  the  minor 
aches  im^  pains  of  arthritis,  rheumatism 
or  neuritis. 

2.  Disseminating  or  causing  to  be  dis- 
seminated, any  advertisement  by  any 
means,  for  the  purpose  of  inducing,  or 
which  Is  likely  to  induce,  directly  or  in- 
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directly,  the  purchase  in  commerce,  as 
"commerce"  is  defined  in  the  Federal 
Trade  Commission  Act.  of  any  prepara- 
tion, which  advertisement  contains  any 
of  the  representations  prohibited  in 
Paragraph  1  hereof. 

It  is  further  ordered,  That  the  re- 
spondents herein  shall,  within  sixty  (60 > 
days  after  service  upon  them  of  this 
order,  file  with  the  Commission  a  report 
in  writing  setting  forth  In  detail  the 
manner  and  form  in  which  they  have 
complied  with  this  order. 

Lssued;  October  17,  1961. 

By  the  Commission. 

[sEALl  Joseph  W.  Shea. 

Secrctarii. 

|FR      Doc      82   1373:     Filed.    Feb.     7.     1962; 
8:47   ami 


Title  14— AERONAUTICS  AND 
SPACE 

Chapter  III — Federal  Aviation  Agency 
suacHArrci  e— a»i  havigation 

■EGULATIONS 
\Airspmc9  Docket  No.  »-PW-a91 

PART  600 — DESIGNATION  OF 
FEDERAL  AIRWAYS 

Alteration 

On  March  22.  1961.  a  notice  of  proposed 
rule  making  was  published  in  the  Fkokkal 
Recistkr  (26  PR.  2414)  sUting  that  the 
Federal  Aviation  Agency  was  considering 
alteration  of  low  altitude  VOR  Federal 
airway  No.  3  west  alternate  from  Jack- 
sonville, Fla..  to  Brunswick.  Ga..  by  ex- 
tending It  from  Jacksonville  to  Savannah, 
Ga.  It  was  also  stated  that  the  floor  of 
the  control  area  associated  with  Victor  3. 
its  east  alternate  and  its  proposed  west 
alternate  between  Jacksonville.  Fla.,  and 
Savannah.  Ga..  would  be  designated  to 
extend  upward  from  1 .200  feet  above  the 
surface  in  accordance  with  the  provisions 
of  Amendment  60-21  to  Part  60  of  the 
Civil  Air  Regulations. 

On  September  20.  1961.  a  supplemental 
notice  of  proposed  rule  making  was  pub- 
lished In  the  Fbdeiuil  Rccis-m  (28  F.R. 
8853 )  stating  that  the  Federal  Aviation 
Agency  was  amending  the  original  notice 
as  follows: 

1.  Withdraw  the  proposal  to  redesig- 
nate Victor  3  west  alternate  to  extend 
from  Jacksonville  to  Savannah,  and  to 
redesignate  the  floor  of  control  areas 
associated  with  Victor  3  and  its  alter- 
nates between  these  points 

2.  Realign  the  present  Victor  3  west 
alternate  between  the  Jacksonville  VOR 
to  the  Brunswick  VOR. 

3.  Designate  Intermediate  altitude 
VOR  Federal  airway  No  1655  from  Jack- 
sonville to  Savannah. 

No  adverse  comments  were  received  re- 
garding the  proposed  amendments. 
However,  the  Air  Transport  Association 
of  America  did  suggest  that  the  airspace 
underlying  the  proposed  Intermediate 
altitude  airway  be  designated  as  con- 
trolled airspace  to  permit  the  routing  of 
aircraft  below  14.500  feet  MSL  through 


that  area  when  the  Townaend. 
stricted  Area  cR-3006)  is  not  betag  i 
for  the  purposes  designated.    A  i 
to  this  effect  will  be  forthcoming: 
completion  of  the  study  for  impleaii^iu 
tion  in  this  area  of  Amendment  IO-U^ 
Part  60  of  the  Civil  Air  Regulation. 

Interested  persons  have  been  tftt^ 
an  opportunity  to  particiapte  la  t|| 
mxiking  of  the  rules  herein  adopttd,  ai 
due  consideration  has  been  given  ts  || 
relevant  matter  presented. 

The  substance  of  the  proposed  mw^ 
ments  having  been  published,  tbsRln 
pursuant  to  the  authority  d^i<yi^n|  ^ 
me  by  the  Administrator  (25  FA.  UMD 
and  for  the  reasons  stated  in  the  nottei; 
the  following  actions  are  taken: 

§600.6003      [.Vmendmrni] 

1.  In  the  text  of  S  600.6003  (14  CH 
600.6003)  "including  a  west  altemsltik 
the  INT  of  the  Jacksonville  VOE  Mi* 
and  the  Brunswick  VOR  238*  raiBtl;"  h 
deleted  and  "including  a  west  attcnate 
via  the  INT  of  the  Jacksonville  VOB  M* 
and  the  Brunswick  VOR  238*  radlak^k 
substituted  therefor. 

2.  Part  600  (14  CFR  600)  is  lIBniirt 
by  adding : 

§  600.1655  VOR  Federal  uirymr  fk. 
1655  ( Jarksonville,  Fla.,  to  Sni» 
nati,   Ga.). 

From  the  Jacksonville,  Fla..  VORvii 
the  INT  of  the  Jacksonville  VOR  M* 
and  the  Savannah.  Oa..  VOR  «••  iv 
dials:  to  the  INT  of  the  Alma.  Oa.,  VOi 
083*  and  the  Savannah  VOR  111*  n- 
dials;  thence  8  mile  wide  airway  totti' 
Savannah  VOR. 

These  amendments  shall  beooa>e«fl»> 
the  0001.  e.s.t..  April  5.  1962. 

(Sec    307(a).   72   Stat.   740;    49  UjB.C.  IM) 

Issued  In  Washington,  D.C.,  on  M> 
ruary  2,  1962. 

D.  D.  THOMi^ 

Director,  Air  Traffic  Servlet. 

[P.R.    Doc     62-1263:    Fllad.    Feb.    7. 
8:46  ajn.] 


mjitdttV   February  8,  1962 

HI.,  and  the  New  York,  N.Y., 
[itan  arests. 

this  amendment    imposes    no 
tX  burden  on  any  person,  nor 
the  designation  of   additional 
airspace,    notice   and  public 
Z^taxt     hereon     are     unnecessary. 
'^— er,  since  it  is  necessary  that  suf- 
time  be  allowed  to  permit  ap- 
(  changes  to  be  made  on  aero- 
charts,   this   amendment   will 
effective   more    than    30   days 
^^  oublication. 
to  ooosideratlon  of  the  foregoing,  and 
J^^nt  to  the  authority  delegated  to 
^TgVbe  Administrator  (25  FJl.  12582) 
S  foUowing  actions  are  taken: 
1  In  Part  600  <  14  CFR  600)   the  foi- 
ls added: 


[Airspace  Docket  No.  61-WA-lMl 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

-^-     Designation  and  Altsrotloii 

The  rmrpose  of  these  amendnenli  li 
Part  600  and  H  600.6810  and 
is  to  designate  low  altitude  VOR '. 
airway  No.  856  and  extend  low  sit 
VOR  Federal  airway  Nos.  810  sad  W 
from  Chicago.  111.,  to  New  York.  ItT.  ^ 

The  800  series  airways  are  dmigBtM 
to  indicate  preferred  routes  of  fltfl 
between  major  terminal  areas  lar  Itl 
purpose  of  segregating  opposite  tta^ 
tion  traffic  and  generally  ootocids  •!• 
exliJting  low  altitude  VOR  Federal  ifc^ 
ways.  They  simplify  flight  planntaffcr 
pilots  and  Indicate  the  direction  rfM^ 
mal  traffic  flow.  It  has  been  deiurBM 
that  800  series  airways  are  necessMT* 
meet  the  above  requirements  bst^W 
the  CTilcago,  111.,  and  New  Yoit.  W. 
terminal  areas.  Therefore,  sctfcjn  fc 
taken  to  designate  Victor  856  and  «s^ 
Victor  810  and  Victor  880  between  •• 


FEDERAL  REGISTER 

VORTAC;  excluding  the  portion  which 
lies  over  Canada."  is  substituted  therefor. 

Tliese  amendments  shall  become  ef- 
fecUve  0001  e.8.t..  April  5.  1962. 

(Sec.  807(a).  72  Stat.  740;  49  U.8.C.  1348) 

Issued  In  Washington.  DC.  on  Febru- 
ary 2. 1962. 

D.  D.   THOMAS. 
Director,  Air  Traffic  Service. 

IF.R.     Doc.    62-1264;     Filed,    Feb.     7,     1962; 
8:46  a.m. I 


IIM.6S56  VOR  Federal  airway  No.  856 
iChicmgo,  III.,  Metropolitan  Arra  to 
Kew  York,  IN.Y.,  Melropolitan  Area)  ; 
Bormal  trafflr  flow  raotbound. 

Mm  the  Northbrook,  III.,  VORTAC 
-^  the  Pullman.  Mich..  VORTAC; 
l^utBg,  Mich.,  VOR;  Salem.  Mich., 
vAKTAC-  Windsor.  Ontario,  Canada. 
fOB'  Irle,  Pa..  VORTAC;  Bradford. 
Vi..VOR;  Slate  Run.  Pa.,  VOR;  MUton. 
pr  VORTAC :  INT  of  the  Selinsgrove. 
p.  VORTAC  083°  and  the  Tower  City, 
Pfc.  VOR  040°  radials;  AUentown,  Pa., 
fOirrAC;io  the  Solberg.  N.J..  VORTAC. 
Ihe  portion  which  lies  over 


1110,6810      [Amendment] 

t  In  the  caption  of  9  600.6810  (26  F.R. 
H)  to  the  Chicago,  III.,  Metropolitan 
ix$$r  Is  deleted  and  "to  the  New  York, 
I.T.,  Metropolitan  Area"  is  substituted 
aierefor. 

J.  In  the  text  of  S  600.6810  (26  FJl. 
«)  no  the  Northbrook.  HI.,  VORTAC." 
b  deleted  and  "Northbrook,  HL,  VOR- 
TAC; Pullman.  Mich.,  VORTAC; 
Uadng.  Mich..  VOR;  Salem.  Mich.. 
TORTAC;  Windsor.  Ontario,  Canada. 
fOR;  Erie.  Pa..  VORTAC;  Bradford, 
Pi..  VOR;  Slate  Run.  Pa.,  VOR;  Selins- 
poft,  Pa..  VORTAC;  T\)wer  City,  Pa., 
TOR;  Yardley.  Pa..  VOR;  to  the  Rob- 
MMTille,  N.J.,  VOR,  excluding  the  por- 
tkm  which  lies  over  Canada"  is  substi- 
Med  therefor. 

I  Mtl6880      [  Amendment  1 

iln  the  caption  of  §  600.6880  (26 
fK  U68)  "From  the  Chicago.  Hi., 
MMropoUUn  Area"  is  deleted  and  "From 
yNMtw  York,  NY.,  Metropolitan  Area" 
iinbftituted  therefor. 

I.  In  the  text  of  S  600.6880  (26  F.R. 
MM)  "From  the  Joliet,  lU..  VORTAC 
Ik  tbe  Bradford,  III.,  VOR;  BurUngton, 
bm.  VOR;  KirksvlUe,  Mo.,  VORTAC; 
to  the  Kansas  City,  Mo..  VORTAC."  is 
Mated  and  "From  the  INT  of  the 
i^rta.  N.J.,  VOR  300°  and  the  Tanners- 
ftk.  Pa.,  VORTAC  055'  radlals  via  the 
lUkM-Barre.  Pa.,  VOR;  Stonyfork,  Pa.. 
fORTAC;  Bradford.  Pa..  VOR;  Erie.  Pa.. 
fORTAC;  Windsor,  Ontario,  Canada 
lOR;  Balem,  Mich.,  VORTAC;  INT  of 
te  Pullman.  Mich..  VORTAC  091*  and 
Cb  Keeler,  Mich.,  VOR  061*  radials; 
iWer,  VOR;  Napervllle,  ni..  VOR; 
am.  111..  VORTAC;  Bradford,  111., 
VCR;  Burlington,  Iowa,  VOR;  KirksvlUe, 
MBn  TORTAC;  to  the  Kansas  City.  Mo., 


1^ Airspace  Docket  No.  60  -LA-94 1 

PART  600— DESIGNATION   OF 
FEDERAL  AIRWAYS 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AtEAS 

Ravocotion  of  Federal  Airway,  Asso- 
ciotad  Control  Areas,  and  Reporting 
Polnto 

On  October  10.  1961,  a  notice  of  pro- 
posed rule  making  was  published  in  the 
FiDSiAL  Rbcibter  (26  F.R.  9556)  stating 
that  the  j«ederal  Aviation  Agency  pro- 
posed to  revoke  low  altitude  Red  Federal 
airway  No.  109  and  its  associated  control 
areas  from  Portland,  Oreg..  to  Spokane, 
Wash.     , 

Although  not  stated  in  the  notice, 
action  la  taken  herein  to  revoke 
S  601.4309,  reporting  points  associated 
with  Red  109.  Since  revocation  of  Red 
109  between  Portland  and  Spokane 
would  include  the  entire  airway,  there 
would  no  longer  be  a  requirement  to  re- 
Uin  S  601.4309  in  Part  601  of  the  Regu- 
lations of  the  Administrator. 

No  adverse  comments  were  received 
regarding  the  amendments  proposed  in 
the  notice. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rules  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevsmt  matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582) 
and  for  the  reasons  stated  herein  and  in 
the    notice,   the   following    actions   are 

takm: 

1.  In  Part  600  (14  CFR  600)  8  600.309 
Red  FMeral  airway  No.  109  (Portland, 
Greg.,  to  Spokane,  Wash),  is  revoked. 

2.  In  Part  601  'l4  CFR  601)  8  601.309 
Red  Pfederal  airway  No.  109  control  areas 
(Portland.  Oreg.,  to  Spokane.  Wash.),  is 
revoked.  « 

3  In  Part  601  (U  CFR  601)  8  601.4309 
Red  Federal  airway  No.  109  (Portland. 
Oreg..  to  Spokane,  Wash.>,  is  revoked. 

These  amendments  shall  become  efTec- 
tive  0001  e.8.t.  April  5,  1962. 
(Bee.  807(a),  72  Stat.  740;   49  U.8.C.  1848) 

Issued  in  Washington,  DC.  on  Feb- 
ruary 2,  1962. 

D.  D.  THOMAS. 

Director,  Air  Traffic  Service. 

tFJl.    Doc.    62-1266;    FUed.    Feb.    7.    1962; 
8:46  a.m.] 
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[Airspace  Docket  No.  SO-LA-OS] 

PART  600— DESIGNATION  OF, 
FEDERAL  AIRWAYS 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Revocation  of  Federal  AinRfoy,  Asso- 
ciated Control  Areos,  and  Roporting 
Points 

On  June  26.   1961,  a  notice  of  pro- 
posed rule  making  was  published  in  the 
Federal  Register  (26  P.R.  4890)  stating 
that  the  Federal  Aviation  Agency  pro- 
posed to  revoke  low  altitude  Bhie  Federal 
airway  No.   14  from  Campo,  Calif.,  to 
Julian,  Calif.,  and  from  Riverside,  Calif.. 
to  Wheeler  Ridge.  Calif.,  its  associated 
control  areas  and  reporting  points.    It 
was  also  stated  that  the  route  served  by 
Blue  14  is  adequately  served  by  low  alti- 
tude VOR  Federal  airways  Nos.  458  and 
137.    In  addition,  it  was  stated  that  the 
revocation  of  Blue  14  would  not  neces- 
sarily result  in  the  discontinuance  of  the 
low   frequency  navigational  aids  asso- 
ciated with  this  airway  and  that  any 
proposals  to  discontinue  one  or  more  of 
these  aids  would  be  processed  in  accord- 
ance with  current  Agency  procedures. 
These  procedures  afford  interested  per- 
sons an  opportunity  to  comment  on  such 
action. 

The  Departments  of  the  Navy  and  the 
Air  Force  offered  no  objection  to  the  pro- 
posed amendments. 

The  National  Asociation  of  State 
Aviation  OfBcials  opposed  the  proposed 
amendments  unless  the  VPR  pilot  can 
be  guaranteed  the  navigational  capa- 
bility provided  by  the  low  frequence 
navigational  facilities  for  operation 
through  the  Cajon  Pass  and  for  avoid- 
ance of  the  many  restricted  areas  and 
climb  corridors  north  and  east  of  this 
VFR  Flyway. 

The  Aviation  Director.  San  Bernardino 
County,  Calif.,  in  commenting  oa  the  pro- 
posals stated  that  there  is  now  a  pro- 
posal under  consideration  to  abandim 
Victor  137  from  Thermal  to  Palmdale 
and  that  if  this  is  accomplished.  Blue  14 
must  be  retained.  He  further  stated  that 
a  requirement  exists  for  a  controlled  air- 
way through  Cajon  Pass  and  underneath 
the  approaches  to  George  AFB  and 
underneath  the  George  APB  Restricted 
Area/Military  Climb  Corridor. 

The  Federal  Aviation  Agency  has  no 
plans  to  decommission  either  the  Palm- 
dale  or  the  Riverside  L/MP  radio  range 
stations  in  the  foreseeable  future.  Ac- 
cordingly, these  faclllUes  will  be  avail- 
able for  VPR  navigation  between  Palm- 
dale  and  Riverside.  Any  isction  to  de- 
commission these  facilities  would  not  be 
taken  unUl  a  specific  pn^xwal  to  do  so 
had  been  widely  pubUdsed  and  inter- 
ested persons  afforded  every  (H>portunity 
to  comment  on  such  action. 

Blue  14  and  Victor  137  both  have  a 
minimum  en  route  altitude  of  12,000 
feet  MSL  in  the  vicinity  ol  Cajon  Pais 
and  the  George  AFB  Restricted  Area/ 
Military  Climb  Corridor  (R-3536) .  Tlie 
lowest  floor  of  R-2526  where  it  crosses 
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both  Blue  14  and  Vietor  137  is  10.900  feet 
MSL.  Therefore.  IFR  operations  along 
these  rovte  segments  would  not  permit 
clearance  beneath  Il-2S2e  but  would  re- 
quire prior  approval  to  traverse  the  re- 
stricted area.  In  addition  this  segment 
of  Vietor  S37  Is  wJthln  the  Vlctorvllle. 
Califs  translUan  area  (i  601.10010).  If 
both  Blue  14  and  Victor  137  were  re- 
voked, IFR  operations  could  be  con- 
ducted In  the  vicinity  of  Cajon  Pass  and 
R^2536  br  utlhzins  appropriate  radials 
of  existing  VOR  navigational  facilities. 

No  adverse  comments  were  received 
regarding  revocation  of  the  segment  of 
Blue  14  between  Wheeler  Ridge  and 
Palmdale  and  between  Julian  and 
Campo. 

Interested  persons  have  been  alTorded 
an  opportunity  to  participate  in  the 
w|aHt%y  of  the  rules  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore. 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582) 
and  for  the  reasons  stated  herein  and 
In  the  notice,  the  following  actions  are 
taken: 

1.  In  Part  600  (14  CFR  600)  I  600  614 
Blue  Federal  airway  No.  14  (Campo, 
Calif.,  to  Julian.  Calif.,  and  Riverside. 
Calif.,  to  Wheeler  Ridge.  Calif),  is 
revoked. 

2.  In  Part  601  (14  CFR  601)  t  601.614 
Blue  Federal  airway  No.  14  control  areas 
(Campo.  Calif.,  to  Julian.  Calif.,  and 
Riverside.  Calif.,  to  Wheeler  Ridge. 
Calif.),  is  revoked. 

3.  In  Part  601  (14  CFR  601)  1601.4614 
Blue  Federal  airway  No.  14  (Campo. 
Calif.,  to  Julian.  Calif.,  and  Riverside. 
Calif.,  to  Wheeler  Ridge.  Calif),  is 
revoked. 

These  amendments  shall  become  ef- 
fective 0001  e.s.t.  April  5.  1962. 

(S«e.  807(s).   72  Stat.  740;   40  VAC.    IMS) 

Issued  In  Washington.  DC.  on  Febru- 
ary 2.  1962. 

D.  D.  Thomas, 
Df rector.  Air  Traffic  Service. 

(r.R.   Doc.   ea-iaes:   rued.   Peb    7.    losa; 

S:4aajn  ] 


[Alnpae*  Docket  No.  SI-KC-SS] 

PART  606 — SPECIAL  USE  AIRSPACE 

Modification  of  Amendment 

On  January  30,  1963,  amendments  to 
II  601.7101  and  608.34  of  the  Regulations 
of  the  Administrator  were  published  in 
the  Fkbbal  Rwxsm  (37  F.R.  617) 
which  altered  the  Camp  Atterbury.  Ind  , 
Restricted  Area  R^-MOl  and  the  descrip- 
tion of  the  enntinental  control  area. 

Subsequent  to  the  publication  of  the 
amendment,  an  error  was  noted  in  the 
description  of  the  boundaries  of  R-3401. 
As  stated  in  the  preamble,  the  purpose 
of  the  alteration  of  R-3401  was  to  in- 
crease the  designated  altitudes,  increase 
the  time  of  designation,  and  assign  a 
controlling  agency.  Alteration  of  the 
boundaries  was  not  Intended.  Therefore. 
action  Is  taken  herein  to  correct  this 
error. 


RULES  AND  REGULATIONS 

Since  30  days  will  elapse  from  the  time 
of  publication  of  this  action  to  the  ef- 
fective date  of  the  rule  as  initially 
adopted,  this  change  is  made  in  com- 
pliance with  section  4  of  the  Adminis- 
trative Procedure  Act. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  ( 25  PR.  12582) . 
effective  immediately.  Airspace  Docket 
No  61-KC-38  «27  PR  617 »  is  modified 
as  follows: 

Item  I  is  amended  to  read:  In  5  608  34 
Indiana.  R-3401  Camp  Atterbury,  Ind. 
(26  F.R.  7194)   is  amended  to  read: 

R  3401      Camp  Att«rbury.  Ind 

Boundaries.  Beginning  at  L«t  39''2r3()  ' 
N  .  Long  86'0«'(X)"  W  ;  to  Lat  30'2r30  '  N  . 
Ixjng  85'5830'  W;  to  Lat.  39'1300'  N, 
Long  85*59  30"  W:  to  Lat  39'13'0O"  N. 
Long  86'Oe'OO'  W  :  to  the  point  of  beginning 

Deatgnated  altitudes  8ur(ace  to  40.0<X) 
feet  MiiL. 

T\me  0/ designation      Contlni^vis 

Controlling  agency  Federal  Aviation 
Agency.  Indianapolis  ARTC  Center 

Using  agency  Commanding  OfBccr,  Camp 
Atterbury.  Ind 

(Sec    307iai.  72  Stat    749,    49  U  S  C.  1348) 

Issued  in  Washington.  D  C.  on  Febru- 
ary a.  1962. 

D   D.  Thomas. 
Director.  Air  Traffic  Service. 

(FR     Doc     sa^  13«7:     FlUd.    Feb     7,     1963; 
84Sam| 


Title  20— EMPLOYEES'  BENEFITS 

Chapter  III — Bureau  of  Old-Age  and 
Survivors  Insurance,  Social  Secu- 
rity Administration,  Department  of 
Healtft,  Education,  and  Welfare 

[Reg  No.  4.  furtiMr  amended) 

PART  404— FEDERAL  OLD-AGE,  SUR- 
VIVORS, AND  DISABILITY  INSUR- 
ANCE (1950 ) 

Waiver    of    Recovery   or   Adjustment 
of  Overpayment 

Regulations  No.  4,  as  amended,  of  the 
SoclAl  Sectcrlty  Administration  (20  CFR 
404.1  et  seq.>.  are  further  amended  as 
follows : 

I.  Section  404  509  is  amended  to  read 
as  follows: 

§  404.509      "Againal     equilv      and      good 
ronacienre*' ;  defined. 

"Against  equity  and  good  conscience" 
means  that  adjustment  or  recovery  of  an 
overpayment  will  be  conl^idered  inequita- 
ble if  the  individual  (regardless  of  his 
financial  circumstances)  has.  by  reason 
of  the  overpayment  relinquished  a  valu- 
able right  <lllustra^  by  examples  (D 
and  (2)  below)  or  changed  his  position 
for  the  worse  (illustrated  by  examples 
( 3 )  and  <  4  >  below  > . 

Example  1.  After  being  awarded  old-age 
Insurance  beneflta,  an  Individual  resigned 
from  employment  on  tbe  aasumptloa  he 
would  receive  regular  monthly  beneAt  pay- 
menta.  It  waa  dlaoovered  3  years  later  that 
(due  to  Bureau  error)  hla  award  was  er- 
roneoua  becAUse  be  did  not  have  the  required 
Insured  atatua.  Due  to  hla  age.  the  indi- 
vidual waa  unable  to  get  his  Job  back  and 
oouM   not  get    any   other   employment.     In 


thla  situation,  recovery  or  ''•*t"-*menl  M  il 
Incorrect  payments  would  be  agataat  •■Ma 
and  good  conscience  because  the  liMtlfS2 
g«Te  up  a  valxiable  right.  ^^ 

ExatnpU  2.  An  IndlTldual  ftl«d  Itr  %  ^, 
ability  Inaurance  benefit  Inateitf  of  ^  ^T 
age  Insurance  benefit  because  he  beltaiM 
himself  to  be  age  61.  He  relied  at  tSs^Z 
on  evidence  In  his  possession  showla*  ^fa- 
to  be  age  61  which  he  had  every  reawiii? 
believe  was  correct.  He  was  awarded  tM 
paid  dLsabUlty  Insurance  benefits.  T^! 
later  other  evidence  was  obtained 
proved  beyond  doubt  that  the 
Hctu.illy  was  age  65  when  he  fUaa  ajr* 
dlsablUiy  lasurance  benefit.  '^"neenm^T 
the  payment  uf  disability  InaursAce  baaaSfal 
Was  Incorrect.  However,  because  of  tta 
aw;:rd  of  these  benefits  he  rellnqnlabad  hk 
right  to  nie  with  greater  promptitude  (ttat 
\s.  at  th«>  time  he  filed  for  rtlsebUlly  k>. 
sur.uu-e  benefits)  fur  old-age  Inauraaoefe^^ 
fits  Thus,  recovery  or  adjuatment  ot  the 
Incorrect  payment  for  thoee  raontbe  ftr 
which  he  is  not  entitled  to  old-age  tiwanuM 
benefits  would  be  against  equity  aae  logn 
conscience. 

Example  3  A  widow  havli\g  bees  avaidri 
benefits  for  herself  and  daughter,  mtmd 
her  rlaughter  In  college  because  the  montfeiy 
benefits  made  this  poealble.  After  ttevMM 
and  her  daughter  recelTed  paymenli  lor  tf« 
most  a  ye«r,  the  deccaaed  worker  wm  Isesi 
to  be  not  Inaured  and  all  pajmenti  tm  the 
widow  and  child  were  Lneorreet.  Tteetdoe 
has  no  other  funds  with  which  to  piy  tbe 
daughter's  college  ezpenaea.  Baring  mimh 
the  daughter  In  college  and  thui  tneuiiei  • 
financial  obligation  toward  whl^h  the  tae* 
fits  had  been  applied,  ahe  wuln  a  wa 
position  financially  than  if  she  %mk  te 
daughter  had  never  been  entitled  to  1 
In  this  situation,  the  recoewy  of 
rect  paymcnta  would  be  IneqiUtalile. 

Example  4.  X  died  without  leaving  sa  ae. 
tate  Z.  a  friend,  paid  the  burial  rnnmw  of 
$160  and  filed  a  claim  for  a  lump-eua  <IMk 
payment  on  X's  earnings  record.  Aftar  l^ 
celvlng  the  lump-sum  death  paymnl  tf 
•  160.  Z  used  the  payment  to  pivokses  • 
marker  for  the  deceaaed'a  grave.  ThMMftw, 
it  was  discovered,  that  X  lacked  tbe  reqviNi 
Insured  status  and  tbua  the  lump  iuaa  VM 
paid  in  error.  Recovery  of  the  f  100  firMB  S 
is  oonaldared  to  be  against  equity  ead  |00i 
conactence  because  In  reliance  on  tbm  ftf- 
ment  he  changed  hU  position  for  llM  «■■. 
Solely  by  reaaon  of  the  lump-eum  death  pa^ 
ment.  he  made  a  purcbaae  wtalch  tas  o(h«- 
wise  would  not  have  made. 

2  Section  404.510  Is  amended  to  md 
as  follows  ; 

§  lot. 3 10  When  an  individual  b  'Srtt- 
out  fault"  in  a  dcdactioa-«««rpif> 
nicni. 

Except  as  provided  In  I  4(K.Sll,er  dn- 
where  in  this  Subpart  P.  an  Indirtital 
will  be  considered  "without  fault"  iaao> 
cepting  a  payment  which  Is 
because  he  failed  to  report  an 
specified  in  sections  203  (b)  and  (e)  cf 
the  Act,  or  an  event  specified  In 
203(d)  of  the  Act  as  In  effect  fori 
benefits  for  months  after  December  UM. 
or  because  a  deduction  Is  required 
sections  203  (b),  (c).  (d).  or 
222(b)  of  the  Act.  or  payments  wexeiHl 
withheld  as  required  by  sectkm  203(1)  if 
the  Act.  if  it  is  shown  that  such  toOy 
to  report  or  acceptance  of  the  orerpty- 
ment  was  due  to  one  of  the  fuOuakW 
circumstances : 

(a>  Reasonable  belief  that  only  hii  mi 
cash  earnings  ("take-home"  pay)  m 
Included  in  determining  the  annual  i 
ings  limitation  or  the  monthly 
limitation  under  section  203(e)  U  tbe 


I 

'^gf$iay,  February  8,  19S2 

^^  prior  to  the  eflecUve  date 
yj^  ZL.1^  Security  Amendments  of 
■  -  aSliiection  208(f)   of  the  Act  as 

inweo 

ki  aeiltfioe  upon  erroneous  iniorma- 
iSi  an  ofBclal  source  within  the 
^^ority  Administration  (or  other 
iiental  agency  which  the  Individ- 
i^aaonable  cause  to  believe  was 
■d  with  the  administration  of 
I  aider  Utle  II  of  the  Act)  with 
HI  to  the  interpretation  of  a  pertl- 
^J^gvtokm  of  the  Social  Security  Act 
■^LjSfttioDS  pertaining  thereto.  Fcm: 
nle.  this  circumstance  could  occur 
re^e  Individual  Is  misinformed  by 
[^ooice  as  to  the  interpretation  of  a 
loo  In  the  Act  or  regulations  re- 
[  Id  deductions,  or  relating  to  the 
ani  o(  leaWence  of  an  alien  outside  the 
tt^A  States  for  more  than  6  months. 
(JTimount  of  beneficiary's  allowable 
■  lOr  deduction  purposes  for  a 
,  Mar  beginning  after  10S4  is  re- 
r  $1 ,200  by  reason  of  his  death 


(i) 


_  annual  earnings  in  a  tax- 
becinnlng  before  January  1. 

mA  the  $1,300  earnings  llmitA- 
S[W  aa  amount  not  In  exceed  of  the 
2|Mtt  ioelal  security  tax  on  $1,300. 
UJ  nmmnsMr  belief  that  in  deter- 
■MV.  tot  deduction  purposes,  his  eam- 
^fiiim  onployment  aad/or  net  eam- 
ZftdB  self -onployment  In  the  taxable 
fSg  to  which  he  became  entitled  to 
htH0m,  aamlngs  in  such  fear  prior  to 
„gi  nttOonent  would  be  excluded. 
IsetMr,  this  provision  does  not  apply 
f  Ml  MxolDCB  in  that  taxable  year. 
H^mfeK  with  the  first  month  of  entitle- 
MBt.eieeeded  $1,200. 

(ft  Qtewareness  that  his  earnings 
Mnta  CBCcas  of  the  earnings  limitation 
igplHMi  to  the  ImpcBltlon  of  deductioBs 
^  Iks  charging  of  excess  eamlncs  as 
ifplM  both  before  and  after  the  effee- 
tiidMi  of  the  Social  Security  Amend- 
Miii  of  ItOO.  or  that  he  ahoold  have 
nported  such  excess  where  these  eam- 
lip  van  greater  than  antlclpatad  be- 

■■■af: 

(1)  aetfoactlve  increases  in  pay.  in- 
iliAiV hock-pay  awards; 

a>  Woifc  at  a  higher  pay  rate  than 


(1)  fWhire  of  the  employer  of  an  In- 
MlMl  unable  to  keep  accurate  records 
liniMet  the  amount  of  earnings  or  the 
■■few  of  hours  worked  in  accordance 
a  preylous   agreement  with  such 


(41 
ka 


(f» 


Tbe  occurrence  ot  five  Saturdays 
work  days.  e.g.  five  Ifondays) 
nth  and  the  earnings  for  the 
on  the  fifth  Saturday  or  other 
9a9  eaused  the  deductions. 
The  continued  Issuance  of  benefit 
to  him  after  he  sent  notice  to  the 
of  the  event  which  caused  or 
have  caused  the  deductions  pro- 
that  such  continued  issuance  of 
led  him  to  believe  in  good  faith 
he  was   entitled   to  checks  sub- 
it)r  received. 

Lack  of  knowledge  that  bonnaes. 
pay,  or  similar  payments,  con- 
earnings  for  purposes  of  the  an- 
s  limitation. 


FEDERAL  REGISTER 

(1)  Reasonable  belief  by  an  individual 
that  no  deductions  are  applicable  for 
any  month  in  tbe  taxable  year  if  after 
he  earned  $1,300  he  restricts  his  monthly 
earnings  to  $80  (h-  less,  for  months  in  any 
taxable  year  beginning  after  December 
1954  or  to  $100  or  less  for  months  In  any 
taxable  year  beginning  after  August  1958, 
and  he  so  restricts  his  earnings. 

(J)  Reasonable  belief  that  earnings  in 
excess  of  $1,300  for  the  taxable  year 
would  subject  him  to  deductions  only  for 
months  beginning  with  the  first  month 
in  which  his  earnings  exceeded  $1,200. 
However,  this  provision  is  applicable  only 
if  he  reported  timely  to  the  Bureau  dur- 
ing the  taxable  year  when  his  earnings 
reached  $1,200. 

(k)  Lack  of  knowledge  by  a  wife,  hus- 
band, or  child  entitled  to  wife's,  hus- 
band's, or  child's  insurance  benefits,  as 
the  case  may  be,  that  the  Individual  en- 
titled to  old-age  insurance  benefits  on 
the  same  earnings  record  has  incurred 
or  would  Incur  deductions  because  of  a 
violation  of  the  annual  earnings  or  7 -day 
foreign  work  test,  whichever  Is  appli- 
cable, provided  the  wife,  hiutband,  or 
child  is  not  living  with  such  old-age  in- 
surance boieficiary  and  did  not  know  and 
had  no  reason  to  know  that  such  bene- 
fldary'i  earnings  activity  or  the  income 
derived  therefrom  has  caused  or  would 
cause  such  deductions. 

(1)  Reasonable  belief,  with  respect  to 
earnlnig  activity* for  months  after  De- 
cember 19S4.  that  earnings  from  employ- 
ment and/or  net  earnings  from  self- 
ein|)losrment  after  the  attainment  of  age 
73  In  the  taxable  year  in  which  he 
attained  age  72  would  not  cause  deduc- 
tkms  with  respect  to  beneflte  payable  for 
months  In  that  taxable  year  prior  to  the 
attainment  of  age  73. 

(m)  Reasonable  belief  by  an  individ- 
ual entlftod  to  child's,  wife's,  husband's, 
wktoWt.  widower's,  mother's,  or  parent's 
inMvaace  benefite  that  earnings  from 
emptoiment  and/or  net  earnings  fnxn 
•df -cmploirment  after  the  terminatiwi  of 
entitlement  (other  than  termination  by 
reason  of  entitlement  to  an  old-age  in- 
Miranoe  benefit)  in  the  taxable  year  in 
whleh  the  termination  event  occurred 
woidd  not  cause  deductions  with  reapect 
to  Iwnglllt  payable  for  moattis  in  that 
taxable  year  prior  to  the  month  in  which 
the  tenntnatton  event  occurred. 

(n>  ffMlure  to  understand  the  deduc- 
tion pfovMons  of  the  Act  or  the  oocur- 
renee  of  unusual  or  unavoidable  circum- 
stances the  nature  of  which  clearly 
•bows  that  the  indlvidoal  was  unaware 
of  a  violation  of  such  deduction  pro- 
vlskona.  However,  these  provisions  do 
not  apply  unleu  tie  made  a  bona  fide 
nt^fia^P^i  to  restrict  his  annual  earnings 
or  otherwise  comply  with  the  deduction 
provisions  of  the  Act. 

3.  Section  404.512  is  amended  to  read 
as  follows: 

I  404.S12     When  adjaatment  ar  recovery 
win  be  waived  ia  a  eMoctMai  overpay- 


lltt 

deemed  such  adjustment  ox  recovery  is 
"against  equity  and  sood  conadenee." 
Adjustment  or  recovery  wHl  alio  bfe 
deemed  "against  eqidty  and  good  con- 
science" in  the  situatlan  rteKalhrd  In 
S  404^l0(e) .  but  only  aa  to  a  Montti  in 
which  the  Individual's  earnings  from 
wages  do  not  exceed  the  total  manthly 
benefits  affected  fw  that  month. 

(b)  Adjustment  or  recovery  con- 
sidered to  "defeat  the  purpose  o/  title 
//"  or  be  "a4fairut  equity  aaid  good  con' 
science"  under  certain  dtrcumMUmeee. 
In  the  situation  descrfhed  in  i  M4319(e) 
(except  In  the  case  of  an  Individual 
whose  monthly  earnings  from  wages  in 
employment  do  not  exceed  ttie  total 
monthly  benefits  affected  for  a  particu- 
lar month) ,  and  in  the  dtuatlcns  de- 
scribed in  (404^10  (i)  through  (n). 
adjustment  or  recovery  shall  be  waived 
only  where  the  evidence  eatahllahfa  thaf 
adjustment  or  recovery  would  wgric  a 
financial  hardship  (see  1404.508)  or 
would  otherwise  be  Inequitable  (see 
S  404.500). 


<a)  Atbhutment  or  recovery  deemed 
"agtrintt  equity  and  yood  consdence." 
In  the  aituatlons  described  hi  f  404.610 
<a),  <b),  (c),  and  (d).  ad^ataient  or 
recovery  win  be  waived  since  tt  will  be 


is     deleted     hi 


§  4«4.S14      [DeleHonl 

4.  Section     404.514 
entirety. 

(Sec.  204.  B3  Stat.  1368,  as  amendsd.  see.  M6, 
63  Stat.  186«,  as  smanrtsd.  ase.  1H».  40  8tot. 
647.  aa  amended:  43  U.8.0.  404.  406,  1803; 
•ec.  8  of  ReorganiaatkMi  Plan  Ito.  I  Q(  t9&3; 
67  Stat.  18) 

Effective  date:  The  foregoing  amend- 
ments shall  become  effective  on  the  date 
of  publication  in  the  FximAL  RnasTxa. 

(SEAL)  W.  L.  MXTCRBl., 

Commissioner  of  Social  Security. 

January  29, 1962. 

Approved  February  1, 1903. 

AaaAHAM  Rnioorr. 
Secretary  of  aealth.  Education, 
and  Welfare. 

I  F.R.    Doc.    62-1284;    Wlsd.    ^b.    7, 
8:4*  aa.] 


[Regs.  No.  4,  Further  Amended] 

PART  404— FEDERAL  0LD-A6C,  SUR- 
VIVORS, AND  DISAMilTY  INSUR- 
ANCE (1950 ) 

MUscoelQtto^vs  ^WBOwomowvs 

Regulations  No.  4,  as  amwidad.  of  the 
Social  Security  Arflmfnitttt*""  C30  CFR 
404.1  et  seq.)   are  further  amended  as 

follows : 

1.  Section  404.001  Is  amended  to  read 
as  follows: 

§  404.601      Meaniog  of  terms. 

(a)  CktimaMt  defbud.  The  term 
"claimant "  for  purpoaea  of  ttala  subpart 
refers  to  the  indlvMiml  who  tana  fllad  on 
his  own  behalf,  or  on  whoae  behalf  a 
proper  party  under  I  OMjWS  has  fUed. 
an  application  for  monthly  beneflli,  a 
lump-aum  death  payment,  a  reooBpnta- 
tlon  tf  a  primary  iiiniiinnf  aaMsnt.  or 
the  establishment  of  a  period  of  dts- 

abUity. 

(b)  Aj)pUcatioa.  de$mad.  Uhlam  oth- 
erwise gpedfled.  the  term  "aroWnatlon" 
refers  only  to  an  anfllcatlon  on  a  foxm 
prescribed  in  fi  404.603,  and  tedodee  an 
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uppUcatlon  for  monthly  benefits,  a  lump- 
ram  death  payinent,  a  recomputatlon  of 
a  primary  Insurance  amount,  and  the 
MlAbliahment  of  a  period  of  disability. 

(e)  FHUng  o1  application  on  prescribed 
form.  Bzeept  ai  provided  in  SI  404.611. 
404.613.  and  404.614,  an  Individual  has 
not  "fltod  an  aiq;>Ucatlon"  for  purposes 
of  aectlfln  203.  316(1) .  or  223  of  the  act 
or  for  purposes  of  recomputatlon  of  a 
primary  Insurance  amount  until  an  ap- 
plication on  a  form  prescribed  In 
I  404.602  has  been  filed  in  accordance 
with  the  reffulations  in  this  subpart. 

(d>  Execution  of  application  defined. 
The  term  "to  execute  an  application"  (or 
a  written  statement,  request,  or  notice. 
see  ii  404.610  and  404.613)  means  the 
cmnpletion  and  signing  of  the  applica- 
tion (or  written  statement,  request,  or 
.^notice).  Irrespective  of  who  may  have 
completed  the  Items  on  the  application, 
or  written  statement,  request,  or  notice. 
the  document  Is  considered  to  have  been 
executed  by  or  on  behalf  of  such  claim- 
ant when  It  is  signed  by  the  claimant  <  or 
an  Individual  authorized  to  do  so  on  his 
behalf  under  i  404.603). 

2.  Section  404.602  Is  amended  to  read 
as  follows: 
9  404.602      Preteribed  appliralion  fornin. 

Applications  shall  be  made  as  provided 
In  this  Subpart  O  on  such  forms  and  in 
accordance  with  such  Instructions  (pro- 
vided thereon  or  attached  thereto)  as 
are  prescribed  by  the  Administration. 
(See  Part  422  for  list  of  appropriate 
forms.) 

3.  Section  404.603  is  revised  to  read  as 
follows: 

§  404.603      Execution  of  application*. 

The  Administration  determines  who  is 
the  proper  party  to  execute  an  applica- 
tion for  benefits  in  accordance  with  the 
following  rules: 

(a)  If  the  claimant  has  attained  the 
age  of  18,  Lb  mentally  cMnpetent.  and 
Is  physically  able  to  execute  the  applica- 
tion, the  application  shall  be  executed 
by  him. 

(b)  If  the  claimant  is  between  the 
ages  of  16  and  18.  Is  mentally  competent, 
has  no  legally  appointed  guardian,  com- 
mittee, or  other  representative,  and  Ls 
not  in  the  care  of  any  person,  such  claim- 
ant may  execute  the  application  upon 
finng  a  statement  on  the  prescribed  form 
indicating  ciMpacity  to  act  on  his  own 

behalf. 

(c)  If  the  claimant  is  mentally  compe- 
tent but  has  not  attained  age  18  and 
is  in  the  care  of  a  person,  the  applica- 
tion may  be  executed  by  such  person. 

(d)  If  the  claimant  (regardless  of  his 
age)  has  a  legally  appointed  guardian. 
cfMnmittee.  or  other  representative,  the 
application  may  be  executed  by  such 
gmu^dian.  committee,  or  representative. 
For  proper  person  to  execute  an  appli- 
cation on  behalf  of  an  estate  which  Is 
equitably  entitled  to  a  lump-sum  death 
payment,  see  1 404.341. 

(e)  If  the  claimant  (regardless  of  his 
age)  is  mentally  Incompetent  or  is  physi- 
cally unable  to  execute  the  application, 
it  may  be  executed  by  the  person  wb^ 
has  the  claimant  in  his  care  or  bz.  a 
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legally  appointed  guardian,  committee, 
or  other  representative. 

(f)  Where  the  claimant  Is  in  the  care 
of  an  Institution  and  is  not  mentally 
competent  or  physically  able  to  execute 
an  application,  the  manager  or  principal 
officer  of  such  Institution  may  execute 
the  application. 

<  g  >  For  good  cause  shown,  the  Admin- 
istration may  accept  an  application  exe- 
cuted by  a  person  other  than  one  de- 
scribed In  paragraph  <b>.  <c>.  "d).  <et. 
or  <f)  of  this  section. 

4.  Section  404.605  is  amended  to  read 
as  follows: 

§  404.605      Claimant  muni  he  alive  when 
application  in  filed. 

For  an  application  to  be  effective,  the 
claimant  must  be  alive  at  the  time  the 
properly  executed  application  'see 
§  404.603)  is  filed  with  the  Bureau  (see 
S  404.608).  If  a  potential  claimant  dies 
before  the  application  executed  by  him 
or  on  his  behalf  is  filed,  there  can  be  no 
entitlement  for  that  individual.  (See 
}  404.342  where  a  person  potentially 
equitably  entitled  to  the  lump-sum  death 
payment  dies  before  filing  an  applica- 
tion.) 

5.  Section  404.606  is  revised  to  read  as 
follows: 

§  101.606  Filing  of  application  for 
monthly  bencfiu  before  the  first 
month  for  which  individual  may  be- 
come entitled  to  such  benefits. 

(a)  Old-age  and  survivors  insurance 
benefits.  An  application  for  monthly 
benefits  (other  than  an  application  for 
disability  insurance  benefits)  will  be  ac- 
cepted as  an  application  for  such  bene- 
fits if  it  Ls  filed  not  more  than  3  months 
prior  to  the  first  month  for  which  the 
claimant  could  become  entitled  to  such 
benefits.  Any  such  application  filed 
within  such  3 -month  period  shall  be 
deemed  filed"  in  the  first  month  for  which 
the  claimant  could  be  entitled  to  such 
benefits. 

(b)  Disability  insurance  benefits — (1» 
Application  filed  prior  to  March  1960. 
An  application  for  disability  insurance 
benefits  filed  after  September  1956  and 
prior  to  March  1960  will  be  accepted  as 
an  application  for  such  benefits  if  it  was 
filed  not  more  than  9  months  prior  to  the 
first  month  for  which  the  claimant  could 
become  entitled  to  such  benefits  and 
while  the  claimant  was  under  a 
disability. 

(2)  Application  filed  after  February 
1960.  An  application  for  disability  in- 
surance benefits  filed  after  February 
1960  wiU  be  accepted  as  an  application 
for  such  benefits  for  months  no  earlier 
than  September  1960  if  It  Is  filed  not 
more  than  9  months  prior  to  the  month 
for  which  the  claimant  could  become  en- 
titled to  such  benefits ;  except  that,  where 
clause  (11)  of  section  223(a)(1)  of  the 
act  (concerning  prior  entitlement  to  dis- 
ability insurance  benefits  and  or  a  prior 
period  of  disability)  is  applicable,  an 
application  for  disability  Insurance  bene- 
fits may  not  be  filed  more  than  6  months 
prior  to  the  first  month  for  which  the 
claimant  could  become  entitled  to  such 
benefits.  An  application  filed  within  the 
9-month  or  6-month  period,  as  the  case 


may   bo.   shall  be  deemed  fUsd  f^ 
firbt  month  for  which  the  claimaaiii 
be    entitled    to    such    benefits,  boi 
earlier  than  September  1960. 

(c)   Recomputation   of  benefUa 
n  404.261  to  404.268  for  appUeathm 
quirements  for  recomputatlon  of  k| 
fits. 

td>   Specific  dates.    Where  uqrcf 
provisions  in  this  Part  404  beooMt 
fectlve  on   the  basis  of  an 
filed  on  or  after  a  specific  date,  thk 
tlon  shall  apply  only  If  the 
is  filed  on  or  after  that  date. 

6.  Section  404.607  is  revised  to  md  u 

follows: 

§101.607      Filinff     of     appUcatfoa    tm 
monthly    benefits   after   fint  MMk 
for  which  individual  may 
titled  to  Huch  benefits. 

(a)   Old-age  and  survivors 

benefits.     An   application  for  „ 

benefits  (except  an  application  for 

ability  insurance  benefits)  filed  tiav 
time  after  the  first  month  for  whkh  Hh 
claimant  could  have  been  entttM  k 
such  benefits  (see  Subpart  D  tor  tet 
month  for  which  a  person  could  I 
entitled)  will  be  accepted  as  an 
cation  for  purposes  of  entlttaBMOk  ti 
such  benefits  beginning  with  any  ti  tta 
following  months: 

(1)  Six  months  Immediately 
ing  the  month  in  which  the 

is  filed  (but  not  before  the  first 

for  which  he  could  become  fntttiid)  M 
such  application  is  filed  after  DesMlv 
1950  and  prior  to  September  19H  >• 
cept  that  it  cannot  be  accepted  ss  m 
application  for  any  month  prior  to  lit- 
tember  1950;  or 

( 2 )  Twelve  months  Immediately  gn- 
ceding  the  month  In  which  the 
tlon  Is  filed  (but  not  before  tht 
month  for  which  he  could  beeoor 
titled)  If  such  application  Is  fUsd 
August  1954,  except  that  it  euM*  li 
accepted  as  an  application  for  m 
month  prior  to  February  1964.    ^^ 

For  purposes  of  determining  iriistkv 
the  individual  has  met  all  condittaiif 
entitlement  In  such  prior  moathk  tti 
application  shall  have  the  same  sisetii 
through  it  had  been  filed  in  such  Bflltta 

(b)   Disability  insurance  belufttt.  As 
application  for  disability  Insuraneebv- 
efits  filed  while  the  claimant  wss  mim 
a  disability  and  at  any  time  aftar  tti 
first  month  for  which  he  couM  iMWtkS' 
come  entitled  to  such  benefits,  wiR  h 
accepted  as  an  application  for 
efits  beginning  with  12  months 
ately  preceding  the  month  In  wl 
application  Is  filed  but  not  bdan 
first  month  for  which  he  could  m 
entitled,  provided  he  was  under  a 
ability  in  such   first  month  and- 
disability  continued  until  the  tiOM 
application  was  filed.    However,  It 
not  be  accepted  as  an  application  for 
month  prior  to  July  1957,  the  first 
for  which  disability  Insurance  I 
were  payable.     For  purposes  <rf 
mining  whether  the  Individual  iMi  f 
all    conditions   of   entitlement  to  *■ 
prior  months,  the  application  shaO  JJiJ 
the  same  effect  as  though  it  hM  ■•• 
filed  In  such  months. 

(c>   Recomputation   of  benefU$.    ■• 
S§  404.261  to  404.268  for  appUcattflO  »•• 


,  February  S,  1962 
for  recomputatlMi  of  ben- 

^^  MMitrictina  retroacUvUy.  Except 
^ITwpUcaUon  Is  deemed  to  have 
SS«Vsd  under  condlUons  described  In 
f£ai7ku  a  claimant  may  limit  the 
iJK  5  months  for  which  his  appU- 
STls  retroactive.  He  may  exercise 
2^1^,4  by  an  appropriate  statement 
JJl[^ppUcaUon  form  or  on  a  supple- 

IJ^tolt. 
f  section  404.607a  Is  revised  to  read 


nfejows 

■  iai.607«     Filing  of  application  for  the 
'*^.Mi.hment    of    a    period    of    dia- 

•Mlity. 

,-»  t'opHcation  filed  before  beginning 
^\Llod  of  disabUity—m  Application 
ZTLfior  to  March  1960.  An  application 
Stiter  December  31,  1954,  and  prior 
^^ith  I960  to  establish  a  period  of 
Ufflty  wlU  be  accepted  as  an  appUca- 
^Bftr  such  purpose  if  It  was  filed  while 
S^ektlmant  was  under  a  dlsabUity  and 
2  aon  than  3  months  before  the  first 
2v  m  which  a  period  of  disability  may 
Hfin  f«r  ttie  claimant. 

rt)  Application  filed  after  February 
IIM    An  application  filed  after  Febru- 
tfrlMtte  establish  a  period  of  disability 
S  to  accepted  as  an  application  for 
^k  mwnr^  if  it  is  filed  not  more  than 
I  jjaf"  before  the  first  day  on  which 
ftMriod  of  disability  may  beghi  for  the 
^Stnt;  except  that,  where  clause  (11) 
il  gigtloii  223(a)(1)   of  the  act  (c<m- 
mkv  prkM-  entitlement  to  disabilitar 
gBVanse  benefits  and/or  a  prior  period 
\    4|  dMUUty)    is   applicable,  an  andi- 
}     tittT"  iar  such  purpose  may  be  filed  as 
«rtf  w  6  months  before  the  first  day  on 
aWrii  a  period  of  disability  may  begin 
§g  the  claimant.    An  ai^hcaUon  filed 
liMsuch  S-month  or  6-month  period, 
MllMcase  may  be.  shall  be  deemed  filed 
fei  ttM  Ant  month  in  which  a  period  of 
tf  May  begin  for  the  claimant, 
the  6-month  perk>d  is  applicable 
lariinn  with  clause  (ID  of  section 
81(a)(1)  of  the  act.  the  period  of  dis- 
•felBty  may  begin  no  earlier  than  Sep- 
iMber  1960. 

<fc)  Application  filed  after  beginning 

tirtriod  of  disability.  Where  a  claimant 

■■•o  implication  to  establish  a  period 

tf  iMhUity  beginning  prior  to  the  date 

d  lUv  the  application  and  has  been 

wilUMmiilji  disabled  from  such  time  up , 

Ii  (ks  time  of  filing,  a  period  of  dis- 

MMr  may  be  established  commencing 

pete  to  the  date  of  filing  subject  to  the 

itOowing  rules: 

(1)  Application  filed  prior  to  July  1, 

L   An  application  filed  after  Decem- 

31.  1954,  and  prior  to  July  1,  1962, 

crtablish  a  period  of  disability  com- 

^g  no  earlier  than  October  1,  1941. 

(3)  A9plication   filed   after   June  30. 

Jm.  An  application  filed  after  Jtme  30, 

MB.  may  establish  a  period  of  disability 

•■■Mncing  no  earlier  than  18  months 

Idv  to  the  day  such  appUcation  is  filed. 

L  A  dew    §  404.607b   Is  added   after 
|4NJ07a  to  read  as  follows: 

|#i.607b      FilinK     of     application     for 
fcwtfiu  for  months  before  age  65. 

(a)  Old-age  insurance  beneftU.  Jf  the 
Rnt-month  for  which  an  individual  is 

Mo.  27- 
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entitled  to  an  old-age  insurance  benefit  is 
a  BMHtli  beAm  the  monUi  such  indi- 
vUual  attoins  ace  65.  and  if  such  indi- 
vMnal  IsalWMe  for  a  wife's  (u:  husband's 
insurance  benefit  for  such  first  month, 
such  individual  shall  be  deemed  to  have 
filed  an  application  for  wife's  or  hus- 
band's ixisurance  benefits  in  such  first 

month. 

(b)  Httsbond's  and  wife's  insurance 
benefit*-  ^  the  first  month  for  which  an 
individual  is  entitled  to  a  husband's  or 
wife's  insurance  benefit  reduced  under 
section  202(q)  of  the  act  is  a  month  be- 
fore the  month  such  Individual  attains 
age  65,  and  if  such  individual  is  eligible 
for  an  old-age  insurance  benefit  for  such 
first  month,  such  individual  shall  be 
deemed  to  have  filed  application  for  old- 
age  insiuance  benefits  in  such  first 
month,  or,  where  such  application  is  filed 
in  August  1961  or  later  and  such  indi- 
vidual is  also  entitled  to  dlsabUity  insur- 
ance benefits  for  such  first  month.  In  the 
first  mtmth  after  the  month  his  entitle- 
ment to  disability  insurance  benefits 
terminates. 

9.  Section  404.608  is  amended  to  read 
as  follows: 


§  404.MS     When  an  applicalion  or  writ- 
ten sUlement,  reiiuest,  or  notice,  is 
conasdeivd  to  have  been  filed;  tinne 
mnd  place  of  filing. 
(a)  Date  of  receipt.    Except  as  other- 
wise provided  to  this  Subpart  G,  an  ap- 
plication (or  written  statement,  request, 
or  notice)  is  considered  to  have  been  filed 
only  as  of  the  date  it  is  received  at  an 
office  of  the  Bureau  or  by  an  employee  of 
the  Social  Security  Administration  who 
has  been  authorized  to  receive  such  ap- 
plication <or  written  statement,  request, 
or  notiee)  at  a  place  other  than  such  of- 
fice.  However: 

(1)  Applications,  statements,  requests, 

or  notices  jubmltted  to  an  office  main- 
tained toy  the  Foreign  Service  of  the 
United  States  by  or  on  bdialf  of  a  claim- 
ant residing  outside  the  United  States 
diall  be  considered  to  have  been  filed 
with  the  Bureau  as  of  the  date  It  is  re- 
ceived  at   such   office   of   the   Foreign 

Scrvioc 

(2)  Apptications,  statements,  requests, 

or  notices  submitted  to  the  Veterans' 
Administration  Regional  Office  in  the 
Philippines,  or  to  an  employee  of  the 
Veterans'  Administration  in  the  Philip- 
*  pines  authorized  to  receive  such  appli- 
catioDS,  statonents,  requests,  or  notices, 
at  a  place  other  than  such  office,  shall 
be  considered  to  have  becai  filed  with  the 
Bureau  as  of  the  date  it  is  received  at 
such  office  of  the  Veterans'  Administra- 
tion or  toy  such  authorized  employee. 

(3)  In  cases  of  clsumwitB  having  10  or 
Tuate  years  of  service  in  the  railroad  in- 
dustry (see  Subpart  O  of  this  part) ,  or 
entitled  to  annuities  on  the  basis  of 
awards  imder  the  Railroad  Retirement 
Act  prior  to  October  30,  1951,  who  file 
with  an  office  of  the  Railroad  Retire- 
ment Board  an  application  for  an  an- 
nuity based  upon  a  disabihty,  such  ap- 
pUcation Aall  be  deemed  an  application 
to  establish  a  period  of  disiibility  under 
noctian  216(1)  of  the  act.  The  applica- 
tion shall  be  considered  to  have  been 
filed  with  the  Bureau  as  of  the  date  of 
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filing  determined  by  the  Kailroad  Betire- 

ment  Board. 

(4)  AppUeations  filed  wtOi  the  Tct- 
cTKot'  AdministiatiOKi  on  xonss  prv* 
seritoed  in  seetton  9006  of  tttteSt  UWtod 
States  Code  (see  1 404j611a)  by  oren be- 
half of  an  todividual  who  maj.  vpon  fil- 
ing a  proper  application  therefor  with 
the  Bureau,  be  entitled  to  ehild'a  in- 
surance benefits  (see  1 404.313).  widow's 
insurance  benefits  (see  f  404.319) . 
mother's  insoranoe  beDcAta  (see  i  404.- 
325) ,  or  parent's  instfrane^  toeneflts  (see 
§  404^28) .  as  the  case  may  be.  ahall  be 
considered  also  to  have  been  fDed  with 
the  Bureau  as  of  the  date  of  filing  de- 
termined by  the  Veterans'  Adminlrtra- 
tion. 

(b)  Date  of  wuttling.  It  the  appUca- 
tion. statement,  reouesfc.  or  nottoe.  Is  de- 
posited tn  and  transmtUed  toy  the  Uaitod 
States  mail  and  the  fixing  of  the  4ate  oC 
delivery  as  the  date  at  fittog  wookl  x«- 
sult  in  a  loss  or  impaiOMnt  of  benefit 
rights,  it  will  be  considered  to  have  been 
received  as  of  the  date  of  mailinc  (exoept 
in  cases  described  la  sibpsrasraphs  <3) 
and  (4)  of  paracrapb  Ca)  ot  this  sec- 
tion). Ihe  date  antoarlac  on  the  poi*- 
mark  (when  available  and  legiUe)  aball 
be  prima  facie  evidence  of  the  date  «f 
mailing. 

10.  Section  404.610  is  revised  to  read 
as  follows: 


§404.610     Execotkm    of 
notices* 

Except  as  otherwise  provided  tai  this 
Part  404,  any  request  tor  a  detetmlnatian 
or  decision  relating  to  a  persoB's  right  to 
monthly  benefite,  the  eataWMhrnwit  o*  a 
period  of  disability,  a  Imsp-ra 
payment,  a  reoompatatton  v€-  a  _ 
Insurance  amount,  a  revision  of  records 
of  earnings,  tte  withdrawal  of  an  ap- 
plication, the  withdrawal  of  a  reqaeit  tor 
revision  of  records  o(  earaJaga.  Hie  «an- 
ceUation  of  a  request  tor  wtthdrawai.  or 
any  notice  provided  tor  bf  the  resola- 
tions  in  this  Part  404.  ilatt  be  to  writing 
and  shaU  be  signed  by  the  pcraon  aa- 
thorlzed  to  execute  an  application  under 
§  404.603.  (See  S  404.608  for  the  place  of 
filing  requests  and  noticea.) 

11.  Section  404.613  is  revised  to  read 
as  follows: 

§  404.613     When  wrincn  Matewent  con- 
sidered  an  application. 

(a)  Written  statement  flleA  bf  dotta- 
ant.  Where  a  claimant  files  a  written 
statement  with  the  Bureau  (see 
§  404.608)  which  indicates  an  Intention 
to  claim  monthly  benefits,  a  Imnp-smn 
death  payment,  a  recomputatlon  of  a 
primary  insurance  amount,  or  to  estab- 
lish a  period  of  dinhillty,  and  such 
statement  bears  his  signature  or  bis 
mark  pnqjetiy  witnessed,  sudi  claimant 
shall,  unless  he  otherwise  hMliratas,  be 
deemed  to  have  "filed  an  aiwUcation"  for 
such  piuposes,  providing  an  application 
on  a  prescribed  form  (see  J  404.602), 
executed  by  the  claimant  or  a  proper 
'party  on  his  behalf  (see  5  404.668),  is 
filed  while  the  claimant  is  aHve  (see 
§404.605)  and  within  the  period  pre- 
Bcribed  in  paragraph  <c)  of  this  section. 

(b)   Written  stmtetneKtfUei  tut  per9on 
other   than    the   claimant.    A   written 
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statement  filed  by  an  Individual  which 
indlcatee  an  lntentk>n  to  claim  on  be- 
half of  ft»w*t>M»r  person  monthly  bene- 
fits, a  himp-sum  death  payment,  a  re- 
oomputatkm  of  a  prlmaty  insurance 
amount,  or  to  establish  a  period  of  dis- 
ability shall,  unless  the  claimant  or  a 
proper  party  on  his  behalf  otherwise  in- 
dicates, be  deoned  to  be  the  "filing  of 
an  application"  for  such  purposes,  pro- 
vided: 

41)  The  written  statement  bears  the 
signature  (or  .^nark  properly  witnessed  > 
of  the  individual  filing  the  statement: 

(2)  The  in<Uvidual  filing  the  state- 
ment is  the  spouse  of  the  claimant  or  a 
proper  party  to  execute  an  application 
on  a  prescribed  form  on  behalf  of  the 
claimant  as  determined  by  I  404.603 :  and 

(3)  An  application  on  a  prescribed 
form  (see  i  404.602) .  executed  by  the 
claimant  or  a  proper  party  on  his  be- 
half (see  1404.603),  ia  filed  while  the 
claimant  is  alive  (see  1404.605)  and 
within  the  period  prescribed  in  para- 
graph (c)  of  this  aection. 

(c)  Period  within  which  application 
on  prescribed  form  must  be  filed.  The 
Bureau,  or  the  Veterans'  Administration 
Regional  Ofllce  in  the  Philippines,  as  the 
case  may  be.  shall  notify  the  claimant 
(or,  where  the  claimant  is  a  minor  or 
incompetent,  the  individual  who  sub- 
mitted the  written  request  on  behalf  of 
the  claimant)  in  writing  that  an  initial 
determination  will  be  made  with  respect 
to  the  written  statement  only  if  a  pre- 
scribed application  form  is  filed  by  or 
on  behalf  of  the  claimant  within  6 
months  from  the  date  of  such  notifica- 
tion. If  such  a  prescribed  application 
form  is  not  filed  by  or  on  behalf  of  the 
claimant  within  such  6-month  period. 
the  claimant  shall  be  deemed  to  have 
indicated  that  the  filing  of  such  written 
statement  is  not  to  be  considered  the 
filing  of  an  application  for  purposes  of 
monthly  benefits,  a  lump-sum  death 
payment,  a  recomputation  of  a  primary 
insurance  amount,  or  to  establish  a  pe- 
riod of  disability,  as  appears  from  such 
written  statement. 

12.  The  heading  of  9  404.614  is 
amended  to  read  as  follows: 

§  404.614  Wbcn  written  statement  Tiled 
with  RailroMl  Retirement  Board  is 
conaidercd  an  application. 

13.  Section  404.615  is  revised  to  read 
as  follows:^ 

§  404.615  Withdrawal  of  application  and 
request  for  revision  of  records  of 
earnings. 

A  claimant  (or  a  person  who  is  a 
proper  party  under  i  404.603  to  execute 
an  application  on  his  behalf)  may  with- 
draw his  previously  filed  application  or 
request  for  revision  of  records  of  earn- 
ings maintained  by  the  Bureau,  if  he 
files  a  written  request  for  withdrawal, 
such  request  for  withdrawal  is  filed  on 
or  before  the  date  the  Bureau  makes  a 
determilnaUon  upon  the  application  or 
request  for  revision  of  records  of  earn- 
ings, the  claimant  is  alive  at  the  time 
of  filing  the  request  for  withdrawal,  and 
the  Bureau   approves    the   request   for 
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withdrawal.  After  such  withdrawal, 
further  action  will  be  taken  by  the  Bu- 
reau only  upon  the  fUlng  of  a  new  ap- 
plication, or  request  for  revision,  except 
as  provided  in  S  404.615a. 

14.  Section  404.615a  is  amended  to 
read  as  follows: 

§  t04.61.'>a     r«n«-ell«tion    of    reque*!    for 
withdrawal. 

Before  or  after  a  written  request  for 
withdrawal  has  been  approved  by  the 
Bureau,  the  claimant  <6r  a  person  who 
is  authorized  under  }  404  603  to  execute 
an  application  on  his  behalf)  may  re- 
quest that  the  'request  for  withdrawal" 
be  cancelled  and  that  the  withdrawn 
application  or  request  for  revision  of 
records  of  earnings  be  reinstated.  Such 
request  for  cancellation  must  be  In  writ- 
ing and  must  be  filed,  in  a  case  where 
the  requested  withdrawal  was  approved 
by  the  Bureau,  no  later  than  60  days 
after  such  approval  The  claimant  must 
be  alive  at  the  time  the  request  for  can- 
cellation of  the  "request  for  withdrawal" 
is  filed  with  the  Bureau 

15.  The  heading  of  S  404.905  is 
amended  and  new  paragraphs  (j)  and 
(k)  are  added  to  §404.905  to  read  as 
follows : 

§  tot. 905  Initial  delerminalionA:  de- 
lerminaiionx  affrctinn  benrfitu,  lump 
itumii,  e<(tabli.'«hmenl  and  rontinuanre 
of  period  of  di^abilitT,  records  of 
earnips''.  reqne*!*  for  withdrawal*, 
and  requenl*  for  ranoelliilion  of  re- 
quenti^  for  witlidrawal<i. 
•  •  •  •  • 

(j>  Withdrawal  of  applications  and 
requests  for  revision  of  records  of  earn- 
ings. When  a  request  for  withdrawal 
of  an  application,  or  for  withdrawal  of 
request  for  revision  of  records  of  eam- 
in«Ts  is  denied  by  the  Bureau  <see 
5  404.615>.  the  Bureau  shaU.make  find- 
ings, settinsr  forth  the  pertinent  facts 
and  conclusions,  and  an  initial  determi- 
nation of  denial. 

<k)  Cancellation  of  request  for  mth- 
draival.  When  a  request  for  cancella- 
tion of  a  "request  for  withdrawal"  of  an 
application  or  of  a  request  for  revision 
of  records  of  earnings  is  denied  by  the 
Bureau  (see  !  404  615a> .  the  Bureau  shall 
make  findings,  setting  forth  the  perti- 
nent facts  and  conclusions,  and  an  initial 
determination  of  denial.  ^ 

(Sees.   202.  205.  216.  223,   and    1102,   49  Stat 
623.  aa  amended.  53  Stat    136fl.  a«  amended. 
68   Stat.    1080   as   amended,   70   SUt.   815,   as 
amended,  49   Stat    647,   as  amended:    sec    5 
of  Reorganization  Plan  No    1  of  1953.  67  Stat 
18:  42  use.  402,  405.  416.  423.  and  1302) 

Effective  date:  The  foregoing  amend- 
ments shall  borome  effective  on  the  date 
of  publication  in  the  Federal  Registfr. 

rsEALl  W  L.  Mitchell. 

Cominis'-Aoner  of  Social  Security. 

JA^r^JARY  29,  1962 

Approved:  February  1.  1962. 

Abraham   Ribicoff, 
Secretary  of  Health.  Education, 
and  Welfare. 

[F.R.     Doc.    62-1283:     Piled,     Feb.     7.     1962; 
8  48  am  I 


f»griM. 


February  8,  1962 


Title  41— PUBUC  CONTUOt 

Chapter  9 — Atomic  Enaify  ' 
Commission 

PART  9-1— GENERAL 
Small   Business   Concsmt  onrf 
Surplus  Arsa  Concamt 

Subparts  9-1.7  and  9-1.8  are  MMMte 

read  as  follows: 

Subpart  9—1.7 — Small  RtitliMsc 

Concerns 

Sec 

9  1  700         General 

9-1702         Small  business  poUclca. 

9   1  708  3     Concliislveness    of    osrtlflMta  tf 

competency. 
9  1  709         Records  and  reports. 
9-1751         AEC-SB A  Agreement. 

Ain-HORiTY:  SI  9-1.700  to  9-1.711  ta«i 
under  sec.  161:  42  U.S.C.  3301;  MC  M.  ■ 
SUt  390;  40USC  486 

§9-1.700      General. 

This  subpart  Implements  and 
ments  general  Oovemment  peUetet 
procedures  set  forth  in  FPR  1-1.7. 

§  9-1.702      Small  busineM  poliek«. 

(b)  Specific  policies.  (1) 
ters  and  Field  Offices  shall 
with  the  SB  A  in  implementing  tl»  pril. 
cies  and  procedures  set  forth  In  WttL 
1-1.7  and  this  subpart. 

(2)   Managers   of   Field  OfBoM  Atf 
appoint  persons  under  their 
to  serve  in  a  liaison  capacity  wttll 
representatives.     Managers     of 
Offices  shall  request  cost-type 
tors  to  make  similar  appointmenla 

i3)  The  AEC-SBA  AgreeoMnk  mk 
forth  in  AECPR  9-1.751  does  not] 
for  the  establishment  of  over-all 
aside  programs  for  the  ABC. 
it  is  expected  that  Field  Offices,  tluiMifk 
contracting  officers,  will  cooperate  vtth 
the  SBA  in  establishing  set-Midi  Bm> 
grams  or  in  setting  aside  selected  Warn 
or  classes  of  Items  of 
Cost-type  contractors  shall  be 
aged  to  make  similar  efforts. 


§9-1.708-3      ConrlusiveneM    of 
rale  of   competency. 

If  the  contracting  officer  questkaitki 
acceptability  of  an  SBA  certlflnte  of 
competency  based  on  substantial 
as  to  a  particular  firm's  ability  to 
form,  he  shall,  before  award,  . 
refer  the  matter  to  the  Director.  DtvMoB 
of  Contracts,  for  a  final  decision. 

§  9- 1 .709      Record)!   and   reports. 

A  quarterly  small  business  report  dMi 
be  prepared  by  each  Field  Offln  itA 
forwarded  t»  the  Director,  DifUUi  ii 
Contracts,  not  later  than  the  tidrtilft 
day  following  the  end  of  the  qutrtv 
covered  by  the  report.  Managtti  ft 
Field  Offices  shall  require  similar 
to  be  prepared  by  cost-type 
to  accompany  the  Field  OfBoe 
Reports  shall   be   prepared  M  _ 

( a )  Narrative  statement  reganttnf  ■• 
operation  of  the  program  during  vM 
quarter.  ^^ 

(b)  Tabulation  of  the  following  1*0- 
tual  information: 


m^t—  of  contracts  awarded  to 
^?-^^BB  concerns  during  the  quar- 
bave  not  previously  received 

„.r  of  small   business  con- 
to  bidders'  mailing  lists  dur- 


d> 


(S> 


_  and     dollar     value     of 

to  onall  business  concerns  cpm- 
IB  the  number  and  dollar  value  of 
suitable     for     small     business 


'7«)MDber  and  dollar  value  of  Invi- 
J^  to  bid  and  requests  for  proposals 
^HOdioSBA. 

<i»  MMpea  of  small  business  produc- 
ts snd  research  and  development  pools 
MM  awards  during  the  quarter  and 
Mmtt*T  <^d  dollar  value  of  each 


<f)  umber  and  dollar  value  of  set- 
^^i  to  iBUdl  business.       i 

1^1.751     AEC-SB.4   Agreement 

A  miied  agreement  for  cooperation 
nod  by  the  Chairman  of  the  ABC 
)  AdBdnistrator  of  the  SBA  in  Oc- 
jtm.    "Hie  term  "Operations  Of- 
MMsed  In  the  agre^nent,  shall  also 
lo  PleU  Offices.    The  text  of  this 
;  follows: 


u)  Htniy^on.      The    purpose    of    tbU 

kt  is  to  revise  and  to  continue  an 

jit  between  the  Atomic  Bnergy  Oom- 

(AXC)   and  the  Small  Buslneaa  AA- 

kon  (8BA) ,  which  baa  resulted  In 

.,r  eooperatlve  relationship  since  the 

Jt  was  established  originally  In  19SS. 

Ite  ■^wment  provides  a  basis  for  coopera- 
ttaa  between  the  two  agencies  In  order  to 
tstta  Um  A£C  small  business  program  and 
1^  liMnt  of  CoDgreas  which  la  set  forth  in 
gn  fri»n  Business  Act.     To  the  extent  ap- 
pUf^Mj  tba  agreement  wUl  be  supplemented 
bf  ttks  nderal    Procurement    Regulations 
(inr*),  pertaining  to  Small  Business,  which 
Mrts  deftnltlons  and  uniform  procedures 
tdritt-asldes  and  Certificates  of  Competency, 
tb)  Agreement.     The   AEC  and  SBA  wlU 
(OBttniM  to  establtah  and  maintain  liaison 
kitvsM  appropriate   combinations    of   AEC 
fl^BaOna  (Moes  and  SBA  Regional  OBoei 
for  oebances  of  information  regarding  AEC 
(fportonltles  for  small   businesses,  sugges- 
ttM  tf  qnaliaed   amall  bualneas  concerns, 
■i«tta«  appropriate  mattecs. 
<e)  Uatera — (l)  Kstabliahment.    SBA  Be- 
lees  will  continue  to  establlafa  and 
nalson   with  the  AEC  Operations 
I  within  their  respective  regions.    Such 
J  May  Include  arrangements  with  re- 
i  to  11m  Area  OOloea  and  coat-type  con- 
I  sdmlnlatered  by  an  OptnMaoM  CMct. 
•  an  AEC  Operations  Ofllee  la  located 
is  OM  SBA  region  and  Its  Area  oaces  and 
IM(  tips  operating  contractors  are  located 
ia  tOm  8BA  regions,  the  SBA  Regional  Of- 
tm  Mrrlng  the  region  in  which  the  Area 
or  cost-type   operating    contractor   la 
'  shall   contact   the   AEC   Operatlona 
led  regarding  the  establishment 
procedures  for  such  Area  OIBce  or 
contractor. 
(S)  fMcedaru.     Detailed   procedurea  for 
■oylBf  out  the  exchanges  of  Information  by 
Mi  agraement  have  been  Jointly  developed 
continue    to    t>e   maintained   and 
.  aa   experience    suggeats,    by   each 
ktlon  of  SBA  Regional  and  ABC  Op- 

once  maintaining  llalaon. 

(I)  It  is  not  contemplated  that  SBA  ena- 
win  operate  In  any  area  where  aecu- 
daarances  are  required. 
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(d)  Mxehange*  of  information — (1)  Pro- 
curement, research  and  deoeJopment,  and 
property  tales.  AEC  Operations  Offices  (In- 
cluding Area  Offloes  and  coat-type  contrac- 
tora)  will  provide  or  arraztge  for  the  provision 
of  information  to  the  SBA  Regional  Offices 
with  Which  liaison  has  been  established  re- 
gartllng  ajiproprlate  procurement,  research 
and  development,  and  property  sales  oppor- 
tunities which  are  suitable  for  small  btisl- 
neas.  In  turn,  the  SBA  Regional  Offices  will 
provide  Information,  including  the  names 
of  qualified  small  concerns,  which  will  fur- 
ther the  purpose  ot  this  agreement.  The 
Interchange  of  Information  provided  In  this 
paragraph  wUl  be  In  such  form  and  will  be 
transmitted  by  such  means  and  with  such 
frequency  aa  seems  most  practical  to  the 
personnel  engaged  In  the  exchange  of  in- 
formation. 

(3)  Teehnieal  information  and  AEC-owned 
patents.  ABC  wlU  aaalst  SBA  to  bring  \m- 
daaalfled  AEC  research  reports  and  AEC- 
owned  ( Government)  patents  to  the  atten- 
tion of  Interested  qualified  small  business 
concerns. 

(e)  Time  factor.  It  is  anticipated  that  In 
sooie  dreuflastanoea  the  time  available  for 
the  satamlailoB  at  t>lds  may  be  too  short  for 
some  small  tmslnesa  concerns  suggested  by 
SBA  to  participate.  In  these  circumstances, 
qualified  amaU  business  concerns  which  are 
unable  to  participate  will  be  added  to  bidders 
lists  and  Invited  to  participate  in  subsequent 
procurements  or  sales. 

(f)  Appropriate  opportunities.  Appropri- 
ate opportimlUea,  for  the  purpose  of  thU 
agreement,  will  not  Include  opportunities 
wtaidi  most  Involve  Oovemment  sources, 
ttaoae  that  aeeuitty  requirements  wUl  not 
permit  to  be  puUlcly  disclosed,  and  those 
where  the  urgency  Is  too  great  to  permit 
broad  solicitation  of  bids  or  development  of 
additional  aouroes. 

(g)  Review  of  agreement.  This  agreement 
will  be  revlawed  on  a  periodic  basis  to  deter- 
mine whether  the  purpoae  of  the  agreement 
la  being  achieved  and  whether  expansion 
and/or  modification  would   be  approprtate. 
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Title  4S— SNtPPIIK 


Chapfer  II— MorilMM  AdMkiiilMrtioii^ 
Departmmil  •#  Comwcca 

SUBCHAPTER    A — TOUCT.   MACTICE   AND 
FROCEDUIE 

{General  Order  41,  ad  Bar..  Aaidt.g)    . 

PART  201— RULES-OF  PRACTICE  AND 
PROCEDURE  BEFORE  THE  FEDERAL 
MARITIME  BOARD  AMO  THE  MARI- 
TIME ADMINISTRATION 

The  heading  of  Subpart  B  and  the 
existing  text  thereof  are  hereby  amended 
to  read  as  follows: 

mmA  Piacliss  Sefora  Ute 


Appearance  In  peraca  or  hy  repre- 

aentatlve. 
Authority  lor  repreaentaUon. 
Written  appesxance. 
Practlee  heCore  the   Administration 

defined. 
Attomeya  al  law. 
Persona  not  attoracya  at  law. 
nrma  and  corpaeattana. 
Bearings. 

Suapenalon  or  diabarment. 
Statement  of  Interest. 
jPormer  employees. 


Subpart  ^1.8 — Labor   Surplus   Area 
Concerns 


Sec. 

9-1^802    Uibor  Suridus  Area  Policies. 
9-1407    Report  on  Preference  Procurement 
'on  Labor  Surplus  Area. 

AuiHoatir:  f|0-lJ02  and  9-1.807  lss\ied 
under  aec.  161:  42  U.S.C.  2301;  sec.  205,  68 
Stat.  S90:  40  J3BC.  466. 

§  9^1.802     Lalxn-  surplus  area  policies. 

Coat-trpe  ooQtract<H«  should  be  en- 
couraged to  adopt  policies  and  proce- 
dures aknilar  to  tboee  set  forth  in  FPR 
1-1.8   for   appUcatkMi   by    Government- 
agencies, 

S  9-l.t07     Report    on    preference    pro- 
CI  Client  in  labor  snrplus  areas. 

Tlie  quarterly  report  on  preference 
procurement  in  Labor  Surplus  Areas  as 
set  forth  in  FPR  1-1.807  shall  also  in- 
clude a  separate  report  on  subcontracts 
from  oo6t-^rpe  contractors. 

Dated  at  Cermantown,  Md.,  this  1st 
day  of  F^niary  1962. 
Tor  the  Atomic  Energy  Commission. 

A.  R.  LUCDBCKK. 

GenernlManaoer. 

IPJl.    Doc.    61-1186:    fUed.    Feb.    f.    1962: 
8:45  %sn.\ 


Sabport 

201.21 

201.22 
201.2S 
201  >t 

201.25 
2D1.26 
201.27 
201.28 
201.29 
201.30 
20131 

Aothorxtt:  II  301.21  to36Ul  laauad  under 
sec.  204.  49  Stat.  1987,  aa  amended;  46  U.S.C. 

1114. 

Subpart  B — App«aranc*s  «Nid  Practice 
Before  the  AdiiMwisliotion 

§  201.21      Appearaaee   in   persMi   or   hj 
representative. 

A  party  may  vgnpei  in  persoaor  by  an 
officer,  partner,  or  regular  en^loyee  of 
the  party,  or  by  or  with  eocrasel  or  «ttier 
duly  qualified  represehtathre.  in  any  pro- 
ceeding under  these  ndee.  One  who 
appears  under  this  section  nuqr  teattfy, 
produce  and' examine  wftaesses.  and  be 
heard  upon  brief  and  at  oral  argument 
if  oral  argument  is  granted. 


§  201.22      Autliority  for  repicsesOati 

Any  individiial  acting  in  a  lepiewnta- 
tive  capacity  in  any  iKOoecdlng  befoi« 
tbe  AdmlnistrBtion  may  be  reqaiiied  to 
show  his  anttK>rity  to  act  in  anch 
capacity. 

§  201.23     Written  appearance. 

Persons  who  appear  at  any  iieaiing 
shall  deliver  a  written  notation  of  ap- 
pearance to  the  reporter.  Stating  for 
whom  the  appearance  is  made.  •  Tbe 
written  appearance  shall  be  made  a  part 
of  the  record. 

§  201.24      Practice    before    the    Adminis- 
tration defined. 

Practice  tiefore  Vtue  Attortnistratton 
shall  be  deemed  to  oomprebend  all  mat- 
ters coinected  with  the  praentetion  of 
any  matter  to  the  Admintstration  in- 
cluding the  preparation  and  fliing  of 
necessary  dfti*UTT***"*^j  and  oooMPond- 
ence  with  and  commnnlrgtiont  to  the 
Administration.  Hie  term  "Administra- 
tion" as  used  herein  indudei  the  ttMxi- 
tlxne   Subsidy  Board,  or  any  member 


11«8 

thereof:  and  aay  offlee,  division,  branch, 
aeetiflii.  unit,  or  Held  office  of  the  Mari- 
time Administration  and  any  officer  or 
employee  of  such  oOoe,  dlrlslon,  branch, 
section,  unit,  or  field  office. 

§  201.25     AlMmey*  at  law. 

Attorneys  at  law  who  are  admitted  to 
practice  before  the  Federal  courts  or 
before  the  courts  of  any  State  or  Terri- 
tory of  the  United  States  may  practice 
before  the  Administration.  An  attor- 
ney's own  representation  that  he  is  such 
in  good  standing  before  any  of  the  courts 
referred  to  in  this  section  will  be  suffl- 
dent  proof  thereof. 


RULES  AND  REGULATIONS 

to  above,  his  application  shall  be  acted 
upon  without  further  notice. 

§  201.29      Suspension  or  disbarment. 

The  Administration  may.  in  its  discre- 
tion, deny  admission  to.  suspend,  or  dis- 
bar any  person  from  practice  before  the 
Administration  who  It  finds  does  not 
possess  the  requisite  qualifications  to 
represent  others  or  is  lacking  in  char- 
acter, integrity,  or  proper  professional 
conduct.  Any  person  who  has  been  ad- 
mitted to  practice  before  the  Adminis- 
tration may  be  disbarred  from  such  prac- 
tice only  after  he  is  afforded  an  oppor- 
tunity to  be  heard. 


§  201.26     PerMWia  not   altomeys  at   law,      §  201.30      Stalement   of   inlereHt. 


(a)  Requirements  for  admission.  Any 
person  who  is  not  an  attorney  at  law  may 
be  admitted  to  practice  before  the 
Administration  if  he  Is  a  citizen  of  the 
United  States  and  files  proof  to  the  satis- 
factlcm  of  the  Administration  that  he 
possesses  the  necessary  legal,  technical, 
or  other  qualifications  to  enable  him  to 
render  valuable  service  before  the  Ad- 
ministration and  is  otherwise  competent 
to  advise  and  assist  in  the  presentation 
of  matters  before  the  Administration. 
Applications  by  perlons  not  attorneys  at 
law  for  admission  to  practice  before  the 
Administration  shall  be  made  on  the 
forms  prescribed  therefor,  which  may  be 
obtained  from  the  Secretary.  Maritime 
Administration,  Washington  25.  D.C. 
No  person  who  is  not  an  attorney  at  law 
and  whose  application  has  not  been 
M4>roved  shall  be  permitted  to  practice 
before  the  Administration.  This  pro- 
vislcm  and  the  provisions  of  §S  201.28. 
201.29,  and  201.30  shall  not  apply,  how- 
ever, to  any  person  who  appears  before 
the  Administration  on  his  own  behalf  or 
on  behalf  of  any  corporation,  partner- 
ship, or  association  of  which  he  is  a 
pwtaer.  officer,  or  regular  employee. 

(b)  Prior  permissions.  No  person  who 
is  not  an  attorney  at  law  shall  be  per- 
mitted to  practice  before  the  Adminis- 
tration after  February  28.  1962.  on  the 
ba^  of  any  permission  previously 
granted  to  practice  before  the  former 
Federal  Maritime  Board  and/or  Mari- 
time Administration.  Any  such  person 
desiring  to  practice  before  the  Adminis- 
tration after  February  28.  1962.  shall  be 
required  to  apply  for  permission  in  ac- 
cordance with  the  provisions  of  para- 
graph (a)  of  this  section. 

§  201.27     Firms  and  corporation!!. 

Practice  before  the  Administration 
by  firms  or  corporations  on  behalf  of 
others  shall  not  be  permitted. 

g  201.28     Hearings. 

The  Administration  in  its  discretion 
may  call  upon  the  applicant  for  a  full 
statement  of  the  nature  and  extent  of 
his  qualifications.  If  the  Administration 
is  not  satisfied  as  to  the  sufficiency  of 
the  applicant's  qualifications,  it  will  so 
notify  him  by  registered  mail,  whereupon 
he  may  request  a  hearing  for  the  pur- 
pose of  showing  his  qualifications.  If  he 
presQits  to  the  Administration  no  re- 
quest for  such  hearing  within  20  days 
after  receiving  the  notification  referred 


The  Administration,  in  its  discretion, 
may  call  upon  any  practitioner  for  a  full 
statement  of  the  nature  and  extent  of  his 
interest  in  the  subject  matter  presented 
by  him  before  the  Administration.  At- 
torneys retained  on  a  contingent  fee  basis 
shall  file  with  the  Administration  a  copy 
of  the  contract  of  employment.  Practi- 
tioners subject  to  section  807  of  Mer- 
chant Marine  Act.  1936.  as  amended, 
shall  comply  fully  with  the  requirements 
of  the  Administration's  General  Order  9. 
Revised  (Part  222  of  this  chapter.  22 
P.R.  1087). 

§  201.31       Former   employees. 

(a)  Practice  prohibited.  No  person 
shall  practice,  appear,  or  represent  any- 
one before  the  Administration  in  any 
matter  to  which  he.  as  an  officer  or  em- 
ployee of  the  Administration,  or  as  an 
officer  or  employee  of  the  United  States, 
gave  personal  consideration  or  as  to  the 
facts  of  which  he  gained  knowledge  dur- 
ing and  by  reason  of  his  Government 
service. 

(b)  Further  prohibitions  tvith  excep- 
tions. No  former  officer  or  employee  of 
the  Administration  shall  practice,  ap- 
pear, or  represent  anyone  before  the 
Administration,  or  act  as  the  employee 
of  an  attorney  or  agent,  within  two  years 
after  the  termination  of  his  service  with 
the  Administration,  in  any  matter  which 
was  pending  before  the  Administration 
during  the  period  of  his  employment  by 
the  Administration,  unless  he  has  first 
obtained  the  written  consent  of  the  Ad- 
ministration. This  consent  will  not  be 
granted  unless  it  appears  that  the  ap- 
plicant did  not.  as  officer  or  employee  of 
the  United  States,  give  personal  consid- 
eration to  the  matter,  to  handle  which 
consent  is  sought,  or  gain  knowledge  of 
the  facts  of  said  matter  during  and  by 
reason  of  his  Government  service. 

(O  Former  employees;  affidavit.  Such 
applicant  shall  be  required  to  file  an 
affidavit  to  the  effect  that  he  gave  no 
personal  consideration  to  such  matter; 
that  he  gained  no  knowledge  of  the  facts 
involved  in  such  matter  durins?  and  by 
reason  of  his  Government  service;  that 
he  is  not  associated  with,  and  will  not  in 
such  matter  be  associated  with,  any 
former  officer  or  employee  of  the  Admin- 
istration who  has  gained  knowledge  of 
the  matter  during  and  by  reason  of  his 
Government  service;  and  that  his  em- 
ployment is  not  prohibited  by  any  law  of 
the  United  States  or  by  the  regulatiops 
of  the  Administration.  The  statements 
contained  in  such  affidavit  shall  not  be 


sufficient  if  disproved  by  an  l_« 
of  the  files  and  records  of  the 

(d)  Former  employees; 
for  consent.  Applications  for" 
should  be  directed  to  the 
tion;  should  state  the  former  . 
with  the  Administration  of  tha'i-^ 
and  should  identify  the  mattertan 
the  applicant  desires  to  appear,  "n. 
plicant  shall  be  promptly  advlstd  m^ 
his  privilege  to  appear  In  the  i 
matter,  and  the  application.  ..^ 
and  consent,  or  refusal  to  coiimt"^__ 
be  filed  by  the  Administration  in  lb  iZ! 
ords  relative  thereto.  Separatee 
to  appear  must  be  obtained  to 
in  separate  cases. 

(e)  Assistance  to  or  by  former  mL. 
ployees.  No  one  entitled  to  praeOatW 
fore  the  Administration  shall  JTinil^i 
( 1 )  assist  a  person  employed  by  a  SSl 
to  represent  him  before  the  Admlnliln« 
tion  in  connection  with  any  matter  to 
which  such  person  as  an  officer  or  «. 
ployee  of  the  Administration  or  m  in 
officer  or  employee  of  the  United  Ststis 
gave  personal  consideration  or  u  totti 
facts  of  which  such  person  gained  pv. 
sonal  knowledge  during  and  by  reasoo  «( 
his  Govenunent  service,  or  (2)  Mo^t 
assistance  from  any  such  person  la  eoo. 
nection  with  any  such  matter,  or  (|) 
share  fees  with  any  such  person  In  i 
nection  with  such  matter. 

Effective  date :  The  foregoing 

ments  shall  become  effective  on  Ifsith 
1.  1962. 

Dated:  February  2,  1962. 

By  order  of  the  Maritime  Admlnlstn- 
tor  and   the  Maritime  Subsidy  Bositf. 

James  S.  Dawsoh.  Jr.. 
Secretori, 

|PR      Doc      62-1294;     Filed.    Feb.    7,    IMt 
8:49  a.m.| 


MISCELLANEOUS  AMENDMENTS  TO 
CHAPTER 

Notice  of  proposed  nile  making  liLflai* 
nection  with  amendments  of  the  abOfi 
cited  parts  of  this  chapter  appeared  in 
the  Federal  Register  issue  of  OtUtfK 
11,  1961   (26  F.R.  9600). 

Consideration  having  been  ftvea  to 
the  comments  received  regardlnt  thi 
proposed  amendments,  notice  Is 
given  of  the  adoption  of  said 
ments.  without  substantive  change,  «• 
cept  with  respect  to  9  201.32,  Penniiiios 
to  practice,  which  has  been  deletsd 
therefrom. 

Therefore,  pursuant  to  section  Mi 
Merchant  Marine  Act,  1936.  as  amndM 
(49  Stat.  1987,  as  amended;  46  VMJ^- 
1114),  and  in  accordance  with  the  vn- 
visions  of  the  Act  of  May  27,  IMS  (U 
U.S.C.  189a),  the  Act  of  May  IS,  IM 
(15  U.S.C.  189).  the  Act  of  DeecBtar 
19.  1942  (5  U.S.C.  606),  and  the  Aotif 
August  31.  1951  (5  U.S.C.  140).  aslB^ 
plemented  by  the  Bureau  of  the  Bodpt 
Circular  No.  A-25.  dated  SeptembtfA 
1959.  and  Department  of  CommereeAi^ 
ministrative  Order  No.  203-«, 
March  11.  1959,  said  amendments 
be  as  set  forth  below: 


I 
fl^riitm*  February  8»  1962 

(General  Order  91] 

f^  J06— MISCELLANEOUS  FEES 

«  Part  206  Is  hereby  amended  by  add- 
gf  a ilrir  Subpart  C.  reading  as  follows: 

l^aflrt  C — Charges  for  Copiev  of 
.^^^  Regulations 

lUgJO     Muling   lift-         I 

■MMns  may  be  placed  on  the  mailing 
^teneeive  copies  of  the  General  Or- 
Za  toued  by  the  Maritime  Admlnls- 
SkA  and/or  the  Maritime  Subsidjr 
^^and  National  Shipping  Authority 
(J2A  CPR  Ch.  XVm) .  upon  re- 
written or  oral,  to  the  Secretary. 
Administration,  Washington 
WliJC.  The  charge  for  this  service 
k'fl9<M  per  calendar  year. 


I! 


Jl 


ladividual  copies  of  orders. 


gjg^  copies  of  the  orders  referred  to 
1^  IJII.10  may  be  obtained,  upon  re- 
^gt  written  or  oral,  to  the  Secretary, 
Si""«*  AdministraUon.  Washlivgton 
0.  Dr-  at  a  cost  of  25  c^its  each. 


(General  Order  M] 

PAIT  221— DOCUMENTATION, 
TtANSFER  OR  CHARTER  OF  VES- 
SELS 

I  Part  221  is  hereby  amended  by  add- 
k«  new  f  i  221.14,   221.15   and  221.16. 
as  follows: 


1 111.14  Charges  for  processing  appli- 
catJoais  for  approval  of  the  transfer 
ar  (barter  of  vessels  pursuant  to  see. 
9  nd  37,  Shipping  Act,  1916,  as 
■aended. 

(a)  An  application  for  am>roval  of  the 
ate  ef  a  vessel  to  an  alien  uid/or  trans- 
kttt  a  vessel  to  foreign  registry  shall  be 
WIS  Ilk  1  by  the  sum  of  $125.00  for 
Nrii  fceeel  of  3.000  gross  tons  and  over; 
laJI  for  each  vessel  of  over  100  gross 
Im  tat  less  than  3.000  gross  tons;  and 
ItUN  for  each  vessel  of  100  gross  tons 


FEDERAL  REGISTER 

§  221.15  Fee  for  processing  applications 
for  approval  of  suiremder  of  marine 
docnmcnts  of  vessels  under  sec  30, 
subsection  0(a),  Merchant  Marine 
Act,  1920,  aaoimended. 

An  apidlcation  for  aivroval  of  the  sur- 
render of  the  marine  documents  of  a 
veas^  shall  be  accompanied  by  the  sum 
of  $15.00.  which  smn  will  be  retained  to 
recover  the  cost  of  processing  the  ap- 
plication. Such  application  should  be 
made  to  the  Foreign  Transfer  Branch. 
Offlee  oi  Ship  Operations,  Maritime  Ad- 
ministration. Washington  25.  D.C,  on 
tonoa  which  may  be  obtained  from  said 
Ebranch. 

§  221.16  Fee  for  processing  applications 
to  transfer  vessels,  subject  to  mort- 
gmge  outstanding  in  favor  of  the 
United  Slates  of  America. 

(a)  Application  for  permission  to 
transfer  title  to  a  vessel,  subject  to  a 
mortgage  tn  favor  of  the  United  States 
of  America  pursuant  to  the  provisions  of 
the  1936  Act  and  related  Acts,  or  special 
legislation,  and  to  have  the  mortgage 
assumed  by  a  new  mortgagor,  may  be 
made  by  the  mortgagor  Joined  by  the 
proposed  transferee,  to  the  Secretary, 
Maritime  Administration,  Washington 
25.  D.C. 

(b)  Fee:  Such  ai>plication  shall  be 
accompanied  by  the  sum  of  $400,  which 
smn  will  be  retained  to  recover  the  cost 
of  processing  the  application. 
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Subport  1^ — ^Assttinplioii  off  Morfgov* 
by  Now  Meitgogor 

§  299.301     AppUcalioa  •m 
sel,  suhject  to 


<b)  An  application  for  modification  of 

■I  mi  oral  of  a  vessel  sale  to  an  alien 

of  a  vessel  transfer  to  foreign 

'  shall  be  accompanied  by  the  sum 

Of  $125.00  for  each  vessel  of  3,000  gross 

toae  and  over;  $25.00  for  each  vessel  of 

100  gross  tons  but  less  than  3.000 

tons;  $15.00  for  each  vessel  of  100 

tons  and  under ; 

(e)  An  application  for  approval  of  a 

le  of  a  vessel  to  an  alien  shall  be 

by  the  s\im  of  $25.00; 

UU  An  miplication  for  approval  of  a 

of  a  vessel  to  an  alien  shall  be 

by  the  svun  of  $25.00; 

(e)  AD  fees  set  forth  in  this  section 
0  be  retained  to  recover  the  cost  of 
raBsertng  the  applications; 

(f)  Applications  for  such  approvals  as 
it  lorth  in  this  section  flioidd  be  made 

li  tbi  Foreign  Transfer  Branch,  ^Sce 
tf  Sd»  Operations,  Maritime  Admin- 
1,  Washington  25,  D.C.  on  forma 
may    be    obtained    from    said 


(a)  Application  for  penniaakm  to  trans- 
fer title  toa  vessel,8«ri»Jeet  toaBortcage 
In  favor  of  the  United  States  of  Amextea. 
and  to  have  ttie  mortgage  Msimied  by  a 
new  mortgagor,  may  be  made  by  the 
mortgagor  Joined  by  ttie  proposed  trans- 
feree, to  the  Secretary.  liarittaBe  Ad- 
ministrator, Washington  25.  D.C. 

(b)  Fee :  Such  api^catioii  shall  be  ac- 
companied by  the  simi  of  $400,  mbkh 
siun  will  be  retained  to  reeoter  the  cost 
of  processing  the  application. 

Effective  date:  The  foregoing  aoAend- 
ments  shall  become  effective  on  March 

1, 1962. 

Dated:  Febrvuiry  2,  1962. 

By  order  of  the  Maritime  Administra- 
tor and  the  Maritime  Subsidy  Board. 

JAICBS  S.  Dawboh,  Jr., 

Seeretarf. 

7,    1M2: 
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PART    298— FEDERAL    SHIP    MORT- 
GAGE AND  LOAN  INSURANCE 

3.  Fait  298  Is  hereby  ameikled  by  add- 
ing new  paragraphs  (f)  and  (g)  at  the 
end  of  1298.3  Applications,  to  read  as 
follows: 
§  2983     Applications. 

•  •  •  ♦  • 

(f)  Assignment  of  mortgage.  (1)  An 
applleatlon  by  the  mortgagee  may  be 
made  to  the  Secretary,  Maritime  Ad- 
ministration. Washington  25,  D.C,  for 
permission  to  assign  a  mortgage  Insured 
under  title  XI  of  the  1936  Act  to  a  new 
mortgagee. 

(2)  Fee:  Such  abdication  shall  be  ac- 
companied by  the  sum  of  $1,500.  which 
sum  will  be  retained  to  recover  the  cost 
of  processing  the  application. 

(g)  Auumption  of  mortgage.  (1)  An 
application  by  the  mortgagor.  Joined  by 
the  proposed  transferee,  for  permission 
to  transfer  title  to  a  vessel,  subject  to  a 
mortgage  Insured  imder  Title  XI  of  the 
1936  Act  and  to  have  the  mortgage  as- 
sumed by  the  new  mortgage,  may  be 
made  to  the  Secretary,  Maritime  Admin- 
istration. Washington  25.  D.C. 

(2)  Fee:  Such  application  shall  be  ac- 
companied by  the  sum  of  $3,000.  which 
sum  wUl  be  retained  to  recover  the  cost 
of  processing  Uie  application. 


(Oeneral  Omw  60.  Rev..  Amdt.  1 ) 

PART  299— RULES  AND  REGULA- 
TIONS, FORMS  AND  CITIZENSHIP 
REQUIREMENTS 

4.  Part  299  Is  amended  by  adding  a 
new  Subpart  I  to  read  as  follows: 


[PJl.    Doc. 


62-1293:    FUed,    Feb 
8:40  a.m.] 


Title  47— TELECOIttHMCATION 

Chapter   I — F«doral   Communicaitons 
Commissiefi 

[Docket  Ifo.  6741:  FCC  63-117] 

PART  1— PRACTICE  AND  PROCEDURE 

Clear  Channel  Broodca sting  in  Tho 
Standard  Breodcast  Bond;  F«Ntli«r 
Supplement  to   Ropeit  oad  Oi^ 

1.  On  October  27. 1961.  the  Commission 
adopted  its  first  Supplement  to  the  Re- 
port and  Order  of  Septonber  IS.  1961. 
in  the  above-captioned  Docket  otmclud- 
Ing  the  clear  chaxmel  proceeding.  The 
pxirpose  of  the  supplemental  Order  was 
to  effect  certain  modiflcatlans  with  re- 
gard to  the  treatment  of  andicattois  for 
frequencies  within  30  kc  otf  one  of  the 
12  undupllcated  Class  I-A  elesr  duumels 
and.  as  such,  the  action  represented  a 
reconsideration  by  the  Commission  of 
paragraphs  63-65  of  the  Report  and 
Order  of  September  13,  1961. 

2.  In  the  Supplemental  Report,  we 
stated  that  applications  for  new  stations 
on.  for  change  of  frequency  to.  or  to  In- 
crease  power  or  operate  dming  nighttime 
hours  not  previously  authorlaed  on  a 
frequency  within  30  kc  cf  one  Of  the  12 
undupllcated  channds  would  not  be  ac- 
cepted for  filing  on  or  after  October  30, 
1961.  We  stated  further:  "Apidicatlons 
for  such  faculties  fQed  prior  to  October 
30,  1961,  win  be  studied  In  the  light  of 
their  likely  bnpact  upon  the  possibie 
future  use  of  the  undnplieated  dear 
chaiuiels.  nrom  sudi  stody.  It  Is  con- 
temi^ated  that  mare  precise  engineering 
criteria  might  evohre  whfch  can  ttien  be 
applied  in  acting  upon  those  appHcations 
now  pending  and  aaanoimeed  as  stand- 
ards  to  govern  the  attceptance  of  ftitm-e 
applications  on  these  adjaeent  fre- 
quencies." 

8.  The  Commission  has  stndled  18^ 
pending  applications  fbr  these  adjacent 
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ffhimwf^i*  and  from  this  study  has  de- 
veloped standarda  to  govern  our  future 
practice  In  accepting  and  acting  upon 
sueta  i4>pbcatlons.  In  sutMtance,  these 
standards  reflect  oxir  consideration  of 
two  poMlble  future  uses  of  the  twelve  un- 
dupUcated  Class  I-A  channels:  high 
power,  to  a  tnaTtmnm  of  750  kc,  and 
duplication  In  specified  areas  with  a  new 
Class  n  unlimited  time  assignment  simi- 
Uur  to  proposed  assignments  adopted  in 
our  Report  and  Order  of  September  13, 
1961. 

4.  Accordingly  1 1.351(b)  of  the  Com- 
mission's rules  will  be  amended  to  reflect 
the  standards  so  developed.  New  ap- 
plications which  contain  proper  en- 
gineering data  to  demonstrate  their  com- 
pUanee  with  the  standards  will  now  be 
accepted  for  filing.  Applications  now  on 
file  for^e  chimnels  adjacent  to  the  un- 
dupUcated  Class  I-A  channels,  will  be 
studied  in  light  of  the  standards  set 
forth  in  the  amended  rule.  Those  appli- 
cations found  not  to  conform  to  the 
standards  will  be  placed  in  the  pending 
file  and  hdd  without  further  processing 
or  conaideratlon  until  September  1,  1964. 
or  such  earlier  date  as  may  be  an- 
nounced. Ai^Ucations  conforming  to 
all  standards  set  forth  in  the  amended 
Rule  will  be  acted  upon  in  normal  course. 

5.  Addltkmally.  the  paragraphs  of 
i  1.351  will  be  rearranged,  primarily  for 
purposes  of  greater  clarity.  As  amended . 
9  1.351(a)  refers  only  to  those  ten  ad- 
jacent channels  which  are  within  30  kc 
of  a  Class  I-A  channel  for  which  dupli- 
cation has  been  provided  but  which  are 
not.  at  the  same  time,  within  30  kc  of  an 
imduplicated  channel.  The  amended 
1 1.351(a)  also  incorporates  a  more  pre- 
cise definition  of  "undue  risk  of  inter- 
ference" to  a  possible  new  Class  n  as- 
signment on  a  duplicated  channel.  Sec- 
tion 1.351(b)  now  refers  to  those  twenty 
channels  which  are  adjacent  to  both 
duplicated  and  unduplicated  Class  I-A 
channels  and  sets  forth  the  criteria 
which  will  govern  oxir  future  acceptance 
of.  and  action  upon  applications  for 
those  channels.  Section  1.351(c)  sets 
forth  anidogous  criteria  for  those  three 
channels  which  are  within  30  kc  of  un- 
duplicated channels  and  not.  at  the  same 
time  within  30  kc  of  tmy  channel  for 
which  duplication  has  been  provided. 

6.  The  standards  adopted  herein  are 
simply  a  fiuther  refinement  and  clarifl- 
catloQ  of  matters  previously  decided. 
Because  we  had  not  previously  arrived  at 
the  precise  criteria  to  be  applied  in  ac- 
cepting and  acting  upon  applications  in- 
volving frequencies  adjacent  to  one  or 
more  of  the  Class  I-A  chazuiels.  we  had 
provided,  in  our  September  14.  1961.  Re- 
port and  Order,  that  certain  applications 
would  be  accepted  for  filing  and  held  in 
a  pending  file.  Having  now  formulated 
the  criteria,  it  becomes  less  of  an  ad- 
ministrative burden  to  accept  only  those 
appUcatloos  which  contain  the  requisite 
showing  of  compliance  with  the  criteria 
announced  herein.  This  change  of  pro- 
cedure is  In  the  public  interest  and  does 
not  affect  any  substantive  rights.  See 
Fort  Harrison  Telecasting  Corporation 
V.  F.C.C.  UJB.  App.  D.C..  No.  16,321.  de- 
cided December  14.  1961.  22  RR  2031. 
We  note  further  that  our  present  tuition 
Is  a  relaxation  of  the  restrictions  an- 
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nounced  in  the  Supplement  to  Report 
and  Order  adopted  October  27.  1961 
(FCC  61-1293).  in  which  we  amended 
the  rules  to  provide  that  no  applications 
for  new  stations,  power  increases,  or  new 
nighttime  operations  on  frequencies  ad- 
jacent to  the  twelve  unduplicated  Class 
I-A  channels  would  be  accepted  or  con- 
sidered. 

7.  In  one  respect,  the  rules  now  adopt- 
ed impose  an  additional  restriction.  In 
that  applications  for  major  changes  in 
facilities  other  than  power  increases  or 
new  nighttime  hours — I.e..  changes  In- 
volving new  directional  or  non-direc- 
tional of>eration — will  be  subject  to  the 
provisions  of  5  1.351,  where  they  would 
have  possible  impact  on  potential  uses 
of  the  twelve  unduplicated  I-A  channels. 
Hitherto,  such  applications  have  not 
been  subject  to  any  such  restrictions 
(see  §1.351<b)(4).  as  adopted  in  the 
September  Report  and  Order  and  left 
unchanged  in  the  October  Supplement) . 
With  respect  to  the  very  few  pending  ap- 
plications falling  Into  this  category  no 
such  problems  of  possible  Impact  exist; 
therefore  this  change  affects,  at  most, 
only  potential  applicants.  Such  addi- 
tional restriction  is  clearly  required  if 
possible  uses  of  the  unduplicated  I-A 
channels  are  to  be  protected. 

8.  Authority  for  adoption  of  the  rule 
changes  herein  is  contained  in  sections 
4  (1)  and  (J).  303  and  307(b>  of  the 
Communicatons  Act  of  1934.  as  amended. 
Section  4(a)  of  the  Administrative  Pro- 
cedure Act  exempts  from  the  require- 
ment of  publication  of  general  notice  of 
proposed  rule  making  "rules  of  agency 
organization,  procedure,  or  practice". 
Because  the  rule  changes  herein  are  pro- 
cedural, notice  and  public  procedure 
thereon  are  not  required.  Similarly,  the 
effective  date  provision  of  section  4(c) 
of  that  act  applies  only  to  substantive 
rules  whereas  the  present  rule  changes 
are,  as  noted  above,  both  procedural  and 
for  the  most  part,  a  relaxation  of  exist- 
ing restrictions.  (See  also  9S  1  311(a) 
and  1.219(b)  of  our  rules.)  We  find, 
therefore,  that  the  public  Interest  will 
be  served  by  making  the  rules  changes 
herein  effective  immediately  and,  for 
these  reasons  and  for  the  reasons  stated 
in  the  preceding  paragraphs,  notice  and 
rule-making  would  not  serve  the  public 
Interest. 

9.  In  view  of  the  foregoing:  It  is  or- 
dered. This  31st  day  of  January  1962, 
that  S  1-351  of  the  Commission's  rules 
is  further  amended  as  set  forth  below, 
effective  January  31.  1962. 

(Sec.  4,  48  Stat.  iOdS.  aa  amended;  47  USC. 
154.  Interpret  or  apply  sees.  303.  307.  48  Stat. 
1083.  1083:  47  use  303.  307) 

Released:  February  5.  1962. 

Federal  Communications 
Commission. 
FsealI         Ben  F.  Waple. 

Acting  Secretary. 

Section  1.351  is  amended  to  read  as 
follows : 

§  1.3S1      Applications  for  frequrnrieA  ad- 
jacent to  Qau  I-A  channels. 

Notwithstanding  the  provisions  of  any 
other  rules  of  the  Commission,  all  appli- 
cations (regardless  of  when  they  were  or 


may  be  filed"  for  frequencies 
within  30  kc  of  a  Class  I-A 
listed  In  i  3.25(a)  of  this  chapttTii 
be  subject  to  the  provisions  of  tlik  m! 
tion.  The  provisions  of  paragtaaii^ 
of  this  section  apply  to  the  freqo^ikt 
listed  therein,  which  are  wlthtel^S 
of  a  Class  I-A  channel  on  which  ag  ^ 
limited  time  Class  II  assignmeat  li  aL 
cifically  provided  for  in  {}  3.23ar|j|^ 
of  this  chapter,  and  which  are  notiM^ 
30  kc  of  the  remaining  Class  I-A  «S! 
nels  (except  with  respect  to  74A  |^ 
1230  kc  which  are  to  be  consldmi  u 
being  within  30  kc  of  duplicated  Uk 
channels  only  > .  The  provisions  of  pn^ 
graph  ( b  >  of  this  section  apply  to  (te 
frequencies  listed  in  that  PangMa 
which  are  within  30  kc  of  undunlliiiii 
Class  I-A  channels  and  also,  b  St 
case,  within  30  kc  of  Class  I-A  dMH^h 
on  which  the  location  of  a  Claa  1LA 
or  other  unlimited  time  Class  U  iMIii 
has  been  specified  in  913.22  or  Ml  if 
this  chapter.  The  provisions  of 
graph  (c)  of  this  section  apply  to 
three  frequencies  listed  theretn, 
are  wlthfn  30  kc  of  unduplicated 
I-A  channels  only. 

(a)(1)  The  provisions  of  this 
graph  apply  to  the  following 
740,  910.  920,  990,  1000.  1080,  lOM,  lUL 
1230.  and  1240  kcs. 

(2)  Where  It  appears  that  the 
ties  requested  in  any  applleatte 
one  of  the  designated  frequencies 
than  an  application  by  an  ^»^^t*ng 
IV  station  to  increase  daytime 
1230  or  1240  kcs)  involves  undw  ilift 
of  interference  or  prohibited 
with  a  possible  new  Class  n-A 
ment  specified  in  9  3.22  of  this 
or  a  new  unlimited  time  Class  n 
ment  at  Anchorage,  Alaska,  or  Sob  0I> 
ego,  California,  specified  in  9  3J6(a)  if 
this  chapter,  such  application  will  Ml 
be  accepted  for  filing  or,  if  filed  prior  to 
the  effective  date  of  this  Rule,  vfll  Mt 
be  acted  upon,  imtil  the  location  ooi 
operating  facilities  of  such  new  CSmi  n 
station  are  established.  An 
for  one  of  the  designated  f] 
shall  be  deemed  to  involve  undue  ittt  tt 
interference  with  a  possible  new  CSai II 
assignment  unless  It  is  demooilnM 
that  no  interference  would  be  eaiMOd  to 
specified  II-A  assignments  within  II  ki 
assuming  such  facilities  to  be  loealodot 
the  nearest  point  on  the  boundaiy  d 
the  nearest  state  specified  by  the  Gkor 
Channel  Decision  released  SeptenriMT  li 
1961,  and  assuming  such  H-A 
radiates  at  least  1238  mv/m 
tlonally;  and,  in  the  case  of 
within  30  kc  of  750  kc  or  760  kc.  thOpM- 
posed  facility  would  not  cause 
ence  to  Class  II  assignments  at 
Diego.  California,  or  Anchorage, 
specified  in  9  3.25(a)  of  this 

( 3 )  Assignments  of  new  Class  II 
ities  provided  for  In  99  3.22  and  MWa) 
of  this  chapter  will  be  made  wlthflot  !•• 
gard  to  the  pendency  of  applleatkWfB 
adjacent  frequencies  (I.e.,  the  ten  ft** 
quencles  designated  in  subparagroph  (1) 
of  this  paragraph  and  the  addltkHBll  9 
frequencies  which  are  within  SO  ko  4( 
both  duplicated  and  unduplicated  Otm 
I-A  channels) .  Any  hearing  wbkhun 
be  held  on  an  application  for  •■  t^ 
Jaccnt  frequency  will  not  be  comparottw 
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--k  Minect  to  the  Class  H-A  faclUty, 
3? ^Issues  pertaining  to  the  mutual 


of  the  Class  II-A  and  adjacent 

oroposals  wUl  be  confined  to  the 

B  of  whether,  with  the  Class  n 

operating  as  proposed,  the  public 

-_<  would  be  starved  by  a  grant  of 
—  iSlscent  channel  application. 

AHlTunUl  September  1.  1964.  or 
J*  earlier  date  as  may  be  announced. 
STawvlsions  of  this  paragraph  wiU  ap- 
?  to  all  wjplications  for  the  following 
jlSncies  680.  690.  710.  730.  790.  800. 
JJS^  860,  900,  1010,  1050,  1060.  1070. 
S  1140  1150.  1170.  1190,  and  1220  kcs. 

(1)  Applications  for  new  stations  on, 
j^  of  exisUng  stations  to.  or  for  any 
SEr  change  in  operation  of  sUttons 
"^♦]T  operating  on  the  designated 
flTiBnr—  wUl  be  accepted  for  filing 
"J'neted  upon  in  normal  course  pro- 
Sh  they  are  accompanied  by  appro- 
2taL  exhibits  and  necessary  supporting 
JSTto  show  clearly  the  foUowlng  with 
MBoet  to  all  Class  I-A  channels  within 
ttke  of  the  designated  frequency: 

(I)  The  proposed  trananitter  site  is 
vff^tgi\  inside  the  area  encompassed  by 
.  510  mile  extension  of  the  0.5  mv/m-50 
wuteA  nighttime  contour  of  Class  I-A 
Stl^^fM  on  unduplicated  channels. 

(II)  No  interference  or  prohibited 
MCitaP  would  be  caused  to  Class  I-A 

on  unduplicated  I-A  channels, 
.J   such    stations    operate    with 
p,,^  Increased  to  750  kws  with  their 
^tmai  antenna  systems  and  radiation 

Bottoms. 

(5)  No  interference  or  prohibited 
0Mflap  would  be  caused  to  an  assumed 
CtoM  n-A  station  on  an  imduplicated 
if.«imri  radiating  at  least  1238  mv/m 
iMrtrtlrrr" — ""  from  the  nearest  point 
m  the  boundary  described  In  subpara- 
gnph  (I)  of  this  paragraph. 

(iv)  No  Interference  or  prohibited 
oferiop  would  be  caused  to  presently 
fseifled  Class  H-A  assignments,  assum- 
taf  such  facilities  to  be  located  at  the 
annst  point  on  the  boundary  of  the 
Mozest  state  specified  by  the  Clear 
qtjnTwi  Decision  released  September  14, 
Un,  and  assuming  such  H-A  facility 
ndlates  at  least  1238  mv/m  omni- 
Anetlonally;  and,  in  the  case  of  fre- 
pendes  within  30  kc  of  750  kc  or  760  kc, 
the  proposed  facility  would  not  cause 
taterference  to  Class  n  assignments  at 
Bon  Diego,  California,  or  Anchorage, 
Aloika.  specified  in  9  3.25(a)  of  this 
diopter. 

(S)  Applications  of  the  type  specified 
In  Ml^aragraph  (2)  of  this  paragraph 
fled  before  October  30,  1961,  will  be 
•bNtted  to  determine  whether  they  com- 
ply with  each  of  the  four  standards  set 
forth  In  subparagraph  (2)  of  this  para- 
mph.  Those  applications  which  are 
foand  to  comply  fully  with  the  standards 
4rin  be  processed  and  acted  upon  In  nor- 
■ol  course.  Applications  which  fall  to 
eoBiply  with  one  or  more  of  the  stand- 
ordo  will  be  retained  In  the  pendhig  file 
vtUwut  further  processing  or  consldera- 
tton. 
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(4)  Applications  for  other  changes  In 
faciliUee  on  the  designated  frequencies 
will  be  processed  and  acted  upon  In  nor- 
mal course. 

(c)(1)  UnUl  September  1.  1964.  or 
such  earlier  date  as  may  be  announced, 
the  provisions  of  this  paragraph  will 
apply  to  all  applications  for  the  follow- 
ing frequencies:  610.  620.  630  kcs. 

(2)  Applications  for  new  stations  on, 
change  of  existing  stations  to,  or  for  any 
major  change  in  operation  of  stations 
presently  operating  on  the  designated 
frequencies  will  be  accepted  for  filing 
and  acted  upon  In  normal  course  pro- 
vided they  are  accompanied  by  appro- 
priate exhibits  and  necessary  supporting 
data  to  show  clearly  the  following  with 
respect  to  all  Class  I-A  channels  within 
30  kc  of  the  designated  frequency: 

(i)  The  proposed  transmitter  site  is 
located  Inside  the  area  encompassed  by 
a  500  mile  extension  of  the  0.5  mv/m- 
50  percent  nighttime  contour  of  Class 
I-A  stations  on  imduplicated  channels. 
(11)  No  Interference  or  prohibited 
overlap  would  be  caused  to  Class  I-A 
stations  on  unduplicated  I-A  channels, 
assuming  auch  stations  operate  with 
power  Increased  to  750  kw.  with  their 
present  antenna  systems  and  radiation 
patterns. 

(ill)  No  interference  or  prohibited 
overlap  would  be  caused  to  an  assumed 
Class  n-A  rtatlon  on  an  unduplicated 
chaimel,  radiating  at  least  1238  mv/m 
omnidirectionally  from  the  nearest  point 
on  the  botmdary  described  In  subdivision 
(I)  of  this  subparagraph. 

(3)  Applications  of  the  type  specified 
in  subparagraph  (2)  of  this  paragraph 
filed  before  October  30.  1961.  will  be 
studied  to  determine  whether  they  com- 
ply with  each  of  the  three  standards  set 
forth  In  subparagraph  (2)  of  this  para- 
graph. Those  applications  which  are 
foimd  to  comply  fully  with  the  standards 
will  be  processed  and  acted  upon  a  nor- 
mal course.  Applications  which  fail  to 
comply  v?ith  one  or  more  of  the  stand- 
ards will  be  retained  in  the  pending  file 
without  further  processing  or  considera- 
tion. 

(4)  Applications  for  other  changes  m 
facilities  on  the  designated  frequencies 
will  be  processed  and  acted  upon  in  nor- 
mal coturse. 

(d)(1)  Applications  previously  ac- 
cepted for  filing  which  must  be  held 
without  action  pm-suant  to  paragraph 
(a) ,  (b) ,  or  (c)  of  this  section,  will  not 
be  designated  for  hearing  unless  they 
confilot  with  applications  which  may  be 
acted  upon  In  normal  course. 

(2)  If  the  decision  In  a  hearing  looks 
toward  grant  of  an  application  which 
may  not  be  acted  upon,  pursuant  to  para- 
graph (a),  (b).  or  (c)  of  this  section, 
such  appUcaUon  and  all  applications 
conflicting  with  it  will  be  held  without 
final  action  to  the  extent  required  by 
paragraph  (a) .  (b) ,  or  (c)  of  this  section. 

IFJl.    Doc.    62-1289:    Piled,    Feb.    7,    1962; 
8:50a.m.l 
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Title  49— TRANSPORTATION 

Choptcr  I — Infcrstot*  Coinm*rc« 
Commission 

SUBCHAPTER  fr— CARRIERS  BY  MOTOR  VEHICLES 

PART  205— REPORTS  OF  MOTOR 
CARRIERS 

Motor  Carrier  Annual  Report  Form  R 
(Class  II  Carriers  of  ProportyP 

At  a  session  of  the  Interstate  Com- 
merce Commission.  Division  2,  held  at  Its 
office  in  Washington,  D.C..  on  the  23d 
day  of  January  A.D.  1962. 

The  matter  of  cmnual  reports  of  Class 
II  motor  carriers  of  property  being  un- 
der further  consideration,  and  the 
changes  to  be  made  by  this  order  behig 
minor  changes  In  the  data  to  be  fur- 
nished, rule-making  procedures  under 
section  4(a)  of  the  Administrative  Pro- 
cedure Act.  5  U.S-C.  1003.  being  deemed 
unnecessary : 

It  is  ordered.  That  9  205.1a  of  the  order 
of  December  8.  1960,  in  the  matter  <rf 
Motor  Carrier  Annual  Report  Form  B 
(Class  II  Carriers  of  Property),,^  be,  and 
it  is  hereby,  modified  and  amended,  writh 
respect  to  annual  reports  for  the  year 
ended  December  31. 1961,  and  subsequent 
years,  to  read  as  shown  below.  ^^ 
It  is  further  ordered.  That  49  CPR 
205.1a  be  modified  and  amended  to  read 
as  follows: 

§  205.1a      Annual  reports  of  QaM  II  car- 
riers of  property. 

Commencing  with  reports  for  the  year 
ended  December  31. 1961,  and  thereafter 
imtil  further  order,  all  Class  n  motor 
carriers  of  property,  as  described  In  48 
C7PR  182.01-1,  viz.,  carriers  with  average 
annual  gross  operating  revenues  (includ- 
ing interstate  and  intrastate)  of  $200,000 
but  less  than  $1,000,000,  from  property 
motor  carrier  operaticms,  are  required  to 
file  annual  reports  in  accordance  with 
Motor  Carrier  Aimual  Report  Py)rm  B 
(Property),  which  is  attached  to  and 
made  a  part  of  this  section.'    Such  an- 
nual report  shall  be  filed  hi  duplicate  in 
the  Bureau  of  Transport  Economics  and 
Statistics,  Interstate  Commerce  C<»nmis- 
slon,  Washington  25,  D.C..  on  or  before 
March  31  of  the  year  following  the  year 
to  which  it  relates. 

(Sec.  204,  49  Stat.  646.  as  amended;  49  U.S.C. 
304.  Interpret  or  apply  sec.  230.  40  Stat. 
563,  as  amended:  40  UJB.C.  820) 

And  it  is  further  ordered.  That  copies 
of  this  order  and  of  Motor  Carrier  An- 
nual Report  Form  B  (Property)  shall  be 
served  on  all  Cl&ss  U  motor  carriers  of 
property  subject  to  its  provisions,  and 
upon  every  trustee,  receiver,  executor. 
administrator,  or  assignee  of  any  such 
motor  carrier,  and  that  notice  of  this 
order  shall  be  given  to  the  general  public 
by  depositing  a  copy  in  the  ofBoe  m 
the   Secretary   of   the  Conunisslon   In 


<  Form  filed  as  part  of  original  dooxunsnt. 
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RULES  AND  REGULATIONS 


Washington.  D.C.,  and  by  fllinc  it  with 
the  Director,  OflBce  of  the  PsBKaAL  Rcc- 

ISTU. 

By  the  Commission,  Division  2. 

[ssALl  Haaolo  D.  McCoy, 

Secrttarjf. 

iriL    Doc.    62-1288;     Filed.    Feb     7,     1962: 
8  48  am  | 

Title  50— WILDLIFE  AND 
FISHERIES 

Chapter  I— Bureau  of  Sport  Fisheries 
and  Wildlife,  Fish  and  Wildlife 
Service,  Department  of  the  Interior 

PART  32— HUNTING 

Kentvcky  Woodlonds  NMienat 
Wildlife  Refuge,  Kentucky 

The  following  special  regulation  is  is- 
sued and  Ls  effective  on  date  of  publica- 
tion in  the  Fkdmal  Reqister. 

§32.22  SprHal  i^gnlationA :  upland 
gaaae;  for  individnal  wildlifr  refuge 
arras. 

Kkwtucky 

kentucky  woodlands  national  wildlire 

RErCCE 

Hunting  of  upland  game  on  the  Ken- 
tucky Woodlands  National  Wildlife  Ref- 
uge, Kentucky,  is  permitted  only  on  the 
areas  designated  by  signs  as  open  to 
hunting.  This  open  area,  comprising 
25.000  acres  or  36  percent  of  the  total 
area  of  the  Refuge,  Is  delineated  on  a 
map  avaUable  at  the  Refuge  headquar- 
ter* and  from  the  office  of  the  Regional 
Director,  Bureau  of  Sport  Fisheries  and 
WUdllfe,  Peachtree-Seventh  Building, 
Atlanta  23,  Georgia.  Hunting  sh&ll  be 
subject  to  the  following  conditions: 

(a)  Species  permitted  to  be  taken: 
Wild  turkeys,  gobblers  only.    Tbe  hunt- 


ing of  upland  game  species,  as  may  be 
otherwise  authorized  by  Kentucky  State 
regulation,  is  prohibited. 

(b)  Open  season:  April  19-20,  23-24. 
and  2ft-27.  Hunters  will  be  permitted  to 
enter  the  open  area  at  4:30  a.m.  Check- 
out time  is  11 :00  a.m..  cs.t.  Total  season 
kill  limited  to  25  gobblers. 

(C)  Bag  limits:  Only  one  turkey  gob- 
bler per  hunter  for  the  season.  A  suc- 
cessful hunter  cannot  assist  any  other 
hunter  in  taking  turkey. 

(di  Method  of  hunting:  Shotguns 
only,  not  larger  than  12  gauge.  Slugs 
prohibited. 

I  e  >    Other  provisions : 

1.  The  provisions  of  this  special  reg- 
ulation supplement  the  regulations 
which  govern  hunting  on  wildlife  refuge 
areas  generally  which  are  set  forth  in 
Title  50.  Code  of  Federal  Regulations, 
Part  32. 

2.  During  the  open  season  hours  spec- 
ified in  (b)  above,  bobcats,  woodchucks. 
grey  foxes,  crows  and  feral  cats,  which 
are  not  protected  by  State  regulation, 
may  be  taken  without  limit  on  the  area 
designated  as  open  to  hunting. 

3.  Hunters,  upon  entering  or  leaving 
the  hunting  area,  must  report  at  such 
checking  stations  as  may  be  established 
for  regulating  the  hunting.  Checking 
stations  will  be  open  at  4:30  a.m.  and 
check-out  time  will  be  11:00  ajn.,  c.s.t. 

4.  A  Federal  permit  is  required  to 
enter  the  public  hunting  area.  Permits 
will  be  issued  at  the  Refuge  office  start- 
ing April  16.  1962. 

5.  The  provisions  of  this  special  reg- 
ulation are  effective  to  April  28.  1962. 

W.  L.  Towns. 
Acting  Regional  Director,  Bureau  of 
Sport  Fisheries  and  Wildlife. 

January  12.  1962. 

ir.R.    Doc.    63-1274:     Piled.     Feb.     7.     1962; 
8:47  nsn.l 


Proposed  Rule  Making 


KPAITMENT  OF  HEALTH.  EDU- 
CATION,  AND  WaFARE 

F0od  and  Drug  Administration 

[21   CFR  Part  19  1 

COnAGE  CHEESE,  CREAMED 
COTTAGE  CHEESE 

p^p0,td  Amendments   of  Identity 
Standards 

UtiOet  is  given  that  a  petition  has 
JIaflied  by  the  Milk  Industry  Founda- 
JS 1146  Nineteenth  Street  NW..  Waah- 
Sm.  DC:  The  American  Cottage 
SeaJe  Institute.  Ithaca,  N.Y.,  and 
M^n!  proposing  amendments  of  the 
2Sards  of  identity  for  cottage  cheese 
ZTatuaed  cottage  cheese  (21  CFR 
vk3M  10  530) .  The  proposed  amend- 
^iStii  with  certain  minor  editorial 
ehsnges  are  as  follows:        ^  .  ,„  ^„^,  , 

lit  is  proposed  to  amend  §  19.525(a) 
w-  Adding  new  text  to  the  first  sentence; 
to  dianglng  the  citation  to  the  A.O-A..C. 
^etbod  of  analysis  in  the  second  sen- 
taee'  and  by  deleting  the  third  sen- 
See.'  As  amended,  §  19.525(a)  would 
read  as  follows: 
1 19.525     Collage  cheese ;  idenlily. 

(a)  Cottage  cheese  is  the  soft  uncured 
chMM  prepared  by  the  procedure  set 
forth  In  paragraph  (b)  of  this  section 
or  by  another  procedure  which  produces 
t  finished  cheese  having  the  same  physi- 
Oil  and  chemical  properties  as  the  cheese 
produced  when  the  procedure  set  forth 
In  paragraph  (b)  of  this  section  is  used. 
Tht  finished  cottage  cheese  contains 
not  more  than  80  percent  of  moisture. 
M  determined  by  the  method  prescribed 
mder  "Moisture— Official"  on  page  210 
of  tMBdal  Methods  of  Analysis  of  the 
Aaodation  of  Official  Agriciiltural 
Cbemists,"  Ninth  Edition,  1960. 

I  It  is  proposed  to  change  §  19.530  to 
read  as  follows: 

119.530  Creamed  roltage  rhee«e;  iden- 
tity; label  slalemenl  of  optional  in- 
grcaicnls. 


(a)  Creamed  cottage  cheese  is  the 
ooft  uncured  cheese  prepared  by  the  pro- 
eedure  set  forth  in  paragraph  (b)  of  this 
netkm,  or  by  another  procedxire  which 
produces  a  finished  cheese  having  the 
MOM  physical  and  chemical  properties 
is  the  cheese  produced  when  the  pro- 
oodure  set  forth  in  paragraph  (b)  of  this 
■eeUon  is  used.  The  creaming  mixture 
vedfled  in  paragraph  (b)  of  this  section 
linsed  in  such  quantity  that  the  milk  fat 
•dded  thereby  is  not  less  than  4  percent 
by  weight  of  the  finished  creamed  oot- 
tsge  cheese.  The  finished  creamed  cot- 
tege  cheese  contains  not  more  than  80 
percent  of  moisture  as  determined  by  the 
Bethod  prescribed  under  "Moisture— Of - 
fldal"  on  page  210  of  "Official  Methods 
of  Analysis  of  the  Association  of  Official 
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Agricultural  Chemists,"  Ninth  Edition, 
1900. 

(b)  Cottage  cheese  is  mixed  with  a 
creaming  mixttire.  The  creaming  mix- 
ture consists  of  either  pasteurized  cream 
or  a  pasteurized  mixture  of  cream  with 
milk  or  «iri»n  milk  or  both  to  which  may 
be  added  one  or  more  of  the  optional  in- 
gredients specified  in  subparagraphs  (1) . 
(2),  (3),  and  (4)  of  this  paragraph. 
Harmless  lactic  acid-  and  flavor-produc- 
ing bacteria,  with  or  without  rennet,  may 
be  used  to  culture  such  creaming  mix- 
ture, or  may  be  added  to  it.  The  pas- 
teurized Aim  milk  used  in  such  cream- 
ing mixture  may  be  subjected  to  the  ac- 
tion of  harmless  flavor-  and  aroma-pro- 
ducing bacteria  and  of  citric  acid.  Other 
optional  ingredients  that  may  be  added 
to  such  creaming  mixture  are : 

(1)  Salt. 

(2)  Citric,  phosphoric,  or  lactic  acid. 

(3)  One  or  any  mixture  of  two  or  more 
of  the  optional  ingredients  gum  karaya, 
locust  (carob)  bean  gvun,  gum  traga- 
canth,  algin  (sodium  alginate),  propy- 
lene glycol  alginate,  g\iar  gum,  extract 
of  Irish  moss,  or  sodium  carboxymethyl- 
cellulose  which  may  be  added  in  admix- 
ture with  sucrose,  dextrose,  or  dextrin; 
but  the  quantity  of  any  such  optional  in- 
gredient or  mixture  of  two  or  more  of 
such  optional  ingredients  is  such  that  the 
total  weight  of  the  solids  contained 
therein  is  not  more  than  0.5  percent  of 
the  weight  of  such  creaming  mixture. 

(4)  Nonfat  dry  milk  or  concentrated 
skim  milk  or  a  mixture  thereof  in  such 
an  amount  that  the  total  weight  of  the 
added  solids  contained  therein  is  not 
more  than  3  percent  of  the  weight  of 
such  creaming  mixture. 

(c)  ¥0T  the. purposes  of  this  section, 
"milk"  means  sweet  milk  of  cows;  "skim 
milk"  means  milk  from  which  the  milk 
fat  has  been  separated;  and  "concen- 
trated skim  milk"  means  skim  milk  from 
which  a  portion  of  the  water  has  been 
removed  by  evaporation. 

(d)  When  an  optional  ingredient 
listed  in  paragraph  (b)  (3)  of  this  sec- 
tion is  present  in  creamed  cottage  cheese, 
the    label    shall    bear    the    statement 

<•    added"  or  "with  added 

_""I"~the  blank  being  flUed  in  with  the 
njuneof  such  wtional  ingredient,  or  the 
combination  of  such  optional  ingredi- 
ents used,  except  the  gum  karaya,  locust 
(carob)  bean  gum,  gum  tragacanth,  and 
guar  gum,  or  a  mixture  of  these,  may 
be  named  as  "vegetable  gum"  or  "vege- 
table gums."  as  the  case  may  be 


views  and  comments  should  be  submitted 
in  quintuplicate,  addressed  to  the  Hear- 
ing Clerk,  Department  of  Health,  Educa- 
tion, and  Welfare,  Room  6440.  330  In- 
dependence Avenue  SW.,  Washington  26, 
D.C..  prior  to  the  30th  day  following  the 
date  of  publication  of  this  notice  in  the 
Federal  Register. 

Dated:  February  2. 1962. 

J.  K.  Kirk. 
Assistant  CommUsioner 
of  Food  and  Drugs. 

|FR.    Doc.    62-1298;    PUed,    Feb.    7.    1962; 
8:49  ajn.] 


[21  CFR  Part  1201 

RESIDUES  OF  1-NAPHTHYL 
N-METHYLCARBAMATE 

Notice  of  Filing  of  Petition  for 
Establishment  of  Toleronces 

Piu-suant  to  the  provisions  of  the  Fed-  ' 
eral  Food,  Dnig,  and  Cosmetic  Act  (sec. 
408(d)(1),  68  Stat.  512;  21  UJ8.C.  346a 
(d)  (1) ) ,  notice  is  given  that  a  petition 
has  been  filed  by  Union  Carbide  Corp., 
270  Park  Avenue,  New  York  17,  N.Y., 
proposing  the  establishment  of  tderances 
for  resdues  of  1-naphthyl  N-methylcar- 
bamate  in  or  on  whole  almonds  and 
whole  walnuts  (meat  plus  sh^)  at  10 
parts  per  million,  and  in  or  on  almobd 
hulls  at  40  parts  per  milUon. 

The  analytical  method  proposed  in  the 
petition  for  determining  residues  of 
1-naphthyl  N-methylcarbamate  Is  that 
described  in  the  Fedekal  Rbcistes  of 
January  9. 1959  (24  PJl.  238) .  with  minor 
modifications. 

Dated:  February  2,  1962. 

Robert  S.  Roe, 
Director,  Bureau  of  Biological 
and  Physical  Sciences. 

|PR     Doc.    62-1296;    FUed.    Feb.    7,    1962; 
8:60  ajn.] 


Pursuant  to  the  provisions  of  the  Fed- 
eral Food,  Drug,  and  Cosmetic  Act  (sees. 
401  701,  52  Stat.  1046,  1055,  as  amended 
70  Stat.  919.  72  Stat.  948;  21  U.S.C.  341, 
371 ) ,  and  in  accordance  with  the  author- 
ity delegated  to  the  Commissioner  of 
Ftood  and  Drugs  by  the  Secretary  of 
Health.  Education,  and  Welfare  (25  F.R. 
8626) ,  all  interested  persons  are  invited 
to  submit  their  views  in  writing  regard- 
ing the  proposal  published  herein.    Such 


[  21   CFR  Port  121  1 

FOOD  ADDITIVES 

Notice  of  Filing  of  Petition 

Pursuant  to  tlie  provisions  of  the  Fed- 
eral Ptood,  Drug,  and  Cosmetic  Act  (sec. 
409(b)(5),    72    Stat.     1786;     21    U.S.C. 
348(b)  (5) ) ,  notice  Is  given  that  a  peti- 
tion (FAP  607)  has  been  filed  by  W.  R. 
Grace  &  Co.,  Cambridge  40,  Mass..  pro- 
posing the  issuance  of  a  regulation  to 
amend  §S  121.2508  and  121.2610  of  the 
food  additive  regulations  to  iHwride  for 
the  safe  use  of  ethylene-butene-1  copoly- 
mer and  polyethylene,  alone  or  in  com- 
bination, and  which  have  been  subjected 
to  irradiation  by  electron  bombardment 
under  intensities  not  to  exceed  2.3  million 
volts,  to  produce  packaging  materials, 
containers,  and  equipment  Intended  for 
use  in  producing,  manufacturlng.jwck- 

1173 


1174 

Inc.     proceaslnc.     preiMU-iiig,     treating, 
packaging,  transporting,  or  balding  food. 

Dated:  February  2.  1962. 

J.  K.  KlKK. 

Assistant  Commissioner 
of  Food  end  Drutfs. 

IFJB.    Doe.    aa-iasi:    racd,    Feb.    7.    19«2. 
8:47  a.m.) 


DEPMmKNT  OF  THE  INTERIOR 

Fish  and  Wildlife  Service 

[50  CFI   Parts   10,   16  1 

MIGRATOtY  BIRD  PERMITS 

N«tic«  of  Hearings 

On  August  31.  1961.  there  was  pub- 
lished in  the  FxMJtAX.  Registir  (26  F.R. 
8207) .  as  a  notice  oX  proposed  rule  mak- 
ing, the  text  of  proposed  amendments 
to  Part  10  and  the  eetaUishment  of  a 
new  Part  16  under  Title  50.  Code  of  Fed- 
eral Regulations.  The  purpose  of  these 
amendments  was  to  rerlse  the  regula- 
tions governing  the  Issuance  of  permits 
to  acquire,  possess,  transport,  and  dis- 
pose of  niigTatoTy  birds  and  their  in- 
crease, parts,  nests,  or  eggs  for  certain 
specified  piirposes.  That  notice  afforded 
an  interested  parties  45  days  from  date 
of  publication  within  which  to  submit 
written  comments,  objections,  or  sug- 
gestions regarding  the  proposal. 

A  number  of  cmnmunications  were 
submitted  regarding  the  establishment 
of  user's  fees  or  charges  for  the  Issuance 
of  propagating  and  taxidermist  permits, 
and  regarding  ttie  definition  of  "wild 
migratory  birds".  In  order  to  permit 
the  public  an  opportunity  to  further  ex- 
press its  Tlewa.  it  was  determined,  pend- 
ing the  results  of  public  hearings,  that 
these  provisions  would  be  deleted  from 
the  regulations  which  were  adopted  and 
published  on  November  29.  1961.  in  the 
FzDiKAL  RXGISTU  (26  F.R.  11246). 

Accordingly,  notice  is  hereby  given  that 
public  hearings  for  the  purpose  of  con- 
sidering these  specific  provisions  will  be 
held  from  9:30  a.m..  to  12:30  p.m..  on 
the  dates  and  at  Uie  locations  as  follows: 

1.  On  February  28.  1962,  in  the  audi- 
torltim  of  the  Depcutment  of  the  Interior. 
18th  and  C  Streets  NW..  Washington, 
D.C. 

2.  On  March  7.  1962,  at  the  Statler 
Hilton  Hotel.  Washington  Avenue  at 
Ninth  and  St.  Charles  Streets,  St.  Louis. 
MissourL 

3.  On  March  9.  1962.  at  the  Fairmont 
Hotel.  California  and  Mason  Streets,  San 
Francisco,  Calif  omia. 

The  written  communications  that  were 
received  within  the  above  mentioned  45- 
day  period  will  be  considered.  In  addi- 
tion, all  Interested  persons  may  present 
their  views  regarding  these  provisions 
orally  or  in  writing,  as  they  may  desire, 
at  these  hearings. 

SrrwART  L.  Uoall, 
Secretary  of  the  Interior. 

FntTTAiT  1,  1962. 

ITU.    Doc.    «-irn:     piled,    Feb     7.    19«J2: 
8:47  a.m.] 


PROPOSED  RULE  MAKING 

DEPARTMENT  OF  AGRICULTURE 

Agricufturol   Research  Service 

I  9   CFR    Port    18  1 

RE-INSPECTION    AND    PREPARATION 
OF  PRODUCTS 

Proposed  Amendment  Relating  to  the 
Nitrate   Content   of  Cured   Meat 

Notice  is  hereby  Riven  in  accordtmce 
with  section  4ia>  of  the  Administrative 
Procedure  Act  <5  U.S.C.  1003ia>)  that 
pursuant  to  the  authority  conferred  by 
the  Meat  Inspection  Act.  as  amended 
and  extended  i21  U.S.C.  71-96) .  and  sec- 
tion 306<b)  of  the  Tariff  Act  of  1930  (19 
U.S.C.  1306(b)  ).  it  is  proposed  to  amend 
J  18.7  of  the  Meat  Inspection  Regulations 
(9  CFR  18.7.  as  amended)  as  follows: 

Paragraph  (k)  of  S  18.7  would  be 
amended  to  read:  ^ 

(k)  The  use  of  sodium  nitrite,  potas- 
sium nitrate,  sodium  nitrate  or  potas- 
sium nitrate,  or  combination  of  nitrite 
and  nitrate,  shall  not  result  In  the  pres- 
ence of  more  than  200  parts  per  million 
of  nitrate  and  500  parts  per  million  of 
nitrate  in  the  finished  product.  Sup- 
plies of  sodium  nitrite  and  potassium 
nitrite  and  mixtures  containing  them 
miist  be  kept  securely  under  the  care  of 
a  responsible  employee  of  the  establish- 
ment. The  specific  nitrite  content  of 
such  supplies  must  be  known  and  clearly 
marked  accordingly.  The  maximum 
amount  of  sodium  nitrite  and  or  potas- 
sium nitrite  which  may  be  used  are  as 
follows: 

(1 )  2  pounds  in  100  gallons  of  pickle. 

(2)  1  ounce  for  each  100  pounds  of 
meat  in  dry  salt,  dry  cure,  or  box  cure. 

(3)  U  ounce  in  100  pounds  of  chopped 
meat  and,  or  meat  byproducts. 

While  nitrate  has  been  used  for  curing 
meat  and  meat  food  products  for  many 
years  the  quantity  in  the  finished  prod- 
uct has  been  controlled  by  limiting  the 
amount  added.  The  purpose  of  the  pro- 
posed amendment  Is  to  establish  a  defi- 
nite maximum  limitation  for  nitrate  in 
cured  meat  and  meat  food  products. 
This  will  provide  an  additional  control 
procedure  for  preventing  the  use  erf  the 
additive  in  an  amount  above  that  neces- 
sary. 

Any  person  who  wishes  to  submit 
written  data,  views  or  arguments  con- 
cerning the  proposed  amendment  may 
do  so  by  filing  them  with  the  Director. 
Meat  Inspection  Division.  Agricultural 
Research  Service,  U.S.  Department  of 
Agriculture.  Washington  25.  DC.  within 
30  days  after  the  date  of  publication  of 
this  notice  in  the  Ptdkral  Recist«. 

Done  at  Washington.  D.C,  this  5th  day 
of  February  1962. 

M.  R.  Clarkson, 
Acting  Administrator. 
Agriailtural  Research  Service. 

(FR.    IXX5.    62-1801:    Filed.    Feb.    7,    19«2; 
8;50  »jn.| 
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Agricullwral  Stabilizd^ion  mti 
Conservation  Service 

I  7  CFR   Part  728  1 

WHEAT 

Notice  of  Proposed  AmondHMRi  % 
Farm  Wheat  Acreage  AllatoMii 
Regulations  for  1960  and  t«bi|. 
quent  Crops  of  Wheat  To  Ijnf^^ 
Determination  of  1963  Fonn  Ian 
Acreages  and  Acreage  AllotNMMi 
and  New  Farm  AHotmeiiH 

Pursuant  to  the  authority  contstasl 
in  applicable  provisions  of  the  Agrietf. 
tural  Adjustment  Act  of  1938,  as  kaaii. 
ed,  the  Department  has  under  consldan. 
tion  the  formulation  and  *— "inw  i( 
amendments  to  the  farm  wheat 
allotment  regulations  for  the  1... 
subsequent  crops  of  wheat  to  provlds 
basis  for  determining  farm  base  < 
ages  and  acreage  allotments  for  Um 
crop  of  wheat. 

Section  334(C)  of  the  AgriculUlial !*• 
Justment  Act  of  1938.  as  amwidsi.  ■• 
quires  that  the  county  wheat 

allotment  for  any  year  shall  be 

tioned  among  the  old  farms  wttUoTtlii 
county  on  the  basis  of  the  past  aera 
wheat,  tillable  acres,  crop-rotatka 
tioes,    type    of    soil,    and 

Wheat  allotments  have  been  In  ,. 

continuously  since  1954  and  coantysM- 
mittees  have  had  ample  opportynMy  li 
review  and  make  appropriate  mUo*- 
ments  when  necessary  to  property  i». 
fiect  the  above  factors.  It  is  Ml  tt«t 
such  statutory  factors  except  tm 
acreage  of  wheat  for  the  crop 
are  adequately  refiected  for 
crop  of  wheat  in  the  1962  base 
for  most  regular  rotation  fanns  nd  ii 
the  1961  base  acreages  for  most  oil  ad 
even  rotation  farms,  except  as 
ments  provided  for  in  Public  Iaws 
and  85-366  may  be  required  or 
priate.  These  laws  provide  the 
in  which  wheat  history  acreage 
determined  for  1958  and 
years  for  purposes  of  establishing  ^^ 
allotments.  In  the  same  way.  In  di^i^ 
mining  1962  allotments,  the  MtMtxtKJ 
factors  except  for  the  1960  acresct  d 
wheat  were  considered  to  be  adequstdy 
refiected  In  the  1961  base  aiieep  1» 
most  regular  rotation  farms,  sad  ta  the 

1960  base  acreage  for  most  odd  andeftt 
rotation  farms,  taking  into  auuwit 
necessary  adjustments  required  kv  l«fc 

In  applying  the  statutory  factar  m 
past  acreage  of  wheat  In  detetaidv 
farm  base  acreages  and  acreage  tM- 
ments  for  any  crop  of  wheat  *'*•■• 
practicable  to  take  into  account  ■» 
wheat  histx)ry  acreage  for  the  !■■'■' 
ately  preceding  crop  because  the  ■Bi^ 
ment  must  be  determined  prior  to  ■• 
time  that  the  wheat  acreage  for  •■• 
crop  can  be  ascertained.  Thus.  thsMB 
base  acreage  for  any  farm  was  dty 
mined  without  regard  to  the  wlisat  m- 
tory  acreage  for  1961  for  such  fai«.  »J 

1961  farm  wheat  acreage  will  h««_ 
determined  prior  to  the  est 
1963   farm  base  acreages  and 
allotments. 


»  ta  oroDOsed  to  change  the  ellglblUty 
^iJJJ^to  governing  wheat  acreage 
*Si«aU  for  "new  farms"  (i.e.,  farms 
•"TSSh  wheat  was  not  planted  or  con- 
•L^STnlanted  to  wheat  for  harveet  as 
•S-Aartng  any  of  the  years  1960.  1961. 
2i  i«B)  In  order  to  obtain  uniformity 
SJZihe  wheat  acreage  allotment 
^ZSaoDM  and  the  regvaatlons  for  other 
IzSSMmtcrope  and  also  to  provide  that 
•J"^2Sat  acreage  allotment  established 
tar  sMW  farm  shall  be  reduced  to  the 
rFZk  acreage  determined  for  the  farm 
ITitta  determined  such  wheat  acreage 
L  QMfarm  is  less  than  75  percent  of  the 
Ml  wheat  acreage  allotment. 

to  other  respects,  the  regulations  gov- 
Mtow  determination  of  1963  farm  base 
^nMces  snd  acreage  allotments  would 
Substantially  identical  to  those  for  the 
lHninlnstlTTr  of  1962  farm  base  acre- 
am  and  acreage  allotments. 

tt  Older  to  give  effect  to  these  pro- 
Boed  changes  and  to  give  appropriate 
IgStKtAioa  to  the  1961  farm  wheat 
MtoryacivMes  in  the  determination  of 
IM  base  acreages,  it  is  proposed  that 
M^aBundments  be  as  follows: 

1  A  new  S  728.1017c  would  be  added 
UliiMm  11728.1017b  and  728.1018  to 
nsdM  follows:  | 

lTll.l017e  Determination  of  base 
scfwges  for  old  farnis  for  the  1963 
trap  of  wheat. 

(s)  The  county  committee  shall,  in 
anoidance  with  the  regulations  in  this 
nation,  determine  a  1963  base  acreage 
d  vtaeat  for  each  old  farm  which  will 
noeot  the  factors  of  past  acreage  of 
vkatt,  tUlable  acres,  crop>rotation  prac- 
mm,  tnw  of  sou  and  topography.  For 
wlBrsntinllT  all  farms,  these  factors 
sn  determined  to  be  adequately  reflected 
fat  the  1963  crop  in  the  1962  base  acre- 
•fBi  for  regular  rotation  farms  and  in 
the  IMl  base  acreages  for  odd  and  even 
ratatkin  farms  and  the  wheat  history 
sorimrs  for  1961,  weighted  and  adjusted 
m  provided  for  in  this  section.  For  the 
mil  number  of  farms  where  q>ecial 
mflstoQs  are  necessary  as  provided  In 
■fepsrsgraphs  (3),  (4),  (5).  (6).  and 
(T)  of  paragraph  (b)  of  this  section,  the 
HBiNited  base  acreage  determined  in 
•MQidance  with  the  provisions  of  such 
nkpsngraphs  have  been  determined 
adoquately  to  refiect  these  factors. 

(b)  Computed  base  acreage.  The 
eoonty  committee  shall  establish  for 
Midi  farm  a  computed  base  acreage 
wUeh  shall  be: 

(1)  For  a  regular  rotation  farm.  80 
per  oentimi  of  the  1962  base  acreage 
vhteh  was  determined  for  the  farm 
■Mler  1728.1017b,  plus  20  per  centiui 
if  the  1961  wheat  history  acreage  as 
Mennined  for  the  farm  under  S  728.- 
1111(f)  (6) . 

(2)  For  any  farm  having  an  odd  and 
even  crop  rotation  as  defined  in  8  728.- 
Mll(d),  80  per  centum  of  the  1961  base 
Mntge  which  was  determined  for  the 
hm  under  §  728.1017a,  pltis  20  per 
oatum  of  the  1961  wheat  history  acre- 
ite  as  determined  for  the  farm  under 
1131.1011(f)(6). 

(S)  For  a  farm  for  which  a  new  farm 
'   tOotment  was  established  for  the  first 
tfeae  for  the  1962  crop,  the  product  ob- 
Mned  by  multiplying   the  final   1962 
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wheat  aereace  allotment  for  the  farm 
by  111.11  percent  and  multiplying  that 
product  by  the  reciprocal  of  a  decimal 
fraction  which  is  100  per  centum  of  the 
county  proration  factor  used  in  adjust- 
ing old  farm  base  acreages  in  1962  to 
the  1962  ooimty  acreage  allotment  as  de- 
termined under  §  728.1018. 

(4)  For  a  farm  which  had  established 
a  new  odd  and  even  crop-rotation  system 
for  1062  as  provfded  in  S  728.1017b (b) 
(4) ,  the  base  acreage  recommended  by 
the  county  committee  as  applicable  for 
1963  for  such  farm. 

(5)  For  an  old  farm  having  a  crop- 
rotation  sjrstem  under  which  the  acre- 
age devoted  to  the  production  of  wheat 
for  harvest  as  grain  has  varied  in  a  set 
pattern  from  year  to  year  over  a  three- 
or  four-year  period,  the  previous  base 
acreage  selected  by  the  county  committee 
as  a]H>llcable  for  1963  for  such  farm  un- 
der such  rotation  system. 

(6)  For  a  fcum  with  an  established 
odd  and  even  rotation  for  which  a 
change  in  the  crop-rotation  practices 
will  go  into  effect  for  1963.  the  computed 
base  acreage  recommended  by  the 
county  committee  as  applicable  for  1963 
for  such  farm  under  the  new  rotation: 
Proioided.  That  such  computed  base  acre- 
age shall  not  exceed  the  base  acreage 
which  would  have  been  computed  if  the 
rotation  in  effect  for  1962  had  been 
continued. 

(7)  For  those  farms  for  which  the 
penalty  on  excess  wheat  of  the  1959  or 
1960  crop  was  postponed  or  avoided  by 
storage  of  the  excess  but  on  which  the 
penalty  became  due  after  determination 
of  the  1962  allotment,  the  farm  base 
acreage  for  1963  shall  be  computed  in  ac- 
cordance with  the  applicable  subpara- 
graph (1)  or  (2)  of  this  paragraph  after 
the  1961  or  1962  base  acreage  has  been 
recomputed,  for  1963  base  acreage  de- 
termination only,  by  using  the  1959  or 
1960  allotment,  as  appropriate,  instead 
of  the  1959  or  1960  base  acreage  as  the 

- 1959  or  1960  wheat  history  acreage, 
(c)  Tentative  farm  base  acreage.  The 
tentative  base  acreage  for  a  farm  shall  be 
the  computed  base  acreage  determined 
under  paragraph  (b)  of  this  section,  as 
adjusted  under  this  paragraph  (c) .  The 
coun^  committee  may  make  adjust-. 
ments  not  to  exceed  10  percent  in  the 
computed  base  acreage  for  the  farm 
when  it  is  determined  that  such  com- 

.  puted  farm  base  acreage  is  too  low  or  too 
high  when  compared  with  base  acreages 
on  ffimiiM'  farms  similarly  operated 
which  have  had  very  similar  crop-rota- 
tion practices  in  the  past  and  have  rela- 
tively the  same  type  of  soil  and  topogra- 
phy and  approximately  the  same  amount 
of  cropland.  Such  adjustments  are  sub- 
ject to  the  following  conditions: 

(1)  The  computed  farm  base  acreage 
may  not  be  adjusted  above  the  cropland 
for  the  f  aurm. 

(2)  No  adjustment  shall  be  made  for 
the  purpose  of  offsetting  the  effects  of 
exceeding  the  1959,  1960,  or  1961  farm 
aereace  allotment. 

(3)  An  adjustment  shall  be  made  to 
reflect  the  loss  in  county  history  caused 
by  those  fanns  for  which  the  base  acre- 
age is  determined  under  S  728.1017c(b) 
(f)  or  (5)  which  had  excess  wheat  acre- 
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age  on  which  the  penalty  keeame  due 
for  the  1959, 1960,  or  1961  orotp  of  wheat. 
A  zero  tentative  base  acreage  iAmJI  be 
established  for  any  farm  if  the  coimty 
committee  determines  that  the  land  wHl 
not  be  used  for  agricultural  produotion 
in  1963  because  it  has  been  devoted  to 
non-agricultural  use. 

(d)   The  1963  base  acreage.   The  1963 
base  acreage  shall  be  that  acreeige  de- 
termined under  peu*agraphs  <a)  through 
(c)  of  this  section,  adjusted  to  the  ap- 
proved county  base.    If  the  sum  of  the 
Indicated  1963  tentative  base  acreages  for 
all  old  farms  in  the  county  does  not  ecpial 
(within  rounding  tolerance)    the   1963 
final  county  base  acreage  used  in  ap- 
portioning the  State  acreure  allotments 
to  counties  contained  in  i  728.1307,  such 
indicated  base  acreage  shall  be  adjusted 
up  or  down  by  that  percentage  which 
the  Sinn  of  the  indicated  base  acreages 
for  all  old  farms  in  the  county  is  less 
or  more  than  the  1963  county  base  acre- 
age: Provided.  That  the  1963  base  acre- 
age for  any  farm  shall  not  exceed  the 
total  cropland  for  the  farm,  tfxoept  for 
any  farm  where  less  than  16  peromt 
of  the  cropland  on  the  farm  has  been 
acqiiired  under  the  right  of  eminent  do- 
main.  As  so  adjusted,  the  1963  tentative 
base  acreage  for  the  farm  shall  become 
the  1963  base  acreage  for  the  farm. 

§  728.1018      [Amendment] 

2.  Section  728.1018  woidd  be  amended 
by  striking  out  the  period  at  the  end 
thereof  and  inserting  in  lieu  thereof  a 
comma  and  the  language  "and  I  738.- 
1017c  for  1963." 

§  728.1019      [Amendment] 

3.  Sectkm  728.1019  would  be  amended 
by  changing  the  heading  to  read  'De- 
termination of  tentative  acreagee  for  iieto 
farms  for  the  1960.  1961.  and  1962 
crops";  by  adding  in  the  first  sentence 
of  paragraph  (a)  immediately  following 
the  word  "shall"  the  language  ".  with 
respect  to  the  1960.  1961.  and  1962 
crops,";  by  adding  in  the  first  sentence 
of  paragraph  (b)  1mmfd1at«*ly  following 
the  word  "allotments"  the  langubge  "for 
the  1960.  1961,  or  1962  crop":  and  by 
adding  in  the  first  sentence  of  paragrairti 
(c)  immediately  following  the  words 
"new  farm"  the  langitage  "for  the  1960, 
1961,  or  1962  crop". 

4.  A  new  t  728.1019a  would  be  added 
to  read  a  follows: 

§  728.1019a  Detemunadon  of  tenUtive 
acreages  for  new  farms  for  1968  and 
sniMcqnent  crops. 

(a)  The  coxmty  committee  shaU  de- 
termine a  tentative  acreage  for  use  in 
establishing  a  wheat  acreage  i^tment 
for  each  eligible  new  farm  for  the  1963 
or  any  subsequent  crop  for  which  an 
acreage  allotment  is  requested  in  writ- 
ing prior  to  July  1  of  the  year  immedi- 
ately preceding  the  cxumit  year  in  the 
winter  wheat  area,  and  prior  to  March  1 
of  the  current  year  in  the  spring  wheat 
area.  The  spring  wheat  area  shall  in- 
clude any  area  where  spring  wheat  is 
normally  grown,  even  though  winter 
wheat  is  also  grown  in  such  area.  Bach 
request  for  such  allotment  shall  be  made 
by  the  owner  or  operator  on  Form  ICQ- 
25,  Application  for  New  Farm  Allotment, 
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inntaln  statements  as  to 

klMttfleation  of  the  farm. 
«f  the  farm  operator. 

of  iarmlaad  and  cropland 
ttw  acreage  of  wheat  re- 

pmKt  experience  of  the  ap- 
pUcaai  Im  pradwrtng  wheat,  the  acreage 
allotments  established  for  other  crops 
tor  the  farm  for  ihe  current  year,  the 
^iwhiji  aereass  on  the  farm  available 
for  the  produetton  of  wheat,  whether  the 
operator  or  owner  owns  or  operates  any 
otlier  farm  In  the  United  States  for 
which  a  wheat  acreage  allotment  will  be 
estabUsbed  for  the  current  year,  whether 
the  openttor  of  the  farm  will  obtain 
more  than  50  per  centum  of  his  income 
during  the  ourrent  year  from  the  pro- 
duetloa  of  agricultural  commodities  or 
produots  from  the  farm,  excluding  the 
estimated  return  from  the  production 
of  wheat  on  the  requested  allotment. 
whether  the  production  of  wheat  on  the 
farm  ordlnarUy  wouki  result  in  an  un- 
due eroskm  hacard  under  continuous 
productkMi  and  whether  the  operator 
owns  or  has  readily  available  adequate 
equipment  and  other  facilities  for  the 
production  of  wheats 

<h>  SUgibiUty  for  a  new  farm  allot- 
mcfit  shaM  be  conditioned  upon  the 
foliowlng: 

(1)  Tlie  application  for  a  new  farm 
allotment  is  filed  by  the  farm  operator 
or  farm  owner  at  the  ofBce  of  the  cotmty 
riiiimittffi  on  or  before  the  applicable 
ekMl^  daie. 

(2)  Netther  the  operator  nor  the 
owner  of  the  Cant  covered  by  the  appli- 
cation owns  or  operates  any  other  farm 
in  the  United  States  for  which  a  wheat 
allotment  will  be  established  for  the 
current  year. 

<a)  Tlie  svailaUe  land,  type  at  soil 
■ad  tmiogra^iy  of  the  laixl  on  the  farm 
for  whiob  aw  wheat  allotment  U  re- 
is  iittabif  for  the  production  of 
and  the  ptoducttpn  of  wheat  on 
the  farm  ordlaarilr  win  not  result  in  an 
undue  ereelaa  haaoard  under  continuous 


<4>  Tlie  opOTlor  owns  or  otherwise 
has  reaiHly  available  adequate  equip- 
ment and  the  other  facilities  of  pro- 
dveUon  iiBC— ■IT  to  the  successful 
prodoctlan  c(  wboat  on  the  farm. 

<9)  Ttie  operator  will  obtain  during 
the  current  year  more  than  60  percent  of 
his  tnooaaa  fran  tlie  production  of  agri- 
cultural commodities  or  products  from 
the  farm  for  which  the  new  farm  allot- 
ment application  is  filed.  In  making 
this  computation  of  income  from  the 
farm,  no  value  will  be  allowed  for  the 
estimated  xeturu  from  the  production 
of  the  requested  allotment.  However,  in 
addlttdn  to  the  vahie  of  agricultural 
prodocts  sold  from  the  farm,  credit  will 
be  allowed  for  the  estimated  value  of 
home  gaEttSens.  livestock  and  livestock 
products,  poultry,  or  other  agricultural 
prodncts  produced  for  home  consump- 
tion or  other  use  on  the  farm.  Where  the 
farm  apentar  Is  a  partnership,  each 
partner  miist  obtain,  during  the  cur- 
rent year,  more  than  50  percent  of  his 
Income  from  the  agricultural  commodi- 
ties or  products  from  the  farm:  where 
the  farm  operator  Is  a  corporation,  it 
must  have  no  major  purpose  other  than 
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operation  or  ownership,  as  applicable, 
of  such  farm,  and  the  officers  and  gen- 
eral manager  of  the  corporation  must 
obtain  more  than  50  percent  of  their 
Locome.  including  dividends  and  salaries, 
from  the  corporation. 

(6)  Notwithstanding  the  provisions  of 
subparagraphs  (2>.  (3>.  and  (5)  of  this 
paragraph,  the  committee  shall  estah- 
lish  a  new  farm  allotment  for  a  farm 
(Other  than  an  old  wheat  farmi  with  an 
established  four-  or  five-year  rotation 
that  will  include  wheat  for  the  current 
year. 

(c>  In  determining  the  tentative 
acreage  for  each  new  farm,  the  county 
committee  shall  talce  into  consideration 
the  tillable  acres,  crop-rotation  prac- 
tices, type  of  soil,  topography  and  the 
farming  system  to  be  followed  by  the 
operator,  irM:luding  the  equipment  and 
other  facilities  available  for  the  produc- 
tion of  wheat  under  such  system:  Pro- 
vided, 'thAt  the  tentative  acreage  so 
established  shall  not  exceed  the  wheat 
acreage  for  the  farm  for  the  current 
year  under  the  planned  crop-rotation 
system.  Without  prior  approval  of  the 
State  committee,  the  acreage  recom- 
mended by  the  county  committee  shall 
not  exceed  one  hundred  percent  of  the 
acreage  indicated  by  cropland  where 
the  operator  of  the  farm  has  been  plant- 
ing wheat  on  the  farm  in  regular  rota- 
tion; eighty  percent  of  the  acreage 
indicated  by  cropland  where  the  operator 
has  had  actual  wheat  production  in 
previous  years:  sixty-five  percent  of  the 
acreage  indicated  by  cropland  where  the 
operator  has  had  no  opportunity  to  es- 
tablish wheat  history  for  himself:  and 
twenty-five  percent  of  the  acreage  indi- 
cated by  cropland  where  the  applicant 
could  have  established  wheat  history  but 
has  not  done  so.  and  in  all  other  cases. 
The  State  committee  when  requested 
may  grant  approval  in  excess  of  the 
limits  established  above  if  such  limita- 
tion would  result  in  an  inequitable 
tentative  acreage  due  to  the  fact  that  the 
type  of  farming  operations  carried  out 
generally  in  the  community  or  county  is 
not  representative  of  the  type  of  farming 
operations  to  be  carried  out  on  the  new 
farm. 

5.  Section  728.1020  would  be  amended 
to  read  as  follows: 

§  728.1020     Determination     of     arrejige 
jjlotnaenta  for  new  farms. 

la)  The  county  committee  shall,  after 
approval  by  the  State  committee  of  the 
tentative  acreages  established  for  new 
wheat  farms,  determine  a  wheat  acreage 
allotment  for  the  current  year  for  each 
new  farm  by  multiplying  the  tentative 
acreage  so  established  by  a  pro  rata 
adjustment  factor  which  shall  be  the 
smaller  of  the  factor  determined  uixlcr 
i  728.1018  or  a  factor  obtained  by  divid- 
ing the  State  reserve  for  new  farms  by 
the  simi  of  the  tentative  acreages  deter- 
mined for  new  farms  under  9S  728.1019 
or  728.1019a.  If  the  wheat  acreage  for 
the  current  year  is  less  than  the  allot- 
ment established  for  the  farm  under  this 
section  for  the  IfM.  1961.  or  1962  crop,  or 
is  less  than  75  per  centum  of  the  allot- 
ment established  for  the  farm  under  this 
section  for  the  1963  or  any  subsequent 
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crop,  the  wheat  allotment  for  tbt 
shail  be  reduced  to  the  acreage  i 
as  wheat  acreage  on  the  farm, 
acreage  resultir^g  from  such  _.^ 
in  each  county  shall  be  transfcn^TS 
the  reserve  available  to  the  county  qi^ 
mittee  for  appeals,  correction  of  m 
aiKl  missed  farms.  The  sum  of  a]} ; 
farm  acreage  allotments  in  the 
sludl  not  exceed  the  State 
aside  for  new  farms.  In  det 
future  allotments  for  such  new 
the  farm  will  not  be  considered  to , 
any  acreage  diverted  from  the 
tion  of  wlieat  for  the  year  in  whkk  1 
allotmf'nt  was  established. 

( b  I  Any  r\ew  farm  allotment  < 
under  }  728.1020  for  the  1963  or  uvj  __ 
sequent  crop  which  was  determliMi% 
the  county  committee  on  the  taaito  ^ 
iiKx>rrect  information  knowingly  tm- 
nished  the  county  committee  kf  |^ 
applicant  for  a  new  farm  ""itmant  iMI 
be  cancelled  as  of  the  date 


■atjtittjf,  February  8,  1962 

m  ^^  olant  qualification  of  a  plant 
»"^j5^  cooperative  assocUUon; 


iRAL  lEGISTEl 


Prior  to  the  Issuance  of  the 
amendments,  any  data,  views  or 
mendatlons    pertaining    thereto 
are  submitted  in  writing  to  the 
Grain  EM  vision.  Agricultural 
tion  and  Conservation  Service, 
States  Department  of  Agriculture, 
ington  25,  D.C.,  will  be  given 
tion,  provided  such  submissions 
marked  not  later  than  30  days 
date  of  publication  of  this  notice 
Federal  Register. 

Signed  at  Washington,  D.C..  on 
ary  2.  1962. 

E.  A.  1 
Acting  Administnitor, 
tural  StabUuation 
Bervation  Service. 

|PR     Doc.    62-1808:     Filed,    Feb.    7, 
8:60  a.m.) 
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f  Docket  No.  AO-2»-A8] 

MliK  IN  CEDAR  RAPtOS-IOWA  OTT 
MARKETING  AltEA 

Decision  on  Proposod 
Tentative     Morkoting 
and  to  Order 

Pursuant  to  the  provisions  of  I 
cultural  Marketing  Agreement  AA  d 
1937,  as  amended  (7  U.S.C.  801  et  ami, 
aiul  the  applicable  rules  of  practin  tM 
procedure  governing  the  foriiuikltMl  it 
marketing  agreements  and 
orders  (7  CFR  Part  900>.  a  pubUei 
ing  was  held  at  Cedar  Rapids*  Io«l»«i 
October  19,  1961.  pursuant  to  mUn 
thereof  issued  on  September  28.  IM  (M 
P.R.  9347). 

Upon  the  basis  of  the  evidence 
duced  at  the  hearing  and  the 
thereof,  the  Assistant  Secretary, 
States  Department  of  Agrieultun^  fi 
January  3,  1962  (27  F.R  238;  P Jt  T 
62-219)  filed  with  the  Hearing 
United  States  Department  of 
tore,  his  recommended  decision  < 
ing  notice  of  the  opportunity  ta  • 
written  exceptions  thereto.  ^ 

The  material  issues  on  the  reoord  • 
the  hefiring  relate  to: 

1.  Individual  handler  pooling; 


^wttmi^aa  of  producer  milk  from 
h  ?Z.-*«  to  noopool  plants. 
i*L^igttoe  of  hearing  Included  pro- 
-2«8rtatailng  to  the  pricing  of  Class 
S^Sl  However,  no  evidence  was  pre- 
zSm  tt»e  record  with  respect  to  such 
SmA  and,  therefore,  no  issue  is  pre- 
^^^^hsreln. 

'^^nOUoe  also  contained  a  pR^oaal 
Ify  the  allocation  provision  of  the 
the  proponent  of  the  proposal 
I  testimony  on  the  record  in  sup- 


STof  the  proposal  but  in  its  brief 
'^  --■■  that  the  Issue  be  abandoned. 


,  nipportlng  testimony  was  re- 
Acoordingly.   the  issue  is   not 
Haniod  herein. 
fZ^r  «*<!  conclusionM.    Tlie  fol- 
flndlngs  and  conclttsioos  on  the 
issues  are  based  on  evidence 
at  the  hearing  and  the  record 


Libirketwlde  pooling  should  be  eon- 
In  the  Cedar  RapMs-Iowa  City 
M  ttie  method  of  dlstrlbottng  to 

L  the  use  value  of  their  milk. 

'T'lIl^iHkir  proposed  that  the  order  be 
to  provide  for  Indivldaal 
pooling.  Individual  handler 
irould  provide  for  payment  of 
prices  for  all  milk  deUfcred  br 
t  delivering  to  the  same  handler 
j  on  the  use  of  the  milk  by  the 
2yadler.  Marketwide  pooling  prarldeB 
tK  pcyment  of  uniform  prices  for  all 
„■»  ddlvered  by  all  producers  to  all 
l^itf  based  upon  the  marketwide  use 
rfaiabmUk. 

The  chvs  utilization  of  milk  in  the 
Mrfcet  by  handlers  Is  not  uniform.  One 
tayiHiw  In  the  market,  the  Eastern  Iowa 
Ooapsattve  Dairy  Producers  Association, 
^faJDtm  most  of  the  milk  which  is  not 
■SHltd  for  fluid  purposes. 

Diitributing  pool  plants  in  the  market 
toMl  to  limit  their  piu^chases  of  milk  to 
(tat  moont  required  for  use  in  Class  I 
psteels  plus  what  is  used  in  ice  cream 
■ricvlUve  cheese.  Tliey  depend  on  the 
IMIam  Iowa  Cooperative  Dairy  Pro- 
Inn  Association  to  care  for  exceas  sup- 
iMm  iorlng  periods  of  flush  productkm 
nd  to  furnish  supplemental  supidiea 
istag  periods  of  short  production.  In 
•Mttion  to  seasonal  variations,  handlers 
wy  their  purchases  according  to  the  day 
d  (hs  week.  Some  handlers  do  not  take 
nr  milk  from  the  cooperative  on  Sun- 

la  a  market  such  as  this  where  one 
iMdkr  cares  for  the  reserve  supply  for 
tkt  aarket,  an  individual  handler  pool 
[  not  contribute  the  same  degree  of 
to    the    market    that    is   ae- 

through  the  present  market- 

I  pooL    The  marketwide  pool  assures 

tkit  all  of  the  producers  supidying  the 
■Htat  share  equally  in  the  Class  I  sales 
ii  tiw  market  and  that  the  burden  of 
cvrylng  reserve  supplies  Is  likewise 
ttmnd  equally  among  all  producers. 
1  The  qualifications  for  pool  plant 
iMw  of  a  plant  operated  by  a  co- 
•PcnMve  association  under  the  order 
tefld  be  modified. 

The  order  provides  pool  plant  status 
te  a  plant  operated  by  a  cooperative 
fttlon  whose  members  are  a  ma- 


jority at  the  total  nnmtaer  of  producers 
shlHilBf  to  pm  plaBts.  and  novty  half 
or  a«c  of  fbe  Mai  ptodueer  sniUc  re- 
oeived  ■*  an  pool  plants  dnxing  the 
Booth. 

The  Baslem  Iowa  Cooperative  Dairy 
RroduMES  Aaaodatlon.  wliich  represeiUs 
over  70  peroeot  of  the  producers  supply- 
ing the  maifeet.  proposed  that  such  pool 
itent  provisions  be  changed  to  afford 
pool  p'M«t  status  to  a  plant  located 
within  10  miles  of  the  marketing  area 
which  receiveB  milk  from  dairy  farmers 
and  which  is  operated  by  a  cooperative 
assodMion  having  member  producers 
whose  milk  is  delivered  to  regulated 
plants  of  other  handlers. 

The  ■■FtftiatV*"  operates  a  j;>lant  lo- 
cated at  Marton,  Iowa,  which  is  about 
four  miles  from  the  marketing  area. 
Thte  plant  has  facilities  for  receiving, 
qiHU'*^  and  storage  of  milk.  It  is  used 
primarily  tar  supplying  spot  loads  of 
milk  to  dJetributing  pool  plants  smd  as- 
BfinMlnff  milk  for  shipment  to  other 
markets.  Tlie  association  supplies  milk 
to  all  of  the  handlers  In  the  market, 
however,  two  of  the  handlers  also  re- 
ceive milk  froBi  other  producers. 

Duriiw  IMt  distributing  pool  plants 
zeceived  82  percent  of  their  total  milk 
supply  from  the  members  of  the  co- 
operative association.  The  proportion 
of  such  handlers'  receipts  from  the  co- 
operative aasociation's  members  was  at 
least  19  percent  in  all  months  of  1960. 

In  February  1961  the  association  failed 
to  qualify  its  plant  for  pool  status  since, 
on  Febniaiy  1.  1961,  the  two  largest 
handlers  in  the  market  obtained  their 
entire  supplies  of  milk  from  sources  other 
tiiM«  members  of  the  Eastern  Iowa  Co- 
operative Dairy  Producers  Association. 
This  was  caused  by  a  dispute  arising  in 
negotiation  of  prices  abovi  those  estab- 
Ushed  by  the  order.  However,  by  early 
Mazeh  both  of  tiiese  handlers  resumed 
receiving  milk  from  members  of  the  as- 
sociatioa.  but  in  limited  amounts  shioe 
a  greater  portion  of  their  needs  were 
being  suppUed  by  new  producers. 

Due  to  the  increased  amount  at  milk 
on  the  narket  from  new  producers,  the 
proportion  of  milk  received  at  dis- 
tributing pool  plants  fnxn  m«nbers  of 
tbe  cooperative  association  has  declined. 
By  June  1061  the  proportion  of  dis- 
tributinc  pool  plant  receipts  from  mem- 
bers of  the  cooperative  had  dropped  to 
53.5  percent. 

Pool  plant  status  for  the  cooperative's 
plant  became  critical  in  July  and  the 
provision  of  the  order  which  requires  a 
cooperative  to  supply  at  least  50  percent 
of  the  mUk  received  at  other  pool  plants 
In  order  to  have  Its  plant  qualify  as  a 
pool  plant  was  suspended  for  the  months 
of  Jidy  and  August  1961.  It  turned  out 
that  the  coopo^tlve  did  supply  50  per- 
cent of  the  milk  received  at  other  pool 
plants,  however,  this  provision  of  the 
order  should  be  changed  in  order  to  as- 
sure continued  pool  status  for  a  co- 
operative's plant  so  long  as  Its  members' 
milk  is  associated  with  and  needed  In  the 
market. 

Tlie  provision  proposed  by  the  Eastern 
Iowa  Cooperative  Dairy  Producers  Asso- 
ciation would  qualify  its  plant  for  pool 
status  on  the  basis  of  its  location.  How- 
ever, there  would  be  no  assurance  that 
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its  oaembax'  nsilk  vassuflcientty  aaoel- 
ated  with  and  needed  on  the  flMrket  to 
waxnuit  pooling  its  plant  as  Is  the  c«w 
uader  the  pseeent  pnivision.  Po(d«tatiia 
of  such  a  plant  ataaiA  continiie  to  be 
based  on  perfecmaaee  standards  which 
relate  the  cooperative's  total  supply  of 
milk  witti  di^lbnting  pool  plants. 

During  1960  the  Eastern  Iowa  Co<9er- 
ative  Dairy  ProdnceFS  Assodatlfm  sold 
78  percent  of  its  members'  milk  to  other 
pool  plants.  Its  sales  to  pool  plants 
varied  seasonally  from  a  low  of  01  per- 
cent In  June  to  97  percent  in  November. 
The  cooperative  c<Atinues  to  sdl  a  sub- 
stantial proportion  of  its  meaaben'  milk 
to  pool  plants. 

From  March  ttirou^  Septonber  1061 
the  cooperative  association  sold  SS  per- 
cent of  its  members'  milk  to  other  pool 
plants.  During  this  period  the  propor- 
tion of  such  sales  on  a  monthly  basia 
varied  from  41  percent  in  June  to  72 
percent  in  Septonber.  On  many  days 
in  September  1961  vh-tually  all  of  the 
cooperative  association's  supply  of  milk 
was  sold  to  pool  plants.  Due  to  dally 
variation  in  donand  by  handlers,  the 
monthly  mroportion  of  tbe  cooperative 
association's  supply  received  by  other 
handlers  was  only  72  percent 

The  amount  of  milk  needed  for  bot- 
tling purposes  is  fairly  constant  from 
month  to  month.  However,  the  availaUe 
supply  of  producer  milk  is  highMt  in 
the  spring  and  lowest  in  the  f  alL  Ac- 
cordingiy,  the  performance  standards 
should  be  varied  seasonally. 

In  view  of  the  increased  supply  of  milk 
on  the  market  and  that  pooL  pJants  do 
not  process  the  reserve  supply,  it  eannc^ 
be  expected  that  a  majority  of  the  avail- 
able suiH>lles  be  moved  to  such  plants 
except  during  the  season  of  short  supply. 
Performance  standards  which  would  re- 
quire that  one-half  the  milk  of  mem- 
bers  of   a  co(9erative   assnriatlnn   be 
moved  to  distributing  pool  plants  during 
September,  October  and  November;  30 
percent  during  May.  June  and  July;  and 
40  percent  in  all  oLbet  montha.  would 
assure  that  such  mUk  is  associated  with 
and  needed  on  the  market    A  coopera- 
Uve  pifa«w-<a.tw*n  which  supplies  such  pro- 
portions of  the  total  mUk  of  its  pro- 
duce m^nbers  should  be  afforded  pool 
plant  status  for  any  idant  which  It  oper- 
ates if  the  plant  is  approved  by  an  ap- 
proiH-late  health  authority  for  the  han- 
dling of  Grade  A  milk.    Pool  status  of 
such  a  plant  would  contribute  to  orderly 
marketing  by  allowing  it  to  be  used  for 
storage  of  supplies  that  woidd  be  avail- 
able to  other  handlers  on  short  notice. 
In  addition  it  could  be  used  to  assemble 
part  loads  ot  milk  from  farms  for  ship- 
ment to  pool  idants  or  transf^  to  non- 
pool  plants. 

3.  Tlie  diversion  provisions  of  the 
order  should  be  modified  to  allow  more 
liberal  diversion  of  producer  mUk  tnm. 
farms  to  nonpool  plants. 

The  order  provides  unlimited  diverslmi 
during  the  months  of  April.  May  and 
June.  During  other  months  milk  may 
be  diverted  on  as  many  days  as  it  is 
received  at  pool  plants  and  sUll  be  pooled 
under  the  order.  Tlie  entry  of  new  pro- 
ducers on  the  market  has  resulted  In  the 
need  to  divert  greater  amounts  of  milk 
to  nonpool  plants  since  pool  plants  do 
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not  process  the  markets  reserve  supply. 
Direct  movement  of  this  reserve  milk 
trom  farms  to  nonpool  plants  is  the  most 
economical  means  of  handling  It.  How- 
ever, the  present  diversion  limits  of  the 
order  are  not  liberal  enough  to  allow  this 
milk  to  be  diverted  and  still  be  pooled 
under  the  order  without  being  shipped  to 
a  pool  plant  and  then  transferred  to  a 
nonpool  plant.  The  Eastern  Iowa  Co- 
operative Dairy  Producers  Association 
proposed  that  this  be  corrected  by  allow- 
ing milk  to  be  pooled  so  lona:  as  it  is 
not  diverted  for  the  entire  montii 

This  cooperative  association  is  the  only 
handler  experiencing  difficulty  with  the 
present  diversion  limits  since  it  is  the 
sole  handler  of  the  Increased  reserve 
supply  for  the  market.  In  order  to  keep 
its  members'  milk  pooled,  the  cooperative 
association  has  had  to  bring  the  milk  to 
its  own  plant  and  then  transfer  it  to 
nonpool  plants  for  manufacturing 
Handlers  have  displaced  producer  milk 
of  the  cooperative  association's  members 
with  milk  from  other  producers.  Since 
April  1961  the  receipts  of  milk  at  dis- 
tributing pool  plants  from  producers  who 
are  not  members  of  the  Eastern  Iowa  Co- 
operative Dairy  Producers  Association 
has  more  than  doubled.  During  the  pe- 
riod April-September  1961  distributing 
pool  plants  received  28.7  million  pounds 
of  milk  from  such  producers  compared  to 
13.6  million  pounds  during  the  same  pe- 
riod of  1960.  Thedifrerence.anincrca.se 
of  15.1  million  pounds,  was  more  than 
offset  by  the  drop  in  sales  of  milk  to  such 
plants  from  the  Eastern  Iowa  Coopera- 
tive Dairy  Producers  Association  which 
were  58.1  million  pounds  during  April 
through  September  1960  and  39.3  million 
pounds  for  the  same  jperiod  of  1961.  or  a 
decrease  of  18.6  million  pounds. 

Pxirther  evidence  that  this  association 
has  the  role  of  caring  for  the  reserve 
supply  is  that  its  sales  of  milk  to  handlers 
are  inversely  related  to  the  normal  .sea- 
sonal production  pattern  while  the  op- 
posite It  true  of  such  handler's  receipts 
from  other  producers.  For  example, 
from  July  through  September  1961 
monthly  receipts  of  mUk  at  distributing 
pool  plants  from  members  of  the  Eastern 
Iowa  Cooperative  I>airy  Producers  As- 
sociation increased  from  5  5  million 
pounds  to  7.7  million  pounds  while  re- 
ceipts from  other  producers  dropped 
from  5.1  million  pounds  to  4.5  million 
pounds. 

In  addition  to  handling  the  sea.sonal 
reserve  for  the  market  this  cooperative 
association  handles  the  market  s  weekly 
reserve  supply.  Handlers  tend  to  buy 
only  enough  milk  from  the  Eastern 
Iowa  Cooperative  Dairy  Producers  Asso- 
ciation to  fulfill  their  daily  bottling  re- 
quirements. Handlers  receive  very  little 
of  the  association's  milk  on  weekends  but 
take  large  amovmts  on  Thursdays  and 
Fridays.  On  these  days  during  Septem- 
ber 1961  virtually  all  of  the  cooperatives 
available  supply  of  milk  was  received  at 
distributing  pool  plants. 

The  present  diversion  limit  applies 
during  the  period  of  July  through  March. 
Unlimited  diversion  is  permitted  during 
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April,  May  and  June.  In  1958  these 
three  months  represented  the  lowest  per- 
centage of  producer  milk  utilized  in  Class 
I.  However,  in  1959  the  percentage  of 
producer  milk  in  Class  I  during  July  was 
lower  than  in  April.  During  1960  and 
1961  a  lower  percentage  of  producer  milk 
was  utilized  in  Class  I  in  tjOth  July  and 
August  than  in  April  In  1961  the  per- 
centage of  producer  milk  utilized  in  Class 
I  was  50  percent  during  July  and  57  per- 
cent durinti  Auuu.st  compared  to  48  per- 
cent in  June  which  was  the  month  with 
the  lowest  percentage  Cla.ss  I  use  of 
producer  milk.  In  addition,  deliveries  to 
di.slnbuting  pool  plants  by  members  of 
the  Eastern  Iowa  Cooperative  Dairy 
Producers  A.ssociation  during  these  two 
months  represented  42  percent  and  51 
percent  of  the  a.vsociation's  total  avail- 
able supplies  To  coi\form  to  this 
changed  condition  unlimited  diversion 
should  be  extended  to  include  the  months 
of  July  and  AuKUst  This  change  in  the 
order  will  enhance  orderly  disposal  of 
the  .sea.sonal  reserve  supply  on  the  mar- 
ket It  would  al.so  help  preclude  any 
recurrence  of  the  need  for  emergency 
action  to  assure  that  producer  milk 
which  IS  historically  associated  with  the 
market  be  pooled  under  the  order  as 
was  the  case  in  July  and  August  1961. 

The  diversion  limits  applicable  dur- 
ing the  months  of  September  through 
March  should  al.so  be  modified  to  allow 
the  weekly  reserve  supply  to  be  moved 
directly  from  farms  to  nonpool  plants. 
Most  of  the  available  producer  milk  is 
needed  at  least  one  day  of  the  week. 
Accordingly,  this  milk  should  be  pooled 
to  assure  its  continued  availability  and 
allow  It  to  be  diverted  on  other  days. 
This  is  accomplished  by  providing  for 
diversion  of  up  to  25  days'  production 
of  a  producer  durins;  such  months. 

Rulings  on  proposed  findings  and  con- 
clusions. Briefs  and  proposed  findings 
and  conclusions  were  filed  on  behalf  of 
certain  interested  parties.  These  briefs. 
proposed  findings  and  conclusions  and 
the  evidence  in  the  record  were  con- 
sidered in  making  the  findings  and  con- 
clusions set  forth  above.  To  the  extent 
that  the  suggested  findings  and  con- 
clusions filed  by  interested  parties  are 
inconsistent  with  the  findings  and  con- 
clusions set  forth  herein,  the  requests  to 
make  such  findings  or  reach  such  con- 
clusion* are  denied  for  the  rea.sons 
previously  stated  in  this  decision. 

General  findings  The  findings  and 
determinations  hereinafter  .set  forth  are 
supplementary  and  in  addition  to  the 
findings  and  detenninations  previously 
made  in  connection  with  the  issuance  of 
the  aforesaid  order  and  of  the  previously 
issued  amendments  thereto ,  and  all  of 
said  previous  findings  and  determina- 
tions are  hereby  ratified  and  affirmed, 
except  insofar  as  such  findings  and  de- 
terminations may  be  in  conflict  with  the 
findings  and  determinations  set  forth 
herein. 

<a»  The  tentative  marketing  agree- 
ment and  the  order,  as  hereby  proposed 
to  be  amended,  and  all  of  the  terms  and 
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conditions  thereof,  will  tend  to < 
the  declared  policy  of  the  Act: 

I  b  >   The  parity  prices  of  mii^  ^  ^ 
termined  pursuant  to  aectUm  3^2 
Act  are  not  reasonable  in  view  tf  Z 
price  of  feeds,  available  suppUetof  |^7 
and  other  economic  condiUoDt     __ 
feet  market  .supply  and  demand  fori 
in  the  marketing  area,  and  the 
prices  specified  in  the  proposed 
mg  agreement  and  the  order, 
propo.sed  to  be  amended,  are  soeh 
as  will  refiect  the  aforesaid  faeton. 
sure  a  sufficient  quantity  of  pure 
wholesome  milk,  and  be  in  tlie 
interest;  and 

<c'   The   tentative    marketing 
ment  and  tlie  order,  as  hereby 
to  be  amended,  will  regulate  the  ^ 

of  milk  in  the  same  manner  as,  and  «fl| 
be  applicable  only  to  persons  In  tht  i». 
spective  classes  of  industrial  and  9m- 
merclal  activity  specified  in,  a  markit- 
ing  agreement  upon  which  a  hearinc  iHi 
been  held. 

Rulings  on  exceptions.  In  arrlytnc  it 
the  findings  and  conclusions,  and  the 
regulatory  provisions  of  this 
the  exception  received  was  carefoQi 
fully  considered  in  conjunction  with  the 
record  evidence  pertaining  thercio.  Ti 
the  extent  that  the  findings  and  tauth 
sions,  and  the  regulatory  proTliloM  al 
this  decision  are  at  variance  with  the 
exception,  such  exception  is  hereby 
ruled  for  the  reasons  previously 
in  this  decision. 

Marketing  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hmof  Me 
two  documents  entitled  reapecUriii. 
Marketing  Agreement  Regulatinc  the 
Handling  of  Milk  in  the  Cedar  Jtuj/kk 
Iowa  City  Marketing  Area."  and  "XMer 
Amending  the  Order  Regulating  the 
Handling  of  Milk  in  the  Cedar  Raphk- 
lowa  City  Marketing  Area."  which  taaie 
been  decided  upon  as  the  detailed  ud 
appropriate  means  of  effectuating  the 
forer.oing  conclusions. 

It  IS  hereby  ordered.  That  aU  ol  thli 
decision,  except  the  attached  marfcctlni 
agreement,  be  published  in  the  ftHUi 
Recistfr.  The  regulatory  provliktt  o( 
said  marketing  agreement  are  klentletl 
with  tho.se  contained  in  the  order  m 
hereby  proposed  to  be  amended  by  the 
attached  order  which  will  be  pubUdied 
with  this  decision. 

Determmation  of  representative  pe- 
riod. The  month  of  November  1881  it 
hereby  determined  to  be  the  repreeentt- 
tne  peiiod  for  the  purpose  of  aaoertidD- 
ing  whethoi  the  issuance  of  the  attaebed 
order  amending  the  order  regulating  the 
handling  of  milk  in  the  Cedar  Raptdt- 
Iowa  City  marketing  area,  is  apfvofed 
or  favored  by  producers,  as  defined 
under  the  terms  of  the  order  as  baihy 
proposed  to  be  amended,  and  who. 
during  such  representative  period,  were 
engaged  in  the  production  of  mflk  te 
sale  within  the  aforesaid  markrtln* 
area. 

Signed  at  Washington.  D.C.,  on  Pebni- 
ary  2.  1962. 

Jamks  T.  Ralps. 
Assistant  Secrettn. 


,  .^.  Amending  the  Order  RegutaUn§ 

^  JS^O  of  MiVc  M  the  Cet0t 

g^pX«vi  City  Marketing  Area 

llfMlO     FindiMtg*   and  deeermmations. 

m^  findings  and  determinations  here- 
taS^aei  forth  are  supplementary  aitd 
y^mon  to  the  findings  and  deter- 
*  "S^T-  previously  made  In  connec- 
SrSiSi  the  issuance  of  the  aforesaid 
-2»  and  of  the  previously  issued 
JJJ^ients  thereto;  and  aU  of  said 
iSSo^todlngs  and  determinattons  are 
dirTatlfied  and  affirmed,  except  In- 
5^*1  such  findings  and  determlna- 
25b>  may  be  in  conflict  with  the  findings 
redeterminations  set  forth  herein. 

(.)  Findings  upon  the  basU  of  the 
fc-w«*  record.  Pursuant  to  the  ptx>- 
SEm  of  the  Agricultural  Marketing 
ITrMBent  Act  of  1937,  as  amended  (7 
{SFeOl  et  seq.).  and  the  appUcabte 
Mte  of  pracUoe  and  procedure  govem- 
Sithe formulation  of  marketing  agree- 
JLjTand  marketing  orders  (7  CPR 
SwO).  a  public  hearing  was  held 
onn  certain  proposed  amendments  to 
STtentaUve  marketing  agreement  and 
tothe  order  regulating  the  handling  of 
«llk  in  the  Cedar  Rapids-Iowa  City 
fMftittne  area.  Upon  the  basis  of  the 
e^tdenee  introduced  at  such  hearing  and 
tlw  leoord  thereof,  it  Is  found  that: 

(1)  The  said  order  as  hereby  amended, 
and  all  of  the  terms  and  conditions 
yiovof,  will  tend  to  effectuate  the  de- 
clared poUcy  of  the  Act: 

(2)  The  parity  prices  of  milk,  as  de- 
tan^ned  pursuant  to  section  2  of  the 
Act,  are  not  reasonable  in  view  of  the 
price  of  feeds.  avaUable  si«)plies  of  feeds. 
tod  other  economic  conditions  which 
liMt  market  supply  and  demand  for 
■Ift  In  the  said  marketing  area,  and  the 
^■■iiiiiim  prices  specified  in  the  order  as 
hereby  amended,  are  such  prices  as  will 
i^lsct  the  aforesaid  factors,  insure  a 
nipi^— t  quantity  of  pure  and  wholesome 
^\\k,  tod  be  in  the  public  interest:  and 

(3)  Tbe  said  order  as  hereby  amended, 
Rfidatea  the  handling  of  milk  in  the 
^mm  manner  as,  and  is  applicable  only 
topetsoDS  in  the  respective  claaaea  of  in- 
dutdal  or  commercial  activity  specified 
In.  a  marketing  agreement  upon  which 
a  beMliw  has  been  held. 

Order  relative  to  handling.  It  is  there- 
fore ordered,  that  on  and  after  the  ef- 
fective date  hereof,  the  handling  of  milk 
In  the  Cedar  Rapids-Iowa  City  market- 
iBf  area  shall  be  in  conformity  to  and  in 
eonpUance  with  the  terms  and  ctmdi- 
ttans  of  the  aforesaid  order,  as  hereby 
imended,  and  the  aforesaid  order  is 
hereby  amended  as  follows: 

1.  Delete  paragraph  (d)  of  9  1070.10 
and  substitute  therefor  the  following: 

(d)  A  plant  (1)  which  is  approved  by 
a  duly  constituted  health  authority  for 
the  handling  of  Grade  A  milk;  (2)  which 
li  operated  by  a  coopterative  association; 
and  (3j  from  which  the  quantity  of  mlDc 
transferred  by  the  association  to  plants 

>TkU   order    shall    not    become   effactive 
Bnlm  and  until  the  requltementi  of  I  000.14 
*  tta  rv&tB  of  practice  and  procedure  fov- 
'~' —  prowedlngB  v>  fomulato  markettag 
ita  and  mulcetlng  orders  have  "^^ 
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of  other  hnadlers  specUled  in  paragraph 
(•)  of  this  MCtton  plus  that  delivered  by 
such  aHoelatkm  porsaant  to  paragra^kh 
(«)  of  ttila  neetlon  and  that  deUvered 
directly  flom  the  farms  of  members  of 
such  MMoelntkm  to  such  plants  is  at  least 
the  f  oUowing  peroentages,  in  the  months 
Indicated,  of  the  total  quantity  of  Grade 
A  milk  delivered  by  all  producers  who  are 
members  of  the  association: 

Minimum 
Month:  percentage 

September.  Octot)er  and  November 60 

May.  June,  and  July 30 

All  other  montha *0 

If  written  application  is  filed  with  the 
market  administrator  on  or  before  the 
5tti  day  of  any  month,  such  plant  may  be 
designated  a  nonpool  plant  for  such 
month  and  for  any  subsequent  months, 
except  such  plant  shall  be  a  nonpool 
plant  during  any  month  in  which  it 
would  be  subject  to  the  classification  and 
pricing  proTlsIons  of  another  order  Issued 
pursuant  to  the  Act,  unless  a  greater  vol- 
ume of  fluid  mUk  products  is  disposed  of 
from  such  plant  to  retail  or  wholesale 
outlets  and  pool  plants  in  the  Cedar 
Rapids-Iowa  City  marketing  area  than 
in  the  marketing  area  regulated  pur- 
suant to  such  other  order. 

2.  Delete     S  1070.14 
therefor  the  following : 


and     substitute 


§  1070.14     Producer  milk. 

"Producer  milk"  means  all  skim  milk 
and  buttcrfat   produced   by   producers 

which  is: 

(a)  Received  at  a  pool. plant  directly 

from  producers;  or 

(h)  Diverted  from  a  pool  plant  to  a 
nonpool  plant  for  the  account  of  the 
operator  of  a  pool  plant  or  a  cooperative 
association,  subject  to  the  following: 

(1)  Such  diversions  may  be  without 
limit  dtirlng  the  months  of  April  through 
August,  but  not  be  for  more  than  25 
days'  production  of  any  producer  during 
any  other  month  and  milk  diverted  in 
excess  of  this  limit  shall  not  be  producer 
milk; 

(2)  M«fc  so  diverted  for  the  account 
of  the  operator  of  a  pool  plant  shall  be 
deemed  to  have  been  received  at  the 
plant  from  which  diverted:  and 

(3)  MiOc  so  diverted  from  the  plant 
of  anotber  handler  for  the  account  of  a 
cooperative  association  shall  be  priced  at 
the  location  of  the  plant  from  which  di- 
verted. 

[PJl.    Doc.    63-1304;    PUed,    Feb.    7,     1962; 
8:50  a.m.l 
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orders  (7  CFR  Part  900) .  notice  la  b««- 
liy  given  of  a  public  taaarlnc  to  bo  held 
at  the  PaTBonian  Hotel.  PMaona.  Wmrmtm, 
becinninc  mt  ld:O0  aJB^  local  time,  on 
Ftt)mary  27,  IMS.  vtth  reject  to  pro- 
posed amendments  to  the  tentattve 
mAkettng  agreement  and  to  the  onler. 
regulating  tlie  handling  of  milk  in  tbe 
Neosho  Valley  markethic  area. 

The  public  hearing  is  for  ttejorpoae 
of  receiving  evidoiee  with  respect  to 
the  economic  and  markfitlng  conditions 
which  relate  to  the  proposed  amend- 
ments, hereinafter  set  forth,  and  any  ap- 
propriate modifications  tha«of,  to  the 
tentative  marketii»g  agreement  and  to 
the  order. 

The  proposal  relative  to  a  redefinition 
of  the  marketing  area  raises  tt»  iaiue 
whether  the  provisions  ot  the  preaent 
order  would  tend  to  effectuate  the  de- 
clared policy  of  the  Act,  if  they  are  ap^ 
plied  to  the  marketing  area  as  ptQpoaed 
to  be  redefined  and.  If  not.  what  i  " 
fications  of  the  provisions  of  the 
would  be  appropriate. 

The  proposed  amendments,  set  Iwin 
below,  have  not  received  the  approval 
of  the  i3ecretary  of  Agricutture. 

Proposed  by  the  Page  UOk.  Company 
of  CoffeyvIIle,  Kansas:  .««,.» 

Proposol  No.  1.  Amend  I  ICfll.t  v» 
increase  the  marketing  area  by  adding 
the  counties  of  Craig.  Nowata.  Ottawa 
and  Washington  all  in  the  State  <w 
Oklahoma. 

Proposed  by  the  KJi.O.  Grade  A  Milk 
Producers  Assodation: 

Proposal  No.  2.  Amend  i  107L7(a)  by 
inserting  after  the  word  "area"  the  fol- 
lowing: "And  from  which  during  the  de- 
livery period  50  percent  or  more  ol  the 
mUk  received  from  dairy  farmers  Is  «s- 
posed  of  as  Class  I  milk." 

Proposed  by  the  Neosho  Valley  Coop- 
erative Creamery  Association: 

Proposol  No.  3.  Amend  I10T1.7  by 
adding  "or"  after  !  1071.7<b)<2)  and  by 
adding  a  paragraph  (c) ,  as  foDows: 


(c)  Which  is  located  within  the  mar- 
keting area,  and  at  which  milk  is  re- 
ceived from  dairy  farmers  hfddbag  per- 
mits or  authorization  from  such  health 
authority  and  which  is  <H;>erated  by  a 
cooperative  association  bavins  member 
producers  whose  milk  is  ddivcred  dl- 
recUy  to  an  approved  plant  (s)  of  otho: 
handlers. 


17  CFR  Port  1071  1 
(Docket  No.  AO-227-A12] 

MILK  IN  THE  NEOSHO  VALLEY 
MARKETING  AREA 

Notice    of    Hearing    on    Proposed 

Amendments  to  Tentative  MaAet- 

Ing  Agreement  and  Order 

Pumiaat  to  the  provisions  of  the  Agri- 

^yiritvir»>   ifwketing  Acreemeat  Act  of 

1M7.  M  aMended  (7  VJ&.G.  601  et  seq.) . 

and  the  wgijeftby  rules  of  practice  and 

panceduie  govenrinc  the  fwmulation  of 

agreements  and  marketing 


Proposed  by  the  K.M.O.  Grade  A 
Producers  Ai^oclatton:  

Proposal  No.  4.  Change  the  tenn  of 
an  "Approved  plant"  in  1 1071.7  to  "Pool 
plant"  and  add  a  definition  of  "Nonport 
plant". 

Proposal  No.  5.  Provide  a  definltaMi 
of  an  "Approved  dairy  f aimer". 

Proposal  No.  6.  In  the  last  proviso  in 
S  1071.9  "Producer",  delete  the  words 
"and  §  1071.62". 

Proposed  by  the  Beatrice  Foods  Com- 
pany of  Chicago,  Illinois: 

Proposal  No.  7.  Amend  S  5 107130. 
1071.51  and  1071.52  to  provide  that  for 
pricing  purposes  the  bctfic  butterfat  con- 
tent be  changed  from  4  percent  to  a  ^ 
percent  basis  and  provide  that  price  ad- 
justments varying  from  3.6  parent  be 
i««A»  by  the  use  of  the  butterfat  dif- 
ferentials provided  in  i  1071  .S2. 
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PropoMOl  No.  I.  Amend  1 1071.51(a) 
to  provide  tm  a  ClMs  I  price  the  same  aa 
the  Class  I  price  established  by  Order 
No.  67  (Ozarks)  applicable  to  pool  plants 
located  in  Springfield.  Missouri,  plus  15 
cents. 

Proposed  by  the  Foremost  Dairies,  Inc. : 

Proposal  No.  9.  Amend  $1071.51<a) 
so  that  the  Class  I  pricing  provisions  of 
the  order  assure  proper  alignment  with 
Ozarks  order  Class  I  prices. 

Proposed  by  the  Cloverleaf  Dairy  Com- 
pany of  Springfield.  Missouri: 

Proposal  No.  10.  Delete  5  1071  61  and 
substitute  the  following: 

§  1071.61      Plant    subjccl    lo    oihvr    Fcd- 
eml  ordertu 

In  the  case  of  any  approved  plant 
which  the  Secretary  determines  disposes 
of  a  greater  portion  of  its  milk  as  Class 
I  milk  in  another  marketing  area  regu- 
lated by  another  marketing  order  issued 
pursuant  to  the  Act,  than  is  disposed  of 
as  Class  I  milk  In  the  Neosho  Valley  mar- 
keting area,  the  provisions  of  this  part 
shall  not  apply  except  as  follows.  The 
operator  of  such  plant  shall  with  respect 
to  the  total  receipts  and  utilization  of 
akim  milk  and  butterfat  at  the  plant. 
make  reports  to  the  market  administra- 
tor at  such  time  and  in  such  manner  as 
the  market  administrator  may  require 
and  allow  verification  of  such  reports  by 
the  market  administrator. 

Proposed  by  the  Hiland  Eteiry.  Inc  of 
Springfield,  Missouri: 

Proposal  No.  11.  Delete  J  1071  61  and 
substitute  the  following: 

§  1071.61      PlantA   (.ubjrrl   lo  olhrr   Kfd- 
eral  orders. 

In  the  case  of  any  approved  plant 
which  the  Secretary  determines  disposes 
of  a  greater  portion  of  its  milk  as  Class 
I  TPiiit  on  retail  or  wholesale  routes  <  in- 
cluding plant  stores)  in  another  mar- 
keting area  fully  regulated  by  another 
order  Issued  pursxiant  to  the  Act  than  is 
disposed  of  as  Class  I  milk  on  retail  or 
wholesale  routes  ( including  plant  stores  > 
In  the  Neost\o  Valley  marketing  area. 
the  provisions  of  this  part  shall  not  apply 
except  as  follows:  The  operator  of  such 
plant  shall,  with  respect  to  the  total  re- 
ceipts and  utilization  of  skim  milk  and 
butterfat  at  the  plant,  make  reports  to 
the  market  administrator  at  such  time 
and  in  such  manner  as  the  market  ad- 
ministrator may  require,  and  allow 
verification  of  such  reports  by  the  mar- 
ket administrator. 

Proposed  by  the  KM.O.  Grade  A  Milk 
Producer^  Association: 

Proposal  No.  12.  In  9  1071.62  amend 
the  preamble  and  paragraphs  <a)  and 
(b)  as  follows: 

§  1071.62  Handlers  doinK  leM  than  10 
percent  of  their  business  in  the  mar- 
keting area  or  disposing  of  lens  than 
50  perrent  of  their  milk  as  Qans  I. 

In  the  case  of  any  handler  (except  a 
handler  who  would  be  covered  under  the 
provisions  of  1 1071.61)  who  the  Secre- 
tary determines  disposes  of  less  than  10 
percent  of  his  milk  qualified  for  dis- 
tribution as  Grade  A  milk  in  the  market- 
ing area  as  Class  I  milk  in  the  marketing 
area,  or  who  the  SecreUry  determines 
dl4>ose8  of  less  than  50  percent  of  his 
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milk  received  from  dairy  farmers  as 
Class  I,  the  provisions  of  this  part  shall 
not  apply,  except  as  follows:  Each  han- 
dler who  operates  an  approved  plant  as 
defined  in  this  section  shall.  In  lieu  of 
the  payments  required  pursuant  to 
§5  1071.90  through  1071.97  pay  to  the 
market  administrator  for  deposit  in  the 
producer  settlement  fund  on  or  before 
the  13th  day  after  the  end  of  each  de- 
livei-y  period,  the  amount  resulting  from 
the  computation  of  paragraph  ( a '  of  this 
.section,  unless  such  handler  elects  to  pay 
the  computation  specified  in  parauraph 
<  b  I  of  this  section. 

*a>  The  product  of  the  quantity  of 
milk  received  by  such  handler  which  was 
disposed  of  during  the  delivery  period  in 
the  marketing  area  on  routes  as  Class  I 
milk,  by  the  diCference  between  the  ap- 
plicable Class  I  and  Class  II  price;  and 

ibi  Any  plus  amount  resulting  from 
the  following  computation:  from  an 
amount  equal  to  the  net  pool  obligation 
which  would  be  computed  pursuant  to 
SJ  1071.70  and  1071.93  for  such  handler 
for  such  delivery  period.  If  such  handler 
operated  a  pool  plant  deduct  the  gross 
payments  made  by  such  handlers  to  ap- 
proved dajiy  farmers  for  milk  received 
during  the  month. 

Proposed  by  the  Fairmont  Foods  Com- 
pany of  Omaha.  Nebraska: 

Proposal  No.  13.  Delete  subparagraphs 
<b<  and  <ci  of  5  1071.61. 

Proposed  by  the  Milk  Marketing 
Orders  Division.  Agricultural  Stabiliza- 
tion and  Conservation  Service: 

Proposal  No.  14.  Make  such  changes 
as  may  be  necessary  to  make  the  entire 
marketing  agreement  and  the  order  con- 
form with  any  amendments  thereto  that 
may  result  from  this  hearing. 

Copies  of  this  notice  of  hearing  and 
the  order  may  be  procured  from  the 
Market  Administrator,  Mr.  Kenneth  M. 
Fell.  P.O.  Box  601,  Pittsburg.  Kansas,  or 
from  the  Hearing  Clerk.  Room  112,  Ad- 
ministration Building,  United  States  De- 
partment of  Agriculture.  Washington  25. 
DC.  or  may  be  there  inspected. 

Signed  at  Washington,  DC.  on  Febru- 
ary 5,  1962. 

Robert  G.  Lewis. 
Deputy      Administrator.      Price 
and  Production.  Agricultural 
Stabilization    and    Conserva- 
tion Service. 
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on  September  13-14,  1961,  punoiai^ 
notice  thereof  issued  on  August  11  ita 
(26  F.R.  7782  >.  '•^* 

Upon  the  basis  of  the  evidence  bMi«. 
duced  at  the  hearing  and  the  rtciiJ 
thereof,  the  Assistant  Secretary.  IhiM 
States  Department  of  Agriculture.  Mtw 
cember  22.  1961  <26  FJl.  12«U;  fj 
Doc.   61-12295)    filed  with  the  ~ 
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62-1306;     Filed,     Feb      7      1962; 
8  50  am  I 


Clerk.    United    States    Departoott  ^ 
Agriculture,   his   recommended  -'—'-' 


[7  CFR   Part   1133  1 

I  Docket  No.  AO-275^  A7 1 

MILK  IN  INLAND  EMPIRE 
MARKETING  AREA 

Decision  on  Proposed  Amendments  to 
Tentative  Marketing  Agreement 
and  to  Order 

Pursuant  to  the  provisions  of  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937,  as  amended  (7  UJ8.C.  601  et  seq.). 
and  the  applicable  rules  of  practice  and 
procedure  governing  the  formulation  of 
marketing  agreements  and  marketing 
orders  (7  CFR  Part  900) ,  a  public  hear- 
ing was  held  at  Spokane,  Washington, 


containing  notice  of  the  opportunity  ti 
file  written  exceptions  thereto. 

The  material  issues  on  the  record  of 
the  hearing  relate  to: 

1    Expai^sion  of  the  marketing  area. 

J    Pool  plant  requirements. 

.i    Limitation  of  diversions. 

4  Cooperatives  as  handlers  of  biik 
tank  milk. 

5.  Classification  and  accounting  far 
milk. 

6.  Supply-demand  adjustment  of  ttai 
Class  I  price. 

7  Location  adjustment  to  handkn 
and  to  producers. 

8  Obligations  of   handlers 
nonpool  distributing  plants. 

9  Advance  payments  to  producers. 

10  Conforming  changes. 

No  testimony  was  offered  in  suppMitt 
a  proposal  in  the  notice  of  heariag  ti 
include  an  additional  basic  teMli 
price  alternative.  A  proposal  not  OOB* 
tained  in  the  notice  of  hearing  was  Bull 
at  the  hearing  with  respect  to  foniHtli 
under  which  skim  milk  dumped  OMy  li 
classified  as  Class  II  milk,  bui  no  «$• 
dence  was  offered  in  support  tha 
There  is  thus  no  issue  presented 
respect  to  these  proposals. 

Findings    and    conclusiOTis.    Tht 
lowing  findings  and  conclusions 
material   issues  are  based  on 
presented  at  the  hearing  and  the 
thereof: 

1.  Expansion  of  the  marketiMQ 
The  marketing  area  should  be  eip 
to  include  the  remaining  porttani  d 
Bonner  and  Kootenai  CounUfls,  all  af 
Shoshone  and  Latah  Counties, 
and  Whitman  County, 
Nes  Perce  County.  Idaho,  and 
County.  Washington,  should  not  bo 
to  the  marketing  area  at  this  time. 

The  two  cooperatives  in  the  m 
Spokane  Milk  Producers  Assoclatkn 
Inland  Empire  Dairy  Association,  wi 
represents  approximately  75  peiowt « 
the  total  producers,  proposed  that  ill 
marketing  area  be  enlarged  toinetadiril 
of  Shoshone  and  Latah  Coimtiea,  IdlK 
Whitman  County,  Washington;  aBd^l^ 
remaining  portions  of  Bonner  and  "^ 
tenai  Counties,  Idaho.  A  PK 
handler  operating  a  distributing  ,_ 
Pullman.  Washington,  proposedttitll 
Latah  and  Whitman  Counties  waPe>M» 
included  Nez  Perce  and  Asotin  OwM* 
should  also  be  added  to  the  niai>ii<lg 
area  Representatives  of  the  PPl*W*y 
of  Idaho  and  Washington  State  IW'I^ 
sity  requested  that  their  operatkBiiJ 
exempt  from  regulation  if  Latrfi  ■■ 
Whitman  Counties  are  added.        _^ 

The  addition  of  the  portions  Of 
ner  and  Kootenai  Counties  not  *"' 
in  the  marketing  area  at  the 
will  simplify  the  reporting  of  In 
of    area    sales   required   by   !!»• 
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rni^tday,  February  8,  19^2 

-^  at«  n»  plants  located  In  theft 
'^  At  tbe  preaent  time  there  are  no 
2!r«r«ilk  Isy  unregulated  handlen  In 

•Jl— tions  of  Bonner  County  not  now 
-  T  to  the  marketing  area.  The 
i«f  Shoshone  County  wlUiout  the 
<^  the  remaining  portion  «f 
_,__.  Coonty  would  result  In  a  small 
Z^Ziatd  tsiand  within  the  markettng 
]^^5bi  area  is  presently  served  only 
^^^ted  handlers  and  those  that 
jy^Jeeome  regulated  by  the  addlUon 
ySiBihone  County. 

•Seaddltlon  of  Shoshone  County  will 
J^  In  the  full  regulation  of  two 
^Sen  located  in  that  county  and  par- 
2  Kfvlation  of  a  Missoula.  Montana, 
^odler  who  distributes  some  milk  in 
^Teoonty.  The  handler  operating  a 
^t  at  Kellogg  is  supplied  by  20  dairy 
en  who  are  members  of  the  Spo- 
mik  Producers  Association.    The 

M9  handler  pays  class   prices  of 

^^grder  for  this  milk.  Bupplemoital 
aMBes  of  pool  milk  have  been  pur- 
^ylidfrom  the  Spokane  Milk  Producers 
Haoelrtlon  by  this  handler  In  eight  of 
ttc  )tft  13  months,  also  at  order  prices. 
Xt^  handler  has  approximately  62  per- 
eent  of  the  total  sales  in  the  county  while 
^Mfated  handlers  accoimt  for  an  ad- 
Olonal  16  percent.  The  other  handler 
«l»  «fU  become  fully  regulated  operates 

I  pIbA  In  Wallace  and  is  being  supplied 
If  live  independent  dairymen.  Tliese 
gndoeers  hare  been  receiving  less  than 
onfer  pilees  for  their  milk.  This  has 
«md  handlers  who  are  paying  order 
prtM  at  a  competitive  disadvantage  and 
ItoWteai  to  reduce  prices  to  all  pro- 
teen  vho  supply  the  area.  Since  It 
b  evWtent  ttiat  marketing  in  Shodione 
OoaAT  Bhotdd  be  subject  to  order  regu- 
littOD  on  the  basis  of  conditions  existing 
ta  Um  eonnty,  it  is  appropriate  ttiat  this 
teMMeved  by  adding  the  county  to  the 
Uiad  Bnplre  marketing  area  becauK 
If  ttaielose  geographical  and  marketing 
MkiUoMhlps  which  exist.  A  handler 
vbose  plant  is  located  in  Missoula,  Mon- 
iMudMrflMites  five  percent  of  his  total 
■In  in  UUs  county.  These  sales  are 
t  mnr  portion  of  all  sales  In  the  areft. 
■isDHited  to  the  inclusion  of  GRMshone 
OMUy  because  he  would  become  par- 
IWIr  regulated  and  therefore  subject  to 
M  obBgations  required  of  a  nonpool 
ladtef.  No  other  opposition  was  of- 
kni  to  Inclusion  of  Shoshone  County 
li  fln  mailceting  area. 

The  laehision  of  Latah  and  Whitman 
Cdimtles  will  bring  under  full  regxilatkm 
k|im  at  Pullman.  Washington,  which 

II  operated  by  a  handler  who  has  a  pool 
Ha*  located  In  Spokane.  This  plant 
•HMBts  for  approximately  83  pereoit 
tfihe  total  sales  In  these  counties  while 
MpiMed  handlers  make  16  percent  of 
ii  ate  and  a  handler  at  Lewiston. 
IMw,  has  minor  sales  in  this  area.  Of 
iM  II  dairy  farmers  supplying  the  Pull- 
■iptoit  22  are  members  of  one  of  the 
pwpenent  cooperative  associations.  A 
nUMUilatlve  of  t^ie  independent  sthip- 
m  lestlfled  that  they  were  satisfied 
iliil  the  prices  they  have  been  receiving 
te  Xb6t  milk  and  are  opposed  to  the 
Mokm  of  this  area  m  the  market. 
Itaee  the  Inland  Empire  order  JQrst  be- 
«Jne  effective  the  Pullman  plant,  which 
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was   XtMBU   ladependently    owned    and 
maiatol.   liM   hetn   acquired   by   the 
handler  with  a  Spokane  plant.    This 
tiaiMarr  1M«  so  brtegrated  the  operations 
o(  Ihs  two  ytants  as  to  provide  a  sub- 
tf  wttiil   tfegree   of   specialiaation.    Ice 
eraam  and  cottage   cheese  dlsMbuted 
from  the  PiiDman  plant  are  processed  at 
the   Spokane    plant    from    pool   mlDc. 
Class  I  sales  outside  ttie  maiiceting  area 
are  assigned  to  the  fullest  extent  possible 
to  the  PoUman  plant.    Dairy  farm  re- 
oetpts  at  the  Pidlman  plant  have  been 
kept  as  dose  to  Class  I  requirements  as 
possible  and  pool  milk  received  at  the 
Spokane  plant  has  been  moved  to  Pull- 
man when  Class  I  sales  exceed  receipts 
frwn  iiroducers.    By  this  integration  of 
operations,  producer  prices  at  the  Pull- 
man plant  luive  been  maintained  at  a 
level  competitive  with  order  prices  at 
Spokane  but  with  a  lesser  Class  I  cost  to 
the  handler,  ud  the  interests  of  pro- 
dueers  supplying  pool  plants  have  been 
adversely  affected.    Since  these  opera- 
thms  are  Integrated  to  this  extent  and 
the  Pullman  plant  will  be  the  only  plant 
to  be  brought  under  regulation  thereby, 
the  appropriate  means  for  protecting 
the  hitereets  of  pool  producers  is  to  in- 
ehide  In  the  maiketing  area  the  principal 
sales  area  of  'the  Pullman  plant.    This 
ax«a  iB  the  eomittes  of  Latah.  Idaho,  and 
Whitman.  Washington. 

Exemxitlaii  Is  provided  for  state  in- 
stitutions or  estabUshments  that  confine 
dlstrflratlon  of  mlBc  they  process  or 
padcage  to  their  premises  or  those  of 
f^Ona  state  In8tituti<ms.  The  order  need 
not  regulate  the  activities  of  states  in 
supplying  the  needs  of  their  own  insti- 
tvtions.  Tte  University  of  Idaho  and 
Washington  State  University  each  pres- 
ently oonflnes  distribution  to  milk  of  its 
own  production  In  student  dining  halls 
on  the  oampos.  It  is  provided  that  milk 
that  pool  plants  may  receive  from  or 
dispose  of  to  SQch  institutions  be  treated 
as  are  rtseidptB  from,  or  dispoEltion  to,  a 
prodttoer-lMndler.  The  provisions  with 
r«speet  to  producer-handlers  in  these 
and  ottier  rejects  are  restated  for  clari- 
flcation. 

A  handler  operating  the  distributing 
Iduit  at  ndlman  proposed  that  if  this 
plant  woe  to  be  regulated  through  the 
inclusion  of  Latah  and  Whitman 
Ooontles,  then  Nes  Perce  and  Asotin 
Counties  alMuld  also  be  Included.  Six- 
teen percent  of  all  sales  from  this  plant 
are  made  In  these  counties  in  competi- 
tion with  a  handler  at  Lewiston,  Idaho. 
In  Nbs  Peroe  County.  Some  sales  are 
also  made  by  another  regulated  handler. 
who  offered  no  testimony  in  favor  of 
theproposaL  The  proponent  was  imable 
to  offer  data  on  the  proportion  of  total 
sales  in  the  area  which  are  made  by  him 
or  the  i«gulated  handler.  There  was 
no  Indlcatton  of  unstable  marketing 
conditions  nor  that  the  Inland  Empire 
regulation  would  be  significantly  affected 
adversely  by  excluding  the  Lewiston 
handler  from  full  regulation.  The  pro- 
ducers who  supply  the  plant  at  Lewiston 
were  opposed  to  regulation.  It  is  con- 
cluded that  on  the  basis  of  this  record 
Nea  Pexce  County.  Idaho,  and  Asotin 
County,  Washington,  should  not  be  in- 
cluded in  the  marketing  area. 
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Some  milk  is  sold  In  the  eiflargHl 
ketlng  area  by  a  Montann  piant 
pUed  by  ded^  fanBBBS  wbD  ase  not  under 
the  routiiie  Inapeetkia  of  heaitti  antlMri- 
ties  having  ^atedtetion  In  the  mactetlng 
area.  While  tids  plant  would  not  now 
qualify  for  pool  statua.  mxder  which  the 
farmers  supplying  it  would  become  pro- 
ducers, the  identity  of  tte  health  au- 
ttMH-ity  issuing  permits  or  ridings  diould 
not  bar  soeh  farmers  from  preduoer 
status  if  the  plant  should  tmaUfy  aa  a 
pool  plant  Aooordingty  "prodaeers" 
are  defined  in  terms  of  Qrade  A  permits 
or  ratings  issued  by  any  duly  consti- 
tuted health  authority. 

2.  Pool  plant  regruiremente.  Mo 
change  dwuld  be  BMule  in  the  total  route 
disposition  requirements  that  a  distrft- 
nting  plant  must  aaeet  to  obtain  pool 
status  but  a  volume  alteraatire  pooling 
standard  shoukl  be  provided  with  rs^wA 
to  route  dii^Msition  within  ttie  market- 
ing area.  However,  if  a  handler  oper- 
ates more  than  one  plant  with  the 
required  disposition,  he  ^Mtdd  be  per> 
mitted  to  combine  the  receipts  and  ati- 
lization  at  su(di  plants  for  poxpoees  of 
CTT'Pp"^"'^  with  the  requireaieHt  for 
total  route  distribution.  AIso«  plania 
c^ierated  by  cooperative  associatlona 
which  have  the  required  diaposltioa  on 
routes  within  the  maiketing  area  shaoM 
be  permitted  to  apply  boik  deUveciis  to 
distributing  po(d  iduxts  of  ottier  ten- 
dlers  when  computing  the  requtreaieBts 
for  total  route  disposition. 

The  present  order  requires  that  to 
maintain  pool  status  a  dlstrllmting  plant 
must  divoee  of  20  percent «(  receipts  on 
routes  within  the  warkiKlng  area  and  a 
total  of  40  percent  of  recetpts  Fetaoaqr 
through  August  and  50  percent  Septem- 
ber through  January  on  all  zoutea.  A 
handler  proposed  that  these  require- 
ments be  reduced  to  15  percent  within 
the  area  and  SO  percent  overall,  and  Chat 
handlers  operating  more  than  «ne  pool 
plant  in  the  marketing  area  combine  re- 
ceipts and  sales  of  all  plants  to  detstndne 
qualiflcatioai.  Hie  Inland  Saipire  Daity 
Association  proposed  that  tndk  deliveitos 
from  a  cooperative  plant  to  awottiw  pool 
distributing  plant  be  considered  route 

d**pftirit**y" 

No  need  for  reduction  In  the  quallfiea- 
tion  standards  was  demoaatrated  with 
respect  to  operations  of  plants  presently 
regulated.    Utilization  in  the  market  is 
well  above  the  present  minlmnaa  require- 
ments.   Expansion    of    the    marketiag 
area  will  result  in  a  hlfl^ier  peieeirtage 
of  in-area  route  sales  for  plants  now  in 
the  pooL    Ttos  expansion  of  area  does, 
however,  afford  a  potential  opportonily 
for  large  volume  plants  to  have  a  <dg- 
nificant  percentage  of  the  total  sake'  in 
the  marketing  area  without  bdng  pooled. 
In   the   recommended  decision  it  was 
estimated  that  presmt  finid  salsa  of  any 
plant  whose  primary  borineas  is  not  in 
the  enlarged  area  are  substantially  less 
than    5,000    pounds    daily,    (h*    IMjOOO 
pounds  monthly.    On  this  basis  tt  was 
proposed  that  the  pooling  standard  vith 
respect  to  in-area  roots  di^yaitton  be 
the  lesser  of  20  percent  of  leoelpts  as 
presoitly  provided,  or  5.0M  poands  p^ 
day.   On  the  basis  of  eacfoeptions  reoiifad 
it  appears  this  p"*^'"*  is  not  suhstwi- 
tially  in  excess  of  present  sales  ol  at 
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least  one  plant  whose  primary  business 
Is  outside  the  area.  It  Is  concluded  that 
the  alternative  volume  standard  should 
be  increased  to  250,000  pounds  monthly, 
an  amount  which  represents  approxi- 
mately 2.5  percent  of  the  present  total 
market  sales.  Permitting  a  handler  who 
operates  more  than  one  distributing 
plant  with  the  required  in-area  distribu- 
tion to  combine  receipts  and  sales  of  such 
plants  for  purposes  of  determining  com- 
pliance with  the  total  route  disposition 
standards  will  meet  the  needs  of  the  han- 
dler proposing  changes  in  the  standards. 
This  handler  operates  a  plant  at  Pull- 
man. Washington,  which  will  be  in- 
cluded in  the  enlarged  marketing  area. 
Provisions  for  aggregate  performance 
will  permit  this  handler  to  operate  his 
Spokane  and  Pullman  plants  to  better 
use  the  facilities  available  at  each  of 
these  plants.  Rather  than  mere  loca- 
tion In  the  marketing  area,  compliance 
with  the  in-area  requirement  should  de- 
termine the  plants  of  a  handler  for 
which   aggregate   performance  may   be 

used. 

The  Inland  Empire  Dairy  Association 
has  historically  marketed  its  packaged 
fluid  products  through  the  Safeway 
stores  in  the  area.  However.  Safeway 
plans  to  build  a  processing  plant  and 
offer  milk  under  its  own  brand  name  in 
its  stores.  Some  raw  milk  will  continue 
to  be  supplied  by  Inland.  This  will  re- 
sult in  a  reduction  in  Inland  route  sales 
but  the  milk  will  be  in  the  pool  as  it  has 
been.  This  will  change  the  functions  of 
the  Inland  Empire  plant  with  respect  to 
such  milk  from  that  of  distribution  to 
that  of  balancing  the  supply  required  by 
a  distribution  plant,  a  function  which 
should  be  recognized  in  the  pooling  re- 
qiiirement.  Since  the  plant  is  primarily 
a  distributing  plant  it  should  be  required 
to  meet  the  in-area  route  disposition  re- 
quirement. Recognition  of  the  supply 
balancing  fxmctions  can  more  appropri- 
ately be  provided  by  adding  bulk  trans- 
fers to  distributing  pool  plants  of  other 
handlers  to  route  disposition  for  purposes 
of  computing  the  percentage  of  total 
route  disposition. 

TTie  order  presently  specifies  in  the 
pool  plant  definition  the  dispositions 
which  constitute  distributions  on 
"routes".  Since  there  Is  need  to  use  the 
term  "route"  elsewhere  in  the  order  a 
separate  definition  of  "route"  is  provided. 
In  this  definition  it  is  specified  that  de- 
hvery  through  a  distribution  point  con- 
stitutes route  disposition  of  the  plant  at 
which  the  milk  is  processed.  Enlarge- 
ment of  the  marketing  area  will  include 
such  a  distribution  point  through  which 
a  Spokane  handler  presently  distributes 
milk  in  the  area  to  be  added. 

3.  Limitation  of  diversions.  Diver- 
sions by  cooperative  associations  and 
proprietary  handlers  to  nonpool  plants 
should  be  permitted  from  December 
through  June.  Under  the  present  order 
diversions  are  permitted  in  the  months 
of  Pebriiary  through  August. 

The  cooperative  associations  proposed 
that  the  diversion  period  be  changed  to 
the  months  of  December  through  June. 
A  proprietary  handler  proposed  that  di- 
versions of  producer  milk  to  nonpool 
plants  be  permitted  during  all  months  of 
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the  year  with  a  limit  of  20  days  per 
month  for  each  individual  producer  from 
July  through  November. 

The  trend  In  the  market  has  been  for 
supplies  to  be  more  in  line  with  sales 
during  July  and  August  and  a  tendency 
toward  an  excess  supply  in  December 
and  January.  Thus,  substitution  of 
December  and  January  for  July  and 
August  as  the  months  when  diversion  to 
nonpool  plants  is  permitted  will  better 
serve  the  needs  of  the  market. 

The  testimony  favoring  this  proposal 
was  inconclusive  as  to  the  need  for  year- 
round  diversions.  It  was  not  demon- 
strated that  any  hardship  has  occurred 
or  is  likely  to  because  diversions  are  not 
permitted  during  all  months.  The  needs 
of  the  proponent  handler  will  be  met  by 
the  changes  made  in  the  pool  plant 
definition    previously    discussed. 

4.  Cooperatives  as  handlers  of  bulk 
tank  milk.  Cooperative  associations 
should  be  given  the  option  of  becoming 
the  responsible  handler  for  bulk  tank 
milk  delivered  to  pool  plants  in  trucks 
owned  or  under  the  control  of  the  co- 
operative, if  the  market  administrator 
and  the  operator  of  the  pool  plant  are 
given  prior  notice  by  the  cooperative  of 
its  intention  to  be  the  handler  for  such 
milk. 

More  than  95  percent  of  the  producer 
milk  in  the  market  is  handled  in  bulk 
tanks.  This  proposal  was  made  by  two 
cooperative  associations  in  the  market 
whose  members  comprise  75  percent  of 
the  total  number  of  producers.  Under 
the  present  order  cooperatives  are  han- 
dlers for  diverted  milk  and  as  operators 
of  pool  plants. 

Flexibility  should  be  provided  in  order 
that  cooperatives  may  t)etter  meet  the 
fluctuating  day-to-day  needs  of  handlers 
in  a  more  efficient  manner.  When  loads 
are  split  among  handlers  it  is  impossible 
to  identify  the  milk  of  any  single  pro- 
ducer. Thus,  the  plants  must  rely  on 
haulers  to  maintain  producer  records 
for  such  milk.  Accounting  will  be  simpli- 
fied if  the  cooperative  is  permitted  to 
become  the  responsible  handler  in  these 
cases. 

In  settling  with  the  cooperative  as.so- 
ciations  for  any  milk  for  which  an  asso- 
ciation is  the  handler,  payment  should 
be  made  at  the  uniform  producer  price 
and  settlement  made  for  pool  equiliza- 
tion  with  the  market  administrator.  To 
accomplish  this,  milk  received  from  the 
cooperative  association  should  be  ac- 
counted for  by  the  handler  on  the  same 
ba.sis  as  are  receipts  direct  from  pro- 
ducers. This  system  has  the  merit  that 
any  adjustments  in  classification  found 
on  audit  of  a  handlers  records  will  l>o 
made  directly  with  such  handler  by  the 
market  administrator 

The  order  presently  provides  that  a 
cooperative  association  may.  within  cer- 
tain limits,  divert  milk  from  one  pool 
plant  to  another  without  such  milk  being 
included  in  the  computation  determining 
pool  status  of  either  plant  Administra- 
tion of  this  provision  would  not  be 
feasible  if  the  plant  to  which  such  milk 
is  diverted  is  also  supplied  by  the  same 
cooperative  association  as  a  bulk  tank 
handler.  Accordingly,  such  interplant 
diversion  is  limited  to  cases  in  which  the 


plant  actually  receiving  the  dlwtii^ 
is  not  also  receiving  milk  tnm  th«  iZ 
cooperative  association  m  a  ta^^[ 
handler.  ^ 

5.  Classification  and  nrrnmllf  j^ 
milk.  The  order  presently  elaMttui^ 
into  Classes  I.  II<a>,  andn,  bot^g^^ 
distinguish  clearly  between  CkMi  II(ti 
and  Class  II  in  all  respects  ~ 
cation  these  classes  are 
Classes  I.  II,  and  III  so  that 
of  utilization  between  the  claMatwyii 
made  more  explicit.  In  order  to  i^Hli 
language  of  the  order  a  '^•^''ttla  K 
'fluid  milk  products"  is  provl<ledlD^ 
elude  those  products  which  are  novili^. 
sified  as  Class  I  milk  when  dlspotsitf^ 
fluid  form. 

I  a  >  Solids  used  for  fortiflcatiom  Mtf  ii 
dietary  products.  The  claartflsaym 
provisions  should  be  revised  to  taMlili 
dietary  foods  in  Class  I.  JbM  wik 
products  fortlfled  with  added  Boatai 
milk  solids  should  be  classified  uOmI 
milk  in  an  amount  equal  oaij  to  thi 
weight  of  an  equal  volume  of  aUksm> 
modified  product  of  the  same  IwiUmIh 
content.  The  skim  milk  equtval«ti( 
the  added  solids  should  be  "'ftftal  m 
Class  III  milk. 

Two  proprietary  handlers  mptaH 
that  only  the  actual  pounds  of  skteMk 
ixtwder  used  in  fortification  of  Mi 
products  be  classified  as  CIam  I  vWi  a 
provisions  for  accounting  for  ttat  ikte 
equivalent.  Another  handler,  iriM  «■ 
become  partially  regulated  (hie  to  Uk 
enlargement  of  the  marketing  ana.  m- 
posed  a  modification  of  the  proptab  li 
permit  retention  of  the  skim  eqwtl  ' 
accounting  method.  The  Spokane 
Producers  Association  oppoMd 
change  in  present  system  of 
for  fortified  products. 

Dietary  foods  should  be  . 
designated  as  fiuid  milk  prodaoli  Ml 
classified  as  Class  I.  Such  ItOM  hMt 
been  classified  as  Class  I  becauH  tiw 
were  considered  to  be  flavored  w/k 
drinks. 

Tlie  water  associated  with  mOk  mMi 
added  to  fortified  products  cannol  k 
shown  to  be  displacing  produoaraftli 
this  market.  However,  the  order 
continue  to  account  for 
milk  products  on  the  basis  of  the 
volume,  including  all  the  water 
nally  associated  with  the  solids. 
products  compete  for  the  same 
whole  milk  or  skim  milk  and  would  *► 
place  producer  milk  available  tor  tt» 
same  purpose. 

There  is  an  incentive  for  handkn* 
fortify  fiuid  milk  products,  wbldh  III 
primarily  derived  from  producer  "A* 
meet  the  demand  of  cons\uner«  tor  y 
fat  products  which  are  high  to  a^ 
tional  value.  The  sale  of  such  vnfj^ 
lielps  to  maintain  or  even  Increase  (*• 
I  .salfs.  ^ 

To  maintain  proper  accountag  m 
nonfat  solids  added  should  be  ooiwirtll 
to  their  skim  milk  equivalent  tm  m 
amount  equal  to  the  difference 
the  skim  milk  equivalent  of 
products  and  the  actual  weight  « 
product  disposed  of  In  fiuid  'o™*^ 
be  classified  as  Class  m.  TheikMi"" 
equivalent  would  be  considered  ■■  •  i*" 
ceipt  of  other  source  milk. 
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A,  gkrtnkaoe.      The    two    percent 
m  aUowance  for  Class  in  classl- 
of  shrinkage  should  be  divided 
_.  the  receiving  and  other  opera- 
^flo  performed  at  different  plants, 
ktion  of  total  shrinkage  should 

^ ji  pool  milk  and  other  source 

M  adft  products. 
^nToooperative  associations  proposed 
ol  plants  and  cooperatives  trans- 
milk  in  bulk  tank  lots  to  another 


Zri^nt  be  allowed  0.5  percent  shrlnk- 
!m  tevtog  1  5  percent  allowable  shrink- 
Sftr  the  processing  plant.  They  also 
ZiaauA  to  prorate  total  shrinkage  be- 
}2^1Jqo1  milk  and  other  source  milk. 
iSSvlsion  of  shrinkage  on  bulk  tank 
Mtt  to  allow  0.5  percent  to  the  plant 
Sr  oooperaUve  handler)  receiving  milk 
laoducers,  and  the  remaining  1.5 
to  the  plant  at  which  the  milk 
L  uiwjiMnri  Is  In  line  with  experience 
2*0^  markets.  Of  course,  the 
^ipont  of  shrinkage  experienced  by 
SiUit  handlers  for  various  operations 
^^nrj.  but  this  division  would  provide 
■linhnstf'  aUowance  for  normal  opera- 


Wben  cooperatives  deliver  bulk  tank 
alft  tn  their  capacity  as  handlers  to 
■Ml  plants,  the  operator  of  the  pool 
pjgat  may  elect  to  purchase  such  milk  on 
y^  btfls  of  weights  taken  at  the  farm. 
IB  Oil  CMSt  the  pool  plant  operator 
^oold  be  allowed  the  full  two  percent 
tkliAage.  because  the  cooperative 
vooid  have  no  need  for  shrinkage  al- 
iMmaoe.  However,  a  handler  should 
le  permitted  to  exercise  this  option  only 
It  kt  notifies  the  market  administrator 
to  advance  that  the  purchase  of  such 
■Ilk  ftcm  the  cooperative  Is  on  the 
iHto  of  farm  weights. 

Hill  change  In  computing  the  shrink- 
ife  sDowance  makes  it  necessary  to  pro- 
'^Vte  shrinkage  between  the  volume  of 
pool  ffitik  to  which  the  maximiun  shrlnk- 
iie  lUowance  of  two  percent  would  ap- 
itf  tad  receipts  of  other  source  fluid 
■Ilk  products,  rather  than  between  pro- 
teeer  milk  and  other  source  milk. 
OdMnrise  a  disproportionate  share  of 
tke  total  shrinkage  could  be  assigned  to 
podfliflk. 
(e)  Clauification  of  milk  delivered  to 
lol  plants  outside  the  area.  Evl- 
„  was  offered  at  the  hearing,  wlth- 

objection.  In  support  of  a  proposal 

Xb$l  milk  moved  to  nonpool  plants  out- 
Me  the  marketing  area  and  used  for 
■sanfaeturing  be  classified  separately 
iBd  priced  at  25  cents  per  hundred- 
vriiht  less  than  the  Class  n  (new  Class 
no  price  of  the  order.  It  was  claimed 
thit  lack  of  surplus  handling  facilities 
iB  the  area  and  distance  to  nonpool 
llmto  required  a  transportation  allow- 
■aee.  It  was  also  claimed  that  modlfica- 
tton  of  the  order  in  this  respect  was 
nvdred  if  the  marketing  area  was  to 
M  enlarged.  No  evidence  was  offered 
tel  at  current  levels  of  supply  disposal 
«(renive  milk  supplies  has  been  a  prob- 
vhkdi  would  require  lowering  the 
i  in  price.  Neither  does  it  appear 
enlargement  of  the  marketing  area 
in  any  way  affect  the  problem  of 
JMttlon  to  nonpool  plants.  The  pro- 
P»ml  Is  accordingly  denied. 
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6.  Supply-demand  aAjuatment  of 
Clou  I  price.  The  present  supply- 
demand  adjustment  limit  of  plus  or 
minus  50  cents  should  not  be  changed. 
The  cooperative  associations  proposed 
a  reduction  In  the  limit  to  plus  or  mlnxis 
25  cents. 

The  supply-demand  adjuster  was  last 
amended  In  October  1959.  Since  that 
time  the  nT^^y^Iwl^ln  adjustment  has  been 
9  cents.  This  Indicates  that  receipts 
and  utilisation  have  been  in  close  align- 
ment. The  purpose  of  the  supply-de- 
mand adjuster  is  to  provide  automatic 
price  changes  to  encourage  or  discourage 
additional  supplies  as  the  relationship 
between  receipts  ahd  utilization  In  the 
mai^et  changes.  There  may  be  need 
for  adjustment  In  excess  of  the  proposed 
25-cent  limit  If  there  is  a  substantial 
change  in  the  ratio  of  supplies  to  sales. 
Therefore  the  maximum  rate  should  not 
be  changed  at  this  time. 

7.  Location  adjustment  to  handlers 
and  producers.  Location  adjustments 
should  be  applicable  only  at  pool  plants 
located  more  than  90  miles  from  the 
City  Hall  in  Spokane. 

The  order  presently  provides  location 
adjustments  to  handlers  and  producers 
on  milk  received  at  pool  plants  located 
more  than  50  miles  from  the  City  Hall 
in  SpolEane.  The  cooperative  associa- 
tions proposed  that  location  adjustments 
apply  only  at  pool  plants  located  out- 
side the  marketing  area  and  more  than 
90  miles  from  Spokane  without  changing 
the  rates  applicable  at  such  plants.  Op- 
position was  offered  by  a  handler  who 
openXM  a  distributing  plant  at  Pull- 
mtm,  Washington,  which  will  become  a 
pool  plant  under  the  expanded  area  of 
the  order. 

At  the  present  time  only  one  regulated 
plant,  at  Sandpolnt,  Idaho.  Is  located 
more  than  50  miles  from  Spokane.  The 
handler  operating  this  plant  has  for 
some  time  paid  his  producers  at  the 
f.o.b.  I^iwkane  price  without  deducting 
the  location  adjustment  permitted  under 
the  order.  Enlargement  of  the  market- 
ing area  is  expected  to  bring  under  full 
regulation  three  additional  plants,  all 
located  in  the  territory  being  added;  all 
of  these  are  located  more  than  50  but 
less  than  90  miles  from  Spokane. 

One  plant  to  become  regulated,  at 
Kellogg.  Idaho,  has  been  purchasing  its 
milk  from  Spokane  Milk  Producers  As- 
sociation at  full  class  prices  of  the  order 
(with  no  location  adjustment)  and  the 
producers  supplying  this  plant  have  re- 
ceived prices  approximately  the  same  as 
producers  delivering  milk  to  Spokane 
plants.  Another,  at  Pullman,  Washing- 
ton, has  paid  producer  prices  approxi- 
mately equsJ  to  producer  prices  at  Spo- 
kane under  the  order,  but  has  had  to  rely 
on  pool  sources  for  reserve  supplies  of 
milk.  The  third  plant,  at  Wallace, 
Idaho.  Is  located  within  11  miles  of  the 
plant  at  Kellogg  and  buys  milk  In  com- 
petition with  it.  Within  this  area  Spo- 
kane handlers  and  the  plants  to  be  newly 
regulated  compete  actively  with  each 
other.  In  view  of  present  relationships, 
cla¥«  prices  and  producer  prices  should 
be  equal  within  this  area.  Since  90  miles 
Includes  all  locations  in  the  marketing 
area  at  which  there  are  likely  to  be  any 
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plants,  location  adjustment?  are  pro- 
vided at  all  plants  located  more  than  90 
miles  from  Spokane.  There  are  no 
plants  outside  the  enlarged  marketing 
area  affected  by  this  change.  The  rate 
presently  applicable  at  Missoula,  Mon- 
tana, at  which  Is  located  a  plant  that 
may  become  partially  regulated,  is  not 
changed. 

8.  Obligations  of  handlers  operating 
nonpool  distributina  plants.    The  oper- 
ator of  a  plant  distributing  Class  I  milk 
in  the  markethig  area  that  does  not 
qualify  as  a  pool  plant  should  have  the 
option   of    paying    Into    the   pool   fmy 
amount  by  which  the  classifled  value  of 
receipts  f rwn  dah*y  farmers  exceeds  the 
gross  pasrment  to  such  farmers  or  the 
present  rate  of  compensatory  payment 
computed  on  the  volume  of  his  distri- 
bution in  the  marketing  area  less  the 
amoimt  of  Class  I  purchases  frcMn  pool 
plants.    The  expense  of  administration 
should  be  the  same  as  that  for  a  fully 
regulated  handler  if  the  first  option  is 
elected  and  computed  only  on  the  net 
volume  of  sales  in  the  marketing  area 
under  the  second  option.    If  the  first 
option  Is  elected,  credit  should  be  given 
for  payments  to  the  producer-settlemait 
and  administrative  fimds  of  any  other 
Federal  order  under  which  the  plant 
may  also  be  subject  to  partial  regulation. 
It  was  proposed  by  the  cooperative 
associations    that    partially    regulated 
handlers  have  the  choice  of  making  pay- 
ments to  the  dairy  farmers  supplying 
them   in   amoimts   determined   in  the 
same  manner  as  for  a  fully  regulaited 
handler  or  making  compensatory  pay- 
ments  as  provided  for  in  the  present 
order.    A  handler  whose  plant  at  Mls- 
soida.  Montana,  will  become  partially 
regulated  due  to  the  expanded  market- 
ing area,  proposed  a  modlflcation  to  per- 
mit the  volmne  of  sales  in  the  marketing 
area  under  the  second  option  to  be  re- 
duced by  the  amoimt  of  Class  I  pur- 
chases from  pool  plants.    This  handler 
also  proposed  that  credit  be  given  for 
costs  of  administration  assessed  under 
state  orders,  and  favored  a  change  in 
the  rate  of  compensatory  payment. 

The  order  presentiy  provides  that  op- 
erators of  nonpool  distributing  idants 
shall  pay  compensatory  payments  on 
their  Class  I  sales  In  the  marketing  area 
at  a  rate  equal  to  the  difference  between 
the  Class  I  and  Class  n  (new  Class  HI) 
prices.  Testimony  was  offered  that  dur- 
ing months  of  ^ort  production  this  rate 
should  be  the  difference  between  the 
Class  I  and  uniform  price  of  the  order,  on 
the  theory  that  It  might  be  assumed  that 
milk  could  not  be  procured  at  that  season 
for  less  than  the  uniform  prices  of  the 
order.  During  much  of  this  season  the 
uniform  prices  of  the  Inland  Bnplre 
order  will  in  the  future  be  increaied 
through  the  fall  incentive  payment  plan 
adopted  effective  Septonber  1,  1961.  and 
thus  may  even  exceed  the  Class  I  price. 
The  evidence  offered  in  support  of  the 
changed  rate  Is  not  such  as  to  Justify  a 
change  irfthe  rate  of  paymoit. 

The  provisions  adopted  will  assure  the 
fully  regulated  handlers  in  the  market 
that  any  of  their  competitors  who  are 
primarily  associated  with  another  mar- 
ket have  no  ■procurement  advantage.   If 


/ 


1184 

the  partially  regulated  handler  chooses 
the  first  option,  hie  total  minimum  obll- 
ratloiu  for  mUk  will  be  determined 
exactly  a»  if  he  were  fully  regulated.  The 
plant!  to  which  the  provisions  may  pres- 
ently apply  are  so  located  that  their  pro- 
curement areas  do  not  overlap  those  of 
fully  regulated  handlers.  Local  plants 
that  might  fail  to  qualify  as  pool  plants 
would  be  those  with  Class  I  utilization 
far  below  the  market  average.  The  full 
use  value  of  their  milk  that  such  han- 
dlers may  pay  to  the  dairy  fanners  sup- 
plying them  under  this  option  will  not  be 
competitive,  in  this  market  and  under 
these  cinmmstances.  with  the  uniform 
order  price  paid  Inland  Empire  pro- 
ducers by  f\illy  regulated  handlers. 

The  obligation  of  a  nonpool  plant 
\mder  the  second  option  will  be  the  same 
as  tliat  of  a  pool  plant  with  respect  to 
other  source  milk  used  for  Class  I  pur- 
poses. Permitting  the  partially  regulated 
handler  to  make  a  conH)ensatory  pay- 
ment on  the  net  of  Class  I  sales  in  the 
mailceting  area  (actual  sales  less  pur- 
chases of  Class  I  milk  from  pool  plants) 
will  not  result  in  any  loss  to  the  pool  be- 
cause the  regulated  handler  from  whom 
the  milk  is  obtained  will  account  to  the 
producer-settlement  fund  for  such  sales 
at  the  Class  I  price. 

The  assessment  of  administrative  ex- 
pense should  depend  upon  the  option 
chosen  by  the  nonpool  distributor.  The 
first  option  requires  the  same  veriflcation 
of  receipts  and  utilization  by  the  market 
administrator  as  in  the  case  of  a  pool 
plant,  therefore,  the  expense  of  adminis- 
tration should  be  the  same.  Under  the 
second  option  comprehensive  audits  are 
not  required  so  the  expense  of  adminis- 
tration should  only  be  computed  on  the 
sales  in  the  marketing  area.  There 
should  be  no  credit  given  for  adminis- 
trative expense  paid  under  a  state  order. 
Responsibility  for  administration  of  the 
order  may  not  be  delegated  to  a  state 
agency. 

9.  Advance  payments  to  producers. 
The  order  should  provide  for  an  advance 
payment  for  producer  milk  received  dur- 
ing the  first  ^»^^  of  each  month.  The 
rate  of  payment  should  be  at  the  Class 
in  price  for  the  previous  month. 

The  Spokane  Milk  Producers  Associa- 
tion proposed  that  advance  payments  be 
made  to  producers.  Proprietary  han- 
dlers contended  this  was  not  necessary 
because  advance  payments  are  avail- 
able to  producers  on  request. 

The  order  presentiy  provides  that  nro- 
ducers  be  paid  by  the  17th  of  each  month 
for  milk  delivered  during  the  previous 
month.  This  permits  handlers  the  use 
of  producer  money  for  milk  for  a  period 
of  up  to  a  month  and  a  half  at  some 
risk  to  the  producers.  Many  producers 
are  presently  receiving  advances  and  the 
order  should  provide  for  such  payments 
to  be  made  to  all  producers.  Milk  pro- 
duction under  present  conditions  re- 
quires substantial  operating  caplUl. 
The  producers  must  make  substantial 
cash  Investments  and  have  ready  cash 
to  meet  credit  obligations.  Provisions 
for  regular  partial  payment  for  milk 
delivered  early  In  the  month  will  re- 
duce the  need  for  producers  to  Increase 
operating  capital. 
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Since  cooperative  associations  will  be 
permitted  to  become  handlers  for  their 
members  milk  it  will  be  necessary,  in 
order  that  associations  may  make  ad- 
vance payments  to  their  members,  for 
handlers  to  make  advance  payments  at 
the  same  rate  on  the  aggregate  amount 
of  milk  received  from  the  cooperative. 
For  member  milk  for  which  the  coopera- 
tive is  not  the  handler,  but  for  which 
it  collects  payments,  a  statement  show- 
ing the  receipts  from  each  member  pro- 
ducer should  also  be  required  on  the 
20th  day  of  the  month  for  milk  delivered 
the  first  half  of  the  month  and  the  7th 
for  milk  received  the  last  half  of  the 
previous  month.  In  either  case  payments 
to  cooperatives  should  be  made  at  least 
two  days  prior  to  the  date  of  payment 
to  individual  producers  Thus,  coopera- 
tives will  be  able  to  make  advance  pay- 
ments to  their  members'  and  all 
producers  m  the  market  will  receive 
payment  at  the  same  time. 

Use  of  the  Class  III  puce  for  the  pre- 
vious month  in  computing  advance  pay- 
ments will  result  in  a  minimum  of 
overpayments  Admimstrative  detail 
will  be  kept  at  a  minimum  In  that  no 
adjustments  for  butterfat.  hauling  or 
other  deductions  are  required. 

10  Conforming  changes.  The  amend- 
ments required  to  carry  out  the  conclu- 
sions of  this  decision  require  change  in 
almost  every  section  of  the  order.  The 
entire  order  has  accordingly  been  re- 
written to  Incorporate  these  conforming 
changes  and  for  clarity  and  specificity 
of  provisions  Certain  plants  which  have 
discontinued  operations  are  deleted  from 
the  list  of  those  whose  paying  prices  are 
used  as  an  alternative  basic  formula 
price. 

Rulings  on  proposed  findings  and  con- 
clusions. Briefs  and  proposed  findings 
and  conclusions  were  filed  on  behalf  of 
certain  Interested  parties.  These  briefs, 
proposed  findings  and  conclusions  and 
the  evidence  in  the  record  were  consid- 
ered in  making  the  findings  and  con- 
clusions set  forth  above.  To  the  extent 
that  the  suggested  findings  and  conclu- 
sions filed  by  Interested  parties  are  in- 
consistent with  the  findings  and  con- 
clusions set  forth  herein,  the  requests  to 
make  such  findings  or  reach  such  con- 
clusions are  denied  for  the  reasons  pre- 
viously stated  In  this  decision. 

General  findings  The  findings  and 
determinations  hereinafter  set  forth  are 
supplementary  and  In  addition  to  the 
findings  and  determinations  previously 
made  in  connection  with  the  Issuance  of 
the  aforesaid  order  and  of  the  previously 
Issued  amendments  thereto;  and  all  of 
said  previous  findings  and  determina- 
tions are  hereby  ratified  and  afBrmed. 
except  insofar  as  such  findings  and  de- 
terminations may  be  in  conflict  with  the 
findings  and  determinations  set  forth 
herein. 

(a)  The  tentative  marketing  agree- 
ment and  the  order,  as  hereby  proposed 
to  be  amended,  and  all  of  the  terms  and 
conditions  thereof,  will  tend  to  effectuate 
the  declared  policy  of  the  Act; 

(b)  The  parity  prices  of  milk  as  de- 
termined pursuant  to  section  2  of  the 
Act  are  not  reasonable  In  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and   other   economic   conditions  which 


affect  market  supply  and  oi^i^  ^ 
milk  in  the  marketing  area,  ^tf  2 
minimum  prices  specified  In  thtiMM 
marketing  agreement  and  tha  SS^ 
hereby  proposed  to  be  amended.  Ttim 
prices  as  will  refiect  the  aili^S 
factors,  insure  a  sufBcient  qiMMIb  tf 
pure  and  wholesome  milk,  and  be  ^i^ 
public  interest;  and 

<c>  The  tentative  marketliv  ttm 
ment  and  the  order,  as  hereby  pnMM 
to  be  amended,  will  regulate  tte  ^^ 
dling  of  milk  in  the  same  mamieri^^ 
will  be  applicable  only  to  pereaBihi(|| 
re.spective  classes  of  industrial  min^ 
mercial  activity  specified  in.  a 
agreement  upon  which  a 
been  held. 

Rulings  on  exceptions.    In  arrMi^K 
the   findings   and  conclusions, 
regulatory    provisions   of  this 
each  of  the  exceptions  received 
fully  and  fully  considered  in 
with    the    record    evidence 

thereto.    To  the  extent  that  the . 

and  conclusions,  and  the  regiriatay 
visions  of  this  decision  are  at  vi 
with  any  of  the  exceptions,  such 
tions  are  hereby  overruled  for  the 
previously  stated  In  this  decWoa. 
Marketing  agreement  and  oN* 
nexed  hereto  £Uid  made  a  part 
are  two  documents  entitled 
•  Marketing  Agreement  RegUatlBi  It 
Handling  of  Milk  in  the  Inland  Wa/lm 
Marketing  Area",  and  "Order  Aaaitoi 
the  Order  Regulating  the  HenfflBj  4 
Milk  in  the  Inland  Empire 
Area",  which  have  been  dc 
as  the  detailed  and  appropriate 
of  effectuating  the  foregoing  OOMI ^ 

It  is  hereby  ordered.  That  all  «( 
decision,  except  the  attached 
agreement,  be  published  In  the 
Register.  The  regulatory  prOfMoilit 
said  marketing  agreement  are  IdnHoi 
with  those  contained  in  the  orte  M 
hereby  proposed  to  be  amended  If  tkt 
attached  order  which  will  be  pubBM 
with  this  decision. 

Referendum  order;  detenntaaflea  tl 
representative  period;  and  dertyatl»i| 
referendum  agent.  It  Is  hereby  dbeeM 
that  a  referendum  be  conducted  todite- 
mine  whether  the  issuance  of  the  at- 
tached order  amending  the  order  np- 
lating  the  handling  of  milk  In  the  b- 
land  Empire  marketing  area,  la 
or  favored  by  the  producers,  i 
under  the  terms  of  the  order, 
proposed  to  be  amended,  and  wbo,^- 
Ing  the  representative  period,  WW  •• 
gaged  In  the  production  of  milk  tor  ak 
w  ithin  the  aforesaid  marketing  aiia.^ 

The  month  of  November  1961  Isbanir 
determined  to  be  the  repre8ent»ttwf>- 
rlod  for  the  conduct  of  such  refciaa^ 

James  A.  Burger  is  hereby  deilpMW 
agent  of  the  Secretary  to  eoodartw* 
erendum  in  accordance  with  jht  iy»; 
dure  for  the  conduct  of  rwBieBS^ 
determine  producer  approval  «i  ■■ 
marketing  orders  (15  PJl.  nm. 
referendum  to  be  completed  on  «r 
the  30th  day  from  the  date  thli 
is  Issued. 

Signed  at  Washington.  Dr,  «•  ^ 

ruary  2,  19«2. 

jAxnT 
Attittant 
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Records,  and  PAcnjnas 

Beports  of  receipts  and  utlllBation. 
Payroll  reports. 
OQitx  reports. 
IlKords  and  facilities. 
Retention  of  records. 
Handler  reports   to   producers  and 
cooperative  associations. 

CLASSiriCATIOW 

Skim  milk  and  butterfat  to  be 
classified. 

Classes  of  utilization. 

Shrinkage. 

Responsibility  of  handlers  and  re- 
classification of  mUk. 

Transfers. 

Computation  of  skim  milk  and  but- 
terfat In  each  class. 

Allocation  of  skim  mUk  and  butter- 
fat classified. 

MZNIMUII    PaiCBB 

Basic  formula  price  to  be  used  in 

determining  Class  I  prices. 
-Class  prices. 

Butterfat  differentials  to  handlers. 
LocaUon  adjustments  to  handlers. 
Use  of  equivalent  prices. 

Application  or  Pkovibions 

Producer-handlers. 

Plants  subject  to  other  Federal 
orders. 

Handlers  operating  nonpool  distrib- 
uting plants. 

State  institutions. 

DmsMiNATiON  or  UNtroaii  Price 

llil.TD    Computation  of  the  value  of  pro- 
ducer milk. 
IW.n    Computation  of  uniform  price. 

Payments 

UIIJO  Time  and  method  of  payment  to 
producers  and  cooperative  asso- 
ciations. 

IMJI    Location  adjustments  to  producers. 

VMM    Producer  butterfat  differential. 

VMM    Producer-settlement  fund. 

Payments  to  the  producer-settle- 
ment fund. 


*Tbh  order  shall  not  become  effective  un- 
teaaduntU  the  requirements  of  I  900.14  of 
tte  latat  of  practice  and  procediu«  govern- 
NpNOMdlngs  to  formulate  marketing 
*PMeMnts  and  marketing  orders  have  been 


FEDERAL  REGISTER 

Sec. 

118335  Payments  out  of  the  producer-set- 
tlement fund. 

1 133  J6  Adjustments  of  accounts . 

1183.87  Marketing  services. 
1 188  J8  Zxpenae  of  administration. 

1133.88  Termination  of  obligations. 

ErrscTlVB  TncE,  Suspension  or  Termination 

ll33iK)  Bffectlve  time. 

1188i>l  Suapenaion  or  termination. 

1133.93  Ckmtinulng  obligations. 

1133J>S  Liquidation. 

Miscellaneous  Provisions 

1133.100  Agents. 

1133.101  SeparabUlty  of  provisions. 

AUTHOeXTT:  11  1133.0  to  1133.101  issued 
under  sees.  1-19,  48  Stat.  31,  as  amended; 
7  U.8.C.  «01-«74. 

§  1133.0     Findings    and    determinations. 

The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 
In  addition  to  the  findings  and  deter- 
minations previously  made  in  connection 
with  the  Issiiance^f  the  aforesaid  order 
and  of  the  previously  issued  amendments 
thereto;  and  all  of  said  previous  findings 
and  determinations  are  hereby  ratified 
and  affirmed,  except  insofar  as  such  find- 
ings and  determinations  may  be  in  con- 
flict with  the  findings  and  determina- 
tions set  forth  herein. 

(a)  Firtdinos  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  provi- 
mflk  in  the  Inland  Empire  marketing 
Agreement  Act  of  1937,  as  amended  (7 
U.S.C.  601  et  seq.).  and  the  applicable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  marketing  orders  (7  CFR  Part 
900),  a  public  hearing  was  held  upon 
certain  proposed  amendments  to  the 
tentative  marketing  agreement  and  to 
the  order  regulating  the  handling  of 
milk  in  the  Inland  Empire  marketing 
area.  Upon  the  basis  of  the  evidence 
Introduced  at  such  hearing  and  the 
record  thereof,  it  is  found  that : 

(1)  The  said  order  as  hereby  amended, 
and  all  of  the  terms  and  conditions 
thereof,  will  tend  to  effectuate  the  de- 
clared policy  of  the  Act; 

(2)  The  parity  prices  of  milk,  as  de- 
termined pursuant  to  section  2  of  the 
Act,  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which 
affect  market  supply  and  demand  for 
milk  in  the  said  marketing  area,  and  the 
iptninBum  prlces  specified  in  the  order 
as  hereby  amended,  are  such  prices  Sis 
will  reflect  the  aforesaid  factors,  insure 
a  sufficient  quantity  of  pure  and  whole- 
some milk,  and  be  in  the  public  interest; 

(3)  The  said  order  as  hereby  amended, 
regulates  the  handling  of  milk  in  the 
same  manner  as.  and  Is  applicable  only 
to  persons  in  the  respective  classes  of 
industrial  or  commercial  activity  speci- 
fied In,  a  marketing  agreement  upon 
which  a  bearing  has  been  held; 

(4)  All  milk  and  milk  products  han- 
dled by  handlers,  as  defined  in  the  order 
as  hereby  amended,  are  in  the  current  of 
interstate  omnmerce  or  directly  burden, 
obstruct,  or  affect  Interstate  commerce 
in  milk  or  its  products;  and 

(6)  It  l8  hereby  foimd  that  the  neces- 
sary expense  of  the  market  administra- 
tor for  the  maintenance  and  functioning 
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of  such  agency  will  require  the  payment 
by  each  handler,  as  his  pro  rata  duuw 
of  such  expense.  5  c^its  per  hundred- 
weight or  such  amount  not  to  exceed  5 
cents  per  hundredweight  as  the  Secre- 
tary may  prescribe,  with  respect  to:  (i) 
Receipts  at  a  pool  plant  of  (a)  producer 
milk,  including  such  handler's  own  farm 
production  and  that  classified  pursuant 
to  S  1133.44(b) ,  and  (b)  other  source 
milk,  except  other  order  milk,  allocated 
to  Class  I;  (11)  producer  milk  for  which 
a  cooperative  association  is  the  handler 
pursuant  to  fi  1133.15  (c)  and  (d)  in 
excess  of  that  delivered  to  the  pool 
plants  of  other  handlers;  and  (Hi)  the 
quantities  of  milk  at  handler's  nonpool 
plants  as  specified  in  fi  1133.62. 

Order  relative  to  handling.  It  is  there- 
fore ordered,  that  on  and  after  the  ciRec- 
tive  date  hereof,  the  handlint  of  milk 
in  the  Inland  Emph-e  markettng  area 
shall  be  in  conformity  to  and  in  com- 
pliance with  the  terms  and  conditions 
of  the  aforesaid  order,  as  hereby  amend- 
ed, and  the  aforesaid  order  is  hereby 
amended  as  follows: 


DsriNrrioNs 
§  1133.1     Act.- 

"Act"  means  Public  Act  No.  10,  73d 
Congress  as  amended,  and  as  re-enacted 
and  amended  by  the  Agricultural  lifar- 
keting  Agreement  Act  of  1937,  as 
amended  (48  Stat.  31,  as  amended;  7 
U.S.C.  601  et  seq.) . 
§  1133.2      Secreury. 

"Secretary"  means  the  Secretary  of 
Agriculture,  or  otiier  officer  or  emptoyee 
of  the  United  States  authorized  to  exer- 
cise the  powers  or  to  perform  the  duties 
of  the  said  Secretary  of  Agriculture. 

§  1133.3     Departmenl. 

"Department"     means     the     United 
States   Department   of    Agriculture  or 
such  other  Federal  agency  authorized  to 
perform  the  price  reporting  functions  • 
specified  in  this  part. 

§  1133.4     Person. 

"Person"  means  any  individudl,  part- 
nership, corporation,  association  or  any 
other  business, unit. 
§  1133.5     Cooperative  association. 

"Cooperative  association"  means  any 
cooperative  marketing  association  of 
producers,  duly  organized  as  such  under 
the  laws  of  any  State,  which  includes 
members  who  are  producers  as  defined 
in  fi  1133.11  and  which  the  Secretary 
determines,  after  application  by  the 
association: 

(a)  To  be  qualified  under  the  stand- 
ards set  forth  in  the  Act  of  Congress  of 
February  18,  1922,  as  amended,  known 
as  the  "Capper-Volstead  Act"; 

(b)  To  have  its  entire  organization 
and  all  its  activities  under  the  control  of 
its  members;  and 

(c)  To  be  currently  engaged  in  mak- 
ing collective  sales  of  or  marketing  milk 
or  its  products  for  its  members. 

§  1 1 33.6  Inland  Empire  markeUng  area. 
"Inland  Empire  marketing  area" 
hereinafter  called  the  "marketing  area" 
means  aU  of  Benewah,  Bonner.  Bound- 
ary.   Kootenai,    Latah    and    Shothoiie 
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Counties,  Idaho:  Spokane  and  Whitman 
Counties.  Washinston:  that  porUon  of 
Pend  Oreille  County,  Washington,  lying 
south  of  Township  35;  and  that  portion 
of  Stevens  County,  Washington,  lying 
south  of  Township  37.  This  definition 
shall  include  all  municipal  corporations, 
^deral  military  reservations,  facilities. 
and  installations  and  State  institutions 
lying  wholly  or  partly  within  the  above 
described  area. 

§  1133.7      Plant. 

"Plant"  means  the  land,  buildings, 
surroundings,  facilities  and  equipment, 
whether  owned  or  operated  by  one  or 
more  persons,  constituting  a  single  op- 
erating unit  or  establishment  which  is 
maintained  and  operated  primarily  for 
the  receiving,  handling,  or  processing  of 
milk  or  milk  products 

§  1133.8      Pool  plrnil. 

"Pool  plant"  means  any  plant  de- 
scribed in  paragraph  (a)  or  (b)  of  this 
section,  other  than  the  plant  of  a  pro- 
ducer-handler, or  a  plant  with  respect 
to  which  the  handler  is  exempt  pursuant 
to  S  1133.61.  which  is  approved  by  an 
appropriate  health  authcwrity  for  the  re- 
ceiving of  milk  qualified  for  distribu- 
tion as  Grade  A  milk  in  the  marketing 

(a)  Any  plant,  hereinafter  referred  to 
as  a  "distributing  pool  plant",  in  which 
fluid  milk  products  are  processed  or 
packaged  and  from  which  during  the 
month: 

(1)  Disposition  of  fluid  milk  products 
on  routes  within  the  marketing  area 
equals  or  exceeds  the  lesser  of  250,000 
pounds  or  20  percent  of  the  total  re- 
ceipts of  Grade  A  milk  from  dairy  farm- 
ers, cooperative  associations  pursuant 
to  11133.15(d),  and  from  pool  supply 
plants  and  other  plants  forwarding  the 
applicable  percentage  of  receipts  spec- 
ified in  paragraph  (b)  of  this  section 
to  such  plant  and  other  pool  distributing 
plants:  and 

(2)  Total  disposition  of  Huid  milk 
products  on  routes  is  40  percent  or  more 
of  such  receipts  in  any  of  the  months  of 
February  through  August,  inclusive,  and 
50  percent  or  more  of  such  receipts  in 
any  of  the  months  of  September  through 
January,  inclusive. 

(b)  Any  plant,  hereinafter  referred  to 
as  a  "supply  pool  plant",  from  which 
there  Is  forwarded  to  a  pool  distributing 
plant(s)  50  percent  or  more  each  of  the 
skim  milk  and  butterfat  In  Its  dairy  farm 
supply  of  Grade  A  milk  during  the  cur- 
rent month  during  the  period  of  Octo- 
ber throvigh  December,  or  20  percent  or 
more  during  the  current  month  during 
the  period  January  through  September 
Any  such  plant  which  has  forwarded 
more  than  50  percent  of  siich  receipts 
for  the  entire  period  October  through 
December  shall  be  a  pool  plant  for  the 
months  of  January  through  September 
immediately  following  unless  the  opera- 
tor of  such  plant  files  with  the  market 
administrator,  prior  to  the  first  day  of 
any  moDth(s) ,  a  written  request  to  with- 
draw stich  plant  from  pool  plant  status 
for  such  month (s) ;  and 

(c)  For  the  purposes  of  computing  the 
percentages  specified  In  this  section  the 
following  shall  apply: 


PROPOSED   RULE  MAKING 

( 1 1  Receipt  of  milk  from  dairy  farm- 
ers shall  not  Include,  at  either  plant 
Involved,  milk  diverted  pursuant  to 
}  1133.15ic» (2)  ; 

(2»  If  a  plant  operated  by  a  coopera- 
tive association  meets  the  requirements 
of  paragraph  (a)  *  1 »  of  this  section,  bulk 
milk  delivered  to  distributing  pool  plants 
of  other  handlers  shall  be  added  to  dis- 
position on  routes  for  purposes  of  com- 
puting the  percentage  specified  in  para- 
{iraph  'a' '2  I  of  thi.s  .section;  and 

<3)  If  a  handler  operates  more  than 
one  distributing  plant  meeting  the  re- 
quirements of  paragraph  <ai(l)  of  this 
section,  the  aggregate  route  disposition 
and  receipts  of  all  such  plants  shall  be 
u.sed  to  compute  the  percentage  specified 
in  para^rapii  ia'i2>  of  thi^  .'•octicn  for 
each  of  such  plants 

§   1  1.1.3.0       Nonpool    i.l.iit. 

"Nonpool  plant'  mean.s  any  plant 
other  than  a  pool  plant. 


§   1  I.M.IO       Dairy    fiirni.r. 

'Dairy  farmer"  means  any  person  who 
operates  a  farm  engaged  in  the  produc- 
tion of  milk. 

S    IMS.  I  I        IV.mIii.  .r. 

•  Producer'  means  any  dairy  farmer, 
other  than  a  producer-handler,  who  pro- 
duces milk  under  a  dairy  farm  permit 
or  rating  issued  by  a  duly  constituted 
health  authority  for  dlstrlinitlon  as 
Grade  A  milk  whose  milk  is  received  at 
a  pool  plant  or  diverted  as  producer  milk 
pursuant  to  }  1133. 12. 

^  1133.12      ProJiircr    milk. 

•  Producer  milk"  of  each  handler 
means  all  skim  milk  and  butterfat  pro- 
duced by  producers : 

'ai  With  respect  to  receipts  at  a  pool 
plant: 

'  1 1  Received  directly  from  such  pro- 
ducers; 

< 2 »  Diverted  from  .such  pool  plant  to  a 
nonpool  plant  for  the  account  of  the  op- 
erator of  the  pool  plant,  subject  to  the 
limitations  and  conditions  of  paragraph 
I  c  of  this  section ;  and 

•  3)  That  to  be  classified  pursuant  to 
*  1133  44tbi  ; 

tb'  With  respect  to  additional  re- 
ciipts  of  a  cooperative  association: 

<  1 »  For  which  such  cooperative  asso- 
ciation is  the  handler  pursuant  to 
J  1133  15'CM  i>.  subject  to  the  limita- 
tions and  conditions  of  paragraph  <c' 
of  this  section ;  and 

1 2 »  For  which  the  cooperative  associa- 
tion is  the  handler  pursuant  to  }  1133  15 
<c ' <2>  and  'd' ; and 

<c>  With  respect  to  diversions  to  non- 
pool  plants  pursuant  to  paragraph.s  'a> 
( 2 1  and  i  b  > '  1  >  of  thi.;  section : 

( 1 1  Such  diversions  may  be  without 
limit  during  the  months  of  December 
through  June  if  milk  from  the  same  pro- 
ducer wa."»  received  at  a  pool  plant  during 
some  portion  of  the  period  July  through 
November  Immediately  preceding;  and 

(2»  For  the  purpose  of  location  ad- 
justments pursuant  to  II  1133.53  and 
1133.81,  milk  so  diverted  shall  be  priced 
at  the  location  of  the  plant  from  which 
diverted. 


§  1133.13      <hhrr  •ourcr  mtjli. 

"Other  source  milk"  means  lA  ||^ 
milk  and  butterfat  contained  to:    ^^ 

(a  >   Receipts  during  the  month  of  flgi 
milk  products  from  any  source  esflM|m 
producer  milk;  or  (2>  receipts fnm gf^* 
pool  plants;  and 

(b*    Products,   ether   than  fluid  |^ 
products,    from    any    source    <|    ' 
those  processed  at  the  plant) 
reprocessed    or    converted    to 
product  in  the  plant  during  the 

ri   I  I ;{.').  It      (hliir   ordrr  milk. 

Other   order   milk"  means  all 
milk   and   butterfat  received  at  a 
plant  in  the  form  of  a  fluid  milk 
which  is  subject  to  the  pricing  and 
ment  provi.sions  of  any  other  order  laa^ 
piu'susnt  to  the  Act. 

s  1133.13      llundler. 

"Handler"  means: 

<  a  >  Any  person  in  his  capacity  u  thi 
operator  of  a  i>ool  plant: 

I  b  •  Any  person  who  operates  a  oga. 
pool  plant  from  which  fluid  milk  pnf. 
ucts  labeled  Grade  A  are  dlspoiii  of  m 
Koutcs  in  the  marketing  area; 

<c>  A  cooperative  associatkio  win 
ro.spoct  to  the  milk  of  its  m—i^f^^  pi^ 
ducers  cau.sed  to  be  diveriiMl  §tt  jf^ 
account: 

1 1 )  From  a  pool  plant  to  a  noapMI 
plant  during' any  of  the  months  o(  Di- 
comber  through  June;  and 

( 2  >  From  a  pool  plant  to  anothv  pori 
plant  to  which  such  cooperative  untit  * 
tion  delivers  no  milk  pursuant  to  pmh 
graph  (d)  of  this  section  dvtoi  tti 
month,  and  not  exceeding  a  pKkAit 
90  consecutive  days  for  any 
and 

(d>  A  cooperative  association 
respect  to  the  milk  of  Its  mcmlwr  pn- 
ducers  which  Is  received  from  the  tea 
for  delivery  to  the  pool  plant  of 
handler  in  a  tank  truck 
operated  by.  or  under  contract  to, 
cooperative  association.  If  the 
ttve  association  notifies  the 
minlstrator  and  the  operator  of  thi fHI 
plant  to  whom  the  milk  Is  dellfwiifei 
writing  prior  to  the  first  day  on  vhMl 
the  milk  Is  delivered,  that  it  etoolilili 
the  handler  for  all  such  milk.  IflftM 
delivered  shall  be  considered 
received  by  the  cooperative 
at  the  location  of  the  plant 
delivered 
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j|H,l7  Fluid  milk  product. 
imM  milk  product"  means  milk, 
"^!Sik  skim  milk  drinks,  buttermilk, 
imilk.  flavored  milk  drinks,  con- 
'^  njllk,  skim  milk  or  milk  drinks 
•JFtoSudiwI  evaporated  milk,  con- 
2!^[milk  or  condensed  skim  milk), 
^^d  milk  or  skim  milk  (including 
foods),  cream  (sweet  or  sour), 
"-jjture  in  fluid  form  of  cream  and 
li  tfikim  milk  (except  ice  cream  mix. 
M^  dessert  mix,  cocoa  mixes,  aerated 
z^ets.  eggnog  and  yogurt) .  which  are 
JS^sterilized  nor  in  hermetically 
2idinetal  containers. 

IIISS.18     Route.  ' 

•ggote"  means  any  delivery,  including 
^tittt  hy  A  vendor  or  disposition  from 
TZt  plant  store  or  distribution  point. 
dSSi  mHk  products  to  retaU  or  whole- 
Zk  outlets  other  than  delivery  to  a 
5nl  plant  or  distribution  point,  or  pur- 
JSnt  to  11133.41(c)(3). 

Markkt  Administsator 
I IISS^     D««igiuition. 

The  agency  for  the  administration  of 
thta  part  shall  be  a  market  administra- 
lor  iileeted  by  the  Secretary,  who  shall 
biiatttled  to  such  compensation  as  may 
liMfnated  by,  and  shall  be  subject  to 
itml  At  the  discretion  of,  .the  8ec- 
ntvy. 
I11SS.S1     Power*. 

Ihi  market  administrator  shall  have 
thifoDowing  powers  with  respect  to  this 

(t)  To  administer  Its  terms  and  pro- 


(b)  To  receive,  investigate,  and  report 
ti  tlM  Secretary  complaints  of  viola - 


Ik.   IflfeM 
tohaviliB    I 

I  MMMlMi     I 

nt  to  «U* 


li  1133.16      I'rixlurcr-liundlrr. 

Pioducor-handler"  means  any  W 
•s  )i\  who  operates  a  dairy  farm  Mi  • 
piocc^sins'  plant  from  which  fltild  ■> 
pioducl.s  are  distributed  on  roolm  ii 
the  marketing  area  but  who  re 
fluid  milk  products  during  the 
from  other  dairy  farmers  or  frcMlW 
other  source  except  by  transforllW* 
pool  plant.  Such  person  murt 
proof  satisfactory  to  the  market  i 
i;  trator  that  the  maintenance.  *"••■ 
management  of  the  dairy  jJihOtM  tm 
other  resources  necessary  to  prody»M| 
own  farm  milk  production  Mi  ■• 
operation  of  the  processing  and< 
tion  bu.'^inrrs  Is  the  personal 
and  n.sk  of  such  person. 


(e)  To  make  rules  and  regulations  to 
Atiaate  its  terms  and  provisions;  and 

(d)  TO  recommend  amendments  to 
llwflseretary. 

fllSIJS     Dutie«. 

lbs  market  administrator  shall  per- 
Im  sll  duties  necessary  to  administer 
fti  tttms  and  provisions  of  this  part,  in- 
Minf  but  not  limited  to  the  following : 

(a)  Within  30  days  following  the  data 
■  irtkleh  he  enters  upon  his  duties, 
m  meh  lesser  period  as  may  be  pre- 

by  the  Secretary,  execute  and 
to  the  Secretary  a  bond  effective 
« of  the  date  on  which  he  enters  upon 
Mh  duties  and  conditioned  upon  the 
hithfal  performance  of  such  duties,  in 
m  amount  and  with  surety  thereon 
■ttrfactory  to  the  Secretary; 

(b)  Employ  and  fix  the  compensation 
il  meh  persons  as  may  be  necessary  to 

him  to  administer  its  terms  and 


(e)  Obtain  a  bond  in  a  reasonable 
Bt   and    with    reasonable    surety 
covering   each   employee   who 
funds  entriisted  to  the  market 
lAlinlstrator; 

<d)  Pay  out  of  the  funds  provided  by 
U1IIJ8  the  cost  of  his  bond  and  of  the 
I  of  his  employees,  hia  own  compen- 
and  all  other  expenses  (except 
ineurred  under  1 1133.87)  neces- 
tncurred  by  him  In  the  malnte- 
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nance  and  functioning  of  his  office  and 
in  the  performance  of  his  duties; 

(e)  Keep  cuoh  books  and  records  as 
will  clear^  reflect  the  transactions  pro- 
vided for  In  this  part,  and  upon  request 
by  the  Secretary  surrender  the  same  to 
such  other  person  as  the  Secretary  may 
designate; 

(f)  Submit  his  books  and  records  to 
examination  by  the  Secretary  and  fur- 
nish BU^  information  and  reports  as 
may  be  requested  by  the  Secretary; 

(ff)  Audit  all  reports  and  payments  by 
each  handler  by  inspection  of  such  han- 
dler's records  and  of  the  records  of  any 
other  handler  or  person  upon  whose 
utilization  the  classification  of  skim  milk 
or  butterfat  for  such  handler  depends; 

(h)  Publicly  annoimce,  at  his  discre- 
tion, unless  otherwise  directed  by  the 
Secretary,  by  posting  in  a  conspicuous 
place  in  his  office  and  by  such  other 
means  as  he  deems  appropriate,  the 
name  of  any  person  who.  within  10  days 
after  the  day  upon  which  he  is  required 
to  perform  such  acts,  has  not: 

(1)  Made  reports  pursuant  to 
99  1133.30  to  1133.32,  inclusive;  or 

(2)  Made  one  or  more  of  the  payments 
pursuant  to  99  1133.80  to  1133.88.  inclu- 
sive* 

(i)  On  or  before  the  16th  day  after  the 
end  of  each  month,  report  to  each  co- 
operative association  (or  its  duly  desig- 
luited  agent)  which  so  requests  the  class 
utilization  of  milk  delivered  by  such  co- 
operative association  pursuant  to  9  1133.- 
15  (c)  (2)  and  (d)  or  from  its  member 
producers  to  each  handler.  For  the 
purpose  of  this  report,  the  milk  caused 
to  be  so  delivered  by  such  cooperative 
association  shall  be  prorated  to  each 
class  in  the  proportion  that  the  total 
receipts  of  producer  milk  by  such  han- 
dler were  used  in  each  class; 

(J)  On  or  before  the  12th  day  after 
the  end  of  each  month,  notify : 

(1)  Bach  handler  whose  total  value 
of  milk  is  computed  pursuant  to  S  1133.70 
of: 

(i)  The  amounts  and  values  of  his 
producer  milk  in  each  class  and  the 
totals  of  such  amounts  and  values: 

(11)  The  amount  of  any  charge  made 
pursuant  to  I  1133.70(e) ; 

(ill)  The  imiform  price: 

(iv)  The  totals  of  the  amounts  com- 
puted in  the  manner  provided  by  S  1133.- 
80; 

(V)  The  amount  due  such  handler 
from  the  producer-settlement  fund  or 
the  amount  to  be  paid  by  such  handler 
to  the  producer -settlement  fund,  as  the 
case  may  be;  and 

(vl)  The  totals  of  the  amounts  re- 
quired to  be  paid  by  such  handler  pur- 
suant to  11  1133.87  and  1133.88. 

(2)  Bach  handler  whose  total  value 
of  milk  is  computed  pursuant  to  9 1133.- 
63  of  the  pounds  of  other  source  milk 
on  which  payment  is  required  to  be  made 
and  the  amount  due  the  producer -settle- 
ment fund  from  such  handler. 

(k)  Publicly  announce  by  posting  in  a 
consplcuoua  place  in  his  ofBce  and  by 
such  other  means  as  he  deems  appropri- 
ate the  prices  determined  for  each  month 
M  followi: 

(1)  On  or  before  the  6th  day  of  each 
month  the  minimum  price  for  Class  I 
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milk  pursuant  to  1 1138.51(a)  and  tlm 
Class  I  butterfat  differential  punuMit  to 
9  1133.62(a),  both  for  the  eurnnfe 
month:  and  the  respeetlye  minhnmn 
prices  for  Class  n  milk  and  GImb  m 
milk  pursuant  to  i  1188.51  (b>  and  (e) 
and  the  Class  n  and  m  butterfat  dlflmr- 
ential  ptirsuant  to  9  1133.52(b).  both  for 
the  preceding  month;  and 

(2)  On  or  before  the  12th  day  of  each 
month,  the  miiform  price  oommited  pur- 
suant to  9  1133.71  and  the  buttwlat  dif- 
ferential computed  piuvuant  to  I IISS.- 
82,  both  applicable  to  producer  milk  re- 
ceived during  the  precedlnff  month. 

(1)  Prepare  and  disseminate  to  the 
public  such  statistics  and  Information  as 
he  deems  advisable  and  as  do  not  reveal 
confidential  information. 

Reports,  Records,  and  Facilitix8 

§  1133.30  Reports  of  receipts  and  utili- 
zation. 
On  or  before  the  7th  day  of  each 
month,  each  handler  except  a  producer- 
handler  or  a  handler  making  payments 
pursuant  to  9  1133.62(b),  shall  revort  to 
the  market  administrator  in  the  detail 
and  on  the  forms  prescribed  by  the 
market  administrator  the  following  in- 
formation for  the  preceding  month: 

(a)  Each  handler  operating  pool 
plants  shall  report  the  quantities  of  skim 
milk  and  butterfat  in: 

( 1 )  Receipts  of  each  such  plant  in : 
(i)  Producer  milk,  showing  separate- 
ly   that   to .  be   classified   ptirsuant   to 
9  1133.44(b) ; 

(ii)  Fluid  milk  products  received  from 
other  pool  plants;  and 

(ill)  Other  source  milk,  including 
other  order  milk; 

(2)  Opening  inventories  of  fluid  milk 
products; 

(3)  The  utilization  in  each  class  of  the 
quantities  required  to  be  reported,  in- 
cluding separate  statements  of  quanti- 
ties (I)  in  inventories  of  fluid  milk  prod- 
ucts on  h&nd  at  the  end  of  the  month, 
and  (il)  in  route  disposition  outside  the 
marketing  area;  and 

(4)  Such  other  information  with  re- 
spect to  receipts  and  utilization 'as  the 
market  administrator  may  request. 

(b)  Each  handler  specified  in  1 1183.15 
( b )  shall  report  as  required  in  paragraph 
( a )  of  this  section  except  that  receipts  of 
Grade  A  milk  from  dairy  farmers  shall 
be  reported  in  lieu  of  those  in  producer 
milk;  and 

(c)  Each  cooperative  association  shall 
report  with  respect  to  milk  for  which  it 
is  a  handler  pursuant  to  9  1133.15(c)  and 
(d)  as  follows: 

( 1 )  Receipts  of  skim  milk  and  butter- 
fat in  producer  milk; 

(2)  Utilization  of  milk  for  which  it  is 
the  handler  pursuant  to  9 1133.15(c)  (1) : 

(3)  The  quantities  delivered  to  each 
pool  plant  of  another  handler  pursuant  to 
9  1133.15  (c)(2)  and  (d) :  and 

(4)  Such  other  information  as  the 
market  administrator  may  require. 

§  1133.31     Payroll  reporU. 

On  or  before  the  20th  day  of  each 
month,  each  haiuUer  except  one  exempt 
pursuant  to  9 1133.61  or  one  making  psy- 
ments  pursuant  to  9  1133.63(b).  shall 
submit  to  the  market  administrator  his 
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produeer  payroll  <or  in  the  case  of  ^ 
handler  making  payments  pursuant  to 
1 1133.62(a>.  his  payroll  for  dairy  farm- 
ers delivering  Grade  A  milk)  for  deliver- 
ies made  the  preceding  month  which 
shall  show  for  each  producer : 

(a)  The  name  and  address  of  the  pro- 
ducer or  dairy  farmer; 

(b)  The  total  pounds  of  milk,  the  aver- 
age butterfat  test  thereof,  and  the 
pounds  of  butterfat  received  from  such 
producer  and  the  niunber  of  days  on 
which  milk  was  received  from  such  pro- 
ducer: and 

(c)  The  price,  amount  and  date  of 
payment  with  the  nature  and  amouiii  of 
any  deductions. 

§  1133.32      Oth«r   rrporl-.. 

(a)  Each  producer-handler,  each  hnn- 
dler  required  to  report  pursuant  to 
I  1133.61  and  each  handler  making  pay- 
ments pursuant  to  §  1133.62<b)  shall 
make  reports  to  the  market  adminis- 
trator at  such  time  and  in  such  manner 
as  the  market  administrator  may  pre- 
scribe; and 

(b)  Each  handler  dumping  skim  milk 
shall  give  the  market  administrator  not 
less  than  6  hours"  notice  of  Intention  to 
make  such  disposition  and  of  the  quan- 
tities of  skim  milk  involved.  In  addition. 
each  handler  dumping  skim  milk  shall 
mail  or  deliver  to  the  market  adminis- 
trator within  48  hours  following  each 
dumping  not  witnessed  by  the  market 
administrator  or  his  agent,  a  report  in 
writing,  as  prescribed  by  the  market  ad- 
ministrator, showing  the  date  on  which 
the  dimiping  was  made  and  the  quantity 
dumped,  such  report  to  be  signed  by  both 
the  person  who  dumped  the  skim  milk 
and  the  person  authorized  to  sign  re- 
ports for  the  handler  made  pursuant  to 
i  1133.30  <lf  the  latter  person  Is  not 
available  to  sign  the  report  within  the 
48-hour  period,  the  signature  of  the  plant 
manager  or  plant  superintendent  .shall 
be  substituted  on  the  report' 

§  1133.33       Rrrordn    and    fitrililio. 

Each  handler  shall  maintain  and  make 
available  to  the  market  administrator, 
or  his  representative,  during  the  usual 
hours  of  business,  such  accounts  and 
records  of  his  operations.  Including  those 
of  any  other  person  upon  whose  utiliza- 
tion the  classification  of  milk  depends. 
and  such  facilities  as,  in  the  opinion  of 
the  market  administrator,  are  necessary 
to  verify  or  to  establish  the  correct  data 
with  respect  to: 

(a)  The  information  required  to  be 
reported  pursuant  to  §5  1133.30.  1133  31 
and  1133.32; 

(b)  The  weights  and  tests  for  butter- 
fat and  other  contents  of  all  milk  and 
milk  products  handled;  and 

(c)  Payments  required  to  be  made 
pursuant  to  §9  1133.80  through  1133  88 

§  1 133.34      Retention   of  rrcordn. 

All  books  and  records  required  under 
this  order  to  be  made  available  to  the 
market  administrator  shall  be  retained 
by  the  handler  for  a  period  of  three  years 
to  begin  at  the  end  of  the  month  to  which 
such  books  and  records  pertain:  Pro- 
vided, That  if.  within  such  three-year 
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period,  the  market  administrator  noti- 
fies the  handler  In  writing  that  the  re- 
tention of  such  books  and  records,  or  of 
specified  t>ooks  and  records,  is  neces- 
sary in  connection  with  a  proceeding 
under  section  8<c>  (15>  <A)  of  the  Act  or 
a  court  action  specified  in  such  notice, 
the  handler  shall  retain  such  t)ooks  and 
records,  or  specified  Ixjoks  and  records, 
until  further  written  notification  from 
the  market  administrator  In  either  case 
the  market  administrator  .shall  give  fur- 
ther written  notification  to  the  handler 
promptly  upon  the  termination  of  the 
litiqatinn  or  when  the  n^cords  are  no 
lonjicr  neces.'-ary  in  connection  therewith. 

^   11.33. S.")      Handler  r«p«>rl-.  lu  prmhmr- 
iiiitl  ( in»|>«T;ili>«-  ;i-.«»o«ialion«. 

I  a  '  In  making  payments  to  producers 
pursuant  to  §  1133  80<bi.  each  handler 
on  or  before  the  nth  day  after  the  end 
of  each  month,  for  m.lk  received  during 
such  month,  shall  furnish  each  producer 
with  a  supporting  statement,  in  such 
form  that  it  may  be  retained  by  the  pro- 
ducer, which  shall  show: 

'  1 '  The  month  and  the  identity  of  the 
handler  and  of  the  producer: 

<  2 '  The  total  pounds  and  the  average 
butterfat  content  of  nulk  received  from 
such  producer: 

i3>  The  inininiuin  rate  at  which  pay- 
ment to  such  producer  is  required  pur- 
suant to  $  1133  80: 

1  4  I  The  rate  which  is  used  in  making 
payment  if  such  rate  is  other  than  the 
applicable  minimum  rate. 

i5'  The  amount  or  the  rate  per  hun- 
dredweight and  nature  of  each  deduction 
claimed  by  the  handler:  and 

i6'  The  net  amount  of  payment  to 
such  producer 

( b  1  In  making  payments  to  a  coopera- 
tive association  pursuant  to  S  1 133.80" o 
each  handler  upon  request  .shall  furnish 
to  the  cooperative  association  on  or  be- 
fore the  20th  day  of  the  month  with 
respect  to  milk  received  during  the  first 
half  of  the  month  and  on  or  before  the 
7th  day  of  the  month  with  respect  to 
milk  received  during  the  last  half  of  the 
previous  month  for  each  producer  for 
whom  such  payment  Is  made,  the  infor- 
mation specified  in  subparagraphs  «1». 
'2'.  and  i5i  of  paragraph  <a>  of  thi.s 
section,  and  the  daily  weights  of  milk 
purchased  from  each  of  the  association  s 
member  producers. 

Classification 

§   I  1.13.  to       skim  milk  and  liiilKrral  to  l><- 
<-lu<>«ifi('<i. 

All  skim  milk  and  butterfat  received 
within  the  month  for  which  utilization 
is  required  to  be  reported  pursuant  to 
5  1133.30  shall  be  classified  each  month 
by  the  market  administrator  pursuant 
to  the  provisions  of  58  1133  41  through 
1133  45.  If  any  of  the  water  contained 
in  the  milk  from  which  a  product  is  made 
is  removed  before  the  product  is  utilized 
or  disposed  of  by  a  handler,  the  pounds 
of  skim  milk  used  or  disposed  of  in  such 
product  shall  l>e  considered  to  be  an 
amount  equivalent  to  the  nonfat  milk 
solids  contained  in  such  product,  plus 
all  the  water  originally  associated  with 
such  solids. 


i;   I  l.'i3.  tl       Clafoeit   of   ntilt 

Subject  to  the  conditions  asi  ||i|k  w 
;:(  1133  42.  1133.43  and  1133.44  tiki i^^ 
of  utilization  shall  t)e  as  foUofwa:    ^^ 

I  a)  Class  I  milk.  Class  laik^A 
be  all  skim  milk  and  butterfat: 

1 1 1   Disposed  of  in  the  f onn  of  a  f^ 
milk  product  (including  tbne 
tulrtl'  except: 

1 1 '  Any  products  fortified 
nonfat  milk  solids  shall  be  Ckn  i  g 
an  amount  equal  only  to  the  Vilg|||f 
an  equal  volume  of  milk,  sklmaiKiV 
cieam  of  the  same  butterfat  oontMl;^ 

I  li )  As  cla.ssified  pursuant  ta  |aa> 
-.graphs  'c>  •2i  and  <3)  of  thisiwttn;^ 

<  2 '  Not  otherwise  specifically  ^ 
countfHi  for  as  Class  II  or  CiMi  U 
utilization: 

(bi  Class  II  milk.  ClassIlBiki^ 
be  all  skim  milk  and  butterfat  lai  || 
produce  ice  cream,  ice  cream  iBti,f|"^ 
des.se rts.  cocoa  mixes,  and  oottsfe,  pt 
and  bakers'  cheeses;  and 

<c>  Class  III  milk.  Class  m  ^ 
.shall  be  all  skim  milk  and  butUltat: 

•  1 '  Used  to  produce  any  prodoctoiNr 
than  a  fiuid  milk  product  or  aCIJHiII 
product: 

'2'    In  -skim  milk: 

•  I  >   Disposed  of  for  livestock  feed; 

•  11 1  Dumped  pursuant  to  the  eni^ 
tions  .specified  in  S  1133.32(b):  nt 

'  111  I  In  fiuid  milk  products  whUhiR 
excepted  from  Class  I  milk  puiMiBtti 
parai'.raph  laM  1)  (i)  of  this 

1 3 '  Di.spo.sed  of  in  fluid  milk 
in  bulk  form  to  any  commereW  ktk 
p!oce.s.sin!;  establishment  for  usetalM 
products  prepared  for  ooncuapllH  if 
the  premises: 

1 4 1  Conuined  in  inventorlea  d  iril 
milk  products  on  hand  at  the  end  a(  III 
month : 

i5>   In  shrinkage  of  skim  mSk  ■! 
butterfat.  respectively,  assigned  ] 
to  5  1133  42«b»  1 1)  but  not  to 
fnllowinu : 

'  1 1   Two   percent  of   recelpli 
from  producers  i  including  in  thei 
a  cooperative  association,  stich 
for  which  it  is  the  handler  punoottl 
$  1133  15  ici  or  (d> ).  plus 

Mi  I  15  percent  of  receipts  IMI  » 
cooperative  association  in  its  fiWCKf 
a  handler  pursuant  to  9  1133.11  (O  « 
Id',  except  that  if  the  handler  (VMttV 
the  pool  plant  files  with  the  maiM^ 
ministrator  notice  that  he  Is 
.such  milk  on  the  basis  of  fann 
determined  by  farm  bulk  tank 
tion-s.  the  applicable  percentaje  rtuB  h 
two  percent:  plus 

"Mil    15  percent  of  receipts  In  taft 
Umk  lots  from  other  pool  plaate;  !• 

(IV I    15  percent  of  dtspoBltto«ta I* 
taiik  lots  to  other  milk  plants  (viMli 
exception  specified  in  (ii)  beresf  i 
the  applicable  percentage  shall  *t 
percent'  :  and 

61   In  shrinkage  allocated  to 
of  other  source  milk. 

§  I  133.42      Shrinkage. 

The  market  administrator  ihiB  1^ 
cate  shrinkage  over  a  handler*! 
at  each  pool  plant  as  follows: 
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/.)  compute  the  total  shrinkage  of 
JZ^fikand  butterfat.  respectively,  for 
Steadier;  and 
iw"if  a  handler'  has  receipts  of  other 
"jL  „nk  shrinkage  shall  be  prorated 
j2iU'  (1)  Skim  milk  and  butterfat  In 
*?^ft  In  amounts  respectively  equal 
Sm  tftnes  the  maximiun  amount  that 
l^fet  eooputed  pursuant  to  1 113S.41 
5(1);  and  (2)  skim  milk  and  butterfat 
g  othir  source  milk. 

HUMS     Re«ponaibility     of     handlers 
* '^^2^reclaMification  of  milk. 

im\  AU  skim  milk  and  butterfat  shall 
Jc^gt  1  unless  the  handler  who  first 
^M  such  skim  milk  or  butterfat  can 
^^^  to  the  satisfaction  of  the  mar- 
T^H^nistrator  that  such  skim  milk 
iclwtt*^**  should  be  classified  other- 

Qt)  The  burden  shall  rest  upon  each 
(H,y  to  establish  the  sources  of  milk 
BiQk  products  required  to  be  re- 
0^  by  him  pursuant  to  i  1133.30:  and 
(fl)  Any  skim  milk  or  butterfat  shall 
ItiidMilfled  if  verification  by  the  mar- 
m  administrator  discloses  that  the 
classification  was  Incorrect. 


I IISS^     Transfers. 

y  milk  and  butterfat  disposed  of 
w  g  handler,  either  by  transfer  or  dl- 
ignlaB,  shall  be  classified  as  follows: 
,  (a)  As  Class  I  milk  if  transferred  in 
Wk  in  the  form  of  fiuid  milk  products 
ftiB  a  pool  plant  to  another  pool  plant 

(1)  Utilization  in  another  class  is 
iMtaed  by  the  operators  of  both  pool 
|teti  in    their    reports    pursuant    to 

(2)  The  receiving  handler  has  utiliza- 
tta  In  such  class  of  an  equivalent 
■nmt  of  skim  milk  and  butterfat,  re- 
IpnUfely,  remaming  after  the  allocation 
pBMDt  to  9  1133.46ta)  (1)  through 
H)  and  the  corresponding  steps  of 
|lUt.4f(b);  and 

0)  fhe  classification  of  the  skim  milk 
•  feirttvfat  so  transferred  shall  be  elas- 
tfrf  so  as  to  allocate  to  producer  milk 
fetfnatett  possible  total  Class  I  utlllza- 
Mooatboth  plants; 

<k)  MUk  for  which  a  cooperative  as- 
MkUkD  is  the  handler  pursuant  to 
IUIU8  (c)  (2)  or  (d)  shall  be  deducted 
IMI  the  producer  milk  to  be  classified 
■  ttat  of  the  cooperative  association 
■I  AaU  be  included  in  producer  mnk 
at  the  plant  of  the  transferee 


(D  As  Class  I  milk*  if  transferred  to 
t  pndneer-handler  in  the  form  of  a 
iii  milk,  product; 

(O  As  Class  I  milk  if  transferred  or 
except  as  provided  in  para- 
(e)  of  this  section  as  a  fluid  milk 
_^  >  In  bulk  form  to  a  nonpool  plant, 
■ks  the  following  conditions  are  met: 
Jl)  Ite  operator  of  the  pool  plant 
^tm  utilization  in  another  class  in  his 
^artfor  the  month  submitted  pursuant 
telUttJO; 

(3)  Hie  operator  of  the  nonpool  plant 
"iWaliiu  books  and  records  shofwing 
ftiiUltiatlon  of  the  skim  milk  and  but- 
Wjit  at  such  plant,  which  are  mAde 
g^ble  If  requested  by  the  market  ad- 
■k>*mtor  for  the  purpose  of  yeriflcft- 
«•;     • 
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(3)  If  the  eondttons  set  forth  in  sub- 
paragraphs (1)  and  (2)  of  this  para- 
gntih  are  met  the  market  administrator 
shall  determine  the  classification  of  all 
skim  miUc  and  butterfat  at  such  nonpool 
plant  and  the  transfer  from  the  pool 
plant  shall  be  allocated  in  sequence  to 
the  highest  class  uses  ^^emaining  after 
allocating,  in  series  beginning  with  Class 
I,  such  nonpool  plant's  regular  dairy 
farm  receipts  of  Grade  A  milk  and  re- 
ceipts of  milk  classified  as  Class  I  milk 
under  another  Federal  order; 

(e)  Transfers  to  nonpool  plants  fully 
regulated  under  the  terms  of  another 
Fedend  order  Issued  pursuant  to  the  Act, 
shall  be  classified  as  Class  m  milk  if  in 
bulk  form  and  allocated  In  the  trans- 
feree-plant, piumiant  to  the  terms  of  the 
order  to  which  such  plant  is  subject,  as 
other  than  Class  I  milk,  otherwise  such 
transfers  shsdl  be  classified  as  Class  I 
milk. 

§  1133.45      Computation    of    skim    milk 
and  butterfat  in  each  class. 

For  each  month  the  market  adminis- 
trator shall  correct  for  mathematical 
and  other  obvious  errors  the  reports  of 
receipts  and  utilization  submitted  by 
each  handler  and  shall  compute  the  total 
pounds  of  "Jcinf  milk  and  butterfat.  re- 
spectively, in  each  class  for  such  handler 
at  all  of  his  pool  plants. 

§  1133.46     Allocation  of  skim  milk  and 
butterfat  classified. 

After  making  the  computations  pur- 
suant to  i  1133.45.  the  market  adminis- 
trator shall  determine  the  classification 
of  producer  milk  for  each  handler  as 
follows: 

(a)  Skim  milk  shall  be  allocated  in 
the  following  manner: 

(1)  Subtract  from  the  total  pounds  of 
skim  milk  in  Class  m  milk. the  shrink- 
age of  skim  milk  classified  as  Class  III 
milk  pursuant  to  9  1133.41(c)  (5) ; 

(2)  Subtract  from  the  pounds  of  skim 
milk  remaining  in  each  class,  in  series 
beginning  with  Class  ni,  the  poimds  of 
skim  milk  in  other  source  milk  received 
in  a  form  other  than  a  fiuid  milk 
product; 

(3)  Subtract  from  the  pounds  of  skim 
milk  remAining  in  each  class,  in  series 
beginning  with  Class  m,  the  pounds  of 
ifirim  milk  in  other  source  milk  in  the 
form  of  fluid  milk  products  exclusive  of 
other  order  milk; 

(4)  Subtract  from  the  povmds  of  skim 
milk  remaining  in  each  class,  in  series 
beginning  with  Class  m,  the  pounds  of 
skim  milk  in  other  order  milk; 

(5)  Subtract  from  the  poimds  of  skim 
milk  remaining  In  each  class,  in  series 
beginning  with  Class  m.  the  pounds  of 
skim  milk  contained  in  inventory  of  fluid 
milk  products  on  hand  at  the  beginning 
of  the  month: 

(6)  Add  to  the  pounds  of  skim  milk 
remaining  in  Class  m  milk  the  poimds  of 
skim  milk  subtracted  pursuant  to  sub- 
paragraph (1)  of  this  paragraph; 

(7)  Subtract  the  pounds  of  skim  milk 
in  fluid  milk  products  received  from 
pool  plants  of  other  handlers  from  the 
pounds  of  skim  milk  remaining  in  the 
class  to  which  assigned  purruant  to 
1 1188.44;  and 
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(8)  If  the  remaining  pounds  ot  skim 
milk  in  all  classes  exceeds  the  pounds  of 
skim  milk  contained  in  milk  receiwd 
from  producers,  subtract  such  excess 
from  the  remaining  pounds  of  skim  mitt 
in  series  beginning  with  Class  IIL  Any 
amount  so  subtracted  shall  be  known  as 
"overage"; 

(b)  Allocate  butterfat  in  accordance 
with  the  same  procedure  outlined  for 
skim  milk  in  paragraph  (a)  of  this  sec- 
tion; and 

(c)  Combine  the  amounts  ef  skim  milk 
and  butterfat  determined  piursuant  to 
paragraphs  (a)  and  (b)  o^  this  section 
into  one  total  for  each  class  and  deter> 
mine  the  weighted  average  butterfat  con- 
tent of  producer  milk  in  each  class. 

MnnMiTic  Paicas 

§  1133.50     Basic    formula    price    to    be 
used  in  determining  ClaM  I  prieca. 

The  basic  formula  price  to  be  used  on 
computing  the  price  per  hundredweliSit 
of  Class  I  milk  for  the  current  month 
shall  be  the  higher  of  the  prices  com- 
puted pursuant  to  paragraphs  (a)  and 
(b)  of  this  section  for  the  preceding 
month: 

(a)  Divide  by  3.5  and  then  multiply  by 
4.0  the  average  of  the  basic,  or  field, 
prices  per  hundredweight  reported  to 
have  been  paid,  or»to  be  paid,  for  milk 
of  3.5  percent  butterfat  content  received 
from  dairy  farmers  diulng  the  mimth  at 
the  following  plants  or  places  for  which 
prices  have  been  reported  to  the  market 
administrator  or  to  the  Department: 

Present  Operator  and  Location 

Borden  Ck>.,  OrfordvlUe,  Wis. 
Borden  Co.,  New  Ziondon.  Wis. 
Carnation  Co.,  Richland  Center.  Wla. 
Pet  Milk  Co.,  Wayland.  IClch. 
Pet  Milk  Co..  Co^rsvllle.  Mich. 
Pet  Milk  Co..  New  Olarus.  WU. 
Pet  Milk  Co..  BeUevllle,  Wis. 
White  House  Milk  Co.,  Manitowoc.  Wis. 
White  HouM  Milk  Co..  West  Band.  WU. 

(b)  The  price  per  hundredweight  com- 
puted by  the  market  administrator  from 
the  following  formula: 

(1)  Multiply  by  4.8  the  simple  sverage 
of  the  daily  wholesale  selling  prices  (us- 
ing the  midpoint  of  any  price  range  as 
one  price)  of  Grade  AA  (9S-flCore)  bulk 
creamery  butter  per  pound  at  Chicago, 
as  reported  by  the  Department  during 
the  month:  Provided,  That  If  n»  price 
Is  reported  for  Grade  AA  (93-soore)  but- 
ter, the  highest  of  the  prices  reported 
for  Grade  A  (92-score)  butter  for  that 
day  shall  be  used  in  lieu  of  the  price  for 
Grade  AA  (93-score)   butter; 

(2)  Multiply  by  8.2  the  shnple  average 
of  the  weighted  averages  of  carlot  prices 
per  pound  for  nonfat  dry  milk,  spray 
and  roller  process,  respectively,  for  hu- 
man consumption,  f .o.b.  manufactaring 
plants  in  the  Chicago  area,  as  published 
for  the  period  from  the  26th  day  of  the 
immediately  preceding  month  through 
the  25th  day  of  the  current  month  by 
the  Department;  and 

(3)  From  the  sum  of  the  results  ar- 
rived at  under  subparagn^ihs  (1)  and 
(2)  of  this  paragraph,  subtract  67  cents. 

§  1133.51     Qass  prices. 

Subject  to  the  differentials  provided 
in  9§  1133.52  and  1133.58  the  following 
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are  the  Twinimiim  prices  per  hundred- 
weight to  handlers  for  Class  I  milk, 
daaa  n  milk,  and  Class  III  milk: 

(a)  Clou  I  mOk,  For  each  month  the 
price  for  Class  I  milk  shall  be  the  basic 
formula  price  rounded  to  the  nearest 
cent,  plus  $1.90  adjusted  by  the  amount, 
but  not  in  excess  of  50  cents  for  any 
month,  computed  pursuant  to  paragraph 
(d)  of  this  section. 

(b)  Class  II  milk.  The  price  for  Class 
n  milk  shall  be  the  price  computed  pur- 
suant to. paragraph  (c)  of  this  section, 
plus  25  centsper  hundredweight. 

(c)  Class  JI I  milk.  The  price  for  Class 
n;  milk  shall  be  that  computed  by  the 
market  administrator  from  the  formula 
set  forth  in  subparagraphs  d ) .  <  2  * ,  and 
(3)   of  this  paragraph. 

(1)  Add  3  cents  to  the  simple  average 
of  the  daily  wholesale  selling  prices  <  us- 
ing the  midpoint  of  any  price  range  as 
one  price)  of  Grade  AA  (93-score»  bulk 
creamery  butter  per  pound  at  Chicago, 
as  reported  by  the  Department  during 
the  month,  and  multiply  the  result  by 
4.8:  Provided.  That  if  no  price  is  re- 
ported for  Grade  AA  (93-score)  butter, 
the  highest  of  the  prices  reported  for 
Grade  A  (92-8Core>  butter  for  that  day 
shall  be  used  in  lieu  of  the  price  for 
Grade  AA  (93-score)    butter: 

(2)  Multiply  by  8.2  the  simple 
average  of  the  weighted  averages  of  car- 
lot  prices  per  pound  for  spray  and  roller 
process  nonfat  dry  milk  for  human  con- 
sumption, f.o.b.  manufacturing  plants  in 
the  Chicago  area,  as  published  for  the 
period  from  the  26th  day  of  the  im- 
mediately preceding  month  through  the 
25th  day  of  the  current  month  by  the 
Department ;  and 

(3)  Prom  the  siim  of  the  results  ar- 
rived at  under  subparagraphs  ( 1  >  and 
<2)  of  this  paragraph,  subtract  80  cents 
and  round  to  the  nearest  cent. 

(d>  Supply -demand  adjustment.  On 
or  before  the  (Jth  day  of  each  month  the 
market  administrator  shall  make  the 
following  computations  based  upon  in- 
formation obtained  from  handler's  re- 
ports of  receipts  and  utilization : 

(1)  Determine  the  total  receipts  of 
producer  milk  by  all  handlers  <  including 
receipts  from  a  handler's  own  farm  pro- 
duction) during  the  second  and  third 
months  preceding ; 

(2)  Determine  the  total  pounds  of 
milk  and  milk  products  disposed  of  from 
pool  plants  as  Class  I  milk  (excluding 
shrinkage,  unaccounted  for  milk,  and 
any  duplications  resulting  from  inter- 
handler  transfers)  during  the  same  two 
months; 

(3)  Divide  the  amount  obtained  in 
subparagraph  (2>  of  this  paragraph  by 
the  amount  obtained  in  subparagraph 
(1)  of  this  paragraph,  and  adjust  to  the 
nearest  full  percentage  point  The  re- 
sulting percentage  shall  be  known  as  the 
"Class  I  utilization  percentage  "; 

(4)  Compute  a  "net  deviation  per- 
centage" as  follows: 

(1)  If  the  Class  I  utilization  per- 
centage is  neither  less  than  the  mini- 
mum standard  utilization  percentage 
specified  below  nor  in  excess  of  the  maxi- 
mum standard  utilization  percentage 
specified  below,  the  net  deviation  per- 
centage is  zero: 
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(ii)  Any  amount  by  which  the  Class  I 
utilization  percentage  is  less  than  the 
rn^nimiim  standard  utilization  percent- 
age specified  below  is  the  "minus  net 
deviation  percentage";  and 

(iii)  Any  amount  by  which  the  Class  I 
utilization  percentage  exceeds  the  maxi- 
mum standard  utilization  percentage 
specified  below  is  the  plus  net  deviation 
percentage"; 
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to  the  nearest  tenth  of  a  eeat 
That  if  no  price  is  reported  for 
AA  (93-score)  butter,  the  " 
prices  reported  for  Grade  A  (i 
butter  for  that  day  shall  be 
of  the  price  for  Grade  AA 
butter. 

( b )   Class  II  milk  and  Clam  in 
Add  three  cents  to  the  simple 
the    daily    wholesale   selling 
pound  •  using  the  midpoint  ot 
range  as  one  price)   of  Qrada  AA 
score)  bulk  creamery  butter  at 
as  reported  by  the  Department; 
the  month,  multiply  the  resott  If 
and  round  to  the  nearest  tenth  fl(i 
Proridcd,  That  if  no  price  Is 
for    Grade    AA    (93-score)    bn 
highest  of  the  prices  reported  1 
A   <92-score)   butter  for  that 
be  u.sed  in  lieu  of  the  price  for  ( 
1 93-score'   butter. 

>3      l.o4-ation  adjuslmenit  le 


(5)  For  a  minus  net  deviation  per- 
centage the  Class  I  price  shall  be  de- 
creased, and  for  a  plus  net  deviation  per- 
centage the  Class  I  price  shall  be 
increased,  as  follows: 

ti»  One  cent  for  each  such  full  per- 
centage point  of  net  deviation;  plus 

Iii)   One  cent  for  the  lesser  of: 

I  a  I  Each  such  percentage  point  of  net 
deviation,  or 

(b)  Each  percentage  point  of  net  de- 
viation of  like  direction  (plus  or  minus, 
with  any  net  deviation  percentage  of 
opposite  direction  considered  to  be  zero 
for  purposes  of  the  computations  of  this 
subparagraph  I  computed  pursuant  to 
subparagraph  (4)  of  this  paragraph  for 
the  month  immediately  preceding,  plus 

(iii)   One  cent  for  the  least  of: 
( a  I    Each  such  percentage  point  of  net 
deviation: 

(b»  Each  percentage  point  of  net  de- 
viation of  like  direction  computed  pur- 
suant to  subparagraph  (4)  of  this  para- 
graph for  the  month  immediately 
preceding:  or 

(c)  Each  percentage  point  of  net  de- 
viation of  like  direction  computed  pur- 
suant to  subparagraph  (4)  of  this  para- 
graph for  the  second  preceding  month. 

§  1 133..'>2      Riitlrrfal  difTcrcnlijiU  to  han- 
dler*. 

If  the  average  butterfat  content  of 
Class  I  milk.  Cla^s  II  milk  or  Class  III 
milk,  computed  pursuant  to  S  1133.45, 
for  any  handler  for  any  month  differs 
from  4.0  percent,  there  shall  be  added  to. 
or  subtracted  from,  the  applicable  class 
price  (§1133.51)  for  each  one -tenth  of 
one  percent  that  the  average  butterfat 
content  of  such  class  is  respectively 
above,  or  below.  4.0  percent,  a  butterfat 
differential  computed  by  the  market  ad- 
ministrator as  follows; 

(a)  Class  I  milk.  Add  three  cents  to 
the  simple  average  of  the  daily  wholesale 
selling  prices  per  pound  (using  the  mid- 
point of  any  price  range  as  one  price) 
of  Grade  AA  (93-score)  bulk  creamery 
butter  at  Chicago,  as  reported  by  the 
Department  during  the  preceding  month, 
multiply  the  result  by  0  123.  and  round 
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__,  are  disposed  ct  on  routes 
ohAts  in  the  Inland  Empire 
^M  itfM  than  In  the  marketlnc 
\SiMted  pursuant  to  such  other 
'^eent  that  the  operators  of  such 
'■  ^^make  reports  to  the  market 
^tor  at  such  time  and  In  such 
the  market  administrator 
and  allow  veilficatlOQ  of 
by  the  market  admlnlstra- 

BanfUero    operating   nonpotd 
plants. 


§  11. -js. 


<ll«>r». 
I  a  •   For  milk  received  from 


at  a  pool  plant  located  mart  iSiS. 
miles  by  the  shortest  highway  #m[ 
as  determined  by  the  market  |ii8> 
trator.    from    the    City    Han. 
Washington,  and  disposed  of 
milk  or  assigned  to  Class  I 
paragraph  (b)  of  this  section, 
computed  pursuant  to  i  llSSJlte> 
be  reduced  two  cents  for  eaeh  M^ 
or  fraction  thereof,  up  to  300 
one  cent  for  each  10  miles  c 
thereof,  in  excess  of  200  miles.  If 
shortest  hard-surfaced  highway 
mined  by  the  market  admlnlBtnla;i&. 
such  pool  plant  to  the  City  Hall.flp|li% 
■Washington;  and  '{... 

(b)   For  purposes  of  calculatftvli 
adjustment,     transfers     betWMl   §m 
plants  shall  be  assigned  to  C9aalll4i 
volume  not  in  excess  of  that  tf 
Class  I  disposition  at  the  traMf(_ 
exceeds  receipts  at  such  plant  1mm  $f^ 
ducers  and  cooperative  *  " 

suant  to  §  1133.15  (c)(2)  and  (i). 
assigrunent   to  transferor 
made  first  to  plants  at  which  att 
adjustment   is   applicable  and 
sequence   beginning  with  the 
which    the    least    location 
would  apply. 
§  1 133.31      l»r  of  rquivaleni 

If  for  any  reason  a  price 
quired  by  this  part  for 
prices  or  for  other  purposes 
able  in  the  manner  described 
administrator   shall  use 
mined  by  the  Secretary  to  be 
to  the  price  which  Is  required. 


^1   «M»t>  < 


k  ^  of  the  payments  required  pur- 
Ztmti  1133.80  through  1133.87,  each 
S«  other  than  a  producer-handler 
■^^-^ipt  pursuant  to  i  1133.61.  who 
during  the  month  a  ncmpool 
plant,  shall  pay  to  the  mar- 
„^-^.trator  on  or  before  the  25th 
iSlsr  the  end  of  the  month  the 
Its  calculated  pursuant  to  para- 
(a)  of  this  section,  unless  the  han- 
geli  at  the  time  of  reporting  pur- 
te  1 1133.30.  to  pay  the  amounts 
pursuant  to  paragraph  (b)  of 


ompHttV^ 
lesisMiHB 
sed.tlitaaH 
a  prioslig 
0  beoMlNfep 
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Application  or  Proyhiicwi     .  Jt' 

§  Il.'i3.60      Producer-handler*.'-  'h 

Sections  113340  through  lljjf 
1133  50  through  1133.53.  imW^J^J" 
and  1133  80  ttirough  1133.88  ■■■■* 
apply  to  a  producer-handler. 

§  1133.61      Plant*   ^ubject  to  •*«  •* 
orul  orders. 

The  provisions  of  this  part 
apply  to  any  distributing  or  sir 
which  would  be  subject  to  the 
tlon.  pricing  and  payment  piL 
another  order   Issued  pursuam  » 
Act.  unless  a   greater  volume  «■ 


(B)  TiisfoUowing  amcmnts: 
lu  T»  the  producer -settlement  fund 
^  llM  amount  remaining  after  de- 
StaTfnB  the  value  that  would  have 
^CMPUted  pursuant  to  S  1133.70.  If 
Sl«adkr  had  operated  a  pool  plant. 
^■■1  e(  (D  the  gross  payments  made 
teMik  iModler  for  Grade  A  milk  re- 
^gk  daring  the  month  from  dairy 
at  such  plant  or  at  a  plant  which 
a  a  supply  plant,  and  (11)  any 
with  respect  to  operations  of 
jte  MDS  month  to  the  producer-settle- 
■t  funds  of  other  orders  Issued  pur- 
Mt  to  the  Act  due  to  the  nonpool 
Hi  hatng  partially  regulated   under 
lltflttier  orders;  and 
O)  As  his  pro  rata  share  of  the  ex- 
Hi  tf   administration,    an    amount 
■1  Ift  that  which  would  have  been 
pursuant  to  S  1133.88  had  such 

a  a  pool  plant,  except  that  if 

|kat  Is  also  a  nonpool  plant  under 

Jk  order  Issued  purstiant  to  the  Act, 

_mnnents  due  under  this  sulvara- 

mphiball  be  reduced  by  the  amount  of 

■f  idminlstrative  expense  payments 

■to  tbe  other  order ;  and 

(b)  Hie  following  amounts : 

(1)  It  the  producer-settlement  fund, 

■  HBOont  equal  to  the  value  at  tbe 
da  X  price  applicable  at  the  location  of 
■Chandler's  plant,  of  all  skim  milk 
■IbBtterfat  disposed  of  as  Class  I  mOk 

■  iwtss  in  the  marketing  area.  In  ex- 
■I  of  the  skim  milk  and  butterfat  re- 
MlNd  aisuch  nonpool  plant  from  a  pool 
<rt<hiring  the  month  which  was  classi- 
■I  u  Oass  I  milk  under  this  part  less 
li  nine  of  such  skim  mUk  and  butter- 
It  at  the  Class  in  price;  and 

01  As  his  share  of  the  expense  of  ad- 
iMrtraUon  the  rate  specified  in  8  1133.- 
»wth  respect  to  the  net  Class  I  milk  so 
ivoaid  of  in  the  marketing  area. 

llUlktt     Stale   institutMMM. 


I  owned  and  operated  Institution 

*  aMUsbment   which    processes   or 

milk  distributed  solely  on  its 

or  those  of  other  state  institu- 

«  establishments  shall  be  exempt 

all  provisions  of  this  part    Milk 
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received  from  au^  Inskittittons  at  pool 
plants  shall  be  other  source  milk  and 
fluid  milk  products  disposed  of  by  a  han- 
dler to  such  InstttutiQfns  shall  be  elasslfled 
on  the  same  basis  as  Uuragh  disposed  of 
to  a  producer-handler. 

DlTEUinUTIOBI  ov  UKirosK  Pkici 

S  1133.70     Conqratation  of  the  vahie  of 

INroflncer  wwla. 

The  value  of  iHX>ducer  milk  received  by 
each  hft"4^*r  during  each  month  shaU 
be  a  sum  of  money  computed  by  the 
market  administrator  as  follows: 

(a)  Multiply  the  quantity  of  producer 
milk  in  each  class,  as  computed  pursuant 
to  i  1133.48(e) ,  by  the  applicable  class 
Ittlees,  adjusted  pursuant  to  SS  1133.52 
and  1133.53: 

(b)  Add  or  subtract  the  amount  neces- 
sary to  correct  errors  disclosed  by  the 
veriflfiation  of  reports  of  receipts  and 
^.tin.ofi/«  of  skim  milk  and  butterfat  tn 
I»evious  months  for  which  payment  has 
not  been  made; 

(c)  Add  the  amount  obtained  in  multi- 
plying the  potmds  of  overage  deducted 
from  eadi  class  pursuant  to  S  1133.46(a) 
(8)  and  the  corresponding  step  of 
i  U33.46(b)  by  the  applicable  class 
prices; 

(d)  Add  tl«e  amount  obtained  in  mul- 
tiplying the  hundredweight  of  skim  milk 
and  butterfat  subtracted  from  CHass  I 
pursuant  to  8  1133.46(a)  (2)  and  the  cor- 
responding step  of  8  1133.46(b)  by  the 
difFerence  between  the  Class  m  price  and 
the  Class  I  price,  each  adjusted  by  the 
respective  butterfat  differentials: 

(e)  Add  the  amount  obtained  In  mul- 
tiplsrlng  tbe  himdredwelght  of  skim  milk 
and  butterfat  subtracted  from  Class  I 
pivsuant  to  8  1133.46(a)  (3)  and  the  cor- 
responding step  of  8  1133.46(b)  by  the 
difference  between  the  caass  ni  price  and 
the  Class  I  price  adjusted  for  butterfat 
content  and  location  of  the  nearest 
plant  (s)  from  which  an  equivalent 
amount  of  other  source  milk  was  received 
in  the  form  of  fluid  milk  products: 

(f)  Add  the  amoimt  obtained  In  multi- 
plying the  difference  between  the  Class 
TTT  price  for  the  preceding  month  and  the 
Class  I  price  for  the  current  month  by 
the  lesser  of: 

(1)  The  hundredweight  of  skim  mCk 
and  butterfat  subtracted  from  Class  I 
pursuant  to  8  1133.46(a)  (5)  and  the  cor- 
responding atep  of  8  1133.46(b) ;  or 

(2)  The  hundredweight  of  skim  milk 
and  butterfat  remaining  In  Class  in 
after  the  calculation  pmrsiumt  to  8  1133.- 
46(a)  (6)  and  tbe  corresponding  step  of 
8  1133>l8(b)  in  the  preceding  month:  and 

(g)  Subtract  the  value  of  pajrments 
applicable  under  any  other  Federal  order 
issued  pursuant  to  the  Act,  if  confirmed 
by  the  market  administrator  of  such 
other  order,  on  transfers  of  skim  milk  or 
butterfat  in  bulk  form  pursuant  to 
8  1133.44(0^  which  are  other  source  milk 
under  such  other  wder. 
g  11SS.71     Compntation  of  uniform 

priee. 

For  each  month  the  market  admin- 
istrator shall  oonuHite  a  uniform  price 
per  hundredweight  as  tolOows: 

(a)  Combine  into  oat  total  the  values 
computed  pursuant  to  8  1133.70  for  all 
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haodlera  who  made  reports  preasribe4 
In  8  113330  and  who  made  the : 
pursuant  to  8  1133.84  for  the 
mcmth; 

(b)  Add  the  aggregate  values  of  the 
location  adjustments  punuant  to 
81133.81: 

(c)  Striitract  for  each  of  the  fwrntha 
of  AprU,  May  and  June  an  amount  oom-^ 
puted  by  multiplying  the  total  hundnd- 
weight  of  iMTOducer  milk  for  sueh  menth 
by  30  cents: 

(d)  Add  for  each  of  tbe  months  of 
S^tember,  October  axul  November  one^ 
third  of  the  aggregate  amount  sid>-> 
tracted  pursuant  to  section  (c>  of  this 

(e)  Subtract,  if  the  average  butttt- 
fat  content  of  the  milk  r^iMreaented  by 
the  values  Included  under  paragrapb 
(a)  of  this  section  is  greater  than  4.0 
percenti  or  add  If  such  averaga  butterfat 
content  Is  less  than  4J  percent^  ab 
amoimt  by  whleb  tbe  average  butterfat 
content  of  such  milk  varies  from  4J 
percent  by  the  butterfat  difloantial 
oxnputed  ptursuant  to  8 1133Ja  and 
multiplying  the  result  bgr  the  total 
hundredweight  of  producer  milk  In- 
cluded In  these  computations; 

(f )  Add  an  amount  representing  not 
less  than  one-half  the  unobligated  xadi 
balance  In  the  producer-settlement  fund; 

(g)  Divide  the  resisting  sum  by  the 
total  himdredwdgbt  of  milk  inc^ided  in 
^tn»  computations;  and 

(h)  Subtract  not  less  than  four  osnts 
nm:  more  than  Ave  centa  per  husdied- 
welght  The  result  shall  be  known  aa  the 
"uniform  price"  for  milk  received  firom 
producers 

Payxknts 

§  1 133.80  Time  and  mttuhod  mt 
to  producers  and  cjooperrti^ 
tion*. 

Except  as  provided  in  paragraph  (C) 
of  this  section,  each  handler  shall  make 
payment  to  each  producer  from  whom 
milk  is  received  as  specified  la  para- 
graphs (a)  and  (b)  <a  this  seetton: 

(a)  On  Mr  before  the  laat  day  of  the 
montii.  to  eaeh  pradncer  who  taaA  not 
discontinued  shipping  mOk  to 
dler  before  tbe  Itth  day  of  tbe  ] 
advance  payment  with  remeet  to  milk 
received  during  ttm  first  IS  days  of  tte 
month  at  not  less  than  the  Cteas  m  prIee 
for  tbe  preceding  montti; 

(b)  On  or  before  the  ITOi  datr  after 
the  end  of  each  mtmtb,  for  milk : 
during  such  month,  an  amownt  < 
at  not  leas  than  the  uidf orm  prloe  pv 
himdredwelght  purmiant  to  8 1131^71 
subject  to  the  butterfat  differential  eom- 
poted  pursuant  to  8 1133  J3  aad  loeatkm 
adjustment  computed  ptssoBBt  to 
8  1133.81,  and  leas  (1)  paymento  made 
pursuant  to  paragraph  (a)  of  tMa  aae- 
tlon.  (2)  »"«f*r>MT»ff  service  dedurtlens 
pursuant  to  8  1133.87.  and  (3)  proper  de- 
ductions authorized  in  writing  kqr  such 
producer:  Provided,  That  if  by  such  date 
such  handler  has  not  received  full  pay- 
ment for  such  month  pursuant  to 
8  1133.85,  he  may  reduce  his  total  pay- 
ment to  an  producers  uniformly  by  not 
less  than  the  amount  of  redueUon  in 
payment  from  tbe  maricet  admJnistrator; 
the  handler  shall. 
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such  payments  not  later  than  the  date 
for  making  sxxh  payments  pursuant  to 
this  paragraph  next  following  receipt  of 
the  balance  from  the  market  adminis- 
trator: 

(c)(1)  Upon  receipt  of  a  written  re- 
quest from  a  cooperative  association 
which  the  market  administrator  deter- 
mines la  authorized  by  its  members  to 
collect  payments  for  their  milk  and  re- 
ceipt of  a  written  promise  to  reimburse 
the  handler  the  amount  of  any  actual 
loss  Incurred  by  him  because  of  any 
Improper  claim  on  the  part  of  the  co- 
operative association,  each  handler  shall 
pay  to  the  cooperative  association  on  or 
before  the  second  day  prior  to  the  date 
of  payment  to  producers  in  lieu  of  pay- 
ments pursuant  to  paragraphs  'a>  and 
(b).  respectively,  of  this  section  an 
amoimt  equal  to  the  sum  of  the  individ- 
ual payments  otherwise  payable  to  such 
producers  the  foregoing  payment  shall  be 
made  with  respect  to  milk  of  each  pro- 
ducer whom  the  cooperative  association 
certifies  is  a  member  effective  on  and 
after  the  first  day  of  the  calendar  month 
next  following  receipt  of  such  certifica- 
tion through  the  last  day  of  the  month 
next  preceding  receipt  of  notice  from  the 
cooperative  association  of  a  termination 
of  membership  or  until  the  original  re- 
quest Is  rescinded  in  writing  by  the  co- 
operative association; 

(2)  A  copy  of  each  such  request, 
promise  to  reimburse  and  certified  list 
of  members  shall  be  filed  simultaneously 
with  the  market  administrator  by  the 
cooperative  association  and  shall  be  sub- 
ject to  verification  at  his  discretion 
through  audit  of  the  records  of  the  co- 
operative association  pertaining  thereto. 
Exceptions,  if  any.  to  the  accuracy  of 
such  certification  by  a  producer  claimed 
to  be  a  member,  or  by  a  handler,  shall 
be  made  by  written  notice  to  the  market 
administrator  and  shall  be  subject  to  his 
determination ; 

(d)  Each  handler  who  receives  milk 
for  which  a  cooperative  association  is 
the  handler  pursuant  to  S  1133  15<cm2i 
and  (d).  shall,  on  or  before  the  second 
day  prior  to  the  date  payments  are  due 
individual  producers,  pay  such  coopera- 
tive association  for  such  milk  as  follows: 

(1)  An  advance  payment  for  milk  re- 
ceived during  the  first  15  days  of  the 
month  at  not  less  than  the  Class  III 
price  for  the  preceding  month;  and 

(2)  In  making  final  settlement,  the 
value  of  such  milk  at  the  applicable  uni- 
form price,  leas  payment  made  pursuant 
to  subparagraph  <  1  >  of  this  paragraph : 
and 

(e)  None  of  the  provisions  of  this 
section  shall  be  construed  to  restrict  any 
cooperative  association  qualified  under 
section  8c(5)  (P)  of  the  Act  from  making 
payment  for  milk  to  its  producers  in  ac- 
cordance with  such  provisions  of  the  Act. 

§  1133.81      Location  adjii-lmcnl-  to  pr<»- 
darer*. 

In  making  payment  to  producers  pur- 
suant to  S  1133.80  for  milk  received  at 
a  pool  plant  to  which  the  provisions  of 
§  1133.53  apply,  the  tmlform  price  per 
hundredweight  for  base  milk  shall  be 
reduced  at  the  same  rate  per  hundred- 
weight as  is  applicable  to  Class  I  milk 
at  such  plant  pursuant  to  §  1133  53. 


PROPOSED  RULE  MAKING 

§  1133.82      Producer    biiltcrfm    diffcrcn- 
li«l. 

In  making  payments  pursuant  to 
§  1133.80)a*  the  uniform  price  shall  be 
adjusted  for  each  one-tenth  of  one  per- 
cent of  butterfat  content  in  the  milk  of 
each  producer  above  or  below  4.0  per 
cent  as  the  case  may  be.  by  a  butterfat 
differential  equal  to  the  average  of  the 
butterfat  differentials  determined  pur- 
suant to  paragraphs  <ai  and  ib"  of 
}  1133  52,  weighted  by  the  pounds  of  but- 
terfat in  producer  milk  in  each  cla.s.s.  the 
result  beini;  rounded  to  the  nearest  tenth 
of  a  cent. 
§  1133.83      Pr«>«lu««T-«cUl.-incnt    fund. 

The  market  administrator  shall  estab- 
iKsh  and  maintain  a  separate  fund  known 
as  the  producer-.settlement  fund"  into 
which  he  shall  deposit  all  payments  made 
by  handlers  pursuant  to  55  1133  62  <a> 
li'  and  tbi  'D.  113384  and  1133.86  and 
out  of  which  he  shall  make  all  payments 
to  handlers  pursuant  to  5*  1133  85  and 
113386. 

tj   1133.81       Pa>nieiil«     l«»     ll>c     |»r«Ml««cr- 
..clllcnicnl  fiiiui. 

On  or  before  the  14th  day  after  the 
end  of  each  month  each  handler  shall 
pay  to  the  market  administrator  the 
amount,  if  any.  by  which  the  total  value 
of  the  milk  received  by  such  handler 
from  producers  computed  pursuant  to 
J  1133  70  <plus.  in  the  case  of  a  coopera- 
tive association  which  is  a  handler,  the 
minimum  amount  due  from  other  han- 
dlers pursuant  to  S  1133  80<e>  )  is  greater 
than  the  value  of  such  handler's  pro- 
ducer milk  at  the  applicable  uniform 
price  specified  in  5  1133  80 
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next  date  for  making  paymeotti 
in  the  provisions  under  which  ^ 
occurred  fuliowine  theSthdayi 
notice 
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1  Oo  or  brfore  «jeJ,t?i2.S?£ 
^-!i  rf  the  month  with  rHpccl  » 
**"  *       for  which  a  -——«— 


if  1133.87 
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«;   II33.8.>      Pa>mciil»     out     «»f     llif     pr.»- 
du«-«T--.clllcmciil    fund. 

On  or  before  the  15th  day  after  the 
end  of  each  month  the  market  admin- 
istrator shall  pay  to  each  handler  the 
amount,  if  any.  by  which  the  value  of 
the  milk  received  by  such  handler  from 
producers  computed  pursuant  to  5  1133- 
70  (plus,  in  the  ca.se  of  a  cooperative 
association  that  is  a  handler,  the  mini- 
mum amount  due  from  other  handlers 
pursuant  to  5  1133.80'et  •  is  less  than  the 
value  of  such  handler's  producer  milk 
at  the  applicable  uniform  price  specified 
in  5  1133  80.  except  that  the  market  ad- 
ministrator shall  offset  any  payments 
due  any  handler  against  payments  due 
from  such  handler.  If  the  balance  in  the 
producer-.settlement  fund  is  insufficient 
to  make  all  payments  pursuant  to  this 
paragraph,  the  market  administrator 
shall  reduce  uniformly  such  payments 
and  shall  complete  such  payments  as 
sonn  as  the  funds  are  available. 

§  1133.86      .Adjuntmcnix  of  arrounl<>. 

Whenever  verification  by  the  market 
administrator  of  reports  or  payments  of 
any  handler  discloses  errors  resulting  in 
money  due  <a)  the  market  administrator 
from  such  handler.  <b»  such  handler 
from  the  market  administrator,  or  ic> 
any  producer  or  cooperative  association 
from  such  handler,  the  market  adminis- 
trator shall  promptly  notify  such  han- 
dler of  any  amount  so  due  and  payment 
thereof  .shall  be  made  on  or  before  the 


MurkcliiiK   Hcrvicts, 

I  a  >    Except  as  set  forth  in 
I  b  I  of  this  section,  each  handltrli 
inu  payments  to  producers  (a 
with  respect  to  milk  of  such 
own   production!    pursuant  to  |. 
<  a  > .  shall  make  a  deduction  d  | 
per    hundredweight    of    milk,  or 
amount     not     exceeding    5    mB||  |^ 
hundredweight    as   the   nnrrwttii  £ 
pre.scribe,  with  respect  to  the  •■■   ^ 

<  1 '   All  milk  received  from 
at  a  plant  not  operated  by  a 
as.sociation; 

<  2 1   All  milk  received  at  a 

aled   by    a  cooperative  

producers  who  are  not  memben«| 
as.sociation:  and 

>  3  •  All  milk  received  at  a 
eiated  by  a  cooperative 
from  producers  who  are  membcn 
but  for  whom  any  of  the 
forth  below  in  this  paragraph  li  ,. ^ 
mv.  performed  by  such  assodatteCrt^ 
determined  by  the  market  admloMMili 
Such  deduction  shall  be  paid  liyttlliii 
dler  to  the  market  adminlstraler  tt# 
before  the  14th  day  after  the«dtf|| 
month  Such  moneys  shall  bt 
by  the  market  administrator  f€r 
flcation  of  weights,  sampling  _ 
of  milk  received  from  produean 
providing'  for  market  Informattai 
ducers;  such  services  to  be  _ 
whole  or  in  part  by  the  market 
tratflr  or  by  an  agent  engaged  1^ 
responsible  to  him.  *'' 

<b>   In  the  case  of  each  prodaHHI 
who  IS  a  member  of,  or  who  " 
written  authorization  for  the 
if  marketing  services  and  tsl 
(iviriion    therefor   to,  a  coopeiaUlt 
sociation,  <2»   whose  milk  is 
a  plant  not  oF>erated  by  such 
and  "3'   for  whom  the  market 
trator  determines  that  such 
IS  performing  the  services 
paragraph  'a"  of  this  section, 
dler  shall  deduct,  in  lieu  of  the 
specified   under  paragraph  (a) 
.section,  from  the  payments 
suant    to    5  1133.80(a)    the 
hundredweight   of   milk   au 
such  producer  and  shall  pay 
before  the  18th  day  after  the 
month,  such  deduction  to  the 
entitled  to  receive  it  under  thk 
;':aph 

§  1 133.88      Kxpcn!>e  of  m 

As  his  pro  rata  share  of  the 
administration  of  the  order  « 
dler.  including  any  cooperattf* 
tion  which  is  a  handler,  shall  Piflg 
market  administrator  5  cents  P*lp 
dredweight  or  such  lesser  axooaBAlf9 
Secretary  may  prescribe:  ^ 

« a  '   On  or  before  the  14th  dajT  ttM^ 


end  of  the  month  with  respect  t>il<y 
at  a   pool  plant  of   (1)    piudi**^ 
including  such  handler's  own 
duction  and  that  classified 
s  I133  44<bt,  and  (2)  other 
except    other    order    milk, 
C'.n.-^  I:  or 


,  ^,  la  the  handler  pumuuik  to 
"iCTrt)  and  (d)  In  excess  ©f  that 
jJJJl  to  the  pool  plants  of  other 

••fSL  WjantlUes  of  milk  at  han- 
JiUmoSr^^  ^^  at  the  time  a. 
•gJTtel  1133  « 

^^M  Temiaatlon  of  oUigationt. 
••  i«visions  of  this  secUon  shall 
^te  any  obligation  under  this  part 
Stts  payment  of  money:  ^  ^  ^ 
■Uriito  oWigaUon  of  any  handler  to 
^■flley  lequlred  to  be  paid  under 
SZwof  this  part  shall,  except  as 
*LSdlD  paragraphs  (b)  and  (c)  of 
S^aon.  terminate  two  years  after 
Sitftdsy  <rf  the  month  during  which 
S^ket  administrator  receives  the 
^sutUlsation  report  on  the  milk 
-J  in  such  obligation,  unless  within 
two-yew  period  the  market  ad- 
itor    notifies    the    handler    in 

tluit  such  money  Is  due  and  pay- 

STawice  of  such  notice  shall  be 
2lete  upon  mailing  to  the  handler's 
Stalown  address,  and  it  shall  contain. 
2gn4  BDi  be  limited  to,  ttie  following 

ynaation: 

(1)  The  amount  of  obligation: 

(I)  The  month  (s)  during  which  the 
^  with  respect  to  which  the  obliga- 
Sr^,^  was  received  or  handled;  and 

0)  B  the  obUgatlon  is  payable  to  one 
cMR  producers  or  to  an  association 
t  iwducers,  the  name  of  such  pro- 
ter<i)  or  association  of  producers,  or 
ttii  obligation  is  payable  to  the  market 
il^iiliilntnr  the  account  for  which  it 
fetobepaid. 

<k)  V  a  handler  fails  or  refuses,  with 
■peet  to  any  obligation  imder  this 
Mt.  to  make  available  to  the  mai^et 
Iptililistnr  or  his  representativee  aB 
lata  nd  records  required  by  this  order 
k  be  made  available,  the  market  ad- 
iMrtralor  may.  within  the  two-year 
priBd  provided  for  in  paragrai^  (a) 
tf  Ml  section,  notify  the  handler  In 
of  such  failure  or  refusaL  If 
.tet  administrator  so  notifies  a 
',  the  said  two-year  period  with 

to  such  obligation  *hall  not  be- 

^tonm  until  the  first  day  of  the  month 
flog  the  month  during  which  all 
books  and  records  pertaining  to 

obligation  are  made  available  to 

ll    market     administrator     or     hli 
vpraRBtatives . 

Hd  notwithstanding  the  provisions  of 
pngraphs  (a)' and  (b)  of  this  sectloa. 
thttdkr^  obligation  under  this  part 
li  jm  money  shall  not  be  terminated 
Minspeet  to  any  transaction  involving 
tail  or  willful  concealment  of  a  fact, 
Mterlal  to  the  obligaUon.  on  the  part 
tf  Itt  handler  against  whom  the  obliga- 
In  li  sought  to  be  Imposed. 
JW)  Any  obligation  on  the  part  of  the 
■■tet  MlmtnLBtrator  to  pay  a  handler 
■rmeney  which  such  handler  claims  to 
Utohte  under  the  terms  of  this  part 
-^-' '      -  end 


an 


-,^ It  is  claimed,  or  two  years 

— :ti»  end  of  the  month  during  which 
•"psjment  (including  deduction  orset- 


PEDCtAL  REGtSm 

<m  br  tte  mniket  adnrtntstrator)  was 
made  by  the  hMwIVr  if  a  refund  on  such 
;  U  claimed,  nnless  su^  handler, 
Idteabie  period  of  time. 

,  , to  section  8c(l5)  (A)  of 

the  Act,  a  petttkm  ekdming  sudi  money. 

Krr«CTi¥g  Ttirx,  Stjspeksioi*  ok 
TknoorATioN 

§  113S.90     Effective  time. 

The  pioriaions  of  this  part  or  any 
■wt^wHnwmt  to  this  part  Shan  become  ef - 
f  ectlTe  at  aadb  time  as  the  Secretary  may 
daclaro  and  idwll  continue  in  force  until 
suspended  or  terminated  piu:suant  to 
I  1133.01. 
§  113S.91      Sv^ension  or  termination. 

The  Secretary  may  suspend  or  termi- 
nate this  piut  or  any  provision  of  this 
part  whoiever  he  finds  this  part  or  any 
provision  of  this  part  obstructs  or  does 
not  tend  to  effectuate  the  declared  policy 
of  the  Act.  This  part  shall  terminate  in 
any  event  whoMver  the  provisions  of  the 
Act  authorizing  it  cease  to  be  In  effect. 

§  1133.92     Continuing  obligations. 

If,  upon  the  suspension  or  termination 
of  any  or  all  provisions  of  this  part  there 
are  any  oldigations  thereunder  the  final 
accmal  or  ascertainment  of  which  re- 
quires further  acts  by  any  person  (In- 
ctodhig  the  market  administrator) ,  such 
farther  acts  ahall  be  performed  notwith- 
standing such  suspension  or  termination. 

§  1133.93     mpiidaUon. 

Upon  the  suspension  or  termination  of 
the  provisions  of  this  part,  except  this 
saetkKi,  the  market  administrator,  oi^ 
BoOi  Other  Uqpildating  agent  as  the  Sec- 
retary may  designate,  shall  if  so  directed 
by  the  Secretary  liquidate  the  business 
of  the  market  administrator's  office,  dis- 
pose ot  an  property  in  his  possession  or 
eontrol.  t«^**««**"ff  accounts  receivable 
and  execute  and  deliver  aU  assignments 
or  other  instronents  necessary  or  appro- 
inlate  to  cfleetnate  any  such  dl^xwltlon. 

If  a  llquidatiBg  agent  Is  so  designated, 
all  assets,  books  and  records  of  the  mar- 
ket administrator  shaU  be  transferred 
pranptly  to  such  Uquidating  agent.  If. 
upon  such  liquidation,  the  funds  on 
^i^wrf  meesd  ttie  amounts  required  to  pay 
outstandliw  obligaticKis  of  the  office  of 
the  market  administrator  and  to  pay 
nscCTirr  ezpmue  of  Uquidatimi  and  dis- 
txttatkin,  aneh  excess  shaU  be  distrib- 
uted to  eontrlbating  handlers  and  pro- 
ducers tn  an  equitable  manner. 

IHDaOSLLAlfEOUS  PROVISlOlfS 

g  1133.100     AkeHis. 

The  Secretary  may,  by  designation  in 
writing,  name  any  officer  or  employee  of 
the  Dhlted  States  to  act  as  his  agent  or 
r^resentative  in  connection  with  any 
of  the  provisions  of  this  part. 

S  1133.101     SepMJMBty  •£  prorWoas. 

If  any  provision  of  this  part,  or  Its 
appUeatioD  to  any  perscm  or  eircum- 
■taneei.  Is  lidd  InvaUd.  the  sOT^ieation 
of  suefa  provbiian  and  of  the  remaining 
provMons  o(  this  part  to  other  persons 
or  ilmimidsnrfi  shaU  not  be  affected 
thereby. 

IFJi.    Doc.    a»-l«6:    FUed.    Feb.   7,    Wei; 
8:50  «Jn.] 
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[  M  CFR  Poit  600 1 

I  Airq>aoe  Docket  Ho.  Sl-FW-gOl 

FEDERAL  AIRWAYS 
Proposod  AltoroHow 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CPU 
409.13),  notice  is  hereby  itfven  ttiat  the 
Federal  Avlatton  Asency  Is  eonsidnlng 
an  «^tiiAnrimftnt  to  i  600.6068  of  the  reg- 
ulations of  the  Administrator,  the  sub- 
stance of  which  Is  stated  bdow. 

Low  altitude  VOB  Federal  airway  No. 
68  is  designated  In  part  from  the  San 
Antonio,  Tex..  VORTAC  via  the  inter- 
section of  the  San  Antonio  VOBTAC 
167*    and    the    Cmpos    Christi.    Trnt. 
VORTAC  321*  True  radials;  to  ttaa  Cor- 
pus Christi  VORTAC.   "nje  Federal  Avi- 
ation Agency  has  under  oensidecatiaii 
the  reaUgnment  al  this  segment  of  Vic- 
tor 68  from  the  San  Antanto  VORTAC 
via  the  intersection  of  the  Allae,  TvL, 
VOR  350"  and  the  Corpus  durii*!  VOR- 
TAC 313'  True  raiUals;  to  the  Cotpms 
Christi  VC»TAC.    This  would  provide 
adequate  separation  between  ate  traflo 
en  route  atong  Victor  68  and  temtnal 
traffic  executing  revisad  holding  and  in- 
strument aiXMroach  procedures  i^NAAB 
Chase,  Texas.    The  control  «reaa  asso- 
ciated with  this  segment  of  Vletar  tt  vre 
so  designated  that  they  woidd  aatanMli- 
callyconfwmtotheaMeredainmy.  Ttae 
vertical  extent  a<  these  central  anas 
would  remain  as  designated  pendhig  re- 
view of  the  adjacent  airspace.  Separata 
actions  win  be  initiated  to  ImiAfflMmt  on 
an  area  basis  Ammdment  60-21  to  Part 
60  of  the  Civil  Air  Regulations. 

Interested  persons  may  sotandt  such 
written  data,  views,  or  argumanfta  m  ttair 
may  desire.  Communicatlana  sboidd  be 
submitted  in  triplicate  to  the  Assistant 
AdministratCHr.  Southwest  Region.  Attn: 
Chief,  Air  Traffic  Division.  Federal  Avla^ 
tion  Agency.  P.O.  Box  1680.  Fort  Wbrth  1. 
Tex.  AU  commimicatimis  received  with- 
in forty-five  days  after  publiration  <tf 
this  notice  in  the  Fxraajo.  Rnnana  win 
be  consklered  before  action  is  taken  on 
the  proposed  amMMiment.  No  public 
hearing  is  contemplated  at  this  tine, 
but  arrangements  for  informal  confer- 
ences witii  Federal  Aviation  Agency 
officials  may  be  made  bgr  contacting  the 
Regional  Air  Traffic  Division  CbieC.  or 
the  Chief.  Airspace  UtiUMtion  Dlvisifan. 
Federal  Aviation  Agency.  Washington  25. 
D.C.  Any  data,  views  or  arguments  pre- 
sented during  such  ocmferenoea  must  also 
be  submitted  in  writing  In  accordance 
with  this  notice  in  ordor  to  beooiBe  part 
of  the  record  for  consideration.  The 
proposal  contained  in  this  noMee  may  be 
changed    In    the    Iteht    of    comments 

The  official  Docket  wffl  be  a^aflatale  for 
examination  by  interested  persons  a*^e 
Docket  SecUon,  Federal  Aviation  Agency, 
Room  C-226.  1711  New  Totk  Avcroe 
NW..  Washington  25,  D.C.  An  Infbrmal 
Docket  wiU  also  be  available  for  exami- 
nation at  the  office  oi  the  Regional  Air 
Traffic  Division  Chief. 


Ilt4 

This  amendment  Is  proposed  under 
section  307 (a)  of  the  Federal  Aviation 
Act  of  195«  (72  SUt.  749;  49  UJ3.C.  1348) . 

Issued  in  Washington.  DC,  on  Febru- 
ary 1,  1962. 

Clitfoud  p.  Burton, 

Acting  Chief. 
AiTsp<ice  Utilization  Division. 

[FH.    Doc.    ea-1269.     Filed.     Feb      7,     1962: 
8  46  am  | 


[  14  CFR    Part  600  1 

[AlrspaceDocket  No  61-LA  60! 

FEDERAL  AIRWAYS 
Proposed   Alteration 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  il4  CFR 
409.13),  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  Is  considering 
an  amendment  to  5  600.1506  of  the  reg- 
ulations of  the  Administrator,  the  sub- 
stance of  which  is  stated  below. 

Intermediate  altitude  VOR  Federal 
airway  No.  1506  extends  in  part  from 
Seattle,  Wash.,  to  Pendleton.  Oreg.  The 
Federal  Aviation  Agency  has  under  con- 
sideration extension  of  Victor  1506  from 
the  Seattle  VOR  as  a  18-mile  wide  air- 
way to  the  tatersectlon  of  the  Seattle 
VOR  822*  and  the  Port  Angeles,  Wash  . 
VOR  090*  True  radials;  thence  14 -mile 
wide  airway  to  the  Port  Angeles  VOR: 
thence  8-mile  wide  airway  to  the  inter- 
section of  the  Port  Angeles  VOR  282' 
True  radial  and  the  112°  True  bearing 
from  the  Neah  Bay.  Wash.,  radio  range: 
thence  10-mile  wide  airway  to  the  Neah 
Bay  radio  range.  The  extension  of  Vic- 
tor 1506  will  provide  an  airway  for  In- 
termediate altitude  air  traffic  operating 
from  Seattle  over  Nesih  Bay  to  points  in 
Alaska  and  the  Orient.  The  airway 
width  reductions  from  the  intersection  of 
the  SeatUe  VOR  322°  and  the  Port  An- 
geles VOR  090°  True  radials  to  the  Neah 
Bay  radio  range  would  provide  separa- 
tion from  Canadian  Restricted  Areas 
(ClD-8)  and  (ClD-74>.  and  would  also 
contain  the  entire  airway  segment 
within  U.S.  territory. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator.  Western  Region.  Attn: 
Chief,  Air  Traffic  Division.  Federal  Avia- 
tion Agency.  5651  West  Manchester  Ave- 
nue. P.O.  Box  90007.  Airport  Station,  Los 
Angeles.  46.  Calif.  All  communications 
received  within  forty-flve  days  after 
publication  of  this  notice  in  the  Pideral 
RsGisTza  will  be  considered  before  action 
is  taken  on  the  proposed  amendment. 
No  public  hearing  is  contemplated  at  this 
time,  but  arrangements  for  informal 
conferences  with  Federal  Aviation 
Agency  officials  may  be  made  by  con- 
tacting the  Regional  Air  Traffic  Division 
Chief,  or  the  Chief.  Airspace  Utilization 
Division,  Federal  Aviation  Agency. 
Washington  25.  DC.  Any  data,  views 
or  arguments  presented  during  such  con- 
ferences must  also  be  submitted  In  writ- 
ing in  accordance  with  this  notice  in 
order  to  become  part  of  the  record  for 
consideration.     The  proposal  contained 


PROPOSED  RULE  MAKING 

in  this  notice  may  be  changed  in  the 
light  of  comments  received. 

The  official  Docket  wUl  be  available 
for  examination  by  interested  persons  at 
the  Docket  Section.  Federal  Aviation 
Agency.  Room  r-226.  1711  New  York 
Avenue  NW ,  Washington  25.  DC.  An 
informal  Docket  will  also  be  available 
for  examination  at  the  office  of  the  Re- 
gional Air  Traffic  Division  Chief. 

This  amendment  Is  proposed  under 
section  307<a)  of  the  Federal  Aviation 
Act  of  1958  •  72  Stat   749:  49  U.S.C.  1348) 

I.ssued  111  Wa.shinglon.  DC.  on  Febru- 
ary 1    1962 

Ci  iFFORD  P  Burton. 

Acting  Chief. 

.Airspace  L'tduatton  Diii.'non 


February  8,  1962 


r  R     i> 


62    1260:     Filed      Ffb      7       196'2. 
8  45  A  in   I 


[14   CFR    Ports   600,   601  1 

I  Airspace  Docket  No   61    LA  72  | 

FEDERAL  AIRWAYS  AND   CON- 
TROLLED  AIRSPACE 

Proposed   Alteration 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR 
409.13 »,  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  (FAA)  Is  con- 
sidering amendments  to  85  600.6062  and 
601.6062  of  the  regulations  of  the  Ad- 
ministrator, the  sub.stance  of  which  is 
stated  below 

Low  altitude  VOR  Federal  airway  No. 
62  presently  extends  from  Prescott.  Ariz.. 
to  Abilene.  Tex.  The  FAA  has  under 
consideration  the  revocation  of  the  seg- 
ment of  this  airway  and  its  associated 
control  areas  from  Prescott  to  Zuni.  N. 
Mex  A  recent  traffic  survey  covering 
a  6-month  period  Indicated  no  Instru- 
ment flight  rule  traffic  on  this  segment 
of  the  airway  during  the  area's  most  ac- 
tive day  for  the  period  It  would  appear, 
therefore,  that  retention  of  this  air- 
way segment  is  unjustified  as  an  assign- 
ment of  controlled  airspace.  Further. 
It  appears  that  the  route  from  Prescott 
to  Zunl  is  adequately  served  by  low  alti- 
tude VOR  Federal  airways  No.  12  from 
Winslow.  Ariz  ,  to  Zuni  and  No  12  south 
alternate  from  Prescott  to  Winslow 

Interested  persons  may  submit  such 
written  data,  views,  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator,  Western  Region.  Attn: 
Chief.  Air  Traffic  Division.  Federal  Avia- 
tion Agency.  5651  West  Manchester 
Avenue.  P  O.  Box  90007.  Airport  Station, 
Los  Angeles  45,  Calif.  All  commun  ca- 
tions received  within  forty-flve  days  after 
publication  of  this  notice  In  the  Pideral 
Recistir  will  be  considered  before  action 
is  taken  on  the  prop>osed  amendment. 
No  public  hearing  is  contemplated  at  this 
time,  but  arrangements  for  Informal 
conferences  with  Federal  Aviation 
Agency  officials  may  be  made  by  con- 
tacting the  Regional  Air  Traffic  Division 
Chief,  or  the  Chief,  Airspace  Utilization 
Division,  Federal  Aviation  Agency,  Wash- 
ington 25,  DC.     Any  data,  views,  or  ar- 


guments presented  during  such 
ences  must  also  be  submitted  tn 
in  accordance  with  this  notice  hTL 
to  become  part  of  the  record  for  «^ 
slderatlon.  The  proposal  contatas^ 
this  notice  may  be  changed  in  the  ]k£ 
of  comments  received. 

The  official  Docket  will  be  availatde  fgr 
examination  by  Interested  persooaatt^ 
Docket  Section,  Federal  AviatltMi  ^nm 
Room  C-226,  1711  New  York  Ai»S 
NW  .  Washington  25.  DC.  An  tatfonM 
Docket  will  also  be  available  for  exaai- 
nation  at  the  office  of  the  Regiooal  Ak 
Traffic  Division  Chief. 

This  amendment  Is  proposed  unikr 
section  307ia»  of  the  Federal  Avtatiai 
Act  of  1958  <  72  Stat.  749;  49  UB.C.  IStf). 

Lssued  in  Washington.  D.C..  oo  Febm. 
;uy   1     19f!J 

Clifford  P.  Burtoh. 
Acting  Chief, 
.Airspace  Utilization  DtvUion: 

jKH      !>'«      62   1261:    PUed.    Feb.   7,   im; 
8:45   a.m.) 


(14   CFR   Parts  600,  6011 

I  Airspiice  Docket  No.  fll-NT-tl] 

FEDERAL  AIRWAYS  AND  ASSOCIATfO 
CONTROL  AREAS 

Proposed  AltoroHon 

Pursuant  to  the  authority  ddegiM 
to  me  by  the  Administrator  (14  Cfl 
409.13).  notice  is  hereby  given  that  ti» 
Federal  Aviation  Agency  Is  comitWrlm 
amendments  to  SS  600.6002  and  M1.M 
of  the  regulations  of  the  Admlniitntd. 
the  substance  of  which  is  stated  bdov. 

Low  Altitude  VOR  Federal  Airway  Ho. 
2  extends,  in  part,  from  Rochester,  N.T., 
to  Syracuse,  N.Y. 

The  Federal  Aviation  Agency  hsi  m- 
der  consideration  alteration  of  this  air- 
way segment  by  designating  a  north 
alternate  airway  and  its  associated  ooo- 
trol  areas  via  the  intersection  o<  the 
Rochester  VOR  064'  and  the  Bfnem 
VORTAC  283°  True  radials.  The  dcilf • 
nation  of  this  north  alternate  almi 
would  provide  dual-route  capabUltkabi- 
tween  Rochester  and  Syracuse.  tM- 
tlonally,  it  would  provide  for  appUcaUM 
of  procedures  that  would  segrepte 
Rochester  Syracuse  terminal  trafc 
from  en  route  traffic  on  the  main  alnv 
The  control  areas  associated  with  at 
aii-way  as  modified  herein  would  ajiii 
upward  from  700  feet  above  the  ntm 
to  the  base  of  the  continental  eonW 
area.  Separate  acUons  XpIU  be  InltWll 
to  implement  Amendment  60-31  to  EW 
60  of  the  ClvU  Air  RegulaUoni  at  «• 
time  as  Amendment  60-21  can  ha  awHW 
to  all  of  the  controlled  airspace  In  t» 
Syracuse-Rochester  area. 

Interested  persons  may  subntt  «• 
written  data,  views  or  arguments  MW 
may  desire.  Communlcatiom  mm 
be  submitted  in  triplicate  to  tt>«^"T 
ant  Administrator.  Eastern  R«P» 
Attn:  Chief,  Air  Traffic  Dl^^^'^'T'rf. 
Aviation  Agency.  Federal  B»f™JT 
York  International  Airport.  JM*^*^^ 
N  Y  All  communications '•••'^•{''"j 
m  forty -five  days  after  publtoatW» 
this  notice  m  the  Fediral  IUw"»-»  "" 
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be  considered  before  action  is  taken  on 
the  propoMd  aaarnrtatent  No  public 
hearing  is  eooftimplated  at  this  time,  but 
arrangements  for  informal  conferences 
with  Federal  Aviation  Agency  officials 
may  be  miade  by  contacting  the  Regional 
Air  Traffic  Dtviaion  Chief,  or  the  Chief, 
Airspace  UtiUeation  Division.  Federal 
AvlaUoA  Aceney,  Washington  25,  D.C. 
Any  data»  views,  or  argum»its  presented 
during  such  ciMiferences  must  also  be 
submitted  in  writing  In  accordance  with 
this  notice  in  order  to  become  part  of  the 
record  for  consideration.  The  proposal 
^^>nt»itw>ri  in  this  notice  may  be  changed 
in  the  light  (tf  comments  received. 

The  official  Docket  will  be  available 
for  examination  by  Interested  persons  at 
the  Do^et  Section,  Federal  Aviation 
Agency,  Room  C-226,  1711  New  York 
Avenue  NW.,  Washington  25,  D.C.  An 
informal  Dodcet  will  also  be  available  for 
examination  at  the  office  of  the  Regional 
Air  Traffic  EMvlsion  Chief. 

"nils  amendment  is  proposed  under 
section  907  (a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  UJ3.C. 
1348) . 

Issued  in  Washington,  D.C,  on  Febru- 
ary 1. 1962. 

Clifford  P.  Burton, 
Acting  Chief, 
Airspace  Utilization  Division. 

[PH.    Doc.    «a-12e2;    FUed.    Feb.    7,    1962; 
8:46  ajn.] 


1195 


DEPARTMENT  OF  THE  INTERIOR 

Bur*ou  of  Land  Management 

(Aiisona  030950) 

ARIZONA 

Notice  of  Proposed  Wittidrawol 
and   Reservation   of   Lands 

-The  VS.  Army  Corps  of  Engineers  has 
filed  an  application.  Serial  Number,  Ari- 
zona 030950.  for  the  withdrawal  of  the 
lands  described  below,  from  all  forms  of 
appropriation  under  the  public  land  laws, 
including  the  general  mining  and  min- 
eral leasing  laws,  subject  to  existing  valid 
claims.  The  applicant  desires  the  lands 
for  establishment  of  a  seismological  lab- 
oratory for  seismic  research  in  detecting 
both  atmospheric  and  underground  det- 
onations, study  of  earthquakes,  and 
study    of    other    miscellaneous    seismic 

Attention  Is  called  to  the  fact  that  the 
withdrawal  of  the  lands  described  below 
may  require  legislation  pursuant  to  43 
UJS.C.  155  (SuppD.  The  lands  are  pres- 
ently embraced  within  the  Tonto  Na- 
tional Forest. 

For  a  period  of  30  days  from  the  date 
of  publication  of  this  notice,  all  persons 
who  wish  to  submit  comments,  sugges- 
tions, or  objections  in  connection  with 
the  proposed  withdrawal  may  present 
their  views  in  writing  to  the  State  Di- 
rector or  undersigned  officer  of  the 
Bureau  of  Land  Management.  Depart- 
ment of  the  Interior.  3022  Federal  Build- 
ing. Phoenix  25.  Ariz. 

If  circumstances  warrant  it.  a  public 
hearing  will  be  held  at  a  convenient  time 
and  place,  which  will  be  announced. 
The  determination  of  the  SecreUry  on 
the  application  will  be  published  in  the 
Pkseral  Rsgistcr.  a  separate  notice  will 
be  sent  to  each  interested  party  of  record. 

The  lands  Involved  in  this  application 
are: 

OILA  AND  Salt  Rrvni  Base  and  Meridian 

T.  11  N.,  R.  10  E.  (unaurveyed), 

Sees.   1,  a,  11   through   14.  23  through  26. 
36,  and  30. 
T.  11.  N..  R.  11  E.   ( unsurveyed ) . 

Sees.  3  through  10,  16  through  22,  and  27 
through  34. 

The  area  described  above  aggrecates 
approximately  23,026.52   acres. 

Dated:  February  1,  1962. 

Fred  J.  Weiler. 
State  Director. 

(F.R.    Doc.    62-1276:     Filed,    Feb.    7,     1962; 
8:47  ajn  I 


Notices 


Chapter  2  of  Part  210  of  the  Depart- 
mental Manual  is  amended  by  redesig- 
nating subparsigraphs  A  (8)  and  (9)  aa 
subparagraphs  A  (9»  and  (10),  respec- 
tively, and  by  adding  a  new  subpara- 
graph A' 8'   reading  as  follows: 

Chapter  2— Solicitor 

2  Authority  in  specified  matters.  A 
The  Solicitor  is  authorized  to  exercise 
the  authority  of  the  Secretary: 

«  •  •  •  • 

i8i  When  acting  upon  a  proposal  to 
acquire  real  estate  for  the  United  States 
pursuant  to  section  3  of  the  Helium  Act 
(50  use,  sec.  167a >  by  condenmation 
pursuant  to  section  1  of  the  act  of  August 
1.  1888,  as  amended  i40  U.S.C.  sec.  257  > 
whenever  the  Solicitor  determines  that 
a  satisfacttiry  agreement  to  acquire  such 
land  or  interest  in  land  cannot  be  made 
and  that  such  acquisition  by  condem- 
nation is  necessary  in  the  national  in- 
terest and  to  submit  to  the  Attorney 
General  of  the  United  States  applications 
for  the  institution  of  proceedings  for 
condemnation, 

»  •  •  •  • 

2.  This  amendment  shall  become  effec- 
tive immediately 

Stewart  L.  Udall. 
Secretary  oj  the  Interior. 

February  2.  1962 

|FR      IX)C      62    1276,     Piled.     Feb      7,     1962: 
8  47   a  m  1 


OIRce  of  the  Secretary 

SOLICITOR 

Dologotion  of  Authority 

1.  llie  following  material  Is  a  portion 
at  the  Departmental  Manual  and  the 
numbering  system  is  that  of  the  Manual. 
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GLENN   J.   HALL 

Statement  of  Changes   in 
Financial   Interests 

In  accordance  with  the  requirements 
of  section  710(bi  <6i  of  the  Defense  Pro- 
duction Act  of  1950.  as  amended,  and 
Executive  Order  10647  of  Novanber  28. 
1955.  the  following  changes  have  taken 
place  in  my  financial  interests  during 
the  past  six  months: 

( 1 )  None 

(2)  None 

(3)  None 

(4)  None. 

This  statement  is  made  as  of  January 

22.  1962 

Dated:  January  22,  1962. 

Glenn  J.  Hall. 

(PR     Doc.     62   1285;     Piled.     Feb     7,     1M2: 
8:48  a.m.] 


DEPARTMENT  OF  COMMERCE 

Maritime   Administration 

LYKES   BROS.   STEAMSHIP   CO.,   INC. 

Notice  of  AppKcation 

Notice  is  hereby  given  that  Lykes  Bros. 
Steamship  Co..  Inc..  has  filed  an  applica- 


tion for   continuation  of  WktiM 
vlously  granted  under  the  i 
Section  804  of  the  Merchant 
1936,  as  amended: 
A.  To  permit  Lykes  BroL 

Co.,  Inc..  or  its  affiliated  or 

companies  to  continue  to  perfotiB 
services  to  foreign -flag  ve«^  iftti 
Gulf  pKjrts  including  Tampa,  IJa 
vided  such   vessels   (includliif  t 
are  not  operated  into  the  Qulf  oa 
liner  service  and  are  engaged  in 
.service  as  contrasted  to  regular 
service    and    are    not    carrytng  i 
cargo: 

'  b  I    To    permit    Lykes   Broc. 
Agency    S  A  .    a    related    Oa^tm  tf 
Lykes    BrOvS     Steamship    Co.,   1m  ^ 
continue: 

111  To  render  agency  Mnki  « 
Havana,  Cuba  <when  and  if  tntfi^ 
tween  the  United  States  and  Ct^ln^ 
sumed  i  to  foreign-flag  traiop  ^^^ 
loading  or  discharging  carfew  ite 
than  general  cargoes  moTlnf 
United  States  Atlantic  and  Oidf 
and  E>orts  in  Cuba;  and 

(2 1  To  render  husbanding  aenlBg 
Havana,  Cuba  to  foreign-flag  WH^g 
Wilhelmsen  Line  and  Swedish 
Mexico  Line,  upon  resumption  of 
Service  in  Cuba. 

Any  person,  or  firm  or 
having  an  interest  in  su^ 
who  desires  to  offer  views  and 
thereon  for  consideration  by  the 
time  Administrator  should 
in  writing,  in  triplicate,  to  the 
Maritime  Administration,  Wi 
25.  DC.  by  close  of  business 
ary  18.  1962.  The  Maritime 
tor  will  consider  these  viewi  and  ik 
such  action  with  respect  thereto  h  hi 
be  deemed  appropriate. 

By    order    of    the    Maritime 

istrator 

Dated :  February  5.  1962. 


^,  February  8,  19S2 

ig^Btament  is  made  as  of  January 
A*^  John  OeOrge  Kaht. 

t,fl»iT26.1962. 

.   nae    ea-l2M;    Filed.    Feb.    7.    1963; 
C*  **^"  8:46a.m.l 

gHnMENT  OF  HEALTH.  EDU- 

catun,  and  wofare 

Igdol  Security  Administration 

REPUBLIC  OF  NIGER 

Regarding  Foreign  Social  In- 
and  Pension  System 
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pleticm  date  •  epecifled  in  Construction 
Pennlt  No.  CFRR-M  for  the  construction 
of  the  pool-tjpe  nuclear  reactor  to  be 
located  In  West  Lafayette.  Ind. 

C(«iies  of  the  Commission's  order  and 
of  the  appUeatton  by  Purdue  University 
are  avalliUDle  for  public  inspection  at  the 
CommlMtan's  Public  Document  Room, 
17n  H  Street  NW.,  Washington,  D.C. 

Dated  at  Oermantown,  Md.,  this  31st 
day  of  January  1962. 

¥0T  the  Atomic  Energy  Commission. 

R.  L.  Kirk, 
Deputy  Director,  Division 
of  Licensing  and  Regulation. 

|P.R.    Doc.    62-1354;     Piled,     Feb.     7,    1962; 
8:45  a.m.] 


aoB  202(t)(2)  of  the  Social  Se- 
Mv  Act  «2  U.S.C.  402(t)  (2) )  author- 
^Md  requires  the  Secretary  of- Health, 
^itioa.  and  Welfare  to  find  whether 
flgLkn  country  has  in  effect  a  social 
^|^|0oe  or  pension  system  which  is  of 
Z|^  ipplicatlon  in  such  coimtry  and 
2r  which  periodic  benefits,  or  the 
^milil  eQuivalent  thereof,  are  paid  on 
Miait  of  old  age,  retirement,  or  death; 
■i  whether  individuals  who  are  citizens 
tffecUhited  States  but  not  citizens  of 
i^  larelfn  country  and  who  qualify 
HiMh  benefits  are  permitted  to  receive 
1^  kfoeflts  or  the  actuarial  equivalent 
jhnof  irtiile  outside  such  foreign  coun- 
H  wlthoat  regard  to  the  duration  of 


it  to  authority  duly  vested  in 

if  the  Secretary  of  Health,  Educa- 
__  Welfare,  the  Commissioner  of 
Beeurity  has  considered  evidence 
to  the  social  insurance  or  pen- 
Bfitem  of  the  Republic  of  Niger, 
vhlch  evidence  it  appears  that 
the  social  insurance  or  pension 

„ 1  of  the  Republic  of  Niger  a  citizen 

'  4.  Itt  Dhlted  States  cannot  qualify  for 
m  neehre  benefits  while,  outside  that 


James  S.  Dawsoh,  Jr„ 
Secfctvi, 

IFR      D.H-     62   1339:     Filed.    TUb.   7,  M 
8  51  a.m.  I 


Office  of  the  Secretcwy 

JOHN  GEORGE  KAIN 

Statement  of  Changet  in 
Financial  Interest* 


inordlngly,  it  is  hereby  determined 
■d  toond  that  the  Republic  of  Niger 
iM  not  have  in  effect  a  social  insurance 
•  po^OD  system  which  meets  the  re- 
VtaiMnti  of  section  202(t)(2)  of  the 
BoBkl  Security  Act  (42  U.S.C.  402 (t) 
Q)). 


In  accordance  with  the 
of  section  710(b)  (6)  of  the  D^f"*J 
ductlon  Act  of  1950,  as  amidli* 
Executive  Order  10647  of  Nofi>>* 
1955,  the  following  changes  hafi  •• 
place  In  my  financial  inters^  *^ 
ported  in  the  Fsobral 
the  past  six  months. 

A.  Deletions:  None. 

B.  Additions:   None. 


IBAL]  W.  L.  MlTCHZLL, 

Commissioner  of  Social  Security. 
JiiTJAiT  30, 1962. 
Ancored:  February  1. 1962. 

AWiH>ll  RiBICOFF, 

Secretary  of  Health.  Education, 
and  Welfare. 

VM.  Doe.    63-1282;     Piled.    Feb.    7,    19fl2; 
8:48  a.m.) 

aMC  ENERGY  COMMISSION 

(Docket  No.  50-182] 

PURDUE  UNIVERSITY 

of  Extension  of  Completion 
*        Date 

take  notice  that  the  Atomic 

Oommlssion  has  issued  an  order 

to  May  1, 1962,  the  latest  com- 

»o.a7 — 7 


FEDERAL  POWER  COMMISSION 

[Docket  No.  0-17953  etc.] 

CARTER  FOUNDATION  PRODUCTION 
CO.  ET  AL. 

Notice  of  Applications  and  Date  of 
Hearing 

February  1,  1962. 
Carter  Foundation  Production  Com- 
pany, Docket  No.  Q-17953;  Pickrell 
Drilling  Company,  et  al..  Docket  No. 
Q-18244;  FOlwell  Associates.  Docket  No. 
Gr-18245;  E.  D.  Waggoner  No.  1,  Docket 
No,  0-18247;  J.  C.  Williamson  (Opera- 
tor) ,  Docket  No.  0-18248:  Hunt  Oil  Com- 
pany. Docket  No.  O-18260:  B.  F.  Bow- 
man d.b.a..  8.  W.  Bowman  &  Son,  Docket 
No.  a-18263;  Oil  Well  Drilling  Company, 
Docket  No.  0-18311;  Ralph  W.  Mace, 
Docket  No.  G-20042;  Mid- America  Min- 
erals, Inc..  Docket  No.  CI61-116;  Black- 
well  Zinc  Company.  Inc.,  Docket  No. 
CI61-276;  Heater  Oil  and  Qas  Company, 
Docket  No.  CI61-823;  Socony  Mobil  Oil 
Companjr.'^Inc.,  Docket  No.  CI61-913; 
Socony  Mobil  Oil  Company,  Inc.,  Docket 
No.  CI61-fll4;  Socony  MobU  OU  Com- 
pany, Inc.,  Docket  No.  CI61-915:  Sin- 
clair Oil  k  Oas  Company,  Operator, 
Docket  No.  CI61-949:  Humble  OU  &  Re- 
fining Company.  Docket  No.  CI61-1098; 
George  W.  Moaes.  d.bji..  Smith  &  Ash 
No.  1,  Docket  No.  CI61-1127;  Wise  Oper- 
ating, Inc.  of  TVler.  Texas,  (Operator) , 
et  al..  Docket  No.  CI61-1178;  Nafco  OU 
and  Gas  Inc.  (Operator) ,  et  al.  Docket 
No.  CI61-1181;  Joe  N.  Champlin  (Opera- 
tor), et  al.  Docket  No.  CI61-1195;  Harry 
D.  Bush,  et  al.  Docket  No.  CI61-1196; 
Walter  Ward,  et  al.  Docket  No. 
CI61-1197;  The  Atlantic  Refining  Com- 
pany. Docket  No.  CI61-1245;  Western 
Natural  Oas  Company,  et  al.  Docket  No. 
CI61-1249:  George  R.  Brown  (Operator) , 
et  al.  Docket  No.  CI61-1250;  Glenn  F. 
Thmnas,  et  al.  d.b.a.  Thomas  &  Brewer, 
Docket  No.  CI61-1269;  The  Atlantic  Re- 
fining Company,  Docket  No.  CI61-1284; 
D.  D.  Harrliigton,  Docket  No.  CI61-1303: 
Kewanee  OU  Company,  Docket  No. 
CI61-1473;  Tescas  National  Petroleum 
Co.  (Operator),  et  al.  Docket  No. 
CI61-1507;  Texoma  Production  Com- 
pany, Docket  No.  CI61-1526;  Texoma 
Production  Company,  Docket  No. 
CI61-1527:  Texoma  Production  Com- 
pany, Docket  No.  CI61-1533;  The  Su- 
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perior  OU  Company,  Docket  No. 
CI6 1-1608;  BamweU  Production  Com- 
pany. Docket  No.  CI61-1614;  TThited 
States  Smelting  Refining  and  Mining 
Company.  Docket  No.  CI61-1625;  King- 
wood  OU  Company  (Operator),  et  al. 
Docket  No.  CI61-1628:  Consolidated  Oas 
Si  Equipmoit  Company  of  America, 
Docket  No.  CI61-1635. 

Texas  Pacific  Coal  and  OU  Company 
(Operator),   et  al..  Docket   No.   CI61- 
1649;  Amerada  Petroleum  Corporation, 
£>ocket  No.  CI61-1650;  Cosden  Petrole- 
um Corporation  (Operator) .  et  al..  Doc- 
ket No.  CI61-1652;  Joseph  E.  Newman 
(Operator) .  et  al..  Docket  No.  0161-1658; 
Cities  Service  Company  (Opamtw)  ,et  al.. 
Docket  No.  CI61-1681;  W.  A.  Wegmann, 
Docket  No.  CI61-1697;  Socony  Mobil  OU 
Company.  Inc..  Docket  No.  (7161-1705; 
W.  C.  McBride.  Inc.  (Operator) ,  et  al.. 
Docket  No.  CI61-1707;  Southland  Roy- 
alty Company.  Docket  No.  CI61-1785; 
WiUiam  E.  Slaughter,  Jr..  et  al..  Docket 
No.  (7161-1739;   CecU  Meadows,  et  aL. 
Docket  No.  CI61-1764:  Oklahoma  Nat- 
ursd  Oas  Company   (Operator),  et  aL, 
Docket  No.  CI61-1781 ;  LuRay  Land,  Ibc. 
Docket  No.  (7161-1786;  Paul  F.  Rutledge 
(Operator) ,  et  al..  Docket  No.  (7161-1790: 
Trio  OU  and  Gas  Cmnpany.  Inc.,  Doc- 
ket No.  (7161-1800;  Continental  OUCXmi- 
pany.  Docket  No.  CI61-1810;  Continental 
OU  Company,  Docket  No.   CI61-1811; 
Mayflo  OU  Company,  Docket  No.  CI61- 
1818;  A.  G.  HiU,  et  al..  Docket  No.  CI6I- 
5;    Oklahoma  Natural   Oas  Company, 
Docket  No.  (7162-7;  Jack  Harden  (Opera- 
tor), et  al..  Docket  No.  C7I62-13;  Union 
Oas  Associates,  Inc.,  Docket  No.  CI62-32; 
Edwin   L.    Cox,    Docket    No.    (7162-35; 
Prairie   States   Petroleum   (7orporatt<m 
(Operator) .  et  al..  Docket  No.  (7162-36; 
Kay  KimbeU  OU  Properties,  (Operator) , 
et  al..  Docket  No.  (7162-39;  J.  C.  Trahan, 
DriUing    Contractor,    Inc.    Docket   No. 
CldS-40;    HamUton,    Frederic    C.    and 
Ferris  F.,  d.b.a.  HamUton  Brothers.  Ltd., 
Docket  No.  CI62-^5;    Kerr-McOee  OU 
Industries,   Inc.,   Docket  No.   (7162-67; 
Consolidated  OU  and  (Hs  Company.  Inc., 
Docket  No.  (7162-64;  Phillips  Petr^eum 
Company,  Docket  No.  CI62-65;   Kerr- 
McOee  OU  Industries,  Inc.,  Docket  No. 
(7162-74;  Inco  3,  Inc.,  Docket  No.  (7162- 
75;   Socony  MobU  OU  (7ompany.  Inc.. 
Docket  No.   (7162-77;   Herman  Brown, 
Docket  No.  CI62-83;   FerreU  L.  Prior 
d.b.a.  Prior  Oil  (7ompany,  Docket  No. 
CI62-84;  W.  L.  Heeter.  et  al..  Docket  No. 
CI62-87 ;  Jalou  Oas  Company,  Docket  No. 
CI62-88;  Coastal  States  Gas  Prodoeing 
Company.  Docket  No.  (7162-92;  Henry  C. 
Breck,  Docket  No.  (7162-93. 

St.  Clair  OU  Company,  Docket  No. 
CI62-94;  Billy  BrideweU.  et  al.,  Docket 
No.  (7162-103;  The  Atlantic  Refining 
Company.  Docket  No.  (7162-105;  Lee  J. 
Bronson  d.b.a.  ^Texas  Utah  Producing 
Company,  Docket  No.  (7162-107;  Champ- 
lin OU  &  Refining  (Tompany,  Docket  No. 
(7162-108;  Bonray  OU  (Tompany  (Oper- 
ator) ,  et  al..  Docket  No.  (7162-110;  Bon- 
ray OU  Company  (Operator),  et  al.. 
Docket  No.  (7162-112;  Pioneer  Production 
Corporation,  Docket  No.  (7161-113; 
Geqrge  L.  Taste  d.b.a.  OU  States  dales 
Company,  Docket  No.  (7162-119;  South- 
west Production  (Tcmpany.  Docket  No. 
CI62-120;  Southwest  Production  Oom- 
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Pftny,  Docket  No.  CI62-122:  Monsanto 
Chonieal  Company,  Docket  No.  CI62- 
131:  Creslenn  Oil  Ccmpamj.  Docket  No. 
CM3-148:  P  *  J  DeTetopment  Co..  Inc., 
Do^et  No.  CI62-1«7;  Harper  Oil  Com- 
paoj.  Docket  No.  CI63-173:  Neven  H 
VeaU.  ei  al..  Docket  No.  CI82-181:  W.  H. 
Momoar.  et  al..  d.bJL  Marahall  OU  and 
Oas  Company,  Docket  No.  CI62-187:  A. 
T.  Skaer.  Docket  No.  CI62-209. 

Take  notice  that  each  of  the  above 
Applicants  has  filed  an  application  pur- 
Biiant  to  Mctk)n  7(c)  of  the  Natural  Oas 
Act  for  a  certificate  of  public  convenience 
and  neceaeity  authorizing  the  construe - 
tion  and  (K>eration  of  facilities  and  the 
sale  of  natural  gas  in  interstate  com- 
merce, as  hereinafter  described,  all  as 
more  fully  represented  in  the  respective 
applications,  amendments  and  supple- 
ments thereto  which  are  on  file  with 
the  Conunlssion  and  open  to  public 
inspection. 

The  Applicants  herein  produce  and 
propose  to  sell  natural  gas  for  transpor- 
tation in  interstate  commerce  for  resale 
as  Indicated  below: 

Docket  No.,  rield  and   Location.    Purchaser. 
Price  per  Mcf 

0-17963  (M  Supp.);  Central  LangUe  Mattlx 

Field.  lie*  County.  N.  BIcz.;  El  Pa«o  Natural 

Oas  Co.;  8.5  cents  at  14.85  psla. 
0-18344;   Acreage  In  Barber  County,  KanB  ; 

Cltlee  Service  Oaa  Co.:   13.0  centa  at  14  05 

pata. 
0-18346;   M*-*^*™  District  Pleasants  County. 

W.  Va.;  Hope  Natural  Oas  CO.;   20.0  cents 

at  15.325  pala. 
0-ia347:    Murpby   District.   Ritchie   County. 

W.  Va.:  Hope  Natural  Qas  Co  :   20  0  cents 

at  15.325  pala. 
0-18348:  Addle  Pleld.  Crockett  County.  Tex  : 

Pioneer  Gathering  System.  Inc  ;   10  0  centa 

at  14.05  pala. 
O-18380;    Wemac    Field.    Andrews    County. 

Tax.;  B  PsK)  Natural  Oas  Co  ;  7  0045  cenu 

at  14.85  psla. 
0-18368;    Union   District.   Harrison    County. 

W.  Va.;  Hope  Natural  Oas  Co.;  20.0  cents 

at  15.325  paU. 
0-18811:  Bumoot  Field.  Lea  County  N   Mex  ; 

El   Paao   Hatviral   Oas    Co:    10  5    cents    at 

14iHiprta. 
0-30043:  Canter  District.  OUmer  County.  W 

Va.;    Hope   Natural   Oaa  Co.:    36   cenU   at 

16.325  paU. 
Ciei-116;     West     Marlow     Field.     Stephens 

County,  Okla.;  Lone  Star  Oas  Co  ;  14  cents 

at  14.68  pala. 
0161-376;      South     Alma     Field.     Stephens 

County,  Okla.:  Lone  Star  Oaa  Co  ;  14  cents 

at  14j88  pala. 
CISl-aaS:    Frecmana    Creek    DUtrlct.    Lewis 

County.    W.    Va.;    BqulUble    Oas    Co:    26 

cents  at  16325  pala. 
CI61-013:  Jalmat  Field.  Lea  County.  N.  Mex  ; 

B  Paao  Natural  Gas  Co.;  9  cents  at  14  S5 

pala. 
CI61-814;  Jalmat  Field.  Lea  County.  N  Mex  ; 

B  Paao  Natural  Oaa  Co.;   0  cents  at  14  05 

pala. 
CI61-ei6;  Jalmat  Field.  Lea  County.  N.  Max.: 

B  Paao  Natural  Oas  Co  ;  9  cenU  at  14.66 


CI61-049;  Bast  Durant  Field.  Bryan  County. 

Okla.;  Lone  Star  Oas  Co  ;  15  oenU  at  14.65 

psla 
CI61-10ee:    Mount   Belman   Field.    Cherokee 

County,  Tn.;  tTnlted  Oaa  Pipe  Line  Co : 

0.6316  centa  at  14.66  pala. 
CI01-lt2T;    Weat   Union  District.   Doddridge 

County.   W.    Va.;    Equitable   Oas   Co.;    26 

cenU  at  16.325  pala. 
CI61-117e;    Mount    Selman   Field.    Cherokee 

Coonty,  Tfez.;  United  Oaa  Pipe  Line  Co  ; 

9.6216  centa  at  14  66  psla. 
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CI61-1181.  R   H.  F.  Morrow  Field.  OchUtree 

County.  Tex.;    Northern  Natural  Oas  Co.; 

16.5  cents  at  14.65  psla. 
CI61-1196:  Acreage  In  Meade  County,  Kans  : 

Panhandle  Eastern  Pipe  Line  Co.;  15  centa 

at  14  05  psla. 
CIfll-1190;  Murphy  District.  Ritchie  County. 

W.  Va.;  Hope  Natural  Oas  Co.;  35  cenU  at 

15.325  psla. 
CI61-1197:       Sherman      District.       Calhoun 

County.  W    Va  ;  Hope  Natural  Gas  Co  ;   25 

cents  at  15  325  psla. 
CI61    1245;   Calhoun  Field.  Ouachita  Parish, 

La  ;   Texas  Oas  Transmission  Corp  ;    18.75 

cents  at  IS  025  pala 
CI61-1249;    Acreage    In    San    Juan    County. 

N.  Mex  ;  El  Paso  Natural  Gas  Co  ;  12  cents 

at  15.025  psla. 
CI61-1250;    South    Lucky    Field,    Matagorda 

County,  Tex  ;  Texas  Eastern  Transmission 

Corp  ;   15  centa  at  14  85  psla 
CI61-1269;  Acreage  In  Meade  County.  Kans  : 

Panhandle  Eastern  Pipe  Line  Co  ;  16  centa 

at  14  65  psla. 
CIfll-1384:  Vixen  Field.  CaldweU  Parish.  La  ; 

Arkansas  Louisiana  Oaa  Co  ;   18  5  centa  at 

15  025  pela. 

CI61-1303;  Hugoton  Field.  Stevens  County. 
Kans  ;  Northern  Natural  Gas  Company; 
12  0    centa    at    14  65    pala. 

CI61-1473:  Tygart  Dlatrlct.  Wood  County. 
W.  Va  ;  Gas  Transport.  Inc;  27  45  centa 
at  15  025   pela 

CI61  1507;  San  Juan  Basin.  San  Juan  Coun- 
ty. N  Mex;  El  Paso  Natural  Gas  Co;  12  0 
cents  at  15  025  psla. 

CI61-1526;  Catesby  Field.  Ellis  County.  Okla  ; 
Transwestern  Pipeline  Co;  17  0  cents  at 
14  05  psla 

CI61-1527;  Catesby  Field.  Ellis  County.  Okla  ; 
Transwestern  Pipeline  Co;  17  0  cents  at 
14  65  psla. 

CIfll-1533;  Northwest  Ivanhoe.  Beaver  Coun- 
ty. Okla;  Transwestern  Pipeline  Co;  17  0 
cents  at   14  65  psla 

CI61  1606.  Northeast  Waynoka.  Woods  Coun- 
ty. Okla  ;  Cities  Service  Gas  Co  ;  13  0  cents 
at   14  OS  psla 

CIOl-1614;  Vixen  Field.  Caldwell  and  Oua- 
chita Parishes.  La  ;  Arkansas  Louisiana 
Gas  Co.:    17.0  cents  at  15.035  pala. 

CIfll-1625;  Mount  Hope  Field.  Logan  County. 
Colo  :  Kanaas-Nebraaka  Natural  Gas  Co  , 
Inc  ;  7.0  cents  at  16.4  psla. 

CI61-1628.  Acreage  In  Comanche  County. 
Okla.;  Cities  Service  Gas  Co  ;  15  0  cents 
at  14  05  pela. 

ClOl-1035;  West  Panhandle  Field.  Carson 
County,  Tex  ;  Natural  Gas  Pipeline  Co  of 
America;    13.2  cents  at   14  05  psla. 

CI61-1649;  Azalea  Field.  Midland  County. 
Tex.;  PhUUps  Petroleum  Co.;  12.55  cents  at 
14  65  pala. 

CIfll-1650;  West  Velma.  Stephens  County. 
Okla  :  Lone  Star  Gas  Co  ;  15  0  cenU  at  14  05 
psla. 

CIOl-1652;  Midway  East  Field.  San  Patricio 
County,  Tex  ;  Texas  Eastern  Transmission 
Corp  ;  15  0  centa  at  14.05  pala. 

C161-1658;  Carver  Robins  and  N  E.  Carver 
Robins  Field.  Pratt  County.  Kans  ;  Pan- 
handle Eastern  Pipe  Line  Co  ;  15.0  cents  at 
14  05  psla. 

CIOl-1681;  Magee  Field,  Simpson  and  Smith 
Counties,  Miss  ;  United  Oas  Pipe  Line  Co  ; 
18  0  cents  at  16  035  psla 

CI61-16e7:  Beans  Ferry  Field,  lUwamba 
County.  Mlas.;  Texas  Eastern  Tranamlaslon 
Corp.;  17.0  cents  at  15.025  pala. 

CI61-1705;  Ouymon- Hugoton  Field.  Texas 
County.  Okla.;  Cltlea  Service  Gas  Co  ;  110 
centa  at  14.65  psla. 

ClOl-1707;  N.W.  Era  Area.  Texas  County. 
Okla  ;    Panhandle  Eastern   Pipe   Line   Co  ; 

16  0  cents  at  14  05  pela. 

CIOl-1736:  WU  Field  Area.  Edwards  and 
Stafford  Counttea.  Kans.:  Panhandle  East- 
ern Pipe  Line  Co.;  15.0  cents  at  14.66  pala. 

CIOl-1739:  Pegastu  Field  Plant.  MMland  and 
Upton  Counties,  Tex.;  B  Paso  Natural  Oaa 
Co  ;  10  0  centa  at  14  65  pela. 


CI61-1764;    Freemans  Cr«ik 

County,  W.  Va.;  Hope  Natval 

cents  at  15.325  pala. 
CI61-1781:     Deep    Chlckaaha 

County,    Okla.;    ArkaaaM 

Co  ;  11  cents  at  14.65  pala. 
CI61   1786;       Courthouse 

County.  W.  Va.;  Hope  Natunl 

cents  at  15.325  psla. 
CI61-1790:    Devil's    Fork 

County.  N.  Mex.;  B  Paao 

1 1  cents  at  15  025  psla. 
CI61    1800   (as  Supp.);   New 

Doddridge  County.  W.  V*4 

Gas  Co  ;  25  cents  at  15336  pi 
CI61-1810;   Northeast  HayiMi 

rlb;i  County,  N.  Mex 

Co  :  12  cents  at  15.025  pala. 
CI61    1811;   Northeaat  Hafnw 

rlba  County.  N.  Mex.;  B  Fa 

Co  ;  1 1  cents  at  15.025  pala. 
CI61   1818;    South    Bmwood 

County.  Okla.;  TranswaataRi 

17  cents  at  14.05  psla 
ri62-5    Mercedes  Field 

Texas  Eastern  Tranamlailm 

at  14.65  psla. 
CI62  7;   Camp  Creek.  Lavaroa, 

Southwest  Madison  Fields, 

Okla  ;  Northern  Natural  Oaa  Ofe; 

at  14  65  psla. 
CI62-13;     Southeast    Wlmer   yim. 

County.  Okla:   Cities  Serrtaa  Q«  QkI 

centa  at  14.65  psla.  - 

CI62-32:     Freemans    Creek 

County.    W.    Va  :    Hope   Mi 

25  cents  at  15.325  psla. 
CI62-3S:  Acreage  In  Morton 

Panhandle  Eastern  Pipe  Ltna  Ca; 

at  14  65  psla. 
Cie2-36:   Worsham  Field, 

Counties,  Tex.;  Transwestani 

16  cents  at  14  65  psla. 
CI63-39;  Acreage  In  Rio  Arrtta  OMMHI 

Mex  ;  B  Paso  Natural  Oas  Ob.;  It 

15  035  psla. 
CI62-40;  Longwood  Field 

and   Harrison  County,  Tei 

Gas  Corp  ;   6  3  cents  at  14 
CI62  45;    Acreage    In    Texaa 

Panhandle    Baatern    Pipe   I 

cents  at  14.65  pala. 
CI62-57;  Mocane  Field.  Beaver 

Panhandle    Baatern    Pipe 

cents  at  14  65  psla. 
CI63  64;  Central  DUtrlct. 

W.   Va  :    Equitable  Oas  Co.; 

16  325  psla. 
CI62-65;      Deep     Chlckasha 

County,    Okla.;    Arkansas 
Co:  1 1.0  cents  at  14.66  paU 
CI03-74;  Mocane  Field.  Bea^ 
Colorado  Interstate  Gas  Co 

14  65  psla 

CI 63-75;     McBroy    EMstrlct.    Tfm  •■§ 

W  Va  :  Manufacturers  UgM  aaiMfl 

25  0  cents  at  15  325  psla. 
CI62-77;   Aetna  Field,  Barber  ODOS^; 

Cities  Service  Oas  Co.;  \%M 

pala 
CI62-83;  Northwest  Buttermilk 

Matagorda    County,    Tax.; 

Transmission    Oorp  ;    15.0  MBti  M 

psln. 
CI62  84,   Courthouae  District.  LMk 

W    Va  ;    Equitable  Oas  Oo.;  IM 

15  325  psla. 
CI63-87:  Smlthfleld  District 

W    Va :  United  Fuel  Oaa  Oi« 

at  15  325  pala. 
CI62-88    (as    Supp.);    Cha  Cks 

Fields.  San  Juan  County.  W.  ■ 

Natural  Oaa  Co  ;  Hi)  oeats  i* 
CI02-93:      Mlaalon     Valley 

County,  Tex.;  TTanaoonlliiSB^il 

Line  Corp.;   8iK>17»8  tmmM 
CI63-93:   OlenvlUa  Diatrtrt.  fl 

w.  Va.;  Kqultabla  Oaa  Oa4 

15.325  pala. 
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Crack 'District  Lawla  County.   • 
Oas  Co.;  26.0  centa  at 


^  BfiataUe 


snnUng   Weld.  Calhoun   County, 

Baatern  Transmlaalon  Oorp.; 

At  14-86  pala. 

■orth   Harper   Ranch   and   Sitka 

oark    Covmty,    Kan*.;    Northern 

flas  Co  ■   16.0  cents  at  14.66  pala. 

i^llke  'Field,    Crockett    Cotinty, 

'i  PMoN»t^'"»l  Oas  CO.;  14.6  cent* 

***^  Davis  B»nci»  Area,  Barber  County, 
ilmlth  oaa  System.  Inc.;  12.0  cents 


Mount   Zlon  Field.   Orant 
Cities  Service  Oas  Co.;  13.0 


~-'^~*  14  66  pala. 

JSTtm.  wsat  Mount    Zlon   Field,   Orant 
•Pt?Z  /«i.  •  Cities  Service  Oaa  Co.;  13.0 


MM  ^^«  ^411;  Weet  M< 
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ary  38.  IMS.  Failure  of  any  party  to 
appear  at  and  participate  in  the  hearing 
ffh^"  be  ocmstrued  as  waiver  of  and  con- 
currence In  omission  herein  of  the  inter- 
mediate decision  procedure  in  cases 
where  a  request  therefor  is  made:  Pro- 
vided, further,  If  a  protest,  petition  to 
intervene,  or  notice  of  intervention  be 
timely  filed  In  any  of  the  above  dockets, 
the  above  hearing  date  as  to  that  docket 
will  be  vacated  and  a  new  date  for  hear- 
ing will  be  fixed  as  provided  in  S  1.20  (m) 
(2)  of  the  rules  of  practice  and 
procedure. 

OORDON  M.  Grant, 
Acting  Secretary. 

(F.R.   Doc.    63-1370;     Filed,    Feb.    7,    1962; 
8:46  ajn.] 


^ajil;    Olay 

r^jlZ;  Iqultable  Gas  Co 


Cheater    Field,    Woodward 

Natural  Oaa  Pipeline  Oo.  of 

centa  at  14.66  pala. 

District,    Ritchie    County, 

35.0  cents  at 


Juan    Oounty. 
Gas   Co.;    13.0 


Juan    Oounty, 
Oas   Co.;    11.0 

Juan   Oounty, 
Oaa  Co.;    13.0 


Pariah. 
18.76 
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Acreage    in    San 
„_;  B  Paso   Natural 
iat'l».035psla. 

Acreage    in    San 
■  Ml"'   B  Paao   Natural 
i^atlSXn&psla. 
^^      Basin   Field,    San 

;  B  Paso   Natural 

ist'l6i>25pela.« 

Oaiboun    Field,    Lincoln 
Oas   Transmission   Oo. 
1 11181)36  psla. 

(as  Supp.):   Clark  District,  Harii- 
^m  OBsnty,  W.  Va.;  Hope  Natural  Oas  Co.; 
fU  OWts  at  15.325  psla. 

Ftargan     Field,     Beaver    County, 
Panhandle  Eastern  Pipe  Line  Co.; 
llftaotiat  14.65  psla. 
■l-m:   South   West    District.    Doddridge 
(Mty.  W.  Va.;    Hope  Natural   Oaa  Co.; 
gjevtsat  15.325  psla. 
IM-UV:  M-"**""  Field,  Olenvllle  Dlatrlct. 
a^MT  Oounty,  W.  Va.;  Hope  Natural  Oaa 
Oa;  nm  oenU  at  15325  psla. 
■MM:  Weat  Mlnto  Field,  Logan  County. 
Ott>;  Kansas-Nebraska  Natural  Oas  Co., 
he.;  14jOeenU  at  16.4  psla. 

TN  public  convenience  and  neces- 
tt  rwdre  that  these  matters  be  heard 
I  eonsolidated  record  and  disposed 
pranptly  as  possible  under  the 
rules  and  regulations  and  to 
Mmi: 

nki  farther  notice  that,  pursuant  to 
•iHUiority  contained  in  and  subject 
li  (ki  Jurisdiction  conferred  upon  the 
Mml  Power  Commission  by  sections 
lad  li  of  the  Natural  Oas  Act.  and  the 
8  rules  of  practice  and  pro- 
»  hearing  will  be  held  on  March 
(Mi,  at  9:30  a.m..  e.s.t.,  in  a  hearing 
MB  ot  the  Federal  Power  Commission, 
POStreetNW..  Washington,  D.C.,  con- 
the  matters  involved  in  and  the 
presented  by  such  applications: 
\  however.  That  the  Commission 
ifter  a  non-contested  hearing,  dis- 
ef  the  proceedings  pursuant  to  the 
of  1 1.30(c)  (1)  or  (2)  of  the 
m's  rules  of  practice  and  pro- 
n&der  the  procedure  herein  pro- 
,  unless  otherwise  advised,  it  will 
.  for  Applicants  to  appear 
•_*•  npitsented  at  the  hearing. 

or  petitions  to  intervene  may 

vlth  the  Federal  Power  Commis- 

'•dilngton  25,  D.C.,  in  accordance 

'■Ihs  rules  of  practice  and  procedure 

^OFH  1.8  or  1.10)  on  or  before  Febru- 


[ Docket  Nos.  O-0547  etc.] 

UNITED  GAS  PIPE  LINE  CO. 
Notice  Reconvening  Hearing 

Fkbruary  1. 1962. 

United  Gas  Pipe  Line  Co.;  Docket  Nos. 
0-9547,  0-10592,  O-12801,  O-15360. 
O-18406.  RPW-2.  and  RP61-18. 

On  December  15,  1961,  the  Presiding 
Examiner  recessed  indefinitely  the  hear- 
ing in  the  above-designated  matters, 
subject  to  call  by  the  Presiding  Examiner 
and  the  furnishing  of  appropriate  notice 
to  all  parties. 

Take  notice  that  the  hearing  in  this 
matter  will  be  reconvened  at  2:00  p.m., 
February  16.  1962,  in  a  hearing  room  of 
the  Federal  Power  Commission,  441  O 
Street  NW.,  Washington,  D.C. 

Joseph  H.  Outride, 
Secretary. 

|F.R.    Doc.    63-1271;     Filed,    Feb.    7.    1962; 
8:46  a.m.] 


FEDERAL  AVIATION  AGENCY 

[Agency  Bulletin  63-3] 

OFFICE  OF  PLANS 

Abolishment;  Transfer  of  Certain 
Functions  and  Personnel 

1.  Purpose.  The  purposes  of  this  Bul- 
letin are  to  transfer  certain  functions 
anil  personnel  from  the  OfBce  of  Plans 
and  to  abolish  the  Office  of  Plans. 

2.  Transfers.  The  functions  and  per- 
sonnel of  the  Emergency  Readiness  Divi- 
sion are  hereby  transferred  to  the  im- 
mediate Office  of  the  Deputy  Administra- 
tor for  Plans  and  Development  and 
redesignated  the  Emergency  Readiness 
Staff.  The  functions  and  personnel  of 
the  Economics  Branch  in  the  Air  Com- 
merce Division  are  hereby  transferred  to 
the  immediate  Office  of  the  Deputy  Ad- 
ministrator for  Plans  and  Development 
and  redesignated  the  Aviation  Economics 
Stair.  The  provisions  of  this  section  are 
effective  February  1.  1962. 

3.  Abolishment.  The  Office  of  Plans 
is  hereby  abolished,  effective  at  the  close 
of  business  March  16,  1962. 

4.  Effed  on  other  instructions.  Agency 
Order  14  Is  superseded  effective  March 
16, 1962.  This  Bulletin  also  amends  sec- 
tion 3.4  of  Agency  Order  1;  sections  2 
and  5  of  Agency  Order  20;  section  2c  of 
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Agency  Order  52;  section  6  of  Agency 
Order  71 ;  section  5e  of  Agency  Order  rr ; 
and  section  2  of  Agency  Bulletin  60-lS. 
It  supersedes  or  amends  any  Orden  or 
instructions  or  parts  thereof  issued  prior 
to  the  effective  dates  in  this  Bulletin,  to 
the  extent  they  are  inconslstait  ox  in 
conflict  herewith. 

N.  E.  Halabt, 
Administrutor. 
February  1,  1962. 

[F.R.    Doc.    62-1268:     FUed,    Feb.    7,    1962; 
8:46  a.m.] 


FEDERAL  TRADE  COMMISSION 

[FUe  No.  21-646] 

WIRE  ROPE  INDUSTRY 
Trade  Practice  Conference 

A  trade  practice  conference  for  the 
Wire  Rope  Industry  will  be  held  by  the 
Federal  Trade  Commission  in  Room  332 
of  the  Commission  Building.  Pennsyl- 
vania Avenue  at  6th  Street  NW.,  Wash- 
ington. D.C.  on  Monday,  February  26. 
1962,  commencing  at  10  ajn.,  e.s.t.  The 
conference  will  be  held  under  the  super- 
vision of  the  Honorable  A.  Everette 
Maclntyre,  Federal  Trade  Commissioner. 

Members  of  this  industry  are  persoos. 
flrms^  corporations  and  oiyanlnttlons  en- 
gaged in  the  manufacture,  sale  or  dis- 
tribution of  wire  rope,  wire  cable,  and 
fabricated  assemblies  consisting  pri- 
marily of  wire  r(q;>e,  cable,  and  strand. 

The  conference  is  to  allord  all  mem- 
bers of  the  industry  an  opportunity  to 
consider  and  propose  for  establishment 
rules  which  will  furnish  guidance  as  to 
the  requirements  of  laws  administered 
by  the  Commission.  It  is  the  first  stv 
in  the  proceedings  designed  to  elimi- 
nate and  prevent  on  an  industrywide 
basis,  unfair  methods  of  competiticm,  un- 
fair or  deceptive  acts  or  practices,  and 
other  trade  abuses  violative  of  such  laws. 
Any  industry  member  may  suggest  rules 
for  consideraticm  at  the  conference  and 
discuss  proposals  or  suggestions  by 
others. 

Among  the  subjects  suggested  for  con- 
sideration at  the  conference  are:  mis- 
representation (general) ;  deception  as  to 
origin  and  disclosure  of  foreign  origin; 
substitution  of  products;  misleading 
price  lists;  misuse  of  terms  "clos^uts". 
"overruns",  "discontinued  lines",  etc.; 
deceptive  invoicing,  etc;  prohibited  sales 
below  cost;  inducing  breach  of  contract; 
consignment  distribution;  exclusive 
dealing;  defamation  of  competitors  or 
false  disparagement  of  theh:  products; 
commercial  bribery;  push  mo^ey;  tie-in 
sales;  traffic  volume  as  inducement  for 
sales;  prohibited  forms  of  trade  re- 
straints (unlawful  price  fixing,  etc.) ; 
and  prohibited  discriminatory  trade 
practices. 

Also  suggested  for  discussion  and  can- 
sideration  for  possible  rule  coverage  are 
various  other  pricing  practices.  Among 
such  practices  said  to  exist  in  the  indus- 
try and  which  will  be  considered  is  tliat 
of  an  industry  member  who  aeUs  raw 
materials  to  other  industry  members  and 
finished  industry  products  to  otter  pur- 
chasers  at  unjustified   differentials  in 
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prices.  It  is  claimed  that  In  some  of 
these  Inatanees  the  prices  at  which  raw 
materials  are  sold  to  competing  Industry 
members  are  at  such  high  prices  as  to 
provide  for  some  subsldlsatkn  of  the  low 
prices  at  which  some  finished  Industry 
products  are  sold. 

Before  final  rules  are  approved  by  the 
Commission,  prc^>oaed  rules  will  be  made 
available  to  all  affected  or  interested  par- 
ties, Including  consumers,  upon  public 
notice  affording  them  opportunity  to 
present  their  views  and  suggestions 
thereon  at  a  futiore  public  hearing 

Issued:  February  7,  1962. 

By  the  Commission. 

[ssal]  Joseph  W.  Shea. 

Secretary. 

|P.R.    Doc.     62-1298;     Piled.     Feb.     7,     1962; 
8:50  aJD  I 


FEDERAL  RESERVE  SYSTEM 

SPtlNGnELD  SAFE  DEPOSIT  AND 
TRUST  CO. 

Order  Approving  Consolidation  of 
Bonks 

In  the  matter  of  the  application  of 
Sprtngflrid  Safe  Deposit  and  Trust  Co., 
Sprlagfleld.  Mass.,  for  approval  of  con- 
sottdatlon  with  Hadley  Falls  Trust  Co., 
H!)lyoke,  Mass. 

There  has  come  before  the  Board  of 
Qoremors.  pursuant  to  section  18(c)  of 
the  Federal  Deposit  Insurance  Act  <12 
U.8.C.  1828<c>).  an  application  for  the 
Board's  prior  approval  of  the  consolida- 
tion of  Springfield  Safe  Deposit  and 
Trust  Co.,  Springfield,  Mass.,  with  Had- 
ley Falls  Trust  Co.,  Holyoke,  Mass., 
imder  the  charter  of  the  former,  the  title 
of  which  win  be  changed  to  Safe  Deposit 
Bank  and  Trust  Co. 

Pursuant  to  said  section  18(c),  notice 
of  the  propoaed  consolidation  In  a  form 
approved  by  the  Board  of  Governors  has 
been  published,  and  reports  on  the  com- 
petitive factors  involved  In  the  proposed 
transaction  have  been  furnished  by  the 
CMnptroHer  of  the  Currency,  the  Federal 
Deposit  Insurance  Corporation,  and  the 
Department  of  Justice,  and  have  been 
ccHHsklered  by  the  Board. 

7f  is  ordered,  for  the  reasons  set  forth 
in  the  Board's  Statement '  of  this  date, 
that  said  consolidation  be,  and  hereby  is, 
approved,  provided  that  said  consolida- 
tion ^all  not  be  consimimated  (a> 
sooner  than  seven  calendar  days  after 
the  date  of  this  order  or  (b)  later  than 
3  months  after  said  date. 

Dated  It  Washington.  DC ,  this  2d 
day  of  February  19€2. 

By  order  of  the  Board  of  Governors 

[seal]  Merritt  Sherman, 

Secretary. 

im.    Doc.     «2-1272;     FUed.     Feb     7,     1962: 
8:46  a.m.| 


>  ni«d  M  part  of  the  original  dociunent. 
Copies  avallabl*  upon  request  to  tbe  Board 
of  OorerBon  of  the  Federal  Reaerve  System, 
Waihlngton  3S.  D.C..  or  to  the  Federal  Re- 
aerve Bank  of  Boston. 


NOTICES 

GENERAL  SERVICES  ADMINIS- 
TRATION 

IDelejaUon  of  Authority  No.  408 1 

SECRETARY  OF   DEFENSE 

Authority  To  Represent  the  Interests 
of  the  Executive  Agencies  of  the 
Federal  Government  in  the  Matter 
of  Proposed  Increased  Water  Rates; 
East  St.  Louis  Interurban  Water  Co., 
Docket  No.  48362,  Illinois  Com- 
merce  Commission 

1.  Pursuant  to  the  provisions  of  sec- 
tions 201iaM4»  and  205  id)  and  (e)  of 
the  Federal  Property  and  Administrative 
Services  Act  of  1949,  63  SUt.  377,  as 
amended,  authority  to  represent  the  in- 
terest of  the  executive  agencies  of  the 
Federal  Government  in  the  matter  of 
Proposed  Increased  Water  Rates,  East 
St.  Louis  Interurban  Water  Company, 
Docket  No.  48362,  before  the  Illinois 
Commerce  Commission,  Is  hereby  dele- 
gated to  the  Secretary  of  Defense. 

2.  The  Secretary  of  Defense  is  hereby 
authorized  to  rcdclegate  any  of  the  au- 
thority contained  herein  to  any  officer. 
ofBcial  or  employee  of  the  Department  of 
Defense. 

3.  The  authority  conferred  herein  shall 
be  exercised  in  accordance  with  the  poli- 
cies, procedures  and  controls  prescribed 
by  the  General  Services  Administration, 
and  shall  further  be  exercised  In  coop- 
eration with  the  rtsponsible  ofllcers,  of- 
ficials and  employees  of  General  Services 
Administration. 

4.  This  delegation  of  authority  shall 
be  effective  February'  1, 1962. 

Bernard  L.  BoTrriN, 

Administrator. 


|FR      rXx-      62   1308.     Filed.     Feb 
8  50   am  1 
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SECURITIES  AND  EXCHANGE 
COMMISSION 

I  File  No   1-3848] 

APEX  MINERALS  CORP. 
Order  Summarily  Suspending  Trading 

February  2,  1962. 

The  common  stock,  $1.00  par  value,  of 
Apex  Minerals  Corporation,  being  listed 
and  registered  on  the  San  Francisco 
Mining  Exchange,  a  national  securities 
exchange:  and 

The  Commission  being  of  the  opinion 
that  the  public  Interest  requires  the  siun- 
mary  suspension  of  trading  in  such 
security  on  such  Exchange  and  that  such 
action  is  necessary  and  appropriate  for 
the  protection  of  investors;  and 

The  Commisaion  being  of  the  opinion 
further  that  such  suspension  Is  neces- 
sary in  order  to  prevent  fraudulent, 
deceptive  or  manipulative  acts  or  prac- 
tices, with  the  result  that  it  will  be  im- 
lawful  under  section  15(c)(2)  of  the 
Securities  Exchange  Act  of  1934  and  the 
Commission's  Rule  15c2-2  thereunder  for 


any  broker  or  dealer  to 
malls  or  of  any  means  or 
of    interstate   commerce  te 
transaction  in.  or  to  induce  or  i 
induce    the   purchase  or 
security,  otherwise  than  on  a 
securities  exchange: 

It    is    ordered.    Pursuant  tVs 
19<a>(4)  of  the  Securities : 
of  1934  that  trading  in  said 
the  oan  Francisco  Mining 
summarily  suspended  in  i 
fraudulent,    deceptive    or 
acts  or  practices,  this  order  It  |(| 
tive  for  a  period  of  ten  (10) 
ary  5.  1962,  to  February  14,  lj|^^ 
dates  inclusive. 

By  the  Commission. 

1  SEAL  I  Orval  L. 


'M 


|FR      Doc       62   1278:     FUed.    Kb.  \  mL- 
8:47  ft.m.l  ~ 


I,  February  8,  1962 

___ee88ors  and  affiliates  of  the 
-• -ireoulred  by  Item  2  thereof. 
■Si!  Bering  circular  fails  to  dla- 
f  ^  nmuneration  of  officers  and 
12«  rf  the  Issuer  as  required  by 
■K  and  to  describe  accurately  and 
i  owtain  material  transactions 
—  ttw  Issuer  and  insiders  as  re- 
Jl. Item 9(c)  of  Schedule!. 
^L^ther  the  offering  circular  con- 
'  """Statements  of  material  facts 
•s^'^m  to  sUte  material  facts  neces- 
^.ft tacrder  to  make  the  statements 
'^   to  llie  light  of  the  cifcumstanoes 
;  -lijyA  they  were  made,  not  mis- 
,  a,«^^iMrtteularly  in  that: 
I  "irS*  oflerlng  circular  fails  to  disclose 
'  J:2In«  and  extent  to  which  the 
J^J,  being  offered  wUl  be  dUuted 
S^Moer's  financial  condition  and  Its 
SSUci  stock  to  insiders  at  prices 
gj|^>n»  lower  than  the  pubUc  offer- 


FEOEtAL  REGISTER 

as  Iffovided  in  Rule  9(c)  of  the  Com- 
mission's rules  of  practice. 

By  the  Commission. 

[SKAL]  Orval  L.  Dubois, 

SecreUity. 

IFH.    Doc.    S3-1279:    Filed.    Feb.    7,    1962; 
8:47  a.m.] 


|FUe  No.  812-14771 

UNITED  CORP. 


1  Boferstotes  the  number  of  full- 


IFlleNo.  24A-1SUI 

NATIONAL  MERCANTILE 
HOUSE,  INC 

Notice  and  Order  for 


FnivaRl,aK 

I.  National  Mercantile  Cls«rll| 
House,  Inc.  (issuer),  a  odBetKlttkilSm 
company,  filed  with  the  OhmMba 
October  23,  1961,  a  notlfteattaM 
1-A  and  an  offering  eircnlsr 
a  proposed  public  offerlof 
shares  of  its  1-cent  par 
stock  at  $4.00  per  share  for 
amount  of  $300,000.  for  the 
obtaining  an  exemption 
tration  requirements  of  ths 
Act  of  1933,  as  amended, 
provisions  of  section  3(b) 
Regulation  A  promulgated 

II.  The  Commission,  on 
1962,  issued  an  order  pursuant  tl 
261  of  the  General  Riiles  and 
under   the   Securities   Act  of 
amended,    temporarily         . 
issuer's  exemption  under  RaiiliMl4 
and  affording  to  any  person 
interest  in  the  matter  an 
request  a  hearing.    A  written 
a  hearing  has  been  received  ky 
mission. 

The  Commission  deems  H 
and  appropriate  that  a  heartafto 
for  the  purpose  of  deteiiiilnlig  _ 
it  should  vacate  the  temporwy  J^|>|t 
sion  or  enter  an  order  of  penMBMip 
pension  in  this  matter 

It  is  hereby  ordered. 
261  of  the  general  rules  and     _ 
under   the   Securities   Act  «f  IBaH 
amended,  that  a  hearing  be  bfll 
a.m.,  est.,  on  March  27,  IMI.  ii 
209.  United  States  Post  Ofllet 
house  Building.  301  Northeart 
nue,  Miami,  Florida,  with 
following  matters  and 
prejudice,  however,  to  the 
of  additional  Issues  which 
sented  In  these  proceedlnfi: 

A.  Whether  the  terms 
of  Regulation  A  have  not 
with,  in  that: 

1.  The  notification  on 
to  set  forth  the  names  and 


T iTSiely  describes  certain  letters 
Mn  of  recommendation  of  satls- 
use  and  merit"  and  fails  to  dis- 
^ttMlr  true  nature. 

iBeootains  financial  statements  as 
^^^igMt  81.  1961,  which  are  false  and 
^^^^tatc  because'^' 

(^latos  and  profits  of  the  issuer  for 
^lUfit  months  ended  August  31,  1961. 
IliMtsntliillT  overstated. 

(W  Csrtfclh  accounts  receivable  are 
M»  u  current  assets  without  disclos- 
Z|hat  moh  receivables  had  been  wrlt- 
Stf  bf  the  Issuer's  accountant  as  "bad 
Si^uof  I>ecember  31. 1960. 
*"  (0  Cfftaln  assets,  llabiliUes  and 
(■HieUons  affecting  issuer's  capital  are 
Imonte^  and  inadequately  described 
lltte  financial  statements  and  notes 


(I)  Material  amounts  claimed  by  Is- 
wet  former  counsel  for  legal  fees  and 
_  amounts  claimed  to  be  owed 
.  Isner  to  others  are  not  disclosed 
klnflnanclals  and  notes  thereto. 

CL  Whether    the    offering    would    be 

■ll  fa  violation  of  section  17(a)   of 

•ileearities  Act  of  1933,  as  amended. 

m.tt  it  further  ordered.  That  Robert 

),  or  any  officer  or  officers  of  the 

m  designated  by  it  for  that 

shall  preside  at  the  hearing; 

ill  any  officer  or  officers  so  designated 
kinMe  at  any  such  hearing  are  here- 
Ir  wttKuixed  to  exercise  all  the  powers 
to  the  Commission  under  sec- 
l»(b),  21  and  22(c)  of  the  Securi- 
4et  of  1933,  as  amended,  and  to 
officers  under  the  Commission's 
iriBoC  practice. 

UhtMrther  ordered,  That  the  Secre- 
feiy  cf  the  Commission  shall  serve  a 
Wtf  of  this  order  by  registered  mall  on 
Mnal  Mercantile  Clearing  House. 
It;  ttiat  notice  of  the  entering  of  this 
■fer  rtiall  be  given  to  all  other  persons 
^  •  meral  release  of  the  Commission 
■dty  publication  in  the  FtoKRAL  Raois- 
■.  Any  person  who  desires  to  be  heard. 
VittMrwise  wishes  to  participate  in  the 
kartsg,  shall  file  with  the  Secretary  of 
ti  Oommlssion  on  or  before  March  23, 
VB,  a  written  request  relative  thereto 


Notica  of  Filing  of  Application  for  an 
Ordor  Exompting  Proposed  Trans- 
action From  Provisions  of  the  Act 

Notice  is  hereby  given  that  The  United 
Corporation  ("Applicant") ,  a  registered 
closed-end,  non-diversified  management 
investmoit  company,  has  filed  an  appli- 
cation pursuant  to  section  17(b)  of  the 
Investment  Company  Act  of  1940 
("Act")  for  an  order  of  the  Commission 
exempting  from  the  provisions  of  section 
17(a)  of  the  Act  the  proposed  purchase 
by  Applicant  from  Mr.  Charles  B.  Mc- 
Donald, 1250  Union  Commerce  Building, 
Cleveland,  Ohio  of  20.000  shares  of  com- 
mon stock  of  True  Temper  Corporation 
(hereinafter  called  "True  Tenuier") . 

Applicant,  a  Delaware  corporation, 
owns^89,164  shares  of  the  common  stock 
of  True  Temper  or  36.6  per  centum  of  the 
outstanding  voting  securities  of  that  cor- 
poration and  BCr.  McDonald  is  a  director 
of  True  Temper. 

Applicant's  acquisition  of  True  Temper 
stock  were  made  pursuant  to  its  an- 
nounced policy  of  investhig  substantial 
portions  of  its  assets  in  "special  situa- 
tions" without  limitation  as  to  the 
amount  of  capital  which  might  be  In- 
vested at  any  particular  time  in  any  In- 
dustry. ccHnpany  or  situation.  This 
policy  was  approved  by  Applicant's 
stockholders  at  the  1947  Annual  Meeting 
of  stockholders  and  is  set  forth  in  its 
registration  statement  filed  by  Applicant 
with  the  Commission. 

Applicant  has  been  Informed  that  Mr. 
McDonald  has  available  for  ptu-chase 
in  one  block  20,000  shares  of  True  Tem- 
per common  stock  now  owned  by  him. 
On  January  10, 1962  the  Board  of  Direc- 
tors of  A|q;>licant  authorized  its  officers 
to  offer  to  purchase  from  Mr.  McDonald 
subject  to  the  approval  of  the  Commis- 
sion, 20,000  shares  of  True  Temper  Com- 
mon Stock  at  a  price  not  to  exceed  the 
average  price  of  such  stock  on  the  Amer- 
ican Stock  Exchange  on  the  second  busi- 
ness day  subsequent  to  the  issuance  by 
the  Commission  of  an  appropriate  ex- 
emption order  (the  average  price  to  be 
deemed  to  be  the  mean  between  the  high 
and  low  sales  price,  if  there  were  sales; 
and  the  mean  between  the  closing  bid 
and  asked  price,  if  there  were  no  sales) . 
Section  2(a)  (3)  of  the  Act  defines  an 
"affiliated  person"  of  another  person  as, 
among  other  things,  any  person  five  per- 
cent or  more  of  whose  outstanding  voting 
securities  are  directly  or  indirectly 
owned,  controlled,  or  held  with  power  to 
vote  by  such  other  person.  In  addition, 
an  affiliated  person  includes  a  director 
of  such  other  person.  True  Temper  is 
therefore  an  affiliated  person  of  an  af- 
filiated person  of  the  Applicant  under 


laoi 

the    Act.     The    proposed    transaction 
would  be  prohibited  by  Section  17(a) 
unless  the  Commission  issues  an  order 
exempting  such  transaction  frpm  the 
provisions  thereof.    Section  17(a)  of  the 
Act,  hi  general,  pndiiblts  an  afllUated 
person  of  an  affiliated  person  of  a  reg- 
istered Investment  c(»npany  from  pur- 
chasing from,  or  selling  to.  such  reg- 
istered Investment  company,  any  secu- 
rity with  certain  exceptions,  unless  the 
Commission  upon  application  pursuant 
to  section  17(b)  of  the  Act,  grants  an 
exemption  from  section  17(a)  of  the  Act 
after  finding  that  the  terms  of  tlM  pro- 
posed transaction.  Including   the  con- 
sideration to  be  paid,  are  reasonable  and 
fair  and  do  not  involve  overreaching  on 
the  part  of  any  person  concerned,  .that 
the  proposed  Iraosaction  is  consistent 
with  the  policy  of  each  registered  invest- 
ment company  concerned,  as  recited  in 
its  registration  statement  and  repwts 
filed  under  the  Act,  and  is  consistent 
with  the  general  purposes  of  the  Act. 

Notice  is  further  given  that  anyjntor- 
ested  person  may.  not  later  than  Fdmi- 
ary  15.  1962,  at  5:30  pjn..  submit  to  the 
Commission  in  writing  a  request  for  a 
hearing  on  the  matter  accompanied  by 
a  statement  as  to  the  nature  of  his  inter- 
est, the  reason  for  such  request  and  the 
isisues  of  fact  or  law  proposed  to  be 
controverted,  or  he  may  request  that  hfe 
be  notified  if  the  Commisdon  should 
order  a  hearing  thereon.    Any  such  oom- 
munication  should  be  addressed:  Secre- 
tary, Securities  and  Exchange  Com|nis- 
sion,  Washington  25,  D.C.    A  c«»y  of 
such  request  shall  be  served  personally 
or  by  mail  (air  mall  if  the  person  being 
served  is  located  more  than  500  miles 
from  the  point  of  mailing)  upon  ^H>li- 
cant.    Proof  of  such  service  (by  affida- 
vit or  in  case  of  an  attomey-at-law  by 
certificate)    should  be  filed  contempo- 
raneously with  the  request.  At  any  time 
after  said  date,  as  provided  by  Rule  0-5 
of  the  Rules  and  Regulations  pnanul- 
gated  under  the  Act,  an  order  disposing 
of  the  application  herein  may  be  issued 
by  the  Commission  upon  the  basis  of 
jthe  showing  contained  in  said  applica- 
tion, unless  an  order  for  hearing  upon 
said  application  shall  be  Issued  upon  re- 
quest or  upon  the  Commission's  own 
motion. 


By  the  Commission, 

Orval  L.  Dubois,. 
Secretary. 

[F.R.    Doc.    62-1280:    Piled.    Feb.    7,    1962; 
8:47  a  jn.] 

INTERSTATE  COMMERCE 
COMMISSION 

FOURTH  SECTION  APPLICATIONS 
FOR  RELIEF 

Fkbiitart  6, 1962. 
Protests  to  the  granting  of  an  appiiOL- 
tion  must  be  prepared  in  accordance 
with  Rule  40  of  the  general  rules  of  prac- 
tice (49  CFR  1.40)  and  filed  within  15 
days  from  the  date  of  pubUcatton  of  this 
notice  in  the  Federal  Rsoism. 
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Long-and-Short  Haul 


i 
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F8A  No.  37538:  Crude  rubber  from 
Cheek.  Tex.  Piled  by  Southwestern 
Freight  Bureau.  Agent  (No.  B-8149) .  for 
interested  rail  carriers.  Rates  on  crude 
rubber,  artificial,  guayule.  natural,  neo- 
vmne,  or  synthetic,  in  carloads,  from 
Cheek.  Tex.,  to  points  in  official  unclud- 
ing  Illlnols) ,  southern,  and  western 
trunk-line  territories. 

Grounds  for  relief:  Origin  rate  rela- 
tionship, and  market  competition. 

Tariff:  Supplement  18  to  Southwestern 
Freight  Bureau  teriff  I.C.C    4417. 

FSA  No.  37539:  Sand  to  Newark.  Ohio 
Filed  by  Southwestern  Freight  Bureau. 
agent  (No.  B-8150).  for  interested  rail 
carriers.  Rates  on  sand,  as  described  in 
the  application,  in  carlotuls.  from  Guion. 
Ark..  Klondike.  Ludwig  and  Pacific,  Mo.. 
Mill  Creek  and  Roff.  Okla  .  to  Newark, 
Ohio. 

Grounds  for  relief:  Shortline  di.stance 
formula  and  market  competition. 

Tariff:  Supplement  149  to  Southwest- 
em  Freight  Bureau  Uriff  ICC.  4319. 

FSA  No.  37540:  Class  rates — Seatrain 
Lines.  Inc.  Filed  by  Seatrain  Lines,  Inc. 
(No.  18),  for  interested  carriers.  Rates 
on  various  commodities  moving  on  class 
rates,  loaded  in  containers,  and  trans- 
ported over  Join^  water-rail,  motor-wa- 
ter-rail, rail-water  and  rail-water-mo- 
tor routes  of  the  applicant  rail  and  motor 
carriers  and  Seatrain  Lines,  Inc.,  be- 
tween specified  points  in  Massachusetts 
and  Rhode  Island,  on  the  one  hand,  and 
points  in  Louisiana  and  Texas,  on  the 
other. 

Grounds  for  relief:  Motor-water  and 
water-rail  competition. 

Tariff:  Supplement  9  to  Seatrain  Lines, 
Inc..  Uriff  ICC.  189 

By  the  Commission. 

[seal]  Harold  D  McCoy, 

Secretary. 

62-1286;      Piled.     Feb      7.     1962; 
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MOTOR   CARRIER  TRANSFER 
PROCEEDINGS 

February  5.  1962. 

Synopses  of  orders  entered  pursuant 
to  section  212(b)  of  the  Interstate  Com- 
merce Acfck  and  rules  and  regulations 
prescribed  thereunder  i49  CFR  Part 
179) ,  appear  below : 

As  provided  in  the  Commission's  gen- 
eral rules  of  practice  any  interested 
person  may  file  a  petition  seeking  recon- 
sideration of  the  following  numbered 
proceedings  within  30  days  from  the  date 
of  service  of  the  order.  Pursuant  to 
section  17 '8)  of  the  Interstate  Commerce 
Act,  the  filing  of  such  a  petition  »-ill 
postpone  the  effective  date  of  the  order 
in  that  proceeding  pending  its  disposi- 
tion. The  matters  relied  upon  by  peti- 
tioners must  be  specified  in  their  peti- 
tions with  particularity. 

No.  MC-FC  64086.  By  order  of  Janu- 
ary 25.  1962.  Division  3,  acting  as  an 
Appellate  Division,  approved  the  trans- 
fer to  Brenton  B.  Holter  and  Dallas  L. 
Shull.  a  partnership,  doing  business  as 


NOTICES 

Grove  City  Bus  Lines.  Grove  City.  Pa., 
of  those  portions  of  the  operating  rights 
in  Certificates  Nos.  MC  59190  and  MC 
59190  Sub  1.  issued  by  the  Commission 
May  9.  1942.  and  May  4,  1942.  respec- 
tively, to  Harmony  Short  Line  Motor 
Tran.sportation  Co  ,  a  corporation,  Pitts- 
burgh. Pa  .  authorizing  the  transporta- 
tion, of  passengers  and  their  baggage, 
restricted  to  traffic  originating  in  the 
territory  from  points  in  Peixnsylvania 
within  a  radius  of  10  highway  miles  of 
any  point  on  the  routes  described  in  the 
certificates  to  points  in  Connecticut. 
Illinois,  Indiana.  Kentucky.  Maryland. 
Michigan,  Maine,  Massachusetts.  New 
Hampshire,  New  Jersey,  New  York, 
Missouri.  Nebraska.  Ohio.  Rhode  Island, 
Tennessee,  Virginia,  Vermont,  West 
Virginia.  Wi.sconsin,  and  the  District  of 
Columbia,  and  return  in  charter  opera- 
tions, with  stopover  privileges.  H.  Ray 
Pope.  Jr  .  10  Grant  Street,  Clarion,  Pa  , 
and  S.  Harrison  Kahn,  1110  Investment 
Building,  Washmgton,  DC  .  attorneys 
for  applicants. 

No.  MC-FC  63851  By  order  of  Janu- 
ary 29,  1962,  Division  3  approved  the 
transfer  to  Garrison  Transport,  Inc., 
Peoria,  111  ,  of  a  portion  of  Certificate  No 
MC  6894,  issued  August  22,  1951,  to  Mel- 
vin  Trucking  Co..  Peoria.  Ill  ,  authorizing 
the  trarvsportation  of :  Dump  truck  bod- 
ies and  parts  thereof.  Hydraulic  hoists 
and  parts  thereof,  snow  plows  and  parts 
thereof,  and  road  building  equipment, 
from  Streator,  111.,  to  points  in  Indiana, 
Nebraska,  Missouri.  Minnesota,  Wiscon- 
sin and  Ohio  as  specified;  beverage, 
from  Waukesha,  Wis  ,  to  Chicago,  111  , 
and  points  in  Lake  County,  Ind.;  feed 
from  St.  Louis.  Mo  ,  to  points  in  Wis- 
consin, and  those  in  Illinois  as  .specified; 
fertilizer,  feed,  and  glue,  from  Chicago, 
111.,  to  points  in  Wisconsin,  and  from 
points  in  Lake  County,  Ind  ,  to  points  in 
Wisconsin;  glass  containers,  glass  con- 
tainer caps,  corrugated  cardboard,  fiber- 
board  sheets,  containers  and  wooden 
boxes  used  by  glass  manufacturers,  cul- 
let  glsiss,  glassware,  glass  products,  and 
materials,  machinery,  equipment,  and 
supplies  used  by  glass  manufacturers, 
from  or  to  points  as  specified  in  Illinois, 
Indiana,  Iowa,  Kansas,  Kentucky,  Mis- 
souri, Nebraska,  and  Wisconsin;  and 
tractors  and  tractor  parts,  from  West 
Allis.  Wis.,  to  Springfield  and  Peoria,  111  . 
and  between  Milwaukee,  Wis.,  and  Rock 
Island,  111.  Joseph  P  Hession,  1214  Jef- 
ferson Buildin",  Peona,  111  .  attorney  for 
applicanLs 
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SEAL : 


Harold  D   McCoy, 

Secretary. 
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OFFICE  OF  EMERGENCY 
PLANNING 

KENNETH   G.   FLORY 

Notice  of  Employment  Without  Com- 
ponsation  end  Statement  of  Busi- 
ness  Interests 

Pursuant  to  section  710(b>  of  the  De- 
fense Production  Act  of  1950,  as  amend- 


ed, notice  is  hereby  given  of  thg| 
ment  of  Mr.  Kenneth  Q.  FVxy 
tive    and    Political   Director.  i«^^ 
State  Labor  Council  APL-CH) iTaiS? 

sultant.  effective  January  34,  IIB  k^ 
Office  of  Emergency  Plannii^ 

Statement  of  his  businesi  'wtrniii 
attached.  *^' 

Dat*>d:    January   11,   1962. 
Frank  B. 


ArpoiNTKr's  Statem ei«t  or 
Interests 

The  following  statement  IhU  fc 
names  and  concerns  required  hr  m! 
section  710<b>(6)  of  the  Delete  w 
duction  Act  of  1950.  as  ajn»iy|(n|^ 

I  .ini  nut  now  and  have  never  beat  t  dW. 
tur.  officer  owner  or  part  owner  la  ontK 
iies.s,  corporation  or  partnenhtp. 

F\irlher  I  <lo  not  own  any  ■tack,  ^m 
nor  do  I  have  a  financial  Intarwt  h  m 
huMiies.s  ~ 

Dated:  January  24.  1962. 

K.  O.  FioiT 

(FR      r>«-      62   1257;     Filed.    Vdh.   T    m 
8:45   a.m.J  ' 


DEPARTMENT  OF  JUSIK 

Office  of  Alien  Property 

i  Claim  No.  aa(M7| 

GILLES  JACOB  VAN  MES0A6,R«. 

Amended  Notice  of  IntenHoii  T« 
Return  Vested  Proporty 

The    Notice   of   Intention  to  Brta 
Vested    Property    to    Miss   S.  DUk  if 


Arnhem.  Holland,  which  wu 
in  the  Federal  Register  onFefamiyA 
1959  '24  F.R.  1490>,  is  herelv  UHBM 
by  deleting  therefrom,  as  ^'»*-^"*.  At 
name  and  address  of:  itim  8.  Dtft 
Arnhem,  Holland,  who  is  nom  &eetmi 
and  substituting  in  place  thovaf  k 
following: 

"OUles  Jacob  %-an  Mesdag,  Norget.  SwilH- 

land: 
Jicob    Siegfried    van    Mesdag,  Lh  IMta 

Burnlnel.  Vaud,  SwltzerUad; 
Oeert    van    Mesdag.   J.    d«   OrMflMn  H. 

The  Hague,  The  Netherlands. 
Johanna      Henrlett«      R«<tel«,     MoMflik 

Huii&e,    Czux.    Vaud,   Svttnrlaad. 

All  other  provisions  of  said  Wdtimi 
Intention  to  Return  Vested  Property ■< 
all  actions  taken  by  or  on  beiiatftfti 
Attorney  General  of  the  UnMed  fliiiii 
in  reliance  thereon.  pursuaDt  ttwll 
and  under  the  authority  thereof.  ■« 
hereby  ratified  and  confirmed. 

Executed  at  Washington.  D.C,  • 
January  29,  1962. 

For  the  Attorney  General. 

I  SEAL]  Paul  V.  Mtm*. 

Deputy  mndv, 
Office  0/  Alien  Pivf^- 

|FR     Doc.    62  1280;     FUed.    Mt.   1,  •• 
8:48  am] 


MRS.  KLARA  FRIEND 

Amend*4  NoMc*  of  lnt«ritien  To 
Rotum  V«st*d  PrepMty 

The  Notice  of  Intention  to  Return 
Vested  Property  to  Helene  Burger, 
Badgestlne.  Austria,  which  was  published 
in  the  Fbderal  Rscism  on  December  29, 
1956  (21  FH.  10528) ,  is  hereby  amended 
in  the  entirety  to  read  as  follows: 

Piu-suant  to  section  32(f)  of  the  Trad- 
ing With  the  Enemy  Act,  m  amended, 
notice  is  hereby  given  of  intention  to 
return,  an  or  after  30  days  fnmi  the  date 
of  publication  hereof,  the  following  prop- 
erty, subject  to  any  increase  or  decrease 
resulting  from  the  administration  thereof 
prior  to  return,  and  afto*  adequate  pro- 
vision for  taxes  and  conservatory 
expenses: 

Claimant  and  Property  and  Location 

Mrs.  Klara  Ftlend.  30  Elmhurst  Court.  St. 
Peters  Road,  Croydon,  Surrey,  England; 
ClaUn  No.  66490;  Vesting  Order  No.  0808; 
•53.82  in  the  Treasury  of  the  United  SUtes. 

Executed  at  Washington,  D.C..  on 
January  29, 1962. 

For  the  Attorney  General. 

[SEALl  PAUI.  V.  MTRON, 

I  Detmty  Directo'. 

'  Office  of  Alien  Property. 

[P.R.    Doc.    62-1290;    FUed.    Feb.    7.    1062; 
8:48  ajn.] 


JEANNE  SUSANNE  PERK-KRAMERS 
ET  AL. 

Notice  of  Intontion  To  Return 
Vested  Property 

Pursuant  to  section  32(f)  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  Ls  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following 
property  located  in  Washington,  D.C., 
including  all  royalties  accrued  there- 
under and  aU  damages  and  profits  re- 
coverable for  past  infringement  thereof. 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant  and  Property 

Jeanne  Busanne  Perk-Kramers,  67  Ford 
Road,  Landing,  N.J.:  $88.41  In  the  Tteasttry 
of  the  United  States  and  a  one-fourth  inter- 
est In  the  property  deecrlbed  below. 

Maria  Agnete  Kulper-Kramers.  76  Hol- 
landse  weg.  Bennekon  (OLdl.).  The  Nether- 


lands; $88.41  in  the  Treasiiry  of  the  United 
States  and  a  one-foxirth  Interest  in  the  prop- 
erty described  below. 

Sophia  Martina  Cornelia  Kramers,  82  Laan 
Oopea  van  Cattenburgh.  Den  Haag.  The 
Nethwlands;  $88.41  in  the  Treasury  of  the 
United  States  and  a  one-fourth  Interest  In 
the  property  described  below. 

Johannes  Hendrlk  Kramers,  29  Fred- 
erlksborg  ve],  Roskilde,  Demnark;  $88.41  In 
the  Treasury  of  the  United  States  and  a  one- 
fourth  Interest  In  the  property  described 
below:  Claim  No.  69823;  Forty  percent 
(40%)  of  the  royalties  received  by  the  At- 
torney General  of  the  United  States  for  the 
republication  of  the  book  entitled  'TMe 
Grundlagen  der  Quantentheorie  der  Elek- 
trons  und  der  StrahUing,"  by  Hendrlk 
Anthony  Kramers,  plus  forty  percent  (40%) 
of  any  futiire  royalties  which  may  hereafter 
accrue  on  this  work.  Vesting  Order  No.' 
500A-76  (9  FJl.  7788,  July  12,  1944) . 

Executed    at    Washington,    D.C.,    on 
January  31,  1962. 

For  the  Attorney  General. 

[SEAL]  Paul  V.  Myron, 

Deputy  Director, 
Office  of  Alien  Property. 


I  F.R. 


Doc.    62-1291;     FUed.    Feb. 
8:49  a.m.] 


7,    1962; 


RAFFAEL  FAMILY  FOUNDATION 

Notice  of  Intention  to  Return 
Vested  Property 

Pursuant  to  section  32(f)  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to  re-, 
turn,  on  or  after  30  ^ays  from  the  date 
of  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease r^ultlng  from  the  administration 
thereof  prior  to  rettim,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Claimant  and  Property  and  Location 

Famillenstlftung  Raffael,  Raffael  Family 
Foundation,  c/o  Dr.  J.  Auer,  Trustee,  Pesta- 
lozzlstrasse  5.  Zurich,  Switaerland;  Claim  No. 
62860;  Vesting  Order  No.  18249;  $43,439.97  In 
the  Treasury  of  the  United  States. 

Executed  at  Washington.  D.C..  on 
January  30.  1962. 

For  the  Attorney  CJeneral. 

[SEAL]  Pattl  V.  Myron, 

Deputy  Director. 
Office  of  Alien  Property. 

(P.R.    Doc.    62-1292;     Filed,    Feb.    7,    1982; 
8:49  a.m.] 
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Titie  3— THE^RESIDEHT 

ExMUtive  Order  10991 

MAKING  A  CHANGE  WITH  RESPECT  TO  THE  MEMBERSHIP  OF  THE 
COMMISSION  ESTABLISHED  BY  EXECUTIVE  ORDER  NO.  10929,^ 
RELATING  TO  A  CONTROVERSY  BETWEEN  CERTAIN  CARRIERS  AND 
CERTAIN  OF  THEIR  EMPLOYEES 

By  virtue  of  the  authority  ve.sted  in  me  as  President  of  the  United 
States,  it  is  ordered  that  Executive  Order  No.  10929  of  Mai-ch  24,  1961 
(which  order  provides  for  a  coinmission  to  consider  a  controversy 
lietween,  and  involving  certain  proposals  of,  the  carriers  represented 
by  the  New  York  Harbor  Conference  Carriers'  Committee  and  certain 
of  their  employees  represented  by  various  organizations  named  in  the 
order,  all  such  organizations  being  members  of  the  Railroad  Marine 
Harbor  Council,  AFLr-CIO),  be,  and  it  is  hereby,  amended  by  sub- 
stituting for  the  second  sentence  of  section  1  thereof  the  following: 
"The  commission  sliall  consist  of  nine  membei-s  designated  by  the 
President  as  follows :  three  members  from  among  i)ersons  nominated 
by  the  carriers,  three  members  from  among  persons  nominated  by  the 
employees,  and  the  chairman  of  the  commission  and  two  other  mem- 
bers without  nominations." 


John  F.  Kexn>j)y 


The  White  HorsE, 

February  6,  1962. 


[F.R.  Doc  62-1426;  Filed,  Feb.  8,  1962;  10:4r.  a.m.] 


'  26  F.R.  2583. 
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Title  7— AGRICULTURE 

Chapter  1— Agricultural  Marketing 
S«rvic«  (Stondards,  Inspection t, 
Marketing  Practices),  Department  of 
Agricultur* 

PART  51— FRESH  FRUITS,  VEGETA- 
BLES AND  OTHER  PRODUCTS  (IN- 
SPECTION, CERTIFICATION  AND 
STANDARDS) 

Svbport — United  States  Standards  for 
Grades  of  Bermuda-Granex-Grano 
Type  Onions 

Subporf— United  State*  Standards  for 
Grades  of  Onions  (Other  Than 
Bermuda-Granex-Grano  and  Cre- 
ole Types)  ^ 

On  December  21,  1961.  a  notice  of  pro- 
posed nile  making  was  published  in  the 
Pedsxal  Ricisto  (26  PR.  12.222).  re- 
garding a  proposal  to  make  the  United 
States  Standards  for  Bermuda-Oranex 
Onions  (7  CFR  51.3195  to  51.3209)  apph- 
cable  to  Orano  onions.  The  Grano 
variety  has  previously  been  covered  by 
the  United  States  Standards  for  Grades 
of  Onions  (other  than  Bermuda-Granex 
and  Creole  Types)  (7  CFR  512830  to 
51.2850.  26  PH.  2817). 

Statement  of  considerations.  All  com- 
ments received  from  industry  members 
favored  the  proposal  as  published  on 
December  21.  1961.  with  the  exception  of 
a  single  ccxnment  which  opposed  the 
change.  No  change  is  made  in  the 
original  proposal  for  this  final  publi- 
catipn. 

After  consideration  of  all  relevant 
matters  presented,  including  the  pro- 
posal set  forth  in  the  aforesaid  notice,  it 
is  hereby  determined  that  United  States 
Standards  for  Bermuda-Granex  type 
onions  (7  CPR  51.3195  to  51.3209). 
should  be  made  applicable  to  Grano  type 
onions  and  that  the  headings  in  the 
above  subiMuts  be  amended  as  follows: 

1.  Amend  the  heading  in  the  subpart 
applicaUe  to  the  United  States  Stand- 
ards for  Bermuda-Oranex  type  onions  <  7 
CPR  51.3195  to  51.3209).  to  read  as  fel- 
lows: "Subpart — United  States  Stand- 
ards for  Grades  of  Bermuda-Granex - 
Or^mo  Type  Onions." 

2.  Amend  the  heading  in  the  subpart 
applicable  to  the  United  States  Stand- 
ards for  Orades  of  Onions  (other  than 
Bermuda-Oranex  and  Creol  Types)  (7 
CPR  51.2830  to  51.2850.  26  PR.  2817) 
to  read  as  follows:  "Subpart — United 
States  Standards  for  Orades  of  Onions 


'  Packing  of  tta«  produpt  In  conformity  with 
the  requlrenMnta  of  thcM  standanl*  ahall 
not  •zcua*  fallor*  to  comply  with  the  pro- 
vlalona  at  tb«  Fwlarftl  Food,  Drug,  and  Cos- 
metic Act  or  with  applicable  State  Law*  and 
refulatioos. 
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(Other    Than    Bermuda-Granex-Grano 
and  Creole  T>'pes) ." 

(Sec.  202-208.  60  SUt    1087,  as  amended;  7 
use    1621-1627) 

Dated:    February   6.    1962.   to  become 
effective  March  18.  1962. 

G.  R.  Grange. 
Deputy  Administrator , 
Marketing  Services. 

I F  R      Doc      63-1358;     Filed.     Feb      8,     1962; 
8  50  a  m  I 


Title  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Service   Commission 

PART  27 — EXCLUSION  FROM  PROVI- 
SIONS OF  FEDERAL  EMPLOYEES 
PAY  ACT  OF  1945,  AS  AMENDED, 
AND  CLASSIFICATION  ACT  OF 
1949,  AS  AMENDED,  AND  ESTAB- 
LISHMENT OF  MAXIMUM  STIPENDS 
FOR  POSITIONS  IN  GOVERNMEr^T 
HOSPITALS  FILLED  BY  STUDENTS  OR 
RESIDENT  TRAINEES 

Psychodrama   Interns   and   Residents 

1.  Effective  January  15,  1962.  §  27.1  is 
amended  by  the  addition  of  the  following 
items: 

§  27.1       F^xrluMion      from  provi.<«ion.'«     of 

Federal     F'.inployee<<  Pay      .\ct     and 
{'.lanniiication  .^rl. 

•  •                •  •                • 

Psychodrama  Interns.  Department  of 
Health.  Education,  and  Welfare,  third  year 
approved  postgraduate  training. 

Psychodrama  residents.  Department  o( 
Health.  Education,  and  Welfare,  fourth  year 
approved  postgraduate  training,  and  filth 
year  approved  p>oetgraduate  training  or  first 
year  approved  postdoctoral  training 

2.  Effective  January  15.  1962.  §  27.2  is 
amended  by  the  addition  of  the  following 
Items; 

§  27.2       Maximum  stipends  pre<«<-ribed. 

•  •  *  •  • 
Psychodrama      Interns.       Department      of 

Health,  Education,  and  Welfare 

Third     year     approved     postgraduate 

training $3,600 

Psychodrama  residents.  Department  of 
Health.   Education,    and   Welfare: 

Fourth    year    approved    postgraduate 

training $4,000 

Fifth  year  approved  ix>stgraduate 
training  or  tint  year  approved 
postdoctoral    training 5.000 

(61  Stat    727;   6  USC    1061-1058) 

United  States  Civil  Serv- 
ice  COIOCISSION, 

(SEAL I       Mary  V.  Winzil, 

Executive  Assistant  to 
the  Commissioner i. 

|FJl.    E>oc     62-1340:     FUed,    Feb.    8.     1902; 
8  48  am  I 


Title  13— BUSINESS 
AND  ASSISTANCE 

Chapter  I — Small  Btttia«8i 
Administration 

I  Rev.  2,  Amdt.  8] 

PART   121— SMALL  BUSINiSS  I 
STANDARDS 

Custodial  and  Janiforiol 
Contracts 

On  November  14,  1961,  there '__ 
lished  in  the  Federal  Rici8TB~(ii^ 
10633 )  Amendment  8  to  this  pail 

Notice  was  given  that  said  i*^ 
shall  become  effective  sixty  (ID) 
after      publication      in     the 
Register.     The  effective  date, 
was  January  13,  1962. 

That  notice  of  effective  date  ^  ^ 
scinded  and  notice  is  hereby  (tvMl^ 
Amendment  8  of  13  CF^  Part  Ul  (^ 
become  effective  on  September  1,  mt' 
Any  assistance  given  to  small  bvtaM 
by  the  Small  Business  AdmlnlstnttOiK 
any  other  Government  agency  iindif  Ik 
rule  set  forth  in  Amendment  t  *f^ 
the  period  of  January  13,  1963,  a^lb 
date  this  notice  appears  in  the 
Reci.ster  Is  without  prejudice  to  i 
ties  receiving  such  assistance. 

Dated:  January  13.  1962. 
John  E. 

Adminiitrgtm. 

|FR      DiK      62-1334;     Filed.    Fsb.    8, 
8:47  am  I 

Title  U-AERONAUTKS 
SPACE 

Chapter  I — Federal  Aviation 

I  Reg    Docket   No.   1066;    Reg.  No. 

PART  40— SCHEDULED  INTRSMI 
AIR  CARRIER  CERTIFICATION  Mt 
OPERATION  RULES 

PART  41— CERTIFICATION  AND  Of- 
ERATION  RULES  FOR  SCHBIUi 
AIR  CARRIER  OPERATIONS  OW* 
SIDE  THE  CONTINENTAL  UMIROr 
THE  UNITED  STATES 

PART  42— IRREGULAR  AIR 

AND  OFF-ROUTE  RULB 


■ffSmaft  In  addition  to  certain  other 
.    0:*!SSnTlng  provisions  of  Part  42 


Special  Civil  Air  Regulation; 

of  Persons  Aboard  All-Coff*  Hf" 
craft 

Authorization  for  the  carrlaf8  8l  H^ 
sons  aboard  all-cargo  aircraft  l8  |^ 
sently  contained  In  Special  CWIi" 
Regulations  No.  8R-419.  effecttfB  *•' 
uary  17.  1957  (22  P.R.  423) .  and  M.m- 
432.  effective  May  30, 1959  (24  PJU«». 

8R-419  authorizes  three  LOQAIKi^ 
tractors,  listed  In  Appendix  A  th«wfc» 


February  9,  1962 

^jH,^  couriers,  route  supervisor*, 
•J'iSSmR  flight  crewmembers  of 
^JiitnATR  contractors  in  their  cargo 
^SLJrTtoese  air  carriers  were  grwited 
•Si  fi«n  the  maximum  paaaenger 
*!!lL?Mulrements  of  Special  CivU  Air 
No  SR-406C.  as  applicable  to 
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5SSfl  Air  Regulations.  Special  Civil 
■JJJSation  No.  SR-419  also  provides 
r'^rSj!rmir  carriers  conducting  LOG- 
S  Stations  may  Individually  secure 
ESSorlxation  from  the  Adminlsfra- 
STSlbe  listed  accordingly  in  Appen- 
^'Tal  the  regulation.  Such  author- 
2i^n«B  granted  in  the  interest  of 
JJJSaiency  and  safety  of  these  essen- 
SiMt*^^'  defense  operations. 

fllfm  iithorlzes  the  carriage  of  cer- 
^BUWODB  In  cargo  operations  when 
S  fltftons  perform  specific  duties  in 
■j"^^  ^th  the  safety  of  flights,  the 
IScgnlBge  of  animals,  or  the  carriage 
JJLflloacUve  materials.   It  also  provides 
2- Ihe^rrlage  of  security  and  honor 
Mdi  to  cargo  aircraft  when  authorized 
^^Ptoderal  Government.    These  au- 
"    ""jni  were  based  on  the  conclu- 
,  compliance  with  the  passenger 
«,a  nQes  of  Parts  40.  41,  and  42  by 
carrier  when  carrying  these  paa- 
■  In  all-cargo  airplanes  placed  an 
_j«««M4i  burden  upon  the  air  car- 
i5f  concerned,  since  such  individuals 
^tM  not.  and  were  not  intended  to, 
Ml  within  the  normally  accepted  cate- 
pncC  air  carrier  passengers. 
n^  regulation  Incorporates  the  pro- 
I  of  both  Special  Regulations  in  a 
r^ulation    with    the    following 


(D  Bocently  the  Agency  has  received 
from   other   air   carriers   and 

operators  operating  flights 

„^.  LOGAIR  or  other  types  of  mlll- 
tmj  eontracts  who  wish  to  take  advan- 
t«e  of  SR-41ft.  However,  as  presently 
nUen.  it  would  require  a  revision  of 
tlH  Tvulation  or  an  exemption  thereto 
lif*  time  an  operator  Is  given  such 
irilnrtaatlon.  The  Administrator  has 
Menained  that  there  are  no  q?ecial  rea- 
■m  Is  limit  such  authorization  to 
LOQAIR  operations  or  air  carriers  and 
tM  tbta  privilege  should  be  extended 
IB  al  military  contract  air  carriers  or 
-  MBBMrelal  operators. 

<S>  Requests  have  also  been  received 
air  carriers  to  permit  carriage  of 

,  employees  and  their  depend- 

-_j  on  cargo  flights  without  complying 
trilh  the  passenger-carrying  airplane 
nqudrements  when  travdlng  on  company 
rinm  to  and  from  outlying  stations 
i  acrved  by  adequate  and  regular  pas- 
j  flights.  The  problem  of  providing 
)  persons  with  transportation  to  and 
their  duty  stations  Is  particularly 
I  outside  the  United  States.  Car- 
..«.  of  these  persons  on  cargo  flights 
h  limilar  to  the  carriage  of  the  penoDS 
iMIaiiteed  by  paragraphs  1  (a)  and  (b) 
«f  8R-4Sa  and  a  provision  is  included  au- 
thelr  transportation  on  cargo 


flights  without  fun  compliance  with  the 
pasMncer-carrying  or  passenger-service 
airplane  requirements  of  Part  40.  41,  or 

(3)  Many  ef  the  operators  may  also 
wish  to  conduct  the  cargo  flights  in  ac- 
cordance with  SRr-411A  which  authorizes 
airplanes  certiflcated  under  the  trans- 
port category  requirements  In  effect  prior 
to  March  IS,  1956.  to  be  operated  in 
cargo  service  at  certain  increased 
weights.  Airplanes  used  In  these  cargo 
flights  arc  subject  to  inspections  In  ad- 
dition to  those  normally  performed  and 
have  been  operated  Inrtdent-free  for 
many  years.  Therefore,  as  part  of  this 
regulatory  action  the  persons  authorized 
herein  may  also  be  carried  aboard  those 
airplanes  specified  In  SR-411A  at  the 
Increased  weights. 

(4)  Under  SRr-il9,  the  operator  Is  re- 
sponsible for  the  issuance  of  instructions 
to  insure  that  the  persons  carried  will 
not  interfare  witti  the  control  of  the 
aircraft.  This  requirement  is  unneces- 
sary and  is  being  deleted  in  this  reg\Ua- 
tlon.  The  pilot  In  command  of  the  air- 
craft has  the  authority  to  approve  or 
deny  access  to  the  flight  deck  of  such 
aircraft  and  is  better  qualified  to  Issue 
such  Instructions  as  are  necessary  under 
the  particulai-  circumstances  of  the  flight 
to  persons  authorized  to  enter  the  flight 
deck  under  this  regulation. 

(5)  SRr^l9  also  requires  that  the  op- 
erator furnish  the  Administrator,  prior 
to  the  carriage  of  persons  authorized 
by  the  regulation,  with  a  list  showing  t^e 
type  of  aircraft,  registration  number, 
and  an  authorization  from  the  Air  Force 
for  the  tran«)ortation  of  such  persons. 
Experience  has  shown  that  Inspection  of 
the  records  of  the  operators  involved 
will  supply  the  necessary  information. 
Therefore,  submission  of  this  informa- 
tion in  advance  is  no  longer  required 
under  this  regulation. 

In  view  of  the  foregoing,  this  regula- 
tion combines  the  provisions  of  SR-419 
and  SRr-432,  insofar  as  they  both  relate 
to  the  carriage  of  passengers  on  cargo 
aircraft,  and,  in  addition,  permits  the 
carriage  of  certain  other  persons  on  such 
cargo  flights.  The  regulation  also  per- 
mits such  flights  to  be  conducted  without 
compliance  with  the  passenger -carrying 
or  passenger-service  airplane  require- 
ments of  Part  40.  41.  or  42.  or,  in  the 
case  of  C-^4«  airplanes,  the  provisions 
of  SR-406C.  When  such  persons  are 
authorised  to  be  carried  on  airplanes 
certiflcated  under  the  transport  category 
requirements  in  effect  prior  to  March  13, 
1956,  the  airplane  may  be  operated  in 
accordance  with  the  increased  weight 
requirements  of  SR-411A. 

With  regard  to  the  carriage  of  com- 
pany employees  and  their  dependents  It 
was  deemed  necessary  to  provide  special 
requirements,  since  these  persons  may 
vary  In  age  and  agility,  and  thus  their 
ability  to  cope  with  unusual  situations 
may  be  restricted.  Therefore.  It  Is  being 
required  that  operators  Include  In  their 
operations  mapn^^"  the  iH-ocedures  nec- 
essary for  the  safe  carriage  of  such 
persofls. 
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Since  this  regulatory  action  tmgoaes 
no  additional  burden  on  any  person,  no- 
tice and  public  procedure  hereon  are 
unnecessary,  and  good  cause  exists  for 
making  it  effective  on  less  than  30  days' 

notice. 

In  consideration  <rf  the  foregoing,  the 
following  Special  Civil  Air  ReguUtlon  Is 
hereby  adopted,  effective  February  9, 
1962: 

1.  The  following  peraons,  wheb  duly  ai>- 
thorlzed  by  the  air  carrier  or  ouuuiMTClal  op- 
erator operating  the  airplane  may  be  <«r- 
rled  aboard  an  airplane  engaged  to  tne 
carriage  ol  cargo  only,  without  eomplUnoe 
with  the  passenger-carrying  or  pamngOT- 
Bcrvlce  airplane  requlrwnenta  <rf  Part*  «».  «• 
and  42.  and  SB-406C  and  SR^llA  Of  the 
Civil  Air  ReguUtions: 

(a)  A  person  performing  A  specific. duty 
nsslgnment  aboard  an  airplane  in  oonnac- 
tlon  with  the  safety  of  the  fUglU.  ";_^^^« 
carriage  of  animals,  or  radlo«ctt»e  materials 
within  the  meaning  of  and  airiijeet  to  tb*  re- 
quirements of  i  40.2  of  the  dvU  Air  Begula- 
tions;  or  while  traveUng  to  or  from  siich  duty 
assignments  where  the  air  carrier  or  com- 
mercial operator  finds  that  other  meana  of 
transportation  are  not  practicable: 

(b)  A  person  performing  duty  as  a  aecu- 
rlty  or  honor  guard  aboard  an  airfrian^or 
shipments  made  by  or  under  the  authority 
of  the  Federal  Government; 

(c)  Military  couriers,  military  route  su- 
pcrvlEors.  and  mght  crewmembers  of  any 
military  cargo  contract  air  carrier  or  com- 
mercial operator,  when  operating  under  a 
military  cargo  contract  and  specifically  au- 
thorized by  the  appropriate  miUtary  sgrv- 

ice;   and  ^       ,        _. 

(d)  Company  employees  of  the  air  carrier 
or  commercial  operator  and  their  dependents 
when  traveling  on  coiffpany  businen  to  or 
from  outlying  stations  not  served  by  ade- 
quate, regular  passenger  flights.  Wbenwich 
persons  are  carried,  cargo  win  be  loaded  in 
such  a  manner  as  not  to  obstruct  aocew  to. 
the  pilot  compartment,  or  the  appropriate 
emergency  or  regxilar  exits.  In  addition.  lor 
extended  overwater  flights,  or  for  flights  over 
uninhabited  terrain,  emergency  and  survival 
equipment  adequate  for  the  particular  oper- 
ation Involved  shaU  be  carried.  Procedures 
for  the  safe  carriage  d  company  employees 
and  their  dependents  under  this  nibpara- 
eraph  shaU  be  Incorporated  into  the  air  car- 
rier's  or   commercial    operator's   c^ierations 

manual. 

2  An  af^M-oved  seat  with  a  safety  belt  shall 
be  available  for  the  use  of  each  person  de- 
scribed in  paragraph  1.  The  locationaf  ttie 
seat  shall  be  such  that  the  occupant  wlU  not 
be  In  a  position  to  Interfere  with  the  flight 
crewmembers  In  the   performanoe  of   their 

duties.  ^  , 

3  Persons  described  In  paragraph  1  may 
be  admitted  to  the  flight  deck  of  the  airplane 
when  authorized  by  the  pilot  In  command. 


This  Special  Civil  Air  Regulation  su- 
persedes Special  Civil  Air  Regulation  Mo. 
SR-419  and  Special  CivU  Air  Regulation 
No.  SR-432.  and  shall  remain  in  effect 
until  superseded  or  rescinded. 

(Sees.  31S(a).  601.  804.  606;  72  Stat.  752.  778. 
778;  49  US.C.  1384.  1421.  1424.  1426) 

Issued  in  Washington.  D.C.,  on  Feb^ 

ruary5,1962.  

N.  E.  Halast, 
Adminittrator. 

IP.R.    Doc.    62-1860;    FUed,    Fsb.    •.    19«; 
8:40  am] 


1210 

Chopt*r  III— F«<l«rai  Aviotien  Ag«ncy 

SiMCHArm  I — All  NAVIGATION 
RfOUlATIONS 

( Alnpao*  Dockat  Ho.  63- WA-8 1 

PART  600— DESIGNATION  OF 
FEOEtAL  AIRWAYS 

PART  601 — DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Atfcrotien  of  F*<i«ral  Airways  and 
Reporting  Points 

The  iTurpose  of  these  amendments  to 
18  (00.6404.  600.6408.  ard  601.7002  of  the 
regulations  ht  the  Administrator  is  to 
alter  the  descriptions  of  Hawaiian  VOR 
Federal  airways  No.  4  and  No.  8.  and 
the  Sunrise  and  Tima  Intersections. 

Hawaiian  Victor  4  is  designated  in  part 
to  the  INT  of  the  Koko  Head.  Hawaii 
VOR  065*  and  the  Upolu  Point.  Hawaii 
VOR  003*  radials  (Sunrise  INT.)  Ha- 
waiian Victor  8  is  designated  in  part  to 
the  INT  of  Molokai.  Hawaii  VOR  067° 
and  the  Upolu  Point.  Hawaii.  VOR  012° 
radials  (Tuna  INT.).  Effective  0001 
e.s.t..  Pebniary  8.  1962.  the  Upolu  Point 
VOR  will  be  commissioned  at  a  new  site 
at  laUtude  20*1213"  N..  longitude 
155*50'47"  W.  Therefore,  effective  with 
tt^e  commissioning  of  this  facility  at  its 
new  location,  It  will  be  necessary  to  alter 
the  descriptions  of  Hawaiian  Victor  4 
and  8.  and  the  Sunrise  and  Tuna  Inter- 
sections by  substituting  radials  from  the 
Upolu  Point  VOR.  at  Its  new  location,  for 
radials  from  its  present  location.  This 
alteration  will  involve  no  additional  as- 
signment of  airspace. 

Since  these  alterations  are  editorial  in 
nature  and  impose  no  additional  burden 
on  any  person,  notice  and  public  proce- 
dure hereon  are  u'  necessary,  and  they 
may  be  made  effective  on  less  than  30 
diys'  notice. 

In  consideration-^^  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R  12582* 
11600.6404.  600.6408,  and  6017002  arc 
amended  as  follows; 

1.  In  the  text  of  |  600  6404  <  14  CFR 
600.6404)  "Upolu  Point.  Hawaii.  VOR 
003*  radials."  Is  deleted  and  Upolu 
Point,  Hawaii.  VOR  002'  radials. '  I.h  sub- 
stituted therefor. 

2.  In  the  text  of  I  600.6408  14  CFR 
600.6408)  "to  the  point  of  Intersection  of 
the  Molokai  omnirange  067*  True  and 
the  Upolu  Point.  Hawaii,  omnlranse 
012*  True  radials."  Is  deleted  and  to 
the  INT  of  the  Molokai  VOR  067  and 
the  Upolu  Point,  Hawaii.  VOR  010' 
radials."  is  substituted  therefor 

3.  In  the  text  of  i  601.7002  (14  CFR 
601.7002)     the    following    changes    are 

'made: 

a.  "Sunrise  INT:  The  INT  of  the  Koko 
Head  VOR  065*  T  and  the  Upolu  Point 
VOR  003*  T  radials."  Is  deleted  and 
"Sunrise  INT:  The  INT  of  the  Koko 
Head  VOR  065*  and  the  Upolu  Point 
VOR  002*  radials."  is  substituted  there- 
for. 

b.  "Tuna  Intersection:  The  Intersec- 
Uon  of  the  Molokai  VOR  067 '  True  and 
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the  Upolu  Point  VOR  012*  True  radials." 
Is  deleted  arui  "Tuna  INT:  The  INT  of 
the  Molokai  VOR  067*  and  the  Upolu 
Point  VOR  010*  radials."  Is  substituted 
therefor. 

These  amendments  shall  become  ef- 
fective 0001  est.,  February  8.  1962. 

(Sec    307(a),  73  SUt.  749;  40  U  S.C.  1348) 

Issued  in  Washington,  D.C  ,  on  Febru- 
ary 1.  1962. 

D.  D.  Thomas, 
Director.  Air  Traffic  Service. 

|FR      Doc     62-1323;     Filed.     Feb     8,     1962, 
8  40  am  J 


I,  February  9,  1962 


(Reg   Docket  No    1059;  Amdt   84  | 

PART  610— MINIMUM  EN  ROUTE  IFR 
ALTITUDES 

Miscellaneous  Amendments 

This  amendment  is  being  adopted  to 
insure  the  safety  of  IFR  operations  by 
establishing  the  minimum  en  route  IFR 
altitudes  for  the  route  or  portions  there- 
of contained  herein,  and  the  altitudes 
which  sissure  navigational  coverage  that 
is  adequate  and  free  of  frequency  inter- 
ference for  such  routes  or  portions 
thereof. 

As  a  situation  exists  which  demands 
immediate  action  in  the  Interests  of 
safety,  I  find  that  compliance  with  the 
notice,  public  procedure  and  effective 
date  of  provisions  of  the  Administrative 
Procedure  Act  would  be  impracticable. 

In  view  of  the  foregoing  and  pursuant 
to  the  authority  delegated  to  me  by  the 
Administrator  <24  F.R.  5662),  Part  610 
Is  hereby  amended  as  follows; 

Section  610.17  Green  Federal  airway  7 
is  amended  to  read  in  part: 

From  Fatrtan  INT.  Alaska;  to  Falrbanlu, 
Alaaka.  LFR;  MEA  4.100 

Section  610.18  Green  Federal  airway  8 
is  amended  to  read  In  part: 

From  Anchor  Point  INT,  Alaaka.  to  Kenal, 
Ahialca.  LFR;  MEA  1.900 

From  Konal,  Alaaka.  LFR.  to  Delta  Iilnnd 
INT.  Alaaka;  MEA  1.900 

From  Delta  Inland  INT.  Alaaka.  to  An- 
chorage. Alaika,  LFR;  MEA  2.000 

Section  610.20  Green  Federal  airway  10 
Is  amended  to  read  In  part; 

From  ■Pendleton.  Oreg  ,  LFR:  to  Cabbage 
Hill  INT,  Oreg  ;  MEA  7,000.  •4,400— MCA 
Pendleton    LFR.    aoutheaatbound. 

Section  610.101  Amber  Federal  airway 

1  is  amended  to  read  In  part; 

F'rom  Anchorage,  Alaaka,  LFR.  to  Sualtna 
INT    Alaaka,    MEA  2.000 

From  Eftdt  Cordova  INT,  Alaaka;  to  'Egg 
Isl.ind  INT,  Alaaka,  MEA  3,000  •2.500— MCA 
Egg  Island  INT,  weBtbouiid 

From  Egg  Island  INT.  Alaaku  to  Hlnchln- 
brook,  Alaska,  l.rR    MEA  3  100 

Section  610  102  Amber  Federal  airway 

2  IS  amended  to  read  in  part: 

From  Chena  INT  Alaska  to  Fairbanks, 
Alaska.  LFR;  MEA  2.900 

Section  610.227  Red  Federal  airway  27 
is  amended  to  read  In  part; 

From  Nenabank  INT.  Alaska;  to  Nenanr\. 
Alsiska     LFR.    MEA   3.300 


toBaaoior^ 
to  San  JoM,  OHK, 


im 


Section  610.640  Red  Federgl 
Is  amended  to  read  in  pvt: 

From  Skllak   INT.   aiMka;   to 
Alaaka,  LFR;    MEA  2.000. 

Section -610.303  Red  Federal 
is  amended  to  read  in  part: 

From  Anchorage.  Alaaka,  I#B;  to 
land  INT,  Alaaka:  MEA  2.000. 

From  Delta  Island  INT,  Ala^a:  te 
Ala.ska.  LFR;  MEA  1,900. 

From  Kenal.  Alaaka,  LFR;  to 
Alaska;  MEA  1.900.     '6. 100— MCA 
southeast  bound. 

Section  610.626  Blue  Federal 
is  amended  to  read  In  part: 

From  Beaver   INT.  Alaaka;   to 
Alaaka,  LFR;  MEA  2,600. 

Section  610.632  Blue  Federal 
is  amended  to  read  in  part: 

From  Anchorage,  Alaaka,  LFR;  to  1^^ 
INT.  Alaaka:   MEA  2,000.  ^^ 

Section  610.1001  Direct  r<Hitm-9i 
is  amended  by  adding: 

From  Altamont  INT,  Calif. 
Calif  ;   BfKA  5,000. 

Prom  Sunol  INT,  Calif. 
TV' OR;  MEA  5,000 

From    Denver,    Colo.,    VOR;    to 
Springs,  Colo  ,  VOR;  MEA  10,000, 

From  Denver,  Colo.,  VOR;  to  yiBMBtBR 
Colo  ;   MEA  10,000. 

From    Blmlnl,    B.W.I.    VOR;    to 
INT.    Fla.,    via    Control    1,180; 
•2.500— MRA. 

From  Dolpblo  INT,  Fla..  via  Oootral  IJtt 
to  Halibut  INT,  Fla.;  MZA  3,500. 

From  Halibut  INT,  Fla.;  to  *lll]||g|  gn; 
Fla  .  via  Control  1160:  MSA  OJOO.  *UA- 
MRA. 

From  Mullet  INT,  Fla.;  to  'VttpetmVtt, 
Fla  ,  via  Control  1,160;  MKA  18.000.  *1IJM.! 
MRA 

From  Porpoise  INT,  Fla,;  to  8tUf|naIIT, 
Fla  .  via  Control  1.160:  MXA  2,000. 

From  Sturgeon  INT,  Fla.,  via  Ooatoel  IMk 
to  Barracuda  INT,  Pla.;  MXA  9,000. 

From  Blscayne  Bay,  Fla.,  VOft;  U  Mki 
INT.  Fla.  via  Control  1,160;  MBA  l,«ll. 

From  Flaher  INT,  Fla..  via  Contnl  UH;  tl 
Dolphin  INT.  Fla.;   MKA  3,500. 

From  Blscayne  Bay,  Fla.,  VOR;  to 
INT.  Fla  ,  via  Control  1180; 

From  Ouppy  INT,  Fla.,  via  OOBtVOl  lUK 
to  Nlmrod  INT.  Fla.;  MXA  3,500. 

From  Nlmrod  INT,  Pla.,  via  00D««l  lUI 
to  Halibut  INT,  Fla.;  MXA  5,000, 

From  Weat  Palm  Beach,  fU„  ?Oik  ti 
•Perch  INT.  Fla.,  via  Control  1110(  IM 
2.000       *4.00O— MRA. 

From  Perch  INT,  Fla;    to  •] 
Fla.  via  Control   1160;   MXA  3,000, 
MRA 

From  Miickcrel  INT,  Fla.,  via  Control  lUk 
U}  Mullet  INT,  Fla.;  MXA  8.500, 

From  West  Palm  Beach,  FU.,  fOti  ll 
•KlPgnsh  INT,  Fla.  via  Control  llIK  Ml 
2.000       •2,500— MRA 

From  Klngnsh  INT,  Fla  ,  via  CoatnM  IIM! 
to  Shark   INT,  Fla  ;    MEA  3.000. 

From  Shark  INT,  Fla  ,  via  Control  UMt 
to  Porpoise  INT,  Fla  ;    MXA  7.000. 

From  West  Palm  Beach,  FU.,  fOB;  M 
Bonlta  INT.  Fla  .  via  Control  iMOs  ■! 
2000. 

From  Bonlta  INT.  Fla  :  to  *T»fpoa  BH 
Fla  .  via  Control  1,160;  MEA  6,800.  •M»- 
MRA 

From  Tarpon  INT,  Fla.,  via  Ooatrol  UK 
to  Snapper  INT.  Fla  ;  MEA  10,000. 

From  Snapper  INT,  Fla  ;   to  *aq«M  ttt, 
Fla,      via      Control      1,160;      MXA 
•13,000— MRA. 

From    Vero   Beach   Fla  ,   VOR;   tO 
INT,  Fla     via  Control  1.180:  MXA  « JOk 


---on  INT.  Fla.:  to  •Sturgeon  WT. 

^iiOaSol  1,180;  MEA  8.000.     •8.000- 


I 


-^—  v«o  BMich.  Fla.,  VOR;  to  Rounder 

JTZL^tU  control  1,160:  MXA  g^JOO. 

^II^^A^T  INT,  Fla  :  to  'Snapper  WT. 
jJJnsControl      1,150:       MXA      8*00. 

•*i£^Sw)er   INT,  Fla.:    to    •Barracuda 
jlj^r^rcontrol    1,150;    MEA    18,000. 

•*t2iwS*P«lm  Beach,  Fla..  VOR;  to  Pike 

JTS^rU  control  1.160;  MEA  2.000. 

"fi-rPlke  INT   Fla  ,  via  Control  1,180;  to 

■  "^tJSt    FU.:'  MEA  2,000. 

*'fi,  auDPy  INT.  FU.,  Via  Control  1.180 

^^Sm-  INT  Fla.;  MEA  2,000. 
rSrVtober  INT,  Fla.,  via  Control  1,160 
"rrL-Bl-  INT.  Fla.:   MEA  3.000. 

*°Jj«Svahore  INT,  Fla..  vU  Control  1.160 

JiSttv^  INT-  ^1* :  '^^  ^•°°°-  «    .    , 
••L-Tltelbourne.   Fla.,  LFR,   via  Control 

Jg^to^berjack  INT.  Pla.;  MXA  2.000 

HSLTAmberlack  INT,  Pla.;   to  Barrocuda 

JTfla^a  control   1,150;   MEA  2.000. 

"^I^Maytown  INT.  Fla  .  ^1*  Control  1,150; 

*W«ttTltusvllle  INT.  Fla.;   to  Squid  INT. 
-TvL  Control  1,160;  MXA  12.000. 
T;«n  sauld  INT,  Fla.,  Via  Control  1.180; 
t»iSITOewto  INT,  Fla  :  MEA  15,000. 

-  Section  610.1001  Direct  routes— U.S. 
ii  amended  to  delete: 

■MB  McAllen,  Tex.,  VOR:  to  Armstrong 
J?lte-    MXA    ^2,000.     '^SOO— MOCA. 

fNB  McAllen,  Tex.,  VOR:  to  Larwio.  Tex., 
fOX;  MXA   •3,600.     '1,900— MOCA. 

SeeUon  610.1001  Direct  route*— U.S. 
li  iBBnded  to  read  In  part: 

fran  *Bomer.  Alaaka,  LFR;  to  Granite 
BIT  AlMka,  via  Control  1,218;  MXA  7.600. 
*%jm    MTft  Homer  LFR,  aoutheaatbound. 

Seotlon  610.6003  VOR  Federal  airway  3 
g  amended  to  read  in  part: 

fnm  WMt  Palm  Beaoh,  Pla.,  VOR:  to 
•Mrt  Ptaroe  INT.  Fla.;  MXA  1,800.     'S-OOO— 


BaetiOD  610.6004  VOR  Federal  airvoay  4 
y  amended  to  delete: 

fkem  Allegheny  INT.  Pa.;  to  Johnstown, 
Fa,  worn:  mxa  4,600. 

■aoUoD  610.6004  VOR  Federal  airway  4 
k  UMDded  to  sead  in  part: 

n«B  HntMtown  INT,  Wash.;  to  LoCall 
Orr,  Waoh,;  north  westbound ,  MXA  7,000; 
MMhoartbound,  MXA  6,000. 

Bietton  610.6005  VOR  Federal  airway  5 
li  Miwrttrt  to  read  in  part: 

fkom  Konneaaw  INT,  Oa.;  to  •Dalton  IMT, 
Oa;  MXA  4/)00.     'S.OOO— MRA. 

BmOod  610.6006  VOR  Federal  airway  9 
k  MDnded  to  read  In  part: 

mm  Oniaha,  Nebr,.  VOR;  to  Carson  INT, 
losa:  MXA  3,500. 

fna  Carton  INT,  lows:  to  •Lyman  INT. 
baa;  MXA  3,800.     •8,500>-MRA. 

PI«B  Lyman  INT,  Iowa:  to  Middle  River 
HIT,  Iowa;  MEA  2,000. 

••etlon  610.6007  VOR  Federal  airway  7 
k  amended  to  read  in  part: 

PtaB  Xranavllle,  Ind.,  VOR.  tU  W  alter.; 
to  HttOB  INT,  Ind.,  Tla  W  alterjt  MSA  'S,- 

w.  *a,ooa— MocA. 

fna  Xlounutown  INT.  Pla..  tU  W  altar.; 
to  MvUnna,  Pla.,  VOR.  via  W  alter.;  MIA 
*MOI.    •1,200— MOC  A, 

fNm  Miami,  FU  ,  VOR;  to  Port  Mjero,  Fla.. 
•3.000.     •1,600— MOC  A. 
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Prom  Wort  Myen,  Pla..  VOR;  to  •Aroadla 
INT.  Pto.;  MKA  ••2,000.  •2,000— MRA, 
••1300— MOCA. 

Ftom  AroadU  INT,  Pla.;  to  LakeUnd,  Fla., 
VOR;   MXA   <2fi00.     •l.SOO— MOCA, 

Section  610.6008  VOR  Federal  airway  8 
is  amended  to  read  in- part: 

Prom  Omaha,  Nebr..  VOR;  to  Carson  INT, 
Iowa;  MXA  2,500. 

FVom  Caraon  INT,  Iowa;  to  'Lyman  INT, 
Iowa;  MXA  2,800.     •3,500— MRA. 

Prom  Lyman  INT,  Iowa;  to  Middle  River 
INT,  lowo;  MEA  2,600. 

Section  610.6009  VOR  Federal  airway  9 
is  amended  to  delete : 

Prom  MemphU,  Tenn.,  VOR:  to  •Marion 
INT,  Ark.:  MEA  2,300.     •2,500— MRA. 

Prom  Marlon  INT,  Ark.;  to  •Gllmore  INT. 
Ark;  MEA 2.300.     •4.80O— MRA. 

Prom  ailmore  INT.  Ark.;  to  'Dell  INT. 
Ark.;  MEA  * •4.800.  •3,000— MRA.  ••1,600— 
MOCA 

Protn  Dell  INT.  Ark.;  to  Maiden,  Mo.,  VOR; 
MEA  •8,000.    •1,600 — MOCA. 

Prom  MemphU,  Tenn.,  VOR,  via  E  alter.; 
to  Ramsey  INT,  Tenn.,  vU  E  alter.;  MEA 
2,300. 

Prom  Ramsey  INT,  Teixn.,  via  E  alter.;  to 
•Driver  INT.  Ark.,  via  E  alter.;  MEA  ••6,000. 
•3,000— MRA.     ••1,600~MOCA. 

Piom  Driver  INT,  Ark.,  via  E  alter.;  to 
•Holland  INT,  Mo.,  via  E  alter.;  MKA  ••3,000. 
•3,000— MRA.     ••1,700— MOCA. 

Prom  Holland  INT,  Mo.,  via  E  alter.;  to 
Maiden.  Mo.,  VOR,  via  E  alter.;  MEA  '3,000. 
•1,700— MOCA. 

Section  610.6009  VOR  Federal  airway  9 
iB  amended  by  adding: 

Prom  MemphU,  Tenn.,  VOR:  to  •Driver 
INT.  Ark.;  MXA  ••3,000.  •3,000— MRA. 
•  •2,30<>-MOCA. 

Prom  MemphU,  Tenn.,  VOR,  via  W  alter.; 
to  *Dm  INT,  Ark.,  vU  W  alter.;  MXA  ••2,000. 
•3,000— MBA.     ••1.700— MOCA. 

Prom  DeU  INT,  Ark.,  via  W  alter.:  to 
Blythevllle,  Ark.,  VOR.  via  W  alter.;  MEA 
•2,000.     •1,700— MOCA. 

Prom  BlythevUle,  Ark..  VOR;  to  Maiden, 
Mo.,  VOR;  MXA  'S-OOO.     •1,700— MOCA, 

Section  610.6009  VOR  Federal  airumy  9 
is  amended  to  read  in  part: 

Prom  Victoria  INT.  Mlao..  via  E  alter.;  to 
•MllUr  INT,  Mlao.,  Via  X  alter.;  MXA  1.500. 
'3  000    jfBA 

Prom  Miller  INT.  Mlao.,  vU  X  alter.;  to 
MemphU,  Tonn.,  VOR,  vU  E  alter.;  MXA 
1,500. 

>tom  MomphU.  Tonn,,  VOR;  to  Ollmore 
WT,  Ark.;   MXA   •2.000,      •1.700— MOCA. 

From  Marengo  INT,  III,:  to  Dacy  INT,  111,; 
MXA  3300. 

From  Dacy  INT,  111 :  to  Harvard  TNT,  111.; 
MXA  a,ioo. 

flection  610.6011  VOR  Federal  airway 

11  ia  amended  to  read  in  part: 

From  MemphU,  Tenn..  VOR:  to  •Driver 
INT.     Ark.:     MXA     ••2.000,       •8.000— MRA. 

••1,700— MOCA. 

From  Driver  INT.  Ark.;  to  BlytbevllU.  Ark., 
VOR;  MXA  ^2,000.     •1,700— MOCA. 

Section  610.6012  VOR  Federal  airway 

12  la  amended  to  read  in  part: 
From  Mound  INT,  III.;  to  Bible  Orove,  111., 

VaOi  MKA  •2,800,     •1,000— MOCA. 

From  Bible  Orove,  lU.,  VOR;  to  Lewis,  Ind., 
VOR:  MXA  •2.800.     •1,900— MOCA. 

Section  610.6013  VOR  Federal  airway 
15  is  amended  to  read  In  part: 

From  Hope  INT.  Minn.;  to  Cannon  City, 
Minn.,  VCm;  MSA  2,400. 


1211 

From  Cannon  City.  Minn..  VOB;  to  Fom- 
Ington,  Minn..  VOR;  MBA  2.800. 

Section  610.6014  VOR  Federal  airway 

14  Is  amended  to  read  in  part: 

Prom  •Caprock  INT.  N.  Mez.,  vU  S  alter.; 
to  ••Whlteface  INT,  Tex..  vU  8  altor.;  MKA 
•••7.000.  •7.60O— MRA.  ••8.000— MRA. 
•"5,500— MOCA. 

Section  610.6015  VOR  Federal  airway 

15  is  amended  to  read  in  part: 

From  College  Station,  Tex.,  VOR;  to  Satin 
INT,  Tex.;   MKA  '2,000.      •1,700— MOCA. 

Prom  Satin  INT,  Tex.;  to  Waco.  Tex..  VOR; 
MEA  2,000. 

Section  610.6016  VOR  Federal  airway 

16  is  amended  to  read  in  part: 

From  •Lazy  X  INT,  Tex.,  via  S  alter.;  to 
Abliene,  Tex.,  VOR,  via  S  alter.;  MEA  4,000. 
*  4, 400— MRA. 

From  Pipe  Line  INT,  Tex.;  to  Muotang  INT, 
Tex.;  MEA  •8,300.     •4300— MOCA. 

From  Pulaski,  Va.,  VOR;  to  Roanoke,  Va., 
VOR;  MEA  6,300. 

Prom  Roanoke.  Va..  VOR;  to  GordonsvUle, 
Va.VOR;  MEA  6,000. 

Prom  Roanoke,  Va..  VOR.  via  N  alter.;  to 
Montebello,  Va..  VOR,  vU  N  alter.;  MEA 
6,000. 

Section  610.6019  VOR  Federal  airtoay 
19  is  amended  to  read  ini>art: 

From  Denver,  Oolo.,  V<»;  to  •BUtte  INT, 
Colo,;    MEA  7,600.      •lO.BOO— MRA. 

Section  610.6022  VOB  Federal  airway 

22  is  amended  to  read  in  part: 

Prom  Marlanna.  Pla..  VOK;  to  Blounts- 
town  INT.  Pla.;  MEA  "2.000.     •!,«»— MOCA. 

Prom  Blountctown  INT.  fla.;  to  Holland 
INT.  Pla.;   MXA  'a.©©©.     •  1.400— MOCA. 

Prom  Holland  INT.  Pla.;  to  Tollahaoaee. 
Fla.,  VOR;  MEA  ^2,000.     •IJWO— MOCA. 

Prom  TalUhaosee,  FU.,  VOR;  to  OreenvllU 
INT.  Pla.;  MEA  •2.000.     •1.800— MOCA. 

From  Greenville  INT.  PU.;  to  Lee  INT,  Pla.; 
MEA  *2.000.     •1,500— MOCA. 

From  Lee  INT,  Pla.;  to  Taylor,  PU..  VOR; 
MEA  •2,000.     •1,400— MOCA. 

Prom  Taylor,  Pla.,  VOR;  to  Monlac  INT. 
Pla;.  MXA  •2,000.     "1,200— MOCA. 

From  Monlac  INT,  Pla.;  to  BryoevllU  INT, 
Fla.:  MXA  •2,000.     •1.800— MOCA. 

From  BrycevlUe  INT,  Pla.;  to  JaekoonvllU, 
Fla..  VOR;  MEA  •2.000.     •1.800— MOCA. 

Section  610.8023  VOR  Federal  airway 

23  is  amended  to  delete: 

Prom  PortUnd,  Oreg.,  VOB,  via  W  alter,: 
to  *8nver  Lake  INT,.  Oreg,,  vU  W  alter,;  MXA 
6.000.     •8.800— MRA. 

Prom  Silver  Lake  INT,  Oreg..  vU  W  alUr.; 
to  MayfloldlNT.  Wartx..  via  W  alter.;  MXA 
5,000, 

Prom  Mayftold  INT.  Waoh,,  vU  W  alter,; 
to  OlympU,  Waoh..  VOR,  vU  W  alter.;  oouth- 
bound,  MKA  5,000;  northbound,  MXA  44)00. 
-  Prom  OlympU,  Waoh,.  VOR.  via  W  alter,; 
to  Seattle,  Waoh.,  VOR,  via  W  alter.;  MXA 
3,000. 

Section  610. 6S5  VOR  Federal  airway  iS 
Is  amended  to  read  in  part:. 

Prom  'Reno  INT.  Oa..  via  X  alter.;  to 
HarUfleld  INT,  Oa..  via  X  alter.;  MXA 
••2,000.     •4,500— MRA.     ••  1  .TOO— MOCA. 

rrom  Harttfteld  INT.  Oa.,  vU  X  alter.;  to 
Sale  INT,  Oa.,  via  K.  alter.;  MXA  •SXWO. 
•1,800— MOCA. 

Prom  Sale  INT.  Oa..  vU  B  alter.;  to  Albany, 
Oa.,  VOR.  via  X  alter.;  MKA  •2,000.  •1.800— 
MOCA. 

Prom  •CopeUnd  INT,  fla.;  to  Hickory  INT, 
PU.;  MEA  ••2.500.  •2,800— MRA.  ••1.100— 
MOCA. 
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Prom  HlekcMT  IMT.  FU.;    to  Fort   Myers. 

FU.,  VOB:  MBA  •a.ooo.   *  1.400— mcx;a. 

From  Fort  Myers.  FU..  VOR;  to  St.  Peters- 
burg, Fl».,  VOR;  MIA  'a.OOO.     •  1 .800— MCXJA. 

From  *Ve8a  WT.  FU.,  vU  W  alter :  to 
**CopeUnd  DfT.  FU.,  tU  W  alter:  MEA 
•••8300.  •3J00— MRA.  ••2.500— MRA 

•••1.100— MCX3A. 

Section  610.6037  VOfl  Federal  airway 
37  Is  amended  to  read  in  part: 

From  'Marlow  INT.  Oa.,  vU  W  alter  :  to 
Kgypt  INT.  Oa..  vU  W  alter;  MEA  ••  1.700 
•1.700— MRA.    ••1,500— MOC  A. 

From  Bgjpt  INT.  Ga .  via  W  alter  :  to 
Kildare  INT.  Oa..  via  W  alter  :  MEA  •!  700 
•1.500— MOC  A. 

Section  610.6039  VOR  Federal  airway 
39  Is  amended  by  adding : 

From  Presque  Isle,  Maine.  VOR;  to  U  S  - 
CanadUn  Border:  MKA  3.500. 

Section  610.6042  VOR  Federal  airway 
42  is  amended  to  read  in  part : 

From  Allegheny  INT.  Pa;  To  Johnstown, 
Pa.,  VOR;  MKA  4,500. 

Section  610.6044  VOR  Federal  airway 
44  is  amended  to  read  in  part : 
From    CentralU,   111  .    VOR;    to   SamsvlUe 

m..  VOR:  MSA  •a^oo.    •a.ioo— moca 

From  SamsTUle,  m.,  VOR;  to  Patton  INT. 
Ind.;  MSA  'ajOO.     •1,800— MOCA. 

From  Patton  INT.  Ind.;  to  Decker  INT,  111  ; 

MKA  •a.aoo.   •i.eoo— MOCA. 

Section  610.6046  VOR  Federal  airway 
46  is  amended  to  read  in  part : 

From  Hampton,  N.T.,  VOR;  to  Nantucket, 
Mass..  VOR;   MEA  a.OOO 

Secti<Hi  610.6050  VOR  Federal  airway 
SlO  is  amended  to  read  in  part : 

From  Decatur,  111.,  VOR;  to  'Areola  INT. 
HI.:  MKA  ••3,400.  •3.000— MRA.  •'2.000— 
MOCA. 

Section  610.6051  VOR  Federal  airway 

51  is  amended  to  read  in  part : 

From  Kennesaw  INT.  Ga  .  via  W  alter  ;  to 
•Dalton  INT,  Oa..  via  W  alter  ;  MEA  4.000 
•5,000— MRA. 

Section  610.6052  VOR  Federal  airway 

52  ii  amended  to  read  in  part: 

From  Boulder  INT,  lU.;  to  'Cartter  INT, 
lU.:  MKA  ••a.800.  •a.SOO— MRA  ••  1,700— 
MOCA. 

Section  610.6055  VOR  Federal  airway 
55  is  amended  to  read  in  part: 

From  Dayton.  Ohk>,  VOR.  via  E  alter  :  to 
•Roekford  INT,  Ohio,  via  E  alter  ;  MBA 
a,300.     •3,000— MRA. 

From  Rockford  INT.  Ohio,  via  E  alter  ;  to 
Ft.  Wayne,  Ind..  VOR.  via  E  alter  ;  MEA 
3JS00. 

Section  610.6066  VOR  Federal  airway 
S€  is  amended  to  read  in  part : 

Rom  •Lasy  X  INT.  Tex.;  to  AbUene.  Tex  . 
VOB;  MKA  4.000.     •4.400— MRA. 

Section  610.6067  VOR  Federal  airway 
97  is  amended  to  read  in  part: 

nom  *CUrk  nVT,  Iowa;  to  ••Washburn 
nrr.  Jaw;  MKA  3,500.  •3.ao&— MRA. 
••S.a00— MRA. 

From  Washtnim  INT,  Iowa;  to  Waterloo, 
Iowa.  VOR;  MKA  3.500. 

Section  610.6068  VOR  Federal  airway 
a  la  amended  to  read  in  part: 

l^om  King  HIT,  Tn..  tU  8  alter.;  to  San 
Angalo.  Tnc  V(».  tU  8  alter.;  MKA  ••7.600. 
•4.T0O— MRA.     ••S.900— MOCA. 
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From  Klngsvllle  INT.  Tex.;  to  •Salada 
INT.  Tex  ;  MEA  •  •2,000.  •«.0OO— MCA  Salada 
INT.   southbound.      ••  1.100— MOCA. 

From  Salada  INT,  Tex.;  to  Armstrong  INT, 
Tex     MKA  '6,000      '1.100— MOCA. 

Section  610.6071  VOR  Federal  airway 
71  is  amended  to  read  in  part: 

From  Butler.  Mo  .  VOR  to  Kansas  City, 
Mo  .  VOR:    MEA  3.000 

Section  610.6076  VOR  Federal  airway 
76  is  amended  to  read  in  part : 

From  San  Angelo,  Tex  ,  VOR  via  N  alter  : 
to  Lometa.  Tex  ,  VOR  via  N  alter  ,  MEA 
•3.500       '3.100— MOCA 

Section  610  6089  VOR  Federal  airway 
89  is  amended  to  read  in  part: 

From  Denver.  Colo  .  VOR,  to  'Platte  INT. 
Colo  .   MEA  7,500      '10,500- -MRA 

Section  610  6097  VOR  Federal  airivay 
97  IS  amended  to  read  in  part: 

From  La  Belle,  Pla  ,  VOR;  to  'Arcadia  INT, 
Fla  .  MEA  1.300.      '2,000— MRA. 

Section  610,6103  VOR  Federal  airway 
103  is  amended  to  read  in  part: 

From  Henry  INT,  Va  ;  to  Roanoke,  Va  , 
VOR:  MEA  5. 800 

Prom  Roanoke.  Va  .  VOR:  to  Covington 
INT,  Va  ;  MEA  5,000 

Section  610.6103  VOR  Federal  airway 
103  is  amended  to  delete: 

From  Navarre,  Ohio,  VOR.  to  Cleveland, 
Ohio,  VOR.  MEA  2.500 

Section  610.6103  VOR  Federal  airway 
103  is  amended  by  adding: 

From  Akron.  Ohio.  VOR;  to  US  -Canadian 
Border.  MEA  '3,500       '2.300— MOCA 

Section  610.6141  VOR  Federal  airway 
141  is  amended  to  read  in  part: 

From  Cohassett  INT.  Ma&a.  to  Boston, 
Mass  ,  VOR.  MEA  2,000 

Section  610.6148  VOR  Federal  airway 
148  is  amended  to  read  in  part: 

Prom  Redwood  Falls,  Minn  ,  VOR;  to  Bis- 
cay INT,  Minn  ;  MEA  2,500 

From  Biscay  INT.  Minn  :  to  Minneapolis, 
Minn  ,  VOR;  MEA  2,300. 

Section  610  6157  VOR  Federal  airway 
157  is  amended  to  read  in  part: 

From  "Pine  INT.  Fla  .  via  W  alter ;  to 
•'Bunker  INT.  Fla.  via  W  alter.;  MEA 
'"3.300.  '3.300— MRA  "2.000— MRA. 

•"1.100— MOCA. 

Section  610.6159  VOR  Federal  airway 
159  is  amended  to  read  in  part: 

Prom  St.  Lucie  INT.  Pla.,  via  W  alter.;  to 
'Dixie  Ranch  INT.  Pla,  via  W  alter;  MEA 
"1.700.      '2.000— MRA.      • '12.000— MOCA. 

From  West  Palm  Beach.  Pla.  VOR;  to 
•Fort  Pierce  INT,  Fla  ;  MEA  1.500.  '3,000 — 
MBA 

Prom  Orlando,  Fla  .  VOR.  via  W  alter  ;  to 
Clermont  INT.  Pla  ,  via  W  alter  ;  MEA  '2,000. 
•1.700— MOCA 

From  Clermont  INT.  Pla  ,  via  W  alter.;  to 
Center  HIU  INT.  Fla..  via  W  alter.;  MEA 
•3,000.     •1,300— MOCA. 

Prom  Center  Hill  INT.  Pla  .  via  W  alter  ; 
to  Ocala,  Pla  .  VOR  via  W  alter  ;  MEA  •2,000. 
•1.300— MOCA. 

Prom  Cotton  INT,  Ga..  via  W  alter  ;  to  Sale 
INT.  Ga.,  via  W  alter.;  MEA  •3,000.  •1,300— 
MOCA. 

From  Sale  INT.  Ga .  via  W  alter  ;  to  Al- 
bany, Ga.,  VOR  via  W  alter  ;  MEA  •a.OOO. 
•1. 600— MOCA. 
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Prom  Albany.  Ga..  VOR;  to  *t 
Ga.;  MEA  ••a.aoO.     'S.SOO— MRA.    ••Ufi^ 
MOCA.  *^» 

From  Shellman  INT.  Ga.;  to  •SmvmM^k 
Oa  ;  MEA  •'2.200  ^2.300— MRiL^5!<ff 
MOCA.  ^^^ 

From  Sawmill  INT.  Ga.;  to  Kulaak.  t^ 
VOR;    MEA    '2.200.      •1,700— MOCiL* 

Section  610.6161  VOR  Federal 
161  is  amended  to  read  in  part: 

From  'Marshall town  INT.  Iowa;  to* 
beck   INT.   Iowa:    MEA   2,300.      •i 
"2.700— MRA 

From    Relnbeck    INT.    Iowa;    to 
Iowa.  VOR;  MEA  2.300. 

Section  610.6163  VOR  Federol 
163  is  amended  to  read  in  part: 

From  Armstrong  INT,  Tex.;  to  'SaladaBf 
Tex  ;  MEA  "6,000.  'e.OOO— MCA  BalltfiB* 
southbound      "1,100 — MOCA. 

From  Salada  INT,  Tex  ;  to  KlngtrQk  ]■* 
Tex;    MEA    '2,000.      'l, 100— MOCA. 

Section  610.6168  VOR  Federal 
168  is  amended  to  read  in  part: 

From    Scottsbluff,    Nebr..   VOR;    to  I 
INT.  Nebr  ;  MEA  5.400. 

From  Snake  INT,  Nebr.;   to  OHeUl 
VOR:    MEA   '13.000.      'S.eOO— MOCA.  ' 

Section  610.6179  VOR  Federal 
179  is  amended  to  read  in  part: 

From  Centralla,  111..  VOR;  to  •C«rtt«^ 
111;  MEA  "2,300.  '2.300— MRA.  •*1J||J 
MOCA 

From  Cartter  INT,  111  ;  to  Bible  OrOft  VL 
VOR;  MEA  3.300.      '1,600— MOOA. 

Section  610.6191  VOR  Federal 
191  is  amended  to  read  in  part: 

From  Hillsboro  INT,  111.;  to  Decatw,  OL, 
VOR.    MEA   '2,400,      •  1,900— MOCA. 

Section  610.6201  VOR  Federal 
201  is  amended  to  read  in  part: 

From  Carp  INT.  Call!.;  to  »'*''g*th  OTT, 
Calif  ;   MEA   '5.000.     'a.OOO— MOCA. 

Section  610.6213  VOR  Federal 
213  is  amended  to  read  in  part: 

From    Bolton    INT.    N.C.;    to 
INT.  NC  ;    MEA   'S.OOO.     •1.400— MOOk 

Section  610.6225  VOR  Federal 
225  is  amended  to  readjn  part: 

Prom  Fort  Myers,  Fla.,  VOR;  to  lA  ■§ 
Fla.  VOR;    MEA   *2.000.      •  1300— MOOA. 

From   La    Belle.    Pla.,   VOR;    to 
INT,     Tex;      MEA     ••2,000.        ^4,0 
"1,200— MOCA. 

Prom  Brighton  INT.  Tex.;  to  •DUtol 
INT.      Fla.;      MEA      ••2,000.        •a.C 
'  •  1 ,300— MOCA. 

From  Dixie  Ranch  INT.  Fla.;  to  VsroBWi. 
Fla,  VOR;   MEA   '2,000.     ^1,200— MOO*. 

From  Key  West.  Pla.,  VOR;  to  B1t«(  Wt 
Fla  ;    MEA    •a.OOO.      •1.100— MOCA. 

From   Rivet  INT,  Pla.;   to   •Cape 
INT.     Fla.;      MEA      ••S.OOO. 
••1.000— MOCA. 

From  Cape  Romano  INT.  PU.;  to  1h* 
Myers.  Fla.  VOR;  MEA  '3.000.  'IJ*- 
MOCA 


Section  610.6227  VOR  Federal 
227  is  amended  to  read  In  part: 

From  Rosewood.  Ohio.  VOR;  to  •! 
INT,  Ohio;  MEA  3,300.     •3,000— MBA. 

Section  610.6243  VOR  Federal 
243  is  amended  to  read  in  part: 

From  Kennesaw  INT,  Oa.;  to  •Daltoa  ■t 
Ga  ;   MEA  4,000.      •6.000— MRA. 

Section  610.6253  VOR  Federal 
253  is  amended  to  delete: 


Urr   Utah;  to  'Tlmple  IMT, 
^•15.000.     •16.000— MCA  Tlmple 
lisound.     ••13.000— MOGA. 

610  6258  VOR  Federal  ainoay 
to  read  in  part: 
Camp  INT.  W.  V».;  to  Roanoke, 

•.000  ^  ,«.- 

;e,  Va..  VOR;  to  Penhook  INT, 


#10  6260  VOR  Federal  airway 
lij'jinded  to  read  in  part: 
\^  aatnelle,  W.  Va..  VOR;  to  Roanoke, 
^wrmi  MSA  6.000. 
^l^^loanoke.  Va  .  VOR;  to  Bedford  INT. 

^i^ltoiooke.  va  .  VOR  via  S  alter.;   to 
^^nrrV»'  ^'^  ^  alter.;  MEA  6.800. 


__^  610.6264  VOR  Federal  airway 
J^ioended  by  adding: 

.  ,  •Preecott.  Ariz..  VOR:  to  ••ComvUle 
JJT^  MBA  10.000.  •8,600— MCA  Prea- 
S  «ML  eastbound.  •9,000— MCA  Pres- 
2  TJ|5b.  westbound.  ••  18.000— MCA 
g.^ma  DfT,  eastbound. 
^WOwavUl*  INT.  Arlx.:  to  'Wlnalow, 
J^OR;  MEA  ••13.000.  •8,600— MCA 
■JhJjVoB.  iwetbound.    ••11,000— MOCA. 

a^maslow.  Ariz..  VOR;  to  Cro#npolnt, 
■  ^T^OR:  MEA  10.500. 

Sotownpolnt.  N.  Mex .  VOR;  to  -Ly- 
JSTlKT.  N.  Mex  :  MEA  ••13,000.  'la,- 
yyp*  '  ••10,000 — MOCA. 

1MB  Lybrook  INT.  N.  Mex  ;  to  Taoa,  N. 
^^fipm  MEA  13.000. 

Seetion  610.6267  VOR  Federal  airway 
Hr k  amended  to  read  in  part: 

iPahokee.  Pla..  VOR;  to  •Dixie  Ranch 
1,300.     •a.OOO— MRA. 
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From  Klncflah.  Fla..  VOR;  to  BontU  INT, 
Fla.;   MKA  •3.000.     •1,000— MOCA. 

From  Oriando.  Fla.,  VOR:  to  Clermont  INT. 
Fla.:  MKA  •2.000.     •l.TOO— MOCA. 

From  CterraoBt  WT,  Fla.;  to  Center  HIU 
INT.  FU.;  MKA  •2.000.     •  1,300— MOCA. 

SecUon  610.6415  HAWAII  VOR  Fed- 
eral airway  15  is  amended  to  read  in 
part: 

From  Int.  097  M  rad.  South  Kauai  VOR; 
and  119  M  rad,  Ubue  VOR;  to  Seaweed  INT, 
Hawaii;  Southeastbound.  MEA  3.000;  north- 
westbound,  MEA  4,000. 

From  Seaweed  INT,  Hawaii;  to  Breakers 
INT.  Hawaii;  MKA  4,000. 

Section  610.6423  VOR  Federal  airway 
423  Is  added  to  read: 

From  Ithaca.  N.T..  VOR;  to  Syracuse,  NT., 
VOR;  MBA  3,500. 

SecUon  610.6429  VOR  Federal  airway 
429  is  aini*rv*«^  to  read  in  part: 

From  Decatur,  m..  VCm;  to  Champaign, 
lU..  VOR:  MKA  •3,800.     •ajOO— MOCA. 


SKtloD  610.6277  VOR  Federal  airtoay 
277  ii  amended  to  read  in  part: 

MB  Botewood,  Ohio.  VOR;  to  'Rockford 
Wrt,  OMo;  MKA  3.900.     *3,000— MRA. 

SHttOB  610.6287  VOR  Federal  airw€iy 
W  k  HMnded  by  adding : 

k  Portland,  Greg.,  VOR;  to  Sliver  Lake 
r.;  MEA  5.000. 

Lake  INT.  Oreg.;  to  MayfleM 

;  MKA  6.000. 

n^  M-y*^"*  INT,  Wash.:  to  Olymiria. 
VOB,  nor th west boimd,  MKA  4.000; 
HCbound,  MEA  5,000. 
X  OlyrapU,  Wash..  VOR;  to  Purdy  DfT. 
aorthwcetboimd,  MKA  3,000;  south- 
1 6,000. 
Mb  Furdy  INT,  Wash.;  to  •Bremerton 
m.  Wartl.;  MEA  ••6,000.  •6,000— MRA. 
••UM-MOCA. 

ftOABnmerton  INT.  Wash.;  to  Lofall  INT, 
IWk:  lOA  •6.000.     •4.000— MOCA. 

Ikaa  Lofall   INT,   Waah.;    to  Jamestown 
MS,  Waali.;    northwestbound.    MEA    7,000; 
Htboxmd,  MEA  5,000. 
_i«Mneetown  INT,  Wash.;  to  Port  An- 
Waah..  VOR;   eastbound,  MKA  5,000; 

I  MEA  2.000. 

from  Port  Angeles.  Wash  .  VOR;  to  Neah 
Iqr.   Wash..    LFR;     MEA»    ^7,000.     •4.000— 


Section  610.6436  VOR  Federal  airway 
436  is  amended  to  read  in  part: 

From  Kenal.  Alaska.  LFR;  to  Anchorage, 
Alaaka.  VOB:  MEA  2,000. 

From  Anchorage.  Alaska,  VOR;  to  Beluga 
INT,  Alaska:  MEA  3.000. 

Section  610.6438  VOR  Federal  airway 
438  is  amended  to  read  in  part: 

From  •Skllak  INT,  Alaska;  to  Anchorage, 
Alaska,  VOR;  MEA  3,000.  •4,000— MCA 
Skllak  INT,  southbound. 

From  Anchorage.  Alaska,  VOR;  to  Willow - 
Int,  Alaska:  MKA  3,000. 

Section  610.6440  VOR  Federal  airway 
140  is  amended  to  read  in  part: 

From  •Anchorage,  Alaska,  VOR;  to  ••Alex- 
ander nrr.  Alaska:  MKA  3.000.  •5,400— MCA 
Anchorage  VC»,  southeastbound.  ••  5,000— 
MCA  Alsxander  INT,  northwestbound. 

Section  610.6446  VOR  Federal  airway 
446  is  amended  to  read  in  part: 

From  Boulder  INT.  HI.;  to  •Cartter  INT, 
111.:  MKA  ••3300.  •3300— MRA.  ••1,700— 
MOCA.  „,      ^, 

From,  Cartter  INT,  ni.;  to  Samsvllle,  ni., 
VOB;   •2.200.     •1,800— MOCA. 

Sectkm  610.6451  VOR  Federal  airway 
451  is  amended  to  read  in  part: 


610.6293  VOR  Federal  airway 

US  It  amended  to  read  in  part: 

ftanlA  Belle,  Pla..  VOR;  to  •Arcadia  INT, 
Ha;  MKA  1,300.     •2,000— MRA. 

BKtton  610.6295  VOR  Federal  ainoay 
9S  k  amended  to  read  in  part: 

.  Pike  INT,  Pla.;  to  "Perch  INT.  Fla.; 
••3.600.        •4.000— MRA.        ••1.000— 


Vtam  Pwch  INT,  Fla.;  to  •Kingflsh.  Fla., 
IXOB;    MKA     ••3,000.     ^3,600— MRA.     ••!.- 


From  Int  192  M  rad.  Whitman.  Mass..  VOR; 
and  182  M  rad.  Providence,  RJ..  VOR;  to 
Whitman.  Mass.,  VOR;   MEA  1.500. 

Section  610.6456  VOR  Federal  airway 
456  is  amended  to  read  in  part: 

From  Inlet  INT.  Alaska;  to  Anchorage. 
Alaska.  VOR:  MEA  2,000. 

Section  610.6489  VOR  Federal  airtoay 
489  is  amended  to  read: 

rrom  Faterson  INT,  N.J.:  to  'Christie  INT, 
N.Y.:  MBA  2,000.  •a.VOO— MCA  Christie  INT, 
northboxmd.  _  ^ 

Jtom  Christie  INT,  N.Y.;  to  Clermcmt,  N.T., 
VOR;  MKA  2,700.  ^  ^ 

mmk  CMrmont,  N.Y.,  VOB;  to  Albany.  NT., 
VOB;  MKA2.60Q. 

Section  610.6504  VOR  Federal  airway 
504  is  amended  to  delete: 

From  Nenana.  Alaska.  VOR:  to  Fairbanks, 
Alaska.  VOR;  MBA  3,900. 


Section  610.6508  VOR  Federal  airtoay 
508  is  amended  to  read  in  part: 
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From    •SkUak    IMT.    Alaska,    to 
Alaska.     VOR;     MKA    IJKO.       •' 
Skllak  INT,  southsastbownd. 

Section  610.6839  VOR  Federal  airway 
839  is  amended  to  read  in  part: 

Prom  Navarre,  Ohio,  VOR:  to  Kent  INT. 
Ohio;  MEA  2,600. 

Prom  Kent  INT,  Olilo;  to  CleT^and,  Ohio, 
VOR;   MEA  3,000. 

Section  610.6843  VOR  Federal  airway 
843  is  amended  to  read  In  p«rt: 

From  Albany,  Ga.,  VOB;  to  Salt  DfT,  Oa.; 
MEA  '3,000.     •1,600— MOCA.  _ 

Prom  Sale  INT.  Ga.;  to  Cotton  WT.  Oa.; 
MEA  •2,000.     •1.300— MOCA. 

Prom  Chattanooga.  Tenn..  VOB;  to  •Dal- 
ton INT,  Oa.;  MEA  8,000.     •5,00(^MBA. 

PrtHn  •Copeland  WT,  Fla.;  to  Blckovy  DTT, 
Fla.;  MEA  ••S.SOO.  •8,800— MBA.  ••1,100— 
MOCA.  ^ 

From  Hickory  INT,  Fla.;  to  Wort  Myers, 
Pla.,  VOR;  MKA  •2,000.     •1,400— MOCA. 

Prom  Ptort  Myers.  Fla.,  VOB:  to  •Arcadia 
INT,  Pla.;  MEA  ••2.000.  •2,000— MBA. 
•  '  1 .300 — MOCA. 

From  Arcadia  INT.  Fla.:  to  I^itwland.  Fla., 
VOR;  MBA  •2.000.     •IJOO— MOCSA. 

Section  610.6855  VOR  Federal  airwtm 
855  is  amended  to  read  in  part: 

From  Washington.  D.C..  VOB:  to  Glen 
INT,  Va.;  MEA  2,100.  

Prom  Glen  INT.  Va.;  to  BamsirlUe  IMT, 
Va..  MEA  2J00. 

From  Barnsvllle  INT,  Va.:  to  Martlnsburg. 
W.  Va.,  VOR;  MEA  3,200. 

Section  610.6859  VOR  Federal  airway 
859  is  amended  to  read  in  part: 

From  Decatur,  ni..  VOB;  to  Palmer  IMT, 
111.:   MEA  '2,400.     •I,*)©— MOCA. 

Section  610.6875  VOR  Federal  airway 
875  is  amended  to  read  in  part: 

Prom  Montebelk).  Va..  VOB;  to  Roanoke, 
Va..  VOB;  MKA  6.000. 

Prom  Roanoke,  Va..  VOB;  to  Pulaski,  Va.. 
VOR;  MEA  5,300. 

Section  610.6881  VOB  Federal  airway 
881  is  amended  to  read  in  part: 

Prom  •Copeland  INT,  Fla.;  to  Hickory  iNT, 
Pla;  MEA  ••2,600.      •2,600— MRA.     ••1.100— 

MOCA.  .  „ 

Prom  Hickory  INT.  Fla.;  to  Fort  Mxers.  Fla., 
VOR;  MEA  •3,000.     •1,400— MOCA. 

From  Fort  Myers.  Fla..  VOR:  to  •A«»d*a 
INT,  Pla.;  MEA  ••3.000.  •3,000— MRA. 
••1,300— MOCA.  ,      ^    _ 

From  Arcadia  INT.  Fla.:  to  Lakeland.  Ka., 
VOR;   MEA  •2,000.     •1^00— MOCA. 

From  Asherflle,  W.C.,  VOR:  to  •Ibman  DTT. 
B.C.;  MKA  6,000.  •4,000— MCA  InoiMi  DTT, 
northbound.  ' 

From  Inman  INT,  B.C.;  to  Greenwood,  S.G.. 
VOR-  MEA  •3,000.     •2,600— MOCA. 

From  Greenwood,  S.C,  VOR;  to  Augusta. 
Ga.,  VOR;  MKA  •a.SOO.     •2,100— ifOCA. 

Section  610.6885  VOR  Federal  awwait 
885  is  amended  to  delete: 

Prom  Washington,  D.C.,  VOR;  to  Oten  IMT. 
Vs.;  MEA  2.100..  _^,,     ^^^ 

Prom  Olen  INT,  Va.;   to  BarasvlUe  IMT, 

Va;  MEA 2300.  „  _..   ^ 

Prom  BamsvUle  IMT.  Va.:  to  Martlnrturg. 
W.  Va..  VOR;  MEA  8,200. 

Section  610.1517  VOR  Feierul  atnaa9 
151 7  is  amended  to  read  In  pari: 

From  Miami.  Fla.,  VOB;  to  La  Balle,  FJa.. 
VOR:  MKA  14,800;  MAA  M.I 

Prom  La  Bells.  Fla..  ▼ 
Fla.,  VOB;  MKA  M,WO:  MAAl 

Section  610.1521  YOR  Federal  airway 
1521  is  amended  to  read  in  part: 


1214 

rtom  Itlaml.  Vim^  TOR;  to  La  Belle,  ria., 
V0«:  MBA  14J00:  MAAMXXX). 

From  La  Belle.  FU..  TOR:  to  8t.  Peters- 
burg, FU..  TOR;  MBA  14.^;  MAA  24.000. 

Section  610.1530  VOR  Federal  airway 
1530  Is  amended  to  read  In  part : 

From  Farmlnffton.  If.  Uez..  VOR:  to  Taoe, 
N.  liex^  VOR:  MKA  14400;  MAA  24.000. 

Fran  Tftoe.  M.  ICez..  VOR;  to  Clm&rron.  N. 
liez..  VOR:  lOIA  16.100:  MAA  24.000. 

Section  610.1003  VOR  Federal  airwav 
1902  la  amended  to  read : 

Frotn  Fort  Mjen.  FU..  VOR:  to  La  Belle. 
FU..  VOR:  MKA  14.500:  MAA  24,000 

Ttota  L*  Belle.  Fie..  VOR:  to  Vero  Beach. 
FU,  VOR:  MSA  14.M0:  MAA  24.000. 

Seetion  610.1655  YOR  Federal  airway 
te$5  iB  amended  to  delete: 

From  JackaonTUle.  FU..  VOR:  to  Savan- 
nah. Oa..  VOR:  MSA  18.000:  MAA  23.000 

Section  610.1676  VOR  Federal  airway 
1S76  la  amended  to  read : 

From  Northbrook.  HI..  VOR:  to  South  Bend. 
Ind..  VOR;  MKA  14.M0:  MAA  24.000. 

From  South  Bend.  Ind..  VOR;  to  US  -Can- 
adian Border:  MKA  14.600;  MAA  24.000. 

Section  610.1744  VOR  Federal  airway 
1744  is  amended  to  read  in  part: 

From  Cherokee.  Wyo..  VOR:  to  Laramie. 
Wyo..  VOR;  MKA  14.600:  MAA  24.000. 

(8ec«.  313(a).  307(c).  72  SUt.  762.  740;    4» 
UJS.C.  1364(a)  1348(c) > 


These    rules    shall    become    effective 
lifarch  8. 1962. 

Issued  in  Washington.  D.C.,  on  Febru- 
ary 1. 1962. 

O.    S.    MOORK. 
Acting  Director. 
Flight  Standards  Service. 
[F.R.    Doc.    83-1308;     Filed.    Feb.    8.     19«2; 
8:48  ajn. I 

rme  21— FOOD  AND  DRUGS 

Choptar  I — Food  and  Drug  Adminis- 
tration, Dopartmant  of  Health, 
Education,  and  Walfara 

SUaCHAPTIR    i — FOOD   AND    FOOD    PtOOUCTS 

PART  121— FOOD  ADDITIVES 

Subport  F — Food  Additives  Resulting 
From  Contact  With  Contoinars  or 
Equipmont  and  Food  Additives 
OtharMfiso  Affacting  Food 

Tkxtilss  and  Tkztilk  Fibers 

The  CcMnmissloner  of  Food  and  £>rugs. 
having  evaluated  the  data  submitted  in 
petitions  filed  by  Johnson  and  Johnson. 
New  Brunswick.  N.J..  and  Textile  Bag 
lianufacturers  Association.  Suite  209. 
518  Davis  Street.  Eranston,  lU.,  and 
other  relevant  material,  has  concluded 
that  the  following  regulation  should  is- 
sue in  conformance  with  section  409  of 
the  Federal  Food.  Drug,  and  Cosmetic 
Act.  with  respect  to  food  additives  result- 
ing from  use  of  toctUes  and  textile  fibers 
as  articles  and  ocmponents  of  articles 
that  contact  dry  food.  Under  the  pre- 
scribed conditions  of  safe  usage,  sub- 
stances approved  for  use  in  the  prepara- 
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tion  of  textiles  and  textile  fibers  are  not 
expected  to  become  components  of  food 
in  any  significant  amounts.  Therefore, 
pursuant  to  the  provisions  of  the  act 
(sec.  409(c)  (1).  72  Stat.  1786;  21  U.S.C. 
348(c)  <1M.  and  under  the  authority 
delegated  to  the  Commissioner  by  the 
Secretary  of  Health.  Education,  and 
Welfare  (25  P.R.  8625)  the  food  additive 
regulations  (21  CPR  Part  121 »  are 
amended  by  adding  to  Subpart  P  the  fol- 
lowing new  section: 

§  121.2535      Textile*  and  textile  fibers. 

Textiles  and  textile  fibers  may  safely 
be  used  as  articles  or  components  of  ar- 
ticles intended  for  use  in  producing,  man- 
ufacturing, packing,  processing,  prepar- 
ing, treating,  packaging,  transporting, 
or  holding  food,  subject  to  the  provisions 
of  this  section. 

(a)  The  textiles  and  textile  fibers  are 
prepared  from  one  or  more  of  the  fibers 
identified  in  i>aragraph  (d)  of  this  sec- 
tion and  from  certain  other  adjuvant 
substances  required  In  the  production 
of  the  textiles  or  textile  fibers  or  added 
to  impart  desired  properties. 

(b)  The  quantity  of  any  adjuvant 
substance  employed  in  the  production 
of  textiles  or  textile  fibers  does  not  ex- 
ceed the  amount  reasonably  required  to 
accomplish  the  intended  physical  or 
technical  effect  or  any  limitation  further 
provided. 

(c)  Any  substance  employed  in  the 
production  of  textiles  or  textiles  fibers 
that  is  the  subject  of  a  regulation  In 
this  Subpart  F  of  this  part  conforms  with 
any  specification  in  such  regulation,  and 
any  substance  that  is  not  the  subject  of 
a  regulation  in  this  Subpart  P  conforms 
with  the  specifications,  if  any.  prescribed 
by  an  order  extending  the  effective  date 
of  the  statute  for  such  substance  as  an 
indirect  additive  to  food. 

(d)  Substances  employed  in  the  pro- 
duction of  or  added  to  textiles  and  textile 
fibers  may  Include : 

(1)  Substances  generally  recognized 
as  safe  in  food. 

(2)  Substances  subject  to  prior  sanc- 
tion or  approval  for  use  in  textiles  and 
textile  fibers  and  used  In  accordance  with 
such  sanction  or  approval. 

1 3)  Substances  generally  recognized 
as  safe  for  use  in  cotton  and  cotton 
fabrics  used  in  dry-food  packaging. 

(4»  Substances  that  by  regulation  in 
this  part  may  safely  be  used  in  the  pro- 
duction of  or  as  a  component  of  textiles 
or  textile  fibers  and  subject  to  provisions 
of  such  regulation. 

(5)  Substances  identified  in  this  sub- 
paragraph, subject  to  such  limitations 
as  are  provided : 

List  of  Substances  and  Limitation 

(I)    Fibers: 

Cotton. 

Rayon. 
(U)    Adjuvant  substances: 

4.4' -bU  (4-AnlUno-S-dlethanolamlne-a- 
trlazln  -  2  -  ylamlno)  -  2.2'  -  stllbene- 
dtsulfonlc  acid,  dlsodlum  salt.  (For  use 
as  colorant  only.) 

4.4'-bU  (4-AnUlno-6-methylethanolamlne- 
a-trta2Eln  -  2-ylainlno)  -  2J'-stUbene- 
dlBulfonlc  acid,  dlsodlum  salt.  (For  use 
aa  colorant  only  ) 


Borax.     (For  use  as  preaervattiB 

Formaldehyde.     (For    use   aa 

only  ) 
Mineral     oil.     (For     use    aa 

only.) 
Petrolatum.     (For     use     aa 

only  ) 
Polyoxyethylene    (20)     sorbltaa  . 

rate.     (For  use  as  preserratlv*' 
Polyoxyethylene    (20)    sorbltan  «^^ 

rate.     ( For  use  as  preserratt^^S? 
Polyvinyl  acetate.     ( For  uae  aa  aniSSL 

only.)  i^^mmm 

Polyvinyl  alcohol.     (Plpruseaa 
only  ) 

Sodium    bts(2,6-dlmethylbeptvl^\ 

succinate.     (Por     use     as     — 
only.) 

Sodium   dodecyl    benzenesuUoaaia, 

use  as  preservative  only.) 
Sodium  fluoride.     (For  use  as 

only.) 
Sodium    hypochlorite.      {Tof  *Tt  m  — 

servatlve  only  )  ^ 

Sodium  lauryl  sulfate.     (PVJriMt^^ 

servatlve  only)  ^ 

Sodium  pentachiorophenate.  (f^  ^^ 
preservative  only.)  ' 

Styrene-butadlene  copolymer,  n^  ^ 
aa  preservative  only.) 

Tallow.     (Ptor  use  as  preservatlf*  o^j 

Tallow,  sulfonated.     (For  uae  aa  ^^ 


(For  use  aa  a 
(Few  use  of 
(For  useaa 
(For  use  as 
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tlve  only.) 
Titanium  dioxide 

tlve  only  ) 
Trlethanolamlne. 

only.) 
Ultramarine  blue. 

only.) 
Waxes,  petroleum. 

only.) 

^e>  Textile  and  textile  fibers  an  a^ 
as  articles  or  components  of  artictaM 
contact  dry  food  only. 

Any  person  who  will  be  tdmi^ 
affected  by  the  foregoing  order  l^g 
any  time  prior  to  the  thirtieth  dif  tm 
the  date  of  its  publication  in  ths  ft^ 
ERAL  Register  file  with  the 
Clerk.  Department  of  Health, 
and  Welfare.  Room  5440.  SM 
pendence  Avenue  SW.,  Waahli^tn  % 
DC  .  written  objections  thereto. 
tions  shall  show  wherein  tha 
filing  will  be  adversely  affected  tagr  Ihi 
order  and  specify  with  paitleulartty  Hi 
provisions  of  the  order  deemed 
tlonable  and  the  grounds  for  tfat 
tions.  If  a  hearing  is  requested, 
objections  must  state  the  issues  fartti 
hearing.  A  hearing  will  be  granted  If  <■ 
objections  are  supported  by 
legally  sufficient  to  Justify  the 
sought.  Objections  may  be 
by  a  memorandimi  or  brief  in  _. 
thereof.  All  documents  shall  be  fBid  k 
quintuplicate. 

Effective  date.  This  order  ibal  It 
effective  on  the  date  of  its  pubUcatknll 
the  FEDERAL  Registkb. 

72    Stat.    1786;    21  UAC. 


[TD.  6«1 

.  ..-t  «|7— MANUFACTURING  OF 
•"^NARCOTIC  DRUGS 
•JMan  of  Norpethidine  ond  its  Salts 
**j^|,  tosic   Cla$$««   of   Narcotic 

n.  December  21.  1961.  a  notice  was 
SLSta  the  Federal  RECiSTra  (26 
jnSx.  which  stated  that  the  Com- 
r»***r-^  Narcotics,  pursuant  to  the 
P*^-  of  aecUon  6  of  the  Narcotics 
iS^rtag  Act  of  1960  (74  Stat.  61. 
•jS^loa)  and  21  CFR  307.71-307.72. 
•■**i  to   add    Norpethidine    (ethyl 
i^piperidinecarboxylate)     and 
vUcfa  have  heretofore  been  de- 
M^Md  to  be  narcotic  drugs  as  defined 
Z^VAC.  4731,  as  amended,  to  the 
l^"2assiflcaUon  of  "basic  classes 
j^Mtto  drugs"  enumerated  in  section 
SJ?S  Narcotics  Manufacturing  Act 
fmOAeUt.  56.  21  U.S.C.  502) 

Sr  doe  notice  and  opportunity  for 
^^heartng  and  after  consideration 
S3  idenmt' matters,  the  addition  to 
Z^^t  «ir  "Taasic  classes  of  narcotic 
^^kMbcen  determined,  under  pora- 
^^  (c)  and  (e)  of  21  CPR  307.72,  to 
gSliatmt  with  the  law  and  the  public 
S^rtTand  safety  and  Norpethidine 
3bJ  4-phenyl-4-piperldinecartKayl- 
Zd  nd  Its'salts  are  hereby  established 
Hi  Doi  tasic  class  of  narcotic  drugs  to 
kd  to  the  existing  classification  set 
to  section  3(g)   of  the  Narcotics 

Act  of  1960. 
«^vr    1 307.73   is   amended  by 
,  a  new  basic   class  of  narcotic 
_  la  the  list  of  basic  classes  of  nar- 
'drags,  as  follows: 

IHf.TS     list  of  basic  classes  of  narrotic 


Um  following  substances  and  their 
irib  eoDstitute  the  list  of  basic  classes 
If  Mieptic  drugs : 


(Sec     409(c)(1), 
348(c) ( 1)  ) 

Dated:  February  2,  1962. 

Oeo.  p.  Lakuck. 
Commissioner  of  Food  and 

|FR     Doc.    63-1337;     Filed.    Feb.    1. 
8  47  am. I 


a  IlKptthldlne     (ethyl     4-phenyl-4-plper- 
HtaMarboxyUte). 

.«^  the  amendment  of  !  307.73  is 
^  for  the  purpose  of  listing  a  new 
i  elan  of  nvcotic  drugs,  it  is  hereby 
,,»dd  unnecessary  to  issue  this  Treas- 
ay  Decision  with  notice  and  public  pro- 
'■«  thereon  under  section  4(a)  of 
Administrative  Procedure  Act.  ap- 
June  11.  1946,  or  subject  to  the 
date  limitation  x)f  section  4(c) 
rftlMtAct. 

Ifsctioe  date.  This  Treasury  Decl- 
iOBdMdl  become  effective  upon  its  filing 
lor  publication  in  the  Federal  RscisTsa. 

(MUAC.  604   (74  Stat.  61);   21  UJ3.C.  614 

(H  Slat  67)) 

ItUL]  Henry  L.  Giordano, 

Acting  Commissioner  of  Narcotics. 

ARvoved:  February  2. 1962. 

Jamb  A.  Reed, 
Assistant  Secretary  of  the  Treas- 
ury. 

|»JL   Doc.    62-1362;     FUed,    Feb.    8.    l»ea; 
8:49  ajn.) 


FEMIIAL  RC6ISTER  ^ 

Title  38— PENSHHIS.  BQIIUSES. 
AND  VETERMIS'  ROIEF 

CliaFt«r  I— V*l»rons  Administration 

PART  3— ADJUDICATION 

Subpart  A — Pension,  Compensation, 
and  Dependency  and  Indemnity 
Compensation 

MlSCBLLAHEOUS   AMENDMENTS 

1.  In  8  3.52.  paragraph  (d)  is  amended 
to  read  as  follows : 
§  3.52     Marriagea  deemed  valid. 

•  •  •  • 

(d)  No  claim  has  been  filed  by  a  legal 
widow  who  has  been  found  entitled  to 
gratuitous  death  benefits  other  than  ac- 
crued monthly  benefits  covering  a  period 
prior  to  the  veteran's  death. 
(S«UJBXI10e(a)) 

2.  In   §  3.54,  paragraphs   (a)  (3)    and 
(b)  (1)  are  amended  to  read  as  follows: 

§  3.54     BSarriage  ^tes. 

•  •  •  •  • 

(a)  Pe«ston.    •  '  * 
(3)  Prior  to  the  applicable  delimiting 

dates.  aafoUovs: 

(i)  ClTflWar-^une27. 1905. 

(II)  Codian  Wars— March  4, 1917. 

(III)  Spanish-American  War— January 

1    1938. 

'  (iv)  World  War  I— December  14. 1944. 
(V)  World  War  n— January  1. 1957. 
(vi)  Korean  conflict— February  1, 1965. 

(38    VB.C.   682(d).   634(c).   636(c).   841(e)) 

(b)  Compensation.    *  '  * 
(1)  Belore  the  expiration  of  10  years 

or.  effective  June  8,  1960.  before  the  ex- 
piration of  15  years  after  termination  of 
the  period  of  service  in  which  the  injury 
or  disease  which  caused  his  death  was  in- 
curred or  aggravated,  or 

3.  In  5  3.57,  paragraph  (c)  is  added  to 
read  as  follows: 

§  3.57     Oiild. 


ins 

These  regulations  are  elective  Vebcu- 

ary  9,  1962. 

W.  J.  Dnvia, 
Dcjmty  AdmMstmtor. 

IFJl.    Doc.    62-1844;    Filed.    Wb.    8.    1962; 
8:48  ajn.]  ^ 


—POBUC  LANDS: 
INTDUOR 


Chapter  I — Rinreau  of  Land  Mofioge- 
ment.  Department  o*  the  inlofior 

SUBCHAPTEI  T— SAl£,  UASE,-  0«  US«.  AND 
ACQUISITIONS 

[Circular  2078] 

PART  257— SALE  OR  LEASE  OF  Si^LL 
TRACTS 

Miscellaneous  Amendments 

On  page  10285  of  the  FmawMkL  Rwism 
of  November  2, 1D61.  there  in§  pabUihed 
a  notice  and  text  of  a  proposed  levirien 
of  Part  257  of  Title  43,  Code  at  Fedenl 
Regulatiims.  The  purpose  of  this  revi- 
sion is  to  (1)  penntt  puUic  axiftimm  ti 
small  tracts  whererer  i«wto|Kiate;  (2) 
make  tiie  reveraiooary  eiaaae  In  eoaa- 
munity  site  diapoajyone  wdimited  la 
duration:  (3)  make  m^eclfle  tbat  lends 
will  be  leased  or  sold  at  their  fair  BMgfcet 
value;  and  (4)  eHminatf  groap> 
ments.     In   addition  the  emer 

would  spelk  out  reopiteemenis  lor 

nation  with  local  f  oecnMnflstal  untti  aad 
for  consideratioB  U  wrailaMlily  o«  wm- 
lic  f  acihties.  and  would  aet  new  mtniwnm 
rentals.  ^        ,„  . 

Interested  persons  were  given  30  dajw 
within  which  to  submit  written  eom^ 
ments,  suggestions  or  objectlona  with  re- 
spect to  the  proposed  revision.  Com- 
ments received  were  carefully  stumed 
and  the  proposed  regulations  are  hereby 
adopted  with  the  following  chanjfe  and 

are  set  forth  below.  

under  !  257.2(a)  add  the  following 
words  "or  the  stability  of  existing  eco- 
nomic enterprises"  at  the  end. of  the 
paragraph. 


(c)  Adopted  child.  Effective  August 
25, 1959.  the  term  includes,  as  of  the  date 
of  death  of  a  veteran,  one  who  was: 

(1)  living  in  the  veteran's  household 
at  the  time  of  his  death,  and 

(2)  Legally  adopted  by  the  veteran's 
spouse  pursuant  to  a  final  decree  of  adop- 
tion signed  within  2  years  after  August 
25.  1959,  or  the  veteran's  death,  which- 
ever is  later,  and  ] 

(3)  Not  receiving  from  an  individual 
other  than  the  veteran  or  his  spouse,  or 
from  a  welfare  organization  which  fur- 
nishes services  or  assistance  for  chUdren, 
recurring  contributions  of  sufficient  size 
to  constitute  the  major  portion  of  the 
child's  support. 

(38  U.S.C.  101(4  i) 
4.  Section  3.1563  is  revoked. 

6  3.1563  Liberaliaation  of  marriage  re- 
qniremenU  for  widow'*  «n;'"«™*?* 
to  death  compensation.      [Rev«Aedl 

(72  Stat.  1114;  38  UJS.C.  210) 


This  amendment  shall  become  effec- 
tive at  the  beginning  of  the  30th  calendar 
day  foUowing  the  date  of  this  publica- 
tion in  the  Federal  Registkr. 

Stewart  L.  Udall, 
Secretary  of  the  Interior. 

February  2.  1962. 

1.  The  caption  and  text  of  S  257.2  are 
revised  to  read  as  follows: 
§  257.2      Criteria. 

(a)  It  is  the  program  In  the  adminis- 
tration of  the  act  of  June  1.  IWB.  as 
amended,  to  promote  the  benefldal  utUi- 
zation  of  the  public  lands  subject  to  the 
terms  thereof,  and  at  the  same  «««  *o 
safeguard  the  pubUc  interest  in  tte 
lands.  To  this  end  smaU  tract  acting 
shaU  be  coordinated  with  interested 
local  governmentsd  agenciw.  and  small 
tract  sites  will  be  considered  in  the  light 
of  their  effect  upon  the  oonaervation  of 
natural  resources  and  upon  t^  oojaw; 
nities  or  area  involved  and  in  the  ll«ht  of 
availability  of  schools,  utilities,  and  other 
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faellltlM. '  lABda  will  not  be  leased  or 
sold,  for  example,  which  would  lead  to 
private  ownership  or  control  of  scenic 
attractions,  or  .  water  resources,  or 
other  areas  that  should  be  kept  open  to 
pubUc  use.  Nor  will  Isolated  or  scat- 
tered settlement  be  permitted  which 
would  impose  heavy  burdens  upon  State 
or  local  governments  for  roads;  schools; 
police,  health,  and  fire  protection;  and 
other  facilities.  Undesirable  types  of 
construction  for  settlement  or  business 
along  public  highwasrs  and  parkways  will 
be  guarded  agsiinst.  and  lands  will  not 
be  leased  or  sold  under  the  act  if  such 
action  would  imreasonably  interfere  with 
the  use  of  witter  for  grazing  purposes  or 
unduly  impair  the  protection  of  water- 
shed areas  or  the  stability  of  existing 
economic  enterprises. 

(b)  Under  this  act  lands  may  be 
classified  for  direct  sale,  for  lease  and 
sale,  or  for  lease  only.  Revested  Oregon 
and  California  Railroad  lands  and  re- 
conveyed  Coos  Bay  Wagon  Road  grant 
lands  in  Oregon  will  be  classified  for 
lease  only — as  will  other  public  lands 
where  title  should  remain  in  the  United 
States  and  leasing  is  not  contrary  to  the 
interests  of  the  United  States.  Lands 
suitable  for  community  site  purposes  will 
be  classified  for  lease,  lease  and  sale,  or 
direct  sale  at  appraised  prices  and  will 
be  subject  to  application  only  by  non- 
profit corporations  or  associations. 
States,  municipalities,  or  other  govern- 
mental subdivisions.  Lands  may  be 
classtfled  for  lease  and  sale,  as  provided 
for  in  i  257.13.  where  such  action  is  nec- 
essary for  the  protection  of  adjacent 
property  and  the  community  as  a  whole. 
In  other  cases,  lands  will  be  sold  at  pub- 
lic auction  at  not  less  than  their  ap- 
praised fair  market  value  in  accordance 
with  9  257.14. 


RULES  AND   REGULATIONS 

2.  Paragraph  (a)  of  |  257.9  Is  amended 
to  read  as  follows : 

§  257.9      Advance   payment. 

•  •  •  •  • 

ta)  If  the  land  has  been  classified  for 
lease  or  for  lease  and  sale,  the  advance 
payment  Is  the  rental  for  the  entire  lease 
period,  as  specified  in  the  classification 
order  If  such  period  does  not  exceed  five 
years.  Where  lands  are  classified  for 
lease  for  periods  in  excess  of  five  years, 
the  advance  payment  will  be  as  specified 
in  the  classification  order.  If  the  land 
has  not  been  classified,  the  advance  pay- 
ment is  $25  for  nonbusiness  and  $100  for 
business  site  applications.  Successful 
applicants  will  be  required  to  pay  any 
difference  between  advance  payment 
and  rental  or  purchase  price  before  their 
applications  will  be  granted. 

3.  Paragraph  (b)  of  §  257  10  is  amend- 
ed to  read  as  follows; 


§2.>7. 10      (lommunily 
reslriction*. 


MileN;      appraiftal ; 


lb)  Where  lands  are  sold  at  less  than 
fair  market  value  in  accordance  with 
paragraph  (a)  of  this  section,  the  patent 
will  contain  a  provision  for  reversion  of 
title  to  the  United  States  if  the  lands  are 
used  for  any  purpose  not  consistent  with 
the  classification  order  after  issuance  of 
patent  unless  consent  to  change  the  use 
is  first  obtained  from  the  authorized 
officer. 

4.  Paragraph  (b)  of  S  257.11  is  amend- 
ed to  read  as  follows : 

§257.11       I^ane    provi«>iunH;     termii     and 
rental.*!. 

•  •  •  •  • 

<  b  I  The  amount  of  rental  will  be 
specified  in  the  appropriate  order.     The 


rental  for  community  sites  will  i 
consideration  the  pxirpose  for 
land  will  be  used.  Rental  for  c 
of  sites  will  equal  the  fair  marksTt 
of  the  lands,  provided.  ho««vv*7 
minimum  rental  will  be  $100 Pviair w 
business  sites  and  $25  per  ysar  t«^£ 
sites.  '■■ 

5.  Paragraph  <d)  (1),  (2),Mrf(u^ 
5  257  13  are  revoked  and  ParsgjMh  <J 
is  revised  to  read  as  follows: 

§  257.13    I^a.sew  with  option  to 
!tale;    patent. 

la)  Leases  for  lands  ««i«— ^^^^  . 
lease  and  sale  will  contain  an  dittaite 
purchase  clause.  The  option  tt  sJ! 
chase  clause  will  afford  the  Itai^ 
his  duly  approved  successor  in  lolaM 
an  opportunity  to  purchase  the  teMtZ 
any  time  within  the  term  of  Um  ]«». 
provided  the  improvements  nqntoit  h 
the  lease  have  been  made  and  til  a^ 
terms  and  conditions  of  the  \amt  cm. 
plied  with.  The  net  purchase  pdM  tf 
the  land  will  be  the  npprthrt  IM 
market  value  of  the  imimprortd  hM  ■ 
of  the  date  of  the  lease  minus  aasasM 
equal  to  the  advance  rental  for  CMlitig 
lease  year,  if  any.  subsequent  to 
of  an  allowable  application  to 


6.  Paragraph  (a)  of  S  257.14  Is 

to  read  as  follows : 

§257.11      Publir   aurtiona. 

(a)  Whenever  lands  are  dasiifladtar 
direct  sale  by  public  auction,  tbtf  i| 
be  sold  at  not  less  than  their  tffatmk 
fair  market  value  at  the  time  and  jim 
and  in  the  manner  specified  by  thi 
classification  order. 

(PR     Doc     62-1331:    Filed,    Feb.   t,  IM; 
8:46  a.m.] 


Proposed  Rule  Making 


IfKlMENT  OF  AGRICULTtlRI 

jl^lf^Hwrol  Marketing  Service 
I  7  CFR  Part  990  1 
..>^iaus  OF  CENTRAL  CALIFORNIA 
"•""SlJpfS  FOR  CRUSHING 

Expanses  of  Grape   Crush 
Hve  Committee  and  Pro- 
'gg^  Rote  of  Assessment 

^M»»  ii  hereby  given  that  there  is 
^^oosideraUon  a  proposal  regard- 

S(l)  the  expenses  which  are  reason- 
TIh  are  likely  to  be  incurred  by  the 
^T^ush  Administrative  Committee 
^2  tlie  period  beginniaig  on  August 
g^|i   md  ending  on  June  30.  1962. 
Si  ft)  the  rate  of  assessment  to  be 
Si  *»  tt>*  Secretary  for  such  period. 
^^  I  artii*^  are  pursuant  to  Marketing 
No.  133  and  Order  No.  990 
issued  as  Order  No.  126.  26 
J^TWI),  regulating  the  handling  of 
^wnl  o'wfQrnia  grapes  for  crushing. 
^11,11  under  the  Agricultural  Market- 
ijigreement  Act  of  1937,  as  amended 
(7UB.C.e01-«74). 
•Bit  oemmittee  has  recommended  such 
In  the  amount  of  $189,178  and 
.anent  rate  with  respect  to  free 
„j  jrapes  for  crushing  received  by 
„„  handler,  includmg  such  grapes  of 
Itoovn  production,  of  19.6  cents  ^r  ton 
d  tnA   grapes    and    the    equivalent 
mnnt  of  34.5  cents  per  ton  of  raisin 
i^dual  material.    The  estimated  asses- 
abk  tonnage  includes  953.863  tons  of 
treih  napes  ( including  those  varieties 
fPlitjMt  from   volume   regulation   by 
III0JB2)  and  9,203  tons  of  raisin  resid- 
■laatttial. 

deration  will  be  given  to  any 
data,  views,  or  arguments  per- 
.  to  the  proposal  which  are  re- 
...^'iV  the  Director.  Fruit  and  Vege- 
tiUt  Division.  Agricultural  liarketing 
Iwtoe,  United  States  Department  of 
Agileolture,  Washington  25.  D.C.,  not 
liter  than  the  seventh  day  after  the  date 
flf  publication  of  this  notice  in  the  Feb- 

proposal  is  as  follows: 


IHtniaions  of  this  part,  determine  to  be 

»W>roi>ri»te.  ^     „^       i.      , 

(b)  Rate  of  assessment.  The  rate  of 
assessment  for  the  period  beginning  on 
August  26,  1961.  and  ending  on  June  30, 
1962.  of  the  Initial  crop  year,  which  each 
handler  shall,  pursuant  to  S  990.72,  pay 
with  respect  to  all  free  tonnage  (includ- 
ing tonnage  exempted  from  volume  regu- 
lation by  8  990.202)  grapes  for  crushing. 
Including  sudi  grapes  of  his  own  produc- 
tion, received  by  him  during  such  period 
is  fixed  at  19.5  cents  per  ton  of  fresh 
grapes  and  the  equivalent  amount  of 
34.5  cents  per  ton  of  raisin  residual 
material. 
Dated:  February  6,  1962. 

F.  L.  SOTJTHEBLAND, 

Acting  Director.  Fruit  and  Vege- 
table Division,  Agricultural 
Marketing  Service. 

[F.R.    Doc.    82-1367;    PUed,    Feb.    8.    19e2; 
8:50  a.m.] 


tions,  for  consideraUon  In  cenneeilan 
with  the  proposed  ameadflMnte,  are  in- 
vited to  forward  the  same  to  the  Com- 
missioner of  Patwits,  Washington  M. 
D.C.,  on  w  before  April  28, 1*61,  on  which 
day  a  hearing  will  be  hdd  at  10:tO  ajn. 
in  Room  3886-B  of  the  Department  of 
Commerce  Building.  AH  persons  wishing 
to  be  heard  orally  are  requested  to  notify 
the  Commissioner  of  Patents  of  their 
intended  appearance. 

The  text  of  the  proposed  amendments 
follows: 

1.  Section  2.39  Is  proposed  to  be 
amended  to  read  as  follows: 


§  2.39     Omifuoa  of 
foreign 


aOtgrnMimn  of 


1 99tJ01  Expenses  of  the  Crape  Crush 
Aibninistrative  Committee  and  rate 
ti  aHeMment. 

(s)  Expenses.  Expenses'  in  the 
Mount  of  $189,178  are  reasonable  and 
lie  likely  to  be  incurred,  pursuant  to 
I  MiTl.  by  the  Grape  Crush  Administra- 
ttfe  Committee  during  the  period  begin- 
Btac  on  August  26,  1961,  and  ending  on 
9me  W,  1962,  of  the  initial  crop  yeari 
for  the  maintenance  and  functioning  of 
thi  eonmittee  and  the  Qrape  Crush  Ad- 
itay  Beard,  and  for  such  other  purposes 
M  the  Secretary  may,  pursiuuit  to  the 

^f^^^-t    than    expensu    Incurred    In    r«- 
luuuUlng,  holding,  or  disposing  at 


Agricultural  Stabilization  and 
Conservation  Service 

[  7  CFR  Ports   1046,   1095  1 

[Docket  Nob.  AO-123-Aa4.  AO-308-A2] 

MILK  IN  LOUISVILLE-LEXINGTON, 
KEKTUCKY,  AND  OHIO  VALLEY 
MARKETING  AREAS 

Notke  •!  Recommended  Decision  and 
Opportunity  To  File  Written  Excep- 
tions on  Proposed  Amendments  to 
Tentative  Marketing  Agreements 
and  Orders 

Correction 

In  FH.  Doc.  62-1170.  appearing  at  page 
1013  of  the  issue  for  Saturday,  February 
3. 1962,  the  f<dlowing  correction  is  made 
in  i  1046.6:  The  names  "Boyle.  Breckin- 
Kldte.  BnlUt.  dark."  are  inserted  between 
the  names  "Bourbon"  and  "Daviess"  in 
the  list  of  counties  in  Kentucky. 

BEPARTMENT  OF  COMMERCE 

Patent  OfRce 

[  37  CFR   Part  2  1  . 

RULES  OF  PRACTICE  IN 
TRADEMARK  CASES 

Notice  of  Proposed  Rule  Making 

Notice  is  hereby  given  that  the  United 
States  Patent  Office  proposes  to  amend 
certain  rules  and  regulations  relating  to 
trademarks.  The  amendments  are  pro- 
posed to  be  isisued  pursuant  to  the  au- 
thority contained  in  Title  15.  U.S.  Code, 
section  lias.  Title  35,  U.S.  Code,  section 
6,  and  other  authority. 

An  penons  who  desire  to  submit  writ- 
ten data,  views,  arguments  or  sugges- 


(a)  The  allegation  that  tlie  mark  is  in 
use  in  commerce,  required  by  S  2.38,  and 
the  statements  of  the  dates  of  appli- 
cant's first  use,  reipiired  by  1 2.33(a)  (1> 
(vli)  and  (vifi) .  may  be  omitted  In  the 
case  of  an  supplication,  filed  porsoanft  to 
section  44(e)  of  the  act  for  registration 
of  a  mark  duly  registered  in  the  ^oaiitry 
of  origin  of  a  foreign  applicant,  peovUed 
the  application  when  filed  i* 
panied  by  a  certificate  of  the  ' 
office  of   the  foreign  cn»   . 
that  the  mark  has  been  registered  ta  the 
covmtry  of  origin  of  the  appUeant  and 
also  showing  tlie  mark,  the  geods  for 
which  registered  and  that  said  vftiatn^ 
tion  is  then  in  full  force  and  effect.    If 
the  certificate  is  not  in  the  TCngttrti  lan- 
guage, a  translation  is  required. 

2.  Section    2.96    is    proposed    to    be 
amended  to  read  as  follows: 

§  2.96     Issues;  burden  of  proof. 

The  issue  in  an  interference  between 
applications  shall  be  the  respective 
rights  of  the  parties  to  registration  as 
established  in  the  proceeding.  Tlie  is- 
sue in  an  interference  betwe«i  ap  appli- 
cation and  a  reglstiaUon  riiaB  be  the 
same,  but  in  the  event  the  deeisien  is 
adverse  to  the  regisfermBt,  a  reglstratinn 
to  the  applicant  wfll  not  be  antborlBed 
so  long  as  the  intorfering  TCgiBtoatlan 
remains  on  the  register.  Tte  party 
whose  application  or  registration  In- 
volved in  the  interference  has  the  latest 
filing  date  (the  junior  party)  wfll  be 
regarded  as  having  the  burden  of  the 
proof. 

3.  Section  2.97  is  proposed  to  be 
amended  to  read  as  fonows: 

§  2.97      Enlargement  of  issues. 

Any  party  to  an  interference  may. 
within  fifty  days  after  the  notice  of  in- 
terference is  mailed,  file  a  pleading  set- 
ting forth  aflOrmatively  any  matter  on 
the  basis  of  which,  if  proved,  the  other 
party  would  not  be  entitled  to  obtain  or 
maintain  a  registration.  Such  pleading 
may  request  affirmative  rdi^  by  way  of 
cancellation  of  a  registration  involved. 
but  no  defense  attacking  tho^validity  of 
such    registration    may    be    otherwise 
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nUsed  in  the  ptroceedlng.  Such  request 
for  afflrmAttre  relief  muat  be  verified 
una  must  be  •ceompeuled  by  the  fee  re- 
quired bj  aectloQ  14  of  the  act  A  re- 
iriy  to  mxh  request  for  afflrmatlve  relief 
is  required  within  twenty  days  after 
senrloe  thereof,  but  no  reply  need  be 
filed  to  other  afllrmatlve  defenses. 

§  2.106      [AmendnMnll 

4.  Paragraph  (b)  of  9  2.106  is  pro- 
poeed  to  be  amended  to  read  as  follows : 

(b)  An  answer  may  contain  any  af- 
firmative defense.  Including  a  request  for 
afflrmatlve  relief  by  way  of  cancellation 
of  a  registration  pleaded  in  the  notice 
of  opposition,  but  no  defense  attacking: 
the  validity  of  such  registration  may  be 
otherwise  raised  In  the  proceeding.  Such 
request  for  afllrmatlve  relief  must  be 
verified  and  must  be  accompanied  by  the 
fee  required  by  section  14  of  the  act.  A 
reply  to  such  a  request  for  affirmative 
relief  Is  reqiilred  within  twenty  days  after 
service  thereof,  but  no  reply  need  be  filed 
to  other  affirmative  defenses. 

§2.113      [Amendment] 

5.  Paragraph  (b)  of  9  2.113  is  proposed 
to  be  amended  to  read  as  follows : 

(b)  When  the  petition  is  correct  as  to 
form,  a  notice  shall  be  prepared  identi- 
fying the  title  and  number  of  the  pro- 
ceeding and  the  registration  involved, 
and  designating  a  time,  not  less  than 
thirty  days  from  the  mailing  date  of  such 
noUee,  within  which  answer  must  be 
fUed.  A  copy  of  this  notice  shall  be  for- 
warded,to  the  petitioner  in  care  of  his 
attorney  or  agent.  If  he  has  an  attorney 
or  agent  of  record.  The  duplicate  copy 
of  the  petition  and  exhibits  shall  be  for- 
warded with  a  copy  of  such  notice  to  the 
registrant. 

§2.114      [Amendment] 

6.  Paragraph  (b)  of  5  2.114  is  pro- 
posed to  be  amended  to  read  as  follows: 

(b>  An  answer  may  contain  any  af- 
firmative defense,  including  a  request  for 
affirmative  relief  by  way  of  cancellation 
of  a  registration  pleaded  in  the  petition. 
but  no  defense  attacking  the  validity  of 
such  registration  may  be  otherwise  raised 
in  the  proceeding.  Such  request  for  af- 
firmative relief  must  be  verified  and  must 
be  accompanied  by  the  fee  required  by 
section  14  of  the  act.  A  reply  to  such  a 
request  for  afllrmatlve  relief  is  required 
within  twenty  days  after  service  thereof. 
but  no  reply  need  be  filed  to  other  af- 
firmative defenses. 

§  2.120      [Amendment] 

7.  Subparagraph  (1)  of  |2.120<a)  is 
proposed  to  be  amended  to  read  as 
follows : 

(1)  Any  pcwty  to  an  opposition,  inter- 
ference, cancellation  or  concurrent  use 
{HTOceeding  may,  at  any  time  not  later 
than  thirty  days  prior  to  the  date  upon 
which  any  testimony  may  first  be  taken 
as  set  by  initial  or  subsequent  Office  ac- 
tion, take  the  deposition  of  any  person. 
Including  a  party,  for  the  purpose  of 
discovery.  Such  depositions  may  be 
taken  upon  oral  examination  in  the 
maimer  prescribed  by  99  1-273, 1.274.  and 
1.275  of  this  chapter,  or  upon  written 
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questions  in  the  manner  prescribed  by 
9  2.124.  The  responsibility  for  securing 
attendance  of  proposed  deponents  not 
parties  to  the  proceeding  rests  with  the 
moving  party,  and  if  he  is  unable  to 
arrange  for  their  voluntary  attendance, 
they  may  only  be  compelled  to  submit  to 
questioning  by  the  order  of  a  court  under 
35   U.S.C.   24. 

8.  Paragraph  ib)  of  §  2  120  is  proposed 
to  be  amended  to  read  as  follows: 

(b)  Request  for  admission,  d)  Any 
party  to  an  opposition,  interference,  can- 
cellation or  concurrent  use  proceeding 
may,  within  the  time  specified  for  taking 
depositions  for  discovery,  serve  upon  any 
adverse  party  a  written  request  for  ad- 
mission by  the  latter  of  the  genuineness 
of  any  relevant  document  described  in 
and  attached  to  the  request  (a  photo- 
copy may  be  attached  provided  the 
original  thereof  is  made  available  for  in- 
spection*, or  of  the  truth  of  any  facts 
which  are  material  and  relevant  to  the 
issues  and  which  are  believed  to  be  within 
the  knowledge  of  both  the  party  serving 
and  the  party  served.  Each  matter  in 
respect  of  which  an  admission  is  re- 
quested shall  be  considered  as  admitted 
unless,  within  fifteen  days  after  service 
thereof,  the  party  to  whom  the  request 
is  directed  serves  upon  the  party  request- 
ing the  admission  a  sworn  statement 
denying  specifically  the  matter  in  re- 
spect of  which  admission  is  requested,  or 
setting  forth  in  deUil  the  reasons  why 
he  cannot  truthfully  either  admit  or  deny 
the  same,  or  files  objectiorvs  thereto. 
Any  reply  to  such  objections  shall  be 
due  within  ten  days  after  service  thereof. 

(2)  No  admission  shall  be  considered 
as  part  of  the  record  in  the  case  unless  a 
party  files,  before  the  close  of  his  testi- 
mor\y  period,  a  notice  of  reliance  thereon 
and  a  copy  of  the  admission  and  request 
therefor. 

9.  Paragraph  <c>  of  9  2.120  is  proposed 
to  be  amended  to  read  as  follows : 

(c  )•  Motion  to  produce  documents,  etc.. 
for  inspection  and  copying.  Upon 
motion  showing  good  cause  therefor, 
filed  prior  to  the  date  upon  which  any 
testimony  may  first  be  taken  as  set  by 
initial  or  subsequent  Office  action,  an 
order  may  be  entered  requiring  a  party 
to  produce  and  permit  the  inspection  and 
copying  or  photographing,  by  or  on  be- 
half of  the  moving  party,  of  any  desig- 
nated books,  documents  or  other  tangible 
things,  not  privileged,  the  existence  of 
which  has  been  pleaded  or  otherwise 
asserted,  and  which  constitute  or  contain 
material  within  the  scope  of  inquiries 
permitted  in  depositions  for  discovery 
and  which  are  in  his  possession,  custody 
or  control.  The  order  shall  specify  a 
time  for  compliance  therewith,  and  may 
prescribe  such  terms  and  conditions  as 
may  be  just. 

10.  Paragraph  <d'  of  5  2.120  is  pro- 
posed to  be  amended  to  read  as  folows: 

(d)  Refusal  to  make  discovery.  (1)  If 
any  party  fails  or  refuses  to  comply  with 
an  order  to  produce  and  permit  the  in- 
spection and  copying  or  photographing 
of  designated  things,  the  Trademark 
Trial  and  Appeal  Board  may  strike  out 
all  or  any  part  of  any  pleading  of  that 


party,  or  dismiss  the  acUoaor 
or  any  part  thereof,  or  enter  a 
as  by  default  against  that  part^ 
such  other  action  as  may  be' 
appropriate. 

(2)  If  a  party  or  other  _ 
fuses  to  answer  any  questloa 
upon  oral  examination,  the  _ 
shall  be  completed  on  othor 
adjourned  as  the  proponent  dTtS 
tion  may  prefer.  Thereafter,  on 
able  notice  to  all  peraoos 
thereby,  the  proponent  of  the  , 
may  apply  to  the  court  In  tlie^Mi 
where  the  dep>osition  is  taka  for 
order  compelling  an  answer  (H  qj? 
24).  Failure  to  make  such  a|iBllHy|M 
will  be  considered  as  a  waivw  tC  Hi 
question. 

( 3 )  If  a  party  or  an  officer  or  a  ^^ 
aging  agent  of  a  party  willfoUy  ftftk 
appear  before  the  officer  wto  Is  to  ^ 
his  deposition,  after  being  serr^  ^^ 
a  proper  notice,  or  refuses  to 

with  an  order  to  produce  and  t^ 

inspection  and  copying  or  phototn^Ma 
of  designated  things,  the  IttdHm 
Trial  and  Appeal  Board  may  itriki  iM 
all  or  any  part  of  any  pleading  «C  XUt 
party,  or  dismiss  the  action  or  pn 
ing  or  any  part  thereof,  or  enter  a 
ment  as  by  default  against  that  pa^, 
or  take  such  other  action  ss  mtf  ki 
deemed  appropriate. 

§  2.127      [Amendment! 

11  Paragraph  (b>  of  9  2127  ii  pn- 
posed  to  be  amended  to  read  u : 


^^0,  February  9,  1962 

__  2.134   is  proposed  to  be 
[^^Tead  as  foUows: 
gfjll     Bmtmirr    or    e«ne«««tkm    ef 


«  -  iMirtrant  involved  in  a  prooeed- 
\3i3m  to  cancel  his  registration 
fkJ^Zon  7<d)  of  the  act  without 
jPiSning  the  written  consent 
■*  -"of  tto«  adverse  party,  judgment 
itered  against  him. 
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polyoxyettaflcne  eondensate   (molecular 
weight  MOnl.TM)". 

Dated:  Vebniary  5,  1962. 

J.  K.  KiiK. 

Assistant  Commisgioner 
of  Food  and  Drugs. 

(m.    Doc.    62-1386:     Piled,    Feb.     8.     1962; 
8:47  ajn.] 


M_aHntfnr  2.135   is  proposed   to  be 
1  to  read  as  follows: 


(b)  Any  petition  for 
or  modification  of  a  decision,  if  tt  If  Mt 
appealable,  must  be  filed  within  iMUhp 
after  the  decision  or,  If  the  deoyion  li 
appealable,  within  the  time  q;>ediM  k 
9  2.129(c). 

§2.128      [Amendment] 

12.  Paragraph   (c)   of  9  2.138  !■  pro- 
posed to  be  amended  to  read  as  foDoln: 

I  c  I  If  a  party  desires  an  oral  hesrtai, 
he  should  so  state  by  a  separate  BOtlM 
filed  not  later  than  his  brief,  aiid  tti 
time  for  such  hearing  will  be  Mt  In  a 
notice  sent  to  each  party  by  the 
If  no  request  for  oral  hearing  Is 
the  case  will  be  decided  on  the 
and  briefs. 

§  2.129      [Amendment] 

13.  Section   2.129   is  proposed  to  bi 


amended  by  cancelling  the  last 

of  paragraph    (a)    and  by  addisf  nw 

paragraph  (c)  reading  as  follows: 

(c)  Any  petition  for  rehearlnf.  re- 
consideration, or  modification  (tf  s  de- 
cision must  be  filed  within  thirty  ds|» 
from  the  date  thereof. 

14  Section  2.133  is  proposed  to  bi 
amended  to  read  as  follows:      ^ 

§2.133      Amendment   of   appUeate  « 
registration  durinjc 


-  taaoroceeding  an  applicant  files  a 
J£Jn  sbandonment  of  the  application 
JTthe  mark  without  the  consent 
2^^  at  the  adverse  party,  judgment 
against  soch  andicant. 


121   CFR  Part  121  1 

FOOD  ADDITIVES 

riju    Abandonment  of  application  or  Nolic*  of  FUi«l9  of  Petition 

*"  Pursuant  to  the  provisions  of  the  Fed- 

eral Food.  E^-ug.  and  Cosmetic  Act  (sec. 
409(b)  (5).  72  Stat.  1786;  21  U.S.C. 
348(b)  (5) ) .  noUce  is  given  that  a  peti- 
tion (FAP  662)  has  been  filed  by  Wyan- 
dotte Chemicals  Corp..  1609  Blddle  Ave- 
nue. Wyandotte,  Mich.,  proposing  the 
amendment  of  9  121.2520(c)  (5)  of  the 
food  additive  regulations  as  follows: 

1.  By  changing  the  item  "Polyoxypro- 
pylene  (molecular  weight  1.501-1.800). 
plus  ethylene  oxide  (5  mols  or  140  mols) " 
to  read:  "Polyoxypropylene-polyoxy- 
ethylene  condensate  (molecular  weight 
lJOO-4.000." 

2.  By  deleting  the  item  "Polyoxypro- 
pylene-pdlyoxyethylene  copolymer  poly- 
ethers  (molecular  weight  3,300)"  which 
would  be  Included  by  the  proposed 
change  described  under  1. 

Dated:  February  5.  1962. 

J.  K.  Kirk. 
Assistant  Commissioner 
of  Food  and  Drugs. 

|P.H.    Doc.    «2-lS36:     PUed,    Feb.    8,    1S62: 
8:47  ajn.l 


Itf 


mH     [Amendment] 

Iff  FSiagraph  (a)    of  9  2.142  is  pro- 
^^|0|K  amended  to  read  as  foUows: 
^  appeal  must  be  taken  within 
„«_  from  the  date  of  final  re- 
rttmn  the  date  of  the  action  from 
ippeal  is  taken.    Appeal  is  taken 
r  fey  filing  a  notice  of  appeal  and 
_       te«  the  appeal  fee. 

nPiagraph  (c)  of  9  2.142  is  pro- 
iBBd  to  be  amended  to  read  as  follows: 

ie)  If  the  appellant  desires  an  oral 
^■IK,  be  rtiould  so  state  by  a  sepa- 
UtoMMDe  filed  not  later  than  Ids  iMlef; 
Mjdfottce  of  the  time  for  such  hear- 
to  «■  ke  given.  Oral  argument  on  the 
^■kV  will  be  limited  to  one-half  hoar 
gito  otherwise  po-mitted.  If  no  re- 
pot lor  eral  hearing  is  made,  the  ap- 
p^  fitt  be  considered  on  brief. 

David  L.  Laod, 
Commissioner  of  Patents. 

Apiiroved: 

BosmP.  Foley, 
Aetiug  Assistant  Secretary  of 
Commerce  for  Domestic  Af- 
fairs. 

ffM.  Doe.   62-1S16:    Filed.    Feb.    8,    IseS; 
8:45  am  ) 


mmiENT  OF  HEALTH.  EDU- 
CATION, ANB  WaFARE 

Faed  and  Drug  Administration 
C21    CFR   Port  121  1 
FOOD  ADDITIVES 
Notice  of  Filing  of  Petition 


An  application  involved  In  a 
ing  may  not  be  amended  in  •—-^ 
nor  may  a  registration  be  smiwww  • 
disclaimed  in  part,  except  with  the  «■• 
sent  of  the  other  party  or  P^J^fli 
the  approval  of  the  Trademark  TtWJ 
Appeal  Board,  or  except  upon 
duly  filed  and  considered. 


It  to  the  provisions  of  the  Fed- 

«i  Mod.  Drug,  and  Cosmetic  Act  (sec. 
41Mb)  (5),  72  Stat.  1786;  21  U.S.C. 
MKbXB)).  notice  is  given  that  a  petl- 
Jlm  (FAP  651)  has  been  filed  by  Wyan- 
m»  Chemicals  Corp..  1609  Blddle 
Aime.  Wyandotte.  Mich.,  proposing 
fei  anendment  of  9  121.2S19(d)  (3)  of 
fti  iMi  additive  regulations  by  dMDg- 
.IHtko  Item  "Polyoxypropylene-ethylene 
MMi  eondensate  (molecular  weight 
))"  to  read:  'Polyoxypropylene- 


FEBERAL  AVIATION  AGENCY 

[  14  CFR  Port  42  1 

[Reg.   Docket  No.   1062;    Dr&tt  Release   No. 
62-5] 

PROVING  PERIOD^FOR  LARGE 
AIRCRATT 

Notico  of  Proposed  lute  Making 

Pmrsoant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  C:FR  405.- 
2T).  notioe  Is  hereby  given  that  there  Is 
imder  eoosideratlon  a  proposal  to  amend 
Part  42  of  the  Civil  Air  Regulations  as 
hereinafter  set  forth. 

mterested  persons  may  participate  in 
the  »w*^wg  of  the  proposed  rules  by  sub- 
mlfettng  such  written  data,  views,  or  argu- 
ments as  they  may  desire.  Commnnica- 
tions.  should  be  submitted  in  duplicate  to 
the  Docket  Section  of  the  Federal  Avia- 
tion Agency,  Room  C-226,  1711  New 
York  Avcnne  NW..  Washington  25,  D.C. 
All  communications  received  on  or  be- 
fore April  12.  1962.  will  be  considered 
by  the  Administrator  before  taking  ac- 
tion on  the  proposed  rules.  The  proposal 
contained  in  this  notice  may  be  changed 
in  the  light  of  comments  received.  All 
comments  submitted  will  be  available  in 
the  Docket  Section  for  examination  by 
interested  persons  when  the  prescribed 
date  for  return  of  comments  has  expired. 
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Fy>r  a  niunber  of  years,  the  aisoBOft 
placed  into  seryioe  toy  air  eantanoporat- 
Ing  under  the  provitfons  of  Put  4Mi^.4ul. 
or  46  of  the  Civil  Air  Bfciilolkis  haye 
had  to  undergo  a  speeifle  pmvIbs  period 
in  aeeonlance  with  the  pnnrWaoa  oi 
those  parts  prkM:  to  bdng  used  tai  air  car- 
rier operations.  This  provlBC  period  has 
been  conducted  imder  the  surveiOanoe  of 
the  Federal  Aviation  Agency,  or  its  pred- 
ecessor agencies.  ^  ^ 

The  purpose  of  a  proving  period  Is 
twofoU:  tt  provkles  the  Adndntatntor 
with  estaMished  erttaia  to  aariafchim  In 
determining   tliat   an   air  carrier  can 
safdy  operate  a  new  or  diffeiekit  type 
of  aircraft;  and  it  affords  the j>lr  carrier 
an  opportunity  to  acquire,  ftast  h—^t 
the  experience  neeeosary  to  openteiKW 
equipment  safely  and  afldeoUy.    Prov- 
ing periods  are  also  of  great  value  since 
they  hdp  to  famiUariK  air  coccitar  per- 
sonnel with  the  Tarious  peenharittea  of 
a  new  or  different  type  aircraft  with 
gard  to  operations,  matntenaaoe,  ae 
icing,  and  handling.    The  extent  of  thJs 
provhig  period  varies  with  the  newness 
of  the  type  aircraft  being  pieced  tajto 
service  by  toe  air  cazrifer.   Pn  enmngif, 
the  r^ulations  require  that  an  ainratt 
recently  type  ceitlflratifd  and  not  p«- 
viousiy  proved  in  air  carrier  operations 
have  a  more  extensive  provtnc  period 
than  one  which  has  been  proved  Iqr  an- 
other air  canler  or  one  which  has  pre- 
viously beoi  proved  and  is  suksequentty 
altered  in  design. 

The  aircraft  placed  into  service  by 
air  carrier   and  commercial  operators 
conducting  operations  under  the  l«o- 
visions    of    Fart    42    have    not   heeP 
required  to  undergo  any  spedflc  provlag 
period.   Under  this  part,  it  has  only  been 
required  that  the  Administrator  And  the 
aircraft  to  be  safe  for  the  aervieecgered 
without  having  to  establiah  speeMc  prov- 
ing period  requirements.    This  detemi- 
nation  posed  no  problem  In  ttw  past 
KjncA  the  aircraft  placed  in  serrice  by 
these  (HMxators  had  ^ther  undaaone 
a  previous  proving  polod  whesk  operated 
by  a  scheduled  air  carrier  or  had  been 
proved  by  virtue  of  many  years  of  safe 
and  successful  operation  by  the  military 
services.    RecentJy,  however,  newly  cer- 
tificated  aircraft  not  previoujly  proved, 
and  previously  proved  aircraft  w^ch 
were  subsequentty  altered  in  design,  have 
been  placed  Into  service  by  certain  air 
carriers  operating  wader  the  proviriaiis 
of  Part  42.    Prior  to  utilizing  these  air- 
craft in  air  carrier  operations,  the  oper- 
ators concerned  have  conducted- fairly. 
extensive  training   and  famOiariiation 
programs.    While  these  pragfams  may. 
to  some  extent,  accomplish  the  objective 
of  the  proving  period,  they  may  not  fully 
comply  with,  or  be  aa"ooBiprehensive  as. 
the  specific  proving  period  requirements 
set  forth  in  either  Part  40.  41,  or  46. 

In  view  of  the  foregoing,  the  Pederml 
Aviation  Agency  otmsiders  It  awnupsiate 
to  propoec  an  amendment  to  Part  42  of 
the  CJvll  Air  Regulations  to  addltoeto 
pra'vlsians  similar  to  ttioae  in  Paits  46, 
41,  and  46  which  require  all  sircraft  to 
undergo  a  specific  proving  period  prior 
to  their  being  used  to  air  carrier  opera- 
ttons.  Such  an  amendment,  if  adopted, 
would  be  appttcaMe  to  all  large  atrcraft 
used  for  the  first  ttee  after  the  effective 
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date  of  the  amoidment  by  an  air  carrier 
or  oommereial  operator  operating  under 
tte  proTlatons  of  Part  42. 

Aooordlngly.  notice  to  hereby  given 
that  It  ]M  propoeed  to  amend  Part  42  of 
the  CtrU  Air  RegulaUons  (1«  CPR  Part 
42.  ae  unended)  by  adding  a  new  !  42.17 
to  read  a« follows: 

8  42.17      Proring  lc«U  for  large  aircraft. 

(a)  A  tjrpe  of  aircraft  not  previously 
proved  for  use  In  air  carrier  operation 
shall  have  at  least  100  hours  of  proving 
tests,  in  addition  to  the  aircraft  certifica- 
tion tests,  accomplished  under  the  super- 
vision of  an  authorized  representative 
of  the  Administrator.  As  part  of  the 
100-hour  total  at  least  50  hours  shall 
be  floim  in  en  route  operation  and  at 
least  10  hours  shall  be  flown  at  night. 

(b)  A  type  of  aircraft  which  has  been 
previously  proved  for  use  in  air  carrier 
operation  shall  be  tested  for  at  least  50 
hours,  of  which  at  least  25  hours  shall 
be  florwn  In  en  route  operation,  unless 
deviations  are  speciflcally  authorized  by 
the  Administrator  on  the  ground  that 
the  special  circumstances  of  a  particular 
case  make  a  literal  observance  of  the 
requfremmts  of  this  paragraph  unneces- 
sary for  safety,  when  the  aircraft: 

(1)  Is  materially  altered  in  design,  or 

(2)  Is  to  be  used  by  an  sUr  carrier  who 
has  not  iHwlously  proved  such  a  type. 

Ifoia:  A  type  of  aircraft  will  be  considered 
to  be  materially  altered  in  deelgn  when  the 
alterations  include,  but  are  not  neceasarlly 
Umttart  to:  (a)  Installation  of  powerplanta 
othar  than  the  powerplants  of  a  type  similar 
to  thoae  with  which  the  aircraft  is  certifi- 
cated; (b)  major  alteration  to  the  aircraft  or 
ita  components  which  materially  affecte  the 
flight  characterUtics. 

(c)  Durlnc  proving  tests  only  those 
persons  required  to  make  the  test  and 
those  designated  by  the  Administrator 
Shan  be  carried.  Mail,  express,  and  oth- 
er cargo  may  be  carried  when  approved. 

This  amendment  is  proposed  under  the 
authority  of  sections  313(a).  601.  605.  of 
the  FMeral  AviaUon  Act  of  1958  (72 
Stat  752,  775.  778;  49  US.C.  1354.  1421. 
1425). 

Issued  In  Washington,  D.C.,  on  Febru- 
ary 5.  1962. 

O.  8.  Moosi. 
'  Acting  Director, 

Flight  Standards  Service. 

(FA.    Doc.    89-1818:     Piled.    Feb.    8,     1982; 
8:46  ajn.l 


[  14  CFR  Part  600  1 

I  Airspace  Docket  No.  81-LA-88 1 

FEDERAL  AIRWAYS 
Proposad  AffaroNon 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR 
400.13).  notice  Is  hereby  given  that  the 
Federal  Aviation  Agency  is  considering 
an  amendment  to  I  600.6004  of  the  regu- 
lattons  at  the  Administrator,  the  sub- 
stance of  which  Is  stated  below. 

Low  altitude  VOR  Federal  airway 
No.  4  Is  designated  in  part  from  Malad 
City,  Idaho,  to  Rock  Springs.  Wyo.  The 
Federal  Aviation  Agency  has  under  con- 
sideration the  designation  of  a  south  al- 
ternate to  this  segment  of  Victor  4  from 
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the  Malad  City  VORTAC  to  the  Rock 
Springs  VORTAC  via  the  Fort  Bridger. 
Wyo.,  VOR  The  minimum  en  route  alti- 
tude along  the  segment  of  Victor  4  be- 
tween the  Malad  City  VOR  and  the 
Oreen  River  Intersection  (Intersection 
of  the  Fort  Bridger  VOR  032'  and  the 
Rock  Springs  VORTAC  252"  True 
radlals)  is  13.800  feet  MSL.  This  pro- 
vides only  one  usable  altitude  in  the  low 
altitude  structure.  The  minimum  en 
route  altitude  along  the  proposed  south 
alternate  airway  would  be  12,000  feet 
MSL.  Accordingly,  the  south  alternate 
airway  would  provide  additional  alti- 
tudes for  flight  between  Malad  City  and 
Rock  Springs. 

The  control  areas  associated  with  this 
proposed  airway  segment  would  extend 
from  700  feet  above  the  surface  to  the 
base  of  the  continental  control  area. 
Separate  actions  would  be  initiated  to 
Implement  on  an  area  basis  Amendment 
60-21  to  Part  60  of  the  Civil  Air  Regula- 
tions. 

Interested  persons  may  submit  such 
written  data,  views,  or  argxunents  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator.  Western  Region,  Attn: 
Chief.  Air  TrafBc  Division.  Federal  Avia- 
tion Agency.  5651  West  Manchester  Ave- 
nue, P.O.  Box  90007,  Airport  Station,  Los 
Angeles  45.  Calif.  All  communications 
received  within  forty-flve  days  after  pub- 
lication of  this  notice  in  the  Fxderal  Rkg- 
isTKR  will  be  considered  before  action  is 
taken  on  the  proposed  amendment.  No 
public  hearing  Is  contemplated  at  this 
time,  but  arrangements  for  informal  con- 
ferences with  Federal  Aviation  Agency 
officials  may  be  made  by  contacting  the 
Regional  Air  Traffic  Division  Chief,  or 
the  (Thief.  Airspace  Utilization  Division, 
Federal  Aviation  Agency,  Washington  25. 
DC.  Any  data,  views  or  arguments  pre- 
sented during  such  conferences  must  also 
be  submitted  in  wilting  in  accordance 
with  tills  notice  in  order  to  become  part 
of  the  record  for  consideration.  The 
proposal  contained  in  this  notice  may 
be  changed  In  the  light  of  comments 
received.  '^ 

The  official  Docket  will  be  available  for 
examination  by  interested  persons  at 
the  E)ocket  Section.  Federal  Aviation 
Agency.  Room  0226.  1711  New  York 
Avenue  NW..  Washington  25.  DC.  An 
Informal  Docket  wUl  also  be  available  for 
examination  at  the  office  of  the  Re- 
gional Air  Traffic  Division  Chief. 

This  amendment  Is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  US.C.  1348) . 

Issued  in  Washington,  D.C.,  on  Febru- 
ary 2,  1962. 

CUrrORD   P.    BUKTON. 

Acting  Chief. 
Airspace  Utilization  Division. 

[PR     Doc      63-1310:     Filed.     Feb.    8.     1962; 
8:4fi  am. I 


[  14  CFR  Port  600] 

I  Airspace  Docket  No.  61-LA-79| 

FEDERAL  AIRWAYS 
Proposed  Alteration 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator   (14  CFR 


409.13).  notice  is  hereby  giygQ 
Federal  Aviation  Agency  is  qq 
an  amendment  to  {  600.1741  of 
latlons  of  the  Administrator  ^"S* 
stance  of  which  Is  stated  betow 

The  western  terminus  of  Ints^^b^ 
altitude  VOR  Federal  alnrakjl^Sz 
the  Las  Vegas.  Nev.,  VOR  The  ^22 
Aviation  Agency  Is  considering  oEbl 
Ing  Victor  1748  from  the  Las  ViCMvS 
to  the  intersection  of  the  Las  YsbmiS 
266°  and  the  Beatty.  Nev'  vS  imI 
True  radials.  '  *"^ 

This  extension  of  Victor  174|  ^U  mb. 
vide  a  more  direct  intermediate  att^^ 
airway  for  traffic  operating  fna  2 
over  Las  Vegas  to  terminals  to  7 
northwest. 

Interested  persons  may  mAiih  |^ 
wiitten  data,  views,  or  arguments  M^Z 
may  desire.  Communications  riMMik 
submitted  In  triplicate  to  the  AMriM 
Administrator.  Western  Redon^S' 
Chief.  Air  TrafBc  Division.  PWsna 
ticoi  Agency.  5651  West  Um 
Avenue.  P.O.  Box  90007,  Alipoct 
Los  Angeles  45.  Calif.  All  Mwm 
tions  received  within  forty-five  Abi 
after  publication  of  this  noties  ii  vS 
Fxderal  Register  will  be  nnnrtrtmj  It- 
fore  action  is  taken  on  the  PNWii 
amendment.  No  public  hearli^(  ^  og^ 
templated  at  this  time,  but  tnmm- 
ments  for  Informal  conferenees  vflk 
Federal  Aviation  Agency  "***!tk  Hv 
be  mad^  by  contacting  the  Reglaail  Ak 
Traffic  Division  Chief,  or  the  CSM,  it- 
space  Utilization  Division,  Federal  Avk> 
tion  Agency,  Washington  2S,  DjC.  A^ 
data,  views,  or  arguments  prMMM 
during  such  conferences  mint  alw  || 
submitted  In  writing  in  acoordaaot  vMi 
this  notice  in  order  to  beeome  piit  if 
the  record  for  consideration.  Um  pro- 
posal contained  In  this  notice  mn  ki 
changed  in  the  light  of  nnmminli 
received. 

The  official  Docket  will  be  avaiUUikr 
examination  by  interested  penooi  altki 
Docket  Section.  Federal  Aviation  ApMr, 
Room  C-226,  1711  New  York  Avmk 
NW  ,  Washington  25,  D.C.  An  InfMHil 
Docket  will  also  be  available  for  maai- 
nation  at  the  office  of  the  Regional  Ak 
Traiffic  Division  Chief. 

This  amendment  is  proposed  mdv 
section  307(a)  of  the  Federal  AtMIm 
Act  of  1958  (72  SUt.  749;  49  nJB.C.  IMD. 


February  9,  1962 


—J  miMti  of  the  regulations  of  the 
•*Sl-^tor  the  substance  of  which  is 


Issued  In  Washington,  D.C.  on '. 
ary  2,  1962. 

CLirroto  P.  BunoH. 
Acting  Chkf, 
Airspace  Utilization  DIagUitm. 

|FR     Doc     62-1330:    Filed,    Feb.   t.    Mt 
8:45  ajn.] 


[14  CFR   Parts  600,  601  1 

[  Airspace  Docket  No.  01-WA-1M| 

FEDERAL  AIRWAYS  AND 
CONTROLLED  AIRSPACE 

Proposed  Alteration  of  Fedilrf 
Airways 

Pursuant  to  the  authority 
to  me  by  the  Administrator  (14 
409.13),  notice  is  hereby  given  tfaalIRi 
Federal  Aviation  Agency  Is  ooniMMM 
amendments    to    Sf  600.6046,    60tJll*i 


fSilSMde  VOR  Federal  airway  No. 
J^Zm^  in  part  from  the  Intersection 
•JJuJchfleld.  Mich..  VORTAC  096* 
il«LJjack8on,  Mich..  VOR  131*  True 
S^to  the  Jackson  VOR.  Low  alti- 
SvOR  Federal  airway  No.  10  extends 
JTLh  from  the  Utchfield  VORTAC  via 
S^SffSrtion  of  the  Litchfield  VOR- 
«u<  AM*  and  the  Carleton,  Mich., 
S£4<AC  247*  True  radials  to  the  Carle- 
SrJoRTAC.  The  Federal  Aviation 
\  T^It  tias  imder  consideration  the  fol- 
25? proposed  airspace  actions: 

1  Refoke  the  above-mentioned  seg- 

■^  ^  Victor  45.  and  designate  this 

m  and  its  associated  control  areas 

tiie  Jackson  VOR  via  the  Intersec- 

'o«  the  Jackson  VORTAC  137*  and 

Waterville  VORTAC  329'  True  ra- 

■  to  the  Waterville.  Ohio.  VORTAC. 

^^  would  facilitate  the   use  of   the 

Ljyjit  Mich.,  terminal  area  air  traffic 

^^  procedures  and  provide  a  route 

i   Toledo.    Ohio,    and    Jackson, 

The    control    areas    associated 

gm  this  proposed  aliway  segment  would 

from  700  feet  above  the  surface  to 

of  the  continental  control  area. 

action  would  be  Initiated  to 

It  on  an  area  basis  Amendment 

mi  to  Part  60  of  the  Civil  Air  Regiila- 
Udoi.  The  Jackson.  Mich.,  control  area 
CtHMton  ({  601.1187)  is  defined  in  part 
Mboanded  on  the  west  by  VOR  Federal 
ilnray  Mo.  45.  No  change  is  proposed 
to  ttito  description  since  the  alteration 
if  Vletor  46  as  proposed  herein  would 
HBt  BSterially  increase  the  size  of  the 
ptlntlT  designated  Jackson  control 
•naotenslon. 

L  Redesignate  Victor  10  from  the 
m^*«toM  VORTAC  to  the  Carleton 
VCOTAC  via  the  intersection  of  the 
liWifldd  VORTAC  107°  and  the  Carle- 
ton-VORTAC  247*  True  radials.  This 
foidd  facilitate  the  use  of  the  Detroit, 
Utah.,  terminal  area  air  traffic  control 
pRMdures  and  provide  an  alternate 
iMie  from  the  Utchfield  VOR  to  the 
Waterville  VOR  via  Victor  10  and  Victor 
li.  The  control  areas  associated  with 
ttJi  slrway  segment  are  so  designated 
Hist  thor  would  automatically  conform 
Is  tlw  altered  airway.  The  vertical  ex- 
of  these  control  areas  would  re- 
designated pending  review  of  the 
-^_mt  airspace.  Separate  actions 
wfll  be  initiated  to  implement  on  an  area 
beile  Amendment  60-21  to  Part  60  of 
tbeCtvfl  Air  Regulations. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
■sy  desire.  Communications  should  be 
ateltted  in  triplicate  to  the  Assistant 
AdBdntstrator,  Central  Region,  Attn: 
CUef.  Air  Traffic  Division.  Federal  Avla- 
tlm  Agency.  4825  Troost  Avenue.  Kan- 
■s  City  10.  Mo.  AH  commimications  re- 
Mtved  within  forty-flve  days  after  pub- 
Matton  of  this  notice  in  the  Fkdexal 
Bmrb  will  be  considered  before  action 
k  taken  on  the  proposed  amendment, 
■e  PQbUe  hearing  is  contemiAated  at 
Mi  time,  but  arrangements  for  in- 
^MBsl  conferences  with  Federal  Avia- 
te Agency  officials  may  be  made  by 

110.88 3 
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eontaetinf  the  Regional  Air  Traffic  Divi- 
sion Chief,  or  the  Chief,  Airspace  Utiliza- 
tion Division.  Federal  Aviation  Agency. 
Washington  25,  D.C.  Any  data,  views 
or  arguments  presented  during  such  con- 
ferences must  also  be  submitted  in  writ- 
ing In  accordance  with  this  notice  in 
order  to  become  part  of  the  record  for 
consideration.  The  proposal  contained 
in  this  notice  may  be  changed  in  the 
light  of  comments  received. 

The  official  Docket  will  be  available  for 
examination  by  interested  persons  at  the 
Docket  Section,  Federal  Aviation  Agency. 
Room  C-320,  1711  New  York  Avenue 
NW.,  Washington  25.  D.C.  An  informal 
Docket  will  also  be  available  for  exami- 
nation at  the  office  of  the  Regional  Air 
Traffic  Division  Chief. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  U.&.C.  1348) . 

Issued  In  Washington,  D.C.  on  Feb- 
ruary 2.  1962. 

CLirroRD  P.  Burton, 

Acting  Chief. 
Airspace  Utilization  Division. 

(FJt.    Doc.    63-1331;     FUed,    Feb.    8,    1962; 
8:46  a.m.] 


[  14  CFR  Parts  600,  601  ] 

(Airspace  Docket  No.  61-KC-491 

FEDERAL  AIRWAYS  AND 
CONTROLLED  AIRSPACE 

Proposad  Dasignation  of  Transition 
Araas,  Proposed  Revocation  of 
Control  Area  Extensions;  Proposad 
Alteration  of  Control  Zones,  Federal 
Airwoys,  and  Associated  Control 
Areas 


Pursusmt  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR 
400.13),  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  (FAA)  is  c(m- 
sidering  amendments  to  Parts  600  and 
601  of  the  regulations  of  the  Adminis- 
trator, the  substance  of  which  is  stated 
below. 

The  following  controlled  airspace  is 
presratly  designated  in  the  St.  Louis, 
Mo.,  terminal  area: 

1.  The  St.  Louis  control  area  extension 
(S  601.1119)  is  designated  within  a  25- 
mlle  radius  of  Lambert  Field,  St.  Louis. 
excluding  the  portion  that  coincides  with 
the  Belleville,  HI.,  control  area  extension 
(§601.1031). 

2.  The  Belleville  control  area  exten- 
sion is  designated  within  a  40-mile  radius 
of  Scott  Air  Force  Base. 

3.  Ibe  St.  Louis  control  zone  (§601.- 
2070)  Is  designated  within  a  5-mile  ra- 
dius of  Lambert-St.  Louis  Municipal 
Airport,  within  2  miles  either  side  of  the 
east  course  of  the  St.  Louis  radio  range 
extending  from  the  radio  range  to  10 
miles  east,  within  2  miles  either  side  of 
the  front  course  of  the  St.  Louis  ILS 
locallaer  extending  from  the  localizer  to 
5  miles  east  of  the  outer  compass  locator. 
within  2  miles  either  side  of  the  back 
course  of  the  IliS  localizer  extending 
from  the  locator  to  10  miles  southwest 
of  the  I#ke  nondirectional  radio  beacon, 
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and  within  2  miles  either  side  of  the  S2S* 
and  143*  True  radials  of  the  St.  Louis 
VORTAC  extending  f rcxn  the  airport  to 
10  miles  northwest  of  the  VORTAC. 

4.  The  Belleville  control  Booe  1601.* 
2095)  is  designated  within  a  5-mlle  ra- 
dius of  Scott  Air  Force  Base.  BeDevlUe,  / 
and  within  2  miles  either  side  of  the  317* 
True  bearing  from  the  BellevlUe  radio 
beacon  extending  from  the  5-mlle  radius 
zone  to  the  radio  beacon. 

In  addition,  effective  January  11.  1963 
(Airspace  Docket  No.  61-KC-42,  26  FJl. 
12501).  the  Hardin.  111.,  transition  area 
was  designated  as  that  airspace  extend- 
ing upward  from  2,500  feet  mean  sea 
level,  bovmded  on  the  east  by  loofitode 
90° 32 '00"  W.,  on  the  south  and  south- 
west by  VOR  Federal  airway  No.  210 
north  alternate  and  on  the  north  and 
northwest  by  the  aro  of  a  SS-mlle  radius 
circle  centered  on  Lambert  Field. 

The  control  aroas  associated  trlth  the 
airways  which  traverse  these  airqwce 
designations  are  presently  designated  to 
extend  upward  from  700  feet  above  the 
surface  to  the  base  of  the  c(mtinental 
control  area. 

To  implement  the  provisions  of 
Amendment  60-21  to  the  Civil  Air  Reg- 
ulations. Part  60,  Ah:  TrafBc  Rules  (28 
F.R.  570) ,  in  the  St.  Louis  terminal  area, 
the  Federal  Aviation  Agency  has  under 
consideration  the  following  airspace 
actions:      ^ 

1.  Revoke  the  St.  Louis  control  area 
extension  and  the  Hardin  transition  area 
and  designate  in  lieu  tliereof  the  St. 
Louis  transition  area  to  extend  upward 
from  1,200  feet  above  the  surface  within 
a  25 -mile  radius  of  Lambert-St.  Louis 
Municipal  Airport  (latitude  38*44'60"  N.. 
longitude  90*21'52"  W.).  and  within  the 
area  extending  from  the  25-mlle  radius 
area  to  33  miles  northwest  of  the  St. 
Louis  VORTAC  boimded  mx  the  east  by 
VOR  Federal  airway  No.  9  west  alternate 
and  on  the  west  by  VOR  Federal  ahrway 
No.  4  north  alternate. 

2.  Revoke  the  Belleville  control  area 
extension  and  designate  in  lieu  thereof 
the  Belleville  transition  area  to  extend 
upward  from  1,200  feet  above  the  surface 
within  a  40-mile  radius  of  Scott  Air 
Force  Base  (latitude  38*32'32"  N.,  longi- 
tude 89*51'30"  W.) ,  bounded  on  the  west 
by  VOR  Federal  airway  No.  9,  and  on 
the  northwest  by  the  inroposed  St.  Louis 
transition  area  and  VOR  Federal  airway 
No.  191. 

3.  The  airways  and  their  associated 
control  areas  that  traverse  these  pro- 
posed transition  areas  would  be  re- 
designated to  extend  upward  trom  a  floor 
coincident  with  that  of  the  transition 


areas. 

4.  Alter  the  St.  Louis  control  aone  by 
redesignating  it  within  an  8-mile  radius 
of  Lambert-St.  Louis  Mimidpal  Airport 
(latitude  38*44'50"  N.,  longitude  90*21'- 
52' '  W.) ,  within  2  miles  either  side  of  the 
ILS  localizer  front  course  extending 
from  the  8-mile  radius  zone  to  8  miles 
northeast  of  the  outer  marker,  and 
within  2  miles  south  aiKl  3  miles  north 
of  the  ILS  localizer  back  course  extaiA- 
ing  from  the  8-mlle  radius  zone  to  12 
miles  southwest  of  the  Lake  radio  bea- 
con.  The  8-mile  radius  is  behig  proposed 
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In  tt«a  of  a  onaller  radius  with  exten- 
rtfp*«   because  the  standard   departure 
n>utli«8  In  use  at  this  location  would 
require  an  excessive  number  of  exten- 
-mtaOB.    Tbe  extensions  northeast  of  the 
outer  marker  and  southwest  of  the  Lake 
radio  beacon  are  necessary  to  contain 
tbe  flight  paths  of  arriving  aircraft  ex- 
ecutiiv  existing   prescribed   instrument 
apivroaeh  procedures.    The  3 -mile  width 
proposed  for  the  extension  to  the  north 
of  the  ILS  localizer  backcourse  is  neces- 
sary to  contain  the  flight  path  of  arriv- 
ing   aircraft    making    straight -in    ap- 
proaches  from   the    Maryland    Heights 
VOBTAC.  and  also  to  include  the  Creve 
Coeur  and  Lobmaster  Airports  and  their 
surrounding  traffic  patterns. 

5.  The  Belleville.  111.,  control  zone 
woiild  be  altered  to  include  the  airspace 
within  an  8-mile  radius  of  Scott  Air 
Force  Base.  Belleville.  111.  (latitude  38°- 
32'32"  N..  longitude  89'51'30"  W). 
This  Increase  in  size  of  the  BellevUle 
ccmtrol  zone  would  provide  controlled 
airspace  for  aircraft  arriving  and  de- 
parting Scott  Air  Force  Base  when  de- 
scending from  or  climbing  to  a  point 
within  the  proposed  Belleville  transition 
area. 


PROPOSED  RULE   MAKING 

Required  revisions  of  instrument  ap- 
proach and  departure  procedures  and 
minimum  Instrument  flight  rules  alti- 
tudes attendant  to  the  implementation 
of  Amendment  60-21  would  be  effective 
concurrently  with  the  controlled  airspace 
designations  proposed  herein.  Specific 
details  of  the  changes  in  procedures  that 
would  be  required  may  be  examined  by 
contacting  the  Chief.  Airspace  Utiliza- 
tion Branch.  Air  Traffic  Division.  Central 
Region  Federal  Aviation  Agency,  4825 
Troost  Avenue,  Kansas  City  10,  Mo. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Commumcations  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator.  Central  Region.  Attn; 
Chief.  Air  Traffic  Division.  Federal  Avia- 
tion Agency,  4825  Troost  Avenue.  Kan- 
sas City  10.  Mo.  All  communications 
received  within  sixty  days  after  publi- 
cation of  this  notice  in  the  Federal  Reg- 
ister will  be  considered  before  action 
is  taken  on  the  proposed  amendment.  No 
public  hearing  is  contemplated  at  this 
time,  but  arrangements  for  informal 
conferences  with  Federal  Aviation 
Agency  officials  may  be  made  by  contact- 
ing   the    Regional    Air   Traffic    Division 


Chief,  or  the  Chief,  Airspaee.  Ut 
Division,  Federal  Aviatloa 
Washington  25.  D.C.  Any  data.  i 
argiunents  presented  during  ml. 
f erences  must  also  be  submittai  ki 
Ing  in  accordance  with  this  Wital  fa 
order  to  become  part  of  the  reoat  Ut 
consideration.  The  proposal  eootilBif 
in  this  notice  may  be  changed  in  tbt]^ 
of  comments  received. 

The  official  Docket  will  be  avaflablete 
examination  by  interested  perHWi'" 
Docket  Section,  Federal  Avlatkini 

Room    C-226,    1711    New  York       . 

NW.,  Washington  25,  D.C.  Anlntomi 
Docket  will  also  be  available  for  «■■- 
ination  at  the  office  of  the  RcgioMlAir 
Traffic  Division  Chief. 

This  amendment  is  proposed  OH^ 
section  307(ai  of  the  Federal  AVlMhB 
Act  of  1958  <72  Stat.  749;  4*  TJZ£. 
1348). 

Issued  in  Washington,  D.C.  on  Alb- 
ruary  2.  1962. 

CLirroRD  P.  BtmoB, 
AcUnoChkt, 

Airspace  Utilization 
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imniENT  OF  THE  TREASURY 

Coast  Guard 

[OOFR  61-641 

KOWPMENT,  INSTALLATIONS,  OR 
"^  MATERIALS 

Approval  Notice 

1  Various  items  of  lifesaving,  fire- 
^HBg,  and  miscellaneous  equipment, 
STfliltinns  and  materials  used  on  mer- 
SJtVessels  subject  to  Coast  Guard  in- 
^!^on  or  on  certain  motorboats  and 
KT^aasxire  craft  are  required  by  law 
^aJ^artous  regulations  in  46  CFR  CSiap- 
te  I  to  be  of  types  approved  by  the  Com- 
Biadant,  United  States  Coast  Guard. 
Ibe  procedures  governing  the  granting 
of  mprovals,  and  cancellation,  termina- 
tion or  withdrawal  of  approvals  are  set 
forth  to  4fl  CFR  2.75-1  to  2.75-50,  In- 
dntre.  For  certain  types  of  equipment, 
tutallattons,  and  matericds,  specific 
sedfleatlons  have  been  prescribed  by  the 
COBunandant  and  are  published  in  46 
CFR  Parts  160  to  164,  inclusive  (Sub- 
dispCer  Q— Specifications) ,  and  detailed 
litioedUies  for  obtaining  approvals  are 
ilM  described  therein. 

I  Tlie  Commandant's  approval  of  a 
vedflc  item  is  intended  to  provide  a 
control  over  its  quality.  Therefore,  such 
apiiroTal  applies  only  to  the  item  con- 
■tneted  or  installed  in  accordance  with 
tbe  applicable  requirements  and  the  de- 
tsili  described  in  the  specific  approval. 
If  a  q)ecific  item  when  manufactured 
does  not  comply  with  the  details  in  the 
ipiaroval.  then  such  item  is  not  con- 
Mered  to  have  the  Commandant's  ap- 
proraJ.  and  the  certificate  of  approval 
tamed  to  the  manufacturer  does  not 
mdy  to  such  modified  item.  For  exam- 
ple, if  an  item  is  manufactvu-ed  with 
disnges  in  design  or  material  not  pre- 
Tioasly  approved,  the  approval  does  not 
spidy  to  such  modified  item. 

3.  After  a  manufacturer  has  sub- 
Bitted  satisfactory  evidence  that  a  par- 
ticular iton  complies  with  the  applicable 
Isviand  regulations,  a  Certificate  of  Ap- 
proTil  (Form  CGHQ-10030)  will  be  is- 
ned  to  the  manufacturer  certifying  that 
-the  item  specified  complies  with  the  ap- 
pUcabte  laws  and  regulations  and  aft- 
proral  Is  given,  which  will  be  in  effect 
for  a  period  of  5  years  from  the  date 
firen  unless  sooner  canceled  or  sus- 
pended by  proper  authority. 

1  The  purpose  of  this  document  is  to 
nottfj  all  concerned  that  certain  ap- 
Pnnrals  were  granted  during  the  period 
Irom  November  15,  1961.  to  December  7, 
IMl.  These  actions  were  taken  in  ac- 
oordanoe  with  procedures  set  forth  in  46 
cm  2.76-1  to  2.75-50,  inclusive. 

5.  The  delegations  of  authority  for 
the  Coast  Guard's  actions  with  respect 
to  ^iprovals  may  be  found  in  Treasury 
Department  Orders  120.  dated  July  31. 
MM  (16  rn.  6521),  167-14,  dated  No- 
'W»ber26,  1954  (19  F.R.  8026),  167-15, 
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dated  JaniuuT  3, 1955  (20  F.R.  840) ,  167- 
20,  dated  June  18.  1956  (21  F.R.  4894) , 
cam  56-38.  dated  July  24. 1956  (21  F.R. 
5650) .  or  167-38.  dated  October  26,  1959 
(24  FJl.  8857),  and  the  statutory  au- 
thority may  be  found  in  R.S.  4405,  as 
amended,  4462,  as  amended,  4488,  as 
amended.  4491,  as  amended,  sees.  1,  2, 
49  Stat.  1544.  as  amended,  sec.  17.  54 
Stot.  166.  as  amended,  sec.  3,  54  Stat.  346, 
as  amended,  sec.  3, 70  Stat.  152  (46  U.S.C. 
375.  416,  481.  489.  367.  526p,  1333,  390b) , 
sec.  4(e),  67  Stat.  462  (43  U.S.C.  1333 
(e) ) .  or  sec.  3(c) .  68  Stat.  675  (50  U.S.C. 
198).  and  Implementing  regulations  in 
46  CFR  Chapter  I  or  33  CFR  Chapter  I. 
6.  In  Part  I  of  this  document  are  listed 
the  approvals  granted  which  shall  be  in 
effect  for  a  period  of  5  years  from  the 
dates  granted,  unless  sooner  canceled 
or  suspended  by  proper  authority. 

Pabt  I — Approvals  of  Equipment, 
Installations,  or  Materials 

buoyant  apparatus 

Approval  No.  160.010/22/0,  6.25'  x  3.92' 
X  0.67'  buoyant  apparatus,  20 -person 
capacity  expanded  unicellular  polysty- 
rene foam  core  with  fibrous  glass  rein- 
forced polyester  resin  shell,  dwg.  No. 
M-89-11.  dated  September  29,  1955,  re- 
vised Jvij  17,  1956,  core  and  shell  fabri- 
cated fay  Lawrence  Wittman  and  Co.,  40 
Brooklyn  Avenue,  Massapequa,  N.Y., 
manufactured  by  Marine  Safety  Equip- 
ment Corp..  Point  Pleasant  Beach,  N.J., 
effective  December  4,  1961.  (It  is  an  ex- 
tension of  Approval  No.  160.010/22/0 
dated  December  4,  1956.) 

LIFE  FLOATS 

Approval  No.  160.027/27/0,  9.0'  x  5.08' 
(13"  dia.  body  section) ,  rectangular  hol- 
low aluminum  life  fioat,  25-person  capac- 
ity, dwg.  No.  3348-2,  dated  June  28,  1951, 
manufactured  by  Welin  Davit  and  Boat 
Division  of  Continental  Copper  and  Steel 
Industries,  Inc.,  Perth  Amboy,  N.J.,  effec- 
tive Deconber  7.  1961.  (It  is  an  exten- 
sion of  Approval  No.  160.027/27/0  dated 
December  7,  1956  and  published  in  the 
pteBRAL  Rbgister  January  30,  1957.) 

DAVITS 

Approval  No.  160.032/128/0,  mechan- 
ical davit,  straight  boom  sheath  screw, 
gise  A-7-0-S.  approved  for  maximum 
working  load  of  8.000  pounds  per  set 
(4,000  pounds  per  arm),  using  2-part 
falls,  identified  by  general  arrangement 
dwg.  No.  619 J3  dated  January  3.  1951, 
manufactured  by  C.  C.  Galbraith  and 
Son,  Inc.,  99  Park  Place,  New  York  7, 
N.Y.,  effective  December  7,  1961.  (It  is 
an  extension  of  Approval  No.  160.032/ 
128/0  dated  December  7,  1956,  published 
in  the  FBdbral  Register   January  30, 

1957.) 

lifeboats 

Approval  No.  160.035/89/2. 16.0'  x  5.71' 
X  2.3'  steel,  oar-propelled  lifeboat,  12- 
person  capacity,  identified  by  general  ar- 
rangonent  and  coiistruction  dwg.  No. 


49R-1612,  dated  August  27. 1050,  and  re- 
vised March  2.  1956;  if  mechanical  dis- 
engaging apparatus  is  fitted,  it  shall  be 
of  an  approved  type  and  the  installation 
in  this  particular  lifdMMit  shall  be  ap- 
proved by  the  Commandant;  mannfac- 
tured  by  Lane  Lifeboat  and  Davit  Corp.. 
8920  26th  Avenue,  Brooklyn  14,  N.Y., 
effective  December  4,  1961.  at  is  an  ax- 
tension  of  Approval  No.  160.0S5/89/2 
dated  December  4,  1956.) 

Approval  No.  160.035/199/1,^.0'  x  9.0' 
x  3.83'  steel.  hand-mropeUed  lifeiXMit,  ftS- 
person  capacity,  identified  by  oonstrue- 
tion  and  arrangement  dwg.  No.  818S 
dated  AprU  9.  1956.  revised  May  2.  1056, 
manufactured  by  Welin  Davit  and  Boat 
Division  of  Continental  Copper  and  Steel 
Industries.  Inc..  Perth  Amboy,  NJ.,  ef- 
fective December  4.  1961.  (It  is  an  ex- 
tension of  Approval  No.  160.(05/190/1 
dated  December  4.  1956.) 

Approval  No.  160.035/241/1.  36.6'  x 
12.5'  X  5.33'  aluminum,  hand-propdled 
lifeboat.  150-person  capacity,  identified 
by  construction  and  arrangement  dwg.  ' 
No.  36-7C  dated  March  20,  1950.  and 
revised  June  20.  1956.  manufactured  by 
Marine  Safety  Equiixnent  Corp.,  Pcdnt 
Pleasant  Beach,  N.J.,  effective  December 
4,  1961.  (It  is  an  extension  of  Approval 
No.  160.035/241/1  dated  December  4, 
1956.) 

Approval  No.  160.035/345/0.  26.0'  x 
8.3'  X  3.6'  steel,  hand-propelled  lifeboat. 
46-person  capacity,  identified  by  con- 
struction and  arrangement  dwg.  No. 
60011  dated  May  16.  1955.  and  revised 
May  15.  1956.  manufactured  by  Welin 
Davit  and  Boat  Division  of  Continental 
Copper  and  Steel  Industries.  Inc.,  Perth 
Amboy,  N.J.,  effective  Decemba*  4,  1961. 
(It  is  an  extension  of  Apjroval  No.  160.- 
035/345/0  dated  December  4, 1956.) 

Approval  No.  160.035/350/0,  18.0'  x 
6.0'  X  2.5'  steel,  oar-propelled  lifdMWt, 
18-person  capacity,  identified  by  ctm- 
struction  and  arrangement  dwg.  No. 
16-5.  dated  February  29,  1956,  and  re- 
vised July  19.  1956;  if  mechanical  dis- 
engaging apparatus  is  fitted,  it  studl  be 
of  an  approved  type  and  the  installa- 
tion in  this  particular  lifeboat  shall  be 
approved  by  the  Commandant;  manu- 
factured by  Marine  Safety  Equipment 
Corp.,  Point  Pleasant  Beach,  ft  J.,  eftec- 
tive  December  4,  1961.  (It  is  an  exten- 
sion of  Approval  No.  160.035/350/0  dated 
December  4. 1956.) 

Approval  No.  160.035/416/0,  30.0'  x 
10.0'  X  4.33'  fibrous  glass  retnfmrced  plas- 
tic, hand-propelled  lifeboat,  78^>»8on 
capacity,  identified  by  genotJ  arrange- 
ment dwg.  No.  80289.  Rev.  E  dated  Oc- 
tober 20.  1961,  manufactured  by  Wdin 
Davit  and  Boat  Division  oi  Continental 
Copper  and  Steel  Industries,  Ine.,  Perth 
Amboy,  N.J..  effective  November  15. 1961. 
Approval  No.  160.035/422/0.  24.0'  x 
8.33'  X  3.58'  steel.  hand-propeDed  life- 
boat. 43-person  eapatdty,  identified  by 
construction  and  arrangement  dwg.  No. 
Gh-2443-H.  revidbd  Novonber  1,  1961, 
manufactured  by  C.  C.  Galbraith  and 
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Son.  Inc..  99  P»rk  Place.  New  York  7. 
N.Y.,  effective  December  1.  1961. 

BUOTAjrr  V«STS,   KAPOK  OR   FIBROUS   CLASS, 
ADULT  AHO  CHILD 

Hon:  ApproT«d  Xor  use  on  motorboata  of 
CUmm  a.  1.  or  2  not  carrying  pauengers  fur 
hire. 

Ap|SOV»l  No.  160.047  339  0.  Type  I. 
Model  AK-1.  adult  kapok  buoyant  vest. 
U-8.C.O.  SpeciflcaUon  Subpart  160.047. 
manufactured  by  Ben-Sun  Products  Co., 
70  South  Railroad  Street.  New  London, 
Ohio,  effective  November  15.  1961.  ilt 
supersedes  Approval  No.  160.047  339  0 
dated  June  21.  1960.  to  show  change  of 
rtmm»  ^iMj  address  of  manufacturer.' 

Approval  No.  160.047  340  0.  Type  I, 
Model  CKM-1.  child  kapok  buoyant  vest. 
JJJS.C.Q.  SpeciflcaUon  Subpart  160.047. 
manufactured  by  Ben-Sun  Products  Co.. 
70  South  Railroad  Street.  New  London, 
Ohio,  effective  November  15.  1961.  'It 
supersedes  Approval  No.  160.047  340  0 
dated  June  21.  1960.  to  show  change  of 
name  and  address  of  manufacturer. ) 

Approval  No.  160.047/341/0.  Type  I. 
Model  CKS-1,  child  kapok  buoyant  vest. 
U.S.C.O.  Specification  Subpart  160  047, 
manufactured  by  Ben-Sun  E*roducts  Co  , 
70  South  Railroad  Street.  New  London, 
Ohio.  effecUve  November  15,  1961  at 
supersedes  Approval  No.  160.047  341  0 
dated  June  21.  1960,  to  show  change  of 
name   and   address   of   manufacturer  > 

BUOYANT     CUSHIONS.     KAPOK     OR     FIBROUS 
CLASS 

NoTs:  Approved  for  use  on  mo  tor  boats  of 
Clajaes  A.  1,  or  2  not  carrying  passengers  for 
hire. 

Approval  No.  160.048  76  1,  group  ap- 
proval for  rectangular  and  trapezoidal 
kapok  buoyant  cushions.  U  S.C.G  Spec- 
iflcaUon Subpart  160.048.  si2es  and 
weifirhts  of  kapok  filling  to  be  as  per 
Table  160.048-4(0  <1» 'D.  manufactured 
by  Ben-Sun  Products  Co..  70  South  Rail- 
road Street,  New  London,  Ohio,  effective 
November  15,  1961.  <It  supersedes  Ap- 
proval No.  160.048,  76  1  dated  August  16. 
1960.  to  show  change  of  name  and  ad- 
dress of  manufacturer.  > 

Approval  No.  160.048  77  0,  special  ap- 
proval for  15"  X  15"  X  2"  rectangular 
kapok  buoyant  cushion.  20-oz.  kar>ok. 
U.S.C.O.  SpeciflcaUon  Subpart  160  048. 
manufactured  by  W.  L.  Dumas  Manufac- 
turing Co..  14  A  Street.  Northwest, 
Miami.  Okla..  effecUve  December  4.  1961 
(It  is  an  extension  of  Approval  No.  160  - 
048/77/0  dated  December  4.  1956  • 

LIGHTS  (WATtR>:  ELBCTRIC,  PLOATING. 
AUTOMATIC  (WITH  BRACKET  FOR  MOUNT- 
ING) 

Approval  No.  161.001  5  2,  Lights  'wa- 
ter); electric,  floating,  automatic  <with 
bracket  for  mounting),  dwg.  E-951.  Alt 
1.  rev.  D,  dated  November  21.  1961.  man- 
ufactvu-ed  by  Oalbraith -Pilot  Marine 
Corp.,  600  4th  Avenue.  Brooklyn  15.  N.Y  . 
effective  December  1.  1961.  (It  super- 
sedes Approval  No.  161  001  5,  1.  dated 
November  1,1957.) 

TKLXTHOXB  STSTElfS.  SOUND   POWERED 

Approval     No.      161.'065/42/0.     sound 
powered  telephone  station,  selective  rlng- 


NOTICES 

ing.  common  talking,  bulkhead  mount- 
ing, splashproof,  with  internal  hand 
generator  beU.  dwg.  B-169.  Alt.  1.  Type 
8D.  8  stations  maximum  and  Type  17D, 
17  stations  maximum,  for  use  in  locations 
not  exposed  to  the  weather  and  where 
a  load  ringing  bell  is  not  necessary,  man- 
ufactured by  Sig -Trans,  Inc  .  Haverhill 
Road,  Amesbury.  Mass  ,  effective  Decem- 
ber 4,  1961  'It  i.s  an  extension  of  Ap- 
proval No  161.005  42  0  dated  December 
4. 1956  I 

Approval  No.  161.005  44  0,  sound 
po'Acred  telephone  station,  selective  ring- 
ing, common  talking,  bulkhead  mount- 
ing, watertight,  with  attached  6"  or  8" 
hand  generator  bell.  dwg.  B-171.  Alt.  1, 
Type  8W.  8  stations  maximum  and  Type 
17W.  17  stations  maximum,  manufac- 
tured by  Sig-Trans.  Inc  .  Haverhill  Road, 
Amesbury,  Mass  .  effective  December  4, 
1961.  'It  IS  an  extension  of  Approval 
No.  161  005  44  0  dated  December  4, 
1956  ' 

Approval  No  161  005  45  0,  sound 
powered  telephone  station,  selective  ring- 
in<T.  common  talkinsr.  pedestal  mount- 
ing, watertight,  with  attached  6"  or  8" 
hand  generator  bell,  dwR  B-172.  Alt.  1, 
Type  8WP,  8  stations  maximum  and 
Type  17WP,  17  stations  maximum,  man- 
ufactured by  Sig-Trans.  Inc..  Haverhill 
Road,  Amesbury.  Mass  ,  effective  Decem- 
ber 4,  1961.  <It  is  an  extension  of  Ap- 
proval No  161  005  45  0  dated  December 
4.1956.) 

SAFETY    VALVES       POWER    BOILERS) 

Approval  No  162  001  224  0,  Style  HN- 
MS-35-6,  carbon  steel  body  pop  safety 
valve,  exposed  sprinK,  maximum  pres- 
sure 900  p  s  i.,  maximum  temperature 
650^  F  ,  dwg  No  HV-34-MS.  issued  Sep- 
tember 21.  1961;  approved  for  sizes  I'z". 
2'.  2^i".  2  .  and  4'  :  manufactured  by 
Crosby-Ashton.  Wrentham.  Mass  ,  effec- 
tive December  1,  1961. 

Approval  No  162  001  225  0.  Style  HN- 
MS-36-6.  carbon  steel  body  pop  safety 
valve,  exposed  spring,  maximum  pres- 
sure 850  ps.i.,  maximum  temperature 
750*  P  ,  dwg  No  HV-34-MS,  issued  Sep- 
tember 21.  1961;  approved  for  sizes  I'z". 
2",  24",  3".  and  4";  manufactured  by 
Crosby-Ashton.  Wrentham.  Mass  .  effec- 
tive December  1.  1961 

SAFETY    VALVES     'STEAM    HEATING    BOILERS' 

Approval  No.  182  012  2  1,  No.  2568 
safety  valve,  cast  iron  body  and  brass 
base,  for  low  pressure  steam  heating 
boilers,  dwg  No  K-955-A.  dated  Janu- 
ary 21,  1956.  approved  m  the  sizes  shown 
below  for  a  maximum  pressure  of  15 
ps.i.: 
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FLAME  ARRESTERS.  BACXFIU  (|^ 
CARBXTRETOtS) 

Approval  No.  162.015/8/3.  lioiil  Ik 
0175-11  backfire  flame  arrester  fariZw 
buretors.  dwg.  No.  C175-11.  itiMMa 
dated  May  18.  1954.  manoflHlMM  £ 
Zenith  Carburetor  Division, !"— "^  -  - 


1mm- 


manufactured  by  Crane  Co  ,  836  South 
Michigan  Avenue,  Chicago  5,  111.,  effec- 
tive December  4.  1961.  (It  is  an  exten- 
sion of  Approval  No  162  012  2  1  dated 
December  4,  1956  > 


lion  Corp  ,  696  Hart  Avenue.  Delnliu 
Mich.,  effective  December  4, 19C1.  qiJ 
an  extension  of  Approval  No.  lQj|l|/|>| 
dated  December  4.  1956.) 

Approval  No.  162.015/9/3,  Moilil  la. 
C175-11A  backfire  flame  arrerter  for  OM^ 
buretors,  dwg.  No.  C175-11A.  refMoftB 
dated  May  18,  1954,  manufaetand  ^ 
Zenith  Carburetor  Division, BendkiJai^ 
tion  Corp..  696  Hart  Avenue.  Ditnit  li 
Mich  ,  effective  December  4,  IftL  (Bk 
an  extension  of  Approval  No.  lttJU|/|/) 
dated  December  4,  1956.) 

Approval  No.  162.015/10/2,  UaM  % 
B175-19A  backfire  flame  arrester 
buretors.  dwg.  No.  B175-19A.  rcfMai  A, 
dated  May  21.  1954,  manufaetont  ^ 
Zenith  Carburetor  Division.  Bnttxtah- 
tion  Corp.,  696  Hart  Avenue,  DeCnK  14 
Mich.,  effective  December  4,  IMl.  (Bk 
an  extension  of  Approval  Na  lajR^ 

10  2  dated  December  4,  1956.) 
Approval     No.      162.015/11/3,    IMd 

B175-18  backfire  flame  arrester  tv  Mr- 
buretors,  dwg.  No.  B175-18,  ivtMb  A, 
dated  May  21.  1954,  manufaetond  l| 
Zenith  Carburetor  Division,  BendlgMh  ' 
tion  Corp  .  696  Hart  Avenue.  DrtroK  14, 
Mich.,  effective  December  4,  IMl.  (Bk 
an  extension  of  Awiroval  Ifo.  lOJlU/ 

1 1  2  dated  December  4, 1956.)  ^ 
Approval  No.  162.015/12/2.  Modd  fti 

B175-17  backfire  flame  arrester  for  or- 
buretors,  dwg.  No.  B175-17,  reflrfon  I, 
dated  May  21.  1954,  manufactond  H 
Zenith  Carburetor  Division,  Bendix  Afk- 
tion  Corp  .  696  Hart  Avenue.  Delraft  U, 
Mich  .  effective  December  4. 190.  (Bk 
an  extension  of  Approval  No.  ICUlf/ 
11  2  dated  December  4.  1956.) 

Approval  No.  162.015/13/2.  Modd  M. 
B175-14.  backflre  flame  arrester  tor  Cg- 
buretors.  dwg.  No.  B175-14,  lerktaB. 
dated  May  21,  1954,  manufactand  If 
Zenith  Carburetor  Division, BendliAtl^ 
tion  Corp..  696  Hart  Avenue.  DetroB  li 
Mich  .  effective  December  4. 1961.  (Bk 
an  extension  of  Approval  No.  mJU/ 

13  2  dated  December  4, 1956.) 
Approval  No.   162.015/14/2.  Modd  Bl. 

B175-12  backfire  flame  arrester  for  MT- 
buretors,  dwg.  No.  B175-12.  rdWoll  A. 
dated  May  27.  1954.  manufaetiVil  If. 
Zenith  Carburetor  Division.  BendlgA*r 
tion  Corp  ,  696  Hart  Avenue.  DstroB  M, 
Mich  ,  effective  December  4, 19«1.  (Bk 
an  extension  of  Approval  No.  ICUU/ 

14  2  dated  December  4. 1956.) 
Approval  No.  162.015.'15,'2,  Modd  *• 

B175-12A  backfire  flame  arrester  for  «- 
buretors,  d\v7.  No.  B175-12A.  reyldBPA. 
dated  May  21,  1954,  manufactaitd  tf 
Zenith  Carburetor  Division.  BendtxAdft- 
tion  Corp..  696  Hart  Avenue.  DetroB  li 
Mich  ,  effective  December  4.  I9tl.  (»■ 
an  extension  of  Approval  No.  iMUw 

15  2  dated  December  4, 1956.)        ..  ^ 
Approval  No.  162.015/16.^  >*»  ^ 

B175-13B  backfire  flame  arradg  * 
carburetors,  dwg.  No.  B175-1IB,  WWPg 
A.  dated  May  21,  1954,  manufiiCtnOd* 
Zenith     Carburetor     Division, 


I,  rebruary  9,  1962 

I  Corp .  896  Hart  Avenue,  Detroit 

a,^j.  effecUve  December  4.  1961. 
iTsn  ertension  of  Approval  No. 
i«sU/16/2  dated  December  4.  1956.) 
•2ISJ1  NO.  162.015/17/2.  Model  No. 
JJBi  backflre  flame  arrester  for 
'*Ymif,f^  dwg.  No.  B176-13.  revision 
^Rgdliay  21,  1954,  manufactured  by 
*JJcarburetor  Division.  Bendix  Avia- 
■?fl-o  696  Hart  Avenue.  Detroit  14, 
SV^ective  December  4.  1961.  (It  is 
JTJrtansion  of  Approval  No.  162.015/ 
iJ/iAtod  December  4, 1956.) 

2«ro»al  No.  162.015/18/2,  Model  No. 
■iSjSA  backfire  flame  arrester  for 
_UMtorn  dwg.  No.  B175-13A.  revision 
TSaUV  21.  1954.  manufactiu-ed  by 
tXcarburetor  Division,  Bendix  Avl- 
SToorP-.  898  Hart  Avenue.  Detroit 
l^Mb  effective  December  4.  1961. 
A  to  an  extension  of  Approval  No. 
mJl*/18/2  dated  December  4, 1956.) 

jlgnrl  No.  162.015/20/1.  Model  No. 
•mTi  backflre  flame  arrester  for 
SJwelors.  dwg.  No.  B175-1.  dated  May 
A  WM  manufactured  by  Zenith  Car- 
llftor  Division,  Bendix  Aviation  Corp.. 
m  Hart  Avenue.  Detroit  14.  Mich.,  ef- 
wtae  December  4,  1961.  (It  is  an  ex- 
Son  of  Approval  No.  162.015/20/1 
^ted  Deconber  4,  1956.) 
TJproral  No.  162.015/21/1.  Model  No. 
•{•B-j  backfire  flame  arrester  for  car- 
mnlan.  dwg.  No.  B175-3.  revision  A, 
litad  May  21,  1954,  manufactured  by 
lliiith  Carburetor  Division,  Bendix 
AvUttoo  Corp..  696  Hart  Avenue.  De- 
ttdt  14.  Mich.,  effective  December  4. 
ML  (It  is  an  extension  of  162.015/21/1 
(kH  December  4,  1956.) 

Approval  No.  162.015/25/1.  Model  No. 
BIMO  backfire  flame  arrester  for  car- 
taetors,  dwg.  No.  B175-20.  revision  A. 
Mad  May  21.  1954,  manufactured  by 
laitfa  Carburetor  Division.  Bendix 
ATkitkA  Corp.,  696  Hart  Avenue,  De- 
Mtt  14.  Mich.,  effective  December  4, 
ML  (It  is  an  extension  of  Approval 
HS.   162.015/25/1    dated    December    4, 

UN.) 

Approval  No.  162.015/26/1.  Model  No. 
1171-31  backflre  flame  arrester  for  car^ 
feanliKl,  dwg.  B175-21,  revision  A,  dated 
Mar  21.  1954,  manufactured  by  Zenith 
Onkaretor  Division,  Bendix  Aviation 
Oocp..  696  Hart  Avenue,  Detroit  14, 
Mkh..  efiecUve  December  4.  1961.  (It  is 
m  extension  of  Approval  No.  162.015/ 
B/1  dated  December  4,  1956.) 

Approval  No.  162.015/27/1.  Model  No. 
B11I-19  backflre  flame  arrester  for  car- 
knton.  dwg.  No.  B175-19.  revision  A, 
iited  May  21.  1954.  manufactured  by 
l«Btth  Carburetor  Division,  Bendix 
Aftatkn  Corp..  696  Hart  Avenue,  Detroit 
li  Mich.,  effective  December  4.  1961. 
(B  Is  an  extension  of  Approval  No. 
ia.llS/27/1  dated  December  4.  1956.) 

fbUa  ARRESTERS  FOR  TANK  VESSELS 

Approval  No.  f82.016/6/2.  Figure  No. 
VMNO  flame  arrester,  cast  iron  or 
diantnom  body,  and  aluminum,  copper. 
(Tdainleas  steel  tube  bank.  dwg.  No.  ST- 
UM, dated  August  28.  1956.  approved 
fcrt".  4".  6",  and  8"  sizes,  for  use  with 
fcble  or  combustible  liquids  of 
A  or  lower,  manufactured  by 
and  Jurs  Co.,  Carlton  and  Eighth 
Beikeley  10,  Calif.,  effective  De- 
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cember  4.  1961.  (It  is  an  extension  of 
Approval  No.  162.016/6/2  dated  Decem- 
ber 4. 1956.) 

GAVGINO  DKVICXS,  UQXJVi.  LEVEL,  LIQXTEFIED 
COBfPEESSED  GAS 

Approval  No.  162.019/7/0.  Models  Nos. 
60D  and  WD/88  liquefied  compressed 
gas  slip  ttibe  liquid  level  gauge,  dwg.  No. 
176.  dated  August  10.  1955.  revision  4. 
dated  September  9.  1958.  manufactured 
by  Metal  Ooods  Manufacturing  Co..  106- 
110  South  Pwrk  Avenue,  Bartlesville. 
Okla..  effective  December  4,  1961.  (It 
is  an  extension  of  Approval  No.  162.019/ 
7/0  dated  December  4.  1956.) 

DECK  COVERINGS 

Approval  No.  164.006/40/0,  "Hill 
Brothers  C  O  Base  Coat"  and  "C  G  Red 
Top",  magneslte  type  deck  covering 
identical  to  that  described  in  National 
Bureau  of  Standards  Test  Report  No. 
TO10210-1787:PP3069  dated  August  30. 
1951.  approved  for  use  with  other  insu- 
lating material  to  meet  Class  A-60  re- 
quirements in  a  1^2"  thickness,  manu- 
factured by  HUl  Brothers  Chemical  Co., 
2159  Bay  Street,  Los  Angeles  21.  Calif., 
effective  December  7. 1961.  (It  is  an  ex- 
tension of  Approval  No.  164.006/40/0 
dated  Deconber  7, 1956,  published  in  the 
Federal  Register  January  30, 1957.) 

XNCOKBUSTIBLE  MATERIALS 

Approval  No.  164.009/38/0.  "Super- 
Pine  050B".  glass  fiber  insulation  type 
Incombustible  material  in  one-half 
pound  per  cubic  foot  density,  identical 
to  that  referred  to  in  National  Bureau 
of  Standards  Test  Report  No.  TG10210- 
1977:PP3368  dated  July  26.  1956,  manu- 
factured by  Johns-Manville  Sales  Corp.. 
22  East  40th  Street,  New  York  16,  N.Y., 
effective  December  4, 1961.  (It  is  an  ex- 
tension of  Approval  No.  164.009/38/0 
dated  Deconber  4, 1956.) 

Approval  No.  164.009/40/0,  "Cellamite" 
asbestos  paper  type  incombustible  ma- 
terial Identical  to  that  described  in 
Commandant.  n.S.  Coast  Guard  letter 
dated  July  10.  1956,  file  JJ/ 164 .009/40. 
manufactured  by  Johns-ManvUle  Sales 
Corp.,  22  East  40th  Street.  New  York  16, 
N.Y.,  effective  December  4,  1961.  (It  Is 
an  extension  of  Approval  No.  164.009/ 
40/0  dated  December  4. 1956.) 

Dated:  January  31. 1962. 

[seal!  a.  C.  Richmond, 

*      Admiral.  U.S.  Coast  Guard. 
Commandant. 

[P.R.    Doc.    «a-1361;     Piled.    Feb.    8,    1962; 
8:40  a.m.] 


Office  of  the  S^cretanr 

[Dept.  Circular,  Public  Debt  Series  No.  2-62] 

3V^  PERCENT  TREASURY  CERTIFI- 
CATES OF  INDEBTEDNESS  OF 
SERIES  A^1963 

OflF*rirtg  of  Certificates 

February  5, 1962. 
I.  Offering  of  certificates.  1.  The 
Secretary  of  the  Treasury,  pursuant  to 
the  authority  of  the  Second  Liberty  Bond 
Act,  as  amended.  Invites  subscriptions, 
at  par.  from  the  people  of  the  United 
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States  for  certificates  of  indebtednen 
of  the  United  States,  designated  SVfc  per- 
cent Treasury  Certificates  of  Indebted- 
ness of  Soies  A-1963,  in  exchange  for 
any  of  the  following  notes : 

3%  percent  Treasury  Notes  at  Ssrles 
A-1902.  maturing  February  16.  1063. 

4  percent  lYeaaury  Notes  of  SerlM  D-196S. 
maturing  February  15. 1962. 

3V4  percent  Treasury  Notes  of  Series 
P-1962,  maturing  February  16. 1962. 

1>^  percent  Tnunuj  Notes  of  Series 
EA-1962,  matxiring  Aprtl  1. 1962. 

Interest  will  be  adjusted  in  the  case  of 
the  1 1/2  percent  Treasury  Notes  of  Series 
EA-1962  as  set  forth  in  Section  IV  here- 
of. The  amoimt  of  the  offering  under 
this  circular  will  be  limited  to  the 
amount  of  eligible  notes  tendered  to  ex- 
change and  accepted.  The  books  will  be  - 
open  only  on  February  5  through  Peteu- 
ary  7."  1962,  for  the  receipt  of  subecrip- 
tions  for  this  issue. 

2.  In  addition  to  the  offering  under 
this  circular,  holders  of  the  eligible  notes 
are  offered  the  pdnrllege  of  erchanglng 
all  or  any  part  of  such  notes  f<Mr  4  per- 
cent Treasury  Notes  of  Series  A-1966, 
which  offering  is  set  forth  In  Depart- 
ment Circular.  Public  Debt  Series— No. 
3-62,  issued  simultaneously  with  this 
circular. 

n.  Description  of  certificates.  1.  The 
certificates  will  be  dated  February  15. 
1962,  and  will  bear  interest  from  that 
date  at  the  rate  of  3%  percent  per  an- 
niun,  payable  semiannually  on  August  15. 
1962,  and  February  15.  1963.  They  will 
mature  February  15.  1963.  and  wUl  not 
be  subject  to  call  for  redemption  iHior 
to  maturity. 

2.  The  income  derived  from  the  cer- 
tificates is  subject  to  aU  taxes  Imposed 
under  the  Internal  Revenue  Code  of  1964. 
The  certificates  are  subject  to  estate,  to- 
heritance,  gift  or  other  excise  taxes, 
whether  Federal  or  State,  but  are  exempt 
from  all  taxation  now  or  hereafter  im- 
posed on  the  principal  or  interest  thereof 
by  any  State,  or  any  of  the  possessions 
of  the  United  States,  or  by  any  local 
taxing  authority. 

3.  The  certificates  wlU  be  acceptable 
to  secure  deposits  of  pubUe  moneys. 
They  will  not  be  acceptable  to  payment 
of  taxes. 

4.  Bearer  certificates  with  taterest 
coupons  attached  will  be  issued  to  de- 
nommaUons  of  $1,000.  $5,000.  $10,000. 
$100,000.  $1,000,000,  $100,000,000.  and 
$500,000,000.  The  certificates  will  not 
be  issued  to  registered  form. 

5.  The  certificates  will  be  subject  to 
the  general  regulations  of  the  Treasmy 
Department,  now  or  hereafter  prescribed, 
govemtog  United  States  certificates. 

m.  Subscription  and  aUotment.  1. 
Subscriptions  will  be  received  at  the 
Federal  Reserve  Banks  and  Branches 
and  at  the  Office  of  the  Treasurer  oi  the 
United  States.  Washington  25.  DC. 
Banktog  institutions  generally  may  sub- 
mit subscriptions  for  account  of  ctB- 
tomers.  but  only  the  Federal  Reserve 
Banks  and  the  Treasury  Department  are 
authorized  to  act  as  ofBcial  agencies. 

2.  The  Secretary  of  the  Treasury  re- 
serves the  right  to  reject  or  reduce  any 
subscription,  and  to  allot  less  than  the 
amoimt  of  certificates  applied  for;  and 
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any  action  he  may  Uke  in  these  reapects 
^K«n  be  final.  Subject  to  theae  reserva- 
tions. »n  subscriptions  wUl  be  aUotted 
In  fun.  ADotinent  notices  will  be  sent 
out  promptly  upon  allotment. 

TV.  Payment.    1.  Payment  for  the  face 
amount  of  certificates  allotted  hereunder 
'must  be  made  on  or  before  February  19. 
*      1962.  or  on  later  allotment,  and  may  be 
made  only  In  notes  of  the  four  series 
enumerated  In  Section  I  hereof,  which 
will  be  accepted  at  par.  and  should  ac- 
c(»npany    the    subscription.      Coupons 
dated  February  15,  1962.  should  be  de- 
tached and  cashed  when  due  by  holders 
of  the  maturing  notes  of  Series  A- 1962. 
Series  D-1962.  and  Series  F-1962  in  cou- 
pon form.   In  the  case  of  registered  notes 
of  Series  F-1962.  the  final  interest  due  on 
FelMTiary  15.  1962.  will  be  paid  by  check 
drawn  in  accordance  with  the  assign- 
ments on  the  notes  surrendered,  or  by 
credit  in  any  account  mainU&ied  by  a 
banking   Institution    with    the    Federal 
Reserve  Bank  of  its  District.     Coupons 
dated  April  1.  1962.  must  be  attached  to 
the  1  Ml  percent  Treasury  Notes  of  Series 
EA-1962  when  siurendered  and  accrued 
interest  from  October  1.  1961.  to  March 
1     1963  ($6.22253    per    $1,000).    will    be 
credited,  accrued  interest  from  Febru- 
ary 15.  1962.  to  March  1.  1962  ($1.35359 
per  $1,000).  on  the  certificates  to  be  is- 
sued will  be  charged,  and  the  difference 
($4-86894  per  $1,000)  will  be  paid  to  sub- 
scribers   foUowing    acceptance    of    the 

notes. 

V  Assianment  of  registered  notes. 
1.  Treasury  Notes  of  Series  F-1962  in 
registered  form  tendered  in  payment  for 
certificates  offered  hereunder  should  be 
assigned  by  the  registered  payee  or  as- 
signees thereof  to  "The  Secretary  of  the 
Treasury  for  exchange  for  3  4  percent 
Treasury  Ortificates  of  Indebtedness  of 

Series  A-1963  to  be  deUvered  to 

in  accordance  with  the  general  regula- 
tions of  the  Treasury  Department  rov- 
eming  assignments  for  .transfer  or  ex- 
change, and  thereafter  should  be 
surrendered  with  the  subscription  to  a 
Federal  Reserve  Bank  or  Branch  or  to 
the  CMBce  of  the  Treasurer  of  the  United 
States.  Washington  25.  DC.  The  notes 
must  be  delivered  at  the  expense  and 
risk  of  the  holder. 

VI  General  provisions.  1.  As  fiscal 
agents  of  the  United  SUtes.  Federal 
Reserve  Banks  are  authorized  and  re- 
quested to  receive  subscriptions,  to  make 
allotments  on  the  basis  and  up  to  the 
amovmts  Indicated  by  the  Secretary  of 
the  Treasury  to  the  Federal  Reserve 
Banks  of  the  respecUve  Districts,  to  issue 
allotment  notices,  to  receive  payment  for 
certificates  allotted,  to  make  delivery  of 
.  certificates  on  full-paid  subscripUons 
allotted,  and  they  may  issue  interim  re- 
ceipts pending  delivery  of  the  definitive 
certificates. 

2.  The  Secretary  of  the  Treasury  may 
at  any  time,  or  from  time  to  time,  pre- 
scribe supplemental  or  amendatory 
rules  and  reculatlons  governing  the  of- 
fering, which  will  be  ccxnmunicated 
pr(Mnptl7  to  the  Federal  Reserve  Banks. 

[seal!  Dottclas  Dillon. 

Secretary  of  the  Treasury. 

irn.    Doc.    aB-13S3:     Piled.    Feb     8.     19e2. 
8:49  a.m  | 
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[Dept.  Clrcvaar.  Public  Debt  Series  No   3-S2 1 

4  PERCENT  TREASURY  NOTES  OF 
SERIES  A-1966 

OfFarIng  of  Notes 

FIBRUAKY  5.  1962. 

I.  Offering  of  notes.  I.  The  Secretary 
of  the  Treasury,  pursuant  to  the  au- 
thority of  the  Second  Liberty  Bond  Act. 
as  amended,  invites  subscriptions,  at  par. 
from  the  people  of  the  United  SUtes  for 
notes  of  the  United  States,  designated 
4  percent  Treasury  Notes  of  Series. 
A-1966.  in  exchange  for  any  of  the  fol- 
lowing notes: 

S'ig-     percent     Treasury     Notes     of     Sorles 

A- 1962.  maturing  Februiiry   15,   1962 
4  percent  Treasury  Notes  of  Series  D-1962. 

maturing  February  15,  1962 
3>4     percent     Treasury     Notes     of     Series 

F-1962.  maturing  February   15,  1962 
I' 2     percent     Treasury     Notes     of     Series 

E:A-1962.   maturUTg  April   1,   1962. 


J 

February  9,  1962 


1. 


for 


Interest  will  be  adjusted  in  the  case  of 
the  1 '  2  percent  Treasury  Notes  of  Series 
EA-1962  as  set  forth  in  Section  IV  hereof. 
The  amount  of  the  offering  under  this 
circular  will  be  limited  to  the  amount  of 
eligible  notes  tendered  in  exchange  and 
accepted  The  books  will  be  open  only 
on  February  5  through  February  7.  1962, 
for  the  receipt  of  subscriptions  for  this 

issue 

2  In  addition  to  the  offering  under 
this  circular,  holders  of  the  eligible  notes 
are  offered  the  privilege  of  exchanging 
all  or  any  part  of  such  notes  for  3*2  per- 
cent Treasury  Certificates  of  Indebted- 
ness of  Series  A-1963.  which  offering  is 
set  forth  in  Department  Circular.  Pub- 
lic Debt  Series  No  2-82.  i-s.sued  simul- 
taneously with  this  circular 

II  Description  of  notes.  1  The  notes 
will  be  dated  February  15.  1962.  and  will 
bear  interest  from  that  date  at  the  rate 
of  4  percent  per  annum,  payable  semi- 
annually on  August  15.  1962.  and  there- 
after on  February  15  and  August  15  in 
each  year  until  the  principal  amount 
becomes  payable.  They  wiU  mature 
August  15.  1966.  and  will  not  be  subject 
to  call  for  redemption  prior  to  maturity 

2.  The  income  derived  from  the  notes 
is  subject  to  all  taxes  imposed  under  the 
Internal  Revenue  Code  of  1954.  The 
notes  are  subject  to  estate,  inheritance, 
gift  or  other  excise  taxes,  whether  Fed- 
eral or  State,  but  are  exempt  from  all 
taxation  now  or  hereafter  imposed  on 
the  principal  or  interest  thereof  by  any 
State,  or  any  of  the  possessions  of  the 
United  States,  or  by  any  local  taxing 
authority. 

3.  The  notes  will  be  acceptable  to  se- 
cure deposits  of  public  moneys.  They 
will  not  be  acceptable  in  payment  of 
taxes. 

4.  Bearer  notes  with  interest  coupons 
attached,  and  notes  registered  as  to 
principal  and  interest,  will  be  issued  in 
denominations  of  $1,000.  $5,000.  $10,000. 
$100,000.  $1,000,000.  $100,000,000.  and 
$500,000,000.  Provision  will  be  made 
for  the  interchange  of  notes  of  different 
denominations  and  of  coupon  and  reg- 
istered notes,  and  for  the  transfer  of 
registered  notes,  under  rules  and  regu- 
lations prescribed  by  the  Secretary  of 
the  Treasury. 


5   The   notes  will  be  sutatkel  t»  tt» 

general  regulations  of  the  Tl 

partment.  now  or  hereafter  . 
governing  United  States  notes. 

III.  Subscription    and 
Subscriptions   will   be   receifgd 
Federal   Reserve   Banks   and 
and  at  the  Office  of  the 
United    States.    Washington    1ft,   jy^ 
Banking  irustitutions  generally  li^^k. 
mit  subscriptions  for  account  d 
ers.  but  only  the  Federal  ~ 
and     the     Treasury 
authorized  to  act  as  official 
2    The  Secretary  of  the 
serves  the  right  to  reject  or  _ 
subscription,  and  to  allot  less 
amount  of  notes  applied  f«r; 
action  he  may   take  in  ttoiem 
shall  be  final.     Subject  to  these 
tions,  all  subscriptions  will  be 
full.     Allotment  notices  will  be 
promptly  ut>on  allotment. 

IV.  Payment.     1.    Payment 
face  amount  of  notes  allotted 
must  be  made  on  or  before 
1962.  or  on  later  allotment, 
made  only  in  notes  of  the 
enumerated  in  Section  I 
will  be  accepted  at  par.  and 

company     the     subscription.       _ 

dated  February  15.  1962.  shoaU  hs  At- 
tached and  cashed  when  due  h^  "  " 
of  the  maturing  notes  of  Scrtes 
Series  D-1962.  and  Series  F-lMIln 
pon    form.    In   the   case  of 
notes  of  Series  F-1962.  the  final 
due  on  February  15.  1962.  will  he  pM 
by  check  drawn  in  accordance  wtth  tti 
assignments  on  the  notes 
or  by  credit  in  any  account 
by  a  banking  institution  with  tlM  M- 
eral  Reserve  Bank  of  its  DIstxieL   Ca- 
pons dated  April   1.  1962,  mil  te  H- 
tached    to    the    I'z    percent 
Notes    of    Series    b:A-1962  ^ 
rendered  and  accrued  interest 
tober  1.  1961.  to  March  I.  1M2  (H 
per   $1,000).   will   be  credited. 
intere.st    from    February    15.    ItO;  ll 
March  1.  1962  ($1.54696  per  HjNM.OS 
the    new    notes    to    be    issued  vfl  ll 
charged,    arid   the   difference  ( 
per  $1,000)   will  be  paid  to 
following    acceptance   of  the  MiV  ll 
Series  EA-1962. 

V.  Assignment  of  registered  mtm.  I 
Trea.sury  Notes  of  Series  F-IWI  *»  W*' 
istered  form  tendered  in  pvv»^  ^ 
notes  offered  hereunder  showM  ta  !•• 
signed  by  the  registered  P«f"^^*^ 
signees  thereof,  in  accordance 
general  regulations  of  the 
partment  governing 
transfer  or  exchange,  in  one  o*  tt»^ 
hereafter  set  forth,  and 
should  be  surrendered  with  tts 
scription  to  a  Federal  Reserve 
Branch  or  to  the  Office  of  the  1 
of  the  United  State^  Washlagt«>  * 
DC.     The  notes  must  be  Mtf^m  • 


the  expense  and  risk  of  the 
the  new  notes  are  desired 
the  same  name  as  the  notes 
the  assignment  should  be  to 
retary  of  the  Treasury  for 
4  percent  Treasury  Notes  rf 
A-1966";  if  the  new  notes, M« 
registered  in  another  nune, 
ment  should  be  to    The 


I 
II 


for  exchange  for   4  percent 

Notes  of  Series  A-1966  in  the 

22^ ";  If  new 

J*^  In  coupon  form  are  desired,  the 
^JJ^Jent  should  be  to  "The  Secretary 
Jf^^I^jasury  for  exchange  for  4  per- 
Z^muan  Notes  of  Series  A-}^ 
rsowon   form    to    be  ^deUvered    to 

"mi'Qgiieral  provisions.  1.  As  fiscal 
^Btoof  the  United  States.  Federal  Re- 
Sa  Bsnks  are  authorized  and  re- 
^^  1  to  receive  subscriptions,  to  make 
^ts  on  the  basis  an  up  to  the 
_j|ts  indicated  by  the  Secretary  of 

a^nuoTf  to  the  Federal  Reserve 
rgefthe  respective  Districts,  to  Is- 
MgjIoCment  notices,  to  receive  payment 
Znvtes  aUotted.  to  make  delivery  of 
^L.  QQ  full-paid  subscriptions  allotted, 
^1  ttMy  may  issue  Interim  receipts 
tmttit  delivery  of  the  definitive  notes. 
trSe  Secretary  of  the  Treasury  may 
gt  ^ff  time,  or  from  time  to  time,  pre- 
be  mivlemental  or  amendatory  rules 
I  itgulations  governing  the  offering, 
^ii  irtll  be  commimicated  promptly  to 
^  PMeral  Reserve  Banks. 

Douglas  Dillon, 
Secretary  of  the  Treasury. 


[mu.] 


lyjt.  Doe.    63-1364:    Filed.    Feb.    8,    1963; 
'  8:49  ajn.] 


0MTMENT  OF  THE  INTERIOR 

Ivrsou  of  Land  Mcmagement 

CALIFORNIA 

Nilkf  of  Proposed  Withdrawal  and 
Reservation  of  Lands 

The  Porest  Service,  United  States  De- 
Urtmnt  of  Agriculture,  has  filed  an 
^lilritlnn  Serial  No.  Los  Angeles 
aMMi  for  the  withdrawal  of  certain 
kadi  from  location  and  entry,  under 
fti  General  Mining  Laws,  subject,  how- 
mm,  to  fiy<«t.<ng  withdrawals  and  to 
itid  fgittiBg  rights. 

I  lands  have  previously  been  with- 
for  the  Sequoia  National  Forest 
by  Presidential  Proclamation 
November  5,  1891,  and  as  such 
hcpi  been  open  to  entry  under  the  min- 
IV  hwt.  The  applicant  desired  the  ex- 
of  mining  activity  from  all 
Forest  land  between  the  Kern 
Qiannel  and  200  feet  east  of  the 
Une  of  the  Kemville-Johnsondale 
r,  as  such  lands  are  needed  by 
As  lH«8t  Service  as  Roadside  Zones. 

Itr  a  period  of  30  days  from  the  date 
it  pMleatlon  of  this  notice,  all  p«rsons 
vhi  wlah  to  submit  comments,  sugges- 
Rm,  or  objections  in  connection  with 
tt  proposed  withdrawal  may  present 
'flews  in  writing  to  the  undersigned 
of  the  Bureau  of  Land  Manage- 
Department  of  the  Interior,  1414 
t.  Box  723.  Riverside.  California. 
V  dreumstances  warrant  It,  a  public 
:  will  be  held  at  a  convenient  time 
e,  which  will  be  announced, 
lbs  determination  of  the  Secretary  on 
vmication  will  be  published  In  the 
RBoism.  A  separate  notice 
*nbe  smt  to  each  interested  party. 


FEDERAL  REGISTER 

The  lands  involved  in  the  application 
are  all  National  Forest  land  between  the 
Kern  River  Channel  and  200  feet  east 
ot  the  center  line  of  the  Kemville-John- 
sondale  BIgfaway  through  the  follow- 
ing legal  subdivisions: 

BCouMT  Diablo  Miuoian 

T.  33  S..  R.  3S  K., 

Sec.  80.  Lou  3.  8,  4.  E^^SWV^ : 
Sec.  81,  Lot  1.  KMiNWy*.  W'^NE^.   SE'^ 
NE%.  WV4SK%.  SEViSEy*. 
1*  94  B    R   SS  E 

Sec.  8.  sw^Nwy*.  NEi/4Swy4.  wyjswy*. 

8B%8W%; 
Sec.  6.  Lots  1  and  3,  S>4NEy4.  NV^SEy4; 
8ec.8,W%: 

see.  i7,NW%.N^8wy4.swy4Swy4: 

Sec.  18.8B%SE^; 

Sec.  19.  NB%.  SEViNWy*.  EM,8Wy4,  W^ 

SKVi: 
Sec.30.NW%NW%; 
Sec.39.SW)4SW%: 
Sec.  80.  NS%.  NViSEy4.  SEy4SEy4: 
See.  81,  K^NE%.  NE^SEy* : 
Sec.  33.  W^  WV4 .  SE V4SW 14  • 
T  2fi  S     R  SS  E 

Sec.  "4.  'iot  3.  8EV4NW%.  N^^SWy4.   Wy^ 

SE%.SB^SE%; 
Sec.9.NX%KS^; 

ssc.  10.  WHNwy*.  sEy4Nwy4,  NJASwy*. 

NWi48K%. 

The  lands  are  located  within  Sequoia 
National  Forest  Reservp  in  the  south- 
eastern portion  of  Tulare  County,  Calif. 

Oliver  W.  Johnson. 
Acting  Manager. 
FEBRXTSaT  2, 1962. 

|P.R.    Doc.    63-1338:     FUed,    Feb.    8,    1962; 
8:48  a.m.] 
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DEPARTMENT  OF  COMMERCE 

OfRce  of  the  Secretary 

[Dept.  Order  90  (Bev.) .  Amdt.l] 
NATIONAL  BUREAU  OF  STANDARDS 
Organization  and  Functions 

The  material  appearing  at  26  F.R. 
7976-7977  of  August  25, 1961,  is  amended 
as  follows: 

Department  Order  No.  90  (Revised) 
of  Jime  29. 1961,  section  2.023  is  amended 
to  read  as  follows:  ' 

3.  Divisions  of  Boulder  Laboratories: 

Administrative. 
Cryogenic  Engineering. 
Radio  Standards  Laboratory: 

RadlQ  Phyalcs.  ., 

Circuit  Standards. 
Central  Radio  Propagation  Laboratory: 

Ionosphere  Research  and  Pr<^>agatlon. 

Radio  Propagation  Engineering. 

Radio  SystetDs. 

Upper  Atmosphere  and  Space  Physios. 

Effective  date:  January  26, 1962. 

Caklton  Hatwabo, 
Acting  Deputy  Auiatant 
Secretary  for  AdminiaiTatUin. 

(PR.    Doc.    63-1317:     PUed.    #eb.    8,    1963: 
8:45  a jn.] 


DEPARTMENT  OF  DEFENSE 

OfRce  of  the  Secretary 

COMMANDER  IN  CHIEF,  UNITED 
STATES  STRIKE  COMMAND 

Authority  To  Convene  General 
Courts-Martiol 

The  Deputy  Sebretary  of  Defense  ap- 
proved the  following  delegation  of  au- 
thority on  January  19,  1962: 

By  virtue  of  the  authority  delegated  to 
me  by  the  President  in  Executive  Order 
10428  of  January  17,  1953,  and  pursuant 
to  the  Uniform  Code  of  Military  Justice. 
Article  22(a)  (7),  I  empower  the  Com- 
mander in  Chief,  United  States  Strike 
Command,  to  convene  general  courts- 
martial,  and,  further,  pursuant  to  the 
Uniform  Code  of  Military  Justice,  Article 
17(a),  and  the  Manual  for  Courts-Mar- 
tial, united  States,  1951,  paragraph  13. 
I  empower  such  officer  to  refer  for  trial 
by  courts-martial  the  cases  of  members 
tof  any  of  the  armed  forces  who  are  as- 
signed to  or  on  duty  with  the  Head- 
quarters. United  States  Strike  Command. 
In  accordance  with  the  Manual  for 
Courts-Martiad.  United  States,  1951. 
paragn4)h  5a(2)  and  appendix  4.  this 
Directive  will  be  cited  in  orders  appoint- 
ing courts-martial  under  this  authority. 

MAtntICK  W.  ROCHK. 

Administrative  Secretary, 
Office  of  the  Secretary  of  Defense. 

[PJl.    Doc.    68-1333;    Piled.    Feb.    8,    1962; 
8:47  a.m.] 


FRANK  R.  BAILEY 

Statement  o^'Xhanges  in 
Financial  interests 

In  accordance  with  the  requirements 
of  section  710(b)  (6)  of  the  Defense  Pro- 
duction Act  of  1950,  as  amended,  and 
Executive  Order  10647  oi  Novembv  28, 
1955,  the  following  changes  have  taken 
place  in  my  financial  interests  as  re- 
ported in  the  Federal  RBoism  during 
the  past  six  months. 

A.  Deletions:  No  change. 

B.  Additions:  No  change. 

This  statement  is  made  as  of  Febru- 
ary 1.  1962. 

FramkR.  Bforr. 

February  1,  1962. 

[P.R.    Doc.    62-1346;    PUed.    Peb.    8,    1963; 
8:48  ajn.] 


JAMES  A.  BRANDT 

Statement  of  Changes  in 
Financial  Interests 

In  accordance  with  the  requirements 
df  section  710(b)  (6)  of  the  Defense  Pro- 
duction Act  of  1950,  as  amended,  and 
Executive  Order  10647  of  November  28. 
1955,  the  following  changes  have  taken 
place  in  my  financial  interests  as  re- 
ported in  the  Federal  Rkgistkr  cluring 
the  past  six  months. 

A.  Deletions:  Pickle  Crow  lOnes,  Limited. 
Transltron  Electronics  Corp. 

B.  Additions:   None. 

This  statement  is  made  as  of  January 
27.  1962. 

Jambs  A.  Brandt. 

Janttary  27,  1962. 

[PJl.    Doc.    63-1847;    Piled,   Feb.    8,    1961; 
8:40  ajn.] 
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IKHARD  N.  HOERNER,  JR. 

SHit«m«nt  of  Chang«s  in 
Financial   Interests 

In  accordance  with  the  requirements 
of  aeeUon  710(b)  (6)  of  the  Defense  Pro- 
duction Act  of  1950.  as  amended,  and 
Executive  Order  10647  of  November  28. 
1955.  the  following  changes  have  taken 
place  in  my  nnancial  Interests  as  re- 
ported in  the  PiDERAL  Register  during 
the  past  six  months. 


A.  DsteUons: 

B.  Addlttons: 


No  chajige 
Aereon   Corporation 


This  Statement  is  made  as  of  January 
24.  1962. 

RICH.\RD   N.    HOERNER,    Jr 

January  31.  1962. 

IFJR.    Doc.     63-1348;     FUed.    Feb     8.     1962;  ^ 
8:49  ajn  I  ' 

S 

ATOMIC  ENERGY  COMMISSION 

[Docket  No.  50-1931 

RHODE  ISLAND  AND  PROVIDENCE 
PLANTATIONS  ATOMIC  ENERGY 
COMMISSION 

Notko  of  Application  for  Construction 
Permit  and  -Utilization  Facility 
Liconso 

Please  take  notice  that  Rhode  Island 
and  Providence  Plantations  Atomic 
Energy  Commission.  108  East  HaU.  Dni- 
versity  of  Rhode  Island.  Kingston. 
Rhode  Island,  under  section  104c  of  the 
Atomic  Energy  Act  of  1954.  as  amended. 
has  submitted  an  application  for  a  li- 
cense to  construct  and  operate  a  three 
megawatt  (thermal)  pool -type  nuclear 
research  reactor  at  Port  Kearney  in 
Narragansett,  Rhode  Island. 

A  copy  of  the  application  is  available 
for  public  inspection  in  the  AEC  Public 
Document  Room.  1717  H  Street  NW.. 
Washington,  O.C. 

Dated  at  Germantown.  Md  .  this  1st 
day  of  February  1962. 

For  the  Atoaiic  Energy  Commission. 
Robert  H.  Bryan. 
Chief.  Research  and  Power  Re- 
actor Safety  Branch.  Division 
of  Licensing  and  Regulation. 

|FB.    Doc.    62-1313:     Flle<l,    Feb      8.     1962; 
8 :  45  a.m  ] 


[Docket  No.  50-54] 

UNION  CARBIDE  CORP. 

Notico  af  Issuonco  of  Facility 
Liconso  Amondmont 

Please  take  notice  that  the  Atomic 
Energy  Commission  has  Issued  Amend- 
ment No.  3.  set  forth  below,  to  Faclltty 
License  No.  R-Sl.  The  Bcense  author- 
ises Union  CarMde  Corporation  to  oper- 
ate its  pool-type  nuclear  reactor  located 
in  Sterling  Forest.  New  York.  The 
amendment  adds  a  condition  to  the  li- 


NOTICES 

cense  providing  certain  limitations  on 
the  excess  reacUvity  which  may  be 
loaded  into  the  reactor. 

The  CommisBion  has  found  that  oper- 
ation of  the  reactor  in  accordance  with 
the  license,  as  amended,  will  not  present 
undue  hazard  to  the  health  and  safety 
of  the  public  and  will  not  be  inimical  to 
the  common  defense  and  security. 

The  Commission  has  further  found 
that  prior  public  notice  of  proposed  is- 
suance of  this  amendment  is  not  neces- 
sary in  the  public  interest  since  opera- 
tion of  the  reactor  in  accordance  with 
the  license,  as  amended,  would  not  pre- 
sent any  substantial  change  in  the  haz- 
ards to  the  health  and  safety  of  the 
public  from  those  previously  coivsidered 
and  evaluated  in  connection  with  the 
previously  approved  operations. 

In  accordance  with  §  2.102(a)  of  the 
Commission's  rules  of  practice  (10  CFR 
Part  2)  the  Commission  will  direct  the 
holding  of  a  formal  hearing  on  the  mat- 
ter of  issuance  of  the  license  amend- 
ment upon  receipt  of  a  request  therefor 
from  the  licensee  or  a  petition  to  inter- 
vene pursuant  to  5  2  705  of  the  rules  of 
practice  within  30  days  after  the  issu- 
ance of  the  license  amendment.  Peti- 
tions for  leave  to  intervene  and  requests 
for  a  formal  hearing  shall  be  filed  in 
accordance  with  the  provisions  of  5  2.700 
of  the  Commissions  rules  of  practice  <  10 
CFR  Part  2  ' . 

The  licensees  letter  dated  December  1 , 
1961  reporting  cerUin  reactivity  values 
measured  during  reactor  startup  may  be 
inspected  at  the  Commission's  Public 
Document  Room.  1717  H  Street  NW  , 
Washington  25,  DC 

Dated  at  Germantown.  Md  ,  this  1st 
day  of  February  1962 

For  the  Atomic  Energy  Commission. 
Robert  H.  Bryan. 
Chief.  Research  and  Power 
Reactor  Safety  Branch.  Divi- 
sion of  Licensing  and  Regu- 
lation. 
(License  No  R-81;  Amdt   3] 

License  So.  B-«l  which  authorizes  Uuion 
Carbide  Corporation  to  ojierate  lU  pool-type 
nuclear  reactor  located  in  Sterling  Foreat. 
New  Tork.  Is  hereby  amended  by  adding  the 
following  condition  thereto 

The  reactor  shall  always  be  loaded  In  such 
a  manner  that  It  would  be  subcrltlcal  by  a 
reactivity  of  at  least  0.5  percent  delta  k,  k 
If  the  maximum  worth  rod  were  In  Its  with- 
drawn poaltlon  and  all  other  roda  Inaerted; 
provided,  however,  that  In  no  caae  shall  the 
reactor  be  loaded  with  an  exceaa  reactivity 
of  greater  than  10  a  percent  delta  k  k. 

This  amendment  Is  effective  as  of  the  date 
of  laruance. 

Date  of  Issuance    February  1,  1962. 
For  the  Atomic  Energy  Commiaalon. 

ROBBIT  H.  BBTAJT. 

Chief.  Research,  mnd  Fover  Beactor 
Sa/ety  Branch.  Division  of  Licens- 
ing and  Regulation. 

IFSt.    Doc.    63-1814:     Filed,    Feb.    8.     1962; 
a;46  am  1 


[Docket  No.  50-4S1 

U.S.  NAVAL  POSTGRAOWK 
SCHOOL 

Notico  of  Issuanco  of 
License  Amondwi 

Please  take  notice  that  no 
a  formal  hearing  having  been 
lowing  filing  of  the  notice  of 
action  with  the  Office  of  tlM 
Register  on  June  21.  1961,  tko 
Energy  Commission  has 
ment  No.  1  to  Facility  Lioenat ! 
authorizing  U.S.  Naval 
School  to  operate  its 
AGN-201,  Serial  No.  100, 
at  power  levels  up  to  20  watta  (t 
and  intermittently  at  power 
1000  watts  (thermal)  at  the] 
in  Building  224  on  the  Sdwol'ki 
in  Monterey.  California.  TIm  itlhMl 
proposed  issuance  was  publtabMI  IMm 
Federal  Register  on  June  22,  MH,  ■ 
F  R  5586. 

Dated  at  Germantown,  Ifd..  Ml  Ml 
day  of  January  1962. 

For  the  Atomic  Energy  Cojpmlalaa 

Robxit  H.  Brmi, 
Chief,  Research  and  Foam  M/h 
actor  Safety  Branch,  DMrihi 
of  Licensing  and  RegtilttimL, 

|FH      Di)C     621315:     Filed.    Fab.    I,    11% 
8:46  a.ra.l 


CIVIL  AERONAUTICS 

[Docket  No.   13376:  Order  K-llNH 

NORTHWEST  AIRL1NES»  MC 

Alaskan   Faro  ln< 


Adopted     by     the    ClTil 
Board  at  its  office  in  WashtnclOB.  ML, 
on  the  6th  day  of  Pebruanr^Htt. 

By  tariff  filing  efJectlTe 
1962.  Northwest  Airlines,  Ine, 
to  increase  its  local  tourist 
between  Seattle  and  Anchorace 
percent,  and  to  increase  other 
joint  tourist  class  fares  ^  ^— 
in  the  48  States,  on  the  one 
points  within  Alaska,  on  the 
exceed  three  percent.  No^ 
been  proposed  In  Northwestii  ^^ 
jet  and  propeller  fares  betwcca  PJP 
within  the  48  States,  on  the  ODftfl!. 
and  points  within  Alaska,  on  ttwjw^ 
except  for  joint  fares  betweoi  fclM* 
and  Galena.  .  ..^ 

Northwest  has  submitted  no  ■■■ 
support  of  its  tariff  proposal  *0  MHP 
a  need  of  increased  revenue  in^^ 
services  to  Alaska,  nor  doea  t>8  m^ 
have  available  current  data  of  tti^jf^ 
ing  results  from  which  we  f»  lli* 
need  for  an  increase  In  revenn*  !«• 
carrier  in  this  market.  _^  . 

Northwest   operates   Jet  kliumm' 
tween  Seattle  and  Anchorago 
both  first-class  and  tourist 
also  provides  tourist  servlee  l» 
with  piston  powered  eqoliwnM*  M  » 
all  tourist  configuration. 


JiCIlP  j** 


rebruafy  9,  1962 

to  Alaska  approxmiate  77-78 
^T^ha  first-class  fares.  N(u:th- 
I^Sr^aooul  to  increase  It*  tourist 
**^^ttr80pert5ent  with  no  such  In- 
•SLte  to8  flrst-clasB  fares  will  reduce 
^STdlf  erential  between  these  serv- 
••SZ^niflcant  amount.  The  Board. 
•"y^Iiror Investigation  and  Suspoi- 
l^lTT,  Matter  of  Passenger  Pares 
*■  *  '  liy  United  Air  Lines.  Inc.*  stoted 
M  not  convinced  that  the  exlst- 
dlfleiential  in  domestic  service 
,  flnt-class  and  coach  fares  is 
'tiiaD  the  difference  between  the 
eostB  of  the  respective  services 
MBh  services  are  inherently  less 
,  ttian  first-class.    In  that  order 

that  the  effectuation  of  a  gen- 

^^■wniifi  increase  by  raising  coach 
^■d^tend  to  inhibit  the  growth  of 
STiBd  oiagnify  the  difficulty  in  im- 
^^  *  load  factors.  The  existing  fare 
,jlilpa  between  first-class  and 
to  Northwest's  service  to  Alaska 
8  the  relationships  existing 
^^gpKQe  service  over  similar  lengths 
Stari.  The  carrier  has  advanced  no 
^oM  In  support  of  a  decrease  in  the 
ZT^Mbnotial  between  first-class  and 
liBlik  aarvlce  in  the  Alaskan  market, 
fkiir  thww^  circumstances,  the  Board 
Msonflinded  that  the  tariff  proposal 
rfftHhvsst  should  be  investigated.  In 
lilt  of  the  fact  that  we  have  no  data 
MBS  m  upon  which  to  conclude  that 
gBMHd  revenues  are  needed  in  service 
^ti^tk  tor  this  carrier,  and  upon  con- 
g^ntton  of  the  disruption  of  the  rela- 
^adif  between  first-class  and  tourist 
iKm,  «t  bsve  concluded  to  suspend  the 
pusnl  pending  investigation. 

IfHor^taigly,  pursuant  to  the  Federal 
AiMMM  Act  of  1958.  particularly  sec- 
ttolM(a>  and  1002  thereof, 
Itiisrtfererf.That: 

L  ABknrestigation  is  instituted  to  de- 
miM  whether  the  tourist  class  fares 
■i  pravlshMU  on  2d  Revised  Page  9. 
IIRMPlB8d  Page  10,  2d  and  3d  Revised 
It  2d  and  3d  Revised  Pages  12  and 
Page  13  of  CA.B.  No.  331  of 

Airlines,  Inc..  are,  or  will  be, 

or  unreasonable,   unjustly  dla- 
',  unduly  preferential,  unduly 

.  or  otherwise  unlawful,  and  if 

ts  be  unlawful,  to  determine  and 
PMfte  the  lawful  fares  and  provisions, 
i  iMdtaff  hearing  and  deci8i<»i  by  the 
tmL  the  tourist  class  fares  and  provi- 
*M«  2d  Revised  Page  9.  2d  Revised 
IIP  III  2d  and  3d  Revised  Pages  11.  2d 
■i  M  Bevlsed  Pages  12.  and  3d  Re-> 
ArtWe  IS  of  C.A.B.  No.  331  of  VorOx- 
WtAlittDeB,  Inc..  so  far  as  applicable 
li^tesUte  air  transportation,  are 
~  and  their  use  deferred  to  and 
May  10,  1962,  unless  other- 
."•A  by  the  Board  and  that  no 
-  be  made  therein  during  the 
of  sufiwnsion  except  by  order  or 
_  pcnnission  by  the  Board. 
1^8  proceeding  ordered  herein  be 
■■tpsd  for  hearing  before  an  examiner 
■^  Board  at  a  time  and  place  here- 
■*!•  be  designated. 

iCMas  of  this  order  be  filed  with 
tariff  and  be  served  upon 
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Northwest  Atrt«w<Ni.  Inc.,  Alaska  Airlines, 
Inc.,  Ooardora  Airlines,  Inc.,  New  York 
Airways,  me..  Northern  Consolidated 
Airlines,  Ptc..  Pacific  Northern  Airlines, 
Inc.,  Trans  World  Airlines,  Inc.,  United 
Air  lines,  me..  West  Coast  Airlines,  Inc., 
and  Western  Air  Lines,  Inc.,  which  are 
made  parties  to  this  proceeding. 

This  order  will  be  published  in  the 
FnmuM.'REatsm. 

By  the  Civil  Aeronautics  Board. 

[SCAL]  HASOLD  R.   SANI>EItSON. 

Secretary. 

[FJl.    Doc.    63-1366:     Piled,    Feb.    8.    1962: 
8:50  ajn.] 


[Docket  No.  11017] 

HANS  nSCHER  ET  AL.;  COMMON 
CONTROL  AND  INTERLOCKING 
RELATIONSHIPS 

NotIco  of  Pftthooring  Conference 

m  the  nmtter  of  the  application  for 

approval  of  Interlocking  relationship  by 

<^ans  O.  Tlscher,  Joseph  Adasko  &  United 

Forwarders  Service   Inc.   re   United 

Travders. 

Notice  is  hereby  givm  that  a  prehear- 
ing conference  in  the  above-entitled  pro^ 
ceeding  is  assigned  to  be  held  on  Feb- 
ruary 14. 1962,  at  10  ajn.,  ejs.t..  in  Room 
1029.  UniVNUl  Building.  CwmecUcut 
and  Florida  Avoiues  NW..  Washington. 
D.C.,  before  Examiner  James  S.  Keith. 

Dated  at  Washington,  D.C.,  February 
5. 1962. 


[SKALl 


FRANCIS  W.  BROWN, 

Chief  Examiner. 


IP.R.    Doc.    63-1866:    PUed,    Peb.    8,    1962; 
8:50  a.in.] 


V  1-17886,  dated  December  38.  1961. 
WIS. 


FEDERAL  MARITIME  COMMISSION 

CALCUnA/U.SJV.  CONFERENCE 
ET  AL. 

Notico  of  Agraomonts  Filed  for 
Approval 

Notice  is  hereby  given  that  the  fol- 
lowing described  agreements  have  been 
filed  with  the  Commission  for  approval 
pursuant  to  section  15  of  the  Shipping 
Act.  1916  (39  Stot.  733.  75  Stat.  763;  46 
n£.C.818)> 

Acreement  8700.  between  the  member 
untm  of  the  Calcutta/UJ3A.  Conference 
(Agreement  6500.  as  amended) .  cverat- 
ing  from  Calcutta  to  U.S.  Atlantic  ports 
(Poitland  to  Hampton  Roads  inclusive) ; 
the  member  lines  of  the  C^cutta/UJ3J^. 
South  Atlantic  and  Qtilf  Freight  C^on- 
tettste  (Agreraoent  8560)  operating 
from  Calcutta  to  U.S.  South  Atlantic 
ports  (south  of  Hampton  Roads  but  not 
inclusive)  and  XJ3.  Oulf  ports,  by  direct 
<»ii.i^  or  transhipment;  and  the  member 
lines  of  the  East  Coast  of  India  (Calcutta 
and  Tutioorin  excluded)  and  East 
PaklBtan/UJBJL  Atlantic  and  Gulf 
Freii^t  Conference  (Agreement  8570), 
openMag  from  the  East  Coast  of  mdia 
south  of  Calcutta  and  north  of  Tuti- 
oorin (both  ports  excluded)   and  East 
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Pakistan  to  the  UJ3.  Atlantic  and  Oulf 
ports,  by  direct  call  or  transhipment; 
provides  for  the  establishment  of  the 
Calcutta,  East  Coast  of  India  and  East 
Paklstan/U.S.A.  Joint  Conference  Agree- 
ment, uhder  which  the  member  lines  of 
the  three  said  conferences  may  oonf er, 
discuss  and  agree,  from  time  to  time,  on 
matters  of  rates,  charges,  classiflcations 
and  related  tariff  matters  to  be  charged 
or  observed  by  the  member  lines  of  the 
said  conferences  in  the  trades  covered. 
respectively,  but  with  reservation  of  the 
right  of  independent  «ctlon  by  the  mem- 
ber lines  of  each  conference  to  alter  any 
rate,  chs^ge,  classiflcation  or  rdated 
tariff  matter  thus  previously  agreed 
upon,  by  first  giving  the  member  lines 
of  the  other  two  conferoices  not  leas 
than  forty-eight  (48)  hours'  advance  no- 
tice thereof.  This  agreemoit  also  pro- 
vides that  any  other  carrier  becoming  a 
member  of  any  of  the  aforesaid  confer- 
ences shall  thereupon  automattoaUy 
become  a  party  to  this  mgneBuot,  as  a 
member  of  the  conference  in  which  it 
has  acquired  membership.  The  termi- 
nation of  any  carrier's  monbenhip  in^ 
any  of  the  aforesaid  conferences  shall 
automatically  terminate  such  carrier's 
participation  in  this  agreement  as  a 
member  of  the  c(»ferenee  of  which  it 
has  ceased  to  be  a  member. 

Agreement  6500-18.  between  the 
member  lines  of  the  Calcutta/UJSA. 
Conference; 

Agreement  856(^1.  betwem  the  mem- 
ber lines  of  the  Calc^tta/UBA.  Sooth 
Atlantic  and  Gulf  Freight  Conference; 
and 

Agreement  857(^1.  betweoi  the  mem- 
ber lines  of  the  East  Coast  oi  Indi*  (Cal- 
cutta and  Tuticorln  excluded)  and  IBast 
Pakistan/U.S.A.  Atlantic  and  Gulf 
Freight  Conference; 

are  similar  modification  agreements 
which  amend  the  basic  agreement  of  the 
respective  conferences,  described  above, 
to  provide  that  new  manbers  of  such 
conferences  will  automatically  become 
parties  to,  and  members  withdrawing 
f  nxn  such  conferences  will  autcmatteally 
cease  to  be  parties  to,  any  agreement(s) 
entered  into  between  the  member  Unes 
of  the  reflective  conferences  (Jointly) 
and  any  ottior  carrier  or  other  person 
subject  to  the  Shipfring  Act,  1916,  as 
amended,  and  approved  pursuant  to  sec- 
ticm  15  of  said  Act. 

mterested  parties  may  impect  ^eae 
agreements  and  obtain  copies  ttiereof  at 
the  Biureau  of  Foreign  Regulation,  Fed- 
eral Maritime  Commission.  Washington. 
D.C.,  and  may  submit  within  ao  days 
af  to:  publication  oi  this  notice  In  tte 
Fedxbal  RiGisTEt,  written  statements 
with  reference  to  any  of  tliese  agree- 
ments and  their  position  as  to  approval, 
dis84;>proval,  or  modification,  together 
with  request  for  hearing  should  such 
hearing  be  desired. 

Dated:  February  6.  1963. 

By  order  of  the  Federal  Maritime  Com- 
mission. 

Tbomab  Ubx. 

^ecrefoiY- 

[PJt.    Doc.    63-1840;    FUed.    FM>.    8,    1963; 
8:48  am.] 
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[Docket  No.  143»4  etc  .  FCC  62M   161 1 

FLOWER   CTTY  THEVISION  CORP. 
ET  AL. 

Ord«r  Sche<Ki4tng   Prehearing 
Conference 

In  re  applications  of  Flower  City 
Television  Corporation,  Rochester,  New 
York.  Docket  No.  14394.  Pile  No  BPCT- 
3939;  et  al..  Docket  Nos  14395,  14459. 
144i0.  14461.  14462.  14463.  14464.  14465. 
14466.  14467. 14468;  for  constniction  per- 
Dbts  tar  new  Television  Broadcast  Sta- 
tkuM  (Chmnnti  13  >. 

The  Hearlnc  Examiner  having  under 
conaidermtion  matters  considered  at  the 
prHieuinc  conference  held  herein  on 
Febraary  3.  1962: 

It  to  ordered.  This  id  day  of  February 
1963.  that  the  hearing  herein  Is  sched- 
uled for  June  4.  1962.  at  10:00  am  .  and 
a  further  prehearing  conference  is 
scheduled  for  February  12.  1962,  at  10:00 
a.m. 

Released:  February  5,  1962 


NOTICES 
I  Docket  No   14846;  FOC  MM-166] 

NEIGHBORLY  BROADCASTING  CO., 
INC. 

Order  Continuing   Hearing 

In  the  matter  of  revocation  of  license 
of  The  Neighborly  Broadcasting  Co.. 
Inc,  Docket  No  14365:  for  FM  Broad- 
ca-st  Station  WLOV.  Cran.ston,  Rhode 
Island 

It  IS  ordert-d.  This  5th  day  of  February 
1962,  that  tho  hearing  cheduled  for 
February  i:}.  1962.  i.s  continued  in- 
definitely. 

Rcloa.sfd     February  6.  1962 


February  9,  19B2 


FEDERAL  REGISTER 


[SKALl 


Fbdcial  Cola^u^•IC^TIONS 

Commission. 
Bin  F.  Waple. 

Acting  Secretary. 


|FJL    Doc.    e3-13i»:     Filed.    Feb 
•  :M  &.m.| 


1962. 


[Docket  No.   14850;   FCC  6;2M-1601 

MtA  ENTWFRISES,  INC    (KWBE) 
Order  Continuing  Hooring  Conference 

In  re  application  of  MIA  Enterprises, 
Inc.  CKWBE).  Beatrice.  Nebraska. 
Docket  No.  14350.  File  No.  BP-13878;  for 
conatructkm  permit 

The  Hearing  Examiner  having  under 
oomULenXion  the  matter  of  the  pre- 
hearing conference  now  scheduled  in  this 
proceeding  for  February  12.  1962; 

It  appearing  that  applicant,  on  Janu- 
ary 31.  1962.  filed  a  i>etition  for  leave 
to  amoid  its  appUcation  and  removal  of 
the  p»~»"H<Nrt  appUcation  from  the  hear- 
ing docket  and  Its  return  to  the  process- 
ing ii«*^  and  that  the  time  for  filing 
replies  thereto  wQl  not  expire  until  Feb- 
ruary 9.  1962:  and 

It  further  stttpeAring  that  if  the  peti- 
tion is  granted  hearing  will  not  be 
necessary: 

It  is  ordered.  This  2d  day  of  February 
1962,  that  the  prehearing  conference  in 
thin  proceeding,  now  scheduled  for  9 :  00 
ajn..  February  12,  1962.  is  continued 
indefinitely. 

Released:   February  5,  1962 

Federal  Commttntcattons 

OoaOOBSION, 

[seal]         Ben  F.  Waple, 

Acting  Secretary. 

[F.R.    Doc.    62   13«0:     Filed.    Feb      8.     1962; 
S:90  ajn  I 
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FtDEHAL  Communications 

Commission. 
Ben    F.    Waple. 

Acting  Secretary 


;FR      D..0      6.>    1361.      Flleri.     Feb      8,     1962. 

8  50  a  m  1 
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FEDERAL  POWER  COMMISSION 

IDocket  No*  CP61- 184   CI61 -10061  '" 

CITIES     SERVICE     GAS     CO.     AND 
ROUNDS  A   PORTER  LUMBER  CO  , 
INC. 
Notice  of  Applications  and  Date  of 
Hearing 

Febbuaky  2.  1962 
Take  notice  that  on  January  5.  1961. 
Cities  Service  Gas  Co  (Cities  Service) 
filed  in  Docket  No.  CP61-184  an  applica- 
tion and  on  January  23.  1961.  and  April 
18.  1961.  a  supplement  and  amendment 
thereto  respectively,  pursuant  to  section 
7  of  the  Natural  Oas  Act.  for  a  certificate 
of  public  convenience  and  necessity  au- 
thorizing Cities  Service  to  construct  and 
operate  certain  facUlUes  for  the  trans - 
porUtion  of  natural  gas  in  interstate 
commerce,  as  hereinafter  described,  sub- 
ject to  the  jurisdiction  of  the  Commls- 

,sion  . 

Cities   Service    proposes    to    construct 
and  operate  the  following  facilities: 

(It  A  7100-horsepower  compressor 
station  in  the  proposed  gasoline  plant 
of  Rounds  k  Porter  Lumber  Co..  Inc 
(Rounds  If  Porter),  together  with  ap- 
purtenant meter  and  regulating  equip- 
ment located  in  the  Southwest  Quarter 
of  Section  2.  Township  19  South.  Range 
3  East.  Marion  County.  Kans..  which 
compressor  station  is  proposed  to  be  used 
both  on  the  inUlte  and  di.scliarge  sides 
of  the  plant 

(2)  10.5  miles  of  8-inch  pipeline  from 
Uie  outlet  of  Rounds  L  Porters  gasolene 
plant  in  the  Southwest  Quarter  <SWU> 
of  Section  2.  Township  19  South.  Range 
3  East,  thence  southeasterly  to  a  con- 
necUon  with  Cities  Services  26-inch 
mam  Une  in  the  Northwest  Quarter 
(NW'4'  of  Section  25.  Township  20 
South.  Range  3  East,  all  in  Marion 
County.  Kans 

Cities  Ser\'ice  alleges  that  these  facili- 
ties win  be  used  to  compress  natural  gas 
which  will  be  purchased  from  said  gaso- 
lene  plant  and  to  transport  said  gas  from 
the  outlet  of  said  plant  into  Cities  Serv- 


ile. 


ice's    Hugoton    a6-inoh 
system. 

These  facilities  will  be 
port  a  flow  of  apjiinil— ,_     ____ 
of  natural  gas  per  day  al  ug^ 
which  will  be  dellrered  to  OM 

by  Rounds'  L  Porter. 
The  estimated  cost  of  tbt 

facilities  is  (2.100.000.  which 

for  out  of  treasury  cash. 
The    estimated    natural  | 

which  are  now  dedicated  ts 

icc  behind  Rounds  k  Portar^ 

plant  are  111.381.000  Ucf. 

posed  of  92.592.000  Mcf 

cated    to   Cities   Service. 

18.789.000  Mcf,  which  has 

to  Cities  Service  by  Rounds  k 

letter  of  April  12.1961. 
Take  further  notice  that 

6.   1961.  Rounds  l<  Porter 

Inc..  a  Kansas  corporattan 

principal  place  of  business  it 

Waco   Street.   Wichita, 

Docket  No.  CI61-1006.  an 

pursuant  to  section  7  of  the 

Act.  for  a  certificate  of 

lence  and  necessity 

and  delivery  to  Cities 

gas  which  it  has  gathered 

leases  m  the  East  Antekpt, 

Klenda    and    Hillsbwo 

County,  Kans..  pursuant  to  tlH 

a  gas  sales  contract  dated 
1960.  between  Rounds  k 

Service.    It  Ls  alleged  that 

be  transported  in  inter rtali 
Rounds  li  Porter  will  latlM 

said  leases  and  will  remoifa 
therefrom  before  delivery  to 
ice     It  proposes  to  cuuiteMrt 
sary  facilities  to  remove  ttai 
will    operate    the   eom. 
proposed   to   be   ooDstmetod  If 
Service.     Said   gas  sales 
vides  for  an  initial  price  sf  If 
Mcf  at  14.65  pela.  with  a  prtM 
ment  of  1  cent  per  Mcf 
five  year  period  thereafter 
of  the  contract,  which  Is  for  a 
twenty  years  and  thereafter 
nated   by  either  party  on 
written  notice  to  the  other.   TM 
mated  initial  volume  of  gas  to  to 
ered  is  24.600  Mcf  per  day  at  M.W 

Rounds  k  Porter  will 
approximately  120  leases^ 
age  type  contracts  wherefcy  ^^^ 
holders  in  said  leases  will  reeettoS||W» 
Imately  60  percent  of  the  jaiiuwiig^ 
sale  of  residue  gas  and  tt^MI  I 
Porter  approximately  40 

interest  holders  will  also ^ .1^^ 

cent  of  the  proceeds  from  tta  Wmm 
processed  liquids. 

The  applications  in  the 
bered  dockets  together  with  VM 
are  on  file  with  the  ComaUi^*  ^ 
open  for  public  Inspection.  _  ^^ 
These  related  appllcatiSPS  y*  * 
heard  on  a  consolidated  it""*  ■■  • 
that  end: 
Take  further  notice  that. 


ejs.t..  in  a  Hearing        Monthly  rate: 


the  authority  contained  in  6"*jf" 
to  the  Jurisdiction  eonf erred  •RJ^ff 
Federal  Power  CommlssiOB  If  ■JJJ 
7  and  15  of  the  Natural  Oas  AW.M»y 
Commission's  rules  cf  P^'^^^S'^tSl 
cedure,  a  hearing  will  be  hew  ••^^.^ 


^       ^  10.00  am.,  ejs.t..  in  a  Hearing 

i'<*^  fw^  fMeral  Power  Commiwdon. 

*^  flMet  NW..  Washington,  D.C., 

*    -^  the  matters  involved  In  and 

loteaented  by  such  appUcations. 

lor petitions  to  Intervene  may 

the  Federal  Power  Commis- 

'  *^M^i6ton  25.  D.C..  in  accordance 

*jJ2^tSes  of  practice  and  procedtuv 

^M  l.«  or  1.10). on  or  before  March 

^  *^  Gordon  M.  Grant. 

Acting  Secretary. 

^m    nw     ea-1324;    Filed,    Feb.    8.    1963; 
-|f»  «••  8:46  a.m.)         | 

(Docket  No.  E-6577J 

MARTMENT  OF  THE  INTERIOR,  BU- 
^01  OF  RECLAMATION;  FALCON 
NOJKT 

•f  Raquett  for  Approvol  of 
Roffas  and  Charges 
'  February  2,  1962. 

^  Is  hereby  given  that  the  Secre- 
^Ihs  Interior,  on  behalf  of  the  Bu- 
i«f  Rtelamation,  has  filed  with  the 
Mill  Power  Commission  for  conflima- 
ta  Md  approval,  piu'miant  to  the  pro- 
iMlM  of  the  Act  of  Congress  dated 
jM  li^  iSM  (68  Stat.  255) .  rates  and 

Ktat  wholesale  power  service  from 
ltd  States  share  of  power  from 
Ik  PUeon  project  to  customers  with 
ll^avn  generating  facilities  for  a  flve- 
•ypKlod  beginning  January  1.  1963. 
4  M  Ml  forth  In  the  following  pro];>osed 
^•riwdule:  | 

or  Rates  for  Wholesale 
Sbivicx  to  Customers  Having 
Own  Generating  Facilitixs 

January  1.  1963. 
At  the  138-kv  Switohyard 
Powerplant. 

To  wholesale  power  cus- 
who  normally  maintain  generat- 
|l  MttUes  or  other  sources  of  energy 
BwBk  to  supply  their  requirements 
lln  Moon  Powerplant  energy  is  not 
and  who  contract  to  accept  all 
which  can  be  delivered,  without 
the  peaking  energy  and  off- 
contract  rates  of  delivery, 
and  periods  stated  herein  under 
Provided.  That  deliveries 
the  contract  rates  of  delivery 
AV  fllwrwlse  be  mutually  agreed  upon 
M  wilttng  by  representatives  of  the 
States  and  the  customer.  The 
normally  will  be  expected  to 
for  peaking  energy  at  a  contract 
(Wlvery  equal  to  or  exceeding  his 
rate  of  delivery  for  off-peak 
RHf,  Provided:  that  peaking  energy 
•fcmiaMc  therefor  within  the  limits 
defined. 

and  conditions  of  service: 
current,  sixty  cycles,  three- 
IfeMikMivered  and  metered  at  the  138- 
"^ of  the  Falcon  Powerplant.  The 
■nte  hereunder  shall  be  considered  in 
ywtetoiles;  (1)  peaking  energy,  and 
•  *-P6ak  energy,  as  defined  herein 
"DeOnitlons",  and  each  category 
will  be  made  available  in  ac- 
with  the  provisions  herein  and 
•■•  mtract  rates  of  delivery  set  forth 
fetteeoDtract. 


charge:  None. 

Bnsrgy  charge— Peaking  Energy:  5.6  Mills 
per  kUowatt-hour. 

Off-peak  ■nargy:  1.6  mills  per  kllowatt- 
hcmr. 

Definitions — ^Peaking  energy :  That 
energy  delivered  between  the  hours  of 
8:00  ajn.,  and  10:00  p.m.,  of  any  day, 
except  Saturdays  and  Stmdays. 

Off -Peak  Energy:  That  energy  de- 
livered at  any  other  time. 

Customers  pro  rata  share  of  Falcon 
Powerplant  energy:  Is  the  customer's 
pro  rata  share  of  peaking  energy  and/or 
off-peak  toersy  generated  at  the  United 
States  Falcon  Powerplant.  and  shall  be 
in  the  ratio  that  the  customer's  con- 
tract rate  of  delivery  therefor  bears  to 
the  total  of  all  customer  contract  rates 
of  delivery  for  such  energy.  For  pur- 
poses thereof,  the  total  of  all  ctistomer 
contract  rates  of  delivery  for  peaking 
energy  or  for  off-peak  energy  shall  not 
exceed  31,500  kilowatts  for  each  cate- 
gory of  oiergy. 

Minimum  bill:  None. 

Adjustments — For  character  and  con- 
ditions of  service :   None. 

For  power  factor:  None.  The  cus- 
tomer will  normally  be  required  to  main- 
tain a  power  factor  at  the  point  of  de- 
livery between  90  percent  lagging  and 
90  percent  leading. 

Scheduling  of  energy  deliveries :  Avail- 
aUllty  of  energy  will  be  declared  by  the 
United  States  both  as  to  quantity  and 
time  available  as  far  in  advance  as  is 
practicable. 

The  proposed  new  Rate  Schedule  set 
forth  above  is  on  file  with  the  Commis- 
sion for  public  inspection.  Any  person 
desiring  to  make  comments  or  sugges- 
tions for  commission  consideration  with 
respect  to  the  proposed  Rate  Schedule 
should  submit  the  same  in  writing  on  or 
before  F^ruary  20,  1962.  to  the  Federal 
Power  Commission,  Washington  25,  D.C. 

Gordon  M.  Grant, 
Acting  Secretary. 

(PJl.    Doc.    63-1339:    FUed,    Feb.    8.    1062; 
8:40  a.m.] 


[Docket  No.  CP62-130] 

MICHIGAN  WISCONSIN  PIPE  LINE  CO. 
NoNca  of  Postponement  of  Hearing 

February  2, 1962. 

Notice  is  hereby  given  that  the  hear- 
ing now  scheduled  to  be  held  in  Wash- 
ington, D.C.  on  March  8,  1962,  at  9:30 
am.,  e.8.t.,  in  the  above-entitled  matter 
is  hereby  postponed  to  a  date  to  be  here- 
after fixed. 

Gordon  M.  Grant, 
Acting  Secretary. 

[F.R.    Doc.    62-1326;    Filed.    Feb.    8,    1962; 
»:46  a.m.] 


[Docket  No.  CP62-38  etc.] 

NQRTH  CENTRAL  GAS  CO.  ET  AL. 

Notico  of  Applications  and  Dot*  of 
Hoaring 

Febsuart  2, 1962. 
North  Central  Gtes  Company,  Docket 
No.  CP63-38;  BUmsas-Nebraska  Natural 
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Gas  Company,  Inc.,  Docket  No.  CSPtS- 
39;  TOwer  Oil  and  Oas  Company  of 
Texas,  Docket  No.  CI62-193. 

Take  notice  that  on  August  17,  1961, 
as  supplemented  on  October  25,  1961. 
North'  Central  Gas  Ccxnpany  (North 
Central),  Casper.  Wyoming,  filed  In 
Docket  No.  CP62-38  an  applicatton  pur- 
suant to  section  7(c)  of  the  Natural  Oas 
Act  for  a  certificate  of  publle  cm- 
venience  and  necessi^  authorliing  the 
construction  and  operation  of  a  meter 
station  on  its  12-inch  pipeline  near  Ortn, 
Platte  County,  Wyoming,  in  order  to  li- 
able North  Central  to  receive  natural 
gas  from  Tower  Oil  and  Oas  Company 
of  Texas  (Tower),  and  authorising  ttie 
exchange  of  natural  gas  with  Kaaaaa- 
Nebraska  Natural  Gas  Company  (Kan- 
sas-Nebraska) at  an  existing  point  of 
interconnection^  near  the  Huntsman 
Field,  Cheyenne  County,  Nelntudca. 

Take  ftuHier  notice  that  on  August 
17,  1961,  Elansas-Nebraska.  Hastings, 
Nebraska,  filed  in  Docket  No.  CP6a-39 
an  application  pursuant  to  section  7(e) 
of  the  Natural  (3as  Act  for  a  certificate  of 
public  convenience  and  necessity  author- 
izing the  aforementioned  exchange  (tf 
natural  gas  near  the  Huntsman  Fidd, 
Cheyenne  County,  Nebraska. 

The  proposals  of  North  Central  and 
Kansas-Nebraska  arermore  fully  set  toitVtk. 
in  their  respective  applications  on  file 
with  the  Commission  and  (ven  to  pubUc 
inspection.  ^ 

North  Central  and  Kansas-Nebraska 
have  entered  into  a  contract,  dated  Jvme 
20.  1961,  with  Tower  under  whidi  each 
would  purchase  from  Town:  in  the  ratto 
of  50  percent  ot  available  gas  produced 
by  Tower  in  the  Shawnee  area.  Converse 
Coimty,  Wyoming.  Since  Kansas-Ne- 
braska has  no  transmission  f acUittes  in 
the  Shawnee  area,  and  in  order  to  elimi- 
nate the  necessity  of  Kansas-Netoaska 
constructing  duplicate  facilities.  North 
Central  proposes  to  receive  and  tranqx»t 
all  gas  purchased  by  both  companies 
from  Tower  with  equivalent  volumes  due 
Kansas-Nebraska  being  delivered  to  it  by 
North  Coitral  from  tiie  latter's  Hunts- 
man reserves  in  Nebraska.  The  subject 
exchange  will  be  made  pursuant  to  an 
agreement,  dated  June  20. 1061.  betweoi 
North  Central  and  Kansas-Netoaska. 

The  subject  sale  of  gas  will  be  made  at 
a  rate  of  12  coits  per  Mcf  at  15.025  psia. 
On  August  15, 1961,  Tower,  520  Flddity 
Union  Life  Building,  Dallas,  Texas,  filed 
in  Docket  No.  CI62-193  an  applicatton 
pursuant  to  section  7(c)  of  the  Natural 
Gas  Act  for  a  certificate  of  public  con- 
venience and  necessity  authorising  the 
above  described  sale  of  natural  gas  to 
North  Central  and  Kansas-N^N-aska.  all 
as  more  fully  described  in  the  ^ii^icatlon 
on  file  with  the  Commission  and  open  to 
public  inspection. 

The  applications  in  these  proceedings 
indicate  that  the  proposed  sale  and  the 
proposed  exchange  of  natural  gas  may 
be  an  interim  arrangement  and  that  in 
the  event  Tower  has  undw  control  in  the 
Shawnee  area  prior  to  April  1.  1864.  re- 
serves of  146  billion  cubic  feet  of  gas  and 


1  Said  facilities  were  modiflert  under  tem- 
porary autborlaatloxi  granted  to  ITsnw- 
Nebraaka  on  November  80,  1969,  In  DodDSt 
No.  Gh-17860. 
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NOTICES 


■uSeient  caraclty  to  deUwr  »  nuuilmum    tion  having  its  principal  place  of  busi- 
IrfMlSf  SS^YcSr  then  the  SM  sales     ness  at  99  North  Front  Street.  Colum- 

and  the  exehance  agmment  between  cation  in  Docket  No.  CP62-2  and  on 
SSrth^trmlmd  Kansas-Nebraska  wUl  August  3.  19«1.  a  supplement  thereto. 
SStoate  to^e^i^  the  foregoing  pursuant  to  section  7  of  the  Natural  Oas 
con^ts'are  terminated,  the  applica-  Act.  for  a  cerUflcate  o'  P"b"c  ^on- 
tions  indicate  further  that  Intermoun-  venience  and  necessity  authorizing  the 
tain  Om  CJompany  ( Intermountain )  has  establishment  of  an  additional  point  of 
agreed  to  con«truct  and  operate  a  pipe-  delivery  and  sale  to  The  Dayton  Power 
Une  from  the  Shawnee  area  to  Mitchell,  and  Light  Company  (Dayton)  »"  Madi- 
Nebraska  and  sell  gas  purchased  from  son  Township.  Fayette  County.  Ohio,  to 
Tower  to'  Kansas -Nebraska  and  North  deliver  natural  gas  to  Dayton  for  resale 
Central •  North  Central  would  deliver  in  Daytons  prospective  new  market  area 
Kansas-Nebraska's  share  of  this  gas  at  a  of  New  Holland  and  Waterloo.  Ohio  and 
point  near  ScottsblufT.  Nebraska.  How-  vicinity.  Said  additional  point  of  de- 
ever  none  of  the  Applicants  in  these  pro-  bvery  and  sale  is  identical  with  the 
oeedings  are  seeking  authorizaUon.  here-  point  of  delivery  to  Ohio  Fuel  proposed 
in  with  r««)ect  to  the  alternate  arrange-  by  Texas  Eastern  Transmission  Corpora- 
ments  or  pn^nsals.  Such  InformaUon  tion  (Texas  Eastern)  In  its  companion 
has  been  included  in  order  to  dem-  application  in  Docket  No.  CP62-3  here- 
oQstrate  the  possibilities  of  the  develop-     inafter  described. 

ment  of  the  Shawnee  area.  Additional  facihties  required  will  in- 

•nie  estimated  cost  of  North  Centrals  elude  a  Up  on  Texas  Easterns  main 
pniposed  facihties  In  Docket  No.  CP62-  line  facilities,  together  with  necessary 
3S  is  $2,112.  which  cost  will  be  financed  measuring  and  regulating  equipment 
out  ot  current  working  funds.  and   other   appurtenances  required   for 

TlMse  related  matters  should  be  heard  practical  operation.  The  cost  is  esti- 
on  a  i«i«»«»M^«**^  recoitl  and  disposed  of  mated  at  $26,300.  ConstrucUon  of  re- 
as  pronptty  as  possible  under  the  appll-  quired  facilities  will  be  undertaken  by 
cable  rules  and  regulations  and  to  that  Texas  Eastern  and  Ohio  Fuel  will  reim- 
gg^-  burse  Texas  Eastern  for  the  cost  of  the 

T^ike  further  ndtlce  that,  pursuant  to     measuring  and  regulating  facilities  and 
the  authority  contained  in  and  subject     assume  ownership  thereof. 
to  the  Jurisdiction  conferred  upon  the        Ohio  Fuel  estimates,  from  Information 
Federal  Power  Commission  by  sections     received  from   Dayton,   that  the   com- 
7  and  15  of  the  Natural  Gas  Act.  and     bined  toUl  natural  gas  requirements  of 
the  CUmnisstei's  rules  of  practice  and     New    Holland    and    Waterloo    are    as 
procedure,  a  hearing  will  be   held  on     follows: 
March  8.  ltC2,  at  9:30  am.,  esX..  in  a 
Beaiixm  Room   of   the   Federal   Power 
Commission.  441  O  Street  NW..  Wash- 
iacton,  D.C..  concerning  the  matters  in- 
Tohred  in  and  the  issues  presented  by 
mgh    applications:  Provided,    however. 
That  the  Commission  may.  after  a  non- 
contested  hearing,  dispose  of  the  pro- 
cccrtlnm  pursuant  to  the  provisions  of 
f  IJO(c)  (I)  or  (2)  of  the  Commission's         Take  further  notice  that  Texas  East- 
rides  of  practice  and  procedure.     Under     g^n  Transmission  Corporation,  a  Dela- 
the  procedure  herein  provided  for.  unless     ^-are  corporation  with  its  principal  of - 
otherwise  advised.  It  win  be  unnecessary     f^^.^  jn  shreveport.  Louisiana,  filed  on 
for  Applicants  to  appear  or  be  repre-     jujy  g^  iggi,  an  application  in  Docket 
seated  at  the  hearing.  nq.  CP62-3.  pursuant  to  section  7  of  the 

Protests  or  petitions  to  intervene  may  Natural  Gas  Act.  for  a  certificate  of  pub- 
be  filed  with  the  Federal  Power  Com-  ^c  convenience  and  necessity  authoriz- 
mlaston.  Washington  25.  DC.  In  accord-  j^g  it  to  construct  and  operate  a 
anee  with  the  rules  of  practice  and  metering  and  regulating  sUtloh  together 
praoediire  <18  CFR  1.8  or  1.10)  on  or  ^i^j  the  appurtenant  facilities  at  a 
before  February  28.  1962.  Failure  of  point  on  its  main  transmission  line  in 
any  party  to  appear  at  and  participate  payette  County.  Ohio,  approximately  5 
in  the  bearing  shall  be  construed  as  miles  west  of  Texas  Eastern's  Com- 
walver  of  and  concurrence  In  omission  pressor  Station  No.  17.  The  establish - 
herein  of  the  intermediate  decision  pro-  ^ent  of  this  additional  delivery  point. 
cedure  in  cases  where  a  request  therefor  Texas  Eastern  states,  is  for  the  purpose 
is  made.  of  making  deliveries  of  natural  gas  to 

OosDOK  M.  OnAifT,  The  Dayton  Power  and  Light  Company 

Actino  Secretary.         f^r  the  account  of  Ohio  Fuel  In  order  to 

permit  Dayton  to  provide  service  to  New 
Holland  and  Waterloo.  Ohio. 

These  related  matters  should  be  heard 
on  a  consolidated  record  and  disposed  of 
as  promptly  as  possible  under  applicable 
rules  and  reculatlons  and  to  that  end: 

Take  further  notice  that,  pursuant  to 
the  authority  contained  In  and  subject  to 
the  Jurisdiction  conferred  upon  the  Fed- 
eral Power  Commission  by  sections  7  and 
15  ot  the  Natural  Gas  Act.  and  the  Com- 
mission's rules  of  practice  and  procedure, 
a  hearing  will  be  held  on  March  7.  1982 
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February  9,  1962 

,nie.  plans  to  construct  a   6%" 

au  transmission  line  from  said 

SSerconnectlon  with  Seaboard's 

\  southerly   24.2   miles   to  the 

|L|Uo  Research  Station. 

'J|[jac.'s  estimated  peak  day  and 

f^gulrements  are  as  follows: 


|FR     Doc     63-133«:     Filed.    Feb     8.     19OT; 
8:4«a.in  I 


(Docket  No«  CP«2  2,  CP62-31 

OHIO  FUEL  GAS  CO.  AND  TEXAS 
lASTEIN  TRANSMISSION  CORf . 

Notic*  of  Applications  and  Date  of 
H  soring 

Febkuary  2.  1982. 

Take  notice  that  The  Ohio  Fuel  Gas 
Company  ( Ohio  Fuel ' .  an  Ohio  Corpora- 
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I  DoclLet  No.  0-18443  ste.) 

SENECA  GAS  COMPANY  0»««l 
VIRGINIA,  INC.,  ET  M. 

Notice  of  ApplicoHans  smri  triiil 
Hooritif 

FmossT  Xm 
Seneca  Gas  Company  of  Wi 
Inc.,     Atlantic     Seaboard 
Seneca  Gas  Company  of  W«l 
Inc.,    Complainant:    and 
Defendant:  Docket  Nos. 
67.  and  CP62-115. 

Notice  of  the  appllcatioa  tf 
Gas   Company   of   West 
(Seneca)    In  Docket  No. 
issued  by  the  Secretory  of 
sion  on  December  2,  lf59,  SDd 
in  the  FsonAi.  RsoisTn  on 
1959  (24  F.R.  9918)   settinf  I 
for  hearing  on  January  11,  IMH  -fc 
January  7.  1960.  said  bearlDf  «M«^ 
tinued,  subject  to  further 
Secretary. 

Take   notice   that  Atlantic 
Corporation     (Seaboard),    a 
corporation  having  its  p 
business  at  1700  McCorkle  tn 
Charleston.  West  Vlrfinla.  Wti 
tember  15. 1961,  an  appUeattso, 
to  section  7(c)  of  the  Natural 
for  a  certificate  of  publle 
and  necessity  authorising  tlM 
tion   and  operation  of 
regulaUng  facilities  and  the 
sale  of  natural  gas  to 
new    wholesale    customsr, 
Navgas.  Inc.,  to  render 
Naval  Radio  Research 
Village     of     Sugar    Grof*. 
County.  West  Virginia 
Seaboard  alleges  that 
requested    an    inter 
lU  proposed  6%"  gas 
and  Seaboard's  26"  and 
mission  iilpelines  at  a  . 
County.  West  Virginia,  IM 
of  Seaboard's  compressor  WL.  i_,^^ 
board  alleges  that  It  U  iUMmm^ 
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atlmated  cost  of  Seaboard's  pro- 
M^tadlltles  Is  $19,600.  which  will  be 
^^pgd  from  funds  on  hand, 
^^further  notice  that  Seneca  Oas 
of  West  >nrginia,  Inc.,  filed  on 

8.  1961,  in  Docket  No.  CP62- 

^ag^plft<"t  and  request  for  order  to 
Svcsnss  against  Navgas.  Inc.  Seneca 
2|L|  tf»«t  it  has  been  authorized  by  the 
M^ Service  Commission  of  West  Vlr- 
^  to  construct  and  operate  natural 
^^wmtimiQn  and  distribution  facil- 
Sii  to  Baidy  and  Pendleton  Counties, 
fMk  Vlzflnl^  Seneca  alleges  that  it 
tepsndlng  before  this  Commission  an 
mUrati'"  under  section  7(a)  for  an 
iSr  directing  Seaboard  to  establish 
gMletl  connection  of  its  transportation 
j^^MM—  with  the  facilities  proposed  to 
liMHtnicted  by  Seneca  and  to  sell  and 
Mmt  imtural  gas  to  Seneca.  All  of  the 
Minrerred  to  in  said  complaint  relat- 
fef  to  Seneca's  application  are  more 
'ly  set  out  in  the  Notice  of  Ap- 
in  Docket  No.  G>18442  Issued 
2.  1959. 
_  alleges  that  Navgas,  Inc.  on 
IS,  1961,  also  filed  with  this  Com- 
In  Docket  No.  CP61-251  an  ap- 
1  under  section  7(a)  of  the  Act 
an  order  directing  Seaboard  to 
i  iihysical  connection  of  its  fa- 
wlth  the  proposed  facilities  of 
Inc..  and  to  sell  and  deliver 

gas  to  it  for  the  limited  purpose 

tfprafldlng  the  Navy  with  all  of  its 
mnl  gas  requirements  at  its  Sugar 
iNfV  tastallation,  which  application  is 
Mipmdlng. 
•mm  asserts,  among  other  things, 
MHiivtas.  Inc.  Is  not  exempt  frtmi  the 
pRlians  of  the  Natural  Gas  Act  by 
■iM  1(c)  thereof  because  Navgas  Inc.'s 

Bnd  rates  and  service  are  not  regu- 
bgr  the  Public  Service  Commission 
g  WM  Virginia.  Seneca  stotes  that 
Inc.,  Is  In  the  process  of  con- 
facilities  for  the  purposes  of 
.^.^^.^  in  the  transportation  and  sale 
tflilBnl  gas  to  the  Navy,  and,  in  so 
BMNdlBf .  Navgas,  Inc.  has  violated  the 
■Mm  Cm  Act  in  that  it  has  neither 
nil  ipidlcation  with,  nor  been  granted 
iMrttteate  of  public  convenience  and 
■MaMj  by  this  Commission,  author- 
MV  aid  construction. 
Ibi  tppUeatlons  and  complaint  in  the 
iMtnambered  dockets  are  on  file  with 
Ownmlsslon  and  open  for  publto 
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cable  rules  and  regulations  and  to  that 
end: 

Take  further  notice  that,  pursuant  to 
the  authorUy  contained  in  and  subject 
to  the  Jurisdiction  conferred  upon  the 
Federal  Power  Commlssicm  by  sections 
7  aiui  15  of  the  Natural  Gias  Act.  and  the 
Commlssioii's  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  on  April 
9.  1962,  at  10:00  ajn..  e.s.t.,  in  a  Hearing 
Room  of  the  Federal  Power  Commission. 
441 0  Street  NW..  Washington.  D.C.,  con- 
cerning the  matters  Involved  In  and  the 
issues  presented  by  the  applications  in 
Dockets  Nos.  a-18442  and  CP62-67  and 
also  by  the  complaint  and  answer  In 
Docket  No.  CP62-115. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis- 
sion. Washington  25,  D.C..  in  accordance 
with  the  rules  of  practice  and  procedure 
(18  CFR  1.8  or  1.10)  on  or  before  March 
20. 1962. 

Gordon  M.  Grant, 
Actino  Secretary. 

(FJt.    Doc.    63-1328:    Filed,    Feb.    8,    1962; 
8:46  a.m.] 
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MT-^^  mated  matters  should  be  heard 
BttlBsoUdated  record  and  dlspoted  of 
iilNBptty  M  possible  under  the  appli- 


[Docket  No.  RI62-178  etc.] 

SUNRAY  MID-CONTINENT 
OIL  CO.  ET  AL. 

Ordor  Providing  for  Hearings  on  and 
Suspansion  of  Proposed  Changes  in 
Ratos;  Corraction 

February  2.  1962. 

Sunray  Mid-Continent  Oil  Company, 
et  al.  Docket  No.  RI62-178  etc. ;  and  Con- 
tinental Oil  Company,  et  al..  Docket  No. 
RI62-192. 

In  the  Order  Providing  For  Hearings 
on  a"H  Suvension  of  Proposed  Changes 
In  Rates,  Issued  November  22,  1961.  and 
published  tn  the  Federal  Register  on 
November  30.  1961  (F.R.  Doc.  11307;  26 
F.R.  11310) : 

In  the  chart,  under  the  Column 
headed  "Rate  Sched.  No."  change  "6"  to 
read  "194"  for  Docket  No.  RI62-192. 

Joseph  H.  Gutride, 
Secretary. 

[PJl.    Doc.   ea-1341;    Piled.    Peb.    8,    1962; 
8:48  a.m.] 

SECURITIES  AND  EXCHAN6E 
COMMISSION 

(FUe  No.  70-4010] 

WEST  PENN  POWER  CO. 

NoHca  of  Filing  Regarding  Issuance 
and  Sola  of  First  Mortgage  Bends 

February  1. 1962. 

Notice  Is  hereby  given  that  West  Penn 
Power  Ootnpany  ("West  Penn") ,  Greens- 
burr.  Pa.,  an  exempt  holding  company 
and  alab  a  public-uUllty  subsidiary  com- 
panj  d  Allegheny  Power  System,  Inc.,  a 
registered  holding  company,  has  filed 
with  this  Commission  an  epplication. 
pumiaht  to  the  Public  Utility  Holding 
Companj  Aot  of  1936  ("Act") .  regarding 
ft  propoeftl  to  issue  and  sell  First  Mort- 
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gage  Bonds;  and  has  designated  therein 
section  6(b)  of  the  Act  and  Rule  50  pro- 
mulgated thereunder  as  i^vUcaUe  to  the 
proposed  transactions. 

All  Interested  persons  are  referred  to 
the  application  on  file  at  the  office  of  this 
Commission  for  a  statement  of  the 
transactions  proposed,  which  are  sum- 
marized as  follows: 

West  Penn  proposes  to  issue  and  sell, 
pursuant  to  the  competitive  bidding  re- 
quirements of  Rule  50  promulgated 
imder  the  Act,  $30,000,000  principal 
amount  of  First  Mortgage  Bonds.  Series 
S.  --  percent,  due  March  1.  1992.  The 
Interest  rate  (which  shall  be  a  multiple  of 
Ve  of  1  percent)  and  the  price,  ezduslYe 
of  accrued  interest,  to  be  paid  to  the 
company  for  the  bonds  (which  shall  be 
not  less  than  the  principal  amotmt  nor 
more  than  102%  percent  thereof)  will  be 
determined  by  the  competitive  bidding. 
The  bonds  will  be  issued  under  the  Bfiort- 
gage  and  Deed  of  Trust  dated  Mardi  1, 
1916.  between  the  company  and  The 
Chase  Manhattan  Bank,  as  Trustee,  as 
heretofore  supplemented  and  as  to  be 
further  supplonented  by  a  stvplemental 
Indenture,  dated  March  1. 1962. 

The  net  proceeds  from  the  sale  of  the 
bonds  will  be  used  to  pay  $5,500,000  of 
outstanding  short-term  bank  notes,  is- 
sued under  the  exemption  afforded  by 
the  first  sentence  of  section  6(b)  of  the 
Act.  to  obtain  funds  for  construction  ex- 
penditures. The  remainder  of  such 
proceeds  will  be  used  to  finance,  in  part, 
the  construction  requirements  of  the 
company  during  1962  and  1963,  esti- 
mated at  $54,500,000. 

The  fees  and  expenses  to  be  incuired 
in  connecti(xi  with  the  proposed  trans- 
actions are  estimated  at  an  aggregate  of 
$84,000,  consisting  of  Federal  issue  stamp 
taxes  of  $33,000,  legal  fees  of  $12,500. 
Trustee's  fees  and  expenses  $12,260. 
printing  expenses  $15,000,  accountant's 
fees  $4,500,  registration  fee  $3,083.  Uue 
sky  fees  and  expenaea  $1,000,  and  mis- 
cellaneous expenses  of  $2>67.  The  fee  of 
independent  counsel  for  the  under- 
writers, to  be  pMsid  by  the  purchaser  of 
the  bonds,  is  estimated  at  $8,000. 

The  appUcaticm  states  that  registra- 
tion by  the  Pennsylvania  Public  Utility 
C(xnmission  of  a  securities  cotiflcate 
with  respect  to  the  bonds  is  required  for 
their  issue  and  sale,  that  such  a  securi- 
ties certificate  has  been  filed  with  that 
Commission,  and  that  a  copy  of  the  se- 
curities certificate  and  the  order  of  that 
Commission  will  be  made  a  part  of  the 
record  by  amendment. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  lat^  than  Frt>- 
ruary  20.  1962,  request  in  writing  that  a 
hearing  be  held  in  respect  of  such  mat- 
ters, stating  the  nature  of  his  interest, 
the  reas(ms  for  the  request,  and  the  Is- 
sues of  fact  or  law,  if  any.  raised  by  the 
application  which  he  desires  to  contro- 
vert; or  he  may  request  that  he  be  notl- 
fled  should  the  Commission  wder  a  hear- 
ing thereon.  Any  such  request  should  be 
addressed:  Secretary.  Securities  ftod  Bx- 
change  Commisskm,  Washington  26,  D.C. 
A  copy  of  such  request  should  be  sfrved 
personally  or  by  mailCair  mail  if  the  per- 
son being  served  is  located  more  than  600 
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NOTICES 


^,  February  9, 


1962 


mUes  from  the  point  of  mailing)  upon 
apf^cant.  and  proof  of  service  (by  af- 
fldavtt.  or.  In  case  of  an  attomey-at-»aw. 
by  oertiflcate)  fUed  or  dispatched  con- 
tcmporaneotnly  with  the  request.  At  any 
time  after  said  date  the  application,  as 
filed  or  as  It  may  be  amended,  may  be 
granted,  as  provided  by  Rule  23  of  the 
general  rtiles  and  regulations  promul- 
gated under  the  Act;  or  the  Commission 
may  grant  exemption  from  its  rules  as 
provided  in  Rules  20* a)  and  100  thereof. 
or  take  such  other  action  as  it  deems  ap- 
propriate. 

By  the  Commission. 

[seal!  Orval  L  Dubois. 

Secretary 

IPR      Doc      62    1333;     Filed.     Feb      8, 
8  47  am  1. 
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INTERSTATE  COMMERCE 
COMMISSION 

FOURTH  SECTION  APPLICATIONS 
FOR   RELIEF 

PiBRCARY    6,    1W2. 

Protests  to  the  granting  of  an  appllca- 
tk>n  must  be  prepared  in  accordance 
with  Rule  40  of  the  geiveral  rules  of  prac- 
tice (49  CFR  1.40)  and  filed  within  15 
days  from  the  date  of  publication  of  this 
notkx  In  the  Federal  Rscistcr 
Lowg-ano-Short  Haul 

PSA  No.  37541;  Substituted  service— 
CAEl.  et  or,  lor  Motor  Carrier  Service 
Piled  by  the  Eastern  Central  Motor  Car- 
riers Association.  Inc.  Agent  'No  212', 
for  Interested  carriers.  Rates  on  prop- 
erty k)«ded  In  highway  trailers  and 
transpwted  on  railroad  flat  cars,  be- 
tween polnU  In  central,  mlddlewest.  and 
aouthwettem  territories,  on  the  one 
hand,  and  polnU  In  middle  Atlantic  and 
New  England  territories,  on  the  other 
Ground  for  relief:  Motor-truck  com- 
petition. ^        __ 

Tariff:  Supplement  6  to  Eastern  Cen- 
tral Motor  Carriers  Association  Urlff 
MP-I.C.C.  A-200. 

PSA  No.  37542:  Cast  iron  sotl  pipe 
from  HoU.  Ala.  Piled  by  O.  W  South. 
Jr  Agent  (No.  A4152>,  for  Interested 
rail  carriers.  Rates  on  cast  iron  soil 
pipe  and  related  articles.  In  carloads, 
from  Holt,  Ala.,  to  Newark.  N  J.,  Olen- 
dalc  (New  York*  and  New  York,  NY 

Grounds  for  relief:  PrivaU?  truck 
competition. 

Tariff:  Supplement  56  to  Southern 
Prelgbt  AsaociaUon  tariff  ICC    S-6. 

P«A  No.  37543:  Afofor  /ael  anti-knock 
eompotuidi  from  Baton  Rouge.  IM.  FUed 
'  fc^  O.  W.  South.  Jr..  Agent  (No.  A4151). 
f<»  Interected  raU  carriers.  Rates  on 
motor  fuel  anti-knock  compound.  In 
tank-car  loads,  from  Baton  Rouge  and 


North  Baton   Rouge.    La  .    to   East   St. 
Louis.  Hartford.  Wood  River  and  Rox- 

Grounds  for  relief:  Barge  competition. 

PSA  No.  r7544:  Substituted  service — 
Southern  territory.  Piled  by  Southern 
Motor  Carriers  Rate  Conference.  Agent 
(No  72>.  for  interested  earners.  Rates 
on  property  loaded  in  highway  trailers 
and  transported  on  railroad  flat  cars,  be- 
tween points  in  southern  territory,  on 
the  one  hand,  and  points  in  southern, 
eastern.  New  England,  middlewestern 
and    southwestern    ternlories,    on    the 

other. 

Grounds  for  relief:  Motor-li-uck  com- 
petition. „  ^ 

Tariff  Southern  Motor  Carriers  Rate 
Conference  Uriff  MF-I  C  C  1187  and 
ICC  36. 

By  the  Commission. 

1  SEAL  1  Harold  D.  McCoy. 

Secretary. 

|FR      Doc      62    1342;     Filed.     Feb      8,     19OT: 
8  48   ^m  I 


INDIVIDUAL  COMMISSIONERS 
Assignment  of  Duties 

Pebiuary  2. 1962. 

1  he  Interstate  Commerce  Commission 
has  amended  lU  Organization  Minutes, 
being  assignment  of  work,  business  and 
functions  pursuant  K)- section  17  of  the 
Interstate  Commerce  Act.  as  amended. 
is.sue  of  March  7.  1981.  revised  to  May  1. 
1961  (26  PJl.  4773,  5167,  8434  and  10991). 

as  follows:  ^     ^  _ 

Under  the  heading  Assignment  of  Du- 
ties to  Individual  Commissioners,  para- 
graph (b)  of  Item  6  5.  assignments  to 
the  Chairman  of  Division  Three,  has 
been  amended  to  read  as  follows: 

(b)    Matters    relaUng     to    closUig    of 
transactions    in    accordance    with   such 
terms  and  conditions  as  may  have  been 
prescribed  by  the  Commission  or  Divi- 
sion 3  under  the  provisions  of  Part  V  of 
the  Act.  Including  the  execution  on  be- 
half of  the  Commission  of  contracU  aiid 
other  instruments  Incident  to  the  clos- 
ing of  such  transactions:   and  matters 
relating  to  the  administration  of  loans 
and  other  financing  guaranteed  under 
Part  V  of  the  Act.  Including  the  giving 
of  consents  by   the  Commission   under 
guaranty  agreements  and  the  construc- 
tion   of    provisions    contained    In    such 
agreements   and  other   agreemenU  en- 
tered Into  In  cormectlon  with  such  loaiis 
or  other  financing.     The  Commissioner 
may  cattfy   to  Division   3   any  matter 
which  in  his  Judgment  should  be  passed 
on  by  that  division,  or  the  Commission. 


[seal: 


Harold  D.  McCot. 

Secretary. 


IFR      Doc      ea   1343;     Filed.     Feb      8.     IMS; 
8  48   ami 
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Agricultural  Marketing  Service 

Bulb  AJiD  Regulations: 
Ortpefrult  grown  In  Arlaona.  in 
SJerlal  Valley.  Calif.,  and  in 
Mirt  of  Riverside  County.  Calif. ; 

Spments  limitation 1239 

pnilt-  handling  limitations: 
Ariiona  and  California: 

Lemons 1240 

Naveloranges !«» 

Florida ;  grapefruit  grown  in  In- 
dian River  District 1240 

Agricultural  ResearcK Service 

Bulk  and  Regulations  : 
Jiodlfled      certified       brucellosis 
areas 

.Agricultural  Stabilization  and 
Conservation  Service 

PiOPOSD  RuxE  Making  : 
ynk  In  certain  marketing  areas; 
recommended  decisions  and 
opportunities  to  file  writ- 
ten exceptions  on  proposed 
amendments  to  tentative 
agreements  and  orders: 

Central  Arkansas 1287 

Greater  Wheeling 1272 

Michigan  Upper  Peninsula  and 
Northeastern  Wisconsin 1280 

Agriculture  Department 

See  also  Agricultural  Marketing 
Service;  Agricultural  Research 
Service;  Agricultural  Stabiliza- 
tion and  Conservation  Service. 

Nonets: 

Designation  of  areas  for  produc- 
tion loans : 

Georgia 

Texas 


1295 
1295 


Civil  Service  Commission 

Rules  akd  Regulations  : 
Exception  from  competitive  serv- 
ice; Post  Office  E>epartment 1239 

Customs  Bureau 

KoTids: 

Certain  fish ;  tariff-rate  quota  for 
calendar  year  1962 1295 
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Federal  Aviation  Agency 

Rules  and  Rigulations  : 
CertificaUon  and  operation;  me- 
chanical reliability  reports: 

Irregular  air  carriers 1245 

Scheduled     air     carrier     heli- 
copters     1247 

Scheduled  air  carrier  operations 
outside  continental  limits  of 

VB - 1244 

Scheduled    interstate    air   car- 
riers      1242 

Control  area  extensions,  altera- 
tion; and  designation  of  transi- 
tion areas;  correction 1249 

Federal  airway  intersections;  des- 
ignation, revocation,  and  altera- 
tion; change  of  amendment 1249 

Federal  Communications 
Commission 

Notices  : 

Hearings,  etc.: 

Clay  Service  Corp 1298 

Columbia  Basin  Microwave  Co.     1298 
Jefferson  Radio  Corp.  et  al 1297 

Show  cause  orders: 

Munson,  Jack  C 1297 

Withrow,  James  H 1297 

Proposed  "Rxtle  Making: 

Table  of  assignments,  television 
broadcast  stations;  Modesto 
and  San  Mateo.  Calif 1294 

Federal  Maritime  Commission 

Notices: 

A.  H.  Bull  Steamship  Co. ;  order  to 
show  cause 1298 

Federal  Pov\^er  Commission 

Notices: 

Hearings,  etc: 

Hassle  Hunt  Trust  et  al 1300 

Humble  Oil  &  Refining  Co 1299 

Northern  Natural  Gas  Co 1299 

Federal  Reserve  System 

l^OTICCS  * 

First  Virginia  Corp.;  applications 
for  approval  of  acquisition  of 
shares  of  banks  (2  documents) .     1300 


Federal  Trade  Commission 

Rules  and  Regulations  : 

Prohibited  trade  practices: 

Eugene  J.  Friedman  et  al 1249 

Prank    P.    Becker,    Inc.,    and 

Frank  P.  Becker 1249 

Roberts  Electric  Co.  et  al 1250 


Food  and  Drug  Administration 

Proposed  Rule  Making: 
Ice  cream.  French  ice  cream,  ice 
milk,  fruit  sherbets,  and  water 

ices;  identity  standards 1294 

Rules  and  Regulations: 
Food  additives: 

Permitted  in  food  for  himian 

consLunption;  polysorbate  80_     1252 
Resulting    from    contact    with 
containers  or  equipment,  or 
otherwise  affecting  food: 

Filters,  resin-bonded 1254 

Resinous  and  polymeric  coat- 
ings      1252 


Health,  Education,  and  Welfare 
Department 

See  Food  and  Drug  Administra- 
tion. 


Interior  Department 

See  Land  Management  Bureau; 
Saline  Water  Office. 


Interstate  Commerce  Commission 

Notices  : 

Fourth  section  applications  for 
relief 1306 

Motor  carrier  transfer  proceed- 
ings      1305 


Labor  Department 

See    Public    Contracts    Division; 
Wage  and  Hour  Division. 

(Continued  on  next  page) 
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Land  Management  Bureau 

NoTiCBS : 

Arizona:  small  tract  opening. -- 

Rules  and  Riculations: 
Public  land  orders: 

Colorado : 
Withdrawal  of  lands  in  na- 
tional   forests    for    use    of 
Forest  Service  for  adminis- 
trative sites  and  recreation 

areas;    correction 1271 

Withdrawal  of  public  lands 
for  use  in  connection  with 
Shadow  Mountain  National 

Recreation   Area 1271 

Montana,  New  Mexico,  and 
Washington;  withdrawal  of 
land  for  administrative  sites 
and  recreation  areas;  correc- 
tion of  previous  land  orders.  _  1271 
Utah:  withdrawal  for  use  of 
National  Park  Service;  Hov- 
enweep  National  Monument.     1271 


CONTENTS 

Public  Contracts  Division 

Rules  and  Regulations: 

Minimum  wage  determinations; 
Office,  computing,  and  account- 
ing machmes  industry 

Safety  and  health  standards  by 
State  officers  and  employees; 
enforcement    


Saline  Water  Office 

NoTicFs; 

Proce.ss    Residriit    FnKiiiecrs;    au- 
thority doleuation ' 


Securities  and  Exchange 
Commission 

Notices: 

Hranncjs.  etc 

Con-Gas  Service  Coip  and  Con- 
solidated Natural  Gas  Co     .. 
Consolidated  Natural  Gas  Co.. 


RuLEs  AND  Regulations: 
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CFR  SUPPLEMENTS 

(As  of  Jonuory  1,  1962) 

Th«  following  Supplamont*  or*  now 
available: 

Title  17 $1.00 

Title25 .50 

Title  26,  Part  1  (§S  1.0-1  — 

1.400) .40 

Title  26,  Port  1  (§  1.861  to 

end)  to  Port  19 .30 

Title  26  (Ports  20-29) .30 

Title  26  (Ports  50O-599)_-  .30 

Title35 JO 

Title37 .30 

Title  49  (Ports  91-164)__  .55 

Title  49  (Ports  165  to  end)  .30 

Frevioutly   announced:  Titio  36,  forH  3*- 
39  ($0  30);  TifU  46,  Porti  146-149  llW 
Supplement  21  ($1.25) 


Order  from  Superintendent  of 
Government    Printing    OfRce,    Wo«Wiit** 
25,   D.C. 


Riiles  and  Regulations 


Title 


ADMINISTRATIVE    . 
PERSONNa  i 

I Civil  Service  Commission 

Tait  6— exceptions  from  the 

COMPETITIVE  SERVICE 
Pest  Office  Department 

•irflctlTe  upon  publication  In  the  Pkd- 
JZwsam.  §  6.309  Is  amended  by  the 
Sttion  oi  subparagraph  (16)  to  para- 
Moli  (•)  sutiparagrairti  (9)  to  para- 
JJS  0))'  and  subparagraph  (10)  to 
JJJptph(c).  as  follows: 

.^jQ9     Post  Office  Departmenl. 

(A)  Offlce   of   the   Postmaster   Gen- 

«l    •  •  • 

(16)  One  Deputy  Executive  Assistant 

to  tbe  Poatmaster  (jreneral. 
(k)  Bureau  of  Facilities.     •  •  • 
(I)  One  Deputy  Assistant  Postmaster 

Otatni-  ^  ^,       .  ,  , 

(e)  Bureau  of  Transportation.  •  •  • 
(10)  One  Deputy  Assistant  Postmaster 

OoenL 

njL  178S.  MC.  2.  22  Stat.  403,  as  amended; 

|UB.C.68'l,e83) 

United  States  Civil.  Serv- 
ice ComassioN. 
(8IAL]      Mary  V.  Wenzel. 

Executive  Assistant  to 
the  Commissioners. 

[FS.   Doc.    82-1349:     Piled,    Feb.    9,    1962; 
8:45  a.m.l 

I     - 

ride  7— AGRICULTURE 

Chapter  IX — Agricultural  Marketing 
Strvice  (Marketing  Agreements  and 
Orders),  Department  of  Agriculture 

(Navel  Orange  Reg.  fl] 

PAIT  907— NAVEL  ORANGES 
6I0WN  IN  ARIZONA  AND  DESIG- 
NATED PART  OF  CALIFORNIA 


Limitation  of  Handling 

I9I7J06     Navel   Orange   RegnUtion  6. 

(a)  Findings.  (1)  Pursuant  to  the 
Mrketing  agreement,  as  amended,  and 
Orter  No.  907.  as  amended  (7  CFR  Part 
WT),  regulating  the  handling  of  navel 
onufes  grown  in  Arizona  and  designated 
psrt  at  California,  effective  under  the 
iPldkable  provisions  of  the  Agricultural 
Muteting  Agreement  Act  of  1937,  as 
MMDded  (7  U.S.C.  601-674).  and  upon 
the  basis  of  the  recommendations  and 
iBfannation  submitted  by  the  Navel 
Onage  Administrative  CJommittee,  es- 
tiiitlshed  under  the  said  amended 
■uketlng  agreement  and  order,  and 
VOD  other  available  information,  it 
k  hereby  found  that  the  limitation 
tf  huuUlna  of  such  navel  oranges,  as 
hwlnafter  provided,  will  tend  to  effec- 
t«te  the  declared  policy  of  the  act^  by 


tending  to  establish  and  maintain  such 
orderly  marketing  conditions  for  such 
oranges  as  will  provide,  in  the  interests 
of  producers  and  consumers,  an  orderly 
flow  of  the  supply  thereof  to  market 
throughout  the  normal  marketing  season 
to  avoid  unreasonable  fluctuations  in 
supplies  and  prices,  and  is  not  for  the 
purpose  of  inaintaining  prices  to  farm- 
ers above  the  level  which  it  is  declared 
to  be  the  policy  of  Congress  to  establish 
under  the  act. 

(2)  It  Is  hereby  further  found  that 
it  Is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  no- 
tice, engage  to  pubUc  rule-making  proce- 
dure, and  postpone  the  effective  date  of 
this  section  until  30  days  after  publica- 
tion hereof  in  the  Federal  Register  (5 
U.S.C.  1001-1011)   because  the  time  in- 
tervening Ijctween  the  date  when  infor- 
mation upon  which  this  section  is  based 
became  available  and  the  time  when  this 
section  must  l)ecome  effective. in  order 
to  effectuate  the  declared  policy  of  the 
act  is  insufncient,  and  a  reswonable'Tiime 
is  permitted,  under  the  "circumstances, 
for  preparatiOD  for  such  effective  time; 
and  good  cause  exists  for  making  the 
provisions  hereof  effective  as  hereinafter 
set  forth.    The  committee  held  an  open 
meeting  dmring  the  current  week,  after 
giving  due  notice  thereof,  to  consider 
supply  and  market  conditions  for  navel 
oranges  and  the  need  for  regulation ;  in- 
terested persons  were  afforded  an  oppor- 
tunity to  sulmiit  information  and  views 
at  this  meeting;   the  recommendation 
and  supporting  information  for  regula- 
tion during  the  period  specified  herein 
were  promptly  submitted  to  the  Depart- 
ment after  such  meeting  was  held;  the 
provisions  of  this  section,  including  its 
effective   time,   are   identical   with   the 
aforesaid  recommendation  of  the  com- 
mittee, and  information  concerning  such 
provisions  and  effective  time  has  been 
disseminated  among  handlers  of  such 
navel  oranges;  it  is  necessary,  in  order 
to  effectuate  the  declared  policy  of  the 
act,  to  make  this  section  effective  during 
the  period  herein  specified;   and  com- 
pliance with  this  section  will  not  require 
any  special  preparation  on  the  part  of 
persons  subject  hereto  which  cannot  be 
completed  on  or  before  the  effective  date 
hereof.     Such  committee  meeting  was 
held  on  February  8,  1962. 

(b)  Order.  (1)  The  respective  quan- 
tities of  navel  oranges  grown  in  Arizona 
and  designated  part  of  California  which 
may  be  handled  during  the  period  be- 
ginning at  12:01  a.m.,  P.s.t..  February  11, 
1962,  and  ending  at  12:01  a.m.,  P.s.t., 
February  18,  1962,  are  hereby  fixed  as 
follows: 

(i)  District  1:  200,000  cartons; 
(ii)  District  2:  375.000  cartons; 
(ill)  District  3:  Unlimited  movement;, 
(iv)  District  4:  Unlimited  movement. 
(2)  As  used  in  this  section,  "handled," 
"District   1."  "District  2."  "District  3," 
"District  4,"  and  "carton"  have  the  same 
meaning  as  when  used  in  said  amended 
marketing  agreement  and  order. 


(Sees.  1-19,  48  Btat.  31,  as  amended;  7  niS.O. 
601-674) 


Dated:  February  8, 1962. 

Pattl  a.  Nichols(»i, 
Acting  Director,  Fndt  and  Vcg- 
etable  Division.  Agricultural 
Marketing  Service. 

[PR.    Doc.    62-1473:    PUed,    Feb.    9,    1962; 
11:26  ajn.] 


[Grapefruit  Reg.  2] 

PART  909— GRAPEFRUIT  GROWN  IN 
ARIZONA;  IN  IMPERIAL  COUNTY, 
CALIF.,  AND  IN  THAT  PART  OF 
RIVERSIDE  COUNTY,  CAUF.,  SITU- 
ATED SOUTH  AND  EAST  OF  WHITE 
WATER,  CALIF. 

Limitation  of  Shipments 

§  909.302     Grapefruit  RegnlaUon  2. 

(a)  Findings.     (1)    Pursuant  to  the 
marketing  agreonent,  as  am^ded,  and 
Order  No.  909,  as  amended  (7  CFR  Part 
909),  regulating  the  handling  of  gr«>e- 
fruit  grown  in  the  State  of  Arizona;  in 
Imperial  County,  California;  and  to  that 
part  of  Riverside  County,  California,  sit- 
uated south  and  east  of  White  Water, 
CaUfomia,  effective  under  the  api^icable 
provisions  of  the  Agricultural  l£aiiceting 
Agreement  Act  of  1937,  as  amoided  (7 
U.S.C.  601-674) ,  and  upon  the  basis  of 
the  recommaidations  of  the  Adminis- 
trative  Committee    (established   under 
the  aforesaid  amended  marketing  agree-' 
ment  and  order) ,  and  upon  other  avail- 
able information,  it  is  hereby  foimd  that 
the  limitation  of  shipments  of  grape- 
fruit, as  hereinafter  provided,  will  tend 
to  effectuate  the  declared  policy  of  the 

act. 

(2)  It  Is  hereby  further  found  that 
it  is  impracticable  and  contrary  lo  the 
public  interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  tills 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (5  U.S.C. 
1001-1011) ,  because  the  time  totervenlng 
between  the  date  when  information  upon 
which  this  section  is  based  became  avail- 
able and  the  time  when  this  section  must 
become  effective  in  order  to  effectuate 
the  declared  policy  of  the  act  is  insuffl- 
cient,   and  a  reasonable  time   is  per- 
mitted,  imder   the   chrumstances,   for 
preparation  for  such  effective  date.   The 
Administrative  Committee  hdd  an  open 
meeting  on  February  1, 1962,  to  consider 
recommendations  for  a  regulati(m.  after 
giving  due  notice  of  such  meeting,  and 
interested  persons  were  afforded  an  op- 
portunlty  to  submit  thehr  views  at  this 
meeting;  the  recommendation  and  sup- 
porting information  for  regulation  dur-r 
ing    the   period   specified   herein   w6re 
promptly  submitted  to  the  Dq^artment 
after  such  open  meeting;  necessary  sup- 
plemental economic  and  statistical  In- 
formation upon  which  this  recommended 
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r«cul*tlon  la  based  was  received  by  the 
Fruit  Branch  an  February  6.  IM2:  infar- 
i^ti/tw  retarding  the  proTlskxis  of  the 
regulation  recommended  by  the  commit- 
tee has  been  disseminated  to  shippers  of 
grapefruit,  grown  as  aforesaid,  and  this 
section.  Including  the  effective  time 
thereof.  Is  Identical  with  the  recommen- 
dation of  the  committee;  It  Is  necessary. 
In  order  to  effectuate  the  declared  policy 
of  the  a^  to  make  this  section  effective 
on  the  date  hereinafter  set  forth  so  as 
to  provide  for  the  continued  regiilation 
of  the  handling  of  grapefruit ;  and  com- 
pliance with  this  section  will  not  re- 
quire any  special  preparation  on  the  part 
of  persons  subject  thereto  which  can- 
not be  completed  on  or  before  the  effec- 
tive date  hereof. 

(b)  Order.  (1)  During  the  period  be- 
ginning at  12:01  ajn..  P^.t..  February  11. 
1962.  and  ending  at  12:01  ajn..  P.s.t.. 
February  25,  1962,  no  handler  shall 
handle: 

(1)  Prom  the  State  of  California  or 
the  State  of  Arizona  to  any  point  out- 
side thereof  any  grapefruit  of  any  variety 
grown  In  the  State  of  Arizona:  in  Im- 
perial County,  California :  or  in  that  part 
of  Riverside  County.  California,  situated 
south  and  east  of  White  Water,  Cali- 
fornia, unless  such  grapefriiit  grade  at 
least  UJ3.  No.  2:  Provided,  That  included 
in  the  tolerances  for  defects  permitted 
by  such  grade  not  more  than  5  percent. 
by  count,  shall  be  allowed  for  grapefruit 
having  peel  more  than  one  inch  in  thick- 
ness at  the  stem  end,  measured  from  the 
flesh  to  the  highest  point  of  the  peel :  or 

(11)  From  the  State  of  California  or 
the  State  of  Arizona  to  any  point  out- 
side thereof  In  the  United  States,  any 
grapefruit,  grown  as  aforesaid,  which 
measure  less  than  3 'Vie  inches  in  diame- 
ter, except  that  a  tolerance  of  5  percent, 
by  count,  of  grapefruit  smaller  than  the 
foregoing  minimum  size  shall  be  iper- 
mltted  which  tolerance  shall  be  applied 
in  accordance  with  the  provisions  for  the 
application  of  tolerance,  specified  in  the 
revised  United  States  Standards  for 
Grapefruit  (California  and  Arizona),  7 
CFR  51.925-^1.955:  Provided.  That.  In 
determining  the  percentage  of  grape- 
fruit in  any  lot  which  are  smaller  than 
3^Mb  Inches  In  diameter,  such  percentage 
shall  be  based  only  on  the  grapefniit  in 
such  lot  which  are  of  a  size  4^1c  inches 
in  diameter  and  smaller. 

(2)  As  used  herein,  "handler,"  "vari- 
ety." "grapefruit."  and  "handle"  shall 
have  the  same  meaning  as  when  used 
in  said  amended  marketing  agree- 
ment and  order;  the  term  "U.S.  No. 
2"  shall  have  the  same  meaning  as  when 
iised  In  the  aforesaid  revised  United 
States  Standards  for  Grapefruit;  and 
"diameter"  shall  mean  the  greatest 
dimension  measured  at  right  angles  to 
a  line  from  the  stem  to  blossom  end  of 
the  fruit 

(Sws.  1-19.  48  SUt.  31,  at  amended:  7  U.S  C. 
601-674) 

Dated:  February  6,  1962. 

F.  L.  SOUTHESLAIfD, 

ActinQ  Director.  Fruit  and 
Vegetable  Division.  Agricul- 
twrdl  Marketing  Service. 

IFJt    Doc.    63-1894:     PUmL    Feb.    9,     ISeS; 
8:49  aJQ-l 


RULES  AND  REGULATIONS 

{Lemon  Reg.  7] 

PART  910— LEMONS  GROWN  IN 
CALIFORNIA  AND  ARIZONA 

Limitation  of  Handling 

S  910.307     Lemon  Regulation  7. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  910,  as  amended  (7  CFR  Part 
910).  regulating  the  handling  of  lemons 
grown  In  California  and  Arizona,  effec- 
tive under  the  applicable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (7  U.S.C.  601- 
674),  and  upon  the  basis  of  the  recom- 
mendation and  information  submitted  by 
the  Lemon  Administrative  Committee, 
established  under  the  said  amended  mar- 
keting agreement  and  order,  and  upon 
other  available  information,  it  is  hereby 
found  that  the  limitation  of  handling  of 
such  lemons  as  hereinafter  provided  will 
tend  to  effectuate  the  declared  policy  of 
the  act. 

(2)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
hereof  in  the  Federal  Register  (5  U.S.C. 
1001-101 1  > .  because  the  time  intervening 
between  the  date  when  information  upon 
which  this  section  is  based  became  avail- 
able and  the  time  when  this  section 
must  become  effective  in  order  to  ef- 
fectuate "the  declared  policy  of  the  act 
is  insufflcient.  and  a  reasonable  time 
is  permitted,  under  the  circumstances, 
for  preparation  for  such  effective  time; 
and  good  cause  exists  for  making  the 
provisions  hereof  effective  as  hereinafter 
set  forth.  The  committee  held  an  open 
meeting  during  the  current  week,  after 
giving  due  notice  thereof,  to  consider 
supply  and  market  conditions  for  lemons 
and  the  need  for  regulation;  interested 
persons  were  afforded  an  opportunity  to 
submit  information  and  views  at  this 
meeting;  the  recommendation  and  sup- 
porting information  for  regulation  dur- 
ing the  period  specified  herein  were 
promptly  submitted  to  the  Department 
after  such  meeting  was  held;  the  pro- 
visions of  this  section,  including  its  effec- 
tive time,  are  identical  with  the  afore- 
said recommendation  of  the  committee, 
and  information  concerning  such  pro- 
visions and  effective  time  has  been  dis- 
seminated among  handlers  of  such 
lemons:  it  is  necessary,  in  order  to  effec- 
tuate the  declared  policy  of  the  act.  to 
make  this  section  effective  during  the 
period  herein  specified ;  and  compliance 
with  this  section  will  not  require  any 
special  preparation  on  the  part  of  per- 
sons subject  hereto  which  cannot  be 
completed  on  or  before  the  effective  date 
hereof.  Such  committee  meeting  was 
held  on  February  6.  1962. 

( b )  Order.  ( 1 )  The  respective  quanti- 
ties of  lemons  grown  in  California  and 
Arizona  which  may  be  handled  during 
the  period  beginning  at  12:01  ajn.,  P.s.t, 
February  11,  1962.  and  ending  at  12:01 
am.,  P.s.t..  February  18,  1962.  are  here- 
by fixed  as  follows: 

(I)  District  1:  9.300  cartons; 

(II)  District  2:  186,000  cartons: 


V«U 


(111)  District  3:  Unlimited 
(2)  As  used  In  this  section, 
-District   1."  "District  2." 
and  "carton"  have  the  same 
when  used  in  the  said  a.mOT>4^} 
Ing  agreement  and  order. 

(Sees.  1-19.  48  Stat.  31,  aa 
601-674) 

Dated:  February  7, 1962. 

Floyd  F. 
Director.   Fruit   and 
Division.    AgrictUtunA 
keting  Service. 


[FR     Doc.     62-1405:     Filed,    P«b.    %    m^ 
8:50  ajn.)  '  ^ 


(Grapefruit  Reg.  1| 

PART  912— GRAPEFRUIT  GROWN  ■ 
THE  INDIAN  RIVER  DfSnUCT  « 
FLORIDA 

Limitation   of  Handling 
§  912.301      Grapefruit  Regalad«i  ]. 

(a)  Findings.  (1)  Pursuant  to  fti 
marketing  agreement  and  order  (T  Ol 
Part  912;  27  F.R.  87)  reguMtag  thi 
handling  of  grapefruit  grown  t^  li 
Indian  River  District  in  Florida,  dRMii 
under  the  applicable  provlstom  of  te 
Agricultural  Marketing  Agreeawt  Ad 
of  1937.  as  amended  (7  U.8.C.  Ml-^ftt, 
and  upon  the  basis  of  the  reooawiii. 
tions  and  information  submimd  If  ifei 
Indian  River  Grapefruit  Conunlttn,» 
tablished  under  the  said  maikelki 
agreement  and  order,  and  upon  olte 
available  information,  it  Is  herBfagrtaM 
that  the  limitation  of  handling  o(  «■! 
grapefruit,  as  hereinafter  proTliM.il 
tend  to  effectuate  the  declared  poMtTIf 
the  act. 

( 2 )  It  is  hereby  further  found  tbti  I 
is  impracticable  and  contrary  to  tbtp** 
lie  interest  to  give  prellmlMtty  M*l^ 
engage  in  public  rule-making  imoidnk 
and  postpone  the  effective  datitljifc 
section  until  30  days  after  pafelMla 
hereof  in  the  Federal  Rbgjbtbk  (IMC 
1001-1011)  because  the  time  inten«M 
between  the  date  when  Infomlia 
upon  which  this  section  is 
available  and  the  time  when  thii 
must  become  effective  In  ordar  to  4- 
fectuate  the  declared  policy  of  Ha  id 
is  insufficient,  and  a  reasonatato  tl«* 
permitted,  under  the  clrcumstyCM^  iir 
preparation  for  such  effective  ttoMlMt 
good  cause  exists  for  making  <l»^|l^ 
sions  hereof  effective  as  heT«to«*«» 
forth.  The  committee  hdd  n  •■ 
meeting  during  the  current 
giving  due  notice  thereof,  lo 
supply  and  market  conditions  for 
River  grapefruit,  and  the  need 
lation;  interested  persons  were 
an  opportunity  to  submit  to* 
and  views  at  this  meeting:  tb* 
mendation  and  supporting^ 
for  regulation  during  the  period^. 
herein  were  promptly  submlttodto 
Department  after  such 
held;  the  provisions  of  this 
eluding  its  effective  time,  art-—^ 
with  the  aforesaid  recomiptiMliWB* 
the  committee,  and  Infoxrolto^J 
cerning  such  provisions  and  lB|P 
time  has  been  disseminated 


^,  February  10,  1962 

^mOi  Indian  River  grapefruit:  it 

t^  in  order  to  effectuate  the 

■  oSicy  of  the  act.  to  make  this 

^g^etlve  during  the  period  herein 

^^fOd  compliance  with  this  sec- 

Sm  not  require  any  special  prepara- 

alhs  part  of  persons  subject  hereto 

TeSaot  be  completed  on  or  before 

'  ^^,  date  hereof.    Such  commit- 

was  held  on  February  8, 

^\  Order.    (D  The  quantity  of 

rtt  grown   in  the  Indian  River 

^^ch  may  be  handled  during 

1  beginning  at  12:01  a.m.,  e.s.t.. 

12    1962.  and  ending  at  12:01 

TrTit.  February  19.  1962,  is  hereby 

'Zkat  160.601  standard  packed,  boxes. 

in  As  used  In  this  secUon.  "handled," 

iLTlUver    District."    "grapefruit," 

T^^i^adard  packed   box"  have  the 

laeanlng  as  when  used  In  said  mar- 

ggreement  and  order 
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t-l»,  48  SUt.  31.  as  amended;  7  U.S.C. 
9^)    '  I 

Oiled:  February  8.  1962. 

Paul  A.  Nicholsom, 
Acting  Director.  Fruit  and  Veg- 
gtable  Division.   Agricultural 
Marketing  Service. 

IPI.  Doe.   ea-1444:    Filed.    Peb.    9.    l»«a; 
^  8:60  am.l      . 

.  Tide  9— ANIMALS  AND 
ANIMAL  PRODUCTS 

I — Agricultural     Resaorch 
Department  of  Agricuitur* 

C—INTERSTATE  TiANSPORTATION 
OF  ANIMALS  AND  POULTIY 

PART  78— BRUCELLOSIS  IN 
DOMESTIC  ANIMALS 

__  D^Designation  of  Medlfiod 
Ciiillod*  Brucellosis   Areas,   Public 
Stocfcyords,   Specifically    Approved 
'   Stodcyards,   and   Slaughtering   Es- 

iMshments  I 

Wmwta  CxRTiFiED  Brucellosis  Areas 

tWiuant  to  :  78.16  of  the  regulations 
kivrt  78.  as  amended.  Title  9.  Code  of 
Mnl  Regulations,  containing  restric- 
imen  the  Interstate  movement  of  ani- 
MiJweause  of  brucellosis,  under  sec- 
iH  4,  5,  and  13  of  the  Act  of  May  29. 
tft,  M  amended,  sections  1  and  2  of 
iiAet  of  February  2, 1903,  as  amended, 
MaeOon  3  of  the  Act  of  March  3, 1905, 
■  ■Bended  (21  U.S.C.  111-113,  114a^l, 
Vk,  HI,  125) .  S  78.13  of  said  regulations 
^mllim  modified  certified  bruceU<nL8 
Is  hereby   amended   to   read   as 


i^LlI     Modified     rerlified     brucellosu 

.  lbs  following  States,  or  specified  por- 
*  """^  thereof,  are  hereby  designated  as 
"  "  certified  brucellosis  areas: 

Barboxir,    CalhOun,    Ctuuubers. 

CUy,  CTeburne.  Coffee.  Covington. 

D«le.  De  Kalb.  Escambia,  Etowah. 

Henry.  Houston.   Jackson,  Lauder- 

Lm,    Limestone,    Madison,    Marshall. 


Morgan,  Bandolph,  BusseU.  and  Talladega 
OotmtiM. 
Artmmm:  Tbe  entire  State. 
Arkanms:  AShMy.  Baxter,  Benton,  Boone, 
Bradley,  Calhoan,  OarroU.  CRark,  Clay.  Cle- 
tnime,  Cleveland,  Coltunbla.  Conway,  Craig- 
head. <*awlo«I.  Crittenden,  Cross.  DaUaS, 
Drew,  nralkner,  Ftanklln.  Pulton,  Garland, 
Grant.  Greene,  Hempstead,  Hot  Spring,  How- 
ard. Independence.  Izard,  Jackson,  Jefferson, 
JohnaOD.  Uifayette.  Lawrence.  Lee.  Lincoln, 
Logan,  Lonoke.  Madison,  Marlon,  MlUer, 
MlMlselK>l.  Montgomery,  Nevada,  Newton, 
Ouadilta.  Perry,  Pike.  Poinsett,  Polk,  Pope, 
praine.  PulasU,  Randolph.  St.  Prancls.  Saline, 
Scott.  Searcy.  Sebastian.  Sevier.  Sharp,  Stone, 
Union.  Van  Buren.  Washington,  White,  and 
TeU  Oounttea. 

CaUfomia:  Alameda,  Alpine.  Amador, 
Butte,  Calaveras,  Colusa,  Contra  Costa,  Del 
Norte,  B  Ikirado.  Presno,  Glenn,  Humboldt, 
Imperial,  Inyo.  Kern,  Kings,  Lake,  lessen, 
lladera.  M*»^".  Mariposa,  Mendocino,  Merced, 
liodoc.  Mono.  Monterey,  Napa,  Nevada, 
Plaoer,  Plumas,  Riverside,  Sacramento.  San 
Benito.  San  Bernardino.  San  Diego,  Sen 
Ptanelaoo.  San  Joaquin,  San  Luis  Obispo. 
San  Mateo,  Santa  Barbara,  Santa  Clara, 
Santa  Cni«.  Shasta.  Sierra.  Siskiyou,  Solano, 
Sonoma,  StanlaUus.  Sutter.  Tehama,  Trinity, 
Tulare,  Tuolumne,  Ventiu-a.  Yolo,  and  Tuba 
Counties.  ^   ,  ^         _ 

Colorado:      Alamosa,      Archuleta,      Baca. 
Chaffee,    Oonejoe.    OosUlla.    Custer,    Delta. 
Denver.  Dolores.  Bagle.  Garfield.  Gunnison. 
Hinsdale.  Huerfano.  La  Plata,  Las  Animas, 
Llnocdn.  Logan,  Mesa.  Mineral.  Moffat.  Monte- 
Buma.    Montrose.    Ouray.    PhlUlps,    Pitkin. 
Pueblo.   Bio   Grande.   Saguache,   San   J\ian, 
San    Miguel,    Sedgwick,    Washington,    and 
Tuma  Counties;  Southern  Ute  Indian  Reser- 
Tatloo,  and  Ute  Mountain  Ute  Reservation. 
Conneetfeut:  The  entire  State. 
Delaware;  The  entire  State. 
Florida:   Baker.   Bay,    Bradford,   Calhoun. 
Columbia.  Dixie.  Escambia,  Flagler,  Franklin, 
GkulKlen.  GUcairlst,  Gulf,  Hamilton.  H<dmes. 
Jackson.    Jefferson,    Lafayette,    Leon,    Levy. 
UbeSrty,  Madison.   Nassau,   Okaloosa,   Santa 
Roaa,   Suwannee.   Taylor,    Union,   Wakulla. 
Walton,  and  Washington  Coimtles. 
Oeorgia:  The  entire  State. 
Idaho:  The  entire  State. 
lUinois:  Alexander,  Bond.  Boone.  Bureaus- 
Carroll,  Champaign,  ChrlsUan,  Clark,  Clay, 
Cmnton,  Coles.  Cook.  Crawford.  Cumberland, 
De  Kalb.  De  Witt.  Douglas.  DuPage.  Edgar, 
Edwards.  Effingham.  Fayette.  Ford,  Franklin, 
Gallatin.   Greene.    Grundy,    Hamilton.    Iro- 
quoU  Jackson.  Jasper,  Jefferson,  Jo  Daviess. 
Johnson.  Kane.   Kankakee,   Kendall,   Knox, 
Lake.  La  Salle.   Lawrence,  Lee,   Livingston, 
Logan.  McHenry.  McLean.  Macon.  Madison. 
Mason.    Massac.    Menard.    Mercer.    Monroe. 
Montgomery.  Morgan,  Moultrie.  Ogle.  Perfy, 
Pulaski   Putnam,  Randolph,  Richland,  Rock 
Island.    St.    Clair,    Saline,     Shelby,     Stark, 
Stephenson.     Tazewell.     Union.     Vermilion. 
Wabash.     Washington.     Wayne.     Whiteside. 
Will.  Williamson,  Winnebago,  and  Woodford 
Counties. 
Indiana:  The  entire  State. 
Iowa:  Audubon.  Carroll,  Clinton,  Delaware, 
Dickinson,  Knmet,  Fayette.  Greene,  Hamil- 
ton. Lyon,  MltcheU.  Monona,  O'Brien,  Osce- 
ola. Palo  Alto.  Pocahontas,  PoUt,  Sac.  Scott. 
Wapello.  Warren.  Winnebago,  Woodbury,  and 
Wright  Oounttes. 

jran«a«;  Barton,  Cheyenne,  Clark,  Clay. 
Comanche.  Decatur,  Ford,  Franklin,  Geary, 
Gove.  Graham.  Gray,  Greeley.  Hamilton, 
Harper.  HaskeU,  Jefferson,  Johnson,  Kearney, 
Kingman.  Kiowa.  Leavenworth.  Logan.  Mar- 
shall. Meade.  Miami.  Mitchell.  Morris,  Mor- 
ton, Wemaha.  Norton.  Osage.  Osborne. 
Pawnee.  Bawllns.  Reno,  Rice,  Rooks,  Sheri- 
dan, Sherman.  Smith.  Thomas,  Trego,  Wal- 
lace, Wichita,  and  Wyandotte  Counties. 

Kentucky:  Allen,  Anderson.  Ballard,  Bar- 
ren, Boone.  Boyd.  Bracken,  Breathitt,  Breck- 
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Inrldge,  Butler.  Calloway,  Campbell.  Cterilito, 
Carroll.  Carter,  Clinton.  Crlttendoa.  Oumbar- 
land,  Edmonson.  Elliott.  BftUl.  Floyd,  Wnak.- 
lln,  Fulton.  Gallatin.  Grant,  Graves,  GMaa, 
Greenup,  Hardin.  Harrison,  Hart.  Bendanoa. 
Henry,  Hickman.  Hopkins.  Jaekeon.  Jeffenoa; 
Johnson.  Kenton,  Knott.  Knox,.  Larue, 
Laurel.  Lawrence,  Leslie,  Letcher.  TJnoote, 
Livingston,  Logan.  McCracken,  MoOreary. 
McLean,  Magoffin.  Marlon.  Marshall.  MarttB.' 
Mason,  Meade.  Menifee,  Mwoer,  Metoalf, 
Monroe.  Morgan.  Muhlenberg.  Nelson,  Obio. 
Oldham.  Owen.  Pendleton,  Perry.  Pul«eki| 
Robertson,  Rockcastle.  Rowan.  Shelby.  Bimp- 
Bon,  Spencer,  Todd.  Trigg.  Trimble.  Wlrren. 
Washington.  Wayne.  Webster.  Whitley,  and 
Wolfe  Counties. 

Louisiana:  Ascension,  Assxunptlon,  Clai- 
borne, St.  Helena,  St.  John  the  Baptist,  and 
Webster  Parishes. 

Maine:  The  entire  State. 
Maryland:  The  entire  State. 
MassachuaetU:  The  entire  State. 
Michigan:  The  entire  State. 
Minnesota:  The  entire  State. 
Mississippi:  Alcorn.  Amite.  Attala.  Benton. 
Choctaw,    Clay.    DeSoto.    Forrest.   Franklin. 
George.    Greene.    Hancock.    Harrison.    Ita- 
wamba.   Jackson.    Jasper.    Jefferson    Davis, 
Jones,  Lamar,  Lawrence,  Leake,  Lee.  liowndes. 
Marlon,  Neshoba.  Newton.  OktlVbeha,  Pearl 
River,  Perry,  Pike,  Pontotoc.  Prentiss.  Smith. 
Stone,    Tallahatchie,    Tippah.    Tishomingo. 
Union,    WalthaU.    Webster,    Wlns^n,    and 
Yalobusha  Countlies. 

Missouri:  Adair,  Andrew.  Bany,  Bates 
Bollinger,  Boone,  Buchanan.  Caldwell,  Calla- 
way, Camden.  Cape  <Clrarde«t[r Carter.  Cass, 
Cedar,   Charlton,   Chrtptlan.  Clark,  Clinton, 


Cole,  Cooper,  Crawfi 
Douglas.      Dunklin, 
Grundy,     Harrison. 


DaUas,  Daviess,  Dent, 
Gasconade.  Gentry, 
:enry.    Hickory,    Holt, 


Howard,  Iron,  Jasper,'Jefferson.  Johnson.  La- 
fayette. Lawrence.  Lincoln.  Linn.  Livingston. 
McDonald.  Macon.  Madison,  Maries.  Marlon. 
Mercer,  Miller,  Moniteau,  Montgomery,  New 
Madrid,  Newton,  Oregon,  Ozark.  Pemiscot, 
Perry,  Phelps.  Platte,  Polk,  Pulaski.  Ralls, 
Randolph,  Ray,  Reynolds,  Ripley,  St.  Charles, 
St.  Francois,  St.  Genevieve,  St.  Louis.  Scot- 
land. Scott.  Stoddard,  Stone.  Sullivan,  Taney, 
Texas,  Vernon.  Warren,  Washington,  Wayne, 
and  "Wright  Counties. 

Montana:  Beaverhead,  Big  Horn,  Blaine. 
Broadwater,  Carbon,  Carter,  Cascade,  Chou- 
teau, Daniels,  Dawson,  Deer  Lodge,  FalKm, 
Fergus,  Flathead.  GaUatln,  Garfield.  Glacier, 
Golden  VaUey,  Granite,  HUl.  Jefferson. 
Judith  Basin,  Lake,  Lewis  and  Clark,  Liberty. 
Lincoln,  McCone,  Madison,  Meagher,  Min- 
eral, Missoula.  MusselsheU.  Park.  Petroleum, 
PhlUlps,  Pondera.  Powell.  Prairie.  RavaUl, 
Richland,  Roosevelt.  Rosebud.  Sanders, 
Sheridan,  SUver  Bow,  Stillwater.  Sweet  Grass. 
Teton,  Toole,  Treasure,  VaUey,  Wheatland, 
Wibaux,  and  Yellowstone  Counties. 

Nebraska:  Adams,  Banner,  Burt.  Butler. 
Cass,  Cedar,  Chase,  Cheyenne,  Clay,  Colfax. 
Cuming,  Dakota,  Deuel,  Dixon,  Dodge,  Doug- 
las, Dundy,  FUlmore,  Franklin,  Furnas, 
Gage,  Gosper,  pall,  Hamilton,  Harlan.  Hitch- 
cock, Howard,  Jefferson,  Johnson.  Klmhall, 
Lancaster,  Madison,  Merrick,  Nance,  Nemaha, 
Nuckolls,  Otoe,  Pawnee,  Perkins.  Pierce. 
Platte.  Polk.  Richardson.  Saline,  Sarpy, 
Saunders,  Seward,  Stanton,  Thayer.  Thurs- 
ton, Washington,  Wayne.  Webster,  and  York 
Counties. 

Nevada:  The  entire  State. 
Neu)  Hampshire:  The  entire  State. 
New  Jersey:  The  entire  State. 
New  Mexico:   The  entire  State. 
New  York:  The  entire  State. 
North  Carolina:  The  entire  State. 
North   Dakota:   Adams.    Bamea.   Benaon. 
Bottineau,  Bowman,  Burke.  Cass,  Oavaltor. 
Divide.  Dunn,  Eddy.  Emmona.  Foster.  Grand 
Forks,   Grant.   Griggs.   Hettinger,  McBenry. 
McKenzle.  McLean.  Mercer.  Morton.  Mount- 
rail, Nelson,  Oliver.  Pembina,  Pierce,  Bam- 
say,    Ransom.    Renville. "  Richland,   Botette, 
Sargent,  Sheridan.  Moux.  Slope.  Btark,  Steely 
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•mm.   Walih.   W«rd.   Well*,    and    Wllllam« 

OOVBttW. 

Ohio:  AUab.  IttMna.  Anclftlae.  Belmont. 
BaUMT.  Cvn^.  ChftmpAlcn.  Clark.  Clinton. 
Oc^umMMMk  Coaboetoa.  Crawford.  Cuyahoga. 
Dark*.  IMlaiiea.  DaUwara.  Parette.  Franklin. 
VultOD.  Oraana.  OuaroMT.  Hancock.  Hardin. 
Haniacm.  Hanry.  Hocking.  Knox.  Lake.  Uck- 
Ing.  Logan.  X/vala.  Luoaa.  Mahoning.  Marlon. 
Medina,  MalVi,  Maroer.  Miami.  Monroe.  Mont- 
gomery. Morgan.  Morrow.  Muskingum.  Noble. 
Ottawa,  Paulding.  Perry.  Pickaway.  Pike. 
Portage.  Prable.  Putnam.  Roes.  Sandusky. 
'  Scioto.  Senaea.  Shelby.  Stark.  Summit.  Tub- 
earawaa.  Unk>n.  Van  Wert.  Vinton.  Warren. 
Washington.  Williams.  Wood,  and  Wyandot 
Counties. 

Oklahoma:  Adair.  Choctaw.  Cimarron.  Del- 
aware. Mayes,  and  Nowata  Counties. 
Oregon:  The  entire  State. 
Pennsylvania:  The  entire  State. 
Rhode  Island:  The  entire  State. 
South   Carolina:  AbbsTllle.   Aiken.    Allen- 
dale. Bamberg.  Barnwell.  Beaufort,  Berkeley, 
Calhoun.     Charleston,     Cherokee,     Cheater. 
Cbsaterfleld,    Clarendon.    Colleton,    Darllng- 
Vyt.  Dillon,  Xdgefleld.  Florence.  Georgetown. 
Oraanwood.   Hampton,    Horry.   Jasper.    Ker- 
shaw.  Lancaatar.    Laurens,    Lee,    Lexington, 
IfeConnlek.     Marlon,     Marlboro,     Newberry. 
Onngabarg.     Plckans.     Richland.     Saluda. 
Spartanburg.  Sumter,  Union,   WllUamsburg. 
and  Tork  Counties. 

South  Dakota:  Brookings.  Buffalo.  Butte. 
Campbell.  CUy,  Codington.  Custer.  Day. 
Deual.  w^^^mttm  Paulk,  Hamlin.  Harding. 
Lawraoee.  Lincoln.  McPheraon,  Marshall. 
Miner,  Minnehaha.  Moody.  Perkins.  RoberU, 
Turner.  Union,  and  Walworth  Counties. 
Tennesaee:  The  entire  State. 
TexoM:  Andrews.  Bandera.  Baylor.  Blanco, 
Borden.  Brewster,  Brown,  Burnet,  Chlldrcas. 
Coke.  Coleman.  Concho.  Cottle,  Crane.  Crock- 
ett. Culberson,  Dallam,  Dawson.  Ector.  Ed- 
warda.  K>  Paao.  Flaher,  OUlesple.  Glascock. 
Hardeman.  Hartley.  Haskell,  Howard,  Huds- 
peth. Irloo.  Jeff  DavU.  Kendall.  Kerr.  Klm- 
Me,  King,  Kinney,  Lampasas,  Lipscomb. 
Llano.  LoTlng.  McCulloch.  Martin.  Mason, 
Menard.  MkUand.  Mills.  Mitchell.  MoUey, 
Nolan,  Ochiltree,  Oldham.  Parmer,  Pecoa. 
Prealdlo,  Raagan,  Real,  Reevea.  RunneU.  San 
Saba.  Schleicher,  Scurry,  Shackelford.  Step- 
hens. Sterling.  Stonewall.  Sutton.  Taylor, 
Terrell.  Throckmorton.  Tom  Green,  Upton. 
Val  Verde.  Ward.  Winkler,  and  Toung 
Counties. 

Utah:  The  entire  State. 
Wermont:  The  entire  State. 
Virginia:  Accomack,  Alleghany.  Amelia. 
Appomattox.  Arlington.  Aug\ista.  Bath.  Bed- 
ford, Bland.  Botetourt.  Brunswick,  Bu- 
chanan. Buckingham.  Campt>ell.  Caroline, 
CarroU.  Charlca  City,  Chesterfield.  Clarke. 
Craig.  Culpeper,  Cumberland.  Dickenson.  Din- 
widdle. Snex.  Fairfax.  Fluvanna.  Franklin, 
Fraderlek.  Gllea,  Gloucester,  Greene.  Greens- 
Tllle.  Halifax.  Hanover.  Henrico,  Highland, 
lale  of  Wight,  Jamea  City.  King  and  Queen, 
irtng  George.  King  WUllam.  Lancaster.  Lee. 
Loudoun,  T./w««»  Lunenburgf  Madison.  Math- 
ews. Mecklenburg.  Middlesex,  Nansemond. 
Nelaon.  New  Kent,  Norfolk,  Northampton, 
Northimbcrland,  Nottoway.  Orange,  Page. 
PittsylTanla,  Powhatan,  Prince  George, 
Prince  WUllam.  Princess  Anne,  Pulaski.  Rap- 
pahannock, Richmond.  Roanoke.  Rocking- 
ham. Scott.  Southampton.  Spotsylvania, 
Stafford,  Surry,  Susaex.  Warren.  Washing- 
ton. Westmoreland,  Wise,  Wythe,  and  Tork 
Counties:  City  of  Hampton,  and  City  of 
Newport  News. 

Washington:  The  entire  State. 
West  Virginia:  The  entire  State. 
Wiscontin:  Tha  entire  State. 
Wjfoming:  Albany.    Big    Horn.    Campbell, 
Crook.  Fremont.  Hot  Springs.  Laramie.  Lln- 
eoln.    Niobrara,    Park.    Sweetwater,    Teton, 
Xnnta,  WaChakla,  and  Weston  Counties. 
PuartoMieo:  The  entire  area. 
Virgim  iMUnda  of  tha  United  States:  The 
antlraarea. 


RULES  AND  REGULATIONS 


(Sees.  4,  S.  33  Stet.  33.  as  amended,  sees.  1.  3. 
33  Stat.  TOl-793.  as  amended,  sec.  3,  83  Stat. 
1266,  as  amended,  sec.  13.  flS  SUC  09S:  31 
use.  111-113.  114a-l.  130,  131.  135;  IB  FJl. 
74.  as  amended:  0  CFR  78  10) 

Effective  date.  The  foregoing  amend- 
ment shall  become  effecUve  upon  pub- 
lication in  the  Pkoxral  Rscistkk. 

The  amendment  adds  the  following 
additional  areas  to  the  list  of  areas 
designated  as  modified  certified  brucel- 
losis areas  because  it  has  been  deter- 
mined that  such  areas  come  within  the 
definition  of  5  78.1<1) :  Barbour.  Cullman, 
and  Limestone  Counties  In  Alabama; 
Crittenden.  Cross,  and  St.  Francis  Coun- 
ties In  Arkansas:  Riverside  and  San 
Bernardino  Counties  In  California;  De 
Witt,  Mercer,  and  Stark  Counties  In  Illi- 
nois; Gibson  County  in  Indiana:  Greene 
County  In  Iowa;  Comanche,  Graham. 
Hamilton,  Kiowa,  Morton,  and  Norton 
Counties  In  Kansas;  Clinton,  Estill.  Hen- 
derson, Letcher.  Mason,  Menifee,  Mon- 
roe, and  Nelson  Counties  in  Kentucky; 
Callaway.  Holt,  Miller,  and  SulUvan 
Counties  In  Missouri;  Cheyenne  County 
in  Nebraska ;  McLean  and  Ransom  Coun- 
ties in  North  Dakota;  Butler  and  Warren 
Counties  In  Ohio;  Nowata  County  In 
Oklahoma;  Aiken.  Charleston,  and  Wil- 
liamsburg Counties  in  South  Carolina; 
Hardeman,  Mills.  Parmer,  and  Val  Verde 
Counties  in  Texas;  Halifax,  and  Lunen- 
burg Counties  in  Virginia;  and  Teton 
Courity  In  Wyoming. 

The  amendment  deletes  the  follow- 
ing areas  from  the  list  of  areas  desig- 
nated as  modified  certified  brucellosis 
areas  because  it  has  been  determined 
that  such  areas  no  longer  come  within 
the  definition  of  §78  1(1):  Monroe 
County  in  Mississippi;  Carroll.  Dade, 
Morgan.  Pettis,  Putnam,  and  Shelby 
Counties  In  Missouri;  Towner  County 
in  North  Dakota;  Jackson  County  in 
Ohio;  and  Grant  County  In  South 
Dakota. 

Certain  Indian  reservations  In  Wy- 
oming, heretofore  specifically  designated 
as  modified  certified  brucellosis  areas, 
are  within  counties  so  designated,  there- 
fore, specific  reference  to  said  reserva- 
tions In  this  section  has  been  dis- 
continued. 

The  amendment  Imposes  certain  re- 
strictions necessary  to  prevent  the 
spread  of  brucellosis  in  cattle  and  re- 
lieves certain  restrictions  presently 
Imposed.  It  should  be  made  effective 
promptly  In  order  to  accomplish  its  pur- 
pose In  the  public  interest  and  to  be  of 
maximum  benefit  to  persons  subject  to 
the  restrictions  which  are  relieved.  Ac- 
cordingly, under  section  4  of  the  Admin- 
istrative Procedure  Act  (5  USC.  1003). 
it  is  found  upon  good  cause  that  notice 
and  other  public  procedure  with  respect 
to  the  amendment  are  Impracticable  and 
contrary  to  the  public  Interest,  and  good 
cause  Is  found  for  making  the  amend- 
ment effective  less  than  30  days  after 
publication  In  the  Pidemal  Rccistib. 

Done  at  Washington,  DC,  this  7th 
day  of  February  1962. 

F.  J.  MaLHIKM, 

Director.  Animal  Disease  Erad- 
ication     Division.      Agricul- 
tural Research  Service. 
(F.B.    Doc.    63-1404:    FUed.    Feb.    0,    1962; 
8:50  am.] 
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PART  40— SCHEDULED  INTSnMl 
AIR  CARRIER  CERTIFICATION  AM 
OPERATION   RULES 

Mechanical   Reliability 

The  Federal  Aviation  Agency 
as  a  notice  of  proposed  rule  w  ^ 

F.R.  1410)  and  circulated  aa  Gtol  lk 
Regulations  E>raf  t  Release  No.  IM^n 
February  8,  1961,  a  proposal  t»  MHii 
Parts  40,  41.  42.  and  46  of  the  Civile 
Regulations  to  establish  requlreiMah||| 
the  reporting  of  specific  typti  of  i^ 
functions,  failures,  and  defects 
to  airplanes. 

With  the  adoption  of  this  an 
it  should  be  noted  that  the  tltls,  01% 
Mechanical  Report  (DMR).  Is  dw^M 
and  will  hereafter  be  known  H  tti 
Mechanical  Reliability  Report  dm). 
The  Federal  Aviation  Agsney  bslsiii 
the  name  to  be  appropriate  tt  ttast  It  k 
more  descriptive  of  the  oonoept  of  Xt$ 
report. 

The  currently  effective  proviilaBBif 
Part  40  require  operators  to  sulnltM^ 
a  report  known  as  a  dally  merhsnktfw- 
port  (DMR)  which  contains  lataasMa 
concerning  each  failure.  malfODettaatai, 
or  other  defect,  regardlea  of  vhan  dh 
tec  ted,  which  may  reasonably  be  «i- 
pected  by  the  air  carrier  to  cause  a  art- 
ous  hazard  In  the  operatka  «f  • 
airplane. 

The  lack  of  specific  reportlnc  zeqi*»> 
ments  and  the  fact  that  each  air  enilv 
reported  only  those  Items  which,  lb  tbi 
opinion  of  the  air  carrier,  ooostttiiit 
hazard,  heretofore  resulted  in 
and  nonuniform  reporting 
tempts  were  made  to  corrpct 
adequacies,     such     as    Joint 
government  meetings  and  the— eJ^i 
trial   reporting   guide  for  a  I     " 
period.    Some  Improvement  in 
was  accomplished ;  however,  sa 
reporting  was  not  achieved.    Jn 
ance   with    the   proposal 
Draft    Release    61-2.    this 
specifies  certain  airplane  and 
component  failures,  malf unctlooi,  or  •■ 
f  ects  which  must  be  reported  by  •>[<■• 
rlers  in  mechanical  reliability  T9^ 
In  addition,  an  air  carrier  is  reqnlniv 
report  other  airplane  and  alrplans  Wji- 
ponent  failures,  malf unctlons^ordwjfc 
even  though  they  are  not  spedfledllji 
rule,   when   the   air   carrier  Is  «  ■» 
opinion  that  they  may  seriously 
the  safe  operation  of  its  airplanM. 
In  Draft  Release  61-2  it  waspr 
to  require  air  carriers  to  retW>rt 
shutdowns  during  flight  neceaT 
caused  by  airplane  compwunt  ^ 
malfunction,  or  defect.     Altyp^ 
Agency    evaluates    the    BlgnwwWW  • 
every    engine    shutdown.   regMMM^* 
cause  or  effect.  It  has  been  deleni*" 
that  It  Is  presently  not  neetmatt » 
quire  all  engine  shutdowns  to  be 
in  mechanical  reliability  repa^ 
cordingly,  in  this  amendment^  ■• 
posed  rule  has  been   changed  to 
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,t«r.  reporting  of  engine  shut- 
A^  when  they  Involve  engine 
-<,Mt  foreign  object  ingestion  or 
J?"Stemal  damage  to  the  engine  or 
HW.  *^  g*ructure  or  when  more  than 
•"■fSJine  Is  shutdown  during  flight. 
**  SfS  (b)  (17)  of  5  40.508  has  been 
'*i2ELto  make  it  clear  that  action  token 
Jfflown  an  engine  in  flight  need  not 
iBibuuwwu „^or„pnrv  action  under 


^SElU)  make  it  clear  that  action  token 
•"Kown  an  engine  in  flight  need  not 
'lESas  an  emergency  action  under 
5I^u?ement5  of  that  provision, 
"wt  Release  61-2  contained  a  pro- 
JSui  require  reports  of  failures  of  the 
SSm  gear  to  extend  or  retract  prop- 
2f^  flight.  To  avoid  any  m^- 
2«Undlng  of  our  intention  tiiat 
2S7ear  doors  be  included  In  this 
iSSng  requirement,  this  flnal  rule 
^SZaiS  provides  for  reporting  the  oc- 
y]T^  of  a  failure,  malfunction,  or 
SSwhlch  involves  the  extension  or 
Stton  of  the  landing  gear,  or  the 
JJJJSf  or  closing  of  the  landing-gear 
Smdurlng  flight. 

^jL  it  will  be  noted  that  paragraph 
MOA)  of  5  40.508  has  been  changed 
fMi  the  original  proposal  so  that  fall- 
Si  malfunctions .  or  defects  In  airplane 
Stares  are  required  to  be  reported 
a^lfa  major  repair  is  necessary. 

Tdaxa  failures,  malfunctions,  or  de- 
^Tiire  required  to  be  included  in  the 
^Mnical  reliability  report  only  if  they 
ZaTduring  "flight."  A  note  has  been 
MBi  to  the  rule  to  explain  that  in 
SSytng  with  the  reporting  require- 
BBOtTof  5  40  508  an  airplane  Is  to  be 
eoHidered  In  "flight"  from  the  moment 
It  leaves  the  surface  of  the  earth  on 
tiksoff  until  it  touches  down  at  a  place 
tf  IsDdtng.  . 

Attention  is  directed  to  the  fact  that 
Enft  Release  61-2  proposed  13  speciflc 
mortiag  items  while  this  amendment 
qytain*  17  reportable  items.  This  in- 
oesse  In  the  number  of  items  is  the 
Mult  of  rewording  and  expanding  the 
PRTkns  Items  to  facilitate  admlnistra- 
ttre  handling  of  the  reports  within  the 
Agney  with  automatic  dato  processing 
Hnipoicnt. 

Another  change  has   been   made  in 
ttdt  smendment  which  differs  from  the 
odglnal  proposal.     This    change    pro- 
iHes  that  the  report  shall  cover  a  24- 
hoar  period  beginning  at  0900  hours  local 
ttae  each  day  and  is  to  be  submitted 
^  0900  hours   of    the    following   day 
nther  than  the  midnight  to  midnight 
report  period  proposed.    In  this  respect, 
teal  time  Is  considered  to  be  the  time  at 
MCfa  air  carrier's    main    maintenance 
hue.   This  revision  does  not  alter  the 
J4-hour  interval  made  In  the  proposal, 
bat  Is  Incorporated  so  that  the  reports 
Ctt  be  handled  more  expeditiously  by  the 
Acency  under  its  new   automatic  data 
pcoeening    system    for    evaluating    in- 
dMdual   reports    and    for    distributing 
Mchanical  reliability  report  summaries. 
Iseh  air  carrier  is  presently  required 
ty paragraph  (a)  of  5  40.509  (Mechanl- 
«il  Interruption    summary    report)    to 
Nialarly  file  a  summary  report  of  "All 
'tetemiptions  to  a  scheduled  flight,  un- 
■heduled  changes  of  airplanes  en  route, 
lad  onscheduled   stops  and  diversions 
tnok  route  which  result  from  known  or 
wpected  mechanical  difficulties  or  mal- 
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functions."    In  response  to  comment  re- 
ceived,   paragraph    (a)    of    5  40.509    is 
being  amended  to  avoid  duplicate  re- 
porting under  paragraph  (a)   of  those 
malXunctions  or  mechanical  diflacultles 
required  to  be  reported  under  5  40.508. 
The  Federal  Aviation  Agency  believes 
that  reports  of  the  failures,  malfunc- 
tions, a^d  defects  required  under  this 
amendment,  plus  additional  reports  re- 
ceived from  the  air  carriers  regarding 
other  occurrences  of  failures,  malfunc- 
tions, and  defects  they  consider  hazard- 
ous, will  provide  complete,  accurate,  and 
uniform  reporting.    Safety  will  be  served 
better  by  this  amended  reporting  pro- 
cedure as  the  Agency  will  be  able  to  dis- 
seminate to  industry  improved  reports 
of  hazardous  conditions  pertaining  to 
airplane     systems,     components,     and 
equipment.    In  addition,  through  analy- 
sis of  information  developed  from  re- 
ports received,  the  Agency  will  be  able 
to    detect    deteriorating    conditions    in 
airplane     systems,     components,     and 
equipment,  and  issue  Airworthiness  Di- 
reetives  and  Alert  Notices  before  such 
conditions  reach  hazardous  proportions. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  this  amendment  and  due  con- 
sideration has  been  given  to  all  relevant 
matter  presented. 

In  consideration  of  the  foregoing,  Part 
40  of  the  Civil  Air  Regulations  (14  CFR 
Part  40,  as  amended)  is  hereby  amended 
as  follows,  effective  March  12, 1962: 

1,  By  amending  §  40.508  to  read  as 
follows: 


§  40.508      Mechanical   rcliabilily  reports. 
(a)  Each  air  carrier  shall  report  the 
occurrence  or  detection  of  those  failures, 
malfunctions,    or    defects    specifled    in 
paragraph  (b)  of  this  section.    In  addi- 
tion, each  air  carrier  shall  report  any 
other    failure,    malfunction,    or    defect 
which  occurs  or  is  detected  at  any  time 
in  an  airplane  or  airplane  component 
(including  airplane  systems,  appliances, 
powerplants,  and  propellers)  used  by  the 
air  carrier,  when,  in  the  carrier's  opinion, 
such  failure,  malfunction,  or  defect  has 
endangered  or  may  endanger  the  safe 
operation  of  an  airplane  used  by  the  air 
carrier.    The  report  shall  be  In  written 
form  covering  a  period  of  24  hours  be- 
ginning at  0900  hours  local  time  of  each 
day  and  ending  at  0900  hours  local  time 
the  next  day,  and  shall  be  submitted  to 
the  Federal  Aviation  Agency   mainte- 
nance inspector  assigned  to  the  air  car- 
rier by  0900  hours  local  time  of  the  fol- 
lowing   day:    Provided.    That    reports 
which  are  due  on  Saturday  or  Sunday 
may  be  submitted  on  the  following  Mon- 
day and  in  case  of  legal  holidays  on  the 
following  workday. 


Note:  Failures,  malfunctions,  or  defects 
reported  In  accordance  with  the  accident 
reporting  provisions  of  Part  320  of  the 
regulations  of  the  Civil  Aeronautics  Board 
need  not  be  Included. 

(b)  The  air  carrier  shall  report  each 
occurrence  or  detection  of  a  failure,  mal- 
function, or  defect  involving : 

(1)  Fires  during  flight  and  whether 
the  related  fire-warning  system  func- 
tioned preperly; 
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(2)  Fires  during  flight  and  whether 
the  related  fire-warning  system  did  not 
function  properly ; 

(3)  Fires  during  flight  not  protected 
by  a  related  flre-warning  system; 

(4)  False  fire  warning  during  flight. 

(5)  Engine  exhaust  systems  which  re- 
sult during  flight  in  damage  to  engine, 
adjacent  structure,  equipment,  or  com- 
ponents; 

(6)  An  airplane  component  which  re- 
sults during  flight  in  the  accumulation^ 
or  circulation  of  smoke,  vapor,  or  toxic 
or  noxious  fumes  in  the  crew  compart- 
ment of  cabin; 

( 7 )  Engine  shutdown  during  flight  due 
to  engine  flameout; 

(8)  Engine  shutdown  during  flight 
when  external  damage  to  the  engine  or 
to  the  airplane  structure  has  occurred; 

(9)  Engine  shutdown  during  flight  due 
to  foreign  object  Ingestion  or  icing; 

(10)  Engine  shutdown  during  flight  of 
more  than  one  engine  on  an  airplane; 

(11)  Propeller  feathering  system  or 
ability  of  the  system  to  control  over- 
speeding  during  flight ; 

(12)  Fuel  or  fuel-dumping  systems 
affecting  fuel  flow  or  causing  hazardous 
leakage  during  flight; 

(13)  Landing  gear  extension  or  re- 
traction or  opening  or  closing  of  landing- 
gear  doors  during  flight; 

(14)  Brake  system  components  which 
result  in  loss  of  brake  actuating  force 
while  the  airplane  is  In  motion  on  the 
grovmd; 

(15)  Airplane  structure  which  re- 
quires major  repair; 

(16)  Cracks,  permanent  deformation, 
or  corrosion  of  airplane  structure  which 
exceed  the  maximum  limits  acceptoble 
to  the  manufacturer  or  the  Federal  Avia- 
tion Agency;  and 

(17)  Airplane  components  or  systems 
which  result  during  flight  in  the  taking 
of  Mnergency  actions;  except  that  action 
taken  to  shutdown  an  engine  need  not 
be  reported  as  an  emergency  under  this 
provision. 

Note:  Under  the  provisions  of  this  para- 
graph, an  airplane  Is  in  fUght  fi»m  the 
moment  It  leaven  the  surface  of  the  earth 
on  takeoff  until  it  touches  down  at  a  place 
of  landing. 

(c)  Reports  required  by  paragraph 
(a)  of  this  section  shall  be  transmitted 
in  a  maimer  and  on  a  form  convenient 
to  the  air  carrier's  system  of  communi- 
cation and  procedure,  and  shall  include 
in  the  first  daily  report  as  much  of  the 
following  information  as  is  available: 

( 1 )  Type  and  identiflcation  number  of 
the  airplane,  name  of  the  operator,  date, 
flight  number,  and  stage  during  which 
the  incident  occurred;  e.g..  preflight, 
takeoff,  climb,  cruise,  descent,  landing, 
inspection; 

(2)  Emergency  procedure  effected; 
e.g.,  unscheduled  landing,  emergency 
descent ; 

(3)  Nature    of    condition;    e.g.,    fire, 

structural  failure; 

(4)  Identification  of  part  and  system 
involved,  including  available  information 
pertaining  to  type  designation  of  the 
major  component  and  time  since  ovw- 
haul; 
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(5)  Apparent  cause  of  trouble;  e.g., 
wear,  crack,  design  deficiency,  personnel 
error; 

<6)  Disposition;  e.g..  repaired,  re- 
placed, airplane  grounded,  part  sent  to 
manufacturer;  and 

(7)  Brief  narrative  summary  of  other 
pertinent  information  necessary  for  more 
complete  identification,  determination 
of  seriousness,  and  corrective  action. 

(d)  Reports  required  by  paragraph 
(a)  shall  not  be  withheld  pending  ac- 
cumulation of  all  information  specified 
in  paragraphs  (b)  and  <c>  of  this  section. 
When  additional  information  is  obtained 
relative  to  the  incident,  including  any 
that  may  be  furnished  by  the  manufac- 
turer or  other  outside  agency.  It  shall 
be  expeditiously  submitted  as  a  supple- 
ment to  the  first  report,  referencing  the 
date  and  place  of  submission  of  such 
report. 

2.  By  amending  §  40.509<a>  to  read  as 
follows: 

§  40.509      Mechanical    interruption    Himi- 
ntarj   report. 

•  •  •  •  • 

(a)  All  interruptions  to  a  scheduled 
flight,  unscheduled  changes  of  airplanes 
en  route,  and  unscheduled  stops  and  di- 
versions from  route  which  result  from 
known  or  suspected  mechanical  difficul- 
ties or  malfunctions  that  are  not  re- 
quired to  be  included  in  mechanical 
reliability  reports. 

The  reporting  requirements  contained 
herein  have  been  approved  by  the  Bu- 
reau of  the  Budget  in  accordance  with 
the  Federal  Reports  Act  of  1942. 

(Seci.  311.  313(B).  801,  806;  TS  Stat  751.  752. 
775.  778;  49  U.S.C.  1362,  1364,  1421.  1425) 

Issued  in  Washington.  D.C.,  on  Febru- 
ary 6,  1962. 

N.  E.  Halaby, 
Administrator. 

(PR.     Doc      62-1366;     Filed.    Feb     9.     1962, 
8:46   a.m.] 
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PART  41— CERTIFICATION  AND  OP- 
ERATION RULES  FOR  SCHEDULED 
AIR  CARRIER  OPERATIONS  OUT- 
SIDE THE  CONTINENTAL  LIMITS  OF 
THE  UNITED  STATES 

Mechanical  Reliability  Reports 

The  Federal  Aviation  Agency  pub- 
lished as  a  notice  of  proposed  rule  mak- 
ing (26  F.R.  1410)  and  circulated  as  Civil 
Air  Regulations  Draft  Release  No.  61-2 
dated  February  8,  1961.  a  proposal  to 
amend  Parts  40.  41.  42.  and  46  of  the 
Civil  Air  Regulations  to  establish  re- 
quirements for  the  reporting  of  specific 
types  of  malfunctions,  failures,  and  de- 
fects occurring  to  airplanes. 

With  the  adoption  of  this  amendment, 
it  should  be  noted  that  the  title.  Daily 
Mechanical  Report  (DMR).  is  changed 
and  will  hereafter  be  known  as  the 
Mechanical  ReUability  Report  (MRR). 
The  Federal  Aviation  Agency  believes 
the  name  to  be  appropriate  in  that  it  is 
more  descriptive  of  the  concept  of  the 
report. 


RULES  AND  REGULATIONS 

The  currently  effective  provlsons  of 
Part  41  require  operators  to  submit  daily 
a  report  known  as  a  daily  mechanical  re- 
port (DMR>  which  contains  information 
concerning  each  failure,  malfunctioning, 
or  other  defect,  regardless  of  where  de- 
tected, which  may  reasonably  be  ex- 
pected by  the  air  carrier  to  cause  a  seri- 
ous hazard  in  the  operation  of  an 
airplane. 

The  lack  of  specific  reporting  require- 
ments and  the  fact  that  each  air  carrier 
reported  only  those  items  which,  in  the 
opinion  of  the  air  carrier,  constitute  a 
hazard,  heretofore  resulted  in  inade- 
quate and  nonuniform  reporting.  Vari- 
ous attempts  were  made  to  correct  these 
inadequacies,  such  as  joint  industry- 
Kovernment  meetinKs  and  the  use  of  a 
trial  reporting  guide  for  a  six-month 
period.  Some  improvement  in  reporting 
was  accomplished;  however,  satisfactory 
reporting  was  not  achieved.  In  accord- 
ance with  the  proposal  contained  in 
Draft  Release  61-2,  this  amendment 
specifies  certain  airplane  and  airplane 
component  failures,  malfunctions,  or  de- 
fects which  must  be  reported  by  air  car- 
riers in  mechanical  reliability  reports. 
In  addition,  an  air  carrier  is  required  to 
report  other  airplane  and  airplane  com- 
ponent failures,  malfunctions,  or  defects, 
even  thouRh  they  are  not  specified  in  the 
rule,  when  the  air  carrier  is  of  the  opin- 
ion that  they  may  seriously  endanger  the 
safe  operation  of  its  airplanes. 

In  Draft  Release  61-2  It  was  proposed 
to  require  air  carriers  to  report  engine 
shutdowns  during  flight  necessitated  or 
caused  by  airplane  component  failure, 
malfunction,  or  defect.  Although  the 
ARency  evaluates  the  significance  of 
every  engine  shutdown,  regardless  of 
cause  or  effect,  it  has  been  determined 
that  it  is  presently  not  necessary  to  re- 
quire all  engine  shutdowns  to  be  included 
In  mechanical  reliability  reports.  Ac- 
cordingly, in  this  amendment,  the  pro- 
posed rule  has  been  changed  to  require 
mandatory  reporting  of  engine  shut- 
downs only  when  they  involve  engine 
fiameout.  foreign  object  ingestion  or 
icing,  external  damage  to  the  engine  or 
airplane  structure,  or  when  more  than 
one  engine  is  shutdown  during  flight. 
Paragraph  <b><17>  of  5  41.130  has  been 
worded  to  make  it  clear  that  action  taken 
to  shutdown  an  engine  in  flight  need  not 
be  reported  as  an  emergency  action  un- 
der the  requirements  of  that  provision. 

Draft  Release  61-2  contained  a  pro- 
posal to  require  reports  of  failures  of  the 
landing  Rear  to  extend  or  retract  prop- 
erly during  flight  To  avoid  any  mis- 
understanding of  our  intention  that 
landing -gear  doors  be  included  in  this 
reporting  requirement,  this  final  rule  ex- 
pressly provides  for  reporting  the  occur- 
rence of  a  failure,  malfunction,  or  de- 
fect which  involves  the  extension  or 
retraction  of  the  landing  gear,  or  the 
openinK  or  closing  of  the  landing-gear 
doors  during  flight. 

Also,  it  will  be  noted  that  paragraph 
<b)<15>  of  541130  has  been  changed 
from  the  original  proposal  so  that  fail- 
ures, malfunctions,  or  defects  in  airplane 
structures  are  required  to  be  reported 
only  if  a  major  repair  is  necessary. 


Many  failures,  malfunctions,  or  ^ 
fects  are  required  to  be  IncludedtoM^ 
mechanical  reliability  report  only  tf  »2 
occur  during  •fliRht."  A  note  h«a  S 
added  to  the  rule  to  explain  that  In  i!? 
plying  with  the  reporting  requircmM 
of  §  41.130  an  airplane  is  to  becon^dg^ 
in  'fiight"  from  the  moment  It  leaT«tb 
surface  of  the  earth  on  takeoff  untflk 
touches  down  at  a  place  of  landlof 

Attention  is  directed  to  the  f act  tw 
Draft  Release  61-2  proposed  13  ^immu 
reporting  items  while  this  """mlniMi 
contains  17  reportable  items.  Thk  In- 
crease in  the  number  of  Items  li  tben. 
suit  of  rewording  and  expandlac  tk 
previous  items  to  facilitate  admlolitif. 
tlve  handling  of  the  reports  within  Um 
Agency  with  automatic  data  iwoccMm 
equipment. 

Another  change  has  been  made  In  thk 
anvendment  which  differs  from  tbe  vig. 
inal  proposal.  This  change  pravidM 
that  the  report  shall  cover  a  24-hov 
period  beginning  at  0900  hours  local ttae 
each  day  and  is  to  be  submitted  by  QM 
hours  of  the  following  day  rather  thn 
the  midnight  to  midnight  report  p«W 
proposed.  In  this  respect,  local  ttaik 
considered  to  be  the  time  at  each  tir 
carrier's  main  maintenance  base.  Tbk 
revision  does  not  alter  the  24-hour  inter- 
val made  in  the  proposal,  but  U  Ineer- 
porated  so  that  the  reports  can  be  bio- 
dled  more  expeditiously  by  the  Afney 
under  its  new  automatic  data  procewln 
system  for  evaluating  individual  repoita 
and  for  distributing  mechanical  rdli- 
blllty  report  summaries. 

The  currently  effective  provision!  got- 
erning  daily  mechanical  reporti  are  at 
forth  in  the  manual  material  in  1 41.111- 
K  a  > .  For  purposes  of  consoUdiUlon  ud 
clarification,  we  are  taking  this  oppor- 
tunlty  to  delete  5  41.130-l(a)  andlneor* 
porate  in  S  41  130  of  the  basic  refuiatlai 
all  of  the  requirements  prescribed  tn  tbii 
amendment  for  mechanical  rellaUltty 
reports. 

Likewise,  requirements  for  dally  re- 
ports concerning  chronic  mechanical  dif- 
ficulties are  currently  prescribed  in  ttit 
manual  material  in  §  41.130-l(b).  Ftr 
purposes  of  consolidation  and  clarlfiei- 
tion.  we  are  also  deleting  S  41.1S0-l(b) 
and  incorporating  the  substance  of  that 
reporting  requirement  in  a  new  1 41.11li 
which  is  being  added  to  the  basic  regula- 
tion. While  the.  title  and  phraaeokio 
of  new  5  41.130a  have  been  changed  t» 
achieve  regulatory  uniformity,  the  wb- 
stantlve  requirements  of  the  amended 
rule  are  the  same  as  those  currently  coa- 
talned  In  the  manual  material  In  141- 
130-1.  . 

It  will  be  noted  that  the  provlatoni  oi 
5  41130a  prescribe,  in  order  to  vnU 
duplicate  reporting,  that  those  malftmc- 
tions  or  mechanical  diCBculties  reported 
in  mechanical  reliability  reports  need  not 
be  reported  under  the  requirement!  « 
Ml  130aia>.  ^^ 

The  Federal  Aviation  Agency  bmwM 
that  reports  of  the  failures.  malfun^« 
and  defects  required  under  this  aflWPd 
ment.  plus  additional  reports  recen* 
from  the  air  carriers  regarding  <>***•  *J 
currences  of  failures.  malfunctloM.  •« 
defects    they    consider    hazardoui,  w 
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,-«plete.  accurate,  and  ui^OTm 
r-^JTsafety  will  be  served  better 
mfftagoded  reporting  procedure  as 
tlSSrwlU  be  able  to  disseminate 
improved  reports  of  hazard- 


rSSaons  pertaining  to  airplane 
fi^oomponents.  and  equipment 
rS^koL  through  analysis  of  infqr- 
yirS^oped  from  reports  received, 
ff5^^  will  be  able  to  detect  deterlo- 
••yjonditlons  in  airplane  systems, 
^S^SoT  Mid  equipment,  and  issue 
•JEStaeas  Directives  and  Alert  No- 
JJJJlore  such  condition^  reach  haz- 
!JL  proportions. 

'Sm^  persons  have  been  afforded 
JSSrtSty  to  pari;iclpate  in  the  mak- 
•  rfttiii  amendment  and  due  consid- 
JJJi  has  been  given  to  all  relevant 
!Z«  Dtesented. 

■!?Wmslderation  of  the  foregoing.  Part 
iirf AeCivU  Air  Regulations  (14  CFR 
i]*4ias  amended)  Is  hereby  amended 
!R£jr  effective  March  12,  1962: 
"^jj^ending   §41.130  to  read  as 


l«USi     Mechanical  reliafcilily  reporU. 

M  Bar*'  air  carrier  shall  report  the 
JggmBt  or  detection  of  those  faUures, 
Sftmi^hs.  or  defects  specified  in 
^MiaDh  (b)  of  this  section.  In  addi- 
ErJaS  air  carrier  shaU  report  any 
Sr  failure,  malfunction,  or  defect 
SS.  oeeun  or  is  detected  at  any  time 
k  n  airplane  or  airplane  component 
i^gmt  airplane  systems,  appliances, 
jeitliantn.  and  propeUers)  used  by  the 
Sorrier,  when,  in  the  carrier's  opinion, 
,  (Ulure,  malfuncUon.  pr  defect  has 
Bd  or  may  endanger  the  safe 
^  of  an  airplane  used  by  the  air 
».  The  report  shall  be  in  written 
mm  wrering  a  period  of  24  hours  be- 
^itt  at  0900  hours  local  time  of  each 
ttrSl  ending  at  0900  hours  locad  time 
SttBt  day,  and  shall  be  submitted  to 
ii  FMeral  Aviation  Agency  mainte- 
iMN  Inspector  assigned  to  the  air  car- 
Ihr  ty  0900  hours  local  time  of  the 
iDf  day:  Provided.  That  reports 
«.  are  due  on  Saturday  or  Sunday 
f  be  submitted  on  the  following  Mon- 
r  and  in  case  of  legal  holidays  on  the 
workday. 
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or  noxious  fumes  in  the  crew  compart- 
ment or  cabin; 

(7)  Engine  shutdown  during  flight 
due  to  engine  flameout; 

(8)  ttiglne  shutdown  diu-ing  flight 
when  external  damage  to  the  engine  or 
to  the  airplane  structure  has  occurred; 

(9)  ning<n*i  shutdown  dvu-ing  fiight 
due  to  foreign  object  ingestion  or  icing; 

(10)  Engine  shutdown  dvuring  flight 
of  more  than  one  engine  on  an  airplane; 

(11)  Propeller  feathering  system  or 
ability  of  the  system  to  control  over- 
speeding  during  flight; 

(12)  Fuel  or  fuel-dumping  systems 
affecting  fuel  flow  or  causing  hazardous 
leakage  during  flight; 

(18)  T.^w<«wg  gear  extension  or  retrac- 
tion or  opening  or  closing  of  landing- 
gear  doors  during  flight; 

(14)  Brake  system  components  which 
result  In  loss  of  brake  actuating  force 
while  the  airplane  is  in  motion  on  the 

ground;  .  ^ 

115)  Airplane  structure  which  requures 

major  repidr; 

(16)  Cracks,  permanent  deformation, 
or  corrosion  of  airplane  structure  which 
exceed  the  ma^^*""™  limits  acceptable 
to  the  memufacturer  or  the  Federal  Avia- 
tion Agency;  and 

(17)  Airplane  components  or  systems 
which  result  during  flight  in  the  taking 
of  emergency  actions;  except  that  action 
taken  to  shutdown  an  engine  need  not 
be  reported  as  an  emergency  under  this 
provision: 

Man:  Under  the  provisions  of  this  para- 
aru>h,  an  airplane  Is  In  flight  from  the 
moment  It  leaves  the  surface  of  the  earth 
on  tfi^*"*  until  It  touches  down  at  a  place 
of  landing. 


i:   Failures,  malfunctions,  or  defects 
I  In  accordance  with  the  accident  re- 
,  provisions  of  Part  3»  of  the  regula- 
ot  the  Civil  Aeronautics  Board  need 
■t  ta  Included. 

(b)  The  air  carrier  shall  report  each 
•tanmnce  or  detection  of  a  failure,  mal- 
tmtOea,  or  defect  involving: 

(1)  Plres  during  flight  and  whether 
Ihe  related  flre-warning  system  fiuic- 
ttaed  properly; 

(1)  PlrM  during  flight  and  whether 
in  related  flre-warning  system  did  not 
fBeUon  properly; 

a)  Fires  during  flight  not  protected 
ly  a  related  fire-warning  system; 

(4)  False  flre  warning  during  flight; 

(5)  Ingine  exhaust  systems  which  re- 
■i  daring  flight  In  danaage  to  engine, 
i^lieent  structure,  equipment,  or  com- 
pnati; 

(•)  An  airplane  component  which  re- 
iili  during  flight  in  the  accumulation 
«  (Irculation  of  smoke,  vapor,  or  toxic 
Ho.  29 2  1 


(c)  Reports  required  by  paragraph  (a) 
of  this  section  shall  be  transmitted  in  a 
manner  and  on  a  form  convenient  to  the 
air  carrier's  system  of  communication 
and  procedure,  and  shaU  include  in  the 
flr»t  dally  report  as  much  of  the  follow- 
ing Information  as  is  available: 

(1)  Type  and  identification  number  of 
the  airplane,  name  of  the  operator,  date, 
flight  number,  and  stage  during  which 
the  incident  occvured;  e.g.,  preflight, 
takeoff,  climb,  cnilse,  descent,  landing, 

Inspection:  -„^*^ . 

(2)  Emergency  procedure  effected, 
e.g.,    unscheduled    landing,    emergency 

descmt;  _ 

(3)  Nature    of    condition;    e.g.,    fire, 

structural  failure; 

(4)  Identification  of  part  and  system 
Involved,  Including  available  information 
pertaining  to  type  designation  of  the 
major  component  and  time  since  over- 

(6)  Apparent  cause  of  trouble,  e.g., 
wear,  crack,  design  deficiency,  person- 
nel error;  ~ 

(6)  Disposition;  e.g.,  repaired,  re- 
placed, airplane  grounded,  part  sent  to 
manufacturer;  and 

(7)  Brief  narrative  sununary  of  other 
pertinent  Information  necessary  for  more 
complete  Identification,  determination 
of  seriousness,  and  corrective  action. 

(d)  Reports  required  by  paragraph 
(a)  shall  not  be  withheld  pending  ac- 
cumulation of  all  information  specified 
in  paragraphs  (b)  and  (c)  of  this  sec- 
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tion.  When  additional  Information  Is 
obtained  relative  to  the  inddent,  Inelnd- 
ing  any  that  may  be  furnished  by  the 
manufacturer  br  other  outside  agency. 
it  shall  be  expeditiously  submitted  as  a- 
supplement  to  the  first  report,  referenc-  . 
ing  the  date  and  place  of  sutenisslon  of 
such  report. 

2.  By  adding  a  new  §  41.130a  to  read 
as  follows: 

§  41.130a     Mechanical  intemiptioii  sum- 
mary report. 

Each  air  carrier  shall  submit  regularly 
and  promptly  to  the  Administrator  a 
svunmary  report  containing  information 
on  the  following  occurrences: 

(a)  All  interruptions  to  a  scheottled 
flight,  unscheduled  changes  of  alrplanM 
en  route,  and  unscheduled  stops  and 
diversions  from  route  which  result  from 
known  or  suspected  mechanical  dlffleul- 
Ues  or  malfujQCtions  that  are  not  re- 
quired to  be  included  in  mechanical 
reliability  reports.  

(b)  The  number  of  engines  removeo 
prematurely  because  of  mec^anteal 
trouble,  listed  by  make  and  modd  of 
engine  and  the  airplane  type  In  whldi 
the  engine  was  installed. 

(c)  The  number  of  propeller  feather- 
ings in  fUght.  listed^by  type  of  propeller 
and  type  of  engine  and  the  alrxOane  on 
which  the  propeller  is  installed.  Pro- 
peller featherings  accomplished  _  xor 
training,  demonstration,  or  flight  check 
purposes  need  not  be  reported. 

§  41.130-1      [DeleUon] 

3.  By  deleting  S  41.13(^1. 

The  reporting  requirements  coptainfifl 
herein  have  been  approved  by  the  Bu- 
reau of  the  Budget  in  accordance  with 
the  Federal  Reports  Act  of  1942. 


(Sees.  311.  818(a).  SOI.  •»,  72  8t^.  751.  TM. 
776.  778:  49  U.S.C.  1862,  1864,  1421,  1486) 

Issued  in  Washington,  D.C.,  on  F*- 

ruary  6, 1962. 

N.  E.  Halast, 
AAmlMttTaior. 

IPR     Doc.    6»-18<J4;    PUed,    Fsb.    9,    1M2; 
8;45  am.] 


[Reg.  Docket  No.  662;  Amdt.  42-38;  Supp.  461 

PART  42— IRREGULAR  AIR  CARRIER 
AND  OFF-ROUTE  RULES 

Mechanical  Reliability  Rspeifs 

The  Federal  Aviation  Agency  pub- 
lished as  a  notice  of  proposed  rule  mak- 
ing (26  PJl.  1410)  and  circulated  as 
dvU  Air  Regulations  Draft  Release  No. 
61-2  dated  February  8,  1961,  a  propoMl 
to  amend  Parts  40,  41,  42,  and  46  of  the 
Civil  Air  Regulations  to  establish  re- 
quirements for  the  reporting  of  q)e(dflc 
types  of  malfunctions,  failures,  and  de- 
fects occurring  to  aircraft. 

With  the  adoption  of  this  amendment, 
it  should  be  noted  that  tiie  titie.  Dally 
Mechanical  Report  (DMR).  Is  changed 
and  will  hereafter  be  known  as  »«!>»- 
chanical  Reliability  Report  2^>- 
The  Federal  Aviation  Agency  bai^ 
the  name  to  be  appropriate  to  «»»»»»!! 
more  descriptive  of  the  concept  of  the 
report. 


1246 

The  eutreoUy  cflerthve  prortaioDs  at 
Part  42  I  iipiirr  opcraton  to  wtamlt  dmUf 
ft  report  kwmn  fts  ft  dftUy  meehaiik»l  re- 
part  ilSMB,)  whldi 'contains  infonnfttlon 
cancentnt  each  fftilure.  mftlf unctkming, 
or  other  defect,  recftrdless  of  where  de- 
tected, which  mftjr  reaaonably  be  ex- 
pected by  the  air  carrier  to  cauae  a 
serloiis  hazard  In  the  operation  of  an  air- 
craft. 

The  lack  of  specific  reporting  require- 
ments and  the  fact  that  each  air  carrier 
reported  only  those  items  which,  In  the 
opinion  of  the  air  carrier,  constitute  a 
hasard.  heretofore  resiUted  In  Inade- 
QUftte  fr«^  nonuniform  reporting.  Vari- 
ous attempts  were  made  to  correct  these 
IniKJfTii^^**'*,  such  as  Joint  industry- 
gorenunent  meetings  and  the  use  of  a 
trial  rqwrting  guide  for  a  six-month 
period.  Some  Improvement  in  reporting 
was  ais^wTwpiuh«»d  ■  however,  satisfac- 
tory reporting  was  not  achieved.  In  ac- 
oordftDoe  with  the  proposal  contained  in 
Draft  Release  61-2.  amendment  specifies 
certain  aircraft  and  aircraft  component 
failurea.  malfunctions,  or  defects  which 
moat  \ie  reported  by  air  carriers  in  me- 
chftnlcftl  reliability  reports.  In  addition, 
an  air  carrier  is  required  to  report  other 
Alreraft  and  aircraft  ctmxponent  failures. 
malfunctions,  or  defects,  even  though 
they  ftre  not  specified  in  the  rule,  when 
the  air  carrier  is  of  the  opinion  that  they 
may  aerioualy  endanger  the  safe  opera- 
tion of  its  aircraft. 

In  Draft  Releaae  81-2  it  was  proposed 
to  require  air  carriers  to  report  engine 
shutdowns  during  flight  necessitated  or 
caused  by  aircraft  component  failure, 
malfunction,  or  defect.  Although  the 
Agency  evaluates  the  significance  of 
every  engine  shutdown,  regardless  of 
cause  or  eflect.  it  has  been  determined 
that  it  is  presently  not  necessary  to  re- 
qalre  all  engine  atmtdowns  to  be  includ- 
ed In  mechanical  reliability  reports. 
Accordingly,  in  this  amendment,  the  pro- 
posed rule  has  been  changed  to  require 
mandatory  reporting  of  engine  shut- 
doams  only  when  they  involve  engine 
flameout,  foreign  object  ingestion  or 
Icing,  external  damagp  to  the  engine  or 
aircraft  structure,  or  when  more  than 
one  engine  is  shutdown  during  flight. 
ParagraiAi  (hXlT)  of  142  96  has  been 
WQfdcd  to  aaake  it  clear  ttiat  action  taken 
to  shutdown  an  engine  In  flight  need  not 
be  reported  as  an  emergency  action 
under  the  requirements  of  that  provi- 
sion. 

Draft  Rdeaae  61-2  contained  a  pro- 
posal to  require  reports  of  failures  of 
the  hmdlBg  gear  to  extend  or  retract 
properly  dmrlng  flight.  To  avoid  any 
y[i<«ny>«*eTwta^^<»g  of  our  Intention  that 
landing-fear  doors  be  Included  In  this 
reporting  requirement,  this  f\nftl  rule  ex- 
preaBIy  jworides  for  reporting  the  oc- 
currence ot  ft  fafltnT.  malfunction,  or 
defect  which  Involves  the  extension  or 
retraction  of  the  landing  gear,  or  the 
opening  or  doalng  of  the  landing-gear 
doors  duilug  flight. 

Also,  It  wlB  be  noted  that  paragraph 
(b)a5)  of  1 43.96  has  been  changed  from 
the  OTigteal  proposal  so  that  failures, 
malfmictlons.  ar  defects  in  aircraft 
gtmcturea  are  required  to  be  reported 
atity  if  a  major  repair  Is  necessary. 


RULES  AND  REOiRATIONS 

Hany  failures,  malfunctions,  or  de- 
fects are  required  to  be  Included  in  the 
mei^anlcal  reliability  report  only  if  they 
occur  during  "fiighk"  A  note  has  been 
added  to  the  rule  to  explain  that  in  com- 
plying with  the  reporting  requirements 
of  i  42.96  an  aircraft  is  to  be  considered 
In  "flight"  from  the  moment  It  leaves  the 
surface  of  the  earth  on  takeoff  until  it 
touches  down  at  a  place  of  landing. 

Attention  is  directed  to  the  fact  that 
Draft  Release  61-2  proposed  13  specific 
reporting  Itenw  while  this  amendment 
contains  17  reportable  items.  This  in- 
crease In  the  number  of  items  is  the 
result  of  rewording  and  expanding  the 
previous  items  to  facilitate  administra- 
tive handling  of  the  reports  within  the 
Agency  with  automatic  data  processing 
equipment. 

Another  change  has  been  made  in  this 
amendment  which  differs  from  the 
original  proposal.  This  change  provides 
that  the  report  shall  cover  a  24-hour 
period  beginning  at  0900  hours  local  time 
each  day  and  i.s  to  be  submitted  by  0900 
hours  of  the  following  day  rather  than 
the  midnight  to  midnight  report  period 
proposed.  In  this  respect,  local  time  Is 
considered  to  be  the  time  at  each  air 
carrier's  main  maintenance  base.  This 
revision  does  not  alter  the  24-hour  Inter- 
val made  in  the  prop>osal.  but  is  Incor- 
porated so  that  the  reports  can  be  han- 
dled more  expeditiously  by  the  Agency 
under  its  new  automatic  data  processing 
system  for  evaluating  individual  reports 
and  for  distributing  mechanical  relia- 
bility report  summaries. 

The  currently  effective  provisions 
governing  dally  mechanical  reports  are 
set  forth  in  the  manual  material  in 
9  42.96-1.  For  purposes  of  consolidation 
and  clarification,  we  are  taking  this  op- 
portunity to  delete  5  42  96  -1  and  incor- 
porate in  8  42  96  of  the  basic  regulation 
all  of  the  requirements  prescribed  In  this 
amendment  for  mechanical  reliability 
rer>orts. 

Likewise,  requirements  for  a  monthly 
report  of  chronic  mechanical  difBcultles 
are  currently  prescribed  in  the  manual 
material  in  S  42  96-1.  For  purposes  of 
consolidation  and  clarification,  this 
monthly  reporting  requirement  is  also 
being  set  forth,  without  substantive 
change.  In  a  new  §  42.96a  which  is  being 
added  to  the  basic  retaliation. 

The  Federal  Aviation  Agency  believes 
that  reports  of  the  failures,  malfunc- 
tions, and  defects  required  under  this 
amendment,  plus  additional  reports  re- 
ceived from  the  air  carriers  regarding 
other  occurrences  of  failures,  malfunc- 
tions, and  defects  tliey  consider  hazard- 
ous, will  provide  complete,  accurate,  and 
uniform  reporting.  Safety  will  be  served 
better  by  this  amended  reporting  pro- 
cedure as  the  Agency  will  be  able  to  dis- 
seminate to  industry  improved  reports 
of  hazardous  conditions  pertaining  to 
aircraft  systems,  components,  and 
equipment.  In  addition,  through  analy- 
sis of  information  developed  from  reports 
received,  the  Agency  win  be  able  to  detect 
deteriorating  conditions  in  aircraft  sys- 
tems, components,  and  equipment,  and 
Issue  Airworthiness  Directives  and  Alert 
KotloeR  before  such  conditions  reach 
baaardoos  proportions. 
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Interested  persons  have 
an   opportunity   to 
making   of    this   amendmsol 
consideration  has  been  given 
vant  matter  presented, 
tlon  of  the  amendment 
monthly  report  of  chronic 
difScultles  Is  minor  in  natun  i^ 
poses  no  additional  burden  < 
son.  I  find  that  notice  and 
cedure  hereon  is  unnecesaaiy. 

In  consideration  of  the  f< 
42  of  the  Civil  Air  Regulation  (mS 
Part  42,  as  amended)  is  herdqr«a^S 
as  follows,  effective  March  13.  uq* 

1.   By    amending    S  42.96  to  tmi  g. 
follows : 

g  42.96     Mechanical  rciiaUU^  i^^ 

(a)  Each  air  carrier  operstlqf  ^^ 
aircraft  shall  report  the 
detection  of  those  failures, 
or  defects  specified  In  paragrmh  9ti 
this  section.  In  addition,  each  ikfik 
rler  shall  report  any  other  fafloi^v^ 
function,  or  defect  which  oean  Vk 
detected  at  any  time  in  an 
aircraft  component  (Including 
systems,  appliances,  powerplaal^  jm 
propellers)  used  by  the  air 
in  the  carrier's  opinion, 
malfunction,  or  defect  has 
or  may  endanger  the  safe 
an  aircraft  used  by  the  air  caatm.  Si 
report  shall  be  in  written  foca 
a  period  of  24  hours  beginidiig  ift 
hours  local  time  of  each  day  and  SMfel 
at  0900  hours  local  time  tha  M^A|^ 
and  shall  be  submitted  to  the  ~  ' 
Aviation  Agency  maintenanes 
assigned  to  the  air  carrier  by 
local  time  of  the  following  day: 
That  reports  which  are  due  «■ 
or  Sunday  may  be  submitted  an 
lowing  Monday  and  in  case  of 
days  on  the  following  workday. 

Note:   FaUvures.    malfuacUoH.  m 
reported   In    accordance    with  tks  ( 
reporting  provlalona  of  Part  $30  ti 
ulatlons  oX  the  Civil  Aeronautloa 
not  be  Included. 


I 

^,  February  10,  1962 

j^  ngtne  shutdown  during  flight  of 
^t^^me  engine  on  an  aircraft; 
►JRipMOeller  feathering  system  or 
k^g:  Ji  the  system  to  control  over- 
*^Mdiirlng  flight; 
Wg^riMA  or  fuel-dumping  systems  ai- 
i^SLfnA  flow  or  causing  hazardous 
J^2  during  flight ; 

"^STi^ABdlng   gear  extension  or  re- 
'^SL  or  opening  or  closing  of  land- 
SZtf  doors  during  flight;  . 
nUk  Brake  system  components  which 

'S. «,  loss  of  brake  actuating  force 
SSttie  aircraft  is  in  motion  on  the 


'(II) 'Aircraft  structure  which  requires 

^tK  icpalr; 
tW  Cracks,  permanent  deformation, 
.*JJl-glon  of  aircraft  structure  which 
?i  the  maximum  limits  acceptable 
'SJ^manufacturer  or  the  Federal  Avl- 
Sktmusy;  And 

fvn  Aircraft  components  or  systems 

'^Mb  xtsolt  during  flight  in  the  taking 

'5Sw»ncy  actions;  except  that  action 

^M  to  shutdown  an  engine  need  not 

Sj^orted  as  an  emergency  under  this 


,    Under  the  provision*  of  this  para- 

^  aircraft  Is  In  flight  from  the  mo- 

'it  laaves  the  surface  of  tbe  earth  on 

I  tmtll  It  touches  down  at  a  place  of 


(b)  The  air  carrier  shall 
occurrence  or  detection  of  a 
function,  or  defect  involving: 

(1>    Fires  during  flight 
the   related  fire- warning 
tloned  properly; 

(2)  Fires  during  flight 
the  related  fire -warning 
function  properly; 

(3)  Fires  during  flight  not 
by  a  related  flre-waming 

<4)  False  fire  warning  durlis, 
<5)  Engrlne  exhaust  systems' 
suit  during  flight  in  damage  to 
adjacent  structure,  equlpnwrt,  er^t* 
ponents; 

(6)  An  aircraft  componcBt 
suits  during  fiight  in  the 
or  circulation  of  smcrtce,  vapor, 
or  noxious  fumes  in  the  crtw 
ment  or  cabin;  ^ 

(7 )  Engine  shutdown  during' 
to  engine  flameout;  ^ 

(8)  Engine   shutdown  durtK 
when  external  damage  to  th« 
to  the  aircraft  structure 

<9)  Engine  shutdown  durlaf< 
to  foreign  object  ingestion  ot ' 


to)  Reports  required  by  paragraph 
H)  tl  this  section  shall  be  transmitted 
Il»  Banner  and  on  a  form  convenient 
gl^gtr  carrier's  system  of  communica- 
Siwd  procedure,  and  shall  include  on 
Siflnt' dally  report  as  much  of  the 
mgttog  Information  as  is  available : 
'^^  Type  and  identification  number  of 
^•keraft.  name  of  the  operator,  date, 
■M^  xmmber.  and  stage  during  which 
bieldent  occurred;  e.g..  prefllght, 
I,  climb,  cruise,  descent,  landing. 


FEDERAL  REGISTER 

§42;96a     Moollily     report     of     chronic 
meduuiical  difficultiea. 

As  soon  as  practicable  after  the  end 
of  each  palwidar  month,  each  Irregular 
air  carrier  operating  large  aircraft  shall 
submit  to  the  assigned  maintenance  In- 
spector three  copies  of  a  report  covering 
the  mechanical  difficulties  experienced 
during  the  preceding  month  which  the 
air  carrier  cwisiders  chronic  or  otherwise 
particularly  significant  from  a  safety 
standpoint.   The  report  shall  fully  iden- 
tify all  aircraft  and  aircraft  components 
involved  (l.e..  manufacturer,  model  and 
type),  and  shall  contain  enough  Infor- 
mation to  serve  as  a  basis  for  corrective 
action  and  to  enable  a  determination 
to  be  made  of  the  trend  of  aircraft  and 
aircraft  component   failures,   malfimc- 
tlons.  or  defects.    TWe  detailed  informa- 
tion from  which  such  reports  are  pre- 
pared shall  be  kept  current  and  available 
at  the  air  carrier's  main  headquarters 
for  examination  by  any  authorized  rep- 
resentative   of    the    Administrator    or 
Board. 
§  42.96-1      [  Deletion  ] 

3.  By  deleting  5  42.96-1. 

The  reporting  requirements  contained 
herein  have  been  approved  by  the  Bureau 
of  the  Budget  In  accordance  with  the 
Federal  Reports  Act  of  1942. 

(8«C8.  811.  818(a).  601,  606;  72  Stat.  761.  752, 
776,  778;  49  U.8.C.  1352.  1354,  1421,  1425) 

Issued  to  Washington,  D.C.,  on  Febru- 
ary 6,  1962. 

N.  E.  Halaby, 
Administrator. 

[Vn.    Doc.    62-1363;     Piled,    Feb.    9,     1962; 
8;45ajn.] 


0)  Imergency     procedure     effected; 
ig,  unscheduled    landing,    emergency 


0)  Nature  of  condition;  e.g.,  fire, 
iktaetml  failure; 

(4)  Identification  of  part  and  system 
gut  Hid,  Including  available  information 
prtdnlng  to  type  designation  of  the 
oomponent  and  time  stoce  oyer- 


IReg.  Docket  No.  652;  Amdt.  46-4) 

PART  46— SCHEDULED  AIR  CARRIER 
HELICOPTER  CERTIFICATION  AND 
OPERATION  RULES 

M«chanicai  Reliability  Reports 


(i)  Apparent  cause  of  trouble;   e.g.. 
Mr,  crack,  design  deficiency,  personnel 


(•)  Disposition;     e.g.,    repah^,    re- 
Ihnd,  aircraft  grounded,  part  sent  to 
■Mtfaeturer;  and 
(D  Brief  narrative  summary  of  other 
MDt    Information     necessary    for 
complete  identification,  determtoa- 
_jf  seriousness,  and  corrective  action, 
(d)  Reports    required   by    paragraph 
<D  diall  not  be  withheld  pending  accu- 
*   ■      of  all  information  specified  to 
...js  (b)  and  (c)  of  this  section. 
additional  information  Is  obtatoed 
to  the  tocident,  tocludtog  any 
lay  be  furnished  by  the  manufac- 
w«  or  other  outside  agency.  It  shall 
,  liapsditlously  submitted  as  a  supple- 
■   " —  to  the  first  report,  referenctog  the 
and  place  of  submission  of  such 


X  Br  adding  a  new  §  42.96a  to  read 


The  Ffederal  Aviation  Agency  pub- 
lished as  a  notice  of  proposed  rule  mak- 
ing (26  P.R.  1410)  and  circulated  as 
Civil  Air  Regulations  Draft  Release  No. 
61-2  dated  February  8,  1961,  a  proposal 
to  amend  Parts  40,  41,  42,  and  46  of  the 
Civil  Air  Regulations  to  establish  require- 
ments for  the  reporttog  of  specific  types 
of  malfunctions,  failures,  and  defects 
occiUTlng  to  aircreift. 

With  the  adoption  of  this  amendment. 
It  should  be  noted  that  the  title,  DaUy 
Mechanical  Report  (DMR),  is  changed 
and  win  hereafter  be  known  as  the  Me- 
chafalcal  Reliability  Report  (MRR).   The 
Federal   Aviation   Agency   believes   the 
name  to  be  appropriate  to  that  It  is  more 
descriptive  of  the- concept  of  the  report. 
The  currently  effective  provisions  of 
Part  46  require  operators  to  submit  dally 
a  report  known  as  a  dally  mechanical 
report  (DMR)  which  contains  informa- 
tion concemtog  each  failure,  malfunc- 
tioning, or  other  defect,  regardless  of 
where  detected,  which  may  reasonably 
be  expected  by  the  air  carrier  to  cause 
a  serious  hazard  to  the  operation  of  a 
helicopter. 

The  lack  of  specific  reporttog  require- 
ments and  the  fact  that  each  air  carrier 
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reported  only  those  items  whifCh.  in  tibe 
opinion  of  the  air  carrier,  ctHistitate  n 
hazard,  heretofore  resulted  to  inadwinftla 
and  nonuniform  reporting.    Varioua  at- 
tempts were  made  to  correct  these  in- 
adequacles.    such    as    Jotot    Induatry- 
government  meetings  and  the  uae  oi  ft 
trial  reporting  guide  for  a  six-month 
period.     Some  Improvement  to  report- 
ing was  accomplished;  however,  satis- 
factory reporting  was  not  achieved,    m 
accordance  with  the  proposal  contained 
In  Draft  Release  61-2,  this  amendment 
specifies    certato   helicopter    and   heM-    " 
copter  component  fallvures,  malfunctionit. 
or  defects  which  must  be  reported  by  air 
carriers  to  mechanical  reliability  rq?orta. 
In  addition,  an  air  carrier  is  required  to 
report  other  helicopter  and  hdlcopter 
component  failures,  malfunctlohs,  or  de- 
fects, even  though  they  are  not  specified 
in  the  rule,  when  the  air  carrier  is  of  the 
opinion   that   they   iBay   seriously   en- 
danger the  safe  operation  of  Its  heli- 
copter. 

In  Draft  Release  61-2  it  was  pn^KMOd 
to  require  air  carriers  to  report  engine 
shutdowns  during  flight  necessitated  or 
caused  by  helicopter  <:omponent  failure, 
malfunction,  or  defect.     Although  the 
Agency    evaluates    the    significance    of 
every    engtoe   shutdown,   regardless  of 
cause  or  effect.  It  has  been  determined 
that  It  Is  presenUy  not  necessary  to 
require  all  engtoe  shutdovms  to  be  ta- 
cluded  to  mechanical  reliability  reports. 
Accordingly,  to  this  amendment,  the  pro- 
posed rule  has  been  changed  to  require 
mandatory   reporting   of   engine   shut- 
downs only  when  they  tovolve  engine 
fiameout,    forelga  object   ingestion  or 
icing,  or  external  damage  to  the  oigine 
or   helicopter.     Paragraj*    (b)(17>    of 
§  46.508  has  been  worded  to.make  it  clear 
that  action  taken  to  shutdown  an  oiglne 
to  fiight  need  not  be  reported  as  an 
emergency   action   \mder   the   require- 
ments of  that  provision^ 

Also,  It  will  be  noted  that  paragraidi 
(b)(15)  of  §46.508  has  been  changed 
frcMn  the  original  proposal  so  that 
f ailvu-es,  malf vmctions,  or  defects  to  heli- 
copter structures  are  required  to"  be  re- 
ported only  if  a  major  repah*  \s  necessary. 
Many  failures,  malfimctions,  or  defects 
are  required  to  be  Included  to  the 
mechanical  reUablUty  report  only  if  they 
occur  during  "flight."  A  note  has  been 
added  to  the  rule  to  explato  that  to 
complying  with  the  reporttog  reqtore-  • 
mdnts  of  §  46.508  a  heUcopter  Is  to  be 
considered  to  "flight"  from  the  mcwnent 
it  leaves  the  surface  of  the  earth  on 
takeoff  imtil  It  touches  down  at  a  place 

of  landing.  ^    ^    ^  «.  4. 

Attention  is  dhrected  to  the  fact  that 
Draft  Release  61-2  proposed  13  ^^Iflc 
reporting  items  while  this  amendment 
contains  Items  numbered  one  through  18 
with  some  numbers  vacant.  Thl*  change 
In  relwrting  Items  is  the  result  of  re- 
arranging and  expanding  the  previous 
items  to  adopt  them  to  helicopter  op- 
erations  and  to  facilitate  administrative 
handling  of  the  reports  wlthto  the 
Agency  with  automatic  date  pirooecsing 
equiiHnent.  .    ,    .. , 

Another  change  has  been  made  to  ^ 
amendment  which  dilfeia  pop  «• 
original  proposal.  This  change  P^JJ™* 
that  the  report  shall  cover  a  24-hoar 


J  hfg1«*"<^y  at  0900  hours  local  time 
dm  ^i*^  is  to  be  submitted  by  0900 

%  of  the  foUowlzig  day  rather  than 

the  BldBlght  to  midnight  report  period 
f  HHMWl  In  this  respect,  local  time  Is 
considered  to  be  the  time  at  each  air 
carrier^  main  maintenance  base.  This 
xerlston  does  not  alter  the  24 -hour  in- 
terval made  in  the  proposal,  but  is  in- 
eorporated  so  that  the  reports  can  be 
h^ruiiori  more  expeditiously  by  the 
Agency  under  Its  new  automatic  data 
profTWiring  systan  for  evaluating  indi- 
vidual reports  and  for  distributiftg 
mrrhftnw.*!  reliability  report  summaries. 

PVih  air  carrier  is  presently  required 
by  paragraph  (a)  of  (46.509  (Mechan- 
ical interruption  summary  report)  to 
regularly  fUe  a  simunary  report  of  "All 
Intemiptlons  to  a  scheduled  flight,  un- 
scheduled changes  of  helicopters  en 
route,  and  unsclieduled  stops  and  diver- 
dons  from  route  which  result  from 
known  or  suvected  mechanical  difficul- 
ties or  malfunctions."  In  response  to 
comment  received,  paragraph  (a)  of 
1 46JM>9  is  being  amended  to  avoid  dupli- 
cate reporting  under  paragraph  (a)  of 
Hioae  malfunctions  or  mechanical  dif- 
Aeultles  required  to  be  reported  under 
f  4«30t. 

The  Federal  Aviation  Agency  believes 
that  reports  of  the  failures,  malfunc- 
tlODS,  and  defects  required  under  this 
amendment,  plus  additional  reports  re- 
ceived from  the  air  carriers  regarding 
other  occurrences  of  failures,  malfunc- 
tions, and  defects  they  consider  hazard- 
ous, will  provide  complete,  accurate,  and 
imif oxm  reporting.  Safety  will  be  served 
betto*  by  this  amended  reporting  pro- 
cedure as  the  Agency  will  be  able  to  dis- 
seminate to  Industry  improved  reports  of 
hasardous  omdltions  pertaining  to  heli- 
copter ssrstems.  components,  and  equip- 
ment In  addition,  through  analysis  of 
information  developed  from  reports  re- 
ceived, the  Agency  will  be  able  to  detect 
deterioratli«  conditions  In  helicopter 
systems,  components,  and  equipment, 
and  issue  Airworthiness  Directives  and 
Alert  Notices  before  such  conditions 
reach  haiiardous  prof>ortlans. 

Interested  venooa  have  been  afforded 
an  opportunity  to  participate  in  the 
i»^f(irtny  o(  this  amendment  and  due  con- 
slderatkm  has  been  given  to  all  relevant 
matter  presented. 

In  oonslderatlon  of  the  foregoing.  Part 
4«  of  the  ClvU  Air  Regulations  (14  CFR 
Part  46,  as  amended)  is  hereby  amended 
as  follows,  effective  March  12,  1902: 

1.  By  amending   i  48.508   to  read   as 
follows: 
I  46.508     Mechanical  reliability  rcportj. 

(a)  Each  air  carrier  shall  report  the 
occurrence  or  detection  of  those  failures. 
msTf^i"^****wi«,  or  defects  specified  in 
paragraph  (b)  of  this  section.  In  addi- 
tion, each  air  carrier  shall  report  any 
ether  faOore.  malfunction,  or  defect 
wfaleh  oecnrs  or  Is  detected  at  any  time 
tan  a  hdteopter  or  heUoopter  component 
(lueludiag    heUoopter    systems,    appli- 
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ances,  powerplants,  and  propellers)  used 
by  the  air  carrier,  when,  in  the  carrier's 
opinion,  such  failure,  malfunction,  or  de- 
fect has  endangered  or  may  endanger 
the  safe  operation  of  a  helicopter  used  by 
the  air  carrier.  The  report  shall  be  in 
written  form  covering  a  period  of  24 
hours  beginning  at  0900  hours  local  time 
of  each  day  and  ending  at  0900  hours 
local  time  the  next  day.  and  shall  be  sub- 
mitted to  the  Federal  Aviation  Agency 
maintenance  Inspector  assigned  to  the 
air  carrier  by  0900  hours  local  time  of 
the  following  day:  Provided.  That  re- 
ports which  are  due  on  Saturday  or  Sun- 
day may  be  submitted  on  the  following 
Monday  and  in  case  of  legal  holidays  on 
the  following  workday. 

Note:  Pallxires.  malfunctlona.  or  defects 
reported  In  accordance  with  the  accident 
reporting  provlalona  of  Part  320  of  the  Regu- 
lations of  the  Civil  Aeronautic*  Board  need 
not  be  Included. 

(b)  The  air  carrier  shall  report  each 
occurrence  or  detection  of  a  failure,  mal- 
function, or  defect  involving : 

(1)  Fires  during  flight  and  whether 
the  related  flre-waming  system  func- 
tioned  properly; 

(2)  Fires  during  flight  and  whether 
the  related  flre-warnlng  system  did  not 
fimction   properly: 

(3)  Fixes  during  flight  not  protected 
by  a  related  flre-warnlng  system: 

(4)  False  fire  warning  during  fiight; 

(5)  Biigine  exhaust  systems  which  re- 
sult during  flight  in  damage  to  engine, 
adjacent  structure,  equipment,  or  com- 
ponents; 

(6)  A  helicopter  component  which 
results  during  flight  in  the  acciunulatlon 
or  circulation  of  smoke,  vapor,  or  toxic  or 
noxious  fumes  In  the  crew  compartment 
or  cabin; 

(7)  Engine  shutdown  during  flight  due 
to  engine  flameout; 

(8)  Engine  shutdown  diu-lng  fiight 
when  external  damage  to  the  engine  or 
to  the  helicopter  structure  has  occurred ; 

( 9 )  Engine  shutdown  during  flight  due 
to  foreign  object  ingestion  or  icing; 

(10)  (Reserved.) 

(11)  (Reserved.) 

(12)  Fuel  systems  affecting  fuel  fiow 
or  causing  hazardous  leakage  during 
flight: 

(13)  (Reserved.) 

(14)  (Reserved.) 

(15)  Helicopter  structure  which  re- 
quires major  repair; 

(16)  Cracks,  permanent  deformation, 
or  corrosion  of  helicopter  structure 
which  exceed  the  maximum  limits  ac- 
ceptable to  the  manufacturer  or  the 
Federal  Aviation  Agency: 

(17)  Helicopter  components  or  sys- 
tems which  result  during  flight  in  the 
taking  of  emergency  actions:  except  that 
action  taken  to  shutobwn  an  engine  need 
not  be  reported  as  an  emergency  under 
this  provision;  and 

(18)  Main  rotor  or  auxiliary  rotor  sys- 
tem. 

NoT«:  Under  the  provtelona  o*  tills  para- 
grsph,   a   heUoopter  is   in   flight  from   th« 


moment  It  lesTes  the  surtaca  of  i  _ 
takeoS  untu  It  touches  down  it  % ' 
landing. 

(c)  Reports  required  by 
of  this  section  shall  be 
manner  and  on  a  form 
air  carrier's  system  of 
and  procedure,  and  shall  _ 

first  daily  report  as  much  ol  thi 
Ing  information  as  is  avallalili 

( 1 )  Type  and  identiflcatloa 
the  aircraft,  name  of  the 
fiight  number,  and  stage 
the    incident    occurred:    e.g., 
takeoff,  climb,  cruise,  descent, 
inspection; 

( 2 )  Emergency     procedwv 
e.g.,    unscheduled    lazxllng. 
descent; 

(3)  Nature    of    condition;   %jg^ 
structural  failure: 

(4)  Identification  of  part 
Involved,    including   av 
tion  pertaining  U?  type 
major  component  and  time 
haul: 

(5)  Apparent  cause  of 
wear,  crack,  design  deficiency, 
error ; 

(6)  Disposition:    e.g., 
placed,  aircraft  grounded,  part 
manufacturer;  and 

(7)  Brief  narrative  summary «f 
pertinent  information  necesmiyfor 
complete  identification, 
seriousness,  and  corrective 

(d)  Reports  required  by  ^ 
shall  not  be  withheld  pending 
tion  of  all  information  spedfled 
graphs  (b)  and  (c)  of  this 
When  additional  information 
relative  to  the  incident, 
that  may  be  furnished  by  the 
turer  or  other  outside  agenof.  B 
be  expeditiously  submitted  as  a 
ment  to  the  first  report,  refi 
date  and  place  of  submlalnn  41 
report. 

2.  By  amending   S  46.509(a)  li 
as  follows: 

§  46.509     Mechanical  i 
marx   report. 


(a)   All  Interruptions  to  a 
fiight.  unscheduled  changes  of 
en   route,   and  unscheduled  i 
diversions  from  route  which 
known  or  suspected  mechaniwri 
ties  or  malfunctions  that 
quired   to    be    included   In 
reliability  reports. 

The  reporting  requiremenli 
herein  have  been  approved  ky  tkt 
of  the  Budget  In  accordanea  » 
Federal  Reports  Act  of  IfO. 

(Sees.   811,   813(a).   601,   606;   Tl  11 
75a.  776.  778;  4S  UB.C.  18M,  1«M.  W 

Issued  In  Washington,  D.C,  CO 
ary  6,  1962. 

N.  S. 


^,  February  10,  1962 

III— Federal  Avicrtion  Agenqf 

'^^OlArrU  E — All  NAVIGATION 
■^  REGULATIONS 

f^lnpace  Docket  No.  61-IA-8»1 

„  sai— designation  of  con- 
^LJled  airspace,  reporting 

>  Sm  positive  CONTROL  ROUTE 

'Zments,  and  positive  con- 

;iEl  AREAS  I 

Jl^aHon  of  Control  Area  Extensions 
^H^Ottlsnaiion  of  Transition  Areos 

Correction 

aiPJt  Doc-  61-12219,  appearing  at 

-  12107  of  the  issue  for  Wednesday. 

i^  *^  -jier  27,  1961,  the  following  cor- 

to  made  in  S  601.10859 :  The  words 

r  "and  7  miles  of  the  San  Simon" 

icad  "and  7  miles  B  of  the  San 


'ttl 


lAlnfMiee  Docket  No.  61-WA-1711 

MM  soi_DESIGNATION  OF  CON- 
BOILED  AIRSPACE,  REPORTING 
fOMTS,  POSITIVE  CONTROL  ROUTE 
SSmENTS,  AND  POSITIVE  CON- 
HOI  AREAS 

H^taaation,  Revocation,  and  Aitero- 
gH  of  Federal  Airway  Intersec- 
giat;  Change  of  Amendment 

QaMovember  14, 1961,  there  were  pub- 

M|A  In  the  Federal  Rkistbi  (26  FJi. 

jai)  amendments  to  Part  601  of  the 

^fggiittons  of  the  Administrator.    These 

glMAnents  consisted  of  the  designa- 

SJteiiocation  and  alteration  of  sev- 

Sd  Mersectlons.    One  of  these  actions 

^Milted  to  the  alteration  of  the  Tur- 

■Jf^  CUlf ..  Intersection  which  was  de- 

^ftii  as  based  on  the  Intersection  of 

•ilfereed,  CaUf.,  VORTAC  DIG*  and 

•ifkMno,  Calif.,  VORTAC  322*   ra- 

^  Ml   Subsequent  to  the  publication  of 

Jto  mkb,  it  was  determined  that  this 

Mneetlon  should  have  been  based,  in 

IBt  en  the  Castle,  Calif..  VOR  010* 

iriU  Instead  of   the    Merced,  Califs 


this  action  imposes  no  additional 
_  on  any  person,  this  ^ange  Is 
I JB  compliance  with  section  4  of  the 
,Btatratlve  Procedure  Act. 
esBSideration  of  the  foregoing,  and 

it  to  the  authority  delegated  to 

If  the  Administrator  (25  Fit.  12582) . 
immediately,  the  following  ac- 
h  taken: 
litfae  text  of  9  601.7001  (14  CFR  601.- 
Wn.   36    P.R.    10635)     Turlock    INT: 
Calif..   VORTAC"  is  deleted 
CasUe.  Calif.,  VOR"  Is  substituted 


|he.Mrr(a) .  72  Stat.  749;  49  0.S.C.  1S48) 


[F.R.    Doc. 


«a-1385;    FUad, 
8:4S  ajn.] 


in  Washington,  D.C.,  on  Peb- 
6,1962. 

D.  D.  Thomas, 
Director.  Air  Trafflc  Service. 

WM.  Doc.   82-1382;    FUed.    Feb.    9.    1963; 
8:46  a.m.] 


FEDERAL  REGISTER 

Title  16— COMMERCIAL 
PRACTICES 

Choptar  l--F«deral  Trade  Commission 

[Docket  OrS] 

PART  13— PROHIBITED  TRADE 
PRACTICES 

Frank  P.  Becker,  Inc.,  and 
Frank  P.  Becker 

Subpart:  Advertising  falsely  or  mis- 
leadlngly:   i  13.15  Business  status,  ad- 
vantages, or  connecttoTu;  S  13.15-5  Ad- 
vertising    and     promotional     services; 
i  13i)5    Identitv    of    product;    %  13.155 
Prices:  %  lS.155-40  Exaggerated  as  regu- 
lar and  euflfeomary;   S  13.235  Source  or 
origin:  I  tSJS5-60  Place:  S  13.235-60 (a) 
Domestic  products  as  imported.     Sub- 
part: Furnishing  vmeans  and  instrumen- 
talitles  of  misrepresentation  or  decep- 
tion: 1 13.1065-50  PretUiketing  merchan- 
dise misleadtngly.    Subpart:  Misrepre- 
senting    oneself     and     goods — ^Prices: 
i  13.1811  Fictitious  preticketing.     Sub- 
part: Passing  off:  S  13.2105  Passing  off 
product*  a*  competitor's} 
(Sec.  6,  88  Stat.  721;  16  UJ3.0.  46.    Interpret 
or  apply  tee.  B,  88  Stat.  719,  as  amended;  16 
XTB.C.  46)    [Oeasa  and  desist  order,  Frank 
P.  Backer,  Inc..  at  al..  New  Y(»k,  N.Y..  Docket 
C-2,Oet.  17. 1961] 

Consent  order  requiring  New  York  City 
distributors  of  perfimies  and  toilet  wa- 
ters, along  with  other  kinds  of  merchan- 
dise, to  cease  representing  falsely  in 
advertising  and  labeling  that  their  per- 
fumes had  been  "Nationally  advertised 
since  IMO  Vogue.  MademoLselle.  Harper's 
Baaaar";  that  excessive  amounts  were 
usual  retail  ailing  prices;  that  products 
labded  with  the  corresponding  initials 
were  t^  same  as  those  sold  under  the 
well-known  brand  names  "Chanel", 
"Arpege",  "Crepe  de  Chine",  "White 
Shoulders",  and  "My  Sin";  and  through 
use  (rf  the  picture  of  the  Eiffel  Tower,  the 
w(nds  "Paris  Inspired",  "Ellyn  Deleith, 
Inc.  .  .  .  Distributor",  etc.,  that  its  "Blue 
Flame"  perfume  was  manufactured  in 
France.  ,  ^ 

The  order  to  cease  and  desist,  includ- 
ing further  order  requiring  report  of 
compliance  therewith,  is  as  follows : 

It  is  ordered.  That  respondents  Prank 
p.  Becker,  Inc.,  a  corporation,  and  its 
ofllcers.  and  Prank  P.  Becker,  Individ- 
ually aiMl  as  an  officer  of  said  corpora- 
tion, and  xeqxxidents'  representatives, 
agents  and  employees,  directly  ox 
through  any  corporate  or  other  device, 
in  connection  with  the  offering  for  sale, 
■  sale  or  distribution  of  perfumes,  toilet 
waters,  cosmetics,  or  any  other  articles 
of  merchandise,  in  commerce,  as  oom- 
merce  Is  defined  in  the  Federal  Trade 
Commission  Act,  do  forthwith  cease  and 
desist  from: 

1.  Representing,  directly  or  indirectly, 
that  said  products  have  been  frequently 
and  continuously  advertised  from  1940 
to  the  present  time  In  Vogue,  Mademoi- 
selle or  Basaar  magazines;  or  that  said 
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products  have  been  advertised  la  anjr 
magazines  or  publications  or  In  any 
other  manner  or  tot  any  period  of  time 
imless  such  is  the  fact. 

2.  Representing,  directly  or  Indirectij. 
by  preticketing  or  in  any  other  m^mier, 
that  any  amount  is  the  usual  and  regu- ' 
lar  retail  price  ot  merchandise  when 
such  amoimt  is  in  excess  of  the  prtee  at 
which  said  merchandise  is  usoally  and 
regularly  sold  at  retail  in  the  trade  area 
or  areas  where  the  representations  are 
made. 

3.  Using  the  letters  "C".  "A".  "CO". 
"WS",  or  "MS"  or  any  other  letters,  nu- 
merals or  symbols  either  singly  or  la 
combination  in  the  advertising  or  labd- 
ing  of  said  perfumes,  toilet  waters  or 
cosmetics  to  designate  or  describe  the 
kind  or  quality  thereof  without  clearly 
and  conspicuously  revealing  In  Immedi- 
ate connection  therewltt)  the  actual 
trade  name  of  the  manufacturerof  said 
products. 

4.  Using  the  words  "Paris  Insptred". 
"Inspired  in  France"  or  any  other  words 
indicating  French  origin  or  using  plo- 
tiu^s  of  the  Eiffel  TDwer  or  of  any  ofeber 
typically  n^ich  scenes  In  advertldnir  or 
labeling  to  describe  perfumes,  toflet 
waters  or  cosmetics  which  are  not  nuam- 
f  actured  or  compounded  in  lYance. 

5.  Using  any  words,  terms  or  pJctures 
in  advertising  or  in  labeling  whldi  roire- 
sent,  directly  or  indhrectly.  that  said 
merchandise  was  manufactured  "or  com- 
pounded or  originated  In  a  given  coun- 
try or  geographical  area  unless  such  is 
the  fact. 

6.  Furnishing  or  placing  In  ttie'handf 
of  retailets  or  dealers  In  said  merdiaa- 
dise  the  means  and  instrumentalities  by 
and  through  which  they  may  mldead  or 
deceive  the  pubUc  in  the  faianner  or  as 
to  the  things  hereinabove  inhibited. 

It  is  further  ordered.  That  ttie  re- 
spondents herein  shall  ^ttiln  sixty  (00) 
dajrs  after  service  upon  them  of  this 
order,  file  with  the  Commlsstcm  a  report 
in  writing  setting  forth  in  detail  the 
manner  and  form  in  which  they  have 
complied  with  this  order. 

Issued:  Octoba  17.  IMl. 

By  the  Commission. 


[SKAI.] 


Joseph  W.  Sbks. 
Seeretarw. 


[F.B.    Doc.    69-1371;     FUed,  Feb.    9.    1901: 
8:40  ajn.] 


*  Amended  to  read  as  set  forth. 


IDocket  C-4] 

PART  13— PROHIBITED  TRADE 
PRACTICES 

Eugene  J.  Friedman  et  al. 

Subpart:  Advertising  falseiy  or  mla- 
leadingly:  S  13.156  Prices:  1 13.155-40 
Exaggerated  as  regular  and  customary: 
S  13.285  Foiue.  Subpart:  mvoldnc 
products  falsely:  1 13.1106  Inwikimo 
wvducts  falsely:  f  13.1108-45  Fur  Prod- 
ucts LabeUng  Act.  Sutapart:  Neglect- 
ing, unfairly  or  d^fcepttv^,  to  make 
material  disclosure:  S  13.1845  Composi- 
tion: S  13.1845-30  Pur  Products  Labeling 
Act;    S  13.1852  Formal  regulatory  and 
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»tattUory  requirements:  S  13.1852-35  Fur 
Prodticta  Labeling  Act:  S  13.1M5  Manu- 
facture or  preparation:  S  13.1865-40  Pur 
Products  Labeling  Act. 

(Sec.  6.  38  Stat.  731;  16  USC.  46  Interpret 
or  apply  sec.  S,  S8  Stat.  719,  aa  amended; 
■ec.  8.  06  Stat.  179;  15  USC  45,  69f )  |Cea«e 
aud  desist  order,  Eugene  J.  Friedman  et  al. 
trading  as  Olba-Frledman,  Loe  Angeles. 
Caltf ..  Docket  C-4.  Oct.  17,  1961 1 

Jn  the  Matter  of  Eugene  J.  Friedman  and 
John  R.  Giba.  Individually  and  as  Co- 
partners Trading  as  Giba-Friedman 

Consent  order  requiring  Los  Angeles 
furriers  to  cease  violating  the  Pur  Prod- 
ucts Labeling  Act  by  failing  to  disclose 
the  true  animal  name  of  the  fur  used  in 
fur  products,  and  that  certain  fur  was 
dyed;  by  setting  forth  fictitious  prices 
and  abbreviated  information  on  invoices ; 
by  making  claims  concerning  prices  and 
values  of  fur  products  in  advertising 
while  failing  to  maintain  adequate  rec- 
ords as  a  basis  therefor. 

The  order  to  cease  and  desist,  includ- 
ing further  order  requiring  report  of 
compliance  therewith,  is  as  follows: 

ll  is  ordered.  That  Eugene  J.  Priedman 
and  John  R  Giba.  individuals  and  co- 
partners trading  as  Oiba-Priedman  or 
under  any  other  trade  name  and  re- 
spondents' representatives,  agents  and 
employees,  directly  or  through  any  cor- 
porate or  other  device,  in  connection 
with  the  introduction  into  commerce,  or 
the  sale,  advertising,  or  offering  for  sale 
In  commerce,  or  the  transportation  or 
distribution  in  commerce  of  fur  prod- 
ucts; or  in  connection  with  the  sale,  ad- 
vertising, offering  for  sale,  transpwrtatlon 
or  distribution  of  fur  products  which  are 
made  in  whole  or  in  part  of  fur  which 
has  been  shipped  and  received  in  com- 
merce, as  "commerce",  "fur"  and  "fur 
product"  are  defined  in  the  Pur  Products 
Labeling  Act.  do  forthwith  cease  and 
desist  from: 

1.  Falsely  or  deceptively  invoicing  fur 
products  by : 

A.  Falling  to  furnish  to  purchasers  of 
fur  products  invoices  showing  all  the  in- 
formation required  to  be  disclosed  by 
each  of  the  subsections  of  section  Sib* 
( 1 )  of  the  Fur  Products  Labeling  Act. 

B.  Representing  directly  or  by  impli- 
cation that  the  regiilar  or  usual  price  of 
any  fur  product  is  any  amount  in  excess 
of  the  price  at  which  the  respondents 
have  usually  and  customarily  sold  such 
products  in  the  recent  regular  course  of 
business. 

C.  Setting  forth  information  required 
under  section(b)(l)  of  the  Pur  Prod- 
ucts Labeling  Act  and  the  rules  and  regu- 
lations promulgated  thereunder  in 
abbreviated  form. 

2.  Falsely  or  deceptively  advertising 
fur  products  through  the  use  of  any  ad- 
vertisement, representation,  public  an- 
nouncement or  notice  which  is  intended 
to  aid.  promote  or  assist,  directly  or  in- 
directly, In  the  sale  or  offering  for  sale 
of  fur  products,  and  which: 

A.  Represents  directly  or  by  implica- 
tion that  the  regular  or  usual  price  of 
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any  fur  product  is  any  amount  in  ex- 
cess of  the  price  at  which  the  respond- 
ents have  usually  and  customarily  sold 
such  products  in  the  recent  and  regular 
course  of  business. 

B.  Misrepresents  in  any  manner  the 
savings  available  to  purchasers  of  re- 
spondents' fur  products. 

3.  Making  claims  and  representations 
of  the  types  covered  by  subsections  (a), 
<b>,  (O,  and  (d)  of  Rule  44  of  the  rules 
and  regulations  promulgated  under  the 
Pur  Products  Labeling  Act  unless  there 
are  maintained  by  respondents  full  and 
adequate  records  disclosing  the  facts 
upon  which  such  claims  and  represen- 
tations are  based. 

It  is  further  ordered,  That  the  re- 
spondents herein  shall,  within  sixty  <60) 
days  after  service  upon  them  of  this 
order,  file  with  the  Commission  a  report 
in  writing  setting  forth  in  detail  the 
manner  and  form  in  which  they  have 
complied  with  this  order. 

Issued:  October  17.  1961. 

By  the  Commission. 

(SEAL)  Joseph  W.  She.^, 

Secretary. 

IFR      Doc      6-^    1372;     Piled.     Feb      9.     1962; 
8  4C   :\  m  1 


'^«^- 


and 


|Dr)CkCt   03| 

PART   13— PROHIBITED  TRADE 
PRACTICES 

Roberfs  Electric  Co.  and  Robert  Boos 

Subpart:  Adverti.sing  falsely  or  mis- 
leadingly:  §  13  70  Fictitious  or  mislead- 
ing guarantees :  §  13.85  Government  ap- 
proval, action,  connection  or  standards : 
5  13  85-60  Standards,  specifications,  or 
source;  9  13.155  Prices:  13.155-40  Ex- 
aggerated as  regular  and  customary. 

(Sec  6,  38  Stat  721:  15  U  S  C  46  Inter- 
pret or  apply  sec  5.  38  Stat  719.  as  amended, 
15;  use  45)  (Cease  and  declst  order.  Rob- 
erts Electric  Co    et   al  .  Docket  C-3.  Oct    17. 
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Consent  order  requiring  Chicago  dis- 
tributors of  electric  generators,  gas  and 
electric  motors,  air  compressors,  etc.,  to 
cease  representing  falsely  in  newspaper 
advertisements  and  catalogs  that  the 
•Wisconsin  4-Cycle  Gas  Driven  Engine 
Generating  Plant"  and  all  its  parts  were 
Government  surplus  property:  that  it 
cost  the  U.S.  Government  $548  and  pur- 
chasers saved  the  difference  between  that 
and  their  price  of  $249;  that  excessive 
amounts  were  the  usual  selling  prices 
for  a  "Reduction  Unit",  a  "3  HP  AC  Mo- 
tor", and  a  "Birggs  b  Stratton  4-Cycle 
Air-Cooled  Gasoline  Engine  ",  and  that 
their  lower  prices  afforded  savings  to 
purchasers;  and  that  said  products  were 
fully  guaranteed. 

The  order  to  cease  and  desist,  including 
further  order  requiring  report  of  com- 
pliance therewith,  is  as  follows: 

It  is  ordered,  That  respondents, 
Roberts   Electric  Company,  a  corpora- 


tion, and  its  oflQcers, 
individually,  and  as  an  oflloer  ^ffZ 
corporation,  and  respondents'  r~~ 
atives,  agents,  and  employees,  i 
through  any  corporate  or  dhtr 
in  connection  with  the  offerii^  f^^^k 
.<^le.  or  distribution  of  respondents iS 
trie  generators,  gas  and  electric  ■!!■» 
air  compressors  or  any  other  W^di^ 
merchandise,  in  commerce,  •«  "ma. 
merce"  is  defined  in  the  Pedenl  tkkii 
Commission  Act,  do  forthwith  eeMem 
desist  from : 

1.  Representing,  directly  w  IndtnUh 
that: 

(a>  Said  products,  or  any 
components  thereof,  are  surplus  i 
ment  property  or  were  secured  troM  ib 
other  governmental  or  private  aQ««i, 
unless  such  is  the  fact. 

( b  >  The  United  States  GovemaiMtk  m 
any  other  governmental  agency  or  far- 
mer owner,  paid  or  is  paying  for  mM 
products  any  amount  greater  than  li  tin 
fact 

1  c )  Any  amount  is  respondenii'  mi. 
tomary  and  usual  price  for  saM  Mr. 
chandise  when  such  smiount  Is  In  i 
of  the  price  at  which  said 
is  customarily  and  usually  Mdd  If  19. 
spondents  in  the  recent,  regular  Mm 
of  business. 

id)  Any  saving  from 
selling  price  is  afforded  to  the  1 
of  respondents'  merchandise,  unkM  fti 
price  at  whicli  it  is  offered  constttalMi 
reduction  from  the  price  at  whkll  aM 
merchandise  has  been  customarQf  mi 
usually  sold  by  respondents  in  the  1 
regular  course  of  business. 

•  e)  Any  product  is  guaranteed 
the  terms  and  conditions  of  tht  aid 
guarantee  and  the  manner  in  wtkh  Hm 
guarantor  will  perform  thereundnr  IR 
clearly  and  conspicuously  set  forth. 

2  Using  the  words  "regular,"  or  "m," 
or  any  other  words  or  terms  of  date 
import  or  meaning,  to  describe  or  nte 
to  respondents'  prices  for  said 
dise  unless  such  prices  constltntt 
prices  at  which  the  advertised 
dise  has  been  sold  by  respondents  in  Ikt 
recent,  regular  course  of  buslnOMk 

3.  Misrepresenting,  in  any  nuuUMr.tkt 
amount  of  savings  available  to  f^ 
cha^^ers  of  respondents'  merehnodiM  * 
the  amounts  by  which  the  prloM cImM 
merchandise  are  reduced  fromttepilHi 
at  which  said  merchandise  is 
ily  and  usually  sold  in  the  recent : 
course  of  business. 

It  is  further  ordered.  That  tht  It- 
spondents  herein  shall,  within  ilzty  (IW 
days  after  service  upon  them  of  ttll 
order,  file  with  the  Commission  »1 
in  writing  setting  forth  tn  detail 
manner  and  form  in  which  tbn  I 
complied  with  this  order. 

Issued:   October  17,  1961. 

By  the  Commissiwi. 

I  SEAL  1 


Joseph  W. 

Seertttt% 


IFR      Doc 


02-1373:     Filed, 
8:44  a.in.] 


Feb.   t. 


0^tgHI*9»  February  10,  1962 

nu  17— COMMDITY  JUB 
SEOUTIES  EXCHANGES 

^   ,l,f  H Securities  and  Exchongn 

^^^         Commission 

(MlaMe  83-4445  (34-6721)  ] 

•MT  231— INTERPRETATIVE  »E- 
iSkSES  BELATING  TO  THE  SECUII- 
tflkACT  OF  1933  AND  GENERAL 
ItaES  AND  REGULATIONS  THERE- 
UNDER 

PAIT  241— INTERPRETATIVE  RE- 
LEASES RELATING  TO  THE  SECURI- 
TIES EXCHANGE  ACT  OF  1934  AND 
QBmAl  RULES  AND  REGULA- 
flONS  THEREUNDER 

Distribution  by  Broker-Dealers  of 
Unregistered  Securities 

Iteeent  decisions  of  the  courts  and  of 
^Securities  and  Exchange  Commission 
tevt  zalMd  Important  questions  con- 
^gUlnf  the  standards  of  conduct  ez- 
neted  of  a  registered  broker-dealer  in 
Jo^eetlon  with  the  distribution  to  the 
pubUe  of  substantial  blocks  of  unregls- 
terad  securities,  particularly  in  situa- 
ttaM  iriiere  the  securities  are  those  of 
j^tittftij  obscure  and  unseasoned  com- 
pairiM  and  where  all  of  the  drcum- 
ilHiees  surrounding  the  proposed 
dMrlbation  are  not  known  to  the  bn^cer- 
dMler.'  Particularly  significant  are  the 
AAovlng:  What  steps  the  broker-dealer 
iuM  take  to  make  sure  that  he  is  not 
partMpatlng  In  an  Illegal  distribution 
ta  violation  of  section  5  of  the  Securities 
Aet  of  1933?  What  Investigation  he 
dwold  make  concemlhg  the  issuer  in 
«der  to  avoid  violations  of  the  anti- 
tnud  provisions  of  the  Federal  securities 
kn  in  the  course-  of  the  distribution, 
sad  particularly  section  17  of  the  Securl- 
ttts  Act  and  section  10(b)  of  the  Securi- 
tlM  Exchange  Act  and  Rule  lOb-5  (17 
Cm340.10b-5)  thereunder? 

In  view  of  certain  apparent  miscon- 
Mptions  with  regard  to  the  responsibili- 
Hm  of  a'  broker-dealer  under  these 
dreumstances,  it  seems  appropriate  to 
Mt  forth  for  the  guidance  of  the  indus- 
tiy  and  the  bar  certain  standards  that 
the  Conunission  believes  applicable. 

With  regard  to  the  registration  re- 
Vdrements  of  the  Securities  Act  of  1933, 
eoialn  basic  principles  should  be  borne 
fti  Bind.  In  the  first  place,  section  5 
of  the  Securities  Act  of  1933  broadly  pro- 
Wklti  tbe  use  of  the  nuOls  or  facilities 
tf  interstate  commerce  to  sell  a  security 
.unlMi  a  registration  statement  is  in 
dleet  A  dealer  or  other  person  daim- 
iBf  the  benefit  of  an  exemption  from  this 
requirement  has  the  burden  of  proving 

*ir&ltod  states  v.  Francia  Peter  CroAy. 
INF.  ad  038  (C.A.  a,  1961):  SEC  V.Culpepper. 
nOF.  ad  a41  (0.A.  a.  1959) ;  Ollllnn.  Will  * 
Oa.T.  8KC,  afi?  r.  ad  46i  (C.a.  1,  i9W) :  beg  t. 

e-KawMTge  et  aU  167  F.  Supp.  MS  (D. 
1.  1868) :  BarneU  &  Cb..  SEA  Bel.  6810; 
'BmutIUm.  SEA  Rel.  6382. 
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to  it.*  Where  unregistered 
wtcuKitku  are  offered  to  a  dealer  for  dis- 
trflratlan,  eaemption  is  commonly 
Calmed  mder  the  first  and  third  clauses 
of  aeetlan  4(1)  of  the  Securities  Act 
wUeh.  rii»alhm  generally,  exonpt  trans- 
aettom  not  involving  any  distribution  by, 
or  for  an  icner  or  for  a  person  control- 
ling, controlled  by,  or  under  common 
control  with  the  issuer.  Consequently,  in 
order  for  this  exemption  to  be  available, 
a  dealer  must  not  be  participating  di- 
rectly or  indirectly  in  any  such  distribu- 
tion. He  may  become  such  a  participant 
even  if  he  has  no  direct  contractuaUrela- 
tionship  or  privity  with  an  issuer  or  per- 
son in  a  control  relationship  If  he,  in 
fact,  engaged  in  steps  necessary  to  such 
a  distribution.*  Section  4(1)  exempts 
trading  transactions  between  individual 
investors  with  respect  to  securities  al- 
ready issued.  It  does  not  exempt  distri- 
butions by  issuers  or  control  persons  or 
acts  of  other  individuals  who  engage  in 
steps  necessary  to  such  distributions.* 
Consequently,  a  dealer  who  offers  to  sell, 
pr  is  asked  to  sell  a  substantial  amount 
of  securities  must  take  whatever  steps 
are  necessary  to  be  sure  that  this  is  a 
transaetiim  not  involving  an  issuer,  per- 
son in  a  control  relationship  with  an 
issuer  or  an  underwriter.  For  this  pur- 
pose, it  is  not  sufficient  for  him  merely 
to  aoc^  "self -serving  statements  of  his 
sellers  and  their  counsel  without  reason- 
ably ezpkntng  the  possibility  of  contrary 
facts.'" 

The  amount  of  inquiry  called  for 
necessarily  varies  with  the  circumstances 
of  particular  cases.  A  dealer  who  is 
offered  a  modest  amount  of  a  widely 
traded  security  by  a  respoiisible  custo- 
mer, whose  lack  of  relationship  to  the 
issuer  is  well  known  to  him.  may  ordi- 
narily proceed  with  considerable  confi- 
dence. On  the  other  hand,  when  a 
dealer  is  offered  a  substantial  block  of  a 
little-known  security,  either  by  persons 
who  vpoar  reluctant  to  disclose  exactly 
where  the  seciiritles  came  from,  or  where 
the  surroondlng  circumstances  raise  a 
question  as  to  whether  or  not  the  obsten- 
sible  sellers  may  be  merely  inter- 
mediaries for  controlling  persons  or 
statutory  underwriters,  then  searching 
Inquiry  is  called  for. 

Tlie  problem  becomes  particularly 
acute  where  substantial  amounts  of  a 
previously  little-known  security  appear 
in  the  trading  markets  within  a  fairly 
short  period  of  time  and  without  the 
benefit  of  registration  under  the  Securi- 
ties Act  of  1933.  In  such  situations,  it 
must  be  assumed  that  these  securities 
emanate  from  the  issuer  or  from  persons 
controlling  the  Issuer,  unless  some  other 


•BBC  V.  RaH»^"  Piu-ina.  346  I7.S.  119 
(1953):  Ollllgan,  Will  &  Co.  v.  SEC,  supra 
note  1:  SEC  ▼.  Culpepper,  supra  note  1;  and 
BdwanlB  v.  United  States,  313  UB.  473 
(1©41). 

*SBC  V.  Culpepper,  supra  note  1. 

•  SBO  V.  ChinsM  C<»Molldated  Benevolent 
Aaoelatlan,  130  F.  ad  788  (1941) .  cert,  dexiied, 
•14  UB.  glS;  SEC  V.  Culpepper,  supra  note  1. 

•  see  V.  Culpepper,  supra  note  1.  See  also 
SEC  V.  lioao-Kearsarge  Consolidated  Mining 
Co..  supra  note  1. 


source  is  Imown  and  the  taet  tbat  ttm 
certificates  may  be  regteteseA  in  the 
names  of.  varioHs  IndMdiiate  •mM 
merely  indicate  that  those  re^wnsWaior 
the  distribution  are  ottemntlDg  to  cant 
their  tracks. 

In  United  States  v.  Czostay.*  the  court 
found  persuasive  the  conteatien  of  df^ 
fendant  dealers  that,  in  selliBg  large 
blocks  of  unregistered  stock  of  TeassA 
Adams  Oil  Co.,  Inc..  in  r^iance  on  a  lagai 
opinion  based  upon  incomplete  (acts. 
they  were  "doing  business  as  usual"  and. 
to  their  best  knowledge,  according  to 
acceptable  standards.     The  comrt  per- 
haps found  this  argument  persuasive  in 
the  context  of  that  criminal  oonspiracf 
trial,  since  no  evidence  to  the  contrarr . 
was  befcn-e  it.    The  experience  ct  the 
Commission,   however,   deaiiy  demon- 
strates that  the  conduct  of  these  dealers 
did  not  meet  acceptable  standards.    Not 
only  did  the  transactions  in  fact  vio- 
late section  5  of  the  Securities  Act.  as 
the  court  foxmd,  but  the  surnnmding 
circumstances  made  such  violatlans  al- 
together likely.    Shortly  after  the  trans- 
fer  of  c(mtrol '  of  Texas-Adams  to  a 
small  group  of  r^ated  persons,  large 
blocks  of  unreglsto^d  -stock  commenced 
to  appear  in  the  market,  accompanied  by 
a  drumfire  of  optomlstic  imbUdtj  fran 
the  management,  obvioudy  deslgnad  to 
keep  the  price  of  the  stock  up.    Jn  sodi 
situations,    responsible    dealers,    aware 
that  they  have  the  burden  of  proving 
the  availability  of  an  ex«nption.*  and 
confronted  with  both  an  absolute  liabQ- 
Ity  to  buyers  imder  section  12(1)  of  the 
Securities  Act,  and  with  the  posslldl- 
Ity   of   civil,   administrative,   or   crim- 
inal proceedings — ^proceed  with  far  more 
caution  than  was  displayed  in  the  Te9C-_ 
as-Adams  case,  and  the  Commission  ex- 
pects, and  will  continue  to  eiq^ect.  all 
dealers  to  do  so.     It  was  up  to  these 
dealers  to  make  an  appropriate  investi- 
gation as  to  who  their  seller  was*  and 
not  simply  to  rely  upon  the  opinion  of 
the  seller's  attorney  that  no  control  re- 
lationship existed. 

There  have  been  a  number- of  cases 
in  which  dealers  have  unsuccessfully 
sought  to  justify  a  daim  to  exonption 
under  section  4(1)  of  the  Seeurittes  Act 
simply  by  securing  from  tl;^  sellers,  ac- 
tual or  ostensible,  represeotations  that 
such  persons  are  neither  officers,  direc- 
tors, nor  large  stockholders  of  the  Is- 
suer, and  submitting  such  representa- 
tions to  an  attorney  who  then  gives  an 
opinion  to  the  effect  that,  assimilng  the 
correctness  of  such  representationw.  ex- 
emption under  section  4(1)  is  availaUe. 
Obviously,  an  attorney's-  opinion  based 
upon  hypothetical  facts  is  worthleas  if 
the  facts  are  not  as  specified;  or  if  un- 
specified but  vital  facts  are  not  con- 
sidered. Because  of  this,  it  is  the  prac- 
tice of  responsible  counsel  not  to  furnish 
an  opinion  concerning  the  availability 
of  an  exemption  from  registration  under 


*  Supra  note  1. 

T  Ralfiton-Purlna  supra  note.  1.  OtlMgan, 
wm.  supra  note  1;  SEC  v.  Culpcpptr,  supra 
note  1. 

•  The  seller  turned  out  to  be  a  nomin—  for 
the  controlling  group  and  tbe  bfoMMi^ln-law 
of  one  of  them. 


1252 

the  Securities  Act  tor  a  contemplated 
distribution  unless   such   counsel   have 
themsehres  carefully  examined  all  of  the 
rtievant    circumstances    and    satisfied 
themsehres.  to  the  extent  possible,  that 
the  contemplated  transaction  is,  in  fact, 
not  a  part  of  an  unlawful  distribution. 
Indeed,  if  an  attorney  furnishes  an  opin- 
ion based  solely  upon  hypothetical  facts 
which  he  has  made  no  effort  to  verify, 
and  if  he  knowns  that  his  opinion  will 
be  relied  upon  as  the  basis  for  a  sub- 
stantial distribution  of  unregistered  se- 
curities, a  serious  question  arises  as  to 
the  propriety  of  his  professional  conduct* 
A  broker-dealer  undertaking  the  sale 
of  a  block  of  securities  under  the  cir- 
ciimstances  referred  to  herein  has  the 
further   problem    of    avoiding    conduct 
which  will  violate  the  antifraud  provi- 
sions of  the  Federal  securities  laws.     In 
m^ung  such  a  distribution,  he  will  prob- 
ably find  it  necessary,  or  at  least  desir- 
able,   to   recommend    purchase    of    the 
security  by  his  customers.    The  Commis- 
sion has.  however,  repeatedly  held  that 
it  is  a  violation  of  the  antifraud  provi- 
sions fpr  a  broker-dealer  to  recommend 
a  security  unless  there  is  an  adequate 
and   reasonable   basis   for    the   recom- 
mendations'"  and,   further,   that   such 
recommendations  should   not  be   made 
without   disclosure  of   facts   known    or 
reasonably  ascertainable,  bearing  upon 
the  Justification  for  the  recommenda- 
tion."   As  indicated,  the  making  of  rec- 
ommendations  for    the   purchase    of    a 
security  Implies  that  the  defJer  has  a 
reasonable  basis  for  such  recommenda- 
tions which.  In  turn,  requires  that,  as 
a  prerequisite,  he  shall  have  made  a  rea- 
sonable  investigation.      In   addition,   if 
such  a  dealer  lacks  essential  informa- 
tion about  the  Issuer,  such  as  knowledge 
of  its  financial  condition,  he  must  dis- 
close this  lack  of  knowledge  and  cau- 
tion customers  as  to  the  risk  Involved 
in    purchasing    the    securities    without 
it." 

In  view  of  the  foregoing  principles,  it 
would  appear  that  If  a  dealer  imder- 
takes  the  retail  distribution  of  a  block 
of  securities  without  obtaining  reliable 
Information  concerning  the  issuer,  there 
is  a  substantial  risk  that  he  will  violate 
the  antifraad  provisions  of  the  securi- 
ties laws,  either  by  making  recommenda- 
tions without  an  adequate  basis  or  by 
failing  to  disclose  the  absence  of  avail- 
able Information.  Indeed,  a  serious 
question  arises  as  to  whether  a  dealer 
who  undertakes  an  aggressive  retail  dis- 
tribution to  individuals  of  an  obscure, 
unregistered  security,  with  regard  to 
which  reliable  information  is  not  readily 
available,  can  meet  his  obligation  to 
treat  cxostomers  fairly  and  in  accordance 
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with  the  standards  of  the  profession." 
The  mere  fact  that  a  security  may  al- 
legedly be  exempt  from  the  registration 
requirements  of  the  Securities  Act  of 
1933  does  not  relieve  a  dealer  of  these 
obligations.  On  the  contrary,  it  may 
increase  his  responsibilities,  since  neith- 
er he  nor  his  customers  receive  the  pro- 
tection which  registration  under  the 
Securities  Act  is  designed  to  provide 


seal] 


Orv-.-^l  L.  Dubois. 
Secretary. 


•In  United  States  v.  Crosby,  supra  note  1, 
the  court  appears  to  have  regaurded  the  giv- 
ing of  such  opinions  as  slgnincant  evidence 
supporting  a  Jury  finding  that  an  attorney 
was  guilty  as  a  coconspirator. 

>*L«onar4  Burton,  SEA  Rel.  5798;  Bamett 
A  Co.,  supra  note  1.  MacRobblns  &  Co  ,  SEA 
Rsl.  0403:  Midland  Securities  Inc  .  SEA  Rel 
«&24. 

"  Leonard  Btirton.  supra  note  10;  Best 
Securities,  supra  note  1 

X MacRobblns  *  Co,  Inc  .  supra  note  10 


February  2.  1962. 

|FR      Doc      62-1381.      Filed.     Feb      9.     1962; 
8  46  :i  m  | 

Title  21— FOOD  AND  DRUGS 

Chapter  I — Food  and  Drug  Adminis- 
tration, Department  of  Health,  Edu- 
cation,  and   Welfare 

SUBCHAPTER    B — FOOD    AND    FOOD    PtODUCTS 

PART   121— FOOD  ADDITIVES 

Subpart  D — Food  Additives  Permitted 
in  Food  for  Human  Consumption 

POLYSORB.^TE    80 

The  Commissioner  of  Food  and  Drugs, 
having  evaluated  the  data  submitted  in 
a  petition  filed  by  The  Upjohn  Company, 
7000  Portage  Road,  Kalamazoo,  Michi- 
gan, and  other  relevant  material,  has 
concluded  that  the  following  regulation 
should  issue  in  conformance  with  section 
409  of  the  Federal  Food.  Drug,  and  Cos- 
metic Act,  with  respect  to  the  food 
additive  polysorbale  80  as  an  emulsifler 
in  caloric  dietary  supplements.  There- 
fore, pursuant  to  the  provisions  of  the 
Federal  Pood.  Drug  and  Cosmetic  Act 
•  sec.  409ic»<l».  72  Stat.  1786;  21  U.S.C. 
348(c)  1 1»).  and  under  the  authority 
delegated  to  the  Commissioner  by  the 
Secretary  of  Health,  Education,  and 
Welfare  (2?  F.R.  8625>,  5  121.1009ic)  of 
the  food  additive  regulations  (21  CFR 
121.1009;  26  F.R.  4739,  5036,  6254,  8283. 
9856)  Is  amended  by  adding  thereto  a 
new  subparagraph  tS'.  reading  as  fol- 
lows : 

§  121.1009      Pul>M>rbale      80      (p<»l>oxy. 
ethylene  (20)  Horbitiin  ntormoleate). 


(6>  In  special  dietary  foods,  as  an 
emulsifler  for  edible  oils,  with  directions 
for  use  which,  provide  for  the  ingestion 
of  not  to  exceed  360  milligrams  of  poly- 
sorbate  80  per  day. 

Any  person  who  will  be  adversely  af- 
fected by  the  foregoing  order  may  at 
any  time  prior  to  the  thirtieth  day  from 
the  date  of  its  publication  in  the  Fed- 
eral Register  file  with  the  Hearing 
Clerk,  Department  of  Health.  Educa- 
tion, and  Welfare,  Room  5440,  330  Inde- 
pendence Avenue  SW.,  Washington  25. 
DC.  written  objections  thereto.  Ob- 
jections shall  show  wherein  the  person 
filing  will  be  adversely  affected  by  the 
order  and  specify  with  particularity  the 


provisions  of  the  order  deoaed  i 
tlonable  and  the  grounds  for  tht 
tions.  If  a  hearing  Is  requeeted,  \ 
jectlons  must  state  the  i«UM  fpr  ^ 
hearing.  A  hearing  will  be  gnuHi^^ 
the  objections  are  supported  tay  n 
legally  sufficient  to  justify  the 
sought.  Objections  may  be  ^^ 
panied  by  a  memorandum  or  tariif  ta 
support  thereof .  All  documents  dM&  It 
filed  in  quintuplicate. 

Effective  date.  This  order  ati^B  ^ 
effective  on  the  date  of  its  pubUetttaa 
in  the  Federal  Register. 

(Sec    409 ( c  M  1 ) ,  72  Stat.  1788;  21  VB.C.  M 

(CM  I)  ) 

Dated:   February  6,  1982. 

Geo.  p.  Lauocs, 
Commissioner  of  Food  and  Dntt. 

|FR     Doc     62-1388;    Filed,    Feb.    t,    Mt 
8  47  ajn.| 


gfturday,  February  10,  1962 

,  to  this  subpart  F  conforms  with  any 


PART   121— FOOD  ADDITIViS 

Subpart  F— Food  Additives  R«wlliii| 
From  Contact  with  ContahMfi  « 
Equipment  and  Food  Addlll»M 
Otherwise  Affecting  Food 

Resinous  and  Polymehic  Coatoni 


Best  Securities,  supra  note  1. 


The  Commissioner  of  FHxxl  and  ] 
having  reviewed  comments  siibmimd  ty 
the  following  firms  and  other 
material,  has  concluded  that 
changes  in  the  text  of  S  121 J614  ut 
needed  to  clarify  the  order: 

Can    Manufacturers    Institute,    Ine.,  M 

15th  Street  NW..  Washington  S,  DjC. 
National  Paint,  Varnlah  and  Laoqtt«ia»- 

elation.  Inc  .  1600  Rhode  laland  Ai 

NW  .  Waahlngton  5.  D  C. 
Interchemlcal  Corp  ,  P.O.  Bo«  6M, 

l.N  J. 
Owens-nUnols     Technical     Otntar,    11N 

North  Westwood,  Toledo,  Ohio. 
Ebso   Research   and   Englneerlnf  Oo.,  PX). 

Box  111.  Linden.  NJ. 
W  R  Grace  &  Co  ,  Dewey  and  AlmyClMat> 

c;il  Division.  Cambridge.  Uam. 
American  Can  Co..  100  Park  AvaniM.  ■•« 

York.  N.y.  ^ 

Stoner-Mudge    Co.,   2000   WeitbaU  B*tmi, 

PUtaburgh.  Pa.  

The    Glldden    Co.    900    tJnlon    0(nB«« 

Building.  Cleveland.  Ohio.  ^^ 

Firestone  Plastics  Co.,  P.O.  Box  WO,  fO*l^ 

town.  Pa.  _. 

Enjay  Chemical  Co  ,  15  West  61rt  SMM. 

New  York,  NY. 

Therefore,  pursuant  to  the  proykriow 
of  the  Federal  Pood.  Drug,  and  C(MM^ 
Act  (sec.  409(0  <1).  72  SUt.  17«8:  H 
U.S.C.  348(c)(1)).  and  under  ttie  M- 
thority  delegated  to  the  CommlirtCBir 
by  the  Secretary  of  Health.  BdUMOaB. 
and  Welfare  (25  F.R.  8625).  JA?.-*? 
(21  CFR  1212514;  28  P.R.  WW)  ■ 
amended  as  follows: 

1.  Section  121.2514(b)(3)  Is 
to  read : 

§121.2.'>lt    Resinous  and  pdjrmefte  «•* 
inpt. 


<b)    •    •    •  , ,   .    ^ 

(3)  Any  substance  employea  »•» 
production  of  resinous  and  pw  ■■■ 
coatings  that  is  the  subject  of  • 


tt*SJSon  in  such  regulation,  and 
•*^Sce  that  Is  not  the  subject 
!fl  ^Station  in  this  subpart  P  con- 
zllwith  the  specification,  if  any.  pro- 
Sjran  order  extending  the  effective 
iKfol  the  sUtute  for  such  substance 
J^  indirect  additive  to  food.  Sub- 
"^Sa  named  In  this  subparagraph  and 
JS^ldentifled  as  required: 

,  paragraph  (b)(3)(xv)  is  amended 
^deleting  the  item  'Maleic  acid  ester 
SJivcerol"  and  substituting  therefor 
S,  words  "Methyl,  ethyl,  propyl,  butyl. 
^1  hexyl.  heptyl,  or  octyl  esters  of 

3  Psiagraph  (b)  (3)  (xxv)  is  amended 
K,  deleting  the  words  "N.N'-Dlstearyl 
SiTlenedlamine"  and  subsUtuting  there- 
Jo^the  item  '\W,N'-Distearoyl  ethylene- 

''^f^utigraph  (b)(3)  (xxxi)  is  amended 
bv  deleting  the  item  "di-Pentamethylene 
Siuram  disulfide"  and  substituting 
therefor  the  item  "di-Pentamethylene 
thiuram  tetrasulflde." 

5  Paragraph  (c)  is  amended  to  read 
u  follows: 

(c)  The  coating  in  the  finished  form 
in  wblch  it  is  to  contact  food,  when  ex- 
tncted  with  the  solvent  or  solvents  char- 
icterlilng  the  type  of  food,  and  imder 
conditions  of  time  and  temperatiu-e 
ehirscterlzing  the  conditions  of  Its  in- 
tended use  as  determined  from  Tables  1 
lod  2  of  paragraph  (d)  of  this  section, 
ihill  yield  chloroform-soluble  extrac- 
ttrea.  corrected  for  zinc  extractives  as 
line  ideate,  not  to  exceed  the  following : 

(1)  Prom  a  coating  intended  for  or 
employed  as  a  component  of  a  container 
Dot  to  exceed  1  gallon  and  intended  for 
one-time  use,  not  to  exceed  0.5  milligram 
per  square  inch  nor  to  exceed  that 
ifflount  as  milligrams  per  square  inch 
thst  would  equal  0.005  percent  of  the 
ftter  capacity  of  the  container,  in  milll- 
pims,  divided  by  the  area  of  the  food- 
(ODtact  surface  of  the  container  in 
quare  inches.  From  a  fabricated  con- 
tainer conforming  with  the  description 
in  this  subparagraph,  the  extractives 
ibsn  not  exceed  0.5  milligram  per 
^uare  Inch  of  food-contact  surface  nor 
exceed  50  parts  per  million  of  the  water 
apscity  of  the  container  as  determined 
bf  the  methods  provided  in  paragraph 
(e)  of  this  section. 

(2)  PrcHn  a  coating  intended  for  or 
employed  as  a  component  of  a  container 
hsTing  a  capacity  in  excess  of  1  gallon 
ind  intended  for  one-time  use,  not  to 
exceed  1.8  milligrams  per  square  inch 
nor  to  exceed  that  amount  as  milligrams 
per  square  inch  that  would  equal  0.005 
percent  of  the  water  capacity  of  the  con- 
tainer In  milligrams,  divided  by  the  area 
<i  the  food -contact  surface  of  the  con- 
tainer in  square  inches. 

(3)  Prom  a  coating  intended  for  or 
mployed  as  a  component  of  a  container 
te  repeated  use  of  continuous  service, 
Dot  to  exceed  18  milligrams  per  square 
Inch  nor  to  exceed  that  amount  as  milli- 
nm>  per  square  inch  that  would  equal 
•  W6  percent  of  the  water  capacity  of 
tt>t  container  In  milligrams,  divided  by 
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the  area  of  the  food-contact  surface  of 
the  container  in  square  inches. 

(4)  From  coating  intended  for  re- 
peated use  or  continuous  service,  and 
employed  other  than  as  a  component  of 
a  container,  not  to  exceed  18  milligrams 
per  square  inch  of  coated  surface. 

6a.  Paragraph  (d)  is  amended  by 
changing  items  I  and  II  in  Table  1  to 
read: 

I.  Nonacld  (pH  above  5.0),  aqueous 
products;  may  contain  salt  or  sugar  or 
both,  and  Including  oU-ln-water  emul- 
sions of  low-  or  high-fat  content. 

II.  Acidic  (pH  6.0  or  below) ,  aqueous  prod- 
ucts; may  contain  salt  or  sugar  or  both, 
and  Including  oU-in-water  emulsions 
of  low-  or  high-fat  content. 

b.  Paragraph  (d)  is  further  amended 
by  changing  the  title  of  Table  2  to  read : 
"Table  2 — Test  procedures  for  determin- 
ing the  amount  of  extractives  from  res- 
inous or  poljrmeric  coatings,  using  sol- 
vents simulating  types  of  foods  and 
beverages";  by  inserting  in  Table  2,  item 
A,  food  t3rpes  I,  IV-B.  in  the  column 
under  "Extractant  Heptane ' '  Time  and 
temperature,"  the  words  "150°  F..  2  hr"; 
and  by  changing  footnote  2  under'  Table 
2  to  read:  "'Heptane  extractivity  results 
must  be  divided  by  a  factor  of  five  in 
arrivi^  at  the  extractivity  for  a  food 
product." 

7.  Paragraph  (e)  Analytical  methods 
is  amended  by  inserting  the  following 
note  preceding  subparagraph  (5) : 

Note:  The  tests  specified  In  subparagraph 
(4)(1)  through  (xvll)  of  paragraph  (e)  are 
applicable  to  flexible  packages  consisting  of 
coated  metal  contacting  food,  in  which  case 
the  closure  end  Is  double-folded  and  clamped 
with  metal  spring  clips  by  which  the  pack- 
age can  be  suspended. 

8.  Paragraph  (e)(3)  is  amended  by 
changing  the  phrase  "»/8-inch  x  li-inch" 
to  read,  "ys-inch— '/4-inch". 

9a.  In  paragraph  (e)  (4)  (i)  through 
(xvll) ,  inclusive,  the  last  sentence  in  each 
subdivision  Is  changed  to  read:  "Proceed 
with  the  determination  of  the  amount  of 
extractives  by  the  method  described  in 
subparagraph    (5)    of   this  paragraph." 

b.  In  paragraph  (e)  (4)  (vi) ,  the  word 
"baker"  in  the  eleventh  line  is  changed  to 
read  "beaker". 

10.  Paragraph  (e)(5)  is  changed  to 
read: 

(5)  Determination  of  amount  of  ex- 
tractives— (i)  Total  residues.  Evaporate 
the  food-simulating  solvents  from  sub- 
paragraph (4)  (i)  to  (xvll) ,  inclusive,  of 
this  paragraph  to  about  100  milliliters 
in  the  Pyrex  flask  and  transfer  to  a 
clean,  tared  platinum  dish,  washing  the 
flask  three  times  with  the  solvent  used 
in  the  extraction  procedure,  and  evapo- 
rate to  a  few  milliliters  on  a  nonsparking 
low-temperature  hotplate.  The  last  few 
milliliters  should  be  evaporated  in  an 
oven  maintained  at  a  temperature  of 
212*  F.  Cool  the  platinum  dish  in  a 
desiccator  for  30  minutes  and  weigh  the 
residue  to  the  nearest  0.1  milligram  (e) . 
Calculate  the  extractives  in  milligrams 
per  square  inch  and  in  parts  per  million 
for  the  particular  size  of  container  being 
tested  and  for  the  specific  food-simulat- 
ing solvent  used. 
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(a)  Water  and  8-percent  alcohol. 

Milligrams  extractives  per  square  inch  = 

e 
s' 

Extractives  residue  =;Ei  = 

(e)(a)(1000) 
{c){s)        ' 

(b)  Heptane. 

Milligrams  extractives  per  square  lnch= 


(s)(F) 
Extractives  residue  =  £x= 

(e)(a)(1000) 

(c)(s)(F-)     • 
Where: 
Ex  =  Extractives  residue  In  parts  per  mU- 
llon  for  any  container  size. 

e=  Milligrams  extractives  per  sample 
tested. 

a  =  Total  coated  area,  including  closure. 
In  square  Inches. 

c  =  Water  capacity  of  container,  In  grams. 

5=  Surface  of  coated  area  tested.  In 
square    Inches. 

F=Flve,  the  ratio  of  the  amount  of  ex- 
tractives removed  from  a  coated 
container  by  heptane  under  exag- 
gerated time-temperature  test  con- 
ditions compared  to  the  amount 
extracted  by  a  fat  ox  oU  from  a 
container  tested  under  exaggerated 
conditions  of  thermal  sterilization 
and   use. 

e'=  Chloroform-soluble    extractives    resi- 
due. 
ee'  =  Z'nc  corrected  chloroform -soluble  ex- 
tractives residue. 

e'  or  ee'  is  substituted  for  e  In  the  above 
formulas  when  necessary. 

If  when  calculated  by  the  formulas  in 
(a)  and  (b)  of  this  subdivision,  the  con- 
centration of  extractives  residue   (£x) 
exceeds  50  parts  per  million  or  the  ex- 
tractives in  milligrams  per  square  inch 
exceed    the    limitations    prescribed    in 
paragraph   (c)    of  this  section  for  the 
particular  container  size,  proceed  to  sub- 
division    (ii)     of     this     subparagraph 
(method  for  determining  the  amount  of 
chloroform -soluble  extractives  residue). 
(ii)   Chloroform-soluble       extractives 
residue.    Add  50  milliliters  of   chloro- 
form (freshly  distilled  reagent  grade  or 
a  grade  having  an  established  consist- 
ently   low    blank)     to    the    dried    and 
weighed  residue,   (e),  in  the  platinum 
dish,  obtained  in  subdivision  (i)  of  this 
subparagraph.    Warm     carefully,     and 
filter  through  Whatman  No.   41   filter 
paper  in  a  Pyrex  funnel,  collecting  the 
filtrate  in  a  clean,  tared  platinum  dish. 
Repeat  the  chloroform  extraction,  wash- 
ing the  filter  paper  with  this  second  por- 
tion of  chloroform.    Add  this  filtrate  to 
the  original  filtrate  and  evaporate  the 
total  down  to  a  few  milliliters  on  a  low- 
temperature    hotplate.    The    last    few 
milliliters  should  be  evaporated  in  an 
oven  maintained  at  212"  P.    Cool  the 
platinum   dish   in  a  desiccator  for  30 
minutes  and  weigh  to  the  nearest  0.1 
milligram  to  get  the  chloroform-soluble 
extractives  residue  (c').    This  c'  is  sub- 
stituted for  e  in  the  formulas  in  (a)  and 
(b)  of  subdivision  (i)  of  this  subpara- 
graph.   If  the  concentration  of  extrac- 
tives   (Ex)    still  exceeds  50  parts  per 


I 

I 


1254 

million  or  the  extractives  in  milligrams 
per  square  inch  exceed  the  limitations 
prescribed  in  paragraph  <c)  of  this  sec- 
tion for  the  particular  container  size, 
proceed  as  follows  to  correct  for  zinc 
extractives  ( "C"  enamels  only  >  :  Ash  the 
residue  in  the  platinum  dish  by  heating 
f.ently  over  a  Meeker-type  burner  to  de- 
stroy organic  matter  and  hold  at  red 
heat  for  about  1  minute.  Cool  in  the 
air  for  3  minutes,  and  place  the  platinum 
dish  in  the  desiccator  for  30  minutes  and 
weigh  to  the  nearest  0.1  milligram. 
Analyze  this  ash  for  zinc'  by  standard 
Association  of  OflBcial  Agricultural 
Chemists  methods  or  equivalent.  Calcu- 
late the  zinc  in  the  ash  as  zinc  oleato. 
and  subtract  from  the  weight  of  chloro- 
form-soluble extractives  residue  <e')  to 
obtain  the  zinc-corrected  chloroform - 
soluble  extractives  residue  tee''.  This 
ee'  is  substituted  for  e  in  the  formulas  in 
(a)  and  (b)  of  subdivision  li'  of  this 
subparagraph. 

To  comply  with  the  limitations  in 
paragraph  (O  of  this  section,  the  chloro- 
form-soluble extractives  residue  'but 
after  correction  for  zinc  extractives  in 
case  of  "C"  enamels)  must  not  exceed 
50  parts  per  million  and  must  not  exceed 
In  milligrams  per  square  inch  the  limi- 
tations for  the  particular  article  as  pre- 
scribed in  paragraph  (c><i»  of  this 
section. 

Notice  and  public  procedure  and  de- 
layed effective  date  are  not  necessary 
prerequisites  to  the  promulgation  of  this 
order,  and  I  so  find,  since  the  amend- 
ments serve  only  to  clarify  and  interpret 
existing  regulations. 

Effective  date.  These  amendments 
shall  become  effective  upon  publication 
of  this  order  in  the  Peder.al  Register. 

(Sec.  409(c)(1),  72  St.tt,   1786;  21  USC    348 
(C)(1)) 

Dated:  February  6,  1962. 

Geo.  p.  L.\rrick. 
Commissioner  of  Food  and  Drugs. 

[PH.    Doc.     fl2-1390;     Filed.     Feb,     9.     1962. 
8:48  am  I 


PART    121— FOOD   ADDITIVES 

Subpart  F — Food  Additives  Resulting 
From  Contact  With  Containers  or 
Equipment  and  Food  Additives 
Otherwise  Affecting  Food 

Filters,  Resin-Bonded 

The  Commissioner  of  Food  and  Drugs. 
having  evaluated  the  data  submitted  in 
petitions  filed  by  Johnson  and  Johnson. 
4949  West  65th  Street.  Chicago  38.  Il- 
linois, and  The  Kendall  Company.  Wal- 
pole,  Massachusetts,  and  other  relevant 
material,  has  concluded  that  the  follow- 
ing order  should  issue  with  respect  to 
resin-bonded  filters  intended  for  u.se  in 
filtering  milk  and  edible  oils.  There- 
fore, pursuant  to  the  provisions  of  the 
Federal  Food.  Drug,  and  Cosmetic  Act 
(sec.  409(c) '1).  72  Stat.  1786;  21  USC. 
348(c)  ( 1)  > .  and  under  the  authority  del- 
egated to  the  Conunissioner  by/the  Sec- 
retary of  Health.  Education,  and  Welfare 
(25  PJl.  8625).  Subpart  F  of  the  food 
additive  regulation   (21  CFR  Part  121  • 
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is  amended  by  adding  thereto  the  follow- 
ing new  section. 

§  121.2336      FillrM,  rej.in-lK>n€letl. 

Resin-bonded  filters  may  be  safely 
used  in  producing,  manufacturing,  proc- 
essing, and  preparing  food,  subject  to  the 
provisions  of   this  section. 

<a>  Resin-bonded  filters  are  prepared 
from  natural  or  synthetic  fibers  to  which 
have  been  added  substances  required  in 
their  preparation  and  finishing,  and 
which  are  bonded  with  resins  prepared 
by  conderLsation  or  polymerization  of 
rcsin-forming  materials,  together  with 
adjuvant  substances  required  in  their 
preparation,  application,  and  curing. 

lb'  The  quantity  of  any  substance 
employed  in  the  production  of  the  resin- 
bonded  filter  does  not  exceed  the  amount 
reasonably  required  to  accomplish  the 
intended  physical  or  technical  effect  or 
any  limitation  further  provided. 

<c>  Any  substance  employed  in  the 
production  of  resin-bonded  filters  that 
is  the  subject  of  a  re^-.ulation  in  this  Sub- 
part F  of  this  part  conforms  with  any 
specification  in  such  rtf^ulation,  and  any 
substance  that  is  not  the  subject  of  a 
re'.;ulation  in  such  subpart  conforms  with 
the  spocUication,  if  any.  provided  by  an 
order  extending  the  effective  date  of  the 
statute  for  ^uch  substance  as  an  indirect 
additive  to  food. 

id'  Substances  employed  in  the  pro- 
duction of  resm- bonded  filters  include 
the  follouiiK'.  subject  to  any  limitations 
provided . 

L-st   of   Sub  tanccs   and   Li^utatirna 

vli    Fiber.? 

Cotton 
N>lon      (From  nyl<in  rcln.s  complying  with 
ti'.e  provisions  of  appllciiblc  regulations 
In  Subpart  F  ) 
Raycn    (\lscosc). 
(21    Sub-:tan<f<  employed  tn   fiber  finithing: 
Tltunlum  cUoxKle. 
Oleic  acid 
Sticllum  oleate 
(3)    Rcsinv 
Polyvinyl  alcohol 
Polyvinyl    alcohol    with    the   copolymer   of 

acrylic  acid-allyl  sucrose 
Polyvinyl   alctjhul   with   melamliie   formal- 
dehyde. 
Pulyvinyl   acetate   with   melamlne   forinal- 
dthyde 
i4'    Adjutant  sub^tance.i 
Dimethyl    p<ilysUnxane   with    methylcellu- 
lofe  and  .^orblc  acid      (As  an  antifuanung 
agent  i 
Phosphoric   acid. 
Pulyrorbate  80. 

'e»  Resin-boadcd  filters  conforming 
with  the  specifications  of  subparagraph 
ill  of  this  paragraph  are  used  as  pro- 
vided in  subparagraph  '  2  >  of  this  para- 
graph: 

111  Total  extractiics:  The  finished 
filter,  when  exposed  to  distilled  water  at 
100  F.  for  2  hours,  yields  total  extrac- 
tives not  to  exceed  2.8  percent  by  weight 
of  the  filter. 

'2  I  Conditions  of  use:  It  is  used  to  fil- 
ter milk  at  operating  temperatures  not 
to  exceed  100    F. 

if  I  Resin-bonded  filters  conforming 
with  the  specifications  of  subparagraph 
il>  of  this  paragraph  are  used  as  pro- 
vitjed  in  subparagraph  (2i  of  this  para- 
graph: 


(1»  Total  extractives:  The  fimA.^ 
filter,  when  exposed  to  distilled  vtUariS 
145  F.  for  2  hours,  yields  total  estriA. 
Uves  not  to  exceed  4.0  percent hrirdSi 
of  the  filter.  "*«» 

(2>   Condjhons  o/ use."  It iaiuedtofll 
ter  milk  at  operating  temperatuiw  m 
to  exceed  145     F.  ^ 

ig)  Resin-bonded  filters  confonnii^ 
with  the  specifications  of  subparacrnh 
1 1 »  of  this  paragraph  are  used  u  wru 
vided  in  subparagraph  (2)  of  thl«  ptr». 
graph. 

il'  Total  extractives:  The  flniahed 
filtt>r,  when  exposed  to  n-hexane  tt  re- 
flux temperature  for  2  hours  yidda  toUl 
extractives  not  to  exceed  0.2  peitent  ht 
weight  of  the  filter.  ^ 

i2>  Conditions  of  use:  It  is  uaed  to 
filter  edible  oils. 

Any  per.son  who  will  be  adversely  tj. 
fected  by  the  foregoing  order  may  atuy 
time  prior  to  the  thirtieth  day  from  the 
date  of  its  publication  in  the  PB>nii 
Register  file  with  the  Hearing  Clerk, De- 
partment  of  Health,  Education,  and  Wd- 
fare.  Room  5440,  330  Independence  Ave- 
nue SW  .  Washington  25.  D.C.,  wrtttoi 
objections  thereto.  Objections  shall 
show  wherein  the  person  filing  win  be 
adversely  affected  by  the  order  and  spec- 
ify with  particularity  the  provislou  d 
the  order  deemed  objectionable  and  the 
grounds  for  the  objections.  If  a  hetriiv 
is  requested,  the  objections  must  stite 
the  issues  for  the  hearing.  A  betriiv 
will  be  granted  if  the  objections  are  sop- 
ported  by  grounds  legally  sufBdent  to 
justify  the  relief  sought.  Objecttaa 
may  be  accompanied  by  a  memorandoB 
or  brief  in  support  thereof.  All  docu- 
ments shall    be  filed  in  quintuplicate. 

Elective  date.  This  order  shall  be  ef- 
fective on  the  date  of  its  publication  tn 
the  Feder.^l  Register. 

(Sec    409(C)(1),  72  Stat.  1786;  21  U.S.C.  M 

(CI (1) ) 

Dated:    January  29,  1962. 

Geo.  p.  Lamick, 
Commissioner  of  Food  and  Drugs. 

[PR     Doc.    62-1389:     Piled.    Peb.    9,    IMt 
8:48  ajn.l 


Title  29— LABOR 

Chapter  V — Wage  and  Hour  Divisien, 
Department  of  Labor 

SUBCHAPTER  B — STATEMENTS  OF  GENRAl  POt 
ICY  OR  INTERPRETATION  NOT  DIKCTIY  ■> 
LATcD   TO   REGULATIONS 

PART  784— PROVISIONS  OF  THE  FAB 
LABOR  STANDARDS  ACT  APPUa- 
BLE  TO  FISHING  AND  OPERATIONS 
ON  AQUATIC  PRODUCTS 

Revision 

Part  784  of  Chapter  V.  Title  29  of  the 
P'ederal  Regulations.  Is  hereby  rerlaed  in 
the  manner  indicated  below  in  order  lo 
adapt  It  to  the  Fair  Labor  St«nd«x* 
Amendments  of  1961   iPub.  Law  OT-W. 

As  this  revision  is  concerned  imw 
with  interpretative  rules,  neither  V^ 
procedure  nor  delay  in  the  efTectiTeW 
is  required  by  section  4  of  the  Admlni*- 


;  February  10,  1962 

PMoedure  Act.  and  it  will  become 
^gjjjpon  publicaUon  in  the  FCtesAL 

•JJJJtoed.  29  CFR  Part  784  reads  as 

w*^*'        Subpa'f  A — G«n«rtil 
ijrrmoDUCTOBT 


See. 
784.11B 

784^17 
784.118 
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_.,  and  noncovered  work  per- 

fonned  during  the  workweek. 

;  and  nonexempt  work  In  tbe 


See. 

784.150 


Activities  performed 
establishments. 


In 


•LT 


nui 


MM 


BUS 

mit 


Q^mti  Bcope  at  the  Act. 
Ilgttsn  discussed  In  this  part. 
Hitters   discussed    In    other   Inter- 

■preUUons. 

gifulflcance  of  official  Interpreta- 
tions. 

BMie  support  for  Interpretations. 

inttfpretatlons  made,  continued,  and 
guperseded  by  this  part. 

Boicx  Basic  DwmrmouB 

Pjfinition  of  terms  used 'In  the  Act. 
-Imployer".   "employee",   and  "em- 

pior'-  . 

T«ton".  I 

"KnterprlBe". 

•^tabllsbment". 

■i^tiirprlse  engaged  in  eommeroe  or 

In   the    production   of    goods   for 

oonunerce". 
•^Oommerce". 
-Production". 
-Ooods". 
-8Uts". 
•Regular  rate". 

or     COVXRAOC     AND     BZCMFTIOW 
PROVISIONS  OF  THK  ACT 

■|ia   BmIc  ooverE^e  In  general. 

■yf  oeaunerce  actlintles  of  employees. - 

MM   oonunerce  acUvltles  of  enterprise  In 

which  employee  Is  employed. 
BUI   xmnption  from  the  Act's  proTlalons. 
BUI   Onidlng     principles     for     applying 

eorerage  and  exemption  provisions. 
BUI   tutitmiiiTi   wages  and  overtime  pay 

for  "old"  and  "new"  coverac*. 
BUI  Pay  standards  for  employees  subject 

to  "old**  coverage  of  the  Act. 
INJI   Pay  standards  for  "newly  coTered" 

•nployees. 

Illpal   l—ixemption    Previtiem    MoHfifl    H 
IWiing    and    Aquatic    PredMH 

TBI  Statutokt  PsoviaiOMB 

WiOO    TlM  section    13(a)(6)    exemption. 
HLM   The  section   13(b)(4)    exemption. 

ImmLkTiTK  HisTOBT  or  XxncFnoNa 

MJM    Oeneral  legislative  history. 

mm   iidoptlon  of  the  exen^>tlon  in  the 

original  1938  Act. 
«UM    The  1049  amendments. 
MJM    The  1061  amendments. 

PnaeiPLxs  Applicablb  to  thx  Two 
Exmrriows 

MJW  Belatlonshlp  of  employee's  work  to 
named  operations. 

WMT  Belatlonshlp  of  employee's  work  to 
operations  on  the  specified  aquat- 
ic products. 
OperaUons  not  Included  in  named 
operations  on  forms  of  aquatic 
"life", 
llanufactxire  of  supplies  for  named 
operations  Is  not  exempt. 

MJIO  Performing  operations  both  on  non- 
aquatic  products  and  named 
aquatic  products. 

MJU  Operations  on  named  products  wltli 
substantial  amounts  of  other  in- 
gredients are  not  exempt. 

MJU  Substantial  amoimts  of  nonaquatle 
products;  enforcement  policy. 

Will  Work  related  to  named  operations 
performed  In  off-  or  dead-season. 

ILIU  Application  of  exemptions  on .  a 
workweek  basis. 


OamMnfttlons  of  tautmpt  work. 
Work  subject  to  different  minimum 
wage  rates  in  same  workweek. 

OtUMMCtwm,  AJn>  Boon  or  tbs  Sac- 
Tn»r  lS(a)  (6)  Kxkmption 

The  exemption  Is  Intended  for  work 
affected  by  natural  factors. 

Xffeet  of  natural  factors  on  named 
<qieratlons. 

AppHire**""  of  exemption  to  "off- 
•hore"  activities  In  general. 

KnmpC   fisheries   operations. 

Opsratlons  performed  as  an  inte- 
grated part  of  fishing. 
'Operations    performed    on    fishing 
eqtdpment. 

Oolng  to  and  returning  from  work. 

Tio^t»<e  and  unloading. 

Operation  of  the  fishing  vessel. 

~  ~      and  clerical  employees  imder 
»tlonl3(a)(S).  ' 


Sec. 
784.119 

784.190 

784.131 

784.133 
784.138 

784.134 

784.135 
784.136 
784.137 
784.138 


PBoenezHO.  CAimura,  oa  Packxho  or 
MsBiifx  PaomrcTB  UKosa  Sscnoir  13(a)  (5) 

784.130  Kequirements  for  exemption  of  first 
processing,  etc.  at  sea. 

784.1S0    'marine  producU". 

784^81     "At  sea". 

784.1S3  "As  an  Incident  to,  or  In  conjunc- 
tion with",  fishing  operations. 

784.188    The  esempt  operations. 

784.184    "First  processing''. 

784.188    "Canning". 

784.186    "Packing". 

OaimaL  CBaaacTm  and  Soopx  or  thx  Sxc- 
noM  13(4>)  (4)  BmcPTioN 

784.137  "Shore"  activities  exempted  \mder 
section  13(b)  (4). 

784.188  Belatlonsbtp  of  exemption  to  ex- 
emption for  "offshore"  activities. 

784.180  Perishable  state  of  the  aquatic 
product  as   affecting   «cemptlon. 

784.140  Cteope    of    exempt    operations     in 

general. 

784.141  Fabrication  and  handling  of  sup- 

plies for  use  In  named  operations. 

784.143  Xxamplee  of  nonexempt  employees. 

"CAKWDfO" 

784.148  M^f*"«"g  and  scope  of  "canning" 
as  used  in  section  13(b)(4). 

784.144  "Necessary  preparatory  operations". 
784.148    Preliminary  processing  by  the  ean- 


784.146  Preliminary  processing  by  another 

•midoyer  as  part  of  "canning". 

784.147  FreasTTatlon  of  aquatic  products  for 

later  canning. 
784.f48    rtoffslng:  of  aquatic  products  for 
f^Tiwtng  and  for  other  disposition. 

784.148  "HenaetlcaUy  sealing  and  sterllzlng 

or  pasteiuizlng". 

784.160  "Subsequent  operations". 

784.161  employees  "employed  in"  canning. 

PlOCBBBIirO,  PUCBUMO,  AND  CUBINO 

See. 

784.163  General  scope  of  processing,  freez- 
ing, and  curing  activities. 

784.168  "i^ieal  operations  that  may  qualify 
for  exemption. 

784164  Naased  operations  performed  mi 
previously  {nxxsessed  aquatic 
products. 

784.168  Oj^rations  performed  after  product 
la  rendered  nonpertshable. 

784.166  Openktions  performed  on  byprod- 
ucts. 

BCABXxnira,  Sroaoro.  Pacxino  pox  Shipicknt, 
AMD  DisnuBumfo 


784.167  Oeneral  scope  of  named  operaUona. 

784.168  Relationship  to  other  operations  as 

affecting  exemption. 


AFPLJCAnoH  or  SacnoM  18(b)  (4)  nf  Csbxaiw 

EBTABUSHSmnS 

784.160    BstaUlshmen«B  exeluslTely  derated 

to  named  operations. 

AuTHoaiTT:   11784.0     to     784180 
\mder  sees.  1-10  53  Stat.  1060,  as 
75  Stat.  65;  30  UJS.C.  201-210. 

Subpart  A — G«ii«rat 

InTROI)  cjctost 

§  784.0     Purpose. 

it  is  the  purpose  of  this  part  to  provide 
an  official  statement  of  the  Tiews  of  the 
Department  of  Labor  with  respect  to  the 
application  and  meaning  of  thoae  pro- 
visions of  the  Fair  I^bor  Standards  Act 
which  govern  rights  and  obllgatiaos  of 
employees  and  employers  in  the  wmhaoM 
enterprises  engaged  in  fishing  and  re- 
lated activities   and  in  oipenXiaDt  <hi 
aquatic  products.    The   ajH>licatloa  of 
the  Act  to  employment  in  such,  eatar- 
prises  was  broadened  by  amendments 
effective  S^tember  3.  IMl.    JJadu  the 
amended  Act.  a  substantia]  nnnker  at 
employees  employed  in  the  proceedng 
(other  than  canning) .  marketing.  Ireee- 
ing,  curing,  storing,  padring  Uu  ship- 
ment, or  distributing  of  fish,  shellfldi, 
or  other  aquatic  forms  of  animal  or  vege- 
table life  and  their  by-products  will  lie 
subject  to  its  wiiniwiimi  wage  provialaiM 
for  the  first  time.    Also,  certatai  eea- 
ployers  engaged  in  some  of  these  activi- 
ties may  have  onployees  who  are  utmtj 
subject  to  the  Act  under  the  amendments 
extending  coverage  to  emidoyees  ees- 
ployed  in  specified  enterprises  engaged 
In  commerce  or  in  the  ixtKluctloKi  of. 
goods  for  commerce.  An  exemptian  from 
Twiniimim  wages  as  wdl  1^  overtime  pay 
has  been  extended  by  Che  1961  amend- 
ments to  co-tain  employees  emplored  In 
canning  of  marine  products  at  seiL    tt 
is  an  objective  of  this  part  to  make  a^Jl- 
able  In  (me  place,  for  the  Informstian 
of  those  who  may  be  concerned  with 
these  and  related  provisions  <tf  the  law. 
the  official  interpretations  ci  waA  pto- 
visions  by  which  the  Department  of  Idu 
bor  wUl  be  guided  tn  carrying  out  its 
responsibilities  undo*  the  Act 

§784.1     General  sc(H[»e  of  the  Act. 

The  Fair  Labor  Standards  Act.  as 
amended.  Is  a  Federal  statute  of  genwel 
application  which  estabbshes  mininom 
wage,  overtime  pay.  and  child  labor  re- 
quirements that  apply  as  provided  in  tbit 
Act.  Employers  and'emplcqrees  in  en- 
terprises engaged  in  fishing  and  related 
activities,  or  in  ^tverations  on  aquatie 
products  on  shore,  need  to  know  how 
the  Act  applies  to  employment  in  tbeee 
enterprises  so  that  they  may  understand 
their  rights  and  obligations  under  tbe 
law.  All  employees  whose  emplannent 
has  the  relationship  to  interstate  or  for- 
eign commerce  which  the  Act  speciflee 
are  subject  to  the  prescribed  labor  stand- 
ards unless  specifically  exemi^ed  from 
them.  Employers  having  such  employeee 
are  required  to  comply  with  the  Acfa 
provisions  in  this  regard  and  with  Qed- 
fled  record-keeping  requirements  eon- 
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tained  In  P«rt  516  of  this  chapter.  The 
law  authorises  the  Department  of  Labor 
to  investigate  for  compliance  and.  In  the 
erent  of  violations,  to  supervise  the  pay- 
ment of  unpaid  minimum  wa^es  or  un- 
{Mdd  overtime  compensation  owing  to  any 
employee.  The  law  also  provides  for 
enforcement  in  the  courts. 

§  784.2      Malten  discuaaed  in  lhi«  part. 

This  part  discusses  generally  the  pro- 
visions of  the  Act  which  govern  its  ap- 
plication to  employers  and  employees  in 
enterprises  and  establishments  of  the 
fisheries,  seafood  processing,  and  related 
industries.  It  discusses  in  some  detail 
those  exemption  provisions  of  the  Act  in 
sections  13(a)(5)  and  13(b)(4)  which 
refer  specifically  to  employees  employed 
in  described  activities  with  respect  to 
seafood  and  other  forms  of  aquatic  life. 

§  785.3      Mattera   diacuased    in    other    in- 
tcrpretJitiona. 

Interpretations  having  general  ap- 
plication to  others  subject  to  the  law. 
as  well  as  to  fishermen  and  seafood  can- 
ners.  processors,  or  distributors  and  their 
employees,  have  been  Issued  on  a  nvun- 
ber  of  subjects  of  general  interest.  These 
will  be  found  in  other  parts  of  this  chap- 
ter. Reference  should  be  made  to  them 
for  guidance  on  matters  which  they  dis- 
cuss in  detail,  which  this  part  does  not 
undertake  to  do.  They  include  Part  777 
of  this  chapter,  discussing  methods  of 
payment  of  wages ;  Part  778  of  this  chap- 
ter, discussing  computation  and  pay- 
ment of  overtime  compensation ;  Part  785 
of  this  chapter,  discussing  the  calcula- 
tion of  hours  worked;  Part  791  of  this 
chapter,  discussing  joint  employment 
relationships;  and  Part  776  of  this  chap- 
ter, discussing  the  general  coverage  pro- 
visions of  the  Act.  Reference  should 
also  be  made  to  Subpart  O  of  Part  4  of 
this  title,  which  contains  the  official 
interpretations  of  the  child  labor  pro- 
visions of  the  Act. 

§  784.4      Significanrr  of  official  interpre- 
tationa. 

The  regulations  in  this  part  contain 
the  official  interpretations  of  the  De- 
partment of  Labor  pertaining  to  the  ex- 
emptions provided  in  sections  13(a)  (5> 
and  13(b)(4)  of  the  Fair  Labor  Stand- 
ards Act  of  1938,  as  amended.  It  is  in- 
tended that  the  positions  stated  will 
serve  as  "a  practical  guide  to  employers 
and  employees  as  to  how  the  ofDce  rep- 
resenting the  public  interest  In  its  en- 
forcement will  seek  to  apply  it"  (Skid- 
more  V.  Swift,  323  US.  134,  138 > .  These 
Interpretations  indicate  the  construction 
of  the  law  which  the  Secretary  of  Labor 
and  the  Administrator  believe  to  be  cor- 
rect and  which  will  guide  them  in  the 
performance  of  their  duties  under  the 
Act,  unless  and  until  they  are  otherwise 
directed  by  authoritative  decisions  of  the 
courts  or  conclude  upon  the  re-examina- 
tion of  an  interpretation  that  it  is  In- 
correct. The  interpretations  contained 
herein  may  be  relied  upon  in  accordance 
with  section  10  of  the  Portal-to-Portal 
Act  (29  U.S.C.  251-262),  so  long  as  they 
remain  effective  and  are  not  modified, 
amended,  rescinded,  or  determined  by 
Judicial  authority  to  be  incorrect. 
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§  784.5      Baair    support    for    interprrla- 
tiona. 

The  ultimate  decisions  on  interpreta- 
tions of  the  Act  are  made  by  the  courts 
(Mitchell  V.  Zachry,  362  U.S.  310;  Kirsch- 
baum  V.  Walling.  318  U.S.  517).  Court 
decisions  supposing  interpretations  con- 
tained in  this  part  are  cited  where  it  is 
believed  they  may  be  helpful.  On  mat- 
ters which  have  not  been  determined  by 
the  courts,  it  is  necessary  for  the  Secre- 
tary of  Labor  and  the  Administrator  to 
reach  conclusions  as  to  the  meaning  and 
the  application  of  provisions  of  the  law 
in  order  to  carry  out  their  responsibili- 
ties of  administration  and  enforcement 
(Skidmore  v.  Swift.  323  U.S.  134).  In 
order  that  these  positions  may  be  made 
known  to  persons  who  may  be  affected 
by  them,  official  interpretations  are  is- 
sued-by  the  Administrator  on  the  advice 
of  the  Solicitor  of  Labor,  as  authorized 
by  the  Secretary  (Reorganization  Plan 
6  of  1950.  64  Stat.  1263;  Gen.  Ord.  45A. 
May  24,  1950;  15  PR.  3290) .  As  included 
in  the  regulations  in  this  part,  these 
interpretations  are  believed  to  express 
the  Intent  of  the  law  as  reflected  in  its 
provisions  and  as  construed  by  the  courts 
and- evidenced  by  its  legislative  history. 
References  to  pertinent  legislative  his- 
tory are  made  in  this  part  where  it  ap- 
pears that  they  will  contribute  to  a 
better  understanding  of  the  interpre- 
tations. 

§  784.6      Interpretationa     made,     rontin- 
ued.  and  auporseded  by  thia  part. 

On  and  after  publication  of  this  Part 
784  in  the  Pederal  Recisteh,  the  inter- 
pretations contained  therein  shall  be  in 
effect  and  shall  remain  in  effect  until 
they   are  modified,   rescinded   or   with- 
drawn.    This   i>art   supersedes  and   re- 
places    the     interpretations     previously 
published  in  the  Federal  Register  and 
Code  of  Federal  Regulations  as  Part  784 
of  this  chapter.     Prior  opinions,  rulings, 
and  interpretations  and  prior  enforce- 
ment policies  wiilch  are  not  Inconsistent 
with  the  Interpretations  in  this  part  or 
with  the  Fair  Labor  Standards  Act  as 
amended  by  the  Fair  Labor  Standards 
Amendments  of   1961  are  continued  in 
effect;  all  other  opinions,  rulings,  inter- 
pretations, and  enforcement  policies  on 
the  subjects  discussed  in  the  interpreta- 
tions in  this  part  are  rescinded  and  with- 
drawn.   The  Interpretations  in  this  part 
provide  statements  of  general  principles 
applicable  to  the  subjects  discussed  and 
illustrations  of  the  application  of  these 
principles  to  situations  that  frequently 
arise.     They  do  not   and  cannot  refer 
specifically  to  every  problem  which  may 
be  met  by  employers  and  employees  In 
the  application  of  the  Act.     The  omis- 
sion to  discuss  a  particular  problem  in 
this  part  or  in  Interpretations  supple- 
menting it  should  not  be  taken  to  indi- 
cate the  adoption  of  any  position  by  the 
Secretary  of  Labor  or  the  Administrator 
with  respect  to  such  problem  or  to  con- 
stitute an  administrative  interpretation 
or  practice  or  enforcement  policy.    Ques- 
tions on  matters  not  fully  covered  by  this 
part  may  be  addressed  to  the  Adminis- 
trator of  the  Wage  and  Hour  and  Public 
Contracts  Divisions.  United  States  De- 
partment of  Labor.  Washington  26.  DC. 
or  to  any  Regional  Office  of  the  Divisions. 
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Some  Basic 

§  784.7      Definition  of 
.\tt. 

The  meaning  and  appUoatlai  <i 
provisions  of  law  discussed  In 

tiepend  in  large  degree  on  the  i 

of  terms  used  in  these  r'^TlihwM. 
Act  itself  defines  some  of 
Others  have  been  defined  and 
in  decisions  of  the  courts.  In  tht  j 
ing  sections  some  of  these  bMh 
tions  are  set  forth  for  ready  rffim^h 
connection  with  the  part's  dtaooBlaB  tf 
the  various  provisions  in  whldl  Ihtg  m. 
pear.  These  definitions  and  thdrM^ 
cation  are  further  considered  In  «^ 
interpretative  bulletins  to  whkli  n|aw 
ence  is  made,  and  in  the  sectkXM  flC  ^ 
part  where  the  particular  r 
tainin(?  the  defined  terms  are 

§  784.8      "Employer' 
"employ". 

The    Act's    major   provisioot 
certain    requirements    and 
on    every    "employer"   subject  to 
terms.    The   employment  by  an 
ployer"  of  an  "employee"  is,  to  the 
specified   in   the  Act,  made  nriijnt  ti 
minimum   wage  and  overtime  piy  n. 
quirements^nd  to  prohibltioos 
the    employment    of    opprewiw 
labor.     The  Act  provides  its  own 
tions   of   "employer",   "empkvM'V  mi 
"employ",   under   which 
ality  '  rather  than  "technical 
determines  whether  there  is 
subject     to     its     terms     (Ooldtai   «, 
Whitaker   House  Cooperative.  Ml  JUL 
28;  United  States  v.  Silk.  331  UAHfc 
Rutherford  Food  Corp.  v.  llrOia^  M 
U.S.  772 ) .     An  "employer",  ai  MMIl 
section  3(d)    of  the  Ac\,  "IndadM  «| 
person  acting  directly  or  indlrwtif  till 
interest  of  an  employer  in  rdatkmlia 
employee  but  shall  not  include 
States  or  any  State  or  political 
sion  of  a  State,  or  any  labor 
(Other    than   when   acting   u 
ployer ) ,  or  anyone  acting  in  the 
of  officer  or  agent  of  such  labor 
tion '.    An  "employee",  as  deflMdiia»- 
tion  3ie)  of  the  Act,  "includw  »ay  llfr 
vidual  employed  by  an  emp]09*("* 
"employ",  as  used  in  the  Act,  It 
in  section  3(g)  to  include  "to  lUlW 
permit  to  work".    It  should  be 
explained  In  Part  791  of  this       .    . 
dealing  with  Joint  employment.  tlMljl 
appropriate  circumstances  two  er 
employers  may  be  Jointly 
compliance  with  the  statutory 
ments  applicable  to  employment  rf  • 
particular  employee.    It  should  ilie  i» 
noted  that  "employer",  "enterpilii^, 
"establishment"    are    not 
terms,  as  used  in  the  Act.    An 
may  have  an  enterprise  with 
one  establishment,  or  he  may  hWi 
than  one  enterprise,  in  which  **•        ^^ 
employees  within  the  meanini  «  ■• 
Act     Also,  there  may  be  dlffer«l  • 
ployers  who  employ  employeee  tot  I** 
tlcular  establishment  or  enterpriie. 


§781.9      "Peraon". 

As  used  in  the  Act  (includtof 
nition  of  "enterprise"  set  forth 
r  784. 10),  "person"  is  defined  •• 
"an  individual,  partnership. 


„a,  business  trust,  legal  xcinro- 
,^_  or  any  organized  group  of  per- 
g!*!^  Miction  3(a)). 

— .||     »»Enierpri»e*'. 

4-..  urm  "enterprise"  which  may.  In 
^Jtaations.  be  pertinent  in  deter- 
^Ofwege  of  this  Act  to  employeee 
by  employers  engaged  in  the 
jnt  processing,  or  distributl(m 
,  products,  is  defined  in  section 
fJfTSe  Act.    Section  3(r)  states: 

^P    means    the    related    activltlM 

•Jii  (either  through  unified  operation 

1*^^  control)    by  any  person  or  per- 

^-Tl  >  common  business  purpoae.  and 

\,  aU   »uch    activities    whether    per- 

I  In  one  o'  niore  establlshmenta  or  by 

r  man  corporate   or   other  organlca- 

wMU  Including   department*  of   an 

At  operated  through  leasing  ar- 

^-.^  but  shall  not  include  the  re- 

Tett^ttea  performed   for   such   enter- 

fMi  independent  contractor  •  •  •. 


f^Mgne  and  application  of  this  deflnl- 
idtiBUSsed  in  Part  77«  of  this  chap- 
in    fS  779.200-779.235    of    this 


|]|4,1|     "EsUbliahmenl". 

^^Ml  tn  the  Act  (including  the  pro- 
i«MOted  below  in  S  784.12) .  the  term 
lunent".*  which  is  not  specially 
therein,   refers  to   a   "distinct 

place  of  business"  rather  than 

iT'te  entire  business  or  enterprise" 
^y^  may  include  several  separate 
^Mi  of  business.  This  is  consistent 
meaning  of  the  term  as  It  Is 
,,  ^r  used  in  business  and  in  govem- 
,  to  Judicially  settled,  and  has  been 
_  in  the  Congress  in  the  course 
ifOMlment  of  amendatory  legislation 
CMlpi  ▼.  Walling.  324  U.S.  490:  Mit- 
Ml  V.  Bekins  Van  b  Storage  Co..  352 
Wk  Wt:  95  Cong.  Rec.  12505.  125^, 
iMI;  H.  Rept.  No  1455.  81st  Cong.,  Ist 
IM,^ 25) .  This  is  the  meaning  of  the 
Ml  tensed  in  sections  3(r).  3(8),  and 
ltt)flC1heAct. 

IM.1S  **Enterpriae  engaged  ia 
•■ce  or  in  the  productifm  of 
fsr 


of  the  definition  of  "enter- 

|dn  eoftged  in  commerce  or  In  the 

i  of  goods  for  commerce"  (Act, 

^  t(i) )  which  may  in  some  situa- 
1  determine  the  application  of  pro- 

MOf  the  Act  to  employees  employed 

If  Mployers  engaged  in  the  procure- 
prooessing,  or  distribution  of 
t  products  are  as  follows: 


d)  riBtacprtae  engaged  In  commaro*  or 
k  fta  production  of  goods  for  commaraa" 
HM  say  of  the  following  In  the  acttvltlM 
tf  vMeh  amployees  are  lo  engaged,  including 
•i  handling,  selling,  or  ottaerwlM 
:  on  goods  that  have  been  movad  In 
for  commerce  by  any  parson: 

•  •  •  •  • 

(1)  tBy  Mtabllshment  of  any  such  enter- 
pk*  *  *  •  which  haa  employeea  engagod 
or  In  the  production  of  fooda 

»  IX  the  annual  grosa  volume  at 

tt  lucb  enterprise  la  not  leas  than 


(,  Titan  an  establishment  shall  not 
to  be  an  enterprise  engaged 
or  In  the  production  of  goods 
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tar  oomaMoe.  or  a  part  of  an  enterprise  en- 
gagad  la  oosaBiaroe  or  in  the  production  oi 
goods  for  oommerea.  and  the  aalea  of  such 
aatabllSluaant  Shall  not  be  included  for  the 
puzpoaa  at  detarmtning  the  annual  groaa 
YtdUBM  of  aalea  of  any  entarprtae  for  tbe 
purpoaa  at  this  aubaeetlon,  if  the  only  am>- 
plnyaaa  of  aneb  eatabllahment  are  the  owner 
thereof  or  paraons  standing  In  the  relation- 
ahlp  at  parent,  apouse.  or  chUd  of  such 
owner. 

The  application  of  this  definition  is 
considered  In  Part  776  of  this  chapter. 

§  7a4kl3     "Commerce". 

"Commerce''  as  used  in  the  Act  In- 
cludee  Interstate  and  foreign  commerce. 
It  is  defined  in  section  3(b)  of  the  Act 
to  mean  "trade,  commerce,  transporta- 
tion, transmission,  or  communication 
ainong  the  several  States  or  between  any 
State  and  any  place  outside  thereof." 
(For  the  definition  of  "State",  see  $  784.- 
16.)  The  apidication  of  this  definition 
and  the  kinds  of  activities  which  it  in- 
cludes are  discussed  at  length  in  Part  776 
of  this  chapter  dealing  with  the  general 
coverage  of  the  Act. 

§  784.14     •*Producli<m''. 

To  understand  the  meaning  of  "pro- 
duction" of  goods  for  commerce  as  used 
In  the  Act  it  Is  necessary  to  refer  to  the 
deflnlUon  In  section  3 (J)  of  the  term 
"produced".  A  detailed  discussion  of  the 
application  of  the  term  as  defined  is 
contained  In  Part  776  of  this  chapter, 
dealing  with  the  general  coverage  of  the 
Act.  SecUon  3 (J)  provides  that  "pro- 
duced" as  used  in  the  Act  "means  pro- 
duced, manufactured,  mined,  handled, 
or  In  any  other  ihanner  worked  on  in  any 
State:  and  for  the  purposes  of  this  Act 
an  employee  shall  be  deemed  to  have 
been  engaged  in  the  production  of  goods 
If  such  employee  was  employed  in  pro- 
ducing, manufacturing,  mining,  han- 
dling, tranqporting,  or  in  any  other  man- 
ner working  on  such  goods,  or  In  any 
closely  related/Process  or  occupation  di- 
rectly fgiH^pM"'  to  the  production  thereof, 
in  any  State."  (For  the  definition  of 
"State"  ne  i  784.16.) 

« 784.15     •JGooda*'. 

The  definition  in  section  3(1)  of  the 
Act  itotee  that  "goods",  as  used  in  the 
Act.  n»**»«  "goods  (including  ships  and 
marine  equipment),  wares,  products, 
eommoditiee.  merchandise,  pr  articles  or 
■ubjeete  of  commerce  of  any  character, 
or  anjr  part  or  Ingredient  thereof,  but 
does  not  Include  goods  after  their  deliv- 
ery into  the  actual  physical  possession 
of  the  ultimate  consumer  thereof  other 
than  a  producer,  manufacturer,  or  proc- 
eeeor  thereof."  Part  778  of  this  chapter, 
iV^iing  with  the  general  coverage  of  the 
Act,  fftntt*"*  a  detailed  discussion  of  the 
api^leatian  of  this  definition  and  what  is 
Included  In  It. 


Ir 


S  784.16     •♦Slate". 

Am  used  In  the  Act,  "State"  means  "any 
State  of  the  United  States  or  the  Dis- 
trict of  Ooihimbia  or  any  Territory  or 
posMSilon  of  the  XTnlted  States"  (Act. 
■eetioa  8(c)).  The  appllcatioa  of  this 
definition  tai  detennining  questions  of 
eoverafo  under  the  Act's  d^lnition  of 
"oommeive"    and   "produced"    (see 
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ii  784.13. 784.14)  is  dieeuased  in  Fart  778 

of  this  chm>ter,  dealing  with  cenaral 

coverage. 

§  784.17     "Regnlar  mte". 

As  explained  in  Part  778  of  this  chap- 
ter, dealing  with  overtime  compensation. 
employees  subject  to  the  overtime  pay 
provisions  of  the  Act  must  generally  re- 
ceive for  their  overtime  woiit  in  any 
workweek  as  provided  in  the  Aet  not  less 
than  one  and  one-half  times  their  regu- 
lar rates  of  pay.   Section  7(d)  of  the  Aet 
defines  the  term  "regular  rate"  "to  tai- 
dude  all  remuneratUm  for  employnient 
paid  to,  or  on  behalf  of.  the  employee" 
except  certain  payments  which  axe  ex- 
pressly described  in  and  excluded  by  tbe 
statutory    definition.      This    definition. 
which  is  discussed  at  length  in  Part  778 
of  this  chapter,  determines  the  regular 
rate  upon  which  time  and  one-half  ow- 
time  compensation  must  be  oooputed 
under  section  7(a)  of  the  Act  far  em- 
ployees within  its  general  coverage  who 
are  not  exempt  from  the  ovartihie  provi- 
sions under  either  of  the  fishery  and 
seafood  exemptions  provided  by 
13(a) (15)   and  13(b)(4)  or  under 
other  exemption  contained  in  the  Aoi. 
It  should  be  noted  that  if  such  an  em- 
ployee is  not  himself  engaged  in  com- 
merce or  in  the  production  of  goods  for 
commerce  as  defined  by  the  Act  and  in 
the  courts,  and  Is  within  the  Acfscovw:- 
age  only  by  reason  of  his  employment  in 
an  enterprise  engaged  In  eommeree  or 
in  the  production  of  goods  for  commerce, 
imder  the  amendments  to  the  Act  effec- 
tive on  September  3, 1961,  there  is  no  ob- 
ligation to  pay  overtime  to  him  until 
September  3, 1963,  as  explained  bdofw  in 
S  784.25. 

Applicatiow  or  Covxragx  akd  Exxkptiok 
Provisions  or  trx  Act 

§784.18     Basic  coverage  ia  pwi«— I. 

Except  as  otherwise  provided  in  spe- 
cific exemptions,  the  miniBMon  wage, 
overtime  pay,  and  dilld  labor  staedarda 
of  the  Aet  are  generally  appliokble  40 
employees  who  engage  in  qMdfled  aefetv- 
Itles  concerned  with  tnterstate  erfordgn 
commerce.   The  employment  of  uvpi'sa 
sive  child  labor  in  or  about  eetabll^ 
ments  producing  goods  for  such  ooaa- 
merce   is   also  restricted  hy  the  A«t 
Beginning  on  September  8,   1881,  ttw 
monetary  and  child  labor  standards  eC 
the  Act  are  also  generally  appUeaUe  to 
other   employees,   not   specifically   ex- 
empted, who  are  employed  in  yeetflad 
enterprises  engaged  in  such  oommeroe 
or  In  the  production  of  goods  for  maA 
commerce.     The    monetary   standards 
applicable  to  all  the  foregoing  employ- 
ees, covered  under  the  prorisioas  dis- 
cussed below  in  |i  784.19  and  784.S8.  are 
explained  subsequently  m  11784.28  to 
784.25  of  this  Subpart  A.   Tlie  emptoyer 
must  observe  these  monetary  standatda 
with  respect  to  aU  such  enudoyees  In  his 
employ  except  those  who  may  be  dailpd 
one  or  both  of  these  henefltsby  virtue 
of  some  specific  exemption  pcw^rion  of 
the  Act,  such  as  section  i8(a)<8)  or  ly 
(b)  (4) .    It  should  be  noted  that  e"^ 
prises  having  onployees  Mdbjeot  to 
exemptions  may  also  have  ottiegqa_ 
ees  who  may  be  exempt  under  aeetton  II 
(a)  (1)  of  the  Act.  subject  to  conditlnng 
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spedfled  In  regulations,  as  employees 
employed  In  a  bona  fide  executive,  ad- 
ministrative, or  professional  capacity,  or 
In  the  capacity  of  outside  salesman.  The 
regulations  governing  these  exemptions 
are  set  forth  and  explained  in  Part  541 
of  this  chapter. 

§  784.19     Commerce    arliviiie*    of    em- 
ployees. 

The  Pair  Labor  Standards  Act  has  ap- 
plied since  1938  to  all  employees,  not 
specifically  exempted,  who  are  engaged 

(a)  In  Interstate  or  foreign  commerce  or 

(b)  In  the  production  of  goods  for  such 
commerce,  which  is  defined  to  include 
any  closely  related  process  or  occupation 
directly  essential  to  such  production  ( 29 
U.8.C.  206(a).  207(a) ;  and  see  99  784.13 
to  784.16  for  definitions  governing  the 
scope  of  this  coverage).  The  Act  as 
amended  in  1961  continues  this  coverage. 
In  general,  employees  of  businesses  con- 
cerned with  fisheries  and  with  oi>erations 
on  seafood  and  other  aquatic  products 
are  oigaged  In  Interstate  or  foreign  com- 
merce, or  In  the  production  of  goods  for 
such  commerce,  as  defined  in  the  Act, 
and  are  subject  to  the  Act's  provisions 
except  as  otherwise  provided  in  sections 
13(a)(6)  and  13(b)(4)  or  other  express 
exemptions.  A  detailed  discussion  of 
the  activities  In  commerce  or  in  the  pro- 
duction of  goods  for  commerce  which 
will  bring  an  employee  under  the  Act  is 
contained  in  Part  776  of  this  chapter, 
dealing  with  general  coverage. 

§  784.20     Commerce  aetivitie*  of  enter- 
price  in  wkieh  employee  ia  empluyed. 

Under  amendments  to  the  Fair  Labor 
Standards  Act .  effective  September  3. 
1961  (Pub.  Law  87-30.  75  Stat.  65),  em- 
ployees not  covered  by  reason  of  their 
iwrsonal  engagement  in  interstate  com- 
merce activities,  as  explained  in  9  784.19, 
are  nevertheless  bro\ight  within  the  cov- 
erage of  the  Act  if  they  are  employed  in 
an  enterprise  which  Is  defined  Ui  section 
3(8)  of  the  Act  as  an  enterprise  engaged 
In  commerce  or  in  the  production  of 
goods  for  commerce,  or  by  an  establish- 
ment described  in  section  3(s)  <3)  of  the 
Act  (see  1784.12.)  Such  employees,  if 
not  exempt  from  minimum  wages  and 
overtime  pay  under  section  13(a)  <5)  or 
exempt  from  overtime  pay  under  section 
13(b)  (4) .  will  have  to  be  paid  in  accord- 
ance with  these  monetary  standards  of 
the  Act  unless  expressly  exempt  under 
some  other  provision.  This  would  gen- 
erally be  true  of  employees  employed  In 
enterprises  and  by  establishments  en- 
gaged in  the  prociu^ment,  processing. 
marketing  or  distribution  of  seafood  and 
other  aquatic  products,  where  the  enter- 
prise has  an  annual  gross  sales  volume 
of  $1,000,000  or  more.  Enterprise  cover- 
age is  more  fully  discussed  in  Part  776 
of  this  chapter,  dealing  with  general 
coverage. 

§  784.21      Exempliotifl     from     the     Art's 
proviciofu. 

The  Act  provides  a  number  of  specific 
exemptions  from  the  general  require- 
ments previously  described.  Some  are 
exemptions  from  the  overtime  provisions 
only.  Others  are  from  the  child  labor 
provlslons^nly.    Several  are  exemptions 
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from  both  the  minimum  wage  and  the 
overtime  requirements  of  the  Act.  Fi- 
nally, there  are  some  exemptions  from 
all  three — minimum  wage,  overtime  pay, 
and  child  labor  requirements.  An  ex- 
amination of  the  terminology  in  which 
the  exemptions  from  the  general  cover- 
age of  the  Fair  Labor  Standards  Act 
are  stated  discloses  language  patterns 
which  reflect  congressional  intent. 
Thus.  Congress  specified  in  varying  de- 
gree the  criteria  for  application  of  each 
of  the  exemptions  and  In  a  number  of 
instances  differentiated  as  to  whether 
employees  are  to  be  exempt  because  they 
are  employed  by  a  particular  kind  of  em- 
ployer, employed  in  a  particular  type  of 
establishment,  employed  in  a  particular 
industry,  employed  in  a  particular  ca- 
pacity or  occupation,  or  engaged  in  a 
specified  operation.  (Sec  29  U.S.C. 
203(d>;  207  (b).  (O.  ih)  ;  213  (a),  (b'. 
(c) ,  (di .  'And  see  Addison  v.  Holly  Hill. 
322  U.S.  607;  Mitchell  v.  Trade  Winds, 
Inc..  289  P.  2d  278;  Mitchell  v.  Stinson, 
217  P.  2d  210.)  In  general,  there  are 
no  exemptions  from  the  child  labor  re- 
quirements that  apply  In  enterprises  or 
establishments  engaged  In  fishing  or  In 
operations  on  aquatic  products  see  Part 
4,  Subpart  O  of  this  Title).  Such  en- 
terprises or  establishments  will,  how- 
ever, be  concerned  with  the  exemption 
from  overtime  pay  in  section  13(b)  (4)  of 
the  Act  for  employees  employed  in  spec- 
ified 'on-shore"  operations  (see  9  784.- 
101 )  and  the  exemption  from  minimum 
wages  and  overtime  pay  provided  by 
section  13(a)  (5)  for  employees  employed 
in  fishing,  fish-farming,  and  other  speci- 
fied "off-shore"  operations  on  aquatic 
products.  These  exemptions,  which  are 
subject  to  the  general  rules  stated  in 
9  784  22.  are  discussed  at  length  in  Sub- 
part B  of  this  Part  784. 

1784.22  Guiding  prinriplet  for  apply- 
inK  rovrraxe  and  exemption  provi- 
•ionii. 

It  Is  clear  that  Congress  intended  the 
Pair  Labor  Standards  Act  to  be  broad  in 
its  scope.  "Breadth  of  coverage  is  vital 
to  its  mission"  (Powell  v.  U.S.  Cartridge 
Co.,  339  US  497 ».  An  employer  who 
claims  an  exemption  under  the  Act  has 
the  burden  of  showing  that  it  applies 
(Walling  v  General  Industries  Co  ,  330 
U.S.  545:  Mitchell  v.  Kentucky  Finance 
Co  .  359  US  290;  Tobln  v.  Blue  (Channel 
Corp.,  198  P.  2d  245.  approved  in  Mitchell 
V.  Myrtle  Grove  Packing  Co.,  350  U.S. 
891;  Fleming  v.  Hawkeye  Pearl  Button 
Co.  113  P.  2d  52 1.  Conditions  specified 
In  the  language  of  the  Act  are  "explicit 
prerequisites  to  exemption"  (Arnold  v. 
Kanowsky.  361  U.S.  388 ».  In  their  ap- 
plication, the  purpose  of  the  exemption  as 
shown  In  Its  legislative  history  as  well 
as  its  language  should  be  given  effect. 
However,  "the  details  with  which  the  ex- 
emptions In  this  Act  have  been  made 
preclude  their  enlarpement  by  Implica- 
tion" and  "no  matter  how  broad  the  ex- 
emption, it  Is  meant  to  apply  only  to"  the 
specified  activities  (Addison  v.  Holly  Hill. 
322  US.  607;  Maneja  V.  Waialua,  349 
U.S.  254  >.  Exemptions  provided  in  the 
Act  "are  to  be  narrowly  construed 
against  the  employer  seeking  to  assert 
them"  and  their  application  limited  to 


those  who  come  "plainly  and 

ably    within    their    terms   and 
This  construction  of  the 
necessary  to  carry  out  the  bita4~ 

tlves    for    which    the   Act 

(Phillips  V.  Walling.  324  UlT^ 
Mitchell  V.  Kentucky  Finance  Ooi,  im2 
Arnold  v.  Kanowsky,  supra;  G^7« 
Gonzalez.  127  F.  2d  934;  BowlsTTw' 
zalez,  117  F.  2d  11;  Mitchdl  v  SIlZ 
217  F.  2d  210;  Fleming  v.  Hai^QaiS 
Button  Co..  113  F.  2d  52).        "^■^« 

§  784.23     Minimum  wages  aaj 
pay   for  "old"  and  'Ww** 

Under  the  Act  as  amended  ta  Itt 
an  employer  may  have  some  t~~  *  ^^ 
subject  to  its  minimum  wage, 
pay.  or  child  labor  provisions 
be  covered  by  such  provisions  __ 
"old"  law  even  if  the  amendmaH  ^ 
not  been  enacted,  and  other 
whose  coverage  under  such  _ 
was  provided  for  the  first  tkM  hy 
1961  amendments.  As  prevfoartf  ^ 
plained,  such  provisions  of  the  Mi,m 
amended,  may  apply  to  an  rmiiliim \ 
reason  of  the  activities  In^whlchlHh 
individually  engaged,  or  beeanH  hi  k 
employed  In  an  enterprise  wImm  mIM> 
ties  satisfy  the  conditions  pmertM  li 
the  law.  However,  the  mini  mi  im 
rates  and  overtime  pay 
not  be  uniforn\  for  all  such 
until  September  3.  1966.  On 
that  date,  every  such  employta 
to  the  minimum  wage  provlilaBi  iM 
be  entitled  to  not  less  than  tlM  akw 
and  every  such  employee  sutjeil  li  t» 
overtime  provisions  will  be  «BlllM  ll 
overtime  pay  for  all  hours  waW  k 
excess  of  40  in  a  workweek  atandiHl 
less  than  one  and  one-half  tlMi  18 
regular  rate  of  pay.  In  contrMt,  dHlV 
the  period  beginning  with  the 
date  of  the  1961  amendments 


j^^^^y,  February  10,  1962 

■  ,^  whose    employment    satisfies 
^J^^Ls  and  would  not  have  come 


tember  3,  1961  and  ending 
1965,  the  minimum  wage  rates 
to  employees  subject  to  the 
wage  provisions,  and  the 
provisions  applicable  to  such 
who  are  not  specifically  exemiA  tta^ 
from,  will  be  different  for  trnvka/m  k 
employment  brought  under  the  Ml  te 
the  first  time  by  the  amendmeolittM 
for  employees  whose  coverage  W  li 
based  on  the  "old"  provisions  of  ' 
During  this  period  employees 
coverage  depends  on  the  "new"  pwt 
slons  may  be  paid  a  lower  mlnimioisip 
rate  than  those  covered  imder  tht*%if 
provisions  and  may  be  employed  kt  i 
longer  workweek  without  overttaspil. 
as  specified  in  the  Act.  Aocordlstfy. 
employers  who  do  not  wish  to  psy  ti 
all  covered  employees  the  mtaUM 
wages  and  overtime  pay  required  for  ••- 
ployees  covered  under  the  "old"  1^ 
visions  will  need  to  identify  thosM^ 
ployees  who  are  covered  under  tt*^^ 
and  those  who  are  covered  uadv  ■i 
"new"  provisions  when  wages  are  «•• 
puted  and  paid  under  the  Act 

§  784.24      Pay    standards   for  ■fjj|9' 
Mubjert  to  "old"  coverage  Sf  ■•  *• 

The  1961  amendments  did  not4i|ff 
the  tests  described  in  9  784 JO  tf^Wti 
coverage  based  on  the  empki|Srt  t^ 
vidual    activities    is   determtosd.    i* 


•ff-^vne  exemption  (such  as  section 
^,!TVihe  Act  prior  to  the  1961 
^iiSents  is  subject  to  tiie  "old"  pro- 
fJ^of  the  law  and  entitied  to  a 
T2f,«i  wage  of  at  least  $1.15  an  hour 
■5SS  September  3, 1961  and  not  less 
JSrtits  an  hour  beginning  Septem- 
%  1963  (29  VS.C.  206(a)  (1) ) .  urUess 
ll!;«^exempted  by  some  provision 
iSTsmended  Act.  Such  an  employee 
•  r:  entitied  to  overtime  pay  for  hours 
V^iA  in  excess  of  40  in  any  workweek 
^VrTtn  not  less  than  one  and  one-half 
t!jS  regular  rate  of  pay  (29  U.S.C. 
3J^)(i))  unless  expressly  exempt 
La  orertime  by  some  exemption  such 
J^etlon  13(b)(4).  (Minimum  wage 
ITin  Puerto  Rico,  the  Virgin  Islands. 
2i  American  Samoa  are  governed  by 
liJl  nrovislons  of  the  Act  (29  U.S.C. 
ET(S)"  206(c).)  Information  on 
Zm  ratM  is  available  at  any  office  of 
SeWace  and  Hour  and  Public  Contracts 

DWrtoos. 

iTIiJS     P«y  standards  for  "newly  cov- 
aed"  employees. 

jtisn  are  some  employees  whose  in- 
§f^ail  activities  would  not  bring  them 
^tn  the  minimum  wage  or  overtime 
«r  ROTlslonB  of  the  Act  as  it  was  prior 
II  tlw  1961  amendments,  but  who  are 
liMght  within  minimum  wage  or  over- 
tto  eorerage  or  both  for  the  first  time 
k  the  new  "enterprise"  coverage  pro- 
iMoM  or  changes  in  exemptions,  or 
Mh,  which  were  enacted  as  part  of  the 
andments  and  made  effective  Sep- 
laber  3,  1961.  Typical  of  such  em- 
pliyiM  are  those  who,  regardless  of  any 
iWHnent  in  commerce  or  In  the  pro- 
[  of  goods  for  commerce,  were 
from  minimum  wages  as  well  as 
.^— le  pay  by  virtue  of  section  IS  (a) 
(I)  of  the  Act  until  the  1961  amend- 
fi^  but  who  by  virtue  of  these 
■HDdments  are  exempt  only  from  over- 
ttwpay  on  and  after  September  3. 1901. 
■dv  the  amended  section  13(d)  (4)  of 
Mm  Act.  These  "newly  covered"  cm- 
iMS  for  whom  no  specific  exemption 
been  retained  or  provided  In  the 
tirxlmfntn  must  be  paid  not  less  than 
ktt  n^\r\im\m\  wagcs  for  hovuTS  workcd 
■d  onless  exempted  by  section  13(d) 
(4)  or  lome  other  provision,  not  less  than 
BK  iDd  one-half  times  their  regular 
ntnof  pay  (see  9  784.18)  for  overtime. 
Mihown  in  the  following  schedule: 


Minimum  wage 

(29  C.S.C. 

206(b)) 


h»t.l,it8i. 
Nii.ini. 


$1  an  hour. . 
No  change. 

$1.15  an  hour 

tl.25  an  hour. 


OTfirtlme  pay 
(2*  U.S.C.  20f(8)(2)) 


N'one  required. 
Ait«r  44  Dours  in  a 

workweek. 
Aiter  43  boors  in  a 

workweek. 
Aner  40  hours  In  a 

workweek. 


'j'ghwnento  Identical  to  those  for  employees  under 
wf  wttngt.  (Minimum  wkce  rates  for  newly  oot- 
"■■Mtoywi  in  Puerto  Rico,  the  Virgin  Islands,  and 
**riMB  Buoos  are  set  by  wage  order  on  reoommenda- 
jMlipeeUl Industry  committees  (29  U.S.C.  »6(a)(8)j 
PWn).  Information  on  these  rates  may  be  obtained 
SffOOeeof  the  Wage  and  Hour  and  Public  Contracts 
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Subpart  R— Examption  Provisions  Re- 
lating to  Fishing  and  Aquatic 
Products 

The  Statutory  Provisions 

§  784.100     The  section  13(a)  (5)  exemp- 
tion. 

Section  13(a)  (5)  grants  an  exemption 
from  both  the  minimum  wage  and  the 
overtime  requirements  of  the  Act  and 
applies  to  "any  employee  employed  In  the 
catching,  taking,  propagating,  harvest- 
ing, cultivating,  or  farming  of  any  kind 
of  flsh,  shellfish.  Crustacea,  sponges,  sea- 
weeds, or  other  aquatic  forms  of  animal 
and  vegetable  life,  or  in  the  first  proc- 
essing, caimlng  or  packing  of  such  ma- 
rine products  at  sea  as  an  incident  to. 
or  in  conjunction  with,  such  fishing  op- 
erations, including  the  going  to  and  re- 
turning from  work  and  loading  and 
unloading  when  performed  by  any  such 
employee." 

g  784.101    The  section  13(b)  (4)  exemp- 
tion. 

Section  13(b)  (4)  grants  an  exemption 
only  from  the  overtime  requirements  of 
the  Act  and  applies  to  "any  employee 
employe^  In  the  canning,  processing, 
marketing,  freezing,  curing,  storing, 
packing  for  shipment,  or  distributing  of 
any  kind  of  flsh,  shellfish,  or  other 
aquatic  forms  of  animal  or  vegetable 
life,  or  any  byproduct  thereof." 

Lbgislativi  History  or  Exemptions 

§  784.102     General  legislative  history. 

(a)  As  originally  enacted  in  1938,  the 
Fair  Labor  Standards  Act  provided  eui 
exemption  from  both  the  minimum  wage 
requirements  of  section  6  and  the  over- 
time pay  requirements  of  section  7  which 
was  made  applicable  to  "any  employee 
«nployed  in  the  catching,  taking,  har- 
vesting, cultivating,  or  farming  of  any 
kind  of  flsh,  shellfish,  Crustacea,  sponges, 
seaweeds  or  other  aquatic  forms  of  ani- 
mal and  vegetable  life,  including  the 
going  to  and  returning  from  work  and 
Including  employment  in  the  loading, 
unloading,  or  packing  of  such  products 
for  shiiment  or  in  propagating,  process- 
ing, marketing,  freezing,  canning,  curing, 
storing,  or  distributing  the  above  prod- 
ucts or  byproducts  thereof"  (52  Stat. 
1060.  sec.  13(a)(5)). 

(b)  In  1949  the  minimum  wage  was 
extended  to  wnployees  employed  In  can- 
E^uig  such  products  by  deleting  the  word 
"canning"  from  the  above  exemption, 
adding  the  parenthetical  phrase  "  (other 
than  canning) "  after  the  word  "process- 
ing" therein,  and  providing  a  new  ex- 
emption In  section  13(b)  (4) ,  from  over- 
time pay  provisions  only,  applicable  to 
"any  employee  employed  In  the  canning 
of  any  kind  of  fish,  shellfish,  or  other 
aquatic  forms  of  animal  or  vegetable  life, 
or  any  bjrprcxiuct  thereof".  All  other 
employees  included  In  the  original  mini- 
mum wage  and  overtime  exemption  re- 
mained within  it  (63  Stat.  910) . 

(c)  By  the  Fair  Labor  Standards 
Amendments  of  1961,  effective  Septem- 
ber 3,  1061  (75  Stat.  65),  both  these 
exemptions  were  further  revised  to  read 
as  set  forth  hi  §9  784.100  and  784.101. 
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The  effect  of  this  change  was  to  provide 
a  means  of  equalizing  the  applicati<Mi  of 
the  Act  as  between  canning  employees 
and  employees  employed  in  other  proc- 
essing, marketing,  and  distributing  of 
aquatic  products  on  shore,  to  whom  mini- 
mum wage  protection,  formerly  provided 
only  for  canning  employees,  was  ex- 
tended by  this  action.  The  1961  amoid- 
ments,  however,  left  employees  onployed 
in  fishing,  in  fish  farming,  and  In  related 
occupations  concerned  with  procure- 
ment of  aquatic  products  from  nature, 
under  the  existing  exemption  from 
m-inimiim  wages  as  wcU  as  overtime  pay. 

§  784.103     Adoption  of  the  exemption  in 
Che  (H-iginal   1938  Acl. 

Although  in  the  course  of  considera- 
tion of  the  legislation  in  Congress  be- 
fore   passage    in    1938,    provisions    to 
exempt    employment   in   fisheries    and 
aquatic  products  activities  took  various 
forms,  section  13(a)(5),  as  drafted  by 
the  conference  committee   and  finally 
approved,  followed  the  language  of  an 
amendment  adopted  during  considera- 
tion of  the  bill  by  the  House  of  nepre- 
sentatives  on  May  24.  1938,  which  was 
proposed  by  Congressman  Bland  of  Vir- 
ginia.   He  had,  earlier  on  the  same  day. 
offered  an  amendment  which  had  as  its 
objective  the  exemption  of  the  "fishery 
Industry",  broadly  defined.  This  amend- 
ment had  been  defeated  (83  Cong.  Rec. 
7408).   as  had   an   amendment  subse- 
quentiy  offered  by  Congressman  Mott  of 
Oregon  (to  a  pending  amendment  pro- 
posed by  Congressman  Coffee  of  Ne- 
braska) which  would  have  provided  an 
exemption   for   "industries   engaged  in 
producing,  processing,  distributing,  or 
handling  •  •  *  finery  or  seafood  prod- 
ucts which  are  seasonal  or  perishable" 
(83  Cong.  Rec.  7421-7423).    Agahist  this 
background,  when  Congressman  Bland 
offered  his  amendment  which  ultimately 
became  section  13(a)  (5)  of  the  Act  he 
took  pains   to  explain:    "Tills  amend- 
ment is  not  the  same.   In  the  last  amend- 
ment I  was  trying  to  define  the  fishery 
industry.    I  am  now  dealing  with,  those 
persons  who  are  exempt,  and  I  call  the 
attention  of  the  Committee  to  the  lan- 
guage with  respect  to  the  employment 
of  persons  in  agriculture  •  •  •  I  am 
only  asking  for  the  seafood  and  fishery 
Industry  that  which  has  been  done  for 
agriculture."    It  was  after  this  explana- 
tion that  the  amendment  was  adopted 
(83  Cong.  Rec.  7443) .    When  the  confer- 
ence committee  Included  in  the  final 
legislation  this  provision  from  the  House 
bill,  it  omitted  from  the  bill  another 
House    provision    granting    an    hours 
exemption  for  "employees  in  any  place 
of  employment"  where  the  employer  was 
"engaged  in  the  processing  of  or  In  can- 
ning fresh  flsh  or  fresh  seafood"  and  the 
provision  of  the  Senate  bill  providing  an 
hoiu-s   exemption  for   employees  "em- 
ployed In  connection  with"  the  canning 
or  other  packing  of  fish,  etc.  (see  Mitdiell 
V.  Stinson,  217  F.  2d  210;  McC(Hnb  v. 
Consolidated  Fisheries.  76  F.  Supp.  798) . 
The  indication  hi  this  legislative  history 
that  the  exemption  in  its  final  form  waa 
intended  to  depend  upon  the  employ- 
ment of  the  particular  employee  in  the 
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specified  activities  Is  In  accord  with  the 
iweltlon  of  the  Department  of  Labor  and 
the  weight  of  Judicial  authority. 

§  784.104     The  1949  amendments. 

In  deleting  employees  employed  in  can- 
ning aquatic  products  from  the  section 
13(a)(5)  exemption  and  providing  them 
with  an  exemption  In  like  language  from 
the  overtime  provisions  only  in  section 
13(b)(4).  the  conferees  on  the  Fair 
Labor  Standards  Amendments  of  1949 
did  not  Indicate  any  Intention  to  change 
In  any  way  the  category  of  employees 
who  would  be  exempt  as  "employed  In 
the  canning  of"  the  aquatic  products. 
As  the  Supreme  Court  has  pointed  out 
in  a  number  of  decisions,  "When  Con- 
gress amended  the  Act  in  1949  it  pro- 
vided that  pre- 1949  rulings  and  inter- 
pretations by  the  Administrator  should 
remain  In  effect  unless  inconsistent  with 
the  statute  as  amended  63  Stat.  920" 
(Mitchell  V.  Kentucky  Finance  Co..  359 
U.S.  290).  In  connection  with  this  ex- 
emption the  conference  report  specifi- 
cally Indicates  what  operations  are  in- 
cluded In  the  canning  process  <see 
S  784.143) .  In  a  case  decided  before  the 
1961  amendments  to  the  Act.  this  was 
held  to  "Indicate  that  Congress  intended 
that  only  those  employees  engaged  in 
operations  physically  essential  in  the 
canning  of  fish,  such  as  cutting  the  fish. 
placing  It  In  cans,  labelling  and  packing 
the  cans  for  shipment  are  in  the  exempt 
category"  (Mitchell  v.  Stinson.  217  F.  2d 
210). 
§  734.105      The  1961  amendment-*. 

(a)  The  statement  of  the  Managers 
on  the  Part  of  the  House  in  the  confer- 
ence report  on  the  Fair  Labor  Standards 
Amendments  of  1961  (H.  Rep.  No.  327. 
87th  Cong..  1st  Sess..  p.  16)  refers  to  the 
fact  that  the  changes  made  in  sections 
13(a)  (5)  and  13*b)  (4)  originated  In  the 
Senate  amendment  to  the  House  bill  and 
were  not  In  the  bill  as  passed  by  the 
House.  In  describing  the  Senate  provi- 
sion which  was  retained  in  the  f  nal  leg- 
islation, the  &ianagers  stated  that  it 
"changes  the  exemption  in  the  act  for" 
the  operations  transferred  to  section 
13(b)(4)  from  section  13'a>'5)  "from  a 
minimum  wage  and  overtime  exemption 
to  an  overtime  only  exemption."  They 
further  stated:  "The  present  complete 
exemption  is  retained  for  employees  em- 
ployed In  catching,  propagating,  taking. 
harvestmg,  cultivating,  or  farming  fish 
and  certain  other  marine  products,  or 
In  the  first  processmg,  canning,  or  pack- 
ing such  marine  products  at  sea  as  an 
Incident  to,  or  In  conjunction  with,  such 
fishing  operations,  Includmg  the  going 
to  and  returning  from  work  and  loading 
and  unloading  when  performed  by  such 
an  employee."  In  the  report  of  the  Sen- 
ate committee  on  the  provision  included 
In  the  Senate  bill  (S.  Rep.  No.  145.  87th 
Cong..  1st  Sess.,  p.  33),  the  committee 
stated:  "The  bill  would  modify  the  min- 
imum wage  and  overtime  exemption  in 
section  13(a)  (5)  of  the  act  for  employees 
engaged  In  fishing  and  m  specified  activ- 
ities on  aquatic  products."  In  further 
explanation,  the  report  states  that  the 
bill  would  amend  this  section  "to  remove 
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from  this  exemption  those  so-called  on- 
shore activities  and  leave  the  exemption 
applicable  to  offshore'  activities  connect- 
ed with  the  procurement  of  the  aquatic 
products,  including  first  processing,  can- 
ning or  packing  at  sea  performed  as  an 
incident  to  fishing  operations,  as  well 
as  employment  In  loading  and  unloading 
such  products  for  shipment  when  per- 
formed by  any  employee  engaged  in  these 
procurement  operations."  It  is  further 
stated  In  the  report  that  "persons  who 
are  employed  in  the  activities  removed 
from  the  section  13ia)  <5)  exemption  will 
have  minimum  wage  protection  but  will 
continue  to  be  exempt  from  the 
Act's  overtime  requirements  under  an 
amended  section  13*bM4).  The  bill  will 
thus  have  the  effect  of  placing  fish  proc- 
essing and  fish  canning  on  the  same 
basis  under  the  Act.  There  is  no  logical 
reason  for  treating  them  differently  and 
their  inclusion  within  the  Act's  protec- 
tion is  desirable  and  consistent  with  its 
objectives." 

(bt  The  language  of  the  Managers  on 
the  Part  of  the  House  in  the  conference 
report  and  of  the  Senate  committee  in 
its  report,  as  quoted  above,  is  consistent 
with  the  position  supported  by  the 
earlier  leci-slativc  history  and  by  the 
courts,  that  the  exemption  of  an  em- 
ployee under  these  provisions  of  the  Act 
depends  on  what  he  does.  The  Senate 
report  speaks  of  the  exemption  "for  em- 
ployees enitaced  in  fishing  and  in  speci- 
fied activities"  and  of  the  "activities  now 
enumerated  in  thLs  .section".  While  this 
language  confirms  the  Ie;nslative  intent 
to  continue  to  provide  exemptions  for 
employees  employed  in  specified  activ- 
ities rather  than  to  grant  exemption  on 
an  industry,  employer,  or  establishment 
basis  I. see  Mitchell  v.  Trade  Winds,  Inc  , 
289  F.  2d  278 » .  the  report  al.so  refers  with 
apparent  approval  to  certain  prior  Ju- 
dicial interpretations  indicating  that  the 
list  of  activities  set  out  in  the  exemption 
provisions  is  intended  to  be  "a  complete 
catalog  of  the  activities  involved  in  the 
fishery  indu.stry"  and  that  an  employee, 
to  be  exempt,  need  not  engage  directly  in 
tlie  physical  acts  of  catching,  processing, 
canning,  etc  of  aquatic  products  which 
are  included  in  the  operations  specific- 
ally named  in  the  statute  (McComb  v. 
Consolidated  Fisheries  Co,  174  P.  2d 
74  •.  It  was  stated  that  an  Interpreta- 
tion of  section  13<a)(5)  and  section  13 
(b>  <4i  which  would  include  within  their 
purview  "any  employee  who  participates 
in  activities  which  are  necessary  to  the 
conduct  of  thp  operations  specifically 
def^cribed  in  the  exemptions"  is  "con- 
sistent with  the  confrressional  purpo.se" 
of  the  1961  amendments.  (See Sen.  Rep. 
No,  145.  87th  Cong,  l.st  sess.,  p.  33: 
Statement  of  Representative  Roosevelt, 
107  Con'-.  Rec.  <  daily  ed.»  p.  6716.  as 
C'-'rrected  May  4.  1961.'  Piom  this  leg- 
islative lii.'^toi-y  the  intent  is  apparent 
thit  the  application  of  the.sc  exemptions 
u'Klor  the  Act  as  amended  in  1961  is  to 
be  determined  by  tlic  practical  and  func- 
tional relationship  of  the  employees 
work  to  the  performance  of  the  opera- 
tions .six>cifically  named  in  section  13(a> 
(5i  and  section  13' b*  '4'. 


Principles  Applicable  to  the  tw 

EXEMPTIOWa 

§  781.106      Relationship    of 
work  to  the  named  oi 
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J  in  section  13(b)  (4)  must  be 
„„_„,  with  respect  to  "any  kind  of 
jJ'^Slah  or  other  aquatic  lonns  of 
■*■  ^^STvWeteble  life,  or   any  by- 


It  is  clear  from  the  langxia^  of 
13(a)  (5>    and  section   13(b)(4)  gf  iv. 
Act,  and  from  their  leglslatite  hkte* 
discussed  in  §§  784. 102-784.108,  VtMyl 
exemptions  which  they  provide  ai«  m! 
plicable  only  to  those  employee*  Vtaoin 
"employed   in"   the   named  opentkai 
Under  the  Act  as  amended  in  IS^im 
in  accordance  with  the  evident  lecUiJh! 
intent  isee  §  784.105).  an  employeriffl 
be  considered  to  be  "employed  In"^ 
oi»eration  named  In  section  13(a)(5)!, 
13ib)(4)  where  his  work  Is  an  CMMki 
and  integrated  step  in  perfonnliy  n^ 
named  operation  (see  Mitchell  ?.  l|Mk 
Grove  Packing  Co.,  350  U.S.  891,  ap^ 
ing  Tobin  v.  Blue  Channel  Corp   m* 
2d  245:   Mitchell  v.  Stinson,  211  p,  ij 
210),  or  where  the  employee  it  ^i^aM 
in  activities  which  are  functionally  ^ 
related  to  a  named  operation  u&dv  Vk 
particular  facts  and  clrcumstaneet  tbt 
they  are  necessary  to  the  conduct  of  aA 
operation  and  his  employment  li,  m  i 
practical  matter,  necessarily  and  dlwtj^ 
a  part  of  carrying  on  the  opeitkm  br 
which  exemption  was  Intended  (imoi^j 
V.  Trade  Winds.  Inc..  289  P.  2d  271; « 
also  Waller  v.  Humphreys.  133  F.  )d  IB 
and  McComb  v.  Consolidated  nabaia 
Co.,  174  F.  2d  74).    Under  theae  (ria- 
ciplcs,  generally  an  employee  Mrfoi»i>^ 
functions  without  which  the  named  9- 
erations  could  not  go  on  Is.  as  a  pcaelial 
matter,  "employed  In"  such 
It  is  also  possible  for  an  employee  to 
within  the  exemption  provided  by 
13(a)  (5)  or  section  13(b)  (4)  eventhoaih 
he  does  not  directly  participate  In  ttt 
physical  acts  which  are  perfonntd  on 
the    enumerated    marine    produeti  is 
carrying   on  the  operations  wbleb  Ht 
named  in  that  section  of  the  Act  Boa- 
ever,  it  is  not  enough  to  estabUih  tti 
applicability  of  such  an  exempCkn  (hit 
an  employee  is  hired  by  an  empkqrertba 
is  engaged  in  one  or  more  of  tbe  naui 
operations  or  that  the  employee  Is  m- 
ployed  by  an  establishment  or  In  an  In- 
dustry In  which  operations  enumecattd 
in  section  13'a)(5)  or  section  1J(1»(4) 
arc  performed.  The  relationship  betecoi 
what  he  docs  and  the  perfonn«nce fli 
the  named  operations  must  be  ezaalart 
to  determine  whether  an  appUcatkatf 
the   above-stated  principles  to  all  Ifci 
facts  and  circumstances  will  Jafttfytti 
conclusion  that  he  is  "employed  in"  wet 
operations  within  the  intendment  of  tbi 
exemption  provision. 

§781.107  Relationship  of  «m1^» 
Hork  to  operations  on  the  ipeoW 
a<(iiiilic-    proilurtti. 

It  Ls  also  necessary  to  the  appUeatiiK 
of  tlic  exemptions  that  the  operatktt" 
which  the  employee's  work  is  a  PM*  * 
performed  on  the  marine  proWBl 
named  in  the  Act.  Thus,  the  optng*] 
de.'^cribed  in  section  13(a)(5)  ■"** 
performed  with  respect  to  "any  DBJ" 
fi.sh,  shellfish,  Crustacea.  ■P'''^  "^ 
weeds,  or  other  aquatic  forms  of 
and    vegetable    life".      The 


::S«et  thereof".  Work  perfonned  on 
5SS  which  do  not  fall  within  these 
S!^tton8  is  not  within  the  exemptions 
■JSSif  T  Hawkeye  Pearl  Button  Co.. 
-TTad  62;  Mitchell  v.  Trade  Winds, 
ji!  JB9P.  2d  278;  Walling  v.  Haden,  153 
y.jdlM)! 
1784.108     Operations    not    ineluded    in 

-■■mJ     operations     on     forms     of 

iju^c  "life", 
ginoe  the  subject  matter  of  the  exemp- 
tvSito  ewicemed  with  "aquatic  forms 
JfJoHnal  and  vegetable  life",  the  courts 
rig  bdd  that  the  manufacture  of 
l^jw  from  clam  shells  or  the  dredging 
^^fiRi  to  be  made  into  lime  and  cement 
ue  not  exempt  operations  because  the 
!hLis  are  not  living  things  (Fleming  v. 
S^tave  Pearl  Button  Co.,  113  P.  2d 
a  willing  v.  Haden.  153  F.  2d  196. 
JJtlortrl  denied  328  U.S.  866) .  Siml- 
tariy  the  production  of  such  items  as 
gibtA  shell  and  grit,  shell  Ume,  pearl 
buttons,  knife  handles,  novelties,  liquid 
ijoe  isinglass,  pearl  essence  and  fortified 
or  ittoed  fish  oil  Is  not  within  these 
ensiptioDs. 


1714.109  Manufacture  of  supplies  for 
aamed  operations  is  not  exempt. 

Baployment  In  the  manufacture  of 
mHiOee  for  the  named  operations  is  not 
j^Aiyment  In  the  named  operations  on 
unatV*  forms  of  life.  Thus,  the  exemp- 
linta  not  applicable  to  the  manufacture 
d  boana,  barrels,  or  Ice  by  a  seafood 
pneeoor  for  packing  or  shipping  its  sea- 
food products  or  for  use  of  the  ice  in  Its 
kUnc  vessels.  These  operations,  when 
pofonned  by  an  Independent  manufac- 
t«er,  would  likewise  not  be  exempt  (Dlze 
T.  Maddrix.  144  F.  2d  284  (C.A.  4),  af- 
flnaedS24  U.S.  697,  and  approved  on  this 
point  In  Parmers*  Reservoir  Co.  v.  Mc- 
OBBb,  S37U.S.  755). 

|7t4.110  Performing  operations  both 
oa  nonaquatic  products  and  named 
aqnatic  products. 

By  their  terms,  sections  13(a)  (5)  and 
IKb)  (4)  provide  no  exemption  with  re- 
twet  to  operations  performed  on  any 
protects  other  than  the  aquatic  products 
MBed  in  these  subsections  (see  9  784.- 
IW).  Accordingly,  neither  of  the  ex- 
enptions  Ls  applicable  to  the  making  of 
my  commodities  from  ingredients  only 
put  of  which  consist  of  such  aqtiatio 
products,  if  a  substantial  amount  of 
other  products  Is  contained  in  the  com- 
■odlty  so  produced  (compare  Walling  v. 
Brtdgeman-Russell  Co..  6  Labor  Cases 
•1,422,  2  WH  Cases  785  (D.  Minn.)  and 
miler  v.  Litchfield  Creamery  Co..  11 
Ubor  Cases  63.247,  5  WH  Cases  1039 
(HD.  Ind.),  with  Mitchell  v.  Trade 
Wtods.  Inc.,  289  P.  2d  278) .  Thus,  the 
Bat  processing,  canning,  or  processing  of 
ndflsh  cakes,  clam  chowder,  dog  food, 
B»hcake8,  or  livestock  food  containing 
W»tic  products  is  often  not  exempt 
■HWn  the  meaning  of  the  relevant 
aeoptions. 
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I  784.111  OperationB  on  named  products 
with  mlMtantial  amounts  of  other  In- 
gredicBU  arc  not  exempt. 

To  exempt  employees  employed  In  first 
processing,  canning,  or  processing  prod- 
ucts composed  of  the  named  commodi- 
ties and  a  substantial  amount  of  in- 
gredients not  named  In  the  exemptions 
would  be  contrary  to  the  language  and 
purposes  of  such  exemptions  which  spe- 
cifically enumerate  the  conmiodities  on 
which  exempt  operations  were  intended 
to  be  performed.  Consequently,  in  such 
situations  all  operations  performed  on 
the  mixed  products  at  and  from  the 
time  of  the  addition  of  the  foreign  in- 
gredients, including  those  activities 
which  are  an  Integral  part  of  first  proc- 
essing, canning  or  processing  are  non- 
exempt  activities.  However,  activities 
perfonned  in  connection  with  such  oper- 
ations on  the  named  aquatic  products 
prior  to  the  addition  of  the  foreign  in- 
gredients are  deemed  exempt  operations 
under  the  applicable  exemption.  Where 
the  commodity  produced  from  named 
aquatic  products  contains  an  Insubstan- 
tial amount  of  products  not  named  in  the 
exemption,  the  operations  will  be  con- 
sidered as  performed  on  the  aquatic 
products  and  handling  and  preparation 
of  the  foreign  ingredients  for  use  in  the 
exempt  operations  will  also  be  consid- 
ered as  exempt  activities. 

§  784.112      Substantial  amounts  of  non- 
aquatic  products;  enforcement  policy. 

As  an  enforcement  policy  in  applying 
the  principles  stated  in  5§  784.110  and 
784.111.  if  more  than  20  percent  of  a 
commodity  consists  of  products  other 
than  aquatic  products  named  in  section 
13(a)(5)  or  13(b)(4).  the  commodity 
will  be  deemed  to  contain  a  substantial 
amount  of  such  nonaquatic  products. 

§  784.113  Work  related  to  named  opera- 
lions  performed  in  oflF-  or  dead-sea- 
son. 

Generally,  during  the  dead  or  Inactive 
season  when  operations  named  in  sec- 
tion 13(a)  (5)  or  13(b)  (4)  are  not  being 
performed  on  the  specified  aquatic  forms 
of  life,  employees  performing  work  rer 
lating  to  the  plant  or  equipment  which 
is  used  in  such  operations  during  the 
active  season  are  not  exempt.    Illustra- 
tive of  such  employees  are  those  who 
repair,  overhaul,  or  recondition  fishing 
equipment    or    processing    or    canning 
equipment  and   machinery  during   the 
off-season  periods  when  fishing,  proc- 
essing, or  canning  is  not  going  on.    An 
exemption  provided  for  employees  em- 
I^oyed  "in"  specified  operations  Is  plainly 
not  intended  to  apply  to  employees  em- 
ployed in  other  activities  during  periods 
when  the  specified  operations  are  not 
being  carried  on,  where  their  work  is 
functionally  remote  from  the  actual  con- 
duct of  the  operations  for  which  exemp- 
tion ts  provided  and  is  unaffected  by  the 
natural  factors  which  the  Congress  relied 
on  as  reason  for  exemption.    The  courts 
have  recognized  these  principles.    See 
Maneja  v.  Waialua.  349  U.S.  254;  Mitch- 
ell V.  Stinson.  217  F.  2d  210;  Malsonet 
V.  Central  Coloso,  6  Labor  Cases  (CCH) 
par.  61.337,  2  WH  Cases  753  (D.  P.R.) ; 
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Abram  v.  San  Joaquin  (Cotton  (Ml  CSo.. 
49  F.  Supp.  393  (S.D.  Calif.) ,  and  Hea- 
burg  V.  Independent  Oil  Mill  Inc.,  46 
F.   Supp.   751    (WD.   Term.).    On  the 
other   hand,   there   may   be   situations 
where    employees    performing    certain 
preseason  or  postseason  activities  im- 
mediately prior  or  subsequent  to  carry- 
ing   on    operations    named    in   section 
13(a)(5)   or  section  13(b)(4)  are  prop- 
erly to  be  considered  as  employed  "in" 
the    named    operations    because"  their 
work  is  so  close  in  point  of  time  and 
function  to  the  conduct  of  the  named 
operations  that  the  employment  is,  as 
a  practical  matter,  necessarily  and  di- 
rectly a  part  of  carrying  on  the  operation 
for  which  exemption  was  Intended.    De- 
pending on  the  facts  and  circumstances, 
this  may  be  true,  for  example,  of  em- 
ployees who  perform  such  work  as  plac- 
ing   boats    and    other    equipment    in 
condition  for  use  at  the  beginning  of  the 
fishing  season,  and  taking  the  necessary 
protective  measvures  with  respect  to  such 
equipment  which  are  required  in  con- 
nection with  termination  of  the  named 
operations   at  the  end  of  the  season. 
Where  such  work  is  Integrated  with  and 
is  required  for  the  actual  conduct  of  the 
named     operations    on    the    specified 
aquatic  forms  of  life,  and  is  necessarily 
performed  immediately   before   or  im- 
mediately after  such  named  operations, 
the  employees  performing  it  may  be  con- 
sidered as  employed  in  the  named  opera- 
tions, so  as  to  come  within  the  exemption. 
It  should  be  kept  in  mind  that  the  rela- 
tionship between  the  work  of  an  em- 
ployee and  the  named  operations  which 
is  required  for  exemption  is  not  neces- 
sarily   identical   with   the   relationship 
between  such  work  and  the  production 
of  goods  for  commerce  which  is  suffcient 
to  establish  its  general  coverage  imder 
the   Act.    Thus,   repair,   overhaul,   and 
reconditioning  work  during  the  inactive 
season  which  does  not  come  within  the 
exemption  is  nevertheless  closely  related 
and  directly  essential  to  the  production 
of  goods  for  commerce  which  takes  place 
during  the  active  season  and,  therefore, 
is  subject  to  the  provisions  of  the  Act 
(Farmers*  Reservoir  Co.  v.  McComb.  337 
U.S.  755;  Mitchell  v.  Stinson.  217  P.  2d 
210;  Bowie  v.  Gonzalez.  117  P.  2d  -11; 
Weaver   v.    Pittsburgh    Steamship  Co., 
153  P.  2d  597.  cert.  den.  328  U.S.  858) . 

§  784.114      Application  of  exemptions  on 
a  workweek  basis. 

The  general  rule  is  that  the  unit  of 
time  to  be  used  in  determining  the  ap- 
plication of  the  exemption  to  an  em- 
ployee is  the  workweek  (see  Ovfernight 
Motor  Transportation  Co.  v.  Missel.  316 
U.S.  572;  MitcheU  v.  Stlnsen,  217  F.  2d 
210;  Mitchell  v.  Hunt.  263  P.  2d  913; 
Puerto  Rico  Tobacco  Marketing  Co-op. 
Ass'n.  V.  McComb.  181  P.  2d  697) .  Thus, 
the  workweelr  is  the  unit  of  time  to  be 
taken  as  the  standard  in  determining 
the  applicability  to  an  employee  of  sec- 
tion 13(a)(5)  or  section  13(b)(4) 
(Mitchell  V.  Stinson,  supra).  An  Mn- 
ployee's  workweek  is  a  fixed  and  regu- 
larly recurring  p>eriod  of  168  hours — 
seven  consecutive  24-hour  periods.  It 
may  begin  at  any  hour  of  any  day  set 
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by  the  employer  and  need  not  coincide 
with  the  calendar  week.  Once  the 
workweek  has  been  set  it  commences 
each  succeeding  week  on  the  same  day 
and  at  the  same  hour.  Changing  the 
workweek  for  the  purpose  of  escaping 
the  requirements  of  the  Act  is  not  per- 
mitted. If  in  any  workweek  an  em- 
ployee does  only  exempt  work  he  is  ex- 
empt from  the  wage  and  hours  provisions 
of  the  Act  during  that  workweek,  irre- 
spective of  the  nature  of  his  work  in  any 
other  workweek  or  workweeks.  An  em- 
ployee may  thus  be  exempt  in  one  work- 
week and  not  the  next  (see  Mitchell  v. 
Stinson.  supra).  But  the  burden  of  ef- 
fecting segregation  between  exempt  and 
nonexempt  work  as  between  particular 
workweek  is  on  the  employer  (see  Tobin 
V.  Blue  Channel  Corp.,  198  F.  2d  245  > 

§  784.115      Exempt  and  noncovpred  nork 
performed  during  the  workweek. 

The  wage  and  hours  requirements  of 
the  Act  do  not  apply  to  any  employee 
during  any  workweek  in  which  a  portion 
of  his  activities  falls  within  section 
13(a)  (5)  if  no  part  of  the  remainder  of 
his  activities  is  covered  by  the  Act. 
Similarly,  the  overtime  requirements  are 
inapplicable  in  any  workweek  in  which 
a  portion  of  an  employee's  activities  falls 
within  section  13(b)  < 4)  if  no  part  of  the 
remainder  of  his  activities  Is  covered  by 
the  Act.  Covered  activities  for  purpose.s 
of  the  above  statements  mean  engage- 
ment in  commerce,  or  in  the  production 
of  goods  for  commerce,  or  in  an  occupa- 
tion closely  related  or  directly  essential 
to  such  production  or  employment  in  an 
enterprise  engaged  in  commerce  or  in 
the  production  of  goods  for  commerce, 
as  explained  in  §§784.17  and  784.18 

§  784.116      Exempt  and  nonexrnipl  work 
in  the  same  workweek. 

Where  an  employee,  during  any  work- 
week, performs  work  that  is  exempt 
under  section  13(a)  (5)  or  13ib)  (4),  and 
also  performs  nonexempt  work,  some 
part  of  which  is  covered  by  the  Act,  the 
exemption  will  be  deemed  inapplicable 
unless  the  time  spent  in  performing  non- 
exempt  work  during  that  week  is  not 
substantial  in  amount.  For  enforce- 
ment purposes,  nonexempt  work  will  be 
considered  substantial  in  amount  if  more 
than  20  percent  of  the  time  worked  by 
the  employee  in  a  given  workweek  is  de- 
voted to  such  work  (see  Mitchell  v. 
Stinson,  217  F.  2d  210) .  Where  exempt 
and  nonexempt  work  is  performed  dur- 
ing a  workweek  by  an  employee  and  is 
not  or  cannot  be  segregated  so  as  to  per- 
mit separate  measurem,ent  of  the  time 
spent  in  each,  the  employee  will  not  be 
exempt  (see  Tobin  v.  Blue  Channel  Corp  , 
198  P.  2d  245;  Walling  v.  Public  Quick 
Freezing  and  Cold  Storage  Co,  62  F. 
Supp.  924 ) . 

§784.117      Combinalionn     of     exempt 
work. 

The  combination  of  exempt  work  un- 
der sections  13(a)(5)  and  13(b)(4),  or 
of  one  of  these  sections  with  exempt 
work  under  another  section  of  the  Act, 
Is  permitted.  Where  a  part  of  an  em- 
ployee's covered  work  in  a  workweek  i.s 
exempt  under  section  13(a)  *5)  and  the 
remainder  is  exempt  under  another  scc- 
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tion  which  grants  an  exemption  from 
the  minimum  wage  and  overtime  provi- 
sions of  the  Act,  the  wage  and  hours  re- 
quirements are  not  applicable.  If  the 
scope  of  the  exemption  is  not  the  same, 
however,  the  exemption  applicable  to 
the  employee  is  that  provided  by  wl^ch- 
ever  exemption  provision  is  more  limited 
in  scope  unless,  of  course,  the  time  spent 
in  performing  work  which  is  nonexempt 
under  the  broader  exemption  is  not  sub- 
stantial. For  example,  an  employee  may 
devote  part  of  his  workweek  to  work 
within  section  13' b)  (4)  and  the  remain- 
der to  work  exempt  from  both  the  mini- 
mum wage  and  overtime  requirements 
under  another  section  of  the  Act.  In 
such  a  casp  he  must  receive  the  minimum 
wage  but  is  not  required  to  receive  time 
and  one-half  for  his  overtime  work  dur- 
ing that  week  'Cf.  Mitchell  v.  Myrtle 
Grove  Packing  Co  .  350  US.  891 ;  Tobin  v 
Blue  Channel  Corp.,  198  F.  2d  245). 
Each  activity  is  tested  separately  under 
the  applicable  ex^-mption  as  though  it 
were  the  sole  activity  of  the  employee 
for  the  whole  workweek  in  question. 
Unless  the  employee  meets  all  the  re- 
quirements of  each  exemption  a  combi- 
nation exemption  would  not  be  available. 

§781.118  Work  •.iibjcci  to  different 
minimum  vmco  rate*  in  >»iime  work- 
week. 

Work    subject    to   different   minimum 
waue  rates  in  tlie  same  workweek  calls 
for  application  of  a  rule  similar  to  that 
generally  applied  where  work  subject  to 
two  exemptions  unequal  in  scope  is  in- 
volved.    For  example,  section   13(b>  <4> 
exempts   both   employment   in   canning 
and  employment  in  processing  other  than 
canning  of  the  named  marine  products 
from  the  overtime  requirements,  but  the 
minimum  v. age  reriuuements  that  must 
be  observed  for  the  two  operations  will 
not  be  the  same  until  September  3,  1965. 
If  employed  in  canning  for  his  entire 
workweek,  an  employee  will  be  entitled 
to  the  higher  minimum  wage  rate  pre- 
scribed by  s(K;tion  6ia)    of   the  Act;    if 
employed  in  prcxre.ssing  other  than  can- 
ning throughout  the  workweek,  he  will 
be  entitled  only  to  the  lower  minimum 
wage    rate   pre.scribed   by   section   6<b>. 
Prior  to  tiie  1961  amendments  the  situa- 
tion differed  only  in  that  the  Act  pro- 
vided a  minimum  wage  exemption  for 
the  employment  in  proces.sing  other  than 
canning      An  employee  employed  in  can- 
ning in  a  particular  workweek  was  en- 
titled to  the  minimum  wage  applicable 
to    such    employment,    however,    even 
where  his  processing  of  aquatic  products 
for    canning    was    intermingled    in    the 
same  workweek  with  the  processing  of 
such  products   for   other  purposes    (sec 
Tobin  V    Blue  Channel  Corp.,  198  F.  2d 
245.    approved    in    Mitchell    v.    Myrtle 
Grove  Packing  Co  .  350  US   891 ». 

Gfnfral   Character    and  Scope   of   the 
SEfrioN   13'aM5>    P^xemption 

§781.11*^      Tlie    exemplinn     i*    intended 
for  work  afTerted  hv  naliiral  fiirlor*. 

As  indicated  by  the  legislative  histoiT. 
the  purpo.se  of  the  .section  I3iaH5>  ex- 
emption is  to  exempt  from  the  minimum 
wage  and  overtime  provi.^ions  of  the  Act 
employment  in  those  activili.^s  in  the 
fishing   indu.'try   that  are  controlled  or 


materially  affected  by  natural  f»eton» 
elements,  such  as  the  vicis&itudeg  o|  ^ 
weather,  the  changeable  condlttoQi^ 
the  water,  the  run  of  the  catch,  teoA  tb 
perishability  of  the  products  otHaiM 
(83  Cong.  Rec.  7408,  7443;  8.  Raiu 
145.  p.  33  on  H.R.  3935,  87th  Coof"  vj 
sess  ;  Fleming  v.  Hawkeye  Petri  Bot^ 
Co..  113  F.  2d  52;  Walling  v.  Haden  ju 
F.  2d  196.  certiorari  denied  328  Ufl.  t^ 

§781.120      KfTeet  of  natural  f acton  « 
named  operations. 

The  various  activities  enumerated  In 
section  13<a)(5> — the  catching,  tan^w 
propagating,  harvestmg.  culttvattoi,  « 
fai-ming  of  aquatic  forms  of  antwifj  ^ 
vegetable  life  as  well  as  "the  gob^  ^ 
and  returning  from  work"  are  outeritny 
controlled  and  affected  by  the  natmi 
elements.  Similarly,  the  actl?lti«  ^ 
"first  processing,  canning  or  PMktaV(t 
such  marine  products  at  sea  aa  m 
incident  to.  or  in  conjunction  wlth,i«t 
fishing  operations"  are  subject  to  thi 
natural  factors  mentioned  above.  T^ 
"loading  and  unloading"  of  such  aquatk 
products  when  performed  at  sea  are  ate 
subject  to  -the  natural  forces. 

§  781.121       .Appliration  of  exemptioa  to 
"ofl'-liore"  inMiviticH  in  gencraL 

The  expression  "offshore  actlyltiHr  li 
used  to  describe  the  category  of  nawi 
operations  pertainmg  to  the  a<^'^ttltta 
from  nature  of  aquatic  forms  of  aainl 
and  vegetable  life.  As  originally  enacM 
in  1938,  section  13(a)(5)  exempted  lut 
only  employees  employed  in  such  "ol- 
shore"  or  "trip"  activities  but  also  on- 
ployees  employed  in  related  aethrttki 
on  shore  which  were  similarly  aflaeW 
by  the  natural  factors  previously  <fc- 
cussed  <see  §  784.103,  and  FlemlOf  i. 
Hawkeye  Pearl  Button  Co.,  113  P.  M  SI). 
However,  the  intent  of  the  1961  amnd- 
ments  to  the  Act  was  to  remove  trai 
the  exemption  the  so-called  onsbon  a^ 
tivities  and  "leave  the  exemption  appli- 
cable to  offshore'  activities  comMeM 
with  the  procurement  of  the  aquatk 
products"  (S.  Rep.  145.  87th  Cooc  lit 
sess  p.  33 ) .  Despite  its  compreheoiift 
reach  isce  §§784.105  and  784.106),tl» 
exemption,  like  the  similar  exemptkmla 
the  Act  for  agriculture,  is  "meant  to  ap- 
ply only"  to  the  activities  named  k 
the  statute  'see  Maneja  v.  Walalua,  Ml 
US.  254;  Farmers  Reservoir  Co.  v.  Ik- 
Comb,  337  U.S.  755 >. 

§78t.l22     Exempt  fisherie*  operatMH. 

Employees  engaged  in  the  named  op- 
erations, such  as  "catching"  or  "taUm." 
are  clearly  exempt.  As  indicated  in 
§  784.106,  employees  engaged  in  actWtta 
that  are  "directly  and  necessarily  a  part 
of"  an  enumerated  operation  are  aho 
exempt  (Mitchell  v.  Trade  Winds.  Int. 
289  F.  2d  278*.  The  "catching,  taklnt 
propagating,  harvesting,  cultlvaUnf.  « 
farming"  of  the  various  forms  of  aqowe 
life  includes  not  only  the  actual  par- 
formance  of  the  activities,  but  »»»■• 
usual  duties  inherent  in  the  0CCTB>WM» 
of  those  who  perform  the  actWU* 
Thus,  the  li.sherman  who  is  engaHdB 

catching'*  and  "taking"  must  sea  t^ 
that  his  lines,  nets,  seines.  *^***  "J 
other  equipment  are  not  fouled  vaa  an 
in  working  order.     He  may  also  n»itii 
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^  his  lines  or  nets  or  repair 
-  ■^■■■ii  his  traps.  Such  activities 
•'!SrSagral  part  of  the  operatioDS 
pJJjJJng^and  "talcing'  of  an  aquatic 


•1M.US     Operations  performed  •■  an 
•  ••^Ug^led  part  of  fishing. 

f^tetn  other  activities  performed  on 
^Surecsel  In  connection  with  named 
^Tratf^  are.  functionally  and  as  a 
•JSSmatter,  directly  and  necessarily 
•"JfJl  guch  operations.  For  example, 
IShr*"^  ''ork  performed  by  mem- 
Zmii  the  fishing  crew  during  the 
«f  the  trip  on  the  fishing  boat 
^(goessarily  be  a  part  of  the  flsh- 
!2ffatlon.  since  the  boat  itself  is  as 
^^Tflshlng  instrument  as  the  fishing 
Sir  nets,  similarly,  work  required 
^ttsflBBsel  to  keep  In  good  operating 
^^tyfttfiy  equipment  used  for  proc- 
yy  Iteming  or  packing  the  named 
22e  products  at  sea  is  so  necessary  to 
STflflfirfiiet  of  such  operations  that  it 
iMt  be  considered  a  part  of  them  and 


1 7I4.1M    Operations  performed  on  fiah- 
h^  equipment. 

Oa  the  principle  stated  in  9  784.122. 
tte  nulacement,   repair,   mending,   or 
ggigtnietkm  of  the  fisherman's  equip- 
■■t  performed  at  the  place  of  the  flsh- 
lof  operation  would  be  exempt.    Such 
Mtiftttes  performed    In   contemplation 
if  ttie  trip  are  also  within  the  exemp- 
tkn  tf  the  work  Is  so  closely  related  both 
li  point  of  time  and  function  to  the  ac- 
I^Khm  of  the  aquatic  life  that  it  is 
miy  ft  pi^  of  the  fishing  operation  or 
^"tobm  to  •  •  •  work."    For  exam- 
Ik^  nder  appropriate  facts,  the  repair 
cf  the  nets,  or  of  the  vessel,  or  the  build- 
kf  of  flab  trap  frames  on  the  shore 
hMMitlately  prior  to  the  opening  of  the 
Mriv  season  would  be  within  the  ex- 
omttoo.    Activities  at  the  termination 
tf  a  flailing  trip  which   are  similarly 
irialod  in  time  and  function  to  the  ac- 
iBBl  eoDduct  of   fishing   operations  or 
tftoming  from  work"  may  be  within 
ftt  eunption  on  like  prlnciides.    Sim- 
My.  the  faqt  that  the  exemption  is 
Maided  generally  for  "offshore"  activi- 
ttoidoes  not  mean  that  It  may  not  apply 
la  employment  In  other  actiyities  per- 
kmed  <m  shore  which  are  so  integrated 
vitfa  the  conduct  of  actual  fishing  opera- 
tiona   and    functionally    so    necessary 
tbereto  that  the  employment  is,  in  prac- 
tkal  effect,  directly  and  necessarily  a 
part  of  the  fishing  operations  for  which 
ttttoxemption  Is  intended.    In  such  cir- 
ices  the  exemption  will  apply,  for 
!,  to  an  employee  employed  by  a 

owner  to  watch  the  filling  vessel, 

ii  aipitpment,  and  the  catch  when  it 

to  port,  check  the  mooring  lines. 

Ulge  pumps  and  heating  and 

.  systems  on  the  vessel,  and  assist 

k  the  loading  and  unloading  of  the  fish- 
•  ^equipment  and  the  catch.  Work  of 
the  kinds  referred  to  may  be  exempt 
«Imb  performed  by  the  fisherman  him- 
JJttar  by  some  other  employee  of  the 
^Ibiat  organization.  However,  the  ex- 
<M|i(tai  would  not  apply  to  employees  of 
•  aaBBfacturer  of  supplies  or  to  em- 
■*  li  of  independent  shops  which  re- 
boats    and    equipment    (Dize    v. 
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Maddrtx.  144  F.  2d  584,  afllrmed  324 

n.s.e97). 

g  784.125     Going  to  and  returning  from 
work. 

The  phrase  "including  the  going  to 
and  returning  from  work"  relates  to  the 
preceding  named  operations  which  per- 
tain to  the  procxuing  and  appropriation 
of  seafood  and  other  forms  of  aquatic 
life  from  nature.     The  expression  ob- 
viously includes  the  time  spent  by  fish- 
ermen and  others  who  go  to  and  from 
the  fishing  grounds  or  other  locations 
where  the  aquatic  life  is  reduced  to  pos- 
session.  If  going  to  work  requires  fisher- 
men to  prepare  and  csirry  the  equipment 
required  for  the  fishing  operation,  this 
would  be  Included  within  the  exemption. 
In  performing  such  travel  the  fishermen 
may  be  required  to  row,  giiide  or  sail 
the  boat  or  otherwise  assist  in  its  opera- 
tion.    Similarly,  if  an   employee  were 
digging  for  clams  or  other  shellfish  or 
gathering  seaweed  on  the  sand  or  rocks 
it  might  be  necessary  to  drive  a  truck 
or  other  vehicle  to  reach  his  destination. 
Such  activities  are  exempt  within  the 
meaning  of  this  language.    However,  the 
phrase  does  not  apply  to  employees  who 
arc  not  employed  in  the  activities  In- 
volved in  the  acquisition  of  aquatic  ani- 
mal or  vegetable  life,  such  as  those  going 
to  or  returning  from  work  at  processing 
or  refrigerator  plants  or  wholesale  es- 
tablishments. 


§  784.126     Lroading  and  unloading. 

Tlie  term  "loading  and  unloading"  ap- 
plies to  activities  connected  with  the  re- 
moval of  aquatic  products  from  the  fish- 
ing vessel  and  their  initial  movement  to 
maftets  of  processing  plants.    The  term, 
however,  is  not  without  limitation.    The 
statute  by  its  clear  language  makes  these 
activities  exempt  only  when  performed  by 
any  employee  employed  In  the  procure- 
ment activities  enumerated  in   section 
13(a)(5).    This  limitation  is  confirmed 
by  the  legislative  history  of  the   1961 
amendments     which     effectuated     this 
Change  in  the  application  of  this  term 
(S.  Rep.  145.  87th  Cong.,  1st  sess.,  p.  33). 
ConsequenUy.  members  of  the  fishing 
crew  engaged  in  loading  and  imloading 
the  catch  of  the  vessel  to  another  vessel 
at  sea  or  at  the  dockside  would  be  en- 
gaging in  exempt  activities  within  the 
meantng  of  section  13(a)(5).     On  the 
other  hand,  dock  workers  performing  the 
same  kind  of  tasks  would  not  be  within 
the  exemption. 
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ed  by  secUon  13(a)  (14).  above  noted, 
and  the  general  exoBption  in  section 
13(b)(6)  from  overtime  for  "any  em- 
ployee employed  as  a  seamen"  (wheth- 
er or  not  on  an  American  vessel)  vpplj, 
in  general,  to  employees,  working  aboard 
vessels,  whose  services  are  rendered  pri- 
marily as  an  aid  to  navigation.    It  ap- 
pears, however,  that  it  is  not  the  custom 
or  practice  in  the  fishing  industry  for  a 
fishing  vessel  to  have  two  crews  namdy 
a  fishing  crew  whose  duty  it  is  primarily 
to  fish  and  to  perform  other  duties  in- 
cidental thereto  and  a  navigational  crew 
whose  duty  It  Is  primarily  to  operate  the 
boat.    Where,  as  is  the  typical  situation. 
there  is  but  one  crew  which  perf  (mns  all 
these   functions,   the   section   13(a)(5) 
exemption  would  apply  to  its  members. 
For  a  further  explanation  of  the  sea- 
man's exemption  see  Part  783  of  this 
chapter. 

§  784.128     Office  and  clerical  employees 
under  section  13(a)(5). 

Office  and  clerical  employees,  such  as 
bookkeepers,  stenographers,  typists,  and 
others  who  perform  general  offlee  work 
of  a  firm  engaged  in  operating  fishing 
boats  are  not  for  that  reason  within  the 
section  13(a)(5)  exemption-    Uhder  the 
principles  stated  in  S  784.106.  theh:  gen- 
eral office  activities  are  not  a  part  of  any 
of  the  named  operations  even  when  they 
are  selling,  taking  and  putting  up  orders,  , 
or  recording  sales,  tdJcing  cash  or  mak- 
ing telephone  connections  for  customer 
or  dealer  calls.    Employment  in  the  spe- 
cific activities  enumerated  in  the  preced- 
ing sentence  would  ordinarily,  however, 
be  exempt  imder  section  13(b)(4)  since 
such  activities  constitute  "marketing"  or 
"distributing"  within  the  meaning  of 
that  exemption  (see  S  784.157).    In  cer- 
tain circumstances,  office  or  clerical  em- 
ployees may  come  within  the  sectitm 
13(a)  (5)  exemption.    If,  for  example,  it 
^  is  necessary  to  the  conduct  of  the  fishing 
^  operations  that  such  employees  accom- 
pany a  fishing  expedition  to  the  fishing 
grmmds   to  perform  certain  work  re- 
quired  there   in   connection   With    the 
catch,  their  employment  xmder  such  cir- 
cumstances may,  as  a  practical  matter, 
be  direcUy  and  necessarily  a  part  of  the 
operations  for  which  exemption  was  in- 
tended, in  which  event  the  exemption 
would  apply  to  them. 

First  Processing,  Canning,  oa  Pactonc 
OF  Marine  Prodxtcts  Undxr  Section 
13(a) (5) 


8  7M^*7     Op.™.i.nofU..fi,hin.;..     S784.12^_R«j»^..ur««».p.i~. 


In  extending  the  minimTim  wage  to 
seamen  on  American  vessels  by  limiting 
the  exemption  from  minimum  wages  and 
overtime  provided  by  section  13(a)  (14) 
of  the  Act  to  "any  employee  employed 
as  a  B^a'n'^n  on  a  vessel  other  than  an 
American  vessel,"  and  at  the  same  time 
extending  the  minimimi  wage  to  "on- 
shore" but  not  "offshore"  operations 
concerned  with  aquatic  products,  the 
Congress,  in  the  1961  amendments  to  the 
Act.  did  not  indicate  any  intent  to  re- 
move the  crews  of  fishing  vessels  en- 
gaged in  operations  named  in  .section 
13(a)(5)  from  the  exemption  provided 
by  that  section.    The  exemption  provid- 


A  complete  exemption  from  minimtim 
a^d  overtime  wages  is  provided  by  sec- 
tion 13(a)(5)  for  employees  employed 
in  the  operations  of  first  processing,  can- 
ning, or  packing  of  marine  products  at 
sea  as  an  incident  to,  or  in  conJuncti(m 
with  "such"  fishing  operations — ^that  is. 
the  fishing  operations  of  the  fishing  ves- 
sel (S.  Rep.  145.  87th  Cong..  1st  sess.. 
p.  33).  To  qualify  imder  this  part  of 
the  exemption,  there  mtist  be  a  showing 
that  (1)^  the  work  of  the  employees  is 
such  that  they  are.  within  the  meaning 
of  the  Act,  employed  in  one  or  nwre  of 
the  named  operations  of  first  processing, 
canning  or  packing.  (2)  such  operations 
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are  perfonned  u  an  Ixicldent  to,  or  In 
oonjuetloin  with.  fl«hlns  operaUons  of 
tbe  yeflsel.  (3>  such  operations  are  per- 
formed at  sea,  and  (4)  soeh  operations 
are  performed  on  the  marine  products 
specified  In  the  statute. 

§  784.130     ^'Marine  praaucu.*" 

Tbe  marine  products  which  form  the 
basis  of  the  exemption  are  the  "fish. 
sheBflsh,  Crustacea,  sponges,  seaweeds, 
or  other  aquatic  forms  of  animal  and 
vegetable  life"  mentioned  in  section 
13(a)(5).  The  exemption  contemplates 
aquatic  products  currently*  or  recently 
acquired  aiKl  In  the  form  obtained  from 
the  sea.  since  the  language  of  the  ex- 
emption clearly  indicates  the  named 
operations  of  first  processing,  canning. 
or  packing  must  be  performed  "at  sea" 
and  "as  an  incident  to.  or  In  conjunction 
with",  fishing  operations.  Also,  such 
"maurlne  products"  are  limited  to  aquatic 
forms  of  "llf  e." 

8  784.131     "Al  •««." 

The  "at  sea"  requirement  must  be 
e<mstrued  In  context  and  in  such  man- 
ner as  to  accomplish  the  statutory  ob- 
jective. The  section  13(a)  (5)  exemption 
Is  for  the  "catching,  taking,  propagat- 
ing, harvesting,"  etc..  of  "aquatic  forms 
of  animal  and  vegetable  life."  There 
is  no  limitation  as  to  where  these  ac- 
tivities must  take  place  other  than,  as 
the  legislative  history  indicates,  that 
they  are  "offshore"  activities.  Since  the 
purpose  of  the  1961  amendments  is  to 
exempt  the  "first  processing,  canning 
or  packing  such  marine  products  at  sea 
as  an  incident  to.  or  in  conjunction  with. 
such  fishing  operations."  it  would  frus- 
trate this  objective  to  give  the  phrase 
"at  sea"  a  technical  or  special  meaning. 
For  example,  to  define  "at  sea"  to  in- 
clude only  bodies  of  water  subject  to  the 
ebb  and  flow  of  the  tides  or  to  saline 
waters  would  exclude  the  Great  Lakes 
which  obviously  would  not  comport  with 
the  legislative  Intent.  On  the  other 
hand,  one  performing  the  named  activi- 
ties of  first  processing,  canning,  or  i>ack- 
Ing  within  the  limits  of  a  port  or  harbor 
Is  not  performing  them  "at  sea"  within 
the  meaning  of  the  legislative  intent 
although  the  situs  of  performance  Is 
subject  to  tidewaters.  In  any  event  it 
would  not  appear  necessary  to  draw  a 
precise  line  as  to  what  constitutes  "at 
sea"  operations,  for.  as  a  practical  mat- 
ter, such  first  processing,  canning,  or 
packing  operations  are  those  closely  con- 
nected with  the  physical  catching  of  the 
fish  and  are  performed  on  the  fishing 
vessel  shortly  or  immediately  following 
the  "catching"  and  "taking"  of  the  fish. 

S  784.132      **Am  an  faicidcnl  to,  or  in  ron- 
joBCtioa  with**  fuliiiig  operations. 

The  statutory  language  makes  clear 
that  the  "first  processing,  canning  or 
packing."  unlike  the  other  named  opera- 
tions of  "catching,  taking,  propagating, 
harvesting,  cultivating,  or  fanning"  are 
not  exempt  operations  in  and  of  them- 
selves. They  are  exempt  only  wi>en  per- 
formed "as  an  Incident  to,  or  in  conjunc- 
tion with  such  fishing  operations"  (see 
Farmers  Reservoir  Co.  v.  McComb,  337 
n.S.  755).  It  Is  apparent  from  the  con- 
text that  the  language  "such   fishing 
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operations"  refers  to  the  principal  named 
operations  of  "catching,  taking,  propa- 
gating, harvesting,  cultivating,  or  farm- 
ing" as  performed  by  the  fishermen  or 
Pshing  vessel  (compare  Bowie  v.  Oon- 
zalez.  117  P.  ad  11).  Therefore  to  be 
"an  incident  to.  or  in  conjunction  with 
such  fishing  operations,"  the  first 
processing,  canning,  or  packing  must 
take  place  upon  the  vessel  that  Is  en- 
gaged in  the  physical  catching,  taking, 
etc..  of  the  fish.  This  is  made  abun- 
dantly clear  by  the  legislative  history. 
In  Senate  Report  No.  145.  87th  Congress. 
1st  session,  at  page  33,  it  pointed  out: 

For  the  same  renflons.  there  was  Included 
In  section  13(a)(6)  as  amended  by  the  blU 
an  exemption  for  the  "flrst  processing,  can- 
ning or  packing"  of  marine  products  "at  sea 
as  an  Incident  to,  or  In  conjunction  with 
such  fishing  operations."  The  purpose  of 
this  additional  provision  is  to  make  certain 
that  the  Act  will  be  uniformly  applicable 
to  all  employees  on  the  fishing  vessel  In- 
clading  those  employees  on  the  vessel  who 
may  be  engaged  In  these  activities  at  sea  as 
an  Incident  to  the  fishing  operations  con- 
ducted by  tbe  vessel. 

In  accordance  with  this  purpose  of  the 
section,  the  exemption  is  available  to 
an  employee  on  a  fishing  vessel  who  is 
engaged  in  first  processing  fish  caught 
by  fishing  employees  of  that  s&me  fishing 
vessel:  it  would  not  be  available  to  such 
an  employee  if  some  or  all  of  the  fish 
being  flrst  processed  were  obtained  from 
other  fishing  vessels,  regardless  of  the 
relationship,  financial  or  otherwise,  be- 
tween such  vessels  'cf.  Mitchell  v.  Hunt. 
263  P.  2d  913;  Farmers  Reservoir  Co.  v. 
McComb,  337  U.S.  755). 

§  784.133      The  exempt  operations. 

The  final  requirement  is  that  the  em- 
ployee on  the  fishing  vessel  must  be  em- 
ployed in  "the  first  processing,  canning 
or  packing"  of  the  marine  products. 
The  meaning  and  scope  of  these  opera- 
tions when  performed  at  sea  as  an  inci- 
dent to  the  fishing  operations  of  the 
vessel  are  set  forth  In  SS  784.134  to 
784.136.  To  be  "employed  in"  such 
operations  the  employee  must,  as  pre- 
viously explained  (see  58  784.106  and 
784.122),  be  engaged  In  work  which  is 
clearly  part  of  the  named  activity. 

§  784.134      "First  processing.** 

Processing  connotes  a  change  from 
the  natural  state  of  the  marine  product 
and  first  processing  would  constitute  the 
flrst  operation  or  series  of  continuous  op- 
erations that  effectuate  this  change.  It 
appears  that  the  flrst  processing  opera- 
tions ordinarily  performed  on  the  fish- 
ing vessels  at  sea  consist  for  the  most 
pwtrt  of  eviscerating,  removal  of  the  gills, 
beheading  certain  fish  that  have  large 
heads,  and  the  removal  of  the  scallop 
from  its  shell.  Icing  or  freezing  opera- 
tions, which  ordinarily  Immediately 
•  follow  these  operations,  would  also  con- 
stitute an  Integral  part  of  the  first  proc- 
essing operations,  as  would  such  activities 
as  filleting,  cutting,  scaling,  or  salting 
when  performed  as  part  of  a  continuous 
series  of  operations.  Employment 
aboard  the  fishing  vessel  in  freezing  op- 
erations thus  performed  is  within  the 
exemption  If  the  flrst  processing  of  which 
it  Is  a  part  otherwise  meets  the  condi- 
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tions  of  section  13(a)(5), 

Ing   the  transfer  by  tha  llfi'  

ments  of  "freezing,"  as  tneh,  fkvirS 
exemption  to  the  exemption  fin^  a? 
time  only  provided  by  section  Itftt^ 
Such  preliminary  operations  as  tfiiiS 
washing  and  grading  of  the  0Ultet|i2 
ucts,  though  not  exempt  u  0x11111^ 
essing  since  they  effect  no  fthanm^  ^jS 
be  exempt  as  part  of  first  _ 
when  done  in  preparation  for  tla 
processing  operation  described 
eluding  freezing.  The  same  voM  fei 
true  with  resi>ect  to  the  remoral  of  te 
waste  products  resiilting  from  the  ita» 
described  or>eratlons  on  board  ttaei 
vessel. 

§  784.133      "Canning.** 

The  term  "carming"  was  defined  hi  Hi 
legislative  history  of  the  1M0  mi^ 
ments  (House  (Conference)  Report  % 
1453.  81st  Cong.,  1st  sess.;  95  ~ 
14878,  14932-33).  These 
made  the  "canning"  of  marine 
or  byproducts  exempt  from 
under  a  separate  exemption 
13(b)  (4) ),  and  subject  to  tbe 
wage  requirements  of  the 
8  784.137  et  seq).  The  same 
will  be  accorded  to  "canning"  tn 
13 1  a)  (5)  as  in  section  13(b)(t)  im 
8  784.143  et  seq.)  subject,  of  eoam,  ti 
the  limitations  necessarily  Impoiod  lr 
the  context  in  which  It  is  found.  Lnolte 
words,  although  certain  operattooi  • 
described  In  8  784.143  et  seq.  (piaMt  m 
canning,  they  are,  neverthelesi,  not  ■• 
empt  under  section  13(a)  (5)  imloMtfcii 
are  performed  on  marine  prodDOti  l| 
employees  of  the  fishing  vessel  •&Mftii 
an  incident  to,  or  in  conjunction  «|^ 
the  fishing  operations  of  the  ▼< 

§  784.136      "Packing.** 

The  packing  of  the  varlouo 
marine  products  at  sea  as  an ! 
or  in  conjunction  with,  the  flihlnt  f^ 
erations  of  the  vessel  Is  an  exoBpt  9> 
eratlon.  The  term  "packing"  refoi  ll 
the  placing  of  the  named  prodBit  k 
containers,  such  as  boxes,  crata^  lip 
and  barrels.  Activities  such  as  vaiftlMt 
grading,  sizing  and  placing  layoa  < 
crushed  ice  in  the  containers  are  dMMl 
a  part  of  packing  when  perfoWMiji 
an  integral  part  of  the  paddnf  OpM^ 
tion.  The  packing  operation  naflol 
simple  or  complete  and  comidez  OfMi> 
tion  depending  upon  the  naton'tf 
the  marine  product,  the  kaftt  Jl 
time  out  and  the  facilities 
vessel.  Where  the  fishing  trip  Is  ( 
duration,  the  packing  operatiOB 
amount  to  no  more  than  tha_  ^ 
operation  of  packing  the  pradMl  fc 
chipped  or  crushed  ice  in  woodaar 
as  in  the  case  of  shrimp,  or 
product  in  wooden  boxes  and 
with  seaweed  as  in  the  case  of 
Where  the  trips  are  of  long 
for  several  weeks  or  more,  tlia 
operations  on  fishing  vessels 
proper  equipment  sometimes  ait 
grated  with  first  processing 
so  that  together  these  operaUooai 
to  readying  the  product  In  a  mai— 
form.  Por  example.  In  tbe  «■•  • 
shrimp,  the  combined  opuatfc—  lllf 
consist  of  the  following  serlea  ti^f^ 
tions — washing,  grading,  slxinf,  pM*l 


■  .—mrf  boxes  abready  labeled  for 
tSkiSwketing,  placing  In  trays  with 
^"^  loading  Into  a  quick  f  reeser 


_.^Zoving  after  freexlng,  empty- 
!^  box.  glazing  the  contents  with 
-^S  <rf  t^esh  water,  replacing  In  box. 
*^Mtbem  In  50-pound  master  cartons 
y^rily    stowing    In    refrigerated 

Chaxacter  and  Scopb  or  thi 
aicnoif  13(b)  (4)  ExBMPTioK 

.MJiav     ♦»Shore"    activities    exempted 
•'■^ifcr  section  13(b)(4). 

.  ^euoo  13(b)  (4)  provides  an  exemp- 
M^'ftOBX  the  overtime  but  not  from 
?Mkiimum  wage  provisions  of  the  Act 
M'W  anployee  employed  In  the  can- 
^  fltoc(«8lng,  marketing,  freezing. 
Sf.  ctorlDg,  packing  for  shipment,  or 
TS^Kg"  aquatic  forms  of  animal 
^^laceiable  life  or  any  byproducts 
Znof.  Originally,  all  these  operations 
ginoontalned  in  the  exemption  pro- 
Sdlvwctlon  13(a)(5)  but,  as  a  result 
TglBeDdments.  first  "canning."  In  1949. 
Z|  iben  the  other  operations  in  1961. 
mm  tnnsf erred  to  section  13(b)(4). 
MM  the  discussion  in  S§  784.102  to  784.- 
gl)  "niese  activities  are  "shore"  ac- 
I^H  and  in  general  have  to  do  with 
laovonent  of  the  perishable  aquatic 
eto  to  a  nonperishable  state  or  to 
to  of  consimiption  (S.  Rep.  145,  87th 
I.,  1st  sess.,  p.  33). 


|fM»lM     Relationship  of  exemption  to 
MOMption  for  "offshore**  activitiea. 

Q«  reasons  advanced  for  exemption 
4  oaplnyment  in  "shore"  operations, 
W9  IMcd  in  section  13(b)  (4) ,  at  the 
Hn  of  tbe  adoption  of  the  original  ex- 
__j  in  1938.  had  to  do  with  the  diffi- 
tt  regulating  hours  of  work  of 
whose  operations,   like  those  of 

,  were  stated  to  be  governed 

If  tbe  time,  size,  availability  and  perish- 
of  the  catch,  all  of  whl<m  were 

to  be  affected  by  natm-al  fac- 

I  that  tbe  employer  could  not  control 
m  n  Cong.  Rec.  7408,  7422.  7443) . 
Iketatended  limited  scope  of  the  exemp- 
Mm  In  this  respect  was  not  changed  by 
tairfer  of  the  "shore"  activities  from 
mlkm  lS(a)(5)  to  section  13(b)(4). 
TllonmpUon  of  employment  in  these 
""  operations  may  be  considered. 
as  intended  to  Implement  and 

. jt  the  exemption  for  employ- 

In  "offshore"  operations  provided 

IreeeBon  13(a)  (5),  by  exempting  from 
J  provisions  of  the  Act  employees 
I  In  those  "shore"  activities  which 

,  somewhat  affected  by  the 

inatoral  factors.  These  "shore"  ac- 
— lae  are  affected  primarily,  however, 
IrlMtaatlons  in  the  supply  of  the  prod- 
pt  or  by  the  necessity  for  consumption 
»  mmi  nation  of  such  products  before 
~  ~  le  occurs  (see  Pleming  v.  Hawkeye 
Button   Co..    113   P.    2d    52;    cf. 

nb  V.  Consolidated  Fisheries.  174 

'.MH). 

1111119    Perishable  stale  of  the  acpiatic 
INdact  as  aflTecting  exemption. 

<^Aettvities  performed  after  the  con- 
<Wloa  Off  an  aquatic  product  to  a  non- 
Mhahle  state  cannot  form  the  basis 
wawHeation  of  the  secUon  13(b)(4) 
unless  the  subsequent  opera- 


FEDERAL  REGISTER 

ti<«  is  so  integrated  with  the  perform- 
ance of  exempt  operations  on  the  aquatic 
forms  of  f>"<»nai  and  vegetable  life  men- 
tioned in  the  section  that  functionally 
and  as  a  practical  matter  it  must  be  con- 
sidered a  part  of  the  operations  for  which 
exemption  was  intended.  The  exemp- 
tion la.  omsequently.  not  available  for 
the  handling  or  shipping  of  nonperish- 
able products  by  an  employer  except 
where  done  as  a  part  of  named  opera- 
tions commenced  on  the  product  when 
it  was  In  a  perishable  state.  Thus,  em- 
ployees of  dealers  In  or  distributors  of 
such  nonperishable  products  as  fish  oil 
and  fish  meal,  or  canned  seafood,  are 
not  within  the  exemption.  Similarly, 
#iere  is  no  basis  for  application  of  the 
exemption  to  employees  employed  in  fur- 
ther processing  of  or  manufacturing 
operations  on  products  previously  ren- 
dered nonperishable,  such  as  refining 
fish  oil  or  handling  fish  meal  in  connec- 
tion with  the  manufactiu-e  of  feeds. 
Further  specific  examples  of  application 
of  the  foreg^g  principle  are  given  in 
the  subsequent  discussion  of  particular 
operations  named  in  section  13(b)(4). 
(b)  In  applying  the  principle  stated  in 
paragraph  (a)  of  this  section,  the  De- 
partment has  not  asserted  that  the  ex- 
empticm  is  inapplicable  to  the  perform- 
ance of  the  operations  described  in 
section  13(b)  (4)  on  frozen,  smoked, 
salted,  or  cured  fish.  The  Department 
will  continue  to  follow  this  policy  until 
further  clarification  from  the  courts. 

§  784.140      Scope   of  exempt   operations 
in  general. 

Exemption  under  section  13(b)(4), 
like  exemption  under  section  13(a)(5), 
depends  upon  the  employment  in  the 
actual  activities  named  in  the  section, 
and  an  employee  performing  a  function 
which  is  not  necessary  to  the  actual  con- 
duct of  a  named  activity,  as  explained 
in  S  784.106,  is  not  within  the  exemption. 
It  is  also  essential  to  exemption  that  the 
operations  named  in  section  13(b)  (4)  be 
performed  on  the  forms  of  aquatic  life 
specified  in  the  section  and  not  on  other 
commodities  or  on  mixed  commodities  a 
substantial  part  of  which  consist  of  ma- 
terials or  products  other  than  the  named 
aquatic  products.  Application  of  these 
principles  has  been  considered  generally 
in  the  earlier  discussion,  and  fiuiJier 
applications  will  be  noted  in  the  follow- 
ing sections  «nd  In  the  subsequent  dis- 
cussion of  particular  operations  men- 
tioned in  the  section  13(b)  (4)  exemp- 
ticoi. 

§  784.141      Fabrication  and  handling  of 
•applies  for  use  in  named  operations. 

(a)  As  noted  in  §  784.109,  the  exemp- 
tion for  wnployees  employed  "in"  the 
named  operations  does  not  extend  to  an 
employee  by  reason  of  the  fact  that  he 
engages  in  fabricating  supplies  for  the 
named  operations.  Employment  in  con- 
nection with  the  furnishing  of  suppUes 
for  the  processing  or  canning  operations 
named  In  section  13(b)  (4)  is  not  exempt 
as  emidoyment  "in"  such  named  opera- 
tions unless  the  functional  relationship 
of  the  work  to  the  actual  conduct  of  the 
named  operations  Is  such  that,  as  a 
practical  matter,  the  employment  is  di- 
rectly and  necessarily  a  part  of  the  op- 
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erations    for    which    exemption   is   in- 
tended.   Employees  who  meet  the  dally 
needs  of  the  canning  or  processing  <q;>- 
erations  by  delivering  from  stock,  han- 
dling, and  working  on  suin>lle8  such  as 
salt,  condiments,  cleaning  supplies,  con- 
tainers, etc.,  which  must  be  provided  as 
needed  If  the  named  operations  are  to 
continue,  are  within  the  exemption  l}e- 
cause  such  work  Is,  in  practical  effect,  a 
part  of  the  operations  for  which  exemp- 
tion is  intended.     On  the  other  hand, 
the  receiving,  unloading,,  and  storing  of 
such  supplies  during  seasons  when  the 
named  operations  are  not  being  carried 
on,  for  subsequent  use  in  the  operations 
expected  to   be   performed  during  the 
active  season,  are  ordinarily  too  remote 
from  the  actual  conduct  of  the  named 
operations  to  come  within  the  exemption 
(see  §  784.113),  and  are  not  affected  tqr 
the   natural   factors    (§784.138)    which 
were  considered  by  the  Congress  to  con- 
stitute a  fundamental  reason  for  pro- 
viding   the    exemption.      Whether    the 
receiving,  unloading,  and  storing  of  sup- 
plies during  periods  when  the  named 
operations  are  being  carried  on  are  f  uim;- 
tionally  so  related  to  the  actual  conduct 
of  the  operations  as  to  be,  in  practical 
effect,  a  part  of  the  muned  operations 
and  within  the  exen4>tion.  will  depend 
on  all  the  facts  and  circumstances  of 
the  particular  situation  and  the  manner 
in    which    the    named    operations    are 
carried  on.   Normally,  where  such  activi- 
ties are  directed  to  building  up  stock  for 
use  at  a  relatively  remote  time  and  there 
is  no  direct  integration  with  the  actual 
conduct  of  the  named"  operations,  the 
exemption  will  not  apply. 

(b)  It  may  be  that  employees  are  en- 
gaged in  the  same  workweek  in  perform- 
ing exempt  and  nonexempt  woric.  For 
example,  a  shop  machinist  engaged  in 
making  a  new  part  to  be  used  in  the  re- 
pair of  a  machine  currently  used  in  can-  < 
ning  operations  would  be  doing  exonpt 
work.  If  he  also  in  the  same  workweek 
makes  parts  to  be  used  m  a  manufac- 
tmlng  plant  operated  by  his  employer, 
this  work,  since  it  does  not  directly  or 
necessarily  contribute  to  the  conduct  of 
the  canning  operations,  would  be  non- 
exempt  work  causing  the  loss  of  the  ex- 
emption if  such  work  occupied  a^Bubstan- 
tial  amoimt  (for  enforcement  purposes, 
more  than  20  percent)  of  the  employee's 
worktime  in  that  workweek  (see  S  784.116 
for  a  more  detailed  discussion). 

§  784.142      Examples  of  nonexempt  em- 
ployees. 

An  employer  who  engages  In  opera- 
tions specified  in  section  13(b)  (4)  which 
he  performs  on  the  marine  products  and 
byproducts  described  in  that  section  may 
operate  a  business  which  engages  also 
in  operations  of  a  different  character  or 
one  in  which  some  of  the  activities  car- 
ried on  are  not  functionally  necessary  to 
the  conduct  of  operations  named  in  sec- 
tion 13(b)  (4) .  In  such  a  buslnesa  there 
will  ordinarily  be.  In  addition  to  the  em- 
ployees employed  in  such  named  opera- 
tions,other  employees  whoaie  nonexempt 
because  their  work  Is  concemed  cnttrdU 
or  in  substantial  part  with  carrying  on 
activities  which  constitute  ndtlier  tiae 
actual  engagement  in  the  namud  opera- 
tions nor  the  performance  of  functlong 
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which  are.  as  a  practical  matter,  directly 
and  neeeasarlly  a  part  of  their  employer's 
conduct  of  such  named  operations. 
Ordinarily,  as  indicated  In  I  784.160.  such 
nonexempt  amployees  wlU  not  be  em- 
ployed In  an  establishment  which  Is  ex- 
clusively devoted  by  the  employer  to 
the  named  operations  during  the  period 
of  their  employment.  It  is  usually  when 
the  named  operations  are  not  being  car- 
ried on,  or  In  places  wholly  or  partly 
devoted  to  other  operations,  that  em- 
ployees of  such  an  employer  will  be  per- 
forming functions  which  are  not  so  hec- 
essarlly  related  to  the  conduct  of  the 
operatloiu  named  in  section  13<b)  '4)  as 
to  come  within  the  exemption.  Typical 
Illustrations  of  the  occupations  in  which 
such  lUJTiexempt  workers  may  be  found 
(although  employment  in  such  an  occu- 
pation does  not  necessarily  mean  that 
the  worker  Is  nonexempt)  are  the  fol- 
lowing: Oeneral  ofBce  work  (such  as 
iwaiwt^iTiiwy  employment,  social  security, 
pasrroll  and  other  records,  handling  gen- 
eral correspondence,  etc.,  as  distin- 
guished from  "marketing"  or  "distribut- 
ing" woric  Uke  that  described  in  S  784- 
159).  custodial,  maintenance,  watching. 
mn^  guarding  occupations:  furnishing 
food,  lodging,  transportation,  or  nursing 
services  to  workers:  and  laboratory  oc- 
cupations such  as  those  concerned  with 
development  of  new  products.  Such 
workers  are.  of  course,  not  physically  en- 
gaged In  operations  named  in  section 
13(b)  (4)  In  the  ordinary  case,  and  they 
are  not  exempt  unless  they  can  be  shown 
to  be  "emtrioyed  in"  such  operations  on 
other  grounds.  But  any  of  them  may 
come  within  the  exemption  in  a  situa- 
tion where  the  employer  can  show  that 
the  functions  which  they  perform,  in 
view  of  all  the  facts  and  circumstances 
utui#r  which  the  named  operations  are 
carried  on.  are  actually  so  integrated 
with  or  eaMntlal  to  the  conduct  of  the 
named  operations  as  to  be.  in  practical 
effect,  directly  and  necessarily  a  part  of 
the  operations  for  which  exemption  was 
Intended.  Thus,  for  example,  if  canning 
operations  described  in  section  13(b)  (4) 
are  carried  on  in  a  location  where  the 
fftTtwing  employees  cannot  obtain  neces- 
sary food  unless  the  canner  provides  it. 
his  employment  of  culinary  employees  to 
provide  such  food  is  functionally  so  nec- 
enary  to  the  conduct  of  the  canning  op- 
erations that  their  work  is,  as  a  prac- 
tical matter,  a  part  of  such  operations, 
and  the  exemption  will  apply  to  them. 
On  like  principle,  the  exemption  may 
apply  to  a  watchman  whose  services  are 
required  during  performance  of  the 
named  operations  in  order  to  guard 
against  spontaneous  combustion  of  the 
products  of  such  operations  and  other 
occtirrences  which  may  Jeopardize  the 
conduct  of  the  operations. 

"CAmoHo" 

§  7S4.143     Meaning  and  scope  of  **ran- 
ning"  aa  uaed  in  Mction   13(b)(4). 

Section  13(b)(4)  exempts  any  em- 
ployee employed  in  the  canning  of  aquat- 
ic forms  of  animal  or  vegetable  life  or 
toyprodueta  thereof  from  the  overtime 
requlrementa  of  the  Act.  As  previously 
stated,  it  was  made  a  limited  exemption 
bf  the  Pair  Labor  Standards  Act  Amend- 
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ments  of  1949.  The  legislative  history 
of  this  section  in  specifically  explaining 
what  types  of  activities  are  included  in 
the  term  "carming"  and  the  antecedents 
from  which  this  section  evolved  make 
it  clear  that  the  exemption  applies  to 
those  employees  employed  in  the  activ- 
ities that  Congress  construed  as  being 
embraced  in  the  term  and  not  to  all  those 
engaged  in  the  flsh  canning  industry 
(Mitchell  V.  Stinson.  217  P.  2d  214). 
Congress  defined  the  term  "canning" 
(House  (Conference)  Report  No.  1453, 
81st  Cong.,  1st  sess.  95  Cong.  Rec.  14878. 
14932-33)    as  follows: 

Under  the  conference  agreement  "can- 
ning" means  hermeUcally  sealing  and  steri- 
lizing or  pasteurizing  and  has  reference  to  » 
proceaa  Involving  the  p>erformance  of  such 
operations.  It  also  means  other  operations 
performed  in  connection  therewith  such  as 
necessary  preparatory  operations  performed 
on  the  jjroducts  before  they  are  placed  in 
bottles,  cans,  or  other  containers  to  be  ber- 
'metically  sealed,  as  well  as  the  actual  placing 
of  the  commodities  in  such  containers.  Also 
included  are  subsequent  operations  such  as 
the  labeling  of  the  cans  or  other  containers 
and  the  placing  of  the  sealed  conUlners  in 
cases  or  boxes  whether  such  subsequent  oper- 
ations are  performed  as  part  of  an  uninter- 
rupted or  interrupted  process  It  does  not 
Include  the  placing  of  such  products  or  by- 
products thereof  in  cans  or  other  containers 
that  are  not  hermetically  sealed  as  such  an 
operation  Is  "processing"  as  distinguished 
from  "canning  ■  and  comes  within  the  com- 
plete ejcemptlon  contained  in  section 
13(a)(5). 

Of  course,  the  processing  other  than  can- 
ning, referred  to  in  the  last  sentence 
quoted  above.  Is  now.  Uke  canning,  in 
section    13(b)(4)     rather    than    section 

13(a)(5). 

§  7S4.I44      "Neceaaary     prrparatory     op- 
erations.*' 

All  necessary  preparatory  work  per- 
formed on  the  named  aquatic  products 
as  an  integral  part  of  a  single  uninter- 
rupted canning  process  is  subject  to  sec- 
tion 13(b)(4)  (see  Tobin  v.  Blue  Chan- 
nel Corp..  198  P.  2d  245.  approved  in 
Mitchell  V.  Myrtle  Grove  Packing  Co.. 
350  US.  891 ) .  Such  activities  conducted 
as  essential  and  integrated  steps  in  the 
continuous  and  uninterrupted  process  of 
canning  are  clearly  within  the  definition 
of  "canning"  as  contemplated  by  Con- 
gress and  cannot  be  viewed  In  isolation 
from  the  canning  process  as  a  whole. 
Exempt  preparatory  operations  include 
the  necessary  weighing,  cleaning,  pick- 
ing, peeling,  shucking,  cutting,  heating, 
cooling,  steaming,  mixing,  cooking,  car- 
rying, conveyirig,  and  transferring  to  the 
containers  the  exempt  aquatic  products 
(see  Mitchell  v.  Stinson.  217  P.  2d  214). 
But  the  preparatory  operations  do  not 
include  operations  specified  In  section 
13 1  a)  (5)  pertaining  to  the  acquisition 
of  the  exempt  products  from  nature. 
Therefore,  if  a  canner  employs  fisher- 
men or  others  to  catch,  take,  harvest, 
cultivate,  or  farm  aquatic  animal  and 
vegetable  life,  section  13(a)(5)  and  not 
section  13(b)(4)  would  apply  to  these 
particular  operations. 

§  784.145      Preliminary  processing  by  the 
ranncr. 

The  mere  fact  that  operations  pre- 
paratory to  canning  are  physically  sep- 


arated from  the  main  «^*'»*hw 
tions  of  hermetically  sealing  andu. 
ing  or  pasteurizing  would  not  bt 
cient  to  remove  them  from  the  non  rf 
section  13(b)(4).  Where  Picnnlirt 
operations  such  as  the  ■♦nnrtiig*^ 
shucking  of  oysters  are  oerfnrin^^  ^ 
establishment  owned,  operated,  or  mb. 
trolled  by  a  canner  of  seafood  at  i 
a  process  consisting  of  a 
series  of  operations  in  whieh  suatt  bm^* 
ucts  are  hermetically  sealed  In  eootttail 
ers  and  sterilized  or  pasteurised,  an  ^. 
ployees  who  perform  any  part  of  neh 
series  of  operations  on  any  pi^i^im  ^ 
such  aquatic  products  for  '^**nhy  par. 
poses  are  v^ithin  the  scope  of  tba 
"canning." 

§784.146      Preliminary  _ 

other  employer  as  part  of  **( 

If  the  operations  of  separate 
sors  are  integrated  in  prodndng 

seafood  products,  all  employees  of 

processors  who  perform  any  part  of  Hn 
described  continuous  series  of  i 
to  accomplish  this  result  would  be ' 
ployed  in  the  carming  of"  such  | 
Moreover,  preliminary 
formed  in  a  separately  owned 
establishment  which  are  directed  < 
the  particular  requirements  of  a  i 
pursuant  to  sofne  definite 
between  the  operators  ot  the  tw»  i 
lishments  would  generally  appear  to  hi 
integrated  with  the  cannery  npmttnni 
within  the  meaning  of  the  abore  prin- 
ciples, so  that  the  employees  engaged  Id 
the  preliminary  operations  In  the  ap- 
arate  establishment  would  be  enplifid 
in  "canning"  within  the  "***« '♦■^  of 
section  13(b)(4)  of  the  Act 
or  not  integration  exists  In  a 
case  of  this  general  nature  will 
of  course,  upon  all  the  relevant  facts  aod 
circumstances  in  such  case. 

§  784.147     Preservation  of  aqnalk  pNA> 
urts   for  later  canning. 

The  cooling,  icing,  or  refrlgera|te  of 
the  acquatic  products  in  the  eooni  of 
canning  does  not  constitute  such  abntk 
or  discontinuance  of  the  proeea  ts  l» 
bring  the  prep&ratory  operations  vtthMi 
other  named  operations  in  sectkm  11(b) 
(4)  instead  of  canning  if  the  paipen of 
the  refrigeration  is  to  prevwit  " 
for  a  short  period,  such  as  over  " 
end.  or  during  the  transfer  or 
of  Uie  prepared  products,  or  dliMiljr 
prior  to  the  opening  of  the  canning  na- 
son.  On  the  other  hand,  the  frecitag  of 
aquatic  products  to  be  stored  for  a  pro- 
tracted  or  indefinite  period  for  fiMn 
canning  is  too  remote  from  the  Mtvl 
canning  to  be  considered  as  a  part  of 
that  operation;  it  would,  huafWi 
qualify  as  a  "freezing"  oftenMoa  wW« 
is  an  exempt  operation  named  in 
13<b)(4).  This  distincUon  is  not 
out  significance,  for.  as  an  acempi  1 
ing  operation,  employees  ePI*f j 
therein  are  entitled  to  the  wlwy^ 
wage  prescribed  by  section  d(b)  <■  W* 
Act  for  those  to  whom  the  wlnliiw* 
wage  benefits  are  being  extended  »*•• 
first  time  as  a  result  of  the  Fat  Mjf 
Standards  Act  amendment!  oi  1»». 
rather  than  the  minimum  ^■••. ■J^ 
scribed  by  section  fl(a)  of  W*^^ 
employees  performing  woA  wliw  ^" 
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wi-t  to  the  minimum  wage  prior  to 
Jjlf  indents  (5§  784.23  to  784.25). 

*'M1148     Processing    of   aquatic    prod> 
I  ^^irt,  for  canning  and  for  other  dia- 
position* 

Where  canning  and  processing  opera- 
,,__.  -re  intermingled,  the  former  and 
ZTthe  latter  exemption  appUes  (see 
SmrfieU  V.  Myrtle  Grove  Packing  Com- 
Snf  350  US.  891:  Tobin  V.  Blue  Chan- 
Scorporatlon,  198  F.  2d  245).  Thus, 
where  preparatory  operations  are  per- 
taraaed  on  flsh  or  seafood,  some  of  which 
Irtto  be  canned  and  some  of  which  are 
tor  processing,  all  thp  necessary  prepara- 
tory operations  are  exempt  as  part  of 
asDing  untU  that  point  in  the  opera- 
tions where  the  commodity  is  charmeled 
to  iccomplish  the  separate  objectives, 
naxnely,  canning  or  processing.  There- 
ifter,  the  canning  operations  would  be 
exempt  as  canning  and  the  processing 
operations  would  be  exempt  as  proc- 
eastDg.  Por  example,  all  the  prepara- 
tory activities  in  a  roe  canning  plant 
lach  Bs  any  unloading  of  the  flsh.  cutting 
off  the  heads  and  tails,  cleaning  and 
tffhnf  leading  up  to  and  including  the 
otnetlon  of  the  roe  would  qusdlfy  as 
fgtminy  (H)erations,  whereas  the  £ubse- 
qoBit  boning  and  filleting  of  the  fish 
voold  come  within  processing  operations 
«bm  none  of  the  filleted  flsh  is  to  be 
etaned.  The  minimum  rates  applicable 
tn  loch  a  situation  would  be  determined 
iB  aeoordance  with  the  principles  stated 
In  11784.23  to  784.25  of  Subpart  A  of 
this  Part  784. 

1 784.149  '^Ilernietically      sealing     and 
sterilizing  or  pasteurizing.*^ 

As  previously  indicated  in  S  784.143, 
bemetically  sealing  and  sterilizing  or 
peiteurising  are  the  operations  which 
duuacterlze  the  process  of  canning. 
Bapkiyment  in  such  operations  is  clearly 
within  the  section  13(b)  (4)  exemption, 
ftiployees  whose  work  does  not  relate 
to  a  process  which  includes  these  opera- 
tkxa  are  not  employed  in  canning.  A 
praeoM  involving  the  placing  of  the 
aqnatk  products  in  cans  or  containers 
vitbout  hermetically  sealing  and  sterlliz- 
tnc  or  pasteurizing  is  not  caiuilng,  within 
the  Bwaning  of  the  exemption.  Depend- 
Im  on  the  operations  involved  it  may  be 
tfwessing"  or  "packing  for  shipment" 
within  the  scope  of  the  exemption,  in 
vbidi  event  the  pay  provisions  for  "new" 
rather  than  those  for  "old"  coverage  will 
be  applicable,  as  explained  in  §§  784.23 
to  784.25,  in  Subpart  A  of  this  Part  784. 

1784.150  "Subsequent   operations.** 

Canning,  within  the  meaning  of  the 
oemptlon,  includes  operations  per- 
fonaed  after  hermetic  sealing  of  the  cans 
or  other  containers,  such  as  labeling  of 
tlMi  and  placing  of  them  in  cases  or 
koMa,  which  are  required  to  place  the 
waned  product  in  the  form  in  which  it 
wffl  be  sold  or  shipped  by  the  caimer. 
™»*f  >o  whether  or  not  such  operations 
■■edlately  follow  the  actual  canning 
«P<rations  as  a  part  of  an  uninterrupted 
W««a.  Storing  and  shipping  opera- 
"ont  performed  by  the  employees  of  the 
•nnery  in  connection  with  its  canned 
W*»cta,  during  weeks  in  which  canning 
iWatlons  are  going  on,  to  make  room 
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for  the  canned  products  coming  off  the 
UnA  or  to  make  storage  room  come  within 
the  exemption  as  a  part  of  carming. 
The  fact  that  such  activities  relate  in 
part  to  products  caimed  during  previous 
weeks  or  seasons  would  not  affect  the 
application  of  the  exemption,  provided 
canning  operations  such  as  hermetic 
sealing  and  sterilizing,  or  labeling,  are 
currently  being  carried  on.  When,  how- 
ever, operations  with  respect  to  the 
aquatic  products  processed  by  the  em- 
ployer are  performed  as  a  part  of  his 
activities  in  "marketing  •  •  ♦  storing, 
packing  for  shipment,  or  distributing" 
such  products  rather  than  as  a  part  of 
canning  as  above  described  (of.  Calaf 
V.  Oonzalez,  127  F.  2d  934;  Tobin  v.  Blue 
Charmel  Corp..  198  F.  2d  245;  Mitchell  v. 
Myrtle  Grove  Packing  Co.,  350  U.S.  891) . 
these  operations,  while  also  exempt  un- 
der section  13(b)  (4),  are  subject  to  the 
minimum  wage  provisions  of  section  6 
(b)  rather  than  section  6(a)  of  the  Act 
and.  if  Intermingled  with  those  which 
are  part  of  canning,  will  be  subject  to 
the  rules  stated  previously  in  §§  784.23 
to  784.25,  in  Subpart  A  of  this  Part  784, 

'employed      in'* 


§  784.151     Employees 
canning. 

All  employees  whose  activities  are  di- 
rectly and  necessarily  a  part  of  the  "can- 
ning" of  the  specified  aquatic  forms  of 
life  are  within  the  exemption  provided 
by  section  13(b)(4).  Thus,  employees 
engaged  in  handling  the  fish  or  seafood, 
placing  it  Into  the  cans,  providing  steam 
for  cooking  it.  or  operating  the  machin- 
ery that  seals  the  cans  or  the  equipment 
that  sterilizes  the  canned  product  are 
engaged  in  exempt  activities.  In  addi- 
tion, can  loft  workers,  those  engaged  in 
removing  and  carrying  supplies  from  the 
stock  room  for  current  use  in  canning 
operations,  and  employees  whose  duty  it 
is  to  reform  cans,  when  canning  opera- 
tions are  going  on,  for  current  use,  are 
engaged  in  exempt  activities.  Similarly, 
the  repairing,  oiling,  or  greasing  during 
the  active  season  of  canning  machinery 
or  equipment  currently  used  in  the  ac- 
tual canning  operations  are  exempt  ac- 
tivities. The  making  of  repairs  in  the 
production  room  such  as  to  the  fioor 
around  the  canning  machinery  or  equip- 
ment would  also  be  deemed  exempt  ac- 
tivities where  the  repairs  are  essential 
to  the  continued  canning  operations  or 
to  prevent  interruptions  in  the  canning 
operations.  These  examples  are  illus- 
trative but  not  exhaustive.  Employees 
engaged  in  other  activities  which  are 
simlliarly  integrated  with  and  necessary 
to  the  actual  conduct  of  the  canning  op- 
erations will  also  come  within  the  ex- 
emption. Employees  whose  work  is  not 
directly  and  necessarily  a  part  of  the 
canning  operations  are  not  exempt.  See 
99  784.106,  784.141,  and  784.142. 

Processing,  Freezing,  and  Curing 

§  784.152     General  scope  of  processing, 
freezing,  and  curing  activities. 

Processing,  freezing,  and  curing  em- 
brace a  variety  of  operations  that  change 
the  form  of  the  "aquatic  forms  of  animal 
and  vegetable  life."  They  include  such 
operations  as  filleting,  cutting,  scaling, 
salting,  smoking,  drying,  pickling,  cur- 
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ing,  freezing,  extracting  oil,  manufactur- 
ing meal  or  fertilizer,  drying  seaweed 
preparatory  to  the  manufacture  of  agar, 
drying  and  cleaning  sponges  (Fleming  v. 
Hawkeye  Pearl  Button  Co.,  113  P.  2d  52) , 

§  784.153     Typical  operations  thai  may 
qualify   for  exemption. 

Such  operations  as  transporting  the 
specified  aquatic  products  to  the  process- 
ing plant;  moving  the  products  from 
place  to  place  in  the  plant;  cutting,  trim- 
ming, eviscerating,  peeling,  shelling  and 
otherwise  working  on  the  products;  pack- 
ing the  products;  and  moving  the  prod- 
ucts from  the  production  line  to  storage 
or  to  the  shipping  platform  are  typical 
of  the  operations  in  processing  plants 
which  are  included  in  the  exemption. 
Removal  of  waste,  such  as  clam  and 
oyster  shells,  operation  of  processing  and 
packing  machinery,  and  providing  steam 
and  brine  for  the  processing  operations 
(see  Mitchell  v.  Trade  Winds,  Inc.,  289  P. 
2d  278,  explaining  Waller  v.  Humphreys, 
133  F.  2d  193)  are  also  included.  As  for 
the  application  of  the  exemption  to  office, 
maintenance,  warehouse,  and  other  em- 
ployees, see  the  discussion  In  9  784.106 
et  seq.,  and  §§  784.141  and  784.142. 

§  784.154  Named  operations  performed 
on  previously  processed  aqiuUia 
products. 

It  will  be  noted  that  section  13(b)(4) 
refers  to  employees  employed  in  "process- 
ing" the  named  aquatic  commodities 
and  not  just  to  "first  processing"  as  does 
the  provision  in  section  13(a)  (5)  for  such 
processing  at  sea.  Accordingly,  if  the 
aquatic  products,  though  subjected  to  a 
processing  operation,  are  still  in  a  perish- 
able state,  the  subsequent  performance  of 
any  of  the  enumerated  operations  on  the 
still  perishable  products  will  be  within 
the  exemption  no  matter  who  the  on- 
ployer  performing  the  exempt  operatiana 
may  be.  He  may  be  the  same  employer 
who  performed  the  prior  processing  or 
other  exempt  operations,  another  iMroees^ 
sor,  or  a  wholesaler,  as  the  case  may  be. 
As  noted  in  9  784.139(b),  the  Depart- 
ment has  not  questioned  the  applicability 
of  the  foregoing  rule  where  the  operation 
is  performed  on  frozen,  salted,  smoked, 
or  cured  fish. 

§  784.155  Operations  performed  after 
product  is  rendered  nonperishable. 

As  indicated  in  9  784.139,  after  the 
character  of  the  aquatic  products  as 
taken  from  nature  has  been  altered  by 
the  performance  of  the  enumtf ated  op- 
erations so  as  to  render  them  nonperish- 
able (e.g.,  drying  and  cleaning  sponges) 
section  13(b)  (4)  provides  no  exemption 
for  any  subsequent  operations  on  the 
preserved  products,  unless  the  subse- 
quent operation  is  performed  as  an  inte- 
grated part  of  the  operations  named  in 
the  exemption  which  are  performed  by 
an  employer  on  aquatic  commodities  de- 
scribed in  section  13(b)  (4)  after  receiv- 
ing them  in  the  perishable  state.  In  the 
case  of  an  employer  who  is  engaged  tn 
performing  on  perishable  aquatic  forms 
of  life  specified  in  section  13(b)  (4)  any 
operations  named  in  that  section  whieh 
result  in  a  nonperishable  product,  the 
employment  of  his  employees  in  the  stor- 
ing, marketing,  packing  for  shipment,  or 
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distributing  of  nonperlshable  products 
resulting  from  such  operations  per- 
formed by  him  (Including  products  pro- 
cessed during  previous  weeks  or  seasons) 
will  be  considered  to  be  an  Integrated 
part  of  his  operations  on  the  perishable 
aquatic  forms  of  life  during  those  work- 
weeks when  he  Is  actively  engaged  In 
such  operations.  The  employees  em- 
ployed by  him  In  such  work  on  the  non- 
perishable  products  are.  accordingly. 
within  the  exemption  In  such  workweeks. 

§  784.156      Operations  performed  on  by- 
products. 

The  principles  stated  in  the  two  pre- 
ceding sections  would  also  be  applicable 
where  the  specified  operations  are  per- 
formed on  perishable  byproducts.  Any 
operation  performed  on  perishable  fish 
scraps,  an  unsegregated  portion  of  which 
is  to  be  canned,  would  come  within  the 
canning  (not  the  processing)  part  of  the 
exemption  (see  §784.148).  Flsh-reduc- 
tlon  operations  performed  on  the  inedi- 
ble and  still  perishable  portions  of  fish 
resulting  from  processing  or  canning 
operations,  to  produce  fish  oil  or  meal, 
would  come  within  the  processing  part 
of  the  exemption.  Subsequent  opera- 
tions on  the  oil  to  fortify  It  would  not  be 
exempt,  however,  since  fish  oil  Is  non- 
perishable  In  the  sense  that  it  may  be 
held  for  a  substantial  period  of  time 
without  deterioration. 

Markstinq.  Storinc.  Packing  for  Ship- 
mint.  AND  Distributing 

§  784.157      General  scope  of  named   op- 
erations. 

The  exemption  from  the  overtime  pay 
reqxiirements  provided  by  section  13<bi 
(4)  of  the  Act  extends  to  employees 
"employed  In  the  ••  *  marketing  •  •  * 
storing,  packing  for  shipment,  or  dis- 
tributing of  any  kind  of"  perishable 
aquatic  product  named  in  the  section. 
An  employee's  work  must  be  functionally 
ao  related  to  the  named  activity  as  to  be. 
in  practical  effect,  a  part  of  it,  and  the 
named  activity  must  be  performed  with 
respect  to  the  perishable  aquatic  com- 
modities listed  in  section  13(b)  ^4),  in 
order  for  the  exemption  to  apply  to  him. 
The  named  activities  include  the  opera- 
tions customarily  performed  in  the  mar- 
keting, storing,  packing  for  shipment,  or 
distributing  of  perishable  marine  prod- 
ucts. For  example,  an  employee  en- 
gaged in  placing  perishable  marine 
products  in  boxes,  cartons,  crates,  bags, 
barrels,  etc..  preparatory  to  shipment 
and  placing  the  loaded  containers  on 
conveyances  for  delivery  to  customers 
would  be  employed  in  the  "packing  for 
shipment"  of  such  products.  Salesmen 
taking  orders  for  the  perishable  aquatic 
products  named  in  the  section  would  be 
employed  in  the  "marketing"  of  them. 
E^mployees  of  a  refrigerated  warehouse 
who  perform  only  duties  Involved  in 
placing  such  perishable  marine  products 
in  the  refrigerated  space,  removing 
them  from  it.  and  operating  the  re- 
frigerating equipment,  would  be  cm- 
ployed  in  "storing"  or  "distributing" 
such  products,  depending  on  the  facts. 
On  the  other  hand,  employees  of  a  public 
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warehouse  handling  aquatic  products 
which  have  been  canned  or  otherwise 
rendered  nonperlshable.  or  handling 
perishable  products  which  contain  a 
substantial  amount  of  Ingredients  not 
named  in  section  13<b)  (4) .  would  not  be 
within  the  exemption.  OfiQce,  clerical, 
maintenance,  and  custodial  employees 
are  riot  exempt  by  reason  of  the  fact 
that  they  are  employed  by  employers 
engaged  in  marketing,  storing,  packing 
for  shipment,  or  distributing  seafood  and 
other  aquatic  products.  Such  employees 
are  exempt  only  when  the  facts  of  their 
employment  establish  that  they  are  per- 
forming functions  so  necessary  to  the 
actual  conduct  of  such  operations  by  the 
employer  that,  as  a  practical  matter, 
their  employment  is  directly  and  neces- 
sarily a  part  of  the  operations  intended 
to  be  exempted  <see,  for  some  examples. 
§  784.159). 

§  78^1. l.)8      Relalionnhip   to  other  opera- 
ti(>n.<«  a.4  afTecling  exemption. 

Employment  in  marketing,  storing, 
distributmg,  and  packing  for  shipment 
of  the  aquatic  commodities  described  in 
section  13(b)(4)  is,  as  such,  exempted 
from  the  overtime  pay  provisions  of  the 
Act.  This  means  that  the  employees 
actually  employed  in  such  operations  on 
the  named  commodities  are  within  the 
exemption  without  regard  to  the  in- 
timacy or  remoteness  of  the  relationship 
between  their  work  and  processing 
operations  also  performed  on  the  com- 
modities, so  long  as  any  prior  processing 
has  not  rendered  the  commodity  non- 
perishable  (as  in  the  case  of  a  canned 
product)  and  therefore  removed  it  from 
the  category  of  marine  products  referred 
to  by  section  13(b)(4).  If  the  com- 
modity has  previously  been  rendered 
nonperishable,  the  marketing,  storing, 
distributing,  or  packing  for  shipment  of 
it  by  an  employee  can  come  within  the 
exemption  only  if  the  activity  is  one  per- 
formed by  his  employer  as  an  integrated 
part  of  a  series  of  the  named  operations 
which  commenced  with  operations  on 
the  perishable  marine  products  to  which 
section  13  <  b )  ( 4 )  refers.  Some  examples 
of  this  situation  are  given  in  5§  784.150 
and  784  155. 

§  781.139     .AnivilieH  performed  in  nhole- 
(Mile   establinliment!*. 

The  section  13ib)(4)  exemption  for 
employment  in  'marketing  •  •  •  stor- 
ing, or  distributing"  the  named  aquatic 
products  or  byproducts,  as  applied  to 
the  wholesaling  of  fish  and  seafood,  af- 
fords exemption  to  such  activities  as 
unloading  the  aquatic  product  at  the 
establishment,  icing  or  refrigerating  the 
product  and  storing  it.  placing  the  prod- 
uct into  boxes,  and  loading  the  boxes  on 
trucks  or  other  transportation  facilities 
for  shipment  to  retailers  or  other  re- 
ceivers. Transportation  to  and  from  the 
establishment  is  also  included  (Johnson 
V.  Johnson  L  Company.  Inc..  N.D.  Ga., 
47  F.  Supp.  650 ) .  OCBce  and  clerical  em- 
ployees of  a  wholesaler  who  perform 
general  oCBce  work  such  as  posting  to 
ledgers,  sending  bills  and  statements, 
preparing  tax  returns,  and  making  up 
payrolls  are  not  exempt  unless  these  ac- 
tivities can  be  shown  to  be  functionally 


necessary,  in  the  particular  fact  tftna. 
tion.  to  the  actual  conduct  of  the  op^ 
tions  named  in  section  13(b)  (4^  iSSh 
activities  as  selling,  taking  and  p\tttta« 
up  orders,  recording  sales,  and  ta^ 
cash  are.  however,  mcluded  In  em^n 
ment  in  "marketing"  or  "dlstrlbut^" 
within  the  exemption.  Employees  of  > 
wholesaler  engaged  m  the  perfonnaQce 
of  any  of  the  enumerated  opentlona  qq 
fresh  fish  or  fish  products  will  be  en- 
gaged in  exempt  work.  However,  us 
such  operations  which  they  perform  od 
aquatic  products  which  have  been 
canned  or  otherwise  rendered  nonperlsh- 
able are  nonexempt  in  accordance  with 
the  principles  stated  in  jj  784.138  and 
784.158. 

Application  of  Section  13(b)(4)  m 
Certain  Establishmints 

§  784. 1 60     Establinhments  exclusively  4*. 
voted   to  named  operations. 

As  noted  in  §  784.106  smd  elsewhere  in 
the  previous  discussion,  the  section  ij 
(b)(4)    exemption  depends  on  employ- 
ment of  the  employee  in  the  operatioiu 
named  In  that  section  and  does  not  apply 
on  an  establishment  basis.    However,  the 
fact  that  an  establishment  is  excIuilTtiy 
devoted  to  operations  specified  In  see* 
tlon  13 (b>  (4)  is,  in  the  absence  of  evi- 
dence to  the  contrary,  an  indication  that 
the  employees  employed  there  are  em* 
ployed  in  the  named  operations  either 
directly  or  through  the  performanee  o( 
functions  so  necesasry  to  conductlni  the 
operations  that  the  employment  shonki 
in  practical  effect,  be  considered  a  part 
of  the  activity  Intended  to  be  exempted. 
Where  this  Is  the  case.  It  Is  consistent 
with  the  legislative  intent  to  avoid  8e^ 
mentation  and  treat  all  employees  of  the 
establishment  in  the  same  manner  (m 
Sen.  Rep.  No.  145.  87th  Cong.  1st  sea., 
p.  33).     Accordingly,  where  it  can  be 
demonstrated  that  an  establishment  k, 
during  a  particular  workweek,  devoted 
exclusively   to  the  performance  of  the 
operations  named  In  section  13(b)  (4),«n 
the  forms  of  aquatic  life  there  spedfled, 
any  employee  of  the  establishment  who 
Is  employed  there  during  such  workweek 
will  be  considered  to  be  employed  In  soeh 
operations  and  to  come  within  the  ex- 
emption   If    there    are    no  other  faeti 
pertinent  to  his  employment  that  requlie 
a  particular  examination  of  the  func- 
tions which  he  performs  in  connection 
with  the  conduct  of  the  named  (men- 
tions.    If.  however,  there  are  any  facti 
•  for   example,   the   employment  of  the 
same  employee  at  the  establishment  or 
the  engagement  by  other  employees  In 
like  duties   there  during  periods  ^J« 
none  of  the  named  operations  are  bdni 
carried  on)   which  raise  questions  aito 
whether  he  Is  actually  engaged  In  the 
exempt  activities,  it  will  be  necessaiyto 
.scrutinize  what  he  Is  actually  doing  ow- 
ing the  conduct  of  the  operations  naanea 
in  section  13(b)(4)  in  order  to  determw 
the  applicability  of  the  exemption  to  MBi 
This  is  necessary  because  an  empiW« 
who  would  not  otherwise  be  ^****5^ 
exemption,   such   as  a  carpenter  vM 
repair  work  during  the  dead  season,  doai 
not   become   exempt   as  "employed  to 
one  of  the  named  activities  merely  Di- 
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M|g  establishment  begins  cannlnc 

^-,4  At  Washington.  DC,  this  3d 
JrfJebruary  1962. 

Clarence  T.  Lundquist, 
Administrator. 

...    noe    63-1395:     Piled.    Peb.    9.    IMS; 


ink  41— PUBLIC  CONTRACTS 

^_  50 Division  of  Public  Con- 

Ifods,  Department  of  Labor 

PAiT  50-202— MINIMUM  WAGE 
DETERMINATIONS 

0§(«,  Computing,  and  Accounting 
Machines  Industry 

mmnHir*^"  exceptions  have  been 
^mgSSS^iS  the  findings  and  conclu- 
^apraaed  in  the  tentative  decision 
ZliiMtTilrf  prevailing  minimum  wages 
k^  ofllBe,  computing,  and  accounting 
2dUD«  industry  (26  F.R.  10517). 
^T^erlcan  Federation  of  Labor  and 
Qgggna  of  Industrial  Organizations 
(lfI,.CID)  contends  that  the  data  on 
iMflb  ttie  tentative  decision  was  baaed 
fsa  distorted  downward  because  there 
t|  ivMnee  that  the  survey  table  on 
the  tentative  decision  was  baaed 
the  wage  rates  paid  to  a  few 

I  at  a  low  rate  in  two  large  es- 
whlch  affects  the  employ- 

I  for  the  entire  Industry  by 

Hlftia  It  recommends  that  the  wage 
^tsaination  be  based  upon  an  em- 
llipMDt  median  13  cents  higher  thaii 
Hi  om  wed  in  the  tentative  decision. 
BeoBknds  that  it  would  be  appropriate 
li  ntn  the  prevailing  minimum  wage 
limilnation  by  9  or  10  cents,  still  giv- 
m  Might  to  the  median  estabUstament 
ririBmn  wage.  In  order  to  allow  for 
fei  newly  excluded  beginners  it  also 
Bfffwiivi*  that  a  beginner  tolerance 
ki  granted  to  establishments  which  had 
alaitmKr  tolerance  comparable  to  the 
«•  naed  by  the   two  establishments 


Hk  adoption  of  this  recommendation 
nrid  Involve  a  clear  inequity  in  the'ap- 
llntkn  of  the  Act  to  this  Industry  in 
littt  would  provide  one  set  of  standards 
ftr  Mtabllshments  which,  prior  to  this 
Maadnation.  have  established  one 
pMcolar  type  of  employment  practice 
■d  another  for  the  rest  of  the  industry. 
Wi  eseeption  is  rejected. 

Tte  AFL-CIO  also  contends  that  pre- 
Wilnc  minimum  wages  have  continued 
ll  ilK  since  the  hearing  and  are  now 
ilHi  U  or  13  cents  higher  than  they 
m  on  the  date  of  the  BLS  survey  and 
T «  •  eents  higher  than  they  were  de- 
tnrtned  to  be  in  the  tentative  decision, 
k  npiwrt  of  this  they  cite  recently 
pWliluil  BLS  data  showing  that  an 
U-pereent  increase  has  taken  place  in 
ftltverage  straighttime  earnings  in  this 
Mm^  between  the  survey  date  of 
Ifef  IMS  and  August  1961. 

Iha  Administrative  Procedure  Act  n- 
Wtm  that  an  opportunity  be  accorded 
bpartlea  to  rebut  evidence  such  as  this 
<ftnopened  hearing  (5  U.8.C.  1006(d) ) : 


(See  the  Attorney  General's  Manual  on 
the  Administrative  Procedure  Act,  p.  79.) 
It  is  elMU-  that  the  providing  of  such  an 
opportunity  would  involve  a  substantial 
further  delay  in  the  making  of  any  wage 
determination  for  this  induistry.  I  have 
concluded  that  the  merits  involved  in 
the  possible  discovery  of  any  recent  in- 
creases in  the  prevaiUng  minimum  wage 
are  outweighed  by  the  advantage  of  a 
prevailing  wHntmnm  wage  determination 
in  this  industry  without  further  delay. 
New  contmtions  have  been  made  on 
behalf  of  manufacturers  of  typewriters, 
ft/^t^ing  msMshines,  and  calculating  ma- 
chines to  the  effect  that  the  definition 
of  the  industry  contained  in  the  tentative 
decision  groups  the  manufacture  of 
I»oduct8  which  are  dissimilar  in  various 
important  respects. 

This  contention  has  not  been  advanced 
on  a  timely  basis.  The  leading  manu- 
facturers of  these  machines  were  well 
represented  at  the  panel  conference 
where  arrangements  for  product  divi- 
sions of  the  wage  data  are  most  con- 
veniently made.  They  were  also  well 
represented  at  the  hearing.  If  prior  to 
the  hearing  the  contention  had  been 
Doiade  that  it  would  be  appropriate  for 
me  to  make  separate  prevailing  mini- 
mum wage  determinations  for  various 
segments  of  the  Industry,  the  Depart- 
ment might  have  gathered  evidence  upon  ^ 
which  branch  determinations  could  have 
been  established.  The  contention  coxild 
have  been  made  as  late  as  the  hearing  if 
supported  by  evidence  which  would  war- 
rant and  oould  form  a  reasonable  basis 
for  mft'r^"g  branch  determinations. 

The  question  of  whether  a -separate 
wage  determination  should  be  made  for 
various  branches  of  an  industry  is  a 
matter   of   discretion;    considering    all 
the  circumstances  here  Involved,  I  do  not 
deem  it  proper  to  give  favorable  consid- 
eraticm  to  this  request,  which,  it  may 
be  noted,  is  made  for  the  first  time  after 
the  record  has  been  closed.   Any  other 
decision  in  regard  to  this  matter  would 
virtually  Involve  discarding  "several  years 
of   effort  to   determhie   the  prevailing 
twinimnm  wage  in  this  industry,  and  be- 
ginning proceedings  anew.    The  record 
contains  information  on  the  minimum 
wages  paid  by  two  of  the  three  individual 
typewriter  c<mipanies  which  filed  excep- 
tions to  the  tentative  determination.    At 
the  time  of  the  hearing  in  April  1960  the 
minimum  hiring  rate  of  the  Royal  McBee 
plant  at  Hartford,  Conn.,  was  $1 .54.   The 
operations  of  Smith -Corona  Marchant, 
Inc.,  were  being  reorganized  with  the 
view  of  transferring  the  activities  of  the 
Ssrracuse.  N.Y.,  plant   to   the  Groton- 
Cortland  area  where  the  minimum  hiring 
rate  was  $1.40  an  hour.    In  view  of  the 
».imi»  which  has  elapsed  since  the  hearing, 
it  is  apparent  from  these  data  that  any 
adjustment  which  may  be  posed  for  these 
plants  by  a  determination  of  $1.55  an 
hour  would  not  be  of  sufBcient  magnitude 
to    Justify    a    separate    product   break 
within  the  industry. 

BCany  of  the  other  exceptions  merely 
repeat  contentions  fully  discussed  in 
rulings  of  record.  Including  the  tentative 
decision.  Some  of  them  do  not  relate 
to  the  material  issues  of  fact,  law,  and 
discretion  presented  by  the  evidence  of 


record  hi  this  proceeding.  Thou^  not 
all  of  the  ronaining  ones  were  deemed  of 
sufficient  persuasiveness  to  merit  dlseos- 
sion  in  the  tentative  decision,  none  are 
new  in  the  sense  that  they  were  not  con- 
sidered in  the  preparation  of  that  deci- 
sion. Each  exception  has  been  care-  . 
fully  considered.  None  appears  to  war- 
rant further  discussion  here.  Each  is 
overruled.  Each  finding  and  conclusion, 
together  with  the  reason  and  basis  there- 
for, which  is  expressed  in  the  tentative 
decision  is  hereby  made  final. 

Accordingly,  upon  the  findings  and 
conclusions  stated  herein,  pursuant  to 
authority  under  the  Walsh-Healey  Pub- 
lic Contracts  Act  (41  U.S.C.  sec.  35  et 
seq.),  and  in  accordance  with  the  Ad- 
ministrative Procediure  Act  (5  UJ3.C. 
1001),  Title  41  of  the  Code  of  Federal 
Regulations.  Part  50-202.  is  hereby 
amended  by  the  addition  of  S  50-202.26 
in  the  maimer  indicated  below.  The 
amendment  shall  become  effective  SO 
days  following  its  publication  in  the 
Federal  Register. 

The  new  §  50-202.26  of  Title  41.  Code 
of  Federal  Regulations,  reads  as  follows: 


§  50-202.26     Office,  eompoting,  and  ac- 
counting machines  industry. 

(a)  Definition.    (1)  The  oflSce,  com- 
puting, and  accounting  machines  indus- 
try is  defined  as  that  industry  which 
manufactures  or  furnishes  computing 
machines  and  machines  of  a  type  de-. 
signed  for  office  or  business  use   (in- 
cluding pcurts  specially  designed  for  such 
machines),  such  as  the  fonowlng:  Ac- 
counting machines,   adding   machines, 
addressing  machines  (manual  and  auto- 
matic), billing  machines,  boolckeeptng 
machines,    calculating   machines,   cash 
registers,    change    making    machines, 
check  handling  machines,  collating  ma- 
chines, currency  and  coin  handling  ma- 
chines,  dating   machines    (automatic), 
dictating    and    transcribing   machines, 
duplicating  machines  (except  photocopy, 
blueprint,  and  printing) ,  electronic  com- 
puting    and     associated     information 
processing  equipment  (except  airbbme) , 
envelope     handling     machines     (auto- 
matic) ,  folding  machines,  inserting  ma- 
chines, key  punch  machines,  label  past- 
ing machines,  Ynailing  machines,  pasrroll 
machines,    perforating    and   cancelling 
machines  (except  hand  pimches) .  postal 
permit    mailing    machines,   post   oflloe 
cancelling     machines,     pimched     card 
tabulating    machines,    shorthand    ma- 
chines, sorting  machines,  stamp  affix- 
ing machines,  stencil  machines,  tabu- 
lating machines,  time  recorders,  time 
stamping  machines  (except  hand  stamp- 
ing) ,  typewriters,%id  varitypers. 

(2)  This  definition  does  not  Include 
(1)  devices  of  simple  construction  and 
normally  hand  operated,  such  as  i>encil 
sharpeners,  paper  punches,  staplers, 
gummed  tape  moisteners.  seal  presses, 
erasing  machines,  autographic  registers, 
and  rubber  stamps;  (11)  electron  tubes: 
(ill)  solid-state  semiconductors;  and 
(Iv)  functional  electronic  component 
parts  such  as  resistors,  capacitors,  relays, 
connectors,  and  complex  components, 
packaged  componoits,  modules,  and 
other  similar  component  combinations 
manufactured  as  a  single  unit. 
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(b)  Minimum  wage$.  Tbe  minimum 
wage  for  persons  employed  In  the  miin- 
uf ACture  ot  furnishing  of  products  of 
the  office,  computing,  and  accounting 
machines  industry  shall  be  $1.55  an  hour. 

(Sees.  1.  4,  40  Stat.  3093.  m  amended.  2038; 
41  VS.C.  SS.  38) 

Signed  at  Washington.  D.C..  this  2d 
day  of  February  1962. 

ASTHtm  J.  Goldberg, 
Secretary  of  Labor. 

IFH.    Doc.    62-1378:     FUed,    Feb.    8.    1962; 
8:40  ajn.] 


PART  50-205— ENFORCEMENT  OF 
SAFETY  AND  HEALTH  STANDARDS 
BY  STATE  OFFICERS  AND  EMPLOY- 
EES 

Pursuant  to  section  4  of  the  Walsh - 
Healey  Public  Contracts  Act  (49  Stat. 
2038.  41  UJB.C.  38) .  Chapter  50  of  Title 
41,  Code  of  Federal  Regrulations.  Is  here- 
by amended  by  adding  thereto  an  addi- 
tional part,  designated  Part  50-205,  con- 
cerning the  agreements  for  participation 
of  State  officers  and  employees  in  the 
enforcement  of  the  safety  and  health 
provisions  of  the  Act.  The  new  Part  50- 
205  shall  become  effective  upon  publica- 
tion in  the  Fkouul  Rccism. 

Neither  notice  and  public  procedure 
nor  a  delay  in  effective  date  with  regard 
to  the  T"<^^<"g  of  these  regulations  Ls  pro- 
vided since  they  set  forth  general  state- 
ments of  poUcy.  exempt  from  the  notice, 
public  procedure,  and  delayed  effective 
date  requirements  of  section  4  of  the  Ad- 
ministrative Procedure  Act. 

The  new  Part  50-205  of  Chapter  50  of 
Title  41.  Code  of  Federal  Regulations. 
reads  as  follows: 


flee. 

60-306.1 
60-306.2 
60-306J 
60-206.4 
60-305.5 
80-306.0 
80-206.7 
60-206.8 
60-306.9 

60-206.10 


■cope. 


Purpoee  and 

Deflnltloxu. 

Agreement  with  a  State  agency. 

Plan  of  cooperaUon. 

Inapectlona  by  State  agency. 

Complaints. 

Manual  of  Instructions. 

Reports  of  Inspections. 

Inspections  by  tbe  Department  of 

Labor. 
Modification    or    termination    of 

agreement. 

AnTHoairr:  ||  50-305.1  to  60-205.10  Issued 
under  sec.  4.  49  Stat.  2038.  41  U8.C.  38.  In- 
terpret or  apply  sec.  1.  49  Stat.  2030.  41 
U.S.C.  36. 

S  50—205.1      Purpose  and  srop^. 

The  Walah-Healey  Public  Contracts 
Act  authorizes  and  directs  the  Secretary 
of  Labor  to  utilize,  t#h  the  consent  of  a 
State,  such  State  and  local  officers  and 
employees  as  he  may  find  necessary  to 
assist  in  the  administratiun  of  the  Act. 
It  is  the  purpose  of  this  part  to  prescribe 
the  rules  governing  the  use  of  such  State 
and  local  officers  in  inspections  (or  in- 
vestigations) relating  to  the  enforcement 
of  the  stipulation  required  by  the  Act 
providing  that  no  part  of  a  contract  sub- 
ject thereto  will  be  performed  nor  will 
any  materials,  supplies,  articles,  or  equip- 
ment to  be  manufactured  or  furnished 
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under  such  a  contract  be  manufactured 
or  fabricated  in  any  plants,  factories, 
buildings,  or  surroundings  or  under 
working  conditions  which  are  unsanitary 
or  hazardous  or  dangerous  to  the  health 
and  safety  of  employees  engaged  in  the 
performance  of  the  contract,  and  the 
enforcement  of  the  safety  and  health 
standards  interpreting  and  applying  that 
stipulation  published  in  Part  50-204  of 
this  chapter. 

§  50-205.2      Definitionii. 

(a)  "Act"  means  the  Walsh-Healey 
Public  Contracts  Act. 

(b)  "Secretary"  means  the  Secretary 
of  Labor. 

( c )  "State  agency"  means  any  author- 
ity of  a  State  government  which  is  re- 
sponsible for  the  enforcement  of  State 
laws  or  regulations  prescribing  safety  and 
health  standards  for  employees. 

(d)  "Administrator"  means  the  Ad- 
ministrator of  the  Wage  and  Hour  and 
Public  Contracts  Divisions  or  his  duly 
authorized  representative. 

§  50-205.3      Agreement      with      a      Slale 
asenrr> 

The  Secretary  may  enter  into  an 
agreement  with  the  head  of  a  State 
agency  providing  for  the  use  of  State  or 
local  officers  and  employees  in  the  con- 
duct of  inspections  under  the  safety  and 
health  provisions  of  the  Act  as  inter- 
preted or  applied  in  Part  50-204  of  this 
chapter  whenever  he  finds  that  the  uti- 
lization of  such  State  or  local  officers  is 
necessary  to  assist  In  the  administration 
of  those  provisions.  In  making  s^ch  a 
finding,  consideration  may  be  given  to 
the  State  laws  or  regulations  admin- 
istered by  the  State  agency  providing 
safety  and  health  standards,  the  central 
and  field  organization  of  the  State 
agency,  and  the  qualifications  of  Its  in- 
vestigative personnel. 

§  50-205.4      Plan   of  cooperalion- 

Each  agreement  under  this  part  shall 
incorporate  a  plan  of  cooperation  be- 
tween the  E>epartment  of  Labor  and  the 
State  agency.  The  plan  shall  Include 
the  operative  details  of  the  cooperation 
contemplated  In  the  making  of  safety 
and  health  Inspections.  The  plan  .shall 
include  a  statement  of  the  location  of 
the  State  offices  designated  to  make  In- 
spections and  tho.se  of  the  IDcpartment 
of  Labor  designated  to  cooperate  with 
such  State  offices. 

§  50-205.5      Innpoctions  by  State  agency. 

Inspections  .shall  be  conducted  by  the 
State  agency  with  whom  an  agreement 
has  been  made  under  this  part  in  order 
to  determine  the  extent  of  compliance 
by  Government  contractors  subject  to 
the  Act  "as  determined  by  the  EK'part- 
ment  of  Labor'  with  the  safety  and 
health  provisions  Interpreted  or  applied 
In  Part  50-204  of  this  chapter.  Inspec- 
tors of  the  State  a:;ency  shall  be  con- 
sidered authorized  representatives  of  the 
Secretary  of  Labor  In  making  Inspections 
including  the  examining  of  the  records 
of  the  Government  contractor  main- 
tained under  SS  50-201  501  and  502  of 
this  chapter.    Inspections  shall  be  msule 
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upon  request  of  the „ 

or  concurrently  with  inspecttoM 
ascertain  the  compliance  by  « 
with  State  safety  and  health 
ments. 

§  50-205.6      Complaints. 

When  a  complaint  of  alleged  ml^ 
and  health  violations  by  an  employe  ^ 
parently  subject  to  the  Act  Is  filed  wS 
a  State  agency,  that  agency  shall  tni». 
mit  a  copy  of  the  complaint  to  the  «». 
operating  office  of  the  DeputaMBt  a( 
Labor  within  5  days  from  the  receipt  d 
the  complaint.  All  complaints  riMB  It 
considered  confidential  aind  shall  aol  bi 
disclosed  to  any  employer  without  tt» 
consent  of  the  complainant. 

§  50-205.7      Manual  of  instracUoM, 

The  Administrator  shall  protlde  thi 
State  agency  with  a  manual  of  tiMtnv. 
tions  which  shall  be  used  in  the 
of  inspections. 

§  50-205.8     Reports  of  ins] 

The  State  agency  shall  furnish  theDh 
partment  of  Labor  with  a  report  of  Iti 
inspection  when  the  following  clran> 
stances  exist: 

( a )  The  inspection  was  requested  by 
the  Department  of  Labor; 

(b)  The  inspection  discloses  wetlam 
violations  of  the  safety  and  heelth  re- 
quirements of  Part  50-204  of  this 
ter  by  an  employer  apparently 
to  the  Act; 

(c)  The    inspection    discloses 

violations  of  the  safety  and  health  » 
qulrements  of  Part  50-204  of  thlsehepkr 
by  an  employer  apparently  subject  to  tti 
Act  which  are  not  corrected 
when  such  apimrent  violatloiis 
brought  to  the  attention  of  the  i 
or  as  to  which  fully  reliable 
of  future  compliance  are  not  or 
be  obtained. 

§  50-205.9      Inspections  by  iIm 
ment   of   Labor. 

The  Administrator  may  eonduet  wc^ 
inspections  as  he  may  find  apimxtali 
to  assure  cc»npliance  with  the  safe^  sod 
health  provisions  of  the  Act  or 
he  may  find  that  a  safety  and 
inspection  should  be  carried  out 
with  investigation  under  othtf  proTMaM 
of  the  Act  or  the  Fair  Labor  Staaduii 
Act  of  1938.  Whenever  an  Inspectteilr 
the  Administrator  discloses  aivuat 
violations  of  State  safety  and  bealttii*- 
qulrements  the  Administrator  ib^f]^ 
port  such  disclosures  to  the  State  r 


§  50-20.J.10      Modification    or 
tion   of   agreement. 

Any  agreement  entered  into  .this  pttt 
may  be  modified  at  any  time  with  W 
con.^cnt  of  both  parties,  and  i—y  " 
terminated  by  either  party  after  van- 
ing  tlie  other  pai  ty  60  days  prior  th»n 

Simed  at  Washington.  D.C.,  thh  W 
day  of  February  1962. 

ARTHTJR   J.    GOLDI 

Secretary  of 


(PR.    Doc. 


62-1377:     FUsd. 
8:46  axa.] 
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Ml  43— PUBUC  LANDS: 
INTERIOR  , 

f^^l^  I Bureau  of  Land  Manogt- 

aMU  Dopartment  of  th«  Intorior 

^■BITT      "■■■""   LAND   ORDERS 

(Public  Land  Order  2668] 

(Colorado  048874) 

COLORADO 

giyrawing  Lands  in  National 
p^iMtt  for  Use  of  the  Forest  Sorvico 
Itr  Administrative  Sitos  and  Roc- 
MoHon  Areas 

Correction 

jH  FJl.  Doc-  61-11925,  appearing  at 
fm  1J081  of  the  Issue  for  Saturday,  De- 
ii^Nr  W.  19^1'  ^^^  following  correc- 
giM  are  made  in  the  land  descriptions 
If  Hew  Mexico  Principal  Meridian: 

KIO  GSANDC  NATIONAL  FOKKST 
,  •  •  •  • 

MnUie  forks  Meadow  Campground 

|K.«.N%NW>/4NWV4.  NW%NEV4NW%. 

»  •  *  •  • 

faldez  Community  Campground 

T.«II,B.4%E.. 
be.    1».    WViNE'/4SE%.    NW%8E%.    E% 
l«H8W%.  8Ey4SW'/4.  SW%8E%.   8Ey4 

IM.  H.  NK»4NE»4NE>4.  KWViNE%NB%. 
ifrHK»%NEV4.  NW»4NE%.  K\^m% 
■W54.  8wy4NEy4.  w>^SEy4NEy4. 


McEntyre  Campground 

tMll.B.4^E.. 
IH.1.  All  of  Lot  6.  Lot  11,  W^  Lot  14,  W>4 

Lot  19.  Lot  20.  N  Vi  S W  y4  NW  y4 : 
lH.l.AUof  Lot  13. 


FEDERAL  REGISTER 

SXXTB  Pbincipaz.  Meudian 

T.aN..B.7eW.. 
See.  4.  lot  8. 
Oontalnlng  S0.01  acres. 

John  A.  Carver,  Jr., 
Assiitant  Secretary  of  the  Interior. 

Fbbruart  5, 1962. 

(FJl.    Doc.    «a-1374;     Piled,    Feb.    9.     1962; 
8:46  a.m.] 


[Public  Land  Order  3602] 
I  ColOTado  024153] 

COLORADO 

iwing  Public  Lands  for  Uso  in 
Ceimoction  With  Ifio  Shadow 
Movntoin  National  Recreation  Area 

%  Tirtue  of  the  authority  vested  in 
fti  Resident,  and  pursuant  to  Execu- 
inOder  No.  10355  of  May  26.  1952, 
Ik  ordered  as  follows: 
M^ect  to  valid  existing  rights,  the 
described  public  lands  are 
withdrawn  from  all  forms  of  ap- 
imder  the  public  land  laws, 
the  mining  laws,  and  reserved 
■te  the  Jurisdiction  of  the  National 
H*  Service,  Department  of  the  Interior, 
I*  pQbUc  recreation  purposes  and  for 
I  Votection  of  the  Shadow  Mountain 
Recreation  Area: 


[Public  Land  Order  2603 ] 

MONTANA,  NEW  MEXICO,  AND 
WASHINGTON 

Withdrawing  Lands  for  Use  of  the  For- 
ost  Sorvico  for  Administrative  Sites 
and  Rocro«rtion  Areas;  Correcting 
Public  Land  Orders  No.  2434  of 
July  13,  1961,  and  No.  2569  of 
Docombor  19,  1961 

By  virtue  of  the  authority  vested  In 
the  President,  and  pursuant  to  Execu- 
tive Order  No.  10355  of  May  26,  1952, 
it  is  ordered  as  follows: 

1.  Subject  to  valid  existing  rights,  the 
following  described  lands  within  the  na- 
tional   forests    hereafter    named,    are 
hereby  withdrawn  from  prospecting,  lo- 
cation, entry  and  purchase  under  the 
mining  laws  of  the  United  States,  in  aid 
of  programs  of  Uie  Forest  Service,  De- 
partment of  Agriculture,  for  use  of  the 
surface  of  the  lands  as  administrative 
sites  and  recreation  areas,  as  indicated: 
(Montana  036030] 
PaiNCIPAI.  Mkridian 
OAIXaTIN    NATIONAL   rOBEST 

Yankee  Jim  Camp  and  Picnic  Area 
T  T  B    R  7  B 

'sec."83.'sw'viNwy4Swy4 . 

MontanapoUa  Mineral  Springs  Recreation 
Area 

T.  6  8..  R.  10  K..  xmsurveyed,  but  when  sur- 
veyed probably  will  be: 
Sec.  a«.  HW%NE%NEy4. 

Montanapolis  Public  Service  Site 

T.  6  8..  R.  10  E.,  unaurveyed,  but  when  siu-- 
▼eyed  probably  will  be: 
8ec.  29.  Ni48B%NE%  and  NE%8Wy4NE%. 

Roadside  Camp  and  Picnic  Area 

T.  9  8.,  R.  16  E., 

8ec.20,SW%SWy«. 

Clarka  Fork  Camp  and  Picnic  Area 

r.  9  8..  R.  16  E., 
Sec.  28.  WH  lot  6. 

Chief  Joseph  Campground 

T.  9  8.,  R.  15  E.. 

8ec.28,NW^  lot  7. 

Cooke  Administrative  Site 

T.  9  8.,  R.  16  E.. 

Sec.  29.  NE%NW^NWV4- 

godo  Butte  Campground 

T.  9  8..  R.  16  E., 
Sec.30,  SVilotl. 

CUS'l'm  NATIONAL  rOBXST 

Pine  Grove  Campground 

T  6  8    R.  17  B. 
SecMi  8Hafw%8WV4.  8E%8W%,  WV4  lot 

9,  BE\k  lot  9,  and  8W^  lot  8; 
flee,    sa,    ■V6mV4NB)4.    MX^SW^MK^, 
8K8WKMS)4.     8B^NE%,     and     NW)4 
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Sec.  33,  NE»4NE%KW^4.  W%1IE%HW%. 
NWy4NW%,   NV4SW%NW%.  and  8W% 

KANIKSX7  NATIONAI.  POSBBT 

Willow  Creek  Recreation  Area 

T.  24  N.,  R.  29  W..  unsurveyed.  but  when 
surveyed  probably  will  be: 
Sec.  3,  SW«4NW%NW%; 
Sec.  4.  SEy4NE^NE^. 

Big  Eddy  Recreation  Area 

T.  27  N.,  R.  34  W., 

Sec.  25.  NWy48E^8W^SW%.  NE^SE^ 
SWV4SW^,  SE%SE^SWV4SW^,  8% 
NWy4SWi4SE^8W%,  BW%eW%BK% 
SWy4,  SEiASWViSEViSW^.  and  8^8^ 
SEi4SEi48W>4. 

TTie  areas  described  total  in  the  aggre- 
gate 483.08  acres. 

2.  In  Public  Land  Order  No.  2434  of 
July  13.  1961  (Washington  01484),  with- 
drawing lands  in  national  forests  tar  use 
of  the  Forest  Service,  and  appearing  in 
the  Pedxral  Registkr  issue  of  July  19, 
1961.  at  pages  6474-5.  the  description  "T. 
16  N.,  R.  10  E.  (Unsurveyed) ",  preceding 
the  description  "Sec.  3,  W%W%".  for 
the  Mather-Memorial  Parkway  Roadside 
Zone,  is  hereby  corrected  to  read  "T.  17 
N..  R.  10  E.  (Unsurveyed) ". 

3.  In  PubUc  Land  Order  No.  2589  of 
December  19. 1961  (1969385;  New  Mexico 
0141063).  revoking  Public  Land  Ordo* 
No.  629  of  January  13, 1950,  and  aivear- 
ing  in  t^e  Federal  Registkr  issue  of  De- 
cember 23.  1961.  the  description  "Sec  4. 
lot  4"  appearing  in  T.  25  8.,  R.  15  E.,  is 
hereby  corrected  to  read  "Sec.  4,  lot  1". 

John  A.  Carver,  Jr., 
Assistant  Secretary  of  the  Interior. 

February  5. 1962. 

[F.R.    Doc.    62-1876;     FUed.    Feb.    9.    19e2; 
8:46  ajn.] 


[PubUc  Land  Order  2004] 
[Utah  073096] 

UTAH 

WithdroM^a!  for  Uso  of  Notional  Pork 
Service  (Hovonweop  Notional- Mon- 
ument) 

By  virtue  of  the  authority  vested  in  the 
President  and  pursuant  to  Ezecutiye 
Order  No.  10355  of  May  26,  1952,  it  is 
ordered  as  follows: 

1.  Subject  to  valid  existing  rights,  the 
following  described  public  lands  are 
hereby  withdrawn  frcnn  all  forms  of  ap- 
propriation imder  the  public  land  laws, 
including  the  mining  laws,  and  reseryed 
for  use  of  the  National  Park  Service  in 
connection  with  administration  of  the 
Hovenweep  National  Monument: 

Salt  IjAKS  Mdudian 

T.  39  S.,  R.  26  E.. 

Sec.   21,   WV4NE%.   N%NW%,    SE^4NWV4. 

NEV4SW%,  and  NW%SE%. 
Oontalnlng  280  acres. 

2.  The  lands  shall  continue  to  be  ad- 
ministered by  the  Bureau  of  Land  Man- 
agement for  grazing  purpoees. 

John  A.  Carver,  Jr.. 
Assistant  Secretary  of  the  Interior. 

February  5, 1962. 

[F.R.    Doe.    62-1878;    FUed.    Veb.    9.    IMMt 
8:46  ajn.] 


Proposed  Rule  Making 


DEPARTMENT  OF  AGRICULTURE 

Agricultural  Stabilization  and 
Conservation  Sorvico 

I  7  CFR  Potto  1008,  1009,  1030-1049, 
1061-1064,  1067-1070,  1078, 
1079,  1095.  1097,  1099,  1108  1 

HANDLING  OF   MILK   IN  CERTAIN 
MARKETING  AREAS 

Notico  of  Rocommonded  Decision  and 
Opportunity  To  Filo  Writton  Ex- 
coplions  on  Proposed  Amendments 
to  Tentative  Marketing  Agreements 
end  Orders 

7  CFK  Part.  Docket  No.,  and  Marketing  Area 

,006:   AO-a6a-A6-.    Oreater   Wbeellng. 

.000:  AO-a68-A0;  Clarksbiirg.  W.  Va. 

.080:  AO-101-A3S:  Chicago.  HI. 

1031:  AO-170-A13:  South  B«nd-LaPort«-Elk- 

hart.  Ind. 
,033:  AO-81S-A4:  Suburban  St.  LoiUs. 
083:  AO-iaO-AaS:  Onater  ClnclnnaU. 
034:  AO-175-Al«:  Dayton-Sprlngfleld.  Ohio. 
,033;  AO-170-A14:  Columbiu.  Ohio. 
,038:  AO-179-A3a:  Northeaatem  Ohio. 
,087:  AO-197-A7;  North  Central  Ohio. 
,038:  AO-l»4-A7;  Rockford-Freeport.  Ill, 
1039:  AO-3ia-A18;  Milwaukee.  WU. 
,040;  AO-3a&-AlS:  Southern  BClch. 
,041:  AO-7a-Aa4:  Toledo.  Ohio. 
,043:  AO--340-Ae:  MuBkegon.  Mich. 
043:  AO-a47-A7:  Upstate  Mich. 
044:  AO-38»-A3:  Michigan  Upper  PenlnBUla. 
045:  AO-334-A4:  Northeastern  WU. 
048;  AO-«)8-A8:  Ohio  Valley. 
047:  AO-33-A38:  Fort  VK»yne.  Ind. 
1048:      AO-336-A1;      Greater     Youngstown- 

Warren. 

,040:  AO-810-A3:  Indianapolis.  Ind. 
,081:  AO-S37-A1:  St.  Joseph.  Mo. 
,083:  AO-10-Aa7;  St.  Louis.  Mo. 
,083;  AO-106-A1S:  Quad  ClUes-Dubuque. 
,084:  AO-23-A33;  Greater  Kansas  City. 
,087:  AO-33a-All:  Oearks. 
,088;     AO-17S-A13:     Mlnneapolls-St.     Paul. 

Minn. 

060;  AO-153-A8;  Duluth-Supertor. 
070:  AO-330-A7:  Cedar  Raplds-Iowa  City. 
,078:  AO-373-A3:  North  Central  Iowa. 
079:  AO-39»-AS;  Des  Moines.  Iowa. 
005;  AO-ia3-A35:  LouUvUle-Lexlngton.  Ky. 
,097;  AO-ai»-A10:  MemphU.  Tenn. 
1009:  AO-183-A7:  Paducah.  Ky. 
108:  AO-343-A7:  Central  Ark. 

Pursnant  to  the  provisions  of  the  Ag- 
licnltural  Marketing  Agreement  Act  of 
1937,  as  amended  (7  nJ3.C.  601  et  seq.) . 
and  the  applicable  rules  of  practice  and 
procedure  governing  the  formulation  of 
marketing  agreements  and  marketing 
orders  (7  CPR  Part  900) .  notice  is  hereby 
given  of  the  filing  with  the  Hearing  Clerk 
of  this  recommended  decision  of  the  As- 
sistant Secretary  of  Agriculture,  with  re- 
spect to  proposed  amendments  to  the 
toitative  marketing  agreements,  and  or- 
ders regulating  the  handling  of  milk  In 
each  of  the  marketing  areas  heretofore 
specified.  Interested  parties  may  file 
written  exceptions  to  this  decision  with 
the  Hearing  Clerk.  United  States  De- 
partment of  Agriculture.  Washington  25. 
D.C.,  not  later  than  the  close  of  business 
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the  5th  day  after  publication  of  this 
decision  In  the  Pidiral  Recistkk.  The 
exceptions  should  be  filed  In  quadrupli- 
cate. 

Preliminary  statement.  The  hearing, 
on  the  record  of  which  the  proposed 
amendments,  as  hereinafter  set  forth,  to 
the  tentative  marketing  agreements  and 
to  the  orders,  were  formulated,  was  con- 
ducted at  Chicago.  Ill ,  on  January  17. 
18.  and  19,  1962.  pursuant  to  notice 
thereof  which  was  Issued  January  8, 
1962    (27  P.R.  314). 

The  material  Issues  on  the  record  of 
the  hearing  relate  to: 

1.  Basic  formula  prices  used  to  com- 
pute Class  I  prices  (and  Class  n  price 
in  the  Chicago  order) , 

2.  Basic  butterf  at  test  in  certain  mar- 
kets, and 

3.  Conforming  changes  in  order 
language. 

Findings  and  conclusions.  The  fol- 
lowing findings  and  conclusions  on  the 
material  Issues  are  based  on  evidence 
presented  at  the  hearing  and  the  record 
thereof: 

1.  The  monthly  average  price  received 
by  farmers  for  manufacturing  grade 
milk  In  Minnesota  and  Wisconsin  as 
published  by  the  Department  on  about 
the  5th  day  following  the  month  (ad- 
Justed  to  3.5  percent  butterf  at)  should 
be  the  basic  formula  price  from  which 
the  Class  I  milk  price  is  computed  in 
each  of  the  Federal  orders  named  herein. 
This  basic  formula  price  should  also  be 
used  in  the  computation  of  the  Class  n 
milk  price  under  the  Chicago  order. 

Class  I  prices  in  Federal  order  markets 
are  established  under  the  authority  of 
the  Agricultural  Marketing  Agreement 
Act.  The  standards  for  milk  order  prices 
described  In  the  Act  require  that  such 
prices  reflect  economic  conditions  which 
affect  market  supply  and  demand  for 
milk  in  the  marketing  area.  In  accord- 
ance with  these  standards.  Class  I  milk 
pricing  formulas  have  been  developed  for 
use  in  the  several  Federal  orders. 

Class  I  milk  price  formulas.  In  markets 
here  considered,  employ  a  basic  formula 
price  representing  a  manufacturing  milk 
value.  To  this  is  added  a  price  differen- 
tial, and  In  most  of  these  markets  a 
further  adjustment  Ls  made  to  reflect  the 
changing  relationship  of  milk  supplies 
to  Class  I  milk  disposition.  The  latter 
adjustment  is  commonly  referred  to  as 
a  supply-demand  adjustment.  Six  of 
the  orders  considered  here  do  not  have 
basic  formula  prices,  since  the  Class  I 
prices  thereunder  are  established  at  dif- 
ferentials from  the  Class  I  prices  of 
other  orders.  Six  additional  orders  con- 
tain basic  formula  prices  but  do  not  use 
them  to  compute  prices  for  Class  I  milk. 
Prices  under  these  orders  are  likewise 
maintained  in  fixed  relationship  to  those 
of  other  orders. 

Among  the  several  markets,  there  Is  a 
considerable  diversity  of  basic  formulas 
employed.    All  of  the  basic  formulas  In- 


n«i« 


elude  alternative  computation  of 
the  highest  is  the  effective  iaauiai  M 
each  of  these  formulas  the  aver^i  m£ 
west  condensery  paying  prloo  Is  t^  ^ 
the  alternatives.  Also,  each  "  " 
mula  (except  in  the  Chicago 
a  few  recent  months)  uses  a 
powder  formula  computation, 
different  butter-powder  fonai 
employed  in  the  several  orders. 
the  orders  use  computations 
butter  and  cheese  prices,  of 

are  three  variations.    In  five 

ing  prices  reported  by  local  man 
ing  plants  is  an  alternative 

Producer   groups   and  b 

erally  supported  the  adoption  o(  s 
form  basic  formula  for  all  tho 
The   average   price   for  mamtfi 
grade  milk  f  .o.b.  plants  in 

Minnesota  as  reported  by  tho , 

ment  was  supported  by  many  of  Oit 
ducer  groups  as  a  basis  for  atf 
such  uniformity.    Some  produosr 
and  handlers  favored  use  of  a 
powder  formula  either  as  the 
mula  price  or  as  an  alternative 
tation. 

Proponents    of    the    ^"^ T^  Hi 

nesota  manufacturing  grade  milk  sriB 
as  a  basic  formula  price  suppoctit  ii 
adoption  for  the  following  reaaoM:  0) 
Current  basic  formulas  are  rohject  li 
certain  defects  or  weaknesses;  CD  Hi 
proposed  price  Is  a  better  mntan  ft 
manufacturing  milk  values:  and  (t)  a 
single  basic  formula  price  In  al  Ai 
orders  would  provide  a  dfrirahit  Ml' 
for  price  alignment  among  tho  HMri 
orders. 

The  lack  of  uniformity  amoog  tti 
various  basic  formulas  and  the  OM* 
sequent  diversity  of  results  prodnoiill 
Class  I  prices  constitutes  a  sertoai  tt^ 
blem  with  respect  to  coonHni<k»  < 
prices  among  these  markets.  HmmMA 
to  which  the  Midwest  condenaerf  |i^ 
common  to  all  orders,  has  been  tta  ^ 
fective  price,  has  mitigated  this 
in  the  past. 

The  Midwest  condensery  prl08 
originally  based  on  reports  by  11  _' 
Prom  time  to  time  individual  plants  ^ 
ceased  operations.  Recently,  Jt^ 
plants  (6  in  Wisconsin  and  2  In  Wt^ 
igan)  have  been  reporting  prleea. 
of  these  are  operated  by  a  single  ~ 
two  others  by  another  firm.  A 
reduction  in  number  of  plants 
is  anticipated.  The  plant  at  New 
Wisconsin,  is  reported  to  be 
erations.  In  addition  to  the  dtoc*  ■■ 
reductions  in  the  number  of  plants >iW 
had  in  impairing  this  average  priW^fP 
a  representative  value  of  ntanufa8>Ml| 
milk,  there  is  substantial  evldiPl#» 
the  posted  pay  prices  reportedllf • 
two  Michigan  plants  in  the  ■■•3 
not  currently  refiect  the  total  — ■  * 
milk  to  such  plants.  As  a  coMOflMP 
of  these  developments  the  B4IdwtK*>» 
densery  price  can  no  longer  *• 
sldered  fully  reliable  as  an 
measure  of  manufacturing 


■_^  b  concluded 

mfacturli 

kUidMlnn( 


f,  February  10,  1962 

^giulA  computations  baaed  tax 

^loonf at  dry  milk  prices  are  In- 

I  to  itfV^  a  mamifacturing  milk 

A  on  prices  of  these  products. 

,  ^bt  butter-powder  formulas 

^T'i^  factors  representing  the 
■  ^-fj^onfat  dry  milk  obtained  from 
I  of  milk  vary  from  7.0  pounds 
Ji»  Also  the  amoimt  deducted 
r^^Bopiition  to  cost  of  processing 
^tasBionf  ^®  formulas.  Such  cost 
]^M  $n  rigid  elements  in  these  f or- 
jS^rtdefa  do  not  respond  to  changes 
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ksery  prlPt  iv 
rts  by  It  piMk 
dual  plaals  111 


^^lliBiulas  based  on  prices  of  but- 
*^-  -   ne  are  affected  by  considera- 
te those  in  connection  with 

^ formulas. 

,  aiant  paying  prices  have  tended 
t  leaer  role  in  establishing  basic 
prtees.  Generally  they  have 
_jr  than  other  alternative  for- 
ggmpuUtions.  Since  different 
^  plants  are  used  in  each  order, 
^  of  pricing  among  orders 
be  attained  by  use  of  such  prices, 
of  basic  formulas  is  de- 
fur  the  purposes  of  aligning 
^^i^irrf  related  markets  and  pro- 
S^g  understanding  of  order  pricing 
^■m^  Mffftny  parties  in  the  industry. 
iSSit,  in  view  of  the  disadvantages 
^^'  to  the  existing  formulas  based 
prices  and  the  lessening  rep- 
provided  by  the  Midwest  com- 
prlees,  it  is  imperative  that  k 
for  determining  basic  for- 
_     It  provided. 

tti  pclee  for   manufacturing   grade 
ftlitte  two-state  area  of  Wisconsin 
^■■BiieSota  is  issued  by  the  State- 
Ciop  Reporting  Service  on  about 
_  day  of  each  month  for  milk  re- 
st manufacturing  plants  in  these 
tn  the  previous  month.     Plant 
report   the   total    liounds  of 
,jrlng  grade  milk  received  from 
the  butterf  at  content,  and  total 
paid  to  farmers  for   the  milk, 
tate  area  is  one  in  which  there 
concentration  of  manufactur- 
milk  and  where  many  plants 
_^,tlng  for  such  supply.    In  Min- 
■bout  80  percent  of  the  milk  sold 
is  manufacturing  grade  and  in 
_i,  about  65  percent.    About  60 
at  the  manufacturing  grade  milk 
farms  in  the  United  States  is 
in  these  two  states. 

average  price  for  manufacturing 

ff^mOk  in  Minnesota  and  Wisconsin. 

tniflable  on  the  5th  day  following 
■nth,  better  meets  the  require- 
fHli  for  a  basic  formula  price  than 
4te  flonnulas  now  used.  It  is  repre- 
-.-  of  prices  paid  to  farmers  for 
half  of  the  manufacturing  grade 
produced  in  the  country.  It  )8  a 
tevel  determined   by   competitive 

which  are  affected  by  demand 

jMiflCthe  major  uses  of  manufactiired 
products.  The  system  of  reporting 
tm  developed  so  that  a  reliable 
_.  price  is  available  promptly  and 
HL  provides  Just  as  current  a  basis 
■ridng    milk    as    existing    basic 


^keoDcluded  that  the  average  price 
■ftvfacturing  grade  milk  in  Wis- 
land  Minnesota,  as  reported  by  the 


Department  on  about  the  5th  day  of 
the  f oQowlng  month  should  be  adopted 
as  the  iMsle  fonaula  price  in  these  or- 
ders, exeepynt  tbose  where  prices  are 
detennlned  on  the  basis  of  differentials 
from  other  markets.     • 

Inasmuch  as  the  manufacturing  milk 
price  for  the  two-state  area  is  reported 
by  the  Department  as  the  price  at  actual 
butterf  at  test,  a  method  for  adjustment 
to  the  butterfat  test  (3.5  percent)  used 
in  these  orders  must  be  adopted.    For 
this  purpose  a  generally  recognized  value 
of    butterfat.   0.12    times    the    average 
wholesale  inice  for  92 -score  butter  at 
Chicago,  should  be  used.   Such  a  method 
of  adjustment  was  favored  by  producer 
groups  at  the  hearing.   A  handler  repre- 
sentative suggested  that  adjustment,  by 
direct  ratio  method  would  be  more  repre- 
soitative  of  the  practice  among  plants 
purchasing  manufacturing  milk.    It  was 
shown,  however,  that  at  116  manufac- 
turing plants  in  Wisconsin,  pajrment  for 
manufacturing  grade  milk  was  made  on 
the  direct  ratio  basis  by  only  21  of  the 
plants.    Ninety-one  of  the  plants  ad- 
Justed  from  S.5  percent  prices  by  use  of 
butterfat.  differentials  which.  If  used  for 
conversion  of  the  Minnesota-Wisconshi 
price  to  a  S.5  percent  basis,  would  result 
in  a  price  no  less  than  that  resulting 
from  the  differential  proposed  herein. 

The  proposal  to  use  a  butter-powder 
formula  as  an  alternative  basic  formula 
computation  is  not  adopted.  To  be  ef- 
fective, such  a  butter-powder  formula 
would  need  to  be  constructed  so  that  it 
represents  about  the  same  level  of  price 
as  the  Miimesota- Wisconsin  manufac- 
turing milk  price.  To  the  extent  that  it 
did  become  effective,  it  would  tend  to 
represent  milk  values  in  these  particular 
tises  rather  than  the  general  value  in  all 
miUor  uses,  represented  by  the  Miime- 
sota-Wisconsin  manufacturing  milk 
price.  Thus,  it  would  tend  to  be  less 
truly  representative  of  manufacturing 
fqiik  prices.  Accordingly,  such  an  alter- 
native computation  is  unnecessary  and 
undesirable. 

Represoitatives  of  producer  interests 
in  these  markets  asked  that  certain  ad- 
justments bie  made  in  the  Class  I  price 
differentials  which  are  added  to  the  basic 
formula  price  if  the  Minnesota-Wiscon- 
sin manufacturing  milk  price  were  used 
as  the  basic  formula.    Based  upon  aver- 
age relationships  in  a  seven  year  period 
(1955-1961)  they  asked  that  Class  I  dif- 
ferentials in  individual  markets  be  in- 
creased by  amounts  ranging  from  2-3 
cents  in  most  markets  to  10-13  cents  in 
maricets  for  which  basic  formula  prices 
of  the  orders  now  include  or  have  in- 
cluded   particularly    favorable    butter- 
powder  or  butter-cheese  alternative  for- 
mulas.   A  number  of  handlers  argued 
that  the  conversion   should   be   based 
strictly  upon  current  relationships  pre- 
vailing for  either  the  last  five  months  of 
1961  or  for  some  portion  of  that  period, 
and  that  action  be  such  as  to  provide  no 
current  increase  of  price  from  the  con- 
version.   On  this  basis  a  suggestion  was 
offered  that  the  Class  I  differentials  of 
most  orders  be  reduced  10  cents,  and  that 
no  change  be  made  in  the  differentials  of 
those  few  orders  in  which  the  butter- 
powder  formula  price  currently  exceeds 
the  Minnesota- Wisconsin  price. 
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Because  of  the  variety  of  baste  for- 
mulas among  the  various  markets,  a 
uniform  basis  for  considering  a  need  for 
such  adjustments  is  not  possible.  Fur= 
ther,  the  eyi»^ng  basic  formulas  hare 
not  maintained  precise  relationships 
with  the  Minnesota-Wisconsin  series 
during  the  years  1955  through  1961.  In 
view  of  the  variations  in  such  relatton- 
ships  it  is  not  possible  to  establidi  iritb 
any  precision  relationships  ^^db  mlfbft 
be  expected  to  obtain  in  the  future. 

In  the  Chicago  order,  effective  begin- 
ning with  September  1961.  the  price  for 
manufacturing  grade  milk  in  Wlsconstn 
and  MinnesoOi  became  an  alternative, 
along  with  the  Midwest  condoisery 
price,  for  the  basic  formula  price.  TUs 
formula  ts  accordingly  reflected  in  eight 
markets  whose  prices  are  based  on  Chi- 
cago. Thes^  markets  included  Oedar 
Rapids-Iowa  City,  Des  Moines.  Nortti 
Central  Iowa.  Osarks,  Quad  Cittes-Du- 
buque,  Rockford-Freeport,  St.  'Louis 
and  Suburban  St  Louis. 

The  transiti<m  to  inricing  Class  I  mUk 
on  the  basis  of  the  Minnesota-Wiseon- 
sin  manufactwing  milk  price  has  al- 
ready been  accomplished  without  change 
in  Class  I  differentials  with  reelect  to 
the  Chicago  market  and  the  eifl^t  mar- 
kets  i»revioudy   named   in  whidi  tte 
Class  I  price  is  established  at  a  differen- 
tial above  or  below  the  Chicago  price. 
Because  the  Midwest  condensery  price 
has  been  lower  than  the  Minnesota-Wis- 
consin price,  the  lattw  has  estabUsbed 
the  level  of  Class  I  price.   The  price  data 
for  both  series  (ccmdensery  and  Min- 
nesota-Wisconsin) do  not  provide  any 
basis  for  adjusting  the  Class  I  level  in 
the  Chicago  order  frun  that  currenttj 
established  on  the  basis  of  thelOn- 
nesota-Wiaconsin    price    and    eadstinc 
Class  I  price  diff  eroitials.   For  the  three 
most  recent  years.  1959.  1960.  and  1961. 
the  Midwest  oond^raery  price  has  aver- 
aged 1  cent  less  than  the  Mlnwwota- 
Wisconsin  price.    Except  for  the  latter 
part  of  1961.  the  Midwest  emidenserjr 
price  and  the  BOnnesota-WlsoonsIn  price 
r^resented  virtually  the  same  le«d  of 
price.    During  recent  months  the  Mid- 
west condensery  price  has  been  bdov 
its    former    rdati(»ship    witti    paylnc 
prices  in  the  area,  and  has  not  reflected 
its  usual  relationship  to  values  of  manu- 
factured dairy  products.    This  rdattve 
weakness  of  the  condensery  price  is  a 
symptom  of  Its  progressive  failure  to 
represent     accurately     manufacturing 
milk  values.    In  view  of  this  situatloB 
it  would  not  be  apprcq^riate  to  decrease 
Class  I  differentials  in  these  markets  to 
reflect  recent  levels  in  the  conderoery 
price. 

For  those  orders  which  use  the  same 
basic  formula  price  as  contained  in  the 
Chicago  order  prior  to  the  Septem- 
ber 1, 1961,  amendment,  the  same  meth^ 
od  of  transition  should  be  used.  Tikis 
will  provide  the  best  method  of  main- 
taining price  alignment  among  markrtsr 
These  markets  include  MHwaokee, 
Michigan  Upper  Peninsula.  Northeast 
Wisconsin,  Duluth-Superlor  and  South 
Bend-LaPorte-Elkhart. 

The  Paducah  order  basic  formula 
differs  from  tiiose  of  the  orders  in  this 
group  only  in  the  use  of  local  plant 
prices.    Since  the  local  plant  prices  h«T» 
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been  lower  than  the  alternative  com- 
putations they  have  not  been  efTective 
as  a  basic  formula.  Accordingly,  the 
same  method  of  transition  to  the  new 
basic  formula  would  apply  for  the  Padu- 
cah  order  as  other  markets  with  basic 
formulas  which  differ  only  in  not  in- 
cluding local  plant  prices. 

The  transltl<Mi  for  13  other  markets 
considered  at  this  hearing  represents  a 
probl.an  similar  to  that  in  markets  just 
discussed  which  have  basic  formulas  of 
J  the  type  In  the  Chicago  market  prior  to 
the  September  1,  1961,  amendment 
These  markets  include: 


Muskegon. 
Upstate  Michigan 
Kansas  City 
St.  Joseph. 
MlnneapoUs-St   Paul 
Youngs  town- Warren 


Northeastern  Ohio. 

Toledo. 

Fort  Wayne. 

Wbeeling. 

darkslmrg. 

North  Central  Ohio. 

Southern  Michigan. 

Among  these,  St.  Joseph  has  a  Class  I 
prlc^based  on  the  price  under  the  Kan- 
sas City  order.  Although  the  order  con- 
tains a  basic  formula  price  this  is  not 
used  to  establish  Class  I  prices.  The 
Youngstown-Warren  order  similarly 
contains  a  basic  formula  price  which  is 
not  used,  since  the  price  is  established 
by  relationship  to  the  price  under  the 
Northeastern  Ohio  order.  The  North 
Central  Ohio  order  contains  no  basic 
formula  price,  and  the  Class  I  price  is 
based  on  the  Class  I  price  under  the 
Northeastern  Ohio  order. 

For  all  of  these  13  markets,  the  effec- 
tive basic  formula  prices  in  recent 
months  have  been  only  slightly  different 
from  the  basic  formula  prices  in  markets 
with  the  type  used  in  the  Chicago  order 
prior  to  September  1,  1961.  The  average 
difference  of  the  basic  formulas  from 
the  Wisconsin-Minnesota  manufacturing 
milk  price  in  the  years  1959.  1960.  and 
1961  has  been  less  than  one  cent.  It  is 
concluded  that  the  transition  to  the  new 
basic  formula  should  be  made  without 
change  in  the  Class  I  price  differentials. 
Proposed  reductions  in  the  Class  I  dif- 
ferentials for  some  of  these  markets  are 
denied  because  (1)  such  reductions 
would  result  In  distortion  of  present 
price  alignments  among  markets,  and 
(2)  the  differentials  should  not  be  re- 
duced to  reflect  the  ctirrent  weakness  in 
condensery  prices  cited  elsewhere  in  this 
decision. 

In  some  markets  basic  formula  prices 
In  recent  months  have  exceeded  the 
Minnesota-Wisconsin  manufacturing 
milk  price.  These  markets  include 
Dayton-Springfield.  Cincinnati.  Colum- 
bus, Indianapolis,  Louisville-Lexington. 
and  Ohio  Valley.  In  the  Memphis  and 
Central  Arkansas  markets,  also,  this  re- 
lationship has  existed,  but  a  recom- 
mended decision  has  been  issued  (Octo- 
ber 20,  1961;  26  FJl.  9860)  which  would 
change  the  basic  formula  price  to  con- 
form to  that  under  the  Paducah  order. 
With  respect  to  Dajrton-Springfleld  and 
other  markets  of  this  group  (excluding 
Memphis  and  Central  Arkansas)  an  ad- 
jiistment  of  the  Class  I  price  differentials 
should  be  made  such  that  substitution 
of  the  Minnesota-Wisconsin  manufac- 
turing milk  price  as  a  basic  formula 
would  not  have  resulted  in  lower  Class  I 
prices  in  recent  months.     (These  months 


would  Include  those  beginning  with 
August  1961.  which  was  the  first  month 
for  which  the  Minnesota-Wisconsin 
manufacturing  milk  price  was  published 
on  current  basis,  and  through  Decem- 
ber.) For  the  E>ayton-Springfleld.  Indi- 
anapolis. Ohio  Valley.  Louisville-Lex- 
ington and  Cincinnati  markets  this 
would  be  accomplished  by  an  upward  ad- 
justment of  4  cents  per  hundredweight 
in  the  stated  differentials.  For  the 
Columbus  market  this  would  be  accom- 
plished with  an  upward  adjustment  of 
1  cent  per  hundredweight. 

The  suggested  adjustment  of  Class  I 
price  differentials  based  on  a  comparison 
of  order  basic  formula  prices  with  the 
Minnesota  -  Wisconsin  manufacturing 
milk  price  in  earlier  years  does  not  pro- 
vide a  valid  basis  for  transition  from 
current  levels  of  the  existing  basic  for- 
mula prices.  The  suggested  comparison 
does  not  allow  for  recoRnized  changes 
in  the  industry.  The  butter-powder 
formulas  contained  in  these  orders  do 
not  reflect  the  Increasing  efllciency  of 
manufacturing  plants.  The  margin  of 
such  butter-powder  price  formulas  over 
the  Minnesota-Wisconsin  series  during 
the  195S-61  period  has  shown  a  trend 
towards  convergence.  During  the  year 
1960  the  relationship  was  reversed  and 
for  several  months  the  Minnesota-Wis- 
consin manufacturing  price  was  the 
hiirher  of  the  two. 

No  amendment  will  be  required  to 
carry  out  the  conclusions  of  this  decision 
with  respect  to  thirteen  of  the  orders 
affected.  There  are  no  basic  formulas 
included  in  the  orders  for  the  Cedar 
Rapids-Iowa  City.  Des  Moines.  North 
Central  Iowa.  Quad  Cities-Dubuque. 
Rockford-Freeport.  or  North  Central 
Ohio  markets.  The  North  Central  Ohio 
Cla.ss  I  price  is  in  fixed  relation  to  that 
of  the  Northeastern  Ohio  order  and 
Class  I  prices  of  the  other  orders  named 
are  in  fixed  relation  to  the  Chicago  price. 
Basic  formulas  in  the  St.  Louis.  Ozarks. 
Suburban  St.  Louis.  St.  Joseph,  and 
Youngstown-Warren  orders  are  not  used 
in  the  computation  of  prices  for  Class 
I  milk,  as  Class  I  prices  in  these  markets 
are  also  maintained,  either  directly  or 
individually  in  fixed  relationship  to  other 
markets  for  which  amendments  are 
herein  provided.  Since  the  date  of  this 
hearing  recommended  decisions,  based 
on  prior  hearings,  have  been  issued  which 
would  relate  the  Michigan  Upper  Penin- 
sula price  directly  to  that  of  the  North- 
eastern Wisconsin  order,  deleting  the 
basic  formula  price,  and  merge  the  Ohio 
Valley  and  Louisville-Lexington  orders 
into  a  single  regulation.  Therefore,  no 
amendment  is  proposed  for  the  Michigan 
Upper  Peninsula  order.  A  single  amend- 
ment is  proposed  for  the  proposed  com- 
bination of  Ohio  Valley  and  Louisville- 
Lexington  orders.  As  in  certain  other 
markets  for  which  decisions  are  now  out- 
standing, but  for  which  amendment  ac- 
tion is  not  completed,  the  amendments 
herein  proposed  with  respect  to  these 
markets  repre.'^ent  further  modifications 
of  the  amendments  proposed  in  such 
decisions. 

Conformino;  changes  are  required  in 
a  substantial  number  of  the  remaining 
orders  to  continue  without  change  the 
pricins:  provisions  for  milk  classified  in 
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classes  other  than  Class  I  (or 
under  tlie  Chicago  order).  In 
ders  conforming  changes  _ 
adopted  to  avoid  duplicatlaii 
Kuage.  For  uniformity,  the 
price  has  been  defined  as  the 
turing  milk  pay  price  for  the 
month.  All  orders  in  which  ontM^^ 
basic  price  is  now  used  to  MMiZS 
Class  I  price  for  the  succeedta^  mS 
will  continue  that  practice.  ^^ 

2.  Pr.ces  under  the  Central 
and  Memphis  orders  should  be 
a  3.5  percent  butterfat  basis. 

Class  prices  and  prodi^oer 
these  orders  are  presently 
four  percent  butterfat  basis, 
that    the    uniformity  of 

prices   provided   herein  may  be  

tained  prices  in  these  markets  dM^h 
stated  at  the  same  butterfat  eQBln(|| 
percent,  as  for  other  markeCi  ImkM 
in  this  hearing.  The  Class  I  pf|n  ^ 
these  orders  is  presently  adjoMtt  ^i 
4.0  percent  to  other  butterfat  tmi^i 
butterfat  differential  identical  vMilhlk 
herein  proposed  for  convenlai  tf  th 
Minnesota-Wisconsin  pay  prlee ' 
price  reported  at  test  to  a  S J 
basis. 

In  order  that  change  in  the  bMlo  M 
test  will  not  affect  the  level  of  tbeClM 
II  price  at  any  given  test  it  is  RoMM 
that  the  price  presently  compolsd  it  il 
percent  butterfat  be  converted  to  a  || 
percent  price  by  use  of  the  ClMi  II  ||^ 
terfat  differential  of  the 
ducer  prices  under  the  order 
be  announced  at  a  3.5  peroent  ImI  ti 
avoid  confusion.  Cooperative  MMl^ 
tions  will  not  thereby  be  prerenM  bw 
using  the  4.0  percent  bads  in 
ing  returns  to  their  members 
The  producer  price  at  any  glrcntaliA 
remain  the  .same  whether  oompoMlMt 
3.5  percent  or  a  4.0  percent 

Evidence  was  also  received 
use  of  a  3.5  percent  pricing 
orders  for  the  LouisvUle-Lezlngtaft 
Oliio  Valley  marketing 
quent  to  this  hearing  a 
cision  was  issued  on  the  basis  of 
received  at  a  public  hearing  biid  H^ 
tember  17-21.  1961,  In  which  vmm€ 
these  orders  into  a  single  regulatlflBVtt 
prices  stated  on  a  3.5  percent 
recommended.  This  record 
the  findings  of  that  decision  with 
to  the  basic  butterfat  test  to  be 

Rulings  on  special  appeanmet  t»t9t 
proposed  findings  and  concluskmM.  lit 
special  ap{>earance  entered  on  Millf  tf 
certain  handlers  in  a  single  markcl  (Gb^ 
cinnati).  objection  was  raised  thtUji 
location  and  duration  of  the  heult§M 
not  afford  "reasonable  opportuattf  li  li 
heard"  and  that  the  notice  of 
was  not  sufficiently  specific. 
jections  are  hereby  overruled.  TImIM^ 
tion  of  the  hearing  was  central  fir  111 
36  markets  at  issue.  All  witneaiiVto 
desired  to  testify  were  heard.  TlMWlBI 
no  request  for  extension  of  tlBt  • 
change  in  location  of  the  ^*^*5v.^ 
evidence  was  received  with  iwpnl  * 
changes  in  those  provisions 
which  the  objector  claimed  thit 
tional  preparation  and  testiUKJOy 
be  required. 

Briefs  and  proposed  findings  • 
elusions  were  filed  on  behalf  of 
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Mj^es.  These  briefs,  pra- 
_j^^  and  conclitsions  and  the 
Jtalbe  record  were  considered  In 
tlH  findings  and  conclusions  set 
^JJ^  To  the  extent  that  the 
Hidings  and  conclusions  filed 
Miwim  parties  are  inconsistent 
*Lr£  flnfl^ng"  and  conclusions  set 
^^S<Hn-  the  requests  to  make  such 
S^^^r  reach  such  conclusions  are 
TSTfar  the  reasons  previously  stated 

l»P*??^mUnaa.  The  findings  and 
ons  hereinafter  set  forth  are 
_,„U7  and  In  addition  to  the 
_  and  determinations  previously 
rta  eoonection  with  the  issuance  of 
S'ltavald  orders  and  of  the  prevl- 
■L^jJiBd  amendments  thereto;  and 
2^  Mid  previous  findings  and  de- 
F_T..^ffn«  are  hereby  ratified  and 
^H.  ttcept  insofar  as  such  findings 
Sfrmlna""""  may  be  in  conflict 
^  UN  findings  and  determinations 
^iBth  herein. 

iJ^Tbe  tentative  marketing  agree- 
■Srun''  the  orders,  as  hereby  proposed 
rteiMOded.  and  all  of  the  terms  and 
Jaitlom  thereof,  will  tend  to  effectuate 
tedaeland  policy  of  the  Act; 

ft)  Tbe  parity  prices  of  milk  as  de- 
^■Hdrt  pursuant  to  Section  2  of  the 
St  sn  not  reasonable  in  view  of  the 
Snof  fMds.  available  supplies  of  feeds. 
S|^,^^^^j^  economic  conditions  which  af- 
UglNtrket  supply  and  demand  for  milk 
h  ttM  marketing  co'eas,  and  the  mlnl- 
■■'tftoes  specified  in  the  proposed 
l^lBitlnc  agreements  and  the  orders,  as 
Idly  proposed  to  be  amended,  are  such 
a^aettve  prices  as  will  reflect  the  afore- 
^  flMtors,  insure  a  siifQcient  quantity 
if  pore  and  wholesome  milk,  and  be  in 
te  pabUc  Interest ;  and 

(e)  The  tentative   marketing  agree- 
■M^  and  the  orders,  as  hereby  pro- 
to  be  amended,  will  regulate  the 
ihif  of  milk  in  the  same  manner  as. 
I  vffl  be  applicable  only  to  persons  in 
iXHpectlve  classes  of  industrial  and 
erdal  activity  specified  in,  a  mar- 
:  agreement  upon  \|^hich  a  hearing 

Ben  held. 

Mteommended  marketing  agreements 

wi  ordert  amending  the  orders.    The 

orders  amending  the  orders 

the  handling  of  milk  in  the 

marketing    areas   are   recom- 

_  as  the  detailed  and  appropriate 

by  which  the  foregoing  conclu- 

1  may  be  carried  out.    The  recom- 

marketing  agreements  are  not 

in  this  decision  because  the 

provisions  thereof  would  be 

as  those  contained  in  the  re- 

( orders,  as  hereby  proposed  to  be 


Anndments  to  Part  1008  regulating 
li  hsndling  of  milk  in  the  Greater 
fhMlLBg  marketing  area. 

I  Ddete  1 1008.50  and  substitute 
iBViorthefoUowing: 

imikSO     Basic   formula  price. 

Ibt  basic  formula  price  shall  be  the 
Mttfi  price  per  hundredweight  for 
■■Vfaetaring  grade  milk,  f.o.b.  plants 
tnraoooiin  and  Miimesota,  as  reported 
^iMObited  States  Department  of  Agrl- 
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culture  for  the  immth.  Such  price  shall 
be  adjusted  to  a  3.5  percent  butterfat 
basis  by  a  butterfat  differential  rotmded 
to  the  nearest  one-tenth  cent  computed 
at  0.12  times  the  Chicago  butter  price 
for  the  month.  The  basic  formula  price 
■hall  be  rounded  to  the  nearest  full  cent 

g  1008.51      [Amendment] 

2.  Delete  i  lOOBJSKb)  and  substitute 
therefor  the  following: 

(b)  Class  II  mUk  price.  The  Class  n 
ipiik  price  shall  be  the  highest  of  the 
prices  computed  pursuant  tO  subpara- 
grfl4>hs  (1),  (2),  and  (3)  of  this  para- 
graph, rounded  to  the  nearest  whole  cent. 

(1)  The  average  of  the  basic  or  field 
prices  per  hundredweight  reported  to 
have  been  paid  or  to  be  paid  for  milk  of 
3^  percent  butterfat  content  received 
from  farmers  during  the  month  at  the 
following  plants  or  places  for  which 
prices  have  been  reported  to  the  market 
administrator  or  to  the  Department: 

Company  and  Location 

Borden  Co.,  New  London,  Wis. 
Camstton  Co.,  Richland  Center,  Wis. 
Pet  mik  Ca..  BellevUle.  Wis. 
Pet  lillk  CO..  OoopersTllle.  Mlcb. 
Pet  MUk  Co..  New  Olarus,  Wis. 
PetlfUk  Co..  Wayland,  Mich. 
White^House  Milk  Co..  Manitowoc,  Wis. 
Wlilte  House  MUk  Co.,  West  Bend,  Wis. 

(2)  The  price  resulting  from  the  fol- 
lowing ctmiputation : 

(i)  Multiply  by  6  thfe  simple  average 
as  computed  by  the  market  administra- 
tor, of  the  daily  wholesale  selling  prices 
(using  the  midpoint  of  any  price  range 
as  one  price)  of  Grade  A  (92-score)  bulk 
creamery  butter  j>er  pound  at  Chicago  as 
reported  by  the  Department  of  Agricul- 
ture during  the  month  for  which  prices 
are  being  computed; 

(11)  Add  an  amount  equal  to  2.4  times 
the  simple  average  as  published  by  the 
Department  of  Agriculture  of  the  prices 
determined  per  pound  of  "Cheddars"  on 
the  Wisconsin  Cheese  Exchange  for  the 
trading  days  that  fall  within  the  month ; 
and 

(ill)  Divide  by  7  and  to  the  resulting 
amount  add  30  percent;  and  then  mul- 
tiply by  3.5; 

(3)  The  price  per  hundredweight  com- 
puted by  adding  together  the  plus  values 
of  subdivisions  (1)  and  (ii)  of  this  sub- 
paragraph: 

(I)  From  the  CJhicago  butter  price, 
subtract  3  cents,  add  20  percent  thereof, 
and  multiply  by  3.5. 

(II)  Prom  the  simple  average  as  com- 
puted by  the  market  administrator  of 
the  weighted  averages  of  the  carlot 
prices  per  pound  for  nonfat  dry  milk 
solids,  spray  and  roller  process,  respec- 
tively, for  human  consumption,  f.o.b. 
Dumufacturing  plants  in  the  Chicago 
area,  as  published  for  the  period  from 
the  26th  day  of  the  immediately  preced- 
ing month  through  the  25th  day  of  the 
current  month  by  the  Department,  de- 
duct 5.5  cents  and  multiply  by  8.2. 

Amendments  to  Part  1009  regulating 
the  H^wrfHwg  of  milk  in  the  Clarksburg. 
West  Virginia,  mariceting  area. 

1.  Delete  1 1009.50  and  substitute 
therefor  the  following: 


UTS 

S  1009.50     Bnic  Iwnmila  priee. 

The  basic  formula  price  shall  be  the 
average  priee  per  hundredweight  for 
manufacturing  grade  milk,  f Ab.  plants 
in  Wisconsin  and  Minnesota,  as  rq;xuied 
by  the  United  States  Department  of  Ag- 
riculture for  the  month.  Such,  price 
shall  be  adjusted  to  a  3.5  percent  but- 
terfat basis  by  a  butto^at  differential 
rounded  to  the  nearest  one-tenth  cent 
computed  at  0.12  times  the  Chicago  but- 
ter price  for  the  month.  The  bade  for- 
mula price  shall  be  rounded  to  the  near- 
est full  cent. 
§  1009.51      [Amendment] 

2.  Delete  1 1009.51(b)  and  substitute 
therefor  the  following: 

(b)  Class  II  milk  price.  The  Class  n 
milk  price  shall  be  the  highest  <rf  the 
prices  computed  piusuant  to  sulvara- 
graphs  (1),  (2),  and  (3)  of  this  para- 
graph, rounded  to  the  nearest  whole 
cent. 

(1)  The  average  of  the  basic  or  fJeld 
prices  per  hundredweight  reported  to 
have  been  paid  or  to  be  paid  for  milk  of 
3.5  percent  butterfat  content  recetred 
from  farmers  during  the  month  at  the 
following  plants  or  places  for  wibkti 
prices  have  been  reported  to  the  market 
administrator  or  to  the  Department: 

Company  and  Location 

Borden  Co..  New  London.  Wla. 
Carnation  Co..  Richland  Center.  Wla. 
Pet  Milk  Co..  BellevUle.  Wis. 
Pet  MUk  Co..  CoopersvUle.  Mich. 
Pet  Milk  Co.,  New  Olarus.  Wis. 
Pet  Milk  Co..  Wayland.  Mich. 
White  House  Milk  Co..  Manitowoc.  Wis. 
White  House  MUk  Co..  West  Bend.  Wla. 

(2)  The  price  resulting  from  the  fol- 
lowing computation: 

(i)  Multiply  by  6  the  simple  average 
as  computed  by  the  market  adminis- 
trator, of  the  daily  wholesale  seBlng 
prices  (using  the  midpoint  of  any  price 
range  as  one  price)  of  Grade  A  (92- 
score)  bulk  creamery  butter  per  pound 
at  Chicago  as  reported  by  the  Depart- 
ment of  Agriculture  during  the  month 
for  which  prices  are  being  computed; 

(11)  Add  an  amount  equal  to  2.4  times 
the  simple  average  as  published  bf  the 
Department  of  Agriculture  of  the  prices 
determined  per  pound  of  "Cheddars"  on 
the  Wisconsin  Cheese  Exchange,  for  the 
trading  days  that  fall  within  the  month; 
and 

(iii)  Divide  by  7  and  to  the  resulting 
amount  add  30  percent:  and  then  mul- 
tiply by  3.5. 

( 3 )  The  price  per  hundredweight  com- 
puted by  adding  together  the  plus  values 
of  subdivisions  (i)  and  (ii)  of  thijs  sub- 

(1)  From  the  cniicago  butter  price, 
subtract  3  cents,  add  20  percent  thereof, 
and  multiply  by  3.5 ;  and 

(ii)  Prom  the  simple  average  as  com- 
puted by  the  market  administrator  of 
the  weighted  averages  of  the  carlot  prices 
per  poxmd  for  nonfat  dry  milk  solids, 
spray  suid  roller  process,  respectively,  for 
human  consumption,  f.o.b.  manufactur- 
ing plants  in  the  Chicago  area,  as  pub- 
lished for  the  period  from  the  2«th  day 
of  the  immediately  preceding  month 
through  the  25th  day  of  the  current 
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month  by  the  Department,  deduct  5.5 
cents  and  multiply  by  8.2. 

Amendments  to  Part  1030  reg\ilatii« 
the  handling  of  milk  In  the  Chicago. 
Illinois,  marketing  area. 

1.  Delete  1 1030.50  and  substitute 
therefor  the  following : 

§  1030.50      Basic   formula   prior. 

The  basic  formula  price  shall  be  the 
average  price  per  hundredweight  for 
manufacturing  grade  mUk,  f.o.b.  plants 
in  Wisconsin  and  Minnesota,  as  reported 
by  the  United  States  Department  of  Agri- 
culture for  the  month.  Such  price  shall 
be  adjusted  to  a  3.5  percent  butterfat 
basis  by  the  butterfat  difTerential  pursu- 
ant to  5  1030.82.  The  basic  formula 
price  shall  be  rounded  to  the  nearest  full 
cent. 

§  1030.52       [Annendment] 

2.  In  5  1030.52  (a)  and  (b)  change  the 
phrase  "the  basic  formula  price  plus"  to 
"the  basic  formula  price  for  the  preced- 
ing delivery  period  plus". 

3.  Replace  9  1030.52ic)  with  the 
following : 

(c)  Class  III  milk.  The  price  per 
hundredweight  for  Class  m  milk  shall 
be  the  basic  formula  price. 

Amendments  to  Part  1031  regulating 
the  handling  of  milk  in  the  South  Bend- 
LaPorte-Elkhart,  Indiana,  marketing 
area. 

1.  Delete  S  1031.51  and  substitute 
therefor  the   following: 

§  1031.51      Basic    formula   price. 

The  basic  formula  price  shall  be  the 
average  price  per  hundredweight  for 
manufacturing  grade  milk,  f.o.b.  plants 
in  Wisconsin  and  Minnesota,  as  reported 
by  the  United  States  Department  of  Ag- 
riculture for  the  month.  Such  price  shall 
be  adjusted  to  a  3.5  percent  butterfat 
basis  by  a  butterfat  differential  rounded 
to  the  nearest  one-tenth  cent  computed 
at  0.12  times  the  simple  average  of  the 
daily  wholesale  selling  prices  (using  the 
midpoint  of  any  price  range  as  one  price ) 
of  Grade  A  (92-score)  bulk  creamery 
butter  per  pound  at  Chicago,  tis  reported 
by  the  United  States  Department  of  Ag- 
riculture for  the  month.  The  basic  for- 
mula price  shall  be  rounded  to  the  near- 
est full  cent. 

§  1031.53       [Amendment] 

2.  In  S  1031.53  immediately  after  the 
words  "basic  formula  price '  insert  for 
the  preceding  month". 

§  1031.54      [Amendment] 

3.  Etelete  S  1031.54(a)  and  substitute 
therefor  the  following: 

(a)  The  average  of  the  basic  or  field 
prices  reported  to  have  been  paid,  or  to 
be  paid,  per  hundredweight  for  milk  of 
3.5  percent  butterfat  content  received, 
from  farmers  during  the  month  at  the 
following  plants  or  places  for  which 
prices  have  been  repwrted  to  the  market 
administrator  or  to  the  Department: 

Present  Operator  and  Location 

Borden  Co..  New  Lcndon,  Wis. 
Carnation  Co.,  Richland  Center.  Wis. 
Pet  MUk  Co..  Belleville.  Wis. 


Pet  Milk  Co.,  CoopersvlUe.  Mich. 

Pet  MIU  Co..  New  Olarus,  WU. 

Pet  Milk  Co.,  Wayland.  Mich. 

White  House  Milk  Co..  M&nltowoc.  Wis. 

White  House  Milk  Co  .  West  Bend.  Wis. 

Amendments  to  Part  1033  regulating 
the  handling  of  milk  in  the  Cincinnati, 
Ohio,  marketing  area. 

1.  Delete  §  1033.50  and  substitute 
therefor  the  following: 

§  1033.50      ttanir    formula    price. 

The  basic  formula  price  shall  be  the 
average  price  per  hundredweight  for 
manufacturing  grade  milk,  f.o.b.  plants 
in  Wisconsin  and  Minnesota,  as  reported 
by  the  United  States  Department  of 
Agriculture  for  the  month.  Such  price 
shall  be  adjusted  to  a  3  5  percent  butter- 
fat basis  by  a  butterfat  differential 
rounded  to  the  nearest  one-tenth  cent 
computed  at  0  12  times  the  Chicago  but- 
ter price  for  the  month.  The  basic  for- 
mula price  shall  be  rounded  to  the  near- 
est full  cent. 

§1033.31        I  .Xmcndnicnl  I 

2.  In  5  1033  51'ai  change  •$1.30"  to 
•■$1.34". 

§  1033.52       [  Amendment  I 

3.  Delete  §  1033  52<b>  and  substitute 
therefor  the  following : 

(b»  Class  II  milk.  Multiply  the  Chi- 
cago butter  price  by  118.  subtract  there- 
from the  amount  computed  in  subpara- 
graph (1  >  of  this  paragraph  and  divide 
the  result  by  1000 ; 

( 1 )  Prom  the  average  of  carlot  prices 
per  pound  for  nonfat  dry  milk,  spray 
process,  for  human  consumption,  f.o.b. 
manufacturing  plants  In  the  Chicago 
area,  as  published  for  the  period  from 
the  26th  of  the  Immediately  preceding 
month  through  the  25th  day  of  the  cur- 
rent month  by  the  United  States  Depart- 
ment of  Agriculture,  deduct  6.4  cents 
and  multiply  the  result  by  8.2. 

4.  In  5  1033  52<c>  change  "5  1033  51 
(b>  i2»"  to  ••§  1033  52<bt  1 1>". 

Amendments  to  Part  1034  regulating 
the  handlmg  of  milk  in  the  Dayton- 
Springfield.  Ohio,  marketing  area. 

1.  Delete  i  1034.50  and  substitute 
therefor  the  following: 

§  1034.50      Ba-^ic    formula    price. 

The  basic  formula  price  shall  be  the 
average  price  per  hundredweight  for 
manufacturing  grade  milk.  fob.  plants 
In  Wisconsin  and  Minnesota,  as  reported 
by  the  United  States  Department  of 
Agriculture  for  the  month  Such  price 
shall  be  adjusted  to  a  3.5  percent  butter- 
fat basis  by  a  butterfat  difTerential 
rounded  to  the  nearest  one-tenth  cent 
computed  at  0.12  times  the  Chicago  but- 
ter price  for  the  month.  The  basic  for- 
mula price  shall  be  roimdcd  to  the  near- 
est full  cent. 
§  1031.51       I  Ainrii'imciilj 

2.  It  §  1034.51<a>  change  '$1.20  "  to 
•  $1.24--. 

Amendments  to  Part  1035  regulating 
the  handling  of  milk  in  the  Columbus. 
Ohio,  marketmg  area. 

1.  Delete  §  1035.50  and  substitute 
therefor  the  following: 


§  1035.50      Baltic   formula 

(a)  The  basic  formula  price: 
milk  shall  be  the  average  price    .. 
dredwelght    for    manufacturtt^ 
milk,  f.o.b.  plants  In  Wisconsin  MM 
nesota,  as  reported  by  the  Unltid  L,^ 
Department     of     Agriculture    i^rZ 
month.    Such  price  shall  be  ad)a 
a  3.5  percent  butterfat  basis  by  a' 
fat  differential  rounded  to  tbe 
one-tenth  cent  computed  at  9.\X 
the  Chicago  butter  price  for  Hat 
The  basic  formula  price  shall  be 
to  the  nearest  full  cent. 

I  b )   The  basic  formula  price  fOr 

II  and  Class  III  milk  shall  be  the  ta 
of  the  prices  as  computed  to  tbe 
one-tonth  of  a  cent  by  the  maikdr^ 
ministrator  pursuant  to  stibpan|iM|| 

I I I  and  ( 2  >  of  this  paragraph: 

1 1 )  The  arithmetical  average  of  % 
basic  (or  field)  prices  per  hundridw^M 
reported  to  have  been  paid,  or  ti|| 
paid,  for  milk  of  3.5  percent 
content  received  from  fannen 
the  month  at  the  following  limm  li 
which  prices  are  reported  to  the  aak 
ket  administrator  or  to  the 
by  the  companies  listed  below: 

Company  and  Locatton 

Borden  Co  .  New   London,  Wla. 
Carnation  Co  .  Richland  Center.  Wk. 
Pet  MUk  Co..  Belleville.  WU. 
Pet  Milk  Co..  CoopersvUle.  Mich. 
Pet  MUk  Co  .  New  Olarus,  Wis. 
Pet  Milk  Co..  Wayland.  Mich. 
White  House  MUk  Co.,  Manitowoc,  ITIt. 
White  House  MUk  Co.,  West  Band. mi. 


(2»   The     price     per     hi  _ 

computed  by  adding  together  the  phi 
amounts  calculated  pursuant  te  li^ 
divisions  u)  and  (li)  of  thli  al^ 
paragraph: 

«i)  From  the  Chicago  butter  iriH, 
subtract  3.5  cents,  and  multiply  ttieif- 
ference  by  4.2:  and 

(ii>  From  the  nonfat  dry  milk 
subtract  4  cents  and  multiply  the 
cnce  by  8  2. 

§    1035.51       l.lmendment] 

2.  In  5  1035  51(a)  change  the 
•basic  formula  price  for  the 
month,   plus   $1.10"    to  "basks 
price  computed  pursuant  to  I  IMiMti 
for  the  preceding  month,  pltis  ILU*. 

3  In  5  1035.51  (b)  and  (c)  chaaptti 
phrase  'basic  formula  price"  to  "iMit 
formula  price  determined  pumnft  ti 
§  103550(b)". 

4.  In  5  1035  51(d)  change thei 
••§  1035.50(b)    (1)   and  (2)"  to 'ill 
(b)  i2)    ip  and  (ID". 

Amendments  to  Part  1036 
the  handliuR  of  milk  In  the 
Ohio  marketing  area. 

1.  Delete     5  1036.50     and 
therefor  the  following: 

§  I036..50      Basic    formula  prfce. 

The  ba.sic  formula  price  ^M>fljf  ^ 
average  price  per  hundredweltf*  W 
manufacturing  grade  milk,  f^-^ 
In  Wisconsin  and  Minnesota, 
by  the  United  States  Depi 
culture  for  the  month.  Such 
be  adjusted  to  a  3.5  percent 
basis  by  a  butterfat  differential  i 
to  the  nearest  one-tenth  cent 
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.„  times  the  simple  average  of  the 
•"•■^JSSde  selling  prices  (using  the 
**?J«tofany  price  range  as  one  price) 
rf*g°;  A  (92-score)  bulk  creamery 
rf  0^.  oound  at  Chicago,  as  reported 


^SSted  States  Department  of  Agri- 
''iL  torthe  month.  The  basic  for- 
£%rtee  shall  be  rounded  to  the 
full  cent. 


.  nJ«te  i  1036.52  and  §  1036.53  and 

^Wte  therefor  the  following: 

|||S6>S2     CIa8»  II  milk  prices. 

\*.  minimum  price  per  hundredweight 
^T  Mid  by  each  handler,  f.o.b.  his 
!Llf  for  producer  milk  of  3.5  percent 
jSfit  content  received  from  pro- 
S.  or  from  a  cooperative  association 
*S  the  month,  which  is  classified  as 
Sfn  utilization,  shall  be  the  higher 
3^  orices  per  hundredweight  of  milk 
■^  ocrcent  butterfat  content  com- 
Urf  toUie  market  administrator  pur- 
S  to  paragraphs  (a)  and  (b)  of  this 
^.^tan  plus  30  cents. 

^TrThe  average  of  the  basic  (or  field) 
Jm  licertained  to  have  been  paid  per 
KSfdweight  for  milk  of  8.5  percent 
l^taX  content  received  from  farmers 
^M  the  month  at  the  following  plants 
Jntaces  for  which  prices  have  been  re- 
^tadto  the  market  administrator  by 
E  Department  of  Agriculture  or  by  the 
jjopanies  indicated  below: 

Company  and  Location 

Boden  Co..  New  London.  Wis. 
CBtuaon  Co..  Richland  Center,  VSTU. 
pjtmik  Co.,  Belleville.  Wis. 
Pttmik  Co..  CoopersvUle,  Mich. 
PatUllk  Co.,  New  Glarus.  Wis. 
ratMUk  Co..  Wayland.  Mich. 
White  HouM  Milk  Co..  Manitowoc.  Wis. 
White  House  Milk  Co  .  West  Bend,  Wis. 

(b)  The  price  per  hundredweight 
epBHuted  by  adding  together  the  plus 
Mounts  pursuant  to  subparagraphs  (1) 
nd  (J)  of  this  paragraph: 

(1)  Pran  the  average  of  the  dally 
iboiesale  selling  prices  per  iJound  (using 
ttK  midpoint  of  any  price  range  as  one 
phee)  of  Grade  A  (92-3Core)  bulk 
enunery  butter  for  the  month  as  re- 
PKtad  bj  the  Department  of  Agriculture 
Iv  the  Chicago  market,  subtract  3  cents, 
idd  10  percent  of  the  resulting  amount 
ad  tben  multiply  by  3.5;  and 

(D  Prom  the  simple  average  of  the 
Mkhted  averages  of  the  carlot  prices 
m  pound  of  spray  and  roller  process 
ufat  dry  milk  solids  for  human  con- 
■Bptlon,  f.o.b.  manufacturing  plants  in 
tte  Chicago  area,  as  published  for  the 
Khod  from  the  26th  day  of  the  im- 
Mdlately  preceding  month  through  the 
Mb  day  of  the  current  month  by  the 
Department  of  Agriculture,  deduct  5.5 
eaits,  multiply  by  8.5  and  then  multiply 
lvOJ66. 

liaSi.53     Class   III    milk   prices. 

The  minimum  price  per  hundred- 
««l|l»t  to  be  paid  by  each  handler,  f.o.b. 
*  plant,  for  producer  milk  of  3.5  per- 
•Bt  butterfat  content  received  from 
ntecers  or  from  a  cooperative  asso- 
*ttDn  during  the  month,  which  is 
*Mt&ed  as  Class  in  utilization,  shall 
k  tiM  basic  formula  price,  as  computed 
Hnoant  to  {  1036.50,  but  in  no  event 
Mo 
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shall  the  Class  in  price  exceed  the  price 
computed  pursuant  to  5  1036.52(b)  plus 
10  cents. 

Amendments  to  Part  1039  regulating 
the  handling  of  milk  in  the  Milwaukee, 
Wisconsin,  marketing  area.  (The  fol- 
lowing amendments  represent  further 
modification  to  the  extent  necessary  to 
carry  out  the  conclusions  of  this  decision 
and  with  respect  to  the  provisions  speci- 
fied, of  the  amendments  proposed  in  the 
recommended  decision  issued  December 
22, 1961  (26  F.R.  12580)  .) 

1.  Delete     §  1039.50     and     substitute 
tlierefor  the  following: 
§  1039.50      Basic    formula   price. 

The  basic  formula  price  shall  be  the 
average  price  per  hundredweight  for 
manufactiu-lng  grade  milk,  f.o.b.  plants 
hi  Wisconsin  and  Minnesota,  as  reported 
by  the  United  States  Department  of 
Agriculture  for  the  month.  Such  price 
shall  be  adjusted  to  a  3.5  percent  butter- 
fat basis  by  a  butterfat  differential 
rounded  to  the  nearest  one-tenth  cent 
computed  at  0.12  times  the  butter  price. 
The  basic  formula  price  shall  be  rounded 
to  the  nearest  full  cent. 
§  1039.51      [Amendment] 

2.  Delete  S  1039.51(b)  and  substitute 
therefor  the  following: 

(b)  Class  II  milk  price.  The  price  for 
Class  n  mUk  shall  be  the  basic  formula 
price  for  the  month. 

Amendments  to  Part  1040  regulating 
the  handling  of  mUk  in  the  Southern 
Michigan  marketing  area. 

1.  Delete  S  1040.50  and  substitute 
therefor  the  following: 

§  1040.50      Basic    formula   price. 

The  basic  formula  price  shall  be  the 
average  price  per  hundredweight  for 
manufacturing  grade  milk,  f.o.b.  plants 
in  Wisconsin  and  Minnesota,  as  reported 
by  the  United  States  Department  of 
Agriculture  for  the  month.  Such  price 
shall  be  adjusted  to  a  3.5  percent  butter- 
fat basis  by  a  butterfat  differential 
rounded  to  the  nearest  one-tenth  cent 
computed  at  0.12  times  the  simple  aver- 
age of  the  dally  wholesale  selling  prices 
(using  the  midpoint  of  any  price  range 
as  one  price)  of  Grade  A  (92-score)  bulk 
creamery  butter  per  pound  at  Chicago. 
as  reported  by  the  United  States  De- 
partment of  Agriculture  for  the  month. 
The  basic  formula  price  shall  be  rounded 
to  the  nearest  full  cent. 


2.  Delete     §  1040.52     and 
therefor  the  following: 


substitute 


§  1040.52     Class  II  milk  price. 

The  minimum  price  per  hundred- 
weight to  be  paid  by  each  handler,  f.o.b. 
his  plant,  for  milk  of  3.5  percent  butter- 
fat content  received  from  producers  or 
from  a  cooperative  association  during 
the  month  which  Is  classified  as  Class 
n  utilization  shall  be  as  follows: 

(a)  In  the  months  of  February  through 
September  the  higher  of : 

(1)  The  average  of  the  prices  per  hun- 
dredweight reported  to  have  been  paid, 
or  to  be  paid,  for  mUk  of  3.5  percent 
butterfat  content  received  from  farmers 
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during  the  month  at  the  following  plants, 
except  any  which  meet  the  qualification 
of  §  1040.16,  for  which  prices  have  been 
reported  to  the  market  administrator: 
Present  Operator  and  Location 

Borden  Co..  Mt.  Pleasant.  Mich. 
Carnation  Co..  Sheridan.  Mich. 
Carnation  Co..  Sparta.  Mich. 
Fairmont  Foods  Co..  Bad  Axe.  Mich. 
Kraft  Poods,  Clare.  Mich. 
Kraft  Foods,  Plnconnlng,  Mich. 
Nestle  Co..  Ubly.  Mich.;  or 

(2)  The  price  per  hundredweight  com- 
puted by  subtracting  18.3  cents  from  the 
sum  of  the  plus  amounts  computed  pur- 
suant to  subdivisions  (i)  and  (ii)  of  this 
subparagraph : 

(i)  From   the    average   of   the   daily 
wholesale  selling  prices  per  poimd  (using 
the  midpoint  of  any  price  range  as  one     ^ 
price)     of    Grade    A     (92-8Core)     bulk 
creamery  butter  for  the  month  as  re- 
ported by  the  Department  of  Agricultiure 
for  the  Chicago  market,  subtract  three 
cents,  add  20  percent  of  the  resulting 
amount  and  then  multiply  by  3.5;  and 
(ii)  Prom  the  simple  average  of  the 
weighted  averages  xjf  the  carlot  prices 
per  pound  of  spray  and  roller  process 
nonfat  dry  milk  solids  for  himoian  con- 
sumption, f.o.b.  manufacturing  plants  in 
the  Chicago  area,  as  published  for  the 
period  from  the  26th  day  of  the  immedi- 
ately preceding  month  through  the  25th 
day  of  the  current  month  by  the  Depart- 
ment of  Agriculture,  deduct  5.5  cejits. 
multiply  by  8.2;  and 

(b)  In  the  months  of  October,  Novem- 
ber, December  and  January,  add  20  cents 
per  hundredweight  to  the  price  deter- 
mined pursuant  to  paragraph  (a)  of  this 
section. 

Amendments  to  Part  1041  regrilating 
the  handling  of  milk  in  the  Toledo,  Ohio, 
marketing  area. 
§  1041.50      [.4mendmenl] 

1.  Delete  §  1041.50 (b)  and  substitute 
therefor  the  following : 

(b)  Class  II  milk  price.  The  Class  n 
milk  price  shall  be  the  highest  of  the 
prices  per  hundredweight  for  milk  of  3.5 
percent  butterfat  content  computed  pur- 
suant to  subparagraphs  (1)  and  (2)  of 
this  section. 

(1)  The  average  of  the  basic  (or  field) 
prices  reported  to  have  been  paid  or 
to  be  paid  per  hundredweight  for  milk 
of  3.5  percent  butterfat  content  received 
from  farmers  during  the  month  at  the 
following  plants  or  places  for  which 
prices  have  been  reported  to  the  market 
administrator  or  to  the  Department  on 
or  before  the  5th  day  after  the  end  of 
the  month  by  the  companies  indicated 
below : 


Companies  and  Location 

Borden  Co..  New  London.  Wis. 
Carnation  <3o..  Richland  Center.  Wis. 
Pet  Milk  Co..  Belleville,  Wis. 
Pet  Milk  Co..  CoopersvUle.  Mich. 
Pet  Milk  Co..  New  Glarus.  Wis. 
Pet  MUk  Co..  Wayland,  Mich. 
White  House  MUk  Co..  Manitowoc.  Wis. 
White  House  Milk  Co.,  West  Bend,  Wis. 

(2)  The  price  per  hundredweight  com- 
puted by  adding  together  the  plus  values 
pursuant  to  subdivisions  (i)  and  (Ii)  of 
this  subparagraph: 
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(i)  Prom  the  Chicago  butter  price  sub- 
tract three  cents,  and  multiply  by  4  2; 
and 

(ii)  From  the  arithmetical  average  of 
the  carle t  prices  per  pound  for  nonfat 
dry  milk  (not  including  that  specifically 
designated  animal  feed',  spray  and  rol- 
ler process,  f.o.b.  manufacturing  plants 
in  the  Chicago  area,  as  published  by  the 
Department  during  the  month,  deduct 
5.5  cents,  and  multiply  by  8  2.  except 
that  if  such  agency  does  not  publish  such 
prices  f .o  b.  manufacturing  plants,  there 
shall  be  used  for  the  purpose  of  this 
computation  the  arithmetical  averape 
of  the  carlot  prices  thereof  delivered  to 
Chicago.  Illinois,  as  published  weekly  by 
such  agency  during  the  month:  and  in 
the  latter  event  the  fifrure  "7  5"  shall  be 
substituted  for  "5.5"  in  the  above 
formula. 

2.  Delete  S  1041.51  and  substitute 
therefor  the  following : 

§  1041.51       Basic    formula    prior. 

The  basic  formula  price  shall  be  the 
average  price  per  hundredweight  for 
manufacturing  grade  milk.  fob.  plants 
In  Wisconsin  and  Minnesota,  as  reported 
by  the  United  States  Department  of  Agri- 
culture for  the  month.  Such  price  shall 
be  adjusted  to  a  3.5  percent  buttcrfat 
basis  by  a  butterfat  differential  rounded 
to  the  nearest  one-tenth  cent  computed 
at  0.12  times  the  Chicago  butter  price 
for  the  month.  The  basic  formula  price 
shall  be  rounded  to  the  nearest  full  cent. 

Amendments  to  Part  1042  regulating 
the  handling  of  milk  in  the  Muskegon. 
Michigan,  marketing  area. 

1.  Delete  §  1042.50  and  sub.stitute 
therefor  the  following: 

§  1042.50      Basic    formula    price. 

The  basic  formula  price  shall  be  the 
average  price  per  hundredweight  for 
manufacturing  grade  milk,  fob.  plants 
in  Wisconsin  and  Minnesota,  as  reported 
by  the  United  States  Department  of 
Agriculture  for  the  month.  Such  price 
shall  be  adjusted  to  a  3.5  percent  butter- 
fat  basis  by  a  butterfat  differential 
rounded  to  the  nearest  one-tenth  cent 
computed  at  0.12  times  the  simple  aver- 
age of  the  daily  wholesale  selling  prices 
(using  the  midpoint  of  any  price  ranee 
as  one  price)  of  Grade  A  (92-score  >  bulk 
creamery  butter  per  pound  at  Chicago. 
as  reported  by  the  United  States  Depart- 
ment of  Agriculture  for  the  month.  Tlie 
basic  formula  price  shall  be  roimded  to 
the  nearest  full  cent. 

Amendments  to  Part  1043  rc^v-ilatin? 
the  handling  of  milk  in  the  Upstate 
Michigan  marketing  area. 

1.  Delete  S  1043.50  and  sulj.>tuute 
therefor  the  following: 

§  1043.50      Basic    formula    price. 

The  basic  formula  price  shall  bo  the 
average  price  per  hundrcdwei,i,'ht  for 
manufacturing  grade  milk.  fob.  plants 
in  Wisconsin  and  Minnesota,  as  reported 
by  the  United  States  Department  of 
Agriculture  for  the  month.  Such  price 
shall  be  adjusted  to  a  3.5  percent  butter- 
fat basis  by  a  butterfat  difTerential 
rounded  to  the  nearest  one-tenth  cent 
computed  at  0.12  times  the  simple  aver- 
age of  the  daily  wholesale  selling  prices 
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(using  the  midpoint  of  any  price  range 
as  one  price)  of  Grade  A  (92-score)  bulk 
creamery  butter  per  pound  at  Chicago, 
as  reported  by  the  United  States  Depart- 
ment of  Agriculture  for  the  month.  The 
basic  formula  price  shall  be  rounded  to 
the  nearest  full  cent. 

§  1013.51       [Amrndmeni] 

2.  Delete  .5  1043.51  ib'  and  ic.  and 
substitute   therefor  the   following: 

'b'  C/a.ss  //  milk.  The  Class  II  milk 
prico  shall  be  the  hirhest  of  the  prices 
computed  pursuant  to  subparagraphs 
1 1  ' .  '  2  • .  and  '  3  •  of  this  .section. 

<  1  >  The  avcra'.'(>  of  the  basic  or  field 
prices  per  huncirrdwei^ht  reported  to 
have  been  paul,  or  to  bo  paid,  for  milk 
of  3  5  percent  butterfat  content  received 
from  farmers  duriiv;  the  month  at  the 
following;  plants  or  places  for  which 
prices  have  been  reported  to  the  market 
administrator  or  to  the  USDA: 

Present    Operator   ami    Location 

Borden  Co    New  London   Wl.s 
drniitlon  Cn  .  RUhkind  Center  Wl.s 
Pet  Milk  Co  .  CoopersvlP.e   Mlrh. 
Pet  Milk  Co  .  Belle-,  ille.  Wis 
Pet  Milk  C  )  .  New  Cll.iru.s.  Wis 
Pet  Milk  Co  .  W;iyLind.  Mich 
White  Hmi-se  Milk  Co  ,  M.inltowoc.  Wis 
White  HuiK^e  Milk  Co  ,  West  Bend.  Wis. 

'  2  I  The  price  per  hundredwei^^ht  com- 
puted by  addin  ;  tot^cthcr  the  plus  values 
computed  pursuant  to  subdivisions  (i> 
and  'ii>  of  this  subparagraph: 

•  p  FYom  the  simple  avera-^e.  as  com- 
puted by  the  market  administrator,  of 
the  daily  wholesale  sellin'.;  prices  i  using 
the  mid-point  of  any  price  ransre  as  one 
price!  of  Grade  A  •  92-score  •  bulk 
creamery  butter  per  pound  at  Chicago  as 
reported  by  the  USDA  during'  the 
month:  subtract  3  cents,  add  20  percent 
thereof  and  multiply  by  3  5. 

IIP  From  the  simple  average,  as  com- 
puted by  tht>  market  administrator,  of 
the  weighted  averaces  of  carlot  prices 
per  pound  for  nonfat  dry  milk  .solids, 
spray  and  roller  process,  respectively,  for 
human  consumption,  fob.  manufactur- 
ing plants  in  Chicago  area,  as  published 
for  the  period  from  the  26th  day  of  the 
immediately  precedinu:  month  through 
the  25th  day  of  the  current  month  by 
the  USD. .A  .  deduct  5  5  cents  and  then 
multiply  by  8  2. 

<3i  The  averatre  of  the  basic  or  field 
prices  per  hundredv,ei«ht  reiwrted  to 
have  been  paid  for  milk  of  3  5  percent 
butterfat  content  received  from  farmers 
during  the  month  at  the  following 
plants: 

Kraft  Fcx)ds  Co  .  Cadllhic.  Mich 
Borden  Co  .  Mount  P!ear..int,  Mich. 
C.vrnation  Co  .  Sp.irt.x.  Mich 
Kraft  Foods  Co  .  Clare.  Mich 

(ct  Cla-s  in  milk  The  Cla>s  III  milk 
price  shall  be  tb.e  Cl.i.ss  II  iniik  price  less 
20  cents. 

§  1013.62      [  \i  I  ii'loi  III  I 

3.  In  Mn53r-2  change  ••jl043jnibi 
I  1  '  "  to  •  :  lOn.'il'bi  '2'  M'". 

Amendment.'-,  to  Part  1045  recjulatin^ 
the  handlm::  of  mili:  in  the  Northeastern 
Wi.sconsin  market  in-:  nren.  <The  follov,-- 
ing  amendmi  nt.i  r.i'.rc.=^rnt  further  modi- 
fications, to  tiie  extent  necessary  to  carry 
out  the  conclUi.ions  of  this  decision  with 


respect  to  the  provisions  specifleii, «(|^ 
amendments  proposed  in  the  im^ 
mended  decision  issued  Pebn2»« 
1962.)  ^  ^ 

1.  Delete  §  1045.50  and  suhftU^i 
therefor  the  following:  ^^ 

§  I0I5..'>0      Iia>ic    formula   price. 

Tlie  basic  formula  price  shall  be  thi 
avera-.e  price  per  hundredweight  for 
manufacturing  grade  milk,  f.o.b.  vkMi 
in  Wisconsin  and  Minnesota,  u  x«. 
jjortod  by  the  United  States  DepartmeBt 
of  Am  Iciilture  for  the  month.  Suchptlee 
shall  be  adjusted  to  a  3.5  percent  butts. 
fat  basis  by  a  butterfat  dlffereoO^ 
rounded  to  the  nearest  one-tenth  eai 
computed  at  0.12  times  the  simple  ant. 
aue  of  the  daily  wholesale  selling  prie^ 

•  u.^ing  the  midpoint  of  any  price  nam 
as  one  price  i  of  Grade  A  (92-flcore)  brik 
creamery  butter  per  pound  at  Chicago  v 
reported  by  the  USDA  for  the  mwi^ 
Tlie  basic  formula  price  shall  bennmdad 
to  the  nearest  full  cent. 

2.  Delete  $  1045.52  and  substitatt 
tlierefor  the  following : 

§  1015.52      ClasM   II    milk   price. 

The  Class  II  milk  price  shall  be  thi 
ba.sic  formula  price. 

§  1015,53       [  Ammdmenl] 

3.  In  5  1045.53  change  the  reference  to 
•■§  1045.52"  to  ••§  1045.50". 

Amendments  to  Part  1048  regulatli^ 
the  handlin';  of  milk  in  the  Louinllk- 
Lexiiv'ton-Evansville  marketing  im. 
(The  following  amendments  repreKat 
furthi  r  modifications,  to  the  extent  net- 
rssary  to  carry  out  the  concluskn  of 
this  decision  with  respect  to  the  provi- 
sions specified,  of  the  regulatkm  pro- 
po;;ed  in  the  recommended  decision  !•- 
sued  January  31.  1962.  as  a  means  of 
mcr%'ing  the  orders  regulating  the  han- 
dlm;: of  milk  in  the  Loulsvillc-LexlngtoB. 
Kentucky,  and  Ohio  Valley  markettar 
areas,  to  be  accomplished  by  amenriiawt 
of  Part  1046.' 

1.  Delete  $  1046.50  and  subatitoii 
therefor  the  following: 

§  lOlfK.'SO      lianir    formula   price. 

The  basic  formula  price  shall  be  thi 
average  price  per  hundredweight  Itr 
manufacturing  t;rade  milk,  f.o.b.  pbak 
in  Wisconsin  and  Minnesota,  as  repotted 
by  the  United  States  Department  of 
A'^riculture  for  the  month.  Such  prhe 
shall  be  adju  ted  to  a  3.5  percent  batter- 
fat  basis  by  a  butterfat  differential 
rounded  to  tlie  nearest  one-tenth  cat 
computed  at  0  12  times  the  Chicago  bat* 
tir  price  for  the  month.  The  basic  fx- 
niuhi  price  shall  be  rounded  to  the  near- 
e.  t  full  cent. 

§1016.51       [  \mcndmcnl] 

2.  In  .5  1046.51 'a».  in  the  language 
preceding     subparagraph     (D,    dd<te 

•  $1.25'  and  sub.stitute  '$1.29". 

Amendments  to  Part  1047  regulating 
(he  handlin:;  of  milk  in  the  Fort  Wajoe, 
Indiana,  marketing  area. 

1    Del(  te     5  1047.50     and    subBtitnte 
tluTefor  the  followin.?: 
§  1017.50      Hasic   formula   prkfc 

The  basic  formula  price  shaH  bt  ti» 
average    prue    per    hundredwelghl  »■ 
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^  grade  milk,  f.o.b.  plants 
„  „_„  and  Minnesota,  as  reported 
•"ZTnSted  States  Department  of 
SJShffTf or  the  month.  Suchprlco 
*fifSiSusted  to  a  3.5  percent  butter- 
*f°ili^S^  butterfat  differential 
™  ^to  the  nearest  one-tenth  cent 
n^  at  0.12  times  the  Chicago 
nofiee  for  the  month.  The  basic 
^4ee  shall  be  rounded  to  the 
;  fun  cent.  I 


tlijTJT      [Amend™*"*! 

gj-ljge  i  1047.51(b)  with  the  fol- 


oA  aau  II  milk  price.   The  price  for 
J!ilimflk  of  3.5  percent  butterfat  oon- 
*^-  n  be  the  higher  of  the  prices  per 
Biielgfct  of  milk  of  3.5  percent 

^t  content  computed  by  the  mar- 

S^tolnlitrator  pursuant  to  subparm- 
^Smii)  and  (2)  of  this  paragraph 
i^Xd  to  the  nearest  cent: 

mThe  average  of  the  basic  (or  field) 
»M  MOOtalned  to  have  been  paid  per 
SJedwelght  for  milk  of  3.5  percent 
Ssfat  content  received  from  farmers 
^^  the  month  at  the  following  plants 
«  Saoea  for  which  pricet  have  been 
mSSto  thp  market  administrator  by 
SjDepartment  or  by  the  companies  In- 
0ntad  as  follows: 

frttent  Operator  and  Location 

BorttP  Co.,  New  London.  Wla. 
OHMttoa  Co..  Richland  Center,  WU.  ' 
Htlffik  Oo^Bellevllle.  WU. 
Mimk  Co.,  Coopersvllle.  Mich. 
Prtipik  Co..  New  Olarus.  WU. 
MKIk  Co..  Wayl&nd,  Mlcb. 
HUIiBoaae  IfUk  Co..  Manitowoc.  WU. 
WbMBoww  Milk  Co..  West  Bend.  Wis. 

(3)  The  price  per  hundredweight 
ggaipaM  by  adding  together  the  pltis 
aonts  pursuant  to  subdivisions  (i)  and 
Oi)  of  tlili  subparagraph : 

(1)  Rom  the  Chicago  butter  price. 
iribtnet  three  cents,  and  then  multiply 
kr4J;and 

(|i)  From  the  simple  average  of  the 
■ilgtitful  averages  of  the  carlot  prices 
por  poond  of  spray  and  roller  process 
■Blal  drf  milk  soUds  for  human  oon- 
wmtUktu.  txf.b.  manufacturing  plants  In 
Am  Ckleago  area,  as  published  for  the 
trcm  the  26th  day  of  the  Im- 

.  preceding  month  through  the 

I  day  of  the  current  month  by  the 
It,  deduct  5.5  cents  and  mul- 
tWrbySJ. 


lents  to  Part  1049  regulating 

tte  handling  of  mUk  In  the  Indianapolis, 
Hdtana.  marketing  area. 

L  Delete  9 1049.50  and  substitute 
Itaefar  the  following : 


I1MI9.50     Basic   formula  price. 

The  basic  formula  price  shall  be  the 
sierage  price  per  hundredweight  for 
■saofacturlng  grade  mlllc.  f.o.b.  plants 
taWhoonsin  and  Minnesota,  as  reported 
tr  the  United  States  Department  of 
Agrtaltm-e  for  the  month.  Such  price 
daO  be  adjusted  to  a  3.5  percent  butter- 
fit  basis  by  a  butterfat  differential 
WBded  to  the  nearest  one-tenth  cent 
■■Prted  at  0.12  times  the  butter  price 
hr  th»  month.  The  basic  formula  price 
*iB  be  rounded  to  the  nearest  ftill  cent. 
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§  104931     CAmendment] 

2.  Delete  1 1049.51(a>  and  substitute 
therefor  the  following : 

(a)  CUu$  I  mWe  price.  The  price  for 
Class  I  T""if  shall  be  the  basic  formula 
price  for  the  preceding  montii,  plus  $1.29. 

3.  Ddete  1 1049.51(b)  and  substitute 
therefor  the  following : 

(b)  CUua  11  milk  price.  The  price  for 
Class  n  mUk  shall  be  the  higher  of  the 
prices,  rounded  to  the  nearest  cent,  com- 
IMited  as  follows: 

(1)  The  average  of  the  basic  or  field 
prices  reported  to  have  been  paid  or  to 
be  paid  per  hundredweight  for  milk  of 
3.5  percent  butterfat  content  received 
from  farmers  during  the  month  at  the 
following  plants  or  places  for  which 
IMricet  have  been  reported  to  the  market 
administrator  m  to  the  Department: 

Pretent  Operator  and  Location 

Borden  Co..  New  London.  Wis. 
Camatloa  Co..  Richlajid  Center,  Wis. 
Pet  Milk  Co.,  BellevUle.  Wis. 
Pet  MUk  Co.,  Coopenvllle.  Mich. 
Pet  Milk  Co.,  New  Olanu,  Wis. 
Pet  Mlllc  Co.,  Wayland.  Mich. 
White  HouM  MUk  Co..  Manitowoc.  Wis. 
White  Bouae  MUk  Co..  West  Bend.  Wis. 

(2)  The .  sum  of  the  amoimts  com- 
puted pursuant  to  subdivision  (1)  and 
(ii)  of  this  subparagraph. 

(1)  Multiply  the  butter  price  by  4.2. 

(ii)  Fnmi  the  arithmetical  averages  of 
the  weighted  average  of  carlot  prices  per 
pound  of  spray  and  roller  process  non- 
fat dry  mfiir  for  human  consumption, 
f.o.b.  manufacturing  plants  in  the  Chi- 
cago area,  as  published  for  the  period 
from  the  26th  day  of  the  'preceding 
month  through  the  25th  day  of  the  cur- 
rent month  by  the  Department,  deduct 
5^  cents  and  multiply  by  8.2  . 

Amendments  to  Part  1064  regulating 
the  hftTwiMwg  of  niilk  in  the  Greater 
Knnnnir  City  marketing  area. 

1.  Delete  i  1064.50  and  substitute 
therefor  the  following: 

§  1064.50     Basic  formula  price. 

The  basic  formula  price  shall  be  the 
average  price  per  hundredweight  for 
naanufaeturing  grade  milk,  f.o.b.  plants 
in  Wisocmsin  and  Miimesota,  as  reported 
by  the  United  States  Department  of 
Agriculture  tor  the  month.  Such  price 
shall  be  adjusted  to  a  3.5  percent  but- 
terfat basis  by  a  butterfat  differential 
rounded  to  the  nearest  one-tenth  cent 
computed  at  0.12  times  the  simple  aver- 
age of  the  daily  wholesale  selling  prices 
(using  the  midpoint  of  any  price  range 
as  one  price)  of  GraSe  A  (92-score)  bulk 
creamery  butter  per  pound  at  Chicago, 
as  reported  by  the  United  States  De- 
partment of  Agriculture  for  the  month. 
The  basic  formula  price  shall  be  rounded 
to  the  nearest  full  cent. 


§  1064.52      [Amendment] 

2.  In  1 1064.52  (a)  and  (b) ,  and  in 
11064.82.  delete  "§  1064.50(b)(1)"  and 
substitute  therefor  "S  1064.50". 

Amendments  to  Part  1068  regulating 
the  H«nrfMny  of  milk  in  the  MinneapoUs- 
St.  Paul,  Minnesota,  marketing  area. 
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1.  Ddete    1 1068.51     and    substitute 

therefor  the  following : 

1 106iU»l     Basic  formida  price 

The  basic  formula  price  shall  be  the 
average  price  per  hundredweltfit  for 
manufacturing  grade  milk,  f je.b.  Pl*P*» 
in  Wisconsin  and  Minnesota,  as  reported 
by  the  United  Stetes  Departmnt  of 
Agriculture  for  the  month.  Stidi  priee 
shall  be  adjusted  to  a  3.5  peromt  but- 
terfat basis  by  a  butterfat  dUrcmtlal 
rounded  to  the  nearest  one-tenth  oent 
computed  at  0.12  times  the  tSmsHe  aver- 
age of  the  daily  whcdesale  sdllng  psioee 
(using  the  midpoint  of  any  price  range 
as  one  price)  of  Grade  A  (92-seore)  bulk 
creamery  butter  per  pound  at  Qiieago, 
as  reported  by  the  United  States  DQwrt- 
ment  of  Agriculture  for  the  month.  Tlie 
basic  formula  price  shall  be  rounded  to 
the  nearest  full  cent. 

§  1068.53      [Amen^JMnt] 

2.  In  8 1068.53  change  the  pbxaae 
"basic  formula  price"  to  "bealc  fanmla 
price  for  the  preceding  month".    _^ 

3.  Delete  S  1068.54  aikt  substitute 
therefor  the  f oDowtng : 

§  1068.54     dam  U  price. 

The  price  per  hundredweight  for  Claas 
n  milk  shaU  be  the  basic  formula  price. 

Amendments  to  Part  1060  regnlatkic 
the  haiMlling  of  mUk  in  the  Datatb- 
Superior  marketing  area. 

1.  Delete  i  106030  and  sobstitute 
thorefor  the  following: 

§  1069.50     Basic  formula  price. 

The  basic  formula  price  shaU  be  tiie 
average  price  per  hundredweight  U* 
manufacturing  grade  milk,  fx>.b.  plants 
in  Wisconsin  and  Minnesota,  as  reported 
by  the  United  States  DoMrtacnt  of 
Agriculture  for  the  nnrnth.  Bndk  priee 
shall  be  adjusted  to  a  3.5  percent  btter- 
fat  basis  by  a  butterfat  dUtacntlel 
rounded  to  the  nearest  one-tenlh  e«it 
computed  at  0.12  times  the  simple  aver- 
age of  the  daily  wholesale  selUng  prices 
(using  |;he  midpoint  of  any  price- range 
as  one  price)  of  Grade  A  (92-BCore)  bulk 
creamery  butter  per  pound  at  C9aicago, 
as  reported  by  the  United  States  Depart- 
ment of  Agriculture  for  the  month.  The 
basic  formula  price  shall  be  rounded  to 
the  nearest  full  cent. 
§  1069.51      [Amendment] 

2.  Replace  S  1069.51(b)  with  the  fol- 
lowing: 

(b)  Class  li  milk.  The  Class  n  price 
per  hundredweight  of  milk  of  3.5  per- 
cent butterfat  content  shall  be  deter- 
mined each  month  as  follows: 

(1)  MulUply  by  4.24  the  simple  aver- 
age, as  computed  by  the  market  admin- 
istrator, of  the  daily  wholesale  sdhng 
prices  (using  the  midpoint  of  any  price 
range  as  one  price)  of  Grade  AA  (08- 
score)  bulk  creamery  butter  per  pound 
at  Chicago,  as  reported  by  the  Depart- 
ment, during  the  delivMy  period:  Pro- 
viied.  That  if  no  price  is  reported  for 
Grade  AA  (93-score)  butter,  the  highest 
of  the  prices  reported  for  Grade  A  (W- 
score)  butter  for  that  day  shaU  be  used 
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In  lieu  of  the  price  for  Grade  AA  (93- 
aeore)  butter: 

(2)  IfulUply  by  8.2  the  weighted 
ftTerage  of  carlot  prices  per  pound  for 
spray  process  nonfat  dry  milk  solids,  for 
human  consumption,  f.o.b.  manufac- 
turing plants  In  the  Chicago  area,  as 
published  for  the  period  from  the  26th 
day  of  the  Immediately  preceding  month 
through  the  25th  day  of  the  current 
month,  by  the  Department;  and 

(3)  From  the  sum  of  the  results  ar- 
rived at  under  subparagraphs  (1)  and 
(2)  of  this  paragraph  subtract  75  2  cents 
and  adjust  to  the  nearest  full  cent. 

Amendments  to  Part  1097  regulating 
the  handling  of  milk  in  the  Memphis. 
Tennessee,  marketing  area.  (The  fol- 
lowing amendments  represent  further 
modifications,  to  the  extent  necessary  to 
carry  out  the  conclusions  of  this  decision 
with  respect  to  the  provisions  specified, 
of  the  amendments  proposed  in  the  rec- 
ommended decision  issued  October  17, 
1961  (26F.R.  9860)). 

1.  Delete  §  1097.50  and  substitute 
therefor  the  following: 

§  1097.50      Basic   formaU   price. 

Ilie  basic  formula  price  shall  be  the 
average  price  per  hundredweight  for 
manufacturing  grade  milk,  f.o.b.  plants 
In  Wisconsin  and  Minnesota,  as  reported 
by  the  United  States  Department  of 
Agriculture  for  the  month.  Such  price 
shall  be  adjusted  to  a  3.5  percent  butter- 
fat  basis  by  a  butterfat  differential 
roimded  to  the  nearest  one -tenth  cent 
computed  at  0.12  times  the  Chicago  but- 
ter price  for  the  month.  The  basic  for- 
mula price  shall  be  rounded  to  the 
nearest  full  cent. 

§1097.51      [Amendment] 

2.  In  1 1097.51(b)  delete  the  period  at 
the  end  of  the  paragraph  and  add :  "and 
from  which  shall  be  subtracted  5  times 
the  butterfat  differential  for  the  respec- 
tive month  computed  pursuant  to 
11007.62(b)". 

II  1097.52,      1097.71       and       1097.92 
[  Amendmenla  ] 

3.  In  II  1097.52,  1097.71,  and  1097  92. 
delete  "4.0"  wherever  it  appears  and  sub- 
stitute therefor  "3.5". 

Amendments  to  Part  1099  regulating 
the  h»»ditng  of  milk  in  the  Paducah. 
Kentucky,  marketing  area. 

1.  Delete  1 1099.50  and  substitute 
therefor  the  following: 

I  1099.50      Basic   formula    prit-c. 

The  basic  formula  price  shall  be  the 
average  price  per  hundredweight  for 
manufacturing  grade  milk,  fob.  plants 
in  Wisconsin  and  Minnesota,  as  reported 
by  the  United  States  Department  of 
Agriculture  for  the  month.  Such  price 
shall  be  adjusted  to  a  3.5  percent  butter- 
fat basis  by  a  butterfat  differential 
rounded  to  the  nearest  one-tenth  cent 
computed  at  0.12  times  the  simple  aver- 
age of  the  dally  wholesale  selling  prices 
(using  the  midpoint  of  any  price  range 
as  one  price)  of  Orade  A  (92-score)  bulk 
creamery  butter  per  pound  at  Chicago, 
as  reported  by  the  United  States  Depart- 
ment of  Agriculture  for  the  month.    The 
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basic  formula  price  shall  be  rounded  to 
the  nearest  full  cent. 

§  1099.51       [Amendment] 

2.  Delete  9  1099.51(b)  and  substitute 
therefor  the  following: 

<b)  Class  II  milk  price.  The  highest 
of  the  prices  computed  pursuant  to  sub- 
paragraphs til,  <  2  > .  and  ( 3 )  of  this 
paragraph  shall  be  the  Class  II  price 
during  the  months  of  August  through 
March,  and  such  price  shall  be  reduced 
ten  cents  during  the  months  of  April 
through  July:  Provided.  That  in  no  case 
shall  such  price  be  less  than  the  price 
determined  in  subparagraph  (3t  of  this 
paragraph. 

( 1 )  The  average  of  the  basic  or  field 
prices  per  hundredweight  reported  to 
have  been  paid  or  to  be  paid  for  milk 
of  3.5  percent  butterfat  content  received 
from  farmers  during  the  month  at  the 
following  plants  or  places  for  which 
prices  have  been  reported  to  the  market 
administrator  or  to  the  Department  of 
Agriculture : 

Pre  .lent  Operator  and  Location 

Pet  Milk  Co  .  Wayland,  Mich. 
Pet  MUk  Co  .  CoopersvUle.  Mich 
Borden  Co  .  New  London,  Wis 
Carnation  Co  .  Richland  Onter.  Wis 
Pet  Milk  Co  .  New  Glarus.  Wis. 
Pet  MUk  Co..  Belleville.  WU. 
White  House  MUk  Co..  Manitowoc.  Wis. 
White  House  Milk  Co  .  West  Benfa.  Wis 

(2)  The  sum  of  the  amounts  deter- 
mined pursuant  to  subdivision  (i)  and 
(ii)  of  this  subparagraph  less  75  cents. 

(i)  Multiply  by  4.24  the  simple  aver- 
age, as  computed  by  the  market  admin- 
istrator of  the  dally  wholesale  selling 
prices  (using  the  midpoint  of  any  price 
range  as  one  price)  of  93  score  bulk 
creamery  butter  per  pound  at  Chicago, 
as  reported  by  the  Department  of  Agri- 
culture, during  the  month:  Provided, 
That  if  no  price  is  reported  for  99  score 
butter,  the  highest  of  the  prices  reported 
for  92  score  butter  for  the  day  shall  be 
used  in  lieu  of  the  price  for  93  score 
butter. 

(il)  Multiply  by  8  2  the  weighted  aver- 
age of  carlot  prices  per  pound  for  spray 
process  nonfat  dry  milk  solids,  for  hu- 
man consumption,  fob.  manufacturing 
plants  in  the  Chicago  area,  as  published 
for  the  period  from  the  26th  day  of  the 
immediately  preceding  month  through 
the  25th  day  of  the  current  month  by  the 
Department  of  Agriculture. 

f3)  Or  the  price  shall  be  the  average 
of  the  basic  (or  field »  prices  reported  to 
or  ascertained  by  the  market  adminis- 
trator to  have  been  paid,  or  to  be  paid, 
without  deductions  for  hauling  or  other 
charges  to  be  paid  by  the  farm  shipper, 
for  milk  of  4.0  percent  butterfat  content 
received  during  the  month  by  the  P^t 
Milk  Company  at  Its  manufacturing 
plant  located  at  Mayfield,  Kentucky,  less 
5  times  the  butterfat  differential  calcu- 
lated pursuant  to  5  1099  52<b>. 

Amendments  to  Part  1108  regulating 
the  handling  of  milk  in  the  Central  Ar- 
kansas marketing  area.  (The  following 
amendments  represent  further  modifica- 
tions, to  the  extent  necessary  to  carry 
out  the  conclusions  of  this  decision  with 
respect  to  the  provisions  specified,  of  the 


amendments    proposed    in   tilt 
mended  decisions  issued  Octdw 
(26  F.R.  98601,  and  cone 
with 

1    Delete      §  1108.50     and 
therefor  the  following: 

§  ll()8..>0      UaMC    formula 

The  basic  formula  price  tbal  W 
average    price    per    hundredwMH 
manufacturing  grade  milk,  tj^X  tf 
in  Wisconsin  and  Minnesota, 
by    the    United    States   De 
Agriculture  for  the  month.    «« 
shall  be  adjusted  to  a  3.5  peroeai 
fat    basis    by    a    butterfat   ( — 
rounded  to  the  nearest  one-b« 
computed    at    0>12    times   tl^  vi 
butter  price  for  the  month,    lb*  ■ 
formula  price  shall  be  roundei  II 
nearest  full  cent. 

§§1108.51,    1108.52,    lIOft.71,  IIMM 
and    1108.73       [  AmendmoNi]^' 


2.  In  S§  1108.51,  1108.62.  1U|* 
1108.72  and  1108.73  change  '"  T  piiiif 
to  "3  5  percent". 

Signed  at  Washington,  D.C.,  CQ  m. 
ruary  7.  1962. 

Jamss  T.  EUui, 
Assistant  ~ 
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^,  February  10»  1962 

^l/aiaX  issues  on  the  record  of 

•fTSSS  of  Class  I  milk; 

tSSacaUon  and  pricing  of  milk 
^  W^Biinufacturing  purposes; 
■rrSrffication  of  fiuid  milk  product! 
^iJSirtttnonfat  milk  soUds; 
irejinrton  of  the  city  of  Carney, 
^In  Zone  1(a); 

^0aBttioa  of  receipts  of  packaged 
^■Jit  products: 

^Sination  of  base-excess  plan; 
^SSfication  of  cream  transferred 
Jr^BOOd  nonpool  plant; 
^llJSariflcation  of  inventory; 

rtwmmon  of  pool  plant; 

gL  Vdgbt  factors  for  certain  fluid 
^praducts;  and 

iL  maoellaneous  changes. 

JJjJ,  1^  2,  and  3  relate  to  both  the 
IB  Upper  Peninsula  and  North- 
■u  Wisconsin  orders:  issue  4  relates 
to  the  Michigan  Upper  Peninsula 
^^  and  issues  5  through  11  relate 
7  to  the    Northeastern    Wisconsin 

■  j'jjgl  proposed  amendments  con- 
^id  in  the  notice  of  hearing  were  not 
^Mied  by  proponents  and  no  testi- 
mmn  thoae  proposals  was  offered  by 
m  flttM*'  interested  parties.  Accord- 
5^   tbey   will    not    receive    fiurther 


[  7  CFR   Parts   1044.  104S1 

(rVicket  Noa.  AO-29ft-A2  and 

MILK    IN    MICHIGAN   UPFEI 

SULA   AND   NORTHEASTHN  1» 
CONSIN  MARKETING  ARIAS 


Notice  of  Recommended 

Opportunity    To    File    WrlNM  |^ 
captions  on  Proposed  Ai 
to  Tentotiv*  Marketing 
and  to  Orders 


,,^  and  conclusion*.    The  fol- 
fliV(^ingK  and  conclusloitB  on  the 
iMues  are  based  on  evidence 
at  the  hearing  and  the  record 


Pursuant  to  the  provisions  ol 
cultural    Marketing   Agreement  illll 
1937.  as  amended  (7  U.S.C.  601«tll|k 
and  the  applicable  rules  of  pcecMjIljii 
procedure  governing  the  fomollMlB^ 
marketing    agreements   and  ■tMM 
orders  ( 7  CFR  Part  900) ,  notice  IsmI 
given   of   the   filing   with  the 
Clerk  of  this  recommended 
the  Assistant  Secretary  of 
with  respect  to  proposed 

the  tentative  marketing  -, ^  _ 

orders  regulating  the  handling  flf  IV 
in  the  Michigan  Upper  PeniOHllM'' 
Northca.stern  Wisconsin  mtlMlV 
areas.  Interested  parties  may  ^u^ft 
ten  exceptions  to  this  declsian  wMfcjIi 
Hearing  Clerk.  U.S.  Department flUP' 
culture.  WashinRton  25,  D.C.,  not  M 
than  the  close  of  business  the  llh  iV 
after  publication  of  this  declsktt  li  V 
Federal  Register.  Five  copies  ■  • 
exceptions  should  be  filed. 

Preliminary  statement.    The 
on  the  record   of  which  the  ^-^-^ 
amendments,  as  hereinafter  wi  fcfjfcj 
the  tentative  marketing  agree— Ji^ 
to  the  orders,  were  formulated,  Wliig ) 
ducted  at  Marinette,  Wis.,  on  W0JJ3 
7-9.   1961.  pursuant  to  nottoi  •■J- 
which  was  issued  October  II,  WW  »; 
F.R.  9947). 


CD  Omu  I  pricing.  The  Class  I  dlf- 
IgHliali  of  the  Northeastern  Wi9C<»i8ln 
iriv  riwuld  not  be  changed  but  the 
flialprice  of  that  order  should  be  ed- 

Keaeh  month  by  a  supply-demand 
kiMd  on  relationship  of  combined 
IMmv  receipts  and  Class  I  salea  at 
mi  pbiUs  regiilated  by  the  North- 
Wisconsin  and  Michigan  Upper 
_  orders.  Michigan  Upper  Pen- 
CSau  I  prices  should  be  fixed  in 
iiaap  relationship  to  Northeastern 
WMBiln  Class  I  prices  in  all  months  of 
•l  ynr.  The  Mlnnesota-Wiacooain 
gjipdet  series  should  not  be  included 
ft Wmt  basic  formula  at  this  time. 
til  Michigan  Upper  Peninsula  and 
iMteMtcxn  Wisconsin  orders  provide 
CtalXiiflerentials  which  vary  inversely 
Ml  fte  seasonality  of  milk  production. 
j|l  annual  average  of  Northeastern 
Wpasin  dilTerentlals  at  most  pool 
fkMlls  14  cents,  and  is  84  cents  at  the 
WtlMog  plants  which  are  located  in 
illMttacm  part  of  the  marketing  area. 
fhlMBaal  average  of  Michigan  Upper 
talMla  differentials  applicable  to 
ikMi  In  Zone  Ka)  is  87  cents.  The 
ttsIdifferenUals  each  month  at  plants 
ilMM  1  and  2  of  the  Upper  Peninsula 
iMv  an  10  and  30  cents  higher,  re- 
iHttMiy.  than  the  differential  appU- 
irili  at  plants  located  in  Zone  Ka). 
%Mterence  between  the  Class  I  dlf- 
at  plants  in  the  lower  price 
M  Itartheastern  Wisconsin  and  that 
•I  plants  in  Zone  a  of  the  Upper 
order  is  41  cents  in  all  waoOm 
#tts  year  except  July  when  it  la  tl 
^Wa  The  basic  formulas  of  the  two 
an  the  same. 
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The  priBuay  market  of  plants  regu- 
lated by  the  Northeactem  Wisconsin 
order  is  the  maxketlng  area  of  that  order. 
However,  a  aignlflcant  volume  of  milk 
Hiapna^Mi  of  from  such  plants  is  ^Ustrib- 
nted  in  the  Upper  Peninsula  marketing 
area.  In  turn,  plants  regulated  by  other 
Federal  orders,  particularly  those  regu- 
lated by  the  ICllwaukee  order,  distribute 
milk  in  the  Northeastern  Wisconsin 
marketing  area. 

Several  proposed  amendments  relating 
to  Class  I  price  levels  in  the  Michigan 
Upper  Peninsula  sjid  Northeastern  Wis- 
consin orders  were  considered  at  the 
hearing.  In  general,  the  testimony  re- 
lating to  these  proposals  may  be  s\mi- 
marized  as  follows: 

Bargaining-type  cooperative  assocla- 
tioBs  representing  Northeastern  Wiscon- 
sin producers  proposed  an  increase  in 
that  order's  Class  I  price  level  citing  in- 
creased costs  associated  with  milk 
production. 

Operating  type  cooperative  associa- 
tions on  the  Northeastern  market  cau- 
tioned that  any  contemplated  increase 
'  in  Class  I  price  must  give  consideration 
to  the  competition  for  sales  in  the  North- 
eastern Wisconsin  marketing  area  by 
plants  regiilated  by  other  orders. 

Proprietary  plant  handlers  were  also 
concerned  with  the  effect  any  increase 
In  the  Class  I  inice  level  would  have  on 
the  competition  for  sales  with  plants 
regulated  by  other  Federal  orders. 

A  eoopersttve  association  representing 
the  majority  of  producers  on  the  Upper 
Peninsula  market  proposed  that  that 
order's  Class  I  price  be  increased.  It 
cited  increased  production  costs  and  the 
relatively  short  production  season  in  the 
Upper  Peninsula.  Individual  producers 
not  members  of  this  association  also  pro- 
posed a  Class  I  price  increase. 

BClehlgan  Upper  Peninsula  handlers 
testified  that  the  spread  between  the 
Northeastern  Wisconsin  prices  and  those 
In  the  Uk>per  Peninsula  was  too  high. 
However.  whUe  they  desired  a  decrease 
tn  the  sprad.  they  testified  that  the 
Northeastern  Wisconsin  Class  I  price 
level  shotdd  be  Increased  rather  than 
the  Upper  Peninsula  level  decreased. 

The  present  Class  I  differentials  have 
been  effective  since  the  promulgation  of 
the  two  orders  on  December  1,  1958,  ex- 
cept for  th«  modification  occasioned  by 
the  amendment  providing  for  Zone  Ka) 
In  the  Upper  Peninsula  order  on  July  1. 
1960.  Bach  of  the  markets  has  been 
adeqnatdy  supplied  with  milk  since  the 
tnceptton  of  the  orders.  During  the  first 
9  months  of  1969.  1960.  and  1961  pro- 
ducer receipts  averaged  133,  135,  and 
142  percent.  respecUvely.  of  Class  I  sales 
by  Northeastern  Wisconsin  handlers ;  and 
hi  the  Upper  Peninsula  market  producer 
receipts  averaged  157.  156  and  138  per- 
cent, respectively,  of  Class  I  sales. 

The  mllkshed  of  the  Northeastern  Wis- 
consin market  lies  almost  entirely  within 
the  largest  milk  production  State  in  the 
Ukilon.  In  this  mllkshed  the  farms  of 
Nbrtheastem  Wisconsin  producers  are 
Ibtenpersetf  with  the  farms  of  producers 
who  ddtver  to  plants  regulated  by  the 
Chicago  order  and  farms  engaged  in  the 
pvoduetlonof  ungraded  milk  to  be  used 
«nly  for  awnaif acturing  purposes.    The 
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immediate  increase  in  the  tmif  om  iirioe 
occasioned  by  a  Class  I  price  Inerease 
would  encourage  theqe  dairy  farmers  to 
shift  to  Northeastern  Wisecmsin  pool 
plants.  The  response  to  a  price  tnereaas 
would  be  facilitated  in  this  market  be- 
cause several  Niniheastem  Wtoeonsln 
handlers  mft<"t«t<n  other  idant  f adUties. 
some  of  which  are  pool  plants  mider  the 
terms  of  the  Chicago  rarder  and  some  of 
which  receive  ungraded  milk  f  w  mami- 
f  actm-ing.  Any  Class  I  price  Increase  In 
the  Northeastern  Wlsetmsin  order  would 
encourage  additional  stajplies  of  milk 
for  the  market  thereby  reducing  uniform 

prices. 

•nie   Agricultural   Marketing   Agree- 
ment Act  of  1937  imder  which  auttwrity 
Federal  milk  orders  are  imnnulgated  and 
administered  reqidres  that  ordo*  prices 
be  set  at  levels  which  reflect  BBilk  supply 
and  donand  conditions.    In  aoeordaooe 
with  this  standard.  Class  I  priees  In  the 
nearby  Federally  regulated  mazkets  o« 
Chicago    and    Milwaukee    are    wildect 
to   supply-demand   adjustment  factors 
which  increase  Class  I  prices  when  milk 
supply  is  relaUvdy  shmt  and  decrease 
such  prices  vrhea  it  is  relatively  long.    A 
supply-demand  adjustment  faetor  was 
not  included  originally  In  the  Wortbeast 
em    Wisconsin    and    Mlchlgaa    I^pper 
Peninsula  Class  I  price  provisions.   Tbte 
provision  was  omitted  at  that  time  to 
permit  the  accumulation  oi  mlUc  supi^- 
demand  data  in  the  two  martets  on 
which  to  construct  such   a.  provision. 
Adequate  data  are  now  available  and 
Class  I  prices  in  the  orders  should  be 
subject  to  a  supply-demand  adjustaient 
factor. 

Alignment  of  Class  I  prices  between 
the  Northeastern  Wisconsin  and  Mleh* 
igan  Upper  Peninsula  orders  Is  neeessary 
because  significant  volumes  of  Class  I 
milk  are  disposed  of  In  the  Upper  Peoln. 
sula  market  from  plants  reguteted  by 
the  Northeastern  Wisconsin  order.  For 
example,  in  September  1961,  when  the 
overall  Class  I  utilization  of  Upper  Pen- 
insula handlers  was  7.6  million  pounds. 
Class  I  distribution  in  the  Upper  Penin- 
sula marketing  area  from  plants  not 
subject  to  that  order  was  about  1.5  mil- 
lion pounds.  This  distribution  was  prin- 
cipally from  plants  legulated  by  the 
Northeastern  Wiseonsta  order.  Bhoold 
the  Class  I  prices  in  the  Upper  Peninsula 
market  exceed  the  priees  In  Northeastern 
Wisconsin  plus  the  cost  of  moving  mfOc 
to  the  Upper  Peninsula,  the  Upper  Pen- 
insula handlers  would  be  placed  at  a 
disadvantage  in  Class  I  sales  with  North- 
eastern Wisconsin  handlers.  Under  this 
condition  the  U]n>er  Peninsula  producers 
could  lose  Class  I  sales  and  this  would 
lower  uniform  prices. 

In  order  to  maintain  necessary  price 
alignment,  the  Class  I  prices  of  both 
orders  should  be  adjiisted  by  a  common 
supidy-demand  adjusttu:.  Such  an  ad- 
Justor  should  be  based  on  the  relation- 
ship of  combined  producer  receipts  to 
combined  Class  I  sales  in  the  two  mar- 
kets. 

Since  the  two  orders  became  effective 
there  has  been  an  Increase  of  combined 
producer  receipts  in  relation  to  combined 
Class  I  sales.  During  the  first  9  months 
of  1961.  total  producer  receipts  were  141 
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percent  of  total  Class  I  sales,  and  for  the 
comparable  periods  in  1960  and  1959  they 
were  140  and  139  percent,  respectively. 
A  supply -demand  adjustment  factor 
would  act  to  decrease  the  Class  I  price 
should  production  continue  to  Increase 
over  fluid  needs.  On  the  other  hand, 
should  production  decrease  or  sales  in- 
crease, the  supply-demand  adjustment 
would  tend  to  Increase  the  Class  I  price 
and  insure  adequate  supplies. 

The  Class  I  prices  each  month  would 
be  adjusted  depending  on  the  relation- 
ship of  current  supply-demand  condi- 
tions to  a  norm  or  "standard  utiliza- 
tion range."  The  standard  utilization 
range  would  vary  seasonally  in  recogni- 
tion of  the  seasonality  of  milk  produc- 
tion and  Class  I  sales.  The  annual  aver- 
age standard  utilization  range  would  be 
134-139  percent.  Producer  receipts  and 
Class  I  sales  for  the  second  and  third 
preceding  months  would  be  combined  In 
computing  the  "current  utilization  per- 
centage." In  order  to  avoid  erratic  price 
movements,  a  4-cent  limit  should  be 
placed  on  the  amount  by  which  the  sup- 
ply-demand price  adjustment  for  a  par- 
ticular month  can  exceed  or  be  less 
than  the  adjustment  computed  for  the 
preceding  month.  Since  no  supply - 
demand  provision  is  now  provided  in  the 
order,  the  4-cent  limit  on  the  monthly 
change  In  the  supply -demand  adjust- 
ment should  be  from  that  for  the  second 
preceding  month  for  the  first  year  of  its 
atHDllcabillty.  This  will  provide  an  or- 
derly transition  In  the  market  to  the  op- 
eration of  the  supply -demand  provision. 

The  first  adjustment  under  the  revised 
order  would  be  limited  to  4  cents,  plus 
or  minus.  No  adjustment  would  be  made 
whenever  the  current  utilization  per- 
centage falls  within  the  range  for  the 
month. 

The  table  of  standard  utilization  per- 
centages should  be  as  follows: 
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AnrlL 

M.y 
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November-  D«oemb«r 
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Fabraary-March 
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Aprl>-May._ 

May-Jan«  

Jana->Ialy 

July-Aajnut  

AafTUt-d«pt«mber... 
8«pt«niber-OcU)b«r  . 


133 
138 
130 
133 
lU 
140 
\ii 
ISO 
\*i 
130 
133 
133 


128 
133 
13A 
138 
140 
145 
ISO 
1»A 
ISO 
13S 
128 
128 


The  Class  I  price  would  be  increased 
or  decreased  2  cents  for  each  percent 
the  ciurrent  utilization  is  below  or  above, 
respectively,  the  minimum  and  maximum 
of  the  standard  utilization  range.  The 
increase  or  decrease  in  the  Class  I  price 
would  be  limited  to  a  maximum  of  24 
cents.  This  limit  Is  provided  for  sup- 
ply-demand adjustments  under  the  Chi- 
cago and  Milwaukee  orders. 

If  the  supply -demand  adjustment  had 
been  effective  during  1981,  Class  I  prices 
would  have  been  decreased  an  average 
of  one-half  of  a  cent  per  month.  They 
would  have  been  Increased  2  and  4  cents, 
respectively  in  January  and  February; 
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decreased  2,  2,  4.  and  4  cents,  respec- 
tively, in  March,  July,  August,  and  De- 
cember: and  unchanged  in  April,  May, 
June,  September,  October,  and  Novem- 
ber. 

A  20-cent  higher  Class  I  differential  In 
the  Upper  Peninsula  area  for  the  month 
of  July  previously  was  provided  to  attract 
milk  to  the  Peninsula  market  to  cover 
increases  in  Class  I  sales  in  July  in  this 
vacation  area.  However,  the  demand 
^or  Class  I  milk  in  relation  to  producer 
receipts  in  the  Upper  Peninsula  in  July 
has  not  been  so  high  as  to  warrant  con- 
tinuance of  the  high  Class  I  differential. 

The  Class  I  differential  applicable  in 
the  month  of  July  in  each  zone  of  the 
Upper  Peninsula  order  should  be  reduced 
20  cents.  With  this  change,  the  differ- 
ence between  Class  I  prices  In  the  Upper 
Peninsula  and  the  Northeastern  Wiscon- 
sin order  will  be  constant  in  each  month 
of  the  year. 

There  should  be  no  further  decrease 
in  the  spread  between  Northeastern  Wis- 
consin and  Michigan  Upper  Peninsula 
Class  I  differentials.  Upper  Peninsula 
handlers  testified  that  the  difference  be- 
tween the  Class  I  prices  of  the  two  orders 
in  the  other  11  months  of  the  year  is 
more  than  the  cost  of  moving  milk  into 
the  Upper  Peninsula  from  Northeastern 
Wisconsin,  thereby  placing  them  at  a 
competitive  disadvantage  in  Class  I  sales. 
Data  presented  relating  to  actual  costs 
of  moving  milk  were  conflicting  and  in- 
adequate. However,  the  data  relating 
to  Class  I  sales  by  local  handlers  were 
reviewed.  The  overall  Class  I  utilization 
at  Upper  Peninsula  pool  plants  has  in- 
creased at  a  faster  rate  than  has  distri- 
bution in  the  Upper  Peninsula  market- 
ing area  from  other  plants.  In  January 
through  September  1961.  the  Class  I  uti- 
lization at  Upper  Peninsula  pool  plants 
was  68.5  million  pounds  compared  to  67.0 
million  pounds  in  the  same  9  months  of 
1960.  a  2.3-percent  increase.  Class  I 
distribution  in  the  Upper  Peninsula  mar- 
keting area  In  January  through  Septem- 
ber 1961  from  plants  not  regulated  by 
the  order  of  14.4  million  pounds  was  un- 
changed from  that  for  the  same  period 
a  year  earlier.  This  distribution  was 
principally  from  plants  regulated  by  the 
Northeastern  Wisconsin  order. 

The  Mlimesota-Wlsconsln  manufac- 
turing grade  price  series  should  not  be 
included  In  the  basic  price  formula  of 
either  order  on  basis  of  the  record  of  this 
proceeding.  OfDclal  notice  is  taken  of 
the  Issuance  of  a  notice  of  Joint  hearing 
on  proposals  to  Include  the  series  in  these 
and  34  other  Federal  orders  (26  F.R. 
314).  Amendment  of  the  basic  formulas 
will  be  considered  on  the  basis  of  the 
record  of  the  regional  hearing. 

The  Northeastern  Wisconsin  order 
should  not  provide  a  12-month  moving 
average  basic  rormula.  The  use  of  such 
a  basic  formula  was  supported  on  the 
basis  that.  In  conjunction  with  a  level 
Class  I  differential,  monthly  fluctuations 
In  the  Class  I  price  would  be  ellmmated. 
It  is  not  the  aim  of  the  basic  formula  to 
provide  level  pricing.  Rather  It  Is  used 
as  a  measure  of  changes  In  the  value 
of  milk  used  for  manufacturing  purposes. 
Elimination  of  fluctuations  in  the  basic 
formula  would  not  reflect  adequately  the 


mat  Ki 


relationship  between  the  T«nie  n  ^ 
for  manufacturing  and  that  dkpiMS 
for  fluid  consumption.  ^^ 

Seasonal  variation  in  Class  X  dH^^ 
tlals  should  be  maintained,  ^^jji^? 
on  a  proposal  to  provide  levsI^S 
tials  emphasized  the  adverse  W^^^ 
sonal  pricing  might  have  on  tbt 
for  fluid  milk.  Seasonal  Claai  I 
has  the  desirable  effect  of 
more  even  seasonal  productlOL  ^_ 
over,  since  plants  regulated  bf  ^Z 
Federal  orders  which  do  not  praFVMiS 
differentials  compete  with  plai^  «? 
lated  by  the  subject  orders  for  qSi 
sales  and  in  the  procurment  at  ^ki 
would  not  be  in  the  interest  of  onK 
marketing  of  available  suppiki  to|Z 
vide  level  differentials  at  this  ttne. 

2.  Classiflcation  and  pricing  o/  fll 
used  for  manufacturing  purpom.  ly 
utilization  of  milk  now  destgnlitg 
Class  n  and  Class  III  under  MMhgfM 
orders  should  be  Included  to 
(designated  Class  II)  and  prteit  _ 
average  price  per  hundredwtHH 
manufacturing  grade  milk.  tjoJb,  1^2 
in  Wisconsin  and  Minnesota  u 
by  the  U.S.  Department  of 

The  Upper  Peninsula  and  _ 

em  Wisconsin  orders  each  dkuttm 
Class  III  all  skim  milk  and  luittatmg 
to  produce  butter,  nonfat  diy  aft  g| 
cheese  (except  cottage  cheese);  to^ 
milk  disposed  of  for  animal 
dumped.'  and  in  allowable 
Class  II  includes  skim  milk  and 
fat  used  to  produce  those 
milk  products  not  In  Class  in 
contained   In   Inventories  of  _ 

products   on   hand   at  the  end  of  1l 
month. 

The  Class  III  price  in  each  oMhrl 
related  to  the  market  prices  of  Mhi 
and  nonfat  dry  milk  but  the 
price  under  the  Northeastern 
order  Is  fixed  at  a  higher  level 


of  the  Upper  Peninsula  order.  TlMCM 
n  price  in  each  order  Is  thi  Ml 
namely,  the  higher  of  the 
paid  at  selected  Midwest  coi 
a  price  based  on  the  prices  of 
nonfat  dry  milk. 

Cooperative  associatioiCs 
the  majority  of  producers  on 
kets  proposed  that  skim  milk 
terfat  used  to  produce  all 
milk  products  be  placed  in  one  cJMili 
that  the  price  for  skim  milk  •BdMl* 
fat  so  classified  be  the  average ytk^ft^ 
for  manufacturing  grade  milk  I«mM 


Midht 


at  plants  in  Minnesota  and 
Three  operating  cooperative 
and    proprietary    operators    of 
pooled  under  the  Northeastern 
order  opposed  the  use  of  sudi 
sota-Wisconsin  price  for  this 

Fluid  milk  markets  must  haft  a 
of  milk  which  Includes  — -^-^ ^^ 
over  fluid  sales  to  accommodate  dj^ 
and  seasonal  variations  In  the  dWM 
for  fluid  milk.  The  price  for  $m^ 
serve  milk  should  be  established  wj^ 
low  enouRh  to  allow  for  its  urdMy  ^ 
position  for  manufacturing  but  ^^ 
not  be  so  low  as  to  encourage  *••** 
supplies  of  milk  to  be  used  qi<F  * 
manufacturing.  The  Class  HI  gj 
levels  and.  at  times,  the  Cla«  n 
levels  of  the  Northeastern  Wl 
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.,_  Peninsula  orders  have  been  lower 

'fiifies  paid  for  imgraded  milk  In 

""-rtS^areas     Under  these  clrcum- 

••■r^ppues  of   Grade  A  milk  in 

a[  Class  I  sales  and  a  reasonable 

1  $it   encouraged    because    milk 

to  dairy   product   manufacturers 

**iM  reduced  by  using  surplus  Grade 

iSar   than    manufacturing    grade 

■f^--tor«  of  several  plants  regulated 
JSof  the  orders  purchase  manufac- 
STTirade  milk  as  weU  as  Grade  A 
Sriid  several  handlers  operating 
Sti  regulated  by  the  Northeastern 
S^tlio  operate  plants  regulated  pur- 
S  to  the  Chicago  order.  The  aver- 
^wJce  paid  by  one  handler  whose 
JJJj,  regulated  by  the  Northeastern 
eSL^rin  order  for  ungraded  milk  con- 
ShiiriiS  percent  butterfat  received 
Kt  January  through  September  1961 
2itt28  One  cooperative  association 
jL^ing  the  use  of  the  Miimesota- 
sStrfn  price  represents  9,000  dairy 
^Twho  deliver  ungraded  milk  to 

[scturlng  plants  located  in  Wls- 
Prlces  paid  for  this  milk  at  one 

^  of  these  manufacturing  plants, 
^  of  which  are  operated  by  coopera- 
M  aaodations,  averaged  $3.23  for  the 
2»ry-8eptember  period  of  1961. 
Ssferage  prices  do  not  include  pre- 
Sm  paid  or  hauling  subsidies.  The 
ante  Minnesota-Wisconsin  price  for 
ikperlod,  adjusted  to  a  3.5  percent  but- 
Bfrt  differential  by  the  Chicago  butter- 
M differential,  was  $3.24.  Northeastern 
flBoosln  Class  II  and  Class  HI  prices 
iBfeV  this  period  averaged  $3.21  and 
■Jl,  respectively,  and  in  the  Upper 
Mnnils  order  they  averaged  $3.21  and 

ne  price  of  reserve  or  excess  supplies 
4  Bilk  received  at  Northeastern  Wis- 
■^  snd  Upper  Peninsula  plants 
inU  be  based  on  the  competitive  value 
dsynded  milk  used  in  various  manu- 
iMtured  products  rather  than  on  prices 
|ril  St  a  very  limited  number  of  con- 
trntot  plants  or  on  a  formula  which 
irtRti  fixed  yield  factors  and  processing 
Mti  SMOciated  with  only  two  manuf ac- 
Imd  milk  products,  namely,  butter  and 
wabi  dry  milk.  The  utilization  of  the 
■M  milk  received  at  order  pool  plants 
k  not  limited  to  the  manufacture  of 
Mdeoaed  milk,  butter  or  nonfat  dry 
rik.  Excess  milk  also  is  used  to  pro- 
teke  cream,  cottage  cheese  and  many 
dtar  types  of  cheeses.  The  Minnesota- 
IhBODsln  price  measures  the  competi- 
lR?alue  of  ungraded  milk  used  in  a 
ill  variety  of  milk  products  and,  there- 
hi,  better  reflects  the  full  value  of  milk 
mt  for  manufacturing  purposes  than 
fc Represent  formulas. 

m  a  highly  competitive  milk  procure- 
lat  area,  individual  manufacturing 
ikiti  tend  to  pay  prices  for  milk  which 
Vmxlmate  pay  prices  of  the  most  ef- 
Mmt plants  in  the  area.  As  shifts  occur 
i  tt»e  relationship  between  returns  of 
•i  TSrious  manufactured  dairy  prod- 
Mi  processors  engaged  In  manuf actur- 
l|  the  most  remunerative  products  will 
*Mble  to  pay  the  highest  prices  for  milk. 
'*8M»ni  of  other  less  remunerative 
y»iets  must  meet  these  prices  or  lose 
■ik  supplies  of  milk. 
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The  milkshed  of  the  Northeastern 
Wisconsin  order  is  a  highly  competitive 
milk  procurement  area.  It  lies  almost 
entirely  within  the  State  of  Wisconsin  in 
which  the  largest  quantities  of  manu- 
facturing grade  milk  in  the  United  States 
are  produced.  Large  quantities  of  manu- 
facturing grade  milk  are  produced  in 
Minnesota  also.  The  Minnesota -Wis- 
consin price  is  computed  from  pay  prices 
for  manufacturing  grade  milk  purchased 
in  competition  in  these  two  States.  It 
would  measure  appropriately  the  value 
of  Northeastern  Wisconsin  surplus 
Grade  A  milk  which  must  compete  with 
manufacturing  grade  milk  for  a  market. 
The  milkshed  of  the  Michigan  Upper 
Peninsula  order  is  not  within  such  a 
highly  competitive  ungraded  milk  pro- 
curement area.  There  are,  however, 
large  numbers  of  producers  of  ungraded 
milk  on  the  Upper  Peninsula.  The  prod- 
ucts made  from  this  imgraded  milk  com- 
pete for  markets  with  those  manufac- 
tured in  Wisconsin  and,  therefore,  the 
value  of  Upper  Peninsula  imgraded  and 
surplus  Grade  A  milk  is  not  dissimilar 
from  that  of  Wisconsin  milk. 

The  separate  classiflcation  and  pric- 
ing of  milk  used  in  various  manufac- 
tured products  under  the  two  orders  has 
tended  to  favor  the  processors  of  some 
products  in  recent  years.  This  is  the  un- 
avoidable result  of  classifying  and  pric- 
ing milk  for  manufacturing  purposes  into 
separate  classes  according  to  products. 
Further,  the  greater  the  disparity  be- 
tween individual  class  prices  and  the 
competitive  level  of  manufacturing  grade 
milk  for  the  same  uses,  the  more  incen- 
tive there  is  to  shift  surplus  Grade  A 
milk  into  the  lowest  priced  class  because 
of  the  wider  operating  margin  allowed. 
As  a  result,  producers'  incomes  are  ad- 
versely affected. 

Information  on  prices  paid  at  manu- 
facturing plants  in  Wisconsin  and  Min- 
nesota is  assembled  by  the  Statistical 
Reporting  Service,  United  States  Depart- 
ment of  Agriculture.  Plant  operators 
report  totol  pounds  of  manufacturing 
grade  milk  received  from  farmers,  total 
butterfat  content  and  total  dollars  paid 
for  such  milk,  f .o.b.  plant.  These  prices 
are  available  on  a  monthly  basis  and  are 
announced  on  or  before  the  5th  day  of 
the  following  month. 

The  average  of  prices  paid  farmers  in 
the  various  States  for  manufacturing 
grade  milk  as  reported  by  the  Statistical 
Reporting  Service  is  at  the  average  but- 
terfat test  of  such  milk.  Since  Orders 
44  and  45  (formerly  Orders  111  and  116) 
announce  prices  on  a  3.5  percent  butter- 
fat basis,  it  is  necessary  that  the  an- 
nounced Minnesota-Wisconsin  price  be 
adjusted  to  this  basis.  Official  notice 
is  taken  of  the  amendment  to  the  Chi- 
cago order  which  became  effective  Sep- 
tember 1,  1961  (26  F.R.  7957).  This 
amendment  provides  for  using  the  Min- 
nesota-Wisconsin price  as  the  Class  III 
price  and  adjusting  it  to  a  3.5  percent 
butterfat  basis  by  a  differential  equal 
to  the  average  quotation  for  the  month 
of  Grade  A  (92-score>  butter  at  Chicago 
times  0.12.  This  method  is  appropriate 
for  the  Northeastern  Wisconsin  and 
Michigan  Upper  Peninsula  orders  and 
should  likewise  be  used  for  adjusting  the 
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announced   Minnesota -Wisconsin   price 
to  a  3.5  percent  butterfat  basis. 

The  butterfat  differential  currently 
applicable  for  adjusting  Class  n  and 
Class  m  milk  prices  is  the  92-8core  bulk 
creamery  butter  price  at  Chicago  times 
0.115.  This  differential  would  be  main- 
tained as  the  handler  butterfat  differ- 
ential for  the  newly  designated  Class  II 
utilization. 

3.  Classification  of  fluid  milk  product* 
fortified  with  nonfat  dry  mUk  solids. 
Fluid  milk  products  f ortifled  with  nonfat 
milk  solids  should  be  classifled  as  Class 
I  milk  in  an  amount  equal  only  to  the 
weight  of  an  equal  volume  of  a  like  un- 
modifled  product  of  the  same  butterfat 
content.  The  skim  milk  equivalent  of 
the  added  solids  in  excess  of  such  weight 
should  be  classifled  as  Class  n. 

The  Upper  Peninsula  and  Northeast- 
ern Wisconsin  orders  provide  that  the 
skim  milk  equivalent  of  nonfat  milk 
soUds  used  in  fortifying  fluid  milk  prod- 
ucts be  classifled  as  Class  I.  Handlers, 
including  cooperative  associations  oper- 
ating plants  regulated  by  the  Northeast- 
ern Wisconsin  order,  proposed  that  the 
equivalent  of  these  solids  be  classifled 
as  Class  II.  Bargaining  cooperative  as- 
sociations on  both  markets  opposed  the 
proposed  change  in  classiflcation  on  the 
basis,  generally,  that  it  would  reduce  the 
income  of  producers  and  that  nonfat 
solids  would  replace  producer  milk  for 
fluid  use  if  the  skim  milk  equivalent 
were  not  accounted  for  as  Class  I. 

Fortifled  fluid  milk  products  usually 
result  from  the  addition  of  nonfat  milk 
solids  to  fluid  milk  or  skim  milk,  thus 
producing  a  flninshed  product  of  higher 
nonfat  solids  content.  Reconstituted 
products,  on  the  other  hand,  result  from 
adding  such  solids  to  water  thus  yield- 
ing a  weight  of  products  approximating 
the  weight  of  milk  from  which  the  solids 
were  obtained. 

Nonfat  dry  milk  and  condensed  skim 
milk,  the  principal  products  used  for 
fortifying,  may  be  obtained  from  im- 
priced  milk  or  from  milk  which  has  been 
priced  as  surplus  under  the  tem^  of 
other  Federal  orders.  These  products 
are  not  necessarily  obtained  from  pro- 
ducer milk. 

An  economic  incentive  exists  for  han- 
dlers to  substitute  reconstituted  fluid 
milk  products  for  fluid  milk  products 
processed  from  producer  milk.  Since 
such  substitution  would  displace  an 
equivalent  amount  of  producer  milk  In 
Class  I,  the  application  of  Class  I  skim 
equivalent  pricing  in  this  circumstance 
is  economically  sound  and  is  necessary 
to  maintain  orderly  milk  marketing. 

The  same  economic  incentive  does  not 
exist,  however,  with  respect  to  the  use 
of  nonfat  dry  milk  or  condensed  skim 
milk  to  fortify  a  fluid  milk  product.  The 
Incentive  for  handlers  to  use  solids  to 
fortify  fluid  milk  products  is  to  meet 
consumer  demand  for  fluid  milk  prod- 
ucts with  high  solids  content.  Such  for- 
tified fluid  milk  products  represent  a 
small  but  growijig  part  of  the  total  Class 
I  market.  For  example,  during  the  flrst 
9  months  of  1961.  the  skim  milk  equiv- 
alent of  solids  used  by  Northeastern  Wis- 
consin handlers  to  fortify  fluid  milk 
products      averaged      381,000      pounds 
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monthly  and  chiring  the  like  period  of 
I960  the  skim  milk  equivalent  of  solids 
so  lised  averaged  353.677  pounds  month- 
ly. The  increased  emphasis  on  low  fat 
diets  and  the  high  nutritional  value  of 
nonfat  solids  in  relation  to  their  weight 
may  be  the  reason  for  the  increased  de- 
mand for  fluid  milk  products  with  high 
solids  content. 

When  the  skim  milk  equivalent  of  for- 
tified products  is  classified  as  Class  I  it 
Inflates  significantly  Class  I  disposition. 
Producer  milk  is  then  allocated  to  the 
inflated  Class  I  utilization  even  though 
producer  milk  need  not  be  used  as  a 
soiirce  for  the  solids.  PXirther,  it  was 
not  demonstrated  that  fortified  fluid 
milk  products  displace  rather  than  in- 
crease Class  I  use  of  producer  milk. 

4.  Inclusion  of  Carney.  Michigan  in 
Zone  Ha).  Carney.  Michigan,  should 
not  be  included  in  Zone  1 1  a  > .  A  handler 
operating  an  Upper  Peninsula  supply 
plant  at  Carney  proposed  that  Carney 
be  included  In  Zone  Ka)  rather  than 
Zone  1.  The  Class  I  differential  appli- 
cable at  plants  located  in  Zone  l<a)  is 
10  cents  lower  than  that  applicable  at 
plants  In  Zone  1 . 

The  proponent  handler's  plant  is  pri- 
marily engaged  in  making  Italian  type 
cheese.  Grade  A  milk  is  received  at  the 
plant  from  41  dairy  farmers,  from  Upper 
Peninsula  bottling  plants  and  from 
plants  reg^llated  by  other  Federal  orders 
Its  receipts  of  ungraded  milk  are  ap- 
proximately S*'^  times  as  much  as  its  re- 
ceipts of  Grade  A  milk  from  producers. 

When  receipts  from  the  41  Grade  A 
dairy  farmers  are  not  moved  to  Upper 
Peninsula  bottling  plants  for  fluid  use. 
they  are  used  in  the  manufacture  of 
cheese.  A  relatively  low  percentage  of 
total  receipts  from  the  41  farmers  is 
moved  to  bottUng  plants.  Since  the 
Upper  Peninsula  order  provides  for  han- 
dler rather  than  marketwide  pooling  the 
uniform  price  payable  at  the  Carney 
plant  Is  lower  than  that  paid  at  other 
pool  plants.  In  order  to  maintain  the 
supply  of  milk  from  the  41  Grade  A  farm- 
ers the  handler  m.ust  pay  premiums 
above  the  required  uniform  price.  He 
testified  that  If  his  Class  I  price  were  10 
cents  lower,  he  would  be  in  a  position  to 
market  additional  volumes  of  Grade  A 
milk  to  Upper  Peninsula  bottling  plants, 
thereby  Increasing  his  uniform  price  and 
decreasing  the  amount  of  premiums. 

The  Class  I  differentials  applicable  at 
plants  located  In  the  respective  zones  of 
the  Upper  Peninsula  marketing  area  are 
provided  as  Incentive  for  an  adequate 
supply  of  milk  to  meet  fluid  demand  in 
respective  parts  of  the  marketing  area. 
This  purpose  Is  being  accomplished.  As 
concluded  under  issue  No.  1  relating  to 
the  Class  I  price  level,  the  zone  pricing 
In  the  Upper  Peninsula  order  should  not 
be  changed  other  than  to  reduce  the 
Class  I  differentials  by  20  cents  in  the 
month  of  July. 

5.  Allocation  of  receipts  of  packaged 
fluid  milk  products.  No  change  should 
be  made  in  the  allocation  procedure  of 
the  Northeastern  Wisconsin  order. 

It  was  proposed  that  receipts  of  pack- 
aged fluid  milk  products  from  nonpool 
plants  which  are  disposed  of  in  the  same 
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package  as  received  be  allocated  to  Class 
I  before  receipts  from  producers. 
Packaged  fluid  milk  products  from  non- 
pool  plants  are  not  received  at  propo- 
nent's pool  plant  nor  did  proponent  know 
of  any  f)OOl  plant  which  was  receiving 
packaged  fluid  products  from  nonpool 
sources. 

Pursuant  to  the  proposed  amendment, 
fluid  milk  products  not  priced  by  any 
Federal  order  would  be  allocated  to  Class 
I  utilization  and  would  not  b"  subject  to 
compen-satory  payments.  Under  this 
circumstance,  the  intent  of  the  order 
would  be  nullified  in  tl.at  the  order  would 
no  longer  assure  that  all  handlers  were 
paying  at  lra.st  the  minimum  Class  I 
price  for  all  disposition  of  fluid  milk 
products.  The  proposed  amendment  is, 
therefore,  denied. 

6.  Deletion  of  the  bnsc-cicess  plan. 
The  order  should  continue  to  provide  a 
base-excess  plan. 

The  Northeastern  Wisconsin  order  was 
amended  effective  July  1,  1961,  to  pro- 
vide a  base-excess  plan.  One  bargain- 
ing cooperative  association,  Manitowoc 
Milk  Producers,  proposed  that  the  base- 
excess  plan  be  deleted.  A  second  bar- 
gaining cooperative  association.  Pure 
Milk  Products,  which  also  submitted  a 
proposal  to  delete  the  base-excess  plan, 
testified  that  its  members  had  not  ex- 
pressed dissatisfaction  with  the  base- 
excess  plan.  Therefore,  it  did  not  sup- 
port its  proposal.  Three  operating  co- 
operative associations  supported  the 
continuation  of  the  base-excess  plan. 

The  base-excess  plan  has  not  been  ef- 
fective for  a  full  base-making  and  base- 
paying  period.  There  is  no  basis  in  thus 
record  for  reaching  a  different  conclu- 
sion regarding  its  effectiveness  as  a 
stimulant  to  even  seasonal  production 
than  was  stated  in  the  previous  deci- 
sion on  this  matter.  In  view  of  this, 
it  should  not  be  deleted  at  this  time. 

7.  Classification  of  cream  transferred 
to  a  second  nonpool  plant.  The  trans- 
fer provisions  should  be  amended  to  per- 
mit the  Class  II  cla.ssification.  under  cer- 
tain conditions,  of  cream  transferred 
from  a  pool  plant  to  a  nonpool  plant 
and  subsequently  transferred  to  a  sec- 
ond nonpool  plant. 

A  handler  who  operates  a  pool  plant 
and  a  nonpool  plant  moves  surplus 
Grade  A  milk  from  his  pool  plant  to  his 
nonpool  plant  for  manufacturing.  The 
nonpool  plant  al.so  receives  ungraded 
milk  which  is  commin'4:led  with  the  sur- 
plus Grade  A  milk.  On  occasion,  cream 
is  moved  to  a  second  nonpool  plant  where 
it  is  used  for  manufacturing  purposes. 
According  to  the  laws  of  the  State  of 
Wisconsin,  cream  .so  moved  from  a  plant 
at  which  Grade  A  and  ungraded  milk 
are  commingled  cannot  be  u.sed  for  fluid 
purposes.  The  handler  propo.sed  that 
the  order  be  amended  to  permit  the 
Cla.ss  II  clas;;ification  of  transfers  of 
such  cream  to  .second  nonpool  plants 
even  tiion  'ii  the  .second  nonpool  plant 
has  fiuid  operations  and  does  not  re- 
ceive sufficient  Grade  A  milk  from  dairy 
farmers  to  meet  fluid  needs.  A  coop- 
erative a.s.sociation  operating  a  pool 
plant  supported  the  amendment  and 
other  cooiJerative  associations  had  no 
objection  to  it. 


The  transfer  provisions  of  iIk  ^ 
are  intended  to  classify  as  CUm tj? 
milk  which  is  moved  to  nonpoil  i2t 
and  which  is  used  for  Class  I 


at  the  receiving  nonpool  plant,  t^^ 
end.  Class  I  utilization  at  the  i^^ 
plant  which  exceeds  receipts  of  QtZl 
milk  from  dairy  farmers  who  -- — ■- 


its  regular  source  of  Grade  A  Hfe  k 
prorated  to  receipts  of  Grade  A  milk ln« 
plants  regulated  by  this  and  otbar  IS 
eral  orders.  In  view  of  the  Wlaog^ 
State  laws,  cream  transferred^^ 
nonjwol  plant  to  another  nonpoid  e^ 
should  be  assigned  to  any  ani^ 
Class  II  utilization  at  the  seeomd  mi. 
pool  plant  after  assignment  of  q^ 
from  plants  not  regulated  by  ai9  M. 
eral  order. 

8.  Reclassification  of  inventorf.  ■> 
change  should  be  made  in  the  metboltf 
reclassifying  inventory. 

The  current  order  classifies  endtag^ 
ventory  as  Class  IT.  In  the  fnftnta 
month  butterf at  and  skim  milk  ta  m 
inventory  is  assigned  to  avallabli  C^ 
II  utilization  of  the  handler  prior  ||^ 
sigrunent  of  producer  milk.  Aay  Mlt. 
fat  and  skim  milk  In  Inventory  il^ 
is  in  excess  of  Class  n  milk  araMk 
for  a.ssignment  is  classified  as  Guil 

It  was  proposed  that  the  order  ^ 
vide  an  "inventory  variation"  netM 
of  cla.ssification.  This  would  have  fti  | 
effect  of  allocating  inventory  to  Cte 
II  utilization  and  allocating  other  ■■« 
receipts  during  the  month  to  dnl. 
thus  giving  Class  I  priority  to  fftm 
source  receipts  during  the  moBft  wk 
inventoi-y  of  fluid  milk  product!  mm 
though  beginning  inventory  wu  «■• 
posed  entirely  of  producer  mOk.  Yk 
present  system  of  handling  to 
gives  priority  to  Class  I  of  prodoeer 
in  inventory  before  receipts  of  ete 
source  milk.  The  current  methii  b 
consistent  with  the  intent  to  give  pt^ 
ducer  milk  prior  allocation  to  Oea  I 
and  should  be  retained. 

9.  Definition  of  pool  plant.  NodlHIt 
should  be  made  in  the  definition  ef  i 
pool  plant. 

It  was  proposed  that  a  new  i»r«|n|k 
be  added  to  the  pool  plant  defiaM* 
which  would  credit  plant  operatonftt 
minimum  pool  plant  qualiflcatlOD  as* 
pliance  should  a  labor  dispute  llffltt  ttt 
movement  of  milk  from  the  plant  0^■ 
operative  a.ssociations  representtac  tti 
majority  of  producers  on  the  tuM 
opposed  the  proposed  amendmeot 

The  proposal  raises  questions  the  »• 
swcrs  to  which  would  be  extremdjdB- 
cult  to  incorporate  in  order  piufMoBi^ 
For  example,  how  should  a  labor  (UvA 
be  defined,  what  constitutes  allmttrtlB 
of  movement,  and  should  a  work  rtd^ 
pa;;e  be  a  consideration.  If,  aftartre- 
view  of  the  facts,  the  Secretary  eondnW 
that  pool  performance  could  notbea* 
because  of  an  unusual  and  unaTofcWk 
circumstance,  he  could  suspend  or  la- 
minate applicable  provisions  of  ttK  9^ 
der  to  eliminate  undue  hardaUp J» 
producers  or  handlers  due  to  cJitW- 
stances  beyond  their  control. 

10.  Weight  factors  for  certtti*  F* 
milk  product.  The  order  should nrtP*' 
vide  specific  factors  to  be  used^tn  W^ 
puting  product  pounds  In  sjJeciflRiW 


-^(j^y,  February  10,  1962 

^  -Miducts  It  was  proposed  that 
"i  fSnyension  factor  for  chocolate 
5SJrtaks  be  specified  in  the  order. 
■tJSdalon  relative  to  the  conversion 
^^l^Tfor  respective  dairy  products 
*S^^aln  with  the  market  adminis- 
SflfSwhe  is  in  the  best  position  to 
?S:Sdetermine  skim  milk  and  but- 
zSk  ooDtent  of  fluid  milk  products. 

iT Mltcellanco^s  changes.  The 
JLeutsm  Wisconsin  order  provides 
^^ZThiDg  of  monthly  reports  by  the 
S  A^  of  the  month  exclusive  of  Sun- 
!uL^  hoUdays.  It  was  proposed  that 
•JJnltion  of  "holiday"  be  provided. 
tJ^alnt  testified,  however,  that  he  had 
JSiMmfflculties  because  of  the  lack 
!r««Bh  definition  in  the  Northeastern 
jLLaMin  order  and  that  any  anUc- 
rS^problems  could  be  handled  ad- 
SSratively  under  the  present  provl- 
JS!^Accordingly.  the  proposed  amend- 
■Mtitli  denied. 

jZunfa  on  proposed  findings  and  con- 
^gkuiu  Briefs  and  proposed  findings 
Jjonchisions  were  filed  on  behalf  of 
Siln  interested  parties.  These  briefs, 
OMd  findings  and  conclusions  and 
evtdence  In  the  record  were  con- 
In  making  the  findings  and  con- 
^^  set  forth  above.  To  the  extent 
the  suggested  findings  and  conclu- 
fOed  by  interested  parties  are  in- 
it  with  the  findings  and  con- 
_  set  forth  herein,  the  requests 

^■■ke  such  findings  or  reach  such 
ggpclnkxis  are  denied  for  the  reasons 
pRTloaily  stated  In  this  decision. 

Oe»ena  findings.  The  findings  and 
^jtennlnatlons  hereinafter  set  forth  are 
mptanentary  and  in  addition  to  the 
f^np  and  determinations  previously 
Bi>^  In  connection  with  the  issuance  of 
the  aforesaid  orders  and  of  the  previ- 
ovly  issued  amendments  thereto;  and 
iB  of  said  previous  findings  and  deter- 
■tnatlons  are  hereby  ratified  and  af- 
trrned,  except  insofar  as  such  findings 
ind  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

(a)  The  tentative  marketing  agree- 
■entrand  the  orders,  as  hereby  proposed 
tibe  unended,  and  all  of  the  terms  and 
itM^ttotm  thereof,  will  tend  to  effectu- 
ite  the  declared  policy  of  the  Act; 

(b)  The  parity  prices  of  milk  as  de- 
tnined  pursuant  to  section  2  of  the 
Act  are  not  reasonable  in  view  of  the 
prtee  of  feeds,  available  supplies  of  feeds, 
Hid  other  economic  conditions  which  af - 
tet  market  supply  and  demand  for  milk 
hi  the  marketing  areas,  and  the  minimum 
prtai  specified  in  the  proposed  market- 
tag  agreements  and  the  o^ers,  as  hereby 
mpoKd  to  be  amended,  are  such  prices 
«  will  refiect  the  aforesaid  factors,  in- 
■re  a  sufficient  quantity  of  pure  and 
vbideBome  milk,  and  be  in  the  public 
tatewt;  and 

(c)  The  tentative  marketing  agree- 
■ortB  and  the  orders,  as  hereby  pro- 
PMBd  to  be  amended,  win  regulate  Uie 
btadllng  of  milk  in  the  same  manner 
■a.  and  will  be  applicable  only  to  persons 
in  the  respective  classes  of  industrial  and 
wwaerclal  activity  specified  in.  a  mar- 
kctlQc  agreement  upon  which  a  hearing 
baa  been  held. 
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Re<^nnmended  marketing  agreements 
and  orderi  amending  the  orders.  The 
following  orders  amending  the  orders 
regulating  the  handling  of  milk  in  the 
IbTiffhigitn  Upper  Peninsula  and  North- 
eastern .Wisconsin  marketing  areas  are 
reconunended  as  the  detailed  and  ap- 
propriate means  by  which  the  foregoing 
conclusions  may  be  carried  out.  The 
recontmiended  marketing  agreements  are 
not  included  in  this  decision  because  the 
regulatory  provisions  thereof  would  be 
the  same  as  those  contained  in  the  or- 
5lers.  as  hereby  proposed  to  be  amended : 

Michigan  Upper  Peninsula  order,  Part 
1044: 
§  1044.22      [Amendment] 

1.  Delete  5  1044.22(1)  (l)  and  substi- 
tute the  following : 

(1)  On  or  before  the  5th  day  of  each 
m<mth  the  mlnlmiun  price  for  Class  I 
milk  pursuant  to  §  1044.50  and  Class  I 
butterfat  differential  pursuant  to  §  1044.- 
52(a).  both  for  the  current  month;  the 
mlniTnum  price  for  Class  n  milk  pur- 
suant to  S  1044.51  and  the  Class  n  but- 
terfat differential  pursuant  to  §  1044.52 
(b),  both  for  the  preceding  month;  and 

2.  Delete     9 1044.41     and    substitute 
the  following: 
§  1044.41     Qasses  of  utilization. 

Subject  to  the  conditions  set  forth  in 
SS  1044.42  and  1044.43,  the  classes  of 
utilization  shall  be: 

(a)  Class  I  utilization  shall  be  all  skim 
milk  and  butterfat: 

(1)  Disposed  of  in  the  form  of  fluid 
milk  products,  except: 

(i)  Fluid  milk  products  classified  as 
Class  n  pursuant  to  (b)  (3)  of  this  sec- 
tion; and 

(11)  Fluid  milk  products  which  are 
fortified  with  nonfat  milk  solids  shall  be 
Class  I  in  an  amount  equal  only  to  the 
weight  of  an  equal  voltune  of  a  like  xm- 
forUfled  product  of  the  same  butterfat 
content;  and 

(2)  Not  accounted  for  as  Class  n 
utilization. 

(b)  Class  n  utilization  shall  be  all 
skim  mlUc  and  butterfat : 

(1)  Used  to  produce  any  product  other 
than  a  fluid  milk  product; 

(2)  In  inventories  of  fiuid  milk  prod- 
ucts on  hand  at  the  end  of  the  month; 

(3)  In  skim  milk  disposed  of  for  live- 
stock feed  or  dumped  subject  to  prior 
notification  to  and  verification  (at  his 
discretion)  by  the  market  administrator; 

(4)  In  skim  milk  equal  to  the  weight 
of  skim  milk  in  fortified  fluid  milk  prod- 
ucts which  is  not  classified  as  Class  I 
pursuant  to  paragraph  (a)  (1)  (ii)  of  this 
section; 

(5)  In  shrinkage  of  skim  milk  and 
butterfat  allocated  to  milk  received  from 
producers,  but  not  to  exceed  2  percent  of 
such  receipts;  and 

(6)  In  shrinkage  of  other  source  milk. 


§  1044.45      [Amendment] 

3.  In  J  1044.45  delete  "in  Class  I.  Class 
n,  and  Class  HI"  and  substitute  "in  Class 
I  and  Class  n." 

4.  Delate  S  1044.46  and  substitute  the 
following: 
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§  1044.46     Allocation  of  batterfat  cUaai- 
fied. 

The  pounds  of  butterfat  remaining 
af t»  mft'ring  the  following  computati<His 
shall  be  the  pounds  in  each  class  al- 
located to  milk  received  from  producers: 

(a)  Subtract  from  the  total  pounds  of 
butterfat  in  Class  n  utilization,  the 
pounds  of  butterfat  shrinkage  classified 
pursuant  to  §  1044.41(b)  (5) ; 

(b)  Subtract  from  the  poimds  of  but- 
terfat remaining  in  each  class,  in  series 
beginning  with  Class  n  utilization,  the 
pounds  of  butterfat  in  other  source  milk 
received  from  a  plant  (s)  other  than 
those  subject  to  another  marketing 
agreement  or  order  issued  pvursuant  to 
the  Act' 

(c)  Subtract  from  the  poimds  of  but- 
terfat remaining  in  each  class  the  pounds 
of  butterfat  in  other'  source  milk  re- 
ceived during  the  month  in  the  form  of 
fiuid  milk  products  from  a  plant  subject 
to  another  marketing  agreement  or  order 
issued  pursuant  to  the  Act  as  follows: 

(1)  From  Class  I,  the  pounds  of  such 
butterfat  received  in  a  consumer-pack- 
aged form  not  so  packaged  in  the  plant 
during  the  month,  and  disposed  of  with- 
out further  processing  or  packaging; 
and 

(2)  In  series  begiiming  with  Class  n 
utilization,  the  remaining  pounds  of  such 
butterfat; 

(d)  Subtract  from  the  pounds  of  but- 
terfat remaining  in  each  class,  in  series 
beginning  with  Class  n  utilization,  the 
pounds  of  butterfat  contained  in  inven- 
tory of  fiuid  milk  products  on  hand  at 
the  beginning  of  the  month; 

(e)  Subtract  from  the  remaining 
pounds  of  butterfat  in  each  class  the 
pounds  of  butterfat  received  from  fluid 
milk  plants  of  other  handlers  according 
to  the  classification  established  pursuant 
to  §§  1044.41  and  1044.43(a); 

(f)  Add  to  the  remaining  pounds  of 
butterfat  in  Class  n  utilization  the 
pounds  subtracted  piu^uant  to  para- 
graph (a)  of  this  section;  and 

(g)  If  the  remaining  pounds  of  but- 
terfat in  Class  I  and  Class  n  exceed 
the  pounds  of  butterfat  in  milk  received 
from  producers,  subtract  such  overage 
from  the  remaining  pounds  of  butterfat 
in  each  class  in  series,  beginning  with 
Class  II  utilization. 

5.  Delete  §§  1044.50,  1044.51.  1044.52, 
and  1044.53  and  insert  §S  1044.50, 1044.51. 
and  1044.52  to  read  as  follows: 

§  1044.50     Qaaa  I  milk  price. 

Subject  to  the  provisions  of  S  1044.52, 
the  price  per  hundredweight  for  Class 
I  milk  shall  be  the  price  pursuant  to 
i  1045.51(a)  of  this  chapter  (Northeast- 
ern Wisconsin)  plus  11  cents  for  plants 
located  in  Zone  Ka) ,  21  cents  for  plants 
located  in  Zone  1,  and  41  cents  for  plants 
located  in  Zone  2.  For  plants  located 
outside  the  marketing  area  and  west  of 
Lake  Michigan  the  price  (subject  to 
§  1044.53)  shall  be  that  specified  for  Zone 
1.  For  plants  located  outside  the  mar- 
keting area  and  east  of  Lake  Michigan 
the  price  (subject  to  §  1044.53)  shall  be 
that  specified  for  Zone  2. 
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§  1044.51      Omm  II   milk   price. 

The  price  per  hundredweight  for 
Class  n  milk  shall  be  the  average  price 
per  hundredweight  for  manufacturing 
grade  milk,  f.o.b.  plants  in  Wisconsin 
and  Minnesota,  as  reported  by  the  USDA 
for  the  month,  adjusted  to  a  3.5  per- 
cent butterf at  basis  by  a  butterf at  differ- 
ential, roxmded  to  the  nearest  one- tenth 
cent,  obtained  by  multiplying  0.12  by 
the  simple  average,  as  computed  by  the 
market  administrator,  of  the  dally  whole- 
Bale  selling  prices  (using  the  midpoint 
of  any  price  range  as  one  price)  of 
Grade  A  (92-score)  bulk  creamery  butter 
per  pound  at  Chicago,  as  reported  by  the 
USDA  for  the  month. 

§  1044.52     Handler  bullerrat  difTereiiliul. 

If  the  average  butterfat  test  of  Class 
I  milk  or  Class  II  milk  as  computed  pur- 
suant to  §  1044.48  is  more  or  less  than 
3.5  percent,  there  shall  be  added  to.  or 
subtracted  from,  as  the  case  may  be.  the 
price  for  each  class  of  utilization,  for 
each  one-tenth  of  one  percent  that  such 
average  butterfat  test  is  above  or  below 
3.5  percent,  a  butterfat  differential  com- 
puted by  multiplying  the  butter  price 
pursuant  to  the  proviso  of  §  1044.51  for 
the  month  specified  below  by  the  appli- 
cable factor  listed,  and  rounding  to  the 
nearest  one-tenth  cent: 

(a)  For  Class  I  milk,  multiply  such 
price  for  the  preceding  month  by  0  125; 

(b)  For  Class  II  milk,  multiply  each 
price  for  the  current  month  by  0  115. 

6.  Renumber  5§  1044.55  and  1044  56 
as  §{  1044.53  and  1044.54. 

§  1044.60      [.Amendment] 

7.  In  §1044.60<a»  delete  "§51044  54 
and  1044.55"  and  substitute  therefor 
§9  1044.52  and  1044.53". 

§  1044.61       [.Amendment  I 

8.  In  {1044.61  (c)  and  id)  delete 
"5§  1044.51  and  1044.55  '  and  substitute 
therefor  "§§  1044.50  and  1044.53'. 

§  1044.62       [Amendment] 

9.  In  9  1044.62  delete  "9  1044.54"  and 
substitute  therefor  "'9  1044.52". 

Northeastern  Wisconsin  order,  Part 
1045: 

§  1045.22      [.Amendment] 

1.  Delete  9  1045  22<i)  ( 1  >  and  substi- 
tute the  following : 

(1)  On  or  before  the  5th  day  of  each 
month  the  minimum  price  for  Class  I 
milk  pursuant  to  9  1045.51  and  the  Class 
I  butterfat  differential  pursuant  to 
9  1045.53' a) ,  both  for  the  current  month: 
the  minimum  price  for  Class  II  milk  pur- 
suant to  9  1045.52  and  the  Class  II 
butterfat  differential  pursuant  to 
9  1045.53(b).  both  for  the  preceding 
month : 

2.  Delete  §  1045  41  and  substitute  the 
following : 

§  1045.41      Classes  of   utilization. 

Subject  to  the  conditions  set  forth  in 
99  1045.42  and  104543.  the  classes  of 
utilization  shall  be: 

(a)  Class  I  utilization  shall  be  all  skim 
milk  and  butterfat: 

(1)  Disposed  of  in  the  form  of  fluid 
milk  products  except: 
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(i)  Fluid  milk  products  classified  as 
Class  II  pursuant  to  paragraph  (b)  i3)  of 
this  section:  and 

(ii)  Fluid  milk  products  which  are 
fortified  with  nonfat  milk  solids  shall  be 
Class  I  in  an  amount  equal  only  to  the 
weight  of  an  equal  volume  of  a  like  un- 
fortified product  of  the  same  nature  and 
butterfat  content;  and 

(2)  Not  accounted  for  as  Class  II 
utilization. 

ib»  Class  II  utilization  shall  l>e  all 
.skim  milk  and  butterfat: 

I  1 1  Used  to  produce  any  product  other 
than  a  fluid  milk  product; 

i2i  In  invtntones  of  fluid  milk  prod- 
ucts on  hand  at  the  end  of  the  month; 

i3i  In  .skim  milk  disposed  of  for  live- 
stock feed  or  dumped  subject  to  prior 
notification  to  and  verification  tat  his 
discretion  >  by  the  market  administrator; 

<  4 »  Represented  by  the  weight  of  skim 
milk  in  fortified  fiuid  milk  products 
which  is  not  classified  as  Class  I  pur- 
suant to  paragraph  ta'tiMii)  of  this 
section; 

t5>  In  .shrinkage  of  skim  milk  and 
butterfat  allocated  to  milk  received  from 
producers,  but  not  to  exceed  2  percent  of 
such  receipts;   and 

<6>    In  shrinkage  of  other  source  milk. 

3.  Delete  J  1045  43  and  .substitute  the 
followinK: 

§  1013.13      Trjin«f«'r*. 

Skim  milk  and  butterfat  transferred  or 
diverted  as  milk,  skim  milk  or  cream  in 
bulk  form  from  a  pool  plant  to: 

I  a  I  The  pool  plant  of  another  handler 
shall  be  classified  as  Class  I  unless  the 
operators  of  both  plants  in  their  reports 
submitted  pursuant  to  §  1045.30  claim 
Class  II  utilization,  subject  in  either 
event  to  the  following  conditions; 

1 1 »  The  receivinK  plant  has  utilization 
in  Class  II  of  an  equivalent  amount  of 
skim  milk  and  butterfat.  respectively; 
and 

t2»  The  i,'reatest  possible  total  quan- 
tity of  skim  milk  and  butterfat  in  pro- 
ducer milk  in  the  two  plants  is  allocated 
to  Class  I: 

ib>  A  plant  operated  by  a  producer- 
handler  or  a  handler  exempt  pursuant  to 
5  1045.81.  shall  be  Class  I  utilization; 

ic>  A  nonpool  plant  i except  as  speci- 
fied in  paragraph  <bt  of  this  section i 
shall  be  Class  I  utilization,  unless  the 
following  conditions  and  the  conditions 
of  paragraph  td)  of  this  section  are  met: 

( 1  >  Utilization  in  Class  II  is  claimed 
by  the  transferor-handler  in  his  report 
submitted  pursuant  to  5  1045  30  for  the 
month ; 

i2>  The  operator  of  the  nonpool  plant 
has  utilization  of  an  equivalent  amount 
of  skim  milk  and  butterfat  in  Cla.ss  II 
after  the  prior  dotluction  from  Class  II 
utilization  of  receipts  thereat  during  the 
month  of  skim  milk  or  butterfat,  respec- 
tively, from  plants  not  regulated  under 
the  provisions  of  any  Federal  marketing 
agreement  or  order:  and 

(3»  The  operator  of  the  nnnix>ol  plant 
maintains  books  and  records  which  are 
adequate  for  the  verification  of  such 
utilization  arfd  are  made  available  if 
requested  by  the  market  administrator 

(d»  Thecla-^sification  of  any  skim  milk 
or  butterfat  for  which  a  claim  of  Cla.ss 
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II  use  IS  made  under  paragraph  (c)(n 
of  this  section  shall  be  subject  to  ttl 
following  further  conditions: 

( 1 )  If  any  skim  milk  or  butterfat  in 
disposed  of  from  the  nonpool  plant  lattl 
form  of  bulk  milk,  skim  milk,  or  cnMi 
to  other  nonp>ool  plants,  the  matkHtL 
ministrator  shall  detenmne  the  cIim! 
cation  of  such  skim  milk  or  buttptu 
at  the  nonpool  plant  where  actual^^S 
or  processed ; 

'2i  If  class  I  utilization  at  any  ag. 
pool  plant  at  which  classification  of  tl» 
pooled  milk  is  made  exceeds  the  receteta 
during  the  month  from  dairy  tunm 
who  constitute  its  regular  source  «( 
Grade  A  milk,  the  transferred  quaattti 
shall  be  Class  I  to  the  extent  to  m 
exce.ss:  Provided.  That  when,  durtogtlM 
month,  transfers  to  such  nonpool  pfaut 
have  been  made  from  regulated  plaati 
under  more  than  one  Federal  mfti^f^j,^ 
agreement  or  order,  the  amount  of  ik^ 
milk  or  butterfat  so  classified  as  Claal 
milk  shall  be  a  pro  rata  quantity  bMil 
on  the  proportion  of  receipts  at  tbena. 
pool  plant  from  each  of  such  reguktai 
plants.  And  provided  further,  ThaXtt^ 
transferor  nonpool  plant  also  baa  i». 
ceipts  of  ungraded  milk  which  are  oca. 
mingled  with  the  receipts  from  the  pod 
plant,  transfers  of  cream  from  such  dob- 
]X)Ol  plant  to  another  nonpool  pim 
which  is  located  in  Wisconsin  ahaO  kt 
allocated  first  to  Class  n  utlUatka 
available  after  making  the  deduetta 
pursuant  to  paragraph  (c)  (2)  of  ttt 
section  at  the  transferee  nonpool  plaal 

§  1013.13       [.Amendment] 

4  In  $  1045.45  delete  "Class  I,  Om 
II  and  Class  III"  and  substitute  "C3aal 
and  Class  II". 

fs    Delete  §  1045.46  and  substitute  thi 

fallowing: 

§  1013.16      All4M-iil ion  of  butterfat  cliM. 
tied. 

The  pounds  of  butterfat  remaisiDi 
after  making  the  following  computattMH 
shall  be  the  pounds  in  each  claai  aOa- 
cated  to  milk  received  from  prodncen: 

ia>  Subtract  from  the  total  pounds «f 
butterfat  in  Class  II  utilization  Oit 
pounds  of  butterfat  shrinkage  claailM 
pursuant  to  §  1045.41(b)(5); 

<  b )  Subtract  from  the  pounds  of  Mr 
terfat  remaining  in  each  class.  In  Kria 
beginning  with  Class  II  utilization,  tbt 
p>ounds  of  butterfat  in  other  source  mA 
received  from  plants  other  than  thw 
subject  to  another  marketing  agreenot 
or  order  i.ssucd  pursuant  to  the  Act: 

'  c  >  Subtract  from  the  pounds  of  but- 
terfat remaining  in  each  class,  in  seriB 
beginning  with  Cla.ss  II  utilization,  the 
pounds  of  butterfat  in  other  source  mitt 
received  from  a  plant  subject  to  anotlw 
market mg  agreement  or  order  issued 
pursuant  to  the  Act; 

'  d  I  Subtract  from  the  pounds  of  but- 
terfat remaining  in  each  class.  In  seriei 
beginning  with  Class  II,  the  pounds  « 
butterfat  contained  in  inventory  of  fWd 
milk  products  on  hand  at  the  beginnlW 
of  the  month: 

M"  Subtract  from  the  remtlnttl 
pounds  of  butterfat  in  each  c^*"^ 
pounds  of  butterfat  received  as  fluid  m» 
products  from  pool  plants  of  other  h«- 


•     .-.^grtinff  to  the  clasalfleaUon  es- 
JJjgrpSviwit   to    89  1045.41   and 

•S*^'to  the  remaining  pound*  of 

nJ!r*"    Class    n    utilization   the 

|*J^^irt)tracted   pursuant  to  para- 

^2k  (a)  ot  this  section:  and 

^rt  tbe  remaining  pounds  of  but- 

1  to  Class  I  and  Class  H  exceed  the 

teof  butterfat  in  milk  received  from 

i^gn,  subtract  such  overage  from 

^^2ning  pounds  of  butterfat  in 

^^1  in  series,  beginning  with  Class 


•  nd«te  99  1045.51,  1045.52.  1046.53 
1^10^54  and  substitute  the  following: 
1111131     CUss   I   milk   price. 

^MMit  to  the  provisions  of  i  1045.53. 
^St  per  hundredweight  for  Class  I 
St^ball  be  as  follows: 

to)  tlie  basic  formula  price  for  the 
Jijtaf  month  plus  $0.54  during  the 
J25iof  March.  April.  May,  and  June, 
SMduring  January,  February,  July, 
^  -  Bsmber.  and  $0.94  during  aU  other 
I  jiius  or  minus  a  supply -demand 
nmwirtf"*  of  not  more  than  24  cents. 
^"^jHyiy-dfimand  adjustment  shall  be 
i^Mtsd  as  follows: 

(1)  Calculate  a  "current  utilization 
Hcentaffe"  for  each  month  by  dividing 
Egtolal  poimds  of  Class  I  milk  (ez- 

f  interhandler  transfers)  dls- 
of  from  pool   plants  under   the 

I  of  this  order  and  the  order  regu- 
^  J  the  handling  of  milk  in  the  Mich- 
Mi  Uliper  Peninsula  marketing  area 
(Fvt  1044  of  this  chapter)  for  the  sec- 
inj  gBd  third  preceding  months  into  the 
Igttf  inmdredweight  of  producer  milk 
MrtMd  at  such  plants  during  the  same 
,flB^,  multiply  by  100  and  round  to 
lbs  Dsarest  whole  number; 

(2)  Calculate  a  "net  deviation  per- 
MBtaie"  as  follows: 

a)  If  the  current  utilization  percent- 
al ii  neither  less  than  the  minimum 
nrd  utilization  percentage  spedfled 
nor  in  excess  of  the  maximtim 
jud  utilization  percentage  specified 
r,  the  net  deviation  percentage  is 


(il)  Any  amount  by  which  the  cur- 
U^aisatlon  percentage  Is  less  than 
tin  Mtntmnm  standard  utilization  per- 
ontMe  specified  below  is  a  "minus  net 
Matlon  percentage" ;  and 

(Hi)  An^  amount  by  which  the  ciu*- 
mk  «tilization  percentage  exceeds  the 
■"«■»"»"  standard  utilization  percent- 
IP  «wdfled  below  is  a  "plus  net  devia- 
ttOD  percentage". 
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* 

Month  for  which  utiliia- 
Uon  is  computed 

Standwd 

utUlntkn 

nagt 

Mini- 
mum 

Maxi- 

ftE;;; 

Octol>er-Noveinber 

Novpmbor-December. . . 

Dcoerabor-Jannary 

Jftnuary-February 

February-M  •rch 

M»rch-Aprll -. 

128 
128 

lao 

13> 

186 
1« 
145 
180 
148 
180 
128 
US 

128 
138 
IIS 

in 

140 
145 

»^— :::::: 

April-May - 

150 

May-June 

June-July    

156 

Suw.:..:: 

July-Aupust         

186 

JB&;-- 

Aaciut-September 

September-October 

1» 
Ul 
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(3)  Wait  %  minus  net  deviaticm  per- 
centage the  Class  I  price  shall  be  in- 
ereaaed  and  for  a  plxis  net  deviation  per- 
centage the  Class  I  price  shall  be  de- 
creased bfj  two  cents  for  each  percentage 
point  of  net  deviation:  Provided,  That 
for  each  of  the  firat  12  months  from  the 
effective  date  hereof,  the  supply-demand 
adjustment  shall  differ  by  not  more  than 
4  cents  from  that  calculated  for  the  sec- 
ond preceding  month  and  thereafter  by 
not  ipore  than  4  cents  from  that  calcu- 
lated for  the  first  preceding  month. 

(b)  FoT  plants  located  in  the  Wiscon- 
sin counties  of  Florence.  Forest,  Mari- 
nette. Oneida  and  Vilas  or  in  the  State  of 
Mi4^*»ig«^n,  the  price  computed  in  para- 
graph (a)  of  this  section  shall  be  in- 
creased 10  cents. 
§  1045.52     Oan  II  milk  price. 

The  price  per  himdredweight  for  Class 
n  milk  shall  be  the  average  price  per 
hundredweight  for  manufacturing  grade 
miifc  f  x).b.  plants  in  Wisconsin  and  Min- 
nesota, as  reported  by  the  USDA  for 
the  month,  adjusted  to  a  3.5  percent  but- 
terfat basis  by  a  butterfat  differential, 
rounded  to  the  nearest  one-tenth  cent, 
obtidned  by  multiplying  0.12  by  the  sim- 
ple average,  as  computed  by  the  market 
administrator,  of  the  daily  wholesale 
selling  prices  (using  the  midpoint  of  any 
price  range  as  one  price)  of  Grade  A 
(92-score)  bulk  creamery  at  Chicago,  as 
reported  by  the  USDA  for  the  month. 

g  1045.5S    Handler  butterfat  differential. 

If  the  average  butterfat  test  of  Class 
I  milk  or  Class  n  milk  as  computed  pur- 
suant to  1 1045.48  is  more  or  less  than 
3.5  percent,  there  shall  be  added  to  or 
subtracted  from,  as  the  case  may  be. 
the  price  for  such  class  of  utilization,  for 
each  one-tenth  of  one  percent  that  such 
average  butterfat  test  is  above  or  below 
3.5  percent,  a  butterfat  differential  com- 
puted by  multiplying  the  butter  price 
specified  in  §  1045.52  by  the  applicable 
factor  listed  and  rounded  to  the  nearest 
one-tenth  cent: 

(a)  PV>r  Class  I  milk  multiply  such 
price  for  the  preceding  month  by  0.125; 

(b)  Ftor  Class  II  milk  multiply  such 
price  for  the  cvu-rent  month  by  0.115. 

7.  Renumber  !  1045.55  as  S  1043.54. 
g  1045.60      [Amendment] 

8.  In  J  1045.60(d)  delete  "Class  HI" 
and  substitute  "Class  n". 

§  1045.63      [Amendment] 

9.  In  §  1045.63(b)  delete  "Class  lU" 
and  substitute  "Cnass  n". 

g  1045.64      [Amendment] 

10.  In  i  1045.64  delete  "CHass  I.  Class  n 
and  Class  m"  and  substitute  "Class  I 
and  Class  n". 

g  1045.83      [Amendment] 

11.  In  11045.83(a)(1).  delete  "Class 
m"  and  substitute  "aass  U". 

Signed  at  Washington,  D.C.,  on  Febru- 
ary 7.  1992. 

Jakes  T.  Ralph, 
Assistant  Secretary. 

[FJl.    Doc.    «2-1407:    Filed.    Feb.    9.    1962; 
8:50  a.m.] 
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[Docket  No.  AO-M8-A0] 

MII,K  IN  CENTRAL  ARKANSAS 
MARKETING  AREA 

Notice  of  Recommandad  Decision  and 
Opportunity  To  File  WrMton  Ex- 
ceptions on  Proposed  Amendments 
to  Tentative  Marketing  Agreement 
and  Order 

Pursuant    to   the   provisi<ms   of    the 
Agricultural  BCarketing  Agreement  Act 
of  1937,  as  amended   (7  U.8.C.  601  et 
seq.),  and  the  applicable  rules  of  prac- 
tice and  procedure  governing  the  formu- 
lation of  marketing  agreemmts  and  mar- 
keting orders  (7  CFR  Part  900) ,  notice 
is  hereby  given  of  the  filing  with  the 
Hearing    Clerk    of    this    recommended 
decision,  of    the    Assistant    Secretary. 
United  States  Department  of  Agricul- 
ture, with  respect  to  proposed  amend* 
ments  to  the  tentative  marketing  agree- 
ment, and  order  regulating  the  handling 
of  milk  in  the  Central  Arkansas  mar- 
keting area.    Interested  parties  may  file 
written  exceptions  to  this  decision  with 
the  Hearing  Clerk,  United  States  Depart- 
ment  of   Agriculture,   Washington    25, 
D.C.,  not  later  than  the  close  of  business 
the  5th  day  after  publication  in  the 
Federal     Rxgxstkr.       The     exceptions 
should  be  filed  in  quadruplicate. 

Preliminary  statement.  The  hearing 
on  the  record  of  which  the  proposed 
amendments,  as  hereinafter  set  forth, 
to  the  tentative  marketing  agreement 
and  to  the  order,  were  formulated,  was 
conducted  at  Littie  Rock.  Arkansas,  on 
November  15,  1961.  and  December  5  and 
6, 1961  ..pursuant  to  notice  there<^  which 
was  Issued  October  25,  1961  (26  FJt. 
10135) ,  and  a  supplemoital  notice  which 
was  issued  October  31.  1961  (26  FJl. 
10485). 

The  material  issues  on  the  record  of 
the  hearing  relate  to : 

1.  Marketing  area: 

2.  Class  I  price; 

3.  Location  price  differentiaiB;  . 

4.  Class n price; 

5.  Equivalent  price  determinati<m; 

6.  Pool  plant  definition; 

7.  Cooperative  association  as  a  han- 
dler; 

8.  Allowable  shrinkage  in  Class  n; 

9.  Reporting  dates;  and 

10.  Classification  of  fluid  milk -prod- 
ucts fortified  with  nonfat  milk  solids. 

Findings  and  conclusions.  The  tcA- 
lowlng  findings  and  conclusions  oxl  the 
material  issues  are  based  on  evidence 
presented  at  the  hearing  and  the  record 
thereof : 

1.  Marketing  area.  The  marketing 
area  should  be  expanded  to  in<dude 
Phillips,  Lee,  St.  Francis,  Cross.  Wood- 
ruff, and  Prairie  Counties.  Arkansas,  and 
th^  city  of  Gurdon  and  the  town-  of 
Okolona  in  Clark  County.  Arkansas.  In 
each  of  these  counties  and  in  the  two 
communities  in  Clark  County,  handlera 
presently  regulated  by  the  Central  Ar- 
kansas milk  order  dispose  of  more  than 
half  the  fluid  milk  products  sold  in  tbe 
respective  comity  or  community. 

The  Central  Arkansas  MUk  Producers 
Association  proposed  the  extension  of 
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the  markettnc  arM  to  add  13  counties 
esat  »nd  noribeftst  of  the  marketing  area 
M  presentlj  defined.  This  additional 
area  was  inq—iitwl  to  wpoinp>M  a  ter- 
ritory within  which  lales  made  from  a 
plant  located  at  Paragould,  Arkansas 
are  about  half  of  that  plant's  total  sales. 
No>8alBB  woe  made  in  the  present  mar- 
keting area  frcm  the  Paragould  plant  at 
the  «m»  of  the  hearing.  That  plant  was 
reported  to  be  the  successful  bidder  for 
a  contract  to  supply  a  military  installa- 
tion in  the  area  beginning  January  1. 
1962. 

Ruld  milk  products  from  the  Para- 
gould plant  are  distributed  In  an  area  of 
northeast  Arkansas  and  southern  Mis- 
souri where  handlers  regulated  under 
the  St.  Lools.  Paducah.  Memphis,  and 
Central  Arkansas  markets  sell  milk. 
The  plant  is  nearer  to  Memphis,  Tennes- 
see (about  90  miles) ,  and  to  Little  Rock. 
Arkansas  (about  143  miles) .  than  to  the 
jnlncipal  cities  in  the  other  areas.  In 
the  territory  served  by  the  Paragould 
plant  that  plant  has  about  40  percent  of 
an  sales;  Paducah  and  Memphis  han- 
dlers (other  than  the  Paragould  plant) 
each  have  about  one-fourth  of  the  sales 
and  St.  Louis  and  Central  Arkansas  han- 
dlers each  have  about  11-12  percent  of 
all  sales. 

In  the  13-county  area  proposed  for  in- 
clusion in  the  Central  Arkansas  mar- 
keting area,  the  Paragould  plant  has  43 
percent  ot  all  sales;  (Antral  Arkansas 
handlers.  11  percent:  Memphis  handlers. 
21  percent;  Paducah  handlers,  9  per- 
cent; aixi  St.  Louis  handlers,  3  percent. 

The  proposed  13-county  area  is  com- 
IMMed  of  six  southern  counties  in  each 
of  which  handlers  regulated  under  the 
Central  Arkansas  order  make  more  than 
half  the  total  fluid  milk  products  sales 
and  seven  northern  counties  where  Cen- 
tral Arkansas  handlers  do  not  have  a 
majority  of  the  sales.  Therefore,  only 
the  six  counties  which  are  primarily 
served  by  Central  Arkansas  handlers 
should  be  included  in  the  Central 
Arkansas  marketing  area. 

Sales  from  the  Paragould  plant  in  the 
six-county  area  represented  Just  under 
5  percent  of  the  total  fluid  sales  made 
from  the  plant  at  the  time  of  the  hear- 
ing. The  military  contract  sales  re- 
ported to  be  awarded  to  this  plant 
amount  to  about  500  gallons  per  day  and 
approximately  5  percent  of  the  total  fluid 
sales  from  the  plant.  Thus,  with  any 
further  increase  in  sales  in  the  present 
Central  Arkansas  marketing  area  plus 
the  six  counties  proposed  herein  to  be 
included,  the  Paragould  plant  would  be 
regxUated  under  the  Central  Arkansas 
order.  The  sales  in  the  Memphis  area 
represent  less  than  3  percent  of  the  dis- 
position from  the  Paragould  plant. 
However,  regulation  under  the  Central 
Arkansas  order  would  occur  in  the  month 
following  that  in  which  the  sales  in  ^e 
Central  Arkansas  area  exceeded  those 
in  the  Memphis  area  for  a  six-month 
period. 

Since  the  Paragould  plant  Is  regulated 
under  the  Memphis  order  at  the  present 
time  the  minimum  class  prices  required 
to  be  paid  producers  are  generally  in  line 
with  those  required  under  the  Central 
Arkansas  wder.    The  Memphis   order 


which  operates  on  the  basis  of  an  in- 
dividual handler  pool  requires  that  any 
plant  from  which  1.000  pounds  of  CIbmb 
I  milk  per  day.  or  5  percent  of  the  Class 
I  milk  at  the  plant  during  the  month, 
is  disposed  of  on  routes  In  the  marketing 
area  shall  be  regulated  as  to  minimum 
prices  paid  producers.  The  Central 
Arkansas  order  requires  that  10  percent 
of  a  plant's  receipts  from  producers  and 
other  pool  plants  be  disposed  of  on 
routes  in  the  marketing  area  as  a 
basis  for  full  regulation  of  minimum 
prices.  There  was  no  proposal  to  re- 
duce this  requirement  in  order  to  regu- 
late a  plant  under  the  order  where  It 
made  the  greater  sales.  Therefore, 
when  the  sales  by  the  Paragould  plant 
in  the  counties  primarily  supplied  by 
Central  Arkansas  handlers  exceed  10 
percent,  the  plant  should  be  regulated 
under  the  Central  Arkansas  order. 

There  are  three  other  plants  which  sell 
milk  in  the  seven  counties  not  recom- 
mended for  inclusion  in  the  Central 
Arkansas  milk  marketing  area  which 
would  remain  unregulated  by  reason  of 
the  failure  to  include  said  counties  in 
the  area.  There  was  no  showing  of  dis- 
orderly marketing  conditions  in  the  area 
which  might  be  attributable  to  the  prac- 
tices of  these  handlers  in  buying  milk 
from  producers. 

The  proposed  inclusion  of  Okolona  and 
Ourdon  in  the  marketing  area  was  re- 
quested by  two  handlers  now  regulated 
under  the  Central  Arkansas  order  who 
make  70  percent  of  the  sales  in  the  two 
communities.  The  marketing  area  now 
Includes  all  of  Clark  County  (total  pop- 
ulation. 20.950)  except  the  city  of  Our- 
don (2,1({6)  and  the  town  of  Okolona 
(344).  (Ofllcial  notice  has  been  taken 
of  1960  United  States  Census.)  The 
pro[>onents  of  the  change  pointed  out 
that  the  impact  of  prices  and  sales  prac- 
tices actually  extends  beyond  the  cor- 
porate limits  of  the  communities  since 
they  are  entirely  surrounded  by  area 
which  is  presently  included  In  the  regu- 
lated market. 

One  handler  selling  in  these  communi- 
ties has  recently  offered  customers  a 
free  quart  carton  of  milk  with  each  half- 
gallon  purchase.  The  handlers  propos- 
ing the  regulation  of  these  communities 
attribute  this  sales  practice  to  the  sub- 
ject handler's  being  able  to  purchase, 
milk  without  regard  to  minimum  order 
prices.  This  handler  purchases  milk 
from  the  Central  Arkansas  milk  pro- 
ducers on  a  classified  price  plan  but  since 
his  books  are  not  audited  by  the  pro- 
ducers' association  or  an  impartial 
ajjency  there  is  no  assurance  that  he 
pays  the  Class  I  price  for  all  fluid  prod- 
ucts sold.  Another  handler  who  pur- 
chases milk  on  the  same  basis  testifled 
that  he  sold  Class  II  milk  for  whatever 
price  he  could  get.  He  cited  prices  of 
$2  95  to  $3.50  per  hundredweight.  He 
then  pays  producers  for  Class  n  milk  at 
such  prices.  Since  Class  n  milk  is  avail- 
able at  these  prices  substantially  below 
the  Class  I  price  and  can  be  sold  in  an 
unregulated  market  at  competitively  de- 
structive prices  It  promotes  disorderly 
marketing.  To  prevent  this  disorder 
Ourdon  and  Okolona  should  be  included 
in  the  marketing  area. 


Two  handlers  who  have 
these  communities  objected  t» 
elusion  in  the  regulated 
Each  of  these  handlers  has  a 
lated  under  the  Central 
as  well  as  a  plant  which  is  not 
and  from  which  distribution  Is 
Ourdon   and  Okolona.     Each  «| 
handlers  maintained  that  it 
economical   because   of  route 
mcnts  to  serve  the  Okolona 
area  from  the  unregulated  piaat 
than  from  the  regulated  plant   ' 
handlers    also   alleged    that  thiy 
paying  Class  I  prices  in  exoe«  of 
charged     regulated     handlers 
prices  are  negotiated  with  the 
cooperative  which  supplies  milk  to 
handlers.    The  negotiated  price  k  a 
paid  for  milk  supposedly  used  tB 
sales.    The  quantity  of  milk 
sales  is  reported  by  the  hunrf^gi  |g^^ 
not  subject  to  verification.    SoBtttf  |^ 
milk  may  actually  move  to  ottMr  1^ 
milk  plants  or  be  disposed  of  on  n^ 
The  lack  of  a  system  for  reiUSHm^ 
use  of  milk  according  to  estabUdiililB 
prices   has  already  brought 
orderly  marketing  in  these 
Since  these  handlers  have  the 
ity  to  adjust  their  business  so  tbil 
are  made  from  a  regulated  plank 
regulated  area  no  hardship 
suit  from  the  Inclusion  of  then 
in   the   marketing   area 
there  Is  no  Indication  that  the 
prices  which  they  pay  are  so 
that  the  charges  they  would  be 
to  pay  into  the  Central  Aikaamm 
duccr  settlement  fund  would  not  to 
coverable  in  the  prices  they 
pay  producers. 

2.  Class  I  price.  The  Issue  with 
to  Class  I  price  is  composed  e( 
segments:  the  basic  formula  pclBliifti 
fluid  differential  added  to  the  bMte  tm- 
mula  and  the  need  for  a  compatolRf 
payment  on  Class  I  milk  priOBd  air 
the  Memphis  order. 

a.  Basic  formula.    The  type  of  toil 
formula  appropriate  for  use  In  thsQ|» 
tral  Arkansas  market  was  consldKilll 
a  hearing  held  at  Memphis,  TbobhIM 
and  Little  Rock.  Arkansas  on  July  IMH 
1961.    Official  notice  Is  hereby  taktorf 
the  recommended  decision  (26FA.IM 
resulting  from  that  hearing  which 
the  necessity  for  adopting  a 
mulav^ln    the   Central    ArkaoMi 
which  will  maintain  general  aHi 
with  prices  In  the  Memphis  market  Ito 
decislcn  also  describes  the  necewByit 
alignment   of   Memphis   Class  I  prfH 
through  the  basic  formula  with  CSmI 
prices  In  the  Paducah.  Ozarks.  8t  LHfe 
and  Suburban  St.  Louis  markets.   M 
final  decision  in  this  matter  hM  toa 
made  pending  the  reconslderattsnrfli 
basic  formula  appropriate  for  use  toSV* 
eral  central  United  States  nutrketl  !► 
eluding    both    Central    Arkansas  «i 
Memphis.    That  hearing  opened  at  Ol^ 
cago.  niUiois,  January  17.  1962, 
notice  is  taken  of  this  hearing 
sued  January  11.  1962  (27  PJl.  814). 

Since  the  issue  with  respect  to  I 
formula  is  being  considered  on  tts  I 
of  these  other  hearing  records, 
cision  on  this  record  will  be 
the  relative  level  of  the  Cla«  X 
in  the  Central  Arkansas  market  ■ 
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B  formula  used  In  the  variouB 
tbe  region  is  identical  In  all 


.  T-SL^  differential.  A  fluid  differ- 
lifJil  74  should  be  established  sub- 
SR,^  niaxlmum  price  to  relation  to 
ttiteWlBhed  for  the  same  month  to 
■•^Ti^Pilrea  and  a  maximum  and 
price  based  on  the  Memphis 
T*lffice.  seasonally  adjusted.  A 
Jam  price  limit  through  December 
^0^  be  the  Ozarks  Class  I  price, 
^Sradjusted.  plus  75  cents.  On 
liiSl*  January  1, 1963.  this  maximum 
■Sritolt  should  te  the  Ozarks  Class  I 
22  Saonally  adjusted,  plus  60  cents, 
r^l^^^d  minimum  limits  to  the 
1  price  should  be  based  on  the 
ilB  Class  I  price,  seasonally  ad- 
plus  or  minus  25  cents,  respec- 
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"Sot  three-four  hs  of  the  milk  supply 
Wttfl  Central  Arkansas  market  is  re- 
ijr  from  farms  loct.ted  withto  the 
^^Lftes  of  the  markettog  area.  There 
mSb  competition  for  this  milk  supply 
Sf^mdlers  in 'other  markets.  There- 
SattM  supply  of  milk  available  to  the 
t  from  nearby  farms  is  determtoed 
'  by  the  decisions  of  these  dairy- 
IB  expanding  or  reducing  dairy 
IS.  The  average  daily  delivery 
d  aflk  per  producer  rose  gradually, 
^gil  10  pounds  each  year,  from  1955 
HiMV.  in  the  first  nine  months  of  1961 
M  iifly  delivery  per  producer  rose  94 
Ai  above  the  average  delivery  to  the 
period  of  the  previous  year.  Al- 
there  was  some  reduction  to 
>  of  iMwlucers  supplytog  the  mar- 
lit  tte  total  supply  of  milk  available  to 
■aiket  from  producers  who  nor- 
Ir  RPldy  the  area  rose*  7  million 
jfflm  from  January-October  1960  to 
jtonry-October  1961. 

■  I  sales  declined  in  the  same 
I  by  4V^  million  pounds.  As  a  con- 
ee  of  these  contra-changes  to 
^  and  sales  the  ratio  of  supply  to 
itt»e  from  119  in  the  1960  period  to 
UT  In  1961.  These  percentages  are  cal- 
ahted  on  the  basis  of  the  total  supply 
if  Bilk  maintained  for  the  Central 
UhxtT'  area  including  the  milk  di- 
iMlsd  to  Other  areas  which  was  tocluded 
tk  tlM  cooperative  association  pool  but 
flidi  was  not  reported  aa  producer  milk 
mkt  the  order.  Class  I  sales  toclude 
al  nles   from    this    cooperative   pool 


Ibe  increase  in  milk  supply  relative  to 
■hi  indicates  that  Class  I  prices  may 
te  attracting  too  much  milk  supply  or 
Il9  Buy  be  discouraging  Class  I  sales. 
Ikwufers  during  the  past  year  of  Class 
I  Mdai  from  the  Central  Arkansas  mar- 
kit  to  handlers  supplied  by  producers  in 
te  Memphis  and  Ozarks  areas  reduced 
I  sales  of  Central  Arkansas  pro- 

1  by    1,550,000    pounds    monthly. 

mi  k>68  of  Class  I   sales  was  offset 
by  Class  I  sales  to  other  markets, 
the    substitution    of  '  other 
i  of  supply  for  Class  I  sales  which 

Arkansas  producers  had  made 

MB  be  attributed  to  some  extent  to  the 
levels  of  Class  I  prices  to  these 


AMoogh  the  major  part  of  the  milk 
for  the  Central  Arkansas  market 


Is  obtalnfid  from  nearby  counties,  the 
nortliwestem  Arkansas  counties  of  Ben- 
ton and  Washington  provide  the  reserve 
supply  for  the  market.  These  cotmties 
arc  to  the  Osarks  marketing  area  and 
supplies  available  to  the  Central  Arkan- 
sas market  are  affected  by  the  relation- 
ship between  the  price  to  the  Ozarks 
area  versus  that  to  the  Central  Arkansas 
market.  There  are  also  large  supplies 
of  yn^Hf  to  southern  Missoiiri  which  are 
equally  available  to  the  St.  Louis  and 
Central  Ai^ansas  markets. 

The  trend  toward  an  oversupply  to 
the  Central  Arkansas  area  relative  to 
Class  I  sales  could  be  accentuated  quickly 
by  any  fiu^er  tocrease  in  the  Central 
Arkansas  Class  I  price  in  relation  to 
surrounding  markets  which  represent 
alternative  supplies  of  milk .  If  the  Class 
I  price  exceeds  substantially  for  an  ex- 
tended period  the  price  to  these  other 
markets  by  more  than  the  cost  of  trans- 
porting iwiik  from  such  markets  we  may 
eitpect  milk  from  these  other  markets  to 
supplant  milk  priced  under  the  Central 
Arkansas  order. 

To  prevent  further  loss  of  Class  I  sales 
the  fluid  differential  established  by  the 
Central  Arkansas  order  for  the  re- 
matoder  of  1962  should  not  exceed  the 
Ozarks  differential  by  more  than  it  does 
currently.  The  $1.74  differential  m  the 
Central  Arkansas  area  exceeds  the 
Ozarks  differential  (annual  average)  be- 
fore supply-demand  adjxistment  by  59 
cents.  Official  notice  has  been  taken  of 
the  provisions  of  the  Chicago.  St.  Louis 
and  Ozarks  orders  which  establish  Class 
I  prices.  The  cost  of  moving  milk  from 
Sprtogfield.  Missouri  to  Little  Rock  is 
about  35  cents  per  hundredweight. 
From  Washington  and  Benton  counties 
Arkansas  the  milk  freight  cost  to  Little 
Rock  is  about  30  cents.  The  Class  I 
price  to  Washington  and  Benton  counties 
is  established  by  the  Ozarks  order  at  25 
cents  over  the  Springfield  price. 

The  St.  Louis  differential  (annual 
average  before  adjustment  by  supply- 
demand  adjuster)  is  $1.40  and  plus 
transportation  from  St.  Louis  (54  cents) 
is  more  than  the  Central  Arkansas  dif- 
ferential. However,  milk  priced  under 
the  St.  Louis  order  is  received  at  plants 
nearer  to  Little  Rock  than  St.  Louis  and 
at  such  plants  the  freight  cost  to  Little 
Rock  would  be  lower. 

If  prices  to  the  St.  Louis  and  Ozarks 
markets  were  not  depressed  by  the  cur- 
rently effective  supply-demand  adjust- 
ment the  Central  Arkansas  differential 
of    $1.74    would    matotaln    reasonable 
allgiunent  with  Class  I  prices  m  these 
markets.    Normally,  a  Class  I  price  In 
the  Central  Arkansas  market  about  60 
cents  over  the  Ozarks  price  and  35  cents 
over  the  St.  Louis  price  would  be  an 
appropriate    ceiling.      This    difference 
should   be  established   as   a   maximum 
limit  on  the  Central  Arkansas  Class  I 
nrice  to  become  effective  January  1, 1963. 
In  the  12  months  endmg  with  October 
1961  the  Central  Arkansas  Class  I  price 
exceeded  the  Ozarks  Class  I  price  (4  per- 
cent butterfat  basis)  by  96  cents.    The 
relatively  high  price  to  Central  Arkansas 
resulted  from  two  factors.    The  Central 
Arkansas  price  rose  relative  to  the  Ozarks 
price  because  the  basic  formula  used  to 
computing  the  Central  Arkansas  price 
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averaged  18  cents  hli^er  than  the  banle 
formula  which  detamtoed  the  Omte 
price.  The  divergence  to  price  due  to 
the  basic  formula  differenoes.  as  here- 
tofore stated,  is  being  dealt  with  to  an- 
other decision. 

Another  factor  which  affected  tbe  rda- 
tlve  levels  of  the  Class  I  prices  to  these 
two  markets  was  the  supply-demand  ad- 
juster which  reduced  the  St.  Louis  price 
and  thereby  reduced  the  Ozarks  Class  I 
price  which  is  related  directly  to  the  St. 
Louis  price.  If  'the  supply-demand  ad- 
juster which  affects  the  Ozariu  and  St. 
Louis  prices  oonttoues  to  reduce  such 
prices  by  as  much  as  it  has  been  doing 
the  Central  Arkansas  ceiling  price 
should  reflect  such  reductions  on  and 
after  January  1.  1963.  Meanwhile,  the 
ceiltog  price  should  be  established  at  a 
15-cent  higher  level  to  allow  a  gradual 
price  adjustment.  This  celling  arrange- 
ment should  prevent  any  f  \uther  increase 
this  year  to  the  Central  Arkansas  Class 
I  price  relative  to  the  Class  I  prices  to 
the  Ozarks  and  St.  Louis  markets. 

The  mechanics  for-  aligning  Central 
Arkansas  Class  I  prices  with  the  Osarks 
and  St.  Louis  markets  should  be  through 
a  ceiling  based  on  the  Ozarks  price.  This 
will  accomplish  alignment  with  St  Louis 
prices  smce  the  Ozarlcs  and  St.  Ix>uis 
prices  are  directly  related  with  the 
Ozarks  price  somewhat  less  variable  on  a 
seasonal  basis.  • 

With  separate  Class  I  pricing  formulas 
in  the  Memphis  and  Central  Arkansas 
markets,  it  will  be  possible  for  prices  to 
move  in  one  market  todependently  of 
the  other.  Because  there  is  considerable 
overlapping  of  sales  routes  operated  by 
Memphis  handlers  and  by » Central  Ar- 
kansas handlers  a  sharp  drop  or  tocrease 
in  the  Class  I  prices  to  Central  Arkansas 
could  disrupt  normal  delivery  patterns' 
and  toduce  shifts  to  milk  supplies  be- 
tween these  adjacent  markets.  A  provi- 
sion which  matotains  the  Central  Ar- 
kansas Class  I  price  withto  the  range 
of  the  Memphis  Class  I  price  plus  or 
minus  25  cents  will  prevent  wide  differ- 
ences in  prices  to  the  two  markets.  The 
25-cent  difference  should  apply'  to  the 
armual  average  fluid  differential  with 
seasonal  adjustments,  if  necessary. 

c.  Compensatory  payment  on  Class  I 
milk  priced  under  the  Memphis  order. 
The  compensatory  payment  toto  the 
Central  Arkansas  producer  settlement 
fund  on  Class  I  milk  priced  under  the 
Memphis  order,  whenever  the  Central 
Arkansas  Class  I  pripe  at  toy  location 
exceeds  the  Memphis  Class  I  price, 
should  be  disconttoued. 

This  provision  was  adopted  to  deal 
with  an  unusual  situation  to  which  a 
plant  located  to  the  Central  Arkansas 
markettog  area  disposed  of  almost  eqiial 
quantities  of  Class  I  milk  to  the  Central 
Arkansas  and  the  Memphis  marketing 
areas.  Whenever  sales  to  Memphis  ex- 
ceeded those  in  Central  Arkansas  the 
plant  became  subject  to  the  Idemphft 
order  and  was  eligible  for  a  price  deduc- 
tion based  on  the  location  of  the  plant 
to  relation  to  Memphis.  When  sales 
were  greater  to  the  Central  Arkansas 
area  the  deduction  did  not  apply.  This 
handler  is  no  longer  operating  to  this 
manner.  Memphis  sales  of  the  handler 
are  procured  at  and  distributed  from  a 


1290 


PtOK>SED  RULE  MAKING 


ffff*!***  plant  Sales  In  the  Central 
Axkaasaa  ana  are  Bade  tram  a  plant 
iof  ttti  In  the  area. 

SInee  FHlaral  order  ClaM  I  prices  In 
neichbarlzw  — rtrnts  are  eatataUsbed  to 
maintain  goieral  alignmeni  subject  to 
tranaportatton  cost  differentials  and 
relative  levels  of  supiriy  and  demand  in 
eaeb  aaricei,  compepsatory  payments 
are  not  needed  in  moat  cases  to  matntoln 
mipn^iriate  market  price  relationships. 

The  ddetion  of  this  provision  is  neces- 
sary at  t>i*«  tine  to  aroid  the  Impoeitlon 
of  unwarranted  charges  which  might 
result  from  differences  in  the  Memphis 
and  Central  Arkansas  Class  I  prices  as 
tbe  result  of  this  decision  and  a  pending 
decision  relfitire  to  the  Memi^is  Class  I 
price.  It  has  been  proposed  to  change 
the  seasonality  of  the  Memphis  Class  I 
dlflerentlaL  Such  a  change  would  re- 
quire substantial  payments  by  a  BCemphls 
haniTIf-  dlqpoaing  of  Class  I  products  in 
tbe  Central  Arkansas  area  during 
'aaonttas  whoi  the  Memphis  price  was 
kmer  than  the  Central  Arkansas  price. 

3.  I.ocaMo«  price  differentials.  No 
change  should  be  made  in  the  rate  or 
application  of  location  price  differentials 
except  that  such  differentials  shoiild  be 
measured  from  Little  Rock  as  well  as 
Benton.  Arkansas. 

The  cooperatire  association  represent- 
ing a  majority  of  the  producers  supply- 
ing the  market  sponsored  a  proposal  in 
the  hearing  notice  to  disallow  location 
price  differentials  at  plants  located  in 
the  marketing  area.  At  the  hearing  the 
proponents  offered  no  testimony  relative 
to  their  proposal. 

Several  handlers  whose  plants  are 
located  within  60  miles  of  Benton. 
Ai^ansas  (the  present  basing  point  for 
location  differentials)  supported  the  co- 
opcratire  association  proposal.  These 
plants  are  not  allowed  a  location  price 
differential  imder  present  terms  of  the 
order.  Other  handlers  whose  plants 
were  located  In  the  area  proposed  to  be 
added  to  the  marketing  area  opposed  the 
proposal 

Hie  evidence  shows  Little  Rock  is  the 
population  center  of  the  marketing  area 
and  the  primary  sales  point  in  the  area. 
Therefore,  the  prices  at  other  locations 
shotild  be  based  on  the  distance  from 
Little  Rock  or  Benton,  whichever  is 
nearer. 

It  was  suggested  that  several  location 
points  be  established  north  and  west  of 
Little  Rock.  The  effect  of  esUblishing 
auch  basing  points  would  deny  certain 
handlers  located  beyond  those  points  the 
differentials  based  on  transportation 
costs  to  Little  Rock.  Therefore,  such 
basing  points  are  not  ai>propriate  to  a 
pattern  of  uniform  prices  for  milk  dis- 
posed of  primarily  in  Little  Rock. 

There  was  no  testimony  on  which  to 
establish  a  rate  other  than  that  now  pro- 
vided by  the  order,  1.5  cents  per  10  miles 
fUstance. 

4.  Class  77  price.  The  Class  II  price 
should  be  the  price  reported  by  the 
United  States  Depcutment  of  Agriculture 
as  paid,  f.o.b.  plant,  for  milk  used  in 
manufacturing  dairy  products  in  the 
United  States.  The  price  should  be  ad- 
Justed  to  4  percent  by  using  the  Class  II 
butterf at  differential 


The  producers'  cooperative  asaodaticai 
which  represents  most  of  the  producexa 
In  the  market  has  assimied  responsibility 
for  marketing  milk  in  excess  of  that  re- 
quired by  handlers  for  fluid  prodix^  and 
for  the  ice  cream  and  cottage  cheese 
which  some  handlers  manufacture.  For 
such  milk  moved  to  manufacturing 
plants  this  cooperative  has  been  receiv- 
ing prices  in  excess  of  the  Class  n  prices 
established  by  the  order.  The  prices 
received  have  usually  been  higher  than 
the  United  States  average  manufactur- 
ing milk  price  and  have  been  45  cents 
higher  than  the  order  Class  II  price. 
Since  this  cooperative  can  market  all  the 
excess  milk  in  the  area  at  this  price  or 
higher  prices,  there  Is  no  need  to  estab- 
liaii  prices  at  a  level  lower  than  that 
reflected  by  the  United  States  average 
pricea 

The  United  States  average  price  is 
reported  per  hundredweight  of  milk  at 
test  received.  In  order  to  annoiuice  a 
price  at  the  ba^c  test  of  4  percent  butter- 
fat  the  price  should  be  adjusted  to  4  per- 
cent by  using  the  Class  II  butterfat  dif- 
ferential 

5.  Equivalent  price  determination. 
The  order  should  specify  that  in  the 
absence  of  a  quoted  price  or  index 
needed  to  determine  a  class  price  or  other 
order  provision,  an  equivalent  price 
should  be  determined  by  the  Secretary. 
This  provision  is  necessary  to  assure 
continuity  of  order  operation  In  the 
event  a  price  series  referred  to  in  the 
order  Is  discontinued  or  revised. 

8.  Pool  plant  definition.  The  pool 
plant  definition  should  include  a  plant 
operated  by  a  cooperative  association 
which  delivers  half  or  more  of  Its  mem- 
bers' milk  to  other  handler's  plants  and 
from  which  at  least  25  percent  of  the 
plant's  receipts  of  Qrade  A  milk  is 
shipped  to  regulated  plants  during  the 
months  October  throuprh  January. 

The  Central  Arkansas  Milk  Producers 
Association  operates  a  relocul  station  at 
Sprlngdale,  Arkansas  where  milk  is 
transferred  to  large  transport  trucks 
from  trucks  which  pick  up  milk  at  the 
farms.  The  cooi^rative  has  purchased 
stationary  holding  tanks  to  be  iiLstalled 
during  January  1962.  With  the  installa- 
tion of  these  tanks  the  station  will  oper- 
ate as  a  milk  plant — receiving,  cooling, 
and  holding  milk  for  transfer  to  other 
plants  as  It  Is  needed. 

This  supply  plant  is  to  be  used  to 
handle  reserve  milk  for  the  Port  Smith 
and  Southern  Arkansas  markets  as  well 
as  the  Central  Arkansas  market.  Some 
milk  from  the  plant  also  moves  regularly 
to  a  handler  regulated  under  the  Ozarks 
order. 

Although  the  Central  Arkansas  market 
has  received  more  milk  from  this  station 
than  any  other  fluid  milk  market,  the 
quantities  of  milk  moved  from  the  sta- 
tion to  Little  Rock  have,  at  times,  been 
very  small.  This  is  partly  because  truclip 
are  rerouted  from  the  farms  in  some  In- 
stances to  reduce  hauling  instead  of 
sending  such  milk  through  the  station. 

Since  the  supply  of  milk  Is  maintained 
primarily  for  the  Central  Arkansas  mar- 
ket it  should  be  possible  for  the  plant 
to  qualify  for  pooling  in  this  market. 
To  assure  that  the  plant  is  maintained 


primarily  to  handle  reserve  ■ 
Central  Arkansas  market,  two 
should  be  met.     First,  the 
association  should  deliver  at 
members   milk   to  the  plants 
handlers   regulated  imder  the 
Arkansas    order.      Second.    tlM 
should  demonstrate  its  coi 
the  market  by  shipping  at 
cent  of  its  milk  receipts  to  r 
tributing    plants    during    the 
October  through  January.    It  h 
these  months  that  the  largest 
of  the  .Sprlngdale  milk  supply 
delivered  to  Little  Rock  hMM«fg_ 
The  provisions  under  which  a 
plant  not  operated  by  such  a 
may  qualify  should  be  revised  to 
qualification  on  the  basis  of 
during  the  October^anuary 
such  a  plant  were  supplying  the 
its  milk  would  be  needed  hi  tkt 
months  as  the  supply  plant 
the  cooperative  association. 

7.  Cooperative  association  as  • 
A  cooperative  associati<»  shooli  tt 
mitted  to  elect  to  be  the 
respect  to  the  milk  of  its 
ducers  delivered  to  the  pool 
other  handler  in  a  tank  truck 
operated  by,  or  under  contrMt  tic 
cooperative  association. 

Transportation  of  milk  In 
tank  trucks  from  the  farm  to 
as  directed  by  cooperative 
creates  a  problem  with  respect  to 
termination  of  the  responslbUttf  U 
individual  producers  in  the  markitv 
certain  circumstances.  The 
have  only  indirect  knowledge  of  tktl 
tity  of  the  individual  produem  I 
whom  they  receive  milk  and  4f 
weights  and  tests  of  the  milk  of 
individual  shippers.  The  c 
soclatlon.maintains  such  Infoi 
its  member  producers,  and  the 
accept  the  measurements  as 
the  agent  of  the  cooperative 

There  are  circumstances  wbeattn 

be  more  appropriate  to  permit  tkt 

operative  association  in  control  tt 

transportation  to  qualify  as  the 

under  the  order  and  report  the 

handled.    This  Is  particularly 

milk  of  several  producers  is 

in  the  Unk  truck  and  delivered  ti 

or  more  plants  and  in  the  case  cf  | 

ducers  whose  milk  is  delivered  on  ll 

nate  days  to  different  plants.    T1» 

operative  association  should  be 

the  option  of  being  the  handler  kt 

bulk  tank  milk  to  each  pool  pteaft 

which  It  can  qualify  as  the 

written  request  Is  provided  the 

administrator  and  the  operator  of 

pool  plant. 

The  functions  of  a  cooperative 
ation  as  a  handler  In  this  capadty 
from  those  of  other  handlers  in 
cooperative  does  not  use  milk  in  a 
Hence,  the  order  should  provide  for 
differences  In  the  provisions 
definitions,  reporting,  transfers, 
tion  of  milk  to  be  classified, 
and   as.sessment   charges.     The 
forming  changes  will  maintain 
tions  as  now  established  by  the 
cept  that  the  cooperative 
be  required  to  rep>ort  and  account 
disposition  of  the  Individual 
milk  from  producer  members. 
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•  Aikm)dble  shrinkage.  The  maxl- 
dtatokage  of  producer  milk  which 
■f^J^-d  in  Class  II  should  be  as- 
•LSTto  specific  handling  funcUons 
**J"  Jae  of  milk  handled  in  more  than 
•"■JjJTand  m  the  case  of  milk  re- 
5!Lii»t  the  farm  in  a  bulk  tank  truck. 
^S  maximum  shrinkage  allowance  in 
^ntX^ch  pool  plant  should  be  0.5 
Z^Zniot  the  skim  milk  and  butterfat  in 
Siir  milk  (excluding  milk  diverted 
pfS^l  plant)  plus  1.5  Percent  of 
J.  Wmllk  and  butterfat  in  all  milk 
TmOk.  nroducts  processed  at  such  plant. 
2lSi  Which  are  operated  in  a  reason- 
2rlBcietit  manner  and  for  which  ac- 
■^^^ecords  of  receipts  and  utiliza- 
jTgre  maintained  should  not  have 
in  excess  of  the  maximums 


'"Slifgl    Any  shrinkage  in  excess  of  the 
*•'**"_-  ghould  be  classified  as  Class 


TtoawW  duplicate  shrinkage  allow- 
^m  on  interplant  movements  of  milk, 
^kage  riiould  be  based  on  the  amount 
!S\!Z»tntj»  from  other  pool  plants  are 
T^aaem  of  transfers  to  such  plants.  No 
^liAaf e  should  be  allowed  on  producer 
S^^erted  to  nonpool  plants.  On  milk 
MMlied  at  the  pool  plant  and  trans- 
llmd  m  bulk  to  another  plant,  the 
biHfeor  plant  would  be  limited  to  the 
tJk-vaceDt  maximum  receiving  shrink- 
MetUovance  on  such  milk. 

Bi  tbe  assembly  operation  of  biilk 
{^B  tank  milk,  there  may  be  some  phys- 
Inl  iM  of  milk.  Receipts  at  pool  plants 
Mf  not  agree  with  the  aggregate  of  the 
iiigbts  determined  at  the  farm  from 
thi  talk  tank  "dip  stick"  reading.  Pro- 
iWon  ibould  be  made  so  that  the  co- 
^gntlve  association  in  its  capacity  as 
ibazKller  on  bulk  tank  milk  will  retain 
i»-half  of  1  percent  of  the  2-percent  al- 
)  Bhinkage  with  the  remainder 
on  to  the  operator  of  the  pool 
If,  however,  the  handler  files  a 

with  the  market  administrator 

ttttt  be  is  purchasing  farm  bulk  tank 
■Bktram  the  cooperative  association  on 
the  basis  of  the  aggregate  f  aitn  weights 
lod  tttts,  the  entire  shrinkage  should  be 
mOaUe  to  the  pool  plant  to  which  the 
wSk  1>  delivered. 

Ibe  changes  in  maximum  shrinkage 
iBoved  in  Class  II  requires  changes  in 
te  nethod  of  prorating  shrinkage  to 
pnarre  the  intended  application  of  the 
(mnaed  allowances. 

I.  ItejKjrting  dates.  No  change  should 
te  made  in  the  date  on  which  handlers' 
Rports  of  receipts  and  utilization  of  milk 
■ait  be  mailed  to  the  market  adminls- 
tntor.  Such  reports  must  now  be  mailed 
•  the  7th  day  of  the  month.  The  co- 
aperttive  association  proposed  that  re- 
P«ti  be  mailed  on  the  6th  or  delivered 
« the  7th  day.  The  earlier  reporting 
•n  requested  to  permit  an  earlier  an- 
wmcement  of  the  uniform  price. 

The  requirement  that  repottgJie  filed 
at  the  6th  day  after  the  end  oiNeach 
■OQth  could  be  burdensome  in  a  mjmth 
vbcn  a  holiday  and  a  weekend  occune<l 
iB  that  period. 

Die  elass  prices  should  be  reported 
■it  later  than  the  6th  day  of  the  month. 
Ibe  ivloes  are  reported  now  on  the  5th 
M  since  the  Class  I  price  would  be  based 


in  part  on  Class  I  prices  in  other  markets 
the  later  announcement  date  is 
necessary. 

10.  CUtSBiftcation  of  fluid  milk  prod- 
ttcts  fortified  with  nonfat  milk  solids. 
"Dietary  foods"  and  other  fiuid  milk 
products  fortified  with  nonfat  milk  solids 
should  be  classified  as  Class  I  up  to  the 
weight  of  an  unmodified  product  of  the 
same  nature  and  butterfat  content.  The 
Kitim  milk  equivalent  of  the  added  solids 
in  excess  of  such  weight  should  be  classi- 
fied as  Class  n. 

The  Central  Arkansas  order  provides 
that  the  skim  milk  equivalent  of  nonfat 
milk  solids  used  in  the  fortification  of 
fluid  milk  products  be  classified  as  Class 
I,  Several  handlers  proposed  that  the 
skim  milk  equivalent  of  added  solids  be 
classified  as  Class  n.  The  producer  as- 
sociation opposed  the  proposed  change  in 
classification  but  offered  no  testimony  on 
the  Issue. 

R>rtifled  fluid  milk  products  cus- 
tomarily resiilt  from  the  addition  of  con- 
centrated nonfat  milk  solids  to  milk  or 
ddm  milk  in  fluid  form  to  yield  a  finished 
product  of  a  higher  nonfat  solids  content 
than  that  of  an  equivalent  amount  of 
whole  (producer)  milk.  Reconstituted 
products,  on  the  other  hand,  involve  the 
process  of  "floating"  concentrated  milk 
solids  in  water  to  yield  a  weight  of  prod- 
uct approximately  equal  to  the  weight  of 
mUk  from  which  the  concentrated  milk 
product  was  first  made  by  the  removal 
of  water. 

Nonfat  dry  milk  and  condensed  milk 
are   ordinarily   derived   from   unpriced 
milk  or  milk  which  has  been  priced  as 
surplus  under  a  Federal  order.    These 
products  are  not  necessarily  processed 
from  producer  milk  and  may  be  made 
from  ungraded  milk.    An  economic  in- 
centive exists  for  handlers  to  substitute, 
where  possible,  reconstituted  fiuid  milk 
products  for  fluid  milk  products  proc- 
essed from  current  receipts  of  producer 
milk.    Since    such    substitution    would 
displace  an  equivalent  amoimt  of  pro- 
ducer milk  in  Class  I,  the  application 
of  skim  equivalent  pricing  in  this  cir- 
cumstance is  economically  sound  and  is 
necessary  to  maintain  orderly  marketing. 
The  same  economic  incentive  does  not 
exist,  however,  with  respect  to  the  use 
of  nonfat  dry  milk  or  condensed  skim 
milk  to  fortify  a  fluid  milk  product.    The 
incentive  for  handlers  to  use  solids  to 
fortify   fluid   milk   products,   primarily 
derived  from  producer  milk,  is  in  being 
able  to  readily  meet  the  specific  demands 
of  consimaers  and  thereby  to  maintain  or 
even  increase  Class  I  sales.    Until  re- 
cently, fortified  fluid  milk  products  rep- 
resented a  very  small  proportion  of  total 
fluid  milk  sales. 

It  is  practical  and  administratively 
necessary  to  maintain  the  skim  milk 
equivalent  method  of  accounting  for 
total  receipts  and  disposition.  Therefore, 
the  difference  between  the  volume  classi- 
fied in  Class  I  and  the  total  skim  milk 
equivalent  of  nonfat  milk  solids  in  the 
prx)duct  should  be  assigned  to  Class  II. 
Accordingly,  the  order  should  be  amended 
to  classify  fortified  products  as  Class  I 
only  to  the  extent  of  the  weight  of  an 
uzmiodified  fluid  milk  product  of  the 
same  nature  and  butterfat  content. 
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Ridings  on  proposed  findings  and  oo»- 
clusions.  Briefs  and  proposed  findings 
and  conclusions  were  filed  on  behalf  of 
certain  interested  parties.  These  briefs, 
proposed  findings  and  conclusions  and 
the  evidence  in  the  record  were  con- 
sidered in  making  the  findings  and  con- 
clusions set  forth  above.  To  the  extent 
that  the  suggested  findings  and  conclu- 
sions filed  by  interested  parties  are  In- 
consistent with  the  findings  and  conclu- 
sions set  forth  herein,  the  requests  to 
make  such  findings  or  reach  such  con- 
clusions are  denied  for  the  reasons  previ- 
ously stated  in  this  decision. 

General  findings.  The  findings  and 
determinations  hereinafter  set  forth  arc 
supplementary  and  in  addition  to  the 
findings  and  determinations  previously 
made  in  connection  with  the  Issuance  of 
the  aforesaid  order  and  of  the  previously 
issued  amendments  thereto;  and  all  of 
said  previous  findings  and  determina- 
tions are  hereby  ratified  and  aflbmed, 
except  insofar  as  such  findings  and  de- 
terminations may  be  in  conflict  with  the 
findings  and  determinati(ms  set  forth 
herein. 

(a)  The  tentative  marketing  agree- 
ment and  the  order,  as  hereby  proposed 
to  be  amended,  and  all  of  the  terms  and 
conditions  thereof,  will  tend  to  effectuate 
the  declared  policy  of  the  Act; 

(b)  The  parity  prices  of  milk  as  deter- 
mined pursuant  to  section  2  of  the  Act 
are  not  reasonable  in  view  of  the  price 
of  feeds,  available  supplies  of  feeds,  and 
other  economic  conditions  which  affect 
market  supply  and  demand  for  milk  In 

%the  marketing  area,  and  the  minimum 
prices  specified  in  the  proposed  market- 
ing agreement  and  the  order,  as  hereby 
proposed  to  be  amended,  are  such  prices 
as  will  refiect  the  aforesaid  factors,  to- 
sure  a  sufficient  quantity  of  pure  and 
wholesome  milk,  and  be  in  the  public 
interest;  and 

(c)  The  tentative  marketing  agree- 
ment and  the  order,  as  hereby  proposed 
to  be  amended,  will  regulate  the  handling 
of  milk  in  the  same  manner  as.  and  will 
be  applicable  only  to  persons  to  the  re- 
spective classes  of  industrial  and  com- 
mercial activity  specified  in,  a  marketing 
agreement  upon  which  a  hearing  has 
been  held. 

Recommended  marketing  agreement 
and  order  amending  the  order.  The  f  ol- 
lowmg  order  amending  the  order  reg- 
ulating the  handling  of  milk  to  the  Cen- 
tral Arkansas  markettog  area  is  recom- 
mended as  the  detailed  and  appropriate 
means  by  which  the  foregotog  conclu- 
sions may  be  carried  out.  The  reawn- 
mended  marketing  agre«nent  Is  not 
included  to  this  decision  because  the  reg- 
ulatory provisions  thereof  would  be  the 
same  as  those  contatoed  to  the  order, 
as  hereby  proposed  to  be  amended: 

1.  Delete  §  1108.4  and  substitute  the 
following : 


§  1108.4     Central     Arkansas     marketing 
area. 

"Central  Arkansas  marketing  area," 
hereinafter  called  the  "marketing  area- 
means  all  the  territory  included  withto 
the  boundaries  of  the  counties  of  Clark, 
Conway.  Cross.  Faulkner.  Garland. 
Grant,  Hot  Spring.  Jefferson,  Lee,  Ix)- 
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noke.  Monroe,  Philllpe,  Pope.  Prairie. 
Pulaski,  Saline,  St. 'Francis,  White,  and 
Woodniff,  all  in  the  State  of  Arkansas. 

§  1108.8      [Amendment] 

2.  In  5  1108.8  after  the  words  "pro- 
ducer milk"  insert  a  comma  and  "milk 
from  a  cooperative  association  in  its 
capacity  as  a  handler  pursuant  to 
5  1108.12(c».". 

3.  Delete  §  1108.9  and  substitute  the 
following : 

§  1108.9      Supply   plant. 

"Supply  plant"  means: 

(a)  An  approved  plant  from  which 
fluid  milk  products  in  an  amount  not 
less  than  50  percent  of  its  receipts  of 
producer  milk  and  milk  received  from 
a  cooperative  association  in  its  capacity 
as  a  handler  pursuant  to  §  1108.12<c)  is 
moved  during  such  month  to  distributing 
plants:  Provided.  That  any  such  plant 
which  qualifies  as  a  supply  plant  for 
each  of  the  months  during  the  period 
October  through  January  shall  upon 
written  application  to  the  market  admin- 
istrator, on  or  before  the  end  of  such 
period,  be  designated  as  a  supply  plant 
for  the  following  months  of  February 
through  September;  or 

(b)  An  approved  plant  which  is  oper- 
ated by  a  cooperative  association  having 
member  producers  which  delivers  50  per- 
cent or  more  of  its  member  milk  to  the 
pool  plants  of  other  handlers  and  from 
which  fluid  milk  products  in  an  amount 
not  less  than  25  percent  of  its  receipts  of 
producer  milk  during  the  month  at  such 
plant  are  shipped  during  such  month  to 
distributing  plants:  Provided,  That  any 
such  plant  which  qualifies  as  a  supply 
plant  for  each  of  the  months  October 
through  January  shall,  upon  written 
application  to  the  market  administrator. 
on  or  before  the  end  of  such  period,  be 
designated  as  a  supply  plant  for  the 
following  months  of  February  through 
September. 

§  1108.12      [.Amendment] 

4.  In  S  1108.12  add  paragraph  *c>  as 
follows : 

(c)  Any  cooperative  association  with 
respect  to  the  milk  of  its  producer  mem- 
bers which  is  delivered  to  the  pool  plant 
of  another  handler  in  a  tank  truck  owned 
or  operated  by  or  under  contract  to  such 
cooperative  association  if  the  coopera- 
tive association  notifies  the  market  ad- 
ministrator and  the  handler  to  whom  the 
milk  is  delivered,  in  writing,  that  it  will 
be  the  handler  for  such  milk  for  the 
month,  such  cooperative  handler  status 
to  be  effective  the  first  day  of  the  month 
following  receipt  by  the  market  adminis- 
trator of  such  notice  and  to  continue  un- 
til the  first  day  of  the  month  following 
receipt  of  a  request  to  discontinue  such 
cooperative  handler  status.  Milk  so  de- 
livered shall  be  considered  to  have  been 
received  by  the  cooperative  association 
at  the  plant  to  which  delivered  and  then 
transferred  to  the  handler  operating  the 
plant. 

5.  Delete  §  1108.14  and  substitute  the 
following : 

§  1108.14      Producer-handler. 

"Producer-handler"  means  any  person 
who  operates  a  dairy  farm  and  a  dis- 
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tributing  plant  which  during  the  month 
has  no  other  source  milk,  producer  milk 
or  milk  received  from  a  cooperative  asso- 
ciation as  a  handler  pursuant  to 
§  1108.12ic». 

6.  Delete  I  1108  15  and  substitute  the 
following : 

§  1108.15      I'rtxliKM-r    iiiilW. 

"Producer  milk"  shall  be  that  skim 
milk  or  butterfat  for  each  handler's 
account  in  milk  'in  an  amount  deter- 
mined by  weights  and  measurements  for 
individual  producers  deliveries,  as  taken 
at  the  farm  in  the  case  of  milk  moved 
from  the  farm  in  a  bulk  tank  truck) 
which  is  received  pursuant  to  para- 
graphs <  a »  and  i  b  >  of  this  section  and 
diverted  pursuant  to  §  1108.6  as  follows: 

ia»  Received  directly  from  producers' 
farms  at  a  pool  plant  by  the  operator  of 
the  pool  plant  i  except  that  for  which 
a  cooperative  association  is  a  handler 
pursuant  to  §  1108.12tc)  >  or  diverted  by 
the  pool  plant  operator  pursuant  to 
J  11086. 

tb)  Received  directly  from  producers' 
farms  for  its  account  by  a  cooperative 
association  in  its  capacity  as  a  handler 
pursuant  to  5  1108  12<c>  or  diverted  for 
Its  account  pursuant  to  §  1108.6. 

§1108.17      [Amendment] 

7.  In  5  1108.17  in.sert  after  the  words 
"producer  milk"  the  words  "and  milk 
from  a  cooperative  association  in  its 
capacity  as  a  handler  pursuant  to 
§  1108  I2c'. 

§  1108..30       I  Aiiien«liiipnl  1 

8  In  .5  1108  30' a>  delete  subparagraph 
12'  and  substitute  the  following: 

i2>  Fluid  milk  products  received  from 
other  pool  plants  and  milk  received  from 
a  cooperative  as.sociation  in  its  capacity 
as  a  handler  pursuant  to  §  1108  12'c). 

§  1108.31       I  Vmondmentl 

9.  In  .1  1108.31<b"2t  delete  "for  each 
of  his  pool  plant,s"  and  substitute  "for 
each  pool  plant". 

10.  Delete  I  1108  41  and  substitute  the 
following: 

§   1108.  n       C'.lns<.e<«   nf    ulili/iilion. 

Subject  to  the  conditions  set  forth  in 
§5  1108  42  thiout.h  1108.46.  the  cla.sses  of 
utilization  shall  be  as  follows: 

<  a»  Clafs  I  milk.  Cla.ss  I  milk  shall  be 
all  skim  milk  and  butterfat: 

•  1 1  Di.sposed  of  from  the  plant  in  the 
form  of  fluid  milk  products;  except 

'  1 '  Fluid  milk  product.s  cla.ssified  pur- 
suant to  subpara^'raph  (bi<3»  of  this 
section,  and 

iii>  Fluid  milk  products  which  are 
fortified  with  additional  milk  .solids  shall 
be  Class  I  m  an  amount  equal  only  to 
the  weight  of  an  equal  volume  of  an 
unfortified  product  of  the  same  butter- 
fat content,  and 

(2»  Not  specifically  accounted  for  as 
Cla.ss  II  milk. 

lb'  Class  II  milk.  Class  II  milk  .shall 
be  all  skim  milk  and  butterfat: 

<  1  >  Used  to  produce  any  product  other 
than  a  fluid  milk  product: 

(2)  Contained  in  Inventories  of  fluid 
milk  products  on  hand  at  the  end  of  the 
month ; 
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<  3 )  Disposed  of  as  skim  milk  aaA  ^ 
for  livestock  feed;  ** 

1 4 »  The  weit^ht  of  skim  milk  in  tML 
ned  fluid  milk  products  which  Ji^ 
classified  as  Class  I  pursuant  to  pttT 
graph  I  a  >  <  1  H  ii )  of  this  section;  aff^ 

1 5)  In  shrinkage  of  skim  milk  im 
butterfat.  respectively,  allocated  nn^ 
ant  to  §  1108.42<b>(l)  but  not  In  e^ 
of:  ^^ 

'  1  >  Two  percent  of  milk  received  at  t 
pool  plant  directly  from  producen  a. 
cept  milk  diverted  pursuant  to  |  lio|j. 
plus  ' 

( ii )  Two  percent  of  milk  received  tn^ 
a  cooperative  association  handler  pnr 
suant  to  §  1108. 12rc).  if  the  handler ob! 
eratins?  the  pool  plant  files  with  the  »». 
ket  administrator  in  writing,  prior  to  Uk 
first  day  of  the  month,  notice  that  he  h 
purchasing  such  milk  for  the  month  <■ 
the  basis  of  farm  weights  determined  h 
farm  bulk  tank  calibrations;  plua 

( iii )  One  and  one-half  percent  of  aft 
received  in  bulk  from  pool  plants  of  oUft 
handlers  or  received  from  coopentbt 
associations  pursuant  to  §  1108.13(c)  m- 
less  two  percent  shrinkage  is  Timilmnl 
pursuant  to  subdivision  (li)  of  thltai^ 
paragraph:  less 

t  iv  t  One  and  one -half  percent  of  itt 
disposed  of  in  bulk  to  other  plants;  uri 
less 

I V I  One  and  one-half  percent  of  aft 
dispo.sed  of  to  plants  by  a  cooptntiH 
association  handler  pursuant  to  |  UH. 
12' o  unless  two  percent  shrlnkaie  h 
as.siu'ned  pursuant  to  subdivision  (li)  ft 
this  subparagraph 

1 6)  In  shrinkage  allocated  to  otte 
source  milk  pursuant  to  §  1108.42(b) (J). 

§  1108.12      Shrinkage. 

The  market  administrator  shall  allo- 
cate .shrinkage  over  a  handler's  reoetpli 
as  follows: 

I  a  >  Compute  the  total  shrlnkice  «( 
skim  milk  and  butterfat,  respectlvi^te 
each  handler:  and 

I  b )  Prorate  the  resulting  amounts  be- 
tween : 

<  1 1  The  maximum  pounds  of  lUm 
milk  and  butterfat  pursuant  to  i  1101.- 
41'b>  '5)  divided  by  0.02;  and 

(2t  ITie  pounds  of  skim  milk  ud 
butterfat  in  other  source  milk  receifed 
in  the  form  of  bulk  fluid  milk  prodorti. 

11.  Renumber  §  1108.42  as  9  1108.4S. 

12.  Delete  5  1108.43  which  preceda 
5  1 108.43' d  I  and  substitute  the  fol- 
lowing : 

§  1108.  U      Transfers. 

Skim  milk  or  butterfat  transferred 
'including  i  .-ik  diverted  to  nonpod 
plants'  from  ;.  pool  plant  or  by  a  coop- 
erative association  in  its  capacity  is  » 
handler  pursuant  to  §  1108.12(C)  shaBh 
cla-;.-iflt'd: 

'  a  '  A-s  Class  I  milk  if  transferred  to • 
Ix>ol  plant  unle.s.s: 

'1'  The  transferee  and  transferer 
handlers  claim  Class  II  utilization  to 
their  rejiorts  submitted  pursuant  t» 
5  1108  30; 

'2'  The  transferee  plant  has  w^ 
zation  in  Class  II  of  an  equlfil* 
amount  of  skim  milk  and  butterfat,  «- 
spectivclv.  after  the  computation  !!•• 
.suant  to  ?  1108.46'at  (5)  and  the  cone- 


step  of  (b) :  Provided.  That- if 
^both  plants  have  received  other 
_jiM  BiUt  the  skim  milk  or  butterfat 
^^Sngferred  shall  be  claasifled  at  both 
2-Siiio  as  to  aUocate  the  greatest 
22b  Class  I  utilization  to  producer 

"?i  If  a  specified  utilization  is  not 
.jL»<i  b*  both  handlers,  subject  to  sub- 
JJInaph  (2)  of  this  paragraph,  skim 
Sj^nd  butterfat  transferred  to  the 
Mid  Dlant  of  another  handler  by  a  coop- 
Sttfe  association  which  Is  a  handler 
^amai  to  9 1108.12(c)  shall  be  classi- 
S^pco  rata  to  the  respective  amounts 
I'^Jjy.i^y  in  each  class  for  such  month 
^r^pool  plant  of  the  receiving  handler 
^jbgr  the  computations  pursuant  to 
lUft.M<»)<6)  and  the  corresponding 
Lb  tf  11108.46(b). 

(b)  Am  Class  I  milk  if  transferred  to 
gif  plant  of  a  producer-handler;  and 

it)  Ai  Class  I  milk  if  transferred  or 
imKed  in  bulk  form  as  milk  or  skim 
^pk  (0  a  nonpool  plant  unless : 

(1)  Ko  fluid  milk  products  are  dis- 
^l^iited  on  routes  from  the  plant; 

(I)  It  is  located  less  than  250  miles 
!•  !Qm  shortest  hard  surfaced  highway 
dbtonee,  as  determined  by  the  market 
M^liililistnr  from  the  plant  from 
«litdi  transferred  or  diverted; 

(S)  Tlie  transferring  or  diverting  han- 
dle daims  classification  in  Class  n  niilk 
to  bis  report  submitted  to  the  market 
iMbalstrator  pursiiant  to  9  1108.30  for 
tbiaonth  within  which  such  transaction 


(4)  Tlie  operator  of  the  nonpool  plant 
f««*««"-  books  and  records  showing  the 
iiniwUftn  (tf  jEdl  skim  milk  and  butterfat 
It  floofa  plant  which  are  made  avidlable 
if  reqoMted  by  the  market  administrator 
fir  the  purpose  of  verification;  and 

(i)  Mot  less  than  an  equivalent 
(tf  skim  milk  and  buttcof  at  was 
utilized  in  the  nonpool  plant  in 
the  on  indicated  in  such  report:  Pro- 
riM.  TbMt  if  it  is  found  that  an  equiva- 
iMt  amount  of  skim  milk  and  butterfat 
•u  not  actually  used  in  such  plant  dur- 
t«  the  month  in  such  indicated  use.  the 
PMBdi  transferred  in  excess  of  such 
tetaal  use  shall  be  clsissifled  as  Class  I 
■ilk 

IS.  Redesignate  §  1108.43(d)  as  9  1108.- 
14(d). 

li  Renumber  9 1108.44  as  9  1108.45 
md  91108.45  as  9  1108.46. 

I116M6      [Amendment] 

18.  Delete  sulH)aragraphs  (4) ,  (5) . 
(I). sad  (7)  of  renumbered  9 1108.46  and 
■hrtttttte  the  following: 

|4)  Subtract  from  the  pounds  of  skim 

remaining  in  each  class,  in  series 

with  Class  n.  the  pounds  of 

Mb  mUk  contained  in  inventory  of  fluid 

■Ok  products  on  hand  at  the  beginning 

tf  tbe  month; 

(i)  Add  to  the  pounds  of  skim  milk 
naatning  in  Class  n  the  pounds  of  skim 
■ft  nbtracted  pursuant  to  sulvara- 
inpli  (1)  of  this  paragraph; 
•^  (I)  Subtract  from  the  poimds  of  skim 
■ft  remaining  in  each  class  the  skim 
■ft  received  from  other  pool  plants  or 
MBa cooperative  association  in  its  ca- 
IMtty  as  a  handler  pursviant  to  1 1108.- 
wt)  aocordlng  to  Its  cla8siflcati(ni  as 
Mo. 
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determined  pursuant  to  9  1108.44(a)  (1) 
and  (2); 

(7)  Subtract  from  the  pounds  of  skim 
milk  remaining  in  each  class,  the  skim 
milk  received  from  a  cooperative  associa- 
tion in  its  capacity  as  a  handler  pursuant 
to  1 1108.12(c)  according  to  its  classifi- 
cation as  determined  pursuant  to  9  1108.- 
44(a) (3);  and 

(8)  Subtract  from  the  pounds  of  skim 
milk  remaining  in  each  class  any  amount 
by  which  the  pounds  of  skim  milk  re- 
maining in  both  classes  exceed  the 
pounds  of  skim  milk  in  milk  received 
from  producers  in  series  beginning  with 
Class  n.  Such  excess  shall  be  called 
"overage". 

16.  Delete  9  1108.51  and  substitute  the 
following: 

§  1108.51      Qbm  prices. 

Subject  to  the  provisions  of  99  1108.52 
and  1108.53,  the  class  prices  per  himdred- 
weight  of  milk  containing  4.0  percent 
butterfat  shall  be  determined  for  each 
month  as  follows: 

(a)  CIoM  I  milk  price.  The  Class  I 
milk  price  shall  be  the  basic  formula 
price  for  the  preceding  month  plus  $1.74: 
ProtMed,  That  such  Glass  I  price  shall 
not  exceed:  (1)  The  Class  I  price  for 
the  same  ntonth  established  imder  the 
ICemphls  Federal  milk  order  plus  25 
cents  (plus  or  miniis  any  seasonal  ad- 
justment In  the  Memphis  price) ;  or  (2) 
the  Class  I  price  for  milk  of  4  percent 
butterfat  content  for  the  same  month 
established  under  the  Ozarks  Federal 
milk  order  applicable  at  plants  in  the 
Osarks  marketing  area  other  than  those 
in  Washington  or  Benton  Covmties. 
Arkansas,  plus; 


Jaonary,  Febniaiy,  July,  and 
December — 

Mareb 

April,  Mey,  end  June 

Aotiut,  September.  October, 
and  NOTember 


From 
effective 

date 

through 

December 

1902 


Effective 

January 

1963 


CetOt 


62 
82 

75 

42 


And  provided  further.  That  such  Class 
I  price  shall  not  be  less  than  the  Class  I 
price  for  the  same  months  established 
under  the  Memphis  Federal  milk  order 
minus  25  cents  (plus  or  minus  any  sea- 
sonal adjustment  in  the  Memphis 
price) . 

(b)  CUus  II  milk  price.  The  (^ass  II 
milk  prlpe  shall  be  the  average  price  re- 
ported by  the  Department  of  Agriculture 
for  the  current  month  for  milk  used  in 
the  manufacture  of  American  cheese, 
evivorated  milk,  and  butter  and  by- 
products, f  .o.b.  plant.  United  States,  ad- 
Justed  to  4.0  i^rcent  butterfat  basis  by 
using  t^e  differential  established  pur- 
suant to  11108.52(b). 

§§  1108.53,  1108.74      [Amendment] 

17.  In  i  1108.53  and  9 1108.74  delete 
the  words  "dty  limits  of  Benton,  Arkem- 
sas"  and  substitute  therefor  "C^ty  Hall 
at  Benton.  Arkansas,  or  the  State  Capi- 
tol at  little  Rock,  Arkansas,  whichever  is 
nearer",  and  change  "such  city  limits" 
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to '  "the  respective  (Tity  Hall  or  State 
Capitol". 

§  1108.61      [Amendment] 

18.  Delete  9  1108.61(c). 

19.  Add  9  1108.55  as  follows: 

§  1108.55     Use  of  equivalent  price*. 

If  for  any  reason  a  price  quotation 
required  by  this  order  fot  computfi^ 
class  prices  or  for  other  purpoeea  is  not 
available  in  the  manner  prescribed,  the 
market  administrator  shall  use  a  price 
determined  by  the  Secretary  to  be 
equivalent  to  the  price  which  is  required. 

§  1108.27      [Amendment] 

20.  In  9  1 108.27 (k)  (1)  change  "5th"  to  ' 
"6th". 

§  1108.80      [Amendment] 

21.  In  9  1108.80  add  paragraph  (d)  as 
follows: 

(d)  On  or  before  the  13th  day  after 
the  end  of  each  delivery  period;  to  each 
cooperative  association,  with  respect  to 
receipts  of  milk  for  which  such  coopera- 
tive association  is  the  handler  pursuant 
to  9  1108.12(c),  not  less  than  the  value 
of  such  milk  at  applicable  class  prices. 

22.  Delete  9  1108.86  and  substitute  the 
following: 

§  1108.86     Expenae  of  •dmiiiiatratkHi. 

As  his  pro  rata  share  of  the  txpeam 
of  the  adminlstrfition  of  this  part^  eaA 
handler  shall  pay  to  the  market  admin- 
istrator on  or  before  the  15th  day  after 
the  end  of  each  month.  4  cents  pa:  hun- 
dredweight, or  such  lessor  anaount  as  tlie 
Secretary  may  prescribe  on  the  quanti- 
ties designated  as  follows: 

(a)  A  co(4)erative  assodatioD  as  a 
handler  purstiant  to  9  1108.12(c) .  on  i»o- 
ducer  milk  except  that  transferred  to 
another  handler  operating  a  pool  plant. 

(b)  A  handler  operating  a  pool  plant, 
on  producer  milk  plus  milk  redeved  from 
a  cooperative  association  as  a  tiandler 
pursuant  to  9  1108.12(c)  and  on  other 
source  milk  allocated  to  Class  I  pursuant 
to  9  1108.46  (a)  (2)  and  (b). 

(c)  A  handler  operating  a  nonpool 
plant  at  which  milk  is  not  clasatfled  and 
priced  under  iHX>vi8ions  of  another  Fed- 
eral milk  order,  on  Class  I  milk  dimwaed 
of  in  the  marketing  area  except  milk 
disposed  of  to  a  pool  plant. 

23.  Make  the  following  conforming 
changes  in  order  language: 

§  1108.40      [Amendment] 

In  9  1108.40  delete  the  words  "SI  llOi.- 
41  through  1108.45"  and  substitute  there- 
for "99  1108.41  through  1108.46". 

§  1108.60      [Amendment] 

In  9  1108.60  delete  the  words  "9S  1108.- 
40  through  1108.45"  and  substitute  Xbitxt- 
for  "991108.40  through  1108.46". 

§§  1108.53,  1108.70      [AmeadmCBl] 

In  9  1108.53,  S  1108.70(a)  and  1 1108.70 
(b)  delete  the  reference  "S  1108.45"  and 
substitute  therefor  "5  1108.46". 

In  9  1108.70(c)  delete  the  reference 
"9  1108.45(a)(7)"  and  substitute  tboe- 
for  "9  1108.46(a)(8)". 

In  9  1108.70(d)  delete  the  referokoee 
"9  1108.45(a)(5)"  and  "8  1108.46(a)(4)" 
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»nd    substitute    therefor    "i  110a.46(a) 
(4^'. 

Signed  at  Washington.  D.C.,  on  Febru- 
ary 7. 1982. 

Juaa  T.  Ralph. 
Assistant  Secretary. 

[FJl.    Doc.    81-1408:     Filed.     Feb.    9,     1962; 
8:50  ajn] 

DEPARTMENT  OF  HEALTH.  EDU- 
CATION. AND  WaPARE 

Food  and  Drug  Admin istrotion 

[21    CFR   Part  20  1 

ICE  CREAM,  FRENCH  ICE  CREAM, 
ICE  MILK,  FRUIT  SHERBETS,  AND 
WATER  ICES 

Proposod  Amendments  of  Standards 

Notice  Is  given  that  American  Food 
Laboratories.  1000  Stanley  Avenue. 
Brtwklyn.  N.Y..  and  NaUonal  Pectin 
Products  Co.,  3656  West  Cullerton  Street. 
Chicago,  ni..  have  separately  proposed 
amendments  for  the  standards  of  iden- 
tity for  frosen  desserts,  as  follows : 

American  Food  Laboratories  proposes 
that  pcu-agraph  (f)(2)  in  the  standard 
of  identity  for  ice  cream  (8  20.1) .  para- 
grt4>h  (e)  (2)  in  the  standard  of  identity 
for  fruit  sherbets  (f20.4),  and  pcu-a- 
graidi  (d)  (1)  in  the  standard  of  identity 
for  water  Ices  (i  20.5)  in  each  case  be 
aifinrtnd  bgr  changing  the  perloc  at  the 
end  of  the  first  sentence  to  a  comma  and 
adding  the  words  "propylene  glycol,  or 
glycerin".  These  changes  would  have 
the  effect  of  providing  that  the  specified 
ylnKin«iTiy  ingredients  which  the  stand- 
ards provide  may  be  added  in  admixture 
with  dextrin,  may  also  be  added  in  ad- 
mixture with  propylene  glycol  or  glycerin. 

National  Pectin  Products  Co.  proposes 
that  the  first  sentence  in  paragraph  (e) 
(2)  of  the  standard  of  identity  for  fruit 
siierbets  (120.4)  and  the  first  sentence 
In  paragraph  (d)(1)  of  the  standard  of 
Identity  for  water  ices  (i  20.5)  be  amend- 
ed by  f*««"g<y>g  the  period  at  the  end 
thereof  to  a  comma  and  adding  the 
words,  "propylene  glycol  ether  of  methyl- 
eelluloae"  to  the  stabilizing  ingredients 
therein  listed. 


PROPOSED  RULE  MAKING 

National  Pectin  Products  Co.  also  pro- 
poses that  the  last  part  of  the  second 
sentence  in  paragraph  (b)  (4)  of  the 
standard  of  identity  for  ice  cream 
(5  20.1),  which  provides  that  fruit  may 
be  acidulated  with  citric  or  ascorbic  acid, 
be  amended  by  changing  it  to  read 
'••  •  •  may  be  acidulated  with  citric 
acid,  ascorbic  acid,  or  phosphoric  acid." 
(?ross-references  in  the  standards  for 
f ranch  ice  cream  (§20.2)  and  ice  millc 
1 5  20.3)  malce  the  proposed  amendment 
applicable  to  standards  for  these  frozen 
desserts  also. 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food.  IDrug.  and  Cosmetic  Act  (sees. 
401.  701.  52  Stat.  1046,  1055.  as  amended 
70  Stat.  919.  72  Stat.  948;  21  \JS.C.  341. 
371)  and  in  accordance  with  the  author- 
ity delegated  to  the  Commissioner  of 
FcKxl  and  Drugs  by  the  Secretary  of 
Health.  Education,  and  Welfare  (25  F.R. 
8625).  all  interested  persons  are  invited 
to  submit  their  views  in  writing  regard- 
ing the  proposals  published  herein.  Such 
views  and  comments  should  be  submitted 
in  quintuplicate.  addressed  to  the  Hear- 
ing Clerk.  Department  of  Health.  Educa- 
tion, and  Welfare.  Room  5440.  330  Inde- 
pendence Avenue  SW.,  Washington  25. 
D.C..  prior  to  the  thirtieth  day  following 
the  date  of  publication  of  this  notice  in 
the  FsDERAL  Register. 

Dated:  February  6.  1962. 

J.   K.   KlRK, 

Assistant  Commissioner 
of  Food  and  Drugs. 

(PR     Doc     ea   1387:     Piled.    Peb.    9.    1962; 
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FEDERAL  COMMUNICATIONS 
COMMISSION 

I  47  CFR   Part  3  1 

[Docket  No.  14484:  RU  389] 

MODESTO  AND  SAN  MATEO,  CALIF. 

Table  of  Assignments,  Television 
Broadcast  Stations;  Order  Extend- 
ing Time  for  Filing  Comments 

1.  The  Commission  has  before  It  for 
consideration  the  requests  of  the  Honor- 


able   Don    D.    Hammond. 
Modesto.  Calif.,  and  Chester 
Corbett  Pierce  of  Modesto,  filed  ] 
5. 1962.  to  extend  the  time  for : 
ments  in  the  above-entitled 
Mayor  Hammond  does  not 
ciflcally  the  time  extension  he  i 
latter  petitioners  seek  to  extend  ttief 
date   for   comments   from 


1962  to  February  19.  1962.  and  fir 
comments,  from  February  19,  UA^ 
March   5.   1962.  — -»  ■ 

2.  The  petitioners  indicate  1^  | 
number  of  p>ersons  in  Modesto  an  l^^^ 
ested  in  the  proposal  under  consttfaalii 
in  this  rule  making  proceeding,  la,  % 
prop>osal  of  the  National  ~" 
Television  and  Radio  Center 
shift  television  Channel  14  froa 
to  San  Mateo.  Calif.,  for 
educational  use.  and  need 
time  to  file  their  comments  on  it. 
Smith  and  Pierce  also  state  that 
for  NET  has  advised  that  it  hai 
jection  to  the  extension  of  tii 
request. 

3.  The  Commission  is  of  the 
the  public  interest  will  be  serwei  fey  |^ 
tending  the  time  for  commcoii  fei  tk 
proceeding.    The  views  of  to 
sons  in  the  Modesto  area  on  the 
will  be  useful  in  its  evaluatkn, 
short  extension  of  time  for 
may  be  granted  without  prejtidln  |» 
pcurty  or   unduly   delaying  the 
consideration  of  the  proposaL 

4.  Accordingly,  it  is  ordered, 
day  of  February  1962,  that  the 
requests  of  Mayor  Hammond  and 
Smith  and  Pierce  are  granted;  anittil 
the  time  for  filing  comments  hnlili' 
extended    from    February    5,    IM,  || 
February  19.  1962.  and  that  the  tfeMi* 
filing  reply  comments  la 
February  19.  1962,  to  March  6, 

5.  This  action  is  taken  pursuAakti» 
thority  found  in  sections  4(1).  KilOi, 
and  303(r)  of  the  Coiiimiiiilrstti  K 
of  1934.  as  amended,  and  Mia 
0.241(d)(8)    of  the  Commission^  ria 

Released:  February  7.  1962. 

FxDKKAL  CoMinnncATm 
CoioassioiT. 
[seal]         Ben  P.  Wapli. 

Acting  Secretan. 

[PR     Doc.     62-1398:     Filed.    Fsb.    •.   Ml 
8:48  ajn.] 


IffjIITMENT  OF  THE  TREASURY 

Bureau  of  Customs 

|T.D.  666601 

FISH     < 

Tariff-Rate  Quota 

February  7, 1962. 
Tiie  tariff-rate  quota  for  the  calendar 
^rl963  on  certain  fish  dutiable  imder 
JJgrtph  717(b) .  Tariff  Act  of  1930,  as 


Notices 


Done  at  Washington.  D.C.,  this  7th 
day  of  February  1962. 

ORVILLE  Lr.  FREZMAN, 

Secretary. 

IP.R.    Doc.    62-1410;    Piled,    Peb.    9.     1962; 
8:60  ajn.] 


teaoeordance  with  the  proviso  to  item 
flSb)  of  Part  I,  Schedule  XX.  of  the 
flaMral  Agreement  on  Tariffs  and  Trade 
(TD.il902) ,  it  has  been  ascertained  that 
^  gferage  aggregate  apparent  annual 
^Lgnption  in  the  United  States  of  fish. 
ftaSjor  frozen  (whether  or  not  packed 
^oe).  filleted,  skinned,  boned,  sliced, 
■  divided  into  portions,  not  specially 
^m^od  for:  cod,  haddock,  hake,  pol- 
^  eiMk.  and  roseflsh.  in  the  three 
preceding  1962,  calculated  in  the 
r  provided  for  in  the  cited  agree- 
was  190,476,220  pounds.  The 
Y."*  such  fish  that  may  be  im- 
mtSi  for  consumption  during  the  cal- 
Ste  year  1962  at  the  reduced  rate  of 
Ms  astabUshed  pursuant  to  that  agree- 
WBt  is.  therefore.  28,571,433  poxmds. 

[m»L]  Philip  Nichols,  Jr., 

Commissioner  of  Customs. 

jyjt   Doc.    62-1397;     Piled.    Peb.    9.    1962; 

8:49  ami 


GEORGIA 

Designation   of  Area  for   Emergency 
Loans 

For  the  purpose  of  making  emergency 
loans  pursuant  to  section  321  (a)  of  Pub- 
Uc  Law  87-128  (7  U.S.C.  1961)  it  has 
been  determined  that  in  Polk  Coimty. 
Oa.,  natural  disasters  have  caused  a  need 
for  agricultural  credit  not  readily  avail- 
able fnun  commercial  banks,  cooperative 
lending  agencies,  or  other  responsible 
sources. 

Pursuant  to  the  authority  set  forth 
above,  emergency  loans  will  not  be  made 
in  the  above-named  coimty  after  June 
30,  1962.  except  to  applicants  who  previ- 
ously received  emergency  or  special  live- 
stock loan  assistance  and  who  can  qual- 
ify undef  established  policies  and  proce- 
dures. 

Done  at  Washington,  D.C.,  this  7th 
day  of  February  1962. 

Orville  L.  Freeman, 
Secretary. 

(PJl.    Doc.    62-1411;     Piled,    Peb.    9.    1962; 
8:60  ajn.] 


ffAKTMENT  OF  AGRICULTURE    DEPARTMENT  OF  THE  INTIRIOR 


Office  of  the  Secretary 
TEXAS 

Dnignotion  of  Areas  for  Emergency 
Loans 

For  the  purpose  of  msJcing  emergency 
ktns  pursuant  to  section  321(a)  of 
PbWc  Law  87-128  (7  U.S.C.  1961)  it  has 
km  determined  that  in  the  following 
OBonties  in  the  State  of  Texas  natural 
dlnsters  have  caused  a  need  for  agrl- 
oittural  credit  not  readily  available  from 
eooHnerclal  banks,  cooperative  lending 
■cneies,  or  other  responsible  sources. 


Texas 


DiWltt. 

Mo. 

JiB  Wells. 

broM. 


Live  Oak. 
Maverick. 
Wilson. 


I 


Pursuant  to  the  authority  set  forth 
sbof?e,  emergency  loans  will  not  be  made 
In  the  above-named  counties  after  De- 
MBter  31,  1962,  except  to  applicants 
•ho  previously  received  emergency  or 
vedal  livestock  loan  assistance  and  who 
MB  qualify  under  established  policies 
■il  liroeedures. 


Bureou  of  Land  Management 

[Claaslflcatlon  No.  74] 

ARIZONA 

Small  Tract  Opening 

1.  Pursuant  to  authority  delegated  to 
me  by  Bureau  Order  No.  684.  dated  Au- 
gust 28.  1961  (26  F.R.  8216),  I  hereby 
open  for  bid  and  sale  at  public  auction, 
under  the  Small  Tract  Act  of  Jime  1, 
1938  (52  Stat.  609,  43  U.S.C.  682a),  as 
amended.  79  tracts  listed  in  Part  3  of  this 
Order.  These  parcels  are  located  in  the 
following  described  lands  which  were 
dasdfled  under  the  above  Act  by  Classi- 
fication Order  No.  74  of  February  3, 1961 
(26FJI.  1315): 

OiLA  AND  Salt  River  Meridian 

1*  1  N    R  8  X 

Sec.  86,  NW  ^4 ,  NE  Vi  S W  V4 .  N  Vi  SE  >/4  • 

The  tracts  will  be  offered  to  the  general 
public  in  the  sequence  shown  in  Part  3 
of  this  Order,  beginning  at  10  ajn.,  on 
Itlarch  29.  1962.  The  sale  will  be  held 
in  the  Agriculture  Building,  Arizona 
State  Fairgrounds,  1826  West  McDowell 
Road,  Phoenix,  Arizona. 


2.  The  center  of  the  Apache  Junetioa 
Area  is  at  the  intersection  of  the  ApMbe 
Trail  and  UJ3.  Highway  60-70-80-89.  and 
is  32  miles  east  of  Phoenix,  Arlaona.  on 
the  lower  southwestern  slopet  of  the  . 
Superstition  Moimtain  Range.  Tlicpoi»- 
ulatloii  is  approximately  8.500  permanent 
residents.    Three  water  companies  <8ery- 
ice  the  atea,  electricity  is  available  in 
all  but  the  remote  porticms,  and  natural 
gas  is  being  extended  into  outlying  aneaa. 
The  subject  lands  are  situated  on  the 
eastern  fringe  of  the  Apache  Junctkm 
Area  and  are  north  of  the  VS.  Seaway 
60-70-80-89,  and  east  of  the  main  aoeess 
road   running    northerly   through    the 
NEy4,  Sec.  35,  and  they  are  considered 
equally  desirable  and  potentially  suit- 
able for  desert  homesite  development. 
The  tracts  can  be  identified  by  finding 
the  brass  cap  survey  markers  for  the 
east  quarter  comer  and  the  west  quarter 
comer  of  Sec.  36.  and  by  finding  the 
reference  comers  for  the  northwest  sec- 
tion comer  and  the  north  quarts  comer 
of  Sec.  36.     Electricity 'is  available  to 
this  neighborhood  from  a  power  line  run- 
ning along  the  western  boundary  of  Sec. 
25  and  the  NWV4  Sec.  36.    Natural  gas 
and  water  are  available  at  the  Pahn 
Springs  development  2^  miles  to  the 
west,  and  can  be  extended  into  these 
lands  as  soon  as  sufteient  demand  exists. 
There  are  no  zoning  restrictions.    Tlie 
lands  are  accessible  from  U.S.  Highway 
60-70-80-89  by  a  graded,  gravd  road 
leaving  this  highway  3.5  miles  southeast 
of  Apache  Junction,  thence  northeast- 
ward to  the  point  of  intersection  with 
the  north  section  line  of  Sec.  35.    A  re- 
cently cleared  and  graded  road  runs  eaat- 
ward  along  the  line  for  V*  mile  to  the 
northwest  comer  of  the  land,  and  con- 
tinues east  along  the  north  side  of  Sec. 
36,  giving  access  to  the  northern  portion 
of  the  area.    The  southern  porticm  is 
accessible  from  a  point  on  the  n.S.  High- 
way 4.25  miles  southeast  of  Apache  Junc- 
tion, then  northerly  over  unimproved 
roads  and  trails  into  the  subject  land. 

The  topography  of  the  NWy4.  NEVi 
SWy4,  and  the  N%N%SEy4.  Sec.  36. 
is  quite  flat,  with  a  very  gentle  slope. 
Two  main  and  several  very  small  shallow 
washes  traverse  the  area.  The  soils  am- 
sist  of  sandy  to  sUty  loams,  with  occa- 
sional small  gravel^  areas.  The  S% 
Ny2SEy4.  Sec.  36,  is  situated  on  the  gen- 
tle northem  sl<«>e  of  a  low,  rough  desert 
mountain  which  rises  rather  abruptly 
just  south  of  this  land.  This  portion  is 
particularly  desirable  forxhomesites  be- 
cause of  its  higher  elevation,  which  af- 
fords an  excellent  view  ot  the  Super- 
stition Moimtain  Range.  The  soils  are 
quite  gravelW.  with  low,  rocky  ridges 
in  the  extr^e  southern  poartixm  of  the 
land. 

The  highest  and  best  use  for  these 
lands  is  for  desert  homesite  develoianeni. 

The  tracts  will  be  subject  to  existing 
rights-of-way  and  to  rights-of-way  60 


I 
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ftoet  in  width  on  each  side  of  every  sec- 
tlan  line  40  feet  on  each  ^de  of  all  center 
■action  llnea.  30  feet  on  each  side  of  all 
■izteenth  cubdlrlslon  lines,  and  25  feet 
on  each  side  of  all  East-West  sixty- 
Unea,  for  roads  and 


NOTICES 

The  minerals  will  be  reserved  to  the 
United  Btatea.  Each  tract  will  contain 
2^  acrea. 

3.  The  tract  numbers,  legal  descrip- 
tion, sides  with  right-of-way  reserva- 
tions, and  the  aiTpralsed  value  or  mini- 
mum bid  are  shown  on  the  table  below: 


f,  February  10,  1962 


Pldos  »  lih  rlfht-of-w  ay  resrrvatlon 


I  Appraised 
vHliie.  mln- 
Inium  bid 


son.  North... 

40  ft.  East  and  25  ft.  South 

25  ft.  «o«th 

soft.  North 

soft.  North  and  30  ft.  West 

ao  ft.  WMt  and  ^^  ft.  Poath 

to  ft.  East  and  2.^  ft.  North 

40  ft.  East  and  30  ft.  South 

25  ft.  North 

aoft.  South 

25  ft.  North 

30  ft.  South 

»  ft.  WMt  MMl  3S  ft.  North 

30  ft.  Wfst  and  JD  ft.  South 

50  ft.  North  and  30  ft.  East 

fiOR.  North 

do 

soft.  North  and  50  fL  West 

15  ft  South - 

35  ft.  North  and  30  fL  Ettat. 

30  ft.  East  and  30  ft.  South 

26  ft.  North 

do... - 

ao  fi.  South 

so  ft.  West  and  25  ft.  North 

ao  ft.  North  and  40  ft.  East 

aoft.  North 

....do 

20  ft.  Sooth 

ao  ft.  North  and  30  ft.  Wo.n 

30  ft.  West  and  25  ft.  South 

40  ft.  East  and  28  ft   North 

40  ft.  East  and  40  ft.  South 

25  ft  North 

do 

40  ft.  South 

North  and  30  ft.  West 

West  and  40  ft   South 

North  and  30  ft.  Ewt 

East  and  25  ft.  South 

North 

South 

North 

South 

W«it  and  25  ft  South 

25  ft.  North  and  30  ft.  East 

40  ft.  South  and  30  ft.  Bast 

20  ft.  North 

do 

40  ft.  South 

25  ft.  .North  and  50  ft.  Wwit 

60  ft.  West  and  40  ft   South 

40  ft.  North  and  40  (t.  Ea»t 

40  ft,  Noeth 

....do 

40  ft.  North  and  30  ft.  W»»t 

25  ft.  North  and  40  ft.  East 

25  ft.  .North 

do 

25  ft.  North  and  30  ft.  W««t 

40  ft.  .North  and  50  ft.  Ea»t 

MR.  East  and  25  ft.  South 

40  ft.  North 

do 

«fl.  North  and  30  R.  West 

ao  ft.  WMt  and  2S  ft.  South 

40ft.  North 

40  ft.  North  and  40  ft.  West 

3S  ft.  North  and  SO  ft.  East 

soft.  Bast  and  ao  ft.  South 

25  ft.  North 

do 

aOft.  Booth 

25  ft.  North  and  30  ft.  West 

30  ft.  West  and  10  ft   Sotjth 

.North  and  30  ft.  East 

North - 

.South 

West  and  30  ft.  South 


t2,ono 

2.0(» 
2.000 
2.000 
2. 1)1)0 
2,000 
2, l«IO 
2.000 
2.  UlU 
2,01)0 
2.000 
2.000 
2,000 
2.000 
2.000 
1000 
2.000 
2,000 
2.000 
2.0OO 

xom 

2,000 
2,000 
2.000 
2.0OO 
2.000 
2.000 
2.000 
2,000 
2.000 
XOOO 

tnoo 

XOOO 
2,000 
2,000 
2.000 
2,000 
2.000 
2.U00 
2,000 
2.000 
2,000 
2.000 
2,000 
2.000 
2.000 
2.000 
2.000 
2.000 
2,000 
2.000 
2.000 
2,000 
2.000 
2,000 
2,000 
2.000 
2.000 
2,000 
2.000 
2.000 
2.000 
2.000 
2.000 
2,000 
ZOOO 
•2.000 
2.000 
2.200 
2.200 
2.200 
2.300 
2.300 
2.3)0 
X300 
2.7m 
2.300 
2.300 
2.300 


4.  Bids  may  be  made  personally  by  the 
anidlcant  or  his  aeaot  at  the  sale,  or  may 
be  mailed.  Bids  sent  by  mail  will  be 
considered  only  If  received  at  the  Ari- 
Booa  lADd  QfDce.  Bureau  of  Land  Bfan- 
asemcnt.  3022  Federal  BuOding.  Phoenix 
2ft.  Arizona,  ivior  to  3:00  pnx..  March  23. 
1962.  n  sealed  bids  are  submitted  for 
more  than  one  tract,  no  tract  preference 
can  b9  allowed  since  the  tracts  will  be 
offered  In  numerical  sequence.  No  sealed 
bid  will  be  accepted  if  it  is  less  than  the 


appraised  value  of  the  tract.  No  oral 
bid  will  be  accepted  if  it  is  less  than 
$10.00  higher  than  the  highest  mailed 
bid.  or.  if  there  be  none.  If  It  be  less  than 
the  apfMidsed  value  of  the  tract.  All 
bids  must  be  in  imlts  of  $10.00. 

5.  Persons  who  have  previously  ac- 
quired a  tract  under  the  Small  Tract  Act 
are  not  qualified  to  purchase  a  tract  at 
the  sale. 

6.  Bids  sent  by  mail  must  be  made  by 
submitting  a  properly  completed  Small 


Tract  Auction  Application  to  _ 
copies  of  which  may  be  TMitnuj 
the  &ianager,  U.S.  Land  Offloa, 
eral  Building.  Phoenix  25. 
bid  sent  by  mail  must  clearly 
the  name  and  post  offloe  aiMiai«pC 
bidder,  (b)  Classification  No.  Hi55 
the  Tract  Number  of  the  land  lot  iM^ 
the  bid  is  made.  Each  bid  mati^tZ 
companied  by  the  fiiQ  amotmft  if  tb 
bid  in  the  form  of  cash.  oeitlii|^ 
cashier's  check:,  post  office  monqr  n^ 
or  bank  draft  made  payable  to  BonmI 
Land  Management.  Each  Ud  Kl^ll 
enclosed  in  a  separate  envelope,  baling 
ment  need  only  accompany  nii  HJE 
bid,  provided  all  other  bids  dei|pM|||^ 
envelope  containing  the  payiBMk  ^| 
envelope  must  carry  on  Its  ravwai^ 
following  Information  and  nottitail^ 
(a)  "Classification  No.  74." 

(b)  The  number  of  the  TkMl  tg 
which  the  bid  Is  made.  Bid*  iM*«| 
not  filed  in  accordance  with  tti  iImi 
instructions  will  be  rejected. 

7.  Each  tract  will  be  awanlti  l»  % 
highest  qualified  bidder.  If  ttM  Mg^ 
bid  is  oral,  the  bidder  will  be  n«ilN|% 
make  payment  for  the  traot  at  lit  tfm 
of  bidding,  and  a  personal  chMk  iB|| 
acceptable  for  that  purpoee.  Aaf  ps. 
son  who  is  declared  high  bkMer  tm^ 
tract  will  be  disqualified  for 
tion  for  other  tracts  at  the 
mailed  bids  will  bec<Mne  the 
at  the  auction.  All  unsm 
will  be  returned  pnunptly 
auction. 

8.  Any  tracts  not  sold  whoa 
in  the  course  of  bidding  and  en 
no  qutdifying  mailed  bid  has 
celved,  will  be  ofTered  at  p\iblle 
upon  the  motion  of  any  qualified 
beginning  at  10:30  a.m..  <m 
April  5.  1962,  in  the  United 
Office, -Room  3204  (third  floor>. 
Building.  230  North  First  AventM, 
nix.  Arizona.    The  remaining 
continue  subject  to  nomination 
tion    at    that    place    each 
Thursday   at   10:30   ajn.    ( 
days),  until  all  tracts  are  sold  ori 
the  auction  Is  declared  cloeed  Hf 
Manager.    United    States 
Mailed  bids  in  the  format 
Part  4  received  after  March  Ml 
will  be  considered  at  the  next 
offering. 

Fred  J.  Wtauii. 

State  mtmtm, 
Arizona  Lan4 

February  1.  1962. 


,^^  niaterlals  when  the  amooni 
2J^  IB  any  one  caae  doea  not  eaeeed 
■Sr  iMh  Engineer  is  authorlMd  to 
2r«oBtracts  for  supplies  and  mato- 
S^aad  services  for  amounts  exeead- 
ZTflJOO  whenever  publle  ezigendep 
jj^S^mndiate  delivery  of  the  aup- 
S^Tr  materials,  or  po^ormanee  of 
S^ggf^.  to  protect  life,  limb  or  lorn 
jginmimrnt  property. 

m^.  X   Limitations.    The   authority 
In  section  1  shall  be  exerciaed 
j^nce  with  applicable  Umita- 
l^the  Federal  Property  and  Ad- 
ive  Services   Act   of   1949,   as 
^  and  In  accordance  with  ap- 
Ipolicles.  procedures  and  controls 
by  the  General  Services  Ad- 

_^ pp,  the  Department  of  the  In- 

r*and  the  Director,  Office  of  Saline 


■ 

1  Effective  date.    This  regulation 
January  25,  1962. 


[F.R.    Doc. 


ea-1330:   Filed, 

8:45   a.m.| 


Fob.   I, 


Office  of  Saline  Wafer 

(Administrative  Management 
No.  1] 


PROCESS  RESIDENT  ENGMHK     S   « 
Delegation  of  Authority 


m0tK.  SM  DM  11.1  and  11.4.  Delegations 
jisMinrttT  ^  ^*  Secretary  of  the  Interior) 

CBARLia  F.  MacGowak. 
1      Director. 

JumXT  25.  1962.  ^ 

Mj,  Doe.   ea-1391:    FUed.    Feb.    S,    IMS; 
•^  8:48  ajn.] 

FEKRAL  COMMUNICATIONS 
COMMISSION 

[DMtet  nnn  1445S.  14466;  FCC  62M-1881 

MflRSON  RADIO  CO.  (WIXI)  AND 
VOICE  OF  THE  MID  SOUTH 

Older  Continuing  Hooring 

to  n  aiipllcations  of  W.  D.  Frlnk.  tr/as 
Radio  Co.  (Wna) ,  Docket  No. 
Pile  No.  BL-6187,  for  license  to 
eoostruction  permit  BP-10672  au- 
a  new  standard  broadcast  sta- 

riatlrondale,  Ala.:  Fred  H.  Davis  and 
Ol  Ptlnk.  d/b  as  Voice  of  the  Mid 
IMh,  Docket  No.  14456,  File  Na  BP- 
IftU,  for  construction  permit  to  build  a 
wm  standard  broadcast  station  at 
flMrertUe,  Ala. 

Heej-lng  Examiner  having  under 
tion  a  change  of  date  for  com- 
tent  of  hearing; 
B  appearing  that  a  prehearing  con- 
iMtee  was  held  on  February  2,  1962, 
at  owing  to  the  fact  that  the  api^canta 
m  not  at  present  represented  by  counsel 
■d  wm  need  to  secure  counsel  It  was 
Vmd  that  a  change  of  the  hearing  date 
Whnperatlve;  and 

B  ftether  appearing  that  the  date  of 
Mnary  28, 1962,  was  established  as  the 
IM»  fbr  commencement  of  hearing  by 
Ai  Acting  Chief  Hearing  Examiner; 

It  it  ordered.  This  2d  day  of  February 
pn,  that  the  date  for  commencement  of 
is  changed  from  February  28  to 
10. 1962. 


Section  1.  Authority. 
Resident  Engineer  in  charge  ol  »  ^ 
office  of  the  Office  of  Saline  Wl>jg» 
field  locations  of  demonstration 
is  authorized  to  purchase  suppM* 
materials  and  make  contracts  for " 


February  5,  1962. 

Fedkkal  CoitMinncATxONS 
ComnssiON, 
teALl        Ben  F.  Wapue, 

Acting  Seeretarf. 

PA  Doe.    63-1399;    FUed.    FWk    0.    1061; 
8:49  ajn.] 


FEDERAL  REGISTER 

[Oodcet  NO.  14407] 

JAMES  H.  WITHROW 
Oidor  To  Show  Causo 

In  the  matter  of  James  H.  Withrow, 
Poet  Olllce  Box  828,  Saint  Mary's.  Ga., 
Docket  No.  14497;  order  to  show  cause 
why  tbwe  should  not  be  revoked  the 
license  for  Radio  StaUon  6W3437  In  the 
CiUaens  Radio  Service. 

The  Conunission,  by  the  Chief.  Safety 
and  Special  Radio  Services  Bureau, 
under  delegated  authority,  having  under 
consideration  the  matter  of  certain  al- 
leged violations  of  the  Commission's 
rules  in  connection  with  the  operation  of 
Cltiiena  radio  station  6W3437 ; 

It  appearing,  that,  pursuant  to  S  1-76 
of  the  Commission's  rules,  written  notice 
of  violation  of  the  Commission's  rules 
was  served  upon  the  above-named  li- 
censee as  follows:  Official  notice  of  vio- 
lation mailed  on  June  20.  1961,  alleging 
that  on  June  11. 1961.  Citizens  radio  sta- 
tion 6WS437  was  observed  In  violation  of 
the  Commission's  rules,  viz:  S  19.61(a)  — 
transmission  of  Idle  conversation  not 
considered  ra^^stantive  or  necessary. 

It  further  appearing,  that,  the  above- 
named  licensee  received  the  official 
notice  of  violation,  but  did  not  make 
satisfactory  reply  thereto,  whereupon 
the  Coaunlasion  by  letter  dated  August 
10,  1961,  and  sent  by  certified  mall — ^re- 
turn receipt  requested  (Certified  No. 
89792)  again  brought  this  matter  to  the 
attention  of  the  licensee  and  requested 
that  soeh  licensee  respond  to  the  Com- 
mission's letter  within  15  days  from  the 
date  of  its  receipt,  stating  the  measures 
which  had  been  taken  or  were  being 
taken  in  order  to  bring  the  operation 
of  the  radio  station  into  compliance  with 
the  Commission's  rules,  and  warning  the 
licensee  tiiat  failure  to  respond  to  such 
letter  might  result  in  the  institution  of 
proceedings  for  the  revocation  of  the 
station  licmae;  and 

It  further  api)earing.  that,  receipt  of 
the  Commission's  letter  was  acknowl- 
edged Iqrthe  signature  of  the  licensee,  on 
August  14. 1961,  to  a  Post  Office  Depart- 
ment return  receipt  card ;  and 

It  further  appearing,  that,  in  view  of 
the  foregoing,  the  licensee  has  re- 
peatedly violated  9  1-76  of  the  Commis- 
sion's rulea; 

It  is  ordered.  This  26th  day  of  January 
1962,  pursuant  to  section  312(a)  (4)  of 
the  Communications  Act  of  1934,  as 
iiH»^>iiH»rt,  and  section  0.291(b)  (8)  of  the 
Commission's  statement  of  delegations 
of  authority,  that  the  said  licensee  show 
cause  why  the  license  'for  the  above- 
ci4>tioned  radio  station  should  not  be  re- 
voked, and  appear  and  give  evidence  in 
reqpect  thereto  at  a  hearing  to  be  held  at 
a  time  and  place  to  be  specified  by  s\ib- 
aequent  order:  and 

It  i$  further  ordered.  That  the  Act- 
ing Secretary  send  a  copy  of  this 
order  by  carttQed  mail — ^retiun  receipt 
requested — ^to  the  said  licensee. 

Reletted:  January  29, 1962. 

FEBBRAL  ComnTNICATIONS 

Commission, 
[■lU.]        Bkh  F.  Waplx, 

Acting  Secretary. 

irJL   Doe.    69-1400;    FUed.    Feb.    9,    1962; 
8:49  ajn.] 


IX>odE»t  Mo.  14466} 

JACK  C.  MUNSON 
Order  To  Show  Conao 

In  the  matter  of  Jack  C.  Munaon,  814 
Avalon  Boulevard,  Wilmington,  Calif., 
Docket  No.  14498;  order  to  show  cauae 
why  there  should  not  be  revcdced  the 
license  for  radio  station  WH-6555  aboard 
the  vessel  "Lark". 

The  Commission,  by  the  Chief,  Safety 
and  Special  Radio  Services  Bureau, 
under  delegated  authority,  having  under 
considerati<m  the  matter  of  certain  al<- 
leged  violations  of  the  CommlMian'a 
rules  in  connection  with  the  operation  eH 
the  above-captioned  station; 

It  appearing,  that,  pursuant  to  i  1.76 
of  the  0(nimiBsl<m's  rules,  writt^i  notico 
of  violation  of  the  Ckxnmisslon's  mlea 
was  served  upon  the  above-named  li- 
censee as  follows:  Official  notiee  of  Tieift^ 
tion  mailed  on  October  11, 1961,  aUegbic 
that  (XI  October  9, 1961,  a  oopj  of  Pwt  t 
of  the  Ckxnmlssion's  rules  was  not  airall- 
able  during  inq>ection  of  radio  atetlett 
WH-6555,  in  vlolati<m  of  f  8.967<s)  (2) 
of  the  Commission's  rules;  and  a  failure 
to  have  recorded  in  the  station  log  e»A 
time  the  safety  watcdi  on  2182  ke,  re- 
quired by  8  8.202(d),  was  begun,  bob- 
pended,  or  c(»)cluded.  in  vktetkn  of 
S  8.368(a)  (5)  of  the  CommlsBioD'a  rules. 

It  further  appearing,  that  the  above- 
named  licensee,  received  said  ofBdal 
notice  but  did  not  make  satisfaetoxy 
reply  thereto,  whereupon  the  Commta- 
slon,  by  letter  dated  November  18.  1961. 
and  sent  by  certified  man — return  re- 
ceipt requested  (Cert  No.  345110). 
brought  this  matto*  to  the  attention  of 
the  licensee  and  requested  that  tadb. 
licensee  respond  to  the  Commisatott'fe 
letter  within  15  days  from  the  date  of  its 
receipt  stating  the  measures  wfaidt  had 
been  taken,  or  were  being  taken.  In  order 
to  bring  the  operaticm  of  the  radio  sta- 
tion into  CMnpUance  with  the  Conunis- 
sion's  rules,  and  warning  the  Ucenaee 
that  failure  to  resixmd  to  such  letter 
might  result  In  the  Institution  of  pro- 
ceedings for  the  revocation  of  the  radio 
station  license;  and 

It  further  appearing,  that  rec^t  bf 
the  Cmnmlssiini's  letter  was  adOMywI- 
edged  by  the  signature  of  the  licensee's 
agent,  Aubrey  Phelpott,  on  NorcflBber 
14,  1961,  to  a  Poet  Office  Department 
return  receipt;  and 

It  further  appearing,  that,  although 
more  than  15  days  have  elapsed  since  the 
licensee's  receipt  of  the  Commlaskm'S 
letter,  no  response  was  made  thereto; 
and 

It  further  appearing,  that,  in  view  of 
the  foregoing,  the  licensee  has  repeat- 
edly violated  8  176  of  the  CcmuniBSion's 
rules; 

It  is  ordered.  This  5th  day  of  February 
1962.  pursuant  to  secticm  312  (a)  (4)  and 
(c)  of  the  Communications  Act  of  193^. 
as  amended,  and  section  0.291(b)  (6)  of 
the  Ccxnmlssion's  statonent  of  ddega- 
tions  of  authority,  that  ttie  said  Uoenaee 
show  cause  why  the  license  for  the  above- 
captioned  radio  station  should  not  be 
revoked,  and  i4>pear  and  give  evidence  in 
respect  thereto  at  a  hearing  to  be  hdd 
at  a  time  and  place  to  be  specified  by 
subsequent  order;  and 


I 
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It  i*  further  ordered.  That  the  Secre- 
tary send  a  copy  of  this  order  by  certified 
mall — return  receipt  requested — to  the 
said  llcenaee. 

Released:  February  7.  1962. 

PlBBKAL  ComnmicATiONS 
ComiisaioN. 

fSBALl  BXM  P.   WaPLB. 

Acting  Secretary. 

|P.R.    Doc.    63-1401:     FUed.    Feb     9,     1962; 
8:49  a.m. I 


[Docket  No8.  14318.  14319;  FCC  62M   169| 

COLUMBIA  BASIN  MICROWAVE  CO. 
Order  Continuing  Heoring 

In  re  applications  of  Columbia  Basin 
Microwave  Co..  Docket  No.  14318.  Pile 
No.  14«4-Cl-Rr-«1.  for  renewal  of  the 
license  for  station  KOY40,  a  facility  in 
the  Domestic  Public  f*oint-to-P*int 
Ifierowaye  Radio  Service  at  E^hrata, 
Wash.;  Docket  No.  14319.  File  No.  4082- 
C1-AIj-61,  for  consent  to  assignment  of 
the  license  for  station  KOY40.  a  facility 
in  the  Domestic  Public  Point-to-Point 
Microwave  Radio  Service  at  Ephrata. 
Wash.,  from  Patricia  Hughes,  d  b  as 
Columbia  Basin  Microwave  Co.  to  Co- 
lumbia Basin  Microwave  Co..  Inc. 

The  Hearing  Examiner  having  under 
consideration  a  motion  for  continuance 
filed  by  Colupibia  Basin  Microwave  Co. 
(Columbia),  on  January  30.  1962.  and 
the  proceedings  at  the  further  prehear- 
ing conference  in  the  above-entitled 
matter  held  on  January  29.  1962; 

It  appearing,  that  on  January  12.  1962. 
Columbia  filed  an  application  for  change 
In  an  existing  station  owned  by  it  but 
not  Involved  in  the  proceedings  herein, 
to  provide  microwave  transmission 
^rvice  to  a  customer  allegedly  not  di- 
rectly controlled  by,  or  under  direct  or 
Indirect  common  control  with  Columbia 
at  a  new  point  of  communication ; 

It  further  appearing,  that  at  the 
aforementioned  conference  Columbia 
agreed  not  to  file  its  petition  for  recon- 
sideration and  grant  without  hearing 
vmtU  the  30-^ay  public  notice  period  for 
the  new  application  of  January  12  had 
expired,  or  until  such  further  time  as 
may  be  necessary  to  satisfy  the  Com- 
mon Carrier  Bureau  and  to  result  in 
compliance,  if  necessary,  with  the  ap- 
propriate provisions  of  the  Commission's 
rules  relating  to  defective  applications 
(47  CFR  21.20(c)): 

It  further  appearing,  that,  in  light  of 
the  foregoing,  counsel  for  the  Common 
Carrier  Bureau  agreed  to  interpose  no 
objection  to  a  grant  of  an  indefinite 
continuance  of  the  hearing  herein ; 

It  further  appearing,  that  good  cause 
has  been  shown  for  reafllrming  the  ac- 
tion taken  by  the  ESiaminer  in  his  order 
of  November  30.  1961,  following  prelimi- 
nary conference,  at  least  to  the  extent 
of  postponing  the  hearing  until  such 
time  as  the  Commission  shall  have  had 
the  opportunity  to  act  upon  a  petition 
for  reconsideration  and  grant  without 
hearing  that  Colimibia  proposes  to  file  as 
soon  as  it  has  satisfied  the  Common  Car- 
rier Bureau  regarding  the  acceptability 
of  its  application  and  as  soon  as  relevant 
public  notice  periods  have  expired: 


NOTICES 

It  is  ordered.  This  5th  day  of  Febru- 
ary 1962.  that  the  motion  for  con- 
tinuance filed  by  Columbia  Basin  Micro- 
wave Co.  is  granted  Insofar  as  it  requests 
that  the  hearing  herein  be  postponed 
until  such  time  as  the  Commission  shall 
have  had  an  opportunity  to  act  upon  a 
proposed  petition  for  reconsideration 
and  grant  without  hearing:  Provided, 
however,  such  postponement  Is  without 
prejudice  to  the  right  of  any  party  to 
request  the  designation  of  a  specific 
hearing  date  fori  a  good  cause  shown; 
and  that  the  htoring  herein  is  post- 
poned as  hereinabove  set  forth. 

Released:  February  6.  1962. 

Fedkral  Communications 
Commission, 
(seal)         Ben  F.  Waple 

Acting  Secretary. 

|FR      Doc      62   1402,     Piled,     Feb      9.     1962. 
8  49  am  I 


[Docket  No    14261;  FCC  e2M   168) 

CLAY  SERVICE  CORP. 
Order   Continuing   Hearing 

In  re  application  of  Clay  Service  Corp.. 
Ashland.  Ala  .  Docket  No.  14261.  File  No. 
BP-13795;   for  construction  permit. 

Pursuant  to  verbal  request  by  both 
counsel  for  applicant  and  Chief.  Broad- 
cast Bureau:  It  is  ordered.  This  5th  day 
of  February  1962.  that  the  hearing  now 
scheduled  for  February  6.  1962.  be  and 
the  same  is  hereby  rescheduled  for 
March  5,  1962,  10:00  a.m.,  in  the  Com- 
missions OCQces,  Washington.  DC. 

Relea.sed:   February  3.  1962. 


SEAL  ! 


Federal  Communications 

Commission. 
Ben  F.  Waple. 

Acting  Secretary. 


|FR      Doc      62    1403;     Filed,     Feb      9.     1962; 
8  49   a  ml 


FEDERAL  MARITIME  COMMISSION 

I  Docket  No  972 ) 

A.   H.   BULL  STEAMSHIP   CO. 
Order   To   Show   Cause 

It  appearing  that  on  or  about  Febru- 
ary 1,  1962,  the  A  H.  Bull  Steamship 
Co.,  a  common  carrier  by  water  engaged 
in  the  carriage  of  goods  between  ports 
in  Puerto  Rico  and  United  States  North 
Atlantic  ports,  issued  a  notice  to  all 
shippers,  entitled  "Embargo  Notice" 
wherein  said  carrier  advised  shippers 
that  effective  March  3,  1962,  it  is  neces- 
sary for  said  carrier  to  place  an  "em- 
bargo" on  the  carriage  of  sugar,  refined 
and  turbinated,  in  bags,  from  ports  in 
Puerto  Rico  to  United  States  North  At- 
lantic ports  of  Baltimore,  Philadelphia, 
and  New  York;  and 

It  further  appearing  that  on  or  about 
February  5,  1962.  said  A.  H.  Bull  Steam- 
ship Co.  also  issued  an  "Embargo  No- 
tice" wherein  said  carrier  stated  that 
effective  February  10.  1962,  due  to  a  re- 
alignment of  schedules  and  a  curtail- 
ment of  service,  freight  for  Ponce  and 


Mayaguez,  Puerto  Rico,  wlH  no 
be  accepted :  this  notice  to  •opiy  l»4^^ 
ice  from  the  United  States  NoitkiiS 
tic  ports  of  New  York,  BalUaaT^ 
Philadelphia:   and  " 

It  further  appearing  that 
evidence  of  any  emergency 
physical     limitations    of 
necessitating  the  imposition  of 
goes;  and 

It  further  appearing  that  said 
has  on  file  with  this  Commlasian  a 
ule  of  freight  rates  which  InchideiA 
for  the  carriage  of  sugar,  reflngft 
turbinated,  in  bags,  from  Puerto  I 
ports  to  the  United  States  North 
tic  ports  of  Baltimore,  Philadelpiili, 
New  York :  neither  a  supplemental 
ule  nor  a  new  schedule  has 
with    the    Commission    by   said 
cancelling  the  aforementioned 
of  rates;  and 

It  further  appearing  that  said 
also  has  on  file  with  this 
a  schedule  of  freight  rates  for  the 
riage  of  commodities  from  the  UbIM 
States  North  Atlantic  ports  of 
Philadelphia,  and  New  York  to 
Rican  ports  including  Ponce  and  Ibii^ 
guez;  said  carrier  has  not  filed  •  gn 
or  supplemental  schedule  with  ttakCh^i 
mission  cancelling  this  aforemeotiam 
schedule:  and 

It  further  appearing  that  sectkaStf 
the  Intercoastal  Shipping  Act,  lllt,al 
this  Commission's  Freight  and  Pmmur 
Tariff  Regulations  require  a  cantar  li 
file  with  this  Commission  a  new  riM> 
ule  or  schedules  to  become  elTeettMiit 
earlier  than  thirty  days  after  date  ri 
filing,  before  any  change  shall  tat  tmtk 
in  the  rates,  fares,  charges, 
tions.  rules  or  regulations  that  havB 
viously  been  filed  with  the 
and 

It  further  appearing  that  the 
tion  of  said  embargoes  may 
unjust  and  unreasonable  practical tail^ 
lation  of  section  18(a)   of  the 
Act.  1916: 

Now.  therefore,  it  is  ordered, 
to  section  2  of  the  Intercoastal 
Act.  1933.  and  sections  18  and  2la(ll 
Shipping  Act,  1916,  that  the  A.  H.l|< 
Steamship  Co.  show  cause  on  or  bilil^ 
February  20.  1962,  why  it  shouldMiil 
ordered  to  withdraw  the  aforemeolilHl 
embargoes  and  to  file  and  port  Ml 
schedules  cancelling  the  schedutaM 
in  force  for  the  commodity  and 
which  it  proposes  to  discontinue;  and 

It  is  further  ordered,  TTiat  thil  a 
be   published  in   the   Fedeeal 
and  served  on  the  A.  H.  Bull 
Co.  who  is  named  as  respondent  It 
proceeding.     Oral  argument  in  tldi 
ceeding  will  be  heard  by  the 
on  February  20,  1962,  in  Room  4S1^I0 
G  Street  NW.,  Washington,  D.CatMi 
a.m..    est.     Notwithstanding  the  Will 
as  to  time  and  service  of  docuiB|Mto« 
this  Commission's  rules  of 
procedure,  the  parties  to  this 
shall  adhere  to  the  following 
Affidavits  of  fact  and  memoranda  iJj^ . 
may  be  submitted  to  the  Conaaktit^M.: 
or  before  the  close  of  businees  5*-'5fc 
niary   16,    1962,  and  replies  ther^Mi 
or  before  the  close  of  busineas  •J'J^ j 
ruary  19,  1962.    All  persons  htT***! 
interest  In  this  proceeding.  d« 
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.  therein,  should  notify  the  Sec- 

,  f^  the  Com9iission  promptly  and 

j|i  petitions  for  leave  to  intervene 

^iba  time  of  oral  argument  btfore 

'  TUMWkTT*-"  •  replies  to  petitions  for 

to  Intervene  shall  be  filed  on  or 

,  gie  close  of  business  on  Februar/ 

^^So.  Parties  seeking  leave  to  inter- 
^J^y  file  affidavits  of  fact  and  mem- 
*"i^  of  law  and  replies  in  accordance 
JSkowj  schedule  previously  set  forth. 
^4oeument8  or  pleadings  fUed  in  this 
f^imrtlT  including  petitions  to  inter- 
Im  and  replies  thereto  must  be  served 
^Ae person  filing  same  upon  all  par- 
^  d  reoord.  The  parties  to  this  pro- 
^g^  are  directed  to  file  their  requests 
^\iffM  allotment  for  oral  argument 
«^  ttM  Secretary  of  the  Commission 
M  ff  before  February  19,  1962. 


B^  tiie  Commission. 

Thomas  Lisi, 
Secrettuv. 

tfM.  Doe.   02-1471:    Filed,    Feb.    9,    19«2: 
^  11:31  a.  m.J 


(DOAL  POWER  COMMISSION 

[Docket  No.  0163-6271 

HUMBLE  OIL  A  REFINING  CO. 

Oiim  M  Motion  To  Dismiss  Ordar  To 
fktfw  Cause  and  Terminal*  Pro- 
laadnngs 

Febrttart  5,  1962. 

Ob  January  16,  1962.  Humble  Oil  k 
J  Company  (Humble) ,  filed  a  re- 
to  the  Commission's  order  issued 
13. 1961,  which  required  Hum- 
Hi-lo  diow  cause  why  it  should  not  file 
•a  application  pursuant  to  section  7(c) 
4  the  Natural  Oas  Act  to  acquire  by 
HMk  ownership  the  facilities  of  Clin 
Oh  Tkaiismisslon  Corporation. 

BBBble.  by  its  response,  asks  in  the 
iHnative,  that  (1)  the  Commission 
tgr*«*f*^  its  show  cause  proceeding  and 
lam  an  order  declaring  that  section 
Id)  does  not  require  that  Humble  ob- 
tili  a  certificate  of  public  convenience 
mi  aaoeasity  before  it  consummates  the 
mriritton  of  the  stock  of  Clin  Gas 
taHOkiaaion:  (2)  the  Commission  Issue 
Mkvtth'  a  certificate  of  public  con- 
iBtaoe  and  necessity  authorizing  It  to 
Mvke  all  the  outstandii^  capital  stock 
tf  OUn  Oas  Transmission,  if  such  a  eer- 
Mlaate  is  deemed  required  by  section  7 
0);  (3)  that,  if  the  relief  requested 
Wkt  ,(1)  and  (2)  is  denied,  the  Com- 
Makn  advance  the  date  of  heuing  to 
Mraary  19.  1961. 
Bnable's  motion  to  terminate  the  pro- 
and  dismiss  the  Commission's 
to  show  cause  Is  predicated  on  the 
}n  that  the  acquisition  of  all 
toortatandlng  stock  of  Olln  Oas  Trans- 
MHlan  by  Humble  does  not  consUtute 
•  "aoQuisiUon  of  faciUUes"  within  the 
of  section  7(c)  of  the  Natural 
Act  However,  the  order  to  show 
I  does  not  preclude  Humble  from  as- 
this  contention  In  course  of  the 
Humble    may    renew    its 

*(*.  st(«r  an  abridged  hearing. 
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motioQ  aflar  praaenting  evidence  in  sup- 
port of  its  applleatlcm. 

Tlie  Inatenl  order  is  not  to  be  oon- 
atrued  In  any  way  as  a  determination  by 
the  Commlaaian,  at  this  time,  of  the  legal 
question  of  Jurisdiction  raised  by  Humble 
to  the  Commission's  order  to  show  cause. 

The  Commission  finds: 

(1)  Thore  are  sufficient  groimds  for 
going  forward  with  the  proceedings  in- 
stituted by  the  order  to  show  cause. 

(2)  The  motion  for  termination  of  the 
proceedings  should  be  denied,  without 
prejudice  to  its  renewal  at  a  subsequent 
stage  of  the  case. 

(3^  The  motion  for  issuance  of  a  cer- 
tificate i^ter  an  abridged  hearing  should 
be  denied  on  the  ground  that  the  Com- 
mission would  not  be  in  a  position  to 
make  a  determination  of  the  Issues 
whiidi  would  be  Involved  in  certification 
without  a  record. 

(4)  It  is  necessary  aftd  appropriate  in 
the  public  interest  that  the  date  of  hear- 
ing be  advanced  to  a  date  earlier  than 
set  in  the  Commission's  order  of  De- 
cember 13,  IMl. 

The  Commiasion  orders: 

(A)  The  motion  of  Humble  Oil  and 
Refining  Company  to  dismiss  the  order 
to  show  cause  contained  in  its  response 
to  the  Commission's  order  of  December 
13,  1961.  la  hereby  denied,  without 
prejudice. 

(B)'  For  the  reasons  stated  above,  the 
motion  requesting  the  Issuance  of  a  cer- 
tificate of  public  convenience  and  neces- 
sity after  an  abridged  hearing  is  hereby 
denied. 

(C)  The  public  hearing  in  this  pro- 
ceeding, heretofore  set  for  March  27, 
1962,  is  advanced  to  March  2,  1962.  at 
the  same  hour  and  place  provided  in 
the  Commission's  order  of  December  13, 
1961. 

By  the  C(»nmission. 

Joseph  H.  Gutride, 
Secretary. 

[FJL    Doc.    83-1367;    Filed,    Feb.    B,    1962; 
8:46  ajn.j 


[Docket  No.  RP62-6I 

NORTHERN  NATURAL  GAS  CO. 

Ordor  Providing  for  Hoaring  on  and 
Swsponaion  off  Rate  Schedule  and 
Rolatod  Service  Agreement,  Allow- 
ing Rote  Schedule  to  Take  EfFect 
ond  Consolidating  Proceedings 

February  2,  1962. 

On  January  4,  1962,  Northern  Natural 
Oas  Company  (Northern),  tendered 
fllinga  relating  to  sales  of  natural. gas 
subject  to  the  jurisdiction  of  the  Com- 
mission. Tendered  were  pipeline  service 
Rate  Schedule  PL-B.  pipeline  overrun 
service  Rate  Schedule  PO-B.^  together 
with  a  related  20-year  service  agreement 
with  Michigan  Wisconsin  Pipe  Line 
Company,  to  become  effective  February 
27.  1962,  and  interim  Rate  Schedule 
LP8-B,*  the  latter  to  be  effective  for  the 


*  Original  Sheet  Nob.  18p,  18q,  18r,  33m, 
and  33n  to  FPC  Oas  Tariff.  First  Bev.  Vol. 
No.  1. 

•Original  SbMt  No.  IBs  to  FPC  Gas  Tariff, 
First  Bev.  VoL  Mo.  1. 
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period  extending  from  January  8,  1963, 
through  Pdamary  26.  1962.  Thaae  fil- 
ings wef«  Butamttted  to  implement  the 
sale  of  up  to  79,000  Mef  per  day  to  m^- 
igan  Wisconahi  in  Northern's  Rate  Zone 
B  as  authorized  in  Doek^  No.  Gh-20971 
by  order  and  Opinion  No.  S45,  issued 
Jime  28, 1961.  An  effecthre  date  of  Jan- 
uary 8,  1962.  is  requested  for  interim 
Rate  Schedule  LPS-B;  all  other  fllinga 
referred  to  herein  are  propoeed  to  be- 
come effective  February  27,  1962. 

Pn)posed  Rate  Schedule  PL-B  la  avail- 
able for  contract  demand  aervlee  in 
Northern's  Rate  Zone  B  to  pipeline  com- 
panies. The  rate  provided  la  $4^259  per 
Mcf  of  contract  demand  and  2S.4  oenta 
per  Mcf  of  gas  d^vered.  Ilie  montlily 
minimum  bill  is  the  demand  diacge  ptea 
the  charge  for  75  percent  load  factor  uae 
of  contract  demand.  A  14J  centa  p^ 
Mcf  demand  charge  adjustment  ia  pro- 
vided for  under-dellveriea  and  penalttea 
are  provided  for  unanthoriaed  eaeeaa 
takes  at  $2.00  per  Mcf  for  12ie  larger  of 
3  percent  of  contract  demand  or  50  Mcf 
plus  $10.00  per  Mcf  for  addttlooal 
volumes. 

Proposed  Rate  Schedule  PO-B  ia  svaU- 
able  to  PL-B  customers  for  over-run  de- 
liveries specifically  authoriaed  by  Mdrtii- 
em  pursuant  to  advance  openOag  ar- 
rangements. The  rate  provided  la  SS.4 
cents  per  Mcf,  the^commodlty  rate  under 
the  PL-B  Schedule:  ~ 

The  interim  Rate  Schedule  LPS-B 
provides  a  straight  rate  of  37.4  ocnta  per 
Mcf.  Such  rate  ia  the  100  percent  load 
factor  average  charge  under  Rate  Sched- 
ule PL-B. 

The  service  agreonent  providea  for  de- 
liveries up  to  the  contract  demand  of 
75,000  Mcf  per  day  at  an  toterocmneetlan 
in  Janesville,  Wlaoonain.  EMlmated 
sales  for  the  first  year  of  aervlee  are 
23,495,007  Mcf  (about  86  porcent  load 
factor)  for  $9,330,931,  or  39.7  oenta  p6r 
Mcf. 

The  proposed  rates  described  above 
are  based  upon  the  settlonait  coat  of 
service  accepted  in  Doeket  Noa.  G^ltOiO, 
et  al.  However,  inasmuch  as  the  ratea 
and  charges  set  forth  in  Northern's  Bate 
Schedules  PL-B,  PO-B  and  related  serv- 
ice agreement  reflect  certain  iBBoea  prea- 
ently  subject  to  determination  in  Docket 
Nos.  a-19040,  et  al..  these  lamea  ahoold 
be  determined  in  a  proceeding  oonaoli- 
dated  for  hearing  with  the  mattera  to  be 
heard  in  Docket  Nos.  O-19040,  et  aL 

The  Commission  finds: 

(1)'  It  is  necessary  and  proper  In  the 
public  interest  to  aid  in  the  enfdrcement 
of  the  provisions  of  the  Natural  Gas  Act 
that  the  Commission  entor  upon  a  public 
hearing  ooncaning  the  Issoee  tndtcatad 
above  as  presented  in  Original  Sheet 
Nos.  18p,  18q,  18r,  33m.  and  S3n  to 
Northern's  FPC  Gas  Tariff.  Firat  Re- 
vised Volume  No.  1.  and  that  au^  tariff 
sheets  be  suq;>ended  and  the  uae  thereof 
deferred  as  hereinafter  ordered;  the  pro- 
ceeding instituted  herein  should  be  con- 
solidated with  the  consolidated  proceed- 
ings in  Docket  Nos.  Q-19040.  et  al^  for 
purposes  of  hearing  and  dedaion. 

(2)  Northern's  aovioe  agreement  re- 
ferred to  above  should  become  elieettve 
February  28.  1962. 
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(3>  Good  c*uae  has  been  shown  that 
Original  Sheet  No.  18s  to  Northerns  PPC 
Gas  Tariff,  First  Revised  Volume  No.  1 
be  accepted  for  filing  and  that  it  be  per- 
mitted to  become  effective  January  8, 
1962,  through  February  27.  1962. 

The  Commission  orders: 

(A)  Pursuant  to  the  authority  of  the 
Natural  Oas  Act.  particularly  sections  4 
and  15  thereof,  the  Commissions  rules 
of  practice  and  procedure,  and  the  reg- 
ulations under  the  Natural  Gas  Act  <  18 
CFR  Ch.  1).  the  issues  presented  by 
Northern's  proposed  tariff  sheets  re- 
ferred to  in  (1)  above  shall  be  set  for 
hearing,  the  proceeding  hereby  insti- 
tuted to  be  consolidated  for  purposes  of 
hearing  and  decision  with  the  proceed- 
ings in  Docket  Nos.  G-19040,  et  al. 

(B)  Pending  hearing  and  decision 
thereon.  Original  Sheet  Nos.  18p.  18q. 
18r.  33m.  and  33n  to  Northerns  FPC 
Oas  Tariff,  First  Revised  Volume  No.  1, 
are  hereby  suspended  and  the  use  there- 
of deferred  until  February  28.  1962,  and 
until  such  fvtrther  time  as  they  may  be 
made  effective  in  the  manner  herein- 
after prescribed. 

(C)  The  rates,  charges,  classifications, 
and  services  set  forth  in  the  above-des- 
ignated filings  shall  be  effective  as  of 
^bruary  28.  1962:  Provided,  however. 
That,  within  20  days  from  the  date  of 
this  order,  Northern  shall  file  a  motion  as 
required  by  section  4(e)  of  the  Natural 
Oas  Act  to  place  the  filings  in  effect  on 
such  date. 

(D)  Northern's  service  agreement  re- 
lating to  the  tariff  sheets  set  forth  in 
paragraph  (B)  above  shall  be  effective 
February  28, 1962. 

(E)  Original  Sheet  No.  18s  to  North- 
em's  FPC  Oas  Tariff.  First  Revised  Vol- 
ume No.  1.  is  hereby  accepted  for  filing 
and  is  allowed  to  become  effective  Jan- 
uary 8,  1962.  through  February  27,  1962 

By  the  Commission. 

Joseph  H  Outride. 

Secretary. 

IFJl.    Doc.    62-1368:     Filed.    Feb     9      19«2 
8:45  ami 


(Docket  No.  O  19115  etc  ) 

HASSIE  HUNT  TRUST  ET  AL. 

Notk*  of  Applications,  Consolidation 
of  Procoodings  and  Setting  Date  for 

HooHng 

February  7.  1962. 

Hassle  Hunt  Trust.  Operator,  et  al , 
Docket  No.  0-19115;  H.  L.  Hunt,  Opera- 
tor, et  al..  Docket  No.  0-19116:  Hunt  Oil 
Co..  Docket  No.  0-19117:  William  Her- 
bert Hunt  Trust  Estate.  Operator,  Docket 
No.  0-19118:  Lamar  Hunt  Trust  Estate. 
Docket  Nos.  0-19124  and  G-19125:  H.  L. 
Inc..  Operator,  et  al..  Docket  No  G- 
19123;  Placid  Oil  Co..  Operator,  et  al.. 
Docket  Noe.  G-19124  and  0-19125:  H.  L. 
Hunt.  Operator,  et  al..  Docket  No  CI61- 
1221;  H.  L.  Hunt.  Docket  No.  CI61-1282; 
Hassle  Hunt  Trust.  Operator,  et  al , 
Docket  No.  CI81-1283;  Caroline  Hunt 
Sands.  Docket  No.  CI61-1343:  Caroline 
Hunt  Trust  Estate.  Docket  No.  CI61- 
1344;  Lamar  Hunt  Trust  Estate,  Docket 
No.  CI61-1345;  Nelson  Bunker  Hunt. 
Docket  No.  CI61-1346;  Lamar  Hunt,  et 
ml..  Docket  No.  CI61-1736. 


NOTICES 

By  order  issued  December  28.  1961. 
the  matters  Involved  in  Docket  Nos.  G- 
19115.  0-19116.  G-19117.  0-19118.  G- 
19119.  G-19123.  G-19124,  and  G-19125 
were  set  for  hearing  commencing  March 
28.  1962.  at  10:00  a.m.  est.,  in  a  hearing 
room  of  the  Federal  Power  Commission 
•  27F.R.  132 ». 

Take  notice  that  each  of  the  following 
listed  Applicants  has  filed  an  application 
pursuant  to  section  7 to  of  the  Natural 
Gas  Act  for  a  certificate  of  public  con- 
venience and  necessity  authorizing  the 
construction  and  operation  of  facilities 
and  the  sale  of  natural  gas  in  interstate 
commerce,  as  hereinafter  described,  all 
as  more  fully  set  forth  in  the  respective 
applications  which  are  on  file  with  the 
Commission  and  open  to  public  inspec- 
tion. 

Each  applicant  herein  proposes  to  sell 
natural  gas  to  Natural  Gas  Pipeline  Com- 
pany of  America  for  transportation  in 
interstate  commerce  for  resale  as  indi- 
cated below: 

Do'ket    No..    Srller.    Date    Application    Filed, 
and  Field  and  Location 

CI61-1221.  H  L  Hunt.  Operator,  et  al  ;  Feb- 
ruary 15.  1961;  AJvln  City  Field.  Brazoria 
County,  Tex 

CI61-1282;  H  L  Hunt.  February  27.  19fll; 
Alta  Loma  Area,  Galveston  County.  Tex 

CI61-1283;  Hassle  Hunt  Trust.  Operator,  et 
al  ;  February  27.  1961;  Alta  Loma  Area, 
Galveston  County.  Tex. 

CI61-1343;  Caroline  Hunt  Sands.  March  15. 
1961;  Chenango  Field.  Brazoria  County. 
Tex 

CI61-1344;  Caroline  Hunt  Triist  Estate: 
March  15,  1961.  Chenango  Field.  Brazoria 
County.  Tex 

CI61  1345;  Lamar  Hunt  Trust  BSstate;  March 
15.  1961,  Chenango  Field,  Brazoria  County. 
Tex 

C161  1346;  Nelson  Bunlter  Hunt;  March  15. 
1961;  Chenango  Field,  Brazoria  County, 
Tex 

CI61-n36;  Lamar  Hunt,  et  al  :  June  6  1961; 
Zoller  Field.  Aransas  and  Calhoun  Coun- 
ties. Tex. 

Applicants  propose  to  make  each  of 
the  above  sales  at  an  initial  price  of  20  0 
cen".-»  per  Mcf  (including  tax  reimburse- 
ment) at  14.65  psia. 

The  public  convenience  and  necessity 
require  that  the  matters  listed  in  the 
caption  above  be  heard  on  a  consolidated 
record  and  disposed  of  as  promptly  as 
possible  under  the  applicable  rules  and 
regulations  and  to  that  end : 

Take  notice  that,  pursuant  to  the  au- 
thority contained  in  and  subject  to  the 
jurisdiction  conferred  upon  the  Federal 
Power  Commi.ssion  by  sections  7  arkl  15 
of  the  Natural  QAs  Act  and  the  Commis- 
sion's rules  of  prarticp  and  procedure,  a 
hearing  will  be  held  commencing  on 
March  28.  1962.  at  10:00  a.m..  e.s.t.,  in  a 
hearing  room  of  the  Federal  Power  Com- 
mission. 441  G  Street  NW..  WashinRton. 
DC.  concerning  the  matters  Involved 
in  and  the  Lssues  presented  by  the  above- 
listed  applications. 

Those  parties  who  have  been  per- 
mitted to  intervene  in  Docket  Nos. 
G-19115,  G-19116.  G-19117.  0^19118, 
G-19119.  G-19123,  G-19124.  and 
G-19125  are  considered  Interveners  in 
those^atters  only. 

Further  protests,  petitions  to  inter- 
vene or  notices  of  intervention  may  be 
filed  with  the  Federal  Power  Commission. 


vtv 


g^rday, 
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Washington  25.  D.C..  in 
the  rules  of  practice  and  proottrntdi 
CFR  1.8  or  1.10)  in  Docket  MoiLML 
1221.  CI61-1282.  CI61-1283.  CmS 
CI61-1344.  CI61-1345,  CI61-IJH,^ 
CI61-1736  on  or  before  February  M  iZ? 

Joseph  H.  Ormai, 

\vn      Doc      62   1396;     Filed.    Feb.    %,  m^ 
8  49am  I  ^ 


FEDERAL  RESERVE  SYSIQI 

FIRST  VIRGINIA  COW. 

Notice  of  Application  for  Appi«vi||| 
Acquisition  of  Sharos  of  o 


RWDttl    I 


Notice  Is  hereby  given  that  __ 
tlon  has  been  made  to  the  Boanlof  Qn. 
ernors  of  the  Federal  Reserfe  8Ml 
pursuant  to  section  3(a)  (2)  of  thtBiM 
Holding  Company  Act  of  1956  (ItUlC 
1842 » ,  by  The  First  Virginia  CorpanUi^ 
which  Is  a  bank  holding  oompuy  1^ 
cated  in  Arlington,  Virginia.  forth«y% 
approval  of  the  Board  of  the  seqqMlB 
by  applicant  of  80  percent  or  noif  # 
the  voting  shares  of  Peoplci'  la^ 
Mount  Jackson.  Virginia. 

In   determining   whether   to  _^_. 
this  application  submitted  puxsaut 
section   3(a)(2)    of    the  Bank  BoU_ 
Company  Act.  the  Board  is  reqriNdlv 
that  Act  to  take  into  consideiatta  tti 
following  factors:  (1)  The  flnaneWliii. 
tory  and  condition  of  the  company 
the  bank  concerned;  (2)  their 
( 3 »  the  character  of  their  m 
(4>   the  convenience,  needs,  and 
of  the  communities  and  the 
cemed;  and  (5)  whether  or  not  ttM  tf 
feet  of  such  acquisition  would  ke  to  • 
pand   the   size  or   extent   of  the  bHk 
holding  company  system  involved 
limits    consistent    with    adequate 
sound  banking,  the  public  intentt. 
the  preservation  of  competitkn  to 
field  of  banking. 

Not  later  than  thirty  (30)  days 
the  publication  of  this  notice  tntheW» 
ERAL  Rkgister,  commcnts  and  tIswi^ 
garding  the  proposed  aCqulsltkm  Btf  k 
filed  with  the  Board.  Coi 
should  be  addressed  to  the 
Board  of  Governors  of  the  Fedenl  9^ 
serve  System,  Washington  26.  D.C 

Dated  at  Washington.  D.C,  ttlll  • 
day  of  February  1962. 

By  order  of  the  Board  of  Ontmmn 

I  SEAL  1  MESRITT  SHBW 

SeerMm-. 

|PR     Doc     62  1369:    Filed.    Feb.   K:1^ 
8:45  a.m.) 

FIRST  VIRGINIA  COIF.     ^ 

Notice  of  Applicotion  for 

Acquisition  of  Shoros  of  O  i 

Notice  Is  hereby  given  that 
tlon  has  been  made  to  the  Board) 
ernors  of  the   Federal  Reserft 
pursuant  to  section  3(a)  (2)  o*  "L.—^ 
Holdinc:  Company  Act  of  19M  iav^' 
1842  • .  by  The  First  Virginia 
which   is  a  bank  holding 
catcd  in  Arlington,  Virginia,  for 


_,««1  of  the  Board  of  the  acquisition 
•''^aoMcant  of  80  percent  or  more  of 
*  tSods  shares  of  Southern  Bank  of 
SlfXNorfolk,  Virginia, 
^determining  whether  to  approve 
-TuioUcation  submitted  pursuant  to 
2j^3(a)(2)    of   the   Bank   Holding 


-J.  MioUcation  submitted  pursuant 
•5i^3(a)(2)  of  the  Bank  Holdi 
iSsny  Act.  the  Board  is  requhred  by 
i^Tj^  to  take  into  consideration  the 
StowlM  factors:  (1)  The  financial  his- 
Jz^gnd  condition  of  the  company  and 
^bgnk  concerned;  (2)  their  prospects; 
S)  the  character  of  their  management; 
rt)  tbe  convenience,  needs,  and  welfare 
rf  the  communities  and  the  area  con- 
^^;  and  (5)  whether  or  not  the  ef- 
«^^  such  acquisition  would  be  to  ex- 
2d  the  size  or  extent  of  the  bank 
Lhwng  company  system  involved  be- 
J2iUmlts  consistent  with  adequate 
^sound  banking,  the  public  interest, 
lai  the  preservation  of  competition  in 
ite  field  of  banking. 

ft^  later  than  thirty  (30)  days  after 
tin  publication  of  this  notice  in  the 
limif  Register,  comments  and  views 
Holding  the  proposed  acquisition  may 
1^^  with  the  Board.  Commvmica- 
tigoi  should  be  addressed  to  the  Secre- 
tuy  Board  of  Governors  of  the  Federal 
110^  System.  Washington  25,  D.C. 

Deted  at  Washington.  D.C.  this  6th 
^  of  February  1962. 

By  (wder  of  the  Board  of  Governors. 

[gltLl  Merritt  Sherican, 

Secretary. 

[f*.  Doc.    62-1370;     Filed,    Feb.    9.    1962; 
8:45  a.m.] 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[File  No.  37-621 

CON-GAS  SERVICE  CORP.  AND  CON- 
SOLIDATED NATURAL  GAS  CO. 

IMce  of  Proposed  Organization  and 
Conduct  of  Business  of  Subsidiary 
Ssrvice  Company  and  Acquisition 
•f  Securities  Thereof 

February  5,  1962. 

Hbtice  is  hereby  given  that  Consoli- 
kted  Natural  Gas  Company  ("Con- 
■ttdsted"),  a  registered  holding  com- 
mj.  and  Con-Gas  Service  Corporation 
("Oon-Oas").  30  Rockefeller  Plaza,  New 
Ycrt  20.  N.Y.,  a  corporation  recently 
■nnized  by  Consolidated,  have  filed 
I  Joint  application-declaration  and 
mmdments  thereto  pursuant  to  sec- 
itaii  9(a).  10,  and  13  of  the  PubUc 
DUUty  Holding  Company  Act  of  1935 
CAct")  and  Rule  88  promulgated  there- 
■der  with  respect  to  the  organization 
■d  conduct  of  business  of  Con-Gas  as 
loteidlary  service  company  in  the  Con- 
■Hited  holding-company  system  and 
it  sequisition  by  Consolidated  of  all  of 
ii  capital  stock  and  long-term  notes 
V90Md  to  be  issued  by  Con-Oas. 

An  Interested  persons  are  referred  to 

■M  amended    application-declaration, 

*  flle  In  the  office  of  the  Commission. 

■  a  statement  of  the  transactions  pro- 

Ro. 
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posed  therein  which  are  summarized  as 
follows: 

Consolidated  owns  all  of  the  outstand- 
ing capital  stock  of  six  subsidiary  com- 
panies which  are  engaged  in  the  pur- 
chase, production,  storage,  transmission, 
and  distribution  of  natural  gas  in  the 
States  of  Ohio,  Pennsylvania,  and  West 
Virginia.  As  at  December  30,  1960,  total 
consolidated  assets  of  the  holding- 
company  system  amounted  to  $782,000,- 
000,  and  consolidated  gross  operating 
revenues  for  the  year  ended  that  date 
amounted  to  $363,000,000.  Con-Gas  was 
incorporated  by  Consolidated  on  Octo- 
ber 27,  1961,  under  the  laws  of  the  State 
of  Delaware. 

It  is  proposed  that  Con-Gas  will  per- 
form services  at  cost  solely  for  associate 
companies  in  the  Consolidated  holding- 
company  system.  Con-Gas  has  been 
organized  in  order:  (1)  To  centralize  in 
a  single  service  company  the  services 
presently  being  performed  for  system 
companies  by  Consolidated  and  four  of 
its  subsidiary  companies ;  (2)  to  facilitate 
expansion  of  servicing  activities  in  the 
holding-company  system;  and  (3)  to 
provide  the  means  whereby  the  costs  of 
services  now  being  rendered  by  Con- 
solidated to  associate  companies  without 
charge  may  be  allocated  among  such 
companies  on  an  equitable  basis. 

The  operations  of  Con-Gas  are  pro- 
posed to  commence  effective  as  of  Jan- 
uary 1.  1962,  and  are  to  embrace  the 
following  services:  Executive  and  ad- 
ministrative; planning  and  economics; 
accounting;  internal  auditing;  automatic 
data  processing;  employee  benefits  ad- 
ministration; employee  relations;  medi- 
cal; engineering  and  facility  planning; 
gas  supply;  gas  exploration;  market  de- 
velopment; purchasing;  rates  and  cer- 
tificates; research;  insurance;  and  tax. 
Further  increases  in  servicing  activities, 
including  meter  repair  and  testing,  are 
planned  in  1963  and  1964. 

Of  the  10  officers  and  31  employees 
who  are  now  employed  by  Consolidated, 
all  but  one  officer  and  one  employee  will 
be  transferred  to  the  payroll  of  Con-Gas, 
although  amounts  ranging  from  10  to  25 
percent  of  ttie  salaries  of  five  of  the 
officers  being  transferred  will  continue 
to  be  paid  by  Consolidated.  The  salaries 
and  related  expenses,  payment  of  which 
Con-Oas  will  take  over  from  Consoli- 
dated as  a  result  of  the  aforesaid  trans- 
fers, are  estimated  at  approximately 
$1,107,000  in  1962.  Con-Gas  states  that 
approximately  77  percent,  or  $852,000.  of 
such  salaries  and  related  expenses  will  be 
billed  to  operating  subsidiary  companies 
and  that  the  balance  of  $255,000,  or  23 
percent,  will  be  billed  to  Consolidated. 
The  aforesaid  service  charges  to  operat- 
ing subsidiary  companies  are  equivalent 
to  0.234  percent  of  the  consolidated  gross 
operating  revenues*  of  the  holding-com- 
pany system  for  1960.  Consolidated's 
operating  expenses,  after  giving  effect  to 
the  proposed  transfers  of  personnel,  are 
estimated  at  approximately  $844,000  in 
1962.  including  salaries  and  employee 
welfare  expenses  of  $116,000  and  service 
charges  by  Con-Gas  of  $273,000. 

In  addition,  the  13  System  Service  De- 
partments maintained  by  four  of  Con- 
solidated's subsidiary  companies,  which 
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heretofore  have  performed  services  for 
associate  companies  at  cost  under  the 
supervision  and  direction  of  officers  of 
Consolidated,  will  transfer  to  Con-Gas 
all  of  their  employees,  totaling  87,  with 
estimated  salaries,  wages,  and  related 
expenses  of  approximately  $2,446,500.  In 
order  to  expand  existing  services,  16 
other  employees  of  the  subsidiary  com- 
panies with  salaries,  wages,  and  related 
costs  of  $334,000  will  be  transferred  to 
Con-Gas.  and  24  new  employees  with 
salaries  and  related  expenses  of  $383,000 
will  be  hired.  It  is  stated  that  the  addi- 
tional services  would  be  required  irre- 
spective of  the  proposed  organization  of 
Con-Gas. 

None  of  the  aforesaid  proposed  trans- 
fers of  present  personnel  from  Consol- 
idated and  its  operating  subsidiary  com- 
panies to  the  payroll  of  Con-Oas  will 
result  in  an  increase  in  the  consolidated 
operating  expenses  of  the  holding-com- 
pany system.  The  salaries  and  related 
expenses  of  the  24  new  employees,  and  a 
contingency  provision  estimated  at  $17.- 
000  to  cover  salary  upgradings  and  un- 
foreseen costs  in  1962.  will  result  in  an 
increase  of  approximately  $400,000  in  the 
consolidated  operating  expenses  of  the 
holding -company  system. 

The  costs  of  the  services  proposed  to 
be  performed  by  Con-Gas  will  comprise 
all  expenses  of  doing  business,  including 
interest  on  long-term  notes  held  by  Con- 
solidated, but  excluding  a  return  for  the 
use  of  equity  capital  for  which  associate 
companies  will  not  be  charged.  It  is  esti- 
mated that  such  costs  will  total  $4,425.- 
700  in  1962.  and  these  costs  will  be  re- 
corded in  three  categories,  as  follows: 

(1)  Departmental  expenses  will  in- 
clude those  expenses  that  are  directly 
attributable  to  each  department  of  Con- 
Gas  and  an  appropriate  portion  of  those 
office  and  housekeeping  expenses  tiiat  are 
not  directly  attributable  to  the  depart- 
ment but  which  are  necessary  for  its 
operation.  Such  departmental  expenses 
will  include  salaries  and  wages  of  officers 
and  employees,  rent  and  utilities,  mate- 
rials and  supplies,  depreciation,  and 
other  expenses  attributable  to  the 
department. 

(2)  Company  overhead  expenses  will 
include  all  corporate  expenses,  franchise 
and  other  general  taxes,  employee  wel- 
fare expenses  (which  include  non-pro- 
ductive time  of  personnel,  retirement  and 
disability  benefits,  and  other  costs  in- 
curred for  the  welfare  of  officers  and 
employees) ,  the  expenses  of  keeping  and 
auditing  the  accounts  of  Con-Gas,  and 
all  other  overhead  expenses  not  directly 
related  to  the  operations  of  the  depart- 
ments. 

(3)  Out-of-pocket  expenses  will  be 
those  costs  which  are  incurred  for  the 
direct  benefit  and  convenience  of  an  in- 
dividual associate  company  or  group  of 
associate  compsmies. 

Associate  companies  will  be  billed  each 
month  for  budgeted  costs  of  services 
rendered,  and  at  the  end  of  the  year  such 
billings  will  be  adjusted  to  an  actual  ex- 
pense basis.  The  officers  and  employees 
in  each  department  will  be  divided  for 
billing  purposes  into  two  classes.  Class 
A  employees  will  include  all  personnel 
actually  engaged  in  performing  services 
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for  associate  companies,  and  such  em- 
ployees will  maintain  time  reports  re- 
cording their  time  actually  spent  in  per- 
forming services  for  individual  associate 
companies  and  groups  of  associate  com- 
panies. Class  B  employees  will  include 
all  other  personnel  of  the  department 
such  as  stenographers,  clerks  and  other 
routine  personnel. 

Hourly  departmental  expense  rates 
will  be  established  at  the  bcgmning  of 
each  year  for  the  purpose  of  billing  as- 
sociate companies  for  their  respective 
shares  of  the  expenses  of  each  depart- 
ment. Such  hourly  rates  will  be  based 
on  estimates  of  productive  time  of  em- 
ployees and  other  costs  of  the  depart- 
ment. Individual  associate  companies 
and  groups  of  such  companies  will  be 
billed  amounts  of  departmental  expenses 
which  will  be  computed  by  applying  the 
aforesaid  hoxirly  rates  to  time  reported 
by  Class  A  employees.  Company  over- 
head expenses  will  be  distributed  among 
associate  companies  and  groups  of  com- 
panies in  proportion  to  departmental 
expense  charges.  Out-of-pocket  ex- 
penses will  be  billed  directly  to  compa- 
nies and  groups  of  companies  concerned. 
Charges  to  groups  of  associate  compa- 
nies will  be  allocated  among  companies 
comprising  the  groups  on  various  bases 
such  as  gross  revenues  and  numbers  of 
employees  of  such  companies. 

In  order  to  provide  Con-Gas  with  ini- 
tial capital  of  $1,000,000.  Consolidated 
proposes  to  acquire,  for  cash,  5,000  shares 
of  common  stock  of  Con-Gas  at  the  par 
value  thereof  of  $100  per  share  and 
$500,000  principal  amount  of  4^8  per- 
cent long-term  non-negotiable  notes  at 
the  principal  amount  thereof.  Con-Gas 
anticipates  that  additional  capital,  as 
needed,  will  be  procured  through  the  is- 
suance and  sale  of  additional  long-term 
notes  to  ConsoUdated. 

The  application-declaration  states 
that  the  establishment  of  a  single  serv- 
icing organization  in  the  holding- 
company  system  Is  for  the  benefit  of  all 
associate  companies,  that  costs  of  serv- 
ices will  be  more  equitably  allocated 
among  the  associate  companies,  and  that 
substantial  savings  in  future  system 
costs  will  be  realized.  It  is  also  repre- 
sented that  the  p^posed  changes  in  the 
servicing  arrangements  will  not  of  them- 
selves be  the  basis  for  seeking  an  in- 
crease in  the  rates  charged  by  any  of 
the  operating  subsidiaries  and  will  not 
affect  any  pending  rate  negotiations  or 
proceedings.  No  material  amount  of  the 
charges  proposed  to  be  made  by  Con-Gas 
to  operating  subsidiary  companies  for 
services  will  be  charged  to  the  plant 
accounts  of  such  subsidiary  companies. 
Consolidated  and  Con-Gas  request 
that  the  amended  application-declara- 
tion be  granted  and  be  permitted  to  be- 
come effective  as  at  January  1.  1962.  so 
as  to  allow  temporary  authority  for  the 
organization  and  conduct  of  bu.siness  of 
Con-Oas  for  a  period  of  18  months,  or 
such  longer  period  as  the  Commission 
may  determine,  subject  to  further  order 
of  the  Commission  at  the  end  of  such 
period.  Con-Gas  agrees  that,  if  the  re- 
quested   authorizations   are    allowed,    it 
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will  supply  the  Commission  during  the 
18-month  tcmiwrary  period  with  such 
reports  as  the  Commission  may  request 
with  respect  to  the  organization  and 
conduct  of  business  of  Con-Gas. 

Notice  is  further  given  that  any  in- 
terested person  may,  not  later  than 
February  28,  1962.  request  in  writing 
that  a  hearing  be  held  on  such  matters, 
sUting  the  nature  of  his  interest,  the 
reason-s  for  such  reque.st,  and  the  issues 
of  fact  or  law  raised  by  the  amended 
application-declaration  which  he  desires 
to  controvert;  or  he  may  request  that 
he  be  notified  if  the  Commission  should 
order  a  hearing  thereon.  Any  such  re- 
quest should  be  addre.ssed:  Secretary, 
Securities  and  Exchantje  Commission, 
Washington  25.  D.C.  A  copy  of  such 
request  should  be  served  personally  or 
by  mail  'air  mail  if  the  person  being 
served  is  located  more  than  500  miles 
from  the  point  of  mailing!  upon  the 
appllcant-declaranUs.  and  proof  of  serv- 
ice <by  affidavit  or.  in  case  of  an  attor- 
ney-at-law,  by  certificate)  should  be 
filed  contemporaneously  with  the  re- 
quest. At  any  time  after  said  date,  the 
application  declaration,  as  amended  or 
as  further  amended,  may  be  granted  and 
permitted  to  become  efTectivc,  or  the 
Commission  may  take  such  other  action 
as  it  may  deem  appropriate. 

By  the  Commi.ssion. 

[sEALl  Orval  L.  Dubois. 

Secretary. 

[PR      Doc      62    1379;     FUed.     Feb.     9.     1062. 
8  -iC  :\  ni  ! 


I  File  No  70  40121 

CONSOLIDATED    NATURAL   GAS   CO. 

Notice  of  Proposed  Issuance  and  Sale 
of  $25,000,000  Principal  Amount  of 
Debentures  Pursuant  to  the  Com- 
petitive Bidding  Requirements 

February  2. 1962. 

Notice  is  hereby  given  that  Consoli- 
dated Natural  Gas  Company  (Consoli- 
dated" » .  30  Rockfeller  Plaza,  New  York 
20.  NY,  a  registered  holding  company, 
has  filed  a  declaration  with  this  Com- 
mission pursuant  to  the  provisions  of 
the  Public  Utility  Holding  Company  Act 
of  1935  ("Act"*  and  the  rules  and  regu- 
lations promulgated  thereunder.  Con- 
solidated has  designated  sections  6(a) 
and  7  of  the  Act  and  Rule  50  promulgated 
thereunder  as  applicable  to  the  proix)scd 
transaction. 

All  interested  persons  arc  referred  to 
the  declaration  on  file  at  the  office  of 
the  Commission  for  a  statement  of  the 
transaction  therein  proposed,  which  is 
summarized  as  follows: 

Consolidated  proposes  to  issue  and  sell, 
pursuant  to  the  competitive  bidding  re- 
quirements of  Rule  50  promulgated  un- 
der the  Act,  $25,000,000  principal  amount 
of  .-  percent  Debentures  due  March  1, 
1987.  The  interest  rate  (to  be  a  multi- 
ple of  'o  of  1  percent'  and  tlie  price  to 
be  paid  t<3  Consolidated  (to  be  not  less 
than  99  percent  nor  more  than  102  per- 
cent  of    the   principal   amount   thereof. 


exclusive  of  accrued  Interest)  «qi  y 
determined  by  the  bidding.  The  Diha! 
tures  will  be  issued  as  an  InltWi^^ 
under  an  Indenture  dated  as  d  MmST 
1962.  between  Consolidated  and  Hoi^ 
Guaranty  Trust  Company  of  MevyJ^ 
as  Trustee.  It  is  proposed  that  a  itnlS 
fund  of  $1,000,000  will  be  depoittadiia! 
nually  commencing  March  1,  1^ 
thereby  leaving  a  balance  of  ts^jn* 
payable  at  the  maturity  of  the  ittm. 

The  proceeds  from  the  propcMd  nh 
of  Debentures  will  provide  the  Vnm  tg^ 
financing  required  for  the  1962oQiMtne. 
tion  program  of  the  subsidiarlea of  Coa. 
solidated.  presently  estimated  at  |a,. 
600.000.  It  is  expected  that  thetMkliBei 
of  the  required  construction  funis  vffl 
be  obtained  by  Consolidated  throi«hi 
short-term  bank  loan,  presently  att- 
mated  at  $20,000,000,  and  from  Intcaal 
ca.sh  sources  of  the  Consolidated  iMa. 

Until  funds  are  required  by  the  nk. 
sidiary  companies  for  their  conctruMcB 
programs,  the  proceeds  from  the  po. 
posed  sale  of  Debentures  will  be  mi 
temporarily  to  reduce  ConaoUdaUA 
seasonal  gas  storage  bank  loans,  and  to 
make  short-term  investments  In  U 
Treasury  bills. 

The  declaration  states  that  no  8tah 
commission  and  no  Federal  commlota, 
other  than  this  Commission,  has  )Uk- 
diction  over   the  proposed  tranNcdift 

It  is  estimated  that  the  fees  sod  a- 
penses  of  Consolidated  will  aggieptt 
$96,000  including  printing  oosta  o( 
S38.000;  Trustee's  fees  and  expeniei  of 
$11,000,  including  counsel  fees  of  %\jm; 
accounting  fees  and  expenses  of  Prte 
Waterhouse  k  Co.  of  $5,000;  coosultim 
geologists  fees  and  expenses  of  $5,006; 
Federal  original  issue  tax  of  $27,500;  Met 
York  Stock  Exchange  listing  ttm  d 
$3,000;  Securities  and  Exchange  OoB- 
mission  filing  fee  of  $2,575;  and  mlaed* 
lancous  fees  and  expenses  of  $3|a. 
Counsel  fees  of  Cahill.  Gordon.  R^*l 
&  Ohl.  counsel  for  the  undcnr^laK 
which  are  to  be  paid  by  the  mieemM 
bidder,  will  be  supplied  by  iimfndlMl 

Notice  is  further  given  that  aiv  *► 
terested  person  may,  not  later  thaaM^ 
ruary  19,  1962,  request  in  writing  tbiti 
hearing  be  held  on  such  matter,  ^1^ 
the  nature  of  his  interest,  the  ressill 
for  such  request,  and  the  Issues  of  n« 
or  law  raised  by  said  declaration  whla 
he  desires  to  controvert;  or  htmjn- 
quest  that  he  be  notified  if  the  OuoaJ^ 
sion  should  order  a  hearing  thcwcB. 
Any  such  request  should  be  addnaeo: 
Secretary,  Securities  and  Exchange 0«- 
mission,  Washington  25,  D.C.  A  «W 
of  such  request  should  be  scrred  pa^ 
sonally  or  by  mail  (air  mail  ^  ^  IJ^ 
sen  being  served  is  located  more  ttia 
500  miles  from  the  point  of  maHap 
upon  declarant,  and  proof  of  serrte  W 
affidavit  or,  in  case  of  an  attornjT-J 
law,  by  certificate)  should  be  fl»a  o»- 
tcmporaneously  with  the  request.  ^■J 
time  after  said  date,  the  declar»O0B.» 
amended,  may  be  permitted  to  MJ 
effective  as  provided  in  Rule  P  a 
general  rules  and  regulations 
gated  under  the  Act.  or  the  C^ 
may  grant  exemption  from  suoi  ruM»» 
provided  in  Rules  20(a)  and  intoom 


f,  February  10,  1962 

;  other  action  ^  It  may  deem 
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CHtal  L.  DuBoxa. 
o0cre^v|f. 

mm   DOS.    6»-18«>;     '^i«l.    ***»•    ».    *••* 


m  BUSINESS  AOMmiSTIiA- 
TION 

K^^yoD  of  Authority   No.   1    (B«v.   1); 
V^  Amdt.  IJ 

fiSSKfAHT  ADMINISTRATOR 
(MANAGEMENT) 

Relating  to  Managamanl 
and  Siz*  Slondardt 

^ of  Authority  No.   1   (Re- 

7i\  f  M  P  Jt.  861 1 )  is  hereby  amend- 
il  If  adding  the  f ollowlnf  Subseetlaa 

Be 

BX  Stbpoenas.  To  Issue  in  the  name 
^Hi  Administration  subpoenas  author- 
HllrMtttons  309  and  310  of  the  Small 
I^M  mvestment  Act  Amendments 

4wn<n  sut.  752). 

0Httfe  date:    January  17.  1962. 

John  E.  Hoairx. 
AdministraUtr. 

mx  Doe-  03-1382:    FUed.    Veb.   0,    IBOa; 
8:46  ajn.] 


pMifatlon  of  Authority  No.  7] 

iUMUNISTRATIVE  SECRETARY 

Mifarien  Relating  to  Adminittrofiv* 
Hearings 

munt  to  the  authority  delegated 
kiMAHistant  Administrator  (Manace- 
fay  the  Administrator  by  Delega- 
il  Authority  No.   1    (Revision  1), 
A  1,  dated  January  17.  1962. 
li  hereby  redelegated  to  the  Ad- 
Secretary  the  author!^: 
HlMDe  in  the  name  of  the  Admlnls- 
Mhi  solvoenas  authorized  by  sections 
$10  of  the  Small  Business  In- 
Act  Amendments  of  1961   (75 
182). 


date:    January  17.  1962. 

D.  J.  CAaa, 
Assistant  Administrator 
{Management) . 

fL  Doe.   63-1383;    Filed.    Veb.    9.    1062; 
8:47  ajn.] 


of  Authority  No.  60   (Rev.  8); 
.  Amdt.  2] 

■VTY  ADMINISTRATOR    FOR    IN- 
VESTMENT DIVISION 

n  Relating  to  the  Invastmant 
Division 

ion  of  Authority  Mo.  50  (Rerl- 
t)  (25  PR.  7418)  as  amended  (26 
MM),  is  hereby  amended  by:  Add- 
ks  following  subsection  IC: 

JB>  Hbpoenas.    To  issue  in  the  name 
ifei  Administration  subpoenas  under 
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aeetloa  SM  fl(  the  Small  Business  Invest- 
ment Act  Amendments  of  1961  (75  Stat. 
7Bt>. 

Effectiye  date:  January  17.  1962. 

JoHM  E.  Hoan. 
Adminiatrator. 

IFJl.   Doe.    ea-lSM:    FUed.    Feb.    9.    1962; 
8:4T  ajn.] 


[Delegation  <a  Authority  No.  80] 

HEARING  EXAMINERS 

Dalagotion  Roloting  to  Heorings  Under 
ffto  SmoN  Business  Investment  Act 
Amendments  of  1961 

L  Pursuant  to  the  authority  vested  in 
the  Administrator  by  the  Small  Business 
Act  (1958)  (72  Stat.  384) .  as  amended, 
and  the  Small  Business  Investment  Act 
of  1958  (72  Stat.  689).  as  amoided  (75 
Stat.  752),  there  is  hereby  delegated  to 
the  Heartnc  Bxaminers.  appointed  or  se- 
lected In  aooordance  with  section  11  of 
the  Administrative  Procedure  Act  (60 
Stat.  244).  the  authority: 

To  issue  8ulH)oena8  authorized  by  sec- 
tion 309  of  the  Small  Business  Invest- 
ment Act  Amendmoits  of  1961  (75  Stat. 
752).  in  connection  with  adjudicative 
proceedings  tmder  said  section  309. 

n.  The  authority  delegated  herein 
may  not  be  redelegated. 

Effective  date:  January  17.  1962. 

JOHK  E.   HOKXX^ 

Administrator. 

[FJl.    Doc.    63-1386:    Filed.    Feb.    9.    1962; 
8:47  %xa..\ 


DESCRIPTION  OF  ORGANIZATION 
AND  FUNCTIONS 

Avthorttn.  The  Small  Business  Ad- 
ministratifoa  exercises  its  responsibilities 
under  the  Small  Business  Act  (1958). 
72  Stat  384,  as  amended,  and  the  Small 
Business  Lavestment  Act  of  1958,  72  Stat. 
688.  as  amended. 

Purpose.  To  aid,  counsel,  assist,  and 
protect,  insofar  as  possible,  the  interest 
bf  small  business  concerns  in  order  to 
inreserve  free  competitive  enterprise:  to 
insure  that  a  fair  proportion  of  the  total 
purchases  in  contracts  for  supplies  and 
services  for  the  Oovemment  be  placed 
with  small  business  enterprises;  and  to 
maintain  and  strengthen  the  overall 
economy  of  the  Nation.  TO  aid  and 
assist  victims  of  floods  or  other  catas- 
trophes. To  stimulate  and  supplement 
the  flow  of  private  equity  capital  and 
long-term  loans  to  small  business  by 
small  buaineas  Investment  companies  and 
state  and  local  development  companies. 

Ftmctions.  To  make  a  detailed  defini- 
tion of  what  constitutes  a  small  business 
concern  udng,  among  other  criteria. 
number  of  employees  and  dollar  volume 
of  bustnees;  make  loans  to  small  busi- 
ness oooeema  to  finance  plant  construc- 
tion, oonverston,  or  expansion  or  to 
flnanee  the  acquisition  of  equipment, 
faculties,  machinery,  supplies,  or  mate- 
rials, and  to  supply  such  concerns  with 
waridng  es^^tal:  make  loans  to  aid  vic- 
tims of  floods  or  other  catastrophes  and 
disxdaced  business  disaster  loans;  certify 


the  competency  of  amall 
cems  or  produetian  pools  to 
aovemmazt  oootraets;  enter  Into  Jolnfc 
determinations  with  Ooiveniacat  pto- 
curlng  agencies  with  respect  to  pneure- 
ments  and  sales  that  are  ii«*D!Tfff  for 
award  to  small  business  oooeema;  eon- 
suit  with  procurement  **sBft««i«  in  cnler 
to  attain  full  use  of  productive  ^fiptrffttr 
of  small  iKisiness  canoems;  reeenunend 
miproval  of  small  business  defenee  peo- 
duction  pools;  take  prime  ooDtracta  and 
sublet  their  performance  to  sflsail  biMl- 
nesses;  provide  technical  and  maaagertil 
aids  to  small  business;  make  an  Inwen- 
tory  of  productive  facilities  of  anaH 
concerns;  to  obtain  information  aa  to 
methods  and  practices  -vrtiieh  Ooffcm- 
ment  prime  contractors  uUllae  In  letttog 
subcontracts  and  cooperativdy  devdop 
with  the  Department  of  Defense  and  the 
C3eneral  Services  Administratton  a  small 
business  subcontracting  program  to  en- 
able small  business  coneons  to  be  con- 
sidered fairly  as  subcontractors  to  Oov- 
emment prime  oontracton;  oonaidt  with 
(Government  agencies  to  taaore  fair  and 
reasonable  treatment  for  small  Imslnom 
concenib;  counsel  and  advise  small  Unas 
on  foreign  trade  matters;  assist  small 
firms  obtain  Government  oontraets  for 
research  and  development  and  obtain 
the  benefits  of  research  and  defeiopmcnt 
performed  with  Govenmient  fmidl;  li- 
cense and  regulate  small  busliBen  taneat- 
ment  companies;  and  make  loans  to 
small '  business  investment  companies 
and  state  and  local  deveU^anent  eom- 
panies.  and  under  author!^  dejegated 
by  the  Secretary  of  Commerce,  perfonn 
revelant  functions  provided  for  In  the 
Area  Redevelopment  Act. 

Organization.  Bianagement  of  the 
Small  Business  Administration  Is  vested 
in  an  Administrator  appointed  Iqr  the 
President  with  the  advice  and  oonseut 
of  the  Senate.  The  Administrator  is  au- 
thorized to  appoint  three  Deputy  Ad- 
ministrators under  the  Small  Buainem 
Act  and  one  Deputy  Administrator  under 
the  Small  Business  Investment.  Act. 
The  Administrator  is  authortaed-.' sub- 
ject to  the  Civil  Service  and  Classiflca- 
tion  Laws,  to  sdect  employeee,  appoint 
and  fix  the  compensation  of  sui6h  olB- 
cers.  employees,  attorneys,  and  agents 
as  shall  be  necessary  to  carry  out  the 
provisions  of  the  Small  Businem  Aet  of 
1958  and  the  Small  Business  Investment 
Act  of  1958. 

The  Small  Business  Act  of  1958  cre- 
ated the  Loan  Policy  Board  of  ttie  Small 
Business  Administration  which  consists 
of  the  following  members:  The  Adminis- 
trator as  chairman,  the  Secretary  of  the 
Treasury,  and  the  Secretary  of  0(»n- 
merce  (or  the  presidentially  aivointed 
designee  of  each  of  said  Seerelarles). 
The  Loan  Policy  Board  is  charged  with 
the  establishment  of  general  poUdea 
(particularly  with  reference  to  the  volth- 
lie  interest)  which  govern  the  granting 
and  denial  of  aivUcations  for  financial 
assistance  by  the  AdministratUm. 

A  Hearing  Examiner  or  Hearing  Bx- 
aminers appointed  or  selected  in  ac- 
cordance with  section  11  of  the  Admin- 
istrative Procedure  Act,  shall  conduct 
hearings  pursuant  to  section  308  of  the 
Small  Business  Investment  Act  of  1858, 
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ma  amended,  and  whose  functions  in  such 
eaiwcltiy  ahall  be  appropriately  separated 
from  Investigative  and  prosecuting  func- 
tions of  the  staff  as  required  by  law. 

The  Investment  Division  of  the 
Asency,  through  its  Compliance  Branch. 
conducts  prosecuting  and  investigative 
functions  under  sections  309  and  310  of 
the  Small  Business  Investment  Act. 

The  headquarters  oCDce  of  the  Small 
Business  Administration  is  located  at  811 
Vermont  Avenue  NW..  Washington  25. 
D.C.  Further  information  concerning 
the  organization  and  functions  of  SBA 
can*  be  obtained  by  calling  the  Agency 
Information  and  Reception  Center. 
Dudley  2-3301.  The  organization  of  the 
Washington  0£Bce  is  as  follows: 

AdmlnUtrator — 

OflBoe  at  Hearing  Bxamlnefs. 
OCBceot  Bccnomlc  Advlacr. 
OAoe  of  the  General  Coiinsel : 
Liquidation  and  Litigation  Division. 
IxMn  Division. 
Legal  Invectment  Division : 

Ucenalng  and  Operations  Branch. 
Development  Companies  Branch. 
Regulations  Branch. 
LegUlatlve  Division. 

Procurement   and    Administrative    Divi- 
sion. 
Deputy  Administrator  for  Financial  Asslst- 


OOlce  of  Loan  Processing : 
Area  Loan  Oroupe  ( 4 ) . 
Ofltee  of  Loan  Administration : 
Loan  Servicing  Division. 
Uquldatton  Division. 
Office  of  Financial  Services : 

Reports  and  Special  Studies  Division 
Procedures  and  Program  Division 
Deputy  Administrator  for  Procurement  and 
TecHnical  Assistance — 
OOoe  of  Procurement  and  Technical   As- 
sistance: 
Plans  and  Program  Coordination  Staff. 
Technical  Services  Division : 
Production  Assistance  Branch. 
Industrial  Services  Branch. 
Research  and  Development  Branch 
Procttfement  and  Contract  Services  Divi- 
sion: 
Procurement  Operations  Branch. 
Ooxinseling        and        Subcontracting 

Bianoli. 
Property  Sales  Branch. 
Liaison  ActlvlUes  Division. 
Loan  Appraisal  Division. 
Foreign  Trade  Division : 

Kiport  Trade  Promotion  Branch. 
Sxport  Trade  Operations  Branch 
OfBee  at  Management  and  Research  Asslst- 


Research  Studies  Division. 
Ifanagement  Development  Division 
.  Ifanagement  Methods  Division. 
Counseling  and  Conference  Division. 
Deputy   Administrator    for    the    Investment 
Division — 
Office  of  Investment : 
Program  Administration  and  Compliance 
Division : 
Program  Administration  Branch. 
Oompllance  Branch. 
Investment  Activities  Division: 
Licensing  Branch. 
Post-Licensing  Branch. 
Development  Company  Activities   Divi- 
sion. 


NOTICES 

Assistant  Administrator  (Management)  — 
Administrative  Secretary. 
OfBce  of  Organization  and  Management: 
Mobilization    Program    and    Planning 
Staff 
Administrative  Services  Division: 
Graphics  and  Design  Branch. 
Ofllce  Services  Branch. 
Procurement  and  Supply  Branch. 
Records  and  Files  Branch. 
Management  Analysis  Division. 
Issuances  and  Control  Division. 
Office  of  Program  Analysis 
Office  of  Personnel : 

Claaalflcatlon  Division. 
Employment  Division 
Security  and  Investigations  Division. 
Office  of  Small  Business  Size  Standards 
Assistant  Administrator  (Controller)  — 
Office  of  Audits 

Office  of  Finance  and  Accounts: 
Systems  and  Planning  Staff. 
Accounting  Dlvlflon: 

Financial  Reports  and   Administrative 

Accounting  Branch. 
Loan  Accounting  Branch 
Electronic  Data  Processing  Division. 
Fiscal  Examination  Division: 

Program  and  Administrative  Examina- 
tion Branch. 
Employee  Account*  Branch. 
Office  of  Budget : 

Estimates  and  Allotment*  Division 
Reports  and  Statistics  Division 
Assistant  Administrator   (Information   Serv- 
ices) — 
Office  of  Information  Services 

Field  Organization 

The  programs  of  the  Small  Business 
Administration  are  administered  by  the 
following  regional  and  subordinate  field 
offices : 

Region  I  470  Atlantic  Avenue.  Boston 
Mass  Serving  Massachusetts.  Maine,  New 
Hampshire.  Vermont    and  Rh(Xle  island 

Field  offlces- 

1  lia  SUte  Street.  AugusU.  Maine 

2  72  North  Main  Street,  Concord,  N  H 

3.  79  Main  Street.  Montpeller,  Vt 

4.  87  Eddy  Street,  Providence,  R  I 
Region  II      42  Broadway,  New  York  4,  N  Y 

Serving  New  York.  ConnecUcut,  and  New 
Jersey  counties  of  Bergen.  KaMX.  Hudson, 
Hunterdon.  Middlesex,  Monmouth,  Morris. 
Passaic,  Somerset.  Sussex.  Union.  and 
Warren 

Field  offices 

1  44aillett  Street.  Hartford,  Conn 

2  500  South  Sallna  Street,  Syracuse.  N  Y 
Region  III.  1016  Chestnut  Street.  Phila- 
delphia 7,  Pa  Serving  Pennsylvania.  Dela- 
ware, New  Jersey,  counties  of  Atlantic,  Bur- 
lington, Camden.  Cape  May.  Cumberland, 
Olouceeter,  Mercer.  Ocean,  and  Salem;  and 
West  Virginia  counties  of  Brook.  Hancock. 
Marshall.  Monongalia,  Ohio.  Preston,  and 
Wetzel 

Field  ofBce — 

1    107  Sixth  Street.  Pittsburgh  22,  Pa 

Region  IV.  000  North  Lombardy  Street. 
Richmond  20.  Va.  Serving  Virginia.  District 
of  Columbia.  Maryland.  North  Carolina. 
South  Carolina,  and  West  Virginia  except 
the  counties  of  Brooke.  Hancock,  Marshall, 
Monongalia,  Ohio.  Preston,  and  Wetzel. 

Field  offices — 

1  Fayette  and  St  Paul  Streets.  Baltimore 
2.  Md. 

2  500  Quarrler  Street,  Charleston.  W.  Va. 

3  102  West  Trade  Street,  Charlote,  N.C. 

4  227  West  Pike  Street,  Clarksburg.  W.  Va. 


6.  1745  Sumter  Street.  ColuvM^ 

6.  608    13th  "Street   NW..   Wi 
DC 

Region  V.     90  Palrlle  Street  RW 
3.   Oa.     Serving  Georgia,  Alaba^J 
Mississippi.    Tennessee.    Commoai 
Puerto  Rico,  and  the  Virgin 

Field  offices — 

1.  2030  First  Avenue  North, 
Ala. 

2  Capital    and    West   Streets, 
Miss. 

3  502  South  Gay  Street,  Knojuiit  ^^^^ 

4  168   Southeast  First  Street,  MIs^m 
Fla.  ^ 

5  Sixth  Avenue  and  Church  nimt,ai^ 
vllle  3,  Tenn. 

6  1200  Ponce  de  Leon  Avenue 
PR 

7  47  West  Forsyth.  JacksonHUs  S, 
Region  VI.     1370  Ontario  Street. 

13,  Ohio.     Serving  Ohio  and  Ksntarin 
Field  office —                                      ^^' 
1 .  Fourth  and  Broadway,  Loulsvllli  L  b 
Region  VII.     105  West  Adams  "" ^ 


cago3,Ill.  Serving  Illinois  counties a( 
Biu-eau.  Carroll.  Cass.  Champalfzi, 
Clark.  Coles.  Cook.  Cvimberland,  D* 
Witt,  Douglas,  Du  Page.  Edgar,  VorC 
Grundy,  Hancock.  Henderson 
quols.  Jo  Daviess.  Kane,  Kanki 
Knox,  Lake,  La  Salle,  Lee,  Llvlnfrtm, 
McDonough.  McHenry.  McLean 
shall.  Mason.  Menard.  Mercer, 
trie.  Ogle.  Peoria.  Piatt.  Putnam. 
Sangamon,  Schuyler,  Shelby,  StSffe; 
son.  Tazewell.  Vermilion.  Warren. 
Will.  Winnebago,  and  Woodford:  IBM; V 
diana:  and  Southern  Wisconsin  Vftattmft 
Adams.  Brown.  Calumet.  Clark,  OMHII^ 
Crawford,  Dane,  dodge.  Door,  Food  4i  !■, 
Grant,  Green,  Green  Lalce,  Iowa, 
Jefferson,  Juneau.  Kenosha, 
Crosse,  Lafayette.  Langlade, 
Marathon,  Marfnette.  Marqtiette. 
Monroe,  Oconto,  Outagamie, 
age,  Racine,  Richland.  Rock,  Sauk, 
Sheboygan.  Vernon,  Walworth,  W( 
Waukesha,  Waupaca,  Wauslumi, 
and  Wood. 
Field  offices — 

1  Fifth   and   Grand  Avenue.  Dm 
Iowa. 

2  130  East  Washington  Street, 
oils  4.  Ind 

3  114  North  Carroll  Street, 
Region    VIII.     803   Second  AvSBtMb 

nciipohs  2.  Minn.    Serving  Minnesota 
Dalcot.i,  South  Dakota,  and  WlsooiMla 
ties    of    AEhland,    Barron,    BayfleM, 
Burnett,     Chippewa,     Douglss,    DottB, 
Claire       Florence.      Forest.     Iron, 
Oncldn,  Pepin,  Pierce.  Polk.  Price,  ■■>,•. 
Croix,    Sawy«r.    Taylor,    TrempealtM,  VM, 
and  Washburn 
Field  offices — 

1  207  North  Fifth  Street.  PsrfO,  H.  IM. 

2  109<3    North  Main  Avenue,  SloiB  MM, 
s  D;ik 

Region   IX      1008   Grand  Avenue. 
City  6,   Mo      Serving  Missouri, 
braska,  and  Illinois  counties  of 
ander.  Bond.  Brown.  Calhoun,  day, 
Crawford.      Edwards.      Ef&ngham, 
Franklin,  Gallatin.  Greene.  HamlltOD, 
Jackson,  Jasper.  Jefferson,  Jersey, 
Lawrence,  Macoupin,  Madison, 
sac,  Monroe.  Montgomery.  Perry, 
Pulaski.     Randolph.     Richland, 
Saline,   Scott.   Union.   Wabash, 
Wayne,  White  and  Williamson. 

Field  offices — 

1  216  North  17th  Street,  Omaba  1 

2  1520  Market  Street.  St.  Louli  I,  H 


g^tiFT^M.  February  10,  1962 

-  .M  MMith  Market  Street.  Wichita. ; 

t-  •    x^  1000  Main   Street.  Dallas  X 


VuMSiiaitJ  street,  Houston  2,  Tfcx. 

1 1»  West  Capitol  Avenue.  UtUe  Ro<A; 

'^  i«l6  IWh  Street,  Lubbock.  Tex. 
A  sto  South  Street,  New  Orleans  12.  La. 
I  114  North  Broadway.  Oklahoma  City  2. 


L  494  South  Main  Avenue,  San  Antonio, 

'  *?■  itt  south  Main  Street,  Tulsa.  Okla.       i 

US,  ZI     909    17th   Street,   Denver  3. 

fJglyBienog  Colorado,  New  Mexico,  Utah, 

^Wyoming. 


ry^  and  Gold  Avenue  SW.,  Albuquer- 
^  lit  South  Main  Street,  Salt  Lake  City, 


_,ri  ill.    629  Market  Street.  San,  Fran- 

TToaUS.   Serving  Nevada,  except  Oaik 

r  California,  except  the  counttee  of 

Inyo,  Kern.  Los  Angeles,  Orange, 

Ban  Bernardino.  San  Diego,  8aa 

Jj^e^mta.  BanU  Barbara,  and  Ventura; 
wIlMnlL 


South     King     Street,     Honolulu. 

.„  Xltt.  808  Second  Avenue.  Seattle  4, 
flmlng  Washington,  Idaho.  Montana, 
and  Alaska. 


t  fXy.  Box  12SS  620  "C"  Street.  Anchorage, 
1  MO  Main  Street.  P.O.  Box  983,  Boise, 


I,  oanm  Main  and  Sixth  Avenue,  mailing 
igH:  TJO.  Box  1890.  Helena,  Mont, 
i  M  gouthwest  Fifth  Avenue.  Portland 

liytoM  X/7.  812  West  Fifth  Street,  Los 
llfrili  18,  Calif.  Serving  Oallfomla  ootm- 
m  ot  ImperUl,  Inyo.  Kern,  Los  Angalss, 
Om^BlT«rslde,  San  Bernardino,  San  Diego. 
■■  Lots  OtlMpo.  Sanu  Barbara,  and  Ven- 
tm;  OUik  Ooiuty,  Nevada;  and  Arlsona. 

IMdOOce— 

1.  m  North   Central   Avenue,  Phoenix, 


gt   CMfc 


t  X7.   882  West  Grand  Rlv«|r  Afenus, 
OMrott  80,  Mich.    Serving  Michigan. 

Ditod:  January  17, 1962. 

JoHK  E.  Hoiiri, 
AdminiMtrator. 

IJtX  Doe.  02-1388:    Filed,    Feb.    9,    1902; 
8:47  a.m,] 


MTERSTATE  COMMERCE 
COMMISSION 

FOUITH  SECTION  APHICATIONS 
FOR  RELIEF 

February  7,  1962. 
to  the  granting  of  an  appll- 
must  he  prepared  in  accordance 
Role  40  of  the  general  rules  of 
to  (49  CFR  1.40)  and  fUed  within 
tf  dun  from  the  date  of  publication  of 
Ml  Dotlee  in  the  Fxdkral  Rioisna. 

Long -AND -Short  Haul 

WANa  37545:  Machinery,  etc..  from 
■<  to  Wvoming  points.  FUed  by  Weat- 
«n  Trunk  Line  Committee,  agent  (No. 
^jttl),  for  interested  rail  carrien. 
MtaoD^iachlnes.  machinery  and  parts, 
*8  relatod  articles:  vacuum  cleaners. 
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nolbn,  aluminum  artlclee,  containers, 
emptj  xetnmed.  all  as  described  In  the 
mpBUetMaa,  In  carloads,  between  points 
In  WyoBaiiic,  on  the  one  hand,  and  points 
In  western  trunk-line  territory,  on  the 
other. 

Orounds  for  relief:  Market  competi- 
tion, modlfled  shortUne  distance  formula 
and  grouping. 

Tariff:  Western  Trunk  Line  Committee 
tariff  I.C.C.  A-4422. 

FSA  No.  37546:  Scrap  iron  or  steel 
from  and  to  Wyoming  points.  Filed  by 
Western  Trunk  Line  Committee,  agent 
(No.  A-2223),  for  interested  rail  car- 
riers. Rates  on  scrap,  iron  or  steel,  as 
described  in  the  application.  In  carloads, 
between  points  In  Wyoming,  on  the  one 
hand,  and  points  in  western  trunk-line 
territory,  on  the  other. 

Orounds  for  relief:  Market  competi- 
tion, modified  shortllne  distance  formula 
and  grouping. 

Tariff:  Western  Trunk  Line  Com- 
mittee tariff  LC.C.  A-4422. 

F8A  No.  37547:  Brick  from  and  to 
points  in  Western  Trunk  Line  territory. 
Filed  by  Western  Tnmk  Line  Committee, 
agent  (No.  A-2224),  for  interested  rail 
carriers.  Rates  on  brick  and  related 
articles,  in  carloads  (returned  ship- 
ments), from  points  in  western  trunk- 
line  territory,  to  specified  points  in  west- 
em  trunk-line  territory. 

Orounds  for  relief:  Carrier  competi- 
tion. 

Tariff:  Supplement  44  to  Western 
Trunk  line  Committee  tariff  I.C.C.  A- 
4838. 

FSA  No.  37548:  Tin  or  teme  plate  to 
Texas  points.  Filed  by  Southwestern 
Freight  Bureau,  agent  (No.  B-8147),  for 
interested  rail  carriers.  Rates  on  tin  or 
teme  plate,  as  described  in  the  applica- 
tion, in  carloads,  from  points  in  official 
(including  Illinois)  and  southern  terri- 
tories to  Qweified  points  in  Texas. 

Orounds  for  relief:  Carrier  competi- 
tion. 

Tariff:  Supplement  240  to  Southwest- 
em  Freight  Bureau  tariff  I.C.C.  4308. 

ISA  No.  87549:  Iron  and  steel  articles 
to  Sharpitoum,  Tex.  FUed  by  South- 
western Vteight  Bureau,  agent  (No.  B- 
8148) ,  for  Interested  raU  carriers.  Rates 
on  iron  and  steel  articles,  in  carloads. 
from  specified  points  in  official,  southern 
and  western  trunk-line  territories,  to 
Sharpstown.  Tex. 

Orounds  for  relief:  Market  competi- 
tion. 

Tariff:  Supplement  240  to  Southwest- 
ern Fteight  Ihireau  tariff  I.C.C.  4308. 

By  the  Commission. 

[sial]  Harold  D.  McCXrr, 

Secretary. 

[FA.    Doc.    02-1382;    Filed.    Feb.    9,    1902: 
8:  48ajn.] 
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MOTOR  CARRIER  TRANSFER 
PROCEEDINGS 

Fbbruart  7,  1962. 

Synopses  of  orders  entered  pursuant  to 
section  212(b)  of  the  Interstate  Com- 
merce Act.  aiMl  rules  and  regulations  pre- 
scribed thereunder  (49  CFR  Part  179), 
appear  below: 
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As  provided  in  the  Commission's  wpe- 
cial  rules  of  practice  any  interested  per- 
son may  file  a  petition  seeking  reeon- 
sideration  of  the  following  numbered 
proceedings  within  ao  days  from  tbe 
date  of  publication  of  this  notice.  Pur- 
suant to  section  17(8)  of  the  Interatate 
Commerce  Act.  the  filing  of  such  a  peti- 
tion wlU  postpone  the  effective  date  of 
the  order  in  that  proceeding  pending  its 
disposition.  The  matters  relied  upon  by 
petitioners  must  be  specified  in  their 
petitions  with  particularity. 

No.  MC-FC  64399.  By  order  of  Jann- 
ary  31,  1962,  the  Transfer  Board  ap- 
proved the  transfer  to  Dalen  Ridcard. 
Linden.  Wisconsin,  of  C^ertiflcate  in  No. 
MC  100846.  issued  May  1, 1958,  to  Bmrton 
Nodcnrf  t.  FlattevUle,-  Wis.,  authorising  the 
transportation  of:  livestock,  agrieultoral 
cmnmodlties,  dairy  cattle,  feed.  ferttUaer, 
tankage.  buUdlng  materials,  agrieultoral 
machinery,  and  farm  machinery,  from, 
to,  or  between  specified  points  in  BUnoJs, 
Wisconsin.  Minnesota,  and  Iowa.  Jokn 
L.  Bruemmer,  121  West  Doty  Street, 
Madison  3.  Wis.,  Attorney  for  ^ppUeants. 
No.  MC-FC  64409.  By  order  of  Jan- 
uary 31,  1962,  the  Transfer  Board  ap- 
proved the  transfer  to  Fenbrook  Haaling 
Company.  Inc..  701  Bosler  Avenue.  Le- 
nxoyne.  Pa.,  of  a  portion  of  the  otfenting 
rights,  in  Certificate  No.  MC  117574,  Is- 
sued May  12, 1959,  to  Daily  Express.  Inc.. 
P.O.  Box  311.  Carlisle,  Fa.,  authorMng 
the  transpcxtatlon  of:  Truck  bodies  and 
traUers.  in  initial  movonents.  in  tmek- 
away  service,  from  Camp  nil.  Fa.,  to 
points  in  the  United  States,  and  damaged 
or  returned  traUers  from  points  In  the 
■United  States  to  Camp  Hill.  Pa. 

No.  MC-FC  64456.  By  order  of  Jan- 
uary 31.  1962,  tbe  Transfer  Board  ap- 
proved the  transfer  to  Connell  Tranfliort 
Co.,  Inc..  Dover,  Del.,  of  Permits  Nos. 
MC  111442  Sub  1,  and  MC  111443  Bub 
5,  Issued  February  12,  1957,  and  Febru- 
ary 8,  1961.  respectively,  to  Connell 
Transport  Co..  a  corporation.  Oenasee 
Depot,  Wis.,  authorizing  the  tranfiwr- 
tation  of:  raw  and  pasteurised  milk  and 
cream  and  condensed  skim  milk,  in  con- 
tainers, empty  contained,  eggs,  empty 
egg  cases,  meat,  meat  produots,  and  by- 
products, dahy  products  and  artldes  dis- 
tributed by  meat  parlrtngtvnisss.  bakery 
products,  confectionery,  prepared  foods, 
and  frozen  foods,  from,  to,  or  between 
specified  points  In  WlBcaiuin,  Texas.  New 
Mexico.  New  Jersey,  and  Illinois.  WU- 
11am  C.  Dlneen,  710  North  PlanUnton 
Avenue.  MUwaukee,  Wis.,  attorney  for 
appUcants. 

No.  MC-FC  64676.  By  order  of  Janu- 
ary 31.  1962,  the  Transfer  Board  ap- 
proved the  transfer  to  Frick  Transport 
Inc.,  Wawaka,  Ind.,  of  the  openA- 
ing  rights  in  Certificate  No.  MC  90897. 
issued  November  30.  1960,  to  O.  W.  Mar- 
tin, doing  business  as  Martin  Trucking. 
Cromwell,  Ind..  authorizing  the  trannrar- 
tation,  over  irregular  routes,  of  feed,  for- 
tilizer,  and  binder  twine,  from  Chicago 
and  Chicago  Heights.  HI;,  to  points  In 
DeKalb,  Steuben.  Noble,  and  LaOraoge 
Cotmtles.  Ind.,  and  fertilizer,  from  Chi- 
cago, ni..  to  points  hi  Defiance  and  Wil- 
liams (>}unties,  Ohio.  Donald  W.  Smttti. 
511  FldeUty  BuUdhsg.  Indianapolis  4. 
Ind.,  applicant's  attorney. 
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No.  MC-PC  64688.  By  order  of  Jan- 
uary 31.  1962.  the  Transfer  Board  ap- 
proved the  transfer  to  Leonard  J.  Krantz, 
Eau  Clair^,  Wis.,  of  the  entire  operating 
rights  in  Certificate  No.  MC  109680  and 
a  portion  of  the  operating  rights  in  Cer- 
tificate No.  MC  109680  Sub  2.  issued  Jan- 
uary 19. 1966.  and  August  7.  1968.  respec- 
tively, to  Leo  Bums  and  Earl  Bums,  a 
partnership,  doing  business  as  Burns 
Trucking  Company.  Schofleld,  Wis.,  au- 
thorizing the  transportation,  over  Irreg- 
lUar  routes,  of  livestock,  from  points  in 
Marathon  County,  Wis.,  to  South  St. 
Paul  and  Newport.  Minn.,  feed,  fertilizer, 
tankage,  and  farm  machinery,  from 
South  St.  Paul.  Newport.  St.  Paul,  and 
Minneapolis.  Minn.,  to  points  In  Mara-' 
thon  County.  Wis.,  and  animal  and  poul- 
try feed  and  animal  and  poultry  feed 
ooDcentrates.  in  bulk,  from  Minneapolis 
and  St.  Paul,  Minn.,  to  points  in  Wiscon- 
sin. Edward  Solie.  1  South  Pinckney 
Street,  Madison  3,  Wis.,  applicants' 
attorney. 

No.  MC-FC  64691.  By  order  of  Jan- 
uary 31,  1962.  the  Transfer  Board  ap- 
proved the  transfer  to  The  Gem  Van 
and  Storage  Company,  a  corporation, 
Hartford.  Conn.,  of  the  operating  rights 
In  Certificate  No.  MC  34376.  Issued  Jan- 
uary 21,  1941,  to  Charles  Lewis,  doing 
business  as  Roland  Lewis  b  Son,  New 
Haven,  Conn.,  authorizing  the  transpor- 
tation of  household  goods,  over  Irregular 
routes,  between  points  in  Connecticut, 
on  the  one  hand,  and,  on  the  other. 
points  in  Delaware,  Maryland.  Massa- 
chusetts, New  Jersey.  New  York,  Pennsyl- 
vania, Rhode  Island,  and  the  District  of 
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Columbia,  and  of  new  and  used  store 
fixtures,  over  irregular  routes,  between 
points  in  Connecticut,  on  the  one  hand, 
and,  on  the  other,  points  in  Massachu- 
setts, New  Jersey,  and  New  York.  Sid- 
ney L.  Goldstein.  109  Church  Street,  New 
Haven,  Conn.,  applicants'  attorney. 

No.  MC-PC  64703.  By  order  of  Jan- 
uary 31.  1962,  the  transfer  Board  ap- 
proved the  transfer  to  Sheehan  Carriers. 
Inc.,  SuCfem.  NY.,  of  the  operating 
rights  In  Certificate  No.  MC  59655.  Issued 
March  18.  1954.  to  Sheehan  Transport. 
Inc..  Suffern.  N.Y..  authorizing  the  trans- 
portation, over  regular  routes,  of  general 
commodities,  excluding  household  goods, 
commodities.  In  bulk,  and  other  specified 
commodities,  between  Albany.  NY.,  and 
Newark,  N.J.,  between  Lodl.  NY.,  and 
Newburgh,  NY.,  and  piece  goods,  fin- 
ished and  unfinished,  felt,  hatters'  fur. 
and  paper  bags,  between  Newark.  N.J.. 
and  Philadelphia.  Pa.,  and  over  Irregular 
routes,  of  oil.  alcohol,  and  chemicals, 
from  Grasselll,  N  J.,  and  Gulfport,  NY.. 
to  Montlcello,  Port  Jervls.  Liberty,  and 
Livingston  Manor,  NY.,  groceries,  from 
New  York,  NY.,  to  Montlcello.  Port 
Jervis.  Liberty,  and  Livingston  Manor, 
N.Y.,  and  general  commodities,  exclud- 
ing household  goods,  commodities.  In 
bulk,  and  other  specified  commodities, 
between  points  in  Passaic.  Bergen,  Hud- 
son, Essex,  and  Union  Counties,  N.J.,  on 
the  one  hand,  and.  on  the  other.  New 
York,  NY.,  and  points  in  Westchester. 
Rockland,  and  Orange  Counties,  NY. 
Martin  Werner,  2  West  45th  Street.  New 
York  36,  NY.,  applicants'  attomey. 

No.  MC-FC  64735.     By  order  of  Jan- 
uary 31,   1962.  the  Transfer  Board  ap- 


proved the  transfer  to  Jeff  A. 
doing,  business  as  Topeka 
705  East  Highway  24.  Tomtte^  -nw  ii 
Certificates   Nos.    MC   1069M  «Dlir 
106904  Sub  3.  Issued  May  16.  l||c  ^ 
May  1,  1961.  to  Topeka  MotorPMSi 
Inc..    705    East    Highway    24,   IteS 
Kans..  authorizing  the  transportatkn^ 
General   commodities  exclmHwj  ),gJr 
hold   goods,   commodities  In  Imft,  ^ 
other    specified    commodities,   betMa 
Kansas  City,  Mo.,  and  Topeka,  Km. 
serving  all  intermediate  point!  QDUi 
Highway  40,  and  the  ofl-route  potash 
the  Kansas  City,  Mo. -Kansas  City, Kim 
Commercial  Zone,  and  the  stteotAi 
Goodyear   plant  northwest  of  the  «|b 
limits  of  Topeka;  and  between  Atc£ 
son.  Kans..  and  Kansas  City,  Me,,  eit 
specified   highways,   serving  the  «■% 
mediate    points    of    Victory    Ji 
Lansing,    Richardson.    SoUUen' 
Leavenworth,    Fort    Leavennorth, 
Lowemont,  Kans.,  and  the 
and  off-route  points  In  the  Kaoeki  C%, 
Mo-Kansas.    Commercial    Zone;  mti 
beverages,  pickles,  spices,  and  Bnatni, 
from  St.  Louis,  Mo.,  over  US.  Wiln^ 
40   to  Topeka,   Kans.;   malt 
from  St.  Louis,  Mo.,  over  UA 
40  to  St.  Louis,  Mo.;   and 
beverage  containers,  from  Topeka,  Kua, 
over  US.  Highway  40  to  St  Look,  Ik. 
and   from   Lawrence.  Kans.,  over  UJ. 
Highway  40  to  St.  Louis,  Mo. 

I  SEAL]  Harold  D.  IIcOot, 

StcnttTf 

(PR     Doc.    62  1383:     Piled,    Ttb.    I,   IMk 
8:49  a.m.| 
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Presidential  Documents 


Title  3— THE  PRESIDENT 

Proclamation  3449 

NATIONAL   POISON    PREVENTION   WEEK 

By  the  President  of  the  United  States  of  America 
A   Proclamation 

^V  I IM  HI^AS  nccidi'iitnl  jjoisonin;:  coii-i-iciii  ly  tal^i'-  ;i  -iili,<tant  i;il 
l<ill  of  livi's  each  yciU'.  especially  aiiioii^  \  ciy  \  (nin^j:  iliiMieii :  and 

\\'\  I  KRIvVS  virl  iially  all  deal  li--  a'  I  lilmi  :iMf  lo  t  lii-  .aii-c  roiild  he 
|M(Vfiit(M] ;  and 

^VHKIJKAS  j)ri'\iMit  ion  of  aocidi'ntal  [>()is(inin;r  <  :in  best  be  ])ro- 
iiioti'd  llnoujili  a  vi«rorous  i)r()<ri"inn  desijznod  to  alei't  parents  tind 
others  responsible  for  proleclion  of  cliildrcn  aiiMiii^i  thir^  liazai'd;  and 

WHKHKAS  by  a  joint  resolution  approved  September  2(1.  liXll  ("5 
.^l.it.  <'iSl ).  the  Conjjfress  has  recjnested  the  Pre-ident  to  issue  annually 
a  pioclaination  desij^nat  inj;  the  third  week  in  Maich  as  National 
J'oison   Prevention  Week: 

\()W.  TIIEKKFOKK,  T.  .TOIIN  F.  KKNXKDV.  President  of  the 
I'nited  States  of  Anieriea.  do  hereby  ])r(Hlaiin  the  week  beprinninj; 
March  IS.  li»(>2,  as  National  Poison  I'levention  Week. 

I  direct  (he  appropriate  agencies  of  the  Federal  (i!o\  enunent.  and  I 
invite  State  and  Ux-al  jjoveniments  and  or^riniizat ions  intei-ested  in 
chiUl  safety,  to  participate  actively  in  ])ro^ianis  intended  to  ))i-oinote 
better  protection  ajrainst  accidental  i)oisonin<rs. 

IN  WrrNESS  WIIKREOF.  I  have  hereunto  >et  my  liand  and 
•  a used  tlie  Seal  of  the  I'nited  States  of  Aineiica  to  be  alli.xed. 

DONK  at  the  City  of  Washiufrton  this  seventh  ilay  of  Febi  uary  in 
the  year  of  our  TiOrd  nineteen  liundred  and  sixty-two.  and  of 
l^iM.]     the  Indei)endence  of  the  Vnitrd  .Sluc-  of  America  the  one 
hundred  and  eijrhty  sixtli. 

.loiiN  F.  Kknnkdv 
\\y  the  President  : 

Dkan  KrsK, 

Sfi  rctni'}/  of  Stall'. 

IF.R.  1)(M'.  Gi:  l-ts;; :  Fii«'(l,  Fdi.  ;»,  1'.k;-j:  -irn;  \>.\u.\ 


Executive  Order  10992 

REDEFINING  THE  BOUNDARIES  OF  THE   CARIBBEAN 
NATIONAL  FOREST— PUERTO   RICO 

Hv  virtue' of  tlie  authority  vested  in  me  by  Section  1^4  of  the  Act  of 
March  3.  lHt>l  (20  Stat.  1103;  10  r.S.C.  47l').  llie  Act  of  dune  4.  1807 
(30  Stat.  34,  30:  10  U.S.(\  473),  and  Section  11  of  the  Act  of 
March  1.  U>11  (30  Stat.  !)03;  10  T'.S.C.  5l'1).  and  as  President  of  the 
Fnited  States,  and  upon  the.-rccoinmendat  ion  of  tlie  Seciclaiy  of  Aiiri- 
t  ulture.  it  is  lierebv  ordered  as  follows: 

The  exterior  bouiuhiries  of  the  Cai-ibbean  National  Forest  in  Puerto 
liico.  established  as  the  Luqnillo  Forest  Keserve  by  Proclamation 
Number  41  of  .lanuary  17,  1!)03  (32  Stat.  l>0-2'.)).  and  renamed  the 
Caribbean  National  Forest  by  Executive  Order  Number  70.'">9-A  of 
dune  4.  1035,  are  hereby  relwated  and  redelined  as  follows: 

IJeginuing  at  the  point  where  the  parallel  of  18°21'  nortli  latitude  interse«'ts 
tlio  meridian  of  65'4.'>'  west  lonpitude;  thence  east  to  latitude  lS''2r,  lontritude 
(r.°44' ;  thence  south  to  latitude  IS'aO',  longitude  65''44' ;  thence  east  to  latitude 
18°20',  longitude  65''42' ;  thence  south  to  latitude  IS'IT',  longitude  Gr.°42' :  thence 
west  to  latitude  18*17',  longitude  eSMS' ;  thence  south  to  latitude  18°ir.'.  longi- 
tude 6.")*'43' ;  thence  west  to  latitude  18''15',  longitude  GoM5' ;  tlience  south  to 
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THE   PRESIDENT 

latitiKli'  IS'  I  f ,  luiiKiliiih'  •;.".'  4.".'  ;  ttit-noe  west  to  latiluih'  IS'  14",  li«iijjilu(lc  tl."i  r><i'  ; 
tht'ucc  north  to  latitudf  is'I'.',  loimitude  Cm'TiO'  ;  tlu'iue  west  to  latltiule  is  1.".', 
louffitude  tJo'.V."  :  theiicp  north  to  latitude  1S°17',  longitude  GCGo' ;  thence  east 
to  latitude  1S°17'.  longitude  «>">  o-i' ;  them-e  north  to  latitude  18°1'()',  longiliKlt' 
»r> '.">.■?' ;  thence  «'ast  to  latitude  IS'L'M',  Inngitude  Oo"."!' ;  then<e  north  to  latitude 
1H°21'.  loniritude  »►.".  "T  :  tlitii.e  c,i-<t  to  latitude  isjl',  longitude  Oo'l.".',  tlie 
IMiint  of  heiiitiiiing 

All  lands  of  tilt'  rniicd  State-  within  I  liu>e  cxlei-inr  Ixxindiii  ie<  ;ii»' 
liert'liv  f('~ei  \  e<l  a-  |  ):i  i  I  ~  <if  t  lie  (  ';i  i  iIiUmh  Nat  lonal  K(H't'>l . 

•  lull  N      !•'.     I\  I    \  M  |i> 

'I'm     Whim     1  l^i  -i  . 

!■',},, 'I. t,  ,^   'I,   i:»:: 

I  I'  K    li-     'iJ    1  t>v     111,., I    l-fl.   'I    I'.tt.j     ■_'    »'.i|.iii   I 


Executive   Order   10993 

CONSOLIDATING  THE  HIAWATHA  AND  MARQUETTE  NATIONAL 
FORESTS  (MICHIGAN)  AND  CORRECTING  THE  LAND  DESCRIPTIONS 
OF  NEBRASKA  NATIONAL  FOREST  (NEBRASKA)  AND  WASATCH 
NATIONAL   FOREST   (UTAH) 

Hv  virtue  of  tlie  aiithoiitv  Mv-ted  in  lue  liv  Seiiion  ■_'!  of  tin'  Act  of 
A[aivli  :?,  isiu  ( -jt;  Staf.  lln":;;  it;  r.S.C.  171),  flu-  Ad  of  .Inne  \.  IsiC 
(.■50St>it.;U,  :')♦;;  It;  r.S.C.  17:;).  Section  1 1  of  the  Act  of  Match  1.  l'.))! 
('M\  Stat.  '.M",;;;  It;  r.S.C.  :._M),  and  Se.tion  ;5-J(c).  TitU*  III.  of  the 
Hankhead-dones  Faini  l\'n.int  .Vet  (.")(»  Stat.  :>■_'•;;  7  I'.S.C.  KUKc)). 
and  a.s  Pie.sident  of  llu'  Cnited  .Siattv-^,  and  upon  the  lecomniendat  ion 
of  tint  Stvivtatv  of  .Vt;i  icult  me.  it  is  ordeied  as  follows: 

1.  All  those  laiuU  within  the  State  of  Mii-liiufan  that  \\ei«'  luo- 
clainied  as  the  Maitpiette  Nation;d  Foiest  hy  I'i<Hlainat  ion  of  Feluii 
afv  12,  1!>")1  (  \i\  .Stat.  .Kioi)).  a-  anu-nded.  ai»'  hereliy  1 1  ansfeiied  to 
and  made  a  |>ait  of  the  Hiawatha  National  Foiv>t  as  |)i(Mlaiined  hy 
l*fo<'laiiiation  of  dainiary  I'l.  ]!»;il  (  }♦'>  Stat.  i')'*!-". ).  as  ;inien<led,  and 
the  Mannirtfe  National  Foie-t  i-  herehy  aholished. 

1.  That  part  of  rro<  lanial  ion  NuniU'r  ;);)7'.»  of  NoxeiiiU'i-  s.  I'.M'.it 
CJ.")  F.H.  l(thr,:5)  which  de>ciil.e>  land  m  Se.'.  -j:..  V.  -.Vl  N.,  \l.  »:•  W., 
.Sixth  I'lincipal  Meridian,  included  witliin  the  Nebfa-ka  l'"on'-t.  i- 
amended  hy  suhst  ii  iit  in:_' "F' j.S"\\'i  j"  foi  ••Wi_,.S'\V'  i". 

.'5.  That  pait  of  Fxecutive  Order  Niiinhei-  liisH  of  Ocfol.ei'  '.».  I'.t.Mt 
(■1\  F.K.  vJS!))  which  de-ciihe-  land-  m  Sec.  7,  'I'.  !>  S..  II.  I  ^\■..  Salt 
Lake  Meridian,  iruiiided  in  the  \\'a<atch  National  Foie->t.  I  tali,  i- 
ameiuUHi  l>v  in-eitinir  a  connna  in  the  de-~«i-ipt  ion  "F' _,S\\' '  |SFi  ,"" 
so  as  to  make  thai  pari  id"  thai  dc-criptioii  i  ead  "FJ -.S^^' '  ,.  SI-'J  , "". 

4.  That  part  of  .Section  ■'.  of  I'",.xe.iit  ive  ( )rder  Nuinher  jOs'.to  of 
Oitoher  27.  r.'tio  (•_'.-,  F.If.  1<''..'.I  )  which  de-cril»e>  lands  m  T.  ;U  S.. 
R.  '1  W.,  .Salt  Lak»'  Meiidian.  i-  aineiided  -o  a-  to  correc  Uthe  de-crip- 
tiou  with  respect  lo  Section  ■_'!  liy  .-uh>l  it  ut  in<r  "\V1-..SF1  (""  for  ''F'._, 
.SF' i",  and  is  >iippleiiiented  liy  iiicliidin;.'  in  tlu"  des^iipt  ions  with 
res[)ect  to  .Section  1 ."'  •■.>A\' '  ^  N  Is '  , .""  and  wilh  le-pect  to  Section  :.'•_' 
the    folhtwino: 

Tho>e  part-  of  the  l;i  ikU  -how  n  on  I'lat  I>  of  i  he  AN' in  del  Tow  n-iic. 
(larfield  ('omit\.    I   i  ih.  dc-crihed  as  follow-: 
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1. :;.  ♦  -. 
J.;;,  4-. 
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1.4    .. 
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llloik    I.iii  : 

.-       1  1    

•J  1 

-_       4  4      . 
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s  1,;;  . 
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- .     1 .". 
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IS 

.-    I'.t 
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•l\ 


n       I , :; 


r.ot  .■'.,  I?lo<k  17-  that  i>art  de-i  riln'd  as  lM'..:iniiiiiu  at  the  northwest  cnruer  of 
Lot  ;{,  HI<Hk  17.  i'lat  r«.  Winder  r,>uri>ite  Survey  and  running  ttience  south  in 
riHi.s  thence  ea-t  '.«  rod-,  fherne  ni-nli  Id  rnds.  tlience  ui-st  !•  rods  1,1  ]ila<  e  ^f 
tK^iuiing. 

.loii.s   F.  KhN.NKnv 
TiiK.  W'li  II  t.  Hot  -,1  . 

(t'.El.   !).<•    (;•_•  1W7;   filed.  Feh    9,  ItMJl! ;  2:49  p.m.] 


Rules  and  Regulations 


rule  14-AERONAUTICS  AND 
SPACE    ' 

Oiopttr  III — Federal  Aviation  Agency 

j^g^APHR   C— AIRCRAFT    REGUI^TIONS 

iBeg  Docket  No    1067;  Amdt.  397 1 

p/^KT  507— AIRWORTHINESS 
DIRECTIVES 

loting  707/720  Series  and  Douglas 
DC--8   Series   Aircraft 

jlfljendment  369,  26  F.R.  10963,  re- 
nilres  Inspection  of  the  main  oil  screen 
c(  tn  Pratt  and  Whitney  Aircraft  en- 
onea  installed  in  Boeing  707/720  and 
IXMglM  DC-8  Series  aircraft.  The  re- 
alti  of  the  inspections  conducted  indi- 
cate that  only  certain  engines  which  are 
lobjected  to  higher  internal  tempera- 
tgres  experience  screen  blockage, 
llierefore,  Amendment  369  is  being 
mended  to  apply  only  to  the  JT3C-12 
.  indJT3D  Series  engines. 

Stnee  this  amendment  relaxes  a  re- 
foirement  and  imposes  no  additional 
burfcn  on  any  person,  notice  and  public 
procedure  hereon  are  unnecessary  and 
tbe  amendment  may  be  made  effective 
gpon     publication      in      the      Federal 

RKBTn. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
■e  by  the  Administrator  (25  F.R.  6489), 
1507.10(a)  of  Part  507  (14  CFR  Part 
!I7),  is  hereby  amended  as  follows: 

Amendment  369.  26  F.R.  10963,  Boeing 
707/720  Series  and  Douglas  DC-8  Series 
itreraft,  is  amended  by : 

Changing  the  applicability  statement 
to  read: 

Applies  to  nil  707  720  Series  and  DC-8 
SvlM  aircr&ft  equipped  with  Pratt  & 
Whitney  Aircraft  JT3C-12,  JT3D-1,  JT3D-1- 
MOI,  JT3D-1-MC7,  and  JT3D-3  engines. 

This  amendment  shall  become  effec- 
tire  February  13,  1962. 

|8ec.  $13(a),  601.  603:  72  Stat    752,  775,  778; 
•  UB.C.  1354(a),  1421.   1423) 

Issued  in  Washington.  D.C.,  on  Febru- 
iry  7,  1962. 

G    S.  Moore, 
Acting  Director, 
Flight  Standards  Service. 

\rR    Doc     62    1417;     Filed,    Feb.     12.    1962; 
8  45  am  |         . 


|Reg  DiKkPt  No   1068:  Amdt  398| 

PART  507— AIRWORTHINESS 
DIRECTIVES 

Piper  Aircraft 

Amendment  266.  26  F.R.  2247.  requires 
JJPetttlTe  inspections  of  the  fabric  along 
wtop  edge  of  the  windshield  on  several 
■•Ws  of  Piper  aircraft.     It  has  been 


substantiated  that  the  incorporation  of 
the  modification  covered  in  Piper  Service 
Letter  No.  362  eliminates  the  need  for 
these  inspections  on  Models  PA-20  and 
PA-22  aircraft.  Accordingly,  a  para- 
graph is  being  added  to  Amendment  266 
to  eliminate  the  inspections  on  these 
models  after  completion  of  the 
modification. 

Since  this  amendment  relaxes  a  re- 
quirement and  imposes  no  additional 
burden  on  any  person,  notice  and  public 
procedure  hereon  are  unnecessary  and 
the  amendment  may  be  made  effective 
upon*  publication  in  the  Federal 
Register. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  6489 >, 
5  507.10(a)  of  Part  507  (14  CFR  Part 
507),  is  hereby  amended  as  follows: 

Amendment  266,  26  PR.  2247,  Piper 
aircraft,  is  amended  by  adding  the  fol- 
lowing new  paragraph  (e)  and  the 
parenthetical  reference  statement  at  the 
end  of  the  directive: 

(e)  When  the  modification  outlined  in 
Piper  Service  Letter  No.  362,  dated  November 
30.  1961,  is  Incorporated  In  Piper  Models  PA- 
20  and  PA-22  aircraft,  the  repetitive  inspec- 
tions required  by  paragraphs  (a)  and  (b) 
may  be  discontinued  on  these  aircraft. 

(Piper  Service  Bulletin  No.  174B,  and  Piper 
Service  Letter  No.  362,  both  dated  Novem- 
ber 30,  1961,  cover  this  same  subject.) 

This  amendment  shall  become  effective 
Peburary  13.  1962. 

(Sec.  313(a),  601,  603,  72  Stat.  752.  775,  776; 
49  U.S.C.  1354(a).  1421,  1423) 

Issued  in  Washington,  D.C.,  on  Feb- 
ruary 7, 1962. 

G.  S.  Moore, 
Acting  Director. 
Flight  StaJidards  Service. 


|PR     Doc.    62-1418;    Piled,    Feb 
8:45  a.m.) 


12.     1962; 


Title  7— AGRICULTURE 

Chapter  X— Agricultural  Stabilization 
and  Conservation  Service  (Market- 
ing Agreements  ancJ  Orders),  De- 
partment of  Agriculture 

[Milk  Order  132) 

PART  1132— MILK  IN  TEXAS  PAN- 
HANDLE MARKETING  AREA 

Order  Amending   Order 

Correction 

In  F.R.  Doc.  62-1151,  appearing  at 
page  1054  of  the  issue  for  Saturday, 
February  3,  1962,  the  citation  in 
S  1132.46(a)(1)  should  read  "§1132.41 
(b)  (5) "  instead  of  "§  1132.41  (b) ". 


Title  S— ADMINISTRATIVE 
PERSONNa 

Chapter  I — Civil  Service  Commission 

PART  6— EXCEPTIONS   FROM   THE 
COMPETITIVE  SERVICE 

U.S.  Arms  Control  and  Disarmament 
Agency 

Effective  upon  publication  in  the  Fed- 
eral Register,  paragraph  (c)  is  added 
to  §  6.372  as  set  out  below. 

§  6.372      U.S.  Arms  Control  and  DiKarnia- 
iiient    Agenc-y. 

*  •  •  •  • 

( c )  One  Private  Secretary  to  each  As- 
sistant Director  appointed  by  the  Presi- 
dent (four  positions) . 

(R.S.  1753,  sec.  2.  22  Stat.  403,  as  amended; 
5  U.S.C.631,  633) 

United  States  Civil  Serv- 
ice CoiaossiON, 
I  SEAL  1       Mary  V.  Wenzel. 

Executive  Assistant  to 
the  Commissioners. 

|PR     Doc     62-1450;     Piled,    Feb,    12,    1962; 
8:49  a.m.| 


PART  27— EXCLUSION  FROM  PROVI- 
SIONS OF  THE  FEDERAL  EMPLOY- 
EES PAY  ACT  OF  1945,  AS  AMEND- 
ED, AND  THE  CLASSIFICATION  ACT 
OF  1949,  AS  AMENDED,  AND 
ESTABLISHMENT  OF  MAXIMUM 
STIPENDS  FOR  POSITIONS  IN  GOV- 
ERNMENT HOSPITALS  FILLED  BY 
STUDENT   OR    RESIDENT   TRAINEES 

Department  of  the  Navy  Clinical 
Psychology  Interns 

1.  Effective  February  15,  1962,  §27.1 
is  amended  by  the  addition  of  the  follow- 
ing item: 

§  27.1  ExrluRJon  from  provisions  of 
Federal  Employees  Pay  Art  and 
(llassifiration   Art. 


Clinical  psychology  Interns,  third  year  ap- 
proved postgraduate  training  ( predoctoral ) , 
Department  of  the  Navy. 

2.  Effective  February  15,  1962,  §  27.2 
is  amended  by  the  addition  of  the  follow- 
ing item: 

§  27.2      Maximum  stipends  prescribed. 

•  •  •  •  • 

Clinical  psychology  interns.  Department  of 
the  Navy : 

Third  year  approved  postgraduate  train- 
ing (predoctoral) ,  no  stipend  other  than  any 
maintenance  provided. 

1313 


1314 

(61  Stat.  727.  738.  as  amended:  5  US  C   1051  - 
10S8) 

Unitcd  States  Civil  Serv- 

ICB   COMlffLSSTON. 

[sSALl       Maby  v.  Wekzxl. 

Executive  Assistant  to 
the  Commissioners. 

[PR.     Doc     82-1451:     Filed.    Feb      12.     1962: 
8:49  a. ml 


Title  19— CUSTOMS  DUTIES 

Chaptar   I^Bureau   of   Customs, 
Doportmonl  of  the   Treasury 

(TD.   556611 

PART  6~AIR  COMMERCE 
REGULATIONS 

Alternate   Procedures;  Transportation 
in   Bond   of  Air  Cargo 

The  increase  In  the  volume  of  air  cargo 
to  be  transported  by  aircraft  beyond 
ports  of  first  arrival  of  aircraft  or  ports 
at  which  residue  cargo  procedures  ter- 
minate, which  cargo  Is  not  yet  released 
by  Customs  into  the  domestic  commerce, 
has  caused  burdens  to  both  airlines  and 
Customs  by  reason  of  presently  required 
documentation  of  individual  shipments 

On  September  12.  1961,  a  notice  of 
proposed  rule  making  was  published  in 
the  Pdkral  Rioistcr  (26  F.R.  8517  >  that 
alternate  procedures  for  transportation 
of  merchandise  in  bond  were  being  con- 
sidered for  application  to  air  cargo 
shipped  subject  to  customs  control  to  a 
port  of  destination  in  the  United  States, 
or  shipped  through  the  United  States 
for  exportation  from  another  United 
States  airport,  or  exported  directly  from 
the  port  of  arrival.  These  procedures  to 
simplify  controls  over  such  shipments 
in  order  to  lessen  delays  and  documenta- 
tion would  be  available  when  air  cargo 
arrives  in  the  United  States  on  an  air- 
craft of  one  airline  for  further  trans- 
portation on  aircraft  of  difTerent  airlines 
These  procedures  would  also  be  available 
when  air  cargo  Is  to  be  transported 
beyond  the  port  of  first  arrival  on  the 
aircraft  bringing  the  goods  to  this  coun- 
try in  the  event  such  aircraft  does  not 
proceed  under  the  residue  cargo  proce- 
dure. They  would  also  be  available  when 
air  cargo  Is  transferred  between  aircraft 
of  the  same  airline  and  the  receiving  air- 
craft does  not  proceed  under  the  residue 
cargo  procedure.  These  procedures  for 
certain  types  of  transportation  of  mer- 
chandise in  bond  would  be  in  addition 
to  existing  procedures  and  would  be  for 
use  by  Interested  parties  who  elect  to 
comply  with  the  requirements. 

No  comments  or  arguments  have  been 
received  by  the  Customs  Service  in  op- 
position to  the  proposed  new  sections  of 
regulations.  However,  suggestions  were 
received  for  clarification  and  modifica- 
tion of  certain  of  the  proposed  provisions. 
In  addition  to  Incorporating  such 
changes,  certain  editorial  changes  have 
alsobeoi  made. 

Accordingly,  it  has  been  decided  to  add 
to  Part  6  of  these  regulations  such  new 
sections,  and  they  are  hereby  adopted  to 
read  as  follows: 


RULES  AND   REGULATIONS 

§6.17  Alternate  tranoportatiun  prtx-e- 
ciuren  fur  air  rarfio  Mubjet't  to  ruxluniH 
control. 

Cargo  (including  manifested  baggage) 
arriving  by  aircraft  and  to  be  trans- 
ported subject  to  customs  contrx)!  in. 
through,  or  from  the  United  States  by 
aircraft  must,  if  not  transported  in  ac- 
cordance with  other  provisions  of  the 
regulations  of  tills  part,  be  transported  in 
bond  in  accordance  with  the  applicable 
provisions  of  5S  6.18  through  6.24.  Such 
cart^o  so  transported  shall  be  referred  to 
as  transit  air  carco."  For  the  purposes 
of  these  sections,  tlie  term  "port  of  ar- 
rival" means  the  port  in  the  United 
States  at  which  the  impxjrted  cargo  must 
be  documented  for  onward  air  transpor- 
tation otherwise  than  as  residue  cargo, 
and  the  terms  "transfer"  or  "transferred" 
mean  the  change  to  documentation  of 
cartjo  as  traiisit  air  cargo  for  transporta- 
tion from  the  port  of  arrival;  this  may  or 
may  not  involve  a  change  of  aircraft  or 
airlines  but  when  it  does,  such  terms 
shall  also  include  the  physical  movement 
of  the  cargo  from  one  to  another  aircraft. 

I  See*   551.  552,  553.  46  Stat    742    as  amended: 
19  use    1551.  1552.  1553  I 

§6.18  l>o«*unienlHliun  for  irun.HJl  uir 
caruo. 

lai  Customs  Form  7509.  Air  Cargo 
Manifest,  printed,  stamped,  or  labeled 
"Transit  Air  Cargo  Manifest"  must  be 
used  as  the  manifest  for  transit  air  cargo. 
The  cargo  manifest  sheet  in  the  inward 
cargo  manifest  of  the  importing  aircraft 
and  each  copy  thereof  required  for  a 
transit  air  cargo  movement  must  be  so 
printed,  stamped,  or  labeled.  Each 
transit  air  cargo  manifest  sheet  must  be 
a  duplicate,  insofar  as  identification  of 
the  cargo  and  other  data,  of  the  corres- 
ponding manifest  sheet  in  the  inward 
cargo  manifest  presented  for  the  aircraft 
on  which  the  cargo  arrives  in  the  United 
States. 

<  b »  Only  air  carso  shipments  f  I'om  one 
country  of  exportation,  the  name  of 
which  must  be  shown  in  the  heading, 
may  be  listed  on  any  one  transit  air  cargo 
manifest  sheet,  or  in  lieu  of  such  limita- 
tion the  name  of  the  country  of  exporta- 
tion of  each  shipment  must  be  shown  in 
the  "Nature  of  Goods"  column.  In  addi- 
tion thereto,  only  such  shipments  which 
are  manifested  by  way  of  the  port  of  ar- 
rival '  1 )  to  the  same  United  States  Cus- 
toms port  of  destination,  or  <2)  to  the 
same  United  States  Customs  F>ort  for 
exportation  therefrom,  or  (3)  for  direct 
exportation  from  the  port  of  arrival  may 
be  listed  on  one  transit  air  cargo  mani- 
fest sheet. 

(c»  If  manifest  siieets  are  not  pre- 
pared in  accordance  with  paragraph  (b) 
of  this  section,  each  cargo  shipment 
manifested  thereon,  whn  required  to  be 
transported  subject  to  customs  control, 
must  be  transported  beyond  the  port  of 
arrival  in  accordance  with  other  provi- 
sions of  these  regulations  requiring  indi- 
vidual documentation  for  the  inward 
transportation  or  exportation  of  each 
shipment  (see  $  6.15  and  Parts  5  and  18 
of  this  chapter). 

(d»  When  presented,  each  transit  air 
cargo  manifest  sheet  must  show  also  <  1  > 
the  foreign  port  of  lading,  <2)  the  date 


of  arrival  of  the  aircraft  at  the  toh.it 
arrival.  (3>  the  final  country  of  (ta^J^ 


tion  of  each  shipment,  or  Bjaal  bm  ^ 
destination  in  the  United  States qCm^ 
shipment  so  destined,  aiyf  (4)  ^* 
United  States  port  at  which  a 
function  will  be  necessary  by  itena  tf 
these  transit  air  cargo  procedures.  Tkl 
destination  outside  the  United  StHtii 
must  be  shown  as  the  actual.  (U^hi! 
country  of  destination  indicated  bfnZ. 
able  airline  shipping  documents  even 
thouKh  the  air  transportation  may  )^ 
scheduled  to  terminate  in  a  country  prior 
to  such  ultimate  destination. 

(C)  All  transit  air  cargo  other  thsB 
that  exported  directly  from  the  port  of 
arrival  must  have  afSxed  thereto  More 
departure  from  the  port  of  arrlvtl  the 
red  warning  label  prescribed  by  1 11.4(e) 
of  this  chapter. 

(f)  The  transit  air  cargo  nunifeg^ 
must  be  furnished  in  the  number  of 
copies  indicated  below  for  the  re^ieeUfc 
transportation  movement: 

( 1 )  Three  copies  are  required  for 
transit  air  cargo  destined  for  export  di- 
rectly from  the  F>ort  of  arrival; 

(2)  Pour  copies  are  required  for 
transit  air  cargo  moving  to  a  port  of 
destination  in  the  United  States  fnn 
the  port  of  arrival; 

<3)  Seven  copies  are  required  for 
transit  air  cargo  moving  from  the  pon 
of  arrival  to  another  United  States  port 
for  exportation  therefrom. 

§  6.19      Identifu-ation  of  transit  air  rargt 
manifest   ttheets. 

Upon  presentation  of  the  inward  csiio 
manifest  of  the  aircraft  on  which  the 
cargo  arrives  at  the  port  of  arrtTSl,  • 
manifest  number  must  be  iMwtfn<!d  Iv 
Customs  to  the  aircraft  entry  documenti 
presented  by  the  aircraft  con 
or  authorized  agent.  That  number  1 
be  used  by  the  importing  airltae  to 
identify  all  copies  of  transit  air  cargo 
manifests.  The  number  must  be  gtven 
as  a  prefix  an  Identification  of  the  alipart 
of  arrival  with  the  use  of  the  3-kiter 
city  or  airport  designator  (the  Air 
Traffic  Service  Location  Identifier,  ss  re- 
ferred to  by  the  Federal  ATlatkii 
Agency ) ;  for  example.  "Idl-37M,"  or 
Bas-296"  as  the  case  may  be. 

§  6.20     Conditions  for  trannportalioe  W 
Iranvil    air   cargo. 

<  a )  As  a  condition  for  customs  reksK 
for  transix)rtation  of  air  cargo  bsyODd 
the  port  of  arrival  as  transit  air  esifo, 
all  required  copies  of  a  transit  air  etrio 
manifest  sheet  must  be  identified  M  pre- 
scribed in  S  6.19  prior  to  presentatkn  to 
Customs. 

<  b  >  To  proceed  from  the  port  of  »r- 
rival  as  transit  air  cargo,  air  caigo  intirt 
be  receipted  for  in  the  manner  pre- 
scribed in  paragraph  (d)  of  thlsssottOB. 
within  the  lay  order  period  or  any  »b- 
thorized  extension  (see  8  4-37  <rf  thU 
chapter ) .  by  the  airline  which  wfll  jt 
responsible  for  transporting  or  exportM 
such  cargo. 

ic)  Transit  air  cargo  may  be  tnus- 
portcd  to  another  port  only  when  x*- 
celpted  for  by  an  airline  designatsd  M  • 
common  carrier  for  the  transportrtJOB 
of  bonded  merchandise  havtng  OP  *» 
an  appropriate  customs  bond  for  «ito 
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,_-MDortation.    Transit  air  cargo  may  individual  cargo  shipments  must  be  made 

^^^ted  from  the  port  of  arrival  only  the   subject    of    Individual    entries,    as 

!!|^eovered  by  an  exportation  bond  on  appropriate. 

2J„  Form  7557  or  7559  as  Retailed  g  ^^j      Tr«..port.Uon     of     tran.it      air 
^  jltjfi  of  this  chapter,  or  other  ap-  ^         ,„  ,„  interior  port  of  desiina- 

ZcohaU  bond.     The  responsibility  of  ,i^„  '^ 

5wrr«ceiving  airline  for  transit  air  cargo  ^    ,^  ^.  ^  ^    ^ 

SuSLc   tlian   for  direct   exportation         <»>  Air  cargo  shipments  may  be  trans- 

ZmiHe  port  of  arrival  begins  when  a  'erred  for  transportation  as  transit  air 

HSnt  executed  as  prescribed  in  para-  cargo  'rom  the  port  of  arrival,  under 

!!!S  (d)  of  this  section  is  presented  to  such  customs  supervision  as  the  collector 

I^Sms     The  responsibility  of  the  ex-  deems  necessary,  to  another  port  m  the 

f^STof  transit   air   cai-go   for  direct  United  States  with  the  use  of  the  fol- 

JJnffltaUon  begins  when  a  receipt  exe-  lowing  number  of  copies  of  tiansit  air 

M^t«d  as  prescribed  in  paragraph  (d)  of  cargo  manifest  sheets: 
S^taiection  is  piescnted  to  customs.    If         <1>   A  "carrier  manifest '  copy  to  ac- 

Sf  otfting  for  delivery  to  a  receiving  company    the    cargo    shipments    listed 

JSu^lB  necessary  prior  to  such  time,  thereon  and  be  delivered  to  Customs  at 

the  importing  airline  remains  solely  re-  "^f'l'P™"'  .      ,  ... 

SnSSe  for  such  cargo  under  its  bond         <2)   Three  copies  for  presentation  to 

SSTsuch  carting  is  performed  under  Customs  at  the  port  of  arrival  at  the  time 

STorovisions  of  Part  21  of  this  chapter  of  entry  of  the  arriving  aircraft  or  at  a 

«S  at  the  expense  of   the  parties  In  subsequent  time  before  expiration  of  the 

*°"  * .  lay  order  period.    One  copy  will  be  used 

^^h  copy  of  the  transit  air  cargo  «  »  "pennit"  copy  by  Customs  at  the 

JSfest  must  bear  the  following  state-  Po^  of  arrival^  one  "mail  manifest   copy 

!St  tegibly  signed  and  dated,  if  re-  ^"  *^,,°*^^^  by  Customs  to  the  port 

Srtd.  when  presented  to  customs:  **'„**t?*^V,!5'  .^"ll  °"^  "control     copy 

''™*^'  will  be  mailed  to  the  headquarters  port 

MMtrad  the  cargo  listed  herein  for  de-  f^j.  ^jg  p^j^  of  destination.    These  copies 

amy  to  cuatoms  at  the  port  of  deatinaaon  ^    ^  ^  presented  by  or  on  behalf  of  the 

'«SS^n  ^^^'^^  receipting  for  the  transportation 

''^"^  ' of  the  cargo  shipments  to  destination. 

Name  of  Carrier  (or  (b)  At  the  port  of  destination  Customs 

Exporter)  must  use  the  carrier  manifest  copy  for 

control  by  noting  thereon  the  disposition 

Attorney  or  Agent  of  of  each  cargo  shipment  listed. 
Carrier  (or  Exporter)  ^^^^  Transit  air  cargo  is  to  be  delivered 

^^  j^  Customs  at  destination  within  1 5  days 

of  the  date  of   receipt  for   it   by   the 

(e)  All  cargo  shipments  listed  on  a  forwarding  carrier  at  the  port  of  arrival, 

transit  air  cargo  manifest  sheet  must  be  When  all  or  part  of  the  cargo  covered  by 

receipted  for  by  one  airline  and  must  the  mall  manifest  copy  received  at  desti- 

be  fransported  from  the  port  of  arrival  nation   from   Customs   at   the   port   of 

OB  one  aircraft  except  where  the  use  arrival  is  not  closed  out  after  30  days 

of  more  than  one  aircraft  would  be  per-  from  its  receipt  by  a  posted  carrier  mani- 

mltted  by  { 6.15(b)  (4)  in  the  case  of  a  fest  copy,  the  collector  of  customs  must 

dngk  combined  entry  and  manifest  on  Inquire  of  the  receipting  carrier  as  to 

CMtoms  Form  7512,  or  where  the  use  of  the  whereabouts  of  the  shipment  or  ship- 

Bore  than  one  aircraft  is  permitted  as  ments  not  accounted  for.     He  must  in 

tftdOed  in    8  6.24(f) .      Otherwise,    all  each  case  of  failure  to  deliver  or  irregular 

ibipaents  on  the  transit  air  cargo  mani-  delivery  of  all  or  part  of  the  transit  air 

fest  most  be  individually  documented  cargo  make  a  report  to  the  port  of  arrival. 

sod  transported  under  the  regular  proce-  The  report  must  be  made  no  later  than  40 

dares  for  transportation  of  merchandise  days  from  the  date  of  receipt  of  the  mail 

in  bond.  manifest   copy.     The    report   must    l>e 

i«Jl    Timelv  delivery  and  exportation.  ^^   to    and   action   promptly   taken 

thereon    by.    Customs    at   the    port   of 

(»)  Transit  air  cargo  destined  to  a  arrival  in  the  maimer  specified  in  §§  18.6 

final  port  of  destination  in  the  United  and  18.8  of  this  chapter,  except  that  the 

States  must  be  delivered  to  Customs  at  report  on  customs  Form  3861  must  not 

tatlnation  within  15  days  from  the  date  indicate  the  amount  of  duty  or  tax  due 

of  receipt  by  the  foi-warding  airline  at  when  the  amoimt  is  in  doubt.    In  such 

the  port  of  arrival.  case.  CustMUS  at  the  port  of  arrival  must 

(b)  Transit  air  cargo  destined  for  ex-  make  the  determination  of  tax  and  duty 
portation  at  a  port  other  than  the  port  due  on  information  in  the  report,  in  the 
of  arrival  must  be  delivered  to  Customs  permit  copy  retained  there,  and  any 
stthe  port  of  exportation  within  15  days  necessary  information  obtained  from  the 
fwo  the  date  of  receipt  by  the  forward-  carriers. 

log  airline  at  the  port  of  arrival.    If  all         (d)   Upon  receipt  of  a  written  notice 

of  the  cargo  shipments  are  not  exported  of  failiu*e  to  deliver,  the  airline  which 

within  the  succeeding  15-day  period,  the  receipted  for  the  transit  cargo  must  be 

Individual  cargo  shipments  must  be  made  responsible  for  furnishing  within  90  days 

U»e  subject    of    individual    entries,    as  to  the  collector  of  customs  any  data  or 

•JJpropriate,  at  the  port  of  exportation.  documents    available    to    it    or    to   the 

(c)  In  the  case  of  transit  air  cargo  to  Importing  airline  concerning  the  descrip- 
»  exported  from  the  port  of  arrival,  tion  and  value  of  the  cargo  shipments  in 
ttportation  as  transit  air  cargo  must  be  question. 

required  within  10  days  from  the  date  of        (e)  Penalties   imposed   as   liquidated 

iw^lpt  of  the  cargo  by   the  exporting  damages   under   the   common   carrier's 

•ffune.    After  such  10-day  period,  the  bond  for  shortage,  failure  to  deliver,  etc., 
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must  be  the  same  as  prescribed  in  i  18.8 
of  this  chapter.  Under  that  sectitm  the 
basis  for  the  assessment  of  Lkjuldated 
damages  is  the  value  of  the  merchan- 
dise. The  transit  air  cargo  manifest 
does  not  reflect  value.  Therefore,  wlxn 
it  is  necessary  to  determine  the  values  of 
merchandise  shipped  as  transit  air  cargo. 
the  value  must  t>e  determined  by  the 
collector  on  the  basis  of  the  data  or  docu- 
ments specified  in  paragraph  (d)  of  this 
section  and  such  oth^jUnf ormaUon  avail- 
able to  him  relating  to  merchandise  of 
the  same  or  similar  description  or  origin. 
However,  when  the  data  or  docmnents 
required  to  be  furnished  by  paragraph 
(d)  of  this  section  are  i>ot  received 
within  the  90-day  period  prescribed,  the 
collector  will  make  his  dietermination  of 
value  on  the  basis  of  such  other  informa- 
tion available  to  him. 

§  6.23  Transportation  of  transit  air 
cargo  to  another  port  for  exporta- 
tion. 

( a )  Air  cargo  shipments  may  be  trans- 
ferred for  transportation  as  transit  air 
cargo  from  the  port  of  arrival,  luider 
such  customs  supervision  as  the  collec- 
tor deems  necessary,  to  another  port  for 
exportation  therefrom  with  the  use  of 
the  following  number  of  copies  of  transit 
air  cargo  manifest  sheets: 

(1)  A  "carrier  manifest"  copy  to  ac- 
company the  cargo  shipments  listed 
thereon  and  be  delivered  to  Ctist(xns 
upon  arrival  of  the  shipments  at  the  port 
of  exportation; 

(2)  A  copy  which  is  stamped,  labeled, 
or  printed  "diversion  copy"  in  outline 
letters  at  least  1  inch  in  height  to  be 
attached  to  and  accompany  the  carrier 
manifest  copy  and  be  delivered  to  Cus- 
toms at  the  port  of  exportation: 

(3)  Three  copies,  called  "permit", 
"mail  manifest",  and  "control"  copy,  for 
presentation  to  Customs  at  the  port  of 
arrival  either  at  the  time  of  entry  of  the 
arriving  aircraft  or  at  a  sulisequent  time 
before  expiration  of  the  lay  order  period. 
These  copies  must  be  presented  by  or  on 
behalf  of  the  airline  receipting  for  the 
transportation  of  the  cargo  shipments 
from  the  port  of  arrival  to  the  port  of 
exportation  for  lading  for  export  at  such 
place ; 

(4)  Two  copies,  called  "Exportation" 
and  "Clearance"  copies,  to  be  presented 
by  the  exporting  airline  to  Customs  at 
the  port  of  exportation  in  cormection 
with  the  exportation. 

(b)  Upon  arrival  of  the  transit  air 
cargo  shipments  at  the  port  of  exporta- 
tion, the  transit  air  cargo  may  be  de- 
livered direct  to  the  exporting  carrier 
with  the  exportation  and  clearance 
copies  after  the  name  of  such  carrier  is 
legibly  noted  on  the  carrier  manifest  and 
diversion  copies  and  such  copies  are  de- 
livered to  Customs. 

(c)  The  exporting  carrier  will  retain 
all  cargo  listed  on  a  transit  air  cargo 
manifest  in  one  place  which  must  be 
separate  from  the  specially  designated 
area  for  storage  of  shipments  coming 
within  the  provisions  of  paragraph  (e) 
of  this  section.  Whep  the  goods  are 
ready  for  lading  on  the  exporting  air- 
craft. Customs  will  be  notified  sufficiently 
in  advance  so  as  to  be  able  to  make  any 
required  supervision  of  the  lading  of  the 
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cargo  and  any  further  checks  for  Fed- 
eral Oovemment  purposes. 

(d)  When  presented  to  Customs,  the 
exportation  ajxl  clearance  copies  must 
each  show  the  exporting  aircraft's  num- 
ber and  flight  nimiber  and  date.  The 
exporting  airline  must  file  these  docu- 
ments (including  the  clearance  copies  of 
transit  air  cargo  manifests)  for  the  de- 
parting aircraft.  The  clearance  copies  of 
air  transit  cargo  manifests  shall  be 
grouped  together  in  the  outward  maiM- 
fest  separately  and  not  intermingled 
with  other  outward  manifest  pages.  The 
exportation  copies  shall  be  grouped  to- 
gether separately  from  the  outward 
clearance  dociunents. 

(e)  The  customs  ofBcer  receiving  the 
carrier  manifest  and  diversion  copies  of 
the  transit  air  cargo  manifest  must  re- 
view them  for  export  licensing  require- 
ments of  the  Secretary  of  State  covering 
arms,  ammunitions,  and  implements  of 
war.  and  of  the  Bureau  of  International 
Programs.  Department  of  Commerce.  A 
shipment  for  which  the  manifest  in- 
formation is  not  adequate  to  enable  the 
officer  to  determine  that  no  licensing  or 
other  requirements  are  applicable  to  the 
particular  transit  air  cargo  must  be 
checked  either  by  examination  or  by  in- 
specting the  air  waybill  or  accompanying 
invoice.  In  this  case,  in  order  not  to 
delay  the  onward  movement  of  other 
goods,  this  shipment  may  be  struck  from 
the  transit  air  cargo  manifest  and  the 
remaining  shipments  may  proceed.  If 
a  licensing  or  other  requirement  is  found 
applicable,  the  exporting  airline  must  be 
immediately  notified  that  the  particular 
shipment  cannot  be  exported  until  an 
appropriate  license  or  approval  is  ob- 
tained. This  shipment  must  be  placed 
under  constructive  customs  custody  in  a 
specially  designated  area  of  the  export- 
ing airlines  cargo  terminal  for  such 
shipments  until  the  necessary  customs 
or  other  approval  for  shipment  is 
obtained. 

(f )  The  diversion  copy  of  each  transit 
air  cargo  manifest  sheet  must  be  sent 
by  the  port  of  diversion,  with  an  endorse- 
ment of  exportation  showing  the  port, 
date,  and  exporting  carrier,  to  the  port 
of  indicated  exportation  when  all  cargo 
shipments  listed  thereon  have  been  ex- 
ported at  the  port  of  diversion.  It  shall 
normally  be  sent  as  soon  as  the  exporta- 
tion copy  or  copies  are  presented  at  the 
port  of  exportation  and  are  attached  to 
the  carrier  manifest,  and  it  is  verified 
that  all  shipments  listed  thereon  are  ex- 
ported. If  exceptions  are  found  by  Cus- 
toms at  the  port  of  exportation,  they 
must  be  noted  on  the  diversion  copy  be- 
fore it  is  sent.  However,  if  the  carrier's 
manifest  copy  is  not  fully  closed  out  at 
the  port  of  diversion  within  30  days  from 
the  date  of  the  carrier's  receipt  on  the 
carrier  manifest  and  diversion  copies, 
the  diversion  copy  must  be  immediately 
sent  to  ttie  port  of  indicated  exportation 
to  forestall  a  report  to  the  port  of  ar- 
rival (see  pwragraplx  (g)  of  this  section) . 
The  diwnion  copy  must  be  noted  before 
sending.  "Exportation  copy  not  yet  re- 
cdTed — ^further  report  will  follow  if 
neceeeary." 


RULES  AND   REGULATIONS 

(g>  When  the  mail  manifest  copy  is 
received.  Customs  will  file  it  according 
to  identification  niunber  (see  }6.19>; 
that  is.  numerically  by  port  of  arrival. 
When  all  or  part  of  the  cargo  covered  by 
a  mail  manifest  copy  is  not  closed  out 
by  a  carrier  manifest  copy,  or  a  diversion 
copy  endorsed  by  Customs  at  another 
port,  within  40  days  from  the  date  of 
receipt  of  the  mail  manifest  copy,  the 
collector  of  customs  must,  without  mak- 
ing inquiry  of  any  carrier,  make  an  ap- 
propriate report  to  the  port  of  arrival 
and  this  report  must  be  proces-sed  and 
action  taken  in  accordance  with  §  6  22 
1  c  > .  <  d ) .  and  <  e ) . 

th>  If  all  of  the  cargo  listed  on  one 
transit  air  cargo  manifest  sheet  is  not 
laden  for  exportation  from  the  same  port 
in  the  United  States  by  the  .same  airline. 
Individual  entries  on  customs  Form  7512 
for  transportation  and  exportation  in  ac- 
cordance with  5  6.15  or  for  direct  expor- 
tation in  accordance  with  i  18.25  of  this 
chapter  must  be  required  for  each  cargo 
shipment  listed  on  such  transit  air  cargo 
manifest  sheet.  Until  all  cargo  ship- 
ments covered  by  one  transit  air  cargo 
manifest  are  received  at  a  port  for  expor- 
tation, none  may  be  exported  except 
under  individual  entries.  If  it  is  neces- 
sary to  export  on  more  than  one  aircraft 
of  the  same  airline  the  cargo  shipments 
listed  on  one  transit  air  cargo  manifest 
.sheet,  the  procedure  in  5  6.24<f)  shall  be 
applicable.  When  individual  entries  are 
required  or  the  cargo  is  exported  at  the 
same  jxjrt  on  more  than  one  aircraft,  the 
earner  manifest  copy  will  be  posted  and 
used  by  Customs  as  in  the  case  of  the 
carrier  manifest  for  cargo  destined  to  a 
port  of  destination  in  the  United  States 
•  see  .^  6  22<b)  > 

!:;  6.2 1       Kxporlalioii   *t(   Iraiioii    air    <-urK<» 
at    port   of  arrival. 

(a>  Transit  air  cargo  may  bo  traivs- 
ferred  for  exportation  at  the  port  of 
arrival  in  the  United  States  with  the  use 
of  three  copies  of  the  transit  air  cargo 
manifest;  a  "review"  copy,  an  "expor- 
tation" copy,  and  a  "clearance"  copy. 

(b)  At  the  port  of  arrival,  transit  air 
cargo  may  be  transferred  for  exportation 
immediately:  Provided.  <  1  •  That,  as  soon 
as  it  is  known  to  which  airline  cargo 
shipments  will  be  transferred  for  exF>or- 
tation.  the  importing  airline  files  with 
Customs  a  copy  of  each  transit  air  cargo 
manifest  .sheet  covering  such  cargo  ship- 
ments, which  copy  need  not  be  receipted 
by  the  airline  to  which  the  cargo  will  be 
transferred,  but  the  name  of  the  export- 
inc;  airline  must  be  inserted  on  such  re- 
view copy  by  the  importing  airline;  and 
( 2 )  that  the  transfer  is  subject  to  super- 
vision, examination  of  cargo,  manifest 
review,  etc..  as  may  be  required  for  com- 
pliance with  regulations  of  other  Fed- 
eral agencies. 

(c)  The  exportation  copy  and  the 
clearance  copy  must  be  filed  with  Cus- 
toms by  or  on  behalf  of  the  exF>orting 
airline  which  receipts  for  the  shipments. 
The  clearance  copy  must  be  presented 
with  and  retained  in  the  departing  air- 
craft's clearance  documents.     The  ex- 


portation copy  must  be  presented  at  Of 
time  the  clearance  documents  an  ||!. 
sented  to  Customs.  Both  copies  iniat  k 
addition  to  bearing  the  receipt  OL 1W 
exporting  airline,  show  the  "MW'h^ 
aircraft's  number,  flight  number,  sm 
date. 

<d<  Upon  receipt  of  the  review  eooy 
of  the  transit  air  cargo  manifest  thiBiSa 
Customs  must  make  the  review  >■«. 
scribed  in  the  case  of  the  carrier  t«m 
fe.st  copy  in  5  6.23(e).  The  revlewiu 
oRlcer  must  take  appropriate  aetloD  if 
a  license  is  found  to  be  applicable  fcr 
any  car^o.  The  exporting  airline  will 
be  notified  to  place  under  constroettic 
customs  custody  any  transit  air  c»i|b 
shipment  subject  to  special  license,  "flu 
exporting  airline  must  then  plaeis  ai9 
trat\sit  air  cargo  shipment  subject  Is 
special  license  in  a  specially  desifiaM 
area  of  its  cargo  terminal  until  the  oae- 
e.s.saiy  license  is  obtained. 

'  0 '  When  exportation  copies  are  ^ti. 
Customs  must  use  them  to  close  out  the 
transit  air  cargo  manifest  sheets  In  the 
inward  manifest  of  the  aircraft  on  wfatek 
the  transit  air  cargo  arrived  at  the  port. 

if  •  If  all  transit  air  cargo ' 
iLsted  on  any  one  transit  air  cargo  i 
fe.st  sheet  arc  not  exported  directly  m 
the  same  aircraft,  an  additional  apat' 
tat  ion  and  clearance  copy  must  be  re- 
quired for  each  shipment  or  group  of 
shipments  listed  thereon  departing  on 
any  other  aircraft  of  the  exporting  itr- 
line.  In  this  event,  each  copy  ci  the 
transit  air  cargo  manifest  sheet  mutt  be 
clearly  marked  to  show  which  shljxaeat 
or  shipments  listed  thereon  are  oonred 
thereby 

iR>  Separate  export  entries  on  eoh 
toms  Form  7512  in  accordance  wNh 
;i  18  25  of  this  chapter  must  be  reqoind 
for  all  shipments  listed  on  any  one  tran- 
sit air  cargo  manifest  sheet  if  not  al 
such  shipments  are  exported  from  the 
-same  port  by  the  same  aircarrier.  WlMB 
separate  export  entries  are  required,  tbe 
copy  of  the  transit  air  cargo  mantfat 
sheet  in  the  inward  manifest  of  thehs> 
porting  aircarrier  must  be  posted  as  in 
the  case  of  the  carrier  manifest  forcario 
destmed  to  a  port  of  destination  in  the 
United  States  'sec  §  6.22<b>). 

(RS  161.  as  amended,  261.  mcs.  661,01 
553.  624.  46  Stat.  742,  as  amended.  780,  Me. 
1109,  72  Stat.  799;  S  U.S.C.  22,  1»  U,8.C. «. 
1551.  1552,  1553,  1624.  49  U.S.C.  16<») 

In  order  to  enable  interested  cankn 
and  collectors  of  customs  to  famiUsri* 
themselves  fully  with  the  requlreBMste 
of  these  procedures  before  they  trte 
effect,  this  Treasury  Decision  shaQ  be 
effective  beginning  the  day  following  Ji 
days  after  its  publication  in  the  PDSiu 
Register 

I  SE.\L  1  Philip  Nichols,  Jr., 

Cojnmissioner  of  Custom*- 

Approved;  February  6.  1962. 

James  A.  Rzed, 
Assistant  Secretary  of  the  Treanrt. 

(FR     Doc.    82-1441:    Filed.    Feb.    11   »•• 
8  48  am  ) 
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^  21— FOOB  AND  DRUGS 

f^^l^  I Food  and  Drug  Adminis- 

iMrien,  Dopartment  of  Health,  Edu- 
,,Hon,'  and  Welfare 

SUSCHAfTEB   A — GENEtAL 

•AIT  1— lEGULATIONS  FOR  THE  EN- 
TICEMENT OF  THE  FEDERAL 
FOOD,  DRUG,  AND  COSMETIC  ACT 

dMMiges  in  Labeling  Requirements  for 
Drugs 

ance  promulgation  of  8  1.106  (b)  (3) 
^^)(l)  (21  CFR  1.106;  26  FJl.  8389). 
STcwnmissioner  of  Food  and  Drugs  has 
SLmformed  that  certain  drugs  subject 
?aettoD  505,  506.  or  507  of  the  Federal 
mmL  Drug  and  Cosmetic  Act  may  be  in 
Seategory  of  those  drugs  for  which  use 
h^hnnation  is  commonly  known  to  medi- 
^jpractttioners  and  that  It  is  therefore 
ngtMoewy  ^o^  manufacturers  of  such 
-m^r^tlnns  to  provide  such  use  infor- 
Mtkn  in  labeling. 

•nMTefore,  pursuant  to  the  provisions 
^tbeact  (sec.  701(a).  52  SUt.  1055;  21 
UAC.  S71(a) ) ,  and  under  the  authority 
iktuitfil  ^  ^^  Commissioner  by  the 
giaetary  of  Health,  Education,  and  Wel- 
tait  (25  fR.  8625).  5 1106  (\))  (3)  and 
(e)  (8)  are  changed  to  read  as  set  forth 
bdov: 

1 1.106     Drugs    unH    drvirc*:    dirrrtions 
far  us«. 
»  .  •  •  • 

(b)  fiempfjon        jor        prescription 

dnm.  •  •  • 

(3X1)  Labeling  on  or  within  the 
package  from  which  the  drug  is  to  be 
^iyn^wi  bears  adequate  information  for 
ite  use.  iiKluding  indications,  effects, 
teaces.  routes,  methods,  and  frequency 
■ad  doration  of  administration,  and  any 
nktant  hazards,  contraindications,  side 
eCads,  and  precautions  under  which 
practitioners  licensed  by  law  to  admin- 
Mcr  the  drug  can  use  the  drug  safely  and 
for  the  purposes  for  which  it  is  intended, 
taehiding  all  purposes  for  which  it  is 
•dvertiaed  or  represented;  and 

(U)  If  the  article  is  subject  to  section 
it^  5M.  or  507  of  the  act,  the  labeling 
hearing  such  information  is  the  labeling 
MtborlKd  by  the  effective  new-drug  ap- 
pttcatUm  or  required  as  a  condition  for 
the  certification  or  the  exemption  from 
eertilkation  requirements  applicable  to 
prqiaratlons  of  insulin  or  antibiotic 
dn«i:  Provided,  however.  That  the  in- 
foiButlon  required  by  subdivision  (i) 
c<  this  subparagraph  may  be  omitted 
from  the  dispensing  package  if,  but  only 
If,  the  article  is  a  drug  for  which  direc- 
UoDS,  hazards,  warnings,  and  use  infor- 
mation are  commonly  known  to  practi- 
tioners licensed  by  law  to  administer  the 
dmg.  Upon  written  request,  stating  rea- 
•oosble  grounds  therefor,  the  Commis- 
ikner  will  offer  an  opinion  on  a  proposal 
to  omit  such  Information  from  the  dis- 
pensing package  under  this  proviso. 
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<3)  (i)'  Labeling  on  or  within  the  pack- 
age from  which  the  drug  is  to  be  dls- 
PMised  bears  adequate  information  for 
its  use,  including  indications,  effects, 
dosages,  routes,  methods,  and  frequency 
and  dmraticm  of  administration,  and  any 
relevant  hazards,  contraindications,  side 
effects,  and  precautions  under  which  vet- 
erinarians licensed  by  law  to  administer 
the  drug  can  use  the  drug  safely  and  for 
the  piuix>ses  for  which  it  is  intended,  in- 
cluding all  purposes  for  which  it  is 
advertised  or  represented ;  and 

(11)  If  the  article  is  subject  to  section 
505  or  507  of  the  act,  the  labeling  bearing 
such  information  is  the  labeling  author- 
ized by  the  effective  new-drug  applica- 
tion or  required  as  a  condition  for  the 
certification  or  the  exemption  from 
certification  requirements  applicable  to 
preparations  of  antibiotic  drugs:  Pro- 
vided, however.  That  the  information 
required  by  subdivision  (i)  of  this  sub- 
paragraph may  be  omitted  from  the 
dispensing  psudcage  if,  but  only  if,  the 
article  is  a  drug  for  which  directions, 
hazards,  warnings,  and  use  information 
are  commonly  known  to  veterinarians 
licensed  by  law  to  administer  the  drug. 
Upon  written  request,  stating  reasonable 
grounds  therefor,  the  Commissioner  will 
offer  an  opinion  on  a  proposal  to  omit 
such  information  from  the  dispensing 
package  under  this  proviso. 

Notice  and  public  procedure  are  not 
necessary  prerequisites  to  the  promulga- 
tion of  this  order,  since  it  relaxes  existing 
requirements. 

Effective  date.  This  order  shall  be- 
come effective  March  5,  1962. 

(Sec.  701(a).  52  Stat.  1055;  21  U.S.C.  371(a) ) 

Dated:  February  7,  1962. 

Oeo.  p.  Larrick, 
Commissioner  of  Food  and  Drugs. 

[F.R.    ZX>C.    ea-1431:    Filed.    Feb.    12,    1962; 
8:47  ajn.j 


(c)  Exemption 
truft.  •  •  • 

No. 


for     veterinarj/ 


SUICHArrEI    B — FOOD   AND    FOOD   PRODUCTS 

PART  16-^LIMENTARY  PASTES;  DEF- 
INITIONS AND  STANDARDS  OF 
IDENTITY 

Enriched  Vegetable  Macaroni  Prod- 
ucts, Enriched  Vegetable  Noodle 
Products 

In  the  matter  of  establishing  defini- 
tions and  attandards  of  identity  for  en- 
riched vegetable  macaroni  products  and 
enriched  vegetable  noodle  products: 

A  notice  of  proposed  rule  making  was 
published  in  the  Federal  Register  of 
December  22,  1961  (26  F.R.  12256),  set- 
ting forth  proposals  filed  by  National 
Macaroni  Manufacturers  Association, 
156  Chambers  Street,  New  York  7,  New 
York,  for  establishing  standards  of 
identity  for  enriched  vegetable  macaroni 
products  and  enriched  vegetable  noodle 
products.  The  notice  invited  all  inter- 
ested persons  to  submit  comments  on  the 
proposals.  The  time  for  filing  conunents 
has  ended  and  no  comments  were 
received. 

Upon  consideration  of  the  information 
furnished  by  the  petitioner  and  other 
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relevant  information,  it  Is  concluded  that 
it  will  promote  honesty  and  fair  dealing 
in  the  interest  of  consumers  to  establish 
definitions  and  standards  of  identity  tor 
enriched  vegetable  macaroni  products 
and  for  enriched  vegetaMe  tuxMlle  prod- 
ucts, as  hereinafter  set  forth.  Therefore, 
pursuant  to  the  provisions  of  the  Federal 
Food,  Drug,  and  Cosmetic  Act  (sees.  401. 
701,  52  Stat.  1046.  1055.  as  amended  70 
Stat.  919.  72  Stat.  948;  21  U.S.C.  341, 
371)  and  under  the  authority  delegated 
to  the  Commissioner  of  Food  and  Drugs 
by  the  Secretary  of  Health.  Education, 
and  Welfare  (25  FJt  8625):  It  is 
ordered.  That  definitions  and  staixlards 
of  identity  for  enriched  vegetable  maca- 
roni products  and  for  enriched  vegetable 
noodle  products  be  established  as 
follows ; 

§  16.11  Enriclied  vegetable  macaroni 
products ;  identity;  label  statement  of 
optional  ingredients. 

(a)  Each  of  the  macaroni  products 
for  which  a  definition  and  standard  of 
identity  is  prescribed  by  this  section  con- 
forms to  the  definition  and  standard  of 
identity  and  is  subject  to  the  require- 
ments for  label  statement  of  optional 
ingredients  prescribed  for  macaroni 
products  by  S  16.1  (a)  and  (f).  and  in 
addition  is  enriched  to  meet  the  require- 
ments prescribed  for  enriched  macaroni 
products  by  S  16.9  and  contains  a  vege- 
table ingredient  in  compliance  with  the 
requirements  prescribed  for  vegetable 
macaroni  products  by  J  16.5. 

(b)  The  name  of  each  food  for  which 
a  definition  and  standard  of  identity  is 
prescribed  by  this  section  is  "Enriched 
macaroni  product,"  or,  alter- 
natively, the  luune  is  "Enriched  — 

macaroni,"  "Enriched  spa- 
ghetti." or  "Enriched vermi- 
celli," when  the  units  comply  with  the 
shape  and  size  requirements  prescribed 
for  macaroni,  spaghetti,  or  vermicelli  in 
§  16.1  (b),  (c),  or  (d).  The  blank  in 
each  instance  is  filled  in  with  the  lumie 
of  the  vegetable  used,  as  specified  in 
S  16.5(a) .  For  example,  the  name  of  an 
enriched  macaroni  product  containing 
the  prescribed  amount  of  spinach  and 
made  in  units  not  conionning  In  shape 
and  size  to  the  requirements  for  maca- 
roni, spaghetti,  or  vermicelli  is  "En- 
riched spinach  meuiaroni  product." 

§  16.12  Enriched  vegetable  noodle  prod- 
ucts; identity;  labd  statement  of 
optional   ingredients. 

ia>  Each  of  the  noodle  products  for 
which  a  definition  and  standard  of  iden- 
tity is  prescribed  by  this  section  con- 
forms to  the  definition  and  standard  of 
identity  and  is  subject  to  the  require- 
ments for  label  declaration  of  optional 
ingredients  prescribed  for  noodle  prod- 
ucts by  §  16.6  (a) .  (g) ,  and  (h) .  and 
in  addition  is  eiu-iched  to  meet  the  re- 
quirements prescribed  for  enriched 
noodle  products  by  S  16.10  and.  except 
as  hereinafter  provided,  contains  a 
vegetable  ingredient  in  compliance  with 
the  requirements  prescribed  for  vece- 
table  noodle  products  by  1 16.8.  CUrots. 
because  they  are  apt  to  Impart  an  egt- 
yolk  color,  are  not  used  in  enriched 
vegetable  noodle  products. 
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(b)  The  name  of  each  food  for  which 
a  definition  and  standard  of  identity  Ls 
prescribed  by  this  section  Is  "Enriched 

noodle  product."  "Enriched 

egg  noodle  product."  or.  al- 
ternatively,   the    name    is    "Enriched 

noodles"      or      "Enriched 

egg     noodles."     "Enriched 

egg    macaroni,"    "Enriched 

egg  spaghetti."  or  "Enriched 

egg   vermicelli,"    when    the 

units  comply  with  the  size  and  shape 
requirements  for  noodles,  macaroni. 
spaghetti,  or  vermicelli  in  9  16.6  ( b) .  (o . 
(d) .or  (e) .  The  blank  in  each  instance 
Is  filled  In  with  the  name  of  the  vegetable 
used,  as  specified  in  §  16.8(a>. 

Any  person  who  will  be  adversely 
affected  by  the  foregoing  order  may  at 
any  time  prior  to  the  thirtieth  day  from 
the  date  of  its  publication  in  the  Federal 
Rbgistkb  file  with  the  Hearing  Clerk. 
Department  of  Health,  Education.'  and 
Welfare,  Room  5440,  330  Independence 
Avenue  SW..  Washington  25.  D.C.,  writ- 
ten objections  thereto.  Objections  shall 
show  wherein  the  person  filing  will  be 
adversely  affected  by  the  order  and 
specify  with  particularity  the  provisions 
of  the  order  deemed  objectionable  and 
the  grounds  for  the  objections.  If  a 
hearing  is  requested,  the  objections  must 
state  the  Issues  for  the  hearing,  and  such 
objections  must  be  supported  by  grounds 
legally  sufficient  to  justify  the  relief 
sought.  Objections  may  be  accom- 
panied by  a  memorandum  or  brief  in 
support  thereof.  All  documents  shall  be 
filed  in  qulntuplicate. 

Effective  date.  This  order  shall  be- 
come effective  60  days  from  the  date  of 
its  publication  In  the  Federal  Register. 
except  as  to  any  provisions  that  may  be 
stayed  by  the  filing  of  proper  objections. 
Notice  of  the  filing  of  objections  or  lack 
thereof  will  be  announced  by  publication 
in  the  Fkoeral  Register  . 

(Sees.  401.  701.  63  SUt.  1046.  1055  a.s 
unendMl;  21  UB.C.  341.  371) 

Dated:  February  7. 1962. 

Geo.  P.  Larrick. 
Commissioner  of  Food  and  Drugs. 

(P.R.    Doc.    83-1438:    Filed.    Feb.    13.    19«2: 
8:46  ajn] 


PART  17— BAKERY  PRODUCTS;  DEFI- 
NITIONS AND  STANDARDS  OF 
IDENTITY 

Us*  of  L-Cyst*ine  in  Bread;  Effective 
Dot* 

An  order  adopting  a  proposal  to  amend 
the  standard  of  identity  for  bread  (21 
CFR  17.1)  by  adding  to  paragraph  (a)  a 
new  subparagraph  reading:  "(16)  L- 
cysteine,  In  a  quantity  not  to  exceed 
0.009  part  for  each  100  parts  by  weight  of 
flour  used",  was  published  in  the  Fxo- 
KKAL  RxGisTm  of  December  28.  1961 
(26  F.R.  12563).  The  order  gave  notice 
of  the  30-day  period  within  which  per- 
sons adversely  affected  could  file  objec- 
tions and  stated  that  the  amendment 
would  become  effective  after  60  days  un- 
less It  was  stayed  by  the  filing  of  proper 
objections. 


RULES  AND   {REGULATIONS 

No  objections  were  filed,  but  questions 
were  raised  showing  the  need  for  clari- 
fication of  the  designation  of  the  new 
optional  ingredient. 

Pursuant  to  the  provisions  of  the  Fed- 
eral Pood.  Drug,  and  Cosmetic  Act  (sees. 
401.  701,  52  SUt.  1046,  1055.  as  amended 
70  Stat.  919,  72  Stat.  948;  21  U.S.C.  341, 
371)  and  in  accordance  with  tlie  author- 
ity delegated  to  the  Commissioner  of 
Food  and  Drugs  by  the  Secretary  of 
Health.  Education,  and  Welfare  (25  F.R. 
8625) ,  notice  is  given  that  no  objections 
were  filed  to  the  order  {unending  the 
standard  for  bread  to  permit  the  optional 
use  of  L-cysteine.  To  clarify  the  order, 
subparagraph  (16)  is  revised  to  read  as 
follows : 

^17.1  Bread,  whilr  breud,  and  foIIk, 
while  ruIlM,  or  bun«,  while  bun^: 
idenlily ;  label  Kialeiiient  uf  optional 
inKredienlt. 

la)    •    •    • 

1 16)  L -Cysteine  <  which  may  be  added 
in  the  form  of  the  hydrochloride  salt,  in- 
cluding hydrates  thereof),  in  a  quantity 
not  to  exceed  0.009  part  for  each  100 
parts  by  weight  of  flour  used. 

The  amendment  as  revised  will  be- 
come effective  February  26.  1962. 

(Sees  401.  701,  53  Stat  1046.  1055,  M 
amended  70  SUit  919.  72  Stat  948;  21  U  S  C 
341.  371  I 

Dated    February  7, 1962. 

Geo.  p.  Larrick. 
Commissioner  of  Food  and  Drugs. 

IFR      Dot-      62    1429;     Filed.    Feb      12.     1962, 
8  46  a  m  I 


SUBCHAPTER   C — DRUGS 

PART  1  4  6  c— CERTIFICATION  OF 
CHLORTETRACYCLINE  (OR  TETRA- 
CYCLINE) AND  CHLORTETRACY- 
CLINE- (OR  TETRACYCLINE-)  CON- 
TAINING  DRUGS 

Chang*    in   Expiration   Dot* 

Under  the  authority  vested  in  the  Sec- 
retary of  Health.  Education,  and  Welfare 
by  the  Federal  Food.  Drug,  and  Cosmetic 
Act  (sec.  507.  59  Stat.  463,  as  amended; 
21  use.  357)  and  delegated  to  the  Com- 
missioner of  Food  and  Drugs  by  the  Sec- 
retary 1 25  F.R.  8625) ,  the  regulations  for 
certification  of  chlortetracycline  and 
chlortetracycline-containing  drugs  (21 
CFR  146c. 257)  are  amended  as  follows: 

In  J  146C.257  Tetracycline-amphoteri- 
cin B  for  oral  syrup;  •  •  •.  the  last  sen- 
tence of  paragraph  <c)  (1)  Ls  changed  to 
read:  "The  expiration  date  of  the  drug 
shall  be  18  months,  except  that  it  may 
be  24  months  if  the  person  who  requests 
certification  has  submitted  to  the  Com- 
missioner results  of  tests  and  assays 
showing  that  after  having  been  stored 
for  such  period  of  time  such  drug  as  pre- 
pared by  him  complies  with  the  stand- 
ards prescribed  by  paragraph  la)  of  this 
section." 

Notice  and  public  procedure  are  not 
necessary  prerequisites  to  the  promulga- 
tion of  this  order,  and  I  so  find,  since 
the  nature  of  the  change  is  such  that 
it  cannot  be  applied  to  any  specific  prod- 
uct unless  and  until  the  manufacturer 


thereof  has  supplied  adequate  dtta  ». 
garding  that  article.  ^ 

Effective  date.  This  order  than  u 
come  effective  on  the  date  of  Its  ritiw, 
tion  in  the  Fedbral  REcisTn.     ^^^ 

(Sec    507    59  Stat    46.3.  as  amended- 11  na. 
357)  •«"«, 

Dated :   February  7,  1962. 

Geo.  p.  Lauhs, 
Cow  misstoner  of  Food  and  Dnm 

|FR     D...-     62   1430:    Piled,    Feb.    H    mb- 
8  47  am. I  '  ^ 
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SUBCHAPTER    D — HAZARDOUS  SUtSTANQl 

PART  19)— HAZARDOUS  ft|. 
STANCES;  DEFINITIONS  ANQ  PIO. 
CEDURAL  AND  INTERPRRAIM 
REGULATIONS 

Felt-Tip  Ink-Marking  DcvicM;  hi*m 
tion  From  Labeling  RaquirMUMb 

There  has  been  submitted  to  theCta* 
missioner  of  Food  and  Drugs, 
to  section  3(c)  of  the  Federal 
Substances  Labeling  Act  and  i  IttQ «( 
the  regulations  thereunder,  a  reqaaUk 
exempt  from  the  labeling  requlreMoli 
of  the  act  felt-tip  ink-marking  devkM 
which  contain  no  free  liquid  ink  Int  k 
which  the  ink  is  totally  held  by  to  ak> 
sorbent  material.  The  petltiaii  dMk 
with  inks  that  are  toxic  subBtaneci  m 
defined  in  S  191.1(f)  (1),  havlnfftiiU)f| 
single,  oral  dose  between  500  mlUlpi 
and  5  grams  per  kilogram  of  body 
of  the  test  animals,  and  which 
special  labeling  under  S  191.7 
they  contain  10  percent  or  more  of  j 
leum  distillates.  The  felt-Up  ink-i 
ing  devices  are  constructed  In  aoBh  • 
manner  that  the  ink  flows  by  eapfflny 
action  and  only  through  the  fdt  wilttBi 
nib.  With  any  reasonable  tormmVk 
handling  and  use,  including  tbam  tr 
children,  the  contents  do  not  preMOkn 
ingestion  hazard  or  an  aspiraUon  1 
from  the  petroleum  distillate. 

The  Commissioner  therefore 
that  only  a  minor  hazard  1b 
and  that  full  compliance  with  the  Mel- 
ing  requirements  of  section  2(p)(l)  U 
the  act  and  S  191.7(b)  (3)  of  the 
tions  is  not  necessary  for  the 
protection  of  the  public  health  Bii 
safety.  Therefore,  pursuant  to  the  pn- 
visions  of  the  Federal  Hazardooi  8i^ 
stances  Labeling  Act  (sec.  3(c),74  8hi 
374;  15  use.  1262)  and  under  tbtfli- 
thority  vested  in  the  Secretary  of  Hsrtl, 
Education,  and  Welfare,  delegated  l0*» 
Commissioner  (25  F.R.  8625).  Illlilk 
amended  by  adding  thereto  a  new  pM»- 
graph  '  i ) .  reading  as  follows: 

§  191.63      Kveniplionx     for    bi 
uge<>,  minor  hazard«,  and 
«-iini>«laneef. 
»  •  •  •  • 

1 1  >  Felt-tip  ink-marking  deriCBB  art 
exempt  from  the  labehng  requlr«M"^ 
of  section  2(  p  >  (1 )  of  the  act  and  f  1W-' 
( b ) '  3 )  of  these  regulations  JBtttat ^ 
such  requirements  would  be  neyP 
because  the  ink  contained  thereto  |i  • 
toxic  substance  as  defined  in  I  l*uu) 
<  1 ) ;  and  or  because  the  ink  ^^^^Vj 
ptrccnt  or  more  of  petroleum  dlitflW* 


Pfe$day.  February  13,  1962 

xjflned  in    S1917'a)(4>:    Provided. 


M)  The  felt-tip  ink-marking  devices 
*  of  such  construction  that  the  Ink  is 
Sd  within  the  device  by  an  absorbent 
Zl^iMl  BO  that  there  is  no  free  liquid 
z!^  the  device,  and  under  any  reason- 
JSrforeeeeable  conditions  of  manipula- 
Ju«  and  use  including  reasonably  forc- 
ible abuse  by  children,  the  ink  will 
^grgt  only  through  the  felt-tip  writing 
bO)  of  the  device. 

(J)  When  tested  by  methods  described 
in  1 191 1(f)  ( 1  >  the  ink  does  not  have  an 
S)iingie.  oral  dose  of  less  than  2.5  grams 
P^  kilogram  of  body  weight  of  the  test 

•nlnul- 

(8)  The  device  does  not  have  a  ca- 
pacity of  more  than  10  grams  of  mk, 

KoUce  and  public  procedure  and  de- 
ujti  effective  date  are  not  necessary 
g^^reoulsites  to  the  promulgation  of  this 
glder,  and  I  so  find,  since  the  Federal 
ganrdous  Substances  Labeling  Act  con- 
t^wplates  such  modification  of  labeling 
itqoirements  under  certain  conditions. 

iitcUve  date.  This  order  shall  be- 
cone  effective  on  the  date  of  its  publica- 
tjoo  in  the  Federal  Register. 

(8«.«(e).  74  Stat.  374;   15  U.S.C.  1262) 

Dated:  February  7.  1962. 

Geo.  p.  Larrick, 
Commissioner  of  Food  and  Drugs. 

IFJL  Doc.    62  1432;     Filed.    Feb.    12,    19^2; 
8:47  a.m. I 


m  26-INTERNAl  REVENUE 

Qtofltf  I — Internal  Revenue  Service, 
Department  of  the  Treasury 

SUBCHAPTER   A — INCOME   TAX 

|T.D.  65901 

PAIT  1— INCOME  TAX;  TAXABLE 
YEARS  BEGINNING  AFTER  DE- 
CEMBER 31,   1953 

Miscellaneous  Amendments 

On  November  4,  1961.  notice  of  pro- 
poBBd  rule  making  with  respect  to  the 
HMndments  of  the  Income  Tax  Regula- 
ttaa  (28  CFR  Part  1 )  under  section  453 
of  the  Internal  Revenue  Code  of  1954  to 
aooform  the  regulations  to  the  change 
■Bde  by  section  27  of  the  Technical 
ABBodments  Act  of  1958  (72  Stat.  1624) 
vu  published  in  the  Federal  Register 
(J*  ¥R.  10450  > .  No  comments  on  the 
rales  proposed  having  been  received 
daring  the  thirty-day  period  prescribed 
by  the  notice,  the  amendments  of  the 
reiulations  as  proposed  are  hereby 
sdopted. 

[SBALl  Mortimer  M.  Caplin, 

Commissioner  of  Internal  Revenue. 

Approved:  February  7,  1962. 

Stanley  S.  Surrey. 
Assistant  Secretary  of  the 


Treasury. 


|- 


In  order  to  conform  the  Income  Tax 
Befulations  (26  CFR  Part  1)  relating  to 
•cUon  453(d)  of  the  Internal  Revenue 
Oode  of  1954  to  section  27  of  the  Tech- 
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nlcal  Amendments  Act  of  1958  (72  Stat. 
1624),  such  regulations  are  amended  as 
follows: 

PAaaoBAPH  1.  Section  1.453  is  amended 
by  adding  a  new  paragraph  (5)  to  sec- 
tion 453(d).  and  by  adding  a  historical 
note.  These  added  provisions  read  as 
follows: 

§  1.453      Statutory      provision^t;      in^Iall- 
ment  method. 

Sec.  453.  Installment  method.  *    •    * 
(d)   Gain  or  loss  on  dispositipn  of  install- 
ment obligations.  •   •   • 

(S)  Life  insurance  companies.  In  the  case 
of  a  disposition  of  an  installment  obltgatlon 
by  any  person  other  than  a  life  Insurance 
company  (as  defined  in  section  801(a))  to 
such  an  Insurance  company  or  to  a  partner- 
ship of  which  such  an  Insurance  company 
is  a  partner,  no  provision  of  this  subtitle 
providing  for  the  nonrecognitlon  of  gain 
shall  apply  with  respect  to  any  gain  resulting 
under  paragraph  ( 1 ) .  If  a  corporation  which 
is  a  life  Insurance  company  for  the  taxable 
year  was  (for  the  preceding  taxable  year) 
a  corporation  which  was  not  a  life  Insurance 
company,  such  corporation  shall,  for  pur- 
poses of  this  paragraph  and  paragraph  ( 1 ) , 
be  treated  as  having  transferred  to  a  life 
insurance  company,  on  the  last  day  of  the 
preceding  taxable  year,  all  Installment  obli- 
gations which  it  held  on  such  last  day.  A 
partnership  of  which  a  life  insurance  com- 
pany becomes  a  partner  shall,  for  purposes 
of  this  paragraph  and  paragraph  ( 1 ) ,  be 
treated  as  having  transferred  to  a  life  in- 
surance company,  on  the  last  day  of  the  pre- 
ceding taxable  year  of  such  partnership,  all 
installment  obligations  which  it  holds  at  the 
time  such  insurance  company  becomes  a 
partner. 

I  Sec.  458  as  amended  by  sec.  27,  Technical 
AmendmenU  Act  1968  (72  Stat.  1624)  ] 

Pak.  2.  Section  1.453-9  is  amended  by 
adding  at  the  end  thereof  the  following 
new  paragraph: 

§  1.453—9      Cain  or  loss  on  ditiposition  of 
installment  obligations^. 

•  •  *  t     .  • 

(g)  Disposition  of  installment  obliga- 
tions to  life  insurance  companies.  (1) 
Notwithstanding  the  provisions  of  sec- 
tion 453(d)  (4)  and  paragraph  (c)  of  this 
section  or  any  provision  of  subtitle  A  re- 
lating to  the  nonrecognitlon  of  gain,  the 
entire  amount  of  any  gain  realized  on  the 
disposition  of  an  installment  obligation 
by  any  person,  other  than  a  life  insur- 
ance company  (as  defined  in  section  801 
(a)  and  paragraph  (b)  of  §  1.801-3),  to 
a  life  Insurance  company  or  to  a  part- 
nership of  which  a  life  insurance  com- 
pany is  a  partner  shall  be  recognized  and 
treated  in  accordance  with  section  453 
(d)(1)  and  paragraphs  (a)  and  (b)  of 
this  section.  If  a  corporation  which  is 
a  life  insurance  company  for  the  taxable 
year  was  a  corporation  which  was  not  a 
life  insurance  company  for  the  preceding 
taxable  year,  such  corporation  shall  be 
treated,  for  purposes  of  section  453(d) 
(1)  and  this  paragraph,  as  having  trans- 
ferred to  a  life  insurance  company,  on 
the  last  day  of  the  preceding  taxable 
year,  all  installment  obligations  which 
it  held  on  such  last  day.  The  gain.  If 
any,  realized  by  reason  of  the  installment 
obligations  being  so  transferred  shall  be 
recognized  and  treated  in  accordance 
with  section  453(d)(1)  and  paragraphs 
(a)  and  (b)  of  this  section.  Similarly, 
a  partnership  of  which  a  life  insurance 
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company  becomes  a  partner  shall  be 
treated,  for  purposes  of  section  453(d) 
( 1 )  and  this  paragraph,  as  having  trans- 
ferred to  a  life  Insurance  company,  on 
the  last  day  of  the  preceding  taxable 
year  of  such  partnership,  all  Installment 
obligations  which  it  holds  at  the  time 
such  life  insurance  company  becomes  a 
partner.  The  gain,  if  any,  realized  by 
reason  of  the  installment  obligations  be- 
ing so  transferred  shall  be  recognized 
and  treated  in  accordance  with  section 
453(d)(1)  and  paragraphs  (a)  and  (b) 
of  this  section. 

<2)  The  provisions  of  section  453(d) 
(5)  and  subparagraph  (1)  of  this  para- 
graph shall  not  apply  to  losses  sustained 
in  connection  with  the  disposition  of  in- 
stallment obligations  to  a  life  insurance 
company. 

( 3 )  For  the  effective  date  of  the  provi- 
sions of  section  453(d)  (5)  and  this  para- 
graph, see  paragraph  (f)  of  S  1.453-10. 

(4)  Application  of  the  provisions  of 
this  paragraph  may  be  illustrated  by  the 
following  examples: 

Example  (1).  A,  an  Individual,  in  a  trans- 
action to  which  section  361  applies,  transfers 
in  1961  certain  assets,  Including  Installment 
obligations,  to  a  new  corporation,  X,  which 
qualifies  as  a  life  Insurance  company  (as 
defined  In  section  801(a) )  for  the  year  1961. 
A  makes  his  ret\u-n  on  the  calendar  year 
basis.  Section  453(d)  (8)  provides  that  the 
nonrecognitlon  provisions  of  section  361  will 
not  apply  to  the  Installment  obligations 
transferred  by  A  to  Z  Corporation.  There- 
fore, the  entire  amount  of  any  gain  realized 
by  A  on  the  transfer  of  the  Installment  obli- 
gations shall  be  recognized  In  1961,  with  the 
amount  of  any  such  gain  computed  in  ac- 
cordance with  the  provisions  of  section  453 
(d)(1)    and  paragraph    (b)    of  this  section. 

Example  (2).  The  M  Corporation  did  not 
qualify  as  a  life  insturance  company  (as  de- 
fii)ed  in  section  801(a) )  for  the  taxable  year 
1958.  On  December  31,  1968,  It  held  $00,000 
of  Installment  obligations.  The  M  Corpora- 
tion qualified  as  a  life  Insurance  company 
for  the  taxable  year  1969.  Accordingly,  the 
M  Corporation  Is  treated  as  having  trans- 
ferred to  a  life  insurance  company,  on  De- 
cember 31,  1968,  the  $60,000  of  Installment 
obligations  it  held  on  such  date.  The  gain, 
if  any,  realized  by  M  by  reason  of  such 
installment  obligations  being  so  transferred 
shall  be  recognized  in  the  taxable  year  1968. 
with  the  amount  of  any  such  gain  computed 
in  accordance  with  the  provisions  of  section 
453(d)  (1)  and  paragraph  (b)  of  this  section. 

Example    (3).    During    its    taxable    year 

1958,  none  of  the  partners  of  the  N  partner- 
ship qualified  as  a  life  insurance  company 
(as  defined  in  section  801(a)).  The  N  part- 
nership held  $30,000  of  installment  obliga- 
tions  on   E>ecember  31,    1958.     On   July   30. 

1959,  the  O  Corporation,  a  life  Insuftuice  com- 
pany (as  defined  In  section  801(a)),  became 
a  partner  in  the  partnership.  The  N  part- 
nership held  $50,000  of  Installment  obliga- 
tions on  July  30,  1959.  Pursuant  to  section 
453(d)(5),  the  N  partnership  U  treated  as 
having  transferred  to  a  life  Insiu^nce  com- 
pany, on  December  31,  1968,  the  $50,000  of 
installment  obligations  it  held  on  July  30, 
1959.  The  gain,  if  any,  realized  by  the  N 
partnership  by  reason  of  such  Installment 
obligations  being  so  transferred  shall  be 
recognized  in  the  taxable  year  1968,  with 
the  amount  of  any  such  gain  computed  in 
accordance  with  the  provisions  of  section 
453(d)  (1)  and  paragraph  (b)  of  this  section. 

Example  (4).  In  1960,  the  P  Corporation, 
in  a  reorganization  qualifying  under  section 
3G8  (a),  transferred  certain  assets  (includ- 
ing Installment  obligations)  to  the  R  Cor- 
poration, a  life  insurance  company  as  defined 
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In  section  801  (a) .  P  realized  a  loaa  upon  the 
transfer  of  the  InBtallment  obligations, 
which  waa  not  recognlaed  under  section  381. 
Pursuant  to  subparagraph  (2)  of  paragraph 
(c)  of  this  section,  no  Iobb  with  respect  to 
the  Uansfer  of  these  obligations  will  be 
recognized  to  P  under  section  453(d)(1). 

Par.  3  Section  1  453-10  is  amended  by 
adding  at  the  end  thereof  the  followinK 
new  paragraph: 

J;   I.  l.l.i-IO       KflVn^e  «lal.-. 

•  •  •  •  • 

If'  The  Provi.sions  of  section  453 id> 
'5'  and  paragraph  igi  of  5  1.453-9  shall 
apply-  to  taxable  years  ending  after  I>e- 
cember  31,  1937.  but  only  as  to  transfers 
or  other  dispositions  of  installment  obli- 
gations occurring  after  such  date 

(Sec.  7805,  Internal  Revenue  Code  of  1954. 
88A  SUt    917;   26  U  S  C.  7805) 


[PR      I>>c 


62-1443;     Filed. 
8  48   am  I 


Feb      12      1962 


Title  46— SHIPPING 

Chapter   IV — Federal    Maritime 
Commission 

SUBCHAPTEI  B — lEGULATIONS  AFFECTING  MAI- 
ITIME   CARRIERS  AND   RELATED   ACTIVITIES 

PART  510 — LICENSING  OF  INDE- 
PENDENT OCEAN  FREIGHT  FOR- 
WARDERS 

Interpretation   of  Shipping  Act,   1916 

Pursuant  to  sections  43  and  44 to  of 
the  Shipping  Act.  1916  (46  U  S.C.  842. 
843ic)  )  and  section  3<a»  <3»  of  the  Ad- 
ministrative Procedure  Act  i5  U.S.C. 
1002ia)t3>».  the  Commission  hereby 
promulgates  the  following  interpretive 
rule,  effective  on  publication.  This  in- 
terpretation is  intended  to  be  ultijhately 
incorporated  in  Subpart  B  of  this  part  as 
a  substantive  regulation  at  the  conclu- 
sion of  the  intended  rule  making 
proceeding. 

The  Shipping  Act.  1916.  as  recently 
amended  by  Public  Law  87-254.  precludes 
any  oceangoing  common  carrier  from 
paying  freight  compensation  on  export 
cargo  in  foreign  commerce  to  any  person 
who  Ls  not  licensed  as  an  independent 
ocean  freight  forwarder  under  section 
44iai  of  the  Act.  or  authorized  so  to 
operate  under  a  license  application 
number.  The  only  exception  Is  that  a 
carrier  may  pay  brokeratje  to  an  ocean 
freight  broker  when,  and  only  when, 
such  broker  serves  as  an  intermediary 
between  a  shipper  and  the  oceangoing 
common  carrier,  and  when,  and  only 
when,  he  performs  the  function  of  ar- 
ranging rates,  terms,  and  conditions  of 
carriage  with  respect  to  liquid  or  dry 
bulk  cargo  loaded  without  mark  or  count. 


By  the  Commission 


Febru.^ry  7,  1962. 


Thomas  Lisi. 
Secretary. 


[PR.    Doc.    62   1449;    Filed.    Feb      12,     1»«2, 
8:49  am) 


Proposed  Rule  Making 


KPARTMENT  OF  THE  TREASURY 

Internal   Revenue   Service 
I  26  CFR   Part   1  1 

INCOME  TAX;  TAXABLE  YEARS  BE- 
GINNING  AFTER  DECEMBER  31, 
1953  . I 

Notice  of  Hearing  on  Proposed 
Regulations 

The  proposed  amendment  of  regula- 
tiouB  under  section  404  of  the  Code,  re- 
lating to  mandatory  use  of  Form  2950. 
^na  published  in  the  Federal  Register 
forJanuary  5. 1962. 

A  public  hearing  on  the  provisions  of 
thk  proposed  amendment  of  the  regula- 
tioos  will  be  held  on  Wednesday.  Feb- 
nvy  28.  1962.  at  10:00  a.m.,  e.s.t..  in 
Room  3313.  Internal  Revenue  Building, 
Twelfth  and  Constitution  Avenue  NW., 
WRshlngton.  D.C. 

Persons  who  plan  to  attend  the  hear- 
ti^  are  requested  to  notify  the  Commis- 
lioDer  of  Internal  Revenue,  Attention: 
T:P,  Washington  25.  DC.  by  February 
N.  1M2. 

[siALl  Maurice  Lewis, 

Director.  Technical  Planning 
Division,  Internal  Revenue 
Service.  \ 

IFR    Doc     62  1442;     Piled,    I*eb     12.    1962; 

8  48  a.m| 

I 

DEPARTMENT  OF  AGRICULTURE 

Agricultural   Marketing   Service 

[  7  CFR   Part   51  1 

UNITED  STATES  STANDARDS  FOR 
GRADES  OF  CHRISTMAS  TREES  ' 

Notice  of  Proposed  Rule  Making 

Notice  is  hereby  given  that  the  United 
States  Department  of  Agriculture  is  con- 
idering  the  revision  of  United  States 
Standards  for  Grades  of  Christmas 
Trees,  pursuant  to  the  authority  con- 
tained in  the  Agricultural  Marketing  Act 
of  1M«  (sees.  202-208.  60  Stat.  1087,  as 
imended;  7  US.C.  1621-1627). 

Statement  of  cOJisiderations  leading  to 
the  proposed  revision.  Revision  of  these 
itandards  was  undertaken  at  the  request 
of  the  grades  committee  of  the  National 
Christmas  Tree  Growers  Association, 
other  growers  and  State  growers  organ- 
BatioQs. 

The  proposed  revision  is  designed  to 
■Bake  the  standards  more  applicable  to 
eonent  growing   and   marketing  prac- 

'  Packing  of  the  product  In  conformity 
*Wi  the  requirements  of  these  standardB 
y  PO*  ncxiae  failure  to  comply  with  the 
y^OM  of  the  Federal  Pood.  Drug,  and 
'"■•tic  Act  or  with  applicable  Stote  lawi 
•■*  rtgulatlons. 


tices.  This  draft  includes  the  changes 
proposed  by  the  growers  and  a  number 
of  other  changes  which  are  proposed  in 
the  interest  of  simplification  and  clarity 
of  the  text  and  definitions. 

Following  are  the  major  proposed 
changes: 

1.  Requests  were  received  to  change 
the  niunerical  grade  classifications,  U.S. 
No.  1  and  U.S.  No.  2,  to  U.S.  Choice  and 
U.S.  Standard.  It  was  also  requested 
that  no  change  be  made  in  grade  names. 
It  is  proposed,  therefore,  to- combine  the  " 
present  and  suggested  grade  designations 
as  follows;  "U.S.  No.  1  or  U.S.  Choice" 
and  "U.S.  No.  2  or  U.S.  Standard". 

2.  "Balance".  §  51.3094  in  the  present 
standards  refers  to  faces  and  segments. 
The  proposal  would  delete  reference  to 
"Segments"  and  a  definition  for  "Face". 
§  51.3100  would  replace  the  present 
definition. 

3.  A  definition  for  "well  trimmed" 
would  be  added. 

4.  Handle  length  would  be  changed. 
At  present,  the  handle  shall  approximate 
IV4  inches  for  each  foot  of  tree  height, 
unless  ottierwise  specified.  This  would  be 
changed  to  one  inch  for  each  foot  of 
tree  height. 

5.  Height  for  all  trees  would  be 
changed  to  include  the  handle  in  the 
overall  tree  height.  This  proposed 
change  would  be  more  equitable  and 
easier  to  apply  than  present  require- 
ments. 

6.  "Damage"  would  be  changed  to  in- 
clude all  defects.  At  present  only  those 
defects  affecting  the  appearance  of  the 
folis^e  are  covered  under  damage. 
Other  defects  are  classified  as  either 
"minor"  or  "noticeable  deformities". 

All  persons  who  desire  to  submit  writ- 
ten data,  views  or  arguments  for  con- 
sideration in  connection  with  the  pro- 
ix>sed  standards  should  file  the  same  not 
later  than  March  31.  1962  with  E.  E. 
Conklin,  Chief,  Fresh  Products  Stand- 
ardization and  Inspection  Branch.  Fruit 
and  Vegetable  Divl^on.  Agricultural 
Marketing  Service.  United  States  De- 
partment of  Agriculture,  South  Build- 
ing, Washington  25.  D.C. 

The  proposed  standards,  as  revised, 
are  as  follows: 

General 
Sec. 
61.3085     General. 

Grades 

51.3088     U.S.  Premium. 

51.3087  D.S.  No.  1  or  U.S.  Choice. 

51.3088  UB.  No.  2  or  U.S.  Standard. 


Culls 


51.3089     CullB. 


Tolerances 

5 1 .3090  Tolerances. 

Handle  Length 

5 1 .309 1  Handle  length . 

Size 

51.3092  Size. 

Basis  for  Calcvi^tinc  Percxntages 

51.3093  Basis  for  calculating  percentages. 


DEFINITIOIfB 


Sec. 

51.3094 

Fresh. 

51.3095 

Clean. 

51.3096 

Healthy. 

51.3097 

Well  trimmed 

51.3098 

Density. 

51.3099 

Taper. 

51.3100 

Face. 

51  3101 

Fairly  clean. 

51.3102 

Handle. 

51  3103 

Height. 

51.3104 

Damage. 

AuTHORrrv:  §S  51.3085  to  51.3104  issued 
under  sec.  205,  60  Stat.  1090,  as  amended; 
7  use.  1624. 

General 

§51.3085      General. 

The  standards  contained  in  this  sub- 
part are  applicable  to  sheared  or  un- 
sheared  trees  of  the  coniferous  species 
which  are  normally  marketed  as  Christ- 
mas trees.  The  large  majority  of  the 
Christmas  trees  marketed  are  one  of  the 
following  species:  Douglas  fir  (Pseudo- 
tsuga  Menziesii) ;  Balsam  fir  (Abies  bal- 
samea) ;  Black  spruce  (Picea  mariana)  ; 
•Eastern  Red  cedar  (Juniperus  vir- 
giniana) ;  White  spruce  (Picea  glauca) ; 
Scotch  pine  (Pinus  sylvestris) ;  Norway 
spruce  (Picea  excelsa) ;  Red  pine  (Pinus 
resionsa) ;  Eastern  White  pine  (Pinus 
strobus) ;  and  Red  spruce  (Picea 
rubeas  > . 

Grades 

§51.3086      L.S.  Premium. 

"U.S.  Premium"  consists  of  trees 
possessing  the  characteristics  tsrpical  of 
the  species,  which  are  fresh,  clean. 
healthy,  well  trimmed,  of  not  less  than 
medium  density,  with  normal  taper,  and 
each  of  the  four  faces  are  free  from  dam- 
age by  any  cause. 

§  51.3087     U.S.  No.  1  or  U.S.  Choice. 

"U.S.  No.  1  or  U.S.  Choice"  consists  of 
trees  possessing  the  characteristics  typi- 
cal of  the  species,  which  are  fresh,  clean. 
healthy,  well  trimmed,  of  not  less  than 
medium  density,  with  normal  taper,  and 
with  three  faces  which  are  free  from 
damage  by  any  cause. 

§  51.3088     U.S.  No.  2  or  IJ.S.  Standard. 

'U.S.  No.  2  or  U.S.  Standard"  consists 
of  trees  possessing  the  characteristics 
typical  of  the  species,  which  are  fresh. 
fairly  clean,  healthy,  well  trimmed,  of 
light  or  better  density,  candlestick,  nor- 
mal or  flaring  taper,  and  with  two  ad- 
jacent faces  which  are  free  from  damage 
by  any  cause. 

§  51.3089      Culls. 

"Culls '  consist  of  individual  Christ- 
mas trees  which  fail  to  meet  the  require- 
ments of  the  U.S.  No.  2  or  U5.  Standard 
Grade. 

§  51.3090     Tolerances. 

In  order  to  allow  for  variations  Inci- 
dent to  proper  grading  and  handling  in 
each  of  the  foregoing  grades  the  follow- 
ing  tolerances,   by   count,   shall   apply 
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when  a  lot  of  Christmas  trees  is  required 
to  meet  a  specific  grade. 

(a)  Delects.  10  percent  for  trees 
which  fall  to  meet  the  requirements  of 
the  grade,  but  not  more  than  one-half 
of  this  amount,  or  5  percent,  shall  be 
allowed  for  trees  which  fail  to  meet  the 
requirements  of  the  next  grade  lower 
than  that  specified. 

§  51.3091      Handle   Irngth. 

Unless  otherwise  specified,  the  leuKih 
of  the  handle  shall  approximate  one  mch 
for  each  foot  of  the  tree  height. 

Sizz 

§  51.3092      Size. 

(a)  Size  of  trees  shall  be  stated  in 
terms  of  height  in  feet.  The  follow  ins,' 
are  examples  of  size  designations : 

4  feet  or  leas. 
4-«feet. 

6-7  feet  or  6-8  feet. 

7-8  feet. 

8-10  feet. 

10  feet  and  up. 

(b)  In  order  to  allow  for  variations 
incident  to  proper  sizing,  not  more  than 
10  percent,  by  count,  of  the  trees  in  any 
lot  may  fail  to  meet  the  height  specified. 

Basis  roR  Calculatimg  Psrcintagcs 

§  51.3093      Basis     for     ralculaling     per- 
centagcfl. 

Percentages  shall  be  calculated  on  the 
basis  of  count  using  the  individual  tree 
as  the  unit. 

DiriNITIONS 

§  51.3094     Fresh. 

"Fresh"  meass  that  the  needles  are 
pliable  and  generally  firmly  attached 
with  not  more  than  slight  shattering. 

§  51.3095      Qean. 

"Clean"  means  that  the  tree  is  practi- 
cally free  from  moss,  lichen  growth,  vines 
or  other  foreign  material. 

§  51.3096     Heahhj. 

"Healthy"  means  that  the  foliage 
possesses  a  thrifty,  fresh,  luitural  ap- 
pearance characteristic  of  the  species. 

§  51.3097     WeU  trimmed. 

"Wen  trimmed"  means  that  all  barren 
branches  below  the  first  whorl  of 
branches  shall  have  been  removed,  and 
that  the  butt  of  the  trunk  has  been 
smoothly  cut  at  approximately  right 
angles  to  the  trunk. 

§  51.3098     Deiiaity. 

"HetuHls"  means  the  amount  of  foliage 
present.  Factors  contributing  to  the 
degree  of  density  are:  The  number  and 
size  of  branches  within  the  whorl. 
distance  between  whorls,  number  and 
arrangement  of  branchlets  on  each 
branch,  the  extent  of  intemodal  branch- 
ing, needle  arrangement  and  needle 
length.  Species  differ  in  their  habit  of 
growth  and  some  species  do  not  have 
intemodal  branches.  Density  is  judged 
on  the  basis  of  species  characteristics. 

§  51.3099     Taper. 

"Taper"  means  the  relationship  of  the 
width  of  the  tree  to  its  height.  "Flar- 
ing", "normal",  and  "candlestick"  taper 
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are  the  terms  used  to  describe  degrees 
of  taper.  Flaring  taper  means,  for  trees 
other  than  the  genus  Plnus.  that  the 
general  shape  of  the  tree  judged  from  Its 
best  side,  forms  a  cone  the  base  of  which 
is  more  than  70  percent  of  its  height, 
and  for  the  genus  Pinus.  the  base  of  the 
cone  is  more  than  90  percent  of  its 
height.  If  the  base  of  the  cone,  of  trees 
other  than  the  genus  Pinus.  Is  from  40 
to  70  percent,  and  for  the  genus  Plnus. 
is  from  40  to  90  percent,  the  tree  has 
noi-mal  taper  If  the  base  of  the  cone  is 
less  than  40  percent  of  its  height,  the 
tree  has  candlestick  taper. 

§3 1.. 3  KM)      Fme. 

"Face"  means  the  visible  surface  area 
of  a  tree  as  viewed  from  a  distance  of 
8  to  10  feet  from  the  tree.  A  tree  shall 
t>e  considered  as  having  four  faces,  each 
consisting  of  one-quarter  of  the  surface 
area  of  the  tree 

§  ."SI. 3 101       Fairly    riean. 

"Fairly  clean"  means  that  the  tree  is 
moderately  free  from  moss,  lichen 
growth,  vines  or  other  foreign  material 

§  51.3102      Handle. 

"Handle"  means  that  portion  of  the 
trunk  between  the  butt  or  base  of  a  tree 
and  the  lowest  complete  whorl  of  foliated 
branches. 

§51.3103      Heiicht. 

"Height"  for  all  trees  means  the  dis- 
tance from  the  butt  or  base  of  the  trunk 
to  the  top  of  the  main  leader  or  stem. 

§  51.3004      Damage. 

"Damage"  means  any  specific  notice- 
able defect  described,  or  listed  In  this  sec- 
tion; or  an  equally  objectionable  varia- 
tion of  any  one  of  these  defects,  any 
other  defect,  or  any  combination  of  de- 
fects, which  materially  detracts  from  the 
appearance  or  shipping  quality  of  the 
Christmas  trees. 

The  following  are  noticeable  defects 
which  generally  affect  one  or  more  faces 
and  are  usually  readily  observed  by 
casual  observation  of  a  tree: 

(a)  Decided  gap  (abnormal  space  be- 
tween whorls  of  branches  i . 

( b )  Unduly  long  branches. 
( c »   Uneven  density . 

( d )  Weak  branches. 

(e)  Broken  branches. 

If)  Barren  lower  whorl  tno  needles 
on  branches  of  bottom  whorl  > . 

( g  •   Curved  stems. 

ih»  Hole  in  tree  <lack  of  branches  or 
foliage  and  appears  as  an  opening  of 
considerable  size) . 

li)  Excessively  long  main  leader 
(when  the  main  leader  or  stem  above  the 
top  whorl  of  branches  Is  not  propor- 
tionate to  the  over-all  tree  height). 

<j »    Incomplete  whorl  of  branches. 

<k»  Handle  not  proportionate  to 
height  of  tree. 

The  following  are  defects  which  in- 
dividually or  in  combination  with  other 
defects  may  materially  detract  from  the 
appearance  or  shipping  quality  of  a  tree 
to  the  same  degree  as  the  noticeable  de- 
fects listed  above. 

<  a )   Multiple  leaders. 

<b»  Crows  nest  (cluster  of  short 
branches  which  forms  a  compact  nest 
type  whorl  arrangement). 


1  c '    Multiple  main  stems. 
<di   Gooseneck.    <  Greater  than  i 
distance  between  2  whorls  of     

<  e  >   Noticeable  presence  of  galli  qq  iw 
branches.  * 

I  f  >    Abnormal  loss  of  needles. 
I  g  •   Abnormal  curling  of  needles. 
I  h  I   Noticeable  presence  of  dead  tvte. 

<  1 1    Moss,  lichen,  and  vines.  ^^ 
iji    ForciRn  material. 

Dattd    February  6.  1962. 

G.  R.  Grakoi. 
Deputy  Adminittrntor, 
Marketing  SenAott. 
|KR     Dxi-     62   14;J3.    Piled.    Feb.    l|    um. 
8  47  a.m  I  '  ^ 


Agricultural   Research  Servict 
[  9   CFR   Part   18] 

RE-INSPECTION  AND  PREPARATION 
OF   PRODUCTS 

Proposed  Amendment  Relating  tol^ 
Nitrate  Content  of  Cured  MmI 

Correction 

In  F.R.  Doc.  62-1301  appearing  at] 
1174  of  the  issue  for  Thursday, 
8.  1962.  paragraph  (k)   of  §  18.7  it ,_ 
rected  by  changing  the  first  sentenee  It 
read  as  follows : 


t  k '   The  use  of  sodium  nitrite, 
slum  nitrite,  sodium  nitrate  or 
slum  nitrate,  or  combination  of 
and  nitrate,  shall  not  result  in  tbs  | 
ence  of  more  than  200  parts  per : 
of  nitrite  and  500  parts  per  mUIkiB  d 
nitrate  in  the  finished  product.  •  •  • 

DEPARTMENT  OF  HEALTH,  EH 
CATION,  AND  WaPAlE 

Food   and   Drug   Adminbtroll— 

[  21  CFR  Parts  141c,  \A6,  146c] 

PYRROLIDINOMETHYL 
TETRACYCLINE 

Notice  of  Proposal  To  Chang*  Him 
to   Rolitotracyclino 

The  regulations  for  tetracydlM  «i 
tetnacycline -containing  drxigi  UW Jfct 
name  "pyrrolldinomethyl  tetracidy 
for  iV-(  pyrrolldinomethyl)  teiiMfdtoi 
It  has  come  to  the  attention  of  tbt  OOB- 
missloner  of  Pood  and  Drugs  tbit  ft» 
name  "roUtetracycline"  has  been  pi* 
erally  adopted  for  this  antibkitte  drv- 
The  Commissioner  has  concluded  ttik** 
order  to  prevent  confusion  in  the  i 
literature  and  avoid  having  tlw 
drug  sold  under  different  names. 
prlate  changes  should  be  made 
section  507  of  the  Federal  Food, 
and  CosmeUc  Act  to  recognl«  "I 
cycline"  as  the  common  or  usual 
for  this  drug. 

Therefore,  under  the  authority  01  ■• 
Federal  Food.  Drug,  and  CuiiiiirtJ  ij 
•  sec.  507(b),  59  Stat.  463;  31  UAC-f[ 
(b) ) .  delegated  to  him  by  the  **"'2 
of  Health.  Education,  and  WeHW*  » 
PR.  8625).  the  Commissionar  P»y* 
to  amend  the  applicable  ■•^'■■JI 
Parts  141c.  146.  and  146c  to  reqaW»» 


^^gOay*  February  13,  1962 

.j^ijjjjtracycUne  '  be  used  as  the  name 

**^?toterested  persons  are  invited  to 
JjLit  their  views  in  writing  regarding 
SToroposal  to  the  Hearing  Clerk.  De- 
Srtinent  of  Health.  Education,  and  Wel- 
We  Washington  25.  DC.  within  30 
Snfitxn  the  date  of  publicaUon  of  this 
!5ee  in  the  Federal  Register.  Such 
^^,wiH  comments  should  be  filed  in 
inbitapUcate. 
Dated:  February  6.  1962. 

Geo.  p.  Larrick. 
Commissioner  of  Food  aiid  Drugs. 

ivR    Doc     82-1427.    Piled.    Feb.    12.    1962; 
''  8:46   a.m  1 
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[14  CFR  Parts  600,  601  1 

(Air«p*ce  Docket  No.  61-LA-661 

FEDERAL  AIRWAYS  AND  CON- 
TROLLED AIRSPACE 

Proposed  Alteration 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (14  CFR 
tfl.U) ,  notice  is  hereby  given  that  the 
fMsml  Aviation  Agency  (PAA)  is  con- 
gf^B^Bg  amendments  to  §§  600.6210  and 
tgUOlO  of  the  regulations  of  the  Ad- 
aUiHrator.  the  substance  of  which  is 
ilatedbetow. 

Uw  altitude  VOR  Federal  airway 
Ha  210  extends  from  Los  Angeles. 
CMlf.,  to  Pueblo,  Colo.,  and  from 
fiMii  City.  Mo.,  to  Harrisburg.  Pa 
The  PAA  has  under  consideration 
the  revocation  of  the  south  alternate 
nd  tts  associated  control  areas  be- 
tMen  Ooffs,  Calif.,  and  Tuba  City. 
Aria  Two  recent  traffic  surveys  indicate 
BO  butrument  flight  rule  traffic  on  this 
Mfment  of  the  airway  during  the  area's 
most  active  periods.  In  addition,  the 
area  between  Gofls  and  Tuba  City  is 
■liparently  adequately  served  by  Victor 
311.  It  would  appear,  therefore,  that  re- 
tantkm  of  this  segment  of  the  airway  Is 
unjuatlfled  as  an  assignment  of  airspace. 

Interested  persons  may  submit  such 
wittten  data,  views,  or  argimients  as  they 
■sy  desire.  Communications  should  be 
■teiitted  in  triplicate  to  the  Assistant 
Administrator .  Western  Region,  Attn: 
Chief.  Air  Traffic  Division,  Federal  Avia- 
tta  Ag«icy,  5651  West  Manchester  Ave- 
nue. P.O.  Box  90007,  Airport  Station.  Los 
Aovdee  45,  Calif.  All  cammunications 
leeelTed  within  forty -five  days  after  pub- 
tteaUon  of  this  notice  in  the  Federal  Rec- 
am  will  be  considered  before  action  is 
Uken  on  the  proposed  amendment.  No 
imbllc  hearing  Is  contemplated  at  this 
ttne.  but  arrangements  for  informal  con- 
ferences with  Federal  Aviation  Agency 
eOclalB  may  be  made  by  contacting  the 
Beglonal  Air  Traffic  Division  Chief,  or 
tbe  Chief.  Airspace  Utilization  Division, 
FMeral  Aviation  Agency.  Washington  25; 
D.C.  Any  data,  views  or  arguments  pre- 
•ented  during  such  conferences  must  also 
be  nibmitted  in  writing  in  accordance 
•tth  this  notice  In  order  to  become  part 
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of  the  record  for  consideration.  The 
proposal  contained  in  this  notice  may 
be  changed  in  the  light  of  comments 
received. 

The  ofBcial  Docket  will  be  available  for 
examination,  by  interested  persons  at 
the  Docket  Section,  Federal  Aviation 
Agency,  Room  C-226,  1711  New  York 
Avenue  NW.,  Washington  25,  DC.  An 
informal  Docket  will  also  be  available  for 
examination  at  the  office  of  the  Re- 
gional Air  Traffic  Division  Chief. 

This  amendment  is  prof)osed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  U.S.C.  1348) . 

Issued  in  Washington,  D.C.,  on  Feb- 
ruary 6. 1962. 

Clifford  P.  Bxtrton. 

Acting  Chief, 
AirsiMce  Utilization  Division. 

|P.R.    Doc    62-1414;    Filed,    Feb.    12.    1962; 
8:45  ajn.| 


[14  CFR  Parts  600,  601  1 

[Alrspause  Docket  No.  61-HO-6] 

FEDERAL    AIRWAYS,    CONTROLLED 
AIRSPACE  AND  REPORTING  POINTS 

Withdrawal  of  Proposal 

In  a  notice  of  proposed  rule  making 
published  in  the  Federal  Register  as 
Airspace  Docket  No.  61-HO-6  on  May  19. 
1961  (26  FJl.  4366) ,  it  was  stated  that 
the  Federal  Aviation  Agency  proposed  to 
revoke  Amber  Federal  airway  No.  11 
(Hawaiian  Islands) ,  its  associated  con- 
trol areas  and  reporting  points.  Com- 
ments in  response  to  the  notice  have 
indicated  a  continuing  requirement  for 
Amber  11,  for  an  indefinite  period  of 
time. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFiR  409.- 
13),  notice  is  hereby  given  that  the 
proposal  contained  in  Airspace  Docket 
No.  61-HO-6  Is  withdrawn. 

(Sec.  307(a)  of  the  Federal  Aviation  Act  of 
1958  (72  Stat.  749;  49  UjS.C.  1348) ) 

Issued  In  Washington.  D.C..  on  Feb- 
ruary 6, 1962. 

Clifford  P.  Burton, 

Acting  Chief, 
Airspace  Utilization  Division. 

I  F.R.    Doc.    62-1415;    FUed,    Feb.    12,    1962; 
8:45  ajn.l 


[  14  CFR  Part  601  1 
[Airspace  Docket  No.  61-WA-219] 

POSITIVE  CONTROL  AREAS 
Proposed   Designation 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (14  CFR 
409.13),  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  (PAA)  is  con- 
sidering an  amendment  to  Part  601  of 
the  Regulations  of  the  Administrator, 
the  substance  of  which  is  stated  below. 

Positive  control  areas  are  designated 
areas,   within   the    continental   control 
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area,  wherein  positive  separation  to  both 
en  route  and  diversified  local  airenft 
operations  is  prodded  in  aeoordanee 
with  the  provisiuis  of  Special  Ctvll  Air 
Regulation  No.  SRr-424C. 

The  FAA  has  vmder  consideration  the 
designation  of  a  positive  control  area, 
within  the  continental  control  area,  en- 
compassing the  approximate  area  of 
radar  coverage  of  the  Sacramento.  Oak- 
land, and  Paso  Robles,  Calif.,  long  range 
radar  facilities  and  extending  from 
Flight  Level  240  to  Flight  Level  600  in- 
clusive. By  definition,  the  ceiling  of  any 
positive  control  route  segments  which 
would  underlie  the  proposed  positive 
control  area,  would  automatically  be 
raised  from  22.000  feet  MSL  to,  but  not 
including,  flight  level  240. 

The  military  conducts  a  large  number 
of  tactical  and  training  operations  in 
this  airspace.    For  the  most  part,  these 
operations  have  been  conducted  in  the 
past  in  accordance  with  Visual  Flight 
Rules.    It  is  anticipated  that  the  imple- 
mentation of  positive  control  in  the  Oak- 
land area  will  have  a  considerable  opera- 
tional impact  on  this  hitherto  uncon- 
trolled activity.    Air  traffic  control  pro- 
cedural arrangements  are  being  devel- 
oped to  provide  for  the  military  and 
flight  test  activity.    Prior  to  the  imple- 
mentation of  area  positive  control  in  the 
Oakland  airspace,  a  series  of  live  tests 
will  be  run  by  the  Oakland  air  route 
traffic  control  center  in  cooperation  with 
the  appropriate  military  units.    It  is  ex- 
pected that  these  tests  will  aid  in  th^ 
development  of  local  procedural  arrange- 
ments   for   the    successful    conduct   of 
training.  tacUcal  and  flight  test  activities. 
If  this  action  is  taken,  the  Oakland 
positive  control  area  would  be  dedgnated 
starting  at  a  point  on  the  Continental 
Control  Area  Boimdary,  latitude  40'10'- 
00"  N.,  longitude  124'20'00"  W.;  thence 
to  latitude  40'45'00"  N..  longitnde  123'- 
OO'OO"  W.;  thence  to  latitude  40'45'00" 
N.,  longitude  IWSS'OO"  W.;  thence  to 
latitude  SO'SS'OO"  N..  longitude  119'15'- 
00"  W.;  thence  to  latitude  36*00'00"  N., 
longitude  118''45'00"  W.;  thence  to  lati- 
tude SS-OO'OO"  N.,  longitude  119*30'00" 
W.;  thence  to  latitude  35*43'00"  N..  lon- 
gitude lig'SS'OO"  W.;  thence  to  latitude 
35''49'00"  N.,  longitude  120*04'00"  W.; 
thence  to  latitude  35''27'00"  N..  longi- 
tude 120" 20 '00"  W.;  thence  to  latitude 
35"22'00"  N..  longitude  120''30'00"  W.; 
thence  to  latitude  35°32'00"  N..  longitude 
120°51'00"  W.;  thence  to  latitude  35*- 
26'40"    N..    longitude    I21*04'10"    W.; 
thence  via  the  boundary  of  the  continen- 
tal control  area  to  the  point  of  beginning. 
Interested  persons  may  submit  such 
written  data,  views  or  argiiments  as  they 
may  desire.    Communications  should  be 
submitted  in  triplicate  to  the  Chief.  Air- 
space Utilization  Division,  Federsd  Avia- 
tion Agency,  Washington  25.  D.C.     All 
communications  received  within  forty- 
five  days  after  publication  of  this  notice 
in  the  Federal  Register  will  be  consid- 
ered before  action  is  taken  on  the  pro- 
posed amendment.    No  public  hearing  is 
contemplated  at  this  time,  but  arrange- 
ments  for    informal    conferences   with 
Federal  Aviation  Agency  officials  may  be 
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made  by  conUcting  the  Chief,  Airspace 
Utilisation  Division.  Any  data,  views  or 
arguments  presented  during  such  con- 
ferences must  also  be  submitted  in  writ- 
ing In  accordance  with  this  notice  In 
order  to  become  part  of  the  record  for 
consideration.  The  proposal  contained 
in  this  notice  may  be  changed  in  the 
light  of  comments  received. 

The  official  Docket  will  be  available  for 
examination  by  Interested  persons  at  the 
Docket  Section.  Federal  Aviation  Agency, 
Room  C-2afl,  1711  New  York  Avenue 
NW.,  Washington  25.  DC. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  Of  1958  (72  SUt.  749;  49  US  C   1348 

Issued  in  Washington,  DC  ,  on  Feb- 
ruary 8,  1962. 

Clifford  P.  Burton, 

Acting  Chief. 
Airspace  Utilization  Division. 

[FJl.    Doc.    62-1436;    Filed.    Feb.     12.    1962. 
8:48  a.in.| 


[  14  CFR  Part  601  1 

(Airspace  Docket  No.  61-FW-4ii 

CONTROLLED  AIRSPACE 

Proposad  Dasignotion  of  Control  Zone 
and  Transition  Area;  and  Proposed 
Altorotion  of  Controt  Area  Exten- 
sion 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  ( 14  CFR  409. 13  > . 
notice  is  hereby  given  that  the  Federal 
Aviation  Agency  (FAA)  Is  considering 
amendments  to  Part  601  of  the  regula- 
tions of  the  Administrator,  the  substance 
of  which  is  stated  below. 

The  Federal  Aviation  Agency  has  un- 
der consideration  the  designation  of  a 
control  Bone  and  transition  area  at  Jack- 
son. Tenn.  The  proposed  control  zone 
would  be  designated  within  a  5-mile  ra- 
dius of  McKellar  Field,  Jackson.  Tenn. 
(laUtude  S5*36'55"  N..  longitude  88  54- 
55"  W.) ,  and  within  2  miles  either  side  of 
the  022*  True  bearing  from  the  Martin. 
Tenn..  radio  beacon,  extending  frcMn  the 
5-mlle  radius  zone  to  the  radio  beacon. 
Oonmiunlcatlons  and  weather  services 
would  be  furnished  on  a  24  hour  basis 
dally  by  the  PAA  communications  station 
at  MeXjtOMT  Yitid.  This  control  zone 
would  proTlde  protection  for  aircraft 
emcotlnf  prescribed  Instnmient  ap- 
proACh  and  departure  procedures  at 
IttKeDar  FlekL 

The  proposed  Jackson  transition  area 
would  be  designated  to  extend  upward 
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from  1,200  feet  above  the  surface  within 
the  area  bounded  on  the  south  by  VOR 
Federal  airway  No.  16,  on  the  west  by 
VOR  Federal  airway  No.  11  east  alter- 
nate, on  the  north  by  VOR  Federal  air- 
way No.  140  south  alternate  and  on  the 
east  by  VOR  Federal  airway  No.  16  north 
alternate.  This  would  provide  protec- 
tk)n  for  arriving  and  departing  aircraft 
in  transition  to  and  from  McKellar  Field 
and  the  Jacks  Creek.  Tenn  .  VOR.  This 
transition  area,  as  proposed,  would  en- 
compass a  portion  of  the  Memphis, Tenn., 
control  area  extension  (5  601  1086'  In  the 
vicinity  of  McKellar  Field  This  portion 
of  tlie  MemphLs  control  area  extension 
would  be  revoked  upon  adoption  of  the 
transition  area. 

Interested  persons  may  submit  such 
written  data,  views,  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  In  triplicate  to  the  Assistant 
Administrator.  Southern  Region.  Attn: 
Chief.  Air  TrafBc  Division,  Federal  Avi- 
ation Agency,  52  Falrlle  Street  NW.. 
Atlanta  3.  Ga.  All  communications  re- 
ceived within  forty-five  days  after  pub- 
lication of  this  notice  In  the  Fideral 
RcGisTZR  will  be  considered  before  action 
is  taken  on  the  proposed  amendment. 
No  public  hearing  Is  contemplated  at  this 
time,  but  arrangements  for  Informal 
conferences  with  Federal  Aviation 
Agency  officials  may  be  made  by  con- 
tacting the  Regional  Air  Traffic  Division 
Chief,  or  the  Chief.  Airspace  Utilization 
Division.  Federal  Aviation  Agency,  Wash- 
ington 25,  DC.  Any  data,  views  or  ar- 
guments presented  during  such  confer- 
ences must  also  be  submitted  In  writing 
in  accordance  with  this  notice  in  order 
to  become  part  of  the  record  for  con- 
sideration. The  proposal  contained  in 
this  notice  may  be  changed  in  the  light 
of  comments  received. 

The  official  Docket  will  be  available  for 
examination  by  interested  persons  at  the 
Docket  Section.  Federal  Aviation  Agency, 
Room  C-226,  1711  New  York  Avenue 
NW..  Washington  25.  DC.  An  informal 
Docket  will  also  be  available  for  exam- 
ination at  the  office  of  the  Regional  Air 
Traffic  Division  Chief 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  U.S.C. 
1348). 

Issued  in  Washington,  DC  ,  on  Feb- 
ruary 7. 1962. 

Clifford  P.  Burton, 

Acting  Chief. 
Airspace  Utilization  Division. 

(PR     Doc.    92-141S;    Filed,    Feb.    12.    1962; 
8:45  a.m.) 


[  14  CFR   Port  602] 

I  .Xirspuce  Doclcet  No.  81-WA-SSOI 

JET  ADVISORY  AREAS 
Proposed  Designotion 

Pursuant  to  the  authority  delsgatsdlD 
me  by  the  Administrator  (U  q|S 
409  13'.  notice  Is  hereby  given  that  iS 
Federal  Aviation  Agency  is  mnrtdHin. 
an  amendment  to  §  602.200  of  theRM. 
lation.s  of  the  Administrator,  the  p^ 
•Stance  of  which  is  stated  below. 

Jet  Route  No  91  presently  exteubln 
part  from  the  KnoxvlUe.  Tenn.,  VORTAC 
to  the  Charleston.  W.  Va..  VWffAC 
Tlie  Federal  Aviation  Agency  hat  uate 
consideration  the  designation  of  sa  n 
route  radar  advisory  area  within  1| 
statute  miles  either  side  of  thta  m|. 
ment  of  Jet  Route  No.  91  from  flight  Iml 
310  to  flight  level  390  inclusive.  Tht 
radar  jet  advisory  area  proposed  hoifet 
would  provide  a  defined  area  aloi^  th^ 
route  wherein  Jet  advisory  service  vooU 
be  provided  to  civil  turbojet  aircraft 

Interested  persons  may  submit  mh 
written  data,  views  or  arguments  ss th9 
may  desire.  Communications  ihoitid  he 
submitted  in  triplicate  to  the  Chief,  Air- 
space Utilization  Division.  Federal  Avb- 
tion  Agency,  Washington  25,  D.C.  Al 
communications  received  within  tatty* 
f^ve  days  after  publication  of  this  BOllei 
in  the  Federal  Registcr  will  be  eoarid- 
ered  before  action  is  taken  on  the  pn- 
posed  amendment.  No  public  heaitaf  li 
contemplated  at  this  time,  but  amafi> 
ments  for  Informal  conferences  vitt 
Federal  Aviation  Agency  officials  bhi  li 
made  by  contacting  the  Chief,  AlnpsM 
Utilization  Division.  Any  data,  Tlemor 
arguments  presented  during  auch  «m- 
f erences  must  also  be  submitted  in  wilt> 
ing  in  accordance  with  this  notlM  in 
order  to  become  part  of  the  reeord  for 
consideration.  The  proposal  oontstad 
in  this  notice  may  be  changed  in  the 
light  of  comments  received. 

The  official  Docket  will  be  STsUsUe 
for  examination  by  Interested  persOMit 
the  Docket  Section,  Federal  AvlstkB 
Agency,  Room  C-226.  1711  New  Tort 
Avenue  NW.,  Washington  25,  D.C. 

This  amendment  is  propoied  under 
section  307(a)  of  the  Federal  Avisyeo 
Act  of  1958  (72  Stat.  749 ;  49  UB.C.  lltt). 

Issued  in  Washington,  DC,  on  Feb- 
ruary 6, 1962 

Clifford  P.  BXTiTOii, 
Acting  Chitt, 
Airspace  Utilization  DMaliim. 

|FR     Doc     62-1418;    Filed.    Feb.    11   Wtt 
8:46  a.m  I 


KPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Manogomont 
WASHINGTON 

Notice  of  Propoied  Withdrawal  and 
Reservation  of  Lands 

The  Biu^au  of  Reclamation  has  filed 
in  sppllcaUon,  Serial  No.  W-04258.  for 
tibie  withdrawal  of  the  lands  described 
beiov  from  all  forms  of  appropriation 
ander  the  public  land  laws  and  general 
Blnlng  laws,  but  not  the  mineral  leasing 
tows,  subject  to  valid  existing  rights. 

The  appUcant  desires  the  land  for 
fjght  of  way  for  the  Columbia  River 
Wsiteway,  to  release  water  from  the 
W«t  Canal  of  the  Columbia  Basin  Pro- 
ject to  the  Columbia  River. 

Fbr  a  period  of  30  days  from  the  date 
of  publication  of  this  notice,  persons 
hSTlng  cause  may  present  their  objec- 
ttoos  in  writing  to  the  imdersigned 
oOdal  of  the  Bureau  of  Land  Manage- 
■ent,  Department  of  the  Interior,  Room 
MO  Bon  Marche  Building,  Spokane  1, 
Wsihington. 

If  circumstances  warrant  it,  a  public 
blaring  will  be  held  at  a  convenient  time 
■nd  place,  which  will  be  announced. 

The  determination  of  the  Secretary  on 
the  v>pUcation  will  be  published  In  the 
FioBiAi  RxGisTiR.  A  separate  notice  will 
beKnt  to  each  interested  party  of  record. 

The  lands  involved  in  the  application 


ire:  | 

WiLLAMrTTE    MERIDIAN.    WASHINGTON 

T.19H.,R.  23E., 

8«C.18.NE>4NW'4NEVi.      I 

Ttut  area  described  contains  10  acres. 

"nie  Bureau  of  Land  Management  will 
coDtinue  to  manage  the  mineral  leasing, 
irulng  and  recreational  resources  of 
thlflknd. 

Fremont  W.  Merewether, 
Acting  Officer  in  Charge. 


iFJl.   Doc 


62-1424;    Filed. 
8:46  a.m.] 
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DEPARTMENT  OF  AGRICULTURE 

Agricultural  Research  Service 

IDENTIFICATION  OF   CARCASSES  OF 
CERTAIN    HUMANELY    SLAUGH- 
TERED LIVESTOCK 
Supplemental  Liit  of  Human* 
Slaughtorors 

Pursuant  to  section  4  of  the  Act  of 
Aufuit  27.  1958  (7  U.S.C.  1904)  and  the 
itttement  of  policy  thereunder  in  9  CFR 
Part  181.1  the  following  table  lists  addi- 
tional establishments  operated  under 
Pedcral  Inspection  under  the  Meat  In- 
vwtton  Act  (21  U.S.C.  71  et  seq.)  which 
Ittve  been  officially  reported  as  humanely 
ilMiilitering  and  handling  the  species  of 
Uvestoek  respectively  designated  for  such 

»o. 


Notices 


establishments  in  the  table.  This  list 
supplements  the  list  previously  published 
under  the  Act  (27  F.R.  991)  for  January 
and  represents  those  establishments  and 
species  which  were  reported  too  late  to 
be  Included  In  the  earlier  list  or  which 
have  come  into  compliance  with  respect 
to  species  indicated  since  the  completion 
of  the  reports  on  which  the  earlier  list 
was  based.  The  establishment  number 
given  with  the  name  of  the  establishment 


is  branded  on  each  carcass  of  livctftock 
inspected  at  that  establishment.  The 
table  should  not  be  understood  to  indi- 
cate that  all  species  of  livestock  slaugh- 
tered at  a  listed  establishment  are 
slaughtered  and  handled  by  hiunane 
methods  unless  all  species  are  listed  for 
that  establishment  in  the  table.  Nor 
should  the  table  be  understood  to  indi- 
cate that  the  affiliates  of  any  listed  estfib- 
lishment  use  only  humane  methods: 


Xame  of  csluMishnu  iil-< 


Kst;i)ili.<liinont  No     Ciitllc 


Armour  and  Co. 
Do 


l>o 

Do 

Do 

Do 

Do 
Swift  und  Co - 

Do : 

Do -.. 

Do 

Do -.. 

Do 

Do -- 

Do 

Do 

I.ykos  Bros.,  Inc .  

Do - ... 

I'auly  Psckinc  Co.,  Inc 

HvRrade  Kood  Products  Corp 

John  Morrelluid  Co 

C.  Flnkbeiner.  Inc ... 

The  Cudahy  Packing  Co.  of  N ebraska — 

WllMnand  Co.,  Inc...  — 

Rwlftand  Co 

Ilrander  Meat  Co 

Roeiceloin  ProYlsion  Co. 

.Montana  Packing  Co.,  Inc 

Pooomoke  Provision  Co 

Iflll  Packing  Co 

Stiirk  Wetzdand  Co.,  Inc 

Do 

X(-va<ta  Mrat  Packing  Co  .. 

(llovnr  Packing  Co.  of  Aniarlllo... 

Selkirk  Realty  Co 

Somerville  Packing  Co 

MInchs  Wholeaale  Meats,  Inc 

Eastern  Packing  Co 

The  Cudahy  Packing  Co. 

Ilin  Packing  Co 

rt  lea  Veal  Co.,  Inc 

John  Engelhom  and  Sons    — 

Armour  and  Co 

LUiorty  Packing  Co 

West  Coast  Meat  Co.,  Inc 

Wilson  and  Co.,  Inc •- 

Marhoefer  Packing  Co.,  inc 

Armour  and  Co 

R.  B.  Rice  Sausage  Co.,  Inc 

Kansas  City  Dressed  Beef  Co 

Comland  Dressed  Beef,  Ine 

Missouri  Fanners  Assn.  Packing  DivLsion 

Do 

Joel  E.  Harrelland  Son,  Inc... 

John  MorrellandCo 

United  Fryer  and  Stlllman,  Inc 

Oeorge  A.  Hormel  &  Co.. 

Do 

P.  Adams  Packing  Co 

awaltney.Inc 

Ilygrade  Food  Products  Corp. 

Waltl  SchUllngand  Co.,  Inc. 

The  Jones  Dafry  Farm 

Pacific  Me«t  Co.,  Inc 

Houston  Packing  Co 

American  Stores  Co 

Flggoand  Hutwelker  Co 

Solano  Meat  Co 

San  Jose  Meat  Co 

Commercial  Packing  Co.,  Inc 

Survall  PadclngCo 

Greater  New  York  Packing  Co.,  Inc  — 

Stadler  Padclns  Co.,  Inc 

Turlook  Meat  Co.. ^ 

C.  and  M.  Meat  Packing  Corp 

Great  Western  Packing  Co.,  Inc 

flute  Packing  Co.,  Inc 

Ansa  Paokini  Co 

Union  Packlni  Co 

Bamuels  B.  Tex  Packing  Co 

Fresno  Mtmt  Packing  Co 

McCandlcM  Pack  Co.,  Inc 

Marks  Meat  Co 

United  Dressed  Beef  Co 

James  Allan  and  Bons 


2AD. 

2A(» 

•2KV 

2H  . 

■2h\    . 

2MT. 

2HD 

3A... 

3AK 

3AW 

8CC. 

3F. 


3FK. 

3K'..- 

3\N. 


3ur. 

K 

HH     . 

10.    .. 

12.   .. 

17D. 

IS.. 

lUF   - 

20A. 

23.     . 

25. .    . 

32... 

37.... 

3«-  -. 

41E. 

44... 

44  A.. 

S2.... 

CO.... 

M.... 

(Ki-... 

72... 

74E.. 

81... 

83K.. 

88.... 


97.... 
1(10... 
101... 
117... 
119... 
121... 
139... 
144... 
15f.... 
157... 
159... 
159A. 
102... 
196... 
198... 
199A. 
199D. 
211... 
221  A. 
224  H. 
235... 
•203... 
2f.7... 
271... 
279... 
283... 
285... 
291... 
302... 
307... 
317A. 
320... 
325  .. 
329... 
334... 
344... 

34.';... 

351... 
363... 
3&4... 
355... 
862... 
364... 


(•) 
(•) 
(•> 
(•) 
(•) 
(•) 
(•) 
(•) 
Cl 
(•) 
(•) 
(•) 
Cl 

(•) 


Calve.1    Sheep 


(•) 


(•) 
(•) 
(•) 
(•) 
Cl 
(•) 
(•) 
(•) 
(•) 
(•> 
(•) 
(•) 


(•) 
(•) 

(•) 
(•) 


(•) 
{•) 
(•) 
(•) 
(•) 


(•) 


(•) 
(•) 
(•) 
(•) 


UoaU 


Swine 


(•) 


(•) 
(•) 


(•) 
(•) 
(•) 


(•) 


(•) 
(•) 


I*) 


Cl 


Cl 


C) 


C) 


C) 


C) 


C) 
C) 


C) 


C) 


(•) 


C) 


CJ 


C) 
C) 
C) 
C) 
C) 
C) 


(•) 

C) 
C) 
C) 
C) 


C) 


(*) 


C) 
C) 

■(•y 

C) 

C) 


C) 

n 
(•) 
(•) 


(•) 


C) 

'('•y 


C) 


{•) 


(•) 


(•) 
(•) 

'(•y 


(•) 


(•) 


C) 
C) 
C) 

(•) 


Sfu 


C) 
C) 
C) 
C) 
C) 
C) 
C) 
C) 
C) 
C) 
C) 

(•) 

C) 


C) 


C) 


(•) 


(•) 


(•) 


(*) 


:::::::::::: 

{•)     '     (•) 


n 


{•) 


(•) 


Horjics 


(') 
(•) 
(•) 


(•) 
(•) 
C) 
C) 
(•) 


C) 
C) 


n 

C) 


C) 

n 

C) 


C) 


n 
'n 


(•) 


(•) 


(•) 


8 


(•) 


(•) 


8 


(•) 
1325 


C) 


C) 


I 


1326 


NOTICES 


Name  i»(  I'stuWi.thiwnts 


Itir 


Westport  Packing  Corp     

Knife  Packing  Co..  Inc 

Smlthflelil  Packing  Co.,  Inc 

Ul<lhani5  Karm  Saii.HHgf  Co..  Inc 

WatJonvlUe  Drcstw-il  Kivf,  Iiic 

Superior  Packing  Co 

IxM  HanoR  Abattoir     ...... 

NeuhofI  Bros     ....... 

Ix)ne  Star  Packing  Co       

Umaha  Dresaeii  Kecf  Co.,  Inc <.. 

l)«l  Curto  Meal  Co 

Swift  and  Co  

Pioneer  BoiieU'ss  ll«'f.  Inc 

Lit vak  Packing  C<i  .. 

Ht-cwar  PackliiK  Co  .        

Eldrldge  Parking  Co 

Memphla  Hutchcrt  .V.-wK-mtlon,  Inc.. 

.Nebraska  Uecf  Co  

(JoMrlng  Packing  Co  .  Inr 

Helm  Brothers  Pa<klng  Co     

Oreenlee  Packinj?  Co  

Swift  and  Co 
Krosty  Morn  .Mr.it.s 
Capitol  I'acking  Id 
Armour  and  Co. 
Rosenthal  Piwking  Co  ,  Im 
Pepper  Packing  <'o 
I'nited  Dressed  Meiil.'',  Inc 

Pride  Packing  Co.,  Inc 

Piute  Packing  Co .... 

Salter  Packing  Co 

Black  Hills  Packing  Co 
Mid  South  PiK-kcrs,  Inc 
The  Cudahy  Packing  Co 
I)  and  W  Packing  Co 

Texas  .VIiMt  Packt-rs,  Ijic 

.Armour  iind  Co.    .......... 

Stahl  Meyer.  Inc 

Dukeland  Packing  Co 
Swift  and  Co      . 

-*tlarman  Packing  Co.  

San  Antonio  Paiking  I'o  .  .... 

Central  Packing  Co_ 

Kixmmer  IVtcklug  Co ............ 

Acme  .Meat  Co.,  Inc 

Mill  Packing  Co  . 

K.  A.  Miller  and  Sons  Packing  ('i>     Ii 

Ebner  Bros.  Packers    

Wilson  and  Co.,  Inc 

Quality  Meat  Packing  Co 

ScottsblulT  Packing  Co 

San  Jos'iuin  PiJckiiig  Co.. ..... 

Colville  Meat.s,  Inc   ...... 

.Armour  auil  Co   ......,...-,« 

Nations  Brothers  Packinjt  Co 

Marco  Packing  Co 

Bryan  Meat  Co      

Central  NebrLska  Packing  Co 

Coast  Pa<'kiiig  Co — ... 

Swift  and  Co 

Decker  and  Son ........... — ..... 

.Mid  StiitP  Meal  Co 

Ruchti  Bros  - 

Cadwell  Martin  .Meat  Co 

.Atlas  Packing  Co .... 

Bryan  Brothers  Packing  Co  

(inuiite  St.it.'  Packing  Co 

.McKarland,  Die 

Home  Packing  Co     

Bristul  Packing  Co 

Berchems  .Meat  Co      

John  Morrell  and  Co.   

.Nat  Buring  Packing  Co.  of  .Arkans-is. 

Keelfoot  Packijig  Co 

Jordan  Meat  4  Livestock  Co 

Ounsberg  Beef  Co  

.Samuels  4  Co  .  Inc. 
Walden  Packuig  Co 

Sambol  Packing  Co _ 

Meats,  Inc 

Sigman  Meat  Co  .  Inc - 

Iloosior  \  et«'rinary  I-»tHiratories,  Inc. 

National  Meat  Packers.  Luc 

Peoples  Packing  Co 

E.  B.  .M .inning  ami  loii . 

Wilson  and  Co  ,  Inc       .............. 

Whitehall  Packing  Co    ,, 

Joe  Do<-torman  and  Son  P.iikiiig  Co., 
\  irginia  PM-king  Co  .  Iiu-  — 

Karl  Klu-k  Whol.iale  .Meats,  Uic 

(ireely  Capitol  Picking  <'o 

Perlin  Packing  Co  ,  Inc  

National  Koo<l  St(iri\s.  Inc 
Reitz  Meat  PiixlucLi  Co   - 

Kagle  Packing  (    i 

The  Klarer  Co,       ............. 

Do     ..        V 
Clover  Packing  Co,  Inc............. 

Valley  Meat  Co    

The  HarrU  Packing  Co 

Nebraska  Meat  Packets.  Inc.... 

P  4  II  Packing  Co  .  Inc  

Nebraska  Iowa  l)res.s<.l  Hecf  Co..... 
Swtft  aud  Co - 


Ine 


Done  at  Washington.  D  C  ,  this  8th  day  of  Februao"  1962.  _    „    „ 

C    H.  Pals, 

Director,  Meat  Inspection  r>iiision.  Aoricultural  Research  Service. 
IPB.    Doc    62    144.5.    Filed.   Feb     12     1962.    8  48   a  m  1 


Commodity   Credit  CorporaflMi 

SALES  OF   CERTAIN  COMMOfilTIIS 

February  1962  Monthly  SolotUit 

Notice  to  buyers.  Pursuant  to  the  pQ|. 
Icy  of  Commodity  Credit  Corponttui] 
issued  October  12,  1954  (19  P.IL  MH) 
and  subject  to  the  conditions  lUted 
therein  as  well  as  herein,  the  wni^p^j 
ties  li.stcd  below  are  available  tor  ah 
and,  where  noted,  for  redemption  of 
pa.vment-in-kind  certificates  on  the prlee 
ba.sis  set  forth 

The  prices  at  which  Commodity  Credit 
Corporation  commodity  holdlnp  m 
available  for  sale  during  Pebmary  UQ, 
were  announced  today  by  the  T3B.  D|. 
partment  of  Agriculture.  The  ToUwilm 
commodities  are  available:  Butter, dMd- 
dar  cheese,  nonfat  dry  milk,  oottOD  (op. 
land  and  extra  long  staple),  peannta, 
wheat,  rice  trough),  com.  oats,  barl^, 
rye.  "rain  soruhums.  and  gum  turpai- 
tiiuv 

Shelled  peanuts  have  been  withdrawn 
for  unrestricted  use  sale. 

The  CCC  Monthly  Sales  List,  which 
varies  from  month  to  month  as  addi- 
tional commodities  become  aTailaUe  ar 
commodities  formerly  available  tie 
dropped,  is  designed  to  aid  in  novtaf 
CCCs  inventories  into  domesUe  or  a- 
port  use  throut;h  regular  commereW 
channel.'^. 

If  It  becomes  necessary  durlnf  the 
month  to  amend  this  list  in  any  Bt- 
tenal  way — such  as  by  the  removal  ar 
addition  of  a  commodity  in  which  Uiere 
IS  general  interest  or  by  a  rtgntflcMt 
change  in  price  or  method  of  Mle— la 
announcement  of  the  change  win  beMM 
to  all  persons  currently  recelvtnf  thi 
list  by  mail  from  Washington.  To  kt 
put  on  this  mailing  list,  address:  Diree- 
tor.  Puce  Division,  Agricultural  Stabili- 
zation and  Conservation  Service.  Ufl. 
D«>partineiu  of  Agriculture,  Washlnftao 
2.^.  DC 

All  commodities  except  oats  cur- 
rently ofTered  for  sale  by  0C5C.  piM 
tobacco  from  CCC  loan  stocks.  aretMll- 
ble  for  special  export  sale  under  the 
CCC  Export  Credit  Sales  Pro»ram.  The 
following  commodities  are  currenth 
eligible  for  barter:  Nonfat  dry  milt 
butter,  cotton,  tobacco,  rice  (Pearl 
rough',  wheat,  com.  rye,  barley,  and 
urain  sorghum.s.  This  list  is  subject  to 
change  from  time  to  time. 

Interest  rates  per  armum  under  the 
CCC  Export  Credit  Sales  Program  for 
February  1962  are  3^8  percent  for  pfflo* 
up  to  6  months,  4 'a  percent  for  pertodi 
from  over  6  and  up  to  18  months,  sad 
4 '^8  percent  for  periods  from  over  II 
months  up  to  a  maximum  of  M  mootti. 

The  CCC  Will  entertain  offers  from 
responsible  buyers  for  the  purchase  ol 
any  commodity  on  the  current  lift.  JJi- 
fers  accepted  by  CCC  will  be  ■oW»PW 
the  terms  and  conditions  prescrttw  W 
the  Corporation.  These  terms  »■• 
payment  by  cash  or  irrevocable  tewgj' 
credit  l)efore  delivery  of  the  CflOMMd^ 
and  the  conditions  require  leu"*""  " 
the  commodity  from  CCC  "*''£?|^ 
a  reasonable  period  of  time.  ^'J^J 
ditlons  of  sale  for  export  dMwr 
those  for  domestic  sale,  P"***''?' 'h,-- 
tat  ion  IS  also   required,  and  the  wuw 
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MDOOslble  for  oblaining  any  required 
niLaoT«mment  export  permit  or  11- 
^IL  Purchases  from  CCC  shall  not 
^aSn^  any  assurance  that  any  such 
^SSkOt  Ucense  will  be  granted  by  the 
S!m  authority. 

jiMlleable  announcements  containing 
-n  t«iM  and  conditions  of  sale 
JSi  be  furnished  upon  request.  For 
M0  reference  a  number  of  these 
JJjuncements  are  identified  by  code 
^2ffin  ^^^  following  list.  Inter- 
^aA  persons  are  invited  to  com- 
Zylteate  with  the  Agricultural  Stablli- 
Httoo  and  Conservation  Service,  USDA. 
•Islington  25,  DC,  with  respect  to  all 
gggmodlties  or — for  specified  commod- 
MM^wlth  the  designated  ASCS  Com- 
^(Bty  Office. 

yoMce  to  buyers.  Commodity  Credit 
/wpontlon  reserves  the  right  to 
gpeod.  from  time  to  thne,  any  of 
1^  announcements.  Such  amendments 
riisO  be  applicable  to  and  be  made  a 
ptit  of  the  sale  contracts  thereafter  en- 
t«ed  into. 

obc  reserves  the  right  to  reject  any 
ir  sD  offers  placed  with  it  for  the  pur- 
dMse  of  commodities  pursuant  to  such 
inoounoements. 

If  CCC  does  not  have  adequate  inf  or- 
miOaa  as  to  the  financial  responsibility 
(( s  prospective  buyer  to  meet  all  con- 
tnet  obligations  that  might  arise  by 
leeaptanee  of  an  offer  or  if  CCC  deems 
■Bb  buyer's  financial  responsibility  to 
bi  Inadequate  CCX:  reserves  the  right 
(i)  (0  refuse  to  consider  the  offer.  (11)  to 
leeept  the  offer  only  after  submission  by 
tte  buyer  of  a  certified  or  cashier's 
Aaek,  bond,  letter  of  credit  or  other 
aeortty  acceptable  to  CCC  assuring  that 
Ike  buyer  will  discharge  the  responsi- 
Mtty  under  the  contract,  or  (ill)  to 
leeept  the  offer  upon  condition  that  the 
liyer  promptly  submit  to  CCC  such  of 
tte  aforementioned  security  as  CCC  may 
dbset  If  a  prospective  buyer  is  in  doubt 
M  to  whether  (XC  is  acquainted  with 
bk  financial  responsibility  he  should 
eoamunlcate  with  the  ASCS  Office  at 
fbkh  the  offer  is  to  be  placed  to  deter- 
itaM  whether  a  financial  statement  or 
idiaooe  financial  arrangement  will  be 
MMHuy  in  his  case. 

Dl^wsals  and  other  handling  of  in- 
items  often  result  In  small  quan- 
at  given  locations  or  in  qualities 
qp  to  specifications.  These  lots  are 
by  the  appropriate  ASCS  OfBee 
mnptly  upon  appearance  and  there- 
in generally  they  do  not  appear  in  the 
MoDthly  Sales  List. 

te  sales  for  which  the  buyer  is  re- 
fdred  to  submit  proof  to  (3CC  of  expor- 
titte  the  buyer  shall  be  regularly  en- 
M«d  in  the  business  of  buying  or 
■Ung  commodities  and  for  this  purpose 
fttSL  maintain  a  bona  fide  business  office 
k  the  United  States,  its  territories  or 
PMnsrions.  and  have  a  person,  principal. 
«  nsldent  agent  upon  whom  service  of 
MIdal  process  may  be  had. 

Praqwctive  buyers  for  export  should 
■^  that  generally,  sales  to  United  States 


FEDERAL  REGISTER 

Ctovertunent  agencies,  with  only  minor 
exceptions,  will  constitute  a  domestic 
uru-estricted  use  of  the  conunodity. 

Commodity  Credit  Corporation  re- 
serves the  right,  before  making  any  sales, 
to  define  or  limit  export  areas. 

Notice  to  exporters.  The  Department 
of  Commerce,  Bureau  of  International 
Programs  (the  Bureau  of  Foreign  Com- 
merce until  Aug.  9.  1961),  pursuant  to 
regulations  under  the  Export  Control 
Act  of  1949,  prohibits  the  exportation 
or  reexportation  by  anyone  of  any  com- 
modities (except  absorbent  cotton  and 
sterilized  gauze  and  bandages  with  re- 
spect to  Cuba  only)  under  this  program 
to  Cuba,  the  Soviet  Bloc,  or  Communist- 
controlled  areas  of  the  Far  East  in- 
cluding Communist  China,  North  Korea, 
and  the  Conmumist-controUed  area  of 
Vietnam,  except  under  validated  license 
issued  by  the  n.S.  Department  of  Com- 
merce, Biveau  of  International  Pro- 
grams. 

These  regulations  generally  require 
that  exporters,  in  or  in  connection  with 
their  contracts  with  foreign  purchasers. 
where  the  contract  involves  $10,000  or 
more  and  exportation  is  to  be  made 
to  a  Group  R  country,  obtain  from 
the  foreign  purchaser  a  written  ac- 
knowledgment of  his  understanding  of. 
(1)  UJ3.  CoDunerce  Department  prohi- 
bitions (Comprehensive  Export  Sched- 
ule, 15  CFR  371.4  and  371.8)  against 
sales  or  resale  for  reexport  of  said  com- 
modities, or  any  part  thereof,  without 
express  Commerce  Department  authori- 
zation, to  the  Soviet  Bloc.  Communist 
China,  North  Korea  or  the  Communlst- 
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controlled  area  of  Vietnam  or  to  Cuba, 
and  (2)  the  sanction  of  denial  of  future 
U.S.  export  privileges  that  may  be  Im- 
posed for  violation  of  the  Commerce  De- 
partment regulations.  Exporters  who 
have  a  continuing  and  regiUar  relation- 
ship with  a  foreign  purchaser  may  ob- 
tain a  blanket  acknowledgment  from 
such  purchaser  covering  all  transactions 

,  involving  surplus  agricultural  commod- 
ities and  manufactures  thereof  pur- 
chased from  CCC  or  subsidized  for  ex- 
port by  the  Secretary  of  Agriculture  or 
CCC.  Where  commodities  ar^to  be  ex- 
ported by  a  party  other  than  the  original 
purchaser  of  the  commodities  from  the 
CCC  the  original  purchaser  should  in- 
form the  exporter  in  writing  of  tile 
requirements  for  obtaining  the  signed  ac- 
knowledgment from  the  foreign  pur- 
chaser. 

For  all  exportations,  one  of  the  desti- 
nation control  statements  specified  in 
Commerce  Department  Regulations 
(Comprehensive  Export  Schedule,  15 
CFR  379.10(c) )  Lb  required  to  be  placed 
on  all  copies  of  the  shipper's  export 
declaration,  all  copies  of  the  bill  of  lad- 
ing, and  all  copies  of  the  commercial  In- 
voices. For  additional  information  as  to 
which  destination  control  statement  to 
use.  the  exporter  should  communicate 
with  the  Bureau  of  International  Pro- 

V  grams  or  one  of  the  field  offices  of  the 
£>epartment  of  Commerce. 

Exporters  should  consult  the  applicable 
Commerce  I)epartment  regulations  for 
more  detailed  information  if  desired 
and  for  any  changes  that  may  be  made 
therein. 


Commodity 


Sales  price  or  metbod  of  sale 


Dairy  products. 


Butter. 


Nonfiit  dry  milk . 


C)ie<ldar  cheeae  (standard  mois- 
ture basis). 


Cotton,  upland. 


.'^tlles  are  in  lurlots  only  in  store  at  storage  location  of  products. 

Submission  of  offers:  For  products  in  Arizona.  California,  Idaho,  Nevada, 
Oregon,  Utah,  and  Washington,  submit  offers  to  the  Portland  ASCS  Com- 
modity Offloe.  For  products  in  other  States  and  the  District  of  Columbia, 
submit  offers  to  the  Cincinnati  ASCS  Commodity  OfBoe. 

Domestic,  unre.<;tricted  use:  Announced  prices,  under  LD-2B as  ammded:  65.75 
cents  per  pound — New  York,  Pennsylvania,  New  Jersey,  New  En^laod,  and 
other  States  bordering  the  Atlantic  Ocean  and  Oulf  of  Meiioo.  06.0  OMits  per 
pound— Washington,  Oregon,  and  California.  All  other  States  M.7S  cents 
per  pound. 

Export,  competitive  bid  under  LD-33,  as  amended,  ptirsoant  to  invitations  to 
bid  to  l>e  issued  by  Cincinnati  ASCS  Commodity  Ofltoes.  Annoanced 
prices  under  LD-35:  When  sales  are  made  under  LD-SS,  as  amended,  above, 
any  butter  offered  but  not  sold  under  the  invitation  to  bid  will  be  offered  for 
sale  through  the  following  Wednesday  at  prices  announced  in  Waataington 
each  Thursday. 

Domestic,  unrestricted  use:  Announced  prices,  under  LD-SB  as  amended: 
Spray  process,  U.S.  extra  grade,  17.40  cents  per  pound.  Roller  prooees,  U.S. 
extra  grade,  1S.40  cents  per  pound. 

Export,  oomp^itive  bid  under  LD-33,  as  amended,  pursuant  to  invitations  to 
bid  to  be  issued  by  Cincinnati  and  Portland  ASCS  Commodity  OffloK. 
Announced  prices  under  LD-3fi:  When  sales  are  made  under  LD-I3,  as 
amended,  above  any  nonfat  dry  milk  offered  but  not  sold  under  the  invitation 
to  bid  will  be  offered  for  sale  through  the  following  Monday  at  priees  an- 
nounced in  Washington  each  Tuesday. 

Domestic,  unrestricted  use:  Announced  prices  under  LD-aS  as  amended:  30.76 
cents  per  pound— New  York,  Pennsylvania,  New  England,  New  Jersey,  and 
other  States  bordering  the  Atlantic  Ocean  and  Padflc  Ooean  and  the  OoU 
of  Mexico.    All  other  States  38.75  cents  per  pound. 

Export,  competitive  bid  under  LD-83,  as  amended,  pursuant  to  InTitatiofis  to 
bid  to  be  issued  by  Cincinnati  ASCS  C<Hnmodlty_01Bce.  Annooneed  prices 
under  LD-35:  When  sales  are  made  under  LD-dS.  as  amended,  abore.  any 
cheese  offered  but  not  sold  imder  the  invitation  to  bid  will  be  oflered  lor  sate 
through  the  following  Wednesday  at  prices  announced  in  Waablngton  each 
Thursday. 

Domestic,  unrestricted  use:  Competitive  bid  under  tM  terms  and  aondlttons 
of  Announcement  NO-C-ie  (sale  of  Upland  cotton  for  unrestricted  am). 
Under  this  Announcement,  upland  cotton  accmlred  under  price  aapport 
programs  will  be  sold  at  the  highest  price  offered  but  tn  no  event  at  leas  than 
the  higher  of  (a)  116  percent  of  the  current  support  prlee  plus  reuonable 
carrying  or  (b)  the  market  price  of  such  cotton,  as  determinea  by  CCC. 

Export.  CCC  Credit  Sales:  CompctitlTe  bid  under  tbe  terms  and  eondltians 
of  Announcements  CN-EX-14  (acquisiUon  of  cotton  for  export  mder  Credit 
Sales  Promm)  and  NO-C-17  (sale  of  Upland  eotton-  (for  credit  sales)). 
Cotton  to  DC  sold  at  tbe  highest  price  offered  but  in  no  event  at  less  Oma  tm 
higher  of  (a)  lOS  percent  of  tbe  current  support  prtes  for  sodi  cotton  phis 

.  reasonable  carrying  charges,  or  (b)  tbe  market  pnoe  for  sodi  cotton,  as  d»- 
termlned  by  (^(JO,  less  in  either  case  an  amount  equal  to  the  payment-in-kiBd 
cotton  export  payment  rate  in  effect  on  the  date  of  tbe  acceptance  of  an  offer. 
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USDA    ACUCULTUEAL    STABILIZATION    AND 

CoNsmvATiON  Sehvice  Offices 

Cincinnati:  Cincinnati  ASCS  Commodity 
Office,  222  Eaat  Central  Parkway,  Cincinnati 
2.  Ohio.     Telephone:   Dunbar  1-2200. 

D&Ilaa:  Dallas  ASCS  Commodity  Office.' 
500  South  Ervay  Street.  Dallas  1.  Tex  Tele- 
phone :  Riverside  8-56 1 1 . 

Evanston:  Evanston  ASCS  Commodity  Of- 
fice,' 2201  Howard  Street.  Evanston.  Ill 
Telephone:  Long  dlatance — University  9  0600 
(Evanston  Exchange)  Local -^  Rogers  P;irk 
1-5000  (Chicago.  Ill  ) 

Kansas  City:  Kansas  City  ASCS  Com- 
modity Office.'  560  Westport  Road.  iPO  Box 
206)  Kansas  City  41.  Mo  Telephone  Valen- 
tine 1-7104. 

Minneapolis:  Minneapolis  ASCS  Com- 
modity Office,'  64(X)  France  Avenue,  South 
Minneapolis  10,  Minn  Telephone  Walnut 
7-7311. 

New    Orleans;    New    Orleans    ASCS    Com- 
modity   Office,    Wlrth    BulldinR.    120    Marai.s 
Street.  New  Orleans  16.  La     Telephone     529 
2411. 

Portland:  Portland  ASCS  Commodity  Of- 
fice," 1218  Southwest  Washington  Street, 
Portland  5,  Oreg.     Telephone    Capitol  6-3361 

Cotton    Products    and    Export    OperatloHs 
Office.  New  York  City     80  Lafayette   Street. 
New    York    13.   NY.      Telephone      Rector    2 
8000. 

Representative  of  General  Sales   Mana^jer. 
New  York  Area:  Joseph  Reldlnger   80  Uifay- 
ette  Street.  New  York   13,  NY      Telephone 
Rector  2-8000. 

Representative  of  General  Sales  Manager 
West  Coast  Area:  Callan  B  Duffy ,  Balboa 
Building,  593  Market  Street,  San  Francisco  4 
Calif.     Telephone:  Sutter  13 179 

(Sec.  4.  62  Stat  1070.  as  amended.  15  USC 
714b.  Interpret  or  apply  sec  407  63  Stat 
1055;  7  U.S.C    1427) 

Signed  at  Washington.  DC  .  on  IVbru- 
ary  7.  1962. 

Emery  E    Jacobs. 
Acting  Executive  Vice  President. 
Commodity  Credit  Corporation. 


|FR      Doc 
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NOTICES 

Done  at  Washington.  D.C  .  this  8th  day 
ol  February  1962. 

Orville  L  Freeman. 

Secretary. 

|FR      Doc      62    1446,     Piled.    Feb      12,     1962; 
8  49  am  I 


DEPARTMENT  OF  COMMERCE 

Maritime   Administration 

AMERICAN  EXPORT  LINES,  INC. 

Notice  of  Application  for  Approval  of 
Changes  in  Itineraries  of  Certain 
Cruises 

Notice  is  hereby  ^iven  that  American 
E.xport  Lines.  Inc  .  has  requested  changes 
in  the  itineraries  of  certain  cruises  which 
were  approved  by  the  Maritime  Subsidy 
Board  on  October  6  and  October  17.  1961 
for  the  passenger  ship    SS  Atlantic." 

The  proposed  amended  itineraries 
follow : 


Office  of  the  Secretary 

TEXAS 

Designation   of  Areas  for  Emergency 
Loans 

For  the  purpose  of  making  emergency 
loans  pursuant  to  section  321 1 a"  of  Pub- 
lic Law  87-128  CZ  U.S.C.  1961  •  it  has 
been  determined  that  in  the  following 
counties  in  the  State  of  Texas  natural 
disasters  have  caused  a  need  for  agricul- 
tural credit  not  readily  available  from 
commercial  banks,  cooperative  lending 
agencies,   or   other    responsible   sources 

Texas 

Palls.  Limestone 

Jones. 

Pursuant  to  the  authority  set  forth 
above,  emergency  loans  will  not  be  made 
in  the  above-named  counties  after  June 
30.  1962.  except  to  applicants  who  pre- 
viously received  emergency  or  special 
livestock  loan  assistance  and  who  can 
qualify  under  established  policies  and 
procedures. 


Sailing  date 
Feb    16    iy62 


Mar   2    196J. 


M..r    16    19C2 


.Amrndi'd  ittnrrwy 
New    York      San    Juan.    St 
Thomas.  Curacao.  Kings- 
ton. Port-au-Prlnce.   New 
York 
New  York.  Kingston.  Cristo- 
bal.   Cartagena.    Curacao. 
San  Juan.   New  York. 
New    York.    San    Juan,    St 
Thomas.    Fort -de-France. 
Trinidad,  Curacao   Kmgs- 
tnn    New   York 

Any  person,  firm  or  corporation  hav- 
ing any  interest,  within  the  meaning  of 
Public  Law  87-45.  in  the  foregoing  who 
desires  to  offer  data,  views  or  arguments 
should  submit  the  same  in  writing,  in 
triplicate,  to  the  Secretary.  Marine  Sub- 
sidy Board.  Washington  25.  DC.  by  close 
of  business  on  February  15,  1962.  In  the 
event  an  opportunity  to  present  oral 
argument  is  also  desired,  specific  reason 
for  such  request  should  also  be  included 
The  Maritime  Subsidy  Board  will  con- 
sider these  comments  and  views  and  take 
such  action  with  respect  thereto  as  in 
its  discretion  it  deems  warranted 

Dated     February  9.  1962, 

By    order    of    the    Maritime    Subsidy 
Board 

James  S  Dawson.  Jr  . 
Secretary 

|FR      D..)C      62    1503.     Filed      Feb      12      1962, 
9  36   a  m  I 


'  Grain  Offices. 


ATOMIC  ENERGY  COMMISSION 

(Docket  No  50-1951 

GENERAL   ELECTRIC   CO. 

Notice    of    Filing    of    Application    for 
Utilization  Facility  Export  License 

Please  take  notice  that  General  Elec- 
tric Company  acting  through  its  Inter- 
national General  Electric  Company 
Division.  159  Madison  Avenue.  New  York 
16.  N.y..  has  submitted  an  application 
dated  January  16,  1962.  for  a  license  au- 
thorizing the  export  of  a  12,500  kilowatt 


•  electrical'  boiling  water-type 
stration  power  nuclear  reactor  m^  « lH 
watt  •  thermal)  light  water  nuclear  My. 
cal  assembly  facility  to  the  JaiMa  AtOB^ 
Energy  Research  Institute.  Ttk}% 
Japan. 

Pursuant  to  section  104  of  the  Akak 
Energy  Act  of  1954  and  Title  10,  CfR 
Chapter  I.  Part  50.  "Licensing  of  Produc- 
tion and  Utiliaation  Facilities."  m^ 
upon  finding  that  (a)  the  reactor  pi«. 
posed  to  be  exported  is  a  utUlattoQ 
facility  as  defined  in  said  Act  and  n^. 
lations,  and  (bi  the  issuance  of  aUeoMe 
for  the  export  thereof  is  within  the  teoft ' 
uf  and  is  consistent  with  the  temuaf  ig 
Agreement  for  Cooperation  between  ttie 
United  States  of  America  and  the  Q«v 
ernment  of  Japan,  the  Commission  aig 
issue  a  facility  export  license  auttaarli. 
mg  the  export  of  the  reactor  to  JtpiB. 

In  iL<f  review  of  applications  soldy  ti 
authorize  the  export  of  productte  « 
utilization  facilities,  the  OGmmMoB 
does  not  evaluate  the  health  and  ssfeti 
characteristics  of  the  subject  reactor. 

In  accordance  with  the  procedures  kI 
forth  m  the  Commission's  rules  of  pne. 
tice  1 10  CFR  Part  2  •  a  petition  for  ktm 
to  intervene  in  these  proceedings  ma^ 
be  served  upon  the  parties  and  filed  wMh 
the  Atomic  Energy  Commission  bjr  tti 
applicant  or  an  intervener  within  S 
days  after  the  filing  of  this  notice  with 
the  Office  of  the  Federal  Register.  Rett- 
tions  for  leave  to  intervene  shall  be  AM 
by  mailing  a  copy  to  the  OfBce  of  the 
.Secretary-.  Atomic  Energy  CommMai. 
Washington  25.  DC,  or  by  dellToyofs 
copy  in  person  to  the  OCBce  of  the  Sec- 
retary. Germantown,  Md..  or  the  AKTt 
Public  Document  Room.  1717  H  Street 
NW  .  Washington.  DC. 

A  copy  of  the  application  is  on  flk  Id 
the  AEC  Public  Document  Rocsn  looOd 
at  1717  H  Street  NW.,  Washington,  D.C 

Dated  at  Germantown,  Md..  this  M 
day  of  February  1962. 

For  the  Atomic  Energy  CommlssfcA. 

R.  L  Knx, 
Deputy  Director,  Dmsion 
of  Licensing  and  Regulatkm. 

IFR     D  c     62-1412:     Piled.    Feb     13.    IMt 
8  45  am  | 


FEOERAL  COMMUNICATIIIK 
COMMISSION 

ID'cHetNos   14413.  14414:  POO  63-1431 

DON  L.  HUBER  AND  BARTEU  BROAD- 
CASTERS.  INC.  (WOKY) 

Memorancium   Opinion  and  Order      I 

In  re  applications  of  Don  L  Hutar, 
Madi.son,  Wisconsin.  Docket  No.  14413, 
File  No  BP-13625;  Bartell  Broadcastrti. 
Inc  <  WOKY  I.  Milwaukee.  Wlsoondn. 
Docket  No  14414.  Pile  No,  BP-13651:  f«r 
construction  permits. 

1  The  Commission  has  before  It  f« 
consideration  (1»  a  petition  to  eniMP 
i.ssues.  filed  December  22.  1961,  bf  i•^ 
tell  Broadcasters.  Inc.  (WOKY).  (J>  » 


rw99day,  February  13,  1962 

/Muiition  by  Don  L.  Huber.  filed  Janu- 
JJTT  1982  after  petition  for  extension 
!,  time  graAted.  (3)  the  Broadcast  Bu- 
■^Tconunents  on  the  "PetiUon  to  en- 
tennltfues,"  filed  January  15, 1962,  after 
Motion  for  extension  of  time  granted, 
S  (4)  Bartells  Reply  to  the  Huber 
S^osltion.  filed  January  19.  1962." 

jpetitioner  requests  that  the  issues 
of  the  designation  Order  in  this  com- 
miatlTe  proceeding,  released  December  4. 
jil  (WC  61-1423,  Mimeo  No.  12740), 
he  enlarged  to  determine  what  efforts 
hs««  be«h  made  by  Don  L.  Huber  to  as- 
,jrt,ln  the  programing  needs  of  Madi- 
lOD,  Wisconsin,  the  community  he  pro- 
ooieB  to  serve,  and  whether  the  program 
IJ^jj^gln  in  Ruber's  above-captioned 
uiMMmUon  are  designed  to  serve  the 
nmt^nt  that  area.=  In  support  of  this 
i^qiiest  petitioner  asserts  that  Huber's 
pngram  proposals  for  Madison  are  sub- 
[yM.Uy  similar- to  those  for  Huber's 
ffgi  Atkinson,  Wisconsin,  application 
llled  three  days  after  that  of  Madison ; 
tiiat  either  program  schedule  is  such  as 
Bight  be  designed  for  any  conunimity 
In  the  United  States ;  and  that  the  Madi- 
lon  application  reveals  no  showing  by 
HBtffr  that  he  has  made  any  survey  of 
ttw  ana  he  proposes  to  serve.  Petitioner 
further  c(»itends  that  Huber.  now  34 
lean  old,  has  not  lived  in  Wisconsin 
ilnee  1952  and  that  his  radio  experience 
hsi  all  been  outside  that  State. 

3.  Huber's  Opposition  to  the  instant 
petition,  filed  by  his  attorneys,  alleges 
that  Huber  spent  19  days  in  1958-9  mon- 
itortnr  local  Madison,  Wisconsin,  broad- 
euttng  programs  and  that  he  discreetly 
diieaned  with  a  nimiber  of  persons  the 
rsdk)  needs  of  the  Madison  area;  the 
plfiUnf  does  not  deny  the  assertions  of 
petltloQer  concerning  Huber's  residence 
and  radio  experience. 

4.  In  its  Reply,  petitioner  points  out 
that  the  allegations  in  the  Huber  Opposi- 
tion are  made  by  Huber's  attorneys  who 
do  not  profess  to  have  personal  knowl- 
edge <rf  all  the  facts  set  forth;  that  no 
■ffldavit  by  Huber  averring  to  such  facts 
hu  been  submitted;  and  that  the  ex- 
piapatinn  offered  in  the  On;x)sition,  such 
u  it  ii.  even  leaves  tmclear  with  whom 
Huber  held  his  discussions  regarding  the 
Msdiaon  area  programming  needs. 

5.  In  view  of  the  uncertainty  in  these 
pleadings  as  to  all  the  facts  concerning 
Huber's  efforts  to  ascertain  the  program- 
ming needs  of  the  community  he  proposes 
to  serve,  we  feel  that  an  opportunity 
dXMild  be  provided  Huber  to  relate  under 


>0n  January  22.  1962  Huber  filed  a  plead - 
lac  antlUed.  "Response  by  Huber  to  Bu- 
nau'i  Oomments."  47  CFR  1.13  makes  no 
proTliion  for  such  a  filing  and  since  no  re- 
<rMit  to  permit  such  filing  or  for  a  waiver 
of  ths  Commission's  Rules  has  been 
*Mrmn»X  to  the  Commission  In  this  connec- 
tloa,  and  since  good  caus«  has  not  been 
f^own  tar  such  Commission  action  on  its 
own  motion,  such  pleading  will  be  stricken. 

'An  additionally  requested  issue  regarding 
ta  aUagwl  violation  of  47  CFR  3.35  involving 
u  overlap  of  the  Huber  proposal  in  this 
PWoesdlng  with  another  proposal  by  Huber 
«  Fort  Atkinson.  Wisconsin  (FUe  No.  BP- 
l'e44),  has  been  rendered  moot  by  the  vol- 
nntary  dtamlMal  of  the  Fort  Atkinson  appU- 
esUoD  by  letter  to  the  Commission  from 
Huber.  dated  January  11.  1962.  and  on  that 
PWnd  will  be  denied. 


FEDERAL  REGISTER 

hearing  conditions  the  specific  details  of 
his  efforts  in  this  regard. 

Accordingly,  it  is  ordered.  This  6th  day 
of  February  1962.  that  the  petition  to 
enlarge  Issues,  filed  December  22,  1961, 
by  Bartell  Broadcasters.  Inc.  (WOKY) 
is  granted  to  the  extent  indicated  herein 
and  in  all  other  respects  is  denied  and 
the  Respcmse  by  Huber  to  Bureau's  Com- 
ments, filed  January  22, 1962,  is  stricken; 
and 

It  is  further  ordered.  That  the  issues 
in  the  designation  Order,  released  De- 
cember 4.  1961  (FCC  61-1423.  Mimeo  No. 
12740)  are  amended  by  renumbering 
Issues  5  and  6  as  Issues  6  and  7,  and  that 
the  issues  in  this  proceeding  are  enlarged 
by  the  addition  of, the  following  issue: 

5.  To  determine  what  efforts  have  been 
made  by  Don  L.  Huber  to  determine  the 
programming  needs  of  the  area  he  pro- 
poses to  serve  and  the  manner  in  which 
he  proposes  to  meet  such  needs. 

Released:  February  8,  1962. 

Federal  CoioiTmicATioNS 
^  Commission, 

[SEAL]        Ben   F.    Waple, 

Acting  Secretary. 

|F.R.    Doc.    62-1447;    Filed,    Feb.    12,    1962; 
8:49  a.m.l 


(Docket  No.  13649  etc.;  FCC  62-103] 

RADIO  CARMICHAEL  ET  AL. 
Memorandum  Opinion  and  Order 

In  re  am>lications  of  Radio  Carml- 
chael,  Sacramento.  California,  Docket 
No.  13649.  FUe  No.  BP-12031;  Jack  L. 
Powell  and  A^ce  M.  Powell.  Joint  Ten- 
ants (KVON).  Napa,  California,  E>ocket 
No.  13651,  Pile  No.  BP-12306;  Golden 
Oate  Broadcasting  Corporation  (KSAN) . 
San  Francisco,  California,  Docket  No. 
13652.  FUe  No.  BP-12376;  John  Mat- 
ranga  d/b  as  Trans-Sierra  Radio,  Rose- 
viUe.  California,  Docket  No.  13653,  File 
No.  BP-129S8;  for  construction  permits. 

1.  The  Commission  has  before  it  for 
consideration  (1)  the  matters  of  record 
in  the  above-entitled  proceeding;  (2)  a 
letter  fram  RUey  R.  Gibson,  president  of 
Cal-Val  Radio.  Inc.  (K^COA).  to  the 
Commission  filed  June  27.  1961,  and 
pleadings  fUed  in  response  thereto;  (3) 
a  joint  petition  to  intervene,  reopen  rec- 
ord, remand  and  enlarge  issues,  filed  by 
John  T.  Carey,  Inc.  (KROY)  and  Cal- 
Val  Radio,  Inc..  on  August  4,  1961,  and 
aU  pleadings  properly  filed  in  response 
thereto;  (4)  a  petition  to  sever  filed  by 
Jack  L.  PoweU  and  Alyce  M.  Powell,  Joint 
TCQants  (KVON)  and  Golden  Gate 
Broadcasting  Corporation  (KSAN)  on 
Septembers,  1961,  and  pleadings  filed  in 
response  thereto. 

2.  A  brief  review  of  the  background 
history  wiU  permit  a  better  understand- 
ing of  the  Instant  proceeding,  which 
originaUy  involved  the  applications  of 
(a)  Radio  Carmlchael  (Carmlchael) 
for  a  new  standard  broadcast  sta- 
tion to  operate  on  1430  kc,  500  w. 
DA  at  Sacramento,  California;  (b) 
John  Matranga.  d/b  as  Trans-Sierra 
Radio  (Matranga)  for  a  similar  facility 
at  Rooerllle.  California;  (c)  Jack  L. 
PoweU  and  Alyce  M.  Powell,  Joint  Ten- 
ants (KVON)   to  increase  the  daytime 
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power  of  Station  KVON.  Napa,  CaU- 
f ornia,  from  500  watts  to  one  kilowatt  and 
change  its  directional  antenna  daytime: 
(d)  Golden  Gate  Broadcasting  Corpora- 
tion (KSAN)  to  increase  the  daytime 
power  of  Station  KSAN,  San  Francisco, 
Calif omia.«  from  250  watts  to  one  kilo- 
watt; and  (e)  Ashley  Robison  and  Gor- 
don A.  Rogers,  d/b  as  Redwood  City 
Broadcasting  Company  (Redwood)  for 
a  new  standard  broadcast  station  to  op- 
erate on  1430  kc,  1  kw,  D.  DA,  at  Palo 
Alto,  California.  Redwood's  appUcation 
was  dismissed  as  a  result  of  an  agreement 
with  KSAN.  and  Matranga  entered  into 
an  agreement  with  Carmlchael  provid- 
ing for  the  dismissal  of  liCatranga's  ap- 
plication, which  i«reement  the  Eixam- 
iner  approved  subject  to  review  by  the 
Commission.  The  Matranga-Carml- 
chael  agreement  provided  for  the  reim- 
bursement of  Matranga's  out-of-pocket 
expenses  and  gave  him  an  option  to  pur- 
chase at  book  value  25  percent  of  Carmi- 
chael's  stock,  said  option  to  extend  to 
August  15. 1964. 

3.  Hearing  Examiner  Walther  .  W. 
Guenther.  proposed  grant  of  the  three 
remaining  appUcations.  Subsequent  to 
the  Initial  Decision,  a  letter  was  received, 
on  June  27,  1961,  from  RUey  R.  CHbaon, 
president  of  Cal-Val  Radio,  Inc.,  Ucensee 
of  Station  KXOA.  Sacramento,  advishig 
the  Commission  that  Matnmga  was  a 
creditor  of  Station  KOMS.  Sacramento, 
and  asserting  that  it  would  be  unfair  to 
aUow  him  to  have  a  25  percent  interest 
in  Carmlchael  at  the  same  time. 

4.  In  response,  Carmichad  took  the 
position  that  Matranga  does  not  now 
have  an  interest  in  Carmlchael  but  only 
an  option;  that  it  would  be  premature 
to  explore  the  duopoly  question  untU 
such  time  as  Matranga  does  exercise  hds 
option;  and  that  Carmlchael  Is  willing, 
prior  to  the  transfer  of  any  stock  to 
Matranga,  to  submit  the  entire  trans- 
action to  the  Commission  for  its  ap- 
proval. 

5.  The  Biu^au  filed  a  pleading  con- 
taining an  exception  recodlmendlng  that 
the  grant  to  Carmlchael  be  made  subject 
to  the  condition  that  Caimichatd  "sludl 
not  issue  or  transfer  any  of  its  stock  to 
John  Matranga,  or  otherwise  accord  to 
him  any  ownership  Interest  or  status, 
without  prior  aKuroval  of  the  Commis- 
sion." The  timely  filing  of  this  excep- 
tion prevented  the  Initial  Decision  from 
becoming  final  pursuant  to  Rule  1.153. 
Carmlchael  indicated  that  it  had  no  ob- 
jection to  the  inclusion  of  the  condition 
recommended  by  the  Broadcast  Bin?eau. 

6.  On  August  4.  1961,  John  T.  Carey, 
Inc.  (KROY)  and  Cal-Val  Radio,  Inc. 
(ICXOA)  filed  a  joint  petition  requesting 
that  the  Commission  grant  them  leave 
to  intervene,  reopen  the  record,  remand 
the  proceeding  to  the  Examiner,  and 
enlarge  the  issues  to  include  a  3.35(a) 
overlap  issue  with  respect  to  Car- 
michael's  president.  Joseph  E.  Gamble, 
who  is  the  owner  of  Station  KJOY, 
Stockton,  California. 

7.  Thereafter,  KVON  and  KSAN  filed 
a  joint  petition  to  sever,  requesting  that 
in  the  event  the  Commission  grants  any 
part  of  the  petition  to  interv^ie  or 
decides  to  enlarge  the  issues  on  ita  own 
motion,  their  appUcations  be  immedl- 
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ately  severed  from  the  instant  proceed- 
ing and  granted. 

Intervention.  8.  The  only  explana- 
tion offered  by  Carey  and  Cal-Val  for 
their  failure  to  seek  Intervention  within 
the  time  allowed  therefor  by  the  Com- 
munications Act  and  the  Commission's 
Rules,  was  that  they  were  of  the  view- 
that  all  the  facts  they  now  wish  to  pre- 
sent would  be  adduced  at  the  hearing 
However,  in  that  no  Issue  in  the  proceed- 
ing was  directed  to  the  facts  in  question. 
this  argument  is  not  persuasive  and  docs 
not  establish  good  cause  for  the  untime- 
liness  of  the  petition  to  intervenp,  which 
will  be  denied. 

9.  Nevertheless,  the  pleadings  before 
us  raise  certain  questions  which  must 
be  resolved  before  it  can  be  determined 
whether  a  grant  of  the  various  applica- 
tions would  be  in  the  public  interest. 

Ttie  Matranga  duopoly  i3sue.  10.  The 
pleadings  before  us  indicate  that  by  the 
terms  of  the  Matranga-Carmichael 
agreement.  Matranga.  in  return  for  the 
riiamt.«Mtftl  of  his  application,  would  have 
an  option  to  obtain  a  25  percent  interest 
in  Carmichael,  while  at  the  same  time 
retaining  a  substantial  creditor  relation- 
ship to  competing  Station  KGMS  in  the 
same  community.  Section  31  lie*  of  the 
Communications  Act  precludes  the  effec- 
tuation of  an  agreement  between  mu- 
tually-exclusive applicants  for  the 
withdrawal  of  one  of  them  without  Com- 
mission approval.  However,  since  the 
facts  concerning  Matranga's  relationship 
with  KOMS  are  not  a  matter  of  record. 
the  Commission  is  not  now  in  a  position 
to  approve  or  disapprove  the  agreement, 
or  to  consider  the  propriety  of  the  con- 
dition recommended  by  the  Broadcast 
Bureau.  Consequently,  the  record  will 
be  reopened  in  order  that  evidence  Koin« 
to  these  matters  may  be  adduced.  As  a 
matter  of  administrative  convenience,  we 
deem  it  appropriate  that  the  furtlier 
proceedings  herein  be  conducted  in  ac- 
cordance with  the  procedural  rules  now 
prevailing  rather  than  those  which 
obtained  at  the  time  of  the  agreement 
Accordingly,  pursuant  to  i  1.316  and  sec- 
tion 0.224(b)  (10)  this  matter  will  be  re- 
manded to  the  Chief  Hearing  Examiner 

The  gamble  overlap  issue.  11.  Carey 
and  Cal-Yal.  having  been  denied  inter- 
vention, lack  standing  to  seek  enlarge- 
ment of  the  issues  and  their  request  to 
add  a  §  3.35  issue  will  be  denied.  Nor 
will  we  add  the  issue  on  our  own  motion 
Without  reaching  the  policy  question  of 
whether  we  would  have  added  the  issue 
had  the  facts  herein  been  alleged  in  a 
timely  pleading,  we  note  that  the  facts 
have  been  readily  available  and  could 
have  been  timely  directed  to  our  atten- 
tion in  the  exercise  of  due  diligence. 

Petition  to  tever.  12.  The  record  shows 
that  no  new  interference  would  be  caused 
to  the  proposed  Carmichael  operation  by 
the  proposed  KVON  operation.  As  for 
the  proposed  KSAN  operation,  there  was 
never  any  interference  problem  between 
it  and  the  proposed  Csumichael  opera- 
tion. No  objections  have  been  filed  to 
the  petition  to  sever,  and  since  peti- 
tioners are  qualified  in  all  other  respects, 
the  severance  and  grant  of  petitioners' 
applications  is  in  the  public  interest. 


V. 


NOTICES 

Accordingly,  it  is  ordered.  Tliis  31st  day 
of  January  1962,  That  the  petition  to 
intervene,  reopen  record,  remand  and 
enlarge  issues,  filed  by  John  T.  Carey, 
Inc.  (KROYi  and  Cal-Val  Radio.  Inc. 
(KXOA>,  on  August  4,  1961,  is  denied: 
and 

It  is  further  ordered.  That  the  record 
in  this  proceeding  is  reopened  and  the 
proceeding  remanded  to  the  Chief  Hear- 
in£i  Examiner  for  further  proceedings 
consistent  with  lite  foregoing:  and 

It  ts  further  ordered.  That  the  petition 
of  Jack  L.  Powell  and  Alycc  M  Powell. 
Joint  Tenants  <KVONi  and  Golden  Gate 
BroadcastiniT  Corporation  iKSAN'  filled 
September  8.,  1961,  is  granted:  that  the 
Commissions  Order  FCC  60  808',  re- 
leased July  13,  1960.  in  the  above-en- 
titled proceeding  is  amended  by  removing 
from  hearing  the  application  tPile  No 
BP-12306'  of  Jack  L  Powell  and  Alycp 
M.  Powell.  Joint  Tenants  i  KVON  •  and 
the  application  iFile  No.  BP-12376i  of 
Golden  Gate  Broadcasting  Corporation 
'KSAN':  and  that  said  applications  of 
Jack  L.  Powell  and  Alyce  M.  Powell,  Joint 
Tenants  iKVON'  and  Golden  Gate 
Broadcasting  Corporation  KSAN'  are 
granted:  and 

It  IS  further  ordered.  That  Radio 
Carmichael's  request  for  h^ave  to  file  op- 
position, filed  on  September  11,  1961, 
IS  denied. 

Relea.std     February   1.   1962. 

ProiRAL  ComtxiNirATiONs 
Commission.' 
fsEAL  I  Ben  F    Waple. 

Acting  Secretary 

|PR      Dor      tV2    144«.     Piled.     Feb      IJ      li>6J. 
8   49   Hill  I 


FEDERAL  POWER  COMMISSION 

I  Docket  Nn   RUy2  7  etc  1 

FRED   BOWMAN   ET   AL. 

Order  Amending  Order  Accepting 
Filings,  and  Providing  for  Hearings 
on  and  Suspension  of  Proposed 
Changes  in  Rates  and  Making 
Rates  Effective  Upon  Filing  of 
Agreements   and   Undertakings 

February  6.  1962. 

Fied  Bowman  'Operator',  et  al  . 
Docket  No  RI62-7  etc.;  Bachus  Oil  Com- 
pany, Docket  No.  RI62-12. 

On  July  17.  1961.  Bachus  Oil  Company 
I  Bachus )  tendered  for  filing  a  proposed 
increase  in  rate  from  12  cents  per  Mcf 
to  13  cents  per  Mcf  at  14  65  psia  for 
jurisdictional  sales  of  natural  gas  from 
the  Hardtner  Field.  Barber  County. 
Kansas,  to  the  Cities  Service  Gas  Com- 
pany 'Cities  Service)  which  filing  has 
been  designated  as  Supplement  No  1  to 
Bachus'  FPC  Gas  Rate  Schedule  No.  4. 
On  August  9.  1961,  the  Commission  sus- 
pended the  effectiveness  of  Bachus"  pro- 
posed rate  increase  until  January  17. 
1962,  and  until  such  further  time  as  it  is 


made  effective  in  the  manner 
by  the  Natural  Gas  Act. 

On  October  25.  1961,  Bachw  »*rt  ■ 
required  motion  to  place  its  l^n^I 
rate  in  effect  subject  to  refuada^Z^ 
end  of  the  suspension  period.  Ob'oT 
comber  5,  1961,  the  increased  rale  n^ 
permitted  to  be  effective  as  of  Jmi^m 
17.  1962,  by  appropriate  notice  wlShi*. 
quired  the  filing  of  an  undertakkM  !§ 
as.sure  refund  of  any  excess  dMMM 
Satisfactory  agreement  and  undcrtattK 
was  filed  by  Bachus  on  December  t/lin 
pursuant  to  the  Commission's  afonae^ 
tioned  Notice  is.sued  December  S,  un 

On  November  6,  1961,  T^afhai  i^ 
mitted  an  amendatory  agreeomt  vlk 
Cities  Service  dated  November  1,  ini 
which  has  been  designated  at  8i| 
mrnt  No.  2  to  Bachus'  FPC  Qaa 
Schedule  No.  4.  and  adds  acreage 
the  same  terms  and  provisions  m  tki 
original  contract  between  Bachw  ad 
Cities  Service. 

Bachus   requests  that  the 
prt-ceedinj;  in  the  above-captloned  i 
et  be  considered  to  include 

from  certain   acreage  which  

cated  to  the  subject  contract  aftar  Im 
proposed  increased  rate  was 
and  suspended. 

The  Commi-ssion  finds:  Good 
has  been  shown  that  the 
order  i.ssued  herein  on  August  1.  UQ, 
suspending  Supplement  No.  1  to  Buttmt 
PPC  Giis  Rate  Schedule  No.  4.  aad  the 
Commi.ssion's  Notice  issued  berate  oa 
December  5.  1961,  permitting  anefa  ta- 
creased  rate  to  become  effective  nAJact 
to  refund,  be  amended  to  permit  the  ffi 
attributable  to  the  subject  addHtaal 
acreage  dedicated  by  Supplement  Ha.  ] 
to  Bachus'  FPC  Gas  Rate  Sehedirie  Ha 
4  to  be  sold  at  the  13^  per  Mcf  InereaMi 
nitc  subject  to  refund  of  fwrrHt 
collected  in  excess  of  the  proper  rate 
determined  in  Docket  No.  RI62-11. 

The  Commission  orders:  TtwOoBlBii* 
sions  order  issued  herein  on  Aocwt  t, 
1961.  suspending  Supplement  No.  1  tl 
Bachus'  FPC  Gas  Rate  Schedok  Ifa^i 
and  the  Commission's  Notice 
Decembers.  1961,  permitting  said  I 
ment  to  become  effective  lubfeet  It 
refund,  are  hereby  sonended  to  tiklafe 
the  additional  acreage  contained  ta 
Supplement  No.  2  to  Bachus'  FPC  Gas 
Rate  Schedule  No.  4. 

By  the  Commission. 

Joseph  H.  Oorana. 
Seeretuni' 

jFH      Dor      62    1419;     FUed.    Feb.    13,    1»«: 
8  45  a.m  ] 


>  DlMentlDg  oplnlODJi  of  CommlMlonera  Lee. 
Bartley.  and  Ford  ftled  aa  part  of  original 
doctoment. 


[Docket  No  RI60-396I 

F.  A.  GALLERY,  INC.,  ET  AL. 

Order  Amending  Order  ProiildlNI  ••» 

Klearings    on    and    Sutpeittlt*  •» 

Proposed   Changes  In  toNj?  •** 

Allowing  Rate  Changes  To  !•■•■• 

Effective  ,^^ 

FxaauABT  •.  in*- 

On  January   17.   1962.  P.  A. 
Inc.,  et  al.  (CaUery)  filed  4n  the 
entitled  proceeding  a  motion  lor 
to  file  a  trust  agreement  In  Ueo  of  r 


Tmtd^' 


February  13,  1962 


..MB*  to  aMure  refund  of  excess  charges 
•"Scribed  by  Paragraph  (B)  of  the 
^r^L^'m  OTder  issued  in  Docket  No. 
M  on  January  4,  1962.  Concur- 
ylth  the  filing  of  said  motion. 
fUed  an  Amendment  to  a  Trust 
iiiirtnrn*  previously  filed  in  this  pro- 
^StMMi  January  13,  1961.  pursuant  to 
^C5Bimi«sion's  order  issued  on  Decem- 
Sr  16  IWO.  making  effective  Supple- 
!Lt  No.  3  to  Callerys  FPC  Gas  Rate 
^Millie  No.  8  upon  the  establishment 
Tt^io^  fund  to  assure  refund  of  excess 
Said  supplement  having  been 

by   the   Commission's   order 

herein  on  June  10,  1960,  until 
jMBiber  16,  I960.  The  rate  schedule 
^IJnd  herein  pertains  to  CaUery's 
igji^letional  sales  of  natural  gas  pro- 
Mdbi Pecos  Valley  Field.  Pecos  Coun- 
I,  itus  (Railroad  District  No.  8)  and 
Ijd  to  Kl  Paso  Natural  Gas  Company. 

On  December  5, 1961.  CaUery  tendered 
lor  flUng  a  proposed  notice  of  cliange  in 
rate  i^Uch  provides  for  an  increased 
ntt  and  charge  from  15.6488  cents  per 
Hef  to  15.70925  cents  per  Mcf  at  14.65 
p^  Such  proposed  change  in  rate  has 
bMi  designated  as  Supplement  No.  1  to 
gippleoient  No.  3  to  CaUery's  FPC  Gas 
Rate  Schedule  No.  8  and  was  suspended 
^  the  Commission's  aforementioned  or- 
der iaued  in  Docket  No.  RI60-395  on 
Muiary  4. 1962,  for  one  day.  and  allowed 
l9  luch  order  to  become  effective  sub- 
)«et  to  refund  as  of  January  6.  1962, 
open  the  filing  by  CaUery  within  20  days 
(ran  the  date  of  the  issuance  of  said 
R^ieDikm  order,  an  agreement  and  tm- 
dertaklDg  to  comply  with  the  refunding 
ud  reporting  procedure  required  by  the 
Ratunl  Gas  Act  and  S  154.102  of  the 
rtfulations  thereunder. 

CaUery  now  desires  to  add  to  the  funds 
held  and  administered  by  the  Trustee, 
nnt  City  National  Bank  of  Houston, 
Hooiton.  Texas,  those  revenues  attrib- 
ntahle  to  the  Increase  in  price  from 
1S.MM  cents  to  15.70925  cents  per  Mcf 
pennltted  to  become  effective  under 
Soppiement  No.  1  to  Supplement  No.  3 
m  January  6.  1962,  by  Paragn4>h  (B) 
of  the  Commission's  order  issued  Janu- 
U7  4, 1M2,  in  Docket  No.  RI60-395.  To 
that  end.  CaUery  and  the  First  City  Na- 
tlQoal  Bank  have  entered  into  an 
Amendment  to  Trust  Agreement  dated 
January  16,  1962,  and  tendered  it  for 
flUng  with  CaUery's  aforesaid  motion 
dated  January  17, 1962. 

The  CtHnibission  finds:  Good  cause 
hu  been  shown  that  Paragraph  (B)  of 
the  Commission's  order  issued  January 
i  19«.  in  Docket  No.  RI6a-395,  wherein 
Supplement  No.  1  to  Supplement  No.  3 
to  CaUery's  FPC  Gas  Rate  Schedule  No. 
t  was  permitted  to  become  effective  sub- 
ject to  refund  upon  the  fiUng  by  Gallery 
of  Iti  agreement  and  undertaking,  should 
be  amended  to  permit  the  filing  by 
CiDery  of  a  trust  agreement  to  assure 
"fund  of  excess  charges. 

"Hie  Commission  orders: 

(A)  Paragraph  (B)  of  the  Commis- 
*o'i  order  issued  on  January  4,  1962. 
«  Docket  No.  RI60-395.  is  hereby 
■ojdod  to  permit  CaUery  to  file  a  trust 
UTiouent  in  Ueu  of  the  agreement  and 
"•••rt^king  prescribed  by  Paragri^h 
Ro. 
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(B)  <A  the  Commission's  aforementioned 
order. 

(B)  The  Amendment  to  Trust  Agree- 
ment filed  by  CaUery  on  January  17, 1962. 
appears  to  be  satisfactory  and  is  ac- 
cepted for  filing. 

(C)  Supplonent  No.  1  to  Supplement 
No.  3  to  CaUery's  FPC  Oas  Rate  Sched- 
ule No.  8  is  effective  from  January  6, 
1962.  subject  to  aU  the  terms  and  pro- 
visions of  CaUery's  Trust  Agreement 
fUed  on  January  11.  1961.  in  this  pro- 
ceeding, and  the  refunding  and  report- 
ing procedure  required  by  the  Natural 
Gas  Act  and  §  154.102  of  the  regula- 
tions thereunder.  The  Trust  Agreement 
and  Amendment  thereto  shall  remain 
in  fuU  force  and  effect  until  discharged 
by  the  Conunission. 

By  the  Commission. 

Joseph  H.  Gutride, 
Secretary. 

[P.R.    Doc.    62-1420;    Piled.    Feb.    12,    1962; 
8:45  a.m.| 


(Docket  No6.  C?P62-63,  CP62-66] 

EL  PASO  NATURAL  GAS  CO.  AND 
NORTHERN  NATURAL  GAS  CO. 

Notice  of  Applications  and  Date  of 
Hearing 

February  6. 1962. 

Take  notice  that  on  September  14. 
1961,  as  supplemented  on  October  26. 

1961.  El  Paso  Natural  Gas  Company  (El 
Paso),  Post  Office  Box  1492.  El  Paso, 
Texas,  filed  in  Docket  No.  CP62-63.  and 
on  September  14,  1961.  as  supplemented 
on  October  30.  1961,  Northern  Natural 
Gas  Company  (Northern).  2223  Dodge 
Street,  Omaha,  Nebraska,  filed  in  Docket 
No.  CP63-66,  appUcations  pursuant  to 
section  7(c)  of  the  Natural  Gas  Act  for 
certificates  of  public  convenience  and 
necessity  authorizing  the  exchange,  on 
a  best  efforts  basis,  of  30,000  Mcf  of  nat- 
ural gas  per  day  during  the  period  from 
November  1, 1961,  through  December  31. 

1962,  aU  as  more  fully  set  forth  in  the 
appUcations,  as  supplemented,  on  file 
with  the  Commission  and  open  to  public 
inspection. 

The  appUcations  show  that  the  pro- 
posed exchange  wiU  be  accomplished 
by  use  of  existing  faciUties  and  without 
charge  or  payment  by  either  applicant. 

Northern  and  El  Paso  presently  aie 
authorized  to  exchange  up  to  475.000 
Mcf  of  natural  gas  per  day  at  certain 
interconnections  in  Oklah<»na  and  Texas 
and  at  certain  deUvery  points  along  El 
Paso's  Plains-Dumas  transmission  pipe- 
line whereby  El  Paso  makes  certain  de- 
liveries for  the  account  of  Northern. 
Under  the  subject  proposed  exchange. 
Northern  wlU  deUver  additional  ex- 
change gas  to  EI  Paso  at  the  latter's 
Plains  Compressor  Station.  Yoakum 
County,  Texas,  and  El  Paso  will  deUver 
equivalent  volumes  of* additional  ex- 
change gas  to  Northern  at  El  Paso's 
Dumas  Station.  Moore  County,  Texas. 

Northern  states  that  in  the  past  it 
has  had  approximately  15  biUion  cubic 
feet  of  aUowables  cancelled  by  the  New 
Mexico  OU  Conservation  Commission  in 
Lea   County,   New   Mexico.     Northern 
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states  further  thok  it  is  currently  in  an 
underproduced  position  in  Lea  County 
and  is  faced  with  further  cancellation, 
and  that  cancellation  of  aUowables  wlU 
be  reduced  to  the  extent  that  volumes 
of  gas  are  deUvered  to  El  Paso  under  the 
subject  proposed  exchange  arrangement. 

The  proposed  exchange  wiU  be  made 
pursuant  to  an  agreement  between  the 
two  AppUcants.  dated  October  20,  1061. 

These  related  matters  should  be  heud 
on  a  consolidated  record  and  disposed  of 
as  promptly  as  possible  under  the  a]n>U- 
cable  rules  arul  regulations  and  to  tiiat 
end: 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  up<m  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natural  Gas  Act.  and  the 
Conunission's  rules  of  practice  and  |«o- 
cedure.  a  hearing  wiU  be  hdd  on  March 
12.  1962.  at  9:30  a.m.,  e.s.t..  in  a  Hearing 
Room  of  the  Federal  Power  Commiaaion, 
441  G  Street  NW..  Washington.  D.C.. 
concerning  the  matters  involved  in  and 
the  issues  presented  by  such  aiqDltea- 
tions:  Provided,  however.  That  the  Com- 
mission may,  after  a  non-contested 
hearing,  dispose  of  the  proceedings  pur- 
suant to  the  provisions  of  S  1.30(c)  (1) 
or  (2)  of  the  Commission's  rules  of  prac- 
tice and  procedure.  Under  the  pro- 
cedure herein  provided  for,  unless  other- 
wise advised,  it  wiU  be  unnecessary  fdr 
Applicants  to  appear  or  be  represoited 
at  the  hearing. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis- 
sion, Washington  25.  D.C.,  in  accordance 
with  the  rules  of  practice  and  procedure 
(18  CFR  1.8  or  1.10)  on  or  before  Feb- 
ruary 28,  1962.  FaUure  of  any  party  to 
appear  at  and  participate  in»  the  hearing 
shaU  be  construed  as  waiver  of  and  con- 
currence in  omission  herein  of  the  inter- 
mediate decision  procedure  in  cases 
where  a  request  therefor  is  made. 

Joseph  H.  OuTRiOE, 
Secretary. 

(P.R.    Doc.    62-1421;    FUed,    Feb.    12.    1962; 
8:45  a.m.] 


(Docket  I^o.  RI61-112] 

LONDON  GAS  COMPANY  ET  AL. 

Order  Substituting  Successor  in  interest 
as  Respondent  and  Redesignating 
Proceeding 

February  6. 1962. 

On  September  12.  1961,  London  Gas 
Company,  et  al.  tendered  for  fUlng  an 
appUcation  to  be  substituted  for  D.  E. 
London,  et  al.  as  respondent  in  the  rate 
suspension  proceeding  styled  under  the 
above  docket  number.  The  appUcation 
states  that  D.  E.  London  has  assigned  to 
London  Oas  Company,  an  Oklahoma 
Corporation,  aU  interests  in  gas  leases 
described  in  D.  E.  London's  FTC  Gas 
Rate  Schedule  Nos.  1,  3,  and  6,  relating 
to  sales  of  natural  gas  to  Lone  Star  Oas 
Company  from  the  producing  area  of 
Asphaltum  Field,  Stephens  and  Jeffer- 
son Counties,  Oklahoma.  Supplement 
Nos.  2.  2  and  2  to  D.  E.  London,  et  al.'s 
FPC  Gas  Rate  Schedule  Nos.  1,  3  and  6 
were  suspended  by  order  of  the  Commis- 
sion issued  September  30, 1960,  in  Docket 
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No.  RI61-112.  and  London  Gas  Company 
aeeka  to  be  substituted  In  lieu  of  D.  E 
London  as  respondent  In  this  proceeding 

On  May  22,  1961.  London  Gas  Com- 
I)any  fllei  Its  bond  pursuant  to  notice  of 
the  Cwnmisslon  issued  April  28.  1961. 
assuring  refunds  for  any  amounts  sub- 
sequently found  not  justified  m  tins 
proceeding. 

The  Commission  finds  It  is  neces.-.>iiv 
and  proper  in  carrying  out  the  provision^ 
of  the  Natural  Gas  Act.  that  London  Gas 
Company  be  substituted  for  D  E  London 
in  the  proceeding  in  IDocket  No  RI61- 
112.  and  that  said  proceedini.;  b>^  irdfsiL'- 
nated  as  hereinafter  ordered 

The  Commission  orders 

(A)  London  Gas  Company  is  henby 
substituted  for  D.  E  London  in  the  pro- 
ceeding in  Docket  No  RI61-112  and  said 
proceeding  is  hereby  redesignated  Lon- 
don Gas  Company,  et  al  .  Docket  No 
RI61-112. 

(B)  The  surety  bond  filed  by  London 
Gas  C<xnpany  pursuant  to  notice  of  the 
Commission  Issued  March  16.  1961.  as 
amended  by  notice  of  the  Commission 
lasiied  April  28,  1961.  shall  remain  in  full 
force  and  effect  in  accordance  with  the 
provisions  set  forth  in  the  said  notices. 

By  the  Commission. 

Joseph  H  Outride. 

Secretary. 

IF.R      E)oc.    62-1422,     Plied.     Feb      12,     1962. 
8  45  am  1 


NOTICES 

Clmrriant .    Clat'n  So  .  and  Proprrty 

Hcrbertu.s  Juhanues  Voiik.  Utrecht.  Tlie 
Netherlands  Claim  No  47792,  $183  61  In  the 
rreaaury  ol  the  United  Stales.  All  right. 
utle    interest   a\\<X  claim  of   whatsoever  kind 

or  nature  in  .md  tu  e\ery  copyright,  claim  of 
copyrigh'  Uceruse  atcreenient.  privilege, 
power  .md  t-very  riKht  of  wh.iLsoever  nature. 
including  but  iMt  linut«'d  U)  .ill  monies  and 
.niountji  by  w;iv  of  roy;iUles.  .shares  of 
profits  or  other  cni' ihinient .  and  all  c.iu.ses 
•  ■'.  action  aci-rued  or  to  .iccrue,  rel.itmc  tn 
!!.e  Work  entitled  I);e  Verd.iuunk;  Bel  Uen 
Nlfdcren  Vertebr.itcn  by  H  J  Vonk  t(j  the 
extent  ov^ned  bv  Dr  Her»nrtus  Johannes 
Vonk  inunetli.ile;v  prior  'o  the  w^tln^; 
thereof  by  Ve.-,lin»?  Order  No  40,!4  txecuted 
on  Autcu.st  1*;  1144  , '.)  FH  !  i782  N  n  .tr.b.-r 
17    1944  1 


IDocket  No  CP62-61 

TEXAS  EASTERN  TRANSMISSION 
CORP.  AND  TEXAS  GAS  TRANS- 
MISSION  CORP. 

Notice  of  Postponement  of  Hearing 

February  6.  1962. 
Take  notice  that  the  hearing  in  the 
above-desifi;nated  matter  now  scheduled 
for  February  27.  1962,  Ls  hereby  post- 
poned subject  to  the  further  order  of  the 
Commission  or  to  a  date  to  be  hereafter 
fixed  by  further  notice  of  the  Secretary. 

Joseph  H.  Gutride, 

Secretary. 

(F.R.    Doc      62-1423:     Piled.    Feb      12.     1962. 
8  46  am  I 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien   Property 

HERBERTUS  JOHANNES  VONK 

Notice  of  Intention  To  Return  Vested 
Property 

Piu-suant  to  section  32< f  >  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to 
rcttim.  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following  prop- 
erty located  in  Washington,  DC.  Includ- 
ing all  royalties  accrued  thereunder  and 
all  damages  and  profits  recoverable  for 
past  Infringement  thereof,  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses : 


ExocuU'd     al     \V.»-!;in  Moll      PC 
P'rbruaiy  6.    l<)t;j 

For  the  .•Mtotii-y  Gt'iifiiil 


CI'. 


ISEAL I 


Pmi.  \    Myron 
Deputy  Director 
Office  of  Alien  Property 

KR      I>.c      62    1437,     Filed      Feb      12,     1062; 
8   48   .1  !i\   ; 


THEA    HARDT 

Notice  of  Intention  To  Return  Vested 
Property 

Pursuant  to  section  32' f'  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resultinK  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxe.s  and  con.serva- 
tory  expenses 

Claimant    CUii"i  S'    Propc-'y   and  l.ot'atutn 

Mrs  The.i  Hardt  Pelz^.i-ve  11.  B.ider.  bei 
Wlen.  Austria.  Claim  No  44785  VestiiiR 
Order  No  8711  fJ'n  75  In  the  Trrn.sur\  of  he 
United  States 

Executed  at  Wa.shiimton,  DC.  on 
February  6,  1962 

For  the  Attorney  General 

rsEAi.  I  Paul  V    Myron. 

Deputy  Director. 
Office  of  Alien  Property. 

[KR      Doc      62    14.J8.     Filed      Feb      I.'.     19«J 
a  48  a  m  I 


Ciiii  }nau  t .  Clairn  No  .  Property,  mi4  Immti 

Tlie  State  of  the  Netherlanda  fot  tht^k. 
(It  of  Franz  Rosenthal.  Mx%.  Mh^  »2^ 
Ciuttfleld.  George  Lehwew,  Ha«^j  ^?* 
LehwesB,  lUe  Henrlette  Bohlandog*  ^?^ 
L  Bolan,  Dr  Alfred  Kroner,  *»«|  ^5 
Mr.s  Mathilde  Fraeiikel.  and  BnUlit  lSS^' 
I.  S  Claim  No  1035.  Vesting  OnWr  Bo^JS; 
Tlie  Netlierland.s  Embassy,  Offlcc  ot  tk^! 
nanclal  Att.iche.  1470  Buclld  Stnat  ■» 
Wa.shiimr on  <>.  DC  .  All  right.  Utlt  UmZi 
tcre-st  of  the  .^tturncy  General  acqi*^ ^fc_ 
huant  t*)  Vesting;  Order  No.  1U21  (M«»^ 
lu0y7  October  3  1951)  In  and  to:  Atm^t^ 
lupeK.i  A:  Santa  Fe  Railroad  Co.,  4%uh 
Bond  .No  1J2413  in  the  principal  aatt«^ 
?l  000,  and  Norf./llc  A:  Western  BaUvtt  qT 
4  19.16  Bond.s  Nos  D4557  and  D711J  4  jjz 
pnni  '.p.il  amnunt  of  $500  each 

Executed    at    Wa.shington,    DC    m 
February  6,  1962.  '    ' 

For  the  Attorney  General. 


STATE  OF  THE  NETHERLANDS  ET  AL. 

Notice  of  Intention  To  Return  Vested 
Property 

Pursuant  to  section  32' f'  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to  re- 
turn, on  or  aftef  30  days  from  the  date  of 
publication  hereof,  the  following  prop- 
erty, subject  to  any  Increase  or  decrease 
resulting  from  the  administration  there- 
of prior  to  return,  and  after  adequate 
provision  for  taxes  and  conservatory 
expenses : 


I  .SEAL 


I  F  K      U. 
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Paul  V.  Mvioa. 
Deputy  Direetcr, 
Office  of  Alien  Property. 

1439:     Filed.    Feb.    IJ.   m 
8  48  a  m  I 


STATE  OF  THE  NETHERLANDS  AND 
PIETER   BUISMAN 

Supplemental   Notice  of  Intentten  Ti 
Return   Vested   Property 

Pursuant  to  .section  32<f»  of  ttacTnd- 
tuK  With  the  Enemy  Act.  as  mmw^ 
notice  IS  hereby  given  of  intentkn  k 
return,  on  or  after  30  days  fromtbeMl 
of  publication  hereof,  the  followlaf ; 
erty.  subject  to  any  increase  or 
resulting  from  the  administration  tbm- 
of  prior  to  return,  and  after  ideqpti 
provLsion  for  taxes  and  conserrttorr 
expenses 

riiiifui'it    cUii'ii  .Vo     Property,  and  LoeaOit 

The  State  ol  The  Netherlands  for  the  kHi- 
tii  of  Pteter  Bulsnmn:  Claim  No.  117,  Tat- 
ing  Order  No  18521:  aU  right.  UUt  aai  li- 
terest  of  the  Attorney  Geoeral  MqiM 
pursuant  to  Vesting  Order  No.  liS31  (liPl. 
10097.  October  3.  1951)  In  and  to  Soutba 
Pacific  Railroad  Co  ,  4'i  1955  Bond  Ho.  Mil 
in  the  principal  amount  of  91,000. 

Executed  at  Washington,  DC.  on  P*- 
ruary  6.  1962. 

For  the  .Mtoi  noy  General. 

I  .SEAL  I  Paul  V.  Myiok. 

Deputy  Director. 
Office  of  Alien  Properti 

\yR     D<>c     fi2   1440:     Filed.    Feb.    IJ.  IMl; 
8  48  a  m  1 


INTERSTATE  COMMEKE 
COMMISSION 

FOURTH   SECTION  APPLICATIONS 
FOR   RELIEF 

Febrdaiy  1. 1*«2- 

Protests  to  the  granting  of  an  "PPj^ 
tion  must  be  prepared  in  »ccordMieM» 
Rule  40  of  the  general  rules  of  V^eaa 
(49  CFR  1.40)  and  fUed  within  1»«J 
from  the  date  of  publicaUon  of  fU*  »• 
tice  In  the  Federal  Recistki. 


fte$day,  February  13,  1962 

Long-and-Short  Haul 

■RA  No  37550 :  Iron  or  steel  plate  or 
^to Greenville.  Miss.  PUed  by  O.  W. 
(Mth  Jr  went  (No.  A4153) ,  for  inter- 
21(1  rail  carriers.  Rates  on  plate  or 
[kMt  iion  of  steel,  noibn,  galvanized, 
?^ted  or  plain,  corrugated,  or  not  cor- 
Jnted  and  strip  steel,  noibn,  in  car- 
^dTfrom  Portsmouth,  Ohio,  to  Green- 

ytOe.hUas. 

Grounds  for  relief:  Barge  competition. 

Xgrifl  Supplement  30  to  Southern 
ptdfbt  Association  tariff  I.C.C.  S-163. 

PSA  No.  37551 :  Joint  motor-rail  rates 
tfgtgeen  points  in  the  United  States. 
M|ed  by  liiiddlewest  Motor  Freight  Bu- 
raw  agent  (No.  326),  for  interested 
(gjrien.  Rates  on  commodities  moYing 
on  class  and  commodity  rates,  loaded  in 
^Miwv  trailers  of  the  motor  carriers 
orer  the  highways,  thence  transported 
on  raUroad  flat  cars  of  the  railroads. 
Iietwecai  points  in  Middlewest  territory 
(tncloding  Alaska  and  Canada) ;  between 
points  In  Middlewest  territory  (including 
Hi«.ka  and  Canada) ,  on  th^  one  hand, 
ind  points  in  Central  States  and  south- 
vcftern  territories,  on  the  other;  and 
between  points  in  southwestern  territory, 
OD  the  one  hand,  and  points  in  Central 
States,  on  the  other. 

OioundB  for  relief :  Motor-truck  com- 
petition. 

FBA  No.  37552 :  Soda  ash  to  Charles- 
ton and  Georgetown.  S.C.  Filed  by 
Southweetem  Freight  Bureau,  agent 
(Ho.  B-4145) ,  for  Interested  rail  carriers. 
Bates  on  soda  ash,  in  bulk  or  in  bulk  in 
bap,  barrels,  boxes  or  pails,  in  carloads, 
tram  Lake  Charles  and  West  Lake 
Cbarles,  La.,  also  Corpus  Chrlsti  and 
Ftwport,  Tex.,  to  Charleston  and 
Qewgetown,  S.C. 

Grounds  for  relief:  Market  competi- 
tkn. 

Ttfilfs:  Supplements  848  and  18  to 
Southwestern  Freight  Bureau  tariffs 
I.C.C.  4139  and  4450. 

FSA  No.  37553:  Soda  ash  to  Port 
Wentworth,  Savannah,  and  West  Savan- 
nth,  Oa.  Filed  by  Southwestern  Freight 
Bureau,  agent  (No.  B-8146),  for  inter- 
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ested  rail  carriers.  Rates  on  soda  ash, 
in  bulk  or  in  bulk  in  bags,  barrels,  boxes, 
or  psJls,  in  carloads,  from  Lake  Charles. 
La.,  also  Corpus  Chrlsti  and  Freeport, 
Tex.,  to  Port  Wentworth,  Savannah  and 
West  Savannah,  Oa. 

Grounds  for  relief:  Market  com- 
petition. 

Tariffs:  Supplements  848  and  18  to 
Southwestern  Freight  Bureau  tariffs 
I.C.C.  4139  and  4450. 

By  the  Commission. 

I  seal]  Harold  D.  McCoy, 

Secretary. 

(PR.    Doc.    62-1434;    Filed.    Feb.    12,    1962; 
8:47  a.m.] 


[Rev.  S.O.  562.  Taylors  I.C.C.  Order   141] 

ST.  JOHNSBURY  AND  LAMOILLE 
COUNTY  RAILROAD 

Rerouting  or  Diversion  of  TrafRc 

In  the  (Hrinion  of  Charles  W.  Taylor, 
agent,  the  St.  Johnsbury  &  Lamc^e 
County  Railroad,  account  derailment  be- 
tween Sh^d(m  Junction  and  St.  Johns- 
bury,  Vermont,  is  unable  to  transport 
traffic  routed  over  its  line. 

It  is  ordered.  That: 

(a)  Rerouting  traffic:  The  St.  Johns- 
bury  &  Lamoille  County  Railroad  and  its 
connections,  account  derailment  between 
Sheldon  Junction  and  St.  Johnsbury, 
Vermont,  are  hereby  authorized  to  divert 
or  reroute  such  traffic  over  any  available 
route  to  expedite  the  movement,  regard- 
less of  routing  shown  on  the  waybill. 
The  billing  covering  all  such  cars  re- 
routed shall  carry  a  reference  to  this 
order  as  authority  for  the  rerouting. 

(b)  Concurrence  of  receiving  roads  to 
be  obtained:  The  railroad  desiring  to 
divert  or  reroute  traffic  under  this  order 
shall  confer  with  the  proper  transporta- 
tion officer  of  the  railroad  or  railroads 
to  which  such  traffic  is  to  lie  diverted  or 
rerouted,  and  shall  receive  the  concur- 
rence of  such  other  railroads  before  the 
rerouting  or  diversion  is  ordered. 
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(c)  Notification  to  shippers:  The 
carriers  rerouting  cars  in  accordance 
with  this  order  shall  notify  each  shUver 
at  the  time  each  car  is  rerouted  or 
diverted  and  shall  furnish  to  such 
shipper  the  new  routing  provided  tuider 
this  order. 

(d)  Inasmuch  as  the  diversion  or  re- 
routing of  traffic  by  said  agent  is  denned 
to  be  due  to  carrier's  disability,  the  rates 
applicable  to  traffic  diverted  or  rerouted 
by  said  agent  shall  be  the  rates  which 
were  applicable  at  the  time  of  shiixnents 
on  the  shipments  as  originally  routed. 

(e)  In  executing  the  directions  of  the 
Commission  and  of  such  Agent  provided 
for  in  this  order,  the  common  carriers  in- 
volved shall  proceed  even  though  no  nm- 
tracts,  agreements,  or  arrangements  now 
exist  between  them  with  reference  to  the 
divisions  of  the  rates  of  transportation 
applicable  to  said  traffic;  divisions  shall 
be,  during  the  time  this  order  remains  in 
force,  those  volimtarily  agreed  upon  by 
and  between  said  carriers;  or  upon  fail- 
ure of  the  carriers  to  so  agree,  said  divi- 
sions shall  be  those  hereafter  fixed  by 
the  Commission  in  accordance  with  the 
pertinent  authority  conferred  upon  it  by 
the  Interstate  Commerce  Act. 

(f )  Effective  date :  This  order  shall  be- 
come effective  at  9:00  a.m.,  February  7, 
1962. 

(g)  Expiration  date:  This  order  shall 
expire  at  11:59  pjn.,  February  12,  1962, 
unless  otherwise  modified,  changed,  sus- 
pended or  annulled. 

It  is  further  ordered.  That  this  order 
shall  be  served  upon  the  Association  of 
American  Railroads,  Car  Service  Divi- 
sion, as  agent  of  all  railroads  subscribing 
to  the  car  service  and  per  diem  agree- 
ment under  the  terms  of  that  agreement 
and  by  filing  it  with  the  Director.  Office 
of  the  Federal  Register. 

Issued  at  Washington,  D.C.,  February 
7, 1962. 

Interstate  Cokkcrcb 

commissiok, 
Charles  W.  Taylor, 

Agent. 

(F.R.    Doc.    62-1435;    Piled,    Peb.    12,    1W2: 
8:47  a.m.] 
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THE  PRESIDENT 
MBnorandwm 

prerentlng  conflicts  of  interest 
oD  the  part  of  advisers  and 
coMultants  to  the  Government; 
Bftnnrandum  to  the  heads  of 
eiecutlve  departments  and 
igencles-- 13*1 

EXECUTIVE  AGENCIES 

Agricultural  Marketing  Seivke 

Rous  Ajn)  Regulations  : 

Qrtpefniit  grown  in  Indian  River 
district  in  Florida;  determina- 
tion on  expenses  and  fixing  of 
rate  of  assessment  for  1961-62 
period 1349 

Agriculture  Department 

See  Agricultural  Marketing  Service. 

Alwn  Property  Office 

NoTids: 

Intentions  to  return  vested  prop- 
erty: 

Rlchter.  Walter 1402 

Scala,  Nicola,  et  al 1402 


Army  Department 

5ee  Engineers  Corps. 


Atomic  Energy  Commission 

Noncis: 

ABC  and  Commonwealth  of  Ken- 
tucky; agreement  for  discontin- 
OHQce  of  certain  Commission 
regulatory  authority  and  re- 
sponsibility within  the  Com- 
monwealth      1373 

Aerojet-General  Nucleonics;  ex- 
tension of  completion  date 1372 

Union  Carbide  Corp.;  issuance  of 
amenctoent  to  utilization  facil- 
ity license 1373 

Ruus  AHD  Regulations  : 

bonptions  and  continued  regula- 
tory authority  in  agreement 
rtates  under  section  274 1351 

IJcenaing  of  byproduct  material..     1350 


Contents 


Civil  Aeronautics  Board 

Noncis: 

Hearings,  etc.: 

Braniff  Airways.  Inc.,  and  Pan 
American  World  Airways, 
Inc.,  interchange 

Nevada  Airmotive  Corp.  and 
Trans  World  Airlines,  Inc.; 
purchase  of  certain  aircraft. . 

Shulman,  Inc.,  et  al.;  interna- 
tional airfreight  forwarder 
Investigation 

Civil  Service  Commission 

Nonces: 

Patent  Administration  et  al.; 
manpower  diortage  positions. .  _ 

RULBS  AHD   RkGTTLATIONS  : 

Training;  miscellaneous  amend- 
ments  

Commerce  Department 

Notices  : 

Statements  of  changes  in  financial 
Interests: 

Schlueter.  Louis  A 

Whitlock,  James  P 

Defense  Department 

See  Engineers  Corps. 

Engineers  Corps 

Rules  and  Regulations: 
Bridge  regulations;  Charles  River, 
Mass 

Federal  Aviation  Agency 

Proposed  Rttle  Making: 

Airborne  ATC  transponder  equip- 
ment; technical  standard  order - 

Control  zone;  alteration 

Free  balloon  pilot  certificates  lim- 
ited to  hot-air  balloons;  issu- 
ance  

Rules  and  Regulations: 

Federal  airways  and  control  area 
extensions,  alteration;  and  al- 
teration and  designation  of  re- 
stricted area,  and  designation 
of  tnuMition  area 

Restricted  area,  designation;  and 
alteration  of  Federal  airway— 


Federal  Communications 

Commission 

Notices  : 

Brandon  Tire  k  Battery  Co.;  order 

to  show  cause 1375 

1375      „ 

Hearings,  etc.: 

Asheboro      Broadcasting      Co. 

,0^4  (WGWR) 1375 

Baysden,  W.  E 1375 

Commimity  Service  Broadcast- 

1374  ®^^'  ^'^•'  ®^  ^ ^^''^ 

Eastern    Broadcasting    System, 

Inc.,  et  al 1376 

K     &     H     Television    Station 

(KFUR-TV)  et  al _     1377 

Lord  Berkeley  Broadeasting  Co., 

1375  Inc.,     and     Grand     Strand 
Broadcasting  Co 1378 

Peninsula  Television  Broadeast- 
1349  ing  Corp.  and  Eastern  Shore 

Microwave  Relay  Co 1378 

Pioneer     States     Broadcasters, 
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Presidential  Documents 

Title  3— THE  PRESIDENT 

Memorcmdum  of  February^,  1962 

[PREVENTING  CONFUCTS  OF  INTEREST  ON  THE  PART  OF  ADVISERS 
AND  CONSULTANTS  TO  THE  GOVERNMENT] 

Memorandum  to  the  Heads  of  Executive  Departments  and  Agencies 

( )vor  the  past  twenty  or  more  ^eais  depuit  inonts  and  agencies  of  the 
(loveniment  have  made  increasinjr  u.^>  of  part-time  consultants  and 
atlvisers  and  of  advisory  groups.  Tlie  services  of  liighly  skilled  per- 
sons on  a  part-time  and  intermittent  basis  is  in  the  interest  of  the 
(lovernment  and  provides  the  Government  witli  an  indispensable 
.sourre  of  expert  advice  and  knowledge.  Since,  however,  such  per- 
sons have  their  principal  employment  outside  the  Government,  and 
frequently  with  Dusiness  entities  wliidi  are  doing  business  with  the 
(lovemment  or  with  universities  which  receive  Government  grants,  a 
number  of  conflict  of  interest  problems  arise  from  time  to  time.  It 
is  important  that  departments  and  agencies  of  the  Government  over- 
see the  activities  of  such  consultants  in  order  to  insure  that  the  public 
interest  is  protected  from  improper  conduct  and  that  consultants  will 
not,  through  i^orance  or  inadvertence,  embarrass  the  Government 
or  themselves  in  their  activities. 

Many  intermittent  personnel  serving  the  Goveimnent  today  ai-e 
individuals  with  specialized  scientific  knowledge  and  skills  who  are 
regularly  employed  in  industry,  research  institutes  or  education. 
Their  employers  in  many  cases  have  contracts  with  or  research  grants 
from  the  Government.  The  areas  in  which  the  skills  and  talents  of 
these  individuals  are  put  to  use  by  the  Government  on  a  part-time 
basis  may  be  the  same  as  the  areas  with  which  the  contracts  or  grants 
received  by  their  employers  from  the  Government  are  concerned.  An 
individual  employed  by  a  university  may  act  as  an  intermittent  con- 
sultant not  only  for  the  Government  but  for  a  private  firm  and  either 
his  university  or  the  firm  or  both  may  be  engaged  in  work  for  or 
supported  by  the  Government.  A  consultant  to  the  Government  may 
have  other  financial  connections  with  firms  doing  business  with  the 
(lOvemment  in  the  general  area  of  his  expertise  and,  therefore,  his 
consultancy.  The  many  possible  interrelationships  between  a  con- 
sultant's service  to  the  Government  and  his  own  and  his  employer's 
financial  interests  demonstrate  that  conflicts  prfrhlems  may  frequently 
arise. 

Both  the  part-time  adviser  and  the  department  or  agency  which 
makes  use  of  his  services  must  be  alert  to  the  possibility  of  conflicts. 
It  is,  of  course,  incumbent  upon  the  consultant  to  familiarize  himself 
with  laws  and  regulations  applicable  to  him.  The  responsibility  of  the 
agency  is  equally  great.  It  must  assist  the  consultant  to  understand 
those  laws  and  regulations.  It  must  obtain  from  him  such  informa- 
t  ion  concerning  his  financial  interests  as  is  necessary  to  disclose  possi- 
ble conflicts,  ft  must  take  measures  to  avoid  tlie  use  of  his  services  in 
any  situation  in  which  a  violation  of  law  or  regulation  is  likely  to 
(M'cur.  And  it  must  take  prompt  and  proper  disciplinary  or  remedial 
action  Avhen  a  violation,  whether  intentional  or  innocent,  is  detected. 

Most  of  the  departments  and  agencies  of  the  Government  currently 
liave  regulations  applicable  to  intennittent  consultants  and  advisers. 
There  is,  however,  considerable  diversity  in  their  detail  and.  in  some 
cases,  their  interpretation  of  applicable  law.  While  the  problems  will 
undoubtedly  vary  from  department  to  agency,  and  different  rules  and 
regulations  may  in  some  instances  be  appropriate,  I  believe  it  de- 
sirable to  achieve  the  maximum  uniformity  possible  in  order  to  in- 
sure general  standards  of  common  application  throughout  the  Gov- 
ernment.   This  memorandum  is  designed  to  achieve  that  purpose. 
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(  't  )N  II.ICT-OK- 1  M  KRK.-^T  S  I  ATITKS 

Tliere  are  six  basic  conflict-of-iiitcrt'st  laws  which  are  peitiiieiu  to 
the  subject  matUT  of  this  memorandum.  Four  of  the  hiws,  sections 
281,283,434  and  1914  of  Title  18  of  the  I'nited  States  Code,  in  general 
prohibit  certain  activities  by  a  person  who  is  in  the  employ  of  the 
Government.  Two  statutes,  se<'ti()n  284  of  Title  18  and  section  9'J 
of  Title  5,  prohibit  a  perjon  who  has  left  the  employ  of  the  (lovern- 
inent  from  enffafjini:  in  rortain  ai-tivities  during  a  two-year  period 
followinfi^  the  terniiiiiit  ion  of  his  (Jovernment  service.  The  six  statutes 
are  set  forth  in  full  in  the  jippendix  to  tliis  memorandum.  They  con- 
tain restrictions  wliich.  with  an  exception  discussed  hereafter,  are 
fully  aj)i)lical)Ie  to  ;in  iiidividual  who  seives  or  has  served  the  (io\  - 
ernment  as  ;in  udxist-r  of  consultant,  wlu'lher  with  or  without  coin- 
{)ensation.      The  .-ix  >i:itiiles  are  dixiissed  Si-parately  below. 

18  f'.'V.r.  281.  This  .-.t<itut4'  prohibits  an  "oflicer  or  einploy»'e  of 
the  Unit*«d  States  or  any  department  or  ajrency  thereof"  from  re 
ceiving  ov  a<ri"eein<;  to  receive  c4)mjH'nsat ion  for  any  s<n*vices  iender»Ml 
in  relation  to  any  "prcK-ee^iing,  contrait,  claim,  controvei-sy,  charge, 
accusation,  arrest,  or  other  matter  in  which  the  Tniteil  Mates  is  a 
party  or  direc.tly  or  indii-eotly  inteivsted.  l)efoi-e  any  department, 
afjency,  court  martial,  [or]  olhcer.  .  .  ."  In  "general,  the  effect  of 
this  section  is  to  pi-e<-lude  a  (Jovernment  employee  from  acting,  in 
most  of  the  important  matters  that  come  U'foi-e  the  Govenunent  de- 
partments and  agencies,  on  behalf  of  a  n(m-(Jovernment  employer  or 
other  pers<m  from  whom  he  i-eceives  comjHMisation. 

I  have  receiver!  an  opinion  from  the  Attorney  (Jeneral  conclud- 
ing that  18  r.S.C".  2^1  iipplias  to  all  intermittent  consultants  and 
advisers  on  those  days  on  which  they  are  actually  employed  by  the 
Government  but  tiiat  it  applies  only  to  certain  consultants  and  ati- 
visers  on  the  days  duiing  the  i>eriod  of  their  availability  for  (Jov- 
ernment service  when  (hey  aiv  not  .so  employe<l.  Those  to  whom 
section  281  applies  on  their  days  awav  from  the  (Jovernment  service 
are:  intermittent  consultants  and  a(Ivi>ers  whose  (Jovernment  em- 
ployment during  the  jH'riod  of  their  availability  occupicxS  a  siibstan 
tial  portion  of  that  perifxl,  or  affords  their  principal  means  of 
livelinfxxl. 

In  order  to  clarify  tiie  application  of  section  2Sl  ami  promote  its 
policies,  each  department  and  ag«Micy  should  take  steps  to  insure 
that  at  the  time  a  consultant  or  adviser  is  appointed,  an  accurate 
estimat4»  is  made  of  the  extent  to  which  it  will  make  u<e  of  his  st'r\  - 
ices.     Tlie  following  rules  should  1k^  employ»'d  : 

(a)  No  ap|M)intnieiit  >!ioiild  extend  U'vond  the  end  of  ilie  cnneiit 
fiscal  year. 

(b)  The  |)eriod  of  appointment  to  l)e  made  for  a  part,  or  all,  of  the 
fiscal  year,  or  of  the  remaining  part  of  the  \'\>ca\  year,  should  ivflect 
the  agency's  be>f  e<timat*'  of  its  em[)loyment  of  tlie  individual. 

(c)  WTiether  the  estimate  is  that  the  consultant  or  adviser  will  1k^ 
employed  intermittently  throughout  the  entire  tis<'al  year  or  that  part 
of  the'year  which  remains  at  the  time  of  ai)ix)intment,  or  throughout 
a  shoiter  interval,  the  api)ointment  should  1)0  made  as  follows: 

(1)  If  the  agency  e.->timates  that  the  consultant  or  adviser  will  U" 
employed  40' r  or  more  of  the  time  within  the  iH'riod  designatwl,  the 
individual  should  lie  carried  on  the  rolls  as  a  Government  employee 
for  the  entir*'  pericxl  and  >liould  l)o.  infoinu'd  that  he  is  adinini--iia- 
tively  regarile(i  as  subject  lo  section  2sl  foi-  the  entire  period. 

(2)  If  the  agency  c-tiniates  the  consultant  or  adviser  will  be  em- 
ployed less  than  4U' r'  of  the  {hmmchI  designated,  the  individual  may  Ih> 
carried  on  the  n)lls  as  an  intermittent  consultant  or  advis*'r  pursuant 
to  an  arrangement  by  which  he  would  ivceive  implementing  appoint- 
ments from  time  to  time  within  the  period,  rather  than  an  appoint- 
ment for  the  entire  jK'iiod,  aiul  the  individual  should  be  informed  that 
he  will  be  treated  as  a  (lovernment  employee  for  puri)Oses  of  section 
281  only  on  the  day  or  days  within  the  jH-rtinent  j)erio<l  co\ered  by 
implementing  ap|Hjinf ineiits. 
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(3)  If  the  «-onsultant  or  ad\  isei  i--  serving  more  than  one  depart- 
ment or  agency,  he  shall  inforni  each  of  his  arrangements  with  the 
othei-s  so  that  appropriate  administrative  measures  may  be  effected 
by  the  departments  or  agencies  involve<l. 

(4)  For  consultative  or  advisoiy  boards,  individual  appointments 
should  be  made  for  the  entire  fiscal  year,  or  such  other  period  as  may 
lie  prescribed  by  law,  and  the  appointee  informed  that  insofar  as  his 
lM)ard  memlx'rsnip  is  concerned,  he  will  be  regarded  as  a  Government 
oflicer  or  employee  only  on  the  days  wlien  the  l)oard  meets. 

To  a  considerable  extent  the  proliibit  ions  of  section  281  are  aimed 
at  the  sale  of  influence  to  gain  special  faxors  for  pi-ivate  business  and 
at  the  misuse  of  governmental  position  or  information.  In  accordance 
with  thest^  aims,  it  is  desirable  that  even  a  consultant  or  adviser  who 
is  subject  to  the  section  only  on  the  days  he  serves  the  (Jovernment 
should  make  every  effort  to  avoid  any  personal  contact  with  respect 
lo  negotiations  for  contracts  or  grants  with  the  department  or  agency 
which  he  is  advising  if  the  subject  matter  is  ivlated  to  the  subje<*t 
matter  of  his  consultancy.  I  recognize  that  this  will  not  always  be 
l><)ssible  to  achieve  since  there  are  in.stances  where  the  consultant  or 
adviser  may  have  an  exe<?utive  position  and  lesponsibility  Avith  his 
legular  employer  which  will  re^^uire  him  to  participate  personally  in 
coiUract  negotiations  with  the  department  or  agency  he  is  advising. 
AVhene\er  this  is  the  case  the  consultant  or  adviser  should  participate 
in  the  negotiations  for  his  employer  only  with  the  knowledge  and 
ni)proval  of  a  responsible  government  official,  who  should  note  his 
approval  in  appropriate  form.  In  other  instances  an  occasional  con- 
sidtant  or  adviser  may  have  technical  knowledge  which  is  indispens- 
able to  his  regular  employer  in  his  efforts  to  fornudate  a  research 
and  development  contract  or  a  research  grant  and,  for  the  same  reason, 
it  is  in  the  governmental  interest  that  he  should  take  part  in  nego- 
tiations for  his  private  employer.  Again  he  should  participate  only 
with  the  knowleage  and  approval  of  a  res{x)nsible  go\ernment  official, 
who  should  note  his  approval  in  api)ropriale  foim. 

The  aim  of  preventing  the  sale  of  inlluence  and  the  misuse  of  gov- 
ernmental position  or  mformation  that  is  ledected  by  section  281 
should  l)e  furthered  in  yet  another  way  with  respect  to  a  consultant 
or  adviser  who  under  the  foregoing  lules  is  subject  to  section  281 
only  on  the  days  he  serves  the  Goveiiiment.  lie  should  Ije  barred, 
not  only  on  those  days  but  at  all  times  during  the  designated  period  of 
his  availability  for  service,  from  activities  before  a  (jovernment  de- 
])artment  or  agency  in  relation  to  a  matter  in  which  the  Government  is 
interested  if  he  is  to  I'eceive  compensation  for  sucli  activities  from  a 
non-Governmental  source  in  addition  to  or  in  lieu  of  a  noimal  salary 
or  fee  arrangement. 

I  It  should  lie  noted  that  the  prohibition  of  section  281  against  certain 
compensated  activities  "before"'  a  department  or  agency  may  go  be- 
yond an  individual's  personal  appearance  at  the  department  or  agency. 
A  consultant  or  adviser  should  not,  at  times  when  he  is  subject  to  the 
])rohibition  of  the  section,  prepare  or  assist  in  preparing  proposals 
for  contracts  or  grants  to  be  presented  to  a  department  or  agency  by 
or  on  behalf  of  a  non-Governmental  firm  or  organization  from  which 
he  receives  compensation. 

I  J8  U.S.O.  283, 18  U.S.C.  284  atul  o  r.S.C.  09.  Section  283  in  gen- 
eral prohibits  an  officer  or  employee  of  the  Government  from  acting 
:us  agent  or  attorney  for  prosecuting  any  other  person's  claim  against 
the  Government,  or  assisting  in  the  i)rose«'iuion  of  any  such  claim 
other  than  in  the  discharge  of  his  official  duties.  This  statute,  which 
extends  to  both  compensated  and  uncompcnsjited  activities,  overlaps 
18  U.S.C.  281  insofar  as  tJie  latter  section  pertains  to  claims  activities. 
Therefore  a  consultant  or  adviser  who  is  not  subject  to  .section  281  at 
times  when  not  actually  employed  by  the  Government  may  neverthe- 
less be  subject  at  those  times  to  the  interdiction  of  section  283.  Even 
if  not  interdicted  by  that  section,  however,  he  Avould  be  subject  to  the 
two  post-eraploym^t  statutes,  18  U.S.C.  284  and  5  U.S.C.  99.  The 
first  of  these  prohibits  a  former  Government  employee,  for  a  period 
of  two  years  after  his  emplovment  has  closed,  from  prosecuting  in  a 
representative  capacity  any  claim  against  the  United  States  involving 


1.144 


THE    PRESIDENT 

;inv  sul)jt'«'t  iniittt-r  dir^vtly  i-<iiiiif.  tf.l  ulih  which  lu'  \v;is  oniployiMl. 
5  t^.S.(\  1>9  nrohihits  a  foi-m>  r  ollir«'i-  or  nnployeo  of  an  ex»'rutiv»» 
department,  for  ti  period  of  two  years  ;\ftrr  his  ein|)Ioyinent  with  the 
de[):irtnient  h;is  i  ca-ed.  fintii  [)ro<<'.  uf  ini:  in  :i  lepresent  at  ive  ciipariiy, 
or  iiidin^  in  the  pnwtiilioii  of.  any  ihiim  peiidinj^  in  any  (h-partnienl 
dnrinj;  his  eniployinmi .  It  i-  app.iriMil  lliat  a  ron.-nhant  or  ad\  i>«'i- 
wonlifbe  >uhject  ifo  the  prohihii  ion  of  Is  I  .S.(  '.  -Js:')  or  one  or  Ix)!  h  of 
In  I  '.S.( '.  -ivj^  and  ."i  I  '.S.( '.  '.>'.»  at  all  I  line-  nnl  \\  the  terminal  ion  of  liis 
la-t  [M-riod  of  MMX  hi-  |o  iht>  (  io\  cnimt'iil .  In  adtlition  he  woidd  Ih' 
h<.iind  hy  ihr  pio\  iHnh^,-r  !-  I  .S.C.  -J^  I  and  .">  I  .S.C.  Ml*  foi'  |u..  \fais 
t  heieaftcr. 

1^  I  .S.(  .  'f.,'f.  Till- -••ii  imi  -fi^  foi  Ml  a  prohihii  ioii  ai^ain-i  rt'i'Iain 
a<t  ions  on  tlie  part  of  a  ( io\  laiinirnt  fiiiph»yet>  in  hi-  capacily  a-^  Mich. 
More  partienlarly,  the  >ection.  whieli  applies  to  all  consultants  and 
advisers  at  all  liine->  dm  in;,'  t  lini-  >pan  of  -ervire.  prohiI)it>  a  ( iovern- 
menl  emplovee  who  i>  intrre^tcd  m  the  proiit>  of  any  liu>ine»  entity 
from  iictinir  for  tht-  ( iovfrnnifiit  in  tlu'  t  ran-ari  ion  of  lni.-ine~~>  with 
.-'iich  ent  ity. 

It  is  in  the  l»e-t  iiilt'i('-i->  of  I  lit'  <  !o\  crninent  that  t  he  policy  of  this 
sect  ir)n  he  extended  to  con-uliant-^  and  aihisci-s  U'yond  its  literal  laii- 
<;na<re.  Accoi-dini_d\'.  :in  ad\isci-  oi-  ccunnliant  shoiiM  be  dis<malilied 
?rom  the  pciforinancf  of  diit  ir-  iii\-oI\  iiiir  the  tran-act  ion  of  Imsine-s 
with,  or  ihr  f  rtih  i  i  nq  of  dil  r',,  >  irftirh  >r)H  ha  rr  -7  ihircf  nuil  i>rr(l)i  *- 
(if, I,'  ,'ffrrt-  >//ii>n  thr  /'/,'»'/'  sf ■<  (if.  a  l)ii-ii)t'-s  etility  hy  whit'h  he  is  eni- 
ploved,  or  to  which  he  reiidci-  con-nltant  -ervice,  or  in  which  he  has 
a  tinancial  interest.  In  particular,  he  -honhl  1)0  excluded  from  ])ar- 
ficipati<»n  m  the  evaluation  f>f  contract  or  i^raiit  proposals  whicli  will 
directlv  afle.t  the  infeie-ts  of  -uch  hii-inc-^s  ent  ity.  I  [owc\  (>r.  he  need 
not  1k»  precluded  from  rcn<lcrii:Lr  L'eneral  adrice  in  situations  where  no 
pi-eference  oi  ad\anla:re  niii:hl  U-  i^ained  thcrefrr)iu  liy  any  particular 
l)u--ine>s  eiii  II  \-.  A  non  piotit  oii:;mi/.ai  khi  or  educat  ional  in>titiition 
-hall  U'  dccinrd  a  "hii-iiir--  eiif  iiy"  for  the  pmpo-es  of  this  para^'raph. 

/,^  f'.Sj'.  /''If.  ."^C'tion  I'.Ml  foilihU  a  (io\einnieiit  employee  to 
leceiw  coinpen-aiioii  •"in  coniie.iiou  with"  his  ( io\  t'rnment  -er\  ice 
fi'om  a  -oiiiv,.  other  than  the  (  iMVeiliiiieiil  o|-  a  .^late,  coiiiiI_\  or  liiM- 
iii.ipalit  \  .  I  he  -'atute  applie-  to  an  iincompeii-ated  a-  \\ell  a-  a 
coiiipen-aied  lon-ultaiit  or  ad\  i-er.  In  ca-e-  where  a  cnn-nliant  or 
adviser  >er\e--  (X'ca-ioiialU'  and  for  >hori  jH-iiod-,  he  may  i-oniinue  to 
receive  Ids  u-ual  compen-at  ion  from  an  out>ide  {>rivate  em|)loyer.  Antl 
the  coil  tin  Mat  ion  of  the  .on-ultant  or-  ad\  i-er"s  oiit-ide  i)ri\  ate  .-oinpen- 
sation  diiriiiL'  a  period  of  a-  much  a-  •'•i  da_\-  a  Near  of  ( io\  crnmeiit 
-ervice  would  ordinailv  he  pernii--il>le  on  (he  a--umpii"n  t!iat  il  is 
not  paid  "in  connection  with""  hi-  (io\ernment  -ervice-  Imh  rather  a- 
pari  of  hi-  normal  -alar\  a  i  i  aiiircnici.l  -  with  hi.-  pri\ale  employei-. 
Howe\er.  if  the  leriLnli  of  hi-  -er\  ice  e\cee<l-  the-e  limit-,  it  will  he 
nece>sarv  to  determine  -ptHiiically  whether  the  co?itinued  oul-ide 
cotn|H'n-al  ion  i>  lelated  to  the  con-uliant  or  ad\i-ers  .-er\  ice-  to  the 
(  h)\  ernmeiii,  and  thu-  improper,  or  whetlier  it  i-  petini  — ihle  ln.au-e 
made  with  re-|H'ct  to  pre-eiit,  pa-i.  or  fniiire  et\  ice-  for  tlie  oiil-idc 
emplo\er.  (  a-es  of  tins  nal  in  e  diouM  I.e  referred  to  I  he  chief  le-jal 
otlicer  of  t  tie  depart  ment  or  ai_'cn.\  foi  i'\,i  n  i  mat  ion  :M!.i  i v.  oIlll,:(■ll(h^- 
t  ion  a  -  I  o  I  lie  proper  .ic  .on  i  o  he  i  ,i  ken. 

.">ri  '  I  \i     f. \i  M  I'l  n   N  - 
Some   .o!,-nlia:i'-   o;     ;cl\i-ei--    are   a]ip'cnled    |mii-iiiii1    (■>     i    -laluie 

which    exellipl-   t'lClll    l|ii|;i    ol   1'   o|     Iiiole   ol    I  he   co|:ll!e|    of    Mileri   -t    hiw-. 

\e\i'i  I  hele.--.  a  con-ii!;  .uil  or  ad  \  i  -c|-  -o  a  pp<  c,  m  ed  -  hoi;  hi  not  pai  I  ici- 
pate  in  an\  mailer  whcie  I'cii  |i»i  iicipai  ion,  except  tor  -i|cli  exemp- 
tion, won  hi  he  W  II  h  'li  a  ll\  of  t  lie  -;  it  llte-  linle--  he  l  c^  ri  \  e-  pel  III  i-- loll 
to  participate  therein  from  ili,'  hen!  of  the  di'|)  i  rl  lin'nl  or  ai;eiicy  he 
.sei  ves.  The  latter  -hill  iioi  .  mi  -em  to  t  !ic  ]iart  iclpai  ion  ol  -iich  con- 
sultant orad\i-er-  m  tiic  matter  iinlc^  he  rnid.~.thal  .-iich  |>aiticipa- 
tion  is,  on  the  pailieiihir  fact-,  con-i  tent  with  i1h>  iiilere-i-  of  the 
(lovei  iiment.  Notliin;^  in  tlii>  paiairi:iph  -hall  he  deemed  to  ri'lie\e 
any  deparlmeiit  oi-  aL'cncv  head,  oi-  .appointee  of  >\\>h  de])artment  or 
a^en<-v  head,  of  the  ohlii^'ai  ion  to  lile  a  -lalement  for  puhlication  in 
tlie  FKnF:i(  \i.  ili:<;i-i  i  i;  put  -unit  to  the  ie(piireiiieiif-  of  -ect  ion  7lt*(h)  of 
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(he  Defense  Production  Act  of  1950  (50  ILS.C.  App.  2160(b))  or  of 
Executive  Order  No.  10647  of  November  28,  1955  (20  F.K.  8769). 


Ethical  Standards  of  Conduct 

Aside  from  tlie  conflict-of-interest  laws,  there  are  elementary  rules 
of  etJiics  in  the  conduct  of  the  public  business  by  which  all-those  who 
serve  the  Government  are  bound.  That  an  individual  may  serve  the 
( Jovernment  only  occasionally  and  for  brief  j)eriods  does  not  relieve 
liini  from  the  obligation  to  abide  by  those  rules.  That  he  may  be 
needed  to  bring  rare  or  si)ecialized  talents  and  skills  to  the  Government 
does  not  mean  that  lie  should  be  consideied  for  a  waiver.  The  people 
of  the  nation  are  Entitled  to  ethical  behavior  of  the  highest  order  in 
the  conduct  of  their  Government's  affairs  from  the  sometime  worker 
to  no  lesser  degree  than  from  tlie  career  w  orker. 

In-side  Information.  The  first  j)rin(iple  of  ethical  behavior  for 
-the  intermittent  consultant  or  adviser  is  (hat  he  must  refrain  from 
any  use  of  his  public  office  which  is  motivated  by,  or  gives  the  appear- 
ance of  bein^  motivated  by,  the  desire  for  private  gain  for  himself 
or  pei-sons  with  whom  he  has  family,  business  or  financial  ties.  The 
fact  that  the  desired  gain,  if  it  materializes,  will  not  take  place  at 
the  expense  of  the  Government  makes  his  action  no  less  improper. 

An  adviser  or  consultant  must  conduct  himself  in  a  manner  devoid 
of  the  slightest  suggestion  of  the  extraction  of  private  advantage 
from  his  Government  employment.  Thus,  a  consultant  or  adviser 
must  not,  on  the  basis  of  any  inside  information,  enter  into  speculation, 
or  i-econimend  speculation  to  members  of  his  family  or  business  asso- 
ciates, in  the  securities  of  any  private  company  engaged  in  work  for 
the  Government  in  the  field  of  his  Government  duties.  -He  must 
obey  this  injunction  even  though  those  duties  have  no  connection 
whatever  with  the  financial  and  oth^r  arrangements  between  the 
Company  and  tlie  Government.  And  he  should  be  careful  in  his 
i)ersonal  financial  activities  to  avoid  any  appearance  of  acting  on  the 
basis  of  information  obtained  in  the  course  of  those  duties. 

It  is  important  for  consultants  and  advisers  to  have  access  to  Gov- 
eriiment  data  pertinent  to  their  duties  and  to  maintain  familiarity 
with  the  Government's  plans  and  programs  and  the  requirements 
thereof,  within  the  area  of  their  competence.  Since  it  is  frequently 
in  the  (lovemment's  interest  that  information  of  this  nature  be  made 
generally  available  to  an  affected  industry,  there  is  generally  no  im- 
propriety in  a  consultant  or  advisers  utilizing  such  information  in 
the  course  of  his  non^Govemment  employment.  However,  a  consult- 
ant or  adviser  may,  in  addition,  acouire  information  which  is  not 
geneniUy  available  to  those  outside  the  Government.  In  that  event, 
he  may  not  use  such  information  for  the  special  benefit  of  a  business 
or  other  entity  by  which  he  is  employed  or  retained  or  in  which  he  has 
a  financial  interest. 

In  order  to  avoid  any  actual  or  iwtential  abuse  of  information  by  a 
consultant  or  adviser,  departments  and  agencies  should,  through  in- 
formation programs,  make  every  effort  to  insure  to  the  maximum 
extent  possible  that  all  firms  within  an  industry  have  access  to  the 
same  information  that  is  available  to  a  consultant  or  adviser  who  is 
employed  by  any  of  them.  In  addition,  regular  Government  em- 
jiloyees  should  avoid  divulging  confidential  information  to  him  un- 
necessary to  the  performance  of  his  governmental  i*esponsibility,  or 
infoniiation  which  directly  involves  the  financial  interests  of  his 
employer.  Consultants  and  advisers  should  be  instructed  that  infor- 
mation not  generally  available  to  private  industry  must  remain  confi- 
dential in  their  hands,  and  must  not  l)e  divulgetl  to  their  private  em- 
ployers or  clients.  In  cases  of  doubt  they  should  be  encouraged  to 
confer  with  the  chief  legal  officer  or  other  designated  agency  official 
who  cnn  assist  in  the  identification  of  information  not  generally  avail- 
able and  in  the  resolution  of  any  actual  or  potential  conflict  betwe'en 
duties  to  the  Government  and  to  private  employers. 

Occasionally  an  individual  who  becomes  a  Government  consultant 
or  adviser  is,  subsequent  to  his  designation  as  such,  requested  by  a 
private  enterprise  to  act  in  a  similar  capacity.  In  some  cases  the 
request  may  give  the  appearance  of  being  motivated  ty  the  desire  of 
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the  privjito  employer  to  xMure  in-idc  iiifi)niiali<iii.  'NNMifif  ilie  con 
sultant  or  adviser  1ms  iv;i>()ii  to  U'lieve  tliiit  the  re<iues(  for  his  services 
is  so  motivated,  he  should  iii;ike  a  choice  [n^tweeii  acceptance  of  the 
tendered  private  employment  and  continuation  of  his  (lovei-nment 
consultancy.  In  such  ciii  tini>tanc»'s  he  may  not  enjjja^e  in  lH)th. 
Furthernxue,  he  should  di-cu-s  ;iny  such  otYer  of  private  employ- 
ment with  the  chief  le<:;il  ot!i<  rr  of  his  ( io\  einnient  ;iir»'n«  y  uhelheroi' 
not  he  accepts  it . 

At  times  a  pn\atc  tntci  pi  i-c  oi  other  ori::uii/;ii  ion  ui^;e->  the  ap 
iK)intmenl  of  one  of  ii  ^  k'HiploN  cc-  oi-  nieiMl)ei-<  to  a  part  icuhif  ( io\  t  iii- 
ment  consult  ancv.  Tlie  dep;ii  t  iiicnt>  and  aneiifies  >hould  di>«oura«:e 
this  prat'fice.  Any  iiiiliali\e  in  coimeciKMi  witli  the  ap[)oiiitment  of 
consult  an  t.s,  or  in  secui  Iiil'  the  n  iiiie-  of  (inalitied  person-;,  --houhl  come 
from  the  ( Joveiiiment . 

Ab}isr  (tf  f^ffir>\      An  advi-ci  oi  loii-iihant  sliall  not  use  hi>  po>it  ion 
in  any  way  to  ccKMce,  or  pive  the  appearance  of  coercin*;,  anotlier  jH-r 
son  to  pnnide  any  tinancial  U'lietit  tt)  him  or  persons  with  u  hom  he 
has  family,  husine.-vs  or  tinancial  tii's. 

(rifts.  An  adviser  or  consultant  shall  not  receive  or  solicit  anything 
of  value  as  a  ^ift,  gratuity  or  favor  for  himself  or  persons  with  whom 
he  has  family,  business  or  tinancial  ties  if  he  ha,s  reas^in  to  believe  that 
it  would  not' be  made  but  for  his  position  with  the  (iovernment,  or  if 
the  acceptance  thereof  would  ivsult  in,  or  jjive  the  apfwarance  of 
reaultinp  in,  his  loss  of  comph'te  independence  or  impaitiality  in 
serving  the  (Jovenuneni. 

In'dlstrv,  L.\im»r  or  A(;kh  I  i.ri  ral  I{KrRK>KNrAM\  i  s 

It  is  o<'casionally  nece-^saI■y  to  distin^iish  consultants  and  ad\  is«'is 
from  persons  sp<>akin<;  for  a  tirm  or  an  industry,  or  for  labor  or  agri- 
culture, or  in  some  other  repiesentative  capacity.  A  considtant  or 
adviser  is  a  ptuson  whose  advice  is  obtained  by  a  department  or  ajjency 
because  of  his  particidar  qualifications  and  who  servers  as  an  employee 
in  an  individual  and  indej)endent  cai)ac.ity.  A  represt'ntative  of  a 
firm  or  industry  or  or;;anization  who  is  invited  to  appear  Ix'fore  a 
(lovemnient  department  or  apMicy  presents  his  views  in  a  rei>re,senta- 
tive  capacity  and  is  not  an  emi)loyee.  The  representative  is  not, 
therefore,  within  the  s<ope  of  the  conflict  of-interest  laws.  Depart- 
ments and  apfencies  should  l>e  careful  to  make  and  clarify  the  distinc- 
tion noted  here  and  sljould  not  comjK'iwite  an  industry-  or  similar  rep- 
resentative for  liis  advice,  though  they  may  pay  travel  exi)enses  and 
perdum  allowances  where  appro{)riate. 

Admims rRATivK   St>:i'S 

All  depart  ment>  and  a«;encies  of  the  (iovernment  shall 

(1)  bring  this  memorandum  to  the  attention  of  all  consultants  and 
advisers  employed  by  them  and  of  all  re^ilar  employees  dealing 
with  such  consultants  and  advisers; 

(2)  review  their  existing  rules  and  regulations  and  where  appro- 
priate, revise  them  or  issue  new  nile.s  and  regulations  to  promote  the 
policies  set  forth  in  this  memorandum ;  and 

(3)  take  such  other  measures  as  may  l)e  appropriate  to  impress 
upon  consultants  and  advisers  an(i  upon  (foveniment  officials  with 
whom  they  consult  that  they  have  a  responsibility  to  avoid  situations 
in  which  a  potential  conflict -of  interest  may  exist.  These  individuals 
should  also  be  cautioned  to  avoid  situations  in  wliich  the  consultant 
or  adviser  might  l>e  thought  to  l)e  influencing  (iovernment al  action 
in  matters  witli  regard  to  wliich  he  has  a  financial  or  other  personal 
interest,  or  to  lx>  usii\g  in-^i^U>  information  for  i>rivate  gain. 

While  it  would  l)e  n»o>t  iulvisable  for  a  department  or  agency  of  the 
Government,  in  order  to  minimize  the  (Kvurrenco.  of  conflicts  of  in- 
terest, to  avoid  appointing  individuals  to  advisory  positions  who  ai^ 
employed  or  consuite<i  by  contractors  or  others  having  a  sulwtantial 
amount  of  business  with  that  department  or  agency,  1  reiM)gnize  that 
the  Government  ha.s,  of  ne<vssity,  Ijecome  increasingly  concerned  with 
highly  technical  areas  of  spe*cialization,  and  that  the  nnnil>er  of  indi- 
viduals expert,  in  tlu)se  areas  is  fn'quently  very  small.     Therefoiv, 
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in  many  instances,  it  will  not  be  possible  for  a  department  or  agency 
to  obtain  the  services  of  a  competent  adviser  or  consultant  who  is  not 
in  fact  employed  or  consulted  by  such  contractors.  In  additicMi,  an 
advisory  gtoup  may  of  necessity  be  comix)sed  largely  or  wholly  of 
fx'rsons  of  a  common  class  or  group  whose  employers  may  benefit  from 
the  advice  given.  An  example  would  he  a  group  of  university  sci- 
entists advising  on  research  grants  to  univei-sities.  Only  in  such  a 
group  can  the  necessary  expertise  be  found.  In  all  these  circum- 
stances, particular  care  should  be  e.xeicised  to  exclude  his  employer's 
or  clients'  contracts  or  other  transactions  with  (he  Government  from 
the  range  of  the  consultant's  or  adviser's  duties. 

DkscLOSI  KK    OF    FlXANClAL    I  M  KKKSJS 

In  order  to  carry  out  its  responsibility  to  avoid  tlie  use  of  tlie  serv- 
ices of  consultants  or  advi.sers  in  situations  in  which  violation  of  the 
conflict-of-interest  laws  or  of  these  regulations  may  occur,  each  de- 
l)artment  or  agency  of  the  Government  shall,  at  the  time  of  employ- 
ment of  a  consultant  or  adviser,  require  him  to  supply  it  with  a  state- 
ment of  his  private  employment  and  financial  interests.  The  state- 
ment should  indicate  the  names  of  all  the  companies,  firms,  researdv- 
organizations  and  educational  institutions  which  he  is  serving  as  em- 
ployee, officer,  member,  director,  or  consultant,  and  the  companies  in 
whicli  he  has  any  other  financial  interest,  such  as  the  ownership  of 
s(vurities  or  other  interests  which  have  a  significant  financial  value. 
He  need  not  reveal  precise  amounts  of  investments.  Each  statement 
of  financial  interests  should  be  forwarded  to  the  chief  legal  officer  of 
tlie  department  or  agency  concerned,  for  infoniiation  and  for  advice 
as  to  possible  conflict  of  interest.  In  addition,  each  statement  should 
l>e  reviewed  by  those  pei"sons  responsible  for  the  employment  of  con- 
oid tants  and  advisers  to  assist  them  in  applying  the  criteria  for  dis- 
(pialification  discussed  in  this  memorandum  as  set  forth  above.  Such 
statements  should  be  kept  current  during  the  period  the  con?:ullnnt  is 
on  the  Government  rolls. 

I  Legal  Intkrpkki  atk)n 

AMienever  the  chief  legal  officer  of  a  department  or  agency  believes 
that  a  substantial  legal  question  is  raised  by  (he  employment  of  a 
])ar(icular  consultant  or  adviser  he  should  aavise  the  Department  of 
.Ius(ice,  through  the  Office  of  Legal  Counsel,  in  order  to  insure  a 
consistent  and  authoritative  interpretation  of  the  law. 

This  memorandiun  shall  be  published  in  (he  Ff-deral  Rk<jister. 

Joiix  F.  Kknnfdv 
Til F  Wi I rr>:  IIoi  sk, 

FehriMry  U,  1902. 

API'K.NUIX 
18    U.S.C.    2H1 

WlKK'ver,  iK'iug  u  Member  of  or  Delegate  to  Congress,  or  a  Resident  Conuuis- 
.sioupr,  either  before  or  after  he  has  qualified,  or  the  head  of  a  department,  or 
other  offleor  or  employee  of  the  United  State^  or  any  department  or  agency 
thereof,  direetly  or  indirectly  receives  or  agrees  to  receive,  any  comi>ensation 
for  any  services  rendered  or  to  be  rendered,  either  by  himself  or  another,  in 
relation  to  any  proceeding,  contract,  claim,  controversy,  charge,  accusation, 
arrest,  or  other  matter  in  which  the  I'nited  States  is  a  party  or  directly  or 
indirectly  interested,  before  any  department,  ngency,  court  martial,  officer,  or 
any  civil,  military,  or  naval  commission,  shall  be  fined  not  more  than  $10,000 
or  imprisoned  not  more  than  two  years,  or  both:  and  shall  be  incapable  of 
holding  any  office  of  honor,  tru.st,  or  profit  under  the  I'nited  States. 

Iletired  officers  of  the  armed  forces  of  the  I'nited  States,  while  not  on  active 
duty,  shall  not  by  reason  of  their  status  as  sudi  be  subject  to  the  provisions  of 
this  .section.  Nothing  lierein  shall  be  construed  to  allow  any  retired  officer  to 
represent  any  iH?rson  in  the  sale  of  anything  to  the  Government  through  the 
deitartment  in  whose  service  he  liolds  a  retired  status. 

This  se<tion  shall  not  aitply  to  any  person  ber^ause  of  his  UH-nibership  in  the 
National  Guard  of  the  l>i.slrict  of  Columbia  nor  to  any  person  si>e<ially  excepted 
by  Act  of  Congress. 

18   U.S.C.    283 

AVhoever,  being  an  officer  or  employee  of  the  United  States  or  any  department 
or  agency  thereof,  or  of  the  Senate  or  House  of  Representatives,  acts  as  an 
agent  or  attorney  for  prosecuting  any  claim  against  the  United  States,  or  aids 
or  asBists  in  the  prosecution  or  support  of  any  such  claim  otherwise  than  in 


110.31 2 


< 
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THE   PRESIDENT 

the  proiter  diMliarpe  of  lii>  nffi.inl  duties,  or  n-coivt's  any  uratuily.  or  uny  ^^ba^e 
of  or  interest  in  any  surh  claim  in  cfiiisideratinn  of  assistanc^e  in  the  j(ri>se<  ution 
of  such  claim,  shall  t>e  tincil  not  mor»'  than  $10.(HX)  or  imprisomHl  not  more  than 
one  year,  or  both. 

Retired  officers  of  the  armtMl  forces  of  the  I  nlled  States,  while  not  on  m  li\(' 
duty,  shall  not  by  rtMJs<>n  of  their  status  as  such  be  subje<-t  to  the  provisions  of 
this  seetion.  Nothing  luTein  shall  he  (  oii.-,t  rue<i  to  alUiw  any  such  retiriMl  oth(  cr 
within  two  years  next  after  his  rttirement  to  act  as  agent  or  attorney  for 
prosei'Viting  or  assisting  in  the  pro^tsution  of  any  claim  against  the  liiitcd 
States  involving  the  (lepartuicnt  in  \n  lios(>  service  he  holds  a  retired  status,  or 
to  allow  any  such  retirtnl  officer  to  ,i.  r  ,is  agent  or  attorney  for  prosecuting 
or  assisting  in  the  proMtutioii  of  ,iiiy  (  l;iiin  against  the  rnite<l  States  involving 
any  subje<-t  matter  with  wliiih  be  \\;i-  directly  conn«Hted  while  he  was  in  an 
active-duty  status. 


This  st'ction  shall  not  apply 
National  (Juard  of  the  iM^tiici 
by  enactment  of  ('(uigres-,. 


to  any   person   beciiu^e  of  lii«-  inembei^liip   in   the 
of  t'ohuubia  nor  to  miy  p«Tson  specially  e\i cph  (1 


I  s    I    s  (■ 
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Whoever,  b«'ing  an  officer,  agent  or  member  of,  or  directly  or  indire<ily  in- 
terested in  the  p*'ciiniary  profits  or  contracts  of  any  (■oriM)ration,  joint-stock 
company,  or  association,  or  of  any  firm  or  partnership,  or  other  business  entity, 
i^  employed  or  act-s  as  an  offict-r  or  agent  of  the  Inlted  States  for  the  transaction 
of  business  with  such  busine.ss  entity,  shall  be  fined  not  more  than  .«U,(KX)  or 
Impri.soned  not  more  than  two  years,  or  both. 

1  ■»      I      S  C.      1  '■  1   » 

Whoever,  btMiig  a  (io\ernnient  otticial  or  employee,  rectMve.->  any  salary  in 
connection  with  his  .services  as  such  an  offl<-ial  or  employee  from  any  .S4>urce  other 
than  the  Government  of  the  InlttHl  Stjites,  except  as  may  be  contributed  out 
of  the  treasury  of  any  State,  county,  or  muiddpality;  or 

Whoever,  whether  a  jH'r.son,  aswiniation,  or  cori>oratlon,  makes  any  contribu- 
tion to,  or  in  any  way  supplements  the  s.iinry  of,  any  (Jovernment  official  or 
employee  for  the  services  iierformed  l>v  him  for  the  fJovernment  of  the  Inlttsl 
States — 

Shall  be  fined  not  more  than  $1.()(X»  or  iinpri-oned  not  more  tlian  -iv  month-, 
or  both. 

!•   vac.   3S4 

Whoever,  having  Invn  em|iloy»Hl  In  any  agency  of  the  I  ulted  States,  im  hiding 
commlsMloned  officers  a.><sljfne<l  to  duty  in  such  agency,  within  two  yearH  after 
the  time  when  such  employment  or  service  has  (vased,  prosefutes  or  acts  as 
t-ounsel,  fttorney  or  agent  for  prosecuting,  any  claims  agaiunt  the  I'nlted  States 
Involving  any  subject  matter  directly  connec  ted  with  which  such  ix-rwon  was  mo 
employed  or  i>erformed  duty,  shall  be  lln«'<l  not  more  than  f  10,0<Hi  or  lmprlsone<l 
not  more  than  one  year,  or  both 

.'.    r  H  I'    '.i;! 

It  shall  not  l>e  lawful  for  any  person  apixdnttsl  as  an  officer.  ( lerk.  or  emplc»ye«' 
in  any  of  the  deimrfments,  to  act  as  counsel,  attorney,  or  agent  for  prose<-utlng 
any  claim  against  the  Inlted  States  which  whs  pending  in  either  of  said  de- 
partments while  he  was  xuch  officer,  clerk,  or  employee,  nor  In  any  manner, 
nor  by  any  means,  to  aid  in  the  pros»tution  of  any  such  claim,  within  two  years 
next  after  he  shall  have  c  ea-n^d  to  be  such  officer,  clerk,  or  employee 

fFMl    I>o.     r,_'   ]ti4».;  :    Kijed     Fob    ]'A,   1962;   12  m  ] 


Rules  and  Regulations 


Title  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Service  Commission 

p^RT  39_TRAINING   REGULATIONS 

Miscellonous   Amendments 

Effective  upon  publication  in  the  Fed- 
KRAL  Register,  §§  39.207(b)  (1)  (iii).  39.- 
305  and  39.306<cM2i 
set  out  below.  i 

§  39.207     Reporiv. 


are  amended  as 


(b) 
(1) 


I 


(iii)  Summarizing  the  department's 
estimated  expenditures  for  all  training 
by,  in,  or  through  non-Government  fa- 
cilities tmcluding  training  incident  to 
initial  procurement  of  equipment  when 
information  on  the  costs  of  such  train- 
ing is  available) ,  presenting  separate  to- 
tals for  (a)  tuition  and  related  fees,  (b) 
travel, and  'C*  per  diem. 

§  39.305  Vk  ai\rr  (tf  liinilutionH  on  Irain- 
inc  of  eniployeen  ihroiiKh  non- 
Covrrnmenl   ru<-ililieM. 

IB)  Subject  to  other  provisions  of  the 
Act  and  the  regulations  in  this  part,  an 
employee  having  less  than  one  year  of 
current,  continuous  civilian  service  in 
the  Government  shall  be  eligible  for 
training  by,  in.  or  through  non-Oovem- 
ment  facilities  upon  a  finding  by  the  head 
of  his  department  that  postponement  of 
the  training  until  the  employef  has  com- 
pleted one  year  of  current,  continuous 
civilian  service  in  the  Government  would 
be  contrary  to  the  public  Interest. 

(b)  To  the  extent  considered  Justified 
by  the  head  of  the  department  con- 
cerned, the  requirement  for  applying  the 
limitations  contained  in  section  12(a) 
(1)  and  (3)  of  the  Act  may  be  waived: 

(1)  For  employees  assigned  to  train- 
ing by,  In,  or  through  non-Oovernment 
facilities  that  does  not  exceed  forty  hours 
within  a  single  program; 

(2)  For  employees  receiving  training 
provided  by  manufacturers  as  a  part  of 
the  normal  service  incident  to  initial 
purchase  or  lease  of  their  products  imder 
procurement  contracts; 

(3)  For  employees  receiving  training 
through  correspondence  courses. 

(c)  To  the  extent  he  considers  justi- 
fied, the  head  of  each  department  is 
further  authorized  to  waive  the  limita- 
tion contained  in  section  12(a)  (3)  of  the 
Act  for  employees  serving  in  work-study 
programs  when  all  of  the  following  con- 
dltibns  are  met: 

(1)  The  employees  are  serving  under 
career  or  career-conditional  appoint- 
ments; 

(2)  The  employees  are  working  In  the 
fields  of  natural  or  mathematical  sci- 
ences or  engineering ; 

(3)  Expenses  of  college  training  are 
being  paid  in  the  programs  concerned 


only  because  the  dei>artment  has  found 
that  the  programs  cannot  operate  suc- 
cessfully without  such  payment; 

(4)  The  employees'  expenses  of  col- 
lege training  are  being  paid  only  to  the 
extent  the  department  deems  necessary 
to  attract  and  retain  these  employees; 
and 

(5)  Only  those  expenses  of  the  em- 
ployees' college  training  that  are  cov- 
ered by  section  10<2i  of  the  Act  are 
being  paid. 

§  39.306      Agreenienl>>     tu     eonliiiue      in 
service. 

•  *  •  •  • 

(c)    *    *    * 

(2)  Employees  selected  for  training 
by,  in,  or  through  non-Government  facil- 
ities that  does  not  exceed  eighty  hours 
within  a  single  program ; 

(Sec.  6.  72  Stat.  329) 

United  States  Civil  Serv- 
ice Commission, 
fsEAL]       Mary  V.  Wenzel, 

Executive  Assistant  to 
the  Commissioners. 

IF.R.    Doc.    62-1484;    Piled,    Feb.    13,    1962; 
8:48  ami 


Title  7— AGRICULTURE 

Chapt«r  IX— Agricultural  Marketing 
S«rvic«  (Marketing  Agreements  and 
Orders),  Department  of  Agriculture 

PART  912— GRAPEFRUIT  GROWN  IN 
INDIAN  RIVER  DISTRICT  IN  FLORIDA 

Determination  Relative  to  Expenses 
and  Fixing  of  Rate  of  Assessment 
for  Initial  (1961-62)  Fiscal   Period 

Pursuant  to  the  marketing  agreement 
and  Order  No.  912  (7  CFR  Part  912). 
regulating  the  handling  of  grapefruit 
grown  in  the  Indian  River  District  in 
Florida,  effective  under  the  applicable 
provisions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended  (7 
U.S.C.  601-674),  and  upon  the  basis  of 
the  proposals  submitted  by  the  Indian 
River  Grapefruit  Committee  (established 
pursuant  to  said  marketing  agreement 
and  order) ,  it  is  hereby  found  and  deter- 
mined that: 

§  912.201  Expenses  and  rale  of  assess- 
ment for  ihc  inilial  (1961-62) 
fiscal  period. 

(a)  Expenses.  The  expenses  that  are 
reasonable  and  likely  to  be  incurred  by 
the  Indian  River  Grapefruit  Committee, 
established  pursuant  to  the  provisions  of 
the  aforesaid  marketing  agreement  and 
order,  to  enable  such  committee  to  per- 
form its  functions,  in  accordance  with 
the  provisions  thereof,  during  the  initial 
fiscal  period  beginning  January  8,  1962, 
and  ending  July  31,  1962,  will  amount 
to  $16,000. 


(b)  Rate  of  assessment.  The  rate  of 
assessment,  which  each  handler  who 
first  handles  fruit  shall  pay  as  his  pro 
rata  share  of  the  aforesaid  expenses  in 
accordance  with  the  applicable  provi- 
sions of  said  marketing  agreement  and 
order  is  hereby  fixed  at  one-half  cent 
($0.0050)  per  1%  bushel  box  of  fniit.  or 
its  equivalent  when  packed  in  other  con- 
tainers or  in  bulk,  so  handled  by  such 
handler  during  such  fiscal  period. 

(c)  It  is  hereby  further  found  that  it 
is  impracticable,  unnecessary,  and  con- 
trary to  the  public  interest  to  give  pre- 
liminary notice,  and  engage  in  public 
rule-making  procedure,  and  good  cause 
exists  for  not  postponing  the  effective 
date  hereof  until  30  days  after  publica- 
tion in  the  Federal  Register  (5  U.S.C. 
1001-1011)  in  that  (1)  shipments  of 
fresh  fruit  are  now  being  made;  (2)  the 
relevant  provisions  of  said  marketing 
agreement  and  this  part  require  that  the 
rate  of  assessment  fixed  for  a  particular 
fiscal  period  shall  be  applicable  to  all 
assessable  fruit  from  the  beginning  (4 
such  period;  and  (3)  the  current  fiscal 
period  began  on  January  8, 1962,  and  the 
rate  of  assessment  herein  fixed  will  au- 
tomatically apply  to  all  assessable  fruit 
beginning  with  such  date. 

Terms  used  in  the  marketing  agree- 
ment and  order  shall,  when  used  herein, 
have  the  same  meaning  as  is  given  to 
the  respective  term  in  said  marketing 
agreement  and  order. 

(Sees.  1-19.  48  Stat.  31,  as  amended:  7  U.S.C. 
601-674) 

Dated:  Feb.  8.  1962. 

Paul  A.  Nicholson, 
Acting  Director,  Fruit  and  Veg- 
etable  Division,   Agricultural 
Marketing  Service. 

IFR     Doc.    62-1474:    Piled.    Peb.    13,    1962: 
8:47  a.m.] 


Title  8— ALIENS  AND 
NATIONALITY 

Chapter  I — Immigration  and  Naturali- 
zation Service,  Department  of 
Justice 

PART  211— DOCUMENTARY  RE- 
QUIREMENTS: IMMIGRANTS; 
WAIVERS 

PART  214 — NONIMMIGRANT 
CLASSES 

Returning    Residents   and   Direct 
Transits 

The  following  amendments  to  Chap- 
ter I  of  Title  8  of  the  Code  of  Federal 
Regulations  are  hereby  prescribed: 

1.  The  first  sentence  of  §  211.1  Visas 
is  amended  to  read  as  follows:  "A  valid 
unexpired  immigrant  visa  shall  be  pre- 
sented by  each  arriving  immigrant  alien 
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except  an  Immigrant  who  fat  was  born 
subsequent  to  the  issuance  of  an  im- 
migrant visa  to  his  accompanying  parent 
and  applies  for  admission  during  the 
validity  of  such  a  visa,  or  (b)  is  return- 
ing to  an  unrelinquished  lawful  perma- 
nent residence  after  a  temporary  absence 
abroad  in  any  places  except  Albania. 
Cuba.  Communist  portions  of  China, 
Korea,  and  Vlet-Nam  and  Outer  Mon- 
golia (1)  not  exceeding  one  year  and 
presenta  a  Form  1-151  alien  registration 
receipt  card  duly  issued  to  him.  or  <2) 
and  presents  a  valid  unexpired  reentry 
permit  duly  Issued  to  him,  or  (3i  and 
la  the  spouse  or  child  of.  and  has  been 
residing  abroad  with,  a  member  of  the 
Armed  Forces  of  the  United  States  sta- 
tioned abroad  pursuant  to  official  orders, 
or  (4)  and  satisfies  the  district  director 
In  charge  of  the  port  of  entry  that  there 
la  good  cause  for  the  failure  to  present 
the  required  document,  in  which  case  an 
application  for  waiver  shall  be  made  on 
Form  I-193.- 

2.  The  first  sentence  of  subparagraph 
(1)  Without  iHsas  of  paragraph  (c> 
Transits  of  S  214.2  Special  requirements 
for  admission,  extension,  and  mainte- 
nance of  stattis  is  amended  to  read  as 
follows:  "Any  alien  except  a  citizen  and 
resident  of  the  Union  of  Soviet  Socialist 
Republics.  Estonia.  Latvia.  Lithuania. 
Poland.  Czechoslovakia.  Hungary.  Ru- 
mania, Bulgaria.  Albania.  Cuba.  Com- 
munist-controlled China  (Chinese  Peo- 
ple's Republic").  North  Korea  ("Demo- 
cratic People's  Republic  of  Korea  ")  the 
Soviet  Zone  of  Germany  (German 
Democratic  Republic").  North  Vlet-Nam 
('Democratic  Republic  of  Vlet-Nam '>. 
and  Outer  Mongolia  ("Mongolian  Peo- 
ple's Republic") .  applying  for  Immediate 
and  continuous  transit  throuKh  the 
United  States,  must  establish  that  he  Is 
admissible;  that  he  has  confirmed  and 
onward  reservations  to  at  least  the  next 
country  beyond  the  United  States  'ex- 
cept that.  If  seeking  to  Join  a  vessel  or 
aircraft  in  the  United  States  as  a  crew- 
man, the  vessel  or  aircraft  will  depart 
directly  foreign,  and  his  departure  will 
be  completed  within  a  maximum  of  5 
calendar  days  after  his  arrival,  and.  if 
joining  a  vessel,  the  crewman  is  in  pos- 
session of.  or  makes  application  upon 
arrival  for.  a  Form  1-184  permanent 
landing  permit  and  identification  card', 
and  that  he  has  a  document  establishtn:; 
his  ability  to  enter  some  country-  other 
than  the  United  States." 

(Sec.   103,  66  Stat    173;   8  USC    1103) 

This  order  shall  become  effective  on 
the  date  of  its  publication  in  the  FEDER^L 
Register.  Compliance  with  the  provi- 
sions of  section  4  of  the  Administrative 
Procedure  Act  (60  Stat.  238;  5  USC. 
1003)  as  to  notice  of  proposed  rule  mak- 
ing and  delayed  effective  date  is  con- 
trary to  the  public  interest  in  this 
instance  because  the  amendments  pre- 
scribed by  the  order  affect  the  internal 
security  of  the  United  States. 

Dated:  February  12. 1962. 

R.  F.  Fakrell, 
Commissioner  of 
Immigration  and  Naturalization. 

[FJt.    Doc.    83-1583:    FUed.    Feb.    IS.    19«T. 
8:52  am  I 


RULES  AND   REGULATIONS 

Title  10— ATOMIC  ENERGY 

Chapter  I — Atomic  Energy 
Commission 

PART  30— LICENSING  OF 
BYPRODUCT  MATERIAL 

Miscellaneous   Amendments 

The  Commis.sion  is  toda.v  publishing 
ill  the  Feder.al  Register  a  nt-w  reRuIa- 
tion  entitled.  Part  150— Exemptions  and 
Continued  ReKulatory  Authority  in 
Agreement  .states  under  Section  274." 
That  part  contains  provisions  urantinR 
a  general  license  to  any  person  who  holds 
a  specific  licen.se  from  an  aKreement 
State  to  conduct  the  same  activity  in 
a  nonasreement  State,  provided  that 
specific  licen.se  docs  not  limit  the  activ- 
ity authorized  by  the  specific  license  to 
specified  installations  or  locations.  In 
adopting  Part  150  the  Commission  con- 
cluded that  it  would  also  be  desirable 
to  extend  the  general  licenses  contained 
m  }3021ic)  of  this  part  to  devices 
manufactured  under  specific  licenses  is- 
sued by  agreement  States.  The  follow- 
ing amendments  to  Part  30  are  designed 
to  accomplish  that  purpose  and  reflect 
comments  received  by  the  Commission 
from  interested  persons  and  organiza- 
tions in  response  to  the  notice  of  pro- 
posed adoption  of  Part  150  published  by 
the  Commission  in  the  Federal  Register 
on   September   29.   1961. 

The  Commission  will  welcome  sukbcs- 
tions  and  comments  for  further  changes 
In  the.se  rules,  which  should  be  submitted 
to  the  Secretary.  US.  Atomic  Energy 
Commission,  Washington  25.  DC, 

Pursuant  to  the  Atomic  Energy  Act 
of  1954.  as  amended  and  the  Adminis- 
trative Procedure  Act  of  1946,  the  fol- 
lowing amendments  to  10  CFR  Part  30 
are  published  as  a  document  subject  to 
codification,  to  be  effective  on  publica- 
tion In  the  Federal  Register. 

1.  The  following  paragraph  is  added 
to  5  30  4; 

<t»  "Agreement  State"  as  designated 
in  Part  150  of  this  chapter  means  any 
State  with  which  the  Commission  has 
entered  into  an  effective  agreement 
under  subsection  274. ib)  of  the  Atomic 
Energy  Act  of  1954.  as  amended.  "Non- 
agreement  State"  means  any  other 
State. 

2.  Paragraph  ic  of  5  30.21  is  amended 
to  read  as  follows: 

•  C'l)  Subject  to  the  provisions  of 
subparagraphs  i2>  to  (6"  of  this  para- 
graph "O.  a  general  license  is  hereby 
issued  to  own.  receive,  acquire,  pcs.scss 
and  u.se  byproduct  material  when  con- 
tained in  devices  designed  and  manufac- 
tured for  the  purpose  of  detecting, 
measunnpr,  gautung  or  coiitrollins  thick- 
ness, density,  level.  Interface  location, 
radiation,  leakage,  or  qualitative  or 
quantitative  chemical  composition,  or  for 
producing  light  or  an  Ionized  atmosphere. 

(2)  The  general  license  contained  In 
subparagraph  (1)  of  this  paragraph  fc) 
applies  only  to  devices  which  have  been: 

(i)  Manufactured  in  accordance  with 
the  specifications  contained  in  a  specific 
license  Issued  by  the  Commission  to  the 


manufacturer  of  the  device  pursuant  to 
5  30.24if>.  or.  in  accordance  with  the 
specifications  contained  in  a  specific  U- 
cense  i.ssued  to  the  manufacturer  by  an 
agreement  State:  and 

111'  Installed  on  the  premises  of  the 
general  licensee  by  a  person  authorized 
to  in.stall  such  devices  under  a  specific 
license  i-ssued  to  the  Installer  by  the 
Comm.s.sion  pursuant  to  this  part  or  by 
an  aincomcnt  State,  provided  that  the 
specific  license  referred  to  in  subdlvl. 
slon  u>  of  this  subparagraph  (2)  con- 
tains  provisions  authorizing  the  trtwfer 
of  such  devices  to.  and  the  Installation  of 
such  devices  In  the  premises  of,  general 
licensees. 

1 3 )  The  general  license  contained  in 
.subpara:;raph  <  1  >  of  this  paragraph  (c) 
applies  only  to  devices  which  (1)  are  la- 
beled in  accordance  with  the  provlaioni 
of  the  specific  license  which  authorljei 
the  distribution  of  the  device  to  general 
licen.sees.  and  'iii  bear  a  label  contain- 
ing the  following  or  a  substantially  aim- 
liar  statement  which  contain*  the 
Information  called  for  In  the  followlni 
statement: 

This  device,  generally  licensed  punuaat 
to  {  30  21IC)  at  10  CFR.  Part  30.  hM  \ma 
naanufactured   and  distributed  pursuaat  to 

license  N(i    Issued  by 

(Insert  either  'Atdrnic  Energy  CommlMlon'' 
or  nnine  of  .igreement  State,  whichever  U 
;ippliCiiljle  I 


(Name  of  supplier) 

1 4 '  Persons  who  own.  receive,  acquire, 
p>os.ses.s  or  use  a  device  pursuant  to  the 
general  license  contained  in  subpart- 
graph  '  1 '  of  this  paragraph  (c) : 

<  1  >  Shall  not  transfer,  abandon  or  dis- 
pose of  the  device,  except  by  tranafer  to 
a  person  authorized  by  a  specific  UcenM 
from  the  Commission  or  an  agreement 
State  to  receive  such  device: 

<ll)  Shall  assure  that  all  labels  afDxed 
to  the  device  at  the  time  of  receipt  and 
bearing  the  statement,  "Removal  of  this 
label  Is  prohibited  by  regulations  of  the 
Atomic  Energy  Commission",  are  main- 
tained thereon  and  shall  comply  with  til 
instructions  contained  in  such  labels: 

till)  Shall  have  the  device  tested  for 
leakage  of  radioactive  material  tnd 
proper  operation  of  the  on-off  mecht- 
nism  and  indicator,  if  any.  at  no  longer 
than  six-month  intervals:  provided  that 
devices  containing  only  krypton  need  not 
be  tested  for  leakage,  and  devices  con- 
taining only  tritium  need  not  be  tested 
for  any  inirpose: 

<iv>  sTiall  have  the  tests  required  by 
subdivi.'^ion  liiii  of  this  subparagraph 
and  all  other  ."services  involving  the  radio- 
active material,  its  shielding  and  con- 
tainment, performed  by  the  supplier  or 
other  person  holding  a  specific  license 
from  thp  Commission  or  an  agreement 
State  to  manufacture,  install  or  service 
such  devices; 

I V  >  Shall  maintain  records  of  all  testa 
performed  on  the  devices  as  required  un- 
der this  section,  including  the  dates  tnd 
results  of  the  tests  and  the  names  of 
the  persons  conducting  the  testa; 

I  vi )  Upon  the  occurrence  of  a  failure 
of  or  damage  to.  or  any  indication  of » 
possible  failure  of  or  damage  to,  the 
shielding  or  containment  of  the  rtdlo- 


Wednetday,  February  14,  1962 

w^ve  material  or  the  on-ofT  mechanism 
!!rindlcator.  shall  immediately  suspend 

nerttlon  of  the  device  until  it  has  been 
'zLjxtd  by  the  supplier  or  other  person 
I^Snf  a  specific  license  from  the  C?om- 
mlarion  or  an  agreement  State  to  man- 

ftcture.  install  or  service  such  devices, 
Jr  disposed  of  by  transfer  to  a  person 
tuthortefd  to  receive  the  byproduct  ma- 
tffial  contained  in  the  device;  and 

(Til)  Shall  be  exempt  from  the  re- 
flulrements  of  Part  20  of  this  chapter, 
except  that  such  persons  shall  comply 
vtth  the  provisions  of  §S  20.402  and 
20403  of  this  chapter. 

(5)  The  general  license  provided  In 
lubparagraph  (D  of  this  paragraph  (c) 
U  subject  to  the  provisions  of  85  30.32  to 
1072,  Inclusive:  Provided,  That  persons 
vho  possess  byproduct  material  pursuant 
to  this  general  license  shall  not  export 
luch  byproduct  material  without  a 
g^lflc  license  from  the  Commission 
suthorinng  such  export. 

(6)  Any  person  who  holds  a  specific 
llceiue  Issued  by  an  agreement  State 
authorizing  the  holder  to  manufacture. 
install  or  service  a  device  described  in 
Kibparagraph  d)  of  this  paragraph  (c) 
flthln  such  agreement  State  is  hereby 
innted  a  general  license  to  install  and 
iRTice  such  device  in  any  nonagreement 
Sttte;  Provided.  That: 

il)  Such  person  shall  file  a  report 
Tlth  the  Director,  Division  of  Licensing 
ind  Regulation,  Atomic  Energy  Com- 
mission. Washington  25.  O.C,  within  30 
days  after  the  end  of  each  calendar 
gutrter  in  which  any  device  Is  trans- 
ferred or  Installed.  Each  such  report 
ihall  Identify  each  general  licensee  by 
name  and  address,  the  type  of  device 
trtnsferred.  and  the  quantity  and  type 
of  byproduct  material  contained  In  the 
device. 

(U)  The  device  has  been  manufac- 
tured, labelled,  installed,  and  serviced  In 
Mxordance  with  applicable  provisions  of 
the  specific  license  issued  to  such  person 
by  the  agreement  State; 

lUi)  Such  person  assures  that  any 
libels  required  to  be  affixed  to  the  device 
under  regulations  of  the  agreement 
Sttte  which  licensed  manufacture  of  the 
device  bear  a  statement  that  "Removal 
of  this  label  is  prohibited  by  the  regula- 
tions of  the  Atomic  Energy  Conmiisslon". 

'iv)  Shall  furnish  to  each  general 
li(»nsee  to  whom  he  transfers  such  de- 
vice or  on  whose  premises  he  Installs 
such  device  a  copy  of  the  general  license 
contained  in  5  30.21  ic). 

I3ec«.  81,  161.  214.   68  St.it.  935,  948,  73  Stat. 
«;42USC  2111.  2201,  2021) 

Dtted  at  Germantown,  Md..  this  7th 

(Uy  of  February  1962. 

Por  the  Atomic  Energy  Commission. 

Woodford  B.  McCool, 
I  Secretary. 

\r&.  Doc    62  1498;    Piled.    Feb.    13.    1962; 
»  8  50  a.m  1 
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FAIT  150— EXEMPTIONS  AND  CON- 
TINUED REGULATORY  AUTHORITY 
M  AGREEMENT  STATES  UNDER 
SECTION  274 

PubUc  Law  86-373,  dated  September 
**•  1859,  amended  the  Atomic  Energy  Act 
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of  1954  by  the  addition  of  a  new  section 
274.  "Cooperation  With  States."  One 
purpose  of  that  legislation  was  to  rec- 
Offnlie  the  Interests  of  the  Stated  in  the 
peaceful  uses  of  atomic  energy  and  to 
clarify  the  respective  responsibilities 
under  the  Atomic  Energy  Act  of  the 
Commission  and  the  States  with  respect 
to  the  regulation  of  byproduct,  source, 
and  special  nuclear  materials. 

Under  section  274b.  of  the  Atomic 
Energy  Act,  the  Commission  is  author- 
ized to  enter  Into  an  agreement  with  the 
Governor  of  any  State  providing  for  dis- 
continuance of  the  regulatory  authority 
of  the  Commission  under  Chapters  6.  7, 
and  8,  and  section  161  of  the  Act  with 
respect  to  the  following  materials  within 
the  State:  Byproduct  materials,  source 
materials,  and  special  nuclear  materials 
In  quantities  not  sufllcient  to  form  a 
critical  mass. 

Subsection  (c)  of  section  274  of  the 
Atomic  Energy  Act  specifically  excludes 
from  such  agreements  the  discontinu- 
ance of  any  Commission  authority  with 
respect  to: 

1.  The  construction  and  operation  of 
any  production  or  utilization  facility ; 

2.  The  export  from  or  import  into  the 
United  States  of  any  byproduct,  source, 
or  special  nuclear  material  or  of  any  pro- 
duction or  utilization  facility ; 

3.  The  disposal  into  the  ocean  or  sea 
of  byproduct,  source,  or  special  nuclear 
waste  materials  as  defined  In  regulations 
or  orders  of  the  Commission; 

4.  The  disposal  of  such  other  byprod- 
uct, source,  or  special  nuclear  material 
as  the  Commission  determines  by  regula- 
tion or  order  should,  because  of  the  haz- 
ards or  potential  hazards  thereof,  not  be 
so  disposed  of  without  a  license  from  the 
Commission, 

In  addition  to  the  foregoing  the  Com- 
mission, notwithstanding  any  agreement 
between  the  Commission  and  any  State 
pursuant  to  subsection  274b.  of  the  Act,  Is 
authorized  by  rule,  regulation,  or  order 
to  require  that  the  manufacturer,  proc- 
essor or  producer  of  any  equipment, 
device,  commodity  or  other  product 
containing  source,  byproduct  or  special 
nuclear  material  shall  not  transfer  pos- 
session or  control  of  such  product  except 
pursuant  to  a  license  issued  by  the  Com- 
mission. 

On  September  29, 1961,  the  Commission 
published  for  public  comment  a  draft  of 
a  proposed  10  CFR  Part  150,  which 
would  relinquish  certain  licensing  au- 
thority to  agreement  States  and  exempt 
persons  in  those  States  from  Commission 
licensing  requirements.  The  Statement 
of  Considerations  published  with  the 
proposed  Part  150  stated  that  the  Com- 
mission had  not  taken  a  position  as  to 
whether  It  should  retain  or  relinquish  to 
the  States  Its  authority  to  regulate  the 
concunerclal  disposal  by  burial  of  atomic 
wastes,  or  its  authority  to  licehse  the  dis- 
tribution by  producers  of  products  con- 
taining atomic  energy  materials;  and 
specifically  invited  public  comment  on 
those  questions  and  on  possible  alterna- 
tives. 

Following  publication,  comments  were 
received  from  some  fifty  organizations 
and  individuals.  The  proposed  Part  150 
was  discussed  with  a  number  of  com- 
mittees representing  national  organiza- 
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tions,  as  well  as  with  the  Conmiission's 
Advisory  Comnilttee  of  State  Officials. 
The  majority  of  all  comments  received 
were  concerned  In  the  main  with  the 
question  of  whether  the  Commission 
should  continue  control  in  agreement 
States  of  the  commercial  land  burial  of 
byproduct,  source,  or  special  nuclear 
wastes  and  the  question  of  whether  the 
Commission  should  continue  control  of 
transfer  by  manufacturers,  processors 
or  producers  of  equipment,  devices,  com- 
modities, or  other  products  containing 
agreement  materials. 

The  Commission  has  taken  into  con- 
sideration the  comments  and  advice  it 
has  received  In  adopting  the  regulation 
set  out  herein.  The  Commission  has  de- 
cided against  blanket  reservations  of 
control  over  land  burial  of  waste  and 
over  the  transfer  of  manufactured 
products. 

However,  as  to  land  burial,  the  Com- 
mission finds,  pursuant  to  section  274 
c.(4),  of  the  Act  that  because  of  the 
hazards  or  potential  hazards  thereof. 
high  level  atomic  energy  wastes  from 
the  chemical  processing  of  Irradiated 
fuel  elements  should  not  be  disposed  of 
without  a  Ucense  from  the  Commission 
This  finding  Is  reflected  in  S  150.15 (a) 
(4).  Control  over  the  handUng  and 
storage  of  waste  at  the  site  of  a  reactor, 
including  elBuent  discharge,  will  be  re- 
tained by  the  Commission  as  a  part 
of  the  control  of  reactor  operation.  The 
states  will  have  control  over  land  burial 
of  low  level  wastes. 

With  respect  to  whether  the  Commis- 
sion should  retain  or  relinquish 
authority  to  license  the  transfer  by 
manufacturers,  processors  or  producers 
of  equipment,  devices,  commodities  oi' 
other  products  containing  atomic  energy 
materials,  Part  150  provides  for  State 
regulatory  control  In  this  area  except 
those  items  Intended  for  use  by  the  gen- 
eral public  (S  150.15(a)(6)).  Thus, 
control  over  the  manufacture  and  trans- 
fer of  Industrial  type  devices,  such  as 
thickness  gauges,  would  be  exercised  by 
the  agreement  States. 

Control  over  consumer  type  devices, 
such  as  luminous  watches,  would  be  re- 
tained by  the  Commission.  The  im- 
controlle(i  distribution  of  atomic  ma- 
terials in  products  designed  for  distribu- 
tion to  the  general  public,  such  as 
consumer  type  devices,  and  the  ultimate 
uncontrolled  release  of  these  materials 
into  the  environment,  involve  questions 
of  national  policy  which  have  not  yet 
been  resolved.  It  is  for  this  reason  that 
the  Commission  is  retaining  control  over 
such  products.  The  Commission  rec- 
ognizes that  the  phrase  "products  de- 
signed for  distribution  to  the  general 
public"  is  not  precise.  The  purpose  of 
the  provision,  however,  will  be  discussed 
with  each  agreement  State;  serious  dif- 
ficulties in  interpretation  of  the  phrase 
are  not  anticipated. 

In  order  to  achieve  the  maximum 
degree  of  uniformity  of  design  and  la- 
beling requirements  for  those  products 
and  devices  which  will  be  under  State 
control,  the  agreement  to  be  executed 
between  the  Commission  and  an  agree- 
ment State  will  provide  for  cooperative 
arrangements  imder  which  the  State 
will  keep  the  Commission  informed  of 
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proposed  requirements  for  the  design 
and  dlatribution  of  such  products.  In 
addition,  the  State  will  agree  to  use  its 
best  efforts  to  maintain  its  total  control 
program  compatible  with  the  control 
program  of  the  Commission  on  a  con- 
tinuing basis. 

The  agreement  will  also  provide  that 
the  Commission  and  the  agreement  Stau- 
will  use  their  best  efforts  to  develop 
rules,  regulations  and  procedures  by 
which  reciprocal  recognition  of  hcense.s 
covering  agreement  materials  v.iU  bo 
accorded. 

In  the  implementation  of  tlic  ipcipro- 
cal  recognition  provision  in  the  ayrie- 
ment,  S  150.20  grants  a  general  In  tn.se 
to  any  person  who  hold.s  a  valid  .Nj.ecific 
license  from  an  agreement  State  to  con- 
duct the  same  activity  in  a  non-a«ree- 
ment  State,  provided  that  the  .specitir 
license  does  not  limit  the  activity  au- 
thorized by  the  license  to  specific  instal- 
lations or  locations.  The  general  licen.se 
so  provided  in  §  150  20  requires  the  li- 
censee to  comply  with  the  appioDiiate 
provisions  of  Parts  20.  30,  31.  40.  and  70 
of  Title  10.  In  addition,  such  hcen.^ee 
must  register  in  advance  with  the  Com- 
mission; must  not  in  any  non-asreemeni 
State,  transfer  or  dispose  of  the  radio- 
active material  possessed  or  used  under 
the  general  license  except  by  transfer 
to  a  person  specifically  liccii-sed  by  the 
Commission  to  receive  such  material. 
must  not  in  any  non-agreement  State 
possess  or  use  radioactive  material,  oi 
engage  in  the  activity  authorized  in 
5  150.20  for  more  than  20  days  in  any 
period  of  12  consecutive  months,  with- 
out obtaining  a  specific  Iicen.se  from  the 
Commission,  and  must  comply  with  all 
terms  and  conditions  of  the  specific 
State  license  except  tho.'^e  terms  and  con- 
ditions as  are  contrary  to  tlie  require- 
ments of  §  150  20. 

There  are  certain  classes  of  devices 
containing  byproduct  material  which 
may  be  used  under  general  licensmt,'  pro- 
visions contained  in  Part  30.  §  30  21'ci . 
if  the  device  is  manufactured  in  accord- 
ance with  a  sp>eciflc  license  issued  to  the 
manufacturer  by  the  Commission.  Part 
30  is  being  amended  to  provide  that  such 
products,  if  manufactured  in  an  agree- 
ment State  pursuant  to  a  specific  license 
from  the  agreement  State,  may  be  trans- 
ferred to  users  in  non-agreement  States 
and  used  by  the  users  under  the  general 
licensing  provisions  of  Part  30. 

The  Commission's  decision  not  to  ex- 
ercise its  authority  to  license  the  trans- 
fer of  products  containing  atomic  energy 
materials  (other  than  products  designed 
for  distribution  to  the  general  public  >  is 
based  on  the  assumption  that  agreement 
States  will  maintain  continuing  com- 
patibility between  their  programs  and 
Commission  programs:  and  that  proce- 
dures will  be  devised  assuring  reason- 
able, reciprocal  recognition  of  licenses 
and  licensing  requirements  among  such 
States  and  the  Commission.  If  attain- 
ment of  these  objectives  should  prove 
to  be  unfeasible,  the  Commission  will 
reconsider  the  need  for  the  exercise  of 
its  authority  to  prescribe  the  specifica- 
tions for  products  containing  atomic 
energy  materials. 
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It  w  ill  be  desirable  for  the  Commission 
and  agreement  States  to  develop  pro- 
grams for  the  collection  and  exchange  of 
data  concerning  the  effectiveness  of 
standards  and  procedures  obsei-ved  in 
their  respective  programs  for  liceasing 
and  reuulatin;:  the  pos.session  and  use 
of  atomic  enemy  materials  For  this 
purpose,  tlie  Commi.s.sion  plans,  m  co- 
operation with  the  a:-;iecmtnt  Slates,  to 
develop  procedures  under  which  the 
a  reemeiu  Stute.s  will  furnish  to  the 
Commi.s.sion  such  mfoimation  as  may 
be  ai^reed  upon  from  time  to  lime,  and 
the  Commi.ssion  will  make  available  to 
each  a'.,reement  State,  summaries  of  the 
information  reciived  fi(>ni  oilier  auree- 
ment  States  and  from  Commi.ssion 
hcensecs. 

As  has  previou.sly  been  announced,  the 
Commission  is  conduciin«  studies  of  ac- 
tivities involvm';  the  processing  and  use 
of  very  substantial  quantities  of  byprod- 
uct material  'in  the  order  of  hundreds 
of  thousands  of  curies'  These  studies 
have  been  undertaken  m  part  to  provide 
information  on  which  the  Commission 
may  make  u  determination  as  to  whether 
provi.'ions  of  the  Price-Anderson  Indem- 
nity Act  'section  170  of  the  Atomic  En- 
ergy Act  of  1954'  should  be  extended  to 
such  activities  They  have  also  been 
undertaken  for  the  purpo.se  of  providing- 
information  as  to  whether  the  Commis- 
sion should  determine  that  facilities 
which  process  such  quantities  of  by- 
product material  are  production  or  uti- 
lization facilities  within  the  meaning  of 
Section  11  of  the  Act  If  the  Commis- 
sion finds  that  such  facilities  should  be 
classified  as  utilization  facilities,  the 
Commission's  licensing  and  regulatory 
requirements  would  be  applicable.  The 
provisions  of  the  Pi  ice-Anderson  In- 
demnity Act  cannot  be  made  applicable 
except  to  activities  licensed  by  the 
Commission. 

The  exemptions  herein  cranted  aie 
issued  in  order  to  carry  out  agreemenus 
between  the  Commission  and  the  Gov- 
ernor of  any  State  under  section  274b 
of  the  Atomic  Energy  Act  of  1954.  as 
amended. 

Pursuant  to  the  Atomic  Enerjiy  Act  of 
1954,  as  amended,  and  the  Administra- 
tive Procedure  Act  of  1946.  the  following 
regulation  is  published  as  a  document 
subject  to  codification,  to  be  effective  on 
publication  in  the  Federal  Register. 

GeNF'RM.  PRii\I-^P>Ns 

Sec 
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688.  42  use   2301  and  42  U80   2021. 


General  Provisions 
§  130.1      Purport. 

The  regulations  in  this  part  prorkk 
certain  exemptions  to  persona  in  utm! 
ment  States  from  the  licensing  require 
ments  contained  in  Chapters  8.  7,  mH  • 
of  the  Act  and  from  the  regulationa  o( 
the  Commission  imposing  requirement. 
upon  per.sons  who  receive,  possess,  uae 
or  transfer  byproduct  material,  louree 
or  special  nuclear  material  in  quantltlei 
not  sufficient  to  form  a  critical  man 
and  to  define  activities  in  agreement 
States  over  which  the  regulatory  M). 
thority  of  the  Commission  continuet 
The  provisions  of  the  Act.  and  regula- 
tions of  the  Commission  apply  to  aU 
persons  in  agreement  States  engaging  t 
activities  over  which  the  regulatory  au- 
thority of  the  Commission  continues. 

S   l.»0.2       Srope. 

The  regulations  in  this  part  apply  to 
all  States  that  have  entered  into  agree- 
ments with  the  Commission  pursuant 
to  sub.section  274b  of  the  Act. 

i;  130.3      Definitions. 

As  used  in  this  part: 

•  a'  'Act"  means  the  Atomic  Enerjj 
Act  of  1954  <68  Stat.  919)  including  any 
amendments  thereto; 

'b'  ■Agreement  State"  means  any 
Slate  with  which  the  Commission  hai 
ent*'red  into  an  effective  agreement 
under  subsection  274b  of  the  Act; 

(c>  Byproduct  material"  means  any 
ladioactue  material  (except  special  nu- 
clear material  >  yielded  in  or  made  radio- 
active by  exposure  to  the  radiation  inci- 
dent to  the  process  of  producing  or 
uulizin^r  special  nuclear  material; 

<d>  "Commission"  means  the  AtOBlc 
Energy  Commission  or  its  duly  author- 
ized representatives; 

'c  Government  agency'  means  any 
executive  department,  conmiission.  in- 
dependent establishment,  corporation. 
wholly  or  partly  owned  by  the  United 
States  of  America  which  is  an  instru- 
mentality of  the  United  States,  or  any 
board,  bureau,  division,  service,  ofllcf. 
otTicer.  authority,  administration,  or 
other  establishment  in  the  executive 
branch  of  the  Government. 

'f'  Person"  means  tl'  any  individ- 
ual, corporation,  partnership,  firm.  aa«>- 
nation,  trust,  estate,  public  or  prlvatt 
institution  group,  auency.  any  State  or 
any  political  subdivision  of  any  political 
entity  within  a  State,  and  any  legal 8uc- 
ce.s.sor.  representative,  agent,  or  agOKy 
of  the  forcKomL;  other  than  Govemmeol 
agencies; 

>M>  "Production  facihty"  means  '1' 
any  equipment  or  device  determined  by 
rule  of  the  Commission  to  be  capable t)f 
the  production  of  sp>ecial  nuclear  mate- 
rial in  .such  quantity  as  to  be  of  aignlfl- 
cance  to  the  common  defense  and 
.security,  or  in  such  manner  as  to  affert 
the  health  and  safety  of  the  public;  or 
<  2 '  any  important  component  part  ea- 
pecially  designed  for  such  equipment* 
device  as  determined  by  the  Commlaiioo; 
(h»  "Source  material"  means  d' 
uranium,  thorium,  or  any  other  bmIb- 
rial  which  is  determined  by  the  Con- 
mi.<5.sion  pursuant  to  the  provlslaii  » 
section  61  of  the  Act  to  be  source  maU- 


fiiittiday,  February  14,  1962 

,,  „  (2)  ores  containing  one  or  more 
TthTforegoing  materials,  in  such  con- 
iSitton  as  the  Commission  may  by 
^^^Hoo.  determine  from  time  to  time: 
^"^r^^iBl  nuclear  material"  me^ 
1  niutonluin.  uranium  enriched  In  the 
ilSs  233  or  in  the  isotope  235.  and 
fJ^Sier  material  which  the  Conmiis- 
ii^larsuant  to  the  provisions  of  sec- 
1^51  of  the  Act,  determines  to  be  spe- 
S^  nuclear  material,  but  does  not 
Sude  source  material:  or  (2)  any 
rS«ua  artificiaUy  enriched  by  any  of 
Seforegoing.  but  does  not  Include 
Murce  material ;  

(i)  "State"  means  any  State,  Terri- 
JJ  or  possession  of  the  United  States. 
J7'c«n»l  Zone,  Puerto  Rico,  and  the 
niitrlct  of  Columbia: 

(k)  "Utilization  facihty"  means  (1) 
any  equipment  or  device,  except  an 
Smic  weapon,  determined  by  rule  of 
the  Commission  to  be  capable  of  making 
m  of  special  nuclear  material  in  such 
ougnlity  as  to  be  of  significance  to  the 
Lpmnn  defense  and  security,  or  In  such 
uumer  as  to  affect  the  health  and  safety 
of  the  public,  or  peculiarly  adapted  for 
n,.Mng  use  of  atomic  energy  In  such 
Manttty  as  to  be  of  significance  to  the 
f^mtwi  defense  and  security,  or  In 
iQCh  manner  as  to  affect  the  health  and 
Mfety  of  the  public;  or  (2)  any  Im- 
portant component  part  especially  de- 
ilgned  for  such  equipment  or  device  as 
determined  by  the  Commission. 

1 150.4  Communications. 

All  communications  concerning  the 
ngulations  of  this  part  should  be 
addreved  to  the  United  States  Atomic 
Bwrgy  Commission,  Washington  25, 
D.C..  Attention:  Division  of  Licensing 
and  Regulation.  Communications  and 
reports  may  be  delivered  in  person  at  the 
Commission's  office  at  1717  H  Street 
NW..  Washington.  D.C.,  or  its  offices  at 
Oennantown,  Maryland. 

1 150.5  Int«rpretationf«. 

Except  as  ^secifically  authorized  by 
the  OMnmission  in  writing,  no  interpre- 
tation of  the  meaning  of  the  regula- 
tions in  this  part  by  an  officer  or  em- 
l^ee  of  the  Commission  other  than  a 
written  interpretation  by  the  General 
Counsel  will  be  recognized  to  be  binding 
upon  Uie  Commission. 

EzncmoNs    in    Agreement    States 

i  150.10     Per»on!>   exempt. 

Except  as  provided  in  S  150.15,  any 
person  in  an  agreement  State  who  man- 
ufactures, produces,  receives,  possesses, 
om  or  transfers  byproduct  material, 
■ouroe  material,  or  special  nuclear  ma- 
terial in  quantities  not  sufflcioit  to  form 
a  critical  mass  is  exempt  from  the  re- 
quirements for  a  license  contained  in 
Chapters  6,  7,  and  8  of  the  Act,  regula- 
tkna  of  the  Conmiission  imposing  licens- 
iB|  requirements  upon  persons  whp 
Banufacture,  produce,  receive,  possess, 
OM  or  transfer  such  materials,  and  from 
mulatlons  of  the  Commission  applicable 
to  Hcenaees.  The  exemptions  in  this 
■Ktion  do  not  apply  to  agmciea  of  the 
'Xleral  government  as  defined  in  S  1S0.S. 


FEDERAL  REGISTER 

§  150.11      Critical  mass. 

(a)  For  the  purposes  of  this  part, 
special  nuclear  material  in  quantities 
not  Bufflcient  to  form  a  critical  mass 
means  uraniiun  enriched  in  the  isotop>e 
U-235  in  quantities  not  exceeding  350 
grams  of  contained  U-235:  uranium-233 
in  quantities  not  exceeding  200  grams; 
Plutonium  in  quantities  not  exceeding 
200  grams:  or  any  combination  of  them 
in  accordance  with  the  following  for- 
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mula:  For  each  kind  of  special  nuclear 
material,  determine  the  ratio  between 
the  quantity  of  that  special  nuclear  ma- 
terial and  the  quantity  specified  above 
for  the  same  kind  of  special  nuclear 
material.  The  sum  of  such  ratios  for 
all  kinds  of  special  nuclear  materials 
in  combination  shall  not  exceed  unity. 
For  example,  the  following  quantities  in 
combination  would  not  exceed  the  lim- 
itation and  are  within  the  formula,  as 
follows : 


176  (grams  contained  U-235)      50   (grams  U-233) 
350  200 


50  (grams  Pu)  _ 


200 


(b)  To  determine  whether  the  exemp- 
tion granted  in  §  150.10  of  this  part  ap- 
plies, a  person  shall  include  in  the  quan- 
tity computed  according  to  paragraph 
(a)  of  this  section  the  total  quantity  of 
special  nuclear  material  which  he  is  au- 
thorized to  receive,  possess  or  use  in  a 
particular  agreement  State  at  any  one 
time. 

CoMTiNUKD  Commission  Regulatory 

AUTHOMTT    IN   AGREEMENT   STATES 

§  150.15     Persons  not  exempt. 

(a)  Persons  in  agreement  States  are 
not  exempt  from  the  Commission's  li- 
censing and  regulatory  requirements 
with  respect  to  the  following  activities: 

(1)  The  construction  and  operation  of 
any  production  or  utilization  facility. 
As  used  in  this  subparagraph  (1),  "op- 
eration" of  a  facility  includes,  but  is  not 
limited  to  (i)  the  storage  and  handling 
of  radioactive  wastes  at  the  facility  site 
by  the  person  licensed  to  operate  the  fa- 
cility, and  (11)  the  discharge  of  radio- 
active effluents  from  the  facility  site. 

(2)  The  export  from  or  import  into 
the  United  States  of  byproduct,  source, 
or  special  nuclear  material,  or  of  any 
production  or  utilization  facility. 

(3)  The  disposal  into  the  ocean  or  sea 
of  byproduct,  {»urce,  or  special  nuclear 
waste  materials,  as  defined  in  regtilations 
or  orders  of  the  Commission.  For  pur- 
poses of  this  part,  ocean  or  sea  means 
any  part  of  the  territorial  waters  of  the 
United  States  and  any  part  of  the  in- 
ternational waters. 

(4)  The  transfer,  storage  or  disposal 
of  radioactive  waste  material  resulting 
from  the  separation  in  a  production  fa- 
cility of  special  nuclear  material  from 
irradiated  nuclear  reactor  fuel.  This 
subparagraph  (4)  does  not  apply  to  the 
transfer,  storage  or  disposal  of  con- 
taminated equipment. 

(5)  The  disposal  of  such  other  by- 
product, source,  or  special  nuclear  ma- 
terial as  the  Conunission  determines  by 
regulation  or  order  should,  because  of 
the  hazards  or  potential  hazards  thereof, 
not  be  so  disposed  of  without  a  license 
from  the  Ck>nmiission. 

(6)  The  transfer  of  possession  or 
control  by  the  manufacturer,  processor, 
or  produce  of  any  equipment,  device, 
coaunodLty,  or  other  product  containing 
source,  byproduct,  or  special  nuclear  ma- 
terial, intended  for  use  by  the  general 
public. 


(b)  Notwithstanding  any  exemptions 
provided  in  this  part,  the  Conunission 
may  from  time  to  time  by  nile.  regula- 
tion, or  order,  require  that  the  manufac- 
turer, processor,  or  producer  of  any 
equipment,  device,  commodity,  or  other 
product  containing  source,  byproduct,  or 
special  nuclear  material  shall  not  trans- 
fer possession  or  control  of  such  product 
except  pursuant  to  a  license  or  an  ex- 
emption from  licensing  issued  by  the 
Commission. 


Reciprocity 
§  150.20      Recognition  of  State  licenses.' 

(a)  Subject  to  ttie  provisions  of  para-  . 
graph  (b)  of  this  section,  any  person 
who  pK>ssesses  a  specific  license  from  an 
agreement  State  is  hereby  granted  a  gen- 
eral license  to  conduct  the  same  activity 
in  non-agreement  States:  Provided,  That 
the  specific  license  does  not  limit  the  ac- 
tivity authorized  by  the  license  to  spec- 
ified installations  or  locations. 

(b)  Notwithstanding  any  provision  to 
the  contrary  in  any  specific  license  issued 
by  an  agreement  State  to  a  person  who 
eng£«es  in  activities  in  a  non-agreement 
State  under  a  general  license  provided  in 
this  section,  the  general  license  provided 
in  this  section  is  subject  to  the  provisions 
of  §§  30.32,  30.41.  30.43.  30.44.  30.51.  30.52. 
and  30.61  of  Part  30  of  this  chapter: 
§§  40.41.  40.61  to  40.63.  inclu^ve.  40.71 
and  40.81  of  Part  40  of  this  chapter:  and 
§§  70.32,  70.51  to  70.66  inclusive,  70.61, 
70.62,  and  70.71  of  Part  70  of  this  chap- 
ter: and  to  the  provisions  of  Part  20  and 
Part  31  of  this  chapter.  In  addititm,  any 
person  who  engages  in  activities  in  non- 
agreement  States  imder  a  general  license 
provided  in  this  section: 

(1)  Shall  file  AEC  Form  No.  241  ("Re- 
port of  Proposed  Activities  in  Non-agree- 
ment States")  in  quadruplicate  with  the 
U.S.  Atomic  Energy  Conmiission.  Wash- 
ington 25.  D.C..  Attention:  Director, 
Division  of  Licensing  and  Regulation, 
prior  to  engaging  in  smy  such  activity; 

(2)  Shall  not  in  any  non-agreement 
State  transfer  or  dispose  of  radioactive 
material  possessed  or  used  vmder  the 


>  Part  30  of  this  chapter  Is  being  amended 
to  generaUy  Ucense  the  use  and  posMWion 
by  persons  In  non-agreement  States  of  cer- 
tain devlcee  containing  byproduct  material 
manufactured  in  an  agreement  State  In  ac- 
cordance wltb  the  specifications  in  ^e  spe- 
cific license  Issued  to  the  manufacturer  by 
the  agreement  State. 
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generml  llcenae  provided  In  this  section 
except  by  trmnsf  er  to  a  person  speciflcally 
Ucenaed  by  the  Commission  to  receive 
such  mftterlal; 

(3)  Shall  not  possess  or  use  radio- 
active material,  or  engage  in  the  activ- 
ities authorized  in  paragraph  (a)  of  this 
section  for  more  than  20  days  in  any 
period  of  12  consecutive  months: 

(4)  Shall  comply  with  all  terms  and 
conditions  of  the  specific  license  issued 
by  an  agreement  State  except  such  terms 
or  conditions  as  are  contrary  to  the  re- 
quirements of  this  section. 

Enforcement 
§  150.30      Violation*. 

An  injunction  or  other  court  order  may 
be  obtained  prohibiting  any  violation  of 
any  provision  of  the  Act  or  any  regula- 
tion or  order  issued  thereunder.  Any 
person  who  willfully  violates  any  provi- 
sions of  the  Act  or  any  regulation  or 
order  Issued  thereiuider  may  be  guilty  of 
a  crime  and,  upon  conviction,  may  be 
punished  by  fine  or  imprisonment,  or 
both,  as  provided  by  law. 

Dated  at  German  town,  Md  .  this  7th 
day  of  February  1962. 

For  the  Atomic  Energy  c6mmission 

Woodford  B.  McCool, 
Secretary 

(F.R      Doc      62-1497:     Piled.    Feb      13.     1962, 
8:50  aJT>  I 


Title  14-AERONAIlTICS  AND 
SPACE 

Chopter  III — Federal  Aviation  Agency 

SUtCHAPTER    E — AIR    NAVIGATION 
RfiGULATIONS 

[Airspace  Docket  No    61-LA  4| 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

PART  608 — SPECIAL   USE  AIRSPACE 

Alteration  of  Federal  Airways,  Control 
Aroo  Extension,  Alteration  and  Des- 
ignotien  of  Restricted  Areas  and 
Designation    of   Transition    Area 

On  December  5,  1961.  a  notice  of  pro- 
posed rule  making  was  published  in  the 
Ftderal  Register  '26  F.R.  11494  >  stating 
the  Federal  Aviation  Agency  was  con- 
sidering amendments  to  Part  601  and 
5  5  600  6006,  600.6105.  600.6494,  600  1545, 
601.1357  and  608.48  of  the  regulations  of 
the  Administrator,  which  would: 

1.  Revoke  the  Fallon.  Nev.,  Restricted 
Area  Rr-4803  and  replace  it  with  two  re- 
stricted areas  of  lesser  dimensions  identi- 
fied as  Rr-4803  and  Rr-4810. 

2.  Alter  the  Fallon,  Nev.,  Restricted 
Area   R--4804   by   designating    the    area 
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with  a  circular  configuration  and  change 
its  name  to  Twin  Peaks,  Nev. 

3.  Designate  the  Federal  Aviation 
Agency.  Oakland,  Calif  .  ARTC  Center 
as  the  controlling  agency  for  R-4803, 
R-4804  and  R-4810 

4.  Alter  the  description  of  low  altitude 
VOR  Federal  airways  Nos  494  and  6 
south  alternate  to  e.xclude  the  portion.s 
within  R-4803. 

5.  Delete  the  reference  to  R-268  in  the 
description  of  low  altitude  VOR  Federal 
airway  No  105  and  expand  intermediate 
altitude  VOR  Federal  airway  No  1545 
to  it.s  normal  width  between  the  Coal- 
dale.  Nev..  VOR  and  the  Reno.  Nev  . 
VOR. 

6  Expand  the  Fallon.  Nev  .  control 
area  extension  by  includinK  additional 
airspace  southeast  and  northwest  of 
Fallon. 

7.  Designate  a  tran.sition  area  near 
Yerington.  Nev 

No  adverse  comments  were  received 
regarding  the  proposed  amendments. 

Subsequent  to  the  publication  of  the 
notice,  it  has  been  determined  that  the 
centerline  of  the  extension  of  R-4803. 
as  proposed,  should  be  349  5°  in  lieu  of 
349'  as  stated  in  the  notice.  This 
change,  being  minor  in  nature,  is  re- 
flected in  the  action  taken  herein. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rules  herein  adopted  and 
due  consideration  has  been  given  to  all 
relevent  matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582) 
and  for  the  reasons  stated  in  the  notice, 
the  following  actions  are  taken: 

1.  In  5  608.48  Nevada  '28  F.R.  7197i 
the  following  changes  are  made: 

a.  R-4803  Fallon.  Nev  .  is  amended  to 
read : 

R  4803      Fallon   Nev 

Boundartea  A  :i-nautlOikl  mile  radius 
circle  centered  at  latitude  39 '30  40  N  , 
longitude  118'52  15  W  ,  and  within  3  nauti- 
cal miles  W  and  2  nautical  milee  E  of  a  line 
extending  349  5*  True  from  the  center  to  15 
nautical  miles  NNW 

De<tgnatcd     altitudei      Surface     to     8  000 
feet  MSL  N,  and  .surface  to  18  OOO  feet  MSL  S 
of  a  line  extending  from  latitude  39"27'40 
N.     longitude     118'67  55        W      to     latitude 
39'30'20      N.  longitude  llS'Sl  55      W 

Time  of  drsignaCion  Contlruiou.s  Monday 
through  Saturday 

Controlling  agency  Federal  Aviation 
Agency.   Oakland   ARTC  Center 

Vfing  agency  Commander  Naval  Air 
Buses,   12th  Nav.il  District,  Alameda    Calif 

b.  R-4804  Fallon,  Nev  .  is  amended  to 
read : 

R  4804     Twin  Pcalc.s   Nev 

Boundaries  A  5-nautlcal  mile  radius 
circle  centered  at  latitude  39  13  00  N  . 
longitude  118  12  42  W.  and  a  3-nautical 
mile  radius  circle  centered  at  latitude  39  - 
14  15  •  N,  lont?ltude  1181730  '  W. 

Designated  altitudes  Surface  to  20,000 
feet  MSL. 

Time  of  designation  Continuous.  Monday 
through  Saturday 

Controlling  o^renc]/  Federal  Aviation 
Agency,  Oakland  ARTC  Center. 

U-img  agency.  Commander.  Naval  Air 
Bases.    12th   Naval    District.    Alameda.   Calif. 


c.  R-4810  Desert  Mountains,  Nev  k 
added  to  read :  •        -.  ■ 

R  4810     Desert  Mountains.  Nev. 

Boundaries.     A     &-nautlcal     mil*    ntfta 
circle    centered    at    latitude    99'10'M"   ■ 
lonRitude    IIS-ST'SO"   W.;   and  a  *-M«tt(M 
mile  radius  circle  centered  at  latltoda  M* 
09  15     N,  longitude  118'42'aO"  W. 

Designated  altitudes.  Surface  to  <ii»fc. 
Ifi.el300  ^'^ 

Ttr»e  of  designation.  One  hour  prior  to 
Nvmrlse  to  one  hour  after  sunset,  Uon^. 
through  Friday 

Cofjfro/hrij^  agency  Federal  ATUttoa 
Agency.  Oakland  ARTC  Center. 

U'lng  agency  Conrunander.  MafM  Ak. 
B.iAes.    12th    Naval   District.   Alameda,  Catt 

2  In  the  text  of  §  600.6006  (14  CR 
600  6006.  26  F  R.  11823)  "to  the  IdkvlM 
NY.  VORTAC."  is  deleted  and  "to  tbe 
Idlewild.  NY..  VORTAC,  excludlnt  the 
airspace  within  R-4803."  is  substituted 
therefor. 

3.  In  the  text  of  §  600.6105  (14  CFJl 
600  6105  >  "The  portion  of  this  alrviy 
which  lies  within  the  geographic  MH<i 
of.  and  between  the  designated  altttote 
of,  the  Fallon,  Nev..  Restricted  Am 
•  R-268>  is  excluded  during  thi«  iv- 
stricted  area's  time  of  designation."  b 
deleted. 

4  In  the  text  of  9  600.6494  (38  PJL 
11824'  "excluding  the  airspace  wtttata 
R-4802."  is  deleted  and  "excludlnc  flie 
airspace  within  R-48C2  and  R-4803."  ii 
substituted  therefor. 

5.  In  the  text  of  5  600.1545  (36  FA 
1086>  "INT  of  the  Reno,  Nev.,  VOR  IH* 
and  the  Lovelock,  Nev.,  VOR  IM*  n- 
dials;  thence  8  mile  wide  airway  }ottit 
INT  of  the  Reno  VOR  135*  and  tbe 
Lovelock  VOR  210"  radials;  thenoT  t» 
the  Reno  VOR."  is  deleted  and  "to  Bk 
Reno.  Nev..  VOR."  is  substituted  ttac- 
for. 

6.  Section  601  1357  '14  CFR  WLIKt) 
is  amended  to  read: 

i;60l.l.'{A7      Control      area      nUmtIm 

(F'mIIoii,    !Nev.), 

That  airspace  within  12  miles  NE  Md 
8  miles  SW  of  the  NAAS  FaUon  TACAM 
146'  radial,  extendmg  from  the  TACAX 
to  54  miles  SE;  within  5  miles  either  ridt 
of  the  NAAS  Fallon  TACAN  03T  radU. 
extending  from  the  TACAN  to  39  mikl 
NE;  and  within  16  miles  N  and  7  mIklB 
of  the  NAAS  Fallon  TACAN  089*  and 
269'  radials.  extending  from  8  mllea  I 
of  the  TACAN  to  a  line  extendlnf  tnm 
latitude  39  0600"  N,  longitude  lll'ir-  , 
00"  W  to  latitude  40'00'00"  N..  koii- 
tude  118'57'00"  W.  The  portions 0* tMl 
control  area  extension  within  IMHI, 
R-4804  and  R-4810  shall  be  used  OBjf 
after  obtaining  prior  approval  tnm 
appropriate  authority. 

7    In  Part  601  ( 14  CFR  Part  601),  tl* 
following  section  is  added: 

§  60I.109.».'J      Yerington.  Nev.,  UsMMm 
art*a. 

That  airspace  extending  upward  bm 
1200  feet  above  the  surface  wttbta  11 
miles  8W  and  8  mUes  NE  of  tha  a«» 
Nev..  VOR  135*  radial  extendlnf  li«« » 
miles  NW  to  22  miles  SE  of  tlM  Dff  « 
the  Reno  VOR  135*  and  the 
Nev  .  VOR  197°  radials. 


Wfiimiay,  February  14,  1962 

i-,^if  amendments  shall  become  effec- 
tf^WOl  e^.t.  April  5,  1962. 

KH(S).  73  SUt.  749;  40  U.S.C.  1348) 

jggaei  in  Washington,  D.C.,  on  Febru- 
tfj  7.  10«2. 

D.  D.  Thomas, 
Director,  Air  Traffic  Service. 

i»H    Doc     62-1457;    Filed.    Feb.    13,    1962; 
1'  8:45  a.m.J 


jAinpace  Docket  No.  eo-LA-OO] 

PAIT  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

p^T  608— SPECIAL  USE  AIRSPACE 

Pstignotion  of  Restricted  Area  and 
Alteration  of  Federal  Airway 

On  November  8,  1961,  a  notice  of  pro- 
posed nile  makmg  was  published  in  the 
ptBOU  RIGISTER  (26  F.R.  10520),  stat- 
ic the  Federal  Aviation  Agency  was 
eoulderlng  amendments  to  §S  600.1668 
lad  606.70  which  would  designate  a  re- 
itileted  area  near  Guernsey,  Wyo.,  and 
alter  Intermediate  altitude  VOR  Federal 
aiivajr  No.  1668  by  reducing  its  width 
tnm  16  miles  to  14  miles  to  provide  re- 
filled lateral  separation  with  the  pro- 
posed Guernsey,  Wyo.,  Restricted  Area. 

No  adverse  comments  were  received 
rtgardlng  the  proposed  amendments. 

Attbough  the  notice  stated  that,  should 
tUi  ptftion  be  taken,  the  Denver  ARTC 
CMtff  would  be  designated  as  the  con- 
troDlng  agency  for  the  Ouemsey  Re- 
itrieted  Area,  it  has  been  determined 
that  no  requirement  exists  in  this  re- 
ititoted  area  for  the  control  of  IFR  traf- 
fle.  Therefore,  because  better  service  can 
be  provided  to  transiting  VFR  traffic 
through  communications  with  the  ad- 
jaeent  Flight  Service  Station,  action  is 
taken  herem  to  designate  the  Casper, 
Wyo.,  Flight  Service  Station  as  the  con- 
troDlnf  agency. 

Subsequent  to  publication  of  the  no- 
tiee.  the  description  of  VOR  Federal  alr- 
nf  No.  1668  was  altered  by  changing 
ttte  name  of  the  Rock  River,  Wyo..  VOR 
to  the  Medicine  Bow,  Wyo.,  VOR  (26 
fK.  11823) ,  effective  February  8,  1962. 
Itaefore,  the  action  taken  herein  to 
liter  the  description  of  V-1668  by  reduc- 
IBK  its  width  will  reflect  this  name 
diance. 

Interested  persons  have  been  afforded 
in  opportunity  to  participate  in  the 
■akinc  of  the  rules  herein  adopted,  and 
doe  consideration  has  been  given  to  all 
rderant  matter  presented. 

Tbt  substance  of  the  proposed  amend - 
■arts  having  been  published,  therefore, 
PBisuant  to  the  authority  delegated  to 
■ebjr  the  Administrator  (25  FH.  12582) 
lod  for  the  reasons  stated  herein  and 
in  the  notice,  the  following  actions  are 
taken: 

1.  In  i  608.70  Wyoming  (26  F.R.  72Q4) 
the  following  is  added : 

•-7001     Guernsey.  Wyo. 

Boundaries.  Beginning  at  latitude  43'- 
■■•O"  M.,  longitude  104°64'30"  W.;  to  lati- 
*ai42'80'00"  N.,  longltudt  104*40'00"  W.; 
tllttltade4a*23'00"  N.,  longitude  104*40'00" 
W-;  to  latitude  42*19'00"  H..  longitude  104*- 
»00"  w.;  to  latitude  42*18'00"  N.,  longitude 
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104<>4ft'00"  W.;  to  latitude  42*  19 '30"  N.. 
longitude  104*51'00"  W.;  to  latitude  42°24'- 
00"  N.,  longitude  104*64'30"  W.;  to  the  point 
of  beginning. 

Designated  altitudes.  Surface  to  23.500 
feet  MSL. 

Time  of  designation.  0700  to  2200  m.s.t., 
May  15  through  September  5. 

Controlling  agency.  Federal  Aviation 
Agency,  Casper,  Wyo.,  Flight  Service  Station. 

Using  agency.  Adjutant  General.  State  of 
Wyoming. 

2.  Section  600.1668  (26  F.R.  11823 >  is 
amended  to  read: 

§  600.1668  VOR  Federal  airwav  No. 
1668  (Medicine  Bow,  Wye,  lo 
Chadron,   Nebr.). 

From  the  Medicine  Bow,  Wyo.,  VOR; 
14-mile  wide  airway  to  the  Chadron, 
Nebr.,  VOR. 

These  amendments  shall  become  ef- 
fective 0001  e.s.t.  April  5,  1962. 

(Sec.  307(a),  72   Stat.  749;    49  U.S.C.    1348) 

Issued  in  Washington,  D.C.,  on  Febru- 
ary 7, 1962. 

D.  D.  Thobjas, 
,  Director,  Air  Traffic  Service. 

|F.R.    Doc.    62-1458:    PUed,    Feb.    13,    1962; 
8:45  a.m.] 


Title  16— COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade  Commission 

(Docket  C-5] 

PART   13— PROHIBITED  TRADE 
PRACTICES  . 

Jerome  Kramer  and  J.  C.  Kramer 
Furrier 

Subpart — Invoicing  products  falsely: 
9  13.1108  Invoicing  products  falsely: 
S13.1108-45  Fur  Products  Labeling  Act. 
Subpart — ^Misbranding  or  mislabeling : 
§  13.1212  Formal  regulatory  and  statu- 
tory reQUirements:  §  13. 1212-30Fur  Prod- 
ucts Labeling  Act.  Subpart — Neglecting, 
unfairly  or  deceptively,  to  make  material 
disclosure:  §13.1845  Composition: 
9  13.1845-30  Fur  Products  Labeling  Act; 
9  13.1852  Formal  regulatory  and  statu- 
tory requirements:  S  13.1852-35  Fur 
Products  Labeling  Act;  §  13.1865  Manu- 
facture or  preparation:  §  13.1865-40  Fur 
Products  Labeling  Act;  §  13.1886  Quality. 
grade  or  type;  9  13.1900  Source  or  origin: 
9  13.1900-40  Fur  Products  Labeling  Act: 
9  13.1900-40(b)  Place. 

(Sec.  6,  38  Stot.  721;  15  U.S.C.  46.  interpret 
or  apply  sec.  6,  38  Stat.  719,  as  amended;  sec. 
8,  96  Stat.  ITS;  IS  U.S.C.  45.  69f )  [Cease  and 
desist  order,  J.  C. Kramer  Furrier.  Erie.  Pa., 
Docket  C^,  Oct.  17,  1961) 

Consent  order  requiring  an  Erie,  Pa., 
furrier  to  cease  violating  the  Fur  Prod- 
ucts Labeling  Act  by  failing,  in  labeling, 
invoicing,  and  advertising  fur  products, 
to  show  the  true  name  of  the  fur  and 
the  country  of  origin  of  imported  furs; 
failing  to  show,  in  labeling  and  adver- 
tising, when  a  fur  product  was  composed 
of  cheap  or  waste  fur,  and  to  disclose  in 
invoicing  when  fur  was  dyed;  and  failing 
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in  other  respects  to  comply  with  require- 
ments of  the  Act. 

The  order  to  cease  and  desist,  to- 
gether with  further  order  requiring  re- 
port of  compliance  therewith,  is  as 
follows : 

It  is  ordered.  That  Jerome  Kramer,  an 
individual  trading  as  J.  C.  Kramer  Fur- 
rier, or  under  any  other  trade  name  and 
respondent's  representatives,  agents  and 
employees,  directly  or  through  any  cor- 
porate or  other  device,  in  connection 
with  the  introduction  into  commerce,  or 
the  sale,  advertising,  or  offering  for  sale 
in  conunerce,  or  the  transportation  or 
distribution  in  commerce  of  fur  products, 
or  in  connection  with  the  sale,  advertis- 
ing, offering  for  sale,  transportation,  or 
distribution  of  fur  products  which  are 
made  in  whole  or  in  part  of  fiu*  ii^ilch 
has  been  shipped  and  received  in  com- 
merce, as  "conunerce",  "fur"  and  "fur 
product"  are  defined  in  the  Pur  Products 
Labeling  Act,  do  forthwith  cease  and 
desist  from : 

1.  Misbranding  fur  products  by: 

A.  Failing  to  i^fix  label8.to  fur  prod- 
ucts showing  in  words  and  figures  plainly 
legible  all  the  information  required  to 
be  disclosed  by  each  of  the  subsections 
of  section  4(2)  of  the  Fur  Products 
Labeling  Act. 

B.  Setting  forth  on  labels  affixed  to 
fur  products: 

1.  Information  required  under  section 
4(2)  of  the  Fur  Products  Labeling  Act 
and  the  rules  and  regulations  promul- 
gated thereunder  in  abbreviated  form. 

2.  Information  required  under  section 
4(2)  of  the  Fur  Products  Labeling  Act 
and  the  rules  and  regulations  promul- 
gated thereunder  mingled  with  non- 
required  information. 

3.  Information' required  under  section 
4(2)  of  the  Fur  Products  Labeling  Act 
and  the  rules  and  regulations  promul- 
gated thereunder  in  handwriting. 

C.  Affixing  to  fur  products  labels  that 
do  not  comply  with  the  minimum  size 
requirements  of  one  and  three-quarter 
inches  by  two  and  three-quarter  Inches. 

D.  Failing  to  set  forth  all  the  informa- 
tion required  under  section  4(2)  oY  the 
Fur  Products  Labeling  Act  and  the  rules 
and  regulations  promulgated  thereunder 
on  one  side  of  such  labels. 

E.  Failing  to  set  forth  separately  on 
labels  affixed  to  fur  products  composed 
of  two  or  more  sections  containing  dif- 
ferent animal  furs  the  information  re- 
quired under  section  4(2)  of  the  Pur 
Products  Labeling  Act  and  the  rules  and 
regiilations  promulgated  thereunder 
with  respect  to  the  fur  comprising  each 
section. 

F.  Failing  to  set  forth  on  lal>els  the 
item  number  or  mark  assigned  to  a  fur 
product. 

2.  Falsely  or  deceptively  invoicing  fur 
products  by: 

A.  Failing  to  furnish  invoices  to  pur- 
chasers of  fiu*  products  showing  in  words 
and  figures  plainly  legible  all  the  infor- 
mation required  to  be  disclosed  by  each 
of  the  subsections  of  section  5(b)  (1)  of 
the  Fur  Products  Labeling  Act. 

B.  Setting  forth  Information  required 
under  section  5(b)  (1)  of  the  Pur  Prod- 
ucts Labeling   Act  and  the  rules   and 


reasee  to  comply  with  tt'.r  .ippiuui  i.iu- 
provLsions  of  ParUs  _'0  iO  :i\.  40.  and  70 
of  Title  10  In  addition,  such  licensee 
m'ost  reKi.stff  ;n  advance  with  the  Com- 
mis.sion  mu.st  not  in  any  non-aereement 
State,  tran.sfer  or  dispose  of  the  radio- 
active material  pi)Svsessed  or  used  under 
ti.-'  i^'riieral  lic-'nse  except  by  transfer 
to  a  person  spt'Cifically  licensed  by  the 
CommisMon  to  receive  such  material: 
mu-st   not  in  any   non-agreement  State. 

; «•  »,-vs»-,N.  ul  i.>'-  :  a<lioacl»Vt.'  tnaU'.  lai  til 
eru!a«e  m  the  arlivily  authorued  in 
»  ISO  20  for  roorr  than  30  days  »n  any 
period  of  12  con»rculivr  nrumlii*  wilh- 
• 'it  '»bi*.r  .T^      *  •i'«   f1  »»«»  from  Ih* 

(     miiiLOAi.'!       «;..l    Ti  .  'nphr    «iUl   all 

t^-m-s  4J1.1  -  I  .;  •  n»  or  lh»  MKTtAr 
-  'au-  '.»«  rii**"  ex..* i^^i  U)o»«  imn»  *nti  ron- 
(!.'.. .11*  ».*  ar»  rontrmrr  lo  Ihr  rrquitr- 
m»'T  i>    »f    1   is<i  JO 

ir.rir-      t    •■     '  •     '..t   t.    cklMW    ol     llrviCr* 

'  .x.t.ti.'iinc  byproduct  matrnai  ahirh 
m..>  ttr  'M^fi^  iuder  .'eneral  lirm»in«  pro 
V  L-^ion*  contii.iir*!  .ri  PnxX  JO  I  30  31  r 
.f  th<-  drvirr  lv  mHiiufACtiir«4  in  accord- 
anre  »ilh  a  specific  IJe^iw^  l«ued  ti-.  the 
manufarlurer  bv  Ih*"  Ct>nini  o.  i  Ptrt 
JO  IS  t>ein>{  amended  Ui  pr'.\,.l.  •  .'  .<  h 
pnxlucts  if  manuf .u'tureil  .:  .a:,  i  •  ••- 
ment  State  pursuant  Ui  a  .sp«-cif\(  license 
from  the  agreement  Slate  mav  u.  trans- 
ferred to  users  in  non-aKiermcr.t  Suites 
and  used  by  the  u-s*-:  >  under  the  general 
licensing   provisions  of    Part   30 

The  Commission  s  decisiop.  not  to  ex- 
ercise Its  authori'y  to  licn.-t'  rhr  trans- 
fer of  product,s  coniammu'  atomic  energy 
materials  (other  than  products  designed 
for  distribution  to  the  tieneral  public  ■  is 
based  on  the  assumption  that  aurf'ment 
States  will  maintain  contmuiiu'  com- 
patibility between  their  proi'iam.^  and 
Commission  programs,  and  that  proce- 
dures will  be  devised  assunnsj  reason- 
able, reciprocal  recognition  of  licetvses 
and  licensing  requirements  among  such 
States  and  the  Commission  If  attain- 
ment of  these  objectives  should  prove 
to  be  unfeasible,  the  Commission  will 
reconsider  the  need  for  the  exercise  of 
Its  authority  to  prescribe  the  specifica- 
tions for  products  containing  atomic 
energy  materials. 


h.ive  uet-n  uiiiiri  taken  lo  part  to  provide 
information  on  which  the  CommLs.-^mn 
may  make  a  determination  as  to  wi.eth.er 
provisions  of  the  Price-Anderson  Iiul-  m- 
nity  Act  (section  170  of  the  Atomic  En- 
ergy Act  of  1954 »  should  be  extended  to 
such  activities  They  have  also  been 
undertaken  for  the  purpose  of  providing 
information  as  to  whether  the  Commis- 
sion should  determine  that  facilities 
which  process  such  quantities  of  by- 
pioduci  ni.:*eiiul  «»ie  njductiori  or  uti 
liration  fa^llllJ^^  wii  n  the  meaninc  of 
Secuon  11  of  a  e  *  If  the  Commia- 

tksm  flndJi  that  sue  farihlw*  fthould  be 
claaatflrd  aa  utt'  '*Hot\  faeilltira  the 
riwmiiai  t  ^tcrt^trm  artd  rrculaiory 
rr^tatntmtnu  would  br  appltfhlr  Tht 
pravtoMMw  of  the  f*rire-And«r*Q«i  In> 
<lc«ntty  Art  raniio*  b*  SMdr  applK-ablr 
r«c«p(     to     acuvitirv     lirrnard     by      tlw 

The  exempttofv^  hririn  iranud  air 
iwued  m  order  lo  c»m  out  a«iii«lM»i* 
betmern  ll>e  Cooamtaaion  and  the  CV^v 
rrr>or  of  any  SUtc  under  M<ctton  374b 
of  the  Atomic  Enervy  Art  of  1964  a-s 
ameiKled 

Puniiar^t  to  the  Atomic  Fi  rv.  Act  of 
1»&4  as  ainer>d«d  and  the  Admn.islra- 
livp  Proctxliire  Art  of  P>4fi  the  fellow  ing 
regulation  is  pubhsh»Hl  a.^  a  dcjcument 
subject  to  codification  t^.  be  effective  on 
[I'lbhca'inri    m   the   F'tnER^L    HtcisTtF 


150   1 

150  2 
150  3 
150  4 
150  5 


Purpo** 
Scope 

Deftnltlons 

Communications 

Interpretations 

Exemptions  in  AcRer.MrNT  ST.srrs 


150  10     Persons  exempt 
150  11     Critical  masa. 

CONTINUtD  CoMMiS     !iN    RFOT'IATORY 

Authority  in  AuKitMENT  States 

150  15     Persons  not  exempt. 

Reciprocity 

150  20     Recognition  of  State   licenses 

Enforcement 

150  30     Violations. 

Atthurity-   5  5  150  1  to  150  10  l.s-siird  vinder 
sf'cs    161  and  274.  68  Stat    948:   and  73  Stat 
€88,  42  use    2201  and  42  U8C   20':i. 


m<nt>    with    the   Commission   punutnt 
to  subsection  li74b  of  the  Act. 

-    I.">0..1        llf'finition-. 

A.s  u.^td  m  thi.s  part  • 
(ai      Act"   means   th.r   Atomic  Energy 
Act  of  1954  I  68  Stat.  9U»     including  any 
amendments   thereto: 

(b)  ■•  Agreement  Stat«  means  any 
State  with  which  the  Commission  hu 
entered  into  an  effective  agreement 
uMflor  subnertton   ''74b  of  fh#"   A***' 

•C'  Byproduct  miiteiial  means  anj 
tadioactne  mainial  evn  pt  special  mi- 
clear  malri  i«i  >iri(it<i  i  t  made  radic 
active  by  exposure  ir  ^'  •  itdialion  inc- 
drnt  to  tiie  proc«aa  u(  produrinc  m 
uuluins  k|«cuij  maeiea:   m«trrial 

<di  CofllMUaatoa"  m>M!.'-  the  Kumm 
Ci^ny  CoflMiMaMMi  or  <<-  ciiii^  luthor 
./«<J  teprramtnUvw. 

'  p  OovMitfMMl  a-  •  1  '  <  neani  lai 
etreutive  lit  pi  fun  <<>mmiaaHW  b 
d^XM-ndtnl  eatablishmi-iit  rorporauoa 
> '.rill>  cir  partly  <*'it<t  t>>  the  UiuM 
^' ,t'.r%  of  Aflieric  t  Afiuf  i«  an  inatn- 
mrniallty  of  the  Uiuled  State*  or  119 
board  bureau  rt  vimdi:  srrTice  o&tt 
ofBrer  authotitv  admiuLstratton  or 
other  e*tablivh.meiii  in  the  eiecutiw 
branch  of  tin  Ciovt  rnm»nt 

<f  •  Person  means  '  1  any  indi>Td- 
ual  cori)oration  partnership  firm,  uto- 
ciation  trust  estate  public  or  prtnU 
institution  group  a^'ency,  any  8t«t«  or 
any  political  subdivision  of  any  politic*! 
t'lUity  within  a  Slate,  and  any  legal  suc- 
cessor, representative,  atienl,  or  afieney 
of  the  forcgoiuL'  oth.er  than  Govenunenl 
agencies; 

(g>  "Production  facility"  means  (1 
any  equipment  or  device  determined  by 
rule  of  the  Commission  to  be  capableof 
the  prcxiuction  of  .special  nuclear  mate- 
rial in  such  quantity  as  to  be  of  signifi- 
cance to  th.e  common  defense  and 
security  or  in  such  manner  as  to  aflert 
the  health  and  safety  of  the  public;  or 
(2'  any  important  component  part  ei- 
pocially  designed  for  such  equipment  01 
device  a.s  determined  by  the  CommiariOD; 
'h'  Source  material"  means  d' 
uranium,  thorium,  or  any  other  voM^- 
rial  which  is  determined  by  the  CdB- 
mi.'.sinn  pursuant  to  the  provisions  n 
section  Gi  of  the  Act  to  be  source  mate- 


common  defense  and  security,  or  in  such 
msnner  as  to  affect  the  health  and  safety 
(rf  the  public,  or  peculiarly  adapted  for 
ujaking  use  of  atomic  energy  in  such 
quantity  as  to  be  of  significance  to  the 
common  defense  and  security,  or  in 
such  manner  as  to  affect  the  health  and 
safety  of  the  public;  or  (2)  any  im- 
portant component  part  especially  de- 
signed for  such  equipment  or  device  as 
irtermlned  by  the  Commission 

,  ljO.4      (  A.n.i..vi.ii<  .1.      I  •. 
*  \ 

AB  communications    concerninK    the 

i^iilayons    of     this     part     should     be 

to  the  United  SUtM  Atomic 

CoaimiMxm      WaahUvton     25. 

Q£    AHantmr      l>ivi»tun   of'^  Licrnainc 

^  Bifiilatinn      Communirattooa  and 

be  drhvrrrd  in  prraon  at  the 

•   oAcr    at     1717    H    Street 

WMhlncton    DC     or   it«  oAce*  at 

rn    Mai  >  land 


aa   apecirVcall)    auLhoriaed    by 

n  in  «Titinc.  no  Inteiprc- 

of  the  meanms   of   the   rccula- 

tn  this  part  by  an  ofBcer  or  em- 

of  the  Comml.^8ion  other  than  a 

interpretation    by   the  Oeneral 

will  be  recoRnized  to  be  binding 

the  Commission 

lUMrrioNs    IN    Agreement    States 

1 1S0.I0      Prri»oii!>    exriiipl. 

Ixeept  as  provided  in  §  150.15.  any 
pcmc  in  an  agreement  State  who  man- 
ufactures, produces,  receives,  possesses. 
aw  or  transfers  byproduct  material, 
anroe  material,  or  special  nuclear  ma- 
terial In  quantities  not  sufficient  to  form 
»  critical  mass  is  exempt  from  the  re- 
tirements for  a  license  contained  in 
Oiapters  6,  7,  and  8  of  the  Act,  regula- 
tiooi  of  the  Commission  imposing  licens- 
iBf  requirements  upon  persons  whp 
■anufacture,  produce,  receive,  possess, 
■e  or  transfer  such  materials,  and  from 
mulatlons  of  the  Commission  applicable 
to  Uoenaees.  The  exemptions  in  this 
■^«  do  not  apply  to  agencies  of  the 
'•'teral  government  as  defined  in  S  150.3. 
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§  150.15      Persons   not    exempt. 

(a)  Persons  in  agreement  States  are 
not  exempt  from  the  Commission's  li- 
censing and  regulatory  requirements 
with  respect  to  the  following  activities: 

( 1 )  The  construction  and  operation  of 
any  production  or  utilization  facility. 
As  used  In  thl.«!  Fubparopraph  'P  "op- 
eration" of  a  facility  includes,  but  is  not 
limited  to  (i»  the  storase  and  handling 
of  radioactive  wastes  at  the  facility  site 
by  the  person  licensed  to  operate  the  fa- 
cility and  Ul'  the  dischame  of  radio- 
active eSurnta  from  the  facility   .mU- 

>2>   The  export   from  or   import    into 
the  United  State*  of  byproduct    iiourcr 
or   apeclaJ   nuclear    material    or   of    any 
produrtloo  or  utllucalion  facility 

•  3  >  The  dlapoaal  into  the  ocean  or  tea 
of  byproduct,  iource  or  special  nuclear 
waste  maiMiala.  aa  defined  in  regulations 
or  orders  of  the  Commiaaion  Por  pur- 
poses of  this  part,  ocean  or  sea  means 
any  part  of  the  territorial  waters  of  the 
United  States  and  any  part  of  the  in- 
ternational waters. 

(4)  The  transfer,  storage  or  disposal 
of  radioactive  waste  material  resulting 
f nxn  the  separation  in  a  production  fa- 
cility of  special  nuclear  material  from 
irradiated  nuclear  reactor  fuel.  This 
subparagraph  (4)  does  not  apply  to  the 
transfer,  storage  or  disposal  of  con- 
taminated equipment. 

(5)  The  disposal  of  such  other  by- 
product, source,  or  special  nuclear  ma- 
terial as  the  Commission  determines  by 
regulation  or  order  should,  because  of 
the  hazards  or  ix>tential  hazards  thereof, 
not  be  so  disposed  of  without  a  license 
from  the  Commission. 

(6)  The  transfer  of  possession  or 
control  by  the  manufacturer,  processor, 
or  producer  of  any  equipment,  device, 
commodity,  or  other  product  containing 
source,  byproduct,  or  special  nuclear  ma- 
terial, intended  for  use  by  the  general 
public. 


ler  possession  or  eosci^iDI  suvc  product 
except  pursuant  to  a  license  or  an  ex- 
emption from  licensing  issued  by  the 
Commission. 

Reciprocity 

§  150.20      Recognition  of  State  licenses.' 

(a)  Subject  to  the  provisions  of  para- 
graph (b)  of  this  section,  any  person 
who  possesses  a  specific  license  from  aii 
agreement  State  is  hereby  granted  a  gen- 
eral lir»»nRe  to  conduct  the  same  artivltv 
in  non-agreement  States:  Protnded.  That 
the  specific  license  does  not  limit  the  ac- 
iivlty  authorised  by  the  license  to  spec- 
ified installations  or  locations. 

'  b '  Notwithstanding  any  provision  to 
the  contrary  in  any  specific  license  Issued 
by  an  agreement  State  to  a  person  who 
engages  m  activities  in  a  noa-acreMMsnt 
State  under  a  general  license  provided  in 
this  section,  the  general  Ucenac  provided 
tn  ihu  aectlon  u  subject  to  the  provlaloas 
of  II  SO  32,  M  41.  M  43.  M.44.  SOftl.  M.ft3. 
and  30  61  of  Part  SO  of  this  chapter 
1140  41.  40.tl  to  40  69.  Inehiaive.  40.71 
and  40  SI  of  Part  40  of  this  chapter :  and 
1170  32,  70  51  to  TOM  tnelualve.  70  61. 
70.62.  and  70.71  of  Part  70  of  this  chap- 
ter: and  to  the  provisions  of  Part  30  and 
Part  31  of  this  chapter.  In  addiUoQ.  any 
person  who  engages  in  activities  in  non- 
agreement  States  under  a  general  license 
provided  in  this  section : 

( 1 )  ShaU  file  AEC  Form  No.  241  ("Re- 
port of  Proposed  Activities  in  Non-agree- 
ment States")  in  quadruplicate  with  the 
U.S.  Atomic  Energy  Commission.  Wash- 
ington 25.  D.C.,  Attention:  Director. 
Division  of  Licensing  and  Regulation. 
prior  to  engaging  in  any  such  activity; 

(2)  Shall  not  in  any  non-agreement 
State  transfer  or  dispose  of  radioactive 
material   piossessed   or   used  under   the 


>  Part  30  of  this  chapter  is  being  amended 
to  generally  license  the  use  and  poaaeasion 
by  persons  in  non-agreement  States  of  cer- 
tain devices  containing  byproduct  material 
manufactured  In  an  agreement  State  In  ac- 
cordance wltb  the  speciflcations  in  the  spe- 
cific license  issued  to  the  manufacturer  by 
the  agreement  State. 
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general  licenae  provided  In  this  section 
except  by  transfer  to  a  person  specifically 
hcaaaed  by  the  Commission  to  receive 
such  material; 

(3)  Shall  not  possess  or  use  radio- 
active material,  or  engage  in  the  activ- 
ities authorized  in  paragraph  (a>  of  this 
section  for  more  than  20  days  In  any 
period  of  12  consecutive  months; 

(4)  Shall  comply  with  all  terms  and 
conditions  of  the  specific  license  issued 
by  an  agreement  State  except  such  terms 
or  conditions  as  are  contrary  to  the  re- 
quirements of  this  section. 

ENrORCEMENT 
§  150.30      Violation*. 

An  injunction  or  other  couri  order  may 
be  obtained  prohibiting  any  violation  of 
any  provision  of  the  Act  or  any  regula- 
tion or  order  issued  thereunder.  Any 
person  who  willfully  violates  any  provi- 
sions of  the  Act  or  any  regulation  or 
order  issued  thereunder  may  be  guilty  of 
a  crime  and.  upon  conviction,  may  be 
punished  by  fine  or  imprisonment,  or 
both,  as  provided  by  law- 
Dated  at  Oermantown.  Md  .  this  7th 
day  of  February  1962. 

For  the  Atomic  Energy  Cdmmission 

Woodford  B.  McCool. 
Secretary 

|FR     Doc      62-1497.     Piled      Feb      13      1962. 
8  50  ajn  \ 


Title  14-AERONAUTICS  AND 
SPACE 

Choptvr  III — Federal  Aviation  Agency 

SUtCHAPTEl    E — AIR    NAVIGATION 
REGULATIONS 

[Airspace  Docket  No.  ai-LA  4] 

PART  600 — DESIGNATION  OF 
FEDERAL  AIRWAYS 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

PART  608 — SPECIAL   USE   AIRSPACE 

Alteration  of  Fodoral  Airways,  Control 
Aroo  Extonsion,  Altoration  and  Dos- 
ignotion  of  Restrtctod  Areas  and 
Dotignotion    of   Tronsition    Area 

On  December  5,  1961,  a  notice  of  pro- 
posed rule  making  was  published  in  the 
Federal  Registex  (26  F.R.  11494  •  stating 
the  Federal  Aviation  Agency  was  con- 
sidering amendments  to  Part  601  and 
SS  600.6006.  600.6105.  600.6494.  600  1545. 
601.1357  and  608.48  of  the  regulation  of 
the  Administrator,  which  would: 

1.  Revoke  the  Fallon.  Nev.,  Restricted 
Area  Rr-4S03  and  replace  It  with  two  re- 
stricted areas  of  leaser  dimensions  identi- 
fied aa  Rr-4803  and  R-4810. 

2.  Alter  the  Fallon.  Nev..  Restricted 
Area  R-^804  by  designating   the   area 
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with  a  circular  conflRuration  and  chanpc 
as  name  to  Twin  Peaks,  Nev. 

3  Designate  the  Federal  Aviation 
Agency,  Oalcland.  Calif,  ARTC  Center 
as  the  controlling  agency  for  R-4803. 
R-4804  and  R-48I0 

4.  .A.ltcr  Ihf  de.scnplion  of  low  altitude 
VOR  Federal  airways  Nos  494  and  6 
.south  alternate  to  exclude  the  portions 
with:n  R-4803 

5  Delete  the  reference  to  R  268  in  the 
drscnptlon  of  low  altitude  VOR  Federal 
airway  No  105  and  expand  intermediate 
altitude  VOR  Federal  airway  No  1545 
to  Its  normal  width  between  the  Coal- 
dale.  Nev  .  VOR  and  the  Reno.  Nev  . 
VOR 

6  Expand  the  Fallon  Nev  .  control 
area  exten.sion  by  includini;  additional 
airspace  southea.st  and  northwest  of 
Fallon 

7  Designate  a  transition  area  near 
Yerington.  Nev 

No  adverse  commenus  were  received 
regarding  the  proposed  amendments. 

Subsequent  to  the  publication  of  the 
notice.  It  has  been  determined  that  the 
centerline  of  the  extension  of  R-4803, 
as  proposed,  should  be  349  5'  in  lieu  of 
349'  as  stated  in  the  notice  This 
change,  being  minor  in  nature,  is  re- 
flected in  the  action  taken  herein. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rules  herein  adopted  and 
due  consideration  has  been  given  to  all 
relevent  matter  presented 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582  > 
and  for  the  reasons  stated  in  the  notice, 
the  following  actions  are  taken: 

1  In  1608.48  Nevada  '26  F.R.  7197' 
the  following  changes  are  made: 

a.  R-4803  Fallon,  Nev  ,  is  amended  to 
read : 

R  4803      Fallon   Nev 

Boundanea  A  3-naiitlciU  mile  radius 
circle  centered  at  latitude  39'2040  N. 
longitude  118*62  15  W  ,  and  within  3  nauti- 
cal miles  W  and  2  nautical  mile*  E  of  a  line 
extending  349  5"  True  from  the  center  to  16 
nautical  miles  NNW 

Designated     alt\tiide<!      Surface     to     8,000 
feet  MSL  N.  and  surface  to  18,000  feet  MSL  S 
of  a  line  extending  from  latitude  39'27'40' 
N.     longitude     118'67-55        W      to     latitude 
39'30'20  '  N.  longitude  118'5r66      W 

Ttrne  of  des\gnatton  Contlnuou.s  Monday 
through  Saturday 

Controlling  agency  Federal  Aviation 
Agency.  Oalcland  ARTC  Center 

Unng  agency  Commander.  Naval  Air 
Biwies,  12th  Naval  District,  Alameda.  Calif 

b.  R-4804  Fallon,  Nev  ,  is  amended  to 
read : 

R  4804     Twin  Peaks   Nev 

Boundarie.1  A  6-nautlcal  mile  radius 
circle  centered  at  latitude  39  13  00  N. 
longitude  118  12  42  W,  and  a  3-nautlcal 
mile  radius  circle  centered  at  latitude  39  - 
1415'  N,  longitude  118*I7'30  '  W. 

Deaiffnated  altitudes  Surface  to  20,000 
feet  MSL. 

Time  of  designatton  Contlnuoua.  Monday 
through  Saturday 

Controlling  agency  Federal  Aviation 
Agency,  Oakland  ARTC  Center. 

Uning  agency.  Commander.  Naval  Air 
Bases.    I2th   Naval    District,   Alameda.  Calif. 


c  R-4810  Desert  Mountains.  Net  k 
added  to  read ; 

R  4810     Desert  Mountains,  Nev. 

Bnundartes.     A     5-nautlcal     mile    r»(Jh» 
circle     centered     at    latitude    M'lO'M"   | 
longitude    118'3730"    W.;    and  a  t-Mmie^ 
mile   radius  circle  centered  at  latltoda  !■• 
oy  15      N.   longitude  118  4220"  W. 

Uengnaied  altUudf^.  Surface  to  flifkt 
level  300  *^ 

Tirue  of  drsignation  One  hour  prior  to 
sunrise  to  one  hour  after  sunset,  BlondsT 
thrcniu'h   Friday 

Cnutrolling  agency  Federal  AvtaUoa 
Ajfency    Oakland  ARTC  Center. 

V  •••'.g  agency  Conunander,  Ma««|  ^ 
BiAe.s,    12th    Naval    District,   Alameda,  CtUi 

2  In  the  text  of  5  600  6006  (14  CFR 
600  6006.  26  FR.  11823  >  "to  the  IdkwUd. 
N  Y  ,  VORTAC  "  is  deleted  and  **to  the 
Idlewild,  NY.  VORTAC,  excludtof  tbe 
airspace  within  R-4803."  is  substituted 
therefor 

3.  In  the  text  of  §  600.6105  (14  CFR 
600  6105"  "The  portion  of  this  alnm 
which  lies  within  the  geographic  Umlto 
of,  and  between  the  designated  altftaiki 
of,  the  Fallon,  Nev.,  Restricted  Ant 
iR-268t  IS  excluded  during  thl«  n. 
stricted  area's  time  of  designation."  ti 
deleted 

4  In  the  text  of  §  600.6494  (36  PA 
11824  1  "excluding  the  airspace  wtthtn 
R-4802  "  is  deleted  and  "excludtof  Sk 
airspace  within  R-4802  and  R'-4803."  Ii 
substituted  therefor. 

5  In  the  text  of  §  600.1545  (36  FJl 
1086  1  INT  of  the  Reno.  Nev..  VOR  IM* 
and  the  Lovelock.  Nev..  VOR  IW*  it- 
dials;  thence  8  mile  wide  airway  |o 0M 
INT  of  the  Reno  VOR  135*  and  the 
Lovelock  VOR  210"  radials;  thenoT  t* 
the  Reno  VOR."  is  deleted  and  "to  the 
Reno.  Nev,,  VOR."'  is  substituted  that- 
for. 

6.  Section  601  1357  >  14  CFR  «6l.nS7) 
IS  amended  to  read: 

§601.1357      Control      area     exICMin 
(Fallon,    Nev.)' 

That  airspace  within  12  miles  NS  iBd 
8  miles  SW  of  the  NAAS  FaUon  TACII 
146'  radial,  extending  from  the  TACAI 
to  54  miles  SE;  within  ft  miles  eitlier  eMe 
of  the  NAAS  Fallon  TACAN  03T  r»dW. 
extending  from  the  TACAN  to  39  BflB 
NE;  and  within  16  miles  N  and  7  mOnl 
of  the  NAAS  Fallon  TACAN  089*  mi 
269'  radials,  extending  from  8  mflei  I 
of  the  TACAN  to  a  line  extendlnff  tnm 
latitude  39'06'00"  N.  longitude  1^'W-  . 
00  ■  W  to  latitude  40'00'00"  N.,  longi- 
tude 118'57'00"  W.  TheportionoflllMl 
control  area  extension  within 
R-4804  and  R-4810  shall  be  UMd 
after  obtaining  prior  approval 
appropriate  authority. 

7    In  Part  601  ( 14  CFR  Part  101).  the 
followmg  section  is  added: 

§  f»01.109.'>3      Yerinfton,  Ner.,  UtaMm 
»rrm. 

That  airspace  extending  upward  tMB 
1200  feet  above  the  surface  vttlilB  » 
miles  8W  and  8  miles  NE  of  tt>t  iMj^ 
Nev..  VOR  135*  radial  extendUif  W«ll 
miles  NW  to  22  miles  BE  of  tiM 
the  Reno  VOR  135*  and  the 
Nev..  VOR  197*  radials.  . 


^giit$9day,  February  14,  1962 

,rh#M  amendments  shall  become  effec- 
ti^WOl  e.5.t.  April  5.  1962. 
,9,e,9(W(»).  ""  8Ut.  749:  48  U.S.C.  1348) 

jjjued  in  Washington,  DC.  on  Febru- 

trj  7.  19«2 

D.  D.  Thomas. 
Director.  Air  Traffic  Service. 

,„    Doc     62  1457:    Filed,    Feb.    13,    1962: 
IfJl    ^^  845  am  J 


(Airspace  Docket  No.  6C-LA-901 

p^lj  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

p^lT  608— SPECIAL  USE  AIRSPACE 

Dtsignotion  of  Restricted  Area  and 
Alteration  of  Federal  Airway 

On  November  8.  1961.  a  notice  of  pro- 
QQied  rule  making  was  published  in  the 
Sf,»T  RiGisTER  (26  F.R.  10520).  stat- 
ing the  Federal  Aviation  Agency  was 
gjQitdering  amendments  to  §S  600.1668 
and  608.70  which  would  designate  a  re- 
itrleted  area  near  Guernsey,  Wyo.,  and 
titer  Intermediate  altitude  VOR  Federal 
atnray  No.  1668  by  reducing  its  width 
(nn  16  miles  to  14  miles  to  provide  re- 
quired lateral  separation  with  the  pro- 
poeed  Ouemsey,  Wyo..  Restricted  Area. 

No  adverse  comments  were  received 
regtidlng  the  proposed  amendments. 

Although  the  notice  stated  that,  should 
thli  ftftlon  be  taken,  the  Denver  ARTC 
enter  would  be  designated  as  the  con- 
tnUnf  agency  for  the  Guernsey  Re- 
itrieted  Area,  it  has  been  determined 
ttet  no  requirement  exists  in  this  re- 
itrteted  area  for  the  control  of  IFR  traf- 
fle.  Tlierefore.  because  better  service  can 
be  provided  to  transiting  VFR  traffic 
ttaroofh  communications  with  the  ad- 
jacent Flight  Service  Station,  action  is 
tiken  herein  to  designate  the  Casper, 
Wyo.,  VUght  Service  Station  as  the  con- 
tnCtaf  agency. 

Subsequent  to  publication  of  the  no- 
Uee,  the  description  of  VOR  Federal  air- 
ny  M6.  1668  was  altered  by  changing 
the  name  of  the  Rock  River,  Wyo.,  VOR 
te  the  Ifedicine  Bow,  Wyo.,  VOR  (26 
PJL  11823) ,  effective  February  8.  1962. 
Tbenfore,  the  action  taken  herein  to 
•iter  the  description  of  V-1668  by  reduc- 
kV  tti  width  will  reflect  this  name 
dMnge. 

Interested  persons  have  been  afforded 
IB  opportunity  to  participate  in  the 
■aklng  of  the  rules  herein  adopted,  and 
tut  consideration  has  been  given  to  all 
nhvant  matter  presented. 

The  substance  of  the  proposed  amend- 
■enti  having  been  published,  therefore, 
pvsnant  to  the  authority  delegated  to 
■e by  the  Administrator  (25  FJl.  12582) 
end  for  the  reasons  stated  herein  and 
is  the  notice,  the  following  actions  are 

1-  In  I  608.70  Wyoming  (26  F.R.  72Q4) 
tbiteOowlng  is  added : 

ft-HW    Oum-tuey.  Wyo.        ' 

tmnUi-iea.  Beginning  at  latitude  43*- 
■W  M..  longitude  104*M'S0"  W.;  to  UU- 
•iHriO'OO"  N,.  longitude  104*40*00"  W.; 
teiBltlwUtf  *28'00 "  N.,  longitude  104*40'00" 
Vftolatttude  4a*l0'OO"  N.,  longitude  104*- 
VW'  W.;  to  latitude  4a*18'00"  N.,  longitude 

Mo.  SI 3 
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104°46'00"  W.;  to  latitude  42°  19 '30"  N, 
longitude  104*51'00"  W.;  to  latitude  42  =  24 '- 
00"  N..  longitude  104°54'30"  W.;  to  the  point 
of  beginning. 

Designated  altitudes.  Surface  to  23,500 
feet  MSL. 

Time  of  designation.  0700  to  2200  m.s.t.. 
May  15  througli  September  5. 

Controlling  agency.  Federal  Aviation 
Agency.  Casper,  Wyo.,  Flight  Service  Station. 

Using  agency.  Adjutant  General,  State  of 
Wyoming. 

2.  Section  600.1668  <26  F.R.  11823 »  is 
amended  to  read: 

§  600.1668  VOR  Federal  airway  No. 
1668  (Medicine  Boh.  Wyo.,  lo 
Chadron,   Nebr.). 

From  the  Medicine  Bow,  Wyo.,  VOR; 
14-mile  wide  airway  to  the  Chadron, 
Nebr..  VOR. 

These  amendments  shall  become  ef- 
fective 0001   e.s.t.   April  5,   1962. 

(Sec.  307(a),   72   Stat.  749:    49  U.S.C.   1348) 

Issued  in  Washington.  D.C.,  on  Febru- 
ary 7. 1962. 

D.  D.  Thomas, 
,   Director.  Air  Traffic  Service. 

(F.R.    Doc.    62-1458:    PUed,    Feb.    13,    1962: 
8:45  a.m.] 


Title  16— COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade  Commission 

[Docket  C-6) 

PART  13— PROHIBITED  TRADE 
PRACTICES  . 

Jerome  Kramer  and  J.  C.  Kramer 
Furrier 

Subpart — Invoicing  products  falsely: 
S  13.1108  Invoicing  products  falsely: 
S13. 1108-45  Fur  Products  Labeling  Act. 
Subpart — Misbranding  or  mislabeling : 
§  13.1212  Formal  regulatory  and  statu- 
tory re<iuirements:  §  13.1212-30Fttr  Prod- 
ucts Labeling  Act.  Subpart — Neglecting, 
unfairly  or  deceptively,  to  make  material 
disclosure:  §  13.1845  Composition: 
8  13.1845-30  Fur  Products  Labeling  Act; 
i  13.1852  Formal  regulatory  and  statu- 
tory requirements:  S  13.1852-35  Fur 
Products  Labeling  Act:  §  13.1865  Manu- 
facture or  preparation:  S  13.1865-40  Fur 
Products  Labeling  Act:  §  13.1886  Quality, 
grade  or  type;  9  13.1900  Source  or  origin: 
1 13.1900-40  Fur  Products  Labeling  Act: 
8  13.190fr-40(b)  Place. 

(Sec.  6.  88  SUt.  721;  15  U.S.C.  46.  interpret 
or  apply  sec.  6,  38  Stat.  719.  as  amended;  sec. 
8,  65  Stat.  179:  IS  UJ3.C.  45,  60f )  (Cease  and 
dMlst  order,  J.  C. Kramer  Furrier,  Erie,  Pa., 
Docket  C-5,  Oct.  17.  1961) 

Consent  order  requiring  an  Erie,  Pa., 
furrier  to  cease  violating  the  Fur  Prod- 
ucts Labeling  Act  by  falling.  In  labeling, 
invoicing,  and  advertising  fur  products, 
to  show  the  true  name  of  the  fur  and 
the  country  of  origin  of  imported  furs; 
falling  to  show,  In  labeling  and  adver- 
tising, when  a  fur  product  was  composed 
of  cheap  at  waste  fur,  and  to  disclose  in 
invoicing  when  fur  was  dyed;  and  falling 
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In  other  respects  to  comply  with  require- 
ments of  the  Act. 

The  order  to  cease  and  desist,  to- 
gether with  further  order  requiring  re- 
port of  compliance  therewith,  is  as 
follows: 

It  is  ordered.  That  Jerome  Kramer,  an 
individual  trading  as  J.  C.  Kramer -Fur- 
rier, or  under  any  other  trade  name  and 
respondent's  representatives,  agents  and 
employees,  directly  or  through  any  cor- 
porate or  other  device,  in  connection 
with  the  introduction  into  commerce,  or 
the  sale,  advertising,  or  offering  for  sale 
in  commerce,  or  the  transportation  or 
distribution  in  commerce  of  fur  products. 
or  in  connection  with  the  sale,  advertis- 
ing, offering  for  sale,  transportation,  or 
distribution  of  fur  products  which  are 
made  in  whole  or  in  part  of  fur  v^iich 
has  been  shipped  and  received  in  com- 
merce, as  "commerce",  "fur"  and  "fur 
product"  are  defined  in  the  Pur  Products 
Labeling  Act,  do  forthwith  cease  and 
desist  from : 

1.  Misbranding  fur  products  by: 

A.  Failing  to  affix  labels. to  fur  prod- 
ucts showing  in  words  and  figures  plainly 
legible  all  the  information  required  to 
be  disclosed  by  each  of  the  subeections 
of  section  4(2)  of  the  Fur  Products 
Labeling  Act. 

B.  Setting  forth  on  labels  affixed  to 
fur  products: 

1.  Information  required  under  section 
4(2)  of  the  Fur  Products  Lalaeling  Act 
and  the  rules  and  regulations  promul- 
gated thereunder  in  abbreviated  form. 

2.  Information  required  under  section 
4(2)  of  the  Fur  Products  Labeling  Act 
and  the  rules  and  regulations  promul- 
gated thereunder  mingled  witti  non- 
required  information. 

3.  Information' required  under  section 
4(2)  of  the  Fur  Products  Labeling  Act 
and  the  rules  and  regulations  promul- 
gated thereunder  in  handwriting. 

C.  Affixing  to  fur  products  labels  that 
do  not  comply  with  the  minimum  size 
requirements  of  one  and  three-quarter 
inches  by  two  and  three-quarter  inches. 

D.  Failing  to  set  forth  all  the  informa- 
tion required  imder  section  4(2)  oY  the 
Pur  Products  Labeling  Act  and  the  nUes 
and  regulations  promulgated  theretmder 
on  one  side  of  such  labels. 

E.  Falling  to  set  forth  separately  on 
labels  affixed  to  fur  products  composed 
of  two  or  more  sections  containing  dif- 
ferent animal  furs  the  information  re- 
quired imder  section  4(2)  of  the  Fur 
Products  Labeling  Act  and  the  rules  and 
regulations  promulgated  thereunder 
with  respect  to  the  fur  comprising  each 
section. 

F.  Failing  to  set  forth  on  labels  the 
item  number  or  mark  assigned  to  a  fur 
product. 

2.  Falsely  or  deceptively  invoicing  fur 
products  by: 

A.  Failing  to  furnish  invoices  to  pur- 
chasers of  fur  products  showing  in  words 
and  figures  plainly  legible  all  the  infor- 
mation required  to  be  discloeed  by  eaeh 
of  the  subsections  of  section  6(b)  (1)  of 
the  Pur  Products  Labeling  Act 

B.  Setting  forth  information  required 
under  section  5(b)(1)  of  the Tur  Prod- 
ucts Labeling  Act  and  the  rules  and 
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regulations  promulgated  thereunder  in 
abbreviated  form. 

C.  Failing  to  set  forth  on  invoices  the 
item  number  or  mark  assigned  to  a  fur 
product. 

3.  Falsely  or  deceptively  advertising 
fur  products  through  the  use  of  any 
advertisement,  representation,  public 
announcement  or  notice  which  is  in- 
tended to  aid.  promote  or  assist,  directly 
or  indirectly.  In  the  sale,  or  offering  for 
sale  of  fur  products,  and  which : 

A.  Fails  to  disclose : 

1.  The  name  or  names  of  the  animal 
or  animals  producing  the  fur  or  furs 
contained  in  the  fur  product  as  set  forth 
in  the  Fur  Products  Name  Guide  and  as 
prescribed  by  the  Rules  and  Regulation.s. 

2.  That  the  fur  product  contains  or  is 
composed  of  bleached,  dyed  or  otherwise 
artificially  colored  fur  when  such  is  the 
fact. 

3.  The  name  of  the  country  of  origin 
of  any  imported  fur  contained  in  a  fur 
product. 

It  is  further  ordered.  That  the  re- 
spondent herein  shall,  within  sixty  ^60) 
days  after  service  upon  him  of  this  order, 
file  with  the  Commission  a  report  in 
writing  setting  forth  in  detail  the  man- 
ner and  form  In  which  he  has  complied 
with  this  order. 

Issued:  October  17. 1961. 


By  the  Commission 

ISBALl 


Joseph  W.   Shea. 

Secretary. 


IPR.    Doc     82   1466;     nied.    Feb      13.     1962. 
8:46  a  m  I 


Title  18— CONSERVATION 


OF  POWER 


Chapter  I — Federal   Power 
Commission 

[Order  348;  Docket  No  R  206 1 

PART  154 — RATE  SCHEDULES  AND 
TARIFFS 

PART  157— APPtlCATIONS  FOR  CER- 
TIFICATES OF  PUBLIC  CONVEN- 
IENCE AND  NECESSITY  UNDER  SEC- 
TION 7  OF  THE  NATURAL  GAS  ACT, 
AS  AMENDED 

Independent  Producers  of  Natural 
Gas;  Definition;  Temporary  Au- 
thorizations, Procedure 

Febbuahv  8.  1962. 
In  this  proceeding  the  Commission  has 
under  consideration  (1)  a  redeAning  of 
the  term  "independent  producer"  as  the 
term  is  used  in  Parts  154  and  157  of  its 
regulations,  and  (2)  a  revision  of  its 
procedures  with  respect  to  the  issuance 
of  temporary  authorizations  to  inde- 
pendent prodiKers  pursuant  to  section 
7(cT  of  the  Natural  Gas  Act. 


RULES  AND  REGULATIONS 

The  definition  of  an  "independent  pro- 
ducer" set  forth  in  the  margin '  is  of 
particular  significance  because  we  have 
provided  for  simplified  regulations  for 
producers  as  distinguished  from  pipeline 
companies.  Thus,  producers  are  exempt 
from  the  comprehensive  reporting  and 
accounting  oblications  required  of  the 
pipeline  companies.' 

We  have  learned  fioin  cxp«M unco  how- 
ever, that  some  rompatuos  operate  line.s 
for  the  interstate  transportation  of 
natural  Ka.s  under  circumstances  which 
require  that  they  be  more  strictly  regu- 
lated If  a  company  i.s  engaged  in 
activities  \\hich  go  lx;yond  production 
and  ga'herin:,  the  public  interest  re- 
quire; that  it  bo  regulated  as  a. pipeline 
company. 

Before  a  producer  may  be'Mn  .service 
under  a  temporary  authorization  issued 
pur.suant  to  5  157.28  there  must  be  on  file 
an  effective  rate  schedule  covering  the 
procK)sed  service  filed  not  less  than  30 
days  prior  to  the  date  service  is  to  begin. 
However,  in  order  to  speed  the  initiation 
of  emergency  operations,  paragraph  (d' 
of  the  rule  provides  an  automatic  waiver 
of  the  30-day  filing  requirements  of 
?W54.92ibi  and  154.94<bi  The  Com- 
mission l)elieves  that  in  the  present  cir- 
cumstances it  should  itself  consider  ap- 
plications for  waiver.  Accordingly,  we 
order  herein  the  revocation  of  5  157.28'  d  > 
which  reads  as  follows: 

<di  Notice  by  the  Secretary  of  the  ac- 
ceptance of  the  rate  flhng  and  the  state- 
ments made  under  this  section  shaH  con- 
stitute a  waiver  by  the  Commission  of  the 
30-day  advance  filing  requirements  of 
§  154.92<b)  or  154.94tb),  and  the  pro- 
posed tempordry  sales  or  transportation 
may  proceed  forthwith. 

Since  a  currently  effective  delegation 
of  authority  to  the  Secretary  '  to  issue  the 
notice  provided  for  In  the  revoked  sec- 
tion is  no  longer  necessary,  it  should  be 
revoked  as  herein  provided. 

The  Commission  finds ; 

( 1 )  Amendment  of  the  regulations  as 
herein  ordered  is  appropriate  and  neces- 
sary for  carrying  out  the  provisions  of 
the  Natural  Oas  Act. 

(2)  The  amendments  herein  ordered 
represent  matters  of  practice  and  pro- 
cedure which  do  not  require  notice  or 
hearing  under  section  4<a)  of  the  Ad- 
ministrative Procedure  Act. 

<  3  >  The  reasons  for  the  amendments 
herein  adopted,  as  expressed  above,  re- 
quire that  they  t>e  made  effective  as  here- 
inafter ordered. 

The  Commission,  acting  pursuant  to 
authority  granted  by  sections  4,7.  and  16 


'Section  154  91(at  provides  that 

An  "Independent  producer"  as  that  term 
1.S  used  In  thl.s  part  means  any  pcri.m  aa 
dcDned  In  the  Natural  Gas  Act  who  la  en- 
gaged In  the  production  or  gathering  of  nat- 
ural gaa  and  who  transports  natural  gas  In 
Interstate  commerce  or  sella  natural  gaa  In 
Interstate  commerce  for  resale,  but  who  Is  not 
primarily  engaged  In  the  operation  of  an  In- 
terstate pipeline 

•See  Order  No  174^B.  13  FPC  1576  order- 
ing clauae  (D),  at  page  1583 

•lasucd  Dec.  36.  195S,  23  TR  13,  and  In- 
cluded In  the  Commission's  Statement  of  Or- 
ganization, paragraph  5  (an  131.  21  FPC  COl 
at  604 


of  the  Natural  Oas  Act  (15  U.8C  fi^ 
717f,  71 7o»,  orders:  '  '  "^ 

'A)  Parts  154  and  157  of  SukdHB^ 
E.  Regulations  Under  the  Natmal^ 
Act,  Chapter  I  of  Title  18  of  the  cS 
of  Federal  Regulations,  are  amends^to 
follows:  «-«^i« 

1  Section  154.91,  paragraph  (a)  u 
amended  to  read  as  follows: 

'a'  Definition.  An  "independent iko. 
duccr '■  as  that  torm  is  used  in  this  pwi 
means  any  person  as  defined  in  the^! 
ural  Gas  Act  who  is  engaged  In  thi 
production  or  gathering  of  natural  au 
and  who  sells  natural  gas  in  intersttli 
commerce  for  resale,  but  who  is  not  m> 
gaged  In  the  transportation  of  nal«M 
c.as  'Other  than  gathering >  bypipchae^ 
interstate  commerce. 

2.  In  §  157.28,  paragraph  id)  is  i^ 
voked. 

'  B  >  The  above-described  deletatkmcf 
authority  to  the  Secretary  Isned  Ik- 
cember  26,  1956,  22  FH.  12.  is  revokM 
effective  April  2. 1962. 

<C)  The  amendments  prescribed  |e 
paragraph  (A)  1,  above,  shall 'beoooetf. 
fectlve  upon  the  Issuance  of  this  ordM'. 

( D  >  The  Secretary  shall  cause  pm^ 
publication  of  this  order  to  be  made  ki 
the  Pederal  Register. 

By  the  Commission. 

I  sE.fL  1  Joseph  H.  QoTiiut, 

Secretart. 

IFH      Doc      62    1465;     Filed.    Feb.    U,    HS; 
8:46  am.) 


I  Order  242;  Docket  No  R-aOt] 

PART  1 54 — RATE  SCHEDULES  AND 
TARIFFS 

PART  1 57— APPUCATIONS  FOR  CR- 
TIFICATES  OF  PUBLIC  CONVM. 
lENCE  AND  NECESSITY  UNDER  SIG- 
TION  7  OF  THE  NATURAL  GASAO, 
AS  AMENDED 


Rejection  of  Solos  Confrocts 
ing    Indeflntto    Escalation 
and  of  Applications  Rolyinf  U^ 
Such  Contracts  for  Gas  Supply 

Februast  I,  IML 
In  this  proceeding  the  Commlwiwhti 
under  consideration  the  amendmMt  tf 
$}  154.93,  157.14(a)(10)  Exhibit  B(T), 
and  157  25,  Subchapter  E.  Rcyulitf 
Under  the  Natural  Gas  Act.  Cliaptw  I 
of  Title  18,  Code  of  Federal  Regidattm 
By  Order  No.  232A,  issued  Mareh  11. 
1961  (26  PR.  2850.  25  FPC  60i).  ttt 
Commission  amended  S  154.83  of  M 
regulations  so  as  to  provide  that  kH 
definite  price  escalation  clauses  tn  mim 
contracts  executed  on  or  after  AprO  I* 
19€1,  for  the  sale  or  transportattaa  t< 
natural  gas  subject  to  the  JurisdkMit 
of  the  Commission,  would  be  inopenttn 
and  of  no  effect  at  law.  The  •■■*• 
ments  herein  adopted  provide  for  U> 
the  rejection  of  contracts  oootaiBlV 
such  indefinite  escalation  tlauiai.  <•> 
the  rejection  of  applications  by  ] 
for  certificates  of  public  convenl€ 
necessity  relying  for  a  gas  supply 
contracts  containing  such  indeflnlto  •• 
calation  provisions,  and   (3)   the 


i 


fedmiday,  February  U,  1962 

.  ..  icfusal  to  consider  such  con- 
■K^ubBiltted  in  support  of  certificate 
•l^r^Moos  by  pipeline  comp«uiies. 
"rSc  noUce  of  proposed  rulemaking 
•^rzL.  h*  pubUcation  in  the  Federal 
•^"^on  October  10.  1961   (26  FJl. 


SSfimd  by  mailing  copies  thereof  to 
yfjJ^fA  persons,  including  natural  gas 
ZZ^Su  and  to  State  and  Federal 
*?Sw  'in  response  to  such  notice, 
"SSous  comments  were  submitted. 
■JJTeomments  have  been  carefully 
^SitrtA  but.  for  the  reasons  set  forth 
SSrwe  sdhere  to  the  substance  of  the 
JJJdiaents  as  originally  proposed. 
T^nnmher  of  parties  contend  that  the 
-aMlgftUon  of  these  regulations  would 
J^Uiwful  and  beyond  the  powers 
mated  to  the  Commission  by  the  Natu- 
fiaa» Act  We  conclude ,  however,  that 
"J^  4.  5.  and  7  of  the  Natural  Oas 
^  contemplate  that  the  Commission 
JS  refuse  to  approve  contractual  pro- 
l^aos  found  adverse  to  the  public  in- 
S^  Section  16  of  the  Act.  of  course, 
,MMi*es  the  Commission  to  issue 
niiei  and  regulations  of  general  appll- 
^^rfiity  foimd  necessary  or  appropriate 
to  Miry  out  the  provisions  of  the  Act. 

pn)(ection  of  the  public  interest  is  the 
toocbstone  of  our  regulatory  powers  un- 
der the  Natural  Gas  Act.  The  Commis- 
dOD's  obligation  under  the  Act  to  the 
nstural  gas  companies,  as  one  segment 
of  the  public  whose  interest  is  to  be  pro- 
tected, does  not  compel  it  to  acquiesce  In 
the  UJC  of  contracts  which  carry  pro- 
TiiJOQs  Incompatible  with  a  scheme  of 
effective  rate  regulation.  To  be  sure. 
tlie  proposed  rule  will  have  impact  upon 
cootrsctual  practices  which  have  been 
flirty  widespread.  But  the  real  issue 
is  not  one  of  "freedom  of  contract"; 
the  question  is  whether  the  rule  is  ra- 
tioDsUy  related  to  a  condition  which  re- 
quires correction  if  regulatory  objectives 
embrsced  by  the  statute  are  to  be 
adilcved.  See  American  Trucking  As- 
eodstiODS  v.  United  States,  344  U.S.  298. 
In  our  view,  the  rule  we  adopt  fully 
meeU  this  test. 

We  hdd  in  the  Pure  Oil  case '  that 
indefinite  escalation  clauses  are  contrary 
to  the  public  interest  and  restated  this 
CQDchision  in  Order  No.  232A.  Increases 
in  producer  prices  triggered  by  indefinite 
cRslstion  clauses,  have  resulted  in  a 
flood  of  almost  simultaneous  filings. 
Ttae  filings  bear  no  apparent  relation- 
ihtp  to  the  economic  requirements  of  the 
produoers  who  file  them.  The  Natural 
Qm  Act  contemplates  that  prices,  to  be 
)vt  and  reasonable,  be  related  to  eco- 
uaic  needs.  The  elimination  of  in- 
definite escalation  provisions  does  not, 
of  oourae,  cut  off  other  avenues  by  which 
t producer  may  make  provision  for  filing 
Icr  Increased  rates. 

FUiogs  under  indefinite  escalation 
dMses  have  created  a  significant  por- 
tttnof  the  administrative  burdens  under 
vtiieh  this  Commission  is  laboring  today. 
Tbe  Natural  Gas  Act  contemplates  that 
ate  increases  shall  be  sought  when  there 
k  wonomic  justification,  but  not  that 
tare  shall  be  a  chain  reaction  in  a  wide 
tfes  whenever  one  producer  in  the  area 
■•CoUates  a  contract  at  a  new  price  level. 

'Th«  Pure  Oil  Company,  25  FPC  383. 


FEDERAL  REGISTER 

The  Act  requires  the  Commission  to  give 
precedence  to  the  hearing  and  decision 
of  rate  increases,  but  the  complexity  of 
ind^Dnlto  ];M*ice  clauses  requires  it  to 
spend  an  imdue  amount  of  time  in  their 
interpretation  and  application  at  the  ex- 
pense of  making  a  prompt  determination 
of  the  rate  issues  involved.  Accordingly, 
in  protecting  the  public  against  waves 
of  increases  which  have  no  defensible 
basis,  we  also  serve  the  need — which 
we  believe  we  should  take  into  account — 
of  making  the  tasks  of  regulation  more 
manageable. 

It  has  been  brought  to  our  attention 
that  S  154.93  of  the  regulations,  as 
amended  by  Order  No.  232A.  refers  to 
the  date  of  execution  of  a  contract, 
rather  than  the  filing  date  (to  which  we 
referred  in  the  notice  of  this  proceed- 
ing). It  is  suggested  that  this  point 
should  be  clarified.  The  Commission 
agrees  and  has  made  appropriate 
changes.  In  order  to  conform  the  lan- 
guage of  the  amendments  to  our  exist- 
ing regulations,  we  have  also  changed 
the  phrase  "price-escalation  provisions" 
to  "price-changing  provisions". 

The  Ccxnmission,  acting  pursuant  to 
authority  granted  by  the  Natural  Gas 
Act,  particularly  sections  4,  5,  7,  and  16 
thereof  (16  U.S.C.  717c.  717d.  717f,  and 
717o),  orders  that  Parts  154  and  157. 
Subchapter  E,  Chapter  I.  of  Title  18  of 
the  Code  of  Federal  Regulations  be 
amended  as  follows: 

(A)  Section  154.93  Rate  schedule  de- 
fined, is  amended  by  adding  a  provision 
at  the  end  thereof.  As  amended  §  154.93 
reads  as  follows: 

§  154.93     Rate  schedule  defined. 

For  the  purpose  of  §§  154.92  through 
154.101  "rate  schedule"  shall  mean  the 
basic  contract  and  all  supplements  or 
agreements  amendatory  thereof,  effec- 
tive and  applicable  on  and  after  June  7, 
1954,  showing  the  service  to  be  provided 
and  the  rates  and  charges,  terms,  condi- 
tions, classifications,  practices,  rules  and 
regulations  affecting  or  relating  to  such 
rates  or  cfaArges,  applicable  to  the  trans- 
portation of  natural  gas  in  interstate 
commerce  or  the  sale  of  natural  gas  in 
interstate  commerce  for  resale  subject 
to  the  Jurisdiction  of  the  Commission: 
Provided,  That  in  contracts  executed 
on  or  after  April  3,  1961,  for  the  sale 
or  transportation  of  natural  gas  subject 
to  the  jurisdiction  of  the  Conmiission, 
any  provision  for  a  change  of  price  other 
than  the  following  provisions  shall  be 
inoperative  and  of  no  effect  at  law;  the 
permissible  provisions  for  a  change  in 
price  are: 

(a)  Provisions  that  change  a  price  in 
order  to  reimburse  the  seller  for  all  or 
any  part  of  the  changes  in  production, 
severance,  or  gathering  taxes  levied  upon 
the  seller; 

(b)  Provisions  that  change  a  price  to 
a  specific  amount  at  a  definite  date;  and 

(c)  Provisions  that,  once  in  five-year 
contract  periodic  during  which  there  is 
no  provision  for  a  change  in  price  to  a 
specific  amount  (paragraph  (b)  of  this 
section),  change  a  price  at  a  definite 
date  by  a  price-redetermination  based 
upon  and  not  higher  than  a  producer 
rate  or  producer  rates  which  are  subject 
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to  the  jurisdiction  of  the  Commission, 
are  not  in  issue  in  suspension  or  certifi- 
cate proceedings,  and,  are  in  the  area  of 
the  price  in  question:  Provided  further. 
That  any  contract  executed  on  or  after 
April  2,  1962,  containing  price -changing 
provisions  other  than  the  permissible 
provisions  set  forth  in  the  proviso  next 
above  shall  be  rejected. 

§  157.14      [Amendment] 

(B)  Subdivision  (v)  of  subparagraph 
(10)  Exhibit  H — Total  gas  supply  data 
of  §  157.14(a) ,  is  amended  by  adding  an 
additional  proviso  at  the  end  thereof. 
As  amended  subdivision  (v)  reads  as 
follows : 

(v)  A  conformed  copy  of  each  gas 
purc];iase  contract  upon  which  applicant 
proposes  to  rely:  Provided,  however, 
That  only  three  of  the  total  number  of 
copies  of  Exhibit  H  filed  need  include  a 
copy  of  such  contract.  Contracts  al- 
ready on  file  with  the  Commission  may 
be  incorporated  by  reference  without 
supplying  additional  copies,  providied 
such  contracts  are  identified  with  par- 
ticularity by  stating  the  exact  pages  of 
the  contracts  to  be  incorporated  by  ref- 
erence and  the  file  or  docket  number 
designation  to  which  reference  is  made: 
provided  further,  that  the  Commission 
of  the  presiding  ofScer  may  direct  that 
additional  copies  of  such  contracts  be 
furnished  to  the  Commission  or  to  other 
parties  to  the  proceeding:  Provided  fur- 
ther, however.  That  any  contract  exe- 
cuted on  and  after  April  2,  1962,  and 
filed  in  support  of  an  applicant's  gas 
supply  showing  will  be  given  no  consid- 
eration in  determining  adequacy  of  gas 
supply  if  it  contains  any  price-changing 
provisions  other  than  those  defined  as 
permissible  in  §  154.93  of  this  chapter. 

§  157.25      [Amendment] 

(C)  Exhibit  B.  Contracts.  In  {  157.25 
Necessary  exhibits,  is  amended  by  delet- 
ing all  the  language  after  the  first  sen- 
tence thereof,  ending  with  the  words 
"Natural  Gas  Act",  and  inserting  in  lieu 
thereof  the  following:  "On  or  after 
April  2,  1962,  the  application  shall  be 
rejected  if  any  contract  submitted  in 
support  thereof  contains  any  price- 
changing  provisions  other  than  those  de- 
fined as  permissible  in  S  154.93  of  this 
chapter.  As  amended  Exhibit  B,  Con- 
tracts, reads  as  follows: 

Exhibit  B.  Contracts.  Conformed  copy 
of  each  contxact  for  sale  or  transportation 
of  gas  for  which  a  certificate  Is  requested: 
Provided,  however.  That  contracts  on  file 
with  the  Commission  in  other  proceedings 
may  be  included  by  reference  as  hentoioTB 
provided  in  S  157.24(b);  And  provided  fur- 
ther, That  acceptance  of  contracts  hereunder 
shall  not  be  construed  as  approval  of  the 
rates  therein  contained  under  Part  154  here- 
of or  under  the  Natural  Gas  Act.  On  or 
after  April  2.  1962.  the  appUcatlon  shall  l>e 
rejected  If  any  contract  submitted  In  support 
thereof  contains  any  price-changing  provi- 
sions other  than  those  defined  as  permissible 
In  §  154.93  of  this  chapter. 

(D)  These  amendments  shall  become 
effective  on  April  2,  1962. 

(E)  The  Secretary  of  the  Commission 
shall  cause  prompt  publication  of  this 
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order  to  be  made  in  the  Pkderal  Regis- 
ter. 

By  the  Commission. 

I  SEAL  1  Joseph  H  Outride. 

Secretary. 

|PR      Doc     62    1464.     Piled.    Feb      13      1962; 
8  46  a  m  I 

Title  22— FOREIGN  RELATIONS 

Chapter  I — Depailment  of  State 

IDept    Reg     108  478] 

PART  46 — CONTROL  OF  ALIENS  DE- 
PARTING FROM  THE  UNITED 
STATES 

Miscellaneous   Amendments 

Part  46.  Chapter  I,  Title  22  of  the  Code 
of  Federal  Regulations  is  being  amended 
to  add  Outer  Mongolia  <  Mongolian  Peo- 
ple's Republic")  to  the  list  of  countries 
to  which  permanent  resident  aliens  may 
not  travel  without  the  specific  authoriza- 
tion of  the  Administrator  of  the  Bureau 
of  Security  and  Consular  Affairs  after 
consultation  with  the  Commissioner  of 
Immigration  and  Naturalization.  Minor 
editorial  amendments  are  also  being 
made  in  two  paragraphs  to  delete  ref- 
erences to  a  form  which  is  now  obsolete. 

1.  Paragraph  <k'  of  §46  3  is  hereby 
amended  to  read  as  follows: 

§  46.3      Alien*  v.ho**  drparluro  i-  ilrniuMl 
prejudirial    lo    the    inlere«t»    i»f    tUo 
Unitrd    .Stale*. 
»  •  •  •  • 

(k)  Any  alien  lawfully  admitted  for 
permanent  residence  who  seeks  to  depart 
from  the  United  States  for  travel  to,  in. 
or  through  Albania.  Communist-con- 
trolled China  ("Chinese  People's  Repub- 
lic"). Cuba,  North  Korea  ("Democratic 
People's  Republic  of  Korea").  North 
Vlet-Nam  ("Democratic  Republic  of 
Viet-Nam").  or  Outer  Mongolia  Mon- 
golian People's  Republic  "». 
§46.4       [.Amendment  1 

2.  Paragraph  <a>  of  5  46  4  i^  amended 
by  deletion  of  the  words  "on  Form  1-227  " 
appearing  at  the  end  of  the  third 
sentence. 

§46.5       [.Amendment  I 

3.  Paragraph  (a)(2i  of  5  46  5  is 
amended  by  deletion  of  the  words  on 
Form  1-227"  appearing  at  the  end 
thereof. 

Effective  date.  The  regulations  con- 
tained in  this  order  shall  liecome  ef- 
fective upon  publication  in  the  Federal 
Register. 

The  provisions  of  section  4  of  the  Ad- 
ministrative Procedure  Act  (60  Stat.  238; 
5  U.S.C.  1003)  relative  to  notice  of  pro- 
posed rule  making  are  inapplicable  to 
this  order  because  the  regulations  con- 
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tained    therein    involve    foreign    affairs 
functions  of  the  United  States. 

Dated:    January   17,   1962. 

Dean   Rusk. 
Secretory  of  State. 
Concurred  iii 

Byron  R    White. 

ActiHQ  .Xttorney  General. 

Dated    February  2.  1962 

\r  P-      D."       62    I4J.5.     Piled      Feb      \2.     1962. 

H   4«  ,1  m  I 
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Title  21— FOOD  AND  DRUGS 

Chapter  I — Food  and  Drug  Adminis- 
tration, Department  of  Health,  Edu- 
cation,  and   Welfare 

SUBCHAPTEB    B — FOOD    AND    FOOD    PtODUCTS 

PART    121— FOOD  ADDITIVES 

Subpart  F — Food  Additives  Resulting 
From  Contact  With  Containers  or 
Equipment  and  Food  Additives 
Otherwise   Affecting   Food 

r»\riiKs  \ND  Textii  t  Fibers 

Correction 

In  K  H  Uoc  62-1337  appearing  .it  pane 
1214  of  the  Ls.sue  for  Friday.  February  9. 
1962,  the  table  appearmi;  in  paragraph 
'd'  '5'  of  5  121  2535  is  corrected  to  read 
as  set  forth  below : 


LM  Of  sub«unif« 


Limitation 


|)    Kitirr*  I 

«  olldtl I    • 

lti>"n  

']     A'l;i.\  ill!  -iiihsl.ini**' 
•  ,4'  ^M.<    4  Anilino    (,..li.'th;Wi'>l:iiiiiiii'        For  ii<<-  iv< 
a-trii^iri    J-  yl;irninoi-:i,j'  <tllN'Tii  i-oloranl 

•  li>ulfi)iiii- a<-|il.  (1i«m!iiiiii  s.ili  only 

),l' hlS'4-.AnillfU)  -  f'.  ■  iiirthylfthiiiK).      For  as»- iK 
liiiinnc  -  a  ■  truiziii  .'  y:  iiiiiii"    'J.2'  rolornnt 

^llllx-in- 'li^iilfoni'-     i'!'!.    ■!i-''l;urii  only. 

s.i:t 


[■r>r  lii.ii''rliy«l«' 


Mu.rr  i:  ..i! .. 

I'ctri)l.i'iiin 

rolymyi-thyU  lii     J"    >4irl'iliiii  inoini 

l.iiirii'" 
ri.lyoTy  tliyU  111-   .ii-  MJrt'lt.m  tiioiio- 

vtr  iritc 

I'olj  Vlliyl  Iri'li!.-      ., 

I'oly  vinyl  :i<-l(ih..l         ,. 

.-.Bliui!)  M-!  J.''.  -  .liiii.  t!.ylh(>|)tyl  ■  4' 

>lllfl>vlli(lll.lll' 
Sii.lnuil  ili-wlwy!  U  M,'rtH~Mlf>iri.i|i- 
.'imIiiiim  f!uiiri.!r 


wrvmivi 
only 

Frif  llv  ,k-   l"i 

H.-r:iUvt.' 


Si,.liiini  !.y  \i'"  i.l"i  III- 
Sdilium  li»iir>l  -iilf'il<>   -- .    .. 
SihUuih  |«tif.-  Iil'iniplirnair 


<{\ntu  l.iit.i'lunc  crviwilynKr. 

r,iii<)w  . 

Tallnw.  «lllfi)Ii.lte«l 

'riiiiniiiiii  <ii<>xi<i<v ............ 

TriitliiiK'l.iniine 

I'ltruni.irlno  Muc     . .    

W»i*j>,  p«'tr'iifiirn        


iiiily 


For  lis*'  iui  |ir>; 
sorvallve 
only. 


Title  33— NAVIGATHN  M 
NAVIGABLE  WATERS 

Chapter  II — Corps  of  Engin««f. 
Department  of  the  Army 

PART  203 — BRIDGE   REGULATIOli 

Charles   River,   Mass. 

Pur.suant  to  the  provisions  of  sectkoi 
of  the  Hiver  and  Harbor  Act  ot  An—! 
18.  1894  128  Stat.  362:  33  U-S-CTS) 
5  203.75  IS  hereby  amended  i»«Krftb 
subparagraph  i  h  m  3 1  to  govern  thtm, 
eration  of  the  Metropolitan  TranritAi! 
thority  bridue  across  Charles  She. 
Boston.  Mass  ,  effective  30  days  ci 
publication  in  the  Federal  Rigistbm 
follows: 

S  20.1.7.'>       l{<cioii      Harbor.     Mmu^    ^ 
adjiirciil    Mater* :    brid|(nt. 
■  •  •  •  , 

■h'    Charles  River    *    •    • 

'3'  Metropolitan  Transit  Authorib 
Bridcie  The  draw  of  the  bridge  wUlki 
opened  only  between  9:00  a.m.  and  1I:M 
pm  I  local  time  I  each  day  provided  4 
hours'  advance  notice  is  given  prior  ti 
the  time  an  oponinR  is  required.  Dnv 
oponincs  durinK  this  period  shall  alnkt 
'-'overnrd  by  the  reRulations  In  subptn- 
t;raph  '  1  >  of  this  paragraph. 

llU'gs  January  26.  1963.  385  113  (Clurte 
River.  Miiss  )  ENGCW-ONj  (8ec.6,H8Ul 
362.    3}   use    499) 

J    C.  Lam  BEIT, 
Major  General.  U.S.  Armt. 
The  Ad}utant0Geneni 

|PR     I>x-     62   1452;     Piled,    Feb.    IS,  INK 
6  45  am. I 


Title  25— INDIANS 

Chapter  I — Bureau  of  Indian  Affoin, 
Department  of  the  Inttrier 

PART  221— OPERATION  AND 
MAINTENANCE  CHARGES 

Blackfeet  Indian  Irrigation  Projed, 
Montana 

On  page  11296  of  the  Federal  Rwnni 
of  November  30,  1961,  Vol.  29,  No.  81 
there  was  published  a  notice  of  Intenita 
to  amend  §5  221.130  and  221.131  odMl 
25,  Code  of  Federal  Regulations,  Mirt 
forth  below.  The  purpose  of  the  iBMBi- 
ment  Ls  to  increase  the  annual  openttB 
and  maintenance  rate  from  |1.80totUI 
per  acre  and  the  assessment  rate  for* 
cess  water  from  $1.00  to  $1.26  per  MP; 
foot.  These  rate  increases  are  nectaas 
in  order  that  the  assessments  mectW 
operation  and  maintenance  costs,  wW* 
have  risen  due  to  increases  In  labor  Ml 
material  costs. 

Interested  persons  were  given  SO  tm 
within  which  to  submit  written  «• 
ments.  suggestions  or  objections 
respect  to  the  proposed  Mner^ 
Three  objections  having  been 


fun  consideration  on  the  merits 
overruled,    the    amended 
are   adopted   as  set   forth 


itfLlM 


''{'^Mtion  221.130  is  amended  to  read 

^foDofVs:  I 

Bmnr  assessment. 

to  the  acts  of  Congress  ap- 
lAMUst  1. 1914:  May  18. 1916;  and 

,7  1928;  38  Stat.  583;  39  Stat.  142; 

Si  210-  25  U.S.C.  385.  387.  the  basic 
Z^i  assessment  of  operation  and 
jnce  charges  against  the  irriga- 
( to  which  water  can  be  delivered 
the  Blackfeet  Indian  Irrigation 
!^L»  ifontana,  for  the  season  of  1962 
SSgBQttent  years  until  further  notice 
f^^Itar fixed  at  $2.25  per  acre  per 
^^T^  the  delivery  of  not  to  exceed 
ITaKl  one-half  acre  feet  of  water  per 
^  tar  the  assessable  area  imder  con- 
j!L|Bd  wortts.  water  to  be  delivered  on 
JJTJJjJj  based  upon  an  estimated  quota 
g  Ow  available  supply. 

t  Seetton  221.131  is  amended  to  read 
MfoDowi:  I 

ItfLlSl     Excess  waler  aS»eMmenl. 

jmytwial  water,  when  available,  may 
It  dBltfered  upon  request  at  the  rate  of 
IIJI  per  acre  foot,  or  fraction  thereof. 

Percy  B.  Mkljs, 
Area  Director. 

IFl.  Doc.   «3-1467.    Piled,    Feb.    IS.    1962; 
8:46  a.m.]       , 

Rk  41— PUBUC  CONTRACTS 

fliiprir  50 — Division  of  Public  Con- 
Irods,  Dopartmont  of  Labor 

PAIT  50-202— MINJMUM  WAGE 
DETERMINATIONS 

Drags  and  Medicine  Industry 

No  exceptions  have  been  filed  to  the 
tntattve  decision  determining  the  pre- 
iriltaf  nt<"<'""m  wage  for  the  drugs 
iMl  Mdielne  industry  (27  F.R  315). 

iMordlngly,  pursuant  to  section  4  of 
thi  WaUi-Healey  Public  Contracts  Act 
(tt  UJSX;.  38) ,  the  pr(HX)sed  findings  and 
contained  in  the  tentative 
are  hereby  made  final,  and  41 
;  10-302.22  is  hereby  amended  in  the 
Indicated  below. 

i  cause  is  hereby  found  to  shorten 
in  effective  date  of  this  amend- 
■■t  to  seven  days  following  its  publlca- 
Itatn  the  Pkdiral  Register  for  the  rea- 
■M  tadkated  in  final  decisions  deter- 
iMng  prevailing.minimum  wages  under 
•1  Wakh-Healey  Public  Contracts  Act 
k  the  pi^r  and  pulp  and  manifold 
kriatm  forms  industries  (26  FJl.  7698, 
WD.  Therefore,  the  amendment  shall 
>■••  effective  Febrary  21,  1962. 
As  amended,  41  CFR  50-202.22  reads 
■MIovb: 


FEDERAL  REGISTER 

which  maaufactures  (or  packages) 
drugs  and  medicinal  preparations  (other 
than  food)  intended  for  internal  or 
external  use  In  the  diagnosis,  treatment. 
or  prevention  of  diseases  in,  or  to  affect 
the  structure  or  any  functions  of,  the 
body  of  men  or  other  animals,  including 
without  limitation  the  following  prod- 
ucts: Bulk  organic  and  inorganic  me- 
dicinal chemicals  and  their  derivatives; 
processed  botanical  drugs  and  herbs; 
endocrine  products;  basic  vitamins; 
active  medicinal  principles,  such  as 
alkaloids  from  botanical  drugs  and 
herbs;  drugs  and  medicine  in  pharma- 
ceutical preparations,  such  as  ampules, 
tablets,  capsules,  ointments,  solutions, 
and  suspensions  for  human  and  veteri- 
nary use.  including  vitamin  preparations 
and  galenicals,  such  as  fluid  extracts  and 
tinctures;  viruses,  serums,  toxins,  and 
analogoiu  products,  such  as  allergenic 
extracts,  and  normal  serums  and  plasmas 
for  himian  or  veterinary  use;  and 
bacteriological  media. 

(b)  Minimum  wage.  The  minimmn 
wage  for  persons  employed  in  the  manu- 
facture or  furnishing  of  products  of  the 
drugs  and  medicine  industry  shall  be  not 
less  than  $1.46  per  hour. 

Signed  at  Washington,  D.C.,  this  8th 
day  of  February  1962. 

Arthur  J.  Ooldberg. 
Secretary  of  Labor. 

[F.R.    Doc.    62-1524;    Piled.    Feb.    13,    1962; 
8:52  a.m.] 


Drugs  and  medicine  Indus- 


(*)  Dejinifion.    The  drugs  and  medi- 
ae Industry  is  defined  as  that  Industry 


Title  47^TELEC0MMUNICATI0N 

« 

Chapter  I — Federal   Communications 
Commission 

[FCC  62-122] 

PART  1— PRACTICE  AND  PROCEDURE 
Computation  of  Time 

At  a  session  of  the  Federal  Communi- 
cations CkHnmission  held  at  its  offices  in 
Washington,  D.C.,  on  the  6th  day  of 
February  1962; 

The  Commission  having  under  con- 
sideration 1 1.18  of  its  rules  of  practice 
and  procedure  pertaining  to  the  compu- 
tation of  time ;  and 

It  appearing,  that  §  1.18  should  be  re- 
phrased so  as  to  simplify  and  clarify  the 
method  for  computing  the  filing  date  in 
Cmnmission proceedings;  and 

It  further  appearing,  that  the  amend- 
ment adopted  herein  is  issued  pursuant 
to  authority  contained  in  sections  4(1) 
and  303  (r)  of  the  Communications  Act 
of  1934,  as  amended;  and 

It  further  appearing,  that  the. amend- 
ment adopted  herein  pertains  to  matters 
of  procedure  and  hence  that  section  4 
of  the  Administrative  Procedure  Act  is 
inapplicable; 

It  is  ordered,  effective  February  14, 
1962,  that  i  1.18  of  the  rules  of  practice 
and  procedure  is  amended  as  set  forth 
below. 
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(Sec.  4,  48  Stat.  1066,  aa  amended;  47  VBX3. 
154.  Interpreta  or  appllea  sec.  303,  48  Stat. 
1082,  as  amended;  47  UB.O.  803) 

Released :  February  9, 1962. 

Federal  ComnrNiCATiOHS 
Commission, 
[seal]         Ben  F.  Waple. 

Acting  Secretary. 

§  1.18     Computation  of  time. 

(a)  It  is  frequently  necessary  under 
Commission  procedures  to  compute  the 
terminal  date  of  a  period  of  time  wfaeace 
the  period  begins  with  the  occurrence  of 
and  act,  event,  or  default  and  tmninatea 
a  specified  number  of  days  thereafter. 
Unless  otherwise  provided  by  statute,  the 
first  day  to  be  counted  in  computing  the 
terminal  date  is  the  day  after  tbB  day 
on  which  t^e  act,  ev&at,  or  default  oc-« 
curs.  The  last  day  of  such  period  of 
time  is  included  in  the  computatimi  and 
any  action  required  must  be  taken  on  ot 
before  that  day. 

(b)  When  a  Commis8i(m  Decisixm,  Or- 
der, or  Memonuidum  -  is  involved,  tlie 
first  day  to  be  counted  Is  the  day  after 
the  day  on  which  the  complete  text  of 
the  document  is  released  by  the  Com- 
mission. When  any  otho*  Commlaslon 
action  is  involved,  the  first  day  to  be 
counted  is  the  day  af  to:  the  day  on  which 
the  "Public  Notice"  of  the  action  la  re- 
leased by  the  Commission. 

(c)  All  petitions,  pltedings,  tariffs,  ot 
other  documoits  filed  with  the  Com- 
mission must  be  tendered  tor  filing  in 
complete  form  before  5:00  pjn.  Any 
such  document  lodged  with  the  Con-^ 
mission  in  c(Mnplete  form  after  5:00  pjn. 
shall  be  deoned  to  be  tendo^  for  flUng 
as  of  the  next  succeeding  business  day. 

(d)  For  piui?oses  of  this  section,  the 
term  "holiday"  shall  include  Saturdays, 
Sundays,  legal  holidays  or  half  tudldays 
in  the  District  of  Columbia,  and  any 
other  day  on  which  the  Commlaslon's 
offices  are  closed  prior  to  5 :  00  pjn.  Tlie 
term  "business  day"  shall  include  aU 
other  days. 

(e)  For  purposes  of  this  section,  the 
term  "filing  period"  means  the  mmiber 
of  days  allowed  or  prescribed  by  statute, 
rule,  order,  notice,  or  other  Commission 
action  for  filing  any  document  with  the 
Commission.  That  term  does  not  in- 
clude any  additional  days  allowed  for 
fUing  any  document  under  paragn^di 
(f ) ,  (g) ,  or  (i)  of  this  section. 

(f)  If  the  filing  period  is  less  than 
seven  days,  intermediate  holidays  shall 
be  excluded  in  determining  the  filing 
date. 

(g)  Where  a  document  is  served  by 
mail,  and  the  filing  period  fOT  a  ^espOTise 
thereto  is  10  days  or  less,  an  additional 
three  days,  excluding  holidays,  will  be 
allowed  for  filing  the  response.  This 
paragraph  shall  not  apply  to  (  1.193(e). 

Xh)  If  both  paragraphs  (f )  and  (g)  of 
this  section  are  applicable,  make  tlie 
computations  called  for  by  paragraph 
(f)  before  making  those  called  fOT  by 
paragri^h  (g) . 

(i)  If  the  filing  date  falls  on  a  holi- 
day, the  document  shall  be  filed  on  the 
next  business  day. 

[F.R.    Doc.    62-1630;    Filed,    Feb.    18.    1963; 
8:53  am.] 
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(Docket  No.  14130;  FCC  62-161 ! 

PART  3— tADK)  BROADCAST 
SEIVKES 

Certotn  Television  Broadcast  Stations; 
Table  of  Assignments 

1.  The  Commission  has  before  it  for 
consideration  its  Notice  of  Proposed  Rule 
Making,  adopted  May  11.  1961  <PCC  61- 
640)  and  its  Notice  of  Further  Proposed 
Rule  Making,  adopted  September  27. 
1961  (PCC  61-1156).  looking  toward 
amendment  of  the  Table  of  Assignments. 
Television  Broadcast  Stations  (Section 
3.606  of  the  Commission's  Rules » .  These 
concern  rarious  proposals  to  add  chan- 
nels to  Huntsvine  and  Hamilton.  Ala- 
bama, and  correlative  changes  and 
Seletlons  of  channels  in  other  communi- 
ties in  Alabama.  Georgia.  Kentucky, 
Mississippi,  and  Tennessee: 

2.  RM-241.  North  Alabama  Broad- 
casters, Inc..  filed  a  petition  on  March 
7,  1961.  proposing  the  assignment  of 
Channel  19  to  Huntsvllle.  Alabama,  to  be 
accomplished  by  substitution  at  Port 
Payne.  Alabama,  of  Channel  65  for  un- 
occui^ed  Channel  19. 

3.  RM-2S3.  Huntsville  Broadcasting 
Co..  Inc..  by  peUtion  filed  April  14.  1961. 
proposed  the  additional  assignment  to 
Huntsville  of  Channel  2S  + .  This  would 
have  been  accomplished  as  follows: 


City 


Onntersvlue,  .^la 
Hmnboklt.  Tenn 
Diium.  Oa 


4.  Both  of  the  above  proposals  were 
enonnpassed  by  the  May  11  Notice. 
which  inter  alia  pointed  out  that  the 
RM-253  proposal  was  defective  as  to  cer- 
tain co-channel  spacings.  In  its  com- 
ments. Huntsville  Broadcasting  Co  ,  Inc 
tben  suggested  substitute  plans  mainly  to 
afford  a  satisfactory  alternative  for  re- 
asslgomcnt  at  Dalton.  Georgia,  which  the 
Georgia  State  Department  of  Education 
Indicated  was  an  essential  link  in  a  plan 
for  state-wide  educational  television 
coverage. 

5.  RM-2iO.  Rankin  Fite  and  Robert 
H.  Th(xnas  filed  a  petition  on  August 
22. 1961,  seeking  assignment  to  Hamilton. 
Alabama,  of  Channel  25.  which  it  pro- 
posed to  accomplish  by  substituting 
Channel  49  for  Clumnel  25  at  Humboldt. 
Tennessee.  To  avoid  a  co-charuiel  spac- 
ing conflict  with  its  Channel  25  proposal. 
Huntsville  Broadcasting  Co..  Inc  sug- 
gested an  alternative  channel  ass i tin - 
ment  for  Hamilton  of  either  Channel  17 
or  Channel  34,  which,  as  the  case  may 
be,  would  require  substitutions  for  Chan- 
nel 17  at  Jasper.  Alabama,  or  Channel 
34—  at  Starkville,  MisslssippL 

6.  The  additional  proposals  were  an- 
nounced in  a  Notice  of  Further  Proposed 
Rule  Making  <26  PR.  9348)  on  Septem- 
ber 27.  1961.  A  tabulation  of  these  pro- 
posals is  shown  below : 
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7.  The  Commission  has  before  it  the 
views  of  various  interested  persons: 
North  Alabama  Broadcasters.  Inc.: 
Huntsville  Broadcasting  Co  .  Inc  ;  Rocket 
City  Television,  Inc..  Licensee  of  WAFG- 
TV.  Charuiel  31,  HunUsville,  Alabama: 
the  Georgia  State  Department  of  Educa- 
tion; Rankm  Pite  and  Robert  H. 
Thomas:  The  Association  of  MaTcimum 
Service  Telecasters.  Inc. :  Elton  H.  Darby. 
licensee  of  WVNA.  Tuscumbia.  Alabama: 
Clayton  Carter.  President.  Chamber  of 
Conunerce.  Guntersville.  Alabama;  and 
Herman  VV  Maddox.  Mayor.  City  of 
Jasper.  Alabama  We  do  not  here  detail 
the.se  comment-s.  since  many  of  the  ob- 
lection.s  to  variou.s  aspect.s  of  the  alterna- 
tives are  rendered  moot  by  the  disposi- 
L:un  we  make 

8  We  recognize  that  in  the  present 
.<~tate  of  the  art  UHP  channels  in  the 
lower  rant;e  afford  some  technical  ad- 
vantages ALSO  pending  decisions  in 
Docket  14229.  we  have  not  been  provid- 
ing substitute  channels  for  assignments 
deleted  from  one  area  to  provide  lower 
channels  in  another  area  unless  an  active 
uiterest  is  manifested  These  consider- 
ations dispose  of  the  objcctior^  of  Gunt- 
er.sville.'  Jasper.'  and  Sheflfield."  since  the 


1  Clayton  Carter  President  Guntersville 
Chamber  uf  Commerce  made  tl.ese  jxjUUs  to 
support  the  ar»?iimeiit  that  Chiiniiel  40  should 
not  be  deleted  fr'im  Gun'ersvUIe  Local  tele- 
vi.sinii  5erv.ce  wmild  be  del.ived  for  many 
vears  In  a  significant  region  la  county  seat, 
the  center  ol  a  he.ivily  popul.^ted  rural  area. 
•  ii.d  .1  popul.itiou  uvertliiw  Imm  Redstone 
Ar^cn.U)  wher;'  r'^ceptiiin  ir.  ;v.'iir  because  nf 
the   terrain 

Herm.m  \V  M.iddt  x  M.i;,or.  The  City  of 
J.iiper.  cti  b<-hall  of  the  City  Commission 
protested  the  replacement  of  Channel  17  with 
Channel  71  as  i\t^'  In  the  public  Interest  be- 
cavise  the  latter  of  Inferior  quality  would 
not  adequately  serve  Walker  County  i  popu- 
lation  54.000  1 

EUun  H  DMrby  upposod  Plan  III  Insofar 
a.'?  requiring  the  deletion  of  Channel  47  from 
ShrtBeld.  Alabama,  because  the  market  area — 
substantial  In  population  and  economic 
i?rowth — would  be  deprived  of  one  (albeit 
unused)  of  It.s  commercial  television  channel 
assignment.^. 


comments  on  their  behalf  do  not  mh. 
vincin^ly  demonstrate  the  probaMM^^ 
use  in  the  near  future.  Should  CHmlBfr 
ville  or  Jasper — or  for  that  OMttv  tki 
communities  referred  by  Rocket  CMy 
having  no  local  television 
the  future  demonstrate  an 
mand  for  a  television  b: 
cility.  the  Commission  would  make  MiO- 
able  the  best  charmel  under  eilrtl^ 
conditions  circumstances  and  pre?afl]^ 
policy. 

9.  In  opposing  tsoth  rule  ""^Mm  pn. 
ceedings  as  to  Huntsville.  Rocket  Otv 
Television,  Inc.,  relied  on  the  adeqoMv 
of  service  provided  by.  in  additiOQtotb 
ow  n  operation,  services  from  WSIIL-TT, 
Decatur.  Alabama  (about  25  miles avajij 
three  VHF  stations  at  Birminghao,  Ak> 
bama  'about  85  miles  away),  three  VHP 
stations  at  Chattanooga.  Tennesiee  tTS 
miles  away  > .  and  three  VHP  staUoni  at 
Nashville  (100  miles  away).  IteontaaA 
that  it's  own  programminer  meets  teal 
needs  Additionally,  Rocket  City  ad- 
verts to  its  econMnic  position,  ouidy, 
continually  operating  at  a  loss— whldi 
currently  is  estimated  as  avosgisc 
$1,000  per  month  (an  accumulated  tai 
of  about  $45,000  as  of  December  31. 
I960'— as  tKKiing  ill  for  the  aMlgroafnt 
of  additional  UHF  channels  to  Hunts- 
ville. 

10  Quite  clearly  Huntsville's  senlee 
from  Birmingham  (85  miles),  Cbstta- 
nooga  1 75  miles  >.  and  NashvUls  <M 
miles)  is  fringe.  While  HuntsriDe 
receives  satisfactory  service  from 
TV.  Channel  23  at  Decatur,  more  tbu 
one-half  of  surrounding  Madison  Counti 
IS  i>eyond  the  Grade  B  contour,  M  an 
other  substantially  populated  anai 
which  would  be  served  by  additi(»ial UBP 
channels  in  Huntsville.*  On  the  bsA 
of  this  and  other  facts,  it  is  our  view  that 
two  channels  should  be  added  at  Bnnta- 
viUe  For  example,  there  has  keen  a 
population  growth  between  1950  and  !!• 
of  approximately  56.000  penons  li 
Huntsville  (16.437  to  72,365).  Cone- 
spondingly.  the  population  of  Madlaaa 
County  has  mcreased  about  45,0M  per- 
sons I  present  p<^ulation  117^48)  •seoa' 
trasted  to  the  overall  population  decres* 
in  Alabama  of  1  percent.    These  incnsMi 


•  Within  a  50-miIe  radius  of  Huiit«flU««J 
•he  Alabama  counties  of  JackiOD  (tow 
population  38.681).  De  Kalb  (♦*•**'*•■''' 
shall  148.018).  Morgan  (80.464),  *°*J^ 
stone  (36.513)  aa  well  as  several  countM»» 
Tennessee,  of  which  only  Morgaa  0»i^_[^ 
oelvea  any  modkrum  of  latlrfBeSS"!  "Jj" 
from  more  than  one  of  the  four  tranamtmi 
cities  referred  to  above. 


to  the  Government's  activities  at 
,  _«*»  Redstone  Arsenal.  Huntsville  is 
\  ■•^  fj  education  and  transportation, 
•?Se  Is  only  one  television  broad- 
ftST  station  to  provide  ccanmunity 
Z^  indeed,  the  enhancement  of  UHF 
"S^  in  the  area  would  permit  UHP  to 
Zm  eompetiUve  and  serve  to  improve 
"S^I^gramming  with  probable  tn- 
iS^demand  for  such  service  in  the 
*t!!r  In  sum.  by  providing  additional 
SlUon  channels  to  Huntsville,  sub- 
Jn2ny  better  and  multiple  service 
■"Jm  become  available  to  the  populace 
yUe  area  to  be  served.  This  clearly  is 
in  the  pubUc  interest. 
■  11  Assertions  by  Rocket  City  and 
r^ftn  Carter  that  there  was  no  notice 
ITie  prwosed  deletion  of  Channel  19 
M  Ftort  Payne  are  unfounded.  The 
^11  Notice  clearly  so  stated,  and  the 
r!L,nhrr  27  Further  Notice  was  only 
j^a»  nature  of  additional  alternative 


12.  wc  conclude,  therefore,  that  it  is 
to  ttw  public  interest  to  assign  two  addi- 
ttgnal  channels  to  Huntsville.  Also  in 
ISrof  the  indicated  demand  for  a  chan- 
grf  tn  Hamilton,  we  believe  that  an  as- 
gtomnsnt  should  be  added  to  this  city, 
nm  remains  the  matter  of  selecting 
iBItiUe  assignments  for  the  cities  having 
the  tetst  adverse  affect  on  neighboring 
eonfflunlties.    For  the  reasons  set  forth 
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below  we  propose  to  add  channels  19  and 
25+  to  Huntsville  and  17  to  Hamilton. 

13.  As  discussed  above,  Channel  19 
may  be  advantageously  assigned  to 
Huntsville.  With  regard  to  the  addition 
of  the  second  channel  to  Huntsville, 
Channel  25+  results  in  the  deletion  of 
only  one  channel  from  a  neighboring 
community  expressing  an  objection, 
dovetails  with  the  Georgia  State  Depart- 
ment of  Education  plans,°  and  permits 
the  assignment  of  an  acceptable  low  UHF 
assignment  to  Hamilton. 

14.  With  regard  to  the  choice  of  add- 
ing either  Channel  17  or  34—  to  Hamil- 
ton we  conclude  that  Channel  17  is  the 
more  desirable  because  it  requires  only 
the  deletitm  of  the  Jasper  assignment 
which  community  receives  three  Grade 
A  services  from  Birmingham .  Therefore , 
it  i4>pefluv  unlikely  that  it  will  be  eco- 
nomically feasible  to  construct  a  station 
there  in  the  near  future.  We  also  note 
that  the  present  Jasper  assignment 
would  be  deleted  under  a  rule  making 
pn^imsal  initiated  recently  to  reserve  ad- 


«■  Inasmuch,  as  the  State  of  Oeorgla  has 
come  forth  with  a  detailed  plan  calling  for 
aasigionent  of  CSxannel  18—  to  Dalton,  Geor- 
gia which  we  are  giving  consideration  to  in 
Docket  No.  14409,  its  objection  to  reassign- 
ment of  the  Dalton  Channel  25+  in  effect 
appears  to  have  been  withdrawn. 
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ditional  channels  for  education  in  the 
State  of  Georgia  (Docket  No.  14409). 

15.  Authority  for  the  amendments 
adopted  herein  is  contained  In  sections 

4  (i)  and  (j).  303  and  307(b)  of  the 
Conununications  Act  of  1934,  as 
amended. 

16.  In  view  of  the  foregoing:  It  U  or- 
dered. That  effective  March  15,  1962, 
the  Table  of  Assignments  ocmtained  in 

5  3.606  of  the  Commission's  rules  and 
regulations  \A  amended,  (1)  by  adding 
Hamilton  and  changing  the  assignments 
for  Huntsville  to  read  as  follows: 

City :  Qhdnnel 

Hamilton,  Ala 17 

Huntsville,  Ala 19,  36  +  ,  81  + 

and  (2)  by  deleting  the  entries  for  Fort 
Payne,  Alabama,  Guntersville,  Alabama, 
Jasper,  Alabama,  Dalton,  Georgia,  and 
Humboldt,  Tennessee. 

(Sec.  4,  48  Stat.  1066,  as  amended;  47  UJ3.0. 
164.  Interpret  or  apply  sees.  80S.  807,  48 
Stat.  1082,  1088,  47  n.S.C.  808,  807) 

Adopted:  February  6,  1962. 

Released:  February  9,  1962. 

Federal  CominincATZOMS 
ComassioN, 
[seal]         Ben  F.  Waple, 

AcUng  Secretaru. 

[F.R.    Doc.    62-1519;    PUed,    Feb.    18,    1963; 
8:62  a.m.] 
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I,  February  14,  1962 

.  *i  addition    to    the    substances 
,    •*  to  Dftragraph  (a)  of  this  section, 
■■■■^i^  iMse  may  also  include  sub- 
ggnerally  recognized  as  safe  in 


OEPARTMEHT  OF  HEALTH,  EDU- 
CATION. AND  WaFARE 

Food  and  Drug  Administration 
[21    CFR  Part   121  1 
,     FOOD  ADDITIVES 
Notico  of  Filing  of  Petition 

Pursuant  to  the  provisions  of  the 
Federml  Pood.  Drug,  and  Cosmetic  Act 
(aec.  409(b)(5).  72  Stat.  1786;  21  U  S.C 
348(b)  (5) ).  notice  is  given  that  a  peti- 
tion (PAP  546)  has  been  filed  by  The 
Dow  Chemical  Company,  Midland,  Mich- 
igan, propostng  the  issuance  of  a  regula- 
tion to  provide  for  the  safe  use  of  800 
parts  per  million  of  cidclum  dlsodium 
'  EDTA  In  processed  beans  to  promote 
color  retention. 

Dated:  February  7,  1962. 

J.    K.    KIRK. 

Assistant  Commissioner 

of  Food  and  Drugt. 

[FR.    Doc.    62-1475:     FUed.    Feb      13,     1962: 
8:47  ami 


[21    CFR   Part   121  1 

FOOD  ADDITIVES 

Chowing   Gum  Baso;  Notice  of  Pro- 
posorl  to  Amend   Regulation 

Pursuant  to  petitions  received  from 
the  National  Association  of  Chewing 
Gum  Manufacturers.  100  East  42d 
Street,  New  York  17,  New  York,  and 
Goodrich  Gulf  Chemicals.  Incorporated. 
1717  East  Ninth  Street.  Cleveland  14. 
Ohio,  a  notice  of  filing  was  published  in 
the  FlDMAL  Rkgistzr  of  February  24, 
IMl  (26  FJR.  1640) .  Based  upon  data 
supplied  in  these  petitions,  an  order  was 
published  in  the  Fkoiral  Rigistir  of 
September  23,  1961  (26  F.R.  8972).  es- 
tablishing a  regulation  providing  for 
the  safe  use  of  chewing  giun  base  in  the 
manufacture  of  chewing  gum.  Follow- 
ing publication  of  the  order  the  peti- 
tioners submitted  certain  objections  to 
the  published  regulation  and  proposed 
changes  therein.- 

The  Commissioner  of  Food  and  Drugs 
has  evaluated  these  objections  and 
other  relevant  material  and  has  con- 
cluded that  the  regulation  should  be 
amended  to  make  certain  editorial 
changes;  to  add  butylated  hydroxyani- 
sole,  butylated  hydroxytoluene,  propyl 
gallate,  sodium  sulfate,  sodium  sulfide, 
and  sodium  and  potassium  stearate  to 
the  list  of  acceptable  ingredients,  and 
to  rearrange  the  permitted  ingredients. 
In  part,  according  to  their  functional 
use. 

Therefore,  pursuant  to  the  provisions 
of  the  Federal  Food.  Drug,  and  Cosmetic 
Act  (sec.  409(d).  72  Stat.  1787;  21  U.S.C. 
348(d)),  and  under  the  authority  dele- 
gated to  the  Commissioner  by  the  Secre- 
tary of  Health.  Education,  and  Welfare 
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I  25  F  R.  862.5'.  it  i.s  piopostd  to  amend         'ii>   The  food  additive  conslaUttfi 

§  121.1059  to  read  as  follows:  or  more  of  the  following  sul 

§  121.1059     (.h«->»iiig  Runi  ba^c.  meet  the  specifications  and 

'  The  food  additive  chewing  gum  ba^e  Prescribed    in   this   paragraph,  jmi  h 

may  be  safely  used  in  the  manufacture  amounts  not  to  exceed  those  reqoinl^- 

of  chewins  Kum  in  accordance  with  the  produce  the  intended  physical  or  atlHr 

following  prescribed  condilion.s:  technical  effect. 

Ma-stuatory    Substances 

NATV-'RAI.      (LOAOULAItD     U«     CU.NCENTKATED     L.\TICES)      OF     VEGETABLE    OUQIM 

Family 
Sapotaceae:  G^-nii.s  and  tpfcies 

Chicle Manllkara     ziixjtllla     OlUy     and     Manllkani    «M^ 

only. 

Chiqvilbul-    Manllkara  zapotlUa  amy. 

Crown    gum  Manllkara     zapotilla     Ollly     and    Manllkua  ^^ 

GUly. 

Oiitta  hang  kang Palaqulum    lelocarpum    Boerl.    and    Piltqul—  |». 

longl folium  Burck. 
Massaranduba  balata  (and  th*  sol-     Manilkara  huberl  (Ducke)  CheTalter. 
vent-free  resin  exuacl  uf  Massa- 
TEUfiduba  b»lata). 

Maasaranduba   chocolate Miinilkara  sollmoesensls  Ollly. 

Nlspero  -  Manllkara    zapotllla    GlUy     and    Manllkara   chlch 

GUly 

Rosldlnha  irosadlnha).- MlcrophoUs  (also  known  as  Slderoxylon)  tpp. 

Veneziielan    rhlcle    Manllkara  wtlllamsU  Standley  and  related  ipp. 

Ap<x:ynaceae 

Jelutong  - --   Dyera  costulata  Hook    P    and  Dyera  lowti  Hook.  P. 

Leche  caspl  (sorva) Couma  macrocarpa  Barb  Rodr. 

Pendare   Couma   macrocarpa    Barb    Rodr.   and   Couma  utUii 

(Mart  )  Muell.  Arg 

Pernio.    .    Cnuma    macrocarpa    Barb    Rodr     and   Couma  uttUi 

(  Mart  I  Muell    Arg 

Moraceae 

Leche  cJe  v.ku --   Bnwlmum  uUle  (HBK  i   Plttler  and  Poulaente  i 

also    Lacmellae    standleyl    (Woodson), 
( AfKxrynaceae  i . 

Niger    guua    - --        Flcus  platyphylla  Del 

Tunu  (tunoi - C.istiUa  fallax  Cook 

E.iphorblaceae 

(-f^llt^    Cnidoscolus     (also    known     a*    Jatropha)    elMtlCHl 

Lundell    and    Cnidoscolus   teplquensls   (Ooat  tat 
Gall  )  McVaugh. 
N.itural  rubber    i.-mokrd   sheet  aiul      H'>vea  brasUlcnsls 
Kttex  solids  I 

Synthetic  Specifications 

Butadlene-styrene   rubber  Ba.str  jxilynirr  , 

I.sobutylene-lsoprene  copolymer  Do 

(  butyl  rubber) 

Polyethylene Molecular  weight  2.(X)0  21,000 

Pulylsobutylene     i  i.s.,but>  leiie    res-      Molecular  weight  8,700-81,000 

Po"yv;ny!    acetate -.- Molecular  weight  2.000-5,000. 

PLAaTlCIZING    MATnUALS     (SoFTtNEHS) 

Glycerin    ester    of    partially    hydro-      Esterlflejl  with  glycerin  to  an  acid  number  of  S-«. 

genated  wockI  rosin 
Glycerin      esfr      of       polymerized - — 

rofiin 
Lanolin '      ' 

Stearic    add    -  Complying  with  5  131  1070. 

Sodium  and  poUsslum  stearates Complying  with  5  121  1071 

TxKPENE  Resins 

Synthetic  resvln        .- c<inslstlng  of  polymers  of  fl-plnena.  ^ 

Natural  r'-sln Consisting  of  jwlymerB  of  a-plnene;  sof torUng  ■•• 

minimum    156'    C  ,   determined   by  UBJ, 

capillary  method. 


1m\  to  assure  safe  use  of  the  additive, 
*  to  the  other  information  re- 


^^  fc-  the  act,  the  label  and  labeling 
iStaod  additive  shall  bear  the  name 
!iS additive,  "chewing  gum  base."  As 
JJl,  this  paragraph,  the  term  "chew- 
MfiM  b«*«"  means  the  manufactured 
iStift"y  manufactured  nonnutritive 
TiSki^^  substance  comprised  of  one 
Zf^MCi  the  ingredients  named  and  so 
In  paragraph  (a)  of  this  section. 


Hm  commissioner  of  Food  and  Drugs 
offers  an  opportunity  to  any 
ged  person  to  submit  views  and 
^ts  on  this  proposal  within  30 
I  (ram  the  date  of  publication  of  this 
In  the  Federal  Register.  Such 
lad  comments  should  be  submitted 
r^^Beate  and  addressed  to  the  Hear- 
MCtat.  Department  of  Health,  Edu- 
and  Welfare,  Room  5440,  330 
ce  Avenue  SW.,  Washington 


Butylated  hydruxyanlsole  '\ 
Butylated  hydroxytoluene 
Propyl  gallate  | 


Antioxidants 

Not    to   exceed    antioxidant   content  of  0.1% 
used  alone  or  In  any  combination. 

ICUCELLANXOUS 


Sodium  sulfate - 

Sodium  sulfide- ReacUon-control 

production. 


agent      In      iyntbeUc 


■.D.C. 
Ottod:  February  7,  1962. 

Geo.  p.  Larrick, 
Commissioyier  of  Food  and  Drugs. 

nj.  Doe.   62-1476:    Filed.    Feb.    13,    1962; 
'  8:47  ami 


reOAL  AVIATION  AGENCY 

[  14  CFR   Part  22  ] 

■te  Docket   No     1069:    Draft    Release    No. 
62-61 

0UANCE  OF  FREE  BALLOON  PILOT 
OITIHCATES  LIMITED  TO  HOT-AIR 
lALLOONS 

IMC*  of  Proposed  Rule  Making 

Panoant  to  the  authority  delegated  to 
■  faj  the  Administrator  (14  CFR 
MJT),  notice  is  hereby  given  that  there 
h  ODder  consideration  a  proposal  to 
■nd  Part  22  of  the  Civil  Air  Regula- 
In  u  hereinafter  set  forth, 
bterested  persons  may  participate  in 
In  miking  of  the  proposed  rule  by  sub- 
such  written  data,  views,  or 
Its  as  they  may  desire.  Commu- 
should  be  submitted,  preferably 
kl^dteste,  to  the  Docket  Section  of  the 
Mnl  Aviation  Agency.  Room  C-226. 
Wl  Hew  York  Avenue,  NW.,  Washing- 
\M  35.  D.C.  All  communications  re- 
liwl  on  or  before  April  16,  1962,  will 
lieoosidered  by  the  Administrator  be- 
he  taking  action  on  the  proposed  rule. 
Ike  proposal  contained  in  this  notice 
Mr  be  changed  in  the  light  of  comments 
■Ktred.  All  comments  submitted  will 
ksnilable  in  the  Docket  Section  for 
Miinatlon  by  interested  persons  when 
•e  prescribed  date  for  return  of  com- 
ihas  expired. 

22.13  of  the  Civil  Air  Regula- 
Hi  earrently  provides  for  the  issuance 
f  tee  balloon  pilot  certificates.  This 
^  also  provides  for  the  issuance  of 
W  balloon  pilot  certificates  which  are 
to  hot-air  balloons.  An  ap- 
for  such  a  certificate  must  comply 

110.81 4 
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with  certain  requirements  of  age,  char- 
acter, citizenship,  education,  and  physi- 
cal condition.  He  does  not  have  to 
comply  with  any  requirement  of  aero- 
nautical knowledge,  experience,  or  skill. 
As  a  result,  anyone  who  holds  an  airman 
medical  certificate  of  the  third  class  or 
higher,  and  who  is  at  least  17  years  of 
age,  can  secure  a  free  balloon  pilot 
certificate  limited  to  hot-air  balloons. 
These  requirements  are  easily  met  by 
many  certificated  airmen,  and  hundreds 
of  them  have  acquired  a  hot-air  balloon 
certificate  merely  as  a  novelty  and  with 
no  serious  intention  of  operating  any 
kind  of  free  balloon. 

Issuance  of  a  free  balloon  pilot  cer- 
tificate limited  to  hot-air  balloons, 
without  any  showing  of  aeronautical 
knowledge,  experience,  or  skill,  dates 
back  to  March  of  1951.  At  that  time  the 
Civil  Aeronautics  Board  amended  Part 
22  of  the  Civil  Air  Regulations  to  exempt 
applicants  from  the  aeronautical  knowl- 
edge requirement  on  the  grounds  that  it 
is  not  a  prerequisite  to  the  operation  of 
a  hot-air  balloon.  The  Board  also  ex- 
empted such  applicants  from  any  expe- 
rience or  skill  requirements  on  the 
grounds  that  such  requirements  are  in- 
consistent with  the  operating  limitations 
of  hot-air  balloons. 

Section  602(b)  of  the  Federal  Avia- 
tion Act  of  1958  provides  for  the  issuance 
of  an  airman  certificate  to  any  person 
who  applies  for  it.  if  the  Administrator 
of  the  Federal  Aviation  Agency  finds, 
upon  investigation,  that  such  per- 
son is  properly  qualified  for  the  cer- 
tificate sought.  Until  recently  each 
ascent  of  a  hot-air  balloon  was  neces- 
sarily of  short  duration;  when  the 
heated  air  cooled,  the  balloon  descended. 
A  new  development  for  hot-air  balloons 
provides  a  gas-fired  heater  to  generate 
hot  air  as  needed  and  hot-air  balloons 
using  this  device  can  now  ascend  and 
descend  at  the  operator's  will,  and  can 
remain  aloft  as  long  as  there  is  fuel  for 
the  heater.  A  substantial  change  is 
thus  brought  about  in  the  operation  of 
such  balloons.  Consequently,  it  is  the 
opinion  of  the  Agency  that  the  opera- 
tion of  a  hot-air  balloon  now  requires 
a  demonstration  of  skill  by  the  appli- 
cant to  assure  his  use  of  safe  and  proper 
piloting  technique.  It  is,  therefore,  pro- 
posed herein  to  require  an  applicant  for 
a  free  balloon  pilot  certificate,  limited  to 
hot-air  balloons,  to  possess  a  reasonable 
degree  of  skill  in  their  operation. 

This  would  be  accomplished  by  amend- 
ing the  introductory  paragraph  of  sec- 
tion 22.13  to  include  a  reference  to  para- 
graph (h)  among  the  requirements  for 
a  free  bidloon  pilot  certificate  limited  to 
the  operation  of  hot-air  balloons.  In 
addition,  in  order  to  avoid  placing  a 
hardship  on  the  holder  of  a  lighter- 
than-air  student  pilot  certificate  who 
seeks  a  hot-air  balloon  certificate,  it 
would  be  necessary  to  also  amend  §  22.31 
(a)(l)(ii)  to  omit  the  six  instriiction 
fiights  now  required  for  endorsement  of 
his  certificate  for  solo  in  free  balloons. 

In  consideration  of  the  foregoing,  it  is 
proposed  to  amend  Part  22  of  the  Civil 
Air  Regulations  as  follows: 

1.  By  amending  the  introductory  par- 
agraph of  9  22.13  to  read  as  follows: 
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§  22.13     Free  balloon  pilot  certificate. 

An  applicant  for  a  free  balloon  pilot 
certificate  shall  comply  with  the  require- 
ments of  paragraphs  (a)  throivh  (h) 
of  this  section.  An  applicant  for  a  free 
balloon  pilot  certificate  which  Is  limited 
to  the  operation  of  hot-air  balloons  shall 
comply  only  with  the  requirements  of 
paragraphs  (a)  through  (e),  and  para- 
graph (h)  of  this  seetion. 

2.  By  amending  9  22.31(a)  (1)(U)  to 
read  as  follows: 

§  22.31     Flight  limiUtions  and  privileges. 

(a)    •   •   • 

(1)    •   *  • 

(ii)  He  shall  have  had  a  minimum  of 
six  instruction  fiights  of  not  less  than  one 
hour  duration  each  in  free  balloons  and 
such  fact  has  been  certified  to  by  his  in- 
structor on  his  student  pilot  certificate: 
Provided.  That  such  -instruction  flights 
are  not  required  in  order  to  solo  a  hot- 
air  balloon. 

These  amendments  are  proposed  under 
the  authority  of  sections  313(a) .  601,  602 
of  the  Federal  Aviation  Act  of  1958  (72 
Stat.  752,  775,  776;  49  UB.C.  1354(a), 
1421,1422). 

Issued  in  Washington,  D.C,  on  Feb- 
ruary 7,  1962. 

George  C.  Prill, 

Director, 
Flight  Standards  Service. 

|F.R.    Doc.    62-1456;    FUed,    Feb.    13,    1962; 
8:46ajn.] 


[  14  CFR  Part  5141 

(Reg.  Docket  No.  1071] 

TECHNICAL  STANDARD  ORDERS  FOR 
AIRCRAFT  MATERIALS  PARTS, 
PROCESSES,  AND  APPUANCES 

Notice  of  Proposed  Rule  Making 

Pursuant  toi  the  authority  delegated 
to  me  by  the  Administrator  (14  CFR 
Part  405)  notice  is  hereby  given  that 
the  Federal  Aviation  Agency  has  amder 
consideration  a  proposal  to  amend  Part 
514  of  the  regulations  of  the  Adminis- 
trator by  adopting  a  new  Technical 
Standard  Order.  This  Technical  Stand- 
ard Order  would  establish  minimum  per- 
formance standards  for  approved  air- 
borne ATC  transponder  equipment  which 
is  to  be  used  on  civil  air  carrier  aircraft 
of  the  United  States. 

Interested  persons  may  participate  in 
the  making  of  the  pr(^;x>sed  rule  by  sub- 
mitting such  written  data,  views  or  argu- 
ments as  they  may  desire.  Communica- 
tions should  be  submitted  in  duplicate 
to  the  Docket  Section  of  the  Federal 
Aviation  Agency.  Rooin  B-316.  1711  New 
York  Avenue  NW..  Washington  25.  D.C. 
All  communications  received  on  or  be- 
fore April  2,  1962,  will  be  considered  by 
the  Administrator  before  taking  action 
on  the  pn^Kwed  rule.  The  prc^iosals  con- 
tained in  this  notice  may  be  changed  in 
light  of  the  conunents  received.  All 
comments  submitted  will  be  available, 
in  the  Docket  Section,  for  examination 
by  interested  pers<ms  when  the  pre- 
scribed date  for  return  of  comments  has 


expired.  This  proposal  will  not  be  given 
further  publication  as  a  draft  release. 

This  amendment  is  proposed  under 
the  authority  of  sections  313(a)  and  601 
of  the  Federal  Aviation  Act  of  1958  <  72 
Stat.  752.  775;  49  U.S.C.  1354(a).  1421 ». 

In  consideration  of  the  foregoing  it  is 
proposed  to  amend  Part  514  as  follows 

By  adding  the  following  S  514.80: 

§  514.80  Airborne  ATC  lran>.p«nul«  r 
equipment  (for  air  rnrrirr  tiir- 
craft)— TSO-C74. 

(a)  Applicabilitv — <1)  Minirnum  per- 
formance standards.  Minimum  per- 
formance standards  are  hereby  estab- 
lished for  airborne  ATC  transponder 
equipment  which  is  to  be  used  on  civil 
aircraft  of  the  United  States  engaged 
in  air  carrier  operations.  New  models 
of  airborne  ATC  transponder  equipment 
manufactured  for  use  on  civil  air  carrier 
aircraft  on  or  after  the  effective  date  of 
this  section  shall  meet  the  standards  as 
set  forth  in  Radio  Technical  Commission 
for  Aeronautics  Papers  181-61  DO-1I2 
dated  December  14,  1961.  and  120-61 
rx>-108'  dated  July  13.  1961.  with  the 
exceptions  to  these  standards  listed  in 
subparagraph  (2)  of  this  paragraph 

(2)  Exceptions.  Radio  Technical 
Commission  for  Aeronautics  Paper  120- 
61/DO-108  outlines  various  test  proce- 
dures with  categories  which  define  the 
environmental  extremes  over  which  the 
equipment  is  designed  to  operate.  Only 
equipment  which  meets  the  operating 
requirements  of  the  following  categories 
as  specified  in  RTCA  Paper  120-61  DO- 
108  is  eligible  under  this  order : 

(i)  Temperature-Altitude  Test— Cate- 
gories A.  B.  C,  or  D. 

fii>  Humidity  Test — Categories  A  or 
B. 

(iii)  Vibration  Test — Categories  A.  B. 
C,  D.  E.  or  P. 

Mv)  Conducted  Audio-Prequency  Sus- 
ceptibility Testr— Categories  A  or  B. 

(V)  Radio-Prequency  Susceptibility 
Test — Category  A. 

(vi)  Emission  of  Spurious  Radio - 
Frequency  Energy  Test — Category  A 

(b)  Marking.  (1)  In  addition  to  the 
markings  specified  in  S  514.3,  the  equip- 
ment shall  be  marked  to  indicate  the 
environmental  extremes  over  which  it 
has  been  designed  to  operate.  There  are 
seven  environmental  test  procedures  out- 
lined in  RTCA  Paper  120-61  DO- 108 
which  have  categories  established  These 
shall  be  identified  on  the  nameplate  by 
the  words  "environmental  categories' 
or.  as  abbreviated.  "Env.  Cat  "  followed 
by  seven  letters  which  identify  the  cate- 
gories designated  in  RTCA  Paper 
120-61/DO-108.  Readixig  from  left  to 
right,  the  category  designations  shall 
appear  on  the  nameplate  in  the  follow- 
ing order,  so  that  they  may  be  readily 
identified : 

(i)  Temperature- Altitude  Test  Cate- 
gory. 


>  Copies  of  these  papers  may  be  obtained 
from  the  RTCA  Secretariat.  Room  1072.  T-5 
Building,  10th  and  Constitution  Avenue 
NW..  Waablngton  25.  DC,  Paper  181-Sl  DO- 
112.  55  cent*  per  copy;  Paper  120-61  DO- 
108,  75  centa  per  copy. 
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IP  Humidity  Test  Category. 

( iii )   Vibration  Test  Category. 

I  iv  >  Conducted  Audio-Prequency  Sus- 
ceptibility Test  Category. 

<v>  Radio-Prequency  Susceptibility 
Test  Category 

(vi'  Emission  of  Spurious  Radio-Pie- 
quency  Energy  Test  CateKory. 

ivii'    Explosion   Test. 

Equipment  which  meets  the  explosion 
test  requirement  shall  be  identified  by 
the  letter  E  ".  Equipment  which  does 
not  meet  the  explosion  test  requirement 
shall  be  i'dentified  by  the  letter  "X". 

<2<  Equipment  which  is  intended  for 
installation  in  aircraft  which  operate  at 
altitudes  above  15.000  feet  shall  be  iden- 
tified on  the  nameplate  as  Class  1  equip- 
ment 

i3i  Equipment  which  is  intended  for 
installation  in  aircraft  which  operate  at 
altitudes  not  exceeding  15,000  feet  shall 
be  identified  on  the  nameplate  as  Class 
II  equipment. 

<4'  Each  major  component  of  equip- 
ment 'antenna,  power  supply,  etc.)  shall 
be  identified  with  at  least  the  manufac- 
turer's name,  TSO  number,  and  the  en- 
vironmental categories  over  which  the 
equipment  is  designed  to  operate. 

NoTF  A  typical  nameplate  identiflcatiun 
would  be  aa  follows 

Env   Cit    DABAAAX 

CUi.ss  I 

<c'  Data  requirements.  '1'  The  man- 
ufacturer shall  maintain  a  current  file 
of  complete  design  data. 

<  2 '  The  manufacturer  shall  maintain 
a  current  file  of  complete  data  describ- 
ing the  inspection  and  test  procedures 
applicable  to  his  product.  "See  para- 
graph 'd'  of  this  section  I 

'  3 1  Six  copies  each,  except  where 
noted,  of  the  following  shall  be  furnished 
to  the  Chief,  Ensineering  and  Manufac- 
turing' Division.  Flight  Standards  Serv- 
ice. Federal  Aviation  Agency,  Washing- 
ton 25,  DC 

'  1 '  Manufacturer's  operating  instruc- 
tions and  equipment  limitations. 

UP  Installation  procedures  with  ap- 
plicable schematic  drawings,  wiring  dia- 
grams, and  specifications.  Indicate  any 
limitations,  restrictions,  or  other  condi- 
tions pertinent  to  installation. 

I  ill  1  One  copy  of  the  manufacturer's 
test  report. 

<d'  Quality  control  Airborne  ATC 
transpender  equipment  shall  be  produced 
under  a  quality  control  system,  estab- 
lished by  the  manufacturer,  which  will 
assure  that  each  equipment  is  in  con- 
formity with  the  requirements  of  this 
section  and  is  in  a  condition  for  safe  op- 
eration. This  system  shall  be  described 
in  the  data  required  under  paragraph  ic» 
(2»  of  this  section.  A  representative  of 
the  Administrator  shall  be  permitted  to 
make  such  inspections  and  tests  at  the 
manufacturers  facility  as  may  be  neces- 
sary to  determine  compliance  with  the 
requirements  of  this  section. 

le)  Pretnously  approved  equipment. 
Airborne  ATC  transponder  equipment 
approved  prior  to  the  effective  date  of 
this  section  may  continue  to  be  manu- 


factured under  the  provisions  of 
inal  approval. 

Issued  in  Washington,  D.C.,  on 
ary  6, 1962 

George  C,  Pinx, 

oirectot 

Flight  Standards  '     ' 


[FR     r>  (•     62   1456;     Piled,    Feb.    n 
8  45   a.m. I 


[  14  CFR   Part  601  ] 

I  Airspace  Docket  No.  Ol-SW-Uij 

CONTROLLED  AIRSPAa 
Proposed  Alteration  of  Cenhitl  Ztm 

Pursuant  to  the  authority  ddfl|i||(|| 
me  by  the  Admirustrator  (14  CFttlUj. 
13  >,  notice  is  hereby  given  that  tig 
Federal  Aviation  Agency  (FAA)  Im^ 
sidering  an  amendment  to  iWtSMtf 
the  regulations  of  the  Adminiitntar.tti 
substance  of  which  is  stated  bdo*. 

The  Brownsville,  Tex.,  control  aaib    f 
presently    designated   as   that  afi^Ml 
over  United  States  territory,  vttMi  i 
5-mile  radius  of  Rio  Qrande  ViDiTl^ 
ternational    Airport,   Brownsville,  Tte, 
within  2  miles  either  side  of  Vb» 
west   course    of    the   Brownsville 
range  extending  from  the  range 
to  the  Los  Fresnos  fan  marker  and 
2  miles  either  side  of  the  072*  TnwndU 
of  the  Brownsville  VOR  extending  frni 
the  VOR  to  10  miles  northeast. 

The  Federal  Aviation  Agency  has  m- 
der  consideration  the  alteration  of  tk 
Brownsville  control  zone  as  foDowt: 

1.  Redescribe  the  extension 
the  northwest  course  of  the 
radio  range  to  base  it  on  the  84I*  Tm 
bearinu'  from  the  Brownsville  redlobMk 
con  and  i-evoke  that  portion  b«9«Bll 
miles    northwest   of   the    radio  btMOB. 
This  action  is  necessitated  by  tbi  tar 
pending  conversion  of  the  radio  nnptt 
a  radio  beacon  and  the  dlscontiniMMeif 
the  Los  Fresnos  fan  marker.   TWe 
provide  protection  for  aircraft 
ing   the  proposed  ADP  instrument 
proach  procedure  based  on  the 
ville  radio  beacon.     The  portion  C<  tfct 
present  control  zone  extension  prapoai 
for  revocation  would  no  longer  be  r^ 
quired  with  the  revision  of  instiUBMBt 
approach  procedures  proposed. 

2  Designate  a  control  zone 
2  miles  either  side  of  the  IL8 
north  course  extending  from  the  8-Blli 
radius  zone  to  8  miles  north  of  tbe  lU 
outer  marker  This  would  provide  pw- 
tcction  for  aircraft  executing  the  Jtt- 
.srribcd  ILS  mstrument  approach  pio- 
ccdure. 

3.  Alter  the  control  zone  extensiflo 
based  on  the  Brownsville  VOR  <>T[2M[jw 
radial  by  basing  it  on  the  BrowMWk 
VOR  071°  True  radial  and  revoke Jw 
portion  beyond  8  miles  east  of  the  V» 
This  alteration  would  align  the  eontwi 
zone  extension  with  the  VOR  in^ 
ment  approach  procedure  final  nvnta 
course  and  would  provide  P"******!? 
aircraft  executing  the  prescribed  VOB 
instrument  approach  procedure 
for  revision  concurrently  with  thii 


f,  February  14,  1962 

M^ii  actions  are  taken,  the  Browns- 
^  1m1  control  zone  would  be  desig- 
S|  iSiUn  a  5-mile  radius  of  the  Rio 
"^     Valley    International    Airport, 
De  Tex..  (laUtude  25*54'31"  N^ 
t7'25'28"  W.) :  within  2  miles 
"akle   of    the    Brownsville   radio 
„j  J4S*  True  bearing  extending  from 
i^'tartf*  radius  zone  to  8  miles  north- 
•Ir^^e  Brownsville  radio  beacon; 
Site  S  miles  either  side  of  the  ILS 
Swig  north   course   extending  from 
■"j^^lle  radius  zone  to  8  miles  noi:th 
Tttae  liB  outer  marker;  and  within  2 
HftTetther  side  of  the  Brownsville  VOR 
M^ltne  radial   extending   from   the 
kLto  ndius  zone  to  8  miles  east  of  the 
IjHi^T'-  VOR.  excluding  the  portion 
the  United  States. 
«gted  persons  may  submit  such 
mdata,  views,  or  arguments  as  they 
,  |i£e.    Communications  should  be 
in  triplicate  to  the  Assistant 
»tor,  Southwest  Region,  Attn: 
^^j|ir  Traffic  Division,  Federal  Avla- 
gjgjIlBicy,  P.O.  Box  1689,  Fort  Worth  1, 
f^  in  communications  received  with- 
g  flBty-flve  days  after  publication  of 
^  aettoe  in  the  Federal  Recistkr  will 
tl— ifclrrri  before  action  is  taken  on 
Hi  praposed    amendment.    No   public 
itM  is  contemplated  at  this  time, 
enangements  for  informal  confer- 
■  with    Federal    Aviation    Agency 
;  may  be  made  by  contacting  the 
il  Air  Traffic  Division  Chief,  or 
[Cbkf.  Airspace  Utilization  Division, 
Jml  Aviation  Agency,  Washington  215, 
BC  Any  data,  views  or  arguments  pre- 
iBladdnrlng  such  conferences  must  also 
If  libBitted  in  writing  in  accordance 
ilh  tbh  notice  in  order  to  become  part 
4  the  record  for  consideration.    The 
contained  in  this  notice  may  be 
in    the    light    of    comments 


neofltcial  Docket  will  be  available  for 
OBlnatlon  by  interested  persons  at  the 
DHfcit Section,  Federal  Aviation  Agency, 
IHB  C-226.  1711  New  York  Avenue 
IV,  Washington  25,  D.C.  An  informal 
will  also  be  available  for  exami- 
at  the  office  of  the  Regional  Air 
(Division  Chief, 
amendment  is  proposed  under 
907(a)  of  the  Federal  Aviation 
Met  1958  (72  Stat.  749;  49  UJ5.C.  1348) . 


in  Washington.  D.C,  on  Febru- 
«TT,1»62. 

Clifford  P.  Burtow, 
Acting  Chief, 
Airspace  Utilization  Division. 

irx  Doc.    62  1454;    Filed.    Feb.    13.    1962; 

8:45  a.m  1 

FEDERAL  COMMUNICATIONS 
COMMISSION 

I  47  CFR  Part  111 

[Docket  No.  14500;  FCC  63-125] 

MDUSTRIAL  RADIO  SERVICES 

Frequency  Stability;  Notic*  off 
Proposed  Rule  Making 

iBthc  matter  of  amendment  of  S  11.102 
il)  of  the  Commission's  rules  governing 
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the  Industrial  Radio  Services  to  align 
that  Sectkm  with  the  Oeneva  (1959) 
Radio  Regulations,  and  to  effect  certain 
editorial  duuoces  therein. 

1.  Notice  Is  hereby  given  of  proposed 
rule-miJclng  In  the  above-entitled 
matter. 

2.  TUs  proceeding  is  being  instituted 
by  the  CommlSBlon  in  order  to  obtain  the 
views  and  comments  of  interested  per- 
sons with  regard  to  the  following 
prapoaal: 

A  reduction  in  the  frequency  tolerance 
of  Base  and  Fixed  station  transmitters 
operating  in  the  Industrial  Radio  Serv- 
ices on  frequencies  below  25  Mc/s,  with  a 
transmitter  Input  power  in  excess  of  300 
watts  from  0.01  percent  to  0.005  percent 
of  the  station's  assigned  frequency. 
(i  11.102(a)). 

nils  prtnmsal  has  been  occasioned  by 
the  recent  ratification,  by  the  President 
of  the  United  States  on  October  4th, 
1061,  of  the  new  International  Radio 
Regulations  (hereinafter  referred  to  as 
the  Oeneva  (1959)  Radio  Regulations) . 

3.  Our  proposal  in  this  proceeding  re- 
lates to  a  change  in  the  allowable  per- 
centage of  frequency  tolerance  insofar 
as  all  Base  and  Fixed  Station  trans- 
mitters operating  on  frequencies  below 
25,Mc/8,  at  more  than  300  watts  trans- 
mitter input  power,  in  the  industrial 
Radio  Services  are  concerned.  Presently , 
pursuant  to  1 11.102(a)  of  our  Industrial 
Radio  Services  rules,  a  licensee,  operat- 
ing as  noted  above,  must  maintain  the 
carrier  frequency  of  his  transmitter 
within  0.01  per  cent  of  his  assigned  fre- 
quency. The  Geneva  (1959)  Radio  Reg- 
ulations however,  provide  that  the  allow- 
able tolerance  shall  be  within  0.005  per 
cent  of  the  assigned  frequency.  In  this 
proceeding  we  are  proposing  that  §  11.102 
(a)  be  amended  to  reflect  the  0.005  per 
cent  tolerance  agreed  upon  and  adopted 
at  Oeneya.  In  the  Commission's  view  the 
present  state  of  the  radio  art  fully  justi- 
fies the  tightening,  so  to  speak,  of  this 
frequency  tolerance. 

4.  There  remains  for  consideration 
the  question  of  the  time  to  be  allowed 
licensees  to  comply  with  the  new  toler- 
ence  in  the  event  the  Commission's  pro- 
posal is  eventually  adopted  and  the 
rule  amendment  ordered.  A  survey  of 
our  license  records  indicates  that  very 
few  fxifftjwg  licensees  will  l>e  affected. 
In  view  of  this  fact,  we  are  proposing 
that  these  licensees  be  given  ninety 
(90)  days  within  which  to  comply.  In 
short,  90  days  subsequent  to  the  effec- 
tive date  of  the  rule  amendment  (which 
is  ordinarily  calculated  at  30  days  sub- 
sequent to  publication  of  the  rule 
amendment  in  the  Federal  Register) 
aU  existing  licensees  would  have  to  be  in 
compliance  with  the  new  tolerance. 
New  ssrstems  would  be  required  to  com- 
ply upon  tlie  effective  date  of  the 
amendmoit. 

5.  In  addition  to  the  above-noted  sub- 
stantive change  in  §  11.102(a)  certain 
minor  editorial  changes  are  proposed. 
As  amended,  the  table  in  §  11.102(a) 
would  appear  as  noted  below. 

6.  Authority  for  the  proposed  amend- 
ments Is  contained  in  sections  303  and  4 
(i)  ot  the  Communications  Act  of  1934, 
as  amended. 
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7.  Pursuant  to  i^qidlcable  procedures 
set  forth  in  i  1.213  of  the  Commlsskm's 
rules.  Interested  perscms  majr  file  com- 
ments on  or  before  March  16,  1963.  and 
reply  c(miments  on  or  before  liareb  26. 
1962.  All  relevant  and  timely  commiaits 
and  reply  comments  will  be  considered 
by  the  Commisrion  before  final  actkm  Is 
taken  in  this  proceeding.  In  reacJiing 
its  decision  in  this  proceeding,  the  Com- 
mission may  also  take  into  account  other 
relevant  information  before  it,  in  addi- 
tion to  the  specific  commoits  invited  by 
this  notice. 

8.  In  accordance  with  the  provisions 
of  S  1.54  of  the  Commission's  rules  an 
original  and  14  copies  of  all  statements, 
briefs,  or  comments  shall  be  furnished 
the  Commission. 

Adopted:  February  6, 1962. 

Released :  February  9. 1962. 

Federal  Commxtnications 
ComcissiON, 
[SEAL]        Ben  p.  Waple, 

Acting  Secretary. 

Part  11,  Industrial  Radio  Services,  is 
amended  as  follows:  The  table  in 
§  11.102(a)  is  amended  to  read  as  follows: 

§  11.102      Frequency  Btability. 

(a)    •   •   • 


Fixed  aiid 
base  stations 

Mobile 
8tation.s 

Frc<iiipnoy  range 

Transmitter  (Input)  Power 

Over 

300 

watts 

300 
watts 
or  less 

Over 

3 
watts 

3 

watts 
or  less 

Below  25  Mc/s 

25  to  50  Mc/s     

Percent 

a006 

.002 

.0005 
(') 

Percent 

0.01 

.003 

.0005 

(') 

Percent 

aoi 

.002 

.noK 
(>) 

Percent 
a02 
.005 

50  to  1000  Mc/s 

Above  1000  Mc/« 

.006 

(') 

1  For  microwave  fixed  equipment,  see  {  11.111.  For 
other  equipmeat,  tolerances  will  be  specified  in  the 
station  authorization. 

[F.R.    Doc.    62-1516:    Piled.    Feb.    13,    1962; 
8:52  a.m.1 


[  47  CFR  Port   1 1  1 

[Docket  No.  14502;  PCC  62-128] 

POWER,    PETROLEUM,   AND    FOREST 
PRODUCTS  RADIO  SERVICES 

Certain  Frequencies;  Notice  of 
Proposed  Rule  Making 

In  the  matter  of  amendment  of  Part 
11,  Subparts  F,  G,  and  H,  of  the  Commis- 
sion's rules,  to  effect  certain  changes  in 
the  availability  of  certain  frequencies  in 
the  Power,  Petroleum,  and  Forest  Prod- 
ucts, Radio  Services;  Docket  No.  14502, 
RM-166 :  amendment  of  Parts  2  and  11  of 
the  Commission's  rules  so  as  to  allocate 
additional  152-162  Mc/s  and  450-470 
Mc/s  band  frequencies  to  the  Power 
Radio  Service,  RM-184. 

1.  Notice  is  hereby  given  of  proposed 
rule  making  in  the  above-entitled  matter. 

2.  The  inception  of  this  proceeding 
may  be  traced  to  two  petitions  for  rules 
amendments  filed  by  the  National  Com- 
mittee for  Utilities  Radio  (hereinafter 
NCUR)  on  February  19,  1960  (and  Ad- 
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denum.  July  39.  IMO)  (RM-166)  and  on 
June  7.  -IMO  (and  Addenum.  November 
ai.  IMO)  (RM-184).  The  first  of  the 
two  petitions  requests  the  allocation  of 
additional  mobile  service  frequencies 
trom  within  the  152-162  Mc/s  band  to 
the  Power  Radio  Service  for  use  in  the 
States  of  ArkansAs,  Louisiana.  Okla- 
homa, Oregon,  Texas  and  Washington. 
The  second  petition  requests  allocation 
to  the  Power  Radio  Service  of  additional 
mobile  service  frequencies  from  within 
the  152-182  Mc/s  and  450-470  Mc  s 
bands  on  a  nationwide  or  unlimited 
geographic  basis. 

3.  In  support  of  its  petitions  the 
NCUR  has  cited  frequency  congestion,  as 
evidenced  by  channel  loading :  and  pro- 
jected heavy  use  of  high  band  frequen- 
cies In  the  not  too  distant  future. 

4.  Specific  designation  of  particular 
and  assignable  frequencies  within  the 
152-162  and  450-470  Mc/s  bands  was 
avoided  by  the  NCTJR  •••  •  •  Because 
HCXiR  does  not  have  available  to  it  the 
vast  amount  of  Information  on  frequency 
requirements  of  other  users  which  is 
available  to  the  Commission,  (and 
therefore)  NCUR  does  not  suggest  where 
the  requested  frequencies  will  be  secured ; 
but  rather,  leaves  this  matter  for  the 
Commission's  discretion." 

5.  We  consider  first  the  NCURs  pe- 
tition for  more  frequencies  in  the  states 
of  Arkansas.  Louisiana.  Oklahoma.  Ore- 
gon, Texas,  and  Washington,  or  to  be 
more  specific,  we  confine  our  consider  a - 
ti<m  to  the  States  of  Oregon  and  Wash- 
ington where  the  frequency  scarcity 
problem  has  been  characterized  as  par- 
ticularly acute.  Assuming  that  this 
characterization  is  generally  valid,  the 
Commission  is  disposed  to  propose  as 
follows:  That  7  certain  frequencies  from 
within  the  153.  and  158  Mcs  bands, 
specifically  the  frequencies  153.44.  153.50. 
153.56.  153.62.  153.68.  158.16.  and  158  22 
all  Mc/s,  be  assigned  for  the  use  of  the 
Power  Radio  Service  in  the  states  of 
Oregon  and  Washington;  and  concur- 
rently that  these  7  frequencies  be  with- 
drawn from  the  Forest  Products  and  Pe- 
troleum Radio  Services  use  in  the  two 
states,  noted. 

6.  The  frequencies  which  constitute 
the  subject  matter  of  our  proposal  are 
"secondary"  or  "split"  channels  which 
became  available,  and  were  in  fact  as- 
signed to  Radio  Services,  as  an  outcome 
of  our  rule  making  proceeding  in  1957- 
58  In  Docket  No.  11991.  In  1958  the 
Commaisslon  was  sufficiently  impressed 
with  the  then  alleged  and  presumed 
need  of  the  Forest  Products.  Petroleum. 
and  Power  Radio  Services  to  allocate  the 
subject  secondary  frequencies  to  all 
three  services  on  a  geographical  shared 
basis.  Thus,  the  Forest  Products  and 
Petroleum  Services  were  granted  the 
privilege  of  using  these  frequencies  in 
the  six  states  of  heaviest  forestry  and 
petroletmi  activities  while  the  Power 
Radio  Service  was  given  access  to  the 
channels  in  the  other  42  of  the  then 
48  states. 

7.  A  recent  study  of  frequency  as- 
signments In  the  States  of  Oregon  and 
Washington  reveals  that  the  Forest 
Products  and  Petroleiun  Radio  Services 
have  made  scant  use  of  the  subject  fre- 
quencies.    In  contrast,  many  new  au- 
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thorizatlons  have  been  issued,  particu- 
larly in  the  Forest  Products  Radio  Serv- 
ice, on  the  "old"  or  primary  163  Mc/s 
frequencies  which  were  assigned  to  this 
Service  prior  to  1958  and  of  course,  since 
1958.  It  appears  therefore  that  a  defi- 
nite preference  for  the  "old"  primary 
frequencies  has  been  demonstrated.  We 
attribute  the  reluctance  of  the  Forest 
Products  and  Petroleum  Radio  Services 
to  use  these  frequencies  to  the  fact  that 
the  frequencies  involved  are  secondary 
ones,  falling  between  primary  frequen- 
cies which  have,  for  many  years,  been 
very  heavily  used  by  Power  Radio  Serv- 
ice licensees.  Piu-ther.  the  nature  of 
Forest  Products  operations  in  the  two 
states  under  consideration  frequently 
dictates  a  need  for  "low  band"  assign- 
ments The  Commission  is  aware  of  this 
requirement  and  is  not  unmindful  of  the 
need. 

8.  Because  of  the  scant  utilization,  by 
Petroleum   and    Forest  Products   Radio 
Service  licensees,  of  the  subject  frequen- 
cies in  the  two  states  Involved,  and  the 
fact  that  Power  Radio  Service  licensees 
are  presently  operating  on  these  frequen- 
cies elsewhere,  we  propose  to  re-assign 
these,  rather  than  other  /requencies,  to 
the  Power  Radio  Service.    Moreover,  by 
specifying  the  seven  frequencies  noted 
above,  it  appears  that  no  unreasonable 
disruption  of  communications  or  adverse 
impact  will  be  realized  or  sustained  by 
presently  operating  Petroleum  and  For- 
est Products  licensees.     These  licensees 
may  re-locate,  by  mid  1967.  in  band,  at 
at  a  relatively  low  cost.     In  the  Com- 
mission's Judgment,  retention  of  these  7 
frequencies  by  the  Petroleum  and  Forest 
Products  Radio  Services  in  the  two  states 
concerned  would  maintain  an  inefficient 
and  wasteful  use  of  desirable  spectrum 
space.     Under    the    terms    of    the    rule 
amendment  we  propose,  at  the  effective 
date  of  the  amendment,  no  new  assign- 
ments on  the  subject  frequencies  would 
be  made  to  Forest  Products  or  Petroleum 
Radio  Service  licensees  in  the  States  of 
Oregon  or  Washington.      Moreover,  li- 
censees   in    these    2    services    presently 
operating   on   any   of   the  subject  fre- 
quencies  would   be   required   to   vacate 
their    assignments    by    June    30,    1967. 
This  provides  a  most  liberal  5  year  equip- 
ment amortization  or  in-band  change- 
over  period   for  affected   licensees,   as- 
suming    favorable     final     Commission 
action  on  this  proposal  early  in   1962. 
Upon  the  effective  date  of  the  amend- 
ment, the  7  frequencies  involved  would 
become    immediately   available   for   as- 
signment to  Power  Service  eligibles  in 
Oregon  and  Washington. 

9.  Insofar  as  Power  Service  needs  in 
the  other  4  states  enumerated  by  the 
NCUR  are  concerned,  we  defer  consid- 
eration. At  a  later  date,  upon  comple- 
tion of  our  study  and  analysis  of  the 
frequency  situation  in  Arkansas.  Louisi- 
ana, Oklahoma  and  Texas,  our  views 
will  be  made  known. 

10.  There  remains  for  disposition  the 
second  of  the  NCUR's  petitions  which 
pertains  to  the  request  for  assigiunent 
of  additional  frequencies  from  the  152- 
162  and  450-470  Mc/s  bands  on  a 
nationwide  basis.  The  Commission  Is 
not  persuaded  that  the  frequency  needs 
of  the  Power  Radio  Service  across  the 


nation  are  so  critical  as  to 

institution  of  proceedings  at  tkh 
which  look  toward  the  allocattonol 
frequencies  from  the  152-162  Ife/kkM 
In  this  connection  we  point  out  tttak^ 
NCUR  petition  Is  somewhat  npettUaZ 
of  the  requests  made  by  the  NCQ^7 
our  proceeding  In  E>ocket  11997  (22  pa 
2684  April  17.  1957).  That  prwwj£ 
Is  still  in  progress.  At  such  t<»Tltiii^| 
arc  disposed  to  conclude  Docket  llHf 
the  Power  Radio  Service's  needs  la  t^ 
152-162  Mc  s  band  will  be  consldaai 

11.  In  the  450-470  Mc/s  band,  a 
survey  of  Power  Radio  Service 
ments  indicates  reasonably  good 
zation  when  compared  to  aoo 
radio  services,  but  very  light 
when  compared  to  that  which 
in  the  150  Mc  s  region.  If 
does  pervade  Power  Radio  Service 
of  frequencies  from  within  this  btatf,  |t 
is  ostensibly  the  result  of  occupancy  tt 
mobile  frequencies  by  fixed 
Long  established  Commission  policy 
mits  fixed  station  operation  in 
bands  only  so  long  as  that 
does  not  Inhibit  normal  growth  of  ttM 
land  mobile  service.  The  oceapaaey  «r 
use  revealed  by  our  survey  does  not  Jm. 
tify  a  further  allocation  to  the  Pmnr 
Radio  Service  for  mobile  operatkn  b»> 
yond  that  which  may  result  from  eaa> 
slderatlons  In  our  proceeding  In  Docket 
Number  13847  (25  FJl.  11010,  Hmm- 
ber  18,  1960 >. 

12.  In  view  of  the  foregoing,  the  MCDR 
petition  dated  February  19,  I960  (RM- 
166)  and  its  Addendum,  is  grantod  to 
the  extent  indicated  in  our  propoKl 
herein  and  denied  in  all  other  reipeeti; 
and  the  NCUR  petition  dated  Jn»  7, 
1960  (RM-184>  and  its  AddendoB  k 
denied. 

13.  The  amendments  below  are 
under  the  authority  contained  In 
303  (CI.  (f  > .  and  (r)  of  the  Commqnle*. 
tlons  Act  of  1934,  as  amended. 

14.  Pursuant  to  applicable  prooeduni 
set  forth  In  9  1-213  of  the  Commlsrioo'i 
rules,  interested  persons  may  file  OOB- 
ments  on  or  before  April  2,  1902,  lai 
reply  comments  on  or  before  April  II, 
1962.  All  relevant  and  timely  coauncBfc 
and  reply  comments  will  be  oonskkni 
by  the  Commission  before  final  aethm  il 
taken  In  this  proceeding.  In  reedilBi 
Its  decision  in  this  proceeding,  the  Oaih 
mission  may  also  take  Into  account  otbcr 
relevant  Information  before  It,  In  addi- 
tion to  the  specific  comments  invited  by 
this  notice. 

15.  In  accordance  with  the  provisloBi 
of  5  1 .54  of  the  Commission's  niks.  in 
original  and  14  copies  of  all  statement!, 
briefs,  or  comments  filed  shall  be  fur- 
ni.shed  the  Commission. 

Adopted :  February  6.  1962. 

Relca.scd    February  9.  1962. 

Federal  ComroMiCAnOHS 
Commission, 
l.sE\Ll         Ben  F.  Wapls. 

Acting  SecreUry- 

Part  11,  Industrial  Radio  Serrloat,  !• 
amended  as  follows: 

1.  In  5  11.254,  the  table  in  P*«*"jJ 
(a)  Is  amended  by  changing  M">j9^ 
designator  11  to  12.  in  column  I  wrW 
ficquenclos    173.25.    173.30.  and  ITl*! 


I 


February  14,  1962 

_     ph  (b)(ll)   Is  amended:  and  a 
P^^^JJ^igraph    (b)(12)    is    added    as 


f  yjrfmtrfffft'' 


i1lJS4     Frequem-ie?.   available. 


(b) 


•  ♦  • 


I 


11)  This  frequency  is  not  available 
Ji-tmrnent  In  the  States  of  Arkansas, 
fjljsna.  Oklahoma,  and  Texas. 

Mi)  This  frequency  is  not  available 
J^lgnment  in  the  States  of  Arkan- 
I«  LwSBisna,  Oklahoma.  Oregon  Texas, 
gijWsshington. 

1  m  i  11.304,  the  table  In  paragraph 
,  f  I,  gxnended  by  changing  limitation 
IbLnator  "9,  10"  to  "10,  15"  in  column 
Jwthe  frequencies  173.25.  173.30.  and 
Imwi-  paragraph  (b)(9)  is  amended; 
2iJ'new  paragraph  (b)(15)  is  added, 

MfOOows: 

I11J04     Frequencies   available. 

(b)  •  •  • 

(I)  This  frequency  is  available  for  as- 

dgBB^ait  only  in  the  States  of  Arkansas, 

IgSuaOk.  Oklahoma,   and  Texas.     All 

aggggees  in  this  service  who  operate  on 

Itt  frequency  in  the  States  of  Oregon 

iBd  Wsihington  will  be  required  to  va- 

dte  this  frequency  assignment  by  June 

,  •  •  •  • 

(15)  This  frequency  is  available  for 
ulinment  only  in  the  States  of  Arkan- 
M,Louislana.  Oklahoma.  Oregon,  Texas, 
Bid  Wishington. 

I.  m  { 11.354.  the  table  in  paragraph 
(a)  li  amended  by  changing  limitation 
Mgnator  '9,  11"  to  "11,  16  '  in  colim;m 
Iter  the  frequencies  173.25,  173.30,  and 
ITSJS;  paragraph  (b)(9)  is  amended; 
lid  a  new  paragraph  (b)  (16)  is  added, 
■  Mows: 

|11J54     Freqiieiu-ies   available. 

•  •  •  •  • 

(b)  •  •  • 

(9)  This  frequency  is  available  for  as- 
ipunent  only  in  the  States  of  Arkansas. 
LniiUna.  Oklahoma,  and  Texas.  All 
lonKes  In  this  Service  who  operate  on 
ttrii  frequency  in  the  States  of  Oregon 
■d  Washington  will  be  required  to  va- 
cate this  frequency  assignment  by  Jime 
liLlM7. 

•  •  *  •  • 

(16)  This  fi-equency  is  available  for 
Mdcoment  only  in  the  States  of  Arkan- 
tu,  Louisiana,  Oklahoma,  Oregon, 
Ttni,  and  Washington. 

irx.  Doc.   62  1517.    Filed,    Feb.    13,    1063; 
8:52  a.m. I 


[47  CFR   Part  16  1 

IDocket  No    14501;   PCC  62-136] 

LAND  TRANSPORTATION  RADIO 
SERVICES 

Bigibility  in  the  Automobile  Emer- 
|tn<y  Radio  Service;  Notice  of 
Prepoted  Rule  Making 

I.  Notice  Is  hereby  given  of  proposed 
nda-maklng  in  the  above-entitled 
■atter. 

I.  The  present  rules  governing  the 
Aatomoblle   Emergency    Radio    Service 
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provide  that,  in  addition  to  automobile 
clubs  (associations  of  owners  of  private 
automobiles)  which  provide  private 
emergency  road  service  to  their  mem- 
bers, public  garages  which  operate 
emergency  road  service  vehicles  may  be 
licensed  in  that  service.  It  appears  that 
a  need  has  developed  to  provide  com- 
munications for  towing  trucks,  not 
necessarily  operated  by  public  garages, 
which  render  emergency  road  service  to 
vehicles  of  the  general  public.  It  also 
appears  that  radio-communication  will 
substantially  improve  emergency  road 
service  which  is  provided  regularly  to 
vehicles  of  the  general  public  by  other 
persons,  such  as  gasoline  service  stations 
which  do  not  engage  in  major  repair 
work  but  which  operate  emergency  road 
service  vehicles  to  provide  battery,  gaso- 
line or  tire  service  to  disabled  vehicles 
needing  such  service.  Since  the  Com- 
mission In  establishing  the  Automobile 
Emergency  Radio  Service  in  May  1949  as 
part  of  Uie  proceedings  in  Docket  No. 
9047,  stated  that  "the  service  is  designed 
to  expedite  Uie  rapid  dispatch  of  emer- 
gency road  service  vehicles  in  order  to 
improve  the  eflBclency  of  private  vehicu- 
lar transportation",  it  appears  that  the 
broadening  of  the  eligibility  in  that 
service  to  Include  such  operations  would 
be  consistent  with  the  intended  purpose 
of  the  service. 

3.  On  the  basis  of  the  foregoing,  the 
Commission  proposes  to  amend  its  rules 
governing  the  Automobile  Emergency 
Radio  Service  to  provide  that  any  person 
who  Is  engaged  in  providing  to  the  gen- 
eral public  any  form  of  emergency  road 
service  to  disabled  vehicles  will  be  eligi- 
ble in  that  service  without  regard  to 
whether  or  not  that  person  operates  a 
public  garage.  To  accomplish  this, 
amendments  are  proposed  hereby  to 
§S  16.6(a).  16.501(a).  16.502(b).  16.503 
(a)  and  16.503(d)  of  Part  16  of  the 
Commission's  rules,  Land  Transportation 
Radio  Services. 

4.  The  proposed  amendments,  which 
are  set  forth  in  full  below,  are  issued 
under  the  authority  contained  in  sec- 
tions 4(1)  and  303  of  the  Communica- 
tions Act  of  1934,  as  amended. 

6.  Pursuant  to  applicable  procedures 
set  forth  In  i  1.213  of  the  Commission's 
rules,  Interested  persons  may  file  com- 
ments on  or  before  March  30,  1962,  and 
reply  comments  on  or  before  April  16, 
1962.  All  relevant  and  timely  comments 
and  reply  comments  will  be  considered 
by  the  Commission  before  final  action  is 
taken  in  this  proceeding.  In  reaching  its 
decision  in  this  proceeding,  the  Com- 
mission may  also  take  into  account  other 
relevant  information  before  it,  in  addi- 
tion to  the  specific  comments  invited  by 
this  notice. 

6.  In  accordance  with  the  provisions 
of  i  1.64  of  the  Conmiission's  rules,  an 
original  and  14  copies  of  all  statements, 
briefs,  or  comments  filed  shall  be  fur- 
nished the  Commission. 

Adopted:  February  6, 1962. 

Released:  February  9, 1962. 

Federal  Comiixtnications 
Commission, 

I  SEAL]        Ben  p.  Waple, 

/        Acting  Secretary. 
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Proposed  Amendments  to  Part  16. 
Land  Transportation  Radio  Service: 

1.  The  definition  "Automobile  Emer- 
gency Radio  Service"  In  S  16.6(a)  Is  pro- 
posed to  be  amended  to  read  as  follows: 

§  16.6     Definition  of  terms. 

*  •  •  •  • 

(a)   Definition  of  services: 

Automobile  Emergency  Radio  Service. 
The  term  "Automobile  Emergency  Radio 
Service"  as  used  in  this  part  means  a 
radiocommunication  service  for  use  In 
connection  with  the  dispatching  of  emer- 
gency road  service  vehicles  for  the  pur- 
pose of  being  of  assistance  to  disabled 
automotive  vehicles  used  on  streets  or 
highways. 

2.  Section  16.501(a)  is  proposed  to  be 
amended  to  read  as  follows: 

§  16.501      EligibUity. 

(a)  The  following  persons  are  eligible 
to  hold  authorizations  to  operate  radio 
stations  in  the  Automobile  Emergency 
Radio  Service : 

(1)  Associations  of  owners  of  private 
automobiles  which  provide  a  private 
emergency  road  service  for  disabled 
vehicles. 

(2)  Persons  providing  to  the  general 
public  an  emergency  road  service  for 
disabled  vehicles. 

(3)  A  non-profit  corporation  or  asso- 
ciation organized  for  the  purpose  of  fur- 
nishing a  radiocommunication  service 
solely  to  persons  who  are  actually  en- 
gaged in  the  activities  set  forth  in  either 
subparagraph  (1)  or  subparagraph  (2) 
of  this  paragraph. 

3.  Section  16.502(b)  is  proposed  to  be 
amended  to  read  as  follows : 

§  16.502      Permissible   communications. 

»  •  *  *  * 

(b)  Communications  required  for  dis- 
patching repair  trucks,  towing  trucks,  or 
other  road  service  vehicles  to  disabled 
vehicles. 

4.  In  §  16.503,  the  texts  of  paragraphs 
(a)  and  (d)  preceding  the  tables,  are 
proposed  to  be  amended  to  rfead  as 
follows : 

§  16.503      Frequencies  available  for  base 
and  mobile  stations. 

(a)  The  following  frequencies  are 
available  for  assignment  to  base  stations 
and  mobile  stations,  other  than  those 
aboard  jdfcraft,  which  are  operated  by 
or  on  behalf  of  persons  who  provide  to 
the  general  public  an  emergency  radio 
service  for  disabled  vehicles:  Provided, 
That  only  one  of  these  frequencies  shall 
be  assigned  to  the  stations  of  any  li- 
censee operating  in  a  given  area: 
•  •  •  •  • 

(d)  The  following  frequerusies  are 
available  for  assignment  to  base  stations 
and  mobile  stations,  other  than  those 
aboard  aircraft,  which  are  operated  by 
or  on  behalf  of  persons  who  provide  to 
the  general  public  an  emergency  road 
service  for  disabled  vehicles:  Provided. 
That  only  one  of  these  frequencies  shall 
be  assigned  to  the  stations  of  any  licensee 
operating  in  a  given  area:  And  provided 
further.  That  the  equipment  to  be  used 
shall   immediately   meet   the   technical 


r 
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sUndard  which  beeome  generally  effec- 
tive November  1.  1963: 

(PJt.   Doe.   0»-1518;    FU«d.    rsb.    IS.    1M3; 
8:Ba  »A.] 
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(  IS  CFt  Part  2  ] 

(Docket  No.  lUlMi 

NONACCEPTAMLITY  OF  RATE  FILINGS 
»ASED    ON    STATE-PRESCRIBED 
MINIMUM  PRICES 
Orcl*r  Terminating  Proceeding 

PlBRUARY  7.   1962. 

In  Citiee  Services  Gaa  Company  v. 
State  Corporation  Commission  of 
Kansas,  355  U.S.  391.  a  1958  per  curiam 
opinion  vacating  a, Judgment  of  the  Su- 
preme Court  of  Kansas,  the  United 
States  Supreme  Court  held,  in  efTect. 
that  the  State  of  Kansas  could  not  law- 
fully fix  a  m)"'*"""^  price  at  the  well- 
head tor  natural  gas  sold  in  Interstate 
commerce  for  resale.  The  decision  was 
based  on  the  authority  of  PhUlips  Petro- 
leimi  Company  v.  Wisconsin,  347  US. 
672.  and  Natural  Gas  PlpeUne  Company 
V.  Panoma,  349  U.S.  44.  A  week  later 
the  Court,  citing  Cities  Service,  reversed 
a  decision  of  the  Supreme  Court  of  Okla- 
homa, which  had  applied  the  holding  in 
the  Panoma  case,  supra,  to  sales  of  resi- 
due gas  but  not  to  sales  at  or  near  the 
wellhead.  Michigan  Wisconsin  Pipe  Une 
Company  v.  Corporation  Commission  of 
Oklahoma.  355  US.  425  (1958). 

In  the  above-entitled  proceeding  the 
Commission  has  under  consideration 
proposed  rulemaking  that  would  amend 
its  general  rules  to  provide  for  rejection 
of  any  tender  for  filing  pursuant  to  sec- 
tion 4  of  the  Natural  Gas  Act  to  the  ex- 
tent that  such  filing  Is  based  upon  a 
state-prescribed  or  attributed  minimum 
price.  The  Commission  also  has  under 
consideration  herein  certain  questions 
which  the  above  decisions  of  the  Supreme 
Court  appear  to  raise  with  respect  to 
rate  filings  previously  made  under  sec- 
tion 4  of  the  Natural  Gas  Act. 

Notice  of  the  proposed  rulemaking  in- 
volved herein  was  Issued  on  April  28. 
1958.  and  published  in  the  Federal 
Register  on  May  2.  1958  (23  P.R.  2973  •. 
In  giving  notice  of  the  proposed  rule- 
making, the  Commission  Invited  all  in- 
terested parties  to  submit  data,  views, 
and  comments  In  writing  concerning 
such  rulemaking.  In  addition,  inter- 
ested persons  were  afforded  an  oppor- 
tunity to  present  their  views  in  oral  argu- 
ment before  the  Commission  on  July  29, 
1958. 

We  believe  that  at  this  late  date  a 
rulemaking  proceeding  would  be  a  cum- 
bersome and  Inappropriate  mearu  by 
which  to  exercise  our  Jurisdiction  over 
the  matters  Involved  herein.  Such  mat- 
ters can  more  conveniently  be  decided 
when  properly  raised  in  individual  pro- 
ceedings before  us.  We  recognize,  more- 
over, that  a  buyer  of  natural  gas  who 
has  paid  seller  on  the  basis  of  a  state 
minimum  prloo  law  has  an  adequate 
remedy  in  an  appropriate  court  in  the 
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event  that  his  contract  entitles  him  to 
a  refund  as  a  result  of  the  invalidity  of 
the  state  minimum  price  laws.'  Fur- 
thermore, with  respect  to  future  rate 
filings  the  question  appears  to  be  moot, 
for  to  the  best  of  our  knowledge  there 
are  no  longer  any  state  minimum  price 
laws  in  effect.  We  conclude  there- 
fore, that  the  above-entitled  proceeding 
should  be  terminated. 

The  Commission  finds:  The  proceed- 
ing in  Do<;)cet  No.  R-168  sliould  be 
terminated. 

The  Commission  orders:  The  proceed- 
ing In  Docket  No.  R-168  is  hereby 
terminated. 

By  the  Commission. 

[sE.ALl  Joseph  H    Gutride. 

Secretary. 

[PR      D-c      C2    1463.     Filed.    Pcb      13,     1962; 
8  46  am  | 

SECURITIES  AND  EXCHANGE 
COMMISSION 

[17  CFR   Part  239  1 

REGISTRATION  STATEMENTS 

Proposed   Forms 

Notice  is  hereby  given  that  the  Secu- 
rities and  Exchange  Commission  has 
under  consideration  certain  proposed 
amendments  to  Form  S-8  which  Is  the 
form  authorized  for  use  in  registering 
securities  to  be  offered  pursuant  to  cer- 
tain stock  purchases,  savings  or  similar 
plans  under  the  Securities  Act  of  1933. 
and  for  registering  the  Interests  In  such 
plans  where  such  registration  Is  required, 
and  to  17  CFR  239  18b  which  lists  and 
described  Form  S-8. 

It  Is  proposed  to  amend  Form  S-8  in 
the  following  respects: 

The  language  of  the  rule  as  to  the  use 
of  the  form  would  be  simplified  and  clar- 
ified. The  transmittal  of  annual  reports 
and  other  material  to  employees  would 
be  required  by  undertakings  set  forth 
at  the  end  of  the  form  and  the  pro- 
visions making  such  transmittal  condi- 
tions to  the  use  of  the  form  would  be 
deleted. 

General  Instruction  E  which  defines 
the  term  'transactions  within  one  year" 
as  previously  used  in  the  third  clause  of 
section  4'1>  of  the  Securities  Act  would 
be  amended  to  define  the  term  "trans- 
actions prior  to  the  expiration  of  40 
days",  which  is  the  present  language  of 
the  statute. 

Item  3  of  the  fonn  would  be  amended 
to  eliminate  from  that  item  certain  data 
which  would  be  called  for  as  a  part  of 
the  financial  statements  of  the  plan. 

The  Commis.sion  has  under  considera- 
tion a  proposed  amendment  to  Regula- 
tion S-X  which  would  prescribe  the  form 
and  content  of  financial  statements  filed 
for  employee  stock  purchase,  savings  and 
similar  plans.  It  is  proposed  to  add  a 
new  Item  18  to  Form  S-8  to  specify  the 
financial  statements  to  be  filed  for  such 


•  Pan  American  Petroleum  Corp  v  Su- 
perior court  of  Delaware  For  New  Caatle 
County  et  al..  SM  TJ3.  0M   (1961). 


plans  as  a  part  of  registration  i 
on  that  form  and  to  provide  thi| 
statements  shall  comply  with  thg 
posed  new  provisions  of  Regulations? 
(17  CFR  Part  210).  ^* 

It  Is  proposed  to  change  the  referota 
to  "equity  securities"  in  various  phtZ 
In  the  form  to  "securities".  The  iSS 
of  this  change  would  be  to  makette 
form  available  for  use  in  certain  CHn 
where  securities  other  than  equity  ^m 
Titles  are  to  be  offered  to 
pursuant  to  the  plan. 

The  last  paragraph  of  the  form ; 

to  Identifying  statements  requlnd  k* 
Rule  414.  It  Is  proposed  to  delete  thk 
paragraph  since  Rule  414  is  no  loom  ^ 
effect. 

The  text  of  the  proposed 
to  the  form  is  set  forth  below: 

I.  The  rule  as  to  the  use  of  the  tm 
would  be  amended  to  read  as  foOovi: 

A.  Rule  as  to  use  of  Form  S-t.  (») 
Any  Issuer  which  files  reports  punuaat 
to  section  13  or  15(d)  of  the  Becmun 
Exchange  Act  of  1934  may  use  this  tvn 
for  registration  under  the  Securities  Ml 
of  1933  of  securities  to  be  offered  \»m- 
ployees  of  such  Issuer  of  its  subeMMa 
pursuant  to  a  stock  purchase,  lavtiigiv 
similar  plan,  provided  the  plan  meetitti 
following  conditions: 

)  1 1  Periodic  cash  payments  are  Bsdi, 
or  periodic  payroll  deductions  are  n- 
thorlzed.  by  participating  employen  to 
an  amount  not  to  exceed  a  speclfted  pv> 
centage  of  the  employee's  compeoMttoai 
or  a  specified  maximum  annual  aaoiBt; 

(2)  Contributions  are  made  bj  thi 
employer  at  least  annually  In  cash,  near- 
Ities  of  the  Issuer  or  other  substtnllil 
benefits.  In  accordance  with  a  speeUM 
formula  or  arrangement; 

<3)  Securities  purchased  with  fundi 
of  the  plan  are  acquired  in  amounti 
which,  at  the  time  of  the  payment  of  Um 
purchase  price,  do  not  exceed  the  fundi 
deposited  or  otherwise  available  formeb 
payment:  Provided,  That  such  purchiM 
arc  made  periodically,  or  from  time  to 
time  upon  a  reasonably  current  \)uk, 
and  at  prices  not  In  excess  of  the  cm- 
rent  market  price  at  the  time  of 
purchase; 

( 4 1  E»rlor  to  the  time  the  employee  te- 
comes  entitled  to  w  Ithdraw  all  fundi  or 
securities  allocable  to  his  account,  bl 
may  withdraw  at  least  that  portion  of 
the  ca.sh  and  securities  In  his  account 
representing  his  contributions. 

(b)  If  interests  in  the  plan  constltote 
securities  and  are  required  to  be  reflo- 
tered  under  the  Act,  this  form  may  tlM 
be  used  for  registration  of  such  Intereiti 

II.  Instruction  E  of  the  General  In- 
structions to  the  form  would  be  amended 
to  read  as  follows: 

E  Definition  of  transaction  prior  to 
the  expiration  of  forty  days.  The  tem 
'transactions  prior  to  the  expiratkmoj 
forty  days"  wherever  used  In  the  thW 
clause  of  section  4(1)  of  the  Securitki 
Act  of  1933  Is  hereby  defined  not  to  In- 
clude transactions  by  a  dealer  In  leea- 
Titles  of  the  Issuer  registered  oo  ttJH 
form. 

in.  Item  3  would  be  amended  to  retd 
as  follows: 


i 

,  February  14,  1962 

^.-  t    conMbtttions  under  the  plan. 

''Si  the  amount  each  employee  U 
<»LSiVoermitted  to  contribute  or, 
'*5Vtodainount.  the  percentage  at 
IS ««Urles  or  other  basis  of  oom- 
•"'^  ««itributions.  State  when  and 
^  mmM  in  which  contributions  are 


/vi'ftta£k  when  contributions  are 
J£  ijS  employers  and  the  amount 
■^aSuirof  each  contrlbuUon  or.  If 
JJfr^JJd  amount,  the  basis  of  com- 
"*,-„  Mtfitrlbutions. 

'SrSe  as  of  the  latest  practicable 
4.2  tSTiiproxlmate  number  or  par- 
SJX*  enployees  of  each  employer 
SSoartlclpates  in  the  plan. 

M»  fittate  the  nature  and  frequency 
rfiw  worts  to  participating  employees 
Jtotheamount  and  status  of  their  ac- 

eoanta 

IV.  A  new  Item  18  would  be  added 
ftn^Wfif  as  follows: 

ItMM  IJ     Financial  statements  of  tJie 
(a)  The  following  financial  state- 
1  ■i.«ii  be  furnished  for  any  plan 
^  ^HMta  in  which  are  being  regls- 

"m  A  eertlfled  statement  of  financial 
g^^P^iH^flw  u  of  the  end  of  the  latest 
teftlyaarof  the  plan. 

(3)  A  certified  statement  of  income 
aadebangM  in  plan  equity  for  the  latest 
ibMifMrol  the  plan. 

(t)  If  oertlfled  financial  sUtements 
iiWfint1i"T  meeting  the  above  re- 
Uriiwenti  have  been  furnished  to  all 
(jmhiyBM  who  receive  a  copy  of  the 
iKumMTflu  such  statements  may  be 
iBoorponted.    by     reference     in     the 

lutruetiont.  The  statements  required 
I*  tM  Mem  shall  be  prepared  and  cer- 
tflid  in  aeeordance  with  the  applicable 
KOfMoni  of  Regulation  S-X  (17  CFR 
nrt  110)  and  shall  be  accompanied  by 
UMMbedules  specified  in  that  regulation. 

T.  under  the  heading  'Undertakings" 

I  Mw  form  of  undertaking  would  be  In- 
Kitsd,  following  paragraph  B,  reading 
MfoUowi:  I 

C.  To  transmit  annual  report  with 
VtMvactiu.  The  undei:fiigned  Issuer  of 
tbe  Mcurlties  to  be  registered  hereunder 
hmbr  undertakes  to  deliver  or  cause 
(0  be  delivered  with  the  prospectus  to 
NCta  eligible  employee  a  copy  of  the  Is- 
ncr*!  umual  report  to  stockholders  for 
Mltft  fiscal  year,  unless  such  employee 
otberwiK  receives  a  copy  of  such  report. 

II  the  last  fiscal  year  of  the  issuer  has 
mded  within  90  days  prior  to  the  use  of 
tbe  praepectus.  the  annual  report  for  the 
pnoetttng  fiscal  year  may  be  so  delivered. 
M  In  such  case  the  annual  report  for 
tbt  last  fiscal  year  will  be  furnished 
promptty  to  each  such  employee  when 
WiflaUe. 

VI.  The  word  "equity  "  would  be  deleted 
tnm  the  form  in  the  following  places: 
tbefidng  page  (paragraph  B  and  C  and 
tbi  flnt  note  to  the  fee  table) ;  the  last 
of  General  Instruction  B;  and 
lift  (caption  and  text). 
Vn.  The  following  paragraph  set  forth 
U tbe  end  of  the  form  would  be  deleted: 
"I'otwlthstandlng  Rule  414.  no  form  of 
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Identifjrlng  statement  need  be  filed  with 
the  re^stntton  statement." 

It  la  further  proposed  to  amend 
i  239.10b  of  Title  17  of  the  Code  of  Fed- 
eral Regulations  to  include  the  complete 
amended  t«ct  of  Form  S-8.  so  as  to 
read: 

§  239.16b  Form  S-8,  regitlralion  Mate- 
ment  under  the  Securities  Art  of 
1933. 

(a)  Identification.  (1)  Pull  title  of 
the  plan  and  the  address  of  the  em- 
ployer sponsoring  the  plan;  (2)  Name 
of  Issuer  of  the  securities  being  offered 
pursuant  to  the  plan  and  the  address 
of  Its  principal  executive  office;  (3) 
Name  and  address  of  agent  for  service 
for  the  employer  and  for  the  issuer  of 
the  securities;  (4)  Approximate  date  of 
proposed  public  offerings. 

(b)  CaictUaiion  of  registration  fee. 

Column  1.  Title  of  securities  '  being  reg- 
istered. 

Column  2.  Amount*  being  registered. 

Column  3.  Proposed  maximum  aggregate 
offering  price.' 

Column  4.  Amount  of  registration  fee.' 

(c)  General  instructions — (1)  Rule  as 
to  use  of  Form  S-8.  (1)  Any  issuer 
which  Ales  reports  pursuant  to  Section 
13  or  16(d)  of  the  Securities  Exchange 
Act  of  1934  may  use  this  form  for  reg- 
istration under  the  Securities  Act  of 
1933  of  securities  to  be  offered  to  em- 
ployees of  such  Issuer  of  its  subsidiaries 
pursuant  to  a  stock  purchase,  savings  or 
similar  plan,  provided  the  plan  meets 
the  following  conditions: 

(a)  Periodic  cash  payments  are  made, 
or  periodic  payroll  deductions  are  au- 
thorized, by  participating  employees  in 
an  amount  not  to  exceed  a  specified  per- 
centage of  the  employee's  compensations 
or  a  specified  maximum  annual  amount; 

(b)  Contributions  are  made  by  the 
employer  at  least  annually  In  cash,  se- 
curities of  the  Issuer  or  other  substantial 
benefits,  In  accordance  with  a  specified 
formula  or  arrangement; 

(c)  Securities  purchased  with  funds 
of  the  plan  are  acquired  in  amounts 
which,  at  the  time  of  the  payment  of 
the  i)urcha8e  price,  do  not  exceed  the 
fimds  deposited  or  otherwise  available 
for  such  payment;  provided,  that  such 
purchases  are  made  periodically,  or  from 
time  to  time  upon  a  reasonably  current 
basis,  and  at  prices  not  in  excess  of  the 
current  market  price  at  the  time  of  pur- 
chase: 

(d)  Prior  to  the  time  the  employee 
becomes  entitled  to  withdraw  all  funds 
or  securities  allocable  to  his  account,  he 
may  withdraw  at  least  that  portion  of 
the  cash  and  securities  in  his  account 
representing  his  contributions. 

(11)  If  interests  in  the  plan  constitute 
securities  and  are  required  to  be  regis- 
tered under  the  Act,  this  form  may  also 
be  used  for  registration  of  such  interests. 

(2)  Application  of  general  rules  and 
regulations.     Before    undertaking    the 


>  State  separately  the  interests  or  partici- 
pations in  tbe  plan  and  the  securities  oITered 
pursuant  to  tbe  plan. 

'The  aggregate  offering  price  and  the 
amount  of  the  fee  shall  t>e  computed  only 
with  re^MCt  to  the  aggregate  employee  oon- 
trlbutlons. 
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preparation  of  the  registration  state- 
ment, reference  should  be  made  to  the 
General  Rules  and  Regulation!  under  tbe 
Act,  particularly  those  comprising  Regu- 
lation C  (St  230.400  to  290.494  of  this 
cluster).  That  regulatUm  eontains 
general  requirements  regarding  the 
preparation  and  filing  of  the  registration 
statement.  The  definitions  contained  In 
S  230.405  should  be  especially  noted. 
For  purposes  of  this  form,  however,  the 
term  "employee"  includes  any  director. 
trustee,  officer  or  other  employee.  The 
term  "issuer"  as  used  in  this  form  means 
the  company  whose  securities  are  to  be 
offered  pursuant  to  the  plan. 

(3)  Documents  compristng  registra- 
tion statement.  The  registration  state- 
ment shall  consist  of  Uie  facing  sheet  of 
the  form,  the  prospectus,  the  required 
undertakings,  signatures,  consents  of 
experts  and  exhibits  and  any  other  infor- 
mation or  dociments  filed  as  a  part  of 
the  registration  statement. 

(4)  Form  and  content  of  prospectus. 
The  prospectus  shall  contain  the  infor- 
mation called  for  by  all  of  the  items  of 
the  form,  except  that  no  referenee  need 
be  made  to  inapplicaUe  Items,  and  nega- 
tive answers  to  any  items  may  be 
omitted.  The  Information  required 
should  be  presented  in  clear,  concise, 
understandable  fashion.  Avoid  unneces- 
sary and  Irrelevant  details,  repetition  or 
the  use  of  imnecessary  technical  lan- 
guage. None  of  tbe  other  infonnatton. 
or  documents  filed  as  a  part  of  tbe  regis- 
tration statement  need  be  Included  in 
the  prospecti;^ 

(5)  Definition  of  transaction  prior  to 
the  expiration  of  forty  days.  The  term 
"transactions  prior  to  the  ezplmtton  of 
forty  days"  wherever  used  In  the  third 
clause  of  section  4(1)  of  tbe  Seetirltles 
Act  of  1933  is  hereby  defined  not  to 
Include  transactions  by  a  dealer  In 
securities  of  the  issuer  registered  on  this 
form. 

fd)  Information  required  in  the  pro- 
spectu^. 

Item  (i) :  Oeneral  information  regarding 
the  plan.  (<)  Give  tbe  Utle  of  tbe  pton  and 
the  name  and  addreaa  of  tbe  issuer  and  each 
participating  employer.  State  when  tbe  plan 
was  created,  tbe  parties  thereto  and  tbe 
manner  in  which  it  was  created.  (ii) 
DescrltM  generally  tbe  purpoeea  of  the  plan. 

Item  (2) :  Who  may  partietpate  in  the 
plan.  Indicate  each  claaa  or  group  of  em- 
ployees entitled  to  participate  In  the  plan. 
State  the  terms  and  oonditiona  upon  wblch 
Initial  participation  t>y  each  lueh  elaea  or ' 
group  Is  permitted. 

Item  {3)  :  Contributions  under  the  plan. 
[i)  State  tbe  amount  each  employee  la  re- 
quired or  permitted  to  contribute  or,  If  not 
a  fixed  amount,  tbe  percentage  of  wagea  or 
salaries  or  other  basis  of  computing  contri- 
butions. State  when  and  the  manner  In 
which  contributiona  are  made. 

(ii)  State  when  contributions  are  made  by 
the  employers  and  tbe  amount  and  nature 
of  each  contribution  or.  if  not  a  fixed  amount, 
the  basis  of  computing  contributions. 

(Hi)  State  as  of  tbe  Uteat  praeUcable  date 
the  approximate  number  or  participating  cm- 
ployeea  of  each  employer  who  partldpatea  In 
the  plan. 

(it)  State  tbe  nature  and  frequency  of  any 
reporU  to  participating  employeea  as  to  tbe 
amount  and  atatua  Ot  their  aooounto. 

Item  (4) :  Withdrmoal  from  the  plan — u- 
aignment  of  interest,  (i)  Deacribe  the  teraaa 
and  conditions  under  wlildi  a  participating 
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employee  may  (a)  wlUutraw  from  the  plan 
'  uid  terminate  hU  Interest  therein,  or  (b) 
withdraw  funds  or  Inyestments  held  for  hU 
account  wltboxxt  terminating  his  Interest  in 
the  plan. 

(it)  State  the  natiire  and  amount  of  all 
chargee  or  deductions,  other  than  for  taxes. 
which  may  be  made  upon  the  termination  of 
an  employee's  Interest  In  the  plan  or  upon 
the  partial  withdrawal  of  his  account  there- 
under. Indicate  clearly  who  will  receive  the 
amounts  so  charged  or  deducted. 

(iii)  State  whether,  and  the  terms  and 
conditions  upon  which,  the  plan  permits  an 
employee  to  assign  or  hypothecate  his  in- 
terest In  the  plan. 

Item  (5)  :  Defaults  under  the  plan  state 
separately  every  event  of  default  with  which 
a  participating  employee  or  employer  may 
be  charged  and  describe  fully  the  conse- 
quences thereof.  Including  any  forfeiture  or 
penalty  which  may  be  thereby  Incurred 

Item  (8):  Administration  of  the  plan  (i) 
Olve  the  name  and  complete  address  of  the 
persons  who  administer  the  plan  and  state 
the  capacity  In  which  they  act  (such  as 
trustees  or  managers)  and  the  functions 
which  they  perform.  State  the  nature  of  any 
material  relationship  between  the  adminis- 
trators and  the  employee,  the  Issuer  of  Its 
affiliates. 

(ii)  Describe  the  manner  In  which  the 
administrators  of  the  plan  are  selected,  their 
term  of  office  and  the  manner  In  which  they 
may  be  removed  from  office. 

(iH)  State  the  annual  amount  of  compen- 
sation. If  any.  received  by  the  administra- 
tors of  the  plan  from  assets  of  the  plan 

Item  (7):  Investment  of  funds.  (1)  If  a 
custodian,  administrator  or  the  employer  or 
any  of  Its  affiliates  has  discretion  with  respect 
to  the  Investment  or  disposition  of  all  or 
any  part  of  the  assets  of  the  plan,  describe 
the  policies  followed  and  to  be  followed  In 
respect  of  the  type  and  proportion  of  securi- 
ties or  other  property  In  which  the  assets 
may  be  invested. 

(ii)  If  the  participating  employee  may 
direct  or  elect  a  procedure  to  be  followed 
with  respect  to  the  Investment  or  disposition 
of  all  or  part  of  the  assets  of  the  plan,  de- 
scribe the  provisions  of  the  plan  with  respect 
thereto. 

{Hi)  If  any  Investments  are  purcha.sed 
otherwise  than  In  the  open  market,  state 
from  whom  such  Investments  are  purchased 
and  describe  the  charges  paid  directly  or  in- 
directly from  funds  held  under  the  plan  If 
the  employer  or  any  of  Its  affiliates,  or  any 
peraon  having  a  material  relationship  with 
the  employer  or  any  of  its  affiliates,  directly 
or  Indirectly  receives  any  part  of  the  aggre- 
gate purchase  price  (Including  fees,  com- 
missions or  other  charges),  explain  fully 

Item  (t) :  Liens  on  funds  or  property 
State  whether  or  not  under  the  plan  or  any 
contract  In  cmnectlon  therewith  any  person 
has  or  may  create  a  lien  on  any  funds,  se- 
curities or  other  property  held  under  the 
plan.  If  so,  describe  fully  the  circumstances 
under  which  the  lien  was  or  may  be  created 

Item  (9) :  Termination  and  extension  of 
the  plan.  State  the  drcvunstances  under 
which  tbe  plan  will  terminate  and  the  con- 
ditions under  which  It  may  be  extended. 

Item  (10) :  Other  charges  and  deductions 
Describe  all  charges  and  deductions,  other 
than  taxes,  not  called  for  above  which  may 
be  made  against  employees  poxtlclpatln^;  In 
the  plan  or  against  funds,  securities,  or  other 
property  held  under  the  plan  and  indicate 
who  will  receive,  directly  or  indirectly,  any 
part  thereof. 

Item  {11)  :  Summary  of  earnings.  Furnish 
in  comparative  columnar  form  a  summary 
of  earnings  of  the  Issuer  for  each  of  at  least 
the  last  five  flsoal  years  of  the  Issuer  (or  for 
the  life  of  the  Issuer  and  Its  Immediate 
predecessor.  If  leas).  If  the  Issuer  includes 
In  Its  annual  report  filed  piirsuant  to  section 
13  or  15(d)  of  the  Securities  Exchange  Act 
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of  1934  a  profit  and  loss  statement  of  the 
iMuer  and  its  subsidiaries  oonsoUdated.  the 
summary  of  earnings  shall  be  prepiu'ed  on  a 
consolidated  basis  The  summary  shall  be 
certified  for  at  least  the  last  three  fiscal 
years  Included  therein. 

Instruction.'^  1  The  summary  shall  cover 
a  representative  period  and.  subject  to  ap- 
propriate deviation  to  correspond  to  signifi- 
cant characteristics  of  the  issuer,  the  follow- 
ing Itenis  shall  be  Included  net  sales  or 
operai'.nn  revenues,  coat  of  goods  sold  or 
operatiukc  pxjjeiiscs  (or  gross  profit);  Interest 
ch.'»r;;e'-.  income  ta.xes;  net  income;  8f>ecl.il 
Items,  net  inci>me  and  special  items  The 
summ.iry  shall  reflect  the  retroactive  adjust- 
ment of  any  material  items  affecting  the 
comparability  of  the  results 

a  Appropriate  footnotes  to  the  summary 
shall  be  furnished  whenever  necessary  to  re- 
flect Information  or  explanations  of  material 
significance  to  Investors  in  appraising  the 
results  shown. 

3  If  common  stock  or  securities  convert- 
ible into  common  stock  are  being  registered, 
the  summary  shall  be  prepared  to  present 
earnings  applicable  to  common  stock.  Earn- 
ings and  dividends  declared  per  share  for 
each  year  of  the  summary  shall  also  be  In- 
eluded  when  appropriate. 

4.  If  the  annual  report  of  the  issuer  which 
accompanies  the  prospectiu  Includes  a  sum- 
mary of  earnings  substantially  meeting  the 
above  requirements,  such  summary  may  be 
incorporated  by  reference  in  the  prospectus. 

Item  (12):  Market  prices  of  the  issuer's 
securities.  State  the  range  of  market  prices 
of  the  securities  of  the  Issuer  being  regis- 
tered for  each  year  for  which  earnings  data 
are  supplied  in  response  to  Item  II.  Indi- 
cate whether  such  prices  represent  prices  on 
a  securities  exchange,  naming  such  ex- 
change If  the  range  is  otherwise  obtained, 
state  the  nature  of  the  market  and  the 
source  of  the  prices 

Item  {t3\:  Deicription  of  certatn  \ianif\- 
cant  developments  in  the  last  five  years. 
It  within  the  past  five  years  there  has  been 
any  bankruptcy,  receivership  or  similar  pro- 
ceeding or  any  material  reorganization,  cap- 
ital readjustment  or  succession  or  the  acqui- 
sition or  disposition  of  any  material  amount 
of  assets,  otherwise  than  In  the  ordinary 
course  of  business,  involving  the  Issuer  or 
any  of  Its  significant  subsidiaries,  describe 
briefly  the  nature  and  results  of  such  events 
upon  the  business  of  the  Issuer. 

Item  it4):  Capital  stock  being  regutered 
If  capital  stock  Is  being  registered,  state  the 
title  of  the  class  and  furnish  the  following 
inforniatlon:  It)  Outline  briefly  (a)  divi- 
dend rights;  {b)  voting  right;  (c)  liquida- 
tion rights;  (d)  pre-emptive  rights;  (e) 
conversion  rights;  (/)  redemption  provi- 
sions; 191  sinking  fund  provisions;  and  (^i 
liability  to  further  calls  or  to  assessment  by 
the  Issuer 

(III  If  the  rights  of  holders  of  such  stcck 
may  be  modified  otherwise  than  by  a  vote 
of  a  majority  or  more  of  the  shares  out- 
standing, voting  as  a  class,  so  state  niid 
explain  briefly 

(in)  Outline  briefly  any  restriction  on  the 
repurchase  or  redemption  of  shares  by  the 
issuer  while  there  Is  any  arrearage  In  the 
payment  of  dividends  or  sinking  fund  In- 
stallments If  there  Is  no  such  restriction. 
so  state. 

In.'itruction.y  1  Only  a  brief  summary  of 
the  pertinent  provisions  from  an  Investment 
standpoint  is  required  A  complete  legal 
description  of  the  provisions  referred  to  Is 
not  required  and  should  not  be  given  Do 
not  set  forth  the  provisions  of  the  governing 
Instruments  verbatim;  only  a  succinct  re- 
sume Is  required. 

2  If  the  rights  evidenced  by  the  securities 
being  registered  are  materially  limited  or 
qualified  by  the  rights  of  any  other  class  of 
securities,  include  such  information  regard- 
ing such  other  securities  as  will  enable  Invep- 
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tors  to  understand  the  rights 
securities  being  registered. 

Item    (15):    Other   securitie$ 
tered      If  securities  other  than 
are  being  registered,  outline 
evidenced  thereby. 

Instruction.      Information 
that  called  for  by  Item  14  and 
tions  thereto  shall  be  furnished. 

Item     (16):    Principal    holders  ^ 
.secuntif.'<      Purnlsh   the  followliw 
tlon.  In  substantially  the  tabular 
cated.  as  to  all  equity  securities  Of  if 
and  all  options  to  purchase  suck 
owned  by  each  person  who  ownsoC 
Is  known   by   the  issuer  to  own 
more  than  10  percent  of  any  clSMof 
or  options      The  information  ■*«^n  i| 
ntshed  as  of  a  .specified  date  wlthlB 
prior  to  the  date  of  filing. 


(1) 

(«) 

Navie  and 

Titla  of 

addres.i 

class 

(4) 

Amount 

owned 

(S) 


Of 

Instruction.      Indicate     In 
whether    the   securities   are 
record   and    beneficially,  or 
beneficially    only,    and    show 
columns  (4)  and  (5)  tbs  respwtivt 
and  percentages  owned  In  each- 
The  percentages  are  to  be  rslmlatWI 
basis  of  the  amount  of  outstandllM  tttJL 
ties  or  options  of  the  class. 

Item  {17):  Financial  statemtim.  (• 
Include  the  certified  financial  stataanlia 
the  Issuer  required  to  be  Ineladsd  it  Ik 
annual  re;>ort  which  the  Issuer  has  flMfr^ 
required  to  file  for  its  last  fiscal  ftm  w^ 
suant  to  Section  13  or  15(d)  of  th* 
Exchange  Act  of  1934.  If  the  IssiMT 
In  Its  annual  report  certified  flnandal  Mi^ 
mentn  of  the  Issuer  and  its  subsUUsrlM m^ 
s<^ltdated.  the  latter  shall  be  furnished  It  Ikt 
of  the  financial  statements  of  the  issav.  tt 
schedules  need  be  Included. 

(It)  If  the  annual  report  of  the  taMMTli 
Its  security  holders  for  Its  last  llsesl  jm- 
includes  certified  financial  statsmsati  M^ 
stantlally  meeting  the  (i)  of  this  rabpMt 
graph,  such  statements  may  be  InootponM 
by  reference  In  the  prospectus. 

Item  il8)  Financial  itatemtn$a  Of  9u 
plan  (I)  The  following  Wn*w«^i  iid^ 
ments  shall  be  furnished  for  any  plia  ttl 
Interests  In  which  are  being 
hereunder 

lai    A  certified  statement  of 
dition  as  of  the  end  of  the  latest  flsoal  jm 
of  the  plan.  t 

lb)  A  certified  statement  of  IncooM  Iii 
changes  In  plan  equity  for  the  latest  tlMl 
year  of  the  plan 

III)  If  certified  financial  statemsnti  nl^ 
stantlally  meeting  the  above  requliSBMBh 
have  been  furnished  to  all  employees  whp n- 
cei\  f  a  copy  of  the  prospectus,  such  ttath 
menis  may  be  Incorporated  by  refsrtBM  ti 
the  prospectus 

/risfri;cfion<t  The  statements  requind It 
this  item  shall  be  prepared  and  osrtlflid  Is 
accordance  with  the  applicabls  (Jnifiiioa 
of  ReRulatlon  S-X  (17  CFR  Part  310)  iM 
shall  be  accompanied  '  by  the  sdMdniM 
specified  In  that  regulation. 

ie<  Undertakings — il)  To  fUereporU. 
Subject  to  the  terms  and  condltiooa  d 
section  15tdi  of  the  Securities  Exduon 
Act  of  1934.  the  undersigned  regMnnti 
hereby  undertake  to  file  with  the  Secnl- 
ties  and  Exchange  Commission  wch MP- 
plementary  and  periodic  InfonBttiCBi 
documents  and  reports  as  tOMj  b*  PJ* 
scribed  by  any  rule  or  regulattoa  d  w 
Commission  heretofore  or  iMW^fl* 
duly  adopted  pursuant  to  autborttf  tnr 
ferred  in  that  section. 


I 
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^x  n»  transmit  certain  material. 
-J'  Sdewlgned  employer  hereby 
25-J5i  to  transmit  to  all  employees 
^^SSmZm  in  the  plan  at  the  time  and 
rt-manner  as  such  material  is  sent 
JSScSSders  of  the  issuer,  copies  of 
.^nwrCi  proxy  statements  and  other 
*L!I«mIc«tions  distributed  to  its  stock- 
generally.  The  employer  also 
M  to  transmit  copies  of  such 
to  the  Commission  for  its  in- 
1  but  such  material  shall  not  be 

[Jo  ije  "filed"  as  part  of  the  reg- 

^fjOaa  statement. 

(J)  To  transmit  annual  report  toith 
^^tttas.  The  undersigned  Issuer  of 
[^Iggnirlties  to  be  registered  hereunder 
^L^  undertakes  to  deUver  or  cause  to 
revered  with  the  prospectus  to  each 
jMtle  employee  a  copy  of  the  issuer's 
1^  report  to  stockholders  for  its  last 
J  jmx,  unless  such  employee  other- 
I  i^eelTes  a  copy  of  such  report.  If 
iMt  fiscal  year  of  the  issuer  has 
^  within  90  days  prior  to  the  use  of 
m  pnmiectus,  the  annual  report  for 
gM  pneedlng  fiscal  year  may  be  so  de- 
gia«d,  but  in  such  case  the  annual  re- 
part  fbr  the  last  fiscal  year  will  be  fur- 
J2^  pitHnptly  to  each  such  employee 
«kB  aTaOable.  . 

(f)  Signatures.  ' 

ffts  ttuployer.     Pursuant  to  the  requlre- 
I  of  the  Securities  Act  of  1933,  the  em- 
liM    duly    caused    this    registration 
It  to  be  signed  on  Its  behalf  by  the 

jned.  thereunto  duly  authorized.  In 

.lOttyof and  SUte  of 

hOm day  of .  19_.. 
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of ,  and  State  of ,  on 

the day  of .  19. _. 


By 


(Issuer) 


(Signature  of  title) 
Pursuant  to  the  reqtilrementa  of  the  Secu- 
rities Act  of  1983,  this  registration  statement 
has  been  signed  below  by  the  following  per- 
sons In  the  capacities  and  on  the  dates 
Indicated. 


(Title) 


(Date) 


(Signature) 

The  plan.  Pursuant  to  the  requirements 
of  the  SectD-ltles  Act  of  1933.  the  plan  has 
duly  caused  this  registration  statement  to 
be  signed  on  Its  behalf  by  the  undersigned, 
thereunto  duly  authorized.  In  the  City  of 

.  and  State  of ,  on  the 

day  of .  19... 


By». 


(The  plan) 


(Signature  and  title) 
Pursuant  to  the  requirements  of  the  Secu- 
rities Act  of  1933,  this  registration  statement 
has  been  signed  below  by  the  following  per- 
sons In  the  capacities  and  on  the  dates 
Indicated. 


(Slgnat\ire) 


(Title) 


(Date) 


By 


(Issuer) 


(Signature  and  title) 
Pnnuant  to  the  requirements  of  the  Secu- 
itttMActof  1933,  this  registration  statement 
te  fesen  signed  below  by  the  following  per- 
«H  la  the  capacities  and  on  the  dates 
tadkatsd. 

"Yatiture)  (flUe)  (Date) 

n»  tenter.  Pursuant  to  the  requirements 
if  tiM  BseurltleB  Act  of  1933,  the  lamer  hM 
daty  eaused  this  registration  statement  to 
fei  rifMd  on  Its  behalf  by  the  undersigned, 
tto    duly    authorized.     In    the    City 


Instructions.  1.  The  registration  state- 
ment shall  be  signed  by  the  Issuer,  the  em- 
ployer (s)  (and  where  there  is  created  under 
the  plan  an  unincorporated  association,  a 
trust,  committee  or  other  legal  entity,  by 
such  association,  trust,  committee  or  other 
legal  entity) ,  their  respective-  principal  ex- 
ecutive officers,  principal  financial  officers, 
controllers  or  principal  accounting  officers 
and  by  at  least  the  majority  of  the  respec- 
tive board  of  directors  or  persons  performing 
similar  functions. 

a.  The  name  of  each  person  who  signs  the 
registration  statement  shall  be  typed  or 
printed  beneath  his  signature.  Any  person 
who  occupies  more  than  one  of  the  specified 
positions  shall  indicate  each  capacity  In 
which  he  signs  the  registration  statement. 

(g)  Instructions  as  to  exhibits.  Sub- 
ject to  the  rules  as  to  incorporation  by 
reference,  the  exhibits  specified  below 
shall  be  filed  as  a  part  of  the  registration 
statement.  Exhibits  shall  be  appropri- 
ately lettered  or  numbered  for  convenient 
reference.  Exhibits  incorporated  by  ref- 
erence may  bear  the  designation  given 
in  the  previous  filing. 
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(1)  Copies  of  the  plan  as  presently  in 
effect. 

(2)  Copies  of  aU  constituent  iaatra— 
ments  (other  than  the  plan  itsdf )  defin- 
ing the  rights  of  onployees  who  partic- 
ipate in  the  plan. 

(3)  Copies  of  all  material  oontracta 
not  made  in  the  ordinary  comae  of  busi- 
ness, which  are  now  in  effect  or  were 
made  within  two  years  prior  to  the  date 
of  filing,  relating  to  the  plan. 

(4)  An  opinion  of  counsel  as  to  the 
legality  of  the  interests  and  the  equity 
securities  being  registered,  iiuUeatinc 
whether  they  will  when  sold  be  legally 
issued,  fully  paid  and  non-assessable. 

(5)  Copies  of  the  issuer's  annual  re- 
port to  stockholders  for  its  last  fiscal 
year.  Such  report,  except  for  those  por- 
tions thereof  which  are  inoorporated  b^ 
reference  in  the  registration  statement, 
it  is  to  be  furnished  for  the  information 
of  the  Commissi<m  and  is  not  to  be 
deemed  "filed"  as  part  of  the  registra- 
tion statement.  If  the  financial  state- 
ments in  the  report  have  been  incorpo- 
rated by  reference  in  the  registration 
statement,  the  accountants'  certificate 
shall  be  manually  signed  in  <me  copy. 

(6)  Copies  of  all  summaries  <A  the 
plan  or  other  written  communlcatlxms. 
intended  to  be  used  in  connection  with 
the  offering  or  sale  of  the  seciu-ities  being 
registered. 

(Sections  6  and  7.  48  Stet.  78,  16  UjS.C.  77f. 
77g;  sec.  10,  48  Stat.  81,  as  amended,  16  \J3.C. 
liy.  and  sec.  19(a),  48  Stat.  85,  as  amended, 

15  U.S.C.  77b) 

All  interested  persons  are  invited  to 
submit  their  views  and  c<Hnments  on  the 
above  proposals,  in  writing,  to  the  Se- 
curities and  Exchange  Commission, 
Washington  25,  D.C.,  on  or  before 
March  5,  1962.  Except  where  nondis- 
closure is  requested,  all  such  communi- 
cations will  be  considered  available  for 
public  inspection. 

By  the  Commission. 

[SEAL]  ORVAL   L.  DvBOIS, 

Secretary. 
Februaby  8,  1962. 

[F.B.    Doc    62-1496:    FUed.   Feb.    13.    1063; 
8:50  a.m.] 


Mo.  81 5 


Notices 

GENERAL  SERVICES  ADMINISTRATION 

'  Defense   Materials   Service 

REPORT  OF   PURCHASES  UNDER   PURCHASE   REGULATIONS 


DEciiiBn  31.  INL 


RecuIftUoa 


ACTITB  PKOOSAMS 

PuUie  Urn  KM,  SM  Com. 

B«ryl 

MJc« 

COMrLXTKD  PBOOKAM 9 

PvMie  Law  toe,  8U  Ctntg. 

Asbestos 

Columblum  Tantalum 

MaogsncM: 

Batte-Ptamipsburg 

Dcming 

Wendea 

DooMstie  small  producers. 
Tungsten 

Public  Late  5$0,  79th  Cong. 

Chrome 

Dtftntt  Prodiution  .Ut 

Mercury: 

Domestic 

Do 

Mexican 

Do 


Termination  ' 
date 


I   tiU 


June  3«),  ly«i2     Slii.rt   lr>  iMti-.  1><T\1  ore         

Junt'  30,  ls*ii     ^llort  tuu.%  h.iiiil  col>tje'l  uiicu  or  o>iuivikli'ilt 


Oct.      LltfAT      Short  tun-.  <ru.lr  No  I  and  ortrudeN'o.  2  Ash^-stos  . 

j  Short  tons,  oriido  .No  3 

Deo.   31, 19M  I   Pounds,  ront.ilnpd  i-oriiliitird  pcntinidf 


ProRriim 
llmitiitluu 

(qu.intityi 


PurcliaM-s  durinc  'in  ^rter  ' 


June  SO.lSiW      Ix>tm;  ton  iiiiit.-i.  r.cov.Tiilil.' ni.iiiKiintw  

June  30,1958  ' <lo 

June  30,  IttW  '  do  

Jan.      1. 19rtl  \jiii\t  ton  iinil,'",  contaliic'l  tn.i[i|fiin««e  

July     1,  iv.'ix  '  .-^hort  tun  unil-i.  tiingsti'n  trtoxidc 


Jiiri.'  :t<i,  N.'.'i      [.one  dr>  l.iii-   .  !ir,,!ii,.  ,,r.' ,iiid  or  ilirnnn  rcpiii  I'fl- 
trail's 


4  .VW 
1\  000 


1.500 


Qmnlity  .\iiio\iiit 


CumulatiTt   ^ 
through  end  of 


Quantity 


Dec.  31.1ft.^7  I   KIasIcs,  I'nriif  Virem  Mt-r.  ury. 

Dec.  31,  mw    do 

Dec.  31,l».'>7    do — .. 

Dec.  31,  mSH  do 


l.VOI>ii.()00 

«,  000, 000 
6.UI>0,0i)l) 
fl,(M),  01)0 
2X.  <X)I),  000 
.1.(1111).  000 


-IJIJ.  LW 


I  :.•..(  100 

.iO.OOO 
T.'i.OOO 
JO.  COO 


.sm  ur3:4 

.V40  •i-'.a.w 


3.030 
24,033 


1.490 

8JS0 

1.1.  .V>7,912 

fi,  OaO. 471 
ti.2IS.2S8 
A.  ia(i.31S 
2H.  0)'«.  Wl 
2.  we,  280 


1W,U61 


9.4X 

17,468 

7M 

2.S(M 


x9S 


Tuaiia 


IS.M,« 


xm,m 


■  Quantities  represent  dellverir?. 


Bernard  L.  Boutin, 

Adminiitrator. 


February  8.  1962. 


|FR  Doc   62   1477.  Filed  Feb   13    1962,  8  47  a  m  ] 


DEPARTMENT  OF  THE  TREASURY 

Ofllc*  of  the  Secretary 

[Dept.  care.  570,  1961  Rev.  Supp  No  22  ] 

ANCHOR  CASUALTY  COMPANY, 
ST.  PAUL,  MINN. 

Terminotion  of  Authority  To  Qualify 
as  Surety  on  Federal  Bonds 

February  8,  1962. 

Notice  is  hereby  given  that  the  Cer- 
tificate of  Authority  issued  by  the  Sec- 
retary of  the  Treasury  to  Anchor  Casu- 
alty Company,  St.  Paul,  Minnesota, 
under  the  provisions  of  the  Act  of  Con- 
gress approved  July  30,  1947  (6  U.SC. 
6-13) .  to  qualify  as  sole  surety  on  recog- 
nizances, stipulations,  bonds  and  under- 
takings permitted  or  required  by  the 
laws  of  the  United  States  has  been  termi- 
nated effective  as  of  midnight  December 
31,  1961. 

The  Agricultural  Insurance  Company, 
a  New  York  corporation,  holds  a  certifi- 
cate of  authority  from  the  Secretary  of 
the  Treasury  as  an  acceptable  surety  on 
bonds   in  favor  of  the  United   States. 
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Pursuant  to  Agreement  of  Merger,  effec- 
tive midnight  E>ecember  31,  1961,  ap- 
proved by  the  Superintendent  of  Insur- 
ance of  the  State  of  New  York,  September 
27,  1961,  and  the  Commissioner  of  Insur- 
ance of  the  State  of  Minnesota,  October 
26,  1961,  the  Anchor  Casualty  Company. 
St.  Paul,  Minnesota,  was  merged  into 
Agricultural  Insurance  Company,  Water- 
town.  New  York,  the  survivmg  company. 
Agricultural  Insurance  Company  ac- 
quired all  of  the  assets  and  assumed  all 
of  the  liabilities  of  Anchor  Casualty 
Company.  A  copy  of  the  Agreement  of 
Merger  is  on  file  in  the  Treasury  Depart- 
ment, Bureau  of  Accounts,  Surety  Bonds 
Branch,  Washington  25,  DC. 

No  action  need  be  taken  by  bond  ap- 
provmg  officers,  by  reason  of  the  merger, 
with  respect  to  any  bond  or  other  obli- 
gations in  favor  of  the  United  States,  or 
in  which  the  United  States  has  an  Inter- 
est, direct  or  indirect,  issued  on  or  before 
December  31,  1961.  by  Anchor  Casualty 
Company  pursuant  to  the  certificate  of 
authority  issued  to  the  company  by  the 
Secretary  of  the  Treasury. 

The  merger  of  the  companies  will  not 
affect  the  underwriting  limitation  of  the 


surviving  corporation.  Agricultural  In- 
surance Company,  which  will  remain  it 
$1,924.000  00. 

I  SEAL  1  W.  T.  HEFFELnNeB, 

Fiscal  Assistant  SecreUrf. 

|FR     Doc     62-1489:    Filed.    Feb.    18,   IW; 
8:49  a  ml 


ATOMIC  ENERGY  GOMMISSM 

I  Docket  No.  50-90] 

AEROJET-GENERAL  NUCLEONICS 

Notice  of  Extension  of  ComplellM 
Date 

Please  take  notice  that  the  Ato^ 
Energy  Commission  has  issued  an  ort« 
extending  to  March  1,  1964  the  laM 
completion  date  specified  m  Conatru^BB 
Permit  No.  CPRR-24  for  the  oooitnK- 
tion  of  nuclear  reactors  Model  AOIMB. 
Serial  Numbers  126  through  130. 

Copies  of  the  Commission's  order  md 
of  the  application  by  Aerojet-Oenail 
Nucleonics  are  available  for  public  JB- 
spection    at    the    Commission's   P«tf* 


^giittiday,  February  14,  1962 

^,^t  Room.  1717   H  Street  NW., 
Jl^blogtMi.  DC. 

mted  at  Germantown,  Md..  this  7th 
d,y  of  February  1962. 
porthe  Atomic  Energy  Commission. 
R.  L.  Kirk, 
Director,  Division  of 
Licensing  and  Regulation. 

,o    noc     62-1504:    Filed,    Feb.     13,    1962; 
l'^-'*  8:51   am  I 


IDocket  No.  50-541 

UNION  CARBIDE  CORP. 

iietice  of  Issuance  of  Amendment  to 
Utilization   Facility  License 

pugge  take  notice  that  no  request  for 
a  fonnal  hearing  having  been  lUed  fol- 
y-tag  pubUcation  of  the  notice  of  pro- 
ved action  in  the  Federal  Register  on 
5JStfy  23. 1962.  27  F.R.  672,  the  Atomic 
jjntfoy  Commission  has  IsSUed  Amend- 
Sfflt  No.  2  to  Facility  License  No.  R-81. 
-njc  amendment  authorizes  Union  Car- 
bide Corporation  to  conduct  certain  ad- 
dltioDAl  experiments  in  its  pool-type 
nuclear  reactor  located  in  Sterling  For- 
est, New  York.  j 

Dated  at  Germantown.  Md.,  this  8th 
day  of  February  1962. 

POr  the  Atomic  Energy  Commission. 

Robert  H.  Bryan, 
Chief,  Research  and  Power  Re- 
actor Safety  Branch.  Division 
of  Licensing  and  Regulation. 

[TR.  Doc     62-1490;    Filed.    Feb.    IS,    1962; 
8:49  a.m.j 


AGREEMENT  BETWEEN  THE  UNITED 
STATES  ATOMIC  ENERGY  COMMIS- 
SION AND  THE  COMMONWEALTH 
OF  KENTUCKY  FOR  DISCONTINU- 
ANCE OF  CERTAIN  COMMISSION 
REGULATORY  AUTHORITY  AND 
RESPONSIBILITY  WITHIN  THE  COM- 
MONWEALTH I 

Whereas.  The  United  States  Atomic 
Energy  Commission  (hereinafter  re- 
ferred to  as  the  Commission)  is  au- 
tborized  under  section  274  of  the  Atomic 
Energy  Act  of  1954,  as  amended  (here- 
inafter referred  to  as  the  Act) ,  to  enter 
into  agreements  with  the  Governor  of 
any  State  providing  for  discontinuance 
of  the  regulatory  authority  of  the  Com- 
mission within  the  State  under  Chapters 
I.  7,  and  8.  and  section  161  of  the  Act 
with  respect  to  byproduct  materials, 
nurce  materials,  and  special  nuclear 
materials  in  quantities  not  sufficient  to 
fonn  a  critical  mass,  and; 

Whereas.  The  Governor  of  the  Com- 
monwealth of  Kentucky  is  authorized 
mdtf  section  152.115  of  the  Kentucky 
Rerlsed  Statutes  to  '  enter  into  this 
Afreement  with  the  Commission;  and 

Whereas,  The  Governor  of  the  Com- 
monwealth of  Kentucky  certified  on 
January  31,  1962,  that  the  Common- 
walth  of  Kentucky  (hereinafter  re- 
ferred to  as  the  Commonwealth)  has  a 
Propam  for  the   control   of  radiation 


FEDERAL  REGISTER 

hazards  adequate  to  protect  the  public 
health  and  safety  with  respect  to  the 
materials  within  the  Commonwealth 
covered  by  this  Agreement,  and  that 
the  Commonwealth  desires  to  assume 
regulatory  responsibility  for  such  ma- 
terials, and; 

Whereas,  The  Commission  found  on 
February  1,  1962.  that  the  program  of 
the  Commonwealth  for  the  regulation 
of  the  materials  covered  by  this  Agree- 
ment is  (Mjmpatible  with  the  Commis- 
sion's program  for  the  regulation  of 
such  materials  and  is  adequate  to  pro- 
tect the  public  health  and  safety;  and 

Whereas,  The  Commonwealth  recog- 
nizes the  desirability  and  importance 
of  maintaining  continuing  compatibility 
between  its  program  and  the  program 
of  the  Commission  for  the  control  of 
radiation  hazards  in  the  interest  of 
public  health  and  safety;  and 

Whereas,  The  Commission  and  the 
Commonwealth  recognize  the  desirabil- 
ity of  reciprocal  recognition  of  licenses 
and  exemption  from  licensing  of  those 
materials  subject  to  this  Agreement;  and 

Whereas,  This  Agreement  is  entered 
into  and  is  subject  to  the  provisions  of 
the  Atomic  Energy  Act  of  1954,  as 
aimended,  and  the  applicable  regulations 
of  the  Atomic  Energy  (Commission  which 
may  be  issued  from  time  to  time  pur- 
suant thereto; 

Now,  therefore,  it  is  hereby  agreed 
between  the  Commission  and  the  Gov- 
ernor of  the  Commonwealth,  acting  in 
behalf  of  the  Commonwealth,  as  follows: 

Article  I 

Subject  to  the  exceptions  provided  in 
Articles  II,  III,  and  IV,  the  Commission 
shall  discontinue,  as  of  the  effective  date 
of  this  Agreement,  the  regulatory  au- 
thority of  the  Commission  in  the  Com- 
monwealth under  Chapters  6,  7,  and  8, 
and  section  161  of  the  Act  with  respect  to 
the  following  materials: 

A.  Byproduct  materials; 

B.  Source  materials;  and 

C.  Special  nuclear  materials  in  quan- 
tities not  sufficient  to  form  a  critical 
mass. 


Article  II 


This  Agreement  does  not  provide  for 
discontinuance  of  any  authority  and  the 
Commission  shall  retain  authority  and 
responsibility  with  respect  to  regulation 
of: 

A'.  The  construction  and  operation  of 
any  production  or  utilization  facility; 

B.  The  export  from  or  import  into  the 
United  States  of  byproduct,  source,  or 
special  nuclear  material,  or  of  any  pro- 
duction or  utilization  facility; 

C.  The  disposal  into  the  ocean  or  sea 
of  byproduct,  source,  or  special  nuclear 
waste  materials  as  defined  in  regulations 
or  orders  of  the  Commission; 

D.  The  disposal  of  such  other  byprod- 
uct, source,  or  special  nuclear  material 
as  the  Commission  from  time  to  time 
determines  by  regulation  or  order  should, 
because  of  the  hazards  or  potential  haz- 
ards thereof,  not  be  so  disposed  of  with- 
out a  license  from  the  Commission. 

Article  m 

Notwithstanding  this  Agreement,  the 
Commission  may  from  time  to  time  by 
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rule,  regulation,  or  order,  require  that 
the  manufacturer,  processor,  or  pro- 
ducer of  any  equipment,  device,  com- 
modity, or  other  product  containing 
source,  byproduct,  or  special  nuclear 
material  shall  not  transfer  possession  or 
control  of  such  product  except  pursuant 
to  a  license  or  an  exemption  from  licens- 
ing issued  by  the  Commission. 

Article  IV 

This  Agreement  shall  not  affect  the 
authority  of  the  Commission  under  sub- 
section 161  b  or  i  of  the  Act  to  issue 
rules,  regulations,  or  orders  to  protect 
the  common  defense  and  security,  to 
protect  restricted  data  or  to  guard 
against  the  loss  or  diversion  of  special 
nuclear  materlaL 

Article  V 

The  Commonwealth  will  use  its  best 
efforts  to  maintain  continuing  compati- 
bility between  its  program  and  the  pro- 
gram of  the  Commission  for  the  regula- 
tion of  like  materials.  To  this  end  the 
Commonwealth  will  use  its  best  efforts 
to  keep  the  Commission  informed  of  pro- 
posed changes  In  its  rules  and  regula- 
tions, and  licensing,  inspection,  and  en- 
forcement policies  and  criteria,  and  of 
proposed  requirements  for  the  design 
and  distribution  of  products  containing 
source,  byprcxiuct,  or  special  nuclear  ma- 
terial, and  to  obtain  the  comments  and 
assistance  of  the  Commission  thereon. 

Article  VI 

The  Commission  will  use  its  best  ef- 
forts to  keep  the  Commonwealth  in- 
formed of  proposed  changes  in  its  rules 
and  regulations,  and  licenslngr  inspec- 
tion, and  enforcement  policies  and  cri- 
teria and  to  obtain  the  comments  and 
assistance  of  the  Commonwealth 
thereon. 

Article  vn 

The  Conunission  and  the  Common- 
wealth agree  that  it  is  desirable  to  pro- 
vide for  reciprocal  recognition  of  licenses 
for  the  materials  listed  in  Article  I  li- 
censed by  the  other  party  or  by  any 
agreement  State.  Accordingly,  the  Com- 
mission and  the  Commonwealth  agree  to 
use  their  best  efforts  to  develop  amuo- 
priate  rules,  r^ulations,  and  proce<|ures 
by     which     such    recipr(x;ity     will     be 

accorded.  

Article  Vm 

The  Commission,  upon  its  own  initia- 
tive after  reasonable  notice  and  oppor- 
tunity for  hearing  to  the  Commonwealth, 
or  upon  request  of  the  Governor  of  the 
Commonwealth,  may  terminate  or  sus- 
pend this  Agreement  and  reassert  the 
licensing  and  regulatory  authority  vested 
in  it  under  the  Act  if  the  Commission 
finds  that  such  termination  of  suspen- 
sion is  required  to  protect  the  public 
health  and  safety. 

Article  IX 

This  Agreement  shall  become  effective 
on  March  26,  1962,  and  shall  remain  in 
effect  unless,  and  until  such  time  as  it  Is 
terminated  pursuant  to  Article  vm. 

Done  at  Washington,  District  of 
Columbia,  in  dupUcate,  this  eighth  day 
of  February.  1962. 


i 
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For  the  United  States  Atomic  Enerfiry 
Commission. 

Ovam  T.  Seaborc, 

Chairman. 

For  the  Commonwealth  of  Kentucky. 

Bnr  Combs. 

Governor. 

[TR.    Doc.    e2-1499:     Filed.    Feb.    13.     1962; 
8:50  &.in.| 


DEPARTMENT  OF  COMMERCE 

Ollk*  of  »h«  S«cr*tary 

LOUIS  A.  SCHLUETER 

Statement  of  Changes  in  Financial 
Interests 

In  accordance  with  the  requirements 
of  section  710(b)  (6)  of  the  Defense  Pro- 
duction Act  of  1950,  as  amended,  and 
Executive  Order  10047  of  November  28, 
1955,  the  following  changes  have  taken 
place  in  my  financial  interests  as  re- 
ported in  the  PiDERAL  Register  during 
the  past  six  months. 

A.  Deletions:  No  change. 

B.  Additions:  No  change. 

This  statement  is  made  as  of  February 
1,  1962. 

Louis  A.  SCHLUETER. 

February  1,  1962. 

IF.R.    Doc.    62-1485;     Filed,    Feb      13,     1962, 
8:48  am  I 


NOTICES 

10  am  .  est,  in  Room  1027,  Universal 
Building.  Connecticut  and  Florida  Ave- 
nues NW..  Washington,  DC,  before  the 
Board. 

Dated  at  Wa.shington.  DC  .  February 
9, 1962. 


JAMES  P.  WHITLOCK 

Statement  of  Changes  in  Financial 
Interests 

In  accordance  with  the  requirements 
of  section  710(b)  (6)  of  the  Defense  Pro- 
duction Act  of  1950,  as  amended,  and 
^  Executive  Order  10647  of  November  28. 
1955,  the  following  changes  have  taken 
place  In  my  financial  interests  as  re- 
ported in  the  Federal  Register  during 
the  past  six  months. 

A.  Deletions :  No  change. 

B.  Additions:  No  change. 

This  statement  is  made  as  of  January 
30, 1962. 

James  P.  Whitlock. 

January  30, 1962. 

[F.R.    Doc.    62-1486;    Filed.    Feb.    13,    1962; 
848  am  ] 


CIVIL  AERONAUTICS  BOARD 

[Docket  11238  et  al  ] 

SHULMAN,  INC.,  ET  AL.,  INTERNA- 
TIONAL AIRFREIGHT  FORWARDER 
INVESTIGATION 

Notice  of  Oral  Argument 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Federal  Aviation  Act 
of  1956,  as  amended,  that  oral  argument 
In  the  above-entitled  proceeding  is  as- 
signed to  be  heard  on  March  7,  1962  at 


fSEALl 


Fbancis  W.  Brown. 
Chief  Examiner. 


|FR      Due      62    15()0.     Filed.     Feb      13.     1962; 
8  50  a  m  I 


(Dtx:ket  133371 

NEVADA   AIRMOTIVE    CORP.   AND 
TRANS  WORLD  AIRLINES,   INC. 

Order  Denying  Motion  and  Granting 
Tentative   Approval 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington,  DC. 
on  the  8th  day  of  February  1962. 

In  the  matter  of  the  purchase  by  Ne- 
vada Airmotive  Corp.  from  Tran.s  World 
Airlines.  Inc  of  certain  aircraft,  and 
motion  to  withhold  certain  information 
from  public  disclosure. 

By  application  filed  January  17.  1962. 
Nev'ada  Airmotive  Corporation  (Nevada" 
and  Trans  World  Airlines.  Inc.  (TWAi 
jointly  requested  the  Board  to  rule  that 
section  408  of  the  Federal  Aviation  Act 
of  1958  I  the  Act)  is  not  applicable  to 
the  purchase  of  25  Lockheed  L-049  air- 
craft and  related  engines,  parts,  tools 
and  fixtures  by  Nevada  from  TWA  at  a 
cost  of  $700,000,  or  to  exempt  the  parties 
from  the  provisions  of  the  Act  to  the 
extent  necessary  to  permit  consumma- 
tion of  the  tran.saction,  or  to  approve 
the  transaction  pursuant  to  the  provi- 
sions of  section  408  of  the  Act.  The 
parties  field  concurrently  a  motion  to 
withhold  from  public  disclosure  the  in- 
formation contained  in  tlie  purchase 
contract. 

In  .support  of  the  merits  of  the  appli- 
cation, the  parties  state  that  Nevada  i.s 
engaged  in  the  purchase,  sale  and  leas- 
ing of  surplus  aircraft,  that  the  aircraft 
have  been  retired  by  TWA  in  connection 
with  its  Jet  re-equipment  program,  and 
that  the  importance  to  TWA  of  disposing 
of  the  aircraft  and  the  public  interest 
to  be  served  thereby  are  self  evident. 

The  Board,  upon  consideration  of  the 
application,  find.s  that  the  25  I.ockhoed 
1^049  aircraft  to  be  purchased  J;>'  Ne- 
vada constitute  a  suhstartial  portion  of 
the  properties  of  TWA  within  tlie  mran- 
inpr  of  section  408  of  the  Act,  Accnrd- 
inqly,  the  Board  will  not  rrant  the  re- 
quested di.sclnimer  of  jtiri.sdiction,  nor 
is  an  exemption  appropriate  since  Ne- 
vada, against  whom  the  prohibition  in 
section  408  runs  in  this  transaction,  is 
not  an  air  carrier  and  hence  may  not 
be  exempted  pursuant  to  section  416  of 
the  Act.  However,  the  Board  has  con- 
cluded tentativelv  that  the  purchase  of 
the  aircraft  by  Nevada  from  T\^'A  does 
not  affect  the  control  of  an  air  carrier 
directly  engaged  In  the  operation  of 
aircraft  in  air  transportation,  does  not 
result  In  creating  a  monopoly  and  does 
not  tend  to  restrain  competition.  Fur- 
thermore, the  Board  notes  that  no  per- 


son disclosing  a  .substantial  'intcmt  k 
currently  requesting  a  hearii^  .f 
though  the  25  aircraft  presently  («« 
stitute  a  substantial  portion  of  T^t- 
aircraft  fleet,  they  are  being  replaced  bt 
modem  Jet  aircraft  with  increaeed  ca. 
pacity  and  speed.  It  would  therefon 
appear  that  approval  of  the  tranaactJou 
would  not  be  inconsistent  with  thepuUk 
interest. 

In  view  of  the  foregoing,  the  Board 
tentatively  finds  that  the  transactJot 
should  be  approved  and  intends  to  an. 
prove  it  without  hearing  under  the  pn>. 
visions  of  section  408^b)  of  tbe  Act 
In  accordance  therewith,  this  onfar 
constituting  notice  of  such  intentloDvyi 
be  published  in  the  Fxoiral  Tlioiim 
and  interested  persons  will  be  alTonled 
an  opportunity  to  comment  on  tkt 
Board's  tentative  decision. 

In  support  of  the  motion,  the  paitia 

state  that  *  1 )    their  interests  would  be 

adversely    affected    by    advance  jHUtt 

disclosure  of  the  agreement.  (2)  qbH 

such  time  as  the  Board  acts  the  partla 

will  remain  uncertain  as  to  the  alatv 

of  their  contractual  relationship,  (3)  h 

the   interim   competitors  of  TWA  aal 

Nevada  may  be  advantaged  by  diadoni«, 

i4i    the  contract  is  of  sole  coneen  to 

them,  and  (5)  advance  disclosure  it  ait 

required  in  the  interest  of  the  pubUc 

Upon  careful  consideration  of  thii 
matter,  the  Board  has  decided  to  deny 
the  motion.'  It  seems  clear  that  the 
position  of  the  parties  essentially  con- 
cerns disclosure  of  the  information  dur- 
ing the  period  between  the  filing  of  the 
application  and  the  time  of  action  bi 
the  Board,  and  not  after  the  iseuanee 
of  a  decision.  Even  if  this  were  not  the 
case,  it  appears  that  disclosure  may  wdl 
be  in  tlie  public  interest,  and  certainly 
the  paities  have  not  made  a  contrarj 
showing. 

Therefore,  it  is  ordered: 

1.  That  the  motion  to  withhold  the 
contract  between  Nevada  and  TWA  fnm 
public  disclosure  be  and  it  herebf  Is 
denied: 

2.  That  the  order  be  published  in  the 
Federal  Register. 

3.  That  the  Attorney  General  of  tiie 
United  States  be  furnished  a  copy  d 
this  order  within  one  day  of  its  pubUok 
tion;  and 

4  Tliat  interested  persons  are  alfonM 
a  period  of  15  days  within  which  tolBe 
comments  or  request  a  hearing  wtth 
respect  to  the  Board's  proposed  aetko 
on  the  application  in  Docket  13837.' 

By  the  Civil  Aeronautics  Boiud: 

I '  EAL I  Harold  R.  Sandeisow, 

Secretan- 

[FR     I>)''     62   1501;     Filed,    Feb.    IS.  Wtt 
8:51   a.m  I 


'  The  agreement  of  sale,  which  la  the  nh- 
Jcct  of  the  motion.  Inter  alia,  Identlfla  tb» 
alrcnift,  describes  the  nature  of  tJi»  P«* 
and  equlpnrient  being  sold,  BptciSm  ttj 
mcrh.-tnlcal  condition  of  th«  aircraft,  «M 
sets  fiirth  the  financial  term«  and  ott« 
refiF^onslbllltles  of  the  partlea. 

•  Such  comment*  shall  In  all  i—inetlW^ 
form  to  the  requlremenU  of  tb«  ■"■*■• 
rules  of  practice  for  the  filing  of  AocoBtaM. 


Wednesday,  February  14,  1962 

"    (Docket  1324B1 

tiAMFF  AIRWAYS,  INCORPORATED 
AND  PAN  AMERICAN  WORLD  AIR- 
WAYS, INC.  j 
Wtrchange;  Notice  of  Prehearing 
Conference 

In  the  matter  of  the  application  of 
Rrtnifl  Airways.  Incorporated  and  Pan 
ZaaicBn  World  Airways.  Inc..  for  ap- 
^val  of  an  equipment  interchange 
lease  agreement. 

Notice  is  hereby  given  that  a  prehear- 
ini  conference  in  the  above-entiUed 
^ttcr  is  assigned  to  be  held  on  Peb- 
nuny  20  1962,  at  10  a.m.  (eastern  stand- 
Irf  time)  in  Room  911,  Universal  Btilld- 
ing  Connecticut  and  Florida  Avenues 
U^..  Washington,  D.C.,  before  Examiner 
William  J.  Madden.         | 

Dated  at  Washington.  DC,  February 
9, 1M2. 

[sJALl  Francis  W.  Brown. 

Chief  Examiner. 

ITR    DoC'    62-1502;    Filed,    Peb.    13.    1962; 
'  8:51  a.m.| 

i 
CnU  SERVICE  COMMISSION 

POSITIONS  FOR  WHICH  THERE  IS  DE- 
TERMINED TO  BE  A  MANPOWER 
SHORTAGE  | 

Notice  of  Listing 

Under  the  provisions  of  Public  Law  86- 
SI7,  the  Civil  Service  Commission  has 
determined  that  there  is  a  manpower 
shortage  for  the  following: 

1.  Positions  in  the  following  Series 
under  the  Classification  Act  of  1949,  as 
amended,  or  comparable  positions  not 
subject  to  the  Classification  Act : 

06-1330-0  Patent  Administration 

08-1232-0  Patent  Attorney 

C&-1233-0  Patent  Classifying 

08-1225-0  Patent    Interference    Examining 

Geographic  coverage.    Nationwide. 
Effective  date.    Januai-y  4,  1962, 

2.  The  position  of  Program  Coordi- 
nator (Aircraft  Depot  Maintenance), 
08-1101-15,  Headquarters  UJ5.  Army 
Transportation  Aeronautical  Depot 
Maintenance  Center.  Corpus  Christi, 
Texas. 

Effective  date.     October  26.  1961. 

T^vel  and  transportation  expenses 
may  be  paid  for  appointees  to  their  first 
duty  station  for  the  positions  as  listed 
above.  Any  such  payments  as  a  result 
of  these  determinations  must  be  made 
in  accordance  with  travel  regulations  Is- 
lued  by  the  Bureau  of  the  Budget. 

United  Statis  Civil  Serv- 
ice  COBIMISSION, 
tsiAL]       Mary  V.  Wenzel. 

Executive  Assistant  to 
the  Commissioners. 

\fS..  Doc.    62-1453:    Piled,    Peb.    13,    1962; 
8:45  a.m.] 


FEDER^  REGISTER 

FEDBUL  COMMUNICATIONS 
COMMISSION 

[Docket  No.  14482;  FCC  62M-182] 

ASHEBORO  BROADCASTING  CO. 
(WGWR) 

Order  Following  Prehearing 
Conference 

In  re  application  of  Asheboro  Broad- 
casting Company  (WGWR).  Asheboro. 
North  Carolina,  Docket  No.  14482,  File 
No.  BP-I4051;  for  construction  permit. 

A  prehearing  conference  in  the  above- 
entiUed  matter  having  been  held  on 
February  6.  1962,  and  it  appearing  that 
certain  agreements  were  reached  therein 
which  properly  should  be  formalized  in 
an  order; 

Accordingly,  it  is  ordered.  This  6th 
day  of  February  1962,  as  follows:      » 

(1)  Copies  of  all  proposed  exhibits  of 
the  applicant  shall  be  supplied  to  coun- 
sel for  the  Broadcast  Bureau  and  the 
Hearing  Examiner  by  February  26. 1962 ; 

(2)  Notification  as  to  those  witnesses 
required  to  be  present  at  the  hearing  on 
March  14.  1962  for  cross-examination 
by  Bureau  Counsel  shall  be  given  by 
March  9, 1962 ;  and 

(3)  The  hearing  heretofore  scheduled 
to  commence  March  6.  1962,  is  continued 
to  March  14.  1962.  at  10:00  a.m.,  at  the 
offices  of  the  Commission  in  Washing- 
ton, D.C. 

Released:  February  8. 1962. 


[seal! 


Federal  Combtonications 

Commission, 
Ben  F.  Waple, 

Acting  Secretary. 


(P.B.    Doc.    62-1505;     Filed,    Feb.    13,    1962; 
8:51  a.m.] 


[Docket No.  14393;  FCC62M-1861 

W.  E.  BAYSDEN 
Order  Continuing  Hearing 

In  re  application  of  W.  E.  Baysden. 
Jacksonville.  North  Carolina.  Docket  No. 
14393,  File  No.  BP-12300;  for  construc- 
tion permit. 

Pursuant  to  agreement  reached  by 
counsel  for  all  the  parties  at  the  further 
prehearing  conference  held  on  January 
26,  1962, 

It  is  ordered.  This  7th  day  of  February 
1962,  that  the  hearing  in  this  proceeding. 
which  was  scheduled  for  commencement 
on  February  5,  1962,  is  continued  to 
10:00  a.m.,  February  26,  1962. 

Released:  February  8,  1962. 

Federal  Commttnications 
cobimission, 
[seal]        Ben  F.  Waple, 

Acting  Secretary. 

[PH.    Doc.    82-1506;    Piled,    Peb.    13,    1962; 
8:51  a.m.] 
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[Docket  Mo.  14506] 

BRANDON  TIRE  &  BATTERY  CO. 
OrdSI'  to  Shew  Cawse 

In  the  matter  of  T.  E.  Brandon,  d/b  as 
Brandon  Tire  li  Battery  Co..  Chickasaw. 
Alabama.  Docket  No.  14506,  order  to  show 
cause  why  there  should  not  be  revoked 
the  license  for  Business  Radio  Station 
KIR-938. 

The  Commission,  by  the  Chief.  Safety 
and  Special  Radio  Services  Bureau,  un- 
der delegated  authority,  having  under 
consideration  the  matter  of  certain  al- 
leged violations  of  the  Commlsaion's 
rules  in  connection  with  the  operation  of 
Business  radio  station  KIR-938; 

It  appearing,  that,  pursuant  to  §  1.76 
of  tlie  Commission's  rules,  written  notice 
of  violation  of  the  Commission's  rules 
was  served  upon  the  above-named  li- 
censee as  follows: 

Official  Notice  of  Violation  mailed  on 
June  19,  1961.  alleging  that  on  M&j  24, 
1961,  Business  Radio  Station  KIR-938 
was  observed  in  violation  of  the  Commis- 
sion's rules,  viz: 

Section  11.160(a) — No  reccntl  of  tranamlt- 
ter  measurements  made  within  tbe  last  year; 

Section  11.52(a) — Station  was  not  being 
Identified  after  each  transmission  or  once 
each  15  minutes; 

Section  11.702 — No  provision  made  for  re- 
ceipt of  CONELBAD  alerts; 

Section  11.156(b) — The  current  station  li- 
cense not  posted  at  the  principal  centred 
point  of  the  station; 

Section  11.156 (a) — Executed  transmitter 
Identification  card  (POC  Pram  453-0)  was 
not  affixed  to  each  mobUe  transmitter; 

Section  11.160(c) — ^Names  of  radio  oper- 
ators with  the  period  of  their  duty  each 
day  was  not  included  In  station  records; 

Non-compliance  toith  the  term$  of  the 
station  license — ^Base  transmitter  was  au- 
thorized at  11  North  a-oad  Street,  MobUe, 
Alabama;  It  had  ben  Installed  at  307  North 
Craft  Highway,  Chickasaw,  Alabama. 

It  further  appearing,  that,  the  above- 
named  licensee  received  the  Official  No- 
tice of  Violation,  but  did  not  make  satis- 
factory reply  thereto;  whereupon  the 
Commission  by  letter  of  October  19, 1961, 
and  sent  by  Certified  Mail — ^return  re- 
ceipt requested  (Certified  No.  814847) 
again  brought  this  matter  to  the  atten- 
tion of  the  licensee  and  requested  that 
such  licensee  respond  to  the  Commis- 
sion's letter  within  fifteen  days  from  the 
date  of  its  receipt,  stating  the  meastu'es 
which  had  been  taken  or  were  being 
taken  in  order  to  bring  the  operation  <A 
the  radio  station  into  cmnpliance  with 
the  Commission's  rules,  and  warning  the 
licensee  that  failure  to  respond  to  such 
letter  might  result  in  the  institution  ot 
proceedings  for  the  revocation  ot  the 
station  license;  and 

It  further  appearing,  that,  receipt  of 
the  Commission's  letter  was  acknowl- 
edged by  the  signature  of  the  licensee 
on  Octot>er  20,  1961,  to  a  Post  Office  De- 
partment return  receipt  card;  and 

It  further  am>earing,  that,  in  view  of 
the  foregoing,  the  licensee  has  repeatedly 
violated  §  1.76  of  the  Commission's  rules; 
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It  i$  ordered.  This  8th  day  of  February 
1M2,  pursuant  to  section  312(a)  <4i  of 
the  Communications  Act  of  1934.  as 
amended,  and  section  0.291(b)  (8)  of  the 
Commlsslixi's  Statement  of  Delegations 
of  Authority,  that  the  said  licensee  show 
cause  why  the  license  for  the  above- 
captioned  radio  station  should  not  be 
revoked,  and  appear  and  give  evidence 
in  reepect  thereto  at  a  hearing  to  be  held 
at  a  time  and  place  to  be  specified  by 
subeequent  order;  and 

It  is  further  ordered.  That  the  ActinR 
Secretary  send  a  copy  of  this  Order  by 
Certified  Mall,  return  receipt  requested. 
to  the  said  licensee  at  306  North  Craft 
Hlgrhway,  Chickasaw.  Alabama. 

Released:  February  9.  1962. 

federal  communic'tions 
Commission, 
[sBALl         Ben  F.  Waple. 

Acting  Sccrctcru 

[PR.    Doc     62-1507:     Filed     Feb      IV     ia6_>. 
8.51    am  I 


[Docket  No6.  14085.  14290;  FCC  62   143  | 

COMMUNITY  SERVICE  BROAD- 
CASTERS, INC.,   ET  AL. 

Memorandum  Opinion  and  Order 
Amending   Issues 

In  re  applications  of  Community  Serv- 
ice Broadcasters,  Incorporated.  Ypsilanti. 
Michigan.  Docket  No.  14085,  File  No.  BP- 
13846;  Geneco  Broadcasting.  Inc  .  Ma- 
rlon-Jonesboro,  Indiana,  et  al  .  Docket 
No.  14290.  File  No.  BP-13975:  for  con- 
struction permits. 

1.  The  Commission  has  before  it  for 
consideration  <  1 )  a  petition  to  enlaree 
issues  filed  November  8.  1961,  by  Radio 
One  Five  Hundred.  Inc  ,  Indianapolis. 
Indiana  (Docket  No.  14288)  :  «2>  an  op- 
position filed  November  22.  1961.  by  Gen- 
eco Broadcasting,  Inc.,  Marion- Jones- 
boro.  Indiana  (Docket  No.  14290*  ;  and 
(3)  a  reply  to  Opposition  filed  Decem- 
ber 4.  1961.  by  Radio  One  Five  Hundred, 
Inc.  The  Broadcast  Bureau  filed  no 
pleading. 

2.  Radio  One  Five  Hundred,  Inc  ,  .seeks 
enlargement  of  issues  to  inquire  into 
whether  Geneco  is  financially  qualified 
to  construct  and  operate  the  proposed 
station,  and  whether  the  Geneco  direc- 
tional antenna  would  be  sufficiently 
stable  to  operate  within  the  proposed 
maxlmimi  expected  operatmg  values 
(MEOV)  or  achieve  the  minimum  radi- 
ation levels  required  by  S  3.189  of  the 
rules.  Petitioner  contends  that  Geneco  s 
finances  are  inadequate  by  a  minimum 
of  $34,425  of  which  $30,000  is  allegedly 
needed  for  legal  and  engineering  ex- 
penses to  be  Incurred  in  completing  and 
licensing  the  directional  array.  Com- 
paring Genecos  proposal  with  the  pres- 
ent eight  element  directional  array  of 
Station  WJBK.  Detroit,  Michigan, 
which  encoimtered  adjustment  problems, 
petitioner  argues  that  Genecos  nine  ele- 
ment array  would  also  Involve  adjust- 
ment problems;  that  it  is  more  critical; 
and  that  Geneco  has  not  proposed  special 
equipment  and  techniques  to  be  used  for 


NOTICES 

the  adjustment  of  tlie  array  or  submitted 
data  on  the  suitability  of  the  proposed 
site. 

3    It  IS  found  that  the  petitioners  alle- 
Ration  of  unstable  operation  of  Genecos 
proposed   nine   element   directional   an- 
tenna is  based  on  the  opinion  of  its  con- 
sulting engineer  that  a  large  number  of 
towers  used   in   the  array   would  result 
in  unstable  operation      The  petitioner's 
affidavit's  are  couched  in  phrases  which 
are  conjectural  and  do  not  factually  show 
the  basis  for  its  many  allegations  of  pos- 
sible instability  in  the  operation  of  the 
proposed  directional  array.     Donald  W. 
Huff.    18    RR  355.    3612    '1959':    Hirsch 
Broadcasting  Co  .  19  RR  544.  545  •1959'. 
Tor  instance,   it   alleges   that   if  certain 
variations  should  occu-  in  the  operating 
parameters,  the  radiation  in  certain  di- 
rections would  exceed  the  maximum  ex- 
pected operating  values,  but  it  does  not 
indicate  the  direction  or  the  combination 
of  the  variations  of  parameters  nor  sub- 
mit any  computations  supporting  such 
alleKations.    5  1  141'C'  of  the  rules  states 
that  motions  to  enlarge  the  issues,  oppo- 
sition.s  thereto,  and  replies  to  oppositions 
shall  contain  specific  allegations  of  fact 
sufficient  to  support  the  action  requested, 
and  that  such  alleviations  of  fact,  except 
for  those  of  which  official  notice  may  be 
taken,  sliall  be   supported  by  affidavits 
of  a  person,  or  per.sons.  having  personal 
knowledge  thereof     The  affidavits  should 
contain     factual    engineering    showings 
rather  than  bare  opinions  as  to  the  ■"un- 
reasonableness" of  tlio  pro;;osal.   '  Alkima 
Broadcasting      Coir.nany       Uockfl      No 
12414,  FCC  61-146J'.     In  any  event,  the 
applicant,  if  granted  a  construction  per- 
mit, must  const!  uci  it.^  station  m  accord- 
ance with  the  terms  of  the  construction 
permit,    and    any    deviation    therefrom 
would  be  cijusukri'd  with  the  application 
for  licen.se  to  cover  construction  permit. 
Kansas    Broadcasters.    Inc  .    18    RR   607 
'1959'.     Thus,  we  will  deny  the  request 
for  enlargement  of  issues  to  inquire  into 
the  Geneco  directional  antenna  proposal 
4    The  Commission  has  con-sulertHl  pe- 
titioner's reque-t  that  a   linancial   issue 
be   added   relative    to   Geneco   and   also 
the  aruuments  for  and  against  this  re- 
quest advanc(-d  by  the  parties      We  are 
onvinced  that  the  financial  issi;o  rela- 
tive to  Geneco  should  be  added      It  is 
noted  that  Geneco  estimates  its  cost  of 
constructi-n  at  S.'6.7C0  and   its  cost  of 
operation  for  the  first  three  months  at 
.?  13.500.     Alter  toivsideration  is  j-'iven  to 
the  deferred  paynient  a«reiment  in  the 
amount  of  $34  275.  we  find  that  Geneco 
will  require  ca.sh  in  the  amount  of  S35.- 
925  to  construct  its  station  and  oix>rale 
It  for  at  least  three  months  without  the 
benefit  of  revenue      Geneco  has  shown 
that    it    has    only    $31,500    in    available 
funds.    This  does  not  meet  the  require- 
ments of  our  established  policy  and  thus 
the  i.ssue  will  be  added 

Accordingly,  it  is  ordered.  This  6th  day 
of  February,  1962,  that  the  petition  to 
enlarge  the  i.ssues,  filed  November  8,  1961. 
by  Radio  One  Five  Hundred.  Inc.  is 
tjrantcd  to  the  extent  Indicated  herein 
and  in  all  other  respects,  is  denied; 


It  is  further  ordered.  That 
Issue  9  Is  amended  by  adding  ' 
Broadcasting,  Inc.  (BP-13975)," 

Released:  Febiiiary  9.  1962, 


I  SEAL] 


Federal  CoMMxnncATian 

commissiow, 
Ben  F.  Waple, 

Acting  Secretary. 


n     D- c     62   1508;     Filed,    Feb.    la    i|«. 

8  51   a  m  1  ■   ^ 


iDiK-kft   Nn     14166  etc;   FCC  «3-ia|| 

EASTERN  BROADCASTING  SYSTIM. 
INC.,  ET  AL. 

Memorandum  Opinion  and  Oi^ 
Amending   Issues 

In  re  applications  of  Elastern  BroiA. 
c  'siinu  System,  Inc  ,  Brookfleld,  Cbo- 
neciicut.  et  al  ,  Docket  No,  141N,  tfk 
No  BP- 13017,  etc.:  for  coutnietlci 
pt  imiUs 

1  The  Commission  has  before  it  fv 
CDnsuleration  a  petition  by  EMtan 
BiuadcastinK'  System,  Inc..  to  enltiii 
is.sues.  filed  November  7,  1961,  togettMr 
with  pleading's  proijerly  filed  in  reipQOK 
thereto. 

2.  Petitioner,  the  Eastern  BitMdout* 
in«  System,  Inc  ,  one  of  several  a(ipll. 
rants  in  the  above -caption  proeeedlni, 
requests  enlar^^ement  of  the  Israel  M 
to  the  mutually-exclusive  application  c( 
Fan  field  Broadcasting  Company,  vfaleh 
proix>ses  a  new  Class  II  station  at  Eaatai, 
Connecticut.  940  kc,  5  kw,  DA.  D.  (Dockat 
No  14171'.  The  Commission  ha«  PR. 
viou  ly  refused  to  enlarpe  the  Ittun  m 
to  Fairfield.'  but  petitioner  alleging neily 
di.scovered  evidence,  requests  enlain* 
mont  of  the  i&'^ues. 

3  Petitioner  has  submitted  the  tna- 
cript  of  a  hearing  before  a  local  Zontm 
Board  in  which  Fairfield  sought  a  spedil 
exception  to  authorize  the  constnietta 
and  maintenance  of  radio  broadctstiBi 
towers  and  transmission  equlinaL 
Emphasis  is  placed  by  petitioner  on  «• 
tain  representations  counsel  for  PWr- 
field  made  before  the  Zoning  Boird 
which  are  in  conflict  with  Falrfldd'l 
application  pending  before  the  CaoaaMr 
sion.  The  representations  fall  Into  tM 
classes:  First,  that  Fairfield  BroadCMt- 
iny's  proposal  was  primarily  intended  ll 
serve  the  town  of  Fairfield.  Connectkoi: 
and  second,  that  the  main  studio  would 
not  be  located  at  the  transmitter  Mtt 
Fairfield  responds  that  its  local  oouiad 
before  the  Zoning  Board  was  a  laM- 
minute  substitute  who,  because  of  tte 
shortness  of  time  for  preparation.  Wll 
not  able  to  familiarize  himself  with  tkl 
application  pending  before  the  Comnl^ 
sion:  and  that  his  representation!  w«i 
based  on  misconceptions  regarding  F»lr- 
field's  proposal.  However,  petitioner  «• 
plies  that  the  representations  went  ll 
the  substance  of  the  questions  before  the 
Zoning  Board,  and  that  FairfleWi^toj 
cipals  were  present  at  the  Zoning  Boirt 
and  did  not  correct  the  attorney's  «■• 


'Eastern    Broadcasting    System,   In*-.  «•• 
leased  December  18.  1961   (FCC  81-148I). 


;  February  14,  1962 

_^.^^_,_.  The  Broadcast  Bureau  sup- 
3^SSoner'8  request,  but  proposes 
^*^'p>irMliig  of  the  Issues. 
^'^^SSmer'B  request  for  enlargement 
-*  tfUiSesls  fUed  subsequent  to  the 
iS  ceSfled  in  47  CFR  1.141.  How- 
P'r^tti  cause  has  been  shown  for  the 
S'Sai  in  that  the  transcript  of  the 
S*H«before  the  Zoning  authorities 
^Mt  become  available  until  seventeen 
E.  hrfore  the  petition  was  filed. 

t  f^fldd  does  not  challenge  the 
■ihji?^  ^^^  *  substantial  variance 
■JStJ^een  the  representations  made 
Sfte  commission,  and  those  made  to 
^  ZflOtng  Board.  Unsupported  by  affl- 
L«Mi.  It  declares  that  its  attorney  was 
•rJjLpjetdy  familiar  with  the  appU- 
Ztum  pending  before  the  Conunission. 
■Mif  this  pleading  complied  with  the 
•Silinents  of  47  CFR  1.141(c)  which 
^^  that  sllegations  of  facts  "shall  be 
by  affidavits  of  a  person  or 
having  Bersonal  knowledge 
,«  ,  it  would  not  completely  explain 
^T»rt»nce.  The  transcript  of  the 
^L«w^  reveals  that  the  attorney  made 
tte  mnesenUUon  hi  his  openhig  state- 
riit,  ftnd  that  Fairfield's  principals 
am  present  when  the  representations 
,M  Blade.  The  transcript  also  reveals 
tbit  PWrfleld's  attorney  later  in  the 
iHsrlDg  made  a  closing  statement  but 
(iHt  be  did  not,  then,  correct  the  erro- 
iMoai  representations.  These  conflicts 
^  |)cgt  be  resolved  following  an  evi- 
anttsnr  hearing. 

ieeordinglv.  it  is  ordered.  That  a  pe- 
^m^  by  Eastern  Broadcasting,  Inc.,  to 
atege  issues,  filed  November  7.  1961. 
k granted  to  the  extent  indicated  herein; 

lod 

It  is  further  ordered,  That  on  the 
Ogninlsslon's  own  motion,  the  designa- 
tton  Order  corrected  on  June  28.  1961 
(POC  61-791)  -is  hereby  amended  by 
Team^aerixig  Issue  11  as  Issue  15.  and  by 
the  addition  of  the  following  issues: 

11.  To  determine  whether  the  pro- 
psMl  made  by  Fairfield  Broadcasthig 
Ognpsny  to  establish  a  station  in 
iHlaB  was  made  to  the  Conunission  in 
leodtsith. 

U.  To  determine  whether  Fairfield 
BfttdCMtlng  Company  has  mlsrepre- 
■Bted  its  proposal  for  the  location  of 
KiBitn  studio  to  the  Commission  or  to 
■7  other  official  governmental  agency, 
body  or  representative. 

IS.  To  determine  whether  the  Palr- 
Md  Broadcasting  Company  has  mis- 
npmented  to  the  Commission  or  to  any 
ether  governmental  agency,  body  or 
nvresentative  the  town  which  the  sta- 
tlBD  it  proposes  is  primarily  designed  to 


11  To  determine,  in  the  light  of  the 
Imolng,  whether  Fairfield  Broadcast- 
iBf  Qmpany  has  the  character  quali- 
iMttons  to  be  entrvisted  with  an  author- 
iBtion  for  a  broadcast  facility. 

Adopted:  February  6, 1962. 

RdeMed:  February  9, 1962. 

Federal  ComnmicATiONs 
Commission, 
leiAL]        Ben  P.  Waple. 

Acting  Secretary. 

l»A.  Doc.   (0-1508;    Filed.    Peb,    13.    1962; 
8:61a.m.] 


N. 
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I  Docket  No*.  14510-14521;  POC  63-160] 

K  A  H  TELEVISION  STATION 
(KFUR-TV)  ET  AL. 

Ord«r  0««ignating  Applications  for 
Consolidated  Hearing  on  Stated 
Issues 

In  re  applications  of  Raymond  F. 
Hayes  and  Bd^lford  Kay.  d/b  as  K  &  H 
Television  Station  (KFUR^TV),  Santa 
Fe,  New  Mexico,  Docket  No.  14519,  File 
No.  BMPCT-5601.  for  modification  of 
construction  permit;  Thunderbird  En- 
tertainment Enterprises,  Incorporated, 
Santa  Fe.  New  Mexico,  Docket  No.  14520. 
File  No.  BPCT-2898,  and  New  Mexico 
Broadcasting  Company.  Inc..  Santa  Fe, 
New  Mexico.  Docket  No.  14521,  File  No. 
BE»CT-2927;  for  construction  permits 
for  new  television  broadcast  stations. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  oflBces  in 
Washington.  D.C.,  on  the  6th  day  of 
February  1962; 

The  Commission  having  imder  con- 
sideration the  above-captioned  applica- 
tions: that  of  K  &  H  Television  Station 
requesting  a  modification  of  construc- 
tion permit  for  Station  KFUR^TV  to 
specif  Channel  2  in  lieu  of  Channel  11, 
and  those  of  Thunderbird  Entertain- 
ment Enterprises,  Incorporated  and  New 
Mexico  Broadcasting  Co.,  inc.,  each  re- 
questing a  construction  permit  for  a  new 
television  broadcast  station  to  operate 
on  Chaimel  2.  Santa  Fe.  New  Mexico; 
and 

It  appearing  that  the  applications  of 
Raymond  F.  Hayes  and  Milford  Kay,  d/b 
as  K  ft  H  Television  Station.  Thunder- 
bird Entertainment  Enterprises,  In- 
corporated, and  New  Mexico  Broadcast- 
ing Co..  Inc.,  are  mutually  exclusive  in 
that  operation  by  the  applicants  as  pro- 
posed would  result  in  mutually  destruc- 
tive interference;  and 

It  further  appearing  that  the  follow- 
ing matters  are  to  be  considered  in  con- 
nection with  the  Issues  specified  below: 

(a)  The  proposal  of  Thunderbird  En- 
tertainment Enterprises,  Incorporated 
(BPCT-2898) . 

Based  on  informahon  contained  in  the 
application,  it  appears  that  cash  in  the 
approximate  amount  of  $306,872  will  be 
required  for  the  construction  and  initial 
operation  of  the  proposed  station.  The 
applicant  has  failed  to  make  the  financial 
showing  required  since  the  stock  sub- 
scriptions in  Exhibit  4  of  the  application 
have  not  been  supported  by  balance 
sheets  of  the  subscribers  as  required  by 
paragraph  4,  section  in  of  the  applica- 
tion form  and  the  information  submitted 
is  insufflci^it.  Accordingly,  it  cannot  be 
determined  that  Thunderbird  Entertain- 
ment Enterprises,  Incorporated,  is  finan- 
cially qualified. 

(b)  The  proposal  of  New  Mexico 
Broadcasting    Co.,    Inc.    (BPCT-2927). 

1.  The  applicant  is  licensee  of  Televi- 
sion Broadcast  Station  KGGM-TV, 
Channel  13,  Albuquerque.  New  Mexico. 
In  the  event  the  present  appUcation  were 
to  be  granted,  it  appears  that  substantial 
overlap  would  result.  Under  such  cir- 
cumstances, it  appears  appropriate  to 
c(»sider  the  size,  extent  and  location  of 
the  areas  served  and  to  be  served;  the 
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extent  of  the  overlap  involved:  the  num- 
ber of  persons  served;  the  number  of  per- 
sons residing  within  the  overlap  area; 
the  extent  of  other  competitive  aervtee  ; 
to  the  areas  in  question;  the  extent  to 
which  the  stations  will  rely  on  the  same 
revenue  and  program  sources;  the  nature 
of  the  programming  that  Uie  stations 
will  present,  with  particular  ref^ience  to 
the  particular  need  of  the  communities 
they  are  designed  to  serve;  the  advertis- 
ing practices  of  the  stations;  the  source 
of  program  material  and  talent  for  each 
station;  and  such  other  factors  as  will 
tend  to  demonstrate  that  the  overlap 
involved  will  not  be  in  contravention  of 
§  3.636(a)  (1)  of  the  Commission's  rules. 

2.  The  applicant  proposes  to  operate 
the  proposed  station  as  a  satellite  of 
Station  KGGM-TV,  with  the  exception 
of  one  daily  15  minute  news  program 
directed  to  Santa  Fe.  In  these  circum- 
stances, it  appears  appropriate  to  con- 
sider whether  the  type  and  character  of 
the  program  service  proposed  will  meet 
the  needs  of  Santa  Fe. 

It  further  appearing  that  the  Commis- 
sion is  of  the  view  that  the  above  question 
raised  with  respect  to  the  proposed  pro- 
gramming of  New  Mexico  BroadcastinK 
Co.,  Inc.,  should  be  explored  within  the 
framework  of  comparative  issue  "3(e)" 
as  specified  herein,  rather  than  as  a 
separate  issue;  and 

It  further  appearhig  that  on  August  7. 
1961,  New  Mexico  Broadcasting  Co..  Ihc.. 
filed  a  "Statement  of  Interest"  regard- 
ing the  Thimderbird  Entertainmoat 
Enterprises.  Incorporated  s4>pUeatlon; 
that  such  allegations  of  fact  as  are  made* 
are  not  supported  by  affidavit  of  a  per- 
son or  persons  with  personal  knowledge 
thereof  as  required  by  section  309(d)  (1) 
of  the  Communications  Act  of  1934,  as 
amended,  and  that  such  allegations  as 
have  been  made  have  been  considered  by 
the  Commission  but  do  not  provide  suffi- 
cient facts  to  raise  issues;  and 

It  further  appearing,  that  each  of  the 
appUcants  hereifi~~"  proposes  operation 
from  substantially  different  sites  and 
with  different  power  so  that  there  will  be 
appreciable  differences  in  the  sovas  and 
populations  to  which  they  propose  serv- 
ice; and 

It  further  appearing,  that,  upon  due 
consideration  of  the  above -ce4>tioned  ap- 
plications and  the  amendments  thereto. 
the  Commission  finds  that  piunuant  to 
section  309(e)  of  the  Conununicatlons 
Act  of  1934,  as  amended,  a  hearing  is 
necessary;  that  Raymond  P.  Hayes  and 
MUford  Kay,  d/b  as  K  ft  H  Television 
Station  and  New  Mexico  Broadcasting 
Co..  Inc.,  are  legally,  financially,  techni- 
cally and  otherwise  qualified  to  ccmstruct. 
own  and  operate  the  proposed  television 
broadcast  station  and  that  Thunderbird 
Entertainment  Enterprises,  Incorpo- 
rated, is  legally,  technically  and  other- 
wise qualified  to  construct,  own  and  op- 
erate the  proposed  television  broadcast 
station ; 

It  is  ordered.  That,  pursuant  to  section 
309(e)  of  the  Communications  Act  of 
1934,  as  amended,  the  above-captioned 
applications  of  Raymond  P.  Hayes  and 
Milford  Kay,  d/b,  as  K  ft  H  Television 
Station,  New  Mexico  Broadcasting  Co., 
Inc.,    and   Thunderbird   Entertainment 
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Enterprises.  Incorporated,  are  designated 
for  hearing  In  a  consolidated  proceeding 
at  a  time  and  place  to  be  specified  In  a 
subsequent  order,  on  the  following  issues : 

1.  To  determine  whether  Thunderblrd 
Entertainment  Eiiterprises.  Incorpo- 
rated, is  financially  qualified  to  con- 
struct, own  and  operate  the  proposed 
television  broadcast  station. 

2.  To  determine  whether  a  grant  of 
New  Mexico  Broadcasting  Co..  Incs  ap- 
plication would  contravene  the  provisions 
of  §3.636<a)(l)  of  the  Commissions 
rules  and,  if  so.  whether  a  waiver  of  these 
provisions  would  be  warranted. 

3.  To  determine  on  a  comparative 
basis  which  of  the  operations  proposed  in 
the  above-captloned  applications  would 
better  serve  the  public  interest,  con- 
venience and  necessity  in  the  light  of  the 
significant  differences  between  the  ap- 
plicants as  to: 

(a)  The  background  and  experience  of 
each  bearing  on  its  ability  to  own  and 
operate  the  proposed  television  broad- 
cast station. 

(b)  The  proposals  of  each  with  re- 
spect to  the  management  and  operation 
of  the  proposed  television  broadcast 
stations. 

(c)  The  programming  services  pro- 
posed In  each  of  the  above-captioned 
applications. 

(d)  The  engineering  proposals  of  the 
applicants  including  the  areas  and  popu- 
lations which  may  be  expected  to  receive 
service  within  the  Grade  A.  and  Grade  B 
contours  of  the  operations  proposed. 

4.  To  determine,  in  the  light  of  the 
•evidence  adduced  pursuant  to  the  fore- 
going Issues,  which  of  the  applications 
should  be  granted. 

It  i3  further  ordered.  That  the  issues 
In  the  above-entitled  proceeding  may  be 
enlarged  by  the  Examiner  on  his  own 
motion  or  on  petition  properly  filed  by  a 
party  to  the  proceeding  and  upon  a  suf- 
ficient allegaUon  of  the  facts  in  support 
thereof,  by  the  addition  of  the  following 
issue: 

To  determine  whether  the  funds  avail- 
able to  the  applicants  will  give  reason- 
able assurance  that  the  proposals  set 
forth  In  the  applications  will  be 
effectuated. 

It  is  further  ordered.  That  to  avail 
themselves  of  the  opportunity  to  be 
heard  Rajrmond  F.  Hayes  and  Milford 
Kay,  d/b  as  K  li  H  Television  Station. 
Thunderblrd  Entertainment  Enterprises. 
Incorporated,  and  New  Mexico  Broad- 
casting Co..  Inc..  pursuant  to  S  1.140^0 
of  the  rules,  in  person  or  by  attorney, 
shall  within  twenty  <20>  days  of  the 
mailing  of  this  Order  file  with  the  Com- 
mission, in  triplicate,  a  written  appear- 
ance stating  an  intention  to  appear  on 
the  date  set  for  the  hearing  and  present 
evidence  on  the  issues  specified  in  this 
Order. 

It  is  further  ordered.  That  the  appli- 
cants herein  shall,  pursuant  to  section 
311(a)  (2)  of  the  Communications  Act  of 
1934,  as  amended,  and  S  1.362(b)  of  the 
rules,  give  notice  of  the  hearing,  either 
Individually,  or.  if  feasible.  Jointly. 
within  the  time  and  in  the  manner 
prescribed  in  such  rule,  and  shall  advise 
the  Commission  of   the   publication  of 


NOTICES 

such  notice  as  required  by  5  1.362<g>  of 
the  rules. 

Released    February  9,  1962. 

Fedir.al  Communications 
Commission. 
lsE\L  Ben  F    Waple. 

Acting  Secretary. 

IFR      D<jc     62    1510.     Filed.    Feb.     13.     1962; 
8  31    ami 


ture  conduct  of  the  hearing  art 
as  set  forth  in  the  tranacrlpi  tf 
hearing  conference  whk^  to 
is  incorporated  by  reference 


1  Docket    Nort     14480.    14481;    FCC  62M   181] 

LORD  BERKELEY  BROADCASTING 
CO.,  INC.,  AND  GRAND  STRAND 
BROADCASTING   CO. 

Statement  and  Order  After  Prehearing 
Conference 

In  re  applications  of  Lord  Berkeley 
Broadcasting  Company.  Inc  .  Moncks 
Corner.  South  Carolina.  Docket  No. 
14480.  File  No.  BP-14123;  Frank  P.  Lar- 
son. Jr  .  Charles  T.  Tilghman  and  John 
H.  Nye.  d.  "b  as  Grand  Strand  Broadcast- 
ing Company.  Myrtle  Beach,  South 
Carolina.  Docket  No.  14481.  File  No.  BP- 
14403;  for  construction  permits. 

At  a  prehearing  conference  today,  the 
transcript  of  which,  when  available,  will 
be  incorporated  by  reference,  the  follow- 
uig  timetable  was  set : 

Exchange  of  aiBrmatlve  direct  written  caaes 
of  appUcanU  by  March  7,   19fl2 

Receipt  of  notification  of  wltnesaes  desired 
for  cro«a-examlnatlon.  by  March  14,  1963 

Hearing — Rescheduled  from  March  7  to 
March  21.  1962  at  10  a  m  ,  In  the  offlccs  of 
the  CommlSBlon.  W.\ahington.  DC. 

So  ordered.  Thi.s  6th  day  of  February 
1962. 

Relea.sfd    Febt  uaiy  8.  1962 

Federal  Communications 
Commission. 
rsE\i  1         Be.n  F   Waple, 

Acting  Secretary 

|FR.    Doc     62   1511:     Plied.    Feb      13.    1962, 
8  91     am) 


IDocket  Nus    14473,  14474.  FCC  6iM    1871 

PENINSULA  TELEVISION  RELAY 
CORP.  AND  EASTERN  SHORE  MI- 
CROWAVE  RELAY  CO. 

Order  Continuing   Hearing 

In  re  applications  of  Peninsula  Tele- 
vision Relay  Corporation,  Salisbury. 
Maryland,  Docket  No.  14473,  File  Nos. 
2604  2605-C1-P-60;  Eastern  Shore  Mi- 
crowave Relay  Company,  Salisbury. 
Maryland,  Docket  No.  14474.  File  No. 
3423-C1-P-60;  for  construction  permits 
for  common  carrier  point-to-point  mi- 
crowave relay  stations. 

Pursuant  to  agreement  reached  by 
counsel  for  all  the  parties  at  the  pre- 
hearing conference  held  on  February  6, 
1962. 

It  is  ordered.  This  7th  day  of  February 
1962,  that  the  hearing  in  this  proceed- 
ing, now  scheduled  to  commence  on 
March  6.  1962.  is  continued  to  10:00  a.m., 
April  18.  1962:  and 

It  is  further  ordered.  That  the  agree- 
ments and  understandings  entered  into 
between  the  parties  concerning  the  fu- 


Rcleased:  February  8.  1062. 

Federal  .Coi 
Commission, 
IsEALl         Ben    F.    Wapu, 

Acting  Seentmt. 

[FR     Doc     62-1512;    Piled,    Peb.   U,  m^ 
8:53  ajn.]  '  ^^ 


[Docket  No.  14504;  FCC  83-149] 

PIONEER  STATES  BROADCASIHBl 
INC. 

Order  Designating  AppllcoHtn  lv 
Hearing  on  Stated  IstWM 

In  re  application  of  nonom  flkte 
Broadcasters,  Inc.,  West  Hartf ovd,  Qn^ 
necticut.  has  990  kc,  1  kw,  Day  (HHI) 
Torrington.  Connectfcut,  req  MO  ke,li| 
w,  DA-D,  West  Hartford,  ConnMUi^ 
Docket  No.  14504.  File  No.  BP-Mia; 
for  construction  permit. 

At  a  session  of  the  Federal  Ooam^ 
cations  Commission  held  at  its  QOeak 
Washington,  D.C.,  on  the  6th  dif  tf 
February  1962; 

The  Commission  having  under 
eration    the    above-captioned 
scribed  application; 

It  appearing,  that,  except  u 
by  the  issues  specified  below,  tbe 
applicant  is  legally,  technically, 
cially,  and  otherwise  qualified  to 
struct  and  operate  the  Instant 
and 

It  further  appearing,  that,  althoogl^k 
form  an  application  for  a  new  ittUm 
at  West  Hartford,  Connecticut.  tbt» 
plication  is,  in  fact,  a  proposal  toBI^ 
and  move  the  applicant's  existtaffM^ 
ity  at  Torrington.  Connecticut  iwou). 
to  West  Hartford ;  and ' 

It  further  appearing,  that  in 
of  its  request  to  move  the  WBZT 
ties   to    West   Hartford,   the 
states  that  WBZY  has  been 
for  over  ten  years  at  Torrington 
being  able  to  show  a  profit;  tbal 
situation  has  continued  to  ezlit 
the  efforts  of  four  different  owiMn 
numerous  station  managers;  that ' 
rington  has  one  other  existing  itoll 
addition  to  service  from  other  stottOMll 
nearby  cities;   that  the  propOMd  MM 
appears  to  be  the  only  way  in  whith  ftl 
station   can   continue   to  sunrtfB:  ■! 
that  West  Hartford  was  chosen  ••• 
posed  site  because  of  its  greater 
tion  and  present  lack  of  local 

*"<i  . 

It  further  appearing  that  TonttflA 

Connecticut,  has  a  population  (!•••  " 

sus)  of  30,045  and,  in  addition  to "" 

one  exisUng  facUity   (WTOR) 

authorized  power  of  250  watts. 


'  The  applicant  ha«  not  propoMi  ••  * 
Unqulsh  lt«  faclUtlee  in  TorrlnctaB  ^  "■ 
kc,  until  Bvich  time  as  Its  WO  kc  sp"* 
or  West  Hartford  U  granted  tad 
tests  are  authorized.  Under  tiMM 
stances,  the  ConunlMlon  miut  XrmA 
Ject  application  as  a  proposal  to  bm  _^ 
VTBZY  facilities  rather  than  a  piu|»aMl  » 
a  new  station. 


f,  February  14,  1962 

tbe  station  WTOR  has  filed 
^  ^a^a  its  facilities  to  610  kc,  500  w, 
fSS.  DA-2;  that  West  Hartford, 
iSS»  83.382  is  contiguous  to  Hart- 
S^aiiation  162.178,  and  ia  part  of 
a^aSSa  Hartford  urbanized  area; 
SL  Huitford  has  four  existing  local 
Z!mA  broadcast  stations;  and  that 
^^^irtford  has  no  existing  stations 
jTcut  other  application  for  a  new 
Sto„  (on  a  different  frequency  and 
"TMfolyed  in  this  proceeding) ;  and 
tt  farther  appearing,  that  it  cannot 
te  flonehided.  on  the  basis  of  the  limited 
"^  ,0t  forth  above,  that  a  grant  of 
Zgl^Bjeet  application  would  be  in  the 
Interest;  that  on  the  basis  of  such 
aal  facts  as  may  be  developed  in 
^,  It  will  be  necessary  to  deter- 
lihether  the  "fair,  efficient,  and 
_M<i  distribution"  standard  set 
SJ^Ii^ section  307(b)  of  the  Act  would 
lilt  be  taitt  by  the  addition  of  a  new 
!«^  to  the  Hartford  area  and  a  new 
bgii  serrlce  to  West  Hartford,  or  by 
te  letontlon  of  the  existing  WBZY 
fc^Qttj  at  Torrington;  and  that  In  es- 
aoDS,  the  determination  to  be  made  is 
Mtvsknt  to  that  which  would  be  in- 
ioli«i  between  two  competing  applica- 
tioM  for  new  stations,  one  proposing 
(jn^^ton  St  Torrington  and  the  other 
si  West  Hartford.  See  Ark-Valley 
giMMlesstlng  Co.,  Inc.  7  R.R.  77  (1951) ; 

aad 
n  farther  appearing,  that,  an  addi- 
question  raised  by  the  proposed 
•  In  location  involves  the  owner- 
tnterest  in  the  applicant  of  Aldo 
IM)ominicls;  that  Mr.  DeDomliUcis, 
•VDir  of  a  7.9  percent  Interest  in  WBZY 
§nt  eontrolllng  Interest  in  Station 
WBAT,  New  Britain.  Connecticut;  that 
Ibv  Britain  Is  approximately  five  miles 
Weit  Hartford  and  each  station 
provide  primary  service  to  the 
d^;  that  accordingly,  it  will  be 
to  determine  whether  a  grant 
d  tt»  subject  application  would  be  in 
MBtrsfentton  of  9  3.35(a)  of  the  Com- 
■Mon's  rules ;  and  that  In  reaching  this 
MnUnation.  it  appears  appropriate  to 
•■Mer  the  size,  extent  and  location  of 
ttiarau  served;  the  extent  of  the  over- 
iVlBVolTed;  the  number  of  persons  re- 
div  within  the  overlap  area;  the 
dHM  of  stations  involved;  the  extent 
4  tttm  competitive  service  to  the  areas 
3n;  the  extent  to  which  the  sta- 
i  will  rely  on  the  same  revenue  and 
sources;  the  natvu-e  of  the  pro- 
that  the  stations  will  present 
■Ml  particular  reference  to  the  needs 
tf  Oh  communities  they  are  designated 
tiMne;  the  advertising  practices  of  the 
drtlQBs;  the  source  of  pr(«ram  material 
■d  talent  for  each  station;  and  such 
<ter  factors  as  will  tend  to  demonstrate 
ikit  the  overlap  Involved  will  or  will  not 
fel  in  contravention  of  i  3.35(a)  of  the 
OanlSBion's  rules;  and 

R  further  appearing,  that,  although 
tti  nbject  application  proposes  values 
tf  rMUatton  less  than  that  notified 
l»  Btatton  WBZY  (previously  WLCR) 
•  Moordance  with  the  North  Ameri- 
iB  Regional  Broadcasting  Agreement 
(iURBA),  such  proposed  radiation 
litas  are  in  excess  of  the  maximum 
'•••tton  permitted  toward  the  Cana- 
Ho.31 8 
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dian  border  pursuant  to  the  provisions 
of  the  proposed  United  States-Canadian 
bilateral  agreement  concerning  the  as- 
signment of  Class  n  stations  on  Class 
I-A  channels.  Docket  No.  10453;  and 
that  since  the  subject  application  pro- 
poses a  change  in  antenna  site,  the  pro- 
posed directional  radiation  pattern  was 
referred  to  ^e  Canadian  authorities  by 
letter  dated  December  29.  1961,  for  con- 
sideration pursuant  to  the  aforemen- 
tioned agreement;  and 

It  further  appearing,  that,  in  view  of 
the  foregoing,  the  Commission  is  imable 
to  make  the  statutory  finding  that  a 
grant  of  the  subject  application  would 
serve  the  public  interest,  convenience, 
and  necessity,  and  is  of  the  opinion  that 
the  application  must  be  designated  for 
hearing  on  the  Issues  set  forth  below: 

It  is  ordered.  That,  pursuant  to  section 
300(e)  of  the  Communications  Act  of 
1934,  as  amended,  the  Instant  applica- 
tion is  designated  for  hearing,  at  a  time 
and  place  to  be  specified  in  a  subsequent 
Order,  upon  the  following  issues: 

1.  To  determine  the  areas  and  popula- 
tions which  would  gain  or  lose  primary 
service  from  the  instant  applicant  and 
the  availability  of  other  primary  service 
to  such  areas  and  populations. 

2.  To  determine  whether  a  grant  of  the 
instant  application  would  be  in  contra- 
vention of  9  3.35(a)  of  the  Commission's 
rules. 

3.  To  determine  the  comparative  needs 
of  the  areas  now  served  by  Station 
WBZY.  including  the  city  of  Torrington, 
Connecticut,  and  the  areas  to  be  served 
by  Station  WBZY  operating  as  proposed, 
including  West  Hartford,  Connecticut, 
for  broadcast  service  and,  in  view 
thereof,  whether  a  grant  of  the  subject 
application  would  be  in  accordance  with 
section  307(b)  of  the  Communications 
Act  of  1934.  as  amended. 

4.  To  determine,  in  the  light  of  the 
evidence  adduced  pursuant  to  the  fore- 
going issues,  whether  a  grant  of  the  in- 
stant application  would*  serve  the  public 
interest,  convenience,  and  necessity. 

It  is  further  ordered,  That  if.  pursuant 
to  the  foregoing  issues,  a  grant  of  the 
subject  application  is  recommended, 
final  action  will  be  withheld  pending  re- 
ceipt of  a  reply  from  Canadian  author- 
ities to  the  Commission's  letter  of  De- 
cember 20,  1961.  and  that,  in  the  event 
Canadian  ai^roval  is  not  obtained  the 
subject  application  will  be  placed  in  the 
Commission's  pending  file. 

It  is  further  ordered.  That  to  avail  it- 
self of  the  opportunity  to  be  heard,  the 
i^TPlicant,  pursusjit  to  section  1.140  of 
the  Commission  rules,  in  person  or  by  at- 
torney, shall,  within  20  days  of  the  mail- 
ing of  this  Order,  file  with  the  Commis- 
sion in  triplicate,  a  written  appearance 
stating  an  intention  to  appear  on  the 
date  fixed  for  the  hearing  and  present 
evidence  on  the  issues  specified  in  this 
Order. 

It  is  further  ordered.  That  the  appli- 
cant herein  shall,  pursuant  to  section 
311(a)(2)  of  the  Communications  Act 
of  1034,  as  amended,  and  9  1.362(b)  of 
the  Commission's  rules,  give  notice  of 
the  hearing,  within  the  time  and  in  the 
manner  prescribed  in  such  rule,  and 
shall  advise  the  Commission  of  the  pub- 
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llcation  of  such  notice  as  requited  by 
9  1.362(g)  of  the  rules. 

Released:  FetHniary  9, 196^. 

Fdkial  CoKmnncATiotf 8 
Comnasiow, 
[  SEAL]        Bbv  F.  Waple, 

Acting  Secretary. 

[FH.  Doc.  aa-1513:  FUed,  veb.  IS.  loes: 

8:62  EJa.] 


[Doclcet  No.   14606;    FCX?  68-148] 

VICTORIA  BROADCASTING  SYSTEM 

Order  Designating  Applicofien  for 
Heqring  on  Stcit«d  Isswm 

In  re  application  of  George  H.  Puder 
tr/as  Victoria  Broadcasting  System, 
Redfield.  South  Dakota,  requesta  1880lce. 
500w,  Day,  Docket  No.  14505.  File 
kc,  500w,  Day,  Docket  No.  14505.  File 
No.  BP-14366;  for  constractton  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  ito  offlees  In 
Washington,  D.C.,  on  the  6th  day  of 
February  1962; 

The  Commission  having  under  con- 
sideration the  above-captiOQed  and  de- 
scribed application, 

It  appearing,  that,  except  as  indicated 
by  the  issues  set  forth  below  the  w»pU- 
cant  appears  to  possess  the  xequisite 
qualifications  to  construct  and  operate 
the  subject  proposal; 

It  further  appearing,  that,  according 
to  data  submitted  with  the  subject  ap- 
plication, the  proposed  operation  would 
cause  adjacent  channel  interfercDoe  to 
the  existing  operation  of  Statton  KJAM. 
Madison.  South  Dakoto.  involving  a  p<q;>- 
ulation  loss  of  2.02  percent;  and 

It  further  appearing,  that,  by  letter 
dated  December  9,  1960,  the  licensee  of 
Station  KJAM  objected  to  a  grant  of  the 
application  and  requested  that  the  ap- 
plication be  designated  for  hearing;  and 

It  further  appearing,  that.  In  view  of 
the  foregoing,  the  Commission  la  unable 
to  make  the  statutory  finding  that  a 
grant  of  the  subject  application  would 
serve  the  public  interest,  convenience 
and  necessity,  and  is  of  the  opinion  that 
the  application  must  be  designated  for 
hearing  on  the  issues  set  forth  bdow: 

It  is  ordered.  That,  pursuant  to  section 
309(e)  of  the  CiHnmunications  Act  of 
1934,  as  amended,  the  instant  applica- 
tion is  designated  for  hearing,  at  a  time 
and  place  to  be  specified  In  a  subse- 
quent Order,  upon  the  following  issues: 

1.  To  determine  the  areas  and  popu- 
lations which  would  receive  primary 
service  from  the  proposed  operation  and 
the  availability  of  oth»  primary  service 
to  such  areas  and  populations. 

2.  To  determine  whether  the  instant 
proposal  would  cause  obJectionaUe  in- 
terference to  Station  KJAM,  Madison. 
South  Dakota,  or  any  other  existing 
standard  broadcast  stotions,  and.  if  so. 
the  natvu:«  and  extent  thereof,  the  areas 
and  populations  affected  thereby,  and 
the  availability  of  other  primary  service 
to  such  areas  and  populations. 

3.  To  determine  if  the  geogn^itdcal 
coordinates  specified  accurate  describe 
the  location  of  the  proposed  antenna 
site. 
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4.  To  determine.  In  the  light,  of  the 
eyldence  adduced  pursuant  to  the  fore- 
going issues,  whether  a  grant  of  the 
instant  application  would  serve  the  pub- 
lic interest,  convenience  and  necessity. 

It  is  further  ordered.  That,  in  the 
event  of  a  grant  of  the  instant  applica- 
tion permittee  shall  complete  Federal 
Aviation  Agency  (PAA)  Form  117  and 
submit  same  to  the  FAA.  and  the  con- 
struction permit  issued  shall  contain  the 
following  condition: 

The  finding  made  by  the  Commission 
that  the  proposed  anteiuia  structure  is 
acceptable  under  Federal  Aviation 
Agency  criteria  (5  626.12.  FAA  Regula- 
tions) is  subject  to  compliance  by  per- 
mittee with  any  applicable  procedure.s 
of  the  FAA. 

It  is  further  ordered.  That.  Madison 
Broadcasting  Company.  Inc..  licensee  of 
Station  KJAM.  Madison.  South  Dakota. 
is  made  a  party  to  the  proceeding. 

It  is  further  ordered,  That,  to  avail 
themselves  of  the  opportunity  to  be 
heard,  the  applicant  and  party  respond- 
ent herein,  pursuant  to  §  1.140  of  the 
Commission  rules,  in  person  or  by  at- 
torney, shall,  within  20  days  of  the  mail- 
ing of  this  Order,  file  with  the  Commis- 
sion in  triplicate,  a  written  appearance 
stating  an  Intention  to  appear  on  the 
date  fixed  for  the  hearing  and  present 
evidence  on  the  issues  specified  in  this 
Order. 

It  is  further  ordered.  That  the  appli- 
cant herein  shall,  pursuant  to  section 
311(a)(2)  of  the  Communications  Act 
of  1934,  as  amended,  and  §  1.362<b)  of 
the  Commission  rules,  give  notice  of  the 
hearing,  within  the  time  and  in  the  man- 
ner prescribed  In  such  rule,  and  shall 
advise  the  Commission  of  the  publica- 
tion of  such  notice  as  required  by  5  1  362 
(g)   of  the  rules. 

Released:  February  8.  1962. 

Federal  Communications 
Commission, 
[sEALl         Ben  F.  Waple. 

Acting  Secretary. 

[PR.     Doc.     82    1514;     Piled.    Feb      1.3      1062; 
8:52   a  m  I 


{Docket  Noc   14351-14353.  FCC  62M   180  | 

WOLVERINE  BROADCASTING  CO. 
ET  AL. 

Order  Continuing   Hearing 

In  re  applications  of  John  C  Lane. 
Elizabeth  B.  Barrett  and  Edward  Fitz- 
gerald. d/t>  as  Wolverine  Broadcasting 
Company.  Wyoming.  Michigan.  Docket 
No.  14351.  File  No.  BP-13842:  WiUiam 
Kuiper,  William  Eugene  Kuiper  and 
Peter  J.  Vanden  Bosch,  d  b  as  Muskegon 
Heights  Broadcasting  Company.  Mus- 
kegon Heights.  Michigan.  Docket  No 
14352,  File  No.  BP-14039:  Wayne  Steb- 
bins,  tr/as  Grand  Valley  Broadcasting 
Company.  Saranac.  Michigan,  Docket 
No.  14353.  Pile  No.  BP- 14487;  for  con- 
struction permits. 

The  Hearing  Examiner  having  under 
consideration  a  "Petition  to  Reschedule 
Hearing"  filed  February  2.  1962.  by 
Grand  Valley  Broadcasting  Company, 
an  applicant  in  this  matter,  and 


NOTICES 

It  appearing  that  all  counsel  agree  to 
the  granting  of  the  aforesaid  petition. 

It  is  ordered,  This  8th  day  of  February 
1982.  that  the  date  for  the  exchange  of 
exhlblU  Is  changed  to  March  13.  1962: 
that  the  date  for  the  notification  of 
witnesses  for  cross-examination  is 
changed  to  April  6.  1962;  and  that  the 
hearing  now  scheduled  for  March  20. 
1962.  is  hereby  rescheduled  to  commence 
at  10:00  am.  April  23.  1962,  in  the 
Commissions  offices  in  WashinKion. 
DC. 

Released:  Februarys.  1962. 

Federal  Comminications 
Commission. 
I  SEAL  1         Ben  F.  Waple, 

Acting  Srcretarij 

(FR      D  c      62    1315:     Filed.    Feb      13.     1962; 

8  52  a  m  I 


FEDERAL  MARITIME  COMMISSION 

CONTRACTS,  AGREEMENTS,  AND 
UNDERSTANDINGS  OF  COMMON 
CARRIERS   BY   WATERS 

Notice  of  Reversal  of  Order  as  to 
Certain    Carriers 

On  April  11.  1960.  the  Federal  Mari- 
time Board  issued  an  order  entitled 
"Section  21  Order.  Contracts.  Agree- 
ments and  Understandings  of  Common 
Carriers  By  Water  "  The  order  was  di- 
rected to  every  common  carrier  by  water 
subject  to  the  provisions  of  the  Shippinp: 
Act.  1916.  and  required  them  to  file  with 
the  Board  certain  information. 

Many  of  the  carriers  to  whom  the  order 
of  April  11.  1960  was  directed  filed  peti- 
tions for  judicial  review  in  the  United 
States  Court  of  Appeals  for  the  District 
of  Columbia  Circuit,  and  also  obtained  a 
stay  of  the  order  pending  the  Court's 
decision.  On  June  30.  1961.  in  Montship 
Lines.  Ltd.  et  al.  v  United  States.  295 
F  2d  147.  the  Court  vacated  the  order 
and  remanded  it  to  the  Board  for  further 
proceedings,  because  it  failed  to  .«:tatc  the 
purpose  for  which  issued 

Other  carriers  to  whom  the  Board's 
order  of  April  11.  1060  was  directed  peti- 
tioned for  judicial  review  in  the  Court  of 
Appeals  for  the  Second  Circuit.  On  Oc- 
tober 31.  19C0.  in  Kerr  Steamship  Com- 
pany. Inc..  et  al.  v.  United  States.  284 
F.  2d  61.  the  Second  Circuit  afHrmcd 
the  Boards  order  and  di.'^missed  that 
case.  Thereafter.  Kerr  et  al  petitioned 
the  Supreme  Court  of  the  United  States 
for  a  writ  of  certiorari,  and  this  petition 
is  currently  pendinpr  A  similar  suit. 
States  Marine  Lines,  et  al.  v.  United 
States.  No  26,328  Is  pending  and  un- 
acted upon  in  the  Second  Circuit. 

The  District  of  Columbia  Circuits  de- 
cision vacating  the  order  as  to  the  great 
majority  of  the  carriers  who  sought  judi- 
cial review,  makes  it  necessary  for  the 
Federal  Maritime  Commission,  as  succes- 
sor to  the  Board,  to  consider  what  fur- 
ther action  should  be  taken.  The  Com- 
mission's consideration  and  treatment  of 
the  matter  should,  of  course,  be  uniform, 
since  all  of  the  carriers  involved,  those 
who  sued  in  the  Second  Circuit  as  well 


as  those  who  sued  in  the  Dlstrteki_ 
lumbia  Circuit,  are  affected  by  thu 
order.  In  furtherance  of  thU 
the  Commission  deems  It  advtekli^ 
reverse  and  thus  vacate  the  or<lv  i^w 
the  carriers  who  brought  suit  In  ^ 
Second  Circuit. 

Therefore,  it  is  ordered. 


section  25  of  the  Shipping  Act,  Ifllf  tm 
use    824 >,  That  the  Federal  "-    ^ 
Board's  order  dated  April  11,  isn 
entitled    "Section   21   Order, 

Agreements  and  Understandingn 

man  Carriers  by  Water",  is  henfiy  it. 
\err,ed  and  vacated  as  to  the  foOoviK 
named  common  carriers  by  water: 

Statrs   Marine   Lines.  Inc  : 

f'llobal  Bulk  Transport  Corporation; 

Cilobal  Transport.  Ltd  ; 

Isthmian  Lines.  Inc  : 

Kerr  Steamship  Company.  Inc.; 

Conipanla   Marltlma  del   Nervloo; 

Navlcra  Aznar  S.A  ; 

Rex  Line  Rcderlaktlebolaget;  and 

Sklbsnktleselskapet   Arizona  ' 

Skibsaktleselskapct  Astrea ' 

Sklbfiaktieselskapet  Aruba  > 

Skibsaktleselskapct  Noruega  < 

^^klbsaktleBelskapet  Abaco,'  and 

A  S  Atlantlca  ' 

By  the  Commission. 

Thomas  Loi. 
Secretenr. 

IFR     Dec     6:-1472:    Filed,    Feb.    IS.   IMt 
B  46  ami 
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I  Docket  No.  G-19115  etc.] 
HASSIE  HUNT  TRUST  ET  AL. 

Notice  of  Applications,  ConsoUdallMi 

of  Proceedings  and  Setting  DoltfM 

Hearing 

Februaky  7,  IMI 

Hassie  Hunt  Trust.  Operator,  et  iL, 
Docket  No.  G-19115;  H.  L.  Hunt.  Op- 
erator, et  al..  Docket  No.  G-1911C;  RMt 
Oil  Company.  Docket  No.  0-19117;  WB- 
liam  Herbert  Hunt  Trust  Estate.  Op- 
erator. Docket  No.  Q-19118:  Laair 
Hunt  Trust  Estate.  Docket  No.  0-19119: 
Georf-e  W  Graham,  Inc.,  Operatcr,  it 
al..  Docket  No.  G-19123:  Placid  Oil  Com- 
pany. Operator,  et  al..  Docket  No.  C^ 
191?4  and  G-19125;  H.  L.  Hunt,  Op- 
erator, et  al  .  Docket  No.  CI61-1231:  & 
L  Hunt.  Docket  No.  CI61-1282;  E$mk 
Hunt  Trust.  Operator,  et  al..  DodaClla 
CI61-1283 ;  Caroline  Hunt  Sands.  DodBet 
No  CI61-1343;  Caroline  HuntTrwtl^ 
tate.  Docket  No.  CI61-1344:  Lamar  Bvft 
Trust  Estate.  Docket  No.  CI81-1S46;  IW- 
son  Bunker  Hunt,  Docket  No.  CI61-IK: 
Lamar  Hunt,  et  al  .  Docket  No.  CWl- 
1736 

By  order  issued  December  28,  lift. 
the  matters  involved  In  Docket  NOs.  O- 
19115.  G-19116.  G-19117.  0-1911I.  0- 
19119.  G-19123,  G-19124.  and  O-lflU 
were  set  for  hearing  commeneinf  UatA 
28.  1962.  at  10:00  a.m..  e.s.t.  In  a  hjW- 
ins;  room  of  the  Federal  Power 
mission.     (27  F  R.  132.) 


'  Conducting  a  Joint  common  carri« 
ice  pursuant  to  FMC  Agreement  !••. 
u:.()«T  the  name  Hi»egh  Lines. 


i 

^g^itgiday,  February  14,  1962 

lok*  notice  that  each  of  the  following 
-ill  ABPMcants  has  filed  an  appUca- 
"^MuSwnt  to  secUon  7(c)  of  the  Nat- 
"•  oiiArt  for  a  certificate  of  pubUe 
JSmbc  and  necessity  authorizing 
S2SS«*ton  »nd  operation  of  f acfll- 
Sllndthe  sale  of  natural  gas  in  Inter- 
^^^Zammeree.  as  hereinafter  described. 
liZTmon  fully  set  forth  in  the  re- 
"IL^  tppUcaXions  which  are  on  file 
!^2^t^  Commission  and  open  to  public 

'"SSianpilcant  herein  proposes  to  sell 
-^Sa  8M  to  Natural  Gas  Pipeline 
noMDj  of  America  for  transportation 
^^jJtOTtate  ctmunerce  for  resale  as  in- 
dicated below: 

nnrttt  JVC-  seller:  Date  Application  Filed; 
"^  Field  and  Location 

CIBI  1331"  H.  L.  Hunt,  Operator,  et  al.;  Feb- 

run  IB.  19*^ :  ^^''^  ^^^  Field.  Brazoria 

rountT,  Xez. 
CMl-ia«a;  H.  L.  Hunt;   February  27,   1901: 

AlU  Loma  Area,  Galveston  County,  Tex. 
ri6l-13«S;  HaMle  Hunt  Trust,  Operator,  et 

tX.;  P*bruary  37,  1961;    Alta  Loma  Area, 

OijTMton  County.  Tex. 
CWl-1843:  Caroline  Hunt  Sands;   March  18, 

1961:   Chenango  Field.    Braaoria   County, 

Tei. 
CMl-1344;    Caroline     Hunt    Trust    Bstate; 

lUich  15.  1901;  Chenango  Field.  Brazoria 

Oountj,  Tex. 
cni-lS4iS:  Lamar  Hunt  Trust  Estate;  March 

15,  Wfll;  Chenango  Field,  Brazoria  Cotmty, 

TBI. 
(301-134*:  Nelson  Bunker  Hunt;  March  15, 

1961;   Chenango  Field.    Brazoria   County, 

TO. 
atl-lTM:  Lamar  Hunt,  et  al.;  June  6,  1961; 

SoQer  Field,  Arlcansas  and  Calhoun  Coun- 

tl«,Tu. 

Applicants  propose  to  make  each  of 
tbe  above  sales  at  an  initial  price  of 
X  oenti  per  Mcf  (including  tax  relm- 
bunement)  at  14.65  psia. 

Hie  pabllc  convenience  and  necessity 
nqnlre  that  the  matters  listed  In  the 
caption  above  be  heard  on  a  consolidated 
neord  and  disposed  of  as  promptly  as 
poolble  under  the  applicable  rules  and 
rerulatlons  and  to  that  end: 

Take  notice  that,  pursuant  to  the 
lutbortty  contained  in  and  subject  to 
the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections 
1  and  15  of  the  Natural  Gas  Act,  and  the 
OoBunission's  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  commenc- 
li«  on  March  28.  1962,  at  10:00  ajn., 
ei.t.,  in  a  hearing  room  of  the  Federal 
Power  Commission.  441  G  Street  NW., 
WaAington,  D.C.,  concerning  the  mat- 
ten  InTolved  in  and  the  issues  presented 
by  tbe  above-listed  applications. 

Thoee  parties  who  have  been  permit- 
ted to  Intervene  in  Docket  Nos.  G-19115, 
0-19116,  &-19117.  G-19118.  0-19119. 
0-U123.  &-19124.  and  G-19125  are 
oonsWered  interveners  in  those  matters 
only. 

'Brther.  protests,  petitions  to  inter- 
'we  or  notices  of  intervention  may  be 
ffled  with  the  Federal  Power  Commis- 
*n.  Washington  25,  DC.  in  accordance 
■Wi  the  rules  of  practice  and  procedure 
'II  CPR  1.8  or  1.10)  in  Docket  Nos. 
011-1211.  CI61-1282.  CI61-1283.  CI61- 
WJ,  CMl-1344.   CI61-1345,   CI61-1346 


FEDERAL  REGISTER 

and  CI61-1736  on  or  before  February 
28,  1963. 

Joseph  H.  Gutride, 
Secretary. 

(F.R.    Doc.    62-1459;    Filed,    Feb.    13,    1962; 
8:45  a.m.l 


[Docket  No.  RI61-220] 

OWEN  PRODUCTION  CO.' 

Ordar  Substituting  Respondent,  Ac- 
cepting Successor's  Corporate 
Surety  Bond  and  Redesignating 
Proceeding 

February  7,  1962. 

Owen  Production  Company  by  assign- 
ment of  oil  and  gas  leases  dated  May  22, 
1961,  acquired  all  of  the  undivided  in- 
terests owned  by  J.  P.  Owen  In  leases 
covered  by  gas  sales  contract  between 
J.  P.  Owen  and  The  Preston  Oil  Com- 
pany, Sellers,  and  United  Fuel  Gas  Com- 
pany, Buyer,  dated  August  5,  1959,  for 
the  sale  of  gas  from  the  Duson  Field, 
Lafayette  Parish,  Louisiana.  J.  P.  Owen 
on  October  3, 1960,  filed  Supplement  No. 
1  to  J.  P.  Owen's  FI»C  Gas  Rate  Schedule 
No.  3,  proposing  to  increase  the  rate  and 
charge  for  natural  gas  subject  to  the 
Commission's  jurisdiction  covered  by  the 
subject  contract.  Subsequent  to  suspen- 
sion by  the  Commission  on  November  2, 
1960,  the  proposed  new  rate  became  ef- 
fective as  of  April  3,  1961,  subject  to  re- 
fund and  the  filing  of  a  bond  by  J.  P. 
Owen.  The  Commission  by  letter  dated 
June  2,  1961,  extended  the  time  for  filing 
of  a  bond  to  thirty  days  to  June  30,  1961 
as  requested  by  J.  P.  Owen. 

On  June  26.  1961,  Owen  Production 
Company  filed  a  motion  requesting  sub- 
stitution of  Owen  Production  Company 
In  the  place  of  J.  P.  Owen  as  Respondent 
tn  the  proceeding  under  Docket  No. 
RI61-220,  the  posting  of  a  bond  by  the 
successor,  the  adopting  of  J.  P.  Owen's 
letter  request  for  extension  of  time  for 
the  filing  of  a  bond,  and  the  approval  of 
a  corporate  surety  bond  in  the  amount 
of  $5,100  conditioned  on  the  payment 
of  refunds  and  compliance  with  the 
Commission's  notice  issued  May  1,  1961 
in  Docket  No.  RI61-220,  and  the  provi- 
sions of  the  Natural  Gas  Act  relating 
thereto. 

Owen  Production  Company  filed  a  cor- 
porate surety  bond  in  the  amount  of 
$5,100  on  June  26,  1961  to  secure  the 
payment  of  refunds  as  provided  in  the 
notice  referred  to  above. 

The  Commission  finds:  It  is  necessary 
and  proper  in  carrying  out  the  provisions 
of  the  Natural  Gas  Act  that  Owen  Pro- 
duction Company  be  substituted  for  J.  P. 
Owen  in  the  above -designated  proceed- 
ing, that  said  proceeding  be  redesignated 
accordingly,  and  that  the  successor's 
bond  be  accepted  for  filing. 

The  Commission  orders: 

(A)  Owen  Production  Company  is 
hereby  substituted  for  J.  P.  Owen  as 
Respondent  In  the  proceeding  In  Docket 
No.  RI61-220  and  the  proceeding  is  ac- 
cordingly redesignated. 
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(B)  The  corporate  stirety  bond  filed 
In  this  proceeding  on  Jime  36,  1961.  by 
Owen  Production  Company,  as  successor 
to  J.  P.  Owen,  Is  hereby  accQited  for 

fiUng. 

By  the  Commission. 

JOSEPH  H.  GUTKIDB, 

Secretarg. 

[F.R.    Doc.    62-1460;    Filed,    Feb.    18.    1982; 
8:45  a.m.] 


'  Succeetor  to  J.  P.  Owen. 


NATURAL  GAS  ADVISORY  COUNQL 
Establishment 

Februabt  8,  1962. 
It  is  hereby  determined,  in  connection 
with  the  performance  of  duties  tmpoaed 
on  the  Federal  Power  Commission,  that 
it  is  in  the  public  interest  that  a  Natural 
Gas  Advisory  Council  be,  and  It  hereby 
is  established. 

1.  Purpose.  The  Natural  Gas  Advisory 
Council  (Council)  shall  advise  and  make 
recommendations  to  the  Commission  on 
matters  concerning  the  r^grulation  of  the 
natural  gas  industry.  The  Council  shall 
not  advise  or  make  recommendatioqs 
with  respect  to  any  case  or  controversy 
pending  before  the  Commlstion. 

2.  Membership  of  the  Council.  TTie 
Council  shall  consist  of  members  from 
the  following  organizations,  as  Indicated 
below: 

American  Gas  Association,  two  member*. 

American  Municipal  Association,  one  mem- 
ber. 

American  Petroleum  Institute  and  Mld-Con- 
tlnent  OU  &  Oas  Association,  one  member 
Jointly. 

Independent  Natural  Oas  Association  of 
America,  two  iffembers. 

Independent  Petndeum  Association  of  Amer- 
ica, one  nmnber. 

National  Association  of  Railroad  and  Utili- 
ties Commissioners,  two  memlMrs. 

United  States  Conference  of  Mayors,  one 
member. 

The  Chairman  of  the  Commission  may 
also  appoint  one  or  two  members-at- 
large.  In  addition,  there  shall  be  an 
alternate  appointed  for  each  CbuncU 
member.  Coimcil  members  will  be  per- 
mitted to  bring  technical  advisors  to  the 
meeting  with  the  advance  permission  of 
the  Chairman  of  the  Commission.  The 
members  of  the  Commisslcm  and  such 
staff  members  as  the  Chairman  of  the 
Commission  shall  designate  will  also  at- 
tend Council  meetings. 

3.  Selection  of  Council  members.  All 
Council  members  and  alternates  shall 
be  selected  by  the  Chairman  of  the  Com- 
mission. The  Council  members  and  al- 
ternates from  each  of  the  organizations 
listed  in  Paragraph  2,  Membership  of 
the  Council,  shall  be  selected  tTom  lists 
(containing  at  least  the  number  of 
names  requested  by  the  Chairman  of  the 
Commission)  submitted  by  the  president 
or  other  authorized  officer  of  each  organ- 
ization. 

4.  Chairman  and  Secretary  for  Council 
meetings.  The  Chairman  of  the  C<Mn- 
mission.  or  in  his  absence,  the  Vice 
Chairman  of  the  Commission,  shall  act 
as  Chairman  of  the  Council  meetings  and 
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shall  be  responsllile  for  opening  and  con- 
ducting the  meeting  and  for  adjourning 
the  meeting  when,  in  his  judgment,  ad- 
joummoit  is  in  the  public  Interest. 

The  Chairman  of  the  Commission 
shall  appoint  a  Secretary  from  amonj? 
the  members  of  the  Commisoion  staff 
who  shall  be  responsible  for  preparing 
summary  minutes  of  the  Council  meet- 
ings, preparing  agenda,  notifying  mem- 
bers of  the  meetings,  and  maintaininR 
all  records  related  to  organization,  mem- 
bership and  operations  of  the  Council. 

5.  Preparation  of  the  agenda.  Sug- 
gestions for  agenda  items  by  Council 
monbers  shall  be  submitted  to  the  Secre- 
tary of  the  Council  and  transmitted  to 
the  Commission  for  its  consideration 
Suggestions  received  by  the  Commission 
from  persons  other  than  Council  mem- 
bers may,  at  the  option  of  the  Commis- 
sion, be  placed  on  the  agenda.  The  final 
selection  of  items  for  Council  considera- 
tion shall  be  made  solely  by  the  Com- 
mission. 

6.  NotiAcation  of  meetings.  The  Secre- 
tary shall  notify  each  Council  member 
and  alternate  at  least  15  days  in  advance 
of  scheduled  meetings  and  simultane- 
ously request  notification  if  the  member 
or  his  alternate  does  not  plan  to  attend. 
A  copy  of  the  agenda  shall  be  forwarded 
to  each  Council  member  and  alternate 
as  far  in  advance  of  the  meeting  as  pos- 
sible, but  in  any  event  no  later  than  the 
date  of  the  notification  letter. 

7.  Location  and  timing  of  meetinos 
All  meetings  will  convene  at  the  oCBce 
of  the  Federal  Power  Commission,  lo- 
cated at  441  O  Street  NW..  Washington 
25,  DC,  unless  otherwise  directed  by  the 
Chairman  of  the  Commission.  Ordinar- 
ily, these  meetings  will  be  held  during 
the  regular  working  hours  of  the  Federal 
Power  Commission.  The  Council  shall 
meet  in  October  of  each  year  and  at 
other  times  upon  the  call  of  the  Chair- 
man of  the  Commission. 

8.  Advice  and  recommendations 
offered  by  the  Council.  The  advice  and 
recommendations  of  the  members  of  the 
Council  may  be  presented  to  the  Com- 
mission at  Council  meetings  either 
orally  or  in  written  form.  Ultimate  de- 
cisions based  on  the  Councils  advice  or 
recommendations  are  reserved  to  the 
Federal  Power  Commission. 

9.  Duration  of  the  Council.  The 
Natural  Gas  Advisory  Council  shall 
terminate  not  later  than  two  years  sub- 
sequent to  its  date  of  establishment,  un- 
less the  Commission  determines  in 
writing,  not  more  than  60  days  prior  to 
the  expiration  of  such  two-year  period, 
that  its  continued  existence  is  in  the 
public  interest.  A  like  determination 
by  the  Commission  shall  be  required  not 
more  than  60  days  prior  to  the  end  of 
each  subsequent  two-year  period  to  con- 
tinue the  existence  of  such  Council 
thereafter. 

By  the  Commission. 

[seal]  Joseph  H.  Outride, 

Secretary. 

[PR.    Doc.    62   14fl2:    Piled.    Peb.    13.    1692; 
8:46  ami 


NOTICES 

(CKjcket  No   RI62  308.  etc  | 

SOCONY  MOBIL  OIL  COMPANY,  INC., 
ET  AL. 

Order  Providing  for  Hearings  on  and 
Suspension  of  Proposed  Changes 
in    Rates;   Correction 

February  7.  1962. 

In  the  order  providing  for  hearings  on 
and  su.spension  of  propo.sed  changes  in 
rates,  issued  January  26.  1962,  and  pub- 
lished in  the  Federal  Regi.ster  on  Febru- 
ary 2.  1962  (FR  Doc  62-1082;  27  F.R. 
994 » .  in  the  fir.st  line  of  the  last  para- 
!4raph  appearing  m  the  first  column  on 
page  995  of  the  I-'ederal  Rkcister.  insert 
after  the  word  "rates",  "except  the  one 
described  in  the  paragraph,  last  above". 

Joseph  H    Outride. 

Secretary. 

|FR      D..0      6J    1461.     Filed      Fob      IH      106J 
8  4fj  a  111  1 

HOUSING  AND  HOME 
FINANCE  AGENCY 

Office   of   the   Administrator 

REGIONAL  DIRECTOR  OF  COMMU- 
NITY FACILITIES  ACTIVITIES,  RE- 
GION  IV   (CHICAGO) 

Redelegation  of  Authority  With  Re- 
spect to  Loans  for  Housing  for  the 
Elderly 

The  Rft^ional  Dutvtor  of  Community 
Facililifs  Activitu.s.  Region  IV  (Chi- 
cago', Housinn  and  Home  Finance 
Agency,  with  rtspect  to  the  program  of 
loans  for  hou;5iii«  for  the  elderly  au- 
thorized under  section  202  of  the  Hous- 
ing Act  of  1959.  as  amended  i73  Stat. 
667.  as  amended.  12  U  S  C.  1701qt.  is 
hereby  authorized  within  such  Region: 

To  execute  loan  agreements  and 
amend  or  modify  any  such  loan 
agreement 

1 62  Stat  1283  (1948i.  iis  iimended  by 
64  Stat  80  (1950  1,  (12  UflC  1701c  i.  Hou.s- 
Ing  and  Home  Finance  Administrator's  dele- 
gation effective  December  22  1961  (26  FR. 
12787,    12-30-61)  ) 

Effective  as  of  the  14th  day  of  Febiu- 
aiT  1962. 

I  SEAL  1  John  P.  McCollum. 

Regional  Administrator. 
Region  IV. 

IFR      U.jc      62    1522;     Filed.    Feb.    13,     1962; 
8  52   am  I 


I,  February  14,  1962 


thorized  under  section  202  of  tl»  i 
Ing  Act  of  1959,  as  amended  (H 
667.   12   UJS.C.A.   1701q).  Is 
thorized  within  such  R^on: 

1.  To  execute  loan  agreements* 

2.  To  amend  or  modify  any  sodt  ^ 
agreement.  ^^ 

(62  Stat  1283  (1948).  as  amended  bv  |t ^^ 
80  (1950),  12  U.S.C  1701c):  Ho«Imm 
Home  Finance  Admlnistrator't  deltfi£.7 
fective  December  22,  19«1  (36  FJL  itta 
12  30  61 )  )  ^ 

Effective  as  of  the  2d  day  of  F^brwt 
1962.  ^ 

I  seal]  Warren  P.  Phmjui, 

Regional  AdmtnUtrotor, 

FK      Duo     62-1523;     Filed,    Peb.    1|    u^ 
852  ami  ■   ^ 


INTERSTATE  COMMERCE 
COMMISSION 

I  Notice  197) 

MOTOR  CARRIER  ALTERNATE  lOlfll 
DEVIATION   NOTICES 

Februajit  9,  IMl 
The  following  letter-notices  o(  y^^ 
posals  to  operate  over  deviation 
for  operating  convenience  only  with 
ice  at  no  intermediate  points  hafc 
filed  with  the  Interstate  Commeroe 
mi.s.^ion.  under  the  Commission'i 
ation  rules  revised.  1957  (49  CPR  SI] 
<c>  i8)  )  and  notice  thereof  to  sll  tattr 
ested  persons  is  hereby  given  as 
in  such  rules  '49  CFR  211.1(d)(4)). 
Protests  against  the  use  of  »ny  ] 
posed  deviation  route  herein 
may  be  filed  with  the  Interstate 
merce  Commission  in  the  manner  nl 
form  provided  In  such  rules  (49  dl 
2 1 1  1 '  e  >  >  at  any  time  but  will  not  tfth 
ate  to  stay  commencement  of  the  ii^ 
po.sed  operations  unless  filed  wltliJn  H 
days  from  the  date  of  publication. 

Successively  filed  letter-notices  ol1l| 
.same  carrier  under  the  CommialaA 
deviation  rules  revised.  1957,  wHl  It 
numbered  consecutively  for  conveoiew 
in  identification  and  protests  If  m 
should  refer  to  such  letter-noUcei  W 
number. 

Motor  Carriers  of  Propmtt 


REGIONAL  DIRECTOR  OF  COMMU- 
NITY FACILITIES  ACTIVITIES,  RE- 
GION  II   (PHILADELPHIA) 

Redelegation  of  Authority  With  Re- 
spect to  Loans  for  Housing  for  the 
EldeHy 

The  Regional  Director  of  Community 
Facilities  Activities,  Region  II  (Phila- 
delphia', with  respect  to  the  program  of 
loans   for  housing   for  the   elderly   au- 


No  MC  222  (Deviation  No.  4). 
YORK  CONSOLIDATED  PRKKOT 
WAYS  CORPORATION,  715  South  M 
Avenue.  Bellwood.  111.,  filed  JanuuT  9, 
1962.  Carrier  proposes  to  operate  ••• 
common  carrier,  by  motor  vehkk.  • 
general  commodities,  with  cerfin  > 
ceptions,  over  a  deviation  route  betvM 
Toledo.  Ohio,  and  Detroit,  Mich.,  «> 
Interstate  Highway  75,  for  opei still 
convenience  only,  serving  no  Intemi* 
ate  points.  The  notice  indicates  thrtl 
carrier  is  presently  authorized  to  teij 
port  the  same  commodities  over  a  piw 
nent  service  route  as  followi: 
Toledo  over  U.S.  Highway  26  to ' 
and  return  over  the  same  route. 

No.  MC  6894  (Deviation  No.  2),1 
VIN  TRUCKING  COMPANY.  18111 
Washington  Street.  Peoria  3,  Ili^ 


SI.  19^-    CsL^^ier  proposes  to 

^  )i  oommon  carrier,  by  motor 

^  general  coTn»/iodifie»,  with 

^oepClons,    over    a    deviation 

—Umcn  East  Peoria  and  Morton. 

J^J^^ttote  Highway  74,  for  op- 

-- -  floovenience    only,    serving    no 

^Uate  points.    The  notice  indl- 

^^tbe  carrier  ia  presently  au- 

J?lo  transport  the  same  commod- 

^L  A  pertinent  service  route  as 

From   East   Peoria  over   UJ3. 

160  to  Morton,  and  return  over 

iha^BS  route. 

JTZs:  a8«76  (Sub-No.  2)  (Deviation 
-ft)  W  PORD  JOHNSON  CARTAGE, 
JL*  jllL  West  Grand  River,  Howell, 
rtZ  fi^  January  4,  1962.  Attorney 
mmC.  Iwald,  Guardian  Building,  De- 
Stt,  ifleh.  Carrier  proposes  to  op- 
Z  iS  a  eommon  carrier,  by  motor  ve- 
of  general  commodities,  with 
eioeptions  over  a  deviation  route 
;:  From  Detroit,  Mich.,  over 
Highway  96  to  Junction  UJB. 
_  127,  thence  over  UJ3.  Highway 
ofio  Ltmlng,  Mich.,  and  return  over 
ml  gfi*  route,  for  operating  conven- 
Mt  only,  serving  no  intermediate 
■Mta.  Ite  notice  indicates  that  the 
^Sf  i*  presently  authorized  to  trans- 
put fits  Moae  commodities  over  a  perti- 
^  ■arvloe  route  as  follows:  Fkom 
[lllnKovtrU.S.  Highway  16  to  Lansing, 
■tiftam  over  the  same  route. 

MlMCS976S  (E>eviation  No.  2) ,  O.  E. 
(fOOBt  TRUCK  LINE,  INC.,  Walton, 
ly^  fled  January  31,  1962.  Attorney 
MF.  Bradley,  P.O.  Box  127,  Frankfort, 
0.  Ovrler  proposes  to  operate  as  a 
I  carrier,  by  motor  vehicle,  of 
eommodities.  with  certain  ex- 
over  a  deviation  route  as  fol- 
the  Junction  of  U.S.  Highway 
1  Kentucky  Highway  17,  at  Coving- 
kul)^-  over  UiS.  Highway  25  to  Junc- 
iM-bBtQCky  Highway  16.  at  Walton, 
Hf,  lad  return  over  the  same  route,  for 
convenience  only,  serving  no 
points.  The  notice  indi- 
tlMt  the  carrier  is  presently  au- 
to transport  the  same  commodl- 
a  pertinent  service  route  as 
From  Walton  over  Kentucky 
16  to  Junction  KentuclEy  High- 
mt  IT,  thence  over  Kentucky  Highway 
ntijvietlon  U.S.  Highway  25,  thence 
mm  UB.  Highway  25  to  Cincinnati, 
OHi,  and  rettirn  over  the  same  route. 
40858  (DeviaUon  No.  6) ,  THE 
FLEET  MOTOR  EXPRESS, 
m  Road.  Kingsport,  Tenn., 
M  Mmiary  1,  1962.  Carrier  pro- 
tmm  to  operate  as  a  common  carrier, 
^  jytor  vehicle,  of  general  com' 
■MHei,  with  certain  exceptions,  over 
I  iwiatkm  route  as  follows:  Ftom 
MMDe.  Ky.,  over  Interstate  High- 
W  M  to  Jimction  Kentucky  Highvnj 

f,   approximately     2     miles     south 
^  (hMfenburg,  Ky..  and  return  over 
•   route,    for    operating    con- 
only,  serving  no  Intermediate 
The  notice  indicates  that  the 
Is  presently  authorized  to  trans- 
same  commodities  over  a  pertl- 
route   as   follows:    From 
over    UJ3.^xHighway    60    to 
thence    over    Kentud^ 

161  to  a  point  approximately 
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2  miles  south  of  Graefenburg,  and  re- 
turn over  the  same  route. 

No.  ICC  40658  (Deviation  No.  7),  THE 
SILVER  FLEET  MOTOR  EXPRESS, 
INC.,  Eastman  Road,  Kingsport,  Term., 
filed  February  1,  1962.  Carrier  proposes 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  of  general  commodities,  with 
certain  exceptions,  over  a  deviation  route 
as  follows:  From  Knoxville,  Tenn.,  over 
Interstate  Highway  40  to  Junction  U.S. 
Highway  70,  approximately  2  miles  west 
of  Kingston,  Tenn..  and  return  over  the 
same  route,  for  operating  convenience 
only,  serving  no  intermediate  points. 
The  notice  indicates  that  the  carrier  is 
presently  authorized  to  transport  the 
same  commodities  over  a  pertinent  serv- 
ice route  as  follows:  From  Knoxville 
over  UJ8.  Highway  70  to  Crossville, 
Tenn.,  thence  over  U.S.  Highway  70N 
to  Nashville.  Tenn.,  and  return  over  the 
same  route. 

No.  MC  60303  (Deviation  No.  1) ,  CEN- 
TRAL TRANSFER  COMPANY,  2118 
South  GMswold  Street.  Peoria,  HI.,  filed 
January  30.  1962.  Attorney  Edward  G. 
Baselon,  39  South  LaSalle  Street,  Chi- 
cago 3,  ni.  Carrier  proposes  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
of  general  commodities,  with  certain  ex- 
ceptions, over  a  deviation  route  between 
Peoria  and  Morton,  HI.,  over  Interstate 
Highway  74,  for  operating  convenience 
only,  serving  no  intermediate  points. 
The  notice  Indicates  that  the  carrier  is 
presently  authorized  to  transport  the 
same  commodities  over  a  pertinent  serv- 
ice route  as  follows:  From  Peoria  over 
U.S.  Highway  150  to  Bloomington,  111., 
and  return  over  the  same  route. 

No.  MC  66562  (Deviation  No.  8), 
RAILWAY  EXPRESS  AGENCY.  IN- 
CORPORATED, 219  East  42d  Street, 
New  York  17,  N.Y.,  filed  September  25, 
1961.  Attorney  William  H.  Marx,  same 
address.  Carrier  proposes  to  operate  as 
a  common  carrier,  by  motor  vehicle,  of 
general  commodities,  moving  in  express 
service,  over  a  deviation  route  between 
Cincinnati  and  Findlay,  Ohio,  over  Inter- 
state Highway  75,  for  operating  conven- 
ience only,  serving  no  intermediate 
points.  The  notice  indicates  that  the 
carrier  is  presently  authorized  to  trans- 
port the  same  commodities  over  perti- 
nent service  routes  as  follows:  From 
Detroit,  Mich.,  over  U.S.  Highway  25  to 
Juncti(Hi  Michigan  Highway  85.  thence 
over  Michigan  Highway  85  to  junction 
Alternate  UJ3.  Highway  24,  thence  over 
Alternate  UJS.  Highway  24  to  Maumee. 
Ohio,  thence  over  U.S.  Highway  25  to 
Junction  UJS.  Highway  68,  therxie  over 
UJ3.  Highway  68  to  Springfield,  Ohio, 
thence  over  ^lio  Highway  4  to  Cincin- 
nati; and  fnxn  Springfield,  Ohio,  over 
U.8.  Highway  68  to  Xenia.  Ohio,  thence 
over  n.8.  Highway  42  to  Cincinnati,  and 
return  over  the  same  routes. 

No.  MC  69116  (Deviation.  No.  11), 
SPBCTOR  FREIGHT  SYSTEM,  INC.. 
3100  South  Woloott  Avenue,  CThlcago  8. 
HI.,  filed  Frtnuary  1.  1962.  Carrier  pro- 
poses to  (verate  as  a  common  carrier,  by 
motor  rtbkHB,  of  general  commodities, 
with  certain  exceptions,  over  a  deviation 
route  between  Chicago,  HI.,  and  Detroit, 
Mich.,  over  Interstate  Highway  94,  for 
operating  convenience  only,  serving  no 
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intermdiate  points.  The  notice  Intltf  tiHi 
that  the  carrier  is  presently  authorlaed 
to  transport  the  same  commoditieB  over 
a  pertinoit  service  route  as  follows: 
From  Chicagd  over  UJS.  Hitihmj  12  to  ' 
Detroit,  and  return  over  the  same  route. 

No.  MC  106456  (Deviation  No.  6). 
SUPER  SERVICE  MOTOR  FTUBIiC«T 
COMPANY,  INC.,  Fessler  Lane.  Itaah- 
ville,  Tenn..  filed  January  31,  1962.  At- 
torney J.  R.  Browder,  same  addiew. 
Carrier  proposes  to  operate  as  a  eommom 
carrier,  by  motor  vehicle,  of  general  oom- 
modities,  with  certain  exertions,  over 
a  deviation  route  as  follows:  From  KBs- 
boro.  Term.,  over  U.S.  Highway  41  to 
Jimction  Interstate  Highway  24,  north- 
west of  Pelham,  Tenn.,  thmce  over  In- 
terstate Highway  24  to  Junction  UJS. 
Highway  64.  thence  over  UJ3.  Hli^way 
64  to  Monteagle,  Tenn.,  and  reCttm  over 
the  same  route,  for  operating  conven- 
ience only,  serving  no  Intermediate 
points.  The  notice  Indicates  that  the 
carrier  is  pres^itly  authoiixed  to  trana- 
port  the  same  conunodities  over  a  perti- 
nent service  route  as  foDowa:  Rom 
Nashville,  Term.,  over  TJS.  BUtbmj  41 
to  Chattanooga,  Tenn.,  and  return  over 
the  same  route. 

No.  MC  109780  (DevUtion  No.  8). 
TRANSCONTINENTAL  BUS  SYBTSBfl. 
INC.,  315  Continental  Avenue,  Dallas^ 
Tex.,  filed  January  31. 1962.  Attorney  C. 
Zimmerman.  P.O.  Box  730.  Wichita. 
Kans.  Carrier  proposes  to  operate  as  a 
comm/m  carrier,  by  motor  v^icle.  of 
passengers  and  their  "baggage,  over  a 
deviation  route  as  follows:  From  Abilene. 
Kans..  over  Interstate  Highway  70  to 
Junction  U.S.  Highway  81,  amwoodmately 
1  Vt.  miles  north  of  Salina.  Kans.,  VtueoDt 
over  U.S.  Highway  81  to  Salina.  Kans.. 
and  return  over  the  same  route,  f<»*  op- 
erating convenience  only,  serving  no 
intermediate  pctots.  The  notice  indi- 
cates that  the  carrier  is  pres^tly  au- 
thorized to  tnjosport  paasoigers  over 
pertinent  service  routes  as  follows:  Ftun 
McPherson,  Kans.,  over  U.S.  Highway  81, 
via  Salina  to  Concordia,  Kans.;  and  from 
Salina  over  UJ3.  Highway  40  to  Abilene, 
and  return  over  the  same  routes. 

By  the  Commission. 

[seal]  Harold  D.  McCot, 

Secretary. 

[F.R.    Doc.    62-1480;    FUed,   Peb.    IS,    1962; 
8:48  ajn.] 


[NoUce  til] 

MOTOR  CARRIER  APPLICATIONS  AND 
CERTAIN  OTHER  PROCEEDINGS 

Febkuart  9.  1962. 

The  following  publications  are  gov- 
erned by  the  Interstate  Commerce  Cun- 
mission's  g^ieral  rules  of  practice  in- 
cluding special  rules  (49  Cm  1.241) 
governing  notice  of  filing  of  appllcatifms 
by  motor  carriers  of  property  or  passm- 
gers  or  brokers  under  sections  206.  209, 
and  211  of  the  Interstate  Commeroe  Act 
and  certain  other  proceedings  with  re- 
spect thereto. 

All  hearings  and  pre-hearing  confer- 
ences will  be  called  at  9:30  ajn.,  local 
daylight  saving  time  (if  that  time  Is 
observed),  unless  otherwise  ^ecified. 


\i 
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APmCATlONS  ASSIGKKD  FOR  ORAL  HEARING 

oa  Pu-Hbaruvg  CoNvritENCE 

MOTOR    CASRIXRS   OF   PROPERTY 

No.  lie  263  (Sub-No.  135  >.  filed  No- 
vember20.  1961.  Applicant:  GARRETT 
FREIOHTLINES.  INC  .  2055  Pole  Line 
Road,  Pocatello,  Idaho.  Applicants  at- 
torney: Maurice  H.  Greene.  Boise.  Idaho. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  reg- 
ular routes,  transporting:  General  com- 
modities, including  Classes  A  and  B  ex- 
plosives (but  excluding  those  of  unusual 
value,  household  goods  as  defined  by  the 
Commission,  commodities  in  bulk,  com- 
modities requiring  special  equipment. 
and  those  injurious  or  contaminating 
to  other  lading),  between  Lewiston. 
Idaho,  and  Missoula.  Mont  ;  from  Lewis- 
ton  over  Idaho  Highway  9  to  the  Idaho- 
Montana  State  line,  thence  over  un- 
numbered highway  to  the  junction  of 
unnumbered  highway  with  US.  Highway 
93  at  or  near  Lolo.  Mont .  thence  over 
UJ3.  Highway  93  to  Missoula,  and  return 
over  the  same  route,  serving  all  inter- 
mediate points. 

HEARING:  March  19.  1962.  at  the 
Davenport  Hotel.  Spokane,  Wash  .  be- 
fore Joint  Board  No.  79.  or.  if  the  Joint 
Board  waives  its  right  to  participate  be- 
fore Examiner  Richard  White. 

No.  MC  3094  (Sub-No.  13  >.  filed  Jan- 
uary 26.  1962.  Applicant:  SERVICE 
MOTOR  FREIGHT.  INC..  Atlantic  Ave- 
nue, Lawnside,  NJ.  Applicant's  attor- 
ney: Clarence  D.  Todd,  1825  Jefferson 
Place  NW..  Washington  6.  DC.  Au- 
thority sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Equipment,  mate- 
rials and  supplies  used  in  the  installation 
and  erection  of  fiberglas  materials  and 
products,  fibrous  glass  mineral  wool 
products,  fibrous  glass  textile  materials 
and  products,  plastic  materials  and  prod- 
ucts, in  mixed  shipments  with  such  ma- 
terials and  products,  between  Barrington. 
N.J..  on  the  one  hand,  and,  on  the  other, 
points  in  Connecticut,  Delaware,  the  Dis- 
trict of  Coliunbla.  Georgia.  Illinois,  In- 
diana, Kentucky,  Maine,  Maryland,  Mas- 
sachusetts, New  Hampshire,  New  Jersey. 
New  York.  North  Carolina,  Ohio.  Penn- 
sylvania. Rhode  Island,  South  Carolina, 
Tennessee,  Virginia.  Vermont,  West  Vir- 
ginia, and  the  lower  peninsula  of 
Michigan. 

Non:  Applicant  states  the  above  re- 
quested »uthorlty  to  be  limited  to  a 
teftnsportAtlon  lervice  to  be  performed 
under  a  continuing  contract,  or  contract*. 
with  Owens-Corning  Plberglas  Corp,  of 
Toledo,  Ohio.  Applicant  also  states  that  It 
Is  under  common  control  with  Atlas  Freight 
Lines,  Inc.,  and  B  *  L  Motor  Freight.  Inc. 

HEARING:  March  26.  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington.  DC.  before  Ex- 
aminer Henry  C.  Darmstadter. 

No.  MC  10183  (Sub-No.  4).  filed  Jan- 
uary 29, 1962.  Applicant :  SALLY  BRAZ- 
DON,  Roaenhayn  (Cumberland  County) . 
N.J.  Applicant's  attorney:  V.  Baker 
Smith,  2107  Fidelity -Philadelphia  Trust 
Building,  Philadelphia,  Pa.  Authority 
sought  to  operate  as  a  contract  carrier,  by 
motor  vehicle,  over  irregular  routes, 
transporting:    Glassware    'other    than 
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cut".  Bottles  'not  ampoules),  Carboys. 
Demijohns.  Jars,  and  Packing  Glasses, 
with  or  without  their  equipment  of  capf. 
covers,  stoppers  or  tops,  from  Salem, 
N.J. ,  to  Hurlock.  Md. 

Note  Applicant  advises  th.it  the  Ir.itis- 
portatlon  lii  the  prop<,>6ed  service  will  be 
limited  to  that  performed  under  a  continu- 
ing contract  or  contracts  with  the  .^me^l^an 
Stores  Comp.iny 

HEARISG  March  29,  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington,  DC  .  before  Joint 
Board  No.  283 

No.  MC  1018.3  'Sub-No  5',  filed  Jan- 
uary 29,  1962.  Applicant:  SALLY  BRAZ- 
DON,  Roscnhayn  (Cumberland  County. 
N.J.  Applicants  attorney:  V.  Baker 
Smith.  2107  Fidelity-Philadelphia  Trust 
Buildint,'.  Philadelphia,  Pa.  Authority 
sousht  to  operate  as  a  tuntract  carrier. 
by  motor  vehicle,  over  irregular  route.s, 
transporting:  Foodstuffs,  canned,  pre- 
served and  prepared,  from  Aberdeen. 
Hampstead.  Greenmount,  Frederick, 
Gaithersburg,  Bel  Air,  Darlington.  Havre 
de  Grace.  Westminster,  and  Ferryman. 
Md..  and  St  Georges.  Del.,  to  Forty  Fort. 
Pa..  Kearny.  N.J  ,  and  Philadelphia.  Pa. 

Note     Applicant    advises    that   the    trans- 
portation   in    the. proposed    service,    will    be- 
limited  to  that  performed  under  a  continu- 
ing contract  or  contracts  with  the  American 
Stores  Company 

HEARING:  March  28.  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington,  DC.  before  Ex- 
aminer Raymond  V.  Sar 

No.  MC  22254  .Sub-No  33'.  filed 
December  8.  1961.  Applicant:  TRANS- 
AMERICAN  VAN  SERVICE.  INC  .  7540 
South  Western  Avenue,  Chicago  20,  111. 
Applicant's  attorney:  Eugene  L.  Cohn, 
1  North  LaSalle  Street.  Chicago  2,  111. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
^  routes,  transporting:  Self-propelled  pas- 
senger or  property  carrying  golf  buggies. 
or  coviniercial  adaptations  thereof,  un- 
crated.  weighing  not  more  than  1,500 
pounds,  and  parf*  and  accessories  there- 
for when  accompanying  said  vehicle.s. 
between  points  in  the  United  States,  in- 
cluding the  District  of  Columbia,  but 
excluding  Alaska  and  Hawaii. 

Note     Applicant   refers   • 
Joint  control,   with  others 
Lines.  Inc    iMC-F  7252i 


J   appllc tu-n    for 
of   T    E    K     Van 


HEARISG:  March  21.  1962.  at  the 
Midland  Hotel,  Chicago.  111.,  before 
Examiner  Charles  J.  Murphy. 

No.  MC  26377  (Sub-No.  12  •.  filed 
December  4,  1961.  Applicant:  LEO- 
NARDO TRUCK  UNES.  INC..  Granger, 
Wash.  Applicant's  attorney:  Earle  V. 
White.  Fifth  Avenue  Building.  2130 
Southwest  Fifth  Avenue.  Portland  1, 
Oreg.  Authority  sought  to  operate  as 
a  cojntnon  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Lumber,  plywood,  pressed  board,  fibre- 
board,  and  wallboards,  from  points  in 
Benton,  Linn,  Marion,  and  Polk  Coun- 
ties, Oreg..  to  points  in  Yakima  and  Ben- 
ton Counties,  Wash. 

HEARING:  March  26.  1962.  at  the 
Interstate  Commerce  Commission  Hear- 
ing Room,  410  Southwest  10th  Avenue, 


Portland,      Oreg.,      befwe 
Richard  White. 

No.     MC     28956     (Sub-Mo.    |k 
December    14,    1961.     AppUca^, 
RYALS,     doing     businesi    m 
TRUCK  SERVICE.  P.O.  BoK3S|, 
Oreg.    Applicant's    attorney:  ] 
White,    Fifth    Avenue    "iitliM^^  ^ 
Southwest    Fifth    Avenue,   f90^mt 
Oreg.     Authority  sought  to  <4Mnliai[ 
common  carrier,  by  motor  vafeflili^S 
irregular     routes,     transportti^:  fS 
liters,  dry,   in  bags  and  in  brik,  ttf 
Tacoma,  Wash.,  to  points  In'OmM^ 

HEARING:  March    27,    1962,  i|  ^ 
Interstate  Commerce  Commliriattfl^ 
in^  Room.  410  Southwest  lOlfa  Al^ 
Portland,       Ores  .       before 
Richard  White. 

No.     MC     29116     <  Sub-No.    f), 
February   2,   1962.     Applicant: 

TRANSPORTS.    INCORPORAtSTB 
East  17  Street,  Kansas  City.  lio.   tjk' 
cant's    attorney:  Donald  L.  8lHi^.g| 
City  National  Bank  Bulldinc,  OMit| 
Nebr      Authority  .<;ought  to  nnnrtlMi 
common  carrier,  by  motor  venriliatt 
irregular    routes,    transportinf 
/ood5.  from  Milan,  Marshall. 
Moberly,  and  Macon,  Mo.,  to  _ 
Iowa.      Nebraska.      Minnesota, 
Dakota,  and  South  Dakota. 

HEARING:  March    21,    190,  tt  U 
US    Court   House  and  Custoa  li^ 
1114  Market  Street.  St.  Louk, 
fore  Examiner  Garland  E.  Taykr, 

No.  MC-42261  (Sub-No.  62), 
ruary    6.    1962.      Applicant: 
TRANSPORT  CORP.,  Route  1, 
Danforth  Avenue,  Jersey  City.  WJ. 
plicanfs  attorney:  Charles  J. 
1060  Broad  Street,  Newark  2.  **#■ 
thority  sought  to  operate  as  ai«fl§ 
carrier,  by  motor  vehicle,  over 
routes,  transporting:  Chemicali, 
from  Cleveland.  Ohio,  to  potnti  k 
nois.  Minnesota,  Wisconsin,  andSlk' 
Mo,  and  rejected  shipments,  m 
HEARING:  February  20,  190, 
Offices  of  the  Interstate  Commow 
mission,  Washington,  DC.  befon 
iner  Reece  Harrison. 

No.    MC    42487    (Sub-No.    51tt, 
January  9,  1962.    Applicant 
DATED     FREIGHTWAYS 
TION     OF    DELAWARE.    171 
Drive.   Menlo  Park,   Calif, 
attorney:     Donald     A.    Schafor. 
Southeast     Evergreen     HlghWt 
couver.    Wash.       Authority 
operate  as  a  common  carrier,  >f 
vehicle,  over  regular  route*. 
ing:  General  commodities  (e 
petroleum    products    in    bulk  li 
trucks  I .    <  1 1    between   LewlstOB, 
and    Missoula,    Mont.;    from 
over    Idaho   Highway   9   to  tfc« 
Montana  State  Une,  thence 
numbered  highway   to  the  J 
the    unnumbered    highway 
Highway    93    at   or   near   Uin, 
thence  over  US.  Highway  91  to 
and  return  over  the  same  ro*h 
no  intermediate  points;  and  (>) 
Grangeville.  Idaho,  and  KoOMJ 
from  Grangeville  over  Idaho 
13  to  Kooskia  (the  junotko  • 
Highways  13  and  9).  and 
the  same  route,  serving  no 
points,  and  with  service  at 


f,  February  14,  1962 

for  the  purpose  of  Joinder 


^Mmma:  March   19,   1962,  at  the 
■■^-^  Hotel.  Spokane,  Wash.,  be- 


*|2^Et  Board  No.  79,  or,  if  the  Joint 
Sl^alves  its  right  to  participate, 
SSmminer  Richard  White. 
■"■  1^  47323  (Sub-No.  11). 
D  AND  CLARIFIED),  filed 
IT  6.  1961,  published  Fbdkbal 
0  lanie  December  20, 1961.  repub- 
•m  amended  and  clarified  this 
^  Applicant:  TAJON  TRUCKJNQ 
S"aOorpo'*<Jo'^'  Route  5.  Mercer.  Pa. 
**•— ^ig  4^ttorney :  Donald  E.  Cross, 
Building,  Washington  4,  D.C. 
nn^  sought  to  operate  as  a  cont- 
,  fgrrier.  by  motor  vehicle,  over  ir- 
hr  nmtes,  transporting :  Commod' 
Id  bulk,  in  dump  vehicles,  between 
'  In  Illinois,  Indiana,  Kentucky, 
Michigan,  New  York,  Ohio, 
Virginia,      and      West 


■Hb:  Tt»  purpose  of  this  republication 
^ffi0U9r*  from  the  application  the  tank 
Zi^pb»m  at  the  case,  thus  restricting  it 
H^pMM  Involving  dump  vehicles. 

ggjJUNO:  Reassigned  on  March  21. 
g0^  it  the  Offices  of  the  Interstate 
(jl^iene  Commission,  Washington. 
nCL  before  Examiner  Jerry  F.  Laughlin. 
Hl  110  52458  (Sub-No.  161).  filed  De- 
^m  14,  1961.  Applicant:  T.  I.  Mc- 
ff^ifArr  TRUCKING  COMPANY, 
■C  UJS.  Route  9,  Woodbridge,  VJ. 
iMtaofi  attorney:  Chester  A.  Zyblut. 
9lK  Street  NW.,  Washington  6,  D.C. 
■ought  to  operate  as  a  common 
r,  tf  motor  vehicle,  over  irregular 
MriHl  tnuuporting :  (1)  Washing  com- 
iUMb,  In  bulk,  in  tank  vehicles,  from 
Mimn,  N.J..  to  points  in  Illinois.  In- 
iai^ and  Michigan  and  (2)  fatty  acids, 
ttmcf  vegetable  oils,  vegetable  oUs  and 
MrfiMc  oii  products,  in  bulk,  in  tank 
ijlMn,  from  Boonton,  N.J.  to  points  in 
and  rejected  shipments  of  the 
led  commodities,  on  rettirn. 
tUaniQ:  March  23,  1962.  at  346 
r,  New  York,  N.Y.,  before  Ex- 
Farks  M.  Low. 
'52709  (Sub-No.  157) .  filed  Jan- 
Wa  a,  1962.  Applicant:  RINOSBY 
WXX  LINES,  INC..  3201  Ringsby 
Denver  5,  Colo.  Applicant's  rep- 
i:  Etigene  St.  M.  Hamilton 
,  ^^v.  Mldress  as  applicant) .  Authority 
'  to  operate  as  a  common  carrier, 
vehicle,  over  irregular  routes. 
Alcohol,  neutral  spirits, 
\0UKolic  liquor,  in  bulk,  in  tank  ve- 
between  points  in  Maryland. 
pIpWtwmla.  Ohio,  Indiana,  and  Ken- 
«^,  on  the  one  hand,  and,  on  the 
Wm,  points  in  California. 

^tai:  Am>Ucant    states    that    It    controls 
MMIMght,  Inc.,  and  Inter  State  Express, 
of   which   are  wholly-owned  by 

It 


BUt/NG;  March   14,   1962.  at  the 
Hotel,  Chicago,  111.,  before  Ex- 
Armin  Q.  Clement. 
MC  52751  (Sub-No.  27),  filed  De- 
r4, 1961.     AppUcant:  ACE  LINES, 
!|I^414S  East  43d  Street.  Des  Moines, 
\  ■■^   Applicant's  representative:  Wll- 
A.   Landau.    1307    East    Walnut 
Des  Moines  16,  Iowa.    Authority 
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sought  to  (4;>erate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Iron  and  steel  articles, 
from  Sterling,  HI,  to  points  in  Minne- 
sota, North  Dakota,  and  South  Dakota. 

HEARING:  March  27,  1962,  in  Room 
401.  Old  Federal  Office  Building.  Fifth 
and  Court  Avenues.  Des  Moines.  Iowa, 
before  Examiner  Charles  J.  Murphy. 

No.  MC  52751  (Sub-No.  28) .  filed  De- 
cember 7. 1961.  Applicant:  ACE  LINES. 
INC..  4143  East  43d  Street.  Des  Moines. 
Iowa.  Applicant's  representative:  Wil- 
liam A.  Landau,  1307  East  Walnut 
Street,  Des  Moines  16,  Iowa.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Iron  and  steel  roof  deck, 
rib  form  and  floor  deck,  from  Milwau- 
kee, Wis.,  to  points  in  North  Dakota, 
South  Dakota,  and  Nebraska. 

HEARING:  March  26.  1962,  in  Room 
401.  Old  Federal  Office  BuUding,  Fifth 
and  Court- Avenues,  Des  Moines.  Iowa, 
before  Examiner  Charles  J.  Murphy. 

No.  MC  56270  (Sub-No.  9),  fUed  De- 
cember 15.  1961.  Applicant:  LEICHT 
TRANSFER  k  STORAGE  COMPANY, 
a  corporation,  1401-55  State  Street. 
Oreen  Bay,  Wis.  Applicant's  attorney: 
Glenn  W.  Stephens.  121  West  Doty 
Street.  Madison  3,  Wis.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Indelible  salt,  in  bulk, 
from  Green  Bay.  Wis.,  to  points  in  Alger, 
Baraga.  Delta,  Dickinson,  Houghton, 
Iron,  Keeweenaw.  Marquette,  Menom- 
inee. Onttmagon,  and  Gogebic  Coim- 
ties.  Mich. 

HEARING:  Apm  25.  1962,  at  Wiscon- 
sin Public  Service  Commission.  Madi- 
son, Wis.,  before  Joint  Board  No.  95. 

No.  MC  58813  (Sub-No.  41) ,  filed  Jan- 
uary 11.  1962.  AppUcant:  SELMAN'S 
EXPRESS,  INC..  460  West  35th  Street, 
New  York,  N.Y.  Applicant's  attorney: 
Solomon  Oranett.  1740  Broadway.  New 
Yoric  19.  N.Y.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Wearino  apparel  and  materials  and 
supplies  used  in  the  manufacture  thereof, 
between  points  in  the  New  York,  N.Y., 
Commercial  Zone,  on  the  one  hand, 
and.  on  the  other,  Jackson.  Tenn.,  and 
points  in  North  Carolina,  South  Caro- 
lina, Georgia,  and  Alabama. 

Note:  AppUcant  states  all  duplication  of 
authority  to  be  eliminated. 

HEADING:  March  29,  1962,  at  346 
Broadwi^,  N.Y.,  before  Examiner  Parks 
M.  Low. 

No.  MC  59531  (Sub-No.  86) .  filed  Jan- 
uary 22.  1962.  Applicant:  AUTO  CON- 
VOY CO..  3020  South  Haskell,  DaUas. 
Tex.  Applicant's  attorney:  Reagan 
Sayers.  Century  Life  Building,  Fort 
Worth  2,  Tex.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: New  automobiles,  trucks,  and  chas- 
sis, in  truckaway  service,  in  secondary 
movements,  from  Shreveport,  La.,  to 
points  in  Anderson,  Angelina,  Bowie, 
Camp,  Cass,  Cherokee,  Delta,  Franklin. 
Gregg,  Hardin.  Harrison.  Henderson, 
Hopkins.  Houston,  Jasper,  Lamar, 
Marion,  Morris,  Nacogdoches,   Newton. 


Orange.  Panola.  Polk,  Rains,  Red  Biver, 
Rusk.  Sabine.  San  Aueustlne,  BbtOa^, 
Smith,  Titus,  Trinity,  Tyler,  XfgAtm, 
Van  Zandt,  and  Wood  Countlet,  Tex. 

HEARING:  March  20.  1962.  «t  the 
Louisiana  Fublic  Service  Commlorion, 
Baton  Rouge,  La.,  before  Joint  Boenl  Mb. 
32,  or,  if  the  Joint  Board  waivee  Its  ritfit 
to  participate,  before  Exuniner  loBdore 
Freidson. 

No.  MC  60580  (Sub-No.  25).  (COR- 
RECTION), filed  November  27,  1961, 
published  in  the  Fbdkrai.  RcoiSTn,  tame 
of  February  7,  1962.  and  repuldlahed  ao 
corrected,  this  issue.  AppUcant:  HIOH- 
WAY  EXPRESS  LINES.  INC.,  236  North 
23d  Street.  Philadelphia  3.  Pa.  Appli- 
cant's attorneys:  V.  Baker  Smith, 
Harold  S.  Shertz,  226  South  16th  Street, 
Philadelphia  9.  Pa.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  tranmrnrt- 
ing:  GeneroZ  commodities  (except  those 
of  unusual  value.  Classes  A  and  B  explo- 
sives, household  goods  as  defined  by  the 
Commission,  commodities  in  bulk,  com- 
modities reqtiiring  special  equipment, 
magazines  and  newspapers,  and  films 
and  articles  associated  with  the  exhUai- 
tion  of  motion  pictures  as  described  In 
the  report  in  Descriptions  in  Motor  Car.- 
rier  Certificates,  61  M.C.C.  766).  from 
-the  plant  site  of  John  Lucas  Co.,  lac.,  at 
Oibbsboro.  N.J..  to  East  Butler,  Pa.,  and 
rejected  shipments  of  the  above-speci- 
fied commodities,  on  return. 

Note:  The  purpose  of  this  republication 
Is  to  correctly  reflect  the  ezceptlona  to  the 
general  commodities  proposed  to  be  trans- 
ported. 

HEARING:  Remains  as  »^gn^ 
March  16.  1962,  in  Room  300.  UJS.  Cus- 
toms BuUding.  Second  and  Chestnut 
Streets.  PhUadelphia,  Pa.,  before  Exam- 
iner Parks  M.  Low. 

No.  MC  61403  (Sub-No.  73),  filed  De- 
cember 12,  1961.  AppUcant:  THE 
MASON  AND  DIXON  TANK  LINES, 
INC.,  Eastman  Road,  Kingaport,  Turn. 
Applictmt's  attorney:  S.  S.  Eisen.  140 
Cedar  Street.  New  Yoric  6,  N.Y.  Author- 
ity sought  to  operate  as  a  commo*  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Chemicals,  in  buUc. 
in  tank  vehicles,  from  Tuscola.  CI.;  and 
points  within  ten  (10)  miles  thereof,  to 
points  in  Georgia.  North  Carolina,  and 
South  Carolina. 

Note:  Applicant  states  it  is  "xuider  con- 
trol of  The  Maaon  &  Dlzon  Unes.  Inc." 

HEARING:  March  23.  1962,  at  346 
Broadway.  New  Yoric.  N.Y.,  before  Ex- 
aminer Parks  M.  Low. 

No.  MC  61403  (Sub-No.  75).  filed  Jan- 
uary^ 22,  1962.  AppUcant:  THE  MASON 
AND  DIXON  TANK  LINES,  INC.,  East- 
man Road.  Kingsport,  Tenn. .  Aivlleant'a 
attorney:  S.  S.  Eisen,  140  Cedar  Street, 
New  York  6,  N.Y.  Authori^  sought  to 
operate  as  a  comm^m  carrier,  by  motor 
vehicle,  over  irregtUar  routes,  traniport- 
ing:  (1)  P/ienoI,  in  bulk,  in  tank  vidileleB. 
from  Siloam,  Ey..  and  p<dnts  within  ten 
(10)  mUes  thereof,  to  Tonawanda,  N.Y., 
and  to  points  in  Alabama,  AikJutfas. 
Florida,  Georgia.  Illinois.  Tndlana.  Jam%, 
Kentucky.  Louisiana.  Mkihigan,  Ifissls- 
sippi.  Missouri.  Minneeota,  North  Caro- 
lina, Ohio.  South  Carolina,  Tennesaee. 
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Texas,  and  ^^aeonsin;  and  (2)  Benzene, 
in  balk.  In  tank  Tehicles,  from  points  In 
Alabama.  Indiana.  Illinois,  Ohio,  Mich- 
igan, and  MlaBOurl,  to  Siloam,  Ky.,  and 
potaita  within  ten  (10)  miles  thereof. 

HEARINO:  March  27.  1962.  at  the  Of- 
fices of  the  Interstate  Commerce  Com- 
mission. Washington,  DC.  before  Ex- 
aminer Joseph  A.  Reilly. 

No.  MC  82896  (Sub-No.  8).  filed  Jan- 
uary 28.  1962.  Applicant:  CHARLES  W. 
POOLE  AND  BRERETON  POOLE,  a 
partyierahlp  doing  business  as,  POOLE  S 
DRAYAOE  CO..  1619  Eckington  Place 
NE.,  Washinirton  2.  DC.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  Irregular  routes. 
transporting:  I.  (a)  Meats,  meat  prod- 
vets,  and  meat  byproducts.  "b>  dairy 
jtrodwcts.  (c)  articles  distributed  by 
paekinohouses,  <d)  packinghouse  prod- 
ucts. Including  but  not  limited  to  those 
defined  in  Descriptions  in  Motor  Carrier 
Certiflcntes.  61  M.C.C.  209  and  706.  and 
(e)  frozen  fruits,  berries,  vegetables  and 
exempt  agricultural  commodities  'at  the 
same  time  in  the  same  vehicle  > .  1 .  From 
Washington.  D.C..  to  Martinsburg  and 
Charles  Town,  W.  Va.  2  Between  Hag- 
erstown.  Md.,  and  Martinsburg  and 
Charles  Town,  W.  Va.  n.  (a>  Dairy 
products,  <b)  packinghouse  products  in- 
cluding but  not  limited  to  those  as  de- 
fined in  Descriptions  in  Motor  Carrier 
Certificates,  61  M.C.C  209  and  706  and. 
(c)  frozen  fruits,  berries,  vegetables  and 
exempt  aoricultural  comrrutdities  'at  the 
same  time  in  the  same  vehicle  > .  From 
Washington,  DC.  to  Hagerstown.  Md 
m.  Ret\mi  of  rejected  and  returned 
ahipmeuts  of  the  above  commodities  to 
Washington.   D.C. 

Mors:  Applicant  la  now  authorized  to  fn- 
ga^e  In  operatloiu  from  Washington.  D  C  . 
to  point*  In  Maryland  and  Virginia  within 
60mlleflOf  Washington.  DC  .  and  from  Wash- 
ington, D.C,  to  Hagerstown.  Md. 

HEARING:  March  16.  1962.  at  the  Of- 
fices of  the  Interstate  Commerce  Com- 
mission, Washington,  DC,  before  Ex- 
aminer Harold  P.  Boss.' 

No.  MC  63562  (Sub-No.  41  • .  filed  De- 
cember 11,  1961.  Applicant:  NORTH- 
ERN PACIFIC  TRANSPORT  COM- 
PANY, a  corporation.  176  East  Fifth 
Street,  St.  Paul,  Minn.  Applicants  rep- 
resentative: Lelland  M.  Cowan.  425  Bur- 
lington Avenue,  Billings.  Mont.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  r«gular 
routes,  transporting:  General  commod- 
ities (except  Classes  A  and  B  explosives 
and  household  goods  as  defined  by  the 
Commission).  This  application-  is  for 
appropriate  authority  to  amend  or  mod- 
ify the  second  restriction  appearing  on 
Sheet  8  of  the  "Corrected  Certificate  of 
Public  Convenience  and  Necessity,"  No 
MC  63562  (Sub-No.  32) ,  dated  December 
3.  1959,  Insofar  as  said  restriction  applies 
on  shipments  transported  by  carrier  to 
or  from  Portland,  Oreg.  No  change  In 
routes,  commodities,  key  points  or  other 
named  restrictions  or  conditions  is  pro- 
posed. The  application  proposes  the 
modification  of  the  second  restriction, 
appearing  on  Sheet  6  of  Corrected  Cer- 
tificate MC  63562  (Sub-No.  32) .  by  elim- 
inating therefrom  Portland.  Oreg  .  there- 
by permitting  the  use  of  this  authority  to 


transport  shipments.  In  substituted 
truck -for-rail  service,  which  originate 
at  Portland,  Oreg.,  or  have  a  final  des- 
tination at  Portland.  Oreg.  The  service 
to  be  performed  by  the  applicant  to  or 
from  Portland,  Oreg.,  shall  be  limited  to 
that  which  Is  auxiliary  to.  or  supple- 
mental of,  rail  service  of  the  Railways, 
and  no  service  shall  be  rendered  by  the 
applicant  from  or  to.  or  interchange 
traffic  at  any  point  not  a  station  on  the 
lines  of  the  railways  and  moving  on  rail 
bill  of  lading  or  express  receipt,  but  not 
requiring  an  immediately  prior  or  im- 
mediately subsequent  movement  by  rail- 
road. 

NOTZ  Applicant  state.s  it  is  contrDlled  by 
Northern  Pacific  Railway  Company  through 
?«tock  ownership  to  wit.  5  000  shares  of  sti^k 
issued  and  held  by  said  Railway  Company. 
Northern  Pacific  Railway  Company  Joiii.s  in 
this  appllcatlin 

HEARING:  March  29.  1962.  at  the  In- 
terstate Commerce  Commis.sion  HearinK 
Room.  410  Southwcsl  10th  Avenue.  Port- 
land. Oreg  .  before  ELxammer  Richard 
White. 

No  MC  79695  >  Sub-No  22'.  filed  De- 
cember 13.  1961.  Applicant:  STEEL 
TRANSPORTATION  CO.  INC,  4000 
Chne  Avenue.  East  Chicago,  Ind  Ap- 
plicant's attorney:  Robert  W.  Loser. 
409  Chamber  of  Commerce  Buildinp.  In- 
dianapolis. Ind.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ins:  Iron  and  steel  articles,  as  described 
m  Appendix  V.  Descriptions  in  Motor 
Carrier  Certificates.  Ex  Parte  MC-45. 
fiom  points  in  Kankakee  County,  111  . 
to  points  in  North  Dakota,  South  Da- 
kota. Mlrmestota,  Nebraska,  Iowa.  Ken- 
tucky. Indiana.  Wisconsin.  Michigan. 
Ohio.  Pennsylvania,  and  West  Virginia. 
and  empty  containers  or  other  such  in- 
cidental facilities  (not  specified  ' .  used  in 
transporUng  the  above -specified  com- 
modities, on  return. 

HEARING:  March  23.  1962,  at  the 
Midland  Hotel.  Chicago,  111  ,  before  Ex- 
aminer Charles  J.  Murphy 

No.  MC  83617  tSub-No  2',  filed  Jan- 
uary 5  1962.  Applicant  MARSHALL- 
TOWN  FREIGHTERS.  INC.  Laurel. 
Iowa.  Applicants         representative: 

George  S.  MuUins.  4704  West  Irving 
Park  Road.  Chicago  41.  111.  Authority 
sought  to  operate  as  a  contract  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting  Household  laundry  appli- 
ances, namely  dryers,  uashers  and 
dryers  combined,  gas  and  electric,  from 
Newton.  Iowa,  to  Chicago.  111. 

Ncm:  .\pplli:int  states  the  proposed  oper- 
ation is  for  MaytaR  ChlcaRO  Company.  12  10 
South  Western  Avenue.  Chl<-aKo.  Ill 

HEARING  April  20.  1962.  at  the  Mid- 
land Hotel,  Chicago.  Ill  ,  before  Joint 
Board  No.  53 

No.  MC  95180  '  Sub-No  9  ' .  filed  Janu- 
ary 17.  1962.  Applicant:  HARRY 
SMOLOWITZ  AND  MORRIS  SMOLO- 
WTTZ.  doing  business  as  SMOLOWITZ 
BROS  .  909  Utica  Avenue.  Brooklyn. 
N.Y.  Applicant's  attorney:  Morris 
Honig.  150  Broadway.  New  York  38,  NY. 
Authority  sought  to  operate  as  a  rom- 
mon  carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Household 
goods,   as   defined   by   the   Commission. 


between   New    York,   N.Y.,  qq  ( 
hand.  and.  on  the  other,  points 
nesota.    North    Dakota,    SouUl 
Kansas.      Nebraska,      OUahoa 
karusas,   Louisiana,   Colorado,  tat  ^tt>- 
si.ssippi.  ^^ 

Note     Since  applicant  holds  ooateagl^' 
thorlty    under    MC   109890.    duaJ   Opai^L^ 

may  b«  involved,  ^^^^T. 

HEARING:  March  28,  1962.  at  ik 
L'  S.  Army  Reserve  Building.  M  a3 
44th  Street.  New  York,  N.Y..  bdoR  |Sf' 
umincr  William  A.  Royall.  ^' 

No.  MC  95212  (Sub-No.  33).lBiiBa>. 
cember  11,  1961.    Applicant:  r"'"'^ 
HEJMDERSON,  doing  business 
HENDERSON,  P.O.  Box  327, 
Applicant's  attorney:  Joseph  M. 
Ian.  Ill  West  Washington 
cago  2.  111.    Authority  sought  to 
as  a  contract  carrier,  by  mo^or 
over  irregular  routes,  transportftig; 
Sponge  rubber  products,  from  tht 
the  Sponge  Cushion.  Inc..  plank 
at  Morris.  111.,  to  points  in  IlUnsli^ 
consin.    Minnesota.    Missouri. 
Texas,  Nebraska,  Iowa.  Arkansas 
lioma.  Indiana,  Michigan,  Ohio, 
ana.  Kentucky.  Tennessee,  and 
vania.   and    (2)    raw  material  ■ 
make    sponge    rubber    produets, 
points  in  Illinois.  Wisconsin, 
Missouri.     Kansas,     Texas, 
Iowa.     Arkansas,     C^lahoma, 
Michigan.    Ohio,    Louisiana, 
Tennessee,  and  Pennsylvania,  to 
of  the  Sponge  Cushion,  Inc.,  phalli 
cated  at  Morris,  HI. 

HEARING:  March  22,  1963.  it  if 
Midland  Hotel,  Chicago.  HI.,  befsnH^ 
aminer  Charles  J.  Murphy.  • 

No.  MC  95540  (3ub-No.  3I»  (■ 
AMENDED  AND  CORRBCTHW,  Mt 
December  6,  1961,  published  fitmd 
Register,  issue  of  January  24,  \tti,m 
republished  as  corrected,  this  ^Mt 
Applicant:  WATKINS  MOTOR  UHft 
INC  .  Albany  Highway.  Thoma«?flh,4p^' 
AppHcant's  attorney:  Joseph  H.  ' 
shear.  Gainesville,  Ga.  Authortty 
to  operate  as  a  common  carrier.  If 
tor  vehicle,  over  Irregular  routes. 
porting :  Food  and  foodstuffs,  fi 
unfrozen,  from  points  in  Maine, 
chusetts.  New  Hampshire,  New 
New  York,  and  Pennsylvania  to 
in  Arizona,  California,  Colorado, 
Iowa.  Kansas,  Minnesota. 
Montana.  Nebraska.  Nevada.  New 
ico.  North  Dakota,  Oregon.  Soott 
kota.  Utah,  Washington.  Wlsconrin. 
Wyoming. 

Notf:    Tlie    purpose   of    this 
IS  to  Include  the  entire  State  of 
In  the  origin  territory,  originally 
shown  In  previous  publication  as 
N  Y  .  and  to  show  that  the  coi 
and  ffXHlstuffs  will  be  frozen  or 

HEARING:  Remains  as  afislgnBiM^ 
ruary  27.  1962,  at  the  Offices  of  tbiy;. 
terstate  Commerce  Commtiwion.Jgg^ 
ington,  DC,  before  Examiner  WB^ 
K   Royall. 

No.  MC  95540  (Sub-No.  398) . 
ruary  5.  1962.  Applicant:  WAt  _^ 
MOTOR  LINES,  INC.,  Albany  JfiS 
Thomasvllle,  Oa.  Appllcant'a^i«i|JP 
Joseph  H.  Blackshear.  OainefM^.^ 
Authority  sought  to  operate  M  •  •^, 


I 


r,  February  li»  1962 


.  by  motor  vehicle,  over  Ir- 

transporUng:     Froeen 

ttoKn  citrus  products), 

,  to  Florida  to  points  In  nii- 

'god  Missouri. 

eontrol  may  be  involved. 
'l^obUcatlon  Is  effected  Um  day 
^•Iw^hetflng  on  the  subject  appU- 
"^  w,gnon  or  persona  who  may  have 
^^Md  by  the  lack  of  sufficient  no- 
Sr«o  bearing,  may  file  a  proteet 
^  — pUeatlon  within  ao  days  from 
^  ^S^publlcatlon  In  the  Pkobui. 


mmiMUfa:  February  13.  1962,  at  the 
■■ -— —  Hotel.  300  Biscayne Boule- 


j.lfiami.  Pla..  before  Examiner 
^ma'k  Oaflney. 

^TwD  10S051  (Sub-No.  122),  filed 
MB- 19«2.  Applicant:  WAIXER 
in  CO..  INC..  P.O.  Box  13444. 
t  S40  Armour  Drive  NE.,  At- 
^^U.  Oa.  AppUcant's  attorney: 
■  XlMtfUi,  Jr..  1424  C  ft  S  NaUonal 
iiSttUV'  AUanU  3.  Ga.  Author- 
S^mM  to  operate  as  a  common  car- 
T-^Tpotor  vehicle,  over  IrregxUar 
^i-  tnUMporting:  Alcoholic  bever- 
jf^ftr.  fruit  juice  concentrates 
jtuU  thereof,  in  bulk,  in  tank 
,  Ifftveen  points  in  Georgia  on 
'hand,  and  on  the  other,  points 
roSneetleut.  Kentucky,  Illinois,  In- 
^ML  Ifaryland,  Massachusetts,  New 
iMT.  ■*»  York,  Ohio.  Pennsylvania, 
I,  and  Virginia. 

jApaeant  states  that  M.  J.  Baggett 

Hi,  Oa.,  owns  all  of  the  outstanding 

lj|M|inrsnl  and  50  percent  of  the  out- 

IM  sleek  of  OasoUne  Transport.  Inc.. 

flb«  M  percent   of    the   latter  being 

jl  ty  E.  L.  Walker  of  Waycroes.  Oa.: 

I  ^gl  nr.  Baggett  is  president  of  both 

Bt  carrier   and  OasoUne  Trana- 


«r' 


miMao: 


March   22,    1962,  at  680 
Street  NW..  Atlanta.  Oa., 
ir  Lacy  W.  Hinely. 
163051    (Sub-No.    123),  filed 
a,  1962.    AppUcant:  WALKER 
_  CO..  INC..  P.O.  Box   13444, 
k,  340  Amour  Drive  NE..  Atlanta 
1^  Qa.    AppUcant's    attorney:    R.   J. 
Jr..  Suite  1424-35  C  ft  S  Na- 
BuUding.  Atlanta  3,  Ga.   Au- 
1^.  IM^  MVht  to  operate  as  a  common 
\  90m,  by  motor  vehicle,  over  irregular 
_^  kanqwrting :    AZcohoZto    beoer- 
,/hrit  itacei,  fruit  juice  concentrates 
is  thereof,  in  bulk.  In  tank 

^ .  between  points  in  Georgia  on 

il«t  hand.  and.  on  the  other,  points 
h  OiUfcrnia,  Florida.   Louisiana,   and 

taR  Applicant  states  that  M.  J.  Baggett 
dMhali,  Oa.,  owns  all  of  the  outstanding 
dAalsfpUeant.  He  also  owns  60  percent 
dftiMManding  stock  of  OaaoUne  TTaaa- 
pMklM,  tbe  other  50  percent  being  ownad 
^&L  Vallur  of  Waycroes.  Ga.  ICr.  Baggett 
-kHaltait  of  both  applicant  and  GaaoUne 
Inc.,  and  that  arrangement  has 
by  the  Ckimmlselon  in  prior 
■■H  froeeedlngs  in  DockK  Noe..  MC-P 
MadllC-F  4336  and  MC-F  0014. 

UAMntG:  March  23.  1962,  at  680 
JiFnahtree  Street  NW.,  AtlanU.  Ga., 
MktBDonlner  Lacy  W.  Hinely. 

>MC  103647  (Sub-No.  1).  filed  De- 

4,     1961.       Applicant:     OWL 

.  It  STORAGE  CO.,  INC..  3628 

»i».»l 7 


FEDERAL  REGISTER 

Sixth  Avenue.  South,  Seattle,  Wash. 
Authority  sought  to  operate  as  a  contract 
cmrrier.  bgr  motor  vehicle,  c^tx  irregular 
routes,  transporting:  Thetttriail  ectHp^ 
ment,  inaudlng  scenerv.  vaardrobea. 
properties  and  electrical  supplies  used 
for  thttiMcdi  productions,  betwem 
paints  In  California,  Nevada.  Utah,  Mon- 
tana, Arlaona,  Wyoming,  Colorado,  and 
New  Mexico. 

Note:  AppUcant  holds  common  carrier  au- 
thority under  MC  1387  so  dual  operations 
may  be  involved. 

HEARING:  AprU  10.  1962,  at  the  New 
Mint  Building.  133  Hermann  Street,  San 
Francisco,  Calif.,  before  Examiner  F.  Roy 
Linn. 

No.  MC  103880  (Sub-No.  244).  filed 
January  19,  1962.  Applicant:  PRO- 
DUCERS TRANSPORT,  INC..  224  Buf- 
falo Street.  New  BufTalo.  Mich.  Ap. 
pllcant's  attorney:  David  Axelrod,  39 
South  La  Salle  Street.  Chicago  3.  HI 
Autibority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Liquefied 
Petroleum  products,  in  bulk,  in  tank  ve- 
hicles, from  the  plant  site  of  the  Century 
Refining  Company,  near  New  Baltimore, 
Mich.,  to  points  in  Indiana  and  Ohio. 

HEARING:  AprU  18,  1962.  at  the  Mid- 
land Hotel.  Chicago,  IlL,  before  Joint 
Board  No.  9. 

No.  MC  103435  (Sub-No.  105) .  filed  No- 
vember  16.  1961.  Applicant:  UNITED- 
BUCKINQHAM  FREIGHT  LINES,  a 
corporation.  East  915  Springfield  Avenue. 
Spokane  2,  Wash.  Applicant's  attorney : 
George  LaBlssonlere.  333  Central  Build- 
ing, Seattle  4.  Wash.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  regular  routes,  transport- 
ing: General  commodities  (except  those 
of  unusual  value.  Classes  A  and  B  ex- 
plosives, commodities  in  bulk,  and  house- 
hold goods  as  defined  in  Practices  of 
Motor  Common  Carriers  of  Household 
Goods.  17  M.C.C.  467),  Between  Pasco, 
Wash.,  and  Lewiston,  Idaho;  (1)  from 
Pasco  over  UJ3.  Highway  395  to  its  junc- 
tion with  VS.  Highway  410  at  or  near 
Walltda.  Wash.,  thence  over  U.S.  High- 
way 410  to  Lewiston,  and  return  over 
the  same  route,  serving  all  intermediate 
points,  (2)  from  Pasco  over  Washington 
Highway  3D  to  its  junction  with  Wash- 
ington Highway  3E  at  or  near  Prescott, 
Wash.,  thence  over  Washington  High- 
way 3E  to  Its  Junction  with  UJS.  High- 
way 410.  thence  over  UJS.  Highway  410 
to  Lewiston  and  return  over  the  same 
route,  serving  all  Intermediate  points, 
and  (3)  serving  points  in  Umatilla 
County.  Oreg.,  as  off-route  and  inter- 
mediate points  in  connection  with  the 
idteve  and  the  carrier's  otherwise  au- 
thorized regular-route  operations. 

HEARING:  March  21,  1962,  at  the 
Davenport  Hotel.  Spokane.  Wash.,  be- 
fore Joint  Board  No.  81,  or,  if  the  Joint 
Board  waives  its  right  to  participate 
before  Examiner  Richard  White. 

No.  MC  106297  (Sub-No.  30),  filed 
October  16.  1061.  AppUcant:  MID- 
STATES  TRAILER  TRANSPORT,  INC.. 
9330  South  Constance  Avenue.  Chicago, 
HI.  Applicant's  attorney:  MltcheU  Jen- 
kins. Suite  1000  Blue  Cross  Building. 
Wilkes-Barre,  Pa.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
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vehicle,  over  Irregular  routes,  trans- 
porting: House  trailers  (mobile  homes) , 
from  points  in  Lackawanna  azst  Nortti- 
umberland  Counties.  Pa.,  to  points  in  the 
United  States,  and  rejected  trailers, 
(emptp  eonUttners)  or  other  tueh  inet~ 
dental  facilities  (not  speeffled) ,  used  in 
transporting  the  commodities  specified 
above,  on  return, 

HEARING:  March  30,  1962,  at  the 
Federal  BuUding.  Scranton,  Pa.,  before 
Examiner  William  A.  RoyalL 

No.  MC  107107  (8ab-Na  194),  filed 
January  25,  1962.  Applicant:  ALTER- 
MAN  TRANSPORT  LINES.  INC.,  P.O. 
Box  65.  Alli4>attah  StaUon.  Miand  43. 
Fla.  Authority  sought  to  operate  as  » 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  trangiortlng:  (1> 
Candy  and  confectionery,  and  imrredi- 
ents  thereof,  chocolate,  cocoa.  eoatiH§ 
syrup;  (2)  advertising,  promotional  and 
display  materials  and  premiums,  from 
points  in  Warren  County,  NJ.,  to  poiztts 
in  Florida. 

HEARING:  March  23,  1962.  at  the 
Offices  of  the  Interstate  Cnnmeree 
Commission.  Washington.  D.Ci.  before 
Examiner  William  N.  Culbertson,  Jr. 

No.  MC  107403  (Sub-No.  378),  filed 
January  23,  1962.  AppUcant:  K. 
BROOKE  MATLACK.  INC.,  33d  and 
Arch  Streets.  Riiladelphia  4,  Pa.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Isopropyl  percar- 
bonate,  unstabiUzed,  from  Barberton. 
Ohio  to  points  in  Connecticut.  Delaware. 
Florida,  Illinois,  Indiana.  Kansas.  Ken- 
tucky, Louisiana,  Maine.  Klaryland.  Mas- 
sachusetts, Missouri,  New  Hampshire 
New  Jersey,  New  York.  North  Carolina. 
Ohio,  Pennsylvania.  Rhode  Island.  Texas. 
Vermont,  Virginia,  West  ^mglnia,  and 
ports  of  entry  on  the  International 
Boundary  line  between  the  United  States 
and  Canada  located  in  New  York. 

NoTx:  Applicant  holds  contract  authority 
under  MC-1 17637;  therefore  dual  <q;>eratlon 
may  be  Involved.  Also  applicant  states  that 
It  Is  authorized  to  eontrol  Reader  Brothers. 
Inc.  (MC-P  6886),  and  Clark  Bulk  Tr^nefer 
(MC-P-7909). 

HEARING:  March  22.  1962,  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington.  D.C..  before  Ex- 
aminer Francis  A.  Welch. 

No.  MC  107654  (Sub-No.  3) ,  filed  Jan- 
uary 22,  1962.  AppUcant:  GLENN  E. 
TRIPP,  doing  business  as  SPECIAL 
SERVICE,  502  North  Court  Street,  Me- 
dina, Ohio.  Applicant's  attorney:  Paul 
F.  Berry,  44  East  Broad  Street,  Coliunbus 
15,  Ohio.  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  (1) 
Canned  and  preserved  foods,  (a)  from 
Medina.  Ohio  to  Baltimore.  Md.,  WU- 
mington,  DeL,  and  Washington.  D.C... 
and  (b)  from  Albion,  N.Y..  to  points  in 
Pennsylvania  and  Ohio;  (2)  matches, 
from  Wadsworth,  Ohio,  to  points  in  Con- 
necticut. Illinois.  Indiana.  Iowa,  Mary- 
land. Massachusetts.  Michigan.  Misaouri. 
Miimesota.  New  Jersey.  New  York.  Ken- 
tucky. Pennsylvania.  Rhode  Island.  Ten- 
nessee. Virginia,  and  Wisconsin,  and 
commodities,  used  in  the  manufacture  of 
matcfies,  on  return,  and  (3)  Cookina  and 
salad    oils,    vegetable    oil    shortening. 
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Mhortening  not  in  packages,  (a)  from 
Chicago.  HI.,  to  points  in  Indiana  and 
Ohio,  and  (b)  from  Bayonne,  NJ..  to 
points  in  New  York.  Pennsylvania,  and 
Ohio. 

Vote:  Applicant  ttotaa  th*  propoMd  serv- 
lo«  wUl  b«  pmrfoniMd  undar  contUiulng  con- 
trkcto  with  Hunt  FOoda  and  Indiutrles.  Inc., 
and  Tbe  H.  W.  lUdlaon  Ck>. 

HEARING:  March  20.  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington.  D.C..  before  Ex- 
aminer Warren  C.  White. 

No.  MC  110525  (Sub-No.  489).  flled 
February  5.  1962.  Applicant:  CHEMI- 
CAL LEAMAN  TANK  LINES.  INC..  520 
East  Lancaster  Avenue.  Downingtown. 
Pa.  Applicant's  attorney:  Leonard  A. 
Jaskiewlo.  Munsey  Building.  Washing- 
ton 4.  D.C.  Authority  sought  to  operate 
as  a  ccftnmon  carrier,  by  motor  vehicle. 
over  irregiilar  routes,  transporting: 
ChemicaU,  in  bulk,  in  tank  vehicles,  from 
the  site  of  the  B.  F.  Goodrich  plant  lo- 
cated thirteen  (13)  miles  east  of  Fort 
Wajrne  (in  Milan  Township,  Allen 
County) .  Ind..  to  points  in  Illinois.  Michi- 
gan. Ohio.  Wisconsin,  and  West  Virginia. 

Note:  Applicant  holds  contract  carrier  au- 
auttaorlty  In  MC  117507  and  Sube  thereunder. 
therefor*  dual  operations  may  be   Involved 

HEARING:  March  13.  1962,  at  the  Of- 
fices of  the  Interstate  Commerce  Com- 
mission. Washington.  D.C,  before  Ex- 
aminer Samuel  Horwlch. 

No.  MC  110088  (Sub-No.  67) .  filed  Jan- 
uary 12.  1962.  AppUcant:  KAMPO 
TRANSIT.  INC..  200  CfcU  Street,  West. 
Neenah.  Wis.  Applicant's  attorney: 
Harry  C.  Ames.  Jr..  Transportation 
Building.  Washington.  DC.  Authority 
sought  to  operate  as  a  comfimon  carrier . 
by  motor  vehicle,  over  irregular  routes. 
transporting:  Chemicals,  in  b^ilk.  in  tank 
vehicles,  from  Lemont,  III.  to  points  in 
Wisconsin. 

HEARING:  April  25.  1962,  at  the  Wis- 
consin Public  Service  Commission.  Madi- 
son. Wis.,  before  Joint  Board  No.  13. 

No.  MC  112030  (Sub-No.  144) ,  flled  De- 
cember 8.  1961  .  Applicant:  COMMER- 
CIAL OIL  TRANSPORT,  INC..  1030 
Stayton  Street,  Ft.  Worth.  Tex.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Vinegar,  in  bulk,  in 
tank  vehicles,  from  points  in  California 
to  points  in  Texas. 

NoTs:  AppUcant  states  It  "Is  owned  and 
controlled  by  the  same  stockholders  who 
own  and  control  Commercial  OH  Transport 
of  Oklahoma.  Inc." 

HEARING:  April  11.  1962.  at  the  New 
Mint  Building.  133  Hermann  Street.  San 
Francisco,  Calif.,  before  Examiner  E.  Roy 
Linn. 

No.  MC  112030  (Sub-No.  145) .  filed  De- 
cember 8.  1961.  Applicant:  COMMER- 
CIAL OIL  TRANSPORT.  INC..  1030 
Stajrton.  Street.  Fort  Worth.  Tex.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Juices,  juice  con- 
centrates, wines,  and  brandies,  in  bulk. 
In  tank  vehicles,  from  points  in  Califor- 
nia to  points  in  Nebraska.  Minnesota. 
Wisconsin.  Illinois.  Missouri.  Iowa.  Kan- 
sas,    Arkansas.     Oklahoma,     Colorado. 
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Texas.     New     Mexico.     Tennessee,     and 
Louisiana. 

Note:  AppUcant  states  It  Is  owned  and 
controlled  by  same  stockholders  who  own 
and  control  CTommerclal  Oil  Transport  of 
Oklahoma.  Inc. 

HEARING:  April  11,  1962.  at  the  New 
Mint  Building,  133  Hermann  Street,  San 
Francisco.  Calif  ,  before  Examiner  F.  Roy 
Linn. 

No.  MC  112617  (Sub-No.  107).  flled 
January  24.  1962.  Applicant:  LIQUID 
TRANSPORTERS.  INC..  P.O.  Box  5135. 
Cherokee  Station.  Louisville,  Ky.  Appli- 
cants  attorney:  Leonard  A.  Jaskiewlcz, 
Munsey  Building.  Washington  4.  DC. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Flour,  in 
bulk,  from  Ashland,  Ky.,  to  points  in 
Kentucky.  Ohio.  Virginia.  West  Virginia, 
Tennessee,  and  North  Carolina. 

HEARING:  March  23.  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mLsslon.  Weishington,  DC .  before  Ex- 
aminer William  R.  Tyers. 

No  MC  112617  (Sub-No.  108  >.  flled 
January  29,  1962.  Applicant:  LIQUID 
TRANSPORTERS.  INC  ,  P  O.  Box  5135. 
Cherokee  Station.  Louisville  5,  Ky.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting :  ( 1  >  Phenol.  In  bulk, 
in  tank  vehicles,  from  Siloam,  Ky.,  and 
points  within  ten  dO*  miles  thereof  to 
North  Tonawanda.  N.Y  ,  and  points  In 
Alabama,  Arkan.sas,  Florida.  Georgia. 
IlUnols.  Indiana.  Iowa,  Kentucky.  Louisi- 
ana. Michigan.  Minnesota.  Mississippi. 
Missouri.  North  Carolina.  Ohio.  South 
Carolina.  Tennessee,  Texas,  and  Wiscon- 
sin ancl  <2»  Benzene.  In  bulk.  In  tank 
vehicles,  from  points  In  Alabama.  IlUnols, 
Indiana.  Ohio.  Michigan,  and  Missouri 
to  Siloam,  Ky  .  and  points  within  ten 
'  10  •  miles  thereof 

HEARING  March  27,  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington,  DC .  before  Ex- 
aminer Joseph  A.  RelJly. 

No.  MC  112750  (Sub-No  87 »,  flled 
December  7,  1961  Applicant:  ARMOR- 
ED CARRIER  CORPORATION.  De- 
Bevolse  Building,  222-17  Northern  Bou- 
levard. Bayslde.  NY.  AppUcants  attor- 
ney: James  K.  Knudson.  1821  Jefferson 
Place.  N.W  ,  Wa.shington,  DC.  Author- 
ity souRht  to  operate  as  a  contract  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Commercial  papers, 
documents  and  u^itten  instruments  (ex- 
cept coin,  currency,  bulUon  and  negoti- 
able securities)  as  are  used  in  the  con- 
duct of  the  business  of  banks  and  bank- 
ing institutions,  between  Chicago.  HI., 
on  the  one  hand,  and.  on  the  other, 
points  in  Brown.  Calumet.  Dane.  Pond 
du  Lac.  Kewaunee.  Manitowoc.  Milwau- 
kee. Outagamie,  Ozaukee,  Racine,  Rock. 
Sheboygan,  Washington,  Waukesha,  and 
Winnebago  Counties,  Wis. 

HEARING:  April  24,  1962,  at  the  Wis- 
consin E»ublic  Service  Commission,  Madi- 
son, Wis  ,  before  Joint  Board  No.  17. 

No.  MC  113678  (Sub-No.  17),  flled 
January  18,  1962.  Applicant:  CURTIS, 
INC.  770  East  51st  Street,  Denver  16, 
Colo.  Applicant's  attorney:  Chiane  W. 
Acklle,  Box  2041.  605  South  12th  Street. 
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Lincoln,  Nebr     Authori^ 
erate  as  a  common  carrier,  ty" 
hide,  over  irregular  routes,      _ 
Frozen  foods,  from  MontesuBA, 
Baltimore,  Md..  to  points  in 
California,    Colorado.    Idaho, 
Nebraska,     New     Mexico, 
Wyoming. 

HEARING:    March    21,   INI,  ^ 
Arkansas  Commerce  CommlarioiL 
Building,  State  Capitol.  Little  ~ 
before  Examiner  Laurence  K.  |^^ff 

No.    MC    114019    (Sub-No.   n>   A 
December    5,    1961.      AppUosnt^  *'^ 
WEST     EMERY     FREIGHT 
INC  .  7000  South  Pulaski  Road. 
29,  111.     Applicant's  attorney: 
D    Todd.    1825    Jefferson 
Washington  6,  D.C,    Authority 
operate  as  a  common  carrier,  % 
vehicle,  over  Irregular  routes, 
ing:  Frozen  foods.  (1)   from 
Macon,  Marshall,  Moberly,  MUm 
Louis.    Mo.,    to    points   in 
Delaware.    Indiana,    Maine, 
Massachusetts,    Michigan,  New 
New    York.    New    Hampshire, 
Ohio.   Pennsylvania,  Rhode 
the  District  of  Columbia,  and  (I) 
Carrollton  and  St.  Louis,  Mo.,  to  | 
in  Illinois  (except  Chicago) .  lows, 
tucky,   Tennessee,    Minnesota, 
West  Virginia,  and  Wisconsin. 

Note      Applicant    states    It    and 
Transfer  Company  of  Illinois  are 
controlled  and  managed  pursuant  to 
Ity  grunted  by  the  Commission. 

HEARING:  March  19.  1962. atl 
Court  House  and  Custom  HoM 
Market  Street,  St.  Louis,  lio.. 
Examiner  Garland  E.  Taylor. 

No  MC  115322  (Sub-No 
December  7.  1961.  AppUcant: 
BLYTHE.  doing  business 
BLYTHE  MOTOR  LINES,  P.O, 
2939  Orlando  Drive,  Sanford.  PU.  ||> 
plicant's  attorney:  Frank  B.  Bmi,^ 
Transix)rtation  Building.  WMhtaflal 
DC.  Authority  sought  to  openlmt 
common  carrier,  by  motor  vt^Mt^mt 
irregular  routes,  transporting:  ^Jltir 
stuffs,  frozen  and  unfrozen,  fwp^jj^, 
in  Chautauqua  County,  N.Y.,  sail^ 
County.  Pa.,  to  points  in  North  CMMf 

HEARING:  March  28,  1961.  ti  Wf' 
Broadway.  New  York.  N.Y.,  bstat  % 
aminer  Parks  M.  Low.  *k 

No.  MC  115841  (Sub-No.  W),  M 
February  5,  1962.  Applicant: 
NIAL  REFRIGERATED 
TATION.  INC.,  1215  Bankhead  _  ^ 
West,  FO.  Box  2169.  Birmlnghm.  % 
Authority  sought  to  operate  •§  a  mt^ 
mon  carrier,  by  motor  vehicle,  tIMtW 
regular  routes,  transporting:  /teilfpl^ 
foodstuffs,  from  points  in  Matn 
sachusetts.  New  Hampshire.  New 
Pennsylvania,  and  New  York.  M.T^^ 
eluding  points  In  the  Commercial  Mil 
as  defined  by  the  Commission.  topiMl 
in  Arizona,  California.  Colonxtlo,  Ijlj^ 
Iowa.  Kansas,  Minnesota.  MiMOwU^P' 
tana,  Nebraska.  Nevada.  New  JJMjfc 
North  Dakota.  Oregon.  South  OMh 
Utah,  Washington.  WiscoOilB.  .0 
Wyoming. 

HEARING:  February  27,  1! 
Offices  of  the  Interstate  Coi — -----^ 
mission.  Washington.  D.C,  beCoit  ■► 
aminer  William  K.  Royall. 


2 

at:  1.1 
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'  m:  115W1    (Sub-Nb.   96),   flled 

S—^%    1963.     Applicant:    COIX>- 
^Atoerated  transpor- 
Zimc    1215  Bankhead  Highway 
^A  Ko  BW  2169.  Birmingham.  Ala. 
^^       tatghi  to  operate  as  a  com- 
igf^  by  motor  vehicle,  over  Ir- 
leates,  transporting:  Food  and 
I    frozen  and   unfrozen,  from 
irf' Maine.  New  Hampshire,  and 
tiosetts   to    points    in    Alabama, 
piorida.   Georgia.   Louisiana. 

I  Korth  Carolina.  Oklahoma. 

-^^BwMna.  Tennessee,  and  Texas. 
~A»fMO.-  February  16,  1962.  at  the 
\j£  Ibc  Interstate  Commerce  Corn- 
Washington.   D.C.   before  Ex- 
^yW.  Hinely. 

1 115841  (Sub-No.  97) ,  filed  Peb- 
1.  1M2  Applicant:  COLONIAL 
>jQjRATBD  TRANSPORTATION. 
HIS  Bankhead  Highway  West, 
an  fii  3168,  Birmingham.  Ala.  Au- 
r  ieBgbt  to  operate  as  a  common 
\  ly  Botor  vehicle,  over  irregular 

■  teansporting :  Bananas,  (1)  from 

^grieans.  La.,  and  Gulf  port.  Miss.. 

,  to  Illinois  and  (2)  from  Gulf- 

M    to  Birmingham,  Ala.,  and. 

I  coatomeri  or  other  sv^h  inciden- 

IKi0  (not  specified)  used  in  trans- 

;  the  commodities  specified  above. 


WUMIHG:  February  27,  1962,  at  the 
lliri  Tbomas  Jefferson,  Birmingham. 
^     before     Examiner     J.     Thomas 


MC  115917  (Sub-No.  10).  flled 
tm^f  ^>  1^2  Applicant:  UNDER- 
VQOD  *  WELD  COMPANY.  INC..  P.O. 
IB  148.  Croesnore,  N.C  Applicant's 
Wilmer  A.  Hill.  Transporta- 
Bdldlng.  Washington  6,  D.C.  Au- 
•ought  to  operate  as  a  common 
r,  by  motor  vehicle,  over  irregular 
transporting :  ( l  >  Feldspar,  feld- 
^§-pro4ucts.  feldspar  waste  mate  _ 
I,  hcle^Tip  sand  and  silica  sand,  in 
in4  in  bulk,  from  points  in  Mitchell 
Tfenoey  Counties,  N.C,  to  points  In 
Aikansas.  Connecticut,  Dela- 
risrlda.  Georgia,  Illinois,  Indiana, 
Kentucky,  Louisiana.  Maryland, 
tts,  Michigan,  Mississippi, 
New  Jersey,  New  York,  Qhlo, 
Pennsylvania,  Rhode  Island. 
Mft  Ovolina,  Tennessee.  Texas,  Vir- 
0tk,  West  Virginia,  and  Wisconsin, 
bl  brf  fround  mica,  in  bulk  and  in 
points  In  Avery,  Mitchell,  and 
Oounties,  N.C,  to  points  in 
it,  Iowa,  Kentucky.  Maine, 
ttts,  Montana,  Nebraska,  Ne- 
Wew  Hampshire,  New  Jersey, 
i,  Rhode  Island.  South  Caro- 
fem  890th  Dakota,  Utah.  Vermont.  Vlr- 
tfrii,  and  Washington.  (3)  Salt  and 
itBtniucts.  In  bags  and  in  bulk,  from 
MMila  Krt  Bend  and  Harris  Counties. 
,  to  points  in  North  Carolina.  South 
Tennessee.  Georgia,  Florida. 
k,  and  Kentucky. 
KUnmO:  March  16,  1962,  at  the  Of- 
o(  the  Interstate  Commerce  Com- 
Washington.  D.C,  before  Ex- 
n«nk  R.  Saltzman. 

116077   (Sub-No.   117).  filed 

8.  1962.     Applicant:  ROBERT- 

I TANK  LINES.  INC.  P.O.  Box  9218, 

Avenue,  Houston.  Tex.    Ap- 
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plicant's  attorney:  Thomas  E.  James, 
Esperson  Bidding,  Suite  1535.  Houston  2, 
Tei(.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting :  Titanium 
tetrachloride,  in  bulk,  in  tank  vehicles 
from  Lake  Charles,  La.,  to  points  in 
Texas. 

HEARING:  March  28.  1962.  at  the 
Federal  OfBoe  Building.  Franklin  and 
Fannin  Streets.  Houston.  Tex.,  before 
Joint  Board  No.  32,  or,  if  the  Joint  Board 
waives  its  right  to  participate,  before 
Examiner  Isadore  Freidson. 

No.  MC  116544  (Sub-No.  17 ) ,  filed  Jan- 
uary 19.  1962.  Applicant:  WILSON 
BROTHERS  TRUCK  LINE,  INC.  700 
East  Fairview  Street.  Carthage,  Mo.  Ap- 
plicant's attorney:  Robert  R.  Hendon, 
3200  Cummings  Lane.  Chevy  Chase  15, 
Md.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting :  ( 1 )  Dairy 
products,  as  described  in  Section  B  of 
Appendix  I,  to  the  Report  in  Descrip- 
tions in  Motor  Carrier  Certificates,  61 
M.C.C,  273;  and  (2)  empty  containers, 
for  packaging  of  the  commodities,  speci- 
fied in  (1)  above,  between  points  in  Mis- 
souri, Oklahoma,  Arkansas,  and  Kansas. 

NoTs:  AppUcant  states  that  in  performing 
the  proposed  operations  as  shown  above,  the 
State  of  Tennessee  will  be  traversed  for  op- 
eratlnc  convenience  only. 

HEARING:  March  26.  1962,  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission, Washington,  D.C,  before  Ex- 
aminer James  A.  McKial. 

No.  MC  116893  (Sub-No.  6),  filed  De- 
cember 26,  1961.  Applicant:  MARTEL 
EXPRESS,  LTD..  614  Rue  Principale, 
Famham  (Quebec),  (!;anada.  Appli- 
cant's attorney:  S.  Harrison  Kahn,  1110- 
14  Investment  Building,  Washington, 
D.C.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Frozen 
foods,  frozen  vegetables,  frozen  berries, 
frozen  fruits,  and  frozen  juices,  from 
Seabrook,  N.J.,  and  Marlboro  and  Mil- 
ton, N.Y.,  to  Ports  of  Entry  on  the  Inter- 
national Boundary  line  between  the 
United  States  and  Canada  at  or  near 
Champlain,  N.Y. 

Note:  Applicant  states  the  pro}X)scd  opera- 
tion Is  restricted  to  shipments  originating 
In  the  United  States  and  destined  to  points 
in  Caiutda.  Applicant  also  states  the  pro- 
posed operation  will  be  performed  In  me- 
chanically refrigerated  vehicles  for  the  ac- 
count of  Seabrook  Farms  Co.,  Seabrook,  N.J. 

HEARING:  March  27.  1962.  at  346 
Broadway,  New  York,  NY.,  before  Ex- 
aminer Parks  M.  Low. 

No.  MC  117119  (Sub-No.  42).  filed 
December  6.  1961.  Applicant:  WILLIS 
SHAW  FROZEN  EXPRESS.  INC..  Elm 
Springs.  Ark.  Applicant's  attorneys: 
John  H.  Joyce,  26  North  College.  Fayette- 
ville.  Ark.,  and  A.  Alvis  Lasoie.  Pennsyl- 
vania Building,  Washington  4,  D.C. 
Authority  sought  to  operate  as  a  common 
carrier.  JDy  motor  vehicle,  over  irregtilar 
routes,  transporting:  Frozen  foods,  from 
Chicago  and  Deerfleld,  111.,  to  points  in 
Arkansas,  Tennessee,  Kentucky.  Ala- 
bama. Oeorgia,  Mississippi,  Louisiana 
and  Tmltft"a.  and  emptp  containers  or 
other    such    incidental    facilities    (not 
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specified),    used    in    transporting    the 
above-specified  commodity,  on  return. 

HEARING:  March  19.  IMS,  at  the 
Midland  Hotel,  Chicago,  HI.,  before 
Examiner  Charles  J.  Mtarphy. 

No.  MC  117574  (Sob-IVo.  63).  fUed 
January  31,  1962.  Api^lcant:  DAILY 
EXPRESS,  INC  Box  311,  RJ>.  No.  .1. 
Carlisle,  Pa.  Applicant's  attomsr: 
James  £.  Wilson,  Perpetual  Building. 
1111  E  Street  NW.,  Washington  4.  DX:. 
Authority  sought  to  operate  as  a  comnum 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  CooZtna  and  freez- 
ing machinery  and  equipment,  materials, 
equipment  and  supplies  used  in  and  in- 
cidental to  the  installation  of  such  cotd- 
ing  and  freezing  machinery  and  equip- 
ment, from  La  Crosse,  Wis.,  to  points  in 
Ohio,  Pennsylvania,  New  York,  Kew 
Jersey,  West  Virginia,  Maryland,  Dela- 
ware, Rhode  Island.  Connecticut.  Massa- 
chusetts, Virginia,  Kentucky,  and  New 
Hampshire. 

HEARING:  March  13,  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission, Washington.  D.C.  befcu'e  Ex- 
aminer Donald  R.  Sutherlaind. 

No.  MC  117774  (Sub-No.  1),  filed 
December  18,  1961.  Applicant: 
GEORGE  A.  TAYLOR,  INC.  244  luring 
Street,  Avon,  N.Y.  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes.  tran^;>ort- 
ing:  Mineral  wool,  in  mixed  shipments 
only  with  gypsum  products,  plaster  re- 
tarder,  plaster  accelerator,  plasterboard 
joint  system,  tape  and  waUboard,  from 
Wheatland,  N.Y..  to  points  in  Ohio, 
points  in  Peimsylvania  on  the  west  of 
U.S.  Highway  15.  and  points  in  Macomb. 
Monroe,  Wayne,  and  Oakland  Counties. 
Mich.,  and  empty  containers  or  other 
such  incidental  facilities  (not  specified) 
used  in  transporting  the  above -specified 
commodity  and  rejected  shipments,  on 
return. 

Note  :  Applicant  states  the  proposed  opera- 
tion Is  restricted  to  movements  under  con- 
tinuous contract  with  the  Ruberlod  Co., 
shipper.  Carrier  holds  authority  In  Permit 
MC  117774  to  transport  the  commodities 
named  above  from  Wheatland.  N.T.,-  to  the 
above-described  destination  territory.  This 
application,  seeks  authority  to  transport 
mineral  wool  in  mixed  shipments  only  with, 
those  commodities. 

HEARING:  March  26,  1962,  at  346 
Broadway,  New  York,  N.Y.,  before 
Examiner  Parks  M.  Low. 

No.  MC  117823  (Sub-No.  5)  (AMEND- 
MENT) ,  filed  January  4,  1962,  published 
Federal  Register  issue  February  7,  1962. 
amended  February  6,  1962,  and  repub- 
lished this  issue.  Applicant:  RALPH  F. 
DUNKLEY,  doing  business  as  DUNK- 
LEY  DISTRIBUtlNG  COMPANY,  240 
California  Avenue,  Salt  Lake  City,  Utah. 
Applicant's  attorney:  Lon  Rodney 
Kump,  716  Newhouse  Building,  Salt  Lake 
C^ty  11,  Utah.  Authority  sought  to  op- 
erate as  a  common  carrier,  bar.  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Frozen  foods,  in  less-than  truddoad 
shipments  not  to  exceed  10,000  pounds 
when  shaped  in  oonnectimi  with  f  roaen 
fruits,  frozen  vegetables  and  froaen 
berries,  (1)  from  points  in  Los  Angeles, 
Orange,  Ventiua.  San  Bernardino^  and 
Riverside  Counties,  Calif.,  to  points  in. 
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Utah.  Wyoming.  Montana,  and  points 
In  Idabo  aouth  of  the  southern  bound- 
ary of  Idaho  County,  and  (2)  from  Og- 
deo.  Salt  Lake  City,  and  Provo,  Utah,  to 
points  In  Idaho  south  of  the  southern 
boundary  of  Idaho  County. 

Hon:  The  purpoac  of  this  republication  is 
to  add  rout«  (2)  to  tbe  authority  previously 
sought. 

HEARING:  Remains  as  assigned. 
March  28.  1962,  at  the  Federal  Building. 
Loe  Angeles.  Calif.,  before  Examiner 
Charles  B.  Heinemann. 

No.  MC  118039  (Sub-No.  1) .  filed  Jan- 
uary 19.  1982.  Applicant:  A.  V.  ED- 
M0ND60N.  Box  195,  Forrest  Park,  Qa. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Meat 
products  (fresh  and  ctired) .  in  mechan- 
ically equipped  refrigerated  vehicles. 
from  Lovejoy.  Oa..  and  points  in  Henry 
and  Clayton  Counties,  Ga..  to  points  in 
South  Carolina.  Florida,  Alabama,  Mis- 
sissippi, and  Louisiana,  and  bananas  and 
exempt  commodities,  on  return. 

HEARING:  March  21.  1962",  at  680 
West  Peachtree  Street  NW.,  Atlanta. 
Oa.,  before  Examiner  Lacy  W.  Hinely. 

No.  MC  118567  <Sub-No.  1) ,  filed  Jan- 
uary 12,  1962.  Applicant:  NY  AD  MO- 
TOR FREIOHT,  INC.,  Pier  22.  East 
River,  New  York,  NY.  AppUcant's  at- 
torney: Harris  J.  Klein,  280  Broadway. 
New  York  7,  N.Y.  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Such  commodities  as  are  handled. 
used,  soid  or  dealt  in  by  chain  or  depart- 
ment stores,  between  New  York.  NY.. 
and  Metuchen.  N.J..  on  the  one  hand. 
and,  on  the  other,  Washington,  DC.  and 
points  in  Delaware.  Virginia,  and 
Maryland. 

Notk:  Applicant  states  the  proposed  oper- 
ation Is  restricted  solely  to  the  service  of 
W.  T.  Grant  Co. 

HEARING:  March  27,  1962,  at  the 
UjS.  Army  Reserve  Building.  30  West 
44th  Street,  New  York,  NY.  before  Ex- 
aminer William  A.  Roy  all. 

No.  MC  118898  (Sub-No  4)  (AMEND- 
MENT), filed  October  4.  1962.  published 
in  FxoEaAL  Register,  issue  of  October  25. 
1961,  republished  this  issue  as  amended 
February  7,  1962.  Applicant:  T.  P. 
TRUCKING  COMPANY.  INC.  1489 
Grady  Avenue,  Yazoo  City.  Miss.  Appli- 
cant's attorney:  Rubel  L.  Phillips.  P.O. 
Box  961,  829  Deposit  Guaranty  Bank 
Building,  Jackson,  Miss.  Authority 
sought  to  (H>erate  as  a  contract  carrier. 
by  motor  vehicle,  over  irregular  routes. 
transpcM-tlng :  Manufactured  fertilizer. 
dry,  in  packaoes,  and  urea,  dry,  in  pack- 
ages, from  CanUMi,  Greenville.  Hatties- 
burg.  Magee,  Meridian.  Pascagoula,  and 
Yazoo  City.  Bilss.,  to  points  in  Alabama. 
Arkansas.  Florida,  Louisiana.  Tennessee. 
and  Texas. 

Von:  AppUc&nt  states  that  the  trans- 
portation Is  to  b«  limited  to  service  performed 
tinder  a  continuing  contract  with  Coastal 
OhMnlckl  OOrporation.  Tasoo  City.  IClss.  The 
purpose  ot  this  repubUcatlon  Is  to  remove  "In 
bulk"  from  the  descriptions  of  the  commodl- 
ttss  proposed  to  b«  transported,  thereby 
limiting  the  movements  to  manufactured 
fertiliser  and  urea,  "dry,  in  packages",  and 
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to  add  five  origin  points.  Canton,  Oreenvllle. 
Hattlesburg.  Magee  and  Meridian,  Miss. 

HEARING:  Remains  as  assigned 
March  8.  1962.  at  the  Robert  E.  Lee 
Hotel,  Jackson.  Miss.,  before  Examiner 
Francis  A.   Welch. 

No.  MC  119164  (Sub-No  12).  filed 
January  15.  1962.  Applicant:  J-E-M 
TRANSPORTATION  CO.,  INC..  P.O.  Box 
444.  Middletown,  NY.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  inyeRular  routes,  transport- 
ing: Soda  ash.  and  potassium  carbonate. 
in  bulk,  in  tank  vehicles,  in  hopper  and 
pneumatic  type  equipment,  from  Niagara 
Falls,  and  Solvay,  NY.,  to  Wellsboro.  Pa  . 
and  returned  and  rejected  shiptnents,  on 
return 

HEARING  March  26.  1962,  at  the  U.S. 
Army  Reserve  Building,  30  West  44th 
Street.  New  York,  NY.,  before  Examiner 
William  A.  Royall. 

No  MC  119531  iSub-No,  12).  filed  De- 
cember 7,  1961.  Applicant:  DIECK- 
BRADER  EXPRESS.  INC  .  5391  Eastern 
Avenue,  Cincinnati  26,  Ohio.  Applicant's 
attorney  Charles  W.  Singer.  33  North 
La  Salle  Street.  Suite  3600,  (Thicago  2. 
111.  Authority  sought  to  (H>erate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Tin  cans 
and  tin  can  ends  from  Chicago,  111.,  to 
Caro,  Mich  .  and  points  in  that  portion 
of  Ohio  on.  north  and  west  of  a  line 
beginiiin'4  at  the  Indiana-Ohio  state  line 
alon«  U  S  Highway  36  to  its  junction 
with  Ohio  Highway  4.  and  thence  along 
Ohio  Highway  4  to  Sandusky.  Ohio. 

HEARING:  March  20.  1962.  at  the 
Midland  Hotel.  Chicago.  Ill  ,  before 
Examiner  Charles  J.  Murphy. 

No.  MC  119777  < Sub-No.  5 »  (CORREC- 
TION', filed  December  20.  1961,  pub- 
lished in  Federal  Register  issue  of 
January  24,  1962.  republished  as  cor- 
rected this  issue.  Applicant:  LIGON 
SPECIALIZED  HAULER.  INC..  P.O. 
Drawer  31.  Madisonville,  Ky.  Appli- 
cants attorney:  Robert  M.  Pearce.  221 '2 
St.  Clair  Street.  Frankfort,  Ky.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Tractors,  regard- 
less of  how  equipped  (except  tractors 
used  for  pulling  highway  trailers)  ; 
scrapers:  motor  graders,  regardless  of 
how  equipped;  wagons:  engines:  gener- 
ators: engines  and  generators  combined: 
welders:  road  rollers  and  compactors: 
cranes,  regardless  of  how  equipped; 
power  sweepers:  ditchers:  pavers:  as- 
phalt plants:  conveyors:  and  parts, 
attachments  and  accessories  for  the 
above  commodities,  from  Peoria,  Joliet, 
Decatur.  Aurora.  Morton,  and  Mossville. 
111.,  and  points  within  ten  (10)  miles  of 
each,  to  points  in  Kentucky,  Tennessee. 
Indiana.  Ohio  ( except  Columbus) .  Penn- 
sylvania. West  Virginia,  and  in  the  New 
York.  N.Y..  Commercial  Zone. 

NoTi  The  purpose  of  this  republication  Is 
to  indicate  that  the  operation  wUl  be  con- 
ducted over  "Irregular  routes  "  rather  than 
"regular  routes"  as  erroneously  shown  In 
the  original  publication. 

HEARING:  Remains  as  assigned 
February  27.  1962,  at  the  OfBces  of 
the  Interstate  Commerce  CcMnmlsaion, 
Washington.  DC,  before  Examiner 
Samuel  C.  Shoup. 


'   ■■'•M^ 


No.  MC  119917  (Sub-No.  8)  m^ 
ary    22,     1962.      Applicant  '^^ 
TRUCKING      COMPANY,     mn" 
Memorial    Drive   SE.,   Atlaiita[|s 
Applicant's  attorney:  R.  J  F 
Suite  1424-35  C  t  S  NatlonJa  «, 
ing,  Atlanta  3,  Ga.    Authorl^ 
operate  as  a  common  carrier,  W 
vehicle,  over  irregular  routes,' 
ing :  Bakery  products,  from 
Tenn..  to  Atlanta,  Ga. 


Note  Applicant  already  holds  ____ 
authority  to  transport  bakery  pcottaet^ 
Atlanta.  Oa..  to  Chattanooga.  1%aa.        ~ 

HEARING:  March  19.  1961.  U  Iks 
Georgia  Public  Service  CommlMtaL  Z 
Washington  Street  SW.,  A^sSHrQi 
before  Joint  Board  No.  238.  or.lf^ 
Joint  Board  waives  its  right  to  paitu! 
pate  before  Examiner  Lacy  W  Hkldf 

No.  MC  123081  (Sub-No.  S).  tt|7^ 
cember  21.  1961.  Applicant:  MACB^ 
MOVERS,  INC..  21-12  NewtOBiBiil: 
Long  Island  City.  New  York.  N.Y,  An|. 
cant's  attorney:  Morris  Wm^  m 
Broadway.  New  York  38.  N.Y.  A«^«f^^|^ 
sought  to  operate  as  a  commoii  < 
by  motor  vehicle,  over  Irregular 
transporting :  New  furniture,  mm,  n- 
paired,  re  finished  and  reuphoUteni  fm- 
niture.  all  uncrated,  between  New  Torft, 
NY.,  on  the  one  hand,  and.  on  Vtm  oikv 
points  in  New  Jersey,  those  In  ft*^^' 
icut  on  and  South  of  UJB.  Hlfhwiy  | 
from  the  New  York-Connectleiit  fllHi 
line  running  east  to  Middletown.  jOmL. 
and  on  and  west  of  Connecticut' 
ways  17  and  77.  running  from 

town.  Conn.,  south  to  Long ,_^ 

and  those  In  Nassau.  Suffolk,  WIl^ 
Chester,  and  Rockland  Countka,  II.T„ 
and  Bucks,  Montgomery.  Delaware,  Hri 
Chester  Counties,  Pa. 

Note  Applicant  states,  tbe  prnpnesil  an- 
ice  will  all  be  in  a  retail  constUMr  Mhwy 

only 

HEARING:  March  22,  1^82,  at  Ml 
Broadway.  New  York.  N.Y..  before  Bi- 
amtner  Parks  M.  Low. 

No.  MC  123304  (Sub-No.  3)  (OQB- 
RECnON).  filed  October  31.  1981.  pi*- 
lished  Federal  Register,  issue  of  Jn- 
uary  24.  1962.  corrected  January  M,  UB, 
and  republished,  as  corrected,  this  fatm. 
AppUcant:  SOUTHERN 
INC..  1316  North  Carroll  Street, 
Tex.  Applicants  attorney:  ValSaafoK 
81 1  Third  National  Bank  Building,  Me*-' 
ville  3,  Tenn.  Notice  of  the  filing  ot  tti 
application  was  published  In  the  PMui 
Register,  issue  of  January  24, 1982^ IM 
portion  of  the  commodity 
reading:  "Documentary 
film"  should  read  "compllmentaiy  n- 
placement  film".  The  county 
as  'Eutaw  '  in  Part  B  is  correctly 
Etowah".  That  portion  of  the  kBl* 
torlal  description  reading :  "Lying  eatt* 
north  should  read  "lying  on  <m4  noA 

HEARING:     Remains     as 
March  15.  1962,  at  the  Dinkier- 
Jackson  Hotel,  Nashville.  Tenn., 
Examiner  Francis  A.  Welch. 

No.  MC  123909  (Sub-No.  1)  C 
MENT),  filed  December  21.  19il, 
lished  Ln  Federal  RaoiSTra,  issue  of 
uary  17.  1962.  republished  as 
February  8,  1962.  this  issue. 
LE  MAR  CORPORATION.  P.O.  B«  1» 


Wtimtday,  February  14,  1962 

r  Va.  Applicant's  attorney: 
w'  Mclnemy,  Commonwealth 
Z^MHnt  1625  K  Street  NW.,  Washlng- 
•""io'c  Authority  sought  to  oper- 
*•  i  -  contract  carrier,  by  motor  vehl- 
!u  Mtf  irregular  routes,  transporting: 
JSS  and  unfinished  rocket  and 
2!^inert  components  and  raio  mate- 
^Tuted  in  the  assembly  thereof,  for 
CTsccount  of  Hercules  Powder  Com- 
SI..  too  between  the  Allegeny  BaUis- 
SJLsboratory  at  Pinto,  W.  Va..  near 
^ZJaoMDd-  Md.  on  the  one  hand,  and 
^^M  other,  points  in  Connecticut, 
rLaware  Florida.  Indiana,  Maine, 
t^und'  Michigan,  New  Jersey,  New 
rtA  Ohio.  Pennsylvania,  Tennessee, 
J55[  Virginia.  West  Virginia,  and  the 
QliKlet  of  Columbia. 

nan-  The  purpose  of  this  republication 
fc  toadd  the  destination  states  of  Maine 
^Indiana. 

BiARING:  Remains  as  assigned  Feb- 
n«ry  26.  1962,  at  the  Offices  of  the  In- 
tggtste  Commerce  Commission.  Wash- 
iBfiOR,  D.C ,  before  Examineer  Dallas 

mmrW 

]I0  MC  124059  I  Sub-No.  D,  filed 
tannary  29,  1962.  Applicant:  REJER 
TJIANWORT,  INC,  212  Pike  Street, 
Huietta.  Ohio.  Applicant's  attorney: 
Janei  U.  Burtch.  44  East  Broad  Street. 
OolmlKis  15.  Ohio.  Authority  sought 
to  operate  as  a  common  carrier,  by  mo- 
tor fehlcle,  over  irregular  routes,  trans- 
portmi :  PiO  i^on,  in  dump  vehicles,  from 
pttoU  in  Waterford  Township,  Wash- 
loiton  County.  Ohio,  to  points  in  Illi- 
Boia,  Indiana,  Kentucky.  Maryland, 
MlGfaigan.  New  Jersey.  New  York.  Dela- 
vin.  Pennsylvania.  Wisconsin,  and 
WMt  Virginia,  and  scrap  metals,  wood 
cUpt,  coke  and  lime,  on  return  trips. 

Wan:  Applicant  states  that  R.  O.  WetB, 
Ita  prsildent  and  a  shareholder,  holds  com- 
■on  carrier  authority  (as  R.  O.  Wetz  Trans- 
portation) under  MC-31438. 

HtARING:  March  29,  1962,  at  the  Of- 
fleei  of  the  Interstate  Commerce  Com- 
miadoQ,  Washington,  DC,  before  Ex- 
iffltner  James  O'D  Moran. 

No.  MC  124073,  filed  November  28, 
INl.  Applicant:  ROY  S.  SARGEANT, 
WC..  Barkers  Mill  Road.  Vienna.  N.J. 
Appttesnt's  attorney :  Edward  F.  Bowes. 
IHO  Broad  Street,  Newark  2,  N.J.  Au- 
tborlty  sought  to  operate  as  a  contract 
tmier,  by  motor  vehicle,  over  irregxilar 
roDtes,  transporting :  ( 1 )  ( a)  Frozen  meat 
frcB  Moosic,  Pa.,  to  Erie,  Pa.,  Buffalo, 
JMMtown.  Rochester,  Olean,  Norwich, 
^neuae,  Schenectady,  Albany,  Troy, 
IlDpton.  and  Monticello,  N.Y..  Newark 
■iPkterson,  N.J.,  Stamford  and  Brldge- 
pirt,  CoDii.,  Woonsocket.  R.I..  and  Pltts- 
Wd,  Springfield,  Boston,  and  Water- 
tMRi,Maa8.;  (b)  pizza  pies,  from  Scran- 
to.P»,  to  New  Yoik.  N.Y.,  and  Sprlng- 
Md,  Denville.  and  Westwood.  N.J.;  (c) 
W,  breaded  or  unbreaded,  cooked  or 
■scooted  (when  transported  in  the  same 
wlikle  with  one  or  more  of  the  following 
■■modlties :  frozen  meat  or  pizza  pies, 
hr  which  authority  is  sought  in  (1)  (a) 
lad  (b)  herein » ;  from  Exeter.  Pa.,  to 
Wlslo,  Pulton,  Syracuse,  Troy,  and  New 
Tort,  N.Y.,  New  Brunswick,  Newark,  Jer- 
«y  City,  and  Paterson.  N.J.,  Bridgeport 
•nd  Hamden,  Conn.,   Woonsocket  and 
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Pawtucket,  R.I.,  and  Pittsfleld,  Spring- 
field and  Boston,  Mass.;  (2)  (a)  pizza  pie 
shells,  from  New  York,  N.Y..  to  Scranton, 
Pa.;  (b)  canned  tomatoes  from  Glass- 
boro  and  Swedesboro.  N.J..  to  Scranton, 
Pa.:  (c)  frozen  meat  from  New  York, 
N.Y.,  and  Newark.  Jersey  City,  and  Se- 
caucus,  N.J.,  to  Moosic.  Pa.;  (d)  bread- 
ing from  Union.  N.J..  to  Moosic  and  Ex- 
eter, Pa.,  and  from  Jersey  City.  N.J..  to 
Exeter.  Pa.;  (e)  pickled  fish,  and  French 
fried  potatoes  from  New  York,  N.Y.,  to 
Exeter,  Pa.;  (f )  frozen  fish  (when  trans- 
ported In  the  same  vehicle  with  one  or 
more  of  the  following  commodities :  pizza 
pie  shells,  frozen  meat,  breading,  pickled 
fish,  French  fried  potatoes,  or  poultry, 
for  which  authority  is  sought  in  (2)  (a) , 
(c),  (d),  (e),  and  (g)  herein)  from 
Gloucester  and  Boston,  Mass.,  Jersey 
City.  N.J.,  and  New  York.  N.Y.,  to  Exeter, 
Pa.;  and  (g)  poultry  (when  transported 
in  the  same  vehicle  with  one  or  more  of 
the  following  commodities:  pizza  pie 
shells,  frozen  meat,  breading,  pickled 
fldi,  French  fried  potatoes,  or  frozen  fish, 
for  which  authority  is  sought  in  (2)  (a) , 
(c) ,  (d) ,  (e) ,  and  (f ) .  herein) ,  from  New 
York,  N.Y.,  to  Exeter,  Pa. 

HEARING:  March  29,  1962.  at  the 
Federal  Building,  Scranton,  Pa.,  before 
Examiner  William  A.  Royall. 

No.  MC  124088  (Sub-No.  1).  filed 
December  29,  1961.  Applicant:  OHIO 
COURIERS,  INC.,  601  Broadway,  Cin- 
cinnati. Ohio.  Applicant's  attorney: 
James  K.  Knudson,  1821  Jefferson  Place 
NW..  Washington  6,  D.C.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Exposed  and  processed 
film  and  prints,  complimentary  replace- 
ment film,  incidental  dealer  handling 
supplies  and  advertising  literature  mov- 
ing therewith  (excluding  motion  picture 
film  used  primarily  for  commercial  the- 
atre and  television  exhibition) ,  between 
Cleveland,  Ohio,  on  the  one  hand,  and, 
on  the  other,  points  in  Ohio. 

Notk:   Common  control  may  be  involved. 

HEARING:  April  10,  1962,  at  the  New 
Post  Office  Building,  Columbus,  Ohio, 
before  Joint  Board  No.  117. 

No.  MC  124113,  filed  December  18, 
1961.  AppUcant:  McGAHREN  HAUL- 
AGE CORP..  704  East  11th  Street,  New 
York  City,  N.Y.  Applicant's  attorney: 
Arthur  J.  Piken,  160-16  Jamaica  Avenue, 
Jamaica  32.  N.Y.  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: General  department  store  merchan- 
dise, from  points  in  the  New  York,  N.Y.. 
Commercial  Zone  to  Carlstadt,  N.J.,  and 
empty  containers  or  other  such  inci- 
dental facilities  (not  specified)  used  in 
transporting  the  above-specified  com- 
modity, on  return. 

Note:  Applicant  states  the  proposed  opera- 
tion Is  restricted  to  traffic  having  a  prior 
movement  via  water  and  or  air. 

HEARING:  March  26,  1962,  at  the 
VS.  Army  Reserve  Building,  30  West 
44th  Street.  New  York,  NY.,  before 
Examiner  William  A.  Royall. 

No.  MC  124118,  filed  December  22, 
1961.  Applicant:  GEORGE  BLUNK, 
doing  business  as  BLUNKS  TOWING 
SERVICE,  5901  West  87th  Street,  Oak 
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Lawn,  111.  Applicant's  attorney:  Joseph 
M.  Scanlan,  111  West  Washington  Street, 
Chicago  2,  HI.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport- 
ing :  Wrecked,  disabled,  repossessed  and 
stolen  motor  vehicles  and  buses,  tractors, 
trailers  and  trucks  for  replacement  of 
wrecked,  disabled,  repossessed  and  stolen 
motor  vehicles,  between  Chicago,  111.,  on 
the  one  hand,  and,  on  the  other,  points 
in  Indiana,  Ohio,  Michigan,  Wisconsin, 
and  Iowa. 

HEARING:  March  22,  1962,  at  the 
Midland  Hotel,  Chicago,  HI.,  before 
Examiner  Charles  J.  Murphy. 

No.  MC  124125,  filed  December  27. 
1961.  Applicant:  A«iP  EQUIPMENT  & 
SUPPLY  CORP.,  Morton  Boulevard, 
Kingston,  N.Y.  Applicant's  representa- 
tive: Charles  H.  Trayford,  220  East  42d 
Street,  New  York  17,  N.Y.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting :  Stone  and  aggregate,  from 
points  in  Ulster  County,  N.Y.,  to  points 
in  Connecticut,  Massachusetts,  New 
Hampshire,  New  Jersey,  Pennsylvania, 
on  and  east  of  the  Susquehanna  River, 
Rhode  Island,  and  Vermont. 

HEARING:  March  26,  1962.  at  346 
Broadway.  New  York,  NY.,  before  Ex- 
aminer Parks  M.  Low. 

No.  MC  124136,  filed  January  4,  1962. 
Applicant:  TROPICAL  TRANSPORT, 
INC.,  11700  Shaker  Boulevard,  Cleve- 
land 20,  Ohio.  Applicant's  attorney: 
John  Andrew  Kundtz,  1050  Union  Com- 
merce Building,  Cleveland  14,  Ohio.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Cement,  in  bulk, 
and  in  bags,  from  the  plant  site  of  the 
Lehigh  Portland  Cement  Company  at 
Bunnell,  Fla.,  to  points  in  Lowndes 
County,  Ga..  and  rejected  and  returned 
shipments  of  the  commodity  specified 
above,  on  return. 

Note:  Common  control  may  be  Involved. 
Applicant  has  contract  authority  under  MC 
118952  and  Sub  1  thereunder,  therefore,  dual 
operations  may  be  Involved. 

HEARING:  March  19.  1962,  at  the 
Georgia  Public  Service  Conunission,  244 
Washington  Street  SW.,  Atlanta,  Ga., 
before  Joint  Board  No.  64,  or,  if  the  Joint 
Board  waives  its  right  to  participate,  be- 
fore Examiner  Lacy  W.  Hinely. 

No.  MC-124142,  filed  January  10,  1962. 
Applicant:  BULK  TRANSPORT  COM- 
PANY, a  corporation,  Calumet  Street, 
Biu-lington,  Wis.  Applicant's  attorney: 
Paul  F.  Sullivan,  1821  Jefferson  Place 
NW.,  Washington  6, .  D.C.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Petroleum  products.  In 
bulk,  in  tank  vehicles,  from  Dubuque. 
Iowa,  to  points  in  Wisconsin. 

Note  :  Applicant  advises  the  applicant  cor- 
poration and  Quality  Carriers,  Inc.,  are  com- 
monly controlled.  Also,  dual  operations  may 
be  Involved,  since  carrier  holds  common 
carrier  authority  In  MC-112893  and  sube 
thereunder. 

HEARING:  April  26,  1962,  at  the  WU- 
consin  Public  Service  Commission, 
Madison,  Wis.,  before  Joint  Board  No. 
ill. 
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No.  MC  124146.  filed  January  15.  1962 
Applicant:  L.  O.  INC..  doing  business  as 
L.  a.  TRUCKINO.  Route  2.  Box  1003. 
San  Joie.  Calif.  Applicant's  representa- 
tlre:  Pete  H.  Daweon.  1261  Drake  Ave- 
nue. P.O.  Box  1007.  Burllngame.  Calif. 
Authority  aought  to  operate  as  a  con- 
tract carrier,  by  motor  vehicle,  over  Ir- 
regular routes,  transporting:  Beer,  in 
cans,  bottles,  kegs,  and  barrels,  between 
San  Jose.  Calif.,  on  the  one  hand,  and 
on  the  other.  San  Francisco.  Oakland. 
Alameda.  Richmond,  and  the  Port  of 
Redwood  City  (near  Redwood  City>, 
Calif. 

HEARING:  April  9.  1962.  at  the  Mint 
Building.  133  Hermann  Street.  San 
Francisco.  Calif.,  before  Joint  Board 
No.  75.  or.  if  the  Joint  Board  waives  its 
right  to  participate,  before  Examiner  P. 
Roy  Linn. 

No.  MC  124154.  filed  January  16.- 1962. 
Applicant:  W.  D.  WING  ATE.  doing  busi- 
ness as  WINGATE  TRUCKING  COM- 
PANY, 417  Lipsey  Drive.  Albany.  Ga 
Author Itar' sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  (D  Lumber  and 
iDOoden  pallets,  from  points  in  Georgia 
to  points  In  Florida.  Alabama.  South 
Carolina.  North  Carolina.  Tennessee. 
Virginia.  West  Virginia,  Maryland.  Dela- 
ware. New  York,  Kentucky.  Ohio.  Michi- 
gan. Illinois.  Indiana.  Wisconsin,  and 
New  Jersey.  (2)  Fertilizer  and  fertilizer 
materials,  between  points  in  Georgia. 
Florida.  Alabama,  South  Carolina,  and 
North  Carolina.  (3)  Insecticides  and  in- 
secticide material,  between  points  in 
Georgia.  Florida.  Alabama.  South  Caro- 
lina, and  North  Carolina.  (4)  Clay  prod- 
ucts, from  points  In  Georgia  to  points 
in  Alabama.  Mississippi,  Louisiana.  Ar- 
kansas, Texas,  Oklahoma.  Florida.  South 
Carolina.  North  Carolina.  West  Virgmia. 
Virginia.  Maryland,  Delaware,  Pennsyl- 
vania, New  Jersey.  Tennessee,  and  Ken- 
tucky. (5)  steel  fabricated  buildings, 
from  Milwaukee,  Wis.,  Cincinnati.  Ohio. 
Galesburg,  111.,  and  Birmingham,  Ala.. 
to  points  In  Kentucky,  Tennessee.  Mis- 
sissippi. Arkansas,  Louisiana,  Texas.  Ala- 
bama. Georgia.  North  Carolina.  South 
Carolina.  West  Virginia.  Florida,  and 
Georgia.  (6)  road  building  machinery 
and  equipment  reouiring  special  equip- 
ment, between  Albany.  Ga..  on  the  one 
hand,  and,  on  the  other,  points  in  Flor- 
ida. Alabama.  Mississippi.  Louisiana. 
Arkansas.  Tennessee,  Kentucky.  South 
Carolina.  North  Carolina.  Virginia,  and 
West  Virginia.  (7)  steel,  from  Birming- 
ham. Ala.,  to  Albany.  Ga..  (8)  concrete 
ready  mix  plant,  knocked  down  and  as- 
sembled, between  Albany.  Ga..  on  the 
one  hand,  and,  on  the  other,  points  in 
South  Carolina.  North  Carolina.  Ala- 
bama. Mississippi.  Florida.  Louisiana, 
and  Arkansas  and  (9>  fabricated  con- 
crete and  concrete  material,  from  Al- 
bany, Oa..  to  points  in  Florida.  South 
Carolina.  North  Carolina.  Virginia.  Ala- 
bama. Mississippi.  Louisiana,  Arkansas. 
Tennessee,  and  Kentucky,  and  empty 
c<mtaineri  or  other  such  incidental  fa- 
cUitie*  (not  specified)  used  In  transport- 
ing the  above-specified  commodities,  on 
return. 

HEARING:  March  20.  1962.  at  680 
West  Peachtree  Street  NW  ,  Atlanta,  Ga  . 
before  Examiner  Lacy  W.  Hlnely. 
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No.  MC  58915  (Sub-No.  44>,  filed  Feb- 
ruary 1.  1962.  Applicant:  LINCOLN 
TRANSIT  CO..  INC..  U.S.  HIGHWAY  46, 
East  Paterson.  N.J.  Applicant's  attor- 
ney: Robert  E.  Goldstein,  24  West  40th 
Street.  New  York  18.  NY.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  regular  routes, 
transporting:  Passengers  and  their  bag- 
gage, express,  and  newspapers,  in  the 
same  vehicle  with  passengers;  il)  Be- 
tween Woodbridge  and  Wall  Township. 
N.J.  In  Woodbridge.  N.J,  from  the 
junction  of  US.  Highway  1  and  U.S. 
Highway  9  along  US.  Highway  9  to  the 
junction  of  New  Jersey  Highway  34  in 
Madison  Township,  thence  along  New 
Jersey  Highway  34  to  the  junction  of 
Garden  State  Parkway  Interchange 
Road  96.  thence  along  Garden  State 
Parkway  Interchange  Road  96  to  the 
junction  of  Garden  State  Parkway.  Wall 
Township.  N.J..  thence  return  from  the 
junction  of  Garden  State  Parkway  and 
Garden  State  Parkway  Interchange 
Road  97  along  Garden  State  Parkway 
Interchange  Road  97  to  the  junction 
New  Jersey  Highway  38.  thence  along 
New  Jersey  Highway  38  to  the  junction 
of  New  Jersey  Highway  34  in  Wall  Town- 
ship. N  J.,  thence  along  New  Jersey 
Highway  34  to  the  junction  of  US.  High- 
way 9  in  Madison  Township,  N.J.,  thence 
along  U.S.  Highway  9  to  the  junction  of 
US.  Highway  1  in  Woodbridge,  N.J . 
serving  all  Intermediate  points  on  the 
above  described  routes;  (2»  Between 
Holmdel  Township  and  Middletown 
Township.  N  J  In  Holmdel  Township, 
N.J  .  from  the  junction  of  New  Jersey 
Highway  34  and  Monmouth  County 
Road  520  along  Monmouth  County  Road 
520  to  the  junction  of  Garden  State 
Parkway  Interchange  Road  109.  thence 
along  Garden  State  Parkway  Inter- 
change Road  109  to  the  junction  of 
Garden  State  Parkway  In  Middletown 
Township.  N.J..  and  return  over  the 
same  route  serving  all  Intermediate 
points;  t3»  Between  Matawan  Township 
and  Wall  Township.  N.J.  Along  Garden 
State  Parkway  from  the  Middlesex 
County-Monmopth  County  boundary 
line  In  Matawan  Township  to  the  Mon- 
mouth County-Ocean  County  boundary 
line  in  Wall  Township.  N.J..  and  return 
over  the  same  route  serving  all  inter- 
mediate points. 

NoTT  Applicant  presently  Is  authorized 
to  op>erate  on  the  Oivrden  State  Parkway  but 
u  restricted  from  picking  up  and  dlscharg- 
Inij  p.isscngers  In  Monmouth  County.  Ap- 
plicant pro|X)«es  to  remove  said  restriction. 

HEARING:  February  19,  1962.  at  Room 
212.  State  Office  Building.  1100  Raymond 
Boulevard.  Newark.  N  J  ,  before  Joint 
Board  No.  119. 

No.  MC  58915  "Sub-No.  45».  filed 
February  2.  1962.  Applicant:  LINCOLN 
TRANSIT  CO..  INC  .  US.  Highway  46. 
East  Paterson,  N  J.  Applicants  attor- 
ney: Robert  E.  Goldstein.  24  West  40th 
Street,  New  York.  N  Y.  Authority  sought 
to  operate  a.s  a  common  carrier,  by 
motor  vehicle,  over  regular  routes,  trans- 
porting Passengers  and  their  baggage, 
express  and  newspapers,  in  the  same 
vehicle  with  passengers.  <1»  between 
points   in  Howell  Township  and  Lake- 


U  S.  Highway  9  and  Aldrlch  Rotdlir 
ell  Township,  N,J..  over  Aldileh  BoM^ 
Junction  of  New  Prospect  RomLjZ^ 
son  Township,  thence  over  New  PitjZZi 
Road  to  Junction  County  Unt  ^m 
Lakewood  thence  over  County  LiQ«  |S 
to  junction  of  U.S.  Highway  9  (UaS^ 
Avenue),  Lakewood,  N.J..  and  ititaa 
over  the  same  route,  serving  all  int* 
mediate  points  and  (2>  within  JwdSm 
Township,  N.J.;  from  Junctioa  AMilik 
Road  and  New  Prospect  Road,  JiekM 
Township.  NJ..  over  Bennetts  Mij? 
Hyson  Road  and  Bennetts  MUlt-v^, 
hiseville  Road  to  junction  Cooks  Bilte 
Road,  thence  over  Cooks  Bridge  Mtmk 
to  junction  Hope  Chapel  Road.  Ummi 
over  Hope  Chapel  Road  to  Junettaa 
Lakewood -New  Egypt  Road  (Gbioti 
Road  528  > .  Jackson  Township,  N.J.,  i^ 
retuin  over  the  same  route,  serring  lO 
intermediate  points. 

HEARING:  February  16.  1962,  at  tbt 
State  Office  Building,  Room  212.  im 
Raymond  Boulevard,  Newark,  NJ.,  be< 
fore  Joint  Board  No.  119. 

No.  MC  84112  (Sub-No.  2 ) ,  filed  Jtau- 
ary  2.  1962.  Applicant:  S  ft  8  BOB 
SERVICE.  INC..  Box  6.  R.D.  1,  Raa. 
sclaer.  NY.  Applicant's  attorney:  Kd> 
ward  L.  Merrigan.  425  13th  Street  KW, 
Washington.  DC.  Authority  sou^  ft 
operate  as  a  common  carrier,  by  anter 
vehicle,  over  irregular  routes,  transport* 
Ing:  Passengers  and  their  btunuH,  ta 
charter  and  special  service  opoattott, 
from  Rensselaer.  NY.,  and  points  witMn 
thirty  (30>  mfles  of  Rensselaer  (esdoA- 
ing  the  City  and  County  of  Schenectadj, 
N.Y.>,  to  points  in  California,  Cooneett- 
cut.  Delaware.  Florida,  Louisiana.  lUtae, 
Maryland.  Massachusetts,  MlehlfiB, 
New  Hampshire,  New  Jersey,  New  Tort, 
Ohio,  Pennsylvania,  Rhode  Island,  Ver- 
mont. Virginia,  Wyoming,  and  the  Dl»> 
trict  of  Columbia. 

HEARING:  March  15.  1962,  at  tfal 
Federal  Building,  Albany.  NY.,  bdon 
Examiner  William  E.  Measer. 

No.  MC  111778  (Sub-No.  3),  filed  Do- 
cember  29.  1961.  Applicant:  COCH- 
RANS'  BUS  COMPANY,  INC..  Warwi* 
Road.  Middletown,  Del.  Authodlr 
sought  to  operate  as  a  common  carrltr, 
by  motor  vehicle,  over  Irregular  rootan 
transporting :  Migrant  agriaitttn^ 
workers  and  their  baggage.  In  the  mm 
vehicle  with  passengers.  (1)  betwo« 
points  In  New  Castle  and  Kent  Cou&ttM» 
r>el .  on  the  one  hand,  and.  on  theottMr, 
points  In  Cecil.  Kent,  and  Queen  Anm 
Counties,  Md.,  and  (2)  between  polnto li 
New  Castle  and  Kent  Counties.  Del.,  sad 
points  In  Cecil,  Kent,  and  Queen  Anm 
Counties.  Md  .  on  the  one  hand,  snd, 
on  the  other.  Glassboro.  N.J.,  and  potati 
within  ten  dO)  miles  thereof. 

HEARING:  March  28.  1962.  at  ti» 
Offices  of  the  Interstate  Commerce  Co«- 
ml-ssion.  Washington,  DC,  before  Join* 
Board  No  283. 

No.  MC  124023.  filed  November  2,  iwl- 
Applicant:  MIDWEST  TRANSPORTA- 
TION. INC  .  1003  West  Second  JBtWii 
Ames.  Iowa.  Applicant's  attornj: 
Stephen  Robinson,  412  EqulUble  BmJ- 
Ing.  Dcs  Moines  9.  Iowa.  Authonf 
sought  to  operate  as  a  common  cafrtif, 
by  motor  vehicle,  over  Irregular  rout*, 
transporting :  Passengers  and  their  &•#■ 


__  rehlcle  with  paasen- 
l-trlp  charter  opermttoot. 
^  in  Story  County.  Iowa. 
liADd.  and,  on  the  other. 
^^^mmdM.  Missouri.  Mlnneeota. 
S^^  gentf  Nebraska,  Colorado. 
Sl^Epwmsylvania,  Arkansas,  AU- 
V^^^L|Ba.  California.  Connecticut, 
L  florkla,  Georgia.  Indiana, 
•  Louisiana,  Maryland,  Massa- 
Hlfhiym.  Mississippi,  Mon- 
ijfc  New  Jersey,  New  Mexico, 
n^^n^  North  Dakota.  Ohio, 
South  Carolina.  South  Da- 
inee.  Texas.  Vermont,  Vir- 
.  TirtiDiA'  Wyoming,  and  the 

Ootumbia. 

^SammO:  March  29.  1962.  in  Room 
^SffMeral  Office  Building.  Fifth 
••  -  ^  Arenues.  Des  Moines,  Iowa, 
Charles  J.  Murphy. 

ros  Brokerage  Licknsks 


gOiOt  CAKXIXRS  or  PASSEITGEKS 

^1IC1S7S2.  filed  November  24, 1961. 
2i^:  AAA  WORLD  WIDE  TRAV- 
g'ppT.  OP  CEDAR  RAPIDS  AUTO 
mjm  117  Fourth  Avenue  8E..  Cedar 
-  ]Ma.  For  a  license  (BMC  5)  to 
In  operations  as  a  broker  at 
Baplds,  Iowa.  In  arranging  for 
m  Interstate  or  foreign 
by  motor  vehicle,  of  passen- 
ihetr  baggage,  both  as  Indlvld- 
i  groups,  in  sightseeing  tours, 
points  in  the  United  States.  In- 
PortB  of  Entry  on  the  Inter- 
Boundary  Lines  between  the 
States  and  Canada  and  the 
and  Mexico. 
BiimO.-  March  28,  1962,  in  Room 
M,  OU  VWeral  Office  Building.  Fifth 
■I  OBVt  Avenues.  Des  Moines,  Iowa. 
Joint  Board  No.  92.  or,  if  the 
loard  waives  its  right  to  particl- 
before     Examiner     Charles     J. 


MC  12783.  filed  November  22, 1961. 
JACK  W.  FRY  AND  NOR- 
A.  ROOOH.  a  partnership,  doing 
U  SIERRA  TRAVE;L  SERVICE, 
Lancaster  Boulevard.  Lan- 
Wim,  CaUf.  FV)r  a  license  (BMC  5) 
liapwt  In  operations  as  a  broker  at 
,  Calif.,  in  arranging  for  trans- 
In  Interstate  or  foreign  com- 
of  vutengers  and  their  baggage. 
Ml  u  tndlyiduals  and  groups,  in  all- 
i^an  loors,  beginning  and  ending  at 
Isinpriet.  Calif.,  and  extending  to 
pMlla  Nevada  and  California. 
nUOHQ:  March  19.  1962.  at  the 
IrMtat  Building.  133  Hermann  Street. 
ilMttdsoo,  Calif.,  before  Joint  Board 
li  1^  or,  If  the  Joint  Board  waives 
kiiitt  to  participate,  before  Examiner 
Rlylinii. 

ki  MC  12785.  filed  December  6,  1961. 
KINO  &  RICHARDS  ENTER- 
doing  business  as  K  ft  R 
.  414  13th  Street,  Oakland  13. 
VL  Applicant's  attorney:  George 
■y  <1M»  address  as  applicant).  For 
*■■■  (BMC  5)  to  engage  in  opera- 
a  broker  at  Oakland,  Calif..  In 
for  transportation  In  Inter- 
^  -  foreign  commerce,  by  motor  ye- 
JJf  •*  fossenper*  and  their  baggage, 
y  *  indhnduals  and  in  groups,  be- 
•■  »otnts  in  the  United  States,  In- 
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eluding  Porta  of  Entry  on  the  Intema- 
tlonal  Boundaries  between  the  United 
States  and  Canada  and  the  United  States 
and  Mf***^ 

HEAtUNO:  March  20.  1962.  at  the 
New  Mint  BuUdlnc,  isa  Hermann  Street, 
San  n«ncisoo.  Calif.,  before  Joint  Board 
Na  76.  or  if  the  Joint  Board  waives  Its 
right  to  participate,  before  Examiner  F. 
Roy  linn. 

Nb.  MC  12788.  fUed  January  4,  1962. 
Applicant:  HAROLD  SAGER.  doing 
business  as  BEST  VALU  TRAVEL  AND 
TOURS.  435  South  Chicago  Avenue, 
Freeport.  111.  Applicant's  attorney: 
John  T.  Porter.  708  First  National  Bank 
Building.  Madison  3,  Wis.  For  a  license 
(BMC  5)  to  engage  in  operations  as  a 
broker  at  Freeport,  111.,  In  arranging  for 
transportation  by  motor  vehicle,  In 
interstate  or  foreign  commerce,  of  pas- 
sengeti  onA  their  baggage  in  the  same 
vehicle  with  passengers,  both  as  individ- 
uals and  in  groups,  beginning  and  ending 
at  points  in  Carroll.  DeKalb,  Jo  Daviess, 
Ogle.  St^henson.  Whiteside,  Wiimebago. 
and  Boone  Counties,  Hi.,  and  Green, 
Rock,  and  Walworth  Coimties,  Wis.,  and 
extending  to  points  in  the  United  States, 
Including  Ports  of  Entry  on  the  Inter- 
national Boundaries  between  the  United 
States  and  Canada  and  the  United  States 
and  Mexico. 

HEARING:  April  16, 1962,  at  the  Mid- 
land Hotel.  Chicago,  HI.,  before  Joint 
Board  No.  149. 

No.  MC  12789.  filed  January  4.  1962. 
Applicant:  HOWARD  D.  DUNN,  doing 
business  as  DUNRTTE  TRAVEL  &  TOUR 
SERVICE,  2219  Ohio  Parkway.  Rockford, 
m.  Applicant's  attorney :  John  T.  Porter, 
708  First  Nati(mal  Bank  BuUding,  Madi- 
son 3.  Wis.  For  a  license  (BMC  5)  to 
engage  In  (^Terations  as  a  broker  at 
Rockford.  111.,  in  arransthg  for  trans- 
portation by  motor  vehicle,  in  interstate 
or  foreign  commerce,  of  passengers  and 
their  baggage  in',  the  same  vehicle  as 
passengers,  both  as  individuals  in  groups, 
beginning  and  ending  at  points  in  Green,- 
Rock.  and  Walworth  Counties,  Wis.,  and 
Boone.  De  Kalb.  Kane,  Kendall,  La  Salle. 
McHenry.  Ogle,  Stephenson,  and  Winne- 
bago Oountiee.  HI.,  and  extending  to 
points  in  the  United  States,  including 
Ports  of  Entry  on  the  International 
Boundaries -between  the  United  States 
and  Canada  and  the  United  States  and 
Mexico. 

HEARING:  April  16,  1962,  at  the  Mid- 
land Hotd.  Chicago,  111.,  before  Joint 
Board  No.  149. 

No.  MC  12791.  filed  January  10. 
1962.  AppUcant:  MEYER  AND  DIETEL 
TOUBS,  INC.,  231  West  Wisconsin  Ave- 
nue, Milwankee  3.  Wis.  Applicant's  at- 
torney: John  T.  Porter,  708  First  Na- 
tional Bank  Building,  Madison  3,  Wis. 
For  a  license  <BMC  6)  to  engage  in  op- 
erations as  a  broker  at  Milwaukee,  Wis., 
in  arranging  for  transportation  by  motor 
vehicle,  in  interstate  or  foreign  com- 
merce of  Pauengers  and  their  baggage, 
in  the  same  vehicle  with  passengers,  both 
as  Individuals  and  in  groups.  In  charter 
operations,  (1)  beginning  and  ending  at 
points  in  Wisconsin,  and  extending  to 
Chicago,  HI.,  and  (2)  beginning  and  end- 
ing at  Washington.  D.C..  and  Baltimore 
and  Silver  Spring,  Md.,  and  extending 
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to  points  in  Conneotieut,  Delaware. 
Maryland,  Masaaohuaetts.  New  Je>MT. 
New  Yori:.  Pennsylvania,  Rhode  Island, 
Virginia,  and  West  Vlrg^ila.  . 

HEARING:  AprU  28,  1962.  at  the  Wis- 
consin Public  Service  Commission,  Madi>. 
son.  Wis.,  before  Joint  Board  No.  96. 

Applications  in  Which  Handlino  With- 
0x7t  osal  hxarino  is  rxqukstkd 

MOTCMI  CASaiKKS  OT  PROrBTT 


\ 


No.     MC     3009     (Sub-No.     44).    filed 
February   5,    1962.     Applicant:    WEST 
BROTHERS,  INC.,  706  East  Pine  Street. 
Hattiesburg,  Miss.    Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  regular  routes,  transport- 
ing: General  commodities  (except  those 
of  unusual  value.  Classes  A  and  B  ex- 
plosives, household  goods  as  defined  by 
the  Commission,  commodities  in  bulk. 
and  those  requiring  special  equipment) . 
( 1 )  Between  New  Orleans.  La.,  and  Jack- 
son, Miss.,  as  follows:  From  New  Orleans 
over  U.S.  Highway  61  to  junction  U.S. 
Highway  51.  thence  over  UJ3.  Highway 
51  to  Jacicson.  and  return  over  the  same 
route,   serving  no  intermediate  points, 
as  an  alternate  route  for  operating  con- 
venience only  and  subject  to  the  condi- 
tion  that  shipments  tranq;)orted   over 
such  route  shall  be  limited  to  those  which 
are  moving  over  carrier's  line  between 
New  Orleans  or  points  beyond  on  the  one 
hand  and  Jackson  or  points  beywid  on 
the  other,  in  either  single  or  joint  line 
service;  (2)  Between  New  Orleans.  La., 
and  Mendenhall.  Miss.,  as  follows :    From 
New  Orleans  over  U.S.  HicAiway  61  to 
junction  of  Causeway  Boulevard,  thence 
over  Causeway  Boulevard  to  Lake  Pont- 
chartraln  Causeway  Bridge  to  junction 
of    northern   approaches   to   Causeway 
Bridge  and  U.S.  Highway  190.  thence 
over  U.S.  Highway  190  to  Covington.  La.. 
thence  over  Louisiana  HliAiway  21  to 
Mississippi-Louisiana  line,  thence  over 
Mississippi   Highway   35    to   Columbia.     - 
Miss.,  thence  over  Mississippi  Highway 
13  to  junction  UJS.  Highway  49  at  Men- 
denhall. Bfiss..  and  return  over  the  same 
roilte,  serving  no  Intermediate  points  as 
an  alternate  route  for  operating  con- 
venience only  and  subject  to  the  condi- 
tion that  shipments  transported  over 
such   route   shall  be  limited  to   those 
which  are  moving  over  carrier's  line  be- 
tween New  Orleans,  or  points  beyond  on 
the  one  hand  and  Mendenhall  or  points 
beyond  on  the  other,  in  either  single  or 
joint  line  service:    (3)    Between  Pearl     -. 
River.  La.,  and  Mendenhall.  Miss.,  as 
follows:    From  Pearl  River  over  Louisi- 
ana Highway  41  to  Junction  Louisiana 
Highway  21.  one  mile  west  (f~Bush.  La.. 
thence  over  Louisiana  Highway  21  to 
Louisiana-Mississippi  State  Line,  thence 
over  Mississippi  Highway  35  to  Colum- 
bia, Miss.,  thence  over  Misalsalroi  High- 
way 13  to  Junction  MlsaiBBippi  Highway 
13  and  U.S.  Hi^way  49  at  Mendenhall, 
Misa.,  and  return  over  the  aame  route 
serving  no  intermediate  points  aa  an 
alternate  route  for  operating  conven- 
ience oiUy  and  subject  to  the  oondltion 
that  shipments  transported  over  such 
route  shall  be  limited  to  ttaoae  which 
are  moving  over  carrier's  Une  between 
Pearl  River,  La.,  or  points  beyond  on  the 
one  hand   and  Mendenhall,   Miss.,  or 
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poii^  bttfood  on  the  other,  in  either 
^itgim  or  joint  Une  mttIm. 

No.  IfC  73770  <8ab-No.  3) ,  filed  Janu- 
ary 16. 1M3.  Applicant:  OLEAN  HAUL- 
INO  CORP..  M  North  Main  Street. 
PrankllnTille,  N.Y.  AppUcant's  attor- 
ney: Albert  J.  Tener.  Bank  of  James- 
town Building.  Jamestown,  N.Y.  Au- 
thority sought  to  operate  as  a  common 
carrier,  ty  motor  vehicle,  over  Irregular 
routes,  transporting:  Boats:  and.  when 
shipped  in  a  mixed  shipment  with  boats. 
tfie  acces$ories  of  such  boats  and  the 
literature  relating  thereto.  (1)  Between 
points  tn  Yates  County,  N.Y..  on  the  one 
hand.  and.  on  the  other,  points  In  New 
York:  (2)  Between  the  aty  of  Peekskill 
(Westchester  County).  N.Y..  on  the  one 
haiul.  and,  on  the  other,  points  in  New 
York;  and  (3)  Prom  the  Village  of  Free- 
port  (Nassau  County),  N.Y.,  to  points 
in  Nassau,  Suffolk.  Westchester,  Putnam. 
Dutchess.  Orange,  and  Sullivan  Coun- 
ties. N.Y..  and  returned,  refused  and  re- 
jected shipments  of  the  above-described 
commodities,  on  return. 

Van:  AppUcaat  states  It  seeks  to  acquire 
by  tnuwfer  a  Second  ProTlao  operation  of 
Ifarlxw  DIstrlbutcn,  Inc..  in  Docket  MC 
130658,  and  to  convert  said  authority  to  a 
full  OBTtlfleate  of  Public  Convenience  and 
Weceaalty,  contingent  upon  the  approval  of 
the  transfer  application  of  the  New  York 
Intrastate  rights  by  the  New  York  Public 
Service  Commission  and  the  approval  of  the 
Interstate  Commerce  Commission  for  operat- 
ing authority  similar  to  that  described  In 
the  Second  Proviso  operation  of  Marine  Dis- 
tributors, Inc. 

No.  MC  107276  (Sub-No.  3) .  filed  Jan- 
uary 30,  1962.  Applicant:  VERA  E. 
BENNETT.  JAMES  K.  GLENN,  J.  K. 
GLENN.  INC..  CORINNA  J.  BENNETT. 
LOUISE  O.  GLENN,  JOE  H.  OLENN 
(WACHOVIA  BANK  AND  TRUST  COM- 
PANY. TRUSTEE),  AND  JAMES  K. 
GLENN  (WACHOVIA  BANK  AND 
TRUST  COMPANY,  TRUSTEE) ,  a  part- 
nership, doing  business  as  QUALITY 
OIL  TRANSPORT,  1540  Lockland  Av- 
enue. Winston-Salem,  N.C.  Applicant's 
attorney:  Harry  C.  Ames,  Jr.,  Transpor- 
tation Building.  Waslilngton  6,  D.C. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Aviation 
fudb.  in  bulk,  in  tank  vehicles,  from 
Wilmington.  N.C,  to  Roanoke.  Va. 

No.  MC  107403  (Sub-No.  378),  filed 
February  1,  1962.  Applicant:  E. 
BROOKE  MATLACK,  INC..  33d  and 
Arch  Streeto.  Philadelphia  4.  Pa.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  liquid  chemicals. 
in  bulk,  in  tank  vehicles,  from  Coshoc- 
ton. Ohio,  to  Granite  City,  lU. 

Nora:  Applicant  Is  authorised  to  control 
Reader  Brothers,  Inc..  and  Kdwtn  K.  Clarke. 
doing  buslnes  as.  Clarke  Bulk  Transfer'.  It 
is  further  noted  that  appUeant  has  contract 
carrier  authority  under  UC  117637  Subs  a 
through  9  thereunder,  therefore,  dual  opera- 
tions may  be  involved. 

No.  MC  119422  (Sub-No.  9)  (CORREC- 
TION) .  fUed  January  18.  1962.  published 
Issue  of  January  31,  1962,  corrected  Feb- 
ruary 6,  1962.  and  republished  as  cor- 
rected this  issue.  Applicant:  EE-JAY 
MOTOR  TRANSPORTS,  INC..  15th  and 
Lincoln,  East  St.  Louis.  111.    AppUcant's 
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attorney:  Joseph  H.  Goldenhersh,  406 
Missouri  Avenue.  East  St.  Louis.  111.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Liquid  petroleum 
wax.  in  temperature  controlled  tank  ve- 
hicles, from  East  St.  Louis.  111.,  to  points 
in  Minnesota  and  Wisconsin,  and  dam- 
aged and  defective  shipments,  on  return. 

Note  The  purpose  of  this  republication 
Is  to  reflect  a  from  and  to  movement  in  lieu 
of  a  between  movement. 

No.  MC  123322  (Sub-No.  9) .  filed  Feb- 
ruary 6.  1962.  Applicant:  BEATTY  MO- 
TOR EXPRESS.  INC..  Jefferson  Avenue 
Extension.  Washington.  Pa.  Applicant's 
attorney:  V.  Baker  Smith.  2107  FldeUty- 
Philadelphia  Trust  Building.  Philadel- 
phia 9.  Pa.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  regular  routes,  transporting:  Baby 
supplies.  Between  the  plant  site  of  Oer- 
ber  Products  Company,  at  Rochester. 
NY.,  and  Pittsburgh.  Pa.;  from  Roch- 
ester over  New  York  Highway  33  to  Junc- 
tion New  York  Highway  78.  thence  over 
New  York  Highway  78  to  Depew.  NY., 
thence  over  U.S.  Highway  20  to  Silver 
Creek.  N.Y.,  thence  over  UjS.  Highway 
20  via  Erie.  Pa.,  to  Falrvlew,  Pa.  (also 
from  Silver  C^eek.  NY.,  over  New  York 
Highway  5  to  the  Pennsylvania-New 
York  State  line,  over  Pennsylvania  High- 
way 5  to  Erie.  Pa.),  thence  over  Penn- 
sylvania Highway  98  to  Kerrtown.  Pa., 
thence  over  US.  Highway  19  to  Pitts- 
burgh, Pa.,  and  return  over  the  same 
route,  serving  no  intermediate  points. 

No.  MC  124078  (Sub-No.  2),  fUed  Feb- 
ruary 5.  1962.  Applicant:  SCHWER- 
MAN  TRUCKING  CO..  a  corporation, 
620  South  29th  Street.  Milwaukee  46,  Wis. 
Applicant's  attorney:  James  R.  Ziperskl 
(same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Cement;  from  the  plant 
site  of  the  Penn-Dixle  Cement  Corpora- 
tion in  or  near  Klngsport,  Tenn.,  to 
points  in  Casey.  Russell,  Cumberland, 
and  Clinton  Counties.  Ky. 

NoTs:  Applicant  presently  holds  contract 
carrier  authority  In  MC  11383a  and  subs 
thereto,  therefore,  dual  operations  may  be 
Involved. 

No.  MC  124147  (Sub-No.  D:  fUed  Jan- 
uary 30.  1962.  AppUeant:  ALAN  P. 
GEREG.  32  Holley  Street.  Danbury. 
Conn.  AppUcant's  attorney:  Sidney  L. 
Goldstein,  109  Church  Street,  New 
Haven.  Conn.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Asphalt  bituminous  products,  sand, 
stone,  gravel  and  brick,  in  bulk,  in  diunp 
vehicles,  from  Danbury,  Brookfleld.  New 
MUford.  and  Woodbury.  Conn.,  to  poUits 
in  New  York  as  follows:  New  York  City 
and  that  part  of  New  York  bounded  on 
and  East  of  UjS.  Highway  9  from  New 
York  to  Mt.  Vernon .  thence  on  and  East 
of  US.  Highway  9W  to  Albany.  NY.; 
thence  on  and  South  of  U.S.  Highway  20. 
to  the  New  York-Massachusetts  State 
Une,  thence  along  the  New  York -Massa- 
chusetts State  Une.  to  the  New  York- 
Connectlcut  State  Une.  thence  along  the 
New  York-Connecticut  State  line,  to  the 
Long  Island  Sound,  and  rejected  ship- 


jnents.    at    the    commodltln 
above,  on  return. 

No.  MC  124177.  filed  Jaunty 
Applicant :  MATTHEW  C.  i  ' 


A.  ZIMA.  doing  business  m  K  a7 
TRUCKING  COMPANY,  140|  ---?* 
Street.  Manitowoc,  Wis.  __ 
sought  to  operate  as  a  eonir^  «n£ 
by  motor  vehicle,  over  Irregultf  il^tf 
transporting:  Commodity  /lor  ^S 
Pigeon  Clubs,  such  as  homin§ 
crates,  cages,  pens,  feeds, 
shipping  machines  and  club 
ties,  such  as  tables,  chairs  _  _ 
between  Sheboygan,  ManltowML 
Rivers.  Green  Bay.  Kaukauna,  Aay^ 
Menasha,  Neosho.  Oshkosh,  •11O& 
du  Lac.  Wis.,  and  "release  stettgj?^ 
Chilton.  Omro.  New  Lisbon,  8pti^^ 
Wisconsin  Rapids,  Wis.,  Wtnn^S 
Wing.  Rochester.  Mankato.  sai  S 
Ulm.  Minn.,  Brltt.  Iowa,  Norfoft.  I? 
and.  Mitchell.  Webster,  Hunm,  ^ 
Pierre.  S.  Dak. 

Note  :  Applicant  states  the  prt)peM|  ^ 
eratlon  will  be  seasonal,  between  April  ■ 
and   October    15. 

MOTOR   CARRIEItS  OF   PASSMMM 

No.    MC    59238    (Sub-No.    41). 
February    6.    1962.      AppUeant: 
OINIA      STAGE      LINES, 
RATED,  114  Fourth  Street 
lottesville.    Va.      AppUcant's 
Raymond  H.  Warns.  Court  Squart 
ing.     CharlottesvUle,     Va. 
sought  to  operate  as  a  commem 
by  motor  vehicle,  over  regular 
transporting :  Passengers  and  (H 
gage,  and  express,  mail  and 
in  the  same  vehicle  with  pasMOpo^  |^ 
tween   Junction  U.S.   Highway  M  «| 
Interstate   Highway   495   and  )«4Mk 
Interstate    Highway   495   and 
Highway  350;  from  junction  UA 
way    50    and    Interstate    Hlgfawff 
(Washington  CTlrcxmiferentlal 
over  Interstate  Highway  495  to 
Virginia  Highway  350  with  servlM  A 
termini  for  purpose  of  Joinder  tady. 
return  over  the  same  route,  mrritt 
intermediate    points,    as    an 
route  for  operating  convenlenos 
cormection  with  applicant's 
regular-route  operations. 

NoTK :  Common  control  may  be  Invohii. 

Notice  or  Filing  or  PRinoM 

No.    MC    15473    (Sub-Nb.  7)    <Mft  I 
TION  FOR  MODIFICATION  OP  Ctt>  | 
TIFICATES     OF     PUBLIC 
lENCE   AND  NECESSITY),  BM, 
uary      19.      1962.       PeUtioner: 
TRUCK    LINES,    INC.,   Ottawa.^ 
Petitioner's    attorney :     Wentwortt 
Griffin.  1012  Baltimore  Building. ! 
City  5.  Mo.     By  petition  filed 
19.  1962.  petitioner  states  that  Mi  Oll^l 
tiflcate  No.  MC  15473  (Sub-No.  7),( 
authority,  pursuant  to  certain 
proceedings,   covering   a 
service  between  Kansas  City, 
points  in  the  State  of  Kansa 
tioner  avers  that  certain  of  the  1 
it  purchased,  specifically  Cu  Ufloiii  ] 
MC    62852.    authorized   operatkoi 
tween   Kansas   City.  Mo.,  and 
Kans..  between  Kansas  City,  1 
Olathe  Naval  Air  Station,  and 
Kansas  CTty.  Mo.,  and  the  othsr  ^ 
authorized  to  those  predecesson  to  ■•1 


I- 
f,  February  14,  1962 

^-s  iMiilni —  sUtes  that  it  appears 
ig^cSmteslon  deprived  the  owner 
USStNoTMC  62852  of  authority 
••■^^^nd  without  action  taken 
tiy  law  in  that  the  Certifl- 
to  Mid-Kansas  Truck  Lines 
10  a  transfer   proceeding   In 

jaa4  changed  the  language  of 

-•^rfous  certificates  so  as  to  au- 
JUKJJraUons  from  Kansas  City  In- 
sSrfabetween  movement.  Proceed- 
tt^\m^yC  63958  transferred  the 
tn  question  to  petitioner,  and 
lli  UC  15473  (Sub-No.  7)  was 
J|o  cover  the  transfer  proceed- 
fUitioner  requests  the  Commis- 
^an  order  stating  that  peti- 
authority  to  operate  between 
.^points  set  forth  In  Certificate 
15473  (Sub-No.  7).  and  requests 
of  said  Certificate  to  reflect 
to  operate  between  Kansas 
^Z  and  the  Kansas  points  shown 
d«rtiflcate.  Any  person  or  per- 
j|jiig  to  oppose  the  reUef  sought. 
M  wMh*"  30  days  from  the  date  of 
■"  ^  on  in  the  Federal  Registeh, 


—^Moroprlate  pleading. 
?MC  §5130  PETITION  UNDER 
£  MB  TOR  REOPENING,  HEAR- 
■00N8IDERATION.  AND  FOR 
^=^  COf  RULE  101  (e),  filed  July 
Petitioner:  ANNA  BRADLEY, 
ififi— s  as  BRADLEY'S  Elt- 
mildletown.  Conn.    Petitlcmer's 

Milton  E.  Diehl.  1383  National 

■MB^kUng.  Washington,  D.C.  By 
Sa, dated  July  24.  1961,  petitioner 
Sl^Mt  in  accordance  with  the  Com- 
Zjg^  regulations.  Robert  Bradley 
Sa*inndfather "  appUcation  under 
MS.  dated  February  6,  1936, 
H  Vtorm  BMC-A.  describing  his 
as  including  points  in  Mas- 
Rhode  Island.  Connecticut, 
IV  ftefc.  New  Jersey,  and  Pennsyl- 
^ia  Tbe  original  applicant,  Robert 
died  and  his  Widow,  Anna 
.,.  petitioner,  inherited  the  busl- 
__  Pitltk)ner  contends  that  the  Cer- 
pirii  iMisd  In  No.  MC  85130  does  not 

Elkt  operations  conducted  by  petl- 
oou  prior,  and  continuously,  be- 
md  after  the  enactment  of  the 
Mi^  Owner  Act  of  1935.    Petitioner 
to  the  petition  of  July  24, 
abstract  of  the  evidence  now 
to-wit.    documentary    proof 
documents)  from  1927  to  date, 
that  the  abstract  does  not 
all.  but  only  a  sample  of  the 

,  proof  now  available  which 

.tf|.ll  autamltted  at  a  hearing.  Peti- 
fiii  nquests  that  the  proceeding  in 
WHM  be  reopened  for  hearing.  An 
Mr  iaued  pursuant  to  a  General 
Mn  at  the  Commission,  held  Janu- 

aU,  1962,  in  the  subject  proceeding 
li  that  since  some  doubt  has  arisen 
jMftta  meaning  of  the  Order  of  No- 
Mv  21,   1961.   previously  issued  in 

ElRweeding.  it  is  ordered  that  the 
«der  of  November  28.  1961.  to  the 
d  It  reopens  the  proceeding  for  oral 
be,  and   it  is  hereby  vacated 
aside.    The  Order  of  January 
further  orders  that  the  subject 
of  July  24.  1961,  be,  and  it  U 
aaigned  for  oral  hearing,  and 
of  the  time  and  place  of  such 
together   with   a  summary  of 
■e.si- 


FEDERAL  REGISTER 

the  issues  raised  by  the  petition  be  given 
by  pablicatton  In  the  Federal  Register. 

HEARINO:  March  20,  1962.  at  the 
Bond  Hbtd.  Hartford.  Oonn.,  before  Ex- 
aminer William  A.  RosraU. 

No.  MC  109095  (PETITION  TO  WAIVE 
RULE  101(e)  AND  FOR  REOPENING 
AND  RECONSIDERATION),  and  (PE- 
TITION FOR  MODIFICATION  OR 
CLARIFICATION  OF  CERTIFICATE), 
filed  January  17,  1962.  PeUtioner:  AN- 
DERSON MOTOR  SERVICE,  INC.,  St. 
Louis.  Mo.  Petitioner's  attorney:  G.  M. 
Rebman,  1230  Boatmen's  Bank  Building, 
St.  Louis  2,  Mo.  The  subject  petitions 
were  filed  January  17.  1962.  and  peti- 
tioner states  it  is  a  holder  of  a  Certificate 
of  PubUc  Convenience  and  Necessity  in 
No.  MC  100095  which  authorizes  the 
transportation  of  general  commodities, 
with  the  usual  exceptions,  over  regular 
routes,  between  St.  Louis,  Mo.,  Indianap- 
olis and  Fort  Wayne,  Ind.,  Toledo,  Cleve- 
land, and  Akron.  Ohio,  among  other 
operations.  The  routes  here  pertinent  as 
authorised  in  the  said  Certificate  are  as 
follows:  "(4)(a)  From  St.  Louis  over 
US.  Highway  40  to  Indianapolis,  Ind., 
thence  over  VS.  Highway  36  to  Piqua, 
Ohio,  thence  over  U.S.  Highway  25  to 
Beaverdam.  Ohio,  thence  over  U.S.  High- 
way BON  to  Mansfield.  Ohio,  thence  over 
U.S.  Highway  42  to  Junction  U.S.  High- 
way 224,  thence  over  UJS.  Highway 
224  to  Junction  Ohio  Highway  5,  and 
thence  over  Ohio  Highway  5  to  Akron;", 
and  "(4)  (b)  From  Pendleton  over  Indiana 
Highway  9  to  Huntington.  Ind..  thence 
over  UJS.  Highway  24  via  Maumee,  Ohio, 
to  Toledo,  Ohio,  thence  over  Ohio  High- 
way 2  to  Cleveland.  Ohio,  and  thence  over 
Ohio  Highway  8  to  Akron;  From  Pendle- 
ton to  Maumee.  Ohio,  as  specified  above, 
thence  over  UJS.  Highway  20  to  Cleve- 
land. Ohio,  and  thence  to  Akron  as  speci- 
fied above;  and  return  over  these  routes 
to  Pendleton.  Service  Is  authorized  to 
and  from  the  intermediate  points  of  Fort 
Wayne.  Ind.,  Toledo  and  Cleveland,  Ohio, 
and  points  and  places  In  Ohio  within  ten 
miles  of  Cleveland."  Petitioner  requests 
the  Cmnmlsslon  issue  an  order  constru- 
ing Certificate  No.  MC  109095  as  author- 
izing Joinder  of  routes  described  in  (4) 
(a)  and  (4)  (b)  above  so  as  to  remove 
any  uvd  all  doubt  concerning  petitioner's 
authority.  Any  person  or  persons  desir- 
ing to  oppose  the  relief  sought,  may, 
within  30  days  from  the  date  of  this 
publication  in  the  Federal  Register,  file 
an  appropriate  pleading. 

APPLICATIOirS   FOR   CERTIFICATES   OR   PER- 
MITS Which   Are   To   Be   Processed 

COlfCVRRBMTLT       WiTH       APPLICATIONS 

UiTDEit  Bkctioh  5  Governed  by  Spe- 
cial Rule  1.240  to  the  Extent  Ap- 
plicable 

motob  carriers  of  property 

No.  MC  99798  (Sub-No.  1) ,  filed  Febru- 
ary 1, 1962.  Applicant:  DODD6  TRUCIK 
LINE,  INC.,  623  Uncoln  Street,  West 
Plains.  Mo.  Applicant's  attorney :  Went- 
worth  E.  Oriffln.  1012  Baltimore  BuOd- 
ing.  Kansas  City  S,  Mo.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  regular  and  irregular  routes, 
transporting:  Qeneral  commodities  (ex- 
cept thoae  of  xmusual  value,  Classes  A 
and  B  explosives,  'household  goods  as 
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defined  by  the  Commission,  commodities 
in  bulk,  commodities  requiring  speeM 
equipment,  and  those  injurious  or  eon- 
tjunlnatlng  to  oth»  lading) ;   (1>  Be- 
tween St  Louis,  Mo.,  and  Thayer.  Mo.. 
from  St.  Louis  over  UJB.  Highway  66  and 
Interstate  Highway   44  to  RoUa,  Mo.. 
thence  over  U.S.  Highway  63  to  Thayer, 
and  return  over  the  same  route,  serving 
the  intermediate  and  off -route  points  ot 
Cuba,  Licking.  Houston,  Cabool,  WiUow 
Springs,  West  Plains,  and  Koshkenong. 
Mo.;    (2)    Between  the  intersection  of 
U.S.  Highway  66  and  Missouri  Highway 
19,  and  Thayer.  Mo.,  from  the  intersec- 
tion of  U.S.  Highway  66  and  Missouri 
Highway  19,  over  Missouri  Highway  10 
to  Thayer,  and  return  over  the  same 
route,  serving  the  intermediate  points  of 
Cuba,     SteelviUe,     Salem,     Eminence, 
Winona,  and  Alton,  Mo.,  and  serving  the 
intersection  of  Missouri  Highway  19  and 
U.S.  Highway  60  for  purposes  of  joinder; 
( 3 )  Between  Houston,  Mo.,  and  Mountain 
View,  Mo.,  from  Houston  over  U.S.  High- 
way 63  to  junction  Missouri  Highway 
137,  thence  over  Missouri  Highway  137 
to  its  intersection  with  Missouri  Sghway 
^7,  thence  over  Missouri  Hlgliway  17  to 
its  intersection  With  UJS.  Highway  SO, 
thence  over  U.S.  Highway  60  to  Mountain 
View,  and  return  over  the  same  nmte, 
serving  the  Intermediate  point  of  Sum- 
mersville.  Mo.,  and  serving  the  Inter- 
section of  Missouri  Highway  17  and  TJB. 
Highway  60  for  purposes  of  joinder;  (4) 
Between  Willow  Springs,  Mo.,  and  St. 
Louis,  Mo.,  from  Willow  Springs  over 
U.S.  Highway  60  to  its  intersection  with 
Missouri  Highway  21,  thence  over  Mis- 
souri Highway  21  to  Its  Intersection  with 
Missouri  Highway  34,  thence  over  Mis- 
souri Highway  34  to  intersection  with 
U.S.  Highway  67.  thence  over  UJS.  ffigh- 
way  67  to  St.  Louis,  and  return  over  the 
same  route,  serving  the  intermediate  and 
off -route  points  of  Mountain  View,  Krch 
Tree,  Fremont,  Van  Buren,  South  Van 
Buren,  Garwood,  Leeper,  and  Mill  Spring, 
Mo.,  and  serving  the  Intersection  of  U.S. 
Highway  60  and  BClssouri  Highway  19  for 
purposes  of  Joinder;  (5)  Between  Spring- 
field, Mo.,  and  Cabool,  Mo.,  from  Spring- 
field over  U.S.  Highway  60  to  Cabool,  and 
return  over  the  same  route,  serving  the 
intermediate    and    off-route    points    ci 
Rogersvllle,  Fprdland.  Dteglns,  Seymour, 
Mansfield,     Norwood,     and     Moimtaln 
Grove.  Mo.,  and  serving  the  intersection 
of  Missouri  Highwiy  5  and  U.S.  Highway 
60  for  purposes  of  joinder;  (6)  Between 
Gainesville,   Mo.,   and   Doniphan,   Ma, 
from  Gainesville  over  U.S.  Highway  160 
to  Doniphan,  and  return  over  the  same 
route,  serving  the  intermediate  points  of 
West  Plains,  Alton,  Riverton,  and  Briar, 
Mo.,  and  serving  the  intersection  of  Bfis- 
sourl  Highway  101   and  U.S.  Highway 
160  for  purpbses  of  joinder;  (7)  Between 
Ava.  Mo.  and  Hartville,  Mo.,  from  Ava 
over  Missouri  Highway  5  to  HartvlUe. 
and  return  over  the  same  route,  serving 
no  intermediate  points,  and  serving  the 
intersection  of  Missouri  Highway  5  and 
U.S.  Highway  60  for  purposes  of  Joinder; 
(8)   Between  Bakersfield,  Mo.,  and  the 
Intersection  of  Missouri  Highway  101  and 
U.S.  Highway  160.  from  Bakersfield  over 
Missouri  Highway  101  to  its  Intersection 
with  U.S.  Highway  160.  and  return  over 
the  same  route,  serving  no  intermediate 
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points:  (9)  Between  Birch  TVee.  Mo.,  and 
llMniMTlIle.  Ifo..  from  Birch  Tree  over 
MlaMNirl  Wghwj  99  to  Thomasville.  and 
return  over  the  same  route,  serylng  no 
intermediate  points;  (10)  Between 
SeJem,  Ifo..  and  the  intersection  of  Mis- 
souri Highway  32  and  US.  Highway  63. 
from  S«tem  over  Missouri  Highway  32 
to  Its  tnterseetlon  with  US.  Highway  63. 
and  return  over  the  same  route,  serving 
no  intermediate  points,  as  an  alternate 
route  for  operating  convenience  only; 
(11)  Between  Salem.  Mo.,  and  Rolla.  Mo.. 
from  Salem  over  Missouri  Highway  72  to 
RoUa,  and  return  over  the  same  route. 
senrlnc  no  Intermediate  points,  as  an 
alternate  route  for  operating  convenience 
only;  (12)  trregviar  route:  Between 
polnta  In  Phelps.  Dent,  Crawford.  Shan- 
non. Texas,  and  Reynolds  Counties.  Mo. 

Hon:  Ills  appUc&tion  la  directly  related 
to  an  application  filed  under  section  S  of  the 
ABt,  No.  lfC-P-8068.  published  In  the  Pkdexal 
RMBVTBa.  thla  Isiue. 

Apfucatioms    Under    Sections    5    and 
210a(b) 

The  following  applications  are  gov- 
erned by  the  Interstate  Commerce  Corn--'' 
mission's  special  rules  governing  notice 
of  filing  of  applications  by  motor  carriers 
of  property  or  passengers  under  section 
5(a)  and  210a(b)  of  the  Interstate  Com- 
merce Aet  and  certain  other  proceedings 
with  respect  thereto  (49  CFR  1.240) . 

MOTOE  CAESIBRS  OF  PROPERTY 

No.  MC-F-8066.  Authority  sought  for 
purchase  by  TREDWAY'S  EXPRESS. 
INC..  512  Myrtle  Avenue.  Boonton.  N.J.. 
of  a  portkm  of  the  operating  rights  of 
DUSOR  MOTOR  LINE.  INC..  Tor  Ave- 
nue. Haverstraw,  N.Y..  through  James  A. 
OnSars.  Director  of  Internal  Revenue. 
Albany,  N.Y..  and  for  acquisition  by 
TRUCKENO  ENTERPRISES.  INC..  744 
Broad  Street.  Newark,  N.J.,  and  in  turn 
by  RALPH  SALDUTTI.  JOSEPH  E. 
SALDUm,  and  ALBERT  SALDUTTI. 
an  of  744  Broad  Street.  Newark.  N.J..  of 
control  of  such  rights  through  the  pur- 
chase. Applicants'  attorney:  Bernard 
F.  Flynn.  Jr..  York-Plsmn  Building.  East 
Blackwell  Street.  Dover,  N.J.  Operating 
rights  described  in  Certificate  Nos.  MC- 
7M30  and  MC-78430  Sub  1.  by  order  of 
the  Temporary  Authorities  Board,  dated 
January  23.  1962.  to  be  revoked  effective 
45  days  from  the  date  of  said  order. 
d^erating  rights  sought  to  be  trans- 
ferred in  Certificate  No.  MC-78430: 
Oeneral  ctrmmoditiea.  excepting,  among 
others,  household  goods  and  commodities 
In  bulk,  as  a  commtm  carrier  over  irregu- 
lar routes  between  points  in  Dutchess, 
Orange,  Putnam,  Rockl&nd.  Sullivan. 
and  Ulster  Counties.  N.Y.,  on  the  one 
hazid.  and.  (Hi  the  other.  New  York.  N.Y.. 
and  points  In  Bergen.  Essex.  Hudson. 
Passaic,  and  Union  Counties,  N.J.  Ven- 
dee is  authorized  to  operate  as  a  common 
carrier  in  New  Jersey.  New  York,  and 
Pennsylvania.  Application  has  not  l>een 
filed  for  temporary  authority  under  sec- 
tion 210a(b). 

No.  MC-P-8068.  Authority  sought  for 
control  and  merger  by  GLOBAL  VAN 
LINES.  INC..  P.O.  Box  3313.  Terminal 
Annex.  Los  Angeles  54.  Calif.,  of  the 
operating  rights  and  property  of  MID- 
WEST MOVING  SERVICE,  3412  Fair- 
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liuie  Drive.  Des  Moines.  Iowa,  and  for 
acquisition  by  E.  W.  SCHUMACHER. 
D.  D.  HEYDLAUFP.  MAX  OL3AN.  and 
WILLIAM  C.  MOEN.  all  of  9100  East 
Garvey  Boulevard.  South  San  Gabriel. 
Calif.,  of  control  of  such  rights  and  prop- 
erty through  the  transaction.  Appli- 
cants' attorney  and  representative 
respectively:  Max  O.  Morgan.  443 
American  National  Building.  Oklahoma 
City  2.  Okla..  and  William  A.  Landau. 
1307  East  Walnut.  Des  Moines.  Iowa. 
Operating  rights  sought  to  be  controlled 
and  merged:  Household  goods,  as  de- 
fined by  the  Commission,  as  a  common 
carrier  over  irregular  routes  between 
points  in  Iowa,  on  the  one  hand.  and. 
on  the  other,  points  In  Illinois.  Missouri. 
Nebraska,  and  Minnesota,  between  Des 
Moines.  Iowa,  on  the  one  hand.  and.  on 
the  other,  points  In  Illinois.  Indiana. 
Kansas.  Colorado.  Missouri.  Minnesota. 
Nebraska,  and  Wisconsin,  and  between 
EHjints  in  Hardin  County.  Iowa,  on  the 
one  hand,  and,  on  the  other,  points  in 
Illinois.  Iowa.  Kansas.  Minnesota.  Ne- 
braska. North  Dakota,  and  South  Dakota, 
and.  livestock,  agricultural  commodities, 
poultry,  coal,  lum.ber.  posts,  household 
goods  as  defined  by  the  Commission,  and 
emigrant  movables,  between  Alliance. 
Nebr..  and  points  within  30  miles  thereof, 
on  the  one  hand.  and.  on  the  other, 
points  in  Colorado.  Wyoming,  and  South 
Dakota.  GLOBAL  VAN  UNES.  INC..  is 
authorized  to  operate  as  a  common  car- 
rier in  Alabama.  Arkansas.  California. 
Colorado.  Florida.  Georgia.  Illinois. 
Indiana.  Kansas.  Kentucky.  Louisiana. 
Maryland.  Michigan.  Mississippi,  Mis- 
souri. Nebraska.  New  Jersey.  New  York. 
New  Mexico.  North  Carolina.  Ohio.  Okla- 
homa. Pennsylvania.  South  Carolina. 
Tennessee.  Texas.  Virginia.  West  Vir- 
ginia. Wisconsin.  Connecticut.  Massa- 
chusetts, Rhode  Island.  Vermont.  New 
Hampshire.  Delaware.  Utah,  Oregon, 
Idaho.  Montana,  Washington,  Nevada, 
and  the  District  of  Columbia.  Applica- 
tion has  been  filed  for  temporary  au- 
thority under  section  210a(b) . 

No.  MC-F-8069.  Authority  sought  for 
purchase  by  DODDS  TRUCK  LINE. 
INC..  623  Lincoln.  West  Plains.  Mo.,  of 
the  operating  rights  of  WALLACH 
STRAIN  and  VIOLA  STRAIN,  a  partner- 
ship, doing  business  as  STRAIN  TRUCK 
LINE.  Alton.  Mo.,  and  for  acquisition  by 
PAUL  D.  DODDS.  623  Uncoln,  West 
Plains.  Mo.,  of  control  of  such  rights 
through  the  purchase.  Applicants'  at- 
torney: Wentworth  E.  Gnffln.  1012  Balti- 
more Building.  Kansas  City  5,  Mo.  Op- 
erating rights  sought  to  be  transferred: 
Generat  commodities,  excepting,  among 
others,  household  goods  and  commodities 
in  bulk,  as  a  common  carrier  over  regular 
routes  from  St.  Louis,  Mo.,  to  Mammoth 
Spring.  Ark.,  serving  the  intermediate 
points  of  Briar,  Alton,  and  Thayer.  Mo., 
and  the  off-route  points  of  Bradley, 
Greer.  Thomasville.  Koshkonong.  Couch, 
and  Myrtle.  Mo.,  without  restriction,  and 
East  St.  Louis.  Ul..  restricted  to  the  pick- 
up of  stoves,  feed,  tankage,  fertilizer,  and 
meat  scraps,  and  fertilizer,  from  East  St. 
Louis.  111.,  to  Myrtle,  Mo.,  serving  the 
intermediate  point  of  Couch.  Mo.,  live- 
stock, over  irregular  routes,  from  Alton, 
Mo.,  and  points  within  \S  miles  of  Alton. 


to  East  St.  Louis.  111.    Vendee  k 
thorized   to  operate  under  IIm  ^^^ 
Provisoof  section  206(a)(1)  "^thsS? 
state   Commerce  Act  In  the  8l2^ 
Missouri.    Application  has  not  ^^ 
for  temporary  authority  und» 
210a«b>.  ^^ 

Note      No     MC  99798    Sub   1    It  • 
directly  related 

No  MC-F-8070.  Authority  _ 
control  by  EDWARD  J.  HAND 
Street.  Buffalo  10.  N.Y..  of  M  k'onm 
VOY.  INC  .  and  HULBERT  P^MnriSr 
ING  COMPANY.  INC..  also  of  SS" 
NY.  Applicants' representative- SI|2 
J  Hand.  590  Elk  Street.  Buffalo  iTifV 
Operating  righU  sought  to  be  conln£i.' 

<M.  1  G.>  New  automobile$, 

new  bodies,  new  cabs,  new'ohat^ 
automobile    parts,    restricted  toh__ 
movements,  in  truckaway  serrloe,  Mt 
common    carrier   over   irregular  min 
from  places  of  manufacture  and  saaa. 
bly  in  Wayne  County,  and  Warranl^aa. 
ship.  Macomb  County,  Mich.,  to 
in    Delaware.    Maryland,    New 
Pennsylvania.  New  York,  and  the__. 
of  Columbia,  traversing  Ohio  and  W«|[ 
Virginia  for  operating  convenlcnee  odt 
the   commodities    indicated  abom/n^ 
stricted  to  secondary  movements,  dote 
the  season  of  open  navlgatlan  en  t^ 
Great  Lakes,  in  truckaway  senrtot,  txm 
Buffalo.    NY.,    to   points   In  rt^nm 
Maryland.    New    Jersey.    Pennohu^ 
New  York,  and  the  District  of  Ooiol^ 
the   commodities   indicated  oboes,  i^ 
stricted  to  secondary  movements,  daty 
the  season  of  open  navigation  OB  tti 
Great  Lakes,  when  navigation 
port  of  Buffalo  is  closed.  In 
service,  from  Cleveland,  Ohio,  to 
in    Delaware.    Maryland,    New 
Pennsylvania.  New  York,  and  the 
of  Columbia,  traversing  West 
for  operating   convenience  only, 
mobiles,  trucks,  and  cTuusii, 'new, 
or   unfinished,    restricted  to 
movements,   in   truckaway  servtoe,  be- 
tween   all    points    as   described 
traversing  West  Virginia,  for 
convenience  only,  new  automdblltt, 
trucks,  new  bodies,  new  cabt,  new 
and  automobile  parts,  restricted  to  Initkl 
movements,  in  driveaway  seniee,  ttm 
places  of  manufacture  and  ■wewiMy  k 
Wayne  County  and  Warren  Towui#, 
Macomb    County,   Mich.,    to  potaili  M 
Delaware.  Maryland,  New  Jersey,  Fbm- 
sylvanla.  New  York,  and  the  DMrkt  fl( 
Columbia,    traversing    Ohio   and  WMt 
Virginia  for  operating  convenience  ob^, 
the   commodities    indicated   oboM,  n» 
stricted  to  secondary  movements,  &ulm 
the  season  of  open  navigation  ontbt 
Great  Lakes,  in  driveaway  seniee,  ttm 
Buffalo.    NY.,    to   points   In  D^WMt. 
Maryland,    New    Jersey,    PenmarlTMiii 
New  York,  and  the  District  of  QiluiiiWii 
the   commodities   indicated   dbOM,  it- 
stricted  to  secondary  movement^  dBlPK 
the  season  of  open  navigation  on  tt» 
Great  Lakes,  when  navigation  froattt 
port  of  Buffalo  is  closed,  in  dilwaWf 
service  from  Cleveland,  Ohio,  to  yJflfi 
in  New  Jersey,  traversing  Weet  VteljM» 
and  Pennsylvania  for  operating  UJli**^ 
ience    only,    automobiles.    tnuMi,  ■■ 
chassis,   new,   used,   or  unflnlihed.  !•■ 
stricted    to    secondary    movement*  l» 
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^M^w9  service,  between  aU  points 
SSS  tbove.  traversing  West  Vlr- 
"itor  operating  convenience  only, 
STgatowoWtes,  automobile  bodies,  au- 
^guMe  chassis,  and  automobtie  ports 
^T^Ketsories  moving  in  connection 
^Htwlth.  automobile  show  equipment 
^^paraphernalia,  farm  and  garden 
Mrton  and  parts  and  accessories  there- 
^MifiDg  in  connection  therewith.  In 
taitial  movements,  in  truckaway  and 
Zreaway  service,  from  Willow  Run  in 
Wuhtenaw  County.  Mich.,  to  points  in 
Detowsre.  Maryland.  New  Jersey,  Ncv 
York,  Pennsylvania,  and  the  District  of 
Columbia,  rejected  shipments,  of  the 
gl,(yfe-de9cribed  commodities,  from  the 
jwre-specifled  destination  points  to 
l^mow  Run  in  Washtenaw  County, 
lljch.,  through  Ohio  and  West  Virginia 
for  operating  convenience  only,  new 
automobiles,  new  bodies,  new  chassis  and 
g^tomohile  parts,  during  the  season  of 
doted  navigation  on  the  Great  Lakes,  in 
initial  movements,  by  truckaway  serv- 
lee  from  places  of  manufacture  and 
tiMnbly  in  Wayne  County.  Mich.,  to 
pointa  in  North  Carolina  and  Virginia. 
new  automobiles,  new  bodies,  new  chassis 
cad  automobile  parts,  during  the  season 
of  open  navigation  on  the  Great  Lakes, 
in  noondary  movements,  by  truckaway 
lerrlce.  from  Buffalo,  N.Y.,  and  Cleve- 
lud,  Ohio,  to  points  in  North  Carolina 
tnd  Virginia,  through  Maryland  and 
West  Virginia  for  operating  convenience 
(Aly,  new  passenger  automobiles,  hearses, 
smbulances,  and  automobile  chassis,  in 
tnttial  movements,  by  truckaway  method, 
from  Newark,  Del.,  to  points  in  Connecti- 
rat,  Ddaware,  Florida,  Georgia,  Maine, 
Maryland,  Massachusetts.  New  Hamp- 
lUre,  New  Jersey.  New  York,  North 
Carolina,  Pennsylvania.  Rhode  Island, 
Sooth  Carolina.  Vermont,  Virginia,  West 
Vlrtfnla,  and  the  District  of  Columbia. 
(HULBERT)  Automobiles,  as  a  common 
etrrier  over  irregular  routes  through 
Pmniylvania.  when  necessary,  with  (a) 
DO  seasonal  restriction,  from  Buffalo, 
N.7.,  and  Cleveland,  Ohio,  to  Rome  and 
Oooperstown,  N.Y..  points  in  New  Hamp- 
diire,  Massachusetts.  Rhode  Island,  and 
OoDDecticut  (other  than  those  in  Litch- 
fldd,  New  Haven,  and  Fairfield  Coun- 
ttei),  and  those  on  New  York  Highway  5, 
lod  (b)  during  the  season  extending 
from  the  10th  day  of  December  to  the 
lit  day  of  April,  inclusive,  automobiles, 
tram  points  in  Macomb  and  Wayne 
Ooontles,  Mich.,  to  Rome  and  Coopers- 
toen,  N.Y.,  and  points  on  New  York 
Blghway  5,  new  automobiles,  automobile 
Mte,  automobile  chassis  and  oatomo- 
Mtportt  and  accessories  moving  in  con- 
Beetkm  therewith,  automobile  show 
tquipment  and  paraphernalia,  and  farm 
tsi  fsrden  tractors  and  parts  and  ae- 
ctuoriss  thereof,  moving  in  connection 
ttwewlth.  during  the  seasons  extending 
from  the  10th  day  of  December  to  the 
U  day  of  April,  inclusive,  of  each  year 
In  initial  movements,  in  truckaway  and 
*lT«way  service,  from  Willow  Run  in 
l^ditenaw  County.  Mich.,  to  Rome  and 
Owperstown.  NY.,  and  points  in  New 
Tjk  on  New  York  Highway  5.  rejects 
J^Jf*^  o'  the  above-described  c(Mn- 
JJJ^Ues.  from  the  above-described  des- 
■•ttoo  points  to  Willow  Run  in  Wash- 
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tenaw  County,  Mich.,  traversing  Ohio 
and  Pennsylvania  for  operating  conven- 
ience (mly,  new  automobiles,  by  truck- 
away service,  in  secondary  movements, 
from  Buffalo,  N.Y.,  and  Cleveland,  Ohio, 
to  points  in  Litchfield,  New  Haven  and 
Fairfield  Counties,  Conn.,  and  those  in 
Maine  and  Vermont,  new  automobiles 
and  new  trucks,  by  truckaway  service,  in 
initial  movements,  during  the  season  of 
closed  navigation  on  the  Great  Lakes, 
from  points  in  Wayne  County,  Mich.,  to 
points  in  Litchfield,  New  Haven  and 
Fairfield  Counties,  Conn.,  and  those  in 
Maine  and  Vermont,  damaged  and  de- 
fective shipments  of  the  above -specified 
commodities,  from  the  above-specified 
destination  points  to  the  above-desig- 
nated origin  points,  and  new  trucks,  new 
truck-tractors,  new  ambulances,  new 
truck  and  bus  chassis,  and  new  station 
wagons,  in  secondary  movements,  in 
truckaway  and  driveaway  service,  from 
Buffalo,  N.Y.,  and  Cleveland.  Ohio,  to 
Rome  and  Cooperstown,  NY.,  points  in 
Connecticut,  New  Hampshire,  Maine, 
Vermont,  Massachusetts,  Rhode  Island. 
and  those  on  New  York  Highway  5.  trav- 
ersing Pennsylvania  for  operating  con- 
venience only.  EDWARD  J.  HAND  holds 
no  authority  from  this  Commission. 
However,  he  is  aflaiiated  with  M.  &  G. 
CONVOY,  INC..  and  HULBERT  FOR- 
WARDING COMPANY.  INC.  Applica- 
tion has  not  been  filed  for  temporary 
authority  imder  section  210a(b). 

No.  MC-F-8071.  Authority  sought  for 
purchase  by  ELEANOR  M.  Mac- 
DONALD,  an  individual,  doing  business 
as  MacDONALDS  STORAGE  WARE- 
HOUSE, 52  Gardner  Street,  Attleboro, 
Mass.,  of  the  operating  rights  and  prop- 
erty of  CLAYTON  A.  MacDONALD 
(ELEANOR  M.  MacDONALD,  EXECU- 
TRIX) ,  an  individual,  doing  business  as 
MacDONALD'S  STORAGE  WARE- 
HOUSE. 52  Gardner  Street,  Attleboro. 
Mass.  Applicants'  representative:  Rus- 
sell B.  Cumett,  49  Weybosset  Street, 
Providence.  R.I.  Operating  rights 
sought  to  be  transferred:  Household 
goods,  as  defimed  in  Practices  of  Motor 
Common  Carriers  of  Household  Goods, 
17  M.C.C.  467.  as  a  common  carrier  over 
Irregular  routes,  between  Attleboro, 
Mass..  on  the  one  hand,  and  on  the  other, 
points  in  New  Hampshire.  Maine,  Ver- 
mont, Rhode  Island,  Connecticut,  New 
York,  and  New  Jersey,  livestock,  between 
Attleboro,  Mass.,  on  the  one  hand,  and, 
on  the  other,  points  in  Kent,  Newport. 
and  Washington  Counties,  R.I.,  lumber, 
between  Attleboro  and  Norton,  Mass.,  on 
the  one  hand,  and,  on  the  other,  Provi- 
dence and  Westerly,  R.I.,  and  machinery, 
between  Attleboro,  Mass.,  on  the  one 
hand,  and,  on  the  other,  North  Smith- 
field.  Pawtucket,  Providence,  and  Woon- 
socket,  R.I.,  and  West  Haven,  Conn. 
Vendee  holds  no  authority  from  this 
CommlsslMi.  However,  the  vendor  holds 
45  shares  of  stock  in  UNITED  VAN 
LINES,  INC.,  which  is  authorized  to 
operate  as  a  common  carrier  in  48  states 
and  the  District  of  Columbia.  Appli- 
cation has  not  been  filed  for  temporary 
authority  under  section  2l0a(b) . 

No.  MC-F-8072.  Authority  sought  for 
purchase  by  INLAND  EXPRESS,  INC., 
Maple  and  Walker  Streets,   Marlboro, 


1S97 

Mass.,  of  a  portion  of  the  operating 
rights  and  certain  property  of  M.CJd. 
TRANSPORTATION  COMPANY,  INC.. 
39  Chapel  Street,  Newport,  RX,  and  for 
acquisition  by  SIDNEY  UPMAN  and 
RALPH  R.  RUBADO,  both  of  Maple  and 
Walker  Streets,  Marlboro,  Mass.,  and 
OSCAR  W.  WELCH,  2043  Erie  Boulevard. 
East  Syracuse,  N.Y.,  of  control  of  such 
rights  and  property  through  the  pur- 
chase. Applicants'  attorney:  Francis  E. 
Barrett,  Jr.,  25  Bryant  Avenue,  East  Mil- 
ton 86,  Mass.  Operating  rights  sought  to 
be  transferred:  General  commodities,  as 
a  common  carrier  over  regular  routes,  be- 
tween Newport,  R.I.,  on  the  one  hand, 
and,  on  the  other.  Providence,  RJ.,  and 
Boston,  Mass.,  serving  all  intermediate 
and  certain  off-route  points,  general 
commodities,  excepting,  among  others. 
household  goods  and  commodities  in 
bulk,  from  New  York,  N.Y.,  to  Newport, 
R.I.,  serving  no  intermediate  points,  but 
serving  the  off-route  points  of  Jersey 
City  and  Newark,  N.J.,  and  over  an 
alternate  route  for  operating  conveni- 
ence only,  packing-house  products  and 
fresh^meats,  between  Newport,  R.I.,  and 
Worcester,  Mass.,  serving  no  inter- 
mediate points,  automobile  parts,  be- 
tween Newport,  R.I.,  and  Bridgeport, 
Corm.,  serving  the  intermediate  point  of 
New  Haven,  Conn.,  restricted  to  traffic 
moving  to  or  from  Newport,  general 
commodities,  over  irregular  routes,  be- 
tween points  within  12  miles  of  Newport, 
R.I.,  malt  beverages,  from  New  York, 
N.Y.,  to  Newport,  R.I.,  returned  empty 
containers,  for  malt  beverages,  from 
Newport,  R.I.,  to  New  York,  N.Y.,  brass 
forgings  and  fittings,  from  Newark,  NJ., 
to  Pawtucket,  R.I.,  and  Fall  River,  Mass., 
paint,  fish,  fruits,  vegetables,  and  gro- 
ceries, from  New  York,  N.Y.,  to  Pall 
River,  Mass.,  tar.  from  Taimton,  Mass., 
to  Newport,  RJ.,  tires  and  tubes,  from 
Jersey  City,  N.J.,  to  Providence,  RJ., 
fish,  from  Newport,  R.I.,  to  Boston  and 
Pall  River,  Mass.,  Providence,  RJ.,  and 
New  York,  N.Y.,  empty  fish  containers, 
from  Boston  and  Fall  River.  Mass., 
Providence,  R.I.,  and  New  York,  N.Y.,  to 
Newport,  RJ.,  and  paint,  oU,  and  ship 
chandlery,  between  Newport.  RJ..  and 
New  York,  N.Y.  Vendee  is  authorized 
to  operate  as  a  common  carrier  in  Mas- 
sachusetts, New  York,  Connecticut,  and 
Rhode  Island.  Application  has  been 
filed  for  temporary  authority  under 
section  210a(b). 

No.  MC-F-8073.  Authority  sought  for 
purchase  by  SAFEWAY  SYSTEM,  INC.. 
39  Chapel  Street,  Newport,  RJ.,  of  a 
portion  of  the  operating  rights  and  cer- 
tain property  of  M.CJM.  TRANSPORTA- 
TION COMPANY.  INC.,  39  Chapel 
Street,  Newport,  RJ.,  and  for  acquisi- 
tion by  M.CJ»(I.  TRANSPORTATION 
COMPANY,  mc,  39  Chapel  Street. 
Newport,  R.I.,  and  in  turn  by  JAMES  L, 
MAHER,  2  Jeffrey  Road,  Newport.  RJ., 
and  ANTHONY  T.  RAZZA.  224  Gibbs 
Avenue,  Newport,  RJ.,  of  control  of  such 
rights  and  property  through  Uie  pur- 
chase. Applicants'  attorneys:  Barrett. 
Barrett  and  Barrett,  25  Bryant  Ave.. 
East  Milton  86,  Mass.  Operating  rights 
sought  to  be  transferred:  Household 
goods,  as  defined  in  Practices  of  Motor 
Common  Carriers  of  Household  Goods, 
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17  ll.C.C.  4«7,  M  a  common  carrier  over 
irresular  routes  between  points  in  New- 
port County.  RJ.,  on  the  one  hand,  and, 
on  tbe  other,  points  In  Virginia.  Georgia. 
New  York.  Maryland.  Kansas.  Pennsyl- 
yania.  North  Carolina.  Illinois,  Massa- 
chusetts. New  Jersey,  Connecticut.  Ken- 
tucky. I)elaware.  Ohio,  South  Carolina, 
Vermont,  West  Virginia,  and  the  Dis- 
trict of  Columbia,  and  between  points 
in  Rhode  Island,  on  the  one  hand,  and, 
on  the  other,  points  in  Florida.  Indiana. 
Louisiana,  Maine,  Michigan.  Missouri. 
New  Hampshire,  Tennessee,  and  Wiscon- 
sin. Vendee  holds  no  authority  from 
this  Commission.  However,  its  control- 
ling stockholders  control  and  manage 
the  vendor  herein.  Application  has 
been  filed  for  temporary  authority  under 
section  210a(b). 

No.  MC-F-«)74.  Authority  sought  for 
purchase  by  INLAND  EXPRESS,  INC.. 
Mi4>le  and  Walker  Streets,  Marlboro. 
Mass..  of  the  operating  rights  of  ACTIVE 
TRUCKINO.  INC..  52  First  Street.  Cam- 
bridge 41.  Mass..  and  for  acquisition  by 
SIDNEY  UPMAN  and  RALPH  R.  RU- 
BADO.  both  of  Maple  and  Walker 
Streets.  Marlboro.  Mass..  and  OSCAR  W. 
WELCH.  2043  Erie  Boulevard,  East  Syr- 
acuse. N.Y..  of  control  of  such  rights 
through  the  purchase.  Applicants'  at- 
torneys: Francis  E.  Barrett.  Jr.,  25  Bry- 
ant Avenue.  East  Milton  86,  Mass..  and 
Grafton  Willey,  HI,  10  Dorance  Street. 
Providence  3,  RJ.  Operating  rights 
sought  to  be  transferred:  General  com- 
modities, excepting,  among  others. 
household  goods  and  commodities  in 
bulk,  as  a  common  carrier  over  regular 
routes,  between  Providence.  R.I.,  and 
Boston,  Mass.,  serving  certain  interme- 
diate and  off-route  points,  and  automo- 
bile portx,  accessories,  tires  and  tubes, 
over  Irregular  routes  between  Boston  and 
Cambridge,  Mass.,  on  the  one  hand,  and, 
on  the  other.  Bristol,  Central  F^ls,  East 
Greenwich.  East  Providence,  Hope  Val- 
ley. North  Providence.  Pawtucket.  Provi- 
dence, Smithfleld,  Wakefield.  Warren. 
Warwick.  Westerly,  West  Warwick,  and 
Wlckford,  RJ.  Vendee  is  authorized  to 
operate  as  a  common  carrier  in  New 
York,  Massachusetts,  Connecticut,  and 
Rhode  Island.  Application  has  been  filed 
for  temporary  authority  under  section 
210a(b). 

No.  MC-F-807S.  Authority  sought  for 
control  and  merger  by  BOWMAN 
TRANSPORTATION.  INC..  1010  Stroud 
Avenue.  East  Gadsden,  Ala.,  of  the  oper- 
ating rights  and  property  of  A.  W.  HAW- 
KINS. INC..  619  East  Main  Street. 
Richmond  19.  Va..  and  for  acquisition 
by  RALPH  M.  BOWMAN,  also  of  Gads- 
den, Ala.,  of  control  of  such  rights  and 
property  through  the  transaction.  Ap- 
plicants' attorneys:  Harold  G.  Hernly. 
1624  Eye  Street  NW.,  Washington.  DC. 
and  H.  Charles  Ephraim,  1001  15th  Street 
NW..  Washington.  D.C.  Operating  rights 
sought  to  be  controlled  and  merged: 
General  commodities,  excepting,  among 
others,  household  goods  and  liquids  in 
bulk,  as  a  common  carrier  over  regular 
routes,  between  Charlottesville,  Va..  and 
New  York.  N.Y..  serving  certain  inter- 
mediate and  off-route  points,  and  gen-. 
era!  commodities,  excepting,  among 
others,  household  goods  and  commodities 
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in  bulk,  between  Winston-Salem,  N.C.. 
and  Baltimore,  Md..  serving  all  inter- 
mediate points:  coal,  over  irregular 
routes,  from  Pottsville.  Pa.,  and  points 
within  five  miles  of  Pottsville,  certain 
points  in  West  Virginia  to  points  in  Cul- 
peper,  Madison  and  Rappanhannock 
Counties.  Va..  and  livestock,  between 
points  in  Culpeper.  Madison  and  Rap- 
pahonnock  Counties.  Va..  on  the  one 
hand,  and,  on  the  other,  points  in  Mary- 
land. Delaware.  New  Jersey.  New  York. 
Pennsylvania.  West  Virginia,  and  North 
Carolma.  BOWMAN  TRANSPORTA- 
TION. INC  .  is  authorized  to  operate  as 
a  common  carrier  in  Alabama.  Tennes- 
see. South  Carolina.  Virginia.  Maryland. 
Georgia.  Florida.  North  Carolina,  Mis- 
sissippi. Arkansas.  Kentucky.  West  Vir- 
ginia, Louisiana,  and  Delaware.  Appli- 
cation has  not  been  filed  for  temporary 
authority  under  section  210a<b>. 

No.  MC-F-8076.  Authority  sought  for 
control  and  merger  by  WALKER  HAUL- 
ING CO  .  INC  ,  340  Armour  Drive  NE. 
(P.O.  Box  13444  Station  K»,  Atlanta  24, 
Ga.,  of  the  operating  rights  and  property 
of  CHEMICAL  TRANSPORT.  INC..  902- 
15  Peachtree  Street  Building,  Atlanta. 
Ga..  and  for  acquisition  by  M.  J.  BAG- 
GETT.  340  Armour  Drive  NE  .  Atlanta 
24.  Ga..  of  control  of  such  rights  and 
property  through  the  transaction.  Ap- 
plicants' attorney:  R.  J.  Reynolds,  Jr.. 
1424  Citizens  &;  Southern  National  Bank 
Building.  Atlanta  3.  Ga.  Operating 
rights  sought  to  be  controlled  and 
merged:  Sulphuric  acid,  in  bulk,  in  tank 
vehicles,  as  a  common  carrier  over  ir- 
regular routes  from  Copperhill.  Tenn.. 
to  points  In  Alabeona  and  Ge<»-gia. 
WALKER  HAUUNG  CO..  INC,  is  au- 
thorized to  operate  as  a  common  carrier 
in  Georgia.  Tennessee,  Alabama.  Missis- 
sippi. North  Carolina,  Delaware.  Ken- 
tucky. Maryland.  Virginia.  South  Caro- 
lina. Florida.  Louisiana,  Texas,  Illinois, 
Indiana.  Ohio.  Arkansas,  and  Michigan. 
Application  has  not  been  filed  for  tem- 
porary authority  under  section  210a<b'. 

By  the  Commission. 

1  sE.fL  1  Harold  D  McCoy. 

Secretary. 

|FR     D.>c      62    1481:     Piled.    Peb      13.     1962. 
8  48   a  m  I 


(Notice  594] 

MOTOR   CARRIER   TRANSFER 
PROCEEDINGS 

Februaky   9,   1962. 

Synopses  of  orders  entered  pursuant  to 
section  212<b)  of  the  Interstate  Com- 
merce Act.  and  rules  and  regulations  pre- 
scribed thereunder  (49  CFR  Part  179  •. 
appear  below : 

As  provided  in  the  Commission's  spe- 
cial rules  of  practice  any  interested  per- 
son may  file  a  petition  seeking  recon- 
sideration of  the  following  numbered 
proceedings  within  20  days  from  the 
date  of  publication  of  this  notice.  Pur- 
suant to  section  17' 8)  of  the  Interstate 
Commerce  Act.  the  filing  of  such  a  peti- 
tion will  postpone  the  effective  date  of 
the  order  in  that  proceeding  pending  its 
disposition.  The  matters  relied  upon  by 
petitioners  must  be  specified  in  their 
petitions  with  particularity. 


No  MC-PC  64346.  By  order  tf  »4. 
ruary  1.  1962.  the  Transfer  Bom 
proved  the  transfer  to  C3iesaM^»  C^ 
Terminals,  Inc..  Baltimore.  IM  ^^? 
tificate  in  No.  MC  115757  ftiblB^M 
December  31.  1959.  to  Bulk  Motor  Tku!! 
port.  Inc..  Kansas  City.  Kaiu^  •att» 
izing  the  transportation  at:  ^ftolJh 
bulk.  t)etween  points  in  Virginia,  iUn 
land,  and  Washington,  D.C.  (exeentfiMi 
Muirkirk  Md.,  to  Baltimore,  l£^  m 
Washington.  DC.)  and  f rom' Batt^ott 
Md..  to  Harrisburg.  Tjtn<»airtcr^  Tagt' 
and  Reading.  Pa.,  and  Wilmington  q^ 
S.  Harrison  Kahn.  1110-1114  Investant 
Buildins.  Washington  5,  D.C,  sttoran 
for  applicants.  ' 

No  MC-FC  64611.  By  order  of  r^ 
ruary  1.  1962.  the  Transfer  Board  ap. 
proved  the  transfer  to  Sunvan  l^m 
Inc..  1990  Alaskan  Way,  SeiOtle.  W^^T 
of  a  portion  of  Certificate  No.  lie  Hm 
issued  May  17.  1949,  to  T.  James  ir^tt 
and  Mary  M.  Kitto,  a  partnership,  doii^ 
business  as  Kitto's  Transfer  k  StOTMe, 
700  East  Front  Street,  Butte.  Mont,,  m. 
thorizing  the  transportation  of  hoMe- 
hold  goods,  over  Irregular  routes,  be- 
tween Butte.  Mont.,  and  points  wilttk 
125  miles  of  Butte,  on  the  one  hi^  ui, 
on  the  other,  points  in  Idaho.  Utali.  and 
Washington:  between  points  in  Mihi 
within  125  miles  of  Butte.  Bfont.,  on  the 
one  hand,  and,  on  the  other,  points  In 
Montana:  and  between  points  In  Ifoa- 
tana,  on  the  one  hand.  and.  on  the  other. 
points  in  Colorado.  Montana,  ani 
Wyoming. 

No.  MC-FC  64633.  By  order  ot  Feb- 
ruary 1.  1962.  the  Transfer  Board  ap- 
proved the  transfer  to  Jackson  lisriiv 
L  Storage  Co..  Inc..  Hartsdale.  N.Y., «( 
the  operating  rights  in  Certificate  Mo. 
MC  112755  Sub  2.  issued  April  19,  IMi 
to  Jackson  Transportation  Corp.,  Hev 
York  (Bronx),  NY..  authoriziBi  (he 
transportation,  over  irregular  routea.  of 
new  furniture,  between  New  York,  N.Y, 
on  the  one  hand.  and.  on  the  other, 
points  in  that  part  of  New  Jersey  and 
New  York,  within  50  miles  of  Colttmbai 
Circle,  New  York.  N.Y..  and  between  Mew 
York,  NY.,  on  the  one  hand,  and.  on 
the  other,  Philadelphia.  Pa.,  and  pointi 
in  New  Jersey.  Arthur  J.  Plken.  16«-ll 
Jamaica  Avenue.  Jamaica  32,  N.Y.,  ap- 
plicants' representative. 

No.  MC-PC  64671.  By  order  (rf  Feb- 
ruary 2.  1962.  the  Transfer  Board  ap- 
proved the  transfer  to  Hilt  Truck  Uat. 
Inc..  Lincoln.  Nebr..  of  Certlflcatea  Hoi 
MC  117025  and  MC  117025  Sub  1.  Isaoed 
April  15.  1958.  and  June  9.  1961,  reapec- 
Uvely.  to  LeRoy  Hilt.  Llnccrfn.  Nebr..  au- 
thorizing the  transportation  of  maltber- 
erages,  over  irregular  routes,  from  Ifln- 
neapolis,  Minn  ,  Kansas  City,  Mo.  and 
Milwaukee.  Wis.,  to  points  in  Nehraaka 
(except  from  Minneapolis,  Minn.,  to 
Omaha.  Nebr..  and  from  Milwaukee.  Wis, 
to  Lincoln  and  Nebraska  City.  Nebr.). 
from  St.  Louis.  Mo.,  to  Nebraska  (eicept 
North  Platte,  Scottsbluff  and  Chadroa); 
and  empty  malt  beverage  contatoen 
from  points  in  Nebraska  (excqit  North 
Platte.  Scottsbluff.  and  Chadroo)  to  St. 
Louis.  Mo.  J.  Max  Harding,  WS  Bmttii 
12th  Street.  Lincoln.  Nebr..  attorney  for 
applicants. 

No  MC-PC  64684.  By  order  of  Fehcu- 
ary  2.  1962.  the  Transfer  Board  approved 
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»..-rfer  to  Reedsport  Motor  Preight, 
^*SS^.  Oreg..  of  certificate  No. 
2?'7?Sto"ed  November  25,  1960^ 
SL;  w'Wolf.  doing  business  as  Ree^- 
SrJotor  Pi^ight.  Reedsport  <Jeg.. 
^JS^  the  transportation  of:  Oen- 
"'^'^SSoditles,  excluding  household 
'jifSSmodiUes  in  bulk,  and  other 
?!!Si^d»mmodities  between  Eugene. 
^  Mid  Winchester  Bay.  Oreg..  serv- 
??!»;.  laitcnnediate  points  of  Scottsburg 
'^^^etowrt,  Oreg..  and  serving  the 
S^ro^Sl^ts  of  Elkton  ajid  Gardner 
r\_  Lawrence  V.  Smart,  Jr..  2010 
Siwest  Vaughn  Street,  Portland. 
S^  attorney  for  applicants. 

No"  MC-PC  64685.  By  order  of  Febni- 
r*  1  1962  the  Transfer  Board  approved 
T.  tansfer  to  Benjamin  H.  Ruegsegger. 
S^wkswUn.  Mich.,  of  the  operating 
SfteJ.  certificate  No.  MC  113984.  Is- 
«Sd  April  7,  1954,  to  Casmer  E.  "Wengli- 
fco«kland  Edward  D.  Wenglikowskl.  a 
n^rtnwshlp.  doing  business  as  WengU- 
wJiski  Brothers,  Midland,  Mich.,  au- 
jj^jrlzing  the  transportation,  over  ir- 
j^nriar  routes,  of  malt  beverages,  from 
Swaukee.  Wis.,  to  Essexville.  Mich. 
Sri  H  Smith,  Sr..  212  Phoenix  BuUding. 
Bay  City  Mich.,  attorney  for  applicants. 

No  MC-PC  64732.  By  Order  of  Feb- 
ruary 1  19*2,  the  Transfer  Board  ap- 
prored  the  transfer  to  George  Hilson. 
doing  business  as  Hilson  Moving  k  Trans- 
fer Co  Youngstown,  Ohio  of  Certificates 
N08.  MC  77150  and  MC  77150  Sub  1,  is- 
sued May  31.  1938  and  December  14, 
1M5,  to  Pittsburgh  Warehouse  &  Van 
Company,  Inc..  Pittsburgh,  Pa.,  author- 
izing tbe  transportation  of:  Household 
goods  and  office  furniture,  between  Pitts- 
burgh, Pa.,  and  points  within  50  miles 
thereof,  on  the  one  hand,  and.  on  the 
other,  points  in  Ohio,  Indiana.  Illinois. 
Kentucky,  Termessee,  North  Carolina, 
Oeor»U,  Florida.  Connecticut,  Massa- 
chusetts, New  Hampshire,  Missouri,  Vir- 
glnls,  Pennsylvania.  Michigan,  West  Vir- 
ginia. New  Jersey.  New  York.  Maryland. 
and  the  District  of  Columbia;  and  house- 
hold goods,  between  Pittsburgh.  Pa.,  and 
points  within  50  miles  of  Pittsburgh,  on 
the  one  hand,  and,  on  the  other,  points 
in  South  Carolina  and  Rhode  Island. 
W,  Albert  Wilde.  300  Union  National 
Bank  Building,  Youngstown  3.  Ohio,  rep- 
resentative for  applicants. 

No  MC-FC  64776.  By  order  of  Feb- 
ruary 1,  1962,  the  Transfer  Board 
approved  the  transfer  to  Diefc  Brawner, 
Alten,  Nebr.,  of  the  operating  rights  in 
Certificate  No.  MC  52062.  issued  August 
12.  1957.  to  Maurice  S.  Ward.  Allen, 
Nebr.,  authorizing  the  transportation, 
over  regular  routes,  of  general  commodi- 
tiea.  excluding  household  goods,  com- 
modities in  bulk,  and  other  specified 
oommodities  between  Allen,  Nebr.,  and 
Sioux  City,  Iowa,  and  of  clay  products, 
between  Sergeant  Bluff,  Iowa  and  Allen. 
Nebr.  Phyllis  M.  Verzani,  P.O.  Box  194, 
Ponca.  Nebr.,  applicants'  attorney. 

IsiAL]  Harold  D.  McCoy. 

Secretary. 

IFA.   Doc.    62-1482:    Filed.    Feb.    IS.    1962: 
8:48  a.m.] 
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[FUeKo.  l-S8^] 

BLACK  BEAR  INDUSTRIES,  INC 
Order  Summarily  Suspending  Trading 

Pkbrttart  7,  1962. 

In  the  matter  of  trading  on  the  San 
Francisco  Mining  Exchange  in  the  com- 
mon stock,  par  value  15  cents  a  share  of 
Black  Bear  Industries,  Inc.  (formerly 
Black  Bear  Consolidated  Mining  Co.) ; 
PUe  No.  1-3842. 

The  common  stock,  par  value  15  cents 
a  share,  of  Black  Bear  Industries.  Irvc. 
(formerly  Black  Bear  Consolidated  Min- 
ing Co.)  being  listed  and  registered  on 
the  San  Francisco  Mining  Exchange,  a 
national  securities  exchange;  and 

The  Cwnmission  being  of  the  opinion 
that  the  p&blic  interest  requires  the  sum- 
mary suspension  of  trading  in  such  secu- 
rity on  such  Exchange  and  that  such 
action  is  necessary  and  appropriate  for 
the  protection  of  investors;  and 

The  Commission  being  of  the  opinion 
further  that  such  suspension  Is  necessary 
In  order  to  prevent  fraudulent,  deceptive 
or  manipulative  acts  or  practices,  with 
the  result  that  it  will  be  unlawful  imder 
section  15(c)  (2)  of  the  Securities  Ex- 
change Act  of  1934  and  the  Commission's 
Rule  15c2-2  thereunder  for  any  broker  or 
dealer  to  make  use  of  the  mails  or  of  any 
means  or  instrumentality  of  Interstate 
commerce  to  effect  any  transaction  in.  or 
to  induce  or  attempt  to  Induce  the  pur- 
chase or  sale  of  such  security,  otherwise 
than  on  a  national  securities  exchange; 

It  is  ordered.  Pursuant  to  section  19 
(a)(4)  of  ttie  Securities  Exchange  Act 
of  1934  that  trading  In  said  security  on 
the  San  Francisco  Mining  Exchange  be 
stunmarily  suspended  in  order  to  prevent 
fraudulent,  deceptive  or  manipulative 
acts  or  practices,  this  order  to  be  effec- 
tive for  a  period  of  ten  (10)  days.  Feb- 
ruary 8,  1962,  to  February  17,  1962,  both 
dates  inclusive. 

By  the  Commission. 

[SEAL]  Orval  L.  Dubois. 

Secretary. 

IF.R.    Doc.    62-1468;    Filed,    Feb.   ,13,    1962; 
8:46  a.m.] 
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f  rcMn  the  registration  requirements  of  the 
Securities  Act  of  1933.  as  amended,  pur- 
suant to  the  provisions  of  aecticm  3(b) 
and  Regulation  A  promulgated  there- 
under. 

IL  The  Commisslcm  has  reasonable 
cause  to  believe  that: 

A.  The  terms  and  conditions  of  Regu- 
lation A  have  not  been  compiled  with 
In  that  the  issuer  failed  to  fiunish  the 
offering  circular  required  by  Rule  256- 
to  certain  purchasers  of  the  Issuer's  com- 
mon stock. 

B.  The  offering  was  made  In  violation 
of  section  17(a)  of  the  Securities  Act  of 
1933.  as  amended,  in  that: 

1.  Investors  were  "guaranteed"  a  6 
percent  return  on  their  investments. 

2.  The  capitalization  of  the  corpora- 
ticxi  and  number  of  shares  outstanding 
were  mlsr^resaited  to  investors. 

ni.  It  is  ordered.  Pursuant  to  Rule 
261(a)  of  the  general  rules  and  regula- 
tions imder  the  Securities  Act  of  1933, 
as  am^ided.  that  the  exempticm  under 
Regulation  A  be.  and  it  hereby  is.  tem- 
p<x-arlly  suspended. 

Notice  is  herdjy  given  that  any  person 
having  any  interest  in  the  matter  may 
file  with  the  Secretary  of  the  Commis- 
sion a  written  request  for  a  hearing 
within  thirty  days  after  the  entry  of  this 
order;  that  within  tw&a.ty  days  afto-  re- 
ceipt of  such  request  the  Commission 
will,  or  at  any  time  upon  its  own  motion 
may,  set  the  matter  down  for  hearing  at 
a  place  to  be  designated  by  the  Commis- 
sion for  Uie  purpose  of  determining 
whether  this  order  of  suspension  should 
be  vsu^ted  or  made  permanent,  without 
prejudice,  however,  to  the  conrideration 
and  presentation  of  ad^tional  matters 
at  the  hearing;  that  if  no  hearing  is 
requested  and  none  is  ordered  by  the 
Commission,  this  order  shall  become 
permanent  on  the  thirtieth  day  after  its 
entry  and  shall  remain  in  effect  unless 
or  imtil  it  is  modified  or  vacated  by  the 
Commission;  and  that  notice  of  the  time 
and  place  for  any  hearing  will  be 
promptly  given  by  the  Commission, 

By  the  Commission. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

[F.R.    Doc.    62-1469;    Filed,    Feb.    13,    1962; 
8:46  ajn.] 


[FUe  No.  248-1100] 

CARINTHIA  SKI  AREA,  INC. 

Order  Temporarily  Suspending  Ex- 
•mption.  Statement  of  Reasons 
Therefoi«,  and  Notice  of  Oppor- 
tunity for  Hearing 

February  6,  1962. 
I.  Carlnthia  Ski  Area.  Inc.  (issuer) ,  a 
Vermont  corporation.  West  Dover.  Ver- 
mont, filed  with  the  Commission  on  July 
25.  1960,  a  notification  on  Form  1-A 
and  an  offering  circular  relating  to  a 
pn^osed  ptiJilic  offering  of  113  shares  of 
no  par  cMnmon  stoek  at  $1,000  per  share 
for  an  aggregate  amoimt  of  $113,000.  t(X 
the  purpose  of  obtaining  an  ex^nptlon 


[FlleNpi24D-2527] 

COLORADO-CHEROKEE,  INC. 

Order  Temporarily  Suspending  Ex- 
emption, Statement  of  Reasons 
Therefor,  and  Notice  of  Oppor- 
tunity for  Hearing 

February  7, 1962. 

I.  Colorado-Cherokee,  Inc.  (Issuer),  a 
Colorado  corporation,  filed  with  the 
Commission  on  August  14, 1961,  a  notifi- 
cation on  Form  1-A.  tuid  offering  circu- 
lar relating  to  a  proposed  offering  of 
2.799.850  shares  of  its  $0.10  par  common 
stock,  of  which  400,000  shares  are  pro- 
posed to  be  exchanged  for  4,000.000 
shares  of  $0.01  par  stock  of  Cherokee 
Uranlvun     Mining     Corporation     and 
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2^99,850  shares  are  to  be  offered  to  the 
shareholders  of  Cherokee  Uranium 
Mining  Corporation  at  10^  per  share,  for 
an  aggregate  cash  offering  of  $239,985. 
for  the  purpose  of  obtaining  an  exemp- 
tion from  the  registration  requirements 
of  the  Securities  Act  of  1933.  as  amended, 
pursuant  to  the  provisions  of  section  3 ' b) 
thereof  and  Regulation  A  promulgated 
thereunder.  The  so-called  public  share- 
holders of  Cherokee  Uranium  MininR 
Corporation  who  accept  the  exchange 
offer  will  be  required  to  purchase  nine 
shares  of  Colorado-Cherokee.  Inc  .  for 
each  share  they  receive  in  exchange 

II.  The  Commission  has  rea.sonable 
cause  to  believe  that : 

A.  The  offering  circular  contains  un- 
true statements  of  material  facts  and 
omitfi  to  state  material  facts  necessary 
in  order  to  make  the  statements  made, 
in  the  light  of  the  circumstances  under 
which  they  were  made,  not  misleading. 
particularly  with  respect  to: 

1.  The  inclusion  of  estimations  of  re- 
coverable crude  oil  reserves  from  prop- 
erties imder  option,  which,  based  upon 
developments  to  date  and  the  produc- 
tion data  available,  do  not  appear  to  be 
reasonable. 

2.  The  omission  of  a  reasonable  esti- 
mate as  to  the  total  amount  of  money 
necessary  to  develop  and  operate  by  sec- 
ondary recovery  methods  the  oil  prop- 
erties involved. 

3.  Tlie  failure  to  include  an  adequate 
map  of  the  oil  leases  under  option,  show- 
ing the  location,  depth  and  present  status 
of  wells  drilled  thereon  for  oil  and  gas 

4.  The  failure  to  disclose  adequately 
and  accurately  the  cost  incurred  by  the 
issuer's  president  in  acquiring  the  Chero- 
kee Uranium  Mining  Corporation  shares 
he  now  proiXMes  to  exchange  for  securi- 
ties of  the  issuer. 

5.  The  representation  that  persons 
who  had  previously  invested  in  the  se- 
curities of  the  Cherokee  Uranium  Mining 
Corporation  can  elect  to  salvage  their 
investment  by  investing  in  securities  of 
the  Issuer. 

8.  The  representation  that  the  pro- 
posed offering  of  securities  to  sharehold- 
ers of  the  Cherokee  Uranium  Minins 
Corporation  is  in  effect  an  attempted  re- 
organization of  that  corporation 

7.  The  failure  to  disclose  accurately 
and  adequately  the  basis  for.  and  the 
effect  of.  the  temp>orary  suspension  order 
issued  by  the  Commission  on  May  28. 
1956,  In  the  matter  of  Cherokee  Uranium 
Mining  Corporation. 

8.  The  failure  to  disclose  accurately 
and  adequately  the  circumstances  sxir- 
roundlng  the  $120,000  loan  to  the  Chero- 
kee Uranium  Mining  Corporation  by 
Walter  P.  Telller 

B.  The  offering  would  be  made  in  vio- 
lation of  section  17  of  the  Securities  Act 
of  1933,  as  amended 

ni.  It  is  ordered.  Pursuant  to  Rule 
261(a)  of  the  general  rules  and  regula- 
tions under  the  Securities  Act  of  1933,  as 
amended,  that  the  exemption  under 
Regulation  A  he.  and  it  hereby  is,  tem- 
porarily suspended. 

Notice  is  hereby  given  that  any  person 
having  any  interest  in  the  matter  may 
file  with  the  Secretary  of  the  Commission 
a  written  request  for  a  hearing  within 
thirty  days  after  the  entry  of  this  order: 


NOTICES 

that  within  twenty  days  after  receipt  of 
such  request  the  Commission  will,  or  at 
any  time  upon  its  own  motion  may.  set 
the  matter  down  for  hearing  at  a  place 
to  be  designated  by  the  Commission  for 
the  purpose  of  determining  whether 
this  order  of  suspension  should  be  va- 
cated or  made  permanent,  without  prej- 
udice, however,  to  the  consideration  and 
presentation  of  additional  matters  at  the 
hearing;  that  if  no  hearing  Is  requested 
and  none  is  ordered  by  the  Commission, 
this  order  shall  become  permanent  on 
the  thirtieth  day  after  itxS  entry  and  shall 
remain  in  effect  unless  or  until  it  is 
modified  or  vacated  by  the  Commission; 
and  that  notice  of  the  lime  and  place 
for  any  hearing  will  be  piompMy  given 
by  the  Commi.ssiun 

Bv  the  Commi.s.sion 


SE.^L  1 


F  U      D(H 


Orval   L    Dubois. 

Secretary. 


r.J    1470.     Piled 
H  46    ami 
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I  Fill-  Nn   'J4.SF   'JM-J'JI 

GEORGE   HARMON  CO.,   INC. 
Notice  and  Order  for  Hearing 

F^pniARY  8.  1962 

I  George  Harmon  Company,  Inc. 
'  i.s.suer  • .  a  Nevada  corporation,  filed  with 
the  Commi.ssion  on  July  21,  1961,  a  noti- 
fication on  F'orm  I  A  and  ofTenng  circu- 
lar relating  to  a  proposed  public  offering 
of  62.500  shares  of  common  stock,  10 
cents  par  value,  at  $4  per  share,  on  behalf 
of  issuei",  and  10,000  warrants  for  com- 
mon stock  at  10  cents  per  share,  and  the 
10.000  shares  of  common  stock  underly- 
ing such  warrants,  for  the  benefit  of 
Hamilton  Waters  &  Co  .  Inc  ,  250  Pulton 
Avenue.  Hempstead,  New  York,  the 
underwriter,  and  certain  finders,  J. 
Homer  Overholser,  9171  Wilshire  Boule- 
vard. Beverly  Hills,  California,  and  Mil- 
ton Weinberg,  address  not  known,  all 
for  an  aggregate  offering  price  of  not  to 
exceed  $300,000,  for  the  purpose  of  ob- 
taining an  exemption  from  the  registra- 
tion requirements  of  the  Securities  Act 
of  1933.  as  amended,  pursuant  to  the 
provisions  of  section  3>b'  thereof  and 
Regulation  A  promulgated  thereunder 

II.  The  Commi.ssion  on  January  16. 
1!)62.  i.ssued  an  order  pursuant  to  Rule 
261  of  the  General  Rules  and  Regulations 
under  the  Securities  Act  of  1933.  as 
amended,  temporarily  suspending  the 
i.ssuer's  exemption  under  Regulation  A 
and  affording  any  per.son  having  any 
interest  m  the  matter  an  opportunity 
to  request  a  hearing  A  written  request 
for  a  hearing  has  been  received  by  the 
Commission. 

The  Commi.ssion  deems  it  necessary 
and  appropriate  that  a  hearing  be  held 
for  the  purpose  of  determining  whether 
It  should  vacate  the  temporary  suspen- 
sion order  or  enter  an  order  of  perma- 
nent suspension  in  this  matter 

It  is  hereby  ordered.  Pursuant  to  Rule 
261  of  the  general  rules  and  regulations 
under  the  Securities  Act  of  1933.  as 
amended,  that  a  hearing  be  held  at  10:00 
am.  Ps  t  .  on  March  5.  1962.  at  the  Los 
Angeles  Branch  OflRce  of  the  Commission, 
Room     309     Guaranty     Building,     6331 


Hollywood  Boulevard,  Los  AnMM  « 
California,  with  respect  to  the  -^ 
specified  in  section  n  of  the 
sion's  order  of  temporary  si^ 
entered  on  January  16.  1962,  agi_. 
by  order  entered  on  February  $*i2 
without  prejudice,  however,  tothe»tt' 
ification  of  additional  Issues  which  mi" 
be  presented  in  these  proceedings 

III  It  is  further  ordered.  That  8idi*» 
Feller,  or  any  officer  or  ofBcers  olS 
Commi.ssion  designated  by  it  for  t£ 
purpo.se,  shall  preside  at  the  hearlni  im 
any  officer  or  officers  so  designated  to 
preside  at  any  such  hearing  are  hercbr 
authorized  to  exercise  all  of  the  poi^ 
granted  tn  the  Commission  under  aec. 
tions  19  lb '.21  and  22ic>  of  the  Seeurii 
lies  .Act  of  1933.  as  amended,  and  to 
hearing  officers  under  the  Cominlsiion'i 
rules  of  practice. 

It  is  further  ordered.  That  the  Secre- 
tary of  the  Commission  shall  aerre  i 
copy  of  this  order  by  registered  mail  oo 
Oeorue  Harmon  Company.  Inc.,  thtt 
notice  of  the  entering  of  this  order  ih%|i 
be  given  to  all  other  persons  by  a  geneni 
release  of  the  Commission  and  by  pub- 
lication in  the  Federal  Registu.  Any 
per.son  who  desires  to  be  heard,  or  other- 
wise wishes  to  participate  in  the  hotfii^, 
shall  file  with  the  Secretary  of  the  CqbJ 
mission  on  or  t)efore  March  2.  1962,  i 
request  relative  thereto  as  provided  In 
Rule  9<c»  of  the  Commission's  ruks  of 
practice 

By  the  Commi.ssion. 

sFALl  Orval  L  DvBou, 

Secretary. 

KH      n.M-      C-'    14!H;     Filed.    Feb.    13.    190; 
8  49  am  1  ' 


I  File  No  24SP-2922I 

GEORGE   HARMON  CO.,  INC. 

Order   Amending   Order  Temporarily 
Suspending   Exemption 

February  8. 1983. 

I  George  Harmon  Company.  Ine. 
•  issuer  I .  a  Nevada  corporation,  filed  vlth 
the  Commission  on  July  21.  1981,  a  noti- 
fication on  Form  1-A  and  offering  circu- 
lar relating  to  a  proposed  public  offertnc 
of  62.500  shares  of  common  stock,  10 
cents  par  value,  at  $4  per  share,  on  be- 
half of  issuer,  and  10.000  warrants  for 
common  stock  at  10  cents  per  share,  and 
the  10.000  shares  of  common  stock  under- 
lying such  warrants,  for  the  benefit  ol 
Hamilton  Waters  L  Co..  Inc..  250  Fulton 
Avenue.  Hempstead,  New  York,  the 
underwriter,  and  certain  finders,  J. 
Homer  Overholser.  9171  Wilshire  Boule- 
vard. Beverly  Hills.  California,  and  Mil- 
ton Weinberg,  address  not  known,  iU 
for  an  aggregate  offering  price  of  not  to 
exceed  $300,000,  for  the  purpose  of  ob- 
taining an  exemption  from  the  reglstrt- 
tion  requirements  of  the  Securities  Ad 
of  1933,  as  amended,  pursuant  to  the 
provisions  of  section  3(b)  thereof  and 
Regulation   A   promulgated  thereunder. 

II  The  Commission  by  order  dated 
January  16,  1962,  having  temporarily 
susp.iided  the  Regulation  A  exemptka 
of  George  Harmon  Company,  Inc.,  pur- 
suant to  Rule  261  of  the  general  nil* 
and  regulations  under  the  Securities  Art 


J 
;  February  14,  1962 

^  tam  •■  amendttl.  with  respect  to  an 
Ig^  fecuritiee  by  George  Hannon 

O'H'Sininlssion  having  been  advised 

'fii  San  Francisco  Regional  Office 

iSred  additional  Information  and 

SL^oe  deems  It  necessary  to  amend 

Sf  Sporary  suspensiori  order  dated 

2mSl6.  1992. 

Huariered.  That  the  text  under  aec- 
Jm  TTot  the  order  dated  January  16, 
^  jMnDorarlly  suspending  the  exemp- 
S'beddeted  and  the  foUowlng  text 
JiuBtttuted  therefor: 

tETcommlssion  has  reasonable  cause 

tA  i^lere  that: 

^Tlie  offering  circular  contains  un- 

*  lUtements  of  material  facts  and 
MBitt  to  rtate  material  facts  necessary  in 
"rj:  Jo  make  the  statements  made,  in 
Ste  Uiht  of  the  circumstances  under 
Mdx  tbey  were  made,  not  misleading. 
JSsutarly  with  respect  to: 

1  ttm  representation  in  the  offering 
riieular  that  the  issuer  has  a  backlog  of 
iSTtotalling  $4,314,349: 

I -nie  lepresentaUon  in  the  offering 
(4reular  that  the  issuer  has  an  order 
iitSaDi  M.130.000  for  telephone  an- 
gygjiif  devices. 

S  Tht  representation  in  the  offering 
rirrnffT  that  the  Issuer  has  an  order 
toiyUng  $69,415  for  Talk-A-Way 
tnatoeiftn. 

i  Tlie  representation  in  the  offering 
eiitttlar  that  there  is  a  further  order 
agmgating  approximately  $1,540,000  for 
loertla  switches  which  the  company  has 
been  snured  wiU  be  placed  with  it  by  a 
pdne  West  Coast  missile  contractor 
opoD  a  showing  of  adequate  working 
ofttal  which  in  the  opinion  of  man- 
igement  will  be  available  upon  comple- 
yoB of  this  offering. 

B.  The  terms  and  conditions  of  the 
Biffilfi"**"  have  not  been  complied  with 
tn  that  the  (Bering  circular  as  actually 
veil  and  distributed  did  not  ctrnform 
to  the  offering  circular  filed  in  the  Re- 
lk»al  Office.  A  rider  amendment  to  be 
iflzed  to  page  7,  dated  December  20, 
INl.  M  filed,  was  in  fact  affixed  to  the 
fsebif  page. 

C  The  offering  would  be  made  in 
Ttolatlon  of  Section  17  of  the  Securities 
Act,  ss  amended.  . 

By  the  Commission. 

(OALl  Orval  L.  Dubois. 

Secretary. 

[fH.  Doc    62-1493;    Piled.    Feb.    18,    190S: 
8:49  a.m.] 


FEDERAL  REGISTER 

the  Securities  and  Exchange  Conunission 
pursuant  to  section  12(f)  (2)  of  the  Se- 
curities Exchange  Act  of  1934  and  Rule 
12f-l  thereunder,  for  unlisted  tradiixg 
privileges  In  the  common  stock  of  the 
following  company,  which  security  is 
listed  and  registered  on  one  or  more 
other  national  securities  exchanges: 
Martin-Marietta  Corporation,  Pile  7- 
2223. 

Upon  receipt  of  a  request,  on  or  before 
February  23.  1962,  from  any  interested 
person,  the  Conunission  will  determine 
whether  the  application  shall  be  set  down 
for  hearing.  Any  such  request  should 
state  briefly  the  nature  of  the  interest 
of  the  person  making  the  request  and  the 
position  he  proposes  to  take  at  the  hear- 
ing, if  ordered.  In  addition,  any  inter- 
ested person  may  submit  his  views  or  any 
additional  facts  bearing  on  the  said  ap- 
plication by  means  of  a  letter  addressed 
to  the  secretary.  Securities  and  Exchange 
Commission.  Washington  25,  D.C.,  not 
later  than  the  date  specified.  If  no  one 
requests  a  hearing,  this  application  will 
be  determined  by  order  of  the  Commis- 
sion on  the  basis  of  th^  facts  stated 
therein  and  other  information  contained 
in  the  official  files  of  the  Commission 
pertaining  thereto. 

By  the  Conunission. 

[SEAL]  Orval  L.  EmBois, 

Secretary. 

|PJl.    Doc.    62-1493:    Piled,    Feb.    13,    1962; 
8:49  a.m.| 


um. 


(Pile  No.  7-2223] 
MARTIN-MARIETTA  CORP. 

NeMco   of    Application    for    Unlistod 

Trading  Privileges  and  of  Oppor- 

Hmity  for  Hearing 

February  8, 1962. 

In  the  matter  of  application  of  the 
Boston  Stock  Exchange  for  unlisted 
tnding  privileges  in  a  certain  9ecarity. 

The  above  named  national  securities 
oebange  has  filed  an  application  with 


(PUe  No.  24A-1568] 

PHYSICIANS  AND  DENTISTS 
DEVELOPMENT  CORP. 

Ordor  iMnperarily  Suspending  Ex- 
•mption.  Statement  of  Reasons 
Thofwfor,  and  Notice  of  Oppor- 
tunity 'for  Hearing 

February  8,  1962. 

I.  Physicians  and  Dentists  Develop- 
ment Corporation  (issuer),  a  construc- 
tion and  leasing  company,  filed  with  the 
Cixnmlsston  on  November  30.  1961.  a 
notification  on  Form  1-A  and  an  offer- 
ing circular  relating  to  a  proposed  public 
offering  of  75.000  shares  of  its  $1  par 
value  common  stock  at  $4  per  share  for 
an  aggregate  amount  of  $300,000.  for 
the  purpose  of  obtaining  an  exemption 
from  the  registration  requirements  of 
the  Securities  Act  of  1933.  as  amended, 
pursuant  to  the  provisions  of  section 
3(b)  thereof  and  Regulation  A  promul- 
gated thereunder. 

n.  The  Conmiission  has  reasonable 
cause  to  believe  that: 

A.  The  terms  and  coruiitions  of  Regu- 
lation A  have  iu>t  been  complied  with  in 
that  a  statement  of  cash  receipts  and 
dlsbursanaxts  was  not  set  forth  in  the 
offering  dreular,  as  required  by  Item  11 
of  Schedule  I. 

B.  The  offering  circular  contains  un- 
true statemmts  of  material  facts  and 
omits  to  state  material  facts  necessary 
in  order  to  make  the  statements  made. 
In  the  light  of  the  circumstances  under 


which  they  were  made,  not 
particularUr  in  that: 

1.  The  offering  circular  contains  flnaa* 
cial  statements  as  of  November  IS.  IMl. 
which  are  false  and  misleading  In  the 
following  respects  > 

(a)  Cash  in  bank  <rf  $11,500  flbown  as 
a  current  asset,  is  overstated  In  ttuit  •• 
of  the  date  of  the  balance  sheet  ttM 
issuer's  only  cash  on  hand  was  #6,600 
represented  by  either  uncashed  chcj^  of 
its  directors  for  its  stock  or  a  trustee 
account  in  which  some  of  such  cheeks 
had  been  deposited. 

(b)  Fixed  assets,  consisting  of^ans. 
equipment,  surveys  and  prepaid  organi- 
zation expenses,  are  cai^tallzed  in  the 
balance  sheets  at  a  value  of  $21,600 
which  substantially  exceeds  the  cadi  cost 
thereof. 

(c)  A  liability  of  $5,000  to  the  issuer's 
attorney  as  of  the  date  of  the  balancn 
sheet  is  not  disclosed. 

2.  The  statements  in  the  offering  cir- 
cular concerning  preliminary  sketches 
for  buildings  which  the  issuer  intttids  to 
construct  and  lease  omit  discloeute  in 
connection  therewith  that  the  issuer  has 
received  no  commitments,  contracts  or 
agreements  for  the  construction  ot  lease 
of  any  buildings. 

3.  The  statements  in  the  offering  cir- 
cular concerning  payments  of  1  percoit 
of  its  gross  leases  to  each  of  the  Issuer's  ' 
three  officers  omit  disclosure  that  sudt 
payments  are  to  be  made  to  them  upon 
closing  of  the  proposed  leases  and  prior 
to  collection  of  gross  rentals,  the  bene- 
fits from  which  will  accrue  to  it  only 
when,  and  if,  payments  on  such  teases. 
which  are  to  extend  over  many  years, 
are  received. 

4.  The  stat^nents  in  the  offering  cir- 
cular concerning  the  experience  of  the 
Issuer's  president  and  secretary-treas- 
urer over  the  past  several  years  In  a 
similar  business  of  building  and  leasing 
offices  fall  to  disclose  that  such  persons 
had  operated  the  corporatiaa  engaged 
in  the  comparable  business  uiqiroata- 
bly  and  had  engaged  in  transactions 
with  such  corporation  n^iich  were  not 
negotiated  in  arms-length  bargaining. 

C.  The  offering  would  be  made  in  vio- 
lation of  section  17  of  the  Securities  Act 
of  1933.  as  amended. 

m.  It  is  ordered.  Pursuant  to  Rule 
261(a)  of  the  general  rules  and  regula- 
tions under  the  Securities  Act  oi  1933. 
as  amended,  that  the  exemption  under 
Regulation  A  be,  and  it  hereby  is,  tem- 
porarily suspended. 

Notice  is  hereby  given  that  any  person 
having  any  interest  in  the  matter  may 
file  with  the  Secretary  of  the  Commisskm 
a  written  request  for  a  hearing  within 
thirty  days  after  the  entry  of  this  order; 
that  within  twenty  days  after  receipt  of 
such  request  the  Commission  will,  or  at 
any  time  upon  its  own*  motion  may,  set  < 
the  matter  down  for  hearing  at  a  place 
to  be  designated  by  the  Commission  for 
the  purpose  of  determining  whether  this 
order  of  suspension  should  be  vacated  or 
made  permanent,  without  prejudice, 
however,  to  the  consideration  and  pres- 
entaticm  of  additional  matters  at  the 
hearing;  that  if  no  hearing  ts  requested 
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and  none  Is  mdered  by  the  Commission. 
this  order  shall  become  permanent  on 
ttw  tliirtleCh  day  after  its  entry  and 
siiaU  remain  In  effect  unless  or  until  It 
Is  modtflod  or  Tacated  by  the  Commis- 
skm:  and  that  notice  of  the  time  and 
place  for  any  hearing  will  be  promptly 
glTen  bgr  the  Ccunmission. 

By  the  Commission. 

[SKAL]  OrvAL   L.   DX7B0IS, 

Secretary 

(FJl.    Doc.     63-1494;     Filed,     Feb      13      1962. 
8:49  ajn  I 


|FUe7-a222| 

UNILEVER  LIMITED 

Notica  of  Application  for  Unlisted 
Trading  PriviUges  and  of  Oppor- 
twnify  for  Hearing 

February  8    1962 

In  the  matter  of  application  of  the 
Philadelphia-Baltimore  Stock  ExchanRe 
for  unlisted  trading  privileges  in  a  cer- 
tain security. 

TTie  above  named  national  secuntie.s 
exchan^re  has  filed  an  application  with 
the  Securities  and  Exchange  Commis- 
sion pursuant  to  Section  12if  >  i2i  of  the 
^  Securities  Exchange  Act  of  1934  and  Rule 
lif-l  thereunder,  for  unlisted  trading 
privileges  in  the  common  stock  of  the 
following  company,  which  security  Is 
listed  and  registered  on  one  or  more 
other  national  securities  exchanges 
Unilever  Limited  lADRs  for  ordinary 
shares) ,  Pile  7-2222. 

Upon  receipt  of  a  request,  on  or  be- 
fore February  23,  1962  from  any  inter- 
ested person,  the  Commission  will  deter- 
mine whether  the  application  shall  be 
set  down  for  hearing.  Any  such  request 
should  state  briefly  the  nature  of  the 
Interest  of  the  person  making  the  request 
and  the  position  he  proposes  to  take  at 
the  hearing,  if  ordered.  In  addition,  any 
Interested  person  may  submit  his  views 
or  any  additional  facts  bearing  on  the 
said  application  by  means  of  a  letter  ad- 
dressed to  the  Secretary.  Securities  and 
Exchange  Commission.  Washington  25. 
D.C..  not  later  than  the  date  specified. 
If  no  one  requests  a  hearing,  this  appli- 
cation will  be  determined  by  order  of 
the  Commission  on  the  basis  of  the  facts 
stated  therein  and  other  information 
contained  In  the  official  files  of  the  Com- 
mission pertaining  thereto. 

By  the  Commission. 

[SEALl  ORVAt  L.  Dubois. 

Secretary. 

[Fit.    Doc     83-1495:     FUed.    Feb      13,     !»«: 
SM  ajn  I 


NOTICES 

DEPARTMENT  OF  JUSTICE 

Office   of   Alien    Property 

WALTER    RICHTER 

Notice   of  Intention  To  Return  Vested 
Property 

Pursuant  to  .section  32  t'  of  the 
Trading  With  the  Enemy  Act,  a.s 
amended,  notice  is  iicreby  given  of  in- 
tention to  return,  on  or  after  30  days 
from  the  date  of  publication  hereof,  the 
following  property,  subject  to  any  in- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  prcvi.sioii  for  ta.xcs  and 
conservatory  expenses 

Claimant    Clatm  No  .  Proprrtij    and  Location 

Wulrer  Rlrhtrr  Krlmnil  yalzhiirg  Au.strla, 
Claim  No  6-J031,  Vt'stliiR  Order  No  18007: 
$1.196  25     111     thr-     TriM.sury     of     the     United 

States 

Executed  at,  Wa^li.n  u n  DC"  dm  Feb- 
ruary 8.   1962 

For  the  Altornty   C'lCiuTal 


SEAL  ; 


b-  H       U- 


P\tl.    V     MVRON. 

Deputy  Director. 
Office  of  Alien  Property 

1478:     Filed      Feb      13      lyflJ, 
8  47   a  ni  ' 


NICOLA   SCALA    ET   AL. 

Notice   of  Intention  To  Return  Vested 
Property 

Pursuant  to  .'^ection  32  f'  of  tlie 
Trading  With  the  Enemy  Act.  as 
amended  notice  i.s  hereby  given  of  in- 
tention to  return,  on  or  after  30  days 
from  the  date  of  publication  hereof,  the 
following  property,  subject  to  any  in- 
crease or  decrease  resultinR  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision   for   taxes  and 

conservatory  expenses        , 

\ 

Claimant.  Claim  No     Putpf  tt/  sa'ut  Lo.  ufio'i 

Nlcula  Scahi,  Vl.ile  Italia  9  La  Spczla. 
Italy,  S81  48  In  the  Tre.ifUry  i.f  the  United 
8t:\tes 

Lucia  Scalii.  Vlale  Maria  CrUtlna  dl  Snvola 
9:  Naples.  Italy:  181  48  In  the  Treiiaury  of 
the  United  States 

Lucia  Scala,  Naples.  Italy  127  IG  in  the 
Treasury  ol  the  United  States 

Ada  Scala,  Via  Caatlgllone  21,  Bolopna. 
Italy;  $27  16  In  the  Treasury  c-f  the  United 
States. 

Federlco  Ferrara,  Donienico  Ferrar.  Raf- 
faele  Ferrara,  and  Oabrlele  Ferrara.  Via  B 
Cavalli  N  145.  Naples,  Italy;  $21  10  In  the 
Treaaury   of    the   United   State* 

Ullaa«  Scala.  Naples.  Italy;  $27  16  in  the 
Treasury  of  the  United  States 

Edgardo  Scala.  Naples.  Italy;  927  10  In  the 
Treasury   of  the  United  Stalen 


M0.l4ta 


-  -w 

Armando  Scala.  Via  C—ttoUo—  ^ 
Bologna,  Italy,  »27  16  In  the  TrcMn!^  *• 
I'lilted  States.  '^  ^i 

Carmela    Baatardl    Rugglerl.    an    y^ 
Street,  Worcester,  Mass  ;  $40.74  la  thsTyM? 
urv  of  the  United  States.  ^•" 

Lucia  Bastardl,  Vleste,  Foggla.  Ita)*-  |Mb 
Ml  the  Treasury  of  the  United  BtaUa  ' 

Maria    Ciluseppa    Bastardl.   Vlaata,  Th    i 
It.dy,   840  74  In  the  Treasury  of  th*  mE^ 

.Sfbu;,tlan»)   Bastardl.  Barl,  Italy 
t  ,0  Treasury   of  the  United  States.' 

Rncco  Scala,  Via  Generale  Dais  48  Ttete 
F  ^'t;i.T,  Italy;  $40  74  In  the  Trvmsury  fl(al 
U.iltod  States  ^ 

Nlcol.unarla  Scala.  Vleste.  FOfgU,  tUtr 
$10  18  In  the  Trea.-^^ury  of  the  Unltad  8lM^ 

MtrhcUna  Scala,  Vleste.  Fofgla,  Itair 
•  10  18  in  the  Treasury  of  the  Uoltail  >til^ 

Maiilde  Scala.  Vleste.  Foggla,  Italy;  tMJt 
m  The  Treasury  of  the  United  Statm. ' 

Ciiovannantonlo  Scala.  Vleata,  f^jMk. 
Italy;  $10  19  In  the  Treasury  of  Utc  u2m 
States 

Ui  >\anna  Maria  Scala,  Via  Treplodonl  U 
V;esto.  Fcggl.i,  Italy;  $8148  In  ths  TtiMttr 
Mf   the   United  Stales 

Lucia  Rattl  Volpl,  Milan,  Italy;  llOJe  tn 
the  Treasury  of  the  United  Statss. 

Maria  Glu!«eppa  Rattl,  San  Cevcro,  ftois 
it.ily,  $30  56  In  the  Trea.sury  of  ths  UatM 
.state.s 

Michele  Prlore,  S.T.n  Severe.  Foggla,  Itaiy- 
$1  36  In  the  Treasury  of  the  United  8U|m. 

Marlanna  Prlore,  San  Severe.  Foggla,  Halt; 
S>30   In   the  Treasury  of  the  tTnltad  SlitaL 

France.sco  Paolo  Prlore,  San  Severo,  Fto|0a| 
It.ily;  $4  36  In  the  Treasury  of  tlM  OblM 
States 

Maria  Prlore.  San  Severo.  Foggla,  IWy; 
$4  37  In  the  Treasury  of  the  Unltad  Btalta  ' 

De:iu  Prlore,  San  Severo.  Foggla.  Italy; 
$4  37  In  the  Treasury  of  the  United  Stat«a 

Aldo  Prlore,  San  Severo.  Foggla,  It^y; 
$1  37   In   the  Treasury  of  the  United  IIMm! 

A.ssuntA  Prlore,  San  Severo.  Foggla,  IMy, 
«4  37  In  the  Treasury  of  the  United  StatM. 

RafTaella  Colacral,  Via  CarbonU  5,  MHm. 
I'.iU  $7  63  In  the  Treasury  of  the  Onltii 
states 

Dona  to  Colacral,  Via  Carbonla  S.  MOaa. 
Italy;  $7  64  In  the  Treasury  of  the  UBHed 
Stntes 

Francesco  Paolo  Colacral.  Via  CarbODla  I, 
Milan.  Italy;  $7  64  In  the  Treasury  of  thi 
United  States. 

Ant^mlno  Colacral,  Via  Carbonla  (.  llUaa. 
Italy.  $7  64  in  the  Treasury  of  the  Unttsd 
.Srate.s 

Mlchellna  Durante,  Vleste,  Foggla.  Italf 
•81  48  In   the  Treasury  of  the  United  " 

Maria  Antonio  del  Gludlce,  Vleste.  l-_^, 
Italy  Claim  No  64066;  Vesting  Order  Vo. 
2674  $81  48  In  the  Treasury  of  the  Onltcd 
.sr:itp3. 

Executed  at  Washington,  D.C  ,  on  Feb- 
ruary 8,  1962 

For  the  Attorney  General, 

[  SEAL  1  Paul  V.  Mvaoif, 

Deputy  Director, 
Office  of  Alien  Property. 

[FR     Doc     62   1479;    FUed.    Feb,    1»,    iHt 
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Agricultural  Stabilixation  and 
Conservation  Service 

BxjlB  AW)  RICXJLAIIONS: 

SuHutane.  Puerto  Rico;  fair  and 
ftMonable  prices,  1961-62  crop.     1408 

I 

Agriculture  Department 

5m  alto  Agricultural  Stabilization 
and CooBervation  Service;  Com- 
modity Credit  Corporation. 


WyomlDf ;  designation  of  area  for 
emergency  loans — 1*27 


Alien  Property  Office 

Noncis: 

Intentions  to  return  vested  prop- 
erties: 
Ixner.  Adele 

Zcerleder,  Alfred  von._ 


1442 
1442 


Atomic  Energy  Commission 

Sous  AND  Regulations: 

BUtement  of  organization,  dele- 
gstions,  and  general  informa- 
tion; editorial  note 


1411 


Gvil  Rights  Commission 

RtTLIS  AVD  RZGULATIONS: 

Rules  of  procedure  for  healings.-     1418 

I 

Commerce  Department 

See  alio  llaritime  Administration. 

HoTios: 

Adsmaon,  Wallace  H.;  statement 
of  changes  in  financial  inter- 
ests       1428 


Commodity  Credit  Corporation 

loncn: 

Certain  activities;    delegation   of 
Mthorlty 1427 

Rwji  An  Rbgulations: 
^^'«>tock  feed  program ;  price  sup- 
port rate 1408 
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Loan  and  purchase  agreement 
programs,  1961  crops;  support 
rates: 

Barley 1407 

Oraizi  sorghums 1407 

Flaxseed 1407 

Rye 1407 

Wheat ---     1408 


Ftdoral  Aviation  Agenqf 

PaoposB)  Rule  Making: 
Federal  airway  and  its  associated 

control  area;  revocation 1424 

RuLca  AND  Rbcuiations: 
IMeral    airway    and    associated 

control  areas:  designation 1412 

Federal  airways;  designation  and 

alteration -     1411 

Jet  routes;  alterations  (2  docu- 
ments).—  - —  -  1412, 1413 


Federal  Communications 
Commission 

NoncBs: 
Hearings,  etc.: 

American  Telephone  and  Tele- 
gn^ihCo 1428 

Dolph-Pettey  Broadcasting  Co. 

(KUDE) 1429 

Grant,  John  E.,  and  Bigham, 
Allen  C.Jr 1430 

Iowa  City  Broadcasters,  Inc., 
etal 1430 

Merchants  Broadcasting  System 
of  Dallas,  Inc 1431 

Radio  Carmichael  et  al 1432 

Seven  Locks  Broadcasting  Co. 
and  Tenth  District  Broad- 
casting Co 1433 

WPYC,  Inc.  (WFYO 1435 

Federal  Power  Commission 

Notices: 

Hearinos.etc: 

Cities  Service  Gas  Co 1435 

continental  Oil  Co.  et  al 1435 

Glacier    Electric     Cooperative, 

Inc 1436 

United  Gas  Pipe  Line  Co 1437 

Valley  Gas  Transmission,  Inc__     1437 


Fedei'al  Trade  Commission 

Rules  and  Regulations  : 

Prohibited  trade  practices: 

Rupley,  Ralph  et  al 1413 

Siegel,  Max  and  Max  Slegel  li 
Son 1414 

Fish  and  Wildlife  Servke 

Rules  and  Regulations: 

Pribilof  Islands;   administration; 

landing  and  use  of  liquor. 1420 

Sport  fishing: 
Pathfinder    National    Wildlife 

Refuge.  Wyoming ;  eorrecttoi-     1410 
White  River  Natioxud  Wildlife 
Refuge,  Arkansas-— —     1419 

Food  and  Drug  Administration 

Proposed  Rule  Making: 

Certain  pesticide  chemicals  in  or 
on  raw  agricultural  commod- 
ities; tolerances  and  exemp- 
tions ;  notice  of  filing  of  petitions 
(2  documents) 1421 

Pood  additives;  nol-ice  of  filing  of 

petition 1421 

Pesticide  residues;  food  additives; 
ethion;  notice  of  filing  of  peti- 
tion      1421 

Tablets  of  antibiotic  and  antibi- 
otic-containing drugs;  require- 
ments for  disintegration  (2  doc- 
uments)    1421. 1422 

Health,  Education,  and  Welfare 

Department 

See  also  Food  and  Drug  Adminis- 
tration; Old-Age  and  Survivors 
Insurance  Bureau. 

Notices: 

Public  Health  Service;  statement 
of  organization  and  delegations 
of  authority 1*27 

Rttles  and  Reguiations: 

PubUc  Health  Service ;  delegations 
of  authority 1418 

Indian  AfFairs  Bureou 

Notices  : 

Spokane  Indian  Reservation  land 
records;    transfer   to   Portland 

Area  Office 1*26 

{Continued  on  next  page) 
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Interior  Department 

See  Pish  and  Wildlife  Service ;  In- 
dian Affairs  Bureau:  Land  Man- 
afirement  Bureau. 

Internal  Revenue  Service 

Pboposu  Rttlx  Making: 

Income  tax;  taxable  years  begin- 
ning after  December  31.  1953; 
small  business  investment  com- 
panies and  copyright  royalties; 
notice  of  hearing 
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Interstate  Commerce  Commission 

Notices  : 

Motor   carrier   transfer   proceed- 
ings.—  .- 1442 

Justice  Department 

See  Alien  Property  OCBce 
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Announcing  first 
S-year  Cumulation 

UNITED  STATES 
STATUTES  AT  LARGE 

TABLES   OF    LAWS  AFFECTED 
in   Volumes  70-74 

LitH  all  prior  lows  and  ether  Federal 
inttrumenft  which  were  amended, 
repeoled,  or  olherwite  affected  by 
»h«  provition*  of  pwblk  lawi  enacted 
durlrtg  the  year*  1956-1960.  In- 
cludes index  of  popular  name  acit 
affected    in   Volwmet   70-74. 

Price:   $1.50 

Compiled  by  Office  of  the  Federal  lefMer, 
National    Archives    and    Recerds    Service, 

General   Services   Administrotien 
Order  from  Superintendent  of  Dummeeiii 
United  States  Qovernment  Printinf  OMu, 
Washington   2S,   D.C. 


Rules  and  Regulations 


rule  B— AaRICOlTURAl 
CREDIT ' 

Chopttr  IV-Comtnodity  Credit  Cor- 
poTPtion,  Department  of  Agncultor* 

cuiCMArTM  fr-tOANS,  PUtCHASES,  AND 
OTHW  OPEtATlONS 
M<ui  CCC  Grain  Price  Support  Bulletin  1. 
'  Supp  2,  Amdt.  7.  Barley) 

PAIT  421— GRAINS  AND  RELATED 
COMMODITIES 

$«bpart— 1961 -Crop  Barley  Loan  and 
Purchase  Agreement  Program 

Support  Rates 

The  regulations  issued  by  the  Com- 
moditT  Credit  Corporation  published  in 
MPR.  5195.  5565.  7007.  7572.  8097.  8559. 
M08  11233,  12157.  and  27  F.R.  557.  con- 
Uiniig  the  specific  requirements  for  the 
iNl-crop  barley  price  support  program 
ve  hereby  amended  as  follows: 

Section  421.187(b)  is  amended  by  in- 
creasing the  following  basic  county  sup- 
port rates: 

Colorado 

'  Rate  per  bushel 
county:  From—  To— 
^laffee    W.  73       $0.75 

lule         .70  .73 

Oerfleld 70  .73 

„,„  .70  .73 

Plttln'I" -70  .73 

Texas 

DaUun    »0.  94  $0.95 

Hansford -94  •  W 

Bartiey   -94  .95 

Upeoomb 93  .96 

llooreT- 94  .96 

OchUtree    93  .95 

Sberman -94  .95 

Washington 
SteTcni   to. 93       90.95 

(Sec.  4.  82  SUt.  1070.  as  amended:  15  VS.C. 
714b.  Interpret  or  apply  sec.  5,  62  Stat.  1072. 
MC.  106,  401,  63  Stat.  1051.  as  amended.  15 
V&.C.  714.  7  VS.C    1421.  1441.  1442) 

Effective  upon  publication  in  the  Ped- 
iulRigistir. 

Signed  at  Washington,  D.C,  on  Feb- 
ruary 8, 1962. 

Robert  G.  Lewis. 
Acting  Executive  Vice  President, 
Commodity  Credit  Corporation. 

\rR.   Doc     62  1531:     Piled.    Feb.    14,    1962; 
8:45  ami 


26  PJl.  5107,  5569.  7252,  8413.  9899,  and 
11233,  and  containing  the  specific  re- 
quirements for  the  1961 -crop  grain 
sorghums  price  support  program  are 
hereby  amended  as  follows: 

Section  421.337(b)  is  amended  by  in- 
creasing the  following  basic  county  sup- 
port rates: 

Oklahoma 

Rate  per 
hundredweight 
County :  From —       To — 

Alfalfa  -L $1.81       $1.87 

Beaver 184         1.86 

Cherokee 1.87         1,89 

HUB 1.83  1.86 

Grant 181         1   82 

Harper 183         185 

Major 186         187 

Mayes 185         1   89 

Wagoner 184         189 

Woods 1.81         1.86 

Woodward    1  83         l  86 

(Sec.  4.  62  Stat.  1070,  as  amended;  15  U.S.C. 
714b.  Interpret  or  apply  sec.  5.  62  Stat. 
1072,  sec.  106.  401.  63  Stat.  1051,  as  amended. 
15  UB.C.  714c.  7  U.S.C.  1421.  1441) 

Effective  upon  publication  in  the  Fed- 
eral RegiStsr. 

Signed  at  Washington,  DC,  on  Feb- 
ruary 8.  1962. 

Robert  G.  Lewis, 
Acting  Executive  Vice  President, 
Commodity  Credit  Corporation. 

|F.R.    Doc.    62-1533;    Piled.    Feb.    14.    1962; 
8:45  a.m.| 


|1»61  CCC   Grain  Price  Support  Bulletin  1, 
Supp.  2,  Amdt.  4.  Grain  Sorghums] 

PART  421— GRAINS  AND  RELATED 
COMMODITIES 

Subport — 1961 -Crop  Grain  Sorghums 
Loon  and  Purchase  Agreement  Pro- 
gram 

Support  Rates 

The  regulations  issued  by  the  Cbm- 
modlty  Credit  Corporation  published  in 


North  Dakota 

Rate  per  bushel 

County:                                        From—  To — 

Barnes  S2.75  $2.80 

Burleigh    --  2.70  2.71 

Cass    2.77  2.82 

Cavalier - 2.71  2.73 

Dickey    2.75  2.81 

Eddy - 2.72  2.75 

Emmons    2.69  2.72 

Poster 2.73  2.76 

Grand   Porks 2.75  2.81 

Griggs    2.75  2.79 

Kidder   2.71  2.74 

La    Moure 2.73  2.78 

Logan 2.71  2.75 

Mcintosh     2.71  2.75 

Nelson    2.73  2.77 

Pembina    2.72  2.78 

Ramsey    2.71  2.73 

Ransom 2.76  2.81 

Richland 2.78  2.85 

Sargent    2.77  2.84 

Sheridan 2.70  2.71 

Steele 2.78  2.79 

Stutsman    2.74  2.77 

Traill    2.76  2.81 

Walsh    2.73  2.78 

Wells    2.71  2.74 

(Sec.  4,  62  Stat.  1070  as  amended;  sec.  5,  62 
Stat.  1072;  sees.  301,  401.  63  Stat.  1054;  15 
use.  714b  and  c.  7  UJB.C.  1447,  1421) 

Effective  upon  publication  in  the  Fed- 
eral Registee. 

Signed  at  Washington,  D.C,  on  Febru- 
ary 8,  1962. 

Robert  G.  Lewis. 
Acting  Executive  Vice  President, 
Commodity  Credit  Corporation. 

IF.R.    Doc.    62-1532;    Piled,    Feb.    14,    1962; 
8:45  a.m.] 


1 1961  CCC.  Grain  Price  Support  Bulletin  1, 
Supp.  1,  Amdt.  5,  Flaxseed] 

PART  421— GRAINS  AND  RELATED 
COMMODITIES 

Subport — 1961 -Crop    Flaxseed    Loan 
and  Purchose  Agreement  Program 

Support  Rates 

The  regulations  issued  by  the  Com- 
modity Credit  Corporation  published  in 
26  F.R.  4315,  8413.  12157.  27  F.R.  96.  558. 
and  containing  the  specific  requirements 
of  the  1961-crop  flaxseed  price  support 
program  are  hereby  amended  as  follows : 

Section  421.583(c)  is  amended  by  in- 
creasing the  following  basic  county  sup- 
port rates: 

Montana 

Rate  per  bushel 

County:                                         From —  To — 

Blaine   •2.48  $2.49 

Cascade 2.45  2.49 

Chouteau   2.45  2.49 

Ftergus 2.45  2.49 

Glacier    2.45  2.49 

Hill     2.45  2.49 

Judith  Basin 2.45  2.49 

Lewis  and  Clark 2.45  2.49 

Liberty    2.45  2  49 

Petroleum    2.45  2.49 

Pondera 2.46  2.49 

Teton - --     2.45  2.49 

Toole 2.45  2.49 

Wheatland J  45  2.49 


1 1961  CCC.  Grain  Price  Support  Bulletin  1, 
Supp.  2,  Amdt.  6,  Rye] 

PART  421— GRAINS  AND   RELATED 
COMMODITIES 

Subpart — 1961 -Crop    Rye    Loan    and 
Purchase  Agreement  Program 

Support  Rates 

The  regulations  issued  by  the  Com- 
modity Credit  Corporation  published  in 
26  F.R.  5738.  9627.  6703,  9121.  9308.  12157, 
12658,  27  F.R.  557,  and  containing  the 
specific  requirements  of  the  1961-crop 
rye  price  support  program  are  hereby 
amended  as  follows: 

North  Dakota 

Rate  per  bushel 

County:                                           From —  To — 

Barnes    ---  $0.96  $100 

Benson .92  .93 

Cass    .98  1.02 

Cavalier 92  .94 

Dickey   96  1.01 

Eddy .93  .96 

Emmons    92  .93 

Foster .94  .97 

Grand  Forks 96  101 

Griggs    -96  .99 

Kidder -93  .95 

La  Moure   - -95  .99 

Logan ••*  -96 

Mcintosh .93  96 

Nelson   -94  .98 

1407 


ll 


i 


1406 

NoBTH  Dakota — Continued 

Rate  per  bu.t'ic/ 

County:                                          From —  To 

FMnblna   - WM  »0  99 

Ramaey   98  .95 

lUnaom 97  102 

Blcbland 100  106 

Sargant - 97  1  04 

StMle .97  I  00 

Stutsman 95  98 

TraUl 97  1  01 

WaUh -- --         94  99 

Wella    93  95 

Washincton 

Uncoln    --  »1    12       »1    IJ 

StevcM    -- 1  04         I  07 

(Sac.  4.  03  Stat.  1070.  as  amended:  15  USC 
714b.  Interiwet  or  apply  sec.  5.  83  Stat  1072. 
■CCS.  105.  401.  as  Stat.  1051.  as  amended  15 
U.8.C.  714c.  7  use.   1421.  1441) 

Effective  upon  publication  in  the  Ped- 

KXAL   RBGISTSR. 

Signed  at  Washington.  D.C  .  on  Febru- 
ary 8.  1962. 

Robert  G.  Li  wis. 
Acting  Executive  Vice  President. 
Commodity  Credit  Corporation 

(P.R.    Doc.    62-1535:    Piled.    Peb     14.     1962. 
8:40  a.m.) 


[1961  CC.C.  Grain  Price  Support  Bulletin   1 
Supp.  a.  Amdt.  8.  Wheat  | 

PART  421— GRAINS  AND  RELATED 
COMMODITIES 

Subpart — 1961 -Crop  Wheat  Loon  and 
Purchase  Agreement  Program 

Support  Ratks 

The  regulations  issued  by  the  Com- 
modity Credit  Corporation  published  m 
26  PR.  3873.  7247.  7824.  6897.  7247.  7824. 
8963,  10093.  11281.  12157.  27  F.R.  96.  557. 
and  containing  the  specific  requirements 
of  the  1961 -crop  wheat  price  support 
program  are  hereby  amended  as  follows 

COLOEAOO 

Rate  per  bushel 
County :  From —       To— 

Chaffee •!   56       tl   59 

Eaffle    1   52  1   56 

Oarfleld 152         156 

Mesa 1  52         1  56 

Pitkin    1.52^     156 

Montana 

Blaine    .- $160  $162 

Cascade 1  58  1  62 

Chouteau    1  58  1  62 

Pergus   1  58  1  62 

Olacler    1  58  1  62 

Hill - 1   58  1   62 

Judith  Baain -.  1.58  162 

IjbwIs  and  Clark 158  162 

Liberty 158  162 

Musselshell    1  61  1  62 

Petroleum- 1  58  1  62 

Pondera    1.58  1  62 

Teton    1  58  1  62 

Toole    1  58  1  62 

Wheatland    1   58  1   62 

NoBTH  Dakota 

Barnes $1.87  $1  91 

Benson     1.82  1  a3 

Cass    - 1.88  1  93 

Cavalier 182  185 

Dickey 1  87  1  92 

Eddy 1.84  1.86 

bxunons    --  1  82  1.83 

Poster    -..  185  1   88 

Grand  Porks 187  192 


RULES  AND   REGULATIONS 

North   Dakota — Continued 

^Jto/e  per  btuhel 

County                                        ^..F^rom —  To — 

Cirlggs        >1.8«  81  90 

Kidder      1  83  1   85 

La   Moure    1   85  1   89 

Logan 1.83  1.86 

Mcintosh 1   83  1   86 

Nelson 1.84  1  88 

Pembina 1.84  1   89 

Pierce. 1.81  182 

Ramsey 1.83  1   85 

K.msom      1.87  1    92 

Kichlaiid   1.91  1   97 

Sarvcent 188  195 

Sheridan 1  82  I  83 

Steele 187  190 

Stutsman    , 1.85  1   88 

TraUl 1   87  1   92 

Wal.sh     1.84  1   90 

Wflls    1   83  1   85 

Washington 
Ste\pns       $1.70       81   72 

(Sec  4.  62  Stat  1070  as  amended:  15  USC 
714b  Interpret  or  apply  see  5.  62  SUt  1072, 
sees  101.  401.  63  Stat  1051.  1054;  15  USC. 
714c.  7  USC    1441.  1421) 

Effective     upon     publication     in     the 
Federal  Register. 

Signed  at  Washington.  D.C.  on  Feb- 
ruary 8. 1962. 

Robert  O.  Lewis. 
Acting  Executive  Vice  President. 
Commodity  Credit  Corporation. 

|KR      Doc      62-1536;     Piled,    Peb      14      1962; 
8  46   ami 


(Li'.ef.t<x:k  Feed  Bulletin  1,  Rev    1.  Amdt    2| 

PART  475— EMERGENCY  FEED 
PROGRAM 

Subpart — Livestock  Feed  Program 

PRICE  Support  Rate 

Section  475  208(0  of  the  regulation.s 
issued  by  the  Commodity  Credit  Corpo- 
ration published  in  26  F.R.  8271  which 
contain  specific  requirements  for  the 
continuing  Livestock  Feed  Program  is 
amended  to  read  as  follows: 

ic  Price  support  rate.  As  used  in 
paragraphs  (a)  and  (b)  of  this  section 
•  price  support  rate"  shall  mean  the  price 
.support  rate,  including  premiums  and 
discounts  established  for  class,  grade  and 
quality,  for  the  county  in  which  the  grain 
i.s  delivered  as  set  forth  in  the  applicable 
CCC  Price  Support  Bulletin.  Notwith- 
.standing  the  foregoing,  in  cases  where  it 
results  in  savings  of  delivery  costs  to 
CCC  and  where  it  is  determined  to  ef- 
fectuate the  purposes  of  the  program, 
the  Deputy  Administrator  for  State  and 
County  Operations  may  authorize  de- 
livery of  grain  in  a  county  other  than  the 
county  in  which  the  application  is  filed 
at  the  price  support  rate  (Including  ap- 
propriate premiums  and  discounts*  for 
the  county  in  which  the  application  is 
filed. 

Signed  at  Washington,  DC  .  on  Feb- 
ruary 8.  1962. 

Robert  G.  Lewis. 
Acting  Executive  Vice  President. 
Commodity  Credit  Corporation. 

|PR     DcK-     62   1534:     Filed.    Peb.    14.     1962; 
8  46  ami 


Title  7— AGRICIHTUK 

Chopfer  VIII — Agriculfural  TtnliHn 
tion     and      Conservation     SeivU 
(Sugar),  Department  of  Agric«lhi> 

SUBCHAPTER    I — DETERMINATION   OF 

I  Sugar  Determination  877.14| 

PART  877— SUGARCANE;  PUERTO 
RICO 

Fair  and  Reasonable  Prices;  1961-4I 
Crop 

Puisuant  to  the  provisions  of  aectkm 
301'c>(2»  of  the  Sugar  Act  of  IMI,  m 
amended  (herein  referred  to  as  "set") 
after  investigation,  and  due  ranslrtat' 
tion  of  evidence  presented  at  the  pgUk 
hearing  held  in  Santurce,  Puerto  Bki 
on  November  15,  1961,  the  f oUowiof  d^ 
termination  is  hereby  issued: 

§  877.14  Fair  and  reasonable  pricw  f« 
ihe  1961-62  crop  of  Puerto  Riaa 
!>uR;arrane. 

A  producer  of  sugarcane  in  Puoto 
Rico  who  is  also  a  processor  of  sugsrcsne 
"herein  referred  to  as  "processor") , dMD 
have  paid,  or  contracted  to  pej,  fgr 
sugarcane  of  the  1961-62  crop  grown  kv 
other  producers  and  processed  by  hte, 
in  accordance  with  the  following  require, 
ments: 

ia>  Definitions.  For  the  purpose  cf 
this  section,  the  term: 

( 1 1  "Raw  sugar"  means  raw  sufsr  ii 
made  converted  to  96*  basis.  ' 

>2>  "Sugar  yield  period"  meeas  sur 
period  not  exceeding  one  calendar  mocth 
as  may  be  elected  by  the  processor  to 
determine  the  yield  of  raw  sugar,  "nie 
period  adopted  by  the  processor  shaU  bt 
used  uniformly  throughout  the  grlndlsc 
season.  In  instances  where  odd  dsp 
occur  because  a  processor  begins  or  endi 
grinding  on  a  day  which  does  not  cam- 
spond  with  the  beginning  or  endlof  of 
the  sugar  yield  period,  or  grinding  ti 
interrupted  because  of  holidays  or  for 
other  reasons,  such  odd  days  shall  bt 
included  either  in  the  prior  or  subsequent 
sugar  yield  period,  or  treated  as  a  seps- 
rate  sugar  yield  period. 

( 3  >  "Price  of  raw  sugar"  means  Uk 
simple  average  of  the  daily  spot  prlee 
quotations  for  sugar  deliverable  under 
the  New  York  Coffee  and  Sugar  li- 
change  No.  7  domestic  contract  (bok 
sugar*  for  the  period  January  1.  IHl 
through  December  31.  1962.  except  thst 
if  the  Director  of  the  Sugar  Division  de- 
termines that  any  such  price  quoUtka 
does  not  reflect  the  true  market  vatae 
of  raw  sugar  because  of  inadequate  vol- 
ume or  other  factors,  he  may  desitnste 
the  price  to  be  effective  under  this  (Her- 
mination  which  he  determines  will  reflsel 
the  true  market  value  of  raw  sugar. 

(4>  "Inferior  varieties  of  sugarcane" 
means  sugarcane  of  the  Sacchansn 
Spontaneum  or  Saccharum  Slnenese 
variety  (including  sugarcane  of  the 
Japanese.  Uba.  Kavangerie,  Zulnga, 
Caledonia.  Coimbatore  213  and  Ootota- 
tore  281  varieties) . 

<5>  "Yield  of  raw  sugar"  means  » 
yield  of  raw  sugar  per  100  pounds  o<  net 


flmndag^  February  15,  1962 

-.«#  determined  for  the  sugar  yield 
*?S^^rdance  with  the  formula 
PrtUtaSchedule  A  attached  hereto 
•i'SSe  a  part  hereof. 
•^.rNet  «^»rcane"  means  (i)  the 
Ji  JSZt  of  the  sugarcane  delivered 
*^ mUldetermined  to  contain  a  quMi- 
llfrfSS  not  in  excess  of  5  percent 
i^tS  POM  weight,  or  (ii)  the  gross 
iiSt  ofthe  sugarcane  delivered  to  the 
•^fu.  the  quantity  of  trash  determined 
2be  to  excess  of  5  percent  of  such  gross 

*^*:-rrash'  means  green  or  drlea 
Jm  sugarcane  tops.  soU.  stones,  and 
n  Vrfhw  extraneous  material. 
•"^jf^AiSaOfllce  •  means  Caribbean 
A-I  A*ricultural  StabilizaUon  and  Con- 
Jetton  Service  Office.  Santurce.  Puerto 

*S)  Payment  for  sugarcane  (1)  The 
J^t  for  net  sugarcane  deUvered  by 
Su^roducer  to  the  processor  shall  be 
"ijfdther  by  the  delivery  to  the  pro- 
Smff  of  his  share  of  raw  sugar  or  by 
^oajment  to  the  producer  of  the 
^^^JTralue  of  his  share  of  raw  sugar, 
^Sj  be  agreed  upon  by  the  producer 
yidtbe  processor. 

(J)  For  each  100  pounds  of  net  sugar- 
taat  (Including  inferior  varieties  of 
SSrcane)  having  a  yield  of  raw  sugar 
!{9  pounds  or  more,  the  payment  shall 
M  not  kn  than  the  quantity  of  raw 
luar  dctermmed  by  applying  the  fol- 
lovtng  applicable  percentage  to  the  yield 
of  raw  sugar  of  the  producer's  net  sugar- 
cane: 

Poundi  of  raw  sugar  per  100 

poaMU  of  net  sugarcane :         Percentage 

li::::::::i-----  ------  we 

lOi) «*o 

ii «*.6 

To - «o 

J «-8 

a WO 

lli M  5 

IIjO «^  0 

Iti  and  over •7.6 

Intermediate  points  within  the  above  scale 
■ra  to  be  Interpolated  to  the  nearest  one- 
tentb  point. 

(8)  For  each  100  pounds  of  net  sugar- 
cane (including  inferior  varieties  of 
RVarcane)  having  a  yield  of  raw  sugar 
of  kfls  than  9  pounds,  the  payment  shall 
be  not  less  than  the  quantity  determined 
by  subtracting  3  Vb  pounds  of  raw  sugar 
from  the  yield  of  raw  sugar  of  the  pro- 
ducers net  sugarcane. 

(4)  If  settlement  with  the  producer  Is 
made  in  cash,  the  processor  shall  pay  to 
the  iMPOducer  the  money  value  of  his 
share  of  raw  sugar  determined  on  the 
bails  of  the  price  of  raw  sugar  converted 
to  an  f.o.b.  mill  price  by  subtracting 
therefrom  the  admissible  deductions  for 
KDing  and  delivery  expenses  on  raw 
sugar  in  accordance  with  Schedule  B 
attached  hereto  and  made  a  part  hereof. 

(c)  Molasses  payment.  For  each  ton 
tt  net  sugarcane  delivered,  the  processor 
ShaU  pay  to  the  producer  an  amoimt 
equal  to  the  product  of  (1)  66  percent  of 
the  net  proceeds  per  gallon  of  blackstrap 
BKdasses  sold  of  the  1961-62  crop,  and 
(3)  the  average  production  of  blackstrap 
PWlasses  per  ton  of  net  sugarcane  of  the 
1861-62  crop  processed  at  each  naill.    A 
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processor  operating  more  than  one  mill 
shall  compute  the  average  gross  proceeds 
per  gallon  from  the  sales  of  molasses 
produced  at  all  mills  operated  by  such 
processor  and  shall  compute  the  net  pro- 
ceeds per  gallon  separately  for  each  mill 
operated   by  such  processor.    The  net 
proceeds  shall  be  determined  by  sub- 
tracting from  the   average  gross  sales 
price  the  admissible  deductions  for  sell- 
ing and  delivery  expenses  on  molasses 
in  accordance  with  Schedule  C  attached 
hereto  and  made  a  part  hereof.    If  a 
processor  has  not  sold  1961-62  crop  mo- 
lasses by  the  time  he  is  required  to  sub- 
mit to  the  Area  office  a  statement  of  the 
net  proceeds  from  molasses  as  required 
by  paragraph  (g)  (2)  of  this  section,  he 
shall  make  a  provisional  molasses  pay- 
ment to  producers  of  not  less  than  75 
percent  of  the  net  proceeds  per  gallon 
realized  by  other  processors  in  Puerto 
Rico  for  1961-62  crop  molasses,  as  de- 
termined by  the  Director  of  the  Area 
office.    Final  settlement  with  producers 
shall  be  made  promptly  after  the  1961-62 
crop  molasses  has  been  sold,  based  on 
the  actual  price  received  per  gallon  and 
the  processor  shall  promptly  submit  to 
the  Area  office  a  statement  of  the  net 
proceeds  determined  pursuant  to  para- 
grai^  (g)  (2>-of  this  section. 

(d)  Determination  of  net  sugarcane. 
(1)  The  net  sugarcane  of  each  producer 
(including  the  processor)   which  is  de- 
livered to  the  mill  each  day  shall  be 
determined   as   follows:    The  processor 
Jointly  with  a  representative  designated 
by  the  producers  or  the  producer  organ- 
ization in  any  mill  area,  shall  examine 
the  sugarcane   deliveries   and  estimate 
whether  the  deliveries  contain  a  quan- 
tity of  trash  (i)  not  in  excess  of  5  per- 
cent of  the  gross  weight,  or  (ii)  in  excess 
of  5  percent  of  the  gross  weight.    In  the 
absence  of  a  producer  representative  the 
processor  shall  have  full  responsibility 
for  examining  such  sugarcane  deliveries 
and  for  maidng  such  estimates.    As  to 
the  deliveries  of  sugarcane  of  any  pro- 
ducer which  are  estimated  to  contain 
trash  not  in  excess  of  5  percent,  the 
gross  weight  of  the  sugarcane  delivered 
shall  also  be  the  net  weight.    As  to  the 
deliveries  of  sugarcane  of  any  producer 
estimated  by  both  the  processor  and  the 
representative  of  producers  or  by  either 
of  such  parties  to  contain  trash  in  excess 
of  5  percent,  the  net  weight  shall  be 
determined  by  taking  a  representative 
sample  of  not  less  than  100  pounds  of 
sugarcane  from  one  or  more  of  the  de- 
liveries deemed  to  be  representative  and 
separate     therefrom     all     trash.    The 
weight  of  the  trash  which  is  removed 
from  the  sample  of  sugarcane  shall  be 
expressed  as  a  percentage  of  the  gross 
weight  of  the  sample.    If  such  percent- 
age exceeds  5  percent,  the  difference  be- 
tween 100  percent  and  such  excess  per- 
centage shall  be  applied  to  the  gross 
weight  of  the  sugarcane  delivery  from 
which  the  sample  was  taken  to  deter- 
mine the  net  weight  of  such  sugarcane, 
and  the  same  percentage  as  determined 
above  shall  be  applied  to  the  gross  weight 
of  all  other  deliveries  of  sugarcane  de- 
livered  by   that   producer   during    the 
Mine  day  vhich  are  estimated  to  con- 
tain trash  content  reasonably  similar  to 
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the  delivery  from  which  the  sample  was 
taken. 

(2)  With  respect  to  the  sample  taken 
as  provided  in  subparagraph  (1)  of  this 
paragraph,  the  'processor  may  make  a 
separate  determination  of  the  weight  of 
soil  and  stones  contained  in  such  sample 
and  may  charge  the  producer  5  cents 
per  ton  of  net  sugarcane  (klivered  during 
the  day  which  is  reprofented  by  the 
sample  for  each  one  percent,  fractions 
in  proportion,  by  which  the  weight  of  soil 
and  stones  is  in  excess  of  one  percent 
of  the  gross  weight  of  the  sample. 

(e)  Sampling  charges.  The  processor 
may  charge  the  producer  66  percent  of 
the  actual  cost,  but  not  to  exceed  $2.64. 
for  each  sample  taken  to  cover  the  cost 
of  sampling  and  measuring  the  actual 
quantity  of  trash.  If  a  separate  de- 
termination is  made  of  the  weight  of  soil 
and  stones,  the  cost  thereof  shall  be 
borne  by  the  processor. 

(f)  Services  and  aXUnoances  to  pro- 
ducers. (1)  When  payment  is  made  to 
the  producer  by  the  delivery  of  raw 
sugar,  the  processor  shall  store  and  in- 
sure all  such  sugar  through  December  31. 
1962,  and  shall  bear  the  costs  thereof. 

(2)  When  payment  is  made  to  the 
producer  by  the  delivery  of  raw  sugar, 
the  processor  shall  share  with  the  pro- 
ducer on  a  pro  rata  basis  all  ocean  ship- 
ping facilities  available  to  the  processor. 

(3)  Allowances  made  to  producers  by 
the  processor  for  the  1960-61  crop  shall 
be  made  for  the  1961-62  crop  at  the  rates 
which  were  effective  under  comparable 
conditions  in  1960-61;  the  costs  of  serv- 
ices which  were  borne  by  the  processor 
for  the  1960-61  crop  shall  be  Iwme  for 
the  1961-62  crop:  Provided.  That  noth- 
ing in  this  subparagraph  shall  be 
construed  as  prohibiting  negotiations 
between  the  processor  and  producer  with 
respect  to  the  amoimt  of  allowances  to 
be  made  to  the  producer,  any  change  to 
be  approved  in  writing  by  the  Area  office 
upon  a  determination  by  the  Director  of 
the  Area  office  that  tiie  change  results 
in  allowances  which  are  fair  and 
reasonable. 

(g)  Reporting  requirements.  (1)  The 
processor  shall  submit  to  the  Area  office 
a  list  of  those  producers  with  whom 
settlement  will  be  made  in  cash  and 
those  with  whom  settlement  will  be  made 
in  sugar,  together  with  a  statanent  as 
to  the  sugar  yield  period  which  will  be 
used  during  the  grinding  season.  Such 
information  shall  be  submitted  not  later 
than  7  days  after  grinding  commences, 
except  that  in  extenuating  circumstances 
an  extension  may  be  granted  by  the 
Director  of  the  Area  office. 

(2)  The  processor  shall  submit  in 
duplicate  to  the  Area  office  statements 
verified  by  a  Certified  Public  Accountant 
of  the  deductions  made  in  determining 
the  f.o.b.  mill  price  of  sugar  and  the  net 
proceeds  from  molasses.  Such  state- 
ments shall  be  submitted  not  later  than 
August  1,  1963.  except  that  in  extenuat- 
ing circumstances  an  extension  noay  be 
granted  by  the  Director  of  the  Area  office. 

(h)  Subterfuge.  The  processor  shall 
not  reduce  the  returns  to  the  producer 
below  those  determined  In  accordance 
with  the  requirements  of  this  aectton 
through  any  subterfuge  or  device  what- 
soever. 
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STATBMBrr  or  Basis  and  Considerations 

(a)  Oeneral.  The  foregoing  deter- 
mination establisMfcs  the  fair  and  rea- 
stmable  price  requirements  which  must 
be  met.  as  one  of  the  conditions  for 
payment  under  the  act.  by  a  producer 
who  processes  sugarcane  of  the  1961-62 
crop  grown  by  other  producers 

(b)  Requir^fnenta  of  the  act.  Section 
301(c)(2)  of  the  act  provides  as  a  con- 
dition for  payment,  that  the  producer 
on  the  farm  who  is  also  directly  or  in- 
directly a  processor  of  sugarcane,  as  may 
be  determined  by  the  Secretary',  shall 
have  paid,  or  contracted  to  pay  under 
either  purchase  or  toll  agreements,  for 
sugarcane  grown  by  other  producers  and 
processed  by  him  at  rates  not  less  than 
those  that  may  be  determined  by  the 
Secretary  to  be  fair  and  reasonable  after 
investigation  and  due  notice  and  oppor- 
tunity for  public  hearing. 

(c)  1961-62  price  determination.  This 
determination  continues  the  provisions 
of  the  1960-61  crop  determination 

A  public  hearing  was  held  in  Santuice. 
Puerto  Rico,  on  November  15.  1961,  at 
which  interested  persons  were  afforded 
the  opportunity  to  testify  with  respect 
to  fair  and  reasonable  prices  for  the 
1961-62  crop  of  sugarcane.  The  notice 
of  hearing  requested  witnesses  to  pre- 
sent their  views  and  recommendations 
on  the  following  proposal  designed  to 
provide  a  more  equitable  basis  of  de- 
termining selling  and  delivery  expenses 
under  special  enumerated  circumstances : 

The  f.o.b.  mill  price  of  raw  sugar  produced 
by  any  procesaor  who  markets  any  of  such 
sugar  locaUy  or  who  refines  or  processes  any 
of  such  sugar  shall  be  determined  by  de- 
ducting selling  and  delivery  expenses  com- 
puted aa  foIlowB:  (1)  If  the  processor  sell.s 
locally  or  refines  or  fvirther  processes  more 
than  50  percent  of  the  total  quantity  of 
raw  sugar  produced  by  the  mill  the  selling 
and  delivery  expensed  to  be  applied  to  all 
raw  sugar  produced  by  such  mill  shall  be  the 
average  of  the  admissible  selling  and  de- 
livery expetxses  approved  by  the  Area  office 
for  all  raw  sugar  produced  in  Puerto  Rico 
which  was  delivered  to  mainland  refiners: 
or.  (2)  if  the  processor  sells  locally  or  re- 
fines or  further  processes  50  percent  or  lesi> 
of  the  total  quantity  of  raw  sugar  produced 
by  the  mill,  the  selling  and  delivery  ex- 
penses to  be  applied  to  all  raw  sugar  prn- 
(ftced  by  such  mlU  shall  be  the  average  of 
the  admlaslble  aelllng  and  delivery  expenses 
approved  by  the  Area  ofllce  for  that  quantity 
of  raw  sugar  produced  by  the  mill  which 
was  delivered  to  mainland  refiners. 

The  representative  of  the  Grower - 
Processor  Committee  stated  that  the 
CoDunlttee  examined  the  proposal  con- 
tained in  the  hearing  notice  but  had  not 
had  eiu>ugh  time  to  consider  its  effect 
on  settlements  for  sugarcane  when  sugar 
is  sold  locally  or  refined  in  Puerto  Rico. 
and  recommended  that  the  provisions  of 
the  1961-62  crop  determination  be  the 
same  as  those  for  the  1960-61  crop  de- 
termination. He  stated  that  the  Com- 
mittee did  not  Icnow  of  any  problems 
In  connection  with  the  method  presently 
uaed  to  determine  selling:  and  delivery 
espenaes  for  mills  which  refine  or  mar- 
ket sugar  locally;  that  to  use  the  average 
aeUinff  and  delivery  expenses  of  all  sugar 
produced  In  Puerto  Rico  which  was  de- 
livered to  mainland  refiners,  might  in 
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some  cases  l)e  detrimental  to  the  proces- 
sor or  to  the  growers  delivering  sugar- 
cane to  the  processor's  mill;  and  that  it 
would  not  be  equitable  to  apply  average 
marketing  expenses  to  a  section  of  the 
Island  where  the  actual  expenses  may  be 
substantially  dlfTercnt.  A  representa- 
tive of  three  processors  who  refine  locally 
most  of  their  raw  sugar  production,  rec- 
ommended that  the  proposal  regarding 
selluiR  and  delivery  expenses  not  be 
adopted  This  witness  stated  that  there 
had  not  been  sufficient  time  to  examine 
the  figures  relating  to  the  proposal,  but 
notwithstanding  what  the  figures  might 
show  It  was  felt,  on  principle,  that  the 
proposal  would  involve  a  dangerous 
policy  because  of  diflferences  in  cost  ele- 
ments in  the  different  areas;  and  that  to 
base  selling  and  delivery  expenses  on  an 
Island-wide  average  would  likely  create 
inequities  to  the  processors  and  growers 
affected. 

Consideration  has  been  given  to  the 
recommendations  presented  at  the  public 
hearing  and  to  other  pertinent  informa- 
tion The  comparative  returns,  costs, 
and  profits  of  producing  and  processing 
sugarcane  in  Puerto  Rico,  obtained 
through  field  survey  for  a  recent  year, 
have  been  recast  in  terms  of  prospective 
price  and  production  conditions  for  the 
1961-62  crop.  Analysis  of  these  data 
indicates  that  the  provisions  of  this  de- 
termination will  provide  an  equitable 
sharing  of  total  returns  from  sugar 
and  molasses  between  producers  and 
processors. 

Heretofore,  price  determinations  have 
provided  that  in  determining  the  f.o.b. 
mill  price  of  raw  sugar  sold  or  processed 
in  Puerto  Rico,  equivalent  selling  and 
delivery  expenses,  as  approved  by  the 
Director  of  the  Area  office,  may  be  al- 
lowed in  lieu  of  expenses  actually  in- 
curred. This  provision  has  required 
considerable  administrative  discretion  by 
the  Area  office  since  it  had  to  make  a 
finding  of  equivalent  selling  and  delivery 
expen.ses  in  instances  where  processors 
were  affiliates  of  a  local  refinery  and  had 
shipped  only  a  portion  of  their  produc- 
tion to  the  mainland  or  had  not  shipped 
any  of  their  production  to  the  mainland ; 
and  such  selling  and  delivery  expenses 
also  had  to  be  determined  for  processors 
not  affiliated  with  a  local  refinery  who 
may  have  transferred  all  or  only  a  part 
of  their  production  to  such  a  refinery. 

In  view  of  the  fact  that  because  of 
unusual  circumstances,  the  hearing 
notice  was  issued  Just  prior  to  the  hear- 
ins  and  the  parties  did  not  have  suffi- 
cient time  to  adequately  study  and 
appraise  the  impact  of  the  proposal  on 
selling  and  delivery  expenses  which 
would  be  equitable  under  current  condi- 
tions, and  in  light  of  the  recommenda- 
tions made  at  the  hearing,  the  method 
suggested  in  the  proposal  has  not  been 
adopted  at  this  time.  However,  further 
study  of  the  effects  of  the  proposal 
should  be  made  by  the  parties  affected 
during  the  current  year  with  a  view  to 
further  consideration  of  the  matter  at 
the  next  fair  price  hearin«r. 

On  the  basis  of  the  examination  of  all 
the  pertinent  factors,  the  provisions  of 
this  determination  are  deemed  to  be 
fair  and  reasonable. 


Accordingly.  I  hereby  find  and  an.^ 
elude  that  the  foregoing  price  detnS' 
nation  will  effectuate  the  price  pmrtlr' 
of  the  SuRar  Act  of  1948.  as  am«3J* 

(Sec    403.   61    SUt.   932;    7  UB.C.   IIM 
terprets  or  applies  sec.  301.  61  Stat,  ^ 
.imended,   7  U  S  C.  Sup.  1131)  '  ■ 

Si^Miod  at  Washington,  D.C  on  ik^l 
ruary   9.   1962.  •       '^ 

Orville  L   Prkmam. 
Secretin 

bCHEDULE    A 

F  iRMi   I  V    FOR   DETERMINING  THE  "TTXlx  Of  U 
SLCAR"    FOR   EACH   PaODUCSX  " 

R;  TI   (S-0.3B)F 
where 

R     Yield  of  raw  sugar.  96*  basis; 

S^  Polarization  of  the  crusher  julos  ok. 
talned  from  the  sugarcane  of  each  prodiMr 

B  Brlx  of  the  crusher  Juice  obtalnsd  tRk 
the  sugarcane  of  each  producer; 

T  Trash  correction  factor  which  vifta 
Inversely  with  the  amount  of  trash  contalM 
in  the  sugarcane  of  each  producer  fJtxa  jj 
for  sugarcane  which  contains  an  amo^ttf 
trash  not  In  excess  of  5  percent  of  the  bob 
weight  of  sugarcane  to  0  90075  for  suffm 
which  contains  an  amount  of  traab  laaoa 
of  16  percent  of  the  gross  weight  ot  nar. 
cane 

I  Inferior  sugarcane  correcUon  tmm 
which  is  applied  only  to  inferior  vtrlitiii 
of  sugarcane  of  each  producer  and  a  d*. 
termined   as  follows: 

(at  When  the  purity.  P  (where  ?= 
lOOS  ;  B).  of  the  crusher  Jutce  of  suganui 
is  equal  to  75  or  more,  the  factor.  I=OJ;  a 

(b)  When  the  purity.  P  (when  'p= 
lOOS  Bi .  of  the  crusher  Juice  of  sucha^v. 
cane  is  le.ss  than  75,  the  factor,  I  =  OJ-04| 
(75-Pl, 

F  Yield  factor  which  Is  determloMl  m 
follows' 

(a)  Determine  the  "tentative  ncmmj  ^ 
raw  sugar".  96'  basis,  for  each  jsodnoi 
delivering  sugarcane  during  the  ■nttlWMni 
pericxl  from  the  product  of  the  facmh 
(S  0  3B) ,  the  number  of  hundredwelghti  e( 
net  9Uf;arcane.  the  applicable  traah  ocme- 
tlon  factor.  T;  and  where  applicable  thi 
inferior  sugarcane  correction  factor,  1;  ul 

I  b )    Divide  the  pounds  of  raw  sugar,  M' 
basis,  produced  at  the  mill  during  the  appli- 
cable settlement  period  by  the  sum  c(  tht 
tentative   recoveries  of  raw  sugar"  for  ill 
priKluoers  to  obtain  the  yield  factor.  F. 

Schedule  B 

ADMISSIBLE    OEDUCnONB    rOR    SRLUNC  Ull 
DELIVERY   EXPENSKB  ON  RAW  BUOAt 

Admissible  deductions  for  selling  andds- 
livery  expenses  on  1961-63  crop  raw  i 
limited  to  the  sum  of  the  following  < 
for  each  mill  operated  by  a  proceaaor,  lMt<( 
any  receipts  which  reduce  such  ezpensM; 

1 1 )  Freight  from  the  mill  directly  to  ttt 
bulk  raw  sugar  loading  terminal.  lnelndti| 
the  cost  of  covering  cars  ot  trucks  wtai 
necessary : 

(3)  The  cost  of  receiving.  handHng,  Mi 
loading  aboard  ship  at  the  bulk  tenniMl  it 
the  rates  est&blUhed  by  the  Puerto  Bto 
Public  Service  Commission  and  In  eSMt  a 
the  time  the  sugar  Is  delivered  to  the  butt 
sugar  terminal  facility; 

(3)  Ocean  freight; 

(4)  Unloading  at  destination; 

( 5 )  Freight  demurrage  resulting  fw* 
causes  beyond  the  control  of  the  ■b^P*'*' 
and 

(6 )  An  allowance  of  7.0  centa  per  boaM*- 
weight  of  96 '  raw  sugar,  in  lieu  of  the  follow 
Ing  expenses; 

(I)  Reclaiming,  weighing,  and  loMUaf  il 
mill  or  where  stored; 

(U)  ShfOrc  risk,  marine  and  war  n«k 
ance; 
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Brokerage 


or    commission    and    eR- 


"^'Welghlng.  testing    and   sampling   at 

*r?fS°?ther  expensec  not  Itemized  herein. 
iiLTwiT  of  the  necessary   services   In- 

***rKS^the  processor,  costa  Incurred 
2J^lude    for     each     of     the     services 

'•ff'Dlrect    and     Immediate    supervisory 

^;  Maintenance  labor  and  supplies  re- 
_iCli  for  the  facilities  uaed; 
'Tn^ -naee  and  insurance  aseessed  or 
w  !i-i!  to  the  processor  on  such  labor  and 
"•llSSitionate  share  of  retirement  and  pen- 
^^Ti^aBee.  and  vacation  expenses  prop- 
i5?'gUocable  to  such  labor; 

ik\  Direct  supplies;  and 

8  Depreciation  (at  rates  allowed  by  the 
JSU  authority),  property  taxes,  and  prop- 
2n»W>ce  on  the  faclllUes  used. 

i*mlnl»tr*tive  expenses  and  interest  shall 
»-^Bttluded  from  the  computaUon  of  ooste. 
In  thTevent  that  facilities  used  In  providing 
tte  DCoeMry  services  are  also  used  tot  other 
"T.^^fn  by  the  processor,  only  that  portion 
jTSTmaintenance.  depreciation,  property 
"JTmnd  property  Insurance  of  such  facUl- 
JJ^ioparly  apportlonable  to  the  necessary 
Mflce  shall  be  allowed. 

Ttn  Dliectcr  of  the  Area  Office  may  permit 
tht  nas  o<  the  lowest  rate  charged  by  a  public 
ntuitr  or  carrier  for  comparable  service  In 
Man  <tf  tbe  costs  Inciured  by  the  processor  In 
ygmjAing  the  necessary  service  In  the  event 
giat  the  costs  Incurred  therefor  cannot  be 
tiaeanXiAl  determined. 

In  determining  the  f.o.b.  mill  price  of  raw 
iMW  sow  or  processed  In  Puerto  Rico,  equiv- 
^t  HlUng  and  delivery  expenses  as  ap- 
gnned  by  the  Director  of  the  Area  Office,  may 
to  aUowed  In  lieu  of  expenses  actually 
tBcmred- 

•nis  statement  as  required  by  paragraph 
(I)  (3)  o(  the  determination  shall  include 
tbe  following  certification : 

CEHTiriCATION 

I  hereby  certify  that  the  deductions  set 
forth  herein  are  properly  chargeable  as  sell- 
iDf  tad  delivery  expenses  for  sugar  In  acoord- 
■nce  with  the  determination  of  fair  and  rea- 
lonable  prices  for  the  1961-62  crop  of  Puerto 
Slean  sugarcane. 
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(2)  Maintenance  labor  and  supplies  re- 
quired for  the  facilities  used; 

(3)  Taxes  and  Insurance  assessed  or 
charged  to  the  processor  on  such  labor  and 
a  proportionate  share  of  retirement  and  pen- 
sions, bonuses  and  vacation  expenses  prop- 
erly allocable  to  such  labor; 

(4)  Fuel,  energy  or  direct  supplies;  and 
(6)  Depreciation  (at  rates  allowed  by  the 

taxing  authorities) ,  property  taxes  and  prop- 
erty Insurance  on  the  faculties  used. 

Administrative  expenses  and  interest  shall 
be  excluded  from  the  computation  of  costs. 
In  the  event  that  faculties  used  in  providing 
the  necessary  services  are  also  used  for  other 
purposes  by  the  processor,  only  that  portion 
of  the  maintenance,  depreciation,  property 
taxes,  and  property  insurance  of  such  facil- 
ities, properly  apportlonable  to  the  necessary 
service,  shall  be  allowed. 

The  Director  of  the  Area  office,  may  permit 
the  use  of  the  lowest  rate  charged  by  a 
public  utility  or  carrier  for  comparable  serv- 
.  ice  in  lieu  of  the  cost  Incurred  by  the  proces- 
sor in  furnishing  the  necessary  service  In 
the  event  that  the  costs  incurred  therefor 
cannot  be  accurately  determined. 

The  statement  as  required  by  paragraph 
(g)  (2)  of  the  determination  shall  Include 
the  following  certification: 

Ckrtitication 

1  hereby  certify  that  the  deductions  set 
forth  herein  are  properly  chargeable  as  sell- 
ing and  delivery  expenses  for  molasses  in 
accordance  with  the  determination  of  fair 
and  reasonable  prices  for  the  1961-62  crop 
of  Puerto  Rlcan  sugarcane. 


SCHEDXn.E    C 

DEDUCTIONS      rOR      SKIXINC 
BSUTBT  '  nCFENSES   rOR    M0l,A8SI8 


AND 


Admlalble  deductions  for  selling  and  de- 
llnry  expenses  In  connection  with  the  mo- 
IMMS  payment  provided  In  paragraph  (c)  of 
tte  lS6i-«a  price  determination  are  limited 
to  the  sum  of  the  following  expenses  actu- 
lUy  incurred  at  each  mill  operated  by  a 
prooMMT,  net  of  any  receipts  which  reduce 
inch  expenses; 

(1)  Operation  of  pumps  to  deliver  mo- 
laasB  flom  mill  tank  to  shlpelde  or  other 
dtUvary  point; 

(1)  Freight  from  mill  tank  to  shlpslde  (or 
to  local  buyers  when  such  nK>la8fies  is  sold  on 
t  dallTared  price  basis ) ; 

(S)  Operation  of  tank  bargee,  tugs,  or 
other  marine  equipment  used  In  delivering 
iHnli«es  to  shlpelde; 

(4)  Weighing  and  testing; 

(5)  Wharfage; 

(6)  Shore  risk  insurance  (limited  in  cov- 
nge  from  mill  to  shlpelde) ; 

(7)  Freight  demurrage  resulting  from 
fvmt  beyond  the  control  of  the  shipper: 

(8)  Brokerage  paid  to  a  bona  fide  broker. 
When  any  of   the   necessary  services  in- 

Bhidad  In  Items  (1)  through  (8)  above  are 
fVBlsbed  by  the  processor,  ooets  Inciirred 
■sj  Include  for  each  of  the  services  rendered: 
,  (I)  Direct  and  immediate  supervisory 
>rtor: 


(P.B.    Doc.    62-1585;    Filed.    Feb.    14.    1962; 
8:52  a.m.) 


Title  10— ATOMIC  ENERGY 

Chapter  I — Atomic  Energy 
Commission 

PART  I^STATEMENT  OF  ORGANI- 
ZATION, DELEGATIONS,  AND  GEN- 
ERAL INFORMATION 

Editorial  Note:  In  Part  1  of  Title  10, 
Chapter  I,  of  the  Code  of  Federal  Regu- 
lations (PJl.  Doc.  61-12326;  26  F.R. 
12730),  58  1.140  through  1.160  are  re- 
designated §§  1.240  through  1.260,  re- 
spectively. 

Title  14-AERONAUTICS  AND 
SPACE 

Chapter  III — Federal  Aviation  Agency 


SUICHAPTER   E — AIR   NAVIGATION 
REGULATIONS 

[Airspace  Docket  No.  61-LA-131 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

Alteration 

On  August  1, 1961,  a  notice  of  proposed 
rule  making  was  published  in  the  Fed- 
BUL  RioiSTCR  (26  F.R.  6860)  stating  that 
the  Federal  Aviation  Agency  proposed  to 
designate  low  altitude  VOR  Federal  air- 
way No.  538  from  Twentynine  Pcdms, 
Calif.,  to  Los  Vegas,  Nev.,  to  redesignate 
intermediate  altitude  VOR  Federal  air- 
way No.  1613  from  Mission  Bay,  Calif., 
to  Las  Vegas,  and  to  realign  low  altitude 
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VOR  Federal  airway  No.  442  from  Hec- 
tor, Calif.,  to  Rice,  Calif.  It  was  also 
stated  that  the  centred  areas  associated 
with  this  segment  of  Victor  538  would 
extend  upward  from  700  feet  above  the 
surface  to  the  base  of  the  continental 
control  area. 

The  Department  of  the  Navy  objected 
to  the  proposed  alignment  of  Victor  538 
between  Twentynine  Palms  and  Qoffs 
and  its  reduced  width  to  avoid  conflict 
with  R-2501  because  of  the  possibility  of 
en  route  aircraft  inadvertently  wander- 
ing off  course  and  into  the  hazardous 
activities  conducted  in  the  extreme 
southeast  comer  of  R-2501.  They  re- 
quested that  this  segment  of  Victor  538 
be  aligned  via  the  Twentynine  Palms 
VORTAC  038'  and  the  Grofls  VOR  200* 
True  radials.  This  would  align  the  air- 
way further  to  the  east  of  R-2501  and 
minimize  the  chance  of  en  route  aircraft 
penetrating  the  restricted  area  and 
wo.uld  simplify  charting  by  utilizing  the 
present  Victor  208  en  route  radial  from 
Twentynine  Palms. 

The  Federal  Aviation  Agency  agrees 
that  the  airway  alignment  proposed  by 
the  Navy  would  simplify  charting  and 
that  penetration  of  the  restricted  area 
could  place  on  aircraft  in  danger.  How- 
ever, airways  are  designated  for  public 
use  over  the  shortest  possible  route  con- 
sistent with  special  use  airspace  designa- 
tions and  air  traffic  control  procedures. 
Route  width  reductions  consistent  with 
safety  are  applied  where  necessary.  In 
this  instance,  it  was  determined  that 
Victor  538  should  be  aligned  over  the 
shortest  route  possible  to  circumvent  the 
restricted  area  and  a  reduction  in  airway 
width  applied  only  to  the  extent  con- 
sistent with  safety  and  to  the  degree 
necessary  to  avoid  encroachment  on 
R^2501.  In  addition,  it  is  tlie  responsi- 
bility of  the  pilot  to  remain  clear  of  pub- 
lished restricted  areas,  and  when  oper- 
ating on  an  IPR  flight  plan,  to  confine 
his  flight  path  within  the  confines  of 
authorized  airways. 

With  regard  to  Victor  1613,  the  Navy 
Questioned  the  requirement  for  this  air- 
way south  of  Thermal  and  pointed  out 
that  the  proposed  alignment  would  con- 
flict with  holding  airspace  requirements 
at  NAS  Miramar  and  that  aircraft  oper- 
ating to  or  from  San  Diego  via  this  rout- 
ing would  normally  be  in  the  low  altitude 
route  structure  south  of  Thermal.    How- 
ever, they  agreed  that  if  the  airway  were 
necessary,  the  proposed  alignment  would 
impose  the  least  penalty  on  the  over-all 
Navy  operations  in  the  San  Diego  area. 
In  answer  to  the  requirement  for  Victor 
1613  between  San  Diego  and  Thermal. 
Western  Airlines  operates  between  San 
Diego  and  Las  Vegas  and  American  Air- 
lines operates  between  San  Diego  and 
Phoenix.    Both  operations  are  conducted 
via  Thermal  and  will  utilize  Victor  1613 
when  designated.    In  addition,  because 
of  traffic  density  m  the  San  Diego  area, 
provisions  must  be  made  for  times  when 
en  route  aircraft  would  be  held  at  the 
higher  altitudes  at  or  near  San  Diego. 
Designation  of  Victor  1613  to  the  Mis- 
sion Bay  VORTAC  would  also  improve 
air  traffic  service  by  permitting  the  use 
of  a  minimiiTn  of  airway  numbers  in 
flight  planning  and  traffic  control  dear- 
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anees.    The  Navy  offered  no  objection  to 
the  proposed  alteration  of  Victor  442. 

The  Air  Tnosport  Association  of 
America  stated  that  a  direct  routing  of 
IHctor  HIS  between  San  EMego  and 
Thermal  would  be  preferred.  However, 
because  of  the  heavy  concentration  of  Jet 
trafBe  in  the  San  Diego  area  and  the  es- 
tablished trafBc  patterns,  the  proposed 
routine  would  be  in  the  best  interest  of 
maximum  safety.  They  requested  that 
both  the  Thermal  and  Twentynine  Palms 
VOR's  be  eliminated  from  the  airway 
description  as  compulsory  reporting 
points,  and  that  if  there  was  a  traffic  con- 
trol requirement  for  one  or  the  other 
VOR's.  then  the  Ooffs  VOR  should  be- 
eliminated.  A  flight  check  of  Victor  1613 
has  determined  that  the  034°  and  214' 
True  radials  of  the  Thermal  VOR  are 
unstable.  However,  signal  coverage  from 
both  the  Julian  and  the  Twentynine 
Palms  VOR's  are  adequate  over  Thermal. 
Accordingly,  the  Thermal  VOR  will  be 
deleted  from  the  description  of  Victor 
1613  and  radials  from  Julian  and 
Twentjmine  Palms  will  be  used  to  align 
the  airway  over  Thermal.  The  airway 
will  be  reduced,  as  originally  proposed,  to 
a  10  mile  width  in  this  segment  to  mini- 
mize conflict  with  holding  procedures  at 
Thermal  and  Julian  for  jet  aircraft  des- 
tined for  March  AFB  and  Norton  APB. 
The  deletion  of  either  the  Twentynine 
Palms  or  Goffs  VOR's  as  compulsory  re- 
porting points  is  not  feasible  at  this 
time.  The  problem  created  by  the  many 
compulsory  reporting  points  in  the  in- 
termediate altitude  route  structure  is 
under  consideration  by  the  Federal  Avia- 
tion Agency  and  will  be  the  subject  of 
separate  action. 

The  Department  of  the  Air  Force  of- 
fered no  objection  to  the  proposed 
amendments.  No  other  comments  were 
received. 

A  flight  check  of  the  proposed  align- 
ment of  Victor  442  Indicates  that  this 
airway  would  be  unsuitable  for  en  route 
navigation  due  to  unsatisfactory  signal 
reception  from  the  Parker  VORTAC,  be- 
low 14,000  feet  MSL,  at  the  site  of  the 
relocated  Clipper  intersection.  Accord- 
ingly, the  proposal  to  redesignate  Victor 
442  is  withdrawn  and  a  new  alignment 
for  this  airway  will  be  considered  at  a 
later  date. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  In  the  mak- 
ing of  the  rules  herein  adopted,  and  due 
consideration  has  been  given  to  all  rel- 
evant matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  PR.  12582) 
and  for  the  reasons  stated  in  the  notice, 
the  following  actions  are  taken: 

1.  In  Part  600  a4  CPR  Part  600 »  the 
following  is  added: 

§  600.6S38  VOR  Federal  airway  No.  338 
(Twentynine  Palms,  Calif>,  to  Las 
VegM,   INev.). 

Prom  the  Twentynine  Palms.  Calif., 
VORTAC  via  the  INT  of  the  Twentynine 
Palms  VORTAC  043*  and  the  Goffs, 
Cahf.,  VOR  200*  radials:  Goffs  VOR:  to 
the  Las  Vegas,  Nev.,  VORTAC.  exclud- 
ing the  airspace  within  Rr-2501. 
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§600.1613       [Ain<n(iinfiil] 

2.  In  !  600.1613  (26  F.R.  1079"  the  text 
is  amended  to  read:  "From  the  Mission 
Bay,  Calif..  VOR  10  mile  wide  ainfcay  via 
the  INT  of  the  Mission  Bay  VOR  001* 
and  the  Julian.  Calif..  VOR  257*  radials: 
Julian  VOR;  INT  of  the  Juhan  VOR  036° 
and  the  Twentynine  Palms.  Calif.,  VOR 
214*  radials:  Twentynine  Palms  VOR; 
8  mile  wide  airway  to  the  INT  of  the 
Twentynine  Palms  VOR  043*  and  the 
Goffs.  Calif.,  VOR  200'  radials;  thence 
via  the  Goffs  VOR;  to  the  Las  Vegas. 
Nev  .  VOR." 

These  amendments  shall  become  effec- 
tive 0001  est.  April  5,  1962. 

I  Sec  307  (a).  72  Stat.  749.  49  U  S  C   1348) 

Issued  in  Washington,  DC.  on  Feb- 
ruary 8,  1962. 

D.  D.  Thomas, 
Director.  Air  Traffic  Service. 

|PR     Doc     62   1538;     Piled.    Peb      14.     1962; 
8  46  a  m  I 
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PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Designation   of   Federal    Airway   and 
Associated  Control  Areas 

On  April  25,  1961.  a  notice  of  proposed 
rule  making  was  published  in  the  Federal 
Register  <  26  F.R.  3539)  stating  that  the 
Federal  Aviation  Agency  proposed  to 
designate  low  altitude  VOR  Federal  air- 
way No.  503  from  GofTs.  Calif.,  to  Beatty, 
Nev.  In  addition,  it  was  stated  that  the 
control  areas  a.s.sociated  with  the  pro- 
posed segment  of  Victor  503  would  extend 
upward  from  1,200  feet  above  the  surface. 

On  July  29,  1961,  a  supplemental  notice 
of  proposed  rule  making  was  published  in 
the  Federal  Register  i26  F.R.  6818) 
which  altered  the  original  proposal.  The 
supplemental  notice  propo.sed  that  the 
control  areas  associated  with  the  pro- 
posed Victor  503  extend  upward  from 
700  feet  above  the  surface  to  the  base  of 
the  continental  control  ari'a  until  such 
time  as  Amendment  60-21  to  Part  60  of 
the  Civil  Air  Regulations  could  be  applied 
to  the  control  area.s  as-sociat^^-d  with  the 
other  airways  in  the  Goffs  and  Beatty 
areas. 

No  adverse  comments  were  received  re- 
garding the  proposed  amendments. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  mak- 
ing of  the  rule.s  herein  adopted,  and  due 
consideration  has  k)ecn  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  PR.  12582) 
and  for  the  reasons  stated  in  the  notice 
and  the  supplemental  notice.  Part  600 
( 14  CPR  Part  600)  and  Part  601  ( 14  CFR 
Part  601)  are  amended  by  adding  the 
foUowing  sections: 


§  600.6.->03      VOR  Federal  ain,.,  J^^ 
(Go(r«,  (jilif.,  to  Beatty,  Ne^.).  ^ 

From    the  Goffs,   Calif.,  VOR  ta  h.. 
Beatty.  Nev  ,  VOR.  "• 

§  60 1 .6303      VOR  Federal  airw.y  fi^  j^ 
ronlrol  areai  (Goffn,  (jilif .,  to  liJ? 

Nev.).  ^^« 

All  of  VOR  Federal  ain*  ay  No,  S03 

These  amendments  shall  become  eS« 
tive  0001  est.  April  5.  1962. 

(Sec   307(a).  72  Stat.  749;  49  U.S.C.  lS4|k 

Is.sued  in  Washington,  D.C.  onPehn 
ary  8,  1962. 

D.  D.  Thoku. 
Director.  Air  Traffic  Servke. 

|FR     DfC     62   1539;    Piled.    Feb.    14,   mm. 
8  46  airri  ^ 


fkgrti^'  February  15,  1962 
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PART  602— DESIGNATION  OF  JCT 
ROUTES,  JET  ADVISORY  ARIAS, 
AND  HIGH  ALTITUDE  NAV1GA. 
TIONAL  AIDS 

Alteration  of  Jet  Routes 

The  purpose  of  these  amendmeoti  to 
;  602  100  of  the  regulations  of  the  Ad- 
ministrator is  to  alter  the  segment!  tt 
Jet  Routes  Nos.  2  and  20  from  Creetrtet, 
Fla..  to  Tallahassee,  Fla.,  and  the  la- 
ment of  Jet  Route  No.  41  from  TkOt- 
hassee.  Fla..  to  Montgomery,  Ala. 

J-2  and  J-20  are  presently  deilcnatcd 
in  part  from  the  Crestview  VOR  ▼!«  tht 
Marianna,  Fla.,  VOR  to  the  TallahUBe 
VORTAC.  Adequate  navigational  gnU- 
ance  is  provided  for  J-2  and  J-20  be> 
tween  Crestview  and  Tallahassee  yia  the 
Crestview  VOR  091°  and  the  TallahMne 
VORTAC  288'  True  radials,  without  the 
use  of  the  Marianna  VOR. 

J-41  is  presently  designated  in  part 
from  the  Tallahassee  VORTAC  Tla  the 
Marianna  VOR  to  the  MontfoaMiy 
VORTAC.  Adequate  navigational  fiild- 
ance  is  provided  for  J-41  between  Tilli- 
hassee  and  Montgomery  via  the  T«D»- 
hassee  288'  and  the  MontgCBMlj 
VORTAC  144°  True  radials,  withoot  the 
use  of  the  Marianna  VOR. 

Accordingly,  action  is  taken  herein  ti 
delete  reference  to  the  Marianna  VOR 
in  the  descriptions  of  Jet  Routes  Noi  X 
20  and  41  and  to  substitute  therefor  the 
above-mentioned  VOR  VORTAC  radlsk 
These  alterations  will  eliminate  thi 
Marianna  VOR  from  the  high  altitude 
route  structure,  thereby  reducing  the 
number  of  reporting  points  on  the* 
routes  and  permitting  better  frequenci 
a.ssignment  to  other  VOR  facilities. 

Since  these  amendments  are  minor  1b 
nature  and  impose  no  additional  bunka 
on  any  person,  notice  and  public  PP^ 
cedure  hereon  are  unnecessary.  Hot- 
ever,  since  it  is  necessary  that  sufDckBt 
time  be  allowed  to  permit  approprlati 
changes  to  be  made  on  aeronauttal 
charts,  these  amendments  will  beeoBi 
effective  more  than  30  days  after  jn*- 
lication. 

In  consideratiop  of  the  foregoing  tad 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  P.R.  !»*> 
the  following  actions  are  taken: 


^  1602.100  Jet  routes  (2«  P.R.  7080. 
J?  ISr  12561)  the  following  changes 

•^  "^K  Route  No.  2  "Marianna.  Pla.; 

1;  ?iil  na  ••  is  deleted  and  "INT  of 

WJ^SSdew  091-  and  the  Tallahassee. 

theC^j^i^;  Tallahassee;"  is  sub- 

*'*I?'^j^tlS)ute  No.  20  'Marianna.  Fla^ 
»„?J!L  iSa.;  is  deleted  and  "INT 
Tril»»*SLview  091'  and  the  Talla- 
rfJ2  ^26r  radials,  Tallahassee;" 
^'UStituted  therefor. 
S  to  JeTRoute  No.  41  ;,Mananna 
2  uootgomery,  Ala.:  is  deleted  and 
S^  rf  the  TaUahassee  288°  and  the 
?^^ery  Ala.  144''  radials;  Mont- 
jS^Jr^substituted  therefor. 

Theee  amendments  shall  become  eflec- 
a,e  0001  eM..  April  5,  1962. 

,8«.907(»).72SUt.  749;   49  U.S.C.  1348) 

I0ued  in  Washington,  D.C.  on  Feb- 

V»rj^'^^^^  D.D.THOMAS. 

Director.  Air  Traffic  Service. 


,fH    Doc.    62-1540; 


Filed     reb.    14,    1962; 


lAinpace  Docket  No  61   WA-2351 
MIT   602— DESIGNATION     OF    JET 
lOUTES,    JET    ADVISORY    AREAS, 
AND    HIGH     ALTITUDE     NAVK5A- 
nONAL  AIDS 

Alteration  of  Jet  Route 

■nie  purpose  of  this  amendment  to 
1 102 100  of  the  regulations  of  the  Ad- 
ffttiiitrator  is  to  alter  the  description  of 
theeatem  terminus  of  Jet  Route  No.  81. 

On  December  7.  1961.  Airspace  Docket 
No  60-WA-203  was  published  in  the 
PDOAL  Rkgister  (26  PR.  11728)  with 
in  eflecUve  date  of  January  11,  1962. 
In  part,  action  taken  therein  amended 
1601,1150  by  moving  the  Wilmington. 
N.C..  control  area  extension  eastward 
Md  by  changing  its  description.  Action 
fu  also  taken  to  designate  and  rede- 
loibe  the  Barracuda  intersection.  Jet 
Route  No.  81  has  the  Barracuda  inter- 
HctiOD  as  its  eastern  limit.  However,  in 
the  present  description  of  J-81,  the  Bar- 
neuda  intersection  is  located  specifically 
u  the  intersection  of  the  Orlando,  Fla.. 
V(«  071*  and  the  West  Palm  Beach. 
PW,  VORTAC  014°  radials.  This  loca- 
\ka  was  changed  to  the  intersection  of 
the  Melbourne,  Fla..  radio  range  055'  and 
the  Bimini,  Bahamas,  radio  l}eacon  008* 
Trae  bearings.  Accordingly,  action  is 
taken  herein  to  alter  the  description  of 
J41  SO  that  this  route  will  terminate  at 
thli  new  location  of  the  Barracuda 
intersection. 

Snce  this  action  is  minor  in  nature, 
notice  and  public  procedure  hereon  are 
unnecessary.  However,  since  it  is  neces- 
tuj  that  sufiBcient  time  be  allowed  to 
pennit  appropriate  changes  to  be  made 
oo  aeronautical  charts,  this  amendment 
»ill  become  effective  more  than  30  days 
after  publication. 

In  consideration  of  the  foregoing,  and 
Wnuant  to  the  authority  delegated  to 
■e  by  the  Administrator  « 25  F.R.  12582) , 
1002,100  (26  F.R.  7079)  is  amended  as 
tcXiowi:  In  the  de.<;cription  of  Jet  Route 

No  33 —  2 


No.  81.  "to  the  point  of  INT  of  the  Or- 
chanffM  lando  071'  and  the  West  Palm  Beach, 
Fla..  014°  radials."  is  deleted  and  "to  the 
INT  of  the  Melbourne.  Fla.,  RR  055°  and 
the  Bimini.  Bahamas,  RBN  008°  bear- 
ings." is  substituted  therefor. 

This  amendment  shall  become  effective 
0001  e.s.t.  April  5,  1962. 

(Sec.    807(a),    1110.    72    Stat.    749.    800;    49 
U.S,C.   1348,  1610.  E.O.   10854.  24  F.R.  9566) 

Issued  in  Washington,  DC,  on  Febru- 
ary 8,  1962. 

D.  D.  Thomas, 
Director,  Air  Traffic  Service. 

|F.R.    Doc.    62-1641;    Filed,    Feb.    14,    1962; 
8:46  a.m.  I 

Title  16 -COMMERCIAL 
PRACTICES 

Chopter  I — Federal  Trade  Commission 

(Docket  8424  CO  I 

PART   13— PROHIBITED  TRADE 
PRACTICES 

Ralph  Rupley  et  al. 

Subpaii; — Advertising  falsely  or  mis- 
leadingly:  S  13.155  Prices:  §  13.155-15 
Comparative:  §  13.155-40  Exaggerated 
as  regular  and  customary.  Subpart — 
Invoicing  products  falsely:  §  13.1108  In- 
voicing products  falsely:  §  13.1108-45 
Fur  Products  Labeling  Act.  Subpart — 
Misbranding  or  mislabeling:  §  13.1212 
Formal  regulatory  and  statutory  re- 
quirements: §  13.1212-30  Fur  Products 
Labeling  Act.  Subpart — Neglecting,  un- 
fairly or  deceptively,  to  make  material 
disclosure:  §  13.1845  Composition:  §  13- 
1845-30  Fur  Products  Labeling  Act; 
S  13.1852  Formal  regulatory  and  statu- 
tory requirements:  §  13.1852-35  Fur 
Products  Labeling  Act;  §  13.1900  Source 
or  origin:  §  13.1900-40  Fur  Products 
Labeling  Act:  §  13.900-40<b)  Place. 

(Sec.  6,  38  Stat.  721;  16  U.S.C.  46.  Interpret 
or  apply  sec.  5,  38  Stat.  719,  as  amended; 
Bee.  8,  65  Stat.  179;  15  U.S.C.  45,  69f) 
lOease  and  desist  order,  Ralph  Rupley  et  al.. 
Houston,  Tex.,  Docket  8424,  Sept.   19,   1961 1 

In  the  Matter  of  Ralph  Rupley,  an  Indi- 
vidual Trading  as  Ralph  Rupley.  and 
Carl  Stephanow.  IndividuMlly  and  as 
Manager  of  the  Ralph  Rupley  Con- 
cern, and  Ralph  Rupley,  Jr.,  Individ- 
uatty  and  as  Assistant  to  the  Manager 
of  the  Ralph  Rupley  Concern 

Consent  order  requiring  Houston.  Tex.. 
furriers  to  cease  violating  the  Fur  Prod- 
ucts Labeling  Act  by  failing  to  label  and 
invoice  fur  products  with  the  true  ani- 
mal name  of  the  fur  used  therein,  fail- 
ing to  show  on  invoices  the  country  of 
origin  of  Imported  furs,  and  failing  in 
other  respects  to  comply  with  labeling 
and  invoicing  requirements;  by  advertis- 
ing In  newspapers  which  represented 
prices  of  fur  products  as  reduced  from 
usual  prices  which  were  in  fact  fictitious, 
and  contained  earlier  compared  prices 
without  giving  the  time  of  the  latter; 
and  by  failing  to  maintain  adequate  rec- 
ords as  a  basis  for  price  and  value  claims. 

The  order  to  cease  and  desist  is  as 
follows: 
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It  is  ordered.  That  Ralph  Rupley.  an 
individual  tracUng  as  Ralph  Rupkj  or 
under  any  other  trade  name,  and  Call 
Stephanow,  individually  and  aa  manager 
of  the  Ralph  Rupley  ooncem,  and  Ralidi 
Rupley,  Jr.,  individually  and  as  aotetant 
to  .the  manager  of  the  Ralph  Ropley 
concern,  and  respondents'  r^nsmta- 
tives,  agents  and  employees,  dfareettj  or 
through  any  corporate  or  other  derlee, 
in  connection  with  the  introductloii  Into 
commerce,  or  the  sale,  advortislns.  or 
offering  for  sale  in  commerce,  or  the 
transportation  or  distribution  in  com- 
merce of  fur  products,  or  in  connection 
with  the  sale,  advertising,  offering  for 
sale,  transportation,  or  distribution  of 
fur  products  which  are  made  in  whole  or 
in  part  of  fur  which  has  been  shipped 
and  received  in  commerce,  as  "com- 
merce", "fur"  and  "fur  product"  are  de- 
fined in  the  Fur  Products  Labdlng  Act. 
do  forthwith  cease  and  desist  from: 

1.  Misbranding   fm-  products  by: 

A.  Failing  to  aflBx  labels  to  fur  prod- 
ucts showing  in  words  and  figures 
plainly  legible  all  the  information  re- 
quired to  be  disclosed  by  each  of  the 
subsections  of  section  4(2)  of  the  Pur 
Products  Labeling  Act; 

B.  Setting  forth  on  labels  afiOxed  to 
fur  products; 

1.  Information  required  imder  section 
4(2)  of  the  Pur  Products  Labding  Act 
and  the  rules  and  regulations  promul- 
gated thereunder  in  abbreviated  form; 

2.  Information  required  under  section 
4(2)  of  the  Pur  Products  Labeling  Act 
and  the  rules  and  regulations  prMnul- 
gated  thereunder  mingled  with  non-re- 
quired information; 

C.  Failing  to  set  forth  separately  on. 
labels  aflaxed  to  fur  products  composed 
of  two  or  more  sections  containing  dif- 
ferent animal  furs  the  information  re- 
quired under  section  4(2)  of  the  Pur 
Products  Labeling  Act  and  the  rules  and 
regulations  promulgated  thereunder  with 
respect  to  the  fur  comprising  each 
section; 

2.  Falsely  or  deceptively  invoicing  fur 
products  by: 

A.  Failing  to  furnish  invoices  to  pur- 
chasers of  fur  products  showing  in 
words  and  figures  plainly  legible  all  the 
information  required  to  be  disclosed  by 
each  of  the  subsections  of  section  5(b) 
(1)   of  the  Pur  Products  Labeling  Act: 

B.  Setting  forth  information  required 
under  section  5(b)  (1)  of  the  Pur  Prod- 
ucts Labeling  Act  and  the  rules  and 
regulations  promulgated  thereunder  in 
abbreviated  form; 

3.  Falsely  or  deceptively  advertising 
fur  products  through  the  use  of  any  ad- 
vertisement, representation,  public  an- 
noimcement  or  notice  which  is  intended 
to  aid,  promote  or  assist,  directly  or  in- 
directly, in  the  sale  or  offering  for  sale 
of  fur  products,  and  which: 

A.  Represents  directly  or  by  impli- 
cation that  the  regular  or  usual  price 
of  any  fur  product  is  any  amount  which 
is  in  excess  of  the  price  at  which  re- 
spondents have  usually  and  customarily 
sold  such  products  in  the  recent  regular 
course  of  business; 

B.  Contains  earUer  compared  prices 
without  giving  the  time  of  such  earlier 
compared  prices; 
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C.  Misrepresents  In  any  manner  the 
sarings  available  to  purchasers  of  re- 
^xmdents'  fur  products: 

4.  Mi^*f<"ff  claims  and  representations 
of  the  types  covered  by  subsections  (a» , 
(b) ,  (c),  and  (d)  of  Rule  44  of  the  rules 
and  refirulatlons  promulgated  under  the 
Pur  Products  Labeling  Act  unless  there 
are  maintained  by  respondents  full  and 
adequate  records  disclosing;  the  facts 
upon  which  such  claims  and  represen- 
tations are  based. 

By  "Decision  of  the  Commission  '.  etc  . 
report  of  compliance  was  required  as 
follows: 

It  is  ordered.  That  the  above-named 
respondents  shall,  within  sixty  '60»  days 
after  service  upon  them  of  this  order, 
file  with  the  Commission  a  report  in 
writing,  setting  forth  in  detail  the  man- 
ner and  form  in  which  they  have  com- 
plied with  the  order  to  cease  and  desist 

Issued:  September  19.  1961. 


By  the  Commission. 


[seal] 


Joseph  W.  Shea. 

Secretary. 


[P.R      Doc.    62    1525;     Piled.    Feb      14.     1962. 
8  45  a  ml 


[Docket  C-61 

PART   13 — PROHIBITED  TRADE 
PRACTICES 

Meyer  Siegel  and  Max  Siegel  &  Son 

Subpart — Invoicing  products  falsely: 
§  13.1108  Invoicing  products  falsely: 
5  13.1108-45  Fur  Products  Labeling  Act. 
Subpart — Neglecting,  unfairly  or  de- 
ceptively, to  make  material  disclosure: 
§  13.1845  Composition:  §  13.1845-30  Fur 
Products  Labeling  Act;  9  13.1852  Formal 
regulatory  and  statutory  requirements: 
§  13.1852-35  Fur  Products  Labeling  Act; 
§  13.1900  Source  or  origin:  §  13  1900-40 
Fur  Products  Labeling  Act:  5  13  1900-40 
(a)  Maker  or  seller;  J  13.1900-40' b' 
Place. 

(Sec.  6.  38  Stat.  721;  15  U  S  C.  46  Interpret 
or  apply  aec.  5.  38  Stat.  719.  aa  amended; 
sec.  a.  66  Stat.  179;  15  UJS  C  45.  69f )  [Cease 
and  dealst  order.  Meyer  Siegel  trading  as  Max 
Siegel  *  Son,  Chicago.  111..  Docket  C  6  Oct 
17. 19611 

In  the  Matter  of  Meyer  Sieoel.  an  In- 
dividual Trading  as  Max  Siegel  &  Son 

Consent  order  requiring  a  Chicago  fur- 
rier to  cease  violating  the  Pur  Products 
Labeling  Act  by  failing,  in  labeling  and 
invoicing  fur  products,  to  show  the  true 
animal  name  of  the  fur,  the  country  of 
origin  of  Imported  furs,  and  when  fur 
was  dyed;  and  to  disclose,  in  labeling, 
the  name  of  the  manufacturer  or  seller 
of  fur  products;  and  by  failing  in  other 
respects  to  comply  with^beling  and  in- 
voicing requirements. 

The  order  to  cease  and  desist,  together 
with  further  order  requiring  report  of 
compliance  therewith,  is  as  follows: 


RULES  AND   REGULATIONS 

It  is  ordered.  That  Meyer  Siegel.  an 
individual  trading  as  Max  Siegel  b  Son 
or  under  any  other  trade  name,  and  re- 
spondent's representatives,  agents  and 
employees,  directly  or  through  any  cor- 
porate or  other  device,  in  connection  with 
the  introduction,  manufacture  for  intro- 
duction, or  tlie  sale,  advertising  or  offer- 
ing for  sale  in  commerce,  or  the  trans- 
portation or  distribution  in  commerce  of 
fur  products  or  in  connection  with  the 
sale,  manufacture  for  .sale,  advertising, 
ofTcnn^'  for  sale,  tran.sportation  or  dis- 
tribution of  fur  producLs  which  have 
been  made  in  whole  or  in  part  of  fur 
which  has  been  shipped  and  received  in 
commerce  as  "commerce",  "fur"  and 
fur  product"  are  defined  in  the  Fur 
Products  Labelm;;  Act  do  forthwith  cease 
and  desist  from: 

1    Misbranding  fur  products  by: 

A.  Falsely  or  deceptively  labeling  or 
otherwise  idcntifyins  any  such  product 
as  to  the  name  or  names  of  the  animal 
or  animals  that  produced  the  fur  from 
which  such  product  was  manufactured. 

B.  Failing  to  affix  labels  to  fur  prod- 
ucts showing  in  words  and  figures  plainly 
lei^ible  all  the  information  required  to 
be  disclosed  by  each  of  the  subsections 
of  section  4'2i  of  the  Fur  Products  La- 
beling Act. 

C  Setting  forth  on  label.s  alfi.xed  to  fur 
products: 

1.  Information  required  under  section 
4i2>  of  the  Fur  Products  Labeling  Act 
and  the  rules  and  regulations  promul- 
t;ated   thereunder  in  abbreviated   form. 

2.  Information  required  under  section 
4' 2 1  of  the  Fur  Products  Labeling  Act 
and  the  iniles  and  regulations  promul- 
gated thereunder  mingled  with  non-re- 
quired information. 

3.  Information  required  under  section 
4<2>  of  the  Fur  Products  Labeling  Act 
and  the  rules  and  regulations  promul- 
gated thereunder  in  handwriting. 

2.  Falsely  or  deceptively  invoicing  fur 
products  by: 

A.  Failing  to  furnish  invoices  to  pur- 
chasers of  fur  products  showing  in  words 
and  figures  plainly  legible  all  the  infor- 
mation required  to  be  disclosed  by  each 
of  the  subsections  of  section  5<bHli  of 
the  Fur  Products  Labeling  Act. 

B.  Failing  to  set  forth  on  invoices  the 
item  number  or  mark  assigned  to  a  fur 
product. 

It  is  further  ordered.  That  the  re- 
.spondent  herein  shall,  within  sixty  <60» 
days  after  service  upon  him  of  this  order, 
file  with  the  Commission  a  report  in 
writing  setting  forth  in  detail  the  man- 
ner and  form  in  which  he  has  complied 
with  this  order. 

Issued:  October  17.  1961. 

By  the  Commi.sslon. 

[SEAL I  Joseph  W.  Shea, 

Secretary. 

[PR     Doc     62   1526;     Piled.    Peb.    14.    1962; 
8  45  ami 


Title  17— COMMODITY  M 
SECURITIES  EXCHANtES 

Chapter  II — Securities  and  Exdi^i^ 
Commission  '•" 

[Release  33-4450] 

PART  230— GENERAL  RULES  AM 
REGULATIONS,  SECURITIES  ACt3 
1933 

Transactions  by  an  Issuer  Not  IrviI^ 
ing  Any  Public  OfFering; 


The  Securities  and  Exchange 
sion  today  announced  that  it  ham 
Rule  155  (§230.155)  under  the  8ecu! 
ties  Act  of  1933.  The  new  rule  i^in 
to  the  application  of  the  exemptte  tf. 
forded  by  section  4(1)  with  re^Hctii 
public  offerings  of  convertible  nofr 
ties  by  or  on  behalf  of  any  perm  «^ 
purchased  such  securities  directly  or  In. 
directly  from  the  issuer  in  a  iuni-pi^ 
transaction,  or  to  a  public  otferloixtf 
the  securities  received  upon  conmiki 
of  the  securities  so  placed.  Of  cqoik, 
where  there  is  an  initial  public  offerl^ 
of  convertible  securities  immediate  reih- 
tration  is  required,  in  the  abeeniee  c( 
some  exemption,  and  the  rule  has  m 
application  to  such  a  situation. 

A  preliminary  draft  of  the  rule  vh 
published  for  comment  December  X 
1959  in  Securities  Act  Release  NO.  416 
and  in  the  Federal  RzcisTn  of  Deea- 
ber  9.  1959  (24  F.R.  9945).  A  nuate 
of  comments  were  received  in  regud  ti 
this  draft  and  were  carefully  reftevii 
A  revised  draft  of  the  rule  was  pabUM 
for  comment  on  July  14,  1980  In  Seeat- 
ties  Act  Release  No.  4248  and  in  the  1^ 
ERAL  Register  of  July  21,  1960  (25  PJL 
6927 ) .  The  comments  received  In  n- 
gard  to  this  draft  were  also 
and  the  proposed  rule  was  adopted 
certain  minor  clarifying 
Reference  is  made  to  those  releMetfgr 
a  statement  of  reasons  for  the  rule  nd 
its  application  to  various  situatkm 

The  new  rule  defines  the  plOM 
•  transactions  by  an  issuer  not  invoMni 
any  public  offering. '  in  Section  4(1)  U 
the  Act  as  not  including  within  tbepn- 
visions  of  that  exemption  certain  poUie 
offerings  of  convertible  securities  or  d 
securities  received  upon  such  a  con»«r- 
slon.  The  rule  excludes  from  the  quotid 
exemption  two  types  of  public  offertnd 
The  first  is  a  public  offering  of  a  securill. 
which  is  immediately  convertible  tati 
another  security  of  the  same  issuer,  by  or 
on  behalf  of  any  person  or  persons  wto 
purcjiased  the  convertible  security  di- 
rectly or  indirectly  from  the  IssuetlB* 
non-public  transaction.  The  oth»  tlP« 
of  offering  excluded  from  the  queted 
exemption  is  one  by  or  on  behalf  of  MJ 
such  person  or  persons  of  the  seeuittr 
acquired  upon  conversion,  unless  the  pa^ 
son  or  persons  malting  the  public  offerin 
are  not  underwriters  within  the  b^^*^ 
of  that  term  as  defined  in  section  S(ll) 
of  the  Act.    In  determining  whether  ua 
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_.  — TMn  Is  an  underwriter,  the  usual 
^SJSfie^  are  to  be  appUed.  as  In 

o*f  iJSff  that  intermediate  persons 
.£ ««m)t  connected  with  any  public 

*1m  of  such  securities  may  not  be 
JSSss  underwriters,  the  rule  provides 
S  Miy  such  intermediate  holder  of  the 
!?!l«Sble  security  or  of  the  underlying 
2S  who  has  not  acquired  it  with  a 
S^lts  distribution  and  is  not  instru- 
^t^  in  making  or  arranging  a  public 
3Sta«  is  not  to  be  deemed  an  under- 
iStffor  the  purpose  of  the  rule.  Of 
L^  eren  though  a  person  is  instni- 
S^ui  in  making  or  arranging  a  pubUc 
Lhrinc  of  the  underlying  security,  the 
S  does  not  apply  If  the  acquisition. 
"jl.^lffl  and  disposition  of  such  security 
2J^Shthat  the  person  is  not  an  under- 
•rita'  within  the  meaning  of  the  term 
odStoed  in  section  2(11)  of  the  Act. 

maamuch  as  the  rule  is  Intended  to 
hare  only  prospective  application,  pro- 
vdlon  is  made  that  it  shall  apply  only 
with  reject  to  convertible  securities 
taioed  after  the  effective  date  of  the  rule. 

•flje  text  of  the  rule,  which  was 
lAxHed  pursuant  to  the  Securities  Act 
of  IMS,  particularly  section  19(a)  there- 
of, reads  as  follows: 

(23^155  Definition  of  "Transaction! 
by  an  iMuer  Not  Involving  Any  Pub- 
Uc Offering"  in  section  4(1)  of  the 
Act  for  cerUin  transactions  with 
losprrt  to  convertible  securities. 

(a)  "Hie  phrase  "transactions  by  an 
taMV  not  involving  any  public  offering" 
ki  section  4(1)  of  the  Act  shall  not  in- 
dsle  (1)  any  public  offering  of  a  con- 
mtibie  security  (which  at  the  time  of 
loeh  offering  Is  immediately  convertible 
into  another  security  of  the  same  issuer) 
by  or  on  bdialf  of  any  person  or  persmu 
who  purchased  the  convertible  security 
directly  or  indirectly  from  an  issuer  as 
ptft  (tf  a  non-public  offering  of  such 
Hcorlty.  or  (2)  any  public  offering  by  or 
m  bdialf  of  any  such  person  or  persons 
rf  the  security  acquired  on  conversion  of 
aevfcrtible  sectirity,  unless  the  security 
Dtoqalred  was  acquired  under  such  cir- 
(iiiHisiiiiii  that  such  person  or  persons 
are  not  underwriters  within  the  meaning 
orKCtian2(ll)  of  the  Act 

(b)  The  phrase  "transactions  by  any 
person  other  than  an  •  •  •  underwriter" 
In  section  4(1)  of  the  Act  shall,  in  the 
iltaatlODs  covered  in  paragraph  (a)  of 
this  section,  be  deemed  to  include  trans- 
actions by  the  initial,  and  any  inter- 
BMdlate.  holder  of  the  convertible  se- 
coilty  or  of  the  underlying  security  who 
(1)  has  not  acquired  the  convertible  or 
sDdertylng  security  with  a  view  to  the 
Mrlbution  of  either  of  them,  and  (2) 
ii  not  effecting,  is  not  causing  to  be 
efeeted,  and  has  not  arranged  for,  a 
P«Wlc  offering  of  either  security  within 
the  meaning  of  and  subject  to  paragrm}h 
(a)  of  this  section. 

(e)  This  section  shall  apply  to  trans- 
ac'JoDs  of  the  character  described  in 
Puagraph  (a)  of  this  section  only  with 
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respect  to  convertible  securities  issued 
after  Felmiary  ?>  1962. 

(See.    lB(a).   48   Stat.   85.    as   amended.    15 
UJB.C.  77s) 

The  above  rule  shall  become  effective 
February  7,  1962. 

By  the  Commission. 

[SKAL]  OavAL  L.  DuBois, 

Secretary. 
February  7.  1962. 

[F.R.    Doc.    62-1555:     Filed.    Feb.    14,    1962; 
8:48  a.m.] 


(Release  34-6726] 

PART  241— INTERPRETATIVE  RE- 
LEASES RELATING  TO  THE  SECUR- 
ITIES EXCHANGE  ACT  OF  1934  AND 
GENERAL  RULES  AND  REGULA- 
TIONS THEREUNDER 

Application  of  the  Act  to  Brolcer-Deal- 
•rs  Engoged  in  Certain  Activities 

The  Securities  and  Exchange  Com- 
mission today  made  public  an  opinion  of 
Philip  A.  Loomis.  Jr..  Director  of  its 
Division  of  Trading  and  Exchanges,  dis- 
cussing the  application  of  section  11 
(d)  (1)  of  the  Securities  Exchange  Act  of 
1934  to  broker-dealers  engaged  in  what 
has  come  to  be  known  as  "equity  fund- 
ing", "secured  funding",  or  "life  fund- 
ing". In  these  situations  the  broker- 
dealer  generally  sells  redeemable  invest- 
ment company  shares  (mutual  funds) 
to  a  customer  and  then  arranges  a  loan 
on  such  shares,  the  proceeds  of  the  loan 
to  be  used  to  pay  the  premium  on  a  life 
insurance  policy  which  is  usually  sold  to 
the  customer  at  or  about  the  same  time. 
The  opinion  points  out  that  this  activity 
generally  Involves  a  violation  of  section 
11(d)(1)  of  the  Act. 

The  substance  of  the  opinion  follows: 

This  will  refer  to  yotir  inquiry  concerning 
the  application  of  section  11(d)(1)  of  the 
Securitlfls  Xzchange  Act  of  1934  to  the  activi- 
ties of  your  broker-dealer  client  in  selling 
redeemable  investment  company  shares 
(mutual  funds)  to  customers  and  then  ar- 
ranging loans  on  such  securities  to  pay  the 
premium  on  life  insurance  which  Is  generally 
sold  to  the  customer  at  or  about  the  same 
time. 

You  state  that  the  activity  (sometimes 
referred  to  as  "equity  funding",  "secured 
funding",  or  "life  fundmg")  ordinarily  in- 
Tolves  the  sale  of  an  insurance  policy,  which 
requires  an  annual  or  more  frequent  pre- 
mium payment,  a  voluntary  program  for 
the  purchase  of  mutual  funds  at  stated  In- 
tervals during  each  year,  and  a  loan  (col- 
laterallaed  by  the  seciu-itles)  used  to  pay  the 
life  insiirance  premliun.  The  customer  is 
xisually  required  to  pledge  mutual  funds 
having  a  ooUateral  value  of  about  300%  of 
the  propo— d  loan.  Thus,  if  the  customer 
purchases  annually  $3,000  of  mutual  funds 
under  the  plan,  life  insiirance  premiums  of 
$1,000  per  year  will  be  financed  for  him. 
Frequently,  the  salesman  acting  for  the 
broker-dealer  in.  the  sale  of  the  mutual 
funds  alao  acts  as  an  agent  for  the  insurance 
company  m  the  sale  of  the  insurance  and 
arrangee  the  loan  for  the  customer. 

*—ii»«t»H  the  presence  of  the  necessary 
Jurisdictional  elements,  section  11(d)(1)  ot 
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the  Securities  Sxchange  Act  makes  It  unlaw- 
ful for  any  person  who  transacts  buslasss 
both  as  a  broker  and  as  a  dealer  to  sliaet 
any  transaction  in  connection  with  which. 
directly  or  indirectly,  he  extends,  maintains 
or  arranges  for  the  extension  or  maintaoiance 
of  credit  to  or  for  a  customer  on  any  non- 
exempt  security  which  was  part  at  a  new 
issue  in  the  distribution  of  which  he  par- 
ticipated within  30  days  prior  to  such  trans- 
action. Since,  because  of  the  manner  In 
which  mutxial  funds  are  sold,  both  the  un- 
derwriter and  the  retailing  broker-<lealcr  are 
generally  participating  in  the  distribution  at 
a  "new  Issue"  within  the  meaning  of  section 
11(d)(1),  any  such  broker-dealer  may  not 
extend  credit  6t  arrange  for  the  extension  of 
credit  on  these  securities,  even  though  the 
proceeds  of  the  loan  are  to  be  used  to  pay 
the  Insurance  premium. 

You  have  indicated  that  your  client  has 
now  organized  a  wholly-owned  subsidiary 
which  would  limit  its  actlTltiee  to  acting 
solely  as  a  dealer  in  the  sale  ot  mutual  funds, 
and  you  Inquire  whether  this  would  eliminate 
the  problem  \uider  section  11(d)(1).  X 
doubt  that  it  would;  it  is  difficult  for  me  to 
see  how  we  could  fail  to  look  through  the 
form  to  the  substance  of  this  arrangement. 

The  credit  arrangement  reforred  to  above 
may  also  pose  problems  under  the  provisions 
of  section  7(c)  (2)  of  the  Act  and  Regulation 
T  promulgated  by  the  Board  of  Oovemors 
of  the  Federal  Reserve  System.  These  pro- 
visions are  applicable  to  a  membo'  of  a  na- 
tional securities  exchange  and  any  broker  cm* 
dealer  who  transacts  a  business  in  securities 
through  the  medium  of  any  such  member. 
You  are  aware,  however,  that  any  interpreta- 
tive problems  under  these  {Hrovlslons  would 
have  to  be  presented  diffectly  to  the  Board 
of  Governors  of  the  Federal  Reserve  System 
since  they  Interpret  their  own  regulations. 

Since,  as  you  indicated,  there  may  be 
broker -dealers  who  may  not  be  aware  of  the 
prohibitions  applicable  to  this  type  of  activ- 
ity, we  have  recommended  to  the  Commlsaion 
that  it  make  the  substance  of  this  communi- 
cation the  subject  of  a  public  rtiease. 

[SEAL]  ORVAL  L.  DdBoIS. 

Secretary. 
February  8,  1962. 

IFH.    Doc.    63-1566:    Piled.    Peb.    14,    IWS; 
$:48  a.ra.) 


Title  20— EMPLOYEES' BENEFITS 

Chopter  II — Railroad  Retirement 
Board 

PART  345— EMPLOYERS'  CONTRIBU- 
TIONS AND  CONTRIBUTION  RE- 
PORTS 

Miscellaneous  Amendments 

Pursuant  to  the  general  authoritgr  con- 
tained in  section  12  of  the  act  of  June  25. 
1938  (52  Stat.  1094.  1107;  45  UJB.C.  382), 
SS  345.1,  345.2,  345.4.  345.14,  345.16,  and 
345.19  of  Part  345  (20  CFR  345.1,  345.2, 
345.4,  345.14,  345.15,  and  345.19)  of  the 
regulations  under  such  act  are  amended 
by  Board  Order  62-17,  dated  February  1, 
1962,  to  read  as  follows: 

§  345.1     Sutulory 


2.  With  respect  to  compensation  paid  after 
the  month  in  which  this  Act  was  amended 
in  1Q59,  the  rate  shaU  be  aafoUows: 


J416  KULES  AND  REGULATIONS 

M  th*  telano*  to  th«  crtdlt  of  the  railroad  xmemploy-  The  rat*  with  reapect  to  compen- 
■Mdt  lii«upanc«  account  aa  of  the  cloee  o*  bualnew  aatlon  paid  during  the  next 
on  8«rtankb«r  80.  of  any  year,  aa  determined  by  the  succeeding  calendar  year  ehall 
■oMd.1.-  ^   (percent)- 

$460,000,000  or  more y» 

$400,000,000  ormore  but  leaa  than  $450.000.000-- - --  * 

$$aOX)00.000  ormore  but  leaa  than  $400.000.000 2</a 

$$00,000,000  ormore  but  leaa  than  $380.000.000 - - 3 

tlutn  $$00.000.000 3^* 


Aa  aoon  aa  praetloabl*  following  the  enact - 
Biant  of  tlila  Act,  the  Board  ehall  determine 
imH  pcoolalm  the  balance  to  the  credit  of  the 
acocmnt  aa  at  tha  cloee  of  buelneaa  on  Sep- 
tember 80.  1947.  and  on  or  before  December 
81  of  1948  and  of  each  eucceedlng  year,  the 
Board  ahall  datemUne  and  proclaim  the 
balance  to  the  credit  of  the  account  aa  of 
the  doaa  of  bualneaa  on  September  30  of 
auch  year;  and  In  determining  such  balance 
aa  of  Saptembar  30  of  any  year,  the  balance 
to  the  credit  of  the  railroad  unemployment 
Inaurance  admlnlatratlon  fund  aa  of  the 
eloae  of  bualneaa  on  auch  date  shall  be 
deemed  to  be  a  part  of  the  balance  to  the 
credit  of  auch  acco\int.  (Section  8(a)  of  the 
Railroad  Unemployment   Inaurance   Act.) 

Notwlthatandlng  the  provlalona  of  section 
8(a)  a  of  the  Railroad  Unemployment 
Inaiirance  Act.  the  rate  of  contribution 
required  to  be  paid  under  the  Railroad  Un- 
employment Inavirance  Act  by  every  em- 
ployer aa  defined  In  such  Act  ahall  be  4  per 
centum  with  reapect  to  compensation  as  de- 
fined In  such  Act.  paid  after  December  31. 
19fll.  and  before  January  1.  1964.  (Section 
5  of  the  Temporary  Extended  Railroad  Un- 
employment  Benefita  Act   of   1961.) 

The  contrlbutlona  required  by  this  Act 
ahall  be  collected  and  paid  quarterly  or  at 
auch  other  tlmea  and  in  such  manner  and 
under  such  conditions  not  Inconsistent  with 
this  Act  aa  may  be  prescribed  by  Regulations 
of  the  Board,  and  ahall  not  be  deducted.  In 
whole  or  In  part,  from  the  compensation  of 
employees  In  the  employer's  employ.  If  a 
contribution  reqiilred  by  this  Act  la  not 
pcUd  when  due,  there  shall  be  added  to  the 
amount  payable  (except  In  the  case  of  ad- 
Juatmenta  made  In  accordance  with  the  pro- 
vlalona of  thla  Act)  Inter  eat  at  the  rate  of  1 
per  centum  per  month  or  fraction  of  a  month 
from  the  date  the  contribution  became  due 
until  paid.  Any  Intereat  collected  pursuant 
to  t»<*  subaectlon  ahall  be  credited  to  the 
account.  (Section  8(g)  of  the  Railroad  Un- 
employment Insurance  Act.) 

All  proTlaiona  of  law.  Including  penalties. 
applicable  with  reapect  to  any  tax  Impoeed  by 
section  1800  or  2700  of  the  Internal  Revenue 
Ckxle.  and  the  provlslona  of  section  3661  of 
such  code.  Inaofar  aa  applicable  and  not  In- 
conalatent  with  tha  provisions  of  thla  Act. 
ahall  be  applicable  with  reapect  to  the 
contrlbutlona  required  by  thla  Act:  Pro- 
vided. That  all  authority  and  functlona 
conferred  by  or  pursuant  to  auch  provisions 
upon  any  officer  or  employe*  of  the  United 
Stataa,  except  the  authority  to  institute  and 
proaacut*.  and  the  function  of  Inatltutlng 
and  proaacutlng,  criminal  proceedings,  shall. 
with  raapact  to  such  contributions,  be  vested 
In  and  cxerclaad  by  tha  Board  or  such  officers 
and  employaaa  of  tha  Board  aa  It  may  dealg- 
nata  therefor.  (Section  8(h)  of  the  Railroad 
Unemployment  Inauranca  Act.) 

•  •  •  For  the  ptupoaaa  of  determining  *  *  * 
the  amount  of  contributions  due  pursuant 
to  this  Act.  employment  after  June  30.  1940, 
In  tha  aarvloa  of  a  local  lodge  or  dlvlalon  of 
a  rallw»y-Ubor-organlBatlon  employer  or  as 
an  employ**  repr*aentatlve  ahall  b*  dlare- 
gard*d.  Per  purpo— a  of  d*t*rmlnlng  •  *  * 
th*  amount  of  contrlbutlona  du*  pursuant 
to  t**«#  Act.  amplqymant  aa  a  delegate  to  a 
nfrt4""^  or  intamattonal  convention  of  a 
railway  labor  organisation  defined  aa  an 
"Mnployar"  •  •  •  ahall  b*  dlaragardad  if  th* 
ladlTMual  having  such  *mpIoym*nt  haa  not 
prerloualy  randarad  aarvlc*.  other  than  aa 


such  a  delegate,  which  may  be  Included  In 
hU  "years  of  service"  for  the  purposes  of  the 
Rallroful  Retirement  Act.  (Section  1(g)  of 
the  Railroad  Unemployment  Insurance  Act  ) 

§  345.2      Employers'   conlribulion*. 

The  $400  specified  In  thla  section  is 
the  maximum  compensation  per  em- 
ployee per  month  subject  to  contribu- 
tions after  May  31,  1959,  with  reapect 
to  services  rendered  after  that  date. 
Maximum  compensation  amounts  sub- 
ject to  contributions,  and  allocations,  for 
prior  periods  are  shown  in  S  345.1. 

(a)  Except  as  provided  in  paragraph 
(b»  of  this  section,  every  employer  shall 
pay  a  contribution  equal  to  the  follow- 
ing percentages  of  the  amount  of  com- 
pensation paid  to  any  employee  for  em- 
ployment on  and  after  July  1.  1939: 

Percent 
(1)    July  1,  1939  through  Dec.  31.  1947..-  3 
(21    Jan    1,  1948  through  Dec.  31.  1955.--      'i 

(3)  Jan.  1.  1956  through  Dec   31,  1956...   I'a 

(4)  Jan.  1.  1957  through  Dec.  31,  1957...  2 

(5)  Jan.  1.  1958  through  Dec.  31.  1958...  2^ 
(6|    Jan    1,  1959  through  May  31.  1959--.  3 

(7)  June  1.  1959  through  Dec.  31.  1961. --  3»4 

(8)  Jan    1,  1963  through  Dec.  31.  1963...  4 

(9)  Each  succeeding  calendar  year,  the 

applicable  percentage  specified  In 
f  345.1  of  these  regulations. 

%  34.>.4  EmpIoyer»'  reports  of  coniprnHa- 
lion  of  employeen. 

Each  employer  shall  continue  to  file 
with  the  Board,  in  accordance  with  the 
requirements  of  S  250.3  of  this  chapter, 
as  amended,  reports  of  the  compensation 
of  each  employee,  consisting  of: 

(a)  A  refwrt  of  compensation  for  the 
calendar  quarter  on  Form  BA-3  (or 
punched  tabulating  cards  in  lieu 
thereof ) ,  or  a  report  of  compensation  for 
the  calendar  year  on  Form  BA-3a  (or 
punched  tabulating  cards  or  magnetic 
tape  In  lieu  thereof). 

(b)  A  monthly  report  of  compensa- 
tion adjustments,  on  Form  BA-4, 

(c)  A  summary  of  compensation  ad- 
justments reported  for  the  quarter,  and 

(d)  Summary  reports  of  compensation 
for  the  calendar  quarter  or  calendar 
year,  on  Form  BA-5. 

§  315.14  Assessment  and  rolleclion  of 
rontribulions  or  underpaymenls  of 
contributions. 

<a)  If  any  employer's  contribution  Is 
not  paid  to  the  Board  when  due  or  is  not 
paid  in  full  when  due,  the  Board  may, 
as  the  circumstances  warrant,  assess  the 
contribution  or  the  deficiency  and  In- 
terest and  penalty,  if  any  (whether  or 
not  the  deficiency  is  adjustable  as  an 
underpayment) . 

(b>  The  amount  of  any  such  assess- 
ment will  be  collected,  in  accordance 
with  the  applicable  provisions  of  law. 
If  any  employer  liable  to  pay  any  con- 
tribution neglects  or  refuses  to  pay  the 
same  within  ten  days  after  notice  and 


demand,  the  Board  may  coUeet  m 
contribution  with  such  Intercit  ? 
other  additional  amounts  as  are  fMuS 
by  law.  by  distraint  and  tale  InS 
manner  provided  by  law. 

§  345.15      Jeopardy  assessment. 

(a)  Whenever  in  the  opinion  of  Uti 
Board  it  becomes  necessary  to  pnttet 
the  Interests  of  the  Oovemment  by  |(. 
fecting  an  immediate  reporting  and  eoli 
lection  of  an  employer's  contrlbutloiL 
the  Board  will  assess  the  oontrlbutlim 
whether  or  not  the  time  otherwise  pn. 
scribed  by  law  for  filing  the  contribq- 
tion  report  and  paying  such  contilbQ< 
tion  has  expired,  together  with  in 
penalties  and  Interest  thereon.  Upon 
assessment,  such  contribution,  peoatti, 
and  interest  shall  become  imniadlatilf 
due  and  payable,  and  the  Board  rium 
thereupon  issue  immediately  a  notiee 
and  demand  for  payment  of  the  ooq- 
tribution,  penalty,  and  Interest. 

( b )  The  collection  of  the  whole  or  any 
part  of  the  amount  of  the  Jeopardy  it- 
sessment  may  be  stayed  by  flllog  vtth 
the  Board  a  bond  in  an  amount  equal  to 
the  amount  with  respect  to  which  the 
stay  is  desired,  and  with  such  suretlei 
as  the  Board  may  deem  necessary.  Such 
bond  shall  be  conditioned  upon  the  pay- 
ment of  the  amount  (together  with  Inter- 
est thereon)   the  collection  of  which  it 
stayed,  at  the  time  at  which,  but  for  the 
jeopardy  assessment,  such  amount  would 
be  due.    In  lieu  of  surety  or  sureties  the 
employer  may  deposit  with  the  Board 
bonds  or  notes  of  the  United  States,  ot 
bonds  or  notes  fully  guartmteed  by  the 
United  States  as  to  principal  and  Inter- 
est, having  a  par  value  not  less  than  the 
amount  of  the  bond  required  to  be  fur- 
nished, together  with  an  agreement  aa- 
thorizing  the  Board  in  case  of  default 
to  collect  or  sell  such  bonds  or  notei 
so  deposited.     Upon  refusal  to  pay,  cr 
failure  to  pay  or  give  bond,  the  Board 
will  immediately  upon  issuance  of  nottoe 
and  demand  for  payment  proceed  to  etA- 
Icct  the  contribution,  penalty,  and  Inter- 
est.   If  any  employer  liable  to  pay  any 
contribution  neglects  or  refuses  to  par 
the  same  within  ten  days  after  nottee 
and  demand,  the  Board  may  collect  8od> 
contribution    with    such    Interest   and 
other  additional  amoimts  as  are  author- 
ized by  law.  by  distraint  and  sale  In  tbe 
manner  provided  by  law. 

§  345. 19      Penalty  for  delinquent  or  faU« 
employers'  contribution  reports. 

(a>  Delinquent  reports.  (1)  Vvim 
the  employer  required  to  file  a  eontribu- 
tion  report  establishes  to  the  satlifaetioo 
of  the  Board  that  a  reasonable  eauie 
exists  for  the  delinquency,  the  fallurt  to 
file  such  contribution  report  on  or  before 
the  due  date  shall  cause  a  penally,  to 
accrue  of  5  ipercent  of  the  amount  of 
such  contribution  If  the  faUure  U  for 
not  more  than  one  (1)  month,  with  uj 
additional  6  percent  for  each  additional 
month  or  fraction  thereof  durlnf  which 
such  failure  continues,  not  exoeedtaf 
25  percent  in  the  aggregate. 

(2)  Every  employer  filing  a  oontrttu- 
tion  report  after  the  due  date  ijjj 
securely  attach  to  the  report  a  il|«J 
statement  explaining  the  reason  for  W 


Thurvlay.  February  IS,  1962 

..ihwmMicy  This  declaration  shall  be- 
^^'rSSt  of  the  contribution  report 
•^T-hailbe  subject  to  the  same  penalT 
•r  5«r  false  or  fraudulent  statements 
***.IS  dicribed  on  the  face  of  Form 
fi.  1  Upon  receipt  of  this  declaration 
SS'aoard  shall  determine  whether  a 
^i^toT  late  filing  shall  be  assessed 
JStaft  the  employer.  ,^„„rt„,^„t 

'praise  reports.  If  a  fraudulent 
Jntorer's  contribution  report  Is  made. 
S^SSalty  is  50  percent  of  the  under- 

'^*?enaKy  on  net  aviount.  For  the 
Jreose  of  paragraph  (a)  of  this  section 
S?SS)unt  of  contribution  required  to 
to  ihSim  on  Form  DC-1  shall  be  reduced 
hv  tbe  amount  of  any  part  of  the  con- 
tribution which  is  paid  on  or  before  the 
S^  prescribed  for  the  payment  of  the 
BontrlbuUon  and  by  the  amount  of  any 
crtdit  against  the  contribution  which 
nay  be  claimed  upon  the  DC-1. 

(8se.  13.  52  S^*^   ^^°'''  ^^  amended;  45  U.S.C. 

M3) 

Dated:  February  9. 1962. 

By  authority  of  the  Board. 

Mary  B.  Linkins. 
Secretary  of  the  Board. 

ITR    Doc.    62-1554;    Filed,    Feb.    14.    1962; 

'      ■  848  am. I 
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1153&-115S6  and  as  amended  by  26  F.R. 
11903.  make  the  following  changes: 

A.  Delete  Military  APO  numbers  203, 
204,  and  256  and  their  accompanying 
data. 

B.  Insert  In  proper  numerical  order, 
the  following  Military  APO  numbers  with 
their  accompanying  data: 


13A 

40H 

¥» 

411       

xxxxi 

X 
X 
X 
X 

'X       

'X      

'X       

'X       

X       

1     t     t 

X    1    ;    i 

;  :  ; 

670 

fi71 

X        .  . 

x 

■  X 

1  X       

IX       

(I7fl  .   

«H0  .   

OHl 

X 
X 

x 

X 

X 

'X 

1  x" 

082 

>x 

Chapter  III — Bureau  of  Old-Age  and 
Survivors  Insurance,  Social  Secu- 
rity Administration,  Department  of 
Health,  Education,  and  Welfare 

[Reg.  No.  4.  Further  Amended) 

PAIT  404— FEDERAL  OLD-AGE,  SUR- 
VIVORS, AND  DISABILITY  INSUR- 
ANCE (1950 )     I 

Miscellaneous  Amendments 

Correction 

In  P.R.  Doc.  62-1283,  appearing  at 
page  1163  of  the  Issue  for  Thursday. 
February  8,  1962,  the  following  correc- 
tion is  made  in  the  undesignated  para- 
graph immediately  following  S  404.607 
(a)(2):  The  closing  clause  should  read 
"as  though  It  had  been  filed  in  such 
months."  instead  of  "as  through  it  had 
been  flled  In  such  months.". 

Title  39— POSTAL  SERVICE 

Chopter  I — Post  Office  Deportment 

PART  17— CONDITIONS  APPLICABLE 
TO  PARCELS  ADDRESSED  TO  CER- 
TAIN MILITARY  POST  OFFICES 
OVERSEAS 

PART  24— THIRD  CLASS 

PAIT  96— AIR  TRANSPORTATION 

Miscellaneous  Amendments 

Tbe  regulations  of  the  Post  Office  De- 
partment are  amended  as  follows: 

i  17.1      [  Anaendnirnl  1 

I-  In  1 17,1  Conditions  applicable  to 
ftrceU  addressed  to  certain  military  pott 
oUcet  overseas,  as  published  In  26  P.R. 


C.  Amend  footnote  14  to  read  as 
follows : 

1*  Parcels  containing  merchandise  ad- 
dresaed  to  Dependent  Mall  Section  will  not 
be  accepted. 

NoTx:  The  corresponding  Postal  Manual 
Part  U  127. 

(RJS.  101,  aa  amended;  5  U.S.C.  22,  39  U.3.C. 
501,505) 

II.  In  Part  24 — Third  Class,  as  pub- 
lished in  28  F.R.  11546-11548,  make  the 
following  changes: 

A.  In  S  24.2,  subdivision  (i)  of  para- 
gri4>h  (b)(3)  is  amended  to  show  that 
a  manufacturing  tolerance  of  not  more 
than  three-sixteenths  of  an  inch  is  per- 
mitted on  the  address  side  of  articles,  so 
that  they  may  exceed  nine  inches  In 
length  and  12  inches  in  width,  in  either 
^^impnainn,  wlthout  being  subJect  to  the 
minimiiTn  charge  for  pieces  of  odd  size 
or  form.  As  so  amended,  subdivision  (i) 
reads  as  follows: 

§  24.2      Classification. 

(b)  Appltcafton  of  rates.  *   *   • 
(3)   •   •   • 

(1)  The  address  side  exceeds  9  inches 
in  width  or  12  inches  in  length.  A  man- 
ufacturing tolerance  of  not  more  than 
three-sixteenths  of  an  inch  in  either  di- 
mension is  allowed. 

Nor:  Tlie  corresponding  Postal  Manual 
aectlonlalS4.a2c(l). 

§  24.5      [Amendment] 

B.  In  S  24.5  Nonprofit  organizations 
make  the  following  changes  to  show  that 
the  approval  or  denial  actions  on  appli- 
cations to  mail  pieces  subject  to  the  min- 
imum bulk  third-class  per  piece  charge 
at  a  reduction  of  50  percent  has  been 
transferred  from  local  post  offices  to 
postal  services  centers.  The  procedure 
in  handling  appeals  to  denial  actions  has 
not  been  changed. 

1.  Amend  paragraph  (b)  to  read  as 
follows: 

(b)  AppUcafions.  (1)  Application  on 
Form  3634,  "Application  for  50%  Postage 
Diseoimt  on  Bulk  Thlrd-Class  Minimum 
Charge  Per  Piece  KCailings"  must  be  fUed 
by  the  organization  or  association  at  the 
post  office  where  mailings  will  be  de- 
posited. 

(2)  Approval  or  denial.  The  applica- 
tion Form  3624  together  with  any  sup- 
porting papers  will  be  sent  to  the  postal 
services  center.  Pending  a  decision,  bulk 
mailings  subject  to  the  minimum  per 
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piece  charge  may  be  handled  In  MOord- 
ance  with  paragraph  (c)  of  thla  section. 
The  postmaster  at  the  postal  senrloes 
center  will  approve  or  deny  the  applica- 
tion. The  application  Form  3634  and 
any  supporting  papers  wlU  be  returned 
with  the  decision  to  the  postmaster 
where  the  application  was  filed  for 
notification  of  the  aivUcant. 

(3)  Appeal.  The  decision  of  the  poet- 
master  at  the  postal  services  center  may 
be  appealed  by  the  applicant,  in  writing, 
through  the  local  postmaster,  to  the 
Bureau  of  Operations,  Classiflcatlon  and 
Special  Services  Division.  The  appeal 
must  be  accompsuiled  by  the  original  ap- 
plication and  all  supporting  papers. 

2.  Delete  paragraph  (c)  and  redesig- 
nate paragri^hs  (d>  and  (e)  as  para- 
graphs (c)  and  (d)  respectively. 

Note:  The  corresponding  Postal  Manual 
sections  are  134.62  througli  184.54. 

(R.S.  161,  as  amended;  5  U.S.C.  22.  39  UB.C. 
501,  4551,  4462,  as  amended  by  73  Stat.  89 
(Public  Law  86-66)) 

III.  In  Part  96 — Air  Transportation — 
as  published  in  26  F.R.  11636-11653,  and 
as  amended  by  26  F.R.  12218-12220,  make 
the  following  changes  to  show  that  postal 
personnel  at  air  stop  units  are  required 
to  promptly  distribute  copies  of  Forms 
2759  to  local  representatives  of  air  car- 
riers involved  in  miahandling  airmail: 

A.  Subpart  A — Domestic  Air  Trans- 
portation: In  9  96.6,  amend  that  part  of 
paragraph  (a)  which  precedes  subpara- 
graph (1)  to  read  as  foUows: 

§  96.6      Irregularities,    deductions,    fines, 
and   accidents. 

(a)  Irregularities.  Irregular  han- 
dling of  mail  by  airline  carrier  personnel 
shall  be  promptly  reported  on  Form  2759, 
"Report  of  Irregular  Handling  of  Air- 
mail," by  the  postal  employee  who  ob- 
serves the  irregularity  or  who  is  Informed 
of  irregular  performance  through  receipt 
at  a  postal  unit  of  the  post  office  ac- 
counting copies  of  Form  3734,  "Airmail 
Exception  Record,"  prepared  by  the  air 
carrier.  See  S  96.25.  Listed  below  are 
the  types  of  irregularities  that  will  be 
reported. 

Note:  The  corresponding  Postal  Manual 
section  Is  531.81. 

B.  Subpart  C — Forms  and  Procedures 
for  Dispatching  Airmail:  In  196.25 
amend  paragraph  (d)  to  read  as 
follows : 

§  96.25      Form  2759,  Report  of  Irregular 
Handling  of  Airmail. 

•  •  •  •  • 

(d)  Distribution — (1)  Reports  cover- 
ing incidents  chargeable  to  carrier. 
Distribute  copies  of  Form  2':  59,  where 
possible,  at  the  close  of  each  tour  and 
in  no  cases  less  frequently  than  once 
each  24  hours.  Send  original  and  first 
copy  to  the  regional  transportation  di- 
vision having  Jurisdiction  over  the  re- 
porting unit,  send  the  second  copy  to 
the  local  station  manager  of  the  carrier 
concerned,  and  retain  the  third  copy  in 
files. 

(2)  Reports  covering  incidents  not 
chargeable  to  carrier.  Staple  the  first 
and  second  copies  together  and  forward 
them    to    the    regional    transportation 
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dlviaion  *nd  retain  the  third  copy   in 

fllM. 

Han:   Tt»  oort«mx>ndlDf  PotUl   Manual 
SMUoa  la  5aS.T41. 

(HA  in.  M  MMOdMl.  MC.  406.  n  BttLt.  760: 

»  0JB.O.  aa,  w  V3.0.  5oi,  eaoi.  6304.  4« 

V£.0. 1876) 

Louis  J.  Doyli, 
Oeneral  Counsel. 

irn.    Doc.    ea-1868:    F1I«<1.    Feb.    14.    1063; 
8:49  a.m.]  ' 


Title  41— PUBUC  CONTRACTS 

Chapter  3 — D«portmttnt  of  Health, 
Education,  and  Welfare 

PART  3-75— DELEGATIONS  OF 
AUTHORITY 

Subpart  ft— D«l«got««s  and   Specific 
Limitations 

Public  Hxalth  Skrvici 

Section  3-75.6(b),  following  the  in- 
troductory text,  Is  amended  to  read  as 
follows : 

§  S-75.6     Public  Health  Service. 


(b)    •   •   • 

(1)  Chief,  SuM>ly  Branch,  Division  of 
Administrative  Services. 

(2)  Director,  National  Institutes  of 
Health. 

(3)  Chief,  Supply  Management 
Branch,  National  Institutes  of  Health. 

(4)  Head,  Research  Contracts  Section. 
National  Institutes  of  Health. 

(5)  Executive  Officer,  Bureau  of  State 
Services. 

(6)  Assistant  Executive  Officer,  Bureau 
of  State  Services. 

(7)  Chief,  Contract  Branch.  Bureau  of 
State  Services. 

(8)  Chief,  Contract  Branch.  Bureau 
of  State  Services,  will  also  exercise  the 
above  cited  authority  for  the  Bureau  of 
Medical  Services  and  the  Office  of  the 
Surgeon  General  through  March  31. 
1962,  unless  the  authority  is  revoked 
earlier. 

Dated:  February  7. 1962. 

Rurus  E.  Miles.  Jr.. 
Administrative  Assistant  Secretary. 

[FR.    Doc.    62-1660:    Piled.    Feb.    14.    1962. 
8:S0  a.m.] 


Title  45— PUBUC  WELFARE 

Chaptor  VII — Commistion  on  Civil 
Rights 

PART  701— RULES  OF  PROCEDURE 
FOR  HEARINGS 

A  new  Chapter  vn  Is  added  to  Title 
45  of  the  Code  of  Federal  Regulations. 
Part  701  thereof  reads  as  follows: 

Etoc. 

701.1  Hearlngi;  lacuance  of  Bubpenaa 

701.2  Aid  of  courta  In  enforcing  subpenas. 
7013  Oaths  and  afBrmatlons. 


RULES  AND  REGULATIONS 

STATUTOtY  RuLu  OF  Piiocnnnuc 

Sec 

70111     Opening  statement. 

701  12     Copy  of  rulee. 

701  13     Attendance  of  counsel . 

701  14     Censure  and  exclusion  of  counMl. 

701  15  Defamatory,  degrading,  or  Incrimi- 
nating evidence. 

70116     Requests  for  additional  wltneaaes. 

701  17  Release  of  evidence  taken  in  execu- 
tive session 

701  18     Submission    of    written    statements 

701  19     Transcripts 

701  20     Wltneu  fees 

701  21      Restriction   on   Issuance  of  subpena 

St.  PPLCMtNTART     RULCS    OF    PROCXOURE 

701  25  Incorporation  of  statutory  rules. 

701  26  Number  of  Commlaaloners 

701  27  Approval  of  hearings 

701  28  Form  of  subpenas 

701  29  Issuance  of  subpenas 

70130  Transcripts. 

701  31  Time  for  filing  prepared  statements 

701  32  Contents  of  record 

70133  Interrogation  of  witnesses 

701  34  Defamatory,  degrading,  or  Incrimi- 
nating evidence. 

70135  Attendance  of  news  media 

AuTHoarrT:  if  701  1  to  701.35  Issued  under 
sees  101-106.  71  Stat  834-638,  as  amended; 
42U.SC    1975-1975e. 

General 

§  701.1       Hearingn;  isiiuanrr  of  Mibp4>iiU!>. 

Under  section  105(f)  of  Public  Law 
85-315  (71  Stat.  636;  45  U.8.C.  1975d(f)  ). 
the  Commission  on  Civil  Rights  may 
hold  hearings  and  issue  subpenas  or 
authorize  a  subcommittee  to  hold  hear- 
ings and  issue  subpenas  under  the  fol- 
lowing conditions:  The  Commission,  or 
on  the  authorization  of  the  Commission 
any  subcommittee  of  two  or  more  mem- 
bers, at  least  one  of  whom  shall  be  of 
each  major  political  party,  may.  for  the 
purpose  of  carrying  out  the  provisions  of 
this  Act.  hold  such  hearings  and  act  at 
such  times  and  places  as  the  Commission 
or  such  authorized  subcommittee  may 
deem  advisable.  Subpenas  for  the  at- 
tendance and  testimony  of  witnesses  or 
the  production  of  written  or  other  matter 
may  be  issued  in  accordance  with  the 
rules  of  the  Commission  as  contained  in 
§}  701.20  and  701.21,  over  the  signature 
of  the  Chairman  of  the  Commission  or  of 
such  subcommittee,  and  may  be  served 
by  any  person  designated  by  such 
Chairman 

§  701.2       \id  of  (-uiirl<«  in  «-nf<>r«-iiig  oiih- 
prnai). 

Section  105(g>  of  Public  Law  85-315 
(71  Stat.  636;  42  U.S.C.  1975(g)).  pro- 
vides that  in  case  of  contumacy  or  re- 
fusal to  obey  a  subpena,  any  district 
court  of  the  United  States  or  the  United 
States  court  of  any  Territory  or  posses- 
sion, or  the  Ertstrtct  Court  of  the  United 
States  for  the  District  of  Columbia, 
within  the  jurisdiction  of  which  the  in- 
quiry is  carried  on  or  within  the  juris- 
diction of  which  said  person  guilty  of 
contumacy  or  refusal  to  obey  is  found 
or  resides  or  transacts  business,  u[>on 
application  by  the  Attorney  Oeneral  of 
the  United  States  shall  have  jurisdiction 
to  issue  to  such  person  an  order  requiring 
such  person  to  appear  before  the  Com- 
mission or  a  subcommittee  thereof,  there 
to  produce  evidence  if  so  ordered,  or 
there    to   give    testimony    touching   the 


matter  under  investigation;  uiA  an, 
failure  to  obey  such  order  of  the  eom 
may  be  punished  by  said  court  u  t^ 
tempt  thereof.  ^ 

§  701.3      OniIih  and   affimiaUoaa. 

Section  401  of  Public  Law  86-lu  (u 
Stat  89;  42  U.S.C.  1976d(h))  pro^ 
that  each  member  of  the  CocninliiZ 
shall  have  the  power  and  authnt^te 
administer  oaths  or  take  stateme&te  tf 
witnesses  under  affirmation. 

Statutory  Rules  or  PROCEDxnii 

§701.11      OpeninK   statentent. 

The  Chairman  or  one  designated  br 
him  to  act  as  Chairman  at  a  hearint  o( 
the  Commission  shall  announce  In  u 
opening  statement   the  subject  of  tbe 

hearing. 

§  701.12      Copy    of   rules. 

A  copy  of  the  Commission's  rules  AtH 
be  made  available  to  the  witness  befon 
the  Commission. 

§701.13      .Allendanre   uf  rounsH. 

Witnesses  at  the  hearings  may  be  ic- 
companied  by  their  own  counsel  for  the 
purpose  of  advising  them  concemini 
their  constitutional  rights. 

§  701.1  I     On-iire  anil  exriiixion  of  roaa- 
H<-i. 

The  Chairman  or  Acting  Chainusn 
may  punish  breaches  of  order  ami  de- 
corum and  unprofessional  ethics  on  the 
part  of  counsel,  by  censure  and  exclusiot 
from  the  hearings. 

§  701. 1. >      DefuiiiHlury,  degrading,  or  ia- 
i-riniinulinK   e>idmre. 

If  the  Commission  determines  that 
evidence  or  testimony  at  any  hearlni 
may  tend  to  defame,  degrade,  or  Incrimi- 
nate any  person,  it  shall  (a)  receive  such 
evidence  or  testimony  In  executive  ses- 
sion; (b)  afford  such  person  an  oppor- 
tunity voluntarily  to  appear  as  a  wltnen; 
and  (c)  receive  and  dispose  of  request! 
from  such  person  to  subpena  additlonil 
witnesses. 

t^  701.16      KiMiiK-olo     for    adciilional    wil- 
neH«e«. 

Except  as  provided  in  U  701.1  ud 
701.15,  the  Chairman  shall  receive  snd 
the  Commission  shall  dispose  of  requesti 
to  subpena  additional  witnesses. 

§  701.17      KeleoMe  of  e>idence  taken  ii 
exmilivp    M4>'*i«ion. 

No  evidence  or  testimony  taken  in  ex- 
ecutive session  may  be  released  or  used 
in  public  sessions  without  the  coDMOt 
of  the  Commission.  Whoever  releues  or 
uses  in  public  without  the  consent  of  the 
Commission  evidence  or  testimony  taken 
in  executive  session  shall  be  fined  not 
more  than  $1,000,  or  imprisoned  for  not 
more  than  one  year. 

§  701.18      .Suhmifiwioii    of    wrillen    sUle- 
nifnlK. 

In  the  discretion  of  the  Commission, 
witnesses  may  submit  brief  and  pertiMOt 
sworn  statements  In  writing  for  incffl- 
sion  in  the  record.  The  Commlssk»li 
the  sole  judge  of  the  pertinency  of  test^ 
mony  and  evidence  adduced  »t  Iti 
hearing.s. 
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r    fi^rtday,  February  IS,  1962 

|7fl.l9     Tr«n»crlpH. 

T*w«  oayment  of  the  cost  thereof,  a 

jSm  mu  obUln  a  transcript  copy  of 

SrStimony  given  at  a  public  session 

•friven  »t  an  executive  session,  when 

JtSorlsed  by  the  Commission, 

1 701  JO     Wilnw*  fee*. 

A  Witness  attending  any  session  of  the 
-Alugion  shall  receive  $4  for  each 
SSattendance  and  for  the  time  neces- 
Slrto  occupied  m  going  to  and  returning 
Unoi  the  same,  and  8  cents  per  mile  for 
i2m  from  and  returning  to  his  place  of 
^^ce.  Witnesses  who  attend  at 
o^nU  so  far  removed  from  their  respec- 
JIU^  residences  as  to  prohibit  return 
tbereto  from  day  to  day  shall  be  entitled 
to  an  additional  allowance  of  $12  per 
its  for  expenses  of  subsistence,  includ- 
iQg  the  time  necessarily  occupied  in 
loing  to  and  returning  from  the  place  of 
attendance.  Mileage  payments  shall  be 
tendered  to  the  witness  upon  service  of 
gubpena  issued  on  behalf  of  the  Commis- 
lion  or  any  subcommittee  thereof. 
{701.21  Reslrinion  on  iniiuanrc  of  sub- 
pena. 
The  Commission  shall  not  issue  any 
(ulipena  for  the  attendance  and  testi- 
Booy  of  witnesses  or  for  the  production 
of  written  or  other  matter  which  would 
.require  the  presence  of  the  party  sub- 
|(naed  at  a  hearing  to  be  held  outside 
'of  the  State,  wherein  the  witness  is 
found  or  resides  or  transacts  business. 

SlTPPLEiKNTARY  RULES  OF  PROCEDURE 

(701.25      Inrorporalion     of     filututory 
mieft. 

All  the  provisions  of  section  102  of 
Public  Law  85-315,  incorporated  in 
11701.11  to  701.21,  shall  be  applicable 
to  and  govern  the  proceedings  of  all  sub- 
committees appointed  by  the  Commis- 
ikm  pursuant  to  section  105(f)  of  Pub- 
lie  Law  85-315,  incorporated  in  S  701.1. 

1 70U6     Nunibrr  uf  C'oniniiiiHionera. 

At  least  two  members  of  the  Conunis- 
lioD  must  be  present  at  any  hearing  of 
the  Commission  or  of  any  subconunittee 
thereof. 

|70U7      .Approval  of  licaringn. 

The  holding  of  hearings  by  the  Com- 
Blsslon,  or  the  appointment  of  a  sub- 
eommlttee  to  hold  hearings  pursuant  to 
the  provisions  of  S  701.1,  must  be  ap- 
prored  by  a  majority  of  the  members  of 
the  Commission,  or  by  a  majority  of  the 
■embers  present  at  a  meeting  at  which 
It  least  a  quorum  of  four  members  is 
present. 

1 701.28     Form   uf   ^ubprnait. 

Subpenas  for  the  attendance  and  testi- 
■Moy  of  witnesses  or  the  production  of 
written  or  other  matter  shall  be  issued 
over  the  signature  of  the  Chairman  of 
the  Commission  or  the  Chairman  of  a 
aiboommittee. 
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I  701.29     iMuancc  of  subpenaa. 

Subpenas  may  be  issued  by  the  Chair- 
man of  the  Ctommtairton  or  subconunittee, 
or  by  the  Chairman  upon  the  request  of 
a  member  of  the  Commission  or  subcom- 
mittee. 

§  701.S0     Transrripca. 

An  accurate  transcript  shall  be  made 
of  the  testimony  of  all  witnesses  at  all 
hearings,  either  public  or  executive  ses- 
sions, of  the  Commission  or  of  any  sub- 
committee thereof.  Each  witness  shall 
have  the  right  to  inspect  the  record  of 
his  own  testimony.  A  transcript  copy 
of  his  testimony  may  be  purchased  by  a 
witness  pursuant  to  §  701.19.  Transcript 
copies  of  public  sessions  may  be  ob- 
tained by  the  public  upon  payment  of  the 
cost  thereof. 

§  701.31      Time  for  filing  prepared  8lute- 
mriita. 

Any  witness  desiring  to  read  a  pre- 
pared statement  at  a  hearing  shall  file 
a  copy  with  the  Commission  or  subcom- 
mittee 24  hours  in  advance,  llie  Com- 
mission or  subcommittee  shall  decide 
whether  to  permit  the  reading  of  such 
statement. 

§  701.32     Contents  of  reeord. 

The  Commission  or  subcommittee 
shall  decide  whether  written  statements 
or  documents  sulnnitted  to  it  shall  be 
placed  in  the  record  of  the  hearing. 

§  701.33      Interrogation  of  witnesses. 

Interrogation  of  witnesses  at  hearings 
shall  be  conducted  only  by  members  of 
the  Conunission  or  by  authorized  staff 
personnel. 

§  701.34      Defamatory,  degrading,  or  in- 
criminating evidenee. 

If  the  Commission,  or  any  subcommit- 
tee thereof,  pursuant  to  8  701.15.  deter- 
mines that  evidence  or  testimony  at  any 
hearing  may  tend  to  defame,  degrade, 
or  incriminate  any  person.  It  shall  advise 
such  person  that  such  evidence  has  been 
glren,  and  It  shall  afford  such  person 
an  opportunity  to  read  the  pertinent 
testimony  aiKl  to  appear  as  a  volimtary 
witness  or  to  file  a  sworn  statement  in 
his  behalf. 

§  701.35      Attendance   of   ncH»<   media. 

Subject  to  the  physical  limitations  of 
the  hearing  room  and  consideration  of 
the  physical  comfort  of  Commission 
members,  staff,  and  witnesses,  equal  and 
reasonable  access  for  coverage  of  the 
hearings  shall  be  provided  to  the  various 
means'  of  communications,  including 
newspapers,  magazines,  radio,  news  reels, 
and  television.  However,  no  witness 
shall  be  televised,  filmed  or  photo - 
griMPiied  during  the  hearing  if  he  objects 
on  the  ground  of  distraction,  harass- 
ment, or  physical  handipap. 

JOHK  A.  Hannah, 
Chairman . 
Commission  on  CivU  Rights. 

[P.R.    Doe.    62-1669:    Filed,    Peb.    14.   1062; 
S:48ajn.] 
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Title  50— WILDLIFE  AND 
FISHERIES 

Chapter  I — Bureau  of  Sporf  Fisheries 
and  Wildlife,  Fish  and  Wildlife 
Service,  Department  of  the  Interior 

PART  33— SPORT  FISHING 

White  River  Nationat  Wildlife  Refuge, 
Arkansas 

The  following  special  regulation  is  is- 
sued and  is  effective  on  date  of  publica- 
tion in  the  Federal  Reoistik. 

§  33.5    Special  regulations;  sport  fishing; 
for  individual  wildlife  refuge  areas. 

Arkansas 

white  river  national  wildlife  retuce 

Sport  fishing  on  the  White  River  Na- 
tional Wildlife  Refuge,  Arkansas,  is  per- 
mitted only  on  the  areas  designated  by 
signs  as  open  to  fishing.'  This  open 
area,  comprising  2,592  acres  or  2  per- 
cent of  the  total  area  of  the  refuge,  is 
delineated  on  a  map  avaiLable  at  the 
refuge  headquarters  and  from  the  office 
of  the  Regional  Director,  Bureau  of 
Sport  Fisheries  and  Wildlife,  Peachtree- 
Seventh  Building,  Atlanta  23,  Oeorgia. 
Sport  fishing  is  subject  to  the  following 
conditions : 

<a)  Species  permitted  to  be  taken: 
Black  bass,  bream,  crappie,  perch  and 
pike;  and  other  minor  species  permitted 
by  State  regulations. 

(b)  Open  season:  March  16,  1962, 
through  October  31,1962. 

(c)  Dally  creel  limits:  Black  bass — 10, 
crappie — 20,  bream,  perch  and  sunfish — 
50  each  or  in  aggregate.  Other  minor 
species  as'  prescribed  by  State  regula- 
tions. 

(d)  Methods  of  fishing: 

(1)  Pole  and  line,  rod  and  reel,  arti- 
ficial and  live  bait  permitted. 

( 2 )  Rowboats,  canoes,  other  type  boats 
and  motors  are  permitted  to  use  refuge 
waters  provided  owner  identification 
tags  are  securely  aflBxed.  Boats  without 
tags  prohibited. 

(c)  Other  provisions: 

<  1)  The  provisions  of  this  special  reg- 
ulation supplement  the  regulations  which 
govern  fishing  on  wildlife  refuge  areas 
generally  which  are  set  forth  in  Title  50, 
Code  of  Federal  Regulations.  Part  33. 

(2)  A  Federal  permit  is  not  required 
to  enter  the  public  fishing  area. 

(3)  The  provisions  of  this  special  reg- 
ulation are  effective  to  November  1,  1962. 

James  R.  Fielding, 
Acting  Regional  Director,  Bureau 
of  Sport  Fisheries  and  Wildlife. 

[FR.    Doc.    62-1562:    PUed,    Feb.    14.    1962; 
8:48  ajn.] 


PART  33— SPORT  FISHING 

Pathfinder  National  Wildlife  Refuge, 
Wyoming;  Correction 

In  F.R.  Doc.  62-329,  appearing  at  page 
313  of  the  issue  for  Thursday,  January 
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11.   1962    (27   F.R.   313).   paragraph    (c) 
should  be  changed  to  read  as  follows  l 

(c)  Daily  creel  limits:  Trout  6.  or  10 
pounds  and  1  fish,  plus  other  creel  limits 
for  minor  species  as  are  prescribed  for 
State  regulations. 

Dated:  February  9.  1962 

John  C.  Gatlin. 
Regional  Director.  Bureau  of 
Sport  Fisheries  and  Wildlife. 

|FR      Doc      62    1527;     Piled.    Feb      14      1962; 
8;45  am  | 


Chapter    II — Bureau    of    Commercial 
Fisheries,  Department  of  the  Interior 

SUBCHAPTER  C — AQUATIC  MAMMALS  OTHER 
THAN    WHALES 

PART  215— ADMINISTRATION  OF 
THE  PRIBILOF  ISLANDS 

Landing  and  Use  of  Liquor 

On  page  10640  of  the  Federal  Register 
of  November  14.  1961.  there  was  pub- 
lished a  notice  of  a  proposal  to  amend 
50  CFR  Part  215  by  deleting  all  of  Sub- 
part B  thereof  which  prohibits  the  land- 
ing and  use  of  liquor  on  the  Pribilof 
Islands.  The  authority  to  issue  such 
regulations  is  vested  in  the  Secretary  of 
the  Interior  by  section  8  of  the  act  of 
February  26.  1944  (58  Stat.  102;  16  U.S.C. 
63 Ih).  The  purpose  of  the  revision  is 
to  respond  to  a  request  of  the  residents 
of  the  Pribilof  Islands  made  through 
their  duly  elected  representatives  that 
control  of  alcoholic  beverages  be  accom- 
plished by  State  law  and  local  ordi- 
nances rather  than  by  Federal  flat. 

Interested  persons  were  given  30  days 
within  which  to  submit  written  com- 
ments, suggestions  or  objections  with 
respect  to  the  proposed  revision.  Eight 
objections  from  within  the  State  of 
Alaska  and  two  objections  from  outside 
the  State  were  received  and  carefully 
considered. 

The  Department  is  aware  of  the  fact 
that  indiscriminate  use  of  alcoholic  bev- 
erages can  raise  problems  in  areas  such 
as  the  Islands  involved  in  this  determi- 
nation. It  Is  recognized  that  the  people 
of  the  Pribilof  Islands  are  full-fledged 
citizens  of  the  State  of  Alaska,  and  as 
such  have  the  right  of  self-determina- 
tion. Further,  In  the  exercise  of  such 
right  they  have  adopted,  and  are  pre- 
pared to  enforce,  ordinances  to  regulate 
the  possession  and  use  of  such  beverages. 
Accordingly,  effective  on  May  15,  1962. 
Subpart  B.  Part  215.  Title  50,  Code  of 
Federal  Regulations,  is  deleted  in  its 
entirety. 
(58  Stat   102;  16  UJ3.C.  Mlh) 

Stiwart  L.  Udall. 
Secretary  of  the  Interior. 

February  9,  1962. 

|FR     Doc     62-1551:    FUed.    Feb.    14.    1M2: 
8:48  a.m.] 
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lEPMITMENT  OF  HEALTH,  EDU- 
CATION, AND  WaPARE 

Pood  and  Drug  Administration 

[21   CFR   Part  120  1 

TflLEIANCES  AND  EXEMPTIONS 
FIOM  TOLERANCES  FOR  PESTICIDE 
CHEMICALS  IN  OR  ON  RAW  AGRI- 
CULTURAL COMMODITIES 

Notice  of  Filing  of  Petition 

Pujguant  to  the  provisions  of  the 
■Merftl  P^od,  Drug,  and  Cosmetic  Act 
S  408(d)(1).  68  Stat.  512;  21  UJ3.C. 
t4ta(d)  (1) ) .  notice  is  given  that  a  peti- 
^bM  been  fUed  by  Union  Carbide 
Corporation.  270  Park  Avenue,  New  York 
17  New  York,  proposing  the  estabUsh- 
B^t  of  a  tolerance  of  10  parts  per 
jjUUon  for  residues  of  1-naphthyl 
W-methylcarbamate  in  or  on  olives. 

Tbe  analytical  method  proposed  in  the 
petitton  for  determining  residues  of 
iTniphthyl  N-methylcarbamate  is  that 
deacribed  in  the  Federal  Regxstir  of 
January  9.  1959  (24  F.R.  238).  with 
minor  modifications. 

Dated:  February  9,  1962. 

Robert  S.  Roe. 
Director,  Bureau  of 
Biological  and  Physical  Sciences. 

|PJl.  Doc.    62-1566;    Piled.    Feb.    14,    IdCa; 
8:49  a.m.] 


[21    CFR   Part   120  1 

TOLERANCES  AND  EXEMPTIONS 
FROM  TOLERANCES  FOR  PESTICIDE 
CHEMICALS  IN  OR  ON  RAW  AGRI- 
CULTURAL COMMODITIES 

Tttradifon;  Notice  of  Filing  of 
Petition 

Pursuant  to  the  provisions  of  the  Fed- 
enl  Food.  Drug,  and  Cosmetic  Act  (sec. 
4N(d)(l),  68  Stat.  512;  21  U.S.C.  346a 
(d)(1)),  notice  Is  given  that  a  petition 
hubeen  filed  by  Niagara  Chemical  Divi- 
don,  FMC  Corporation,  Middleport,  New 
Toit,  proposing  the  establishment  of 
faderances  for  residues  of  tetradifon 
(l,4J(,4'-tetrachlorodiphenyl  sulfone)  In 
or  oa  peppermint  and  spearmint  at  100 
ptrta  per  million  and  in  or  on  melons, 
pumpkins,  watermelons,  and  winter 
aiuasb  at  1  part  per  million. 

The  analytical  methods  proposed  in 
tbe  petition  for  determining  residues  of 
tetradifon  are  the  methods  published  in 
tbe  Federal  Register  of  November  16, 
l»«(25FJl.  10891). 

Dated:  February 9. 1962. 

Robert  S.  Roe. 
Director,  Bureau  of 
Biological  and  Physical  Sciences. 

I'-B.  Doc.    62-1567;    Filed.    Feb.    14,    19«2; 
8:49  am.] 

No.  32 —   3 


[21    CFR  Parts   120,   121  1 

PESTICIDE  RESIDUES;  FOOD 
ADDITIVES 

Ethion;  Notice  of  Filing  of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food.  Drug,  and  Cosmetic  Act  (sees. 
408(d)(1).  409(b)(5),  68  Stat.  512;  72 
Stat.  1786;  21  UJS.C.  346a(d)  (1) ,  348(b) 
(5)).  the  following  notice  is  issued: 

A  petition  has  been  filed  by  Niagara 
Chemical  Division,  FMC  Corporation, 
Middleport.  New  York,  proposing  the 
establishment  of  a  tolerance  of  2  parts 
per  million  for  residues  of  ethion 
(0,0,0',0', -tetraethyl  S,S' -methylene 
bistdiosphorodithioate)  in  or  on  lemons, 
tangelos.  and  tangerines,  and  an  in- 
crease from  1  part  per  million  to  2  parts 
per  million  in  tolerances  for  residues  of 
ethion  in  or  on  beans,  grapefruit,  or- 
anges, strawberries,  and  tomatoes. 

The  petition  also  proposes  an  increase 
fr<Mn  5  parts  per  million  to  10  parts  per 
million  in  the  food  additive  tolerance 
prescribed  in  S  121.211  for  residues  of 
this  pesticide  chemical  in  dehydrated 
citrus  pulp  resulting  from  carryover  and 
concentration  of  residues  in  this  feed 
item  processed  from  such  citrus  fruits. 

The  analytical  methods  proposed  in 
the  petition  for  determining  residues  of 
ethion  are  the  colorimetric  method  and 
enzymatic  method  published  in  the  Fed- 
eral RBGEsm  of  August  18,  1959  (25 
FR.  6696).  The  colorimetric  method 
has  been  modified  by  mercuric  chloride 
and  sodium  hydroxide  treatments  to 
eliminate  interferences  from  other  phos- 
phorodithioate  pesticides.  In  addition, 
an  infrared  method  is  given. 

Dated:  Feburary  9, 1962. 

J.  K.  Kirk, 
Assistant  Commissioner 
of  Food  and  Drugs. 

[FJl.    Doc.    62-1568;    Filed.    Feb.    14,    1962; 
8:49  a.m.] 


p     [21   CFR  Part  121  1 

FOOD  ADDITIVES 
Nolle*  of  Filing  of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food,  I>nig.  and  Cosmetic  Act  (sec. 
409(b)(6),  72  Stat.  1786;  21  n.S.C.  348 
(b)  (5) ) .  notice  is  given  that  a  petition 
(FAP  689)  has  been  filed  by  The  Dow 
Chonlcal  Company.  Midland.  Michigan, 
proposing  the  issuance  of  a  regulation 
to  provide  for  the  safe  use  of  zoalene  in 
turk^  feed  at  levels  of  0.0125  percent 
to  0.01875  percent  for  the  prevention  and 
control  of  coccidiosis. 

Dated:  February  9,  1962. 

J.  K.  Kirk, 
Assistant  Commissioner 
of  Food  and  Drugs. 

[F.R.    Doc.    62-1666;    Piled.    Feb.    14,    1962; 
8:49  ajn.] 


[21   CFR  Ports  141a,  141b,  141c, 
141d,  141«] 

TABLETS  OF  ANTIBIOTIC  AND  ANTI- 
BIOTIC-CONTAINING  DRUGS 

Proposed  Procedure  for  Testing 
Disintegration  Time 

The  Commissioner  of  Food  and  Drugs, 
pursuant  to  the  provisions  of  the  Fed- 
eral Food,  Drug,  and  Cosmetic  Act  (sec. 
507,  59  Stat.  463  as  amended;  21  UJS.C. 
357) ,  end  under  the  authority  delegated 
to  him  by  the  Secretary  of  Health,  Ed- 
ucation, and  Welfare  (25  FR.  8625), 
proposes  to  amend  the  regulation  for 
tests  and  methods  of  assay  for  antibiotic 
and  antibiotic-containing  drugs  to  pro- 
vide tests  for  disintegration  time  for 
these  drugs  manufactured  in  tablet 
form.  It  is  proposed  to  effect  these 
amendments  as  follows: 

1.  By  adding  to  §  141a.9  Penicillin 
tablets  the  following  new  paragraph  (c) : 

(c)  Disintegration  time — (1)  Un- 
coated  tablets.  Proceed  as  directed  in 
the  U.SP.,  using  simulated  gastric  fluid 
test  solution.  The  tablets  are  satisfac- 
tory if  they  disintegrate  within  1  hour. 

(2)  Plain  coated  tablets.  Proceed  as 
directed  in  the  UJ3P.  If  the  tablets 
have  not  disintegrated  after  30  minutes 
in  the  gastric  fluid,  use  simulated  in- 
testinal fluid  for  an  additional  30  min- 
utes. The  tablets  are  satisfactory  if 
they  disintegrate  within  1  hour. 

2.  By  adding  to  §  141a.l6  Tablets 
aluminum  penicillin  the  following  new 
paragraph  (c) : 

(c)  Disintegration  time.  Proceed  as 
directed  in  S  141a.9(c). 

3.  By  adding  to  S  141a.64  PenicilUn- 
streptomycin  tablets  *  ♦  •  the  follow- 
ing new  paragraph  (c) : 

(c)  Disintegration  time.  Proceed  as 
directed  in  §  141a.9(c) . 

4.  By  adding  to  S  141a.70  Tablets  ben- 
zathine penicillin  G  and  crystalline  pen- 
icillin the  following  new  paragraph  (c) : 

(c)  Disintegration  time.  Proceed  as 
directed  in  §  141a.9(c) . 

5.  By  adding  to  §  141a.84  Tablets  ben- 
zathine penicillin  G  and  penicillin  V  the 
following  new  paragraph  (c) : 

(c)  Disintegration  time.  Proceed  as 
directed  in  §  141a.9(c) . 

6.  By  adding  to  S  141a.l01  PJienethicQ- 
lin  potassium  {potassium  a-phenoxy- 
ethyl  penicillin)  tablets  the  following 
new  paragrai^  (c) : 

(c)  Disintegration  time.  Proceed  as 
directed  in  9  141a.9(c). 

7.  By  adding  to  S  141b.l09  Streptomif- 
cin  tablets  the  following  new  paragrapti 

(c): 

(c)  Disintegration  time.  Proceed  as 
directed  in  §  141a.9(c) . 
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8.  By  adding  to  paragraph  (a)  of 
i  141b.ll2  Streptomycin-pottfmyxin-bW' 
itractn  tablets  the  followint  new  sub- 
paragraph (3) : 

(3)  Disintegration  time.  Proceed  as 
directed  in  il4la.9(c). 

9.  By  adding  to  !  141b. 136  Streptomy- 
cin-polymyxin  tablets  •  •  •  the  follow- 
ing new  paragraph  (c) : 

(c)  DisHitegration  time.  Proceed  as 
directed  In  S  141a.9(c). 

10.  By  adding  to  3  141c. 207  Chlortetra- 
cycline  tablets  •  •  •  the  following  new 
paragraph  (c) : 

(c)  Disinteffration  time.  Proceed  as 
directed  in  S  141a.9(c). 

11.  By  redesignating  paragraph  (an  1  > 
of  I  141C.225  Tetracycline  hydrochloride- 
nystotm  tobtetj  as  subparagraph  (2)  and 
by  adding  to  paragraph  (a)  a  new  sub- 
paragraph (3) : 

(3)  Disintegration  time.  Proceed  as 
directed  In  S  141a.9(c). 

12.  By  adding  to  i  141C.228  Tetracy- 
cline hydrochloride -Tieomycin  tablets  the 
following  new  paragraph  (c) : 

(c)  Disintegration  time.  Proceed  as 
directed  in  9  141aJ)(c) . 

13.  By  adding  to  S  141c.238  Tablets 
tetracycline  hydrochloride  and  novobio- 
cin the  following  new  paragraph  ( d ) : 

(d)  Disintegration  time.  Proceed  as 
directed  in  9  141a.9(c). 

14.  By  adding  to  9  141d.310  Chloram- 
phenicol tablets  the  following  new  para- 
graph (d) : 

(d)  Disintegration  time.  Proceed  as 
directed  in  9  141a.9(c). 

15.  By  adding  to  9  141e.403  Bacitracin 
tablets  •  •  •  the  following  new  para- 
graph (c) : 

(c)  Disintegration  time.  Proceed  as 
directed  in  9  141a.9(c). 

16.  By  adding  to  paragraph  (a)  of 
9  141e.410  Bacitracin-neomycin  tablets 
•  •  •  the  following  new  subparagraph 
(3): 

(3)  Disintegration  time.  Proceed  as 
directed  in  9  141a.9(c». 

17.  By  adding  to  9  141e  412  Bacitra- 
cin-polymyxin tablets  the  following  new 
paragraph-  (o  : 

(c)  Disintegration  time.  Proceed  as 
directed  in  9  141a.9(c>. 

18.  By  adding  to  9  141e.426  Tablets 
bacitracin  methylene  disalicylate  and 
streptomycin  sulfate  oral  veterinary  the 
following  new  paragraph  ( c  > : 

(c)  Disintegration  time.  Proceed  as 
directed  in  9  141a.9(c>. 

Any  interested  person  may.  within  30 
days  from  the  publication  of  this  notice 
In  the  Federal  Register,  submit  written 
views  and  comments  on  these  proposed 
amendments.  Such  comments  should  be 
submitted  in  triplicate  and  addressed  to 
the  HAftrJng  Clerk.  Department  of 
Health,  Education,  and  Welfare,  Room 
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5440,    330    Independence    Avenue   SW, 
Washington  35,  D.C. 

Dated:  February  8.  1962. 

John  L.  Harvey, 
Deputy  Commissioner 
0/  Food  and  Drugs. 

[FR     Doc     62   1548;     Piled.    Feb.    14,     1962; 
8  47  a  m  1 


I  21  CFR  Parts  146a,  146b,  146c, 
146d,   146el 

TABLETS  OF  ANTIBIOTIC  AND  ANTI 
BIOTIC-CONTAINING  DRUGS 

Proposed  Requirements  for  Dis- 
integration  of  Tablets 

The  Commissioner  of  Food  and  Drugs, 
pursuant  to  the  provisions  of  the  Federal 
Food.  Drug,  and  Cosmetic  Act  <sec.  507. 
59  Stat.  463  as  amended;  21  U.S.C.  357). 
and  under  the  authority  delegated  to 
him  by  the  Secretary  of  Health.  Educa- 
tion, and  Welfare  (25  F.R.  8625),  pro- 
poses to  amend  the  regulation  for 
certification  of  antibiotic  and  antibiotic- 
containing  drugs  to  require  specified  dis- 
integration time  for  these  drugs  manu- 
factured In  tablet  form.  It  Is  proposed 
to  effect  these  amendments  as  follows: 

1.  It  Is  proposed  that  9  146a. 17  be 
am^ded  as  follows: 

a.  By  changing  paragraph  <a)  to 
read: 

§  116a. 17  Phrnelhirillin  polaxsium  (po- 
ta»Niuni  o-Phrnoxyelliyl  p^ncillin) 
tablrtn. 

(a»  Standards  of  identity,  strength, 
quality,  and  purity.  Phenethlcillin  po- 
tassium tablets  are  tablets  composed  of 
phenethlcillin  potassium,  with  or  with- 
out one  or  more  suitable  and  harmless 
buffer  substances,  diluents,  binders,  lu- 
bricants, colorings,  and  flavorings,  with 
or  without  one  or  more  suitable  analgesic 
substances,  antlhlstamlnics.  and  vaso- 
constrictors. The  potency  of  each  tablet 
is  not  less  than  50.000  units,  and  if  It  is 
less  than  100.000  units  it  Is  unscored. 
Its  moisture  content  Is  not  more  than 
1.5  percent.  Tablets  not  exceeding  15 
millimeters  In  diameter  or  not  intended 
only  for  preparing  solutions  shall  disin- 
tegrate within  1  hour.  The  phenethlcil- 
lin potassium  conforms  to  the  require- 
ments of  9  146a.l6(a».  Each  other  sub- 
stance used.  If  its  name  is  recognized  in 
the  U.S.P.  or  N  F  .  conforms  to  the  stand- 
ards prescribed  by  sucii  official  com- 
pendium. 

b.  By  changing  paragraph  '<i<>2>n< 
to  read: 

111  The  batch:  Average  potency  per 
tablet,  average  moisture,  and  if  required 
by  paragraph  <a»  of  this  section,  dis- 
integration time. 

c.  By  changing  paragraph  (d'<3Mii 
to  read: 

(i»   The  batch: 

<ai  For  potency  and  moisture:  One 
tablet  for  each  5.000  tablets  In  the  batch, 
but  In  no  case  less  than  30  tablets,  col- 
lected by  taking  single  tablets  through- 
out the  entire  time  of  tabletlng  so  that 


the  quantities  tableted  during  the  In. 
tervals  are  approximately  equal. 
(b)  For  disintegration  time:  6  tabkb 

d.  By  changing  paragraph  (e)(1)  u 
read : 

<  1 )  $0  75  for  each  tablet  In  the  unnb 
submitted  in  accordance  with  partgnnii 
(di<3>(i)ia>  of  this  section;  $3.00  f» 
all  tablets  submitted  in  accordance  with 
paragraph  i  d  m  3 )  i  i » ( b )  of  this  KctioB- 
$5  00  for  each  package  In  the  sample 
submitted  in  accordance  with  paragrsph 
I  d  >  <  3  >  •  11 )  of  this  section ;  $4.00  for  each 
package  in  the  sample  submitted  in  ac- 
cordance with  paragraph  (d)(3)<m)  gf 
this  section. 

g  1  16a. 27      I  Amendmenll 

2.  It  is  proposed  to  amend  1 14<aj7 
Penicillin  tablets  as  follows: 

a.  By  inserting  In  paragraph  (a)  the 
following  new  sentence  between  the  fifth 
and  sixth  sentences:  "Tablets  not  ex- 
ceeding 15  millimeters  in  diameter,  or 
not  Intended  only  for  preparing  sqIq. 
tions.  shall  disintegrate  within  1  hoar." 

b.  By  changing  paragraph  (d)(3)(i) 
to  read: 

li)  The  batch:  Average  potency  per 
tablet,  average  moisture,  and  if  required 
by  paragraph  (a)  of  this  section,  dii. 
integration  time. 

c.  By  changing  paragraph  (d)(3)(l) 
to  read: 

<i>   The  batch: 

<a)  For  potency  and  moisture:  One 
tablet  for  each  5,000  tablets  In  the  bstdi. 
but  In  no  case  less  than  30  tableti, 
collected  by  taking  single  tiUileti 
throughout  the  entire  time  of  tablettaf 
so  that  the  quantities  tableted  duitoc 
the  intervals  are  approximately  eqnsL 

lb)  For  disintegration  time:  6  tableti. 

d.  By  amending  paragraph  (e)(1)  to 
read: 

( 1 )  $0.75  for  each  tablet  in  the  sample 
submitted  in  accordance  with  pan- 
graph  (dM3)  (D  (a)  of  this  section;  $3jN 
for  all  tablets  submitted  In  accordanee 
with  paragraph  (d)<3)(i)(b)  of  thii 
section;  $4  00  for  each  package  in  the 
samples  submitted  in  accordance  with 
paragraph  (di  «3)  (ill)  of  this  section. 

§lt6a.3t       [.Vniendnirnt] 

3.  It  is  proposed  to  amend  S  146»J4 
Tablets  aluminum  penicillin  as  followi: 

a.  By  inserting  in  paragraph  (a)  the 
following  new  sentence  between  the 
fourth  and  fifth  sentences:  "Tableti no! 
exceeding  15  millimeters  in  diameter,  or 
not  Intended  only  for  preparing  lota- 
tions.  .shall  disintegrate  within  1  boar." 

b.  By  changing  paragraph  (d)(8)(l) 
to  read: 

ii»  The  batch:  Average  potency  pit 
tablet,  average  moisture,  and  if  requlisi 
by  paragraph  (a)  of  this  section,  dis- 
integration time. 

c.  By  changing  paragraph  (d)(S)(l) 
to  read: 

(i)   The  batch: 

(a)  For  potency  and  moisture:  OJ 
tablet  for  each  5,000  tablets  in  the  baw. 
but  in  no  case  less  than  30  tablets,  coi- 
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^^  WW  taking  single  tablets  through- 
*"oJrVntireUme  of  tablethig  so  that 
£  SLStles  tableted  during  the  in- 
**Xare  approximately  equal. 
'*^Ptor  disintegration  time:  6 

tsbieU- 
j^  By  unending  paragraph  (eXl)  to 

leMl: 
(1)  10  76  for  ^^^  tablet  in  the  sample 
Mitied  in  accordance  with  paragraph 
!7?S)(l)(o)   of  this  section;  $3.00  for 
II  tablets  submitted  in  accordance  with 
ZTMtru>ti  (d)  (3)  (i)(b>  of  this  section; 
SIflf  for  each  package  in  the  samples 
L^jjltted  in  accordance  with  paragraph 
Jjp(ji)  (ii)  and  (ill)  of  this  section. 
.  i4^aJ8      [  Amendnieiil  ] 

4  It  Is  proposed  to  amend  §  146a.88 
Penidain-ttreptomycin  tablets  •  •  •  by 
Changing  paragraph  (bXD  to  read  as 
foUows: 

(1)  $1.00  for  each  tablet  submitted  in 
ijcoritnce  with  the  requirements  of 
|Haa.27(d)(3)(l)  (at. 

{146k.l04      [Amendmenll 

5  It  is  proposed  to  amend  §  146b. 104 
Streptomycin  tablets;  dihydrostrepto- 
Mycta  tablets  as  follows : 

t.  By  Inserting  in  paragraph  (a)  the 
foDowiog  new  sentence  between  the 
(oorth  and  fifth  sentences :  "Tablets  not 
oeeeding  15  millimeters  in  diameter,  or 
not  Intended  only  for  preparing  solu- 
tk)08.  shall  disintegrate  within  1  hoxir." 

b.  By  changing  paragraph  (d)  (2)  (i) 
toresd: 

(i)  The  batch:  Average  potency  per 
taUet,  average  moisture,  and  if  required 
by  paragraph  (a)  of  this  section,  dis- 
interation  time.  | 

t  By  changing  paragraph  (d)  (3)  (1) 
toretd: 

(i)  The  batch :  ! 

(a)  For  potency  and  moisture:  One 
tablet  for  each  5,000  tablets  in  the  batch, 
bat  to  no  case  less  than  30  tablets,  col- 
lected by  taking  single  tablets  through- 
oat  the  entire  time  of  tabletlng  so  that 
the  quantities  tableted  during  the  In- 
temdi  are  approximately  equal. 

f(b)  For  disintegration  time:  6 
ttUets.  I 

d.  By  amending  paragraph  (e)(1)  to 
mi: 

(1)  $0.75  for  each  tablet  in  the  sample 
■knitted  in  accordance  with  paragraph 
(d)(t)(l)(a)  of  this  section;  $3.00  for 
iD  ttblets  submitted  in  accordance  with 
fsragraph  (d)  <3)  (i)  (b)  of  this  section; 
KN  for  each  package  in  the  samples 
■baltted  in  accordance  with  paragraph 
«1)(S)  (ii)  and  (ill)  of  this  section. 

ilMklOT      [Amendmenl] 

i  It  is  proposed  to  amend  §  146b.  107 
^fffptomycin-polymyxinbacitracin  tab' 
■(ti as  follows: 

*^  inserting  in  paragraph  (a)^  the 
"Owing  new  sentence  between  the 
^MUl  fourth  sentences:  "Tablets  not 
■wdlng  16  millimeters  in  diameter,  or 
Bot  intended  only  for  preparing  solu- 
■■^  shall  disintegrate  within  1  hour." 

^  By  changing  paragraph  (d)  (2)  (i) 
toretd: 
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(1)  The  batch:  Average  potency  per 
tablet,  average  moisture,  and  if  required 
by  paragn4>h  (a)  of  this  section,  disinte- 
gration time. 

c.  By  changing  paragraph  (d)(3)(i) 
to  read: 

<i)  The  batch: 

(0)  For  potency  and  moisture:  One 
tablet  for  each  5,000  tablets  in  the  batch, 
but  in  no  case  less  than  30  tablets,  col- 
lected by  taking  single  tablets  through- 
out the  entire  time  of  tabletlng  so  that 
the  quantities  tableted  during  the  inter- 
vals are  approximately  equal. 

(b)  For  disintegration  time:  6  tablets. 

d.  By  amending  paragraph  (e)<l»  to 
read: 

(1)  $1.00  for  each  tablet  in  the  sample 
submitted  in  accordance  with  paragraph 
(dXSXiXa)  of  this  section;  $3.00  for 
all  tablets  submitted  in  accordance  with 
paragraph  (d)  (3)  (i)  (b)  of  this  section; 
$4.00  for  each  package  in  the  samples 
submitted  in  accordance  with  paragraph 
(d)(3)  (ii).  (ill),  (iv),  and  (v)  of  this 
section. 

§  146c^07      [Amendment] 

7.  It  is  proposed  to  amend  §  146c.207 
Chlortetracycline  hydrochloride  tablets 
*  *  *  by  adding  to  paragraph  (a)  the 
following  new  sentences:  "In  addition  to 
the  requirements  prescribed  by  §  146c.- 
204,  tablets  not  exceeding  15  millimeters 
in  diameter,  or  not  intended  only  for 
preparing  solutions,  shall  disintegrate 
within  1  hoiu*.  A  person  who  requests 
certification  shall  therefore  also  submit 
for  disintegration-time  studies,  results  of 
this  test  made  by  him  and  a  sample  of 
6  tablets.  The  fee  for  the  tablets  sub- 
mitted for  disintegration-time  studies 
shaU  be  $3.00." 

§  146c.225      [Amendment] 

8.  It  is  proposed  to  amend  §  146c. 225 
Tetracycline  hydrochloride-nystatin  tab- 
lets by  adding  thereto  the  following 
sentences:  "In  addition  to  the  require- 
ments prescribed  by  §  146c.224,  tablets 
not  exceeding  15  millimeters  in  diameter, 
or  not  Intended  only  for  preparing  solu- 
tions, shall  disintegrate  within  1  hour. 
A  person  who  requests  certification  shall 
therefore  also  submit  for  disintegration- 
time  studies,  results  of  this  test  made  by 
him  and  a  sample  of  6  tablets.  The  fee 
for  the  tablets  submitted  for  disinte- 
gration-time studies  shall  be  $3.00." 

§  146c.228      [Amendment] 

9.  It  is  proposed  to  amend  §  146c.228 
Tetracycline  hydrochloride  -  neomycin' 
tablets  as  follows: 

a.  By  adding  to  paragraph  (a)  the 
following  new  sentence:  "Tablets  not 
exceeding  15  millimeters  in  diameter,  or 
not  intended  only  for  preparing  solu- 
tions, shall  disintegrate  within  1  hour." 

b.  By  changing  paragraph  (c)  to  read: 

(c)  In  addition  to  compljrlng  with  Uie 
requirements  of  S  146c.204(d),  a  poRon 
who  requests  certification  of  a  batch 
shall  Butamit  with  his  request  a  state- 
ment showing  the  number  of  milligrams 
of  tetracycline  hydrochloride  and  neo- 
mycin in  each  tablet  of  the  batch,  the 
batch  mark,  and.  if  required  by  para- 
graph (a)   of  this  section,  disintegra- 


1423 

tion  time,  and  (unless  it  was  previously 
submitted)  the  results  and  the  date  of 
the  latest  tests  and  assays  of  the  neo- 
mycin used  in  making  the  batch  for 
potency,  toxicity,  moistiu'e,  and  pH.  He 
shall  also  submit  in  connection  with  his 
request  (unless  it  was  previously  sub- 
mitted) a  sample  consisting  of  5  pack- 
ages containing  approximately  equal 
portions  of  not  less  than  0.5  gram  each 
of  the  neomycin  used  in  making  such 
batch,  and  a  sample  of  6  tablets  for 
disintegration-time  studies. 

c.  By  amending  paragraph  (d)  to  read 
as  follows: 

(d)  The  fees  for  the  services  rendered 
with  respect  to  the  samples  submitted 
in  accordance  with  the  requirements  of 
this  section  shall  be : 

(1)  $1.00  for  each  tablet  sulmiitted  in 
«,ccordance  with  the  requirements  of 
§  146c.204(d)(3)(i). 

(2)  $3.00  for  all  tablets  submitted  for 
disintegration-time  studies  in  accord- 
ance with  paragraph  (c)  of  this  section. 

§  146C.238      [Amendment] 

10.  It  is  proposed  to  amend  §  146c. 238 
Tablets  tetracycline  hydrochloride  and 
novobiocin  as  follows: 

a.  By  changing  paragraph  (b)  to 
read : 

(b)  The  moisture  content  of  the  tab- 
lets is  not  more  than  6  percent.  Tablets 
not  exceeding  15  millimeters  in  diameter, 
or  not  intended  only  for  preparing  solu- 
tions, shall  disintegrate  within  1  hour. 

b.  By  changing  paragraph  (d)  to  read: 

(d)  In  addition  to  complsring  with  the 
requirements  of  §  146C.204,  a  person  who 
requests  certification  of  a  batch  shall 
submit  with  his  request  a  stateanent 
showing  the  batch  mark,  and  if  required 
by  paragraph  (b)  of  this  section,  disin- 
tegration time,  and  (unless  previously 
submitted)  the  results  and  the  date  of 
the  latest  tests  and  assays  of  the  novobio- 
cin used  in  making  the  batch  for  potency, 
toxicity,  pH,  crystallinity,  and  moisture. 
He  shall  submit  a  sample  of  6  tablets  for 
disintegration-time  studies.  He  shall 
also  submit  in  connection  with  his  re- 
quest (vuiless  previously  submitted)  a 
sample  consisting  of  10  packages,  each 
containing  approximately  equal  portions 
of  not  less  than  300  milligrams  of  the 
novobiocin  used  in  making  the  batch. 

c.  By  changing  paragraph  (e)  to  read: 

(e)  The  fees  for  the  services  rendered 
with  respect  to  the  samples  submitted  in 
accordance  with  the  requirements  of  this 
section  shall  be: 

(1)  $1.00  for  each  tablet  submitted  in 
accordance  with  the  requirements  of 
§  146c.204(d)(3)(i). 

(2)  $3.00  for  all  tablets  submitted  for 
disintegration-time  studies  in  accord- 
ance with  paragraph  (d)  of  this  section. 

§  146d.310      [Amendment] 

11.  It  is  proposed  to  amend  §  146d.310 
Chloramphenicol  tablets  by  adding 
thereto  the  following  sentences:  "In 
addition  to  the  requirements  prescribed 
by  §  146d.302,  tablets  not  exceeding  15 
millimeters  in  diameter,  or  not  intended 
only  for  preparing  solutions,  shall  dis- 
integrate within  1  hour.    A  person  who 
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requests  certification  ihall  submit  for 
dislntegratlon-tlme  studies  resiilts  of 
this  test  made  by  him  and  a  sample  of 
6  tafcdets.  The  fee  for  the  tablets  sub- 
mitted for  the  disintegration-time 
studies  shaU  be  $3.00." 

§  146e.403      [.4inendinent] 

12.  It  Is  proposed  to  amend  S  I46e  403 
Bacitracin  tablets  •   •   •  as  follows: 

a.  By  changing  paragraph  •  a  •  to  read : 

(a^  Standards  of  identity,  strength. 
quality,  and  purity.  Bacitracin  tablets. 
zinc  bacitracin  tablets,  and  bacitracin 
methylene  disalicylate  tablets  are  tablets 
composed  of  bacitracin,  zinc  bacitracin. 
or  bacitracin  methylene  disalicylate. 
with  or  without  kaolin  and  pectin  and 
with  or  without  one  or  more  suitable  and 
harmless  buffer  substances,  diluents, 
binders,  lubricants,  colorings,  and  flavor- 
ings, and  with  or  without  a  suitable 
ameblcidal  agent.  The  potency  of  each 
tablet  Is  not  less  than  1.000  units  nor 
more  than  10.000  units.  Its  moisture 
content  Is  not  more  than  5  percent. 
Tablets  not  exceeding  15  millimeters  in 
diameter,  or  not  Intended  only  for  pre- 
paring solutions,  shall  disintegrate  within 
1  hour.  The  bacitracin  used  conforms 
to  the  standards  prescribed  therefor  by 
§146e.401(a),  except  §  146e.401ta)  (2>. 
(4).  and  (8).  The  zinc  bacitracin  used 
conforms  to  the  requirements  of  5  146e  - 
418(a).  The  bacitracin  methylene  di- 
salicylate used  conforms  to  the  require- 
ments of  §  146e. 416(a) .  Each  other  sub- 
stance used.  If  Its  name  is  recognized 
In  the  U.SP.  or  N.P..  conforms  to  the 
standards  prescribed  therefor  by  such 
official  compendium. 

b.  By  changing  paragraph  i  d  '  i  2  >  '  i  > 
to  read: 

(I)  The  batch:  Average  potency  per 
tablet,  average  moisture,  and  if  required 
by  paragraph  (a)  of  this  section,  dis- 
integration time. 

c.  By  changing  paragraph  i  d '  '  3  > '  p  to 
read: 

(1)  The  batch: 

(a)  For  potency  and  moisture:  One 
tablet  for  each  5.000  tablets  In  the  batch, 
but  in  no  case  less  than  30  tablets,  col- 
lected by  taking  single  tablets  through- 
out the  entire  time  of  tableting  so  that 
the  quantities  tableted  during  the  inter- 
vals are  approximately  equal. 

(b)  F\)r  disintegration  time:  6  tablets. 

d.  By  amending  paragraph  le^l'  to 
read: 

( 1 )  $0.75  for  each  tablet  in  the  sample 
submitted  In  accordance  with  paragraph 
(d)  (3)  (1)  (a)  of  this  section;  $3  00  for  all 
tablets  sulMnitted  in  accordance  with 
paragraph  <d)(S>ii>tb)  of  this  section: 
$4.00  for  each  package  in  the  samples 
submitted  in  accordance  with  paragraph 
Id)  (3)  "ii),  <iii',  (iv*.  and  <\<  of  this 
section. 

§  146e.426      [Amendmenl] 

13.  It  is  proposed  to  amend  5  146e  426 
Tablets  bacitracin  methylene  disalicy' 
late  and  streptomycin  sulfate  oral  vet- 
erinary as  follows: 

a.  By  changing  paragraph  ia>  to  read 
as  follows: 


PROPOSED  RULE  MAKING 

(a)  Each  tablet  shall  contain  not  less 
than  150  units  of  bacitracin  activity  and 
not  less  than  15  milligrams  of  streptomy- 
cin activity.  Tablets  not  exceeding  15 
millimeters  in  diameter,  or  not  intended 
only  for  preparing;  solutions,  shall  dis- 
integrate within  1  hour. 

b.  By  changinc;  paragraph  'c>  to  read 
a^  follows: 

<C'  In  lieu  of  the  directions  for  sam- 
pling the  batch  as  prescribed  in  5  146e  - 
417idM3M  11 ,  the  batch  shall  be  sampled 
as  follows: 

il>  For  potency  and  moisture:  One 
tablet  for  each  5.000  tableUs  in  the  batch, 
but  in  no  case  less  than  30  tablets,  col- 
lected by  taking  single  tablets  through- 
out the  entire  time  of  tableting  so  that 
the  quantities  tableted  during  the  inter- 
vals are  approximately  equal. 

(2  I  For  disintegration-time  studies:  6 
tablets. 

c  By  amending  paragraph  idi  to 
read: 

•  d»  The  fees  for  the  services  rendered 
with  respect  to  the  tablets  submitted  in 
■accordance  with  the  requirements  pre- 
scribed therefor  by  paragraph  (c)  of  this 
section  shall  be: 

1 1)  $1  00  for  each  tablet  submitted  in 
accordance  with  paragraph  icHi)  of 
this  section. 

i2i  $3.00  for  all  tablets  submitted  in 
accordance  with  paratiraph  icii2i  of 
this  section. 

Any  interested  person  may.  within  30 
days  from  the  publication  of  this  notice 
in  the  Federal  Register,  submit  written 
views  and  comments  on  these  proposed 
amendments.  Such  comments  should  be 
submitted  in  triplicate  and  addressed  to 
the  Hearing  Clerk.  Department  of 
Health.  Education,  and  Welfare.  Room 
5440,  330  Independence  Avenue  SW . 
Washington.  D.C. 


Dated: 


F  R     D.  K 


February  8,  1962. 

John  L.  Harvey, 
Deputy  Com.7nissioner 
of  Food  and  Drugs. 
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8  4: 


Filed. 
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DEPARTMENT  OF  THE  TREASURY 

Internal   Revenue   Service 
[  26   CFR    Part   1  ] 

INCOME  TAX;  TAXABLE  YEARS  BE- 
GINNING AFTER  DECEMBER  31, 
1953 

Small  Business  Investment  Companies 
and  Copyright  Royalties;  Notice  of 
Hearing   on    Proposed    Regulations 

The  proposed  amendment  to  the  regu- 
lations under  sections  533,  542  through 
544.  and  553  of  the  Code,  relating  to  small 
business  investment  companies  and 
copyright  royalties  for  purposes  of  per- 
sonal holding  company  tax.  was  pub- 
lished in  the  Federal  Register  for 
January  4.  1962 

A  public  hearing  on  the  provisions  of 
this  proposed  amendment  to  the  regula- 


tions will  be  held  on  Thursday  liAnJ.. 
1962,  at  10:00  a.m.,  e.s.t..  in  R«oai} 
Internal  Revenue  Building.  12th ^ 
Constitution  Avenue  NW.,  WashlmS! 

Per.sons  who  plan  to  attend  the  hetrii» 
are  requested  to  notify  the  CommiS^ 
of  Internal  Revenue,  Attention"  tT 
Wa-shmgton  25.  DC.  by  March  5^  19^' 

1  SEAL  1  Maurice  Lrwis 

Directur.  Technical  Planniiu 
Divisiun.  Internal  Revenue 
Service. 


F  R     D. 


62    1584;     Filed.    Feb     14    n^ 

8  51  am  1  '    ^ 


Thundtty-  February  IS,  /Jffl 


FEDERAL  AVIATION  AGENCY 

[14   CFR   Parts   600,  601  ] 

[Airspace  Docket  No.  eO-LA-lOOl 

FEDERAL   AIRWAYS  AND  CON- 
TROLLED  AIRSPACE 

Proposed   Revocation 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (14  CF8 
409.13),  notice  Ls  hereby  given  that  the 
Federal  Aviation  Agency  (FAA)  is  con- 
sidering amendments  to  Part  600  ud 
Part  601  of  the  regulations  of  the  Ad- 
ministrator, the  substance  of  which  it 
slated  below. 

Low  altitude  VOR  Federal  airway  No. 
291  extends  from  Drake,  Ariz.,  to  Tiili* 
City.  Ariz.  The  FAA  has  under  consid- 
eration the  revocation  of  this  airway  and 
its  associated  control  areas.  A  recent 
traffic  survey  indicated  no  Instrument 
Plight  Rules  traffic  on  this  airway  durim 
the  most  active  day  in  the  Phoenix,  Arix.. 
center  area  for  the  period  between  July  1, 
1960-June  30.  1961.  It  would  appear. 
therefore,  that  retention  of  this  airmu 
is  unjustified  as  an  assignment  of  air- 
space. Further,  it  appears  that  the  aret 
between  Drake  and  Tuba  City  Is  ad^ 
quately  served  by  VOR  Federal  alrwayi 
Nos.  257  and  210  on  which  the  minimum 
en  route  altitude  Is  lower. 

Interested  persons  may  submit  such 
written  data,  views,  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator,  Western  Region,  Attn: 
Chief.  Air  Traffic  Division,  Federal  Avia- 
tion Agency.  5651  West  Manchester  Ave- 
nue. P.O.  Box  90007.  Airport  Station, Lo 
Angeles  45,  Calif.  All  communicaOooi 
received  within  forty-five  days  after  pub- 
lication of  this  notice  in  the  PediralRk- 
isTER  will  be  considered  before  action  it 
taken  on  the  proposed  amendmMit.  No 
public  hearing  is  contemplated  at  thii 
time,  but  arrangements  for  informal  con- 
ferences with  Federal  Aviation  Agency 
officials  may  be  made  by  contacting  the 
Regional  Air  Traffic  Division  Chief,  or 
the  Chief,  Air.space  Utilization  E»vl*«. 
Federal  Aviation  Agency,  Washington », 
DC  Any  data,  views  or  arguments pr^ 
sentcd  during  such  conferences  must ata) 
be  submitted  in  writing  in  accordance 
with  this  notice  In  order  to  become  psrt 
of  the  record  for  consideration.  I"* 
proposal  contained  in  this  notice  BW 
be  changed   in  the  light  of  commente 

received. 

J 
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The  official  Docket  will  be  available  for 
examinatioa  by  interested  persons  at 
the  Docket  Section,  Federal  Aviation 
Agency.  Room  C-226,  1711  New  York 
Avenue  NW.,  Washington  25,  D.C.  An 
informal  Docket  will  also  be  available  for 
examination  at  the  office  of  the  Re- 
gional Air  Traffic  Division  Chief. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  U.S.C.  1348) . 

Issued  in  Washington,  D.C,  on  Feb- 
ruary 8.  1962. 

Clifford  P.  Burton, 

Acting  Chief, 
Airspace  Utilization  Division. 
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[P.R.    Doc.    62-1537:    Piled.    Feb. 
8:46  a.m.] 
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DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Indian  Affairs 

SPOKANE   INDIAN   RESERVATION 

Transfer  of   Land   Records   to 
Portland   Area   Office 

FEBRUARY  9.   1962. 

In  accordance  with  25  CFR  Part  120. 
notice  is  hereby  given  that  all  title  source 
documents  and  land  records  pertaining 
to  trust  or  restricted  Indian-owned  lands 
on  the  Spokane  Indian  Reservation  in 
the  State  of  Washington  have  been 
transferred  from  the  City  of  Washington 
to  the  Portland  Area  Office.  Bureau  of 
Indian  Affairs,  1002  NE.  Holliday  Street. 
Portland  8.  Oregon. 

Effective  February  15,  1962.  the  Port- 
land Area  OflBce  will  be  the  office  for  the 
maintenance  of  records  for  all  tru.st  and 
restricted  lands  so  designated. 

John  O    Crow. 
Acting  Commissioner 

(PR.    Doc.    62   1553.    Piled     Feb     14.     1962 
8:46  am  | 


Bureau   of   Land   Management 

|ColOTaclo0271741 

COLORADO 

Order   Providing   for   Opening 
of  Public   Lands 

Pursuant  to  authority  deleeated  to  me 
by  the  Colorado  State  Director.  Bureau 
of  Land  Management,  effective  Febru- 
ary 19.  1958  (23  F.R.  1098' .  the  following; 
described  lands  reconveyed  to  the  United 
States  in  exchange  of  land  made  under 
the  provision  of  section  8  of  the  Act  of 
June  28.  1934  (48  Stat  1269',  as 
amended  are  hereby  restored  to  dispo- 
sition under  the  applicable  public  land 
laws  as  hereinafter  indicated: 

Nrw  Mrxico  PmiNCiPAL  Meridian   C^iorado 

T  47N.  R.  10  W  . 

Sec.  6.N«4SW'4.N\Vi^SE'4; 

Sec.6.  SEl^: 

Sec  7.  NB'4. 
T.  47N..  R.  11  W  , 

Sec.  1.  Lots  2  and  3 

The  area  described  total.s  519  32  acres 
of  public  lands. 

The  lands  are  about  twelve  miles 
southwest  of  Montrose.  Colorado.  They 
are  moderately  rolling  bench  lands,  cut 
by  a  series  of  northeast  trending  shallow 
canyons.  The  soils  are  heavy  silt  loam 
with  numerous  rock  outcrops,  and  sup- 
port oakbrush  and  sagebrush. 

The  public  land  affected  by  this  order 
is  hereby  restored  as  of  10:00  a.m..  on 
March  15.^  J963.  to  the  operation  of  the 
pubhc  land  laws  subject  to  any  valid 
existing  rights,  the  provisions  of  existing 
withdrawals,  and  the  requirements  of 
applicable  law,  rules  and  regulations. 

The  mineral  resources  affected  by  this 
order  are  hereby  restored  to  the  operation 
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Notices 


of  the  mining  and  muieral  leaiiinn  law.s 
of  the  United  States  beuinnint?  at  10:00 
a.m..  on  March  15.  1962 

Inquiries  conrernini^  the  lands  should 
be  addres.sed  to  the  Ma  nan  or.  Land  Of- 
fice. Bureau  of  Land  Manatiement.  722 
Gas  &  Electric  Buildiiu;.  910  15th  Stif»t. 
Denver  2,  Colorado 

Har  )I  d  T   Tysk. 
Chief.  Lands  and  Mineral'^. 

Ffbrivry  7.  1962. 

PR      D.  c      62    1570:     Filed      Feti      14      106l' 
8  50  a  ni  I 


IClassJflcatum  No    16  | 

COLORADO 

Small   Tract   Classification 

1  Pursuant  to  authority  delegated  to 
me  by  the  Colorado  State  Director.  Bu- 
reau of  Land  Management,  effective 
February  19.  1958  <23  PR.  1098'.  I  here- 
by classify  the  following  described  public 
lands,  totalling  366  05  acres  in  Mesa 
County.  Colorado,  as  .suitable  for  dispo- 
sition under  the  provi.slons  of  the  Small 
Tiact  Act  of  June  1,  1938  '52  Stat  609. 
43  use.  682a  >    as  amended : 

UTF     MtRIDIA.^J       ColiiRAOO 

T    1  S     R    1  W  . 

Sec     27     NEi4SW>4.    S'.SW'^.    SW'^SE',: 
Sec    28.  Lots   1.  2.  5.  6.  7.  8.  9.  10.  12.   13.  14. 
17.  18.  20.  SWi4NE'4.  E'jSE'4SEi4NW'4 
Containing    366  05   acrea    which    have    not 

b  '  ri  subdivided  Into  small  tr.ict 

2  Classitication  of  the  above- 
described  lands  by  this  order  segregates 
them  from  all  appropriations,  including 
locations  under  the  mining  laws,  except 
as  to  applications  under  the  mineral 
leasing  laws. 

3  The  lands  classified  by  this  order 
shall  not  become  subject  to  disposition 
under  the  Small  Tract  Act  of  June  1. 
1938  '52  Stat.  609;  43  U  S  C.  682a ' ,  as 
amended,  until  it  is  .so  provided  by  an 
order  to  be  issued  by  an  authorized  offi- 
cer, opening  the  land.s  to  application  or 
bid. 

4.  There  are  no  preference  right  ap- 
plications  as   provided    for    by    43   CFR 

257.5 

Harold  T.  Tysk. 
Chief.  Lands  and  Minerals 

Febru.ary  6.   1962. 

|FR     Doc     62-1571;     Filed      Feh      14      1962 
8  50  a  m  { 


rose  County.  Colorado,  as  suitable  for 
disposition  under  the  provisions  of  the 
Small  Tract  Act  of  June  1.  1938  (52  Bttt 
609,  43  use.  682a),  as  amended: 

Syv.    MrxRo   Principal    Meridian,  Colo«4bo 

r  47  N     K  6  \V 

Sec   ao.  Lcit  2 

ContatniuK  40  38  acres  vihich  hit\e  not  befn 
si't)cli\ klcd   Uit<i  .small  tracta. 

L'  Classification  of  the  above-described 
lands  by  this  order  segregates  them  from 
all  appropriations,  including  locatioot 
under  the  mining  laws,  except  as  to  ap. 
plications  under  the  mineral  leasing  Uwi 

3.  The  lands  classified  by  this  order 
shall  not  become  subject  to  dispositkn 
under  the  Small  Tract  Act  of  June  i 
1938  '52  Stat.  609;  43  U.S.C.  682a).  u 
amended,  until  it  is  so  provided  by  m 
order  to  be  issued  by  an  authorized  ofl. 
cer.  opening  the  lands  to  application  or 
bid. 

4  There  are  no  preference  right  ap- 
plications as  provided  for  by  43  CPR 
257  5. 

Harold  T.  Ttsk, 
Chief.  Lands  and  Minerali. 

February  7,   1962. 

|KH      D<><-      62    1572:     Filed,    Feb     14,    1963; 
8:50  a  m  1 


|Cla.sslflcatlon  No   37  | 

COLORADO 
Small   Tract   Classification 

1.  Pursuant  to  authority  delegated  to 
me  by  the  Colorado  State  Director.  Bu- 
reau of  Land  Management,  effective 
February  19. 1958  (23  FH.  1098) .  I  here- 
by clajBSify  the  following  described  pub- 
lic lands,  totalling  40.38  acres  in  Mont- 


[  Classification  No    205 1 

NEVADA 

Small   Tract  Classification; 
Amendment 

KtTective  February  7.  1962.  paragraph 
1  IS  hereby  amended  to  read  as  follows: 

1  Pursuant  to  authority  delegated  ty 
Bureau  Order  No.  684.  dated  August  31, 
1961  '26  F.R.  8216),  and  the  State  Direc- 
tor August  30,  1961  (26  F.R.  84M).  I 
hereby  classify  the  following  described 
public  lands,  totaling  300  acres  tn 
Ormsby  County,  Nevada  as  suitable  for 
.sale  for  residence  purposes  imder  the 
Small  Tract  Act  of  June  1,  1938  (52  Stat 
609;  43  USC  682a ^  as  amended: 
Mount  Diablo  Mekidian 

T   1 5  N  .  R  20  E  . 

sec      14.    NE"4.    E'^WijW'jSE',.    E4Wi* 
SEi4.E"2SE'.4. 

Containing  300  acres  of  which  5  acm 
are  covered  by  one  application  from  i 
person  entitled  to  preference  under  41 
CFR257.5«a>. 

2.  Classification  of  the  above  described 
lands  by  this  order  segregates  themflwa 
all  appropriations,  including  locatkw 
under  the  mining  laws,  except  as  to  ^P- 
plications  under  the  mineral  leutV 
laws. 

3.  The  lands  classified  by  this  orte 
shall  not  become  subject  to  appUctttoo 
under  the  Small  Tract  Act  of  June  1. 
1938  (52  Stat.  609;  43  USC  fl82a)  «• 
amended,  until  it  is  so  provided  by  » 
order  to  be  issued  by  an  authorised  «• 
fleer,  opening  the  lands  to  appUc«tt» 
or  bid. 


Thunday,  February  15,  1962 

A  The  one  vaUd  applicaUon.  filed  prior 
ViArutTT  '.  19*2,  Will  be  granted,  as 

*^M  ooMlble.  the  preference  right 

;;S^"forby43CFR2575. 

Daniel  P.  Baker, 
C/i»e/,  Z>it;zsi07»  of  Landt 
and  Minerals  Management. 

PttiDART  7. 1962. 
,.R    DOC    62-1573;    Filed,    Feb.    14,    1962; 
1'-^-  8:50  am  1 


DEPARTMENT  OF  AGRICULTURE 

Commodity  Credit  Corporation 

CEITAIN  COMMODITY  CREDIT 
CORPORATION  ACTIVITIES 

Dologation  of  Authority 

General.  In  order  to  provide  for  the 
ezecutkm  of  certain  documents  in  con- 
oectioD  with  Conunodity  Credit  Corpo- 
nitlan  transactions,  a  delegation  of 
sutbority  is  provided  below,  pursuant  to 
authority  vested  in  me  by  the  bylaws  of 
Caninodity  Credit  Corporation. 

The  authority  herein  delegated  shall  be 
eieicised  in  conformity  with  the  bylaws, 
ngulations.  and  programs  of  Commodity 
Credit  Corporation,  and  the  policies 
idopted  by  the  Board  of  Directors  of  the 
Conxiration. 

Delegation.  Any  member  of  an  Agri- 
cultural Stabilization  and  Conservation 
State  committee,  and  any  member  of  an 
Acricultursl  Stabilization  and  Conserva- 
tion county  committee  within  the  State 
to  vhom  the  authority  is  redelegated  in 
writing  by  the  chairman  or  acting  chair- 
iBAn  d  the  State  committee,  may  sign  or 
countersign  Commodity  Credit  Corpo- 
ntiOD.  sight  drafts  or  Commodity  Credit 
Oorpontion  certificates  properly  issued 
pursuant  to  any  program  administered 
by  the  Agricultural  Stabilization  and 
CcDservation  State  committees  and  Agri- 
cultoral  Stabilization  and  Conservation 
county  committees  in  which  the  use  of 
rocfa  drafts  or  certificates  is  prescribed. 

The  State  Executive  Director  or  acting 
Eiecutlve  Director  of  any  Agricultural 
SUiiUization  and  Conservation  Service 
State  ofBce.  and  any  employee  of  the 
State  office  to  whom  the  authority  is 
reddegated  in  writing  by  the  Executive 
Director  or  acting  Executive  Director. 
may  sign  or  countersign  Commodity 
Credit  Corporation  sight  drafts  or  Com- 
modity Credit  Corporation  certificates 
properly  issued  pursuant  to  any  program 
■dminlstered  by  the  Agricultural  Stabil- 
isation and  Conservation  State  com- 
mittees and  Agricultural  Stabilization 
and  Conservation  county  committees  in 
»Uch  the  use  of  such  drafts  or  certifl- 
M*eB  is  prescribed. 

Redelegations.  Redelegations  issued 
by  the  chairman  or  acting  chairman  of 
U>e  State  committee  to  members  of 
county  committees  shall  remain  in  effect 
lata  revoked  in  writing  by  the  chairman 
»  acting  chairman  or  until  the  term  of 
uecounty  conunittee  member  expires. 
wWegations  issued  by  the  State  Execu- 
wc  Director  or  acting  Executive  Director 
w  nployees  of  the  State  office  shall  re- 
■«n  in  effect  unUl  revoked  by  the  State 
oecuUve  Director  or  acting  ExecuUve 
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Director  or  until  the  employee  is  sepa- 
rated from  his  position  in  the  office. 

Revocation  y  of  delegation  of  author- 
ity. Detegat^n  of  authority,  issued 
March  27,  1958  (23  F.R.  2130) ,  with  re- 
spect to  signing  or  countersigning  of 
Commodity  Credit  Corporation  sight 
drafts  and  Ckinunodity  Credit  Corpora- 
tion certificates  is  hereby  revoked.  All 
redelegations  of  authority  issued  to 
county  committee  members  pursuant 
thereto  shall  remain  in  effect  until  re- 
voked in  writing  by  the  chairman  or 
acting  chairman  of  the  State  committee 
or  until  the  term  of  the  county  com- 
mittee member  expires.  AH  redelega- 
tions of  authority  issued  to  employees 
of  State  offices  pursuant  thereto  shall 
remain  in  effect  until  revoked  in  writing 
by  the  Executive  Director  or  acting 
Executive  Director  of  the  State  office  or 
imtll  the  employee  is  separated  from  his 
position  in  the  office. 

(Sec.  4.  62  Stat.  1070.  as  amended;  15  U.S.C. 
714b) 

Date  of  signature:  February  8.  1962. 

Effective  date  of  authority:  Date  of 
publication. 

Robert  G.  Lewis, 
Acting  Executive  Vice  President, 
Commodity  Credit  Corporation. 

(P.R.    Doc.    62-1530;    Filed.    Feb.    14.    1962; 
8:45  a.m.| 


*  Office  of  the  Secretary 

WYOMING 

Designation  of  Area  for  Emergency 
Loans 

For  the  purpose  of  making  emergency 
loans  pursuant  to  section  321(a)  of  Pub- 
lic Law  87-128  (7  U.S.C.  1961)  it  has  been 
determined  that  in  Washakie  County. 
Wyoming,  natural  disasters  have  caused 
a  need  for  agricultural  credit  not  read- 
ily available  from  commercial  banks,  co- 
operative lending  agencies,  or  other  re- 
sponsible sources. 

Pursuant  to  the  authority  set  forth 
above,  emergency  loans  will  not  be  made 
in  the  above-named  coimty  after  Jime 
30. 1962,  except  to  applicants  who  previ- 
ously received  emergency  or  special  live- 
stock loan  assistance  and  who  can  qualify 
imder  established  policies  and  proce- 
dures. 

Done  at  Washington,  D.C.,  this  12th 
day  of  February  1962. 

Orville  L.  Freeman, 
Secretary. 

[F.R.    Doc.    62-1586;    Filed.    Feb.    14,    1962; 
8:52  a.m.] 


DEPARTMENT  OF  HEALTH,  EDU- 
CATION, AND  WaFARE 

Office  of  the  Secretary 

PUBLIC  HEALTH  SERVICE 

SlatemMit  of  Organization  and 
D«l«gations  of  Authority 

Part  4  of  the  Statement  of  Organiza- 
tion and  Delegations  of  Authority  of  the 
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Department  (22  FJl.  1049;  26  F.R.  6660) . 
as  amended,  is  hereby  further  amended: 

1.  By  deleting  subparagraph  (2)  of 
section  4.20(a)  and  renumbo-ing  sub- 
paragraphs (3)  through  (10)  Inclusive 
as  subparagraphs  (2)  through  (9) 
respectively. 

2.  By  revising  section  4.20(b)  to  read 
as  follows: 

B.  The  Surgeon  General  shall  also 
exercise : 

1.  The  function^  relating  to  vital  sta- 
tistics which  were  transferred  to  the  Fed- 
eral Security  Administrator  by  section  2 
of  Reorganization  Plan  No.  2  of  1946 
and  thereafter  transferred  to  the  Secre- 
tary by  section  5  of  Reorganization  Plan 
No.  1  of  1953. 

2.  The  functions  relating  to  Preed- 
men's  Hospital  which  were  transferred 
to  the  F^eral  Security  Administrator  by 
section  11  (b)  of  Reorganization  Plan  No. 
rv  (1940)  and  thereafter  transferred  to 
the  Secretary  by  section  5  of  Reorganiza- 
tion Plan  No.  1  of  1953. 

3.  The  functions  vested  in  him  by  law 
not  expressly  referred  to  by  this  chapter. 

4.  Subject  to  general  policy  guidance 
from  the  Office  of  the  Secretary  (See 
Chapter  1-925),  all  program  operating 
functions  vested  in  the  Secretary  by  the 
Federal  Water  Pollution  Control  Act  (33 
U.S.C.  466  et  seq.)  as  amended  by  the 
Federal  Water  Pollution  Control  Act 
Amendments^  of  1961  except: 

(a)  The  making  of  regulations  au- 
thorized by  section  10(a), 

(b)  The  making  of  annual  reports  on 
the  establishment  and  maintenance  of 
research  fellowships  required  by  section 
4(a)(4), 

(c)  All  functions  set  out  in  section 
8  (c),  (d),  (e),  and  (f),  and 

(d)  The  designation  of  the  Chairman 
of  the  Water  Pollution  Control  Advisory 
Board  under  section  7. 

5.  Such  authority  imder  the  Public 
Health  Service  Act  and  other  legislation 
as  may  be  delegated  by  the  Secretary. 

Dated:  February  7,  1962. 

[seal]  Abraham  Ribicoff, 

Secretary. 

[F.R.    Doc.    62-1550;    Piled,    Feb.    14,    1962; 
8:47  a.m.l 


DEPARTMENT  OF  COMMERCE 

Maritime  Administration 

[Docket  No.  S-134] 

AMERICAN  EXPORT  LINES,  INC.,  AND 
ISBRANDTSEN  STEAMSHIP  CO., 
INC. 

Notice  of  Application  and  of  Hearing 

Notice  is  hereby  given  of  the  applica- 
tion of  American  Export  Lines,  Inc.,  and 
Isbrandtsen  Steamship  Company,  Inc., 
for  written  permission  (to  be  made  ap- 
plicable to  the  latter  in  the  event  of 
award  to  said  Company  of  an  operating - 
differential  subsidy  c<5ntract),  of  the 
Maritime  Subsidy  Board,  under  section 
805(a)  of  the  Merchant  Marine  Act, 
1936,  as  amended,  46  n.S.C.  1223,  to 
permit  American  Export  Lines'  associate, 
Isbrandtsen  Company,^Inc.,  to  expand 
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Its  Eastbound  Intercoastal  Service  (op- 
erated In  conjunction  with  its  Eastbound 
Round-the-world  Service) .  to  permit  its 
vessels  operating  in  said  service  to  carry 
refined  sugar  in  bulk  in  containers  from 
Puerto  Rico  to  the  ports  of  Baltimore. 
Philadelphia,  and  New  York.  This  ap- 
plication may  be  inspected  by  interested 
parties  in  Room  3063,  GeneraJ  Account- 
ing OfBce  Building,  441  G  Street  NW  . 
Washington  25,  DC. 

A  hearing  on  the  application  has  been 
set  for  February  26.  1962,  at  10:30  am  , 
in  Room  3059.  of  the  General  Accounting,' 
OfDce  Building.  Any  person,  firm,  or 
corporation  having  any  interest  i  within 
the  meaning  of  section  805(a> '  in  such 
application  and  desiring  to  be  heard  on 
Issues  pertinent  to  section  805<a>  must. 
before  the  close  of  business  on  February 
23,  1962,  notify  the  Secretary.  Maritime 
Administration,  in  writing,  in  triplicate. 
and  file  petition  for  leave  to  intervene 
which  petition  shall  state  clearly  and 
concisely  the  groimds  of  interest,  and  the 
alleged  facts  relied  on  for  relief.  Not- 
withstanding anything  in  Rule  5'n)  of 
the  rules  of  practice  and  procedure, 
petitions  for  leave  to  intervene  received 
after  the  close  of  business  on  February 
23.  1962.  win  not  be  granted  in  this 
proceeding. 

Dated:  February  13.  1962. 

James  S.  Dawson,  Jr  . 

Secretary. 

[PH.    Doc.    62-1605:     Filed.    Feb     14,    1962; 
8:62  a.m.) 


Office   of  the   Secretary 

WALLACE  H.  ADAMSON 

Statement  of  Changes  in 
Financial  Interests 

In  accordance  with  the  requirements 
of  Section  710(b)  (6)  of  the  Defense  Pro- 
duction Act  of  1950.  as  amended,  and  Ex- 
ecutive Order  10647  of  November  28. 
1955.  the  following  changes  have  taken 
place  In  my  financial  interests  as  re- 
ported In  the  Federal  Register  during 
the  past  six  months. 

A.  Deletioiu:    No  change. 

B.  AddltloDB:    No  change. 

This  statement  is  made  as  of  January 

30,  1962. 

Wallace  H.  Adamson. 

January  30.  1962. 

IFJl.    Doc.    «a-16«4;    Filed,    Feb     14,    1962: 
8:49  a. ml 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  No.   14261;   FCC  62-144] 

AMERICAN  TELEPHONE  AND 
TELEGRAPH   CO. 

Memorandum  Opinion  and  Order 

In  the  matter  of  American  Telephone 
and  Telegraph  Company,  Docket  No. 
14251 ;  regulations  and  charges  for  TEL- 
PAK  services  and  charuiels. 


NOTICES 

1.  The  Commission  has  before  it  Tariff 
PCC.  No.  250  of  the  American  Tele- 
phone and  Telegraph  Company  ( AT  *  T) . 
as  amended  and  successive  issues  thereof, 
applicable  to  TELPAK  services  and  chan- 
nels, as  well  as  the  record  to  date  in  the 
above-captloned  proceeding,  including 
ia>  Order  of  the  Commission,  released 
September  8,  1961,  instituting  an  investi- 
gation and  desif^nating  a  hearing  regard- 
ing such  tariff  and  suspending;  the  effcc- 
tivene  s  of  the  August  3.  1961  revisions 
for  a  three  month  pcricil  commencing 
September  8.  1961,  •  IXC  61-1039.  Mimeo 
No.  9429,  26  PR  8G07  • ,  'b'  Petition  for 
Modification  of  l'<a''  I  Order,  filed 
September  19,  1961.  by  AT  &  T.  ic> 
Petition  for  Reconsideration,  filed  Sep- 
tember 21.  1961,  by  Aeronautical  Radio, 
Inc.  (ARinc,  id>  Suggested  Clarification 
and  Resettlement  of  Hearing  Order,  filed 
September  29.  1961.  by  the  NAM  Com- 
mittee of  Manufacturers  Radio  Use  and 
the  American  Trucking  Associations. 
Inc.  (NAM-ATA>.  •€•  Oppositions 
thereto  by  Western  Union  Telegraph 
Company.  Motorola,  Inc.  and  the  Com- 
mon Carrier  Bureau,  and  <f  >  Replies  by 
AT  &  T  and  ARmc  .  The  insUnt  peti- 
tions seek  modification  of  the  designa- 
tion Order  f '  a  i  ante )  and  the  procedures 
contemplated  thereunder. 

2.  Petitioners"  prime  objection  relates 
to    the    statement    in    the    designation 
Order  that.  •■•    •    •   the  examiner  •    •    • 
shall  certify  the  record  to  the  Commis- 
sion for  decision  without  •    '    •   an  In- 
itial     or      Recommended       Decision;  ". 
requesting  its  deletion  so  that  the  Hear- 
ing Examiner  be  required  to  prepare  a 
decision,   contending  that  according   to 
past    Commission    practice — apparently 
contemplated  here— the  Initial  Decision, 
to  be  issued  by  the  Commission  instead 
of  the  Hearing   Examiner,  will  be  pre- 
pared for  the  Commission  by  the  Com- 
mon   Carrier    Bureau,    which    will    also 
appear  and  participate  in  the  hearing. 
This,  it  is  asserted,  is  prejudicial  since 
the  Bureau  has  previously  takena  posi- 
tion in  this  case  opposing  the  TELPAK 
tariff   and   its   revisions.     It    is  further 
alleged  that  the  procedure  contemplated 
is  contrary  to  scctien  8ta>    of  the  Ad- 
ministrative Procedite  Act  and  47  CFR 
l.lSKd'    in  that  the*  designation  Order 
lacks    a    finding    that   due    and    timely 
execution  of  the  Commission's  functions 
imperatively    and    unavoidably    requires 
this    procedure.    Petitioners    also    urge 
that  as  a  matter  of  policy  the  Commis- 
sion should  have  the  Hearing  Examiner 
issue  an  Initial  Decision. 

3.  That  the  Commission  has  the  right 
in  accordance  with  its  rules  consistent 
with  the  Administrative  Procedure  Act 
to  direct  that  a  record  be  certified  to  it 
for  Initial  Decision  in  a  rule-making 
proceeding  such  as  the  instant  one  would 
appear  to  be  beyond  dispute  if  such  di- 
rection be  coupled  with  the  record  find- 
ing that  expedition  so  requires.  The 
essentiality  of  expedition  to  this  proceed- 
ing is  implicit  in  petitioners'  arguments 
in  their  pleadings.  That  the  Examiner's 
decision  may  be  omitted  under  similar 
conditions  likewise  is  clear.  Accordingly, 
we  find  here  upon  the  record  that  due 
and  timely  execution  of  our  functions 


unavoidably   and   imperatively 
the  certification  of  the  reoonl ^ 
Hearing  Examiner  In  this  pr 


us  for  Initial  Decision  without  _^ 
or  Recommended  Decision  by^M 
Examiner.  ^ 

4  With  regard  to  the  partlcipattoB  tf 
the  Common  Carrier  Bureau  b  iw 
drafting  of  the  Commission  deel«|Qa,S 
short  answer  is  that  the  APA  dociM 
preclude  this.  Section  5(c)  of  tbe  tfi 
requires  separation  of  functions  in  ^ 
judication,  but  by  explicit  proTlsloQ  q. 
cepts  "proceedings  involving  theymh^ 
or  application  of  rates,  facm^^^  j, 
practices  of  public  utilities  or  canlai- 

Therefore,  rather  than  Ute 

contrary  to  the  policy  of  the  ABA,  th 
procedure  contemplated  is  perfectly  eoh 
.•-i.stent  with  the  provisions  of  that  Act 
Certamly  petitioners'  views  will  not  t( 
ignored.  They  have  the  opportunity || 
file  proposed  findings  as  well  as  em^ 
tions  to  the  Initial  Decision  ^ 
to  request  oral  argument  before  tik 
Commission.  In  view  of  aU  the  Un- 
going,  petitioners'  request  for  <Utlki 
of  that  portion  of  the  designation  (Mb 
directing  the  certification  of  the 
to  the  Commission  without  an 
iner's  decision  will  be  denied.  LftahM, 
the  request  that  copies  of  any  draft  de- 
cision  prepared  by  the  staff  In  tMi 
proceeding  be  served  on  the  partial  tt 
the  same  time  as  the  decision  Is  tn- 
sented  to  the  Commission  f or  Ito  eoih 
sideration  will  be  denied  as  contraiy  li 
normal  Commission  procedure  sineeioii 
cause  for  any  divergence  from  w| 
practice  has  not  been  shown. 

5  Petitioners  request  modlfleattoa  tf 
four  of  the  nine  it  appearing  elaomli 
the  designation  Order  to  remove  any  o» 
clusionary  wording  which  ml|^t 
dice  an  impartial  determination  Ot 
i.ssues  in  this  proceeding.    The 

Tt  appearing."  in  our  opinion.  p» 
eludes  their  construction  as  condataM 
That  they  are  not  conclusions  is  OBfkft- 
sized  by  the  en  banc  hearing  held  wilm- 
quent  to  the  release  of  this  designsttn 
Order  in  which  the  issues  were  dim 
from  the  very  clauses  here  under  attML 
and  the  Memorandimi  Opinion  and(Mv 
issuing  after  such  hearing  and 
December  7,  1961  (PCC  61-1431, 
No.  12881 )  which  stated  that  the  Con- 
mission  could  arrive  at  no  conclarioi 
regarding  these  issues  without  fnrtte 
evidentiary  hearing.  Accordingly,  tUi 
request  will  be  denied. 

6.  ARincs  request  that  the  desimi- 
tion  Order  allocate  the  burden  of  pw* 
will  be  denied  because  such  initial  dete- 
mination  is  for  the  Hearing  ExamliMrt 
construction  of  the  statute.  ARinc'iR- 
quest  for  addition  of  three  new  Isaw* 
the  designation  •Order  involve  mttim 
concerning  which  evidence  may  be  W 
troduced  under  the  existing  issues  " 
inquiry  as  to  any  plans  of  Western 
Telegraph  Company  to  provide  •  J^ 
PAK-like  service,  which  Issue  wo«i»» 
come  pertinent  only  upon  the  filial** 
similar  tariff  by  Western  Union.  (W* 
quently.  the  request  will  be  d«^ 

7.  NAM-ATA  haa  suggested  that » 
require  the  Common  Carrier  Bursa  • 
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..^  iny  rates  it  may  propose  with  the 
flnLTtherefor  in  the  record  in  order 
"•^-T  the  parties  the  opportunity  to 
t£i  oTrebut  them.  Section  205  of 
iScommunlcations  Act  authorizes  the 
^,rJ2on  to  prescribe  just  and  rea- 
^^KjTcharges  after  full  opportunity  for 
Sirtog  Any  rates  proposed  by  the 
^nion  Carrier  Bureau  in  the  course 
*^TKBiBing  will,  of  course,  be  a  matter 
Af  oubUc  record.  Rates  prescribed  by 
SL  commission  in  instructions  for 
^loutXion  of  an  Initial  Decision  will 
Jcwnmlsslon  rates  in  law  and  in  fact 
.nd  not  those  of  a  bureau  of  the  Com- 
Siilon.  Also,  we  cannot  agree  to  NAM- 
Trvgluggestion  that  the  words  "detri- 
tueoul"  and  "existing  '  in  Issue  3  of  the 
j-jignation  Order*  be  modified  or  de- 
^0d  m  view  of  the  fact  that  the  issue 
^%«aently  worded  does  not,  in  our 
oolnion,  contravene  section  201(b) .  from 
Jrtdchlt  was  derived,  or  any  other  sec- 
tioo  of  the  Conununications  Act  of  1934, 
II  amended. 

I.  Several  requests  of  the  parties  have 
5eeome  moot  through  changed  clrcum- 
itances  since  their  proposal.  ARinc's 
„quest  to  be  made  a  "party-patron"  will 
be  dismissed  in  view  of  the  granting  of 
iU  petition  for  intervention  by  the  Chief 
Qetfing  Examiner  by  Order  released 
October  24,  1961  (FCC  61M-1685.  Mimeo 
Ho.  11611)-  ARinc's  request  that  the 
mipwurinn  of  the  TELPAK  tariff  revi- 
doDS  of  August  3,  1961  be  revoked  and 
Motorola's  request  that  such  suspoision 
be  extended  have  been  rendered  moot 
bf  the  termination  of  such  suspension  on 
December  8.  1961;  therefore  such  re- 
quests will  be  dismissed. 

Aecoriingly,  it  is  ordered,  This  6th  day 
of  February  1962,  that  the  requests  and 
Mggestlons  contained  in  all  of  the  above- 
dBicrlbed  pleadings  (par.  1,  supra)  are 
denied:  and 

It  ii  further  ordered.  That  the  ante- 
penultimate ordering  clause  in  the  Com- 
miaion's  Order,  released  September  8, 
IMl  (7CC  61-1039,  Mimeo  No.  9425,  26 
FA.  8607)  be  supplemented  by  the  ad- 
dttlcn  at  the  end  thereof  of  the  foUow- 
Inc  words:  "since  the  Commission  finds 
tbat  doe  and  timely  execution  of  its 
tnnetions  imperatively  and  unavoidably 
K  requires." 

Released:  February  12, 1962. 

FkOERAL  ComniNICATIONS 
COMHISSION,' 

IsuL]        Bin  P.  Waplk, 

Acting  Secretary. 

[PA.  Doc.    62-1574;    Piled.    Feb.    14.    1962; 
8:50  ajn.l 


"(t)  Wbather  the  fumlshing  of  services 
ud  etuuinelB  under  the  TKLPAK  tariff  will 
*•»•  t  detrimental  or  unlawful  effect  on  the 
■"■patltlTe  altuatlona  existing  among  the 
w«amUcatlon«  common  carriers  themselves 
■  liitiseu  communications  common  carriers 
jMottar  segments  of  the  commimicatlons 
^'^^^T  ■uch  as  private  communications 
^itias  manufacturers  and  suppUers;" 

"•■•atUif  statments  ot  CXnnmlssloners 
?**°  "d  'ord  filed  as  part  of  the  original 
Mnnsnt. 

Ho. 
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(Docket  No.  14518;  FCC  62-158] 

DOLPH-PETTEY  BROADCASTING 
CO.  (KUDE) 

Order    Designating    Application    for 
Hearing  on  Stated  Issues 

In  re  application  of  Dolph-Pettey 
Broadcastlzig  Company  (KUDE) ,  Ocean- 
side,  California.  Docket  No.  14518,  FUe 
No.  BP-14324;  Has:  1320  kc,  500  w.  DA-1, 
U,  Requests:  1320  kc,  5  kw,  500  w-LS, 
DA-2,  U;  for  construction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission  heir  at  its  offices  in 
Washington,  D.C.,  on  the  6th  day  of  Feb- 
ruary 1962; 

The  Conunission  having  under  con- 
sideration the  above-captloned  and  de- 
scribed application; 

It  appearing  that  except  as  indicated 
by  the  issues  set  forth  below,  the  appli- 
cant is  legally,  financially  and  otJierwise 
qualified  to  construct  and  operate  Sta- 
tion KUDE  as  proposed;  and 

It  further  appearing  that,  the  follow- 
ing matters  are  to  be  considered  in  con- 
nectioft  with  the  aforementioned  Issues 
specified  below: 

1.  The  proposed  operation  of  KUDE 
would  cause  adjacent  channel  nighttime 

'interference  to  the  existing  operation  of 
Station  KFAC,  Los  Angeles,  California. 

2.  The  applicant's  proposed  operation 
would  be  limited,  nighttime,  to  Its  10.3 
mv/m  contour.  Area  and  population 
losses  within  the  normally  protected 
contour  would,  according  to  the  appli- 
cant's data,  be  78.5  percent  and  81.S^r- 
cent  respectively.  Although  KUDE  pro- 
vides the  only  nighttime  service  to  the 
city  of  Oceanslde  and  therefore  falls 
within  an  express  exception  to  §  3.28(d) 
of  the  rules — ^it  cannot  be  determined, 
on  the  basis  of  data  submitted,  that  the 
KUDE  nlffhtUme  proposal  would  repre- 
sent an  efficient  utilization  of  the  re- 
quested channel,  in  accordance  with 
9  3.24(b)  of  the  rules. 

3.  According  to  data  submitted  by  the 
applicant,  608  persons  reside  within  the 
1000  mv/m  contour  of  the  proposed  day- 
time operation.  Since  this  total  (ap- 
proximately 3  percent  of  population 
within  the  25  mv/m  contour)  exceeds 
that  permitted  by  9  3.24(g)  of  the  Com- 
mission's rules,  it  will  be  necessary  to 
determine  whether  circumstances  war- 
rant a  waiver  of  the  rules. 

4.  By  petition  filed  March  3, 1961,  E.  L. 
Cord  tr/aa  Los  Angeles  Broadcasting 
Compvay  requested  that  the  Instant  ap- 
plication be  designated  for  hearing  be- 
cause of  expected  Interference  from  the 
proposed  KUDE  operation  and  because 
the  predicted  2  mv/m  contour  of  KUDE 
will  overlap  the  existing  25  mv/m  con- 
tour of  KFAC.  Accordingly,  the  licensee 
of  KFAC  must  be  made  a  party  respond- 
ent to  the  healing  ordered  below. 

It  further  appearing  that  in  view  of 
the  outstanding  proposed  rule  making 
proceeding  in  Docket  No.  14419  with  re- 
spect to  pre-sunrise  operation  with  day- 
time facilities,  any  grant  of  the  instant 
prcvosal  prior  to  a  final  decision  in 
Docket  No.  14419  should  be  appropri- 
ately conditioned. 
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It  further  appearing  that,  in  view  of 
the  foregoing,  the  Commission  is  unable 
to  make  the  statutory  finding  that  a 
grant  of  the  subject  s^vUcation  would 
serve  the  public  interest,  convenience 
and  necessity,  and  is  of  the  opinion  ttiat 
the  application  must  be  designated  for 
hearing  on  the  Issues  set  forth  below: 

It  is  ordered.  That,  pursuant  to  sec- 
tion 309(e)  of  the  Communications  Act 
of  1934,  as  amended,  the  Instant  appli- 
cation Is  designated  for  hearing  at  a  time 
and  place  to  be  specified  in  a  subsequent 
Order,  upon  the  following  issues : 

1.  To  determine  the  areas  and  popu-. 
lations  which  dhiy  be  expected  to  gain 
or  lose  primary  service  from  the  pro- 
posed operation  of  Station  KUDE  and 
the  availability  of  other  primary  service 
to  such  areas  and  populations. 

2.  To  determine  whether  the  instant 
proposal  of  KUDE  would  cause  objec- 
tionable interference  to  Station  KFAC, 
Los  Angeles,  California  or  any  other 
existing  standard  broadcast  stations, 
and,  if  so,  theciature  and  extent  thereof. 
the  areas  and  populations  affected 
thereby,  and  the  availability  of  other 
primary  service  to  such  areas  and  popu- 
lations. 

3.  To  determine  whether,  because  of 
interference  received,  the  proposed 
nighttime  operation  of  Station  KUDE 
would  be  consistent  with  9  3.24(b)  of  the 
Commission  rules. 

4.  To  determine  whether  the  instant 
proposal  of  KUDE  is  in  compliance  with 
§  3.24(g)  of  the  Commission  rules  con- 
cemiiig  population  within  the  1000 
mv/m  contour,  and,  if  not,  whether  cir- 
cumstances exist  which  would  warrant 
a  waiver  of  said  section. 

5.  To  determine  whether  overlap  of 
the  2  and  25  mv/m  contour  would  occur 
between  the  instant  proposal  of  KUDE 
and  KFAC  In  contravention  of  (  3.37  of 
the  Commission  rules,  and  if  so,  whether 
circumstances  exist  which  would  war- 
rant a  waiver  of  said  section. 

6.  To  determhie.  in  the  Ught  of  the  ^ 
evidence  adduced  pursuant  to  the  fore- 
going Issues,  whether  a  grant  of  the  in- 
stant application  would  serve  the  public 
Interest,  convenience  and  necessity. 

It  is  further  ordered.  That.  E.  L.  Cord 
tr/as  Los  Angeles  Broadcasting  Com- 
pany, licensee  of  Station  KFAC.  Los 
Angeles,  California  is  made  a  party  to 
the  proceeding. 

It  is  further  ordered.  That  any  grant 
of  the  Instant  proposal,  prior  to  a  final 
decision  in  Docket  No.  14419  will  be  con- 
ditioned as  follows:  "Pending  a  final 
decision  in  Docket  No.  14419  with  re- 
spect to  pre-suiu-ise  operation  with  day- 
time facilities,  the  present  provisions  of 
9  3.87  of  the  Commission  rules,  are  not 
extended  to  this  authorization,  and  such 
operation  is  precluded." 

It  is  further  ordered.  That  to  avail  it- 
self ot  the  opportunity  to  be  heard,  the 
applicant  and  party  respondent  herein, 
piu-suant  to  9  1.140  of  the  Conunission 
rules,  in  person  or  by  attorney,  shall, 
within  20  days  of  the  mftiiing  of  this 
order,  file  with  the  Commission  in  trip- 
licate, a  written  appearance  stating  an 
intention  to  i^pear  on  the  date  fixed 
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for  the  he*rlng  and  present  evidence  on 
the  Issues  specified  In  this  order. 

n  ia  further  ordered.  That  the  appli- 
cant herein  shall,  pursuant  to  section 
311(a)(2)  of  the  Communications  Act 
of  1934.  as  amended,  and  S  1  362(b)  of 
the  Cwnmlssions  rules,  give  notice  of 
the  hearing,  within  the  time  and  in  the 
manner  prescribed  in  such  rule,  and 
shall  advise  the  Commission  of  the  pub- 
lication of  such  notice  as  required  by 
i  1.362(g)  of  the  rules. 

Released:  February  12.  1962 


[seal! 


PzoERAL  Communications 

Commission. 
Ben  F.  Waple. 

Acting  Secretary 


|F.R.    Doc      62   1575;     Filed.    Feb      14      196LV 
8  50  a  m  I 
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(Docket  Nob  14516.  14517.  FCC  62   155] 

JOHN  E.  GRANT  AND  ALLEN  C 
BIGHAM,  JIL 

Ordmr  Designating  Applications  for 
Consolidated  Hearing  on  Stated 
Issues 

In  re  applications  of  John  E.  Grant. 
Salinas,  California.  Docket  No  14516. 
Pile  No.  BP-13911,  Requests:  980  kc.  1 
kw,  DA,  Day;  Allen  C.  Bigham.  Jr..  Sali-* 
nas.  California.  Docket  No.  14517.  File 
No.'bP-14891.  Requests:  980  kc.  1  kw. 
DA,  Day;  for  construction  permits. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  oflBces  in 
Washington,  DC,  on  the  6th  day  of  Feb- 
ruary 1962; 

The  Commission  having  under  consid- 
eration the  above-captioned  and  de- 
scribed applications; 

It  appearing  that,  except  as  indicated 
by  the  Issues  specified  below,  each  of  the 
instant  applicants  Is  legally,  technically, 
financially,  and  otherwise  qualified  to 
construct  and  operate  the  instant  pro- 
posals; and 

It  further  appearing  that  the  follow- 
ing matters  are  to  be  considered  in  con- 
nection with  the  aforementioned  issues 
specified  below: 

1.  Each  of  the  subject  applicants  re- 
quests operation  on  980  kc.  with  a  power 
of  1  kilowatt,  daytime  only,  at  Salinas. 
California,  and  the  applications  are 
therefore  mutually  exclusive. 

2.  By  notarized  letter  and  accompany- 
ing engineering  affidavit  submitted  No- 
vember 22,  1961,  KEAP  BroadcastinR 
Company,  Inc..  licensee  of  Station  KEAP. 
Fresno,  California,  has  requested  that 
the  subject  application  of  John  E  Grant 
be  designated  for  hearing  and  KEAP  be 
made  a  party  thereto.  KEAP  alle:^cs 
that  measurement  data  taken  on  three 
radials  from  KEAP  indicates  that  the 
John  E.  Grant  proposal  would  cause  in- 
terference to  the  KEAP  existing  opera- 
tion resulting  In  an  area  lass  of  3.082 
square  miles  within  the  KEAP  normally 
protected  service  contour.  No  figures 
regarding  population  loss  have  been  sub- 
mitted. KEAP  does  not  Indicate  that 
interference  would  be  received  from  the 
Allen  C.  »gham.  Jr.  proposal.  However, 
on  the  basis  of  the  measurement  data 
submitted,  it  appears  that  KEAP  would 
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also  receive  Interference  from  the  pro- 
posal of  Allen  C.  Bingham.  Jr.  An  appro- 
priate issue  regarding  interference  to 
KEAP  IS  included  below  and  KEAP 
Broadcasting  Company.  Inc  is  made  a 
party  respondent  herein.  « 

It  further  appearing  that  in  view  of 
the  outstanding  proposed  rule  makinp 
proceeding  in  Docket  No  14419  with  re- 
.spoct  to  pre-sunnsc  operation  with  day- 
time facilities,  any  L;rant  of  the  pro- 
posals in  thus  proceedmk'.  prior  to  a  final 
decision  in  Docket  14419.  .should  be  ap- 
propriately conditioned 

It  further  appearing  that,  in  view  of 
the  foresioing.  the  Commission  is  unable 
to  make  the  statutory  finding  that  a 
Kiant  of  the  subject  applications  would 
.serve  the  public  interest,  convenience  and 
necessity,  and  is  of  the  opinion  that  the 
applications  must  be  designated  for 
hearin«  in  a  consolidated  proceeding 
upon  the  issues  set  forth  below: 

It  IS  ordered.  That  pursuant  to  section 
309' e>  of  the  Communications  Act  of 
1934.  as  amended,  the  instant  applica- 
tions are  designated  for  hearing  in  a 
consolidated  proceedinR.  at  a  tlnle  and 
place  to  be  specified  in  a  subsequent 
Order,  upon  the  following  issues: 

1.  To  determine  the  areas  and  popu- 
lations which  would  receive  primary 
service  from  each  of  the  subject  pro- 
posals and  the  availability  of  other  pri- 
mary service  to  such  areas  and  papula- 
tions. 

2.  To  determine  whether  the  instant 
proposals  would  cause  objectionable  in- 
terference to  Station  KEAP.  Fresno. 
California,  or  any  other  existing  stand- 
ard broadcast  .stations,  and.  if  so.  the 
nature  and  extent  thereof,  and  the 
availability  of  other  primary  service  to 

-  such  areas  and  populations. 

3.  To  determine,  on  a  comparative 
basis,  which  of  the  instant  proposals 
would  better  serve  the  public  Interest, 
convenience  and  necessity  in  light  of  the 
evidence  adduced  pursuant  to  the  fore- 
Roing  Issues  and  the  record  made  with 
respect  to  the  significant  differences  be- 
tween the  applicants  as  to 

(a>  The  background  and  experience 
of  each  having  a  bearing.j}n  the  appli- 
cant's ability  to  own  and  operate  Its 
proposed  station. 

(b>  The  propo.'-als  of  each  of  the  ap- 
plicants with  respect  to  the  management 
and  operation  of  the  proposed  station 

<c>  The  pro'^rammin^'  sei-vlce  pro- 
posed in  each  of  the  said  applications 

4.  To  determine,  in  the  lirht  of  the 
evidence  adduced  pursuant  to  the  fore- 
ROing  issues,  which,  if  either,  of  the  in- 
stant applications  should  be  granted 

It  is  further  ordered.  That  KEAP 
Broadcasting  Company.  Inc  .  licensee  of 
Station  KEAP,  Fresno.  California,  is 
made  a  party  to  the  proccedinrr. 

It  15  further  ordered.  That  in  the  event 
of  a  grant  of  the  application  of  Alfred 
C.  Bipham.  Jr  .  the  construction  permit 
shall  contain  a  condition  requiring  Big- 
ham  to  sever  connections  with  Station 
KDON.  Salinas.  California. 

It  is  further  ordered.  That  any  grant 
of  the  proposals  in  this  proceeding,  prior 
to  a  final  decision  in  Docket  No.  14419. 
win  be  conditioned  as  follows:  "Pending 
a  final  decision  in  Docket  No  14419  with 


respect   to   pre-sunrise   operaUoQ 
daytime  facilities,  the  present , 
of  $  3  87  of  the  Commission  ndeg 
extended  to  this  authorization, 
operation  is  precluded." 

It  IS  further  ordered.  That  to 
them.selves  of  the  opportunity  to  w 
heard,  the  applicants  and  party  reipi^ 
ent  herein,  pursuant  to  |  1.140  «(  Qk 
Commission  rules,  in  person  or  by 
ney.  shall  within  20  days  of  the 
of  this  Order,  file  with  the  __ 

in  triplicate,  a  written  appearance  ittt- 
in;;  an  intention  to  appear  on  the  ^ 
tixed  for  the  hearing  and  present  evi- 
dence on  the  Issues  specified  tn  thk 
Order 

It  IS  further  ordered.  That  the  SM. 
cants  herein  shall,  pursuant  to  seelte 
3 11 '  a  I  <  2 1  of  the  Commumcatlon  Act 
of  1934.  as  amended,  and  I  l.StS(b)  K 
the  Commission  rules,  give  notice  oClh 
hearing,  either  individually,  or  If  feMMi, 
jointly,  within  the  time  and  in  theiMh 
ner  prescribed  In  such  nile.  and  ritf 
advise  the  Commission  of  the  pobilei. 
tion  of  such  notice  as  required  by  |  IJB 
I  g  •  of  the  rules. 

It  IS  further  ordered.  That  the  lan 
in  the  above-captioned  proceedtac  Bv 
be  enlarged  by  the  examiner,  on  Us  on 
motion  or  on  petition  properly  ffled  If 
a  party  to  the  proceeding,  and  mMBirf. 
flclent  allegations  of  fact  In 
thereof,  by  the  addition  of  the 
issue:  To  determine  whether  the 
available  to  the  applicant  will  |iif  m. 
sonable  assurance  that  the  proponk  ■! 
forth  in  the  application  will  be  cfR- 
tuate^d. 

R(  leased    S^ebruary  12,  1962. 

Federal  ComnnncAnoRi 
ComcissiON, 
IsEM  I         Ben  F.  Waple, 

Acting  Secretarf. 

[V  n     D.K-     62   1576;    Filed,    Feb.    14.  INK 
8:50  aJn  I 


1  Docket  No   13313  etc.;  PCC  60-1501 

IOWA  CITY   BROADCASTERS,  MC, 
ET  AL. 

Order  Designoting  ApplicotioM  fci 
Consolidated  Hearing  on  SMd 
Issues 


In  re  applications  of  Iowa  City 
casters.  Inc..  Iowa  City.  Iowa.  Dockets 
13313,  File  No.  BP-13877.  RequesU:  IJM 
kc.  250  w.  Day,  Class  U.  WKAI  a«d- 
casting  Company  (WKAD.  MacoBA^B- 
Imuis.  Docket  No.  14508.  File  No.  B^ 
13902.  Has:  1510  kc,  250  w.  Day.  CaMitt 
Requests:  1510  kc,  1  kw,  250  w  <CH).Dll. 
Cla.ss  II;  Iowa  Falls  Broadcasttaf  <*■ 
poration,  Iowa  Falls.  Iowa.  D<*ket » 
14509.  File  No.  BP-14618,  Requests:  IW 
kc.  500  w.  Day,  Class  II;  for 
tion  permits. 

At  a  session  of  the  Federal  ^^ 
mcalions  Commission  held  at  its  «*» 
in  Wa.shington,  DC.  on  the  6th  dif « 
February  1962; 

The  Commission  having  *""**r'J 
slderatlon  the  above-captioned  and  •• 
scribed  applications;  ^  .^ 

It  appearing  that,  except  as  li*«*" 
bv  the  i.ssues  .specified  below,  each  ■■ 


TlmrtdoM,  February  IS,  1962 

^.t^t  applicants  Is  legally,  technically, 
^Jjjg'^  otherwise  qualified  to 
2Srt  »nd  operate  the  instant  pro- 

»**!5LSJ  appearing  that  the  following 
„^t  are  to  be  considered  In  connec- 
Sp^^  the  aforementioned  Issues  «pec- 

•^f^e  proposal  of  Iowa  City  Broad- 

^f^uses  Interference  to  and  receives 
interference  from  the  following  exist- 
jnT  standard    broadcast    stations    and 

proposal: 

^wKAI  Itocomb.  Ill  .  from  WKAI. 

j;^is»0a      (WKAI).      fl-om      BP-13902 

To'^BP^Wl"'  Iowa  Falls,   Iowa,   from  BP- 

itflS. 

2  Johnson  County  Broifacasting  Cor- 
Dorttion.  Ucensee  of  Station  KXIC.  Iowa 
Ctty  Iowa,  by  letter  of  February  6. 1961, 
•uaested  to  the  Conunlssion  that  the 
upUeation  of  Iowa  City  Broadcasters. 
Jntbe  rejected  on  several  grounds.  The 
letter  does  not  meet  the  requirements 
of  aeetion  309(d)  of  the  Communications 
Act  of  1934,  as  amended  or  of  8  1.359(1) 
of  the  Commission  rules  for  a  petition  to 
deny  nor  does  it  contain  any  allegations 
ol  fsct.  showing  that  a  grant  of  this 
uidleation  would  be  prima  facie  incon- 
ilitent  with  the  public  Interest.  HOw- 
erer,  since  KXIC  Is  the  only  commercial 
itandanl  broadcast  station  in  Iowa  City, 
we  believe  that  KXLC  should  be  made 
a  party  to  the  proceeding. 

(B)  The  proposal  of  WKAI  Broad- 
casting Company  (WKAI) : 

1.  (Causes  Interference  to  and  receives 
Interference  from  the  following  standard 
broadcast  proposal : 

TO  BP-13877,    Iowa    City.    Iowa,    from    BP- 

isrn. 

2.  On  February  2,  1961,  WLAC,  Inc., 
licensee  of  Station  WLAC.  Nashville, 
Tennessee,  filed  a  Petition  to  Deny  the 
tmtsnt  application  of  WKAI  on  the 
grounds  that  excessive  radiation  would 
reiult  to  its  operation  during  critical 
boors.  By  amendment  of  May  19.  1961. 
the  subject  proposal  was  amended  reduc- 
ing power  from  500  w  to  250  w  during 
critical  hours,  eliminating  daytime  sky- 
isves  Interference  to  WLAC.  There- 
fore the  petition  must  be  denied. 

(C)  The  proposal  of  Iowa  Falls  Broad- 
casting Corporation  causes  Interference 
to  and  receives  interference  from  the 
foUovlng  standard  broadcast  proposal: 

Tb  BP-13877,    Iowa    City,    Iowa,    from    BP- 
1W77. 

It  further  appearing  that  in  view  of 
tbe  outstanding  proposed  rule  making 
proceeding  in  Docket  No.  14419  with 
w^)ect  to  pre-sunrlse  operation  with 
(IsyUme  facilities,  any  grant  of  the  pro- 
vmHi  In  this  proceeding  prior  to  a  final 
ded^on  In  Docket  14419  should  be  ap- 
propriately conditioned. 

It  further  appearing  that,  in  view  of 
tt»e  foregoing,  the  Commission  is  unable 
to  make  the  statutory  finding  that  a 
Wnt  of  the  subject  applications  would 
■"«  the  public  interest,  convenience 
«d  necessity  and  is  of  the  opinion  that 
«e  Hipllcatlons  must  be  designated  for 
■"'tag  In  a  consolidated  proceeding 
"poo  the  Issues  set  forth  below: 
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It  i$  ordered.  That,  pursuant  to  section 
309(e)  of  the  Communications  Act  of 
1934.  a«  amended,  the  Instant  applica- 
tions are  designated  for  hearing  in  a 
consolidated  proceeding,  at  a  time  and 
place  to  be  specified  In  a  subsequent 
Order,  upon  the  following  issues: 

1.  To  determine  the  areas  and  popu- 
lations which  would  receive  primary 
service  from  the  proposals  of  Iowa  City 
Broadcasters,  Inc.  and  Iowa  Falls  Broad- 
casting Corporation  and  the  availability 
of  other  primary  service  to  such  areas 
and  populations. 

2.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  proposed 
operations  of  Station  WKAI  and  the 
availability  of  other  primary  service  to 
such  areas  and  populations. 

3.  To  determine  the  nature  and  extent 
of  the  interference,  if  any,  that  each  of 
the  instant  proposals  would  cause  to  and 
receive  from  each  other  and  the  inter- 
ference that  each  of  the  instant  proposals 
would  receive  from  all  other  existing 
standard  broadcast  stations,  the  areas 
and  populations  affected  thereby,  and 
the  availability  of  other  primary  service 
to  the  areas  and  populations  affected 
by  interference  from  any  of  the  instant 
proposals. 

4.  To  determine  whether  the  instant 
proposal  of  Iowa  City  Broadcasters.  Inc., 
would  cause  objectionable  interference 
to  Station  WKAI,  or  any  other  existing 
standard  broadcast  stations,  and,  if  so, 
the  nature  and  extent  thereof,  the  areas 
and  popiUations  affected  thereby,  and 
the  availability  of  other  primary  service 
to  such  areas  and  populations. 

5.  To  determine  whether  the  inter- 
ference received  by  the  proposal  of  Iowa 
City  Broadcasters,  Inc.,  and  the  pro- 
posal of  WKAI,  Inc..  from  any  other 
proposals  herein  and  any  existing  sta- 
tions would  affect  more  than  ten  percent 
of  the  population  within  its  normally 
protected  primary  service  area  in  con- 
travention of  §  3.28(d)  (3)  of  the  Com- 
mission rules  and,  if  so,  whether  circum- 
stances exist  which  would  warrant  a 
waiver  of  said  section. 

6.  To  determine,  in  the  light  of  section 
307(b)  of  the  Conununications  Act  of 
1934,  as  amended,  which  of  the  instant 
proposals  would  best  provide  a  fair. 
efficient  and  equitable  distribution  of 
radio  service. 

7.  To  determine,  in  the  light  of  the 
evidence  adduced  pursuant  to  the  fore- 
going issues,  whether  a  grant  of  the 
instant  applications  would  serve  the  pub- 
lic interest,  convenience  and  necessity. 

It  is  further  ordered.  That  the  petition 
of  WLAC,  Inc.,  is  hereby  dismissed. 

It  is  further  ordered.  That  Johnson 
County  Broadcasting  Corporation, 
licensee  of  Station  KXIC.  Iowa  City, 
Iowa  is  made  a  party  to  the  proceeding. 

It  is  further  ordered.  That,  in  the  event 
of  a  grant  of  the  proposal  of  WKAI 
Broadcasting  Company,  File  No.  BP- 
13902,  permittee  shall  accept  such  inter- 
ference as  may  result  in  the  event  of  a 
grant  of  an  application  by  Progressive 
Broadcasting  Corporation,  File  No. 
BP-14329,  requesting  the  facilities 
1510  kc,  250  w,  DA,  Day  at  Highland. 
Illinois. 
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It  is  further  ordered.  That  any  grant 
of  the  proposals  in  this  proceeding,  prior 
to  a  final  decision  in  Docket  No.  14419. 
will  be  conditioned  as  follows:  "Pending 
a  final  decision  in  Docket  No.  14419  with 
respect  to  pre-simrise  Operation  with 
daytime  facilities,  the  present  provlsimu 
of  §  3.87  of  the  Commission  rules  are  not 
extended  to  this  authorization,  and  such 
operation  is  precluded." 

It  is  further  ordered.  That  to  avail 
themselves  of  the  opportunity  to  be 
heard,  the  applicants  and  the  party  re- 
spondent herein,  pursuant  to  !  1.140  of 
the  Commission  rules,  in  person  or  by 
attorney,  shall  within  20  days  of  the 
mailing  of  this  order,  file  with  the  Com- 
mission in  triplicate,  a  written  appear- 
ance stating  an  intention  to  I4>pear  on 
the  date  fixed  for  the  hearing  and  pre- 
sent evidence  on  the  issues  specified  in 
this  order. 

It  is  further  prdered.  That  the  appli- 
cants herein  shall,  pursuant  to  section 
311(a)(2)  of  the  Communications  Act 
of  1934.  as  amended,  and  §  1.362(b)  of 
the  Conunlssion  rules,  give  notice  of  the 
hearing  either  individually,  or.  if  feasi- 
ble. Jointly,  within  -the  time  and  in  the 
manner  prescribed  in  such  rule,  and  shall 
advise  the  Commission  of  the  publica- 
tion of  such  notice  as  required  by  i  1.362 
(g)  of  the  rules. 

It  is  further  ordered.  That,  the  issues 
In  the  above-captioned  proceeding  may 
be  enlarged  by  the  Examiner,  on  his  own 
motion  or  on  petition  properly  filed  by 
a  party  to  the  proceeding,  and  upon  suf- 
ficient allegations  of  fact  in  support 
thereof,  by  the  addition  of  the  following 
issue:  To  determine  whether  the  funds 
available  to  Iowa  City  Broadcasters,  Inc., 
and  Iowa  Falls  Broadcasting  Corpora- 
tion will  give  reasonable  assurance  that 
the  proposals  set  forth  in  the  applica- 
tion will  be  effectuated. 

Released:    February  12,  1962. 

Federal  ComcuNiCAnoNs 
Commission, 
[seal]  BB7  F.  Wapli, 

Acting  Secretary. 

|F.R.    Doc.    62-1577:    PUed.    Feb.    14,    1962; 
8:61  ajn.] 


[Docket  No.  14532;  FOC  62-164] 

MERCHANTS    BROADCASTING    SYS- 
TEM OF  DALLAS,  INC. 

Order  To  Show  Cause 

In  the  matter  of  revocation  of  license 
and  subsidiary  conununciations  author- 
ization of  Merchants  Broadcasting  Sys- 
tem of  Dallas,  Inc.,  for  FM  Broadcast 
Station  KCPA,  Dallas,  Texas,  Docket  No. 
14522. 

The  Conunlssion  having  under  con- 
sideration (1)  the  outstanding  license 
issued  to  Merchants  Broadcasting  Sys- 
tem of  Dallas,  Inc.,  to  operate  PM  Broad- 
dast  Station  KCPA  on  a  frequency  of 
94.1  Megacycles  (Channel  231)  at  Dallas. 
Texas;  .(2)  the  Subsidiary  Conununica- 
tions Authorization  issued  to  the  licensee 
to  conduct  a  background  music  service; 
(3)  the  Commission's  letter  to  Merchants 
Broadcasting  System  of  Dallas,  Inc.  of 
November  15.  1961;  (4)  the  letter  of 
Robb    Stewart,    Esquire,    attorney    for 
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Charles  E.  Ames  of  Novembcx  17,  1961. 
and  (5)  the  Commission  s  letter  to  Robb 
Stewart.  Esquire,  of  November  22,  1961; 

and 

It  appearing  that  Merchants  Broad- 
casting System  of  Dallas.  Inc  ,  is  in  fi- 
nancial difficulty:  that  the  studio  which 
was  also  the  remote  control  point,  and 
the  transmitter  site  for  Station  KCPA 
are  no  longer  available  to  the  licensor: 
that  the  carrier-final  amplifier  for  Sta- 
tion KCPA  was  turned  off  on  or  about 
Augxist  12,  1961:  and  that  Station  KCPA 
has  not  operated,  as  licensed,  since  that 
time:  and 

It  further  appearing,  that    <  1 '    -since 
August  5.  1961.  the  licensee  has  not  main- 
tained either  program  logs  or  operating 
logs  for  Station  KCPA.  all  in  violation  of 
SS  3.281  (a>  and  ib>.  and  3  295  <g>   and 
(h)  of  the  Commission's  rules  and  regu- 
lations; i2)   that  during  the  period  from 
at  least  August  9.   1961.  to  August    12. 
1961.  the  transmitter  for  Station  KCPA 
was    operated    without    an   operator    in 
attendance  at  either  the  remote  control 
point  or  transmitter,  all  in  violation  of 
§  3.265   of   the  Commission's  rules   and 
regulations;    (3>    that  during  the  same 
period  the  station  was  in  operation  with- 
out a  frequency  or  modulation  monitor. 
all  in  violation  of  5 J  3.252' a'   and  3  253 
( a  1  of  the  Commissions  rules  and  regu- 
lations; 14)  during  the  same  period  the 
station  was  operated  without  CONEL- 
RAD  protection  in  violation  of  5  3  931  of 
the  Commission's  rules  and  regulations: 
(5)    beginning  on  August  8.    1961.   and 
continuing  to  at  least  August  12.   1961. 
the  main  carrier  of  Station  KCPA  '  FM  > 
was  modulated  with  the  same  program- 
ming as  presented  on  the  station's  sub- 
carrier,  all  without  any  ."^tation  identifi- 
cation   and    therefore    in    violation    of 
5  S  3.287  and  3.295 '  e '  of  the  Commission's 
rftles  and  regulations:  '6'  on  August  12. 
1961,   the  final  amphfier  of   the   trans- 
mitter was  turned  off  without  any  writ- 
ten notice  to  the  Engineer-in-Charge  at 
Dallas.    Texas,    or    to    the    Washington 
offices  of  the  Commission,  as  requiied  by 
5  3.261  (b*)  of  the  Commission's  rules  and 
regulations;    »7>    since  August   12.   1961. 
Station  KCPA  either  has  been  operating 
with  reduced  power  or  has  been  silent  for 
a  period  of  more  than  ten  days  without 
having  requested  or  having  obtained  per- 
mission   to   do    so.    all    in   violation    of 
5  3.261(b)  of  the  Commissions  rules  and 
regulations;    and    (8)    the   station   con- 
tinues to  remain  silent  in  violation  of 
§  3.26Ha)  of  the  Commission's  rules  and 
regulations;  and 

It  further  appearing  that  the  afore- 
said violations  of  the  Commission's  rules 
and  regulations  were  willful  and  re- 
peated; and 

It  further  appearing  that  on  Novem- 
ber 15. 1961,  the  licensee  was  sent  a  letter 
by  the  Commission  informing  it  of  the 
afore-mentioned  violations,  calling  the 
licensee's  attention  to  the  provisioas  of 
5  3.271  of  the  Commission's  rules  and 
regulations,  and  directing  the  licensee  to 
forward  its  license  and  other  Instru- 
mentA  of  authorization  to  the  Commis- 
slon'a  offices  at  Washington.  DC  .  in  no 
event  later  than  ten  days  from  the  date 
of  the  letter;  and 
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It  further  appearing  that  the  licensee 
has  willfully  failed  to  comply  with  the 
directions  contained  in  the  Commission's 
letter  of  November  15,  1961  in  that  it  has 
failed  to  transmit  its  license  and  other 
instruments  of  authorization  to  the 
Commissions  offices  at  Washington.  D  C 
as  directed,  and  neither  the  llcei^er  noi 
anyone  on  its  behalf  has  submitted  any 
material  contradicting  the  conclusions 
that  Station  KCPA  was  permanently  off 
the  air  insofar  as  the  licensee  was  con- 
cerned, that  the  licensee  of  Stati'in 
KCPA  was  not  linamially  qualified  to 
continue  the  operation  of  .station  KCPA. 
and  that  during  the  licomee's  operation 
of  Station  KCPA  there  were  numerous 
violations  of  the  Commission's  rules  as 
stated  above: 

It  is  ordered.  Thus  6th  day  of  February 
1962.  that  pur.suant  to  .sections  3 12' a' 
>2  ' .  312'ai  i3i ,  312' a'  4'.and312'C>  of 
the  Communications  Act  of  1934.  as 
ameiuled.  MerchanUs  Broadcasting  Sys- 
tem of  Dallas,  Inc  .  is  directed  to  show 
cause  why  an  order  revoking  its  license 
and  subsidiary  communications  authori- 
zation for  FM  Broadcast  Station  KCPA. 
Dallas.  Texas,  should  not  be  issued,  and 
to  appear  and  give  evidence  with  respect 
thereto  at  a  hearing  '  to  be  held  in  the 
Commissions  offices  at  Washington. 
DC.  at  a  time  and  place  to  Be  specified 
by  subsequent  order,  said  time  in  no 
event  to  be  le.ss  than  30  days  after  re- 
ceipt of  this  order,  and 

It  IS  further  ordered.  That  the  Acting 
Secretary  of  the  Commission  send  a  copy 
of  this  Order  by  Certified  Mail— Return 
Receipt  Requested  to  Merchants  Broad- 
casting System  of  Dallas.  Inc. 

Released     February   12.  1962. 


iDix'ket    No    13649   etc  :   TOO  O-Uii 

RADIO  CARMICHAEL  ET  At 
Memorandum  Opinion  and 


Federal  Communications 
Commission, 

I  SEAL  1  BEN    F.   WAPLE. 

Acting  Secretary 

FR      Doc      62    l378.     nied      Feb      14.     1962 
8   :>  1    .1  m  I 


'  Section  1  77(0  1  or  the  Conimlsslons  rules 
provides    that    a    llcen«ee    In    order    to    avail 
it.sclf  of  the  opportunity  U)  be  heard  shall 
in    jjerson    or    by   lt«    atU)rney    tile   with    the 
Comml.s-sion.   within    thirty   days   of    the   re- 
ceipt of  the  Order  to  6how  Cause,  a  written 
statement  stating  that  it  will  appear  at  the 
hearing  and  present  evidence  on  the  mitter 
specified    In    the    Order      In    the    event    It 
wovild    not    be    possible    fur    respondent    U-> 
appear  for  hearing  In  the  pnx-eedlng  sched- 
uled   to    be    held    In    Washington.    D  C  .    he 
should  advise  the  Commission  of  the  reasons 
for   such   Inability   within    tl\e    days   of    the 
receipt  of   this  Order      If   the   licensee   falls 
U)  lile  an  appearance  within  the  time  spcr- 
Ificd    the  right  to  a  hearing  shall  be  deemed 
to  have   been   walv.d      See   t  178(a)    of   the 
Commission's  rules  as  ame-.ided  December  1? 
1960      Where  a  hearing  Is  waived    a  written 
statement  in  mitigation  or  justification  may 
be  submitted   wllh:n  thirty  days  of   the  re- 
ceipt   of    the    Order    to    Show    Cau  e      See 
<178tb)      of     the     Conuni^sloiis     rules     as 
amended   December    12.    1960      In   the   event 
the  right   to  a  hearing  Is  waived,  the  Chief 
Hearing  Exnmlner  will  terminate  the  hearing 
proceeding  and  certify  the  case  to  the  Com- 
mission     Thereupon  the  matter  will  be  de- 
termined by  the  Commlfslon  In  the  regular 
course  of  business  and  an  appropriate  order 
will    be   entered.     8«f    1178    (c),    (d),   »nd 
(e)    ot   the   Commission's  rules   as   amended 
December  12.  1960. 


In   re    applications  of   Radio 

chael.    Sacramento,    California. 

No     13649.   Flic  No.   BP-12031;  Jt^ 

Pouell  and  Alyce  M.  Powell.  Jointly 

anls  iKVON".  Napa.  California.  Dg(|- 

No  -13651.   File   No.   BP-12306;  QqUq 

Gate  Broadcasting  Corporation  (K8A1I) 

San    Francisco.   California.   Docket  ll|[ 

13652.    File    No.    BP-12376;    John  l^ 

tranga.  d  b  as  Trans-Sierra  Radio. Ro*. 

ville.  California.  Docket  No.  13651,  t^ 

No   BP- 12938;  for  construction  pet*^ 

1.  The  Commission  has  before  it  f« 

con.sideration  « 1  >   the  matters  of  reta^ 

in  the  above-entitled  proceeding:  (2)  i 

letter  from  Riley  R.  Gibson,  president « 

Cal-Val    Radio,    Inc.    (KXOA).  to  th 

Commission    filed    June    27.    1961,  iM 

pleadings  filed  In  response  thereto;  0) 

a  joint  petition  to  intervene,  reopeam- 

ord.  remand  and  enlarge  Issues.  fOed^ 

John  T.  Carey,  Inc.  iKROY)  andCaI-?u 

Radio.  Inc  ,  on  August  4,  1961.  tod  d 

pleadings    properly    filed    in    nggmm 

thereto:  (4)   a  petition  to  sever  lUedli 

Jack    L    Powell   and   Alyce  U.  Povd, 

Joint  Tenants  (KVON)  andOoldenOih 

Broadcasting    Corporation    (KSAM)  • 

September  8.  1961,  and  pleadings  filed k 

response  thereto. 

2    A   brief  review  of  the  backgroiai 
history  will  permit  a  better  undenUll- 
ing  of  the  instant  proceeding,  which orii- 
inally   involved  the  applications  of  (s) 
Radio  Carmichael    tCarmichael)  for  i 
new  standard  broadcast  station  to  «^ 
erate  on   1430  kc,  500  w,  DA  at  Stctv 
mento.  California;   tb>   John  Matnap, 
d  b  as  Trans-Sierra  Radio  (Matnao) 
for  a  similar  facility  at  Rosevllle.  CO- 
fomia:  <c«  Jack  L.  Powell  and  AlyciM. 
Powell.  Joint  Tenants  <K'VON)  to  Id- 
crease    the    daytime    power  of  SlitlB 
K"VON,  Napa.  California,  from  501  vilk 
to  one  kilowatt  and  change  Its  dlm- 
tional    antenna    daytime;    (d)    QoUa 
Gate  Broadcasting  Corporation  (KBtf) 
to  increase  the  daytime  power  of  euUm 
KSAN.  San  Francisco,  California,  trm 
250  watts  to  one  kilowatt:  and  (e)  AMo 
RobL-^on  and  Gordon  A.  Rogers,  i/im 
Redwood    City    Broadcasting   Coopm 
I  Redwood  1  for  a  new  standard  broodBirt 
station  to  operate  on  1430  kc.  It*. ft 
DA,  at  Palo  Alto,  California.   RcdiWO 
application  was  dismissed  as  a  re«it< 
an  agreement  with  KSAN.  and  M^^MI 
entered  into  an  agreement  with  Oial- 
chael  providing  for  the  dismissal  Mjfc; 
tranpa's    application,  which  a8rc«li| 
Uic  Examiner  approved  subject  to  WW 
by     the    Commission.     The    M»^"*|; 
Carmichael  a.'rccment  provided  Wr  W 
leimbursment    of     Matranga's    OttM^ 
pocket  exix-nscs  and  gave  him  »n2J" 
to  pure ha.sc  at  book  value  25  percctt* 
Caimichacls  stock,  said  opUontoOH" 
to  August  15,  1964. 

3  Hearing  Examiner  WaUJ«  » 
Gucnther,  proposed  grant  o**"*^ 
rtmaining  applications.  Subaeqaa»" 
the  Initial  Decision,  a  letter  was  WC^ 
on  June  27,  1961,  from  Riley  »-,^^ 
president  of  Cal-Val  Radio.  TO^^ 
censee  of  Station  KXOA.  Sa* 


Thuriday,  February  15,  1962 

,,-i-ing  the  Commission  that  Matranga 
•JVTSedltor  of  Station  KGM8,  Sacra- 
ZjLto  and  asserting  that  It  would  be 
■JSjr'to  aUow  him  to  have  a  25  perc«it 
I*^^  in  Carmichael  at  the  same  time. 

410  response,  Carmichael  took  the 
Motion  that  Matranga  does  not  now 
L^  an  interest  in  Carmichael  but  only 
Jn  option;  that  it  would  be  premature 
to  explore  the  duopoly  quesUon  until 
axh  time  as  Matranga  does  exercise  his 
^Mon-  and  that  Carmichael  is  willing, 
^lor^to  the  transfer  of  any  stock  to 
u^ranga,  to  submit  the  entire  transac- 
San  to  the  Commission  for  its  approval. 

5  The  Bureau  filed  a  pleading  con- 
titning  an  exception  recommending  that 
the  grant  to  Carmichael  be  made  subject 
to  the  oondition  that  Carmichael  "shall 
not  issue  or  transfer  any  of  its  stock  to 
jobn  Matranga,  or  otherwise  accord  to 
ijlB  any  ownership  Interest  or  status, 
trltbout  prior  approval  of  the  Commis- 
jloo."  The  timely  filing  of  this  exception 
jrewited  the  Initial  Decision  from  be- 
fnyiiny  final  pursuant  to  S  1.153.  Car- 
jtlfho.!  indicated  that  it  had  no  objec- 
ttoo  to  the  inclusion  of  the  condition 
neoounended  by  the  Broadcast  Bureau. 

I.  On  August  4.  1961.  Jphn  T.  Carey, 
Inc.  (KROY)  and  Cal-Val  Radio,  Inc. 
(KXOA) ,  filed  a  joint  petition  requesting 
thst'the  Commission  grant  them  leave 
to  intervene,  reopen  the  record,  remand 
tbe  proceeding  to  the  Examiner,  and  en- 
Isrre  the  issues  to  include  a  §  3.35(a) 
ofcrlsp  issue  with  respect  to  Car- 
mlcbael's  president,  Joseph  E.  Gamble. 
wbo  is  the  owner  of  Station  KJOY, 
Stockton,  California. 

7.  Thereafter,  KVON  and  KSAN  filed 
I  joint  petition  to  sever,  requesting  that 
In  tbe  event  the  Commission  grants  any 
put  of  the  petition  to  intervene  or  de- 
cides to  enlarge  the  issues  on  its  own  mo- 
tkn,  their  applications  be  inmiedlately 
wmed  from  the  instant  proceed^g  and 
ranted. 

Intervention 

I.  The  only  explantion  offered  by  Carey 
snd  Cal-Val  for  their  failure  to  seek 
intenrention  within  the  time  allowed 
therefor  by  the  Communications  Act  and 
the  Commission's  rules,  was  that  they 
nre  of  the  view  that  all  the  facts  they 
BOW  wish  to  present  would  be  adduced  at 
the  hearing.  However,  in  that  no  Issue 
in  the  proceeding  was  directed  to  the 
facto  in  question,  this  argument  Is  not 
pennaslve  and  does  not  establish  good 
esQR  for  the  untimeliness  of  the  petition 
to  intervene,  which  will  be  denied. 

I-  Nevertheless,  the  pleadings  before 
01  raise  certain  questions  which  must  be 
rentved  before  it  can  be  determined 
*I>ether  a  grant  of  the  various  applica- 
ttoos  would  be  in  the  public  Interest. 

The  Matranga  Duopoly  Issue 

10.  The  pleadings  before  us  Indicate 
that  by  the  terms  of  the  Matranga-Car- 
•Blchael  agreement.  Matranga,  In  return 
for  the  dismissal  of  his  application, 
*OQld  have  an  option  to  obtain  a  25  per- 
oent  Interest  In  Carmichael.  while  at  the 
•ne  time  retaining  a  substantial  credi- 
jofrdationshlp  to  competing  SUtton 
vBIS  in  the  same  community.  Section 
111(c)  of  the  Communications  Act  pre- 
*•*>«•  the  effectuation  of  an  agreement 
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between  mutually-exclusive  applicants 
for  the  withdrawal  of  one  of  them  with- 
out Commission  approval.  However, 
since  the  facts  concerning  Matranga's 
relationdiip  with  KGMS  are  not  a  mat- 
ter of  record,  the  Conmiission  is  not  now 
-in  a  position  to  approve  or  disapprove 
the  agreement,  or  to  consider  the  pro- 
priety of  the  condition  recommended  by 
the  Broadcast  Bureau.  Consequently, 
the  record  will  be  reopened  in  order  that 
evidence  going  to  these  matters  may  be 
adduced.  As  a  matter  of  administrative 
convenience,  we  deem  it  appropriate  that 
the  furtlier  proceedings  herein  be  con- 
ducted in  accordance  with  the  procedural 
rules  now  prevailing  rather  than  those 
which  obtained  at  the  time  of  the  agree- 
ment. Accordingly,  piursuant  to  §  1.316 
and  section  0.224(b)  (10)  this  matter  will 
be  remanded  to  the  Chief  Hearing 
Examiner. 

The  Oaicble  Overlap  Issue 

11.  Carey  and  Cal-Val,  having  been 
denied  Intervention,  lack  standing  to 
seek  enlargement  of  the  issues  and  their 
request  to  add  a  §  3.35  issue  will  be 
denied.  Nor  will  we  add  the  Issue  on  our 
own  motion.  Without  reaching  the  pol- 
icy question  of  whether  we  wotild  have 
added  the  issue  had  the  facts  herein 
been  alleged  in  a  timely  pleading,  we 
note  that  the  facts  have  been  readily 
available  and  could  have  been  timely  di- 
rected to  our  attention  in  the  exercise 
of  due  diligence. 

Petition  to  Sever 

12.  The  record  shows  that  no  new  in- 
terfei;^nce  would  be  caused  to  the  pro- 
posed Carmichael  operation  by  the  pro- 
posed KVON  operation.  As  for  the  pro- 
posed KSAN  operation,  there  was  never 
any  interference  problem  between  it  and 
the  proposed  Carmichael  operation.  No 
objections  have  been  filed  to  the  peti- 
tion to  sever,  and  since  petitioners  are 
qualified  in  all  other  respects,  the  sever- 
ance-and  grant  of  petitioners'  applica- 
tions is  in  the  public  interest. 

Accordingly,  it  is  ordered.  This  31st 
day  of  January  1962,  that  the  petition 
to  intervene,  reopen  record,  remand  and 
enlarge  Issues,  filed  by  John  T.  Carey, 
Inc.  (KROY)  and  Cal-Val  Radio,  Inc. 
(KXOA),  on  August  4,  196l!^4s  denied; 
and 

It  is  fitrther  ordered.  That  the  record^ 
in  this  proceeding  is  reopened  and  the* 
proceeding  remanded  to  the  Chief  Hear- 
ing Examiner  for  further  proceedings 
consistent  with  the  foregoing ;  and 

It  is\Jurther  ordered.  That  the  peti- 
tion of  Jack  L.  Powell  and  Alyce  M. 
Powell,  Joint  Tenants  (KVON)  and 
Golden  Gate  Broadcasting  Corporation 
(KSAN)  fUed  September  8,  1961,  is 
granted:  that  the  Conmiission's  Order 
(FCC  60-808).  released  July  13,  1960, 
in  the  above-entitled  proceeding  is 
amended  by  removing  from  hearing  the 
application  (File  No.  BP-12306)  of  Jack 
L.  Powell  and  Alyce  M.  Powell,  Joint 
Tenants  (KVON)  and  the  application 
(FUe  Na  BP-12376)  of  Golden  Gate 
Broadcasting  Corporation  (KSAN) ;  and 
that  said  applications  of  Jack  L.  Powell 
and   Alsree   M.   Powell,   Joint    Tenants 
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(KVON)  and  Gtolden  Gate  Broadcasting 
Corporation  (KSAN)  are  granted;  and 
It  is  further  ordered.  That  Radio  Car- 
mlchael's  request  for  leave  to  file  oppo- 
sition, filed  on  Septemt>er  11,  1961,  is 
denied. 

Released:  February  1,  1962. 

Federal  Communications 
Commission,^ 
(seal]         Ben  P.  Waplx, 

Acting  Secretary. 

[F.R.    Doc.    62-1579;    Piled,    Feb.    14,    1062; 
8:51  a.m.] 


[Docket Nos.  13227.  13251;  FCC 62-140] 

SEVEN  LOCKS  BROADCASTING  CO. 
AND  TENTH  DISTRICT  BROADCAST- 
ING CO. 

Memorandum  Opinion  and  Order 
Amending  Issues 

In  re  applications  of  Seven  Locks 
Broadcasting  Company,  Potomac-Cabin 
John,  Maryland,  Docket  No.  13227,  File 
No.  BP-11877;  Mary  Cobb  and  Richard 
S.  Cobb,  d/b  as  Tenth  District  Broad- 
casting Company,  McLean,  Virgicda, 
Docket  No.  13251.  File  No.  BP-13153;  for 
construction  permits. 

1.  The  Commission  has  under  consid- 
eration (a)  the  Initial  Decision  herein;  * 
(b)  the  exceptions  and  associated  briefs 
of  the  parties;  and  (c)  all  other  matters 
of  record  herein.  Each  applicant  seeks 
a  construction  permit  for  Class  m  AM 
facilities  on  the  frequency  950  kc;  each 
specifies  a  power  of  1  kw,  a  directional 
antenna,  and  daytime  only  operation. 
The  applications  are  mutually  exclusive 
and  only  one  may  be  granted.  The 
Examiner  bases  her  ultimate  preference 
for  the  McLean  applicant  on  considera- 
tions arising  under  section  307(b)  of  tbe 
Communications  Act.  For  reasons 
hereinafter  stated,  the  Commission  is 
remanding  the  proceeding  to  the  Ex- 
aminer for  further  hearing. 

2.  In  Its  original  application.  Tenth 
District  Broadcasting  Company  specified 
as  its  station  location  McLean,  Virginia. 
It  represented  that  its  studio  would  be 
located  in  McLean,  and  that  its  trans- 
mitter would  be  located  "near  McLean" 
at  Georgetown  Pike  and  Balls  Hill  Road. 
It  stated  that  the  area  in  the  vicinity  of 
the  proposed  transmitter  site  "is  rural  In 
nature",  and  it  made  reference  to  an 
aerial  photograph  contained  in  the  ap- 
plication to  support  that  fact,  llie  "un- 
incorporated place"  McLean  (pop.  1.094) 
Is  listed  In  the  1950  Census,  and  no  pre- 
hearing letter  to  Tenth  District  ques- 
tioned that  McLean  is  a  "community" 
within  the  meaning  of  section  307  (b>  of 
the  Act,  or  a  "particular  city,  town, 
political  subdivision,  or  community" 
within  the  meaning  of  §  3.30(a)  of  the 
Commission's  rules. 

3.  At  the  hearing.  Tenth  District  de- 
scribed the  McLean  community  as  "that 
part  of  Fairfax  County  which  is  bounded 
by  the  Potomac  River  on  the  north,  by 


1  Dissenting  statements  of  CommiMlonen 
Lee,  Ford,  and  Hartley  filed  as  parts  of  the 
original  document. 

*  Initial  Decision  of  Hearing  Eiamlner 
Elizabeth  C.  Smith,  releaaed  July  17,  1961 
(FCC  61D-108,  Mlmeo  No.  7912). 


1434 

the  Arlington  County  Line  and  Falls 
Church  on  the  east,  by  Route  7  on  the 
south  and  by  Difficult  Run  on  the  west." 
Tenth  District's  consulting  engineer,  wife 
of  one  of  the  partners,  testified  that  she 
had  In  mind  'the  little  hamlet  known  as 
McLean"  when  she  described  (in  the 
application)  the  transmitter  site  as 
"near  McLean."  The  transmitter  site. 
rural  though  It  was  said  to  be.  is  within 
the  boimdaries  of  the  McLean  community 
contended  for  at  the  hearing.  As  de- 
scribed by  Tenth  District,  the  McLean 
community  had  a  1960  population  of 
28,952  persons  in  an  area  of  29  9  square 
miles.  ^ 

4.  Seven  Locks  Broadcasting  Company 
first  specified  a  station  location  of  Po- 
tomac. Maryland.  Following  a  prehear- 
ing letter  requesting  information  which 
would  show  that  Potomac  is  an  in- 
tegrated community".  Seven  Locks 
amended  its  application  to  specify  Po- 
tomac-Cabin John,  Maryland,  as  its 
station  location.  It  represented  that  its 
transmitter  location  would  be  at  the 
comer  of  River  Road  and  Seven  Locks 
Road,  "squarely  between  the  two  com- 
mimities  of  Potomac  and  Cabin  John. " 
It  explained  that  their  "present  small 
size"  and  "their  dissimilarity'  justify 
the  dual  city  designation  as  provided  for 
in  S  3.30(b)  of  the  niles.  Additionally, 
it  stated  that  programs  would  originate 
from  l»th  Potomac  and  Cabin  John,  and 
that  their  potential  Justifies  a  special 
service  for  "each  community."  Neither 
Potomac  nor  Cabin  John  Is  listed  in  the 
1950  Census,  and  a  second  prehearing 
letter  to  Seven  Locks  stated  that  infor- 
mation theretofore  submitted  by  the  ap- 
plicant was  insufficient  to  establish  that 
they  were  communities  within  the  mean- 
ing of  section  307(b) .  The  problem  re- 
mained unresolved,  and  the  Commis- 
sion's Order  designating  the  Seven 
Locks  and  Tenth  District  applications 
for  hearing  specified  an  issue  as  to 
whether  the  Seven  Locks  proposal 
"would  serve  what  is  a  community 
within  the  meaning  of  section  307(b » ." 

5.  At  the  hearing.  Seven  Locks  de- 
scribed Its  community  or  communities 
as  including  the  lOth  Election  District  of 
Montgomery  County;*  that  part  of  the 
Maryland  National  Capital  Parks  and 
Planning  Commission's  Planning  Area 
No.  rv  which  extends  north  of  the 
boundary  of  the  10th  Election  District;' 
and  Planning  Area  VI-C-4.*  The  area 
contended  for  by  Seven  Locks  is  bounded 
on  the  south  by  the  Potomac  River;  on 
the  southeast  by  Cabin  John  Creek:  on 
the  east  by  the  eastern  boundary  of  Elec- 
tion District  10.  the  eastern  boundary  of 
Planning  Area  IV.  and  the  proposed 
route  of  Highway  240.  "all  of  which  run 
close  to  each  other  and  parallel:"  on  the 
north  by  the  northern  boundaries  of 
Election  District  10  and  Planning  Area 
IV  (the  proposed  outer  circumferential 
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highway) ;  and  on  the  west  by  the 
boundary  between  the  10th  and  6th 
Election  Districts.  The  communities 
were  said  to  encompass  34  square  miles 
and  a  1960  population  of  5.869,  4.360 
residing  in  Potomac  and  1.509  residing 
in  Cabin  John. 

6.  Based  on  the  foregoing,  it  would 
appear  that  at  the  hearing  each  appli- 
cant materially  departed  from  the  state- 
ments and  representations  contained  in 
its  application,  thereby  raising  a  serious 
question  under  5  3.30ta)  of  the  Com- 
missions rules.  Section  3  30(a)  provides 
that  standard  broadcast  stations  will  be 
licensed  to  serve  primarily  "a  particular 
city.  town,  political  subdivision,  or  com- 
munity." '  In  neither  case  here  has  the 
applicant  established  that  the  area  lor 
areas*  claimed  is  a  particular  city,  town 
or  political  subdivision,  and  there  is  con- 
siderable doubt  that  it  has  established 
that  such  area  (or  areas*  is  a  particular 
community  within  the  purview  of  the 
above  rule  or  existing  Commission  cases 
On  the  basis  of  the  record  thus  far  com- 
piled, there  Is  little  to  dispel  the  sus- 
picion that  the  ■communities"  contended 
for  by  the  respective  applicants  exist 
primarily  in  the  minds  of  such  appli- 
cants: in  neither  case  has  the  applicant 
been  able  to  muster  anything  but  unof- 
ficial and  sporadic  concurrence  or  recog- 
nition by  miscellaneous  groups  using  the 
same  or  similar  boundaries  for  their  own 
sE>ecialized  purposes  and  convenience." 

7.  Because  exact  boundaries  for  the 
named  locations  have  never  been  of- 
ficially prescribed,  the  applicants  ap- 
parently felt  free  at  the  hearing,  to  pu.sh 
to  the  farthest  points  for  which  any  kind 
of  logical  support  could  be  summoned.' 
Thus,  neither  crossed  the  Potomac  River 
and  neither  crossed  a  county  line:  but 
Seven  Locks  did  not  hesitate  to  bite  into 
the  Bethesda  (7th»  and  Rockville  <4thi 
Election  Districts,  and  Tenth  District 
advanced  to  the  city  limits  of  incorpo- 
rated Palls  Church.  In  the  Commis- 
sion's view,  neither  applicant  has  allayed 
the  distinct  suspicion  that  other  loca- 
tions could  make  equal  or  more  convinc- 
ing claims  to  the  territories  and  peoples 
contended  for  by  such  applicant ' 


'The  10th  Election  DUtrlct  Is  also  known 
as  the  Potomac  Beet  Ion  District 

•  A  corner  of  Planning  Area  No.  IV  lies  In 
the  4th  (RockvUle)  Section  DUtrlct. 

♦Planning  Area  VI-C-4  Is  said  to  be  the 
Cabin  John  community,  and  It  lies  partially 
within  the  lOth  Section  District  and  par- 
tUlly  within  the  7th  (Bethesda)  Section 
District. 


'Paragraph  (b>  of  5  3  30  permits  the  li- 
censing of  a  station  to  ser\e  two  or  more 
such  entitles 

"See  paragraph  7  of  the  Ex  imlner's  Con- 
clusions, set  forth  at  page  14  of  her  Initial 
Decision 

'■  It  Is  true  that  In  Mercer  Broadcasting 
Company.  22  PCC  1000.  13  RR  891  (1957 1 
I  cited  In  the  Inltl.U  Decision),  no  finding 
could  be  made  ;us  tr>  the  px.ict  boundaries  of 
Levlttown  and  F.nrle<is  Hills  However.  It 
was  stipulated  that  there  were  8.750  homes 
m  Levlttown  and  2  000  homes  In  ralrlew 
Hills  At  32  j>ersons  per  dwelling.  It  wa-s 
computed  that  the  two  contiguous  ■.\Ti.ar,  had 
a  combined  ixjpulatlon  of  33  440  (see  foot- 
note 8.  Infra  I 

•Musical  Heights.  Inc  29  PCC  1.  19  RR  49 
(1960)  affirmed  sub  nom  Richard  P  Lewis. 
Jr  .  Inc  V  FCC.  292  P.  2d  762.  is  mentioned 
In  the  Initial  Decision  There,  the  Commis- 
sion held  Braddock  Heights.  M.-iryland.  to  be 
a  community.  Inasmuch  as  it  represented  an 
identifiable  population  grouping  separate  and 
dir,tlnct  from  the  larger  community  of  Frede- 
rick. In  the  foregoing  respect  It  Is  distin- 
guishable from  the  Instant  caae.  Similarly. 
In  the  Mercer  case  (■««  footnote  7)  It  U 
clear    that   a   i>er?f<n   claimed   for   Levlttown 


8.  Were  the  Commission  to  p«M 
either  or  both  of  the  appllomti  hiitk 
arbitrarily  establish  the  boutidu*  W 
of  the  "commimitles"  n^MMiS 
claimed,  in  every  future  case  tawdS 
an  unincorporated  location  the  «■? 
tunity  would  be  open  for  the  apMCi 
to  claim  eveiT  other  unincorpor^edei^ 
centration  of  population  in  the  eoob 
To  thus  introduce  gerryinandcrti^(» 
metes-and-t)ounds  descriptions  to  «» 
.section  307) b)  determinations  wooMw 
to  seriously  hamper  the  effective 
istration  of  that  provision  of  the 
munications  Act.  Accordingly,  ^ 
parties  are  advised  that  each  pliee «( 
station  location  applied  for  must  ke  «. 
tablished  as  a  particular  city,  ton, 
political  subdivision  or  community,  i* 
an  identifiable  population  groupiBf'n^ 
arate  and  distinct  from  all  othen;  a^ 
that  the  geographic  boundaries  o|[  ftt 
location  or  locations  contended  for^ 
not  enclose  or  contain  areas  or 
tions  more  logically  identified  as,  or 
sociated  with,  some  other  location.  A^ 
applicant  falling  in  the  foregotaic  Wr 
dens  or  requirements  will  be  diaqaaUlil 
from  receiving  a  grant  under  IS.3KD 
of  the  Commission's  rules. 

9  The  Commission  has  noted  thattti 
two  transmitter  sites  pr(^;)06ed  heretaai 
only  3  5  miles  apart;  and  that  thetai 
antenna  patterns  are  similar  and  bnt 
in  common  substantial  areas  and  papi> 
lations.  all  of  which  are  in  the  M 
Washington  Standard  Metropaila 
Statistical  Area,  and  a  good  muf  4 
which  are  in  the  city  of  Washii«ln 
Itself  Additionally,  where  Tenth  Db- 
trict  claims  that  it  would  fumldi  aM 
outlet  for  local  self-expression  to  2IJH 
more  persons  than  Seven  Locks,'  \ht 
latter  would  bring  new  service  to  NJM 
more  persons  than  the  former.  Oatht 
basis  of  the  foregoing  and  other  Bbnihr- 
ities  obtaining  with  respect  to  the  tM 
proposals,  the  possibility  exlsli  tM 
neither  applicant  will  be  able  to  estaUkk 
a  determinative  preference  under  m- 
tion  307' b).  Accordingly,  the  COBBii- 
sion  is  also  adding  to  the  prooeedinii 
contingent  comparative  issue  to  iOHR 
that  a  determinative  basis  for  a  ebflto 
will  exist  between  the  two  appUesati.' 

10.  To  accommodate  the  f oregoiDC.  tbt 
Commission  is  revising  the  307(b)  taw 
presently  existing  in  this  proceedix 
With  the  revised  307(b)  issue,  andiltt 
the  addition  of  the  S  3.30(a)  i«8oeB»- 
tioned  above,  there  is  no  longer  reqoind 
the  present  issue  inquiring  into  the  «■• 
munity  status  of  Potomac-Cabin  Join 
Accordingly,  that  issue  is  being  ddetrf 
from  the  proceeding. " 


(or  Falrless  Hills)  knew  he  lived  thert.  TWi 
iK  not  necessarily  so  for  a  perwrn  eUfc" 
In  this  proceeding  for  McLean.  Potomae.  • 
Cabin   John.  ^^ 

•  Following  the  further  hearing.  tb«  «■■• 
eiice  may  be  sharply  reduced. 

'■In  Its  exceptions.  Seven  UKkM  m 
alternatively  requested  the  addltkml^ 
standard  comparative  Issue.  For  •■'^ 
slon  of  the  Commlaalon'i  geii«r^  ■■■■  ■ 
caaes  such  aa  thla  M«  K«nt-Ba'~ 


fifgrtday,  February  15,  1962 

A.Mi0diMly.  tt  ^  ordered.  This  6th  day 

#^2nuS  1962.  That  this  proceeding 

»223ed  to  the  Hearing  Examiner 

^  fatherhearlng  consistent  herewith; 

"f/  it  ivTther  ordered.  That  the  two 
JL  of  tWs  proceeding  specifically  In- 
Za^  into  matters  involving  secUon 
^b)  of  the  Communications  Act  are 
Sieted  and  that  the  issues  set  forth  be- 
!/«  are  substituted  or  added  therefor: 

(a)  To  determine  the  station  locations 
Jjied  for  by  the  respective  applicants. 
?ndto  determine  whether  such  locations 
STpftrtlcular  cities,  towns,  political  sub- 
J^dona  or  communities  within  the 
metnlngof  {  3.30(a)  of  the  Commission's 

(b)  To  determine  whether  considera- 
yoQS  with  respect  to  section  307(b)  of 
^  Communications  Act  of  1934,  as 
tmended.  are  applicable  to  the  instant 
pj„ceeding.  and,  if  so.  whether  a  choice 
k^ireeothe  applicants  can  be  reason- 
ablr  bwed  thereon,  and,  if  so,  whether 
%  gnnt  to  (Mie  or  the  other  of  the  appli- 
P^tn  would  provide  the  more  fair.  efB- 
eioit  and  equitable  distribution  of  radio 

KfTlce. 

(c)  To  determine,  in  the  event  it  is 
eooeluded  that  a  choice  between  the  In- 
ittot  applications  cannot  be  made  on 
eooskleratlons  relating  to  section  307(b) . 
fliidi  of  the  operations  proposed  in  the 
itore-eaptioned  applications  would  bet- 
ter lerve  the  public  interest  in  the  light 
of  the  evidence  adduced  pursuant  to  the 
foregoing  Issues  and  the  record  made 
with  respect  to  the  significant  differences 
between  the  applicants  as  to: 

(i)  The  ba(;kground  and  experience  of 
eieh  having  a  bearing  on  the  applicant's 
ibfllty  to  own  and  operate  the  proposed 
lUtkm; 

(II)  The  proposals  of  each  of  the  in- 
sUnt  applicants  with  respect  to  the  man- 
agement and  operation  of  the  proposed 
itaUon; 

(III)  Ihe  programming  service  pro- 
powd  in  each  of  the  instant  applications. 

Released:  February  12. 1962. 

FXDERAL  COMHUNICATIONS 
COMMISSIOir, 

[suL]        Ben  F.  Wapls, 

Acting  Secretary. 

IfH.  Doc.    62-1580;    Piled.    Feb.    14,    1962; 
8:51  a.m.]    i 


CMtlng  Co  .  FCC  81-1350  (Mini*)  *».  WW- 

>UeJuit«  w«»  •^ 


"  Because  the  two  applicants 

nally  In  a  proceeding  InToWlng  ■ _-^_  ^ 

SO  appllcanU.  and  becauae  o*  a  "^Jt^ 
severances  Involving  the  two  »ppllea»»* 


IDocketNo.  14313;  PCC62M-198] 

WFYC,  INC.  (WFYC) 
Order  Continuing  Hearing 

In  re  application  of  WFYC.  Incorpo- 
r»ted  (WFYC) .  Alma,  Michigan.  Docket 
No.  Ii313.  FUe  No.  BP-13807;  for  con- 
stnictkm  permit. 

oWblts  for  this  proceeding  are  scattered 
pw  a  number  of  volumes,  including  tota» 
"•ring  docket  numbers  dUTerent  from  tboM 
fflTOlvwt  here.  The  Commission  has  ezperl- 
o«l  considerable  difficulty  In  tracking  down 
»•  varloua  exhlbiu.  and  the  Examiner  at 
«•  further  hearing  ordered  herein  may  wish 
■M«r  to  direct  the  parties  to  submit  all  of 
a«  exhibits  anew,  or  to  append  an  index 
?™li>lU    to    the    Supplemental    Initial 
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The  Hearing  Examiner  having  imder 
conalderatloo.  the  Joint  request  of  all 
parties  to  the  above-entitled  proceeding 
filed  Fetruary  7,  1962,  for  continuance 
of  hearing; 

It  appearing  that  by  order  of  the  Act- 
ing Chief  Hearing  Examiner  the  date  for 
exchange  of  hearing  exhibits  herein  was 
continued  to  February  7.  1962.  and  that 
said  exhibits  were  exchanged  on  that 
date  with  hearing  t)eing  scheduled  to 
commence  on  February  12,  1962,  which 
affords  inadequate  time  for  completion 
of  the  remaining  prehearing  procedural 
course  established  by  order  released  No- 
vember 24. 1961 ; 

It  is  ordered.  This  8th  day  of  February 
1962,  that  the  said  request  is  granted  and 
that  t^e  date  for  exchange  of  rebuttal 
exhibits,  if  any.  Is  continued  from  Janu- 
ary 30,  1962,  to  February  16,  1962;  and 
that  the  date  for  giving  notification  of 
witnesses  to  be  called  for  cross-examina- 
tion is  continued  from  February  6,  1962, 
to  February  23. 1962 ; 

It  is  further  ordered.  That  the  hearing 
in  this  matter  heretofore  scheduled  to 
commence  on  February  12,  1962,  is  con- 
tinued to  March  14,  1962,  commencing 
at  10:00  a.m.  In  the  offices  of  the  Com- 
mission at  Washington,  D.C. 

Released:  February  9, 1962. 

Federal  Communications 
Commission, 
[seal]        Ben  P.  Waple. 

Acting  Secretary. 


[F.R.    Doc.    62-1561;    Filed,    Feb.    14, 
8:51  a.m.l 


1962; 


FEDERAL  POWER  COMMISSION 

[Docket  No.  CP62-123] 

CITIES  SERVICE  GAS  CO. 

Notice  of  Application  and  Date  of 
Hearing 

FEBRUASY    9,   1962. 

Take  notice  that  on  November  16, 1961. 
Cities  Service  Oas  Company  (Applicant) , 
P.O.  Box  1995.  Oklahoma  City,  Okla- 
homa, filed  in  Docket  No.  CP62-123  an 
application  pursuant  to  section  7(c)  of 
the  Natural  Gas  Act  for  a  certificate  of 
public  conrenience  and  necessity  author- 
i^big  the  construction  and  operation  of 
certain  minor  "budget-type"  facilities 
during  the  calendar  year  1962,  including 
branch  lines  and  meter  and  regulator 
equipment,  to  make  miscellaneous  tem- 
porary and  permanent  direct  sales  of 
natural  gas  from  Applicant's  existing 
pipeline  system,  all  as  more  fully  set 
forth  in  the  application  which  is  on  file 
with  the  Commission  and  open  to  public 
inspection.   . 

The  total  cost  of  the  facilities  for  which 
authorization  is  sought  is  estimated  to 
be  $97,500,  with  no  individual  project  to 
exceed  a  cost  of  $15,000.  Applicant  states 
that  the  cost  of  said  facilities  will  be 
paid  out  of  treasury  cash. 

Applicant  estimated  that  it  will  have 
approximately  15  requests  for  temporary 
sales  In  1962  by  road  construction  con- 
tractors and  other  operators  of  tempo- 
rary plant  locations,  with  each  request 
involving  an  estimated  average  of  35,000 
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Mcf  annually  and  averaging  a  cost  of 
approximatdiy  $2,500  per  installation. 

Also,  Applicant  anticipates  approxi- 
mately 30  requests  for  direct  sales  to  con- 
sumers on  a  permanent  basis,  each  re- 
quest involving  an  average  of  approxi- 
mately 81,000  Mcf  of  gas  y-nmiftHy  and 
averaging  a  cost  of  approximately  $2,000 
per  installation. 

This  matter  is  one  that  should  be  dis- 
posed of  as  promptly  as  possible  under 
the  applicable  rules  and  regulations  and 
to  that  end : 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  t^e 
Federal  Power  Commissicm  by  sections  7 
and  15  of  the  Natural  Gas  Act,  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  on  l£arch 
20,  1962,  at  9:30  a.m.,  e.s.t..  in  a  Hearing 
Room  of  the  Federal  Power  Commission. 
441  G  Street  NW.,  Washington,  D.C, 
concerning  the  matters  involved  in  and 
the  issues  presented  by  such  application: 
Provided,  however.  That  the  Commission 
may.  after  a  non-contested  hearing,  dis- 
pose of  the  proceedings  pursuant  to  the 
provisions  of  §  1.30(c)  (1)  or  (2)  of  the 
Commission's  rules  of  practice  and  pro- 
cedure. Under  the  procedure  herein 
provided  for.  unless  otherwise  advised. 
it  will  be  unnecessary  for  Applicant  to 
appear  or  be  represented  at  the  hearing. 

Protests  or  petitions  to  Intervene  may 
be  filed  with  the  Federal  Power  Com- 
mission, Washingotn  25,  D.C.  In  acc(u:d- 
ance  with  the  rules  of  practice  and  pro- 
cedure (18  CPR  1.8  or  1.10)  on  or  before 
March  7,  1962.  Failure  of  any  party  to 
appear  at  and  participate  in  the  hearing 
shall  be  construed  as  waiver  of  and  con- 
currence in  omission  herein  of  the  inter- 
mediate decision  procedure  in  cases 
where  a  request  therefor  is  made. 

Joseph  H.  Gutbide, 
»  Secretary. 

IF.R.    Doc.    62-1542;    Filed,    Feb.    14,    1992; 
8:46ajn.] 


[Docket  No.  O-15170,  etc.]    * 
CONTINENTAL  OIL  CO.  ET  AL. 

Order  Accepting  Offer  of  Settlement, 
Severing  and  Terminating  Proceed- 
ings and  Providing  for  Refvnds 
Febrttaky  9,  1962. 
On  December  12,  1961,  Continental 
Oil  Company,  for  itself  and  for  other 
parties  of  interest  (hereinafter  referred 
to  collectively  as  Continental),  tendered 
for  filing  an  Offer  of  Settlement,  pm^u- 
ant  to  9  1.18(e)  of  the  Commission's  rules 
of  practice  and  procedure,  of  the  rate 
suspension  proceedings  involved  in  the 
above-entitled  matters.  Included  in  its 
Offer  of  Settlement  are  three  prcvosed 
increased  rates  which  Continental  re- 
quests be  permitted  to  become  effective 
without  suspension.  The  sales  involved 
in  the  Offer  of  Settlement  all  concern 
Continental's  jurisdictional  sales  of  nat- 
ural gas  to  Texas  Eastern  Transmission 
Corporati(m  (Texas  Eastern)  from  Texas 
Railroad  Commission  District  Nos.  Two 
and  Six. 

The  suspended  and  proposed  rate 
changes  which  are  the  subject  of  this 
Offer  of  Settlement  are  as  follows: 
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Bate  MlMdnle-snpptoiDent  K«. 


•4-8. 

114- ir 

las-HT 

11 

la. 

13 

137-10 

l3»-6* 

141-8* 

l<»-3uid4.-.. 

S 

« 


Docket  No. 


O-15170 
0-lflI71 
0-16I71 
O-187S0 
RlfiO-lM 
Riei-4«8 


Iner«aaed 
R«t»— C«nts 
Mef  at  I4.M 


O-I«027 

R1«IH«I  t 
R161   •>.■) 


18.8733 
13.8733 

•  U  3733 

•  lA.  0433 
1  l.V376a 

I 1«  7099  i 
l.J  H7:u 

13.  H733  I 
I3.M733  I 

14.  fi  I 
14  *  I 
1.^  0  I 


DaU  offec- 

liTe  wibject 

to  rcfitnd 


Oct.  2»,  IMM 
Oct.  29,  IWK 
Oct.  'M,  IMH 
Nov.  18,  1M9 


Au(f. 
iVpt 


■-'I 


1(M) 
IMI 


Jon. 
July 
May 


i') 
n,  I96() 

W,  I9«»1 


Settlement 
r*te.<t 


13  8733 

13  8733 

14  3733 
14  3733 
14  3733 
14  373:« 
13  K733 
13  H7;« 

13  H733 

14  t> 
14  f. 
14  )> 


*(Opentar).et  al. 

I  tnchidea  0.5  cents  per  Mcf  alloNkaiice  to  (*i>iiiiiuiit,il  for 

>  Proposed  In  the  oner. 

Under  the  terms  of  the  offer,  Conti- 
nental agrees  to  eliminate  the  favored - 
nation  and  price  redetermination  provi- 
sions from  the  subject  contracts.  Under 
Rate  Schedule  Nos.  84.  114,  137,  139.  and 
141  Continental  proposes  to  insert  sched- 
ules of  three  0.5  cent  per  Mcf  escalations 
above  the  13.8733  cents  per  Mcf  settle- 
ment rates  at  five-year  intervals  begin- 
ning February  5.  1963.  Under  Rate 
Schedules  Nos.  125  and  169  Continental 
proposes  to  insert  schedules  of  three  0.5 
cent  and  1.0  cent  per  Mcf  escalations 
above  the  respective  14.3733  cents,  and 
14.6  cents  per  Mcf  settlement  rates  oc- 
curring at  five-year  intervals  beginning 
February  5,  1963  and  November  1.  1963. 
All  of  the  aforementioned  rates  are  total 
rates  including  any  tax  reimbursement 

As  justification  for  the  offer.  Conti- 
nental contends  that  the  favored-nation 
and  price  redetermination  provisions  of 
the  contracts  are  valuable  to  Continental 
as  a  means  of  protection  against  infla- 
tion. In  addition,  Continental  states 
that  the  settlement  rates  are  below  the 
level  of  initial  prices  for  gas  sold  in  the 
same  areas.  The  offer  is  consistent  with 
the  Commission's  announced  policy  in 
the  Second  Amendment  to  Statement  of 
General  Policy  No.  61-1 . 

Docket  Nos.  G-15170  and  G-15171 
were  consolidated  for  hearing  purposes 
with  Docket  Nos.  G-16966.  a  section  5<  a* 
general  investigation. 

Texas  Eastern  concurs  in  and  approves 
the  Offer  of  Settlement  and  adverts  to 
the  similarity  of  previous  offers  of  settle- 
ment pertaining  to  jurisdictional  sales 
of  gas  to  Texas  Eastern  which  have  been 
accepted  by  the  Commission.  No  oppo- 
sition to  the  Offer  of  Settlement  has  been 
expressed. 

In  our  judgment,  settlement  of  these 
proceedings  in  accordance  with  the  Offer 
of  Settlement  is  desirable  in  the  public 
interest  and  appropriate  in  carrying  out 
the  provisions  of  the  Natural  Gas  Act. 
Continental  Is  proposing  to  eliminate  all 
favored-nation  and  price-redetermina- 
tion  clauses  in  its  contracts  herein  in- 
volved with  Texas  Eastern,  to  waive  all 
its  future  rights  and  benefits  thereunder 
and  to  convert  the  annual  escalations 
now  provided  in  the  contracts  to  fixed 
escalations,  and  provided  in  its  offer. 

However,  we  desire  to  make  it  clear 
that  acceptance  of  this  Offer  of  Settle- 
ment shall  not  be  construed  as  approval 
of  any  future  increased  rates  proposed 
by  Continental  under  the  fixed  escala- 
tion provision  or  otherwise. 


C.  D  and  E.  above,  are  hereby 
nated. 

(G)  The  acceptance  of  this  0||f  ^ 
Settlement  is  without  prejudice  (e  J! 
findings  or  determinations  that  noh 
made  in  any  proceedings,  whlefa  J! 
presently  being  heard,  or  in  any  Jt 
ceedings  now  pending  or  which  rata  hi 
hereafter  instituted. 

By  the  Commission. 

Joseph  H.  GuTtm 
SecTettr^, 

IPR     EKio     62   1543;    Filed.    Feb     U    i^ 
8:47  ami  ^ 


Irhjilr.llHMI     lll'l  n  n't  ll  |Millll   .liliviiy 

The  Commission  finds: 

( 1 )  Good  cause  has  been  shown  for 
severing  Docket  Nos.  G-15170  and  G- 
15171  from  the  consolidated  proceedings 
in  Docket  Nos.  G-16966.  et  al..  and  for 
terminating  the  proceedings  in  Docket 
Nos.  G-15170.  G-15171.  G-18750.  RI60- 
458.  G-19027.  RI60-160,  RI61-285.  and 
RI60-194. 

(2)  The  proposed  settlement  of  these 
rate  proceedings  on  the  basis  described 
herein,  as  more  fully  set  forth  in  the 
Offer  of  Settlement  filed  with  the  Com- 
mission by  Continental  on  E>ecember  12, 
1961.  is  in  the  public  interest  and  appro- 
priate to  carry  out  the  provisions  of 
the  Natural  Gas  Act  and  should  be  ap- 
proved by  the  Commission  and  made 
effective  as  hereinafter  ordered. 

The  Commission  orders: 

(A)  Docket  Nos.  G-15170  and  G-15171 
are  hereby  severed  from  the  consolidated 
proceedings  Docket  Nos.  G-16966.  et  al. 

(B)  The  Offer  of  Settlement  filed  by 
Continental  on  December  12.  1961.  is 
hereby  approved  in  accordance  with  the 
provisions  of  this  order. 

(C>  Continental  shall  execute  with 
Texas  Eastern  amendments  to  the  gas 
purchase  contracts  to  implement  the 
provisions  of  the  Offer  of  Settlement 
and  file  with  the  Commission  within  30 
days  from  the  issuance  of  this  order  such 
amendments  as  supplements  to  the  con- 
tracts involved. 

(D)  Within  45  days  from  the  date  of 
issuance  of  this  order.  Continental  shall 
refund  to  Texas  Eastern  the  difference 
between  the  amounts  collected  from 
Texas  Elastem  and  the  rates  agreed 
upon  in  the  Offer  of  Settlement,  to- 
nether  with  simple  interest  at  the  rate 
specified  In  the  respective  agreement 
and  undertaking  from  the  respective 
dates  of  receipt  of  said  excess  amounts 
by  Continental  to  the  date  of  refund 
Continental  shall  bear  all  costs  inci- 
dental to  the  makinK  of  such  refunds. 

<E>  Within  60  days  from  the  date  of 
issuance  of  thi.s  order.  Continental  shall 
report  to  the  Commission  m  writinj?  and 
under  oath  the  details  of  il.s  calculations 
resulting  in  refunds  ordered  pursuant  to 
paragraph  'D'  above,  together  with 
copies  of  relea.ses  from  Texas  Ea.stern 
with  respect  to  such  refunds. 

(Pi  The  proceedings  in  Docket  Nos. 
O-15170,  G-15171.  G-18750.  RI60-194, 
RI61^58.  G-19027.  RI60-160.  and  RI61- 
285  upon  compliance  with   paragraphs 


I  Docket  No.  E-«44e) 

GLACIER  ELECTRIC  COOPERATIVi 
INC. 

Notice  of  Application 

February  9,  uq^ 

Take  notice  that  on  January  2,  mi 
Glacier  Electric  Cooperative,  Inc.  (|^ 
pllcant  > ,  incorporated  under  the  ka 
of  the  State  of  Montana  and  doli^  |^ 
ness  in  that  State,  with  its  prlnc^ 
place  of  business  at  Cut  Bank,  Mool^ 
filed  an  application  for  a  suppkaaM 
order,  pursuant  to  section  202(e)  afii 
Federal  Power  Act,  authorizing  ib  %> 
crease  in  the  amounts  of  electric  oav 
which  Applicant  is  presently  tuthoiM 
to  transmit  from  the  United  Statali 
Canada. 

By  Commission  order  issued  Jum^ 
29.  1953,  in  the  above  docket,  as  umdM 
December  2,  1959.  Applicant  was  »alte> 
ized  to  transmit  electric  energy  fnaitk 
United  States  to  Canada  in  amountiii 
to  exceed  84,000  kwh  per  annum  ati 
maximum  transmission  rate  of  25  lew  i 
Carway.  Alberta.  Canada,  and 
kwh  per  annum  at  a  maximum 
sion  rate  of  15  kw  at  Del  Bonlta,  AlbaH^ 
Canada.  Apphcant  now  seeks  autlMd» 
tion  to  transmit  up  to  500,000  ki^  it  I 
maximum  rate  of  150  kw  at  CannjHri 
up  to  150.000  kwh  at  a  maximum  nk4 
75  kw  at  Del  Bonita. 

The  amounts  of  electric  energy  ittiA 
Applicant  proposes  to  export,  like  that 
amounts  presently  exported  pursoulti 
the  afore-mentioned  authorization,  M 
to  be  transmitted  to  Canada  from  It 
State  of  Montana  over  certain  ttdMM 
specified  in  a  Presidential  Permit  ilpil 
by  the  President  of  the  United  8taki« 
December  12,  1952  and  released  to  i^ 
plicant  concurrently  with  the  issuaneeM 
Commission  order  issued  Januuy  R 
1953.  in  the  above  docket. 

Any  person  desiring  to  be  heard ori 
make  any  protest  with  reference^" 
application  should  on  or  before 
ary  28.  1962  file  with  the  Federal 
Commi.s.sion,  Washington  25,D.C.,»pi*' 
tion  or  protest  in  accordance  with  • 
Commission  s  rules  of  practice  andl^ 
cedure  "18  CFR  1.8  or  1.10).  TheMP- 
cation  is  on  file  with  the  Commli* 
and  avrtilabk"  for  public  InspectkB. 

Joseph  H.  Gunn*. 
Secret0% 

IFR     D.^c     62   1544:    Piled.    Feb.    Mk  >• 
8:47  A.m.  I 


ftutnday,  February  15,  1962 

(Doekfli  No.  CP«a-1601 
UHITEO  GAS  PIPE  LINE  CO. 

luiicf  of  AppKcaHon  ond  Dot*  of 

■^^  Heoring 

February  9,  1962. 

-^  nottce  that  on  December  26. 1961. 
2^Qu  Pipe  Line  Company  (AppU- 
^'"TiS  Palrfleld  Avenue.  Shreve- 
Sf  iiwSna.  filed  in  Docket  No.  CP62- 
ff'ifiWPUwtion  pursuant  to  secUon 
ItJ)^  Se  Natural  Gas  Act  for  pennls- 
lil  uid  approval  to  abandon  natural 

.  f^tiM  M  hereinafter  described  and 

■flrtfuUy  described  in  the  appUcation 
5Si  on  file  with  the  Commission  and 
!^to  poNlc  in«)ecUon. 
"•tldieant  seeks  authorization  to  aban- 
J'Sdranove  0.004  mile  of  8%"  O.D. 
SSllae  »nd  a  dual  6"  orifice  meter  sta- 
Kind  appurtenant  facilities  In  Jef- 
Sb  County.  Texas.  The  faciliUes  pro- 
ved for  abandonment  were  installed  in 
^for  the  purpose  of  delivering  gas  to 
tte  Soeocy  Mobile  OU  Company 
floMBT)  (successor  to  Magnolia  Petro- 
\BM  company)  for  use  in  its  operaUon 
tf  la  oil  refinery  located  at  Beaumont, 
•MM.  Socony  has  advised  Applicant 
tM  it  sees  no  immediate  use  for  the 
j^p^hum  and  has  requested  cancellation 
a(  tbe  gas  ales  contract  to  which  Appli- 
eiBtbM  agreed. 

y^nlleant  states  that  the  subject  fa- 
dHtti  have  been  utilized  directly  in 
(mn^i^tiftn  with  service  to  Socony  and 
in  not  required  f  oUoviring  the  termina- 
te of  the  gas  sales  contract  with 
Soeeny.  The  original  cost  of  the  subject 
tMfiittH  vas  $3,826.43. 

Hill  matter  is  one  that  should  be  dis- 
pgnd  of  as  promptly  as  possible  under 
flK  applicable  rules  and  regulations  and 
to  tbat  end: 

Ttte  further  notice  that,  pursuant  to 
Ibi  aothority  contained  in  and  subject 
ts  the  Jurisdiction  conferred  upon  the 
Mnl  Power  Commission  by  sections 
T  iBd  15  of  the  Natural  Gas  Act,  and 
tbe  Oommission's  rules  of  practice  and 
procedure,  a  hearing  will  be  held  on 
Mttcfa  13,  1962,  at  9:30  a.m..  e.s.t..  in  a 
Heartng  Room  of  the  Federal  Power 
Oonmisston,  441  O  Street  NW.,  Wash- 
iBftsn,  D.C.,  concerning  the  matters  In- 
ched In  and  the  issues  presented  by 
Kb  appUcation:  Provided,  however, 
Tbat  the  Commission  may,  after  a  non- 
eantested  hearing,  dispose  of  the  pro- 
oeedincB  pursuant  to  the  provisions  of 
iLW(e)  (1)  or  (2)  of  the  Commission's 
nlM  of  practice  and  procedure.  Under 
fte  procedure  herein  provided  for,  un- 
!■  otherwise  advised,  it  will  be  unneces- 
■17  for  Api^cant  to  appear  or  be  rep- 
itMOtod  at  the  hearing. 

Protests  or  petitions  to  intervene  may 
Rifled  with  the  Federal  Power  Commis- 
rin.  Washington  25,  D.C.,  in  accordance 
>tt  the  rules  of  practice  and  procedure 
'UCm  1.1  or  1.10)  on  or  before  March 
1.  im  Failure  of  any  party  to  appear 
^  Md  participate  in  the  hearing  shall 
ki  CMMtraed  as  wavier  of  and  concur- 
''■»  hx  omlsskm  herein  of  the  inter- 
no,  sa 5 
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mM^filt    decision   procedure   In   cases 
where  a  request  therefore  is  made. 

Joseph  H.  Gtttrxdk. 
Secretary. 

[FJt.   Doc.    63-1548;    Filed,    Feb.    14.    1963; 
8:47  aan.] 


[Docket  No.  CI60-542] 

VALLEY  GAS  TRANSMISSION,  INC. 
Notice  of  Hearing 

February  9, 1962. 

Valley  Oas  Transmission,  Inc.  (Appli- 
cant) .  a  Texas  corporation  with  princi- 
pal place  of  business  at  572  M  &  M  Build- 
ing. Houston.  Texas,  filed  an  application 
for  a  certificate  of  public  convenience 
and  necessity  ot  limited  duration  in  the 
above-captioned  proceeding,  pursuant  to 
section  7(c)  of  the  Natural  Gas  Act,  on 
May  2,  1960,  as  amended  June  27,  1960, 
March  1. 1961.  and  May  26,  1961. 

Ai^Ilcant  proposes  to  sell  natural  gas 
in  interstate  commerce  to  United  Gas 
Pipe  Line  Company  (United)  for  resale 
and  to  transport  natural  gas  in  inter- 
state commerce  by  means  of  certain  nat- 
ural gas  facillUes  proposed  to  be  con- 
structed and  operated  by  Applicant. 
Temporary  authorizations  were  Issued  to 
Applicant  on  July  15.  1960,  March  31, 
1961,  and  June  28,  1961.  The  gas  in- 
volved wlll^be  purchased  by  Applicant 
from  various  producers  at  a  base  initial 
price  of  14.0  cents  per  Mcf  at  14.65  psia 
and  will  be  produced  from  various  fields 
in  Live  Oak  Coimty,  Texas  (Texas  Rail- 
road District  No.  2).  Permanent  cer- 
tificates were  issued  to  14  of  the  pro- 
ducer-sellers in  Docket  Nos.  (^60-543 
through  CI60-556  by  order  issued  In  Paul 
F.  Bamhart,  et  al.,  Docket  No.  G-13831. 
et  al.,  on  October  31, 1960,  and  temporary 
authorizations  were  issued  to  4  others  in 
Docket  Nos.  CI61-203.  CI61-455.  CI61- 
884,  and  CI61-905  on  April  19, 1961,  and 
July  10.  1961.  United  has  constructed 
and  is  operating  the  facilities  necessary 
to  take  the  instant  gas  from  Applicant 
under  a  budget-type  certificate  issued 
In  United  Oas  Pipe  Line  Company, 
Docket  No.  0-18983,   on  November  9, 

1959.  Applicant  proposes  to  sell  the  in- 
stant gas  to  United  at  18.0  cents  per  Mcf 
at^4.6»  psia.  The  facilities,  estimated 
to  cost  $750,000.00  will  be  financed  by 
Aivlicant  thix>ugh  the  sale  of  securities 
to  its  parent  corporation.  Valley  Gas 
Production.  Inc. 

Notice  of  the  filing  of  Applicant's  ap- 
plicaticm  together  with  its  consolidation 
for  hearing  along  with  certain  other  ap- 
plications not  here  relevant  was  issued 
on  September  14,  1960,  and  published  in 
the  FfosBAL  Register  on  September  22, 
1960  (25  riL  9125).  This  notice  fixed 
October  4. 1960,  as  the  last  day  for  filing 
protests  or  petiti<«s  to  intervene.  The 
PuUic  Scanrice  Ccnnmlssion  ot  the  State 
of  New  York  filed  a  notice  of  intervention 
In  the  instant  docket  on  Sept«nber  29, 

1960.  By  notice  issued  on  October  12. 
19M,  and  published  In  the  Federal 
Rwisna  on  October  19.  1960  (25  FJL 
9912) .  tbeapidkation  inthe  instant  pro- 
ceedinff  was  aervered  for  separate  dis- 
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position  from  those  with  which  it  had 
theretcrfore  been  conscdidated. 

Take  notice  that,  pursuant  to  tbe  au- 
thority contained  in  and  subject  to  the 
Jurisdiction  conferred  upon  tbe  Federal 
Power  Commission  by  sections  7  and  15 
of  the  Natural  Gas  Act,  and  the  Commis- 
sion's rules  of  practice  and  procedure, 
a  hearing  will  be  held  on  March  6.  1962. 
at  10:00  ajn„  ejB.t.,  in  a  hearing  room 
of  the  Federal  Power  Conmilssion.  441 
G  Street  NW.,  Washington.  D.C..  oon- 
cerning  the  matters  involved  in  and  tbe 
issues  presented  by  the  application. 

Joseph  H.  Gutride. 
Secretary. 

[F.R.    Doc.    62-1547;    Filed,    Feb.    14,    1962; 
8:47  a.m.] 


DEPARTMENT  OF  LABOR 

Wage  and  Hour  Division 

CERTIFICATES  AUTHORIZING  EM- 
PLOYMENT OF  LEARNERS  AT  SPE- 
CIAL MINIMUM  RATES 

Notice  is  hereby  given  that  pursuant 
to  section  14  of  the  Fair  Labor  Standards 
Act  of  1938  (52  Stat.  1060.  as  amended. 
29  U.S.C.  201  et  seq.),  tbe  regulations 
on  employment  of  learners  (29  CFB  Part 
522),  and  Administrative  Order  No.  524 
(24  F.R.  9274).  the  firms  listed  in  this 
notice  have  been  Issued  special  certifi- 
cates authorizing  the  employment  of 
learners  at  hourly  wage  rates  lower  than 
the  minimum  wage  rates  otherwise  ap- 
plicable under  section  6  of  the  Act.  The 
effective  and  expiraticm  dates,  occupa- 
tions, wage  rates,  number  or  proportion 
of  learners,  learning  periods,  and  the 
principal  product  manufactured  by  tbe 
employer  for  certificates  issued  under 
general  learner  regulations  (IS  522.1  to 
522.11)  are  as  indicated  below.  Condi- 
tions provided  in  certificates  Issued  under 
special  industry  regulations  are  as  estab- 
lished in  these  regulations. 

Apparel  Industry  Learner  Regulations 
(29  CFR  522.1  to  522.11,  as  amended, 
and  29  CFR  522.20  to  522.25.  as 
amended) . 

The  following  learner  certificates  were 
issued  authorizing  the  employment  of 
10  percent  of  the  total  niunber  of  fac- 
tory production  workers  for  normal  la- 
bor turnover  purposes.  The  effective  and 
expiration  dates  are  indicated. 

Aynor  Manufacturing  Co.,  Inc.,  Aynor,  B.C.; 
eflfective  1-15-62  to  1-14-63  (ladles'  blouses, 
caprl  pants,  shorts,  and  pedal  pusbers) . 

Blltmore  Manufacturing  C!o..  Ashevllle, 
N.C.;  effective  1-11-62  to  1-10-6S.  Learners 
may  not  be  employed  at  special  Tnlntmuin 
wage  rates  In  the  production  of  separate 
skirts  (women's  and  children's  sportswear, 
dungarees,  slacks,  pedal  pushers,  etc.) . 

Cherryvale  Manufacturing  Ck».,  Cherryvale, 
Kans.;  effective  1-10-62  to  1-0-63  (men's 
work  clothing). 

Colshlre  llaniifacturlng  Co.,  Inc.,  Morgan- 
town,  W.  Va^  effective  2-1-62  to  1-31-68 
(men's  pajamas) . 

Devil  Dog  Manufacturing  Co.,  Inc..  Mid- 
dleaez.  N.C.;  eflecUve  1-12-62  to  1-11-63 
(Udlee*  and  children's  pUywear). 

D\uihUl  Shirt  Co..  Iiexington.  Mo.;  effec- 
tive 1-12-52  to  1-11-63  (men's  shirts). 
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Hy  *  Walker.  Divlalon  of  Burlington  Ind  , 
Inc..  Tmoo  City.  MIm  ;  effectlT*  l-8-«2  to 
1-7^(13  (men's  and  boys'  woven  pajamas). 

Hugglns  Garment  Oo  ,  Inc  ,  Donalds.  B.C.; 
effecUve  l-a»-«a  to  1-28-63  (men's  sport  and 
utUlty  shirts) 

Hugglns  Oarment  Co  .  Inc  .  Due  West,  S  C  ; 
effective  1-26-62  to  1-25-63  (mens  sport 
and  utility  shirts). 

R.  Lowenbaum  Manufacturing  Co .  1(X) 
South  Minnesota  Street,  Cape  Girardeau.  Mo  ; 
effective  1-15-63  to  1-15-63  (Junior  dresses). 

McKenzle  Pajama  Corp  ,  McKenzle,  Tenn  : 
effective  1-17-62  to  1-16-63  (mens  and  boys- 
cotton  pajamas  and  robes) 

O'Brien  Manufacturing  Co  .  2506  North 
General  Bruce  Drive.  Temple.  Tex  ;  effective 
1-8-62  to  1-7-63  (mens  and  boys'  semldress 

pants) . 

PowellvlUe  Pants  Factory.  PowellviUe,  Md  ; 
effective  1-27-62  to  1-26-63  (mens  work 
pants:  boys'  work  pants) 

Riusell  Springs  Manufacturing  Corp  ,  Rus- 
sell Springs.  Ky  ;  effective  1-11-62  to  1-10-63 
(men's  and  boys'  sport  shirts,  dress  shirts) 

Saluda  Shirt  Co  ,  Inc  ,  Saluda.  S  C  ;  effec- 
tive 1-8-63  to  1-7-63  (ladles'  cotton  blouses. 
men's  sport  shirts) 

Smith  Brothers  Manufacturing  Co  524 
Howard  Street.  Carthage.  Mo;  effective  1- 
23-03  to  1-23-63  (denim  Jackets:  denim  blue 
Jeans) . 

Smith  Brothers  Manufacturing  Co  .  Neosho. 
lio.;  effective  1-23-63  to  1-22-63  (work  and 
casual  pants  and  ladles'  Jeans) 

Smith  Brothers  Manufacturing  Co,  St 
JOMph.  MO.;  effective  1-23-62  to  1-22-63 
(^lork  Jackets,  coveralls,  overalls,  and   work 

psmta) . 

Smith  Brothers  Manufacturing  Co  .  Webb 
City.  Mo.;  effective  1-23-62  to  1-22  63  (work 
■hlrta  and  ladles'  blouses ) 

Levi  Strauss  and  Co ,  501  Travis  Street, 
Wichita  Falls.  Tex;  effective  1-18-62  to 
1-17-63  (men's  and  boys'  waistband  overalls) 

SturgU  Clothing  Co.  Sixth  and  Main 
Streets,  Sturgls.  Ky:  effective  2-1-62  to  1  31- 
63  (men's  single  panU). 

Tennessee  Overall  Co.  Inc.  401  North 
Atiantic  Street.  Tullahoma.  Tenn  ;  effective 
1-33-63  to  1-33-63  (men's  pants). 

The  following  learner  certificate  was 
Issued  for  normal  labor  turnover  pur- 
poses. The  efrectlve  and  expiration 
date  and  the  number  of  learners  au- 
thorized is  indicated. 

Smith  Brothers  Manufacturing  Co  Lamar, 
Mo.;  sflective  1-33-63  to  1-23-63:  10  learners 
(men's  and  boys'  dungarees:  work  Jackets). 

The  following  learner  certificates  were 
issued  for  plant  expansion  purposes. 
The  effective  and  expiration  dates  and 
the  number  of  learners  authorized  are 
indicated. 

Butler  Oarment  Co..  Butler.  Pa  :  effective 
1-11-63  to  7-10-63;  86  learners  (women's 
blouses  and  ladles'  sportswear ) . 

Chase  City  Manufacturing  Co..  Inc  .  Walker 
Street.  Chase  City.  Va.;  effective  12-26-61  to 
6-36-63;  100  lesuTiers  (men's  and  boys'  dun- 
garees and  single  pants) . 

Oberman  Manufacturing  Co  .  Arkadelphla. 
Ark.;  effective  1-10-63  to  7-»-62:  50  learners 
(men's  and  boys'  pants). 

Levi  Btrauss  and  Co..  Blue  Ridge.  Oa  : 
effective  l-B-63  to  7-8-62;  130  learners  (boys' 
casual  pants). 

Olove  Industry  Learner  Regulations 
(29  CFR  522.1  to  522.11.  as  amended,  and 
29  CFR  522.80  to  522.85.  as  amended) . 

IndlanapolU  Glove  Co  .  Inc  .  Mount  Ida. 
Ark.;  effective  l-3»-63  to  1-21-63:  10  per- 
cent of  the  total  number  of  machine  stitchers 
tot  normal  labor  turnover  purposes  (work 
gloves). 


NOTICES 

Hosiery  Industry  Learner  Regulations 
<29  CFR  522.1  to  522.11.  as  amended,  and 
29  CFR  522.40  to  522.43.  as  amended) . 

Auburn  Hoalery  MllU.  Inc..  Auburn.  Ky.; 
effective  1-8-62  to  1-7-63:  five  learners  for 
normal  labor  turnover  purposes  (full  fash- 
ioned ) 

Ballet  Hosiery  Co  .  Wadesboro.  N.C  ;  effec- 
tive 1-21-62  to  1-30-63;  6  percent  of  the 
total  number  of  factory  production  workers 
for  normal  labor  turnover  purposes  (seam- 
less) . 

Dothan  Hosiery  Co  ,  Dothan.  Ala  effective 
1-20-62  to  7-19-62,  50  Iei\rnerB  for  plant 
expansion  purposes    (seamless) 

Dothan  Hosiery  Co  .  D«jthan,  Ala  .  effective 
1  20-62  to  1  19  63;  5  percent  of  the  total 
number  of  factory  pr<xluctlon  workers  for 
normal   labor  turnover  purposes   (seamless). 

Durham  Hosiery  Mills,  Plant  No  14,  109 
South  Corcoran  Street,  Durham.  N  C  ;  effec- 
tive 1  25  62  to  1  24  63;  6  percent  of  the 
total  number  of  factory  prcxluctlon  workers 
for  normal  labor  turnover  purposes  (full 
fiishloned    seamless) 

Grenada   Industries.   Inc  .   Grenada,   Miss 
effective    1   25-62    to    1   24  63.    5    percent    of 
the     total    number    of    factory     production 
workers  for  normal  labor  turnover  purposes 
(full  f.ishloned:   seamless) 

Knitted  Wear  Industry  Learner  Regu- 
lations <29  CFR  5'22.1  to  522.11.  as 
amended,  and  29  CFR  522  30  to  522  35. 
as  amended  > . 

Kln^sboro  Mills.  Lafayette.  Tenn  ;  effec- 
tive 1  16  62  to  1-15  63;  5  percent  of  the 
total  number  of  factory  production  workers 
for  normal  labor  turnover  purposes  (ladles' 
lingerie) 

Klngsboro  Mills.  McMlnnvlUe,  Tenn  ;  ef- 
fective 1  12  62  to  1-11  63,  5  percent  of  the 
total  number  of  factory  production  Markers 
for  normal  labor  turnover  purposes  (ladles' 
and   children's    lingerie) 

Van  Raalte  Co  ,  Inc  .  Randolph.  Vt  :  effec- 
tive I  10-62  to  1  9  63;  6  percent  of  the 
total  number  of  factory  prtxluctlon  workers 
for  normal  labor  turnover  purposes  (under- 
wear ) 

Regulations  Applicable  to  the  Employ- 
ment of  Learners  <29  CFR  522.1  to  522.11, 
as  amended). 

Active  Quilting  Corp  .  R  421  North  Penn- 
sylvania Avenue,  Wllkee-Barre.  Pa  :  effective 
1-15-62  to  7-14-62;  Ave  learners  for  normal 
labor  turnover  purposes  In  the  occupation 
of  qulltlng-machlne  operators,  for  a  learn- 
ing period  of  320  hours  at  the  rate  of  %\  00 
an  hour  (quilted  products). 

The  following  learner  certificates  were 
Issued  In  Puerto  Rico  to  the  companies 
hereinafter  named.  The  effective  and 
expiration  dates,  learner  rates,  occupa- 
tions, learning  periods,  and  the  number 
or  proportion  of  learners  authorized  to 
be  employed,  are  as  Indicated. 

Albert  De-Sllva.  Inc .  50  Munoz  Rivera 
Avenue.  Hato  Rey.  PR  ;  effective  12-26-61 
to  6-25-62;  108  learners  for  plant  expansion 
purposes.  In  the  occupations  of  millinery 
assembler,  hand  blocker,  trimmer,  paster, 
and  finisher,  each  for  a  learning  period  of 
480  hours  at  the  rates  of  73  cenU  an  hour 
for  the  first  240  hours  and  84  cents  an  hour 
for  the  remaining  240  hours   (ladles'  hats). 

Alfredo  Manufacturing  Corp  ,  Rio  Grande. 
PR;  effective  10-23-^1  to  10-23-62;  16 
learners  for  normal  labor  turnover  purposes, 
In  the  occupations  of  sewing  machine  oper- 
ator and  final  presser.  each  for  a  learning 
period  of  480  hours  at  the  rates  of  67  cenU 
an  hour  for  the  first  240  hours  and  66  cents 
an  hour  for  the  remaining  340  hours  (men's 
pajamas ) . 


fyfitUu, 


Alfredo  Manufacturing  Corp..  Uo  >j 
PJl ;  effective  10-33-61  to  4-2i-«l:  U^^ 
ers    for    plant   ezpanslotr  purpose  ^^ 
occupations  of  sewing  machine  apaM^^ 
final   presser.  each  for  a  learning  ] 
480  hours  at  the  rates  of  67  esnto 
for    the    first    240    hours    and   ••  ^ 
hour   for   the   remaining  240  taooig 
pajamas) 

Alfredo  Manufacturing  Corp.,  BloC|^^ 
P  R  :  effective  11-3-61  to  10-3S-63:  lIlS 
ers  for  normal  labor  turnover  parpcsn  k 
the  occupations  of  sewing  m>«Mm  „ 
and  final  presser.  each  for  a  learning 
of  480  hours  at  the  rates  of  66  ei 
hour  f(jr  the  first  240  hours  and  76  e«h« 
hour  for  the  remaining  340  boora  (^^ 
pajamas)    (replacement  certificate), 

Alfredo  Manufacturing  Corp..  Rio  Ok^k 
PR:  effective  11-3-61  to  4-23-63;  111^ 
ers  for  plant  expansion  piuposw.  Ii  % 
occupations  of  sewing  machine  opastoi ^ 
final   presser.  each  (or  a  learning  psiiig 

65  cents  an  hour  for  the  first  340  b«| ■ 

76  cents  an  hour  for  the  remaining  MO 
(men's    pajamas)    (replacement  esrtll 

Americana  Manufacturing  Co.,  lae,  g^ 
yiima.  P  R  ;  effective  11-3-61  to  4-ll-it  ■ 
leitf ners  for  plant  expansion  parpoa^  k 
the  occupations  of:  (1)  Sewing  msahlai%. 
erator  for  a  learning  period  of  410  how* 
the  rates  of  81  cents  an  hour  for  thi  ^ 
320  hours  and  90  cents  an  hour  for  Ik* » 
malnlng  160  hours;  (2)  final  Inspsettaf 
fully  assembled  garments  for  s  Issnlif  |» 
rlod  of  160  hours  at  the  rate  of  81  «Mib 
hour  (girdles,  corsets,  brasslsrss.  aa4  iM 
garments)  (replacement  certUlests) 
Angela  Manufacturing  Co.,  Inc..  0 
PR  ;  effective  11-3-61  to  4-14-63;  IT  _ 
ers  for  normal  labor  turnover  pwniali 
the  occupations  of:  (1)  Sewing  ■hMI 
operator  for  a  learning  period  o(  4M  k« 
at  the  rates  of  81  cents  an  hour  f« 
320  hours  and  90  cenU  an  hour  for 

malnlng   160  hours;    (2)    final  lni|  

fully  assembled  garments  foe  a  ww^ 
period  of  160  hours  at  the  rate  (rf  II  mm 
hour  (brassieres)  (replacement  tm 
Antilles  Electronics  Corp..  Centre 
trial  Bo.  Hato.  San  Lorenao,  PA.; 
12-7-61  to  6-6-63;  100  learners  for 
panslon  purposes.  In  the  slngls 
of  basic  hand  and/ or  machine 
operations:  electronic  and  msc 
sembly  and  machine  operations,  for  a  Mm 
ing  period  of  480  hours  at  the  rttfl  CB 
cenU  an  hour  for  the  first  340  boon  Ml 
cents  an  hour  for  the  remaining  Ml  Ml 
(tape  recorders  and  related  products).  _^ 
Beatrice  Needle  Craft.  Inc.,  mO^m 
Street,  Mayaguee.  P.B.;  effective  lO-»«t 
10-33-62;  20  learners  for  normal  Isber  •» 
over  purposes.  In  the  occupatkmjol  IJJI 
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^  gl  cents  an  hour  for  the  first 
•«  •*•  "^nA  90  cenU  an  hour  for  the  re- 
*2fiaO»»«"  (brassieres)   (replacement 

"  "'*  Ponce,  P.R.; 


machine  operator  for  a  learning  . 
hours  at  the  rates  of  70  cents  »a  baa* 
the  first  320  hours  and  78  cenU  as 
the  remaining  160  hours  (brasslsm). 

Beatrice  Needle  Craft.  Inc..  •»  0^^^ 
Sueet.  Mayagues.  PH..  effective  U-f«» 
10^23-62  In  the  occupation  ol  sstMlW 
chine  operator  for  a  learning  Pf*"*2 
hours  at  the  rates  of  81  cenU  an  bomWJ 
first  320  hours  and  90  cenU  an  bonr  ww 
remaining  160  hours  (brassieres)  (i 
ment   certificate). 

Beatrice     N*dle    Craft.    Inc. 
PR;   effective  11-3-61  to  3-l»-6a;  11^ 
ers   for   normal   labor  txirnover  pwp"^# 
the  occupation  of  sewing  machine  opa 
for   a   learning   period   of  480  »>««"• 
rates  of  81  cenU  an  hovir  for  w>e^ 
hours  and  90  cents  an  hour  for  »• 
Ing     160     hours     (brassieres)     ( 

certificate).  «-i---iy 

Beatrice  Needle  Craft,  Inc..  "•"fJJZ 
Plant,  Mayaguez.  PR  :  effective  ^*T^ 
3-19-62;  40  learners  for  plant  •^^•■■■H 
poses.  In  the  occupation  of  ■••Jf'^iS 
operator  for  a  learning  period  fl«  ^  ** 


JumaOXt  Craft.  Inc. 
11.^^61  to  6-14-62;  26  learners  for 
'lAor  turnover  purposes,  in  the  occu- 
i^"^  zTZgiiiag  machine  operator  for  a 
»•*•  .-^od  of  480  hours  at  the  rates  of 
H*^  ^hour  for  the  first  330  hours  and 
l»«**f^  hour  for  the  remaining  160 
*      (brMsleres  and  girdles)    (replacement 

*££*Ii«:..  Cayey.  P.R.;  effective  11-3-^Jl 
■f^VirlO  learners  for  plant  expansion 
^ZjZTia  the  occupation  of  sewing  ma- 
^STLrttor  for  a  learning  period  of  480 
«•'"  iths  rates  of  81  cents  an  hour  for 
^TUt  830  hours  and  90  cents  an  hour  for 
«**"*!Jj2ng  IM  l^ours  (brasBleres)  (re- 
jVZttt  certificate). 

''ST  Inc..  Industrial  Ave..  Cayey.  PJl.; 
ril-*-«i  to  3-38-62;   16  learners  for 
tabor  turnover  purposes,  in  the  occu- 

^^rn.rhlne  stitchers  and  pressers. 

?2^  a  issmlng  prlod  of  320  hours  at  the 
iSof  71  cents  an  hour  for  the  first  160 
I***  ^^  f2  cents  an  hour  for  the  remaln- 
jTiio  hours    (swlmwear)     (replacement 

•T^fnto  Manufacturing  Co..  Inc..  Carolina. 
•fdlKtlvs  11-8-61  to  10-1-62;  33  learn- 
iTiw  normal  labor  turnover  purpoaes.  In 
S  «eai»tt0M  of-  <1>  Sewing  machine 
^Jarltor  a  learning  period  of  480  hours  at 
zr!^  of  81  cents  an  hour  for  the  first 
m  Zm  and  90  cents  an  hour  for  the  re- 
2bIm  110  hours;  (3)  final  Inspection  of 
f^  aaanbled  garments  for  a  learning  pe- 
^o(  110  hours  at  the  rate  of  81  cente  an 
US  (trswlornr  and  corsets)    (replacement 

MtliMti). 

^g^,ata  Manufacturing  Co..  Inc.,  Carolina. 
PI;  dhctive  11-3-61  to  4-1-63;  nine  learn- 
■I  fcr  plant  expansion  purposes.  In  the  oc- 
m^tb^  at:  (1)  Sewing  machine  operator 
jrilnr*'"!  period  of  480  hours  at  the  rates 
4  n  MBti  u>  liour  for  the  first  330  hours 
^  N  esnts  an  hour  for  the  retnalnifxg  160 
aai;  (S)  ft"**  inspection  of  fully  assembled 
mm^  tot  a  learning  perlcxl  of  160  hours 
Hlhi  rate  of  81  cents  an  hour  (brassieres) 
(nplMMMnt  certificate ) . 
oafte  Prinoesa.  Inc..  Humacao.  PJl.;  ef- 
Mlfi  11-1-61  to  6-14-63;  10  learners  for 
Ifttar  turnover  purpoees,  in  the  oc- 
of  sewing  machine  operator  for  a 
period  of  480  hours  at  the  rates  of 
•flBti  an  hour  for  the  first  340  hours  and 
VMBti  tn  liour  for  the  remaining  340  hours 
TUKlerwear  and  sleepwear)  (re- 
MTtifloate). 

Staple  Co..  Pajardo.  PH.;  effective 
U>M1  to  4-34-63;  five  learners  for  normal 
kl*  totBOver  purposes.  In  the  single  oocu- 
piMof:  (1)  Machine  operator  smd  inspec- 
M;  for  a  learning  period  of  480  hours  at  the 
■IB  of  17  oents  an  hour  for  the  first  340 
11.01  an  hour  for  the  remaining 
(3)  Inspector  and  packer,  for  a 
,  parted  of  340  hours  at  the  rate  of 
'•■ti  an  hour  (Industrial  staples)  (re- 
tt  certificate). 

Oorp..  Salinas.  PR;  effective  11-3-61 
*M1-H  10  learners  for  normal  labor  tum- 
w>  yiiHiuws.  In  the  occupations  of:  (1) 
iMigMKhine  operators  and  final  pressers, 
■•  fcr  » learning  period  of  480  hours  at  the 
■J"  e*  71  cents  an  hour  for  the  first  340 
■y*^  W  cents  an  hour  for  the  remaining 
P^JWi;  (3)  final  Inspection  of  fully  as- 
■■■•*  prments  and  machine  operations 
^ttaa  sewing  machine,  etwsh  for  a  leam- 
■IP»W  of  160  hours  at  the  rate  of  71 
yiahoPT  (ladles'  play  shorts)  (replace- 
™i«»t»flcate). 

^•■tos  Needle  Craft.  Inc.,  60  Comercio 
Sy^y^""-  P-R-:  effective  10-23-61;  to 
**|*;  •  learners  for  plant  expansion  pur- 
"■•.  la  the  occupation  of  sewing  machine 
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operator  for  a  learning  period  of  480  hoiu-s  at 
tlie  rates  of  70  cents  an  hour  for  the  first  320 
hours  and  78  oents  an  hour  for  the  remain- 
ing 160  hours  (brassieres) . 

Catherine  Needle  Craft,  Inc.,  60  Comercio 
Street,  Mayagues.  PH.:  effective  11-3-61  to 
4-21-4)3;  26  learners  for  plant  expansion  pur- 
poses in  the  occupation  of  sevrlng  machine 
operator  for  a  learning  period  of  480  hours  at 
the  rates  of  81  cents  an  hour  for  the  first 
330  hours  and  80  cents  an  hour  for  the  re- 
maining 160  hours  (brassieres)  (replacement 
certificate) . 

Catherine  Needle  Craft.  Inc.,  60  Comercio 
Street.  Mayaguez,  PJl.;  effective  11-3-61  to 
4-31-63;  16  learners  for  normal  labor  turn- 
over purposes,  in  the  occupation  of  sewing 
machine  operator  for  a  learning  period  of 
480  hours  at  the  rates  of  81  cents  an  hour 
for  the  first  320  hours  and  90  cents  an  hoxir 
for  the  remaining  160  hours  (brassieres)  (re- 
placement oerttflcate). 

Central  Products  Co.,  Mayaguez.  P.R.;  ef- 
fective 11-3-61  to  6-14-63;  five  learners  for 
normal  lab<nr  turnover  purpoees,  in  the  oc- 
cupations of  power  press  and  pull-in  opera- 
tor, quality  control  (gage  reader),  final 
Inspector,  hl-speed  hanuner  operator,  cord 
winder,  painter,  and  assembly  chalk  line 
marker,  each  for  a  learning  period  of  480 
hours  at  the  rates  of  87  cents  an  hour  for 
the  first  340  hoius  and  $1.01  an  hour  for 
the  remaining  240  hours  (measuring  tape 
and  chalk  line  marker)  (replacement 
certificate) . 

Clalrez  Corp.  of  Puerto  Rico,  'Villa  Prades 
Industrial  Dev.,  Rio  Piedras,  PJl.;  effective 
11-16-61  to  11-14-62;  five  learners  for  normal 
labor  ttumover  purposes,  in  the  occupations 
of  photocell  aaembier,  inspector  and  tester. 
each  for  a  learning  period  of  480  hours  at  the 
rates  of  92  cents  an  hotir  for  the  first  240 
hours  and  $1.04  an  hour  for  the  remaining 
240  hoiua  (photoelectric  cells). 

Columbia  lCanufact\iring  Co.,  San  Lorenzo, 
PJt.;  etrective  11-3-61  to  8-7-62;  10  learners 
for  normal  labor  turnover  purposes,  in  the 
occupations  of  straightening,  sand  blasting, 
washing,  degraasing,  point  grinding  center- 
lees  grinding,  slot  and  fin  milling,  thread 
roiling,  induction  braaing,  inspecting,  heat 
treating,  stamping  a^d  cylindrical  grinding, 
each  for  a  learning  period  of  480  hours  at  the 
rates  of  87  cents  an  hour  for  the  first  240 
hours  and  8lU>l  an  hour  for  the  remaining 
240  hours  (metal  cutting  tools)  (replacement 
certificate) . 

Oompes  Undergarment  Corp.,  Coamo,  P.R.; 
effective  11-8-61  to  3-6-63;  6  learners  for 
normal  labor  turnover  purposes,  in  the  oc- 
cupation of  sewing  machine  operator  for  a 
learning  period  of  480  liours  at  the  rates  of 
66  oents  an  hour  for  the  first  340  hours  and 
76  cents  an  hour  for  the  remaining  340  hours 
(ladies  underwear)  (replacement  certificate) . 

Contours.  Inc.,  Caguas.  P.R.:  effective  11- 
27-61  to  11-26-62;  five  learners  for  normal 
labor  turnover  purposes,  in  tlie  occupations 
of:  (1)  Cup  cutter,  sjn-ayer.  and  presser.  each 
for  a  learning  period  of  240  hours  at  the  rate 
of  81  cents  an  hour;  (2)  die  and  clicker  ma- 
chine operator,  for  a  learning  period  of  160 
hours  at  the  rate  of  81  cents  an  hour  (bust 
pads). 

Contours.  Inc..  Caguas.  P.R.;  effective  11- 
27-61  to  6-26-62;  10  learners  for  plant  ex- 
pansion ptirpoees,  in  the  occupations  of:  (1) 
Cup  cutter,  sprayer,  and  presser.  each  for  a 
learning  period  of  240  hovus  at  the  rate  of 
81  cents  an  hour;  (2)  die  and  clicker  machine 
operator,  for  a  learning  period  of  160  hours 
at  the  rate  of  81  oents  an  hour  (bust  pads) . 

Coroaal  Knitting  Mills.  Inc.,  Corozal,  P.R.; 
effective  11-8-61  to  10-1-62;  33  learners  for 
normal  labor  turnover  purposes,  in  the  oc- 
cupations of  knitting,  finger  closing,  and 
machine  stitching,  each  for  a  learning  period 
of  480  hours  at  the  rates  of  66  cents  an  hour 
for  the  first  240  hours  and  77  cents  an  hour 
for  the  remaining  240  hours  (knitted  gloves 
and  mittens)    (replacement  certificate). 
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Debmar  Corp.,  Canovanas,  PJl.;  effective 
11-3-61  to  4-1-62;  31  learners  for  plant  ex- 
pansion purposes,  in  the  occupations  of :  ( 1 ) 
Sewing  machine  operators  for  a  learning  pe- 
riod of  480  hours  at  the  rates  of  81  cents 
an  hour  for  the  first  330  hours  and  80  cents 
an  hour  for  the  remaining  160  hours;  (3) 
final  Inspection  of  fully  assembled  garments 
for  a  learning  period  of  160  hours  at  the.rate 
of  81  cents  an  hour  (brassieres)  (replacement 
certificate). 

Debmar  Corp.,  Canovanas,  P.R.;  effective 
11-3-61  to  10-1-62;  16  learners  for  normal 
labor  turnover  purposes.  In  the  occupations 
of :  ( 1 )  Sewing  machine  operator  for  a  learn- 
ing period  of  480  hours  at  the  rates  of  81 
cents  an  hour  for  the  first  330  ho\irs  and  90 
cents  an  hour  for  the  remaining  160  hours; 
(2)  final  inspection  of  fully  assembled  gar- 
ments for  a  learning  period  of  160  bom's 
at  the  rate  of  81  cents  an  hotir  (brassieres) 
(replacement  certificate). 

Dentsply  Puerto  Rico,  Inc.,  Caguas,  P.R4 
effective  1 1-3-61  to  3-6-63;  seven  learners  for 
plant  expansion  purposes,  in  the  occupations 
of  moulder,  carder,  driller,  and  lieater  op- 
erator, each  tat  a  learning  period  of  240  hours 
at  the  rate  of  87  cents  an  ho\ir  (artificial 
teeth)  (replacement  certificate). 

Dentsply  Puerto  Rico.  Inc..  Caguas.  PJt.; 
effective  11-3-61  to  8-6-62;  five  learners  for 
normal  labor  turnover  purposes,  in  the  occu- 
pations of  moulder,  carder,  driller,  and  heater 
operator,  each  for  a  learning  period  of  240 
hours  at  the  rate  of  87  cents  an  hour  (artifi- 
cial teeth)   (replacement  certificate). 

Juana  Diaz  Co.,  Inc.,  Ponce,  P.R.;  effective 
11-3-61  to  3-31-62;  10  learners  for  nomaal 
labor  turnover  purposes,  in  the  occupation 
of  sewing  machine  operator  for  a  learning 
period  of  480  hours  at  the  rates  of  81  cents  an 
hour  for  the  first  330  hours  and  90  cents  an 
hour  toe  the  remaining  160  hours  (girdles) 
(replacement  certificate) . 

Juana  Diaz  Co..  Inc.,  Juana  Diaz,  PJt.;  ef- 
fective 11-3-61  to  8-13-63;  14  learners  for 
normal  labor -turnover  purposes.  In  the  oc- 
cupation of  sewing  machine  operator  for  a 
learning  period  of  480  hours  at  the  rates  of 
81  cents  an  hour  for  the  first  320  hours  and 
90  cents  an  hour  for  the  remaining  160  hours 
(brassieres)    (replacement  certificate). 

Juana  Diaz  Co.,  Inc..  Juana  Diaa.  P£.;  ef- 
fective 11-3-61  to  4-23-63;  16  learners  for 
plant  expansion  piupoees,  in  the  occupatUm 
of  sewing  machine  operator  for  a  learning 
period  of  480  hours  at  the  rates  of  81  oents 
an  hour  for  the  first  330  liours  and  90  cents 
an  hotu-  for  the  remaining  160  hours  (bras- 
sieres)   (replacement  certificate). 

Electronic  Mica  Co..  Inc..  300  Tapia  Street. 
Santurce.  P.R.;  effective  12-1-61  to  6-81-62; 
eight  learners  for  plant  expansion  purpoaes. 
In  the  occupations  of:  (1)  Punch  press  and 
mica  gauge  operator,  and  finished  mica 
sorter,  each  for  a  learning  period  of  240  hours 
at  the  rate  of  72  cents  an  hour;  (2)  raw ' 
mica  sorter  for  a  learning  period  of  160  hours 
at  the  rate  of  72  cents  an  hour  (mica 
products) . 

Electronic  Mica  Co.,  Inc.,  300  Tapia  Street, 
Santurce,  PfR.;  effective  12-1-61  to  11-30-62; 
10  learners  for  nwmai  labor  turnover  ptir- 
poses,  in  the  occupations  of:  (1)  Punch  press 
and  mica  gatige  operator,  and  finisbeB  mica 
sorter,  each  tat  a  learning  period  ot  240  hours 
at  the  rate  of  72  cents  an  hour;  (2)  raw 
mica  sorter  lor  a  laaming  period  of  100  hours 
at  the  rate  of  72  oents  an  hour  (mica 
products). 

El  Finale,  Inc.,  Caguas,  PJl.;  effective 
11-30-61  to  6-19-62;  20  learners  for  plant 
ei^Nuision  purposes,  in  the  occupation  of: 
(1)  Machine  stitcher  for  a  learning  p«riod 
of  480  hours  at  the  rates  of  62  cents  an  hour 
for  the  first  240  hours  and  72  cents  an  hoar 
for  the  remaining  240  hours;  (3)  dls  and 
clicker  machine  opwator  for  a  learning 
period  of  160  hours  at  the  rate  of  88  oenta 
an  hour  (fabric  and  leather  glovea). 

Emily,  Inc..  Adjuntus,  PH.;  effective  11-8- 
81  to  3-7-62;   11  learners  for  normal  labor 
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turnover  purposes.  In  the  occupations  of  1 1 ) 
Sewing  fn******"*  operator  for  a  learning 
period  of  480  hours  at  the  rates  of  •!  cenU 
an  hoar  for  tlte  ftist  sao  hours  and  BO  cents 
an  hour  for  the  remaining  160  hours;  (3) 
Anal  Inspection  of  fully  assembled  gamnenU 
for  a  learning  period  of  160  hours  at  the 
rate  of  tl  cenU  an  hour  (brassieres)  (re- 
plaeesMnt  certificate ) . 

BWez,  Inc..  Hato  ttej.  PR  :  efTecUve  US- 
61  to  6-lft-62;  10  learners  for  normal  labor 
turnover  purposes.  In  the  occupation  of  sew- 
ing machine  operator  for  a  learning  period 
of  480  hoxirs  at  the  rates  of  72  cents  an 
hour  for  the  first  340  hours  and  84  cents  an 
hour  for  the  remaining  340  hours  i skirts) 
(replacement  certificate ) 

Flamingo  Brassieres.  Inc .  513  Carolina 
Street.  Hato  Rey.  PR.:  effective  11  3^^1  to 
3-6-63;  10  learners  for  normal  labor  turn- 
OTer  purposes.  In  the  occupation  of  sewing 
machine  operator  for  a  learning  period  of 
480  hours  at  the  rates  of  81  cents  an  hour 
for  the  first  830  hours  and  90  cents  an  hour 
for  the  remaining  160  hours  (brassieres) 
(replacement  certificate) . 

Oencnl  Bectrlc  Switchgear,  Inc  .  Palmer. 
PJ».;  efrectlve  ll-«-61  to  8-<V-63;  10  learners 
for  normal  labor  turnover  purposes,  In  the  oc- 
cupations of:  (1)  Punch  press,  screw  machine 
and  milling  machine  operator,  welder  and 
fem*le  and  male  assembler,  class  3,  each  for 
a  learning  period  of  480  hours  at  the  rates 
of  09  cents  an  hour  for  the  first  340  hours 
and  81.04  an  hour  for  the  remaining  340 
hours;  (3)  drill  press  and  miscellaneous  ma- 
chine opermtor.  machine  setup  man,  and 
female  assembler,  class  3.  each  for  a  learning 
period  of  340  hours  at  the  rate  of  03  cents 
an  hour  (elsctrleal  products)  (replacement 
certtfleate). 

Oensral  llectrlc  Instrument  Corp  .  Caguas. 
PJa.;  effective  11-8-61  to  V  33-63;  90  learners 
for  normal  labor  turnover  purposes.  In  the 
occupations  of  assembler,  solderer  (general) . 
spring  solderer.  Inspector,  repair  operator, 
and  balancer,  each  for  a  learning  period  of 
480  hoiurs  at  the  rates  of  93  cents  an  hour 
for  the  first  340  hoxira  and  11.04  an  hour 
for  the  remaining  340  hours  (electric  Instru- 
ments) (replacement  certificate) 

Gibson  Caribe.  Inc..  Luquillo.  PR  :  effec- 
tive 11-38-61  to  11-37-83;  five  learners  for 
normal  labor  turnover  purpoees.  In  the  single 
occupation  of:  Powder  metal  quality  analyst. 
furnace,  stokes  press  and  powder  press  opera- 
tor, rivet  machine,  milling  machine  opera- 
tor, Sander,  lathe  and  punch  press  operator. 
powder  mixer,  assembly,  and  drill  press 
operator  for  a  learning  period  of  480  hours 
at  the  rates  of  93  cents  an  hour  for  the  first 
340  hours  and  tl.04'*an  hour  for  the  remain- 
ing 340  hours  (electrical  contacts) 

Olamourette  Fashion  Ullls.  Inc  .  Quebra- 
dillas.  PR.;  effective  ll-S-61  to  6-15-63;  18 
learners  for  normal  labor  turnover  purposes, 
in  the  occupations  of:  (1)  Knitter,  topper, 
and  looper.  each  for  a  learning  period  of  480 
hours  at  the  rates  of  78  cents  an  hour  for 
the  first  340  hours  and  92  cents  an  hour  for 
the  remaining  340  hours:  (3)  machine 
stitcher,  prceser.  hand  sewing,  and  finishing 
operations  involving  hand  sewing,  each  for 
a  learning  period  of  S30  hours  at  the  rates 
of  78  cents  an  hour  for  the  first  160  hours 
and  93  cents  an  hour  for  the  remaining  160 
hours;  (3)  winder  for  a  learning  period  of 
340  hours  at  the  rate  of  78  cents  an  boiir 
(full-fashioned  sweaters)  (replacement 
certificate). 

Oordonshlre  Knitting  Milts.  Inc  .  Cayey, 
Pit.;  effective  11-3-61  to  2-38-62;  50  learners 
for  normtd  labor  turnover  purpoees.  In  the 
occupations  of :  (1)  Sweater  looper  and  knit- 
ter, each  for  a  learning  period  of  480  hours 
at  ths  rates  of  78  cents  an  hour  for  the 
first  340  hours  and  93  cents  an  hour  for  the 
rsmalning  340  hours;  (3)  machine  sUtchsr 
(seaming)  for  a  laamlng  period  at  830  hours 
at  the  rates  o€  78  cents  an  hour  for  ths 
flist   180  hours   and  93  cents   an   hour  for 
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the  remaining  160  hours  (sweaters)   (replace- 
ment certificate) . 

Granada  Ullls.  Inc..  Caguas.  PJl :  effective 
11-3-61  to  6-36-62:  10  learners  for  normal 
labor  turnover  purposes.  In  the  occupation 
of  sewing  machine  operator  for  a  learning 
period  of  480  hours  at  the  rates  of  65  cents 
an  hour  for  the  first  340  hours  and  76  cenU 
an  hour  for  the  remaining  240  hours  ( ladles' 
ptantlcs  and  slips)  (replacement  certificate). 
Guantes  de  Ponce.  53  Luna  Street  (Altos). 
Ponce.  PR:  effective  12-1  61  to  5-31  62;  60 
learners  for  plant  cxp.\nsU)n  purposes,  m 
the  occupatlt.ns  of:  il)  Machine  stitcher 
and  layer  oT.  each  for  a  IciU'nlng  period  of 
480  hours  at  the  rates  of  62  cenU  an  hour 
tor  the  llrst  240  hours  and  73  cenU  an  hour 
for  the  remaining  240  hovirs;  (2)  die  and 
clicker  machine  operat«jr.  each  for  a  learning 
period  of  160  hours  at  the  rate  of  62  centb 
an  hour  (gloves) 

Haddon  Corp  .  Subana  Grande.  PR.  effec 
tive  11-3  61  to  2  28-62:  five  learners  for 
normal  labfjr  turnover  purposes.  In  the  oc- 
cupation of  sewing  machine  operator  for 
a  learning  periixi  of  480  hours  at  the  rates 
of  66  ccnU  an  hour  for  the  first  240  hours 
and  T7  cents  an  hour  for  the  remaining  240 
hours  (Children's  play  togs)  (replacement 
certificate) 

HaU.  Inc  ,  106  Padlal  Street,  Caguas.  PH  ; 
effective  11  20-61  to  5^  19-62.  50  learners  for 
plant  expansion  purposes.  In  the  occupation 
of  hand  crocheting  of  hats  for  a  learning  pe- 
riod of  320  hours  at  the  rates  of  55  cenU  an 
hour  for  the  first  160  hours  and  63  cenU  an 
hour  for  the  remaining  160  hours  (hats) 

luternatlonal  Shoe  Corp  .  of  Puerto  Rico 
and  or  Island  Shoe  Co  .  and  Manatl  Shoe  Co  , 
ManaU.  PR,  effective  11  26  61  to  3-12-62. 
67  learners  for  normal  labor  turnover 
purposes.  In  any  productive  factory  occupa- 
tion, except:  Edge  setting  or  trimming: 
Oix)dyear  or  McKay  stitching;  top  stitching, 
lasting  (except  slip  lasting):  cement-proc- 
ess sole  attaching,  treeing,  upper  leather 
cutting  (except  lining  or  trim),  vamping, 
hand  fitting  of  wood  heels.  Insole  or  outsolc 
bagger:  outsole  catcher;  channel  llpwetter, 
floorboy  or  floorglrl.  Insole  presser.  rack 
changer,  shover  or  pusher:  sock  lining  get- 
ter; or  any  non-productive  factory  occupa- 
tions, each  for  a  learning  period  of  480  hours 
at  the  rates  of  60  cents  an  hour  for  the  first 
240  hours  and  05  cenU  an  hour  for  the  re- 
maining 340  hours  (shoes)  (replacement 
certificate) . 

Island  Knitting  Mills.  Inc  ,  San  Lorenzo. 
PR.;  effective  11-3-81  to  3-16-63;  five  learn- 
ers for  normal  labor  turnover  purposes.  In 
the  occupations  of:  (I)  Looper.  knitter,  and 
topper, .  each  for  a  learning  period  of  480 
hours  at  the  rates  of  78  cents  an  hour  for 
the  first  240  hours  and  92  cents  an  hour  for 
the  remaining  340  hours;  (3)  machine 
stitcher  and  mender,  each  for  a  learning 
period  of  330  hours  at  the  rates  of  78  cents 
an  hour  for  the  first  160  hours  and  92  cents 
an  hour  for  the  remaining  160  hours  (sport 
and  polo  shirts  and  sweaters)  (replacement 
certificate) 

Janrlco.  Inc.  Rtncon.  PR:  effective  11- 
"^3  61  to  6  19-02:  five  learners  for  normal 
labor  turnover  purposes,  in  the  occupation 
of  sewing  machine  operator  for  a  learning 
period  of  480  hours  at  the  rates  of  81  cents 
an  hour  for  the  first  330  hours  and  90  cents 
an  hoiu  for  the  remaining  160  hours  (bras- 
sieres)   (replacement  certificate). 

Evelyn  Judith  Products.  Inc  .  Coroeal.  PR; 
effective  11-3-61  to  4-19-83;  five  learners  for 
normal  labor  turnover  pxupoees.  In  the  oc- 
cupation of  machine  stitcher  (P.  K.  and 
Oeann  leather  palm  sewing)  for  a  learning 
period  of  480  hours  at  the  rates  of  66  cents 
an  hour  for  the  first  340  hours  and  77  cents 
an  hour  for  thf  remaining  340  hours  (knitted 
gloves)   (replacement  certificate) . 

Lady  Ulltan  Inc.,  Maunabo.  PJt.;  effective 
11-8-81  to  7-31-83;  10  learners  for  normal 
tabor  ttxmover  purposes,  in  the  occupation 
of  sewing  machine  operator  for  a  learning 


period  of  480  hours  at  the   rates  «f  m 
itn  hour  for  the  first  340  ho«n  Mt  H^ 
an  hour  for  the  remaining  318  hews  itei 
underwear)    (replacement  '""tlflrnlrt^^ 

La  Torre  Co..  Inc.,  Aibonlto.  PJt;  I^^ 
n-3  61  to  7-31-63;  84  leameaiw^J* 
labor  turnover  purposes,  la  the  esg^Sf 
of  sewing  machine  operator  f or  i^25 
period  of  480  hours  at  the  rats*  «M  llaS 
an  hour  for  the  first  240  hours  sb4  %  ^ 
an  hour  for  the  remaining  340ho«ni|2B 
underwear,  sleepwear.  and  shouldir  s^m 
(  replacement  certificate) .  ^^t 

Lii  Torre  Co  ,  Inc  .  Aibonlto,  PJt;  tf|Mw 
11  15  CI  U)  5-14-62;  100  leamsis  i^Z 
oxpan.ston  purposes.  In  the  oeeupalk^M 
s«'»lng  machine  operator  for  a  " — 
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riixl  of  480  hours  at  the  rates  of 
lujur  (or  the  first  340  hours  aii4  %  ^^ 
;in  luiiu  (or  the  remaining  340  bounQ^^ 
unUcrwciir,  sleepwear,  and  shoulte  i^^ 

Linda  Uniforms.  Inc.,  Cldra  PJft;  2Zi 
1 1  3-61  to  3  24-62;  70  leamets  tat  pmZ 
p.inslon  purposes.  In  the  ocoupattegfa^ 
Ing  machine  operator  for  a  Its mtM  m^ 
of  480  hours  at  the  rates  of  73  einti  n^ 
(or  the  first  240  hours  and  84  cents  n^ 
for  the  remaining  240  hours  (IadlM'^|M 
( replacement  certificate) . 

Mansco  International  Corp.,  OiMva 
P  R  :  effective  11-15-61  to  11-14-4B:  101^ 
rrs  for  normal  labor  turnoTSr  porfsai  h 
the  occupations  of :  (1)  Sewing 
era  tor  for  a  learning  period  of 
the  r.ites  of  65  cents  an  hour  for  the 
hours  and  76  cents  an  hour  for  tbs 
240  hours:  (2)  machine  o| 
than  sewing  machine:  Qrtpper 
Ini;  and  packing,  each  for  a 
iif  160  hours  at  the  rate  of  86  ceatiiaiK 
( men's  underwear) . 

Mansco  International  Corp.,  Om|m^ 
P  R  :  effective  11-15-61  to  8-14-^  4lla» 
ers  for  plant  expansion  purposss,  1«>|» 
cupatlons  of:  (1)  Sewing  maehlas  SfMh 
for  a  learning  period  of  480  hovf  M  ti 
rates  of  65  cents  an  botir  for  ths  IM  ■ 
hours  and  76  cents  an  hour  for 
ing  240  hours:  (3)  machine 
than  sewing  machine:  Orlpper, 
packer,  each  for  a  learning 
hours  at  the  rate  of  68  cents  an 
underwear) . 

Manuela  Manufacturing  Co.,  Zbc,  !■» 
jito.  PR:  effective  11-8-81  to  S-l»4|l 
learners  for  normal  labor  tumorsr 
In  the  occujiation  of  sewing 
tor  for  a  learning  period  of  480  bOVIllfe 
rates  of  65  cents  an  hour  for  tbs  ftllM 
hours  and  76  cents  an  hour  fer  tiM  l«i^ 
ing  340  hours  (ladles'  sleeping 
pa  J  am. as) 

Marcat.  Inc  ,  El  Commandants  Xi 
Development.  Rio  Pledras.  PJL: 
11-3-61  to  4-1-83;  30  Isarasn  for 
pansloii  purposes,  in  the  oeeapatlnrftf# 
tembler,  gun  mounts  and  insysoW,  •• 
for  a  learning  period  of  480  hMBS  il  ti 
rates  of  92  cents  an  hour  for  tbS  A^M 
hours  and  $1  04  an  hour  for  ths  VHMMI 
240  hours  (assembly  of  tslsvlSiM  !■ 
mounts)    (replacement  certlilcats) ^ 

Marcat.  Inc  .  El  Oonunandants  In<^^ 
Development.  Rio  Pledras,  PJL;  «•*[■ 
11  3  61  to  10-  1-62;  five  learners  tor  ■■» 
labor  turnover  pxirposes,  in  ths 
of  assembler,  gun  mounts  and  In  . 
for  a  learning  period  of  480  boon  II  ■ 
rates  of  92  cents  an  hour  for  ths 
hours  and  81  04  an  hour  for 
340  hours  (assembly  of 
mounU)  ( replacement  oertiflcals) 

Marita   Mills.  Inc.,  Bayamon.  PX:  •► 
tive  11-3-61  to  8-31-63;  10  leamwil*"* 
mal  labor  turnover  purposes.  to_^ 
tlons 
for  a  lear 

of  78  cents  an  hoxir  for  ths 
and  92  cents  an  hour  for  ths  ^^ 
hours:  (2)  machine  sUtchar  and  *■■••* 
each  for  a  learning  period  of  830  bW^^S 
rates  of  78  cents  an  hour  f or  tbS  ■»  ^ 


of:    (1)    Knitter,  topper,  ""1^2 

learning  period  of  480  hOMWi>y^ 

cents  an  hour  for  the  ftirt  Mii^ 


Ml  DS  cents  an  hour  for  the  remaining 
*•**--- /fiill-fsshloned  knitted  outerwear) 
"•SSSsnt  certtfleate). 
<'!C-  oo  Inc.,  Aibonlto.  PH.;  effective 
■"•,  to  "il-l^-«3:  10  learners  for  normal 
»^*tiS)ver  purpoees.  in  the  occupation 
•^l^^stltcber  and  laying  off.  each  for  a 
•*  ■^-Trlriod  of  480  hours  at  the  rates  of 
!f^  inbour  for  the  first  340  hours  and 

•  JJ^^  hour  for  the  remaining  340  hours 

•^SSJSIT Knitting  MilU,  Inc..  and/or 
..^Knitting  Mitts.  Inc..  San  German, 
rrrffsctlw  11-34-61  to  ll-2»-63;  37  learn- 
l^Ljomnal  labor  turnover  purpoees,  in  the 
■ll^Sons  of:  (1)  Knitter,  topper  and 
2i  \(i5i  for  a  learning  period  of  480 
^SZ'it  ths  rates  of  78  cents  an  hour  for  the 
rJtM  boors  and  93  cents  an  hour  for  the 
^iTTn*  340  hours;  (3)  machine  stitcher 
'"T  mil-  each  for  a  learning  period  of  330 
t?irTttbe  rates  of  78  cents  an  hour  for 
^Mtest  160  hours  and  93  cents  an  hour  for 
JlTinalnlng    160    hours    (full-fashioned 

•^SJSKnltwear  Corp..  Caguas.  P.R.:  effec- 
|J|ll-8-81  to  B-81-83;  10  learners  for  nor- 
2  Isber  turnover  purposes,  in  the  oceupa- 
Zh  of :  (1)  Sewing  machine  operator  and 
Sffir  pimr  each  for  a  learning  period  of 
m  ^0gn  St  the  rates  of  66  cents  an  hour 
<»  tbs  flnt  340  hours  and  76  cents  an  hour 
tt  tht  remaining  340  hours;  (3)  final  in- 
mtgaaa  ot  fully  assembled  garments  for  a 
HyBing  period  of  160  hotirs  at  the  rate  of 
■  Mots  an  hour  (polo  shirts  and  sport 
iklrti)  (replacement  certificate). 

Odoid.  Inc.,  Hato  Rey,  P.R.:  effective 
ll-Ml  to  8-18-63;  five  learners  for  normal 
Uter  turnover  ptirposes.  in  the  occupation 
^  Hdng  msehlns  operator  for  a  learning 
■■tod  of  4i0  hours  at  the  rates  of  71  cents 
M  kour  for  the  first  340  hoiu-s  and  83  cents 
IB  boor  for  the  remaining  340  hours  (wom- 
■^  tlaoki  and  shirts)   (replacement  certifl- 

fBsdlit  Manufacturing,  Inc..  Ourabo, 
PJl;  sffsetive  11-8-61  to  5-38-83;  13  learners 
tm  Bonnal  labor  turnover  purposes,  in  ths 
MHHHstlon  of  Bswing  machine  operator  for 
t  iMmlng  period  of  480  hotirt  at  the  rates 
ft  II  esnts  an  hour  for  the  first  330  hours 
lad  N  osnts  an  hour  for  the  remaining  180 
hoon  (Inssisres)  (replacement  certificate). 

Hiytnt  Caribe.  Inc..  Dorado.  P.R.;  effec- 
ts 11-8-81  to  8-18-63;  16  learners  for  nor- 
■li  l^cr  turnover  purposes,  in  the  occupa- 
Oos  at  lewlng  machine  operator  for  a 
iMfBlnf  period  of  480  hours  at  the  rates  of 
n  MBti  an  hour  for  the  first  S30  hours  and 
Nenta  an  hour  for  the  remaining  100  hours 
(tnatess)  (replacement  certificate). 

PrtBOstts  Lingerie.  Inc.,  Inquillo.  P.R.;  ef- 
IMn  11-8-61  to  3-38-63;  38  learners  for 
pISBt  npansion  purposes,  in  the  occupa- 
ttoM  of:  (1)  Sewing  machine  operator  for 
tUsnlag  period  of  480  hours  at  the  rates  of 

•  anti  an  hour  for  the  first  340  hours  and 
Haati  an  how  for  the  remaining  340  hours; 
(I)  flnai  Inspection  of  fully  assembled  gar- 
MBti  (or  a  learning  period  of  160  hours  at 
ttMrtte  of  66  cents  an  hour  (pantiee)  (re- 
plMHBsnt  certificate). 

PMrto  Rico  Industrial  Manufacturing 
Ocip,  Manatl,  PR.;  effecUve  11-3-81  to 
HMI;  10  learners  for  normal  labor  turn- 
*»  purposes,  in  the  occupation  of  sewing 
■••bias  operator  for  a  learning  period  of 

•  ham  at  the  rates  of  60  cents  an  hour  for 
bt  Sist  340  boiu-s  and  81  cents  an  hour  for 
tkimainlng  340  hours  (men's  work  pants 
tadihirti)  (replacement  certificate). 

ftwto  Rico  Pin  Co.,  Bayamon,  P.R.;  effec- 
■»»  11-8-61  to  3-17-62;  12  learners  for  plant 
•^•■•ion  pxirposes.  in  the  occupations  of 
VMiat  machine  tender  and  safety  pin 
■•*las  tender;  cut-off  machine  tender. 
■*  for  a  learning  period  of  480  hotirs  at 
Ml  "^  '^  *'  cento  an  hour  for  the  first 
*^2"  ttd  11.01  an  hour  for  the  remaln- 
■I  MO  hours  (safety  pins)  (replacement 
"rtiaeste). 
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Rapid  Bectrle  Ck>.  of  Puerto  Rico.  Inc.. 
Areclbo.  PJt.;  effective  13-1-61  to  5-31-62; 
five  learners  for  plant  expansion  purposes,  in 
the  single  occupation  of  basic  hand  and 
or  machine  production  operations:  Paint 
sprayer,  circular  shear  operator,  bending 
brake  operator,  notching  press  operator,  band 
saw  operator,  spot  welder,  arc  welder,  each 
for  a  learning  period  of  480  hoxus  at  the 
rates  of  87  cents  an  hour  for  the  first  340 
hours  and  81<01  an  hoiu:  for  the  remaining 
340  hours  (steel  cabineto  for  rectifiers  and 
transformers) . 

lUo  Grande  Manufacturing  Corp..  Rio 
Grande.  PJt.;  effective  11-3-61  to  9-37-62; 
10  learners  for  normal  labor  turnover  pur- 
poses, in  the  occupations  of  sewing  machine 
operator  and  final  presser.  each  for  a  learn- 
ing period  of  480  hours  at  the  rates  of  65 
cento  an  hour  tix  the  first  240  hours  and  76 
cento  an  hour  for  the  remaining  240  hours 
(men's  shorto)    (replacement  certificate) . 

Rio  Grande  I)Canufacturlng  Corp..  Rio 
Grande.  PJt.;  effecUve  11-3-61  to  3-27-62; 
33  learners  for  plant  expansion  purposes, 
in  the  occupations  of  sewing  machine  op- 
erator and  final  presser,  each  for  a  learning 
period  of  480  hovirs  at  the  rates  of  66  cento 
an  hour  for  the  first  340  hours  and  76  cento 
an  hour  for  the  remaining  340  hours  (men's 
shorts)    (replacement  certificate). 

Savage  Arms,  Inc.,  Star  Routo  No.  55— Mi- 
niUas,  Bayamon,  P.R.;  effective  11-3-61  to 
8-34-83;  10  Isarners  for  normal  labor  turn- 
over purposes,  in  the  occupations  of  machine 
operator,  finisher  and  flnJI  assembler,  each 
for  a  learning  period  of  480 -hotirs  at  the  rates 
of  87  canto  an  hour  for  the  first  240  hours 
and  81.01  an  hoiur  for  the  remaining  340 
hours    (flrsarms)    (replacement  certificate). 

Simplex  Precast  Industries.  Inc..  Bayamon, 
P.R.:  effective  11-3-81  to  S-31-63:  five  learn- 
ers for  normal  labor  turnover  purpoees,  in 
the  single  occupation  of  basic  hand  and /or 
machine  production  operations:  dryer-kiln 
operator,  polisher  (surface  finisher) ,  {^'inder 
operator,  batcher  mixers  operator  and  sorter, 
each  for  a  learning  period  of  330  hours  at 
the  rates  of  87  cento  an  hour  for  the  first 
180  hours  and  81-01  an  hour  for  the  remain- 
ing 160  hours  (terrazzo  tile)  (replacement 
certificate). 

Sports*  Corp.  of  America.  Ponce.  P.R.;  ef- 
fective 11-8-81  to  3-13-83;  11  learners  for 
plant  expansion  purposes,  in  the  occupations 
of  sewing  machine  operator  and  final  presftr. 
each  for  a  learning  period  of  480  hours  at 
the  rates  of:  (1)  68  cento  an  hour  for  the 
first  340  hours  and  77  cento  an  hour  for  the 
remaining  340  hours  in  the  manufacture  of 
children's  polo  shirto,  and  Infanto'  creepers 
and  cardigans;  (3)  66  cento  an  hour  for  the 
first  340  hours  and  78  cento  an  hour  for  tl)e 
remaining  340  hours  in  the  manufacture  of 
boys'  polo  shirto,  and  ladles'  and  girls'  outer- 
wear: (8)  71  cento  an  hour  for  the  first  340 
hours  and  88  cento  an  hour  for  the  remain- 
ing 340  hours  in  the  manufacttu'e  of  chil- 
dren's, girls',  and  ladies'  panto  (producto  as 
listed  U^ln)    (replacement  certificate). 

Sportee  Corp.  of  America.  Ponce.  P.R.;  ef- 
fective 11-8-81  to  8-18-62;  19  learners  for 
normal  labor  turnover  purposes  in  the  occu- 
pations of  sewing  machine  operator  and  final 
presser.  each  for  a  learning  period  of  480 
hours  at  the  rates  of:  (1)  66  cento  an  hour 
for  the  first  340  hours  and  77  cento  an  hour 
for  the  remaining  340  hours  in  the  manufac- 
-ture  of  children's  polo  shirto,  and  infanto' 
creepers  and  cardigans;  (2)  65  cento  an 
hour  for  the  first  340  hours  and  76  cents  an 
hour  for  the  remaining  340  hours  in  the 
manufacture  oi  boys'  polo  shirto;  (3)  65  cento 
an  hour  for  the  first  240  hours  and  76  cento 
an  hotur  for  the  remaining  340  hours  in  the 
manufacture  of  ladles  and  girls'  outerwear; 
(4)  71  cento  an  hour  for  the  first  240  hours 
and  83  cento  an  hour  for  the  remaining  240 
hours  in  the  manufacture  of  children's,  girls', 
and  ladies'  panto  (producto  as  listed  herein) 
(replacement  certificate). 
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star  Klst  Caribe,  Inc.,  Mayagues,  VJL: 
effective  11-8-61  to  3-14-63;  48  leamars  for 
normal  labor  turnover  pvirposes.  In  tiw  oe- 
cupations  at  tuna  fish  cleaning  and  paddnc 
each  for  a  learning  period  of  160  hours  at 
the  rates  of  87  cento  an  hour  for  tbs  llrat 
80  hours  and  81-01  an  hour  for  the  remaining 
80  hoiurs  (canned  tuna  fish  and  byppoducto) 
(replacement  certificate). 

Superior  Embroidery  Co..  Inc..  No-  88  Dr. 
Felix  Ho  Street,  Sabana  Grande.  PJt.;  at- 
fective  11-3-81  to  3-37-83;  10  learners  for 
plant  expansion  purposes,  in  the  occupations 
of :  ( 1 )  Sewing  machine  operator  for  a  learn- 
ing period  of  480  hours  at  the  rates  of  66 
cento  an  hour  for  the  first  340  hours  and 
76  cento  an  hotu-  for  the  remaining  340 
hours;  (2)  hand  cutting  of  applique  on  em- 
broidery panels  for  a  learning  pwiod  of  340 
hoturs  at  the  rates  of  66  cento  for  the  first 
160  hours  and  76  cento  an  hour  for  the  re- 
nuilning  80  hours  (applique  embroidery  on 
panels)   (reidacement  certificate) . 

Superior  Embroidery  Company.  Inc.,  No. 
33  Dr.  Felix  llo  Street,  Sabana  Grand*.  PJt.; 
effective  11-3-61  to  8-37-63;  10  learners  for 
normal  labor  turnover  purposes,  in  the  oc- 
cupations of:  (1)  Sewing  machine  operating 
for  a  learning  period  of  480  hotirs  at  the  ratas 
of  65  cento  an  hour  for  the  first  340  hours 
and  76  cento  an  hovir  for  the  remaining  340 
hours;  (3)  hand  cutting  of  appUquS  on  em- 
broidery panels  for  a  learning  period  of  340 
hours  at  the  rates  of  66  cento  an  hour  for  the 
first  180  hotirs  and  78  cento  an  hour  for  the 
renuiinlng  80  hows  (i4>pllqtie  embroidery  on 
panels)  (replacement  certificate) . 

TedroB  Corp.,  Carolina.  Pit.;  effective 
11-3-61  to  10-1-63;  13  learners  for  normal ' 
labor  turnover  purposes,  in  the  occupations 
of :  ( 1 )  Sewing  machine  operator  for  a  learn- 
ing period  of  480  hotirs  at  the  rates  of  Bl- 
cento  an  hotur  for  the  first  830  hotirs  and  BO 
cento  an  hour  for  the  remaining  180  hotirs; 
(3)  final  inspection  of  fully  assembled  gar- 
mento  for  a  learning  period  of  180  hours  at 
the  rate  of  81  cento  an  hour  (brassieres) 
(replacement  certificate) . 

Tedros  Corp.,  Carolina.  P.R.;  effective 
11-3-61  to  4-1-63;  38  learners  for  i^ant 
expansion  purposes,  in  the  occupations  of: 
(1)  Sewing  machine  operator  for  a  learning 
period  of  480  hours  at  the  rates  of  81  oento 
an  hour  for  the  first  330  hours  and  90  canto 
an  hour  for  the  remaining  180'  hours;  (3) 
final  inspection  of  fully  assembled  garmento 
for  a  learning  period  of  160  hours  at  the  rate 
of  81  cento  an  hour  (brassieres)  (replace- 
ment certificate) . 

Transducer  Corp..  Luquillo.  P.R.;  effective 
11-8-61  to  3-14-63;  five  learners  for  normal 
labor  turnover  ptirposes.  in  ths  occupations 
of  assembly  of  magnetic  head,  core  maker, 
coil  maker,  tester,  each  for  a  learning  period 
of  480  hours  at  the  rates  of  S3  cento  an  hour 
for  the  first  340  hours  and  $1.04  an  hour  for 
the  remaining  340  hours  (multichannel 
magnetic  record  heads  and  midget  proximity 
Impulse  generators)  (replacement  certi- 
ficate). 

Trlmtex  Corp.,  Bo.  Palmarejo  Road.  Coamo. 
PJt.;  effective  11-30-61  to  5-19-63;  46  learn- 
ers for  plant  expansion  purposes,  in  the  oc- 
cupation of  sewing  machine  operator  for  a 
learning  period  of  480  hours  at  the  rate4'  of 
65  cents  an  hour  for  the  first  340  hotirs  and 
76  cento  an  hour  for  the  remaining  240  hours 
(ladies'  underwear) . 

United  Corp.,  Cabo  Rojo,  P.R.;  effective 
12-20-61  to  3-38-82;  69  learners  for  plant 
expansion  purposes,  in  the  occupations  of: 
( 1 )  Machine  stiteher  and  layer  off.  each  for 
a  learning  period  of  480  hours  at  the  ratfs  of 
63  cento  an  hour  for  the  first  340  hours  and 
73  cento  an  hour  for  the  remaining  340 
hours;  (2)  die  and  clicker  machine  operator 
each  for  a  learning  period  of  160  hours  at  the 
rate  of  62  cento  an  hour  (leather  gloves) . 

Valley  Sportowear,  Inc.,  Coamo,  PJt.; 
effecUve  11-3-61  to  fr-17-63;  five  learners  for 
normal  labor  ttimover  purpoeee.  in  the  oc- 
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eupatlona  of:  (1)  3«wln«  machine  opermtor 
•nd  nn»'  preaaer.  each  for  a  learning  period 
ot  480  houra  at  the  ratea  of  73  cenU  an  hour 
(or  tha  flrat  240  houra  and  84  centa  an  hour 
for  the  remaining  340  houra:  (3)  final  In- 
apaetlon  of  fully  aaaembled  garmenU  for  a 
laaralnc  period  of  160  houra  at  the  rate  of 
73  eanU  an  hour  (sklrtsi  (replacement 
certificate ) . 

Valley  Sportawear,  Inc  ,  Coamo.  PR; 
effeetlTa  ll-»-«l  to  3  l7-«2;  10  learners  for 
plant  expanalon  purpoeea.  In  the  occupa- 
tlona  of:  (1)  Sewing  machine  operator  and 
final  preaaar.  each  for  a  learning  period  of 
480  houra  at  the  ratea  of  72  centa  an  hour  for 
the  flrat  240  houra  and  84  centa  an  hour  for 
the  ramalnlng  240  hours:  (3)  final  inspec- 
tion of  fully  aaaembled  garmenU  for  a  lenrn- 
Inf  period  of  160  hours  at  the  rate  of  72  cents 
an  hour  (aJtlrU)  (replacement  certificate  i 

WUlda.  Inc..  Road  No.  11.  Km  67  0,  Pueblo 
Norte.  Juana  Dlaa.  PR  :  effective  11  3-61  to 
3-10-63:  40  learners  for  plant  expansion 
purpoMa.  In  the  occupation  of  sewing  ma- 
chine operator  for  a  learning  period  of  480 
houra  at  the  ratea  of  73  cents  an  hour  for  the 
firat  340  houra  and  84  cenU  an  hour  for  the 
remaining  340  hours  (swlm  suits)  i replace- 
ment certificate ) . 

Each  learner  certificate  has  been  issued 
upon  tKe  representations  of  the  em- 
ployer which,  among  other  things,  were 
that  employment  of  learners  at  special 
minimum  rates  is  necessary  In  order  to 
prevent  curtailment  of  opportunities  for 
employment,  and  that  experienced 
workers  for  the  learner  occupations  are 
not  available.  The  certificates  may  be 
annulled  or  withdrawn,  as  indicated 
therein.  In  the  manner  provided  in  Part 
528  of  Title  29  of  the  Code  of  Federal 
Regulations.  Any  person  aggrieved  by 
the  issuance  of  any  of  these  certificates 
may  seek  a  review  or  reconsideration 
thereof  within  fifteen  days  after  publica- 
tion of  this  notice  in  the  Federal  Reg  is - 
TM  pursuant  to  the  provisions  of  29  CFR 
522.9. 

Signed  at  Washington.  DC  .  this  8th 
day  of  February  1962. 

ROBIKT  O.  GRONEWALD, 

Authorized  Representative 
of  the  AdmiJiistrator. 

IF.R.    Doc     62   1528:     Filed.    Feb      14      1962; 
8  45  am  1 


DEPARTMENT  OF  JUSTICE 

Offlc*  of  Alien   Property 

ADELE  EXNER 

Notice   of  Intention   to   Return 
Vested  Property 

Pursuant  to  section  32<f  >  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date  of 
publication  hereof,  the  following  prop- 
erty, subject  to  any  increase  or  decrease 
resulting  from  the  administration  there* 
of  prior  to  return,  and  after  adequate 
provision  for  taxes  and  conservatory 
expenses : 
Claimant.  Claim  No..  Property,  and  Location 

lira.  Adele  Exner,  Wlenerstraase  tBa. 
Vienna  33.  ICauer.  Auatrla;  Clahn  Ho  400«t, 
Veatlng  Order  No.  8315;  8174  60  In  the  Treaa- 
ury  of  the  United  States. 


NOTICES 

Executed    at    Washington.    DC.    on 
February  8. 1962. 

For  the  Attorney  General. 

[SEAL]  Paul  V.  Myrok. 

Deputy  Director. 
Office  of  Alien  Property. 

[FR      Doc     62   1560;     Filed,    Feb      14,     1902; 
8  48  a  m  I 


ALFRED   VON   ZEERLEDER 

Notice  of  Intention  to  Return 
Vested   Property 

Pursuant  to  srctlon  32' f'  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  Is  hereby  fcjlven  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following  prop- 
erty located  In  Wa.shinKton.  DC  ,  in- 
cluding all  royaltle.s  accrued  thereunder 
and  all  damaKes  and  profits  recoverable 
for  past  Infringement  thereof,  after  ade- 
quate provision  foi  taxi-s  and  con.serva- 
toiT  exjHjnscs ; 

Claimant.  Clatm  So  Property  and  Loctitwi 
Alfred  von  Zeerleder,  NlederhofenriUn  33. 
ZoUlkon  ZH,  Switzerland;  Claim  No  6878, 
$11  72  In  the  Treasury  of  the  United  Slates 
Eighteen  and  Ove-hundredths  per  cent  (  18  - 
05'.  )  or  all  ruyaltlM  puyHble  or  to  become 
payable  to  the  Attorney  Oeneral  of  the 
United  SUtes  for  the  republication  of  the 
book  entitled  '  Handbuch  der  Technlschen 
Elektrochemle,  Volume  111.  pages  209-4i;J 
Chapter  on  Aluminum  by  Alfred  von  Zeer- 
leder veated  by  the  Allen  Property  Custixllan 
vmder  Veatlng  Order  500A  74  1 1>  FR  7784 
July  12, 19441 

Executed     at    Wathmyton.     DC,    on 
February  9.  1962. 

For  the  Attorney  General 


I  SEAL  I  Paul  V   Myron. 

Deputy  Director. 
Office  of  Alien  Property 


jFR      D.K-      62    1562:     Filed.    Feb      14.     1902, 
8  49   u  m  I 

INTERSTATE  COMMERCE 
,       COMMISSION 

[Notice   5951 

MOTOR   CARRIER  TRANSFER 
PROCEEDINGS 

Fesruary  12.  1962. 

Synopses  of  orders  entered  pursuant 
to  section  212(b)  of  the  Interstate  Com- 
merce Act,  and  rules  and  regulations  pre- 
scribed thereunder  (49  CFR  Part  179', 
appear  below: 

As  provided  In  the  Commission's  spe- 
cial rules  of  practice  any  interested  per- 
son may  file  a  petition  seeking  recon- 
sideration of  the  following  numbered 
proceedings  within  20  days  from  the  date 
of  publication  of  this  notice.  Pursuant 
to  section  17(8)  of  the  Interstate  Com- 
merce Act.  the  filing  of  such  a  petition 
will  postpone  the  effective  date  of  the 
order  in  that  proceeding  pending  its  dis- 
position. The  matters  relied  upon  by 
petiUoners  must  be  specified  in  their 
petitions  with  particularity. 


No.  MC-FC  64498.  By  order  K  |^ 
ruary  7.  1962,  the  Tranafer  Bn^^Z 
proved  the  transfer  to  Edward  F.  ^T 
Sr  .  Thomas  F.  Hayes.  John  D.  Sk 
and  Edward  P.  Hayes,  Jr.,  a  ParteiS 
doing  business  as  Edward  P.  BtviH 
Sons.  West  Hartford,  Conn.,  of  g||M 
cate  No.  MC  113863  Issued  June  II. yM 
to  Leslie  W  Stevenson,  doing  boitainZ 
Tobacco  Valley  Stages.  North  (h^ 
Conn  ,  authorizing  the  transportitlaitf 
passengers  and  their  baggage,  lai  %, 
piess.  mail,  and  newspapers  in  tbci^ 
vehicle  with  passengers,  and  btnm^ 
pa.ssen;;ers  in  a  separate  vehleli,  «■ 
a  regular  route,  between  Hartford. Oi^ 
and  Oranby,  Conn.,  with  eenleitiai 
from  all  Intermediate  points.  Hmm 
W  Murrett,  410  Asylum  Street,  HmUbi 
3.  Conn  .  attorney  for  applicanti. 

No   MC-FC  64675.    By  order  ol  1^ 
ru:\iy  2,   1962.  the  Transfer  Botid  ^ 
proved  the   transfer  to  Noble  Onhi^ 
Brlmley.  Mich.,  of  Certificate  islklK 
1071C2  Sub  1.  issued  July  24,  IM.  ti 
Noble  Graham.  Charles  Oraham,  Im- 
neth    Graham.    Donald    Oraham,  i^ 
Peter  Graham,  a  partnership,  doing bai- 
ness  as  Noble  Oraham  It  Sons,  BrWQ. 
Mich  .  authorizing  the  transportettatit: 
Lumber,  logs,  evergreens,  pulpvoedai 
wooden   posts,   piling   and  spars,  tim 
points  in  the  upper  peninsula  o(  Iflck- 
igan.  to  points  in  Wisconsin:  dry  a^iMl 
and  black  topping  material,  in  bulk. fm 
points   in   Marathon  County.  Wk.  ti 
points  in  the  upper  peninsula  ol  Mib- 
iK'an:    lumber,  from  Eagle  Rlnr,  Ik, 
and  points  In  Wiacpnsln  within  M lis 
of  Eagle  River  >«  points  in  the  i«pr 
pt-ninsula   of   vfichigan;   cinder  VUk 
concrete  blocks,  and  brick,  from  site  a(P. 
Ilurlbut  Company  Plant  at  Qnalii, 
Wis  .  to  points  in  the  upper  peniBrii 
of  Michigan:  agricultural  llmeiailM 
products.   In   bags,  from  liayrUlt  ■! 
Rockwood.  Wis.,  to  points  In  tlM  «wi 
peninsula  of  Michigan;  fertiMsersadto- 
tiUzer   ingredients,   from  Antlgo,  Qs- 
eron.    Green    Bay,    Prairie   du  GUa 
Whitewater.     Madison,    HlUsbors  ■! 
Stevens   Point.   Wis.,   to  polnU  ia  fc 
upper   peninsula   of   Michigan;  tniM 
wood  products,  consisting  of  railroad  Ha 
posts,  poles,  piling,  timbers  and  n# 
lumber,  from  Superior  and  Plata, WM 
points  in  the  upper  peninsula  o'w 
man.    Michael  D.  O'Hara,  Spies  B» 
ing.  Menominee.  Mich.,  attorney forii- 
phcants. 

No  MC-FC  64682.  By  order  01 1»- 
ruary  2.  1962.  the  Transfer  Boaid  » 
proved  the  transfer  to  Bolger  Tisjiil 
Company,  Inc.,  South  Bend,  ttl  ■ 
Permit  No.  MC  60153.  issued  AB«j» 
1943.  to  Hazel  H.  Bolger,  doing^ 
as  Bolger  Trucking  Company, 
City.  Ind.,  authorizing  *^e  to 
tion  of:  Prepared  foods,  soft 
powdered  and  concentrate,  and ' 
ing  matter  for  the  above 
over  regular  routes,  between 
111 ,  and  South  Bend.  Ind.,  •» 
111.  Dale  C.  Dillon.  Todd  k  Dim  >■ 
Jefferson  Place  NW..  Washington  M*. 
attorney  for  applicants.  ^__   .  ^ 

No  MC-PC  64702.  By  0"»"  * 
ruary  7.  1962,  the  Transfer  Boj«  J 
proved  the  transfer  to  J.  T.  Mccsw* 
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^  Tar  Products  Co.,  a  corporaUon. 
fiotaPark,  Mich.,  of  Permits  Nos.  MC 
^SiSuC  47053  Sub  6.  issued  June 
?7aigand  April  29.  1953,  respectively. 
MMra  Cartage  Company,  a  corpora- 
STDetroit.  Mich.,  authoring  the 
SS-irtaUon  of:  Tar  and  tar  products. 
SrS  trucks,  over  Irregular  routes, 
ZTua  Detroit  and  Wyandotte.  Mich., 
Z^S^aat  hand.  and.  on  the  other,  points 
JSwoTbetween  Toledo.  Ohio,  on  the 
--hand.  and.  on  the  other,  points  in 
SSiSSu  except  those  west  of  U.8. 
5SJL.  131;  and  between  Cleveland. 
"SUtown,  Columbus  and  Clnclnn»U, 
iST^the  one  hand,  and.  on  the  other. 
SS  in  Michigan;  and  liquid  refractory 
SJSdry  coatings  having  a  mica  base,  in 
^^to  tank  vehicles,  over  Irregular 
S^  from  Detroit.  Mich.,  to  points  in 
Snols.  Indiana,  Ohio.  Pennsylvania. 
iSTwest  Virginia.  WiUlam  B.  Elmer, 
^  Buhl  Building.  Detroit  26,  Mich., 
ittorney  for  applicants. 
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No.  MC-FC  64727.  By  order  of  Feb- 
ruary 6,  1962,  the  Transfer  Board  ap- 
proved the  transfer  to  Hazel  Mildred 
Smith.  Hamilton,  Ohio;  of  Permits  Nos. 
MC  80265  and  MC  80265  Sub  1,  Issued 
July  2.  1941  and  January  7,  1939,  re- 
spectively, to  Albert  L.  Smith,  Hamilton, 
Ohio;  authoriidng  the  transportation  of: 
Finished  paper  and  paper  products, 
scrap  paper,  steel  strapping,  and  materi- 
als and  supplies,  used  In  the  manufacture 
and  shipping  of  paper  and  paper  prod- 
ucts, from.  to.  or  between  specified  points 
in  Ohio.  Illinois.  Indiana,  Michigan,  Wis- 
consin, Missouri,  Pennsylvania,  and  New 
York.  E.  F.  Strelb,  Fourth  at  Race, 
Cincinnati  2,  Ohio,  representative  for 
applicants. 

No.  MC-FC  64773.  By  order  of  Feb- 
ruary 7,  1962,  the  Transfer  Board  ap- 
proved the  transfer  to  Paul  J.  Miller  of 
Orefleld.  Pa.,  of  a  portion  of  Certificates 
Nos.  MC  18869.  MC  18869  Sub  2,  MC 
18869  Sub  6,  and  MC  18869  Sub  7,  Issued 
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May  29,  1941,  November  10. 1941,  Auguat 
12.  1948,  and  July  18.  1950.  respeettrdy, 
to  Charles  Krinvic  and  Oeorge  ^Invle, 
a  partnership,  doing  business  as  Krinvie 
Brothers,  Willow  Orove.  Pa.,  authoriilng 
the  transportation  of  poultry  and  animal 
feeding  materials,  over  irregular  routes, 
from  Philadelphia,  Pa.,  to  Utlca,  One- 
onta,  Waverly,  and  Big  Flats.  N.T.;  erab 
meal,  from  Honga,  Md..  to  Spfgifoer  and 
Candor.  N.Y.;  and  from  Marion.  Md..  to 
Philadelphia  and  Temple,  Pa.,  Jewett 
City.  Conn.,  and  Spencer,  N.Y.;  and 
animal  and  poultry  feed  and  fish  meal, 
from  Philadelphia,  Pa.,  to  Waverly,  N.Y. 
Albert  E.  Enoch.  656  Main  Street, 
Bethlehem,  Pa.,  representative  for  appli- 
cants. 

[SEAL]  Harold  D.  McCoy, 

Secretary. 

|F.R.    Doc.    62-1668;    Filed,    Feb.    14,    1062; 
8:48  a.m.] 


T 


CUMULATIVE  CODIFICATION  GUIDE—FEBRUARX 

The  following  numericol  guide  is  a  list  of  the  parts  of  each  title  of  the  Code  of 
Federal  Regulations  affected  by  documents  published  to  date  during  February. 


3  cm 

PMCLMIAnONS: 

Not.  6.  1891 1227 

Jsa  16,  1931 1312 

M).  12,  1931 1312 

41 - - 1311 

34M 1086 

3550 1086 

2584. 1086 

8307 1117 

8879 1312 

8447 1085 

8448 1086 

8449 1311 

EnCDTXVlOXDIRS:  I 

llsy24,  1905 972 

70J 972 

769— 9i2 

1438 972 

4181 972 

7059-A 1311 

7127 972 

10194 1085 

10647 ._..  1341 

10844 1312 

10890 1312 

10929 ._._. 1207 

10890 1065 

10991 1207 

10992 1311 

iOW3 1312 


PnsaoTiAL    DocumNTs    Othkr 

1^*»  PtOCLAM ATIONS  AND  EXECTT- 

nn  OtoBts: 
Memorandum,  Feb.  9,  1962-..    1341 

sen 

t. 963. 1001. 1067. 1109, 1239. 1313 

"- - -  1208, 1313 

■— 1349 

6CFR 

2— 963, 1407. 1408 

2 - - 938 

^ 1408 


7  CFR  ^*«« 

51 — - 1208 

81 - 1087 

319 - 963, 1151 

354 _- 964 

401 1001-1003 

723 -_ - 964,  965 

725 966,  967 

727 969 

728 — - 942 

877 1408 

905 1004-1006 

907__ 1006, 1239 

909 1239 

910 1007. 1240 

912 1240, 1349 

970 1007 

990 969 

1127 1040 

1128— - fl52 

1129 1047 

1132 1054, 1313 

PaOPOSBD  RVLKS : 

51- 1321 

728 1174 

815— - 984 

926 1118 

949 1118 

959_ 1012, 1119 

990 1217 

1008—1009 1272 

1030—1043- 1272 

1044— 1272, 1280 

1045 1272, 1280 

1046 1013. 1217, 1272 

1047—1049 1272 

1061—1064 1272 

1067—1069 1272 

1070 1176, 1272 

1071 1179 

1078—1079 1272 

1096 1013, 1217, 1272 

1097 : 1272 

1099 1272 

1108 1272, 1287 

1183- 1180. 


Page 


1349 
1349 

1067 
1241 
1109 


8  CFR 

211 

214 — 

9  CFR 

74 

78 

131 ^- - 

Proposed  Rulbb: 

18 1174. 1322 

10  CFR  t 

1 1411 

30 1350 

150 1351 

12  CFR 

563 — .  1110 

13  CR     . 

121 - 1208 

Proposed  Rxtles: 

121 1075 

14  CFR 

3 —  1008 

4b —  1008 

6 1008 

7 1008 

40 1008, 1208. 1242 

41 1008, 1208. 1244 

42 1008, 1208, 1245 

43 1008 

46 1 . —  1247 

288 972 

289 1067 

302 973, 1068 

408 1110 

507 1009, 1313 

514 —   974 

600 — 942, 

943,  1009,  1068,  1069,  1114.  1160, 

1161.  1210,  1354.  1355.  1411,  1412 
601 - 943. 

976,  1069.  1114,  1161.  1210,  1249, 

1354. 1412. 
602 1412. 1413 


1444 

14  CFR— Conrtnued  ^"^ 

a08         1114.1162,1354,1355 

609 977 

810 1210 

Proposzd  RiOKS : 

20  1073 

22      13«3 

42      1219 

49 1073 

507     986 

514  1363 

000 949 

1033. 1074.  1193. 1194.  1220, 1221. 
1323.  1424. 

801 949, 

1033.  1034. 1074. 1118,  1194.  1220. 
1221.  1323.  1324. 1364, 1424. 

602      1034, 1035. 1324 

608 1033, 1035 

16  CR 

13    946, 

1009.  1115,  1160.  1249.  1250.  1355. 
1413,  1414. 

17  CR 

230 1414 

231 W51 

241 1251,1415 

Prc^osid  Rules: 

239 1368 


NOTICES 

21  CR — Continued 

147 

191 945, 

307 

PnoposED  Rules: 

19 

20    

120   _--        948.  1173, 

121---  948,  985.  1173,  1219. 1362, 

141a 

141b ^ 

141c 1322, 

Hid 

141e 

146 

146a     

146b 

146c 1322 

146d-        

146e 

22  CFR 

11 

46 

24  CFR 

203    

220 - - -- 

232    - 

25  CFR 

221  -- - 


18  CFR 

141 

154 

157 

260 


PRorosiD  Rules: 
2 


19  CR 

6 

18 

31 

Proposed  Rules  : 
2 

20  CR 

345 

404 


970 
1356 
1356 

970 

1368 


1314 
971 
971 

984 


,   .      1415 
1162, 1163. 1417 


21  CR 

1       _ 1317 

3  1009 

16    1317 

17  .  1318 

48 943 

120 1010 

121  _  .     943.  1214.  1252. 1254. 1358 

141a    944.945 

146 945 

148a-    — -  -   944,945 

146c . 1318 


Page 

945 
1318 
1215 

1173 
1294 
1421 
1421 
1421 
1421 
1421 
1421 
1421 
1322 
1422 
1422 
1422 
1422 
1422 


39  CR — Continued 

24 

96 

168 


26  CFR 


1,  — 

47 

Pfopositd  Rules  : 
1     ---    


1010 
1358 

1069 
1070 
1071 


1358 


1319 
1088 


1119, 1321.  1424 


CR 


CR 


VI' 


29 

604 
606 
677 
690 
784 

31 

500 

515    

32A  CR 

BDSA    (Ch 

M-UA 

33  CFR 

203 

37  CR 

Proposed  Rules: 
2 

38  CFR 

3  

39  CFR 

4__ 

17      


945 
945 
945 
945 
1254 


1116 
1116 


1071 


1358 


1217 


1215 


1010 
1417 


41  CR  ^ 

3-75 1^ 

9-1 3 

50-202 If- 

50-205 

42  CR 


53- 

43 

161 
257 
Pub 


CFR 


I 


Lir  Land  Orders: 

842 

2434 

2558 

2569 

2594 

2596 

2597 

2598 

2599 

2600 

2601 

2602 

2603 

2604 


45 

701. 

46 

201 
206 
221 
298 
299 
510 


CR 
CR 


un 


un 
un 
nn 

N 

m 

IK 

IB 
IB 
111 

im 
m 

m 
m 

Ml 

m 

m 
m 
m 

m 


47  CR 

1-.- 


iia.ai 


Proposed  Rules: 

3   

11        -      

16 


»49.985,imai 
01 

m 


49  CFR 

25 

95 

205 


....   UB 
■ 

1117.  in 


50  CFR 

32,-.      

33 

215      

Proposed  Rules: 

10 -- 

18 -- 

33         -    


m 

983.imMI 

la 


in 
im 

M 


FEDE 


/^"^ 


REGISTER 


Published  dally,  except  Sunday*.  Mondaya,  and  days  following  offlclal  Fedgwl 
by  the  Office  of  the  PWeral  R«glst«r.  National  Archives  and  Rccordi  B»rri»9.  **• 
^  tcea  AdmlnlatratJon.  purruant  to  the  authority  contained  In  the  Federal  H«L 

T.uyifii.  "^JS^^^  *'°^  '-^^'   proved  July    3«.    l»3fi    (4»   Stat.   800.   as   amended;    44   VBC,  ch.    8B).   'i™*    ^ 

prMcrlbed  by  the    AdmlnlsUatlve  Committee  ot   th.   Pede^    tUfUtmr.  approved  by  the  President      Distribution  1>  tdmO*  OBV 
Superintendent  of   Documents.  Government  Prtntlng   Office.   Waahlngtan  25.  DC. 

The  PronuL  Rwistbi  will  be  furnished  by  mall  to  subscribers,  free  of  postage,  for  •!  50  per  month  or  IIS-W)  P"  J?^ 
advance.  The  charge  for  individual  copies  (minimum  16  cenU)  varies  In  proportion  to  the  slM  (^  the  i«ue.  ff^^J?"?^ 
^T^e  waSTto  the  Superintendent  of  Documents.  dlrecUy  to  the  Government  PrlnUng  OfHce.  Wa.hln«ton  M.  DA 
The  regulatory  material  appearing  herein  is  keyed  to  the  Coo.  or  Peddul  IfouLAnonii.  which  Is  Published  "^^er  pUB 
suant  to^^tlon  11  of  the  Pted^l  Register  Act.  as  amended  August  5,  1953.  The  Code  or  Ftdwhai.  Rtculations  U  sold  by  V» 
tendent  of  Documents.     Prices  of  booits  and  pocket  supplemenU  vary  -_«-.. 

There  are  no  restrictions  on  the  republication  of  materUl  appearing  In  the  Ftdoal  RKasm,  or  the  Oode  or  Fedoai. 


t 


^ 


^^s^'N 


Pages  1446-1475 


FEDERAL 


.REGISTER 


VOLUME  27 


%,     1934  ^y^ 


NUMBER  33 


2fr"^«^ 


Wosliington,  Friday,  February  16,  1962 


•^'^W* 


Contents 


THE  PRESIDENT 


btCNliv*  Order 

y^H^g  oominittee  on  Employ- 
TStflif  the  Handicapped 1447 

EXECUTIVE  AGENCIES 
IgricvHurol  Mofketing  Sefvk* 

I BVU  liAKINC : 

grown    in    California; 

1460 


Civil  A*ronouti€S  Boord 

Noncn: 
Heurtngt,  etc.: 
Alrfi^i^t  forwarder  authority 


BmUII  Airways,  Inc..  and  Pan 
Amertean  Woiid  Airways.  Inc., 

intowliaoge 

City  of  Anderson,  Ind..  et  al... 


1463 


1463 
1463 


OB  Rmulations  : 
grown  in  South  Texas; 

limitation 1451 


AirkuHwral  Research  Service 
fMM  m  Rmolatioiib  : 
n^  boDworm  quarantine;  regu- 
kM  area 1*50 

AfricvHural  Stabilization  and 
Cwuervotion  Service 

AMD  Regulations:     | 


Miifceting  of  sugar  and  liquid 
•optf  produced  from  sugar 
beets  and  sugar  cane  grown  tn 
eootinental  U.S.  and  market-  '~- 
Iv  of  sugar  for  consumptioi 
tai  HawaU  and  Puerto  Rico; 
bond  requirements 1450 

Bsquiranents  relating  to  non- 
quota purchase  sugar  for  stx- 
Bonth  period  ending  J\me  30, 
1112 ;  non-quota  purchase  au- 
tboriaed 1*51 

AgriaiHure  Department 
Im  also  Agricultural  M;arketing 
Sarvlee;  Agricultural  Research 
tenee;  Agricultural  SUbilisa- 
VuajaaA  Conservation  Service. 

Property  Office: 

victor;  intention  to  return 
property 1*83 


Federal  Aviotion  Agency 
PM»OBD  Rou  Maxxmo: 

FMerml  atiwaya:  alteration 1461 

Tranaitlan  area;   withdrawal  of 
piopond  designation 1461 

Ruus  aim  RaouLATiom: 
Air  eantar  oertilleatton  and  op- 
eratkm;  inaminatkm  of  pas- 
senger emergency  exit  mark- 
ings: 
Irregular  and  off -route  air  car- 
riers  1*53 

Schedntod  air  carrier  operattois 
oatslde  oontlnaital  limits  of 

VB 1*53 

Scheduled  air  carrier  hdicop- 

ton 1*53 

Sebedttled  interstate  air  car- 

riers "52 

Airworthiness  directive;  Marvel- 

ScheUer  carburetors 1*5* 

FMeral  airways,  associated  con- 
trol areas,  control  area  exten- 
sion, control  Bone.  reporting 
point.  Jet  routes  and  Jet  ad- 

vlsory  areas;  alteration 1454 

Flight  radio  operator  certificates; 

cross  reference 1*52 

Redslon  of  rules: 
Anchorage  and  Fairbanks  air- 

P<»t8 1*5* 

Flight  radio  operator  certin- 
cates 1*5* 

Inter-Amwican  aviation  train- 
ing grants 1*5* 

Reimbursement  for  damage  to 
pubUc  airports  by  Federal 
agencies - — 1*5* 


Federal  Communications 

Commission 

NoTXCis: 
Hearings,  etc.: 

DeKalb  Broadcasting  Co 1*«5 

Hiawatha  Valley  Broadcastbig 
Co..     Inc.,     and    Northland 

Radio  Corp 1*« 

Rockland  Broadcasting  Co.  et 

ai !*•• 

South  Minneapolis  Broadcast- 
ers  ^ !*•• 

WD8U      Broadcasting      Corp. 

(WDBU) - l*** 

Proposed  RUlk  Majokq: 

Certain  frequencies  for  assign- 
moit  to  non-Oovemmcsit  sta- 
tions transmitting  hydxologleal 
and  meteorological  data  In  eo- 
weratton  with  agencies  of  Fed- 
eral Oovemmwit 1*59 

Deinteimixture  of  Springfield,  m.; 
order  extending  time  to  respond 
to  motion  to  strike l*oO 

Fre<iuency  fbr  safety  and  opera" 
tionai  communications  between 
ship  stations  and  limited  eoast 
statlrais  at  causeways,  bridges, 
waterways,  and  similar  loca- 
tions, and  between  ship  statioos 
sod  n.S.  Coast  Qnard  coast  sta- 
tions for  port  security  commu- 
nications  -    1**® 

Federal  Power  Commission 

NOTicss: 

Hearings,  etc.:  ,^„« 

F.  A.  Callery,  Inc.,  et  a] 1*W 

'  Humble    OU    li    Refining    Co. 

et  al !*•• 

Taylorstbwn  Natural  Gas  Co—  M«9 

Federal  Trade  Commission 

RULB  AHB  RMTUUmONS: 

Todd  Brothers  Appard  Co.  et  al—    1466 

Food  cmd  Drug  Administration 

Propossd  Ruls  Makihg: 

TooA  addlttves;  flUng  of  petltkm..    1*61 

{Continued  on  next  fMfe) 

1445 


1446 


CONTENTS 


G«n«ral  Services  Administration 

RULSB  JJTD   RSOX7LATIOM8 : 

Contrmct  admlnlatraUon;  miscd- 
UuMoua  ameTvdmenU MM 


Haflllh,  EducatMn,  ancft  Welfare 


See  Fbod  and  I>rugr  Administra- 
tion. 


Interstate  Commerce  Commission 

NOTXCKS: 

Fourth  section  applicatiooB  for 
relief  (2  documents) 1472 

Motor  carrier  transfer  proceed- 
ings      1473 


Justice  Department 

See  Alien  Property  Office. 

Post  Office  Department 

NOTTOS: 

PadltUes   Buremu;    delegatkui  of 
MXttaorlty 14«3 

Securities  and  Exchange 
Commission 

Notices  : 

Hearings,  etc.: 

Oanley  Mountain  Co 1471 

Pacific  Alaskan  Land  &  Live- 
stock   Co 1471 

Provident  Fund  for  Income. 
Inc..  and  Provident  Manage- 
ment  Corp 1472 


Codification  Guide 

The  loUowing  numerical  guide  is  a  list  oi  the  ports  oi  each  title  of  the  Code  oi  Federal  Regulations  afitcU  b 
documents  published  In  today's  issue.  A  cumulatiTe  list  of  parts  affected,  covering  the  current  numfli  tod^ 
oppean  ol  Ike  sad  o4  each  Issue  beginning  with  the  secon  d  issue  oi  the  month. 

Monflily,  quarterly,  and  annual  cumulcrtiYe  giiides.  published  separately  from  the  daily  issues,  faidadili 
section  nuinbers  as  welt  as  the  port  numbers  affected. 


3  CR 

Ezxcraiffs 


10640  (sopeascM 
109M-._ 

1  tvEO 

16*94 >    - 

7  CFR 

301 - 

ai« 

820— _._ 

»5f -- 

PkcvossdRuxxs: 

881 _         -- 

14  CR 

33 

40 

41-       -_     _         

42 

48 

450 -- 

507 

560 

580 

600 



601        

602 

1447     Proposid  RtTLES : 

1447      600 

601 ■--      - 


1450 
1450 
1451 

1451 

1480 


1452 
1452 
1453 
1453 
1453 
1454 
1454 


16  CFR 

13.      


21    CR 

PROPOsn)  Roles  : 
121 

41    CR 

5-53 


47  CR 

PROPOsa»  RuLXs : 

2 -  - 

3 


1454  8. 

1454   11. 


1454 
1454 

1461 
1461 


1455 


1461 


1456 


1459 
1460 
1460 
1460 
1459 


7961-62  Ediiion 

UNITED    STATES    GOVBN- 
MENT  ORGANIZATION 
MANUAL 

[Revised  os  of  June  1,  IM1) 


OfllcM  h«wdb»«li  •» 

m*nl,    dcKribing    Ih 
fwtKtient  of  lh«  agvnciM  in  Km 
judicial,  aad  •xccutiv* 

Price:  $1.50 

Publi»h«d  by  Office  of  tfi*  U^td 
Notional  ArchivM  Qnd  feocorrfi 
Gonoral  Sorvko* 


Ordor  from  SuporintwidMif  of 
Govr— nK  MwMws 
Wothinglon  23,  D.C. 


FEDEI 


I 


prcscrlbMl 


*0  HI  jSj  iirf  lyrr^  PubUahM  dauy.  except  Sundays.  Mondays,  and  days  foUowlng  oOeUl 

•ll/ulJ|SIO^lIllf  ItJl  Cll    by  tbe  Offlcs  of  the  rederal  Register.  National  Archives  and  Becords  Bervlo*. 

leas  Administration,  pursuant  to  the  authority  contained  In  tbe  Federal 
proveil  JoAy  36.   IMS   (46  Slirt.  iOO.  m  amended:   44  XJB.O.,  eh.   8B).  nni 
by  tbs  AdmfnistratlTe  Committee  ot  tb*  FedstsA  Rsglstsr,  approTsd  by  the  President.    DlstrlbutUm  is  taatOm  ctSf 
SupsrtstsadiS  at  nniiiiiiwii    aorsmmsiit  Prlntlnf  Ottae.  Wmhlmgloa  as.  D.O. 

n*  W^mmMi  KSBBR^  wtn  tw  fomttbed  by  mall  to  subscrlhers,  free  of  pastags.  for  11.60  per  month  or  9UJn  p«r 
adrane*.  Tb*  otaassB  ftar  Sitflvklaai  soptsa  (minimum  IS  cants)  varies  In  proportion  to  the  size  of  the  Issue.  Remit  cheek  < 
order,  matfe  pipiMe  t»  tk»  Si^artKtflafdsBt  of  Documents.  dlrectl7  to  tha  Oorvrnment  Printing  OOoe.  Washington  2S.  DjO. 
Th«  ngnlatary  aiatsrlal  appearing  herein  Is  keyed  to  tlie  Oooa  or  Fbxeai.  HanvuTioMs.  which  Is  pabUshsd,  under  8i  tt 
suant  to  swOoa  11  at  the  FMenU  Register  Act.  as  aasandad  Augurt  B,  1M».  The  Code  or  Pdoul  RaeoLATiowa  to  sold  by  «l» 
tendant  of  Doeumants.    Prices  of  books  and  pocket  supplements  Tary. 

There  are  no  restrictions  on  the  republication  of  material  appearing  In  the  Pxdoul  Raoism.  or  the  Oooa  or  Fedbui. 


k^W 


ir» 


Presidential  Documents 

Title  3— THE  PRESIDENT 

'  Executive  Order  10994 

THE  PRESIDENT'S  COMMITTEl^  ON  EMPLOYMENT  OF  THE 

HANDICAPPED 

By  virtue  of  the  authority  vested  in  me  as  President  of  the  United 

States,  and  in  order  to  provide  for  the  carrying  out  of  the  provisions 

of  the  Joint  Resolution  approved  July  11,  11)41),  oh.  302,  63  Stat.  409, 

i.H  amendetl,  and  the  pi-ovisions  of  section  8  of  the  \'o<ational  Kehabili- 

1  at  ion  Act,  as  amended  (29  U.S.C.  38) ,  it  is  ordered  as  follows : 

Sfotion  1.  Estubliahment  and  campo^^ition  of  the  President's  Com- 
mittee.  (a)  There  is  hereby  established  the  President's  ( 'omnutt^ee  on 
Knjployment  of  the  Handicaf)ped  (liei-einaflei-  i-eferred  to  as  the  (  om- 
niit  tee  or  as  the  President's  Committee) . 

(b)  The  Committee  shall  be  composed  of  a  (  hairma)i  and  not  moi-e 
than  tliree  Vice  Chairmen,  who  shall  be  appointed  by  and  serve  at  the 
plcA-sure  of  the  President,  and  of  so  numy  other  membei-s  as  may  be 
•ippointed  thereto  from  time  to  time  by  the  (^hairman  of  the  Presi- 
dent's (Committee  upon  the  advice  of  the  Execut  ive  (^ommittee-  (herein- 
after provided  for)  from  among  i)ersons  (including  repre^sentativ^ 
of  organizations)  who  can  contribute  to  the  achievement  of  the  ob- 
ie.•^i^^  of  the  Committee.  Members  appointed  by  the  C^hairraan  shall 
U>  appointed  for  a  term  of  three  ye^irs  and  mav  l>e  reappQ^nted.  1  he 
(liairman  of  the  President's  Committee,  with  the  approval  of  the 
Executive  (^ommittee,  may  at  any  time  terminate  the  service  of  any 
member  of  the  President's  Committee,  except  any  memlier  appointed 
by  the  President. 

(c)  The  Chairman  of  the  President's  (^ommittee,  upon  the  advice 
of  the  Executive  Committee,  may  desi^iate  as,  or  nivite  to  ^.  avi- 
ate members  of  the  President's  Committee  (1)  .any  heads  of  Federal 
departments  and  agencies  which  have  responsibility  for  rehabilitation 
^*rvic€s  or  promotional  activities  touching  the  held  of  interest  of  the 
Committee  or  which  are  leading  utilizers  of  handicapped  personnel, 
(2)  Governors  of  States  and  possessions,  and  (3)  representatives  of 
such  heads  or  Governors. 

(d)  Representatives  of  industry,  labor,  and  public  and  private 
age.ncies  may  be  invited  to  attend  meetings  of  the  Committee. 

''sfa'  ">  FunctionJi  of  the  Committee.  The  President's  Committee 
*hall  facilitate  the  development  of  maximuin  employnient  opportuni- 
ties for  the  physically  and  mentally  handicapped.  To  this  end  the 
Committee  sfiaJl  supply  information  to  employers,  conduct_a  progr^ 
of  public  education,  and  enlist  the  aid  and  cooperation  of  Federal  offi- 
cials. State  officials,  Governors'  Committees,  local  committees,  pro- 
fessional trade  groups,  and  organized  labor.  In  carrying  out  the 
f^tSlis  v^^i?T>y  sectioTs  of  the  VcKMitional  Rehabihia^^^^ 
\ct,  as  amended,  the  Committee  shall  work  closely  with  the  Depart- 
ment of  iLbor,  bepartment  of  Health,  Education,  and  Welfare,  the 
Veterans'  Adimnis&ation,  State  employment -security  agencies,  and 
State  vocational-rehabilitation  agencies. 

Sw'.  3.  Emcuti^^e  CotnnUftee.  (a)  There  is  liereby  established  the 
Executive  Committee  of  tJie  President's  CJommittee  on  Employment  of 
the  Handicapped.  The  Executive  (^ommittee  ^^/^^^^^e.^^'^P^,,^* 
the  ChairmaSi^  the  President's  C^ommittee,  who  shall  al^)  be  t  e 
Chairman  of  the  Executive  Committee,  the  \  ice  Chairmen  of  the 
President's  Committee,  and  so  many  additional  members  as  will  pro- 
vid^  an  Ex^utive  oSnmittee  of  not  less  than  tift^n  and  not  more 
than  fifty  members.  The  said  additional  membei-s  shall  1^  appomted 
annuall7w  the  Chairman  of  the  President's  Committee,  from  among 
the  members  of  the  President's  Committee  or  otherwise.    Tlie  Chair- 
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man  of  the  Presideiit's  Committee  may  at  any  time  tonninat^'  tli« 
service  of  any  member  of  the  Kxe<utive  Committee. 

(b)  The  Executive  Committee  shall  advise  and  assist  the  Cliair- 
nian  of  the  President's  Committee  in  the  conduct  of  the  business  of 
the  President's  Conunittee  and,  as  authorized  by  tlie  President's  Com- 
mittee or  tiie  Chairman  thereof  (with  due  regard  for  the  re.sponsi- 
bilities  of  other  Fe^ieral  apfpncies),  shall  study  the  problems  of  the 
han(Iica^)[)ed  in  obtaining  and  retaiiiiii<;  suitable  employment,  invite 
authorities  in  the  various  professional,  te<hnical,  andotlier  pertinent 
fields  to  a-.^i<t  in  the  explonit  ion  of  those  problems,  and  re\  icw  and 
develop  plan-,  iind  projet  i.-,  for  [)roiiiotin^  the  eniploynieiit  of  the 
handi('iip[MHl. 

Sec.  4.  Adr'i.'ioi)/  ('omuil.  Tla'ce  is  hei'eby  e>f abli->lied  fjie  .\(l- 
visory  Council  on  Employment  of  the  Han<licappod,  which  shall  ad- 
vise the  President's  Committ4>e  with  resjxvt  to  the  responsibilities  of 
the  (\)mmittee.  The  Council  shall  l)e  com|)osed  of  tlie  Chairman  of 
the  President's  Committee,  who  shall  also  be  the  Chairman  of  tlie 
Council,  and  of  the  foIlowinrt-name<l  ofli<vi-s,  or  tlieir  res|)e«tive  alter- 
nates: tiie  Secretary  of  A^-riiulture,  the  Secretary  of  Commerce,  the 
Secretary  of  Labor,  the  Secretary  of  Health,  Education,  and  Welifaiv, 
the  Administrator  of  Veterans'  Affairs,  and  the  Chairman  of  the 
I'nited  States  Civil  Service  Commission. 

Sec.  >>.  Adtalnijitrative  a/ul  irwidentiil  mutters,  (a)  The  Prc.->i- 
dent's  Committee,  the  E.xe<utive  Conunittee,  and  the  Advisory  Coun- 
cil sliall  each  meet  on  the  call  of  tiie  Chairman  of  the  Pre.sident's 
Committee  at  a  time  and  pla<e  designated  by  him.  In  the  case  of 
the  President's  Committee  and  the  E.vemtive  Conunittee,  the  CMiair- 
nian  shall  call  at  least  one  nieetin;.'  and  two  mectinj^s,  respect  i\i'Iy.  to 
be  held  iluri^ifr  ea<h  calencLir  year. 

(b)  In  the  absence  of  de«i<;nati<m  by  the  President,  the  Chairman 
of  the  President's  Committee  may  from  time  to  time  desi^ate  a  Vice 
Chairman  of  the  President's  Committee  to  be  one  or  more  of  the  fol- 
lowing named  in  the  al>sence  of  the  Chairman:  Acting  Chainnan  of 
the  President's  Committees  Acting  Chairman  of  the  Executive  Com- 
mittee, and  Acting  Chairman  of  the  Advi.sory  Council.  The  Chair- 
man of  the  President's  Committee  shall  from  time  to  time  assign  other 
duties  to  the  Vice  Chairman  thereof. 

(c)  The  Chairman  of  the  Presitlent's  Conmiittee  sliall  on  behalf 
of  the  President  direct  the  Cv)mmittee  and  its  functions. 

(d)  The  Chairman  may  from  time  to  time  prescribe  such  neces- 
sary rules,  proccdunvs,  and  jiolicies  relating  to  the  Presitlent's  Com- 
mittee, the  Executive  Committee,  and  the  Advisory  Council,  and  their 
affairs,  as  are  not  inconsistent  with  law  or  with  the  provisions  of  this 
order. 

(e)  All  members  (including  the  Chairman  and  Vice  Chairmen)  of 
the  President's  Committee,  the  Executive  Committee,  and  the  Atl- 
visory  Council  shall  serve  without  comj^en.sation.  The  Chairman  and 
the  Vice  Chairmen  of  the  Presiilent's  Committee  may  receive  tranij- 
portation  and  per  diem  allowances  as  authorized  by  law  for  |>ersons 
serving  without  compensation. 

(f)  Employees  of  the  Committee  sliall  l)e  appointed,  subject  to  law, 
and  shall  oe  directed,  bv  the  Cliairman  of  the  Committee.  To  such 
extent  as  may  bemntually  arranged  by  the  Chairman  of  the  Committee 
and  the  Secretary  of  Lal)or,  employees  of  the  Committee  shall  be 
subject  to  the  administrative  iul'\<.  regulations,  and  pi04 cdiires  of 
the  Department  of  Labor. 

(g)  The  Department  of  Lalwu-  is  reouested  to  make  a\a!lable  to 
the  Pn^ident's  Committee  necessary  office  space  and  to  furnish  the 
Committee,  under  such  arrangement:^  respecting  financing  as  may  he 
appropriate,  necessary  ecpiipmcnt,  supplies?,  and  services.  The  esti- 
mates of  appropriations  for  the  operations  of  the  Committee  shall  be 
included  within  the  framework  or  the  appropriation  structure  of  the 
Department  of  Labor,  in  such  manner  as  the  Director  of  the  Bureau 
of  the  Budget  may  prescribe.  The  Chairman  of  the  Committee,  m 
c(K>perat ion  with  the  lUidgct  Otllce  of  the  Department  of  I>abor,  shall 
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be  responsible  for  the  preparation  aiid  justification  of  the  estimates 
of  appropriations  for  the  Committee. 

Sec  6  Pri4?r  orders;  transition,  (a)  To  the  extent  that  this  order 
is  inconsistent  with  any  provision  of  any  prior  order,  or  with  any 
provision  of  any  regulation  or  other  measure  or  disposition,  hereto- 
foi-e  issued,  maSe,  or  taken  by  the  President  or  by  any  other  officer 
of  the  executive  branch  of  the  Government,  this  order  shall  control. 
Executive  Order  No.  10640  of  October  10, 1955,  is  hereby  superseded, 
(b)  'Without  further  action  by  the  Pi-esident  or  the  Chairman  of 
the  Committee,  all  members,  employees,  i-ecords,  proi>erty,  funds,  and 
i>ending  business  of  the  President's  Committee  on  Eniployment  of 
the  Physically  Handicapped  provided  for  in  ExeciitiveiOi-der  No. 
10640  of  October  10,  1955,  shall  on  the  date  of  this  order  become 
members,  employees,  records,  property,  fvmds,  and  pending  business 
of  the  Committee  established  by  this  order. 

(c\  The  tenure  of  persons  as  members  of  the  Committee  in  pursuance 
of  the  provisions  of  section  6  (b)  of  this  order  ( i ) ,  in  tlie  case  of  Persons 
appointed  to  the  predecessor  Committee  by  the  President,  shall  be  at 
the  pleasure  of  the  President,  and  (ii),  in  the  case  of  other  members, 
shall  be  for  periods  equal  to  their  respective  unexpired  terms  under 
Executive  Order  No.  10640  but  shall  also  be  subject  to  the  provisions 
of  the  last  sentence  of  section  1(b)  of  this  order 


John  E.  Kkn.nedy 


TiiK  White  House, 

February  H,  1062. 

[F.R.  Doc.  62-1659;  Filed,  Fet>. 
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fitie  7— AGRICHLTURE 

Chapter   111— Agricultural    t*s*arch 
S«rvic«,  Department  of  Agriculture 

IPP.C.  831,  eth  RcTUlon  I 

PAtT  301— DOMESTIC  QUARANTINE 
NOTICES 

Subpart — Pink  Boltwerm 

Rcvisio    AoMnnsTSATTvi     Instructions 
Dbszcnatimc  Rsculatxo  Arza 

Pursuant  to  !  301.52-2  of  the  retrula- 
tions  supplemenUJ  to  the  pink  boUwonn 
quarantine  (7  CFR  301.52-3) .  under  sec- 
tions 8  and  9  of  the  Plant  Quarantine 
Act  of  1912.  as  amended  (7  U^.C.  l&l. 
162) .  administrative  Instructions  appear- 
ing as  7  CFR  301.52-2a  are  hereby  re- 
vised to  read  as  follows : 

§  301.52— 2a  Administrative  infttrurtion^ 
desigiuitinc  recoLited  area,  rradira- 
tion  area,  and  generally  infented  arra 
ander  the  pink  boUworm  quarantine. 

(a)  Infestations  of  the  pink  boll  worm 
have  been  determined  to  exist,  in  the 
quarantined  States,  in  the  civil  divisions 
and  premises  or  parts  thereof,  listed  be- 
low, or  It  has  been  determined  that  such 
infestation  is  Ukely  to  exist  therein,  or 
It  is  deemed  necessary  to  regulate  such 
localities  because  of  their  proximity  to 
infestation  or  their  inseparability  for 
quarantine  enforcement  purposes  from 
infested  localities.  Accordingly,  the  lo- 
calities listed  are  hereby  designated  as 
the  pink  boUworm  regulated  area  within 
the  meaning  of  the  provisions  in  this 
subpart: 

Arizona.  Counties  of  Cochise.  Olla. •Gra- 
ham. Or«enlee.  Maricopa .  Pima.  Pinal.  Sanu 
Crux,  and  Tavapal. 

Arhanaas.  All  counties  or  parts  of  coun- 
ties lying  west  of  a  line  beginning  at  the 
point  on  the  Arkanaaa-Loulsl&na  line  where 
tha  eaatam  boundary  ot  Columbia  County 
Intarsacts  tlia  Arkanaaa-LouUlana  line  and 
eztemttng  north  along  the  eastern  boimdary 
of  Columbia  County  to  the  southern  bound- 
ary Una  of  Ouachita  County  and  a  northern 
prolongation  ot  this  line  into  Ouachita 
County  to  a  point  where  it  IntersecU  US. 
Highway  79,  thance  northeast  on  US.  High- 
way n  to  th«  Ouachita  River,  thence  south- 
east along  the  Onaehlta  River  to  the  eastern 
boundary^llne  of  Ouachlu  County,  thence 
northeast  along  the  eastern  boundary  line 
of  Ouachita  County  to  the  southern  t>ound- 
ary  Uoe  of  Dallas  County,  thence  east  along 
the  southern  boundary  line  of  Dallas  County 
to  the  eastern  boundary  line  of  Dallas 
County,  thence  northwest  along  the  eastern 
boimdary  line  of  Dallas  County  to  the  north- 
ern boundary  line  of  Cleveland  County, 
thence  east  along  the  northern  boundary 
line  of  Cleveland  County  to  the  eastern 
boundary  line  of  Grant  County,  thence  north 
along  the  eastern  boundary  line  of  Grant 
County  to  the  southern  boundary  line  of 
Pulaski  County,  thence  east  along  the  sou  th- 
em botudary  line  of  Pulaski  County  to  the 
Arkansas  River,  thence  northwest  along  the 
Arkanaas  River  to  the  city  IlmlU  of  North 
Little  Rock,  thence  along  the  eastern  city 
limit  of  Iforth  UtUe  Rock  to  lU  Intersection 
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with  the  MLssourl  Pacific  Railway,  thence 
northeast  along  said  railway  to  the  Ltttla 
Red  River,  thence  northwestward  along  tha 
Uttle  Red  River  to  lU  Interseetkn  with 
the  Cleburne-Van  Buren  County  line,  thence 
north  along  the  Cleburne-Van  Bxiren 
County  line  to  the  Intersection  of  the 
Cleburne.  Van  Buren  and  Stone  County  lines, 
thence  westward  along  the  northern  county 
boundary  lines  of  Van  Buren,  Pope,  Johnson. 
Praxiklln.  and  Crawford  CounUes  to  the 
Intersection  of  the  eastern  county  line  of 
Washington  County,  thence  northward  along 
the  eastern  boundary  line  of  WMhlngton 
County  to  the  northern  boundary  line  of 
Washington  County,  thence  westward  aloBg 
the  northern  boundary  line  of  Washington 
County  to  the  Arkansas -Oklahonaa  State 
line. 

That  part  of  St.  Prands  County  bounded 
by  a  line  beginning  at  the  point  where  the 
L'AngvllIe  River  IntersecU  the  northern 
boundary  line  of  8t  Francis  County  and  ex- 
tending eastward  to  the  St.  Francis  River. 
thence  southward  along  the  St.  Francis 
River  to  the  Round  Pond  Internal  Control 
Channel,  thence  south  along  the  Round 
Pond  Internal  Control  Channel  to  lU  south- 
ern Intersection  with  the  St  Francis  River. 
thci^e  continuing  south  along  the  fit. 
Francis  River  to  the  southern  boundary  line 
of  St.  Francis  County,  thence  west  along 
the  southern  boundary  line  of  St.  Francis 
County  to  Its  Intersection  with  the  LAngulUe 
River,  thence  northward  along  the  LAngulUe 
River  to  the  point  of  beginning. 

Louisiana.  Parishes  of  Bienville.  Bossier, 
Caddo.  Claiborne.  De  Soto,  Grant,  Lincoln, 
Natchitoches,  Rapides,  Red  Rtver.  Sabine. 
Union,   and   Webster 

New  Mexico.     All  counties  in  the  SUte. 

Oklahoma.     All  counties  In  the  State. 

Texas.     All  counties  In   the  State. 

(b>  Eradication  area.  All  regulated 
area  within  the  States  of  Arizona,  Ar- 
kansas, and  Louijsiana  Is  hereby  desig- 
nated as  eradication  area. 

(O  Generally  infested  area.  All  regu- 
lated area  within  the  States  of  New 
Mexico,  Oklahoma,  and  Texas  is  hereby 
designated  as  generally  infested  area. 

(Sees.  8,  9.  37  SUt.  318.  as  amended;  7  US  C. 
161.  182:  19  FR.  74.  as  amended;  7  CFH 
301.52-2)  /^  / 

These  administrative  instrudtions  shall 
become  effective  February  16.  1962.  when 
they  shall  supersede  P.P.C.  621,  5th  Re- 
vision, 7  CFR  301  52-2a,  effective  July  13, 
1961. 

This  revision  removes  from  the  regu- 
lated area  all  localities,  heretofore  in- 
cluded, in  the  Arkansas  Counties  of 
Ashley,  Bradley,  Calhoun,  Cleveland. 
Drew,  Jefferson,  and  Union;  as  well  as 
a  portion  of  the  Arkansas  County  of 
Ouachita:  and  the  Louisiana  Parishes 
of  Allen,  Beauregard,  Calcasieu.  Came- 
ron, Jackson,  Jefferson  Davis,  Ouachita, 
Vermilion,  Vernon,  and  Winn;  and 
thereby  relieves  re.strictions  on  the  in- 
terstate movement  of  regulated  articles 
therefrom.  It  must  be  made  effective 
promptly  in  order  to  be  of  maximum 
benefit  to  affected  shippers.  Accord- 
ingly, under  section  4  of  the  Adminis- 
trative Procedure  Act  (5  U.S.C.  1003), 
it  is  found  upon  good  cause  that  notice 
and  other  public  procedure  with  respect 


to  the  foregoing  revision  are  -..-— 
ble  and  it  may  be  made  eflSuM  » 
than  30  days  after  publicattca  M  Z^ 
Ptdcral  Registct.  "r 

Done  at  Washington.  D.C ,  Q^  ^• 
day  of  February   1962.  ••  ■■  ^ 


fSTAL 


|FR     Doc     62-1597:    Filed,   Feb    li 
B:4«  a.m.)  "     ^ 


E.  D.  ButOMi. 

ZNreetor 
Plant  Pest  Control  ~       ' 


Chopter   VIII — Agricultural 
tien     cnmI     Conservation 
(Su9or),  Department  of 


SUBCMAPHR  • — SUGAR  REQUIRIMMH  JM 
QUOTAS 

(Sugar  Reg    818,  Amdt.| 

PART  816— REQUIREMENTS 
IMG  TO  MARKETING  OF 
AND  LIQUID  SUGAR 
FROM  SUGAR  BEETS  AND 
CANE  GROWN  IN  CONTIliiii 
UNITED  STATES  AND  MAIOIM 
OF  SUGAR  FOR  CONSUMPIMl 
IN   HAWAII  AND  PUERTO 


Bond   Requirements 

Basis  and   purpose.     The  purpoa  || 
this  amendment  is  to  change  the  ^A 
price  quotation  provided  for  in  1 1 
(c)(2)    of  Part  816   (23  PH,  1»«),  1 
determining  the  monetary  amoanttCi 
obligation  applicable  to  a  bond 
pursuant   to   §  816.7.     This 
is  necessary  because  the  price 
previously  in  effect  was  discontinned  i 
February  1,  1961. 

It  has  been  determined  that  the 
Quotation"  (duty  paid  or  duty  free) 
pound  of  sugar  deliverable  on  the  lln 
York  Coffee  and  Sugar  Exchange  ante 
Contract  No.  7,  as  estabUahed  tof  tfeU 
Exchange,  will  be  published 
and  that  such  quotation  will 
current  value  of  sugar  for 
in  the  continental  United  States  ui4m> 
cordingly  is  appropriate  for 
the  monetary  amount  of  an 
applicable  to  a  bond  accepted 
to  §  816  7. 

Proper  and  effective  admlnlstratlaB  «f 
the  provision  of  this  regulation, 
to  establishing  bond  obligations, 
that  the  new  basic  price  quotattoa 
determining  the  monetary  amonnlB  if 
such  obligations  be  made  effecUfe  sttki 
earliest  possible  time.  It  is, 
found  and  determined  that 
with  the  notice,  procedure  and 
date  requirements  of  the  AdmlnistnlHi 
Procedure  Act  is  unnecessary,  liminwH 
cal  and  contrary  to  the  public  IntMl 
and  this  amendment  shall  become  ili^ 
tive  when  filed  for  public  inspeetlon  ll 
the  OCQce  of  the  Federal  Register. 

Pursuant  to  the  provisions  of 
403  of  the  Sugar  Act  of  1948,  as 
(61   Stat.   922.   as  amended), 


',,tr»ary  le.  1902  HOI.AI  MOISm  »«» 

^     ,  .  aiaq  fM.  AAnnnnim  In  the  United  states  of  The  regulation  can  be  amfmded  frooi 

^  U  I»««^P^,,^^i,.°'  '  •"''  i^wSSnSSt  SnTranSe  of  ^ar  time  to  time  to  i°cre««  ordecwMt  ttji 

-Jrt  to  read  as  follows.  Ji^SB  SeVuSSnt  of  the  quotas  that  quanttUee  of  sugar  authoriyd  ftg  y. 

y^Tmmi  requirement*.  otoerwli  wo3a  have  been  provided  for  chase  from  any  of  the  oamMm  auMd 

fll^T    "-^  "^.  .  ,  SaSTuSto^ terms  of  TlUe  n  of  the  herein  as  is  «^«essanF  to  jjjrt JDJJjl  ^ 

•         •  Act  for  the  six-month  period  ending  States  consumption  and  market  rewg^ 

sii^.Soi±rr?s  MA.sL'Siis.t^{^  ---S^-t'SSS 

^^  ipplicable  to  *i*^^"*V""~" J"     i:,^*iS«rtihftt  mav  be  caused  or  per-     countries  or  groups  of  countries  whteh 
*55i5w«W»^^°^*^'"*^J^f^iW      2^^  JS^taSSit  or  iJ^ned  into    are  not  named  herein  if  it  later  appear. 

5^w53£S  SSSrsS-s,  ss'ske^-wmS 
"""Hit Ir^  EISSSSHS  SiSSsSS 

":^^M  ^ssss  3SS'^^ 

■■"^^hM"  SasiSSlSs  S.SS^'Sgt 

to  pounds  of  sugar  deter-  ™  "J^^j^^rt  toM.  raw  value,  to  000  tons  was  previously  announced.   Ihe 

^^^"^^  KX  "lU?"  J^.  {^li5  iSrlM  for  wwch  quotas  have  additional  215.517  tons  herein  au^o^ 

3;  BHimpUed  »»y„^,%^^^PS;uiJ'JS£e  SS^tSKd  pursuant  to  section  202  are  needed  to  assure  adequate  «»ppU^ 

^Zt  pound  of  raw  sugar  ^Uver^e  ^f^.«^""Sr*Jl^             -.ni  be  un-  of    sugar    throughout    the    six-month 

^^'^''^J^t^cf^%^"LS^  JilfJo^'^pS*^  S^  S^tioL^f  SriS"   A  reserve  of  174.105  tons  «^- 

^^^  under  Contract  No.  7  Mcstt*-  JJ^'^^JJg^.  ^j^aragua  28:455  tons;  sequently  may  be  authorized  for  pur- 

^^^^^''^TSl^oTl^U^n  Stu  SSSS^ns  aS5  ttie  Republic  of  chase,  including  purchases  under  reclp- 

—  •SJS'nlLS^l     The^S^P^  SePhSSines  68.443  tons.    The  pr  or  a-  rocal  barterlike  arrangements. 

*5l^oSititJof  uSiTsuSr  Uons  for  Canada  of  3.080  tons,  for  the  ,  sec.  403.  61  Stat.  «wa:  7U5XJ.  iiM^  int«- 

'!?**^  «^!^^v^  AoXaUonto  united  Kingdom  of  2.515  tons  and  for  ^ets  or  applies  sees.  101.  ^^Sl,^^.^.' 

*L*^  nJ^S^I^t  to  a  Snd  ac^  Hoi^Kor^of  20  tons  may  not  be  au-  L  amended,  933.  "«»•'*<»•«:  T^if,";!' 

and  made  subjwt  to  a  bona  ac  "°^^^'*     ^     reasons  set  forth   in  iiss;  Public  Law  87-16.  aPP~y«»  l<^»»  "; 

iLlS^rSie^'^'^pxlT^  ?lSS?(c5"  -SfesITantiUes  plus  the  -- -^  ^ ----"al  Proclamation   3440    (^ 

-SL^iSrinX^erbfSS  S^^btJ^oJ^ie^^^lSes^^^^^^^^^  ^™e  date.    To  permit  the  non- 

***J5^£tolTiiar^tent"M  oTthls  total   125.000  short  tons,  raw  quofa  sugar  herein  autborisaj  for  Pur - 

i^tic^Tou^tt^i^ctm-.  value.  Ja  authorized  for  purchase  from  Jhase  to  be  marketed  in  an  orderiyman- 

S  !£^antity  of  Uq  Jd  sS«ar  Braaii.  cbjiibla.  India  and  the  Republic  ^er.  it  is  essential  that  tt^eamendm^ts 

*"^nrovfdedinUrXaphfd)  of  China  ^accordance  with  the  proviso  ,nade  herein  be  made  effecttveiminedi- 

_^^^»s  provided  in  paragrapn   a;  _^  ^^^  ^^^^  ^^^  ^^..  ^      ^^  authoriz-  ^^^^y    Therefore,  it  is  hereby  determined 

tfttliseetion.  ^^^  ^^  purchase  of  non-quota  sugar  ^(j  found  that  compliance  with  the  no- 

i|H.<«OI.  n  SUt  932;  7  U-S.a  1153^    Inter-  ^^^^  ^^^  ^^^^j.  jg^j.  countries,  special  t-ice.  procedure,  and  effective  <»•*««- 

pit «  •PPiy  ■«   209.  212;  61  Stat  928.  7  ^.^ngideratlon  was  given  to  countries  of  quirements  of  the  Adminlstrattve  Pro- 

WUi.ua. nn)  y^g  Western  Hemisphere  and  to  those  ^edure  Act  is  unnecessary.  imiMractieable 

tand  this  12th  day  of  February  1962.  countries  purchasing  United  States  agri-  ^^^  contrary  to  the  public  Interest,  and 

rj'vvTT.F  L   FREEMAN  cultural  commodities.     The   remaining  this  amendment  to  the  regulations  shaU 

ORViLLE  L.  ^5="^'  174  105  short  tons,  raw  value,  is  held  in  become  effecti^  when  published  in  the 

'^  reserve  for  subsequent  purchase  author-  pbdbral  Register. 

IM.  DOC.  w-1598.    Filed,  Feb.   15.    1962;  ^^^^J^   including  authorization  for  im-  Washington   DC.  this  12th 

8:4«am  I  portaUon  of  sugar  under  barterUke  ar-        ^"l,„*H„r^^^ 

?aniemente.    The  3.985.279  wine  gallons  day  of  February  1962. 

•    fsugar  Reg.  820.  Amdt.  2]  of  liquid  sugar  are  not  aUocated  or  au-  Charlk  S.  Muephy. 

I8ugar«eg  thorizcd  for  purchase  at  this  tune.  Acting  Secretary. 

fiUn  WO — REQUIREMENTS    RELAT-         ^  ^  j^^  amounts  of  non-quota  pur-  <4Miretarv    of 

IMC  TO  NON-QUOTA   PURCHASE  ^^  Ssar^rmitted  to  be  imported  ^  Cwicurred   m   for   the   Secretory 

SMAl  FOR  THE  SIX-MONTH  Pi-    into  the  continentol  United  States  for  state. 
■Mn  BMHiur^  JUNE  30    1962           consumption    therein    from    individual  edwin  M.Martin. 

BOD  ENDING  JUIMt  JU,    iyoz  JorelgnT  countries    during    the    period  Assistant  Secretary. 

NMi-Quota  Purchase  of  Sugor  January  1.  1962  through  June  30,  1962,  ^^^    j^^    62-1699:   FUed,  Feb.   15,   1962; 

Authorized  are  as  follows:                                   _  8:46  ajn.) 

~  Short  ton.i,  

For  the   purpose    of    increasing    the  -^^  „j_y.                                        ran-  value 

fanttty  of  non-quote  sugar  authorized       Haiu ^-^^  Chapter    IX — ^Agricoitural    Morketing 

kr  porefaase    from    1.185.000    tons   to       Netherlands  3,ioo  c«rvice  (Marketlna  Agr««m«nH  ond 

imjnt  tons,  paragraphs  (b)  and  (c)        RepubUc  of  China 23. 158  aen^^        Department  of  Agriculhire 

•I  100^2  of  Part  820  are  hereby  amend-        Panama %]^  oraersi,  uepanmwni  «       ^ 

-»o«adasfollows:  ^X^'^oiy^.-piliivVin^'-'-'-'-     "silfs  '»«»-*~^ 

ItnJl     Non-quola   p«nha-c  of   Migur         Dominican  Republic *^^i^         PART    959 — ONIONS   GtOWN   IN 

•MhorizTd.  Peru 280.070  SOUTH    TEXAS 

(bl  Pursulint  to  ^tion  408.b)  ot  the  ^^^^^^^^^^^^EEEi  "'  Z  Limitation  of  Shipment. 

Act,  the  President  by  ProclamaUon  No,  BriUsh  Guiana *09  Findings,     (a)   Marketing  Agreement 

Hl»  (M  F.R.    11714)    established   the  3^^! 30,ooo  nq.  143  and  Order  No.  959  (7  CTR  Part 

Bt  of  the  quotas  for  sugar  and  for  Colombia  -  t^-ril  959).  effective  under  the  Agricwturai 

sugar  for  Cuba  for  the  six-month  India  '^"^  Marketing  Agreement  Act  of   1937,  as 

,— J  ending  June  30.   1962.  at  zero.  1  400  517  amended    (7   U.S.C.    601-674),   provide 

At  t  level  of  consumption  requiremente              Totai ■ 


; 
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inr  ttnltlnf  the  handUng  of 
wm  iB  the  production  ar«t  de- 
(tbvefn  OiftNvh  the  tamuuice  of  rcff- 
In  li  9M.1  throacta 
,of tlieorder.  TbeSouth 
ObIoii  CbBUBlttee,  pursuant  to 
I  tU^M  tl  ttie  order,  hoe  recommended 
tlmt  retttlMiBiM  UmlttBc  the  handUng  of 
the  IMB  crop  onlone  ihooM  be  Ismied. 
OjouHttlee  leMMHiHfiwhitlooe,  with  in- 
f  OTBUrtlaB  Mlmiltted  therewith  and  other 
informatleii.  hafre  been  coofBidered  and  It 
Is  hereby  fomid  that  the  regulations 
heretaiafter  aet  forth  wlO  tend  to  effec- 
tuate the  dedared  poney  of  the  act. 

(b)  It  ia  hereby  found  that  It  Is  Im- 
praeticaMe  lind  eontrary  to  the  public 
Interest  to  give  preliminary  notice,  en- 
gage In  puUle  rule  making  pro- 
cedure, and  poe^xtne  the  effective  date 
of  this  section  uBtU  30  days  after  pub- 
Ucatkm  in  the  Pannui.  RcGism  (5U.S.C. 
1001-1011)  in  that  (1)  the  Ume  interven- 
ing between  the  date  when  Information 
upon  which  this  section  is  based  became 
avaHaUe  and  the  time  when  this  sec- 
tion must  become  effective  in  order  to 
effectuate  the  declared  policy  of  the  act 
is  InsulBelent,  (2)  more  orderly  market- 
ing in  the  public  interest,  than  would 
otherwise  prevail,  win  be  promoted  by 
regulating  the  shipment  of  onions,  in  the 
manner  set  forth  betow,  on  and  after  the 
effective  date  of  this  section.  (3)  com- 
pliance with  this  section  will  not  require 
any  special  preparation  on  the  part  of 
handlers  which  cannot  be  completed  by 
the  effeetive  date,  <4)  reasonable  time 
is  permitted,  under  the  circumstances. 
for  such  preparation,  and  (5)  informa- 
tlon  regarding  the  committee's  recom- 
mendations has  been  made  available  to 
prodoeers  and  handlers  in  the  produc- 
tion area. 

§  959.SQ2     Limitation  of  •bipmcnU. 

During  the  period  from  February  19, 
IMS.  through  liaieh  20,  1M2.  no  person 
shall  handle  any  lot  of  onions  grown  in 
the  production  area,  except  onions  of 
the  red  variety,  unless  such  onions  meet 
the  grade  requirements  of  paragraph 
(a),  one  of  the  mipllcable  size  re<iuire- 
ments  of  paragraph  (b),  and  the  con- 
tainer re^utretnents  of  paragraph  (c) ,  or 
unkaa  soefa  onions  are  handled  In  ac- 
cordance with  the  provisions  of  para- 
graphs (d).  (e),  (f),and  (g)  of  this  sec- 
tion. 

(a)  Orade.  XJ3.  No.  2.  or  better. 
grade. 

(b)  Size  requirtmenU.  For  purposes 
of  reguIatUm  luoder  this  part,  the  size 
of  (mions  shall  be  in  accordance  with 
one  of  the  following  classifications : 

(1)  "aaMU."  for  white  onions  only— 
1  to  2^  inches  ia  diameter; 

(2)  "Bepaekers"— 1%  inches  to  3 
Inches  In  diameter,  with  60  percent  or 
more  2  Inches  or  larger ; 

(3)  2  Inches  to  3!4  inches  in  diameter: 
or 

(4)  2%  Inches  or  larger  in  diameter. 

(c)  Container  rettuirevients.  Onions 
ittay  ba  handled  only  in  containers  clas- 
sllled  by  weight,  with  respective  diaasn- 
sions.  as  follows: 

(1)  28  pound  containers,  with  not  to 
exceed  in  any  lot  an  average  net  weight 
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of  27^  pounds  per  container  and.  if 
packed  in  bags,  the  bags  shall  be  of  out- 
side dimensions  not  larger  than  29  Inches 
by  31  Inehca 

(2)  90  pound  containers,  with  not  to 
exceed  in  any  lot  an  average  net  weight 
of  S6  pounds  per  container,  and,  if  packed 
in  bags,  the  bags  shall  be  of  outside 
dimensions  not  larger  than  33  inches  by 
38  >4  irichcs. 

(d)  Minimum  quantity  exemption. 
Pursuant  to  I  959.53(c)(2)  of  this  part, 
any  handler  may  handle,  cmly  as  indi- 
vidual shipments  and  other  than  for  re- 
sale, not  more  than  100  pounds  of  onions 
per  day,  in  the  aggregate,  without  re- 
gard to  the  requirements  of  this  section 
or  to  the  inspection  and  assessment  re- 
quirements of  this  part. 

(e)  Special  purpose  Mhipments.  (1) 
The  requirements  of  paragraphs  (a) ,  (b) . 
and  (c)  of  this  section,  and  the  assess- 
ment requirements  of  this  part,  ^all  not 
be  applicable  to  onions  handled  for  the 
following  special  piuix>ses: 

(i)   relief  or  charity;  or 

( ii )   experimental  purposes. 

(2)  The  requirements  of  paragraph 
(c>  of  this  section  shall  not  be  applicable 
to  onions  handled  for  Federal  govern- 
ment purchases 

(f)  Safeguards.  (D  Each  handler  of 
onions  which  do  not  meet  the  require- 
ments of  paragraphs  (a>.  (b>,  and  (c) 
of  this  section  and  which  are  handled 
pursuant  to  paragraph  (e)  of  this  sec- 
tion for  relief  or  charity  or  experimental 
purposes  shall,  prior  to  handling,  apply 
for  and  obtain  a  Certificate  of  Privilege 
from  the  committee  which  shall  require 
the  handler  to  furnish  such  reports  and 
documents  as  the  committee  may  require 
showing  that  the  onions  were  handled 
for  the  purpose  specified  in  the  Certifi- 
cate of  Privilege. 

(g)  Inspection.  (1 )  On  and  after  the 
effective  date  hereof,  no  handler  shall 
handle  any  onions  unless  an  appropriate 
Inspection  certificate  has  been  Issued 
with  respect  thereto. 

(2)  No  handler  shall  transport  or 
cause  the  transportation  of  any  ship- 
ment of  onions  by  motor  vehicle  for 
which  an  Inspection  certificate  is  re- 
quired unless  each  such  shipment  is  ac- 
companied by  a  copy  of  the  inspection 
certificate  applicable  thereto  or  by  docu- 
mentary evidence  on  forms  furnished  by 
the  committee  Identifying  truck  lots  to 
which  a  valid  Inspection  certificate  is 
applicable  and  a  copy  of  such  lnsi)ectlon 
certificate  or  committee  document,  upon 
request,  is  surrendered  to  authorities 
designated  by  the  committee. 

'3)  For  purpose  of  operation  under 
this  part  each  required  inspection  cer- 
tificate or  form  required  by  the  commit- 
tee as  evidence  of  inspection  Is  hereby 
determined  to  be  valid  for  a  period  not 
to  exceed  72  hours  following  completion 
of  Inspection  as  shown  on  the  certificate. 

(h)  Definitions.  The  terms  "U.S.  No. 
1"  and  "U.S.  No.  2"  shall  have  the  same 
meanings  as  set  forth  in  the  United 
States  Standards  for  Bermuda-Oranex 
Type  Onions  (J5  51.3195—51.3209  of  this 
title),  or  United  States  Standards  for 
Grades  of  Onions  (SS  51.2830—51.2850  of 
this  title) ,  whichever  is  applicable  to  the 


particular  variety.  Indodlnf 
ances    for   decay    and   sIhs  _ 
therein.    All  other  terms  ussd  tm\ 

tlon  shall  have  the  same      

when  used  in  Marketing  Onhr 
(Part  959  of  this  title). 

(Sees.  1-10,  48  Stat.  31.  m 
B01-«74). 

Dated:   February  0.  IMS,  ^ 
effective  February  19.  1903. 

PAm.  A.  NlCBOIMI^ 

Fruit  and  VegeUMer^ 

[Fit.    Doc.    62-1320;    PUad,    f^   n 
8:45a.m.l 


Title  14-AER0NAI(nE$ 
SPACE 

Chopter  I — Faderol  Aviotiaa 

PART  33— FLIGHT  RADIO 
CERTIFICATES 

Rectsion  of  Port 

Cross  Rbtsrencx:  For  re 
33  of  Title  14.  see  FJl.  Doc  n-tfsjj^ 

fra.  under  Chapter  m  of  this  titta. 


^ 


(Reg.  Docket  No.  004;   AiniU. 

PART    40— SCHEDULED 

AIR  CARRIER  CERTIFICATIOft 
OPERATION  RULES 

Illumination  of  Passenger 
Exit  Markings 

The  Federal  Aviation  Agency  piMM 
as  a  notice  of  proposed  rule  ""^*'nfii 


F.R.  9241)    and  circulated  as 
Regulations    Draft    Release   Ifn 
dated  September  21,  1961.  a 
amend  Parts  40.  41,  42.  and  49  tf.f 
Civil  Air  Regulations  to  require  ttti 
lumination  of  passenger  emergflOEy  i 
markings  during  all  takeoSs  sod  I 
ings,  day  and  night. 

In  proposing  these  amei 
Agency   considered   several 
cidents  and  Incidents  where : 
of  the  emergency  exits  during 
hours  may  have  resulted  in  a ; 
tlve  evacuation  of  the 
crew.      The    Civil    Air 
originally  adopted  did  not 
time  use  of  the  emergency  exit 
system.    It  Is  now  considered 
additional  lightmg  during  dayliilitl 
is  necessary  to  provide  mazimii 
where  the  evacuation  of  large 
of  passengers  is  concerned. 

Interested  persons  have  been 
an  opportunity  to  participate  in  ttti 
ing  of  this  regulation  and  (hie 
tion  has  been  given  to  all  relevanij 
presented.    In  general,  all 
celvcd  from  Interested  persons  ■stlj* 
suit  of  the  Agency's  notice  of  propMK 
rule    making    were    favorable   tt  ■ 
proposal.  •    ' 

In    consideration    of    the    IswiPjR^, 
140.173(f)(2)  of  Part  40  of  the  GMAJVv- 
Regulations     (14     CFR     Pari    «^. 
amended )  is  hereby  amended  to  i 
follows,  effective  March  20,  IMI: 

\ 


ry  1«,  19S2 

equipment  for  all 

gmergency  exit  markingi. 

^•-.  .n  passenger-carrying  aJr- 
•  "liSoeTsources  of  light  with 
JP»lr!lnniT  independent  of  the 
0 •CBiMS'tem  «*^^  ^  instaUed 
•ILE^S  all  passenger  emergwicy 
II  ^^SSk  Such  lights  shaU  be  de- 
^"l^etion  automatically  in  a 

^^rn,^  to  continue  to  func- 

'SSSlir  and  shaU  also  be  oper- 
.il^.l^Sjr'or  shall  be  designed  only 
jJperaUon  and  also  to  con- 
Mon  foUowlng  a  crash  land- 
gQoh  lighU  require  armlnc 
^  to  function  automatically. 
^  riisn  be  armed  prior  to  each 
Si  landing.    When  such  lights 
MMunutl  operation  to  function. 
A^be  turned  on  prior  to  each 
land  landing. 

.  MIfa)  «».  804.  606;  72  SUt.  7M.  776. 
iWUMC).  1421.  1424.  1426) 

J  tn  Wsshlngton,  D.C.,  on  Febru- 

m  U.  !»«*•  N.  E.  Halaby. 

Administrator. 

-.  DOB.  «-l«07:    Piled.    ^^-    !»■    »»«: 
I**  8:47  a.in.l 

pug.  Docket  No.  904;  Amdt.  41-44) 

mr  41.CERTIFICATI0N  AND  OP- 

■uiWe  RULES  FOR   SCHEDULED 

M  CARRIER   OPERATIONS  OUT- 

'    Si  TNI  CONTINENTAL  LIMITS  OF 

m  UNITED  STATES 


FEDERAL  REGISTER 

Regulations     (14    CFR    Part    41.     as 
amended)  Is  hereby  amended  to  read  as 
f oUows.  eflecttye  March  30. 1962 : 
§  41.SSd     Emergency  evsucalion  equip- 
ment. 

•  •  • 

(b)  Jfiterior    emergency    exit    mark- 

(2)  In    all    passenger-carrying    air- 
pi>n»v  a  source  or  sources  of  light  with 
an  energy  suindy  independent  of  the 
main  lighting  system  shall  be  Installed 
to  illuminate  all  passenger  emergency 
ezi;   markings.    Such   lights    shall   be 
designed  to  function  automatically  in  a 
crash  landing  and  to  continue  to  func- 
tion thereafter,  and  shall  also  be  oper- 
able mannally.  or  shall  be  designed  only 
for  m^""^^  operation  and  also  to  con- 
tinue to  funetion  following  a  crash  land- 
ing.   When  such  lights  require  arming 
of  the  system  to  function  automatically, 
the  system  shall  be  armed  prior  to  each 
takeoff  and  landing.    When  such  lights 
require  mti"***^  operation  to  function, 
they  shall  be  turned  on  prior  to  each 
takeoff  and  landing. 

(Sees.  818(a),  «01.  604.  605;  72  Stat.  752,  775, 
T»:  48  UB.C.  1864(a) .  1421.  1424, 1425) 

Issued  in  Warfilngton,  D.C.,  on  Febru- 
ary 12. 1902.  _ 

N.  E.  Halaby, 
.  Administrator. 

IPJl.    Doc.    ea-1608;    PUed,    Feb.    15,    1962; 
8j47  a.m.l 


(Beg.  Docket  No.  904;  Amdt  42-391 

PART  42— IRREGULAR  AIR  CARRIER 

AND  OFF-ROUTE  RULES 


of  Patsanger  Emergency    lllumlnoflon  of  Po"«"««'  Emergency 
Exit  Markings  ^x»»  Markings 
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tion  has  bem  given  to  all  reiavant  mat- 
ter  presented.  In  general,  til  eooHMBli 
received  firam  tntetrnted  vtKwaomm  » 
result  of  the  Ageneya.nollee  of  laupina 
rule  making  were  f  atorabls  to  tho  pro- 
posal. 

In  consideration  of  the  foragoinr. 
S  42.240(b)  (2)  of  Part  43  o(  the  CMI 
Air  Regulations  (14  Cili  Fart  43.  as 
amended)  Is  hereby  ammidfid  to  rsid  as 
foUowSv  effective  March  M,  lOtt. 

§  42.24c     Emergency   evacnatien   equip- 
meht. 
,  •  •  •  • 

(b)  Interior   emergency    exit    mark- 
ings. •   •   •  

(2)  In   all   large   passengwr-carrying 
airplanes,  a  source  or  «>«'*««5fUi*t 
with  an  energy  supply  lnd«»end«nt  ol 
the  main  lighting  system  shall  be  In- 
stalled to  illuminate  aU  passenger  cmar- 
gency  exit  markings.    Such  ligfalsjiian 
be  designed  to  function  automatieaDir 
in  a  crash  landing  and  to  continue  to 
function  thereafter,  and  shall  also  be 
operable  manually,  or  shall  be  rterigrwid 
only  for  manual  operation  and  also  to 
continue  to  function  following  a  crash 
landing.   When  such  lights  re<iulre  arm- 
ing of  the  system  to  function  mitomati- 
cally.  the  system  shall  be  aimed  prior  to 
each  takeoff  and  landing.    When  such 
lights  require  manual  operation  to  func- 
tion, they  shall  be  turned  on  prior  to 
each  takeoff  and  landing. 

(Sees.  318(a).  601.  #04,  606;  T2  »Ut-  7K>. 
775.  778;  40  UJB.C.  1854(a).  1481,  1484.  1486) 

Issued  in  Washington,  D.C.,  on  Pebru- 

arj'  12, 1962. 

N.  E.  Halabt. 
AdfiUnittrofor. 

IFR     Doc.    62-1809:    Piled.    Fob.    16.    1963; 
8:47  ajn.] 


m  IWeral  Aviation  Agency  pub- 
iiHl  88  a  notice  of  proposed  rule  mak- 
^•~riMKR.B241)  and  circulated  as  CivU 
^  ^  Draft  Release  No.  61-20 

21,  1061.' a  proposal  to 

Parts  40.  41.  42.  and  46  of  the 

CM  llr  Regulations    to   require    the 
L  of  passenger  emergency  exit 


MM^  during  all  takeoffs  and  lan^ 
lip^  dv  8Bd  night. 

H  mpostng  these  amendments,  the 
sonsldered  several  recent  aoci- 

Bd  Incidents  where  illiunination 

tflteSBMrgcncy  exits  during  daylight 
iHiiMy  bave  resulted  in  a  more  eflee- 
■MfiaBuation  of  the  passengers  and 
mm.  The  CivU  Air  Regulations  as 
taaOy  adopted  did  not  re<iuire  day- 
I  «8  of  the  emergency  exit  lighting 
It  is  now  considered  that  this 
il  lighting  during  daylight  hours 
%Wmmn  to  provide  maximum  safety 
iteN  the  evacuation  of  large  numbers 
i(i8aMDgers  Is  concerned. 

Mnated  persons  have  been  afforded 
m  apportunity   to  participate   in  the 
of  this  regulation  and  due  con- 
on  has  been  given  to  all  relevant 
.  presented.    In  general,  all  oom- 
.—ij  raedvM  from  Interested  persons 
ManBott  of  the  Agency's  notice  of  pro- 
''~~\  nde  making  were  favorable  to  the 


18  tonslderation    of    the    foregoing, 
ia»i(b)  (2)  of  Part  41  of  the  Civil  Air 


The  FWIeral  Aviation  Ageilcy  published 
as  a  notice  of  proposed  rule  makln«  (26 
PJl.  0241)  and  circulated  as  Civil  Air 
Regulations  Draft  Release  No.  61-20 
dated  September  21.  1961,  a  proposal  to 
amend  Parts  40,  41.  42  and  46  of  the 
CivU  Air  Regulations  to  require  the  il- 
lumination of  passenger  emergency  exit 
makings  during  all  takeoffs  and  land- 
ings, day  and  night. 

In  proposing  these  amendments,  the 
Agency  considered  several  recent  acci- 
dents and  Incidents  where  iUuminatlon 
of  the  emergency  exits  during  daylight 
hours  may  have  resulted  in  a  more  effec- 
tive evacuation  of  the  passengers  and 
crew.  The  Civil  Air  Regulations  as 
originally  adopted  did  not  require  day- 
time use  of  the  emergency  exit  lightLog 
system.  It  is  now  considered  that  this 
additional  lighting  during  daylight  hours 
is  necessary  to  provide  maximum  safety 
where  the  evacuation  of  large  numbers 
of  passengers  is  concerned. 

The  amendment  adopted  herein,  as 
distinguished  from  that  adopted  in  Parts 
40  41,  and  46,  excludes  small  passenger- 
citfrying  aircraft.  This  exclusion  is  con- 
sistent with  the  present  provisions  of 
Part  42  and  Draft  Release  60-13  (25'PJl, 
7462)  in  regard  to  interior  emergency 
exit  markings  for  small  aircraft.  • 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  mak- 
ing of  this  regulation  and  due  considera- 


I  Reg.  Docket  No.  904;  Amdt.  46-6) 

PART  46— SCHEDULED  AIR  CARRIER 
HELICOPTER  CERTIFICATION  AND 
OPERATION  RULES 

IHuminaHon  of  Passongor  Emergency 
Exit  Markings    , 

The  Federal  Aviation  Agency  pub- 
lished as  a  notice  of  proposed  rule  mak- 
ing (26  YR.  0241)  and  dreolated  as  Civil 
Air  Regulations  Draft  Release  No.  61-20 
dated  Septonber  21,  1061.  a  proposal 
to  amend  Parts  40.  41.  42.  and  46  of  the 
Civil  Air  Regulations  to  require  the  U- 
lumination  ot  passenger  emergency  exit 
markings  during  all  takeoffs  and  land- 
ings, day  and  night.  ^     ^. 

In  proposing  these  amendments,  the 
Agency  considered  several  recent  acci- 
dents and  incldente  idiere  Illumination 
of  the  wnergaicy  extts  during  da^il^t 
hours  may  have  resulted  In  a  XDOtt  ef- 
fective evacuation  of  the  passengov  and 
crew.  The  Civfl  Air  Regulations  as  origi- 
nally adopted  did  not  require  daytime 
use  of  the  emergency  exit  Hinting  sys- 
tem. It  is  now  consldaed  that  this  ad- 
ditional lighting  during  daylight  horaa 
is  necessary  to  laxivide  maximum  aaicqr 
where  the  evacuation  of  large  numbers 
of  piussengers  is  concerned. 

Interested  persons  have  been  aflbrded 
an   opportunity  to  participate  in  the 
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i^Mwy  of  thli  ragolstkm  and  due  eon- 
baa  been  ffren  to  aU  rrier&nt 
aaBBfead.    Tn  cmcral,  aO  oon- 

firOBB   llltoffVBt6Q  IKI  BOflfl 

as  a  reaolt  of  the  Ageaer'a  notice  of 
proposed  rule  making  were  favorable  to 


In  oonaideratloii  of  the  foregoing. 
1 46.173 (d>  of  Part  4«  of  the  Civil  Air 
Regolatlans  (14  CPU  Part  46,  as 
amended)  la  bereby  amended  to  read 
aa  folkm%  effeeUve  March  20. 1962 : 

§  46.173      Emergenrx  equipment  Tor  all 
operationa. 

•  •  •  •  • 

(d)  Interior  emergency  exit  mark- 
ings.  All  emergency  exlta.  their  means 
ot  access,  and  their  means  of  opening 
shall  be  marked  conspicuotisly.  In  all 
paaMDger-carrTlng  helicopters,  a  source 
or  aoarees  of  light  with  an  energy  supply 
independent  of  the  main  lighting  system 
shall  be  Installed  to  illuminate  all 
passenger  emergency  exit  markings. 
Such  lights  diall  be  designed  to  func- 
tion automatically  in  a  crash  landing 
and  to  cMitlntie  to  function  thereafter. 
and  shall  be  operable  manually,  or  shall 
be  designed  only  for  manual  operation 
and  alao  to  continue  to  function 
following  a  crash  landing.  When  such 
lights  require  arming  of  the  system  to 
function  automatically,  the  system  shall 
be  armed  prior  to  each  takeoff  and  land- 
ing. When  such  lights  require  manual 
operation  to  function,  they  shall  be 
turned  on  prior  to  each  takeoff  and  land- 
ing. Tbe  Ide^ty  and  location  of  emer- 
goticy  exists  shall  be  recognizable  from  a 
itifftanvf  equA  to  the  width  of  the  cabin. 
The  location  of  the  emergency  exit 
(q)erating  handle  and  the  instructions 
for  opening  shaD  be  marked  on  or  adja- 
cent to  the  emergency  exit  and  shall  be 
readable  from  a  distance  of  30  inches  by 
a  person  with  noenal  eyesight. 


(8MS.  Slg(a),  aOl.  MM.  9»:    72  Stat.  753. 
178.  77*:  40  USXX  UM<a).  1421.  1424.  1425) 

Issued  in  Washington.  D.C.,  on  Febru- 
ary 12,  1962. 

N.  E.  Halaby. 
Administrator. 

[FH.    Doe.    43-1810;    Filed.    Feb.    15.    1962; 
8:47  ajn.) 


RULES  AND  REGULATIONS 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  P.R.  4499) , 
§  547.10(a)  of  Part  507  (14  CFR  Part 
507),  is  hereby  amended  by  adding  the 
following  new  airworthiness  directive : 

MAavKL-ScHXBLEa.     Appllca    to    all    aircraft 
equipped     with     Marvel -Schebler     MA- 
3A.  MA-3SPA.  MA-4SPA.  MA-4-5.  MA-<r- 
5AA  carburetors  tised  on  various  models 
of    Pranklln     (Alrcooled).    Continental. 
Lycoming,  and  Ranger  engines. 
Compliance  required  at  the  next  carburetor 
replacement  or  overhaul  of  either  the  car- 
buretor   or    engine,    whichever   occurs    first, 
after  the  effective  date  of  this  AD 

Failure  of  the  solder  safety  on  the  two 
Marvel -Schebler  P  N  A15-A21  screws  which 
secure  the  float  bracket  to  throttle  body  of 
the  carburetor  allows  the  screws  to  back  out. 
thus  causing  loosening  of  the  float  bracket 
and  loss  of  normal  needle  valve  action  result- 
ing In  reduction  of  engine  power,  and  com- 
plete engine  stoppage  at  reduced  throttle 
settings.  To  preclude  this,  the  following 
^hall  be  accomplished: 

Replace  all  soldersafetled  float  bracket  at- 
taching screws.  P  N  A15-A21.  with  "Long- 
Lok"  safety  screws  incorporating  nylon  In- 
serts, and  replace  all  solderaafetled  float  valre 
assemblies  with  "Long-Lok"  matched  float 
valves  and  float  valve  seats.  In  the  manner 
described  In  Marvel -Schebler  Service  Bul- 
letins Nofl.  »-eO  and  15-40. 

(Marvel -Schebler    Service    Bulletins    Nos. 
9-60    and    15-60   cover    this    same    subject  ) 

This  amMidment  shall  become  effec- 
tive March  20.  1962. 

(Sees.  313(a).  601.  603;  73  Stat    752.  775.  776; 
49  use.  1354(a).  1421.  1423) 

Issued  in  Washington.  D.C..  on  Febru- 
ary 9,  1962. 

O.  S.  Mooai. 
Acting  Director, 
Flight  Stmndarda  Service. 

[FR.    Doc     62-1590:    FUed.    Feb.    15,    1962; 
8:45ajn.l 


Choptor  111 — Faderol  Aviotion  Agancy 

.    SUKHAPIR  C— AMOMFT  UOUIATIOHS 

[Bag.  Do^etNo.  1008;  Amdt.  400] 

PART  507— AIRWOtTMINESS 
DIRECTIVES 

Morval-SdiabMr  MA-3A,  MA-3SPA, 

MA-4SFA,YlMA-4-5,    MAr^l-5AA 
CofwUi  elori 

A  propoaal  to  amend  Part  507  of  the 
Regulatkma  of  the  Administrator  to  in- 
clude an  airworthineaa  directive  requir- 
ing imlaowunt  of  aolder  saf etled  float 
bndEct  attarMng  aereva  and  float  valve 
aaaembUea  in  Manrd-Setaebler  earbure- 
toca  wttti  parta  incorporating  nylon  in- 
serts was  publtehed  In  26  FJi.  I225d. 

Interested  peraoaa  have  been  afforded 
an  opportunity  to  participate  in  the 
f  ir««g  of  the  amendment.  No  objec- 
tions were  received. 


(Regulatory  oWet  No.  1075 1 

PART  450— INTER-AMERICAN  AVIA- 
TION  TRAINING   GRANTS 

PART  560  —  REIMBURSEMENT  FOR 
DAMAGE  TO  PUBLIC  AIRPORH  BY 
FEDERAL  AGENCIES 

PART    580— ANCHORAGE    AIRPORT 
AND  FAIRBANKS  AIRPORT 

Racision 

Draft  Release  61-25.  published  in  the 
Fedbbal  Rsgistxx  on  November  15.  1961 
(26  FJl.  10698)  outlined  the  objectives 
of  this  Agency's  recodiflcatlon  program. 
One  of  these  objectives  is  the  elimina- 
tion of  obsolete  regulatory  material. 
Accordingly,  this  amendment  rescinds 
Parts  33,  450.  560.  and  580  of  Title  14 
of  the  Code  of  Federal  Regulations. 

Part  33  contains  certification  and  gen- 
eral operating  rules  for  flight  radio  oper- 
ators. Aircraft  communication  equip- 
ment has  been  Improved  to  the  point 
where  flight  radio  operators  are  no 
longer  utilised  in  air  commerce  and  there 
is.  consequently,  no  longer  a  need  for 
the  rules  in  Part  33. 

Part  450  prescribes  the  requirements 
for  the  awarding  of  Inter-American  avi- 
ation training  grants.  This  Part  has 
not  been  used  for  several  years  and  there 


are  no  present  approprlatliM 
for  its  use.     Aviation  tn 
type  is  now  being  provided       _ 
cal  assistance  programs  undig 
tual  Security  Act. 

Part  560  prescribes 
which  public  agencies  n>ay 
bursement  for  the  repair  or 
tion  of  public   airports 

Federal  agency.    These  pi ^ 

prescribed  under  section  17  of 
oral  Airport  Act  (49  UAC.  Ul|^ 
tion  17  prohibits  consideratiaa  if^ 
request  submitted  after  Manli  |L  iS 
Accordingly,  Part  560  should  ba^Sg 
from  the  regulations.  ^^* 

Part  580  prescribes  rules  _ 
operation  of  the  Anchocafs 

banks  Airports  in  Alaska. ^  ^^ 

no  longer  have  any  appUeabD%|a2 
FAA  has  turned  over  the  epwMla^ 
these  airports  to  the  State  of  "  ' 

As  this  amendment  impoai    _ 
tional  burden  on  any  person  bit 
deletes     obsolete    regulatory 
compliance  with  the  notice, 
cedure.  and  effective  date  proffU^if 
the    Administrative    Procedon  Ml  k 
unnecessary. 

In  view  of  the  foregoing,  effeottvtllb. 
ruary  15.  1962,  Chapter  I  of  Tttll  Uk 
amended  by  deleting  Part  3S  and  C^^ 
ter  in  of  Title  14  is  amended  by  dtk^ 
Parts  450,  560,  and  580. 

(Sec.  313(a)  of  the  Federal  ATlattaaAsttf 
1958  (49  US.C.  1354)  and  sac.  IT  «  fti 
Federal  Airport  Act  (40  U.S.C.  liW^) 

Issued  in  Washington,  D.C., 
ary  14. 1962. 

N 


ib«||teb 


ftbruary  IS,  1962 

^,,  HMlcational  aid  with  the  mu- 
ligJJiSrr serving  this  city.  Better 
^ySff^"  "»«*  improved  charting 
^f^^Srm^i  'rom  this  action. 
<g*-^^—  changes  are  editorial  in 
Ipy.Swill  not  assign  or  reassign 
5CLnlnaTlI»ble  airspace,  noUce  and 
•jyj^-dure  hereon  are  unnecessary 
2"iy5j  be  made  effective  on  less 

■T  iteration  of  the  foregoing  and 
■Sto  the  authority  delegated  to 
^■JfS^  Administrator  (25  P.R.  12582) 
S^MkNTlttg  actions  are  taken: 
•f?S^600.6023  (14  CFR  600.6023. 
MFrSTiaOS.  4052.  11727,  27  P.R.  98)^ 
'I^ed  as  follows: 

■^r^Je  caption  'Mission  Bay.  Calif.." 
--'-1  and  "San  Diego,  Calif.,"  Is  sub- 


. 


|FR.    Doc.    62-1675:    FUed.   Feb.   U.  Oll^ 
9:36  a.in.] 


SUBCHAPTER  I — AIR  NAVWAnON 
RfOUlATIONS 

[  Airspace  Docket  No.  8i-WA-IT] 

PART  600— DESIGNATION  Of 
FEDERAL  AIRWATS 

PART  601— DESIGNATION  Of  CQII> 
TROLLED  AIRSPACE 
POINTS,  POSITIVE  CONTROi 
SEGMENTS,   AND   POSIT1VI  C0il> 
TROL  AREAS 

PART  602— DESIGNATION  Of  M 
ROUTES,  JET  ADVISORY  /UM 
AND  HIGH  ALTITUDE  NAVNA* 
TIONAL  AIDS 

Alteration    of   Fedsral  Alrwoyt 
Associated  Control  Araat, 
Areo  Extension,  Contral  iMib  !»• 
porting  Point,  Jal  Roirtes  mi  M 
Advisory  Areos 


^HBtberefor. 
^^tbe  text  "Prom  the  Mission  Bay, 
lif  -  is  deleted  "and  Prom  the  San 
SmIL  caUf  "  1«  substituted  therefor. 
TMUon' 600.6025  (14  CPR  600.6025, 
«  Sm21.  4052.  7803.  11727)  Is 
^idad  as  follows: 

"  %itke  caption  "Mission  Bay,  Calif.," 
^I^l0l0^and  "San  Diego,  Calif.,"  is  sub- 
rfMladtberefor. 

Tto  the  text  'From  the  Mission  Bay, 
f^t  »  ig  deleted  and  "From  the  San 
nZa  caitf ,"  is  substituted  therefor. 

li  the  text  of  §  600.6066  (14  CFR 
gfjm)  "Prom  the  Mission  Bay,  Calif.." 
g  ^elMl  and  "From  the  San  Diego, 
rytf."  is  substituted  therefor.  

ito  the  text  of  8  600.615  (14  CPR 
mUK,  26  FH.  11727)  "FVom  the  San 
IlHO-Xindbergh.  Calif..  TVOR  via  the 
IRT  of  tbe  San  Dlego-Llndbergh  TVOR 
MIP"  is  deleted  and  "From  the  Lind- 
Ja  fWd.  Calif.,  VOR  via  the  INT  of 
tmllBdtergh  Field  VOR  287°"  is  sub- 
iHtadid  therefor. 

L  to  the  text  of  §  600.1540  (26  FJl. 
IM)  Tram  the  Mission  Bay,  Calif., 
fOB  U  mile  wide  airway  to  the  INT 
dthililsrion  Bay  VOR  090°"  is  deleted 
Ttan  the  San  Diego,  Calif.,  VOR 
||»  wide  airway  to  the  INT  of  the 
Diego  VOR   090°  '    is   substituted 
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Within  a  21-mile  radius  of  the  San 
Diego,  Calif.,  VOR  extending  counter- 
clockwise from  the  San  Diego  VOR  251° 
radial  to  the  bomidary  of  the  Mlramar, 
Calif.,  control  area  extension  (S601.- 
1223).  within  5  miles  either  side  of  the 
251°  radial  of  the  San  Diego  VOR  ex- 
tending from  the  VOR  to  28  miles  SW, 
and  within  6  mUes  either  side  of  the  287° 
radial  of  the  Lindbergh  Field  VOR  ex- 
tending fit>m  the  VOR  to  28  mUes  NW, 
excluding  the  portion  under  the  juris- 
diction of  Mexico  and  within  the  Im- 
perial Beach,  Calif.,  Warning  Area 
<W-636). 

12.  In  the  text  of  §  601.2186  (26  FR. 
7262)  "within  2  miles  either  side  of  the 
San  Dlego-Iindbergh  VOR  287°  radial" 
is  deleted  and  "within  2  miles  either  side 
of  the  Lindbergh  Field  VOR  287  radial" 
is  substituted  therefor. 

13.  In  the  text  of  S  601.7001  (14  CFR 
601.7001)  "Mission  Bay.  CaUf..  VOR."  is 
deleted  and  "San  Diego,  Calif.,  VOR."  is 
substituted  therefor. 

14.  m  1602.100  Jet  routes  (26  F.R. 
7080.  12561)  Jet  Routes  Nos.  1,  2  and  3 
are  amended  as  follows: 

a.  In  the  caption  "Mission  Bay,  Calif.," 
is  deleted  and  "San  Diego,  Calif.,"  is  sub' 
stituted  therefor. 

b.  In  the  text  "From  Mission  Bay, 
Calif  .,"^  deleted  and  'From  San  Diego, 
Calif.."  is  subsUtuted  therefor. 

15.  In  9  602.200  En  route  jet  advisory 
areas  (26  FJl.  7082.  12561)  Jet  Route 
Nos.  1  and  2  Jet  advisory  areas  are 
amended  as  follows:  "Mission  Bay, 
Calif.,"  is  deleted  and  "San  Diego, 
Calif.,"  is  subaUtuted  therefor. 

These  amendments  shall  become  effec- 
tive 0001  ejB.t.,  March  8.  1962. 

(Sec.  307(a).  72  Stat.  740;  40  U.S.C.  1348) 

Issued  in  Washington,  D.C.,  on  Feb- 
ruary 13, 1962. 

D.  D.  Thomas, 
Director,  Air  Traffic  Service. 

[FJl.    Doc.    62-1604;    FUed,    Feb.    15.    1962; 
8:47  ajn.] 


1  k  tbe  text  of  §  600.1542  (26  F.R. 
M  ni)  "From  the  Mission  Bay, 
ML.  VOR  12  mile  wide  sllrway  to  the 
■trf  the  Mission  Bay  VOR  090*"  is  de- 
•nd  "From  the  San  Diego.  Calif.. 
U-mile  wide  airway  to  the  INT  of 
Diego  VOR  090°"  is  substituted 


The  purpose  of  these 
Parts  600.  601  and  602  of  the 
of  the  Administrator  is  to 
name  of  the  Mission  Bay. 
San  Diego.  CaUf.,  VOB. 
the  name  of  the  San 
Calif..  VOR  to  Lindbergh 
VOR   wherever   they   appag  »^^^g 
Parts.    This  action  will  waamm  w 
en  route  navigational  aid  wl^ 
cipal  city  In  this  area  and 


ai^t>#g 


t  ft  tbe  text  of  9  600.1557   (26  FJl. 

iai.lN3S,  27  PR.  616)  "From  the  Mls- 

tm  Mr,  Calif.,  VOR"  is  deleted  and 

tbe  San  Diego,  Calif.,  VOR"  is 

therefor. 

lib  the  text  of  9  600.1613  (26  FJ 

Ttom  the  Mission  Bay, 

;"  is  deleted  and  "From  the 

Calif..    VOR;"    is    substitut 


a  In  the  caption  of  9  601.6023  (14  CFR 
MJm,  26  F.R.  4052.  27  F.R.  08)  "Uia- 
*b  BRgr,  Calif.,  Is  deleted  and  "San 
mm,  oyif .,"  is  substituted  therefor. 

CMlft  the  caption  of  1601.6035   (14 
I  101.6025,  26   F.R.   4052)    "MlBSlon 
;  CbUf .."  is  deleted  and  "San  Dlefo. 
ML,"  to  substituted  therefor. 

It  Tbe  text  of  9  601.1111  (14  CFR 
Mill!)  ia  amended  to  read  as  followa: 


Title  16— COMMERCIAL 
niACTICES 

Chopttr  I — Federal  Trade  Commission 
[Docket  8410  c.o.] 

PART  13— rtOHIMTED  TRADE 
PRAaiCES 

Todd  Brothers  Appcn«l  Co.  et  ol. 

Subpart — ^XnFOicing  i»txlucts  falsely: 
1 13.1100  Imooicing  product*  falsely: 
f  lS.1100-45  Fur  Product*  Labeling  Act. 
Subpart— IfUbrandlng  or  mislabeling: 
i  1S.1106  Oomposifion;  i  13.1186-30  Fur 
Produeti  LabeUng  Act:  S  13.1212  Formal 
regyHatory  mnd  ttatutory  requirements: 
i  10.1211-90  Fur  ProducU  LabeUng  Act. 
Bubpart-^eglecting,  unfairly  or  decep- 
Unh,  to  make  material  disclosure: 
1 18.1046  Composition:  i  13.1846-30  Fur 
Products  Lobettng  Act;  \  13.1865  Manu- 
faetun  or  preparation:  i  13.1866-40  Fur 
Prodmcts  LabOing  Act;  1 13.1000  Source 
or  origin:  I  lS.1000-40  Fur  Products  La- 
beUng Act:  I  lS.ie00-40(b)  Place. 
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(Sec.  «,  38  Stat.  731;  16  UB.C.  46.    Interpret  i 
or  apply  aec.  6,  88  Stat.  TIO.  aa  amended;  ' 
sec.    8.    65    Stat.    170;     16    VB.O.    4S.    OU) 
ICcaae  and  dealst  order.  Todd  Brotbera  Ap- 
parel   Company    et    al..    Cincinnati.    Ohio. 
Docket  8410,  Oct.  10.  1061] 

Jn  the  Matter  of  Todd  Brothers  Apparel 
Company,  a  Corporation,  and  Samuel 
P.  Todd  and  Sidney  Rosenfeld.  Indi- 
vidually and  as  Officers  of  said  Corpo- 
ration 

Consent  order  requiring  Cincinnati 
furriers  to  cease  violating  the  Fur  Prod- 
ucts Labeling  Act  by  failing,  in  labeling 
and  invoicing  fur  products,  to  show  the 
true  animal  name  of  the  fur  in  the  prod- 
uct, the  country  of  origin,  and  when' tbe 
fur  was  dyed ;  by  failing  to  keep  adequate 
records  as  a  basis 'for  price  and  value 
representations  made  in  advertisipg ;  and 
failing  in  other  respects  to  conm>ly  with 
requirements  of  the  Act. 

The  order  to  cease  and  desist  is  as 
follows : 

It  is  ordered.  That  Todd  Brothers  Ap- 
parel Company,  a  corporation  and  its 
officers,  and  Samuel  P.  Todd  and  Sidney 
Rosenfeld.  individually  and  aa  officers  of 
said  corporation  and  respondents'  repre- 
sentatives, agents  and  employees,  directly 
or  through  any  corporate  or  other  device, 
in  connection  with  the  Introduction  into 
commerce,  or  the  sale,  adveartiaing.  or 
offering  for  sale  in  commerce,  or  tiie. 
transportation  or  distribution  in  com- 
merce of  fvu"  products,  or  tn  connection  - 
with  the  sale,  adverttatng,  offering  for 
sale,  traifiportation,  or  distribution  of- 
f  lu-  products  which  are  made  in  whole  m* 
in  part  of  fur  which  has  been  shipped 
and  received  in  commeroe,  as  "com- 
merce," "fur,"  and  "fur  product"  are  de- 
nned in  the  Fur  Products  T^heling  Act. 
do  forthwith  cease  and  desist  from: 
1.  Misbrandhig  fur  products  by: 

A.  Failing  to  affix  labels  to  fur  prod- 
ucts showing  in  words  and  figures 
plainly  legible  all  the  information  re- 
quired to  be  disclosed  by  each  af  the 
subsections  of  section  4(3)  of  the  Fur 
Products  Labeling  Act; 

B.  Setting  forth  on  labels  affixed  to  fur 
products  the  name  or  names  of  any 
animal  or  ftTiimaia  other  than  the  name 
or  names  provided  for  in  section  4(2)  (A) 
of  t^e  Fur  Products  Labeling  Act; 

C.  Setting  f <Mrth  on  labels  affixed  to  fur 
products: 

1.  Information  required  under  section 
4(2)  of  the  Fur  Products  Labeling  Act 
and  the  rules  and  regulations  promul- 
gated thereunder  mingled  with  n<A- 
required  information; 

2.  Information  required  under  section 
4(2)  of  the  Fur  Products  Labeling  Act 
and  the  rules  and  regulations  promul- 
gated thereunder  in  handwriting. 

D.  Failing  to  set  forth  the  bifonnatton 
required  under  section  4(2)  of  tbe  Fur 
Products  Labeling  Act  and  the  rules  and 
regulations  promulgated  thereunder  in 
the  required  sequence: 

E.  Failing  to  set  forth  separately  on  ' 
labels  affixed  to  fur  products  composed  of 
two  or  more  sections  containing  different 
animal  furs  the  information  required 
under  section  4(2)  of  the  Fur  Products 
Labeling  Act  and  the  rules  and  regula- 
tions promulgated  thereunder  with  re- 
spect to  the  fur  comprising  each  section: 
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P.  FMIlnc  to  m%  forth  on  labels  the 
Itcaa  noBbcr  or  mark  asslsned  to  »  fur 
product. 

2.  FftlMly  or  deceptively  invoicing  f  ur 
products  by: 

A.  FUriUng  to  fumieh  invoices  to  pur- 
chasen  of  fur  moitects  showing  in  words 
and  fliurea  plataxly  legible  all  the  in- 
formation requlTWl  to  be  disclosed  by 
each  of  the  subaections  of  section  5 
(b)  (1)  of  the  Pur  Products  Labeling  Act : 

B.  Setting  forth  information  required 
under  section  5(b>(l)  of  the  Pur  Prod- 
ucts Labelhig  Act  and  the  rules  and 
regulations  promulgated  thereunder  in 
abbreviated  form; 

C.  Psiling  to  set  forth  information  re- 
quired under  section  5(b)  (1)  of  the  Fur 
Products  Labeling  Act  and  the  rules  and 
regulations  promulgated  thereunder  with 
respect  to  each  section  of  fur  products 
composed  of  two  or  more  sections  con- 
taining different  animal  furs. 

3.  mfftfc^<"g  claims  and  representations 
of  the  types  covered  by  subsections  (a>. 
(b).  (c>.  and  (d)  <rf  Rule  44  of  the  rules 
and  regulations  promulgated  under  the 
Pur  Products  labeling  Act  unless  there 
are  maintained  by  respondents  full  and 
adequate  records  disclosing  the  facts 
upon  which  such  claims  and  representa- 
tions are  baaed. 

By  "Decision  of  the  Commission",  etc  , 
report  of  compliance  was  required  as 
follows: 

It  it  ordered^  That  the  above-named 
respondents  shall,  within  sixty  <60)  days 
after  service  upon  them  of  this  order, 
flls  with  the  Commission  a  report  in 
writing,  setting  forth  in  detail  the  man- 
ner and  form  in  which  they  have  com- 
pUed  with  the  order  to  cease  and  desist. 

Issued:  October  19,  IMl. 

By  the  Commission. 

[SSALl  JOSIPH  W.  ShIA. 

Secretary. 

(P.R.    Doc.    6a-15M;    FUad.    reb.    15,    1962; 
8:45  ajn.l 


ritti  41— PUBLIC  CONTRACTS 

Choplsr  5— Gonsral  Services 
Administration 

PAftT  5-^3— COMTRACT 
ADMINISTRATION 

MJscoINmoovs  Amondmonts 

1.  Section  S-53.000  is  added  to  read 
as  follows: 

I  S-53.000     Scope  of  piut. 

This  Part  5-93  establishes  policies  and 
procedures  relating  to  the  administra- 
tion of  contracts. 

2.  Subparts  5-63.1.  5-53.4.  5-53.5.  and 
5-53.6  are  added  to  read  as  follows: 

Swbport  5-53.1 — General 

§  S-53.101      Definition. 

Contract  administration  Is  the  per- 
formance or  coordination  of  actions  nec- 
essary to  assure  that  both  the  Qovem- 
ment  and  the  contractor  fulfill  thelv 
obligations  under  existing  contracts  and 


RULES  AND  REGULATIONS 

that  both  receive  the  benefits  to  which 
they  are  entitled. 

Subport  5-53.4— Contract 
Performance 

§  3-53.401      Cenrral. 

(a)  In  order  to  obtain  contractor  per- 
formance and  to  assure  Government  per- 
formance in  accordance  with  contract 
terms,  action  shall  be  taken,  consistent 
with  sound  business  practice  and  based 
on  the  circumstances  in  each  case,  as 
prescribed  in  this  Subpart  5-53.4. 

(b)  A  system  shall  be  maintained  for 
obtaining  contractor  performance  and 
assuring  Government  performance  as 
required  by  the  contract  within  the  time 
period  established  in  the  contract.  This 
system  should  be  based  on  determina- 
tions by  the  contracting  ofBcer,  early  In 
the  existence  of  the  contract,  regarding 
the  specific  contract  administration  ac- 
tions to  be  taken,  who  shall  take  them, 
and  when  and  where  they  will  be  per- 
formed. Pollowup  action  should  Include 
coordination  with  appropriate  elements 
of  GSA. 

(c)  Decisions  regarding  extension  of 
performance  time,  suspension  of  work, 
and  termination  of  a  contractor's  right 
to  proceed  shall  be  made  onb'  by  the  con- 
tracting ofBcer  or.  when  specifically 
vested  with  such  authority,  another  per- 
son or  ordering  ofBce. 

§  3— ."SS.tOZ      Contrartor  p4*rfi>rinanre  un- 
drr  supply  or  arrvirr  runtrart.o. 

la)  Pollowup  action  on  performance 
by  a  contractor  may  be  Initiated  before 
the  required  time  of  performance  if.  after 
inquiry,  no  definite  Indication  Is  received 
that  the  contractor  intends  to  perform  in 
accordance  with  the  contract  terms. 
Subsequent  followup.  before  the  required 
performance  date,  should  be  scheduled 
on  the  basis  of  the  reply  to  the  inquiry. 

(b)  When  performance  time  under  a 
contract  has  expired,  and  the  contractor 
has  not  performed,  or  given  substantial 
indication  that  performance  will  be  com- 
pleted within  a  reasonable  period  of  time, 
satisfactory  results  can  often  be  obtained 
through  the  use  of  collect  telegrams  or 
collect  telephone  calls,  or  by  personal 
contact  with  the  contractor  or  his 
representative. 

(c)  If  it  becomes  apparent  that  the 
contractor  cannot,  or  will  not,  perform 
in  accordance  with  the  terms  of  the  con- 
tract, the  contracting  officer,  as  indicated 
in  {  5-53.401(c>.  shall  take  appropriate 
action  as  provided  in  f  5-53.501. 

§  S— 53.103      Contractor  prrrurniiinrr  un- 
der ronatmrtion  roniracta. 

The  administration  of  construction 
contracts  Is  a  continuous  process  from 
the  time  the  contractor  is  given  a  no- 
tice to  proceed  to  the  time  of  final  ac- 
ceptance of  the  work  and  payment 
therefor.  Careful  adherence  to  the  fol- 
lowing will  aid  in  successful  completion 
of  the  contract: 

(a)  Prequent  and  timely  Inspections 
should  be  scheduled  to  determine  if  sat- 
isfactory progress  is  being  made  and.  in 
the  event  of  any  delay,  to  take  appro- 
priate action. 

(b)  Prompt  action  should  be  taken  to 
provide    required    approvals    of    shop 


drawings,  equipment,  and  _ 
to  expedite  necessary  change' 
authorized. 

(c)  Progress  and  advance 
should  be  made  promptly  in 
with  contract  terms. 

(d)  Materials  to  be  furnished  ^L. 
Government  and  Installed  by  the  ^ 
tractor  should  be  delivered  at  tbitti!^ 
time.  w^ 

Subpart  5-53.5 — TsfminoNis 

§  .>-53.30I      Terminalion  for  4dbA 

( & )  Termination  for  r!»fmnn  ^  ^^ 
ciissed  in  this  §  5-53.501.  is  tlist  m^ 
taken  by  the  Government  agaivlaS! 
tractor  for  a  breach  (actual  ^^ 

patory)  of  contract  in  which  __ 
remedial  steps  provided  for  b^ 
substituted  for  the  right  to  fan  ( 
performance.  Termination  may  h^  a, 
rected  to  the  whole  or  any  part  if  ^ 
remaining  performaru:e  dependta^Mte 
circumstances  of  each  Titus tlWL  llg 
actions  taken  In  the  fTricihs  tC  ^ 
remedial  steps  are.  from  a  ' 
point,  separated  Into  the  fc 
major  parts: 

(1)  Termination  by  written 
the  contractor's  right  to 
performance  of  the  contract  In 
in  part. 

(2)  Pinal  adjustment  of  the  rtgUiil 
the  parties  on  the  unperf orasd  m  ^> 
performed  portion  of  the  eootnefc  ^ 
mutual  agreement  or  " 
process. 

§  5-33.501-1      General. 

(a)  Action  to  terminate  a 
.tor's  right  to  proceed  with  Mm  pn* 
formance  of  a  contract  shaQ  bs  IriM 
by  the  contracting  officer  or, 
cifically  vested  with  such 
another  Individual  or  ordering 

(b>  The  termination  of  a  i 
right  to  proceed  with  the 
of  a  contract  for  default 
the  provisions  of  each 
tract.  Every  failure  of  a  oontfiSlDf  ti 
perform  In  accordance  with  the  tPi» 
tract  terms  does  not.  in  itself.  tnUi  t 
necessity  to  terminate  the  rtgbkola 
contractor  to  proceed jirlth  pecfflfaMBi 
Before  termination  action  Is  takM  t 
contracting  officer  shall  consider  the  IM- 
tors  in  S  5-53.501-4. 

(c>  A  contractor  shall  no4  bs 
liable  for  actual  or  liquidated 
when  a  delay  in  performance 
of  causes  beyond  the  control 
out  the  fault  or  negligence  of  ths  Mft* 
tractor,  as  defined  in  the 
visions  of  the  contract 
procurement  of  materials  reqidnd  1m 
the  performance  of  a  contract  Is  tht  re- 
sponsibility of  a  prime  contrador.  Hi 
he  is  responsible  for  obtaining  and  a^ 
mittlng  data  to  jusUfy  delays  caasii  fcj 
subcontractors  and  suppliers.  ^ 

id)  Under  a  contract  which  eosisisis 
performance  bond,  the  surety  has  a  riibt 
to  an  opportunity  to  completers  it- 
faulted  contract  or  portion  thsrsflf.^  « 
a  surety  takes  over  the  perfonaspos  « 
a  contract,  ordinarily  a  new 
incorporating  the  terms  of  the 
contract  should  be  executed  •*»*■* 
surety  and  the  original  contrartw.  *«• 
agreement  should  also  include  necesssry 
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,^  of  the  obligations  of  the 
^Jgotnct  (such  as  accrued 
.  haulages,  if  any)  and  neoes- 
•^■JZj-BBients  for  the  continued 
fZ^SHStonoMnce  (such  as  i^Tpolnt- 
«*5lS  S  surety  of  a  new  contimetor 
5J2^lB  lo,  and  determined  reqixm- 
■jJJJ^je  watracthig  officer) . 

. ,  etsei-J     TenninaUoM      of      fixed- 
i*'  _'r|,  fspply  or  service  contracts. 

i.i  ■ffciBlnation  action  under  the  De- 
JySseCsee  8  1-7.101-11)  may  be 
2Sm tetannlnate  the  whole  or  any  part 
TUtSn^  '<v  default  if  the  contractor 
4^ toaake  ddlvery  of  the  supplies  or 
■^  Blum  the  services  within  the  time 
•Sljji  la  the  contract  or  any  exten- 
T^giHSOf ,  falls  to  make  progress  so 
mL  arfaafer  perf orinanoe  of  the  con- 
*?  g.  i^ua  to  perform  any  other  pro- 
^M  «f  the  contract.  When  the 
^SmHiw  officer  wfives  the  delay,  he 
Serttunp*"^^-  Termination  action. 
•  Bay  be  taken  by  the  contract- 
'  r,  where  desirable,  even  if  an 
JLiia»  for  delay  has  been  found. 
E^TiBtloo  to  terminate  for  default  is 
tata  taken.  pr(H>cr  notice  shall  be  given 
Z  assKdadee  with  the  Default  clause 
^  M  set  forth  in  S§  5-63.501-5  and 

I4gjil-|. 

(h)  When  «ction  to  terminate  for  de- 
tarilk  vnpsrhr  taken,  the  Oovemment 
MMkttsble  for  the  contractor's  costs  on 
^iMtwnd  work  and  is  entitled  to  re- 
■MMBt  of  any  advance  payments  and 
if  u9  progress  payments  i^ipUcable  to 
ig^  nork.    If  the  Government  elects  to 
l^a  sn  or  any  part  of  the  cmnpleted 
m^m  and  the  manufacturing  ma- 
latok  (as  defined  in  the  Default  clause) 
etts  somideted  services,  the  contractor 
Ml  Is  paid  the  contract  price  for  such 
MigMed  supplies  and  services  as  may 
li  aanpted  and  the  amount  agreed  on 
If  Ihi  eontractor  and  the  contracting 
dtar  te  the  manufacturing  materials. 
(«)  When  a  contract  is  terminated. 
Oh  eontractor  shall  be  liable  for  any 
OHB  flosts  for  supplies  or  services  pro- 
onl  tif  the  Government  and  for  any 
iltar  damages  legally  chargeable  under 
flMflOBtnet,  unless  the  clauses  are  ex- 
vnder  the  contract  (e.g.,  if  the 
to  perform  arises  out  of  causes 
the  OMitrol  and  without  the  fault 
_  __Jgence  of  the  contractor;  or  f ali- 
as k  eauaed  by  the  default  of  a  sub- 
and  his  default  is  without  his 
negligence    or    that    of    the 
). 

|S-ttJ01-3     Termination      of      fixed- 
price  conatrurtion   contracts. 

Under  contracts  containing  the  Ter- 
■laatton  for  Default-Damages  for  De- 
tU-Ttane  Extensions  clause  contained 
ta  I  MCMl-19  or  8  1-16.901-23A.  the 
Qsivmnent  has  the  right  to  terminate 
•tttoootractor's  right  to  proceed  with  the 
soik  If  the  contractor,  except  for  ex- 
«MUe  causes  (see  (a) ,  below) ,  refuses 
« Xafla  to  prosecute  the  work  required 
tr  11m  contract,  or  any  sepcu^ble  part 
tkanof  .  with  such  diligence  as  will  Insure 
U  eoBpletion  within  the  time  specified 
li  lbs  eontract  or  any  extension  thereof. 
« fsfla  to  complete  the  work  required 
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under  the  eontract  within  such  time. 
Tlie  oantraetor's  rteht  to  proceed  may 
also  be  temlnated  for  violation  of  para- 
graph 1.  Standard  Form  19A.  Labor 
Standards  Provisions  (Illustrated  at 
I1-16J01-19A). 

(a)  Whore  the  delay  is  due  to  unf  ore- 
aeeable  causes  bejrond  the  control  and 
without  the  fault  or  negligence  of  t^e 
contractor,  the  contractor's  right  to  pro- 
ceed shall  not  be  terminated  if  written 
notice  of  such  causes  has  been  furnished 
the  contracting  officer  within  10  days 
from  the  beginning  of  such  delay.  Tliis 
period  may  be  extended  by  the  contract- 
ing omeer  but  not  beyond  the  date  of 
final  payment.  The  extended  date  be- 
comes the  new  date  from  which  the 
Government's  right  to  terminate  pro- 
ceeds. 

(b)  If  a  contractor's  right  to  proceed 
is  terminated  for  default,  and  the  surety 
does  not  deshre  to  take  over  and  complete 
the  work  or,  if  the  contracting  officer 
detemines  that  action  proposed  by  the 
surety  will  not  be  in  the  best  interests  of 
the  Government,  the  Government  may 
take  over  the  work  and  complete  it  or 
cause  it  to  be  completed,  taking  posses- 
sion of  and  utilizing  such  materials,  ap- 
pliances, and  idant  as  may  be  on  the 
site  and  necessary  for  such  completion, 
and  the  contractor  and  his  surety  shall 
be  liable  to  the  Government  for  any  ex- 
cess costs  caused  thereby.  If  after  taking 
over  the  work  the  Govemmoit  is  not 
reasonably  able  to  complete  it,  or  have 
it  completed,  within  the  time  specified 
for  completion  in  the  defaulted  contract, 
the  contractor  and  his  siurety  shall  be 
liable  for.  In  addition  to  any  excess  costs, 
any  liquidated  damages  for  the  delay  as 
may  be  specified  in  the  contract,  or  for 
actual  damages  caused  by  the  delay  if 
liquidated  damages  are  not  so  specified. 

§  5-5S.501— 4     Basic    considerations    for 
lenniBation  action. 

Upon  failure  of  a  eontractor  to  perform 
in  accordance  with  the  terms  of  the  con- 
tract, the  following  factors  shall  be  con- 
sidered in  determining  whether  or  not  to 
terminate  his  right  to  proceed : 

(a)  The  provisions  of  the  contract, 
aikl  appUcahle  laws  and  regulations; 

(b)  The  significance  of  the  figure  or 
f  ailures-of  the  contractor ; 

(c)  Ihe  availability  of  the  suppUes  or 
services  from  other  sources,  or,  in  the 
case  of  construction  contracts,  the  avail- 
ability of  a  substitute  contractor ; 

(d)  In  the  case  of  supply  or  service 
contracts,  the  urgency  of  the  need  for 
such  suwlies  or  services  and  the  period 
of  time  which  would  be  required  to  obtain 
the  supplies  or  services  from  other 
sources  as  compared  with  the  time  in 
which  delivery  or  performance  could  be 
obtained  from  the  delinquent  contractor ; 
or.  in  the  case  of  construction  contracts, 
the  period  of  time  which  would  be  re- 
quired for  the  Goveniment  or  another 
contractor  to  complete  the  work  as  com- 
pared with  the  time  required  for  com- 
pletion by  the  delinquent  contractor; 

(e)  The  essentiality  of  the  contractor 
in  the  Ooverxunent  proctirement  program 
and  the  effect  of  a  termination  for  de- 
fault upon  the  contractor's  capabiUty 
as  a  supplier  under  other  contracts; 
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<f)  The  effect  of  a  termlnatton  for  de- 
fault on  the  ability  of  the  eontraetor  to 
Uquidate  guaranteed  loans,  progress  pay- 
ments, or  advance  payments;  and 

(g)  Any  other  pertinent  facts  and  eir- 
cumstanoes.  ^ 

§  S-53.501-5     Notice  of  {ntenl  to  termi- 
nate for  defanlt. 

When  the  omtraet  so  requires  or  when 
ui-gent  action  to  terminate  for  default 
is  not  required  and,  in  any  event,  the 
contractor  has  not  been  excused  from  the 
specific  failure  to  perform,  the  extrac- 
tor shall  be  furnished  a  preliminary  no- 
tice hi  writing  advising  that  termination 
action  will  be  taken  after  the  ejq;dratk« 
of  10  days  (or  longer  period  as  anthor- 
ized  by  the  contracting  offleer)  unless 
the  contractor  has  cured  the  failure 
withhi  that  period  of  time.  Theprdimi- 
nary  notice  shall  be  apedflc  wilh  respect 
to  the  contract  number  and  date,  the 
contract  provision  under  which  acticm  is 
contemplated,  the  failure  which  will 
cause  termination  action  unless  correct- 
ed, and  the  length  of  time  for  eorreettve 
action.  If  the  need  for  perfmrmanee  is 
uigent  and  the  spedfic  failure  to  per- 
form has  not  been  excused,  the  etmtract- 
Ing  officer  may  take  immfdiate  termina- 
tion action  without  issuance  of  a 
preliminary  notice  tmless  the  notice  is 
required  by  the  terms  of  the  cmtract 
(e.g.,  paragraph  11(a) (li).  Standard 
Porm  32,  General  Provisions  (Supply 
Contract)  requires  such  a  notice). 

§  5-53.501-6     Terminatkm  notice. 

(a)  After  decision  by  the  contracting 
officer  to  terminate  a  omxtraetor's  rigbt 
to  proceed,  a  written  notice  of  such  ter- 
mination shall  be  forwarded  to  the  con- 
tractor. Language  suggesting  canedla- 
tion  of  the  contract  should  be  avoided. 
The  writtoinotioe  to  the  contractor  shall 
be  q;)eciflc  with  respect  to  the  following: 

(1)  Identification  of  the  ctmtraet,  its 
date,  and  the  provlskm  of  the  contract 
permitting  termination; 

(2)  Description  of  the  acts  or  omis- 
sions constituting  the  default; 

(3)  A  statement  terminating  the  con- 
tractor's right  to  proceed  with  pferform- 
ance  of  the  contract,  or  the  m>eciflc  por- 
tion thereof,  and  the  effective  date  of  the 
termination; 

(4)  A  statement  that  the  Oovenment 
reserves  all  rights  and  remedies  provided 
by  law  or  under  the  contract; 

(5)  A  statement  that  the  notice  con- 
stitutes a  decision  that  the  contractor  is 
in  default  as  specified,  and  that  the  con- 
tractor has  the  right  to  appeal  under  the 
applicable  Disputes  clause: 

(6)  A  statement  that  the  contractor 
will  be  liable  for  any  excess  costs  to  the 
Government  occasioned  by  the  termina- 
tion action; 

(7X  Instructiims  regarding  the  safe- 
guarding and  dispositton  of  any  Govern- 
ment property  hi  the  possession  of  the 
contractor; 

(8)  Where  applicable,  a  statement 
that  the  defaulting  contractor  and  his 
surety  will  be  liable  for  liquidated  dam- 
ages at  the  rate  ^l^dfled  unto  such  rea- 
sonable time  as  may.be  retpilred  to  com- 
plete the  work  or  secure  delivery,  as  the 
case  may  be.  in  addition  to  any  excess 
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eotto  Infotyed  In  obtaining  performance 


(f)  iMlnietiaof  refardlng  the  acqui- 
sition hf  the  Ckyfemment  of  such  ma- 
terAli;  ■ppltanw.  and  plant  as  may  be 
on  tbe  site  of  the  construction  work  and 
necessary  therefor:  or  any  completed 
supplies  or  manufacturing  materials. 

(b)  The  termination  notice  shall  be 
signed  by  the  contracting  officer  or  other 
person  properl^f  Tested  with  such 
authwlty. 

(c)  In  order  to  assure  that  the  con- 
tractor receives  the  termination  notice. 
the  contracting  officer  shall  forward 
such  notice  Tla  certified  mail,  return 
receipt  requested,  or  other  appropriate 
means  which  win  assure  a  signed  receipt 
tor  the  notice. 

(d>  In  addition  to  internal  dlstribu- 
'  tl<m  within  the  serrlce  or  staff  office  in- 
Tcdred,  cofries  of  tennlnaticm  notices 
iit>jiTi  be  fumlsbed  to  Office  of  General 
counsel.  Office  of  OomptroUer.  and  the 
C(»nidlance  Dhrlslon.  A  copy  of  the 
notice  shall  also  be  famished  to  any  as- 
signee or  surety  oi  the  contractor  for  the 
particular  contract  InTohred.  At  the 
same  time,  the  surety  shall  be  given  an 
oppwtmiitv  to  takr  oyer  and  complete 
the  contract. 

§  S-S3.501-7      Reprocurenirnt    against 
defaaltuig  contractor. 

(a)  If  property  or  senrices  (including 
constmction)  are  to  be  reprocured 
against  a  defaulting  contractor,  such 
reprocurement  shall  be  done  as  soon  as 
practicable  after  termination  of  the  con- 
tractor's right  to  proceed,  and  shall  be 
for  the  same  or  sbnllar  property  or  serv- 
ices (in  the  case  of  ooitslTuctlon.  for 
the  unfinished  work)  as  cofSred  by  the 
termination  notice.  Such  reprocurement 
ffh^^n  be  made  at  as  reasonable  a  price 
aa  imctleable  considering  the  quality. 
quantity,  and  time  of  performance  re- 
quired by  the  Ooyemment. 

(b)  Reprocurement  may.  at  the  dis- 
cretion of  the  contracting  officer,  be 
made  by  negotiation. 


RULES  AND  tEGULATIONS 

Subpart  5-53.6--Disputes 
§  S— 33.601      General. 

Questions  of  fact  arising  under  con- 
tracts which  are  not  disposed  of  by 
agreement  shall  be  decided  by  the  con- 
tracting oflBcer  and  the  decision,  if  ap- 
pealed, processed  In  accordance  with  this 
Subpart  5-53.6. 

§  3-53.602      Notice   to  contractor. 

When  a  contracting  officer  has  decided 
a  disputed  matter  involving  a  question 
of  fact,  the  contractor  shall  be  notified 
of  such  decision  in  writing.  The  notice 
shall  contain  a  paragraph  substantially 
as  follows:  This  is  the  final  decision  of 
the  contracting  ofBcer.  Decisions  on 
disputed  questions  of  fact  and  on  other 
questions  that  are  subject  to  the  Disputes 
clause  may  be  appealed  in  accordance 
with  the  provi&ions  of  the  Disputes 
clause.  If  you  decide  to  make  such  an 
appeal  from  this  decision,  the  appeal 
(in  triplicate)  addressed  to  the  Admin- 
istrator of  General  Services,  General 
Services  Administration,  General  Serv- 
ices Building.  Washington  25.  D.C..  must 
be  mailed  or  otherwise  furnished  to  the 
contracting  officer  within  thirty  days 
from  the  date  you  receive  this  decision. 
Such  appeal  should  reference  this  de- 
cision and  identify  the  contract.  Pend- 
ing final  decision  of  the  dispute,  you 
must  proceed  diligently  with  the  per- 
formance of  the  contract. 

§  3-33.603     AppcaU. 

(a>  Upon  receipt  of  an  appeal  or 
notice  of  appeal  timely  filed  (or  notice 
from  the  Board  of  Contract  Appeals  that 
an  appeal  has  been  filed ) ,  the  contract- 
ing officer  shall  compile  aiMl  transmit  to 
the  Board  of  Contract  Appeals  copies  of 
all  documents  pertinent  to  the  appeal. 
'Hmeliness  of  the  appeal  may  be  raised 
by  the  Government  and  heard  as  a  pre- 
liminary matter  of  the  Board's  jurisdic- 


tion.   In  assembling  the 
contracting  officer  should 
from  the  appropriate  legal 
the  adequacy  of  the 


need  for  additional  supporUng  : 
tlon.  findings,  or  statements. 

(b)  The   documents  should  

but  not  be  limited  to,  the  foUov^^^ 

pertinent:  ^* 

(1)  The  findings  of  fad  aBff  the  did 
sion  from  which  the  appeal  Is  takea- ' 

(2)  The  Invitation  for  bids,  tlh  Ms. 

tract,     pertinent    plans,  ' 

amendments,  and  change  ordot* 

<  3 )  Correspondence  between  the  a^ 
ties  and  other  data  material  ts  fbi 
appeal ; 

'4)  Transcripts     of     any 
taken  during  the  course  of  the 
ings  of  the  matter  prior  to  thelAyif 
the  appeal; 

(5)  Such   additional   infonnattoa  m 
the  contracting  officer  or  other 
may  consider  material;  and 

(8)  A  brief  stating  the  posltfcm  of  Ik 
Government. 

§  3— 33.604      DeciMon  oa  mp§mL, 

After  consideration  of  the 
matter,  the  Board  of  Contract 
will  render  its  decision  whldi  riiril  || 
final  and  conclusive  with  reqwet  It  wm 
question  of  fact.  This  does  nol  ] 
the  rendition  by  the  Board  af 
Appeals  of  a  decision  on  a  i 
incident  to  a  decision  on  a  dlqpatedf^ 
tion  of  fact.  The  Board  of  ContnetUp* 
peals  shall  advise  both  the 
and  the  contracting  officer  of  Iti  ( 


Effective  date.    Tliese  rt 
efTective  upon  publication  in  tlM  1 

RSGISTEH. 

(Sec.  205(c),  63  Stat.  390;  40  VSJC.  4H(t)) 
Dated :  February  12, 1962. 

BnNAKD  L.  Bootoi, 
AdminiMtmer. 
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Proposed  Rule  Making 


FOQUL  COMMUNICATIONS 
COMMISSION 

1 47  CFR  Ports  2,   n  1 

_^Ooel»tNo.  14499:  PCC  62-123) 

ataamCf    ALLOCATIONS    AND 
'tSo    TIEATY    MAHERS;    AND 

{SSSTrRiAL  RADIO  SERVICES 
■.^m,.f^  Amendment  of  Regulations 
"l^'SvbsHtute  Frequenclos  AvaitoUt 
far  AMifnin**^*  to  Non-6ov«mm«nt 
jjrtT—  Transmitting  Hydrologlcal 
and  Meteorological  Data  in  Ceep- 
gniion  With  Agencies  of  Federal 
Gevemmenl  |  ^ 

I  itetifle  Is  hereby  given  of  proposed 
*-^^       in     the     above-entiUed 


parties  may  wish  to  submit.  Comments 
in  reply  thereto  may  be  submitted  on  or 
before  March  26.  1962.  The  Commis- 
sion will  consider  all  comments  filed 
hereimder  prior  to  taking  final  action  In 
this  matter  provided  that,  notwithstand- 
ing the  provisions  of  S  1.213  of  the  rules, 
the  Commission  will  not  be  limited  solely 
to  the  comments  filed  in  this  proceeding. 
8.  In  accordance  with  the  provisions 
of  S  1.54  of  the  Commission's  rules  and 
regulations,  the  original  and  14  copies  of 
all  statements,  briefs,  or  comments  filed 
shall  be  furnished  the  Commission. 

Adopted:  Februarys,  1962.    - 

Released:  February  9. 1962. 


§  11.304      [Amendment] 

3.  Section  11.304(a)  of  the  Commis- 
sion's rules  and  regulattois  is  amwHlwd 
by  deleting  from  the  tatonlatlon  of  fre- 
quencies, entries  beginning  169.425  Ifc/s 
and  ending  171.975  Mc/s  and  siibstl- 
tutlng  the  following: 


Tlibs band  162-174  Mc/s  is  allocated 
..,^1— iiy  to  Government  radio  serv- 
MK  hmrer.  FVwtnote  US13  to  the 
gZ^iMoo's  Part  2  Table  of  Fre- 
aaif  AOoeations  and  Part  11  permit 
S^Mi  of  certain  specific  frequencies  in 
itt  k»4  ^  non-Government  stations 
tD  tnoflBlt  hydrologlcal  and  meteoro- 
i^ai  data  in  cooperation  with  agencies 
if  VieFMeral  Government. 

I.  m  the  interest  of  more  efficient 
-m^iy  utilization.  Government  users 
Sm  adoiiied  a  narrow-band  frequency 
HriinBmt  plan  which  specifies  the  fol- 
toftm  tf  ke/s  channels  in  the  162-174 
Me/kband  for  hydrologic  use  by  all  Gov- 
gnaent  agencies,  shared  with  non- 
Qovcnment  stations  under  the  terms  of 
«DOtaoteU813: 


1«.4»  170.236 

.460  .250 

.475  .276 

.MO  SCO 

.896  .326 


171.036 
.060 
.075 
.100 
.126 


171.825 
.860 
.875 
.000 
.935 


i  Inasmuch  as  non-Government  use 
cf  this  band  is  limited  to  cooperation 
with  icendes  of  the  Federal  Govem- 
■ant,  tt  Is  hereby  proposed  to  amend 
nolBole  U813  of  Part  2  and  Part  11  of 
ttM  Qaunlssion's  rules  as  shown  below, 
to  loliBtttate  the  above-mentioned  fre- 
fKDBles  tor  those  presently  specified. 

i.  It  is  proposed  that  non-Govem- 
MBt  stations  currently  licensed  to  use 
fNqMneies  169.575.  170.375.  171.175  or 
1T1J78  Mc/s  may  continue  to  operate 
•  tboie  present^  assigned  frequencies 
«  a  non-interference  basis. 

1  The  prt^osed  amendment  to  the 
Ooamlsrion's  rules,  as  set  forth  below, 
ii  iMHd  pursuant  to  the  authority  oon- 
toiaed  In  secUons  303  (c) .  (f ) .  and  (r)  of 
the  Oommunications  Act  of   1934,   as 


[seal] 


Federal  Communications 

Commission, 
Ben  F.  Waple, 

Acting  Secretary. 


§  2.106      [Amendment] 

1.  Footnote  n613  to  §  2.106  of  the 
Commission's  rules  and  regulations  is 
amended  to  read  as  follows: 

UB18  For  the  specific  purpose  of  trans- 
mitting bydrologicsl  and  meteorological  data 
in  oooperatioa  with  agencies  of  the  Federal 
Oovemment,  the  following  frequencies  may 
be  authorlaed  to  non-Ok>ve/hment  fixed  sta- 
tions on  the  condition  that  harmful  Inter- 
ference will  not  be  caxised  to  Government 
stations: 


Jfc/s 
100.436 
100.460 
168.476 
100.600 
100J>a6 
170.225 
170.260. 


Mc/s 
170.376 
170  AOO 
170.836 
171:035 

vnjoso 

171.075 
171.100 


Mc/s 
171.126 
171.826 
171350 
171.876 
niMO 
171.026 
406.025 


Mc/s 
406.075 
406.126 
406.176 
412.625 
413.675 
412.725 
412.775 


1.  AD  interested  persons  are  invited 
toflo.  on  or  before  March  16. 1962,  eom- 
■■ilo  supporting  or  opposing  the  pro- 
Mti  set  out  here,  or  submitting  any 
towWfleattons  or  counter-proposals  the 


§  11.254      [Amendment] 

2.  Section  11.254(a)  of  the  Commis- 
sion's rules  and  regulations  is  amended 
by  deleting  from  the  tabulation  of  fre- 
quendea.  oitries  beginning  169.425  Mc/s 
and  aiding  171.975  Mc/s  and  substitut- 
in|[  the  following: 


TntmeDcy 

Class  of  9tntion(s) 

Limita- 
tions 

Melt 

•       • 
'    l«a426 

iaa4w 

l«a47S 

laaaoo 
iaa626 

17a  326 
1701280 
170.276 

17a  aoo 

17a  136 

•                     • 
OtMrational  fixed 

• 

-%o 

do 

do 

do 

do 

do 

do 

do 

do.                 

171.036 
171.080 
171.078 
171  100 

ii;iido".::;""i""ii""";r- 
do 

do                         

171.136 
171.136 
m.880 
171.876 
m.900 
171.  «B6 

•       • 

do 

do 

do 

do. 

do 

do 

•                    • 

• 

Kn-qucncy 
or  band 

Class  of  statioo(s) 

Limita- 
tions 

Me's        1 

*        < 
1IW.425 
160. 4S0 
109. 476 

iee.600 

169  526 

•               • 
Oneraticmal  fixed. 

• 
•  2 

do - 

do 

do 

do 

•2 
2 
2 
2 

170.226 
170.^10 

do 

do 

2 
2 

170.276 

do 

2 

17a  300 
17a  325 
171.026 
171.060 
171  076 

I.:..do 

do. 

do 

do 

do      

2 
2 

2 
2 
2 

171   IMI 

do                 

2 

171. 126 
171.826 
171  860 

do 

do : 

do         

2 
2 
2 

171.876 
171.900 
171  925 

do 

do 

do           

2 

2 
2 

•        « 

•               • 

• 

§  1 1.354      [Amendment] 

4.  Secti(m  11.354(a)  of  the  Commis- 
sion's rules  and  regulatlcms  is  amended 
by  deleting  from  the  tabulation  of  fre- 
quencies, entries  beginning  169.425  lic/s 
and  ending  171.975  Hn^ti  and  substi- 
tuting the  following: 


Frequency 
or  band 

Class  of  Station  (8) 

UmUa- 
tkns 

•               • 
169.426 
160.460 
160. 476 
160.600 
160.626 
17a  226 
170  260 

•                 • 

• 

2 

do 

do 

do 

do 

do 

...do 

170.276 

do 

]7a300 

....do 

170.326 
171.026 
171  060 

do _ 

do 

do  1 

171.075 
171.100 
171  126 

do 

do 

do — 

2 

171.826 
171.850 
171.876 
171  900 

do ^- 

IIIIIdoIIIlI"I~""IIIIIIIIl 
do 

2 
2 
2 
2 

171  925 

do 

2 

•               • 

•                 • 

• 

§11.504      [Amendment] 

5.  Section  11.504(a)  of  the  Commis- 
sion's rules  and  regulations  is  amenrtwi 
by  deleting  from  the  tabolfttloa  o(  fre- 
quencies, entries  beginning  168.426  lie/s 
and  ending  171.975  Me/B  and  substitiii- 
ing  the  following: 

1459 


14«0 


PROPOSED  RULE  MAKING 


"^SST* 


Afe/t 


IM. 

IW. 

im 

100. 

11%. 
im 

ITDl 
170. 

im 

171. 
171. 
17L 
171. 

in. 

171. 
17L 
171. 
171. 
171. 


42S 
400 

«n 
an 

aaft 

3M 

m 

100 

S3S 
02S 
OSO 
075 
100 
13S 
83S 
880 
879 
900 
026 


CiMiOf 


OpentloMl 

do 

do 

do 


.do. 
-do. 
.do. 
.do. 
.do. 
.do. 
.do. 
.do. 
.do. 


.0«n(T*l  roleiNno* 


Hjrdrolocfcml. 
<io 


.do. 
-do. 
.do. 
.do. 
.do. 
.do. 


do 

do 

do 

do 

do 

do 

do... 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 


LimlUUaos 


§  11.554      [Amendment] 

6  Section  11.554(a)  of  the  Commission's  rules  and  regulations  is  amended  by 
deleting  frwn  the  tabulation  of  frequencies,  entries  beginning  169.425  Mc  s  and 
ending  171.975  Mc/s  and  substituting  the  following : 


Frequency  or 


equene 
Dand 


CIam  ofsUtlon  sj 


Melt 


ine.  425 

160.480 
160.475 

lee.  900 
im.sai 

170.225 
I7a2SO 
17a  276 
170.300 

imau 
m.aot 
171.  on 
in.07» 

171.100 

171.  la 

171.  82S 
171.860 
171.  875 
171.000 
171  929 


(K'lUfal  rrf  n-nc* 


Op<>ratioDal  flird 
....do 


do. 
.do. 
.do. 

.do. 
.do. 


llj 


.do. 
-do. 
.do. 
.do. 


.do. 
.do. 
.do. 
.do. 
.do. 


T- 


.do. 
.do. 
.do. 
.•to- 


ilful. 
do  . 
do. 
do 
.do. 
do 
do. 


't^c-al. 


.do 
.do. 


.do., 
.do., 
.do., 
.do., 
.do  . 
.do^. 
.da.. 

.dA.. 

.do., 
.do  . 


I.linltatlon.'J 


irn.  Doc.  62-1521.   Filed.  Feb.  15,  1962;   8  45  ajn  ) 


[  47  CFR  Part  3  1 

I  Docket  No.    143671 

DEINTERMIXTURE  OF  SPRINGFIELD, 
ILLINOIS 

Order  Extending  Tim*  To  Respond  io 
>  Motion  To  Strike 

1.  The  Commission  has  before  it  for 
consideration  a  motion,  filed  on  Febru- 
ary 8.  1962.  by  Wabash  Valley  Broad- 
casting Corporation,  to  extend  the  time 
from  February  5.  1962.  to  February  19. 
1962  for  It  to  file  a  response  to  the  "Mo- 
tion to  Strike  Portion  of  Wabash  Valley 
Reply  Comments,"  filed  on  Janusu-y  26. 
1962.  by  Fort  Harrison  Telecasting  Cor- 
poration in  this  proceeding. 

2.  Wabash  Valley  states  that  it  needs 
additional  time  to  prepare  and  file  a  re- 
sponse to  the  Fort  Harrison  motion  and 
that  FbTt  Harrison  has  advised  that  It 
has  no  objection  to  the  extension  of  time 
it  requests. 

3.  Upon  consideration  of  the  subject 
motion  and  the  matters  raised  by  the 


[47  CFR  Parts  7.  %} 

(Docket  Mo.  14439] 

USE   OF   CERTAIN   FREQUMCY  9m 
SAFETY  AND  OPERATIONAL  C 
MUNICATIONS 

Order  Accepting  Comments  mti 
Extending  Time  for  FHIm 

In  the  matter  of  amendment  oi  fuk 
7  and  8  of  the  Commission's  nda  n^ 
cerning  use  of  the  frequency  sm  ^ 
for  safety  and  operational  oom 
tions  between  ship  stations  txA 
coast  stations  at  causeways, 
waterways  and  similar  locatloas, 
tween  ship  stations  and  XJB, 
Guard  coast  stations  for  port 
communications. 

The  Commission  having  undv 
eration  petitions  filed  Febniaiyftall 
1962.  by  E.  M.  Webster  and  hik»Om'. 
Tiers'  Association,  respectively,  tp  m- 
cept  late-filed  comments  in  this 
ing;  » 

It  appearing  that  the 
notice  of  proposed  rule  makint  ll  ttfe 
proceeding  specified  that  oomato 
should  be  filed  on  or  before  ivamKf  B, 
1962;  and 

It  further  appearing  that 
failure  to  meet  the  comment 
was  the   fault  of   the  r< 
tioners.  the  public  interest  wlU  ht 
by  accepting  the  late-filed 
these  petitioners: 

It  is  ordered.  That  the  late-flM  mm- 
ments  of  E.  M.  Webster  and  Laki  Qm- 
riers'  Association  are  accei>ted  aadMii 
a  part  of  this  proceeding; 

It  is  further  ordered.  That  Ike  Vm 
tor  filing  reply  comment*  in 
ceeding  is  hereby  extended  fi 
ruary  2.  1962  to  February  12.  II 

Adopted:  February  12.  1963. 

Relea-sed:  February  13.  1962. 


Port  Harrison  motion  to  strike,  the  Com- 
mission believes  that  the  extension  re- 
quested for  filing  a  response  to  the  Fort 
Harrison  motion  is  warranted. 

4.  In  view  of  the  foregoing:  It  is  or- 
dered. This  9th  day  of  February  1962. 
That  the  motion  of  Wabash  Valley 
Broac'.ca-sting  Corporation  is  granted, 
and  that  the  time  for  filing  responses 
to  the  above-mentioned  motion  to  strike 
of  Fort  Harrison  TelecaAing  Corpora- 
tion is  extended  to  February  19.  1962. 

5.  This  action  is  taken  pursuant  to 
authority  found  in  sections  4<i).5fd)(l», 
and  303  u)  of  tlie  Communications  Act 
of  1934.  as  amended,  and  section  0.211 
(di  i8)  of  the  Commission's  rules. 

Adopted:  February  9,  1962. 

Released:   February  13,  1962. 

Ptdiral  Communications 
Commission, 

[SEALl  BKN   F.  WaPLE, 

Acting  Secretary. 

[PR     Doc     62   1616;     Piled.    Feb     15,    1962; 
8  48  am  1 
4 


[seal] 


IF  R      Doc 


Fedekal  Commttmk 

Commission, 
Bin  F.  Wapli, 

Acting  Secretary. 

62   1617;     Filed.    Feb.    It.   IMk 
8:48  am.) 


DEPARTMENT  OF  AGUOIIH 

Agricultural  Marketing  Serrin 

[  7  CFR  Part  911  1 

HANDLING  OF  ALMONDS  GROWN M 
CALIFORNIA 

Proposed  Amendment  of  AdiiiWllw 
tive  Rules  and  ReguloHoM 

Notice  is  hereby  given  that  tt«jj 
under  consideration  a  proposidto " 
the  administrative  rules  and  rsge 
<  Subpart-^Admlnlstratlve  Rohi 
Regulations)  pertaining  to 
under  the  amended  marketing 
ment  and  order  (7  CFR  Part  9%iy.n^ 
latlng  the  handling  of  ahnaP*  IWW* 
m  California,  effective  under  «"  *^ 
cultural  Marketing  AgreeiWJj  *J  ■ 
1937,  as  amended  (sees.  1-19.  wSW*"* 
as  amended;  7  U.S.C.  601-674). 


February  16,  1962 

^w,tt^  will  be  glren  to  written 
r^taM.  and  arguments  pertaining 
Ml  Moooeal  which  are  filed  with  the 
JSilflltSt  and  Vegetable  Divlaldn. 
'tSSboX  Marketing  Service,  United 
ySrwi^Hment  of  Agriculture.  Wash. 
^STSdC.  not  later  than  fifteen 
JJ^jfter  pubUcation  of  this  notice  in 

^SmSTparagraph  (b)  of  5  981.450 
l«  aAdtof  the  foUowing  subpart  (5) : 

(S)  Identification  of  surplus  almonds 

bs  further  preserved  in  that  no 

Iflf  tfi^ii  Issue,  or  permit  to  be  is- 

mnj  warehouse  receipt  or  other 

T^ument  covering  surplus  al- 

whleh  fails  to  state  that  it  covers 

fa  which  are  subject  to  the  terms 

Jftti  order  and  regulations  issued 
ttMrennder. 

n>)  Arnold  paragraph  (a)  (5)  of 
iltk4M  IV  adding  the  foUowing  sen- 
ITjJ.  "Each  inspection  certificate  for 
jSfaj  almonds  shall  show  the  highest 
n^B  which  such  almonds  meet  as  set 
tSS  In  the  effective  United  SUtes 
Su^iMX^  for  Grades  of  Shelled  Almonds 
■ad.  If  weh  almonds  grade  at  least  XJ3. 
mil,  the  kernel  size  in  terms  of  the 
gi^nte  number  of  kernels  per  ounce." 

(e)  Amend  paragraph  (a)  of  9  981.467 
tv  tddtng  the  foUowing  sentence:  "Dur- 
M  tbe  period  of  such  agency,  such  han- 
dton  may  obtain  loans  on  surplus  al- 
■sads  by  hypothecating  such  almonds 
Mieeurtty  Ibr  the  loans:  Provided.  Such 
iMiidten  InfQrm  <he  lender,  in  the  hy- 
potheeation  agreement,  that  the  disposi- 
ttorf  (rf  the  pledged  surplus  almonds  is 
wntrelM  by  the  Almond  Control  Board 
■ad  the  lender  shaU  have  no  recourse 
H^hMt  the  Board.  Each  loan  on  surplus 
ilmniMfa  shaU  be  repaid  by  the  handler 
prior  to  the  termination  of  the  agency, 
tn9t  loans  obtained  from  the  Com- 
modity Credit  Corporation  which  rec- 
ofDltt  the  disposition  requirements  of 
ttiti  part  and  loans  on  almonds  sold  but 
held  for  deUvery  during  the  time  per- 
mitted by  the  Board,  in  which  case  the 
loan  diaU  be  repaid  upon  shipment  or  at 
tbe  end  of  the  permitted  period,  which- 
ever occurs  first." 

Dated:  February  13, 1962. 

Paul  A.  Nicholson. 
Acting  Director. 
Fruit  and  Vegetable  Division. 

[TJL.  Doc.   62-1606:    Filed,    Feb.    15.    1063; 
8:47  ajxx.] 

I 

KPARTMENT  OF  HEALTH,  EDU- 
CATION, AND  WELFARE 

Food  and  Drug  Administration 

121   CFR  Part  121  1 

FOOD  ADDITIVES 

Notice  of  Filing  of  Petition 

Pwnant  to  the  provisions  of  the  Fed- 
m  Vood.  Drug,  and  Cosmetic  Act  (see. 
MKb)(6),  72  Stot.  1786;  21  U.S.C.  348 
(b)(5)),  notice  is  given  that  a  petition 


Mb.ss- 


nMtAL  REGISTER 

^'^  ^  ^  bwp  ffled  Jointly  by 
Anooor  ClMnieBl  Division,  Armour  and 
Company.  1365  W.  Thir^-first  Street, 
CM^ico  t,  niiBols;  Bets  Laboratories. 
Inc.,  GOllBtlliain  ft  Worth  Streets,  Phila- 
d^piiia  24,  Penneylfemia;  Dearborn 
Cbemieal  Company,  375  Merchandise 
Mart  PhKHi,  Chicaso  54,  Illinois,  and 
Hagan  Chemicals  k  Controls,  Inc.,  P.O> 
Box  1341.  PltUbuzvh  30.  Pennsylvania. 
propcMing  tbe  Isaoaace  of  a  regulation  to 
provide  for  the  safe  use  of  3.0  parts  per 
minion  (0.0003  percent)  of  octadeqyl- 
amine  in  steam,  as  a  corrosion  inhibitor 
in  steam  systems  of  food-processing 
plants. 

Dated:  February  12, 1962. 

J.  K.  Kirk. 
Assistant  Commissioner 
of  Food  and  Drugs. 

[Fit.   Doc.    82-1696;    Filed,    Feb.    15;    1962; 
8:40  ajn.] 

FEDERAL  AVIATION  AGENCY 

[  14  CFR  Part  600  1 

[  Alipeaoe  Docket  No.  61-LA-74] 

FEDERAL  AIRWAYS 
Proposed  Altei'ation 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (14  C^FR 
409.13  )>  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  (£!AA)  is  con- 
sidering amendments  to  SS  600.6111  and 
600.6485  of  the  regulations  of  the  Admin- 
istrator, the  substance  of  which  is  stated 
below. 

VOR  Federal  airway  No.  Ill  presently 
extends  in  part  from  the  Salinas,  Calif., 
VORTAC  to  the  intersection  of  the 
SaUnas  VORTAC  041*  True  radial  with 
the  Los  Banos,  Calif..  VOR  direct  radial 
to  the  Oakland,  CaUf.,  VORTAC.  VOR 
Federal  airway  No.  485  presently  extends 
in  part  from  the  Priest.  Calif.,  VOR  via 
the  intersection  of  the  Priest  VOR  334* 
and  the  Oakland  VORTAC  131*  True 
radials  to  the  Oakland  VORTAC. 

The  FAA  has  under  consideration  the 
foUowing  airspace  proposals : 

1.  Alter  the  above-mentioned  segment 
of  Victor  111  from  Salinas  to  the  inter- 
section of  the  SaUnas  026*  True  radial 
with  the  Los  Banos  VOR  direct  radial 
to  the  Oakland  VORTAC.  This  realign- 
ment wlU  provide  the  lowest  possible 
ftiinimiim  en  route  altitude  (MEA)  be- 
tween Salinas  and  Low  altitude  VOR 
Federal  airway  No.  107  at  the  relocated 
Cathedral  Intersection  (intersection  of 
the  Los  Banos  VOR  311*  arid  the  Stock- 
ton, Calif..  VORTAC  183*  True  radials) . 

2.  Alter  the  above-mentioned  segment 
of  Victor  485  from  the  Priest  VOR  via 
the  intersection  of  the  Priest  VOR  331* 
and  the  Oakland  VORTAC  131*  True 
radials  to  the  Oakland  VORTAC.  This 
reaUgnment  would  form  a  common  inter- 
section with  Victor  111  and  VOR  Federal 
airway  No.  107.  Indications  are  that  this 
action  wiU  aUow  for  a  lower  MEA  on 
Victor  485  between  the  Priest  VOR  and 
the  Rancho  Intersection  (to  be  located 
at  the  INT  of  the  Los  Banos  VOR  266* 
and  the  Priest  VOR  331*  True  radials) . 


i4ii 

The  control  areas  associated  with 
these  airways  are  so  designated  that  they 
would  automatically  conform  to  the 
altered  alrwasrs.  The  vortical  extent  of 
these  control  areas  would  ronain  as 
designated  pending  review  of  tbe  ad- 
jacent airspace.  Separate  actiims  wiU 
be  initiated  to  implement  on  an  area 
basis  Amendment  60-21  to  Part  60  of  the 
CivU  Air  Regulations. 

Interested  persons  may  submit  such 
written  data,  views,  or  argumiNits  as  they 
may  desire.    Communications  should  be 
submitted  in  tripUcate  to  the  Assistant 
Administrator.   Western  Region,  Attn: 
CJhief ,  Air  Traffic  Division,  Federal  Avia- 
tion   Agency.    5651    West    Manchester 
Avenue,  P.O.  Box  90007,  Airport  Station. 
Los  Angeles  45.  Calif.    AU  eommunica- 
tions    received   within   forty-five   days 
after  pubUcation  of  this  notice  in  Che 
Federal  Register  wiU  be  considered  be- 
fore action  is  taken  on  the  proposed 
amendment.    No  pubUc  hearing  is  con- 
templated at  this  time,  but  arrange- 
ments  for   informal   conferences   with 
federal  Aviation  Agency  officials  may 
be  made  by  contacting  the  Regional  Air 
Traffic  Division  Chief,  or  the  Chief.  Air- 
space Utilization  Division,  Federal  Avia- 
tion Agency,  Washington  25,  D.C;   Any 
data,    views,   or    arguments   presented 
diu-ing  such  conferences  must  also  be 
submitted  in  writing  in  accordance  with 
this  notice  in  order  to  become  part  of 
the  record  for  consideration.    The  pro- 
posal contained  in  this  notice  may  be 
changed    in    the    light    of    comments 
received. 

The  official  Docket  wiU  be  available  for 
examination  by  interested  persons  at  the 
Docket  Section.  Federal  Aviation  Agency. 
Room  C-226.  1711  New  York  Avenue^ 
NW.,  Washington  25,  D.C.  An  informal 
Docket  wiU  also  be  available  for  exami- 
nation at  the  office  of  the  Regional  Air 
Traffic  Division  Chief. 

This  amendment  is  proposed  imdcr 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49U.S.C.  1348). 

Issued  in  Washington,  D.C,  on  Febru- 
ary 9.  1962. 

CLirroaD  P.  Buxton. 
Acting  Chief, 
Airspace  VtiliiMtion  Diffisioli. 

[FR.   Doc.    62-1687:    Filed,   Feb.    16,    1962; 
8:46  aju.] 


[  14  CFR  Port  601  ] 

[  Airspace  Docket  No.  61-FW-47  J 

CONTROLLED  AIRSPACE 

Withdrawal  of  Proposal  To  Qeslgnoto 
Transition  Area 

In  a  notice  of  proposed  rule  making 
published  in  the  Fbabal  Rxcistxk  as 
Airspace  Docket  No.  61-FW-47  on 
June  10.  1961  (26  TIL  5235),  it  was 
stated  that  the  Federal  Aviation  Agency 
(FAA)  proposed  to  designate  a  transi- 
tion area  at  Tupelo,  Miss. 

Subsequent  to  pubUcation  of  the  no- 
tice, the  FAA  has  determined  that  a 
further  review  of  this  area  is  desirable 
prior  to  taking  any  action  to  alter  the 
controUed  airspace  associated  with  the 
Tm>elo  area    Accordingly,  the  notice  is 
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RULES  AND   REGULATIONS 

being  withdrawn,  and  a  new  proposal 
will  be  Issued  upon  completion  of  this 
review. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  <14  CFR 
409.13  >.  notice  is  hereby  Riven  that  the 
proposal  contained  in  Airspace  Docket 
No.  61-FW*-»7  is  withdrawn. 

(Sec.  307(a)  oi  the  Federal  Aviation  Act  of 
195a   (72  Stat    748:  40  UflC    1346) 

Issued  in  Washington.  DC.  on  Febru- 
ary 9.  1962. 

Clifford  P  Burton. 

Acting  Chief. 
Airspace  Utilization  DixHsion. 

|FR      LKm-      62    1588;     Filed.     Feb      15.     196^; 
8  45  a  m  I 
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KPMTMENT  OF  JUSTICE 

OHfec  of  Alien  Property 

ViaOR  AHBEL 

Nefic*  of  Intention  to  Return 
Vested  Property 

pn— Mat  to  secUon  32(f)  of  the  Trad- 
iSynOk  ttoe  Enemy  Act,  as  amended, 
mLx  k  hereby  given  of  intention  to  re- 
^Taiar  after  30  days  from  the  date  <rf 
"S^^ui  hereof,  the  following  prtn?- 
5J^3Ject  to  any  increaee  or  decrease 
ll'ttHig  from  the  administration  there- 
Tprtor  to  return,  and  after  adequate 
-^j^ljjon  for  taxes  and  conservatory 
SpcMes:  I  ' 

CUtmt»t,  CI«<w  ffo-  Property,  and  Locntion 

vietw  Ahbel.  Nice  A.M.,  Prance:  Claim 
Jaoni.  Vectlng  Order  No.  11553;  $11,493.83 
ta  uw  TntMon  at  the  United  States. 

lucaied  at  Washington,  D.C.,  on 
PtefcnuiyS.1861. 

Ptor  the  Attorney  General. 

[seal]  Paui*  V.  Mybon, 

Deputy  Director.  « 
Ofice  of  AIUh  Property. 

tfJl  Doc.    ea-1561;    Filed.    Feb.    14.    1962; 
'  8:49  am.]     , 


Notices 


PKT  OFFICE  DEPARTMENT 

ASSISTANT  POSTMASTER  GENERAL, 
BUREAU  OF  FACILITIES 

Oelegotion  of  Authority 

The  following  is  the  text  of  various 
orders  of  the  Acting  Assistant  Postmas- 
ter Oeneral,  Bureau  of  FYicilities: 

0«DKR  211 

jAifUAtY  15,  1962. 
Aslstsnt  Postmaster  Oeneral.  Bureau 
of  FMiimes.  Order  No.  1T9  dated  8ep- 
totar  29.  1960  (25  F.R.  9959-9960)  is 
sanded  to  substitute  the  tiUe  "Chief. 
Betl  btate  Branch."  for  the  tiUe  "Re- 
iknal  Real  Estate  Manager." 

Obdek  212 

jAmTAftT  15,  1962. 

Aoistant  Postmaster  General.  Bureau 
of  FuUiUes,  Order  No.  173  da^  Octo- 
bw  15.  1959  (24  FH.  8750-8751)  is 
smended  to  subsUtute  the  Utle  "Chief. 
Reslty  Acquisition  Branch,  Realty  Divi- 
tkxC  for  "Director  of  Real  Estate  Leas- 
iof.  Division  of  Real  EsUte." 

Ormk  213 

JAHUART  15.  1962. 
Assistant  Postmaster  General,  Bureau 
of  liuUiUeft.  Order  No.  157  dated  March 
H  UM  as  FM.  2754)  hi  amoaded  to 
■j»*lt«U.  "Aailatant  Chief.  Real  Estate 
taBflh."  far  the  title  of  "Assistant  Re< 
Ponsl  Real  EsUte  Manager." 


Ormeb  215 

Jaituary  29,  1962. 

(a)  Pursuant  to  Order  No.  55941  of 
the  Postmaster  General,  dated  July  1. 
1955  (20  FJt.  S269)  and  for  the  purposes 
of  paragraph  (b)  thereof,  the  Director. 
Procurement  Division.  Bureau  of  Facili- 
ties, or  any  person  acting  in  that  posi- 
tion, is  hereby  designated  as  the  Chief 
Procurement  Officer  for  the  Post  Office 
Dqwrtmoit,  to  exercise  the  authority 

^nd  perform  tbe  functions  vested  in  that 
officer  by  such  Order  No.  55941,  and 
within  the  $25,000  limitation  as  pre- 
soibed.  in  addition  to  the  functions  and 
authority  heretofore,  or  which  may 
hereafter  be.  assigned  to  him. 

(b)  This  Order  supersedes  and  can- 
cels Order  No.  112  dated  November  14, 
1955   (21  F.R.  162). 

Okdek  216 

Januaky  29,  1962. 
Assistant  Postmaster  General,  Bureau 
of  FaeiUtta.  Order  No.  113  dated  No- 
venber  14. 19S5  (21  F.R.  162)  is  amend- 
ed to  subatitate  the  ttUe.  "Director,  Pro- 
curement Division.**  for  "Director,  Divi- 
sion of  Supplies." 

Order  217 

Jakuart  29,  1962^ 

Assistant  Postmaster  G«ieral,  Bureau 
af  Facilities.  Order  No.  114  dated  No- 
vember 14,  1965  (21  F.R.  162)  is  amend- 
ed to  subetitute  the  tiUe,  "Director,  Pro- 
curement Division."  for  the  tiUe  "Direc- 
tor. Division  of  Supplies." 

Ordkr  218 

Jahuary  31,  1962. 
In  the  absence  of  the  Assistant  Post- 
master General  or  ttie  Deputy  Assistant 
Postmaster  General.  Bureau  of  Facili- 
ties, or  persons  duly  designated  to  act  in 
tiiese  positions,  the  following  Division 
Directors  or  those  officially  designated 
as  Acting  Directors,  shall  serve  in  the 
order  named  as  Acting  Assistant  Post- 
master Genersd: 

nivctcnr.  Batltf  Dlvlalon 
Director.  Proeunment  Division 
Director.  liRintenance  DlvlElon 

(BB.  161,  •■  amended;  S  UJS.C.  22,  39  U.S.C. 
309.  501) 

Louis  J.  DOYLE, 

General  Counsel. 

(FJt.    Doc.    62-15*5;    nietf.    Feb.    15,    1962; 
6:46  tLjm.l 


matter  is*  assigned  to  be  held  on  FAruaiy 
27.  1962.  at  10  a.m..  e.s.t..  in  Room  T2S, 
Universal  Building.  Connecticut  and 
Florida  Avenues  NW..  Washlngtim.  DX7^ 
before  Examiner  Walter  W.  Bryan. 

Dated  at  Washington.  D.C..  Febrttary 
13. 1962. 

[SEAL]  Francis  W.  Brown, 

Chief  Examiner. 

[F.R.    Doc.    62-1622;    FUed,   Feb.    16;    IMS; 
8:48  ajn.] 


CM  AOnUHTICS  BOARD 

(DoOket  13198] 

AlkFRBGHT  FORWARDER 
AUTHORITY  CAS€ 

Notioi  of  Prvhearing  Conference 

Notice  is  bereby  given  that  a  prebear- 
inf  eonfcrenoe   in   ttie   above-entitled 


(Docket  18346] 

BRAMFF  AIRWAYS,  INC.,  AND  PAN 
AMERICAN  WORiD  AIRWAYS, 
INC.;  INTERCHANGE 

NoHce  of  Raossignmoiit  •f  Prahaoriisf 
ConfforMsce 

In  the  matter  of  the  ivpUcation  of 
Branifl  Airways.  Incorporated  and  Pan 
American  World  Airways.  Inc.  for  ap- 
proval of  an  equipment  Interchsinge  lease 
agreement. 

Notice  is  hereby  given  that  the  pre- 
hearing conf  ermce  in  the  above-entitled 
matter  now  assigned  for  Febniaiy  20  Is 
reassigned  for  Fetnuary  19.  1982,  at  10 
jn..  e.s.t.  in  Room  911.  Universal  Bufld- 
ing.  Connecticut  and  Florida  Avenues 
NW..  Washington.  D.C..  before  Examiner 
William  J.  Madden. 

Dated  at  Wastiington,  D.C..  FeA>ruary 
12, 1962. 

[seal]  Francis  W.  Brown. 

Chief  Examiner. 

IF.R.    Doc.    62-1628;    FUed,   Feb.    15.    1962; 
6:48  ajn.] 


(Docket  No.  irtM  etc.] 

OTY  OF  ANDERSON,  INO^  ET  AL 

Order  Instituting  invosfigotion 

Adopted  by  the  Civil  Aeranauties 
Board  at  its  oOkse  in  Wartiingtoa.  D.C. 
on  the  12th  day  of  Fetanniry  1M2. 

In  the  matter  of  the  application  of  the 
CSty  of  Anderson.  Indiana.  Anderson 
Chamber  of  Ooiuneroe,  for  air  sendee  on 
Lake  Central's  Route  88.  Docket  12796; 
in  the  matter  of  the  joii^  petition  of  the 
Fort  Wayne  Board  of  Aviation  Oonmis- 
sioners.  and  the  Chamber  of  Coauocree 
of  Fort  Wayne.  Indiana  and  BoanI  of 
Aviation  Commissioners  ct  Ddawara 
County.  Indiana  and  Muneie  Qmabex 
of  Commerce.  Inc..  for  an  ordo:  to  show 
cause  to  add  a  segment  on  Lake  Cen- 
tral's Route  88.  Docket  12793;  in  the 
matter  of  the  applications  of  Lake  Cen- 
tral Airlines.  Inc..  for  an  amendment  of 
its  certificate  for  Route  88.  Dockets 
12957, 13259;  in  the  matter  of  the  appli- 
cations of  North  Central  Airltaies.  Inc., 
for  an  ameiKlmait  of  its  cotifleate  for 
Route  86.  Dockets  122D2.  13839;  in  the 
matter  of  the  application  <rf  Trans  WcttM 
Airlines,  Inc.,  for  an  amendmeirt  of  its 
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eerttflCAte  for  Route  2,  Docket  13255 ;  In 
the  matter  of  the  Port  Wayne-Muncle 
Are*  InTCStlcatlon,  Docket  13391. 
aon.  Indian*,  and  the  Anderson  Chamber 
of  CMnmerce  (Anderson)  filed  applica- 
tion (Docket  12726)  requesting  the  in- 
aufuratk>n  of  air  service  at  Anderson  by 
certain  route  extensions  of  Route  88. 
operated  by  Lake  Central  Airlines.  Inc. 
(Lake  Central),  connecting  Ander- 
son with  Indlanapolls-Detroit-Chicago- 
Clndnnati. 

On  July    17.    1961.    the    Fort   Wayne 
Board  of  Aviation  Commissioners   and 
the    Chamber    of    Commerce    of    Port 
Wayne.  Indiana,  and  the  Board  of  Avia- 
titm  Commlaaloners  of  Delaware  County. 
Indiana,  and  the  Muncie  Chamber  of 
Commeree.  Inc.    (Port   Wayne-Muncie  i 
filed  a  Joint  petition  (Docket  12793 >  re- 
questing the  Issuance  of  an  order  to  show 
cause  why  Lake  Centrals  certificate  of 
public    convenience    and    necessity    for 
Route  88  should  not  be  amended  so  as 
to  add  thereto  a  new  segment  to  provide 
air  service  between  Indianapolis.  Muncie- 
Anderson-New  Castle.  Port  Wayne.  Uma. 
Toledo,    and   Detroit.      An    application 
(Docket  12839).  requesting  authority  to 
serve  the  same  segment,  was  filed  on 
Jiiy  25.  1961  by  North  Central  Airlines. 
Inc.  (North  Central),  as  an  amendment 
to  its  certificate  of  public  convenience 
and  necessity  for  Route  86.    North  Cen- 
tral, also  on  July  25.  1961.  moved  for 
conaolidatiMi    with    the    Port    Wayne- 
Muncie  Joint  application,  its  applications 
in  Docket  12839  and  its  earlier  applica- 
tion (Docket  12202)  filed  March  9.  1961. 
and  amended  December  27.  1961.  which 
requests  an  amendment  of  its  certificate 
for  Route  86.  to  authorize  service.   (a> 
from  Chicago  to  South  Bend,  to  Port 
Wayne,    to   Dayton,    and    beyond    Port 
Wayne  to  Cleveland  via  the   interme- 
diate point.  Toledo;  and  <b)  from  Grand 
Rapids  to  P\)rt  Wayne,  via   the   inter- 
mediate point  Kalamazoo.  Mich. 

By  application.  Docket  12957.  filed 
August  24. 1961,  Lake  Central  applied  for 
authority  to  serve  the  Chicago-Cleveland 
segment,  and  the  Grand  Rapids-Port 
Wayne  segment,  as  proposed  by  North 
Central.  In  addition,  on  December  8. 
1961.  Lake  Central  filed  an  application 
(Docket  13269)  to  serve  between  Chicago 
and  Dayton  via  South  Bend  and  Port 

On  December  8.  1961,  Trans  World 
Airlines.  Inc.  (Trans  World)  filed  an 
application  (Docket  13255)  aUeglng  that 
the  public  convenience  and  necessity  do 
not  require  its  services  at  South  Bend 
and  ^rt  Wayne,  and  requesting  the  de- 
letion of  the  two  points  from  its  certifi- 
cate for  Route  2. 

Answers  and  replies  have  been  received 
from  the  Interested  parties  and  in- 
tervenors  In  support  of.  and/or  in  opposi- 
tion to,  the  various  applications,  counter- 
applications,  motions  and  requests  in 
the  foregoing  referenced  proceedings. 

Upon  consideration  of  the  foregoing 
and  in  the  light  of  all  the  circumstances, 
the  Board  concludes  that  there  are  In- 
volved here,  ■•»  evidenced  in  the  plead- 
ings, a  number  of  issues  with  respect  to 
the  precise  needs  for  air  service  at  the 
cities  named  In  the  various  applications 
listed  in  terms  of  quality  and  quantity. 


NOTICES 


raising  controversial  questions  which 
should  be  resolved  pursuant  to  section 
401(g)  of  the  Act  after  public  hearing 
In  order  to  give  the  Board  the  necessary 
flexibility  in  deciding  how  services  should 
be  provided  and  who  should  provide 
them,  we  have  decided  that  it  is  appro- 
priate at  this  time  to  institute  a  limited 
review  of  the  route  structures  of  the 
area's  certificated  air  earners. 

Anderson  has  requested  air  service  at 
the  Anderson  Municipal  Airport  by  Lake 
Central  on  two  routes:  <  1 '  Between  Indi- 
anapolis and  Detroit;  and   <2>   between 
Cincinnati  and  Chicago.     The  city  has 
been  designated  for  many  years  as  the 
point  Anderson-Muncie-New   Castle  on 
Routes  8  and  54  of  Delta  Air  Lines.  Inc. 
•  Delta),   but  it   has  never   received  air 
service  through  its  own  municipal  air- 
port and  Delta  has  not  provided  service 
at    the    hyphenated    jwint.      However, 
Muncie.  a  city  closely  adjacent  to  the 
northeast,  does  receive  air  service  from 
Lake  Central  on  a  Chicago-Cincinnati 
route,  which  essentially  duplicates  one 
of  Anderson  s  route  proposals.    As  to  the 
proposals  of  Anderson  and  of  Fort  Wayne 
and  Muncie.  for  a  Detroit-Indianapolis 
route,  the  institution  of  this  investiga- 
tion in  the  area  covered  by  this  request 
will  render  unnecessary  consideration  of 
the  Port  Wayne  euid  Muncie  Joint  appli- 
cation for  the  issuance  of  an  order  to 
show  cause. 

The  application  of  North  Central  for  a 
route  l)etween  Indianapolis  and  Detroit, 
which  duplicates  that  which  Is  proposed 
as  a  subject  of  Board  investigation,  will 
be  consolidated  and  considered  since  it* 
involves  substantially  the  same  issues  of 
public  convenience  and  necessity. 

We  have  decided  to  Include  in  our 
investigation  an  issue  as  to  the  need  for 
imposition  of  a  long-haul  restriction  on. 
or  possible  elimination  of.  Delta's  service 
at  Port  Wayne,  which  may  render  feas- 
ible better  short-haul  local  service  by  a 
local  air  carrier.  Delta's  answer  to  the 
petition  of  Port  Wayne  and  Muncie  op- 
posed the  possible  deletion  or  restriction 
of  its  service  at  Port  Wayne,  although  it 
supported  deletion  of  its  service  at 
Anderson-Muncle-New  Castle  and  au- 
thorization of  local  service  at  both  points. 
Additionally,  we  shall  Include  the  issue 
of  the  possible  sus];>ension  or  deletion  of 
Trans  World  at  Port  Wayne  and  South 
Bend  for  which  the  carrier  has  applied. 
Trans  World  provides  these  cities  with 
one  daily  round  trip.  United  Air  Lines. 
Inc.  (United)  pxovldes  five  daily  round 
trips,  and  carries  the  bulk  of  traCHc. 
However,  deletion  of  Trans  World  alone 
may  not  make  available  sufficient  traffic 
to  warrant  the  addition  of  a  local  service 
carrier  In  these  markets. 

In  this  connection,  we  will  Include  an 
Issue  as  to  whether  United's  service  at 
South  Bend  and  Port  Wayne  should  be 
made  subject  to  a  long-haul  restriction 
if  It  should  be  concluded  that  Improved 
local  service  Is  required  in  these  mar- 
kets, and  that  the  local  service  carrier 
would  require  such  protection  in  order 
to  conduct  a  reasonably  economic  opera- 
tion. Inclusion  of  such  issue  will  permit 
the  Board  to  consider  and  resolve  such 
issue  on  the  basis  of  a  full  evidentiary 
record. 


A  complete  survey  of  Fort 
service    requirements   also  iVfifeK  & 
consolidation  of  North  Oentnl^ 
cation  in  Docket  12839,  reqoi 
thority   to   serve  between  the 
points   Indianapolis,  Ind.,  and 

Mich .     via     the    Intermediate   

Muncie  and  Fort  Wayne,  Ind..  SBdri^ 
and  Toledo.  Ohio.  Considerate «C|Z 
and  other  North  Central  anMaii^ 
and  the  related  Lake  Central  lllkip  H 
permit  consideration  of  the  Mid  fe 
service  from  Port  Wasme  to  Onm 
Rapids  on  the  north,  Port  Wsim  % 
Dayton  on  the  south,  Port  WaVM  Is 
Cleveland  on  the  east,  and  Fort  Wk^ 
to  Chicago  on  the  west.  TlMi^  1^ 
Wayne  becomes  the  axis  of  a  mhI  mh 
ca.se  in  which  the  local  senrtee  tit » 
quirements  will  be  examined.  Umimi 
attached  '  as  Appendices  A.  B.  tad  Cat 
illustrative  of  the  proposed  seopt  of  Ite 
proceeding  instituted  herein. 

Finally,  we  find  that  the  joint  ptUtks 
of  the  cities  of  Fort  Wayne  and  Madi 
in  E>ocket  12793  for  the  imman^fff  ^  ^ 
show  cause  order  should  be  denlsd.  M 
that  the  other  enumerated  appHnliw 
are  essentially  connected  and  euk  wd 
appropriately  be  disposed  ct  vtik 
the  proceeding  instituted  herein.  Cm- 
.sequently,  these  matters  will  bi 
consolidated. 

Accordingly,  it  is  ordered: 
I  That  an  Investigation,  to  be  knom 
a.s  the  Port  Wayne-Muncie  Area  Invott- 
gation.  Docket  13391,  be  and  it  bmli 
is  instituted,  pursuant  to  section  4I1(|) 
of  the  Act.  to  determine  whette  tki 
public  convenience  and  necessity  Ntrin 
the  alteration,  amendment,  mntlftwy. 
suspension,  or  deletion  of  servlat  Ik  tk 
transportation  now  rendered  or 
i/.ed  to  be  rendered  by  the 
air  carriers  in  central  Indiana. 
Ohio,  and  southern  Michigan. 
trated  in  Appendices  A.  B.  and  G.  Ml, 
in  particular,  to  determine  the 
issues  involving  the  public 
and  necessity: 

(a)  Should  the  following  sofBHlli 
added  to  either  North  Central's  or 
Central's  routes:  Between  the  ( 
points  Indianapolis,  Ind.,  and 
Mich,  via  the  Intermediatr  |Ml 
Muncie- Anderson-New  Castle.  In&,  liil 
Wayne.  Ind  .  Lima,  Ohio,  and  TaM^ 
Ohio?' 

(b)  Should  Delta's  authority  to  Mm 
Port  Wayne  be  amended  to  raqHlR.f 

"closed  door  "  or  a  "long-haul" 
tion.  or  be  suspended  or  deleted? 

(c>  Should  Delta's  authority  to 
Muncie-Anderson-New    Castle    be  *• 
leted?  ,  . 

( d  •  Should  the  point  Muncie  OB  Lw 
Centrals  Route  88  be  redesiffUdld « 
Muncie-Anderson-New  Castle? 

(e»  Should  United  be  restrtelad  IMI 
to  require  aU  flights  serving  Bo^Mi 
and/or  Port  Wayne  to  «*!■«•« 
terminate  at  a  point  west  of  Cl»ki|i« 
Milwaukee? ;  ^. 

2.  That  the  Fort  Wayne-liiBMl>|iW 
petition  in  Docket  12W8,  tamitt  t^Z 
seeks  the  issuance  of  a  ibow  er 
for  an  amendment  of  ImM» 
certificate  for  Route  88.  be  aiM  II 
iB  denied: 


Fllexl  R8  part  of  the  original  doCTMMat 


Air 

of 


^^  ftbnuary  16,  1962 

.  — ->  Mi«  anpheatlons  and/or  pett- 
*  TTnodSs  12726.  12798.  lJli7. 
fi  MtgTlM.  and  iSlBf.  exoept  tm 
I^^JSTii^iBd  hereto,  be  eopsoUdatad 
**SSlaaBM«  tareby  tnstltoted: 
"^^iMtaoa^*'  this  oeder  be aehrad 
i«to  Oaitral  Airlines,  Inc.,  North 
•JJI^tlfces.  Inc..  Trans  Wodd  Alr- 
O^^r^nStted  Air  Lines.  Inc..  Delta 
XBc,  the  City  and  Chamber 
of  Anderson,  Ind.,  the  Fort 

of  Aviation  Commissioners 

^ySsQaiiMber  of  Commerce  of  Fort 
j-aTlW*.  ^^  Board  of  Commissioners 
Tinware  County  and  the  Muncie 
«  "^^  Commerce,  Ind.,  the  City  of 
He.  Ind..  and  the  Postmaster 
^  all  of  whom  are  hereby  made 
Infills  proceeding; 

aU  other  motions,  petitions 
jta,  or  portions   thereof  not 
_  granted  herein,  be  and  they 
an  denied:  and 

this  order  be  published  In  the 


FEDEIAL  REGISTER 


IMS 


a) 
fqr 


By  the  Civil  Aeronautics  Board. 

r^^]  HAROLV    R.     SaNDESSOH. 

Secretory. 

ivm.  Doc    6a-iea4:    Piled.    Feb.    15.    1M2; 
'  8:49  am  I 

I 

FDBML  COMMUNRATIONS 
COMMISSION 

(Docket  !fo.  144TB;  PCC  62M-207i 

OalCALI  SROADCA^TING  €0. 

Order  Continuing  Hearing 

la  re  implication  of  Samuel  C.  Chafin 
•ad  N.  W.  Oriffln  d/b  as  DeKalb  Broad- 
CMtiUgCo..  Decatur,  Oeorcia.  Dodcet  No. 
14411;  File  No.  BP-14133;  for  eonstruc- 
tlm  penult. 

A  pnhearing  conference  in  the  above- 
flstltled  matter  having  been  held  oh 
Mraary  8,  1962,  and  it  appearing  from 
the  record  made  therein  that  certain 
afreounts  were  reached  and  certain 
.rritan  made  by  the  Hearing  Kramlner 
ilitah  properly  should  be  formalized  l9y 


ft  it  mdered.  This  8th  day  of  February 
no,  that: 

(1)  All  written  exhibits  to  be  offered 
h  efMenee  In  the  presentation  of  the 
tlntX  affirmative  cases  of  the  parties* 
dal  be  wider  oath  and  exchanged 
the  parties  and  copies  thereof 
the  Hearing  Examiner  on  April 
lilM2; 


I 


'Whila  the  burdens  of  proof  and  proc««d- 
iif  with  the  evidence  herein  Ue  on  the  ap- 
pileutt.  the  Commlaslon'e  onler  oC  Dwlgne- 
tta  (FCC  82-29,  Mlmao.  Mo.  ISSSO)  makea 
dw  that  the  fundamental  factual  question 
la  (Uiputa  U  the  location  ot  the  0.5  mv/m 
(•Btoon  of  the  appUcaat'a  propdaed  atation 
■sdtta  cxlatlng  station  of  reapoix^nt.  Al- 
ttoi|h  the  development  of  the 
■>!  pmuade  the  reepondent  and  the 
Ml  Bureau  that  they  do  not  wlah  i 
mi  adklblU,  the  poaelblUty  of  tha  l 
*  NhlMt  evidence  in  thu  area  by  r_^^— 
*wb  may  not  agree  with  the  appUoant'i 
**tBg  la  mffldently  clear  that  In  the  in- 
■■*  «(  ipaamuu.  aU  parttea  will  be  ra- 
f>'**4  to  prepare  in  advance  and  •xctaanft 
»ar  nhlblta  ^irectwl  to  thU  matter. 


respoQ- 
^f  cxfalbiitB  to 
shallhe 
St.  IMS.  Xathe 
la  sinm  (or  the  prodnc- 
tion  of  a  witness  responsible  for  the 
PRfiazatlaii  c(  an  caBcfaaived  eidiihlt, 
s^ehcxhlMt.  ta  <he  extent  it  is  otherwiae 
fii«fTf4fi¥t.  will  be  admitted  into  evi- 
dence as  if  such  witness  were  presoit 
and  the  cxUblt  was  offered  through  him ; 
It  i$  furtker  0rdered,  That  the  hearing 
herein  heretofore  sdieduled  to  commence 
on  March  t,  1M2.  is  continued  to  May 
1.  1962,  *'*»ftw\mtnt^inf  at  10:00  a.m.  in  the 
offices  of  the  Commission  at  Washington, 
D.C. 

Released:  February  13,  1962. 

Fedxi^l  Communications 
Commission. 
[seal]        Bar  P.  Waplk, 

Acting  Secretary. 

[F.R.    Doc.    62-1611;    Filed.    Feb.    15.    1962; 
8:47  ajn.] 


KWEB  and  KCDE  tatdtettte  that  tlie  I 


I  Docket  No.  14S23;  FCC  62-145] 

HIAWATHA  VALLEY  BROADCASTING 
CO.,  INC.,  AND  NORTHiAND 
RADIO  CORP. 

Order  Designating  Application  for 
Hearing  on  Stated  Issues 

In  re  Application  of  Hiawatha  Valley 
Broadcasting  Co..  Inc.  (Assignor) ,  Docket 
No.  14523.  File  No.  BAL-4172:  Northland 
Radio  Ccnporation  (Assignee),  for  as- 
signment of  license  of  Station  KCUE, 
Red  Wing.  Minnesota. 

At  a  sessioa  of  the  Federal  Communi- 
cations Oommission  held  at  its  offices 
in  Wadilnctoii.  D.C.  on  the  6th  day  of 
February  IMS; 

The  Commission  having  under  con- 
sideration the  above-captioned  and  de- 
scribed application; 

It  ajwearing  that,  a  grant  of  the  sub- 
ject application  would  give  to  the  pro- 
pooed  assii^iee  its  second  standard 
broadcast  facility  in  Southeastern  Min- 
nesota; and  that,  as  noted  below,  the 
service  areas  of  the  two  stations  would 
overlap  to  a  substantial  degree;  and 

It  further  an>earing  that,  because  of 
this  fact.  Northland  Radio  Corporation 
was  requested  to  auboilt  a  showli^  cover- 
inc  the  matters  set  forth  In  S  3.35  of 
the Commlaalon's rules;  and 

It  farther  appearingr  that,  on  the  basis 
of  the  showing  submitted,  the  Commis- 
sion is  unable  to  make  a  funding  that 
a  grant  of  the  subject  application  would 
serve  the  public  interest,  convenience 
and  necessity;  and 

It  further  appearing  that,  the  follow- 
ing matters  are  to  be  considered  in  con- 
nection with  the  issues  specified  below  : 

1.  Northland  Radio  Corporation 
(Northland)  Is  the  licensee  of  Station 
KWEB.  Rochester.  Minnesota,  and 
through  its  officers,  directors  and  stock- 
holders, owns  and  controls  Station 
KOTE,  Fergus  Falls,  Minnesota,  and  its 
principals  are  the  applicants  for  a  con- 
struction parmit  for  a  new  standard 
bitMdoart  staMoB  at  Morthfleld.  Min- 
nesota. SngtuBerkif  studies  relating  to 
the  primary  service  contours  of  Stations 


t.  Ttia  ottftea  of  Bed 
Rochester  am  approxtaMtelr  t9  inliea 
apart.  Onnmrtsrton  iiiMim  to  a  craat 
of  the  aid»Jeet  appttoattan  woaM  piaca 

the  ownership  and  control  of  Stations 
KCUE  and  KWXB  under  tlw  aorponte 
direction  of  Northland, 
eon^l  of  two  standard 
tions  with  such  doae  proxtaKttr  to  each 
other  would  create  a  aubatantUl  dopU- 
cation  of  service.  fCET  both  area  and  popu- 
lation, involving  approxlm^tdy  one- 
third  of  the  service  areas  of  the  reapee- 
tive  stations. 

3.  In  view  of  the  foregoinc.  and  after 
full  consideration,  of  the 
contained  in  the  appticatloo.  It 
that  a  grant  of  the  subject 
would  contravene  the  provisions  a(  i  S.S5 
of  the  Commission's  rules,  since  the  ap- 
plicant has  not  shown  that  ttae  peddle 
interest,  convenience  and  nect—lty  will 
be  served  through  su^  multUiile  owner- 
ship situation. 

4.  In  reaching  a  determination  on  the 
question  raised  by  the  1 3.35  Ikaue,  It  win 
be  important  to  consider,  amons  other 
things,  the  size,  extent  and  locationa  of 
the  overlapping  service  areas  of  Stations 
KWEB  and  KCDE;  the  populaitlona  re- 
siding In  the  overlapping  aerrioe  areas; 
the  classes  and  power  of  the  stations 
involved;  the  extent  of  other  competitive 
service  to  the  areas  in  question;  the 
distribution  of  population  within  the 
overlapping  servloe  areas;  the  location 
of  trade  areas,  metropolitan  districts, 
and  political  boundaries;  the  areas  and 
populations  to  which  the  service  of  each 
station  is  directed;  the  manna:  in  which 
the  business  affairs  of  the  stations  are 
conducted,  including  any  plans  the  as- 
signee may  have  for  the  use  of  Joint 
rates  or  discounts  for  multiple  oae  of  the 
stations  under  common  control;  the  pro- 
gram plans  of  the  proposed  assignee  for 
each  station.  Including,  among  other 
things,  diversification  of  presentations. 
prospective  use  of  similar  or  identical 
programs  for  broadcast  .by  the  statlMU 
under  common  control;  a 
of  the  program  plans  of  the 
compared  with  the  existing  program- 
ming of  the  station;  coverace  clidnu 
made  or  which  the  assignee  antlclpalet 
will  be  made  with  respect  to  the  joint 
operation  of  Stations  KWEB  and  KCDE; 
statistical  data  on  the  audience  pr^to- 
ences  for  oth^  standard  broadcast  sta- 
tions operating  in  the  area,  with  a  view 
toward  tftabUshing  the  percentage  of 
the  population  in  the  overlap  area  that 
wUl  rely  on  the  service  of  the  stations 
under  common  control;  the  planned  lo- 
cation of  main  and  seeondary  Ctudlos; 
factors  relating  to  the  use  of  local  talent, 
program  sources,  broadcast  of  local  news, 
and  availability  of  facilities  for  local 
public  service  programs;  and  the  as- 
signee's plants  for  management  (per- 
sonnel) for  each  of  the  stations  involved. 

It  further  appearing,  that,  in  view  of 
the  foregoing,  the  Commtsslon  Is  of  the 
opinion  that  the  appUcation  most  be 
designated  for  hearing  on  the  Ismms  set 
forth  below: 

It  U  or4ered.  That,  pursuant  to  aec^n 
309(e)  of  the  Communicattooa  Act  of 
1934.  as  amended,  the  above-entlUed  ap- 


J 
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plication  Is  dMlgzuited  for  hearing  at  a 
time  and  idaee  to  be  speclfled  in  a  lub- 
sequent  order,  upon  the  following  issues: 

1.  Tb  determine  whether  a  grant  of 
the  subject  application  would  be  in  con- 
travention of  i  3.35  of  the  Commission's 

rules;  ^ 

2.  To  determine,  in  the  light  of  the 
evidence  adduced  pursuant  to  the  fore- 
going Issue,  whether  a  grant  of  the  in- 
stant application  would  serve  the  public 
Interest,  convenience  and  necessity. 

It  is  further  ordered.  That,  to  avail 
themselves  of  the  opportunity  to  be 
heard,  the  applicants  herein,  pursuant 
to  1 1.140  of  the  Commission's  rules,  In 
person  or  by  attorney,  shall,  within  20 
dajs  of  the  mailing  of  this  order,  file 
with  Commission,  in  triplicate,  a  written 
anpearance  stating  an  intention  to  ap- 
pear on  the  date  fixed  for  the  h«anng 
and  present  evidence  on  the  issues  spec- 
ified In  this  order. 

It  it  further  ordered.  That,  the  appli- 
cants herein  shall,  pursuant  to  section 
311(a)  (2)  of  the  Communications  Act  of 
1934.  as  amended,  and  S  1.362(b)  of  the 
Commission's  rules,  give  notice  of  the 
hearing,  within  the  time  and  in  the 
manner  prescribed  in  such  Rule,  and 
shall  advise  the  Commission  of  the  pub- 
lication of  such  notice  as  required  by 
S  1.362(g)  of  the  rules. 

Released:  February  13.  1962. 


[seal! 


Peokral  Communications 

Commission. 
Bin  p.  Waplc. 

Acting  Secretary 


[TB.    Doc.    ea-l«ia.     filed.    Feb     15.    1963; 
8:47  k.m  | 
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ROCKLAND  BROADCASTING  CO. 
ET  AL. 

Order  Designating  Aplicotions  for 
CentoHdofed  Hearing  on  Stated 
Issues 

In  re  applications  of  Sidney  Fox, 
Oeorge  Dacre.  Harry  Edelatein,  d  b  as 
Rockland  Broadcasting  Company.  Blau- 
velt.  New  Tor^.  requests:  1300  kc,  500  w. 
DA-D.  Docket  No.  14510.  File  No  BP- 
13477;  Delaware  Valley  Broadcasting  Co 
(WAAT).  Trenton.  New  Jersey,  has: 
1800  ke,  280  w.  Day.  requests:  1300  kc. 
6  kw.  DA-2.  U.  Docket  No.  14511,  Pile 
No.  BP-14054;  Rockland  Radio  Corpora- 
tion, Sprlnc  Valley,  New  York,  requests: 
1300  kc.  500  w.  DA-D,  Docket  No.  14512, 
Pile  No.  BP-14461 ;  Rockland  Broadcast- 
ers. Inc..  Spring  Valley,  New  York. 
r«queete:  ISOO  kc,  1  kw.  DA-D.  Docket 
No.  14813,  File  No.  BP-14462;  Asbury 
Park  Frees.  Inc.  (WJLK).  Asbury  Park. 
New  Jerwy,  has:  1310  kc.  250  w,  U.  re- 
quests:  1310  kc.  250  w.  1  kw-U3,  DA-D, 
U,  Docket  No.  14514.  PUe  No.  BP-14409; 
for  construction  permits. 

At  a  session  of  the  Federal  Commu- 
nications Commission  held  at  its  offices 
in  Washington.  DC,  on  the  6th  day  of 
February  IMS; 

The  Commission  having  under  con- 
sideration the  above-captioned  and  de- 
scribed applications; 


NOTICES 

It  appearixif .  that,  except  as  indicated 
by  the  issues  vedfled  below,  each  of  the 
instant  applicants  is  legally,  technically, 
financially,  and  otherwise  qualified  to 
construct  and  operate  the  instant  pro- 
posals; and 

It  further  appearing  that  the  following 
matters  are  to  be  considered  in  connec- 
tion with  the  aforementioned  issues 
specified  below : 

(A)  The  proposal  of  Sidney  Pox, 
Oeorge  Dacre,  Harry  Edelstein  d  b  as 
Rockland  Broadcasting  Company: 

1.  (Causes  interference  to  and  receives 
interference  from  the  following  existing 
standard  broadcast  stations  and  pro- 
posals: 

WADO.  New  York.  N  Y. 
WHBI.  Newark.  N  J 
WVIP.  Mount  K18CO,  NY 
BP-14054  (WAAT)  Trenton,  N  J 
BP-144«1.'  Spring  Valley.  NY 
BP   14462.'  Spring  Valley.  N  Y 
From — 

WAAT.  Trenton.  N  J 

WAVZ.  New  Haven.  Conn 

WVIP 

WEEE,  Rensselaer   N  Y 

BP    14054  (WAAT I 

BP    14461 

BP    14462 

Mvituallv  excUisl%c  ulih  sr.bjcct  piopo6.il 
I  BP    13477  1 

It  has  not  been  determined  whether 
or  not  this  proposal  will  comply  with 
i5  3.28«dM3)  of  the  Commissions  rules 
regardiriK  mterference  received  from  ex- 
isting stations. 

2  The  population  of  Blauvelt.  New 
York  is  not  listed  separately  from  the 
county  In  which  it  is  located  in  the  1960 
United  States  Census  report;  however. 
Blauvelt  does  have  a  post  office:  and 
thus  a  question  obtains  as  to  this  pro- 
posals  compliance  with  i  3.30<a)  of  the 
Commissions  rules  relating  to  identinca- 
tlon  of  a  station  with  an  ascertainable 
community. 

3.  The  subject  applicant  requested 
that  any  comparative  hearing  be  held  in 
Rockland  County,  New  York.  However, 
since  the  Issues  to  be  decided  in  this 
proceeding  are  primarily  of  an  engineer- 
ing nature,  and  can  best  be  tried  at  the 
Commi.sslon'8  offices  in  WashlnRton, 
DC;  the  request  is  being  denied. 

iBi  The  proposal  of  Delaware  Valley 
Broadcasting  Co.  <WAAT) 

1.  Causes  interference  to  and  receives 
Interference  from  the  following  existing 
standard  broadca.st  stations  and  pro- 
posals: 

To— 

WTHT.  Hazclton.  Pn 

WRAP,  AJlentown,  Pa 

W<X)D.  Grand  Raplda,  Mich 

W1<13R,  BalUmore,  Md 

BP-ia477.  Blauvelt.  N.T. 

BP-144ei.  Spring  Valley.  N  Y. 

BP-144ea.  Spring  Valley.  N  T. 
Prom — 

WCAM.  Camden,  N  J 

WAVZ.  New  Haven.  Conn 

WJUC,  Aebury  Park,  N  J. 

WFBB. 

BP-13477. 

BP-144«1. 

BP— 144^3 

BP-144eO  (WJKL) ,  Aebury  Park.  N  J. 

2.  The   Baltimore  Radio  Show,   Inc  . 
licensee  of   StaUon  WFBR,   Baltimore, 


Maryland,  filed  a  petition  to  ^^M 
August  14, 1961  contending  "*ft^flf ' 
posed  operation  of  WAAT  wUI  «a|^5^ 
jectioiuible  Interference  wtthln  MTS 
mally  protected  nighttime  eootin.  Ma 
that  any  pre-sunrlse  operation  _ 
time  facilities  wotild  oonatttut*  t 
flcation  of  the  license  of  WWIL  <|^ 
order  includes  an  issue  to  deleia^^ 
nature  and  extent  of  nigtattlaa  ^Z! 
ference  the  proposed  operation  of  |||«m 
will  cause  to  WPBR.  and  ako  "_: 
a  condition  prohibiting  the  uee  q( 
time  facilities  in  the  pre-sunrtas 
tion  of  WAAT. 

3  Pursuant  to  9  3.28(d)  (S)  sf  ^ 
Commission's  rules,  the  appUetat  1M> 
cates  that  the  percentage  of 
loss  from  existing  stations  Is 
10  percent  to  both  its  daytime  tai] 
time  operations.  Applicant 
loss  to  the  proposed  daytime 
from  existing  stations  to  be  1S.T 

and   the  proposed,  nighttime    . 

will  suffer  a  population  losi  of  Hj  |^ 
cent  and  an  area  loss  of  84J  ptom 
•  nighttime  limitation  is  19.0  tur/m).  i 
waiver  of  9  3.28(d)(3)  of  the  OoaM^ 
sion's  rules  is  requested.  ThM  OHm 
includes  an  issue  to  determine  tf 
posed  operation  would  be  rnnriitwt ' 
9  3  24<b)   of  the  rules. 

4  The  proposed  RCA  type 
quency    is    not    type   accepted  ly 
Commission. 

I  c )  The  proposal  of  Rockland 
Corporation : 

1    Causes  interference  to  and 
interference  from  the  foUowtOf 
suindard   broadcast  stations  mi  m- 
posals 

To- 

WAVZ,  New  Haven,  Coim. 

WAOO.  New  York.  NY. 

WHBI.  Newark.  NJ. 

WEEE.  Renaaelaer.  N.T. 

BP  13477.'  Blauvelt,  N.T. 

BP  144e2.<  Spring  Valley.  N.T. 

BP  14054  ( WAAT  i .  Trenton.  N  J. 
From — 

WAVZ 

WAAT.  Trenl<)n,N  J 

WEEE 

BP    13477 

BP~ 14462 

BP    14054 

'  Miitually  excluelve  with  the  aubfMlp^ 
poBal       (BP   14461.) 

I D »  The  proposal  of  Rockland 
casters.  Inc.: 

1    Causes  interference  to 
Interference  from  the  followlDf  ( 
Ing    standard    broadcast    statkni 
proposals : 

To— 

WAVZ,  New  Haven.  Conn. 

WADO,  New  York,  NY. 

WHBI.  Newark.  N  J. 

WTHT,  Hazelton.  Pa. 

BP-14054  (WAAT). Trenton. N.J. 

BP  13477,'  Blauvelt.  N.T. 

BP-14461 ,'  Spring  Valley. NT. 
Prom- 

WAVZ 

WESE.  Rensselaer,  NT. 

WAAT,  Trenton.  N.J. 

BP' 14064. 

BP   13477. 

BP'14461. 

•  Mutually  exclusive  with  iubjsel 
(BP  14462  ) 


nbruary  IS,  1962 

leiaA.  tar  Its  own  raVnilation, 
Ait  Ite  MAject  propowa  win 
i«i  giwlgp  of  the  propoMd  M 
tttttov  wtth  ttie  etlMxm  1  tm/m 
^f  SMtieB  WADO  resulttng  In 
■M  •(  I  3-SV  ^  ^^  Oonmtekm'g 
A  watver  of  laid  i  3.37  has  been 


proposal    of    Asbury    Park 

^ <WJLK): 

CauNS  Interference  to  and  receives 
from  the  following  existing 
broadcast  stations  and  pro- 


«igfD.llewTork.  NY. 

Zf\§m  (WAAT) .  Trenton,  VJ. 

^rflP,llt.Kl8CO.N.Y.         I 

1  Pvnaant  to  the  provisions  of  I  3.28 
<j)(t)  «f  the  Commission's  rules,  the 
It  tn  this  proposal  Indicates  a 
of  population  loss  of  18.41 
The  present  operation  shows 
of  population  loss  of  20.01 
A  waiver  of  i  3.28(d)  (3)  of  the 
^^li  requested. 

tlhe  proposed  25  mv/m  contour  of 
WJK^  proposal  Involves  an  overlap  of 
Iw  I  mv/B  contoiu-  of  Station  WEVD 
■Hob  ef  i  3.37  of  the  Commtsalon's 
It  ts  necessary  to  determine  If  the 
_  warrant  waiver  ot  said 

lUrrenhendes. 

I.  WJUC  presently  operates  as  a  Class 
If  gkitiBB  on  a  regional  <diannel.  This 
pnpoml  if  for  a  Class  nx  daytime  oper- 
Mm.  ani  to  continue  the  existing  Class 
If  spanttaB  in  the  nighttime  hours. 

It  fuKtor  appearing  that  in  view  of 
tto  fiMlanding  proposed  rule  making 
pwDiini^  in  Docket  No.  14419  with  re- 
gpni  to  pw-sunrlse  operation  with  day- 
ttM  ffeeffitles,  any  grant  of  the  proposals 
li  ttii  proeeedlng  prior  to  a  final  ded- 
dm  to  Dooket  14419,  should  be  appro- 
friiMf  OQBdltloned. 

It  further  appearing  that,  in  view  of 
Mm  loraffolng,  the  Commission  Is  unable 
Is  Bike  liie  statutory  finding  that  a 
piat  «f  the  subject  appUcatloas  would 
■ns  ttw  public  interast,  oonvenlenoe 
■i  Boossilty  and  Is  of  the  opinloa  that 
iH  ip^Mcatioos  must  be  designated  for 
kMrisg  In  a  consolidated  proceeding  on 
In  Imhs  set  forth  below: 

/t  <i  srfered.  That,  pursuant  to  seetlon 
lll(e)  of  the  CommunfcMitiona  Act  of 
UM.  M  amended,  the  instant  appUea- 
tkfot  are  designated  for  hearing  In  a 
WBSoUdated  proceeding,  at  a  time  and 
pliee  to  be  specified  in  a  subsequent 
(Mr,  upon  the  following  issues: 

1.  Tb  determine  the  areas  and  popu- 
httoos  which  would  receive  primary 
Hriee  from  the  proposals  of  Rockland 
Braadosftlng  Company,  Rockland  Radio 
OocvorattoQ  and  Rockland  Broadcasters, 
me,  «ni  the  aTaibMllty  of  other  pri- 
sary  service  to  suA  areas  and  popu- 
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other  primary  senrlce  to  such  areas  and 
populatlioa. 

8.  TO  deUrmine  the  nature  and  extent 
of  the  interference,  tf  any  that  each  of 
the  feiatawt  praposals  would  canse  to  and 
receive  from  each  other  and  the  inter- 
tertaace  that  each  of  the  Instant  proposals 
woold  reoetra  from  all  other  existing 
standard  broadcast  stations,  the  areas 
and  popnlatinna  affected  therd9y.  and 
the  avallahiU^  of  other  primary  service 
to  the  areas  and  populations  affected 
by  Interference  from  any  of  the  instant 
firtipoMuSw 

4.  To  determine  whether  the  Instant 
proposal  of  Rockland  Broadcasting  Com. 
pany  would  cause  objectionable  interfer- 
ence to  Station  WAIX>.  Station  WHBI, 
Station  WVIP.  or  any  other  existing 
standard  broadcast  stations,  and.  if  so. 
the  hatura  and  extent  thereof,  the  areas 
and  populathms  affected  thereby,  and 
the  avaUWiUity  of  other  primary  service 
to  such  areas  and  populations. 

5.  To  determine  whether  the  instant 
proposal  of  Station  WAAT  would  cause 
objeotionahle  interference  to  Station 
WTHT.  Station  WKAP.  Station  WOOD, 
Station  W^BR.  or  any  other  existing 
standard  broadcast  stations,  and.  if  so. 
the  nature  and  extent  thereof,  the  areas 
and  jfopnlMiaaoM  affected  thereby.  aiKi 
the  availabUtty  of  <rther  primary  service 
to  such  areas  and  populations. 

8.  To  determine  whether  the  instant 
proposal  of  Rockland  Radio  Corporation 
woidd  cause  objectionable  interference  to 
Station  WAVZ.  Station  WADO,  Station 
WHBI.  Station  WEEE,  or  any  other  ex- 
isting standard  broadcast  stations,  and, 
if  so,  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  primary 
service  to  such  areas  and  populations. 

7.  To  determine  whether  the  instant 
proposal  of  Rockland  Broadcasters,  Inc.. 
woi^  cause  obJeeUoneible  Interference 
to  Station  WAVZ.  Station  WADO,  Sta- 
tion WHBI.  Station  WTHT,  or  any  other 
fff'ftfng  standard  broadcast  stations, 
and,  if  10,  the  nature  and  extent  thereof, 
the  areas  and  populations  affected  there- 
by, and  tht  availability  of  other  prl- 
mai7  smdce  to  such  areas  and  popu- 


1  Tb  determine  the  areas  and  popu- 
wtolch  may  be  especfeod  to  gain 
irknary  serrioe  from  the  pro- 
opsrations  of  Station  WAAT  and 
VriUL  and  the  availablUtir  of 


8.  To  determine  whether  the  Instant 
proposal  of  Station  WJLK  would  cause 
obJactionabia  interference  to  Station 
WPOW.  Station  WEVD,  or  any  other 
existing  standard  broadcast  stations, 
and.  If  so.  the  nature  and  extent  thereof, 
the  areas  and  populations  affected 
thereby,  and  the  avallabUlty  of  other 
primary  service  to  such  areas  and 
populations. 

B.  To  determine  whether  the  inter- 
ference xieoeived  by  each  instant  pro- 
pond  from  any  of  the  other  proposals 
herein  and  any  existing  stations  would 
affect  mors  than  ten  percent  of  the 
popniatton  within  iU  normally  protected 
prlmaxjr  aenrice  area  in  contravention  of 
|SJ8(d)(l)  of  the  Commission's  rules 
and,  if  so,  whether  circumstances  exist 
-which  would  warrant  a  waiver  of  said 
section. 

16.  To  detennlne  whether  the  instant 
lof  Rockland  Broadcasting  Corn- 
would  saiwe  primarily  a  particular 
bltar,  (own,  or  other  political  subdivision 


un 

as  contemplated  by  I  S.SO<a)  of  the  Oom- 
mission's  nika  and,  tf  net,  whettwr  obr- 
eumstaaces  exist  which  would  warrant 
a  waiver  of  said  section. 

11.  To  detennlne  whether  overlap  of 
the  2  and  25  mv/m  contours  would  occur 
between  the  Instant  proposal  of  Rock- 
land Broadcasters.  Inc.,  and  Station 
WADO  in  contravention  of  1 3.3T  of  the 
Commission's  rules,  and.  If  so,  whettier 
circumstances  exist  which  would  Wiur- 
rant  a  waiver  of  said  section. 

12.  To  determine  whettier  overlap  of 
pie  2  and  25  mv/m  contonrs  would  occur 
between  the  inktant  proposal  of  Ettatkm 
WJLK  and  Station  WEVD  In  contraven- 
tion of  §  3.37  of  the  Commission's  rules. 
and,  if  so,  whether  circumstances  exlli 
which  would  warrant  a  waiver  of  said 
section. 

13.  To  determine  ^i^iether.  because  of 
interference  received,  the  proposed 
nighttime  operation  of  Ddsware  VaUey 
Broadcasting  Co.  (WAAT)  would  be  con- 
sistent with  i  S.24(b)  of  the  roles. 

14.  To  determine,  in  the  UiM  of  the 
section  307(b)  of  the  Commnnleattons 
Act  of  1934.  as  amended,  wMch  one  of 
the  proposals  for  Spring  Valley,  New 
York,  or  the  proposal  for  Trenlon,  New 
Jersey,  or  the  proposal  for  Arinry  FailE, 
New  Jersey. 'or  the  proposal  for  Bteu- 
velt.  New  York  (should  Issue  No.  19  be 
decided  favorably  for  Rockland  Brood- 
casting  Company)  would  beet  proflde  a 
fair.  efBclMit.  and  eQOitaUe  dlMributleB 
of  radio  servioe. 

15.  To  determine  In  the  event  it  is 
concluded  pursuant  to  Issue  No.  14  that 
one  of  ibt  proposals  for  Spring  VMBer. 
New  York,  or  the  proposal  for  Bloaf^ 
New  York,  should  be  faTored,  wMeh  eC 
the  said  mroposals  would  best  eerve  ttw 
public  Interest,  convenience  and 
sity  in  the  light  of  the  efvMenee 
under  the  Issues  herein  and  the 
made  with  respect  to  the  slgoUtoont  dif- 
ferences between  the  said  applisonte  as 
to: 

(a)  The  background  and  ^xperienoe 
of  each  having  a  bearing  on  tike  oppli- 
eanfs  ability  to  own  and  operate  ttw 
proposed  standard  broMeast  statlan. 

(b)  The  proposal  of  each  with  rsnissi 
to  the  manageBsnt  and  opeiattim  «( the 
proposed  station. 

(c)  The  programing  sftnriees  pnpoeed 
in  eadi  of  the  said  appUcotloaB. 

18.  To  determine,  in  the  hght  ef  the 
evidence  adduced  pursuant  to  thfe  fore- 
going Issues  which,  if  any,  of  the  instant 
applications  should  be  granted. 

It  it  further  ordered.  That  the  follow- 
ing licensees  of  the  stations  indicated 
are  made  parties  to  the  proceeding: 

Lieenaee  SUMon 

(1)  BartsU    BroxJeesfrs    of    Kew 

TorX,  Zoe WADO 

(3)  May  Radio  Broadcmst  Ooip WBBZ 

(S)  Suburban     BrotdCMtlng     Co., 

Inc 

(4)  Radio  18.  Inc 

(5)  WKAP.   Inc 

(6)  Time-Life  BrOftdCMt.  Xno WOOD 

(7)  Tlis WAVg  BroodCMtlTig  Oorp—  WAVZ 

(8)  Fairrlsw  BcoadcMtws,  Co.,  Ine,  WRSB 

(9)  WPOW.   Ino WPOW 

(10)  Debs    MflBorlal   JUdlo    Fond, 

Inc 

(11)  Ths    WUtlnwrs    Rsdlo    Show. 

Inc — — 
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It  i»  further  ordered.  That  in  the 
event  at  a  fnmt  of  the  applicaUon  of 
Delaware  Valley  Broadcasting  Co.,  the 
construction  permit  shaU  conUin  the  fol- 
lowing condition:  To  the  extent  that  it 
permite  operation  with  daytime  facul- 
ties prior  to  local  sunrise.  S  3.87  of  the 
Commission's  rules  is  not  applicable  to 
this  authorisation  and  such  operation  is 
prohibited.  ^    ^  ^ 

It  is  further  ordered,  That  the  Peti- 
tion to  Deny  fUed  by  the  Baltimore  Radio 
Show,  Inc.,  IB  granted  to  the  extent  set 
forth  in  the  next  preceding  ordering 
clause  and  is  denied  in  all  other  respects. 
It  is  further  ordered.  That  in  the 
event  of  a  grant  of  the  application  of 
Delaware  Valley  Broadcasting  Co..  the 
construoUon  permit  shall  contain  the  fol- 
lowing oondlUon :  Permittee  shall  install 
an  approved  type  of  frequency  monitor. 
It  is  further  ordered.  That  the  re- 
quest of  Rockland  Broadcasting  Com- 
p«ny  that  the  hearings  be  held  in  Rock- 
land County.  New  York  is  denied. 

It  is  further  ordered.  That  any  grant 
of  the  proposals  in  this  proceeding,  ex- 
cept the  Delaware  Valley  Broadcasting 
CO.  pn«)osal.  will  be  conditioned  as  fol- 
lows if  the  grants  are  made  prior  to  a 
final  decision  in  Docket  14419:  "Pending 
a  final  decision  in  Docket  No.  14419  with 
respect  to  pre-sunrise  operation  with 
daytime  facilities,  the  present  provisions 
of  i  3.87  of  the  Commission  riiles  are 
not  extended  to  this  authorization,  and 
such  operation  Is  precluded." 

It  is  further  ordered.  That,  to  avail 
thenuelvcs  of  the  opportunity  to  be 
heard,  the  applicants  and  the  parties  re- 
spondent herein,  pursuant  to  i  1  140  of 
the  Commission's  rules,  in  person  or  by 
attoiTiey.  shall,  within  20  days  of  the 
mailing  of  this  order,  file  with  the  Com- 
mission in  triplicate,  a  written  appear- 
ance stating  an  intention  to  appear  on 
the  date  fixed  for  the  hearing  and  pre- 
sent evidence  on  the  Issues  specified  In 
the  order. 

It  is  further  ordered.  That  the  appli- 
cants herein  shall,  pursuant  to  section 
311(a)  (2)  of  (he  Communications  Act  of 
1M4,  as  amended,  and  S  1.362ib>  of  the 
Cbnunisslon's  rules,  give  notice  of  the 
hearing,  either  individually,  or.  if  feasible 
Jointly,  within  the  time  and  in  the  man- 
ner prescribed  in  such  r\ile.  and  shall 
advise  the  Commission  of  the  publication 
of  such  notice  as  Quired  by  5  1  362<g> 
of  the  rules. 

It  is  further  ordered.  That,  the  issues 
in  the  above-captioned  proceeding  may 
be  enlarged  by  the  Examiner,  on  his 
own  moMon  or  on  petition  properly  filed 
by  a  par^  to  the  proceeding,  and  upon 
sufBcient  allegations  of  fact  in  support 
thereof,  by  the  addition  of  the  following 
issue:  To  determine  whether  the  funds 
available  to  the  applicant  will  give  rea- 
sonable assurance  that  the  proposals  set 
forth  in  the  application  will  be  effec- 
tuated. 


NOTICES 

[Docket  No    13*48;  FCC  83-149] 

SOUTH  MINNEAPOLIS 
BROADCASTERS 

Order  Designating  Application  for 
Hwaring  on  Stated  Issues 


Released:  February  12.  1962. 

Pkskiial  Communications 
Commission. 
I  SEAL]        Bkn  p.  Waplx. 

Acting  Secretary 

IFJ».    Doc     e3-1613;    Wed.    Feb     15.    1962 
8:46  am  1 


In  re  application  of  Charles  Nlles  and 
Marie  Niles,  d  b  as  South  Minneapolis 
Broadcasters.  Bloomington.  Minnesota. 
requests:  740  kc.  250  w.  DA-D.  Class  H. 
Docket  No.  12949.  File  No.  BP-14046, 
for  construction  permit. 

At  a  session  of  the  Federal  Commu- 
nications Commission  held  at  Its  ofDces 
in  Washington.  UC  .  on  the  6th  day  of 
February  1962: 

The  Commission  having  under  consid- 
eration the  above-captioned  and  de- 
scribed application; 

It  appearing,  that,  except  as  indicated 
by  the  issues  specified  below,  the  Instant 
applicant  is  legally,  technically,  finan- 
cially and  otherwise  qualified  to  con- 
struct and  operate  the  instant  proposal ; 
and 

It  further  appearing  that  the  follow- 
ing matters  are  to  be  considered  in  con- 
nection with  the  aforementioned  issues 
specified  tielow: 

1.  The  subject  proposal  appears  to 
cause  objectionable  interference  to  Sta- 
tion KBOE.  Oskaloosa,  Iowa. 

2.  The  proposed  25  mv/m  contour  ap- 
parently covers  substantially  less  than 
the  entire  business  area  of  Bloomington. 
in  contravention  of  I  3.188<b)<l>  of  the 
Commission's  rules.  Similarly,  the  pro- 
posed 5  mv  m  contour  would  fall  to  cover 
the  entire  residential  area  of  the  city,  in 
contravention    of    S3.188<bM2»    of    the 

rules. 

3.  A  subsUntial  question  exists  as  to 
whether  the  proposed  operation  repre- 
sents sound  engineering  practice,  since 
a  considerable  portion  of  the  city  of 
Bloomington  is  located  in  the  area  of 
maximum  signal  suppression. 

It  further  appearing  that  In  view  of 
the  outstanding  proposed  rule  making 
proceeding  In  Docket  No  14419  with  re- 
spect to  pre-sunrlse  operation  with  day- 
time facilities,  any  grant  of  the  InsUnt 
proposal  prior  to  a  final  decision  In 
Docket  No.  14419  should  be  appropriately 
conditioned. 

It  further  appearing,  that,  in  view  of 
the  foregoing,  the  Commission  is  unable 
to  make  the  statutory  finding  that  a 
grant  of  the  subject  application  would 
serve  the  public  interest,  convenience 
and  necessity,  and  Is  of  the  opinion  that 
the  application  must  be  designated  for 
hearing  on  the  issues  set  forth  below : 

It  is  ordered.  That,  pursuant  to  sec- 
tion 309<e>  of  the  Communlcatfons  Act 
of  1934.  as  amended,  the  Instant  appli- 
cation is  designated  for  hearing  at  a 
time  and  place  to  be  specified  In  a  sub- 
sequent order,  upon  the  following  Issues: 

1 .  To  determine  the  areas  and  popula- 
tions which  would  receive  primary  serv- 
ice from  the  subject  proposal  and  the 
availability  of  other  primary  service  to 
such  areas  and  populations. 

2.  To  determine  whether  the  instant 
proposal  would  cause  objectionable  inter- 
ference to  SUtion  KBOE.  Oskaloosa. 
Iowa,  or  any  other  existing  standard 
broadcast  sUtions,  and.  if  so.  the  na- 


ture and  extent  thereof,  the  , 
populations  affected  therebf, 
availability  of  other  prlmaxy 
such  areas  and  populatloos. 

3.  To  determine  whether  Ibt 
proposal  would  provide 
city  sought  to  be  served. 
{  3  188(b)    (1>   and  (2)  of  the  , 
sion's  rules  and.  If  not,  wheth« 
stances  exist  which  warrant  a 
said  section. 

4  To  determine  whether  a  ,^ 
the  city  sought  to  be  served  is  te 
of    maximum   signal   suppri 
if  so.  whether  the  proposed 
antenna  system   represents 
neering  practice,  especially  in  _ 
the  normally  expected  variatloiii 
nal  strength  occurring  in  nuU 
du  (H:tional  patterns. 

5  To  determine,  in  the  Ufht  #% 
evidence  adduced  pursuant  to  tt    ' 
Koing  issues,  whether  a  grant  sf  _ 
sunt  application  would  serve  thi 
lie  interest,  convenience  9ftA 

It  IS  further  ordered.  Thai 
Broadcasting  Company,  licenses  tt 
lion  KBOE.  Oskaloosa,  Iowa  is  mil  % 
party  to  the  proceeding. 

It  ts  further  ordered,  that  any  9m| 

of  the  instant  proposal,  prior  toalHI 

decision  in   Docket  No.   14411,  iA  li 

conditioned  as  follows:  "PendtafalHI 

decision  in  Docket  No.  14419  wtthfl^jit 

to   presunrlse    operation   with  dqilfei 

facilities,  the  present  provislOBS  i(  |UI 

of  the  Commission  rules  are  not  aliiW 

to  this  authorization,  and  sueh  IM»> 

tion  is  precluded."  s 

It  is  further  ordered.  That,  It  Ml 

it.self  of  the  opportunity  to  be 

applicant  and  party  respondeat 

pursuant  to  S  1.140  of  the 

rules,  in  person  or  by  attormf,  il|| 

within  20  days  of  the  malUiit  «(• 

order,  file  with  the  Commlsdoa " 


cate.  a  wiitten  appearance  sti^lfi» 
intention  to  appear  on  the  date  ftMlk 
the  hearing  and  present  evktaneeMiii 
i.ssues  specified  In  this  order. 

It  is  further  ordered.  That  thei|jl> 
cant  herein  shall,  -pursuant  to  «MB 
311«a)<2>  of  the  Coiiimmili sllw M 
of  1934.  as  amended,  and  1 1  JttiM  || 
the  Commission  rules,  give  lyMeeilii 
hearing,  within  the  time  sad  tell: 
manner  prescril)ed  in  such  ndc  Ik 
shall  advise  the  Commission  o*ttie|» 
lication  of  such  notice  as  reqoMV 
J  1  362 1 R )  of  the  rules. 

Released:  February  12.  196a. 


I  .SEAL  I 


I  F  R       D<1C 


FiDBIlAL  COMMOinCA' 

Commission. 
Ben  F.  Waple, 

Acting  SecrettVf. 

62   1614;    Filed.    Feb.    11.  I 
8:48  a.m  I 


I  Docket  No.  1461B;  FOC  e»-lM4 

WDSU  BROADCASTING 
(WDSU) 


Order  Designating  Appli 

Hearing  on  Stated  !•■— • '^^ 

In  re  appUcaUon  of  WDSI^  ■»; 
casting  Corporation  (WD6U).  WJ» 
leans.  Louisiana,  has:  12Wke.»^J^ 
1    U.  requests:  1280  kc,  6  kw,l«r*^ 


fthnuary  IS,  1962 

t  «a.  14616.  Pile  No.  BliCP-9065; 

m  of  construction  permit. 

of  the  Federal  OommimN 

L  h^  at  its  offlces  In 

D.C.,  on  the  6th  day  of 

rlMS: 
B^ijarion  having  under  oon- 

tbe  above-captioned  and  de- 
„._^  ttidleation: 
'^ZaZai.  that,  except  as  indicated 
kJ^laaes  wecifled  below,  the  appU- 
IL?ta  kcally.  technically,  financially 
•■■  "  — '-^  qualified  to  construct  and 
r,^  J  as  proposed  but  that  the 
u  operation  will  cause  inter- 
to  Stations  WDSP,  De  Funlak 
florida,  and  WSCM.  Panama 
,„jdi,  Plorlda. 
ft  fttlher  m>pearing  that  in  view  of 
^^IglaiMUng  proposed  rule  making 
jLjJJEiglnDocket  No.  14419  with  re- 
2^  to  yre-sunrise  operatton  with  day- 
^M  iMllities,  any  grant  at  the  instant 
MMonl  prior'  to  a  final  decision  In 
OlSt  No.  14419  should  be  vppro- 
uglily  ooodltioned. 

'  It  farther  appearing  that,  in  view  of 
te  tonfoing.  the  Commission  is  unable 
ti  Biks  the  statutory  finding  that  a 
^ak  <d  the  subject  appUcation  would 
ttis  public  interest,  convenience 
7,  and  is  of  the  opinion  that 
ion  must  be  designated  for 
^»j  on  the  Issues  set  forth  below: 
"a  it  ordered.  That,  pursuant  to  sec- 
Mi  IM(e)  of  the  Communications  Act 
If  |f|4,  w  smended.  the  Instant  appll- 
■  MllBB  Is  designated  for  hearing,  at  a 
Itat  end  place  to  be  specified  In  a  sub- 
■IMiit Order,  upon  the  following  issues: 
L  To  determine  the  areas  and  popula- 
Hm  vtaieh  may  be  expected  to  gain  or 
Iw  irimary  service  from  the  prcq^osed 
^nttOB  of  Station  WDSU  and  the 
MiDriiatty  of  other  primary  service  to 
aril  aieas  and  populations. 

1  lb  determine  whether  the  instant 
pipoal  would  cause  objectionable 
feiatesDce  to  Stations  WD6P.  De 
fMik  fillings,  Florida,  and  WBCM, 
Citar  Beach.  Florida,  or  any 
Mditing  standard  broadcast  sta- 
,  gnd.  If  so.  the  nature  and  extent 
the  areas  and  populations  af- 
_  thecdiy.  and  the  availability  of 
r  pflmary  service  to  such  areas  and 


,        FEDERAL  KEGfSTER 

dedalon  in  Docket  No.  14419  will  be 
conditioned  as  follows:  "Pending  a  final 
deoMon  In  Doeket  No.  14410  with  respect 
to  pre-flunrlae  operation  with  daytime 
fadlitiee,  the  present  provisions  of 
i  3  J7  of  the  Commission  rules  are  not 
extended  to  this  authorisation,  and  such 
operation  Is  precluded." 

It  is  further  ordered.  That  to  avail 
themselves  of  the  oivortunity  to  be 
heard,  the  vpllcant  and  parties  re- 
spondent herein,  pursuant  to  5  1140  of 
the  Dommlssion  rules,  in  person  or  by 
attorney,  shall,  within  20  dasrs  of  the 
mfciHng  of  this  Order,  file  with  the  Com- 
mission in  triplicate,  a  written  appear- 
ance stating  an  Intention  to  appear  on 
the  date  fixed  for  the  hearing  and  pre- 
sent evidence  on  the  Issues  specified  in 
this  order. 

It  is  further  ordered.  That  the  appli- 
cant herein  shall,  pursuant  to  section 
311(a)  (3)  of  the  Communications  Act 
of  1934.  as  amended,  and  1 1.362(b)  of 
the  Commission's  rules  give  notice  of 
the  heitrlng,  within  the  time  and  In  the 
manner  preecribed  in  such  Rule,  and 
shall  advise  the  CMnmission  of  the  pub- 
lication of  such  notice  as  required  by 
i  1.362(g)   of  the  rules. 

Released:  February  12,  1962. 

Fkdkkal  Communications 
Commission, 
[skal]        Bin  F.  Waplx. 

Acting  Secretary. 

[FJl.   Doc.   62-1015;    Piled,   Feb.    15,    1962; 
8:48  ajn.] 


1  lb  determine,  in  light  of  the  evi- 

adduced  pursuant  to  the  fore- 

laues,  whether  a  grant  of  the 

;  appUcation  would  serve  the  pub- 

li  fcilWMt,  convenience,  and  necessity. 

Jl  <i  furtiter  ordered.  That  the  Euchee 

Broadcasting  Co..  and  WSCM 

[.  Inc..  licensees  of  Stations 

and   WSCM.    respectively,    are 

feiAB  psitles  to  the  proceeding. 

tth  further  ordered.  That,  in  the  event 
ifsirsnt  of  the  application  of  the 
VD8D  Broadcasting  Corporation,  pro- 
will  not  be  authorized  imtU 
WSJC,  Magee,  Mississippi,  has 
1  program  tests  on  a  frequency 
'  ttna  1280  kilocycles  and  a  license 
IS  not  be  issuM  until  WSJC  has  been 
on  a  frequency  other  than  1380 


,  II  li  ttrther  ordered.  That  any  grant 
If  the  instant  proposal,  prior  to  a  final 

Il0.t8 i 


FEDERAL  POWER  COMMISSION 

[Dooktt  Ho.  CP6t-»e] 

TAYLOR9TOWN  NATURAL  GAS  CO. 

NoHca  of  Application 

FcasvAST  9. 1962. 

Take  notloe  that  on  October  16.  1961. 
as  sumHemented  on  January  2,  1962, 
Tsylorstown  Natural  Qsm  Company  (Ap- 
plicant). P.O.  Box  87,  Taylorstown. 
Pennsylyanla.  filed  in  Docket  No.  CP63- 
98  an  application  pursuant  to  section 
7(a)  of  the  Natural  Gas  Act  for  an  order 
of  the  Oommission  directing  The  Man- 
ufacturerg  Light  and  Heat  Company 
(Manufacturers)  to  establish  physical 
connection  of  its  facilites  with  those 
which  Applicknt  operates,  and  to  sell  and 
deliver  to  Applicant  natural  gas  for  re- 
sale and  distrlbatlon  in  Blaine.  Buffalo. 
Donegal,  and  East  Finley  Townships  and 
Claysvllle  Borough,  all  in  Washington 
County.  Pennsylvania,  all  as  more  fully 
set  forth  in  the  application,  as  supple- 
mented, which  is  on  fUe  with  the  Com- 
m*f**"  WDd  open  to  public  inspection. 

Applicant,  which  is  regulated  by  the 
Pennsylvania  Public  utility  Commissicm. 
states  that  it  serves  about  1.000  custom- 
en  at  retail  in  the  above-named  com- 
mtmitleB.  For  more  than  60  years  Ap- 
plicant's source  of  natural  gas  supply  has 
been  from  local  wells  In  this  area,  called 
the  Ta^^corstown  Field.  Applicant  both 
produces  and  purchases  gas  in  this  area. 
Tlie  appUeatioQ  states  that  this  field  is 
Tocm  diminishing  in  production  and  ap- 
proacUtng  depletion;  and  since  no  fur- 
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ther  developmoit  of  the  field  is  antiot- 
pated.  Applicant  finds  it  neceiary  to 
augment  its  gas  supply  by  purch—  of 
gas  from  Manufactiu^rs,  an  interstate 
pipeline  whose  facilities  are  located  in 
this  area. 

To  serve  Applicant  as  requested*  lian^ 
iifacturers  would  have  to  buUd  two 
%  separate  connections  with  Applicant's 
system  and  meters  in  ttie  vicinity  of  Tsy- 
lorstown. Pennsylvania.  Aiwlleant  pro- 
poses to  construct  ttie  neoessary  pipdine 
between  the  taps  on  Manufacturers  sys- 
tem and  its  own  system  at  a  cost  of  about 
$200  to  be  defrayed  from  eadi. 

Applicant  considers  the  1860  require- 
ments of  190,186  Mcf  of  gas  at  14.73 
psla  and  the  peak  and  average  days,  re- 
spectively, of  2,184  and  523  Mcf  of  gas 
to  be  typical  of  the  area's  future  require- 
ments. Applicant  estimates  the  total  re- 
maining reserve  in  the  T^t^orstown  field 
to  be  1.000,000  Mcf  of  gas  and  the  dedine 
in  production  to  be  about  10  percent 
annually.  To  meet  this  decline  in  pro- 
duction. Applicant  states  that  it  wiU  re- 
quire from  Manufacturers  annual  vol- 
umes of  about  40.008  Mcf  of  gas  and  up 
to  1.000  Mcf  of  gas  per  day  on  peak  days. 
Applicant  would  purcttase  gas  under 
Manufacturers'  CD6-1  Rate  Sdi^dule. 

Manufacturers  filed  its  answer  to  the 
subject  application  on  November  17. 1861, 
as  supplemented  on  Deeemlier  18.  1861. 
stating  that  it  is  able  and  willing  to 
render  the  proposed  service. 

Protests,  requests  for  heuing,  or  peti- 
tions to  Intervene  in  this  prooeedtng  wbmj 
be  filed  with  the  Federal  Power  Commis- 
sion, Washington  36.  D.C.,  in  aooordancs 
with  the  Commission's  rules  of  inaetica 
and  procedure  (18  CFR  1.8  or  1.10)  on  or 
before  March  5, 1963. 

JOSSPH  H.  OUTSIN, 

Seeretmrw. 

{F.R.   Doc.    Sa-lSet;    PUad.   FM».    15,    1963; 
8:46  am.] 


[Docket  No.  Biea-sai  etc.] 

HUMBLE  OIL  «  REFINING  CO.  ET  AL. 

Order  Providing  for  Hoarings  oa  CMid 

Suspension  of  Proposed  Chcnfos 

in  Rofes^ 

FssaoasT  8,  1863. 

Humble  Oil  k  Refining  Company. 
Docket  No.  RI62-321;  Walters  DrilllQV 
Company  (Operator) ,  et  al..  Docket  NO. 
RI62-322;  Hamilton  Brothers,  Ltd.. 
Docket  No.  RI62-323;  Socooy  M^U 
Oil  Ccmpany,  inc..  Docket  No.  RIt8- 
324;  Sunray  Mid-Continent  Oil  Com- 
pany, jyo^kxi  No.  RI63-32S;  Shdl  OH 
Company,  Docket  No.  RI63-S38;  pities 
Service  Petroleum  Company.  Dodcet  No. 
RI62-327:  The  British-American  Oil 
Producing  Company,  Docket  No.  RI62- 
328.  , 

The  above-named  respondents  have 
tendered  for  filing  proposed  dumges  In 
presently  effective  rate  schedules  for 
sales  of  natural  gas  subject  to  the  Juris- 
diction of  the  Comndstton.  Tte  pro- 
posed changes  are  designated  as  follows: 


*■  TUs  order  does  not  iirovlde  for  the  con- 
■oxidation  tat  hearing  or  disposition  Ot  ttaa 
several  matter*  covered  herem,  nrr  stacndd  tt 
be  BO  construed. 
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RI«a-XM 


SI«3-»6 


Bie-3a7. 

RIt»-338 


Humble  Oil  A  K< -flii- 

bif  Co.,  P.O.  Boi 

2180,  Houston  1 , 

Tm. 
Walton  DrlUlnK  Co 

(Operator),  et  al  , 

5H)0Tph*uin 

BoUdlnc,  Wk-hiu 

2,  Kaiu. 
HMnlltoa  Bros.,  Ltd  , 

cAo  Tlppit  A 

HaakeU,  Attorney, 

Denver  Club 

BuUdtng,  Denver  2, 

Colo. 
Soeony  Mobil  Oil  Co 

Inc.,  IfiO  K«st  42(i 

StrMt,  New  York 

17.  N.V. 
Sonny  Mld-Coiui- 

nentOUCo.,  P.O 

Box  a03»,  1'uls«  2, 

OkU. 


SbeU  Oil  Co.,  SO  Wo»t 
mil  street.  New 
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Cttlet  ScrTtee  P'tin- 
Inun  Co.,  Cities 
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'.Soiilli  [.oiimUna''. 

(Dies  S.H1I1-  <la.s  Co,   I  .N'ortli  Wist 
'Sliiroir  KiiM,  BjrkT  County,  Kan  ' 


Inc.  (C.iiuni  k  K;'iO.   I  ri  i,  (   .iiinty. 

okl.i 


Wiiriii  rilrol.uin  Curl).  .  I'.kiili.ui<ll<' 

Ki.l<l,  WliP^-liT  County,  T'-J  iiH  R. 

DlslrMt  No  10). 

...<lo        

Nature  «liw  Pipeline  Co.  of  America 

(Camrit'k    Kj<l<l,    B<';nrr    County, 

Okia  ). 
....lo 
PaulianUli-    KiwUm    Plp«     I.lin"    Co 

(<?aiura-k     Ku-I'l,     TrxM    County, 

OkIa  > 
Natural  <'».s  I'lpclinr  ("o.  of  Arurru* 

(Camrlck    Kithl,    B«'av»-r    County, 

Okla.). 
NoTtlx-m    Natural   Oas   Co     (Kinis- 

worth     Field,     Oilllltrtc     1  ounty, 

Tfi  )  (K.R.  Dlstilct  No.  101 
Paiihan<ll<-    Kaateni    Plix>    l.i'"    ('•'■ 

(.Morton  County,  Kjhis  i. 

Naturul  Ciits  I'lprllne  Co.  of  Amvrlt'a 
(CanirK-k  KuM.  B«>av.T  County, 
Okla.).  ^ 

MIsuL-wippl  Kivtr  Ku«l  Corp  Whs 
kom  KmM,  M.uTi«>n  Coinils.  Irt  i 
(H  K    l>i.slri.  I   N>  t> 
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>  Tb*  ItltMl  aflKtlve  dau  Is  the  l.it  day  aftir  npiratlon 
ttln.  ar,  if  latar.  tba  date  proposed  by  the  retiMiidtnt. 
*TSt  UIDIlim  bMT  fbr  all  sales  iv  14  fV^  i^ia.  except  for  t 
Co..  wfaleta  is  16.026  pela. 


of  the  roquiri''!  -tatiilory 
h  .1  of  HiiMiMr  "','  A  Ito- 


'  I'lfiodlc  mil'  iiuTi'  i««' 
•  R»'<lotTiiilne'l  r.ile  lii<Te, 
Ki.  Id  .IS  ilitorniiTifil  hy  ;lu' 


i%>  h.t'4  ii  nri  «('li:)iied  avora^rr  prtoe  In  tlM 
Vi\.n  It  iilro.i'l  Cornralsi^loii. 


The  pnvoaed  increased  rates  exceed  the 
appUeable  area  price  levels  set  forth  in 
tiM  Commission's  Statement  of  General 
Policy  No.  61-1,  as  amended  (18  CPR, 
ClM|i«er  I.  Part  2.  I  2.56) . 

The  proposed  chanced  rates  and 
charges  may  be  unjust,  unreasonable. 
unduly  discriminatory,  or  preferential. 
or  otherwise  unlawful. 

Hie  Commission  finds:  It  is  necessary 
and  proper  in  the  public  interest  and 
to  aid  In  the  enforcement  of  the  pro- 
Tiakms  of  the  Natural  Oas  Act  that  the 
Commission  enter  upon  hearings  con- 
cerning the  lawfulness  of  the  several 
proposed  changes  and  that  the  above- 
designated  supplements  be  suspended 
and  the  use  thereof  deferred  as  herein- 
after ordered. 

The  Commission  orders : 

(A)  Pursuant  to  the  authority  of  the 
Natural  Oas  Act.  particularly  sections  4 
and  15  thereof,  the  Commission's  rules 
of  practice  and  procedure,  and  the  regu- 
lations under  the  Natural  Oas  Act  (18 
CPR;  Ch.  I),  public  hearings  shall  be 
held  upon  dates  to  be  fixed  by  notices 
from  the  Secretary  concerning  the  law- 
fulness of  the  several  proposed  increased 
rates  »>m1  charges  contained  in  the 
aboi^e-deslgnated  supplements. 

(B)  Pending  hearings  and  decisions 
thereon,  the  above -designated  rate  sup- 
plements are  hereby  suspended  and  the 
use  thereof  deferred  until  the  date  Indi- 
cated In  the  above  "Date  suspended 
imtil"  column,  and  thereafter  until  such 
further  time  as  they  are  made  effective 
in  the  manner  prescribed  by  the  Natural 

Act. 


(C)  Neither  the  supplements  hereby 
suspended,  nor  the  rate  schedules  sought 
to  be  altered  thereby,  shall  be  changed 
until  these  proceedings  have  been  dis- 
posed of  or  until  the  periods  of  suspen- 
sion have  expired,  unless  otherwise 
ordered  by  the  Commission. 

(D)  Notices  of  intervention  or  peti- 
tions to  intervene  may  be  filed  with  the 
Federal  Power  Commission,  Washington 
25,  D.C..  in  accordance  with  the  rules  of 
practice  and  procedure  (18  CFR  1.8  and 
1.37<f))  onorbefore  Aprils,  1962. 

By  the  Commission. 

Joseph  H.  Gutrioe, 
Secretary. 

(PR      Dor     62    1545:     Piled,     Feb      15.     1963; 
8:45  a. ml 
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I  Docket  No    CI60  652 1 

F.  A.   GALLERY,  INC.,   ET  AL. 

Notice  of  Application  and  Date  of 
Hearing 

February  9,  1962. 

Taice  notice  that  on  May  23,  1960, 
F.  A.  Callery.  Inc..  et  al.  (Applicant), 
Bank  of  the  Southwest  Building,  Houston 
2,  Texas,  filed  in  Docket  No.  CI6a-«62 
an  application  pursuant  to  section  7(b) 
of  the  Natural  Oas  Act  for  permission 
and  approval  to  abandon  natural  gas 
service  to  United  Fuel  Oas  Company 
from  the  Lullng  Field.  St.  Charles  Parish, 
Louisiana,  all  as  more  fully  set  forth  In 
the  application  which  is  on  file  with 


the  Commission  and  open  to  wtH 
inspection.  '  ~ 

~  Applicant  was  authorised  in  IMM 
No.  O-10996  on  April  27,  1967  to  nB 
the  subject  service. 

The  application  states  that  tbi  pi 
supply  from  which  the  subject  anlH 
was  rendered  is  depleted. 

This  matter  is  on€  that  should  blA^ 
posed  of  as  promptly  as  posiOile  Wtt 
the  applicable  rules  and  regulatiWial 
to  that  end: 

Take  further  notice  that,  purtOMlfc 
the  authority  contained  in  and  ■'Ml' 
to  the  jurisdiction  conferred  uptiwl 
Federal  Power  Commission  by 
7  and  15  of  the  Natural  Oas  Art. 
Commission's  rules  of  practlee  i 
cedure.  a  hearing  will  be  htM  OB 
13, 1962.  at  9:30  ajn.,  e,s.t..  In  a 
Room  of  the  Federal  Power 
441  O  Street  NW..  Washington. 
concerning  the  matters  involved  tej 
the  issues  presented  by  such 
Provided,  however.  That  the 
sion  may.  after  a  non-conteeted  .^ 
dispose  of  the  proceedings  vatmtmM 
the  provisions  of  S  1.30(c)  (ir  «  •« 

the  Commission's  rules  of 

procedure.    Under  the  piooediiit 
provided  for.  unless  otherwl« 

it  will  be  uiuiecessary  for  —       , 

appear  or  be  represented  at  thelgiW^ 

Protests  or  petitions  to  luliiPWI  Wm 
be  filed  with  the  Federal  Pofll 
mission.  Washington  25.  D.C^  ^   ^^ 
anee  with  the  rules  of  praeUei  iWlJ 
cedure  (18  CPR  1.8  or  1.10)  oii«i^ 
March  1,  1962.    Failure  of 


rtbruary  16,  1962 

.gl  «Bd  participate  In  the  hear- 
I  it  eonstrued  as  waiver  of  and 
-»  „  jiiTT  In  omission  herein  of  the 
*[*?^*^  dedslon  in  cases  where  a 
'"^T^^f^igfor  is  made.     | 

Joseph  H.  OnrRmi, 
Secretary. 


If*.  »«• 


0»-lSOI;    Filed,    Feb.    18.    1002; 
0:«5  sjn.]      , 
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jQWrnS  AND  EXCHANGE 
COMMISSION 

[FUe  No.  811-800] 

OAUIEY  MOUNTAIN  CO. 

Nrilco  0f  Applicotion  for  Order  Da- 
ihriafl  Thoff  Compony  Hos  Caatad 
Te  le  «Hi  Invattmant  Company 

FlBBUAIT  9,  1962. 

Itotlot  is  hereby  given  that  an  appll- 
dtion  bai  been  filed  pursuant  to  section 
Kf)  of  the  Investment  Company  Act  of 
im  for  an  order  of  the  Commission 
tr^ttim  that  The  Oauley  Moimtain 
OH^gBF  ("Applicant") ,  500  Fifth  Ave- 
M,  Kiv  Toik.  N.T.,  a  registered  dosed- 
^  iDfootment  company,  has  ceased  to 
li  aa  tDfOfltment  company. 

Hm  niplf**"^"  represents  that,  pur- 
MBk  to  shareholder  approval  of  a  Plan 
d  Canplete  Liquidation  given  on  No- 
nabm  21«  1958,  Apirflcant  was  dissolved 
aDoeenber  12. 1958.  upon  the  Issuance 
rf  s  Oertlflcate  of  Dissolution  t^  the 
of  State  of  the  State  of  West 
The  application  further  rep- 
that  all  of  Applicant's  ou^stand- 
BS  have  been  surrendered  and 
availaUe  after  satisfying  AnDli- 
MoUUUes  have  been  distributed  to 
tbi  riiaiebolders. 

ateUon  8(f)  of  the  Act  provides,  in 
fort,  tbat  whenever  the  Commission 
^■i  appUeation  finds  that  a  registered 
haalMit  company  has  ceased  to  be 
m  iBieotBaent  company.  It  shall  so  de- 
dM  Ir  order  and  that  upon  the  taking 
Alt  of  ouch  order  the  registration  of 
■ktanptoy  ohall  cease  to  be  in  effect, 
lo  further  given  that  any  Inter- 
loloon  may,  not  later  than  Feb- 
M,  1962,  at  5:30  p.m.  submit  to 
toOmmlaslon  in  writinig  a  request  for 
okwtag  on  the  matter  accompanied  by 
tdotnoDt  u  to  the  nature  of  his  Inter- 
■k  Hm  roaoon  for  such  request  and  the 
jMll  of  fact  or  law  proposed  to  be 
Wtomrted,  or  he  may  request  that  he 
lOMttOed  if  the  Commission  shall  order 
alioikit  thereon.  Any  such  communi- 
diould  be  addressed:  Secretary, 
and  Exchange  Commission, 
n  25.  D.C.  A  copy  of  such 
dull  be  served  personally  or  by 
(itr  man  if  the  person  being  served 
dod  more  than  500  miles  from  the 
oCmaOing)  upon  applicant  Proof 
d  Mh  service  (by  affidavit  or  In  case 
*<>  »ttomey-at-law  by  certificate) 
■■Mbo  ffled  contemporaneously  with 
■*MWoot  At  any  time  after  said  date, 
Hinvldod  by  Rule  0-5  of  the  rules  and 
promulgated  under  the  Act, 
lor  disposing  of  the  application 
may  be  issued  by  the  Commission 


FEDERAL  REGISTER 

upon  the  bads  of  the  showing  contained 
In  laid  application,  unlees  an  order  for 
hearing  upon  aald  application  shall  be 
Issued  upon  request  or  upon  the  Com- 
mission's own  motion. 

By  the  Commission. 

[SBAL]  GavAL  L.  Dubois, 

Secretary. 

[PJt.    Doc.    63-1819:    Filed.    Feb.    15.    1962; 
8:48  ajn.] 


[File  No.  248-1859] 

PACIFIC  ALASKAN  LAND  & 
LIVESTOCK  CO. 

Order  Tomporarily  Suspending  Ex- 
•mptioa,  Statamont  of  Reasons 
Thorvfor,  and  Notice  of  Oppor- 
tunity for  Hearing 

Fbbvart  12.  1962. 

I.  Pacific  Alaskan  Land  k  Livestock 
Company  (lasuer) ,  P.O.  Box  2111,  Fair- 
banks. AlaAa,  an  Alaskan  corporation. 
filed  with  the  Oommlwsion  on  October  19, 
1961,  a  notlflcatlon  on  Form  1-A  and  an 
offering  droolar  relating  to  a  pr(v>oeed 
ofliertnc  of  M,900  shares  of  no  par  value 
common  afeock  at  f  10  per  share,  an  ag- 
gregate offering  of  $900,000,  for  the  pur- 
poae  of  obtaining  an  exempti(m  from  the 
reglstratlan  provisions  of  ttie  Becuritlee 
Act  of  1919,  ai  amended,  pursuant  to  the 
ptovlalopg  ot  aeetion  3(b>  thereof  and 
Regulation  A  promulgated  thereunder. 

n.  The  OommioBlon  has  reasonable 
cause  to  believe  tlwt: 

A.  The  tenno  and  conditions  of  Regu- 
lation A  havo  not  been  complied  with,  in 
that: 

1.  The  notifieation  does  not  disclose 
information  oonceming  affiliates  as  re- 
quired bf  Item  2(b)  of  Form  1-A; 

2.  The  financial  statements  filed  by 
the  ioouer  are  not  prepared  in  accord- 
ance with  generally  accepted  accounting 
principles  and  practleee  and  do  not  meet 
the  requtremenls  of  Regulation  A. 

B.  TlM  offering  circular  contains  un- 
true otatOMonti  of  material  facto  and 
omits  to  rtate  material  facts  necessary 
in  order  to  make  the  statements  made. 
in  the  light  of  the  cireumstanees  under 
iHbitki  they  are  made,  not  misleading, 
partfeulaiU  with  reepect  to: 

1.  Tha  fidlare  to  discloee  accurately 
and  adequatdy  the  past  hlstcwy  of  the 
issuer  and  the  activities  of  Mr.  cnine  S. 
Kooni  in  connection  with  the  promotion 
thereof; 

3.  Tlie  faflure  to  disclose  accurately 
and  adoqoatdy  the  direct  and  indirect 
interests  of  oiBcers  and  directors  of  the 
issuer,  tbe  consideration  paid  for  the 
interests  and  the  circumstances  relating 
to  the  acquisition  of  such  Interests; 

3.  The  failure  to  disclose  accurately 
and  adequately  the  extent  and  nature  of 
the  control  exercised  by  Mr.  C?line  S. 
Koonz  over  the  past,  present  and  future 
actlvitleo  of  the  Issuer; 

4.  The  failure  to  disclose  accurately 
and  adequately  the  current  financial 
status  of  the  Issuer  and  the 'possible  ad- 
verse ^ect  thereof  on  the  operation  of 
the  issuer's  proposed  business; 

5.  Tlie  faUure  to  disclose  accurately 
and  adequately  the  extent  and  nature  of 
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the  financing  necessary  to  enable  the 
issuer  to  undertake  <veration  of  its  pro- 
posed business  as  set  forth  in  the  oflntaig 
circular  and  the  f  aUure  to  diseloee  ac- 
curately and  adequatdy  what  the  offect 
would  be  OD.  the  Issun^s  propoeed  opera- 
tions if  less  thvi  the  entire  cfforing  is 
sold; 

6.  The  failure  to  disclose  accurately 
and  adequately  whether  the  issuer  will 
have  the  ability  to  operate  successfidly 
if  only  $100,000  is  raised  from  the  of- 
fering; 

7.  The  failure  to  disclose  accurately 
and  adequately  the  difflculties  to  be  en- 
countered and  the  expense  involved  in 
acquiring,  sheltering,  feeding  and  rais- 
ing cattle  in  the  Aleutians,  and  In  trans- 
porting cattle,  feed  and  supplleo  biotween 
the  sources  of  supplies,  the  Aleutian 
Islands  and  the  maiicets  for  beef; 

8.  The  faUure  to  ^Hiwkwp  accurate 
and  adequatdy  the  possible  tracts  avail- 
able for  purchase  or  lease  for  the  con- 
duct of  the  issuer's  proposed  businees. 
their  exact  location,  the  probabia  tarns 
and  conditions  of  such  leoaea»  the  mao- 
ber  of  acres  of  audi  land  needed  for  tti 
operations,  and  the  feastbOitv  of 
location  from  the  standpoint  of 
conditions  favoraUe  for  raWng 
the  availabiUty  of  feed  and  the 
ties  and  expense  of  tranaportatioa  of 
cattle  and  feed; 

9.  The  faUure  to  disclose  accvratdy 
and  adequately  the  length  of  timo  re- 
quired to  buiki  up  a  herd  and  the  failure 
to  dl^ploee  that  during  aaeh'timm  Um 
company  will  have  little  or  no  income 
and  considerable  expenoe; 

10.  The  failure  to  dtadose  aeourataly 
and  adequate  the  location  ^  the  asr- 
kets  for  the  beef  the  issuer  ptopaets  to 
grow,  process  and  market; 

11.  The  failure  to  disclose  amn-ateiy 
and  adequately  the  effect  on 
ability  to  operate  and  market  ito 
successfully  if  cattle  cannot  be 
slaughtered  under  government  standards 
and  infection; 

12.  The  use  of  financial  utotamwilfo  of 
the  company  wtiich  are  not  prepared  in 
confonnanee  with  generally  eceepted 
accounting  principles  and  practicea 

C.  The  offering  would  be  made  in  vio- 
lation of  section  17  of  the  Securities  Act 
of  1933.  as  amoided. 

m.  It  is  ordered.  Pursuant  to  Rule 
261  (a)  of  the  general  rules  and  regula- 
tioaa  under  the  Securities  Act  of  1983,  as 
amended,  that  the  exonptlon  under 
Regulation  A  be.  and  it  hereby  is,  tem- 
porarily suspended. 

Notice  is  hereby  given  that  any  poson 
having  any  interest  in  the  matter  may 
file  with  the  Secretary  of  the  Commloffam 
a  written  request  for  a  hearing  within 
thirty  days  after  the  entry  of  this  order; 
that  within  twenty  days' after  receipt  of 
such  request  the  Commission  will,  or  at 
any  time  vcpoD.  Its  own  motion  may.  set 
the  matter  down  for  hearing  at  a  idace 
to  be  designated  by  the  Commission  for 
the  purpose  of  determining  whether  this 
order  of  snspensioQ  should  be  vacated  or 
made  permanent,  without  i^viudlce. 
however,  to  the  consideration  and 
presentation  of  additional  matters  at  the 
hearing;  that  if  no  hearing  is  reqooeted 
and  none  is  ordered  by  the  Commtwdon. 
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this  order  shall  become  permanent  on 
the  thirtieth  day  after  its  entry  and  shall 
remain  in  tf  ect  imless  or  until  it  is  modi- 
fted  <»-  vacated  by  the  Commission;  and 
that  notice  of  the  time  and  place  for  any 
hearing  will  be  promptly  given  by  the 
Commission. 
By  the  Commission. 

[SSAL)  ORVAL    L.    EmBoiS. 

Secretary. 

IFJl.    Doc.    62-1620;    Filed,    Feb      15.    1962. 
8:46  am  | 


[FUe  No.  812-14401 

PtOVIDENT  FUND  FOR  INCOME,  INC., 
AND    PROVIDENT    MANAGEMENT 
CORP. 
Nonce  of  Filing  of  Application  for 
Order  of   Exemption 

FlBRUARY    8.    1962. 

Notice  is  hereby  given  that  Provident 
Fund,  for  Income,  Inc.  ("Fimd").  of  3 
Fcnn  Center  Plaza,  Philadelphia,  Penn- 
sylvania, a  Delaware  corporation  and  a 
management  open-end  diversified  in- 
vestment company  registered  under  the 
Investment  Company  Act  of  1940 
("Act")  and  Provident  Management  Cor- 
poration of  3  Penn  Center  Plaza,  Phila- 
delphia. Pennsylvania,  a  Etelaware  corpo- 
rmtion  and  the  Fund's  principal  under- 
writer, have  filed  a  joint  application 
pursuant  to  section  6(c)  of  the  Act  for 
an  order  of  the  Commission  exempting 
certain  sales  of  Fund  shares  from  the 
provlslODS  of  section  22(d)  of  the  Act. 

The  iMTice  at  which  the  Fund's  shares 
are  offeied  currently  to  the  public,  as 
described  in  its  prospectus,  is  the  net 
anet  value  of  the  shares  plus  a  sales  load 
varylnc  with  the  dollar  amount  of  the 
purehase.  The  sales  load  is  expected 
to  be  increased  on  the  effective  date  of 
a  registration  ^statement  amendment 
which  will  be  filed  by  the  Fund  under 
the  provisions  of  the  Securities  Act  of 
1933.  The  following  table  shows  the 
current  and  proposed  sales  load  ex- 
pressed as  a  percentage  of  the  applicable 
offering  price : 


.\inoum  of  purrti  i-« 


rre.seiil     ,    Proj>o.-«'<l 

bill's  lo;»  I       talcs  load 


Under  15.000.... 

taO,000-lBQ,9M. 
tlOO,000-t1W.9W 

owriaoo,ooo. 


8..1 
A.0 

(  n 

i   M 

J  o 
I  n 


7  a 

V  0 

4  0 

-•  0 

J  0 


The  sales  load  which  is  currently  appli- 
cable to  a  single  purchase  of  a  given 
quantity  of  shares  is  also  applicable  if 
such  quantity  is  purchased  during  any 
consecutive  13-month  period  pursuant 
to  a  so-called  "Letter  of  Intention"  en- 
tered into  between  the  purchaser  and 
Provident  Iiianagement  Corporation. 
This  is  an  agreement  in  which  the  pur- 
chaser states  that  within  the  next 
thirteen  months  he  intends,  but  is  not 
committed,  to  make  purchases  aggregat- 
ing a  specified  amount,  and  in  which  it 
is  agreed,  and  procedures  are  provided 
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to  assure,  that  the  sales  load  charged  on 
such  purchases  will  be  that  described  In 
the  prospectus  for  a  single  transaction 
of  the  aggregate  amount  actually  pur- 
chased. 

Exemption  from  the  provisions  of  sec- 
tion 22'd)  Is  sought  to  permit  those  in- 
vestors who  executed  such  an  agreement 
within  13  months  prior  to  the  effective 
date  of  the  new  public  offering  price  to 
complete  purchases  of  Fund  shares  under 
such    agreements   at    the   then   current 
rather  than  tlie  proposed  public  offering 
price,  if  the  then  current  price  was  lower. 
Section  22(d»  of  the  Act,  with  certain 
exceptions  not  here  relevant,  prohibits 
a    registered   investment   company,    its 
principal  underwriter,  or  a  dealer  from 
selling  its  redeemable  securities  to  any 
person  except  at  a  current  public  offering 
price  described  in  Its  prospectus.     Gen- 
erally   speaking,    Rule  '  22d-l     adopted 
under  the  Act,  among  other  things,  ex- 
empts   from    the    provisions   of    section 
22(d)  the  sale  of  such  securities  in  ac- 
cordance with  a  scale  of  reducing  sales 
load  varying  with  the  aggregate  quantity 
of  securities  purchased  by  any  person 
within  a  period  of  not  more  than  thirteen 
months  pursuant  to  a  written  statement 
of    his    intention,    if    the    procedures 
utilized  are  described  in  the  prospectus 
and  applicable  to  sales  to  all  persons. 
Section  6(c)  of  the  Act  provides  that  the 
Commission,  by  rule,  regulation,  or  order, 
may  exempt  any  person  or  transaction 
from  any  provisions  of  the  Act  if,  and  to 
the  extent  that,  such  exemption  is  neces- 
sary or  appropriate  in  the  public  interest 
and  consistent  with  the  protection  of  in- 
vestors and  the  purposes  intended  by  the 
Act. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  Feb- 
ruary 23.  1962,  at  5:30  pjn..  submit  to 
the  Commission  in  writing  a  request  for 
a  hearing  on  the  matter  accompanied  by 
a  statement  as  to  the  nature  of  his  inter- 
est, the  reason  for  such  request  and  the 
issues  of  fact  or  law  proposed  to  be  con- 
troverted, or  he  may  request  that  he  be 
notified  if  the  Commission  shall  order  a 
hearing  thereon.    Any  such  commimica- 
tion    should    be    addressed:    Secretary. 
Securities   and   Exchange  Commissicm, 
Washington  25,  D.C.    A  copy  of  such  re- 
quest shall  be  served  personally  or  by 
mail  (air  mail  if  the  person  being  served 
is  located  more  than  MO  miles  from  the 
point  of  mailing)  upon  Applicant.    Proof 
of  such  service  (by  affidavit  or  in  case 
of   an    attomey-at-law    by   certificate) 
should  be  filed  contemporaneously  with 
the  request.   At  any  time  after  said  date, 
as  provided  by  Rule  0-5  of  the  rules  and 
regulations  promulgated  \mder  the  Act, 
an  order  disposing  <rf  the   application 
herein  may  be  Issued  by  the  Commission 
on  the  basis  of  the  showing  contained  in 
said   application,    unless   an   order   for 
hearing  upon  said  application  shall  be 
Issued  upon  request  or  upon  the  Commis- 
sion's own  motion. 


By  the  Commission 

(SEAL)     . 


Orval  L  EhjBois, 

Secretary. 

\rn     Doc     ea   1621:    Filed.    Feb.    15,    1962; 
8  46  am  I 
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COMMISSION 

FOURTH   SECTION  APPUCAIMt;' 
FOR  REUEF 

FnsTJStT  12,  i|a - 
Prote.sts  to  the  granting  of  mi 
lion  must   be   prepared   In 
with  Rule  40  of  the  general  rules «| 
tice  (49  CFR  1.40)   and  filed      __ 
days  from  the  date  of  pubUcattoa^ 
notice  in  the  Fideral  RsonrflL      i?*^ 

Long-and-Short  Haul 

FSA  No.  37554:  Roofing  satf 
materials  from  Shreveport,  £«. 
Southwestern  Freight  Bureau. 
B-8152).    for    interested    rail 
Rates  on  roofing  and  building 
and  slate,  as  described  in  the  ai 
in  carloads,  Shreveport.  La.,  toStlij^ 
Mo.,  and  East  St.  Louis,  111. 

Grounds     for     relief:     Maifcet  «^ 
petition. 

Tariff :  Supplement  18  to 
Freight  Bureau  tariff  I.C.C.  4480 

FSA  No.  37555:  Cattle  from  sal  k 
stations  on  the  CANW  «».  fflit  ^ 
Chicago  and  North  Western 
Company  (No.  4-A).  for 
Rates  on  cattle,  ordinary,  for 
ing  purposes.  In  carloads,  bstWMB  i| 
stations  on  the  Chicago  and  North  Wai- 
em  Railway. 

Grounds    for    relief:    Contnek  m 
unregulated  motor  competltian. 

Tariff:  Supplement  51  toChlesionI 
North    Western    Railway    tariff  LCXL 
11243. 
By  the  Commission. 

I  SEAL  1  Harold  D.  McOot, 

Secretvf. 

|FR      EKK-      62    1557;     Filed,    F»b.    14.   INt 
8:48  a.m.] 


February  IS,  IHZ 

mdler   bodies,   and   trans- 
j^Oroad   flat   or   open-top 

between  Crystal  City,  Mo.. 

zLm  hand,  and  points  in  south- 
tmitory,  also  Mississippi  River 
-  Memphis,  Tenn.,  and  south 
r  oo  the  other  hand. 

for  relief:  Motor- truck  com- 


''ES.  AiDPlement  61  to  Southwest- 

J^SLhTSureau  Urift  ICC  4353. 

gAAllS.  S7558:  Sugar  cane  bagasse 

|k  er  shtets    from    Armant,    La. 

Ibv -Southwestern  Freight  Bureau, 

I  (No.  B-8155) ,  for  interested  rail 

n.    Rates   on   boards   or   sheets 

I  tnai  sugar  cane  bagasse,  in  car- 

[  ^  dtscrlbed  in  the  application. 

j^nuuit.  La.,  to  points  in  south- 

,ga  tanitory,  also  Kansas  and  1111- 

I  ^  lilMissippi  River  crossings. 

for  relief:   Carrier  ccxnpe- 


Mfb:  Supplement  136  to  South- 
>Mt«n  Freight  Bureau  tariff  I.C.C.  3850 
■I  fliksr   schedules    named    in    the 


Ij  the  Commission . 

[Btf.]  Harold  D.  McCoy, 

Secretary. 

IBM.  Doe.  6^1600;    Piled,    Feb.    15.    1962; 
'  8:46  ajn.] 


(NoUce  596) 

MOTOR  CARRIER  TRANSFER 
PROCEEDINGS 

FEssuAaT  13,  1962. 
of  orders  entered  pursuant  to 
212(b)   of  the  Interstate  Com- 


FOURTH   SECTION  APPLICATIONS 
FOR   REUEF 

Fkbruart  is,  IML 

Protests  to  the  granting  of  an  i 
tion  must  be  prepared  in  acoordsi 
Rule  40  of  the  general  rules  oft  L 
(49  CFR  1.40)  and  filed  within  II  «v 
from  the  date  of  publication  of  thliW' 
tice  in  the  Fediral  RsGism. 
Long-and-Short  Haul 

FSA  No.  37556:  Clay  from  Carteh^ 
Go.  Filed  by  O.  W.  South,  Jr.,  Api 
(No.  A4154) .  for  interested  nUl csnl« 
Rates  on  clay,  kaolin,  or  pyrophj^Oi 
carloads,  as  described  in  the  vnUnm 
from  CartersviUe.  Ga.,  to  points  fc* 
cial  (including  Illinois)  and  wisw 
trunk-line  territories,  also  Ohio  MW 
crossings  and  Virginia  Cities 
points. 

Grounds  for  relief:  Short-line 
formula,  and  grouping.  ^_ 

Tariff:   Supplement  106  *<>  SoaBi 
Freight  Association  tariff  I.CX;.  »♦ 

PSA  No.  37657:  r.O.^.C.  dSW**., 
from  and  to  Crystal  City.  Mo.  fiJJ 
Southwestern  Freight  "Oxnan,  ly 
(No.  B-«163> ,  for  interested  rwl^MW* 
Rates  on  various  commodltks  ■••■•• 
class   rates,   loaded  in  traUen  «  » 
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merce  Act,  and  rules  and  regulations 
meecribed  theveander  (49  CFR  Part 
179),  appear  bdow: 

As  provided  in  the  Commission's  spe- 
cial rules  at  practice  any  interested  per- 
son may  file  a  petition  seeking  recon- 
sideration of  the  following  niunbered 
proceedings  within  M  days  from  the 
date  of  publication  of  this  notice.  Pur- 
suant to  section  17(8)  of  the  Interstate 
Commerce  Act,  the  filing  of  such  a  peti- 
tion will  postpone  the  effective  date  of 
the  order  in  that  proceeding  pending  its 
disposition.  The  matters  relied  upon  by 
petitioners  must  be  specified  in  their 
petitions  with  particularity. 

I9o.  MC-W  M439.  By  order  of  Febru- 
ary 7, 1962,  the  Transfer  Board  approved 
the  transfer  to  General  Transit.  Inc., 
2012  H  Avenue  NK.  Cedar  Rapids,  Iowa, 
of  a  portioa  of  the  operating  rights  in 
Certificate  No.  MC  981.  issued  by  the 
rA"*'"<w*i>n  September  13,  1961,  to  Able 
Transportation,  Inc.,  2026  Scott  Street 
(P.O.  Box  711),  Des  Moines.  Iowa,  au- 
thorising ihit  transportation,  over  regu- 
lar routes,  of  general  commodities,  ex- 
cluding household  goods,  commodities  in 
bulk,  and  other  specified  commodities, 
from  Chicago.  HI.,  to  Iowa  City,  Iowa. 

No.  MC-FC  64658.  By  order  of  Febru- 
ary 7, 1962,  the  Transfer  Board  approved 
the  transfer^^o^^outhamel.  Inc.,  Wil- 
mington. Del.,  of  Certificate  No. 
MC  42487  Sub  510,  issued  July  7,  1961.  to 
Consolidated  Freightways  Corporation 
of  Delaware.  Mienlo  Park,  Calif.,  author- 
izing the  transportation  of:  General 
commodities,  excepting,  among  others. 
household  goods  and  c(xnmodities  in 
bulk,  between  points  within  1  mile  of 
Philadelphia,    Norristown,    Bridgeport, 
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and  Conshohocken.  Pa.,  including  the 
points  named.  Eugene  T.  Lilpfert,  1616 
H  Street  NV|L  Washington  6.  D.C,  attor- 
ney tor  awp^ants. 

No.  MC-F9  64693.  By  order  of  Febru- 
ary 9, 1962,  the  Transfer  Board  i4>proved 
the  transfer  to  Langemeier,  Inc.,  Wayne, 
Nebr.,  of  Certificate  in  No.  MC  896S2  is- 
sued November  6, 1958,  to  Roy  H.  lancs- 
meier,  doing  business  as  Lancomeler  ' 
Transportati<m,  Wasme,  Nebr.,  authoriz- 
ing the  transportation  of :  Uquid  petro- 
leum products,  from  refining  and  distrib- 
uting points  in  Kansas  to  Albion.  Peters- 
burg, and  Newman  Grove.  Nebr.;  liquid 
petroleum  products,  in  bulk,  from  refin- 
ing and  distributing  points  in  fTsnoad  to 
St.  Edward.  Nebr.;  petroleum  pcodtacts, 
in  bulk,  from  refining  and  distxibating 
points  in  Kansas  to  Tilden.  NeUgb,  and 
Lindsay.  Nebr.;  petroleum  products,  in 
bulk,  in  tank  vehicles,  from  Oofoncil 
Bluffs,  Iowa,  and  points  in  Iowa  within 
10  miles  of  Council  Bluffs  to  Petenburg, 
Lindsay,  St.  Edward,  Raevllle,  Albkm, 
and  Newman  Grove,  Nebr.;  from  rsOning 
and  distributing  points  in  Kansas  to  Rae- 
ville,  Nebr.;  and  refined  petroleum  prod- 
ucts, from  refining  and  diatributing 
points  in  Kansas  to  Columbus,  David 
City,  Duncan.  Fullerton.  Lindsay,  Os- 
ceola, McCool  Junction,  and  Sfai^y. 
Nebr.  J.  Max  Harding,  606  SouUi  12th 
Street,  Lincoln,  Nebr.,  attorney  for  i4>- 
plicants. 


[seal] 


Harold  D.  MoOot, 
Secreitaif. 


[F.R.    Doc.    62-ieoi;    nied.   Feb.    15,    199ii 
8:46  a.m.] 
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Agricultural  MaHcdting  Service 
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Ortnges ---";,-,— 

Qnptfruit  grown  in  Indian  River 
Hitrict,  Florida;  handling  limi- 
Utton. 1*90 

LeoioDS  grown  in  California  and 
ArlMm;  limitaticm  of  han- 
SofT.. 1490 

Nft?el  oranges  grown  in  Arizona 
ud  designated  in  part  of  Cali- 
fornia: handling  limitation 1489 

Agricultural  Stabilization  and 
CoRservotion  Service 

FkorosD  RuLS  Making  : 

imk  In  Tarlous  designated  mar- 
keting areas;  time  extension  for 
fflng  exceptions  to  recom- 
mended decision  to  tentative 
marketing  agreements  and 
OTders 1500 

Rice;  determination  of  acreage 
allotments  for  1959  and  subee- 
qocDtcrope 1499 

Agriculture  Department 

Ste  al$o  Agricultural  Marketing 
Service;  Agricultural  Stabiliza- 
tlOD  and  Conservation  Service. 
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Dwtgnatton  of   areas   for   emer- 
gency loans: 

KanMi 1504 

MorthDakoU 1504 

Atomic  Energy  Commission 

Nonas: 

Annour  Research  Foundation  of 
Illinois  Institute  of  Technology; 
notice  of  Issuance  of  facility  li- 
cense amendment 1506 

Unlfersity  of  Texas;  notice  of 
iauance  of  construction  permit.     1506 

Civil  Aeronautics  Board 

Noncis: 

frontier  Airlines,  Inc..  et  al.;  order 
Instituting  investigations- 1506 
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International  Air  Transport  As- 
sociation; agreement  relating  to 
specific  conunodity  rates 1509 
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Equipment,  installations,  or  mate- 
rials; m>proval  and  termina- 
tioii  of  approval  notice 1502 

Commerce  Deportment 

See  alto  Great  Lakes  Pilotage  Ad- 
ministration; Maritime  Admin- 
istration. 
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Ehinger,  Robert  F.;  statement  of 
financial  interests 1505 

Federal  Aviation  Agency 

Proposkd  Rule  Making: 

Designation  of  Federal  airway  and 
associated  control  areas;  alter- 
ation of  Federal  airway 1494 

Federal  airway;  alteration 1494 

Federal  airways  and  associated 
control  areas;  alterations  (2 
documents) 1494,1495 

Rules  and  Regulations  : 
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3130  helicopters 1479 
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procedures;  miscellaneous 
amendments 1*81 
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Commission 
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Rules  and  Regulations  : 
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laneous amendments 1493 


Federal  Maritime  Commission 
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Oliver  J.  Olson  b  Co.,  C.  R.  Nicker- 
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Pacific  Coast-Hawaii;  notice  of 
supplemental  orders  (2  docu- 
ments)      1511 

Zim  Israel  Navigation  Co.,  Ltd., 
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for  approvid 1510 

Federal  Power  Commission 
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Northern  Natural  C3as  Co.  axul 
SkeUy  Oil  Co.;  notice  of  implica- 
tions and  date  of  hearing 1511 

Fish  and  Wildlife  Service 
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Policy  and  delegations  of  author- 
ity; testimony  of  Government 
employees 1503 

Food  and  C^vg  Administration 

Proposed  Rule  Makin«: 

Certain  pesticide  chemicals  in  cm: 
on  raw  agricult\ural  commodi- 
ties; tolerances  and  exonp- 
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filing  of  petition 1501 

Preparations  for  treatmoit  oi 
pernicious  anemia:  statonent 
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tation     1500 

Streptomycylidene  isonieotlnyl 
hydrazine  sulfate;  notice  to 
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Rules  and  Regulations: 

Artificially  sweetened  canned 
pineapple;  effective  date  of  or- 
der  amending  standard  oi 
identity 1491 

Labeling  requirements  for  druss 
and  devices;  change  in  effective 
date  of  regulations 1490 

Great  Lakes  Pilotage 
Administration 

Notices: 

Pilotage  pool;  notice  of  s^plica- 

tion  for  establishment 1504 
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Heolth,  Education,  and  Welfare 
Department 

See  Food  and  Drug  Administra- 
tion. 

Immigration  and  Naturalization 
Service 

NoncKs: 

Statement        of        organization ; 

amendment 1512 

Rttlxs  and  Rkoxjlations  : 
Miscellaneous      amendments      to 

chapter 1*79 

Interior  Department  , 

See  also  Pish  and  Wildlife  Serv- 
ice; Land  Management  Bureau; 
National  Park  Service. 

Notices: 

Public  lands  in  Montana.  North 
Dakota,  and  South  Dakota: 
modification  of  moratorium  on 
applications  and  petitions 1504 

Interstate  Commerce  Commission 

Noncxs: 

Fourth  section  application  for 
relief 1512 
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See  Immigration  and  Naturaliza- 
tion Service. 

Labor  Department 

Notices: 

Authentication  of  materials  from 

Department  flies 1505 

Certiflcation  of  documents 1505 
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Range) 1492 

California;  revoking  Elxecutive 
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11.  1936 1491 
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Montana;  withdrawing  Unds 
for  reclamation  purposes...      14., 

New  Mexico;  withdrawing  lands 
for  use  of  Federal  Aviation 
Agency  in  maintenance  of  air 
navigation  facilities j^j. 
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lands  for  protection  of  Fontt 
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National  Park  Service 
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Treasury  Department 

See  Coast  Guard. 
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Rules  and  Regulations 


Title  8— AUENS  AND 
NATIONALITY 

fl^,,,  |-.|mmigration  and  Natural- 
^Hon    Service,     DepartmenI    of 

Justice 
MiSCflLANEOUS  AMENDMENTS  TO 
CHAPTER 

The  following  amendments  to  Chapter 
I  <i  Title  8  of  the  Code  of  Federal  Regu- 
^oos  are  hereby  prescribed: 

p^lT  101— PRESUMPTION  OF 
LAWFUL  ADMISSION 

Subparagraph  (1 )  of  paragraph  ( j )  of 
1 101 1  1»  amended  so  that  when  taken 
with  the  Introductory  material  it  will 
read  as  follows: 

( lOLl     Presumption    of   lawful    admis. 
liM. 

A  member  of  the  following  classes  shall 
be  presumed  to  have  been  lawfuUy  ad- 
Bltted  for  permanent  residence  even 
tboi^  a  record  of  his  admission  cannot 
be  fmind.  except  as  otherwise  provided 
In  this  section,  unless  he  abandoned  his 
liwfnl  permanent  resident  status  or  sub- 
lequently  lost  that  status  by  operation  of 
law: 

,  •  •  •  • 

(J)  ErroneoiLS  admission  as  United 
States  citizens  or  as  children  of  citizens. 
(1)  An  alien  for  whom  there  exists 
a  record  of  admission  prior  to  Septem- 
ber 11,  1957,  as  a  United  States  citizen 
who  cstoblishes  that  at  the  time  of  such 
admission  he  was  the  child  of  a  United 
States  citizen  parent:  he  was  erroneously 
iHoed  a  United  States  passport  or  in- 
doded  in  the  United  States  passport  of 
his  citizen  parent  accompanying  him  or 
to  whom  he  was  destined ;  no  fraud  or 
misrepresentation  was  practiced  by  him 
In  the  issuance  of  the  passport  or  in  gain- 
ing admission:  he  was  otherwise  admls- 
d)le  at  the  time  of  entry  except  for 
failure  to  meet  visa  or  passport  require- 
ments; and  be  has  maintained  a  resi- 
dence in  the  United  States  since  the  date 
of  admission.  For  the  purposes  of  the 
fofecdnc,  the  terms  "child"  and 
"parent"  shall  be  defined  as  in  section 
101(b)  of  the  Immigration  and  Nation- 
ality Act.  as  amended. 


PART  21 


NONIMMIGRANT 
CLASSES 


Subparagraph  (1)  of  paragraph  (c) 
of  1 214.2  is  amended  so  that  when  taken 
1th  the  Introductory  material  it  will 
rtad  as  follows: 


§  214.2  Spet'ial  requireinenls  for  adniiM- 
Mon,  extension,  and  muintenanre  of 
statu*. 

The  general  requirements  in  §  214.1 
are  aK)dified  for  the  following  nonim- 
migrant classes : 

•  •  •  «  ■  •- 

(c)   Transits — d)       Without      visas. 
Any  alien,  except  a  citizen  and  resident 
of  the  Union  of  Soviet  Socialist  Repub- 
lics, Estonia,  Latvia,  Lithuania,  Poland. 
Czechoslovakia,  Hungary.  Rtunania,  Bul- 
garia, Albania,  Cuba,  Communist-con- 
trolled   China    ("Chinese    People's   Re- 
public"),   North    Korea     ("Democratic 
People's  Republic  of  Korea") .  the  Soviet 
Zone    of    Germany    ("German    Demo- 
cratic    Republic"),     North     Viet-Nam 
("Democratic  Republic  of  Viet-Nam"). 
and  <5uter  Mongolia  ("Mongolian  Peo- 
ple's Republic"),  applying  for  immedi-^ 
ate  and  continuous  transit  through  the 
United  States,  must  establish  that  he  is 
admissible;  that  he  has  confirmed  and 
onward  reservations  to  at  least  the  next 
country  beyond  the  United  States  (ex- 
cept that,  if  seeking  to  join  a  vessel  or 
aircraft  in  the  United  States  as  a  crew- 
man, the  vessel  or  aircraft  will  depart 
directly  foreign,  and  his  departure  will 
be  completed  within  a  maximum  of  5 
calendar  days  after  his  arrival,  and,  if 
Joining  a  vessel,  the  crewman  is  in  pos- 
session of,  or  makes  application  upon 
arrival   for,   a   Form   1-184   permanent 
landing  permit  and  identification  card) , 
and  that  he  has  a  document  establish- 
iiig  his  ability   to  enter  some  country 
other  than  the  United  States.    Except 
for   transit  from   one   part   of   foreign 
contiguous  territory  to  another  part  of 
the  same  territory,  application  for  direct 
transit  without  a  visa  must  be  made  at 
one  of  the  following  ports  of  entry :  Bos- 
ton,  Mass.;    New   York,   N.Y.;    Norfolk. 
Va. ;  Baltimore,  Md.;  Philadelphia,  Pa.; 
Miami,  Pla.;  Tampa.  Fla.;  New  Orleans, 
La.;    San  Antonio,  Tex.;    Dallas,  Tex.; 
Houston,  Tex.;   Brownsville,  Tex.;   San 
Diego,  Calif.;   Los  Angeles,  Calif.;   San 
Francisco,    Calif.;     Honolulu.     Hawaii; 
Seattle,    Wash.;    Portland,    Oreg.;    St. 
Paul,    Minn.;     Chicago,    111.;     Detroit. 
Mich.;    Anchorage,   Alaska;    San   Juan, 
P.R.;  Charlotte  Amalie,  V.I.;  Christian- 
sted,  V.I.;  Agana,  Guam.    The  accept- 
ance of  the  transit  privilege  constitutes 
an  agreement  by  the  alien  and  the  car- 
rier that  he  will  depart  voluntarily  from 
the  United  States  without  recourse  to 
any  hearing  or  proceeding  provided  for 
in  this  chapter  and  that  at  all  times  he 
is  not  aboard  an  aircraft  which  is  in 
flight  through  the  United  States  he  shall 
be  in  the  custody  directed  by  the  district 
director,  provided  that  if  admissibility 
is  established  only  after  exercise  of  the 
discretion  contained  in  section  212(d) 
(3)  (B)  of  the  Act  the  alien  shall  be  in 
the  custody  of  the  Service  at  carrier  ex- 


pense and  must  depart  on  the  earliest 
and  most  direct  foreign-destined  plane 
or  vessel. 

PART  237— DEPORTATION  OF 
EXCLUDED  ALIENS 

Section  237.5  is  amended  to  read  as 

follows: 

§  237.5      Notice  to  transportation  line  of 
alien's  exclusion. 

An  excluded  alien  shall,  immediately 
or  as  promptly  as  the  circumstances  per- 
mit, be  offered  for  deportation  to  the 
master,  commanding  officer,  purser,  per- 
son in  charge,  agent,  owner,  or  consignee 
of  the  vessel  or  aircraft  on  which  the 
alien  is  to  be  deported,  as  determined  by 
the  district  director,  with  a  written  not- 
ice specifying  the  cause  of  exclusion,  the 
class  of  travel  in  which  such  alien  ar- 
rived and  is  to  be  deported,  and  with  the 
return  of  any  dociunentation  which  will 
assist  in  effecting  his  deportation.  If 
special  care  and  attention  is  required, 
the  provisions  of  §  243.7  of  this  chapter 
shall  apply. 

(Sec.   103,  66  Stat.   173;   8  U.S.C.  1103) 

This  order  shall  become  effective  on 
the  date  of  its  publication  in  the  Federal 
Register.  Compliance  with  the  provi- 
sions of  section  4  of  the  Administrative 
Procedure  Act  (60  Stat.  238;  5  U.S.C. 
1003) ,  as  to  notice  of  proposed  rule  mak- 
ing and  delayed  effective  date,  is  imnec- 
essary  in  this  instance  because  the  rules 
prescribed  by  the  order,  other  than  those 
which  are  editorial  in  nature,  relate  to 
agency  procedure. 

Dated:    February  13.  1962. 

V  R.  F.  Farrell, 

^~->>  Commissioner  of 

Immigration  and  Naturalization. 


|FR.    Doc.    62-1661;    FUed,    Feb.    10,    1962; 
8:49  ajn.] 


Title  14-AERONAUTICS  AND 
SPACE 

Chapter  III — Federal  Aviation  Agency 

SUBCHAPTER  C — AIRCRAFT  REGULATIONS 
[Reg.  Docket  No.  1074;  Amdt.  401] 

PART  507— AIRWORTHINESS 
DIRECTIVES 

Sud  Aviation  Alouette  II  SE  3130 
Helicopters 

Amendment  154,  25  F.R.  4376,  requires 
inspection  of  the  tail  rotor  blade  surfaces 
at  the  attachment  bolts  on  Alouette  n 
SE  3130  helicopters.  Inspection  of  a 
failed  tail  rotor  blade  dlacloaed  cracks 
in  the  skin  adjacent  to  the  outboard  end 
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of  the  reinforcement  plate  Therefore. 
Amendment  154  Is  being  revised  to  re- 
quire inspecUon  of  the  entire  area  which 
is  subject  to  cracking. 

As  a  situation  exists  which  demands 
immediate  acUon  in  the  interest  of 
safety,  it  is  found  that  notice  and  pub- 
lic procedure  hereon  are  impracticable 
and  good  cause  exists  for  making  this 
amendment  effective  in  less  than  30  days 
after  date  of  publication  in  the  FEDER.^L 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R  6489  > . 
5  507.10(a)  of  Part  507  1 14  CFR  Part 
507).  Is  hereby  amended  as  follows: 

Amendment  154.  25  F.R.  4376.  Alouette 
n  SE  3130  helicopters,  is  amended  by 
revising  paragraph  (a«  to  read  as 
follows: 

(a)  Visually  inspect  the  upper  and  lower 
blade  surfaces  to  determine  that  the  blade 
Cliff  at  the  attachment  bolts  and  the  skin 
around  the  entire  reinforcement  plate  area 
are  free  from  cracks. 

This  amendment  shall  become  effec- 
tive February  28. 1962. 

(Seca.  313(a).  601.  603;  73  Stat    752,  775.  776. 
49  UJB.C.  1354(a) .  1421.  1423) 

Issued  in  Washington.  D.C..  on  Febru- 
ary 13. 1962. 

G.  S.  Moore. 
Acting  Director. 
Flight  Standards  Service 


[FR     Doc     62-1881:    Filed. 
8:46  am  I 


Feb      16.     1962; 


1  Regulatory  Docket  No.  1072:  Amdt  399| 

PART  507— AIRWORTHINESS 
DIRECTIVES 

Fairchild   F-27  Series  Aircraft 

Amendment  312.  26  F.R.  6642.  requires 
inspection  and  replacement  of  the  main 
landing  gear  drag  strut  attaching  bolts 
on  Fairchild  F-27  Series  aircraft.  The 
manufacturer  has  completed  tests  of  a 
new  bolt  which  is  shown  to  have  a  higher 
fatigue  life  limitation.  Therefore. 
Amendment  312  is  being  superseded  by 
a  new  directive  providing  for  the  use  of 
the  new  bolt.  The  compliance  time  for 
the  new  directive  is  expressed  in  term-s 
of  landings  rather  than  hours  time  in 
service  since  this  is  a  more  realistic  basis 
for  parts  affected  only  by  landings 

Since  this  amendment  relaxes  a  re- 
quirement and  imposes  no  additional 
burden  on  any  person,  notice  and  public 
procedure  hereon  are  unnecessary  and  it 
may  be  made  effective  upon  publication 
in  the  Federal  Ricister. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  6489' . 
§  507.10(a)    of  Part  507    (14   CFR  Part 
507)    is  hereby  amended  by  adding  the 
following  new  airworthiness  directive: 
Fauichild.     Applies    to   all    F-27    Series    air- 
craft. 
Compliance  required  as  Indicated 
Due  to  the  failure  of  several  main  landing 
gear  drag  strut  attaching  bolts,  the  following 


RULES   AND   REGULATIONS 

IS  required  on  aircraft  having  accumulated 
300  or  more  landings  (It  will  be  necessary 
for  operators  to  nialnUiiu  a  record  of  land- 
ings m  order  to  ascertain  compliance  with 
this  AX)  If  pii-st  records  are  unavailable, 
the  number  of  landings  prior  to  this  AD  may 
be  estimated  i 

lai  Within  the  next  50  landings  after 
etTective  date  of  this  AD  unless  already  ac- 
complished within  the  post  100  landings: 
(  1  (  Remove  the  bolts,  Dowty  P  Ns  9017Y11 
iind  9027Y7.  and  inspect  for  cracks,  using 
m;ignetlc  particle  or  dye  penetrate  methods. 
or  FAA  approved  equivalents  Cracks  ema- 
nate from  the  center  grease  hole  and  progress 
around  the  bt>lt  circumference.  Replace 
cracked  bolts  prior  U)  further  flight  either 
with  the  orlglniU  type  bolts,  nuts,  and  wash- 
er.s.  or  the  following 

(1)  For  the  upper  bolt.  P  N  9017Y11.  sub- 
stitute any  one  of  the  following  or  FAA 
approved  equivalent  Dowty  bolt.  P  N 
200021064.  NAS  630  38  bolt  with  one  NAS 
143  IOC  washer  under  the  bolt  head,  one 
N.AS  143-10  washer  under  the  nut,  and  an 
AJ^310-10  or  AN320-10  nut;  or  Dowty  bolt 
P  N  200021  267.  with  lock  plate  PN  200021  - 
255  washer  P  N  BS  SP13-Q.  and  nut  P  N 
A  103  LS  Dowty  lock  plate  P/ N  200021.255 
must  be  connected  to  Fairchild  PN  27- 
502033-11  with  an  AN173-11A  bolt  and  an 
AN365-1032  nut  as  shown  In  Fairchild  Serv- 
ice Bulletin  32  44  revised  January  23,  1962. 
or  FAA  approved  equivalent  Where  an  NAS 
630^8  bolt  Is  not  available,  longer  NAS  630 
bolt  lengths  may  be  used,  with  NAS  143-10 
washers  under  the  nut,  provided  proper  clear- 
ances are  maintained 

III)  For  the  lower  bolt.  P  N  9027Y7.  sub- 
stitute either  of  the  following,  or  FAA  ap- 
proved equivalent  Dowty  bolt.  P  N  200042  -  ^ 
627  with  washer  P  N  BS  SP16-Q.  nut  P  N 
SP878  2.  bushing  P  N  200021  347.  grease 
adapter  P  N  200021  348.  nipple  P  N  MS15001- 
1  and  split  pin  P  N  BS  SP  9C10  or  colter  pin 
P  N  AN381-4-22.  Installed  In  accordance  with 
Fairchild  Service  Bulletin  No.  32-44.  revised 
January  23.  1962.  or  NAS  632-60  bolt  with 
one  NAS  143-12C  washer  under  the  bolt  head 
iind  an  AN310-12  or  AN320-12  nut  Where 
an  NAS  632-60  bolt  Is  not  available,  longer 
NAS  632  bolt  lengths  may  be  used  with  NAS 
143-12  washers  under  the  nut  provided 
proper  clearances  :ire  maintained. 

(2)  Drill  a  0  141-Inch  diameter  hole  for  a 
cotter  pin  in  the  NAS  bolts  listed  In  (a)  (I) 
and  (11)  Coat  each  NAS  bolt  with  MIL- 
G-327BA  grease  before  installing,  and  tighten 
nut  to  fit  snug 

(bi  OH  NAS  bolts  chilly  with  SAE  20  motor 
oil  without  removing 

(CI  If  NAS  bolts  arc  mht.iUed  inspect  us- 
ing the  magnetic  particle  or  dye  penetrant 
methods  or  FAA  approved  equivalents,  and 
regrease  every  300  landings  from  the  date  of 
Installation  Replace  cracked  bolts  In  ac- 
cordance with   I  a)  ( 1  I  . 

(d)  If  no  cracks  are  evident  in  the  exist- 
ing bolts.  P  Ns  9017Y11  and  9027Y7.  they 
may  be  reinstalled  Thereafter,  remove  and 
inspect  the  bolts  per  (a)(1)  at  Intervals  of 
150  landings  from  the  date  of  relnstdTIatlon. 

(e)  If  Dowty  bolts.  P  N  200021  064,  or  new 
original  bolts.  Dowty  P  N  9017Y11  or  9027Y7 
are  used,  further  Inspection  is  not  required 
until  the  bolts  have  accumulated  300  land- 
ings Thereafter,  remove  and  Inspect  the 
bolts  for  cracks,  using  the  magnetic  particle 
or  dye  penetrant  methods  or  FAA  approved 
equivalent  at  Intervals  of  150  landings.  Re- 
place cracked  bolts  in   accordance  with    (a) 

( 1 1 

(fi  If  Dowty  bolts,  P  N  200021267.  are 
used,  remove  and    Inspect    bushing  P  N  27- 


502046  3  or  FS    10381410-77  whlchevtn,  i. 

stalled  In  the  nacelle  fitting  P/N  37-Viailtt! 

11.  and  the  drag  strut  bushing  P/N  DTKjy. 

If   the   bushing-bolt   clearance  doea  am  « 

ceed  0  004  inch,  subsequent  Inspection  <<  tU 

bolts  for  cracks  using  the  magnetic  ptrttoi 

or  dye  penetrant  methods  or  PAA  apptoM 

equivalents   shall    be   within   3,000  Utmt,,, 

and  every  300  landings  thereafter.    Rcpiaei 

cracked  bolts  in  accordance  with  (a)(1).  i^ 

bushings   are    to   be   Inspected   at  eub  bolt 

Inspection        If    bolt-bushing    clearaaoi  ^ 

more  than  0  004  inch  but  less  than  0.006  Iqc), 

subsequent  Inspection  of  the  bolts  andbiah- 

ings  shall  be  within  each  300  landlnp  untti 

the    bushings    are    replaced.     After  rtplao. 

ment  of  the  bushing  the  next  repetlUn  la. 

spectlon  of  the  bolts  and  bushings  shall  bi 

within   3.000   landings    after   loatallatloe  « 

the    bolts    and    thereafter   within  aadt  n 

landings.     Whenever  the  bushing-bolt  ei«v. 

ance  exceeds  0  006  inch  replace  the  buitOiM 

prior  to  further  flight  except  ferry  flight  la 

accordance  with  the  provisions  of  CAB  I.TJ 

Replace    bushings    with    a    bushing  q(  ^ 

same  part   number  or  FAA  approTed  sqnu. 

alent 

(g)    If    Dowty    bolts    P/N    2.00042.er  m 
used,     remove    and    Inspect    buahlii|i  p/n 
2  00021  347  and  D9207Y8  which  are  Inttalu 
m  the  drag  strut  fitting  P/N  2.00021446  or 
C9017Y9.     If  the  bushing-bolt  clearano*  *)« 
nnl   exceed   0  0035    inch   subsequent  lupic- 
tion  of  the  bolts  for  cracks  \ulng  ths  mi|. 
netlc   particle  or  dye   penetrant  methodi  at 
FAA    approved    equivalents  shall  be  within 
5.000  landings  and  every  300  landings  tha*. 
after      Replace  cracked  bolts  in  acocrdtoet 
with    laid).     The   bushings  are  to  b*  In- 
si>ected    at    each    bolt    Inspection.     If  bolt- 
bushing  clearance  is  more  than  0.00S6  Inch 
but  less  than  0.006  Inch  subsequent  IncpK- 
tlon  of  the  bolts  and  bushings  shall  be  wlthti 
each    300    landings    until    the   bushlngi  m 
replaced      After  replacement  of  the  bushlni 
the    next   repetitive   Inspection  of  the  bolti 
and  bushings  shall  be  within  6,000  landlnp 
after  Installation  of  the  bolta  and  tbentn* 
within    each    300    landings.      Whenewr  tht 
buJhlng-bolt  clearance  exceeds  0.006  Inchn- 
place  the  bushing  prior  to  further  flight  a- 
ccpt    ferry    flight    In    accordance   with  thi 
provisions  of   CAR   175.       Replace  buthln|i 
with  a  bushing  of  the  same  part  numbe  or 
FAA  approved  equivalent. 

Upon  request  of  the  operator,  an  FAl 
miilntenance  Inspector,  subject  to  prior  tp- 
proval  of  the  Chief,  Engineering  and  Manu- 
facturing Branch,  FAA  Eastern  Regton,  mi; 
adjust  the  repetitive  Inspection  Intonk 
specified  In  this  Airworthiness  DlrecUw  to 
permit  compliance  at  an  established  Inijuc- 
tion  perlfxl  of  the  operator  If  the  request  con- 
tains subsUintlatlng  data  to  Justify  the  In- 
crease for  such  operator. 

iPiilrchlld  Service  Bulletin  32-44,  rtTlnd 
January  23.  1962,  covers  this  subject.) 

This  supersedes  Amendment  312,  X 
F.R    6642. 

This  amendment  shall  become  effec- 
tive February  17.  1962. 

(Sees   313(al.  601.  603;  72  Stat   752,  778.  m 
49    use      1354(a).     1421.    1423) 

Issued  in  Washington,  D.C..  on  Febru- 
ary 9,  1962. 

G.  S.  Moon, 
Acting  Director, 
Flight  Standards  Servlee. 

(FR     Doc     62-1691;    Filed,    Feb.    11   !•• 
8:52  a.m.] 
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g^^^,,rday,  February  17,  1962 

SUICHAPTEI  E — All  NAVIGATION  REGULATIONS 
[Reg.  Docket  No.  1042;  Amdt.  25«] 

PART  609— STANDARD  INSTRUMENT  APPROACH  PROCEDURES 

Miscellaneous  Amendments 

««.-  ompndments  to  standard  instrument  approach  procedures  contained  herein  are  being  adopted  to  become  effective 

^nrffraS  m  order  to  promote  safety.    The  revised  procedures  supersede  the  existing  procediu*s  of  the  same  classl- 

^hen  "»JJ*J*^  effect  for  the  airports  specified  therein.    For  the  convenience  of  the  users,  the  revised  procedures  q?eeify  the 

**^*  nrocedure  and  indicate  the  changes  to  the  existing  procedures.  ,  «  ^  *w  *.  « 

complete  P^rI2tion  exists  which  demands  immediate  action  in  the  interests  of  safety  in  air  commerce,  I  find  that  compliance 

th  Uie  notice,  procedure  and  effective  date  provisions  of  section  4  of  the  Administrative  Procedure  Act  would  be  contrary 

^*^S?Sftto^h? authority  delegated°to'me  by  the  Administrator  (24  F.R.  5662).  Part  609  is  amended  as  follows: 
flSe  low  or  medium  frequency  range  procedures  prescribed  in  §  609.100(a)  are  amended  to  read  in  part: 

!LFR  St.\nd.\rd  Instrlmk.st  .\prKo.\rii  I'kocedurf. 
^  ,<1  radlaLs  arc  uiapiictlc.    Elevations  and  altltudc-s  arr  in  feet  M8I,.     CoilinRs  .vc  in  fo<i  aljove  airport  elevadon.     Distances  are  in  nauiic«l 

■*•  niiJ»  ot»>*rwi^  iJ>'lli«t<''^^  t«ie teconducted  aUhe  below  named  airport ,  it  sliall  be  in  accordance  with  the  followUig  lustrument  approach  procedure^ 

Jl"  "SSh  s  S.X-^.i^TSdin«  ^l"!?!!  a  IffeI«S  iXdire  tor  such  airport  aut l.orl^l  by  t  he  Admintelrator  of  the  Federal  Aviation  A^mcy.    toltial  approaches 
"f  J^^EE^r  sDwiflcl  routos.     Minimum  altitudes  shall  correspond  with  those  esiaMlshe.l  for  en  route  oi>cration  in  the  iwrticular  area  or  asset  forth  below. 


I  be  BuJIfc  over  specific! 


From 


Svirr  VOR 


Transition 


To- 


BY-T.VR     - I>irec-t 


("(iiii.M'  anil 
ilistanci' 


.Miniinuni 
altitude 


fiOOO 


Cfilinp  and  visibility  mlnlmums 


Ciinilition 


T-du'  . 
C-dn.  . 
,S-dn-2ll 
A-dn 


2-englnc  or  less 


Wi  knots 
or  less 


500-1 
600-1 
400-1 
W»-2 


More  than 
65l(nots 


NA 
NA 
NA 
NA 


More  than 
2-englne. 

more  than 
66  knotfi 


NA 
NA 
NA 

NA 


Prooediire  turn  W  side  N  cr.s  006°  Outbnd,  186'  Inbnd,  fiOOO'  within  10  miles. 

Vtffhnnm  alUtude  over  facility  on  final  approach  crs,  4800'.  ^-."•^^ 

S'^jSi^^TnofMrtabUstownpo^  landinc  niinimunis  <.i  if  Ini.hns  n..l  iuc.ni|.lislw.l  « illiin  I'.H  mil.  .s  niakr  a  dinibing  right  turn  direct  to  HY- 

ITJL   Clhnb  to  JOOO'  on  N  crs  witliin  20  miles. 

•no-l  takeK>fl  BUthorlte<l  on  Runways  2,  6,  and  20. 
ntv  Barley  State  Idaho;  Airi^rl  Name,  Burley  Municipal;  Elev.,  4150':  Fac.  Class.,  SBMRA/.;  l.Unt,,  WY;  IVoc-liirr  No.  ].  Anuit.  7;  KIT.  Date,  24  Feh.  62;  Sup.  Am-ll. 
^"''  "  No.  6;  Dated,  3  Oct.  ."iS 


Phillpgburg  VOR 


1>I'-LFR. 


Direc'l 


4000 

T-dn ---- 

C-d 

C-n - 

S-d-10 

.S-n-16 

A-dn 

50O-1 

.■iOO-l 

600-1 

700-1 

60O-2 

700-2 

600-1 

700-1 

fiOO-2 

700-2 

1000-2 

1000-2 

Procedurt  turn  W  side  N  W  tis,  343°  Outbnd,  163°  Inbnd,  3S00  within  10  miles. 
MlnlmuiD  alUtutle  over  facility  on  final  approach  m,  3000*. 

S'^taSi^SStScTnou'stahUsfi^  landing  miuimuins  or  if  lunUini.-  nu\  a.-.-oinplisl.-.l  >vilhin  4.:<  .nil.s.  niakr  an  in.in.diatc  climl.ing  left  turn  :.n.l 

rttora  to  Phlllpsbun?  LFR  at  400^.    Hold  NW  Inbnd  course  168°  one  minute  right  tiin\s. 

Caution;  2310'  m.sl  uiiliphted  hills  2.0  miles  to  8  and  8E  of  airport. 
City,  PhlllMburg;  Slate.  Va  :  Alrjwt  Name.  Black  Moshannon-State;  Elev.,  1933';  Fac.  ('la.ss..  SBRAZ;  l-lent.  J'V;  I'rmv.liire  No.  1,  Amdt.  .5;  Eff.  Date.  24  Feb.  62;  .<ui.. 

''  '       *^      *•  Amdt.  No.  4;  Dated,  13  Aug.  60  ' 


8HV-V0R 


— 

.ST-LFR - 

Dirrcl           -     ... 

1700 

T-dn 

% 

300-1 
600-1 
WXhVA 
800-2 

'ill 

300-1 

C-d...- - 

600-1.' 2 

C-n..- 

600-1 'i 

A-dn - 

800-2 

-    - 

Procedure  turn  E  side  N  W  (xs,  326°  Outbnd,  146°  Inbnd,  1900  within  10  miles.     Beyond  10  mi  NA  (nonstandard  due  to  traffic). 

Mlnlmnm  altitude  over  faeility  on  final  approach  crs,  1100'. 

Cti and  distance,  farllity  to  airport,  152° — I.flmi.  ,      ,  ......     ..u-    .  a       i       < „  i, ».     ii..,i,  ...  >7<ifi'  ,..,   v  ^r^    .iwi^i 

If  rlmal  contact  not  established  upon  descent  to  authoriEed  landing  minimums  or  if  landing  not  accomplished  within  l.b  mdes,  turn  left,  dimb  to  17(Xi   on  K  crs    as.,  ) 

Caution:  4fl0'  M.«L  T\  Tower  located  1.6  ml  S  of  airport.    1446'  M8L  and  1403'  T\  antennas  located  approx.  12  miles  WNW  of  ST-LFR. 
NoTis:  (1)  Air  earrii  r  u.^'  not  authorized;  (2)  Radar  vectoring  authoriied. 
City,  Phnveport:  .<iat. ,  I.a     Air,K.rt  Name.  Downtown;  Elev.,  17»';  Fac.  Class.,  8BRAZ;  Ident.,  ST;  Procedure  No.  1.  Amdt.  11;  Eff.  Date.  24  Feb.  62;  Sup.  .\mdt.  No.  10; 

Dated,  27  Jan.  62  C 


T-dn 
C-d.. 
C-n.. 
A-dn 


aoo-1 

auhi 

200-3-2 
800-lH 

400-1 

fiOO-1 

40(K-m 

rnhia 

SflO-lH 

800-2 

MO-2 

800-2 

Procedurt  turn  E  side  SE  its.  138°  Outbnd,  319*  Inbnd,  2800'  within  10  ml. 
Mlnlmimi  altitude  over  faeility  on  final  apntmcta  crs,  IWV. 

IfrtlSuoMuSulo'reltoblWKd^p^'deaorat^^  2700' wi  NW  ersand  proceed  direct 

lolheTV-LFR. 

Caution:  Tower  5  ml  NW  of  airport  16S8'  M8L. 
niy.  Traverse  City;  State.  MWh  ■  Airport  Name,  Traverse  City:  Elov.,  623';  Fae.  Class.,  SABRAZ;  Ident.,  TV;  Procedure  No.  1,  Amdt.  7;  E<T.  Date,  24  Feb.  62;  Bop.  Amdt. 

No.  6;  Dated,  21  Feb.  » 


]4g2  RULES  AND   REGULATIONS 

2.  The  automatic  direction  finding  procedures  prescribed  in  5  809.100<b)  are  amended  to  read  in  part: 

ADFStandvrd  In-itrimkm    \PKRinrn   rRiKkuruK 

Crillnics  Mt  in  fiTt  aNive  airport  rU\atii)n, 


Beftrinn  be^lngs.  coursM  and  rwUmim  an  mkmUc.    n««»tteM  md  aliiliKln  an-  id  fwt  M  - 1 
milM  unlcMi  ottawwto  Uidl<st«d.  except  visibilities  which  art-  in  statute  niil<-s 


Dbis 


anew  are  in  i»«n.i,,j 

■oorilanop  with  a  clifft-rf-nt  prooclurv  for  xiich  iiri^.n  Hniriorir.-.l  t.>  iiu-  A.iiiimi.nruir.r  oi  in.-  r.-.i.nii  .ivummi  .ip-npy.     Initial Mpn^ 
^Itnuutiai  aiututia*  thaii  eocrrtpuod  *  ilU  Unm:  r»t*Uir.l>«l  (oi-  «-ii  route  o{>vr»Uoii  in  llie  \mi  Uculai  area  or  as  set  lortti  balow.      '^"""^ 


_ii_  ..niMHothMW^  Indicated,  except  visibilities  which  art' in  statute  niilt-s.  ,    .,  .     .  ,  wi   ..,    ,  n      i      .     . 

If^STS^^^DSroShp^«*dure  of  th«  alwve  ty.*  is  condi-Swl  al  th.  k»i«w  naox^l  airport.  It  »1»U  U  in  «rfordsnoe  *  1th  tho  t,,lowinK  i.striunwit  approMfa  Bw**-, 
nnwii^^SSSS^U  (SKted^i^^danor  with  a  .f.}T..r.-nt  pr.KxMure  for  .mh  i,r,..rt  vi.l.or,,.-!  !■>  Ilu-  A.l,inn..tru.,.r  of  the  tnlrral  Aviation  Ap-nry.  Initial  r^^?'*'^ 
^S^\^^mvvm  ^^--^"^— '-      > ' aiutiMlM  sluUl  eoctrtpuod  *ilU  Uk*  r»t-Uirl-^l  (or  .-ii  route  ot«r»Uoii  in  the  [miUcular  area  or  as  set  lortti  balow. 


Traasitloti 


CeiUnK  :)n<t  vulliUlty  mlnli 


From 


Allentown  I-KR 
Altentown  VOR 


To 


:-en(5iiie  or  lot 


Coopenborf  Int 


OR. 


LOM Dir^.t        

I.OM    Kir.a 

LOM ~ l)n-«-t 

I.OM.  I>ir.<t         

LOM. Dirvct 

Via  K  JMJ  r  rW- 
VOR. 
Final       ■    Dir.'l        


mrsi*  Tn-l 


MmlmuiB 

altuii'lo 
(frrt) 


•.•4<10 
JIXM 

.'MO 

JUJU 


Cull '1.1 


ftS  knots 
ur  IcM 


T 

111 

(' 

In 

S  1 

In  4, 

A   dii 


:;«» 


PotlMvwa  yoti' - Jthamrock  Intf 

Shjonrock  luti !  '-'•^' 

Procedure  turn  N  »»de  of  crs.  iW  Outtuid.  iWl"  lal.nJ.  J«W  «  ithiii  lu  nii  of  I.oM    non.tand.rd  for  Utt.r  mkii^I  .ovrraee). 
Cra  and  distance,  tacillty  to  airtxxt,  («!'-*  1  nil 

K^SSS^nSS^of^U^lK'l^m^d^l-nr^^  aultK»...d  lan.l.n.  minimums  or  if  :  ...line  not  ^;ronipl:..„  ■!  w„h.„  -^  M-   -f;  r  1 
wiU»ta  UBl^LOM      ThTn  mak.  left  tun.  and  n-tum  to  AB  U.M  ,u  ««»'.     Moll  .\N    ,„  All  l.oM  l  „un.  |.  ft  turn>.  1..1'  Inl.nd 
«8k^r«ek  bt:  UU  R-3»  Pottstown  Vt)K  md  IJ»U'  hrng  to  AUeiitown  LOM. 

City.  AUentown;  Stat.,  Pa.;  Airport  S.ni..,   ^•'•■''•'■»^>-»- t''^' ''•  "'  ^^-^^'^^^l.fj'';^  '  ^i"' ,  ,|;::,  V^^K  ^1'^''  '''""  '   ^"    ' 


30frl 
7(10  1 
71)0-1 

MQO-2 


More  than 
66 


300-1 
700-1 


Mcnt^ 


ii-  I.iiM,  iliMih  to  3000" 
liiri    No    1,    \ni.lt    »,  Kit    Dui.',  21  Fc 


on  Kl  m 
b.  82;  Sup. 


Blsnarrk  LFR •  »> 

Bismarek  VOR .,      I'    w 

Int  Wers  BK-LKRand  1*°  t>rnKlo  I.OM   '   I.OM 
Int  R-117  BId-VORand.'.VJ''  hmic  to  l.oM      I.oM 


I  Hn'ct 
I  )in-i  I 
IHnTt 


.•«no  ,  T  dn  ... 

:s^O  I   C-d 

.Jj^W      ('  n 

I  A-da    -. 


300-1 
4)10-1 
4(10-1 'i 
400-1 


300-1 
500-1 
SOO-Ui 


in»-2 


Hl>-t>) 

ai»-i4 


h: 


■  111  <[  V,  .'■  !::ii    I  7  Ml 


Proced«»e  turn  B  side  8K  crs,  1  Jtt"  Oulbn.l,  «»    Inl.ud.  .»«  •*  uii.n  10  lui. 

Minimum  altitude  over  LO.M  inbnd  final,  J.^X)' 

Crsanddlstance,  faculty  to  airport.  306°- 3  7  mi.  „i.„.„,,   ,    .,,.„■,'■ 

If  visual  contact  not  Pstat)li.shed  iijx)n  d.'s.-t'nt  to   uitlioi  :.•- .1  ,  .n.lin.:  imri.ir.M.ii    ..r  ..     ulIju  11..1    , np.i 

-  ^--^i^^'o?  "RlSi^wTn.'^i^'  ^.VU^^r:Vr.':..*. u-";.  ..  n .  .-.s  .. .  .m  «-,  .„r  ,  ,  ,u.  s  w.  .,„,  ...1  r  .  :  .,  s  k 

NOT»;  ifinal  approach  from  IkiUling  pattern  jl  LOM  nut   uitlionztd.     rnxidun   turn  ri'iuiri-.i. 
•300-1  required  on  Runways  J,  JO.  3.S,  and  1 7 
f«)0-l,4r«q«iired  if  approach  lighu  inofieraiive 

K,.         l'.-..i\  I  K-    C'l-i-'  .  I.oM,  M.  nl  ,  HI     rro.r.lur,    \u    !,    \!n.li    lo 
l).»t.d,  J.J  .Nov.  Ill 


City,  Bismarck,  State,  N.  Dak  :  Airport  N'lnic,  Muniipi 


r  i.i-iiie  I.OM,  iliinli  toSSOCon  W 


KlI   I>  itc,  Jl  Fill.  6J,  .^up.  Anidt.  No  9; 


TRI  VOR 
Telford  Int 
HUton  Int. 
Yuma  Int. 
Erwln  Int. 


Bixinf  KBn       ". !>ir.r» 

Hoone  KBn I  I  >ir.^-t 

Booiio  KBn lilr.'ct 

Boone  KBn I  iMr.Tt 

Int  TKI   VOR    K  ■-'40  and  316°  l>rng  ;  l>ir>rt 
,      to  Boone  RBii.                                        I 

Int    TRI-VOR    R  240    and    316"    l.rnK    to      Boon.HBn l>ir.-ct 

BFo"vo'lf°'                                          ■               '  '"t  TKI  VOK    R  JJi  md   -i:     t  niR      Dirnt 

\  10  Hoone  RUq.  j 

Int   TRI-VOR    R  3J0   an<l   217'    Lrnc    to  n.^m.KBn.                I   I'lrert 

Boooe  RBn.            '                                       |  I 


Ciixwi 
:m)0 
souu 

4U)0 
(5000 

T  dn   

(■  .!# 

C   n# 

S^dn  4< 

A  dn 

300  1 
700-1 
700-1,4 
000-1 
lUUO-2 

30O-1 

«a-i 

looo^a- 

•200-H 

M-1 

■»-l 

ia»2 

31-jOO 

0)00 

:ti"i<.>0 

Procedure  tarn  South  Mde  of  cr^.  iM"  Outt)n.l,  i>44"  Inhnl.  (■<»)   *  "mi  lo  mi 
Mtalmam  altitude  oiTW  laeility  00  anal  approart  cr*,  2.  tiy' 
Cts  and  dtetance,  facility  to  airport,  IH4'    3.»  ml. 

If  visual  contact  not  esuWIalu-d  upon  clj-soiit  to  luthonir,!  ..uidMu  ni.niir.ii;ii-   .' 
or   when  directed  by  ATC.  torn  rittht.  climb  to  ifm'  und  n-turn  dir.-.  t  to  Boon.-  KBn 
'   Cavtios:  Abrupt  changes  in  ti-rrjiii  eleTations  Immediately  a<l)a(vnt  to  pnx»-<lur.-  in  j». 
•Runways  4  and  22  only  .,  ■ 

#N'o  reduction  of  any  landing  ceilinR  or  vL--d.iiil>  niiniiiu  m  u.llior:;''' 


l,;:i   1:11.'  If.'     l.'iii!lll'',i-l.'     1 


I !  "4 1 


,;iili    rn.ii:  Booiii'  RBn  within  15 mild 


City,  Bristol;  SUtr,  T.-nn.;  AirjKirt  N'^ni 


e   Tn  r.tv    Fl.'T  ,  l,-.l'     r..     (-!,v.  .  IIW    I!,  nt  ,  Bi'N.  rro^vlnr.    No   2.   Vn.dt    0,;»:,K;T    Pat.,  24  Frh.  « 


Flltlns  LFR-  -■•      <'K^n  KBn Hirrct 

Eul^voR-;:;:::::::::::   ::::: ck»rbo      i  i'tti. 

Int  328°  crsfrom  Klkinj  V(.)K  indn4(J=  cr«..     t  KB   KBn    tin.il 


DlnHt 


SDOO 

«)no 

iM  10 


T  dn'. 
(■  d  -- 
A   d.. 


sno^i 

KXIO-l 
1500  2 


f  Inii'l.iu'  riul    ir 


:j,1i1.-1,.    1  «  .11. .11  "  ' 


turn 


1,  'I    iJiiiili  tu  3000' on  (TS  of  220*  with* 


Procedure  ttwm  W  side  ol  cm.  22lJ'  Outt>nd,  (Alf  Inbnd,  HkkV  w  ittiin  \\i  n:.,.  s. 

Minimum  aWtude  orw  facility  on  Ouai  appro*rh  ct^,  2Jk/. 

FaclUty  a«  afcport.  .      ,  , 

ir  visual  (jontact  not  catabltehed  kpoo  d(Ma:nt  to  luthorucJ  .an  im^'  :;;  1111:1   1.1 

10  miles.  _. 

CvL'tion:  2049*  tower  47  ml  West  of  RBn  • 

•.NiKht  take-offs  not  aothorUed  on  NW  8K  ninways.  . 

City    ^larksburg;State.W.Va.;Airport^an.^B..nedu,I,  KLv.iA.y.  1..    <  .  .«     11  W.  Mw,.  ,  <   K  H    iT.v  H,,,.  v.,    1,  AnMt   ...  K.tl.  Lu..',  24  Feb.  62,  Sup.  A»dt  >    « 


SttBTdaU,  February  17,  1962  FEDERAL  REGISTER  1483 

The  very  high  frequency  omnirange  (VOR)  procedures  prescribed  in  5  609.100(c)  are  amended  to  read  in  part: 


VOR  Standard  Instrumi m  ArrROACit  Proci-di'ri! 


he*diii»,  courses  and  radials  are  magneUc.    EtevaUons  and  alUtudes  are  in  fc(  t  MSL.    Ceilings  are  in  leet  above  airport  elevation.    Distances  are  In  nauUoal 

.M  ubJ*  '•♦^^'^J^^vfn^Medure  of  the  abOTe  type  tomducted  at  the' below  named  airport,  it  shaU  be  In  aooordanoe  with  the  toUowlng  instmment  aimroadi  proeedure, 
■%Slif«™«?f  'fflJ^dKSS?<hii«  ^uTa  a«TOitproosdiS«  for  such  airport  authorlreci  by  the  Administrator  of  the  Federal  Aviation  Agmcy.^  jnlttol  approaches 
■••  "IJS'm  speSied  routes.    Minimum  alUtudes  shaU  eorrespond  with  those  established  for  en  route  operation  In  Uie  partlcolar  area  or  as  set  forth  below. 


i^bti 


Transition 


From- 


BBmurf*  !'•'"'* 


To- 


Course  and 
dislanoc 


BI.-^  VOR. 


Kincl 


Minimum 
altitude 

(feet) 


,3S00 


Celling  and  visibiUty  mlnimums 


Condition 


T-dn 
C-^.... 

C-n 

A-dn... 


2-englne  or  less 


(>b  knots 
or  less 


300-1 
400-1 
400-l« 
800-2 


More  than 
06  knots 


300-1 
600-1 

800-lH 
800-2 


More  than 

2-eiisinc, 

more  than 

66  knots 


•200-H 

fioo-m 

80O-2 


1(1  mi 


; 


-■262  BI.S-VOR  within  JO 


iw-diire  turn  N  side  of  cr.s  090^  Outbnd,  270«  Inbnd,  3§0ii'  within 
MS  -"'""de  over  fiu-ility  on  fiiml  appnJ^ch  crs,  2400'. 

?!i^fi^*^nLTesUbli!siw(fSpon  descent  to.authoriied landing  mUiiniums  or  if  i.mdmunot  luconipli-li.  d  «ith.n  .17  mil.  s.  cliinb  to  4000'  on  R- 

u? ^''SMKd  by  ATC,  make  ripht  climbing  turn  to  4000'  on  R-336  BIS-V OR  wit  hiii  20  niilos 

""^*JI,^Radto  tower^  17.V5'  O.-i  mi  S  of  air,H)rl,  2143'  2.4  mi  N.  1848'  3.0  mi  W.  2317'  8.1  mi  NW  .  mi.t  24ir  <..  2  nn  N  K. 

^S^7?^uired  on  Runways  2,  20,  3.\  and  17. 

»_„.,-.v   cjiw^   N    IV, k     \irwrt  Niuiie,  Municip-al;  Kiev..  \\\M'.  Fac.  Clus.v,  I!  VOK;  M.nt..  \\\^.  I'ro.r.luv  No.  1  .  Anidl.  4;  F.ff.  DiUo,  24  Feb.  62;  Sup  Amdt.  No.  3; 
City.  Bismarck.  M. It (-,.>.  1  .l^.  -v    i  Oalt'd,  25  .Nov.  tii 


N 

/ 

T-dn       

C-dn       

A-dn.      -.  

300-1 
600-1 
800-2 

aoo-1 

600-1 
800-2 

aoo-H 

800-1 14 
80O-2 

PraeMbire  turn  NorUi*  sid."  of  iis,  271°  Outbnd,  091«  Inbnd,  IfiOO'  williiii  10  mile.-;. 
Ml^mn  alUtude  over  facility  a»i  finaUpproach  crs,  UOC. 

S'lSi^Stort  norwtebllsbednpo^d^nrto  authorised  landing  minimums  or  if  laiidlnn  not  i^c  tompllsh.  d  witliiu  4  tl  miles  make  climbing  left  turn  to  1600',  prooi-.  d 
*iITrtfiRlverhead  VOR.  Mold  East,  Rlverhead  VOR.  one-minute  right  turns,  271°  Lribnd.  ,       ,     ».        ..,=0  ^     tt/^d 

^tjiSalrfl)  ^l^towers  .ViO'  MSL  at  2  nauUcal  miles  \>m%  336»  mag.  from  VOR;  (2)Towor  wr  M  JSI.  at  1.7  nautu-.d  nnl.  s  bmg  155°  mag.  from  VOR. 

Otte    change;  Deletes  transition  from  Peconlc  LFR. 

tpiMedore  torn  nonstandard  to  avoid  MaoArthur  Airport. 

Pit,  r^verton    ^fito    N  V      \irt»ort  Name,  Calverton-Peconic  River;  Elev.,  75';  Fac.  Claw..  BVORTAC;  Id.  nt.,  KVH;  Procedure  No.  1,  Amdt.  2;  Eff.  Date,  24  Feb.  62; 
(Ity,  talverton.i.oc,  .        i  gup.  Amdt.  No.  1;  Dated,  25  Oct.  58 


T-dn 

C-dn 

S-dn-36.. 
A-dnV.. 


300-1 
400-1 
400-1 
NA 


300-1 
600-1 
40O-1 
NA 


eofr-14 

400-1 
NA 


Pitioedure  turn  Ea.st  side  of  crs  If*"  Outbnd,  348°  Inbnd,  2200'  within  10  miles. 

Minlmiun  altitude  over  fiwllity  on  final  approach  crs,  2200'.  \ 

MTtaml*omUct'nU  esVuMisiied^Iwn  descenMo  authorltted  landing  mininnnns  or  if  h.ndm^  noi  i..cmipli.-h.  .1  within  .^.^  miles  of  DKC-X  OR,  make  right  turn,  climb 
10  2300*  direct  to  DEC-VOR. 

Non:  Weather  not  available  to  general  public. 

•8(10-2  authorized  for  air  carrier  with  approved  weather  service. 

City  Decatur  Slate    111  ■  \lriH.ri  Name,  Munieli>al;  Elev.,  679';  Fac.  (lass.,  VBOK;  Idcnt.,  UK(  ;  Piotv.lurc  No.  i,  Anidi.  2;  KIT.  Dale,  24  Feb.  62;  Sui).  Amdt.  No.  1; 

Dated,  24  June  til 


1200 

T-dn.-_  

C-dn 

A-dn 

300-1 
700-1 
NA 

300-1 
700-1 
NA 

NA 
NA 
NA 

i 

Procedure  turn  N  side  of  course,  123°  Outbnd,  303°  Inbnd,  1700'  within  10  miles. 

If'rtaal  eontacTnof  estubhsiV.'d'u'^pon  descent  to  authorized  landing  mlnimums  or  if  laiidiiijr  not  accoiiipli.«li.d  within  5.6  inil.s,  inak.'  an  itiimodiatc  left  (."^outh)  clinilMiii.' 
tare  retomlng  to  PTW  VOR  at  1700'.    Hold  East  1  mln.,  right  turns.    Inbnd  course  303°. 

City,  Pottstown;  t^tat. ,  Pa  ;  Airiwrt  Name.  Pottstown-Munlcipal;  Elev.,  265';  Fac.  Class.,  BVOR;  Ideiit.,  PTW;  Prowdurc  No.  1,  Amdt.  Orig.;  Eff.  Date,  24  Feb.  62 


RAP-VOR 


Direct . 


4.'iO0 

T-dn.. 

C-dn 

300-1 
€00-1 
40O-1 
800-2 

aay-i 

600-1 
400-1 
80»-2 

200-.>j 
660-1 '-i 

S-dn-.^2 

400-1 

A-dn 

80O-2 

Bsdar  transitions  to  final  approach  authorifcd.    Aircraft  will  be  released  for  final  appioacli  without  procedure  turn  on  nil>ound  final  approach  course  at  least  3.0  miles  from 
VOK. 

Proeedure  turn  E  side  of  crs,  142°  Outbnd,  323°  Inbnd,  4600'  within  10  miles. 
Mlniiiinm  altitude  over  facility  on  final  approaeh  crs,  4000'. 

If  Tlsoal  eontacuiot  establlshed'ii^on  descent  to  autborlied  landliy  mlnimums  ot  if  landing  not  accomplished  within  4,0  miles  make  a  left  climbing  turn  to  4500'  and  return 
to  RAP-VOR.    Aircraft  on  missed  approach  may  be  radar  oontrollod  alter  radar  identlflcaUon.  ^. ,_  .        .,_..,.    k-ut  oi;' 

CirTJON:  Rising  terrain  to  3447'  msl  3  miles  North  of  airport    Aircraft  larger  than  two-engine  or  more  than  06  knot*  restricted  to  N  W-8E  runway. 

City.  Rapid  ntv;  Ptato.  P  Duk  ;  AirtHirt  Name,  Rapid  City  Manldpal;  EleT.,  3181';  Fac.  Class.,  BVORTAC;  Ident.,  RAP;  Procedure  No.  1,  Amdt.  6;  Eff.  Date,  24  Feb.  62; 

^.  Amdt.  No.  6;  Dated,  25  Nov.  61 


14S4 


RULES  AND   REGULATIONS 

▼  0«    »tAN»Aml>    l!»»T101i«»T    AFpmOACB    P«OCBD0M— CoBtiBUed 


Trmnsition 


r» 


TV-LKR 


"1  \  I      \  I  1  K 


C«ane  and 

dlstsnce 


nin^t 


•iUtixU 

(feetj 


J'pOO 


Ceiilng  and  rUibUity  mlnimuna 


Conditloa 


T-dn     .- 
('-<lri 
S-dn  -36. 
\-dn 


C.')  knots 
or  less 


Mor«  than 
6iknoU 


30O-1 
HOO-l 

tno-i 

MO-2 


VkMH 


I'h."  following   luiiiimuni.-i  apply  if  alrtrart  enalnu.! 

vulh  DiHTalivf  \  (JK  and  ADK  and  Hill  Int  riJIZi 

(•  dn I  M*y-l   I  .-ioo-i         "^»W: 

S  dii I  *(*>  I   '  «0-l 


•O-l 


jnd  :mo^  Inbnti.  XH)'  wiitun  lo  mi. 

l1  api>ri)«rl»  crs,  I'""'.  i>v.'r  Hill  Int*.  1 «)()' 

0'  ~4  4  nil.  Mill  Inf  to  iirport.  .-Mo       J  '.  in 


Pracrdui*  m  E  :«i«to  of  en,  ifiO'  Ouibr 
Mkilmum  altilade  over  tmtitHy  oa  Oniii 

?^^^S?J.5l^f^.;Wi;ri^:^  .,.„„.:......,.:., .l....::n,.,„..:i.. <  .*,Tr.v.^c^vo, 

»nd  proc««Kl  direct  to  the  TVC-VOK 

Caution:  Toww  4.5  ml.  NW  l,>46  ,.11.  w 

•Hill  Int    Int  R-340  TVC-VOR  and  .*•-•>»    I  rs  frniu  1  \    I.l-  K 
fi,y.Tra.er;*nty:Statc.M,..h:.Mn.rrV,.n,.    rr i.n.    KW    ..3     <  ...    '.l^,,;-^-!^;  ^i""'  '  '' '     .W,d.,.N,,    ..  Vind-    :    KlT    . ...-,.,  F.l,  0..  ..4.,  .I.A.NM, 

4.  The  terminal  very  high  frequency  omnirange  .TerVOR>  procedures  prescribed  in  §  609.200  are  amended  to  read  In  part; 

U.RMISM     \'IH    >TAM>4KD    InsTRIMKNT    APPKOMII    rR(»KI^rKK 

,s  and  r».Ii..b  arr  ^lui.n.fir.     FI.-vat..>ai  a..!  .Ititud.s  .n    in  r..-t  M.-T..     Crillnp  ar.  In  f.rt  -.dHA..  ..^nn.rt  .1,  v.tinn.     l),,.lanor,  art-  In  MntW 

proach  prowdwf, 
Iiutlal  apiirtiMte 
below. 


DuW^»^o«hi«*we  indlc^Teicept  vtMbiliU.i  »hK-h  '^^ '"  f';'.!;.',^^;;';;.:,,  ,,,«  „  ,„„..i  .iriH,rt.  It  ^liall  l^-'ln  accord  .no,'  ultli  tt«'  foll„«lnK  in.strumont  api 
Uan  InstnmrMit  appro** pn)oe.l.ire  oftN-  ..N  v.  7,  ';■',•"''''' '^^^  „  '  '„,  ,.„tt,  ..■/.•  1  l,y  lU-  .\dniiiu.Mrat..r  ot  lU-  Kr.lrral  \^uiH>u  .Kgency. 


shall 


Transit  ion 


From 


LaJ(eside  Int 


To- 


.    ZuiK-  Ii.'»  ur   M'-  \  '>H  K    S.'.S  ... 


('•'lUnx  and  visibUily  luini 


'Dcinc  or  Irsa 


.IKIiiii* 


Miiiiiikuiu 

,      altltiidr 


(   nikUU'iil 


Oin-*-! 


IV:  knots 
or  less 


I-flO  t   T-<In  - 
(•■dn 
'   .-^-dn-l^ 
I    \-dn      . 


Mar*  tbaa 

6.S  knots 


300-1 
4<)0  1 
4I)0-1 


aoo-i 

500-1 

«oo-i 

800-2 


Us, 


M-1 


,,r  r  I  li"  t"W' r^  ll'iH'  ii:  -  :    ini!;!..ir'li    I.'.T  in  <  I    in  nil  \V?W:  234»' m.«,1. 3 


Radar  transition  altitude  20l»'wiltiin  JO  mi  of  ri.1ar>it.     ';■.;'/''■;'  ^,  ,,^.,,,„,   ,  ■  „ 
Radar  control  must  provide  1000'  ctraranev  v^ith;,!  .!  nu  "r   oi     !.  ,r  >in-.    .^     .ni, 
mi  SSW  of  airport. 
No  proc**lure  turn. 

Minimum  altitu«ie  over  Zone  Int#,  1.t«iu 
Crs  mmt  fttrtmt^  Zone  Int«  to  alriiort.  146      -i  i)  mi. 
lf'li^^!S';^^KJ;r:l;:i^nr:,':.i:!n.:r  Zu.,  mum.  or  .  .......  n,., .,...•  .   l  .^  ..  -.  ^  ^    .  .»-.   N  . ...  ...m  „  „    .....d  d.r«.t  to  PA1.V0. 

ilinibinK  to  2000'. 

.Notk:  Air  carrier  use  N  a.  .,.,„-- 

«one.„t:In.ADS-VORR-^and.A..R^.  ,,„„,,.,„     u  ..   1  Wd,u.  V.    .  • ,  ^  oU  .,  S  .,  .-    ^    HT   . -.n.  :.  .V.,.  ..  Sap.  A.dt.No.. 

City.  DiUlas.  State.  Tex..  .Virport  Nain.'.  Addison.  K.r.  ..J.      t  ...         a.>.  .  11  \  '  '^1  r  I  l.  n  t  _^  ^  ■  •. -^ 


Koss  Ave  Int - ^  '^-^y  '"" 


*    I  iirort 


jono 

C-dn 

S^In  33.. 

A-«ln-     .-- -1 

1 

300-1 
4(X)-1 
400  I 
MOO-3 

300-1 
500-1 
400-1 

MO-ll, 

O-l 

■M 

Ra<Uu-trarwitionaUitudo'20ai-«itliln  J<Miii;.-ofr.d,.r^i^_  .I.o^.'  M.M  ,„,',-,  ,.r  r  id..,  Iua-t-  ll.l^    ;i.  ■  1    M  m;  lu.r-h    IJ-'l    in  ^  I.  in  mi  \V.>\V,  2.14!)' in.s.l.  3flil. 

Ra'iar  control  Quul  provide  lUOUcl.iruKt   \MUiin-i  ml  Of   *J0   ....U.1UU    *.>ii..  -    ■  mi,.  .  .i  r  i.iioi  .» 

PS  W  of  airport. 

No  inutcOuie  tnm.  .     .       ,      ,  .  .... 

Minimum  alUlude  over  VlckcTy  Int#  on  fin.il  ippro;».li  a  .  -i"'  . 

(n  and  distaaoe.  Vickerylnt#  to  airport.  *«)' -5.1)  ini.  .  ,      .  .    r..i 

Crs  and  distance,  breakoff  pomt  to  end  of  nmvray.  xa      1  ml.  „„,,„.,,,,  ^,  .,  un  i,.,.-  n..i  u.  .,mi.;;~!i.  .1  ..  li.ii  ..^.  r  u-  \  < '  U.  tm  i.  riglit  an.l  i-rotfid  direct  lo  DAL 

If  visual  contact  not  e«UbIUhed  upon  d«-«cent  to  authi.ru.  I  ..n  In-'  M.iinmumaor  ii  un  ii.i„  n     ,u.  .mi 

VOR,  climbing  to  aoOC. 

NutEs;  Air  oarriw  uw  N  A. 

ivickerl  Int    Int  ADS-VOR  R  IfiO  and  DAL  \  OR  R  .•'JO.  ^o  c   „    »m,lt  Na  t" 

'  '  ~,         .,         ,^.  ,,,,  y.        ,,-     y-       ^    .,     lUMR    ll.-n.      M..^,lVH-..l.ir.'N...  T.-.VUU-33.  Vmlt   J    KIT   I.at,.,J»?ob.02;bup.  Amdt.N*l, 

CUy,  nall.i,-,  State.  T.'K  :  Alriwt  N  imp,  AMi-.ii    ^■^     '-I.     ^  ...  i  ..--,"  ^    I'aie.l.  .io  Nl  *y  » 


/ 


FEDERAL  REGRTER 
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SttBrdfly,  February  17,  1962 

^  instrument  landing  system  procedures  prescribed  in  S  609.400  are  amended  to  read  in  part: 

I  IL8  Standabd  Instrument  Appro.^ch  PRotKninK 

.  and  rtidials  are  magnetic     E)ev»tk»a  and  altitudes  are  In  feet,  M  8L.    C«lling.s  arc  in  feci  ulxiv.'  airiwrt  elevation.    DUtances  are  in  nautical  miles 
•*S5SSiiiD«nt  approach  procedure  01  iMaiWTOW^^  ^  authorlied  by  the  Administrator 


'"^h.r«t«  uKiiv»w, r-    J  __„,.»^„i^_- ,__-t-«««niiiM»«««i  •ttlMheiownamcdalrDort.lt  shall  be  in  accordance  with  the  following  inatrament  approach  procedure. 

•*S:SSS.^*»P'^?.^'rJSSrfi^^^  Administrator  of  the  Fedeml  Aviation  Agency.^  Gdtlal  approaches 

•i*^^  "  *^}|,i."j'JSutc"  .^ffiSiI!^^»KltadSn^  tor  en  route  operation  In  the  particular  area  or  a»  set  forth  below. 


Transit  ioB 


X»- 


Coursc  and 
distance 


LOM 

LOM 

LOM.       

LOM - 

LOM 

Shamrock  Int# 

LOM  (Final).. 


Direct 

Direct 

Direct 

Direct 

Direct 

Via  R-3fl0  PTW- 

VOR. 
Direct 


Minimum 

altitude 

(feet) 


2400 
2400 
MOO 
2600 
2400 
2400 

2400 


Celling  and  vtalbUlty  minlmoms 


Condition 


T-dn... 
O-dn... 
8-4ln-6' 
A-dn... 


2-eDClne  or  leas 


esknott 


aoo-1 

SOO-1 

300-« 

eoo-2 


More  tbaa 
eeknota 


aoo-1 

fiOO-l 

aoo-5< 

O0O-2 


More  tbaa 
S-engine. 

more  than 
66  knots 


floo-iw 
aoo-M 

600-2 


iBBItOWTl  VOK 

£2^F«iDlnt 

S2?2^i^::;  .::-"■■■■■--- --'" 

Pfttitowi)  VOR  - 

ghiinroeklnt — 

'"^I^      turn  N  side  (•1-^241  °  Outbnd,  061»  Inbnd,  2400'  within  10  mi  of  LOM  (nonstandard  for  better  signal  coverage). 

"ilS^rtiJM  d'r'erto  rBEToKsoW.    Hold  NW  ABE^VOR  one-minulo  left  turns  111°  Inbnd. 

"1S.;Skinit,?«ito'j;sKT^R  ,      ^_^ 

..rAtlwn;  Stale.  1.  :  An,...  N-.  Anonto.n.Be.h.ehem-E.to.^B^v^3«r.  r^^^C^^^I,  Idcnl..  I- ABE.  Pro<.dure  No.  IL8-e.  Amdt. .,  K«.  Data,  ^  Feb.  62; 


BisBSftk  LFR 

STwS  BK-LFR  and  .s K  c,  s  1 1-S. . 
£t  B-m  BI8-V0R    an.l    252     brnp 
LO.M. 


to 


LO.M. 
LOM. 
LO.M. 
LOM. 


Direct 

Direct 

Direct 

Direct 


3800 

3800 
3800 
3800 


T-dn.... 

0-<l 

O-n 

8-dn-«0. 
A-dn.... 


aoo-1 

106-1 

ISMi 

MO-l 

•00-1 

MO-lH 

«00-1M 

660-lVi 

200-H 

MO-H 

»0-H 

600-2 

600-2 

600-2 

Procedure  turn  E  side  SE  rrs,  126°  Outbnd,  306°  Inbnd,  3800'  within  10  mi 

JHSHSlSS'dSt'.S'ari^^^^^^^^  a..«„np,ished  climb  lo  .W  on  W  crs  BK-LFR  or  to  4000'  on  R-262  BIS- 

VOB  within  30  miles. 


rSi   lUdto  tower,.^:  IT.VV  9.f,  mi  S  of  air,x)rt.  2143'  2.4  mi  N.  1848'  3  0  mi  W.  2317'  HI  mi  .NW,  and  2413'  »,2  mi  NK 
NW  FinSapproach  from  lioklinp  patU^rn  nl  LOM  not  autlwrired.    Procedun-  turn  required. 
•Dfr-l  reouired  on  Runway.s  2,  20,  35,  and  17. 


Citi,  Bismarck;  Stat.,  N    Lik  ;  Air,wrt  Name.  Munici,^!;  Elev.,  1653':  ^-^^i^j' ^J'^  ^^^'j;,'-"'^ 


Proccdurt'  No.  n,S-30,  Aindl.  10;  Eflt.  Date,  24  Fob.  62;  Sup.  Aindt. 


PeeoBicMHW. 
BiTfrliwd  VOR 


OM  (Final! 
OM   ..  


Direct 
Direct 


1500 
1500 


T-dn... 
C-dn... 
8-dn-5. 
A-dn.  . 


300-1 

400-1 

#30O-H 

600-2 


300-1 

500-1 

#300-« 

600-2 


200-1 i 
300-1' J 
#300-»« 

aoo-2 


Procednre  turn  S  si.le  of  crs,  22S^  Outbnd,  048°  Inbnd,  1500'  within  10  miles  ol  PIC  M 1 1 W. 

Mtodnum  altitude  at  elide  slope  int  Inbnd  1800*.  .   ,,,,  .,„r,  „,,„,; 

AJtlKf  glide  sloiie  and  .listancc  to  approach  end  of  runway  at  OM,  1490',  o.O  nu;  .MM  285  ,  0;"' "''^-    , ..  .    ,  ,.,i„,. 

MTtaS  witait  not  establi.shnd  upon  descent  to  authorlied  landiiy  mmimums  or  VJ^*"'*'^^",*^',^"y*w  ^'«„mi  e 
ii»k"aWft  climbing  turn  to  l.'i.K)'  .■uid  ^occed  direct  to  the  Peconic  MH W.    Hold  .«\\  of  Peconic  .Ml I W  on  P\\  crs  of  ILS, 

«(i(WH  required  with  irlidc  slope  inoperative. 
C«y,C.verton:  Sta,.',  NY  :  Airpor,  Nan.e.  Ca.verton-Pec^nic  »^v^;^J-.  ^;  ^^r^S^il^^:  ^''''■'  '''"^^  ''"" 


to  1000'  on  the  ILS  NE  crs  within  10  miles,  then 
one-minute,  right  turns. 

dure  No.  ILS-o,  Amdt.  2;  Eff.  Date,  24  Fob  •-.2; 


NMkTlUeLFR I  Knob  In t» 

NMhvUleVOR  |  Knob  Int*. 

BWXLOM(HW) Knob  Int*. 


Direct. 
Direct. 
Direct. 


2200 
2200 
'2200 


T-dn 

C-dn 

A-dn 


30O-1 
400-1 
800-2 


30O-1 
fiOO-1 
800-2 


200-H 
500-1  .'4 
80O-2 


AW  bearings  and  distances 


lUdv  tmninal  area  transition  altitudes:  34«°-Utt'  within  10  miles.  2000':  346°-19o°  within  10-25  miles  2500';  ia'i°-34.i°  within  25  miles.  3000'. 
»«■  r»(l«  lite  with  jwcior  aiimuthsprogrwslngckxAwlse.  .„     „       , ,.-     ,  i  .. 

Proeedore  turn  F.asf  side  of  Crs,  015°  Outbnd,  166"  Inbnd,  2300'  within  10  miles  of  Knob  Int 

Mtntmom  altitude  over  Knob  Int*  on  final  approaeh  ors,  1400". 
^^Si'ScTnft7s'abli;h'Slt^V^°^'t^  Etherised  l«.ding  minimums  o.  if  lan.ling  not  accomplished  within  2.2  miles,  climb  to  2500'  on  S  crs  ILS  (l»5")  within 

NoTM:'TS'proocdurc  autl.orited  only  for  ftlreraft  MulMMd  to  receive  ILS  and  VOR  simultaneously.    No  glide  sloi>e. 
OtlMr  diante:  8tralght-ln  minimums  to  Runway  aOB  deleted. 
•Knob  Int:  Int  I-BNA  locallrer  back  crs  and  BNA-VOR  R-330. 

"Nonstandard  due  obstruction.  ™        .     j 

CK,.  Na,h.il,e;  State.  'l>„„.;  Airport  Name.  Berry  Field   Elev..  605';  Fac.  Class    ILS;  ld«.t.,  IBNA;  rrocedure  No.  1LS-20R,  Amdt.  4;  Eff.  Date.  24  Feb.  62;  Sup.  Amdt. 

No.  3;  Dated,  10  Nov.  56 


110.84- 


1486 


RULES  AND  REGULATIONS 


Transition 


EVE  LFR 

SJ-LFB 

Hotwri  VM 

3KA-VOR 

Blaek  Dtkinoiia  Int. 

Burton  Int 

Vaahon  Int 

I»fan  Int  

Port  Oambk  Irt..- 


TO'- 


Coorw  md 
dbtaaoe 


alUtad* 

(fe*t) 


r.nvf. 

I.oM 
I.oM 
Lo.M 
I.iiM 

I.OM 

i,o\r 


I)ir.M 
Dirii-t 
I'lri'it 
1  iirc-cf 
l>!r>(l 
l>lr(  t 
Hirict 
I>lr.(t 
Dirvi-t 


■JI'IO 

n»n\ 

■JllHI 
•JUKI 


CoilinK  and  vislhillty  mlnimuiM 


Condlliuii 


r  .in.... 

1'  .In    . 
■;  .In   l.C 
\  .In   ... 


--eaciaeor  Imi 


G5  knots 
or  less 


.TOO  1 
««>  2 
5tlO  1 

tm  2 


More  than 
6S  knots 


aooi 

WO-J 
SOO-1 
800-2 


"*•• 


■Mi 

sin 


UM, 


Batlar  tnMailtons  and  »«ctorinB;  ■.■(Inn  .■^.■iiltl.--T*tf)Bia  k.i.Ur  iiiih..ri)i.-.l  ;ii  w^-ocdau.v  «  nh  ii.pt.s.   I  r  i.l  .i  [.itt.  :!i- 
Procodufe  turns  sl.ip  of  crt.  30»°  Outbn.l.  1>°  Int.ml.  ilinr  «  .t!un  U)  iiu.     NA  ti.'y..n  I  ID  imi. 
MlnUnimi  altitude  a*  Klule  slo{>e  Int-Ttvption  int. n.l.  iJOtr  .,.,     ^     ,■     ..  ,  m  xi    r,„      ,,•  ,„. 

*ltitiid«of  ilide  slooe  anil  .lLst;iiu>- to  Aiipro^uh  I'li.l  of  niii.v  iv  U  <  i\r.  Jin)      «  »  ni      il  M  M  .   <«i      i  '.  lui  . 

if  vi^alwnCt  not«UblVhr,l,u^^^^^  .l.U  nt  •.,  .u<hon«.l  :..nl„K  ..  a.,:Mrn.  ex  .1  l.n.l.n,  „..t  .,„„ni.l-l  ■   1  -   th.n  1  ■.  m,  Ju-r  jm  m,,^  MM  ur  -  4  mi  .(t.-r 
turn  right,  dimb  to  2000' dlrwttoH  If  I.OM 

C^O^'^^^TJ^'^^    S  of  fin  >1  .H>proa.-h  .ts       Urt..n.  in  .s.  ainl  .  U.t  t..nli,  1-  Wl    M.^I.  1  s  nu      .-\V    U  ru  U   ul  airport   and  F.  Ihn,  S E  ol  yrp«t ,«>» 

must  be  deterniine.1  by  us<<  of  N)Ui   1-OM    in.l  oM       I'l.j.-   lure  S  .4  with.. (it   l.oM 
*TW  lequiiad  when  k1m1«  •dope  not  ii.«hI 

•.Mr  carrier.  Sliding  scalo  not  auttiorizi-.l  N  l<..k   \  rni 


rity.  Seattle;  StatP,  Wish  .  .\iJ-i«)rt  N.nn.-.  km^''.,unty     It  .  ,:  .■  1- ..  i!      Ki.v      ir      1    >.     <   .l-     I!.>    11.  n' 


I    HKI     I'l'M.    It 


II.    \..    II..S   13.  Anult.  2;  EtI.  Dale,  MPitC 


IND  VOR - i   <    'rl.on  Ii.i* 


Int  HIK  R  OOiaiid  >i'J  K  33» ,  '"  'ft.* 

Carta- Inl#.-_ \  [[H, 

Catmint*. YiYi 

:;:"i:": t  m  k 

I  rn  K 

I  HI   V 

*■'     Hl.K 


'   \  I.l  R   iVI  IM) 

I       in.l  N  K  IT". 
IIIK   ll..-i 

u  iia#    .♦. ,..,  v,i.-;cj  K  Jj-.t 

WBn  (>in..!i 1 Kirxt   

VOR  (^rn-il) I    l):rr.t 


CUntoa  Int 

Spencer  Int 

^*sne}ftJ^tl  fnt . . . 
Fairbanks  Int.. 
Manhattan  Int. 

LKi:  VOR 

II LK  LO.Vf    . 


VOR  or  IMF  nnii 
VOR  or  IMF  KBn 
VOR  (TT  me  RHn 
VOR  or  IIIK  RHn 
VOR  or  IMF  RHn 
\oR  or  IMF  RHii 
VoK  or  (UK  HHu 


I  >iri'<t 
I  iin-il 
I '  ir^'ct 
Dirr.t 
|iin-,-t 
I  >ip-«-t 
iHri-cl 


."JIN) 
IllK) 
I.HKI 
JJ") 
■/•JIKI 
■-'J»«l 
J'JOO 

■J-.1H1 

J-JW 

JJUU 


.In... 
.In.... 
In  a 
.In... 


300  1 
400  1 
400  1 

HliU  2 


300-1 
SOO-I 
400-1 

800-1 


no-iS 


!  Ii: 
.If    it 


Procedure  turn  North  sid.-  Iwilii.-r  cr-;.  o4.','  Oiitt.n.l,  J-J.'."  Inli.l.  -'Jio'  »itl,,n  lo  ml. 
Minimum  altilu.!.' nN-ani  HIF  RHn.  l.ton     ,N  nn  HI   F  \  oK.  I!i»i 
Trs  and  distance.  Ill' K  RHn  to  airport.  J-J.','     niu    H  I   !■  \  oR  i,,  jiri-rt,  .-J., 
ir  vfcwnl  contact  not  establi!ih.>d  ui>on  descent  to  jtittionrt-.l  hm.line  mmimuni 
IIIK  VOR,  climb  to  Jaxy  .■^oiittiw.'sttKiiin.l  ..o  .>U    .r  H'    t     II..--    I. 

LKi;  VOR.  ^       ,        ,.,     ,  . 

Notes    (1)  No  ftlide  slope;  f2)  No  ipprosM-h  .mlit-.    (J,    l!i..;r  .■. 
#Carl>on  Int:  Int  NK  crs  HIK   IL8  .*nd  LKI'   R  ol3. 
##PraIrle  Creek  Int    Int  HLK  lUS  SW  n-^  and  I.KI     R  JTti 
•HUF  RBn  lacated  apprwrtmately  HtlO'  N  W  ol  locll/.r  ...ur-* 
••HLK  VOR  located  approximately  VMW  .-K  ot  loiali«r  rour-. 

City.  Terre  Hante;  Stat^  Ind  :  Airport  Nnmc.  Hiilmixn  F:.-'!    KI.  v 


I'riirle  ("ri'fk    liil*#'>r.  »h<-n.l.r 
11. if   luthoriii-'l  unless  aini 


.>l  111   F  RUii"  or  in   K  VOR' 

«n.|inK  not    M-»-oniphs(ir.l  within  4  mi  ;ifti>r  pas.vin«  III   F  HHn  or  )  ml  aftw 

I.  ■!  I.y  A  IC  "■■■" 


n^  i.  fl  liirii  lo  L'Jno'  and  proceed  dirfrt lo 
,lii;|,I„   ;  1,1  I.  .•■■.\.    11.^   ml   M  iI"  or  1I.>  ,111.1  \dR  slmultawously. 


'.  "1. 

Ik 

*  r 

mil 

I.  .1'.\ 

II 

^    11 

.Vfii'll 


F  ir-      '     IH-'    ,     ll.S 

N  1    Ortg.,  DaUd, 


l.».-nt  .   I   111   F 
16  l>ec.  Ill 


l'r.icr.Iurr  SH    11.-  J:l.   Ani.lt     I     KIT.  l>atf,  24  )*(*.  tt  Snr 
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RULES  AND  REGULATIONS 
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These  procedures  shaU  become  effective  on  the  dates  specined  therein. 

(Smb.  SX8(»).  807(C).  73  8t»t.  763.749;  49  U5.0.  1854(b).  1348(c)) 

Issued  In  Washington.  DC.  on  January  19.  1962  ^   g   Moot*. 

Acting  Director.  Flight  Standardt  Service. 

|PR  D.X-   62  816    Filed    Feb    16.  1963.  8  52  a  m  | 


-      Title  7— AGRICULTURE 

Chapter  IX — Agriculturol  Marketing 
S«rvic«  (Marketing  Agr^vments  and 
Orders),  Department  of  Agriculture 

[OrBnge  Reg.  4| 

PART  905 — ORANGES,  GRAPEFRUIT, 
TANGERINES,  AND  TANGELOS 
GROWN  IN  FLORIDA 

Limitation  of  Shipments 

§  905.313      Orange  Regulation  4. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  905.  as  amended  (7  CFR  Part 
905) .  regulating  the  handling  of  oranges, 
grapefruit,  tangerines,  and  tangelos 
grown  In  Florida  effective  under  the  ap- 
plicable provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937.  as 
amended  (7  U.S.C.  601-674),  and  upon 
the  basis  of  the  recommendatibns  of  the 
committees  established  under  the  afore- 
said amended  marketing  agreement  and 
order,  and  upon  other  available  informa- 
tion, it  Is  hereby  fovmd  that  the  limita- 
tion of  shipments  of  oranges,  including 
Temple  oranges,  as  hereinafter  pro- 
vided, will  tend  to  effectuate  the  de- 
clared policy  of  the  act. 

(2)  It  Is  hereby  further  found  that 
it  is  Impracticable  and  contrary  to  the 
public  Interest  to  give  preliminary  no- 
tice, engage  In  public  rule-making  pro- 
cedure, and  postpone  the  effective  date 
of  this  section  until  30  days  after  pub- 
lication thereof  in  the  Pidiral  Ricistir 
(5  U.S.C.  1001-1011)  because  the  time 
intervening  between  the  date  when  in- 
formation upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 


in  order  to  effectuate  the  declared  policy 
of  the  act  Is  insufficient;   a  reasonable 
time  is   permitted,    under   the   circum- 
stances, for  preparation  for  such  effec- 
tive  time;    and    good   cause    exists   for 
making   the   provisions  hereof  effective 
as  hereinafter  set  forth.     Shipments  of 
oranges.     Including     Temple     oranges, 
grown  In  the  production  area,  are  pres- 
ently subject  to  regulation  by  grades  and 
sizes,  pursuant  to  the  amended  market- 
ing agreement  and  order;  the  recommen- 
dation and  supporting  information  for 
regulation   during   the   period   specified 
herein  were  promptly  submitted  to  the 
Department  after  an  open  meeting  of  the 
Growers   Administrative   Committee   on 
February  13. 1962,  such  meeting  was  held 
to  consider  recommendatlor«  for  regula- 
tion,  after   giving    due   notice   of   such 
meeting,    and    Interested    persons    were 
afforded  an  opportunity  to  submit  their 
views  at  this  meeting ;  the  provisions  .of 
this  section,  including  the  effective  time 
hereof,  are  identical  with  the  aforesaid 
recommendation  of  the  committee,  and 
information  concerning  such  provisions 
and  effective  time  has  been  disseminated 
among  handlers  of  such  oranges;   it  Is 
necessary,  in  order  to  effectuate  the  de- 
clared policy  of  the  act,  to  make  this 
section  effective  during  the  period  here- 
inafter set  forth  so  as  to  provide  for  the 
continued  regulation  of  the  handling  of 
oranges.  Including  Temple  oranges,  and 
compliance  with  this  section  will  not  re- 
quire any  special  preparation  on  the  part 
of  the  persons  subject  thereto  which  can- 
not be  completed  by  the  effective  time 

hereof. 

(b>  Order.  (1>  Terms  used  in  the 
amended  marketing  agreement  and 
order  shall,  when  used  herein,  have  the 
same  meaning  as  is  given  to  the  respec- 
tive  term   in  said   amended   marketing 


agreement  and  order;  and  terms  relsttBi 
to  grade,  diameter,  standard  peck,  tat 
standard  box.  as  used  herein.  sbsIlhtR 
the  same  meaning  as  Is  given  to  tbi 
respective  term  In  the  United  State 
Standards  for  Florida  Oranges  ui 
Tangelos  «8§  51.1140-51.1178  of  this tttk; 
25  PR.  8211). 

( 2 )  During  the  period  beglnnlm  it 
12:01  a.m..  est..  February  19.  IMS,  ni 
ending  at  12:01  a.m..  e.s.t.,  March  I 
1962.  no  handler  shall  ship  between  the 
production  area  and  any  point  outride 
thereof  in  the  continental  United  StitK 
Canada,  or  Mexico:  ^ 

'li  Any  oranges.  Including  Tenpk 
oranges,  grown  in  the  production  am. 
which  do  not  grade  at  least  VS.  Ma  1 
Russet:  _ 

<ii»  Any  oranges,  except  Tenp 
oranges,  grown  in  the  production  im 
which  are  of  a  size  smaller  than  fk 
inches  in  diameter,  except  that  a  tofcr 
ance  of  10  percent,  by  count,  of  orMje 
smaller  than  such  minimum  diannte 
shall  be  permitted,  which  tolerance  ml 
be  applied  in  accordance  with  the  prwl- 
sions  for  the  applicaUon  of  tolerMce 
.specified  in  said  United  States  StaiktaJ 
for  Florida  Oranges  and  Taniwi: 
Provided.  That  in  determining  the  P«- 
centage  of  oranges  in  any  lot  whlttjw 
.smallei;^  than  2''ir,  Inches  In  diw»f«- 
such  pircentage  shall  be  based  only  • 
those  oranges  In  such  lot  which  areoii 
size  2"ifl  inches  in  diameter  or  Bmaiw. 

(iii>  Any  Temple  oranges,  grown  ■ 
the  production  area,  which  are  of ^  <■ 
smaller  than  2\,^  inches  i^JUMj* 
except  that  a  tolerance  of  ten  !»[««»;■ 
count,  of  Temple  oranges  8™*"^"? 
such  minimum  diameter  shaU  °*J 
mitted,  which  tolerance  shaU  be  V^ 
in  accordance  with  the  provisions  lorw 


^^^,^y,  February  17,  1962 

-,„Uon  of  tolerances  speclfledin  ttie 
iga^P^^ted  SUtes  Standards  tor 
^S%c»Mea  and  Tangelos. 
'^    ^^  ^  0tBt.  SI,  BB  Bmended;  7  UJ8.C. 

pg(ed:  February  14.  19«2. 

Paul  A.  Nicholsow, 
A^^iMO  Director.  Fruit  and  Vege- 
U^le    Division.    AaricvUural 
Marketing  Service. 

..    noe    «8-l«73;    WtA.    Peb.    16.    I9ea; 
|fa.  ^^  352  ^ni  J 


I  Grapefruit  Reg.  41 

MIT  405— ORANGES,  GRAPEFRUIT, 
TAMOOnWES,     AND     TANGELOS 

GROWN  IN  FLORIDA 

limitation  of  Shipments 
I90SJH     Grapefruit  Regulation  4. 

(A)  FiMdtugs.  (1)  Pursuant  to  the 
,«,fcrt*"f  agreement,  as  amended,  and 
Order  Na  M5  as  amended  (7  CFB  Part 
Mi)  inulating  the  handling  of  creuiges, 
,nfflfmit.  tangerines,  and  tangeloe 
aan  to  Florida,  effective  under  the  ap- 
2aMe  provisions  of  the  Agricultural 
uTrketing  Agreement  Act  of  1937.  as 
miiirtfil  (7  U.8.C.  601-674) .  and  upon 
tiH  bf**  of  the  recommendations  of  the 
li^lttrr  established  under  the  afore- 
atd  iwniffl  marketing  agreement  and 
onkr,  and  upon  other  available  infomui- 
Hod,  k  Is  hereby  found  that  the  llmita- 
tfff  af  AhMnents  of  grapefruit,  as  here- 
iHfts  provided,  will  tend  to  effectuate 
the  declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that 
it  to  livractteable  and  contrary  to  the 
pabUc  Interest  to  give  preliminary  notice. 
aiyage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
Kctlon  until  30  days  after  publication 
thereof  in  the  PBontAL  RccisTn  (5  U.S.C. 
lOOl-lOU)  because  the  time  intervening 
betveoa  the  date  when  information  upon 
whidi  thte  section  is  based  became  avail- 
able and  the  time  when  this  section  must 
become  effective  in  order  to  effectuate 
the  declared  policy  of  the  act  is  insufB- 
dent;  a  reasonable  time  is  permitted, 
under  the  circumstances,  for  preparation 
for  such  effective  time ;  and  good  cause 
oMi  for  making  the  provisions  hereof 
eflectlTe  as  hereinafter  set  forth.    Ship- 
■enti  at  all  grapefruit,  grown  in  the 
jvoducUon  area,  are  presently  subject  to 
regulation  by  grades  and  sizes,  pinrsuant 
to  the  amended  marketing  agreement 
and  order;  the  recommendation  and  sup- 
porting information  for  regulation  dur- 
ing the  period   specified    herein   were 
proHptty  siri>mitted  to  the  Department 
after  an  open  meeting  of  the  Qrowers 
Administrative  Committee  on  February 
19.  INS,  Bueh  meeting  wets  held  to  con- 
rider  reeommendations   for   regulation, 
afto-  giving  due  notice  of  such  meeting, 
and  Interested  persons  were  afforded  an 
owwrtnnlty  to  submit  their  views  at  this 
■Mttng;  the  provisions  of  this  section, 
lacliirilng  the  effective  time  hereof,  are 
Idaitkal  with  the  aforesaid  recommen- 
dittaii  of  the  committee,  and  informa- 
tkn  eoooemlng  such  provisions  tmd  ef- 
tettTf   time    has    been    disseminated 
lOflQg  handlers  of  such  grapefruit;  it  Is 
•^ceawry,  to  order  to  effectuate  the  de- 
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clared  policy  of  the  act,  to  make  this 
section  effective  during  the  period  here- 
inafter set  forth  so  as  to  provide  for  the 
continued  regulation  of  the  handling  of 
grapefndt.  and  compliance  with  this 
section  will  not  require  any  special  prep- 
aration on  the  part  of  the  persons  sub- 
ject thereto  which  caruiot  be  completed 
bf  the  effective  time  hereof. 

(b)  Order.  (1)  Terms  used  in  the 
amended  marketing  agreement  and 
order  shall,  when  used  herein,  have  the 
same  meeming  as  is  given  to  the  respec- 
tive term  In  said  amended  marketing 
agreement  imd  order;  and  terms  relat- 
ing to  grade,  diameter,  standard  pack, 
and  standard  box,  as  used  herein,  shall 
have  the  same  meaning  as  is  given  to  the 
respective  term  in  the  United  States 
Standards  for  Florida  Grapefruit 
(§8  51.750-51.783  of  this  title;   26  P.R. 

163). 

(2)  During  the  period  beginning  at 
12:01  a.m.,  e,s.t..  February  19,  1962,  and 
ending  at  12:01  a.m.,  e.s.t.,  March  5, 
1962,  no  handler  shall  ship  between  the 
production  area  and  any  point  outside 
thereof  in  the  continental  United  States, 
Canada,  or  Mexico: 

(i)  Any  grapefruit,  grown  in  the  pro- 
duction area,  which  do  not  grade  at  least 
U.S.  No.  1:  Provided,  That  such  grape- 
fruit may  have  discoloration  to  the  ex- 
tent permitted  imder  the  U.S.  No.  2  Rus- 
set grade.  «id  may  have  slightly  rough 
texture  caused  only  by  speck  type 
metamose; 

(li)  Any  seeded  grapefruit,  grown  in 
the  production  area,  which  are  smaller 
than  3i'H6  inches  in  diameter,  except 
that  a  tolerance  of  10  percent,  by  count, 
of  seeded  grapefruit  smaller  than  such 
mintmqm  siBe  shall  be  permitted,  which 
tolerance  shall  be  applied  in  accordance 
with  the  provisions  for  the  application 
of  tolerances,  specified  in  said  United 
States  Standards  for  Florida  Grapefruit; 

or 

<iii)  Any  seedless  grapefruit,  grown 
In  the  production  area,  which  are  small- 
er than  3%6  inches  in  diameter,  except 
that  a  tolerance  of  10  percent,  by  coimt, 
of  seedless  grapefruit  smaller  than  such 
in<r>it«inn  gize  shall  be  permitted,  which 
tolerance  shadl  be  applied  in  accordance 
with  the  provisions  for  the  i^iphcation 
of  tolerances,  specified  in  said  United 
States  Standards  for  Florida  Grapefruit. 

(SecB.  1-19,  48  Stat.  31,  as  amended;  7  U  8  C 
601^674) 

Dated:  February  14,  1962. 

Paul  A.  Nicholson, 
Acting  Director.  Fruit  and  Veg- 
etable  Division.   Agricultural 
Marketing  Service. 

(FJl.    Doc.    Ca-ie71:    PU©d,    Feb.    16,    1962; 
8:51  Bjn.) 


{Navel  Orange  Reg.  7] 

PART    907— NAVEL    ORANGES 
I^ROWN  IN  ARIZONA  AND  DESIG- 
NATED PART  OF  CAUFORNIA 

Umitcrfion  of  HandKng 
§  907.307     Navel  Or«n«e  Regnlatioa  7. 

(a)  Findinvn.     (1)    Pursuant  to   the 
meurketing  agreement,  as  amended,  and 
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Order  No.  907,  as  amended  <T  CF9.  Pent 
907),  regulating  the  handling  of  uafcl 
oranges  grown  In  Artaona  and  designated 
part  of  CaUfomte,  cfleeUfe  vnder  the 
applicable  provisions  of  the  AgrtcoNured 
Marketing  Agreement  Act  «f  19St.  as 
amended  (7  U.S.C.  «l-«74>.  end  mpon 
the  basis  of  the  recoenmendationB  end 
information    suimittod    by    ttie   Itawcl 
Orange  Administntttve  Oumeaittee.  tm^ 
tablished     under     the    said     aenmileil 
marketing   agreement   and   order,   and 
upon    other    available    information.    It 
is    hereby    found    that    the    limitation 
of  handling  of  such  navel  oranges,  as 
hereinafter  provided,  will  tend  to  effec- 
tuate the  declared  policy  of  tbe  act  by 
tending  to  estaOjllsli  and  maintain  such 
orderly  marketing  cosMfitlons  for  such 
oranges  as  will  provide,  in  the  interests 
of  producers  and  consumers,  an  orderly 
flow  of  the  supply  thereof  to  market 
throughout  the  normal  marketing  season 
to   avoid   unreasonable  fluctuations   in 
supplies  and  prices,  and  is  not  for  the 
purpose  of  maintaining  prices  to  fanners 
above  the  level  which  it  is  declared  to 
be  the  policy  of  Congreas  to  establish 
iinder  the  act. 

(2)  It  is  hereby  further  found  that 
it  is  impracticable  and  eontrmiy  to  the 
public  interest  to  give  preUminriry  no- 
tice, engage  in  puiiUe  rule-matkinc  pioee- 
dure,  and  postpone  the  efleetliw  date  ol 
this  section  until  SO  days  after  ptebUca- 
tion  hereof  in  OtB  FteaasL  Rnnna  (5 
U.S.C.  1001-1011)  because  tbe  time  in- 
tervening between  the  date  wtaen  infor- 
mation upon  which  this  section  is  bneed 
became  available  and  the  time  when  this 
section  must  beeoene  effective  in  order 
to  effectuate  the  declared  poiicr  of  the 
act  is  insufkjent,  and  a  reasonable  .time 
is  permitted,  under  the  circumstances, 
for  preparation  for  such  effective  time; 
and  good  cause  exists  for  making  the 
provisions  hereof  effective  as  hereinafter 
set  forth.    The  committee  held  an  oi>«i 
meeting  during  the  current  weA,  erfter 
giv^ig  due  notice  therecrf.  to  coaaider 
suiq;>ly  uid  market  conditions  for  navel 
oranges  and  tbe  need  for  regulation;  in- 
terested persons  were  afforded  an  oppor- 
tunity to  submit  infoeanation  and  views 
at  this  meeting;   the  recomoAendation 
and  supportbig  information  for  regula- 
tion during  the  period  specified  herein 
were  promptly  submitted  to  tbe  Depart- 
ment after  such  meeting  weis  beld;  the 
provisl(»is  of  this  aection,  including  its 
effective   time,   are  identical   with   the 
aforesaid  recommendation  of  the  com- 
mittee, and  information  concerning  such 
provisions  and  effective  time  has  been 
disseminated  among  handlers  of  such 
navel  oranges;  it  is  necessary,  in  order 
to  effectuate  the  declared  policy  of  the 
act,  to  make  this  section  effective  during 
the  period  herein  specified;   and  com- 
pliance with  this  sectkm  will  not  require 
any  special  preparation  on  the  part  of 
persons  subject  hereto  which  cannot  be 
completed  on  or  before  the  effective  date 
hereof.     Such  committee  meeting  was 
held  cm  February  15.  1962. 

(b)  Order.  (1)  The  reqDective  quan- 
tities of  nav^  oranges  grown  In  Ariaona 
and  designated  part  of  CaMfomia  which 
may  be  haxMUed  daring  the  period  be- 
glaning  at  13:01  am^  P-st., Febmary  18. 
1962,  and  ending  at  12:01  eon.,  P^t.. 
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F«bni*iy  26,  1962,  are  hereby  fixed  as 
foUows: 

(1)  District  1:  Unlimited  movement: 
(il)  Dlatrlct  2:  400,000  cartons; 

(111)  District  3:  Unlimited  movement; 
(Iv)  Dlatrlct  4:  Unlimited  movement. 

(2)  Am  uaed  In  this  section,  "handled." 
"Dlatrlct  1."  '•District  2."  "District  3," 
"District  4,"  and  "carton"  have  the  same 
mganing  as  when  used  in  said  amended 
marketing  agreement  and  order. 

(8«es.  1-19.  *8  Stat.  31.  a»  amended;  7  U  3  C. 
e01-«74) 

Dated:  February  18.  1962. 

Paxtl  a.  Nicholsom. 
Deputy     Director,     Fruit     and 
vegetable  Division.   Agricul- 
tural Marketing  Service. 

ITP.R.    Doc.    63-1739;     Piled,    Keb     16      1962 
11:16  am.) 


(Lemon  Reg.  8| 

PART  910— LEMONS  GROWN  IN 
CALIFORNIA  AND  ARIZONA 

Limitation  of  Handling 

§  910.308      Lemon   Regulation   8. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  910,  as  amended  (7  CFR  Part 
910),  regulating  the  handling  of  lemons 
grown  in  California  and  Arizona,  effec- 
tive imder  the  appUcable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (7  U.S.C.  601- 
674).  and  upon  the  basis  of  the  recom- 
mendation and  information  submitted  by 
the  Lemon  AdminlstraUve  Committee, 
established  under  the  said  amended  mar- 
keting agreement  and  order,  and  upon 
other  available  information,  it  is  hereby 
found  that  the  limitation  of  handling  of 
such  lemons  as  hereinafter  provided  will 
tend  to  effectuate  the  declared  policy  of 

(2)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
hereof  in  the  Pedikal  Rsgistir  (5  U.S.C. 
1001-1011) .  because  the  time  intervening 
between  the  date  when  information  upon 
which  this  section  is  based  became  avall- 
■ftble  and   the  time   when   this   section 
must  become  effective  in  order  to  ef- 
fectuate the  declared  policy  of  the  act 
is  insufflcient.   and   a   reasonable   time 
is  permitted,  under  the  circumstances, 
for  preparation  for  such  effective  time: 
and  good  cause  exists  for  making  the 
provisions  hereof  effective  as  hereinafter 
set  forth.    The  committee  held  an  open 
meeting  during  the  current  week,  after 
giving  due  notice  thereof,   to  consider 
supply  and  market  conditions  for  lemons 
and  the  need  for  regulation;  interested 
persons  were  afforded  an  opportunity  to 
submit  mformation  and  views  at  this 
meeting;  the  recommendation  and  sup- 
porting information  for  regulation  dur- 
ing   the   period   specified    herein    were 
promptly  submitted  to  the  Department 
after  such  meeting  was  held;  the  pro- 
visions of  this  section,  including  its  effec- 
tive time,  are  Identical  with  the  afore- 
said recommendation  of  the  committee, 
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and  information  concerning  such  pro- 
visions and  effective  time  has  been  dis- 
seminated among  handlers  of  such 
lemons;  It  is  necessary.  In  ord^  to  effec- 
tuate the  declared  policy  of  the  act,  to 
make  this  section  effective  during  the 
period  herein  specified;  and  compliance 
with  this  section  will  not  require  any 
special  preparation  on  the  part  of  per- 
sons subject  hereto  which  cannot  be. 
completed  on  or  before  the  effective  date 
hereof.  Such  committee  meeting  was 
held  on  February  13.  1962. 

(bi  Order.  1 1)  The  respective  quanti- 
ties of  lemons  grown  In  California  and 
Arizona  which  may  be  handled  during 
the  period  beginning  at  12:01  a.m.,  P.s.t., 
February  18.  1962  and  ending  at  12:01 
am..  P.s.t..  February  25.  1962.  are  hereby 
fixed  as  follows : 

(1)  District  1:  9.300  cartons; 

•  ill    District  2:  186.000  cartons; 

fill)   District  3:  Unlimited  movement. 

(2)  As  used  In  this  section,  "handled." 
District   1."   "District  2.;'   "District  3." 

and  "carton"  have  the  same  meaning  as 
when  used  In  the  said  amended  market- 
ing agreement  and  order. 

(Sees.  1-19.  48  SUt  31,  as  amended:  7  USC 
601-674) 

Dated:  February  14.  1962. 

Paul  A.  Nicholsom, 
Acting  Director,  Fruit  and  Vege- 
table   Division.     Agricultural 
Marketing  Service. 

,FR      Ck>c      62    1670.     Pled.     Feb      16.      1962; 
8  51   ami 


I  Grapefruit  Reg    2| 

PART  912— GRAPEFRUIT  GROWN  IN 
THE  INDIAN  RIVER  DISTRICT  IN 
FLORIDA 

Limitation   of   Handling 

§  912.302      Grapefruit  Regulalion  2. 

(a>  Findings.  <1)  Pursuant  to  the 
marketing  agreement  and  order  t7  CFR 
Part  912;  27  F.R.  87)  regulating  the 
handling  of  grapefruit  grown  In  the 
Indian  River  District  In  Florida,  effective 
under  the  appUcable  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937.  as  amended  (7  U.S.C.  601-674). 
and  upon  the  basis  of  the  recommenda- 
tions and  Information  submitted  by  the 
Indian  River  Grapefruit  Committee,  es- 
tablished under  the  said  marketing 
agreement  and  order,  and  upon  other 
available  information,  it  Is  hereby  found 
that  the  limitation  of  handling  of  such 
grapefruit,  as  hereinafter  provided,  will 
tend  to  effectuate  the  declared  policy  of 

the  act 

(2)  It  Is  hereby  further  found  that  It 
Is  Impracticable  and  contrary  to  the  pub- 
lic Interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
hereof  In  the  Fideral  Rkcistir  <5  U.S.C. 
1001-1011 »  because  the  time  Intervening 
between  the  date  when  Information 
upon  which  this  section  Is  based  became 
available  and  the  time  when  this  section 
must  become  effective  In  order  to  ef- 
fectuate the  declared  policy  of  the  act 
Is  Insufficient,  and  a  reasonable  time  Is 
permitted,  under  the  clrcumsUnces.  for 


preparation  for  such  effective  time*  m 
good  cause  exists  for  making  the  prnL 
sions  hereof  effective  as  herelnaftoal 
forth.     The    committee   held  an  oiZ 
meeting  during  the  current  we^  j^ 
giving   due   notice  thereof,  to  oquZ 
supply  and  market  conditions  forhySn 
River  grapefruit,  and  the  need  for  rcn. 
latlon ;  Interested  persons  were  aSo^ 
an   opportunity  to  submit  infonnatiea 
and  views  at  this  meeting;  the  twos. 
mendatlon  and  supporting  informttttn 
for  regulation  during  the  period  tgtetbn 
herein  were  promptly  submitted  to  tht 
Department    after    such    meeting  v^ 
held ;  the  provisions  of  this  section,  lo- 
eluding  Its  effective  time,  are  Identkil 
with  the  aforesaid  recommendation «( 
the   committee,   and   information  eon- 
cernlng    such    provisions   and  effeetht 
time  has  been  disseminated  among  htn* 
dlers  of  such  Indian  River  grapefruit;  k 
is  necessary,  in  order  to  effectuate  tht 
declared  policy  of  the  act.  to  make  tfak 
section  effective  during  the  period  beRb 
specified ;  and  compliance  with  thii  w- 
tlon  win  not  require  any  special  prepen- 
tion  on  the  part  of  persons  subject  hereto 
which  cannot  be  completed  on  or  befoR 
the  effective  date  hereof.    Such  commit- 
tee meeting  was  held  on  February  IJ, 
1962. 

(b)  Order.  (1)  The  quantity  «( 
grapefruit  grown  in  the  Indian  Rticr 
District  which  may  be  handled  dmloi 
the  period  beginning  at  12:01  a.m., ext, 
February  19,  1962,  and  ending  at  13:01 
am,  est..  Februsur  26,  1962,  U  beebf 
nxed  at  160.601  standard  packed  bow 

( 2 )  As  used  in  this  section,  "handled,' 
•  Indian  River  District,"  "grapelnitt.' 
and  "standard  packed  box"  have  tht 
same  meaning  as  when  used  In  said  mir- 
ketlng  agreement  and  order. 

(Sees.  1-19,  48  Stat   31,  as  amended;  7  Dj8£ 
601   674) 

Dated    February  15.  1962. 

Floyd  P.  HioLTJin, 
Director.   Fruit   and  Vegetable 
Division,  Agricultural  Marlut- 
ing  Service. 

|FR     Doc     62-1701;     Filed.    Peb.    1«.  1« 

8  52   a  m  ) 

Title  21— FOOD  ANO  DRIB 

Chapter  I — Food  and  Drug  Admlnli- 
tration,  Dopartmsnt  of  Hsolth,  Ed* 
cotion,   and   Wolfaro 

SUBCHAPTEI   A— OINHAl 

PART  1— REGULATIONS  FOR  THI 
ENFORCEMENT  OF  THE  FIDIIA^ 
FOOD,  DRUG,  AND  COSMETIC  ACT 

Labeling  Roqolromsnfs  for  Drw9»osi 
Dsvicot;  Chango  In  Effsdlvs  We 

The  Federal  Register  of  SeptMaJJ^ 
1961  <26  F.R.  8389)  announced  a  wraw 
of  U.106  (b)(3),  (c)(3).  and  (inv 
with  an  180-day  effective  <»•»«•  J°* 
this  order  would  become  eflecUre  (» 
March  5.  1962.  ^       .  __-, 

The  Commissioner  of  Pood  »nd  ww 
has  received  a  series  of  P«"^S 
representatives  of  pharmaceuuau  »r 
ufacturers  pointing  out  the  ft«Pi  •*• 


SgtMT^'  February  17,  1962 

-  KMn  taken  in  an  attempt  to  comply 
^-!??S  wgulstion.  These  pettUons. 
!**JS^  ddtne»te  the  difficulties  In- 
^ETand  support  the  view  that  com- 
SSToJmplisnce  with'the  revised  order 
S£  toMarch  6  cannot  be  expected. 
"^Uie  basis  of  the  represenUtlons 

^  uie  Commissioner  concludes  that 
■•JS^  effective  date  is  necessary. 
•JSS^  pursuant  to  the  provisions  of 
SfsSsral  Pood,  Drug  and  Cosmetic  Act 
SL  Wl  M  SUt.  1055;  21  U.8.C.  371) 
2Sthe  authority  delegated  to  the  Com- 
3i£^  of  FV)od  and  Drugs  by  the  8ec- 
JSt^  Health,  Education  and  Welfare 
^Vjr8626).  the  effective  date  of  the 
!S«Dabllshed  in  the  Federal  Regiswi 
SrSotember  6,  1961,  is  changed  from 
5q^^  to  270  days  from  date  of 
nubUcatlon. 

(aie.701(»).  62  Stat.  1085;  21  U.S.C.  371(b)) 
D,ted:  February  13,  1962. 

Geo.  p.  Larricht 
Commissioner  of  Food  and  Drugs. 

\rs.    Doc.   ea-1681;    Filed.    Peb.    16,    l»ea; 
'  8:48  a.m.] 


miQ^pni  l—FOOD  AND   FOOD  PtODUCTS 

FAIT  27— CANNED  FRUITS  AND 
CANNED  FRUIT  JUICES;  DEFINI- 
TIONS AND  STANDARDS  OF  IDEN- 
TITY; QUALITY;  AND  FILL  OF  CON- 
TAINER 
Aftiiciany  Sweetened  Canned  Pin«- 
•ppie;  Standard  of  Identity;  Effec- 
tive Date 

Pnnuant  to  the  provisions  of  the  Fed- 
ersl  Rwd,  Drug,  and  Cosmetic  Act  (sees. 
401, 701,  52  Stat.  1046,  1055,  as  amended 
70  Stat.  919.  72  Stat.  948;  21  U.S.C.  341. 
371)  and  in  accordance  with  the  author- 
ity delegated  to  the  Conmilssloner  of 
Fted  and  Drugs  by  the  Secretary  of 
Health.  Education,  and  Welfare  (25  FH. 
8635) ,  notice  is  hereby  given  that  no  ob- 
jeetiODS  were  filed  to  the  order  published 
In  the  Pedbxal  Register  of  December  28, 
1961  (36  PJl.  12563) ,  establishing  a  defi- 
nition and  standard  of  Identity  for 
artlfldally  sweetened  canned  pineapple. 
Accordingly,  the  definition  and  standard 
of  identity  promulgated  by  that  order 
win  become  effective  February  26.  1962. 

(8Mi.  401. 701, 62  Stat.  1046, 10S6.  AS  amended 
70  But.  018.  73  Stat.  948;  21  UJ3.C.  341,  371) 

Dated:  February  13, 1962. 

Geo.  p.  Larrick. 
Commissioner  of  Food  and  Drugs. 

\TA.  Doc.   62-1667:    Filed.    Feb.    10.    1963; 
8:40  a.m.] 

ride  36— PARKS,  FORESTS, 
AND  MEMORIALS 

Chapter  I — National  Pork  Service, 
Department  of  the  Interior 

PART  3-^ATIONAL  CAPITAL  PARKS 
REGULATIONS 

Commercial  Vehicles  and  Common 
Carriers 

Notice  is  hereby  given  that  pursuant 
to  the  authority  vested  in  the  Secretary 
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of  the  Interior  by  section  3  of  the  Act 
of  August  26,  1916  (39  Stat.  636;  16 
U.S.C.  8) .  I  8.36  of  Title  36.  Code  of  Fed- 
eral Regulations,  is  amended  as  set  forth 
below.  The  purpose  of  the  amendment 
Is  to  permit  the  operation  of  commercial 
trucks  on  Constitution  Avenue  east  of 
18th  Street  NW. 

It  Is  the  policy  of  the  Department  of 
the  Interior,  whenever  practicable,  to 
afford  the  public^  an  opportunity  to  par- 
ticipate In  the  rule-making  process. 
However,  because  of  the  desire  of  the 
Interior  Department  to  assist  the  De- 
partment of  Highways  and  Traffic. 
Washington,  D.C.,  in  correcting  a  seri- 
ous terafflc  situation  existing  at  the  in- 
tersection of  Virginia  Avenue  and  Con- 
stitution Avenue  NW.,  it  has  been 
determined  to  be  in  the  best  interest 
of  the  general  public  to  revise  the  rout- 
ing of  traffic  In  this  area  as  soon  as 
practicable.  Accordingly,  this  amend- 
ment shall  become  effective  upon  pub- 
lication in  the  Federal  Register. 

Paragraph  (c)  of  §  3.36  is  amended  to 
readasfoUows: 

§  3.36    Commercial  vehicles  and  coninion 
carriers. 

•  •  •  •  •   " 

(c)  Commercial  trucks.  The  use  of 
any  park  road  by  commercial  truclcs 
when  such  trucking  is  in  no  way  con- 
nected with  the  operation  of  the  park 
system  is  m^c^bited.  except  (1)  on  the 
section  of^onstitution  Avenue  east  of 
IStli  Street.  (2)  that  in  special  cases, 
trucking  permits  may  be  issued  at  the 
discretion  of  the  Superintendent. 

John  A.  Carver.  Jr.. 
Assistant  Secretary  of  the  Interior. 
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Containing  120  acres. 

2.  The  lands  are  located  approximately 
eight  miles  south  of  Bumey.  Callfomia. 

3.  The  lands  released  from  withdrawal 
by  this  order  are  hereby  restored  to  the 
operation  of  the  public  land  laws,  aubject 
to  any  valid  existing  rights  and  equitable 
claims,  the  requironents  of  itf>pllcable 
law,  rules,  and  regulations,  and  the  pro- 
visions of  any  existing  withdrawals,  pro- 
vided that  until  10:00  a.m..  on  August  13, 
1962,  the  State  of  Callfomia  shall  have 
a  preferred  right  of  application  to  select 
the  lands  in  accordance  with  subsection 
(c)  of  section  2  of  the  act  of  August  27. 
1958  (72  Stat.  928;  43  U.S.C.  861,  852). 

4.  The  lands  have  been  open  to  appli- 
cations and  offers  under  the  mineral 
leasing  laws  and  to  location  for  metallif- 
erous minerals.  They  will  be  open  to 
location  for  nonmetalliferous  minerals 
beginning  at  10:00  a.m..  on  August  13, 
1962. 

5.  Inquiries  concerning  the  lands 
should  be  addressed  to  the  Manager, 
Land  Office,  Bureau  of  Land  Manage- 
ment, Sacramento,  Callfomia. 

John  A.  Carver,  Jr. 
Assistant  Secretary  of  the  Interior. 

February  12,  1962. 

|P.R.    Doc.    62-1634;    Filed.    Feb.    16,    1962; 
8:46   a.m.] 


FnauARY  13.  1962. 

IF.R.    Doc.    62-1641;    Filed.    Feb.    16,    1962; 
8:47   a.m.) 


rule  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

APPENDIX — PUBLIC  LAND  ORDERS 

I  Public  Land  Order  3605] 

[Sacramento  066602] 

[1653043] 

CALIFORNIA 

Revoking  Executive  Order  No.  7505 
of  December  11,   1936 

By  virtue  of  the  authority  vested  In  the 
President  by  section  1  of  the  act  of  June 
25.  1910  (36  Stat.  847;  43  U.S.C.  141), 
and  pursuant  to  Executive  Order  No. 
10355  of  May  26,  1952,  it  is  ordered  as 
follows: 

1.  Executive  Order  No.  7506  of  Decem- 
ber 11.  1936,  so  far  as  it  withdrew  the 
following  described  public  lands  for 
olassiflcatlon  and  in  aid  of  legislation,  is 
hereby  revoked: 

Mount  Diablo  Meridian 

T.  84  N.,  R.  a  S., 
-Bee.  24.  SI>4SW>/4: 
Sec.  26,B'^NW%. 


[  Public  Land  Order  3606] 

MONTANA 

Withdrawing  Londs  for  Reclamation 
Purposes 

By  virtue  of  the  authority  vested  in 
the  Secretary  of  the  Interior  by  section 
3  of  the  act  of  June  17,  19q?  (32  Stat. 
388;  43  U.S.C.  416),  it  is  ordered  as 
follows: 

1.  Subject  to  valid  exlsthig  rights,  ttie 
following  described  public  lands  are 
hereby  withdrawn  In  the  first  form  fr(»n 
all  forms  of  appnq>riation  tinder  the 
public  land  laws,  and  reserved  for  use 
of  the  Bureau  of  Reclamation.  Depart- 
ment of  the  Interior,  in  connection  with 
the  Missouri  River  Basin  and  Sun  River 
Projects,  as  indicated: 

a.  [Montana  087751] 
MissouBX  RivBB  Basin 


LONBSOMB    LAKK    BBBZaVOIB 

Lower  Marias  Unit— Principal  Meridian 

T.  39  N.,  R.  12  E., 
Sec.29.  SWViNWy*. 

b.   [Montana  040242] 

PXSHXVN  KisKRveia 

Sun  River  Prefect — Principal  Meridian 

T.  22N.,  R.8W., 
8ec.22,8Et4NBy4- 

The    areas    described    aggregate    30 

acres. 

John  A.  CARvn.  Jr., 
Assistant  Secretary  of  the  Interior. 

February  12,  1962. 

IP.R.   Doc.   e3-ie88:    nied.   Vtlb.    16,    1962: 
8:46  a.m.] 
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(Public  Luut  Order  aao7| 
(1MM61I 

ALASKA 

Partly  Revoking  Ex*cuNv«  Ord«r  No. 
9114  off  Mordi  28,   1942 

By  virtue  of  the  authority  vested  in  the 
President  and  pursuant  to  Executive 
Order  No.  10355  of  May  28.  1952,  it  is 
ordered  as  follows: 

1.  Executive  Order  No  9114  of 
March  28.  1942.  so  far  as  It  reserved  by 
metes  and  bounds  481.7  acres  in  the  Sitka 
Area  in  the  vicinity  of  U.S.  Survey  No. 
1763  de«:ribed  as  "Tract  1."  and  2.215  7 
acres  in  the  same  vicinity,  described  as 
"Tract  2".  for  use  of  the  War  Depart- 
ment for  military  purposes,  is  herebi- 
revoked. 

2.  The  lands  in  Tract  2  have  been 
heretofore  disposed  of.  Public  Land 
Order  No.  871  of  November  5.  1952.  re- 
served 140  acres  in  Tract  1  for  townsite 
purposes. 

3.  Until  10:00  ajn..  on  May  14.  1962, 
the  State  of  Alaska  shall  have  a  pre- 
ferred right  to  select  the  public  lands 
released  from  withdrawal  by  this  order 
in  accordance  with  the  Act  of  July  28. 
1956  (70  Stat.  709:  48  US.C.  46-3b). 
and  section  6(g)  of  the  Alaska  State- 
hood Act  of  July  7.  1958  (72  SUt.  339) . 
and  the  regulations  in  43  CFR  Part  76. 

Beginning  at  10:00  a.m..  on  May  14. 
1962,  the  lands  shall  be  subject  to  op- 
eration of  the  public  land  lawS  generally, 
including  the  mining  laws,  subject  to 
existing  valid  rights,  to  equitable  claims. 
the  provision  of  any  existing  with- 
drawals, and  the  requirements  of  appli- 
cable law,  rules  and  regulations. 

Inquiries  concerning  the  lands  shall 
be  addressed  to  the  Manager.  Land  OfUce, 
Bureau  of  Land  Management,,  Anchor- 
age, Alaska. 

JoHif  A.Carvir,  Jr  . 
Assistant  Secretary  of  the  Interior. 

FlBKUAXT   12.   1962. 

rPJl.    Doc.    63-1636;     PUed.    Feb      16,     1962; 
8:46  a.m  I 


RULES  AND  REGULATIONS 

The  areas  described  aggregate  ap- 
proximately 50  acres. 

Authority  to  change  the  use  specified 
by  this  order  or  to  grant  rights  to  others 
to  use  the  lands,  including  grants  of 
leases,  licenses,  easements  and  rights-of- 
way  but  excluding  permits  revocable  at 
will,  is  reserved  to  the  Secretary  of  the 
Interior  or  his  delegate 

John  A.  Carver.  Jr 

Assistant  Secretary  of  the  Interior. 

February  12.  1962 

]FR   ^'H'      6'J    lern.     FUed      Peh      16      1962: 
8   46    ;i  m  | 


(Public   Land   Order   2608] 
(New   Mexlc»   074638] 

NEW  MEXICO 

Withdrawing  Lands  for  Use  of  Federal 
Aviation  Agancy  in  Maintenance 
of  Air  Navigation  Facilities 

By  virtue  of  the  authority  vested  in 
the  Secretary  of  the  Interior  by  section 
4  of  tie  Act  of  May  24,  1928  (45  SUt. 
729;  49  US.C.  214).  it  Is  ordered  as 
follows: 

Subject  to  valid  existing  rights,  the 
following -described  public  lands  are 
hereby  withdrawn  from  all  forms  of  ap- 
propriation under  the  public  land  laws, 
including  the  mining  laws,  and  reserved 
for  use  of  the  Federal  Aviation  Agency 
in  the  maintenance  of  air  navigation 
facilities: 

Nrw  Mkzico   PmnvciPAL   Mxxidlan 

T*     2*7    9      n     18    V7 

Sec.     30.  's!4NW14aE\4.     SWUNE'  +  SE'*, 
and   W^SS^SB^. 


[Pviblic  Uuid  Order  2609] 
I  An,M)na  0301 16  | 

ARIZONA 

Modifying  the  Executive  Order  of 
August  18,  1904  (Whipple  Barracks 
Target   Range) 

By  virtue  of  the  authority  vested  in 
the  President,  and  pursuant  to  Executive 
Order  No.  10355  of  May  26,  1952,  it  is 
ordered  as  follows: 

The  Executive  order  of  August  18.  1904, 
establishing  the  Whipple  Barracks  Tar- 
get Flange,  is  hereby  modified  to  the  ex- 
tent necessary  to  permit  the  grant  of  a 
highway  right-of-way  made  by  section 
2477.  United  States  Revised  Statutes  '43 
use.  932 >.  to  become  effective  as  to 
those  portions  of  the  following  described 
lands  delineated  on  maps  in  two  sheets 
entitled  "Yavapai  County  Highway  De- 
partment. Map  of  Willow  Creek  Road 
through  Whipple  Barracks  Rifle  Range." 
filed  by  the  Yavapai  County  Board  of 
Supervisors  with  the  Bureau  of  Land 
Management  as  part  of  its  application, 
Arizona  030116 

Gila  akd  .'iAiT  Hrvra  MrniDiAS 

T    U  N  .  R   2  W  . 
Sec.  2.  SW',4SW'«; 
Sec.  10.  SW^NKi^  andE'jNE'*; 

Sec.   11,  NW'^NW'^. 

Containink'  10.89  acres, 

John  A.  Carver.  Jr.. 
Assistant  Secretary  of  the  Interior. 

February  12.  1962. 

IPR      !><<•.    62    1638:     Piled,     Feb      16      1962: 
8  4«  a  m  1 


Prisons,  as  a  detention  center,  under  Mdi- 
terms  and  conditions  as  may  be  »». 
scribed  by  the  Secretary  of  the  Intoior 
or  his  delegate: 

PtlRTACr     A»EA 

An  uiisurveyed  parcel  of  land  locaiM  in 
the  PortHK*  Townsite  and  situated  kdlaeiBt 
to  the  southwest  side  ol  the  Airstrip  rtMntd 
for  the  (formerly I  Territorial  Departa»tnt o( 
Aviation  more  particularly  described  u 
follows  ■ 

Beglnnln«  lit  Corner  No.  1  which  Is  sltuatst 
at  the  Intersection  of  the  southwsst  bouad- 
ary  of  the  Territorial  £>epartment  at  Avtai 
tion  Airstrip  and  the  northwest  boundary  o( 
the  gravel  pit  reserved  for  the  Bureau  a( 
Public  Roads  (Anchorage  020806),  tbeoot 
northwest  660'  along  airport  boundary  to 
Corner  No  2:  thence  southwest  890'  to 
Corner  No  3,  thence  southeast  6«0'  toOOnur 
No  4;  thence  northeast  330'  to  point  of  bt- 
gmnlng, 

Containing  5  acres. 

John  A    Carver.  Jr., 
Assistant  Secretary  of  the  Interior. 

February  12.  1962. 

|FR      Dor      62    1639;     Filed.    Feb.    16,    19«2 
8:47  a  ml 


^^^^^^  February  17,  1962 
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I  Public    Land    Order    2610| 
[Anchorage  045884] 

ALASKA 

Wi»hdrawing  Lands  for  Use  of  the 
Deparfment  of  Justice,  Bureau  of 
Prisons 

By  virtue  of  the  authorily  vested  in  the 
President,  and  pursuant  to  Executive 
Order  No.  10355  of  May  26.  1952,  it  is 
ordered  as  follows: 

Subject  to  valid  existinp  rights,  the 
following  described  public  lands  in 
Alaska  are  hereby  withdrawTi  from  all 
forms  of  appropriation  under  the  public 
land  laws,  including  the  mininB  laws, 
and  reserved  under  the  Jurisdiction  of 
the  Secretary  of  the  Interior  for  use  by 
the  Department  of  Justice.  Bureau  of 


(Public  Land  Order  2611] 
[Oregon  09S441 
[Oregon  010256] 

OREGON 

Withdrawing  Public  Lands  for  Protec- 
tion of  Forest  Sorvice  Adminislro- 
tive  Site;  Revoking  Executiv*  Ordtn 
No.  4397  of  March  17,  1926,  ond 
No.  8691  of  February  20, 1941 

By  virtue  of  the  authority  vested  in 
the  President  by  section  1  of  the  act  of 
June  25,  1910  (36  Stat.  847;  43  U5.C. 
141 ) .  and  other^'ise,  and  pursuant  to  Ex- 
ecutive Order  No.  10355  of  May  28.  IWJ, 
it  is  ordered  as  follows: 

1.  Subject  to  valid  existing  rights,  the 
following  described  public  lands  »n 
hereby  withdrawn  from  all  forms  of  ap- 
propriation under  the  public  land  Iswi, 
including  the  mining  laws,  and  reserved 
under  Jurisdiction  of  the  Secretary  of  the 
Interior  for  protection  of  the  Dale 
Ranger  Station  Administrative  Site  of 
the  Forest  Service: 

[Oregon  09944) 
Willamette  Mebidian 

T     6  tS  ,    R.    31    E.. 

Sec    36.  Si,,S'2SW>*SW'4. 

Containing  10  acres. 

2.  Executive  Order  No.  4397  of  March 
17  1926.  and  Executive  Order  No.  8691 
of  February  20.  1941.  which  withdrew 
the  following  described  lands  In  ccKWtc- 
tion  with  the  administration  of  the  Mt 
Hood  and  the  Siskiyou  National  Poreste, 
respectively,  are  hereby  revoked: 

[Oregon  010266] 

WlLLAMrtTK    ME»n)UI* 

Executive  Order  So.  4397 

T   4  S     R    3  E  , 

Sec  9  bW'^NE',;. 

Executive  Order  So  i981 

T  40  S  .  R  8  W  . 
Sec  33,SWV;8W«4. 


The  areas  described  aggngate  80 
acres,  of  which  40  acres,  oominialng  the 
lands  described  in  section  9.  are  revested 
Oregon  and  California  Railroad  grant 

lands.  .       „,  „L     i  J 

3  The  lands  In  section  0  are  situated 
some  eight  airline  miles  southeast  of 
Oregon  City.  Clackamas  County.  Those 
m  section  33,  are  located  about  three  air- 
line miles  southeast  of  O'Brien,  in  Jose- 
phine County. 

4.  The  public  lands  released  from 
withdrawal  by  this  order  are  hereby  re- 
stored to  the  operation  of  the  public  land 
laws,  subject  to  valid  existing  rights  and 
equitable  claims,  the  requirements  of 
applicable  law,  rules  and  regulations,  and 
the  provisions  of  any  existing  withdraw- 
als provided,  that,  until  10:00  a.m.  on 
August  13. 1962,  the  State  of  Oregon «hall 
have  a  preferred  right  of  application  to 
select  the  lands  In  accordance  with  sub- 
section (c)  of  section  2  of  the  act  of 
August  27.  1958  (72  Stat.  928;  43  U.S.C. 
851.  852). 

The  lands  have  been  open  to  appli- 
cations and  offers  under  the  mineral 
leasing  laws,  and  to  location  for  metallif- 
erous minerals.  They  will  be  open  to 
location  for  nonmetalllferous  minerals 
beginning  at  10:00  a.m..  on  August  13, 
1962. 

5.  At  10:00  ajn.,  on  March  20,  1962, 
the  revested  Oregon  and  California  Rail- 
road grant  lands  described  in  paragraph 
2,  hereof,  shall  become  subject  to  such 
forms  of  disposition  as  may  by  law  be 
made  of  such  lands. 

Inquiries  concerning  the  lands  should 
be  addressed  to  the  Manager.  Land  OfBce, 
Bureau  of  Land  Management,  Portland, 
Oregon. 

John  A.  Carver,  Jr., 
Assistant  Secretary  of  the  Interior. 

Fbbrxxary  12, 1962. 

IF.R.    Doc.    62-1640:    Filed.    Feb.    16.    1962; 
8:47  a.m.l 


Title  46— SHIPPING 

Chapter  II — Moritim*  Administration, 
Deportment  of  Commorco 

SUtCHAPTER  J— -MISCELLANEOUS 
[General  Order  90.  Amdt.  1] 

PART  365— OFFICIAL  SEAL  OF  THE 
MARITIME  ADMINISTRATION 

'  Miscelloneous  Am«ndm«nts 

Part  365  is  hereby  amended  by  (a) 
changing  S  365.1  Purpose  to  read  as  set 
forth  below;  (b)  deleting  the  heading 
and  text  of  S  365.2  Federal  Maritime 
Board  Seal  and  substituting  therefor  the 
heading  and  text  of  1366.3  Maritime 
Administration  Seal:  (c)  deleting  the 
section  designatioiv  "366.3";  and  (d) 
amending  the  part  heading  to  read  as 
set  forth  above. 
§  365.1      Purpose. 

To  prescribe  and  give  official  notice  of 
the  seal  of  the  Maritime  Administration. 


lfo.S4- 


(Sec.  a04,  40  Stat.  1987,  as  amended;  46  VB.O. 
1114) 

Dated:  February  14, 1962. 

By  order  of  the  Maritime  Adminis- 


trator. 


James  S.  Dawson,  Jr., 
Secretary, 


IF.R.    Doc.    62-1663;    Piled,    Feb.    16.    1962; 
8:60  a.m.] 


Title  47— TaECOMMUNICATION 

Chapter   I — Federal   Communicotions 
Commission 

PART  12— AMATEUR  RADIO 
SERVICE 

PART   19— CITIZENS  RADIO  SERVICE 

PART    20— DISASTER    COMMUNICA- 
TIONS SERVICE 

Miscellaneous  Amendments 

The  Commission,  having  under  con- 
sideration the  amendment  of  Part  12, 
19  and  20  of  the  rules  governing  the 
Amateur,  Citizens  and  Disaster  Com- 
munications Radio  Services,  to  effect  the 
editorial  changes  described  below;  and 

It  appearing  that  the  Geneva  (1960) 
Radio  Regulations,  to  which  the  United 
States  is  signatory,  have  been  ratified 
by  the  Senate  of  the  United  States;  and 

It  further  appearing  that  wherever  pos- 
sible, the  Commission's  rules  should  con- 
form to  the  Geneva  Radio  Regulations; 
and 

It  further  appearing  that  the  abbrevia- 
tions kc  (for  kilocycles)  and  Mc  (for 
megacycles)  have  been  amended  in  the 
Geneva  Radio  Regulations  to  read  kc/s 
and  Mc/s  respectively;  and 

It  further  appearing  that  the  amend- 
ments herein  ordered  make  no  substan- 
tive change,  and,  being  editorial  in  na- 
ture, the  prior  public  notice  and  effective 
date  provisions  of  the  Administrative 
Procedures  Act  are  not  applicable;  and 

It  further  appearing  that  tiie  amend- 
ments adopted  herein  are  issued  pur- 
suant to  the  authority  contained  in 
sections  4(1)  and  303 (r)  of  the  Communi- 
cations Act  of  1934.  as  amended,  and  sec- 
tion 0.341(a)  of  the  Commission's  State- 
ment of  Delegations  of  Authority; 

It  is  ordered.  This  8th  day  of  Febru- 
ary 1962,  that  effective  February  19, 1962, 
the  terms  "kc"  and  "Mc"  are  amended 
to  read  "kc/s"  and  "Mc/s"  wherever 
they  appear  in  Parts  12,  19  and  20  of  the 
Commission's  rules. 

(Sec.  4,  48  Stat.  1066.  as  amended;  47  UB.C. 
154.  Interprets  or  applies  see.  808,  48  Stat. 
1082,  as  amended;  47  U.8.C.  308) 

Released:  February  14,  1962. 

Federal  Communications 
Commission, 
[SEAL]        Ben  P.  Wapli, 

Acting  Secretary. 

[FH.    Doc.    62-1669;    Filed,    Feb.    16,    1962; 
8:61  a.m.] 


Proposed  Rule  Making 


FEDERAL  AVIATION  AGENCY 

t  14  CFR  Port  600  1 

(AlrsfMce  Docket  No.  81 -LA  69 1      . 
FEDERAL  AIRWAYS 
Proposed  Alteration 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR 
409.13).  notice  la  hereby  given  that  the 
Federal  Aviation  Agency  is  considering 
an  amendment  to  S  600.1545  of  the  regu- 
lations of  the  Administrator,  the  sub- 
stance of  which  is  stated  below. 

Intermediate  alUtude  VOR  Federal 
airway  No.  1545  extends  in  part  from  the 
Tucson.  Ariz..  VOR  as  a  10-mile  wide 
airway  via  the  intersection  of  the  Tucson 
VOR  299*  and  the  Casa  Orande.  Ariz  , 
VOR  158*  True  radials.  the  Casa  Orande 
VOR  to  the  Phoenix.  Ariz..  VOR.  The 
Federal  Aviation  Agency  has  under  con- 
sideration alteration  of  this  segment  of 
Victor  1545  from  Tuca4n  to  Phoenix  by 
realigning  it  as  a  12-mlle  wide  airway 
from  the  Tucson  VOR  to  the  Intersection 
of  the  Tucson  VOR  316'  and  the  Phoenix 
VOR  161*  True  radials.  thence  as  a  10- 
mile  wide  airway  to  the  Phoenix  VOR. 
This  would  align  Victor  1545  to  overlie 
low  altitude  VOR  Federal  airway  No.  16. 
and  facilitate  transitioning  between  the 
two  route  structures  In  the  Tucson  and 
Phoenix  terminal  areas  and  provide  a 
shorter  route  between  Tucson  and  Phoe- 
nix. The  reduced  airway  widths  would 
provide  lateral  separation  from  the 
training  areas  in  the  vicinity  of  Williams 
Air  Force  Base.  Ariz. 

Interested  persons  may  submit  such 
written  data,  views,  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator,  Western  Region,  Attn: 
Chief.  Air  TrafQc  Ertvlslon.  Federal  Avia- 
tion Agency.  5651  West  Manchester  Ave- 
nue. P.O.  Box  90007.  Airport  Station.  Los 
Angeles  45,  Calif.  All  communications 
received  within  forty -five  days  after  pub- 
lication of  this  notice  in  the  Fkderal  Reg- 
ister will  be  considered  before  action  is 
taken  on  the  proposed  amendment.  No 
public  hearing  is  contemplated  at  this 
time,  but  arrangements  for  informal  con- 
ferences with  Federal  Aviation  Agency 
officials  may  be  made  by  contacting  the 
Regional  Air  Traffic  Division  Chief,  or 
the  Chief.  Airspace  Utilization  Division. 
Federal  Aviation  Agency.  Washington  25, 
D.C.  Any  data,  views  or  arguments  "pre- 
sented during  such  conferences  must  also 
be  submitted  in  writing  in  accordance 
with  this  notice  in  order  to  become  part 
of  the  record  for  consideration.  The 
proposal  contained  in  this  notice  may 
be  changed  in  the  light  of  comments 
received. 

The  official  Docket  will  be  available  for 
examination  by  interested  persons  at 
the  Docket  Section.  Federal  Aviation 
Agency,  Room  C-226,  1711  New  York 
Avenue  NW.,  Washington  25,  DC.     An 
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informal  Docket  will  also  be  available  for 
examination  at  the  office  of  the  Re- 
gional Air  Traffic  Division  Chief. 

This  amendment  is  proposed  under 
.section  307(a)  of  the  Federal  Aviation 
Act  of  1958  i72  Stat.  749:  49  U  S.C.  1348). 

Issued  in  Washington.  DC.  on  Feb- 
ruary 13.  1962. 

CLirroRD  P.  Burton. 

Acting  Chief. 
'      Airspace  Utilization  Division. 

)KR      I>K'      62    1627.     Piled.    FVb      18.     1962; 
8  45  am  I 


[14  CFR   Ports  600,   601  1 

I  Airspace  Docket  No    61  LA -401 

FEDERAL  AIRWAYS  AND  ASSOCIATED 
CONTROL  AREAS 

Proposed  Alteration 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR  409- 
13  > .  notice  is  hereby  given  that  the  Fed- 
eral Aviation  Agency  is  considering 
amendments  to  5S  600  6002.  600.6025.  and 
601.6025  of  the  regulations  of  the  Ad- 
ministrator, the  substance  of  which  is 
stated  below: 

The  Federal  Aviation  Agency  has 
under  consideration  the  following 
actions: 

1.  Low  altitude  VOR  Federal  airway 
No  2  extends  in  part  from  Seattle. 
Wash  .  to  Ephrata.  Wash.,  via  Ellens- 
burg,  Wash.,  Including  a  N  alternate 
from  Seattle  direct  to  Ephrata.  It  is 
proposed  to  redesignate  the  N  alternate 
from  Seattle  to  Ephrata  via  the  Wen- 
atchee.  Wash..  VOR 

2.  Low  altitude  VOR  Federal  airway 
No.  25  extends  In  part  from  Yakima, 
Wash  .  to  Ellensburg.  It  is  proposed  to 
extend  Victor  25  and  its  associated  con- 
trol areas  northward  from  Ellensburg  to 
the  Wenatchee  VOR. 

The  designation  of  Victor  2  north 
alternate  via  the  Wenatchee  VOR  would 
not  change  the  alignment  of  this  airway 
segment.  However,  it  would  permit 
better  navigational  guidance  along  this 
airway  and  permit  the  establishment  of 
lower  minimum  en  route  altitudes  In  the 
vicinity  of  Wenatchee.  The  extension  of 
Victor  25.  as  proposed,  would  provide  a 
designated  route  for  VOR  equipped  air- 
craft operating  between  Ellensburg  and 
Wenatchee. 

The  control  area-s  associated  with  this 
segment  of  Victor  2  north  alternate  are 
so  designated  that  they  would  auto- 
matically conform  to  the  altered  airway. 
Accordingly,  no  action  relating  to  control 
areas  associated  with  this  airway  would 
be  necessary.  The  vertical  extent  of  the 
control  areas  associated  with  these  air- 
way segments  would  extend  from  700  feet 
above  the  .surface  to  the  base  of  the  con- 
tinental control  area.  Separate  actions 
will  be  initiated  to  implement  on  an  area 
basi.s  Amendment  60-21  to  Part  60  of  the 
Civil  Air  Regulations. 


Interested  persons  may  submit  iqa 
written  data,  views  or  arguments  Mtbs 
may  desire.    Communications  should  hi 
submitted  In  triplicate  to  the  Aniitatt 
Administrator,   Western   Region,  Atti- 
Chief,  Air  Traffic  Division,  Federal  a»^ 
tion  Agency,  5651  West  Manchester  Ai«- 
nue,  P.O.  Box  90007,  Airport  Station,  Lm 
Angeles  45,  Calif.    All  communkattoM 
received    within    forty-five   days  aftv 
publication  of  this  notice  in  the  Vwaau. 
Register  will  be  considered  before  mrtt^ 
is  taken  on  the  proposed  amendmaL 
No  public  hearing  is  contemplated  at  tte 
time,    but    arrangements    for   Infoqal 
conferences      with      Federal     AvUrtka 
Agency  officials  may  be  made  by  eoa- 
tactlng  the  Regional  Air  Traffic  Dtrlte 
Chief,  or  the  Chief,  Airspace  Utilfaiatka 
Division,      Federal     Aviation     Afency, 
Washington  25.  D.C.    Any  data,  vleii 
or  arguments  presented  during  such  cob- 
ferences  must  also  be  submitted  in  writ. 
ing   in  accordance  with  this  notke  la 
order  to  become  part  of  the  record  for 
consideration.     The  proposal  contalntd 
in  this  notice  may  be  changed  in  the 
light  of  comments  received. 

The  official  Docket  will  be  avtilaUt 
for  examination  by  interested  person  it 
the  Docket  Section,  Federal  Arlatta 
Agency.  Room  C-225,  1711  New  Tod 
Avenue  NW..  Washington  25,  D.C.  kk 
informal  Docket  will  also  be  availaMi 
for  examination  at  the  office  of  tha  R^ 
gional  Air  Traffic  Division  Chief. 

This  amendment  is  proposed  undv 
section  307(a)  of  the  Federal  Avtatka 
Act  of  1958  (72  Stat.  749;  49  VS.C.  Ija). 

Issued  In  Washington,  DC,  on  Feb- 
ruary  12.   1962. 

Clifford  P.  Burtoh, 
Acting  Chief. 
Airspace  Utilization  Divisio*. 

|FR     Doc     62-1628;     Filed.    Feb.    16,   INK, 
8:45  a. ml 


[14  CFR   Parts  600,  601  1 

I  Airspace  Docket  No.  61-NY-701 

FEDERAL  AIRWAY  AND  ASSOCIATM 
CONTROL  AREAS 

Proposed  Designation  and  Aherotios 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  OT 
409.13).  notice  Is  hereby  given  that  the 
Federal  Aviation  Agency  (FAA)  Is  (»- 
siderlng  amendments  to  Parts  600  sod 
601  and  5  600.6249  of  the  regulations  oj 
the  Administrator,  the  substance  a 
which  is  stated  below. 

Low  altitude  VOR  Federal  airway  No 
249  is  designated  in  part  from  DeUnO- 
N  Y  .  via  Rockdale,  N.Y.,  to  Utlca,  NT 
The  Federal  Aviation  Agency  has  under 
consideration  the  alteration  of  this  «• 
ment  of  Victor  249  by  redesignating  » 
from  DeLanof  direct  to  Utica.  It  U  »» 
proposed  to  designate  low  alt''""*/^ 
Federal  airway  No.  449  and  its  «*«*»« 
control   areas  from   the  DeLancy  vw 


S^rday,  February  17,  im 

^  the  Rockdale  VOR  to  the  Interaec- 
SL*Sf  STSockdale  VOR  348'  and  the 
H*  vS  380'  True  radiate. 
^^iSed  realignment  of  Victor 
JzLiS^^  the  deaignaUon  of  Vlc- 
^•li  would  provide  parallel  artval 
^  !u«»rture  routes  to  serve  the  Grlf- 
Sf  ^?!SS^Base.  N.Y./Utic»  t«intaia 
^iTand  would  reduce  the  tnOc  de- 
fS^iow  occurring  at  Orlfflss  AFB  and 
gl^(Smty  Airport.  The  control 
°2rM«)clated  with  this  segment  of 
SSar^would  remain  as  designated 
!Sto/review  of  the  adjacent  airspace. 
5g*SiS?  areas  associated  wiUi  Vic 
SsSwould  extend  from  700  feet  above 
21  «rface  to  the  base  of  the  continental 
SnSlarea.  Separate  actions  woiUd  be 
^^ted  to  implement  on  an  area  baste 
2^i«nt  60-21  to  Part  60  of  the  Civil 
Air  Regutetlons. 

inteiwted  persons  may  sulxnit  such 
•ritten  daU,  views  or  argxmients  as  they 
mas  desire  Conununicatlons  should 
^Unltted  in  tripUcate  to  the  Asstet- 
!nt  Admintetrator,  Eastern  Region. 
Tto-  Chief,  Air  Traffic  Divteion,  Federal 
ATlatton  Agency.  Federal  Building.  New 
Yort  Intematlonal  Airport.  Jamaica  30. 
K  Y  AD  communications  received  with- 
in forty-flve  days  after  publication  of 
this  notice  in  the  Federal  REGism  will 
be  eooiktered  before  action  is  taken  on 
tbe  proposed  amendment.  No  public 
hMrinf  is  contemplated  at  this  time,  but 
MTaofonents  for  informal  conferences 
with  FMeral  Aviation  Agency  officiate 
may  be  made  by  contacting  the  Regional 
Air  TtatBc  Division  Chief,  or  the  Chief. 
Airspace  Utilization  Division,  Federal 
AvIaUon  Agency,  Washington  25.  D.C. 
Any  data,  views,  or  arguments  presented 
during  such  conferences  must  alao  be 
tabmitted  in  writing  in  accordance  with 
this  DoUce  in  order  to  become  part  of  the 
record  for  consideration.  The  proposal 
omtained  in  this  notice  may  be  changed 
in  the  light  of  conmients  received. 

Tbe  official  Docket  will  be  available 
for  examination  by  interested  persons  at 
tbe  Docket  Section.  Federal  Aviation 
Agency,  Room  C-226.  1711  New  York 
Avenue  NW.,  Washington  25,  D.C.  An 
Infonnal  Docket  will  alao  be  available  for 
ezaoilnation  at  the  office  of  the  Regional 
Air  Traffic  Divteion  Chief. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958    (72   Stat.   749;    49  UB.C. 

1348), 

Issued  in  Washington.  D.C.  on  Feb- 
niary  13. 1962. 

Clifford  P.  Burton, 

Acting  Chief. 
Airspace  Utilization  Division. 

\r.n.  Doc.   62-1629;    Piled,    Feb.    16,    1963; 
8:46  ajn.l 


[  14  CFR  Parts  600,  601  1 

I  Alnpace  Docket  No.  61-NY-lOe] 

FEDERAL  AIRWAY  AND  ASSOCIATED 
CONTROL  AREAS 

Proposed  Aheration 

Pursuant  to  the  authority  delegated    iFJi.  Doc.  «2-i630:   Filed,  Feb.   16, 
to  me  by  the  Admintetrator  (14  CFR  8:46a.m.i 


FEDERAL  REGISTER 

409.18) .  notice  te  hereby  given  that  the 
Federal  Aviation  Agency  te  considering 
amcndiiMintw  to  98  000.6248  and  601.6246 
of  the  regulations  of  the  Admintetrator, 
the  substance  of  which  te  stated  below. 
Low  altitude  VOR  Federal  airway  No. 
346  extends  from  R^wewood.  Ohio,  to 
l£ansfldd.  Ohio.  The  Federal  Aviation 
Agency  has  under  consideration  the  ex- 
tension of  Victor  246  and  its  associated 
control  areas  from  the  Mansfield,  Ohio. 
VORTAC.  via  the  Mansfield  VORTAC 
066*  True  radial  to  the  intersection  of 
the  Cleveland.  Ohio,  VORTAC  138°  and 
the  Tiverton.  Ohio,  VOR  017'  True 
radiate.  Thte  intersection  would  be  util- 
ized as  a  holding  fix  for  the  Cleveland 
terminal  surea.  The  proposed  extension 
of  Victor  246  would  establteh  a  segment 
of  designated  Federal  airway  to  the  hold- 
ing fix  for  traffic  approaching  the  Cleve- 
land terminal  area  from  the  south  and 
southwest. 

Tlie  control  areas  associated  with  this 
proposed  airway  segment  would  extend 
iU)ward  from  700  feet  above  the  siu-f  ace 
to  the  base  of  the  continental  control 
area.  8epar,ate  actions  will  be  initiated 
to  implement  on  an  area  baste  Amend- 
ment 60^21  to  Part  60  of  the  Civil  Air 
Regulations. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Asstetant 
Administrator,  Eastern  Region,  Attn: 
Chief.  Air  Traffic  Division,  Federal  Avia- 
tion Agency.  Federal  Building,  New  York 
International  Airport,  Jamaica  30,  N.T. 
All  communications  received  within 
forty-five  days  after  publication  of  thte 
notice  in  the  FsnERAL  Register  will  be 
considered  before  action  is  taken  on  the 
proposed  amendment.  No  public  hear- 
ing te  contemplated  at  thte  time,  but 
arrangements  for  informal  conferences 
with  Federal  Aviation  Agency  officiate 
may  be  made  by  contacting  the  Regional 
Air  TraOc  Divteion  Chief,  or  the  Chief. 
Airspace  Utilization  Division,  Federal 
Aviati<m  Agency.  Washington  25.  D.C. 
Any  data,  views  or  arguments  presented 
during  such  conferences  must  also  be 
submitted  in  writing  in  accordance  with 
thte  notice  in  order  to  become  part  of  the 
record  for  consideration.  The  proposal 
contained  in  thte  notice  may  be  changed 
in  the  light  of  comments  received. 

Tlie  (Acial  Docket  will  be  available  for 
examination  by  interested  persons  at  the 
Docket  Section,  Federal  Aviation  Agency, 
Room  C-226.  1711  New  York  Avenue 
NW.,  Washington  25,  D.C.  An  informal 
Docket  will  also  be  available  for  exami- 
nation at  the  office  of  the  Regional  Air 
Traffic  Division  Chief. 

Thte  amendment  te  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  U.S.C. 
1348). 

Issued  in  Washington,  D.C,  on  Feb- 
ruary 12. 1962. 

Clifford  P.  Burton, 
Acting  Chief. 
Airspace  Utilization  Division. 

1962; 
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FEDERAL  GOMMUNCATJONS 
COMMISSION 

[  47  CFR  Ports  2. 10, 11,  16,  19  1 

[Docket  No.  14608   (RlC-aOl,  Rlf-306);  FCC 
62-129] 

ALLOCATION  OF  ASSIGNABLE 
FREQUENCIES  BAND 

Notice  of  Proposed  RuU  Making 

1.  Notice  te  hereby  given  of  proposed 
rule  making  In  the  above-entitled  matter. 

2.  Previous  Commission  action  in 
Dockets  11253  and  12160  determined. 
inter  alia,  that  the  creation  of  ehannete 
having  a  frequency  separation  oi  30  kc/s 
rather  than  40  kc/s  was  technically 
feasible.  As  a  result,  the  appropriate 
rules  of  the  above-mentioned  parts  have 
been  amended  to  require  all  equipments 
used  after  October  31.  1063.  to  be  of  a 
type  capable  of  permitting  operation  on 
ehannete  separated  by  20  kc/s. 

3.  In  light  of  thte  "channel  wUtting." 
it  te  proposed  herein  to  allocate  the  fre- 
quencies in  the  25-42  Mc/s  band  among 
the  various  services  referred-to-above. 
each  frequency  to  have  a  channel  sepa- 
ration of  20  kc/s.  Thte  proceeding  te 
substantially  responsive  to  petitions  filed 
by  Electronics  Industries  Association 
(EIA)  and  by  Special  Industrial  Radio 
Service  Association.  Inc.  (SIRSA). 
RM-201  andRM-306,  respectively. 

4.  The  Appendices  to  thte  notice  set 
forth  the  proposed  disposition  of  the 
frequencies  in  thte  band  to  the  afore- 
mentioned Safety  and  Special  Radio 
Services.  The  following  table  summa- 
rizes the  proposed  availability  of  the 
primary  and  split  ehannete  to  the  various 
services ;  it  does  not  purport  to  represent 
changes  in  the  amount  of  frequency 
space  allocated  to  the  respecUve 
services: 


.Service 


Proposed 

tout 
diaimelfi 
•Uonted      * 


Business 

CiUicns — 

Fire 

Forestry  Conservation 

Forest  Prodacts. 

Iligtaway  Maintenaooe 

Industrial  DevelopineBtftl 

I^and  Transportation  Devetop- 

mental .-■ 

Local  Oovenunent 

Motor  Carrier  (Urban  Pasaen- 

Rcr) - 

Petroleum 

Police - 

Power - 

Public  Safety  Developmentol. 

Relay  Press 

Special  Emenrcncy 

Special  Industrial 

Telephone  Maintenance 


5.  Thie  proposed  allocation  te  predi- 
cated on  the  evidence  now  available  to 
the  Commission  concerning  the  needs  of 
a  particular  service  for  additional  fre- 
quencies as  well  as  a  tentative  Judgment 
concerning  the  priority  of  need  among 
these  servlceaf  Within  thte  framework, 
the  proposal4;enera]ly  makes  apUt  ehan- 
nete available  to  the  service  now  occupy- 
ing that  particular  part  of  the  band.  In 
some  cases,  however,  in  ordWto  avoid 
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lnter«)erslon.  It  was  necessary  to  move 
portions  of  one  or  more  services  to  ad- 
jacent frequencies.  In  the  long  run  it 
appears  more  adv|Uita«eous  to  create 
"block  allocations"  even  though  some 
existing  systems  will  be  required  to 
change  frequencies  rather  than  to  in- 
tersperse services  in  order  to  honor  exist- 
ing allocations. 

6.  As  previously  stated,  existing  li- 
censees in  these  services  (pre- August  1, 
1958)  operating  in  the  25-42  Mc  s  band 
utilizing  40P3  equipment  are  required 
imder  present  rules  to  comply  with  all 
narrow-band  technical  standards  set 
forth  In  the  various  service  rules  no  later 
than  October  31.  1963.  Also,  present 
rules  require  that  new  licensees  (post- 
August  1.  1958)  must  use  equipment 
capable  of  meeting  all  these  narrow- 
band technical  standards.  Thus,  in 
order  to  facilitete  immediate  usage  of 
these  new  "split  crannels'  the  Commis- 
sion is  proposing  ^e  following : 

(a)  After  the  effective  date  of  the 
final  rules  in  this  Docket,  no  new  systems 
will  be  authorized  unless  the  frequency 
requested  Is  in  accord  with  the  revised 
frequency  allocation  tables. 

(b)  Licensees  authorized  prior  to  the 
aforementioned  effective  date  will  be  re- 
quired to  reduce  the  frequency  devlaUon 
of  all  transmitters  authorized  to  operate 
in  this  band  to  plus  or  minus  5  kc  s 
within  six  months  thereafter. 

7.  It  should  be  noted  that  persons 
authorised  pursuant  to  Parts  10.  11.  and 
16  to  operate  radio  stations  on  frequen- 
cies in  the  band  25-50  Mc/s  must  recog- 
nize that  the  band  is  shared  with  various 
services  in  other  coimtries;  that  harmful 
interference  may  be  caused  by  tropo- 
si^erlc  and  ionospheric  propagation  of 
signals  from  distant  stations  of  all  serv- 
ices of  the  United  States  and  other 
countries  operating  on  frequencies  in 
this  band:  and  that  no  protection  from 
such  harmful  interference  generally  can 
be  expected.  Persons  desiring  to  avoid 
such  harmful  interference  should  con- 
sider operation  on  available  fre- 
quencies higher  in  the  radio  spectrum 
not  generally  subject  to  this  type  of 
difBculty.  Ref.  JJlO.lOlfg).  ll.Sih). 
and  16.8(e)   respectively. 

8.  It  should  be  noted  that  the  few  in- 
stances in  which  it  was  deemed  neces- 
sary to  move  a  portion  of  a  service  to  an 
adjacent  frequency  to  avoid  Intersper- 
sion  present  a  special  problem.  It  is 
reasonable  to  allow  existing  users  on 
these  affected  frequencies  to  continue 
to  operate  for  some  period  of  time.  To 
impose  an  imminent  date  for  these  li- 
censees to  change  frequencies  because 
of  this  proposed  reallocation  appears  to 
be  unduly  onerous.  On  the  other  hand, 
to  permit  such  operation  indefinitely 
would  preclude  potential  new  users  from 
establishing  systems  on  frequencies 
made  available  to  them  under  this  pro- 
posed reallocation.  The  Commission 
speciflcaUy  Invites  comments  on  this 
problem  as  an  aid  in  determining  an 
optimum  cutoff  date. 

9.  Attention  la  directed  to  the  pro- 
posal to  allocate  10  kc/s  segments  con- 
tiguous to  the  Oovemment  band  lit  the 
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form  of  two  5  kc/s  segments  to  the  serv- 
ice adjacent  to  this  band.  Similar  seg- 
ments have  been  created  contiguous  to 
one  frequency  band  now  available  to  the 
Domestic  Public  Radio  Service,  and  It 
has  been  proposed  to  allocate  these  to 
the  adjacent  Industrial  Radio  Service. 
It  should  be  noted  that  segments  of  like 
size  could  be  created  contiguous  to  Gov- 
errunent  bands  in  the  42-50  Mc  s  band. 
While  this  notice  contains  no  specific 
proposal  with  reference  thereto,  com- 
ments are  invited  as  to  the  desirability 
of  establishing  such  segments. 

10.  Authority  for  the  proposed  amend- 
ments is  contained  in  sections  4ii)  and 
303  of  the  Communications  Act  of  1934, 
as  amended. 

11.  Pursuant  to  applicable  procedures 
set  forth  in  }  1.213  of  the  Commission's 
rules,  interested  persons  may  file  com- 
ments on  or  before  May  1.  1962.  and 
reply  comments  on  or  before  May  11, 
1962.  All  relevant  and  timely  comments 
and  reply  comments  will  be  considered 


by  the  Commission  before  final  tttkm 
is  taken  in  this  proceeding,  in  rea^^ 
its  decision  in  this  proceeding.  tl»c2! 
mission  may  also  take  into  account  oS» 
relevant  information  before  it.  In  ^Sa 
tion  to  the  specific  comments  invited  |m 
this  notice.  ^ 

12.  In  accordance  with  the  prorhtau 
of  5  1  54  of  the  Commission's  rxiletaM 
regulations,  an  original  and  fourttn 
copies  of  all  statements,  briefs,  and  cca- 
ments  filed  should  be  furnished  tbt 
Commission. 

Adopted :   February  6,  1962. 

Released:  February  14.  1962. 

Federal  Communications 
Commission, 
isEALl         Ben  p.  Waplx. 

Acting  Secretary. 

1.  Section  2.106  of  the  Commlatei 
rules  and  regulations  is  amended  to  ntA, 
in  part,  as  follows: 

(a)    Table  of  frequency  allocatUm$. 
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PreMot  aUocftttOB 

Propostd  »Uoe>tioa 

Public  Safety,  Developmental. 

Do. 

5kc/* 

•  «  • 

Public  Safetv,  Developmental. 

Do. 
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DEPMITMENT  OF  AGRICULTURE 

Agricultural  Stabilizalion  and 
Constrvafion  S»rvic« 

[  7  CFR  Part  730  1 

RICE 

Netic*  of  Proposed  Amendments  to 
Rtgulations  for  Determination  of 
Acreage  Allotments  for  1959  and 
Subsequent  Crops 

NoUce  is  hereby  given  that  the  acUon 
prS  wid  published  (26  F.R.  8M2). 
JSJhWect  to  changes  in  the  regula- 
tions for  the  detenninaUon  of  rice  acre- 
MToUotmentfi  for  1959  and  subsequent 
cTOM  of  rice  relating  to  reissuance  of  the 
regulations   and    to    detenninaUon    of 
gUotments  in  the  entire  State  of  Louisi- 
ana on  a  "producer"  basis  will  not  be 
Ukea    Instead,  notice  is  hereby  given 
that  pursuant   to   the    authority   con- 
Uioed  in  the  applicable  provisions  of  the 
Agricultural  Adjustment  Act  of  1938.  as 
omended  (7  U.S.C.  1301. 1352. 1353. 1354. 
1377)     the    Department    proposes    to 
amend  {S  730.1021,  730.1024  and  730.1033 
of  the  regulaUons   (23  FH.   8528).  as 
amended.     The   changes    as    proposed 
would  be  effecUve  for  the  1962  and  sub- 
sequent crops  of  rice  and  would  provide 
(1»  that  If  either  the  county  or  State 
commltee  has  reason  to  believe  a  pro- 
ducer is  not  or  was  not  in  fact  actively 
participating  in  the  production  of  rice, 
a  hearing  may  be  scneduled  for  the  pur- 
pose of  obtaining  facts  before  reaching 
a  decision  as  to  whether  or  not  the  farm 
rice  acreage  allotment   should  be   re- 
duced, and  (2)  imiformlty  In  the  cur- 
rent regulations  with  respect  to  the  re- 
lease   and    reapportionment     of     rice 
acreage  allotments   and   similar   regu- 
lations for  other  commodities. 
The  proposed  chsuiges  follow : 
1.  Section     730.1021(e)      is     to      be 
amended  to  read  as  follows : 

(e)  If  the  county  or  State  committee 
has  reason  to  believe,  after  the  establish- 
ment of  any  farm  acreage  allotment  in 
accordance  with  this  section,  that  a  ten- 
ant whose  allotment  acreage  was  allo- 
cated to  such  farm  is  not,  or  was  not.  in 
fact  actively  participating  in  the  pro- 
duction of  the  rice  crop  produced  on  the 
farm  in  such  year,  a  hearing  shall  be 
scheduled  by  the  county  committee  and 
the  tenant  shall  be  Invited  to  be  present, 
'  or  to  be  represented,  at  which  time  he 
shall  be  given  an  opportunity  to  substan- 
tiate his  claim  that  he  Is.  or  was,  actively 
engaged  In  the  production  of  rice  on  the 
farm  as  indicated  at  the  time  of  filing 
his  request  for  the  allocation  of  his  pro- 


ducer allotment  to  the  farm.     If  the 
county  comfoittee.  with  State  commit- 
tee approval,  or  the  State  committee 
finds  that  such  tenant  Is  not.  or  was 
not.  actively  participating  in  the  pro- 
duction of  the  rice  crop  on  the  farm, 
except  where  allocation  was  made  for 
the  purpose  of  participating  In  the  con- 
servation reserve  program  or  for  the 
preservation  of  acreage,  and  therefore 
did  not  actively  engage  In  the  produc- 
tion of  rice  on  such  farm  during  the  year 
In  question,  the  county  committee  shall, 
with  the  approval  of  the  State  commit- 
tee,   recall    such    producer's    allotment 
acreage  previously  allocated  to  the  farm 
and  adjust  the  farm  rice  acreage  allot- 
ment accordingly.    The  county  commit- 
tee shall  notify  the  farm  operator  of  the 
revised  farm  acreage  allotment.    Such 
notice  shall  be  on  an  official  Form  MQ- 
24  and  will  be  accompanied  by  a  letter 
of  exi>luiation  as  to  the  reason  such 
action  was  taken  to  reduce  the  farm 
acreage  allotment.    A  c(H>y  of  the  notice 
and  letter  shall  be  forwarded  to  all  per- 
sons engaged  In  the  production  of  rice 
on  the  farm.     Any  allotment  acreage 
recalled  by  the  county  committee  under 
this  section  shall  not  be  available  for 
apportionment   or   reallocation   to   any 
other  farm. 

• 

2.  Paragraphs  (a>  and  (b)  of 
S  730.1024  are  to  be  amended  to  read  as 
follows: 

(a)  In  a  producer  State  or  area;   a 
producer  may,  not  later  than  the  ap- 
plicable closing  date  prescribed  In  this 
section  voluntarily  release  to  the  county 
committee  all  or  any  part  of  his  pro- 
ducer rice  acreage  allotment  that  will 
not  be  allocated  to  a  farm  in  the  current 
year.    Such  released   acreage  shall  be 
deducted  from  the  allotment  established 
for  such  producer  and  may,  except  as 
provided  In  paragraph  (e)  of  this  sec- 
tion, be  reapportioned   by   the   county 
committee  to  other  producers   (old  or 
new)  by  whom  a  request  for  increase  In 
acreage  allotment  has  been  timely  filed 
In  the  same  county  in  amounts  deter- 
mined to  be  fair  and  reasonable  on  the 
basis  of  the  production  of  rice  by  the 
producer  during  the  five  years  immedi- 
ately preceding  the  current  year;  pre- 
vious rice  acreage  allotments  established 
for  the  producer;  abnormal  conditions 
affecting  acreage;  land,  labor,  water  and 
equipment  available  for  the  production 
of  rice;  crop-rotation  practices;  and  the 
soil  and  other  physical  factors  affecting 
the  production  of  rice.    The  closing  date 
in  each  producer  State  or  area  for  the 
release  of  rice  acreage  allotments  shall 
be  as  follows: 
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California Apr.  1 

Florida Mar.  16 

Louisiana  > Apr.  24 

North  Carolina Mar.  1 

Tennessee Apr.  1 

Texas Apr.  20 

>  Producer  administrative  area. 

The  closing  date  In  each  producer  State 
or  area  for  reapportionment  of  rice  acre- 
age allotment  shall  be  a  date  not  later 
than  15  days  after  the  applicable  release 
date  indicated  herein. 

(b)  To  be  eligible  for  an  increase  in  a 
farm  acreage  allotment  from  released 
acreage,  a  request  for  such  increase  must 
be  filed  in  the  coimty  ofBce  by  the  ap- 
plicant on  or  before  the  applicable  re- 
lease date  indicated  herein.  The  State 
committee  shall  have  the  option  of  con- 
sidering a  verbal  request  acceptable,  or 
requiring  a  written  request  before  the 
county  committee  may  consider  reap- 
portioning released  acreage  to  a  farm. 
In  either  event,  only  those  farms  for 
which  a  request  is  timely  filed  shall  be 
given  consideration  when  reapportioning 
released  acreage  In  the  State. 

.3.  Paragraphs  (a)  and  (b)  of  §730.- 
1033  are  to  be  amended  to  read  as 
follows : 

(a)  In  a  farm  State,  any  part  of  the 
rice  acreage  allotment  determined  for  a 
farm  that  will  not  be  planted  In  the  cur- 
rent year.  Including  pooled  rice  acreage 
allotment   for   a  farm   acquired  under 
right  of  eminent  domain,  and  which  Is 
voluntarily  released  by  the  owner  or  op- 
erator of  the  farm  to  the  county  com- 
mittee not  later  than  the  applicable  clos- 
ing date  prescribed  in  this  section  shall 
be  deducted  from  the  rice  acreage  allot- 
ment determined  for  such  farm,   and 
may,  except  as  provided  under  paragraph 
(e)  of  this  section,  be  reapportioned  by 
the  county  committee  to  other  farms 
(old  or  new)  for  which  a  request  for  in- 
crease in  acreage  allotment  has  been 
timely  filed.  In  the  same  cotmty  receiv- 
ing allotments  In  amounts  determined 
by  the  coimty  committee  to  be  fair  and 
reasonable  on  the  basis  of  the  produc- 
tion of  rice  on  the  farm  during 'the  five 
years   Immediately  preceding   the  cur- 
rent year;  farm  acreage  allotments  pre- 
viously  established  for  the  farm;    ab- 
normal   conditions    affecting    acreage; 
land,  labor,  water  and  equipment  avail- 
able for  the  production  of  rice;  crtip- 
rotation  practices:  and  the  soil  and  other 
physical  factors  affecting  the  production 
of  rice.    The  closing  date,  In  each  farm 
State,  or  area,  for  the  release  of  farm 
rice  acreage  allotments  shall  be  as  fol- 
lows: 

Arkansas May  1 

Illinois May  1 

Louisiana*   Apr.  24 

Mississippi   May  1 

Missouri    May  1 

Oklahoma ■<'- ^'•y  * 

South  Carolina..- Apr.  1 

'  Farm  administrative  area. 

The  closing  date  In  each  farm  State  or 
area  for  reappc«tlonment  of  farm  rice 
acreage  allotment  shall  be  a  date  not 
later  than  15  days  aftw  the  applicable 
release  date  Indicated  herein. 
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(b)  To  be  eligible  for  an  increase  in  a 
farm  acreage  allotment  from  released 
acreage,  a  request  for  such  Increase  must 
be  filed  in  the  county  office  by  the  appli- 
cant on  or  before  the  applicable  release 
date  Indicated  herein.  The  State  com- 
mittee shall  have  the  option  of  consider- 
ing a  verbal  request  acceptable,  or  re- 
quiring a  written  request  before  the 
county  cMmnittee  may  consider  reappor- 
tioning released  acreage  to  a  farm  In 
either  event,  only  those  farms  for  which 
a  request  is  timely  filed  shall  be  given 
consideration  when  reapportioning  re- 
leased acreage  in  the  State. 

Prior  to  the  issuance  of  the  regulations 
referred  to  herein,  any  data,  views  or 
recommendations  pertaining  thereto 
which  are  submitted  in  writing  to  the 
Director,  Grain  Division.  Agricultural 
Stabilization  and  Conservation  Service. 
VS.  Department  of  Agriculture,  Wash- 
ington 25,  D.C..  will  be  given  considera- 
tion, provided  such  submissions  are 
postmarked  not  later  than  10  days  from 
the  date  of  publication  of  thi.s  notice  in 
the  Federal  Register. 

Signed  at  Washington.  DC  on  Feb- 
ruary  14,   1962 

E.   A.  Jaenke. 
Acting   Administrator.   Agricul- 
tural Stabilization  and  Con- 
servation Service. 

[PR      Doc      62-1674;     Piled      Feb      16      1962; 
8:52   am  I 


I  7  CFR  Parts  1001,  1002,  1003,  1004, 
1006,  1007,  1010,  1014,  1015, 
1016  1 

[Docket   No«    AO-14-A  31.    A0  71    A   41     AO 
160-A  23.  AO-302-A   5.  AO203-A   13,   AO- 
313-A  a.  AO-293-A  4.  AO-204   A  i;J    O  276 
A  3.  and  AO-308-A  5) 

MILK  IN  GREATER  BOSTON,  MASS.; 
NEW  YORK-NEW  JERSEY;  PHILA- 
DELPHIA, PA.;  SOUTHEASTERN 
NEW  ENGLAND;  SPRINGFIELD, 
MASS.;  UPPER  CHESAPEAKE  BAY; 
WASHINGTON,  D.C.;  WORCESTER, 
MASS.;  WILMINGTON,  DEL.,  AND 
CONNECTICUT  MARKETING  AREAS 

Notic*  of  Extension  of  Tim*  for  Filing 
Exceptions  to  Recommended  Deci- 
sion on  Proposed  Amendments 
to  Tentative  Marketing  Agreements 
and   Orders 

Pursuant  to  the  provisions  of  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937.  as  amended  i7  U  S.C  601  et  seq  ' 
and  the  applicable  rules  of  practice  and 
procedure  governing  the  formulation  of 
marketing  agreements  and  marketing 
orders  (1  CFR  Part  900> ,  notice  is  hereby 
given  that  the  time  for  filing  exceptions 
to  the  recommended  decision  with  re- 
spect to  the  proposed  amendments  to 
the  tentative  marketing  agreements  and 
to  the  orders  regulating  the  handling  of 
milk  in  the  Greater  Boston.  Massa- 
chusetts; New  York-New  Jersey;  Phila- 
delphia, Pennsylvania;  Southeastern 
New  England;  Springfield,  Massachu- 
setts: Upper  Chesapeake  Bay;  Washing- 
ton, DC;  Worchester,  Massachusetts; 
Wilmington.  Delaware  and  Connecticut 


PROPOSED  RULE  MAKING 

marketing  areas,  which  was  issued  Jan- 
uary 22.  1962  (27  PR.  799),  is  hereby 
extended  to  March  31.  1962. 

Signed  at  Washington,  D.C..  on  Febru- 
ary 14,   1962 

John  P    Duncan,  Jr  . 
Assistant  Secretary 

I  PR.    Duo     62   1673;     Plied,    Peb     16.     1962: 
8  52   .1  n\  I 


DEPARTMENT  OF  HEALTH,  EDU- 
CATION, AND  WELFARE 

Food   and    Drug   Administration 
[  21    CFR   Part   3  ] 

PREPARATIONS  FOR  TREATMENT   OF 
PERNICIOUS  ANEMIA 

Proposed  Statement  of  General  Policy 
and    Interpretation 

Notice  Ks  given  that  the  CommissioneM 
of  Food  and  Druij.s,  on  hi.s  own  initiative 
and  pursuant  to  the  provisions  of  the 
Federal  Pood,  Drug,  and  Cosmetic  Act 
'.sees.  b02'f>.  503ibi.  701ia>.  52  Stat 
1051.  1052  as  amended  65  Stat.  648.  52 
SUt.  1055;  21  U  S.C  352'f).  353ib).  371 
I  a  t  » ,  and  under  the  authority  delegated 
to  him  by  the  Secretary  of  Health.  Ed- 
ucation, and  Welfare  (25  PR.  8625  > ,  pro- 
poses to  issue  a  statement  of  general 
policy  and  interpretation  on  prepara- 
tions for  the  treatment  of  perniciou.-. 
anemia,  as  follow.s 

!^  ,1.  to       Prrpariilion-.  for  tin-  Irralmriil  of 
p^rni('i<iii'>    iiii<*niia. 

ai  The  ninth  announcement  of  the 
Anti-anemia  Preparations  Advisory 
Board  of  the  US  P  is  concerned  with 
the  statu.s  of  the  treatment  of  pernicious 
anemia  It  clearly  explains  the  basis 
for  the  following  fact.s 

ip  The  Sixteenth  Revision  of  ihe 
Pharmacopeia  of  the  United  State.s, 
which  became  official  on  October  1. 
1960.  doe.s  not  include  preparations  in- 
tended for  the  treatment  of  pernicious 
anemia  by  oral  administration 

'2'  The  USP  Unit  for  anti-anem:a 
iJieparations  no  longer  ha.s  any  .signiP- 
cance 

•3'  The  USP  Anti-anemia  Prepaia- 
tion.s  Advisory   Board   was  disbanded 

lb'  On  the  basis  of  the  scientific  evi- 
dence and  conclu.slons  summarized  in 
the  .statement  of  the  USP  Anti-anemia 
Pieparations  Advisory  Board  as  well  as 
pertinent  information  from  other 
sources,  the  Commissioner  of  Pood  and 
Drugs  finds  it  is  the  consensus  of  well- 
informed  medical  opinion  that: 

<  1  >  The  parenteral  administration  of 
cyanocolxilamin  or  vitamin  B  is  the 
generally  recognized,  wholly  reliable 
treatment  of  pernicious  anemia 

'21  At  the  present  time  there  can  be 
no  assurance  that  any  orally  ingeslrd 
preparation  is--«— irtmlly  reliable  treat- 
ment of  pernicious  anemia 

<3>  The  substitution  of  any  unrelia- 
ble treatment  such  as  the  Ingestion  of 
oral  preparations  of  vitamin  B,  with  in- 
trinsic factor  concentrate  In  place  of  a 
completely  adequate  and  wholly  reliable 
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treatment  for  a  disease  Tondltloo  h 
serious  as  pernicious  anemia  cannot  hi 
regarded  as  safe. 

1 4  >  The  oral  ingestion  of  intrinsic  far 
tor  may  in  some  cases  delay  the  devdoo^ 
ment  of  the  classical  ssrmptoms  of  per. 
nicious  anemia  that  would  cmh  • 
person  to  seek  medical  attention,  f^. 
nicious  anemia  is  a  disease  which  ii 
associated,  among  other  things,  with  i 
higher  than  normal  incidence  of  cancer 
of  the  stomach  and  which,  for  the  utetj 
of  the  patient,  requires  continuous  expert 
medical  supervision. 

'  5  >  There  is  the  risk  that  the  ortl  in. 
nfstion  of  products  containing  vlUunin 
B,j  with  intrinsic  factor  concentrate  or 
liver  extract,  by  masking  the  anemia 
.•■ympioms  of  the  disease  state,  wouU 
permit  the  development  or  progreatioo 
of  the  nervous  system  involvement  In  i 
patient  under  this  form  of  tre^^ment  it 
IS  well  established  that  whereas  the  ane- 
mia involvement  is  completely  revenUrtt 
aft*'r  adequate  treatment,  the  nenrou 
system  involvement  may  not  be  coo- 
plct^ly  reversible  and  thus  may  result 
111  permanent  nervous  system  damage. 

1 6 1  Some  hematologists  prescribe  onl 
preparations  of  vitamin  Bu  with  intrliuic 
factor  concentrate  to  supplement  paren- 
teral administration  of  cyanocobalamin 
or  vitamin  Bu  in  the  treatment  of  per- 
nicious anemia  patients. 

1 7  I  Intrinsic  factor  and  intrinsic  fac- 
tor concentrate  serve  no  known  useful 
clinical  or  nutritional  purpose  except  to 
the  extent  that  they  do  increiM  the  cai- 
trointestlnal  absorption  of  vitamin  Bn 
in  patients  suffering  from  peraldooi 
anemia. 

<  8  I  Medical  expertly  is  re<iulred  (or 
the  diagnosis  as  well  as  the  management 
of  pernicious  anemia. 

•  c  '  The  Eleventh  Edition  of  The  Na- 
tional Formulary  and  its  first  interim  r^ 
vision  include  monographs  for  oral  prep- 
arations of  vitamin  Bu  with  tntrinw 
factor  concentrate:  establish  a  unit  o( 
vitamin  Bu  with  intrinsic  factor  concen- 
trate: and  provide  for  a  National  Ponn- 
ulary  Anti-Anemia  Preparations  Adtli- 
ory  Board  to  assign  the  potency  of  ucH 
preparations.  This  provides  for  V" 
availability  of  such  oral  preparationi, 
standardized  within  the  meaning  of  the 
broad  limits  characteristic  of  the  evshi- 
iition  of  such  preparations, 

-  d  '  In  view  of  the  foregoing,  the  Cob- 
mi.ssioner  of  Food  and  Drugs  announces 
the  following  Food  and  Drug  Adminis- 
tration policy: 

( 1 '  Any  drug  that  contains  or  pur- 
jx)rLs  to  contain  intrinsic  factor  or 
intrinsic  factor  concentrate  will  be  n- 
•;arded  as  misbranded  within  the  mean- 
ing of  section  503  <b)  of  the  Federal  Pood. 
Dnig.  and  Cosmetic  Act  unless  it  ii 
labeled  with  the  legend  "CauUon-PW- 
nal  law  prohibits  dispensing  without 
()re.scription." 

(  2  I  Any  drug  intended,  represented,  or 
adverti.sed  for  oral  ingestion  in  the  pre- 
vention or  treatment  of  pernicious  sne 
mia  or  which  contains  or  P*"!*™)" 
rontain  any  substance  or  mixture  «»■ 
stances  described  in  subparagra^'i' 
of  this  paragraph  will  be  regarded  M 
misbranded  under  sections  502  (V<v 
and  .  J  •  of  the  act  unless  its  1*^  »" 
laixliim  bear  a  warning  sUtementW" 


effect:  "Caution— This  preparation  is 
not  a  reliable  substitute  for  parentenOly 
administered  cyanocobalamin  (vitamin 
Bu)  in  the  management  of  pernicious 
anemia.  Periodic  examinations  and  lab- 
oratory studies  of  pernicious  anemia  pa- 
tients are  essential-" 

(3)  Under  the  food  additives  amend- 
ment to  the  Federal  Pood.  Drug,  and  Cos- 
metic Act.  intrinsic  factor  and  intrinsic 
factor  concentrate  are  regarded  as  food 
additives.  No  food  additive  regulation 
nor  existing  extension  of  the  effective 
date  of  the  1^  additives  amendment  to 
the  act  authmlzes  these  additives  in 
foods,  including  foods  for  special  dietary 
uses.  Any  food  containing  added  in- 
trinsic factor  dr  intrinsic  facUK*  «mcen- 
trate  will  be  regarded  as  adulterated 
within  the  meaning  of  section  402 
(a)(2)(C)  of  the  act. 

(e)  Regulatory  action  may  be  initiated 
with  respect  to  any  article  shipped  with- 
in the  jurisdiction  of  the  act  contrary 
to  the  provisions  of  this  policy  statement 
after  the  sixtieth  day  following  publica- 
tion of  this  statement  in  the  PtoraAL 

RXCISTU. 

All  interested  persons  are  invited  to 
submit  their  views  in  writing  regarding 
the  proposal  published  herein.  Such 
views  and  comments  should  be  submitted 
In  qulntuplicate,  addressed  to  the  Hear- 
ing Clerk  Department  of  Health,  Educa- 
tion, and  Welfare.  Room  5440,  SSO  In- 
dependence Avenue  8W.,  Washington  25, 
D.C.,  prior  to  the  thirtieth  day  following 
the  date  of  publication  of.Jhis  notice  in 
the  FtoKRAL  Rxcosm. 

Dated:  February  13.  1962. 

O>o.  P.  Larrick. 
Commissioner  of  Food  and  Drugs. 

(P.R.    Doc.    62-1680:    Piled.    Peb.    18.    1962; 
8:47  a.m.l 


[21    CFR  Part  1201 

TOLERANCES  AND  EXEMPTIONS 
FROM  TOLERANCES  FOR  PESTICIDE 
CHEMICALS  IN  OR  ON  RAW  AGRI- 
CULTURAL COMMODITIES 

6,7,8,9,1 0,1 0  -  Hexachioro  - 1 ,5,5a,6,9, 
9a-Hexahyelro-6,9-M«thano-2,4,3- 
Bonzodioxathiepin-3-Oxide,  Notice 
of  Filing  of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Pood.  Drug,  and  Cosmetic  Act  (sec. 
408(d)(1),  68  Stat  612;  21  U.S.C.  346a 
(d)  (1) ).  notice  is  given  that  a  petition 
has  been  filed  by  Niagara  Chemical 
Division.  PMC  Corporation,  Middle- 
port.  New  York,  proposing  the  es- 
tablishment of  a  tolerance  of  2  parts 
per  miUlon  for  residues  of  6,7,8,9.10,10- 
Hexachloro-1.5,5a.6,9,9a-hexahydro-6,9- 
methano  -  2,4,3,  -  benzodioxathiepin  -  3  - 
oxide  in  or  on  cherries,  cucumbers, 
head  lettuce,  melons,  plums,  prunes, 
pumpkins,  summer  squash,  watercress, 
and  winter  squash. 

The  analytical  methods  proposed  in 
the  petition  for  determining  residues  of 


6,7,8.9,10,10  -  hexachloro  -  1.5,5a.6,9,9a - 
hexahydro-6,9-methano- 2.4.3  -  benzodi- 
oxathiepin-3 -oxide  are  the  methods 
published  in  the  Federal  Register  of 
March  18.  1960  (25  P.R.  2269), 
and  a  modification  of  the  gas 
chromatographic  microcoulometric  pro- 
cedure of  Coulson  et  al.  published  in  the 
Journal  of  Agricultural  and  Pood  Chem- 
istry. Volume  8,  page  399  (1960).  A  di- 
rect combustion  total  chloride  procedure 
with  potentiometric  measurement  is  also 
used. 

Dated:   February  13,  1962. 

Robert  S.  Roe, 
Director,  Bureau  of 
Biological  and  Physical  Sciences. 

|F.R,    I>oc.    62-1656:    Piled.    Peb.    16,    1962; 
8:49    a.m.] 


[21    CFR  Parts   141b,   146b] 

STREPTOMYCYLIDENE  ISONICOTINYL 
HYDRAZINE  SULFATE 

Notice  of  Proposal  To  Change  Name 
to  Streptonicozid  Sulfate 

The  regulations  for  tests  and  methods 
of  assay  and  certification  of  streptomy- 
cin and  streptomycin-containing  drugs 
use  the  name  "streptomyclidene  isonico- 
tinyl  hydrazine  sulfate"  as  the  name 
for  the  crystalline  sulfate  compound  of 
streptomycin  and  isonicotinic  acid 
hydrazlde-  It  has  come  to  the  attention 
of  the  Commissioner  of  Food  and  Drugs 
that  the  name  "streptonicozid  sulfate" 
has  been  generally  adopted  for  this  anti- 
biotic drug.  The  Commissioner  of  Food 
and  Drugs  has  concluded  that  in  order 
to  prevent  confusion  in  the  medical 
literature  and  avoid  having  the  same 
drug  sold  under  different  names,  appro- 
priate changes  should  be  made  in  the 
regulations  promulgated  under  section 
507  of  the  Federal  Food.  Drug,  and  Cos- 
metic Act  to  recognize  "streptonicozid 
sulfate"  as  the  common  or  usual  name 
for  the  subject  drug. 

Therefore,  the  Commissioner  of  Food 
and  Drugs,  under  the  authority  of  the 
Federal  Food,  Drug,  and  Cosmetic  Act 
(sec.  507(b),  59  Stat.  463;  21  U5.C. 
357(b) ) .  delegated  to  him  by  the  Secre- 
tary of  Health,  Education,  and  Welfare 
(25  FR.  8625),  proposes  to  amend  the 
applicable  sections  of  Parts  141b  and 
146b  to  require  that  "streptonicozid  sul- 
fate" be  used  as  the  name  for  this  drug. 

All  interested  persons  are  invited  to 
present  their  views  In  writing  regarding 
this  proposal  to  the  Hearing  Clerk,  De- 
partment of  Health,  Education,  and 
Welfare,  Washington  25,  D.C..  within  30 
days  from  the  date  of  publication  of  this 
notice  in  the  Federal  Register.  Such 
views  and  comments  should  be  filed  in 
qulntuplicate. 

Dated:  February  13. 1962. 

Geo.  p.  Larrick. 
Commissioner  of  Food  and  Drugs. 

[FJl.    Doc.    62-1655;    Piled,    Feb.    16,    1962; 
8:48  a.m.] 
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Notices 


DEPARTMENT  OF  THE  TREASURY 

Coast  Guard 

ICGPR62-1) 

EQUIPMENT,  INSTALLATIONS,  OR 

MATERIALS  » 

Approval  and  Termination   of 
Approval  Notice 

1.  Various  Items  of  lifesavinti.  fire- 
flghtlng,  and  miscellaneous  equipment, 
installations,  and  materials  used  on 
merchant  vessels  subject  to  Coast  Guard 
inspection  or  on  certain  motorboats  and 
other  pleasure  craft  are  required  by  law 
and  various  regulations  in  46  CFR  Chap- 
ter I  to  be  of  types  approved  by  the 
Commandant,  United  States  Coast 
Guard.  The  procedures  governing  the 
granting  of  approvalSjjw«rth<cancella- 
tion,  termination  or^thdrawai  of  ap- 
provals are  set  forth  in  46  CFR  2\75-l  to 
2.75-50,  Inclusive.  For  certain  tWs  of 
equipment,  installations,  and  mateHfls. 
specific  specifications  have  been  pre- 
scribed by  the  Commandant  and  ft.re 
published  in  46  CFR  Parts  160  to  l64, 
inclusive  (Subchapter  Q — Spepfnca- 
tlons),  and  detailed  procedures  for  ob- 
taining approvals  are  also  described 
therein. 

2.  The  Commandants  approval  of  a 
specific  item  is  intended  to  provide  a 
control  over  its  quality.  Therefore,  such 
approval  applies  only  to  the  item  con- 
structed or  Installed  in  accordance  with 
the  applicable  requirements  and  the  de- 
tails described  in  the  specific  approval. 
If  a  specific  item  when  manufactured 
does  not  comply  with  the  details  in  the 
approval,  then  such  item  is  not  con- 
sidered to  have  the  Commandant's  ap- 
proval, and  the  certificate  of  approval 
issued  to  the  manufacturer  does  not 
apply  to  such  modified  item.  For  ex- 
ample, if  an  item  is  manufactured  with 
changes  in  design  or  material  not  pre- 
viously approved,  the  approval  does  not 
apply  to  sxKh  modified  item. 

3.  After  a  manufacturer  has  sub- 
mitted satisfactory  evidence  that  a  par- 
ticular item  complies  with  the  appli- 
cable laws  and  regulations,  a  Certificate 
of  Approval  (Form  CGH(3-10030)  will  be 
issued  to  the  manufacturer  certifying 
that  the  item  specified  complies  with  the 
applicable  laws  and  regulations  and 
approval  is  given,  which  will  be  in  eCTect 
for  a  period  of  5  years  from  the  date 
given  unless  sooner  canceled  or  su.s- 
pended  by  proper  authority. 

4.  The  purposPTTf  this  document  is  to 
notify  all  concerned  that  certain  ap- 
provals were  granted  and  terminations 
of  approvals  were  made,  as  descril>ed  in 
this  document,  during  the  period  from 
December  1,  1961,  to  December  22,  1961. 
These  actions  were  taken  in  accordance 
with  procedures  set  forth  in  46  CFR 
2.75-1  to  2.75-50,  inclusive. 

5.  The  delegations  of  authority  for 
the  Coast  Guard's  actions  with  respect 
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to  approvals  may  be  found  in  Treasuiy 
Department  Orders  120,  dated  July  31. 
1950  <15  F.R,  6521'.  167-14.  dated  No- 
vember 26.  1954   <19  F.R.  8026  >.  167-15. 
dated  January  3.  1955  (20  F.R  840  • .  167- 
20,  dated  June   18,   1956  (21  F.R.  4894'. 
CGFR  56-28.  dated  July  24,  1956  (21  FR   ' 
5659  >.  or  167-38.  dated  October  26.  1959 
'  24  F  R  8857  ' .  and  the  statutory  author- 
ity   may    be    found    in    R  S.    4405,    as 
amended    4462.    as    amended.    4488.    as 
amended.  4491.  as  amended,  sees.  1.  2,  49 
Stat    1544.  as  amended,  sec    17.  54  Stat 
166.  a.s  amended,  sec    3,  54  Stat.  346.  a.s 
amended,  .sec.  3.  70  Stat.  152  »46  U.S.C 
375    416.  481.  489.  367.  526p.  1333.  390b'  . 
sec    4'e'.   67   Stat    462    (43  U  S.C     1333 
'C'  I.  or  sec.  3(c>,68  Stat   675  »50  USC 
198 1 ,   and  implementing  regulations  in 
46  CFR  Chapter  I  or  33  CFR  Chapter  I 

6.  In  Part  I  of  this  document  are  listed 
the  approvals  granted  which  shall  be  in 
effect  for  a  period  of  5  years  from  the 
dates  granted,  unlej^s  sooner  canceled  or 
suspended  by  proper  authority. 

7.  In  Part  II  of  this  document  arc 
listed  the  approvals  which  have  been 
terminated.  Notwithstanding  this  ter- 
mination of  approvals  of  the  items  of 
equipment  as  listed  in  Part  II  such 
equipment  may  be  used  so  Ions  as  such 
equipment  is  in  uood  and  .serviceable 
condition. 

Part    I— Api'rovais    or    Equipment.    In- 
stallations. OR  Materi.\ls 

LIFEBOATS 

Approval  No  160.035  397  1.  24  0'  x  8  0' 
X  3.5'  fibrous  slass  reinforced  plastic, 
motor-propelled  lifeboat  without  radio 
cabin  1  Class  B*.  37-person  capacity, 
identified  by  general  arrangement  Dwg. 
No.  P-24-1B,  Alt  C,  dated  August  12. 
1959  (gasoline  engine',  or  general  ar- 
rangement DwR.  No.  P-24-1D.  Alt  C. 
dated  December  7.  1961  (dlesel  engine', 
manufactured  by  Marine  Safety  Equip- 
ment Corp  ,  Point  Pleasant  Beach.  New 
Jersey,  effective  December  20.  1961  <It 
supersedes  Appr  No  160  035  397  0  dated 
December  17.  1959  ' 

Approval  No  160  035  421  0.  30.0'  x 
10.0'  X  4.33'  aluminum,  hand-propelled 
lifeboat.  78-person  capacity,  identified 
by  general  arrangement  Dwg.  No.  30-4. 
rev.  B.  dated  August  9.  1961.  manufac- 
tured by  Marine  Safety  Equipment  Corp  . 
Point  Pleasant  Beach.  New  Jersey,  ef- 
fective December  1,  1961. 

Buoyant  Vests.  Kapok  or  Fibrous  Gla.ss, 
Adult  and  Child 

NoTF.  Approved  for  use  on  motorboats  of 
Classes    A     1     or   2   not   carrying   passengers 

for  hire. 

Approval  No  160  047  523,0.  Type  I. 
Model  AK-1.  adult  kapok  buoyant  vest. 
U.S.CG.  Specification  Subpart  160.047. 
manufactured  by  Ero  Manufacturing 
Co,  McKinney.  Texas:  Crystal  Lake. 
Illinois;  and  Hazelhurst.  Georgia;  for 
S    H.  Barton  and  Co  .  4910  South  Ver- 


mont   Avenue,    Los    Angeles  87   r^ 
effective  December  12.  1961.      '  ^ 

Approval    No.    160.047/S24/0  TW 
Model  CKM-1.  chUd  kapok  biM;.MXi  I 


U.S.CG  Specification  Subpart  imS 
manufactured  by  Ero  lIanutMl2 
Co,  McKinney,  Texas;  CryrtyS 
Illinois;  and  Hazelhurst.  Gewg^- jjr 
H.  Barton  and  Co.,  4910  South  Mtom 
Avenue,  Los  Angeles  37,  Calif., 
December  12,  1961. 

Approval  No.  160.047/527/0  TW, 
Model  CKM-1,  child  kapok  boonakiit 
U  S.CG.  Specification  Subpart  mS 
nuinufactured  by  Hawthorn  ~" 
Co  .  New  Haven.  Missouri,  for  H. 
Tent  and  Duck  Co.,  2200  South 
Road.  St.  Louis  17,  Missouri, 
December  15.  1961. 

Approval  No.  160.047/52S/0,  TJni 
Model  CKS-1  child  ka^pok  bu^aakiit 
U  S  C  G  Specification  Subpart  mjn 
manufactured  by  Hawthorn 
Co  .  Now  Haven,  Missouri,  forH.W(  _ 
Tent  and  Duck  Co..  2200  South  fli^ 
Road.  St.  Louis  17.  Missouri.  (AMr 
December  15.  1961 

.Approval  No.  160.047/529/0,  Tjpe  1 
Model  AK-1.  adult  kapok  buoyantly 
US  CO  Specification  Subpart  Wjlt 
manufactured  by  Hawthorn  Flni^ 
Co  .  New  Haven,  Missouri,  for  8«i 
Roebuck  and  Co..  925  South 
.Wenue.  Chicago  7,  Illinois,  effective  Ik- 
comber  12.  1961. 

Approval  No.  180.047,''530/0.  Ttpil 
Model  CKM-1.  child  kapok  bocyutm 
U.S.CG.  Specification  Subpart  IMKl 
manufactured  by  Hawthorn  FUMi 
Co  .  New  Haven.  Missouri,  for  8m 
Roebuck  and  Co..  925  South  Haai 
Avenue,  Chicago  7,  Illinois,  effectlvf  D^ 
cember  15.  1961. 

Approval  No.  160.047  531/0,  Uwl 
Model  CKS-l.  child  kapok  buojrantw 
U  S.C  G.  Specification  Subpart  INIfi 
manufactured  by  Hawthorn  FtaUH 
Co  .  New  Haven,  Missouri,  forSean.l*' 
buck  and  Co..  925  South  HomanA' 
Chicago  7.  111.,  effective  DecemlMr  Jl 
1961. 

buoyant    cushions,    kapok   ob 

GLASS 

NoTiJ  Approved  for  use  on  motoctomti' 
Classes  A  1  or  2  not  carrying  iiawiiMaik 
hire 

Approval  No.  160.048/212/0.  Onj 
approval  for  rectangular  and  tnft0iM 
kapok  buoyant  cushions.  U.S.C.0. 8|i*' 
fication  Subpart  160.044.  riw  "i 
weights  of  kapok  filling  to  be  mW 
Table  160.048-4(0  (1)  (i).  manuhrtw* 
by  Ero  Manufacturing  Co..  M^*> 
Texas;  Crystal  Lake,  IlUnols;  •ndBl* 
hurst.  Georgia,  for  S.  H.  Barton  mm O; 
4910  South  Vermont  Avenue,  LosA^JJ 
37,  Calif.,  effective  December  It  I* 

Approval  No.  160.048/218/0, 
approval  for  15"  x  15"  x  2"  rec 
kapok  buoyant  cushions,  2*"**',2J 
U.S.CG.  Specification  8ubp*rtl»» 
manufactured  by  Hawthorn  'J^ 
Co.,  New  Haven,  Missouri,  for  H. 


r- 
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.  -«H  Duck  Co..  2200  South  Hanley 
J^'??.&  17.  Missouri.  efrecUve 

I'«S!l^^^No**\'60.048/214/0.  Special 
*SSS  for  14"  X  17"  X  2"  rectangular. 
•SS^  kapok  buoyant  cushion.  21- 
'^'^^^DwliiFC-BC-l,  dated  No- 
*  SJrr  1961.  manufactured  by  Haw- 
SI?  mishing  CO..  New  Haven. 
SSuri  f^I.  Wenzel  Tent  and  Duck 
*S^  &)uth  Hanley  Road.  St.  Louis 
^■'JZ^.  effective  December  15, 1961. 
AdwSSj  NO  160.048/215/0.  Special 
.nnSSfor  15"  X  15"  X  2"  rectangular 
SK  buoyant  cushions,  20-oz.  kapok. 
hStg  specification  Subpart  160.048, 
S2S:tuS  by  Hawthorn  Finishing 
nTsen  Haven,  Missouri,  for  Sears.  Roe- 
Si  and  Co.,  925  South  Homan  Avenue, 
SSmo  7,  Illinois,  effective  December  15. 

^"ADoroval  No.  160.048/216/0.  Special 
J^  for  14"  X  17"  X  2"  rectangular, 
rihbed-type  kapok  buoyant  cushion,  21- 
STkapok  Dwg.  No.  HPC-BC-1.  dated 
Horember  27.  1961.  manufactured  by 
Hawthorn  Finishing  Co..  New  Haven. 
Iflaourl.  for  Sears,  Roebuck  and  Co., 
ns  south  Homan  Avenue,  Chicago  7, 
nilnota,  effective  December  15.  1961. 

lUOTAKT  CUSHIONS,  UNICELLULAR   PLASTIC 
FOAM 

nan:  Approved  for  use  on  motorboata  of 
CUMM  A.  1.  or  2  not  carrying  passengers  for 
blr*. 

Awroval  No.  160.049/34/1,  Group  ap- 
proTsl  for  rectangular  and  trapezoidal 
unicellular  plastic  foam  buoyant  cush- 
loQS.  U.S.C.G.  Specification  Subpart 
160.049,  sizes  to  be  as  per  Table  160.049- 
4(c)(1),  manufactured  by  Texstar  Plas- 
tics, 110  Manufacturing  Street.  Dallas  7, 
Tnu,  and  115  East  Brackenridge.  Port 
Wayne,  Indiana,  effective  December  12, 
1901.  (It  supersedes  Approval  No. 
160.049/34/1  dated  October  24,  1960,  to 
show  change  of  name  and  address  of 
manufacturer.) 

Approval  No.  160.049/43/0,  Group  ap- 
proval for  rectangular  and  trapezoidal 
unicellular  plastic  foam  buoyant  cush- 
ions, UJB.C.G.  Speciflcaticm  Subpart  160.- 
049,  sizes  to  be  as  per  Table  160.049-4 
(c)(1),  manufactured  by  Ero  Manufac- 
turing Co..  Crystal  Lake,  Illinois,  effec- 
tive December  21, 1991. 

rati   PROTECTIVE   SYSTEMS 

Approval  No.  161.002/4/0,  Audible  and 
visual,  supervised  smoke  detecting  sys- 
tem. Model  E8DS-1  (General  Schematic 
Wiling  Diagram  Dwg.  No.  93615) .  con- 
sliting  of  five  major  components,  viz :  ( 1 ) 
Control  Unit— Smoke  Detector  Cabinet, 
Dw|.  No.  93325;  (2)  Englneroom  Alarm. 
Dwg.  No.  93865:  (3)  Wheelhouse  An- 
nunciator Panel,  Dwg.  No.  94280;  (4) 
Twin  Suction  Blower,  Dwg.  No.  94180; 
sod  (5)  3"  Air  Direction  Valve.  Dwg. 
No.  93325;  manufactured  by  Pyr-Pyter 
Co..  Newark  Branch  OfBoe.  P.O.  Box  760. 
Newark  1.  New  Jersey,  effective  Decem- 
bers, 1961. 

nUPHOKX  SYSTEMS,  SOUND  POWERED 

Approval    No.     161.006/3/3.     Sound 
powered  telephone  station  assembUr.  se- 
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lective  ringing,  common  talking,  8  and 
17  stations  maxlmimi,  waterproof.  Dwg. 
No.  70-526.  Alt.  5,  dated  May  22.  1959, 
manufactured  by  Henschel  Corp.,  Ames- 
bury,  Massachusetts,  effective  December 
12,  1961.  (It  supersedes  Appr.  No. 
161.005/3/2  dated  December  31,  1958.) 

SAFETY   VALVES    (POWER    BOILERS) 

Approval  No.  162.001/194/1,  Style 
HNP-MS-35-6  drum  pilot  safety  valve, 
carbon  steel  body,  maximum  pressure  of 
900  p.sJ..  maximum  temperature  650"  P., 
Dwg.  No.  D-40015-2,  approved  for  sizes 
iy2"  and  2".  manufactured  by  Crosby 
Valve  and  Gage  Co.,  Wrentham,  Mas- 
sachusetts, effective  December  22,  1961. 
(It  supersedes  Appr.  No.  162.001/194/0 
dated  December  31,  1958,  to  include  2" 
size.) 

FLAME   ARRESTERS,    BACKFIRE     (FOR 
CARBURETORS) 

Approval  No.  162.015/19/2,  Model  No. 
B17S-16  backfire  flame  arrester  for  car- 
buretors. Dwg.  No.  B175-16.  revision  A, 
dated  May  21.  1954,  manufactured  by 
Zenith  Carburetor  Division.  Bendix  Avia- 
tion Corp..  696  Hart  Avenue,  Detroit  14, 
Michigan,  effective  December  4,  1961. 
(It  is  an  extension  of  Appr.  No.  162.015/ 
19/2  dated  December  4, 1956.) 

Approval  No.  162.015/50/0.  Model  No. 
2-3-87  backfire  flame  arrester  for  car- 
buretors, Dwg.  No.  P-1124,  Flame  Ar- 
rester. Marine,  dated  September  13, 1961, 
manufactured  by  Pisher  Industries,  1625 
West  Maple  Road.  Troy.  Michigan,  ef- 
fectiw^  December  21. 1961. 

Approval  No.  162.015/51/0,  Model  No. 
4-4-87  backfire  flame  arrester  for  carbu- 
retors. Dwg.  No.  F-1124,  Flame  Arrester, 
Marine,  dated  September  13, 1961,  manu- 
factured by  Pisher  Industries,  1625  West 
Maple  Road,  Troy,  Michigan,  effective 
December  21. 1961. 

Approval  No.  162.015/52/0,  Model  No. 
4-4-125  backfire  flame  arrester  for  car- 
buretors, Dwg.  No.  F-1124,  Flame  Ar- 
rester, Marine,  dated  September  13, 1961, 
manufactured  by  Pisher  Industries,  1625 
West  Maple  Road,  Troy,  Michigan,  effec- 
tive December  21, 1961. 

Approval  No.  162.015/53/0,  Model  No. 
4-5-125  backfire  flame  arrester  for  car- 
buretors. Dwg.  No.  F-1124.  Flame  Ar- 
rester. Marine,  dated  September  13. 1981, 
manufactured  by  Pisher  Industries,  1625 
West  Maple  Road.  Troy.  Michigan,  ef- 
fective December  21. 1961. 

APPLIANCES,       LIQUEFIED      PETROLEUM       GAS 
CONSUMING 

Approval  No.  162.020/143/0,  Model  No. 
MCG  11-2  coimter  type  deep  fat  fryer  for 
liquefied  petroleum  gas  service,  approved 
by  the  American  Gas  Association,  Inc. 
imder  Certlflcate  No.  13-(  17-2.0  and 
-4.0)  .001.  manufactured  by  Anetsberger 
Brothers.  Inc..  Northbrook,  Illinois,  ef- 
fective E^econber  21, 1961. 

mtS   KXtlNGUISHING   SYSTEMS,   FOAM    TYPE 

Approval  No.  162.033/1/0.  National 
Aer-O-Foam  Marine  Poam-Fire  Extin- 
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guishing  Systems  with  6  percent  Poam 
Liquids,  Instruction  Sheet  No.  620A  re- 
vised September  11,  1961,  manufactured 
by  National  Poam  System.  Inc.,  Union 
and  Adams  Streets,  West  Chester,  Penn- 
sylvania, effective  December  12,  1961. 
(It  supersedes  lumumbered  approval 
(Pile  JJ/162.021/Natlonal  Poam)  dated 
August  16,  1960.) 

Part  n — Terminations  of  Approval  or 
Equipment,  Installations,  or  Materials 

buoyant  cushions,  kapok  or  fibrous 
glass 

Note:  Approved  for  use  on  motorboats  of 
Classes  A?^^  or  2  not  carrying  passengers  for 

hire. 

Termination  of  Approval  No.  160.048/ 
111/0,  Group  approval  for  rectangular 
and  trapezoidal  kapok  buoyant  cushions, 
U.S.C.G.  Specification  Subpart  160.048. 
sizes  and  weights  of  kapok  filling  to  be  as 
per  Table  160.04&-4(c)(l)  (1).  manufac- 
tured by  Ben-Sim  Products  Corp..  527 
North  Eighth  Street.  PhiladeU^ia  23., 
Pa.,  for  Plote-Rlte  Corp.,  Eighth  and 
Spring  Garden  Streets,  Philadelphia  23. 
Pa.,  effective  December  21,  1961.  (Ap- 
proved Federal  Register  March  25, 1958. 
Terminated  December  21,  1961.  Item  no 
longer  manufactiu'ed.) 

flame    ARRES^TERS,    backfire    (FOR 
CARBURETORS) 

Termination  of  Approval  No.  162.015/ 
38/0,  Model  No.  9300508  backfire  flame 
arrester  for  carburetors,  Dwg.  No. 
9300508,  flame  arrester  assembly,  dated 
November  11,  1958,  and  Dwg.  No.  8K- 
9300811-1,  flame  firrester  assembly  dated 
January  28,  1959,  manufactured  by. 
Purolator  Products,  Inc.,  3927  Fourth 
Street.  Wayne.  Michigan,  effective  De- 
cember 21,  1961.  (Approved  Fedibal 
REGisTEMtfune  21, 1960.  Terminated  De- 
cember ^H,  1961.  Item  contained  in 
larger  d^ftjonent. ) 


Dated:  February  12, 1962. 

I  SEAL]  A.C.Richmond, 

Admiral, 
U.S.  Coast  Guard  Commandant. 

I  F.R.    Doc.    62-1589;    Filed.    Feb.    16,    1962; 
8:45  ajn.] 


DEPARTMENT  OF  THE  INTERIOR 

Fish  and  Wildlife  Service 

BUREAU  OF  COMMERCIAL 
FISHERIES 

Testimony  of  Government  Employees 

February  13.  1962. 
The  regulations  issued  herein  are 
based  on  the  authority  of  the  Director. 
Bureau  of  Commercial  Fisheries,  to  issue 
such  regulations.  The  requironents 
herein  set  forth  apply  as  a  portion  of 
the  directives  system  of  the  Bureau  of 
Commercial  Fisheries.  Such  material 
follows  the  format  of  the  Bureau's  man- 
ual and  is  to  be  included  therein.  Ma- 
terial that  relates  solely  to  tntemal 
management  has  not  been  included. 
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SKRIES  2000 — ADXIlflSTBATION 

•  •  •  •  • 

Tttli  2300 — Persowwh. 

•  •  •  .   •  • 

Chapter  2310 — Policy  and  Delegation.s  of 
Authority 

•  •  •  •  • 

2311.1  Policy.  It  is  the  policy  of  the  Di- 
rector, Bureau  of  Commercial  Fisheries, 
to  delegate  to  Regional  and  Area  Di- 
rectors, and  such  others  as  are  specified 
in  this  delegation,  all  aiithority  neces- 
sary for  carrying  out  the  responsibilities 
of  their  oiBces.  Such  delegation  of  au- 
thority is  subject  to  review  by  persons 
authorized  to  make  such  review. 

2311.2  Testimony  of  employees.  43 
CPR  2.20  requires  written  approval  from 
the  head  of  the  Bureau,  or  his  designee 
before  any  employee  of  the  Department 
of  the  Interior  may  testify  concerning 
matters  relating  to  the  business  of  the 
government.  The  section  contains  re- 
quirements for  the  submission  of  affi- 
davit requests  by  parties  desiring  the 
testimony.  Some  attorneys  outside  the 
Federal  service  may  not  be  familiar  with 
this  requirement.  Requests  for  testi- 
mony generally  come  on  extremely  short 
notice  and  it  is  felt  that  fewer  delays 
will  be  entailed  by  delegating  the  author- 
ity included  in  43  CPR  2.20  to  those 
offices  having  the  greatest  need  for  such 
authority. 

Consultation  with  the  nearest  Regional 
or  Field  Solicitor's  office  is  suggested 
prior  to  the  granting  of  permission. 
When  the  Regional  or  Area  Director  is 
of  the  opinion  that  a  request  should  be 
denied,  the  request  must  be  forwarded 
to  the  Director  with  an  appropnntp  rec- 
ommendation. 

2311.3  Delegation.  Tho  Chief.  Division 
of  Administration  and  Regional  and 
Area  Directors  are  severally  authorized, 
unless  specifically  excepted  to  the  ex- 
tent stated  in  each  case  or  in  section 
2411.4,  Limitations,  to  exercise  the  au- 
thority of  the  Director  with  respect  to 
administrative  matters  concerning  the 
granting  of  written  approval  for  em- 
ployees to  testify  as  set  forth  m  section 
2311.2  herein. 

2311.4  Limitations.  <  a  >  Where  requests 
may  be  made  for  the  Chief.  Division  of 
Administration  or  Regional  or  Area  Di- 
rectors to  testify,  written  authority  must 
be  obtained  in  each  such  instance  from 
the  Director,  Bureau  of  Commercial 
Fisheries. 

(b)  The  foregoing  authorization  shall 
be  exercised  in  strict  conformity  with 
applicable  laws,  regulations,  policies  and 
administrative  procedures. 

Charles  Butler. 
Acting  Director. 

{VB..    Doe.    ea-ieSS:    rued.    Peb.    16,    1963; 
8:46  ajn  | 


NOTICES 

04n<«  of  the   Secretary 

PUBLIC   LANDS;    MONTANA,    NORTH 
DAKOTA,  AND  SOUTH   DAKOTA 

Modification  of  Moratorium  on  Appli- 
cations and   Petitions 

1.  Pursuant  to  the  authority  granted 
to  the  Secretary  of  the  Interior  by  sec- 
tions 453  and  2478  of  the  Revised  Stat- 
utes (43  use.  2  and  1201  >.  as*amended 
and  otherwise,  the  moratorium  on  appli- 
cations and  petitions  directed  by  the 
Secretary  of  the  Interior  on  February  14. 

1961.  and  published  on  page  1382  of  the 
Federal  Register  for  February  16.  1961. 
IS  hereby  modified  to  exclude  from  Its 
provisions  public  land.s  in  the  States  of 
Montana.  North  Dalcota.  and  South 
Dakota. 

2    Beginning  at  10:00  am  .  on  March  1. 

1962,  the  Manager  of  the  land  office  at 
the  Crum-McKinnon  Bldg..  1245  North 
29th  Street.  Billings.  Montana,  who  has 
jurisdiction  over  public  lands  in  the 
States  of  Montana,  North  Dakota,  and 
South  Dakota,  will  resume,  pursuant  and 
subject  to  the  regulations  in  Title  43  of 
the  Code  of  Federal  Regulations,  the  re- 
ceipt of  petitions  for  classification  and 
applications  for  rights  and  privileges, 
acceptance  of  which  was  temporarily 
suspended  by  the  moratorium  referred 
to  in  section  1  of  this  Order. 

Stewart  L.  Udall. 
Secretary  of  the  Interior. 

February   13.  1962 

[FR      D-.c      82    1842;     Piled      Feb      16      1962; 
8   47    .1  111  1 


DEPARTMENT  OF  AERICUITURE 

OfRce   of   the   Secretary 

KANSAS 

Designation  of  Areas   for  Emergency 
Loans 

For  the  purpose  of  making  emergency 
loans  pursuant  to  section  321(ai  of  Pub- 
lic Law  87-128  '  7  US  C  1961  >  it  has  been 
determined  that  in  the  hereinafter 
named  counties  in  the  State  of  Kansas 
natural  disasters  have  caused  a  need  for 
agricultural  credit  not  readily  available 
from  commercial  banks,  cooperative 
lending  agencies,  or  other  responsible 
sources. 


can   qualify   under   established  polfeki 
and  procedures.  v^mn^ 

Done  at  Washington,  D.C.,  thte  v^ 
day  of  February  1962.  '  ^ 

Orville  l.  F^naAM 
SecTtUtn. 

PR      Dnc     62   1645;     Piled,    Feb    l|    im». 
8  47    a.m.l  '    ^ 


K.\NS.\S 

Chautauqua 
Cherokee 

Labette 

l>cavenworth 

Coffey. 
Cowley. 

Crawford 
EE. 

Montgomery. 
NeoBho. 
Wilson. 
Woodson. 

Greenwood 

Pursuant  to  tlie  authority  set  forth 
above,  emergency  loans  will  not  be  made 
in  the  above-named  counties  after 
December  31,  1962.  except  to  applicants 
who  previously  received  emergency  or 
special  livestock  loan  assistance  and  who 


NORTH   DAKOTA 

Designation    of   Area   for  Finwui 
Loans 

For  the  purpose  of  making  emafa^ 
loans  pursuant  to  section  321(a)  ofPuk. 
lie  Law  87-128  (7  D.S.C.  1961)  tthaibca 
determined  that  in  Richland  Oomi 
North  Dakota,  natural  dlsasten  iMt 
caused  a  need  for  agricultural  cndtt  lot 
readily  available  from  commercial  hi^ 
cooperative  lending  agencies,  or  other 
responsible  sources. 

Pursuant  to  the  authority  let  ftrtk 
above,  emergency  loans  will  notbtai^ 
in  the  above-named  county  after  JyaeX, 
1962,  except  to  appUcants  who  j 
received  emergency  or  special  Ui 
loan  assistance  and  who  can  quihfy 
under  established  policies  and  prow- 
dures. 

Done  at  Washington,  DC.,  this  IJtii 
day  of  February  1962. 

Orville  L.  Fibbmai. 
SecTgttr%. 

(PR     Doc     62  164«:    Piled,    Fsb.   IC  MH 
8:47  am  { 


DEPARTMENT  OF  COMIKKE 

Great  Lakes  Pilotage  AdminisliiiM 

PILOTAGE   POOL 

Notice  of  Application  for 
Establishment 


Notice  is  hereby  given  that 
has  been  filed  under  9  401.310  c(  tt 
Great  Lakes  Pilotage  Reguhttkn  <4I 
CFR  Part  401 )  by  the  St.  Lawreneeto- 
way  Pilots'  Association.  182  Uala  8lw*. 
Ma.ssena.  New  York,  a  voluntary  MMdi- 
tion  of  United  States  registered  piM. 
for  authorization  to  establish  a  pUotir 
pool  at  Cape  Vincent,  New  York. 

Tlie  Assoc  iapofr~propoee8  to  . 
such  arrangeflicnts  and  faciUtieiM 
be  necessary  or  desirable  for  the 
duspatchinp  of  vessels  and  leudertBiif 
pilotage  services.  Cape  Vincent  k  lo- 
cated in  Ehstrict  1  of  the  United  8lrt» 
waters  of  the  Great  Lakes  desiSiMiBi  If 
the  President  in  a  Proclamatleo  dill* 
December  22,  1960  as  being  *■■* 
which  registered  vessels  of  the  U«ii" 
States  and  foreign  vessels  will  lie«»j 
quired  to  have  in  their  service  aUW" 
States  or  a  Canadian  registered  P*"^ 

The  application  18  on  file  with  *•**• 
ministrator  of  the  Great  Lakes  PiMg 
Administration  for  public  **>•■*'* 
Protests  to  the  granting  of  the  »»«•• 


S^Tdav.  February  17,  1962 

»/wf»ther  with  requests  for  hearing 
!J*JS W^be  submitted  in  writing 
i  Sj^SnSSstrator.  Great  Lakes  Pllot- 
*°J^iSril»tratlon.  Department  of 
^n^SwaSilngton  25.  D.C.  within 
g*5SrS't^pubUcaUon  of  this  notice 

StbeFOBALRlGlSTIR. 

p^ted:  February  9,  19«2. 

A.  T.  Mbschter, 
Administratgr. 
Great  Lakes  Pilotage  Administration. 
,»a    Doc    62-1707:    Piled.    Feb.    16.    1962; 
'"  9:12  a.m.l 


Moritime  Administration 

FARRELL  LINES  INC. 

Notice  of  Application 

Notice  Is  hereby  given  that  Farrell 
Unes  Incorporated  has  filed  an  applica- 
tion for  continuation  of  a  waiver  under 
the  provisions  of  section  804  of  the  Mer- 
chMit  Marine  Act.  1936.  as  amended,  to 
permit  Farrell  Lines  Incorporated  to 
merate  its  two  feeder  services  on  the 
Weit  Coast  of  Africa,  one  at  Monrovia. 
Liberia,  and  one  at  Lagos,  Nigeria,  with 
owned  feeder  vessels  registered  under  the 
Llberlan  flag.  The  operations  do  not 
include  the  booking  of  cargo  or  passen- 
gers for  foreign  flag  vessels. 

Any  person,  firm  or  corporation  hav- 
ing an  Interest  In  such  Application  who 
desires  to  offer  views  and  comments 
thereon  for  consideration  by  the  Mari- 
time Adxnlnlstrator  should  submit  same 
in  writing,  in  triplicate,  to  the  Secre- 
tary, liaritlme  Administration,  Wash- 
ington 25.  D.C.  by  the  close  of  business 
February  28.  1962.  The  Maritime  Ad- 
ministrator will  ccHisider  these  views  and 
take  such  action  with  respect  thereto  as 
may  be  deemed  appropriate. 

Dated:  February  14, 1962. 

By  order  of  the  Maritime  Adminis- 
trator. 

Jauk  S.  Dawson,  Jr., 
Secretary. 

\fR.  Doc.    62-1662;    Filed.    Feb.    16,    1962; 
8:50  a.m.) 


Office  of  the  Seicretary 

ROBERT  F.  EHINGER 

Itport  of  Appointment  and  Statement 
of  Financial  interests 

R^Tort  of  appointment  and  statement 
of  financial  interests  required  by  section 
710(b)  (6)  of  the  Defense  Production  Act 
of  1950,  as  amended. 

Report  of  Appointment 

1.  Name  of  appointee:    Robert  P.  Eh- 

inger. 

2.  Employing  agency:  Department  of 
Commerce,  Business  and  Defense  Serv- 
ices Administration. 

3.  Date  of  appointment:  February  7, 
19«2, 

4.  Title  of  position :  Assistant  Director 
[or  Mobilization  Planning,  Communica- 
tions Industries. 


FEDERAL  REGISTER 

5.  Name  of  private  employer:  Western 
Electric  Company,  Inc.,  195  Broadway, 
NewYorkT.N.Y. 

Carlton  Hayward. 
Director  of  Personnel. 

Janttart  30,  1962. 

Statehent  of  Financial  Interests 

6.  Names  of  any  corporations  of  which 
the  appointee  is  an  officer  or  director  or 
within  60  days  preceding  appointment 
has  been  an  officer  or  director,  or  in 
which  the  appointee  owns  or  within  60 
days  preceding  appointment  has  owned 
any  stocks,  bonds,  or  other  financial  in- 
terests; any  partnerships  in  which  the 
appointee  is,  or  within  60  days  preceding 
appointment  was,  a  partner;  and  any 
other  businesses  in  which  the  appointee 
owns,  or  within  60  days  preceding  ap- 
pointment has  oyrned,  any  similar 
Interest.  % 

American  Telephone  &  Telegraph  Co. 
Bank  deposits. 
Western  Electric  Co. 

Robert  F.  Ehinger. 

February  9,  1962. 

(P.R.    Doc.    62-1654;    Filed.    Feb.    16,    1962; 
8:48  ajn.l 


DEPARTMENT  OF  LABOR 

Office  of  the  Secretary 

[Secretary's  Order  No.  11-61] 

CERTIFICATION  OF  DOCUMENTS 
Delegation  of  Authority 

1.  Purpose.  The  purpose  of  this  order 
is  to  delegate  authority  relating  to  the 
release  and  authentication  of  originals 
and  copies  of  correspondence,  reports, 
publications,  and  other  documents  from 
the  files  of  the  Department  of  Labor. 

2.  Authority.  Act  of  March  4,  1913 
(37  SUt.  736,  5  U.S.C.  611).  R.S.  161  (5 
U.S.C.  22),  and  Reorganization  Plan  No. 
6  of  1950  (15  F.R.  3174.  64  Stat.  1263.  5 
UB.C.  611,  Note) . 

3.  Directives  affected.  General  Order 
No.  72  (Revised) ,  published  in  the  Fed- 
eral Register  on  April  17.  1954  (19  F.R. 
2234)  is  hereby  superseded  and  canceled. 

4.  Delegation  of  authority — (a)  The 
Solicitor  of  Labor.  The  Solicitor  of  La- 
bor is  authorized  to  perform  the  func- 
tions of  the  Secretary  under  §  2.9,  Title 
29,  Code  of  Federal  Regulations,  relating 
to  requests  for  withdrawal  of  originals 
and  copies  of  documents. 

(b)  The  Administrative  Assistant  Sec- 
retary. The  Administrative  Assistant 
Secretary  and  officers  acting  In  that  ca- 
pacity are  designated  Authentication 
Officers  of  the  Department  of  Labor. 
They  are  authorized  to  sign  and  Issue 
certifications    of    authentication    under 

.  the  seal  of  the  Department  of  Labor  pur- 
suant to  f  2.10,  Title  29,  Code  of  Federal 
Regulations. 

(c)  Ddegatlons  of  authority  to  officers 
other  than  those  designated  in  section  4 
b.  of  this  order  may  be  made  by  the 
Administrative  Assistant  Secretary  in 
order  to  accomplish  more  effectively  the 
purpose  of  this  order. 
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5.  Action  requirements.  The  Adminis- 
trative Assistant  Secretary  shall  devel(4> 
and  issue  any  procedural  instructicms 
that  may  be  required  for  implementing 
this  order. 

6.  Effective  date.  This  order  is  effec- 
tive immediately  and  will  remain  in  effect 
for  four  years  unless  canceled  or  siu>er- 
seded  earlier.  ^ 

Signed  at  Washington,  D.C,  this  22d 
day  of  November  1961. 

Arthxtr  J.  Goldberg, 
Secretary  of  Labor. 

[F.R.    Doc.    62-1643;    FUed,    Feb.    16,    1962; 
8:47  ajn.] 


[Secretary's  Order  No.  12-61 1 

AUTHENTICATION  OF  MATERIALS 
FROM  FILES 

Delegation  of  Authority 

1.  Purpose.  This  order  delegates  au- 
thority to  sign  and  issue  certifications 
of  authentication  under  the  seal  of  the 
Department  of  Labor  and  prescribes  i»o- 
cedures  to  be  followed  in  exercising  the 
authority. 

2.  Directives  affected.  This  order 
Implements  Secretary's  Order  No.  11-61 
of  November  22.  1961  which  designated 
the  Administrative  Assistant  Secretary 
and  officials  acting  in  that  c^wcity  as 
Authentication  Officers  of  the  Depart- 
ment of  Labor.  The  order  authorizes 
the  Administrative  Assistant  Secretary 
to  make  delegations  of  authority  to  offi- 
cers other  than  those  named  in  the 
order,  and  to  develop  and  issue  any  pro- 
cedural instructions  that  may  be  required 
for  implementing  the  order. 

3.  Delegation  of  authority.  The  fol- 
lowing officers  are  designated  Authenti- 
cation Officers  of  the  D^artment  of 
Labor.  They  are  authorized  to  sign  and 
issue  certifications  of  authmtication 
imder  the  seal  of  the  Department  of 
Labor  pursuant  to  S  2.10,  Titie  29,  Code 
of  Federal  Regulations.  In  the  event  an 
Authentication  Officer  is  the  custodian  ^f 
a  document  which  is  to  be  authenticated, 
the  certification  of  authentication  shall 
not  be  made  by  such  officer  but  the  certif- 
ication may  be  made  by  any  other  Au- 
thentication Officer  designated  by  or 
piirsuant  to  Secretary's  Order  No.  11-61. 

(a)  Chief,  Division  of  Administrative 
Managonent,  Office  of  the  Administra- 
tive Assistant  Secretary. 

(b)  Deputy  Director,  Office  of  Inter- 
national Perscmnel  and  Management, 
Bureau  of  International  Labor  Affairs. 

(c)  Administrative  Officer,  Office  of 
the  Solicitor. 

(d)  Chief,  Division  of  Management 
Services.  Biireau  of  Apprenticeship  and 
Training. 

(e)  Administrative  Officer,  Office  of 
Administrative  Management,  Bureau  of 
Employees'  Compaisatlon. 

(f )  Chi^,  Division  of  Management  Ap- 
praisal and  Business  Administration, 
Bureau  of  Employment  Securi^. 

(g)  Administrative  Offlco-,  Office  of 
the  Assistant  Commissiono*  for  Manage- 
ment, Bureau  of  Labor-Management 
Reports. 
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(h)  C?hlef,  Branch  of  Management 
8«^ee8,  Biireau  of  Labor  Standards 

(1)  Deinity  Commissioner  for  Manage- 
ment, Ofllee  of  Management,  Bureau  of 
Labor  Statistics. 

(j)  Deputy  Director.  Bureau  of  Vet- 
erans' Reemployment  Rights. 

(k)  Chief,  OfBce  of  Administrative 
Management.  Wage  and  Hour  and  Public 
Contracts  Divisions. 

(1)  Deputy  Director,  Women's  Bureau 

4.  Records  Authentication  Certificate 
General  Form  No.  126,  Records  Authenti- 
cation Certificate,  is  prescribed  for  use 
in  implementing  this  order 

5.  Action  requirements,  (a'  Requisi- 
tions for  dies  of  the  Department  of  Labor 
seal  may  be  submitted  to  the  Chief,  Divi- 
sion of  Administrative  Management.  Of- 
fice of  the  Administrative  A&sislaiu 
Secretary. 

(b)  Requests  for  delegation  of  author- 
ity to  ofBcers  other  than  those  named 
In  this  order  will  be  considered  by  the 
Administrative  Assistant  Secretary. 

(c)  Copies  of  General  Form  No.  126 
should  be  requisitioned  from  the  Division 
of  Administrative  Management.  OfBce  of 
the  Administrative  Assistant  Secretary 

6.  Effective  date.  ^This  order  is  effec- 
tive immediately . 

Signed  at  Washington.  DC  .  this  28th 
day  of  November  1961 . 

James  E.  IDodson. 
Administrative  Assistant  Secretary 

[rn.    Doc.    80-1944:    PUed.    Feb     16      Ui62: 
8:47  am  I 


ATOMIC  ENERGY  COMMISSION 

(Docket  No.  50-1931 

UNIVERSITY  OF  TEXAS 

Notice  of  Issuance  of  Construction 
Permit 

Please  take  notice  that  no  request  for 
a  formal  hearing  having  been  filed  fol- 
lowing the  publication  of  notice  of  the 
proposed  action  in  the  Pedmal  Register. 
the  Atomic  Energy  Commision  has  is- 
sued Construction  Permit  No.  CPRR-70 
authorizing  The  University  of  Texas  to 
construct  a  TRIG  A  Mark  I  nuclear  reac- 
tor on  the  University's  campus  in  Austin. 
Texas. 

The  permit  as  issued  was  set  forth  in 
the  Notice  of  Proposed  Issuance  of  Con- 
struction Permit  published  in  the  Fed- 
eral Register  January  24.  1962.  27  FR 
701. 

Dated  at  German  town.  Mdt  this  12th 
day  of  Pebniary  1962. 

For  The  Atomic  Energy  Commission. 

Edsoi*  G.  Case, 
Acting  Chief.  Test  and  Power 
Reactor  Safety  Branch.  Divi- 
sion of  Licensing  and  Remila- 
tion. 


l^ 


63-1808;    Filed.    Peb. 
8:45  a.m  1 


18.    1963; 


NOTICES 

IDockrt  No  50-1! 

ARMOUR  RESEARCH  FOUNDATION 
OF  ILLINOIS  INSTITUTE  OF  TECH- 
NOLOGY 

Notice  of  Issuance  of  FcretttTy  License 
Amendment 

Please  take  notice  that  the  Atomic 
Energy  Conimi&iion  has  issued  Amend- 
ment No.  3  to  Facility  License  No.  R-3 
This  amendment  authorizes  the  Armour 
Reiicarch  Foundation  of  Illinois  Insti- 
tute of  Technology.  Chicago,  Illinois,  to 
utilize  a  concentration  reduction  factor 
of  10  for  radioactive  aiKon  and  fission 
product  noble  gases  released  as  stack 
effluent  in  connection  with  the  operation 
of  the  Armour  Research  Reactor. 

The  Commission  has  found  that  oper- 
ation of  the  facility  in  accordance  with 
the  license,  airamended.  will  not  present 
undue  hazard  to  the  health  and  safety 
of  the  public  and  will  not  be  Inimical  to 
the  common  defense  and  security 

The  Commission  has  further  found 
that  prior  public  notice  of  proposed  is- 
suance of  this  amendment  is  not  neces- 
sary since  operation  of  the  facility  in 
accordance  with  the  license,  as  amended, 
would  not  present  any  substantial  change 
in  the  hazards  to  the  public  from  those 
already  considered  acceptable  In  con- 
nection with  the  previously  approved 
operation  of  this  facility 

In  accordance  with  the  Commission's 
rules  of  practice  1 10  CFR  Part  2 » .  the 
Commission  will  direct  the  holding  of  a 
formal  hearing  on  the  matter  of  issuance 
of  the  license  amendment  upon  receipt 
of  a  request  therefor  from  the  licensee 
or  an  intervener  within  thirty  (30)  days 
after  the  issuance  of  the  license  amend- 
ment. Petitions  for  leave  to  intervene 
and  requests  for  a  formal  hearing  shall 
be  filed  by  mailing  a  copy  to  the  OfBce  of 
the  Secretary.  Atomic  Energy  Commis- 
sion. Washington  25.  D  C  .  or  by  delivery 
of  a  copy  in  person  to  the  Office  of  the 
Secretary,  Germantown.  Maryland  or  the 
Commission's  Public  Document  Room. 
1717  H  Street  NW  .  Washington.  DC. 

For  further  details,  see  (1>  the  ap- 
plication for  license  amendment  dated 
December  14,  1960.  and  letters  dated 
June  2.  1961.  and  December  11.  1961, 
from  the  Armour  Research  Foundation, 
and  i2'  a  hazards  analysis  prepared  by 
the  Division  of  Licensing  and  Regulation, 
both'  on  file  at  the  Commission's  Public 
Document  Room.  1717  H  Street  NW.. 
Washington.  DC  A  copy  of  item  <2) 
above  may  be  obtained  at  the  Commis- 
sion's Public  Document  Room,  or  upon 
request  addressed  to  the  Atomic  Energy 
Commission,  Washington  25,  D.C.,  At- 
tention: Director,  Division  of  Licensing 
and  Regulation. 

Dated  at  Germantown.  Md  ,  this  12th 
day  of  February  1962. 

For  the  Atomic  Energy  Commission 

Edson  G.  Case, 
Assistant  Director  for  Facilities 
Licensing.  Division  of  Licens- 
ing and  Regulation. 

(FJt.    Doc    63-1635;    TllMl.    Feb.    18.     1003; 
f:45ajn  ] 


CIVIL  AERONAUTICS 

[Docket  No.   13394  etc. 

FRONTIER  AIRLINES,  INC,  If  i^ 
Order   Instituting 


Adopted     by     the    Civil    Ai 
Board  at  its  ofllee  in  WashingtcnTDic! 
on  tiie  13th  day  of  February  I9jj_ 

In  the  matter  of  the  Frontier  Att]w 
Inc  ,  Docket  13394,  'Use  It  or  Loii^ 
Investigation  as  to  certain  potB^  « 
Route  73 :  In  the  matter  of  the  apiiiiM. 
tion  of  Frontier  Airlines,  Inc.,  andHortk 
Central  Airlines,  Inc.,  Docket  UM|  h. 
approval  of  an  agreement  for  ttie  tr^ 
for  of  certain  route  authority;  la  xk 
matter  of  the  investigatlcm  of  FltMki 
Airlines,  Inc.,  and  North  Ontral  tjg. 
lines.  Inc..  Docket  13395,  agiecMaani 
transfer  of  certain  route  «attMi]|| 
In  the  matter  of  the  appBcitlaB  g 
Western  Air  Lines,  Inc.,  Docket  19B, 
for  the  deletion  of  Lewlstown,  "~ 
from  its  certificate  for  Route  a. 

In  the  Seven  States  Area 
tion  (Order  E-13254.  December  i 
the  Board  made  extensive  roate 
and  subjected  them  to  the  "U«  Jtfjt 
Lose  It"  policy,  which  was  ibiii 
ou.sly  adopted.  This  p<dicy 
plated  an  early  reassMsment  af  Hi 
traffic  response  to  the  newly 
sei'vices  in  order  to  determine 
sufncient  use  was  being  made  of 
to  warrant  their  contlnuaUoo. 
Board  specifically  set  a  mlnimnij 
ard  of  use  which  required  that 
whether  certificated  on  a  tcnponu* 
an  indefinite  basis,  originate  an 
of  five  passengers  dally  for  tbe 
months  following  the  Initial  six 
of  service,  and  Indicated  that  SL 
in  the  absence  of  unusual  or 
circum  stances,  institute  a  formal  bnoB- 
gation  to  determine  whether  a  iltr 
should  lose  its  air  service  for  l^ckflfv 
in  the  event  it  does  not  meet  the  itoid- 
ard  Further,  the  Board  stated  ttMft  I 
would  similarly  reassess  the  traffle  re- 
sults on  each  route  segment  fortbeMM 
twelve  months  period.  The  mlnlHai 
standard  in  this  regard  required  »nw»- 
age  passenger  load  of  seven  pawwufw 
per  night  during  the  trial  period,  lai 
provided  that  an  inadequate  iraffle  re- 
sponse on  any  segment  would  re«iR  k 
the  institution  of  appropriate  proeeei- 
ings  to  determine  whether  the 
segment  should  be  suspended  er 
In  addition,  with  respect  to  tt>oie  ■!• 
ments  experiencing  average  pUHV 
loads  ranging  between  five  and  WW 
passengers  per  flight,  it  was  ptwJiji 
that  formal  proceedings  looktof  t/HKd 
the  termination  of  service  wouMbi*- 
stituted.  except  in  those  ttimikm  H 
which  unusual  circumstances  nichaie- 
treme  isolation  or  national  defenieM* 
may  dictate  the  contrary. 

Subsequent  to  the  Seven  Staiaa 
and  In  order  to  properly  and 
implement  the  "Use  It  or  UmTX'pm 
the  Board  adopted  a  regulatka  wm 
required  local  service  carrlen  tolli* 
to  the  Board  on  a  monthly  *■**[ 
passenger  loads  on  all  flights  «■  •• 


SgtMTdttg.  February  17, 


1962 


rv^. 


of  their  rcapective  sys- 


r'nrfm  B-14170.  July  ?.  195»: 
^i,2j5  ».  1«M'  E-l**«>'  Septem- 
»-**?^£B  Md  E-U714.  December  4. 
^^tyTiaud  decided  the  Montana 
^"••f^  a«?lee  ewe.  and  the  certlfl- 
*!!i^  carricm  who  received  awarcta 
»^Sc3e  effecUve  September  15. 
STTewStfor  Sidney.  Montana  on 
^!tjT)A  which  became  eflecUve 
!£S™  4.  1960).  subject  to  Uie  "Use 
'^TL  if  policy  enunciated  in  the 
LlSLicwe.  pertinent  traffic  daU 
5?Sehmtrial  period  is  now  available. 
^»J*J2i^e1iire  in  a  position  to 
CjJ2^Jursuant    to    our    announced 

**i^j-„e  carefully  examined  the  traffic 
hJI  Zed  by  Frontier  Airlines.  Inc. 
^Sri .  with  respect  to  that  portion 
nfiti  DMt-M«vtana  Case  system  not  in- 
-i«ll  In  current  proceedings.  These 
!JSSali  are  reflected  in  part  in  the 
\a^Maak^  and  we  find  that  an  in- 
J^JJon  "houki  be  instituted  with 
rMoS  to  the  poinU  and  segments  aet 
t^irjdow  to  determine  whether  Uiey 
iboukl  be  deleted  from  Frontler'a  certifl- 
ate  la  the  ll«ht  of  the  use  made  of  the 
^rioHs  services  and,  as  wiU  appear  be- 
iMf  vbethcr  ar  not  some  ot  them  should 
bt  MTvei  hv  another  carrier  as  a  result 
g(  aa  afeeeptable  route  transfer. 

As  iBtf*^***^  above,  and  as  shown  in 
(bt  appcDdkca,'*  the  following  cities 
fj^  McnenU  served  on  Pyontier's  route 
•a  hwe  not  met  the  staadards  aa  to 
traAc  set  by  the  'Use  It  or  Lose  it" 
poUey.'*  Pc^ts  averaging  less  than  5 
orlslaated  pasengers  per  day : 

Olugow,  llont. 

ac«iFiUs.MoDi. 
BMr»,lfoat. 
IdalK)  nOU,  Idaho. 
LnrtMown.  Uont. 
mieiCltf.licmt. 
Bairtlni.  Wyo. 
aMwy.MMit. 
«UUrteB.H.Dak. 
WeU  rolnt,  ICont. 

Segments,  or  portions  thereof,  ex- 
pedendog  average  passenger  loads  below 
7  paaengers  per  flight:  Segments  9. 15, 
16.  and  segment  7  between  Riverton- 
Lander  and  Idaho  Pedis. 

In  Order  E-16710.  dated  April  24. 1961. 
we  stated  that  "traffic  considerations 
rdeftnt  to  Rock  Springs.  Wyoming,  and 
Vernal.  Utah,  will  be  deferred  until  such 
time  as  the  awards  made  in  the  Montana 
Area  Local  Service  Case,  Docket  6293. 
noe  before  us  for  review,  since  Rock 
SprlDfB  and  Vernal  are  (m  segment  7  and 
aegment  7  traffic  considerations  have 
been  deferred  until  we  review  the  awards 
In  the  Montana  Case."  Also  In  that 
case.  Frontier  (Seven  States)    "Use  It 
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or  Loce  It"  XnTestigatton.  Docket  12078. 
the  partiM  were  directed  to  show  cause 
why  aegmenta  &  and  7  in  Frontier's  cer- 
tificate ahMiId  not  be  combined,  since 
they  are  presently  duplicative  in  park 
TlccaiMC  of  this  oyerl^^ping  of  segments^ 
the  Issue  of  deletion  of  Laramie  and 
CheyenxK  on.  those  segments  was  not  in- 
cluded in  that  case.  Upon .  further 
oir^i«it%aM/«i  ^n  fiiid  that  there  is  much 
dupUration  of  segment  6  with  the  present 
segments  5  auid  7  as  well  as  with  the 
ixnopoaed  realignment.  And  in  addition, 
Vernal-Salt  Lake  City  are  on  segments 
1,  6  and  7.  Because  of  the  service 
pattern  offered,  it  is  difficult  to  segregate 
the  traffic  between  these  segments.  Be- 
cause of  the  iM-ocedural  stage  of  the 
Frontier  (Seven  States)  "Use  It  or  Lose 
It"  Invcatigation,  we  cannot  now  con- 
sider a  conaoUdation  of  segment  6  wiUi 
segments  5  and  7.  and  since  segment  1  is 
involved  in  the  Southern  Rocky  Moun- 
tain Area  Local  Service  Case.  Docket 
5395,  we  will  defer  consideration  of  the 
isaue  of  deletion  of  Rock  Springs  and 
Vernal  until  a  lat^  apiM-opriate  pro- 
ceeding.* 

By  Orders  E-16749,  May  1.  1961,  and 
E-17063,  June  29.   1961.  we  permitted 
Frontier  to  (1)  temporally  suspend  serv- 
ice  between   Jadcaon,   Wyoming,    and 
Idaho  Falls,  Idaho,  on  segment  7;  and 
(2)  ovcxfly  any  or  all  intermediate  poinU 
OB  fr""**^  7  flights  between  Salt  Lake 
City,  Utah,  and  Jackson.  Wymilng.  for 
the  pwiod  June  1  to  Septeral^  30  each 
jear.  these  authorixatlcMM  to  exiHre  90 
days  after  &ial  decision  in  a  Montana 
Case  "Use  It  ox  Lose  It"  Investigation. 
In  the  latter  order  we  stated  that  "the 
whole  matter  of  winter  service  to  Jack- 
son   will    be    explored    in    the    afore- 
mentiocted  'use  it  or  lose  it'  investigation 
and  the  Board  will  then  be  in  a  positicxi 
to  rule  on  Fnxitler's  request  upon  a  full 
rco(Mrd."    We  will  ther^ore.  include  as 
an  issue  in  this  case,  the  question  of 
whether  Frontier  should  be  permitted 
to  suspend  service  between   Riverton- 
Lander,  Wyoming,  and  Jackson,  Wyo- 
ming, on  a  seasonal  basis  for  the  period 
October  1  through  May  31  of  each  year.* 
Many  of  the  same  stations  and  seg- 
ments Usted  above  have  also  come  be- 
fore us  for  adjudication  in  connection 
with  a  prtvosal  that  we  awrove  their 
transfer  from  Frontier's  system  to  that 
of  North  Central  AirUnes,  Inc.   (North 
Central) . 

On  July  26.  1961.  a  joint  application 
was  filed  by  Frontier  and  North  Cen- 
tral for  approval  of  an  agreement  of  sale, 
dated  July  21,  1961,  for  transfer  by 
PronUer  of  segments  9,  15,  16,  and  that 
portion  of  segment  10  ncHrth  of  Rapid 
City.  South  Dakota,  of  its  route  73,  to 
North  Central.  Also  to  be  transferred 
to  North  Central  is  the  station  equip- 


''■rt141,  Amemhnent  13,  effective  Norem- 
twr  1.  wss.  and  AmetMlment  1  to  Part  341, 
"•"Uw  itigwat  1.  1961.  Passenger  orlgl- 
"■^too  data  we  preTk>ual7  required  to  be 
tM  M  put  of  the  carrier  Form  41  reporU. 

"FUed  as  part  of  the  original  document. 

**<M«r  B-17613.  dated  October  19.  1961, 
roMgnated  nontler^  segments  IB  and  16 
"  ^l""*  **■  "Tiuj  are  tefated  to  herein  by 
^*»ffma  deetgnatlon  as  used  In  tbe  agree- 
n>«t  ol  July  21,  1981,  the  subject  of  Docket 


» There  may  also  be  a  similar  consideration 
of  Rlverton-Lander.  Lovell -Powell -Cody,  and 

Worlan^- 

*  By  Order  K-17494,  September  22, 1961,  and 
E-ir788,  November  22,  1961,  we  granted 
FrontUr  permivlve  authority  to  suf^wnd 
Jaclrn>p-IUv*rV>"/Tiftrd*f  service  and  Instead 
to  serve  Jackatm  on  nonstop  flights  between 
BUlingi  and  Salt  Lake  City,  such  authority 
to  expire  90  dayi  after  decision  In  the  instant 
inveetlgatlon. 
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ment  at  each  of  the  stations  involved. 
The  consideration  for  the  transtar  is 
the  sum  of  $15,004.49,  which  Is  alleged 
to  be  the  book  value  of  the  station  eqvtp- 
ment  as  of  June  30,  1961.  The  s^vUea- 
tion  accompansring  this  agreement  has 
been  given  docket  number  12849. 

The  representatives  of  the  cities  of 
Miles  City.  Great  Falls,  Glasgow,  Havre. 
Sidney,  Minot,  Billings,  '^cil  Point. 
Dickinson.  Wllliston.  and  Lewlstown  and 
Bismarck,  the  South  Dakota  Aeronau- 
tics Commission,  and  the  Montana 
Aeronautics  Commission  filed  commxmf- 
cations  with  the  Board  in  support  of  the 
application. 

The  applicants  allege  that  the  transfer 
is  in  the  public  interest  since:   (I)   It 
will  result  in  savings  in  subsic^  to  the 
Government  of  more  than  $40Q.00a,  cal- 
culated either  in  terms  of  breakeven 
need   or   the  class   rate   formula;    (2) 
operation  of  the  route  by  North  Central 
will  convenience  more  traffic  since  most 
of  tbe  traffic  at  the  points  In  qmcBtion, 
according  to  the  Board's  survey,  moves  lb. 
an  east-west  direction,  rather  than  tn 
the   north-south   pattern   provided  by 
Frontier's  system.     North  Central  can 
provide  or»ft  carrier  service  between  an 
of  the  points  in  question  to  Yaxvi  and 
Minneapolis;  (3)  the  transfer  will  elimi- 
nate duplicate  operations  by  the  two 
carriers  at  and  between  Bfinot  and.  Bts- 
marck,  and  thus  red^ice  costs  and  sub- 
sidy requirements;  (4)  the  transfa:  win 
give  the  cities  to  be  transferred  which 
are  failing  to  meet  the  test  a  further 
opportunity  to  develop  traffic  in  sufll- 
eient  quantities  to  meet  "use  it  or  lose 
it"  standards.    The  applicants  request 
that  the  application  be  di^Dosed  of  with- 
out oral  bearizkg  and  as  pronptly  as 
possible. 

Northwest  Airlinesy  Inc.  (Northwest) , 
filed  an  answer  opposing.  partteuUrly, 
disposition  ot  the  appUeation  without  a 
hearing.    Northwest  urges  that  MBst  of 
the  cities  have  had  a  fidl  trial  period 
since  certificated  imder  the  "Use  It  Or 
Lose  It"  policy,  have  not  met  the  stand- 
ards requhred.  and  the  qucsttan.sheMld 
be  explored  as  to  whether  these  citifes 
should  be  served  by  any  earxter.    It  idso 
alleges  that  the  Board  found  that  the 
public   convenience   and   neceartlgr  re- 
quired that  the  cities  should  be  served 
on  the  Prwitier  syston,  most  of  whose 
operations  are  in  a  north-sooth  direc- 
tion, and  that  there  has  ncfcr  been  a 
finding  that  the  pubUc  convenienee  said 
necessity  required  the  east-west  pattern 
of  service  proposed  by  North  Central; 
and  that  such  questions  should  not  be 
decided  without  a  hearing.    Northwest 
also  urges  ttiat  ttie  applicants'  forecaste 
of  subsidy  savings  are  based  on  inflated 
estimates  and  unsound  traflte  forecasts; 
that  even  accepting  the  inflated  traffic 
forecasts,  it  is  doubtful  that  tbe  dttes 
would  meet  the  "Use  U  Or  Lose  It" 
sUndards  with  VoeVti  Central's  sendee; 
and  that  the  ex  parte  representatioas  of 
the  applicants  are  in  InsuWripaBt  basis  for 
deciding  questions  as  to  the  effect  of  the 
transfer  on  the  subsidy  probtan.   North- 
west refers  to  the  fact  that  the  Board 
held  formal  hearings  m  the  Baoit  Cer- 
tificate Transfer  Case.  Docket  11610  et 
al;  and  the  Easterxk-Mohawk  Tramrfer 
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Case.  Docket  12130.  as  precedents  in- 
dieattng  that  the  even  more  complex 
lasoes  present  in  this  case  require  that  a 
full  hearing  be  held. 

West  Coast  filed  an  informal  ■  com- 
munication expressing  its  continued 
Interest  in  the  segment  between  Great 
puis  and  Billings  (segment  16)  for 
which  West  Coast  applied  in  the  Mon- 
tana Local  Service  Case.  Docket  6293.  et 
al.  It  still  maintains  that  Frontiers 
segment  and  West  Coast's  segment  8 
should  be  operated  as  a  unit.  It  con- 
tends that  it  would  be  unfair  to  have  a 
"Use  It  Or  Lose  It"  investigation  in  con- 
nection with  the  award  to  West  Coast  of 
its  segment  8,  also  awarded  in  the  Mon- 
tana Local  Service  Case,  while  deciding 
the  instant  application  without  hearing 
and  without  a  "Use  It  Or  Lose  It"  in- 
▼esUgatlon.  as  such  a  procedure  would 
give  but  a  piecemeal  and  incomplete 
answer  to  the  problem. 

Western  Air  Lines.  Inc.  'Western) .  on 
Ailgxist  30,  1961,  filed  an  application. 
Docket  12995.  requesting  the  deletion  of 
Lewlstown.  Montana,  from  its  certificate 
for  Route  28.  On  the  same  date,  it  filed 
a  motion  requesting  consolidation  of  its 
application  with  the  instant  proceeding. 
It  recites  the  fact  that  its  service  at 
Lewlstown  Is  temporarily  suspended 
while  this  point  is  served  by  Frontier, 
and  that  if  Frontier's  service  were  dis- 
continued It  would  technically  be  re- 
quired to  resume  service.  It  urges  that 
consolidation  would  not  unduly  delay 
completion  of  the  proceeding  since  its 
evidence  would  be  extremely  limited. 

On  August  31,  1961.  Frontier  and 
North  Central  filed  a  motion  for  leave  to 
file  a  reply  to  Northwests  answer,  and 
with  said  motion  filed  the  proposed  re- 
ply. Our  rule8-«*-Bractice  make  no  pro- 
vision for  replies  w  answers  in  matters 
of  this  kind,  and  the  Board  is  reluctant 
to  encourage  the  encumbering  of  its 
dockets  with  more  document  ih;>M  are 
essential.  Permission  to  file  an  un.iu- 
th<Mrized  docimient  may  lead  to  f-.a  tlior 
requests  for  leave  to  file  in  rebutui  of 
new  material  in  each  succeeding  docu- 
ment permitted  to  be  filed.  A  principal 
basis  for  the  request  Is  that  if  no  hear- 
ing is  to  be  held  no  opportunity  would 
be  afforded  to  correct  errors  in  the 
answering  material  or  to  supply  newly 
discovered  and  relevant  material.  Since 
the  Board  proposes  that  a  hearing  be 
held  in  this  matter,  opportunity  will  be 
presented  to  supply  for  the  record  any 
deficiencies,  or  to  correct  any  errors 
noted,  in  accordance  with  our  normal 
practice.  On  the  basis  of  all  of  these 
considerations,  we  will  deny  the  appli- 
cants' motion  and  direct  that  the  pro- 
posed reply  be  rejected  for  filing 

As  indicated,  it  is  our  opinion  that 
after  careful  consideration  of  the  plead- 
ings and  all  the  surrounding  circum- 
stances, that  the  many  complex  and  con- 
troversial issues  present  require  that  a 
hearing  be  held  on  the  appUcatlon  here- 
in and  we  will  deny  the  request  of  the 
Joint  applicants  that  the  transfer  be 
approved  without  such  hearing.  Fur- 
thermore, as  we  have  also  Indicated,  it 
is  our  determination  that  a  "Use  It  Or 
Lose  It"  hearing  will  be  held  with  re- 
spect to  those  points  and  segments,  some 
of  which  are  proposed  to  be  transferred 


NOTICES 

from  Frontier  to  North  Central,  which 
appear  not  to  have  met  the  minimum 
standards  set  forth  in  the  announced 
•Use  It  Or  Lose  It "  policy  after  having 
enjoyed  a  full  trial  period.  Accordingly, 
we  will  deny  Northwest's  request  that  a 
"Use  It  Or  Lose  It "  hearing  be  held  be- 
fore a  hearing  on  the  proposed  transfer 
agreement  Consolidation  of  both  mat- 
ters into  one  hearing  will  not  unduly 
delay  the  proceeding  or  expand  the  is- 
sues. On  the  other  hand,  to  treat  these 
intimately  related  issues  separately 
would  most  probably  result  in  an  un- 
necessary expenditure  of  effort  and 
money  for  all  copper ned 

Accordingly,  we  will  institute  an  in- 
vestigation, pursuant  to  sections  1002(b) , 
401(g).  401(h).  and  412  of  the  Federal 
Aviatior^  Act  of  1958,  as  amended,  (the 
Act)  to  determine  whether  the  transfer 
of  segments  9,  15,  16  and  that  part  of 
segment  JO  north  of  Rapid  City  of  Fron- 
tier's route  73  to  North  Central,  or  any 
portions  of  those  segments  or  any  of 
the  points  served  on  any  of  the  segments 
described  in  the  agreement  of  July  21, 
1961,  is  in  the  public  interest  and  should 
be  approved. 

In  addition  to  the  issues  outlined 
above,  since  Minot,  North  Dakota, 
which  has  originated  over  5  passengers 
per  day  may  lose  north -south  air  serv- 
ice through  the  deletion  of  segment  9. 
we  will  also  consider  in  this  proceeding 
the  possibility  of  certificating  Minot  as 
the  terminal  on  segment  10.  We  note 
from  the  information  In  the  attached 
appendices  that  Minot  on  segment  9  has 
generated  nearly  as  much  traffic  as  has 
Bismarck-Mandan,  the  terminal  for  sep- 
ments  9  and  10 

In  view  of  the  foreROinn.  we  wiM  con- 
solidate for  hearing,  the  investigation 
of  the  agreement  between  Frontier  and 
North  Central  for  the  transfer  of  cer- 
tain segments  and  points  with  the  in- 
vestigation io  determine  whether  those 
,^nd  other  points  should  be  deleted  from 
I'rontier's  certificate'^  Any  deletions 
wiiich  may  result  may.  in  turn  necessi- 
tate consideration  of  minor  realignment 
in  Frontiers  route  structure,  irrespective 
of  the  proposed  transfer,  or  a  change  in 
the  limitations  on  its  certificate  author- 
izations. 

We  will  not  consider  new  or  previously 
filed  route  applications  of  any  carrier 
nor  possible  certificate  modifications,  ex- 
cept Western's  application  to  delete 
Lewlstown.  Docket  12295.  which  is  closely 
connected  with  the  question  of  continu- 
ing FYontier  service  to  that  city,  and 
except  as  otherwise  contemplated  above 
We  intend  that  the  investigation  be  con- 
ducted so  that  It  may  proceed  promptly 
and  be  disposed  of  in  the  shortest  pos- 
sible time  upon  an  adequate  record.  To 
this  end.  we  direct  that  all  procedural 
steps  henceforth  be  accorded  expedited 
treatment. 

Accordingly,  it  is  ordered: 
1.  That  an  investigation  be  and  it 
hereby  is  Instituted  pursuant  to  section 
401(g)  of  the  Act,  and  assigned  Docket 
13394,  to  determine  (a)  whether  the  pub- 
lic convenience  and  necessity  require 
continuation,  and  if  so.  for  what  period, 
or  suspension  or  elimination  of  the  au- 
thority of  Frontier  to  serve:  Glasgow. 
Glendive.    Great    Falls,    Havre,    Lewis- 


town,  MiUs  City.  Sidney,  and WoKi^ 
Montana,  WllUston,  North  DiS 
Idaho  Falls,  Idaho,  and  RawUat!*^ 
and  the  segments  presently  (lcilB2 
as  9.  15  and  16.  and  that  part  ofiHZ 
7  between  Rlverton-Lander  sa^^S 
Falls  in  Frontier's  certificate;  (b)  hftl 
event  the  termination  of  any  potaHnl 
suits  in  nonstop  service  between  h 
which  some  other  carrier  Is  already 
thorized  to  serve  on  a  nonstop  htt 
whether  the  public  oonvenloMc  m 
necessity  require  the  suspension  or  ciC. 
nation  of  the  entire  segment  or  porthi 
thereof:  or  change  in  the  UaitattB«< 
contained  in  Frontier's  certlfteate;  m 
I  c  •  whether  the  public  convenience  m 
necessity  require  the  suspension  q(  ^n. 
ice  between  Rlverton-Lander  and  Ji^. 
.son.  Wyoming  during  the  winter  «! 
son: 

2.  That  the  Joint  applicatkm  of  Pt» 
tier  and  North  Central  in  Docket  ]3t^ 
insofar  as  it  requests  appronl  of  tk 
transfer  of  segments  9.  15  and  M  m 
that  part  of  segment  10  north  of  Bmi 
City  of  Frontier's  route  73,  to  North  0» 
tral.  without  hearing,  be  and  it  boi^ 
is  denied: 

3.  That  an  Investigation  be  ai4  | 
hereby  is  instituted  pursuant  toneUn 
401(g).  401(h>.  412.  and  1002(b)  fl(k 
Act.  and  assigned  Docket  ISM,  to  Mr 
Dfune  whetherHhe  transfer  ct  MPMrii 
9.  15.  and  16  and  that  part  of  seaHUM 
north  of  Rapid  City,  of  Frontto^nit 
73  to  North  Central,  or  any  portkmtf 
those  segments  or  any  of  the  pM 
served  on  any  of  the  segmoits  danM 
in  the  agreement  of  July  21,  lMl,iili 
the  public  lnt<;rest  and  shooM  It 
aF>proved;  • 

4  That  the  Issue  of  the  oerttflatia 
of  Mmot.  North  Dakota,  as  the  taaM 
of  ,<;ec;ment  10  be  and  it  hotby  k  k- 
th'.'l'ii  in  this  proceeding; 

5  ihat  the  investigation  institaMk 
D(x:kct  13395.  the  application  in 
12849  for  approval  of  the  route 
a;;rcvincnt  between  North  Central  ■! 
Frontier  Airlines,  dated  July  21,  IN. 
and  Docket  13394.  the  "use  it  or  ter 
investigation,  with  respect  to  tbostf 
Frontier  segments  and  points  refcmih 
herein  be,  and  they  hereby  aw,  eoMl- 
dated  for  hearing  and  decision; 

6.  That  the  motion  of  Western  te  it 
consolidation  of  its  applicattonlnDMW 
12995  for  hearing  in  this  proeeedtaih 
and  it  hereby  Is  granted; 

7  The  motion  of  Frontier  and  Ihr* 
Central  for  leave  to  file  a  reply  U>ll«» 
west's  answer  be,  and  it  hereby  is d«i» 

8  That  a  copy  of  this  order  rtulk 
.served  on  North  Central  AirUnet,  tt. 
Frontier  Airlines.  Inc.,  W*"*"*  '* 
Lines.  Inc..  the  cities  of  Billinfi.  fm 
gow,  Glendive,  Great  Falls,  Havre,  lij^ 
town.  Miles  City.  Sidney,  and  wl 
Point,  Montana;  Bismarck. 
Minot.  and  WllUston.  North 
Idaho  Falls,  Idaho,  and  Jacksoo, 
Riverton  and  Rawlins,  Wyomini,  w 
are  hereby  made  parties  i»  • 
proceeding;  ^.,t. 

9.  That  a  copy  of  this  order  ■■■ 
served  on  Northwest  Airlines,  !». 
West  Coast  Airlines.  Inc.,  and 


S^rda9.  February  17.  1962 

^  Dakska.  tad  Dickinson.  North 


.  -»-eB«pl  to  the  extent  granted 

•"••^^fitod  in  this  proceedin*  be 

•■*  !!STr htfeJv  denied; 

"a.  nii  this  order  be  published  in  the 


B,  the  Civil  Aeronautics  Board. 

r««  1  HAKOLD  R.  SAKDERSON. 

[sMil         "-»  Secretary. 

,-,    DOC    «-!»♦:    Filed.    P.b.    16.    1962; 
I'-"  8:51    »Jn.l 

I 

(Docket  N«."«"»;0«**'J^^«^' 
INTEINATIONAL  AIR  TRANSPORT 
ASSOCIATION 

/U,»aaMt  IttkMnB  t«  Specific 
Commodity  Rates 

-kAattd  br  the  Civil  Aeronautics 
jSTlts  office  to  Washington  D.C.. 
^  13th  day  of  February  1962^^^^ 

inthe  matter  of  an  agreement  adopted 
b,  mfBc  Conference  1  of  Uie  Inter- 
SuiirAir  Transport  Association  re- 
r^  t«  ipeciflc  commodity  rates, 
S3St  lltTO.  Agreement  C.A.R   14»27, 

^"Smt  has  been  filed  with  the  Board, 
nurwant  to  section  412(a)  of  the  Ped- 
^Simiaaa  Afit  of  1958  (the  Act)  and 
Mi  3tt  of  the  Board'a  economic  regu- 
f^yi.  an  agreement  between  various 
ail  cairkni  foreign  air  carriers,  and 
othar  cffrlcra,  embodied  in  the  resolu- 
Uanasf  TiatBr  Conference  I  of  the  Inter- 
n,^««««i  Air  Transport  Association 
(lATA),  and  adopted  pursuant  to  the 
— ' —  o(  Resolution  59a-Coomiodity 


•  This  llmlUtlon  appllet  only  to  *• 

i>r  seiisonal  service  at  Jack»on. 


Ike  agrtement,  adopted  pursuant  to 
myiT)tMtfi  notices  to  the  carrieia  suid 
pNBdfated  in  lATA  Memorandtim 
TCI/Rates  1328.  name?  an  additional 
yf^  oowBodity  rate  under  item  ftlOO, 
u  Movs:  15  cents  per  kilogram,  min- 
iBoa  wdght  MO  kilograoas.  from  Bo- 
gota (•  New  York  aty.        — . 

The  Board,  acting  pursuanW^to  sec- 
UsM  Itt,  204(a>,  and  412  ot  the  Act, 
dos  not  find  the  subject  agreement  to 
be  adyerae  to  the  puldlc  interest  or  in 
vtalatlfln  ot  the  Act,  prorided  that  ap- 
ptoml  thereof  is  conditioned  as  here- 
iaaftcr  ordered: 

iecordiaf  ly.  it  i>  orderei: 

L  Tltat  Agreement  C  A.B.  14827.  R-73. 
which  Inoorporafcea  LATA  Memorandum 
TCI/Rate*  1328.  is  approved,  provided 
tbak  lueh  approval  shall  not  constitute 
apprtral  of  the  spedflc  commodity  de- 
Kilpttott  ctmtained  therein  for  pur- 
POMS  of  tariff  publleaUon. 

1  That  any  air  carrier  party  to  the 
»rrnint>  or  any  interested  pa-son. 
may.  wtkhlB  15  days  frcMn  the  date  of 
■nice,  submit  statements  in  writing, 
eontrintag  reasons  deemed  appropriate 
torttwr  with  supportbig  data,  in  sup- 
port of  or  in  opposition  to  the  Board's 
KttoQ  herein.  An  origtiuil  and  nineteen 
ooDies  of  the  statements  should  be  filed 
with  the  Board's  Dodtet  Section.  The 
Board  may,  upon  consideration  of  any 
lueh  statements  filed,  modify  or  rescind 
ita  action  herein  by  subsequent  order. 
Ho. 


FEDERAL  IKG6TER 

TUa  order  wUl  be  pdDliahed  in  the 

Br  ttie  CMI  Heronaatics  Board. 
[asM]  Haaota  R 


Sea^Uarv- 


l¥M.    Doc.    t2-lf66:    FHed.    1W>.    IS,    19«a; 
8:51  mm] 


FEOEML  CMMOMCATMINS 


[Docket  No.  14348;  FCC  6a»f-2211 

ANTENNAVBION  SitVICE  CO.,  INC. 

MomeroiNhnn  Opmlofi  and  Order 
Conffaiiring  Hearing    . 

In  re  appUcatiooa  of  Antennavision 
Service  Company.  Inc.,  Docket  No.  14348, 
PUe  Nos.  4083,  4084,  4085.  4086,  Cl-P-61; 
for  construction  permits  to  establish  sta- 
Uoaa  in  the  Point-to-Point  Microwave 
RmHo  Service  located  respectively  at 
Toro  Peak:.  El  Centre,  14  miles  ESB  of 
HoltvOle.  and  a  miles  SE  of  Ogilby, 
California. 

PreUmiitmrw  statement.  1.  Tlie  Hear- 
ing Eyftw*!""^  has  before  him  a  Petition 
for  Leave  to  Amend  and  two  Supi;de- 
raents  thereto,  filed  by  Antennavision 
Service  Cbmpany,  Inc.  (Antennavision), 
on  January  2^,  Jairaary  31  and  Pebniary 
7.  1W2.  respectively.  In  essence  Anten- 
navision setHu  leave  to  amoMi  its  original 
appUcatkms  herrin  to  provide  for  an  ad- 
ditional point  of  commtmieaticm  to  serve 
a  CTBtoraer  with  which  the  applicant  al- 
legedly  has  no  identity  of  Interest,  owner- 
ship or  otherwise,  either  directly  or 
indirectly. 

BttcJtgT'oirnd.  2.  As  originally  filed,  the 
applications  which  are  subject  to  hearmg 
herein  contemplated  that  commiailca- 
tion  service  would  be  provided  to  Valley 
Telecasting  Co.,  Inc.,  a  community  an- 
tenna system  which  is  owned  100  percent 
by  Bruce  Merrill^  the  principal  stock- 
holder of  Anteimavlsion.  Upon  consid- 
eration of  this  api^catioB,  the  Com- 
mission Issued  its  Order  oi  designation 
on  October  30,  1961.  wherein  it  stated 
that  it  was  imahle  to  find  that  a  grant 
of  the  awlication  would  serve  the  public 
interest,  convenience  and  necessity  and. 
therefore,  required  a  hearing  on  specified 
issues.  In  the  same  Order,  the  Commis- 
sion found  that  the  determination  of  the 
designated  issues  would  involve  facts 
conmum  to  certain  related  applications 
of  Antwmavfslon  designated  for  hearing 
to  Docket  Wbfc  14336-14340.  "Hie  Com- 
mission therefore  ordered  that  the 
hearing  in  the  instant  proceeding  be  con- 
solidated with  the  hearing  in  the  afore- 
mentioned dockets. 

3.  Two  prehearing  confei'ences  were 
\Yf\^  on  the  consolidated  dockets  on  No- 
veabor  27,  1061.  and  January  23,  1962. 
In  the  course  of  these  conferences,  coun- 
sd  for  Antennavisiion  sulvised  that 
negoUatk>n&  bad  been  taking  place  for 
gfft^  time  with  respect  to  the  provision 
of  service  to  a  non-aflQiated  customer 
^r«n£^r  aa  the  fi^jitfi^  at  issue  in  the 
instant  docket  were  concerned,  but  that 
no  such  negotiations  apparently  had 
taken  place  with  respect  to  the  proceed- 
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ings  involved  in  Docket  Koa.  1433t- 
14340^  Actmcdm^,  a  htmtiam  o 
latter  docketa  was  actedolcd  to 
meiKe  on  April  2,  1002  (see  Ordcr 
loviBc  Father  Prehemriag  CBiitefCTie, 
FCC  O^ft-146.  releaae*  g^i— ij  i. 
iOf2>.  On  the  other  hand,  ii 
that,  sinoe  Antennavision  wi 
permisatoa  to  serve  peraona  not 
ciated  with  it.  the  Mentity  o<  laioii  be- 
tween the  instant  proceeding  and  DoAet 
Nos.  14336-14340  would  no  lonceroMatn. 
The  HeariDC  Kxamtner  ther^ore,  by 
Carder  r^eased  February  1,  1062  (FCC 
62M-148) ,  granted  ^tennaviakm's  Peti- 
tion for  Severance,  and  severed  the  pto- 
ceedings  herein  from  those  in  Docket 
Nos.  14336-14340. 

The  instant  pleadiM§a.    4.  In  the  in- 
stant petition.  Antennaviakm  aHegca  tbat 
although  when  it  fUed  Ha  appikatlon 
on  June  7.  1861.  it  proposed  to  proflde 
service  to  an  afllHated  aidBscaibcr  It  hod. 
even  prior  to  the  time  oCnchftUncf 
negotiating  with  a  propoacd 
which  wtMdd  not  be  direetiar  or 
aflUiated  with  it.    Antes 
sUtes  that  ncgotiotkMM 
mated  in  December.  19*1;  thai  ii 
has  a  firm  re«aest  for  sendee  from  ttaia 
new  independent  customer;  and  thai  on 
Jantmry  20,   1962,  it  filed  its  octglnal 
Petition  for  Leave  to  Amnd,  villi  an 
attached  amendaaerat*  in  order  to  aeewre 
the  authorisation  necesaoiy  to  eaable  it 
to  serve   such   IndepeBdenft   OMtoDaer. 
Antennaviskm  argues  that  the  grating 
of  the  Petition  for  Leave  to  Amend  and 
the  acceptance  of  the  tmdercd  aaaaad- 
ment    pursuozxt    to    the    ComoaloiiflBk's 
rulea  would  aUov  Antenaaviaten  to  pro- 
pose service  to  an  hsdependent  custeaacr; 
that  such  service  would  porauani  to  tbe 
definition  srt  forth  in  the  Coaimfcwian's 
C^der  of  designatian  constitiite  service 
to  a "publie  suiMcriber":  and  thai  tUia  to 
turn  would  profvidegroands  for  the  grani 
bgr  the  Orwumiwitott  of  a  petition  tor 
reconsideration  and  graoi  without  bear- 
ing, thereby  obviating  the  need  for  fur- 
ther hearing  in  the  instant  proeeedinc. 
Finally,  Antennavision  at^es  thfit  the 
Cooamon  Carrier  Bureau  does  not  iirttt- 
pose  any  objection  to  a  grant  of  the 
Petition. 

5.  On  the  basis  o<  aU  of  tiie  foreaoing, 
it  is  argued  that  Antennavision  haaat  all 
times  acted  in  a  tim^  fashion  and  in 
good  faith  pursuant  to  tloaaf^  existtog 
Commtesion  poUcy  and  baa  diown  good 
cause  for  a  grant  oi  the  p^ition  here 
under  consideration  as  required  by  as^li- 
catde  sections  of  the  Commission's  rules 
(47  CFR  1.443  aivd  21.23>. 

Disciuston.  6.  The  basic  question  to 
be  determined  hf  the  Examine  at  this 
stage  <d  the  proceedings  is  whether 
Antennavision  has  shown  good  cause  for 
a  grant  of  leave  to.  file  the  amendment 
xukder  consideration  sMNroximately  three 
months  after  the  matter  was  designated 
for  hearing.  It  is  to  be  noted  first  that 
this  is  not  a  comparative  proceeding  and 
that  the  only  other  party  hereto,  the 
Coxnmission's  Conunon  Carriw  B»eao. 
interposes  no  objection  to  a  grant  of  the 
petition.  Furthermore,  grant  of  the 
petition  wovMt  provide  the  barisfor  the 
filing  of  a  petition  for  reeonsWeratloo 
and  grant  without  hearing  which  ooaM 
obviate  the  need  for  the  presently  desig- 


t 
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n*ted  hearing.  Finally,  it  is  to  be  noted 
that  the  applicant  apparently  has  been 
attempUng  to  coosiunmate  the  agree- 
ment which  is  the  subject  of  the  offered 
amendment  a  considerable  time  before 
|he  Order  of  designation  was  issued,  and 
that  negotiations  apparently  had  been  in  - 
IHTOgress  ev«i  before  the  application  was 
originally  filed  in  June.  1961.  Under  all 
of  these  circumstances,  it  would  appear 
to  the  Examiner  that  there  is  ample 
precedent  for  a  grant  of  the  petition.' 

7.    The    proposed    amendment    does, 
however,  present  several  other  problems 
which    should    be    disposed    of    herein 
First  of  all,  at  the  prehearing  conference 
held  on  January  29,  1962.  the  Examiner  s 
attenti(»  was  called  to  the   fact  that. 
when  an  amendment  of  the  type  herein 
involved  Is  tendered  for  filing,  the  Com- 
mission's Common  Carrier  Bureau  nor- 
mally assigns  a  file  number  to  it.    The 
Commission's  rules  specifically  provide, 
however   (47  CFR  21.20<c»),   that   the 
assignment  of  a  file  number    to   such 
i4>pllcations  is   for   the    administrative 
convenience  of  the  Commission  and  does 
not  indicate  the  acceptance  of  the  appli- 
cations for  fUing  and  processing     Sec- 
ondly, it  aiH>ears  that  under  the  require- 
ments of  statute  (47  U.S.C.  309<b)  tAt  ) 
and  the   Commission's   rules    <47   CFR 
21.27  and  21.33) ,  certain  types  of  amend- 
m^its  (and  the  Bureau  feels  the  one  here 
under   consideration    is   such  > .    require 
that  a  specified  period  elapse  after  public 
notice   is   given   of    their   filing    before 
definitive  action  thereon  may  be  taken. 
Accordingly,  the  action  of  the  Hearing 
Examiner  herein  in  granting  the  Peti- 
tion for  Leave  to  Amend  is  to  be  con- 
strued  <mly    as   authorization    for    the 
tendering  of  the   application  for  filing 
without  in  any  way  passing   upon  the 
technical    acceptability    thereof.      Fur- 
thermore, it  is  in  no  way  intended  to,  ar^ 
in  fact  cannot,  toll  the  applicable  public 
notice  periods  provided  for  by  the  statute 
and  the  rules.    Finally,  it  Is  clear  that  the 
petition  for  reconsideration  referred  to 
by  Antennavision  caruiot  be  filed  until 
after  full  compliance   with   the   afore- 
mentioned statutory  and  regulatory  pro- 
visions has  been  achieved  and  the  grant 
of  the  petition  herein  is  so  conditioned. 
8.  It  is  to  be  noted  that  the  purpose 
of  these  amendments  is  to  afford  a  ve- 
hicle for  a  request  for  Commission  re- 
consideration and  grant  without  hearing. 
In  view  of  the  possibility  that  this  matter 
may  be  resolved  without  such  hearing, 
or   alternatively   that   the   Commission 
might  decide  to  alter  the  issues  upon 
which  the  matter  Is  now  designated  for 
hearing,  it  would  appear  that  no  pur- 
pose would  be  served  by  requiring  the 
holding  of  a  hearing  until  such  time  that 
the  Commission  has  had  opporUmity  to 
pass  upon  a  petition  for  reconsideration 
which  Antennavision  undertakes  to  file 
upon  the  expiration  of  the  time  periods 
hereinabove  described.     Accordingly,  no 
date  will   now   be  set   for   the   hearing 
herein,  pending   Commission  action  on 
this  matter. 


>KTAO  AMOClat«s.  18  RR  241.  Continental 
Broadcasting  CXirporaUon.  18  BR  877;  and 
Suburban  Broswlcaaters.  19  RR  1429. 


NOTICES 

Accordingly,  it  is  ordered,  This  13th 
day  of  February  1962,  that  the  Petition 
for  Leave  to  Amend  is  granted  subject 
to  the  requirements  of  47  CFR  21.20<c> 
with  respect  to  defective  applications 
and  the  provisions  of  47  CFR  21  27  and 
21.33  with  respect  to  public  notice;  and 

It  13  further  ordered.  That  the  hearing 
is  continued  until  further  order  of  the 
Examiner  pending  action  by  the  Com- 
mission on  a  petition  for  reconsideration 
and  grant  without  hearing:  Provided, 
however.  That  any  party  to  the  proceed- 
ing may  for  good  cause  shown  file  a 
motion  requesting  that  the  hearing  be 
held  on  a  date  certain 

Relea.sed     February  14.  1962. 


I  SE.'KL  1 


Federal  Commvnications 

Commission, 
Ben  P   Wapli. 

Acting  Secretary 


[FR      LK^;.     f">-'   16«6.     Filed.    Feb      16      1 '.<«-> 
Hal    u  m  I 


iDoclcet  N.«    14453.  14454.  FCC  62M  220  | 

WILLIAM  B.  NEAL  AND  JAMES  R 
WILLIAMS 

Order  Continuing   Hearing 

In  re  applications  of  William  B.  Neal. 
Jophn.  Missouri.  Docket  No.  14453.  Pile 
No.  BP-13695.  James  R  Williams. 
Lamar.  Missouri.  Docket  No.  14454,  Pile 
No.  BP-14087;  for  construction  permits 

A  prehearing  conference  in  the  above- 
entitled  matter  having  been  held  on 
February  12.  1962.  and  it  appearing  that, 
in  light  of  the  pendency  of  a  petition  to 
dismiss  application  filed  by  James  R 
Williams  which  may  obviate  the  neces- 
sity for  formal  hearing  sessions,  certain 
rulings  were  made  by  Hearing  Examiner 
which  properly  should  be  formalized  by 
order : 

It  is  ordered.  This  13th  day  of  Febru- 
ary 1962.  that  the  hearing  heretofore 
scheduled  to  commence  on  March  12. 
1962.  is  continued  pending  further  order 
of  the  Hearing  Examiner 

Released:  February  14.  1962 


I  SEAL  1 


F  K      Doc 


Federal  Commcmcations 

Commission. 
Bbn  P.  Waple. 

Acting  Secretary 

62    1667.     Filed.     Feb      16      19«J 
H   ."S 1    ;i  m   I 


iDoclcel  No<s.   13227.   13261.   PCC  62M  218 1 

SEVEN  LOCKS  BROADCASTING  CO. 
AND  TENTH  DISTRICT  BROADCAST- 
ING CO. 

Order  Scheduling   Prehearing 
Conference 

In  re  aDplicati^ns  of  Seven  Lock.s 
Broadca^ung-CompBUiy,  Potomac-Cabin 
John.  Maryland.  Docket  No.  13227.  File 
No.  BP-11877:  Mary  Cobb  and  Richard 
S.  Cobb,  d,!)  as  Tenth  District  Broad- 
casting Company,  McLean,  Virginia, 
Docket  No.  13251,  File  No  BP-13153;  for 
Mmstruction  permits. 

It  is  ordered.  This  13th  day  of  Feb- 
ruary 1963.  that  all  parties  or  their  coun- 


sel m  the  above-styled  rrnroiMlliM 
directed  to  appear  for  a  hcaila!r«? 
ference  pursuant  to  the  prorUaJ^ 
5  1.111  of  the  Commission's  nik^J! 
offices  of  the  Commission  in  WiMk! 
ton.  DC.  at  10  a.m.,  March  9,  iZ^ 
the  purpose  of  expediting  the  tmw 
hearing  to  be  held  pursuant  to  theortl 
of  remand  and  the  newly  added  ima^ 
this  proceeding.  * 

Rfli  a-si'd    February  14.  1962. 

Federal  CoMUUNicAnoiu 

COMMISSIOII. 

I. SEAL  I         Ben  P.  Wapu, 

Acting  Secretcr^ 

|KH      D.X      62   1668;    Filed,    Fteb.    u    i^ 
8:51  a.m  I  '  ^ 


FEDERAL  MARITIME  COMMRai 

ZIM  ISRAEL  NAVIGATION  CO   im 
ET  AL. 

Notice   of  Agreements  Flttd  fv 
Approval 

Notice  is  hereby  given  that  the  (dh^ 
ing  described  agreements  have 
with  the  Commission  for  appronl 
.suant  to  section  15  of  the  ShlpplBilit 
1916  1 39  SUt.  733.  75  Stat.  761:  MUAt 
814>  : 

Agreement  8448-1,  between  Zim  Ini 
Navigation  Co.,  Ltd.,  as  the  "oeetaan. 
ice",  trading  between  UB.  AtlsntkpiM 
and  Monrovia,  and  Farrell  UnesM,! 
the  'feeder  service",  operatlnf 
Monrovia  and  Harbel,  Qrsad 
Sinoe  and  Cape  Palmas,  Liberia, 
fies  the  original  approved 
provide  for  the  specific  dollar 
ment  of  revenues  derived  from  tke«^ 
riage  of  bulk  latex,  packaged  rablMral 
bagged  rice,  when  transhipped  bStNi 
the  "ocean  service"  and  the  "tmk 
.service". 

Agreement  8756.  between  8Mi 
Steamship  Company  and  Lykei  Wm 
Steamship  Company,  Inc.,  eamt  i 
through  billing  arrangement  on  ffMi 
cargo,  lumber  and  lumber  produditai 
Sarawak  to  U.S.  Oulf  ports,  with  tn» 
shipment  at  Hong  Kong,  B.C.C,  li 
Philippines  and  Japan. 

Agreement  8768.  between  PandlllB 
Incorporated  suid  Lloyd 
SPAN  of  Trieste,  covers  » 
billing  arrangement  in  the  tr«ds  fM 
US  Atlantic  ports  to  MogadladiK dl 
transhipment  at  Mombasa 

Agreement  8769,  between  FWi  Mi: 
cante  Grancolombiana,  S.A.  tod 
Steamship    Company,    Inc., 
through  billing  arrangement  In  the 
from     Ecuador.     Colombia,    Hfl«  ^ 
Costa    Rica.    Guatemala,    MeilM  ■ 
Peru  to  the  Virgin  Islands,  with 
ment  at  New  York  or  Baltimwa 

Interested  parties  may  Inspsd 
agreements  and  obtain  copies 
the  Bureau  of  Foreign  Regulatl* 
eral  Maritime  Commission,  Wi 
DC.  and  may  submit  within 
after  publication  of  this  notiflS  li* 
Federal    Register,    written 
with  reference  to  any  of  tbttt 
ments  and  their  position  as  to 


^^^,^,  February  17. 

Of   mocfiflca^^ 


IH2 


together 
amw^-  ^  ffg  Iteming  should  sudL 
dft."?TL 


of   the   Federal   Maritime 


BT 


order 


i'* 


Doe. 


-1M7:    «««* 
8:47  ».m.I 


Thomas  List, 
Secretarv. 
16,    iMa; 


Feb. 


I 


AND 
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OIIVEI  J.  OLSON  &  CO. 
°^      C.  R.  NICKERSON^ 

Rates;    Pacific    Coast- 


in 


*£2 


Kowoii:   Nptica    of    Supplemental 

Onltr  I 

nn  Ftebniary  1.  IMX  the  Federal  Marl- 
H^SmSSoi  entered  the  foUowlng 
jSttfswpleme  Order  to  theorlgl- 
J2^  to  this  proceeding  dated  De- 
janber  27,  Ittl- 

n  MosarlBC.  tl«t  by  order  dated  De- 
JmhKV.VMl.  the  Commission  entoed 
^jTtt  iBiMtlliit'^'  concerning,  among 
~^  tUMSk  tta*  lawfulness  of  reduced 
nla  M  l^riber  contained  in  tarlfE 
lehedule  of  Oliver  J'.  Olson  k  Co.,  C.  R. 
tB^Lrr  Ag*"^  dfnignattd  therein. 
iiAH0«dfBd  the  operation  of  said  rates 
tsairiladwUBC  April  27.  1963;  and 

tt  tvther  aHwaring.  that  the  Spe- 
ctf  rwBlMlon  Committee — Domestic 
Igili^  found  0Bod  cause  thefefor  has  on 
jMMiy  M.  1M2.  granted  the  Oliver  J. 
OkAk COw.  C R.  Ntckrrson.  Agent,  spe- 
^  pinBiaitfi  to  i^nrs^x  sucb  suspended 
Mtter  OB  aot  less  than  one  day's  notice 
y«w  special  Pennission  No.  3972  and 
psouaat  thereto,  such  matter  has  been 
pro|)erl7  cancelled;  and 

a  tnrtber  appearing,  that  by  First 
Bmr4"»^*-'  Order  dated  January  31, 
no.  the  Commission  ordered  the  in- 
iiii<lntinn  instituted  under  Docket  No. 
m,  tnsoCar  as  it  pertained  to  the  rates 
to  hBotar,  be  discontinued:  and 

ft  fvther  appearing,  that  Oliva:  J. 
Cten  k  Co.,  C.  R.  Nlckerson.  Agent,  has 
lU  levisioos  to  iU  Freight  Tariff  No. 
IMC-F  Noi  22  naming  new  reduced  rates 
on  haihrr  to  become  eCfectlve  on  Fel»- 
nuy  &,  1M2.  under  Special  Permission 
No.  3973:  and 

It  farther  appearing,  that  iHrotcsts 
biit  hesD  received  petitioning  the  Com- 
■WoB  to  saspend  and  investigate  said 
nteed  rates:  and 

Ik  farther  appearing,  that  the  Com- 
■hdon,  after  considering  said  protests 
and  also  data  submitted  by  Oliver  J. 
OlHB  h  Co.,  C.  R.  Nlckerson.  Agent,  is 
U  the  spinlaD  that  the  new  rates  on 
twber  named  in  said  schedule  should 
Mi  he  WMpenrted  but  made  the  subject 
•fa  pohUc  kxvestigation  and  bearing  to 
whether  they  are  just,  rea- 
and  otherwise  lawf  al  under  the 
Act,  1916,  as  ameaded.  or  the 
Hhtpping    Act.     1333.     as 
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reduced  commo^ty  rates  on  lumber  con- 
tained In  fbe  odd  schedule  with  a  view 
to  ^f**r*i  such  findings  and  orders  In  the 
premises  as  the  facts  and  circtmistances 
shall  warrant ;  and 

It  it  furtfur  ordered,  That  all  sub- 
semient  revisions  of  the  said  rates,  filed 
by  the  respondent  in  this  proeeding,  shall 
be,  and  they  sre  hereby  placed  tmder 
investigation  in  this  proceeding;  and 

It  is  further  ordered.  That  copies  of 
this  order  diall  be  filed  with  the  said 
tariff  s^edute  in  the  Bm-eau  of  E>omestic 
Regulation  of  the  Federal  Maritime 
Commission;  and 

It  is  further  ordered.  That  (I)  the  in- 
vestigation herein  ordered  be  assigned 
for  potolic  hearing  before  an  examiner 
of  the  Ooasmkiioa's  OfBce  of  Hearing 
Examiners,  al  a  date  and  place  to  be 
determined  and  annoonced  by  the  Chief 
asiiMwiii^r  to  receive  evidence  in  this 
proceeding,  ^rtdefa  win  iM-ovlde  an  ade- 
quate rec<M:d  for  proper  disposition  of 
the  issues  and  that  an  initial  decision  be 
iaaoMl:  (IZ)  a  capf  of  this  ocder  ^lall 
forthwith  be  served  iqion  all  respondents 
and  Protestants  herein;  (III)  the  said 
respondents  amd  protestants  be  duly 
notified  <rf  Vbe  time  and  idace  of  the 
hearing  ordered:  and  (IV)  this  order  and 
notice  of  the  said  hearing  be  published 
in  the  FIobbal  Rbostbl 

Dated:  February  13.  1962. 

By  the  Commission. 

THCmCAS  lilSI, 

Secretary. 

(F.R.    Doc.    62-1648:    Filed.    Feb.    16,    1963; 
8:47  ajn.] 


Hm,  tkerttore.  U  is  ordered.  That  this 
Pni^ling  he.  and  a  hereby  ia.  expanded 
ittadBd^  la BddiUoB  to  the  matters  now 
^Jer  investigation,  an  investigation  into 
•M  concerning  the  lawfulness  of  the  new 


[Docket  No.  966] 

OLIVER  J.  OLSON  &  CO.  AND  C.  R. 
NICKERSON 

Reduction  in  Rotes;  Pacific  Coast- 
HawoQ;  Notice  of  Supplementol 
Order 

On  January  31, 1962.  the  Federal  Mari- 
time Commiasion  entered  the  following 
First  Smwdemental  Order  to  the  original 
order  in  this  proceeding  dated  December 
27,  IMl. 

It  appearing,  that  by  orcter  dated  De- 
cember 27, 1961.  the  Commission  entered 
into  an  investigation  concerning,  among 
other  things,  the  lawfulness  of  reduced 
rates  en  liaaber  contained  in  tariff 
schedale  designated  therein,  and  sus- 
pended the  operation  of  said  rates  to  and 
including  April  27. 19C2;  and 

It  further  appearing,  that  on  January 
24,  19«2,  there  was  granted  the  CMiver 
J.  Olson  It  Co..  C.  R.  Nlckerson,  Agent 
special  permission  authority  to  cancel 
such  suspended  matter  on  not  less  than 
one  day's  notice  under  Special  Permis- 
sion  No.  3972  and  ptirsuant  thereto,  such 
matter  has  been  property  cancelled ; 

ifOBT,  therefore,  it  is  ordered.  That  the 
Investigation  Instituted  under  E>ocket 
"No.  966,  Insofar  as  it  pertains  to  the  rates 
on  limiber  be,  bzkI  it  is  hereby  discon- 
tinued; and 

It  to  further  oriered.  That  copies  of 
this  order  shall  be  filed  with  the  said 
tariff  schedule  in  the  Bureau  of  Domes- 
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tic  Regulation,  Federal  Marittme  Ooaf 
mission;  and 

It  is  further  ordered.  That  a  eepsr  of 
this  order  riiaH  fuitliwith  beserred  upon 
an  respondents  and  protestattte  beieiu; 
and  that  this  order  be  piMished  in  the 
Federal  Register. 

Dated:  Fetouary  13.  19C2. 

By  the  Commission. 

Thomas  Lisx. 
SecretcuTf. 

[F.R.    Doc.    62-164^    Filed.    Fteb.    If.    1969; 
8:47  ajn.] 
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[Docket  Nos.  CP61-186.  CT61-aWl 

NORTHERN  NATURAL  GAS  CO.  AND 
SKELLY  OR.  CO. 

Ne4ice  ef  Applicoli>nT  wad  Dole  of 
HeoriMg 

February  12, 1962. 

Take  notice  that  on  Jannary  t.  i9^> 
as  supplemented  wi  October  2t,  IMl. 
Northern  Natural  Goa  ConkpaBy  (North- 
ern). 2223  Dodge  Street,  Omaha  1.  Ne- 
braska. fUed  in  Dodcei  No«.  CPU-IM  an 
appUeatkm  piirsnant  to  seetion  7(e)  of 
the  Natural  Gas  Ad  for  a  OCTtifteate  of 
pobUe  conTenienee  and  necessity  au- 
thorizinc  the  ooostnKtlon  and  opera- 
tiott  of  a  7.0M  horsepower  eompremor 
sUtkm  and  a  KKlnt^  pipdine  tie^ovoc 
to  connect  its  existins  lA-inch  ftdd  line 
with  its  CT*^ting  iMneh  tnuMndaiion 
hne,  aU  hi  Lea  County,  New  Meadeow  and 
all  as  more  folly  set  forth  in  the  atvUea- 
tion.  as  supplemented,  irtidch  is  on  file 
with  the  Commission  and  open  to  pidaUe 
inspection.  ^ 

Take  further  notice  that  on  OcfeobCT 
17.  19«0,  as  smptamented  on  Septaabtf 
15,  and  October  18,  I9tl,  SktOy  Oil  Oeoa- 
pany  (i^eMy),  P.O.  Bob  ItM^  TbIbb. 
Oklahoma,  filed  in  Docket  Na  Cffil-4tl 
an  appUcation  ponbant  to  aeetton  T(c) 
of  the  Natural  Qas  Act  for  a  oertiflcate 
of  public  convenience  and  necessity  au- 
thorizing the  sale  of  residue  gas  to 
Northern  from  Skelly's  Eunice  No.  1  and 
Eunice  Na  2  Plants  in  Lea  County,  New 
Mexico,  all  as  more  fifljy  set  forth  in  the 
application,  as  supplemented,  which  Is 
on  file  with  the  Commission  and  open  to 
public  inqpeetion. 

The  appUcations  in  this  proceedlBg  set 
forth  an  agreement  between  Skelly  and 
Northern  for  Skdly  to  sell  and  Northern 
to  buy  40  percent  of  the  residue  gas  from 
Skelly's  afore -mentioned  natural  gaso- 
line extraction  plants.  Northern  would 
not  be  obligated  to  purchase  in  excess 
of  40,000  Mcf  of  gas  per  day.  In  the 
event  that  one  of  the  plants  Is  closed 
down,  Northern  would  have  the  right  to 
40  percent  of  the  residue  gas  fttmi  the 
remaining  phmt.-^ 

The  application  in  Docket  No.  CPfl- 
X  186  states  that  the  additional  facilities 
are  necessary  for  Northern  to  receive 
the  additional  gas  into  its  tnmemiwdon 
system.  Northom  propoeea  to  eae  the 
additional  gas  to  supplement  iU  total  gas 
supplies  for  general  distribution  in  its 
market  area  and  does  not  propose  to  en- 
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large  its  system  salable  capacity  nor 
make  any  additional  sales.  The  proposed 
facilities  are  estimated  to  cost  $2,206,880. 
and  would  be  financed  from  funds  on 
hand  and  cash  generated  through  opera- 
tions. Northern  estimates  that  104.881 
&CMcf  will  be  available  to  it  under  the 
contract. 

The  application  in  Docket  No  Clbl- 
601  states  that  the  subject  gas  would  be 
supplied  from  1.051  wells  located  in 
Lea  County,  New  Mexico,  which  Skelly 
works  as  operator  and  as  owner  of  oil 
and  gas  leases.  The  initial  price  for  the 
proposed  sale  is  13.75  cents  per  Mcf 
with  periodic  escalations 

These  related  matters  should  be  heard 
on  a  consolidated  record  and  disposed  of 
as  pnMnpUy  as  possible  imder  the  appli- 
cable rules  and  regulations  and  to  that 

end: 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections  7 
and  15  of  the  Natural  Gas  Act.  and  the 
gomM^on's  rtiles  of  practice  and  pro- 
cedure.  a  hearing  will  be  held  on  March 
15,  1962.  at  9:30  a.m.,  est..  In  a  hearing 
room  of  the  Federal  Power  Commission. 
441  O Street NW.,  Washington,  DC  .  con- 
cerning the  matters  involved  in  and  the 
issues  presented  by  such   applications: 
Provided,  however.  That  the  Commission 
may,  after  a  non-contested  hearing,  dis- 
pose of  the  proceedings  pursuant  to  the 
provisions  of  S  1.30<c)   <1>  or  "2'  of  the 
Commission's  rules  of  practice  and  pro- 
cedure.     Under    the    procedure    herein 
provided  for.  unless  otherwise  advlsed^Monterrey.  Mexico 
it  will  be  unnecessary  for  Applicants  to     Montreal 
appear  or  be  represented  at  the  hearing. 
Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis- 
sion. Washington  25,  DC  ,  in  accordance 
with  the  r\iles  of  practice  and  procedure 
(18  CPR  1.8  or  1.10)  on  or  before  March 
5.  1962.    Failure  of  any  party  to  appear 
at  and  participate  In  the  hearing  shall 
be  construed  as  waiver  of  and  concur- 
rence in  omission  herein  of  the  interme- 
diate decision  procedure  in  cases  where 
a  request  therefor  is  made 

Joseph  H    Guthide, 

Secretary. 


NOTICES 

Sec.  151  Field  Service.  The  territOCT 
within  which  officials  of  the  Immigration 
and  NaturalizaUon  Service  are  located  is 
divided  into  regions,  districts,  subofBces. 
and  Border  Patrol  Sectors  as  follows: 

• 

>h'  Enstrict  offices.  The  following 
districts,  which  are  designated  by  num- 
bers, have  fixed  headquarter.s  and  are 
divided  as  follows: 

1  St.  Albans.  Vermont.  The  district 
office  in  St  Albans.  Vermont,  has  juris- 
diction over  the  SUate  of  Vermont;  also, 
over  the  United  States  Immigration 
office  located  in  the  Province  of  Quebec. 
Canada. 

•  • 

7  Buffalo.  New  Yorl^  The  di.stricl 
office  in  Buffalo.  New  York,  has  jurisdic- 
tion over  the  State  of  New  York  except 
that  part  within  the  jurisdiction  of  Dis- 
trict No  3:  also,  over  the  United  States 
immiKration  offices  located  in  the  Pj-ov- 
ince  of  Ontario.  Canada 

.  •  •  • 

22  Portland.  Maine.  The  district 
office  in  Portland.  Maine,  has  jurisdiction 
over  the  State  of  Maine. 

2  Subparagraph  i4i  of  parasraph  ic 
Suboffices  of  section  1  51  Field  Service  is 
amended  to  read  as  follows: 

I  4'    Immigration 
countries. 

Athena.  Greece 
Guadalajara.  Mexico 
Hamilton.  Bermuda 
Havana.  Cuba 
Hong  Kong,  B  C  C 


offices     m      lorewn 


[PR.     Etoc      62 


1633fc  Piled. 
8:46  a  m  | 


Feb      16      1962; 


DEPARTMENT  OF  JUSTICE 

Immigration   and   Naturalization 
Service 

AMENDMENTS    TO    THE    STATEMENT 
OF  ORGANIZATION 

Effective  upon  publication  In  the  Ped- 
EiiAL  RiGiSTER,  the  following  amendments 
to  the  Statenlent  of  Organization  of  the 
Immigration  and  Naturalization  Service 
(19  FH.  8071,  December  8.  1954  >,  as 
amended,  are  prescribed: 

1.  Districts  1.  7,  and  22  of  paragraph 
(b)  of  section  1.51  are  amended  so  that 
when  taken  with  the  Introductory  ma- 
terial they  will  read  as  follows : 


Queb«-c   Caiuida 
Naples.  Italy 
Nassau.  Bahiiniii-s 
Ottawa.  Ontario   Cii n.id.i. 
Palermo.  Italy 
Rome.  Italy 
Tljuanii   MexU-') 
Tokyo,  Japan 
Toronto.  Ontario.  Canada 
Vancouver.  British  Columbia.  Canada 
Victoria.  British  Columbia  Canada 
Vienna   Austria. 
Winnipeg.  Manitoba.  Canada. 

Datod      February    13.    1962. 

R    F    Farrell. 
Commissioner  of 
Immioration  and  Naturalization. 

|FR     Doc      62    1660;     Piled      Peb      16      1962; 
8  49   a  m  I 


southwestern  territory.    PUed  biy  m-. 
western    Freight    Bureau,   Af«n»X 
B*8144),    for    interested    rail  »^^ 
Rates   on   various  commoditiei 
on  class  or  commodity  rateg,  V. 
trailers  or  demountable  traOer  I 
and  transported  on  railroad  flat  or 
top  equipment,  between  points  tn 
em  territory,  on  the  one  hand,  antMH 
in  southwestern  territory,  on  the  oOkt 

Grounds  for  relief:  Motor-tiM 
competition. 

Tariff:  Southwestern  Freight  Bona 
tariff  I.C  C  4464,  and  suppleoxnt  j 
thereto. 

By  the  Commissioner. 

I  si:al  1  Harold  D.  McCot, 

Secrettri. 

|KH     D.K-     62-1652;    Piled,    Peb.   U.  n^; 
8:46  ajn.l 


J*!**' 


February  17,  19S2 


INTERSTATE  COMMERCE 
COMMISSION 

FOURTH    SECTION   APPLICATIONS 
FOR   RELIEF 

February  14.  1962. 
Protests  to  the  granting  of  an  applica- 
tion must  be  prepared  in  accordance 
with  Rule  40  of  the  general  rules  of  prac- 
tice '49  CFR  1.40)  and  filed  within  15 
days  from  the  date  of  publication  of  this 
notice  in  the  Fideral  Register. 
Long-and-Short  Haul 

\    FSA   No.    37559:    T  O  F .C .—Class   and 
commodity  rates  between  southern  and 


^  hY  Lewis  W.  Vanderbach.  6823 
Jjjie  Avenue.  Guttenberg.  N.J., 
■SSfor  applicants. 
"S^MC-rc  64736.  By  order  of  Febru- 
•  1962  the  Transfer  Board  approved 
*El^er  to  Jetway  Inc..  Lansdale,  Pa.. 
iTrSSflcate    No.    MC    78763,    issued 

-«S  18  1961.  to  George  P.  Cooper 
(SSS  E.  cooper.  Executrix)  and  How- 
^u  ifesharer.  a  partnership,  doing 
Si  M  State  Transfer  Co.,  Wilkes- 
JJZTpa  authorizing  the  transporta- 
SIU;  if-  household  goods,  machinery, 
iTkllnB  construction  materials  requlr- 
"Tmecial  equipment  or  handUng,  and 
2.  ind  used  furniture,  from,  to,  or 
SLen  specified  points  in  Pennsylvania, 
Sl^usctts.  Connecticut.  Rhode  Is- 
SdHew  York.  New  Jersey.  Delaware, 
iSWiand,  the  District  of  Columbia. 
JJgtnla.  West  Virginia.  North  CaroUna. 


I  Notice  5871 

MOTOR   CARRIER  TRANSFEI 
PROCEEDINGS 

February  14,  1M2 
Synopses  of  orders  entered  purma 
to  section  212(b)  of  the  Intentate Ooa- 
merce  Act,  and  rules  and  regulationipn- 
.scribed  thereunder  (49  CPR  Part  171 
appear  below : 

As  provided  in  the  CommiasiOD'i  fe- 
cial rules  of  practice  any  interested  pe 
son  may  fUe  a  petition  seeking /eeo- 
sideratlon  of  the  following  nuitabent 
proceedings  within  20  days  from  the  dtt 
of  publication  of  this  notice.  PunoHi 
to  section  17(8)  of  the  Intentate  0» 
merce  Act.  the  filing  of  such  a  petMta 
will  postpone  the  effective  date  of  tht 
order  in  that  proceeding  pending  lU  (Hi- 
position.  The  matters  relied  upon  \t 
petitioners  must  be  specified  in  tbot 
petitions  with  particularity. 

No  MC-FC  64672.  By  order  of  Pebni^ 
ary  9  1962.  the  Transfer  Board  approfei 
the  transfer  to  Ruzicka  Coal  k  BmoHh 
Co  St.  Louis,  Mo.,  of  the  opemttii 
riRhUs  in  Certificate  No.  MC  39045.  iouei 
May  22.  1942.  to  John  Ruxicka.  im 
business  as  Ruzicka  Coal  k  Coke  (X 
St  LouLs.  Mo.,  authorizing  the  trawpor- 
tation  of  coal,  over  irregular  roots 
from  points  in  Madlaon  and  8t  Cte 
Counties.  Ill,  to  STLouis,  Mo.  Emertl 
Brooks  II.  411  North  Seventh  Street.* 
Louis  1,  Mo  .  applicants'  attorney. 

No.  MC-FC  64696.  By  order  of  Wn- 
ai-y  9,  1962,  the  Transfer  Board  approw 
the  transfer  to  WiUiam  A.  Utgaaa.i^ 
ma  business  as  Messmer's  Express,  Umi 
City  N  J  ,  of  Certificate  No.  MC  m 
issued  September  21.  1943.  to  Ida  AM 
Messmer  and  WiUiam  A.  Mewnefj 
partnership,  doing  business  as  M«»ff 
Express,  Union  City.  N.J..  authorti 
the  transportation  of:  a«n«~ J* 
modities.  excluding  househoMIwi 
commodities  in  bulk,  and  other  *«■ 
commodities,  between  points  to  wm 
County.  N.J..  on  the  one  h"^,*^ 
the  other.  New  York.  N.Y  :  tojikjj 
ucts.  and  raw  materials  '^'p^ 
used  in  the  manufacture  wef**- "T 
irregular  routes.  be*^«»J*?? 
Passaic  and  Bergen  Co"?***  ""'J 
the  one  hand,  and,  on  the  oW«,  i- 
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Florida,  Ohio.  Indiana,  Illinois,  and 
Michigan.  John  W.  Frame,  603  North 
Front  Street,  Harrlsburg,  Pa.,  represent- 
ative for  applicants. 

No.  MC-PC  64757.  By  order  of  Febru- 
ary 9. 1962,  the  Transfer  Board  approved 
the  transfer  to  Distributors  Service  Co., 
Inc.,  Parkerriaurg,  W.  Va.,  of  Certificate 
No.  MC  108392  issued  February  26,  1948, 
to  Edward  Lofty,  doing  business  as  Dis- 
tributors Service  Co.,  Parkersburg,  W. 
Va.,  authorizing  the  transportation  of 
malt  beverages,  in  containers,  over  ir- 
regular routes,  from  Cleveland  and  Cin- 
cinnati, Ohio,  Louisville,  Ky.,  Jeannette 
and  Pittsburgh.  Pa.,  and  Port  Wayne  and 
South  Bend,  Ind.,  to  Parkersburg,  W.  Va., 
and  empty  malt  beverage  containers,  on 
return.  Theodore  H.  Ohiz,  411  D  Street. 
South  CAiarleston  3,  W.  Va.,  attorney  for 
applicants. 
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No.  MC-PC  64770.  By  order  of  Febru- 
ary 9, 1962,  the  Transfer  Board  approved 
the  transfer  to  Charles  D.  Carew  and 
Thomas  B.  Carew,  a  partneRhip.  doing 
business  as  Standard  Transfer.  1225  y2 
North  Second  Street,  Stevens  Point,  Wis., 
the  entire  operating  rights  in  Certificate 
No.  MC  11569  issued  Jime  7,  1950,  to 
Cyril  J.  Peters,  doing  business  as  Staiid- 
ard  Service,  Transfer,  320  Frontenac 
Avenue,  Stevens  Point,  Wis.,  authorizing 
the  transportation  of  household  goods, 
over  irregular  routes,  between  Stevens 
Point.  Wis.,  and  points  within  15  miles 
thereof,  on  the  one  hand,  and,  on  the 
other,  points  in  Illinois  and  Minnesota. 

[SEAL]  Harold  D.  McCoy, 

Secretary. 

[P.R.    Doc.    62-1653;    Piled.    Peb.    16.    1962; 
8:48  a.m.] 
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Ouray  Agency;  reddegatlon  of 
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Presidential  Documents 


Title  3— IHE  PRESIDENT 

Executive  Order  10995 


ASSIGNING  niECOMMUNICATIONS  MANAGEMENT  FUNCTIONS 

WHEREAS  tdeoommunications  is  vital  to  the  security  and  welfare 
of  this  Nation  and  to  the  conduct  of  its  foreign  affairs; 

WHEREAS  it  is  imperative  that  the  United  States  niaintain  an 
efficient  and  well-planned  national  and  international  telecommuni- 
cations program  capable  of  stimulating  and  incorporating  rapid  tech- 
nological advances  Deing  made  in  the  held  of  telecommunications; 

WHEREAS  the  radio  spectrum  is  a  critical  natural  resource  which 
requires  effective,  eflScient  and  prudent  administration  in  the  national 
interest ; 

WHEREAS  it  is  essential  that  responsibility  be  clearly  assigned 
within  the  executive  branch  of  the  Government  for  promoting  and 
encouraging  effective  and  eflScient  administration  and  development  of 
United  States  national  and  international  telecommunications  and  for 
effecting  the  prudent  use  of  the  radio  frequency  spectrum  by  the  execu- 
tive branch  of  the  Government ; 

WHEREAS  there  is  an  immediate  and  urgent  need  for  an  exami- 
nation of  ways  and  means  of  improving  the  administration  and  utili- 
zation of  the  radio  spectrum  as  a  whole ; 

WHEREAS  there  is  an  immediate  and  urgent  need  for  int^gr^ted 
short  and  long-range  planning  with  respect  to  national  and  inter- 
national telecommunications  programs,  for  continuing  supervision 
over  the  use  of  the  radio  frequency  spectrum  by  the  executive  branch 
of  the  Government  and  for  the  development  of  national  policies  in 
the  field  of  telecommunications ; 

NOW,  THEREFORE,  as  President  of  the  United  States  and  Com- 
mander-in-Chief of  the  armed  forces  of  the  United  States,  and  by 
virtue  of  the  -muthority  vested  in  me  by  sections  305  and  606  of  the 
Communications  Act  of  1934,  as  amended  (47  U.S.C.  305  and  606), 
and  by  section  301  of  Title  3  of  the  United  States  Code,  it  is  hereby 
ordered  as  follows: 

SBcnoN  L  There  is  hereby  established  the  position  of  Director  of 
Telecommunications  Management,  which  position  shall  be  held  by  one 
of  the  Assistant  Directors  of  the  Office  of  Emergency  Planning  pro- 
vided for  under  Reorganization  Plan  No.  1  of  1958,  as  amended  (72 
Stat  1799).      . 

Sec.  2.  Subject  to  the  authority  and  control  of  the  President,  the 
Director  of  Telecommunications  Management  shall: 

(a)  Coordinate  teleccwnmunications  activities  of  the  executive 
branch  of  the  Government  and  be  res^nsible  for  the  formulation,  after 
consultation  with  appropriate  agencies,  of  overall  policies  and  stand- 
ards therefor.  He  shall  promote  and  encourage  the  adoption  of  uni- 
form policies  and  standards  by  agencies  authorized  to  operate  tele- 
communications systems.  Agencies  shall  consult  with  the  Director 
of  Telecommunications  Management  in  the  development  of  policies 
and  standards  for  the  conduct  of  their  telecommunications  activities 
within  tiie  overall  policies  of  the  executive  branch. 

(b)  Develop  data  with  regard  to  United  States  Government  fre- 
quency requirements. 

(c)  Encourage  such  research  and  development  activities  as  he  shall 
deem  necessary  and  desirable  for  the  attainment  of  the  ob]ectives  set 
forth  in  section  6  below. 

(d)  Contract  for  studies  and  reports  related  to  any  aspect  of  his 
responsibilitiea. 
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Skc.  ;V  The  authority  to  assiun  radio  frequencies  to  Government 
agencies,  vewt^nl  in  the  Preaidenthv  section  ;M)5  of  the  ComniunicAtions 
Act  of  11).*U,  as  amended  (47  U.S.O.  ;i05),  including  all  fvmctions  here- 
tofoi-e  veste<i  in  the  Interdepartment  Radio  Advisory  Committee,  is 
hereby  delegated  to  the  Dirwtor  of  the  Office  of  Emergency  Planning, 
who  may  redelegate  such  authority  to  the  Director  of  Telecommunica- 
tions Management.  Such  autliority  shall  include  the  jx)\ver  to  amend, 
mo<lify,  or  revoke  fretjuency  assignments. 

Skc.  4.  The  functions  and  revSponsihilities  vested  in  the  Director  of 
the  Office  of  Kmergencv  Planning  by  F.xecutive  Order  No.  li)7a">  of 
April  17, 19.57,  as  amende<l,  may  be  redelegated  to  the  Director  of  Tele- 
communications Management.  Kxecutive  Orders  No.  1<K)!)5A  of  Jan- 
uary IR,  1957,  and  No.  107()r),  as  amended,  are  liereby  further  amen(led 
insofar  as  they  are  inconsistent  with  the  present  order.  E.verutive 
Order  No.  10400  of  June  Ki.  19;'.^.  is  hen'by  i-evoked. 

Skc.  T).  The  Director  of  Teleconununications  Management  shall 
est'abli.sh  such  interagency  advisory  (;))mmittees  and  working  groups 
comiK)sed  of  represent ive.s'  of  interested  agencies  and  consult  with  such 
departments  and  agencies  as  mav  \^  necessary  for  the  most  etTe^-tive 
performance  of  his  functions.  To  the  extent  that  he  deems  it  necessary 
or  advi.sable  to  continue  the  Interdej)artment  Radio  Advisory  Com- 
mittee, it  shall  serve  in  an  advis<jty  capacity  to  the  Director  of  Tele- 
communications Management. 

Skc.  6.  In  carrying  out  functions  under  this  order,  tlie  Director 
of  Telecommunications  Management  shall  consider  the  followmg 
objectives: 

(a)  Full  and<^i^it  employment  of  telecommunications  resources 
in  carry ingW*^national  policies; 

(b)  Development  of  terecommunicat  ions  nl^.s,  policies,  and  pro- 
grams under  which  full  advantage  of  te<-hnolOgicAl  development  will 
accrue  to  the  Nation  and  the  users  of  telecommunications;  and  which 
will  satisfactorily  serve  the  national  security;  su.stain  and  contribute 
to  the  full  development  of  world  trade  and  commerce;  strengthen  the 
position  and  serve  the  lM?st  interests  of  the  United  State.s  in  negotia- 
tions with  foreign  nations;  and  permit  maximum  use  of  resources 
tlirough  better  frequency  management: 

(c)  Utilization  of  the  radio  sin-tt  rum  by  the  Fe<ieral(fOvernment  in 
a  manner  which  permits  and  encourages  tFie  most  Ijeneticial  use  thereof 
in  ^he  public  interest ; 

(d)  Implementation  of  the  national  policy  of  development  and 
effective  use  of  space  satellites  for  international  telecommunications 
services. 

Skc.  7.  Nothing  contnined  in  this  order  shall  be  deemed  to  impair 
any  existing  authority  or  jurisdiction  of  the  P'ederal  Communications 
Commission. 

Sec.  8.  The  Director  of  Telecommunications  Management  and  the 
Fexieral  Communications  Commission  shall  assist  and  give  policy 
advice  to  the  Department  of  SUte  in  the  discharge  of  its  functions  in 
the  field  of  international  teleconununications  policies,  positions  and 
negotiations. 

Sec.  9.  The  Director  of  Telecommunications  Management  shall 
issue  such  rules  and  regulations  as  may  be  necessary  to  carry  out  the 
duties  and  responsibilities  vested  in  him  by  this  order  or  delegated  to 
him  under  th^^s  order. 

Sec.  10.  All  executive  departments  and  agencies  of  the  Federal 
Government  are  authorized  and  directed  to  cooperate  with  the  Director 
of  Telecommunications  Management  and  to  furnish  him  such  informa- 
tion, support  and  assistance,  not  inconsistent  with  the  law,  as  he  may 
require  in  the  performance  of  his  duties. 

John  F.  Kennedy 

The  White  House, 

February  IG,  1962. 

[F.R.  Doc.  62-1801;  Filed,  Feb.  19,  1{»62  ;  10:46  am  1 
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Executive  Order  T0996 

PROMULGATING  REGULATIONS  CONCERNING  WITHHOLDING  OF 
COMPENSATION  OF  CIVIUAN  EMPLOYEES  OF  THE  NATIONAL 
GUARD  FOR  STATE  AND  STATE-SPONSORED  EMPLOYEE  RETIRE- 
MENT, DISABILITY,  OR  DEATH  BENEFITS  PROGRAMS 

Bv  virtue  of  the  authority  vested  in  me  by  the  act  of  June  15, 1956, 
as  amended,  75  Stat  496  (5  U.S.C.  84d),  and  bv  section  301  of  title  3 
of  the  United  States  Code,  and  as  President  of  the  United  States,  it 
is  ordered  as  follows : 

Section  1.  As  used  in  this  order,  the  term : 

(a)  "Employees"  means  civilian  employees  of  the  Army  National 
Guard  or  Air  National  Gurfrd  of  a  State  who  are  employed  pursuant 
to  section  709  of  title  32  of  the  United  States  Code,  and  paid  from 
Federal,  appropriated  funds. 

(b)  "State"  means  one  of  the  United  States,  the  Commonwealth  of 
Puerto  Rico,  and  any  territory  of  the  United  States. 

Sec.  2.  Each  agreement  between  the  Secretary  of  Defense  and  the 
Governor  or  other  proper  official  of  a  State,  pursuant  to  the  provi^ons 
of  the  act  of  June  15, 1956,  as  amended,  with  respect  to  witWiolding 
of  compensation  of  certain  civilian  employees  of  the  Army  National 
Guard  and  the  Air  National  Guard  for  purposes  of  State  or  State- 
sponsored  employee  retirement,  disability,  or  death  benefits  system^ 
shall  be  entered  into  by  the  Secretary  of  Defense  withm  one  hundred 
and  twenty  days  of  the  receipt  of  a  request  therefor  hy  the  Secretaij 
from  the  Governor  or  any  other  proper  official  of  any  State :  Provided, 
that— 

(a)  the  law  of  such  State  provides  for  the  payment  of  employee 
contributions  to  such  State  or  State-sponsored  employee  retirement, 
disability,  or  death  benefits  systems  by  withholding  sums  from  the 
compensation  of  such  Stat^  employees  and  making  returns  of  such 
sums  to  officials  of  such  State  or  organization  designated  by  such 
officials  to  receive  sums  withheld  for  such  programs; 

(b)  civilian  employees  of  the  Army  National  Guard  and  the  Air 
National  Guard,  other  than  those  employed  by  the  National  Guard 
Bureau,  are  eligible  ^r  membership  m  a  State  retirement,  disability, 
or  death  benefits  system ;  and 

(c)  each  such  agreement  is  consistent  with  the  provisions  of  the  said 
act  of  June  15, 1956,  as  amended,  and  of  rules  and  regulations  issuwl 
thereunder,  and  contains  a  clause  that  it  shall  be  subject  to  any  amend- 
ments of  the  said  act,  including  amendments  occurring  after  the 

,    effective  date  of  such  agreement. 

Sec.  3.  Each  such  agreement  shall : 

(a)  Provide  that  the  Secretary  of  the  Army  with  respect  to  civilian 
employees  of  the  Army  National  Guard,  and  the  Secretary  of  the  Air 
Force  with  respect  to  civilian  employees  of  the  Air  National  Guard, 
shall  comply  ^th  the  requirements  of  such  State  law  m  the  ^  of 
employees  rabject  to  the  said  act  of  June  15,  1956  as  amended  who 
are  eligible  for  membership  in  such  retirement,  disabihty,  or  death 
benefits  system  for  State  employees ; 

(b)  Specify  when  the  withholdmg  of  sums  from  the  compensation 
of  such  State  employees  shall  commence ;  and 

(c)  Provide  for  procedures  for  the  withholding,  the  filing  of  the 
returns,  and  the  payment  of  the  sums  withheld  from  compen^tion  to 
the  officials  of  the  State,  or  organization  designated  by  such  officials  to 
receive  sums  withheld  for  such  programs^  which  procedures  shall  con- 
form, so  far  as  practicable,  to  the  usual  fiscal  practices  of  the  Depart- 
ment of  the  Army  and  the  Department  of  the  Air  Force,  respectively. 

Sec.  4.  The  Secretary  pf  the  Army  with  respect  to  civilian  employees 
of  the  Army  National  Guard,  and  the  Secretary  of  the  Air  Force 
with  respect  to  civilian  employees  of  the  Air  National  Guard,  shaU 
designateir  provide  for  the  designation  of,  the  officers  or  employees 
whole  duS^it  shall  be  to  withhold  sums  from  compensatioiL  file  re- 
quired returns,'  and  direct  the  payment  of  sums  so  withheld,  in  ac- 
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cordance  with  the  terms  of  the  agreements  entered  into  l)etween  tlie 
Secretary  of  Defense  and  the  States. 

Sec.  5.  Nothing  in  this  order,  or  in  rules  or  regulations  issued 
thereunder,  or  in  any  agreement  entered  into  pursuant  thereto,  shall 
be  construed  as  giving  consent  to  the  application  of  any  oro vision  of 
law  of  any  State  which  has  the  effw-t  of  imposing  more  burdensome 
requirements  upon  the  I'lnted  States  than  it  imposes  upon  (tepart- 
ments,  agencies,  or  political  subdivisions  of  the  State  concerned,  with 
resiiect  to  employees  thereof  who  are  nuMnl)ers  of  the  State  or  Stute- 
si)onsored  retirement,  disability,  or  deiUh  benefits  system,  or  which 
has  the  etfect  of  subjecting  the  I'nited  States  or  uny  of  its  othcvrs  or 
employees  to  any  j^enalty  or  liability. 

Skc.  0.  I  hereby  delegate  to  the  Senetary  of  Defence  authority  to 
prescril>e.  such  rules  and  regulations,  not  inconsistent  herewith,  as 
may  l>e  ne<-essary  to  etTc-tiiate  further  the  provisions  of  the  said  act 
of  June  ir.,  l!)r)«;,'as  amended,  or  of  this  order. 

Skc.  7.  F'.xcept  to  the  extent  tliat  tliey  may  be  inconsislent  with 
this  order,  all  determinations,  authorizatiiui.s,  regulations,  rulings,  cer- 
titi.-ates,  orders,  directives,  confra.-ls,  agreements,  and  other  actions 
made,  issued,  or  entere<l  into  with  respcit  to  any  function  atfix'ted 
by  this  order  and  not  revoked,  supei-seded,  or  otherwi.se  made  inappli- 
cable before  the  date  of  this  onler,  shall  continue  in  full  force  and 
effect  until  amended,  nioditie<l,  or  ieniiinafe<i  by  appropriate  au- 
thority. 

iitivf  Order  -No.    IiKh!)  of  Sep- 

.b.llN      F.     KlNNKDV 
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Skc.  S.  This  order  supcr^t'dt'-   K\t 
t  ember  'JO,  l!>r»H. 


TlIK     Willi  K     HolSK, 

February  Iti.  H'h'J. 
I  Fit   I)<H-.  02   lH<r_';  Filt-il,  F.-h.  ll*.  VM\2:  10    HI  am 


Executive  Order  10997 

ASSIGNING   EMERGENCY   PREPAREDNESS  FUNCTIONS  TO  THE 
SECRETARY   OF  THE   INTERIOR 

Bv  virtue  of  the  authority  veste<l  in  me  as  Tresident  of  <^>t' ^'"'|r^ 
Stat'es,  including  authority  vested  in  me  by  Reorganization  1  Ian  No. 
1  of  1958  (7-2  Stat.  1790),  it  is  hereby  ordered  as  follows: 

Srcriox  1  Srope.  The  Stvretary  of  the  Interior  (hereinafter  re- 
ferred to  as  the  Secretary)  shall  prepare  national  emergency  plans 
and  develop  preparedne.ss  programs  covering  (I)  elect  ric  power  ;(•-. ) 
petroleum  ami  gas;  (;i)  solid  fnels:  and  (4)  minerals  These  plans 
and  programs  shall  \>e  designed  to  provi.le  a  state  of  readiness  in 
the.se  resource  areas  with  resjx'ct  to  all  conditions  of  national  emer- 
gency, including  attack  upon  the  I'nited  States. 

Skc.  -2.  Defin}'fimi.<i.     As  used  in  this  order: 

(a)  The  term  "electric  power"  means  all  forms  of  electric  power 
and  energy,  including  the  generation,  transmi.ssion,  distribution,  and 
utilization  thereof. 

(b)  The  term  ''petroleum"*  means  crude  oil  and  .synthetic  liquid 
fuel,  their  pn)ducts,  and  asso<-iated  hydrocarbons,  including  pipelines 
for  their  movement  and  facilities  specially  de.sigued  for  their  storage. 

(<■)  The  term  ''gas"  means  natural  gas  (including  helium)  and 
manufactured  gas,  including  piindines  for  the  movement  and  facilities 
specially  designed  for  their  storage. 

(d)  The  term  ''solid  fuels"  means  all  forms  of  anthracite,  bitumi- 
nous, sub-bituminou.s,  and  lignitic  coals,  coke,  and  coal  chemicals 
produced  in  the  cx)ke  making  proce.ss. 

(e)  The  term  "minerals"  means  all  raw  materials  of  mineral  origin 
(except  petroleum,  gas,  solid  fuels,  and  source  materials  as  defined  in 
the  Atomic  Energy  Act  of  1954  as  amended)  obtained  by  mining  and 
like  operations  and  proce.s.sed  through  the  stages  specified  and  at  the 
facilities  designated  in  an  agreement  between  the  Secretary  of  the 


Interior  and  the  Secretary  of  Commerce  as  being  within  the  emergency 
preparedness  responsibilities  of  the  Secretary  of  the  Interior. 

Skc.  .3.  Bewurce  Fimotions.  With  respect  to  the  reeonroes  defined 
above,  the  SeCTetary  shall : 

(a)  Priorities  and  allocations.  Develop  systems  for  the  emergency 
application  of  priorilies  and  allocations  to  the  production  and  distri- 
bution of  assigned  resources. 

(b)  Requirements.  Periodically  assemble,  develop  as  appropriate, 
and  evaluate  requirements  for  power,  petroleum,  ^s  stnd  solid  fuels, 
taking  into  account  estimated  needs  for  military,  civilian,  and  foreign 
purposes!  Such  evaluation  shall  take  into  consideration  geographical 
distribution  of  requirements  under  emergency  conditions. 

(c)  Resources.  Periodically  assess  assi^ed  resources  available 
from  all  sources  in  order  to  estimate  availability  under  an  emergency 
situation,  analyze  resource  estimates  in  relation  to  estimated  require- 
ments in  order  to  identify  problem  areas,  and  develop  appropn^ 
recommendations  and  programs  including  those  necessary  for  the 
maintenance  of  an  adequate  mobilization  base.  Provide  data  and 
assistance  before  and  after  attack  for  national  resource  evaluation 
purposes  of  the  Office  of  Emergency  Planning. 

(d)  Claimancy.  Prepare  plans  to  claim  materials,  manpower, 
equipment,  supplies  and  services  needed  in  support  of  assigned  respon- 
sibilities and  other  essential  functions  of  the  Department  before  the 
appropriate  agency,  and  work  with  such  agencies  in  developing  pro- 
grams to  insure  availability  of  such  resources  in  an  emergency. 

(e)  Minerals  development.  Develop  programs  and  encourage  the 
exploration,  development  and  mining  of  strategic  and  critical  mmerals 
for  emei^ency  purposes. 

(f)  Production.  Provide  guidance  and  leadership  to  assigned  in- 
dustries in  the  development  of  plans  and  programs  to  insure  the  con- 
tinuity of  production  m  the  event  of  an  attack,  and  cooperate  with  the 
Department  of  Commerce  in  the  identification  and  rating  of  essential 
facilities. 

(g)  Stockpiles.  Assist  the  Offices  of  Emergency  Planning  in  form- 
ulating and  carrying  out  plans- and  proems  for  the  stockpiling  of 
strategic  and  critical  materials,  and  survival  items. 

(h)  Salvctge  and  rehabilitation.  Develop  plans  for  the  salvage  of 
stocks  and  rehabilitation  of  producing  f acihties  for  assigned  products 
after^ttack. 

— ti)  Economic  stahUieaiion.  Cooperate  with  the  Office  of  Emer- 
gency Planning  in  the  development  of  economic  stabilization  pobcies 
as  they  might  affect  the  power,  fuels  and  assigned  minerals  supply, 
production,  and  marketing  pro-ams,  and  the  conservation  of  es^ntial 
commodities  in  an  emergency,  mcluding  rationmg  of  power  and  fuel. 

( i)  Financial  aid.  Develop  plans  and  procedures  for  financial  and 
credit  assistance  to  producers,  processors,  and  distributors  who  might 
need  such  assistance  in  various  mobilization  conditions. 

Sec.  4.  Cooperation  with  Department  of  Defense.  In  consonance 
with  national  civil  defense  plans,  progr^tis  and  operations  of  the 
Department  of  Defense,  under  Executive  Order  No.  10952,  the  Secre- 
tary shall: 

(a)  F acuities  protection.  Provide  industry  protection  guidance 
material  adapted  to  needs  of  industries  concerned  with  assigned  prod- 
ucts, and  promote  a  national  program  to  stimulate  disaster  prepared- 
neS^and  «)ntrol  in  order  to  minimize  the  effects  of  overt  or  covert 
attack  and  mamtaiii  continuity  of  production  and  capacity  to  serve 
essential  users  in  an  emergency.  Guidance  shall  mclude  but  not  be 
limited  to:  organizing  and  training  facihty  personnel,  personnel 
shelters,  evacuation  plans,  records  protection,  continuity  of  manag^ 
ment,  emergencjr  repair,  deconcentration  or  dispersal  of  facilities,  and 
mutual  aid  associations  for  emergency. 

(b)  Chemicalyhiologioal  and  radiological  warfare.  TT^yideioT^e 
detection,  identification,  monitoring  and  reportmg  of  chemical,  bio- 
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logical  and  radiological  agents  at  selected  fiuilities  oiKMuted  or  con- 
trolled by  the  Department  of  the  Interior. 

(c)  Damage  aj<sesiwient.  Maintain  a  canability  to  assess  the  etTe<^ts 
of  attack  on  assigned  products,  pro<Iucing  facilities,  and  departmental 
installations  both  at  national  iiiid  Held  levels,  and  provide  data  to 
the  Department  of  Defense. 

Sec.  5.  Resenrck.  Within  the  fniiiu-work  of  Federal  res*'arch  ob- 
jectives, the  Secretary  shall  sujH'rvise  or  conduct  ivsearch  dirtntly 
concerned  with  carrying  out  emergency  pre|)are<lness  responsibilities, 
designate  representatives  for  necessary  ad  lux-  or  task  force  groui)s, 
and  provide  advice  and  assistance  to  other  agencies  in  planning  for 
research  in  areas  involving  the  Department's  interest. 

Skc.  0.  Fuiictuyiuil  Ouidarue'.  The  Stvretarv,  in  carrying  out  the 
functions  a.ssigned  in  this  order,  shall  Ix'  guided  by  the  following: 

(a)  Intfragenry  coo  pe  rut  ion.  The  Swretary  shall  assume  the  initi- 
ative in  developing  joint  plans  for  the  ccx^rdination  of  emergency  fuel, 
energy,  and  assigned  mineral  programs  of  those  departments  and 
agencies  which  have  the  responsibility  for  any  segment  of  such  activ- 
ities. He  shall  utilize  to  the  maxinmm  those  capabilities  of  other 
agencies  qualified  to  perform  or  assist  in  the  i)erformance  of  a.ssignwl 
functions  by  contractual  or  other  agreements. 

(  b)  Prexuiential  coord inat 'urn.  The  Director  of  the  Offiie  of  Emer- 
gency Planning  shall  advise  and  assist  the  President  in  determining 
{Kjlicy  for,  and  assist  him  in  c(X)r(iinating  the  performance  of  func- 
tions under  this  order  with  the  total  national  prepare<lness  program. 

(c)  Emerqei\ry  planniny.  Emergency  plans  and  nrogram.s,  and 
emergency  organization  structure  re<iuire<i  thereby,  shall  l)e  develope<l 
as  an  integral  part  of  the  continuing  activities  of  the  Dt^partment  of 
the  Interior  on  the  basis  that  it  will  have  the  res{>onsibility  for  carrying 
out  such  programs  during  an  emergency.  The  Secretary  shall  l»e  pre- 
pared to  implement  all  appropriate  plans  developed  under  this  order. 
MmlificAtions,  and  temporary  organizational  changes,  base<|  on  emer- 
gency conditions,  will  f)e  in  a.'cordance  with  policy  determination  by 
the  ['resident. 

Sk«-.  7.  Ewerqenry  .lrN/>/(.-<.  Nothing  in  this  order  shall  W  con- 
strued as  conferring  authority  under  Title  III  of  the  Federal  ('ivil 
Defense  Act  of  1950,  as  amende*!,  or  otherwi.se,  to  put  into  effect  any 
emergency  plan,  procedure,  policy,  program,  or  course  of  action  pre- 
pared or  develope<l  pursuant  to  this  order.  Such  authority  is  reserved 
to  the  President. 

Sec.  8.  Redelegation.  The  Secretary  is  hereby  authorized  to  redele- 
gate  ^^thin  the  I)epartment  of  the  Interior  the  functions  hereinalM)ve 
a.ssigne<l  to  him. 

Sec.  0.  I*riar  Artu/m.  To  the  extent  of  any  inconsistency  In't ween 
the  provisions  of  any  prior  order  anil  the  provisions  of  this  order, 
the  latter  shall  control.  Emergency  Prepare<hie.ss  Order  No.  7  (here- 
tofore issued  by  the  Director,  Office  of  Civil  and  Defense  .Mobiliza- 
tion)   CJf)  F.K.'6:>t)-6t)()),  is  liereby  revoked. 

John  F.  Ke.nnedy 

TiiK  White  ITorsE, 

Febnuiry  U>.  lUi]^. 

[KR.   Doc.  62   l«a3:   Fihil.    Ft-f.     11>.   l!r,2:    10:4«5  am) 


Executive  Order  10998 

ASSIGNING   EMERGENCY   PREPAREDNESS  FUNCTIONS  TO  THE 
SECRETARY  OF  AGRICULTURE 

By  virtue  of  the  authority  vastexl  in  me  lus  President  of  the  Tnited 
States,  including  authority  vested  in  me  by  Keorganizati(m  Plan  No.  1 
of  1958  (72  Stat.  1799),  it  i^  hereby  ordered  as  follows: 

Section  1.  l^ccype.  The  Secretary  of  Agriculture  (hereinafter  re- 
ferred to  as  the  Secretary)  shall  prei)are  national  emergency  plans 
and  develop  preparedness  programs  coxering:  F(mx1  resount-s,  farm 
e<iuipment,  fertilizer,  and  nxxl  resoui-ce  facilities,  as  ddined  Ik'Iow; 
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nirtil  fire  control ;  defense  against  biological  warfare,  chemical  war- 
fare, and  radiological  fallout  pertaining  to  agricultural  activities; 
and  rural  defense  information  and  education.  These  plans  and  pro- 
grams shall  be  designed  to  develop  a  stat«  of  readiness  m  these  areas 
with  respect  to  all  conditions  of  national  emergency,  including  attack 
upon  the  United  States. 

Sec.  2.  DefinUums.   As  used  in  this  order : 

(a)  "Food  resources"  means  all  commodities  and  pr()ducts,  simple, 
mixed  or  compound,  or  complements  to  such  commodities  or  products, 
that  are  capable  of  being  eaten  or  drunk,  by  either  human  beings  or 
animals,  irrespective  of  other  uses  to  which  such  commodities  or  protd- 
ucts  may  be  put,  at  all  stages  of  processing  from  the  raw  commodity 
to  the  products  thereof  in  vendible  form  for  human  or  animal  con- 
sumption. For  the  purposes  of  this  order  the  term  "food  r^urces 
shall  also  include  all  starches,  sugars,  vegetable  and  animal  fats  and 
oils,  cotton,  tobacco,  wool,  mohair,  hemp,  flax  fiber,  and  naval  stores, 
but  shall  not  include  any  such  material  after  it  loses  its  identity  as  an 
agricultural  commodity  or  agricultural  product. 

(b)  "Farm  equipment"  means  machinery,  equipment  and  repair 
parts  manufactured  primarily  for  use  on  farms  in  wnnection  with  the 
production  or  preparation  for  market  or  use  of  "food  resources. 

(c)  "Fertilizer"  means  any  product  or  combination  of  products 
for  plant  nutrition  in  form  for  distribution  to  the  users  thereof. 

(d)  "Food  resource  facilities"  means  plants,  machinery,  vehicles 
(including  on  farm)  and  other  facilities  for  the  production,  process- 
ing, distribution  and  storage  (including  cold  storage)  of  food  re- 
sources, and  for  domestic  distribution  of  farm  equipment  and  fertilizer. 

Sec.  3.  Food  Fwiction.  With  respect  to  food  resources,  food  re- 
source facilities,  farm  equipment,  and  fertilizer  the  Secretary  shaU: 

(a)  Resources.  Periodically  assess  assi^ed  resources  available 
from  all  sources  in  order  to  estimate  availability  under  an  emergency 
situation,  analyze  resource  estimates  in  relation  to  estimated  require- 
ments in  order  to  identify  problem  areas,  and  develop  appropriate 
recommendations  and  programs  including  those  neces^ry  for  the 
maintenance  of  an  adequate  mobilization  base  Provide  data  and 
assistance  before  and  after  attack  for  national  resource  evaluation 
purposes  of  the  Office  of  Emergency  Planning. 

(b)  Requirements.  Periodically  assemble,  develop  as  appropriate, 
and  evaluate  requirements  for  assigned  resources  and  service,  taking 
into  account  the  ^imated  needs  for  military,  civilian  and  foreign 
purposes.  Such  evaluationt^all  take  into  consideration  the  geograph- 
ical distribution  of  requirements  under  emergency  conditions. 

(c)  Priorities  and  allocations.  Develop  priorities,  allocations  and 
distribution  control  systems  and  related  plans  to  insure  that  avad- 
able  food  resources  are  properly  apportioned  among  and  distributed 
to  civilian,  military  and  foreign  claimants  m  an  emergency  and  de- 
velop priorities,  allocations  and  distribution  control  systems  and  re- 
lated plans  for  the  domestic  distribution  of  farm  equipment  and 
fertilizer. 

(d)  Production  and  processing.  Develop  control  systems  and  re- 
lated plans  including  control  of  use  of  facdities  designed  to  provide 
adequate  and  continuing  production,  processing  and  storage  of  es- 
sential food  resources  in  an  emergency. 

(e)  Salvage  and  rehahmtation.  Develop  plans  for  salvage  of 
food  resourSs  after  determination,  by  proper  authorities  havmg  the 
responsibility  for  this  function,  of  their  safety  for  human  or  animal 
conWiption  and  develop  plans  for  the  rehabilitation  of  food  resource 
facilities  after  attack. 

(f)  Economic  stahUizaiion.  Cooperate  with  the  Office  of  Emer- 
gency Planning  in  the  development  of  stabilization  polici^  as  they 
might  affect  agricultural  producti(5n.  processing,  distribution,  and 
storage,  and  in  the  development  of  policies  for  consumer  rationing  of 
food  resources. 
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(g)  Financial  aid.  Develop  plans  and  prcK-edures  for  financial  and 
credit  assistance  for  farmers  who  might  need  sucii  assistance  nnder 
various  mobilization  conditions,  and  prwwde  assistance  to  food  indus- 
tries in  obtaining  necessary  Hnancinj^  and  credit  in  an  emergency. 

Sec.  4.  Cooperation  with  Depantmetit  of  Defeiv<e.  In  consonance 
with  national  civil  defense  plans,  programs  and  operations  of  the 
Department  of  Defense,  nnder  Exi-ciitive  Order  No.  l()9r):2,  the  Secre- 
tary shall : 

(a)  Facilities  protection.  Provide  industry  protection  guidance 
materials  adapted  to  the  needs  of  assigned  food  resources  facilities  and 
promote  a  national  program  to  stimulate  disaster  prepare<lness  and 
control  in  order  to  minimize  the  effects  of  overt  or  covert  attack,  and 
to  maintain  continuity  of  production  and  capacity  to  serve  essential 
users  in  an  emergency.  Guidance  shall  include,  but  not  be  limited  to, 
organizing  and  training  facility  j)ersonnel,  i)ei-sonnel  shelter,  evacua- 
tion plans,  records  protection,  continuity  of  management,  emergency 
repair,  deconcentration  or  dispersal  of  facilities,  and  industrial  mutual 
aid  associations  for  an  emergency. 

(b)  Rural  fire  functions.  In  cooperation  with  Federal,  State  and 
local  agencies,  develop  plans  for  a  national  program  and  direct  activi- 
ties relating  to  the  prevention  and  control  of  fires  in  the  rural  areas 
of  the  United  States  caused  by  the  effects  of  enemy  attack. 

(c)  Biological^  chemical,  and  radiological  warfare  defeixAe  func- 
tions. Develop  plans  for  a  national  program,  direct  Federal  activi- 
ties, and  furnish  technical  guidance  to  State  and  local  authorities 
concerning  (1)  diagnosis  and  strengthening  of  defensive  barriers 
and  control  or  eradication  of  diseases,  pests,  or  chemicals  introduced 
as  agents  of  biological  or  chemical  warefare  against  animals,  crops 
or  products  thereof;  (2)  protective  measures,  treatment  and  handling 
of  livestock,  including  poultry,  agricultural  commodities  on  farms  or 
ranches,  agricultural  lands,  forest  lands,  and  water  for  agricultural 
purposes,  any  of  which  have  been  ex}X)sed  to  or  affected  by  radiation. 
Flans  shall  be  developed  for  a  national  program  and  direction  of  Fed- 
eral activities  to  assure  the  safety  and  wholesomeness  and  to  minimize 
loflBes  from  biological  and  chemical  warfare,  radiological  effects^nd 
other  emergency  hazards  of  livestock,  meat  and  meat  productsy-poJiiltry 
and  poultry  products  in  establisliments  under  the  continuous  inspec- 
tion of  the  TJ.S.  Department  of  Agriculture,  and  agricultural  com- 
modities anc^  products  owned  by  the  Commodity  Credit  Corporation 
or  by  the  Secretary. 

(d)  Rural  defense  information  and\^ education.  Conduct  a  rural 
defense  information  and  education  program  to  advise  farmers  tl^ 
they  will  have  a  responsibility  to  produce  food  of  the  kind  and  quantity 
needed  in  an  emergency  and  shall  work  with  farmers  and  others  in 
rural  areas  to  reduce  the  vulnerability  of  homes,  crops,  livestock,  and 
forests,  to  either  overt  or  covert  attack. 

(e)  Damage  assessment.  Maintain  a  capability  to  assess  the  effects 
of  attack  on  assigned  resource  areas  and  departmental  installations, 
both  at  national  and  field  levels,  and  provide  data  to  the  Department; 
of  Defense. 

Sec.  5.  Claimancy.  The  Secretary  shall  prepare  plans  to  claim 
materials,  manpower,  equipment,  supplies  and  services  which  would 
be  needed  to  carry  out  assigned  responsibilities  and  other  essential 
functions  of  the  Department  from  the  appropriate  agency  and  work 
with  such  agencies  in  developing  programs  to  insure  availability  of 
such  resources  in  an  emergency. 

Sec.  6.  Stockpiles.  The  Secretary  shall  assist  the  Office  of  Emer- 
gency Planning  in  formulating  and  carrying  out  plans  for  stockpiling 
strategic  and  critical  materials.  In  the  adniinistration  of  Commodity 
Credit  Corporation  inventories  of  food  resources  he  shall  take  all 
possible  measures  to  assure  the  availability  of  such  inventories  when 
and  where  needed  in  an  emergency.  The  Secretary  shall  also  develop 
plans  and  procedures  for  the  proper  utilization  of  agriculture  items 
stockpiled  lor  survival  purposes. 

Sac.  7.  NcUional  Program  Guidance.  The  Secretary  shall  provide 
technical  guidance  to  State  and  local  governments  to  the  end  that  all 
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nlaihiing  concerned  with  functions  assigned  herein  will  be  effectively 
coordinated.  He  shall  also  maintain  relations  with  the  appropriate 
industries  to  foster  mutual  understanding  of  Federal  emergency  plans. 

Sbc.  8.  Research.  Within  the  framework  of  over-all  Federal  re- 
search objectives,  the  Secretary  shall  supervise  or  conduct  research 
directly  concerned  with  carrying  out  emergency  preparedness  respon- 
sibilities, designate  representatives  for  necessary  ad  hoc  or  task  force 
croups,  and  provide  advice  and  assistance  to  other  agencies  m  planning 
for  research  in  areas  irvolving  the  interests  of  the  Department  of 
Agriculture. 

Sec.  9.  Functional  Guidance.  The  Secretary,  in  carryi^ng  out  the 
functions  assigned  in  this  order,  shall  be  guided  by  the  following : 

(a)  Interagency  cooperation.  The  Secretary  shall  assume  the  initi- 
ative in  developing  joint  plans  for  the  coordination  of  emergency  food 
resources  of  those  departments  and  agencies  which  have  the  respon- 
sibiUty  for  any  segment  of  such  activities.  He  shair  utilize  to  the 
maximum  those  capabilities  of  other  agencies  qualified  to  perform 
or  assist  in  the  performance  of  assigned  functions  by  contractual  or 
other  agreements. 

(b)  Presidential  coordination.  The  Director  of  the  Office  of  Emer- 
gency Planning  shall  advise  and  assist  the  President  in  determining 
policy  for,  and  assist  him  in  coordinating  the  performance  of  functions 
under  this  order  with  the  total  national  preparedness  program. 

(c)  Emergency  planning.  Emergency  plans  and  Programs,  and 
emergency  organization  structure  required  thereby,  shall  be  developed 
as  an  integral  part  of  the  continuing  activities  of  the  Department  of 
Agriculture  on  the  basis  that  it  will  have  the  responsibility  for  canr- 
ing  out  such  programs  during  an  emergency.  The  Secretary  shall  be 
prepared  to  unplement  all  appropriate  plans  developed  under  this 
order.  Modifications  and  temporary  organizational  changes,  based  on 
emergency  conditions,  will  be  in  accordance  with  policy  determination 
by  the  President. 

Sec.  10.  Emergency  Actions.  Nothing  in  this  order  shall  be  con- 
strued as  conferring  authority  under  Title  III  of  the  Federal  Cml 
Defense  Act  of  1960,  as  amended,  or^otherwise,  to  put  mto  effect  any 
emergency  plan,  procedure,  policy,  prograni,  or  course  of  action  pre- 
pared or  develop^  pureuant  to  this  order.  Such  authority  is  reserved 
to  the  President 

Sec  11.  RedeUgation.  The  Secretary  is  hereby  authorized  to  re- 
delegate  within  the  Department  of  Agriculture  the  functions  herein- 
above assigned  to  him. 

Sec.  12.  Prior  Actions.  To  the  extent  of  any  inconsistency  ^tween 
the  provisions  of  any  prior  order  and  the  provisions  of  this  order,  Oie 
latter  shaU  control.  Emergency  PrepareSn^  Order  No.  1  (hereto- 
fore issued  by  the  Director,  Office  of  Civil  and  Defense  Mobilization) 
(26F.R.651^52),isherebyrevoked.  Johk  F.  Kenxedt 

The  WHrrB  House, 

February  16, 1962. 
[P.R.  Doc.  e2-18(H;  Filed.  Feb.  19,  1962;  10:46  a.m.] 


Executive  Order  10999 

ASSIGNING  EMERGENCY  PREPAREDNESS  FUNCTIONS  TO  THE 

SECRETARY  OF  COMMERCE 

U  virtue  of  the  authority  vested  in  me  as  President  of  the  United 
States,  including  authority  vested  m  me  by  ^f  rg«f^*^^^  ^^"^ 
No.  1  of  1968  (72  Stat  1799),  it  is  hereby  ordered  as  follows. 

Section  1.  Scope.  The  Secretary  of  Commerce  (hereinaft^  re- 
ferred to  as  the  Secretary)  shall  prepare  national  emergency  plans 
and  develop  preparedness  programs  covermg: 

(a)  Development  and  coordination  of  over-all  policies  plans,  and 
procedures  for  the  provision  of  a  centralized  control  of  all  modes  of 
transportation  in  f^  emergency  for  the  P«T«^%\«*  P«^,^;*^,^ 
freight  traffic  of  all  types,  and  the  determmation  of  the  proper  appor- 
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tioninent  and  allocation  of  the  total  civil  transi^rtation  capacity,  or 
any  i>ortion  thereof,  to  meet  over  all  essential  civil  and  inilitai^  needs. 

(b)  Federal  emergency  oi)erati()nal  responsibilities  with  respect  to: 
hicrhways,  roads,  streets,  hrid^'as,  tunnels,  and  appurtenances;  hiph- 
w^y  traffic  relation;  all(K:ition  of  air  carrier  aircraft  for  essential 
military  and  civilian  operations;  ships  in  coastal  and  intercoastal  use 
and  oc-ean  shipping,  ports  and  port  facilities;  and  the  Saint  Lawrence 
Seaway  ;  except  those  elements  of  cich  nonnally  oixMated  or  controlled 
by  the  Department  of  Defense. 

(c)  The  producton  and  distrihutioM  <.f  all  materials,  the  use  of 
all  prcxluction  facilitit^,  the  contn.l  of  all  construction  materials,  and 
the  furnishinfj  of  basic  indu.strial  services  except  the  following': 

(1)  Production  and  distribution  of  and  use  of  facilities  for  petro- 
leum, solid  fuels,  pas,  and  electric  power; 

(■2)  Production,  pro<-essin<i;,  di-t  ribuf  ion  an.l  stora<;e  of  foo<l  re- 
sources and  the  use  of  f(H><l  msonnc  facilifie.s  for  >uch  produ.t ion, 
pr(K-e.^sing,  distribution,  and  storai;*' ; 

(.'5)    Domestic  distribution  of  farm  equipment   and  fertilizer; 
(4)    l-se  of  communications  services  and    facilities,  iiousinj;,  and 
lodging  facilities,  and  health  and  welfare  facilities; 

(;-.)  Pro<iuction,  and  related  distribution,  of  minerals  defined  as  all 
raw  materials  of  mineral  origin  (e.x.ept  petroleum,  ga.s  solid  fuels, 
and  source  materials  as  define*!  in  the  Atomic  Knergy  Act  of  l.).>4, 
as  amended)  obtaine<i  bv  mining  and  like  operations  and  processed 
throutrh  the  stages  specltie<l,  and  at  the  facilities  designated  in  an 
agreement  l>etween  the  Se<-retary  of  Commerce  and  the  Secretary  of 
the  Interior  as  being  within  the  emergency  preparedness  ivsponsibil^ 
ities  of  the  S*'cretarv  of  the  Interior,  and  the  con.stniction  and  use  of 
facilities  designated  as  within  llie  lopoiisibilit ies  of  tlie  Secretary 
of  tlie  Interior;    . 

(♦•))  Di.stribution  of  if»'ms  in  tlie  >uppl\  sv-tems  of,  or  controlled 
by  the  I)ei)artment  of  DeftMis*-  mihI  tlit-  Atomic  Knergy  Commission, 
and  V 

(7)    Con.struction  and  u>e  of  cnil   aviation    facilities.      >) 
(d)    Fallout  forecasting  bas«'d  on  ciiirent  weather  data. 
(». )    Collection  and  reporting  «.f  cfiisiis  tlala  for  emergency-  planning 
purposes.  '^ 

The.se  plans  and  programs  >hall  In-  designe<l  to  develop  a  state  of 
readiness  in  those  areas  with  respe<-t  to  all  degrees  of  national  emer- 
gency, including  attack  upon  the  I'liited  States. 

Skc.  2.  T ran* port at'ion  Phinnnuj  *//»//  ("ooni'nuit'um  Function.  The 
Se<retary  shall  develop  long  range  programs  (Unsigned  to  integrate 
the  mobilization  requirements  for  movement  of  all  forms  of  commerce 
with  all  forms  of  national  and  international  tran.sportation  systems 
iiK-luding  air,  ground,  water,  ami  pipelines,  in  an  emergency:  more 
particularly  he  shall : 

(a)  lit'ioiircts  and  ie<i<i'in  mt  i.t^.  Obtain,  as.>^eml)le,  analyze,  nnd 
evahiate  data  on  the  reipiirements  of  all  claimants  for  all  tyix's  of 
civil  tran.sportation  to  meet  the  needs  of  the  military  and  of  the  civil 
economv.  Consolidate,  evaluate,  and  interpret  both  current  and 
proje<te<i  resources  and  requirements  data  develojH'd  by  all  Federal 
agencies  concerne<l  with  moving  passengers  or  cargo  by  all  modes  of 
tran.sportation  for  the  purpose  of  initiating  actions  designed  to  stimu- 
late government  and  industry  actions  to  improve  the  jxMicetime  struc- 
ture of  the  transportation  system  for  use  in  an  emergency. 

(b)  Economic  project ianM.  Conduct  a  continuing  analysis  of  trans- 
portation problems  and  facilities  in  relation  to  long-range  economic 
projections  for  the  purpose  of  recommending  incentive  and/or  regu- 
latory programs  designed  to  bring  all  modes  of  transportation  in 
balance  with  each  other,  with  current  economic  conditions,  projected 
peacetime  conditions,  and  with  emergency  conditions. 

(c)  Passenger  and  cargo  movement.  Develop  plans  and  procedures 
which  would  provide  for  the  central  collection  and  analysis  of  pas- 
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sencer  and  cargo  movemeni  demands  of  both  shipper  and  user  agencies 
as  they  relate  to  the  capabilities  of  various  transport  modes  in  exis- 
tence at  the  time,  control  or  delegate  control  of  the  priority  of  move- 
ment of  passengers  and  cargo  for  all  modes  of  transportation  by  mwle 
or  within  a  mode  and  devd^op  policies, -standards  and  procedures  for 
emero-ency  enforcement  of  controls  through  the  use  of  means  such  as 
education,  incentives,  embargoes,  permits,  sanctions,  claimancy  poli- 
cies, etc. 

( d )  Emergency  transportation  functions.  In  consonance  with  plans 
developed  by  other  agencies  assigned  operational  responsibilities  m 
the  transportation  program,  develop  plans  for  and  be  prepared  to 
provide  the  administrative  facilities  for  perf ormmg  emergency  trans- 
portation functions  when  required  by  the  President. 

Sec.  3.  Transportation  Operations  Planning  Functions.  The  Sec- 
retary shall  develop  plans  and  procedures  in  consonance  with  inter- 
national treaties  and  in  cooperation  with  other  Federal  agencies,  the 
States  and  their  political  subdivisions  to: 

(a)  Highways  and  streets.  Adapt  and  develop  highway  and  street 
systems  to  meet  emergency  requirements  and  provide  procedures  for 
their  repair,  restoration,  improvement,  revision  and  use  as  an  mtegral 
part  of  the  transportation  system  in  an  emergency. 

(b)  Ocean  ship^nq  and  ports.  To  plan  for  the  operation  and  con- 
t  rol  of  Federal  activities  concerned  with : 

( 1 )  Shipping  aUocation.  Allocation  of  merchant  shipping  to  meet 
the  national  requirements  including  those  for  military,  foreign  assist- 
ance, and  emergency  procurement  programs,  and  those  essential  to  the 
civilian  economy.  The  term  "mercliant  shipping"  and  the  term  'ocean 
shipping"  as  used  herein  include  all  coastwise  and  intercoastal,  and 
Great  likes  shipping  except  that  solely  engaged  m  the  transportation 
of  passenger  and  cargo  between  United  States  ports. 

(2)  Ship  acquisition.  Provision  of  ships  for  ocean  shipping  by 
purchase,  charter,  or  requisition,  by  breakout  from  the  national  defense 
reserve  fleet,  and  by  construction. 

(3)  Operations.  Operation  of  ocean  shipping  directly  or  indirectly. 

(4)  Traffic  control.  Provision  for  the  control  of  traffic  through  pwt 
area6  to  assure  an  orderly  and  continuous  flow  of  such  traffic.  The 
term  "port  area(s)"  as  used  herein  includes  any  zone  contiguous  to  or 
associated  m  the  traffic  network  of  an  ocean  or  Great  Lakes  port,  or 
outport  location,  includmg  beach  loading  sites,  within  which  facilities 
exist  for  the  transshipment  of  persons  and  property  between  domestic 
carriers  and  carriers  engaged  in  coastal,  intercoastal,  and  overseas 
transportation. 

(5)  Traffic  priority.  Administration  of  priorities  for  the  move- 
ment of  traffic  through  port  areas. 

(6)  PoH  aUocation.  Allocation  of  available  ports  and  port  facili- 
ties to  meet  the  needs  of  the  Nation  and  our  allies,  Thetenn  port 
facilities"  as  used  herein  includes  all  port  faciliti^  (mcludmg  the 
Great  Lakes),  port  equipment  including  harbor  craft,  and  port  serv- 
ices normaUy  used  in  accomplishing  the  transfer  or  interchange  of 
cargo  and  passengers  between  ocean-going  vessels  and  other  media 
of  transportation  or  in  connection  therewith. 

(7)  SuppoH  activities.  Performance  of  supporting  activities 
needed  to  carry  out  the  above  functions,  such  as :  ascertaining  national 
requirements  for  ocean  shipping  including  those  for  military  and  other 
Federal  procrams^nd  those  essential  to  the  civilian  economy ;  mainte- 
nance, repai?,  and  arming  of  ships;  recruitment,  training,  and  assign- 
ment of  officers  and  seamen;  procurement,  warehousing,  and  issuance 
of  ships'  stores,  supplies,  equipment,  and  spare  parts;  ^P^^vision  of 
stevedoring  and  buntering;  management  of  terminals,  shipyards,  wid 
other  facilities;  and  maintenance,  restoration,  and  provision  of  port 
facilities. 

(c)  Air  carrier  civU  air  transportation.  Develop  plans  for  a  na- 
tional program  to  utilize  the  air  carrier  civil  air  transportation  capac- 
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ity  and  equipment,  both  domestically  and  iifternationally,  in  a  national 
emergency,  particularly  in  the  following  areas  concerned  with: 

(1)  Requirements.  Obtaining  from  the  Department  of  Defense, 
Civil  Aeronautics  Hoard,  or  otJier  agencies  and  analyzing  require- 
ments for  the  services  of  air  carrier  aircraft  for  essential  military  and 
civilian  use. 

(2)  Allocation.  Allocjition  of  air  carrier  aircraft  to  in»'et  the  needs 
of  the  Department  of  iX^fense  for  military  operations  and  the  Civil 
Aeronautics  Hoard  for  essential  civilian  needs. 

Skc.  4.  Production  Funrtion-s.  Within  the  areas  designattMl  in  sec- 
tion 1  (c)  hereof,  the  Secretary  shall : 

(a)  Requirements.  Perio<lically  jussemble,  develop  as  appronriate, 
and  evaluate  estimated  re<]uirenients  for  assigned  re^sources  and  serv- 
ices taking  into  account  the  estimated  needs  for  military,  civilian, 
and  foreign  purposes.  Such  evaluatiim  shall  take  into  consideration 
geographical  distribution  of  requirements  in  an  emergency. 

(b)  Re.<iourres.  Perimlically  assess  a.ssigne*!  re.sources  available 
from  all  sources  in  order  to  est'imate  availability  under  an  emergency 
situation,  analyze  resource  estimates  in  relation  to  estimated  require- 
ments in  order  to  identify  problem  ai-eas,  and  develop  appropriate 
recommendations  and  programs  including  those  ne<-es.sary  for  the 
maintenance  of  an  adeouate  mobilization  base.  Provide  data  and 
assistance  before  and  after  attack  for  national  resource  evaluation 
purjMxses  of  the  Office  of  Emergency  Planning. 

(c)  Priorities  and  aIIornfion.'<.  Develop  priorities,  all<H'ation,  pro- 
duction, and  distribution  control  systems,  including  provisions  for 
other  Federal  departments  and  agt-ncies,  as  appropriate,  to  serve  as 
allotting  agents  for  materials  matle  available  under  such  systems  for 
construction  and  o{>eration  of  facilities  iussigned  to  them. 

(d)  AV'/'  ron.>itrnrti-fyn.  Develop  prrx^ediires  by  which  new  pro(luo- 
tion  facility  construction  pr()jM)sals  will  l)e  reviewe<l  for  appropriate 
location  in  the  light  of  such  anvi  factoi-s  as  lo<'atioiuil  security,  avail- 
ability of  lal)or,  water,  housing,  and  other  requirements. 

(e)  Industry  evaluation.  Identify  and  rate  those  prcxlucts  and 
services,  and  their  producing  or  su[)porting  facilities,  which  are  of 
exceptional  importance  to  mobilization  readiness,  national  defense,  or 
post -attack  survival  and  recovery. 

(f)  Produrtion  rapahility.  Analyze  p<Mential  effects  of  attack  on 
actual  production  capability,  taking  into  account  the  entire  production 
complex  including  shortages  of  resources,  and  conduct  studiee  as  a 
basis  for  recommending  pre-attack  measures  that  would  strengthen 
caj)abilities  for  jx)st-attack  prmluction. 

(g)  Stockf/des.  Assist  the  Office  of  Emergency  Planning  in  forrnu- 
lating  and  carrying  out  plans  for  sto<-kpiling  of  strategic  and  critical 
materials,  and  essential  survival  items. 

(h)  KsHentinl  nctiritics.  Maintain  li.sts  of  activities  es.s*Mitial  to 
defen.se  pro<luction  and  to  niininnim  re<piirements  of  the  civilian 
e<-onomy,  .such  lists  to  be  us«'d  in  conjunction  with  li.sts  of  critical 
occupations. 

(i)  Financial  aid.  T>velop  plans  and  pro<vdures  for  financial  aids 
and  incenti^ies,  including  credit  a.ssistance  to  producers,  nrm^essors, 
and  di.stributors  of  those  industries  included  in  section  1(c)  here/)f, 
who  might  need  such  assistance  in  various  mobilization  conditions, 
particularly  those  resulting  from  attack. 

(j)  Salrage  and  rehabilifnfion.  Develop  plans  for  the  salvage  of 
stocks  and  rehabilitiation  of  as.'^igned  products  and  facilities  after 
attack. 

Sfx'.  5.  Fconomic  StnbUiz<iti4m.  The  Secretary  shall  cooperate  with 
the  Office  of  Emergency  Planning  in  the  development  of  suitable  eco- 
nomic stabilization  measures  providing  continuing  guidance  to  the 
States,  their  political  sulxlivisons,  manufacturers,  processors,  and 
the  pubic  on  the  use  and  conservation  of  essential  commo<lities  in  an 
emergency  including  rationing. 
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Sec.  6.  Cooperation  vnih  Department  of  Defence.  In  consonance 
with  national  civil  defense  plans,  programs,  and  operations  of  the 
Department  of  Defense  under  Executive  Order  No.  10952,  the  becre- 
tary  shall : 

(a)  F acuities  protection.  Provide  industry  protection  guidance 
materials  adapted  to  the  needs  of  assigned  facUities  and  promote  a 
national  program  to  stimulate  disaster  preparedness  and  control  m 
order  to  minimize  the  effects  of  overt  or  covert  attack,  and  to  maintam 
continuity  of  production  and  capacity  to  serve  essential  users  m  an 
emergency.  GKddance  shall  include,  but  not  be  limited  to,  organizing 
and  training  facility  personnel,  personnel  shelter,  evacuation  plans, 
records  protection,  continuity  of  management,  emergency  repair,  de- 
concentration  or  dispersal  of  critical  facilities,  and  mdustrial  mutual 
aid  associations  for  emergency. 

(b)  Public  roads  control.  Develop  plans  for  a  national  program, 
in  cwperation  with  all  Federal,  State  and  local  government  unit^ 
or  other  agencies  concerned,  for  technical  guidance  to  btates  and 
direction  of  Federal  activities  relating  to  highway  traffic  control  prob- 
lems  which  may  be  created  during  an  eniergency;  and  plans  for 
barricading  and/or  marking  streets  and  highways,  jeadmg  mto  or 
out  of  restricted  fallout  areas,  for  the  protection  of  the  public  by 
external  containment  of  traffic  through  hazardous  areas. 

(c)  Weather  function."  Prepare  and  issue  currently,  as  weU  as  in 
an  emergency,  forecasts  and  estimates  of  areas  likely  to  be  covered 
by  fallout  in  event  of  attack  and  make  this  information  available  to 
the  Federal,  State,  and  local  authorities  for  public  dissemination. 

(d)  Monitorvng.  Provide  for  the  detection,  identification,  moni- 
toring, and  reporting  of  chemical,  biological  and  radiological  agents 
at  f  aSlities  operated  or  controlled  by  the  Department  of  Commerce. 

(e)  Damage  assessment.  Maintain  a  capabUity  to  a^ess  the  effects 
of  attack  on  assigned  resource  areas  and  departmental  installations, 
both  at  national  and  field  levels,  and  provide  data  to  the  Department 
of  Defense. 

Sec.  7.  Claimancy.  The  Secretary  shall  prepare  plans  to  claim 
supporting  materials,  manpower,  equipment,  supplies  and  services 
which  would  be  needed  to  carry  out  assigned  responsibilities  and  other 
essential  functions  of  the  Department  from  the  appropriate  agency  and 
shall  work  with  such  agencies  in  developing  programs  to  insure  avail- 
ability of  such  resources  in  an  emergency. 

SEa  8.  Cengua  Data.  The  Secretary  shall  provide  for  the  coUec- 
tion  and  reporting  of  census  information  on  the  status  of  human  and 
economic  resources  including  population,  housing,  agriculture,  manu- 
facture, mineral  industries,  busmess,  transportation,  foreign  trade, 
construction,  and  governments,  as  required  for  emergency  planning 
purposes.  i 

Sec.  9.  Research.  Within  the  framework  of  Federal  research 
objectives,  the  Secretary  shaU  supervise  or  conduct  research  m  areas 
directly ^ncemed  with  carrying  out  his  emergency  preparedne^ 
responsibilities,  designate  representatives  for  necessary  ad  hoc  or  task 
for^  groups,  and  provide  advice  and  assistance  to  other  agencies  in 
planning  for  research  in  areas  involving  the  Department's  interest. 

Sec.  10.  Functional  Guidance.  The  Secretary,  in  carrying  out  the 
functions  assigned  in  this  order,  shall  be  guided  by  tiie  following: 

(a)  Interagency  cooperation.  The  Secretary  shall  assume  the  in- 
itiative in  developmg  joint  plans  for  the  coordination  of  transporta- 
tion and  production  programs  which  involve  other  departments  and 
agencies  which  have  responsibilities  for  any  se^ent  of  such  activities. 
He  shall  utilize  to  the  maximum  those  capabilities  of  other  agencies 
qualified  to  perform  or  assist  m  the  performance  of  assigned  functions 
by  contractual  or  other  agreements. 

(b)  Presidential  coordination.  Tlie  Director  of  the  Office  of  Emer- 
gency Planning  shall  advise  and  assist  the  President  m  determming 
policy  for,  and  assist  him  in,  coordinating  the  performance  of  func- 
tions under  this  order  with  the  total  national  preparedness  program. 
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(c)  Emergency  planning.  Emergency,  nlans  and  i)ro<;ranis,  and 
emergency  organization  structure  required  thereby,  shall  l)e  develoi)ed 
as  an  integralpart  of  the  continuing  activities  of  tlie  Denartnumt  o" 
Commerce  on  tne  basis  that  it  will  have  the  rewponsibility  for  carrying 


f 

out  such  programs  during  an  emergency.  The  Se<Tetary  shall  l>e  pre- 
pared to  implement  all  appropriate  plans  (leveloj)e<l  under  this  order. 
Modifications  and  temporary  organizational  changes,  hixstsX  on  emer- 
gency condition.s,  will  oe  in  accordance  with  policy  determination  by 
the  President. 

Sec.  11.  Emergency  Actwtui.  Nothing  in  this  order  shall  be  con- 
strued as  conferring  authority  under  Title  III  of  the  Federal  Civil 
Defense  Act  of  1950,  as  amended,  or  otherwise,  to  put  into  etTect  any 
emergency  plan,  procedure,  poliiy,  program,  or  course  of  action  pre- 
pared or  developed  pursuant  to  this  ordci-.  Such  autliority  is  reserve<i 
to  the  President. 

Skc.  12.  Redelegation.  The  Secretary  is  hereby  authorized  to  re- 
delegate  within  the  Department  of  Connnerce  the  f mictions  herein- 
above assigned  to  him. 

Sec.  13.  Prior  Actions.  To  the  extent  of  any  inconsistency  l)etween 
the  provisions  of  any  prior  order  and  the  provisions  of  this  order,  the 
latter  shall  control.  Emergency  Preparedness  Order  No.  2  (hereto- 
fore issued  by  the  Director,  Office  of  Civil  and  Defense  Mobilization) 
(26  F.R.  65.V654),  is  hereby  revoked. 

Jt>nv  F.  Kennedy 
The  White  House, 

February  16,  lf)(!2. 

[F.R.  Doc.  62-1805;   File<l.   Feh    10,    UH>-J ;   10:47  u.m.l 


Executive  Order  11000 

ASSIGNING  EMERGENCY   PREPAREDNESS  FUNCTIONS  TO  THE 

SECRETARY  OF  LABOR 

By  virtue  of  the  authority  veste<l  in  me  as  President  of  the  United 
States,  including  authority  vested  in  me  by  Reorganization  Plan  No. 
1  of  1958  (72  Stat  1799),  it  is  hereby  ordered  as  follows: 

Section  1.  Scope.  The  Secretiuy  of  r^abor  (hereinafter  referred 
to  as  the  Secretary)  shall  prepare  national  emergency  plans  and  de- 
velop preparedness  programs  covering  civilian  manpower  mobiliza- 
tion, more  effective  utilization  of  limited  manjwwer  resourceij 
including  specialized  personnel,  wage  and  salary  stabilization,  worker 
incentives  and  protection,  manpower  resources  and  requirements,  skill 
development  and  training,  research,  labor-management  relations,  and 
critical  occupations.  These  plans  and  programs  shall  l)e  designed 
to  develop  a  state  of  readiness  in  these  areas  with  respect  to  all  condi- 
tions of  national  emergency,  including  attack  upon  the  United  States. 

Sec.  2.    Functions.    The  Secretary  shall : 

(a)  Civilian  manpower  mobilization.  Develop  plans  and  issue 
guidance  designed  to  utilize  to  the  maximum  extent  civilian  manpower 
resources,  such  plans  and  guidance  to  l)e  developed  with  the  active 
participation  and  assistance  of  the  States  and  local  political  sub- 
divisions thereof,  and  of  other  organizations  and  agencies  concerned 
with  the  mobilization  of  the  i)eople  of  the  United  States.  Such  [)lans 
shall  include,  but  not  necessarily  oe  limited  to : 

(1)  Manpower  management.  Recruitment,  selection  and  referral, 
training,  employment  stabilization  (including  apjx'als  procedure's), 
proper  utilization,  and  determination  of  the  skill  categories  critical 
to  meeting  the  labor  requirements  of  defense  and  essential  civilian 
activities. 

(2)  Priorities.  Procedures  for  translating  survival  and  prfxluction 
urgencies  into  manpower  priorities  to  Ih'  us«'d  as  guides  for  allocating 
available  workers. 

(3)  National  guidance.  Technical  guidance  to  States  for  the  utili- 
zation of  the  nationwide  system  of  public  employment  offices  and 
other  appropriate  agencies  for  .s<-n'ening,  recruiting,  and  referring 
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workers,  and  for  other  apiwropriate  activities  to  meet  mobilization  and 
civil  defense  needs  in  eac£  community. 

(4)  Improving  mofnUBoHon  lose.  Programs  for  more  effective 
utilization  of  limited  manpowet-  resources,  and  in  cooperation  with 
other  appropriate  agencies,  programs  for  recruitment,  trainmg,  allo- 
cation, and  utilization  of  persons  possessing  specialized  competence 
or  aptitude  in  acquiring  sucn  competence. 

(b)  Wage  and  salary  stabilization.  Develop  plans  and  procedures 
for  wage  and  salary  stabilization  and  for  the  national  and  field  organi- 
zation necessary  for  the  administration  of  such  a  program  m  an  emer- 
gency, including  investigation,  compliance  and  appeals  procedures; 
statistical  studies  of  wages,  salaries  and  prices  for  policy  decisions  and 
to  assist  operating  stabilization  agencies  to  carry  out  their  functions. 

(c)  Worker  incentives  and  protection.  Develop  plans  and  proce- 
dures for  wage  and  salarv  compensation  and  death  and  disability  com- 
ijensation  for  authorized  civil  defense  workers  and,  as  appropnate, 
measures  for  unemployment  payments,  re-employment  rights,  and  oc- 
cupational safety,  and  other  protection  and  incentives  for  the  civilian 
labor  force  during  an  emwgjMicy. 

(d)  Resources.  Periodically  assess  manpower  resources  in  toUl, 
by  specific  skills  categories  and  occupations,  and  by  geographical 
locations,  in  order  to  estimate  availabifity  under  an  emergency  situa- 
tion, analyze  resource  estimates  m  relation  to  estimated  requirements 
in  order  to  identify  problem  areas,  and  develop  appropnate  recom- 
mendations and  programa  Provide  data  and  assistance  before  and 
after  attack  for  national  resoui:ce  evalution  purposes  of  the  Office  of 
Emergency  Planning. 

(e)  Requirements.  Develop,  in  coordmation  with  manpower-usmg 
agencies,  plans,  procedures  and  standards  for  presenting  claims  for 
civilian  manpower;  periodically  obtain  and  analyze  or  make  esti- 
mates of  requirements  for  manpower,  in  total  and  by  specifac  skill 
categories  and  occupations  currently  and  for  any  emergency,  takmg 
into  account  the  estimates  of  needs  for  military  and  civihan  purposes ; 
and  advise  other  agencies  on  the  manpower  implications  of  alternative 
program  decisions.  Such  evaluation  shall  take  into  consideration  the 
geographical  distribution  of  requirements  under  emergency  conditions. 

(f)  Glaimaney.  Prepare  plans  to  claim  materials,  equipment,  sup- 
plies and  services  needed  in  support  of  assigned  responsibihties  and 
other  essential  functions  of  the  Department  from  appropriate  agen- 
cies, and  work  with  such  agencies  m  developing  programs  to  insure 
the  availability  of  such  resources  in  an  emergency. 

I  (g)  SkiU  development  and  training.  Initiate  current  action  pro- 
grams to  overcome  or  offset'present  or  anticipated  manpower  deficien- 
cies including  those  identified  as  a  result  of  resources  and  requirements 
sthdies. 


Nor-as- 


T  (h)  Labor-management  relations.  Develop,  after  consultation  with 
the  Department  of  Commerce,  the  Department  of  Defense,  the  Na- 
tional tabor  Relations  Board,  the  Federal  Mediation  and  Concilia- 
tion Service,  the  National  Mediation  Board,  and  other  appropnate 
agencies  and  groups  including  representatives  of  labor  and  mana^- 
nient,  plans  and  procedures  including  organization  plans  for  the  mam- 
tenant  of  effective  labor-management  relations  dunng  a  national 
emergency.  ' 

t  (i)  Damage  assessment.  Maintain  a  capability  to  assess  the  effects 
of  attack  upon  manpower  resources,  departmental  installations,  and 
State  Employment  Security  agencies,  both  at  national  and  field  levels, 
and  provide  data  to  the  Department  of  Defense. 
'  (j)  Critical  occupations.  Develop  and  maintain  a  list  of  critical 
occupations  for  use,  when  appropriate  with  lists  of  essential  W5tivi- 
ties  as  developed  by  the  Department  of  Commerce.  With  the  becre- 
tarv  of  Defense,  the  Director  of  Selective  Service  Sj^tem,  and  such 
other  persons  as  the  President  may  designate,  the  Secretary  shall 
develop  policies  applicable  to  the  deferment  of  registrants  whose  em- 
ployment m  occupations  or  activities  is  necessary  to  the  maintenance 
of  the  national  health,  safety,  or  interest. 
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Sec.  3.  Research.  Witliin  tl»e  framework  of  Federal  rescArch  ob- 
jectivevS,  sui)ervise  or  conduct  rc^arch  directly  concerned  with  carry- 
ing out  emergency  preparedness  responsibilities,  desipiate  represent- 
atives for  necessary  aci  hoc  or  tusk  force  gioui)s,  and  provide  advice 
and  assistance  to  other  agencies  in  planning  for  research  in  areas 
involving  the  Department's  interest. 

Sec.  4.  Fun/tunuil  (iyiidaiue.  The  S»N-retary,  in  carrying  out  the 
functions  assigned  in  this  onler,  shall  be  guided  by  the  following: 

(a)  Itxtfragency  coo  ft' rat  ion.  The  Svretary  shall  assume  the 
initiative  in  developing  over-all  civilian  nuun>ower  mobilization  pro- 
grams and  in  coordinating  the  j)roirrams  of  other  departments  and 
agencies  which  have  responsibility  for  any  segment  of  mich  activities. 
He  shall  utilize  to  the  maximum'those  capabilities  of  otlier  agencies 
qualified  to  {)erform  or  assist  in  the  performance  of  assimied  functions 
by  contractual  or  other  agreements.  Such  programs  shall  be  in  con- 
sonance with  national  civil  defense  plans,  projjrams  and  o[K^rations  of 
the  Department  of  IX'fense  under  Kxwutive  Order  No.  lu'J.VJ. 

(b)  PreJtid^'ntid  roonlhuit'u>Tu  The  Director  of  the  Oflice  of  Emer- 
gency Planning  shall  advise  aiul  assist  the  President  in  determining 
policy  for,  and  assist  him  in  coordinating  the  ix'rformance  of  functions 
under  this  order  with  the  total  national  prepardness  program. 

(c)  Emergenry  planning.  Emergency  ])lans  and  programs,  and 
emergencv  organization  structure  re<piired  thereby,  shall  1)0  developed 
as  an  integral  part  of  the  continuing  activitit^  of  the  Dtyiartment  of 
Labor  on  the  basis  that  it  will  have  the  resi)onsibility  for  carrying 
out  such  programs  durinj;  an  emergency.  The  Secretary  shall  be 
prepared  to  implement  all  appropriate  plans  developed  under  this 
order.  Mollifications  and  temponiiy  orpmizational  changes,  basted 
on  emergency  conditions,  will  U-  in  accordance  with  policy  determina- 
tion by  tiie  President. 

Sec.  5.  Emergenr-y  Artiiyn.'<.  Nothing  in  this  order  shall  l>e  con- 
strued as  conferrinjr  authority  under  Title  III  of  the  Federal  Civil 
Defense  Act  of  195<>,  as  amended,  or  otherwise,  to  put  into  effect  any 
emergencv  plan,  pro<'edun%  policy,  ])rogram  or  course  of  action  pre- 
pared or  developed  pursuant  to  this  order.  Such  authority  Is 
reserved  to  the  President. 

Sec.  6.  RedeUgation.  The  Stn-retary  is  hereby  authorize<l  to  rtv 
delegate  within  the  Department  of  Laln^r  the  functions  hereinal>ove 
a.ssigned  to  him. 

Sec.  7.  Prior  Actions.  To  the  extent  of  any  inconsi.stency  between 
the  provisions  of  any  prior  order  and  the  provisions  of  this  order,  the 
latter  shall  control.  Emergimcy  Prejiaredness  Order  No.  8  (heretofore 
issued  by  the  Director,  Office  o"f  Civil  and  Defense  Mobilization)  (26 
F.R*660-661 ) ,  is  hereby  revoked.  , 

John   F.   KKWEnY 

The  White  House, 

February  10,  1902. 

IF.R.  Doc.  62-lSOn;  FiUiJ,  Ft-h.  10,  MM)2  ;  10 -.47  am] 

Executive  Order  11001 

'    ASSIGNING  EMERGENCY   PREPAREDNESS  FUNCTIONS  TO  THE 
SECRETARY  OF  HEALTH,   EDUCATION,  AND  WELFARE 

By  virtue  of  the  authority  vested  in  me  as  President  of  the  Ignited 
States,  including  authority  vested  in  me  by  Reorganization  Plan  No.  1 
of  1958,  it  is  herebv  ordere<l  as  follows : 

Sectio.n'  1.  Scope.  Tlie  Secretarv'  of  Health,  Education,  and  Wel- 
fare (hereinafter  referred  to  as  theSwretary)  shall  prepare  national 
emergency  plans  and  develop  preparedness  programs  covering  health 
services,  civilian  health  manpower,  health  resource's,  welfare  services, 
and  educational  programs  as  defined  l)elow.  These  plans  and  pro- 
grams shall  be  designed  to  develop  a  state  of  readiness  in  these  areas 
with  respect  to  all  conditions  of  national  emergency  including  attack 
upon  the  United  States. 
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Sec.  2.  DefiniHont.  As  used  in  this  order : 

(a)  "Emergency  health  services"  means  medical  and  dental  care 
for  the  civilian  population  in  all  of  their  specialties  and  adjunct 
therapeutic  fields,  and.  the  planning,  provision  and  operation  of  firet 
aid  stations,  hospitals,  and  clinics;  preventive  health  services,  includ- 
ing detection,  identification  and  control  of  communicable  diseases, 
their  vectors  and  other  public  health  hazards,  inspection  and  control 
of  purity  and  safety  of  food,  drugs  and  biologicals;  food^nd  milk 
sanitation;  public  water  supplies;  sewage. and  other  waste^isposal; 
registration  and  disposal  oi  the  dead;  prevention  and  alleviation  of 
water  pollution;  vital  statistics  services;  preventive  and  curative  care 
related  to  human  exposure  to  radiological,  chemical,  and  biological 
warfare  agents;  and  rehabilitation  and  related  services  for  disabled 
survivors.  It  shall  be  understood  that  health  services,  for  the  pur- 
poses of  this  order,  do  not  encdhipass  the  following  areas  for  which 
the  Department  of  A^culture  has  responsibility :  plant  and  animal 
diseases  and  pest  prevention,  control  and  eradication,  protection  of 
meat  and  meat  products,  and  poultry  and  poultry  products  m  estab- 
lisliments  under  continuous  inspection  service  by  the  Department  of 
Agriculture,  veterinary  biologicals,  agricultural  commodities  and 
products  owned  by  the  Commodity  Credit  Corporation  or  the  Secre- 
tary of  Agriculture,  livestock,  agricultural  commodities  owned  or 
harvestable  on  farms  and  ranches,  agricultural  lands,  and  registration 
of  pesticides. 

(b)  "Health  manpower"  means  physicians  (including  osteopaths) ; 
dentists;  sanitary  engineers;  registered  professional  nurses;  and  such 
other  occupations  as  may  be  included  in  the  List  of  Health  Manpower 
Occupations  issued  for  the  purposes  of  this  Executive  Order  by  the 
Director  of  the  Office  of  Emergency  Planning  aftw  agreement  by  the 
Secretary  of  Labor  and  the  Secretary  of  Health,  Education, -and 
Welfare. 

(c)  "Health  resources"  means  manpower,  material,  and  facilities 
required  to  prevent  the  impairment  of,  improve,  and  restore  the  phys- 
ical and  mental  health  conditions  of  the  civihan  population. 

(d)  "Emergency  welfare  services"  means  feeding;  clothing;  hous- 
ing or  lodgmg  in  private  and  congregate  facilities ;  registration ;  locat- 
ing and  reining  families;  care  of  unaccompanied  children,  the  aged, 
the  handicapped,  and  other  groups  needing  specialized  care  or  service ; 
necessary  financial  or  other  assistance;  counseling  and  referral  serv- 
ices to  families  and  individuals;  aid  to  welfare  institutions  under  na- 
tional emergency  or  post-attack  conditions;  and  all  other  feasible 
welfare  aid  and  services  to  people  in  need  during  a  cml  defense 
emergency.  Such  measures  include  organization^  direction,  and  pro- 
visioS  of  services  to  be  instituted  before  attack,  m  the  event  of  stra- 
tegic or  tactical  evacuation,  and  after  attack  in  the  event  of  evacuation 
or  of  refuge  in  shelters. 

(eS  "Education,"  as  used  in  this  order,  means  the  utilization  of 
formal  public  and  private  school  systems,  from  elemental^  through 
college,  for  the  dissemination  of  instructional  material  guidance,  and' 
training  in  the  protection  of  life  and  property  from  enemy  attack. 

Sec.  3.  Health  Functions.  With  respect  to  emergency  healUi  serv- 
ices, as  defined  above,  and  in  consonance  with  national  cml  defense 
plans,  programs  and  operations  of  the  Department  of  Defense  under 
Executive  Order  No.  10952,  the  Secretary  shall : 

(a)  National  program  guidance.  Develop  plans  and  issue  guidance 
desired  to  utilize  to  the  maxunum  extent  the  existmg  civihan  health 
resources  of  the  Federal  Government,  and  with  their  active  participa- 
tion, assistance,  and  consent,  the  health  resources  of  the  States  and 
local  political  subdivisions  thereof,  and  of  other  civilian  organi^tions 
and  ^ncies  concerned  with  the  health  of  the  population,  under  aU 
condifions  of  national  emergency.  Maintain  relations  with  health 
professions  and  institutions  to  foster  mutual  understandmg  of  Federal 
emergency  plans  which  affect  health  activities. 

I  (b)  Professional  training.  Develop  and  direct  a  nationwide  pro- 
gram to  train  health  manpower  both  in  professional  and  .technical 
Occupational  content  and  in  civil  defense  knowledge  and  skills.    De- 
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velop  and  distribute  health  education  material  for  inclusion  in  the 
curru^ula  of  schools,  collepvs,  |^)rofessional  schools,  p^veninient  sclioois, 
and  other  educational  facilities  throu^'hout  tho  United  Stato.  De- 
velop and  distribiite  civil  defens*'  infunnation  relative  to  health  serv- 
ices to  States,  voluntary  H«rencies  and  professional  groups. 

(c)  Emergency  water  v/p/i/i/.  Ti-epare  plans  U)  assure  the  provi- 
sion of  usable  public  water  supplies  for  ess«'ntial  conununity  ust«s  in 
an  emergency.  This  shall  include  inventoning  existing  supplies,  de- 
velopinjT 'iP^'^'  sources,  |)ej-f()rnnng  researrh,  setting  standards,  and 
planning  distribution.  In  carryingon  these  activities,  the  I>epartnient 
shall  have  priuiaiy  resiKitisibility  but  will  make  maximum  use  of  tlie 
resources  and  competcMte  of  State  and  hn-al  authorities  and  of  otiier 
Federal  agencies. 

(d)  liad'xit'xni.  Develop  ami  (••x.inliiiate  programs  of  radiation 
measurement  and  ass*>ssmeiit  as  may  U'  ne«'essary  to  carry  out  the  re- 
sponsibilities involved  in  the  provision  of  emergency  healtli  services. 

(e)  Biologlciil  and  cheminiJ  warfare.  I)evelop  and  coordinate 
programs  for  the  prevent i(m,  deteetion,  and  identitinition  of  human 
exjKJSure  to  chemical  and  biological  warfare  agents  as  may  h^  ne<es- 
sary  to  carry  out  the  responsibilities  involved  in  the  provision  of  emer- 
gency health  services  including  the  provision'of  guidance  and  consul- 
tation to  Federal,  State,  and  hn-al  autliorities  on  measures  for  min- 
imizing the  etTects  of  biological  or  cliemical  warfare. 

(f)  Food,  drugs,  arid  hiolvgieal'i.  Plan  and  dire<-t  national  pro- 
grams for  the  maintenance  of  puritv  and  safety  in  the  nnmufacture 
and  distribution  of  fooil,  drugs,  and  biologicals  in  an  emergency. 

(g)  Duahled  r>irvivorK.  Prepare  national  plans  for  emergency 
operations  of  vocational  rehabilitation  and  related  agencies,  and  for 
measures  and  resources  necessary  to  rehabilitate  and  make  available 
for  employment  those  disabled  persons  among  the  surviving 
population. 

(h)  Salvage  and  rehahUitatlon.  Develop  plans  for  siilvage  of  sup- 
plies and  equipment  and  rehabilitation  of  health  services,  supplies, 
and  facilities  after  attack. 

Sec.  4.  Welfare  Funrtion.'^.  With  n'spect  to  emergency  welfare 
services  as  defined  above,  and  in  consonance  with  national  civil  defense 
plans,  programs  and  operations  of  the  Department  of  Defense  under 
E.xecutive  Order  No.  10952,  the  Secretary  shall: 

(a)  National  jyrogram  guularue.  Develop  plans  and  issue  guidance 
for  an  integrated  national  program  for  emergency  welfare  services 
and,  working  with  other  Federal  departments  and  agencies,  provide 
for  extending  guidance  and  technical  assistance  to  State  and  kx;al 
welfare  departments  in  the  development  and  ojieration  of  their  plans 
for  the  community  organization  of  emergency  welfare  services. 

(b)  Federal  support.  C<X)prate  in  the  development  of  Federal 
support  procedures,  through  joint  planning  with  other  departments 
and  agencies,  including  but  not  limited  to  the  Poet  Ofiice  I>epartment, 
the  Department  of  Uil)or,  and  the  Selective  Service  System,  the 
Housing  and  Home  Finance  Agency,  ajid  resource  agencies  including 
the  Department  of  Agriculture,  the  Department  of  the  Interior,  and 
the  Department  of  Commerce  for  logistic  support  of  State  and  com- 
munity welfare  services  in  an  emergency. 

(c)  Fm/'rgeruvj  rrtlfarf  traJnlng.  Develop  and  dire<t  a  nation- 
wide program  to  train  emergency  welfare  man[M)wer  for  the  execu- 
tion of  the  functions  set  foilh  in  this  order,  develop  welfare  e<lucatif»nal 
material.s,  including  self-help  program  materials  for  us<>  with  welfare 
organizations  and  professional  schools,  and  develon  and  distribute 
civil  defense  infonnation  relative  to  emergency  welfare  services  to 
States,  voluntary  agencies,  and  pn)fessional  grotips. 

(d)  Fimincinl  aid.  Develop  plans  and  prtx-edures  for  timmcial  as- 
sistance to  individuals  injurtnl  or  in  want  as  a  result  of  enemy  attack 
and  for  welfare  institutions  in  need  of  such  assistance  in  an  emergency. 

(e)  Profesnionnl  liaison.  Maintain  relations  witli  national  volun- 
lAry  welfare  orgiinizations  and  related  national  {)rofessional  and  busi- 
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ness  organizations  to  foster  mutual  understanding  and  support  of 
emergency  welfare  plans  and  activities. 

Sec  5.  Education  Functions.  With  respect  to  education  as  defined 
above,  and  in  consonance  with  national  civil  defense  plans,  programs 
and  operations  of  the  Department  of  Defense  under  Executive  Order 
No  10952,  the  Secretary  shall  develop  and  issue  through  appropriate 
channels  mstructional  materials  and  provide  suggestions  and  guidance 
to  assist  schools,  colleges,  and  other  educational  agencies  to  incorporate 
emergency  protective  measures  and  long-range  civil  defense  concepts 
into  their  programs.  This  involves  assistance  to  various  leveb  of 
education  to  develop  an  understanding  of  the  role  of  the  individual, 
family,  and  community  for  civil  defense  in  the  nuclear  age,  as  yell 
as  the  maintenance  of  relations  with  educators,  national  and  htate 
education  associations,  foundations,  and  other  related  organizations 
to  foster  mutual  understanding  and  support  of  civil  defense  activities. 

Sec  6  Facilities  Protection  and  Damage  Assessment.  In  conso- 
nance with  the  national  civil  defense  plans,  programs  and  operations  of 
Uie  Department  of  Defense  under  Executive  Order  No.  10952,  the 
Secretary  shall : 

(a)  FacUities  protection.  Provide  industry  protection  guidance 
material  adapted  to  the  needs  of  health,  welfare,  and  education  facili- 
ties and  promote  a  national  program  to  stimulate,  guide,  and  a^ist 
facilities  such  as  hospitels,  clinics,  public  water  plants,  waste  dis- 
posal plants  and  facilities  for  other  emergency  health  services,  wel- 
fare iMtitutions,  and  schools  in  methods  of  disaster  preparedne^  and 
control  in  order  to  minimize  the  effects  of  overt  or  covert  attack  and 
maintain  continuity  of  capacity  to  serve  the  public  in  an  emergency. 
Guidance  and  assistance  shall  mclude  but  not  be  limited  to :  organizing 
and  training  facUity  employees,  employee  shelter,  evacuation  plans, 
records  protection,  continuity  of  management,  emergency  repair,  de- 
concentration  or  dispersal  of  facilities,  and  the  organization  of  mutual 
aid  associations  for  emergency. 

(b)  Damage  assessment.  Maintain  a  capability  to  assess  the  effects 
of  attack  on  health,  welfare,  and  education  facilities  and  personnel 
both  at  national  and  field  levels  and  provide  data  to  the  Department 
of  Defense. 

Sec.  7.  Resources.  The  Secretary  shall  periodically  assess  assimed 
resources  available  from  all  sources  in  order  to  estimate  availahUity 
under  an  emergency  situation,  analyze  resource  estmaates  in  relation 
to  estimated  requirements  in  order  to  identify  problem  areas  and 
develop  appropriate  recommendations  and  programs.  Provide  data 
and  assistance  before  and  after  attack  for  national  resource  evaluation 
purposes  of  the  Office  of  Emergency  Planning. 

Sec  8  Relative  Urgencies.  The  Secretary  shall  develop  standards 
and  relative  urgencies  for  emergency  health  and  welfare  services  for 
guidance  of  pSeral  agencies,  States,  aAd  communities  m  providing 
maximum  protection  to  survivors,  and  for  the  purpose  of  conserving, 
improving  availability,  and  allocating  such  resources. 

Sec.  9.  Requireftunts.  The-^iS^ietary  shall  periodically  assemble, 
develop  as  appropriate,  and  evaluate  requirements  for  assigned  re- 
source? and  Smces,  taking  into  account  the  etoiated  needs  for 
military  as  well  as  civilian  purposes.  Such  evaluations  shall  take 
into  consideration  the  geographical  distribution  of  i-equirements  under 
emergency  conditions. 

Sec.  10.  Claimanoy.  The  Secretary  shall  prepare  plans  to  claim 
materials,  manpower,  equipment,  supplies  and  services  needed  to 
carry  o^  assigned  riponsibilities  an<f  other  essential  functions  of 
the  Department,  from  the  appropriate  agency  and  work  with  such 
agencieTin  developing  programs  to  insure  availability  of  such  re- 
sources in  an  emergency. 
I  Sec.  11.  StoohpUes.  The  Secretary  shall  assist  the  Office  of 
Emercencv  Plaiming  in  formulating  and  carrying  out  stockpilmg 
oHUS  imdSa  materials  ani  survival  items.  The  Secretary 
shall  alTO  plan  and  direct  the  procurement,  storage,  maintenance, 
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inspection,  survey,  distribution,  and  utilization  of  essential  supplies 
andequipment  for  emer<:fency  health  services. 

Sec  1'^  Research.  Within  the  framework  of  Federal  research 
objectives,  the  Serretarv  shall  supervise  or  conduct  research  in  areas 
directlv  concerned  witb  carrving  out  emergency  preparedness  re- 
sponsibilities for  health,  education,  and  welfare  pro^nanis.  ^\lth 
respect  to  the  emertrencv  health  and  welfare  services  assipiment,  this 
is  defined  as,  but  not  limited  to  (1)  development  of  medical  nieans 
for  the  prevention  and  care  of  casualties  (including  those  from 
thermonuclear  weai)ons,  radiation  exiKisure,  and  biolojjical  and 
chemical  warfare,  as  well  as  from  other  wea^xms)  :  (i.')  researcli  in 
preventive  medicines,  bfsic  biolo-ry  and  environmental  sanitation 
directed  to  maintaiiiinf;  the  health  of  noncasualty  population;  (\V) 
pre-attack  and  iK)st -attack  tai<ret  rest^arch  in  health  services;  (4) 
protection  of  resources  and  protocol  esst'iitial  to  carrying:  out  lonp- 
term  basic  and  applied  research  in  the  post-aftack  ixMiod;  and  (;.) 
the  development  of  techniciues  for  the  most  efficient  utilization  of 
civilian  health  manpower.  Desiirnate  renresentatives  for  necessary 
ad  hoc  or  task  force  groups  and  provide  ailvice  and  assistance  to  other 
afjencies  in  planning;  for  res4Mivh  in  areas  involvin<;  the  Department  s 
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interest. 

Sec.  13.  Functional  (ruidaiur.  The  Secretarv,  in  carrvin«r  out  the 
functions  assigned  in  tiiis  order,  siiall  be  guided  by  the  following: 

(a)  Interogenry  cooperation.  The  Secretary  shall  assume  the  initi- 
ative in  developing  joint  plans  for  the  coordination  of  emergency 
civilian  health  services  and  welfare  services  programs  of  those  depart- 
ments and  agencies  which  have  responsibility  for  any  segment  of  such 
activities.  He  shall  utilize  to  the  maximum  those  capabilities  of  other 
agencies  oualitied  to  perform  or  assist  in  the  performance  of  assigned 
functions  by  contractual  or  other  agreements. 

(b)  r  residential  coord  i  nut  ion.  The  Director  of  the  Office  of  Emer- 
gency Planning  sliall  advise  and  assist  the  President  in  determining 
policy  for,  and  a.ssist  him  in  coordinating  the  performance  of  functions 
under  this  order  with  the  total  national  preparedness  pn)gram. 

(c)  Emergency  planning.  Emergency  nlans  and  programs,  and 
emergency  organization  structure  required  therebv,  shall  be  developed 
as  an  integral  part  of  the  continuing  activities  of  the  Department  of 
Health,  Education,  and  Welfare  on  the  basis  that  it  will  have  the 
rfeponsibility  for  carrying  out  such  programs  during  an  emergency. 
The  Secretary  shall  be  prepared  to  implement  all  appropriate  plans 
developed  under  this  order.  Modifications  and  temporary  organiza- 
tion changes,  based  on  emergency  conditions,  will  be  in  accordance 
with  policy  determination  by  the  President. 

Sec.  14.  Emergency  Actioru^.  Nothing  in  this  order  shall  be  con- 
strued as  conferring  authority  under  Title  III  of  the  Federal  V\\\\ 
Defense  Act  of  1950,  as  amended,  or  otherwise,  to  put  into  effect  any 
emergency  plan,  procedure,  policy,  program,  or  course  of  action  pre- 
pared or  develoi)€<l  pursuant  to  this  order.  Such  authority  is  re.served 
to  the  President. 

Sec.  15.  Redelegntion.  The  Se<retary  is  hereby  authorized  to  re- 
delegate  within  the  I)ei)artment  of  Health,  Education,  and  Welfare 
the  functions  hereinalx)ve  assigned  to  him. 

Sec.  If).  Prior  Actions.  To  the  extent  of  any  inconsistency  between 
the  provisions  of  any  prior  order  and  the  provisions  of  this  order,  the 
latter  shall  control.  Emergency  Preparedness  Orders  Nos.  4  and  5 
(heretofore  issued  bv  the  Director,  Ottice  of  Civil  and  Defense  Mobil- 
ization) (26  F.R.  656-658),  ai-e  hereby  revoked. 

•  John  F.  Ken.vfdy 

The  White  House, 

Febnuiry  Ki.  1!h;2. 

[F.R.  Doc.  62  1807  ;  Fllwl,  Feb.  10.  lSHi2  ;  10  :47  a.m.] 
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Executive  Order  11002 

ASSIGNING  EMERGmCY  PREPAREDNESS  FUNCTIONS  TO  THE 

POSTMASTER  GENERAL 

By  virtue  of  the  authority  vested  in  me  as  President  of  the  United 
States,  including  authority  vested  in  me  by  Reorganization  Plan 
No.  1  of  1958  (71  Stat.  1799),  it  is  hereby  ordered  as  follows: 

Section  1.  Scope.  The  Postmaster  General  shall  assist  in  the  de- 
velopment of  a  national  emergency  registration  system.  These  plans 
and  programs  shall  be  designed  to  develop  a  state  of  readiness  in  this 
area  with  respect  to  all  conditions  of  national  emergency  including 
attack  upon  thlB  United  States. 

Sec  2.  Cooperation  with  Depaiinunt  of  Defense.  In  consonance 
with  national  civil  defense  plans,  progiams,  and  operations  of  the 
Department  of  Defense  under  Executive  Order  No.  10952,  the  Post- 
master (j«ieral  shall : 

(a)  Registration  system.    Assist  in  planning  a  national  program 
and  developing  technical  guidance  for  States,  and  directing  Post  Office 
activities  concerned  with  registering  persons  and  families  for  the  pur- 
pose  of  receivmg  and  answering  welfare  inquiries,  and  reuniting  f am-  ^ 
ilies  in  civil  defense  emergencies.    The  program  shall  include: 

1  P^yrms.  Procurement,  transportation,  storage,  and  distribution 
of  safety  notification  and  emergency  change  of  address  card%m  quan- 
tities and  localities  jointly  determined  by  the  Department  of  Defense 
and  the  Post  Office  Department. 

2  Training.  Conduct  of  training  programs  for  posUl  employees 
which  will  enable  them  to  operate  emergency  central  postal  directories 
and  to  assist  in  the  operation  of  a  national  emergency  registration 
system  including  support  of  local  welfare  activities  in  reuniting 
families. 

(b)  Damage  assessm^eni.  Maintain  a  capability  to  assess  the  effects 
of  attack  on  rts  portal  service  and  resources,  both  at  national  and  held 
levels,  and  provide  data  to  the  Department  of  Defense. 

Sec.  3.  Functional  Guidance.  The  Postmaster  General,  in  carrying 
out  the  functions  assigned  in  this  order,  shall  be  guided  by  the  follow- 
ing :  y 

(a)  Interagency  cooperation.  The/Postmaster  General  shall  work 
with  the  heads  of  other  agencies  concerned  in  the  development  of  sys- 
tems outlined  above.  He  shall  utilize  to  the  maximum  those  capabil- 
ities of  other  agencies  qualified  to  perform  or  assist  in  the  performance 
of  assigned  functions  by  contractual1)r  other  agreements. 

(b)  Presidential  coordination.  The  Director  of  the  Office  of 
P^menrency  Planning  shall  advise  and  assist  the  President  m  det^r- 
mininff  policy  for,  and  assist  him  in  coordinating  the  nerformance  of 
functioM  under  this  order  with  the  total  national  preparedness 
program. 

(c)  Emergency  planning.  Emergency  plans  and  programs,  and 
emergency  organiwition  structures  required  therebv,  shall  be  developed 
as  an  intiril  part  of  the  continuing  activities  of  the  Post  Office  De- 
partmenton  the  basis  that  it  will  have  the  resoonsibility  for  carrymg 
out  such  programs  during  an  emergency.  The  Postmaster  General 
shall  be  prepared  to  implement  all  appropriate  plans  developed  under 
this  order.  ModificataonB  and  temporary  organizational  changes, 
based  on  emergency  conditions,  shall  be  in  accordance  with  policy 
determinatimi  by  the  President. 

Sec.  4.  Emergency  Actions.  Nothing  in  this  order  shall  be  con- 
strued as  conferring  authority  under  Title  III  of  the  Federal  Civil 
Defense  Act  of  1960,  as  amended,  or  otherwise,  to  put  mto  effect  any 
emergency  plan,  procedure,  policy,  program,  or  course  of  action  pr^ 
pared  or  developed  pursuant  to  this  order.  Such  authority  is  reserved 
to  the  President 

Sbc.  5.  Redelegatum.  The  Postmaster  General  is  hereby  authorized 
to  redele^t©  within  the  Post  Office  Department  the  functions  herem- 
above  assigned  to  him. 
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Sec.  6.  Prior  Action.%'  To  the  extent  of  any  inconsist(incy  between 
the  provisions  of  any  prior  order  and  the  provisions  of  this  order,  the 
latter  shall  control.  Emergency  Preparedness  Order  No.  9  (hereto- 
fore issued  by  the  Director,  Office  of  Civil  and  Defense  Mobilization) 
(26  F.R.  661-062),  is  hereby  revoked. 

John'  F.  Kennkdy 

TlIK    WniTF.    Hoi  SK, 

February  10,196.!. 
[F.R.  Due.  (52  I'^^W;  Kili'd,  K.'b.  V.\  VMVl:  10:47  a.m.) 


Executive  Order  1 1 003 

ASSIGNING   EMERGENCY   PREPAREDNESS  FUNCTIONS  TO  THE 
ADMINISTRATOR  OF  THE   FEDERAL  AVIATION  AGENCY 

By  virtue  of  tlie  authority  vested  in  nie  as  President  of  the  Ignited 
States,  inchidinf;  authority  vested  in  me  by  Keorpanization  Plan  No.  1 
of  1958  (72  Stat.  1799),  i't  is  hereby  ordered  as  follows: 

Skctiox  1.  Scope.  The  Administrator  of  the  Federal  Aviation 
Apencv  (hereinafter  referred  to  as  the  Administrator)  shall  prepare 
national  emergency  plans  and  develop  preparedness  proijrams  cover- 
ing the  emergency  management  of  the  Nation's  civil  alrport.s,  civil 
aviation  operating  facilities,  civil  aviation  st'rvices,  and  civil  aircraft 
other  than  air  carrier  aircraft.  These  plans  and  programs  shall  bo 
designed  to  develop  a  state  of  iradiness  in  these  areas  with  respect  to 
all  conditions  of  national  emergency,  including  attack  upon  the  United 
States. 

Sec.  2.  T raimportatiun  Function.'^.     The  Administrator  .shall : 

(a)  National  proqram  gnulanrc.  Develop  plans  and  issue  national 
program  guidance  designed  to  utilize  to  the  maximum  extent  the  ex- 
isting non-military  facilities,  technical  comjx'tenco  and  resources  of 
the  Federal  Government,  the  States  and  the  local  political  subdivisions 
thereof,  and  non-governmental  organi.zat  ions  and  systems  engaged  in 
aeronautical  activities  to  promote  the  etFective  and  safe  u.se  and  nuiin- 
tenance  of  aeronautical  facilities,  e([uipment,  and  services  in  an 
emergency. 

(b)  Operation.  Formulate  plans  for  the  devehjpnient,  utilization, 
expansion  and  emergency  management  of  the  Nation's  civil  airport.s, 
civil  aviation  ground  facilities  and  equipment  required  for  essential 
civil  air  operations,  except  manufacturing  facilities,  but  including  tlie 
development  of  orders  for  insuring  the  continued  operation  of  essen- 
tial civil  airports,  civil  aviation  operating  facilities,  and  civil  aviation 
equipment. 

(c)  PHorit'u's  an/l  aJlornt'ion.<*.  IX'velop  j)lans  and  procedures  for 
controls,  allocations  and  priorities  concerned  with  the  utilization  of 
aircraft  other  than  air  carrier  aircraft  in  an  emergency. 

(d)  Resources.  Periodically  assess  assigned  resources  available 
from  all  sources  in  order  to  estimate  availability  under  an  emergency 
situation,  analyze  resource  estimates  in  relation  to  estimated  require- 
ments in  order  to  identify  problem  areas  and  develop  appropriate 
recommendations  and  programs.  Provide  data  and  assistance  before 
and  after  attack  for  national  re>ource  evaluation  purposes  of  the 
Office  of  Emergency  Planning. 

ie).  Require  me  id  M.  Determine  enu-rgeiuy  requirements  for  ma- 
terial and  supplies  needed  to  manufacture,  maintain  or  ojH'rate  air 
navigation  facilities,  civil  airpoits,  and  civil  aircraft  for  which  the 
Administrator  is  responsible. 

(f)  Claiinuimj.  Prepare  plans  to  claim  ntaterials,  manpower, 
equipment,  supplies,  and  services  needed  to  carry  out  assigned  respon- 
sibilities and  other  essential  functions  of  the  agency  from  the  appro- 
priate agencies  and  work  with  such  agt-ncit^  in  developing  programs  to 
insure  availability  of  such  resources  in  an  emergency. 

Skc.  3.  Cooperation  with  DtpartineiU  of  Defense.  In  consonance 
with  national  civil  defense  plans,  programs,  and  operations  of  tlie 
I)e{)artment  of  Defeii-e  under  K.xecutive  Order  No.  109r»2,  the  Admin- 
istrator shall  : 
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(a)  Professional  training.  Prepare  and  incorporate  into  appro- 
priate courses  dealing  with  aeronautics  and  aviation  applicable  civil 
defense  knowledge  and  skills  necessary  to  insure  the  maximum  opera- 
tional effectiveness  of  essential  civil  air  transportation  sy^ms  and 
facilities;  and  prepare  and  distribute  such  civil  defense  information 
to  the  management  of  air  transportation  systems  and  facilities,  States 
and  local  governments,  voluntary  agencies,  and  commercial  and  pro- 
fessional groups  concerned  with  the  development,  utilization,  expan- 
sion, and  emergency  management  of  non-military  aviation. 

(b)  Facilities  proUdHon.  Analyze  the  potential  effects  of  attack 
as  a  basis  for  developing  and  promoting  a  national  program  of  vulner- 
ability reduction,  disaster  preparedness,  and  damage  control  designed 
to  minimize  the  effects  of  overt  or  covert  attack  on  civil  aviation  facili- 
ties except  aircraft  kpanufacturing  plants.  Such  program  shall 
include,  but  shall  not  be  limited  to,  guidance  with  respect  to  deconcen- 
t  ration  and  dispersal  of  facilities  and  equipment,  organization  and 
training  of  facility  employees,  shelter,  evacuation  and  relocation 
plans,  records  protection,  continuity  of  management,  and  emergency 
repair  and  recovery  of  facilities. 

(c)  Momitoring.  Provide  for  the  detection,  identification,  moni- 
toring, and  reporting  of  chemical,  biological,  and  radiological  agents 
at  facilities operatedor  controlled  by  the  Federal  Aviation  Agency. 

(d)  DeoontanUnation.  Provide  technical  advice,  guidance,  and 
consultation  to  Federal,  State  and  local  civil  aviation  authorities  on 
measures  for  minimizing  the  effects  of  chemical,  biolo/fica],  and  radio- 
logical contamination  of  civil  airports  and  civil  aviation  facilities, 
a  ircraft,  ground  equipment,  and  personnel. 

(e)  Damage  assessment.  Maintain  a  capability  to  assess  the  effects 
of  attack  on  all  air  navigation,  air  traffic  control,  and  aeronautical 
communications  facilities,  all  civil  airports,  civil  aircraft,  and  all  other 
facilities  essential  to  safe  and  effective  air  transportation  operations 
in  a  national  emergency  and  provide  data  to  the  Department  of 
Defense. 

(f)  Salvage  and  rehahUitaiion.  Develop  plans  for  salvage  of 
supplies  and  equipment  and  the  rehabilitation  or  replacement  of 
essential  civil  aviation  systems,  facilities,  and  services  after  attack, 
excluding  the  manufacture  of  aircraft  but  including  direction  of 
Federal  activities  for  the  emergency  clearance  and  restoration  of 
essential  civil  airports  in  damaged  areas. 

Sec.  4.  Research.  Within  the  framework  of  over-all  Federal  re- 
search objectives,  the  Administrator  shall  supervise  or  conduct  re- 
search directly  conoemed  with  carrying  out  emergency  preparedness 
responsibilities,  designate 'representatives  for  necessary  ad  hoc  or  task 
force  groups,  and  provide  advice  and  assistance  to  other  agencies  m 
plannmg  for  research  in  areas  involving  the  Agency's  interest. 

Sec.  5.  Functional  Guidance.  The  Administrator,  in  carrving  out 
the  functions  assigned  in  this  order,  shall  be  guided  by  the  following: 

(a)  Interagency  cooperation.  The  Administrator  shall  work  with 
the  Secretary  of  Commerce,  the  Civil  Aeronautics  Board,  and  heads 
of  other  agencies  concerned  with  the  development  of  a  national  emer- 
gency transportation  program.  In  the  development  of  emergency 
plans  and  programs  pursuant  to  this  order  and  m  the  execution  of 
functions  assigned  thereunder,  the  Administrator  shall  perform  his 
functions  in  a  manner  compatible  with  his  responsibilities  to  the  De- 
partment of  Defense  under  the  Federal  Aviation  Act  of  1958,  and 
without  compromise  of  his  ability  to  discharge  such  responsibilities 
Nothing  in  this  order  shall  be  construed  to  limit  the  authority  vested 
in  the  Administrator  by  the  Federal  Aviation  Act  of  1958  with  respect 
to  the  exercise  of  the  Administrator's  authority  and  responsibility  in 
an  "air  defense  emergency"  (as  distinguished  from  a  civil  defense 
emerj^ncy"),  or  other  state  of  emergency  as  may  be  declared  by  the 
President. 

(b)  Presidential  coordination.    The  Director  of  the  Office  of  Emer- 
gency Planning  shall  advise  and  assist  the  President  in  determining 


1542 


THE  PIESIOENT 

policy  for,  and  assist  him  in  coordinating  tlie  poriormance  of  func- 
tions under  this  ortler  with  the  total  national  preparedness  program. 

(c)  Emfrqenrri  pUnning.  Emergency  plans  and  procrams,  and 
emergency  organizational  structure  required  thereby,  shall  be  devel- 
oped as  an  integral  part  of  the  continuing  activities  of  the  Federal 
Aviation  Agency  on  the  basis  that  it  will  have  the  responsibility  for 
carrying  out  ''uch  programs  during  an  emergency.  The  Administrator 
shall  be  prepared  to  implement  all  ai)propriate  plans  develoi>ed  under 
this  order.  Modifications  and  temporary  organizational  changes, 
based  on  emergency  conditions,  will  be  in  accordance  with  policy 
determination  by  the  President. 

Sec  0  Emrrgenry  ArfioriA.  Nothing  in  this  order  shall  be  con- 
strued as  conferring  authority  under  Title  III  of  the  Federal  Civil 
Defense  Act  of  lO.V',  as  amended,  or  otherwise,  to  put  into  effect  any 
emergency  plan,  procedure,  i>olicy,  program,  or  course  of  action  pre- 
pared or  developed  pursuant  to  this  order.  Such  authority  is  reserved 
to  the  President. 

Sec  7  Redelfgatiun.  The  Administrator  of  the  Federal  Aviation 
Agency  is  hereby  authorized  to  retlelegate  withm  the  Agency  the 
functions  hereinabove  a.'^signed  to  him. 

Sec  8  Prior  ActUms.  To  the  extent  of  any  inconsistency  Ix^tween 
the  provisions  of  any  prior  order  ^nd  the  provisions  of  this  order, 
the  latter  shall  control.  Emergency  Preparedness  Order  No.  3  (here- 
tofore issued  by  the  Director,  Office  of  Civil  and  Defense  Mobilization) 
(26  F.R.  655-656)  is  hereby  revoked. 

John  F.  Kennedy 

The  \Vhit>:  IIoise, 

Fehnuiry  IC,  1 9(1 2. 
[F.R.  DcK'.  tS2-lSO0  ;  FiU'd.  Feb.  19. 1962  ;  10  :47  a.m.] 
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Executive  Order  11004 

ASSIGNING  CERTAIN  EMERGENCY  PREPAREDNESS  FUNCTIONS  TO  THE 
HOUSING  AND  HOME   FINANCE  ADMINISTRATOR 

By  virtue  of  the  authority  vested  in  me  as  President  of  the  United 
States,  including  authority  veste<i  in  me  by  Reorganization  1  lan  No. 
1  of  1958  (72  Stat.  1790), "it  is  hereby  ordered  as  follows: 

Section  1  Scope.  The  Housing  and  Home  Finance  Administrator 
(hereinafter  referred  to  as  the  Administrator)  shall  prepare  national 
emergency  plans  and  develop  preparedness  programs  covering  all 
aspects  of  lodging  or  housing  and  community  facilities  related  thereto 
These  plans  and  programs  shall  be  designed  to  develop  a  state  of 
readiness  in  these  areas  with  respect  to  all  conditions  of  national 
emergency,  including  attack  upon  the  United  States. 

Sec.  2.  Flowing  Funrtiow.     The  Administrator  shall: 

(a)  New  housing.  Develop  plans  for  the  construction  and  manage- 
ment of  new  housing  and  the  community  facilities  related  thereto, 
when  and  where  it  is  determined  to  be  necessary  with  public  funds 
throuf-h  direct  Federal  action;  or  the  construction  of  new  housing 
through  financial  or  credit  assistance,  in  support  of  production 
programs. 

(b)  Cammunitie.^.  Develop  plans  for  the  selection,  acquisition,  de- 
velopment, and  disposal  of  areas  for  civilian  use^i  in  new,  expanded, 
restored,  or  relocated  cominunit ios;  and  for  the  construction  of  lious- 
ing  for  new  or  restored  communities. 

(c)  Resources.  Peri<xli<allv  assess  assigned  resources  available 
from  all  sources  in  order  to  estimate  availability  under  an  emergency 
situation,  analyze  resource  estimates  in  relation  to  estimated  require- 
ments in  order  to  identify  problem  areas  and  develop  appropriate 
recommendations  and  programs.  Provide  data  and  assistance  before 
and  after  attack  for  national  resources  evaluation  purposes  of  the 
Office  of  P2mergency  Planning. 


(d)  PriorUiet.  Develop  standards  and  priorities  for  miidanoe  of 
States  and  communitieB  in  maJ^iig  maximum  use  of  and  allocating 
available  hQusing  reeouroes. 

(e)  Re^rementt.  Periodically  assemble,  develop  as  appropriate, 
and  evaluate  requirements  with  respect  to  assigned  resources  and 
services.  Such  estimates  shall  take  into  consideration  the  geographical 
distribution  of  requirements  under  emergency  conditions. 

( f )  Claimdncy.  Prepare  plans  to  claim  materials,  manpower,  equii>- 
ment,  supplies,  and  services  needed  in  support  of  assigned  responsi- 
bilitips  and  other  essential  functions  ofthe  agency  from  appropriate 
agencies,  and  work  with  suc!^  agencies  in  developing  programs  to  in- 
sure availability  of  such  resources  in  an  emergency. 

(g)  Distribution,  Develop  allocation  and  distribution  control  sys- 
tems consistent  with  the  priorities  and  allocations  procedures  pre- 
scribed by  the  Department  of  Commerce  for  materials  and  equipment 
needed  for  housing,  and  develop  proems  for  the  domestic  distnbu- 
tion  and  use  of  mobile  lodging  facilities  in  an  emergency. 

(h)  Stockpiles.  Assist  the  Office  of  Emergency  Planning  in  formu- 
lating and  carrying  out  plans  for  stockpUing  of  strategic  and  critical 
materials,  and  survival  items  in  the  housing  field. 

( i )  Economio  stabUization.  Cooperate  with  the  Office  of  Emergency 
Plannmg  and  the  Federal  financial  agencies  in  the  development  of 
prepareSiess  measures  involving  emergency  financing,  real  estate 
creait,  and  rent  stabilization. 

Sec.  3.  Cooperation  with  Department  of  Defense.  In  consonance 
with  national  civil  defense  plans,  programs,  and  operations  of  the 
Department  of  Defense  under  Executive  Order  No.  10952,  the  Admin- 
istrator shall : 

(a)  BiUeHng.  Develop  plans  for  a  billeting  program,  including 
advice  and  guidance  for  State  and  local  government  agencies  m  the 
administration  thereof.  The  Secretary  of  the  Department  of  Healthy 
Education,  and  Welfare  shall  incorporate  billeting  plans  in  the  gen- 
eral welfare  guidance  program  for  States. 

(h)  Temporary  housing.  Develop  plans  for  the  emergency  repair 
and  restoration  to  use  of  damaged  housing,  for  the  construction  and 
management  of  emergency  housing  units  and  the  community  faxjUi- 
ties  rSated  thereto,  and  for  the  emergency  conversion  to  dwelling  use 
of  non-residential  structures  with  public  :hinds  through  direct  Federal 
action  or  through  financial  or  credit  assistance. 

(c)  Population  movement.  Participate  in  the  oreparation  of  plans 
for  detenmning  whSch  areas  are  to  be  restored  and  m  the  development 
and  coordination  of  plans  for  the  movement  of  people  on  a  temporary 
basi^  from  areas  to  be  abandoned  to  areas  where  housing  is  available 
or  can  be  made  available. 

(d)  Shelter.  Assist  in  the  development  of  plans  to  encourage  the 
construction  of  fallout  shelters  for  both  old  and  new  housing  in 
conformance  to  the  national  shelter  policy. 

(e)  VulnerdbaUy.  Participate  in  promoting  the  dispersal  of  new 
or  expanding  communities  and  government  installations  m  conform- 
ance to  national  vulnerability  reduction  policy. 

(f)  Damage  assesmvent.  Maintain  a  capability  to  ^sess  the  effects 
of  attack  onhousing  resources,  both  at  national  and  field  levels,  and 
provide  data  assistance  to  the  Department  of  Defense. 

Sec.  4.  Research.  Withm  the  framework  of  overall  Federal  re- 
search objectives  the  Administrator  shall  supervise  or  conduct  re- 
search diictly  concerned  with  carrying  out  emergency  P^eparedn^ 
responsibilities,  designate  representative  ^''^''^^'Tv.l  «^rils 
tasE  force  groups,  an^  provide  advice  and  assistance  to  other  a^ncies 
in  planning  f or  researcli  in  areas  involving  the  agency  s  interests. 

Sec.  5.  Functional  Guidance.  The  Administrator,  in  carrying  out 
the  functions  assigned  jn  this  order,  shall  be  guided  by  the  following. 

(a)  Interagency  cooperation.  The  Administrator  shall  assume  the 
initiative  in  developing  joint  plans  for  the  coordination  of  civilian 
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■housing  emergency  programs  of  those  departments  and  agencies 
which  normally  have  responsibilities  for  any  segment  of  such  activ- 
ities. He  shall  utilize  to  the  maximum  those  capabilities  of  other 
agencies  qualified  to  perform  or  assist  in  the  performance  of  assigned 
functions  by -contractual  or  other  agreements. 

(b)  Presidentinl  coordlnatUm.  llie  Dinvtor  of  the  Offico  of  P:mer- 
gency  Planning  shall  advise  and  assist  the  President  in  determining 
policy  for,  and  assist  him  in  coordinating  the  performance  of  func- 
tions under  this  order  with  tlie  total  national  prei)arediu"ss  program. 

(c)  Emergency  pUnning.  Emergency  nlans  and  nrograms,  and 
emergency  organization  structure  required  thereby,  shall  be  developed 
as  an^integral  part  of  the  continuing  activities  of  the  Housinj^  and 
Home  Finance  Agency  on  the  basis  that^if  will  have  the  resj>onsibility 
for  carrj'ing  out  such' programs  during  an  emergency.  The  Admin- 
istrator shall  be  prepared  to  implement  all  appropriate  plans  devel- 
oped under  this  order.  Mcxlitications  and  temporary  organizational 
changes,  based  on  emergency  conditions,  will  l>o  in  accordance  with 
policy  determination  by  the  President. 

Sec.  6.  Emergency  Artlvnj*.  Nothing  in  this  order  shall  be  con- 
strued as  conferring  authority  under  Title  III  of  the  Federal  Civil 
Defense  Act  of  1950,  as  amended,  or  otherwise,  to  put  into  effect  any 
Emergency  plan  procedure,  policy,  nrogram,  or  course  of  action 
prepared  or  developed  pursuant  to  this  order.  Such  authority  is 
reserved  to  the  I'resident. 

Sec.  7.  UedeUqatlon.  In  carrying  out  the  functions  outline*!  in  this 
order,  the  Administrator  may  reassign  such  functions  to  and  desig- 
nate or  appoint  any  official  or  emoloyee  within  the  Housing  and 
Home  Finance  Agency,  including  the  constituent  agencies,  to  serve 
in  any  position  within  the  Housing  and  Home  Finance  Agency. 

Sec.  8.  Prior  Actions.  To  the  extent  of  any  inconsistency  between 
the  provisions  of  any  prior  order  and  the  provisions  of  this  order,  the 
latter  shall  control.  Emergency  Prej)aredness  Order  No.  6  (hereto- 
fore issued  by  the  Director,  Office  of  Civil  and  Defense  Mobilization) 

(26  F.R.  65H-659),  is  hereby  revoked. 

Joiiv  Y.  Kennedy 

The  White  HorsE, 

February  16,  1(h;2. 

[F.R.  Doc.  G2-1810;  Filed,  Feb.  19,  19C2  ;  10:47  a.m.] 


Executive  Order  11005 

ASSIGNING   EMERGENCY  PREPAREDNESS  FUNCTIONS  TO  THE 
INTERSTATE  COMMERCE  COMMISSION 

By  virtue  of  the  authority  vested  in  me  as  President  of  the  United 
States,  including  authority  vested  in  me  by  Reorganization  Plan  No. 
1  of  1958  (72  Stat.  1799),  it  is  hereby  ordered  as  follows: 

Section  1.  ^cope.  The  Interstate  Commerce  Commission  (herein- 
after referred  to  as  the  Commission)  shall  prepare  national  emergency 
phins  and  develop  preparedness  programs  covering  railroad  utiliza- 
tion, reduction  of  vulnerability,  maintenance,  restoration,  and  oi)era- 
tion  in  an  emergency;  motor  carrier  utilization,  reduction  of 
vulnerability,  and  operation  in  an  emergency;  inland  waten^ay 
utilization  of  equipment  and  shipping,  retluction  of  vulnerability,  and 
operation  in  an  emergency,  excepting  the  St.  I>awrence  Seaway;  and 
also  provide  guidance  and'consultation  to  domestic  surface  transporta- 
tion and  storage  industries,  as  defined  below,  regarding  emergency 
preparedness  measures,  and  to  States  regarding  development  of  their 
transportation  plans  in  ivssigne<l  areas.  These  plans  and  programs 
will  be  designed  to  develop  a  state  of  readiness  in  these  areas  with 
respect  to  all  conditions  of  national  emergency,  including  attack  upon 
the  United  States. 

Sec.  2.  Dejinitionn.     As  u.s«h1  in  this  order  : 

"Domestic  surface  transportation  and  storage"  ineans  rail,  motor, 
and  inland  water  transportation  facilities  and  services  and  i^ublic  stor- 
age.   ''Public  storage    as  used  herein  includes  warehouses  and  otlier 
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places  which  are  uaed  for  the  storage  of  property  belonging  to  pereoM 
other  than  the  persons  having  the  ownership  or  control  of  such 
premises.  "Inland  waten  transportation"  inchjdes  shipping  on  all 
inland  waterways  and  Great  Liakes  shipping  engaged  solely  in  the 
transportation  of  passengers  or  cargo  between  United  States  ports  on 
the  (jreat  Lakes.  Specifically  excluded,  for  the  purposes  of  this 
order,  are  petroleum  and  gas  pipelines,  petroleum  and  gas  storage, 
agricultural  and  food  resources  storage,  including  the  cold  storage 
of  food  resources,  the  St.  Lawrence  Seaway,  ocean  ports  and  Great 
liakes  ports  and  port  facilities,  highways,  streets,  roads,  bridg^  and 
related  appurtenances,  maintenance  of  inland  waterways,  and  any 
transportation  owned  by  or  pre-allocated  to  the  military. 
Sec.  3.  Transportation  Functions.  The  Commission  shall : 
'  (a)  Requirements.  Periodically  assemble,  develop  as  appropriate 
and  evsduate  requirements  for  domestic  surface  tran^ortation  and 
storage  in  an  emergency,  taking  into  account  estimated  needs  for  mili- 
tary as  well  as  civilian  purposes.  Such  evaluation  shall  take  into  con- 
sideration distribution  of  requirements  under  emergency  conditions. 

'  (b)  Resources.  Periodically  assess  assigned  resources  available 
from  all  sources  in  order  to  estimate  availability  under  an  emergency 
situation,  analyze  resource  estimates  in  relation  to  estimated  require- 
ments m  order  to  identify  problem  areas  and  develop  appropriate 
recommendations  and  programs.  Provide  data  and  assistance  befcwre 
and  after  attack  for  national  resource  evaluation  purposes  of  the 
Office  of  Emergency  Planning. 

(c)  Clainumcy.  Prepare  plans  to  claim  material,  e(juipment,  man- 
power, supplies,  and  services  neede^^  to  carry  out  assigned  responsi- 
bilities and  other  essential  functions  of  the  Commission  before  the 
appropriate  agency,  and  work  with  such  agencies  in  developing  pro- 
grams to  insure  availability  of  such  resources  in  an  emergency. 

(d)  Priorities  and  allocations.  Prepare  plans  for  the  allocation 
of  the  use  of  domestic  surface  transportation  and  storage  by  operators 
and  users,  and  to  administer  such  priorities  systems  as  may  be  neces- 
sary to  insure  expeditious  movement  of  essential  freight  and  pas- 
sengers (including  designation  of  priorities  on  traffic  m  transit 
through  port  areas  between  domestic  surface  points)  subject  to  deter- 
mination of  designated  authorities  as  to  degree  of  essentiality  and 
relative  priority  of  the  activity  served. 

(e)  Control.  Develop  plans  with  appropriate  private  transporta- 
tion and  storage  organizations  and  associations  for  the  cooniination 
and  direction  of  the  use  of  domestic  surface  transportation  and  storage 
facilities  for  movement  of  passenger  and  freight  traffic. 

(f)  Emergencv  operations.  Develop  a  system  for  keeping  informed 
as  to  operational  conditions  and  capabiUties  throughout  the  domestic 
surface  transportation  and  storage  industry  includiiig  the  intensiUes 
of  chemical,  biological,  radiological  (CBR)  contammation  along  and 
on  the  appropriate  ways  and  terminals  and  the  consequent  mterdiction 
occasion«l  by  H,  and  prepare  plans  to  t^e  such  actions  as  are  neces- 
sary to  avoid  conflicts,  overcome  "bottle-necks,"  effect  conservation, 
decrease  waste,  and  speed  tum-arounds.  Develop  and  maintam  nec- 
essary orders  and  r<^ations  for  the  operation  of  domestic  surface 
transport  and  storage  industries  in  an  emergency. 

I  (s)  Salvage  and  reJuAUUation.  Develop  plans  for  ^Ivage  of 
domitic  surface  transportation  and  storage  equipment  and  rehabili- 
tation including  decontamination  of  appropriate  terminals,  rights  ot 
way,  equipnaient,  and  shops  after  attack. 

(h)  National  program  guidance.  Develop  plans  and  issue  guid- 
ance designed  to  utilize  to  the  maximum  extent  the  existug  non- 
military  Scilities,  technical  competence,  and  reajurces  of  the  Federal 
Govermnent,  the  States  and  local  pohtical  subdivisions  thereof,  ^d 
inon-govemmental  organizations  and  S5rstems  engaged  in  d^e^ic 
'  surfS»  transporUtion  aUd  storage  activities  to  promote  the  effective 
and  safe  use  Mid  maintenance  of  transportation  facilities,  equipment, 
and  services  in  an  emergency. 
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(i)  Stockpiles.  Assist  the  Office  of  Emergency  Planning  in  for- 
mulating and  carrying  out  plans  for  the  stockpiling  of  strategic  and 
critical  materials  and  items  necessary  to  the  mamtenance  of  a  domestic 
surface  transportation  and  storage  capability  in  an  emergency. 

(j)  Economic  stahilisation.  Cooi^erate  with  the  Office  of  Emer- 
gency Planning  in  the  development  of  economic  stabilization  policies 
as  they  affect  domestic  surfiue  tninsportation  and  storage  programs 
in  an  emergency. 

(k)  FijuiJwud  aid.  Develop  plans  and  pr<K-edures  for  linancial  and 
credit  assistance  to  domestic  surface  transportation  and  storage  or- 
ganizations that  might  need  siuh  assistance?  in  various  mobilization 
conditions,  particularly  those  resulting  from  attack. 

Sec.  4.  Cooper<ition  u-ifh  I>r/><irfriunt  of  Def('iv«\  Tn  consonance 
with  national  civil  deft'ns<>  i)lans,  programs,  and  operations  of  the 
Department  of  IVfcnse  un<lcr  Kxecufivc  Order  l()l)5i>,  the  Commission 
shall: 

(a)  Chr/niral,  hiologlcah  and  nuliological.  warfare  defeme.  De- 
velop plans  to  narticinate  with  Fe«ieral,  State,  and  local,  and  non- 
governmental chemical,  biologi«al  and  radiological  defense  units  in 
the  detection  and  the  assessment  of  chemical,  biological  and  radiologi- 
cal contaminants,  and  participate  in  plans  for  decontamination 
operations. 

(b)  Faciiititfi  protection.  Provide  industry  protwtion  and  guid- 
ance material  adapted  to  the  iuhhIs  of  indiistrie.s  concerned  and  pro- 
mote a  nat  ional  program  to  st  iinulate  disaster  preparedness  and  control 
in  order  to  minimize  the  etTecfs  of  overt  or  covert  attack  on  domestic 
surface  transportation  and  storage  facilities.  (luidanc<>  shall  include 
but  not  l>e  limited  to  organization  and  training  of  facility  employees, 
personnel  shelter,  evaluation  and  rcl(Kation  plans,  re<-ords  protection,  < 
continuity  of  management,  emergency  repair  and  recovery  of  facili- 
ties, deconcentration  and  disi)ersal  o"f  facilities  and  e<iuipment,  and 
mutual  aid  associat  ions  for  emergency. 

(c)  Damage  assessment.  Maintain  a  capability  to  assess  the  effects 
of  attack  on  all  domestic  surface  transportation  and  storage  facilities 
essential  to  safe  and  effective  surface  transportation  in  a  national 
emergency,  and  to  provide  data  to  the  Department  of  Defense. 

Sec.  5.  Research.  Within  the  framework  of  the  over-all  Federal 
re.search  objectives,  the  Commission  shall  supervise  or  conduct  research 
in  areas  directly  concerned  with  carrying  out  assigned  emergency 
preparedness  responsibilities,  designate  representatives  for  necessary 
ad  hoc  or  task  force  groups,  and  provide  advice  and  assistance  to 
other  agencies  in  planning  for  research  in  areas  involving  the 
Commission's  interest. 

Sec.  6.  Functional  Guidance.  The  (Commission,  in  CArr\-ing  out 
the  functions  assignetl  in  this  order,  shall  be  guided  by  the  following: 

(a)  Interaaency  cooperation.  The  Commission  shall  assume  the 
initiative  in  developing  joint  plans  for  the  coordination  of  emergency 
domestic  surface  transjwrtation  and  storage  programs  of  those  depart- 
ments and  agencies  having  responsibility  for  any  segment  of  such 
activity;,  It  shall  utilize  to  tiie  maximum  those  capabilities  of  otlier 
agencies  qualified  to  perform  or  assist  in  the  performance  of  assigned 
functions  Dy  contractual  or  other  agreements. 

(b)  Prejddentiid  coordination.  The  Director  of  the  Ofiice  of  p]mer- 
gency  Planning  shall  advise  and  assist  the  President  in  determining 
policy  for,  and  assist  him  in  coordinating  the  performance  of  func- 
tions under  this  order  with  the  total  national  preparetbiess  program. 

(c)  Emergency  planning.  Emergency  plans  and  programs,  and 
emergency  organization  stru<ture  required  thereby,  shall  be  developed 
as  an  integralpart  of  the  continuing  activities  of  the  Commission  on 
the  basis  that  it  will  have  the  re.sjK)nsibility  for  carrying  out  such 
programs  during  an  emergency.  The  (\)mmission  shall  In?  prepared 
to  implement  all  appropriate  plans  developed  under  this  order. 
Modim-ations  and  temiH)rary  organizational  changes.  b5use<l  on  emer- 
gency conditions,  will  1h»  in  accorilanco  with  jwlicy  (letermination  by 
the  President. 
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Sec.  7.  Emergency  Actions.  Nothing  in  this  order  shall  be  con- 
strued as  conferring  authority  under  Title  III  of  the  Federal  Civil 
Defense  Act  of  1950,  as  amended,  or  otherwise,  to  put  into  effect  any 
emergency  plan,  procedure,  policy,  program,  or  course  of  action 
prepared  or  developed  pursuant  to  this  order.  Such  authority  is 
reserved  to  the  President. 

Sec.  8.  RedelegcUion.  The  Commission  is  hereby  authorized  to 
redelegate  within  the  Interstate  Commerce  Commission  the  functions 
hereinabove  assigned  to  it. 

Sec.  9.  Prior  Actions.  To  the  extent  of  any  inconsistency  between 
the  provisions  of  any  prior  order  and  the  provisions  of  this  order,  the 
latter  shall  control.  Emergency  Preparedness  Order  No.  15  (hereto- 
fore issued  by  the  Director,  Office  of  Civil  and  Defense  Mobilization) 
(26  F.R.  83&-839),  is  hereby  revoked. 

John  F.  Kennedy 

The  WnrrB  House, 

February  16,  1962. 
[F.R.  Doc.  62-1811;  Filed,  Feb.  19,  1962;   10:47  a.m.] 
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ritle  5— ADMINISTRATIVE 
PERSONNa 


Chapter  I — Civil  Service  Commission 

PART  24— FORMAL  EDUCATION  RE- 
QUIREMENTS FOR  APPOINTMENT 
TO  CERTAIN  SCIENTIFIC,  TECHNI- 
CAL, AND  PROFESSIONAL  POSI- 
TIONS 

FisKery  Biologist;  Refuge  Monoger; 
Wildlife   Biologist 

Paragraph  (a)  of  §  24.70  and  para- 
graphs (b)  and  (O  of  §24.71  are 
•mended  and  a  new  i  24.153  Is  added  as 
■et  out  below. 

§  24.70     Fwhery  Bioloftist,   CS-4a2    (all 
grades  and  options). 

(a)  Ediicational  requirement.  (1) 
Applicants  for  nonresearch  positions  in 
this  series  must  have  successfully  com- 
pleted one  of  the  following: 

(1)  A  full  4-year  course  of  study  in  an 
accredited  college  or  university  leading 
to  a  bachelor's  or  higher  degree  with  at 
least  30  semester  hours  of  course-work 
in  biological  science.  This  course-work 
must  have  included: 

(a)  At  least  6  semester  hours  in  aqua- 
tic subjects  such  as  limnology,  ichthy- 
ology, fishery  biology,  aquatic  botany, 
aquatic  fauna,  oceanography,  fish  cul- 
ture or  similar  course-work  of  equivalent 
basic  values  In  the  field  of  fishery  biol- 
ogy; and 

(b)  At  least  12  semester  hours  In  the 
ftnimiti  sciences  in  such  subjects  as  gen- 
eral zoology,  invertebrate  zoology,  ver- 
tebrate Boology,  comparative  anatomy, 
physiology,  entomology,  parasitology, 
ecology,  cellular  biology.  Renetics,  or  re- 
search In  these  fields.  (Excess  course- 
work  in  aquatic  subjects  may  be  used  to 
meet  this  requirement  when  appropri- 
ate.) 

(11)  Course-work  In  an  accredited  col- 
lege or  university  which  has  included  at 
least  30  semester  hours  in  biological  sci- 
ence with  a  minimum  of  6  semester 
hours  in  aqxiatic  subjects  and  12  semester 
hours  in  the  anima.i  sciences  as  described 
In  subdivision  (i)  of  this  subparagraph. 
plus  additional  appropriate  experience 
or  education  which  when  combined  with 
the  30  semester  hours  wfll  total  4  years 
of  education  of  4  years  of  education  and 
experience.  The  quality  of  the  ap- 
plicant's total  background  must  be  such 
that  it  gives  him  a  professional  and 
technical  knowledge  comparable  to  that 
normally  acquired  through  the  success- 
ful completion  of  the  full  4 -year  course 
of  study  described  in  subdivision  (i»  of 
this  subparagraph. 

(2)  Applicants  for  research  positions 
in  this  series  must  show  that  they  have 
completed  a  full  4 -year  course  of  study 
in  an  accredited  college  or  university 
leading  to  a  bachelor's  or  higher  degree 
with  major  study  in  biology,  zoology,  or 
biological  oceanography,  which  has  In- 
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eluded  at  least  30  semester  hours  of 
course-work  in  biological  and  aquatic 
science  and  15  semester  hours  of  course- 
work  in  the  physical  and  mathematical 
sciences.  This  course-work  must  have 
included: 

(i»  At  least  15  semester  hours  of 
preparatory  training  in  zoology  beyond 
the  introductory  courses  in  biology  or 
zoology  in  such  subjects  as  Invertebrate 
zoology,  comparative  anatomy,  histology, 
physiology,  embryology,  advanced  verte- 
brate zoology,  genetics,  entomology,  and 
parasitology;  and 

( ii )  At  least  6  semester  hours  of  train- 
ing applicable  to  fishery  biology  in  such 
subjects  as  fishery  biology,  ichthyology, 
limnology.  oceanography.  algology. 
planktonology,  marine  or  fresh  water 
ecology,  invertebrate  ecology,  principles 
of  fishery  population  dynamics,  or  simi- 
lar course-work  of  equivalent  basic 
values  in  the  field  of  fishery  biology :  and 

(iii)  At  least  15  semester  hours  of 
training  in  any  combination  of  two  or 
more  of  the  following:  Chemistry,  phy- 
sics, mathematics,  or  statistics. 

§2».7l       Refujtr    Manaicrr,    CS-183    (all 
(SradfA  and  option*). 
•  •  •  •  • 

(bi  Duties.  Refuge  Managers  per- 
form professional  and  scientific  work  in 
connection  with  the  conservation  and 
management  of  wildlife,  the  manage- 
ment of  wildlife  refuges,  and  the  ad- 
ministration and  management  of  the 
wildlife  refuge  system  of  the  Federal 
Govenunent.  This  includes  determin- 
ing, establishing,  and  applying  the  bio- 
logical facts,  principles,  methods,  tech- 
niques and  procedures  necessary  to  pre- 
serve, protect  and  manage  wildlife  on  a 
state,  national  and  international  basis. 
The  wildlife  Includes  waterfowl,  big  and 
small  game,  and  unique,  vanishing,  and 
other  highly  important  species.  The 
work  involves  making  such  technical 
considerations  as  weighing  the  specific 
biotic.  ecologic.  nutritional  and  related 
requirements  of  the  various  species  ef 
wildlife,  determining  the  implications  of 
their  habits  and  requirements  ttn  man- 
agement, and  deciding  the  specific  meth- 
ods of  management  to  use  to  conserve, 
protect,  and  manage  the  species  of  wild- 
life under  -consideration. 

(c>  Knouledge  and  training  requisite 
for  performance  of  duties.  The  duties 
of  these  positions  cannot  be  performed 
successfully  without  a  sound  basic 
knowledge  of  the  fundamental  biologi- 
cal sciences  and  specific  training  in  wild- 
life biology  and  wildlife  management, 
since  the  duties  of  these  positions  are 
such  that  they  require  an  exacting  and 
detailed  knowledge  of  these  sciences. 
The  incumbents  of  these  positions  must 
have  the  ability  to  apply  this  profes- 
sional training  and  their  scientific  knowl- 
edges to  their  work  in  order  to  solve 
specific  problems,  and  to  interpret  and 
apply  research  findings,  and  perform  re- 
search, both  in  the  field  of  wildlife 
biology  and  in  related  fields.    This  req- 


uisite training  EUid  these  reouiwrfi 

edges  can  only  be  acquired  ttUQi^'^ 
successful  completion  of  a  4kil5 
course  of  study  in  an  accredited  «||S 
or  university  which  has  scleottlle  SZ 
ies.  well  equipped  laboratnijn^  ^ 
thoroughly  trained  instructon  vIm  ^ 
evaluate  the  progress  of  the  profi 
and  scientific  training  properly 

§  2  1. 1 33      Wildlife  Biologist,  CS-4||  (^ 
grades  and  options). 

(a>  Educational  requiremenit,  (}) 
Applicants  for  nonresearch  poiltlaaki 
this  series  must  have  successfully  n^ 
pleted  one  of  the  following: 

(D  A  full  4-year  course  of  study  Ma 
accredited  college  or  university  kiil^ 
to  a  bachelor's  or  higher  degree  vHkg 
least  30  semester  hours  in  bioloctarii^i 
ence.  This  course- work  must  hftfi  i^ 
eluded: 

( a  )  At  least  9  semester  houn  iB  m^ 
wildlife  subjects  as  mammalogy,  oa^ 
thology.  animal  ecology,  wlldllfa  ag^ 
agement.  or  research  courses  inthilil 
of  wildlife  biology;  and 

(b)  At  least  12  semester  boa  h 
zoology  in  such  subjects  i 
zoology,  invertebrate  zoology, 
zoology,  comparative  anatomy, 
ology.  genetics,  ecology,  cellular  H^ 
logy,  parasitology,  entomology, .«  M^ 
search   courses   in   such  subjeeli:  ■! 

( c )  At  least  9  semester  houn  In 
or  related  plant  sciences.   (ExoMi 
work  in  wildlife  subjects  may  be 
meet    the    zoology    requirement  vte 
appropriate.  > 

I  ii )  Course -work  in  an  accredited  Mk 
lege  or  university  which  included  aft 
30  semester  hours  in  biological 
with  9  semester  hours  in  wildlife 
12  semester  hours  in  zoology,  aal  • 
semester  hours  in  botany  or  related  pM 
sciences,  as  described  in  subdlyMoB  (D 
of  this  subparagraph,  plus  addlttOMJlIK 
propriate  experience  or  educatloavktt 
when  combined  with  the  30  IOMM 
hours  will  total  4  years  of  eduraHaiC 
4  years  of  education  and 
The  quality  of  the  applicant* 
background  must  be  such  that  tt 
him  a  professional  and  technical ' 
edge  comparable  to  that  noima^ 
quired  through  the  successful  _^*' 
of  the  full  4-year  course  of  atad 
scribed  in  subdivision  (i)  of  thli 
paragraph. 

(2»  Applicants  for  research 
in  this  series  must  show  that  thty  Um 
completed  a  full  4 -year  course  ci  ^m 
in  an  accredited  college  or  xttiimm 
leading  to  a  bachelor's  or  higher 
with  major  study  in  zoology, 
biology,  and  botany,  which  has—---^ 
at  least  30  semester  hours  of  couii»J">W 
in  biology  and  15  semester  ^^O'"*  "T 
physical,  mathematical,  and  ••™  *" 
ences.      This    course-work    must  Haw 

included:  4_-m* 

( i )  At  least  12  semester  houraP"" 
zoological  subjects  as  ^'"JJJjS 
zoology,  vertebrate  zoology,  co«npM*»" 
anatomy    of    vertebrates,    emUi«"w< 
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^^TSSSic."^       Title  7— ABRBULTORE       IJit^^^e^^SSSt** 

,.,^,.  and  genetlca.  «na  ■■•«•  nuuMifactared  and  j»cked  in aacordttwe 

M  uwmt •  "^^^^^^^Ir^Z  ChoplM  I— Af  riculturol  Marketing  ^^    ^^  ^».«^»^«i  prgeUce  to  aaaure 

»  '!?-",  to  wUdUfebiolw  to  iracn  ^^^^^  iSi^wkwds,   Inapoetiona,  freshness  and  good  keeping  tpiality. 

i^SifTn2SSS!S:  MaH-tta^^r^KHcahDopartmenff  ^  5^.3062     Tex.™  of  pe™-  W..er. 

gl  pi«,ulatjon  «y°«;™J«?v^  AsHcvlhir.  ^^^  "Smooth"  texture  meana  tbe  pea- 

^  ggwae-woric  of  equlv^^mt  bartc  ^^^^   5»_piOCESSED    FRUITS   AND  nut  butter  has  a  very  fine,  very  ef«n  tex- 

<»*«*^?f*o°LSiS«  S,^to  the  VEGETABLES,    PROCESSED    PROD-  ture  with  no  perceptible  grainy  peanut 

S'/iS^  -Treated  plant  «.!-  UC«    THEt^F     A  N^  CERTAIN  Pa-- ^^..  ^^  _„  ^  p^a- 

?i>  -  >- ^^m^srr  cS^iSi  ;J    ss?"  ^•^""^'^  ^"^  "^^^  -r^-ea^-STt-ssr^ 

•/S'  SSJ^^eS^'.  S«bport-U.S.  Standards  for  Grade,  P«>^^  «>*  more  th«.  %.  Inch  In 

* Jttiemati^.    sUUstica.    soils  of  Peanut  Butter  ^  ^Tcf^^S&"  or  -Crunchy"  texture 

pt^  fBOlofy.                Blokwlsta  per-  On  June  10.  1961,  a  notice  of  Proposed  means  peanut  butter  which  hM  a  pjur- 

*>  *'**!t-.!rSS«.S^workhi  rule  making  was  published  in  Uie  Pm-  tlally  fine  or  partially  grainy  texture 

"  "^SSTf^^nr^^Uon  and  mal  Rmistbi  (26  PJl.  5230)  regarding  with  substantial  amounta  of  peMJUt  pm- 

jTwJSLfrSTS^edetl^  a  proposed  revision  of  ttie  United  States  tides  larger  than  H.  Inch  In  any  dlinen- 

^^.^^IftbUahment  aad  appUcation  standards  for  Grades  of  Peanut  Butter,  sion. 

TSeMBkogtBal  facts,  principles,  meth-  ^fter    conslderaUon    of    all    relevant  g  52.3063    Types  ml  pcawM  baiter. 

Jl^nd  procedures  necessMy  for  the  niatters  presented,  including  the  pro-               stdbiltsed  tme     Stabiliaed  pea- 

jySjSTprotection   and  manwe-  ^  .^t  forth  in  the  aforesaid  notice.  J.  ^utte^  tatS  ^ut  S^T^pSd 

tf  i  •KUt.?^^  ^Jii^^V^.  STfoUowlng  united  States  St^dards  '^^if^'ti^^SS^^^^/^i2) 

S  of  ««SJl^?S.n  «f  Srf?^m2l-  tor  Oradea  of  Peanut  Butter  are  hereby  i'i^h  W«SSle  added  lngredient(8) 

*«»'!?f-2!?S2^of  wil^'Sdrf  promulgated  pursuant  to  tiie  authority  designed  or  Intended  to  stabfliae  the 

•***i^ '*f?2i2a«VmSrtoa«i-  contained  in  the  Agrlcultiural Marketing  product. 

aSrSfS.S'^UrJSfSo^JSSit  STS6<aecs.202-208.60SUt.l087.  ^b)  Non-stabOfeed  type.     Non-^ 

SSta?  Sf^ecSS^onsideitlon  as  amended;  7  U.S.C.  1621-1627) .  lized  peanut  butter  »»^P«»;^«S 

fiC' phases  of  wUdllfe  manage-         p^^cr  dbc^i^n,  TErTTiR.s.  tttes.         P^^^ljSSSft  J^tSSJ?  th^ 

■  "^Bhreoi^e  a  thorough  under-                                 a«Ai»i  added    ingredient(a)    to    atabUiae    tne 

of  wildlife   and  wildlife  ad-  see.  product. 

(3)     administration    and  saJOSl  Product  dewarlptlon.  „  52.3P64     Grades  of  peanut  butter. 
^#  «a,-irvi<M  i:%w)M^l  wildlife  63.3062  Textures  of  peanut  butter.  »  "                                     "^ 
r:;^(irrl2JJS^  wSS  SSS  -rn-  of  p.inut  buu«.  (a)  "UB.  Grade  A"  («■  "UB.  Fancar" ) 
**i^^  oflS^SrtJSTcrf^  «•«»*  an«U.  of  pe«iut  butter.  is  the  QuaUtf  of  pettut  birttcr  ttuOtais 
V^%  M^iO^Xmii^                       F*c«».  or  QTT*i«T  a  good  color,  tiiat  has  a  good  «>nste^^. 
y^gTes^Va^ffi  ^^  .pertaining  t.e  gr«.e.^  ^^    ^^      SSJ  lSs"a'^2?Svir'^'Xi'S52:: 

7Snds  used  to  control  populations  tajaom  ootor.  ^^I^®*"^*'* V  **°*i,I?L!Srf«  ^!L«S 

l5!ISS«Sermanagement8taidkM  sa.306S  Oomistniey-  than  90  points  when  scored  In  •oomJ: 

12S!^L2Sl   'thTmaSgement   of  aajoea  Ai»«ce  of  deiecu.  ance  wlUi  the  scoring  system  outlined 

S?i«SrS  imiiflTMSrSc  M-»OTO  navor  and  •roma.  in  this  subpart.  „    «^   ^ 

T£Sme^^<^^^   .^,«.„«-™».-A.^».   ^];^^^^s:X^£i^SSi 

ISSl^SS^  tbat^Sa^^^iSl    ra*™   score  rt.«t  for  p«mut  butter.  the  KxwlM  wrtBn  ooUliied  In  till.  «*- 

atL2!S^£'.s5fl?iS,5S£;  js:;zr^^s^.:^^o^T^^.  '^u"2SS^s^J;tS--s^r^ 

rSrS?rorder  to  solve  spedilc    7  UBXJ.  x«i-i07.  ^^LS?S  u2  SSd?C 

■H  to  interpret  and  apply  tt^re-    p,o„^cT  Dkckiftion.  Textttkes.  Typk.     Quirements  of  UB.  <^e  C. 
<f  isKarch  both  m  the  field  of    '^"''  grades  Factobs  or  Qvautt 

jy  and  in  closely  related  fields,  or  ....  c  e-  «iwi^     A..^.^m*^mimm  die  arade. 

tl  da  Wfldhfe   research.      This   profes-      §  523041      Product  deernpuon.  §  52.3065     Aaeatammg  me  sraoe. 

donallnkring  and  these  required  acien-  p-anut  butter  is  a  cohesive,  commi-  The  grade  of  peanut  butter  m^M 

«ifc  kMvledges  can  only  be  acquired  ^.  -^  product  prepared  from  clean,  ascertained  by  considering.  In  addition 

the  successful  completion  of  a  «helled  oeanuts  by  grinding  or  to  the  requirements  of  the  respective 

_o«urae  Of  study  in  an  accredited  "^J'  ^SfJi/^tSl  matSel^  grade,    Uie   following    factora:     Color, 

or  wilversity.  which  haaacientillc  ^^^  ^"^St^^^^'^d^s^^ye  SStency.  absence  of  defects,  and  fla- 

weU  equipped  laboratories,  and  Jf^^^'^^f^^^ti^t^^iTadS^  J^^S^Loma.    The  relative  1-por- 

ily  trained  instiiictors.  who  can  been  removed  and  <»/^i,<'^,^,^^*!  *^^  iZ,J^  M^ftM^tor  which  la  scored  is 

^  progress  of  professional  and  as  a  seasoning  agent.    Suitable  season-  tance  ^T.^J^r^J'^^  "Z^  ^j 

^iSSSTropily.  ing  agente  other  ttian  salt,  suitable  ste-  expre«^  ^^S^rZl^fTt^ 

Mi^  11  u  fit^t  ^M>  IS  n  a c  8S0)  bllizing  ingredlent(s) .  and  Ingredlent(s)  100.    The  msoomum  nuiMw  w^^ 

»aK.n.Ba8tat8»o,  suacaeo)  ofSttve  value  as  permitted  under  ttie  tiiat  may  be  given  such  factors  are. 

Unrrai)  States  Civn.  Sesv-  orovislons  Of  the  Federal  Food.  Drug,  nuston:                                              '*^'»^ 

ICE  Comnssiow, (i)  cjoior f? 

ISBUl      IfaST  V.  Wsmn.,  ,  comDUaace  with  the  provision,  of  theee         (2)  Oonrtrtwicy------ » 

£xecttftt)e  Assisfttilf  to  rtaSSteSS  not  excusi  failure  to  comply         (8)  Aheence  of  detects JJ 

t;i«  Oommisstoaers.  ^^  ««  prorlskms  of  tlie .  Federal  Food.        (4)  Flarw  and  anima. 

"*  '^  "-'Tirri  ~  "•  '^'  S3-urs^s?L-  -"'  •"-^     «— • r 
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I  52.3066     AMcrtaiminc    the    ratine    for 
tlM  factor*  whkJi  are  scored. 

The  cnTTitlal  rarlAtlona  within  each 
factor  which  la  scored  are  so  described 
that  the  ralue  may  be  ascertained  for 
each  factor  and  expressed  numerically. 
The  numerical  range  within  each  factor 
is  incliisiye  (for  example.  "18  to  20 
points"  means  18.  19,  or  20  points) . 

§  52.3067     Color. 

(a)  0«ii«rai.  The  color  of  peanut 
butter  refers  to  the  color  hue  and  color 
intensity  of  the  overall  mass,  regardless 
of  the  texture  and  regardless  of  the  va- 
riety of  peanuts  from  which  prepared. 

(b)  Color  Mtandardt.  Peanut  butter 
color  may  be  classified  in  accordance 
with  the  following  outline  for  the  appli- 
cable U.S.  Department  of  Agriculture 
Color  Standards  (hereinafter,  as  may  be 
referred  to  as  "USDA  Colors ') : 
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(c)  The  UjB.  Department  of  Agricul- 
ture Color  Standards  shall  be  viewed 
under  standard  lighting  conditions  as 
follows:  Compare  the  color  of  the 
colar  standard  with  a  representa- 
tive sample  of  peanut  butter  having  an 
area  and  depth  approximately  equal  to 
the  color  standard.  A  suitable  light 
source  ot  ^proximately  250  foot  candle 
Intensity  and  having  a  spectral  quality 
approximating  that  of  daylight  under 
a  moderately  overcast  sky  and  a  color 
temperative  of  7500  degrees  Kelvin  ±  200 
degrees  is  preferable.  With  the  light 
source  directly  over  the  color  standard 
and  product,  observation  is  made  at  an 
angle  of  45  degrees  and  at  a  distance 
of  about  24  inches  from  the  product. 

(d)  (A)  cUusification.  Peanut  butter 
that  has  a  g(xxl  color  may  be  given  a 
score  of  18  to  20  points.  "Good  Color" 
means  a  rich  color  Epical  of  peanut 
butter  prepared  from  properly  roasted 
peanuts  and  otherwise  properly  proc- 
essed peanut  butter;  such  tsrpical  color 
is  no  less  brown  than  USDA  Color  1  or 
no  more  brown  than  USDA  Color  4.  and 
is  without  any  tinge  of  a  dull.  grey,  or 
other  abnormal  cast. 

(e)  (C)  classification.  Peanut  butter 
that  has  a  fairly  good  color  may  be  given 
a  score  of  16  or  17  points.   Peanut  butter 
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that  scores  in  this  classification  shall  not 
be  graded  above  US.  Grade  C.  regardless 
of  the  total  score  for  the  product  (this  is 
a  limiting  rule>.  Fairly  good  color" 
means  color  typical  of  peanut  butter  pre- 
pared from  properly  roasted  peanuts  and 
otherwise  properly  processed  peanut  but- 
ter; such  typical  color  may  be  slightly 
dull  and  or  may  have  a  slight  grey  cast; 
may  be  lighter  brown  In  color  than 
USDA  Color  1  but  is  not  excessively  pale 
as  Indicative  of  insufBcient  roasting:  or, 
such  typical  color  may  be  more  brown 
than  USDA  Color  4  but  is  not  excessively 
brown  as  indicative  of  excessive  roasting, 
(f)  (SStd)  classification.  Peanut  but- 
ter that  is  off  color  for  any  reason  or 
that  fails  to  meet  the  requirements  of 
paragraph  (e)  of  this  section  may  be 
given  a  score  of  0  to  15  points  and  shall 
not  be  graded  above  Substandard,  re- 
gardless of  the  total  score  for  the  prod- 
uct (this  Is  a  limiting  rule). 

§  32.3068      ('.ofifliMrncy. 

(a)  General.  The  factor  of  con- 
sistency refers  to  the  spreadability  of  the 
product,  and  to  the  degree  of  oil  separa- 
tion, if  any. 

(b>  Determination  of  consistency. 
Consistency  of  peanut  butter  is  deter- 
mined at  a  product  temperature  of  not 
less  than  70°  F.  nor  more  than  80*  F. 
without  mixing  the  product  in  the  sta- 
bilized type,  and  after  reasonable  mixing 
of  the  product  in  the  non-stabilized 
type. 

(c)  (A)  classification.  Peanut  butter 
that  has  good  consistency  may  be  given 
a  score  of  18  to  20  points.  "Good  con- 
sistency" means  that  the  peanut  butter 
shall  spread  easily,  shall  not  be  thin  nor 
more  than  slightly  stiff:  and.  in  addition 
to  the  foregoing:  (1)  In  stabilized  tjrpe 
of  peanut  butter,  there  is  no  noticeable 
oil  separation  or  (2)  in  non-stabilized 
tsrpe  of  peanut  butter,  there  is  no  more 
than  slight  mixing  required  to  disperse 
any  separated  oil. 

(d)  (C)  classification.  Peanut  butter 
that  has  fairly  good  consistency  may  be 
given  a  score  of  16  or  17  points.  Peanut 
butter  that  scores  In  this  classification 
shall  not  be  gradedi  above  U.S.  Grade  C. 
regardless  of  the  total  score  for  the 
product  (this  is  a  limiting  rule) .  "Fairly 
good  consistency"  means  that  the  peanut 
butter  Is  spreadable;  may  be  moderately, 
but  not  excessively,  thin;  may  be  mod- 
erately, but  not  excessively,  stiff:  and.  in 
addition  to  the  foregoing:  (1)  In  stabi- 
lized type  of  peanut  butter,  there  may  be 
no  more  than  slightly  noticeable  oil  sep- 
aration or  (2)  in  non-stabilized  peanut 
butter,  there  may  be  no  excessive  oil 
se];>aration  that  causes  ru>ticeable  dry- 
ness or  that  requires  more  than  moderate 
mixing  to  disperse  the  oil. 

(e)  (SStd)  classification.  Peanut  but- 
ter that  falls  to  meet  the  requirements  of 
paragraph  (d)  of  this  section  may  be 
given  a  score  of  0  to  15  points  and  shall 
not  be  graded  above  Substandard,  re- 
gardless of  the  total  score  for  the  prod- 
uct (this  is  a  limiting  rule). 

§  52.3069      Abucncr  of  defecta. 

(a)  Oeneral.  The  factor  of  absence  of 
defect  refers  to  the  degree  of  freedom 
from  dark  particles  and  from  any  other 


defects    i  including   water-inaoii^  ^ 
organic  residue)  which  affeet^tTS^ 
someness  or  detract  from  the 
or  edibility  of  the  product. 

(b)  Definition  of  water -insot^bk^ 
organic  residue.  "Water-laaola^^ 
organic  residue"  means  water>liM||^ 
Inorganic  residue  as  determln^^^? 
cordance  with  an  applicable  method  m! 
erenced  in  §  52.3071.  ^ 

(c)  (/4)  classification.  Peanut  h^te 
that  is  practically  free  from  defseteZ 
be  given  a  score  of  27  to  M  p|Zb 
"Practically  free  from  defects"  im2 
that  the  presence  of  dark  parttali^M 
any  other  defects  does  not  moct  ttS 
slightly  affect  the  appearance  or  nlte 
quality  of  the  product;  and  mcm^Z 
there  may  be  present  not  mom  tt^l 
milligrams  of  water-insoluble  In 
residue  per  100  grams  of  peanut 
Provided,  That  such  residue 
be  present  does  not  affect  the 
wholesomeness  of  the  product. 

(d)  (C)  classification.  PemmililiK 
that  is  fairly  free  from  defects  WH9  U 
given  a  score  of  24  to  26  points. 
butter  that  falls  into  this  el 
shall  not  be  graded  above  XJS. 
regardless  of  the  total  score  for 
uct  (this  is  a  limiting  rule) .  TtU^fiti 
from  defects"  means  that  the 
of  dark  particles  and  any  other 
does  not  more  than  materially  aflielRi 
appearance  or  eating  quali^  of  tbtmli 
uct :  and  means  that  there  may  bt  p» 
ent  not  more  than  20  mllllgruM  4 
water -insoluble  inorganic  reckhitpvM 
grams  of  peanut  butter:  ProiiMstf,l|g 
such  residue  which  may  be 
not  affect  the  edibility  or  wh 
of  the  product. 

(e)  (SStd)  classification.  Peaiit 
butter  that  fails  to  meet  the 
ments  of  paragraph  (d)  of  this 
may  be  given  a  score  of  0  to  21  polVli 
and  shall  not  be  graded  above 
ard.  regardless  of  the  total  score  for 
product  (this  is  a  limiting  rule). 

§  52.3070     Flavor  and  armna. ' 

(a)  (A)  classification.    Peanut 
that  has  a  good  flavor  and  good 
may  be  given  a  score  of  27  to  10 
"Good  flavor  and  good  aroma" 
flavor    and    aroma    tsrpical   of 
roasted  and  freshly  ground 
of   properly   proportioned  and 
materials,  free  from  staleness.  frm  ftoi 
rancidity,  and  free  from  obJ( 
flavors  and  objectionable  odon  (tf 
kind.     To   score  in   this 
there  may  be  not  less  than  1.0 
nor  more  than  1.8  percent,  by 
salt  in  the  flnished  peanut  butter. 

(b)  (C)  classification.  Peanut 
that  has  fairly  good  flavor  and 
good  aroma  may  be  given  a  score  fliltii 
26  points.  Peanut  butter  that  *Mn>2 
this  classification  shall  not  be  gnM 
above  U.S.  Grade  C,  regardlem  of  • 
total  score  for  the  product  (this  li» 
limiting  rule) .  "Fairly  good  flavor  ■* 
fairly  good  aroma"  means  a  flavar  •■ 
aroma  that  is  typical  of  property  jw- 
pared  peanut  butter,  which  may  **•'* 
ing  good  flavor  and  good  aroma,  y  ■ 
free  of  objectionable  flavors  and  €«»• 
ti(mable  aromas  of  any  kind.  Tb  ««• 
in  this  classification  there  may  be  m 
less  than  0.5  percent,  nor  more 


>^. 
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rw^ht.  of  salt  in  the  finished 

"^irild")      classification.    Peanut 
•*  ^^  fails  to  meet  the  requlre- 
^fgg  IB**  'rzL^^  (b)  of  this  section 
of  0  to  23  points  and 
,,.,».^-  above  Substandard, 
'^^hTtotal  score  for  the  prod- 
jggUnaitlng  rule). 

^MD  MXTHODS  or  ANALYSES 


■alMfl    MTth*"*^  of  analysi*  for  waler- 
f'SLue  inorganic  re«idue  and  salt. 


^__r. insoluble  inorganic  residues 
^lUto  peanut  butter  is  determined 
fJ!iSin^with  the  latest  ofHclal 
iJSaSKed  in  the  Official  Methods 
■ffSSTof  the  Associatfon  of  Offl- 
ii  sSteoKural  Chemists  or  any  other 
•*  "^Jjuit  gives  equivalent  results. 


1  jajecnOTI   AND   C:i:RTirlCATIOH 

iQjyn     Arrertaining   ihr   grade   of  a 

1st 

fte  irads  Of  a  lot  of  peanut  butter 

a^^dbv  these  standards  is  determined 

STtennoedures  set  forth  In  the  Reg- 

^  Toovemlng  Inspection  and  Cer- 

,of  Processed  Fruits  and  Vege- 

rioeMsed  Products  Thereof,  and 

Othcf  Processed  Pood  Products 

(II  m  through  52.87). 

SCOKK  SHKET 
I  Stltra     Score  •heel  for  peanut  butter. 
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Chapter   HI — Agricultural    Research 
Service,  Deportment  of  Agriculture 

PART  318— TERRITORIAL  QUARAN- 
TINE NOTICES 

Subport-— Hawaiian  Fruits  and 
Vegetables 

AoitnnsTaATivK  Ikstructions  Approving 
Mbthtl  BaosnDB  FmacATiON  as  a 
COHDITXON  roa  CraTxricATioN  of  Toma- 
TOZ8  roa  MovnoNT  From  HAVtrAii 

Pursuant  to  the  authority  conferred 
by  S  318.13-4(b)  of  the  regulations  (7 
CFR  318.l»-4(b))  supplemental  to  the 
Hawaiian  Fruits  and  .Vegetables  Quaran- 
tine (Notice  of  Quarantine  No.  13.  7 
CFR  318.13) ,  under  sections  8  and  9  of 
the  Plant  Quarantine  Act  of  1912,  as 
amended  (7  UJ3.C.  161. 162) ,  administra- 
tive Instructions  to  be  designated  as  7 
CPR  318.1S-4d  are  hereby  issued  to  read 
as  follows: 

§  318.13— 4d  Administrative  instrurtionn 
approving  methyl  bromide  fumiga- 
lion  ■•  a  condition  for  certification  of 
tomatoea  for  movement  from  Hawaii. 


»-  mmA  ^*mA  of  container  .. 
^^'    -^iwldenUflcallon. 


NaMUM 


(aUBCM) •- 

MMlrt'-    " ..K..»fcv< 

(iSOMd.  Non-8tal)lll«'J)     

■■■Snbk  Wnmnic  rpfridtic  (inc/IOO  Krams) 
bywflght) 


Faatan 


0*r 


Score  point* 


■») 


■A) 


30 


30 


lUO 


(A) 
(C) 
(SStd) 
(A) 

<Q 
(SStd) 

(A) 

(SStd) 

i(A) 


is-ao 

1  16-17 
•  0-lS 
18-30 

■  16-17 
10-15 
27-10 

i2«-2« 
■0-23 
27-30 


(C)        '  24-2« 

(SSt.l) 


10-23 


Hmltlnf  rulr. 

TlM  United  States  Standards  for 
(kadei  of  Peanut  BuUer  (which  is  the 
Moood  issue)  contained  in  Uiis  sul^art 
disll  become  effecUve  30  days  after  the 
<ite  of  publication  hereof  in  the  FnnuL 
RnBOi,  and  thereupon  will  supersede 
ths  Qbtted  States  Standards  for  Grades 
of  ftamit  Butter  which  have  been  in  ef- 
f«t  liiioe  September  1.  1942. 

DiM:  February  15.  1962. 

G.   R.   OSANGS, 

Deputy  Administrator. 
Marketing  Services. 

I'A.  Doc.    62-1085:    Piled.    Feb.    19.    1992; 

8:46  a.m.| 


The  IMrector  of  the  Plant  Quarantine 
Divialon  herdjy  approves  methyl  bromide 
fumigation,  applied  in  accordance  with 
the  provisions  of  this  section,  as  a  treat- 
ment for  tomatoes  from  Hawaii.  Toma- 
toes treated  and  handled  as  provided 
in  this  section  may  be  certified  for  move- 
ment from  Hawaii  to  other  parts  of  the 
United  States. 

(a)  Approved  fumigation.  (1)  The 
approved  fumigation  shall  consist  of 
fumigation  with  methyl  bromide  at  nor- 
mal atmoaiAerlc  pressure,  in  a  fumiga- 
tion chamber  which  has  been  approved 
for  that  purpose  by  the  Plant  Quarantine 
Division.  The  dosage  shall  be  applied  at 
the  rate  of  2  pounds  per  1.000  cubic  feet 
for  3V4  hours  at  70*  F.  or  above. 

(2)  Tomatoes  to  be  fumigated  may  be 
individually  wrapped  in  gas-permeable 
tissue  paper  and  packed  in  standard 
slatted  tomato  Uigs  or  containers  sim- 
ilarly vented.  ^JHie  fumigation  chamlier 
shall  not  be  loaded  to  more  than  two- 
thirds  of  its  capacity.  The  3Mi-hour  ex- 
posure period  shall  begin  when  aU  the 
fumigant  has  been  introduced  into  the 
chamber  and  volatilized.  Good  circula- 
tion above  and  below  the  load,  and  be- 
tween individual  containers,  shall  be 
provided  as  soon  as  the  tomatoes  are 
loaded  in  the  chamber  and  shall  con- 
tinue during  the  fxill  period  of  fumiga- 
tion and  until  the  tomatoes  have  been 
r«noved  to  a  well-ventilated  location. 

(b)  Supervision  of  treatments  and 
subsequent  handling.  The  treatment 
approved  in  this  section  and  the  subse- 
quent handling  of  the  tomatoes  so 
treated  must  be  under  the  supervision 
of  a  plant  quarantine  inspector  of  the 
Plant  Quarantfne  Division.  Such  treated 
tomatoea  must  be  safeguarded  against 
reinfcstation  dtuing  the  period  prior  to 
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movement  from  Hawaii  in  a  manncar  sat- 
isfactory to  the  Inspector.  Ce^ifleaUon 
of  tomatoes  for  such  movement  will  be 
made  only  upon  eompliance  with  the 
prescribed  treatment  and  posttreatment 
safeguards. 

(c)  Costs.  AU.oosts  of  the  treatments 
and  prescribed  posttreatment  safe- 
guards provided  for  in  this  section,  other 
than  the  services  of  the  supervising  in- 
spector during  regularly  assigned  hours 
of  duty  and  at  the  usual  irtace  of  duty, 
shall,  as  required  by  5  318.13-^(b).  be 
borne  by  the  owner  of  the  tomatoes,  or 
his  representative. 

(d)  Department  not  responsible  for 
damage.  (1)  This  treatment  is  recog- 
nized as  one  which  may  be  marginal  as 
to  varietal  tolerance  of  tomatoes  and  the 
owner  or  shipper  is  warned  of  poasible 
injury.  The  Department  of  Agriculture 
and  its  Inspectors  assume  no  responsi- 
bility for  any  loss  or  damage  reseating  • 
from  any  treatment  prescribed  or  super- 
vised. ^  „ 

(2)  In  test  fun^ations  the  following 
varieties  of  tomatoes  Indicated  tolerance 
to  the  prescribed  treatment  when  har- 
vested early  in  the  seaaon  and  in  the 
mature  stage  after  some  color  develop- 
ment: Big  Boy,  Boonty.  Break  O  Day, 
Burpee  Hybrid.  F.ariianft,  Hawaii.  Home- 
stead, J.  Moran.  Kalohi,  Kauali.  Lanai, 
Marglobe,  Maui.  Niibau,  N-46,  Oahu. 
Pearson.  Pritchard.  Rutgers.  San  Mal- 
zano.  Step  274,  Step  278,  Step  280.  Step 
281,  Step  305,  and  Step  314.  Varieties 
showing  poor  tolerance  were  Desert 
Pride,  Kolea  C.  Manalucie,  and  Penn- 
heart. 

(Sec.  9.  37  SUt.  318;  7  D.S.C.  162;  19  FA.  74. 
aa  amended,  and  7  CFB  318.1»-4(b) .  InUr- 
preU  or  applies  b«c.  8,  37  Stat.  318.  ac 
amended;  7  UjB.C.  161) 

These  administrative  instructions  shall 
become  effective  February  20,  1962. 

Heretofore  vapor-heat  treatment  has 
been  the  only  metiiod  available  for  treat- 
ing tomatoes  as  a  means  of  certifying 
them  for  interstate  movement  from  Ha- 
waii.   Therefore,  the  provision  in  these 
instructions  for  a  methyl  bromide  fwni- 
gation  treatment  as  an  alternate  condi- 
tion for  certification  is  a  lesaening  of 
restrictions.   In  order  to  be  of  m^Timtim 
benefit  to  affected  persons  these  Instruc- 
tions should  be  made  effective  as  soon 
as  possible.    Therefore,  pursuant  to  sec- 
tion 4  of  the  Administrative  Procedure 
Act   (5  UJS.C.  1003).  it  is  foiuid  upon 
good  cause  that  notice  and  other  public 
procedure  with  respect  to  these  instruc- 
tions are  impracticalde  and  they  may 
be  made  effective  less  than  30  days  after 
publication  in  the  Fbdiral  Rbgistbr. 

Done  at  Washington,  D.C..  this  14th 
day  of  February  1962. 


[  SEAL  ]  G.  P.  CALLACHAH, 

ActfnalHreetor, 
Plant  Qmmrantine  Division. 

[PR     Doc.    62-1686;  FUad.    Feb.    19.    1968; 
8:45  ajn.] 
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Title  14-AERONAUTICS  AND- 
SPACE 

Choptvr  III— F«d«rol  Aviation  Agency 

SUtCNAPTH   I— All   NAVIGATION 
•leUlATIONS 

(AlnpMS  Docket  No.  02-WA-17 1 

PAtT  600— DESIGNATION    OF 
FEDERAL  AIRWAYS 

Alt«ration 

Correction 

In  P.R.  Doc.  62-1004  appearing  at 
page  1454  of  the  Issue  for  Friday,  Feb- 
nuury  16,  1962,  the  following  correction 
Is  made  in  first  line  of  the  paragraph 
designated  "4."  appearing  in  the  first 
fiftiiimn  on  page  1455:  the  section  desig- 
nation presently  reading  "§600.615"  is 
changed  to  read  "i  600.6165". 


(Airspace  Docket  No.  S1-WA-40| 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

D«sign€itien  of  Federal  Airway  and 
Associated  Control  Areas 

On  April  25.  1961.  a  notice  of  pro- 
posed rule  making  was  published  In  the 
Pbdbbal  Rkoistu  (26  FJR.  3540)  stating 
that  the  Federal  AvlaUon  Agency  (FAA) 
proposed  the  designation  of  low  altitude 
VOR  Federal  airway  No.  524  from  the 
Laramie.  Wyo..  VOR  via  the  intersection 
of  the  Laramie  VOR  069°  and  the  Scotts- 
bluir.  Nebr..  VORTAC  254*  True  radials: 
to  the  Seottsbltiff  VORTAC.  The  sUted 
intention  was  to  provide  continuity  in 
the  low  altitude  airway  structure  and 
provide  an  additional  low  altitude  route 
for  VOR  equipped  aircraft  operating  be- 
tween Laramie  and  ScottsblufT.  It  was 
further  stated  that  to  implement,  in 
part.  CnvU  Air  Regulations,  Part  60.  Air 
Traffic  Rules.  Amendment  60-21  (26  FJ%. 
5070) .  it  was  proposed  to  designate  the 
control  areas  associated  with  the  airway 
to  extend  upward  from  at  least  1.200 
feet  above  the  surface,  or  if  appropriate. 
500  feet  below  the  minimum  IFR  en 
route  altitude,  when  established,  to  the 
base  of  the  continental  control  area. 

On  July  29, 1961,  a  supplemental  notice 
of  proposed  rule  making  was  published 
in  the  FCdbsal  Rsoism  (26  FH.  6817  > 
amending  the  original  notice  by  pro- 
posing that  the  control  area  associated 
with  Victor  524  from  Laramie  to  Scotts- 
blufT extend  upward  from  700  feet  above 
the  surface  to  the  base  of  the  conti- 
nental control  area  until  such  time  as 
all  control  areas  associated  with  other 
airways  in  the  vicinity  of  Laramie  and 
ScottsblufT  can  be  altered  by  application 
of  CAR  Amendment  60-21. 

No  adverse  comments  were  received 
regarding  the  proposed  amendments. 


RULES   AND   REGULATIONS 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  In  the 
makinK  of  the  rule  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582) 
and  for  the  reasons  stated  in  the  notice 
and  supplemental  notice.  Part  600  (14 
CFR  Part  600  >  and  Part  601  (14  CFR 
Part  601"  are  amended  by  adding  the 
following  sections: 

§  600.632  t  VOR  FVdeml  Nirway  No.  324 
(l.j«rHnii<>,  Wvu.,  to  ScollnblufT, 
Nebr.). 

From  the  Laramie.  Wyo  ,  VOR  via  the 
INT  of  the  Laramie  VOR  069"  and  the 
ScottsblufT,  Nebr..  VORTAC  254°  radials; 
to  the  ScottsblufT  VORTAC. 

§  60 1 .632  4  VOR  Federal  airway  No.  524 
control  atvtn*  (Laramie,  Wyo.,  to 
.S-ottNbluflT,   Nebr.). 

All  of  VOR  Federal  airway  No.  524. 

These  amendments  shall  become  efTec- 
tive  0001.  est..  April  5.  1962. 

I  Sec  307iai.  73  Stat  740;  4B  U.S.C.  134S) 

Issued  m  Washington.  D.C..  on  Febru- 
ary 13    1962 

D.  D.  Thoicas. 
Director.  Air  Traffic  Service. 

|FR     D<K     62-1S79:     Piled.    Peb.    19.    1M2; 
8  45  a.m. I 


Title  19— CUSTOMS  DUTIES 

Chapter  I— Bureau  of  Customs, 
Department  of  the  Treasury 

|T.D.  56SS61 

PART  10— ARTICLES  CONDITIONALLY 
FREE,  SUBJECT  TO  A  REDUCED 
RATE,   ETC. 

Wools  and  Hair  of  the  Camel  for  Use 
in  Manufacturing  Floor  Coverings 
and  Other  Articles 

The  overall  purpose  of  this  amendment 
is  primarily  to  simplify  the  procedure 
for  establishing  proof  of  use  and  ac- 
counting for  wool  and  hair  Imported  for 
the  purposes  named  in  paragraph 
1101(b)  by  Imposing  full  responsibility 
on  the  manufacturer,  processor,  or  dealer 
entering  or  withdrawing  the  wool  or  hair 
from  warehouse  for  consimiption  to  ac- 
count for  any  change  In  condition  of  the 
material  and  to  establish  proof  of  use. 
Transfer  certificates  will  be  required 
only  when  such  manufacturer,  processor, 
or  dealer  transfers  all  his  right,  title, 
and  interest  In  the  merchandise  to  an- 
other manufacturer,  processor,  or  deal- 
er who  has  filed  a  bond  to  Insure  that 
the  wool  or  hair  so  transferred  will  be 
used  only  in  the  manufacture  of  the 
articles  enumerated  in  paragraph 
1101(b).  The  person  responsible  under 
a  bond  may  In  the  case  of  any  other 
transfer  specifically  request  that  he  be 
relieved  of  such  liability.  In  such  a  case 
the    transferee    must    assume    liability 


'  ''J 

under  a  sufficient  bond  to  insure 
ing  for  and  proper  use  of  the 
Involved.    On-the-slte  test-aodllifZ 
abstract  of  the  manufacturing  iii2 
of  the  owner  would  also  be  proviS? 

The  responsibility  to  accotmt  i||2 
change  in  the  condition  of  the  vhI  S 
remain  with  the  party  whost  hn^ 
charged  with  this  responsibility.  ^^ 
change  in  the  condition  of  thsiMZ 
hair  occurs  In  the  plant  of  iqb||  m^ 
no  evidence  of  such  change  oChir^S 
the  related  abstract  will  be  reqaki^ 
the  collector,  as  such  change  wffl  k|^ 
corded  in  the  books  and  records  tf  ^ 
manufacturer,  processor,  or  ^^ 
which  will  be  available  for  IXMniSS 
all  reasonable  times  as  preseSTS 
9  10.95(c)  of  the  Customs  Rccd^hS 
If  any  change  In  the  wool  or  hjiraaig 
outside  the  plant  of  such  perty^  £ 
transferor  will  be  required  to  iiAallk 
the  collector,  with  a  transfer  OMfl^gi 
In  the  case  of  the  dealer  or  with  n^ 
stract  of  Manufacturing  Recordi  h  lh 
case  of  a  manufacturer,  a  eopf  «( f^ 
Independent  processor's  invoice  or 

showing  the  gross  weight  reestfi    

the     net     weight     returned    by   ^^ 
processor. 

Section  10.92(b)  is  amended  bfM^ 
ing  the  reference  symbol  "86"  at 
of  the  sentence. 

Footnote  85,  appended  to  |  lUWH, 
is  deleted,  as  a  transfer  tmder  hoitk 
not  required  when  merely  a  diaantf 
custody  (not  ownership)  occurs. 

(Par.  1101.  sec.  1.  46  8Ut.  646.  M  MMMll 
19  use    1001.  par.    1101) 

Section  10.94  is  amended  to  tmiu 

follows: 

§  10.94      Manufarluring 

(a)  Each  manufacturer  or 
shall  keep  the  records  specified  In 
section  with  respect  to  prodndi 
substances  resulting  wholly  or  in 
from  bonded  wool  or  hair.  8udl 
shall  be  kept  by  3-month  p«rio^  4 
manufacture  on  a  calendar-year  Mb 
and  shall  show : 

( 1 )  The  inclusive  dates  of  each 
of  manufacture: 

(2)  The  quantity,  identity,  end 
scrlptlon  of  the  wool  or  hair  not 
viously     processed     by    the 
manufacturer    or    processor    put  Ml 
process  during  the  period; 

(3)  The  quantity  and  desertptton  rf 
all  intermediate  products,  stoofei  h 
process,  and  wastes  (including 
not  described  in  the  preceding 
slon  which  are  put  into  procea 
the  period :  " 

(4)  The  quantity  and  deecrip>ion< 
the  final  products  resulting  from  9t 
processing  by  the  manufaetonr  • 
processor ;  the  quantity  by  weight  of  li 
wool  or  hair  contained  therein;  and 

(5)  The  quantity  of  any  wutm  (k> 
eluding  noils)  Incurred  which  meliM 
hand  upon  completion  of  the  p«Md 
manufacture.  Such  wastes  shall  bs» 
counted  for  under  the  fdtoiki 
designations : 

Nolla— 

Soft  (Including  all  wastes,  except 
waatec.    card    atrlpplnga,    and 
produced  aftar  the  aoouring  of 
or  hair  and  before  the  spinning 
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ii^adlng  all    wastes,   escept  sweep- 

•"•"^ISSuiMd  in  and  after  the  spinning 

'  **'l!!^but  before   compIeUon    of    the 

•fU-Tooeratlon  or.  In  the  case  of  the 

•    •"^SJmm    of    articles    enumerated    In 

•;22Sl  101(b).  Tariff  Act  of  1930,  as 

which  are  not  woven,  before  the 

of  the  enumerated  article) 
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§  10.95  Records  and  reports  of  niunier- 
■ted  articles  of  wimI  or  hair  deliv- 
ered; transfer  certifu-ates. 


•••SuSnS  all  wastes  other  than  nolU 
"Jjr^^and     soft     wastes     as     above 


)• 
^Mt.  aoft  wastes   and   white   threads 
ETte  accounted  for  separately. 
"Snie  records  of  each  manufacturer 
■iiiiesffr  shall  contain  a  deUiled  in- 
jST^all  wool  and  hair  on  band  at 
SSe  of  each  abstract  period. 
rtTwhen  the  manufacturer  of  any 
^Ln^-^    articles    spins    the    yams 
Stottbe manufacture  thereof,  he  shall 
STkasD  records  showing  the  quantity 
SlSrlptlon  of  all  the  yams  so  spun. 
^Within  30  days  from  the  end  of 
Jk  flelendar  quarter  the  manufacturer 
li^gMMorllable  under  a  bond  for  wool 
'KTritail  submit  to  the  collector  of 
mm  where  his   original  bond  has 
«ud  an  abstract  of  his  records  on 
Bs  Ptorm   753  l-B.     The   abstract 
be  supported   by    copies   of    the 
'B  returns  (showing  the  proces- 
,jes  and   net   returns)    for   any 
-_^«  wool  or  hair  processed  outside 
toptent  of  the  manufacturer  or  proces- 
iir  iSmlttlng  such  abstract.    When  a 
HbM  manufacturer  or  processor  has 
aot  Manufactured    or    processed    any 
wool    or    hair    during    the    3- 

,  period  he  shall  promptly  so  ad- 

te  the  collector  of  customs, 
(d)  Bach  such  abstract  shall  bear  the 
tag  certificate   of   an  authorized 
or  member  of  the  firm: 

1 ,  certify  that  this  document  Is 

B  km  Md  correct  abstract  aS  our  records  of 
naatoeturt:  that  such  records  have  been 
Upl  iB  tiM  manner  prescribed  by  f  lOM, 
-gHBoBM  Regulations. 

M  wwtaa  reported  herein  as  resulting 
t^  ty«atlons  In  our  plant  resulted  In  the 
■■I  Sonne  of  manufacture  of  articles 
■^■ated  In  paragraph  1101(b),  Tariff  Act 
ti  mo,  as  amended,  except  as  follows: 


All  vod  or  hair  delivered  from  our  plant 
[  the  period  covered  by  this  abstract, 
a  transfer  certificate  or  otherwise,  has 
•d  herein. 

Dstsd 


(Title) 

(e)  In  the  case  of  preliminary  proces- 
ni,  such  as  pullers,  sorters,  washers, 
intten.  or  carbonlzers,  a  truisfer  cer- 
yfieete.  on  customs  Form  7531-A,  revised, 
eoming  wool  or  hair  processed  and 
toiBBferred  by  any  one  of  them,  shall 
te  nbmltted  to  the  collector  of  customs 
M  an  abstract  of  his  records  of  manu- 
tictwe.  when  such  processor  has  rc- 
eetved  custody  (not  ownership)  of  the 
wool  or  hair  from  a  transferor  who  has 
ketn  relieved  by  the  collector  oi  liability 
noder  bond  for  the  use  of  the  wool  or 
iMdr  In  accordance  with  9  10.95(d). 

[ftt.  1101.  4«   Stat    646.   as   amended:    10 
0&O.M01,  par  1101) 

SeettoQ  10  95  is  amended  to  read  as 
f«ikf«k: 


(a)  Each  manufacturer,  processor,  or 
dealer  shall  keep  records  showing  the 
quantity,  description,  and  wool  or  hair 
content  of  all  wool  or  hair   (including 
samples)    and  enumerated  articles  de- 
livered from  his  premises  pursuant  to 
transfer  under  bond,  purchase,  consign- 
ment, or  otherwise.    Such  records  shall 
also  show  the  date  of  delivery  from  the 
premises  «md  the  name  and  address  of 
the  transferee,  purchaser,  consignee,  or 
other  person  to  whom  delivery  is  made. 
The  records  shall  show  also  the  exact 
designation  imder   which  any   wool  or 
hair  was  transferred,  sold,  consigned,  or 
otherwise  delivered  and  the  price  paid 
or  agreed  to  be  paid,  or  if  there  has  been 
no  sale  or  contract  of  sale,  the  price  that 
the  manufacturer,  processor,  or  dealer 
would  have  received  or  was  willing  to  re- 
ceive for  the  wool  or  hair  if  sold  in  the 
ordinary    course    of    trade.      The    total 
amounts  of  the  deliveries  within  the  pur- 
view of  this  paragraph,  except  of  enum- 
erated articles,  shall  be  included  in  the 
totals  shown  on  the  abstract  prescribed 
In  J  10.94(c). 

(b)  Within  30  days  after  the  delivei-y 
of  wool  or  hair  from  the  premises,  other- 
wise than  imder  a  transfer  certificate 
provided  for  in  paragraph  (d)  of  this 
section,  the  manufacturer,  processor,  or 
dealer  making  such  delivery  shall  file 
a  declaration  with  the  collector  of  cus- 
toms In  whose  district  his  original  bond 
is  filed,  showing  the  quantity  and  de- 
scription of  merchandise  delivered,  the 
date  of  delivery,  and  the  name  and  ad- 
dress of  the  person  to  whom  deUvered. 
The  declaration  shall  show  the  par- 
ticulars as  to  price  specified  in  para- 
graph (a)  of  this  section,  whether  rep- 
resentative samples  have  been  retained, 
whether  the  merchandise  resulted  In 
the  usual  course  of  manufswiture  of 
enumerated  articles,  and  whether  such 
merchandise  could  have  been  used  <with 
or  without  further  preparation)  in  the 
manufacture  of  enumerated  articles. 

(c)  The  manufacturer,  processor,  or 
dealer  shall  retain  for  customs  Inspection 
a  representative  sample  of  not  less  than 
one  potmd  of  each  kind  of  merchandise 
for  which  a  report  is  required  by  §10.96 
(a)  or  (b) .  Such  sample  shall  be  prop- 
erly Identified  In  his  records  with  the 
report  covering  such  merchandise  and 
shall  be  available  for  inspection  by 
proper  officers  of  the  Goverrunent  at  all 
reasonable  times  for  a  period  of  3 
months  after  its  delivery. 

(d)  When  the  ownership  of  wool  or 
hair  is  trsinsferred  by  one  bonded  manu- 
facturer, processor,  or  dealer  to  another 
manufacturer,  processor,  or  dealer  the 
transfer  shall  be  covered  by  a  transfer 
certificate  on'customs  Form  7531-A,  re- 
vised. When  a  transferor  transfers  cus- 
tody (not  ownership)  of  wool  or  hair, 
no  transfer  certificate  Is  required  unless 
the  transferor  in  writing  specifically  re- 
quests the  collector  of  cust<Mns  to  be  re- 
lieved of  his  Uablllty  under  his  bond.** 
When  the  transfer  Is  made  by  a  dealer, 
customs  Ptorm  7531-A  shall  be  supported 
by  copies  of  process6rs'  Invoices  or  re- 
ports (showing  processing  losses  and  net 
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returns)  for  any  wool  or  hair  processed 
outside  the  custody  of  the  dealer.    Such 
transfer  certificates  shall  be  filed  by  the 
dealer  withhi  30  days  after  the  tlate  of 
the    transfer.     When   the   transfer    Is 
made  by  a  manufacturer  or  processor. 
it  shall  be  filed  within  the  quarterly  pe- 
riod allowed  for  the  filing  of  the  abstract 
on  which  the  transfer  is  required  to  be 
reported.    When  the  original  bonds  of 
both  the  transferor  and  the  transferee 
are  on  fUe  in  the  ofBce  of  one  oolleetor 
of  customs,  the  transfer  certificate  shall 
be  filed  with  that  officer  in  duplicate. 
When  the  original  bond  of  the  trans- 
feree is  on  file  in  another  customs  dis- 
trict, the  transfer  certificate  shall  be 
filed  in  tripUcate.    The  transferor  shall 
not  be  reUeved  from  liability  under  bis 
bond  until  the  transferred  wool  or  hair 
has  been  charged  against  the  bond  of 
the  transferee. 

(e)  The  establishments  of  bonded 
manufacturers,  processors,  and  dealers, 
and  the  originals  of  all  books  and  rec- 
ords kept  by  such  manufacturers,  proc- 
essors, and  dealers  relating  to  bonded 
wool  or  hair  shall  be  available  at  all 
reasonable  times  for  Inspection  by 
proper  officers  of  the  Government. 

(f)  All  records  required  to  be  kept  by 
manufacturers,  processors,  and  dealers 
relating  to  bonded  wool  or  hair  shiJl  be 
retained  for  a  period  of  3  years  after 
the  imported  wool  or  hair  has  been  used 
in  the  manufacture  of  the  articles 
enumerated  in  paragraph  llOKb). 
Tariff  Act  of  1930.  a^amended.  Where 
the  wool  or  hair/has  been  cha:rged 
against  the  bond/of  a  transferee,  the 
records  of  the  Wansferor  shall  be  re- 
tained for  a  period  of  3  years  from  the 
date  of  the  transfer. 

(Pax.  1101.  sec.  1.  46  Stat.  646,  as  amended; 
19  U.S.C.  1001.  par.  1101) 


Part  10  is  amended  to  amend  footnote 
86  and  to  add  a  new  footnote  designated 
86a  reading  as  follows: 

«Thl8  appUea  only  to  materials  carried 
over  from  a  previous  period  and  does  not  re- 
quire the  keeping  of  records  of  materials 
which  are  put  back  Into  process  In  the 
same  period  In  which  they  reatilted- 

•"Normally,  when  wool  or  hair  Is  trans- 
ferred, for  scouring,  blending,  etc..  the  li- 
ability therefor  under  bond  wlU  remain  with 
the  actual  owner  until  a  change  of  owner- 
ship Is  effected. 

Notice  of  the  proposed  Issuance  of  the 
foregoing  amendments  was  published  In 
the  FsDBRAL  RnmsTER  on  December  6, 
1961  (26  F.R.  11683).  pursuant  to  sec- 
tion 4  of  the  Administrative  Procedure 
Act  (5  U.S.C.  1003).  No  data,  views,  or 
arguments  In  (H>posltlon  to  the  amend- 
ments were  received  and  the  amend- 
ments set  forth  above  are  hereby 
adopted. 

These  amendments  shall  be  effective 
on  the  first  day  of  the  second  calendar 
quarter  of  1962,  that  Is.  April  1.  1962. 
[SEAL]  PHttip  Nichols.  Jr.. 

Commissioner  of  Customs. 

Approved:  February  14. 1962. 

James  A.  Rno, 

Assistant  Secretary  of  the 
Treasury. 

I  PR.    Doc.    62-1699;    FUed,    Feb.    19,    1982; 
8:47  a.m.] 
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IT.D.  BM«71 

PART   16— LIQUIDATION  OF  DUTIES 

CounUrvailing  DvHt,  SHk  and  Monu- 
focfiKttf  of  Silk  From  the  United 
Kififydoin 

The  Bureau  has  determined  that  ef- 
fective October  1.  1961,  no  bounties  or 
grants  within  the  purview  of  section  303, 
Tariff  Act  of  1930  (19  U.S.C.  1303).  are 
being,  or  are  likely  to  be.  paid  or  be- 
stowed upon  the  manufacture,  produc- 
tion, or  export  of  silk  and  manufactures 
of  silk  from  the  United  Kingdom  of 
Great  Britain  and  Northern  Ireland.  Im- 
ported directly   or   indirectly   Into   the 


RULES  AND   REGULATIONS 

United  States.  Accordingly.  T.Ds  53476 
and  55023  are  hereby  superseded  with 
respect  to  all  silk  and  manufactures  of 
silk  exported  from  the  United  Kingdom 
on  and  after  October  1,  1961.  which  are 
or  will  be  entered,  or  withdrawn  from 
warehouse,  for  consumption,  and  which 
have  not  been  liquidated,  or  the  liquida- 
tion of  which  has  not  become  final,  on 
the  date  of  publication  of  this  Treasury 
decision  in  the  Fkderal  Registsk. 

To  reflect  this  change  and  to  delete 
references  to  certain  Treasury  decisions 
no  longer  applicable,  the  listings  for  the 
commodity  silk  and  silk  articles"  under 
the  country  "Great  Britain"  in  the  table 
in  §  16.24* f>  of  the  Customs  Regulations 
are  amended  to  read  as  follows: 


Country 

CoratnoiJit  y 

Trfjwiiry 

Acllim 

QnM  Britain 

Silkan<1  Kilktrti.lfs 

S.VI23 
55587 

N'pw  rales  and  a<Mit|on«l  arltilr^ 

1).. 
I>lsf<iiiliriiii»<l   (w  to  sliipmeiiis  ("^i.irti'il   cm   i<f 
after  Oi  t    1,  1*1 

(RJ9.  351.  Me«.  aOS.  934.  46  Stat  687.759;  19  U  S  C   66    1303    1624) 

[SKALl  Philip  Nichols.  Jr.. 

Commissioner  of  Customs. 

Approved:  Peb.  13. 1962. 

jAMis  A.  RasD. 

Assistant  Secretary  of  the  Treasury. 

IF.R.  Doc.  83-1700.  Filed,  Feb    19.  1962,  8  47  am  1 


Title  21— FOOD  AND  DRUGS 

Chapter  I — Food->a|nd  Drug  Adminis- 
trcrtion.  Department  of  Health, 
Education,  and  Welfare 

SUBCHAPTU    B— FOOD   AND    FOOD   PtOOUCTS 

PART   121— FOOD  ADDITIVES 

Subpart  D— Food  Additives  Permitted 
in  Food  for  Human  Consumption 

PAKArORK  ALOEHT  DB 

The  Commissioner  of  Food  and  Drugs. 
having  erahiated  the  data  submitted  in 
a  petition  fUed  by  the  Department  of 
Microbiology  and  Public  Health.  Michi- 
gan State  University,  East  Lansing. 
Michigan,  and  other  relevant  material. 
has  concluded  that  the  following  regula- 
tion should  issue,  with  respect  to  the  use 
of  paraformaldehyde  in  maple  trees  to 
control  microbial  or  fungal  growth  and 
to  residues  of  formaldehyde  occurring  In 
maple  sirup  processed  from  the  sap  of 
such  maple  trees  so  treated.  Therefore. 
pursuant  to  the  provisions  of  the  Federal 
Food.  Drug,  and  Cosmetic  Act  fsec.  409 
(c)(4).  72  Stat.  1786;  21  VS.C.  348(c) 
(4) )  and  under  the  authority  delegated 
to  the  Commissioner  by  the  Secretary 
of  Health,  Edncation,  and  Welfare  (25 
P.R.  8625).  the  food  addlUve  regulaUons 
(21  CFR  Part  121)  are  amended  by  add- 
ing to  Subpart  D  the  following  new 
section: 

§  121.1079     ParafonMldehrdf. 

The  food  additive  paraformaldehyde 
may  be  safely  used  in  accordance  with 
the  following  prescribed  conditions. 


(a'  It  Is  used  to  control  microbial  or 
fungal  groTjrth   In  maple  tree   tapholes. 

(b)  It  Is  so  used  that  the  maple  sirup 
produced  from  the  sap  of  treated  maple 
trees  does  not  contain  In  excess  of  2  parts 
per  million  of  formaldehyde. 

Any  person  who  will  be  adversely 
affected  by  the  foregoing  order  may  at 
any  time  prior  to  the  thirtieth  day  from 
the  date  of  its  publication  in  the  Fedekal 
Register  file  with  the  Hearing  Clerk. 
Department  of  Health.  Education,  and 
Welfare.  Room  5440.  330  Independence 
Avenue  SW..  Washington  25.  tDC . 
written  objections  thereto.  Objections 
shall  show  wherein  the  person  filing  will 
be  adversely  affected  by  the  order  and 
specify  with  particularity  the  provisions 
of  the  order  deemed  objectionable  and 
the  grounds  for  the  objections.  If  a 
hearing  Is  requested,  the  objections  must 
state  the  Issues  for  the  hearing.  A  hear- 
ing will  be  granted  if  the  objections  are 
supported  by  grounds  legally  su£Bcient 
to  justify  the  relief  sought.  Objections 
may  be  accompanied  by  a  memorandum 
or  brief  in  support  thereof.  All  docu- 
ments shall  be  filed  in  qulntupllcate. 

Effective  date.  This  order  shall  be 
effective  on  the  date  of  its  publication 
in  the  Federal  Register. 

(Sec     409(c)  (4>      72    SUt     1788;    21    DSC. 

348(0  (4)  ) 

Dated:  February  13.  1962. 

Geo.  p.  Larricx. 
Commissioner  of  Food  and  Drugs. 

(FR     Doc.    00-1068;     rU«d.    F^b.    19.    19«3: 
8:46  a.m.1 


Title  43— PUBLIC  \mt 
INTERIOR 

Chapter  I — Bureau  of  Land 
ment,  Deparfment  of  the 

APPENDIX— fUSLIC   LAND 
(Public  Land  Order  aSMi 
[(Colorado  048806] 

COLORADO 

Withdrawing  Lands  for  Use  af  ^ 
Forest  Service  as  Recreotlen  1^^ 
and   Campgrounds 

Correction 

In  FR.  Doc.  62-651  appearii^ ■! |M| 
628  of  the  Issue  for  Saturday.  Jan^S 
1962.  the  following  corrections  att^jS 

a.  The  last  line  of  the  land  dliZ' 
tlon  for  Spruce  Orove  CampgroOMMS 
National  Forest  should  read  **ll|%,*'* 

b.  The  seventh  line  of  the  land  — * 
tlon    for    Upper    Stillwater 
Area.  Routt  National  Forest 
"Sec.    26,    Ei^iNEV^NEVi.    N^SMl 

SW';-.  ^ 


Title  45— PU6UC  WOHIi 

Chapter  I — Office  of  Educofloi^  |^' 
partment     of     Health, 
and   Welfare 


February  20, 1962 


PART  102— VOCATIONAL 
TION  IN  AGRICULTURE, 
TIVE  OCCUPATIONS,  HOItt  ■». 
NOMICS,  AND  TRADES  AND 
TRIES,  INCLUDING  THE 
TRADES  AND  INDUSTRY, 
AREA  VOCATIONAL  EOUaitfl 
PROGRAMS 

PART  141— FINANCIAL  MUmm 
FOR  STRENGTHENING  SCIENH 
MATHEMATICS,  AND  MOMl 
FOREIGN  LANGUAGE  tNSTHft 
TION   IN  PUBLIC  SCHOOLS 

PART  142— LOANS  TO  PtIVAIi 
NONPROFIT  SCHOOLS  KM  M> 
QUISITION  OF  EQUIPMBfr  Ni 
STRENGTHENING  INSTRUCTION  M 
SCIENCE,  MATHEMATia,  AMI 
MODERN  FOREIGN  LANGUAti 

PART  143— GUIDANCE,  COUM 
ING,  AND  TESTING:  IDENTMCAp 
TION  AND  ENCOURAGEMBIT  OP 
ABLE  STUDENTS— STATE  MO- 
GRAMS 


Equipment  From  a  Communist 

1.  Paragraph  (c>  of  S  102.110.  41  C» 
(25  FR.  3257.  April  15.  1960.  as aai«*J 
by  25  FR.  9850.  October  14.  1966), IM* 
pursuant  to  TiUe  VIII  of  tbrKattOMi 
Defense  Education  Act  of  Mi,  ■ 
amended  (72  SUt.  1597).  20  W 
I5aaa-15ggg.  and  dealing  with  the  Itw- 
slon  In  the  Department  of  HeaMb.  1^ 
cation,  and  Welfare  Approprtatloa  A* 


u^  iMO  and  1961  fiscal  years  (73 
>*  "^  •4«-  74  Stat.  755.  7«2)  which 
"  Aafunds  appropriated  for  "De- 
JiMatlonal  Activities"  may  not  be 
?Sb  purchase  of  teaching  equip- 
-li  IS  originated  in  or  was  ex- 
^.^r  g  Communist  country,  un- 
H^"*"^Lta»ent  is  unarailaWe  from 
^jSmtSn^^  amended  to  refer  to 
^E^te  ararlsion  caitained  In  the  De- 
•■2S.S  Health,  Education,  and  Wel- 
P»"SSfiatkm  Act  for  the  1962  fiscal 
^mSr*  J89.  596) .  Paragraph  (O 
**"  reads  as  follows: 


iMLlltf     Iwtmclional  rq«ipine«l   and 


tai  Am  Department  of  Health.  Edu- 
JiL  »nd  welfare  Appropriation 
S^liaS  Stot.  339.  346) .  1961  (74 

SSl70)>  *^  ^^^  ^^^  ^^^'  ^^' 
■^  -mldn  that  no  part  of  the  funds 

^'' ^--jJi  tor  "Defense  Educational 

tft^i  be   available  for  the 

U  science,   mathematics,  ot 

limuage  teaching  equipment, 

-  ^^^got  suitable  for  use  for  teach- 

r/?^^0elds  of  education,  which  can 

?£yiAsd  as  originating  in  or  having 

■^^^Ija  from  a  CJommunist  coun- 

.  saeh  equipment  is  unaTail- 

JtBj  Other  source.    This  pro- 

,  mirttf   to   expenditures   with 

!•  which  Federal  participation 

^^mBlgii  from  allotments  made  for 

la^tva  I960.  1961.  and  1962  under 

^^    m  of  the  Oeorge-Barden  Act. 

„  71  Stat.  1603.   30  VS.C.  581) 

1  Pvagraph  (c)  of  9  141.11.  45  CFR 
mriL  »67.  April  15.  1960.  as  amended 
to  U  FJl.  9850.  October  14.  1960) .  Is- 
IMI  f  iiint  to  sections  301-304  of 
MiIII  o(  the  National  Defense  Educa-^ 
St  Alt  t(  19U>  >^  am*'"****^  (72  Stai. 
JMI  M  UJB.C.  441-444,  and  dealinc 
^ll^jht  provision  in  the  Department  of 
55Pk  Maeatton.  and  Welfare  AmDro- 
OB  Acts  for  the  1960  and  1961  fiscal 
.  m  Stat.  339.  346;  74  Stat.  756. 
nUeh  specify  that  funds  appro- 
r  "Defense  Edarattonal  Ac- 
ay  not«be  used  for  the  pur- 
•f  teaching  equipment  which 
In  or  was  expcurted  from  a 
_t  country,  unless  such  equlp- 
Is  unavailable  from  any  otber 
,  Is  amended  to  refer  to  a  similar 
J  contained  in  the  Department  of 
■daeatlon,  and  Welfare  Appro- 
I  Act  for  the  1962  fiscal  year  (7S 
(96).  Paragraph  (c)  as 
as  follows: 
1141.11     Federal    participation    in    gea- 

•  •  •  •  • 

(tf  Ifvlpment    from    u    CommunUt 
Tlie  E>epartment  of  Health. 
.  and  Welfare   Appropriation 
(73  Stat.  339.  346).  1961  (74 
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Stat.  756,  762) ,  and^  1962  (75  Stat.  589. 
5M).  provide  Itaat  bo  part  d  the  funds 
appropriated  for  •Defense  Bducatlonal 
Activities"  shall  be  available  for  the 
purdiase    of   science,    mathematics    or 
modem  lancuage  teaching  equipment, 
or  equipment  suitable  for  use  for  teach- 
ing in  sueh  Adds  of  education,  which 
can  be  identified  as  originating  in  or 
having  been  exported  from  a  Communist 
country,  unless  such  equipmait  is  un- 
available from  any  other  source.    This 
prohibition  applies  to  expenditures  with 
respect  to  which  Federal  participation  is 
requested    from    allotments   made    for 
fiscal  years  1960.  1961.  and  1962  (I)  f<»: 
supervlaory  services  and  administration 
under  section  302(b)  or  section  1008  of 
the  Act  and  (2)   tm  the  acquisition  of 
equipmoit  under  section  302(a)  or  sec- 
tion 1008  at  tbe  Act.    It  also  applies  to 
the  si^ulf*****"  of  equipment  from  allot- 
ments made  for  fiscal  years  1960,  1961, 
and  1M2  but  carried  over  to  the  respec- 
tiTe  foUowtng  fiscal  years  as  the  result 
oi  section  302(a)  (4)  of  the  Act. 
(Sw.  1001.  7a  8tat.  1602;  20  UJB.C.  681) 

3.  Paragraph  (fe)  of  S  142.11.  45  CFR 
(25  FJL  3257.  April  15.  1960.  as  amended 
by  25  FJL  9S50.  October  14, 1960) .  issued 
pursuant  to  section  305  of  Title  m  of  the 
National  Defense  Education  Act  of  1958. 
as  amended  (72  Stat.  1590),  20  U.S.C. 
445.  and  desUng  with  the  provision  in 
the  Department  of  Health,  Education, 
and  Welfare  Appropriation  Acts  for  the 
1960  and  1961  fiscal  years  (73  Stat.  339, 
346;  74  Stat.  755. 762)  which  specify  that 
funds  appropriated  for  "Defense  Educa- 
tional Activities"  may  not  be  used  for 
the   purchase   of    teaching    equipmoat 
which  originated  in  or  was  exported 
from  a  Communist  country,  unless  such 
eqtjlpmcnt  is  unandlable  from  any  other 
source,  is  amended  to  refer  to  a  similar 
provision  contained  in  the  Department 
of  Health.  Education,  and  Welfare  Ap- 
propriation Act  for  the  1962  fiscal  year 
(75  Stat.  589,  596).    Paragraph  (g)   as 
amend^  reads  as  follows: 

§  142.11      lioan  conditions. 
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I960.  1961.  and  1962.  A  violation  of  this 
cotuUtloB  will  constitute  a  misuse  of 
funds  wMch  shall  cause  than  to  become 
immediately  payable  in  fidl  together 
with  all  interest  accrued  thereon.  In- 
quiry should  be  made  of  the  Comaakis- 
sioncr  if  ttic  borrower  has  any  lurstton 
whether  a  specific  proposed  use  of  loan 
funds  might  violate  this  condition.  . 

(Sec.  1001,  71  Btat.  Ii93:  9»  VAC.  581) 

4.  Paragraph  (b)  of  1 148.12.  45  CFR 
(25  FJt.  3257.  April  15. 1960.  as  amended 
by  25  FJL  9850,  October  14. 1960),  isswd 
pursuant  to  sections  501-504  of  Title  V  of 
the  National  Defense  Education  Act  ot 
1958.  as  amended   (72  Stat.  1859).  20 
U.S.C.   4^-484.  and  dealing  with  tiie 
provision  in  the  D^Muiment  of  Health. 
Education,  and  Welfare  ApproprlatUm 
Acts  for  tbe  1960  and  1961  fiscal  years 
(73  Stat.  339.  346;   74  Stat  755,  782) 
which  specify  that  funds  i^ipropriated 
for    "Defense    Educational    Activities" 
may  not  be  used  for  the  purchase  of 
teaching  equUiment  which  originated  in 
or   was   exported   from   a  Communist 
country,  unless  such  equipment  Is  im- 
available    trtan.   any    other    source,    is 
amended  to  refer  to  a  similar  provision 
contained  In  the  Department  of  Health, 
Education,  and  Welfare  Appnvtriation 
Act  for  the  1962  fiscal  year  (75  Stat.  589, 
596).    Paragraph  (b)  as  amended  reads 
as  follows:  _ 

§  143.12 
eral. 


Federal   participaUoB   Wi 


(g)  Equipment    from    a    Communist 
comiUrt.     Hie  Department  of  Health, 
Education,  and  Welfare  Appropriation 
Acts,  1998  (73  SUt.  339.  346) .  1961   (74 
Stat.  756,  182).  and  1962  (75  Stat  589, 
598).  provide  that  no  part  of  the  funds 
appnw^stcd  for  "Defense  Educatiuial 
Activities"  diall  be  available  for  the  pur- 
chMe  of  si?if"^.  mathematics  or  modam 
tnwgn*g*  tcach*"g  equipment,  or  equip- 
ment suitable  f(v  use  fmr  teaching  in  such 
fidds  of  education,  which  can  be  identi- 
fied as  orkinating  in  or  having  beoi 
exported  frote  a  Communist  country, 
iiii*«a  Btteh  equipment   is  unavailable 
from  any  other  source.   Accordingly,  this 
condition  i4>pUes  to  all  loans  made  from 
the  appropriations  for  the  fiscal  years 


(b)  Equipment  from  a  Communist 
country.  The  Department  of  Health. 
Education,  and  Welfare  Apprepriatian 
Acts.  1980  (73  Stat  339.  146).  1981  (74 
Stat.  755.  782).  and  1982  <75  8l«t  589. 
596).  provide  that  no  part  of  the  funds 
wpropriated  for  "Defense  BduewtJnnal 
Activities"  shall  be  available  for  the  pur- 
chase of  science,  mathematics  or  modem 
language  tPiM^>»<'>g  equipment  or  equip- 
ment suitable  for  use  for  teaching  in 
such  fields  of  education,  which  can  be 
identified  as  originating  in  or  having 
been  exported  from  a  Commnnist 
country,  unless  such  equipment 'is  un- 
available from  any  other  source.  Ibis 
prohibition  applies  to  expenditures  with 
re^iiect  to  which  Federal  participation  is 
requested  from  allotments  made  for  fiscal 
years  1960.  1981.  and  1962  under  section 
502  or  section  1008  of  the  Act. 

(Sec.  1001,  72  Slat.  1602;  20  UJft.C.  581) 

Dated:  FdU-uary  1.  1962. 

[SEAL]  Waynx  O.  Rbs. 

Acting  US.  Commissioner 
of  Education. 

Approved:  Pebruary  14, 1962. 

Ivan  A.  Kssumges. 
Actina  Secretary. 

rrji.  Doe.  ti-l«0T:   nMU  im>.  it.   iMS; 
8:47  aJB.] 


Proposed  Rule  Making 


i 


I,  February  20,  1962 


or  other  seed  certlflcaUon 
the  Board,  with  the  Sec- 
may   designate,  and 


FEDEtAL  REGISTER 
.16     Export. ' 
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Late  muBBur  ^mpc 


MemherM 


DEPARTMENT  OF  THE  INTERIOR 

Bur«ou  of  Land  Monagamant 

[43  CFR   Part   160  1 

GRAZING  LEASES 

Notfca  off  Propotod  Rula  Making 

B<isis  and  purpose.  Notice  Is  hereby 
given  that  pursuant  to  the  authority 
Tested  In  the  Secretary  of  the  Interior 
by  the  Act  of  June  28,  1934  (48  Stat. 
1268.  43  U^.C.  315,  315a-315r),  as 
amended  and  supplemented,  it  is  pro- 
posed to  amend  the  regulations  issued 
under  the  said  act  as  set  forth  below. 
The  purpose  of  these  amendments  is  to 
add  regulation  governing  the  issuance  of 
crossing  permits  tuid  to  provide  regula- 
tion concerning  grazing  trespass. 

It  is  the  policy  of  the  Department. 
whenever  practicable,  to  afford  the  pub- 
Uc  an  <^port\inity  to  participate  in  the 
rule  wT^<ng  process.  Accordingly,  in- 
terested persons  may  submit  written 
oomiDients.  suggestions,  or  objections 
with  respect  to  the  proposed  amend- 
ments to  the  Bureau  of  Land  Manage- 
ment, Washington  25.  D.C..  within  thirty 
(30)  days  of  publication  of  this  notice 
in  the  Fdbbal  Rkgistkr. 

1.  The  caption  of  S  160.14  is  amended 
and  a  new  paragraph  (e)  is  provided  as 
follows: 

§  160.14  Rental*;  schedule  of  grazing 
fees;  billing  notices;  effecut  of 
failure  to  pay;  crossing  permits. 

•  •  •  •  • 

(e)  Crossing  permits.  Upon  applica- 
tion filed  with  the  authorized  officer  by 
any  person  showing  the  necessity  for 
crossing  the  Federal  land  with  livestock 
for  proper  and  lawful  purposes,  a  cross- 
ing permit  may  be  issued  to  him  at  a 
charge,  payable  in  advance,  of  one  cent 
per  head  per  day  for  cattle,  two  cents  per 
head  per  day  for  horses,  and  one-fifth 
cent  per  head  per  day  for  sheep  and 
gOAts.  A  twinimiim  charge  of  $10  will  be 
made  for  each  crossing  permit,  except 
that  no  fee  will  be  charged  where  the 
trail  to  be  used  is  so  limited  and  defined 
that  no  substantial  amount  of  forage 
will  be  consimied  in  transit. 

2.  Sections  160.22  and  160.23  are  re- 
numbered i  160.23  and  {  160.24.  re- 
spectlTely.  and  a  new  S  160.22  is  added 
as  follows: 

§  160.22     TrespaM. 

(a)  Orazlng  livestock  upon,  allowing 
livestock  to  drift  and  graze  on.  or  driv- 
ing livestock  across  lands  that  are  sub- 
ject to  lease  or  permit  under  the  provi- 
sions of  this  Part  or  within  a  stock 
driveway,  without  a  lease  or  other 
authorization  from  the  Bureau  of  Land 
Management,  is  prohibited  and  consti- 
ttites  trespass.  Trespassers  will  be  liable 
in  damages  to  the  United  States  for  the 
forage  consumed  and  for  Injury  to  Fed- 
eral property,  and  may  be  subject  to  civil 
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and  criminal  prosecution  for  such  un- 
lawful acts. 

(b)  A  lessee  who  grazes  livestock  in 
violation  of  the  terms  and  conditions 
of  his  lease  by  exceeding  numbers  speci- 
fied, or  by  allowing  the  livestock  to  be 
on  Federal  land  in  an  area  or  at  a  time 
different  from  that  designated  shall  be 
in  default  and  shall  be  subject  to  the 
provisions  of  5  160.19.  In  addition  he 
may  be  subject  to  trespass  action  in  ac- 
cordance with  the  practices  and  proce- 
dures indicated  in  5  161.12  (a).  (O  <1>. 
(2>.  <3>.  (4).  (d>.  and  ( g >  of  this  chap- 
ter, modified  so  far  as  practicable  and 
necessary  to  include  Federal  land  out- 
side of  established  grazing  districts. 

<  c  >  When  the  alleged  trespasser  is  not 
a  lessee  of  lands  under  the  regulations 
of  this  Part,  the  signing  officer  may  take 
action  against  the  trespasser  In  accord- 
ance with  the  practices  and  procedures 
In  §  161  12  (a> .  ic>  iD.  (2).  (3).  f4). 
<  d ) ,  and  <  g  >  of  this  chapter  modified 
so  far  as  practicable  and  necessary  to 
include  lands  .sul^ject  to  lease  under  the 
provisions  of  this  Part  or  within  a  stock 
driveway 

John  A.  Carver.  Jr.. 
Assistant  Secretary  of  the  Interior. 


February  14.  1962. 


|P  R    rx)c 


62   1681:    Piled. 
8  45  am) 


Feb      19,    1962, 


It  1^5 


Pocatello.  Idaho,  March 
Bakersfield  Inn.  Bakersfleld, 
April  2-4.  1962;  Amarlllo 
Auditorium.  5th  and  Buchanan  _ 
Amarillo.  Texas,  April  6-7,  Iffgh 
Henry  Grady  Hotel,  210  Peachtevt 
Atlanta.  Georgia,  beginning 
1962.  The  first  day's  seailoB  tf  (2 
hearing  will  commence  at  10:||  |^ 
local  time  and  on  succeeding  dH|a 
designated  by  the  presiding  o&Mr. 

The  public  hearing  is  for  the 
of  receiving  evidence  with 
economic     and     marketing 
which     relate     to     provisions 
proposed  marketing  agreement 
der  as  hereinafter  set  forth  andtia 
appropriate  modifications  tbent* 

Upon  request  of  the  Nattonal 
Council,    a    National    Potato 
Committee  was  appointed  for  th» 
pose,  among  others,  of  nns.Mt>j  j 
mendatlons  to  the  Secretary  of  A 
ture    concerning    whether    a    a 
marketing  agreement  and  ortlir 
latlng  the  handling  of  potatB« 
tend  to  effectuate  the  declared 
the  act.    After  detailed  dell 
discussions  at  several  meetings, 
tional      Potato      Advisory 
drafted  the  following  proposed 
Ing  agreement  and  order 
handling  of   potatoes   and 
hearing  thereon  at  the  locations 
fied 

DcnNmoNS 


2*~n.  «2I  SC 


I—' 

^nS^mwiM  •'^  person,  except  m 
W'^j^^^rtnct  carrter_of  Potatoes 
2Kf  another  person      '"  '      *""" 


who  handles 


I 


or 


or' 


I—' 


DEPARTMENT  OF  AGRICULTURE 

Agricultural   Marketing   Service 
[  7   CFR   Ch.   iX  1 

IDocket  No.  A034a| 

POTATOES 

Notice  of  Hearing  With  Respect  to 
Proposed  National  Marketing 
Agreement  onci  Order 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937.  as  amended 
(sees.  1-19,  48  Stat.  31.  as  amended,  7 
use.  601-674) .  and  in  accordance  with 
the  applicable  rules  of  practice  and  pro- 
cedure governing  proceedings  to  formu- 
late marketing  agreements  and  market- 
ing orders  (7  CFR  Part  900),  notice  is 
hereby  given  of  a  public  hearing  to  be 
held  at  the  times  and  places  hereinafter 
specified  with  respect  to  a  proposed  na- 
tional marketing  agreement  and  order 
for  potatoes.  The  proposed  marketing 
agreement  and  order  have  not  received 
the  approval  of  the  Secretary  of  Agri- 
culture. 

The  public  hearing  will  be  held  at  the 
New  Commodore  Hotel,  42d  Street  and 
Lexington  Avenue.  New  York.  New  York. 
March  12-17.  1962;  Secor  Hotel,  Jeffer- 
son and  Superior  Streets,  Toledo,  Ohio. 
March  19-21.  1962:  Radisson  Hotel.  45 
South  7th  Street,  Minneapolis,  Minne- 
soU,  March  22-24,  1962;  Latter  Day 
Saints  Hall.  140  North  Garfield  Street, 


§ 


.  1      Secretary. 


"Secretary"  means  the  BeeralHfd 
Agriculture  of  the  United  Statfli. 
officer  or  employee  of  the 
Agriculture  to  whom  authority 
tofore  been  delegated,  or  to 
thority  hereafter  may  be  d 
act  in  his  stead. 


"Export"  menus  the  shipment  of  pota- 

^--,,        toes  to  any  destlnfttion  which  is  not  wlth- 

fl^aOeial  tags,  seals,  or  other     in  the  production,  area. 
■^  of  identifying  certlfl-        ^^^     rtoccMing 

!  "Processing"  means  changing  potatoes 

Haadlrr.  jjy  manufacturing  or  by  converting  into 

to  synonymous  with  "ship-  products  which  differ  from  potatoes  in 

^  _  natural  raw  form. 

§ It     Cluppcrs. 

•XJhlppers"  means   potato  processors 
whose    primary    potato    products    are 
potato  chips. 
§ .19     Fresh  market. 

"Ftesh  .market"  means  all  market  out- 
lets other  than  processing. 

ADMimSTaATIVE   Agencixs 

.22      Eatabliflhineiit    simI    member- 

•hip. 

(a)  The  National  Potato  Administra- 
tive Board  Is  established  as  the  chief 
administrative  agency  of  this  part. 
Mendters  of  the  Board  shall  be  nomi- 
nated by  the  potato  industry  and 
selected  by  the  Secretary. 
"(b)  The   Board   shall    be    composed 

reierr«i  vu  «  «.- Initially  Of  4«  members,  with  a  like  num- 

JiSTcommittee.  and  each  ber  of  alternates  all  of  whom  must  be 
:;Lrmecial  committee  estab-  producers,  except  members  and  alter- 
ed special  commiivw  «»    ^    Sates  representing  processors,  chippers. 

and  shippers,  who  must  t>e  representative 
of    their    rewectlve    group.    Producer 


IdataQ, 

WMhlBCtei^ 

Pcnnaylvaala 

New  Jvwef 

California 

M<r>*<g«^".  Oblo,  Indiana,  XUtnoli. 
Colorado,  Nebraska,  Wyoming-— . 


Total 


ship. 

ship"  means  to  purchase, 

^^ jc.  transport,  sell,  or  in 

to  place  potatoes  in  the  cur- 
fi^flBmneree,  or  so  as  to  directly 
SLiSsSiact  or  affect  the  current  of 


§ 


Producer. 

means  any  person  produc- 
ot  two  acres  of  potatoes 


Fall  group: 

Maine — --  * 

Idaho * 

New  York,  Iiong  Island 1 

New  Tork,  upstate I 

Washington   — ' 

Oregon,  Oaltfomla.  Nevada 1 

Minnesota.  Iowa * 

North  Dakota.  Boutb  X>akota a 

Wisconsin * 

Michigan.  Indiana 1 

Pennsylvania,  Oblo 1 

Colorado.  Utah.  New  Miezlco.  Nebraska. 

Wyoming ^ 

Massaehnsetts,     Rhode    Island,    Oon- 

nectleut,  Termoat,  New  Baapshlre.  1 


Totol 


If 


Administrative   agencies. 

„^_tlve  agencies"  means  the 
Potato  Administrative  Board, 
referred  to  as  the  "Board," 


Processor — ^Idabo   * 

Shipper — Maine    ^ 

Chlpper-chlp  Industry 1 


Total    ' 


§ 


Art, 


•Act"  means  Public  Act  Nb.  Ml 
Congress,  as  amended  and  as 
and  amended  by  the  Agricuttonl  Ito 
keting  Agreement  Act  of  MIL  ■ 
amended  (sees.  1-19,  48  Stat  U.  ■ 
amended;  7  U.S.C.  601-074), 


§ 


.3      Periton. 


"Person"  means  an  individual.  | 
nership.   corporation,   assodaUoB, 
representative,  or  any  organised  I 
or  business  unit  of  individuals. 


§ 


i      Production   area. 


"Production  area"  means  the  41 
tiguous  States  and  the  District  at 
bia  of  the  United  States  of 


§ 


.3      Polaloe». 


"Potatoes"    means    and    inchldiill 
varieties  of  Irish  potatoes  grown  ••* 
the  production  area. 
§ .6      Seed   potatoes. 


liBeander  for  administration  of 
MPVi 

11     fWml    period. 

period"  means  the  period  be- 
tnd  ending  on  the  dates  «)- 
ttie  Secretary  pursuant  to  rec- 
by  the  Board. 

else  and   imitvrity. 

means   any   of   the   grades, 
any  of  the  sizes,  and  "ma- 

any  of  the  stages  of  de- 

or  condition  of  the  outer  skin 

trnmi),  as  defined  in  the  United 

latandard^  for  Potatoes  (18  51.1540 

ll  II THW   Inclusive  of  this  title) ,  or 

gndcs  established  by  any  state 

Ite   potatoes    grown    therein,    or 


Grand  total 

(c)  The   initial   Board  shall 
mend  rules  and  regulations  providing 


to  representation,  but  in  the  event  they 
do   not  nominate,   then   the   National 


succeeding  Board  during  its  tenure 
office.    Such  rules  and  regulatitfu  mitft 


Crade, 


^^jSs^c^^^^o^  s^k'^'.-^ssLt'SeSr?-^ 


mittee  and  that  at  least  three-fourths  of 
its  members  be  producers. 

(d)(1)  Seasonal  committees,  for  the 
crop  seasons  specified  in  paragrairti  (b) 
of  this  section,  and  veetel  conmitteea 


nominees;  by  potato  processors  for  their 
nominees,  by  potato  chippers  for  their 
nominees,  and  by  potato  shippers  for 
their  nominees.  The  initial  Board  shall 
serve  until  their  successors  have  been 

^""^   ~^S!SS?^ri?  (jfto^dJho  tor  SK  m^mlSrSthe  chipping  I«toi- 

seasons  for  producers,  (2)  to  laano  lor  "^1!^*'^     ahlnners*  committee,  may  be 

(3)   to  Maine  for  shippers,  try),  ana  a  snippers  ^^^^'^J^'rrjJ'^^^^ 

"^  ^^^^rs.^^  established  upon  "^^y^y^l^^g^gL^ 

^^^  Board  and  approval  of  the  Secretary. 


and   (4)    to  chippers 


thereto.    Th«e  definiUonj    S^mates.  riuUl  be  selected  as  follows:    ^SSceTwff ^^i  iTl^irtt^e- 
Icatlons  or  variations  baaed     _.  ^  .^  --_|t  sBrina  aroup:        Member$    ;„_^w.  „•  ♦»,-  mpmhershin  of  eacb  aea- 


I M 


•'Seed  potatoes'"  or  "seed" 
lot  of  potatoes  certified  by  the  < 
seed   certification   agency  of  tbt 


iBodUlcations  or  variations  based 
the  foregoing. 

Taricties.  I 

means  all  classifications  or 
lM^rtak>IU  of  Irish  potatoes  according 
lilMBedeflnittve  characteristics  now  or 
recognized  by  the  United 
Department  of  Agriculture. 

I .14     Pack. 

*VMk"  means  a  quantity  of  potatoes 
k-fl^  type  or  condition  of  container, 
wtth  qedflc  weight  limits,  numerical 
limits,  size  limits,  or  any 
m  of  these,  recommended  by 
the   Board    and     approved     by     the 

Coalainer. 

means  a  sack.  bag.  crate, 

box.  basket,  barrel,  or  bulk  load 

atlMr  receptacle  used  in  the  pack- 

tzauportation.  or  sale  of  potatoca. 


Wtntar  and  early  spring  group: 
noKMa  — 
Calif  omla 


•Potal  '- ^ 


I«te  spring  group: 
CallXomU 


South  OanUna,  Georgia 1 

l^^i|^i^«w    Mississippi,  Texas 1 


Tbtal 


■arly  suaaaMr  group: 

Vlcginia 

Texas,  Oklahoma 

Matyland.  I>8laware__ 

Kentucky,  Tbuqsssbi,  West  Virginia.. 

Missouri.  Kansas.  Arkansas 

Oeoigia.  north.  Candlna,  north  Ala- 


Total 


fourths  of  the  membership  of  eadi 
sonal  committee.  Ptr  special  commit- 
tees at  least  three-f  oorths  of  Utttrmau- 
bership  will  be  composed  <rf  persona  to 
the  Industry  repreaented^but  not  less 
than  two  yroducer  members. 

(2)  Procedures  for  nominating  per- 
sons to  serve  on  seasonal  and  special 
committees  will  be  prorided  for  in  rnks 
and  regulations  leeommended  by  the 
Board  and  approved  by  the  Secretary. 

(3)  For  seasonal  committees,  consid- 
erations shall  be  given  to  seasonal  and 
area  groupings,  existtaig  potato  market- 
ing order  committees,  acreage,  produc- 
tion, size  of  area,  periods  of  mariteting. 
competition,  ooordtnation  of  shipments, 
and  other  perthient  factors  affecting  sea- 
sonal marketing  of  potatoes.  Wheie  a 
combination  of  states  is  entifled  to  a 
representative.  It  shall  be  the  poBey  to 
consider  lotattan  ct  rtprwHntnfrlmi 
on.»«>y  states  with  special  eonaldkntton 
to  apportioning  altrmp^—  among  gxoHp- 


\ 
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ings  of  ctates.  For  special  committees, 
consideration  shall  be  given  to  potato 
pvodudng  areas,  to  location  of  potato 
procesaing  facilities,  and  to  rotation  of 
representation  on  the  Board  from  among 
Idaho.  Red  River  Valley,  and  other 
procening  areas.  Similarly,  shipper 
representation  on  the  Board  shall  be 
based  on  consideration  of  major  ship- 
ping areas,  with  a  policy  of  rotation  of 
shipper  members  among  Maine.  Idaho. 
Red  River  Valley,  and  other  shipping 
areas. 

(4)  Upon  establishment  of  seasonal  or 
other  special  committees  pursuant  to 
this  section,  such  committees  may  there- 
after be  reconstituted  or  reestablished  by 
the  Secretary,  upon  consultation  with 
the  committee  affected  thereby  and  upon 
recommendation  of  the  Board.  The 
Board  can  recommend  policies  relating 
to  payment  of  members'  and  alternates' 
expenses,  with  consideration  given  to 
whether  expenses  of  all  members,  oz  ex- 
penses of  a  p«trt  of  the  me^bei^.  and 
stmllarly  for  alternates,  should  be  paid. 
Such  consideration  may  be  related  to 
revenues  received  for  any  or  all  portions 
of  the  crop  upon  which  assessments  are 
levied. 

(e)  When  seasonal  committees  and 
special  cmnmittees  have  been  estab- 
lished, the  Board,  with  the  Secretary's 
approval,  may  convene  members  with 
alternates,  as  the  Naticmal  Potato  Com- 
mittee. The  National  Potato  Commit- 
tee may  make  recommendations  to  the 
Board,  on  nominations  by  seasonal  or 
special  committees,  on  the  number  of 
members  or  alternates  from  seasonal  or 
slal  committees,  the  size  and  composi- 
of  the  Bo€uti.  and  marketing  poli- 
cies for  the  Board's  guidance.  The 
Board  shall  ];Ht}vide  staff  and  extend 
services  to  seasonal  or  special  commit- 
tees and  to  the  National  Potato  Com- 
mittee when  requested  and  able  to  do  so. 


S 


%23     Term  of  office. 


(a)  The  term  of  office  of  members  and 
alternates  of  administrative  agencies 
shall  be  for  three  years  and  shall  begin 
and  end  on  dates  recommended  by  the 
Boaril  and  approved  by  the  Secretary. 
The  terms  shall  be  arranged  so  about 
one-third  of  each  agency's  membership 
may  terminate  each  year.  Board  mem- 
bers may  not  succeed  themselves  as  mem- 
b«s,  except  members  of  the  initial  Board 
may  senre  on  the  next  succeeding  Board. 

(b)  Ifembers  and  alternates  on  ad- 
ministrative agencies  shaU  serve  during 
the  term  of  office  for  which  they  are  se- 
lected and  have  qualified,  or  during  that 
portion  thereof  beginning  on  the  date 
on  which  th«y  qualify  during  such  term 
of  office  and  contlmiing  until  the  end 
thereof,  and  until  their  successors  are 
selected  and  have  qualified. 

§ J14     Aceeptance. 


Any  person  selected  as  a  member  or 
alternate  of  an  administrative  agency 
shall  qualify  by  filing  a  written  accept- 
ance with  the  Secretary  within  ten  days 
after  being  notified  of  such  selection. 
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alternate,  diiring  such  meml>er's  ab- 
sence, or  when  designated  to  do  so  by  the 
member  for  whom  he  is  an  alternate. 
In  the  event  of  the  death,  removal,  res- 
ignation, or  disqualification  of  a  mem- 
ber, his  alternate  may  act  for  him  until 
a  successor  of  such  member  is  selected 
and  has  qualified. 

§ .26      Procedure. 


,,  February  20,  19S2 


(a)  A  majority  of  each  administra- 
tive agency  shall  be  necessary  to  consti- 
tute a  quorum.  At  assembled  meetings 
all  votes  shall  be  cast  in  person  and  a 
majority  of  those  present  shall  be  neces- 
sary to  pass  any  motion  or  approve  any 
agency  action. 

(b)(1)  When  recommendations  by  a 
seasonal  committee  or  a  special  commit- 
tee are  more  strict  or  of  a  higher  order 
than  regulations  in  effect,  or  recom- 
mended, on  a  national  basis,  the  Board 
slaall  recommend  their  approval  by  the 
Secretary,  unless  it  finds  good  cause  for 
disapproving  or  disagreeing  with  the  pro- 
posed seasonal  or  special  recommenda- 
tions. The  Board,  in  a  duly  constituted 
meeting,  may  not  recommend  disap- 
proval or  rejection  of  seasonal  or  special 
committee  recommendations,  if  they  are 
of  a  higher  order  than  national  regxila- 
tions,  except  by  a  three-flfths  majority 
of  members  present. 

(2)  In  the  event  that  seasonal  or  spe- 
cial committees  are  unable  to  recom- 
mend regulations  that  are  approved  by 
the  Board  in  accordance  with  the  above 
rules,  in  order  for  the  Board  to  recom- 
mend a  regulation  covering  a  seasonal 
group  or  an  airea  represented  by  a  spe- 
cial committee  a  two- thirds  majority  of 
those  present  will  be  necessary  for  ap- 
proval. 

(c)  Administrative  agencies  may  meet 
by  telephone,  telegraph,  or  other  means 
of  communication,  and  any  vote  cast  at 
such  a  meeting  shall  be  promptly  con- 
firmed in  writing.  Approval  by  three - 
fourths  of  all  members  voting  will  be 
required  to  approve  any  agency  action 
at  other  than  assembled  meetings. 


§ 


.27      Expense*  and  compensation. 


Administrative  committee  members 
and  alternates  when  acting  on  agency 
btisiness  shall  be  reimbursed  for  reason- 
able expenses  necessarily  incurred  by 
than  in  the  performance  of  their  duties 
and  in  the  exercise  of  their  powers  under 
this  part. 


§ 


.28      Powers. 


The  Board  shall  have  the  following 
imwers: 

(a)  To  administer  the  provisions  of 
this  subpart  as  specified  herein; 

(b)  To  make  rules  and  regulations  to 
effectuate  the  terms  and  provisions  of 
this  subpart; 

(c)  To  receive,  investigate,  and  report 
to  the  Secretary  complaints  of  violation 
of  the  provisions  of  this  part;  and 

(d)  To  recommend  to  the  Secretary 
amendments  to  this  part. 


§ 


.29      Ehities. 


lish  subcommittees,  and  adopi 
and  procedures  for  the 
business  as  it  may  deem 

(2)  Act  as  intermediary  oNiima^ 
Secretai-y  and  each  seasooalir^Mi 
committee,  producer  or  handlsr*^^ 

(3)  Appoint   such   employvMi,' 
and  representatives  as  it  may 
essary  and  determine  the 
define  the  duties  of  each ; 

(4)  Keep  minutes,  books,  and 
which   clearly   reflect  all  its  MirM 
transactions.    Such  minutes,  ' — ^ 
records  shall  be  subject  to 
at  any  time  by  the  Secretary; 

( 5 1  Furnish  promptly  notlees  «i  ^^ 
ings.  copies  of  the  minutes  "***Tti|2 
meeting,  and  such  other  repQrti||W 
formation  as  may  be  requested  ^  Z 
Secretary,  including  aimual  riMbi 

each  administrative  agency's  '- 

for  the  preceding  marketing 
fiscal  year. 

(6)  Make  available  to  prodooog^ 
to  other  agencies  and  the  ftlS 
Potato  Committee  the  BoanTtiS 
record  on  recommended  regulstkMM 
other  matters  of  policy; 

( 7 )  Call  Joint  meetings  of  tbt  ^ 
ministrative  agencies: 

(8)  Consult,  cooperate,  and 
information  with  seasonal  and 
committees,  and  other  agead«  ir  fk 
dividuals    in    connection    wtth  p^ 
Board  activities  and  objectlvvs; 

(9)  Take  smy  proper  action 
to    carry    out    the    provlslODS 
subpart ; 

(10)  Cause  the  books  of  the 
be  audited  by  a  competent 
at  least  once  each  fiscal  peilod; 

(11)  Assign  any  of  the  about 
to  any  administrative  agency 
under  this  part. 

(b)  Each  seasonal  and 
mittee  shall : 

( 1 )  Supervise  the  regulation  of.ij^ 
ments  for  its  season,  in  the  abliiBi 
more  restrictive  regulations  In  ilimE 
Individual  areas,  and  coopaili  iH 
other  agencies  in  admlnlsterlat  ntlt^ 
tlons  issued  pursuant  to  this  sObptfl; 

(2)  Make  recommendattons  ti  li 
Board  with  respect  to  modlfylag4rii» 
pending  the  provisions  of  MHi 
regulation ; 

(3)  Make  available  to  the  Bond  ft 
voting  record  on  recommendattOM  ll 
modification  of  seasonal 
other  matters  of  policy; 

(4)  Submit  to  the  Board  toA 
able  information  as  may  be 

(c)  The   Board    shall     _ 
regulations  recommended  hf  Vt  Utm 
production  area  or  portions 
cooperate  with  seasonal  or 
mittees  in  administering 
sued  pursuant  to  this  subpart 

EXPSNSES   AND   ASSSSSMBRI 
—.40      Budget. 


4 
1 


ftm 


im  *««warded  to  the  Board  for  its 
JSa  and    consideration.     The 
^Jp  ))e  presented  to  the  Secre- 
^M  accompanying  report  show- 
Si  for  calculations.   To  provide 
funds  to  defray  proposed  ex- 
(  the  Board  may  recommend 
^te  of  assessment  which  shall 
^  cent  per  hundredweight 
except  up>on  recommendation 
M^nal  PoUto  Committee,  but 
Lrcnt  shaU  the  maximvun  exceed 
Btfhundredweight.    However,  the 
M  rate  allowable  may  be   ad- 

■  —  to  the  proportion  of  which  the 
E^of  prices  farmers  pay  as  of  Octo- 
CTll'of  each  year,  subsequent  to  Is- 
■^I  ol  this  part,  bears  to  such  index 
JJoctober  15.  1962. 

i       -41      Expense?.. 

•Dm  Board'  is  authorized  to  incur  on 

■  ^S  of  all  administrative  agencies 
JJ^-penses  as  the  Secretary  finds  are 
l^lljlleand  likely  to  be  Incurred dur- 
J^Jflacal period  for  administration 
?tttapart.  Handlers  shall  share  ex- 
^Ht  upon  a  pro  rata  basis  for  each 
KT n«k)d.  Each  handler's  share  of 
ST  iimense  shall  be  proportionate  to 
initio  between  the  total  quantity  of 

i  handled  by  him   as  the  first 

,^  thereof  during  a  fiscal  period 

I  tiK  total  quantity  of  potatoes  han- 

I  by  all  handlers  as  first  handlers 

r  during  such  fiscal  period. 


I  4t     Assessment. 

<a)  Tlie  funds  to  cover  expenses  of 
liitnMrative  agencies  shall  be  acquired 
li  JiTytT^  usesments  upon  handlers  at 
jLm  leoommended  by  the  Board  and 
gyMhhr'  by  the  Secretary.  Each  han- 
Av  vho  first  handles  potatoes  under 
Mi  peii>  shall  pay  assessments  as  dl- 
Miidby  the  Board. 

(k)  Itw  payment  of  assessments  for 

.(UMltBtenance  and  functioning  of  the 

!liMMrmtlve  agencies  may  be  reqiilred 

mlv  this  part  throughout  the  period 

I  b  in  effect  irrespective  of  whether 

liar  provisions   thereof   are   sus- 

i  at  become  inoperative. 


WlMP    .     Md( 


I JIS     Ahcmalc 

An  alternate  member  of  an  admlnis- 
trmttye  agency  may  act  In  the  place  and 
stead  of  the  member  for  whom  he  is  an 


(a)  The  Board  shall: 

( 1 )  Meet  and  organize  as  soon  as  prac- 
tical after  the  beginning  of  each  term 
of  office,  select  a  chairman  and  such 
other  officers  as  may  be  necessary,  estab- 


§- 

As  soon  as  practicable  after  tftl  ^ 
ginning  of  each  fiscal  period.  wA* 
may  be  necessary  thereafter,  tbe 
shall  prepare  an  estimated 

come  and  expenditures  for  all ^ 

trative  agencies  necessary  for  t>|> 
ministration  of  this  part.  Tjjt  Wg 
may  request  seasonal  eooai****  ■ 
budget  estimates  and  all  such 


I         .41      Accounting. 

(a)  AH  funds  received  shall  be  used 
■Wf  for  the  purposes  specified  in  this 

(b)  llie  Secretary  may  at  any  time 
TtfUn  the  Board  and  other  admln- 
ttnttre  agencies,  their  members   and 

s,  employees,   agents,  and  all 

J  pemns  to  account  for  all  receipts 

dUbursements,  funds,  property,  or 

for  which  they  are  responsible. 

any  person  ceases  to  be  a 

r.  alternate,  employee,  or  agent 

cC  neh  agency  he  shall  account  for  all 
rMbits,  disbursements,  funds,  and 
pnpvty  (including  but  not  being  limited 
to  books  and  other  records)  pertaining 
Is  ndi  agency's  activities  for  which  he 
b  moonsible.  and  shall  execute  such 
'talliaDents  and  other  instruments  as 
W9  be  necessary  or  appropriate  to  vest 
bkneh  successor,  agency,  or  person  des- 
imted  hjr  the  Secretary,  the  right  to 
iiaf  such  property  and  funds  and  all 
*l4Bi  vested  in  such  person, 
(e)  The  Board  may  make  reeommen- 
to  the  Secretary  for  one  or  more 
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of  the  members  thereof,  or  any  other 
person,  to  act  as  a  trustee  for  holding 
records,  ftmds,  or  any  other  property  of 
any  administrative  agency  during  peri- 
ods when  regulations  are  not  in  effect 
and,  If  the  Secretary  determines  such 
action  appropriate,  he  may  so  direct. 

(d)  At  the  end  of  each  fiscal  period,  if 
assessments  collected  are  in  excess  of 
expenses  incmred  such  excess  shall  be 
accotmted  for  as  follows : 

(1)  Except  as  provided  in  subpara- 
graphs (2)  and  (3)  of  this  paragraph, 
each  person  entitled  to  a  proportionate 
refimd  of  any  excess  assessment  shall  be 
credited  with  such  refund  against  the 
operation  of  the  following  fiscal  period 
unless  such  person  demands  repayment 
thereof,  in  which  event  it  shall  be  paid 
to  him.  Refimds  need  not  be  paid  or 
credited  to  any  handler  with  outstanding 
obligations  imtil  his  account  is  settled. 

(2)  The  Board,  with  the  approval  of 
the  Secretary,  may  establish  and  main- 
tain diulng  one  or  more  fiscal  years  an 

operating  monetary  reserve  in  an 
amount  not  to  exceed  approximately 
one  fiscal  period's  operational  expenses. 
Upon  approval  of  the  Secretary,  funds 
in  such  reserve  shall  be  available  for  use 
by  -the  administrative  agencies  for  all 

expenses  authorized  pursuant  to  § 

.41  and  S .49. 

(3)  Upon  termination  of  this  part, 
any  funds  not  required  to  defray  the 
necessary  expenses  of  liquidation  shall 
be  disposed  of  in  such  manner  as  the 
Secretary  may  determine  to  be  appro- 
priate. To  the  extent  practical,  such 
funds  shall  be  returned  pro  rata  to  the 
persons  from  whom  they  were  collected. 

Research  and  Development 

§ .49      Research   and   development. 

The  Board,  with  approval  of  the  Sec- 
retary, may  provide  for  establishment 
of  marketing  research  and  development 
projects  designed  to  assist,  improve,  or 
promote  the  marketing,  distribution,  and 
consumption  of  potatoes  and  may  pro- 
vide available  information  and  data  to 
any  person,  or  to  any  employee  of  an 
agency  or  its  agent,  authorized  by  the 
Board  as  its  agent,  with  the  approval  of 
the  Secretary,  to  conduct  such  projects. 


Regulation 


§ .50      Marketing  policy. 

(a)  Major  and  customary  types  of 
market  outlets  for  raw  potatoes  such  as, 
but  not  Umlted  to,  fresh  market,  proces- 
sing and  others,  shall  be  recognized  in 
t.^yT'ff*'*'"^"?  and  recommending  market- 
ing policies  to  the  Secretary,  so  that 
appropriate  distinctions  among  such 
outlets  may  be  maintained  in  issuing 
regulations. 

(b)  National  cull  regulations:  It  shall 
be  the  marketing  policy  for  the  produc- 
tion area  to  maintain  national  cull  regu- 
lations In  ^ect  for  fresh  market  pota- 
toes and  for  potatoes  for  processing. 

(1)  The  T'!^»<"r>«ti  cull  regvilation  for 
fresh  maxket  shall  prohibit  the  handling 
of  raw  potatoes  for  fresh  market,  except 
as  othorwise  provided  in  this  subpart, 
which  do  not  meet  the  requirements  of 
the  UB.  Jto.  2,  or  better,  grade.  IVz 
inches  ip«»tmum  diameter  and  larger. 
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However,  potatoes  which  meet  UB.  No. 
2.  Size  C.  grade  may  be  handled  during 
any  seasonal  period  upon  recommenda- 
tion of  the  responsiWe  seasonal  commit- 
tee and  approval  of  the  Board. 

(2)  The  national  cvill  regtilations  for 
food  processing,  including  chips,  shall 
(i)  provide  that  potatoes  handled  vmder 
bona  fide  preplantlng  contracts  shall, 
prior  to  processhig,  be  not  less  than  U.S. 
No.  2  Processing  Grade.  1%  Inches  mini- 
mum diameter  and  (11)  provide  that  po- 
tatoes handled  vmder  other  than  b<ma 
fide  preplantlng  contract^  shall  be  sub- 
ject to  regulations  for  fresh  market 
shipments  under  subparagraph    (1)    of 

this  paragraph  and  i .52(a)  in  effect 

at  time  of  handUng,  except  that  for 
chips,  shriveling,  sprouting,  and  84;>pear- 
ance  will  not  be  scored. 

(3)  Upon  recommendation  of  the 
Board,  or  on  other  available  information, 
national  cull  regulations  may  be  stis- 
pended  or  modified  by  the  Secretary 
during  a  specified  period  with  regpect  to 
any  or  all  varieties  of  potatoes  in  any  or 
all  portions  <rf  the  production  area. 

(c)  Seasonal  regulations:    (1)    When 
requested  by  the  Board,  or  when  rec- 
ommending   regulations    ptuvuant    to 
§ .51,  each  seasonal  or  special  com- 
mittee shall  adopt  the  marketing  poUcy 
it  deems  desirable  for  the  hultistry  to    ^ 
follow  during  the  ensuing  season  or  por- 
tions   thereof    in   marketing    potatoes. 
Each  marketing  poUcy  will  give  consider- 
ation to  normal  patterns  of  deliveries, 
economies  of  distribution,  and  promotion 
of  orderly  marketing  which  tend  to  ap- 
proach equity  in  benefits  and  burdens  in 
various  portions  of  the  production  area. 
A  report  setting  forth  each  marketing 
policy  shall  be  submitted  with  each  com- 
mittee's recommendations,  as  shall  addi- 
tional reporte  If  such  committee  adopts 
a    new    marketing    poUcy    because    of 
changes  hi  the  potato  miuduting  situa- 
tion.   Committees  will  make  each  mar- 
keting policy  report  available  to  growers 
and  handlers,  ushig  the  facilities  and 
services  of  the  Board  if  necessary. 

(2)  In  deteimining  its  marketing 
policy  each  seasonal  or  special  commit- 
tee shall  give  due  consideration  to  the 
following: 

(i)  Supplies  of  potatoes  by  varieties 
or  types,  by  grade,  size,  quality,  and  ma- 
turity hi  the  production  area  and  in 
specific  portions  of  the  produchig  area 
as  determined  by  surveys  conducted  tm- 
der  the  supervision  of  the  Board; 

(11)  Market  prices  for  potatoes,  in- 
cluding prices  by  varieties  or  tarpes,  by 
grade,  size,  and  quality  In  different 
packs,  in  different  containers,  in  differ- 
ent outlets,  growers'  cash  prices,  and 
growers'  contract  prices; 

(ill)  Location  of  potato  stocks  and 
estimates   of  proportions  in  prodticers 

control;  ^         ^       ^  ^ 

(iv)  Approximate  ntunber  of  potato 
producers  with  supplies  affected  by  rec- 
ommended regulations. 

(V)  Alternative  market  ouUets  for 
processing,  potatoes  withheld  from  fresh 
market,  ^vage.  and  other  features  for 
equalizing  among  areas  and  seasons  the 
responsibilities  and  burdens  of  managing 

supplies : 

(vi)  The  trend  and  level  of  consumer 

income; 
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(vil)  BrtabUshlng  and  malntalnlns  or- 
derly markcilnc  oonditlon>  (or  potatoes : 

<Ttll)  Orderly  nuurkeOng  of  potatoes 
ae  win  be  tB  tba  pubMe  tntanst;  and 

(Ix)   Other  relerant  factors. 

I .51      Recommeadatioiui    for    r^gu- 


(a)  The  admlnlstratlre  agencies,  upon 

complying  with  requirements  of  } SO 

may  reoammend  regulations  whenever 
they  find  that  such  regulations  will  tend 
to  effectuate  the  declared  policies  of  the 
Act. 

(b)  The  Board  shall  have  responsi- 
bility for  recommending  regulations 
throughout  the  production  area.  Sea- 
sonal committees  shall  have  responsl- 
MUty  for  recommending  to  the  Board 
regulations  for  their  area  and  season, 
and  special  committees  for  their  inter- 
ests, whenever  such  regiilations  limit 
handling  to  any  greater  extent  than 
national  regxilatlons. 

—32      Itrr"""*  of  regulations. 
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The  Secretary  shall  limit  by  regulation 
the  haxxUing  of  potatoes  whenever  he 
IfjTuim  trom  reconunendatlons  and  infor- 
matton  mtanitted  by  the  Board  in  ac- 

oordaaee  with  i .51,  or  from  other 

available  Information,  that  such  regula- 
tions would  tend  to  effectuate  the  de- 
clared polkT  at  the  Act.  In  recognition 
of  major  types  of  market  outlets  for  raw 
potatoes,  regulations  shall  distinguish 
■noac  such  outlets. 

(a>  l^>r  fresh  market,  such  regula- 
tions, wlttaottt  discrimination,  may : 

(1)  Umlk  In  any  or  all  portions  of  the 
production  area  the  handling  of  parUc- 
ular  grwlea.  sizes,  qualities,  or  packs,  of 
any  or  all  varieties  of  potatoes  during 
any  period. 

(3)  X^nlt  the  handling  of  particular 
grades,  staes.  qagallties.  or  packs  of  pou- 
toes  differently  for  dllTerent  varieties,  for 
different porttons  of  the  production  area, 
for  different  outlets,  for  different  con- 
tainers, or  any  combination  of  the  fore- 
going, daring  any  period. 

(3>  Require  containers  to  be  labeled 
to  show  the  grade,  the  name  and  address 
of  the  handler  responsible  for  the  grade 
of  the  potatoes  therein,  and  Identiflca- 
UoD  of  the  state  or  area  where  the 
potatoes  therein  were  grown. 

(4)  Pht  the  sixe.  capacity,  weight,  di- 
menskms.  or  pack  of  any  container  or 
containers  used  in  hsmdllng  potatoes, 
which  can  be  different  for  different 
varieties  and  different  outlets. 

(b)  FOr  fresh  mai^et  and  food  pro- 
cessing, such  regulations  may: 

(I)  Fix  the  total  quantity  of  pota- 
toes which  may  be  handled  during  any 
season  or  crop  year  by  all  handlers,  by 
allotting  or  providing  methods  for  allot- 
ting the  amount  of  potatoes,  or  any 
grade,  size,  or  quantity  thereof,  which 
handlers  may  purchase  from  or  handle 
on  behalf  of  any  and  all  producers 
thereof  during  any  such  season  or  crop 
years.  Bach  regiUations  may  be  based 
«pon  different  quantities  established  sep- 
arately for  different  seasons  and  por- 
tloiM  of  the  production  area,  or  for  any 
or  all  market  outlets,  and  when  such 
qtiantitlea  are  established  for  different 
market  outlets  or  by  seasons  or  regions, 
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the  establishment  of  bases,  allotments 
or  percentages  under  such  regulations 
shall  be  determmed  on  the  same  basis. 
AUotmenU  may  apply  by  seasons  or  any 

period  or  periods  therein,  for  the  winter 
azKl  early  spring,  late  spring,  early  sum- 
mer and  late  summer  seasonal  groups. 
Pot  the  fall  seasonal  group,  volume  regu- 
lations may  not  be  imposed  that  require 
handling  during  any  specific  period  or 
periods  For  potatoes  destined  for  food 
processors,  volume  regulations  cannot 
limit  marketing  other  than  by  seasonal 
total. 

(2)  Allotments  shall  be  under  a  uni- 
form rule  t>ased  upon  the  amounts  sold 
by  potato  producers  in  the  prior  repre- 
sentative period  as  determined  in 
i .53ia),  or  upon  the  current  quan- 
tities available  for  sale  by  such  pro- 
ducers, or  both,  to  the  end  that  the  total 
quantity  thereof  to  t>e  purchased  from 
or  handled  on  behalf  of  producers  during 
any  of  the  above  periods  shall  be  ap- 
portioned equitably  among  producers. 
Rules  and  regulations  established  pur- 
suant to  this  section  shall  not  prejudice 
the  base  of  any  individual  producer  or 
any  area  of  production  if  the  Board 
determines  that  conditions  prevailing 
during  the  base  period  have  adversely 
affected  their  history. 

(3>  Quantity  regulations  may  be  is- 
sued upon  determination  that  the  terms 

and   provisions   of   S .53   have   been 

met. 

(c)  When  parity  prices  have  been  es- 
tablished the  handling  of  pbtatoes  may 
be  limited  in  accordance  with  the  policies 
declared  in  section  603  of  the  Act. 

(d)  Regulations  issued  hereunder  may 
be  amended,  modified,  suspended,  or  ter- 
minated whenever  it  Is  determined: 

(1)  That  such  action  is  warranted 
upon  recommendation  of  the  Board, 
upon  recommendation  of  an  appropriate 
seasonal  or  special  committee  with  Board 
approval,  or  other  available  informa- 
tion; 

(2)  That  such  action  is  essential  to 
provide  relief  from  inspection,  assess- 
ment, or  regulations  under  this  section 
for  minimum  quantities  less  than  cus- 
tomary commercial  transactions; 

(3)  That  regulations  issued  hereunder 
obstruct  or  no  longer  tend  to  effectuate 
the  declared  policy  of  the  Act. 

(f)  No  regulation  applicable  to  seed 
shall  modify  or  impair  the  oCScial  seed 
certification  specification  and  require- 
ments established  by  the  offlclal  seed 
certification  agency  of  the  state  in  which 
the  potatoes  were  grown,  or  other  seed 
certification  agencies  which  the  Board, 
with  the  Secretary's  approval,  may 
designate. 

§ .53      Allolmrnt    proredore*. 

<a)  (1)  Upon  recommendation  of  sea- 
sonal committees,  other  administrative 
agencies,  regional  marketing  order  com- 
mittees, or  on  other  available  Informa- 
tion, the  Board,  with  approval  of  the 
Secretary,  shall  establish  administrative 
roles  incidental  to.  not  inconsistent  with. 
and  necessary  for  allotthig  the  amounts 
of  potatoes  which  handlers  may  purchase 
from  any  or  all  growws  In  any  or  all 
portions  of  the  production  area  during 
any  period.    In  cwiakleTing  such  rules. 


,^  February  20,  1962 


FfOERAL  REGISTEt 


the   Board   may   confer 
with  other  agencies  of  the 
of  Agriculture  to  expedite 
and  compilation  of  infi 

(2)   For  determining  the 
potatoes  sold  by  any  or  all 
the  base  period  shall  be  liM. 
IMl.    The  highest  two  such 
be  used  in  determining  produsMS 
live  participating  bases. 
1902.  the  base  period  shall  be 
of  the  best  two  of  the  three 
mediately  preceding  the  year 
volume  regulation  is  co: 
eluding  1962  from  each  bats 

( 3  >   Methods  for  determlnAag  n^ 
rent  quantities  of  potatoes  «i 
sale   by   producers   during 
weekly,  monthly,  or  other 
riods  shall  also  be  provided  in 

( 4 )   Among  other  appropriate 
ments.  such  rules  may  provlds  I 

(I)  Each  producer,  who  ha  m^ 
pects  to  have  potatoes  for  ponkHi^ 
handlers,  or  for  handling  oa  |[k||||( 
or  for  handling  by  hiniiif.  ^aHn 
period  or  periods  of  voluma 
shall  submit  to  the  Board, 
thorized  agent,  a  written  4«aHlfei% 
market  potatoes  uivder  v( ' 
tions  in  this  part, 
required  at  such  time  as  tfas 
designates,  which  shall  glvs 
sideratlon  to  the  planting  « 
time  for  potatoes  in  each 
season  so  that  producers 
sonable  opportunity  to  plan  i 
production  relating  to  their 
with  special  provisions  for 
tion  of  1962  crop  volume 
any  season  immediately 
pension  period.  Applleallom 
on  forms  prescribed  by  the 

(II)  Each  application  ahal  1|  A^ 
stantlated  in  the  maimer 
by  evidence  required  by  the 
inclixle  at  least  the  name  i 
of  the  producer,  the  nsiif  fltf'li^ 
dresses  of  handlers  who  VVOfMitjtiWt^ 
toes  from  or  handled  onbAlirwSl 
applicant,  and  the  hundredwMMt 
handled  during  the  base 
storage  or  packing  plant,  tUM,  tf  i» 
tion  thereof,  from  which 
to  be  marketed  and  which  ii 
in  the  quantity  of  potatoes  for 
by  the  applicant  during  the 
proposed  regulation;  an 
scription  of  the  location  of  It 
storage,  packing  plant,  or  Add 
tion  thereof,  including  the 
stocks,  or  number  of  acres  _ — — 

(b)  Verification:  The  Bool  ■! 
check,  or  shall  have  (decked.  Mi  !► 
tennlne  the  accuracy  of  the  infBWMW 
on  applications  submitted  poKi^t 
this  section  and  Is  authorlnd  lo 
thorough  investigation  of 
tion.  Whenever  the  Board 
error,  omission,  or  inaccnraqf^  W 
of  the  Information  on  any  sj^Bw^ 
it  shall  correct  the  same  and  ihwjp 
the  person  who  submitted  tta>llpw* 
reasonable  opportunity  to 
the  committee  the  factors 
making  corrections.  ^^ 

(c>  Participating  base:  (1)  '  jg 
volume  regulations  are  JBW^  -■  • 
recommended,  the  Board  atadltttl^ 
tictpatlng  base  for  each  piodtB»<g 
Ing  therefor  and  entitled  thewl*  »* 


.  bases  shall  be  fixed  under  a 

f^sbased  upon  the  amounts 

Xo  producers  in  a  prior  rep- 

perlod.    or    upon    currant 

available  for  sale  by  potato 

„.^^_  or  both. 
'S^^iieiimting    bases    on    a    prior 
_5JIStlveperiod  shall  be  established 
■23Snce  with  the  following  policy. 
■■*2Snever  volume  regulaUons  are 
Sed    but  not  less  than  three 
M  nrlor  to   the   normal  planting 
to  DoUtoes   of  the  seasons  and 
.\«scted.  the  Board,  cooperating 
MMOoal  committees,  shaU  obtain 
[JJ  on  the  potato  marketing  out- 
ff  the  Board  concludes  from  the 
1^  that  excessive  quantities  In  a 
.MiMson  or  as  a  total  annual  crop 
S^lougiy  overburden  the  channels  of 
HSr^dlsrupt  orderly  marketing  condl- 
STitaDress  prices,  and  defeat  the  pur- 
Srfthe  act.  It  may  so  advise  the 
Ctatfy  and  esUblish.  with  the  Secre- 
2^M«roval,  methods  for  determining 
{Pa^Hnt  of  poUtoes  sold  by  each  pro- 
SZTduring  the  base  period  and  for 
a  participating    base   for    each 


^oXiluBtments  may  be  made  for  a 
c  whose  total  marketings  or  a 
ipi  thereof  during  the  base  period 
m^for  purposes  not  covered  by  the  act, 
^tte  extent  of  and  in  the  proportion 
Z^  Rich  marketings  boar  to  his  total 
j^SkMtm*-  Provided, Tti^  following  oon- 
jIlHMaremet:  .    .  w 

u)  niat  the  aiH>Uc<^^  show  that  he 
tea  Mi  have  binding  commitments  for 
aZoriog  of  all  or  a  portion  of  his 
ZtoilB  for  purposes  not  covered  by  the 

Ml 

a)  That  the  applicant  certify  that  he 

^igU^  market  any  potatoes  for  author- 
^MBposes  in  excess  of  his  allotment. 
te>  That  the  appUcant  certify  that  he 
«A  ut  market  for  all  purposes  any 
■il(tnri  in  excess  of  his  participating 
CTaocpt  that  a  producer  who  has 
lalaBarlly  sold  a  part  of  his  crop  for 
_jilhOElMd  purposes  and  a  part  for  ez- 
MBlid  processing  may  certify  that  he 
SEnot  market  for  all  purposes  a  total 
tasnass  of  his  allotment  plus  the  aver- 
'm  Quantity  that  he  has  sold  for  ex- 
Mpted  processing  in  the  base  years. 

troMed  further.  That  if  such  producer 
Mtm  the  allotment  period  exceeds  his 
tfMMDt  for  authorized  purposes  or  lUs 
mtMpatlng  base  for  all  purpoMS.  his 
~     nt  f or  such  period  or  pttrtld- 
;  base  in  the  subsequent  allotment 
ihaU  be  subject  to  reduction  In 
..  mmjanat  of  such  excess, 
(t)  Pbr  fixing  participating  bases  on 
«mnt  quantities  available,  the  Board. 
weparatlng  with  seasonal  committees. 
IMI  ftfc  consideration  to  planting  time 
tar  poUtoes  in  each  area  and  to  the 
Mttook  for  poUto  marketing.    If  the 
Bosrd  concludes  that  excessive  supplies 
in  s  ifren  season,  or  in  specific  weekly, 
"  r.  or  other  portions  thereof.  wUl 
dsn  channels  of  trade,  disrupt 
^  marketing  conditions,  and  de- 
.  prices,  the  Board  may  so  advise 
-^  Secretary  and  recommend  that  he 
pwlde  methods  for  fixing  a  partld- 
PMteg  base  for  each  potato  producer 
tetng  the  period  or  periods  of  proposed 


ragulations  to  the  end  that  allotments 
of  potatoes  shall  be  aiH>orUoned  equi- 
tably f"'«^«*g  such  producers.  Each  pro- 
ducer's participatkig  base,  under  this 
n&ethod,  shall  be  his  proportion  (based 
on  estimates  of  his  currenUy  available 
supplies)  of  the  total  current  amoimts 
available  by  all  producers  during  the 
^leclfic  week,  month,  or  other  period  of 
regulation. 

(d)  AUotmMits:  Whenever  the  quan- 
tity of  potatoes  which  may  be  marketed 
during  any  season,  or  specific  portion 
thereof,  is  limited  by  allotting  the 
amounts  which  handlers  may  purchase 
from  producers,  such  allotments  shall 
be  established  by  any  one,  or  a  combina- 
tion of  the  following  methods. 

(1)  When   allotments   are  based   on 
amounts  sold  by  producers  in  a  base 
period,  the  Board  shall  determine  the 
total  of  all  producers'  participating  bases 
and  recommend  to  the  Secretary  the 
percentage  of  such  total  necessary  to 
provide  a  quantity  of  potatoes,  or  any 
grade.  si«e.  or  quality  thereof,  during  the 
regulation  period  which  would  tend  to 
promote  and  maintain  orderly  market- 
ing   conditions.    The    Secretary,    upon 
Board  recommendation  or  other  avail- 
able information,  shall  establish  the  per- 
centage of  producers'  participating  bases 
necessary  to  provide  the  amount  of  pota- 
toes that  will  effectuate  the   declared 
policies  of  the  act.    Each  producer's  al- 
lotment shall  be  the  product  derived 
from  multipljring  his  participating  base 
by  such  percentage. 

(3)  When   allotments   are  based  on 
current  quantities  avaUable  for  sale  by 
producers  during  a  specific  period,  the 
Board  shall  determine  the  quantities 
available  or  to  be  available  for  sale  by 
each  producer  during  the  period  of  regu- 
lation.   The  Board  may  recommend  to 
the  Secretary  the  total  amount  of  pota- 
toes, or  any  grade,  size,  or  quality  there- 
of, which  handlers  may  purchase  or 
handle  on  behalf  of  any  or  all  producers 
thereof.    Upon  its  recommendation,  or 
other  information,  the  Secretary  shall 
fix  the  <iugntity  of  potatoes  which  may  be 
handled  during  the  marketing  season,  or 
specific  portion  thereof,  and  establish 
the  percentage  of  the  total  amounts 
available  which  may  be  purchased  by 
handlers  from  producers.     Each  pro- 
ducer's allotment  shall  be  the  product 
resulting    frxun    multiplying   the    total 
amount  of  allotments  fixed  by  the  Sec- 
retary by  his  respective  proportion  of  all 
participating  bases. 

(3)  The  Board  may  provide  for  issu- 
ance of  allotments  and  for  appropriate 
forms  of  evidence  thereof  throxigh  rules 
approved  by  the  Secretary.   The  Board's 
policy  shall  be  to  give  evidence,  to  the 
extent  practicable,  to  each  producer  of 
his  allotment,  as  Issued  on  a  historical 
base,  at  least  60  days  prior  to  normal 
planting  time.    For  allotments  based  on 
current  quantities  available,   or  on  a 
cqni>^Pf»j#in    of    history    and    current 
quantities  available,  notice  shall  be  as 
soon  as  practicable,  as  determined  by 
the  Board  in  consultation  with  seasonal 
^>^ffl,ywitfaM^  affected  thereby.    The  evi- 
dence may  be  in  the  form  of  certificates 
to  mpfc"**^  or  other  practical  means  of 
identification  of  individual  producers  and 
their  respective  allotments.    No  handler 


IMl 

may  purchase  from  producers  or  handle 
on  bebait  of  producers  any  potatoes^  un- 
less they  are  ideDtlfled  as  within  a  pro- 
ducer's allotment  and  each  handler  shall 
BO  record  his  purchases  or  other  handling 
on  the  producer's  certificate. 

(e)  Verification  of  oompliance  with 
allotments:   Storage  bins  and  fields  of 
potatoes  iivcluded  in  applications  tor  al- 
location bases  and  allotments  shall  be 
checked  from  time  to  time,  as  deewKwl 
necessary  by  the  Board,  to  determine 
compliance  with  allotments.    Chedcii)C 
procedures,    methods    for    establishing 
Board  determinations,  means  for  noti- 
fying handlers  and  other  persons  of  the 
extent  to  which  allotments  on  speeiflc 
storage  bins  or  fields  have  been  used,  and 
provision  for  Issuance  of  certificates  of 
compliance  with  allotments  shall  ba  la 
accordance  with  niles  recommended  by 
the  Board  and  approved  by  the  Secre- 
tary.   The  rules  may  also  provide  that  a 
handler  may   not  purchasa  or  handle 
potatoes  from  a  bin.  field,  or  fields  on 
which  allotments  applicable  to  the  a^rail- 
able  supply  estimated  therefor  have  been 
exhausted  unless  regulations  in  effect 

under    S .52(b)    are   suspended    or 

terminated. 

(f)  Adjustment  of  producers  allot- 
ments: The  Board  may.  pursuant  to 
rules  and  regulations  recommendfid  by 
it  and  approved  by  the  Secretary,  pro- 
vide for  transferring  or  adjusting  allot- 
ments during  any  allotment  period. 
Such  adjustments  may  be  based  dpon 
factors  such  gs  weather,  changes  In  ma- 
turity, condition.  harvestaUUty,  changes 
in  ownership  or  control  of  such  pota- 
toes, or  other  factors  affeieting  the  sup- 
plies of  potatoes  available  for  current 
shipment.  Such  adjustments  win  not 
affect  a  producer's  base  for  the  foUowtng 
season. 


§ 
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poses. 

Upon  recommendations  and  informa- 
tion submitted  by  the  Board,  or  oClwr 
available  information,  the  Secretary  may 
modify,  suspend,  or  terminate  regr^- 

tlons    Issued    pursuant    to    fJ ■*2, 

52,   .65,   or   any   oombtoatton 

thereof,  to  facilitate  shipments  of  pota- 
toes for  the  following  purposes  w^- 
ever  he  finds  that  It  will  tend  to  eflfcc- 
tuate  the  dedared  ptAicy  of  the  Act: 

(a)  Grading,  storage,  or  planting 
within  local  areas  under  safeguards  es- 
tablished under  I .65; 

(b)  Export;  

(c)  Manufacture  or  conversion  mto 
starch,  flour.  alcoh(d.  other  specified 
products,  or  derlvatlvee  thereof; 

(d)  Charitable  purposes; 

(e)  Livestock  feed;  and 

(f )  Other  spedflc  purposes. 

g 55     Safeguards. 

The  Board,  or  seasonal  committee  With 
Board  concurrence,  may  pnsoflw  with 
the  Secretary's  approval,  throqgh  rules, 
such  requfrements  as  may  be  neeemry 
to  estaUteh  that  shipments  pursuant  to 

I .54  were  bandied  and  used  tar  the 

purposes  stated. 

]^^BIKCS  or  PnfOBJiAiicB 
§ .65     Evidence  of  performance. 

The  Board  may  establish  ruke,  with 
the  Secretary's  approval,  for  effectuating 
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the  regulatory  terms  and  provisions  of 
this  part.  Such  rules  shall  provide  for 
one  or  more  of  the  following : 

(a)  Inspection  and  certification.  (1) 
During  any  period  in  which  shipments 
of  potatoes  are   regulated   pursuant  to 

9§ .42,   .60,   .52,   or   54. 

or  any  combination  thereof,  or  during 
any  other  perkxl,  no  handler  may  ship 
potatoes  unless  each  shipment  is  in- 
spected and  certified  by  an  authorized 
representative  of  the  Federal  or  Federal- 
State  Inspection  Service,  or  such  other 
inspection  service  as  the  Secretary  shall 
approve,  except  when  relieved  from  such 

requirements  pursuant  to   5 52 1  d » . 

or  i .54,  or  both 

(2)  Rules  may  provide  for  special  in- 
spection requirements  or  relief  there- 
from, or  for  distinctions  in  inspection 
requb-ements,  insofar  as  practical,  be- 
tween handling  at  shipping  point  and 
handling  in  receiving  marlcets.  They 
may  alao  provide  that  regrading.  resort- 
ing, or  repacking  any  lot  of  potatoes  in- 
validates prior  inspection  certificates 
insofar  as  the  requirements  of  this  sec- 
tion are  concerned  and  that  no  handler 
may  ship  potatoes  after  they  have  been 
regraded,  resorted,  repacked,  or  in  any 
other  way  further  prepared  for  market, 
unless  each  shipment  of  such  potatoes  is 
Inspected  and  certified  by  an  authorized 
representatlre  of  the  Federal  or  Federal - 
State  Inspection  Service,  or  such  other 
Inspection  service  as  the  Secretary  shall 
approve. 

(3)  The  length  of  time  for  which  an 
inspection  certificate  is  valid  for  pur- 
poses of  this  part  may  be  established  for 
particular  portions  of  the  production 
area  or  particular  forms  of  transporta- 
tion. 

(4>  When  potatoes  are  inspected  in 
accordance  with  the  requirements  of  this 
section,  a  copy  of  each  inspection  certifi- 
cate issued  shall  be  made  available  to 
the  Board,  and  designated  seasonal  com- 
mittees. 

(5)  The  Board  may  require  that  no 
handler  may  transport  or  cause  trans- 
portation of  potatoes  by  motor  vehicle. 
or  by  other  means,  unless  such  shipment 
is  accompanied  by  a  copy  of  the  inspec- 
tion certificate  issued  thereon,  or  other 
dociimrat  authorized  by  the  Board  to 
indicate  that  such  inspection  has  been  or 
will  be  performed.  Such  certificate  or 
document  shall  be  surrendered  to  such 
authority  as  may  be  designated  by  the 
Board. 

(8)  The  Board  may  require  adequate 
safeguards  to  insure  that  inspection  and 
idenUflcatlon  requirements  have  been 
met. 

<b>  Handler's  certification  Each 
handler  must  certify  with  his  manifest 
that  the  potatoes  handled  by  him  meet 
the  requirements  of  the  order  at  the 
time  of  acquisition  for  processing  pota- 
toes, other  than  chips,  and  at  the  time 
of  shipment  of  potatoes  for  processing 
for  chipping  or  shipment  to  fresh  mar- 
ket. The  certification,  as  endorsed  by 
the  purchaser  or  shipper  shall  indicate 
that  the  handler  recognizes  that  the 
potatoes  are  liable  to  Inspection  at  any 
time  while  in  the  stream  of  commerce. 

(O  Agency  cooperation.  The  Board 
may  solicit  and  enlist  cooperation  and 
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assistance  of  Federal.  State,  or  other 
agencies  in  checking,  rei)orting  on,  and 
enforcing  grade  labeling,  jdso  in  deter- 
mining compliance  with  allotment  au- 
thorization under  the  provisions  of  this 
part 

<d»  Compliance  sun^eys.  The  Board. 
in  administering  the  terms  and  provi- 
-sions  of  this  part,  may  request  or  make 
surveys  of  performance  by  any  or  all 
handlers  through  necessary  means,  such 
as  checks  at  terminal  markets,  shipping 
points,  distribution  centers,  or  transpor- 
tation gateways  Reports  may  t>e  ob- 
tained from  any  or  all  handlers  essen- 
tial to  determination  of  performance 
under  this  part 


Exemption 
{5 .70      INili.v. 

lai  Any  producer  whose  potatoes 
have  been  adversely  affected  by  acts  be- 
yond his  control  or  by  acts  t)eyond  rea- 
sonable expectation  and  who.  by  reason 
of    any    regulation    issued    pursuant    to 

5 52.    is    prevented    from    shipping 

during  the  season,  or  a  specific  portion 
thereof,  as  large  a  proportion  of  his  po- 
tato crop  as  the  average  proportion 
shipped  or  to  be  shipped  during  com- 
parable portions  of  the  season  by  all 
producers  in  his  immediate  area  of  pro- 
duction, may  apply  to  the  Board  or  ap- 
propriate seasonal  committee  for  exemp- 
tions from  such  regulations  for  the  pur- 
pose of  obtaining  equitable  treatment 
under  such  regulations 

(b'  Any  handler  who  has  storage 
holdings  of  ungraded  potatoes  acquired 
during  or  immediately  following  the  har- 
vesting season  that  have  been  adversely 
affected  by  acts  beyond  the  handler's 
control  or  by  acts  beyond  reasonable  ex- 
pectation   and    who,   by   reason   of   any 

regulation  issued  pursuant  to   5 52 

is  prevented  from  shipping  as  large  a 
proportion  of  his  storage  holdings  of  un- 
graded potatoes  as  the  average  propor- 
tion of  ungraded  storage  holdings 
shipped  by  all  handlers  in  said  handler's 
immediate  shipping  area,  may  apply  to 
the  Board  or  appropriate  .seasonal  com- 
mittee for  exemptions  from  such  regu- 
lations for  the  purpose  of  obtaining 
equitable  treatment  under  such  regula- 
tions 


S 


.71       Kiile--    and    prtn-rd\tre^. 


The  Board  may  adopt,  with  approval 
of  the  Secretary,  the  rules  and  proce- 
dures for  handling  exemptions.  Such 
rules  and  procedures  should  provide  for 
handling  applications  for  exemptions, 
for  issuing  certificates  of  exemptions,  for 
determinations  with  respect  to  areas  aiKl 

averages  'as  required  by  ? .70i.  and 

for  other   procedures   necessary   to   ac- 
compll>4h  exemption  policies. 

g .72      ApplH'MluHiM  Mitd   iMUMnrr. 


The  Board  or  appropriate  seasonal 
committee  may  issue  certificates  of  ex- 
emption to  any  qualified  applicant  who 
furnishes  adequate  evidence  to  the  re- 
sponsible administrative  agency: 

(a)  That  the  grade,  size,  or  quality 
of  the  applicant's  potatoes  have  been 
adversely  affected  by  acts  beyond  the 
applicants  control  and  by  act.s  beyond 
rea.sonable  expectation; 


( 1  >   That  by  reason  of  regulatta^  ^ 

sued  pursuant  to  i .52.  tn'oMt^ 

producer  applicant,  he  will  be-pr 
from  shipping  his  allotment  or 
a  proportion  of   his  production 
average  proportion  of  production  1 
by  all  producers  in  said  appUeaat^^^ 
mediate  area  of  production  duili^  ^ 
season .  or  a  specific  portion  ttaereol. 

i2>   That  by  reason  of  -pirnlsthi^  h. 

sued   pursuant  to  } .52,  In  e^  ^ 

a  handler  applicant  who  has 
holdings  of  ungraded  potatoes 
durinR  or  immediately  following  thi 
gin?  .season,  he  will  be  prevented  tiin 
.shipping  his  allotment  or  as  large agi^ 
portion  of  such  storage  holdinci  ti  lh 
average  proportion  of  similar 
holdings  shipped  by  all  handlers  la 
applicant's  Immediate  shipping 
ing  the  season; 

•  b)  Each  certificate  shall  perait  l^ 
recipient  thereof  .tO  ship  the  poli^ 
described  thereoii,  and  evidence  ef  ml 
certificates  shall  be  made  availaMe  ti 
subsequent  irtthdlers  thereof. 

t;  -?74      InxfKligatiun. 

The  restK)nsibIe  administrative  i^i^ 
cies  shall  be  permitted  at  any  tlae  ti 
make  a  thorough  investigation  of  mt 
applicant's  claim  pertaining  to 
tlons 


S 


.74      Appeals. 


If  any  applicant  for  exemptlan 
tificate  is  dissatisfied  with  the 
nation  with  respect  to  his 
said  applicant  may  file  an  apperi 
the  respoiulble  administrative 
Such  an  appeal  must  be  taken 
after  the  determination  from 
appeal  is  taken.  Any  applicant 
appeal  shall  furnish  evidence 
tory  to  such  agency  for  a 
on  the  appeal.  The  agency  shaH 
upon  reconsider  the  application,  cni 
all  available  evidence,  and  make  • 
determination  concerning  the 
tlon.  The  responsible  agency  shall : 
the  appellant  of  the  final  detcrmtnrtlM, 
and  shall  furnish  the  Secretary  ^Mk  1 
copy  of  the  appeal  and  a  stateoMOttf 
considerations  involved  in  makinf  thi 
final  determination. 


S 


.75      Rfcordn. 


A  record  of  all  applications  subaMli 
for  exemption  certificates,  a  reeovd  it 
all  exemption  certificates  iasosd  Ml 
denied,  the  quantity  of  potatoes 
by  such  exemption  certificates,  a 
of  the  amount  of  potatoes  shipped  wiV 
exemption  certificates,  a  reoord  ol  i^ 
peals  for  reconsideration  of  applkllttOHi 
and  such  other  information  as  mat  hi 
requested  by  the  Secretary,  stalll 
maintained  In  accordance  with  nhl 
under  } .71. 

MiSCILI.ANEOUS  PROVWIOOT 

S .80      Reporlo. 

I  a )  The  Board  may  require,  with  •• 
approval  of  the  Secretary,  handlM  • 
furnish  in  the  manner  and  tliil*  !•• 
scribed,  information  necessary  *••' 
orcise  Its  powers  and  perform  its  •■■ 
under  this  subpart.  ^^^ 

( b »   All   such   reports   shall  bt^ 
under  appropriate  protective 
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.Ml  custody  by  the  Board  or  duly 
Sl/SpSyees  thereof,  so  that  the 
■ijiiKoo  contained  therein  which 
»»*"5IISrllly  affect  the  oompeUUve  po- 
■SL?5iSh*ndler  in  relation  to  other 
£S«  wUl  not  be  dlsctosed.  Compi- 
SSTi  general  reports  from  data  sub- 
^•SSS  handlers  are  authorised,  sub- 
Sri  ie  prohibition  of  disclosure  of 
jJJfSiiSlwndlers'  identiUes  or  opera- 

*!S  Kaeh  handler  shaU  maintain  for 
t-wlsTtwo  succeeding  years  records  of 
fLTnotatoes  received,  and  disposed  of. 
S^lSmMmay  be  necessary  to  verify 
biireports.  | 

I       _fl     G>mplianre. 

daeDt  as  provided  In  this  subpart. 

oSno  handler  shaU  handle  potatoes. 
tiM  handling  of  which  has  been  prohib- 
^  by  the  Secretary  in  accordance  with 
MtUMDB  of  this  subpart,  and  no  han- 
Atf  tball  handle  potatoes  except  in  con- 
formitJ  to  the  provisions  of  this  subpart. 

(b)  No  handler  may  purchase  any 
laoimt  of  potatoes  from  a  producer  that, 
tocetber  with  all  other  marketings  of 
gj^  producer  during  the  allotment  pe- 
riod, vtwkl  exceed  the  amount  allotted 
to  wdi  producer.  | 

I .J2     Right  of  the  SecreUry. 

Ttit  monbers  of  the  administrative 
agencies  (Indudhig  successors,  and  al- 
ternatek).  and  any  agent  or  employee 
ippointed  or  employed  by  them,  shall  be 
loiijeet  on  Just  cause  to  removal  or  aus- 
PfMinw  by  the  Secretary  at  any  Ume. 
Hdi  and  every  order.  regxUation.  de- 
eMon.  determination  or  other  act  of  said 
veneies  ahall  be  subject  to  the  contlnu- 
ti«  right  of  the  Secretary  to  disapprove 
of  the  nme  at  any  time.  Upon  such 
dlapproval  the  disapproved  action  of  the 
aid  tf  endes  shall  be  deemed  null  and 
fold,  except  as  to  acts  done  in  reliance 
thenon  or  in  compliance  therewith  prior 
to  neh  disapproval  by  the  Secretary. 


■M     Effective  time. 


I 

The  provisions  of  this  subpart  shall 
become  effective  at  such  time  as  the 
Secretary  may  declare  and  shall  continue 
in  force  until  terminated  in  one  of  the 
wsjB  apecified  in  this  subpart. 

I .S4     Termination  or  mupension. 

(s)  The  Secretary  may,  as  herdnafter 
Mt  forth,  terminate  the  provisions  of 
thii  part  by  giving  at  least  one  day's 
nottee  by  means  of  a  press  release  or  in 
•07  other  manner  which  he  may  deter- 
mine. 

(b)  The  Secretary  may  terminata  or 
inaptnd  the  operation  of  any  or  all  of 
the  provisions  of  this  part  whenever 
be  fbids  that  such  proviaions  do  not 
tend  to  efTectuate  the  declared  policy  of 
tbeAet. 

(c)  The  Secretary  shall  terminata  the 
praHslons  of  this  part  at  the  end  of 
uy  flsoal  period  whenever  he  finds  that 
■Mb  tennlnation  is  favored  by  a  major- 
Itr  of  ptodueers  who,  during  the  preoed- 
iai  nutetlng  season,  have  been  engai ed 
bi  tht  production  for  market  of  pota- 
tpM;  PnvUed,  That  such  majority  has. 
,tebic  such  period  produced  for  market 
•f  radi  potatoes  produced  for  market: 


FEDERAL  REGISTER 

but  such  tarminatlon  shall  be  effective 
only  if  announced  at  least  30  days  prior 
to  the  end  of  the  then  ciurent  fiscal 
period. 

(d)  The  Seci^tary  shall,  during  the 
third  year  after  Issuance  and  prior  to 
December  10  of  that  year,  conduct  a  re- 
ferendum to  ascertain  whether  continu- 
ance of  this  part  is  favored  by  producers. 
The  Secretary  shall  conduct  such  a  re- 
ferendum prior  to  December  10  of  each 
succeieding  third  year  thereafter.  If  less 
than  two-thirds  of  those  voting  approve 
continuance  of  the  marketing  order, 
grade,  size,  quality,  maturity,  and  vol- 
ume regulations  shall  be  suspended. 

(e)  The  provisions  of  this  part  shall, 
In  any  event,  terminate  whenever  the 
provisions  of  the  Act  authorizing  them 
cease  to  be  in  effect. 

§ .85      Proceedings     after     termina- 
tion. 

(a)  Upon  the  termination  of  the  pro- 
visions of  this  part,  the  members  of  the 
administrative  agencies  then  function- 
ing shall  continue  as  joint  trustees,  fbr 
the  purpose  of  liquidating  their  affairs 
and  of  all  the  funds  and  property  then 
in  the  possession  of  or  imder  their  con- 
trol. Including  claims  for  any  fimds  un- 
paid or  property  not  delivered  at  the  time 
of  such  termination.  Action  by  said 
trusteeship  shall  require  the  concurrence 
of  a  majority  of  the  said  trustees. 

(b)  The  said  trustees  shall  continue 
in  such  capacity  until  discharged  by  the 
Secretary;  shall,  from  time  to  time,  ac- 
cotmt  for  all  receipts  and  disbursements 
and  deliver  all  property  on  hand,  to- 
gether with  all  books  and  records  of  the 
committee  and  of  the  trustees,  to  such 
person  as  the  Secretary  may  direct;  and 
shall  upon  request  of  the  Secretary,  ex- 
ecute such  assignmenta  or  other  instru- 
mento  necessary  or  appropriate  to  vest  in 
such  person  full  title  and  right  to  all  of 
the  funds,  propeity,  and  claims  vested 
in  the  administrative  agencies  or  the 
Joint  trustees  pursuant  to  this  subpart. 

(c)  Any  person  to  whom  ftmds,  prop- 
erty, or  claims,  have  been  transferred  or 
delivered  by  the  administrative  agencies, 
or  their  members,  pursuant  to  this  sec- 
tion, shall  be  subject  to  the  same  obliga- 
tions imposed  upon  the  members  of  said 
agencies  and  upon  the  said  tirustees. 


18«S 

respect  to  acta  done  under  and  during 
the  existence  of  this  sulq;>art. 

§ .88     Agents. 


The  Secretary  may.  by  designation  in 
writing,  name  any  petaom  inchiding  any 
officer  or  employee  of  the  GofVwmiiMit, 
or  name  any  agency  tn  the  Dtaltod 
States  Department  of  Agrictilture.  to  act 
as  his  agent  or  representative  in  con- 
nection with  any  of  the  provisions  of  this 
subpart. 

—.89      Derogation. 


§- 

Nothing  contained  in  this  subpart  is. 
or  shall  be  construed  to  be.  in  derogation 
or*  In  modification  of  the  righto  of  the 
Secretary  or  of  the  United  States  to  ex- 
ercise any  powers  granted  by  the  Act 
or  otherwise,  or.  In  accordtmce  with  such 
powers,  to  act  in  the  premises  whenever 
such  action  is  deemed  advisable. 

§- 


-.90     Personal  liabiUty. 


No  member  or  alternate  of  any  admin- 
istrative agency  nor  any  employee  or 
agent  thereof,  may  be  held  personally  re- 
^x)nsible,  either  individusJly  or  Jointly 
with  others,  in  any  way  whatsoevo',  to 
any  handler  or  to  any  other  person  for 
errors  in  Judgment,  mistakes,  or  other 
acta,  either  of  commission  or  omlsalon, 
as  such  member,  alternate,  employee,  or 
'  agent  except  for  acta  of  dishonest. 


-.91      SeparabUity. 


§- 

If  any  provision  of  this  subpart  is  de- 
clared Invalid,  or  the  i4n>Ucablll^ 
thereof  to  any  person,  dreumstanoe  or 
thing  is  held  invalid,  the  validity  of  the 
remaindo-  tA  this  subpart,  or  the  amrtica- 
bllity  thereof  to  any  other  persoin,  eir- 
cximstance,  or  thing  shall  not  be  affeetetf 
thereby. 


§ 


-.92      Amendments. 


§ .86     Effect     of     termination      or 

amMHbnent. 

-  Unless  otherwise  expressly  provided 
by  the  Secretary,  the  termination  of  this 
subpart  or  any  regulation  issued  pur- 
suant to  this  subpart  or  the  Issuance  of 
any  amendmenta  to  either  thereof,  shall 
not  (a)  affect  or  waive  any  right,  duty, 
obligation,  or  UabUity  which  shall  have 
arisen  or  which  may  thereafter  arise  in 
cotmection  with  any  provision  of  this 
subpart  or  any  regxUation  Issued  under 
this  subpMt,  or  (b)  release  or  extinguish 
any  violation  of  this  subpart  or  of  any 
regulati<m  issued  imder  this  subpart  or 
(c)  affect  or  impair  any  righta  or 
remediet  of  the  Secretary  or  of  any  other 
person  with  req>ect  to  any  such  violation. 


Amendments  to  this  sutvart  may  be 
proposed,  frcnn  time  to  time,  by  the 
Board. 

§ 93     Counterparts. 

This  agreemmt  may  be  executed  in 
multiple  ooHnterparto  and  when  ooe 
counterpart  is  signed  by  the  Secretary 
all  such  counterparto  shall  ooosttttrte, 
when  taken  togetho-.  one  and  the  same 
Instrument  as  if  all  signatures  wore  c(m- 
talned  In  one  originaL' 

—.94      Additi<mal  parties. 


■.87     Duration  of  immunities. 


I- 

.  ThQ  beneflto.  privileges,  and  immuni- 
ties conferred  upon  any  person  by  virtue 
of  this  subpart  shall  cease  upon  the 
termination  of  this  subpart,  except  with 


§- 

After  the  effective  date  hereof,  any. 
handler  who  has  not  previously  exeeuto^ 
this  agreement  may  become  a  paror 
hereto  If  a  counterpMt  hereof  la  exeeated 
by  him  and  deUvered  to  the  Secretary. 
This  agreement  shall  take  effect  as  to 
such  new  contracting  party  at  the  time 
such  coimterpart  is  d^vered  to  the  Sec- 
retary, and  the  beneflto.  privileges,  and 
immunities  conferred  by  this  agreement 
shall  then  be  effective  as  to  such  new 
contracting  party.* 

§ 95     Onier  witk  matlieliBg  agree- 
ment. 

Each  signatory  handler  favors  and  ap- 
plx>ves  the  issuance  of  ah  order  by  the 
Secretary  regulating  the  handling  of 
potatoes  in  the  same  manner  as  la  pro- 
vided for  in  this  agreement;  and  each 


>  AppUcable  only  to  the  proposed  market- 
ing agreement. 


I 
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alcnatory  handler  hereby  requests  the 
Secretary  to  Ijsue.  pursuant  to  the  Act. 
such  an  order.  ^ 

Copies  of  this  notice  may  be  obtained 
from  the  Pralt  and  Vegetoble  Division. 
Acricultural  Marketing  Service,  United 
State*  Department  of  Agriculture. 
Waahlnctcn  25.  D.C..  or  from  the  Hear- 
Inc  Clerk.  United  States  Department  of 
Acrloulture,  Room  112.  Administration 
Building,  Wasliington  25,  DC.  or  may  be 
there  Inspected. 

Dated:  February  15.  1962. 

PKAKK  J.  WCLCH. 

Assistant  Secretary' 

[TH.    Doc.    63-1703:     Filed.    Feb     19.     19«2; 
8:4S  ftjn  I 


DEPARTMENT  OF  HEALTH.  EDU- 
CATION, AND  VEFARE 

Fraodman's  Hospitol 
I  42  CFR  Part  403  1 

DISPOSAL  OF  MONEY  AND  EFFECTS 
OF  PATIENTS  AND  OF  UNIDENTI- 
FIED PERSONS 
NoHc*  of  Prepofad  Rule  Making 

Notice  is  hereby  given  that  the  Sur- 
geon General  of  the  Public  Health  Serv- 
ice, with  the  approval  of  the  Secretary 
of  the  Department  of  Health,  Education. 
ftn4  Welfare,  proposes  to  amend  Chapter 
rv  by  adding  a  new  Part  403  which  will 
provide  for  the  disposal  of  the  money 
and  effects  of  deceased  patients  and  un- 
identified persons  left  in  the  custody  of 
Preedmen's  Hospital.  Interested  persona 
may  submit  relevant  data,  views  or  argu- 
ments In  regard  to  the  proposed  regula- 
UooM  to  the  Surgeon  General.  Public 
Health  Service.  Washington  25.  D.C  All 
relevant  material  received  not  later  than 
30  days  after  the  publlcallon  of  this  no- 
tice will  be  considered.  It  Is  anticipated 
that  upon  the  expiration  of  this  period, 
this  new  part,  subject  to  such  revisions 
as  may  seem  appropriate  in  the  light  of 
comments,  will  be  republished  and  will 
become  effective  30  days  after  such  re- 
publication. 

I.  A  new  Part  403  would  be  added  to 
read  as  follows : 

PART  403— DISPOSAL  OF  MONEY 
AND  EFFECTS  OF  PATIENTS  AND 
UNIDENTIFIED   PERSONS 


PROPOSED   RULE   MAKING 


8m. 

403.1 

408.3 
4083 

403  4 


408.5 
403.6 
408.7 
408J 
408S 


Inventory  of  effect*  of  decea«ed  pn- 
tUnU     ' 

Notlo*  upon  death. 

Dallvery  only  upon  fUlng  claim. 
farma.  procadure. 

Oeilvwry  to  legal  representative:  to 
otber  clalmanu  If  value  U  91.000 
or  leaa. 

I>iipa«ltlon  of  flflecU:   exceptlona. 

Conflicting  clalma. 

Disposition  of  Oovernment  checks. 

ManiMr  at  dellvsry:  oosts,  receipts 

D*llv«ry  of  poesssslon  only:  title  un- 
affected. 


>  AppUcaUe  only  to  the  proposed  market- 
ing agreement. 


Sec 

403  10     Disposition    of    abandoned    and    un- 
claimed    money     and     effects     of 
patients  other  than  deceased  pa- 
tients and  of  unidentified  persons 
403  11      Abandoned  and  unclaimed  effecU  of 
patients   and   of    unidentified   i>er- 
9ons 
403  12     Abandonment  or  destruction 
403  13     Sale  o*  abandoned  or  unclaimed  ef- 
fects 
403  14     Provisions  governing  gales 
403  15     Dlapo*ltlon  of  uns<ild  articles 
403  16     Disposition      of      prinreeds     uf      b.iU-. 
claims 

AOTHOaiTT  M  403  1  to  403  16  Issued  under 
18  Stat.  2^3.  Reorg  Plan  No  IV  of  1940. 
Reorg  Plan  No  I  of  1953;  32  DC  Code  317. 
5  use.  133t.  5  use  133/  J}  403  10  to 
403  16  also  Issued  under  03  Stat  377.  Title 
II.  i  203(I>,  as  amended,  and  205(d).  as 
amended;  40  use   434imi     40  U  S  C    48«(di 

§   103.1       Inventory  of  rrrr«l'«  of  derea-ed 
putirnt«. 

Promptly  after  the  death  of  a  patient 
in  Preedmen's  Hospital,  an  Inventory  of 
his  money  and  effects  left  therein  shall  be 
made  by  two  or  more  officers  or  em- 
ployees of  the  Hospital  designated  for 
such  purpose  by  the  Suijerintcndent 

§   103.2       >ulit-f    upon    dculli. 

The  Superintendent  .shall  notify  in 
writing  all  persons  known  to  him  to 
whom  delivery  of  the  patienfs  money 
and  effects  might  be  made  hereunder, 
and.  in  the  case  of  an  alien  patient,  a 
consul  of  the  country  of  hus  apparent  na- 
tionality. Each  person  so  notified  shall 
be  requested  to  furnish  information  con- 
cerning ta>  the  existence  or  whereabouts 
of  any  persons  to  whom  delivery  of  the 
deceased  patient's  money  and  effects  may 
be  made  pursuant  to  these  provisions, 
and  <b>  the  permanent  residence  or 
home  of  the  deceased 

§    103.3       I)rli\erv  onl>  u|>4)ii  iiliiiff  <  laiiii : 
foniifl,    prorrthirr. 

•  a'  Delivery  of  the  money  and  effects 
of  a  deceased  patient  shall  be  made  only 
to  a  person  who  ha.s  filed  a  claim  there- 
for on  a  form  prescribed  by  the  Super- 
intendent 

(b>  A  claimant  shall  furnl-sh.  in 
addition  to  the  information  on  the  pre- 
scribed form,  such  additional  informa- 
tion as  the  Superintendent  may  consider 
necessary  to  estabhsh  the  identity  of 
the  claimant  and  the  truth  of  his  .state- 
ments. 

<c»  A  person  fllinK  a  claim  as  a  let,'al 
representative  shall  be  required  to  pre- 
sent letters  of  administration  or  a  cer- 
tificate of  a  court  attesting  his  qualifica- 
tion for  appointment 

fd)  If  the  Superintendent  is  not  satis- 
fied In  regard  to  the  validity  of  a  claim 
filed  after  the  money  of  a  deceased  pa- 
tient has  been  deposited  In  the  Treasury, 
he  may  refer  such  claim  to  the  Claims 
Division  of  the  General  Accounting  Of- 
fice for  settlement.  If  the  claim  is  for 
checks  or  evidences  of  Indebtedness  of 
the  United  States  which  have  been 
transmitted  to  the  issuing  agency  pur- 
suant to  11  403.7  and  403.8.  the  claim 
shall  be  referred  to  such  agency. 


t)  t03. 1      Delivery  to  legal 
lo  other  claimants  if  v, 
or   less. 


(••Mi 


The  money  and  effects  of  tha  i 
patient  shall  in  all  cases  be 
the  legal  representative.  If  any,  «f  i^ 
estate .    If  the  value  is  $1 .000  or  Im^  2 
Superintendent  has  ndtlMt  ^Z 


the 


4(» 

iBih 


nor  other  knowledge  of  the 
or  qualification  of  a  legal  repi 
nor  reason  to  believe  that  a 
resentative  will  be  appointed  or 
he  shall  deliver  all  the  money 
as  soon  as  practicable  after  ttat 
tion  of  10  days  from  the  sendtON 
tices   to   one   of   the   following 
indicated  order  of  priority: 

«a>   A  person,  if  any,  deslfM|||  ^ 
writing   by   the   patient   to 
same; 

( b  I   The  patient's  surviving 

( c  >   The  patient's  child  or 
equal  parts: 

Id)   The  patient's  parent  or 
in  equal  parts: 

(e)   Any  other  person  who 
entitled  to  receive  the  money 
under  the  law  of  the  patient's 
Provided,  That  delivery  of 
and  effects  may  be  made 
upon  application  by  one  of  ttaa  PMM 
specified  above  If  the  SuperlntentellB 
neither  notice  nor  other 
a  person  higher  in  Che  Indicated 
or  priority  exists. 
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,^t    lUnner  of  delivery;  costs,   re- 

i  I  If  a  person  entitled  \mder  this 
iMWi  to  receive  the  money  and 
f7a  patient  Is  unable  to  take  pos- 
I  ttiereof  at  the  hospital,  they  may 
^  ^  to  him  at  the  expense  of  the 
^^gfgtes  in  the  most  economical 
fttallable.  The  records  of  the 
ghall  show  the  names  and 
^.  of  persons  to  whom  money  or 
■  wve  been  sent,  the  date  of  send- 
^^  means  used,  an  itemized. list  of 
■rriav  or  eflecU  sent,  and  a  state- 
"lJiTa  witnessing  officer  or  employee 
■^  ttie  foregoing  from  his  own 
tn. 


Snnot  deUvered  personally  by  an 
d  officer  or  employee  at,  the 
money,  evidences  of  Indebted- 
nd  other  valuable  papers  and  doc- 
tfiaii  be  sent  by  registered  mall 
-—n^  safe  means), 
(a)  Persons  receiving  the  money  and 
koto  of  a  patient  shall  be  required  to 
an  itemized  receipt  therefor. 


103.3      Diitposilion    of    effcrts; 
lions. 


inf.)     DcsUvery  of  possession  only ;  title 
■saffected. 

^  for  delivery  of  effects  to  pur- 
lat  sales  held  pursuant  to  i  403.13. 
„/  or  deposit  under  these  regula- 
el  the  money  or  effects,  or  the 
di  of  a  sale  of  the  effects,  of  a  de- 
_      patient  constitutes  only  a  trans- 
ln  g(  poaession  and  Is  not  Intended  to 
,  In  any  manner  the  title  to  such 
f,  effects,  or  proceeds. 


Notwithstanding    the    pio»lrtoui  tf 
these    regulations,    the    Supertalarial 
may  '  a  >  release  from  among  the  ilMli   | 
of  the  deceased  patient  so  mueh  if  " 
patient's  clothing  as  may  be  rmmL_^ 
for  use  In  preparation  of  hit  bo^lg 
burial  and   (b)    cause  to  be    '    * 
or  otherwise  disposed  of,  such 
articles  of  the  patient  as  appear  li 
no  commercial  or  other  value. 

i;   103.6      (Uinflirling   claims. 

If  any  case  In  which  conflicting 
are  filed  or  the  Superintendent 
It  to  be  In  the  interest  of  pemOilM 
may  be  ultimately  entitled  therflll.  i^ 
livery  of  money  and  effects  may  bsvfl^ 
held  from  all  persons  other  than  •  lit 
qualified  legal  representative. 

§  103.7      Dinposiiion     of    Goveraacsl 
«-liecli«. 


Notwithstanding  any  other  . 
of  these  regulations  Immediately 
completion  of  the  Inventory, 
drawn  on  the  Treasurer  of  the 
States  shall  be  sent  by  safe  meeiiitilll 
department,  agency,  or  estabUsfaailla 
the  Government  of  the  United 
Issuing  such  checks.  The 
shall  be  accompanied  by  a  si 
the  reasons  therefor  and  of  all 
Information  which  may  aid  the 
unit  In  the  disposition  of  the  cheek 
mltted  Notice  of  the  dlsposltlea  dm 
checks,  with  identifying  ixdi 
shall  be  given  to  the  person  or 
if  any,  to  whom  money  and 
delivered  in  accordance  with  I 


1111,10  Disposition  of  abandoned  and 
Mdaimcd  money  and  effects  of 
pMlenU  other  than  deceased  patients 
aai  of  nnidentificd  persons. 

(g)  Money  and  effects  left  In  the  hos- 
liri  ligr  a  patient  shall  be  forwarded 
imytty  to  him.  if  because  his  where- 
glnli  are  unknown  his  money  and  ef- 
Mi  eunot  be  delivered  to  him.  his 
■pmy  ihall  be  deposited  In  the  Treasury 
ti  Om  oredlt  of  an  appropriate  account. 
OmIi  of  such  patients  shaU  be  dlQXMed 
tfMproTlded  In  11403.11-403.16. 

(b)  Fweonal  effects  of  tmldentlfled 
p«me  shall  be  disposed  of  as  provided 
II 11 401.11-403.16.  Any  money  found 
lithi  iKMpltal  shall.  If  unclaimed,  be  de- 
paNid  in  the  Treasiur  to  the  credit  of 
■  ipproprlate  account  for  subsequent 
JBwMttPti  In  accordance  with  the 
Qt^ml    Accounting    Office    standard 


1411.11     Abandoned  and  anclainied  ef- 
facts  of   patients    and    unidentified 


Sdo  elaims  are  submitted  for  peraonal 
,  In  the  case  of  a  deceased  patient 
either  six  months  after  death  or 
ilz  months  after  the  Buperin- 
i  has  notified  the  persons  to  whom 
of  such  effects  may  be  made 
to  I  403.4.  or  In  the  oaae  of 
ipHlKit  other  than  a  deceased  patient 
MMirix  months  after  the  deiMurture  of 
tipittent  or  In  the  case  of  effecto  be- 
to  unidentified  peraons.  alz 
after  the  finding  of  the  property 
h  tte  hospital,  the  effeoU  will  be  oon- 
to  be  abandoned  or  imdalmed 
and  the  Superintendent  or  bis 
may  thereafter  determine  thai 

Ro. 


FfDERAL  REGISTER 

title  to  such   property   vested   in   the 
United  States. 

I  40S.12     Abandonment  or  destruction. 

After  title  to  such  property  has  vested 
In  the  United  States,  It  may  be  aban- 
doned or  dMtroyed  without  public  no- 
tice upon  a  finding  by  an  officer  desig- 
nated by  the  Superintendent  and 
approved  by  one  or  more  other  officers 
or  employees  of  the  hospital  designated 
by  the  Superintendent  that: 

(a)  The  value  of  the  property  Is  so 
little  or  the  cost  of  its  care  or  handling 
is  so  great  that  Its  retention  for  advertis- 
ing for  si^  is  not  economical ;  or 

(b)  Abandonment  or  destruction  is  re- 
quired by  eonsiderations  of  health  or 
safety. 

§  403.13     Sale    of    abandoned     or    un- 
claimed, eff'ecto. 

Three  months  after  title  to  the  aban- 
doned or  unclaimed  effects  has  vested  in 
the  United  States,  such  property  may 
be  sold.  The  sale  of  such  property  shall 
be  by  competitive  bid  through  the  use  of 
General  Services  Administration  Stand- 
ard Forms  114  axwl  114a.  The  Superin- 
tendent or  his  designee  shall  determine 
whether  the  sale  shall  be  by  sealed  bid, 
spot  bid  or  by  auction. 

§  403.14     Provisions  governing  sales. 

The  following  provisions  shall  be  ap- 
plicable to  sales  of  abandoned  or  im- 
claimed  effects: 

(a)  Notice.  A  notice  of  the  sale  shall 
be  sent  by  mall  in  advance  of  the  sale 
to  the  patient,  or  in  the  case  of  a  de- 
ceaeed  patient  to  all  known  persons  to 
whom  ddtvery  of  the  effects  may  be 
made  pursuant  to  1 403.4.  Reasonable 
advance  notice  of  proposed  sales  shall 
be  posted  at  prominent  places  in  the  hos- 
pital, in  the  hospital  area  and  in  the 
nearest  Poet  Ofllee.  The  officer  or  em- 
pleyee  who  peats  or  sends  notices  of  sales 
shi^  make  an  appropriate  affidavit  on 
a  copy  of'the  notice  as  to  his  action  in 
that  retpeet.  including  in  his  affidavit 
the  naoMS  of  all  persons  to  whom  copies 
of  the  nottoes  were  mailed  and  the  mail- 
ing dates.  The  copy  of  the  notice  on 
which  the  affidavit  appears  shall  be  re- 
tained in  the  fUes  of  the  Hospital. 

(b)  Form  and  content  of  notice.  No- 
tice of  pnqpoeed  sales  shall  be  given  on 
a  form  prescribed  by  the  Superintendent. 
Tlie  notloe  shall  include:  an  Inventory 
of  the  property  to  be  offered  for  sale; 
the  precise  date,  time  and  place  when 
and  where  the  sale  will  be  held;  a  state- 
ment In  regard  to  when  and  where  the 
articles  may  be  Inspected;  a  statement 
that  the  sale  is  to  be  held  pursuant  to 
the  reculations  herein  and  a  statement 
that  If  the  articles  are  to  be  sold  by 
sealed  bfcl,  the  right  to  reject  all  bids  is 
reserved. 

(c)  T«me.  i»Ioce  ond  direction  0/ soles. 
All  sales  shall  be  held  at  reasonable 
hotirs  and  at  such  places  within  the  hos- 
pital or  hospl^l  area  as  the  Superin- 
tendeot  or  his  designee  may  select.  Sales 
shall  be  conducted  by  the  Superintend- 
ent or  an  officer  or  onployee  designated 
by  him. 

(d)  Sale  and  delivery.  All  articles  of- 
fered for  sale  shaU  be  sold  to  the  highest 
bidder  and  deUvered  to  him  immediately 
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upon  payment  of  the  sale  price  in 
or  by  postal  money  order  or  oerttHed 
check  and  execution  of  an  appropriate 
receipt  by  the  perstm  to  whom  dettveiy 
is  made.  ' 

§  403.15     Disposition  of  unsold  artides. 

Articles  offered  for  sale  but  remaining 
unsold  may  be  held  for  resale  at  a  later 
date  or  may  be  disposed  of  pursuairt  to 
8  403.12  as  determined  by  the  Super- 
intendent or  his  designee. 

§  403. 16    Disposition  of  proceeds  of  sale ; 
claims. 

(a)  Proceeds  from  the  sale  of  aban- 
doned or  unclaimed  effects  shall  be  de- 
posited in  the  Treasury  to  the  credit  of 
an  appropriate  account.  The  former 
patient  or  any  other  former  owner 
or  a  person  who  would  have  been 
entitled  to  the  delivery  of  the  effeete 
of  a  deceased  patient  pursuant  to 
8  403.4  may  be  reimbtursed  from  tk^ 
funds  in  this  accotmt  if  such  person 
files  a  claim  within  three  years  from  the 
date  of  vesting  of  UUe  to  the  prupetty 
in  the  United  States  as  determined  by 
the  Superintendent.  Such  relmbuiae- 
ment  shall  not  exceed  the  proceeds  real- 
ized from  the  disposal  of  such  property 
less  the  coste  Incident  to  its  care  and 
haiuUing.  as  determined  by  the  Super- 
intendent or  his  designee. 

(b)  In  cases  where  the  proper9  has 
been  sold  as  a  part  of  a  lot  containing 
other  items  and  the  purchase  price  for 
the  lot  covers  items  tn  additicm  to  that 
for  which  reimbursement  is  sought,  the 
proceeds  of  sale  for  that  portion  of  the 
property  for  which  reimbursement  Is  be- 
ing sought  shall  be  pn^ortlonate  to  the 
t>roceeds  received  for  the  total  lot  m 
order  to  assure  accuracy  in  detemlninf 
proportionate  recovery  in  cases  where 
more  than  one  item  has  been  sOld  as  a 
lot,  all  items  to  be  Included  in  a  group 
of  items  to  be  sold  as  one  lot  diall  be 
listed  and  appraised  in  advance  of  the' 
sole  by  the  Superintendent  or  the  oOcer 
or  employee  he  has  designated  to  eon- 
duct  such  sale,  and  his  appraisal  stated 
in  writing  for  each  item  cnlitelist  Sudi 
list  and  appraisal  shall  ^^^ 
as  part  of  the  permanent  nts  and  record 
of  the  sale  untU  the  three-year  period 
for  the  flUng  of  claims  has  elaqwd. 

Dated:  Deconber  22.  1961. 

LUTBBt  L.  TnxT, 
Surgeon  OeneraL 

Approved:  Februazy  14,  1962. 

Ivan  A.  Nsstihomt, 
Acting  Secretarg. 

[Pit.  Doe.  es-ioes:  vusd.  Feb.  19.  loes: 

8:47  aJB.] 


FEDERAL  AVIATiON  AGENCY 

[14  CFR  Part  5071 

[Rag.  Docket  No.  lore] 

VICKERS  VISCOUNT  745D  AND  810 
SERIES  AIRCRAFT 

Proposed  Alrworthtnoss  DirecHvas 

Pursuant  to  the  authority  delegated  to 
me  by  the  Adminl8trat<«',  (14  cm  Part 


I 


ISM 

406).  notice  is  hereby  given  that  the 
TMeral  Arlatlon  Agency  haa  under  con- 
ddentlon  a  proposal  to  amend  Part  507 
of  the  Regul»Uons  of  the  Administrator 
to  include  an  airworthiness  directive  re- 
quiring periodic  inspection  of  the  land- 
ing gear  cross  tube  end  fittings  and 
rework  of  cracked  parts  on  Vlckers  Vis- 
count 746D  and  810  Series  aircraft  This 
piopoeed  action  Is  deemed  necessary 
since  there  have  been  cases  of  fatigue 
failures  occurring  In  service. 

Interested  persons  may  participate  in 
the  making  of  the  proposed  rule  by  sub- 
mitting such  written  data,  views,  or  ar- 
guments as  they  may  desire.  Communi- 
cations should  be  submitted  in  duplicate 
to  the  Docket  Sertlon  of  the  Federal 
Aviation  Agency.  Room  C-226.  1711  New 
York  Avenue  NW.,  Washington  25.  DC 
All  communications  received  on  or  be- 
fore March  22.  1982.  will  be  considered 
by  the  Administrator  before  taking  ac- 
tion on  the  proposed  rule.  The  proposals 
contained  In  this  notice  may  be  changed 
In  light  of  comments  received.  All  com- 
ments submitted  will  be  available,  in  the 
Docket  Section  for  examination  by  in- 
terested persons  when  the  prescribed 
date  for  return  of  comments  has  expired 
This  proposal  will  not  be  given  further 
distribution  as  a  draft  release. 

This  amendment  is  proposed  under  the 
authority  of  sections  313<a>.  601  and 
603  of  the  Federal  Aviation  Act  of  1958 
(72  SUt.  752.  775.  776;  49  U  S  C  1354(a> . 
1421.1423). 

In  eoDslderation  of  the  foregoing,  it 
is  proposed  to  amend  1507.10(a)  of 
Part  507  (14  CFR  Part  507) .  by  adding 
the  following  airworthiness  dlrecUve: 

ViCKOS.  Applies  to  ail  VlM:ount  Modeis 
T4BD  aad  810  8«rlra  aircraft. 

Oompllance  reqiilr«d  aa  Indicated. 

Aa  a  result  of  landing  gear  ctom  tube  and 
fitting  taUur«B.  tlta  foUowlng  U  rcqxUred: 

(a)(1)  Bid  fittlngi  which  have  accumu- 
Utad  11.000  or  more  Undlnga  as  of  the  effec- 
tive data  ot  this  AD.  shall  be  inspected  In 
acocrdance  with  (b)  within  the  next  500 
]aTid<"r.  and  thereafter  within  each  3.000 
landings. 

(3)  »»*<<  llttlncs  which  have  accumulated 
I  lOJOOt  and  11.000  Undln^  aa  of  the 
I  date  ot  thla  AD  shall  be  Inspected  In 

DOS  with   (b>   within  the  next  1.000 

]»m»iwj«  or  upon  the  acciunulation  of  1 1 .600 
landlBgi.  whichever  occurs  first,  and  there- 
after within  aaeh  3.000  landings. 

(3)  Snd  fittlBCB  which  have  accumulated 
less  than  10.000  landings  aa  of  the  effective 
data  at  this  AD  shall  be  Inspected  in  accord - 
•.tyfi^  with  (h)  upon  the  accumulation  of 
11.500  l«nd«"gp  and  within  each  3.000  land- 
ings thereafter. 

NoTs:  It  will  be  naccaaarv  for  operators  to 
inKl"t*«"  a  record  of  landings  Ln  order  to 
ascertain  compliance  with  this  AD.  If  past 
raearda  ar*  onavallahle.  the  nombar  of  land- 
ings prior  to  this  AD  may  be  estimated. 

(b)  Remove  the  finings  listed  below  and 
Inspect  for  cracks  in  accordance  with  PTL 
334  (for  liodfel  74AD)  or  PTL  100  (for  Model 
810)  or  FAA  apfaroved  e<iulvalent.    ' 


PROPOSED  RULE  MAKING 

(c)  Fittings  with  cracks  In  the  ■■4 -Inch 
radius  between  the  bearing  journal  and  the 
tapered  portion  shall  be  replaced  prior  to 
further  fUght.  except  that  those  at  Station 
131  may  be  reused  If  they  meet  the  llmlta- 
Uons  of  the  applicable  PTU  Issue  2  dated 
November  13.  1981.  and  are  reworked  as 
speclQed  In  the  applicable  PTL  (fittings 
at  Station  98  are  of  different  design  and  can- 
not be  reused  should  similar  defecU  be 
found  ) 

Id)  Rework  fittings  having  minor  surface 
cr.icks  In  the  attachment  flanges  and  In  the 
bearing  Journals  In  accordance  with  the 
provisions  of  the  PTL's. 

(e)  Mark  all  reworked  fittings  with  the 
letter  '•R"  on   the  flange  circumference 

If)  Upon  request  of  the  operator,  an  PA.^ 
maintenance  Inspector,  subject  to  prior  ap- 
proval of  the  Chief.  Engineering  and  Manu- 
facturing Branch.  International  Division. 
W.i.shlngton  25.  D  C  ,  may  adjust  the  repeti- 
tive Inspection  Intervals  specified  in  this 
Airworthiness  Directive  to  permit  compliance 
at  an  established  inspection  period  of  the 
operator  If  the  request  contains  substantiat- 
ing data  to  Justify  the  Increase  for  such 
operator. 

(Vlckers  Armstrongs  Prellmlnsry  Techni- 
cal Leaileta  Nos  100  and  334.  both  are  Issue 
3  dated  November  13.  1981.  cover  the  same 
subject  ) 

Issued  in  Washington.  D  C  .  on  Febru- 
ary 14.  1962 

George  C    Prill, 

Director. 
Flight   Standards  Service 

|PR      Doc      «    1877:     Piled,     Peb      19      1982, 
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[  14  CFR   Port  600] 

i  Airspace  Docket  No  61  SW-108| 

FEDERAL  AIRWAYS 
Proposed  Alteration 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR 
409  13).  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  is  considering 
amendments  to  II  600  1746  and  600.1532 
of  the  r^:ulatk>n8  of  the  Administrator, 
the  substance  of  which  is  stated  below. 

Intermediate  alUtude  VOR  Federal 
airway  No.  1740  presently  extends  from 
the  Tcxlco.  N.  Ilex.,  VOR.  as  a  10-mlle 
wide  airway  to  the  Intersection  of  the 
Texlco  VOR  117*  and  the  Lubbock. 
Texas.  VOR  006*  True  radlAls;  thence  as 
a  16-mile  wide  airway  via  the  Guthrie. 
TIexas,  VOR:  to  the  Bridgeport.  Texas. 
VOR.  IntermedlAte  alUtude  VOR  Fed- 
eral airway  No.  1532  extends  in  part  as  a 
16-mlJe  wide  airway  from  Albuquerque. 
N.  Mex..  VOR  to  the  Tucumcarl.  N  Mex  . 
VOR. 

The  Federal  Aviation  Agency  (FAAi 
has  under  consideration  a  proposal  by 
the  Air  Transport  Association  of  America 
to  extend  Victor  1746  from  the  Texlco. 
Texas,  VOR  to  the  Anton  Chlco.  N.  Mex  . 
\OR.  Concurrently  with  this  proposal 
the  FAA  is  considering  realigning  Victor 
1533  to  overlie  the  Anton  Chlco  VOR. 

Extending  Vlct<x- 1746  from  the  Texlco 
VOR  to  Anton  Chlco  VOR  would  provide 
a  shorter  route  for  aircraft  operating 
between  the  E>anas.  Texas,  and  Albu- 
querQue  terminal  areas.  Realigning 
Victor  1532  to  overlie  the  Anton  Chlco 


VOR  would  provide  a 
tion  with  Victor  1746  at  the 
VOR  and  would  provide 
navigational  guidance  on  UUg 
of  Vk:tor  1532  between 
Albuquerque. 

Interested  persons  may 
written  data,  views,  or 
may  desire.    Communlcatloai  g^^Z 
submitted  in  triplicate  to  tht  M^Sm 
Administrator.  Southwest  ** — '^^^^ 
Chief,  Air  Traffic  Division, 
tion  Agency.  P.O.  Box  1689, 

Tex.    All  communications  

in   forty-five  days  after  pohtteiMij^T^ 

this  notice  in  the  Fsskial  ""' 

be  considered  before  action  It 

the    proposed    amendment.    Mo  ] 

hearing   Ls  contemplated  at  tMi 

but  arrangements  for  Infonaal 

ences    with    Federal    Aviatlan 

officials  may  be  made  by 

Regional  Air  Traffic  Divlskm  »■■. « 

the  Chief.  Airspace  Utlllzatka  ~ 

Federal  Aviation  Agency. 

DC.     Any  data,  views  or 

.sented  during  such  conf erenc«g  i 

be  submitted  in  writing  In 

with  this  notice  in  order  to  beeoaipat 

of   the   record   for  considentln.  Hi 

proposal  contained  in  thla  nottBiaif  || 

changed    in    the    light    of 

received. 

The  ofBcial  Docket  will  be 
examination  by  Interested 
Docket  Section,  Federal  Avtettai. 
Room  C-226.   1711   New  Tcrk 
NW..  Washington  25.  D.C. 
Docket  will  also  be  available  for 
nation  at  the  of&ce  of  the 
Trafnc  Division  Chief. 

This   amendment  Is 
secUon  307(a)   of  the  Federal  A% 
Act  of  1958  (72  SUt.  740;  49nJBjC.l 

Issued  in  Washington,  D.C..  m 
ary  13.  1962. 


CLiproao  P.  Busna. 
Actia§Ckkt, 
Airspace  Uttiiuititmi 


[PR     Doc     fl2-187t:    Filed.    F»b.   li, 
8:46  a jn) 


INTERSTATE 


[  49  CFR  Parts  72,  73,  74,  77,  Hi 

[Docket  Ifo.  9080:  IfOtte*  M| 

EXPLOSIVES  AND  OTNBI 
DANGEROUS  AITIOB 


Notice  of  Propoftod  Rul* 


The  Commisskin  is  In 
plications  for  early 
above-enUUed    regulatlona 
they  apply  to  shippers  In  ttw 
tion  of  articles  for  transjwrti 
to  all  carriers  by  rail  and  hlglm^ 
proposed  amendments  are  Mi  ^ 
low  and  the  reasons  therefor 
below. 

Applications  for  the  propOMd 
ments   have   been   the  striDJoeC 


IMttH- 


,  February  20,  1962 

^  study  by  various  intereote4 
I^Jdioh  sabeUntial  acreement 


J*  ■JJ*^  ^Mrtng  to  make  repreoaita- 
irJffafor  of  or  against  the  propooed 
***  ^^S»  miy  *> »  through  the  »ub- 
^Zritltim  daU.  views,  or  argu- 
TiM  (tflglnal  and  five  copies  of 
_fc  -,J3«tonW  be  filed  with  Um 
ISSononor  before  March  6.  im 
S^^t^oaei  amendments  are  subject 
JlSSrorchanges  that  may  be  made 
-  rtMdl  of  soch  submissions. 

iSSto  the  general  pubUc  will  be 
■■HThv  depositing  a  copy  of  this  notice 
SSoiBce  of  the  Secretary  of  the  Com- 
ZiSnnfor  public  inspecUon.  and  by 
S5T  copy  of  the  notice  with  the  Dl- 
JSi.  (See  of  the  Federal  Register. 

^  ,1^  IM.  74  SUt.  gor,    18  UB.C.  884) 


[SSALl 


miRM  REGIHER 

B^  the  OooUBlasioa,  Safety  «Rd  Serv- 
tco  Baud  ]•».  2 — Bkpioetves  and  Other 
w  Board. 

Harold  D.  McCot. 
Secretary. 

PART  72— COMMODITY  LIST  OF  EX- 
PlOSIVfS  AND  OTHEft  DANGCff- 
OUS  AKTICteS  CONTAINING  THE 
SHirPING  NAME  OR  DCSOUPTION 
OF  AU  ARTICLES  SUBJECT  TO 
PARTS  71-71  OF  THIS  CHAPTER 

Amend  I  72.5  Commodity  list  (19  F.R. 
1276.  Mar.  6.  1954)  (15  PR.  8270.  Dec.  2, 
1950)  as  follows: 

I  72.5     Lkl  mt  e»pleerve«  and  other  dan- 
guro^s  artictea. 

(a)   •  •  • 


Article 


[Add) 


xybwmule 

•  irtt*  warketuU.    Se*  Rocket 
I  wttb  eaplMlve.  lUumtaaUnt. 

M.  MMMMT  er  •mok*  pMtM«l«. 
JSd^SSSmmnmU  varkeodt^  Ste  Rock- 

(( laanaltloa  vlttioat  piojsctlle. 


C\»aseA 


Pols  B 
Cot.  h. 


Xmnptioni  and 

(m»  lee.) 


LAbel  rcQuifvd 
■  not  MRtnpt 


7S.as4. 7a.a73. . . 

fCo  eieBiptlon, 
10.271. 


Poison 
WTilto. 


Maximum 
quantity  in 

1  outside 
oontalner  by 
rail  f  xpiTSB 


aoo  pounds 
1  quart. 


PART  73— SHIPPERS 

Stfbpart  B — Expfosivos;  Doftnitfons 
and  ProparaHon 

b  I  n^  aahnd  paragrapho  (k)  and 
(a)  U»  PA.  1277.  Mar.  ft,  1M4)  (15  FJL 
Ml,  Dec.  2,  1950)  to  read  as  follows: 
fl&SS    IMiaM«it  of  cIms  A  evplotivca. 


(U  Explosive  projectOes.  Exploolve 
PPHjr*"^  are  shells,  projectiles*  war- 
^ff<Ol^  or  rocket  heads,  loaded  with  ez- 
gMVM  or  bursting  charges,  with  or 
vtttalt  oCher  materials,  for  use  in  can- 
Booi,  lana,  tubes,  mortars  or  other  firing 
(g  bunrJiIhg  devices. 

•  •  •  •  * 

i9)  BtBkat    ammuniUom.    Racket 
Itieo  (iBctading  gtMed 
ol  o  oHHplctely 

ficn  a  ti^e. 
m  other 
ttM  propeliant  Moterlol  la  ft 


■alt,  and  a 

ooDtainiBg  higis 


In  173.55  amend  paragraph   (a)    (23 
PJt  164ftt.Oct.  S,  1958)  to  read  as  follows : 

fTUS     Ammnnition,  nonexplosive. 

(s)  Nonexplosive  ammunition  Is  de- 
'  M  o  devtee  which  contains  no  ex- 
I  er  other  dangerovs  artlclos,  such 
M  cartridge  cases,  dummy  or  drill  car- 
trldies;  empty,  sand  loaded  or  solid  pro- 
leetUes  with  or  without  tracers  (conteln- 
oae  oonee  oC  tracer 
emptf 


bombs,  solid  projectiles,  empty  torpedoes, 
or  practice  bombs.  It  also  Inelodes  de- 
▼toea  cttitatinlng  no  cxpkatvca,  or  other 
eta.  caeept  installed  dec- 
,  prlooca.  pKopdlaats  or  thcr- 
„  reqtifred  for  tte  aetlvatlBii 

o<  the  #mico;  providad  ttat  It  baa  been 
proven  l^  test  that  when  iBklited  tbc 
full  energy  release  is  containod  within 
the  outside  fMppiT^g  contBiDer.  Such 
annnonitton  is  exempt  from  Ptirts  71r-7t 
of  this  chapter.  Rotating  bands  should 
be  pBOlocMI  ogaitst  deformatton  by 
method  of  packing  or  loading. 

m  |TM»  aeund  paragraph  (b>(2) 
m*  (e>(S>  (IC  PA.  aa,  JIBM  6.  195^1) 
(M  FJi.  IMi.  Oct.  f,  19fl>  to  rood  as 
foBovoc 

§  73.65  High  explosives  with  no  liquid 
•xplasMW  iagre^ient  nor  any 
tMmmf, 


(b)  •  •  • 

(2)  Spec.  21C  (§  78.224  of  this  chap- 
ter). Fiber  drums.  Net  weight  not  to 
eMOodSM  pounds. 

•  •  •  •  • 

(e)   •  •  • 

(»>  Spa*.  SB  (i  TS-ia  of  Wb  chai^r) 
metii  barrels  or  drxnas  er  Spec.  TIC 
(S  78.224  of  this  chapter)  fiber  ikWM, 
Authorixed  only  for  cydotrknettayleBe- 
trinitrunfbe  wet  with  not  less  than  10 
pounds  of  water  to  each  90  pounds  of 
dry  material  in  inside  containers  wMch 
iMMl  be  bags  ■nde  of  at  least  10-oqnce 
eottoR  AKk.  robber  or  mbbertzed  etoOi 
and  securely  eiaonl.  The  dry  weigtat  of 
cHB^trlaoHviaMtilBMBMnfeK  i*  cne 
boirel  m  druoo  suat  aot  exceed 
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MO  pounds  and  not  more  than  2S8 
pounds  In  fiber  drums.  These  bocs  con- 
taining the  cyclotrimethylaietrliiitra- 
mine  must  then  be  placed  in  a  raM>er 
boc  mbkerloed  doth  bos  or  bog  ande 
of  sottaUe  wmter-tigM  ■atarial  wliteh 
mut  bo  mcmt^  dooed  aad  ttien  ptecod 
lA  the  drum.  U  sldpiBOBl  «<  cpdotrt- 
nwthylenetriBltramine  Is  to  take  plJ^  at 
a  time  f  reestaig  weather  is  to  be  antisl- 
pated,  it  most  be  wet  with  a  arixtOEe  of 
denatured  ethyl  alcohol  or  other  eottoble 
antl-freeze  and  water  of  such  pnvor- 
tions  that  freezing  will  not  occur,  in 
transit. 

In  S  73.93  amend  paragraph  (a)  (10) 
(17  F.B.  1560,  Feb.  20.  19S2)  to  read  as 
foHows: 

§7S.93  PrapdlMM  caplosliw  (solid) 
for  CMBOM,  sBMdl  avBH,  rackets, 
guided  missiles,  or  other  devices,  and 
propellant  explosives  (liquid). 

(a>   •  •  • 

(10)  Spec  21C  (1 7t,a2«  ef  tus  chap- 
ter). Fiber  drums.  Hemm  ba^os 
wooden  heads  must  be  provided  wMh  ft 
strong  sift-proof  liner.  Authorised  Bet 
weight  not  over  22S  pounds. 

Subpart  C — Flammable  Liquids;  Deiff- 
niHon  o«d  Prsp— s<io» 

In  §  73.118  paragraph  (c)  amend  sab- 
paragraphs  (27).  (28).  and  (36);  odd 
paragrapli  (e>  (3»>,  C4»»  Ml>,  M2), 
(43), and  (44)  Ol PJL StMHRsrSw  1  ■•> 
(31  F.R.  7Ma.  Oct.  4.  tmm  USFJt  t9M^ 
Dec  2. 19M»  to  read  a 


§  73.118     Exemptfoos    for    llammaMc 
liquids. 

*  •  •  •  • 

(c)  •  •  • 

(27)  Ahasbium  trtethgrl  asai  o^irtares 
or  solutions  thereof. 

(28)  Aluminum  trimethyl  and  mix- 
tures or  selutbins  thereof. 

•  •  •  •  • 

(36)  P3rroforic  fuel  and  mixtures  or 


(39)  Triisobu^l  aluminum  az^l  mix- 
tures and  solutions  thereof. 
(g»)  Bttiyi 

(41)  Diethyl 
mixturea  and  solutions  thereof,     - 

(42)  Ethjl  ftT>wwiniim.  dtBhloUde  and 
mixtures  and  solutions  thereof. 

(43)  Methyl  aluminum  sesquichloride 
and  Bxltvcs  wot  solutlss»  Ihereei. 

(44)  Methyl  aluminum 
and  mixtures  or  solutions  thereof 


m  S  miP  ewind  pacagraphs  (a>(9) 
■^  (^>(V>  a«  F.R  fm,  Mae  6.  IWl) 
(25  FJI.  10392,  Oct.  2*,  lMt>  l»  read  as 

frtlows: 

1 73wlI9     FlaanaMc  llqaM»  ao*  specil*. 

cally  provided  for. 

(a)  •  •  • 

(»>  Spec  3IC,  33A  or  33B  (118.224, 
imift  or  IWJfJef  tWsrtapter). 
Fiber  drtSBs  ssd  p^rwood  onsBS  with  a 
single  inside  glass.  eartheawHre.  or  metal 
container  of  not  over  (me  gafiiXi  capaetty 
laeaehdnaiL  lasldecoBAaiasrmiMtbo 
at  top. 
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as  to  prevent  breakage   or  leakage   In 
transit. 

•  •  •  •  • 

<b)   •   •   • 

(9)  Spec.  21C  (5  78.224  of  this  chap- 
ter). Fiber  drum  with  inside  spec.  28 
or  28L  ( S  78.36  or  §  78.36a  of  this  chap- 
ter) polyethylene  container.  Authorized 
ooiy  for  materials  that  will  not  react 
with  polyethylene  and  result  in  con- 
tainer failure.  <See  5  78.224-1  <a>  »2)  of 
this  chapter.  > 

In  §73.127  amend  paragraph  *b>  '15 
P.R.  8301.  Dec.  2.  1950  >  to  read  as 
follows : 

§  73.127  INiirocellulosr  of  rollodion  col- 
ton,  fibrous,  or  nilrostarrh,  *♦«•», 
nitrocellnkMC  flakes,  colloidrd  nitro- 
rdlalosc,  granular,  flake  or  block, 
and  larquer  bane  or  larquer  chipM, 
wet. 

•  •  •  •  • 

(b)  Except  for  spec.  37 A  which  is 
limited  to  480  pounds,  gross  weight  of 
any  container  must  not  exceed  490 
pounds. 

In  173.136  amend  paragraph  laMS) 
(26  FJl.  6625,  July  14.  I960)  to  read  as 
foUows: 

§  73.136  Metbyl  dirhlorosiiane  and 
trichloroailane. 

(a)   •  •  • 

(3)   Spec.  5A.6B.  or  5C  (8  78  81.5  78  82. 

or  i  78 J3  of  this  ch»pUr) .  Metal  drums 
not  cyver  66  gallons  capacity  each.  Spec. 
6B  dnunB  must  have  no  opening  exceed- 
ing 2Ji  Inches  in  diameter.  These  con- 
tainers not  authorl2ed  for  shipment  by 
rail  express. 

Swbport  D— Flommabk  Solids  and 
Oxidizing  Mofsrials;  Definition  end 
Proporotion 

In  173.164  amend  paragraph  (a)(9) 
(16  F.R.  5324.  June  6,  1951)  to  read  as 
fc^ows: 

S  7S.1S4  Flammable  solids  and  oxidia- 
inc  materials  not  upeeifirally  pro- 
vided  for. 

(a)   •  •  • 

(9)  Spec.  21C  (178.224  of  this  chap- 
ter). Fiber  dnmi.  Authorized  net 
weLcht  not  over  225  poimds. 

In  i  73.156  amend  paragraph  (a)  (6) 
(16  FJl.  5324.  June  8.  1951)  to  read  as 
follows: 

%  73.156  Barium  peroxide  and  rMlrium 
peroxide. 

(a)   •  •  • 

(6)  Spec.  21C  (I  78.224  of  this  chap- 
ter). Fiber  drums.  Authorized  net 
weight  not  over  235  pounds. 

In  173.167  amend  paragraph  <a)(4) 
(36  FJl.  9401.  Oct.  6.  1961)  to  read  as 
follows: 

§  73.157  BenxoyI  peroxide,  ehloroben- 
soyl  peroxide  (para),  cyclohexanone 
peroxide,  dimethjrlhexane  dihydro- 
pertndde,  laaroyi  peroxide,  or  suc- 
cinic acid  peroxide,  wet. 

(a)   •  •  • 

(4)  Spec.  21C  (i  78.224  of  this  chap- 
ter) .  Fiber  drums.  Authorized  only  for 
cyclohexanone  peroxide  over  50  percent 


PirOPOSED  tULE  MAKING 

concentration  but  not  exceeding  85  per- 
cent concentration  and  dimethylhexane 
dlhydroperoxide.  which  materials  must 
be  packed  In  a  plastic  inside  container, 
securely  closed,  and  formed  of  poly- 
ethylene film  sheets  having  minimum 
thickness  of  0.002  Inch.  Authorized  net 
weight  in  one  outside  container  shall 
not  exceed  50  pounds  for  cyclohexanone 
peroxide  and  shall  not  exceed  100  pounds 
for  dimethylhexane  dihydroperoxide 

In  !5  73  158  amend  paragraph  <a'*2< 
i26  F.R  9401.  Oct.  6.  1961  >  to  read  as 
follows 

S  73.158  Bcii/.ovl  p4-ro\idp,  dry,  rhloro- 
benzoyl  peroxide  (para),  dry,  ryrlo- 
hexanone  peroxide,  dry,  dimelhyl- 
liexane  dihydroperoxide,  dry,  lauroyl 
peroxide,  dry.  or  %urrinir  arid  per- 
oxide,   dry. 

(a'    •    •    • 

(2'  Spec  21C  '5  78.224  of  this  chap- 
ter*. Fiber  drums  Authorized  only  for 
dimethylhexane  dihydroperoxide,  dry, 
which  must  be  packed  In  a  plastic  con- 
tainer, securely  closed,  and  formed  of 
polyethylene  film  sheets  having  mini- 
mum thickness  of  0.002  inch,  and  lauroyl 
peroxide,  dry  Authorized  net  weight 
not  over  100  pounds  in  one  outside 
container. 

In  3  73.163  amend  paragraph  (a)(3) 
(16  P.R.  5324.  June  6.  1951 »  to  read  as 
follows : 

§  73.163  ChlorMlr  of  itoda,  chlorulr  of 
potaxh,  and  other  rhioraleii. 

(a)    •    •    • 

(3)  Spec.  21C.  22A.  or  22B  (8  78.224. 
$78,196  or  5  78.197  of  this  chapter). 
Fiber  or  plywood  drums  with  inside 
metal  dnmis.  spec.  2F  (878.25  of  this 
chapter) .  Authorized  net  weight  not 
over  225  pounds. 

In  8  73.168  amend  paragraph  (a*  (2) 
(16  F.R.  5324,  June  6,  1951 »  to  read  as 
follows : 

§  73.168      Lithium  amide,  powdered. 

(a)    •   •   * 

(2)  Spec.  21C  (§  78.224  of  this  chap- 
ter). Fiber  drums  with  inside  metal 
dnmis,  spec.  2F  (§  78.25  of  this  chapter). 
Authorized  net  weight  not  over  225 
pounds. 

In  8  73.175  amend  paragraph  (a>(4) 
(16  P.R.  5324,  June  6,  1951)  to  read  as 
follows : 

§  73.175      Lacquer  bM«e.  or  lacquer  chip«i. 


§7,"i.l95  Pyroxylin  plastic  „ 
icraphir  film  scrap.  X-ray  . 
motion-picture  film  scrap, 
of  exposed  or   unexposed 


Of  thk^ 

beeitS 

ction  ^2 


dry. 

(a)   •   •   • 

(4)  Spec.  21C  (8  78.224  of  this  chap- 
ter). Fiber  drums.  Authorized  net 
weight  not  over  225  pounds. 

In  8  73.178  amend  pcu-agraph  (a)(6) 
(16  F.R.  5324,  June  6,  1951  >  to  read  as 
follows : 

§  73.178      Motion-picture    film,    old    and 
worn  out    (not  scrap). 

(a)   •   •   • 

(6)  Spec.  21C  (8  78.224  of  this  chap- 
ter). Fiber  drums.  Authorized  net 
weight  not  over  225  pounds. 

In  8  73.195  amend  paragraph  (a)(5) 
(16  FJl.  5324,  June  6.  1961)  to  read  as 
follows : 


(5'    Spec.  21C   ($78,224  of  this 

ten.     Fiber  drums.     Must 

treated    to    provide    protection  ^^ 
moisture,      Authonzed    net   welgbt 
over  225  pounds  ^ 

In  5  73.197  amend  paragraph  (t)n) 
'16  F.R  5324.  June  6,  1951)  toita^^ 
follows 

g7.^.  i**7       Pyrt»xylin    pluKiic*,    ia  ^^, 
rt>ll»,  rods,  or  lube*. 

lat    •    •    • 

(3)  Sheets  rolled,  in  spec.  21C  (intt 
of  this  chapter)  fiber  drums,  h«£l 
straps  applied  lengthwise  and  OM  t 
more  circumferentially;  straps  st  |m 
>2  by  0.02  inch  steel.  AutboriiiiJ 
weight  not  over  225  pounds. 

In  $  73.201  amend  paragraph  (a)|B 
(16  F.R    5324.  June  6.  1951)  to  ii^« 

follows : 

§  73.201       Rubber  M-rap,  rubber 
re«-laimed     rubber,     or 
rubber. 

(ai    •    •    • 

(5>  Spec.  21C  (8  78.224  of  thb  fl^ 
ter).  Fiber  dnmis.  Anttoortat  m 
weight  not  over  225  pounds. 

In  8  73.204  amend  paragraph  (a)  d) 
and  (6)  (16  F.R.  5324.  June  6,  IMDli 
read  as  follows  : 

§  73.204      Sodium   hydrosulfite. 

(a)    •    •    • 

(5)  Spec.  21C  (8  78.224  of  this  ih9> 
ter ) .  Fiber  drums  with  IniMt  a^ 
drums.  Authorized  net  weight  asl/il 
226  pounds. 

(6)  Spec.  21C  (8  78.224  d  thll  ^ 
ter) .  Fiber  dnmis.  net  weight  astm 
250  pounds;  drums  must  liave  a  aM 
foil  (laminated  between  two  diMbfl. 
kraf  t  paper  with  thermoplastic  aAlM 
moisture  and  water  barrier  womij^ 
the  sidewall  of  the  drum  and  lott$0m 
more  than  2  irfles  from  the  InlMlVf 
drum  but  not  to  be  wound  as  ttsl|| 
ply;  a  metal  foil  moisture  and  «l| 
barrier  must  also  be  present  In  tbi " 


or  wood  heading;  exterior  of  dnBii% 
wall  must  be  protected  wltb  a  irii 
resistant  coating;  in  additkxi  totteMl 
prescribed  by  8  78.224-2  (a).  (M.  li 
(c)  of  this  chapter.  adnimba«b«lw 
given  a  4-foot  diagonal  bottai  4lto 
drop  must,  after  being  empUai.  W^. 
stand  complete  Immersion  of  ttit 
in  6  inches  of  water  for  4  bouia 
leakage  to  the  interior;  drums  i 
be  offered  for  transportation  by 
by  water. 

In  8  73.207  amend  paragraph  (MM 
(16  F.R.  5324.  June  6,  1951)  tOI«i^« 
follows : 

§  73.207      Sulfide  of  sodium 
potassium,     fused    or 
when  fpround. 


»b)    •   •   • 

(5)  Spec.  21C  (8  78.224  ot  ttto*J 
ter) .  Fiber  dr\uns  which  mart  *•  ■■ 
or  coated,  or  otherwise  treated  10  ••» 
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*K0  entrance  of  moisture  in 
giifBcient  to  create  a  hasard- 
i  in  transportation;  drums 
"^  ii^r*  two  drops  from  height  of 
»*"Lma  spot  or  one  6-foot  drop  in 
iSrS  Aop  test  as  provided  in  spec. 
tSiitnjai  ot  this  chapter) ;  maximum 
fill  ttjacity  250  pounds  net. 
^  I7SJ17  amend  paragraph  (a)(3) 
*  J^  9401.  Oct.  6,  1961)  to  read  as 

ftBPVs: 

•  «117    Cakaum      hypochlorite      com- 

|71JI7^L^^      .nd     lithium     hypo- 

g^^M4te  compounds,  dry. 


(S) 


•   •    • 


ri)  flDse  21C  (8  78.224  o(f  this  chap- 
J:  fSu  drums  with  inner  ply  a 
WL-j^  ilieet  of  paper  and  aluminum 
SJJJSnally  coated  with  not  less  than 
TimtaOi  thickness  of  polyethylene. 
LSTardnimshaUbegasketed.  Drums 
jrVttiorlied  net  weight  over  225 
Zm^  but  not  exceeding  400  pounds 
Sbt  ol  at  least  10-ply  construction. 
ZitnDtatlve  drums  muit  withstand 
ZntasU  prescribed  by  S  78.224-2  of  this 
22tarwhen  filled  with  test  material 
Sto  the  net  weight  to  be  shipped. 
"    net    weight    not    over    400 
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§  73.2S5     Ammonium  bichromate    (am- 
monium dichromate). 

(a)   •  •  • 

(2)  Spec.  21C  (8  78.224  of  this  chap- 
ter) .  Fiber  drums,  gross  weight  not  over 
425  pounds;  side  walls  must  be  of  at  least 
10-ply  ooDstnicticm  having  strength  not 
less  than  1,200  pounds  Mullen  or  Cady 
test;  drums  must  withstand  prescribed 
tests  when  filled  to  a  net  weight  of  400 
pounds. 

Subpart  E — Adds  and  Other  Corrosive 
Liquids;  D«fllnition  and  Preparation 

In  i  73.244  add  paragraph  (c)  (61)  (15 
F.R  8313.  Dec.  2,  1950)  to  read  as  fol- 
lows: 

§  7S.244     Exemptions     for     acids     and 
other  corrosive  liquids. 


IB  8  73-227  amend  paragraph  (a)  (2) 
(II FH.  M76.  Sept.  15,  1951)  to  read  as 
kDom: 
|7tJt7     Urea  peroxide. 


*  •   • 


(A) 

(])  Spec.  21C  (8  78.224  of  this  chapter) . 
n^  dnims  completely  coated  on  the 
Mde  with  a  suitable  wax.  synthetic 
Mtkw.  or  metal  foil  suitable  to  the 
MlV;  or  fiber  drums  having  a  metal 
M  (Isinlnated  between  two  sheets  of 
knft  paper  with  thermoplastic  adhe- 
dM)  Boisture  and  water  barrier  wound 
Mo  ttw  sidewall  of  the  drum  and  lo- 
arM  not  more  than  2  plies  from  the 
Mvlor  ot  drum  but  not  to  be  woimd  as 
Pt  felt  fij;  a  metal  foil  moisture  and 
miv  barrier  must  also  be  present  in  the 
'  ar  wood  heading;  exterior  of  drum 
i  must  be  protected  with  a  water 
( coating;  in  addition  to  the  tests 

. td  by  1 78.224-2  (a) .  (b) .  and  (c) 

d  Xbk  diapter.  a  drum  having  been 
dm  a  4-foot  diagonal  bottom  chime 
tm  omit,  after  being  emptied,  with- 
dnd  eonpletp  immerslMi  of  the  bottom 
li  •  loebes  of  water  for  4  hours  without 
I  to  the  interior. 


ita  |TtJS4  amend  paragraph  (a)  (3) 
(&  PJl  •366,  Nov.  30,  1956)  to  read  as 


I7I1M     Sodium  nitrite. 

(a)  •  •  • 

(S)  Spec.  21C  (8  78.224  of  this  chap- 
t»).  Fiber  drums,  gross  weight  425 
PMBds;  side  walls  must  be  of  at  least 
l^-ply  eoostruction  having  strength  not 
)>■  tban  1.200  pounds  Mullen  or  Cady 
tot;  (tanBiB  must  withstand  jH'eacrlbed 
tadi  itaen  fiUed  to  authorised  net  weight 
dlNpoonds. 

^  in.2S5  amend  paragraph  (a)  (2) 
2iPA  9156.  Nov.  30,  1056)  to  read  as 


(c)   •  •  • 

(51)  niosfdiorus  oxyforomide. 

In  I  73.245  amend  paragraph  (a)  (24) 
(25  F.R.  10S9S.  Oct.  29,  1960)  to  read  as 
foUows: 

§  73.245     Adds  or  other  corrosive  liquids 
m»t  specifically  provided  for. 

(a)  •  •  • 

(24)  Bpto.  21C  (8  78.224  of  this  chap- 
ter). Fiber  drum  with  inside  spec.  28. 
2SL.  or  2U  (I  78.36. 1  78.35a.  or  i  78.24  of 
this  chapter)  polyethylene  container. 
(See  I  78.224-l(a)  (2)  of  this  chapter.) 

In  i  73.256  add  paragraph  (a)  (5)  (16 
F.R.  8316.  Dec.  2,  1950)  to  read  as  fol- 
lows: 

§  73.256     Compounds,  cleaning,  liquid. 

(a)   •  •  • 

(5)  Spec.  21C  (8  78.224  of  this  chap- 
ter). Flbor  drum  with  inside  spec.  2U 
(178.24  ot  this  chapter)  polyethylene 
container.  (See  9  78.224-1  (a)  (2)  of  this 
chapter.) 

In  I  73.261  amend  pcuitgraph  (a)  (2) 
(16  F.R.  5325.  June  6.  1951)  to  read  as 
f<41ows: 

8  73.261     fire-extinguisher  charges. 

(a)  •  •  • 

(2)  Spec  21C  (9  78.224  of  this  chap- 
ter). Fiber  drums  with  a  single  inside 
oontaixier  consisting  of  a  glass  bottle  not 
over  64  fluid  ounces  capacity  filled  with 
not  over  siz  pounds  by  w^ht  of  sul- 
furic add  (i4vroxlmately  50  fluid 
ounces  hj  volume) .  Bottle  must  be  sus- 
poided  in  center  of  outside  container 
by  means  of  adequate  supports  and  sur- 
rotmded  bj  Mearbonate  of  soda  in  sufB- 
cittit  (luanti^  to  fill  drum  and  neutral- 
ise contents  in  the  event  of  breakage. 

In  i  73.263  amend  paragriMph  (a)  (22) 
(25  F.R.  10393.  Oct.  29,  1960)  to  read  as 
follows: 

8  7S.263  Hydrochloric  (muriatic)  acid, 
Siydrodiloric  (muriatic)  acid  mix- 
tures, ktydroddoric  (muriatic)  acid 
solution,  inliibited,  sodium  clilorite 
solwdoB,  and  cleaning  compotmds, 
liqoid,  containing  hydroddoric 
(muriatic)  acid. 


2S.  2SL,  or  2U  (|  78.21,  |  78.35.  1 78J5a. 
or  8  78.24  of  this  chapter)  polyethylene 
contelner.  (See  f  78.224-l(a)  (2)  of  this 
chapter.) 

In  8  73.264  amend  paragraidi  (a)  (4) 
(24  FJL  10111.  Dec.  15.  1959)  to  read 
as  follows: 

§  73.264     Hydrofluoric  acid. 

(a)   •  •  • 

(4)  Spec.  12A  or  12B  (§78.210  or 
8  78.205  of  this  cheater) .  Flberboard 
boxes  with  not  more  than  4  inside  poly- 
ethylene bottles,  having  minimum  0.030 
inch  thickness  of  any  part,  not  over  1- 
gallon  nominal  capacity  each.  Bottle 
closures  must  be  made  secure  by  sealing 
with  pressure-sensitive  plastic  tape  w 
other  equally  efficient  means.  Author- 
ized t<x  acid  not  over  70  percent  strength. 
Shipper  must  have  established  that  qwc. 
12A  completed  package  meets  test  re- 
quirements prescribed  by  i  78.210-10  oi 
this  cluster.  Authorised  gross  wei^t 
for  spec.  12B  flberboard  boxes  not  oiver 
66  pounds;  q?ec.  12A  not  over  80 
pounds. 

In  S  73.266  amend  paragraph  (d)  (5) 
(26  FH.  10394.  Oct.  29,  1960)  to  read  as 
follows: 

§  73.265     Hydrofluosilicic  acid. 

•  •  •  •  • 

(d)   •  •  • 

(6)  Spec.  21C  (S  78.224  of  this  chap- 
ter). Fiber  drum  with  Inside  q)ee.  28, 
2SL.  or  m  (8  78.35,  1 78J5a.  or  1 78J4 
of  this  charter)  polsrethylene  container. 
(See  8  78.224-1  (a)  (2)  of  this  chapter.) 

In  8  73.266  add  paragraph  (b)  (6) ;  can- 
cel pansTvph  (c)  (7)  (15  FJl.  8818. 
Dec.  2. 1950)  (22  F.R.  3925.  June  5, 1957> 
to  read  as  follows: 

§  73.266     Hydrogen    peroxide    sofaition 
in  water. 


(a) 


•  •  • 


(22)  Spec.  21C  (8  78.244  of  this  chap- 
ter).   Fiber  drum  with  inside  spec.  2T. 


(b)  •  •  •  ' 

(6)  Spec.  6J  or  37A  (single-trip  con- 
tainer). (9  78.100  or  9  78.181  of  this 
chapter.)  Steel  barrel  or  drum  with  in- 
side spec.  28  or  2SL  (9  78J5  or  I  TBJSa 
of  this  chapter)  polyethylene  container. 
The  closures  must  be  located  in  cne 
head  and  must  be  vented  to  pccfrent 
accumulaticHi  of  intoiua  preestire  and 
head  plainly  Tnarfrwtt  "xbcp  thb  wan 
UP"    or    "kxbp    PLtro   tjf   to    ptivnrr 

SPILLAGK." 

(c)  •  •  • 

(7)  [Canceled.] 

In  9  73.271  amend  the  heading  and 
introductory  text  oi  paragn4>b  (a)  (16 
F.R.  8320,  Dec.  2.  1950)  to  read  as 
follows: 

§  73.271  Phosplionis  oxybromide,  phm- 
I^fHTOs  o^EycUoride,  phosphorus  tri- 
ddoride,  and  tltiophovikoryl  dilo- 
ride. 

(a)  nioq?horus  oxytoomide.  phos- 
phorus oxydiloride,  phosphorus  tri- 
chloride, and  thiophofidioryl  chloride 
must  be  paclced  in  spedflottion  con- 
tainers as  follows: 

In  9  73.272  amend  paragrapb  (f><i> 
(24  F.R.  8058.  Oct  6,  1959)  to  VMd  M 

foUows:  ^ 
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§  7S.J73      S«lf bHc   acid. 

•  •  •  •  • 

(f)    •    •    • 

(5)  Spec.  21C  (8  78.224  of  this  chap- 
ter) .  Ptbcr  drum  constructed  for  a  grosa 
weight  of  at  least  150  pounds  with  inside 
spec.  2T  (5  78.21  of  this  chapter)  poly- 
ethylene containers.  <See  i  78.224-l(a) 
(2)  of  this  chapter.) 

In  173.276  amend  paragraph  ia>>3i 
(36  PJl.  4996.  June  6.  1961*  to  read  as 
foUowa: 

I  73.^76      AiihT«h^»n!»       hTdntri nr       a  n  (I 
hjdramiuc   isolation. 

(5)  Spec.  103A-AL.-W  •  5  78.292  of  this 
chapter).  Tank  cars.  Vapor  space  in 
tank  must  be  filled  with  nitrogen  gas  at 
atmoq;)heric  pressure.  Authorized  for 
anhydrous  hydrazine  only. 

Svbfort  F — C*fnpr»ss*d  Gases;  Defl- 
nitfon  and  Preparation 

In  173.307  amend  paragraphs  (a)(2) 
(26  FR.  1015,  Feb.  2.  1961)  to  read  as 
follows : 

g  73307      Nonliqaeried  i:>«i<e«,  exrrpt  tcv> 
in  solution  or  poiM>nuu<«  fsa*. 


(a) 


•   • 


(2)  Spec.  3HT  ($78.44  of  this  chap- 
ter) cylinders  are  authorized  for  non- 
flammable gases,  for  use  in  aircraft  only. 
for  a  iwaTtmiim  service  life  of  13  years, 
and  must  be  equipped  with  safety  relief 
derices  as  required  by  i  73.34(f)  Only 
a  Aranglttle  disc  safety  relief  device,  with- 
out ftislble  metal  backing,  shall  be  used 
wtth  spec.  ICC-3HT  ( I  78.44  of  this  chap- 
ter) carttnders  and  the  rated  bursting 
leiMiirr  ot  the  disc  shall  not  exceed  90 
percent  of  the  minimum  required  test 
pressure  of  the  cylinder  with  which  the 
device  is  used.  Cylinders  must  be 
shipped  in  strong  outside  containers. 

In  S  73.308  amend  paragraph  la)  Note 
1&  (36  VR.  1015.  Feb.  2,  1901 )  to  read  as 
foUowa: 

§  73.906      CowtprgageJ  cane*  in  rrlinWrr*. 

CaJ    •   •   • 

■ofB  15:  apae.  VTT  (i  78.44  of  tma  chAp- 
ta«>  CfyMndara  ara  anUiarlaad  for  uaa  La  alr- 
•nXt  only.  Um  a  aiazlmuni  servlca  lila  of  U 
yaan.  ax>d  muat  be  cqulppad  with  safety  ra- 
nef  darloea  aa  required  by  f  73.S4( f ) .  Only  a 
franglbte  dlac  safety  relief  device,  without 
fusible  metal  backing,  shall  be  osed  with 
spec.  3HT  (I  78.44  of  this  chapter)  cylinders 
and  the  rated  bursting  praaaure  of  the  disc 
shall  not  exceed  M  percent  of  the  mlntmum 
nqnirad  teat  preaaiu-e  of  the  cylinder  with 
wlilch  th«  darlee  i*  used.  Cylinders  must  be 
aHlppad  In  strong  outalde  containers 

Subpart  G— Poisonous  Articles;  Defi- 
nition and  Preparation 

In  9  73.340  amend  paragraph  (a)  (15 > 
(21  PJl.  9357,  Nov.  30.  1956)  to  read  as 
follows: 


PROPOSED   RULE   MAKING 

containers  not  over  one  gallon  capacity 
each. 

In  8  73.353  amend  paragraph  (a)i4) 
(21  P.R.  7603.  Oct.  4.  1956)  to  read  as 
follows : 

8  73.353  Methyl  br«mi«Ic,  liquid  (bro- 
momcthanr),  mixturrs  of  mrlliyl 
bromide  and  cthTlrnr  dibroniidr, 
liquid,  mixturr<i  of  mrlhyl  bromide 
and  chlorpicrin,  liquid,  or  nirthyl 
bromide  and  n<mfluiuiiiable,  non- 
liquefieil  ionipre<«»«'d  ga«  iiii\liir«!i, 
liquid. 

,a«    •    •    • 

(4)  Spec.  4D300  or  4DA500  "  5  78  53  or 
?  78.58  of  this  chapter  >  Metal  spheres, 
for  use  In  aircraft  only,  must  be  equipped 
with  approved  safety  devices  and  must 
be  packed  in  strong  boxes  or  crates  <see 
5  73.25'. 

In  S  73.354  amend  the  introductory 
text  of  paragraph  (a>  <  15  F.R.  8335.  Dec. 
2.1950)  to  read  as  follows : 

§  73.33-t  Motor  fuel  anliknork  com- 
pound or  tetraethyl  lead. 

(a)  Motor  fuel  antiknock  compound 
(a  mixture  of  one  or  more  organic  lead 
compounds  such  as  tetraethyl  lead, 
triethylmethyl  lead,  diethyldimethyl 
lead,  ethyltrimethyl  lead,  and  tetra- 
methyl  lead,  with  one  or  more  halogen 
compounds  such  as  ethylene  dibromide 
and  ethylene  dichloride.  or  hydrocarbon 
solvents)  or  tetraethyl  lead  must  be 
packed  in  specification  containers  as 
follows : 

In  5  73.358  amend  paragraph  (a)<5) 
1 17  F.R.  4295.  May  10.  1952)  to  read  as 
follows : 

§  73JSO  Hexaelhyl  tetrapho«phale, 
mclhyl  paralhion,  organic  phosphate 
compound,  a.o,a.,  paratkion,  tetr». 
ethyl  dilhio  pyrophoaphale,  and 
tetraethyl    pyrophonphate,   liquid. 

tai    •    •    • 

(5)  Spec  21C  (S  78.224  of  this  chap- 
ter). Fiber  drums,  with  Inside  glass  con- 
tainers not  over  one  gallon  capacity  each. 

In  5  73.359  amend  paragraphs  (a)(6) 
and  (b)(5)  (17  F.R.  4295.  May  10,  1952) 
to  read  as  follows : 

§  73.359  Hexaelhyl  letraphosphale  mix- 
tures, methyl  parathion  mixlurca, 
organic  phosphate  compound  mix- 
tnrcs,  n.o.s.,  paralhion  mixtures, 
tetraethyl  dithio  pyrophosphate  mix- 
tures, and  tetraethyl  pyropho?«phate 
mixture*,  licfuid. 

•a)    •   •   • 

(6)  Spec.  21C  (178.224  of  this  chap- 
ter > .  Fiber  drums,  with  inside  glass  con- 
tainers not  over  one  gallon  capacity  each. 


i 
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§  73.365      Poisonous    soUds   ■«! 
rally  provided  for. 


9  73.346 
caMy 

(a) 


liqukU    not    tpeeifi- 
f«r. 


la) 
(111 

• 

(14) 


[Canceled.] 


(15)  Spec.  21C  (§  78.224  of  this  chap- 
ir).    Fiber   drams,    with    tnslde   glass 


Spec  21C  (178.224  oC 
ter ) .  Fiber  drums.  Autt 
weight  not  over  225  pounds. 


t  16  I  Spec.  12A  i§  78.210  of 
ter" .  Fiberboard  boxes  with 
bottles  not  over  5  pounds 
Not  more  than  4  inside  glass  boli^gi' 
pounds  capacity  each  shall  be  PH^k 
one  outside  container.  Sbipper  ■■ 
have  established  that  the  M^Z 
package  meets  test  requlreami  ^ 
scribed  by   S  78.210-10  of  tMs 


In  3  73.370  cancel  paragraplx  (aUt^ 
amend  paragraph  (a)  (ID;  «"  ' 
graph  (a)  (13)  (15  F.R.  (97.  Da^i 
1950)   to  read  as  follows: 

§  73.370  Cyanides,  or  ey 
except  cyanide  of  ra 
turen   thereof. 

(a>    •    •    • 

1 10)    (Canceled.] 

(11)  Spec.  21C  (S  78.224  of  tfak^ 
ter  I  Fit>er  drums.  Authorted  Ig 
weight  not  over  225  pounds. 

•  •  •  •  a 

( 13 )  Bulk  in  strong.  water-tiiMLaM 
portable  containers  of  not  o?er  Vlil 
feet  capacity  each,  approved  bf  ttttli. 
reau  of  Explosives. 


(b)    •    •    • 

(5)  Spec  21C  <}  78.224  of  this  chap- 
ter). Fiber  drums,  with  Inside  glass  con- 
tamers  not  over  one  gallon  capacity  each. 

In  I  73.3«5  cancel  paragraph  (a)  (11) ; 
amend  paragraph  <a>  (14)  and  (16)  (15 
FJl.  8336.  Dec.  2.  1950)  (28  FJl.  9403. 
Oct,  6   1961 )  to  read  as  follows: 


In  S  73.373  ammd  the  h( 
troductory  text  of  paragraph  (a); i 
paragraph  (a)(3)   (15  PA.  " 
1950)    (16  FH.  9379, 
read  as  follows: 

§  73.373      Ortho-nitroanilin^ 
traniline. 


Sept.  1\  UWk 


nrii 


(a)  Ortho-nitroanlllne 
nitraniline  must  be  packed  In 
tion  containers  as  follows: 
•  •  •  • 

(3)   Spec.  2IC   (178.224  e<  1 
ter).     Fiber    drums,    grosa 
poimds;  side  waUs  must  be  if 
10- ply  construction  having 
less  than  1.200  potmds  linlk 
test;  drums  must  withstand  _ 
tests  when  filled  to  authoriaed  irt 
of  400  pounds. 

In  I  73.374  amend  paragragb 
(16  F.R.  9379.  Sept.  15,  1951)  to 
follows : 

§  73.371      Nitrorhlorbenxene,     SH 
para. 

(a)    •    •   • 

(2)   Spec.  21C  (5  78.224  of  «*     ^ 
ter).    Fiber  drums,  authortaid  •■  ■ 
nitrochlorbenzene.    para,    flefci  .  - 
weight  400  pounds;  side  wallg««*»" 
at    least    10-ply    constructkn 
strength  not  less  than  1.200  _ 
len  or  Cady  test;  drums  mnrt 
prescribed  tests  when  filled  to 
gross  weight  of  400  pountli. 

In  i  73.377  amend  para«r»Bhi  (^ 
and  (b)  (5)   (21  FJl.  3013.  lilT  •.  ** 


y^  4997.  June  6,  1961)  to  read  as 


.  •«  iTT  Hexaelhyl  telraphosphate  mix- 
I «*7*V  Mclhyl  parathion  nuxtures,  or- 
!!I^ahosphate  compomnd  mixtiirM. 
r-V^JM^ithion  mixturea,  tetraethyl 
Zin  pyrophosphate  mixtnrea,  and 
l0HiielM   pr»«P*»®*P*»***    nuxlurcs, 

IS  BBBC  21C  (§  78.224  Of  this  chap- 
\     Ptter   drums.      Authorized    net 
2Lt  not  over  225  pounds. 

|r:  -o-c  21C  (5  78.224  Of  this  chap- 
J?  FlSr  drums.  Authorized  only  for 
5mm  in  which  the  liquid  Is  absorbed 
S^Bflentratlon  not  greater  than  50 
JJjLAuthorlzed  net  weight  not  over 

gi  pounds. 

fti  I7SJ78  amend  paragraph  (a)(5) 
(ITFJI.  4295.  May  10.  1952)  to  read  as 

|fU7t     Beryllium  metal  powder. 

(»)••• 

»)  Spec  21C  (5  78.224  Of  this  chap- 
w)  Fiber  drums,  with  Inside  glass  or 
Mttl  containers  of  not  over  25  pounds 
iipielty  each.  Authorized  net  weight 
■Bt  over  235  pounds. 

In  1 73  393  amend  paragraph  (f )  (3) 
m  FJt  W2,  Feb.  15,  195S)  to  read  as 
mm: 

I7SJ9S     Packing  and  shidding. 
,  •  •  •  • 

(f)  •  •   • 

(S)  Spec.  21C  (S  78.224  of  this  chap- 
ttr).  Fiber  drums.  Authorized  for  not 
watt  tban  2,700  miUicuries.  Authorized 
net  weight  not  over  225  pounds. 


PART  74— CARRIERS  BY  RAIL 
FREIGHT 

Sebfort  A — Loading,  Unloading, 
Placarding  and  Handling  Cars; 
lioding  Packages  Into  Cars 

JR  i  74.526  add  Note  1  to  paragn4)h 
(e)(S) ;  sdd  Note  l  to  paragraph  (o)  (3) 
m  Fit.  3103.  April  12,  1960)  (20  F.R. 
W,Feb.  15, 1955)  to  read  as  follows: 

1 74326     Loading  explosives  into  cars. 
-»  •  •  •  • 

(0)  •  •  • 
(2)  •  •  • 

Ron  1:  For  recommended  methods  of 
Moekliic  and  bracing  see  Bureau  of  Bz- 
plntfw'  Pamphlet  6C. 

(!)••• 

■or  1:  For  recommended  methods  of 
MMktag  and  bracing   see   Bureau  ot  Ba- 


FEDERAL  REGISTER 

pleslvea'  Pamphlet  6C.  Impact  tests  have 
bem  oondueted  on  methods  shown  in  this 
pamphlet. 

In  §  74.529  add  Note  1  to  paragraph 
(c)  (18  FJl.  3137,  June  2.  1953)  to  read 
as  follows: 
§  74.529     Cars  for  dass  B  explosives. 

•  •  •  •  • 

(€)••• 

Mots  1:  Tot  recommended  methods  of 
blooUng  and  bracing  see  Bureau  of  EIx- 
ploalves'  Pamphlet  6C. 

In  i  74.530  add  Note  1  to  paragraph 
(b)  (18  F.R.  3138.  Jime  2,  1953)  to  read 
as  follows: 
§  74.530     Cars  for  class  C  explosives. 


(b)   •  •  • 

Non  1:  For  recommended  methods  of 
blocking  and  bracing  see  Bureau  of  Ex- 
ploslvea'  Pamphlet  6C. 

In  9  74.533  add  Note  1  to  the  introduc- 
tory text  of  paragraph  (a)  (15  F.R.  8347, 
Dec.  3, 1950)  to  read  as  follows: 

§  74.532     Loading   other   dangerous    ar- 
ticles. 

(a)   •  •  • 

Mom  1:  For  recommended  methods  of 
blocking  and  bracing  see  Bureau  of  Explo- 
sives' Pamphlet  6C. 

Add   §74.534    (15  F.R.   8348.  Dec.    2, 
1950)  to  T6ad  as  follows: 
g  74^534     PoruUe  conUiners  or  Unks. 

(a)  Portable  containers  or  tanks  must 
be  of  such  design  and  so  loaded  and 
stayed  In  closed  cars,  in  gondola  cars, 
on  flat  cars,  or  in  truck  bodies  or  trail- 
ers on  flat  cars  so  they  cannot  per- 
manently change  position,  rupture,  or 
become  seriously  damaged  imder  con- 
ditions nonmdly  incident  to  transporta- 
tion. .En^  sidewalls,  or  doors  of  truck 
bodies  or  trailers  shall  not  be  relied 
upon  to  prevent  shifting  of  portable  con- 
tainers or  tanks.  _ 
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301.  MC  302.  MC  303.  and  MC  SOS. 
Every  cargo  tank  ccmstructed  in  oom- 
pUance  with  etpecs.  MC  300,  MC  301,  MC 
303,  MC  303,  and  MC  305  Cfi  78.321, 
78.333, 78.334.  and  78.326  of  this  chapter) 
used  for  the  transportation  oi  any  flam- 
mable liquid  or  poisonous  liquid,  class  B, 
shall  be  retested  as  follows: 

•  •  •  •  • 

(2)  Specification  tanks.  Every  carsp 
tank  complsring  with  the  requiresnenta 
of  Specification  No.  1001,  1937  Edition 
of  the  American  Petroleum  Institute, 
specifications  of  the  National  Fire  Pro- 
tection Association  1939  or  1933,  or  q?ee- 
ifications  MC  300,  MC  301.  MC  302.  MC- 
303.  and  MC  305  (S 9  78.331.  78.d23. 78.834. 
and  78.336  of  this  chai»ter).  shall  be 
tested  at  least  once  in  every  5-year  period 
and  shall  not  be  returned  to  service  until 
it  has  successfully  fulfilled  the  testing 
requirements  set  forth  under  9  78.321-16 
of  this  chapter.  If  tested  no  of  toier  tban 
once  in  every  5  years,  at  least  one  such 
test  shall  be  made  in  the  last  year  of 
any  such  5-year  period.  The  time  of 
reckoning  for  such  testing  of  such  cargo 
tanks  shall  be  from  the  time  of  the 
last  test  made  in  accwdance  with  the 
requirements  set  forth  under  9  78.321- 
16  of  this  chapter. 

(3)  Nonspeciflcation  tanks.  Every 
cargo  tank  not  complying  with  the  re- 
quirements of  Specification  No.  1001, 
1937  Edition  of  the  American  Petroleum 
Institute,  specifications  of  the  National 
Fire  Protection  Association  1920  or  1033. 
or  specifications  MC  300.  MC  301,  MC 
303.  MC  303.  and  MC  305  (99  78.321, 
78.323.  78.334.  and  78.326  of  this  cbW- 
ter),  shall  be  tested  at  least  once  in 
every  calendar  year  and  shall  succew- 
fully  fulfill  the  requirements  set  forth 
xmder  9  78.331-16  ot  this  chapter.  No 
two  such  required  tests  shall  be  closer 
together  than  6  months. 


PART  77— SHIPMENTS  MADE  BY  WAY 
OF  COMMON,  CONTRACT,  OR 
PRIVATC  CARRIERS  BY  PUBLIC 
HIGHWAY 

Subpart  A — General  Information  and 
Regulations 

In  9  77.834  am«id  the  introductory 
text  of  paragraph  (a) ;  amend  para- 
graph (a)  (3)  and  (3)  (26  F.R.  2502, 
Mar.  24. 1961)  to  read  as  follows: 

§  77.824     Relesting  of  cargo  Unks. 

(a)  Flammable  liquid  and  poisonous 
Uitttid  cargo  tanks,  specs.  MC  300.  MC 


PART  78— SHIPPING  CONTAINER 
SPECIFICATIONS 

Subpart  D — SpecMcotions  for  Metal 
Barrels,  Drums,  Kegs,  Cases,  Trunks 
and  Boxes 

In  9  78.81-0  (Spec.  5A  steel  barrels  or 
drums)  amend  paragraph  (d)  drawing 
only;  in  9  78.83-9  (Spec.  6C  steel  barrels 
or  dnmis)  amend  paragrai^  (d)(1) 
drawing  only;  in  9  78.88-8  (Spec.  6K 
nickel  barrels  or  drums)  amend  para- 
graph (d)  (1)  drawing  wily;  in  9  78.90-8 
(Spec.  5M  monel  drums)  amend  para- 
graph (d)  (1)  drawing  only  (19  FJl.  6270 
to  6373.  Sept  39,  1954)  (30  F.R.  8107. 
<3ct.  38, 1955)  as  follows: 
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PROPOSED  RULE  MAKING 


,,  February  20,  1962 

.  4.  M^horlaed    net    weight   and 
•^  !1  ST  uie  m«»^  withstand  the 
-**■  ■■*oiw  foot  drop  te«to  on  the  pMTt 
^Jilkiout    leaka«e    or    acrtoiw 
No  tingle  drum  ihall  be  sub- 
—--*  than  one  of  the  following 
__a.  with  wood  heads  shall  be 
vUfa  grain  of  wood  in  cover 
--^4»  eoBfCrete  surf  soe. 
■JJ^^  ebime.  diagonally  onto  soUd 


*'^U 


d)  lonom  chime,   diagonally   onto 

"S)*aSSil.  over  a  2-inch  x  6-lnch 
rzL.  resting  on  solid  concrete  with 
rlh^  te  vertical ;  drop  to  be  made  with 
JSi  rhorHontal  poslUon  at  right 
^^titbe  timber, 
i^lbs  dosure  or  on  any  other  part 
be  considered  weaker  onto 


H) 


totti 


„.  test:  An  empty  drum 

either  of  the  fcAlowing 

lests.  in  accordance  with 
table,  without  buckling  of 
sulDeient  to  cause  damage 
„.,wd  contents;  but  in  no  caae 
m«-rimimi  deflection  be  more 
one  Inch. 


Mulmiini 

rompreaaioa 

1^^^^ 

AliriMT- 

InaMr 

(pounds) 

■*'^ 

(jpUMl) 

tliMmttcr 

(inch«i1 

SUtic ' 

DyMMle> 

• 

9 

A 

laoo 

IMO 

a 

18'., 

l»0 

MBS 

Ul 

w 

184 

lan 

IMS 

III 

ss 

23 

IMO 

aooo 

gi 

» 

a 

IMO 

MM) 

79 

23 

2100 

3800 

.  fW.  Comprfssion  as  specifled  mnst  be 
te  tall  arM  ot  top  covtT  of  ilram  for  period  of  48 

■MI  7W.  Compression  ts  sptcified  mast  be 
Md  to  end.  Bpe«*i  of  conprMBlen  testa'  to  be 
flMh  plot  or  muius  one-fourtli  incb  per  minute. 

(i)  Drums  constructed  for  inside  plas- 
ii  Tir^'*"*"  tor  liquids  as  provided  In 
|1IJM-l(a)(2)  shall  be  tested  as  pre- 
■ritad  1m  paragraphs  (a) .  (b) ,  (c) .  and 
WdtMs  section.  When  tested  asaen- 
hW  with  the  inside  plastic  container. 
M  ravlzed  by  the  applicable  spedflea- 
Hm,  *iaBs  shall  develop  no  condition 
tkit  vsakl  be  at  such  nature  as  to  con- 
Mrate  to  potential  failure  of  inner  ctm- 


(•)  The  tests  described  above  must  be 
mis  bv  any  company  starting  produe- 
f«r  each  plant  location  of  manu- 
al Hunples  taken  at  random  of 
I  type  and  diameter  of  container  and 
t  be  repeated  every  four  mcmths  or 
daring  production.  Samples  last 
most  be  retained  until  further 
yssre  made.  The  tests  and  procedure 
teaHwd  may  be  conducted  at  one  cen- 
tal Whratory  when  testing  f acilittcs 
■«  not  available  at  all  plants,  in  which 
the  Bureau  of  Explosives  diall  be 
of  the  location  where  the  tests 
■Roonducted. 

|7IJt4-3    Rrgistralion  of  drum  Kpecifi- 


,  <*>  Bpedflcation  for  each  type  of 
■Mi  aanufaetured  (under  this  speeifl- 
g4?y.  ito>n  be  fUed  with  the  Bureau 
■  voiortves.  CSianges  in  construetioii 
>  am  dosure)  differing  from  sped- 
ttms  filed  must  be  apiaroved  by 

Mo.  S8— 8 
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the  Bureau  of  Explosives  before  author- 
iaedfor  uac. 

§  78^24-4     Marking. 

(a)  On  each  container  as  follows : 

(1)  Z>raais  for  dry  iH-oducts  must  be 
marked  ICC-21C  fcrilowed  by  the  au- 
th<ff!«*<i  net  weight  to  which  drum  was 
oonstnieied.  for  example,  ICC-21C115. 

(2)  Drums  for  inside  plastic  con- 
tainers for  liquids  must  be  marked  ICC- 
21CP  followed  by  the  authorized  net 
weight  for  dry  products  and  the  author- 
ixed  net  weight  for  liquid  products  to 
which  the  drum  was  constructed,  for 
example.  ICC-21CP115/245. 

(S)  Marks  specified  in  paragraph  (a) 
(1)  and  (2)  of  this  section  shall  be 
understood  to  certify  that  the  fiber  drum 
fifwr"*—  with  all  specification  require- 
ments. 

(4)  Name  or  symbol  (letters)  ot 
maker;  ttais  must  be  registered  with  the 
Bureau  of  Explosives  and  be  located  just 
above,  below,  or  following  the  maiic 
qiecifled  in  paragraph  (a)  (1)  or  <2)  of 
thisaeetfon. 

Subpart  I — Specifications  for  Tank 
Cars 

In  i  78.280-22  amend  paragraph  (a) 
(3) ,  (4) ,  C6) ,  and  (6)  (21  F.R.  4588,  June 
26, 1856)  to  read  as  follows : 

§  7S.2M  Specification  ICC-103-W ;  fu- 
■ion-woded  steel  tanks  to  be 
iiwiilfj  on  or- forming  part  of  a  car. 

I  7S.2M-22     Marking. 

(a)   •  •  • 

(3)  T"*t^^^*  of  company  and  date  of 
additional  tests  performed  by  the  party 
as8eaJ>ling  the  completed  car,  in  those 
CBSTi  where  the  tank  builder  does  not 
eonplefee  the  fabrication  of  tanl^  such  as 
application  ot  riveted  anchors,  etc..  in 
letters  and  figures  at  least  %  inch  high 
ttBiwrHt  plainly  and  permanently  into 
themetel  Imaediatdy  bekm  the  stamped 
marks  vedfled  in  subparagraph  (2)  of 
this  parvaph  by  the  party  assembling 
the  complftwt  car. 

(4)  Date  on  whidi  the  tank  was  last 
tested  and  pressure  to  which  tested, 
stenciled  cm  the  tank,  or  Jacket  if  lagged. 

(5)  Date  on  which  the  safety  valves 
were  last  tested  and  pressure  to  which 
tested,  stenciled  on  the  tank,  or  jacket 
if  lagged. 

(6)  Date  cm  which  interior  heater  sys- 
tems were  last  tested  and  pressure  to 
which  tested,  stenciled  on  the  tank,  or 
Jacket  if  lagged. 

In  178.281-21  amend  paragraph  (a) 
(3) .  (4) .  (5) .  and  (6)  (21  F Jl.  4590,  June 
26.  1956)  (24  F.R.  8061,  Oct.  6,  1959)  to 
read  as  follows: 

S  78.281  SpecificaUon  ICC-103A-W; 
fusion-welded  steel  tanks  to  be 
moanted  cm  or  forming  part  of  a 
car. 

§  78.281-21      Marking. 

(a)   •  •  • 

(3)  Initials  of  company  and  date  of 

additlODal  tests  performed  by  the  party 

ibtng  the  completed  car,  in  those 

wliere  the  tank  builder  does  not 

f  the  fabrication  of  tank,  such  as 

^ipHeatton  of  riveted  anchors,  etc.,  in 
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letters  and  figures  at  least  %  inch  high 
stamped  plainly  and  permanently  Into 
the  metal  Immediatdy  below  the 
stamped  marks  apeclfled  In  subpara- 
graph (2)  of  this  paragraph  by  the  party 
assembling  the  completed  car. 

(4)  Date  on  which  the  tank  was  last 
tested  and  pressure  to  whidh  tested, 
stenciled  on  the  tank,  or  Jacket  if  lagged. 

(5)  When  safety  valves  are  applied. 
date  on  which  safety  valves  were  last 
tested  and  pressure  to  which  tested. 
stenciled  on  the  tank,  or  Jacket  If  lagged. 

(6)  Date  on  which  Interior  heater  sys' 
terns  were  last  tested  and  pressure  to 
which  tested,  stenciled  on  the  tank,  or 
jacket  if  lagged. 

In  178.282-20  amend  paragrai^  (a) 
( 3 )  and  (5)  (21  Fit.  4592.  June  26, 1956) 
toreadasfidlows: 

§  78.282  SpecificaUon  IGC-103B-W; 
rubber  lined  fnsion-wdded  steel 
tanks  to  be  moanted  on  or  forming 
part  of  a  car. 

§78.282-20     Marking. 

(a)    '   •  • 

(3)  T"<"«^^«  of  company'  and  date  of 
additional  teste  performed  by  the  party 
assembling  the  Ofwnplfted  car.  in  thos^ 
cases  where  the  tank  builder  does  not  ' 
complete  the  f  abrieatton  erf  tank,  aneb  as 
lUTpUcation  oi  riveted  andwrs.  ete..  in 
letters  and  figures  at  least  %  indi  high 
stamped  plainly  and  permanently  into 
the  metal  immediately  httem  the 
stamped  marks  apedfled  in  subpara- 
graph (2)  <a  this  paragraph  hr  the  party 
assembling  the  completed  car. 

•  •  •     .       •  • 

(5)  Date  on  whidk  the  interior  ^eater 
qrstems  were  last  tasted  and  picasuit  to 
wldch  tested,  stcncfled  on  the  tank,  or 
Jacket  if  lagged. 

In  S  78.283-21  amend  paragraph  (a) 
(3) .  (4) .  (5) .  and  (6)  (21  FJl.  4694.  June 
26, 1956)  to  read  as  follows: 

§  78.283  Spccificotiaa  IOC^183C~W; 
fuaion-welded  allay  atod  tanks  to  be 
mounted  om  or  forming  part  of  a 
car. 

§  78.283-21     Marking. 

(a)    •   •  • 

(3)  Initials  of  company  and  date  of 
additional  teste  perfacmed  by  the  party 
assembling  the  completed  ear,  in  those 
cases  where  the  tank  builder  does  not 
complete  the  fabrication  of  tank,  in  let- 
ters and  figures  at  least  %  inch  high 
stamped  plainly  and  permanently  into 
the  metal  Immediately  ^elow  the  stamp- 
ed marks  specified  in  subpcuragraph 
(2)  of  this  paragraph,  by  the  party  as- 
sembling the  completed  car. 

(4)  Date  on  which  the  tank  was  last 
tested  and  pressure  to  which  tested, 
stenciled  on  the  tank,  or  Jacket  if  lagged. 

(5)  Date  on  which  the  safety  valves 
were  last  tested  and  i»es8iire  to  which 
tested,  stenciled  im  the  tank,  or  Jacket 
if  lagged. 

(6)  Date  on  irtiich  interior  heater 
systems  were  last  tested  and  pressure  to 
v^ch  tested,  steocfled  on  the  tank,  or 
jacket  if  lagged. 

In  §78.284-22  amend  pan«raph  (a) 
(3).  (4).  (5).  and  (6)  (21  F.R.  4597. 
June  26. 1956)  to  read  as  follows: 
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§  78.2S4     Specification  ICC-104-W ;  Un- 
ged  faakHi-WeMed  steel  tankii  to  be- 
lted  on   or    fonnins    part    of    a 


car. 


(a)   •   •  • 

(3)  Initials  of  company  and  date  of 
additional  tests  performed  by  the  party 
aiHMi'mhHng  the  completed  car.  In  those 
cases  where  the  tank  builder  does  not 
cqnplete  the  fabrication  of  tank,  such 
as  application  of  riveted  anchors,  etc.. 
in  letters  and  figures  at  least  ^s  inch 
high  stamped  plainly  and  permanently 
into  the  metal  Immediately  below   the 

stamped  marks  specified  in  subpara- 
graph (2)  of  this  paragraph  by  the  party 
assembling  the  completed  car. 

(4)  Date  on  which  the  tank  was  last 
tested  a"<1  pressure  to  which  tested,  sten- 
ciled on  the  tank,  or  Jacket  If  lagged. 

<5)  Date  on  which  the  safety  valves 
were  last  tested  and  pressure  to  which 
tested,  stenciled  on  the  tank,  or  Jacket 
If  lagged. 

(6)  Date  on  which  Interior  heater  sys- 
tems were  last  tested  and  pressure  to 
which  tested,  stenciled  on  the  tank,  or 
Jacket  If  lagged. 

In  f  78.385-18  amend  paragraph  <  a  > 
(3).  (4).  and  (5)  (21  FSi.  4598.  June  26. 
1956 )  to  read  as  follows : 

§78.2S5  Specification  ICG- 1 05  A 100- 
W;  lag^d  foaion-weldcd  steel  tankit 
to  be  moontcci  on  or  forming  part  uf 
a  car. 

§  78.285-18     Marking. 

(a)   •  •  • 

(3)  TrH^aia  of  company  and  date  of 
additional  tests  performed  by  the  party 
assembling  the  5»mpleted  car.  in  those 
cases  where  the  tank  builder  does  not 
complete  the  fabrication  of  Unk.  in  let- 
ters and  figures  at  least  %  inch  high 
sfmped  plainly  and  permanently  into 

*  the  metal  immediately  below  the  stamped 
marks  specified  In  subparagraph  (2>  of 
this  paragraph  by  the  party  assembling 
the  completed  car. 

(4)  Date  on  which  the  tank  was  last 
tested  and  pressure  to  which  tested, 
stenciled  on  the  tank,  or  Jacket  if  lagged 

(5)  Date  on  which  the  safety  valves 
were  last  tested  and  pressure  to  which 
tested,  stenciled  on  the  tank,  or  Jacket  if 
lagged. 

In  i  78.286-18  amend  paragraph    •  a  > 

(3).  (4).  and  (5)  (2J  FJl.  4600.  June  26. 

1956J  to  read  as  follows : 

§  78.286  Specification  ICC-105A30O- 
W;  lagged  fusion-welded  oteel  tanko 
to  be  mounted  on  or  forming  part  of 
a  car. 

§  78.286-18     Marking. 

(a)    •    '   • 

(3)  jnttiaia  of  company  and  date  of 
additional  tests  performed  by  the  party 
assembling  the  completed  car,  in  those 
cases  where  the  tank  builder  does  not 
complete  the  fabrication  of  tank,  in  let- 
ters and  figures  at  least  %  inch  high 
stamped  plainly  and  permanently  into 
the  metal  Immediately  below  the 
stamped  marics  specified  In  subparagraph 
(2)  of  this  paragraph,  by  the  party  as- 
sembling the  c(»npleted  car. 

(4)  Date  on  which  the  tank  was  last 
tested  an<i  pressure  to  which  tested, 
stenciled  on  the  tank,  or  Jacket  if  lagged. 
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(5)  Date  on  which  t^9  safety  valves 
were  last  tested  and  pressure  to  which 
tested,  stenciled  on  the  tank,  or  Jacket  if 
la«rged. 

In  }  78.287-18  amend  paragraph  (a) 
(3).  i4>.  and  (5»  (21  FM.  4602,  June  26. 
1956 >  to  read  as  follows: 

§  78.287  .Specification  ICC-105A400- 
W :  laiKKcd  f uxion-welded  steel  tanks 
to  be  mounted  on  or  forminK  part  of 
a    car. 

?}  78.287-18      Marking. 

«a-    •    •    • 

(3i  Initials  of  company  and  date  of 
additional  tests  performed  by  the  party 
assembling  the  completed  car.  in  those 
cases  where  the  tank  builder  does  not 
complete  the  fabrication  of  tank,  in 
letters  and  figures  at  least  %  inch  high 
stamped  plainly  and  permanently  into 
the  metal  immediately  below  the 
stamped  marks  specified  in  subparagraph 
(2>  of  this  paragraph  by  the  party 
assembling  the  completed  car. 

(4>  Date  on  which  the  tank  was  last 
tested  and  pressure  to  which  tested, 
stenciled  on  the  tank,  or  jacket  If  lagged. 

(5>  Date  on  which  the  safety  valves 
were  last  tested  and  pressure  to  which 
tested,  stenciled  on  the  tank,  or  Jacket 
if  lagged. 

In  ^78.288-18  amend  paragraph  (a^ 
.3..  (4».  and  (5)  (21  F.R.  4603.  4604, 
June  26.  1956 »  to  read  as  follows: 

8  78.288  Specification  ICC-105A50O- 
W;  lagged  fusion-welded  steel  Unks 
to  be  mounted  on  or  forming  part  of 
a    rar. 


§  78.288-18      Marking. 

(a>    •   •    • 

(3>  Initials  of  company  and  date  of 
additional  tests  performed  by  the  party 
assembling  the  completed  car.  in  those 
cases  where  the  tank  builder  does  not 
complete  the  fabrication  of  tank,  in 
letters  and  figures  at  least  %  inch  high 
stamped  plainly  and  permanently  into 
the  metal  immediately  below  the  stamped 
marks  specified  in  subparagraph  (2)  of 
this  paragraph  by  the  party  assembling 
the  completed  car. 

.(4»  Date  on  which  the  tank  was  last 
tested  and  pressure  to  which  tested, 
stenciled  on  the  Ur\k.  or  Jacket  if  lagged. 

(5'  Date  on  which  the  safety  valves 
were  last  tested  and  pressure  to  which 
tested,  stenciled  on  the  tank,  or  Jacket 
if  lagged. 

In  J  78  289-13  amend  paragraph  (e> ; 
in  5  78.289-18  amend  paragraph  (a)  (3). 
( 4 ' .  and  <  5 »  <  23  F.R.  7659.  Oct.  3.  1958) 
•  21  FR  4605.  June  26,  1956>  to  read  as 
follows : 

§  78.289  Sperifiration  ICC-105A60(>- 
% :  lafCKcd  f  UMion-welded  steel  tanks 
In  l»e  mounted  on  or  forming  part  of 
a    rar. 

8  78.289-I.1      Safety    valves. 

•  •  •  •  • 

(e'  Tanks  for  use  In  the  transporta- 
tion of  liquefied  carbon  dioxide  must  be 
equipped  with  one  safety  valve  of  ap- 
proved design  set  for  a  start-to-discharge 
pressure  of  450  pounds  per  square  inch, 
and  one  frangible  disc  device  of  approved 


design  set  to  function  at  a  . 
than  the  test  pressing  of  the 
discharge  capacity  of  each  oi 
devices    must   be   sufficient  to 
building  up  pressure  in  tank  tat 
495  pounds  per  square  Inch    ^ 
also    be    equipped    with    two 
regulating  valves  of  approved       _ 
for  a  start-to-discharge  prsMim  <t  5 
to  exceed  400  poimds  per  squm  r-^ 
Each    pressure    regulating    vaifi 
safety   device  must  have  Its  fli^ 
charge  piped  to  the  outside  of  ^ 
tective  housing. 

§78.289-18      Marking. 

(a»    •    •    • 

(3)  Initials  of  company  and  di 
additional  tests  performed  bgr  thi ; 
assembling  the  completed  car.  1b 
cases  where  the  tank  builder  doi 
complete    the   fabrication  at  ttt 
letters  and  figures  at  least  \ 
stamped  plainly  and 
the     metal      immediately 
stami>ed  marks  specified  m 
(2)    of    this    paragraph    by  the 
assembling  the  completed  car. 

(4)  Date  on  which  the  tank 
tested    and    pressxire    to   whMi 
stenciled  on  the  tank,  or  Jacket  If ! 

(5)  Date  on  which  the  safetjr 
were  last  tested  and  pressure  to 
tested,  stenciled  on  the  tank,  or  " 
lagged. 

In  §  78.290-18  amend  paragnph  (D 
(3).  (4).  and  (5)  (25  F.R.  Sill.  BK 
April  12,  1960)  to  read  as  foUowi: 

§  78.290  Specification  ICC-lliAMI. 
W;  fusion-welded  steel  taakatob 
mounted  on  or  forming  pat  rf  • 
rar. 
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§  78.290-18      Marking. 

(a)    •   •   • 

( 3  >  Initials  of  company  and  dili  d 
additional  tests  performed  by  tiM  pi% 
assembling  the  completed  car,  to  toil 
cases  where  the  tank  builder  dM  Ml 
complete  the  fabrication  of  tank,  to  to^ 
ters  and  figures  at  least  %  Indl  i|> 
stamped  plainly  and  permaniBtfy  kk 
the  metal  immediately" 
stamped  marks  specified  In  sul 
(2)  of  this  paragraph  by  the 
sembling  the  completed  car. 

(4»  E>ate  on  which  the  tank  wtilto 
tested    and    pressure    to   which 
stenciled  on  the  tank,  or  Jacket  If  I 

(5)   Date  on  which  the  safetjr 
were  last  tested  and  pressure  to 
tested,  stenciled  on  the  tank,  or  * 
lagged 


J  78.291-21  amend  paragMpi J^ 
(41.  (5).  and  (6)  (21  FJl.  4III.Mi 

iws: 

lCC^l«Akf 
inuni  laafclltk 


In 
•  31.  <■     . 
26.  1956 »  to  read  as  follows: 

§  78.291      Specification 

fuMion-welded  alumin- — -    . 

mounted    on   or    forming  pMt  •' 

rar. 
§78.291-21       Marking. 

( 3 »  Initials  of  company  and  *J*^ 
additional  tests  performed  by  tfct  J* 
assembling  the  cwnpleted  car,  » *S 
cases  where  the  tank  Guilder  dill  ■» 
complete  the  fabrication  of  taaiji^ 
ters  and  figures  at  least  %  !■»  ^ 
stamped  plainly  and 


^,  February  20,  1962 

,  immediately  below  the 
-  narks  specified  In  subpara- 
5)  of  this  paragraph  by  the  party 
,|w^  -^^  c<xnplcted  car. 
JrSob  on  which  the  tank  was  last 
Sa^  pressure  to  which  tested, 
■aSlflii tt»e  tank,  or  Jacket  If  lagged. 
-1  mte  on  which  the  safety  valves 
.TiS  tested  and  pressure  to  which 
2^l(nclled  on  the  tank,  or  Jacket 
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In  iTB.397-31  amend  paragraph  (a) 
(3) .  (4) ,  (6) ,  and  (6)  (21  F.R.  4620.  June 
26. 1956)  to  read  as  foUows : 

§78JW7  Specification  ICC-103D-W; 
f  ■SHM.welded  alloy  sted  tanks  to  be 
mounted  on  or   forming  part   of  a 


Sfnate  on   which    interior   heater 
TLr-Tr*  last  tested  and  pressure  to 

Jjjjagted.  stenciled  on  the  tank,  or 

ja^  If  lagged.  I 

..  ■<ri^2-21  amend  paragraph  (a) 

rt?(I)  (t).  and  (6)  (21  FR.  4610.  June 

J-jSJ;  to  read  as  follows: 

•  lUM    Sp«eifi«-«i'«"     1CO-10SA--AL- 

■      ym^f^i^an-yttXdvA  aluminum  tanks  to 

I, Counted  on  or  forming  part  of  a 

|71If2-21      Marking. 

(a)  *  *  * 

A)  Initials  of  company  and  date  of 

tests  performed  by  the  party 

^..^  the  completed  car.  in  those 

irtiae  the  tank  builder  does  not 

-lito  the  fabrication  of  tank,  in  let- 

fS  figures  at  least  %  inch  high 

plainly  and  permanently  Into 

a  Immediately  below  the 

^  marks   specified   In  sulwara- 

i  (J)  ol  this  paragrs«>h  by  the  party 

Mteiy  the  c<»npleted  car. 

(4)  Date  on  which  the  tank  was  last 

tatad  and  i»essure  to  which  tested,  sten- 

dM  on  the  tank,  or  Jacket  If  lagged. 

(i)  Date  on  which  the  safety  valves 

MN  ktft  tested  and  pressure  to  which 

IhM,  stenciled  on  the  tank,  or  Jacket 


§  78.^97-21      Marking. 

(a)   •   •  • 

(3)  Initials  of  company  and  date  of 
additional  tests  performed  by  the  party 
assembling  the  completed  car,  in  those 
cases  where  the  tank  builder  does  not 
complete  the  fabrication  of  tank,  in  let- 
ters and  figures  at  least  %  inch  high 
stamped  plainly  and  permanently  into 
the  metal  Immediately  below  the 
stamped  marks  specified  In  subpara- 
graph (2)  of  this  paragraph  by  the  party 
assembling  the  completed  car. 

(4)  Date  on  which  the  tank  was  last 
tested  and  pressure  to  which  tested, 
stenciled  on  the  tank,  or  jacket  if  lagged. 

(5)  Date  on  which  the  safety  valves 
were  last  tested  and  pressure  to  which 
tested.  Penciled  on  the  tank,  or  Jacket 
if  lagged.. 

(6)  Date  on  which  interior  heater  sys- 
tems were  last  tested  and  pressure  to 
which  tested,  stenciled  on  the  tank,  or 
Jacket  if  lagged. 

In  S  78.298-21  amend  paragraph  (a) 
(3) ,  (4) ,  (5) .  and  (6)  (21  F.R.  4622.  4623, 
June  26, 1966)  to  read  as  follows: 

§78.298  Specification  ICC-103E-W; 
f  lUMm-welded  alloy  steel  Unks  to  be 
mounted  on  or  forming  part  of   a 


(•)  Date  on  which  interior  heater  sys- 
!■■  wKe  last  tested  and  pressure  to 
vtocb  tested,  stenciled  on  the  tank,  or 
Jtotot  If  lagged. 

to  178.296-21  amend  paragraph  (a) 
(D.  (5),  and  (6)  (21  F.R.  4618,  June  26, 
INO  to  read  as  follows : 

imtW  Specification  ICC-IOSBIOO- 
Wt  laMirr  lined  f usion-wdded  steel 
taks  to  be  mounted  on  or  forming 
pwt  of  a  car. 

171296-21     Marking. 

(a)  •  '  •  I 

(I)  Initials  of  company  and  date  of 

idrtttlnnal  tests  performed  by  the  party 

ibUng  the  completed  car.  in  those 

,  iliere  the  tank  builder  does  not 

I  the  fabrication  of  tank,  such  as 

_. on  of  riveted  anchors,  etc.,  in 

IMn  and  figures  at  leaat  %  ixM^  high 
toaped  i^alnly  and  permanently  Into 
toe  metal  immediately  below  the 
«*wped  marks  specified  in  subpara- 
lyh  (2)  of  this  paragraph  by  the  party 
MWnbUng  the  completed  car. 

•  •  •  •  • 

(ft)  Date  on  which  the  safety  valves 
we  last  tested  and  pressure  to  which 
Med.  itonclled  on  the  tank,  or  Jacket 
tflMied. 

(()  Date  on  which  Interior  heater  ays- 
■■■were  last  tested  and  ixreasure  to 
™JA  tatted,  stenciled  on  the  tank,  or 
wket  If  lagged. 


§  78.298-21     Marking. 

(a)   •  •  • 

(3)  Tn1t4^^^«  of  company  and  date  of 
additional  tests  performed  by  the  party 
assembling  the  completed  car,  in  those 
cases  where  the  tuik  builder  does  not 
eamplete  the  fabrication  of  tank,  in  let- 
ters and  figures  at  least  %  inch  high 
stamped  plainly  and  pernfanenUy  into 
the  metal  immediately  below  the 
stamped  marks  specified  in  subpara- 
graph (2)  of  this  paragraph  by  the  party 
assembling  the  completed  car. 

(4)  Date  on  which  the  tank  was  last 
tested  and  pressure  to  which  tested, 
stenciled  on  the  tank,  or  Jacket  if  lagged. 

(5)  Date  on  which  the  safety  valves 
were  last  tested  and  pressure  to  which 
tested,  stenciled  on  the  tank,  or  Jacket 
if  lagged. 

(6)  Date  on  which  Interior  heater  sys- 
tenos  were  last  tested  and  pressure  to 
which  tested,  stenciled  on  the  tank,  or 
Jacket  if  lagged. 

In  8  78.299-20  amend  paragraph  (a) 
(3) .  (4) .  (5) ,  and  (6)  (21  FJl.  4624.  June 
26.  1956)  (24  PH.  8062,  Oct.  6,  1950)  to 
read  as  follows: 

§  78.299  Specification  1CC-103A-N- 
W;  fasion-welded  nickel  or  nickel 
alloy  tanks  to  be  mounted  on  or 
formbig  part  of  a  car. 

§  78.299^-20     Marking. 

(a)   •  •  • 

(3)  TwiMaia  of  company  and  date  of 
a^^i^ftwai  teats  perf<»ined  by  the  party 
assembling  the  completed  car,  in  those 
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cases  where  the  tank  builder  does  aot 
complete  the  fabiteatton  of  tank,  in  let- 
ters ami  flgmres  at  leaat  %  indt  high 
stamped  plainly  and  permanenfly  Into 
the  metal  immediately  bdov  the 
stamped  marks  specified  in  sidipara- 
graph  (2)  of  this  paragraph  by  the  party 
assembling  the  completed  car. 

(4)  Date  on  which  the  tank  was  last 
tested  and  pressure  to  which  tested. 
stenciled  on  the  tank,  or  Jacket  if  lagged. ' 

(5)  Date  on  which  the  safety  vahres 
were  last  tested  and  pressure  to  which 
tested,  stenciled  on  the  tank,  or  Jacket 
if  lagged. 

(6)  Date  on  which  interior  heater  sys- 
tems were  last  tested  and  pressure  to 
which  tested,  stenciled  on  the  tank,  or 
Jacket  if  lagged. 

In  I  78.300-18  amend  paragraph  (a) 
(3) .  (4) ,  and  (5)  (21  FJR.  4626,  June  36, 
1956)  to  read  as  follows: 

§  78.300  Specification  ICC-105A300- 
AL-W;  lagged  fnsion-wdded  alumi- 
num tanks  to  be  mounted  on  or 
forming  part  of  a  car. 

§  78.300-18     Marking. 

(a)   •   •  • 

(3)  Initials  of  onnpany  and  date  of 
additional  tests  performed  by  the  party 
piiy^nihiing  the  completed  car.  In  those 
cases  where  the  tank  builda:  does  not 
complete  the  fabrication  of  tank,  in  let-  . 
ters  and  figiu-es  at  least  %  Inch  high 
stamped  plainly  and  permanently  into 
the  metal  Immediately  below  the 
stamped  marks  vedfled  in  sidHMua- 
grai^  (2)  of  this  paragrs^ih  by  the  party 
assembling  the  completed  car. 

(4)  Date  on  which  the  tank  was  last 
tested  and  pressure  to  whlcb  tested, 
stencUed  on  the  tank,  or  Jacket  if  lagged. 

(5)  Date  on  which  the  safety  Talres 
were  last  tested  and  pressure  to  whkh 
tested,  stenciled  on  the  tank,  or  Jacket 
if  lagged. 

In  §  78.301-19  amend  paragraiA  (a) 
(3) .  (4) ,  and  (5)  (21  FX  4628,  June  26, 
1956)  to  read  as  follows: 

§  78.301  Speoficatioo  ICC-109A300- 
W;  fnsion-wdded  sled  tanks  to  be 
mounted  on  or  forming  part  of  a 
car. 


§  78.301-19     Marking.  "• 

(a)   '  •  • 

(3)  Initials  of  company  and  date  01 
additional  tests  performed  by  the  party 
assembling  the  completed  car,  in  those 
cases  where  the  tank  builder  does  not 
complete  the  fabrication  of  tank.  In  let- 
ters and  figures  at  least  %  inch  high 
stamped  plainly  and  permanent3y  into 
the  metal  immediately  bdow  the 
stamped  marks  q>ecifled  in  sidipara- 
graph  (2)  of  this  paragraph  by  the  party 
ass^nbling  the  completed  car. 

(4)  Date  on  which  the  tank  was  last 
tested  and  pressure  to  whicb  tested^ 
stenciled  on  the  tank,  or  Jacket  if  lagged. 

(5)  Date  oa  which  the  safe^  valves 
were  last  tested  and  pressure  to  whkh 
tested,  stenciled  on  the  tank,  or  Jai^et 
if  lagged. 

In  1 78.302-19  ameiMl  peuragraub  (a) 
(3).  (4),  and  (5)  (22  FJl.  2237.  AprU  i. 
1957)  to  read  as  foQofwa: 


1576 


S  78 JOS  Specifieatkm  ICC-109A100- 
AL-W;  foMoa-wdded  aluminum 
Iffca  to  be  mounted  on  or  forminK 
part  of  a  car. 

§  7t.302-19     Markinc. 

(a)   •  •  • 

(3)  InitlAlB  of  cMnpany  and  date  of 
addiUonal  tests  performed  by  the  party 
assembUnc  the  completed  car,  In  those 
cases  where  the  tank  builder  does  not 
coeiplete  the  fabrication  of  tank,  in 
letters  and  flgvires  at  least  %  inch 
high  stamped  plainly  and  permanently 
into  the  metal  immediately  below  the 
stamped  marks  specified  in  subpara- 
graph (2)  of  this  paragraph  by  the  party 
assembling  the  completed  car. 

(4)  Date  on  which  the  tank  was  last 
tested  and  pressure  to  which  tested. 
stenciled  on  the  tank,  or  Jacket  if  lagged 

(5)  Date  on  which  the  safety  valves 
were  last  tested  and  pressure  to  which 
tested,  stenciled  on  the  tank,  or  jacket  if 
lagged. 

In  5  78.303-11  amend  paragraph  ta' 
(3) .  (4> ,  (5) .  and  (6)  (22  P.R.  4801.  July 
9.  1957)  to  read  as  follows: 

§  78.303  Specification  ICO- 1 1 1 A I W)- 
W-1 ;  fusion-welded  otecl  tankit,  <»r 
lCC-lllAlOO-F-1,  forne-wcldrd 
•teel  Unka  fabricated  by  convrraion 
from  exiting  ICC-10SA300,  100.  or 
SOO  teriea  Unk«  to  be  mounted  on  or 
forming  part  of  a  car. 

§  78.303-1 1      Marking. 

(a)   •   •   • 

(3)  Initials  of  comp«my  and  date  of 
additional  tests  performed  by  the  party 
assembling  the  c«npleted  car.  in  those 
cases  where  the  tank  builder  does  not 
complete  the  fabrlcaUon  of  tank,  in 
letters  and  figures  at  least  %  Inch 
high  stamped  plainly  and  permanently 
into  the  metal  immediately  below  the 
stamped  marks  specified  In  subpara- 
graph (2)  of  this  paragraph  by  the  party 
assembling  the  comideted  car. 

(4)  Date  on  which  the  tank  was  last 
tested  and  pressure  to  which  tested, 
stenciled  on  the  tank,  or  Jacket  if  lagged 

(5)  Date  on  which  the  safety  valves 
were  last  tested  and  pressure  to  which 
tested,  stenciled  on  the  tank,  or  jacket  if 

lagged. 

(6)  Date  (m  which  interior  heater  sys- 
tems were  last  tested  and  pressure  to 
which  tested,  stenciled  on  the  tank,  or 
jacket  if  lagged. 

In  5  78.304-11  amend  paragraph  la' 
(3).  (4).  (5).  and  (6)  (22  F.R.  4803,  July 
9.  1957)'  (24  P.R.  8063.  Oct  6.  1959'  to 
read  as  follows: 

§  78.304  Specification  ICG-1 1 1 A 100- 
W-2 ;  f uaion-welded  steel  tank*  to  be 
mounted  on  or  forming  part  of  a 
car. 

§  78.304-1 1      Narking. 

(a)    •    •   • 

(3)  Initials  of  company  and  date  of 
additional  tests  perfwmed  by  the  party 
assembling  the  completed  car.  In  those 
cases  where  the  tank  builder  does  not 
comiriete  the  fabrication  of  tank,  in 
letters  and  figures  at  least  %  inch 
high  stamped  plainly  and  permanently 


PROPOSED  RULE  MAKING 

into  the  meUl  immediately  below  the 
stamped  mariu  specified  in  subpara- 
gvKph  ( 2 1  of  this  paragraph  by  the  party 
assembling  the  completed  car. 

(4)  Date  on  which  the  tank  was  last 
tested  and  pressure  to  which  tested, 
stenciled  on  the  tank,  or  Jacket  if  lagged. 

(5)  When  safety  valves  are  applied, 
date  on  which  safety  valves  were  last 
tested  and  pressure  to  which  tested, 
stenciled  on  the  tank,  or  jacket  if  lagged. 

(6i  Date  on  which  interior  heater 
systems  were  last  tested  and  pressure  to 
which  tested,  stenciled  on  the  tank,  or 
jacket  if  lagged. 


'  j(ir . 


tht^ 


In   5  78  305-11   amend   paragraph    <a> 

(3..  .4.,  (5'.  and  16)   (22  FR   4804.  July 

9.  19571  to  read  as  follows: 

4)78.303  Spetiluulion  KC-1 1 1 A  100- 
Ni-3;  fu-.ion-weldi-d  Mrel  tank*  to  be 
nHMinled  on  or  forming  pari  of  a 
car. 

S  78.30.'>-l  I       MarUinjt. 


•a'    •    •    • 

i3i  Initials  of  company  and  date  of 
additional  tests  performed  by  the  party 
assembling  the  completed  car.  in  those 
cases  where  the  tank  builder  does  not 
complete  the  fabrication  of  tank,  in 
letters  and  figures  at  least  =^8  Inch 
high  stamped  plainly  and  permanently 
into  the  metal  immediately  below  the 
stamped  marks  specified  in  subpara- 
graph 1 2 '  of  this  paragraph  by  the  party 
assembling  the  completed  car. 

(4»  Date  on  which  the  tank  was  last 
tested  and  pressure  to  which  tested, 
stenciled  on  the  tank,  or  jacket  if  lagged. 
i5»  Date  on  which  the  safety  valves 
were  last  tested  and  pressure  to  which 
tested,  stenciled  on  the  tank,  or  jacket 
if  lagged. 

« 6  >  Date  on  which  interior  heater  sys- 
tems were  last  tested  and  pressure  to 
which  tested,  stenciled  on  the  tank,  or 
jacket  if  lagged. 

In  $78  306-11  amend  paragraph  (ai 
( 3 ) .  <  4 1 .  and"  1 5 ' ;  cancel  paragraph  <  a  > 
(6'  :  redesignate  paragraph  (a)  <7),  t8". 
and  I  9)  as  paragraph  (ai  (6).  (7>.  and 
i8>  respectively  «22  F.R.  4806.  July  9. 
1957 1  ( 24  F  R  3603.  May  5.  1959 »  to  read 
as  follows: 

tj  78.306  Specification  ICC-l  1  1  AlOO- 
VI  -I ;  f  union-welded  Meel  tank-*  to  be 
inounird  on  or  forniinp  part  of  a 
far. 

S  78.30i>-l  1       MiirWing. 


(6>  Water  capacity  of  the  t^ft  h 
pounds  stamped  plainly  and  wi  ^ 
nently  In  letters  and  figures  at  ^.„ 
inch  high  into  the  metal  of  tht 
immediately  below  the  mark  ■»- 
in  subparagraphs  (2)  and  (S)  g 
this  paragraph.  This  mark  ••— *  -^ 
be  stenciled  on  the  jacket  _ 
below  the  dome  platform  and 
behind  or  within  3  feet  of  the  rigktir 
left  side  of  the  ladder,  or  ladders.  If  r 
is  a  ladder  on  each  side  of  the 
in  letters  and  figures  at  least  2 
high  a.s  foUow.s: 

WATER  CAPACITY 
000000  POUNDS 

(7<  When  a  tank  car  and  Iti 
tenances  are  designed  and  au 
the  transportation  of  a  partleular  „_. 
modity.  the  name  of  that  commodllrM- 
lowed  by  the  word  only",  or  suehfltte 
wording  as  may  be  required  to  taMak 
the  limits  of  usage  of  the  car.  mmtL\» 
stenciled  on  each  side  of  the  tsA, « 
jacket  if  lagged,  in  letters  at  least  IkA 
high,  immediately  above  the  slaBdhl 
mark  specified  in  subparagraph  (1)  if 
this  paragraph. 

( 8  •   Tanks  made  of  clad  plates  anlli 
stenciled  on  the  tank,  or  Jacket  If 

"(naming     material)     

tank  "     Lined  tanks  must  be 
on  the  tanks,  or  jacket  if  lagged. 

ing   material)    lined  Ml* 

These  marks  must  be  In  letters  it  kHl 
2  inches  high.  Immediately  abewt  ti 
stenciled  mark  specified  in  SUbpangnU 
( I  >  of  this  paragraph. 

In  $  78.307-18  amend  paragrspil  (D 
(3>.  '4>,  and  '5»  (22  P.R.  480t.M^| 
1957)  to  read  as  follows: 


,,  February  20,  1962 


'a»    •    •    '  , 

(31  Initials  of  company  and  date  of 
additional  tests  performed  by  the  party 
assembling  the  completed  car.  In  those 
cases  where  the  tank  builder  does  not 
complete  the  fabrication  of  tank.  In  let- 
ters and  figures  at  least  %  Inch  high 
stamped  plainly  and  permanently  into 
the  metal  immediately  below  the 
stamped  marks  specified  In  subpara- 
graph (2)  of  this  paragraph  by  the  party 
assembling  the  completed  car. 

(4)  Date  on  which  the  tank  was  last 
tested  and  pressure  to  which  tested. 
stencUed  on  the  tank,  or  Jacket  If  lagged. 

(5)  Date  on  which  the  safety  valves 
were  last  tested  and  pressure  to  which 
tested,  stenciled  on  the  tank,  or  jacket  If 
lagged. 


S  78.307      .Spwificalion      ICC-1( 

^' ;  lagged  f  union-welded  ittmA  mA 
to  be  mounted  on  or  foradif  pM 
of  a  rar. 

S  78.307-18      Marking. 

•a)    •   •   • 

1 3 )  Initials  of  company  and  date  d 
additional  tests  performed  by  the 
assembling  the  completed  car,  tB 
cases  where  the  tank  builder  do 
complete  the  fabrication  of  tank,  !■■• 
ters  and  figures  at  least  %  lack  MP 
stamped  plainly  and  permanfol^  Ml 
the  metal  Immediately  bdflw  tl 
stamped  marks  specified  in  rtp^ 
graph  (2)  of  this  paragraph  by  the HW 
assembling  the  completed  car. 

( 4 )  Date  on  which  the  tank  WMl8 
tested  and  pressure  to  which  tlj* 
stenciled  on  the  tank,  or  Jacket  If  MMg 

( 5 )  Date  on  which  the  safeir  ftm 
were  last  tested  and  pressure  to  «■ 
tested,  stenciled  on  the  tank,  or  wm 
if  lagged. 

In  8  78.308-18  amend  parsgrtphttj 
(3..  (4).  and  (5)  (22  PJl.  4810,  J«H 
1957)  to  read  as  follows: 

§  78.308  .Specificalion  ICC-l*^ 
.\1^W;  lasted  fuoion-weldad  1^ 
num  tankit  to  be  mounted  «■•*•■• 
infc  part  of  a  rar. 

§  78.308-18      Marking. 

(3)   Initials  of  company  and  ■■■ 
additional  tests  performed  by  »•  !■• 


the  completed  car.  in  those 
-re  the  tank  builder  does  not 

^»  fabrication  of  tank,  in  let- 

SS  figures  at  least  %  inch  high 
nlalnly  and  permanently  into 
llm^med  lately  below  the 
iQUics   specified    in   subpara- 


:l-*  <2)  of  this  paragraph  by  the  party 
P*?w»«^,  the  completed  car. 
■•f'^te  on  which  the  tank  was  last 
jII/TdA  pressure  to  which  tested, 
2Sled«>  the  tank,  or  jacket  if  lagged. 
*5r51te  on  which  the  safety  valves 
!•  tart  tested  and  pressure  to  which 
SSJdjItencU^^  on  the  tank,  or  Jacket  if 

Mfe<L 

T-  ITS 309-11  amend  paragraph  (a) 
-jfJJl  (6)  (23  F.R  7663.  Oct.  3,  1958) 

.MMB     Specification      ICC-lllAlOO- 
•'^_^.    acid    resistant    lined    fusion- 
j)|^^  Btcel  tanks  to  be  mounted  on 
ar  forming  part  of  a  car. 

|7U89^n     Marking.    -I 

(J)  ditials  of  company  and  date  of 
ujM^M\»\  tests  performed  by  the  party 
?Z|nfflrf  the  completed  car.  in  those 
-J-  -K«r>  the  tank  builder  does  not 
^BBlete  the  fabrication  of  tank,  In  let- 
^TuA  figures  at  least  %  inch  high 
S!I«i^  Mainly  and  permanently  into 
^  BWtal  Immediately  below  the 
iUgmed  marks  specified  in  subpara- 
inpii  (1)  of  this  paragraph  by  the  party 
lanliung  the  completed  car. 
.  .  •  •  • 

(i)  Date  OTi  which  the  Interior  heater 
OTtOBi  were  last  tested  and  pressure  to 
vliieh  tested,  stenciled  mi  the  tank,  or 
jMket  If  lagged.     .         | 

In  178.810-11  amend  paragraph  (a) 
(1),  (4),  (6).  and  (6)  (24  YR.  3604, 
IbyS,  1959)  to  read  as  follows: 

I7U10  Specification  IOC-1 11 A60-AI^ 
W;  fiuion- welded  aluminum  tanks 
!•  ke  mounted  on  or  forming  part  of 
«  ear.  , 

ITlSlO-ll     Marking. 

(5)  initials  of  company  and  date  of 
tests  performed  by  the  party 

the  completed  car,  in  those 

where  the  tank  builder  does  not 

. J  the  fabrication  of  tank.  In  let- 

■nd  figures  at  least  %  inch  high 
iipiwi  plainly  and  permanently  Into 
Iks  metal  immediately  below  the 
■Imped  marks  specified  in  subpara- 
piVb  (S)  of  this  paragraph  by  the  party 
—mlilliitt  the  completed  car. 

(4)  Date  on  which  the  tank  was  last 
Med  and  pressure  to  which  tested, 
■UneOed  on  the  tank,  or  jacket  if  lagged. 

(6)  Date  on  which  the  safety  valves 
vwe  last  tested  and  pressure  to  which 
tested,  stenciled  on  the  tank,  or  jacket 
tfbaed. 

(6)  Date  on  which  interior  heater  sys- 
toa  were  last  tested  and  pressure  to 
whkh  tested,  stenciled  on  the  tank,  or 
jMket  If  lagged. 

In  178.311-11  amend  paragraph  (a) 
(S).  (4).  (5),  and  (6)  (24  FJl.  3606, 
ICkJ  1, 1969)  to  read  as  follows: 


FEDERAL  REGISTER 

§78.311  Specification  ICC-lllAlOO- 
W-6;  fusion-welded  alloy  steel  tanks 
to  be  mounted  on  or  forming  part 
of  a  c»r. 

§78.311-11      Markinfc. 

(a)    '   •   • 

(3)  T^>ft^^^^«  of  company  and  date  of 
additional  tests  performed  by  the  party 
assembling  the  completed  car,  in  those 
cases  where  the  tank  builder  does  not 
complete  the  fabrication  of  tank,  in  let- 
ters and  figures  at  least  %  inch  high 
stamped  plainly  and  permanently  into 
the  metal  immediately  below  the 
stamped  marks  specified  In  subpara- 
grai^  (2)  of  this  paragraph  by  the  party 
assembling  the  completed  car. 

(4)  Date  on  which  the  tank  was  last 
tested  and  pressure  to  which  tested, 
stenciled  on  the  tank,  or  Jacket  if  lagged. 

(5)  Date  on  which  the  safety  valves 
were  last  tested  and  pressure  to  which 
tested,  StencUed  on  the  tank,  or  Jacket 
if  lagged. 

(6)  Date  on  which  interior  heater  sys- 
tems were  last  tested  and  pressure  to 
which  tested,  stenciled  on  the  tank,  or 
jacket  If  lagged. 

In  178.312-18  amend  paragraph  (a) 
(3),  (4).  and  (5)  (22  P.R.  4812,  July  9. 
1957)  to  read  as  follows : 

§78.312  Specification  ICO112A400- 
W;  forion- welded  steel  Unks,  or 
ICC-112A400-F,  forge-welded  steel 
tanks  fabricated  by  conversion  from 
eziating  ICC-105A500  Unks  to  be 
BMMintcd  on  or  forming  part  of  a 
car. 


§  78.312-18     Marking. 

(a)  •  ^  • 

(3)  TwttJ^ia  of  company  and  date  of 
additional  tests  performed  by  the  party 
iMB^^MTihUng  the  completed  car,  in  those 
cases  where  the  tank  builder  does  not 
complete  the  fabrication  of  Unk,  in  let- 
ters ^nd  flgiures  at  least  %  inch  high 
stamped  plainly  and  permanently  into 
the  metal  inunediately  below  the 
stamped  marks  specified  in  subpara- 
graidi  (2)  of  this  paragrai^  by  the  party 
assemtdlng  the  completed  car. 

(4)  Date  on  which  the  tank  was  last 
tested  and  pressure  to  which  tested, 
stenciled  on  the  tank,  or  jacket  if  lagged. 

(6)  Date  on  which  the  safety  valves 
were  last  tested  and  pressure  to  which 
tested,  stoiciled  on  the  tank,  or  jacket 
if  lagged. 

In  t  78.302-19  amend  paragraph  (a) 
(3),  (4),  and  (5)  (23  TB..  2335.  April  10, 
1958)  to  read  as  follows: 

§  78.313  Specification  ICC-109A200- 
AL-W;  fusion-welded  aluminum 
tanks  to  be  mounted  on  or  forming 
part  of  a  car. 

§  78.313-19     Marking. 


(a)   *   *   • 

(3)  Initials  of  coMpany  and  date  of 
additional  tests  performed  by  the  party 
assfmbUng  the  completed  car,  in  those 
cases  where  the  tank  builder  does  not 
complete  the  fabrication  of  tank,  in  let- 
ters and  flgiires  at  least  %  inch  high 
stampcMl  plainly  and  permanently  into 
the  metal  hnmedlately  below  the 
stamped   marks   specified   in   subpara- 


1577 

graph  (2)  of  this  paragraph  by  the  party 
assembling  the  completed  car. 

(4)  Date  (m  which  the  tank  was  last 
tested  and  pressure  to  which  tested, 
stenciled  on  the  tank,  or  jacket  If  lagged. 

(5)  Date  on  whlcdi  the  safety  Tatvea 
were  last  tested  and  pressure  to  which 
tested,  stenciled  on  the  tank,  ot  jacket 
if  lagged. 

In  §  78.314-19  amend  paragraph  (a) 
(3),  (4),  and  (6)  (22  PJi.  4813,  4814, 
July  9. 1957 )  to  read  as  follows : 

§  78.314     Specification      ICC-109A30a- 
AL-W;    fusion-welded    alum i nam     . 
tanks  to  be  mounted  on  or  forming 
part  of  a  car. 

§  78.314-19      Marking. 

(a)    ♦   •   • 

(3)  Initials  of  company  and  date  of 
additional  tests  performed  by  the  party 
assembling  the  completed  car,  in  those 
cases  where  the  tank  builder  does  not 
complete  the  fabrication  of  tank.  In  let- 
ters and  figures  at  least  %  inch  high 
stamped  plainly  and  permanently  into 
the  metal  inunediately  below  the 
stamped  marks  specified  in  subpara- 
graph (2)  of  this  paragraph  by  the  party 
assembling  the  completed  car. 

(4)  Date  on  which  the  tank  was  last 
tested  and  pressure  to  which  tested, 
stenciled  on  the  tank,  or  jacket  if  lagged. 

(5)  Date  on  which  the  safety  valves 
were  last  tested  and  pressure  to  which 
tested,  stenciled  on  the  tank,  or  jacket 
If  lagged. 

Section,  Paragraph,  and  Reason  for 
Amendment 

72.5(a),  Commodity  Uat— Provides  addlUons 
and  amendments  to  keep  Ck>mmodlty  List 
on  a  current  basis. 
73.53 (k)— TO    delete    guided    missiles    with 
warheads  from  the  deflnltlon  of  exirtoalve 
projectiles. 
73.63 (p) — ^To   redefine    rocket    ammunition, 
which  Includes  g\iided  miasUes,  consistent 
with  military  nomenclatiire. 
73.56(a) — ^Definition  of  nonexploslve  ammu- 
nition Is  amended  to  Include  certain  de- 
vices containing  limited  amounts  of  ex- 
plosives or  other  dangerous  articles  that. 
11  Initiated,  present  no  hazard  In  trans- 
portation. 
78.65    (b)(a),    (e)(S)— New   spec.   21C   fiber 
drvmi  replaces  specs.  21A  and/or  21B  fiber 
drums  for  certain  high  explosives  with  no 
liquid     explosive     Ingredient      nor      any 
chlorate. 
73.93(a)  (10) — Reason  for  §  73.66  applies  also 
to    shipments    of     jwopellant    explosives 
(solid),  class  B;   also  to  set  a  maximum 
net  weight  capacitf. 
73.118(c)     (27).    (28).    (36),    (88)     through 
(44) — To   Include    certain    pyroforlc    ma- 
terials  In   the   list   of   fiammable   liquids 
not   exempt,   In   any   quantity,  from   the 
regulations. 
73.119  (a)  (9) .  (b)  (9)— Reason  for  i  73.65  ap- 
piles    also    to    shipments    of    flammable 
liquids,  n.o.8. 
73.127(b) — To  authorize  an  increased  gross 
weight  capacity  for  bfurels  or  drums  of 
nltroceUuloee  or  collodion  cOtton,  etc.,  wet 
with  alcohol. 
78.136(a)(3)— TO  authorize  the  use  of  spec. 
5C  metal  drums  for  methyl  dichlwoallane 
and  trlchloroellane. 
73.164(a)  (9)— Reason  for  §  78.65  applies  also 
to  sbli»ients  of  flammable  soUds  and  oxi- 
dizing materials,  n.ojB.;  also  to  aet  a  max- 
imum net  weight  capacity. 
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It  1M(»)  (5)— Hmmb  for  I  7S  86  appUa*  aUo 
to  Khlpmanta  ot  taarluaa  paroxlda  and  c»i- 
elua  p«MsMle:  »lao  to  aet  »  maximum  net 
wight  caydty. 
73.1«7(a)(*)— ■••«>'i  *<*  *  '^*'**  applies  aUo 
to   ghlpoMnU   of    cfclohexanone    peroxide 
and  «ni»«*t.tifn»wana  dltoydropwoxtde.  wet. 
78  lS8(a)  (3) — ma^an  for  I  T8  86  applies  alao 
to    stalpnwntB    of    cHmethylbMane    dUiy- 
droperoxlde.  dry  and  lauroyl  peroxide,  dry 
73  163(a)  (3)— Reaaon  for  J  73  65  applies  also 
to  rtilpmenta  of  certain  chlorates;   also  to 
Mi  a  maxlnram  n«t  weight  capacity 
73.168(a)  (3)— ««»aoii  for  f  7S  66  appUes  also 
to  atU^menU  of  lithium  amide,  powdered. 
alio  to  Mt  a  m"*"'""'  net  weight  capacity 
73  179(a)  (4)— Reason  for  I  73  65  appUes  also 
to  >hipmeDt«  of  lacquer  base,  or   lacquer 
chips,   dry.    also    to   se*    a  maximum    net 
weight  capacity. 
,73. 178(a)  (6)— Reason  for  5  73  65  appUes  also 
to  shlpmenU  of  motion -picture  film,  old 
ftP5<  worn  out  (scrap) ;  also  to  set  a  maxi- 
mum net  weight  capacity. 
73.1B5(a)  (5)— Reason  for  S  73  65  applies  alacj 
to  shlpmenU   of   pyruxy'lln    plastic    scrap 
photaigrs|>IUo  film  scrap,  etc  :  also  to  set  a 
maximum  net  weight  capacity. 
73.1»7(a)  (8)— Raaeon  for  |  73.66  applies  also 
to    ahlpments    of     pyroxylin    plastics     in 
sheets.  roHs.  rods  or  tubes:   also  to  set  a 
maximum  net  weight  capacity. 
7»J0l(a)  (5)— Reason  for  I  7868  appUes  also 
to    shipments    of    rubber    scrap,     rubber 
buffings,  reclaimed  rubber   or   regenerated 
rubber:  also  to  set  a  maximum  net  weight 
capacity. 
78.ao4(a)(8).  (6>— Reaeoo  for  f  73.65  applies 
fti«>>  to  ahlpmeaU  of  sodium  hydrosulHte. 
f^imn  to  set  a  Tia-wtTTMim  net  weight  capacity 
73.207(b)  (5)— Reason  for  |  73  65  applies  also 
to  shipments  of  sulfide  of  sodliun  or  suinde 
ot  potassium,   fuaed  or  concentrated   but 
not  ground. 
73Jl7(a)  (3)— Reason  for  I  73  65  applies  als<i 
to    ahlpmenta    of    calclimi    and    lithium 
hypochlorite  compounds,  dry 
78  ja7(a)  (2)— Baason  lor  I  73.66  appUes  also 

to  ahlpinenta  of  urea  peroxide. 
73J134(a)  (3)— Reason  for  I  73.66  applies  also 

to  shipment*  ot  sodium  nitrite. 
78.2Si(a)  (3)     Beaeoo  for  I  78.88  applies  also 

to  shipments  of  ammonium  bichromate. 
73>M(c)(61) — To  Include  phoaphorus  oxy- 
lirankie    In   the    lUt   of    oorroetve   liquids 
not    exempt.    In   any   quantity,    from    the 
reculatlona. 
78J45(a)(a*)     Raasoo    for     |  73  65     applies 
«it  to  abtpaoenta  at  adda  or  ocber  cor- 
roatTe  Ilqfulda,  nx>.s.:  alao  to  preecrlbe  spec 
aU     polTeCliylene      oontalner      as      Inside 
container. 
78.266(a)  (•)— TO    authortaa    new   spec     21C 
liber  dnima.  with  Inalde  ^pec  2V  polyethy- 
lene oontaliMr.   for    Uquld   cleaning   com- 
pounds. 
73J61(a)  (2)— Reason  for  }  73  65  applies  also 
to  shlpmenta  of  lire  erUnguUher  charges. 
732«8(a)  (23)— Reaaon     for     178.86     appUes 
alao  to  shipments  of  hyilrochlorlc  acid  and 
mixtures  or  solutions  thereof;  also  to  pre- 
scribe spec.  TV  polyethylene  container  as 
inside  container. 
73.264(a)(4) — To  authorize  spec.   12B  flber- 
board  box,  with  inside  polyethylene  bottlee. 
for  hydroAuorlc  acid:  to  Increase  permitted 
strength  of  add.  from  58  to  70  percent 
strength:  to  stipulate  minimum  bottle  part 
llili  IrnaM.      to     preecrlbe     bottle     closure 
requirements. 
7S.366<d)  (»)— neaaon  for  I  78.88  appikea  also 
to  shipments  of  hydrofluoalUelc  add;  also 
to  preacrUM   apse,   au   polyethylen*  con 


73266(b)(6)— To  au 

or   ' 

as    or    ML 
hydrogen 

percent  strength. 


PROPOSED   RULE   MAKING 

73266(0)  (7)— AddlUon  of  paragraph  (b)(6) 
to  thU  section  prescribes  use  of  spec.  6J 
barrel  or  drum  therefore  paragraph  (c)  (7) 
la  redundant 

73  271,  heading?  and  (a)— To  provide  pack- 
aging requlremenU  for  phosphorus  oxybro- 

nalde 
73  272(11(51  -  Reason  for  i  73  65  applies  also 
to  shipments  of  sulfuric  acid  not  to  exceed 
95  percent  concentration 
73  276(a)  I  5 1  — To    prohibit    the    use    of    spec 
103A-AL   W   tank    car   for   hydraxlne    solu- 
tion 
73  307ia»  (2i— To     clarify     that     spec.     3HT 
cylladers  are  fur  use  in  UrcraXt  rather  thifn 
fur  aircraft  use 
73  308(a)    Nute    15     Same    as    5  73  307 
73  346  (  a )  (  15  )      Reason  for  I  73  65  appUee  also 

to  poisonous  liquids,   nos.  class  B 
73  353(a)(4)— To    clarify    that    specs     4D800 
and  4DA500  are  for  use  In  aircraft  rather 
than  for  aircraft  use 
73  354(a) — To   define    motor    fuel    anUluiock 

compounds. 
73  358(  a)  (  5)  -  Reason  for  5  73  65  appUes  al.so 
to  shipments  of  hexaethyl  tetraphosphate 
methyl  parathlon.  etc  .  liquid 
73  359  (ai(6(.  (bi(5(  —Reason  for  i  73  65  ap- 
pUes alao  to  shipments  of  hexaethyl  teUa- 
phosphate    mixtures,    etc  .    liquid 
73  3«5(a)  (  ID— The     amendment     of     para- 
graph   (ai(l4)    of    this   section    prescribes 
new    spec     21C    fiber    drum,    which    spec 
replaces    spec     2 IB    fiber    drum,    therefore 
paragraph  ( a )  ( 1 1 )  Is  redundant 
73  365  (  a  )  (  14  t      Reason  for  t  7365.  applies  also 
to    shlpmenta    of    poisonous    solids,    nos. 
class  B 
73  365(a)  (  16)  — For  consistency  and  to  clarify 
the  maximum  number  of  glass  bottlee  per- 
mitted   Inalde    spec.    UA   flberboard    boxes 
tor  poisonous  solids,   noa  .  class  B. 
73.370(a)  (10) -New    spec.    21C    fiber    drum, 
which    replaces   specs    31 A    and   21B    fiber 
drums.  Is  prescribed  In  paragraph  (a)  (11) 
of    this    section,    therefore    paragraph    (a) 
I  10)  Is  redundant 
73  370(  a )  (  1 1  )  -Reason  for  {  73  65  applies  also 
to  shipments  of  cyanides  or  cyanide  mix- 
tures. 
73370(ai  (U)— To     authorize     shipment     of 
cyanides  or  cyanide  mUtures.  In  bulk.   In 
metal  portable  containers  approved  by  the 
Bureau  of  Kxploalves 
73  373,  Heading  and  ta^— To  prescribe  pack- 
aging requirements   for  orthooltroanlllne 
78  373(a>(S)      Rea^wi  for  173  68  applies  alao 
to  shipments  of  ortho  and  parardtranlllne 
78  374(a)  (2)— Reason  for  I  78  66  appUaa  aleo 
to   shlpnients  of   nltrochlorbenaene,   meta 
or  para 
73J77  (a)  [&).  (b)  (5)— Reason  for  i  73  65  ap- 
plies also  to  shipments  of  hexaethyl  tetra- 
phosphate mixtures,  dry.  etc  :  also  to  set  a 
maximum  net  weight  capacity. 
78J78(a)  (6)— Reason  for  I  78.88  appllea  also 
to  shipments  of  beryUlum  metal  powder. 

73  393if )  (3)— Reason  for  I  73  65  applies  also 
to  shipments  of  radioactive  materials 

74  526(o)  (2),  (3).  74.8»(c).  74.580(b). 
14  53a(a) — To  refer  to  the  Bureau  of  Ex- 
plosives Pamphlet  ec  for  recommended 
methods  of  blocking  and  bracing  truck 
bodies  or  traUers.  containing  exploelTes 
claes  A,  B.  or  C.  on  flat  cars. 

74.634(a)— To  preecrlbe  loading  and  sUylng 
requlremenU  applicable  to  portable  con- 
tainers and  tanka. 

77  824  la).(a)  (3).  (3)  — To  make  the  periodic 
retest  requirements  applicable  to  exist- 
ing spec.  MC  301  cargo  tanks  which  re- 
qulrenienta  were  Inadvertently  omitted  In 
Order  No.  47. 

788l-B(d),  78.83-»(d)(l),  78J8-8(d)  (I) . 
78  90-8(d)(l) — To  detail  Improved  thread 
form  on  cloeures  for  specs.  8A.  8C.  6K.  and 
nt  metal  barrels  or  druma. 

78222.  entire  aectlon  and  T8.3a8,  entire  sec- 
tion—Specs  aiA  an6  SIS  fiber  drums  have 
been  replaced  toy  new  speo.  aiC  fltoar  drum. 
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78  224.    entire    section — To    prorlia 

construction  of  new  spec.  aiC  M 

which  Incorporate  features  of 

31A  and  aiB  fiber  drums. 
78  280-22(a)    (3).  (4),  (5).  (6)— Toio 

require  certain  markings  (bQiMan 

date,  location  of  tests  and  by 

original  test  date)  to  be 

103  W  tank  car 
78  281    21ia)     (3),    (4).    (6).   (8) 

i  78  280  22    appUes    also    to  spec 

tank  c-AT 
78  282  20(a)   (3),  ( 5 1 —Reason  for  ITsum 

appUes  also  to  spec    103B-W  tank  ev 
78283   21(a)     (3),    (4).    (5),   t*)     »iaKj»  |, 
applies   also    to  apee.  mp.» 


(3),    (4) 
appUes 

(3),      (4),      (5) 
applies  also  to  spec. 


i  78  280  22 

tank  car 
78  284   22i a) 
',  78  280  22 
tank  car. 
78  285   18(ft) 

5  78  280  22 
tank  car 
78286-l8(a)       (3),      (4),      (5) 

5  78  280  22  applies  also  to  spec. 

tank  car 
78  287    18ia)       (3).       (4».      (8)— 1 

i  78  280-22  appUes  also  to  spec. 

lank  car 
78  288   18(a)       (3),      (4).      (5)— 1    _ 

i  78  280-  22  applies  also  to  apee.  IQ8AIIM 

tiink  car 
78  289 -13(e)— To    replace    "preaaoas"  ni 

•  capacity"  as  the  third  word  In  tha 

sentence  for  clarification. 
7B28»-18(a)       (3).      (4).      (8) 

(  78  280-23  applies  also  to 

tank  car 
78290-18(a)       (3).      (4),      (8)— 1 

I  78  280  22  applies  alao  to  spec.  1 

tank  car 
78291   21(a)    (3).    (4).    (9).    (6)— 1 

}  78  280-22   applies  also  to  spec 

Uink  car. 
78292-21(a)    (3).    (4).   (5),    (8) 

i  78.280-22  appUas  alao  to  spec.  1084  <ftf 

tank  car. 
78296-21(a)       (3).       (5).      (6) 

5  78  280  22  applies  alao  to  spec.  I' 

tank  car. 

(8).    (4), 
appUee 


78297-31(a) 

i  78  280-22 

tank  car 
782»e-21(a)    (3).    (4) 

I  78280-22    applies 

tank  car. 
78299^20(a)     (3).    (4) 

}  78  280  22  applies  also  to  spec 

tank  car. 
78  300   18(a)       (3).      (4).      (5) 


to 


to  spas,  UUm- 


i  78280-22   applies  also 

Alr-W  tank  car. 
78801-l»(a)       (8),      (4).      (5) 

f  78  280-22  appllea  alao  to 

tank  car 
78.302-l»(a)       (3),      (4). 

I  78.280-22   appUes  also 

ALr-W  tank  car. 
78303-ll(a)     (3).    (4),   (5) 

i  78  280-22   appUes  also 

W-1  tank  car. 
78304-ll(a)    (8).    (4).    (5) 

}  78  280-22  appllea  alao 

W-2  tank  car. 
78305-ll(a)    (3),    (4).    (6) 

f  78J280-22  applies  also 

W-3  tank  car. 
78  306  11(a)       (3),      (4), 

t  78  280-22   applies  also  to  spec 

W-4  tank  car. 
78  306  11  (a)  (6)— Eliminates   In 

ooU    marklitg   raqulrementa 

spec.    lllAlOO-W-4   tack 

equipped. 
78  307-18(a)    (3).  (4).  (6) 

280-22    appUes    also    to 

tank  oar. 
78.306-18(a)    (8),  (4),  (5)  — 

380-28  applies  alao  to  apee.  1 

tank  car. 


spec  lOUM- 


FEDERAL  REGISTER 

* 

78.300-ll(s)  (8).  (5)— Reason  for  {  78.280-22 

•ppUeo  alaoto  qMC.  lllAlOO-W-6  tank  car. 
78J1&-U(»)    <»).  <4).  (6).  (6)— Beaatm  for 

I  78,380-32  i4n>UM   '^^'^  ^  spec,    111A60- 

AL-Wt«akcar. 
78,311-U(a)    (8).  (4).  (5).  (6)— Reason  for 

i  78.380-3a  applies  also  to  spec.  IIIAIOO- 

W-6  tank  car. 
78.3ia-18(a)   (8).  (4).  (5)— Reason  for  S  78.- 

280-33  appllea  also  to  spec.  112A400-W  tank 

car. 
78.31S-18(a>  (8).  (4).  (6)— Reason  for  $78.- 

380-23  aiifrtles  also  to  spec.  109A200-Ali-W 

tank  car. 
TC.ai4-19(a)   (3),  (4),  (6)— Reason  for  I  78.- 

380-33  applies  also  to  spec.  109A300-AL-W 

tank  car. 

ITJt.    Doe.    62-1002:    Filed.    Feb.    19,    1962; 
8:46  a.m.] 
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DEPARTMEMT  OF  THE  INTERIOR 

Bur«ou  of  Indian  AfFairs 

(Pboenlz  Ar«a  Office  Bedelegfttlon  Order 
No.  1.  Amdt.  7) 

SUPERINTENDENT,  UINTAH  AND 
OURAY  AGENCY 

R*d*l««otlon  of  Authority  With   Re- 
tpod  to  Lands  and  Minerals 

JITLT27,  1961. 

Order  1  (20  PJl.  992) .  as  amended.  (22 
F.R.  4919;  23  F.R.  6841;  24  PJl.  4925;  24 
F.R.  9402;  25  P.R.  6547;  26  FM.  8468) 
is  further  amended  as  follows : 

1.  Under  Functions  Relating  to  Lands 
and  Minerals,  In  Part  2,  the  following 
section  is  added: 

Sec.  2.17  oa  and  gaa  leases,  (a)  The 
ai>proyal  of  oil  and  gas  leases,  on  forms 
i^jproYed  by  the  Commissioner  of  Indian 
Affairs,  of  tribal  lands  and  of  trust  or  re- 
stricted Individually  owned  lands  In  ac- 
cordance with  advertisements  soliciting 
bids  therefor  pursuant  to  25  CPR  Parts 
171  and  172. 

(b)  The  authority  conferred  by  this 
secticm  extends  to  and  includes  the  ap- 
IMTOval  of  other  appropriate  administra- 
tive action  reqiiired  on  all  assignments 
of  oil  and  gas  leases  now  or  hereafter  in 
force  on  tribal  or  restricted  allotted 
lands,  bonds,  and  other  instnunents  re- 
quired in  connection  with  such  leases  or 
assignments,  and  the  acceptance  of  vol- 
untary surrender  of  leases  by  lessees. 

(c)  The  authority  delegated  in  this 
section  does  not  include: 

1.  Approval  of  leases  on  lands  pur- 
chased or  reserved  for  agency  or  school 
purposes. 

2.  Approval  of  leases,  assignments  and 
bonds  on  any  forms  except  those  ap- 
proved by  the  Commissioner  of  Indian 
Affairs. 

3.  Modification  of  any  forms  approved 
by  the  Commissioner  of  Indian  Affairs. 

4.  Approval  of  amendments  to  oil  and 
gas  leases  or  to  assignments. 

5.  Extension  of  time  for  drilling. 

6.  Approval  of  instruments  providing 
for  the  payment  of  overriding  royalty. 

7.  Approval  of  unit  and  communitlza- 
tion  agreements. 

8.  Assignment  of  separate  horizons. 

9.  Approval  ef  the  cancellation  of  oil 
and  gas  leases  for  violation  of  the  terms 
thereof. 

10.  Approval  of  well-spacing  orders. 

F.  M.  Havxsuuvd. 
Area  Director. 

Approved:  February  14,  1962. 

JoHX  O.  Caow, 
Acttng  Commissioner. 


Notices 


Bureau   of  Land   Managemant 

I  ClaMlflcatlon  No.  313] 

NEVADA 
Small   Tract   Classification 

1.  Pursuant  to  authority  delegated  to 
me  by  Bureau  Order  No.  684.  dated  Au- 
gxist  28.  1961  (26  TR.  8216)  and  the 
State  Director  August  30.  1961  (26  PJl. 
8468  > ,  I  hereby  classify  the  following  de- 
scribed public  lands  In  Washoe  County. 
Nevada,  as  suitable  for  disposition  under 
the  Small  Tract  Act  of  June  1.  1938 
(52  Stat.  609.  43  XJS.C.  682a).  as 
amended : 

MOUNT    DIABLO    MCXIUIAN 

T"     lA  N      R.     10  E 

Sec.  36.  K'.JNEV4NWV4.  SVjNWViNBV* 
NW'i,  8W'«NE14NW>4.  SE'ANW";. 
NW>.4SW'4 

The  area  described  aggregates  115 
ftcrcs. 

2.  Classiflcation  of  the  above  described 
lands  by  this  order  segregates  them  from 
all  appropriation,  including  location  un- 
der the  mining  laws,  except  as  to  appli- 
cations under  the  mineral  leasing  laws. 

3.  The  lands  classified  by  the  order 
shall  not  become  subject  to  application 
under  the  Small  Tract  Act  of  June  1, 
1938  (52  Stat.  609;  43  U.S.C.  682a).  as 
amended,  until  so  provided  by  an  order 
to  be  issued  by  an  authorized  officer, 
opening  the  lands  to  application  or  bid. 

Danul  p.  Bakxr. 
Chief.  Division  of 
Lands  and  Minerals  Management. 

PIBRUARY  8.  1962. 

(PR     Doc     62   1682:     Filed.    Feb.    19,     1962, 
8  45  ajn  I 


under  the  General  Public  Land  J^mh 
reason  of  the  official  filing  of  ttttiM 

Ellbn  W.  Ki 
Acting  Mi 

|F.R     Doc     62   1695;     Piled.    1M>.   M^ 
8:46  ajn.l 


[Tit.    Doc.    63-1680:    FUed.    Feb 
8:49  AJn] 

isao 


19,    1962: 


I  Group  297) 

ARIZONA 
Notice  of  Filing  of  Plat  of  Survey 

February  12. 1962. 

1 .  Plat  of  survey  of  the  lands  described 
below  will  be  officially  filed  in  the  Land 
Office.  Phoenix,  Arizona,  effective  at 
10:00  am.,  on  March  20,  1962: 

OiLA  AND  Salt  Rivni  Moiidian.  Aktzona 

T  5S  .  R    19  E  . 
Sec   32   air 
Sec     36.    lot«    1.    2.    3.   4.    5,    6.    SW'^SW'^. 

SW'«3E'4,  E'jBVa. 

The  areas  described  aggregate  1,043.50 

acres 

2  Available  data  indicates  that  these 
lands  are  mountainous,  and  the  soils  are 
rocky,  sandy  loam. 

3.  Except  for  and  subject  to  valid  exlst- 
ir\g  rights,  it  is  presumed  that  title 
to  the  above  lands  passed  to  the  State  of 
Arizona  upon  acceptance  of  this  plat 
of  survey  on  October  24,  1961. 

4.  In  view  of  the  above,  the  lands  de- 
scribed will  not  be  subject  to  disposition 


3.  4. 
3.  4, 
3.   4. 

3.  4, 
3.  4. 


8V4W%.  8H: 

8HHH.  8H: 
.  B.  «.  1.  mvm, 

4.  E^WH.  Wk: 


I  Group  327] 

ARIZONA 
Notice  of  Filing  of  Plat  of 

FEBRUARY  12,  i|g[ 

1.  Plat  of  survey  of  the  li , 

below  will  be  officially  filed  in  tfc*  _ 
Office,  Phoenix.  Arizona,  efbellit  g 
10:00  a.m.  on  March  20.  1962: 

Gila  and  Salt  Rivxb  Mxusun, 

T    5   N  ,   R.   9   W.. 
Sec    1,  lota   1.  2. 
Sec.  2.  loU  1,  2, 
Sec    3.  lota  1.  2, 
Sec.  4.   lota   1.  2 
Sec    5.  loU   1.  2 
Sec    6.  lota   1.  2,  3.  4 
S>,NEV4.  EMiSW«4. 
Sec    7.    lota    1.    2.    3. 
Sec    8.  All: 
Sec    9.   All; 
Sec    10,  All; 
Sec    U.  All; 
Sec    13,  All: 
Sec    13,   All; 
Sec    14.  All: 
Sec    16.   All; 
Sec    16.  All: 
Sec.  17.  Ail; 
Sec    IS,  loU  1.  2,  3. 
Sec    19,  lota  1,  2.  3. 
Sec    20.  All; 
Sec    31,  All; 
Sec    22.  All; 
Sec    23,  All; 
Sec    24,  All: 
Sec.  25,   All; 
Sec    26.  All; 
Sec    27.  All; 
Sec    28.  All; 
Sec    29.  All; 
Sec    30.   loU   1.  2.  3. 
Sec    31,   loU   1.  2,  3. 
Sec    32.  All; 
Sec    33,  All; 
Sec.  34.  All; 
Sec    35,  All: 
Sec    36,  N'j.  N'jS'j 


4.  EHW%. 
4.  E^WH. 


Z 


4.  BV4WH.  BH: 
4.  B^WH.  BH: 


lou  1.  3,  t,  4: 


Within  the  above  described 
23.190.16  acres. 

2  Available  data  indicates  that  ■ 
lands  in  T.  5  N..  R.  9  W..  »«J«  " 
most  part,  rolling  hills  with  a  rocfcyi* 
There  is  no  timber,  and  the  undoi|m> 
consists  of  greasewood.  pidovenk,  •*• 
tiUo.  catclaw.  and  saguaro  c«ctaa 

3.  The  SEy4SWy4NWy4NW%.  iW 
SEV4NWV4NWy4.  NEy4NW%iWJ 

NW'4.  Nwy4NEy4Swy4Nwy4  m.}.\ 

5  N..  R.  9  W.,  are  embraced  In 
Tract  Leases  Arizona  017071_«ad 
issued  to  the  Agulla  Cattle 

4.  Except  for  the  lands 
paragraph    3,    the    lands 
paragraph  1  are  opened  to 
selection    and    petition   as   «»■  .._^ 
paragraph  5  below.    No  appiw*^* 
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will  be  allowed  under  the 

_ Desert  Land.  Small  Tract,  or 

••JKriionmlneral  public  land  law. 
"■J^E  lands  have  ah-eady  been  claa- 
SSi  iM  consideration  of  an  appUca- 
£*  ^application  that  is  ffled  will 
J^JJSrtd  on  iU  merits.  The  lands 
!!ii\^be  subject  to  occupancy  or  dls- 
•2S  mtll  they  have  been  classifled. 
TSibJect  to  any  existing  valid  rights 
^  WflSrements  of  appUcable  law. 
!22.^  regulations,  the  lands  de- 
!!S«lto  paragraph  1.  excluding  lands 
EaSed  in  paragraph  3.  are  hereby 
^^^  to  filing  applications  and  selec- 
S^Tin  accordance  with  the  following: 
■^Applications  and  selections  xmder 
tiTBaSnlneral  public  land  laws  may  be 
Halted  to  the  Manager  mentioned  be- 
g!T|,^Tming  on  the  date  of  this  order. 
SIji  Splicaiuons  and  selections  will  be 
^^dered  as  filed  on  the  hour  and  re- 
^H«e  dates  shown  for  the  various 
3m  enumerated    in    the    following 

misftaphs; 

(1)  Applications  by  persons  having 
Kior  existing  valid  settlement  rights. 
BRference  rights  conferred  by  existing 
kvi.  or  eouitable  claims  subject  to  al- 
jgyaoee  and  confirmation  will  be  ad- 
jnfloated  on  the  facts  presented  in  sup- 
port of  each  claim  or  right.  All 
iPl^ieatlons  presented  by  persons  other 
tban  those  referred  to  in  this  paragraph 
vlD  be  subject  to  the  applications  and 
.VitiM  mentioned  in  this  paragraph. 

(3)  An  valid  applications  and  selec- 
yoai  under  the  nonmineral  public  land 
hn  presented  prior  to  10:00  ajn.  on 
MUth  20.  1962,  will  be  considered  as 
^^Tt«n>niiriy  filed  at  that  hour. 
Blghii  under  such  applicati(ms  and  se- 
toettoDs  filed  after  that  hour  will  be  gov- 
oned  by  the  time  of  filing.  Persons 
dslBdng  preference  rights  based  upon 
nUd  settlement,  statutory  preference,  or 
cqattalde  daims  must  enclose  properly 
eanoborated  statements  in  support  of 
tbdr  applications,  setting  f(M-th  all  facts 
identnt  to  their  claims.  Detailed  rules 
•Dd  regulations  governing  applications 
vhieb  may  be  filed  pursuant  to  this  no- 
Uoa  am  be  found  in  Title  43  of  the  Code 
of  Federal  Regulations. 

Rot  T.  Hklmahdollar. 
I       Manager. 

(yjt.  Doc.    63-1696:    Piled,    Ffeb.    10,    1963; 
8:46  a.m.] 
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in  an  amount  not  in  excess  of  $50,000 
for  supi^ies,  equipment,  and  services  in 
confonnitr  with  applicable  regulations 
and  statutory  authority  and  subject  to 
the  availability  of  appropriations.  (205 
DM  11.1;  M  PH.  11748) 

Dated:  February  8, 1962. 

Conrad  L.  WrarH, 
Director. 

(FJt.    Doc.    62-1688:    Filed.    Feb.    19,    1962; 
8:46  a.in.] 


Notional  Pork  Service 

(Order  No.  18.  Amdt.  2] 

CHIEF,  DIVISION  OF  PROPERTY  MAN- 
AGEMENT AND  GENERAL  SERV- 
ICES 

Anendment  of  Delegation  of 
Authority 

Ddegation  of  Authority  to  enter  Into 
^■WngUm  Office  contracts,  Order  No. 
U.  Amendment  1,  (22  FJl.  7187;  Sep- 
7,  1957)  is  amended  to  read  as 


1.  The    Chief,    Division   of 
Uanagement    and    General 
may  enter  into  contracts  each 


(Order  No.  23,  Amdt.  1] 

CHIEFS  OF  THE  FIELD  DESIGN  OF- 
FICES, REGIONAL  CHIEFS,  DIVI- 
SIONS OF  PROPERTY  MANAGE- 
MENT AND  GENERAL  SERVICES 

Amondment  of  Delegation  of 
Authority 

Delegation  of  Authority  to  execute  and 
approve  contracts.  Order  No.  23  (22  FH. 
1263;  February  28,  1957)  is  amended  to 
read  as  follows: 

Sbctioh  1.  Chiefs  of  the  Field  Design 
Offices.  The  Chiefs,  Western,  Eastern, 
and  National  Capital  Offices  of  Design 
and  Construction,  are  authorised  to  ex- 
ecute aad  i4>prove  contracts  not  in  ex- 
eeas  of  $50,000  for  supplies,  equipment. 
or  services  required  to  carry  out  the 
functions  of  th^r  offices  in  conformity 
with  appUcable  regulations  and  statutory 
authority  and  subject  to  availability  of 
appropriafcions. 

Skc.  3.  The  Regional  Chiefs.  Divisions 
of  Property  Management  and  General 
Servlees,  Regions  Four.  Five  and  Six  Of- 
fices, are -authorized  to  execute  and  ap- 
prove contracts  not  in  excess  of  $50,000 
for  supplies,  equipment  or  services  re- 
quired to  carry  out  the  f  tmctlons  of  the 
Western,  Bastem.  and  National  Capital 
Offices  of  Design  and  Construction,  re- 
spectively, in  conformity  with  applicable 
resnlations  and  statutory  authority  and 
subject  to  availability  of  appropriations. 

Dated:  February  13. 1962. 

Cokrad  L.  WniTH, 
DtrectoT, 

(F.B.    Doc.    62-1688;    Filed,    Feb.    19,    1962; 
8:46  ajn.] 
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(2)  Is  amended  by  revision  of  para- 
graph (e)  of  Section  1  with  reqieet  to 
lands  .And  water  rights  to  read  as 
follows : 

(e)  Acquisition  of  lands  and  water 
rights,  acceptance  of  deeds  or  other  in- 
stnmients  of  title  relating  thereto,  ac- 
ceptaive  of  donations  ot  persooal  prop- 
erty valued  in  excess  of  $10,000.  and 
acceptance  of  donations  of  money  in  ex- 
cess of  $10,000. 

(3)  Is  Mw^nHprf  by  revision  of  para- 
graph (g)  of  Section  1  to  read  as  follows: 

(g)  Sales  of  timber  pursuant  to  Sec- 
tion 3  of  the  Act  of  Aogust  25.  1916 
(39  Stat.  535;  16  USC.  Sec.  3).  when 
the  fair  market  valiie  of  the  timber  in- 
volved in  any  single  transaction  exceeds 
$10,000. 

(4)  Is  amended  by  addition  of  the 
following  paragrmih  to  Section  1: 

(y)  Formal,  full-scale  field  investiga- 
tions of  areas  suggested  or  proposed  for 
inclusion  In  the  National  Park  System 
prior  to  written  approval  of  the  Dtreetor. 


[Order  No.  14.  Amdt.  16] 

REGIONAL  DIREaORS 

Amondnient  of  Delegation  of 
Authority 

Section  1  of  Delegation  Order  No.  14. 
issued  December  1.  1952  (19  PJl.  8824). 
•8  amnded  (25  FJl.  9228.  September  27. 
1960).  (1)  is  amended,  by  deletion  of 
reference  to  the  Superintendent.  Na- 
tional Capital  Parks,  to  read  as  follows: 

SxcnoN  1.  The  Regional  Directors  of 
the  National  Park  Service,  in  the  ad- 
ministration, opo^tion  and  development 
of  the  azeas  and  offices  of  the  regions 
ipvWy  their  supervision  are  authorised 
to  ezerdae  all  of  the  authority  now  or 
hereafter  vested  in  the  Director,  except 
with  respect  to  the  following  matters: 


(Secretaryl  Order  No.  2640.  u  amwMlwl;  S 
U.S.C.  sec.  22;  aec.  2  of  Beorgsnl—tlon  PUa 
No.  3  of  1950) 

Dated:  February  13rlM2. 

Conrad  L.  Wikth. 
Director. 

[PH.    Doc.    62-1683;    Filed!    Feb.    19.    1962; 
8:4BaJn.l 


[Order  No.  26,  Amdt.  1] 

CHIEFS  OF  THE  HELD  DESIGN  OFFICES 

Amendment  of  Defegolion  of 
Authority 

Delegation  of  Authority  to  negotiate 
certain  professional  servieeB  eontraets 
without  advertising  as  contained  in  Or- 
der No.  25  (23  FJt.  T711;  October  4. 
1958)  is  amended  to  read  as  follows: 

Section  1.  Delegation,  The  Chiefs. 
Western  Office,  Eastern  Office,  fOid  Na- 
tional (Capital  OOee  ot  Design  and  Con- 
struction are  authorized,  suhlect  to  the 
provisions  of  Sectitm  2  of  this  order,  to 
exercise  the  authority  delfgated  bw  the 
Administrator  of  General  Serrieee  to  the 
Secretary  of  the  Interior  (24  FA.  1821) 
to  negotiate  without  advertisiDg  under 
section  302(c)  (4)  of  the  Federal  Prop- 
erty and  Administrative  Servicee  Act  of 
1949,  as  amended,  contracts  tar  aervioes 
of  engineering,  architectural,  and  land- 
scape architectural  firms  in  connectinn 
with  the  administration  of  construction 
programs  of  the  National  Park  Service. 

Sbc.  2.  lAmitatione:  exerdae  of  au- 
thorty.  (a)  The  authority  granted  by 
Section  1  ot  this  order  shaU  not  be  m>- 
pllcable  to  buildings  (exehiatve  of 
bridges,  landsc^iing,  utiUties.  etcT)  the 
construction  cost  of  which  is  estimated 
to  be  $200,000  or  more. 

(b)  The  auttiority  granted  by  section 
1  of  this  order  shall  be  ezerdaed  in  ac- 
cordance with  all  provlskms  of  Title  in 
of  the  Act  with  respect  to  negotiatkm  of 
contracts,  and  all  other  praviclons  of 
law.  and  iM;>plicable  policies,  procedures 
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•nd  controls  preacribefl  by  the  Oeneral 
ScfTioes  Administration  and  the  Depart- 
ment of  the  Interior.     (205  DM  11. 4B) 

Dated:  Febniary  13,  1962. 

Comuo  L.  WiKTH. 
Director. 


trU.    Doc.    8»-l«90;    FUed.    Feb. 
8:4SaJn.] 


19.    1962, 


OEPMITMENT  OF  AGRICULTURE 

Office  of  the  Secretory 

RUIAL  AREAS  DEVELOPMENT 

PROGRAM 

Delegotions  off  Authority  and 
Assignment  off  Functions 

Secretary's  llonorandum  No.  1448.  as 
revised  and  supplemented,  makes  the 
f(rflowlng  delecations  of  authority  and 
assignment  of  f  uncti<ms. 

1,  The  Director  of  Agricidtural  Credit 
wlU  give  general  direction  and  super- 
vision to  the  Rural  Areas  DeveloiMnent 
Program  including  activities  under  the 
Area  Redevdofxnent  Act    (PuMic  Law 

87-27). 

2.  There  is  established  in  the  Depart- 
ment of  Agriculture  the  Office  of  Rural 
Areas  Development,  headed  by  a 
Director. 

S.  Under  the  general  direction  and 
supervision  of  the  Director  of  Agricul- 
tural Credit,  the  OfDce  of  Rural  Areas 
Development  will  be  responsible  for  gen- 
eral administration  of  the  Rural  Areas 
Development  Program,  as  well  as  for 
Deputmental  activities  under  Public 
Law  87-27.  to  assure  effecttve  Depart- 
mental participation  In  the  total  effort. 
and  for  the  following  functions: 

(a)  Provide  leadership  and  InitiaUve 
in  the  fonnulaUon  of  current  and  long- 
range  policies  and  plans  for  carrying  out 
the  rural  development  programs  of  the 
Department  of  Agriculture. 

(b)  Coordinate  and  expedite  the  ap- 
pljjffM/wi  of  resources  of  DepartmenUl 
agencies  In  assisting  State,  local,  pri- 
vate, oommunity  and  farm  organizations 
and  indtvldxials  working  for  the  improve- 
ment of  underemployed  areas. 

(c>  Make  recommendations  to  the 
Secretary,  after  studies  and  analyses,  for 
the  dflelgnstiinn  at  areas  for  development. 

(d>  Conduct  continuous  study  to:  (1) 
Determine  how  programs  of  the  Depart- 
qient  can  be  brought  to  bear  on  the  par- 
tteular  problems  in  each  designated  rural 
develoiment  area;  and  (2)  Assure  that 
program  agencies  are  giving  effective 
tf1>^"^^l  assistance  to  private  groups 
and  local  and  State  governments  in  for- 
mulating a  comprehensive  development 
program,  and  are  making  their  full  re- 
sources available  in  supporting  project 
I^ans  for  each  designated  area. 

(e)  ^f«"*»«"  continuous  liaison  with 
appropriate  Departments  and  Agencies 
of  the  Executive  Branch  and  with  offi- 
cials of  public  and  private  organizations 
to  assure  coordination  of  effort  and 
utilisation  of  all  available  resources  in 
support  of  the  total  program. 

(f)  Prepare  and  periodicaUy  revise  a 
Departmental  Rural  Area  Development 
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Program  Inventory  for  each  develop- 
ment area,  consisting  of  an  itemization 
of  the  services  and  programs,  and  pro- 
posed improvements  thereof,  currently 
provided  by  the  Department. 

(g)  Prepare  and  publish  current  re- 
ports on  local  achievement  and  progress 
in  formulating  and  Implementing  niral 
development  programs.  Maintain,  with 
the  assistance  of  participating  agencies, 
records  from  which  necessary  reports 
can  be  made  to  the  Secretary  and 
Congress. 

ResponsibUities  delegated  to  the  Secre- 
tory of  Agriculture  by  the  Secretary  of 
Commerce,  pursuant  to  the  provisions  of 
Public  Law  87-27,  Area  Redevelopment 
Act.  are  redelegated  as  follows: 

4.  Subject  to  direction  and  supervision 
by  the  Director  of  Agricultxural  Credit, 
and  the  responsiblllUes  of  Office  of  Rvu-al 
Areas  Development,  as  stated  above,  and 
other  reservations  of  authority  set  forth 
In  secUon  5  below,  the  following  respon- 
sibilities vmder  the  Areas  Redevelopment 
Act.  sUted  in  the  exact  language  of  the 
delegations  from  the  Secretary  of  Com- 
merce, are  redelegated  to  Individual 
agencies  of  the  Department  of  Agricul- 
ture as  follows :  

<a)  Designation  of  redeveUrpment 
areas.  "Find  facts  and  provide  data  to 
be  used  in  association  with  facts  and 
daU  to  be  furnished  by  the  Secretary 
of  Labor  and  the  Secretary  of  the  Inte- 
rior, by  the  Secretary  of  Commerce,  in 
selecting  the  criteria  and  formulating 
the  standards  upon  which  areas  which 
are  essentially  and  fundamentally  asso- 
ciated with  agriculture  and  forestry  shall 
be  designated  'redevelopment  areas'  un- 
der section  5  (b)  of  the  Act  and  more  par- 
ticularly classified  as  'rural  redevelop- 
ment areas". 

"Find  facts  and  provide  data  and 
make  recommendations  to  be  used  by 
the  Secretary  of  Cwnmerce  in  designat- 
ing and  classifying  'rural  redevelopment 
areas'  under  the  criteria  and  standards 
mentioned  In  the  paragraph,  next  above. 
"Review  from  time  to  time  as  provided 
in  secUon  13  of  the  Act  the  designation 
of  'rural  redevelopment  areas'  and  pur- 
suant to  such  review  to  report  informa- 
tion and  data  to  the  Secretary  of  Com- 
merce necessary  to  enable  the  Secretary 
of  Conunerce  to  determine  whether  con- 
ditions have  changed  in  any  such  'rural 
redevelopment  areas'  so  that  such  area 
is  no  longer  eligible  for  further  assist- 
ance under  the  Act." 

These  fimctions  are  assigned  to  Eco- 
nomic Research  Service,  supported  and 
assisted  by  Statistical  Reporting  Service 
and  other  responsible  USDA  Agencies. 

(b)  Organizational  and  educational 
leaderaMp.  "Provide  in  'rural  redevel- 
opment areas'  organizational  and  edu- 
cational leadership  for  orderly  develop- 
ment of  local  economic  Initiative." 

These  functions  are  assigned  to  Fed- 
eral Extension  Service. 

(c)  Advice,  assistance  and  informa- 
tion. "Provides  advice,  assistance,  and 
Information  to  individuals,  committees, 
groups  and  enterprises  in  'rural*  redevel- 
opment areas'  regarding  the  application 
of  the  Act.  the  Implementation  of  pro- 
posed projects  and  the  objectives  of  the 
approved    overall    Economic    Develop- 


ment Program  for  the  area,  antf  ,^^ 
as  set  forth  In  section  10  of  th*^S^ 

( 1 )  Functions  with  respect  t^gl 
nlcal  Information  and  servlet  «^£ 
signed  to  Farmers  Home  AdmlnMi^f 
supported  and  assisted  by  otta« 
sible  USDA  agencies. 

( 2 )  Functions  with  respect  to 
zatlonal  and  education  lead* 
assigned  to  Federal  Extension  ^ 

(3)  Functions  with  respect  to  ^^ 
mentation  of  proposed  1ni1iii|||a  m 
commercial  projects,  other  thia  vgg 
facilities  are  assigned  to  Rural  wSl 
cation  Administration,  supportit  m 
assisted  by  other  responsible  qS 
agencies. 

(4)  Functions  with  respect  to 
mentation  of  proposed  watar 
projects  and  all  community 
projects  are  assigned  to  FanM 
Administration,  supported  and 
by  Soli  Conservation  Service  m 
responsible  USDA  agencies. 

(d)  Overall     economic 
program.    "Assist  and  fumldk  _ 
to  'rural  redevelopment  areas*  It 
ration  of  Overall  Economic 
Programs." 

( 1 )  Functions  with  respect  to 

cal  Information  and  service  tn 

to  Farmers  Home  Adminlstnttai^ 
ported  and  assisted  by  other 
USDA  agencies. 

(2)  Functions  with  reapeet  to 
izatlonal  and  educational ' 
assigned  to  Federal  Extenskn 

(e)  Certification  of  ooenU  mtm^ 
development   program.     "OtVtf  Ui 
condition  precedent  to  wnmillrli 
Secretary  of  Commerce  as        ""* 
secUon  6(b)  (10)  of  the  Act. 
all  Economic  Development       _ 
such  areas  are  consistent  wttii 
objectives  of  the  economic 
of  rural  areas  of  the  United  ■*•*-• 

These  functions  are 
ers  Home  Administration,  with 
data  provided  by  Economic  R«nHMil 
StatisUcal  Reporting  Servleoi  «!« 
advice  and  assistance  of  othv  n$^ 
sible  USDA  agencies. 

(f)   Technical    assistance 

"Recommend  technical  . 

grams  for  'rural  redevdopaMBl  wtt 

and  to  certify  to  the  SecreCaiyetO* 

merce  that  any  proposed  toctaiMi » 

slstance  program  for  a  'rural  ndMll^ 

ment  area'  under  section  11  d  ttiM 

is  consistent  with  the  purponilC 

secUon  11  of  the  Act,  as  a 

precedent  to  final  approval  or        __  ^ 

Uon  by  the  Secretair  of  Oammtmi 

any  such  program  in  a  'rural 

ment  area'." 

'  These  funcUons  are 

ers  Home  AdminlstraUon, 

and    assistance    of    remwnslblt  mm 

agencies.  ..^  ^^ 

(g)  Loans  and  grants.   "CenMfww 

Secretary  of  Cwnmerce,  as  a 

precedent  to  approval  by  ^--_^^ 

of  Commerce,  that  a  PWPOiWlJP 

in  a  'rural  redevelopment  arsa'tof  ^» 

financial  assistance  Lb  sought 

tions  6,  7,  or  8  of  the  Actto 

with  the  approved  Overall 

velopment  Program  for  sg  _^ 

(1)  Functions  with  re^^eolji 
trial  and  commercial  ptotlMl^ 
than   water  facilities,  are 


,,  February  20,  1962 

L-j  ^Bctriflcatlon  Administration. 
■J*  JEsand  assistance  furnished  by 
.^■^onsible  USDA  agencies. 
^  AA^ons  with  respect  to  Indus- 
J?Jl«floomerclal  water  facility  proj- 
•"Saneommunity  faciUty  projects 
'  ^ned  to  Farmers  Home  Adminls- 
^Mi  advice  and  assistance  fur- 
ty    other     responsible     USDA 


ttSol| 


•JJ^Lctoi  projects.  "Furnish  advice, 
e  and  information  In  connec- 
i  ^jects  and  Overall  Economic 
nt  Programs  In  non-rural  're- 
at  areas'  when  the  Secretary 
it  finds  that  such  projects  or 
projects  in  such  non-rural 
it  areas'  are  essentially  and 
ly  associated  with  agrlcul- 

Tforestry." 

functions  are  assigned  to  the 
_ari  designated  in  subsecUons  4  (d) 
(e)  above,  with  respect  to  "overall 
t  development  programs."  the 
„„j  designated  In  subsecUons  4  (f ) 
(g)  above,  with  respect  to  projects. 
T!Tb«r«  i*  reserved  to  the  Director 
rf  Airieulture  Credit  authority  and  re- 
J^^ty,  as  set  forth  In  the  fore- 
SMddegations,  for : 

^Z  Csrtlfying  to  the  Secretary  of 
see  that  overall  economic  devel- 
i  programs  are  consistent  with  the 

lie  development  of  rvutd  areas. 

(k)  Otftlfylng  to  the  Secretary  of 
(^■■ee  that  proposed  projects  In- 
nHm  fln»««^i*i  assistance  under  the 
m  ve  In  seoordance  with  the  approved 
SMsD  soonomlc  development  program, 
(e)  Beeommendlng  Technical  Assist- 
«■  Pkograms  for  rural  development 
MM  MMi  certifying  to  the  Secretary  of 
QgHMve  that  each  program  Is  consist- 
mk  tWi  the  purposes  of  the  Area  Re- 
HMkpmmtAct. 
(D  Recommending  to  the  Secretary  of 
OMree  criteria  and  standards  to  be 
I  111  the  designation  of  rural  redevel- 
t  areas;  recommending  the  desig- 
and  classification  of  areas,  and 
ot  eligibility  of  such  areas. 

(lAiiiUB.c.aa) 

Dons  at   Washington,    D.C.,    Febru- 
«y  IS.  1982.  I 

Orville  L.   FRXniAN, 
Secretary. 

fUL  Doc.  62-1887;    Piled,    Feb.    10.    IMS; 
8:46  a.m.] 

KPARTMENT  OF  COMMERCE 

Maritime  Administration 
AMEIICAN  EXPORT  LINES,  INC. 
Notice  of  Application 

MoMee  is  hereby  given  that  American 
l^«t  lines.  Inc.,  has  filed  an  appllca- 
iM  lor  a  waiver  \mder  the  provisions 
iftoottoD  804  of  the  Merchant  Marine 
18N.  as  amended,  to  permit  said 
By  to  act  as  agent  to  perform 
I  husbanding  services  for  the  f or- 
[  ship  "Aurelia"  while  said  ship 
_  Export's  Pier  84,  North  River, 
^  Tofk  during  the  ship's  two  calls  at 
f  Tock  now  scheduled  for  June  8  and 
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9,  and  26  and  27,  1962.  The  arrange- 
ment does  not  Involve  the  booking  of 
cargo  or  passengers  for  the  vessel. 

Any  person,  firm  or  corporation  having 
an  interest  in  such  Application  who  de- 
sires to  offer  views  and  comments 
thereon  for  consideration  by  the  Mari- 
time Administrator  should  submit  same 
m  writing,  in  triplicate,  to  the  Secretary, 
Maritime  Administration,  Washington 
25,  D.C.  by  the  close  of  business  March 
2,'  1992.  The  Maritime  Administrator 
will  consider  these  views  and  take  such 
action  with  respect  thereto  as  may  be 
deemed  appropriate. 

Dated:  February  15.  1962. 

By  orcfer  of  the  Maritime  Adminis- 
trator. 

James  S.  Dawson,  Jr., 
Secretary. 

(PH.    Doc.    62-1706;    Piled.    Feb.    19,    1962; 
8:48  a.in.| 


CIVI  AERONAUTICS  BOARD 

(Docket  13339] 

S.A.  EMPRESA  DE  VIACAO  AEREA  RIO 
GRANDENSE  (VARIG) 

Notice  of  Hearing 

In  the  matter  of  the  application  of 
S:A.  Empresa  de  Vlacao  Aerea  Rio 
brandense  (VARIO)  for  amendment  of 
Its  foreign  air  carrier  permit  to  add  two 
new  intermediate  points  Lima,  Peru,  and 
Panama  City.  Republic  of  Panama. 

Notice  Is  hereby  given,  pursuant  to  the 
provisions  of  ttie  Federal  Aviation  Act 
of  1958,  as  amended,  that  hearing  in  the 
above-entitled  proceeding  is  assigned  to 
be  held  on  February  21.  1962,  at  10:00 
ajn.,  eji.t..  in  Room  725,  Universal  Build- 
ing, Connecticut  and  Florida  Avenues 
NW.,  Washington,  D.C,  before  the  un- 
der^gned  Examiner. 

Dated  at  Washington.  D.C,  Febru- 
ary 15. 1962. 

[sxAL]  Russell  A.  Potter, 

Hearing  Examiner. 

|P.B.    Doc.    62-1703;    Piled,    Feb.    19.    1962; 
8:48  a.m.] 


(Docket  11017] 

HANS  TISCHER  ET  AL. 

Common    Control    and    Interlocking 
Rolotionships;  Notice  of  Hearing 

In  the  matter  of  the  application  of 
Hans  O.  Tlscher,  Joseph  Adasko,  and 
United  Forwarders  Service  Inc.,  for  ap- 
proval of  common  control  and  interlock- 
ing relationships  re  United  Travelers. 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Federal  Aviation  Act 
Of  1958.  as  amended,  that  a  public  hear- 
ing in  the  above-entitled  case  is  assigned 
to  be  held  on  February  21,  1962,  at  10 
a.m.,  e.s.t.,  in  Room  1029,  Florida  and 
Connecticut  Avenues  NW.,  Washington, 
D.C,  before  the  undersigned  Examiner. 

For  Information  concerning  the  issues 
involved  and  other  details  in  this  pro- 
ceeding, interested  persons  are  referred 
to  the  Prehearing  Conference  Report  and 


1^ 

all  other  documonts  which  are  in  the 
docket  of  this  proceeding  on  file  in  the 
Docket  Section  of  the  Civil  Aeronautics 
Board. 

Dated  at  Washington,  D.C,  on  Febru- 
ary 14,  1962. 

[SEAL]  James  S.  Kkith, 

Hearing  Examiner. 

|P.R.    Doc.    62-1704;    Piled,    Feb.    10,    lOeS; 
8:48  a.m.] 


DELAWARE  RIVER  BASIN 
COMMISSION 

COMPREHENSIVE  PLAN 
Notice  of  Public  Hearing 

The  Delaware  River  Basin  Commission 
will  hold  a  public  hearing  on  a  draft  df 
Phase  I  of  the  Comprehensive  Plan  for 
the  Delaware  River  Basin,  on  Febru- 
ary 28,  1962  at  10:30  ajn.,  in  Court- 
room No.  1  of  the  Northampton  County 
Courthouse  at  Seventh  and  Walnut 
Streets  in  Easton.  Pennsylvania. 

After  February  14.  the  draft  upon 
which  the  hearing  will  be  held  may  be 
examined,  upon  request,  at  the  tem- 
porary offices  of  the  Commisslan,  930 
Suburban  Station  Building,  Philadel- 
phia 3,  Pennsylvania,  Phone:  Locust 
3-8286.  A  limited  number  of  coi^es  will 
be  available  for  distribution.  The  Com- 
mission's staff  win  be  available  to  con- 
sult with  interested  public  bodies  and 
water  users  before  and  after  the  hearing. 

All  persons  and  organizations  desiring 
to  be  heard  at  the  public  hearing  are 
requested  to  register  in  advance  with  the 
Secretary  of  the  Commission. 

Waltkk  Bi.  Phillzps, 
Acting  Secretary. 

February  13, 1962. 

1P.R.    Doc.    63-1708;    FUed.    Feb.    19.    1962; 
8:48  ajn.j 

FEDERAL  POWER  COMMISSION 

[Docket  No.  CP6a-14S] 

CITIES  SERVICES  GAS  CO. 

Notice  of  Application  and  Dot*  of 
Hearing 

Fbbkuaky  13.  1983. 
Take  notice  that  on  December  12,  ^961. 
Cities  Service  Gas  Company  (Applicant) , 
P.O.  Box  1995,  Oklahoma  City.  CMda- 
homa.  filed  in  Docket  No.  CP6a-148  an 
application  pursuant  to  section  7(c).  nf 
the  Natural  Gas  Act  for  a  certificate  of 
public  convenience  and  necessity  author- 
izing the  construction  and  operation  of 
field  facilities  to  enable   Applicant  to 
take  into  its  certificated  main  pipeline 
system  natural  gas  whldi  will  be  pur- 
chased from  producers  thereof  from  time 
to  time  during  the  calender  year  1982, 
at  a  total  cost  not  to  exceed  $3,000,000, 
with  no  slngle'project  to  exceed  a  cost  of 
$500,000.  all  as  more  fully  set  forth  In 
the  application  which  is  on  file  with  the 
Commission  and  open  to  public  inspec- 
tion. 


^ 


1584 

The  purpoae of  thla  "budf et-type"  ap- 
pUcstlon  Is  to  aosment  Applicant's 
aUUtr  to  act  with  reasonable  dispatch 
in  contracting  for  and  connecting  to  its 
plpcUne  wstem  new  supplies  of  natural 
gas  in  various  producing  areas  generally 
coextensive  with  said  system. 

Thla  matter  Is  one  that  should  be  dis- 
posed of  as  promptly  as  possible  under 
the  appIlcaMe  rules  and  regiilations  and 
to  that  end: 

Take  f\irther  notice  that,  pursuant  to 
the  authority  contained  in  and  subject  to 
the  JurladleUon  conferred  upon  the  Fed- 
eral Power  Commission  by  sections  7  and 
15  of  the  Natural  CJaa  Act.  and  the  Com- 
mission's rules  of  practice  and  procedure, 
a  hearliw  will  be  held  on  March  20.  1962. 
at  9:30  ajn..  e.s.t..  in  a  Hearing  Room 
of  the  Federal  Power  CSommlsiion.  441 
O  Street  NW..  Washington.  DC.  con- 
cerning the  matters  involved  in  and  the 
Issues  presented  by  such  application: 
Prooidetf,  Tioweoer,  That  the  Commission 
may,  after  a  non-contested  hearing,  dis- 
pose of  the  proceedings  pursuant  to  the 
provisions  of  S  IJO(c)  (1)  or  (2)  of  the 
Commission's  rules  of  practice  and  pro- 
cedure. Under  the  procedure  herein 
provided  for.  unless  otherwise  advised, 
it  will  be  imnecessary  for  Applicant  to 
appear  or  be  represented  at  the  hearing. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis- 
sion, Washington  25.  D.C..  in  accordance 
with  the  rules  of  practice  and  proce- 
dure (18  CFR  1.8  or  1.10)  on  or  before 
March  7.  1963,  Palliire  of  any  party  to 
api>fM-  at  a"^  participate  in  the  hearing 
pKaJi  be  conitnied  as  waiver  of  and  con- 
currence in  omission  herein  of  the  inter- 
mediate decision  procedure  in  cases 
where  a  re<]uest  tbferefor  Is  made. 

Joseph  H.  Gutride, 

Secretary. 

(FJl.    Doc.    63-1725;     FUed.    Feb     19.     19«2; 
8 :  4S  » Jn.  I 


NOTICES 


Arkansas  Louisiana  has  agreed  that  said 
well  should  be  released  from  the  gas  pur- 
chase contract  on  the  condition  that  said 
release  should  be  effective  only  as  to 
the  particular  producing  zone  from 
which  the  well  has  been  producing  and 
has  reserved  the  rtght  to  purchase  gas 
from  any  other  zone  or  zones  in  which 
the  well  may  be  completed. 

Protests  or  petitions  to  Intervene  in 
this  proceeding  may  be  filed  with  the 
Federal  Power  Commission.  Washington 
25,  DC  .  in  accordance  with  the  Commis- 
sion's rules  of  practice  and  procedure 
1 18  CFR  1  8  or  1  10  •  on  or  before  March 
7. 1962. 

JossrH  H  Gutride, 

Secretary. 

IPR     \y>c     62   1726:     Piled.    Feb      19.     1962. 
8  49  a  m  I 


[Docket  Nos.  CT83-177,  €182  233 1 

H.  L.  HUNT  AND  WHELESS  DRILLING 
CO.  n  AL. 

N«lk«  •#  Ap^kotions 

FnausaT  14.  1962. 

Take  notice  that  on  Augiist  14,  1961. 
and  AfVUit  21,  lf61.  H.  L.  Hunt  (Hunt) . 
700  MercantUe  Bank  Building.  Dallas  1. 
Texas,  and  Wheleas  Drilling  Company. 
Operator,  et  aL  (Wheless),  PC.  Box 
1746,  Shreveport,  Louisiana,  filed  In 
Dodcet  Mbs.  CI63-177  and  CI62-233  re- 
q>ectlTel7.  applications  pursuant  to  sec- 
tion 7(b)  of  the  Natural  Oas  Act  for  per- 
mission and  approval  to  abandon  service 
to  Arkansas  Louisiana  Oas  Company 
(Arkansas  Louisiana)  from  their  re- 
spective working  Interests  In  the  Ger- 
trude K.  Ogle  Unit  No.  1  well.  Longstreet 
Field,  Caddo  Parish.  Louisiana,  all  as 
more  fully  set  forth  In  the  appUcatlons 
which  are  on  fUe  with  the  Commission 
and  open  to  public  inspection. 

Hunt  and  Wheless  were  authorized  on 
April  M.  1967.  in  Docket  Nos.  Q-10794 
and  a-10861.  respectively,  to  render  the 
service  herein  proposed  to  be  abandoned. 

The  applications  sUte  that  the  gas 
supply  In  the  subject  well  is  depleted. 


[Docket  No.  O-125S0I 

UNITED  GAS  PIPE  LINE  CO. 
Notice  of  Motion  To  Amond 

FiBRUARY  13.  1962. 

Take  notice  that  on  November  8.  1961. 
United  Gas  Pipe  Line  Company  (Mov- 
ant), 1525  Fairfield  Avenue.  Shreve- 
port. Louisiana,  filed  in  Docket  No. 
G- 12569  a  motion  to  further  amend  the 
order  in  said  docket  issued  on  August  23. 
1967.  all  as  more  fully  set  forth  in  the 
motion  wh^ch  is  on  file  with  the  Commis- 
aion  and  open  to  public  inspection. 

Movant  seeks  authorization  to  increase 
deliveries  of  natural  gas  to  Coastal 
Chemical  CorporaUon,  Pascagoula,  Mis- 
sissippi, from  8.500  Mcf  per  day  to  20,000 
Mcf  per  day  on  an  interruptible  basis. 
Movant  states  that  there  is  sufficient 
capacity  in  the  existing  authorized 
facilities  to  render  the  increased  service 
which  is  required  due  to  an  expansion  of 
the  Coastal  Chemical  Corporation  plant. 

Protests,  requests  for  hearing,  or 
petitions  to  intervene  in  this  proceeding 
may  be  filed  with  the  Federal  Power 
Commission.  Washington  25.  DC,  in  ac- 
cordance with  the  Commission's  r\Ues  of 
practice  and  procedure  <  18  CFR  1.8  or 
1.10)  on  or  before  March  7,  1962. 

JOSBFH   H    GUTRIDI. 

Secretary. 

|FR     Doc     62-1737:     FUed.    Feb.    19.    1963; 
8  49  am  I 


and  the  Foreign -Trade  Zoogg  |^^ 
RegulaUons  <15  CFR  400JM>.|kJ? 
elKn-Trade  Zones  Board  has  ttdiplM^ 
following  resolution  and  ordv: 

The  Board  having  oonsldend  fru    i 

ter:   It  is  ordered.  "Upon  ezai 

the  application,  as  amended  hf 

September  6.  1961.  of  the  Pot.^ 

Industrial  Development  Company, 

Juan.  Puerto  Rico,  as  Grantee  if' 

eign-Trade  Zone  No.  7,  May 

Rico,  for  the  privilege  of 

operating   and  maintaining  a 

trade  sub-zone  at  Penuelas, 

at  which   Union   Carbide    ._ 

would  operate  an  olefins  plant,  ^ 

found  to  be  in  proper  order  and  ki 

pliance   with  the  Forelgn-Ttait  ] 

Act.  as  amended,  and  the  rolasMI 

ulations  made  thereunder.    Tbt  ] 

has  further  found  that  the 

eign-trade  zone  at  MayacuM  «■«! 

serve    adequately    the    coammimm  tf 

commerce  with  respect  to  the 

purposes  of  such  sub-aone. 

fore,  said  application  for  a  . 

proved  and  the  Secretary  at 

as  Chairman  and  Executtva  OAartf 

the  Board,  is  hereby  authoriai 

rected  to  sign  and  issue  in  t 

Puerto    Rico     Industrial 

Company,  a  grant  permlttinK  tjte 

lishment.  operation  and  mala' 

a  foreign -trade   sub-aone  at 

Puerto  Rico,  in  compliance 

plication,  as  amended,  on  fUa 

Foreign-Trade  Zones  Board.    Itfe 

ther  ordered  that  a  copy  o<  this 

made  a  part  of  the  official  i 

Board.    The  grant  shall  be 

to  settlement  locally  ot  the 

tions  made  by  the  District 

Customs  and  Ehstrlct 

respective  reports,  within  a 

time  after  the  issuance  of  tbe 

Grant  To  Establish,  OpniTi.  unl 

TAIN     A     POHEICN-TllAnB     SUB-SB 
PSNTJCLAS,  PUTHTO  RiCO 


FOREIGN-TRADE  ZONES  BOARD 

(Order  No  Ml 

RESOLUTION  APPROVING  APPLICA- 
TION OF  THE  PUERTO  RICO  INDUS- 
TRIAL DEVELOPMENT  COMPANY, 
SAN  JUAN,  PUERTO  RICO,  AND 
ORDER  AUTHORIZING  ISSUANCE 
OF  GRANT  FOR  A  FOREIGN-TRADE 
SUB-ZONE  AT 'PENUELAS,  PUERTO 
RICO 

Proceedings  of  the  Foreign-Trade 
Zones  Board,  Washington.  DC. 

Reaotution  and  order.  Pursuant  to  the 
authority  granted  in  the  Foreign-Trade 
Zones  Act  of  June  18,  1934.  as  amended 
(48  BUt    »98-1008;   It  U.S.C.  tla^lu) 


Whereas,  by  an  Act  of 
proved  June  18, 1934,  an  Act  "Ti 

for  the  establishment, 
maintenance  of  foreign-trade 
ports  of  entry  of  the  United 
expedite  and  encourage 
merce.  and  for  other  puipOMi".  ■ 
amended  (48  Stat.  998-1003;  UJajC.Tll 
19  5  81a-81u).  hereinafter  ref emi  ll 
as  "the  Act",  the  Foretgn-TiiA  Mn 
Board,  hereinafter  referred  to  !■  *yi 
Board",  is  authorized  and  eiuyuwaiite 
grant  to  corporations  the  Pri^JJ*" 
establishing,  operating,  and  MJiJlfc** 
forclpn-trade  zones  in  or  adjsWMt  » 
ports  of  entry  under  the  JaxkiMttlmm 
the  United  States ;  and,  , 

Whereas,    the    Foreign-Trait  ■■■ 
Board    Regulations    provide    <li  »■ 
400.304>  thatlhe  establishment  Of  • 
eign-trade  sub-zone  in  an 
from  an  existing  sone,  for 
the  specialised  purposes  of 
nlpulatlng,  manufacturinff,  or 
goods  may  be  authorted  If 
finds  that  existing  or  autlioi 
will  not  serve  adequately  tba 
of  commerce  with  re«)ect  to  tt 
purposes;  and. 

Whereas,  the  Puerto  Rico 
Development  Company,  ft 


February  20,  1962 


..._  ^  10  instrumentaUty  of  the 
"■■ill^lalth  of  Puerto  R*OD.  the 
*'*^3rfl>i«l«n-Tr»dB  Zone  No.  7  at 
Paerto  Rioo.  has  made  apiril- 
«ae  and  proper  form  to  tbe 
w  tbe  ettabUshment.  operation, 
^^^enaaoe  of  a  foreign-trade  sub- 
■■■^JpSndas.  Puerto  Rioo:  atMl. 
"wti««as,  the  purpose  of  the  pro- 
JS^S^ne  is  to  provide  the  Grantee 
2S;  the  means  to  permit  the  operaUon 
rirjeflns  plant  in  a  foreign-trade 
"LTLea  uUlizing  as  raw  materials,  re- 
iSr^M  and/or  imported  light  virgin 
2Sa  and/or  any  other  suitable  hydro- 
!rSnn  products  within  the  sub-zone. 
Sdtotended  thereafter  to  be  either  en- 
f»«i  taiU)  the  customs  area  for  con- 
^^         or   reexported   or    consumed 


^^hhi  the  sub-zone;  and. 

^""^         notice  of  the  application  has 


tasB  gtren  and  published,  and  full  op- 
BgrtaDlty  has  been  afforded  all  Inter- 
2iiD<urtles  to  be  heard ;  and. 

I^H^aaa,  the  Board  has  found  that 
|k(  a>««ti»g  Foreign-Trade  Zone  No.  7 
at  llayaguez,  will  not  service  adequately 
yii  eonvenlence  of  commerce  with  re- 
nnet to  the  proposed  purposes  of  such 
aob-ione:  and. 

aa.  the  Board  has  found  the 
1  plans  are  suitable  for  the  estab- 

and  operation  of  the  sub-zone. 

aid  tMt  the  proposed  facilities  described 
lathsappUeation  with  adjustments  pro- 
poMd  hj  the  District  Collector  of  Cus- 
totas  and  District  Engineer,  as  herein- 
atlcr  referred  to,  are  sufficient: 

Wow.  therefore,  the  Board  hereby  fur- 
ttar  fimnts  to  the  Puerto  Rico  Industrial 
Dddoijment  Company  the  privilege  of 
nfr"««*««"y  operating,  and  malntjilnlng. 
a  ftnlcn-trade  sub-zone,  for  the  afore- 
Tn^iMftnort  j>urpo6e.  officially  designated 
u  ftraign-Trade  Sub-Zone  7-A.  at 
rmniiai.  Puerto  Rico,  and  more  par- 
tMIaily  described  on  the  map  accom- 
pnylnt  the  application,  marked  Exhibit 
ll».  10,  said  grant  being  subject  to  the 
provliloiii.  conditions,  and  restrictions 
of  tlie  Act  and  of  all  rules  and  regula- 
ttom  Bade  therexinder.  to  the  same  tx- 
tflBt  as  though  the  same  were  fully  set 
forti  hexeln.  and  also  to  the  following 
■qnai  conditions  and  limitations,  to 
fit: 

Tbe  Qrmntee  shall  make  no  deviation 
ftm  the  maps,  plana,  specifications. 
dnnrtDgi,  and  blue  prints,  accompany- 
taf  the  said  application  and  marked  Bx- 
bUb  Not.  1  to  13  inclusive,  before  or 
■ftg  oompletion  of  the  structures  or 

Wt   Involved,    unless    nvMimra^^i^yi     oi 

Midi  nuu».  plans,  specifications,  draw- 
bt^aod  blue  prints,  has  previously  been 
w^mtted  to  and  has  received  the  ap- 
proval of  the  Board. 

Itt  uprk  of  construction  under  this 
pat  dtaP  commence  immediately  fol- 
l»tbi  the  date  of  the  grant:  said  woiic 
■•n  be  diligently  proeecuted  to  comple- 
ttaa  Md  the  work  of  construotton  shall 
IS  ooapleCed  and  operation  of  tba  aab- 
bMiball  be  commenced  by  tbe  Grantee 
vRhln  a  reasonable  time  from  the  date 
•f  bnance  of  the  Sub-Zone  Orant.  The 
*aa  notify  the  United  States 
■tvhieer  in  whose  District  the 
M  b  kwated  of  the  date  upon 
*M«  work  win  begin  and  as  far  in 
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advaaca  thereof  as  the  District  Engineer 
majr  raaaonably  speeity,  and  shall  notify 
Utat  promptly  in  writing  of  any  sus- 
of  eonstniction  for  a  period  of 
tbaa  one  week,  and  of  its  resump- 
tiim  and  oompletion. 

The  Grantee  shall,  to  the  extent  here 
applicable.  fuUy  comply  with  the  pro- 
visions of  the  laws  for  the  protection 
and  preservation  of  the  navigable  waters 
of  the  United  States,  and  shall  secure  the 
aiithorlaation  and  approvals  of  works  in 
navigable  waters  of  the  United  States 
recpiired  by  such  laws.  The  Grant 
herein  made  shall  not  be  construed  as 
conveying  such  approval. 

The  Grantee  shall  allow  officers  and 
employees  of  the  United  States  of  Amer- 
ica free  and  unrestricted  access  in.  to, 
and  throughout  said  sub-zone  in  the  per- 
formance of  their  official  duties. 

This  Grant  shall  not  be  construed  to 
relieve  the  Grantee  from  liability  for  in - 
jiuT  or  damage  to  the  person  or  property 
of  othors  occasioned  by  the  construc- 
tion, operation,  or  maintenance  of  said 
sub-KKie.  uid  in  no  event  shall  the 
united  States  of  America  be  liable 
therefor. 

This  grant  is  issued  subject  to  settle- 
ment locally  of  the  recommendations 
made  by  the  District  Collector  of  Cus- 
toms and  District  Engineer  In  their  re- 
spective reports  on  the  application  within 
a  reasonable  time  after  Issuance  of  the 
grant. 

In  witness  whereof,  the  Foreign- 
Trade  Zones  Board  has  caused  Its  name 
to  be  signed  and  Its  seal  to  be  affixed 
hereto  by  its  Chairman  and  Executive 
Offloer,  Luther  H.  Hodges,  at  Washing- 
ton, D.C.,  this  14th  day  of  February  1962, 
pursuant  to  Order  of  the  Board. 

FOBXIGN-TBADC  2<OIfKS  BOAKD. 
[SSAL]      LUTHKB   H.    HODGXS. 

Chairman  and 
Executive  Officer. 

Attest: 

RXCHASB  H.  LAXX. 

Executive  Secretary. 
CxKTxncAn  or  Exxcunvx  Sbcsktakt 

I.  Richard  H.  Lake.  Executive  Secre- 
tary of  the  Foreign-Trade  Zones  Board, 
do  hereby  certify  that  the  following  is 
a  true  extract  from  the  records  of  the 
proceedings  of  that  portion  of  the  Min- 
utes (Memorandum)  of  Jantiary  16, 
IMS,  eft  the  Foreign-Trade  Zones  Board 
relating  to  the  matter  hereinbefore  in 
this  grant  described: 

Upon  examination,  the  implication,  as 
amended  by  letter  of  Septraiber  6.  1961, 
of  the  Puerto  Rico  Industrial  Develop- 
ment ConvMuiy.  San  Juan,  Puerto  Rico, 
as  Grantee  of  Foreign-Trade  Zone  No.  7, 
Mayaguex,  Puerto  Rico,  for  the  privi- 
lege of  establishing,  operating  and  main- 
tainhig  a  foreign-trade  sub-zone  at 
Penodas.  Puerto  Rico,  at  which  Union 
CarMde  Carlbe,  Inc..  would  operate  an 
olefins  xdanti  has  been  found  to  be  In 
proper  order  and  in  compliance  with  the 
Fmvlgn-Timde  Zones  Act,  as  amended, 
and  the  rules  and  regulations  made 
thereunder.  The  Board  has  further 
found  that  the  existing  forelgn-tarade 
aone  at  IClTactws  will  not  serve  ade- 
quate the  convenience  of  commerce 
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with  respect  to  the  proposed  prnpesm 
of  such  sub-Bone.  Now,  therefore.  saM 
application  f  <h:  a  grant  is  approved,  aad 
the  Secretary  of  Commerce,  as  Chair- 
man and  Executive  Ofllcer  of  the  Board, 
is  hereliy  authorised  and  directed  to  sicn 
and  issue  In  favor  of.Uie  Puerto  Rleo 
Industrial  Development  Company.-  a 
grant  permitting  the  estiMiahment, 
operation  aiui  maintenance  of  a  foreign- 
trade  sub-zone  at  Penudas.  Puerto  Rieo, 
in  compliance  with  the  appUcatton.  as 
amended,  on  file  with  the  Foreign-Trade 
Zones  Board.  It  is  further  ordered  that 
a  copy  of  this  grant  be  made  a  part  of 
the.  official  records  of  this  Board.  ^Tlie 
grant  shall  be  Issued  subject  to  settle- 
ment locally  of  the  recommendations 
made  by  the  District  Collector  of  Cus- 
toms and  District  Engineer  in  tbetr  re- 
spective reports,  within  a  ressonafaie 
time  after  the  issuance  of  the  grant 

Witness  my  hand  and  the  vol  of  the 
Foreign-Trade  Zones  Board  this  14th 
day  of  February  1962,  at  Waditaigton. 
D.C. 

[SKALl  RXCHABO   H.    I^UOE. 

Executive  Seeretarg. 

|F.R.    Doc.    63-ie82-,    Hied.    F((b.    10.  \ 
8:40  aja.| 


(Order  No.  54] 

RESOLUTION  APPffOVING  APnJCA- 
TION  OF  THE  BOARD  OF  COMIMIS- 
SIGNERS  OF  THE  PORT  OF  NEW 
ORLEANS,  AND  ORDER  AUTHOt- 
IZING  ISSUANCE  OF  GRANT  FOI  A 
FOREIGN-TRADE  SUB-ZONE  AT 
NEW  ORLEANS,  LOUISIANA 

Proceedings    of    the    Forcign-'n»de 
Zones  B(Mu^  Washington.  D.C. 

Re$olutitm,  and  ordv.  Pursuant  to 
the  authority  granted  in  the  Poreicn- 
Trade  Zones  Act  of  June  IB.  1934.  as 
amended  (48  Stat.  MS-lOOS;  19  UJBjC. 
81ar-81u)  and  the  Fweign-Trade  Zones  ^ 
Board  Regulations  (15  CFR  400J04> .  tbe 
Foreign-Trade  Zones  Board  has  •dopted 
the  following  resolution  and-ozdsr: 

The  Board  having  considered  the  mat- 
ter: /f  is  ordered,  "Upon  examinatkm. 
the  application  of  the  Board  of  Cnmmte- 
sioners  of  the  Port  of  New  Orleans,  Maw 
Orleans.  Louisiana,  for  the  pitvlleie  of 
establishing,  (derating  and  watntatnhig 
a  f  ordgn-trade  suh4one  at  Mew  Orleaoa. 
Louisiana,  at  which  the  Mew  Orieans 
Cold  Storage  b  Warehouse  Company. 
Ltd..  acting  as  an  agent  of  the  Port  of 
New  Orleans,  would  operate  a  cold  stor- 
age and  refrigeration  f acOitar  to  aenrlee 
the  movement  of  commodities  requiring 
refrigeration,  has  been  found  to  be  in 
pn^er  order  and  in  complianee  with 
the  Foreign-Trade  Zones  Act.  as 
amended,  and  the  rules  and  regnlatinni 
made  thereunder.  Tlie  Board  has  fur- 
ther found  that  tbe  existlnc  foreign- 
trade  zone  at  New  Orleans  win  not  serve 
adequately  the  convenloiee  of  commeree 
with  re3>ect  to  the  prcvwsad  poipoees 
of  such  sub-zone.  Now.  therefore,  said 
application  for  a  grant  is  apiuoved;  and 
the  Secretary  of  Conmeroe.  as  CbMir- 
man  and  Executive  Qflloer  of  tlw  Board, 
is  her^jy  auttaortnd  and  direeted  to  Sim 
and  issue  in  favor  of  tbe  Board  of  Oom- 
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miasioners  of  the  Port  of  New  Orleans. 
A  grant  permitting  the  establishment, 
operation  and  maintenance  of  a  foreign- 
trade  sub-zone  at  New  Orleans.  Louisi- 
ana, in  compliance  with  the  application 
on  file  with  the  Foreign -Trade  Zones 
Board.  It  Is  further  ordered  that  a  copy 
of  this  grant  be  made  a  part  of  the 
official  records  of  the  Board  The  grant 
shall  be  issued  subject  to  settlement  lo- 
cally of  the  recommendations  made  by 
the  District  Collector  of  Customs  and 
E>istrict  Engineer  in  their  Joint  Report, 
within  a  reasonable  time  after  the  is- 
suance of  the  grant." 

Grant  To  Establish.  Operate,  and  Main- 
tain A  Foriicn-Trade  Sub-Zone  at 
N«w  Orleans.  Louisiana 

Whereas,  by  an  Act  of  Congress  ap- 
proved June  18.  1934.  an  Act  To  pro- 
vide for  the  establishment,  operation. 
and  maintenance  of  foreign-trade  zones 
in  ports  of  entry  of  the  United  States. 
to  expedite  and  encourage  foreign  com- 
merce and  for  other  purposes."  as 
amended  (48  Stat.  998-1003:  U  S  C  Title 
19  S  81a-81u) .  hereinafter  referred  to  as 
"the  Act",  the  Foreign-Trade  Zones 
Board,  hereinafter  referred  to  as  the 
Board",  is  authorized  and  empowered  to 
grant  to  corporation^  the  privilege  of 
esUbllshing.  opepMftg,  and  maintain- 
ing foreign-traide  zones  in  or  adjacent 
to  porta  of  entry  under  the  jurisdiction 
of  the  United  States;  and. 

Whereas,  the  Foreign-Trade  Zones 
Board  Regulations  provide  <  15  CFR 
400.304)  that  the  establishment  of  a 
foreign-trade  sub-zone  is  an  area  sepa- 
rate from  an  existing  zone,  for  one  or 
more  of  the  specialized  purposes  of  stor- 
ing. mAnipulating.  manufacturing,  or 
exhibiting  goods  may  be  authorized  if 
the  Board  finds  that  existing  or  author- 
ized zones  will  not  serve  adequately  the 
convenience  of  commerce  with  respect 
to  the  pnHX>sed  purposes;  and. 

Whereas,  the  Board  of  Commissioners 
of  the  Port  of  New  Orleans,  a  public  cor- 
poration and  an  agency  of  the  State  of 
Louisiana,  as  Grantee  of  Foreign-Trade 
Zone  No.  2  at  New  Orleans,  hereinafter 
referred  to  as  "the  Grantee",  has  made 
application  in  due  and  proper  form  to 
the  Board  for  the  establishment,  opera- 
tion, and  maintenance  of  a  foreign- 
trade  sub-zone  located  in  the  Illinois 
Central  Warehouse  No.  32  at  3900 
Tchoupitoulas  Street.  New  Orleans. 
Louisiana:  and,  which  sub-zone  is  to  be 
operated  by  the  New  Orleans  Cold  Stor- 
age Warehoxise  Company  as  agent  of  the 
Grantee,  to  provide  a  cold  storage  facil- 
ity not  now  available  in  Foreign -Trade 
Zone  No.  2:  and 

Whereas,  notice  of  said  application  has 
been  given  and  published,  and  full  op- 
portunity has  been  afforded  all  inter- 
ested parties  to  be  heard:  and. 

Whereas,  the  Board  has  found  that 
the  existing  Foreign-Trade  Zone  No  2 
at  New  Orleans  will  not  serve  adequately 
the  convenience  of  commerce  with  re- 
spect to  the  proposed  purpose  of  such  a 
sub-zone:  and 

Whereas,  the  Board  has  found  that 
the  propoaed  plana  and  location  are  suit- 
able for  the  eatabllahment  and  operation 
of  the  sub-zone,  and  that  the  facilities 
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described  In  the  application  with  adjust- 
ments recommended  by  the  EMstrict  Col- 
lector of  Customs  and  District  Engineer, 
as  hereinafter  referred  to,  are  sufBcient: 
Now.  therefore,  the  Board,  hereby  fur- 
ther grants  to  the  Board  of  Commission- 
ers of  the  Fort  of  New  Orleans.  Grantee, 
the  privilege  of  establishing,  operating, 
and   malnUlning    a   foreign-trade   sub- 
zone,  for  the  aforementioned  purpose,  of- 
ficially    designated     as     Foreign-Trade 
Sub-Zone    2-A    at    3900    Tchoupitoulas 
Street,    New    Orleans,    Louisiana,    and 
more  specifically  described  on  the  map 
accompanyinK   the  application,   marked 
Exhibit  No    10,  said  grant  being  subject 
to    the   provisions,    conditions,   and    re- 
strictions of  the  Act  and  of  all  rules  and 
regulations    made    thereunder,     to    the 
,same  extent  as  though   the   same   were 
fully  set  forth  herein,  and  also  to  the 
following  express  conditions  and  limita- 
tions, to  wit: 

The  Grantee  .shall  makr  no  deviation 
from  the  maps,  plans,  specifications, 
drawinKS,  and  blue  prlnUs,  accompany- 
inK the  said  application,  and  marked 
Exhibits  1,3.8,  10.  and  13.  before  or  after 
completion  of  the  structures  or  work  in- 
volved, unless  modification  of  such  maps, 
plans,  specifications,  drawings,  and 
blue  prints  has  previously  been  submit- 
ted to  and  has  received  the  approval  of 
the  Board 

The  work  of  any  construction  under 
this  grant  shall  commence  immediately 
following  the  date  of  the  grant,  said 
work  shall  be  diligently  prosecuted  to 
completion,  and  the  work  of  construction 
shall  be  completed  and  operation  of  the 
sub-zone  shall  be  commenced  by  the 
Grantee  within  a  reasonable  time  from 
the  date  of  issuance  of  this  Sub-Zone 
Grant  The  Grantee  shall  notify  the 
United  States  District  Engineer  in  whose 
District  the  sub-zone  is  located  of  the 
date  upon  which  work  will  begin  and  as 
far  in  advance  thereof  as  the  District 
Engineer  may  reasonably  specify,  and 
shall  notify  him  promptly  in  writing  of 
any  suspension  of  construction  for  a  pe- 
riod of  more  than  one  week,  and  of  its 
resumption  and  completion. 

The  Grantee  shall,  to  the  extent  here 
applicable,  fully  comply  with  the  provi- 
sions of  the  laws  for  the  protection  and 
preservation  of  the  navigable  waters  of 
the  United  States,  and  shall  secure  the 
authorization  and  approvals  of  works  In 
navigable  waters  of  the  United  States 
required  by  such  laws  The  Grant  here- 
in made  shall  not  be  con«trued  as  con- 
veying such  approval 

The  Grantee  shall  allow  officers  and 
employees  of  the  United  States  of  Ameri- 
ca free  and  unrestricted  access  in.  to, 
and  throughout  said  sub-zone  In  the 
performance  of  their  official  duties. 

This  Grant  shall  not  be  construed  to 
relieve  the  Grantee  from  liability  for  In- 
jury or  damage  to  the  person  or  property 
of  others  occasioned  by  the  constmctlon, 
operation,  or  maintenance  of  said  sub- 
zone,  and  in  no  event  shall  the  United 
States  of  America  be  liable  therefor. 

This  Grant  is  issued  subject  to  set- 
tlement locally  of  the  recommendations 
made  by  the  District  Collector  of  Cus- 
toms and  District  Engineer  In  their  re- 
spective    reports    on     the    application. 


within  a  reasonable  time  after 
of  the  grant 

In  witness  whereof,  the 
Zones  Board  has  caused  itanaam^c. 
signed  and  Its  seal  to  be  aftn4  hniT 
by  its  Chairman  and  Executht  oST 
Luther  H.  Hodges,  at  Waahlntlai[T|^ 

this  14th  day  of  February.  19a. 

to  Order  of  the  Board. 


Forkicn-Traok  ZoHnBoua 
SEAL)    Luther    H,    HoDota. 

ChatrmaJi  and  Executive Oflett, 

Attest : 

Richard  H.  Lake. 
Executive  Secretary. 

Certificate  op  Executive  Sccurmv 

I.  Richard  H.  Lake.  Executtn  8^^ 
tai  y  of  the  Foreign-Trade  Zonaa  Bh| 
do  hereby  certify  that  the  foDowIm 
■A  true  extract  from  the  reoordaiC||| 
proceedings  of  that  portion  of  tiM  Ml^ 
utos  I  Memorandum )  of  January  \%,Wfi 
of  the  Foreign-Trade  Zones  Board  t^ 
ing  to  the  matter  hereinbefore  In  ib 
urant  described: 

Upon  examination,  the  appUetUtttf 
the  Board  of  Commissioners  of  tbtHt 
of  New  Orleans.  New  Orleans,  Lodikl^ 
a.s  Grantee  of  Foreign-Trade  Zone  III; 
New   Orleans.   Louisiana,  for  tiM  wki 
\ciie  of  establishing,  operating.  Mid 
taining  a  foreign-trade  sub-aona 
Orleans.   Louisiana,   at  whkh  Iht  1$$ 
Orleans  Cold  Storage  L  WarehoanOl^ 
pany,   Ltd..  acting  as  an  agent  tfli 
Fort  of  New  Orleans,  would  oiNnlia 
cold  storage  and  refrigeration  faoflU^ 
.service  the  movement  of  coiiiliMilfl||>j|» 
quiring  refrigeration,  has  been  llapf# 
be  in  proper  order  and  In 
with  the  Foreign -Trade  Zonaa 
amended,  and  the  rules  and 
made  thereunder.    The  Board 
ther  found   that   the  existing 
Trade  Zone  at  New  Orleans  will  Ml 
adequately  the  convenience  of 
with  respect  to  the  proposed 
such    sub-zone.      Now.    therefofit  ill 
application  for  a  grant  Is  apprtwadytid 
the  Secretary  of  Commerce,  aaCliiiMl 
and  Executive  Officer  of  the  Booil 
hereby  authorized  and  directed  la  dP 
and  issue  in  favor  of  the  Board  <lj>^ 
missioners  of  the  Port  of  Ne^OllMjfc 
a    grant    permitting   the  estauMM^ 
operation  and  maintenance  of  a  M^ 
trade  sub-zone  at  New  OrleanfcI» 
slana.  in  compliance  with  tha  ai|P> 
tion  on  file  with  the  Porelgn-Tradall^ 
Board.  It  Is  further  ordered  that  aflR 
of  this  grant  be  made  a  part  of  H» 
ficial  records  of  this  Board.    "I^tnB 
shall  be  Issued  subject  to  settleBMdl* 
cally  of  the  recommendationaaiaiMI 
the   District  Collector  of  Cuatfl«»* 
District  Engineer  In  their  Joint 
within  a  reasonable  time  after  tha 
ance  of  the  grant. 

Witness  my  hand  and  the  aeal «• 
Foreign-Trade   Zones   Board  thia  pi 
day   of  February   1962.  at 
DC 
I  seal  I 


I  F  R      Dor 


Richard  H 
Executive 

02  1693:    Filed,    Fib.   !•• 
8:46  am  | 


,  February  20,  1962 

fliaSTATE  COMMERCE 
COMMISSION 

(NoUoB  608] 

MOTOR  CARRIER  TRANSFER 
PROCEEDINGS 

February  15, 1962. 
,  .iimant  of  orders  entered  purauant  to 
..SjlJtb)  of  the  Interatate  Cwn- 
HiM  Act,  »nd  ru^*"  •^**  regulatiooa 
^jjj^f^  thereunder  (49  CPR  Part 
hS)  MPMT  below: 

jl'vovlded  in  the  Conunlaalon'B  ape- 
JfJL.  of  pracUce  any  interested  per- 
mima  file  «  peUtion  aeeking  reomi- 
^  ^  of  the  following  numbered 
a  within  20  daya  from  the 
I  at  nuhlication  of  thia  notice.  Pur- 
Ik  to  aaetlon  17(8)  of  the  Interstate 
mtne  Act,  the  filing  of  such  a  peti- 
vOl  postpone  the  effective  date  of 
In  that  proceeding  pending  Ita 
The  mattera  relied  upon  by 
must  be  apecifled  in  their 

I  with  particularity. 

9k  MC-^  64612.    By  order  of  Febru- 
0  It,  1962,  the  Traiisfer  Board  ap- 
-  the   transfer   to    Turner   Bros, 
jg  Company,    Inc.,    5501    South 

P.O.  Box  4626,  Oklahoma  City, 

fljfc^irf  Certificate  In  Nos.  MC  115603 
lA  1  and  MC  115603  Sub  5,  issued 
j^  M,  1957  and  December  12.  1961, 
MPMltMly.  to  Jack  Turner,  Jack  E. 
Jmme,  And  E.  E.  Txmier.  a  pMrtnership. 
ilhv  Iwinnnn  as  Turner  Bros.  Trucking 
01^  Ml  South  Hattie,  P.O.  Box  4626. 
City,  Okla.,  authorizing  the 
tlon  of:  Machinery,  equlp- 
■atfrialn  and  auppliea  uaed  in 
with  the  natural  gas  and 
Industry,  and  in  connection 
plpdlnes,  between  points  in  Colo- 
flrfs  and  Wyoming,  on  the  one  hand, 
(■d.  on  the  other,  points  in  Illinois, 
■indca.  South  Dakota,  and  Miaaouri; 
ytmm  pointa  in  niinola,  Nebraaka, 
iMBi  Dakota,  Miaaouri,  Oklahoma,  Kan- 
Mk  and  Texas;  between  points  in 
iMdriana,  and  New  Mexico;  between 
pMi  in  Louisiana,  and  New  Mexico. 
m  Ika  one  hand,  and,  on  the  other, 
pMilB Kansas,  Oklahoma,  and  Texas; 
i  points  in  Oklahoma,  on  the  one 
aHl.  on  the  other,  points  in  Mis- 
1;  machinery,  materials,  supplies 
I  andpment  incidental  to,  or  used  in 
lanatnietion,  development,  and  pro- 
of natural  gas  and  petroleum, 
pointa  in  Wyoming  and  Colo- 
»:  between  points  In  Wyoming,  and 
>,  on  the  one  hand,  and,  on  the 
r,  points  in  Oklahoma;  heavy  ma- 
r.  between  points  in  Colorado  and 
tag;  and  portion  of  Certificate  No. 
MC  Uai9  Bub  18,  acquired  pursuant  to 
PinaiiWini  in  No.  MC-P  7619  and  M- 
rinid  No.  MC  115603  Sub  6,  authorlBlng 
>i  teaaaportation  of:  Machinery  and 
fgltmmA  uaed  in,  or  in  eoimection  with 
■idhoovary,  development,  production, 
NMtag.  manufacture,  processing,  stor- 
gMnmamiaaion  and  diatribution  of  sul- 
y*JPd  its  products,  and  materials,  and 
JNBMVMd  in.  or  in  connection  with 
■•  ilnoiaii.  development,  production, 
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auli^ur  and  ita  products,  when  moving  MC  22425  issued  April  9. 1943  to  William 


^■H,  manufacture,  proceasinff,  stor- 
m.  tniMmlaaion,  and  distributian  of 


to  or  from  exploration,  drilling,  produc- 
tion Willi  the  discovery,  development, 
produetlon,  refining,  manufacture,  proc- 
essing, storage,  transmission,  and  dia- 
trlbutiaD  of  sulphiu*  and  its  products, 
when  moving  to  or  from  exploration, 
drilling,  production.  Job.  construction 
and  plant  (including  refining,  manu- 
facturing, and  processing  plant)  sites,  or 
storage  sites,  between  points  in  Texas, 
on  the  one  hand,  and,  on  the  other,  cer- 
tain points  in  North  Dakota;  and  oil- 
field commodities,  between  points  in 
Texas,  on  ttie  one  hand,  and.  on  the 
other,  certain  points  In  North  Dakota 
and  South  Dakota. 

No.  MC-PC  64731.  By  order  of  Febru- 
ary 12,  1962.  the  Transfer  Board  ap- 
proved the  transfer  to  James  D.  Lock- 
ard.  Stella.  Nebr.,  of  Certificate  No. 
MC  116924  Sub  1.  issued  August  1,  1958, 
to  Joe  Qlover,  Nebraska  City,  Nebr.,  au- 
thorising the  transportation  of:  Sand, 
gravel,  dirt,  and  rock,  broken  or  crushed, 
in  dump  vehicles,  between  points  in 
North  Dakota,  South  Dakota.  Iowa. 
Nebraska.  Kansas,  and  Missouri.  C.  A. 
Roes,  1006  Terminal  Building,  Lincoln  8, 
Nebr.^  an^licants'  representative. 

No.  MC-PC  64742.  By  order  of  Febru- 
ary 12,  1962,  the  Transfer  Board  ap- 
proved the  transfer  to  Allyn  Tank  Une, 
Inc.,  Los  Angeles,  Calif.,  of  Certificates 
Nos.  MC  108941,  MC  1Q8941  Sub  34,  and 
MC  108941  Bub  39.  issued  November  10, 
1949.  June  17.  1953  and  July  16,  1957. 
respectivdbr.  to  F.  N.  Rumbley  Company, 
a  oorporatton.  Fresno,  Calif.,  authorizing 
the  tranqiwrtation  of:  Liquefied  petro- 
leum gas.  in  minimum  lots  of  2500  gal- 
lons, from  and  to  points  in  California, 
Ariaona,  and  Nevada,  as  specified;  lique- 
fied petroleum  gas.  in  tank  truckloads. 
T»ftnimnm  2,500  gallons,  from  Kingman 
and  Wlckenburg,  Ariz.,  to  Flagstaff, 
Ariz.;  liquefied  petroleum  gas  in  mini- 
mum quantity  of  3,000  gallons,  in  tank 
trucks  from  Hobbs.  N.  Mex.,  and  points 
in  New  Mexico  aiul  Texas  within  25  miles 
thereof,  to  points  in  Arizona;  liquid  pe- 
troleum gases  in  bulk,  tn  tank  trucks 
In  minimiui  quantities  of  2500  gallons, 
from  points  in  Los  Angeles,  Orange,  Ven- 
tura, Santa  Barbara,  San  Luis  Obispo, 
Kern,  Kings,  Tulare,  and  Fresno  Coun- 
ties, CaUf.,  to  points  in  Arizona,  and 
from  the  next  above  California  origins, 
'  to  ports  of  entry  at  San  Tsidro,  Tecate 
and  Calexioo,  Calif.,  natural  and  casing- 
head  gasoline  and  liquefied  petroleum 
gaaea,  in  bulk,  in  tank  vehicles,  from 
Parmlngton,  N.  Mex.,  and  points  in  New 
Mexico  within  60  miles  of  Farmihgton, 
to  points  in  California  within  a  specified 
territory;  and  anhydrous  ammonia,  in 
buUc,  in  tank  vehicles,  from  Pittsburg, 
Richmond,  Pinole,  and  Brea,  Calif.,  to 
ports  of  entry  in  California  on  the 
United  States-Mexico  International 
Boundary  line,  Arthur  H.  Olanz,  639 
South  luring  Street.  Los  Angeles  14, 
Calif.,  attorney  for  transferee.  Phil 
Jaoobacm,  610  West  Sixth  Street,  Los 
Angeles  14,  Calif.,  attorney  for  trans- 
feror. 

No.  MC-PC  64785.  By  order  of  Feb- 
ruary 12,  1962,  the  Transfer  Board  ap- 
proved the  transfer  to  Lovejoy's  Express. 
Inc.,  Norwood,  Mass.,  of  Certificate  No. 


P.  Walker,  doing  business  aa^LoveJof's 
Express,  Norwood,  Mass.,  authorlainr  ttie 
transportation  of  general  commodltlea, 
excluding  household  goods  and  commod- 
ities in  bidk,  over  irreguliyr  routes,  be- 
tween Cambridge,  Boston,  and  Somer- 
ville,  Mass.,  on  the  one  hand,  aadi^on 
the  other,  Boston,  Needham.  Dedham, 
Canton.  Sharon,  Foxboro,  Manaflrtd, 
Norton.  Attleboro,  Newton,  Dover.  Sher- 
bom,  HolUston,  Milfor,  Norwood,  Wal- 
pole,  Wrentham,  Plainvllle,  North  Attte- 
boro.  South  Attleboro,  Wertwood.  Mad- 
field,  Millis,  Medway,  West  Midway, 
North  Bellingham,  Franklin,  and  Gary-  1 
vllle,  Mass.  James  J.  Curran,  698  Waahy 
Ington  Street,  Norwood,  Mass.,  attonyy 
for  applicants. 

(seal!  Hakolo  D.  McCot.^ 

Secretory- 

|F.R.    Doc.    62-1694;    FUed,    Feb.    19,    1962; 
8:46  ajn.) 
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SECURITIES  AND  EXCHMieE 
COMMISSION 

(FUe  No.  1-8848] 

APEX  MINERALS  CORP. 
Order  Summarily  SwapMiding  Trading 

FkBXVAXT  14, 1962. 

In  the  matter  of  trading  on  the  San 
Francisco  Mining  Exchange  in  the  com- 
mon stock,  $1.00  par  value  of  Apex  Min- 
erals Corporation.  Pile  No.  1-S84f. 
.  The  common  stodc.  $1.00  par  value,  of 
Apex  Minerals  Corporation,  being  listed 
and  registered  on  the  San  Francisco 
Mining  Exchange,  a  national  securities 
exchange;  and 

The  Commission  being  of  the  opinion 
that  the  public  interest  requiree  the  sum- 
mary suspension,  of  trading  in  auch  se- 
curity on  such  Exchange  and  that  such 
action  is  necessary  and  appitvflafce  for 
the  protection  of  investors ;  and 

The  Commission  being  of  the  opinion 
fiulher  that  such  suspension  is  neces- 
sary in  order  to  prevent  fraudulent,  de- 
ceptive or  manipulative  acts  or  practlees, 
with  the  result  that  it  will  be  unlawful 
under  section  15(c)  (2)  of  the  Seenrltles 
Exchange  Act  of  1934  and  the  Cnmmis- 
sion's  Rule  15c2-2  thereunder  for  any 
broker  or  dealer  to  make  use  of  the  maila 
or  of  any  means  or  instrumentality  of 
interstate  commerce  to  effect  any  trans- 
action In.  or  to  induce  or  attempt  to 
Induce  the  purchase  or  sale  of  such  se- 
curity, otherwise  than  on  a  national 
securities  exchange; 

It  is  ordered.  Pursuant  to  seetkm  19 
(a)  (4)  of  the  Securities  Exchange  Act 
of  1934  that  trading  in  said  security 
on  the  San  Francisco.  Mining  Exchange 
be  summarily  suspendied  in  order  to  pre- 
vent fraudulent,  deceptive  or  mianipula- 
tive  acts  or  practices,  this  order  to  be 
effective  for  a  period  of  ten  (10)  days. 
February  15.  1962,  to  Pebriiary  24.  1062. 
both  dates  inclusive. 

By  the  Commission. 
[  SEAL  ]  OavAL  L.  DoBov, 

Saeretery. 

|F,R,    Doc,    63-1706:    PUad.   P*b.    It.   ItM; 

8:48  am.] 
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rimS-ADMINISTRATIVE 
PERSONNEL  , 

j-^^  |.-Civil  Service  Commission 

fUT  6-«XCEPT10NS  FtOM  THE 
'^COMPETITIVE  SERVICE 

Dspartment  of  Agriculture 

•mmMm  uDon  publication  In  the  Pra- 
JJgS«!Sragraph  (1)  (7)  of  5  6.311 
P;;„o>ded  as  set  out  below. 
liSll     Depwtment  of  Agricnltnre. 

.  •  •  •  • 

(1)  AffricvU^^^^  stabilization  and  Con- 
— ^  Service.  •   *   * 
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the  Cook  or  FKOBaal- 


fAIT  6— EXCEPTIONS  FROM  THE 
COMPETITIVE  SERVICE 

Deportment  of  Commerce 

Mend  Register  Document  62-559. 
■ghHetwMi  at  27  FH.  515.  is  corrected  by 
itamlBg  the  word  "Commission"  In  the 
hndtnc  for  S  6.312(1)  to  read  "Adminis- 
toitkm." 

(U.  17M,  lec.  a,  22  Stat.  403.  as  amended; 
lOAC.aSl.SSS) 

UKTrED  States  Civil  Skrv- 
icK  Commission, 
[IIU.1      Maey  V.  Wenzel. 

Executive  Assistant  to 
the  Commissioners. 

tPJl  Doe.  63-1710;    Piled,    Feb.    30,    1963; 
8:45  a.m.] 
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ride  6-AGRICULTURAL 
CREDIT  , 

Chapter  IV — Commodity  Credit  Cor- 
peraHen,  Department  of  Agricuituro 

MCNATTR  I — LOANS,   PUICHASES,   AND 
OTHEt  OPERATIONS 

PART  438— NAVAL  STORES 


and  Conservation  Service    (hereinafter 
referred  to  as  "COC"  and  "A8CS"). 

Sec. 

438.1301  Administration. 

438.1803  KUglble  producer. 
488.1308  KUclble  naval  stores. 

438.1804  KUglble  rosin. 
438.1806  Kllglble  oleoresln. 

438.1306  Eligible  metal  drums. 

438.1307  AvailabiUty  of  loans. 

438.1308  Rate  of  loan  to  producers. 

438.1809  Storage  provUlons. 

438.1810  Ifattirlty. 

438.1311  Redemption. 

488.1312  Rlgbts  of  CCC  upon  maturity. 

438.1313  Personal  liability. 

AxTTHOBirr:  li  438.1301  to  438.1313  issued 
under  sec.  4(d) ,  62  Stat.  1070,  15  UJS.C.  714b. 
Interprets <)r  appUes  sec.  6(a),  62  Stat.  1072, 
16  UJB.C.  714c;  sec.  301,  63  Stat.  1053.  7 
V3.C.  1447. 

8  43S.1301      Administration. 

The  Naval  Stores  Branch.  Tobacco 
Division,  ASCS,  will  supervise  the  ad- 
ministration of  the  program.  CCC  will 
make  a  loan  to  the  American  Turpen- 
tine Farmers  Association  Cooperative. 
Valdosta.  Georgia  (hereinafter  referred 
to  as  the  "Association"),  under  a  Loan 
Agreement  which  will  enable  the  Asso- 
ciation in  turn  to  make  loans  to  ^gible 
producers  on  eligible  naval  stores,  to 
store  or  supervise  the  storage  of  the 
collateral,  to  perform  related  field  ad- 
ministration functions,  to  arrange  for 
redemptions,  and  to  collaborate  in  the 
liquidation  of  unredeemed  collateral. 
The  ASCS  Commodity  Oflttce,  Dallas, 
Texas,  will  perform  accounting  and 
auditing  functions. 
§  438.1302     Eligible  producer. 


-1962  Gum  Naval  Stores 
Price  Support  Loan  Program 


Jit  with  respect  to  the  Qum 

-  Stores  Price  Support  &oan  Pro- 
ite  the  calendar  year  1962,  formu- 
— Jkf  the  Commodity  Credit  Corpora- 
te aDd  the  Agricultural  Stabilization 


A  producer  will  be  eligible  for  loans  if 
he  (a)  is  a  member  of  the  Association 
imder    manbership    requirements    ap- 
proved by  CCC    (no  producer  who  is 
otherwise  eligible  may  be  excluded  from 
membership  in  the  Association),  (b)  is 
a  cooperator  in  the  1962  Naval  Stores 
Conservation   Program   erf   the   United 
States  Department   of   Agricultiu-e   or 
otherwise   follows   one   or   more   good 
forestry  conservation   practices   estab- 
lished  by   State   and  Federal   forestry 
services,  as  determined  by  the  Associa- 
tion, (c)  has  made  satisfactory  arrange- 
ments to  pay  any  indebtedness  to  the 
United  States  Department  of  Agriculture 
or  any  agency  thereof,  as  evidenced  by 
the   debt   records   maintained    by    the 
Agricultural  Stabilization  and  Conserva- 
tion county  committees  of  the  United 
States  Department  of  Agriculture,  and 
(d)  ^f"  executed,  and  has  not  breached 
his   obligations"  underT  the   Producer's 
Marketing    Agreement     (ATFA     Form 
1-1962) ,  or  any  other  similar  agreement. 

§  438.1303     Eligible  naval  stores. 

"Eligible  naval  stores"  are  eligible 
rosin  and  the  ro^n  content  in  eligible 
oleoresln. 


§  438.1304     EligiUe 

"Eligible  rosin"  is  gimi  rosin  which  (a) 
was  produced  from  eligible  oleoresln.  (b) 
grades  "K"  or  better,  (c)  is  free  and  dear 
from  all  liens  and  encumbrances,  (d)  has 
not  been  theretofore  pledged  for  a  loan 
under  this  or  any  similar  prograi^  and 
in  which  the  beneficial  interest  is  and 
always  has  been  in  the  producer,  (e)  is 
packed  to  the  net  weight  aivroved  by 
CCC,   in  eligible  metal  drams,   (X)    la 
transparent,  (g)  is  free  from  visible  for- 
eign materials  and  contains  no  extrane- 
ous matter  resulting  from  chemical  or 
other  treatment  of  the  rosin,  or  of  the 
oleoresln  or  the  trees  from  which  it  came, 
and  (h)  conforms  as  to  softening  point 
to  not  less  than  Federal  SpeciflcattODs 
IjLL-R626b.  to-wit:  158  degrees  Fahren- 
heit (American  Society  for  Testing  Ma- 
terials Methods  No.  E-28-68T).    Rosin 
must  be  f ederaUy  inspected  and  weighed 
or  the  weights  checked  prior  to  tender 
for  loan. 

§  438.1305     Eligible  caeoresin. 

"Eligible  oleoresln"  is  oleoresln  (a) 
which  was  produced  in  1962  in  the  United 
States  by  an  eligible  producer,  (b)  which 
is  free  and  clear  from  all  liens  and  en- 
cumbrances, (c)  the  resin  content  in 
which  has  not  been  theretofore  pledged 
for  a  loan  under  this  or  any  similar  pro- 
gram and  in  which  the  beneficial  inter- 
est is  and  always  has  been  in  the  pro- 
ducer, and  (d)  which  will  yield  rosin  of 
the  prescribed  grades  and  quality.  When 
a  producer's  eligible  oleoresln  is  com- 
mingled with  oleoresln  produced  by  cXber 
producers  in  the  processing  operation. 
the  rosin  tendered  for  loan  by  the  pro- 
ducer as  representing  the  processed 
equivalent  of  his  eligible  oleoresln  will, 
be  deemed  to  be,  if  otherwise  eligible, 
eligible  rosin  produced  by  such  producer. 


§  438.1306     EtigiUe  metid  drainsl 

"Eligible  metal  drums"  are  drums 
conforming  to  the  specifications  for 
metal  drums  approved  by  CCC.  obtain- 
able from  and  on  file  in  the  ofQce  of  the 
Association. 

§  43&1307     AvaUalMlity  of  loans. 

(a)  Under  the  Loan  Agreement,  CCC 
will  make  a  loan  to  the  Association  for 
the  purpose  of  enabling  the  Association 
to   make  loans  available,  or  to  make 
loans,  to  eligible  producers  of  eligible 
naval   stores  produced   in   1962.     Tlie 
loan  to  the  Association  will  be  in  an 
amoimt  equal  to  (1)  the  amount  of  the 
loans  made  by  the  Association  to  pro- 
ducers. (2)  the  administrative  and  op- 
erating expenses,  approved  by  CCC,  in- 
curred by  the  Association  in  connection 
with  making  loans  available  and  the 
making  of  loans,  and  the  handling,  pres- 
ervation   and    sale    of    pledged   naval 
stores,    (3)    the   storage   charges   after 
naval  stores  are  pledged,  and  (4)    an 
indemnification  charge  to  cover  the  as- 
sumption by  CCC  of  the  riak  of  loss  on 
pledged  naval  stores. 
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(b)  Badi  pfTOduoer  desiring  to  obtain 
loMM  wlU  estate  •  Producer's  Market- 
ing AgTeement  with  the  Association. 
AMh.  lOMi  will  be  secured  by  a  pledge 
by  the  producer  to  the  Association  of 
^»MyiHi«»  rostn.  or  improMssed  rosin  con- 
tent tn  ehglbto  oleoresin.  and  the  Asso- 
ciation, in  torn,  will  pledge  the  same 
to  CCC  as  security  for  the  loan  made 
by  CCC  to  the  Association.  Loans  on 
rosin  will  be  made  only  on  full  drums 
thereof,  and  loans  on  the  rosin  content 
in  oleorestn.  only  upon  the  equivalent 
of  fnll  drums  thereof.  No  loans  will  be 
made  on  any  naval  stor^  offered  later 
than  December  31,  1962. 

(c)  saiglble  naval  stores  will  be 
deemed  tendered  for  loan  by  the  pro- 
ducer to  the  Association  only  when  such 
naval  stores  have  been  (1)  processed  (ex- 
cept where  unprocessed  rosin  content  in 
eleoresln  is  offered  for  loan) ,  (2)  placed 
in  storage  in  the  custody  of  an  approved 
warehouseman  who  has  entered  into  and 
is  fully  complying  with  a  Warehouse 
Agreonent  (ATPA  Form  2-1962).  or  in 
the  custody  of  the  Association  acting 
under  a  Storage  Agreement  with  CCC. 
and  (3)  offered  for  loan  on  a  Producer's 
Offer  (ATFA  Form  3A-1962)  (the  date 
of  which,  unless  a  first  offer  and  dated 
not  later  than  April  1.  1962.  shall  be  not 
later  than  thirty  (30)  days  from  the 
date  of  delivery  of  eligible  oleoresin  for 
processing).  If  there  are  any  liens  or 
encumbrances  on  the  naval  stores  of- 
fered for  loan,  proper  waivers  are  re- 
quired on  a  Lienholders'  Waiver  and 
Agreement  (ATPA  Form  3-1962) . 

§  438.1308      Rate  of  Iomi  to  producen*. 

The  Association  will  make  loans  to 
producers  based  on  the  rate  of  $34.28  per 
standard  barrel  (435  lbs.  net  weight 
each)  of  crude  pine  gum,  processed 
basis.  Although  tiui?entlne  is  not  sup- 
ported, the  crude  pine  gum  support  level 
includes  a  weight  for  turpentine  equal 
to  the  estimated  1962  market  value  of 
turpentine  content  in  a  barrel  of  pine 
gum.  The  loan  rates  on  rosin  are  $10.50 
for  grade  WO,  $10  65  for  grades  X  and 
WW,  and  $10.20  for  grades  N.  M.  and  K 
per  hundred  pounds  net  packed  in 
eligible  metal  dnmis. 
§  438.1309      ^forage  provisions. 

The  producer  will  be  required  to  place 
naval  stores  offered  for  loan  in  storage 
in  the  custody  of  an  approved  ware- 
houseman who  has  entered  into  and  is 
fully  complying  with  a  Warehouse  Agree- 
ment with  the  Association  (this  Agree- 
ment will  be  assigned  by  the  Association 
to  CCC) ,  or  in  the  custody  of  the  Associ- 
ation acting  under  a  Storage  Agreement 
with  CCC.  All  processing  charges,  in- 
cluding the  cost  of  the  eligible  metal 
drums  for  rosin,  and  all  storage  and 
other  warehouse  charges  to  the  date  of 
tender  for  loan  will  be  borne  by  the  pro- 
ducer. Storage  charges  accruing  after 
the  naval  stores  are  pledged  are  payable 
by  CCC.  and  comprise  part  of  the  loan 
by  CCC  to  the  Association. 

§  438.1310     Matnrity. 

The  loan  made  by  CCC  to  the  Associ- 
ation and  the  loans  made  by  the  As- 
aodation  to  producers  will  be  due  and 
payable  upon  demand,  or  on  June  30. 
1963,  whichever  is  earlier. 
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RULES  AND  REGUlATIONS 

§  438. 1311      Redemption. 

( a  >  Subject  to  terms  and  conditions  of 
the  Producer's  Marketing  Agreement,  the 
producer  may  redeem  pledged  naval 
stores,  prior  to  maturity  of  the  loan,  upon 
application  to  the  Association  and  pay- 
ment of  the  redemption  price.  The  pro- 
ducer's right  to  redeem  may  be  exercised 
for  him  and  in  his  behalf  by  the  Associ- 
ation and  the  producer's  exercise  of  the 
right  of  redemption  is  subject  to  the 
prior  exercise  thereof  by  the  Association. 
Subject  to  the  terms  and  conditions  of 
the  Loan  Agreement,  the  Association 
may  redeem  naval  stores  pledged  by  the 
Association  to  CCC.  upon  application  to 
C<X;  therefor  prior  to  the  maturity  of 
the  loan  and  upon  payment  of  the 
redemption  price. 

(b)  The  redemption  price  shall  be  de- 
termined by  CCX;  and  shall  be  the 
amount  outstanding  under  the  Loan 
Agreement,  including  any  unpaid  ac- 
crued expenses  and  charges,  plus  inter- 
est at  the  rate  of  three  and  one-half 
percent  <3'-2';  >  per  annum.  Any  naval 
stores  redeemed  shall  not  be  thereafter 
eligible  for  loan. 

§  438.1312     Right  of  rCC  upon  maturity. 

Upon  maturity  of  the  loan,  CCC  will 
take  title  to  any  unredeemed  naval 
stores,  without  a  sale  thereof,  and  CCC 
shall  have  no  obligation  to  pay  or  ac- 
count to  the  Association  or  the  producer 
for  any  market  value  which  such  naval 
stores  may  have  in  excess  of  the  amount 
of  the  loan,  plus  interest  and  charges. 

§  438.1313      Personal  liability. 

The  loans  will  be  nonrecourse,  except 
that  any  fraudulent  representation  by 
the  producer  or  the  Association  in  the 
loan  documents,  or  in  obtaining  a  loan, 
will  render  him  or  it  subject  to  criminal 
prosecution  under  applicable  law.  and 
personally  liable  for  the  amount  by  which 
the  proceeds  received  upon  the  disposi- 
tion of  the  pledged  naval  stores  are  less 
than  the  amount  of  indebtedness  in- 
curred by  the  Association  with  respect 
thereto. 

Effective  date.    Date  of  signature. 

Signed  at  Washington,  DC.  on  Febru- 
ary 16.  1962. 

Emery  E.  Jacobs, 
Acting  Executive  Vice  President, 
Commodity  Credit  Corporation. 


f,  February  21,  1962 


|FR      Doc      62-1754;     Filed.     Feb.     20, 
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Title  7— AGRICULTURE 

Chapter  VII — Agricultural  Stabiliza- 
tion and  Conservation  Service 
(Agricultural  Adjustment),  Depart- 
ment of  Agriculture 

SUBCHAPTER  B— FARM   MARKETING  QUOTAS 
AND   ACREAGE   ALLOTMENTS 

PART  730— RICE 
Subpart — 1962-63  Marketing   Year 

Proclamation  of   Results  or  Market- 
ing Quota  Refxrendum 

Section  730.1309  is  issued  to  announce 
the  results  of  the  rice  marketing  quota 


referendum     for     the 
August  1.   1962,  through  Jply 
under  the  provisions  of  the 
Adjustment  Act  of   I93a,  _ 
The  Secretary  proclaimed  a 
quota  for  rice  for  the  1961-ili 
year  and  announced  that  a 
would  be  held  on  January  JoT* 
F.R.  184) ,  to  determine  whetlwi 
ducers  were  in  favor  of  or 
marketing  quotas  for  the  i       _ 
August   1.    1962  through  Joly  jT] 
Since  the  only  purpose  of  thjg.^^ 
tion  is  to  announce  results  «( 
erendum.   it   is   found  and 
that  with  respect  to  this 
application  of  the  notice 
provisions  of  the  AdministnHM  I 
dure  Act  is  unnecessary. 

§  730.1309      Proclamation  of  4,., 
of  the  rice  marketing  ■« 
dum   for  the  marketiag 
63. 

In  a  referendum  of  farmen 

in  the  production  of  rice  for  Um 

crop  held  on  January  23,  1MB,  IB 
farmers  voted.  Of  those  vottni  MUg 
94.2  percent  favored  quotas  for  tl» 
keting  year  beginning  Aufuit  I,  || 
Therefore,  rice  marketing  qootM  i||| 
in  effect  for  the  1962-63  marketli« 

(Sec  375,  52  Stat.  66,  as  M»««Mtli:  TQIA 

1375) 

Signed  at  Washington.  D.C.,  oi  |^ 
ruary  16,  1962. 

Emert  e.  item, 
Acting  Administrator,  Atrial 
tural  Stabilization  aai.  d^ 

servation  Service.        •     ■ : 

•  -4 
|PR     Doc     62-1753;    Fllad.   l^k. 
8:50  ajn.] 


Title  U-AERONMiraS 
SPACE 

Chapter  I — Federal  AvkrtiM 

(Reg   Docket  No.  1077;  Sappiil' .|l 

PART  51— GROUND  INSTMICit] 
RATING  ^U 

Practical  Test  R«quiremMilt  hii 
inal  Issuance  of  a  Groumll 
Certificate  and  Rating 

Section    51.17-1   of   the 
terial  contained  in  Part  61  <d 
Air  Regulations   requires  an 
for  original   issuance  of  a  c 
structor  certificate   and  ratlOf» 
one    who    holds    a    currently  I 
teacher's   certificate   issued  bv 
county,   or  State,   to  satiafMtl.  ^, 
complish  a  practical  examinatlB^ 
is  in   addition   to  the  requirii 
examinations. 

The  practical  examination  « 
ated  in  the  interest  of  unifc 
plication  of  examination  P 
effect   a  better  standardiwtf 
requirements,  and  to  raise  thj; 
quality     of     instruction.      Bl. 
gained  ty  the  Federal  Avlatlfl«j 
in  the  certification  of  many 
structors.  and  subsequent  olW-  ^--^^ 
the  activities  of  those  cerUlliwPj 
cates  that  the  required  writt«o< 


^md^m»»  to  determine  that  ux 
E^ouallfled  to  exercise  the 
SSirf  a  ground  instructor  certlfl- 
fff^nff.   Therefore,  the  prwjtt- 


twsful 


currently 
purpose  and 


re<iuired 
is  being 


PEDEtAL  REGISTER 

Iflsiied  in  Washington,  D.C.,  on  Peb- 
nwrylS.  1962. 

D.  D.  Thomas. 
Director,  Air  TraHic  Service. 

[FH.    Doc.    «a-1718":    FUed.    Feb.    20.    1962; 
8:46  a.m.] 


fSi.  regulatory  action  rgjeya  a 

Iz!;  -nd  imposes  no   additional 

■r  sny  person,  notice  and  pubUc 

—  ^  boeon  are  unnecesswy.  and 

JffSZit  eflecUve  on  less  than  30 

^SSSMtion  of  the  foregoing.  Part 
XSrSfa  Air  Regulations  (14  CFR 
Santa  hereby  amended  by  deleting 
'JKJ.1,  rfectlve  February  21.  1962. 
iTallWs).  »1.  a07:  72  Stat.  752.  776.  779; 
.  JSaSJiC).  1*31.  1427) 

^pid  in  Wsshington,  D.C.,  on  Pebru- 

•»*  ***''  N.  E.  Haij^t. 

Administrator. 

-.   Doe    62-1724;    FUed.    Feb.    20.    1962; 
r^  8:47  ajn.l 


[Alnpaoe  Docket  Mo.  61-LA-15] 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Alteration  of  Federal  Airway  and 
Atsodotod  Control  Areos 


III Federal  Aviation  Agency 

mmomrm  e—aii  navigation 

MEOULATIONS 
(AlnpMa  Docket  No.  61-LA-861 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

Alteration      I 

Tte  purpose  of  this  amendment  to 
IMJMM  Is  to  alter  the  description  of 
Mr  iH*******  VOR  Federal  airway  No.  4 
llliMB  Boise,  Idaho,  and  Burley,  Idaho. 

IhtfWeral  Aviation  Agency  plans  to 
■iMtti  the  Boise  VORTAC  on  or  about 
Ml  ft.  1M2,  to  a  new  site  at  latitude 
WUM"  N.,  longitude  116*14'33"  W. 
nkaeyon  necessitates  a  slight  realign- 
MBk  ol  Victor  4.  Therefore,  action  is 
IriMlbetdn  to  redesignate  Victor  4  from 
BriM  to  Burley  via  the  intersection  of 
teBolM  VORTAC  130*  and  the  Burley 
VOKTAC  292*  True  radials. 

ttm  this  amendment  is  minor  in  na- 
fen;  notice  and  public  procedure  hereon 
p  mneeessary.  However,  since  it  is 
mmmrj  that  sufficient  time  be  allowed 
ii  pomit  m>propriate  changes  to  be 
watt  on  aeronautical  charts,  this 
■■taent  win  beccxne  effective  more 
AnW  dsys  after  publication. 
J!-k«anilderation  of  the  foregoing,  and 
-RHaint  to  the  authority  delegated  to 
%lrtbe  Administrator  (25  FH.  12582). 
iHoOovlng  action  is  taken: 

•k  tht  text  of  S  600.6004  (14  CFR 
■MNi  26  FH.  2220,  3275,  10588. 
Ml)  "Boise,  Idaho,  omnirange  sta- 
!■:  Intersection  of  the  Boise  omni- 
gy  121*  True  and  the  Burley  omni- 
Wm  Sn*  True  radials;  Burley,  Idaho. 
MKtnxmtr  is  deleted  and  "Boise. 
wl*^  VORTAC;  INT  of  the  Boise 
yWAC  130*  and  the  Burley.  Idaho. 
ygfAC  292*  radials;  Burley  VORTAC" 
VMMlUulid  therefor. 

Mi  amendment  shall  become  effec- 
I  lOOl  eAt.,  April  5,  1962. 

».  •«(») ,  72  Stat.  749:  40  UJB.C.  1348) 


On  July  27.  1961,  a  notice  of  proposed 
rule  making  was  published  in  the  FKd- 
BKAL  RrasTit  (26  F.R.  6736)  stating  that 
the  Federal  Aviation  Agency  (FAA)  was 
considoing  amendments  to  8S  600.6107 
and  601.6107  of  the  regulations  of  the 
Administrator  which  would  alter  a  por- 
tion of  VOR  Federal  airway  No.  107,  des- 
ignate a  west  alternate  to  t^is  airway 
and  exclude  the  portion  of  the  west 
alternate  which  would  lie  within  Rr-2519 
and  R-2520. 

No  adverse  comments  were  received 
regarding  the  proposed  amendments. 
However,  the  Air  line  Pilots  Association 
(AliPA)  recommended  that  T^ctor  107 
west  alternate  be  aligned  direct  from 
Oxnard.  Calif.,  to  Los  Angeles,  Calif. 

Subsequent  to  publication  of  the  no- 
tice, action  has  been  initiated  to  tan- 
porarily  relocate  the  Los  Angeles  VOR  to 
a  site  at  latitude  33°57'04"  N.,  longitude 
118*24'18"  W.,  a  distance  of  approxi- 
mately 1.7  statute  miles  fn»n  the  pres- 
ent site,  while  corrective  action  is  being 
taken  to  improve  the  (operation  of  the 
^yiirfing  facility.  Victor  107  west  alter- 
nate aligned  on  the  relocated  facility  will 
automaUcally  accomplish  the  ALPA 
suggestion. 

Since  these  actions  involve  the  desig- 
naticm  of  navigable  airspace  outside  the 
United  States,  the  Administrator  has 
consulted  with  the  Secretary  of  State 
and  the  Secretary  of  Defense  in  accord- 
ance with  the  provisions  of  Executive 
Order  10654  and  has  obtained  their  con- 
currence thereto. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rules  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matt^*  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582) 
and  for  the  reasons  stated  in  the  notice, 
the  following  actions  are  taken: 

1.  The  text  of  9  600.6107  (26  F.R.  1209, 
2221)  is  amended  to  read: 

§  600.6107  VOR  Federal  airway  No.  107 
(Los  Angeles,  Calif.,  to  Oakland, 
Calif.). 

From  the  Los  Angeles,  Calif..  VOR  via 
the  INT  of  the  Los  Angeles  VOR  287° 
and  the  FiUmore.  Calif..  VORTAC  163* 
ndials,  FUlmmre  VORTAC.  including  a 


ISK 

W  alternate  from  the  Los  Angeles  VOR 
to  the  I>Wmore  VOR  via  the  Oxnard, 
Calif..  VOR;  Avenal  VOR;  Los  Banos. 
Calif..  VOR;  to  the  Oakland.  Calif.. 
VORTAC,  excluding  the  portions  which 
lie  within  R-2915  and  R-2S20. 

§  601.6107      [Amendment] 

2.  In  the  text  of  1 601.6107  (14  CFR 
601.6107)  "All  of  VOR  Federal  airway 
No.  107"  is  deleted  and  "All  of  VOR  Fed- 
eral airway  No.  107.  including  a  W  alto*- 
nate."  is  substituted  therefor. 

These  amendments  shall  become  effec- 
tive 0001  e.s.t.,  April  5,  1962. 

(Sees.  S07(a).  1110.  72  Stat.  74»,  800;  40 
U.S.C.  1348.  1510,  and  B.O.  108M.  24  PJl. 
9665) 

Issued  in  Washington.  D.C..  on  Feb- 
ruary 14,  1962. 

D.  D.  Thomas, 
Director.  Air  Traffic  Service.  -^ 

[PH.    Doc.    62-1710:    Piled.   Peb.   90.    1082; 
8:46  ajn.] 


[Airspace  Dcx^ket  No.  61-WA-127] 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITiVE  CON- 
TROL AREAS 

Alteration  of  Fodorol  Airwoy  and 
Associotod  Control  Aroos 

On  October  19.  1961,  a  notioe  of  pro- 
posed rule  making  was  published  in  the 
Fedebal  Rxgistsr  (26  FJl.  9833)  stating 
that  the  Federal  Aviation  Agency  pro- 
posed to  alter  low  altitude  VOR  Federal 
airway  No.  99  by  rev<*lng  the  segment 
north  of  the  Rosedale,  Wash.,  intersec- 
tion to  the  united  States/Canadian 
Border  and  realigning  and  extmding  the 
ronaining  portion  fnmi  Olympia,  Wadi.. 
to  Seattle,  Wash.,  via  the  intersection  of 
the  Olympia  VOR  010*  and  the  Seattle 
VORTAC  247*  radials. 

No  adverse  comments  were  received 
regarding  the  proposed  amendments. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rules  herein  adopted^  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed 
amendments  having  been  published, 
therefore,  pursuant  to  the  authority 
delegated  to  me  by  the  Administrator 
(25  F.R.  12582)  and  for  the  reasons 
stated  in  the  notice,  the  following  ac- 
tions are  taken:  

1.  Section  600.6099  (14  C^FR  600.6099) 
is  amended  to  read: 

§  600.6099     VOR  Federal  airway  No.  99 
(Newport,  Greg.,  to  Seattle,  Wada.). 

From  the  Newport,  Oreg.,  VOR  via 
the  Newberg,  Oreg..  VOR;  INT  of  the 
Newberg  VOR  355'  and  the  Olsrmpia 
VOR  195*  radials;  Olympia,  Wash., 
VOR;  INT  of  the  Olympia  VOR  OlO* 
and  the  Seattle  VORTAC  247*  radials 
to  the  Seattle,  Wash.,  VORTAC.  The 
portion  of  this  airway  within  the  Ta- 


comft.  Waah.  (llcCbord  AFB).  Re- 
cUieted  Area/Military  Climb  Corridor 
Rr-C711  shall  be  used  only  after  prior 
apiMTOval  from  the  appropriate  authority. 

3.  The  caption  of  8  601.6098  (14  CFR 
601.6099)   is  amended  to  read: 

8  601.6099  VOR  Federal  airw«r  No.  99 
control  areas  (Newport,  Oreg.,  to 
Seattle,  Wash.). 

These  amendments  shall  become  effec- 
tive 0001  e.8.t.  AprU  5.  1962. 
(Sec.  807(a).  73  Stat.   749;    49  UJS.C.   1348) 

Issued  In  Washington.  D.C..  on  Febru- 
ary 15.  1962. 

D.  D.  Thomas, 
Director.  Air  Traffic  Service. 

[FJtt.    Doc.    e»-1721:     FUed.    Feb.    20.    l»«a; 
8:4«  a.m.| 


[Airspace  Docket  No.  fll-NT-61 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS.  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

R«vocolion  and  Altcrotion  of  Federal 
Airways,  Associated  Control  Areas 
and  Reporting  Points 

On  March  18, 1961.  a  notice  of  proposed 
rule  tw^irtrtg  was  published  In  the  Ped- 
BitAL  RBGism  (26  FIL  2319)  stating  that 
the  Federal  AyiAtion  Agency  (PAA)  pro- 
posed to  reroke  low  altitude  Blue  Federal 
airway  No.  56,  its  associated  control 
areas  and  reporting  points  between  Nor- 
folk. Va..  and  Washington,  DC.  In  ad- 
dltkm.  the  segment  of  low  altitude  VOR 
Federal  airway  No.  156  between  the 
Rlehaiond,  Ya..  VOR  and  the  Cape 
Charles,  Va..  VORTAC  would  be  re- 
aligned, and  low  altitude  VOR  Federal 
airway  No.  33  extended  from  Notting- 
ham. Md..  to  Deep  Creek.  Va.  To  Im- 
plement, in  part,  Amendment  60-21  to 
Part  60  of  the  regulations  of  the  Ad- 
ministrator, the  control  areas  associated 
with  these  airway  segments  would  extend 
upward  from  1,200  feet  above  the  stir- 
face.  It  was  further  stated  that  the 
Harcum  VOR  would  be  designated  as  a 
VOR  reporting  point. 

On  December  7.  1961,  a  supplemental 
notice  of  pnH>osed  rule  making  was  pub- 
lished in  the  Fedbkal  Rsgistzr  (26  P.R. 
11734)  stating  that  the  site  selected  for 
the  Harcum  VOR  had  proven  unsatis- 
factory and  that  the  original  notice  was 
amended  In  that  It  was  proposed  to  align 
Victor  33  and  Victor  156  via  the  Harcum 
VOR  at  a  new  site  at  laUtude  37*26'54" 
N..  longitude  76 '42' 43 "  W.  It  was  also 
proposed  to  align  Victor  33  between  Not- 
tingham and  Harcum  via  the  Intersec- 
tion of  the  Nottingham  VOR  174*  and 
the  Harcum  VOR  003*  True  radlals  to 
provide  lateral  separation  between  en 
route  airway  traffic  and  activities  within 
the  Dahlgren.  Va.,  Complex,  Restricted 
Area  R^-6613.  It  was  further  proposed 
that  the  control  areas  associated  with 
these  airway  segments  extend  from  700 
feet  above  the  surface  to  the  base  of  the 


RULES  AND  REGULATIONS 

continental  control  area  until  such  time 
as  the  control  areas  associated  with  the 
other  airway  segments  In  the  vicinity  of 
Norfolk,  Nottingham.  Cape  Charles  and 
Richmond  can  be  altered  by  applying 
Amendment  60-21  to  Part  60  of  the  Civil 
Air  Regulations. 

The  Department  of  the  Navy  con- 
curred In  the  revocation  of  Blue  56,  the 
realignment  of  Victor  156  and  the  exten- 
sion of  Victor  33  from  the  Nottingham 
VOR  as  far  as  Langley  AFB,  but  they 
objected  to  the  extension  of  Victor  33 
south  of  the  Langley  area  to  the  Deep 
Creek  Intersection  on  the  basis  It  will 
encourage  a  flow  of  VFR  traffic  across 
the  inbound  routing  to  the  Norfolk 
Naval  Air  Station.  They  also  expressed 
concern  as  to  the  future  IFR  traffic  be- 
tween Deep  Creek  Intersection  and  Pat- 
trick  Henry  Airport. 

Blue  56  as  currently  designated  termi- 
nates at  the  Hampton  Roads,  Va.,  Inter- 
section (intersection  of  the  west  coiurse 
of  the  Navy  Norfolk  radio  range  and 
the  south  course  of  the  Langley  AFB 
radio  range*.  Victor  33  would  replace 
Blue  56  and  in  addition  would  extend 
southward  to  the  Deep  Creek  Inter- 
section. Its  extension  south  of  Langley 
AFB  would  encourage  no  more  VFR 
traffic  than  cvirrently  exists  via  Blue  56. 
In  addition,  this  segment  is  required  for 
IFR  shuttle  traffic  between  Patrick 
Henry  AFB  and  Norfolk.  When  op- 
erating in  accordance  with  standard 
ANC  procedures,  this  traffic  is  cleared  to 
Deep  Creek,  thence  to  the  Norfolk  ILS 
outer  marker. 

No  other  adverse  comments  were  re- 
ceived on  either  the  notice  or  supple- 
mental notice. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rules  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  proposed  amend- 
ments having  been  published,  therefore, 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  FR.  12582) 
and  for  the  reasons  stated  herein  and 
in  the  notice  and  supplemental  notice, 
the  following  actions  are  taken: 

§§  600.656,  601.656,  601.4656      [Revo- 
cationa] 

1.  Paris  600  aivl  601  (14  CFR  600.601) 
are  amended  by  revoking  the  following 
sections: 

(a»  Section  600  656  Blue  Federal  air- 
way No.  56  (Norfolk.  Va.,  to  Washington, 
DC). 

(b)  Section  601.656  Blue  Federal  air- 
way No.  56  control  areas  (Norfolk.  Va.. 
to  Washington,  DO. 

(c)  Section  601.4656  Blue  Federal  air- 
way No.  56  (Norfolk,  Va.,  to  Washington, 
D.C  >. 

2.  SecUon  600.6033  (14  CFR  600.6033) 
Is  amend  to  read : 

§  600.6033  VOR  Federal  airway  No.  33 
(Deep  Creek,  Va.,  to  Nottingham, 
Md.,  and  Baltimore,  Md.,  to  BofTalo, 

N.Y.). 

Frwn  the  INT  of  the  Franklin,  Va.. 

VOR  087*  and  the  Norfolk,  Va..  VORTAC 

226*  radials.  via  the  Harcum.  Va..  VOR; 

INT  of  the  Harcum  VOR  003*  and  the 


Nottingham.  Md.,  VOR  114* 
the  Nottingham  VOR.    Fna 
more.  Md..  VORTAC  via  tht 
Pa..  VORTAC;   Philipsbun.  _ 
TAC;  Bradford.  Pa.,  VOR  to  the 
N.Y..  VORTAC.    ThepOTtt^^ 
way  which  lies  within  R-4006 
Is  excluded. 

3.  Section  600.6156  (14  CFR 
is  amended  to  read: 

§  600.6156     VOR  Federal  akv^ 
(Elkinn,   W.    Va.,   to  Capa 

Va.). 

From   the  Elklns,  W.   Va., 
via    the    Gordonsvllle.    Va., ' 
Richmond,    Va..    VOR; 
VOR;     to     the     Cape     Chailia 
VORTAC.     The  portion  of  tt^  _ 
which  lies  within  Rr-6610  ahai]  ^ 
only  after  obtaining  prior  appnm 
appropriate  authority. 

4.  Section  601.6033  (14  CFR  WLMi 
is  amended  to  read: 

§  60 1 .6033     VOR  Federal  ainra,  T|^  ( 
rontrol   areas    (Deep  Creek,  Tw  to 
Nottingham,     Md.,     and    ~  ' 
Md.,  to  BufTalo,  N.Y.). 

All  of  VOR  Federal  airway 

§  601.7001      [Amendment] 

5.  In  the  text  of  §  601.7001  (M  CM 

601.7001)  the  following  is  added: 

Harciim.  Va..  VOR. 

These  amendments  shall  beeaasiA^ 
tive  0001  e.s.t.,  April  5.  1962. 

(Sec.  307(a).   73  SUt.  740;  4B  U JA  S^ 

Issued  in  Washington,  D.C,  mWt^ 
ruary  15,  1962.  f' 

D.  D.  Tmommt  ■' 
Director,  Air  TragU Stnlt^i 


§im^ 


I 


February  21,  1962 


^«fc.a*iilnlatrfttor  (25  PH.  12582), 
flSS^Si  ^^-  ^^^^^    ^  amended 

Olathe,  Kans.,  eontrol  sone, 

__  .  5-mIle  radius  of  the  Olathe. 

^Vfl  (latitude  38  •50  00"  N.,  longl- 
•KSrSO"  W.) ,  within  2  miles  either 
■f  7|fcl  180*  bearing  from  the  Olathe 
fir^Sidlng  from  the  5-mile  radius 
Stoiamiies  S.  of  the  RBN.  and 
5L;  9  mfles  either  side  of  the  Olathe 
ST'^CAN  363*.  038*.  188*.  and  233* 
Skfldiodlng  from  the  5-mile  radius 
JJto  imflM  N.,  NE..  S.  and  SW.  of 

UteaBendment  shall  become  effective 
^mfbt date  of  publication  in  the  Pra- 


[P.R.    Doc.    02-1730;    PUed.   Mb.  ML 
8:40  ajn.] 


.■4 


I  Airspace  Docket  No.  O-KO-I)     J^ 

PART  601— DESIGNATION  OP  M 
TROLLED  AIRSPACE,  RtfOMB 
POINTS,  POSITIVE  CONTIOiHil 
SEGMENTS,  AND  POSITIVI  CV 
TROL  AREAS 

Alteration  of  Control 


The  purpose  of  this  amendMlll 
§  601.2189  of  the  regulations  of  <t>|R 
ministrator  is  to  alter  the  OlattMiBHl 
control  zone. 

The  Olathe  control  rone  Is 
designated.  In  part,  based  on  tbt 
Navy   radio   range.    The  Olalkl 
radio   range   has  been 
and  the  Federal  Aviation 
proved  a  request  by  the 
the  Navy  to  convert  this 
nondirectional    radio    btacon 
Ingly,  action  Is  taken  herein  to 
the  180*  bearing  from  the 
beacon  for  the  south  course  ot        . 
radio  range  in  the  descriptkm  « 
Olathe  control  zone. 

Since  this  amendment  impoMl 
ditional  burden  on  the  public. 
public  procedure   hereon  are 
sary    and    It    may    be   made 
Immediately. 

In  consideration  of  the  i 
pursuant  to  the  authority 


v^ 


T(»).  W  Stat.  748;   49  UJ3.C.  1348) 
in  Washington,  D.C,  on  Feb- 

i^S,  1962.  ^^ 

^  D.  D.  Thomas. 

Director.  Air  Traffic  Service. 

am.  DOC    ea-niS;    Filed.    Feb.    20.    1962; 
^  8:46  ajn.] 


(Atrqwee  Docket  No.  62-WA-lOl 

NkiT  AOI'DESIGNATION  OF  CON- 
BOILED  AIRSPACE,  REPORTING 
KNNTS,  POSITIVE  CONTROL  ROUTE 
SMMIIENTS,  AND  POSITIVE  CON- 
TROL AREAS 

CtNlral  Area  Extension  Description; 
Correction 

Ibetlfe  January  11.  1962   (Airspace 

No.  61-LA-89.   26   F.R,   12508). 

Praeott,  Ariz.,  control  area  exten- 

» was  redesignated  to  include  addl- 

J  alnpace  for  the  protection  of  air- 

,  oeeatlng  revised  holding  pattern 

Upon  pubUcatlon   of  the 

at,  the  portion  of  the  control 

■M  otoision  northeast  of  the  Drake, 
kk,  TOR  was  erroneously  described  as 
liH  bounded  by  VOR  Federal  airway 
Hl  Action  is  taken  herein  to  correct 
•k  mot  by  subsUtutlng  VOR  Federal 
)tnf  No.  257  in  the  description  of  the 
fMoott  control  area  extension. 

thta  amendment  Is  editorial  in 
e.  and  imposes  no  additional  burden 
iny  person,  notice  and  public  pro- 
hereon  are  unnecessary  and  it 
■V  ke  made  effective  Immediately. 

Iheooilderatlon  of  the  foregoing,  and 
IMMUit  to  the  authority  delegated  to 
Mlf  the  Administrator  (25  FR.  12582) , 
liloUowing  action  Is  taken: 

tk  the  text  of  §  601.1300  (26  F.R. 
flNI).  "and  on  the  W  by  VOR  Federal 
IftnyMo.  25"  is  deleted  and  "and  on  the 
W  If  yOR  Federal  airway  No.  257"  is 
therefor. 


FEDERAL  REGISTER 

(Alrapaoe  Docket  No.  e2-WA-4] 

PART  601— DESIGNATION  OF  CON- 
TROUED  AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Altorotion  of  Control  Zone  ancJ  Control 
Aroa  Extension 

The  purpose  of  these  amendments  to 
SS  601.2163  and  601.1037  of  the  regula- 
tions of  the  Administrator  is  to  alter  the 
Pensacola,  Fla..  control  zone  and  control 
area  extension. 

The  Pensacola  control  zone  ( S  601.2163) 
and  control  area  extension  (§  601.1037) 
are  described,  in  part,  with  reference  to 
the  Pensacola  radio  range.  The  Federal 
Aviation  Agency  is  converting  the  Pensa- 
cola radio  range  to  a  nondirectional  radio 
beacon.  Therefore,  action  is  taken 
herelA  to  delete  the  radio  range  from 
the  deecription  of  the  control  zone  and 
the  control  area  extension  and  to  substi- 
tute the  radio  beacon  therefor, 
r  Since  these  amendments  impose  no 
additional  burden  on  any  person,  notice 
and  public  procedure  hereon  are  unnec- 
essary and  it  may  be  made  effective 
immediately. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  FR. 
12582),  the  following  actions  are  taken: 

1.  Section  601.2163  (14  CFR  601.2163) 
is  amended  to  read: 

g  601.216S    Pensacola,  Fla.,  control  zone. 

Within  a  5-mile  radius  of  the  Pensa- 
cola, Fla.,  Municipal  Airport  (latitude 
30'28'30"  N.,  longitude  87*11'20"  W.) ; 
within  2  miles  either  side  of  the  165* 
bearing  from  the  Pensacola  RBN  extend- 
ing from  the  5-mile  radius  rone  to  10 
miles  S.  of  the  RBN;  and  within  2  miles 
either  side  of  the  Pensacola  ILS  localizer 
NW.  course  extending  from  the  5-mile 
radius  rone  to  15  miles  NW.  of  the 
localizer. 

2.  SecUon  601.1037  (14  CFR  601.1037) 
is  amended  to  read: 
§  601.1037     Control      area     extension 

(Pensacola,  Fla.). 

That  airspace  within  8  miles  E.  and  5 
miles  W.  of  the  345*  and  165*  bearings 
from  the  Pensacola.  Fla.,  RBN  extending 
from  the  RBN  to  25  miles  N.  and  12 
miles  S. 

These  amendments  shall  become  effec- 
tive 0001  e.8.t.,  AprU  5,  1962. 
(Sec.  807(a).  72  Stat.  749;   4^  U.S.C.  1348) 

Issued  in  Washington,  D.C,  on  Feb- 
ruary 15, 1962. 

D.   D.   THOMAS, 

Director.  Air  Traffic  Service. 

[PJl.    Doc.    82-1717;    Piled.    Feb.    20.    1962; 
8:46  ajn.l 
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the  Fedirai.  REGism  (26  FR.  1013C) 
stating  that  the  Federal  Aviation  Agency 
proposed  to  designate  a  terminal  radar 
Jet  advisory  area  at  Nashville,  Tenn. 

No  adverse  comments  were  reoeived 
regarding  the  proposed  amendment. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rule  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

The  substance  of  the  pn^osed  amend- 
ment having  been  published,  therefore. 
piu-suant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  FR.  12582) 
and  for  the  reasons  stated  tn  the  notice, 
§  602.300  Terminal  jet  advisory  areas  (26 
F.R.  7083)  Lb  amended  by  adding  the 
following: 

Nashville,  Tenn.,  Jet  advisory  area — Radar: 

a.  Nashville,  Tenn.,  via  INT  of  NaahvlUe 
044°  and  London.  Ky..  260*  radlals;  tliance 
via  London  260*  radial  to  INT  with  Jet  Route 
No.  42. 

b.  Nashville.  Tenn..  via  INT  of  NaabvUle 
079 'and  London,  Ky.,  230*  radlala;  I/ondon; 
thence  via  London  040*  radial  to  INT  with 
Jet  Route  No.  42. 

c.  NashvlUe.  Tenn..  via  INT  of  NaabTiUe 
284*  and  Jacks  Creek.  Tenn..  044*  radlals; 
Jacks  Creek;  thence  via  Jacks  Creek  224* 
radial  to  INT  with  Jet  Route  No.  42. 

d.  NashvUle.  Tenn..  via  INT  o€  NaShvlUe 
223*  and  MemphU,  Tenn.,  081*  radlals;  to 
Memphis. 

This  amendment  shall  become  effec- 
tive 0001  e.s.t..  May  3. 1962. 
(Sec.  307(a) ,  72  Stat.  749;  49  U^.C.  1348) 

Issued  hi  Washington,  D.C,  on  Febru- 
ary 15, 1962. 

D.  D.  Thomas. 
Director,  Air  Traffic  Service. 

[P.R.    Doc.    62-1722;    PUed.    Feb.    30.    1962; 
8:46  ajn.] 


TUs  amendment  shall  become  effec- 
opon  publication  In   the  Fedexal 


In  Washington,  D.C,  on  Febru- 
m  U.  1962. 

D.  D.  Thomas, 
Dlrecfor,  Air  Traffic  Service. 

VM.  Doe.   82-1716:    Piled.    Feb.    20,    1962; 
8:46  ajn. I 


[Airspace  Docket  No.  61-WA-185] 

PART    602— DESIGNATION    OF    JET 
ROUTES,    JET    ADVISORY    AREAS 
AND    HIGH    ALTITUDE    NAVIGA- 
TIONAL AIDS 
Designalion  of  Jet  Advisory  Area 

On   October   28.    1961,    a   notice   of 
proposed  rule  making  was  published  in 


[Airspace  Docket  No.  63-WA-131 

PART  602— DESIGNATION  OF  JET 
ROUTES,  JET  ADVISORY  AREAS 
AND  HIGH  ALTITUDE  NAVIGA- 
TIONAL AIDS 

Alteration  of  Jet  Advisory  Aroa 

The  purpose  of  this  amendment  to 
9  602.200  of  the  regulations  of  the  Ad- 
ministrator is  to  alter  tiie  en  route  Jet 
advisory  area  associated  with  the  seg- 
ment of  Jet  Route  No.  38  between 
Duluth.  Minn.,  and  the  United  States/ 
Canadian  Border. 

Normally,  radar  Jet  advisory  service  is 
provided  on  the  segment  of  J-38  from 
Duluth  to  the  United  StatesA^uiadlan 
Border  by  a  Federal  Avlattan  Agmcy 
(FAA)  employee  assigned  to  the  Wa- 
dena. Minn.,  Air  Defense  Ckmimand 
radar  site. 

An  analysis  of  air  traffic  shows  a  maxi- 
mum of  only  two  civil  air  carrier  turbo- 
jet flights  per  wedc  utilizing  this  segment 
of  J-38.  Additionally,  the  FAA  has  de- 
termined that  radar  advisory  service  on 
this  segment  of  J-38  can  be  provided  to 
45  nautical  miles  northwest  of  Duluth 
by  use  of  the  Minneapolis.  Minn.,  air 
route  surveillance  radar.  Therrfore.  it 
appears  that  the  assignment  of  an  FAA 
employe^  to  the  Wadena  radar  site  is 
an  unjustified  expense.  Consequently, 
the  FAA  will  provide  radar  Jet  advisory 


lSd8 

lervloe  to  45  nautical  miles  northwest 
of  Daluth  and  establish  a  non-radar  jet 
adrlaory  area  at  night  level  310  and 
flight  level  370  only,  from  that  point  to 
the  United  States/Canadian  Border. 
The  agencies  ot  primary  Interest  In  this 
alnpace,  the  Department  of  the  Air 
Force  and  the  Air  Transport  Association 
of  America,  have  concurred  in  this 
action. 

Since  the  change  effected  by  this 
amendment  Is  less  restrictive  in  nature 
than  the  present  requirement,  and  im- 
poses no  additional  burden  on  any  per- 
son, notice  and  public  procedure  hereon 
are  unnecessary,  and  it  may  be  made 
effective  Immediately. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  <25  FR.  12582) , 
the  following  action  is  taken : 

In  1802.200  (26  FM.  7083)  Enroute 
jet  advisory  areas,  Jet  Route  No.  38  Jet 
advisory  ar^a  is  amended  to  read : 

Jet  Route  No.  S8  jet  advleory  area: 

Badar — ^Prom  46  nml  MW.  of  Duluth, 
lOnn..  to  Peck,  Mich.  Nonradar — from  the 
Unttad  States/ Canadian  Border  to  45  nml 
NW.  ot  Duluth,  Minn.,  at  FL  310  and  PL 
370  only. 

This  amendment  shall  become  effec- 
tive upon  the  date  of  publication  in  the 
Pbokral  Rbgistxk. 

(Sec.  307(a).  7a  SUt.  740;   49  U.S.C.   1348) 

Issued  In  Washington.  D.C.,  on  Febru- 
ary 14,  1962. 

D.  D.  Thomas. 
Director,  Air  Traffic  Service. 


(Pit.  Doc. 


63-1733:    Piled. 
8:46ajn.l 


Peb.    20,    1962; 


Title  19— CUSTOMS  DUTIES 

Chapter  I — Burocu  of  Customs, 
Department  of  tho  Treasury 

[TD.    566681 

PART  24 — CUSTOMS  FINANCIAL  AND 
ACCOUNTING  PROCEDURE 

Importation*  of  Alcoholic  Beverages 

Importers  of  alcoholic  beverages  have 
requested  that  they  be  permitted  on  an 
optional  basis  to  pay  semimonthly  the 
Import  taxes  estimated  to  be  payable  on 
entries,  or  withdrawals  from  wf^chouse, 
for  consumption  during  a  semimonthly 
period. 

Such  a  method  of  payment  is  hereby 
prescribed.  However.  Importers  who 
prefer  to  do  so  may  continue  to  deposit 
the  taxes  estimated  to  be  due  on  Im- 
ported alcoholic  beverages  at  the  time 
of  entry,  or  withdrawal  from  warehouse, 
for  eonsumption  in  accordance  with 
existing  regulations.  The  procedure 
prescribed  affects  only  the  method  by 
which  ImpMters  may  obtain  release  of 
Imported  alcoholic  beverages  before  pay- 
ment of  estimated  Import  taxes  and  the 
timely  payment  of  such  taxes  thereafter. 
As  this  would  be  an  optional  method,  no- 
tice of  proposed  rule  making  Is  con- 
sidered unnecessary. 

To  provide  for  such  optional  method. 
Part  24  la  amended  by  adding  a  new 
1 24.4  to  reed  as  foUows: 


RULES  AND  REGULATIONS 

§  24.4  Optional  mrthod  for  paymrnt  of 
eetlnuiled  import  taxes  on  alcoholir 
beverages  upon  entry,  or  withdrawal 
from  warehouse,  for  consumption. 

(a)  Application  to  defer.  An  im- 
p>orter,  including  a  transferee  of  alco- 
holic beverages  in  a  customs  bonded 
warehouse,  who  wishes  to  pay  on  a  semi- 
monthly basis  the  estimated  import 
taxes  on  alcoholic  beverages  entered,  or 
withdrawn  from  warehouse,  for  con- 
siunption  by  him  during  such  a  period 
may  apply  by  letter  to  the  collector  of 
customs  of  each  district  in  which  he 
wishes  to  defer  payment.  The  applica- 
tion must  identify  the  ports  at  which 
the  importer  wishes  to  use  the  tax  de- 
ferral procedure.  An  importer  who  re- 
ceives approval  from  a  collector  of  cus- 
toms to  defer  such  payments  may, 
however,  continue  to  pay  the  estimated 
import  taxes  due  at  the  time  of  entry, 
or  withdrawal  from  warehouse,  for 
consumption. 

(b)  Deferred  payment  periods.  The 
periods  shall  be  the  9th  day  of  a  month 
through  the  23d  day  of  the  same  month 
and  from  the  24th  day  of  that  month 
through  the  8th  day  of  the  next  month. 
An  importer  may  begin  the  deferral  of 
pajmiients  of  estimated  tax  In  a  customs 
collection  district  in.  the  first  deferral 
period  beginning  after  the  date  of  the 
written  approval  by  the  collector  of  cus- 
toms of  such  district.  An  importer  may 
in  such  district  use  the  deferred  pay- 
ment system  until  the  collector  of  cus- 
toms advises  such  importer  that  he  is 
no  longer  eligible  to  defer  the  payment 
of  such  taxes. 

(c)  Content  of  application  and  sup- 
porting documents.  (1)  An  Importer 
must  state  his  estimate  of  the  largest 
amount  of  taxes  to  be  deferred  in  any 
semimonthly  period  t>ased  on  the  largest 
amount  of  import  taxes  on  alcoholic 
beverages  deposited  in  that  district  in 
such  a  period  during  the  year  preceding 
his  application.  He  must  also  identify 
any  existing  bond  or  bonds  that  he  has 
on  file  in  the  district  and  the  port  or 
ports  for  which  filed  and  shall  submit 
in  support  of  his  application  the  approval 
of  the  surety  on  his  bond  or  bonds  to 
the  use  of  the  procedure  and  to  the  in- 
crease of  such  bond  or  bonds  to  such 
larger  amount  or  amounts  as  may  be 
found  necessary  by  the  collector  of  cus- 
toms. He  must  identify  in  his  applica- 
tion all  ports  in  the  district  where  he 
intends  to  file  entries  or  withdrawals 
from  warehouse  for  consumption  for 
which  taxes  are  to  be  deferred. 

(2)  Each  application  must  include  a 
declaration  in  substantially  the  follow- 
ing language: 

I  declare  that  I  am  not  presently  barred 
by  a  collector  of  customs  In  any  other  dis- 
trict from  using  the  deferred  payment  proce- 
dure for  i>ayment  of  estimated  taxes  upon 
imports  of  alcoholic  beverages,  and  that  If 
I  am  notified  by  a  collector  of  customs  to 
such  effect  I  shaU  advise  the  coUectors  ot 
e\istoms  of  all  other  districts  where  approval 
has  be«n  given  to  me  to  use  such  procedure. 

(d)  Use  of  deferred  payment  method. 
(1)  The  collector  of  customs  will  notify 
the  Importer,  or  his  authorized  agent  If 
requested,  of  approval  and  will  at  the 
same  time  notify  all  ports  In  his  district 


1,  February  21,  1962 


at  which  the  procedure  wUl  bt 
cording  to  the  importer's  aj. 
( 2 )   An  importer  who  has 
proval  to  make  deferred 
tains  the  option  of  deferring  v 
ing    the    estimated    tax    qq 
alcoholic  beverages  until  tbs 
withdrawal  is  presented  to  ttig 
for   payment   of   estimated 
such  time  the  importer  must 
the  estimated  tax  or  present 
withdrawal  a  set  of  deferred 
ment  forms,  together  with  the 
duty. 

(e)   Deferred     payment 
preparation  and  use.    (1)  In  ths 
a    withdrawal    from   warehoat  »£, 
entry  for  consumption,  the  4-*- —  * 
payment  forms  are  required 
three.    Each  set  must  be  yelloe 
the     customs    Form    7505,    Wt 
Withdrawal  for  Consumptltm,  or 

toms   Form   7501,    Consumptka 

The  procedure  is  not  avallabh  ttS 
formal  entry  for  consumptkm.  IhiZ 
must  have  one  copy  lettersd  "J^tm 
.^copy  lettered  "B".  and  one  cop]rMlS 
"C"  at  the  lower  right  comer  of  ttelQ 
Such  letters  must  be  capitallKd  aalM 
be  printed,  stamped,  or  wrlttot  W^ 
or  indelible  pencil  in  black  or  dHk^i 
in  print  no  smaller  than  tbafc  Mlk 
the  title  of  the  form. 

(2)  The  importer  or  his  agenlAriLl 
deferment  is  elected,  stamp  Ttel^ 
fcrred"  or  "Tax  Payment  IMnf 
adjacent  to  the  amount  sboen'Mli 
entry  or  withdrawal  form  u  tkl  ^ 
mated  taxes  before  presentathm  li  ii 
cashier.  This  must  be  stanmsd  MMI 
copy  of  the  entry  or  wlthdriMill^ 
including  the  permit  and 
but  need  not  be  on  the  deferred 
forms.  The  entry  or  wlthdrMnlMl 
be  presented  to  the  cashier  wtth  ttUi 
of  deferred  tax  payment  fonm.  IM^ 
porter  or  his  agent  must  also  iBMlil 
entry  and  withdrawal  numbtt,  tfjifi 
on  each  copy  of  the  deferred  tax  piiMl 
forms  before  presenting  them 
number  will  be  assigned  and 
by  the  cashier. 

(3)  After  receipt  of  the  entiy 
withdrawal  and  deferred  peynMBl 
properly  executed  together  with 
timated  duty,  the  cashier  shaB  n^ 
all  deferred  payment  forms  tna^pw 
series  and  return  to  the  ImportVlHI 
agent  the  B  and  C  copies  of  tlMdrfH 
payment  forms.  The  A  cowr  li 
by  customs.  If  B  and  C  eoplM  I 
by  an  importer,  he  must  prcpait 
and  C  copies  for  timely  filing  wMitfelll 
pajrments  when  due. 

(f )  Deposit  of  deferred  tax 
(1)  On  or  before  the  last  day  ^^^ 
ferred  payment  period  (8th  andW  9 
of  each  month) .  the  Importer  — tift 
sent  in  numerical  sequence  the  B  •■» 
copies  for  each  deferral  of  tax  OB 
try  or  withdrawal  made 
period  to  the  cashier  along  with 
covering  all  estimated  taxes  dm  -^^^ 
entries  and  withdrawals.  Whatt  IHIP 
day  of  the  deferred  payment 
on  a  day  other  than  one 
9  1.8 'a)  of  this  chi^ter  as 
transaction  of  general  customs 
payment  must  be  made  on  tfaeiM 
business  day.  The  cashier  wfB 
and  return  as  soon  as  poeittill 


te  ^  importer  for  his  record  of 
•  However.  If  an  importer  ad- 
'a^leetor  of  customs  in  writing 
^^Itit  want  a  receipt,  this  and 
_^ons  for  the  \ise  of  a  C 
„'not  be  applicable. 
TS\  «  a  shipment  is  released  under 
-s^^asdlete  delivery  procedure  in 
^^^^^ttdschapter  in  one  deferral 
^^St^d  the  time  for  filing  entry,  In- 
^SSSmZa  authorized  extexislon  of  such 
J^ftJJinto  another  such  period,  all 
IS^^iT  taxes  must  be  paid  on  or  be- 


S.  tt«  due  date  of  the  latter  period. 
miMmtrictions  on  deferring  tax  de- 
S,  (1)  An  importer  may  not  on  one 
Sm  «r  withdrawal  from  warehouse, 
ffi-nmnUon  deposit  part  of  the  es- 
^nSa  »nd  present  deferred  tax 
i  forms  for  the  balance  of  the 
^be  estimated  tax  on  each  entry 
?i«hdrawal  must  be  either  fully  paid 
J iJfoUy  covered  by  a  deferred  tax 

iMMir.  form. 
^  llie  estimated  tax  shown  on  the 
tax  pajrment  form  and  the  estl- 
jx  shown  on  the  entry,  or  wlth- 
[  txom  warehouse,  for  consimiptlon 
IM  the  same.  At  the  time  of  pre- 
I  the  payment  covering  defer- 
of  estimated  taxes  for  a  period, 
Mrft  must  be  in  the  exact  amount 
tfttie  total  of  all  such  deferments. 
(S)  On  the  last  day  of  a  deferment 
all  entries  or  withdrawals  from 
__naf  for  consumption  on  such  day 
be  aeoompanled  by  the  deposit  of 
insritoated  tax.  No  deferral  of  esti- 
■M  tB  Is  permitted  on  the  last  day 
^H^  drfeiment  period. 
'  m  Ttrmination  of  deferred  payment 
fMm*-    <1)  When  any  tax  shown  on 

•  A  flopy  of  the  deferred  tax  payment 
iMi  k  unpaid  after  the  due  date,  the 
Hyocter  shall  be  immediately  notified 
Ml  attDtlee  of  monies  due  shall  be  sent 
lllhilaporter  and  a  copy  to  the  surety 

•  Mi  boDd.  If  in  the  opinion  of  the 
such  failure  to  make  timely 
of  estimated  taxes  deferred 
the  withdrawal  of  the  tax  de- 

fml  pctvU^e.  he  will  advise  the  Im- 
IVter  of  the  withdrawal  of  such  privi- 
b|a  In  all  Instances  of  failure,  In  part 
•r  hi  foS.  to  pay  timely  the  deferred 
tmi  on  alcoholic  beverages  withdrawn 
taB  wardKnise  for  consumption,  fur- 
9m  withdrawals  from  the  warehouse 
■toy  on  which  the  tax  is  delinquent  will 
linfued  until  payment  is  made  of  the 
aont  delinquent.  Any  delinquent 
mnat  must  be  accompanied  by  B  and 
C  «ples  of  the  deferred  tax  payment 


adifik*!       A) 


(1)  The  termination  in  any  district 
tf  the  tax  deferral  privileges  for  failure 
ta  psy  timely  any  deferred  estimated 
tn,  or  for  failure  to  support  such  pay- 
Mali  with  B  and  C  copies  of  the  de- 
tend  tax  pajrment  form,  shall  be  at 
Iki  discretion  of  the  collector  of  cus- 
tHa  Termination  of  the  privileges  for 
another  reason  shall  be  subject  to  the 
of  the  Commissioner  of  Cus- 
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(1)  Renewal  of  imvorter's  Iwnd.  At 
the  time  of  each  renewal  of  a  oiistoms 
bond  to  which  has  been  added  a  stipu- 
lation as  to  deferred  tax  payment,  con- 
curred in  by  the  surety,  the  parties  shall 
indicate  In  writing  their  agreement  to 
the  continuation  of  the  stipulation  for 
the  term  of  the  renewal. 

(J)  Entries  for  consumption  or  ware- 
house after  an  importer  is  delinquent. 
An  Importer  who  Is  delinquent  in  pay- 
ing deferred  taxes  may  make  entries  for 
consumption  or  for  warehousing,  or 
withdrawals  for  consvunption  from 
warehouse  entries  on  whicdi  no  delin- 
quency exists,  upon  deposit  of  all  esti- 
mated duties  or  taxes. 

(k)  Rate  of  tax.  The  estimated  taxes 
must  be  paid  on  the  basis  of  the  rates 
in  effect  upon  entry,  or  withdrawal  from 
warehouse,  for  consumption,  unless  in 
accordance  with  section  315  of  the  Tariff 
Act  of  1930.  as  amended,  another  date 
Lb  applicable  and  not  on  the  basis  of  the 
rates  of  tax.in  effect  on  the  date  deferred 
payment  is  made. 

(RJB.  161,  as  amended,  251,  sec.  624,  46  Stat. 
769,  sec.  201.  72  Stat.  1322,  1334,  1335,  68A 
Stot.  017;  6  n.S.C.  22,  19  U.S.C.  66,  1624,  26 
UJS.C.  6007.  6054.  5061,  7805) 

In  order  to  permit  interested  impdrters 
and  collectors  of  customs  time  to  make 
pr^Miratlons  for  using  the  deferred  pay- 
ment method,  this  amendment  of  the 
Customs  Regulations  shall  be  effective 
on  the  first  day  of  the  first  month  be- 
ginning not  less  than  30  days  after  the 
publication  of  the  amendment  in  the 
Fbdekal  Rbgistkr. 

[seal]        Philip  Nichols,  Jr., 

Commissiorier  of  Customs. 
Mortimer   M.   Caplin. 
Commissioner  of  Internal  Revenue. 

Approved:  February  14, 1962. 

Stanley  S.  Sxtrret, 
Assistant  Secretary  of  the 
Treasury.  , 

(FJL    Doc    6»-1746;    Piled.    Feb.    20,    1962; 
8:49  am.] 


Title  32— NATIONAL  DEFENSE 

Chapter  VII — Department  of  the 
Air  Force 

SUKHAPTER  J— AIR  FORCE   PROCUREMENT 
INSTRUCTIONS 

PART  1001— GENERAL  PROVISIONS 
Miscellaneous  Amendments 

The  following  miscellaneous  amend- 
ments and  revisions  are  issued  to  this 
subchapter: 

Subpart  A — Introduction 

Subpart  A  is  revised  to  read  as  follows: 
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See. 

iooi.ioe-1 

iooi.ioa-2 


0)  Renewal  of  the  tax  deferral  prlvl- 
^  After  it  has  been  withdrawn  in  any 
BMttot  may  be  made  only  upon  «p- 
bf  the  Commissioner  of  Customs. 


Sec. 

1001.100  Scope  of  subpart. 

1001.101  Purpose  of  subcliapter. 

1001.102  AppllcabUity  of  subchapter. 
1001.104        Content  of  instruction. 

1001.106  Amendments. 

1001.107  XfTecUve  date. 
1001.106        Air  Force  Procurement  Circulars. 
1001.109        Deviations  from  Armed  Services 

Procurement  Regulation  or  a 
Department  oC  Defenas  I>lree- 
ttve. 


ApirtteabUity. 

Devlafcloas  affectUig  one  contnet 
or  tranaaetUm. 
1001.109-3    DcTiatlona  affecting  mors  than 

one  contract  or  oontraetor. 
1001.109-4    Conflicts  between  Oovemment- 

to-OoTemment  agreements. 
lOOl.lOflMM)  Devlatloaa  from  An>I  or  AVPC. 
1001.109-61  DevlatlaDa,  contract  clauses. 

1001.110  Reports  cX  purchases  and  oon- 

tracts. 

1001.111  Reports   of   suspected    criminal 

conduct  and  non-competltlve 

practices. 
1001.111-1     Suspected  criminal  conduct. 
1001.111-2    NcHi-competttlve  practices. 

1001.112  Federal  procurement  regulations 

and  General  Serrlcas  Admm- 
Istratkm  regulattona  niaMag 
to  procurement  of  suppUsa 
and  sendees. 

1001.113  Code  of  conduct. 

Authobitt:  II  1001.100  to  1001.118  Isptied 
under  sec.  8012.  70A  Stat.  488;  10  UJS.C.  8018. 
Interpret  or  i^ply  sees.  2301-3814,  70A  Stat. 
127-133;    10  U.S.C.  2301-2314. 

§  1001.100     Scope  of  snl^avl.  .^ 

This  subpart  describes  the  ptnpoee. 
applicability,  effective  date,  and  arrange- 
ments of  the  Air  Force  Procurement  In- 
struction (AFPI)  and  the  procedures  for 
amending,  implementing,  and  deviating 
from  it. 

§  1001.101     Purpose  of  snbchapter. 

TTie  Air  Force  Procurement  Instruc- 
tion (AFPI)  Is  Issued  by  the  Com- 
mander, Air  Materiel  Command,  by  aa- 
thority  of  the  Secretary  of  the  Air  Foroe. 
delegated  through  the  Deputy  Chief  of 
Staff,  Materiel,  Hq  USAF.  It  implonents 
the  Armed  Services  Procurement  Regu- 
lation (ASPR) .  Subchapter  A,  Chapter  I 
of  this  title,  and  establishes  for  the  Air 
Force  uniform  policies  and  procedures 
for  the  procurement  of  supplies  and 
services  under  the  authority  of  Chapter 
137.  Title  10  of  the  United  States  Code 
or  other  laws. 

§  1001.102     Applicability  of  subchaplcr. 

The  Air  Force  Procurement  Instruc- 
tion applies  to  an  procuremepts  of 
supplies  or  services  which  obligate 
appropriated  funds  (Including  contract 
authorizations).  If  a  particular  pait. 
subpart,  or  section  has  a  limited  applica- 
tion, it  will  so  state. 

§  1001.104     Content  of  instmction. 

The  Air  Force  Procurement  Instruc- 
tion will  contain  all  policies,  procedures, 
and  instructions  relating  to  procurement 
of  supplies  and  services  within  the  Air 
Force,  except  those  contained  in  ASPR, 
and  those  contained  in  AFR  70-1  (Pro- 
curement Publications) .  It  will  Include 
all  policies  and  procedures  prescribed 
by  the  Secretary.  Chief  of  Staff,  UBAP, 
Deputy  Chief  of  Staff,  Materiel,  USAP. 
as  well  as  all  operating  policies,  proce- 
dures, and  instructions  prescribed  by  the 
Commander,  Air  Materiel  Command, 
within  the  scope  of  his  authority  as  sole 
head  of  a  procuring  activity. 

§  1001.105     Amendments. 

The  Air  Force  Procurement  mstruc- 
tion  will  be  amended  from  time  to  time 
by  publication  of  revised  or  additional 
pages,  subiMfts,  or  parts.  Each  rerlaed 
or  additional  page  will  bear,  at  the  top. 
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the  date  of  the  chance.  The  Air  Force 
ProeiiTement  Instmction  wlU  niao  be 
amended  from  time  to  time  by  Air  Force 
Procurement  Clrculan  (AFPC)  pending 
Issuance  of  revlaed  pacee. 

§  1001.107     Effective  date. 

Compliance  with  an  amendment  to  Air 
Force  Procurement  Instruction  will  be 
permissible  with  the  date  of  Issiiance 
thereof  and  will  be  mandatory  effective 
30  days  thereafter,  except: 

(a)  As  otherwise  prescribed  in  such 
amendment. 

(b)  Use  of  new  or  revised  AFPI  con- 
tract clauses,  whether  Issued  by  page 
revisions  or  by  an  AFPC,  shall,  imless 
otherwise  specified,  be  mandatory  90  days 
after  date  of  Issuance.  However,  pro- 
curements Initiated  after  receipt  of  the 
new  or  rerlsed  clauses  by  the  purchasing 
activity  should,  to  the  maximum  prac- 
tloUDle  extent  Include  such  clauses  prior 
to  the  mandatory  date.  If .  In  the  follow- 
ing situations,  compliance  with  the 
mandatory  date  is  Impracticable,  pro- 
curements may  be  completed  on  the 
basis  Initiated:  When,  prior  to  the 
mandatory  date  for  use  of  the  new  or 
revised  clause:  (1)  DD  Forms  Iw  and 
746-1  have  been  issued,  and  the  award 
Is  to  be  made  by  means  of  DD  Form 
746-2.  (2)  Invitations  for  Bids  have  been 
Issued,  or  (3)  bilateral  contractual  docu- 
ments have  been  submitted  to  contrac- 
tors and  Introduction  of  the  new  or  re- 
vised clause  may  delay  the  procurement. 

§  1001.108  Air  Force  Procurement  Cir- 
cular*. 

Air  Force  Procurement  Circulars  will 
be  Issued  from  time  to  time  for  the 
purpose  of  announcing  changes,  addi- 
tions, and  deletions  to  the  Armed  Serv- 
ices Procurement  Regulations  and  Air 
Force  Procurement  Instruction  pending 
publication  of  revised  pages.  Air  Force 
Procurement  Circulars  will  be  numbered 
consecutively  for  the  calendar  year,  be- 
glnnlnc  with  No.  1. 

§  1001.109  Deviatioiis  from  Armed  Serv- 
ices Procurement  ReguUtion  or  « 
DeiMirtinent  of  Defense  Directive. 

§  1001.109-1      ApplicabiKty. 

See  i  1.109-1  of  this  titie. 

§  1001.109-2  Deviations  afTecting  one 
contract  or  transaction. 

Deviations  from  the  Armed  Services 
Procurement  Regulations  or  Department 
of  Defense  directives  which  affect  only 
one  contract  or  procurement,  will  be 
made  by:  (a)  Director  of  Procurement 
and  Production.  DCS/SkL.  Hq  USAF. 
(b)  Deputy  Director  of  Procxurement  and 
Production.  DC8/S&L,  Hq  USAF,  or  Jo 
Chief,  Proctirement  Policy  Division,  Di- 
rectorate of  Procxirement  and  Produc- 
tion, DCS/S*L.  Hq  USAF,  after  coordi- 
nation as  to  form  and  legality  by  the 
General  Counsel.  Requests  for  author- 
ity to  make  such  deviations  will  include 
complete  Justification  and  will  be  sent 
through  channels.  Including  AFLC 
(MCPC).  Written  notice  to  the  Assist- 
ant Secretary  of  Defense  (Installations 
and  Logistics)  and  the  other  military 
departments  will  be  made  by  the  I>irec- 
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tor  of  Procurement  and  Production,  Hq 
USAF. 

§  1001.109-3  Deviationii  affecting  more 
than  one  rontrart  or  contractor. 

Deviations  from  ASPR  or  a  DOD  di- 
rective which  affect  more  than  one  con- 
tract or  contractor  will  be  made  by  the 
Director  of  Procurement  and  Production. 
DCS  SAL,  Hq  USAF,  after  coordination 
as  to  form  and  legality  by  the  General 
Counsel,  consultation  with  the  Office  of 
the  Assistant  Secretary  of  the  Air  Force 
(Materiel I.  and  approved  by  the  Assist- 
ant Secretary  of  Defense  (Installations 
and  Logistics).  Requests  for  such  de- 
viations will  include  complete  Justifica- 
tion and  win  be  sent  through  channels. 
Including  AFLC  (MCPC). 

§  1001.109—4  Deviations  required  by 
Covemmcnt-to-Government  agree- 
ntents. 

Requests  for  deviation  requiring  con- 
sideration of  ASPR  Committee  under 
9  1.109-4  of  this  title  will  be  forwarded 
directly  to  Hq  USAF  (AFMPP-PR-1>, 
with  information  copy  to  AFLC  (MCPC> . 

§  1001.109-50  Dcvialionii  from  .4FP1  or 
AFP<:. 

la)  Deviations  from  AFPI  or  AFPC 
may  be  made  only  by  the  Procurement 
Committee  (MCPO.  Hq  AFLC.  or  the 
Procurement  Committee  ( SCMK-3 ) ,  Hq 
AFSC.  Deviations  which  would  involve 
major  policy  questions  will  be  made  only 
after  coordination  with  the  Directorate 
of  Procurement  Management,  Hq  USAF. 
Deviations  from  Subpart  F,  Part  1003 
of  this  chapter  which  affect  funding  or 
payment  will  be  made  only  after  coordi- 
nation with  the  EMrectorate  of  Account- 
ing and  Finance.  Hq  USAF. 

(b)  Requests  for  authority  to  deviate 
from  AFPI  will  Include  complete  Justi- 
fication and  will  be  forwarded  (in  tripli- 
cate) through  channels  as  follows:  Air 
Force  Systems  Command  (AFSC)  and 
OfBc»of  Aerospace  Research  (OAR)  ac- 
tivities to  AFSC  (SCMK-3) ;  all  other  ac- 
tivities to  AFLC  (MCPC). 

(O  A  record  of  each  deviation  from 
AFPI  or  AFPC  will  be  maintained  by  the 
respective  offices  which  approved  the  de- 
viation. Including  the  reasons  why  a  de- 
viation was  necessary.  One  copy  of 
each  deviation  granted  by  one  command 
will  be  furnished  to  the  other  command 
as  information. 


§  1001.109-51 
rlaunes. 


Deviations,       rontrart 


I  a )  Deviations  from  clauses  prescribed 
in  Subchapter  A.  Chapter  I  of  this  title 
and  this  subchapter  will  be  held  to  a 
minimum  and  will  not  be  made  unless 
approved  as  required  by  JiJ  1001.109-2, 
1001.109-3.  or  1001.109-50(a). 

( b )   Deviations  include : 

( 1 )  Use  of  a  prescribed  clause  which 
does  not  follow  the  rules  for  use  of  the 
clause. 

( 2 )  Omission  of  prescribed  clause. 

(3)  Additions  to,  deletions  from,  and 
modifications  of  a  prescribed  clause. 

(4)  Use  of -a  collateral  provision  which 
has  the  effect  .of  altering  a  prescribed 
clause  or  changing  its  application. 

(5)  Use  of  a  provision  which  has  not 
been  authorized  for  use.  except  as  pro- 
vided In  paragraph  (c)  of  this  section. 


(c)   Use  of  provisions  ss 
low  are  not  deviations: 

(1)  Provisions  which  deaertbt^i 
plies  or  services  being  proetnit^ 
supplies  or  material  being  " 
a  contractor. 

(2)  Provisions  establishing  t^ 
place,  or  method  of  fumlshte 
ing  for  supplies  and  servloet 
use  has  the  effect  described  Ini 
(b)<4)  of  this  section. 

(3)  Provisions  that  enumertti 
allowable  Items  of  cost,  pursuant 
part  E.  Part  15  of  this  title,  ao 
the  items  are  consistent  with 
A.  Chapter  I  of  this  title  aaA  tt^ 
chapter.  ^ 

§1001.110      Reports    of   f — ^nii.     I 
rontrarts.  ^ 

See  Part  1057  of  this  chapter. 

§  1001.111      Reports  of  sos] 
nal     rondurt     and     ni 
prartires. 

§  1001.11 1-1      Suspected 
duct. 

Policies  and  procedures  with 
to  the  debarment.  Ineligibility,  i 
pension  of  bidders  are  set  forth  || 
part  F  of  this  part,  and  Subpart  f, 

1.  of  this  title.  J, 

§  1001.111-2    Non-competitive  iMiriL 

(a)  See  S  l.lll-2(a)  of  tt^s  Whi, 

(b)  Reports  of  non-competlttii  p 
tices  will  be  forwarded  through 
including  AMC  (MCPP).  to  thtDMjj 
of  Procurement  and  Produetlai,  B4| 
MateHel.  Hq  USAF,  for  submMB| 
the  Secretary.  '^ 
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^^  officer  reeponfllble  for 
pfoeorement. 

^i^roprlatacl  funds. 

^^t  procurement. 

Ctatni  procurement. 

IMS  procurement  activity. 

y^ydgn  base  procurement  ac- 
tivity. 

AMC  field  procurement  actlvl- 

foniga    central     procwement 
activity. 
^_«.^    Orsrsea  commands. 
KTil    continental     United    States 
■'*'  (OonUS). 

—    Contract   management   regions 

(CUR'S) 
i-n    Title  I  and  Title  H  Archltect- 
•nglneer  Services. 

It  1001.201  to   1001.201-71  is- 

_. _C  8012,  70A  Stat.  488;  10  UB.C. 

2:  teSrpwt  or  apply  sees.  2301-2314.  70A 
S  ^^'  1°  ^^^    2301-2314. 
imlJil     Definitions.         | 

llHIJOl-l     Oiange  orders. 

^t^  Add  procurement  activities, 
4MKS.  and  Air  Defense  C<«nmand  will 
SWchsnge  Orders  (AFPI  Forms  of 
■mEi)  when  the  criteria  of  9  100L201- 
■SdPsrt  1064.  Subpart  C  of  this  chap- 
to  fflffi#i«irntoa  Contract  Change  Notlfl- 
'2hH  (APPI  Forms  35)  are  appUcable. 
^y^Mtrictlon  applies  only  to  central 
it  activities. 
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6  1001.201-lS     PoMessions. 

See  S  1.301-12  of  this  title. 
§  1001.201-lS     Proeoremcat. 

See  1 1.201-13  of  this  tiUe. 
§  1001.201-14    Procuring  activities. 

See  i  1.301-14  of  this  tltie. 
I  1001.201-15     Secretary. 

See  8  1.201-15  of  this  title. 
§  1001.201-16     ShaU. 

See  §  1.201-16  of  this  title. 
§  1001.201—17     Small  business  concerns. 


(c)   Sees  11 11-2  (c)  of  this  tttk 


UB 


6  1001.112  Federal  pi 
lations  and  General 
tration  regulations 
moment   of   supplies 

Sees  1.112  of  this  title. 
§  1001.113     (Aide  of  condaeL 

See  Subpart  T  of  this  part.  ! 

Subpart  B — Daflnition  ol  TgMi 

Subpart  B  Is  revised  to  read  M  MM 

Sec 

001.201  Definitions. 

001201-1  Change  orders. 

001201-2  Contract  modlflcatloa. 

00 1  20 1  -3  Contracting  officer. 

001  201-4  Contracts.  

001  201   5  Department   and  llllllsy  ■ 

p  irtment. 

001201-6  T    1).  rtment  of  Defma 

001  201  7  I  lend  of  a  procuring  setlfHF 

001201-8  Includes.  __ 

001  201  9  Labor  surplus  area  coooais 

001  201-10  May. 

001201-11  Negotiate  and  negotlsttca 

001  201-12  Possessions. 

001201-13  Procurement. 

001201-14  Procuring  activity. 

001  201    15  Secretary. 

001  201-16  Shall. 

00 1  20117  Small  business  con* 

001  201    18  Sources  of  suppllsa. 

001  201    19  Amendment  and 

agreement. 

001  201    20  Supplies. 

001  201   21  United  SUtes. 

00 1  20 1  -50  Contract  change 

001  201   51  Contractor. 


IIIILS01-2     Contract  modification. 

■fH  1 1101-2  of  this  title. 

imUOi-S     Contracting  officer.   . 

^  fn^MUem  to  the  personnel  set  forth 
HI UDl-S  of  this  title,  the  term  "ofll- 
— "  k  defined  to  Include  senior  non- 
krionfid  officers  who:  (a)  Hold 
19170  or  66190.  (b)  are  In  super- 
.,  positions  prior  to  appointment, 
(e)  have  the  requisite  procurement 
..,  FiiBW  and  other  qualifications  (see 
IMIliia):  provided  the  authority  of 
■Is  80  appointed  is  limited  to  ex- 
^  parchase  and  delivery  orders 
amakbnents)  within  the  monetary 
of  $2,500  and  under.    . 


llNUOl-4     Contracts. 

to  1 1101-4  of  this  title. 

IMIJII-^     Department  and  MUitary 
It. 


to  1 1101-6  of  this  title. 
I INL201-6     Department  of  Defense. 

to  1 1101-6  of  this  title. 

flMllOI-?     Head  of  a  procuring  ac- 
ttritf. 

to  1 1101-7  of  this  tlUe. 
|MllJ01-«     Includes. 

to  1 1101-8  of  this  title. 
llOOlJOl-9     Labor   surplus  area  con. 


to  S 1101-9  of  this  title. 
llNlJOl-10     May.  I 

tol  1101-10  of  this  title. 
IIMIJOI-Il    NegotUte    and    negolia- 

8«e|  1101-11  of  this  title. 


See  S  1.201-17  of  this  tiUe. 

§  1001.201-18     Sources  of  supplies. 

(a)  The  following  definition  applies  to 
contracts  for  supplies  which  will  be 
manufactured  and  furnished  outside  the 
United  States,  its  Territories,  Puerto 
Rico,  or  the  Virgin  Islands.  The  term 
"sources  of  supplies"  Includes: 

(1)  Manufacturers. 

(2)  Construction  contractors. 

(3)  Regular  dealers  In  the  supplies  to 
be  procured^  as  defined  In  S  1.201-18 
(b)(2)  of  this  title. 

(4)  Intermediaries,     provided     such 
sources  are  not  prohibited  by  local  for-  ' 
elgn    law.    An    Intermediary    will    be 
deemed  to  be  any  one  of  the  following: 

(1)  A  person  (or  firm)  who  owns,  op- 
erates, or  mal^t**""  a  place  of  business, 
regularly  engaged  in  performing  certain 
services  which  directly  or  indirectly  in- 
crease the  value  of  the  materials,  sup- 
plies, articles,  or  equipment  being  pro- 
cured (sOTVioes  to  consist  of  such 
functions  as  the  recovery  from  consign- 
ees and  redistribution  to  manufacturers 
and  producers  of  containers  and  packing 
materials:  the  xecelvlng,  storing,  re- 
packing, and  reshipplng  of  Items  being 
procured;  the  collection,  consolidation, 
aMembllng.  packing,  and  shipping  of 
Itemi  being  procured,  etc.;  and  not  the 
functions  of  mere  soliciting  of  business, 
taking  of  orders,  rendering  assistance  to 
manuf  actuxers  or  producers  by  the  prep, 
aration  ot  receiving  payment  documents, 
arranging  for  transportation  facilities, 

etc.). 

(11)  A  person  (or  firm)  who  owns,  op- 
erates, or  maintains  a  place  of  business, 
regularly  engaged  in  the  importing  and 
exporting  business,  provided  the  items 
being  procured  are  not  to  be  imported 
from  within  the  United  States,  its  Ter- 
ritories, Puerto  Rico,  or  the  Virgin  Is- 
Islands. 

(ill)  Agencies  or  Instrumentalities  of 
a  fcnreign  government. 

§  1001.201-19     Amendment  and  supple- 
mental agreement. 

See  S  1.201-19  of  this  title. 
§  1001.201-20     Supplies. 

See  S  1.201-20  of  this  title. 
§  1001.201-21     United  Sfates. 

See  1 1.201-21  of  this  titie. 


leoi 

the  kind  authorised  by  the  provistons  of 
the  contract  in  the  supplies  or  servleeB 
called  for  thereimder,  and  usually  oon- 
tftiriing  an  estimated  price  or  cost  for 
such  changes.  Following  such  a'wrltten 
order,  the  necessary  revisions  in  other 
provisions  of  the  contract  which  are 
brought  about  t^  such  order  will  be  made 
by  a  supplemental  agreement  which  wlU 
establish  the  firm  price  or  cost.  CCN's 
win  be  used  according  to  Subpart  C,  Part 
1054  of  this  chapter. 

§  1001.201-51     Contractor. 

The  term  "contractor"  means  any  per- 
son, partnership,  company,  or  corpora- 
tion (or  any  combination  of  these)  which 
is  a  party  to  a  contract  with  tiie  United 
States. 


§  1001.201-S2     Oiief  officer 
for  procurement. 

The  term  "chief  officer  responsible  for 
procurement"  means  the  Commander, 
Air  Materiel  Command  as  sole  headdf  a 
procuring  activity  within  the  Air  Force. 

§  1001.201-53     Appropriated  fnadfc 

The  term  "appropriated  funds"  com- 
prises all  such  funds,  including  funds 
allocated  to,  as  distinguished  from  ap- 
propriated to,  the  Department  (includ- 
ing available  contract  authorizations); 
but  does  not  include  organization,  unit, 
or  similar  funds. 
§  1001.201-54     Base  procurement. 

The  term  "base  proeurenient."  means 
the  authorized  purchase  with  appropri- 
ated funds,  of  materials,  supplies,  and 
services  by  an  AF  Installation  (noimally 
a  base)  for  its  own  use  or  the  use  of  a 
loglstlcally  supported  activity.  Base  pro- 
curement is  not  limited  to  the  Immedi- 
ate geographical  area  in  which  the  base 
is  located.  Pending  revision  of  the  Air 
Force  Procurement  Instructions,  wher- 
ever the  term  "local  purchase"  Is  used, 
it  will  be  deemed  to  refer  to  "base 
procurement." 


Contract   change   notifi- 


8  1001.201-^ 
cation. 

Contract  Change  Notification  is  a  writ- 
ten order  signed  by  the  contracting  offi- 
cer directing  the  making  of  changes  of 


§  1001.201-55     Central 

The  term  "central  procurement" 
means  the  procuremfent  of  consolidated 
Air  Force  requirements  of  materials,  sup- 
plies or  services  effected  toy  designated 
agencies^  nan^ely  the  Air  libitertel  Com- 
mand, the  Department  of  the  Army,  De- 
partment of  the  Navy,  Armed  Services 
Medical  Procurement  Agency,  and  Mili- 
tary Petroleum  Supply  Agency. 

§  1001.201-56  Base  procurement  ac 
tivit/. 
The  term  "base  procurement  activity" 
means  any  AP  Installation  that  is  en- 
gaged in  base  procurement  and  is  located 
within  the  United  States,  its  Territories 
or  possessions.  Pending  revision  of  the 
Air  Force  Procurement  Instructions, 
wherever  the  term  "local  purchase  ac- 
tivity" Is  used  it  win  be  deemed  to  refer 
to  "base  procurement  activity." 

§  1001.201-57     Foreign    baae    procnre- 
ment  activity. 

The  term  "foreign  base  procuremwit 
activity"  means  any  AF  installation  that 
is  engaged  in  base  procurement  and  is 
located  outside  the  United  States,  its 
Territories    and    posseesimis    and    tbs 


\ 
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Oxnmonweatth  ot  Puerto  Rico.  The 
term  includes  air  attaches  aixl  AF  for- 
eign miMioHA 

§  1001.201-58     AMC  field  procurement 
acliYitics. 

"AMC  field  procuronent  activities" 
means  the  purchasing  activities  (exclud- 
ing base  procurement)  of  AMC  centers, 
air  materiel  areas  located  in  the  ConUS. 
Dayton  AP  Depot,  and  2709th  Vehicle 
ConUt>l  Oroup. 

§  1001.201-59     Foreign  eentral  procure- 
ment acUvilj. 

"Foreign  Central  Procurement  Activ- 
ity" means  any  AMC  installation  that  is 
engaged  In  central  procurement  and  Is 
located  outside  the  United  States,  its 
Territories  or  possessions  and  the  Com- 
monwealth of  Puerto  Rico. 

§  1001.201-60     Orcnea  commands. 

"Oversea  commands'*  Includes  major 
air  commands  located  in  territories  and 
possessions  of  the  United  States,  as  well 
as  those  in  foreign  countries,  and  major 
commands  located  in  Alaska  and 
Hawaii. 

g  1001.201-61    Continental  United  State* 
(ConUS). 

"Continental  United  SUtes  (ConUS  >' 
means  the  forty-eight  states  contiguous 
to  each  other  and  the  District  of  Colum- 
bia but  does  not  Include  Alaska  and 
Hawaii. 

§1001.201-62    Contract  management  re- 
"     giona  (CMR'b). 

"Contract  management  regions 
(CMR's)"  means  the  activity  exercising 
command  responsibility  over  AFPRO's. 
APD's.  and  Test  Site  Offices. 

§  1001.201-71    Tide  I  and  Title  II  Ar<  hi- 
tect-Enginecr  aerrices. 

(a)  Title  I  Architect-Engineer  Serv- 
ices means  any  services  required  to  be 
furnished  by  an  architect-engineer  in 
connection  with  the  preparation,  coor- 
dination, and  approval  of  preliminary 
and  final  designs,  drawings,  specifica- 
tions, estimates  of- cost,  and  other  tech- 
nical documents  and  data  essential  to 
the  development  of  advance  and  master 
plans,  military  construction  projects  (in- 
cluding family  housing  prdjects)  and  the 
maintenance,  alteration  and  repair  of 
constructed  facilities.  Title  I  may  in- 
clude reviewing,  checking,  coordinating 
and  recocnmendlng  approval  of  shop 
drawings  and  material  samples  submit- 
ted by  ctxistructlon  contractors  to  assure 
that  they  conform  to  the  requirements 
and  Intent  of  the  approved  construction 
contract  drawings  and  specifications 
when  no  Title  II  contract  is  to  be  let. 

(b>  Title  n  Architect-Engineer  Serv- 
ices means  any  services  required  to  be 
furnished  by  an  architect-engineer  in 
connection  with  the  general  supervision 
and  detailed  field  Inspection  of  the  con- 
struction of  a  project  to  ensure  that  all 
phases  of  the  construction  work  are  per- 
fcxmed  in  strict  compliance  with  the  In- 
tent and  requirements  of  the  approved 
oonstniction  contract  documents,  and 
the  furnishing  of  such  other  technical 
services  diirlng  the  con-^truction  period 
as  may  be  required  and  specified.    Title 
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n  includes  post  construction  architect- 
engineers  services,  such  as:  assisting  in 
final  inspection,  prepcu-lng  "as  built" 
drawings,  supervising  operating  and 
other  tests,  and  preparing  operating  and 
maintenance  Instructions. 

Subpart  C — General   PoNciss 


Sec. 
1001.357 

1001.358 


1001  350 


Subpart  C  is  revised  to  read  as  follows:      looi  360 


Sec. 

1001.300 

1001.30O-1 

1001  300-2 

1001.300-3 

1001.301 

1001.302 
1001302-1 
1001.302-2 
1001  302  3 

1001302-4 
1001302  5 
1001  302   50 


1001  303 
1001  304 


1001 
1001 
1001 
1001 
1001 
1001 
1001 


305 

306   1 

306-2 

306-3 

305-4 

305-50 

306  51 


1001  305   52 


1001.306 

1001  307 

1001  30ft 

1001  310 

1001  311 

1001  312 

1001  312- 

50 

1001  313 

1001  313 

50 

1001  313 

51 

1001  313 

52 

1001  314 

1001 314 

50 

1001  314-51 

1001 314 

52 

1001  314 

53 

1001 314 

54 

1001  314 

55 

1001  314 

5« 

1001  314 

57 

1001  350 

1001  351 

1001  352 

1001  353 

1001  354 

1001  355 

1001356 

Methods  of  procurement. 

Competition 

Formal  advertising. 

Negotiation. 

Interdepartmental  and  coordi- 
nated   procurement. 

Sources  of  supplies. 

Oovernment  agencies. 

Sources  outside  the  Oovernment. 

Production  and  research  and  de- 

-    velopment   pools. 

Foreign  purchases. 

Planned   emergency   producer. 

Contracts  between  the  Ctovern- 
ment  and  Its  employees,  pro- 
posed subcontracta  between 
Government  prime  contractors 
and  Oovernment  employees. 

Exchange  of  purchase  Informa- 
tion. 

Selection  of  Items  Involving  pro- 
prietary data  or  other  restric- 
tive factors. 

Time  of  delivery  or  performance 

Scope 

Oeneral. 

Terms 

Time  of  delivery  clauses. 

Maximum    delivery   schedules 

Establishment  of  delivery  sched- 
ules on  open  contracts. 

Amendment  of  delivery  sched- 
ules In  supply  or  research  and 
development   contracts. 

Approval  signatures. 

Priorities,  allocatlona.  and  allot- 
ments. 

Solicitations  for  Informational 
or  planning  purposes. 

Liquidated  damages. 

Construction  contracts;  disclo- 
sure of  Oovernment  estimate 

Voluntary  refunds. 

Other  than  voluntary  refunds 

Procurement  of  parts. 

Initial  procurement. 

Replenishment  procurement. 

Priorities 

Contracting  offlcer's  decision  un- 
der the  disputes  clause. 

Appeals 

Processing. 

Contractor's  compliance  and 
withdrawal  after  appeal  If  filed. 

Assistance  In  connection  with 
pretrial  conference  and  hear- 
ings 

Suggested  format:  decision  In 
accordance  with  disputes 
clause 

Alternative  suggested  format,  to 
be  used  when  a  termination 
for  convenience  dispute  Is  in- 
volved. 

Delegation  of  authority  to  proc- 
ess contract  appeals. 

Staff  Judge   Advocate.   Hq  AMC 

Forward  purchasing  policy 

Policy  on  establishment  of  sec- 
ondary sources  of  aircraft  pro- 
duction 

Individuals  authorized  to  Ini- 
tiate purchase  requests. 

Utilization  of  funds. 

Discount -expedite. 

Relations  between  OAO  and  Air 
Force  personnel. 

Tests  of  contractor  manufac- 
tured equipment. 


1001  361 


1001.362 


Use  of  new  cent 
on  procuremaatB. 

Policy  regarding  t^ 
tlon  of  loyalty  «( i 
searchers  on  on 
search  contraett. 

Contracting  with 
neer    firms    (or 
work. 

Requests    from   ft 

for  Information 

tlon  of  produetloa 
rights  to  United 
tary  end  Itatna. 

Hospitalization  »n^|  | 
for   contractor 
oversea   '— *-|1b11mm 

Industrial  type ^ 


t 


AuTHoarrr:    {{  1001.300  to  lOiUMi 
under  sec.  8012.  70A  Stat.  488;  IfU 
Interpret  or  apply  sees.  asOl-MtC  I 
127-133;    10  US.C.  3301-2314.  % 

§  1001.300     Methods  of 

See  :  1.300  of  this  title. 
§  1001.300-1      Competition. 

See  S  1.300-1  of  this  title 
§  1001.300-2      Formal 

See  i  1.300-2  of  this  title 
§  1001.300-3     NegoUaUon.  -\ 

See  §  1.300-3  of  this  title. 

§  1001.301      InterdepartmwmJ  mi^ 
dinated  procurement.  .■ 

See  5  1.301  of  this  title. 
§  1001.302     Source*  of 
§  1001.302-1      Government 

See  :  1.302-1  of  this  Utle 
§  1001.302-2     Sources 
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emment. 

See  §  1.302-2  of  this  Utle 

§  1001.302-3      ProducUon  i 
and  development  poola. 

<ai   E>escriptlon:   See  SlJ04Vtf 

this  title. 

(b)   General  rule:   A  pool 
by  the  administrator  of  the 
"small  business  pool"  Is  subjasi 
policies  and  procedures  set  forttk 
part  G.  Part  1  of  this  title  and 
of  this  part.  .v" 

(c>   Ascertainment  of 
case  where  the  award  of  a 
a  group  reporting  itself  as  i  _ 
or  research  and  development  pMi 
templated,   the   contracting 
request  the  small  businei 
the    APD    within    whose    , 
boundaries  the  pool  \s  located  ll 
from  the  SBA  for  forwarding 
tracting  officer  the  following:  ^ 

(DA  copy  of  the  SBA  or  OCDMli 
flcation  of  approval  of  the  pooL    ■  ' 

(2)    A  list  of  the  member 
of  the  pool  and  a  statement  _ 
the  type  of  organization  and  pta«i^ 
eration  of  the  pool. 

(di  and  <e)  See  §  1.301-3  (d)  ■■■ 
of  this  title. 


§  1 00 1.302 -4      Foreign 

See  Part  6  of  this  title  and  PBt 
of  this  chapter. 

§  IOOI.302-.'>      Planned   emtiWHUI  P 
durer. 

See  J  1.302-5  of  this  title. 


I,  February  21,  1962 

ContracU    between    die 

^     aad     iu     employee*, 

gabcontracts  between  Gtrr- 

prime  contractor*  and  Got* 

^ggiployces* 

4.r«M0icment  contracts:  Procure- 
JSiaMU  between  the  Government 
SmmSafte*  or  busincM  organls*- 
•■"SiSwUy  owned  or  ccmtrolled 
IHPL^^gnent  anployees  will  not  be 
It " wiv  In  Mcept  for  the  most  o«n- 
S7iiMon«.  Proposed  subcontracts 
jR!ljj^  orders  between  prime  oon- 
5^2«b4  Oovemment  employees  will 
JfJ^iUproTed  except  for  the  most 
-  — •—  reasons. 

, .  oontracts:  Surplus  property 

Mite  sold  to  military  personnel 
duty,  to  civlUan  employees  of 
i  rv>roe8,  including  the  De- 
of  Defense,  or  to  the  imme- 
^  IMnlWrt  dependents,  or  agents  of 
yLMOJTir  except  as  provided  for  In 
Kfl-1.  volume  6,  chapter  11.  para- 

/aTm  certain  instances  oontracts  be- 
MB  tbe  Oovemment  and  its  employees 
Zbs  subject  to  the  limiUtlons  of  the 
S  sompoiiation  statutes.  QuesUons 
Si  Mard  to  these  laws  should  be  re- 
Zld  to  the  local  staff  Judge  advocate. 

(d)  AdmlnlstraUve  approval  of  AF 
Its:  Even  though  a  contracting 
liilg  reason  to  believe  that  the 
gavv  of  a  eontract  would  not  violate 
tepoUey  expressed  in  paragraph  (a)  of 
M  ndSon.  an  administrative  i^proval 
TffA  eontract  will  be  obtained  prior 
H  mid  fnxn  one  of  the  following,  as 


FEDEtAL  REGISTER 

§  1001.S0S>1     Seope. 

fleelLSOfr-lofthlsUtle. 
S  1001.305-1     GeaeraL 

(a)  Bee  1 1  J05(a)  of  this  titte. 

(b)  See  I  l.S0S-2(b)  of  this  ttUe  and 
1 1001 JIO. 

(e)  See  i  1  J00-4<c)  of  this  tttle. 


(1)'h*  AMC,  by  the  Deputy  for  Pro- 
IBWMBt:  The  request  for  approval  will 
litonraided  through  the  Prociu-ement 
BMos  (MCPP).   to   the  D^uty  for 

.0)  AMC  field  procurement  activities 
MNQUtred  by  their  commanders. 

^)  Bne  procurement  activities,  for- 
^pcoenrefflent  activities,  and  major 
MiiHBd  central  procurement  actlvl- 
Ik^  u  required  by  the  commander  of 
fttaajor  command. 

(4)  Air  Research  and  Development 
OMBsnd.  as  required  by  the  CtMnman- 
4V.ABDC. 

(I)  AMC  base  procurement  activities 
til  aider  the  Jurisdiction  of  an  AMA 
m  Af  depot,  as  required  by  the  coxa- 
■Bder  of  the  activity  concerned. 

<•)  Administrative  approval  of  sub- 
Mlnets:  When  an  administrative  con- 
iMltac  officer  has  reason  to  believe  that 
llipproval  of  a  proposed  subcontract 
order  would  violate  the 
approval  will  be  obtained  frmn 

of  the  activity  responsible  for 

III  itelnistration  of  the  contract  prior 
1l  tftf  other  required  approval  of  such 
Uteoatiact  or  purchase  order. 

I  limOS     Exchange  of  purchase  tnfor- 
■■tioii. 

Sm  I U03  of  this  title. 

IIIOU04     Selection  of  item*  involving 
■rapricurjr  dau  or  other  restrictive 


§  1001.S0S-S     Terms.  < 

(a)  See  1 1.305-3  (a)  of  this  title. 

(1)  See  1 1.305-3(a)  (1)  of  this  tltte. 

(2)  It  is  AF  policy  to  avoid  the  use  of 
thill  paragnvb  whenever  practical. 

(3)  See  I  l.S05>-3(a)(3)  of  this  title. 

(b)  to  (d)  See  S  1.305-3  (b)  to  (d)  of 
thlstttte. 

(e>  (1)  All  contractual  documents  with 
the  exception  of  DD  Form  1155  and 
those  with  "required"  delivery  forwarded 
to  AF  contractors,  will  be  accompanied 
by  AFPI  Form  29,  "Contractual  Docu- 
inent  Transmittal — ^Receipt  Card."  This 
proeedmre  will  establish  a  specific  date 
for  the  delivery  of  supplies  or  services 
as  set  forth  In  i  1.305-3  of  this  title  and 
this  section. 

(2)  When  the  "required"  delivery  pro- 
vision Is  inserted  in  an  IFB  or  RFP,  the 
resulting  written  notice  of  award  or  fully 
executed  and  binding  contract,  except 
for  orders  placed  on  DD  Form  1155,  will 
be  forwarded  to  the.  contractor  by  cer- 
tified mail,  return  receipt  requested.  In 
such  cases,  the  buyer  will  attach  to  the 
contract  fUe  appropriate  notification  to 
that  effect. 

(3)  Xlse  of  AK»I  Form  29.  The  pur- 
chadng  activity  will: 

(i)  Prepare  AFPI  Form  29  for  trans- 
mittal to  the  contractor  with  the  written 
notice  of  award  or  other  contractual 
document,  as  foUows: 

(a)  One  copy  will  be  addressed  for  re- 
turn to  the  activity  responsible  for  the 
dl8trlbuti<m  of  ttie  contract. 

(b)  One  copy  will  be  addressed  for 
return  to  the  APD,  APPRO,  or  other 
ofBce  responsible  for  administration  of 
the  ctmtract,  if  the  contract  is  to  be 
administered  by  some  office  other  than 
the  contracting  office  making  the  award 
or  contract 

(c)  Both  copies  will  contain  the  con- 
tractor's name  and  address  as  well  as  a 
listing  of  documents  transmitted. 

(11)  FUe  AFPI  Form  29  in  the  official 
contract  file  upon  receipt  of  the  form 
from  the  contractor. 

(f)  See  S  1.305-3  (f)  of  this  title. 


§  1001.S05-4     Tbne  of  delivery 

(a)  See  peragn^^  (d)  vaA  (e)  of  this 
sectioiL 

(b)  and  (c)  See  1 1.305-4  (b)  and  (c> 
of  this  UUe. 

(d)  a)  If  the  huyexB  deshre  to  specify 
a  rate  of  delivery  as  well  as  a  date  for 
completion  of  delivery,  they  may  specify 
the  delivery  schedule  in  a  ddivery  pro- 
vision similar  to  the  following. 

At  the  rate  at per  month  to  b* 

completed days  aXter  the  reoelpi  at 

(Insert  "written  notice  of  award"  or  "writ- 
ten notice  of  award  or  a  ftiUy  executed  and 
binding  contract,"  as  appropriate). 

(2)  In  negotiated  procurements  where 
definitively  delivery  schedules  can  be  eet 
forth  for  supplies  such  as  aircraft,  en- 
gines, etc.,  the  buyers  may  q>eclfy  a 
delivery  provision  similar  to  the  fol- 
lowing: 

(i)  The  contractor  shall  deliver  the 
supplies  called  for  hereunder  to  the 
Government  in  accordance  with  the  f  ol- 
lo\(dng  schedules: 


Item 

1M0 

nm 

Oct. 

Not. 

Dec. 

Jan. 

reb. 

Mar. 

Apr. 

1 

2 

7 

4 

a 

2 

S 

e 

« 

t 

(ii)  Buyers  will  specify  in  the  delivery 
provision  whether  or  not  an  accelerated 
delivery  rate  will  be  acceptable  to  the 
Government. 

(e)  In  contracts  (tnclilding  contracts 
on  DD  Forms  1155)  covering  MIPR  re- 
quirements,  buyers   will   include   each 
claimant's  portion  of  like  Items  as  a 
separate  contract  line  item;  and  buyers 
will  include  a  separate  delivery  schedule 
for  each  claimant.    Where  an  alloca- 
tion system  is  utilized  for  OFAE  items, 
an  allocation  schedule  will  be  established 
for  each  Requiring  Department  In  lieu 
of  the  separate  delivery  schedule  re- 
quired in  paragraph  (d)  of  this  section. 
The  delivery  schedule  will  normally  be 
that  set  forth  in  tiie  MIPR,  if  realistic, 
or  as  agreed  to  between  the  buying  ac- 
tivity and  the  originator  of  the  MIPR. 
(Existing  contracts  will  not  be  amended 
for  this  purpose.)     A^  example  of  the 
delivery  schedule  contemplated  by  this 
paragraph  follows:  v 


Item 


l-A. 
l-B. 

i-c. 


Department 


U8AF. 

Navy.. 
Army.. 


Total 
quantity 


850 
600 
300 


30 
days* 


200 
100 
100 


60 
days  * 


200 

100 

fiO 


90 
days  ' 


180 

100 

SO 


120 
days' 


ISO 

100 

60 


180 
days  > 


180 

100 

80 


I  After  nodpt  of  written  notice  of  award  or  of  a  fully  executed  and  binding  contract. 


Notb:  Ttxe  preceding  example  does  not 
apply  to  delivery  schedules  specified  in  DD 
TonoB  116S.  Tti9  delivery  schedule  for  each 
daimantl  portion  on  a  DD  Form  1155  con- 
tract will  be  stated  in  terms  of  specific  dates 
on  or  before  which  delivery  is  to  be  made 
(see  i  101630S-3(b)  (4)  of  this  chapter) . 


>M  1 1 J04  of  this  title. 
IIMLSOS     Time    of    delivery    or    pcr- 


S  1001.305-50    Maximum  delivery  sehed. 


Appropriations  carrying  a  fiscal  year 
designation  as  the  final  year  of  avail- 


ability are  available  for  obligaUon 
up  to  and  including  June  30  of  that  fiscal 
year  and  are  available  for  expenditure 
for  2  additional  years  unless  otherwise 
advised.  For  example,  1959  annual  ap- 
propriations are  available  for  obligation 
through  June  30, 1959.  and  for  expendi- 
ture through  June  30, 1961.  Aocording- 
ly,  maximum  delivery  schedules  will  be 
controlled  by  the  foregoing  legal  require- 
ment for  expenditure  of  appropriated 


liM 

Amdt.  Oontraetlng  ofllcen  win  assure 
that  dellTery  requlroiaents  are  In  strict 
aceordanoe  with  the  foregoing  and  all 
oontraet  reviewing  authorities  will  as- 
sure that  strict  conformance  with  the 
requirements  of  this  section  have  been 
met. 

§  1001.30S-51    EsUUnhment  of  delirerr 
•ehedMe*  on  open  contracts. 

(a)  The  following  procedures  will  be 
followed  when  the  contractor  cannot 
meet  the  desired  dellv»7  schedule  set 
forth  In  the  Production  List  ( 9  1007.2606 
of  this  chapter) ,  and  it  becomes  neces- 
sary to  establish  a  new  delivery  schedule. 
At  such  time,  according  to  }  1007.2606  of 
this  chapter,  the  contractor  will  set  forth 
its  best  delivery  schediile  on  two  copies 
of  the  Approved  Production  List  and 
forward  them  to  the  administrative  con- 
tracting officer  (ACX)). 

(b)  The ACX>  will: 

(1)  Review  the  contractor's  schedule 
with  production  personnel  at  the  APD  or 
AITRO,  as  appropriate. 

(2)  If  the  contractor's  proposed  de- 
livery schedule  is  within  60  days  of  the 
original  desired  schedule,  not  coordinate 
further  with  supply  personnel  at  the  end 
article  prime  depot,  the  initiating  con- 
tracting officer,  or  buyer. 

(3)  If  the  contractor's  proposed  de- 
livery schedule  is  more  than  60  days 
later  than  the  original  desired  schedule, 
coordinate  with  supply  personnel  at  the 
end  article  prime  depot  to  assure  that 
the  revised  delivery  schedule  is  con- 
sistent with  AF  needs  and  requirements. 
When  ncccaiary.  negotiate  with  the  con- 
tractor to  establish  a  delivery  schedule 
which  is  acceptaUe  to  both  the  Govern- 
ment and  the  contractor.  No  coordina- 
tion need  be  effected  with  the  initiating 
contracting  officer  or  buyer. 

(4)  When  the  contractor's  proposed 
delivery  schedule  Is  approved  and  ac- 
c^ted  by  the  AGO.  according  to  the  pro- 
cedures set  forth  in  subparagraphs  (1 ) . 
(2),  and  (S)  of  thi/ paragraph,  or  when 
the  contraetor  takes  no  exception  to  the 
desired  schedule  originally  set  forth  in 
the  Production  List.  Inform  the  con- 
tractor relative  to  including  the  delivery 
schedule  In  the  Proposed  Price  Exhibit 
or  8PCR.  pursuant  to  S  1007.2606-3  of 
this  chapter.  Also,  Inform,  in  writing, 
supp^  personnel  at  the  end  article 
ixime  depot  of  the  definitive  delivery 
schedule  approved  and  accepted  under 
either  subparagraph  (2)  or  (3)  of  this 
paragraph:  this  notification  will  be  prior 
and  In  addition  to  any  notification  that 
may  be  brought  about  by  the  prescribed 
distribution. 

(5)  Restrict  coordination  time  with 
supply  personnel  at  the  end  article  prime 
depot  to  mintmiim  periods  with  appro- 
priate followup  by  the  AGO  in  each  par- 
ticular case. 

§  1001.305-52      Amendment  of  delivery 
•chedBlcs  in  aapply  or  research  and 
It  contracts. 


(Not  applicable  to  base  prociurment 
contracts.) 

(a)  Contracts  having  unrealistic  de- 
livery schedules  may  be  changed  if  the 
beat  Interests  of  the  Government  will 
be  furthered  by  such  action,  and  con- 
tracts having  delinquent  delivery  sched- 
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ules  may  be  amended  if  the  best  Interests 
of  the  Government  will  not  be  jeopard- 
ized by  such  action.  Delinquent  delivery 
schedules  will  be  held  to  a  minlmiim  at 
all  times  consistent  with  the  preceding 
sentence.  If  the  facts  surrounding  an 
individual  contract  warrant  such  action, 
the  ACO  or  the  procuring  contracting 
officer  (PCO),  if  the  contract  is  admin- 
istered by  the  procuring  activity,  will, 
immediately  upon  determination  or 
notification  that  a  contractor  will  not 
be  able  to  complete  deliveries  on  sched- 
ule, take  affirmative  steps  to  initiate  an 
amendment  of  the  delivery  schedule  ac- 
cording to  instructions  in  subparagraphs 
a)  to  (4)  of  this  paragraph.  If  the  con- 
tractor is  delinquent,  the  ACO  or  the 
PCO.  if  the  contract  is  being  admin- 
istered by  the  procuring  activity,  may 
Initiate  an  amendment  of  the  delivery 
schedule  according  to  instructions  in 
subparagraphs  (1)  to  (4>  of  this  para- 
grM>h.  or  the  ACO  or  PCO  may  recom- 
mend termination  of  the  contract  ac- 
cording to  Part  1008  of  this  chapter. 
Extensions  of  delivery  schedules  may  be 
effected  without  approval  from  higher 
Headquarters  in  the  following  instances : 
(For  the  division  of  responsibilities  be- 
tween the  ACO  and  PCO  see  paragraphs 
(c)  and  (d)  of  this  section.) 

(1)  When  the  amendment  is  sup- 
ported by  legal  consideration:  This  oc- 
curs when  the  contractor  oCTers  a  price 
reduction  or  other  benefits  in  considera- 
tion for  an  extension  of  delivery  sched- 
ule and  the  Air  Force's  or  other  Armed 
Services  Interest  wtQ  not  be  prejudiced 
by  such  extension. 

(2)  Pursuant  to  changed  Oovernment 
re<iuirements:  Such  a  case  would  be 
where  extension  of  the  delivery  schedule 
is  dictated  by  an  authenticated  revised 
delivery  requirement  of  the  Air  Force 
or  the  other  armed  services.  Every  ef- 
fort will  be  made  to  obtain  from  the 
contractor  an  agreement  whereby  the 
Government  will  obtain  the  benefits  of 
any  savings  to  the  contractor  on  account 
of  the  revised  delivery  schedule. 

(3)  Pursuant  to  specific,  standard 
ASPR  or  AFPl  contractual  clauses:  Such 
clauses  include  the  Changes  Clause,  the 
Default  Clause,  particularly  the  excusa- 
ble delay  portion,  the  Government-Fur- 
nished Property  Clause,  the  Government 
Property  Clause,  and  the  Excusable  De- 
lays Clause. 

(4)  Pursuant  to  special  contract  pro- 
visions: These  are  provisions,  other  than 
standard  ASPR  or  AFPI  clauses,  made 
a  part  of  a  contract  and  agreed  to  by  the 
parties  thereto. 

(b)  Prior  to  Issuing  a  contractual 
modification,  the  ACO  or  PCO.  whoever 
makes  the  determination  to  amend  the 
delivery  schedule,  will  effect  coordina- 
tion with  his  staff  Judge  advocate  for 
legality.  In  all  cases  the  staff  Judge 
advocate  will  determine  whether  or  not 
legal  consideration  exists.  The  staff 
judge  advocate's  determination  will  be 
final  concerning  the  existence  of  legal 
consideration.  The  adequacy  or  amount 
of  consideration  win  be  the  responsibility 
for  determhiation  by  the  ACO  and  PCO 
together  or  by  either  the  ACO  or  PCO 
alone. 

(c)  Responsibilities  of  the  ACO:  (1) 
The  ACO,  according  to  the  conditions 


contained  herein  but  wlttioat< 
tlon   with   the   PCO   or  ban 
where  investigation  Indicate^ 
may  be  a  basis  for  default  tl 
will   accomplish  and   Issue 
modifications    to   amend  m 
schedules  that  pertain  to: 

( 1  >   Approved  price  spare 
requests    (SPCRs)    and  npj^ 
exhibits  (9  1007.2603-3  of  thlT 
to  open  contracts  covered  by 
Part  1007  of  this  chapter. 

(li)   Spare   parts  exhibits 
673.    MCP   71-668.    MCP  71- 
71-669.  and  MCP  71-870). 
port  equipment  exhibits  (I 

training  parts  exhibits   (1 

and  ground  support  equlpmnii 
(MCP  71-650)  whenever  thao^ 
made  a  part  of  a  contract  by 
a  supplemental  agreement  sign 
ACO.    See  Subparts  C  and  D.  I 
of  this  chapter. 

(2)  When  a  contractor 
quent  performance  due  to 
his    control   and   without  hli 
negligence,  the  ACO,  If  he  is  i 
Ing  the  contrEict.  will  investii        _ 
legations   and  make   a  flndlBK  fl  i 
as  to  the  conditions  found  to  odA  .^i 

(3)  Upon  determination  or     '" 
tlon  that  a  contract  under  hli  i 
tration  is  delinquent  or  akflCL 
quent  and  if  he  believes  that  a  i 
to  the  delivery  schedule  is 
ACO  will: 

(i)  When  authorized  to  amaliHI^j 
livery   schedule,    forward  hit 
recommendations,   and  otlMV 
tlon  deemed  pertinent  to  his  iM 
advocate    for    a   determination 
legality  of  the  proposed  revMM 
nish  the  staff  Judge  advocate 
address,  including  code,  of 
tion  activity  at  the  APD  or 
cemed  with  the  contract 
copy  of  the  staff  Judge  adi 
ion.  either  affirmative  or  i    _ 
be  returned  directly  to  the  AOO; 
copy  to  the  aforementioned 
activity. 

(ii)  In  all  other  instances,  fc 
findings,  recommendations,  and  i 
formation  deemed  pertinent  ta  f 
If  he  is  recommending  a  new. 
delivery  schedule,  furnish  the  PO^i 
the  address.  Including  code,  of  BtJ 
ductlon  activity  at  the  APD  Of  " 
concerned  with  the  contract. 

(ill)   Regardless  of  whethar  M 
ceding  subdivision  (i)  or  (11)  ati 
paragraph  Is  Involved.  fumlA 
propriate  producticm  activity  ^" 
of  the  foregoing  findings,  rei 
tions,  and  other  pertinent  lnf« 

(4)  Upon  receipt  of  a  IX> 
"Monthly  Production  Procrci 
marked   "Action  Document"  UK; 
will  indorse  thereon  his  approMlJ 
approval.     If  approved  and  If 
stances  Indicate  that  the  oootra 
not  meet  the  contract  schedoit] 
reasonable  period,  the  action 
In  subparagraph  (3)  of  this  p 
will  be  Immediately  Uken  by  9^ 
What  constitutes  a  reasonabia  p"^ 
quires  sound  Judgment  by  tUe 
diligence  must  be  exercised  n 
waive    the    existing    contract 
schedule  (see  Part  1008  <rfj^* 
If  disapproval  of  any  proposed 


f,  February  21,  1962 

1.  ^Heated  by  the  ACX).  reasona 
MMinrrr  will  be  sUted  on  the 
'Sn    The  ACO  will  then  sign 
^^Lflitle  DD  Form  376  and  for- 
S!L  pcoducUon  activity  for  dls- 
^      Contracts  contalnhig  Uqui- 
^fMtA   clause    require    extra 
When  the  ACX)  has  reason  to 
M^  a  contract   containing   a 
ilamages  clause  will  become 
.   M    to    deliveries,    he    will 
notify  the  production  activity 
w         M^  of  a  DD  Form  375.    The 
ZJTwm  process  inadequate  DD  Form 
^:^TLJ^^^  the  production  activity  for 


_^__.  and  clarification. 
aAIIV  complying  with  the  requlre- 
^LaMdfled  In  this  section,  the  ACX). 
^a  Mtbori>^>  will  accomplish  and 
'  ^E«lthln  SO  work  days  after  recehdng 
'^^  (prime  AMA  or  depot)  and/or 
gr  4B(onauUcal  Systems  Center 
^M)  (in  the  case  of  GFAE)  oo- 
S^lon.  a  contractual  modification 
■Slf^  delivery  schedule. 
"m  Where  Investigation  shows  that 
^tmtt  tor  a  default  termination  may 
STtt*  ACO  will  proceed  according  to 
^^Mftwrlate  Instructions  set  forth 
JSlir  sBd  in  paragraph  (d)  of  this  sec- 
l^nd  Subpart  F.  Part  1008  of  this 


I^Beqionslblllties  of  the  PCX):  (1) 
mgk  dttennlnatlon  or  notification  that 
gaiBtnet  under  the  administration  of 
^  fiQQ  is  delinquent  or  almost  delln- 
gait  sad  if  the  PCO  believes  that  a  re- 
iSm  to  the  delivery  schedule  is  war- 
l^Ml  the  PCX)  will  try  to  amend  the 
Idbvy  iohedule  by  obtaining  the  neces- 
^  Maf  Judge  advocate  and  supply 
nitel  AMA  or  depot)  and/or  LIdES. 
JKMSC    (in    the    case    of    GFAE) 


(t>  Within  6  days  after  receipt  of  a 
Plonn  S7S  marked  "Action  Docu- 
■  the  PCO  will  review  the  forecast, 
and  recommendations  to  de- 

Impact  on  the  affected  program 

irfil  reply  to  the  ACO  and  the  pro- 
aetivlty.   The  reply  will  indicate 

or  nonconcurrence  of  the 

neommended  on  the  DD  Form 


0)  After  complying  with  the  requlre- 
nit9flcdfled  In  this  section,  the  PCO 
■  Moomplish  and  issue,  within  30 
days  after  receiving  prime  depot 
'  LME8,  AMCASC.  coordination,  a 
modification  revising  the 
schedule. 

W  bd  article  prime  AMA  or  depot 
UiES,  AMCASC,  coonUnation: 
t  ttie  exception  of  the  revision  of  an 
delivery  schedule  on  a  con- 
where  the  originator  of  the  PR- 
rsquiranent  Initiates  the  request 
I  extension  of  delivery  schedule,  the 
of  the  end  article  prime 
or  In  the  case  of  GFAE,  LMES. 
;,  will  be  obtained  in  all  cases. 
I  ottier  service  MlPRs  are  involved, 
will  be  effected  with  orlg- 
at  the  other  service  MIPR. 
<0  111  aU  other  cases,  neither  the 
•60  Hot  the  ACO  is  authorized  to 
t  the  delivery  schedule  without  ap- 
finom  higher  headquarters.  If 
>r  elects,  he  may  file  a  claim 
Public   Law   85-804,   as   Imple- 
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mented  bj  Bxeoutlve  Ord&c  No.  10789. 
me  oontniBtorli  claim  will  be  processed 
aoooardlnc  to  Part  17  of  this  title. 

(g)  Anj  amendment  of  contract  de- 
livery trhf«f*«i*»a  will  conform  strictly 
with  the  retiuirements  of  i  1001.305-50. 

(h)  When  concurrence  is  Indicated 
and  the  administrative  offices  (produc- 
tion and  ACO)  have  recommended  de- 
livery schedule  changes,  the  PCO  will, 
within  10  work  days,  forward  the  flnd- 
Inss.  etc.,  to  the  AMA  staff  Judge  advo- 
cate for  an  opinion  as  to  the  legality  of 
the  proposed  amendment.  The  original 
of  the  staff  Judge  advocate's  opinion  will 
be  returned  directly  to  the  PCO  with 
coiplea  to  the  ACO  and  to  the  production 
activity.  When  the  ACO  has  recom- 
mended default  termination,  signed 
ooplee  of  the  PCO's  proposed  action  will 
also  be  forwarded  to  the  cognizant  local 
readjustment  activity  and  to  AMC 
(MCPK).  When  the  ACO  has  not  con- 
curred in  proposed  action.  JusUflcatlon 
for  proposed  action  by  the  PCO  will  be 
be  Included  in  notification  to  the  admin- 
istrative offices  and  will  cover  the 
reasons  advanced  by  the  ACO. 

(1)  When  the  PCO  does  not  agree 
with  t^e  action  proposed  on  the  DD 
Form  375  marked  "Action  Dociunent." 
he  will  furnish  the  administrative 
offices,  local  readjustment  offices  and 
AMC  (MCPK),  when  default  termina- 
tion has  been  recommended,  a  statement 
ot  reasons  for  rejecting  the  recom- 
mended actlcML 

§  1001.S06     Approval  signatures. 

See  i  1.306  of  this  Utle. 

§  1001.307     Priftrities,    allocations,    and 
•llotmenU. 

See  f  1.S07  of  this  Utle  and  §  1001.460. 

§  1001.309      Soiicitations     for     infonna' 
Uonal  or  planning  purposes. 

Requests  for  quotations  (includhig 
letter  requests)  for  informational  or 
planning  piurposes  relating  to  weapon 
systons,  subsystems,  components,  or 
support  eqtiipment,  or  developments 
leading  to  such  items,  and  price  and 
availability  studies  applicable  to  Mili- 
tary Assistance  Program  (Grant  Aid 
only)  may  be  issued  only  when  com- 
pletely Justified  to  and  with  the  prior 
approval  of  the  Commander,  or  his 
designee,  of  the  cognizant  AMC  pro- 
curing activity,  Le.,  AMC  centers. 
AMAs  and  depot.  All  other  requests 
will  be  submitted  to  AMC  (MCPP)  for 
prior  i4>proval  of  the  Director  of  Pro- 
curement and  Production,  Hq  AMC. 

§  1001.310     Liquidated  damages. 

(a)  (1)  Liquidated  damages  provisions 
may  be  used  only  after  prior  approval 
of  the  following  officials  (as  applicable) 
and  the  reoiectlve  staff  Judge  advocates: 
(1)  The  commanders,  AMC  centers.  (11) 
the  directors  of  procurement  and  pro- 
duction of  AMC  field  procurement  activi- 
ties, (ill)  the  Director  of  Procurement, 
Hq  ARDC,  and  (iv)  within  the  other 
major  air  commands,  at  not  below  the 
level  of  a  staff  officer  responsible  for 
procurement  within  the  headquarters  of 
the  first  echelon  of  command  immedi- 
ately subordinate  to  the  major  air  c<Hn- 
mand.    Requests  for  i^proval  wUl  be 


IfiOS 

made  In  writing  (electrically  transmitted 
messages,  or  letters).  Oral  reqaeits 
(either  in  person  or  telephone)  wfll  not 
be  accepted.  The  following  information 
will  be  furnished:  (a)  IdenttHoatkm 
number  of  the  contemplated  procure- 
ment (PR  No..  IFB  No.,  and/or  contract 
number) ;  (b)  data  which  will  adequately 
substantiate  the  need  for  strict  oom- 
pliance  with  the  delivery  achednle  and 
reflect  the  estimated  damage  that  will 
result  if  the  delivery  schedule  is  not  met; 
(c)  the  dollar  amount  of  the  ocmtcm- 
plated  prociu'^nent,  the  amount  of  com- 
petition available,  the  amount  of  esti- 
mated damages  to  be  assessed,  and  the 
formula  used  to  arrive  at  such  estimate; 
id)  tjrpe  and  form  of  contract  contem- 
plated and  the  required  delivery  schedule 
to  be  met;  (e)  the  AF  technical  person- 
nel's written  comment  relative  to  the 
estimate  of  damages. 

(2)  The  clause  set  forth  below  will  be 
placed  in  the  schedule  when  the  clause  in 
S  7.105-5  of  this  title  is  used  and  may 
be  placed  in  the  schedule  when  the 
clause  in  §  8.709  of  this  title  Is  used: 


Liquidated  damages  wlU  be  aswsed  at  the 
rate  of  (dollar  amount)  per  day  In  aoootil- 
ance  with  the  pFOvlBlons  of  paragraph  f.  of 
the  Def  axilt  Clause. 

NoTX :  In  construction  oontracta  Insert  tbe 
phrase'  "the  Termination  toe  D«fanlt-Dam- 
ages  for  Delay-Time  Extension  CUum"  in 
Ueu  of,  "paragraph  f .  of  the  Default  Clause." 

(3)  The  liquidated  damages  provision 
will  not  be  used  where  the  desired  de- 
livery is  specified.     (See  1 1001.305.) 

(4)  Foreign  procurement  activities 
will  not  use  liquidated  damages  pro- 
visions. 

(b)  To  assure  that  the  rate  of  assess- 
ment  of  liquidated  damages  is  reasonable 
It  is  Incumbent  upon  the  procuring  eon- 
tractlng  officer  to  obtain  the  advice  of 
the  AF  technical  personnel  concerned 
with  the  r^[Uirement;  eg.,  in  oonstme- 
tion  contracts,  the  civil  engineering 
officer. 

(c)  If  the  supplies  or  services  bedng 
procured  can  be  reprocured  readily  frcnn 
other  sources  in  case  of  d^ault,  and  the 
difference  in  price  would  represent  the- 
full  measure  of  damages  to  the  Ctovem- 
ment,  liquidated  damages  provisions  will 
not  be  used. 

(d)  Recommendations  concerning  re- 
missions will  be  tafw9T&ed  by  the  pro- 
curing contracting  officer  with  appro- 
priate documentation  through  AMC, 
(MCPP)  to  Hq  USAF  (AFMPP-PR)  for 
submission  to  the  Secretary. 

§  1001.311     Cxmstmedon  conlmcts;  dis- 
closure of  GoTcnunent  estioiate. 

See  S  1-311  of  this  title. 

§  1001.312     Voluntary  refunds. 

Volimtary  refunds  and  other  refunds 
made  by  contractors  by  cheek  will  be 
made  payable  to  the  Treasurer  of  the 
United  States.  It  is  preferred  that  sudi 
checks  be  submitted  to  the  cognisant 
contracting  officer.  In  any  event,  the 
check  will  immediately  be  forwarded  by 
its  recipient  to  the  nearest  accounting 
and  finance  office.  The  aeooimtlng  and 
finance  office  will  furnish  the  recipient 
of  the  check  a  copy  of  the  coUectlim 
voucher.    If  the  appropriate  account  to 
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be  credited  cannot  be  readily  determined, 
tbe  check  will  be  placed  temporarily  in 
a  Hupoue  account,  and  immediate  steps 
will  be  taken  to  determine  the  account 
to  be  credited.  When  the  appropriate 
account  has  been  determined  the  coKnl- 
aant  PCO  will  be  so  notified,  and  the 
necessary  supplementary  contractual  ac- 
tion will  be  taken  to  permit  collection 
as  an  appropriation  refund.  Where  the 
appropriate  account  cannot  be  identified. 
the  refund  will  be  transferred  to  the 
appropriate  miscellaneous  receipt  ac- 
count according  to  current  accounting 
and  financial  procediures. 

§  1001.312-50     Other     than     voluntarr 
refaiids. 

The  following  are  examples  of  refunds 
^nA  receipts  of  funds  excluded  from  the 
definition  of  voluntary  refunds  as  set 
forth  in  9  1.312  of  this  title  and 
8  1001.312: 

(a)  Interim  refimds  made  under  flxed- 
prlce  redeterminable  and  Oxed-price  In- 
centive contracts  (Subpart  Z,  Part  1054 
of  this  chapter) . 

(b)  Debts  owed  by  contractors  and 
deferred  payments  (Subpart  V,  Part  1054 
of  this  chapter) . 

(c)  Adjustment  of  funds  under  active 
AP  contracts  (Subpart  C.  Part  1053  of 
this  chapter). 

(d)  Refund  of  overpayments  disclosed 
by  voluntarily  re<»>ened  repricing  nego- 
tiations (Comp.  Gen.  Dec.  B-130534. 
April  30.  1957). 

(e)  Other  contractual  provisions  or 
agreements  between  the  contracting 
parties  requiring  such  refunds  (tax  re- 
fimds. rebates,  etc.). 

§  1001.313     Procureiaent  of  parts. 

See  S  1.313  of  this  UUe. 

§  1001.313-^50     Initial  procnremenl. 

Initial  quantities  of  spare  parts,  with 
the  exception  of  military,  industry,  and 
contractor  standard  items,  will  normally 
be  procured  from  the  end  item  manufac- 
turer. These  parts  may  be  procured 
through  provisioning  procedures,  when 
mipropriate,  utilizing  authorized  spsure 
parts  provisioning  documents  (Part  1055 
of  this  chapter).  Any  deviations  to  es- 
tabllahed  contractual  provisioning  docu- 
ments must  be  coordinated  with 
the  Management  Concept  Branch 
(MCSRO) ,  Hq  AMC.  prior  to  obtaining 
approval  of  Hq  AMC,  MCPC,  according 
to  i  1001.100-M. 

§  1001.313-51      Rrpleniahmcnt  procure. 


Spare  parts  required  for  stock  replen- 
ishment purposes  will  normally  be  pro- 
cured from  the  commodity  industry. 
Competition  will  be  secured  to  the  max- 
Imimi  extent  practicable.  It  is  very  im- 
portant that  parts  which  can  be  procured 
on  an  open  competitive  basis  without 
compromialng  the  requisite  safety,  de- 
pendsUtiUlty,  and  effective  operation  of 
equipment,  be  so  procured. 

S  1001.313-52     Prioritica. 

^IMure  parts  will  be  procured  using  the 
DO  or  DX  rating  (|  1001.400)  assigned  to 
the  end  Item  being  sapported. 


§  1001.314    Contracting  officer*!  decision 
under  the  dispute*  clause. 

This  section  deals  with  preparing  de- 
cisions and  processing  appeals  under  the 
Disputes  clause  by  contrsusting  officers. 
The  application  of  the  following  instruc- 
tions are  limited  to  cases  where  the  Dis- 
putes clause  contained  in  5  7.103-12  of 
this  title  is  used.  Where  the  Disputes 
clause  of  9  1007.4205-8  of  this  chapter 
is  used,  the  oversea  command  staff  judge 
advocate  rather  than  the  Staff  Judge 
Advocate.  Hq  AMC.  will  be  the  source  of 
advice  regarding  proposed  decisions  and 
will  be  the  channel  for  forwarding  data 
relating  to  appeals  <  also  see  the  instruc- 
tions preceding  the  clause  in  5  1007.4205- 
8  of  this  chapter ) . 

(a)  Preparation  of  decision.  Where 
mutual  agreement  on  a  question  of  fact 
proves  Impossible,  a  findings  and  decision 
must  be  prepared  by  the  contracting 
ofiBcer.  This  single  document  in  the 
format  set  forth  In  8§  1001.314-54  and 
1001.314-55  should  contain  a  simple  and 
concise  statement  of:  d)  The  claim.  <2) 
the  decision.  (3)  the  findings  of  fact 
which  suptKJrt  the  decision,  and  (4)  the 
reference  to  the  Disputes  clause  con- 
tained in  the  format.  The  factual  de- 
termination must  be  relevant  to  the 
issues  and  supported  by  d(x;uments  or 
oral  statements. 

(b)  Legal  admce  by  Staff  Judge  Ad- 
vocate. Hq  AMC.  All  written  findings 
and  decisions,  except  termination  for 
defaults  and  assessment  of  excess  costs, 
will,  prior  to  transmittal  to  the  contrac- 
tor, be  referred  for  comment  to  the  Staff 
Judge  Advocate.  Hq  AMC.  together  with 
I}ertinent  documents  and  summaries  of 
anticipated  testimony  of  all  Government 
witnesses.  Default  and  excess  costs  find- 
ings and  decisions  will  be  submitted  to 
the  appropriate  field  staff  judge  advo- 
cate. When  referrals  to  the  staff  judge 
advocate  are  made,  the  accompanying 
file  will  be  complete  in  all  respects.  The 
file  should  contain:  (1)  Copy  of  the  con- 
tract, and  all  applicable  amendments, 
specifications  and  drawings;  (2)  com- 
munications relative  to  the  subject  mat- 
ter of  the  dispute ;  and  (3)  any  additional 
information. 

(c)  Transmittal  to  contractor.  After 
the  referral  described  in  paragraph  (b) 
of  this  section  has  been  accomplished, 
the  findings  and  decisions  will  be  re- 
examined by  the  contracting  officer  in 
the  light  of  the  advice  and  comments 
proffered  by  the  appropriate  staff  Judge 
advocate.  If.  in  the  judgment  of  the 
contracting  officer,  re-examination  re- 
veals the  propriety  of  modifications  or 
additions,  he  will  make  the  appropriate 
changes.  After  such  re-examination, 
and  changes  if  appropriate,  he  will  trans- 
mit the  findings  and  decision  to  the  con- 
tractor in  person,  obtaining  a  receipt 
therefor,  or  by  certified  mail,  return 
receipt  requested. 

(d)  Amendment  after  transmittal  to 
contractor.  After  a  timely  appeal  has 
been  taken  to  the  Armed  Services  Board 
of  Contract  Appeals,  the  contracting  of- 
ficer who  has  rendered  findings  and  a 
decision,  or  his  successor,  may  for  good 
cause  recommend  that  the  findings  and 


decision  be  corrected  or 

recommendation  will  be  fc 

Staff  Judge  Adv(Kate,  Hq 

with  the  file  required  by 

of  tills  section  as  suppleiaeiili^ 

port    the    recommended 

amendment. 

§  1001.314-50     Appeal*. 

See  Appendix  A.  S  30.1  of  thl»| 
Rules  of  the  Armed  Servicet 
Contract  Appeals. 

§  1001.311-51      Procesainc. 

( a )  When  a  notice  of  appttl  ^  i 
form  has  been  received  by  thet 
Ing  officer  from  whose  finding  i 
cision  the  appeal  is  taken,  ha 
ply  with.  Rule  4.  Part  n, 
§  30.1    of    this   title.     The 
which  the  notice  of  appeal 
will  be  promptly  forwarded  wtth( 
inal  copy  of  the  notice,  to  (ht 
As  soon  as  practical  thereaftar 
send  the  Staff  Judge  Advoealt 
Hq  AMC,  a  copy  of  the  notice  m 
pertinent  documents  (in  dv 
required   by  Rule  4.     The  Stif 
Advocate  should  in  ail  cases  be 
of  the  postmark  on  the  enve 
of   receipt   of   the   notice  of 
otherwise  transmitted. 

(b)  If  AF  personnel  other 
contracting  officer  involved 
notice  of  appeal,  they  will: 

(1)  Note  on  all  copies  of  the 
of  appeal  the  date  of  maiUng  9] 
date  of  receipt  if  otherwise 

(2)  Promptly   forward  to  tke 
the  original   notice  of  appeal 
with  the  envelope  in  which  tbe : 
appeal  was  received  or  any 
mentary  evidence  of  mailing  < 
of  such  notice. 

(3)  Notify  the  Staff  Judge 
(MCJ).  Hq  AMC.  or  oversea 
staff  judge  advocate  if  appUeaUii  Itfi] 
the  notice  of  appeal  has  been  fi 

to  the  Board.    If  two  or  more    

the  notice  of  appeal  are  furnlriMij 
copies  other  than  the  original  iW 
forwarded  to  MCJ.     Otherwise.  •  tHTj 
of  the  notice  of  appeal  shoukl  III  ■v] 
for  MCJ.  if  practical.    If  no 
available    or    legible    copies 
made,  the  number  of  the  contmlj 
the  name  of  the  contractor 
furnished  MCJ. 

(c)  Attention  is  invited  to  thei 
ASBCA  Rule  4  which  reads  as 

Attention    Is    Invited    to   Buls  II. 
providing  an  Optional  AccelermtadT 
Xor  cases  Involving  fS.OOO  in     ^^^^ 
It  Is  the  duty  of  the  contractaif 
advise   the   contractor  of  the 
celerated  Procedure  in  connectlBa 
appeal   Involving  $5,000  in  ■nwmiit^ 
The   contracting    officer    wlU   so     "*" 
contractor  when  It  appears  that  t 
tary  amount  In  Issue  Is  leas  than 

(d)  Upon  receipt  of  infoi 
a  notice  of  appeal  has  been 
Staff  Judge  Advocate.  Hq  AMa 
quest  the  contracting  officer  to 
the  Information  required  In 
(a)   of  this  section.    Two 
requested  dociunents  win  be 
MCJ. 


February  21,  1962 

"'*'      ^—r  tbe  contractor,  sidMequent 
^tppul  with  the  Armed  flenr- 

of  Contract  Appeals,  electo 

to  accept  fully  the  flndlngB 

»  from  which  appeal  w4a 
fJTgnj  amendment  thereof,  and 
^^■iMtm  notification  of  such  accept- 

ClTtbecontractlng  offloer  concerned.        ^ 

9rIgJgteiiDg  oflttcer  will  be  respooai-  ^^^  *«i*"th«  claim  to  Idenmy  clearly 
Sf^nromPtly  sending  the  contractor's  nature  and  ■cope)  in  connection  with 
■^5  .AMotance  to  the  Staff  Judge 


of  acceptance  ,  *     , 

Ha  AMC.     Upon  receipt  of 

the  Staff  Judge  Advocate  in 

,tlon  with  the  contractor  will 

and  submit  a  Joint  motion  of 

to  the  Board.    Similar  action 


FiDSIAl  REGISTER  Um 

11001^14-55    AlienwtiTe    anggeated  procedures    and    parehMlng 

fanaat;  to  be  wed  when  a  termiiui-  are  indispensable  prerequtattea  to 

for    convenience    dispute    is  achlevonent  Of  this  objectiYV.    Tbn 

Force  must  demonstrate  contizuiaUy  la- 

Sttblect:  nBdlBn  Pertaining  to  Termination  creased  efficiency  in  its  ettrxcBt  (9«tt- 

CTiStt  --?r!!Z. - - tions  in  addlttoQ  to  developing  mmod 

(Name  of  oontractcH-)  programs  directed  towards  greater  ef- 

under  Contract  Mo Date ficiencies  In  the  future.    Consisteirt  wtth 

To: - —  this  objective,  the  foDowlng  requlniiMata 

(Nam*  and  address  ot  contractor)        «  ^^  established : 

1.  Tour  claim  for  (insert  factual  descrip-        (a)  Procurements  will  not  be  placed 

its  earlier  than  necessary  to  meet  require- 

nature  and  scope)    In  connection  with  the  nients    and/or    wmlnt^lw    continuity    Of 
above  dtad  eontraet  has  been  duly  oonsld 


^ta  taken  by  the  contracting  officer 
- where  the  contractor,  after 


Jm^ZlS^^M  MMnaspeal  with  the  Armed Servioes  amounta  i 
rrirS^B  SiVcontract  Appeals,  in  writing  with  rsaao 
Dthtl^B    ■■■"_!^-i    .o/«or>fan<>A    with    the        8.  The  ' 


partial    acceptance    with    the 
and  decision  of  the  contracting 


IIII^14_53     Assistance  in  connection 
-•     ^jiii  pretrial   conference   and  heaiw 

A|  an  times  after  the  filing  of  an  »p~ 
^  ttM  eoctractlng  officer  will  render 
il  whtsiir-  requested  by  the  Staff 
Stat  Admcate,  Hq  AMC.  Whatever 
is  set  for  hearing,  the  contract- 
eoncemed.  acting  under  the 
of  the  Staff  Judge  Advocate, 
AMC  will  be  responsible  for  arrang- 
tlie  presence  of  Government  wtt- 
and  specified  physical  and  docu- 
evldence  at  both  the  pretolal 
and  the  hearing. 

I1II1J14-S4     Suggested  format;  deci- 
iion    in    accordance    with    dtspotca 


(Date  of  findings  and  decision) 
Dsdslon   Disallowing   Bequest   of 

(Name  of  contractor) 
Contract  No Date 


(Name  and  address  of  contractor) 
L  la  sooordance  with  the  provlalona  of 
Hi  rims  luimlifiii  (1  contract,  the  imder- 
ripsi  eontiaetlng  officer  has  duly  considered 
|Hr  nqoest  for  (Insert  fact\ua  description 
tf  tts  request  to  IdenUf  y  clearly  Its  nature 


1  nis  undersigned  contracting  oAcer  haa 
IhIShI  that  your  request  as  set  forth  above, 
bOMQowed  (In  whole  or  In  part,  aooordlng 
miMfwt)  for  the  following  reasons: 

(tmmX  the  findings  of  fact  upon  which 
tttAMlIowance  Is  based.) 

1  The  "Dlsputes'^clause  of  the  contract 
ptiMm  that  within  30  days  from  the  date 
tf  riMlpt  hereof  the  contractor  may  mppeBl 
this  decision  by  mailing  or  otherwise 
to  the  contracting  officer  a  writ- 
addressed  to  the  Secretary  of  the 
AkPofoa.  Two  copies  should  accompany  the 
notloe  of  appeal.  The  notice  of 
should  Identify  the  contract  (by 
r),  the  decision  from  which  the  appti^ 
kites  and  be  signed  by  appellant  or  an 
'^■■r  o(  appellant  organtzatloa  or  by  a 
•athortaed  representative  or  attorney. 
10  days  after  receipt  of  notioe  of 
of  the  appeal  by  the  Board,  the 
shall  file  with  the  Board  a  com- 
tMtllac  forth  simple,  oonclae  and  direct 
Kti  of  each  claim  ahowing  eatltla- 
to  reUef , 

■ow  le- 


ered by  the  undersigned  contracting  officer. 
2.  In  accardance  with  the  provisions  of 
Clause .:_  (Insert  the  title  of  the  perti- 
nent tcnnlnatlon  claiise)  of  the  contract,  the 
undersigned  contracting  officer  finds  as  fol- 
lows: (Insert  aU  pertinent  factual  data,  such 
■a,  date  of  termination  of  contract,  date  of 
submlaaion  of  settlement  proposal.  Items  and 
allowed  and  disallowed,  together 

therefor.) 
"Dlq;>utes''  clause  of  the  contract 
provides  that  within  30  days  from  the  date  of 
receipt  hereof,  the  contractor  may  appeal 
from  this  decision  by  mailing  or  otherwise 
furnishing  to  the  contracting  officer  a  writ- 
ten i^peal  addressed  to  the  Secretary  of  the 
Air  Force.  Two  copies  should  accompany 
the  original  notice  of  appeal.  The  notice  of 
appeal  should  Identify  the  contract  (by  num- 
ber), the  decision  from  which  the  appeal  Is 
taken  and  be  signed  by  appellant  or  an  offi- 
cer of  appellant  organization  or  by  a  duly 
authorised  representative  or  attorney. 
Within  ao  days  after  receipt  of  notice  of 
docketing  ct  the  appeal  by  the  Board,  the 
appellant  shall  file  with  the  Board  a  com- 
plaint setting  for^  simple,  concise  and  di- 
rect statements  of  each  clalip  showing  en- 
titlement to  relief. 

S  1001.314-56     Delegation  of  authority 
to  process  contract  appeals. 

The  Commander,  AMC.  has  been  del- 
egated authori^  to  process  all  contract 
appeals  directly  to  the  Armed  Services 
Board  of  Contract  Appeals  and  the  Ap- 
peal Board.  Office  of  Contract  Settle- 
ment. The  Commander,  AMC,  has  fur- 
ther delegi^ed  this  authority  to  the  Staff 
Judge  Advocate.  Hq  AMC,  with  power 
of  redelegation. 

§  1001.314-57     Suff     Judge    Advocate, 
HqAMC 

Tlxe  Staff  Judge  Advocate.  Hq  AMC, 
is  the  duly  designated  trial  attorney  to 
represent  the  Government  in  the  defense 
of  appeals  before  the  Armed  Services 
Board  of  Contract  Appeals  or  the  Appeal 
Board.  Office  of  Contract  Settlement. 
Decisions  of  the  Armed  Services  Board 
of  Contract  Appeals  by  the  Staff  Judge 
Advocate,  Hq  AMC.  will  be  transmitted 
to  the  appropriate  contracting  officer  for 
action  according  to  the  Board's  decision. 
When  the  Chief  Trial  Attorney  deter- 
mines that  the  best  interest  of  the  Air 
Force  will  be  served,  a  motion  for  re- 
consideration of  an  adverse  decision  will 
be  fUed. 

§  1001.350     Forward  purchasing  policy. 

The  primary  objective  of  the  forward 
mircbasing  policy  is  to  attain  and  main- 
tain on  a  continuing  basis  an  Air  Force 
in  a  mffT*"*"*"  state  of  readiness  to  per- 
form its  combat  mission  within  i4>proved 
force  structures,  with  a  minimum  cost 
impact  on  the  United  States  economy, 
like  control  of  expenditures  through  em- 
ployment of  efficient  Inventory  control 


production. 

(b)  All  procurement  will  be  according 
to  the  latest  productton  reserve  poney. 
This  miplies  to  both  prime  tumliMter 
and  subcontractor  eomplezee  of  aiivraft 
and  to  all  manufacturers  of  related 
equipment. 

(c)  No  new  contract  is  to  be  placed 
until  the  price,  delivery,  and  qualt^  ele- 
ments of  the  purchase  have  been  care- 
fully reviewed  and  analyzed. 

(d)  Where  contractors  have  delayed 
without  Justifiable  cause  or  failed  to  ne- 
gotiate in  good  faith  prompt  contract  - 
formalization,  price  redetermfnattmt. 
and  tcu-get  reset  or  final  price  revMon 
under  incentive  contracts,  and  it  Is  de- 
termined, after  suitable  review,  that  audi 
delinquencies  exist,  no  new  contracts  are 
to  be  placed  with  the  contractors  In- 
volved until  the  delinquencies  have  been 
corrected. 

(e)  Careful  consideration  is  to  be  given 
to  tightening  the  terms  and  conditions 
of  new  contracts  and  to  insure  that  obli- 
gations undertaken  by  contractors  are 
clearly  stated  and  enforced.  Increas- 
ing emphasis  is  to  be  placed  on  flzed- 
prlce  contracts,  and  wider  use  of  Incen- 
tive tsrpe  contracts  where  it  can  be  anCle- 
Ipated  that  lower  overall  cost  wiU  remflt. 

(f)  Reasonable  administrative  con- 
trols or  other  assurances  will  be  used 
to  insure  that  AF  contractors  maintain 
minimum  inventories  required  for  pro- 
duction consistent  with  soimd  buslneas 
practices. 

§  1001.351  Policy  on  esuWishmrnt  of 
secondary  sources  of  aircraft  pro- 
duction. 

As  an  integral  part  of  the  policy  of 
broculenlng  the  industrial  base  during  » 
period  of  national  emergemr,  it  Is  necea 
sary  for  the  Air  Force  to  create  supple- 
mentary sources  for  the  production  of 
aircraft  and  related  equipment  nocmally 
obtained   from  the   original   deaigner- 
manuf acturer  and  to  provide  the  siv- 
plementary    sources    with    engineering 
help  and  technical  assistance  from  sueh 
original  sources.    The  Air  Force  recog- 
nizes the  contributions  made  by  the  pri- 
mary suppliers  of  aircraft  and  related 
equipment  to  the  advanced  state  of  the 
art  and  the  importance  of  maintaining 
the  Industry  in  strong  financial  eondi- 
tion.   To  that  end.  it  is  essential  that  the 
aircraft  industry  be  adequatdy  compen- 
sated for  its  creative  efforts  and  its  over- 
all contributions  to  the  national  defense. 
The  policies  set  forth  herein  are  designed 
to  recognize  the  respective  contributions 
and  responsiUliUes  of  industry  and  Oov- 
emment  toward  the  malntpnance  of  an 
aviation  industry  of  sufficient  straigth 
to  provide  the  air  power  needed  for  na- 
tional seciuity. 


ieo8 

(»)  DetermiiMtion  of  need  for  supple- 
mentmry  aourees.  It  will  be  the  preroga- 
tive of  the  Air  Force  to  determine 
whether  one  or  more  supplementary 
■ources  are  needed,  and  to  make  the 
final  selection  of  secondary  suppliers. 
Nevertheless.  It  will  be  AP  poUcy  to  con- 
sult with  the  primary  source  prior  to  the 
selection  and  establishment  of  each 
supplementary  source  to  obtain  the 
benefit  of  the  experienced  advice  and 
Judgment  of  the  primary  source  and  also 
with  a  view  toward  obtaining  a  com- 
petent supplementary  supplier,  who  will 
operate  in  harmony  with  the  primary 
source.  It  is  expected  that,  after  the 
establishment  of  each  supplementary 
source,  the  primary  source  will  cooperate 
in  furnishing  technical  assistance  to  the 
supplementary  source  and  in  entering 
into  licensor-licensee  agreements.  When 
establishing  a  supplementary  source. 
consideration  wUl  be  given  to  the  cost  of 
the  production  facilities  that  the  Gov- 
ernment may  have  to  provide  such 
supplementary  source. 

(b)  Proration  of  procurement  between 
primary  and  supplementary  sources.  In 
determining  the  extent  to  which  procure- 
ment will  be  prorated  between  the  pri- 
mary source  and  the  supplementary 
source  or  sources,  it  will  be  AF  policy  to 
give  prior  consideration  to  the  primary 
source,  subject  always  to  the  Oovemment 
being  assvired  of  deliveries  of  the  needed 
eqtiipment  within  the  time  required  and 
at  a  reasonable  price.  In  determining 
the  amount  of  procurement  to  be  placed 
with  the  supplementary  source  or 
sources,  consideration  will  be  given  to 
amortizing  the  cost  of  any  facilities  the 
Oovemment  may  have  provided  or  will 
provide  the  supi^onentaiy  source,  as  well 
as  mftint4^<"<"g  an  expansible  base  in 
event  of  mobilization,  but  there  also  will 
be  taken  into  account  the  investment  in 
inroductlon  facilities  made  by  the  pri- 
mary source.  Due  recognition  will  be 
given  to  the  available  capacity  of  the 
primary  source,  and  in  scheduling  pro- 
duction programs  it  will  be  AF  policy  to 
mfttntain  siich  production  with  the  pri- 
mary source  as  is  consistent  with  the 
foregoing.  It  will  be  the  prerogative  of 
the  Air  Force  to  determine  the  proration 
of  business  between  the  primary  and 
supplementary  sources. 

(c)  Reimbursement  of  primary  source 
for  technical  assistance.  For  technical 
assistance  the  primary  contractor  will 
be  reimbursed  by  the  Government  on  a 
basis  which  will  fairly  reflect  the  con- 
tractors' "out-of-pocket"  cost  plus  a  fair 
profit. 

(d)  Compensation  of  primary  source 
for  tielptng  establish  supplementary 
sources.  The  establishment  of  a  supple- 
mentary source  generally  involves  some 
proprietary  rights  of  the  original 
designer-manufacturer  other  than  pat- 
ent rights  which  are  not  considered  as 
being  within  the  purview  of  this  policy 
statement.  These  proprietary  rights  will 
be  given  appropriate  recognition  on  a 
case  by  case  basis.  The  supplying  of 
engineering  know-how  and  technical  and 
other  assistance  by  the  primary  source  is 
materially  beneficial  to  the  supple- 
mentary source  and  to  the  Government. 
In  reduced  costs  and  effort  in  furnishing 
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supplies.  The  amount  and  nature  of  the 
engineering  assistance  and  know-how 
supi^ed  by  the  primary  contractor  will 
be  an  important  consideration  in  the 
negotiation  of  profit  allowances  for  sup- 
plies procured  by  the  Government  from 
the  primary  contractors  as  well  as  in  the 
negotiation  of  profit  allowances  for  the 
supplies  procured  by  the  Government 
from  the  supplementary  sources  with  the 
engineering  and  technical  assistance 
furnished  by  the  primary  contractor. 

§  1001.332      Individuals  authorized  to  in. 
itiatc  purchase  requests. 

(Not  applicable  to  base  procurement 
activities  supporting  oversea  bases  ac- 
cording to  AMCR  23-6,  e.g..  USAF 
logistic  control  groups  and  SMAMA. )  A 
list  of  all  Individuals  authorized  to 
initiate  I»urchase  Requests  will  be  ob- 
tained and  maintained  by  each  base  pro- 
curement office.  In  addition,  a  specimen 
signature  on  DD  Form  577  "Signature 
Card."  will  be  filed  for  each  individual  on 
the  list. 

§  1001.353      I'tilization  of  funds. 

By  law.  funds  are  required  to  be  used 
only  for  the  purpose  for  which  they  were 
appropriated  and  no  other.  Moreover, 
obligations  must  not  be  incurred  unless 
funds  are  available  Where  essentially 
similar  items  are  procured,  whether  on 
one  or  more  contracts,  the  same  funds 
must  be  cited.  Similarly,  where  con- 
tracts are  amended,  as.  for  example,  to 
make  changes  or  additions  to  work 
called  for  under  a  construction  contract, 
which  changes  are  essentially  the  same 
character  of  work,  only  construction 
funds  should  be  used.  This  is  not  in- 
tended to  preclude  the  citation  of  dif- 
ferent, but  appropriate,  funds  for  dif- 
ferent supplies  or  services  in  the  same 
contract  where  such  supplies  or  services 
are  properly  being  procixred  under  one 
contract. 

§  1001.354      DiM-ount-expedile.  '' 

The  words  "Discount-Expedite"  may 
be  locally  overprinted  diagonally  on  a 
representative  portion  of  reproducible 
masters  of  DD  Form  1155  and  other  con- 
tractual forms.  The  lettering  will  be 
1  inch  opaque  block  type  so  as  not  to 
obliterate  any  typed  words  or  figures. 
When  a  time  discount  applies,  the  typist 
will  use  one  of  the  overprinted  forms 
and  no  additional  manual  marking  is 
required.  If  cut  sheets  are  used,  they 
may  also  be  overprinted  if  practical. 
When  not  practical,  a  rubber  stamp  with 
'2  inch  letters  will  be  used  and  the 
discount  terms  underscored  or  circled  in 
red. 

§  1001.355      Relations  between  C.\0  and 
Air  Force  personnel. 

It  is  the  policy  of  the  Air  Force  to  re- 
quire full  cooperation  between  its  per- 
sonnel and  the  General  Accounting 
Office  in  their  relationship  with  con- 
tractors concerning  that  agency's  exami- 
nation of  contractor's  records  and 
supporting  data,  pursuant  to  the  con- 
tractual clause  of  each  contract  em- 
anating from  the  statutory  right  pro- 
vided by  the  Congress.  Where  adequate 
cooperation  cannot  be  obtsdned  from  the 
contractor  by   the  GAG  and   the  local 


AF  representative,  the  matter 
f erred  to  AMC  (MCOL)  for 
slstance,  and  resolution. 

§  1001.356    Tests  of  contncl« 
lured  equipment. 

Only  personnel  designated 
emment  and  the  oontrador  _^_ 
products  are  being  tested  ■boiddltgr'' 
mltted  to  witness  such  tests.  ItiiC 
tractor  may  designate  others  ao|  ^S 
organization  to  attend  pnyvUii  mT* 
request  is  in  writing  and  sppraii^S 
the  Government.  ' 


§  1001.357      Use  of  new 
low-on  procurementa. 


tmm 


<a>  All  follow -on  procureaflBfei 
ing  articles  in  the  prosecution  if 
quent    fiscal    year    programs)   1 
accomplished  on  a  separate 
contractual  instrument  as 
supplement  to  an  existing 

(b)  Commanders  or  deputy ._ 
ers  of  AMA's  AF  Depots,  AMC 
AMFPA,  AMFEA,  with  POWOT  «( 
gation.  may  authorize  ex    _  1_ 
policy  in  the  case  of  indlvldotl  ^ 
ments  when  the  best  interesti 
Government  will  be  served. 
thority    will    be    exercised  only 
compliance  with  policy  is  not . 
The  procurement  file  will  Inctadsa 
ment  by  the  contracting  oOtar  tf 
proval  and  justification. 

*c>  Exceptions  not  requlrtng 
zation : 

( 1 )  Contractual  coverage  tor 
duction      expenses,      e.g., 
changes,     facility     expanstoos, 
tools  relating  to  initial  release  f(  p^ 
duction  quantities. 

(2)  Follow-on  procurements  for  itl^ 
less  aircraft  when  requlremcBi  li  M> 
leased  on  a  partial  basis,  sodt  M  i» 
chases  of  materials,  fateteittaB  il 
materials,  and  assembly. 

( 3  >  Supplemental  agreements  for  li 
ditional  quantities  within  the  SMBslHi 
year. 

(4)  CPFF  contracts;  but 
graph  (6)  of  this  paragraph. 

(5)  Indefinite  deUvery,  opm  Willi 
procurement  contracts. 

<  6  >   Research   and  devekHMMBl  •► 
tracts  where  the  period  of 
will  not  exceed  3  years  from  tht 
the  initial  contract. 

(7)   Instances  where  the 
exercises    its    rights   under   the 
clause  of  a  contract. 

§  1001.358     Policy  regardiiic  As 
eration    of    loyally    of   tdm 
searchers    on    unclaaaifie^ 
contracts. 

( a )  The  problems  of  security 
sible  unauthorized  release  of 
information  do  not  arise  undgn. 
fied  scientific  research  o<»trt«i|^  ^ 
major  consideration  regardlnf  "•ji* 
viduals  involved  should  be  Otttrm^ 
tiflc  integrity  and  abUity.  TlMiwjg 
sideration  relating  to  the  loymlty« 
vidual  scientists  engaged  In 
Government  contracts  is  \ti» 
that  it  would  appear  to  be 
national  interest  to  give  aid  ^ 
to  a  person  disloyal  to  the  UuMli^ 
In  conformance  with  this 
following  policy  has  been 
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^^  ttis  ooUcy  of  the  Air  Force  In  con- 
P^f  PTT^'"  '^"^  contracts  In  sup- 
^5fy,mSSisSied  research  not  Involv- 
^Z^Sa  eonslderationa  is  to  assure 
•J^^fJJjrtlslng  the  merit  of  a  pro- 
•S^ifcaStted  by  or  on  behalf  of  a 
^^-TkJ!i  experience,  competence  and 
r  are  always  token  carefully  into 
puichasing  activities  will  not 
r  award  or  continue  a  contract 
.^H»  of  research  for  one  who  is: 
mAn  acknowledged  Communist  or 
JJLJ^rtabllshed  as  being  a  Commu- 
!K»  a  Judicial  proceeding,  or  anyone 
!te  Mifoeates  change  in  the  United 
2HOoveniment  by  other  than  con- 
^^umI  means. 

«)  An  individual  who  has  been  con- 
iiSM  of  sabotage,  espionage,  sedition. 
^Sm^tn  activity  under  the  Smith  Act, 
wSalltf  crime  Involving  the  Nation's 


7)  Whenever  any  purchasing  activity 
n  to  believe  that  the  policies 
iBB  in  paragraph  (a)(i)  of  this 
A  asfilies  to  a  scientific  researcher 
^tm  services  will  be  uUlized  in  a  pro- 
imA  oontract.  or  whose  services  are 
k^snsed  in  an  existing  contract,  aU 
■tllnnit  information  will  be  forwarded 
^^^  the  Commander,  AMC,  attn: 
p  to  the  Deputy  Chief  of  Staff.  Ma- 
'hq   USAF,    attn:     AFMPP,    for 


(«>  Where  a  purchasing:  activity  re- 

Information  indicating  that  a  po- 

j  or  an  actual  scienttflc  researcher 

bsre  violated  a  Federal  stotute.  an 

report  will  be  made  in  the 

prescribed    for    reporting    the 

of  suspected  crimes. 

flM1359     Contracting   with    arduted- 
firms  for  construction  work. 


(a)  Air  Force  policy  prohibits  the 
tntd  of  a  contract  for  professional 
^ditleet-englneer  services  for  a  partic- 
riirftellity,  and  the  award  of  a  contract 
Itr  tbe  related  construction  work  to  the 
gm  firm,  its  subsidiaries  or  afniiatwi. 
FnfflHional  architect-engineer  services, 
unferred  to  herein,  means:  (1)  Those 
•Rldtsetural  and  engineering  o&rrieeB 
in  connection  with  developing 
drawings,    specifications    and 

'  dooimients  prerequisite  and  essen- 
Ikl  to  the  construction  of  a  facility,  and 
on  thoie  technical  and  other  services 
taoUied  by  an  architect-engineer,  on 
kfaslf  of  the  QovemmenU  in  coimecUon 
vMh  the  supervision  and  inspection  of 
te  voifc  performed  and  materials  sup- 
iHed  by  the  construction  contractor. 
IU1  policy,  adopted  in  an  effort  to  pre- 
vmt  the  development  of  conflicts  of 
Memt  which  might  tend  to  prevent 
mtttoet-engineer  contractors  from  fur- 
ttUat  the  best  professional  services  of 
^UA  they  are  capable  and  from  render- 
til.BiiMased  decisions  during  the  design 

eoostruction  periods,  is  in  keeping 

lAnilar  policies  followed  by  other 

fovemmentol  construction  agen- 


flu  Certain  firms  possess  both  arehi- 

leering    and    constnietlan 

either   within   their   own 

:  or  through  subsidiaries  or 

In  the  event  such  firms,  their 

or  affiliates,  are  selected  aa 
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prospectiw  contractors  for  prof esdonal  (e)  Upon  receiving  such  requeflts.  the 

architect-engineer  services,  they^will  be  impropriate  AF  activity  within  the  eon- 

dearly  informed  of  the  above  policy  tinental  United  States  will: 

prior  to  tbe  initiation  of  archltect-engl-  (1)  Secure  a  complete  list  of  United 

neer   contract    negotiations.     At    that  Stotes  Military  sources  together  with 

time  such  firms  will  have  the  option  of  addresses  presently  on  record  at  thai 

either:   (1)  Withdrawhig  from  further  activity  for  the  Item  involved, 

architect-oigineer  contract  negotiation  (2)  Seftd  this  list  directly  to  tbt  tor- 

to  compete  for  the  construction  contract,  elgn  entity  and  advise  the  foreign  ix>- 

or  (2)  oontiiniing  with  contract  nego-  tentlal  producer  to  contact  the  Uisited 

tiatlons  for  the  architect-engineer  con-  Stotes  soxirceCs)  direct.    TUs  letter  will 

tract  under  the  condition  that  If  such  be  substontially  as  follows: 

negotiations   are   successful,   that  firm.  Forwarded  herewith  aooording  to  your  re- 

its  subsidiaries  or  afllllates.  will  he  Inr  quest  is  a  list  of  United  SUtes  mimary 

eUgihle  to  compete  for  the  related  con-  sources  presently  on  recwd  at  Ukls  activity 

struction    oontract.     Accordingly,    bids     as  United  states  manufacture  of ,— . 

for  the  construction  of  a  facility  will  not  ».**.,«     -  — .JiSJ^L- 

be  soUdted  from  the  firm.  Its  subsidiaries  ,  inasmuch  ss  the  ^^'°»^J*^^^;^ 

r«MiTl^l  —wi.k  «...«i.,v,<^  «,-  T^n  f,,^  'ar  as  patent  rights  and  technical  aastetanca 

or  afflliate^  which  furnished,  or  will  fur-  ,^^^^,,^j,^  ^e  oonoemed.  i»ste  with  the 

nish     professional      architect-engineer  ^^^^^  q,  t^e  patents  which  may  be  taivoHed 

services  for  that  facility.  and  the  united  states  produoen  at  ttao  tUtm, 

(c)   Sxoeptions:  The  above  policy  is  no  commitment  is  made  on  bahalf  ol  the 

not  applicable:   (1)  In  those  few  cases  united  states  ooTemment. 

where  the  Secretory  of  the  Air  Force  '^  fl^f^"  *I^"^**^*",^*^;,*iii  2^ 

spedflcally  authorizes  the  use  of  cost-  guested  that  the  attached  list  be  utyed  fee 

Su^Sxed-fee  contracting  with  a  firm  or  ^^^  "^  ^^***  ®^*"  man«laet«s. 
group  of  flzms  for  both  the  design  and 

construction  of  a  specialized  facility,  nor  (3)  No  other  information  will  be  re- 
(2)  in  those  cases  where  contracts  are  leased  to  a  foreign  entity  without  the 
awarded  based  on  requirements  speclfi-  approval  and  coordination  of  the  local 
cations,  for  the  production,  delivery  office  of  the  stoff  judge  advocate, 
and/or  erection  of  multiple  units  of  (f)  At  the  same  time  the  list  Is  for- 
pre-engineered  structures  and  such  con-  warded,  each  United  States  producer 
tracts  require  the  successful  contractors  whose  name  has  been  included  on  the  list 
to  furnish  construction  drawings,  spec-  will  be  advised  of  the  inouiry.  Slnoe 
iflcations.  or  site  adaption  drawings  of  the  ultimate  decision,  insofar  as  patent 
the  structures.  In  neither  of  the  above  rights  and  technical  assistance  are  con- 
excepted  cases  will  the  firm  that  pre-  cemed.  rests  with  the  owner  of  ttie  pat- 
pared  the  drawings  and  specification  be  ents  which  may  be  Involved  and  thfe 
eixgaged  to  supervise,  on  behalf  of  the  United  Stotes  producers(s)  of  the  ttm. 
Government,  the  construction  of  the  no  position  will  be  taken  in  this  remeet 
facility  Involved  b^^  ^°  commitments  made  on  behalf  o( 
,  -^-  -  "  ,  ,  .  the  United  Stotes  Oovemment  TWt 
§1001360  Reqoesta  from  foreign  en-  letter  will  be  substantially  as  ftdlows: 
titiea  for  information  as  to  acquisi- 
tio«  of  producUon  and  sales  righu  to  "la  the  poUcy  of  the  DepartaMotoC  ttaa 

United  Sute.  milit«7  end  items.  ^TP'^^  ^m^l^Sf  S2fti"SSSS 

of  Air  Force  military  end  items  to  uwntuy 

(a)  This  section  provides  Instructions    the    united    Stotes    qualified    prodnettaa 
for  processing  a  request  of  a  foreign    sources. 

entity  for  Information  concerning  acqul-        Pursuant  to  this  poUey  your  oaiiipaay% 
sltlon  of  production  and  sales  rights  to    ^^^  ^"  ^>^^  forwarded  to -™ij™ 

^'^^J?!**"  milltory  end  iteiM  \j^re\ik'lnui^V'r;^'i^ii~,:i^iJr^ 

(b)  This  section  appUes  to  AMC  field     l^  ^^  request  as  a  producer  of 

procurement  acUvlUes  assigned  prime     . 

class  procurement,   all   major  oversea  (item  description) 

«%^Mwt»iMTwia,  AM^PA,  and  AMF^BA.  Inasmuch  as  the  ultimate  dedslan.  taso- 

(C)  It  is  AF  policy  to  assist  potential  far  as  patent  rights  and  technical  asslstanca 

foreign  producers  of   AF  military  end  arrangements  are  ooncCTned.  w^  T**"^^ 

**^^  ^JTm^^m^    tHA    T7nlt«»d    RtatcR  owner  of  the  patents  which  may  b»  l»vol»a« 

***°?iJ?    *?S     «              YJ^^  ^^  and  the  UnltedStotee  producers  of  the  lt«s. 

qualified    production    sources.      When-  ^^  commitments  can  be  or  ww«  mad*  on 

ever  a  foreign  production  source  (either  behalf  of  the  united  Stotes  aoremment. 

a  friendly  foreign  government  or  a  pri-  j^o  further  action  cm  this  matter  win  ba 

vate  entity  of  a  friendly  foreign  govern-  taken  by  this  activity.    However,  it  la  hoped 

ment)  requests  information  on  the  ap-  that  the  Air  Force  has  lieen  of  soom  asBk» 

propriate  procedure  to  be  foUowed  in  ance  to  you  in  estobushmg  contact  between 

acquiring  production  or  patent  rights  to  y^^  °^  concern  and  a  potwitial  ibntga 

an  AF  military  end  item,  it  Is  deemed    *°^"  °^ Titiii) 

essential  that  AF  persoimel  provide  a  ^  ^     j 

complete  list  of  United  Stotes  milltory  (g)  If  a  request  is  received  fro*  a 

department  soiu'ces.  together  with  ad-  foreign  entity  which  contemplates  pro- 

drcflom.  as  expeditiously  as  possible.  duction  in  other  than  a  frimdly  ooon- 

(d)  AF  persoimel  initially  contacted  try  or  if  the  AF  item  is  rlastlfWd.  the 

by  the  foreign  entity  will  assist  the  hi-  request  will  be  referred  withxeoomr- 

quirer  In  Identifying  each  AF  Item  by  mendaUons  to  Hq  USAF  (AFMgP). 

stock  number  and  nomenclature  desig-  (h)  The  AF  policy  is  to  tePd  emy 

nation.    In  addition,  the  offshore  unit  asslstonce  In  identifying  the  mterened 

wiU  determine  the  AF  activity  whlidi  has  parties  and  to  aid  United  States  vrtnm 

procureotent  responsibility  of  each  item  entities  in  processing  an  ■pptteanon  to 

and  advise  the  inquirer  to  write  directly  the  United  Stotes  Dcpartasent  of  Stale 

to  the  director  of  procurement  and  pro-  or  Cwnmerce  for  export  licoase  or  ap- 

ductton  of  that  activity.  proval  of  a  contemplated  production  and 
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tales  pfognaa  Abroad.  The  procedures 
oatUoed  In  this  section  afford  the  De- 
partment of  the  Air  Force  ample  op- 
portunity at  Hq  USAF  to  make  recom- 
mendations to  the  Department  of 
Defense  which,  after  review,  forwards 
the  Department  of  Defense  recom- 
mendations to  the  Department  of  State. 
The  D^iartment  of  State  is  the  estab- 
lished and  solely  authorized  United 
States  Oovemment  instrumentality  for 
final  determination  in  respect  to  release 
of  United  States  military  end  items  for 
production  and  sale  outside  the  conti- 
nental United  States  by  foreign  entities. 

§  1001.361      HMpitalization  and  medical 
earc    for    contractor's   emplojces    at 
uutallatioiu. 


The  following  policy  contained  in  DOD 
Directive  6310.4.  will  be  followed  by  all 
procurement  activities. 

<a)  Under  existing  statutes  and  pro- 
curement regulations,  the  Military  De- 
partments have  the  authority,  under  cer- 
tain circxmistances,  to  contract  for  the 
hospitalization  and  medical  care  of  em- 
ployees of  contractors  with  the  United 
States  at  oversea  locations,  as  a  part  of 
the  consideration  for  such  contracts. 

(b)  During  the  present  shortage  of 
medical  personnel,  all  practical  means 
should  be  employed  to  reduce  the  work- 
load of  the  medical  departments  of  the 
services  and  to  make  the  most  efficient 
use  of  available  personnel.  Accordingly, 
in  negotiating  such  contracts,  it  is  re- 
quested that  all  procurement  authorities 
In  the  military  departments  be  instructed 
to  avoid  conditions  which  would  place 
upon  the  services  the  responsibility  of 
providing  medical  and  dental  care  and 
hoq;>italization  for  contractor's  em- 
ployees; except  when  Isolation  and  lack 
of  civilian  facilities  for  hospitalization 
or  economic  advantage  to  the  Govern- 
ment become  overriding  factors  of  Im- 
portance. 

(c)  This  policy  does  not  apply  to  pre- 
ventive medical  functions  overseas, 
which  remaliis  the  responsibility  of  the 
military  departments. 

§  1001.362      Industrial  type  music. 

Contracts  for  industrial  (incentive! 
type  music  are  unauthorized  since  there 
exists  no  general  authority  for  expendi- 
tures of  this  type  in  the  absence  of  more 
specific  legislative  authorization  therefor 
(MS  Comp.  Oen.  B86148,  Nov.  8.  1950 » 
Contracting  officers  will  return  purchase 
requests  for  industrial  type  music  to  the 
initiator  with  the  advice  that  contracts 
for  such  music  are  unauthorized. 

Swbport  D— Procuremant  Rasponsibil- 
ily  and  Authority 

1.  Section  1001.400  is  added  as  follows: 
•    §  1001.400      Scope  of  subpart. 

This  subpart  deals  with  (a>  procure- 
ment responsibility  and  authority  of  the 
Commander,  AMC.  <b)  designation  and 
authority  of  contracting  officers  and 
their  representatives,  and  (c)  delegations 
of  procuronent  authority. 

2.  In  1 1001.401.  a  new  paragraph  (c) 
is  added  as  follows: 


RIFLES  AND   REGULATIONS 

§  1001.401      Respon.tibililj   of  each  pro- 
curinK  activity. 
•  •  •  •  • 

(c)    See  }  1001.454  on  designation  of 
contracting  officers. 

3.  Sections  1001.403  and  1001.404  are 
added  as  follows. 

§  1001.403  Requirements  to  be  met  be- 
fore entering  into  contracts. 

See  Parts  1002.  1003,  1052.  1053.  and 
§  1030.5  of  this  chapter. 

§  1001.404  Special  requirements  to  be 
met  before  enterinfE  into  negotiated 
contracts. 

See  Parts  1001,  1002.  1052.  1053.  and 
S  1030.5  of  this  chapter. 

4.  Section  1001.453  is  revised  to  read 
as  follows: 

§  1001.453      Delegations  of  authority. 

(a)  The  exercise  of  the  delegated  au- 
thorities will  be  subject  to  the  applicable 
provisions  of  Chapter  I  of  this  title,  this 
chapter,  and  other  directives  issued  by 
proper  autliority.  except  that  emergency 
procurements  in  combat  areas  will  be 
accomplished  in  the  manner  prescribed 
by  the  commander  of  the  combat  theatre. 
The  provisions  of  Chapter  I  of  this  title 
and  this  chapter  apply  to  procurement  in 
oversea  areas  for  Crovernment  and  Relief 
in  Occupied  Areas  tGARIOA)  charge- 
able to  annual  appropriations  for  such 
purposes. 

(b)  All  redelegations  of  authority  as 
well  as  withdrawals  or  rescissions  thereof 
will  be  made  in  writing  over  the  personal 
signature  and  title  of  the  person  vested 
with  the  authority.  Delegations  and  re- 
delegations  will  be  made  to  official  posi- 
tions and  not  to  individuals  by  name, 
except  in  the  case  of  designations  of 
contracting  officers  and  representatives 
of  contracting:  officers. 

(c>  Delegations  of  authority  do  not 
affect  the  authority  of  the  delegator  to 
exercise  any  of  the  authority  delegated 
or  to  issue  instructions  concerning  the 
exercise  of  such  authority. 

(d)  Authorities  delegated  by  the  Di- 
rector of  Procurement  and  Production. 
Hq  AMC.  may  not  be  redelegated  except 
as  expressly  provided  in  individual 
authorizations. 

(e>  Delegations  of  authority  to  air  at- 
taches may  be  exercised  only  by  air 
attaches  on  duty  in  foreign  countries. 
Delegations  of  authority  to  chiefs  of  AF 
foreign  missions  or  chiefs  of  AF  sections 
of  joint  military  missions  may  be  exer- 
cised only  when  the  missions  are  not 
operating  under  the  jurisdiction  of  an 
oversea  command. 

(f)  Procurement  authorities  vested  in 
commanders,  major  air  commands,  are 
likewise  vested  in  the  Commander.  Mili- 
tary Air  Transport  Service.  Procure- 
ment authorities  vested  in  commanders, 
oversea  commands  are  likewise  vested 
in  the  Conunander.  Military  Air  Trans- 
port Service,  and  the  Commander-in- 
Chief,  Strategic  Air  Conunand,  with  re- 
spect to  areas  outside  the  continental 
United  States  and  not  within  the  Juris- 
diction of  a  major  air  command. 

(g)  iReservedl 
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(h)   In  the  absence  of  a 
pying  a  position  to  which      _ 
been  delegated,   the  authority 
exercised  by  the  person  who  It 
ing  the  position  In  an  "actli^ 
"Absence"  refers  to  abeenes 
installation  on  leave  or 
travel.    In  cases  of  extreme 
"absence"  may  be  construed  to  ^ 
sence  from  the  office  regartUenof 
abouts,  except  redelegations  of 
which  must  be  accompanied 
son  occupying  the  position  to 
thority  has  been  delegated. 

(i)   Approval  of  awards  Mm 
approval  of  contracts  au 
egations  of  authority  will  bo 
person  by  the  individual 
position  to  which  the  authority 
delegated.     Execution  of  sueh 
by  one  individual  for,  or  over  tht 
ture  of,  another  is  unauthorlMd. 
sons  serving  in  an  acting  _ 

execute    authority,    as    rtrlffoli)!,"  m 
their  own  name  as  acting  ehltf,  i^^ 
chief,  etc.     Awards  and  com 
struments  in  excess  of  the 
officer's    authority    which 
proval  by  higher  authority  wffl  ki 
viewed  by  competent  peraoDi  pilork 
manual  approval. 

(J)  In  the  event  that  a  perm  Mb 
without  the  requisite  authority,  Ui  i^ 
tions  may,  under  certain  c: 
be  later  ratified.  When  such 
is  proposed,  review  and  approval  fl( 
proposed  ratification  shoidd  be 
from  the  appropriate  Staff  Judit  Ml^ 
cate. 

<  k )  Authority  to  make  awsrdi  mint 
ecute  or  approve  contracts  ■pplai^i 
when  such  documents  lnclu4t  il  p^ 
scribed  clauses  approved  for  an  tf  Dt 
rector  of  Procurement  and  ProdMV^ 
Hq  AMC.  or  higher  authority. 

(D  When  contracting  autiMaHv  b 
limited  as  to  dollar  amotmt,  ttM  IMI^ 
tion  includes: 

1 1 )  Any  contractual  InstnmMBk  li^ 
tially  involving  a  sum  in  ezom  of  fti 
dollar  limitation  considering  the  iiP»> 
gate  of  obligated  and  committed 
and  any  potential  "connecting 
or  "termination  Uablllty" 
therein. 

(2)  Contracts  firmly  negotiated  fc 
the  total  cost  of  the  program,  MftM 
therein,  but  which  are  funded  forlM 
than  the  total  cost  of  the  progna* 
firmly  negotiated.  » 

( 3 )  Requirements  and 
quantity  contracts  as  defined  in  I IMM 
of  this  title  and  §  1003.405-5  of  thii  " 
ter  and  call  procurement 
as  defined  in  §  1003.405-51  of  this 
when  maximum  requirements  tt« 
forth  (in  such  cases  the  miTtiWi 
quirements  will  be  contained  in  tte 
procurement  arrangements  as  ttis 
mated  dollar  amount  of  supplies  or 
ices  to  be  procured  during  the 
p>eriod  > .  even  though  no  funds  ■*•  ^^ 
mitted  or  obligated  thereby. 

( 4  >  Any  contractual  lnstrume«tla» 
cess  of  the  dollar  limlUUon  ttiill> 
creases  the  allotment  of  funds  ftr 
bursement  under  a  cost-r 
or  time-and-materials  type  fl* 


^x  AM  contractual  instrument,  re- 
' ^^Tel  total  contract  consideration, 
"^Mffi-P"**'"  *  Change  that  wotild 
"^Teost  to  the  Oovemment py 
n  the  dollar  limitaticm  were 
offsetting  credits  provided  in 
ri.^  contractual  Instnmient. 
^JiZaepi  as  otherwise  authorized, 
^Smental  agre«nent  defining 
^■^ilnge  notifications  when  the 
change  notifications  being 
d  accomplished  a  change  which 
M^^mni  the  cost  to  the  Government  by 
■USan  the  dollar  llmiUtion  regard- 
SflCvliether  there  are  offsetting  cred- 
■■z^Jfled  in  the  same  supplemental 
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6.  In  1 1001.460.  former  paragraph  (b) 
is  dieted  and  a  new  paragraph  (b)  and 
(o)  are  Inserted  therein.  Section 
1001.46P  now  reads  as  follows: 

§  1001.460  PrioriUes  aathority ;  DO  and 
DX  ratings;  allotments,  and  re- 
-sdiednling  ddivaries. 


(v^^tS  contracts — the    estimated 

'  ^gL^  service  charge  plus  the  connec- 

{^^  termination  charge,  if  any. 

^)  When  contracting   authority   is 

ttS/M.  M  to  dollar  amount,  the  limita- 

iMdaM  not  include: 

Q)  Contractual  'instruments    which 

Kve  tbft"  commit  fimds  for  engi- 

dianges  or  provisioning  items, 

or  not  there  was  any  previous 

■«— 1*.  for  such  items. 

(S)  Contractual  instruments  increas- 

|M  taad   obligations    under    partially 

fSdod contracts  (see  paragraph  (b)  (1) 

^  (2)  of  this  section)  when  not  exceed- 

l^tfee  firmly  negotiated  total  cost  of 

Ite  pngram  as  stated  in   the  prime 


ft)  Contractual  Instnmients  obligat- 

te  funds  covering  caUs  issued  under 

id  requirements  contracts  (S  1003.- 

Kb)    of   this   chapter),    indefinite 

jemtracts  (I  103.45-S(e)~of  ttds 

_r),  or  call  procur«nent  arrange- 

__  (1 1003.405-51  of  this  chi4>ter) . 

(4)  Contract  change  notifications  is- 

mk  aoeonling  to  Subpart  C.  Part  1054 

if  Rtis  chapter. 

(I)  Coitractual    instruments    which 

to  funds   for    provisioning    items 

the  approved  contract  contained 

for  provisioning  spares,  ground 

I  and  support  equipment,  etc. 

(a)  Attthprities  vested  in  chiefs  of  AF 
iMiga  miasions  are  likewise  vested  in 
Af^ntlons  of  Joint  military  missions. 

(t)  Bequirements  aggregating  more 
kiB  the  dollar  amount  of  the  contract- 
Ivsatbority  delegated  will  not  be  broken 
^Mmlnto  more  than  one  purchase  trans- 
mMob  for  the  purpose  of  avoiding  au- 
ttattr  UmiUtions. 

(p)  Aathorities  vested  in  D^Mity  Di- 

Mltart  of  Procurement  and  Production 

■i  Ukswise   vested    In   Technical   As- 

.Mliisi  performing    procurement    and 

Mdaetion    functions    at    comparable 

I.  Ih  i  1001.457,  a  Note  Is  added  fol- 
iMrtag  paragraph  (a)  (1) ,  as  follows: 

|lftl.457     Authority  to  enter  into,  ex- 
MMc  and  approve  contracts. 

(a)  •  •  •  I 

(!)••• 

Hon:  Reference  Is  made  to  paragraph  14, 
Ail  *X-i  (Utility  Services) ,  ooncemlng  re- 
t(Mr  of  rate  schedules,  technical  sufflciency, 
M  eontrset  content  of  utility  contracts. 
^~  NgolaUon  pertains  to  responslbUltles 
Wv  of  rate  schedules,  technical  suffl- 
SBd  contract  only  and  does  not 
to  or  restrict  contract  approval 
Mhorltlsa. 


(a)  Tbe  Commander,  AMC  has  been 
delegated  authority  as  described  below 
with  respect  to:  (1)  DO  rating  program, 
(2)  DX  rating  program  for  contracts 
and  ordws  identifiable  to  programs  of 
the  highest  national  priority,  and  (3) 
allotting  and  rescheduling  deliveries. 
These  authorities  are  to  be  exercised 
within  the  limits  of  such  allocation  de- 
terminattmis  or  other  quantitative  re- 
strictions as  may  be  established  from 
time  to  time  by  proper  authority  (see 
S  1.307  of  this  title) .  Each  person  who 
redelegates  the  authority  will  maintain 
a  record  of  such  redelegation  and  limits 
idaced  thereon. 

(I)  Authority  to  apply  or  assign  the 
right  to  apply  DO  and  DX  ratings  to 
contracts  and  delivery  orders  to  meet 
DOD  programs  authorized  for  priorities 
support  by  the  Office  of  Civil  and  De- 
fense MobUization  or  designated  by 
OCDM  as  eligible  for  priorities  support 
through  the  Department  of  Defense. 

(II)  Authority  to  apply  or  assign  the 
right  to  apply  DO  and  DX  ratings  to 
certam  prime  or  subcontractors  on 
orders  for  delivery  of  production  equip- 
ment specifically  required  to  support  au- 
thorized programs  of  the  Department  of 
Defense  or  of  such  other  specifically 
designated  programs.     ^ 

(ill)  Authority  to  apply  or  assign  the 
right  to  apply  DO  and  DX  ratings  to  cer- 
fisin  contractors  on  orders  for  delivery /^ 
of  construction  equipment  for  use  on' 
construction  in  Alaska,  Hawaii,  or  out- 
side the  United  States. 

(iv)  Authority  to  make  allotments  of 
controlled  materials  and  to  apply  or 
assign  to  others  the  right  to  apply  al- 
lotment numbers  to  ratable  contracts 
and  delivery  orders  within  the  allotment 
jurisdiction  of  the  Department  of  De- 
fense. 

(V)  Reschedule  deliveries  of  materials 
which  are  required  In  support  of  tiie  Air- 
craft (Al)  program  and  the  AF  portion 
of  the  Missiles  (A2)  program  Such  au- 
thority is  limited  to  rescheduling  de- 
liveries on  rated  orders  or  authorized 
conttolled  materials  orders  which:  (a) 
Bear  the  designated  program  identifica- 
tions, and  Cb)  were  Issued  by  or  pur- 
suant to  the  authority  of  the  delegate, 
or,  if  not,  that  the  rescheduling  is  re- 
quested or  concurred  in  by  the  depart- 
ment or  associated  agency  under  whose 
authority  they  were  Issued.  Reschedul- 
ing of  delivery  may  be  directed  only  if 
it  requires  no  change  In  the  production 
schedule  of  the  person  making  the  de- 
livery. 

(vi)  Administer  the  DMS  Audit  Pro- 
gram of  Selected  Airframe  and  Aircraft 
Component  Plants  assigned  to  DOD  im- 
der  the  Department  of  Defense — Depart- 
ment of  Commerce  Interagency  Com- 
pliance Agreement. 

(b)  The  Commander,  AFLC  and  the 
Commander,  AFSC  have  redelegated 
through  their  respective  procurement 
(and  production)  directors  the  authority 
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described  in  paragn4>h  (a>  (1)  tfaxoufh . 
(3)  of  this  section  to  and  through  aoe- 
cesslve  e<dielons  of  command  to  all  oon- 
tractlng  ofltoers  of  the  Air  Force.  Inidiid- 
ing  procuring  and  admlnlatratiVB  oon- 
tracting  officers. 

(c)  The  authorities  to  tbe  OOn- 
mander,  AFSC.  in  paragrw;^  (a>  (4) 
through  (6)  of  this  section  have  been 
redelegated  to  the  AFSC.  IMrector  of 
Procurement,  and  ia  turn  to  tbe  Ooai- 
mander,  AFSC  Aertmautical  Systems 
Division,  with  power  of  redelegation. 


7.  Sections  1001.461  and  1001.462  are 
revised  to  read  &s  follows: 

§  1001.461  ContraeU  for  poUie  atflily 
services  extending  beyond  current 
fiscal  year. 

(a)  Contracts  for  power.  oa$,  and 
water.  (1)  The  Commander,  AJflC,  has 
been  authorized  to  enter  mto  ocxitraets 
for  public  utility  services  (power,  gas. 
water)  for  periods  extending  beyood  tbe 
ciurent  fiscal  year  but  not  exceeding  10 
years,  under  one  Or  more  of  the  foUMT- 
ing  circumstances: 

(1)  Where  there  are  obtained  kywer 
rates,  larger  dlscoimts,  os  more  tvna- 
able  conditions  of  servioe  than  tboee 
available  under  cMitracts  the  firm  term 
of  which  would  not  extend  beyood  a 
current  fiscal  year. 

(11)  Where  connecti<m  <«  special  fa- 
cility charges  payable  imder  oontracts 
the  firm  term  of  which  would  not  ex- 
tend beyond  a  currmt  fiscal  yiear  are 
eliminated  or  reduced. 

(ill)  The  utility  refuses  to  render  the 
desired  service  except  under  a  eontraot 
the  firm  term  of  which  extends  beyond 
a  current  fiscal  year. 

(2)  The  authority  described  abore  bas 
been  delegated  by  the  (Tommaader. 
AFLC,  to  the  Director  and  Dqwty  Di- 
rectors of  Procurement  and  Prodoctton, 
Hq  AFIiC. ' 

(3)  The  statute  authorising  deflntte 
term  utility  service  contracts  fbr  periods 
not  exceeding  10  years  Is  40  TSB.C. 
481(a)(3).  The  statute  as  wdl  as  10 
U.S.C.  2304(a)(10)  will  be  dted  on  all 
definite  term  utility  service  contracts  ex- 
tending beyond  the  current  fiscal  year. 

Non:  Ind^lnlte  term  utility  aarvloe  oon- 
tracts as  contemplated  In  Subpart  KK.  Part 
1007  of  tills  chapter  (which  ate  m  affect 
untU  terminated)  do  not  ImpoM  any  oldlga- 
tlon  on  the  Oovemment  except  as  the  aorv- 
Ice  Is  actually  used  and  thMefore.  do  not 
come  within  the  piirview  of  thla  saetlon. 
Such  contracts  wlU  be  approrad  pursuant  to 
§§  1001.457  and  1007JS706  of  this  dttMgUte 
and  wUI  cite  only  10  UJ3.C.  aS04(a)(10)  as 
statutory  authority. 

(b)  Contracts  for  communieatUm 
services.  (1)  -The  Commander.  AFLC. 
has  been  authorized  to  enter  into  con- 
tracts for  c(»nmunicati(Mi  services  for 
periods  extending  beyond  the  current 
fiscal  year  but  not  to  exceed  10  years, 
under  one  or  more  of  the  following  cir- 
cumstances. 

(i)  When  services  are  obtained  from 
communication  common  carrier  whose 
rates  are  regulated  by  a  Federal.  State. 
or  other  public  regulatory  body; 

(11)  Where  the  services  are  obtabied 
by  competitive  means  from  other  than 
communication  carriers  and; 
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(a)  Where  there  are  obtained  lower 
x»tea,  kuver  di«counto.  or  more  favor- 
-mMe  etrndHioDa  of  serrlce  than  thoee 
ST»Uable  under  contracts  the  flrm  term 
of  which  would  not  extend  beyond  a  cur- 
rent fiscal  year. 

(b)  Where  nonrecurring  or  termina- 
tion charvea  payable  under  contracts  the 
flrm  term  of  which  would  not  extend 
beyond  a  current  fljcal  year  are  elimi- 
nated or  reduced. 

(lU)  The  termination  liability  In- 
curred by  ttiA  contract,  when  added  to 
the  cumulative  termination  liabilities  of 
existing  contracts  does  not  exceed  the 
termination  liability  ceilings  Impbsed  by 
imMle  law  or  departmental  adminlstra- 
tlre  procedures. 

(2)  The  authority  of  the  Commander. 
AFLC.  as  deaerlbed  in  paragraph  (b )  (1  > 
of  this  section  has  been  delegated  to  the 
Director  and  Deputy  Directors  of  Pro- 
curement and  Production,  Hq  AFLC, 
with  power  of  redelegatlon. 

<J)  The  authority  referred  to  In  para- 
fraph  (b)(2)  has  been  redelegated  by 
the  Director  of  Procurement  and  Pro- 
duction to  the  persons  listed  below : 

(I)  Commander,  Air  Force  Communi- 
cation Service,  with  reepect  to  leased 
private  line  services  «nd  leased  tactical 
on-b«se  communication  services,  with 
power  of  redelegatlon  to  a  major  com- 
mand staff  officer  responsible  for  pro- 
curement (not  below  the  director  of 
procurement  within  the  major  command 
headquarters) . 

(II)  Commander,  ROAMA.  with  re- 
spect to  initial  installations  and  major 
modification  of  base  support  leased  fa- 
cilities, with  power  of  redelegatlon  to 
Commander.  OEEIA.  with  further  power 
of  redelegatlon  to  the  Commanders  of 
the  OEEIA  regions. 

(III)  Commanders  of  major  air  com- 
mands and  commanders  of  air  materiel 
areas,  with  respect  to  miscellaneous  base 
services  and  facilities,  commanders  of 
major  air  iy*""*^"'<»  and  commanders  of 
air  materia  areas  may  redelegate  to  con- 
tracting ofBcers  of  subordinate  functions 
that  portion  of  the  above  authority  in- 
volving the  procurement  of  miscella- 
neous base  services  and  facilities  under 
Indefinite  delivery  contracts  issued  by 
AFLC  (ROAMA)  or  OSA. 

§  1001.462      Approval  of  certain  PRa  and 
MIPR*. 

(Applicable  to  AFLC  only.) 

(a)  Commanders,  AMAs,  Dayton  AF 
Depot,  and  2709th  AF  Vehicle  Control 
Group  have  been  authorized  by  the  Di- 
rector of  Procurement  and  Production, 
Hq  AFLC.  to  sign  PRs  and  MIPRs  that 
are  initiated  within  their  procurement 
activity  and  are  supported  by  produc- 
tion program  funds  administered  by  the 
procurement  activity.  The  authority  has 
been  granted  without  limitation  as  to 
dollar  amount  involved.  Further  redele- 
gatlon may  be  made  as  shown: 

(1)  Deputy  commanders,  during  ab- 
sences of  the  commander,  without  limi- 
tation as  to  dollar  amount. 

(2 )  Directors  of  procurement  and  pro- 
duction— ^PRs  and  MIPRs  Involving 
$1,000,000  or  less. 

(3)  Contracting  ofScers  in  the  pro- 
curement activity — PRs  and  MIPRs  in- 
volving $100,000  or  less. 
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(b)  Authority  to  sign  PRs  and  MIPRs 
initiated  within  the  Directorate  of  Pro- 
curement and  Production.  Hq  AHjC.  has 
been  delegated  to  division  chiefs  without 
limitation  as  to  dollar  amount. 

(c)  Commander  and  deputy  command- 
er, air  materiel. forces  have  been  au- 
thorized by  the  Director  of  Procurement 
and  Production.  Hq  AFLC.  with  power 
of  redelegatlon.  to  sign  PRs  and  MIPRs 
without  limitation  as  to  dollar  amount. 

8.  Section  1001  464  is  revised  to  read 
as  follows: 

§  1001.46-t      DelrfCMtion    to    Coniniandrr, 
Air  TruininK   (iummand. 

In  addition  to  the  authorities  dele- 
gated to  him  as  a  commander  of  a  major 
air  command,  the  Commander.  ATC.  has 
been  authorized  by  the  Director  of  Pro- 
curement and  Production,  Hq  AFLC,  to 
exercise  the  authorities  described  below. 
The  authorities  may  be  exercised  only 
with  respect  to  negotiated  contracts  for 
procurement  of  services  described  in 
AFR  50-9.  administration  of  resulting 
contracts  will  be  assigned  to  the  appro- 
priate APD  APPRO  of  the  AF8C  CMR, 
and  procurement  of  services  for  primary 
pilot  training,  resulting  contracts  will  be 
administered  according  to  S  1053.404- 
lO'O. 

(a)  Authority  to  execute  findings  and 
determinations  In  support  of  cost  or 
cost-plus-a-fixed-fee  type  contracts, 
provided  facts  have  been  obtained  which 
established  that: 

(1)  Such  method  of  contracting  is 
likely  to  be  less  costly  than  other 
methods. 

(2)  It  Is  Impracticable  to  secure  serv- 
ices of  the  kind  or  quality  required  with- 
out the  use  of  such  type  contract. 

(1)  The  authority  may  be  redelegated 
only  to  the  staff  officer  responsible  for 
procurement  within  Hq  ATC.  provided 
further  that  the  authority  may  not  be 
exercised  by  any  person  who  is  or  will  be 
the  contracting  officer  for  the  procure- 
ments involved. 

(b)  Authority  to  authorize  ATC  con- 
tracting officers  to  enter  Into  contracts 
containing  any  of  the  price  redetermi- 
nation clauses  set  forth  in  S  1003.403-3 
of  this  chapter,  provided  facts  have  been 
obtained  which  establish  that: 

a )  It  is  Impractical  to  secure  services 
of  the  kind  or  quality  required  without 
the  use  of  such  a  price  redetermination 
clause. 

(2)  The  conditions  for  use  of  the  price 
redetermination  clauses  which  are  set 
forth  In  pertinent  paragraphs  of 
9  1003.403-3  of  this  chapter,  have  been 
satisfied.  The  authority  may  he  redele- 
gated only  to  the  staff  officer  responsible 
for  procurement  within  Hq  ATC. 

(c)  Authority  to  authorize  ATC  con- 
tracting officers  to  enter  into  master  bail- 
ment agreements,  bailment  agreement, 
and  amendments  thereto  for  loaning 
Government  property  to  AF  contractors 
for  some  specific  purr>ose  in  connection 
with  AF  contracts  when  it  has  been  de- 
termined that: 

(1)  The  bailment  is  necessary  in  the 
Interest  of  the  national  defense. 

(2)  It  will  not  adversely  affect  the 
competitive  aspect  of  procurement. 

(3)  The  property  is  not  available  to 
the  contractor  in  the  open  market  with- 
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In    the   time   requirements  «f 
Force. 

( 1  >  The  authority  may  be  ! 
not  below  the  level  of  a  staft  « 
sponsible  for  procurement  |r 
echelon  of  command  '— — "-' 
ordinate  to  Hq  ATC. 

§§  1001.480  to   1001.4110-1 

9.  Sections  1001.480  to  IMl^ 
deleted. 

{Sec   8012.  70A  Stat   488;  10  TJ3.C.  I 
tcrpr*t  or   apply  aeca.   3301-1114.' 
137-133;    10  U  S.C.  3301-3814) 

Subporf  F — Dsbarrsd,  In 

Suspendsd  Bidden 

1.  Section  1001.604  is  reviled  || 

as  follows : 

§  1001.604      CauM««andc< 

which   departin«nta  may 
irarlora. 

Fully  substantiated  r 
for  debarment  of  firms  or 
should  be  submitted  to  AMC  ( 
review  and  appropriate  actii 
will  recommend  to  DC8/Mt  ■! 
action  to  be  taken.   ConsldsffillHi 
be  given  to  provisions  of  1 1 
title. 

2.  Sections  1001.605-1  and  I 
are  added  as  follows: 

§1001.605-1      r.auM>sand 

der  which  drpartmenta  im^ 
contract  on. 

See  9  1.605-1  of  this  titie. 

§  1001.60S-2      Period  of 

See  9  1.605-f  of  this  Utte. 

(Sec  8012.  70A  8Ut.  488:  10  UJBjO. 
terpret  or  apply  sect.  2801-014, 
127-133:  10  use.  3301-3314) 

Subport  G^Smoll  Butinsss 

1.  Section  1001.704-3  Is 

as  follows: 

§  1001.704-3     Small  buMMM 

Small  business  specialists 
to    AMC   field    procurement 
AMC  contract  management 
procurement  districts  or 
procurement  offices,  ARDC 
divisions.  AF  development 
designated  by  Hq  ARDC.  aZMl 
curement  activities  of  all 
mands  in  the  United  States, 
of   the   small   business  ofBoM  «l 
field  procurement  activities 
pointed  in  writing  by  the  !  ._ 
purchasing  activity.    The  chldkiK 
business  offices  at  AMC 
agement   regions   will   be  ai 
writing  by  the  commander  of  thSl 
The  chiefs  of  small  business 
APD's  will  be  appointed  In 
the  chief  of  the  APD.    The  dtkHti 
air  procurement  office  will 
individual   as   the   small 
cialist  to  carry  out  small 
tions  assigned  to  the  office.    Tlw 
of  small   business  offices  that 
established  In  AFPRO's  will  h9i 
in  writing  by  the  AFPR.    Smilll 
specialists  assigned  to  ARDC  i 
divisions  will   be   appointed 
by  the  center  or  division  diittttti 
curement.      Small    business 
assigned  to  AF  development 
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LUs^ototed  in  writing  by  the  »- 
'  ■    iiKocurement,    Hq    ARDC. 
^  ^  am»  specialists  will  be  sp- 
tbe  head  of  the  pxirchaslnc 
■^  base  procurement  activity 
oommands  within  the  scope 
5-ii-  fldoart,  other  than  AMC  And 
ftJSr  gm^  business  specialists  will 
iiJ^Ss  directly  to  the  appointing 
Wj^sffve  as  advisors  to  the  ap- 
STftUtborlty  on  matters  pertaining 
gStoriness.  and  be  the  focal  point 
liZllM  Installations  to  which  they 
■■^Sid  on  matters  pertaining  to 
*-"lMMliifr      In    addition   to   per- 
2S^foncttons  as  indicated  In  para- 
zS»iA)  through  (f)  of  this  secUon, 
Sd  tainess  specialists   assigned   to 
S^Sroffloes  will  review  any  re- 
^S^SaUog  DD  Form  350,  "Indl- 
"^•tSocurement  Action  Report."  con- 
^^  iPAll  business  which  originate 
Sff  omdiMln*  office  prior  to  sub- 
Usfftbe  reports  to  Hq  AMC. 
^^AjrUC  procurement  activitle$and 
Jk    mtemt     divisions.     FBr-USPR 
Si  sOees  will  furnish  s  copy  of  all 
requests  (PRs)    to  the  smaU 
nedallst  simultaneously  with 
M  of  the  PR  to  the  buyer  (See 
170-1)-     The    small    business 
will  assure  that  the  following 
are  applied  to  Individual  pro- 

actions   when   the   procure- 

Zkto  be  negotiated  and  Is  expected 
2l2i«lvt  an  expenditure  of  $2,500  or 
mn  or  the  procurement  is  to  be  for- 
Sw  advertised  and  Is  expected  to  in- 
iSt  IB  expenditure  of  $10,000  or  more. 
(1)  Krooorement  personnel  will  notify 
M  aMll  business  specialists  if,  prior 
H  Utt  tatuation  of  purchase  requests, 
f  conferences  are  held  for  the 

^ of  considering  potential  sources 

Mare  procurements.    At  such  dis- 

potential  sources  suggested  by 

limin^MMi  specialist  will  be  given 

I  consideration  as  other  poten- 

that  may  be  considered. 

will  coordinate  with  the 

bwlness  specialist  prior  to  the 

^itton  of  IFBs  or  RPPs.   The  buyer 

fmlih  the  small  business  specialist 

i  eopy  of  the  appropriate  bidders 

«  Ust.    To  assure  that  small  oon- 

.  vin  be  given  adequate  considera- 

(sn  1 1.702  of  this  title) .  the  small 

specialist  may   make   recom- 

OS  concerning  the  procurement 

tittd  will  add  names  of  small  oon- 
to  be  BoUclted  If  he  considers  it 
itwmmarj.  If  an  SBA  representative 
In  Im  assigned  to  the  Installation 
m  Ins  notified  the  small  business 
dMIst  that  he  may  wish  to  make 
Maasodatlons  in  coimectlon  wlth-ihe 

ffMlar  procurement  imder  consldera- 
hs  may  participate  If  available  at 
lillBM  of  the  coordination  conference 
M  wffl  be  furnished  all  available  In- 
pafMkn  upon    which    to    base    rec- 

(n  IFFI  Form  46,  "Small  Business 

S Procurement  Record,"  will  be  com- 
•Dd-slgned  by  the  buyer  and  the 
fclness  specialist  as  evidence  that 
jWMhatton  has  been  accomplished. 
giMerlptlon  of  the  supplies  or  serv- 
iP-litot  procured  will  be  entered  in 
■il$.  APPI  Form  48,  when  the  procure- 
■i^lito  be  synopslzed  (see  S  1.1003  of 
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tbjs  title).  On  such  procurements  a  copy 
of  A7PI  Py>rm  46  will  be  furnished  to  the 
unit  reqiransible  for  transmittal  of  such 
information  to  the  Department  of  Com- 
merce. A  signed  copy  of  AFPI  Form  46 
will  be  furnished  to  the  buyer  and.  will 
become  a  permanent  part  of  the  pro- 
curement file  for  the  Information  of  au- 
thorities responsible  for  review  and  ap- 
proval of  contracts.  Small  business 
office  records  are  filed  by  PR  number 
rather  than  IFB/RFP  number  or  con- 
tract number  and  AFPI  Form  46C, 
"Small  Business  Cross  Reference  Card," 
will  be  used  as  a  cross  reference  file. 

(4)  If  circumstances  develop  follow- 
ing this  coordination  meeting,  but  prior 
to  the  award  of  the  contract,  which  make 
it  necessary  to  deviate  from  the  coordi- 
nated procurement  plan  the  buyer  will 
notify  the  small  business  specialist.  If 
the  small  business  specialist  and  the 
buyer  do  not  reach  agreement  as  to  the 
method  of  handling  the  procurement  at 
the  coordination  meeting,  or  if  they  can 
not  agree  to  a  deviation  subsequently 
proposed  by  the  buyer,  a  decision  by  the 
Director  of  Contract  Support,  AMCASC, 
or  by  the  director  of  procurement/pro- 
duction at  other  AMC  field  procurement 
actlviUes  will  be  final. 

(5)  A  copy  of  the  abstract  of  bids  or 
proposals  will  be  furnished  to  the  small 
business  specialist  and  will  serve  as  a 
guide  in  handling  futiire  procurements 
for  the  same  supplies  or  services. 

(0)  When  award  is  to  be  made  based 
on  an  engineering  or  laboratory  evalua- 
tion such  evaluation  will  be  made  avail- 
able for  the  Information  of  the  small 
business  specialist. 

(b)  AJfC  contract  management  re- 
gions. SmaU  business  specialists  as- 
signed to  AMC  contract  management 
regions  will: 

(1)  Exercise  staff  supervision  over 
smiall  business  functions  assigned  to 
APD's  and  AFPRO's  under  the  Jurisdic- 
tion of  the  region. 

(2)  Keep  the  commander  of  the  CMR 
advisefl  as  to  the  effectiveness  of  the 
APD's  and  AFPRO's  in  their  conduct  of 
assigned  small  business  functions. 

(3)  Advise  the  commander  of  the 
CMR  as  to  the  Impact  of  small  business 
policies  formulated  by  higher  authority 
within  DOD.  He  will  also  advise  the 
commander  of  the  effect  on  the  over-all 
mission  of  the  CMR  of  small  business 
policies  and  procedures  established  by 
other  Government  agencies. 

(4)  Provide  guidance  and  assistance 
to  contractors  and  contractor's  repre- 
sentatives on  problems  relative  to  doing 
business  with  the  Air  Force. 

(5)  Represent  the  commander  in  rela- 
tions with  other  Government  agencies 
and  civic  organizations  concerned  with 
small  btislness. 

(6)  Carry  out  assigned  responsibilities 
and  monifim:,  for  the  Commander,  DOD 
Industrial  Assistance  Events  Program 
insofar  as  requests  for  exhibits  or  con- 
ferences are  received  from  organizations 
within  the  boundaries  of  the  region. 

(c)  Air  procttremcnt  districts  and  AF 
plant  representatives  offices.  Small  busi- 
ness speciaUsts  assigned  to  APD's  and 
APPRO's  will  perform  functions  which 
will  Include  the  following : 
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(1)  Advising  the  chief  of  the  APD  or 
the  AFPR  directly  on  all  small  business 
matters,  and  reporting  directly  to  the 
chief  or  the  AFPR  any  {nstancesln 
which  It  i4)pears  a  small  concern  Is  not 
receiving  equitable  treatment. 

(2)  Maintaining  liaison  with  other 
Federal,  State,  and  local  agencies  and 
civic  organizations  with  respect  to  small 
business  matters. 

(3)  Surveillance  of  Defense  Subcon- 
tracting Small  Business  Programs  whidx 
have  been  established  by  contractors 
within  the  geographical  boundaries  of 
the  APD  or  the  AFPRO  (see  11 1001. 
707-3  and  1001.707-4) .  Ilie  small  busi- 
ness specialist  will  assist  contractors  in 
establishing  as  a  part  of  their  purchas- 
ing syst^n  as  Air  Force-Industry  Small 
Business  Program  as  described-  in 
1 1001.707-60. 

(4)  Keeping  current  data  on  the  ex- 
Istance  and  capabilities  of  small  busi- 
ness concerns  and  on  the  subcontracting 
requlremento  of  large  defense  prime 
contractors  and  major  subcontractors 
within  the  boundaries  of  the  APD  or 
AFPRO.  Such  data  will  be  made  avail- 
able to  PCO's  when  advice  and  assist- 
ance Is  requested  In  c(mnectlon  with  a 
contractor's  "make  or  buy-  program. 
See  §  1003.902,  AFPI  Form  84,  Tadl- 
Itles  Data  Record"  (marghial  punched 
card) .  is  authorized  for  use  in  maintain- 
ing the  necessary  data. 

(5)  Assisting  small  concerns  to  parr 
tlclpate  either  as  prime  contractors  (ht 
subcontractors  in  AF  procurement  In 
this  c6nnectlon  the  small  business  spe- 
clallst  will  process  w)plicatioos  for 
bidders  mailing  list  according  to  1 1016. 
810-50  of  this  chapter,  and  maintain  in- 
formation on  current  procurements 
(IFBs  and  RFPa) . 

(6)  Coordination  on  requests  for 
facilities  expansion.  (See  i  1018.2402 (n) 
of  this  chapter.) 

(7)  Participate  In  FCR  review  board 
meetings  when  an  FCB  on  a  small  busi- 
ness concern,  is  under  consideration. 

(8)  Carry  out  assigned  responsibilities 
in  connection  with  DOD  Industrie  As- 
sistance Events  Program. 

(d)  Air  procurement  offices.  Small 
business  speclalisto  assigned  to  APO's 
will  carry  out  the  small  bushiess  ftmc- 
tlons  that  are  assigned  to  the  (Ace. 

(e)  ARDC.  Small  bushiess  q>eciaU8ts 
assigned  to  ARDC  divisions,  centers  and 
AF  development  field  otHces  will  carry 
out  procedures  established  by  HQ  ARDC 
In  Implementation  of  AF  small  business 
policy. 

(f)  Base  procurement  offices.  Small 
business  specialists  assigned  to  base  pro- 
curement activities  will  carry  out  pro- 
cedures established  by  their  command 
headquarters  in  impl^nentation  of  AF 
small  business  policy  and  will  be  the 
focal  point  within  the  histallation  for 
matters  pertaining  to  small  business. 

2.  In  §  1001.706-5.  paragnvh  (a)  (1) 
is  amended,  on  line  14.  to  change  "two" 
to  "one."  Paragraph  (a)(1)  now  reads 
as  follows: 


§  1001.706-5     Total  aet-asidca. 

(a)(1)  Central  procurement.  As  to 
central  procurement  (distinguished  fnmi 
base    procurement)    which    Is   acoom- 
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pushed  at  AMC  field  procurement  ac- 
tlTltlea.  erery  procurement  will  be  set 
•side  either  totally  or  partially  for  com- 
petition wlely  amont  small  business 
concerns  If  records  of  previous  procure- 
ments for  the  same  item  or  the  same 
service  disclose  that  three  or  more  small 
business  concerns  submitted  responsive 
bids  that  were  considered  fair  and 
reasonable.  However,  a  partial  set- 
aside  may  be  appropriate  where  only 
one  small  business  concern  appears  to 
have  the  :echnlcal  competence  and 
productive  capacity  to  furnish  a  portion 
of  the  procxirement  (see  S  1  706-6' a)  of 
this  title).  Deviations  from  this  policy 
may  be  approved  in  specific  cases  at 
AMC  centers  by  the  chief  of  the  division 
responsible  for  the  procurement  or  his 
designee.  At  other  AMC  field  procure- 
ment activities,  deviations  may  be  ap- 
proved In  specific  cases  by  the  director 
of  procurement  and  production  or  his 
designee.  The  procurement  file  will 
contain  a  record  of  the  approval  of  such 
deviation. 

3.  Section  1001.707  is  revised  to  read 
as  follows: 

g  1001.707  Subconlrarlins  wilh  imall 
batincM  and  labor  surplus  arra  ron- 
rema. 

4.  The  heading  of  8  1001.707-3  Is 
amended,  and  paragraphs  (a)  through 
(f )  are  deleted.  Section  1001.707-3  now 
reads  as  follows: 

§  1001.707-3  D*fen»r  subconlracting  in 
■mall  bnaineM  and  labor  surplus  arra 
procrama. 

Small  business  specialists  at  APDs  and 
APPROs  will  maintain  current  informa- 
tion as  to  contractors  within  the  geo- 
graphical -boundaries  of  the  APD 
APPRO  whose  contracts  contain  the 
clause  set  forth  in  S  7.104-22  of  this 
tlUe. 

5.  Section  1001.707-5  is  added  as 
follows: 

S  1001.707-5     Reports     on     DD     Form 
1140. 
When  a  contractor  has  established  a 
"Defense  Subcontracting  Small  Business 
and  Labor  Surplus  Area  Program"  ac- 
cording  to  9  1.707-3  of  this   title,   and 
It   has   been   determined   according    to 
S  1.707-4  of  this   Utle   and   §  1001.707-4 
that  the  Air  Force  has  responsibility  for 
reviewing  the  contractor's  program,  the 
fftnitii  business  specialist  In  the  appropri- 
ate APD  or  APPRO  will  make  reporting 
arrangements  with  the  contractor,  l.e  . 
for  the  submission  of  semiannual  reports 
on  DD  Form  1140.  "Semiannual  Report 
of    Participating    Companies"    (Budget 
Bureau  No.  22-R163.3.  expires  December 
31,  1964)  through  the  ACO  to  the  small 
business  specialist.     The  small  business 
specialist  wUl  enter  in  the  space  between 
the  form  number  and  the  general  In- 
structions on  the  face  of  all  DD  Forms 
1140.  the  three  digit  Department  of  De- 
fense procurement  (claimant)  code    see 
S  1018.901-50   of   this   chapter)    of   the 
principal  kind  of  military  items  or  serv- 
ices being  supplied  by  the  reporting  unit. 
After  assuring  the  completeness  of  the 
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reports,  three  copies  of  the  completed 
DD  Form  1140  received  from  each  re- 
porting unit  will  be  forwarded  by  the 
APD  or  APPRO  to  AP8C  (SCMK-2). 
The  July  through  December  6-month  re- 
port will  be  forwarded  to  reach  Hq  APSC 
no  later  than  March  5th  and  the  Jan- 
uary through  June  6-month  report  will 
be  forwarded  to  reach  Hq  APSC  no  later 
than  September  5th.  APSC  (SCMK-2) 
will  assign  each  reporting  contractor  a 
permanent  reporting  unit  identification 
number  to  be  entered  In  item  6a.  DD 
Form  1140  prior  to  the  submission  of  the 
report  to  Hq  APSC. 

6.  Section  1001,708  Is  added  as  follows: 

§  1001.708      Mobilization  planning. 

See  8  1  708  of  this  title. 

(Sec.  8012,  70A  Stat  488.  10  USC  8012,  In- 
terpret or  apply  sees.  2301-2314,  70A  Stat. 
127   133,  10  use   2301-2314) 

Subpart  H — Labor  Surplus  Area 
Concerni 

Subpart  H  Is  revised  to  read  as  follows: 

Sec 

1001  800 
1001  801 
1001  801-1 
1001  801-2 
1001  801-3 
1001  802 
1001  803 
1001  804 
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Scope  of  subpart. 
DeflnUlons 

Labor  surplus  area  concern. 
Labor  BVirplus  area. 
Small  bualneas  concern. 
General  policy. 
Application  of  policy. 
Partial  set-asldes  for  labor  sur- 
plus area  concerns. 
1001  804  1     General. 
1001  804  2     Set-aalde  procedures. 
1001  804-3     Withdrawal  of  set-asldes. 
1001  804-4     Contract  authority. 
1001  805         Subcontracting. 
1001  805-1     General  policy. 
1001805-2     Required   clause. 
1001  806         Depressed  Industries. 
1001  806-1      General. 
1001  806-2     App-irel    Industry    (notification 

No    53). 
1001806  3     Petroleum  and  petroleum  prod- 
ucts Industry   (notification  No. 
581 
1001  806-4     Shipbuilding  Industry  (notifica- 
tion No    57)  . 
1001  80e  5     TcJCtlle      Industry      (notification 
No   38). 

AuTHoarrr  {{  1001.800  to  1001  806-5  Uaued 
under  sec  8012,  70A  SUt  488;  10  US  C.  8012. 
Interpret  or  apply  sees  2301-2314.  70A  Stat. 
127-133;  10  use   2301-2314. 

§  1001.800      S<op«   or   subpart. 

See  5  1.800  of  this  title. 

§  1001.801       DefinilionA. 

§  1001.801-1       I-abor    fiurplun    area    ron- 
rern. 

See  5  1  801-1  of  this  title. 

§  1 00 1. 80 1 -2      I.abor   iturplus   arra. 

See  §  1  801-2  of  this  title. 

§  1001.801-3      ."^ma^    businrn!*   conrrrn. 

See  5  1  801-3  of  this  title. 

§  1001.802      Grmral    policy. 

The  Executive  for  Small  Business 
iMCP-6).  Directorate  of  Procurement 
and  Production,  Hq  AMC.  will  monitor 
the  placement  of  contracts  in  areas  of 
substantial  labor  surplus  by  maintaining 
staff  surveillance  of  the  functions  of 
purchasing  activities  within  the  scope  of 
this   subpart.     The  AF  small  business 


specialist  at  the  procxirlng 

be  responsible  for  determhiii^'g'l 
pllcability  of  DMP  No.  4  to  »  ' 
ment.  ' 

§  1001.803     Application  W 

(a)(1)  and  (2>.   See  |  l.||tte)i 
(2)  of  this  title. 

(3)  "Area     Labor    Maittt 
which  establishes  the  hmmrtli^T 
labor  market  area  and  lists  i 
included  in  each  area  are 
the  Department  of  L>abor. 

(4)  See  S  1.803(a)  (4)   of  11^ 
<  5 )  Prior  to  the  solldtattal  tfg\ 

or  proposals,  the  contractlogi  ^ 
furnish  the  AF  smaU  veeial 
to  the  purchasing  activity  a  i 
appropriate  bidders  mailing  flii,' 
AF  small  business  specialist 
the  purchasing  activity  is  i 
maintaining  current  labor 
formation.    The  small  bi 
ist  will  indicate  on  the  blddai 
list,  for  use  in  sohcltatlon  and  ] 
mentation  of  the  contract  flk^  1 
cerns  listed  that  are  labor 
concerns.    ' 

(6)   See  S  1.803(a)  (6)  offlihl 
(b)   See  S  1.803(b)  of  this 

§  1001.804      Partial   aet-saiaM  fcf  j 
surplus  area  conrenu. 

§  1001.804-1      General. 

Notwithstanding  the  dc 
the  small  business  specialist 
the  applicabUity  of  DMP  Na  ito( 
curement,  the  -contracting 
sponsible  for  determining 
application  of  a  set-aside  is^ 
and,    if    appropriate,    dc 
quantities  to  be  set  aside. 

Set -aside 


pidhal  registei 

(4)  AbnonBAl  otreumstances  prevail 


..IWI.    Bwmammtthtm  (4)   AMIOnBAX    OirCUIDBUUlCeS    prcvau  uubruiucuve,  w  mi  wv  vwvaia  wj 

^^^  |.-|Mponsibl«  f rotp«cliv«  ^'Jj^Jp^Q  ^^  y^  materially  assisted  contractors  with  commercial 

^'            Contractors  ^  ^^  spgnlaal  of  bids  or  proposals.  imder    the    provisions    of    ] 

^a,»  subpart  I  la  added  as  fonows:  '  —   '-^*- 


m^ 


S5m 


§  1001.804-2 

See  S  1.804-2  of  this  Utle.  . 
§  1101.801-3      Withdrawal  sf 

See  }  1.804-3  of  this  Utle. 
§  1001.801^-4      Contract   w 

See  5  1.804-4  of  this  UUe. 
§  1001.805      Subcontracting. 

See§  1.805  of  this  title. 
§  1001.805-1      General  policy. 

See  5  1.805-1  of  this  title. 
§  1001.805-2      Required 

See  5  1  805-2  of  this  Utle. 
§  1001.806  Depressed  indi 
§  1001.806-1      General. 

See  §  1.806-1  of  this  UUe. 

§  1001.806-2      Apparel 
ration   No.    53). 

See  §  1.806-2  of  this  Utle. 

§1001.806-3      Petroleum  aiJl 
products    industry    (i 
58). 

See  5  1.806-3  of  this  UUe. 

§  1001.806-4     Shipbuilding 
(nolifiralion  No.   57). 

See  }  1.806-4  of  this  UUe. 

§  1001.806-S     Textile   i 
ration   No.    S8). 

See  5  1.806-5  of  this  UUe. 


1 


m 


g^opa  of  fubpart. 
ApplicabUity. 
Otoanl  policy. 

Qg0«ral  requiremeata  for  obtain- 
ing FOR. 
gumpUona. 
fUumdal  daaranoe. 
IHnlpium  ■tandarda  (or  raspoa- 

glbit  proapacUva  oontractors. 
Oanaral  lUndarda. 
Additional  itandartU  for  produo- 

tion,    conatruotion.    aad    ra- 

atttch  and  devslopmant  oon* 

traeta. 
Ability  to  meat  certain  minimum 

(tandarda. 
AfllUted  concerns. 
Oftvmlnatlona  of  responsibility 

and  nonreaponalblllty. 
Baqxilrement.         . 
Bueptlona.  ' 

Piooedurea  for  determining  la- 

■ponalbUlty  of  proepecUve  ooa- 

traotora.  | 

Oeneral. 
Wben  Information  will  be  oo- 

talned. 
Bouroca  of  Information. 
Pre-award  aurveys. 
Baboontraetor  rMponslbillty. 
DUeloaure  of  pre-anrard  data. 
flBiaU  bualnaaa  procedurea. 
Prooeduree    (or    special    soores 

iunreya. 
Optional   special  eouree  survey 

procedurea. 

If  1001.000  to  1001.903  laeoed 
■e.  Mia.  TOA  Stat.  488:  10  U.8.O.  SOU. 
or  apply  bm».  2301-8314,  TOA  SUt, 
10  UJi.C.  3301-3314. 

IMLMO    Scope  of  aubpart* 

8m  i  IJOO  of  this  tlUe. 
I1NL901     AppUcabUity. 

§m  1 1.901  of  this  UUe. 
IIMLMS     General  poUcy. 

Bn  I  1.M2  of  this  UUe. 

(s)  AFR  80-3  (System  Source  Belee- 
•■  Praeediires)  describes  the  workings 
lifts  Syitems  Source  SelecUon  Boaxd 

(M  A  Special  Source  Survey  (888)  is 
ftpnward  survey  used  to  check  the  pro- 
potential  of  a  prospecttve  oqh- 
onder  circumstances  xx)t  fully 
by  a  Facility  Capability  Report 
I)  where  the  Systems  Soiuxse  Selec- 
Mb  Board  procedures  are  not  appropri- 
Itk  A  888  may  be  requested  by  staff 
JwiBti  Of  Hq  APSC,  APSC  field  and 
iMi  procurement  actlvlUes,  divtsions 
■IreglODal  offices,  major  air  commands 
acUvlUes,  and  Hq  n8AF.  A 
'  may  be  requested  if : 
(1)  The  siae  of  the  proposed  procure- 
>■>  li  substanUally  greater  than  the 
ywpt  or  past  production  level  of  a  po- 
**tt>l  source  and  imusual  build-up  In 
Mtnetor  organlzaUon  may  be  required. 
O)  The  complexity  of  the  prtqxwed 
It  indicates  the  need  for  a 
survey  of  subcontracting,  xe- 
I.  production  capability,  qual- 
%iHHmfacturlng  methods,  etc. 
(I)  TlM  record  of  the  company  in  pro- 
OQst,  finances,  or  management 
the  need  for  extensiye  ezami- 
tar  specialists. 


(B)  A  wamv  la  needed  to  verify  the 
adoQUMy  of  a  Md  or  proposal. 

(6)  nifomuttlon  is  needed  to  com- 
part the  pnxlucUon  capability  of  two  or 
mon  fadlitles  or  the  capacity  and 
capftbllitj  of  an  industry  to  meet  a 
■poelfle  program. 

(7)  Tlie  potenUal  soiuxe  will  be  re- 
quired to  produce  Items  substantially 
different  from  those  it  has  produced  in 
tbo  past. 

(8)  T«<*"»*g  InformaUon  Indicates 
the  nMd  for  a  survey.  (See  i  1001.051 
for  prooeduret.) 

(0)  Bxperience  Data  Rei>ort  (EDR)  Is 
a  report  of  the  history  of  recent  experi- 
ttooe  with  a  paiticular  prospective  con- 
tractor, tt  a  complete  FCR  is  not  re- 
quired by  11001.902-1,  a  contracting 
ofBcer  may  request  an  EDR  for  a  pro- 
curement within  the  United  States.  Ex- 
periesieo  data  supplied  to  a  contracting 
offloer  by  moans  of  an  EDR.is  for  his  use 
In  making  a  determinaUoni  regarding  a 
prospectlTO  contractor's  responsibility. 
It  does  not  constitute  a  recommendaUon 
by  tbt  soppljlng  activity.  (See  S 1001.- 
905-1  (b).)  _      _^ 

(d)  A  TteUity  Capability  Report 
(FCR)  is  an  instrument  for  reporting  in- 
formation to  a  contracting  officer  re- 
garding the  req>onsibillty  of  a  prospec- 
tlye  oontraetor.  See  1 1001.905  for  pro- 
cedures. An  FCR  may  be  based  upon  a 
saareh  of  available '  records  or  upon  a 
preaward  sunrey.  (See  S  1.905-4  of  this 
title.)  The  FCR  activity  will  determine 
whether  information  available  In  Its  files 
is  adequate  or  whether  a  preaward  siu-- 
vey  is  necessary.  "FCR  activity"  re- 
ferred to  in  this  subiMurt  Includes  the  air 
procurement  district,  air  procurement 
offloe,  Air  Force  plant  officer  in  charge, 
and  Air  Force  plant  representative,  as 

appUcable.        .  .    ,  . 

(e)  Badi  foreign  central  procurement 
actlylty  will  establish  an  internal  system 
for  gathering  Information  regarding  a 
proQMCtive  contractor's  responsibility 
when  the  procurment  is  to  be  made  out- 
side the  united  States.  The  system 
should  be  patterned  after  the  FCR 
system  as  doaely  as  practicable. 

(f )  The  Industrial  Resources  Division 
(ASZE)  AF8C  WPAFB.  Ohio,  has  staff 
surreillance  over  comidlance  with  this 
subpart.  A  'Directory  of  Facility  Capa- 
bility Reports  Contacts"  diowlng  the 
geographteal  area  of  FCR  activities  will 
be  sent  to  buying  acthrltles  upon  request 
to  ASZK.  APIT  Forms  referred  to  In 
this  sutq?art  are  described  in  Subpart  I, 
Part  1016  of  this  chapter.  RCS: 
AFBC-N82  authorizes  all  reports  required 
by  this  sul^iart. 

{  1001.902-1     General  reifairemente  for 
obtaining  FCR. 

(a)  Unless  exempt  under  9  1001.902-2 
a  complete  FCR  is  required  when  award 
ot  a  new  contract  or  supplonent  to  an 
y'riMting  c(mtz«ct  for  an  initial  or  addl- 
tl<mal  quantity  of  supplies  or  services  will 
exeeed  $90,000  or  if  the  contract  or  order 
to  be  Issued  by  the  Air  Force  Is  for 
Hlft^^^^Jm^^v»«l^  repair,  or  overhaul  of  air- 
craft or  atxtiome  equlpmait  (excluding 
equipment)    including   aircraft 


instruments;  or  to  be  plaeed  by  tdifnmtt 

f aeUlttM 
paragraph 
5a(l)  (a) ,  AFLCR  65-19,  for  the  mainte- 
nance, repair,  or  overhaul  of  GO^AI  air- 
borne equipment   (See  |160L9n-<.) 

(b)  The  exemptions  In  11001  JOa-t  do 
not  apply  and  a  complete  FCR  Is  required 
If: 

(1)  The  prospective  oontraetor  li  on 
the  Financial  Control  List  (11680.5, 
paragraph  lr-212(e)  of  this  ehapler). 

(2)  A  prioe-redeterminable  or  ooet- 
reimbursement  type  contract  ii  eontem- 
plated. 

(3)  There  1b  doubt  as  to  the 
tive  contractor's  ability  to 

(c)  In  the  case  of  a  small 
concern,  a  eomi^ete  FCR  la 
prior  to  forwarding  a  findlBC  ol 
responsibility  to  BBA  with  reject  to  a 
proposed  award  of  $10,000  or  mere,  (flee 
Si  1001.904-1(«)  (4)  and  1001.660.) 

(d)  A  contracting  offleer  may  requeek 
an  PCJR  to  determine  the  respomlWTIty 
of  any  propoeed  contractor  on  a  proeure- 
ment  of  any  slse.    However.  wlMn  re- 
questing a  complete  FCR  on  a  proenre- 
ment  estimated  to  be  le«  than  $864M6 
and  one  of  the  conditions  stated  In 
paragraph  (b)(1),  (b)(2)  or  (c>  of  this 
section  is  not  present,  the  following  fae- 
tors  should  be  consldered^^l)  Cost  at  an 
FC::R  (estimated  average  of  $50) ,  (i)  dol- 
lar value  of  procurement,  and  (S)  erltleal 
nature  of  the  item  bdng  prociged.  It  a 
contracting  officer  requeeti  an  FCR  on  a 
procurement  of  leas  than  $20,060  or  on 
any  proctirement  for  which  an  FOB  is 
not  otherwise  required,  he  will  Indicate 
the  need  therefor  in  Item  21  of  AFFI 
Form  63,  "Request  for  Facility  Capatallitiy 
Report."    A  copy  of  ttie  request  win  be 
placed  in  the  contract  fUe 
tatlon.    If  the  request  Is  made 
one  of  the  conditions  outlined  in  para- 
graph (b)  or  (c)  of  this  section  is  ptee- 
ent,  a  brief  description  of  the  condition 
will  suffice.    If  the  FC!R  is  required  by 
command  procedures  as  autboddnd  Iv 
paragraph  (e)  of  this  seetion,  an  appro- 
priate statement  will  be  made. 

(e)  Regardless  of  the  dtdlar  amomit 
of  the  procurement  or  exceptions  out- 
lined in  f  1001.902-2.  an  VCR  may  be 
required  by  purchasing  activities,  if 
deemed  necessary  because  of  the  critical 
nature  of  the  item  or  service,  peculiar 
nature  of  the  i)rocurement,  or  past  ex- 
perience of  the  command.  Such  require- 
ments  will  be  issued  in  the  form  of  AFPI 
Supplements.    (See  1 1001 J08.) 

(f)  A  contracting  officer  may  request  a 
complete  FCR  only  whoi  an  award  is 
contemplated  to  a  firm  from  which  a  Md 
or  proposal  has  been  reodved  or  to 
which  an  award  of  a  letter  contract  is 
contemplated.  ConciuTent  requests  tot 
complete  FCRs  on  the  same  proeurement 
will  not  be  made.  An  FCR  will  first  ht 
requested  on  the  k>weet  req^onstve 
bidder.  Successive  requests  wiU  be  made 
only  after  a  negative  reply  to  the  last 
request  is  received.  A  negative  FCR  on 
a  small  business  firm  requires  special 
handling  and  oMnpliance  with  II 1601.- 
904-1  (a)  (4)  and  1001.950. 

(g)  Before  awarding  a  contract  on  the 
basis  of  an  FCR  man  than  66  days  dd. 
a  contracting  officer  must  conflna  its 
validity  with  the  preparing  offloe  and 


reeord  the  oonflrmfttion  in  the  contract 

file. 

I  1001.90»-2     Exemptioas. 

(See  I  1001.902-3.)  Subject  to  8  1001.- 
90a-l(b) .  an  FCR  is  not  required  for  the 
followlnc: 

(a)  Definitive  contracts  which  super- 
sede letter  contracts  or  notices  of  award 
prevlouBly  covered  by  an  PCR. 

(b)  Contracts  placed  pursuant  to  a 
Hq  X7SAF  approved  production  prosram 
contained  In  the  "W"  series  profirram 
directives  <WA,  WM.  WTD.  and  WE) . 

(c)  Contracts  placed  pxirsuant  to  rec- 
ommendations made  by  a  SSS  not  older 
than  60  days. 

(d)  Procurement  outside  United 
States  and  contracts  with  Canadian 
Commercial  Corporation. 

(e)  Base  procurements  up  to  $500,000 
within  United  States  If  not  to  be  sup- 
ported by  Government  financing.  (See 
Part  163.  Subchapter  E  of  this  title.) 

(f)  A  facilities  contract  supporting 
one  or  more  supply  or  service  contracts 
containing  a  facilities  clause. 

(g)  The  following  contracts  or  pur- 
chases, except  as  required  by  S  1001 .902-1 
(b). 

(1)  Purchases  from  Schedule  of 
Blind-Made  Products,  Federal  Supply 
Schedules,  Qovemment  departments, 
and  Federal  prisons. 

(2)  Purchases  of  standard  commercial 
articles  or  basic  materials,  such  as  sheet 
aluminum,  bar  steel,  etc.,  from  manufac- 
turers of.  or  regular  dealers  in,  the 
articles  to  be  purchased. 

(3)  Purchases  of  books,  periodicals, 
and  subscriptions  to  magazines,  except 
class  30  prociirements. 

(4)  Personal  services  or  professional 
services  contracts  negotiated  under  au- 
thority of  Public  Law  7»-600. 

(5)  Contracts  written  under  authority 
of  Public  Law  85-804  which  make  formal 
informal  commitments,  amend  without 
consideration,  or  correct  mistakes. 

(6)  Open  contracts  and  call  procure- 
ment arrangements  (IS  1003.405-50  and 
1003.40&-51).  (Financial  clearance  re- 
quired—see i  1001.902-3.) 

(7)  Procurements  from  the  surplus 
market  where  the  vendor  has  authority 
to  dlqpose  of  the  merchandise. 

(8)  Construction  contracts  up  to 
$500,000. 

§  1001.902-3      Financial  clearance. 

Financial  clearance  is  required  prior 
to  award  of  a  contract  described  in 
I  1001.902-2(g)  (6).  If  a  complete  FCR 
is  not  obtained  for  any  reason,  financial 
clearance  is  required  prior  to  award  of 
any  contract  If  the  prospective  contrac- 
tor requests  advance  pajrments  or  un- 
usual progress  payments.  (See  Part  163, 
Subchapter  E  of  this  title.)  Financial 
clearance  may  be  given  by  the  FCR  activ- 
ity for  any  contractor  on  the  approved 
"Prior  Financial  CTlearance  List,"  within 
the  limits  outlined  in  the  list,  unless  (a) 
The  procpectlve  contractor  has  requested 
advanced  payments  or  unusual  progress 
payments  or.  (b)  if.  in  the  opinion  of 
the  FC!R  activity,  or  the  contracting  oflB- 
cer,  as  Indicated  in  his  request  for  an 
FCR.  the  proposed  contract  might  Impose 
a   serious   burden   on   the   contractor's 
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ability  to  perform.  (See  paragraph 
^212.52.  S  1030.5  of  this  chapter.) 
Contracting  officers  may  request  finan- 
cial clearance  from  the  F(JR  activity 
having  co'ntract  administration  Jurisdic- 
tion or  from  AFSC  ( ASXKMF) ,  WPAFB, 
Ohio,  whichever  Is  nearer.  To  obtain 
financial  clearance.  Indicate  on  the  re- 
quest for  PCR  "Financial  Clearance 
Only"  and  include  answers  to  items  6 
through  13  of  AFPI  Form  63.  Items  14 
through  20  will  be  marked  "N'A"  (not 
applicable)  if  such  is  the  case.  If  the 
clearance  is  granted  by  other  than 
ASXKMF.  the  activity  granting  the 
clearance  will  furnish  a  completed  AFPI 
Form  63C.  "FCR  Financial  Action  Sum- 
mary." to  ASXKMF.  AFPI  Form  63C  Is 
required  for  every  FCR  except  when 
financial  clearance  Is  given  pursuant  to 
the  authority  of  the  "Prior  Financial 
Clearance  List."  See  question  two  under 
5  1001.905-1  ta*. 

§  1001.903  Minimum  standarda  for  re- 
sponsible prospective  contractors. 

§  1001.903-1      General   standards. 

See  §  1.903-1  of  this  title. 

§  1001.903-2  Additional  standards  for 
production,  construction,  and  re- 
search and  development  contracts. 

See  5  1  903-2  of  this  title. 

§  1001.903-3  Ability  to  meet  certain 
minimum  standards. 

See  5  1.903-3  of  this  title. 

§  1001.903-4      Affiliated  concerns. 

See  5  1.903-4  of  this  title. 

§  1001.904  Determinations  of  responsi- 
bility and  nonresponsibility. 

§  1001.904-1      Requirement. 

See  §  1.904-1  of  this  title. 

(a)  Financial  and  technical  abilitv 
clauses.  <  1  >  Include  the  following  clause 
In  all  Invitations  for  bid  or  requests  for 
proposal  estimated  to  involve  a  procure- 
ment of  $10,000  or  more: 

(Nov     1961) 

• 

U  a  bid  or  proposal  submitted  In  refiponse 
to  this  Invitation  is  favorably  considered,  a 
survey  team  may  contact  your  facility  to 
determine  your  ability  to  perform.  Current 
financial  statements  and  other  pertinent  data 
should  be  available  at  that  time  If  not  already 
on  file  with  the  Air  Force  Systems  Com- 
mand. The  team  may  also  evaluate  your 
system  for  determining  the  financial  and 
technical  ability  of  your  proposed  subcon- 
tract or  procurement  sources  to  perform. 
Examples  of  the  type  of  matters  the  survey 
team  may  examine  and  evaluate  are: 

1 .  Past  experience  with  firm  ( If  any ) . 

2    Financial  condition 

3.  Accounting  system. 

4.  Facilities. 

5  Plant  loading 

6  Production  control  system 

7  Materiel  control  system 

8.  Ability  to  meet  required  delivery  sched- 


ule 

9  Receiving  and  inspection  system. 

10  Purchasing     and     subcontracting    sys- 
tems. 

11  Quality  control  system. 

12.  Apparent    understanding   of    speclflca- 
tlon  requirements 

13  Realism  of  lead  time  estimates. 

14  Scrap  and  rework  control  procedures 

15  Packing  and  shipping  procedures. 


16.  Faculties   and   proosdw  te 
and  handUng  OoTemmant-f 
erty. 

17.  General  houMkeeptng. 

18.  Manpower  availability  unt  M 
tlons. 

19.  Engineering  capablUtj. 

20.  Management  controls. 

21.  Any  other  areas  p«rtln«tt  % 
performance  of  the  procpectlvt 

(2)  Include  the  following 
invitations  for  bids  or  rfiqinit 
posals  estimated  to  involve  a 
ment  of  less  than  $10,000: 

(Nov.  IMl) 

If  a  bid  or  proposal  fubmlttad  i 
to  this  Invitation  1b  favorably 
survey   team   may   contact  yoar 
determine  your  ability  to  p«rf( 
financial  statements  and  other 
should  be  available  at  that  tlmt  If 
on    file   with    the    Air   Foroc 
mand.     The    team   may   also 
system    for    determining    the 
technical   ability  of  your 
tract    or    procurement   souroM  to 

(3)  The  PCO  shall  make,  i 
place  in  the  contract  file  the 
determination  required  by  |IJ 
this  title.     Except  as  provUM  l|  i 
paragraph    (4)    of   this 
FCR,  SSS  or  SSSB  recoi 
constitute  sufficient  basis  for 
affirmative  or  negative  finding  fiy  a  oi^ 
tracting  officer.     See  also  |  If         " 
(c).    The  FCR.  SSS  or 
supporting  data  made  will  be  i 
the   determination.     If 
planation  of  an  FCR  Is  required,! 
will  request  the  FCR  activity  to  I 
any  data  he  requires  before 
determination.     If  the  P(X3  li 
factors  that  may  not  have  bn 
sidered  by  the  F(rR  activity,  bai 
quest  a  review  of  the  FCR  In.tliel 
such  information  before  maktaf  •( 
termination.    The  FCR  serial ! 
furnished  by  the  FCR  activltgr 
shown  on  the  contract  file 
If  an  FCR  was  not  required 
required"   with   the  specllk 
AFPI    paragraph    relied   upon 
shown  on  the  contract  file 

(4)    Negative  FCTR.  SSS.  or  i 
ommendation  with  respect  to 
or  "credit"  of  a  small  biwlnea 
(§  1.701  of  this  title)  require! 
dllng.     See  §  1.705-6  of  this  ttUa 
also    SS  1001.705-6,    lOOlJOS-Ke). 
1001.950.)     The  fact  that  thefllAi^j 
Issued  a  Certificate  of  CompetaMVfil 
the  capacity  or  credit  of  a  i 
concern  does  not  relieve  the 
officer  from  the  responsibility  for  < 
ing   that  the  prospective 
responsible  as  to  the  other 
responsibility,  i.e.  questions  " 
and  Six  of  the  FCR  as  aivUciMa 
5  1001.905-1  (a).)     Certlflcatei  CI 
petency  will  be  placed  in  the 
file. 

(b)    Requesting    the    FCR^    (D 
AFPI  Form  63  "Request  for 
pabillty  Report."    Identify 
information    and    answer 
through  13.    If  items  14 
not  applicable  mark  N/A 
the  mails  to  the  greatest  exteat  I 
Original  and  five  copies  of  AFfll 
will  be  forwarded  when  the  pi 
used.    Urgent  requests  may  bi 
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PCDiftAl  REQISTEt 


,  tf  toy  other  rapMl  meuia.  If 
1  MDtr«ct  for  alrormft  or  engliM 
l^irl,  modlflcaUon  !•  Inyolved, 
''|?^onn«tlon  copy  to  the  appro- 
\rlZSc  support  manager  (liSli). 
^SSimaDJUer  (IM) .  or  special  re- 
■SKltf  (SRA) .  Make  requests  dl- 
BJSS  FCR  activity  that  has  oon- 
S^^tnlstratlve  responsibility  over 
iRZ.t  In  which  the  work  wlU  be  done. 
g^iilai  floa(e) .) 

■■ 'iS  eontractlng  officer  will  alr- 
^aMOPleta  IPB/BPP  set  to  the  FCR 
■"  ,  gf|oi>  to  or  concurremtly  with  the 
If  the  IFB/RPP  has  not 
»H  If  the  PCR  activity  re- 
Jl^  M»t  to  perform  an  PCJR,  and 
^  act  available  pursuant  to  this 
Mh.  the  activity  must  request  It 
tts  contracting  officer  within  1 
Ay  after  receipt  of  the  request  for 
S  Beouests  for  bid  sets  wiU  be  made 
^^fnhfflp*  or  other  rapid  means. 
^^Sdiiets  are  requested  by  an  FCR 
Zttr  the  contracting  officer  will  fur- 
Sfliii  material  required  by  air  mall 
SvfD  Identify  in  the  covering  letter 
wVb  ttie  top  sheet  of  the  bid  set.  the 
■1  iWMst  and  the  PR  number  to 
Si  tte  material  relates  and.  In  addi- 
ZTvfl!  stamp  "PRioRrrY-rca"  In  proml- 
Mt  litteit  thereon. 

-«)  aepftrlna    to   requests    for    FCR. 
invfCR  will  have  a  aerial  number 
Sned  bf   the   FCR    activity.     See 
SSoon  of  AFPI  Form  63A.  "Facility 
QMlfllll  Report  Register,"  In  i  1016.- 
S^(i)  of  this  chapter.   An  FCR  will 
IllMwaided  within  5  work  days  after 
rtof  a  request  or  within  5  work  days 
xwelpt  of  the  bid  set  if  it  was 
to  request  a  set  pursuant  to 
(b)(2)   of  this  section.     In 
,  cases,  if  more  time  Is  re- 
rntni,  an  interim  reply  will  be  sent 
4HK  ttie  date  of  final  reply  and  the 
■MB  tar  the  delay.    An  FCR  will  be 
Mllf  triejAione  or  other  rapid  means, 
one  replies  will  be  ccmflrmed  In 
[Immediately.    If  the  Information 
d  Is  lengthy,  a  short  form  response 
■f  to  sent  by  rapid  means  and  the 
iMi  furnished  immediately  In  a  con- 
iHl«  letter.    "PRIORrrT-FCR"  wlU 
ItilHiml  on  all  confirmaticms,  FCRs, 
MBlBt  letters,  and  outside  envelopes. 

I1IIL904-2     Exception*. 

.  lb  1 1J04-2  of  this  title. 

1 1111.905     Procedures  for  determining 
>f>niil]ility    of    pnMpectire 


I1MLM5-1     General. 


<a)  See  1 1.902(d)  of  this  UUe  and 
|lMIJ02(d)  of  this  chapter.  A  oom- 
gMifCR  consists  of  answers  to  the 
Mbwlng  questions,  as  applicable.  Re- 
Hm  vffl  be  either  "afflrmatlve."  "nega- 
mc  «  "qualified."  A  "qualified"  reply 
k  m  "afflrmative"  subject  to  certain 
I  being  met.  "Qualified"  re- 
it  Indicate  clearly  the  action 
,  and  the  activity  responsible, 
the  conditions.  If  the  condl- 
not  met,  the  reply  will  be 
I  negative.    Negative  or  quali- 

jfs  must  explain  the  negation 

'^  jMltftestlon.     RepUes  wUl  be  ar- 
I  In  the  same  order  as  the  questions 


•ad  win  Iw  Identified  by  the  questlcm 

(1)  ODfa:  b  the  prospective  contrac- 
tor eooiAderad  capable  of  performing  the 
proposad  fiontract  takhig  Into  con- 
iMeratlan: 

(I)  Faculties:  The  requhred  quality 
and  quantltj  of  machine  tools,  produc- 
tion and  test  equljxnent,  manufacturing 
^n^  waxtiionae  areas,  and  material  han- 
dling devlcea  necessary  to  complete  the 
work  or  ability  to  obtain  them.  (See 
§  1.003-3  of  this  title.)  When  the 
ms/RFP  states  that  Oovemment  fa- 
cUl^  support  will  be  available,  the  extent 
of  such  support  must  be  determined.  A 
dollar  estimate  of  facility  support  re- 
quired should  be  indicated  when  ap- 
idlcable. 

(II)  Production  and  engineering  capa- 
bilities: The  necessary  experience  and 
organiaation  to  perform  present  and  pro- 
jected jHTOductlon  and  engineering  load. 
An  understanding  of  the  production  and 
engineering  specifications.  Proper  align- 
ment of  available  facilities. 

(III)  Tb»  delivery  schedule:  The 
bti<4riry  and  anticipated  workload  meas- 
ured against  the  planned  maximum 
capacity  required  during  the  perform- 
ance period.  Past  and  current  record 
of  meeting  delivery  schedules  insofar  as 
rdated  to  any  factor  under  questions 
One  or  Two  of  the  FCR.  On  advertised 
proeurementB  see  S  1.305-4  of  this  title. 
If  the  Ud  la  responsive  to  the  IFB  de- 
livery requiremento,  and  the  Udder  is 
deemed  capable  of  meeting  the  delivery 
terms  offered  In  his  bid,  the  answer 
should  be  afllrmatlve.  If  a  bidder  cannot 
meet  his  proposed  schedule  but  can  de- 
liver within  the  required  schedule,  a 
qualified  answer  should  be  given  and  the 
contracting  olBcer  notified  of  that  fact. 
If  It  is  determined  that  a  bidder  cannot 
meet  the  required  schedule,  the  answer 
should  be  negative. 

(iv)  Availability  of  material:  Ability 
to  obtain  and  maintain  the  necessary 
inventtny  <rf  supplies  and  component 
parts.  Planned  sources  for  purchase  of 
iny»Ai^mi«  component  i>arte,  and  serv- 
ices. Including  subcontracting,  required 
to  support  the  pnq^osed  contract.  Ade- 
quacy of  system  for  determining  tech- 
nical and  financial  ability  of  subcon- 
tractor's procurement  sources  to  per- 
form.    (See  S  1.906  of  this  UUe.) 

(v)  Availabllily  of  manpower:  The 
quantity  and  quality  of  labor  require- 
ments. The  necessary  organization  and 
management  controls. 

(vl)  Quality  control  capabilities:  The 
necessary  experience,  organization  and 
technical  qualifications  to  provide  and 
ift»itit^in  an  adequate  system  for  control 
of  quality  for  manufacturing,  supplying. 
or  overtiauHng  the  items  called  for. 
Tliioroughly  understanding  the  specifica- 
tions and  contract  requirements  for  in- 
spection, test,  and  control  of  quantity 
ttumu^MUt  purchasing,  subcontracting, 
jmodoctlon.  storage,  shipment,  and 
ina]w^^»ifcwi'«>  The  contractor  must 
demonstrate  a  soimd  management  ap- 
proach to  the  control  of  quality  and  ex- 
periences BUiBclent  to  Indicate  a  capa- 
bility to  perform  satisfactorily  on  the 
proposed  contract.     This  Includes  the 
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contractor's  responsfbOity  for  GVAB  aad 
OFP. 

(2)  Two:  Does  the  piOspeoUwe  eon- 
tractor  have  r***^"***'  floanelal  stfliility 
to  perform  the  contraett 

(i)  See  Part  16S.  Subdiapter  E  of  this 
UUe  and  1 1001.902-^. 

(11)  If  Oovemment  flnanclal  assist- 
ance in  the  form  of  a  loan  guaraatee. 
unusual  progress  payments,  or  advaaoe 
payment  will  enable  the  ocmtnetor  to 
perform  state:  "Yes.  if  (guaranteed 
loan)  (progress  paymento  *  *  *  ptroent 
of  incurred  coste)  (advance  payments) 
are  provided  by  the  Government."  and. 
route  to  AFSC  (ASXKli)  WPAF8.  Dblo 
for  obtaining  of  necessaxy  approvalSL  H 
the  name  of  the  prowecttve  ocntraetor 
is  on  the  Financial  Control  Uat  (see 
paragraph  E-216.  i  1030.5  of  this  ehso- 
ter)  and  if.  In  the  opinion  of  the  activity 
p^ormlng  the  FCR,  the  oontraelor  is 
able  to  perform  imder  the  pywoaed  con" 
tract,  issue  a  qualified  dearanoe  as  fol- 
lows: "Yes,  subject  to  approfval  by  AlBC 
(ASXKM)  WPAFB.  OWo.- 

(iii)  If  the  prospective  contrafCtor  re- 
queste  customary  progress  payments  (see 
Part  163.  Subchapter  E  ot  this  title)  and 
is  otherwise  entitled  to  a  financial  clear- 
ance, the  answer  to  question  "Two"  wlH 
be  "Yes." 

(iv)  Send  a  copy  of  the  oampletsd 
AFPI  Form  63C  with  case  history  If  nec- 
essary to  explain  the  answer  regardtog 
financial  stability  to  AFSC  (ASZKIC) 
WPAFB,  Ohio,  at  time  of  reidy.  If  the 
answer  to  question  Two  is  negative,  ot 
qualified,  send  an  information  ecm  of 
the  complete  FCR  to  ASXKM  with  an 
air  maU  letter  of  explanatton  with  sup- 
porting data  and  facility  advisory  board 
findings  and  recommwiriatinnB.  Said* 
a  copy  of  the  letter  without  attachmente 
to  the  contracting  oflloer. 

(3)  Three:  Are  the  business  practices 
of  the  proq>ecUve  cpntractor  considered 
satisfactory? 

(i)  Ckwperation  with  FCR  team  (see 
Comptroller  Oeneral  Decision  145350 — 
May  5.  1961). 
(ii)  Attitude  toward  commltmente. 
(ill)  Actual  performance  as  to  qtmlity 
and  delivery  on  previous  or  current  Oov- 
emment contracto  to  the  extent  ttat 
such  porformanoe  refleete  factors  ottier 
than  "c«>aclty"  or  "credit."  (See  note 
below.) 

(Iv)  An  apparent  ability  to  cuuf ocm  to 
Uie  requirements  of  the  standard  non- 
discrimination clause  (112.802  of  this 
UUe). 

(V)  If  the  proposed  ocmtract  Is  for 
manufacture,  supplies,  or  oonstmetion. 
indicate  whether  the  bidder  Is  a  manu- 
facturer, regular  dealer,  or  oonstmetion 
contractor.     (IS  1.201-*  and  1J03-1  of 

this  UUe.) 

(vi)  Is  otherwise  qiiallfled  and  eligible 

for  award  under  applicable  Iscws  aad 

regulations  not  considered  m^dar  the 

other  five  questions  of  the  FCR. 

(vU)  See  S  1.903-l(e)  of  this  title. 

Note:  If  the  reply  to  quectkn  TlirM  !• 
negative,  IdentUy  the  defldend— ^and  fur- 
nish a  complete  ezplanatlcm.  PBifiwmsnca  — 
to  qtuOlty  or  dellT«ry  on  |«*f*oas  «r  cogRvnt 
Oovemment  oontraeti  teUted  to  "e^^aottr* 
or  "ciedlt"  M  defined  In  1 1.706-4  of  thli  tlUe 
IB  considered  under  questions  Oo«  aad  Two 
of  the  FCR  and  is  subject  to  oertdleatlxm  of 
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RULES  AND  REGULATIONS 


•-♦fV. 


oompfncy  hj^Vbm  8BA  in  th«  cam  of  a  muOl 
tnuliMH  oooMm. 

(4)  Four:  What  percentoce  of  sub- 
coatr^ettag  Is  eontempUted  for  produc- 
tion ot,  or  work  upon.  e*ch  Item,  com- 
ponent, or  assembly  called  for  by  the 
IFB/RFP7  Show  the  percentage  of  sub- 
contracting etmtcmplated  as  a  percent 
of  the  contract  price.  In  the  case  of  a 
letter  oontract  furnish  an  estimate.  If 
the  percentage  differs  substantially  from 
that  IxKlicated  in  the  request  ior  FCR, 
submit  the  facts  to  support  the  findings 
or  estimate.  Show  separately  the  per- 
centage of  subcontracting  to  be  per- 
formed by  a  parent,  subsidiary  or  other 
affiliate  of  the  prospective  contractor. 

(5)  Five:  li  the  prospective  contrac- 
tor's accounting  system  adequate  for  ad- 
ministration of  the  type  of  contract  pro- 
posed  or  If  progress  or  advance  payments 
are  requested?  See  Subpart  D.  ^art  3 
and  Part  163,  Subchapter  E  of  this  tlUe. 
An  answer  to  question  Five  Is  required 
only  when  the  request  for  FCR  or  the 
IFB/RFP  Indicates  the  question  Is  ap- 
plicable or  when  reply  to  question  Two 
indicates  that  approval  of  progress  or 
advance  payments  will  be  necessary.  If 
no  reply  is  necessary  Indicate  "N/A"  (not 
applicable) .  An  afllrmatlve  reply  is  ap- 
propriate if  either  of  the  following  con- 
ditions prevail: 

(1)  The  prospective  contractor  is  be- 
ing paid  under  any  similar  type  of  Gov- 
ernment contract  or  Government  financ- 
ing Is  being  provided,  and  there  is  no 
evidence  in  the  Air  Force  Contract  Ad- 
ministration files  of  serloiis  deficiencies, 
or  major  administrative  irregularities 
insofar  as  the  accounting  system  is 
concerned. 
'  (11)  The  appropriate  military  audit 
agency  has  determined  within  the  pre- 
ceding 6  months  that  the  prospective 
contractor's  accounting  system  Is  ade- 
quate (with  changes.  If  any.  to  which 
he  has  agreed  in  a  signed  statement)  for 
the  type  of  contract  or  for  administra- 
tion of  the  tsrpe  of  Government  financing 
being  proposed. 

A  negative  answer  is  required  if  the 
contractor  does  not  agree  to  make 
changes  deemed  necessary  by  the  audit 
agoicy  to  make  the  system  sMlequate.  In 
such  case.  Identify  the  change  to  which 
the  prospective  contractor  will  not  agree. 

(6)  Six:  Is  the  prospective  contractor's 
purchasing  ssrstem  adequate  to  assure 
efficiency  and  economy  In  subcontracting 
and  purchasing  iinder  the  proposed  con- 
tract? An  answer  to  question  Six  is  re- 
quired when  the  request  for  FCR  indi- 
cates one  of  the  following  types  of 
contracts  is  contemplated:  Fixed -price 
redetermlnable  or  incentive,  time  and 
material,  or  cost-reimbursement.  If  no 
reply  Is  necessary  indicate  "N/A"  <not 
applicable) .  See  AFLCM  70-3  "Manual 
for  Analysis  of  Contractor  Procxirement" 
and  9  1.906  of  this  title.  An  affirmative 
reply  Is  appropriate  only  if  it  has  been 
determined  that  the  prospective  con- 
tractor's purchasing  system  is  adequate. 
or  if  the  prospective  contractor  presents 
a  satisfactory  plan  and  has  adequate 
capability  to  make  required  changes  and 
states  in  writing  that  he  will  make  nec- 


essary changes  if  awarded  the  proposed 
contract,  to  assure  efficiency  and  econ- 
omy In  subcontracting  and  purchasing 
activities  In  support  of  the  proposed  con- 
tract. The  plan  and  the  signed  state- 
ment will  become  a  part  of  the  contract 
file  with  a  copy  retained  for  the  FCR  file. 
Among  the  factors  which  must  be  con- 
sidered are  the  following: 

(i)  Company  policy  with  respect  to 
assuring  efficiency  and  economy  in  sub- 
contracting and  purchasing  vendor 
items  and  services. 

(ii)  Procedures  for  determining  finan- 
cial suid  technical  ability  of  subcontrac- 
tors. 

(ill)  Pricing  policies  with  respect  to 
subcontracts. 

(iv)  Controls  to  assure  compliance 
with  subdivisions  (i).  (ii),  and  (ill)  of 
this  subparagraph. 

(b)  See  §  1.902(c)  of  this  title  and 
9  1001.902(c). 

(1)  AFSC  (ASXKM)  WPAFB,  Ohio 
will  advise  Army  and  Navy  of  locations 
where  data  concerning  AF  contractors 
may  be  obtained  and  will  secure  similar 
information  from  them  concerning  Army 
and  Navy  contractors  for  AF  purchasing 
activities. 

(2)  A  contracting  officer  may  request 
an  EDR  on  a  prospective  contractor 
either  from  an  FCR  activity,  if  a  con- 
tract on  which  information  is  desired  is 
administered  by  that  activity,  or  from  a 
DOD  purchasing  activity  that  had  recent 
experience  under  a  contract  not  assigned 
to  an  FCR  activity  for  administration. 
Requests  may  be  made  directly  to  Army 
or  Navy  purchasing  activities  if  known 
or  according  to  information  furnished 
by  ASXKM.  See  subparagraph  (1)  of 
this  paragraph. 

13 »  If  the  PCO  doubts  that  the  pro- 
spective contractor  is  responsible  after 
receipt  of  an  EDR.  he  may  request  an 
FCR.  If  an  EDR  is  requested  from  an 
FCR  activity,  the  FCR  can  be  expedited 
by  adding  Request  a  Complete  FCR  if 
recent  experience  history  is  unsatisfac- 
tory" in  the  request  for  EDR  and  supply- 
ing the  information  necessary  to  request 
an  FCR.  <See  9  1001. 904-1  (b).)  If  the 
request  for  an  FCR  is  subsequently  made 
to  an  activity  other  than  the  one  that 
supplied  the  EDR.  a  summary  thereof  (or 
a  copy  I  will  be  included  under  "remarks" 
in  the  request  for  FCR. 

(4»  A  request  for  an  EIDR  will  be  sent 
by  the  same  means  as  an  FCR 
(9  1001.904-l(b)  •  and  should  refer  to 
this  section  and  contain  the  following 
information: 

(i)  Name  and  address  of  the  prospec- 
tive contractor. 

( ii  I  Typ)e  of  experience  data  required 
eg.,  "general  experience"  or  "engineering 
and  production  delivery  history  in  manu- 
facture of  remote  compass  transmitters." 

( 5  >  If  urgency  demands,  the  EDR  may 
be  sent  by  telephone  or  other  rapid 
means  unless  classified  information  is 
involved.  (See  AFR  205  (Security) 
series. )  When  possible  the  data  will  be 
sent  by  air  mail  before  the  time  limit 
which  is  the  same  as  for  an  FCR.  <See 
9  1001.904-1(0.)  The  scope  of  the  reply 
will  be  governed  by  the  request  amd  will 
be  restricted  to  the  following: 


<  i )  Name,  address,  and  i 
ber  of  DOD  activity  havli«' 
experience. 

(ii)  Name  and  address  of  ^i 
tive  contractor. 

( ili )  Extent  of  experience  U 
and  volumes)  and  period  at  1 

(iv)     Statement    of 
"satisfactory"  or  "unsatisfaetoiyl 
of — (brief  narrative  of  facts)." 

(C)  See  9  1.905-1  (c)  of  this! 

files,    contract    flies.  

quality  control  and  "-rrrtinot. 

tion.  finance,  contract  ^ 

other  records  normally  kept  hf  ilf^m^,, 

chasing  and  contract 

tivities  will  serve  as  the 

aiid  performance  history ; 

Subpart  F,  Part  1  of  this  title.  1 

Ineligible  and  Suspended 

(d)  See  9  1.90&-l(d)  of  thk 

§  1001.905-2     Wheninf 
obtained. 

See  9  1.905-2  of  this  UUe. 
§  1001.905-3      Sourrcs  of  l^« 

See  9  1.905-3  of  this  Utle. 
§  I001.90S-4     Pre-award 

See  9  1.90&-4  of  this  tlUa  mk 
9  1001.902(d).  ^ 

(at  to  (d>  See  9  1.905-4  (a)  tolfttf 
this  title.  ;:, 

(e)  When  a  preaward  sumf  h 
quired  to  support  an  FCR  an  a 
assigned  to  another  military 
the  FCR  activity  will  request  tiM 
office   of   that   department  to 
the  survey  or  to  supply  Infomatte 
essary  to  complete  the  FCR. 

§  1001.906    Subcontractor 

See  9  1.906  of  this  tlUe  and 
Six  under  9  1001.905-1  (a). 

§1001.907     DiscIoMure  of  ] 

See  9  1  907  of  this  Utle. 
in  or  intended  for,  FCR,  EIM 
SSSB    flies,    including    APPI 
forms,  when  completed,  will  te  M^^ 
For  Official  Use  Only"  (see  AVft  M|1 
(Custody.  Use  and  Preservatkn  ol  Dv] 
Official  Information  which  RaqirirMl 
tection  in  the  Public  Interest) ) 
security  classification  Is 
AFR  205  series).    No  indicatkn 
given    to   a   pros[>ective  LUUUaulH  ilj 
which  on  FCR  or  an  SSS  is        .,„,, 
ducted  that  he  will  or  will  notbes«H|l 
the   contract.     However,  this  dOMWl 
preclude  the  FCR  team  chalnSMiJ 
discussing  apparent  deficiendssi  *"' 
bidder  during  the  conduct  at  tbt  1 
survey,  if  the  FCR  Chairman 
that  it  is  in  the  best  interest*  •!  ] 
Air  Force.    Information  may  be  i 
to  the  Small  Business  Ac 
provided  in  §  1.705-6(b)  and  la  11 
950.    When  the  low  bidder  is 
the  buying  activity  that  contract  i 
has  been  denied,  as  a  result  of  ai 
FCR.  he  will  be  informed  that 
for  such  negative  finding  can  be  ( 
only  from  the  activity  which 
the  FCR  survey.     In  the  event 
tractor  requests  information 
the  FCR  findings,  this  daU  will  l^ 
furnished  or  discussed  with  hM  WJ^ 
chief  of  the  activity  or  the  FCRl 
involved. 


f,  February  tl,  1962 


^mXtn  FCR  on  Small  BuslneM 

■^  on  Authorized  Defense  Pro- 

fpffi,  th*t  bare  beoi  designated 


il706-«  of   this  title  and 
J  Certificate  of  Competency. 
jL9b-l(c).   The  procedure  out- 
■ADaracraph  (2)  of  this  para- 
.^ -Jmbe  foUowed  when  negative 
^^&  tt«  submitted  on  a  Small  Bual- 
■^^       -  and  the  replies  to  question 
or  Six.  as  applicable,  are 
on  all  proposed  awards  of 
MMl  orer.  or  at  the  request  of  the 
Honoeed  awards  of  over  $2,500 
San  $10,000.    SBA  has  16  work 
the  date  it  is  notified  in  which 
___  a  Certificate   of  C(Hnpetaicy 
ZST  Before  selecting  another  source. 
Sfcb  will  wait  5  work  days  from  the 
yy*  was  notified,  unless  notified 
^M  for  advice  from  the  AP  small 
^Sm  Medalist  in  the  purchasing  ac- 
^^M  to  whether  or  not  a  COC  is 
S  praeened  by  SBA.    If  the  PCO  is 
^^4  that  a  COC  Is  being  processed 
tevlll  take  no  further  action  pending 
iLtot  flf  the  COC  or  notification  that 
mA  not  be  issued.    The  15  day  period 
^  be  extended  at  the  option  of  the 
MOl  tf  •  COC  la  issued,  the  PCO  will 
tt  as  conclusive  as  to  questions 
li  Two  imless  he  has  substantial 
If  to  the  prospective  contractor's 
to  perform  in  which  case  he  will 

»tbe  procedures  tn  {  1001.706-6. 
iko  1 1001.904-1  (a)  (4)  regarding 
Hi^M  PCO  CertificaUon. )  All  actions 
SS  the  PCX)  and  SBA  or  local  AF 
jjll  faptn^M  specialists  will  be  chan- 
^Hfthnm^  the  small  business  special- 
Mji  tiM  pttTcbasing  activity,  if  one  is 
ji^ifl.  Tlie  procedures  in^subpara- 
pUfe  Hi}-  of  this  paragraph  are  manda- 
,4i(lgmtiti  where  the  award  must  be 
IpM  Vttliout  delay  in  which  case  the 
«m  make,  sign  and  place  in  the 
.jMl  file  a  certification  setting  forth 
jMdflnMnn  for  awarding  the  coa- 
wtt&wt  delay.  The  PCO  must 
the  small  business  specialist  at 
BiMtflng  activity  a  copy  of  his 
which  will  be  transmitted  to  the 
»*  SBA  regional  office  through 
^«mU  business  specialist  at  the  FCR 
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|ng  a  OOC  and  the  amall  business  spe- 
etallst  In-tbe  FCR  activity  will  notify 
the  amaU  fwifhr*—  specialist  in  the  pur- 
irhnffig  office  promptly  by  telephone  and 
oonflnn  It  In  writing.  The  latter  will 
notify  the  PCO  promptly  by  telephone 
^iMJ  oonflnn  it  in  writing. 

ip)  Qualified  FCR  on  Small  Business 
concern  or  on  authorized  Defense  Pro- 
duction Pools  that  have  been  designated 
Small  Business  concerns: 

(1)  Meaaages  which  transmit  quali- 
fied replies  to  question  One  or  Two  of 
the  FCR  (when  replies  to  questions 
Three,  Five,  and  Six  are  affirmative  or 
not  aivUcable)  will  state  "request  this 
activity  be  advised  if  award  is  denied  for 
lack  of  capacity  or  credit  to  allow  re- 
ferral to  SBA." 

(2)  If  the  conditions  of  a  qualified  re- 
ply to  question  One  or  Two  of  the  FCR 
are  not  met  and  denial  of  the  award  is 
c(mtenq;>lated  for  lack  of  capacity  or 
credit,  the  PCO  so  advise  the  FCR  activ- 
i^  which  will  follow  the  procedures  out- 
lined in  paragraph  (a)  (2)  of  this  section. 

§  1001.951      Procedures    for    ■  p  e  c  i  a  1 
■ouree  -  surveys. 
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tribute  survey  requirements,  evaluation. 
advice,  and  information  on  details  to  be 
covered  in  the  survey. 

(e)  If  the  prospeeUve  contractor  be- 
ing surveyed  is  a  small  business  concon 
compliance  with  S  11001.904-1  (a)  (4) 
and  1001.950  Is  required.  , 

§  1001^952     Optiooal  special  scarce  •vr> 
vtj  proceoures. 

The  following  procedures  Me  author- 
ized for  use  by  Military  Air  Transport 
Service  when  it  is  anticipated  that  a 
SSS  will  be  used  in  lieu  of  an  FCR  for 
airlift  or  CRAF  contracts: 

(a)  Approve  survey  requests  origihat- 
Ing  in  DCS/M,  Hq  MATS.  This  ap- 
proval authority  may  not  be  delegated 
below  the  chief  or  the  deputy  chief,  pro- 
curement division. 

(b)  Designate  survey  team  chairman 
and  members. 

(c)  Approve  and  distribute  r^jwrts. 

(d)  Whenever  the  above  proeeduree 
are  vised  and  the  prospective  contractor 
is  a  small  business  concern,  c(mipllance 
with  S 9  1001.904-1  (a)  (4)  and  1001450 
is  required. 


(S)  A  oopy  of  the  FCR  and  the  in- 
9m6akKi  m  1 1.705-6(b)  of  this  title 
1$  ke  sent  to  the  AF  small  business 
^ttaUUk  in  the  appropriate  FCR  activ- 
.  Ik  •!  tiM  nme  time  that  the  FCR  is 
*pltD  Hm  PCO.  The  small  business 
^lihllilwlll: 

ID  iBmedlately  advise  the  SBA  re- 

el  ottce  having  Jurisdiction  over  the 
lawhlch  the  small  business  or  au- 
laind  pool  is  located,  of  the  negative 
kHind  furnish  SBA  the  information  in 
lUIM(b)  of  this  title. 

UU  Request  notification  from  SBA 
ittte  I  work  days  as  to  whether  a  COC 
j^Wag  processed  and  advise  the  ^CO  of 
m  date  on  which  SBA  was  notified. 
Vkn  notifled  by  SBA  that  a  COC  is 
pV  processed,  the  PCO  will  be  notified 
insdiately. 

<8i)  It  notification  is  not  received 
fcai  8BA  at  the  end  of  5  work  days,  it 
*iD  be  asmmed  that  SBA  is  not  process- 


-(a)  Except  as  provided  in  9  1001.952. 
surveys  must  be  requested  in  writing 
from  AFBC  (ASXKM)  WPAFB,  Ohio, 
giving  the  following  information: 

(1)  Organization  requesting  the  sur- 
vey. 

(2)  Name  and  address  of  each  com- 
pany to  be  surveyed. 

(3)  Description  of  proposed  procure- 
ment. 

(4)  Proposed  date  of  survey. 

(5)  Justification  for  survey.  (See 
9  1001.902(b).) 

(6)  State  whether  or  not  the  survey 
report  win  be  used  in  lieu  of  an  P(3R. 

(7)  Reconsnended  team  chairman. 

(b)  ASXKM  will  designate  the  team 
chairmiui,  team  members  and  advisors, 
invite  participation  by  personnel  from 
other  AF  activities  when  necessary  for 
the- survey,  and  give  team  guidance  to 
assure  adequacy  of  objective,  results,  and 
foUowup. 

(c)  The   team   chairman   will   make 
necessary  arrangements  with  the  pro- 
spective contractor  to  be  surveyed  and 
will  direct  and  coordinate  the  activities 
of  the  survey  team.    If  it  Is  anticipated 
that  the  survey  report  will  be  used  in 
lieu  of  ail  FCR.  the  report  must  answer 
the   six   FCR    questions    (9 1001.905-1) 
and  the  team  chairman  must  establish 
liaison  prior  to  and  during  the  survey 
with  the  FCR  activity  that  would  nor- 
mally  perform   an   FCR  on  the  con- 
tractor.   The  chairman  will  send  a  copy 
of  the  survey  report  to  the  FCR  activity. 
The  team  chairman  will  prepare  a  writ- 
ten report  as  soon  as  practicable  ^after 
c<«ipletion  of  the  survey.     Each  team 
monber  must  participate  in  the  entire 
survey  and  will  sign  the  report  unless 
he  dissents  in  which  case  he  will  write  a 
minority  report  for  attachment  to  the 
chairman's  r^wrt.    The  report,  with  at- 
tachm«its.  if  any.  will  be  submitted  to 
ASXKM  for  approval.    When  approved, 
the  report  will  be  distributed  by  the  team 
chairman  as  required. 

(d)  AF  activities  will,  upon  request, 
furnish  team  members  or  advisors  and. 
within  the  scope  of  their  missions,  con- 


By  order  of  the  Secretary  of  the  Air 
Force.  i, 

Careoll  W.  Kxllxt. 
Lieutenant    Colonel,    U.S.    Air 
Force,  Chief.  Special  ActiM- 
ties  Group,  Ofice  Qf  the  Judge 
Advocate  General. 

(PR.    Doc.    63-1750:    FUed.    Feb.    20,    10^; 
8:60  ajn.J 

Title  38— PENSIONS,  BONUSES, 
AND  VETERANS'  REUEF 

Chapter  l-^Veferons  Admliilstration 

PART  3— ADJUDICATION 

Subpart  A — Pension,  Compensation, 
and  Dependency  and  Indemnity 
Compensation 

MlSCELLAmEOUS   AMKNDMKNTS 

1.  In  9  3.802.  paragraph  (b)  is  amended 
to  read  as  follows: 

§  3.802     Medal  of  Ho^or. 

•  •  •  •  • 

(b)  An  award  of  qiecial  pension  of 
$100  monthly  (prior  to  Septemlaer  1. 
1961.  $10  monthly)  will  be  made  as  of 
the  date  of  filing  of  the  application  with 
the  Secretary  concerned.  The  special 
pension  will  be  paid  in  addition  to  all* 
other  payments  under  laws  of  the  United 
States.  However,  a  perscm  awarded 
more  than  one  Medal  of  Honor  may  not 
receive  more  than  one  q;>ecial  pension. 
(38  U.S.C.  562;  Public  Law  87-138) 

2.  Section  3.807  is  revised  to  read  as 
follows: 

§  3.807     War    orj^ans*    educational    a4- 
sialance;  certification. 

For  the  purposes  of  war  orphans'  edu- 
cational assistance,  the  child  of  a  de- 
ceased veteran  will  have  basic  eligibility 
if  the  following  conditions  are  met. 

(a)  General.  The  veteran's  death 
was  the  rfesult  of  disease  or  Injury  In- 
curred in  or  aggravated  by  active  service 
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as  set  forth  In  paragraphs  (b)  and  (c) 
of  this  section  (cases  where  the  veteran's 
death  resxilted  from  Veterans  Adminis- 
tration hospitalization,  treatment,  ex- 
amination or  training  are  not  Included) ; 

and 

(1)  The  veteran  died  in  service  or 
after  separation  from  service  provided 
such  separation  was  under  conditions 
other  than  dishonorable:  and 

(2)  The  child  meets  the  deflnitions  of 
relationship  contained  in  §  3.57  except  as 
to  the  requirement  of  age  and  marital 

(b'  Service.  Active  service  is  required 
during: 

(1)  Spanish-American  War  between 
April  21.  1898.  and  July  4,  1902.  or.  if 
the  veteran  served  with  the  United 
States  military  forces  engaged  in  hostili- 
ties in  the  Moro  Province,  between  April 
21,  1898,  and  July  15.  1903  (effective 
September  ^  1959) ; 

(2)  World  War  I  between  April  6. 
1917  and  November  11.  1918  (effective 
October  1.  1956),  or.  if  the  veteran 
served  with  the  United  States  mUitary 
forces  in  Russia,  between  April  6,  1917, 
and  April  1.  1920  (effective  January  1, 
1959) ; 

(3)  World  War  n  between  December 
7,  1941,  and  December  31,  1946  (effec- 
tive October  1.  1956) : 

(4)  Korean  conflict  between  June  27, 
1950.  and  January  31.  1955  (effective 
October  1,  1956);  or 

(5)  An  induction  period  (effective 
September  14. 1960) .  "Induction  period" 
means  the  following  periods:  September 
16,  1940,  through  December  6,  1941: 
January  1,  1947,  through  June  26,  1950: 
February  1.  1956.  through  the  day  before 
the  first  date  on  which  the  individual  was 
no  longer  liable  for  induction.  Service 
during  the  Induction  period  which  is 
deemed  to  be  active  service  imder  38 
U.S.C.  106  is  not  included. 

(c)  Service  connection.  (1)  In  claims 
based  on  service  during  a  war  period  as 
limited  by  paragraph  (b)  of  this  sec- 
tion, the  standards  and  criteria  for  de- 
termining service  connection,  either  di- 
rect or  presvunptive.  based  on  wartime 
service  are  applicable. 

(2)  In  claims  based  on  service  during 
an  Induction  period,  the  standards  and 
criteria  for  determining  service  con- 
nection bcued  on  peacetime  service  are 
i^pUcable  where  the  disease  or  injury 
directly  resulted  from  armed  conflict  or 

.  was  directly  incurred  while  engaged  in 
extra -hazardous  service  (including  such 
service  under  conditions  simulating 
war). 

(3)  Except  as  provided  in  subpara- 
graph (2)  of  this  paragraph,  in  claims 
based  on  service  during  an  induction 
period,  the  cause  of  death,  either  pri- 
mary or  contributory,  mxist  have  resiflted 
directly  from,  and  Mif;  causative  factor 
must  have  been,  the  performance  of  such 
service  while  on  duty  status.    It  must  be 
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shown  that  it  is  reasonable  to  expect 
that  the  disease  or  injiiry  would  not 
have  been  incurred  if  the  individual  had 
not  been  performing  active  service. 
(38U.S.C.  1701) 

3.  In  5  3.809.  paragraph  (b)  is  amend- 
ed and  paragraph  (d)  is  added  to  read 
as  follows: 

§  3.809      Sp«-ially    adapird   homting. 
•  •  •  •  • 

(b)  Disability.  The  disabihty  must 
have  been  incurred  or  aggravated  as  the 
result  of  service  as  indicated  in  para- 
graph (a)  of  this  section  and  the  veteran 
must  be  entitled  to  compensation  for 
permanent  and  total  disability  due  to: 

<1)  Effective  September  8.  1959.  the 
loss,  or  loss  of  use,  of  both  lower  ex- 
tremities, such  as  to  preclude  locomo- 
tion without  the  aid  of  braces,  crutches, 
canes,  or  a  wheelchair,  or 

( 2 )  Effective  September  8,  1959.  blind- 
ness in  both  eyes,  having  only  light  per- 
ception, plus  the  anatomical  loss  or  loss 
of  use  of  one  lower  extremity,  such  as  to 
preclude  locomotion  without  the  aid  of 
a  wheelchair. 

•  •  •  •  • 

(d)  "Preclude  locomotion."  This  term 
means  the  necessity  for  regular  and  con- 
stant use  of  a  wheelchair  or  other  me- 
chanical aid  or  contrivance  as  a  normal 
mode  of  locomotion  although  occasional 
locomotion  by  other  methods  may  be 
possible.  (38  U.S.C.  801,  804) 
(72  Stat.  1114;  38  U8C    210) 

These   regulations   are   effective  Feb- 
ruary 21,  1962. 

[SE.\L]  W.  J.   Driver, 

Deputy  Administrator. 

[PJl.    Doc.    82-1747:    Filed.  >eb.    20,    1962; 
8:49  ajn.| 


Nzw  Mexico  Pixi<cip4l 

T  aes. R.  2  W.. 

Sec.  4.  8WV4SWV;; 
Sec.  6.  SE'/4SE>4: 
Sec.  8.  nei;nei«: 

Sec.  9.  KW^NWVk. 

The    areas    described 
acres. 

2.  The  lands,  which  are  1 
25  miles  southwest  of  Las 
Mexico,  are  located  in  an  j 
area    occupied    by    an   ektlBfll 
Vegetation  is  scattered 
yucca,  mesquite,  and  creoaoto 

3.  The  State  of  New  Mexico  I 
the  preference  right  granted  t^lCI 
section   (O    of  section  2  o(  |h§ 
August  27,  1958  (12  Stat  Ml;  9\ 
851.  852». 

4.  The    public    lands 
withdrawal  by  this  order  diaB  ill 
am.,  on  March  22.  1962.  be 
oE>eration  of  the  public 
eluding    location    for 
minerals  under  the  United  I 
laws,  subject  to  valid  existtnff  ] 
equitable  claims,  the  reqt 
plicable  law,  rules  and  re 
the    provisions    of    any 
drawals.    They  have  been  < 
cations   and    offers   undo*  UM 
leasing  laws  and  to  location  1m  I 
liferous  minerals. 

Inquiries  concerning  th»Unii  j 
be  addressed  to  the  Manager, 
flee,     Bureau     of    Land 
Santa  Fe,  New  Mexico. 

John  A.  ClJnai^, 
Assistant  Secretary  of  the  It' 

February  14. 1962. 

[PR.    Doc.    82-1738;    FUed,   lUb.  wCi 
8:48  ajn.] 


Title  43— PUBLIC  LANDS: 
INTERIOR 

Chapter   I — Bureau  of  Land  Manage- 
ment,  Department  of  the   Interior 

APPENDIX — PUBLIC   LAND   OIOERS 
(Public   Laxid    Order    2612) 
[13302091 

NEW  MEXICO 

Revoking  Executive  Order  No.  51 20  of 
May   17,    1929 

By  virtue  of  the  authority  vested  in  the 
President  by  section  1  of  the  act  of 
June  25.  1910  (36  Stat.  847;  43  U.S.C. 
141),  and  pursuant  to  Executive  Order 
No.  10355  of  May  26,  1952,  it  is  ordered 
as  follows: 

1.  Executive  Order  No.  5120  of  May  17, 
1929.  withdrawing  the  following  de- 
scribed lands  for  use  by  the  Smithsonian 
Institue.  is  hereby  revoked: 


Title  47— TRECOi 

Chapter   I — Federal   Coi 
Commission 

PART  1— PRACTICE  AND 

Computation  of  Time; 

The  Commission's  Order  of  1 
1962,   FCC   62-122.    (PJL  DOCl 
27  F.R.  1359  > .  is  corrected  M  W— 

1.  Section  1.18(g)  is  corr8Ct«l»i 
as  follows: 

(g)  Where  a  document  It 
be  served  and  is  served  by  ■ 
filing  period  for  a  responae 
days  or  less,  an  additional 
excluding  holidays,  will  be 
filing  the  response.  Tbit 
shall  not  apply  to  S  1.193(c) 

Released:  February  13.  1961 


FEDERAL    COl 

Commission. 
[sEALl         Ben  p.  Wapu, 
Acting 

[PR.    Doc.    82-1772;    Filed.   Fifc.  • 
8:51    a.m.l 


jptmiENT  OF  AGRICULTURI 

IfgHwral  Stabilization  and 
C^Mfvation  Service 

17  CFR  Part  1038  1 

(Doek«t  No  AO-194-A61 
JmK  M  ROCKFORD-FREEPORT, 
^^-^n,  MARKETING  AREA 


Proposed  Rule  Making 


^H«  if  Recommended  Decision  and 

Tepiit'""'*r  To  ^''*  Written  Excep- 

JZm  •"    Proposed    Amendments 

UTtaMlve  Marketing  Agreement 

_  to  the  provisions  of  the  Agri- 
__  Ifaiketing  Agreement  Act  of 
•taaended  (7  U^.C.  601  et  seq.), 
Ik  apirilcable  rules  of  practice  and 
fovemlng  the  formulation  of 
_       agreements   and   marketing 
(T  CfB  Piut  900 ) ,  notice  is  hereby 
^  the  ^Hing  with  the  Hearing 
«C  this  recommended  decision  of 
X  Secretary,  United  States 
of  Agriculture,  with  respect 
_^_       amendments  to  the  toita- 
jJMt* ^"g  agreement,   and   order 
the  handling  of  milk  in  the 
ij^kid-fteeport,    Illinois,    marketing 
aa  latensted  parties  may  file  written 
mpMoDS  to  this   decision   with   the 
j^tDf  Clok,  United  States  Depart- 
tlNIt  of  Agriculture.    Washington   25, 
"IM?.  Bot  later  than  the  close  of  business 
ilHttday  after  publication  of  this  de- 
iD  the  FKDBBAL  REcisTn.   llie  ex- 
ibould  be  filed  in  quadruplicate. 
Btatement.    The  hearing 
#(  Hi  rtoord  of  which  the  proposed 
iiMtaMnts,  as  hereinafter  set  forth, 
taatatlve  marketing  agreement 
Is  tiks  order,  were  formulated,  was 
at  Rockford.  Illinois,  on  June 
hi^Ull,  pursuant  to  notice  thereof 
I'mk  «M  Issued  May  9.  1961   (26  F.R. 

m. 

Wnaterlal  issues  on  the  record  of 
;  ttolMilng  relate  to: 
1    i  *T*~**"g  the  marketing  area; 
I    i  QMUflcations    for    attaining    pool 


[  '4  Hinents  on  unpriced  milk  disposed 
fM.^  ^  marketing  area  from  nonpool 

E  -iCkssIprlce;  I 

[    iCkisnprlce:  I 

1  Batterf at  differentials : 
I    T.  Application  of  location  differentials 
'  adMi  prices  and  in  paying  producers; 

fcXMBg  a  base  and  excess  plan  In 

mil  producers; 

t  Application  of  various  classification 


-  II.  AUowlng  a  cooperatire  association 
•It  a  handler  on  bulk  tank  milk  of  its 


U.  ■qolTalent  prices;  and 
J^.  Mhcrilaneous  administrative  and 
MonBlng  changes. 

1:  lbs  Ro(^ord-Preepart  marketing 
■».  Pnsmtly  the  cities  of  Rockford. 


Loves  Park,  and  Freeport,  and  specified 
townships  in  Stephenson  and  Winne- 
bago Countiee,  should  be  extended  to  in- 
clude Rock  County,  Wisconsin;  Boone. 
Carroll,  De  Kalb,  Jo  Daviess  (except  the 
city  of  East  Dubuque) ,  Lee,  Ogle,  Steph- 
enson, and  Winnebago  Counties,  Illinois; 
and  the  townships  of  Caloma,  Hahna- 
man,  Hopkins,  Hume,  Jordan,  Montmo- 
rency, Sterling,  and  Tampico  in  White- 
side County,  Illinois.  The  Rockford- 
Pt«eport  marketing  area  should  be 
redesignated  the  Rock  River  Valley  mar- 
keting area  to  more  adequately  describe 
the  expanded  marketing  area. 

The  1960  census  population  of  the  rec- 
ommended marketing  area,  a  contiguous 
territory  in  10  counties,  was  approxi- 
mately 600,000.  The  population  of  Rock- 
ford, the  largest  city  in  the  proposed 
marketing  area,  was  127,000.  The  pop- 
ulation of  the  next  largest  cities.  Free- 
port.  Dixon,  De  Kalb,  Sterling,  B^vi- 
dere,  and  Rock  Falls  ranged  from  27,000 
to  10.000.  Because  a  substantial  part  of 
the  fluid  milk  sales  of  handlers  are  in 
rural  communities  and  because  much 
of  the  population  Immediately  surrounds 
the  cities  and  towns,  the  marketing  area 
should  be  defined  insofar  as  practicable, 
on  the  basis  of  county  rather  than  town 
or  city  boundaries. 

The  Iffidwest  Dairymen's  Company 
and  Pure  Milk  Association,  the  major 
producer  cooperatives  in  the  market, 
represent  substantially  more  than  two- 
thirds  of  the  producers  supplying  plants 
who  would  be  regulated  by  the  amended 
order.  About  75  percent  of  the  dairy 
farmers  who  woiild  become  producers 
under  the  order  by  the  recommended 
expansion  of  the  marketing  area  are 
monbers  of  these  associations. 

The  expanded  marketing  area  will 
conform  more  closely  to  the  sales  ter- 
ritory of  handlers  regulated  by  this  and 
other  orders.  Handlers  imder  this 
order  and  nearby  orders  have  route  dis- 
tribution throughout  the  territory  rec- 
ommended for  -addition  to  the  market- 
ing area  cuid  compete  therein  with 
unregulated  handlers.  It  is  more  prac- 
ticable to  include  this  additional  terri- 
tory In  the  Rockford-Freeport  market- 
ing area  than  in  that  of  any  other 
order.  Tliis  will  provide  a  contiguous 
geogn4;>hlcal  marketing  area  in  which 
handlers  who  would  be  regulated  by  the 
propoeed  order  are  the  principal  dis- 
tributors. 

Most  of  the  23  presentiy  unregulated 
handlers  purchase  milk  at  a  flat  price 
which  is  closely  related  to  the  Chicago 
uniform  price.  These  vmregulated  han- 
dlers have  a  high  proportion  of  fluid 
milk  sales  to  receipts  not  uncommonly 
ranging  from  80  to  100  percent  Class  I 
utilisation.  Rockford  and  Freeport 
tumdlers  are  at  a  price  dlsadvcuitage 
in  oompettng  with  unregulated  handlers 
for  sales  in  the  proposed  marketing  area 
because  tbey  must  pay  the  higher  Class 
I  price  of  the  order  to  which  their 
competttors  are  not  subject.    The  buy- 


ing practices  of  the  umregulated  han-     - 
dlers  have  led  to  instability  In  the  maxket 
and  have  resulted  in  lower  prices  bdng 
paid  to  farmers  than  the  classlfled  use 
value  of  thor  milk  would  warrant. 

The  mariceting  area  expansion  her^n 
recommended  would  promote  orderly 
marketing  by  assuring  Rock  River  Valley 
order  handlers  that  their  coimwtitors  in 
the  marketing  area  would  be  required 
to  pay  for  milk  at  prices  based  on  the 
minimums  prescribed  by  the  order. 

Rockford-Freeport  order  handlers 
have  distribution  in  all  counties  in  the 
ten-county  recommended  marketing 
area  except  Lee  and  Whiteside  Counties. 
They  compete  in  the  recoounended  mar- 
keting area  with  the  unregulated  han- 
dlers whose  sales  are  geographically 
more  limited.  Of  the  23  presently  nn- 
regulated  handlers  operating  In  the 
proposed  maiiceting  area,  20  would  be 
regulated  by  this  order  and  3  by  the 
order  proposed  for  the  Madison  area. 
Handlers  regulated  by  the  Chicago,  lAl- 
waukee,  Quad  Cities-Dubuque.  Cedar 
Rapids-Iowa  City  and  TndlanapoMs 
orders  also  serve  the  ten-county  area. 

Winnebago  and  St^hoison  Counties. 
which  contain  the  present  RodEford- 
Freeport  marketing  area,  are  senred 
primarily  by  handlers  from  Rockford 
and  Freeport.  They  compete  with 
three  unregulated  distributors  who 
woiUd^>ecome  regulated  because  of  ttadr 
distribution  in  these  two  counties  and 
in  adjacent  portions  of  the  recommended 
marketing  area.  They  also  compeike  for 
sales  in  these  counties  with  handlers 
regulated  by  the  Chicago  and  Milwaukee 
orders. 

Rock  County,  Wisconsin,  which  ad- 
joins the  northern  boundaries  ot  Win- 
nebago and  Boone  Counties,  is  senred 
by  17  distributers.  One  Chicago  <»der 
handler  operates  a  local  distriljutlng 
plant  which  has  38  percent  of  its  sales 
in  this  county.  This  handler,  becanae  of 
sales  in  this  county  and  in  five  other 
coimties  of  the  vropoeed  marketing  area, 
would  be  regulated  by  the  recommended 
order.  In  total,  ai^roximately  nine  han- 
dlers who  would  be  regidated  by  this 
order  serve  Rock  County  in  competition 
with  two  Chicago  order  handlov,  three 
Milwaukee  order  handlers  and  three 
handlers  who  would  be  regulated  by  the 
proposed  order  for  the  BCadison  area. 

The  city  of  East  Dubuque  in  Jo  Daviess 
County  is  in  the  Quad  Cities-Dubuque 
marketing  area.  Distribution  in  the 
remainder  of  this  county  is  by  eight  han- 
dlers, four  of  wh<Mn  would  be  regulated 
imder  this  order,  and  two  each  under 
the  Chicago  and  Quad  Cities-Dubuque 
orders.  One  handler  who  would  be 
regulated  imder  the  proposed  Madison 
order  has  some  distributicm  in  this 
county. 

Carroll  and  Ogle  Counties,  which  ad- 
join the  presait  maiicetlng  area  on  its 
southern  boundaries,  are  served  by  about 
15  handlers  who  would  be  regulated 
under  the  expanded  Rock  River  Valley 
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oitler.  Handlers  under  other  nearby 
orders  also  have  some  distribution  In 
these  counties. 

In  Lee  Counts,  which  Is  adjacent  to 
the  southern  boundaries  of  Carroll  and 
Ogle  Coxinties.  three  handlers  have 
substantial  sales  in  competition  with 
Chicago,  Quad  Citles-Dubuque,  and  Indi- 
anapolis order  handlers.  The  three  now 
unregulated  handlers  would  be  under 
this  order  because  of  their  distribution 
in  Ogle  County. 

"niat  part  of  Whiteside  County  pro- 
posed to  be  added  to  the  marketing  area 
is  served  by  eight  handlers  who  would 
become  regulated  under  this  order  be- 
cause of  sales  in  adjoining  counties  of 
the  proposed  area,  primarily  Lee  and 
CarroIL  Five  Chicago  handlers  also  dis- 
tribute there.  Five  of  the  eight  han- 
dlers who  would  be  regulated  vmder  this 
order  have  sales  in  Carroll  and  other 
counties  of  the  proposed  area.  The  re- 
maining three  would  be  regulated  pri- 
marily because  of  sales  in  Lee  County. 

Failure  to  include  Lee  County  and  the 
specified  townships  in  Whiteside  County 
in  the  marketing  area  could  result  in  a 
competitive  disadvantage  for  handlers 
who  would  be  regulated  under  the  order 
because  sooie  handlers  serving  the  area 
would  be  regulated  while  their  principal 
competitors  would  not. 

Boone  County  and  E>eKalb  County  are 
primarily  served  by  presently  regulated 
handlers.  In  Boone  County,  three  Rock- 
ford-Freeport  order  handlers  have  dis- 
tribution in  competition  with  Chicago 
and  Milwaukee  order  handlers.  If 
D^alb  County  were  not  include^  in  the 
recommended  area,  the  several  local  dis- 
tributors would  remain  unregulated  and 
have  an  advantage  in  competition  with 
regulated  handlers  for  sales  in  the 
county. 

The  area  herein  recommended  as  the 
Rock  River  Valley  marketing  area  repre- 
sents an  area  of  uniform  minimum 
health  standards  for  Grade  A  milk  prod- 
ucts sold  for  fluid  consxmiption.  Fluid 
milk  products  sold  under  a  Grade  A 
label  must  be  approved  by  local  and 
State  health  authorities  who  are  gov- 
erned by  health  ordinances,  practices 
and  procediu-e  patterned  after  the  United 
States  Public  Health  Ordinance  and 
Code.  Movements  of  Grade  A  milk, 
both  in  bulk  and  packaged  form,  be- 
tween various  localities  in  the  marketing 
area  are  through  reciprocaL'approval  of 
the  responsible  health  auporities. 

Territory  within  the  boundaries  of  the 
designated  marketing  area  which  is  oc- 
cupied by  Government  (Municipal.  State. 
or  Federal)  reservations  installations, 
institutions,  or  'other  'establishments 
should  be  considered  ar'within  the  mar- 
keting area.  Exemption  of  sales  by  a 
handler  in  any  such  territory  could  place 
regulated  handlers  at  a  disadvantage. 
So  there  will  be  no  doubt  as  to  the  intent 
of  the  appncation  of  the  marketing  area 
definition,  the  order  should  clearly  spec- 
ify that  all  premises  within  the  market- 
ing area,  as  described  above,  will  be 
included  as  part  of  the  marketing  area. 
2.  The  pool  plant  qualifications  under 
the  order  shoxUd  be  revised. 

Two  general  categories  of  plants  should 
be  defined  under  the  order.   A  "distribut- 
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Ing  plant"  would  be  a  plant  In  which  any 
Grade  A  fluid  milk  product  \m  processed 
or  packaged  and  disposed  of  during  the 
month  on  routes  in  the  marketing  area. 
"Supply  plant"  would  be  a  plant  from 
which  Grade  A  milk,  skim  milk  or  cream 
is  shipped  during  the  month  to  a  pool 
plant. 

Presently,  a  plant  may  participate  In 
the  marketwide  pool  if  any  fluid  milk 
products  are  distributed  on  routes  In  the 
marketing  area.  Because  of  the  differ- 
ence In  marketing  practices  and  func- 
tions between  distributing  and  supply 
plants  which  may  serve  the  expanded 
area,  separate  performance  standards 
should  be  provided  which  will  apply  uni- 
formly to  all  plants  wherever  located. 
Performance  standards  should  be  such 
that  any  plant  which  supplies  a  substan- 
tial portion  of  its  Grade  A  receipts  to 
the  Rock  River  Valley  market  would  pool 
its  sales  and  share  in  the  marketwide 
pool. 

In  order  to  qualify  a.s  a  pool  plant,  a 
distributlnK  plant  should  be  required  to 
dispose  of  10  percent  or  more  of  its  Grade 
A  receipts  as  Cla.ss  I  milk  on  routes  in 
the  marketing  area  during  the  month. 
A  distributing  plant  having  more  than 
90  percent  of  its  business  outside  the 
marketing  area  should  not  be  considered 
to  be  associated  with  this  market.  Full 
regulation  of  such  distributing  plants  is 
neither  advisable  nor  necessary  to  ac- 
complish the  purposes  of  the  order  and 
might  well  place  such  plants  at  a  com- 
petitive disadvantage  in  supplying  the 
unregulated  market.  Such  minimum 
standards  are  necessary  also  to  avoid  the 
possibility  that  a  plant  otherwise  not 
associated  with  the  market  might  qualify 
itself  for  equalization  payments  to  its 
own  advantage,  and  to  the  disadvantage 
of  the  market  by  means  of  minor  sales 
in  the  marketing  area. 

In  order  that  only  plants  primarily 
engaged  in  route  distribution  of  fluid 
milk  products  be  qualified  as  pool  plants 
under  this  definition,  a  further  condition 
should  be  placed  on  a  distributing  plant. 
That  is  that  its  route  distribution  of 
Class  I  milk  <both  Inside  and  outside 
the  marketing  area)  be  not  less  than  50 
percent  of  its  total  receipts  of  Grade  A 
milk.  Any  plant  which  does  not  qualify 
on  tills  basis  should  have  its  pool  status 
determined  by  the  standards  applied  to 
supply  plants. 

A  plant  from  which  milk  for  Class  I 
uses  is  distributed  regularly  In  the 
marketing  area  under  normal  circum- 
stances may  be  expected  to  dispose  of  its 
milk  in  such  a  way  as  to  exceed  by  a 
reasonable  margin  the  minimiun  per- 
formance standards  necessary  to  qualify 
as  a  pool  plant.  There  may  be  from 
time  to  time  plants  supplying  milk  to 
the  marketing  area  which  would  not 
qualify  for  pool  status.  Such  plants 
should  be  required  to  file  reports,  make 
available  their  records  for  audit  by  the 
market  administrator,  and  be  subject  to 
payment  hereinafter  discussed  if  they 
are  not  fully  subject  to  regulation. 

The  f>erf ormance  standards  for  supply 
plants  to  qualify  for  pool  plant  status 
should  reflect  the  fact  that  the  quantity 
of  milk  available  to  regulated  distribut- 


ing plants  may  not  be 
needa. 

At  times,  particularly  dnrli^ 
of  seasonally  low  producttan,  ■ 
tributors  in  the  market 'have 
tensively   on    supplonental 
keep  their  Class  I  outlets  f| 
In    1959    and    1960    sui 
from  Chicago  regulated 
sources  were  12.5  and  9.1 
spectively.    of    producer 
the  order.    During  months  of  i 
tugh  production,  producer  aaflk  iTi 
cess  of  fluid  use  is  manufaeT 
assure  that  all  producer  mflkt.^ 
be    available    for    Class   I   ^  j^ 
marketing  area,  supply  plank 
should   be   set  at  levels 
that  such  milk  will  be 

To  qualify  as  a  pool  plank  a  i 
plant  should  ship  to  dlstrlMlm  i 
which  are  pool  plants  at  Ic    "  ~" 
of  its  receipts  of  milk  from  i 
in    ar\y    month.     A   supply 
which  a  proportionately 
is  shipped  should  not  imder  j 
ditions  in  the  market  be 
primarily  associated  with  ttasl 
Valley  order  market. 

The  demand  for  supply  ; 
be   greatest   during   the  8casqa.||~j 
production.     During     the 
flush     production    local 
generally  be  more  than 
market's  Class  I  needs.    Zb 
cumst&nces.  the  perfcmnanes ; 
should  not  force  milk  to  be 
to  distributing  plants  in  the 
seasonally  high  production  tB' 
maintain  the  eligibility  of 
to  pool. 

Provisions  should  be 
supply   plant   previously 
elect  to  receive  pool  plant 
the  months  of  seasonally  hitfi ; 
tion.     Such  election  would  bt 
to  a  plant  when  it  had 
cent  of  its  producer  milk 
month  of  September  througii 
to  distributing  plants  whioh 
plauits.     As  herein 
plant  status  would  aut 
to  such  supply  plant  for  the 
months  of  March  through 
the  operator  of  such  plant 
market  administrator  that  bt  < 
have  nonpool  status  for  sudi] 
ning  with  any  month  during  i 

Some  handlers  received  miftl 
Grade  A  and  ungraded 
erally.  such  handlers 
graded  operation  physically 
the   Grade   A  operation, 
guard  should  be  provided  in  I 
to  insure  that  the  ungraded  Ml 
portions  of  a  plant  operated  hv  ( 
handler    are    maintained    •• 
entities.      If    a    portion  of  ^^ 
physically  apart  from  the  Ofa^M 
tion  of  such  plant,  is  operated) 
and  is  not  approved  by  anj 
thority  for  the  receiving, 
packaging  of  any  fluid  milk 
Grade  A  disposition,  itshooldl 
sidered  a  part  of  a  pool  plant 
if  the  graded  and  \mgraded 
of  a  plant  are  not  malnt 
the  entire  operation  of  suchj^  ^^ 
be  considered  as  that  of  a  ptMPjj 
all  ungraded  milk  received  ak  «•! 
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.^w^Mldered  M  other  souree  milk 
HgrTTmiid  milk  plant. 

^itet  should  protide  for  p«y- 
Mie  producer-settiement  fund 
milk  which  Is  allocated  to 
f^R  In  a  pool  plant 
(C«l*  *»  excess  of  Class  I  dis- 
^neoessary  to  (^lerate  a  fluid 
I.  Because  of  seasonal  flue- 
In  production  without  corre- 
^i^nges  In  demand,  this  excess 
giflk  must  be  marketed  In 
form  in  competition  with 
^^^  made  from  unfraded  milk. 
sSt^ft  Grade  A  milk  must  be  mar- 
&i7a  tower  price  and  is  the  prl- 
,  JgjJ^  of  the  instability  which  may 
g^jigM  milk  markets. 

fSMhlir-*'*'  volumes  of  surplus  Grade 
^SiDMt  be  disposed  of  by  umregu- 
S^iants  in  the  Chicago  milkshed. 
SL  handlers  could  obtain  such  milk 
?^Liantial  volumes  from  these  non- 
*^ — g,  at  prices  reflecting  its  value 
milk,  which  approximates  the 
Bprtce  under  the  order.  The  corn- 
payment  on  other  soiuxe  milk 
to  Class  I  milk  should  be  the 
between  the  minimum  price 

Sieer  milk  used  for  surplus  (Class 
Hm  Class  I  price,  adjusted  to  the 
of  the  plant  from  which  such 
me  milk  was  received  from 
This  rate  wiU  reflect  generally 
_.«Dee  in  value  between  xmregu- 
■ad  regulated  milk  for  Class  I  use. 
falM  herein  found  to  be  appro- 
ghe  recognition  to  general  com- 
eoBditions  in  the  piirchase  and 
iii  «l  fhikl  milk  products.  However, 
•neh  conditions  do  not  prevail 
In  an  instances  and  all  trans- 
_  are  not  made  under  the  same 
jNiiattfwes,  it  would  not  be  admlnls- 
Upriy  feasible  to  adjust  prices  to  pay- 
-fih  In  Individual  transactions. 
"'Uli  therefore  necessary  to  have  defl- 

aMtf^eelfled  rates  applicable  to  all 
In  similarly  situated.    The  rates 
provided  will  best  effectuate  the 
fl(  the  Act  under  current  market- 
Itions  in  the  area. 
source  milk  used  in  the  form  of 
dry  milk    or    condensed   milk 

,, be  considered  to  be  from  a  source 

'    llttekieation  of  the  pool  plant  where  it 

R  would  not  be  administratively 

to  do  otherwise  because  concen- 

inllk  products  may  be  obtained 

^1m  mnerous  sources  and  it  would  not 

?1IM9I  be  possible  to  ascertain  at  which 

lint  location  it  originated. 

Y  k  handler  whose   distributing  plant 

Itfh  to  qualify  as  a  pool  plant  should 

-  jidBt  payment  to  the  producer-settle- 

*  M*  fmd  of  either  ( 1 )  the  amount  of 

Vha  X  milk  sold  in  the  marketing  area 

llled  by  the  difference  between  the 

I  and  Class  n  price,  or  (2)   the 

by  which  total  payments  to  dairy 
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%Mea  are  less  than  the  total  amount 
; tpttt  Idant's  obligation  to  producers, 
JiamlBd  as  if  such  plant  were  a  pool 

IN'-  ^ 


,,   ^^       under    the     first     option    the 
f4*Hnk  of  milk  on  which  a  handler 

payment  should  be  reduced 

neeipts  of  Class  I  milk  from  pool 

Because  such   milk  would   be 

^^^  u  Class  I  milk  at  the  regulated 

prt  vbere  it  was  received  from  pro- 


^WSiwel] 
'Iwk.   Bei 


dooera.  the  pool  would  not  be  dlsadvan- 
tafsd  and  tiae  integrity  of  regulation 
wowMbepwerved. 

S  the  handler  elects  to  make  payments 
imder  the  first  option,  the  regulatory 
plan  will  be  protected  in  the  same  man- 
ner and  to  the  same  extent  as  is  provided 
with  respect  to  compensatory  payments 
on  other  source  milk.  If  the  handler 
chooaes  to  pay  the  full  utilization  value 
of  his  iwtifc  either  directly  to  his  own 
farmers  or  by  combination  of  payments 
to  his  farmers  and  the  producer-settle- 
ment fimd.  he  will  obviously  not  have  an 
advantage  in  terms  of  the  minimum 
order  class  prices  on  his  sales  of  Class  I 
milk  In  the  marketing  area,  for  his  total 
miwimiim  obligation  for  milk  will  be  de- 
termined exactly  the  same  as  if  he  were 
a  fully  regulated  handler. 

AfforcUng  this  last  option  to  nonpool 
plants  which  distribute  some  Class  I  milk 
in  the  marketing  area  of  the  order  will 
adequately  protect  the  regulatory  plan 
in  this  market.    It  is  expected  that  han- 
dlers who  would  use   this  option   are 
relatively    snudl    and   the   prices    they 
would  be  required  to  pay  under  the  option 
and  the  uniform  price  payable  by  wholly 
regulated    handlers    would    not    differ 
greatly.    Consequently,  the  exercise  of 
t>)iK  option  could  not  have  a  disruptive 
influence  on  the  handling  of  milk  in  this 
area.    For  these  reasons  it  is  not  neces- 
sary, in  order  to  maintain  the  integrity 
of  the  regulatory  plan,  to  require  these 
partially  regiJated  plants  to  make  pay- 
ments into  the  producer-settlement  fund 
If  It  Is  ascertained  that  they  have  paid 
their  producers  at  least  the  total  amount 
of  money  which  they  would  be  required 
to  pay  if  fidly  regulated. 

No  compensation  payment  should  be 
required  on  milk  classified  ahd  priced  as 
Class  I  under  another  Federal  order  on 
fluid  ?n«k  products  distributed  in  the 
marketing  area.  The  minimum  prices 
for  Class  I  milk  under  other  Federal 
orders  where  Rock  River  Valley  han- 
dlers might  obtain  supplemental  sup- 
plies approximate  the  recommended 
Class  I  price  as  adjusted  for  location  of 
the  supplying  plants.  Since  handlers 
operating  plants  under  other  Federal 
orders  must  pay  for  producer  milk  on 
a  utilization  basis,  they  would  not  be  in 
a  position  to  dispose  of  their  surplus 
producer  milk  in  the  Rock  River  Valley 
area  for  Class  I  use  at  less  than  Class  I 
prices.  ^     ,, 

4.  The  level  of  the  Class  I  price  should 
not  be  changed. 

Although  various  proposals  were  made 
to  Increase  the  Class  I  price,  there  is  no 
ii^dicatkm  that  the  supply  of  producer 
milk  is  bec4>p«<Tig  inadequate  for  the  mar- 
ket's requirenents.  During  the  years 
1959  and  1960,  producer  milk  classified 
in  Class  n  imder  the  Rockford-Freeport 
order  was  14  and  13  percent,  respectively. 
The  proposed  Rock  River  Valley  mar- 
keting area  is  wholly  contained  in  the 
milkshed  of  the  Chicago  market.  These 
markets  are  so  interrelated  that  a  dose 
correlation  of  Class  I  prices  is  essential 
for  orderly  marketing  conditions  and  to 
minimize  uneconomic  shifts  of  producers 
and  plants  between  the  markets. 

The  Class  I  price  for  the  expanded 
marketing  area  would  be  calculated  by 


adding  a  differential  to  a  basle  f onnuia 
price.  The  annual  average  Class  I  dif- 
ferential would  be  $0  J2  over  the  basie 
formula  price.  This  differential  to- 
gether with  the  Chicago  oacdA  supply- 
demand  adjustment  (as  now  reflected  in 
the  Rockford-Freeport  Class  I  prtee) 
and  the  location  differential  adjustments 
reconunended  herein  would  maintain  the 
present  level  of  pricing  vJnAss  the  order 
and  piDvide  alignment  with  Chicago  or- 
der prices. 

Rockford,  Illinois  is  a  principal  point 
at  which  producer  milk  is  reedved  and 
from  which  fiuid  milk  products  are  dis- 
tributed throughout  the  marketing  area. 
All  pool  plants  in  the  city  of  Rockford 
are  within  Zones  3  and  4  (85-115  miles) 
of  the  Chicago  order.  The  announced 
Class  I  price  should,  therefore,  be  ap- 
pUcable  at  plants  within  115  miles  of 
the  City  HaU  in  Chicago  with  appropri- 
ate location  adjustments  to  be  applied 
at  other  plants. 

The  basic  form:ula  price  would  be  the 
average  of  the  prices  paid  for  maan- 
f  acturing  grade  milk,  f  x).b.  plants  In  Wis- 
consin and  Minnesota  and  would  be  ttie 
same  as  that  rec<»nmended  for  the  CkA- 
cago  order  basic  formula  price.  Ofllelal 
notice  is  here  taken  of  the  Chicago  order 
recommended  decision  issued  by  the 
Assistant  Secretary  on  February  7,  19S2 
(27  FJl.  1272).  Alignment  of  Class  I 
prices  between  the  prtvosed  Rock  River 
Valley  and  nearby  Chicago  order  can 
best  be  achieved  by  providing  the  same 
basic  formula  prices. 

5.  The  cnass  n  mUk  price  should  be 
the  average  price  per  hundredwetgtattor 
manufacturing  gnule  milk,  f .o.b.  pints 
in  Wisconsin  and  liClnneaota,  as  lepested 
by  the  United  States  Department  of 
Agriculture. 

The  reccmunended  pricing  of  reserve 
milk  recognizes  that  prices  tot  manu- 
facturing grade  milk  tend  to  be  reason- 
ably imif  orm  regardless  of  the  use  made 
of  the  milk  utilized  for  manufacturing 


purposes. 

Elsewhere  in  this  decision,  the  need 
for  maintaining  an  alignment  With  the 
Chicago  Class  I  price  Is  enurtiaslsed. 
Alignment  of  reserve  milk  prices  between 
the  two  orders  is  no  less  necessary. 
Large  qtiantities  of  reserve  milk  in  Uiis 
market  are  disposed  of  tfx  manufactur- 
ing purposes  to  idants  regulated  by  the 
(Chicago  order.  The  Class  n  price  here- 
in recommended  is  the  same  as  the  price 
for  reserve  milk  under  the  Chicago 
ordCT. 

The  present  order  prescribes  three 
alternative  methods  to  determine  Class 
n  prices:  the  BCldwest  condensery  price, 
a  butter-cheese  formula  and  a  butter- 
powder  formula. 

There  are  certain  shortcomings  in  the 
use  of  a  butter-powder  or  butter-cheese 
formula  for  the  pricing  <rf  resore  milk. 
The  fact  that  all  milk  received  by  a 
handler  is  not  used  exclusivdy  In  butter. 
powder  or  cheese  production  necessarily 
means  that  8(xne  allocation  of  costs  must 
be  made  to  various  (^leratlons.  Such 
Joint  costs  are  not  always  subject  to  pre- 
cise measurement  or  analysis.  In  addi- 
tion, formula  pricing  tends  to  las  behind 
changes  in  costs  and  teehnolacy  which 
would  not  be  rtf ected  in  the  formula 


1624 


PROPOSED  RULE  MAKING 


prlee  until   appropriate  order   amend- 
ment action  could  be  made. 

Because  formula  prices  are  directly 
tied  to  specific  products,  they  are  not 
consistently  aligned  with  prices  for  man- 
ufacturing grade  milk.  During  the  four 
months  of  September  through  Oecember 
IMO  the  Midwest  condensery  price,  in 
response  to  increased  competition  for 
manufacturing  supplies,  exceeded  the 
butter-powder  price  by  24,  35.  41.  and 
50  cents  and  the  butter-cheese  price  by 
23.  34,  40,  and  48  cents,  respectively 
In  the  same  months  of  1959  the  butter- 
powder  formxila  exceeded  the  Midwest 
condensery  price  by  2  cents  in  Septem- 
ber, and  during  October  through  Decem- 
ber the  Midwest  condensery  price  ex- 
ceeded the  butter-powder  price  by  only 
8.  7.  and  16  cents,  respectively.  The 
Midwest  condensery  price  exceeded  the 
butter-cheese  price  during  each  month 
of  September  through  December  1959 
by  7,  17.  14.  and  20  cents,  respectively. 

The  only  competitive  pay  price  series 
now  used  in  the  order  is  the  Midwest 
condensery  price  series.  Ciirrently 
prices  are  received  from  only  eight 
plants,  two  in  Michigan  and  six  in  Wis- 
consin. (OflDcial  notice  is  taken  of  the 
closing  in  November  1961  of  the  Borden 
Company,  Orfordville.  Wisconsin  plant. 
reducing  the  nimiber  of  plants  in  this 
price  series  to  eight.)  Originally,  there 
were  18  plants  or  places  reporting  prices, 
but  the  number  has  gradually  dwindled 
over  the  years  to  the  point  where  con- 
sideration of  another  measure  of  manu- 
facturing prices  is  advisable. 

Information  (m  the  prices  paid  at 
manufacturing  plants  in  Wisconsin  is 
assembled  by  the  State-Federal  Crop  Re- 
porting Senrlee.  A  large  number  of  man- 
ufacturing iriants  are  included  In  the 
monthly  sample  on  which  average  prices 
and  butterfat  contoit  information  Is 
based.  Plant  operators  report  the  total 
pounds  of  manufacturing  grade  milk  re- 
ceived from  farmers,  the  total  butterfat 
content  and  total  dollars  paid  to  dairy 
farmers  for  such  milk,  f.o.b.  plant.  Sim- 
ilar information  Is  ass^nbled  for  Min- 
nesota manufacturing  plants.  These 
prices  are  available  on  a  current  month 
basis  and  can  be  announced  on  or  before 
the  fifth  day  of  the  following  month. 

The  Minnesota-Wisconsin  series  for 
manufacturing  grade  milk  reflects  price 
information  in  each  of  the  two  states 
weighted  by  the  proportionate  amount  of 
manufacturing  milk  produced  in  each 
state.  This  series  is  based  upon  a  large 
sample  of  plants  located  in  the  remain- 
ing large  production  area  of  manufac- 
turing grade  milk  in  the  country.  Ap- 
proximately 50  percent  of  the  total 
manufacturing  grade  milk  sold  off  farms 
in  the  United  States  Is  produced  in  these 
two  states.  In  Minnesota,  about  75  per- 
cent of  the  milk  sold  off  farms  Is  manu- 
facturing grade  milk,  and  in  Wisconsin 
65  percent  is  manufacturing  grade. 
Competition  for  this  milk  is  strong  in 
both  states.  Consequently,  no  individual 
company,  or  group  of  compcmies.  can 
have  a  significant  influence  upon  the 
level  of  prices. 

Official  notice  Is  taken  of  the  Minne- 
sota-Wisconsin prices  for  manufactur- 
ing grade  milk  as  released  by  the  United 


States  Department  of  Agriculture 
through  November  1961  and  of  the  prices 
through  November  1961  for  other  manu- 
facturing milk  price  series  as  released 
by  the  Rockford-Preeport  market  ad- 
ministrator. 

Prom  December  1957  through  Novem- 
ber 1961.  the  Rockford-Preeport  Class  11 
price  (Midwest  condensery  price  In  all 
months  except  one  when  the  butter- 
powder  formula  price  was  the  effective 
Class  II  price*  averaged  $3.10.  The  but- 
ter-powder price  during  this  period 
averaged  $2  92  and  the  butter -cheese 
price  $2.85.  The  price  for  manufactur- 
ing grade  milk  fob.  plants  In  Wisconsin 
and  Minnesota,  adjusted  to  a  35  percent 
butterfat  basis  by  the  Order  91  producer 
butterfat  differential,  averaged  $3  10  for 
the  four-year  period. 

The  prices  paid  farmers  In  the  various 
states  for  manufacturing  grade  milk,  as 
reported  by  the  United  States  Depart- 
ment of  Agriculture,  is  at  the  weighted 
average  butterfat  test  of  milk  received 
at  these  plants.  Since  the  order  class 
prices  are  announced  on  a  3.5  percent 
butterfat  basis,  it  is  appropriate  that  the 
announced  Minnesota -Wisconsin  prices 
for  manufacturing  grade  milk  be  ad- 
justed to  this  basis  by  a  differential 
equal  to  the  average  quotation  for  the 
month  for  Grade  A  (92-score>  butter  at 
Chicago  times  0  120.  This  differential 
is  used  for  this  purpose  under  the  Chi- 
cago order. 

6.  The  butterfat  differentials  used  to 
adjust  the  Class  I  and  Class  II  prices 
should  be  revised  to  more  appropriately 
reflect  the  relative  value  of  butterfat 
under  current  marketing  conditions. 
The  value  resulting  from  multiplying  the 
Chicago  butter  price  by  0.120  for  Class 
I  and  by  0  115  for  Class  II  milk  will  pro- 
vide appropriate  means  for  adjusting 
the  prices  in  the  expanded  marketing 
area  for  each  one-tenth  percent  varia- 
tion in  the  butterfat  content  of  milk 
used  in  various  products. 

The  several  proposals  for  higher 
Class  I  butterfat  differentials  than 
herein  recommended  would  allocate 
more  value  to  the  butterfat  in  Class  I 
milk  A  number  of  fluid  milk  products 
on  the  market  are  made  up  of  a  pro- 
portionately high  percentage  of  solids 
not  fat  'eg.  fortified  or  modified  skim 
milki.  Sales  of  modified  skim  milk  by 
handlers  under  the  order  increased  from 
170.000  pounds  in  1957  to  335.000  pounds 
in  1960,  an  increase  of  97  percent.  With 
too  high  a  butterfat  differential,  pro- 
ducers would  not  receive  their  appro- 
priate share  cf  the  Class  I  sales  value 
represented  by  the  solid.s  not  fat  pwrtion 
of  fluid  milk  products.  A  high  butterfat 
differential  would  have  the  effect  of 
pricing  cream  for  Class  I  uses  at  a  high 
level.  On  the  other  hand,  the  butterfat 
differential  recommended  will  give  en- 
couragement to  increasing  the  disposi- 
tion of  butterfat  in  Class  I  outlets. 

The  Class  II  butterfat  differential 
herein  proposed  will  facilitate  the  move- 
ment of  butterfat  in  the  reserve  supply 
of  milk  to  manufacturing  outlets  and 
thereby  eliminate  the  potential  for  un- 
stable marketing  conditions  which  milk 
without  a  market  tends  to  create. 

The  butterfat  differential  to  producers 
should  be  calculated  at  the  average  of 


the  Class  I  and  Class  II  buttetek, 
f  erentlals  weighted  by  the  p 

butterfat  in  producer  mUk    

each  class   during  the  month. 

returns    to   producers   will     

actual  value  of  their  butterfat 
class  prices  provided  by  the 

7.  Class  I  and  uniform 
be  adjusted  according  to  the  ! 
which    producer   milk  is 
stated  elsewhere,  the  Class  1 1. 
be    announced    at   RockfortI, 
within  115  miles  of  the  City  Btf  te( 
cago.    The  Class  I  price  for  iwiifc  ] 
at  plants  115  miles  or  more 
Chicago  City  Hall  should  be 
two  cents  for  each  15  miles  a 
thereof  that  such  plant  is 
miles  from  Chicago. 

The  location  adjustment 
any  plant  under  this  order  ahoiddl 
more  than  12  cents.    The  aeva 
dlers   operating   plants  in  tiki 
portion  of  the  Rock  River  Y$Sietl 
ing  area  compete  with  haruUeni 
by  other  nearby  Federal  orden. 
ing  the  location  differential 
under  this  order  to  12  cents  will  i 
ute  toward  attaining  approprlatt  i 
ment  of  Class  I  prices  to  handlmi 
this  and  nearby  orders  who  < 
fluid  milk  sales  in  the  western 
of  the  recommended  marketlBt  < 

The  Class  I  price  herein 
is  related  to  the  Class  I  price 
Chicago  order.    A  number  of 
der  the  Chicago  order  are 
alternative  sources  of  supply  for 
dlers   under   the   proposed  Rock  1 
Valley  order. 

The  location  differential  heretannntad 
mended  is  applicable  trndo'  the  GMr — 
order  and  is  representative  of  tki  i 
of  hauling  milk  to  the  maxkat  If  i 
efficient  means.     Such  dUterentU 
recognize  the  geographical  loeatli 
the  expanded  marketing  area  li 
tion  to  the  Chicago  market  aM  l 
shed  by  maintaining  appropriated 
price  relationships  under  the  two  < 

The  uniform  price  (lncludlnc.tl»t 
form  price  for  base  milk)  paid  | 
supplying  plants  at  which 
f  erentlals  apply  should  likewlM  li  I 
justed  to  reflect  the  value  of 
the  point  to  which  delivered. 
No    location    adjustment 
made  in  the  Class  n  price  beeaiMtflf  I 
location  of  the  plant  recelvlni 
milk.     Because  of  the  low  cost  p 
dredweight   for   transporting 
tured    products    to   market,   the 
paid    for    milk    used   in   mane' 
products  at  various  points  In  thi 
shed  should  not  vary  with  locatlo 
To  Insure  that  milk  will  not  be  i 
unnecessarily  at  producers' 
order  should  contain  a  provl«k»  ty j 
termlne  whether  milk   transferni 
tween  plants  may  receive  the 
differential  credit.     For  the 
calculating    such    location 
credit,  the  skim  milk  and 
fluid  milk  products  transferred  Hj 
form  should  be  assigned  to  the 
skim    milk    and    butterfat 
Class  II  in  the  transferee  plant 
beinc:  allocated  to  Class  I  milk  ■*< 
plant. 

8    A  "ba.se  and  excess"  plan  of 
tributing  returns  for  milk 
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^^aim»  February  21,  1962 

gid  be  Incorporated  In  the 

Moeas  plans  are  commonly 

;  the  production  area  and 

iVupport    among    producers. 

^  ptaas  in  the  area  are  pat- 

tSSg^  base-excess  provisions  of 

►order. 

^  associations   serving  the 

^  Ijeen  using  bsise  and  excess 

!Z  number  of  years  to  encourage 

-m   production    among    dairy 

Bueti  s  plan  applicable  to  all 

^  «Bder  the  order  would  tend  to 

frkgtter  relation  of  production  to 

I  of  the  market  throughout  the 

Uid  excess  plan  herein  rec- 
I^^d  would  establish  for  each  pro- 
BTKsc  according  to  his  deliveries 
Sri  allots  during  September.  Octo- 
SSSwmber.  For  these  months,  as 
W^  »n  other  months  in  the  period 
^  Hiityogh  February,  producers 
•Melve  the  marketwide  blend  or 
»nrteefor  all  milk  which  they  de- 

rSyS!  month  of  March  through 
^^Mffate  uniform  prices  for  "base 
*S.^ -excess  milk"  would  be  oom- 
flB  tliat  Class  I  sales  would  first 
Id  to  base  milk.  Base  milk  woxild 
te^K  iveetred  at  pool  plants  from  a 
ZSm  lurch  through  June  which  is 
SZi^ns  of  an  amount  equal  to  the 
Irfiodi  producer  multiplied  by  the 
of  days'  production  received  at 
In  the  month.  Class  II  dis- 
m  the  market  would  first  be 
to  excess  milk.  If  the  ag- 
■  mmm  CtaM  I  disposition  is  more 
[I^Hf  base  milk  received  from  pro- 
Imrngt  ia  any  month,  such  additional 
i'ltaiX  Bilk  would  be  allocated  to  excess 
the  excess  blend  price  increased 

producer  location  adjustments 
neommended  should  be  applied 
■  paid  producers  for  base  milk. 
^itmuu  milk  will  represent  prlnci- 
yiliMliii  1 1  milk  classified  in  Class  II 
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.  DO  location  adjustment  is  ap 
to  the  producer  price  for  excess 
ifeoakl  not  be  subject  to  location 
its.     The   producer  butterfat 

applicable   to   the   uniform 

Aoald  be  used  to  adjust  the  uni- 
for  base  and  excess  milk. 
,  October  and  November,  the 

base-forming  period,  are 

of  seasonally  low  production  In 

ohed  and  are  the  base-forming 

nnder  the  Chicago  order.   It  was 

that  August  and  December  be 

in  the  base-forming  period.    In 

tf  the  extensive  overlapping  of  the 
Wrer  Valley  and  Chicago  mllk- 
pbwrever.  it  would  be  inappropriate 
tde  for  a  base-forming  period  dif- 
CroB  that  in  the  Chicago  order. 
'■  mitt  should  not  include  milk 
fmm  a  farm  from  which  milk 
In  the  same  month  to  a  plant 
It  Is  subject  to  the  classification 
provisions  of  another  order 
poiuant  to  the  Act.  This  pro- 
Will  reduce  the  opportunity  for  a 
wtth  plants  in  other  pools  to 
his  excess  producer  milk  to  the 


Ro6k'RlTer  Valley  pocfl  during  the  high 
production  montha. 

New  producers  ooming  on  the  market 
during  or  aftCT  the  baae-f ormlng  period 
should  be  allotted  bases  even  though  they 
did  not  establish  any  during  the  preced- 
ing September  through  November  pe- 
riod. In- addition,  a  producer  who  de- 
livered iw»fc  during  the  base-forming 
period  but  desires  to  change  his  level  of 
production  should  not  be  required  to 
receive  payment  for  the  higher  produc- 
tion at  the  excess  price.  Such  a  pro- 
ducer should  be  permitted  to  relin- 
quish his  base  and  establish  the  base  of 
a  new  producer  if  he  so  desires.  This 
would  add  greater  flexibility  to  the  plan 
and  would  accommodate  cases  of  ab- 
normally low  production  during  the 
base-forming  period  due  to  unusual 
circumstances. 

For  a  producer  who  does  not  deliver 
milk  diiring  ttie  base-forming  period  or 
who  delivers  less  than  60  days  produc- 
tion during  the  base-forming  period  or 
who  desires  to  relinquish  an  established 
base,  a  base  for  each  month  of  March 
through  June  would  be  calculated  by 
multiplying  his  average  daily  deliveries 
in  such  month  to  pool  plants  by  60  per- 
cent for  March.  55  percent  for  April  and 
50  percent  for  May  and  Jime.  The  above 
percentages  are  identical  to  those  in  the 
Chicago  order  and  will  allow  new  pro- 
ducers to  share  in  the  Class  I  market 
during  the  base -operating  period.  At 
the  same  time  the  percentages  will  not 
be  such  as  to  invite  substantial  numbers 
of  old  producers  to  relinquish  their 
earned  bases. 

On  or  before  February  15  of  each  year 
the  market  administrator  should  notify 
each  producer  and  handler  receiving 
m»ic  from  such  producer  of  the  base  es- 
tablished by  such  producer.  This  will 
provide  adequate  time  for  the  market 
administrator  to  complete  the  extensive 
work  of  computing  and  announcing 
bases.  Also,  by  being  notified  a  half- 
month  before  the  beginning  of  the  base- 
paying  period,  a  producer  will  have  rea- 
sonable advance  notice  of  what  his  base 
shall  be.  The  same  half -month  period 
should  be  allowed  a  producer  for  decid- 
ing whether  to  relinquish  his  established 
base  for  the  equivalent  of  that  accorded 
a  new  producer. 

If  a  plant  were  a  nonpool  plant  during 
the  preceding  September  through  No- 
vember period  and  became  a  pool  plant 
during  any  of  the  months  of  March 
through  June  of  the  following  year,  pro- 
vision should  be  made  for  assigning  bases 
to  the  dairy  farmers  regularly  supplying 
such  plant.  This  would  be  effectuated 
most  equitably  by  according  such  dairy 
farmers  the  same  treatment  as  other 
producers  in  establishing  bases.  For  the 
purpose  of  computing  the  base  of  a  pro- 
ducer, deliveries  of  any  dairy  farmer  dur- 
ing the  preceding  September  throug^ 
November  to  a  nonpool  plant  that  is  a 
pool  plant  in  any  of  the  months  of  March 
through  June  would  be  considered  pro- 
ducer milk  received  at  a  pool  plant. 

Certain  rules  regulating  the  transfer 
of  established  bases  were  proposed  and 
are  adopted  herein.  These  are  patterned 
after  the  base  rules  in  the  Chicago  order 
and  will  tend  to  promote  better  under- 
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standing  of  the  base  and  esceai  plan 
among  producers  in  the  areas 'wbece  the 
Bock  Rtver  VUley  md  Chic— d  milk- 
sheds  overlap. 

A  pndooer  ilMnki  be  Ale  to  tranf  er 
bis  base  if  he  adls  bis  farm.  In  thla 
ease,  if  the  ptodnoer  (Hspoaea  of  his  base, 
it  sho\ild  go  with  the  fans  on  vhloh  it 
was  earned,  m  the  event  of  a  pradneer's 
death,  pixnridon  should  be  auule  for  the 
possible  transfer  at  the  base  ttpon  writ- 
ten notice  to  the  market  admlnlatiafear 
from  any  member  of  the  prodaocrls  Im- 
mediate family. 

If  more  than  one  producer  sUpa  from 
a  farm,  one  base  should  be  ecmpiAed 
for  the  farm  to  be  allocated  to  each  pro- 
ducer according  to  his  share  in  the  sale 
of  milk  from  the  farm  mileas  one  of  the 
producers  has  a  base  earned  while  he 
was  on  another  farm  and  requerts  ttist 
he  be  allowed  to  retain  such  baae.  Pro- 
visions should  also  be  made  for  division 
of  a  Jointly  held  base  and  to  allow  a 
producer  to  transfer  credit  towards  es- 
tablishment of  a  base  in  the  same  man- 
ner as  he  may  transfer  a  base. 

9.  (a)  The  nonfat  milk  solids  added  to 
a  fluid  milk  product  should  be  converted 
to  their  fluid  skim  milk  equivalent  weight 
for  purposes  of  accounting  for  tlie  skim 
milk  required  to  produce  such  pixxluct. 
However,  the  Class  I  clasdficatlon  should 
apply  only  to  the  w^ht  oi  skhn  aallk 
and  butterfat  contained  in  an  equivalent 
volume  of  an  uiunodlfled  fluid  milk  prod- 
uct. The  remaining  portion  of  the  fluid 
milk  product  would  r«>resent  added  skim 
milk  solids  and  should  be  classified  as 
Class  n  milk  on  a  skim  mUk  equivalent 
basis.  Nonfat  milk  solids  added  to  fluid 
milk  products  do  not  displace  produoer 
milk  for  Class  I  use  in  this  marketing 
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(b)  Inventory  accounting  procedure 
would  be  facilitated  by  providing  that 
month-end  inventories  of  fluid  milk 
products  be  classified  in  Class  n  milk. 
Such  month-end  inventories  would  be 
subtracted  from  any  available  Class  II 
milk  in  the  following  month.  The  higher 
use  value  of  any  fluid  milk  prodiieta  la 
inventory  allocated  to  Class  I  milk  in 
the  following  month  should  be  reflected 
in  returns  to  producers.  This  will  pre- 
serve the  priority  of  assignment  of  cmr- 
rent  producer  receipts  to  current  Class  I 

(c)  Class  n  classification  should  be 
provided  for  skim  milk  and  butterfat  in 
eggnog.  Eggnog  made  frwn  ungraded 
milk  is  sold  in  the  marketing  area  in 
competition  with  such  product  made 
from  Grade  A  supplies. 

(d)  The  skim  milk  portion  of  fluid 
milk  products  which  is  dumped  or  sold 
for  livestock  feed  should  be  Class  n  If 
the  market  administrator  is  notified  in 
advance  and  afforded  the  opportunity 
to  verify  such  disposition.  The  order 
now  provides  Class  n  classification  for 
skim  milk  and  butterfat  dumped  or  sold 
for  livestock  feed.  Butterfat  in  fluid 
milk  products  Is  generally  salvageable, 
can  be  accumulated  in  the  form  of  cream 
and  adequate  outlets  are  available  for 
utilizing  such  butterfat  in  manufactured 
dairy  products.  No  provision  should  be 
made  for  classifying  in  Class  n  the  but- 
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terfmt  In  fluid  milk  prodiicts  dvimped  or 
sold  for  llirvBtoek  f ^ed. 

(e)  TtM  iriurlnkagv  allowance  ahotild 
be  rerlaed  to  reflect  lo«  experience  en- 
oountered  under  current  methods  of 
hft»^^itwg  mUk  In  the  market  and  to  pro- 
vide equitable  dlTision  of  shrinkage 
amonc  handlers. 

The  maximum  shrlnkace  allowance  in 
Class  n  at  each  idant  should  be  2.0  per- 
cent of  producer  milk  (except  producer 
milk  from  a  cooperatire  association  as 
a  >*ft"«!i«»r  and  milk  dlrerted  to  a  nonpool 
plant)  plus  1.5  percent  of  bulk  fluid 
milk  products  from  other  pool  plants  and 
less  1.5  percent  of  such  bulk  products 
tranafMTed  to  other  plants.  - 

On  producer  milk  for  which  a  co- 
operatlTB  association  has  elected  to  be 
the  handler,  the  receiving  plant  should 
be  allowed  1.5  percent  of  such  milk  in 
shrlnkace.  However,  if  the  handler  noti- 
fies the  market  administrator  that  he  is 
purchasing  such  milk  on  the  basis  of 
farm  weights  the  applicable  percentage 
on  such  milk  should  be  2.0  percent. 

Plants  operated  in  a  reasonably  effi- 
cient manner  and  for  which  accurate 
records  of  receipts  and  utilization  are 
maintained  should  not  have  plant  losses 
in  excess  of  the  maximum.s  herein  pro- 
vided. 

(f )  The  method  for  classifying  trans- 
fers and  diversions  to  nonpool  plants 
should  be  more  specifically  set  forth. 

Fluid  milk  products  transferred  or  di- 
verted to  a  nonpool  plant  should  be  al- 
located to  Class  I  to  the  extent  that  the 
fluid  milk  products  disposed  of  from  the 
nonpool  plant  exceed  the  receipts  of 
skim  milk  Mid  butterf  at  in  Grade  A  millc 
from  dairy  farmers  regularly  supplying 
such  plant.  Any  remainder  transferred 
or  diverted  from  the  regulated  plant 
would  be  Class  n  milk.  If  the  transfers 
and  diversions  to  the  nonpool  plant  dur- 
ing the  month  are  from  two  or  more 
plants  subject  to  the  provisions  of  dif- 
ferent orders  Issued  pursuant  to  the  Act. 
the  skim  milk  and  butterf  at  assigned  to 
Class  I  milk  at  each  such  regulated  plant 
under  this  order  should  not  be  less  than 
that  obtained  by  prorating  the  assigna- 
ble Class  I  milk  at  the  nonpool  plant  over 
the  receipts  from  all  plants  subject  to 
the  provisions  of  this  and  other  orders 
issued  pursuant  to  the  Act  . 

The  method  herein  recommended  for 
classifying  transfers  and  diversions  to 
nonpool  plants  accords  equitable  treat- 
ment to  order  handlers  and  gives  appro- 
priate recognition  to  handlers  in  other 
regulated  markets  in  the  classiflcation  of 
milk  transferred  to  a  common  nonpool 
plant.  Giving  priority  to  dairy  farmers 
directly  supplying  a  nonpool  plant  recog- 
nizes that  they  are  the  regiilar  and  de- 
pendable sources  of  milk  for  fluid  use  at 
such  plant. 

The  "surplus  disposal  area"  beyond 
which  milk,  skim  milk  and  cream  trans- 
ferred or  diverted  to  nonpool  plants 
would  be  classified  as  Class  I  should  be 
limited  to  not  more  than  150  miles  by 
the  shortest  highway  distance  from  the 
nearer  of  the  main  Post  Offices  of  Janes- 
ville,  Wisconsin  and  Sterling.  Illinois. 
The  area  thus  descritwd  is  adequate  to 
dispose  of  milk,  skim  milk  and  cream 
not  needed  by  order  handlers  for  Class 
I  purposes  in  the  marketing  area.    Milk 


skim  milk   and   cream  moving   greater 
distances  are  normally  for  Class  I  use. 

Limiting  the  area  in  this  manner  will 
protect  the  diversion  provisions  of  the 
order.  A  larger  area  than  that  provided 
could  encourage  handlers  to  associate  by 
diversion  additional  producers  with  the 
market,  permitting  them  to  share  in  the 
marketwlde  pool  wlille  most  of  the  milk 
of  such  producers  could  be  withheld 
from  fluid  uses  and  be  used  for  Class  II 
purposes  at  unregulated  plants  not  a 
part  of  this  market. 

When  milk,  skim  milk  and  cream  in 
bulk  has  been  transferred  or  diverted 
to  a  nonpool  plant  located  not  more  than 
150  miles  from  the  points  herein  rec- 
ommended, the  market  administrator  is 
required  to  verify  the  utilization  claimed 
by  such  nonpool  plant.  It  may  reason- 
ably be  expected  that  the  market  admin- 
istrator will  be  able  to  make  such  veri- 
fication within  the  "surplus  disposal 
area"  without  incurring  undue  expense. 

(g)  The  allocation  procedure  of  the 
order  should  specify  that  packaged  fluid 
milk  products  subject  to  pricing  under 
another  order  be  assigned  to  Class  I 
milk.  This  will  allow  a  handler  operat- 
ing plants  regulated  under  more  than 
one  order  to  achieve  economies  associ- 
ated with  centralized  processing  and 
packaging  of  certain  fluid  milk  products 
and  Is  consistent  with  present  treatment 
of  such  milk  under  this  order  during 
certain  months. 

The  provision  allowing  direct  alloca- 
tion to  Class  I  of  bulk  milk,  skim  milk 
or  cream  received  during  September 
through  December  from  a  plant  at  which 
such  milk  was  priced  under  another 
order  should  be  deleted.  Such  Federal 
order  bulk  shipments  should  be  allocated 
in  sequence  starting  with  Class  II  milk. 
This  will  assure  local  producer  milk  the 
priority  of  Class  I  use  and  will  assist  In 
associating  with  this  market  additional 
supplies  of  producer  milk  needed  In  the 
expanded  marketing  area. 

10.  The  handler  definition  should  be 
expanded  to  Include  a  cooperative  as- 
sociation which  elects  to  be  the  handler 
on  milk  of  Its  member  producers  which 
is  delivered  from  the  farm  to  the  fluid 
milk  plant  of  another  handler  in  a  tank 
truck  owned  and  operated  by  or  under 
contract  to  such  association.  The  major 
cooperative  association  in  this  market 
Is  now  supplying  the  principal  handlers 
with  their  milk  in  tank  trucks. 

Allowing  a  cooperative  association  to 
be  the  responsible  handler  on  bulk  tank 
milk  received  at^  farms  would  promote 
more  efficient  marketing  by  providing 
greater  flexibility  in  assignment  and 
movement  of  such  milk.  As  a  handler 
for  such  milk,  a  cooperative  would  be  re- 
quired to  report  the  quantities  of  such 
milk  received  at  each  pool  plant.  This 
information  would  be  readily  available  to 
^e  cooperative  and  Its  reports  In  con- 
Junction  with  the  reports  from  pool  plant 
operators  would  enable  the  market  ad- 
ministrator to  establish  the  quantities  of 
producer  milk  to  be  accounted  for  at 
each  pool  plant. 

Handlers  operating  pool  plants  would 
pay  the  cooperative  as  a  handler  the 
applicable  uniform  prices  for  milk  re- 
ceived.   This  would  facilitate  the  opera- 


tion of  the  order  in  that 
ments   in   classiflcation 
audit  of  a  handler's  po(4  T^u^Ti 
would  be  made  directly  with 
dler. 

All   milk   for   which  the 
elects  to  be  the  handler  wouUTka^ 
to  have  been  received  at  tba 

which  It  was  delivered.      

diverted  to  a  nonpool  plant 
deemed   to  have   been  _ 

pool  plant  from  which  dlverte4i 
ducers  would  receive  the 
on  such  milk.     Member  milk  _ 
by  the  association  as  a  handler  tai 
pool  distributing   plant  or 
excess  of  the  limits  herein ; 
would  not  be  considered 

1 1 .  If  for  any  reason  a  price  i 
required   by   this  order  tor 
class  prices  or  for  other 
available  in  the  manner 
market  administrator  should ' 
determined  by  the  Secretary  to  1 
alent   to   the   price  which  to 
Including  such  a  provision  la  iWi 
will  leave  no  uncertainty  with : 
the  procedure  which  shall  be  fa 
the    absence    of    any    price 
which  are  customarily  used  audi 
prevent    any    unnecessary 
In  the  o[>eratlon  of  the  order. 
vision  Is  incidental  to,  and  BoC 
sistent    with,    other    provlslOBS  tf] 
order  and  Is  necessary  to  effe 
provisions. 

12.  The   entire  order  shooU  li] 
drafted  to  Incorporate  otmfo 
clarifying  changes  and  to  fa 
plication  of  its  various  provtataa 

In  designating   which 
be  subject  to  regulation  and  ttti 
cation  of  order  provisions  to 
new  or  revised  deflnitions  are 
in  the  attached  order.  '~''™*<^ 
for    "producer",    "fluid   milk 
"fluid  milk  plant",  "producer: 
"other  source  milk".    The  i 
"pool    plant",    'distributing 
"supply  plant"  are  discussed 
In  this  decision. 

"Producer"  should  mean  any 
except    a    producer-handler, 
duces  milk  in  compliance  wltb  i 
Inspection  requirements  of  a 
stituted  health  authority,  whfch  i 
received  at  a  pool  plant. 

"Fluid    milk    product"    should 
milk,    skim    milk,    buttermilk, 
milk,  flavored  milk  drinks,  swM 
cream  disposed  of  as  such,  or  I 
ture  in  fluid  form  of  cream  and  I 
skim    milk    (except   eggnog,  ke 
mix.  frozen  dessert  mix,  aerated) 
products,    evaporated    and 
milk  or  skim  milk,  and  sterlllMlj 
ucts  in  hermetically  sealed 
tainers » .    The  items  designated  111 
milk  products  pursuant  to  thk( 
would  be  those  products  which ' 
posed  of  by  handlers  are 
Class  I  milk. 

"Fluid  milk  plant"  should  be 
as  a  pool  plant  or  a  distrllmtlW  1 
which  is  not  a  pool  plant.  Sochir 
tlon  will  enable  the  market 
tor  to  use  the  same  report  fo 
distributing  plants,  both  pool 
pool.  In  addition,  it  wiU  tacOMBi 
ulating    the    language    In   the  "" 
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-.-Inn-  as  they  apply  to  such 
'^-Kuy  with  respect  to  tboae 
*        ptantfi  which  are  not  pool 

milk"  should  be  defined  as 

«iik  and  butterfat  contained 

"-SSwdat  a  pool  plant  directly 

'"^A  dairy  fanners  or  a  coop- 

-JLtlon  as  a  handler.    Pro- 

\I«uld  also  include  milk  di- 

K  MM  a  pool  plant  to  a  nonpool 

ftrTooopcrative  assoclaUon  or  a 

*"     handler  under  certain  con- 

HT  now  provides  for  unlimited 

rf  producer  milk  to  nonpool 

k'ta  iia  month.     Producers  pro- 

ri  dSfersion  be  limited  to  14  days 

"TlBr mon"^  °^  ^"^^^  through 

M  for  unlimited  diversion  dur- 

Awmths  when  reserve  supplies 

ire  heaviest  will  facilitate  the 

Tof  Buch  milk  to  nonpool  plante 

i^p^urlng.    Unlimited  diversion 

,  necessary  nor  desirable  under 

TLmx^gOxig  conditions  in  the  ex- 

^  MM  during  those  months  when 

ii  seeded  for  Class  I  use  in  the 

—gi  milk  status  for  diverted  milk 
[delimited  during  each  month  of 
i^Mktbiough  January  to  a  quantity 
fSmlar  than  the  quantity  of  pro- 
tZmaZ  that  was  delivered  to  pool 
l&  In  such  months.    Diverted  milk 
'^m,  deemed  to  have  been  received 
wjjmnt  from  which  diverted. 
%gource  milk"  should  be  defined 
I  ipiiv  and  butterfat  contained 
naduted  by  fluid   milk  products 
J  to  the  handler  in  his  operations 
EAilinducer  milk,  fluid  milk  prod- 
;  a^aalifiit  from  pool  plants  and  in- 
it  the  beginning  of  the  month. 
mJbet  source  milk  represents  skim 
tiprfbatterfat  which  is  not  subject 
I  fridng  provisions  of  this  order 
J  tbe  month.    It  would  include  all 
gcoduets  from  plants  other  than 
to,  milk  received  from  producer- 
asd  all  manufactured   dairy 
I  from  any  source  which  are  re- 
or    converted    into    another 
(daring  the  month.    It  would  in- 
loss  manufactured  products  from 
twm  production  which  are  made 
■I  m  reprocessed  or  converted  into 
r  product  during  the  same  or  later 
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(b>  Tlie  iMurlty  prices  of  milk  as  de- 
tennlxied  punuant  to  section  2  of  the 
Act  an  not  reasonable  in  view  of  the 
price  of  feeds,  ayailable  supplies  of  feeds, 
f^nA  oCher  economic  conditions  which 
affect  market  sui9ly  and  demand  for 
milk  in  the  marketing  area,  and  the 
iniwtmiim  prices  spedfled  in  the  proposed 
marketing  agreement  and  the  order  are 
such  prices  as  will  reflect  the  aforesaid 
factors,  insure  a  sufficient  quantity  of 
pure  and  wholesome  milk,  and  be  in  the 
public  interest;  and 

(c)  The  proposed  marketing  agree- 
ment and  order  will  regulate  the  han- 
dling of  milk  in  the  same  manner  as,  and 
will  be  applicable  to  persons  in  the  re- 
spective classes  of  industrial  and  com- 
mercial activity  specifled  in.  a  marketing 
agreement  upon  which  a  hearing  has 

been  held. 

Recommended  marketing  agreement 
and  order.  The  following  order  regulat- 
ing the  handling  of  milk  in  the  Rock- 
ford-Preeport,  Illinois  marketing  area 
is  recommended  as  the  detailed  and  ap- 
propriate means  by  which  the  foregoing 
conclusions  may  be  carrried  out.  The 
recommended  marketing  agreement  is 
not  included  In  this  decision  because  the 
regulatory  provisions  thereof  would  be 
the  same  as  those  contained  in  the  pro- 
posed order. 

Definitions 


I  on  proposed  findings  and  con- 
.  .  Briefs  and  proposed  findings 
ViMBehisions  were  filed  on  behalf  of 
I  .  I  interested  parties.  These  briefs, 
[  ftmaA  findings  and  conclusions,  and 
liwMince  in  the  record  were  consid- 
M  ll  Baking  the  findings  and  con- 
Mm  set  forth  above.  To  the  extent 
I JM  Mtt  suggested  findings  and  conclu- 
by  interested  parties  are  in- 
.  with  the  findings  and  con- 
-^  let  forth  herein,  the  requests  to 
[  ^hliueh  findings  or  to  reach  such  con- 
i  Mm  ire  denied  for  the  reasons  previ- 

r  Mated  in  this  decision. 
[    -JMTnl  findings,     (a)   The  proposed 
[,|frtiUBg  tgreement  and  order  and  all 
L9te  terms  and  conditions  thereof,  will 
^■l  *o  effectuate  the  declared  policy 


§  1038.1     Act. 

"Act"  means  Public  Act  No.  ICT.  73d 
Congress,  as  amended,  and  as  reenacted 
and  amended  by  the  Agricultural  Mar- 
ket Agreement  Act  of  1937,  as  amended 
(7  U,S.C.  601  et  seq.). 

§  1038.2     Secretary. 

"Secretary"  means  the  Secretary  of 
Agriculture  or  any  officer  or  employee 
of  the  United  States  authorized  to  ex- 
ercise the  powers  and  perform  the  duties 
of  the  Secretary  of  Agriculture. 

§  1038.3     Department. 

"Department"  means  the  United 
States  Department  of  Agriculture. 

§  1038.4     Person. 

"Person"  means  any  individual,  part- 
nership, corporation,  association,  or  any 
other  business  unit. 
§  1038.5     Cooperative  association. 

"Cooperative  association"  means  any 
cooperative  marketing  association  of 
producers  which  the  Secretary  deter- 
mines after  application  by  the  associa- 
tion: 

(a)  To  be  qualified  under  the  provi- 
sions of  the  Act  of  Congress  of  Febru- 
ary 18,  1922,  as  amended,  known  as  the 
"Capper-Volstead  Act";  and 

(b)  To  have  full  authority  in  the  sale 
of  milk  of  its  members  and  is  engaged  in 
mttvtng  collective  sales  of  or  marketing 
milk  or  milk  products  for  its  members. 


§  1038.6  Rock  River  Valley  marketing 
area. 
"Rock  River  Valley  marketing  area", 
hereinafter  called  the  "marketing  area", 
means  all  the  territory  within  the  boun- 
daries of  Rock  County.  Wisconsin;  the 
Illinois  counties  of  Boone,  Carroll.  De 
Kalb,  Jo  Daviess  (except  the  city  of  East 
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Dubuque),  Lee,  Ogle,  Stephenson, 
Winnebago  and  the  townships  of 
Caloma,  HBh"'^"^'^"i  Hopkins,  Hume, 
Jordan.  Montmorency,  Sterling  and 
Tampioo  in  Whiteside  Coimty;  Including 
territory  within  such  boimdaries  oc- 
cupied by  government  (Municipal,  State 
or  Federal)  reservations,  Installatlona, 
institutions  or  other  similar  establish- 
ments. 
§  1038.7     Fluid  milk  product. 

"Fluid  milk  product"  means  milk. 
skim  milk,  buttermilk,  flavored  milk, 
flavored  milk  drinks,  sweet  or  sour  cream 
disposed  of  as  such  or  any  mixtmre  In 
fiuid  form  of  cream  and  milk  or  skim 
milk  (except  eggnog.  ice  cream  mix, 
frozen  dessert  mix,  aerated  cream  prod- 
ucts, evaporated  and  condensed  milk  or 
skim  milk,  and  sterilized  products  in 
hermetically  sealed  metal  containers). 

§  1038.8     Route. 

"Route"  means  a  delivery  (including 
disposition  from  a  plant  store  or  from  a 
distribution  point  and  distribution  by  a 
vendor  or  vending  machine)  of  any  fluid 
milk  product  classified  as  Class  I  pur- 
suant to  §  1038.41(a)(1)  to  a  retaU  or 
wholesale  outlet  other  than  a  milk  plant 
or  a  distribution  point. 

§  1038.9     Distributing  plant. 

"Distributing  plant"  means  a  plant  In 
which  any  Grade  A  fiuid  milk  product  is 
processed  or  packaged  and  disposed  of 
during  the  month  on  routes  in  the  mar- 
keting area. 

§  1038.10     Supply  plant. 

"Supply  plant"  means  a  plant  from 
which  Grade  A  milk,  skim  milk  or  cream 
is  shipped  during  the  month  to  a  pool 
plant. 
§  1038.11     Pool  plant. 

"Pool  plant"  means  a  plant  specified  in 
paragraph  (a)  or  (b)  of  this  section 
except  that  of  a  producer-handler  or  a 
nonpool  plant  p\u:Buant  to  1 1038.65: 
Provided,  That  if  a  portion  of  a  plant 
is  physically  separated  from  the  Grftde  A 
portion  of  such  plant,  is  operated  sepa- 
rately and  is  not  approved  by  any  health 
authority  for  the  receiving,  processing  or 
packaging  of  any  fiuid  milk  product  for 
Grade  A  disposition,  it  shall  not  be  con- 
sidered as  part  of  a  pool  plant  pursuant 
to  this  section. 

(a)  A  distributing  plant  from  which 
not  less  than  50  percent  of  the  total 
Grade  A  milk  receipts  is  disposed  of  dur- 
ing the  month  on  routes  and  not  less 
than  10  percent  of  such  receipts  is  dis- 
posed of  in  the  marketing  area  on  routes. 

(b)  A  supply  plant  from  which  not 
less  than  50  percent  of  the  Grade  A  milk 
received  from  dairy  farmers  at  such 
plant  during  the  month  is  shipped  as 
fluid  milk  products  to  pool  plants  quaU- 
fied  pursuant  to  paragraph  (a)  of  this 
section:  Provided.  That  a  supply  plant 
which  qualified  pursuant  to  this  para- 
graph in  each  of  the  inmiediately  pre- 
ceding months  of  September  through 
November  shall  be  a  pool  plant  for  the 
months  of  March  through  June  unless 
written  application  is  filed  with  the  mar- 
ket administrator  on  or  before  the  flnt 
day  of  any  such  month  to  be  designated 
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m  lumpool  plant  for  such  month  and  for 
each  subsequent  month  throoi^  June 
durins  which  It  would  not  otherwise 
qualify  as  a  pool  plant 

i  103S.12     Noapw4  plant. 

"Nonpool  plant"  means  a  plant  (ex- 
cept a  pocri  plant  or  that  of  a  producer- 
handler)  which  receives  milk  from  dairy 
farmers  or  is  a  milk  manufacturing, 
processing  or  bottling  plant. 

S  103S.13     Fluid  mUk  plant. 

"Fluid  milk  plant"  means: 

(a)  A  pool  plant;  or 

(b)  A  distributing  plant  which  is  a 
nonpool  plant. 

§  1038.14     Handler. 

"Handler"  means: 

(a)  Any  person  in  his  capacity  as  the 
operator  of  one  or  more  fluid  milk 
plants; 

(b)  Any  cooperative  association  with 
respect  to  milk  from  producers  which  it 
causes  to  be  diverted  from  a  pool  plant 
to  a  nonpool  plant  for  the  account  of 
such  cooperative  association;  or 

(c)  Any  cooperative  association  with 
respect  to  the  milk  of  its  producers  which 
Is  delivered  from  the  farm  to  the  fluid 
mnk  plant  of  another  handler  In  a  tank 
truck  owned  and  operated  by  or  under 
contract  to  such  cooperative  association : 
Provided.  That  such  cooperative  associa- 
tion shall  not  be  a  handler  pursuant  to 
this  paragraph  unless  the  market  ad- 
ministrator is  notified  in  writing  prior 
to  the  first  day  of  the  month  in  which 
such  milk  is  delivered  that  it  elects  to  be 
the  handler  for  such  milk:  And  provided 
further.  That  such  milk  for  which  a  co- 
operative association  is  the  handler  pur- 
suant to  this  paragraph  shall  be  deemed 
to  have  been  received  at  the  location 
of  the  fluid  milk  plant  to  which  such 
milk  is  delivered. 

§  1038.15      Producer-handler. 

"Producer-handler"  means  any  per- 
son who  operates  a  dairy  farm  and  a 
distributing  plant  and  who  receives  no 
fluid  milk  products  from  other  dairy 
farmers  or  from  sources  other  than  pool 
plants:  Provided.  That  such  person  pro- 
vides proof  satisfactory  to  the  market 
administrator  that  the  care  and  man- 
agement of  all  the  dairy  animals  and 
other  resources  necessary  to  produce 
the  entire  volimie  of  fluid  milk  products 
handled  (excluding  receipts  from  pool 
plants)  and  the  operation  of  the  process- 
ing and  distributing  business  are  the 
personal  enterprise  and  risk  of  such 
person. 

8  1038.16     Producer. 

"Producer"  means  any  person,  except 
a  producer-handler,  who  produces  milk 
In  compliance  with  Grade  A  Inspection 
requirements  of  a  duly  constituted  health 
authority,  which  milk  is  received  at  a 
pool  plant. 

t  1038.17     Producer  milk. 

"Producer  milk"  means  the  skim  milk 
and  butterfat  contained  in  Grade  A  milk 
recelyed  at  a  pool  plant  directly  from 
a  dairy  fanner  or  a  handler  pursuant 
to  i  1038.14(c) :  Provided.  That  milk  dl- 
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verted  from  pool  plants  to  nonpool  plants 
which  are  not  subject  to  the  classlflca- 
tion  and  pricing  provisions  of  another 
order  issued  pursuant  to  the  Act  shall 
be  deemed  to  have  been  received  by  the 
diverting  handler  at  the  pool  plant  from 
which  diverted:  And  provided  further. 
That  in  any  of  the  months  of  August 
through  January,  the  quantity  of  milk 
of  any  producer  diverted  from  pool 
plants  to  nonpool  plants  which  are  not 
subject  to  the  classification  and  pricing 
provisions  of  another  order  issued  pur- 
suant to  the  Act  that  is  greater  than  the 
quantity  delivered  to  pool  plants  shall 
not  be  deemed  to  have  been  received 
by  the  diverting  handler  at  the  plant 
from  which  diverted  and  shall  not  be 
producer  milk. 

§  1038.18      Other   M>urrr    milk. 

"Other  source  milk"  means  all  skim 
milk  and  butterfat  contained  in  or  repre- 
sented by: 

(a)  Fluid  milk  products  from  any 
source  except  <  1 )  fluid  milk  products 
received  from  pool  plants,  <2)  producer 
milk,  or  (3>  Inventory  of  fluid  milk 
products  at  the  beginning  of  the  month ; 
and 

(b)  Products  other  than  fluid  milk 
products  from  any  source  (including 
those  produced  at  the  plant)  which  are 
reprocessed,  converted  into  or  combined 
with  another  product  in  the  plant  during 
the  month. 

§  1038.19      lla<te    milk. 

"Base  milk"  means  producer  milk 
during  each  month  of  March  through 
June  which  is  not  in  excess  of  such 
producer's  base  multiplied  by  the  num- 
ber of  days  of  production  that  such  milk 
was  received  at  pool  plants  in  such 
month:  Provided,  That  base  milk  shall 
not  include  milk  received  from  a  farm 
from  which  milk  is  delivered  in  the  same 
month  to  a  plant  at  which  it  is  subject 
to  the  classification  and  pricing  pro- 
visions of  another  order  issued  pursuant 
to  the  Act. 

§  1038.20      Exrrtm   milk. 

"Excess  milk"  means  milk  received 
at  pool  plants  from  a  producer  during 
each  month  of  March  through  June 
which  is  in  excess  of  the  base  milk 
received  from  such  producer  during 
such  month. 

§  1038.21      Bulirr   price. 

"Butter  price"  means  the  simple  aver- 
age as  computed  by  the  market  admin- 
istrator of  the  daily  wholesale  selling 
prices  (using  the  midpnaint  of  any  price 
range  as  one  price)  per  pound  of  Grade 
A  (92-score)  bulk  creamery  butter  at 
CJhicago  as  reported  during  the  month 
by  the  Department. 

M.'tKKET   AniriNISTRATOR 
§  1038.30      Deffignalion. 

The  agency  for  the  administration  of 
this  part  shall  be  a  market  administra- 
tor, selected  by  the  Secretary,  who  shall 
be  entitled  to  such  compensation  as  may 
be  determined  by.  and  shall  l>e  subject 
to  removal  at  the  discretion  of.  the  Sec- 
retary. 
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8  1038.31      Power*. 

The  market  admlnlftrator 
the  following  i>owers  with 
part: 

(a)   To  administer  its  temgi 
visions ; 

<b)  To  receive,  investigate,  ai^ 
to  the  Secretary  comjilalnti  of 
tions; 

to   To  make  rules  and 
effectuate  its  terms  and 

( d )   To  recommend ; 
Secretary. 

§  1038.32      Duties. 

The  market  administrator 
form  all  duties  necessary  to 
the  terms  and  provisions  of  _ 
including  but  not  limited  to  tlM 
ing: 

( a )  Within  30  days  followliv 
on  which  he  enters  upon  hit  dMti^ 
such  lesser  period,  as  may  be  PiiSm 
by  the  Secretary,  execute  aul  4l57ft 
the  Secretary  a  bond  effecttve  m  if ^ 
date  on  which  he  enters  upon  hbuS 
and  conditioned  upon  the  tatQiAlik 
formance  of  such  duties,  in  u  —  ~ 
and  with  surety  thereon  sal 
the  Secretary; 

( b  >   Employ  and  fix  the 
of  such  persons  as  may  be 
enable  him  to  administer  its 
provisions; 

(c)  Obtain  a  bond  in  a 
amount,  and  with  reasonable 
thereon,  covering  each  empk^n  lAi 
handles  funds  entrusted  to  the  MM 
administrator; 

(d)  Pay  out  of  the  funds  pnyftM^ 
§  1038.78,  the  cost  of  his  bond  aii| 
the  bonds  of  his  employees,  hii  Mi 
compensation,  and  all  other  eipam» 
cept  those  incurred  under  1 10St.TT,  ■» 
essarily  incurred  by  him  in  tbe 
nance  and  functioning  of  hla 
in  the  performance  of  his  duttee;   . 

(e)  Keep  such  books  and  reeoAl 
will  clearly  reflect  the  trentiftkM|» 
vided  for  In  this  part,  and  upoD  Nfii 
by  the  Secretary,  surrender  the  MMtl 
such  other  person  as  the  SeorrtuyHf 
designate : 

( f )  Publicly  announce  at  hit  dkii^ 
tion.  unless  otherwise  directed  If  li 
Secretary,  by  posting  In  a  con^MB 
place  in  his  office  and  by  raeh  lii 
means  as  he  deems  appr(H>riate,  thiMV 
of  any  person  who,  after  the  dill  ^ 
which  he  Is  required  to  perfam 
acts,  has  not  made  reports 
§§  1038.35  and  1038.36.  nor 
pursuant  to  55  1038.64.  1038.70. 
1038  76,  1038.77  and  1038.78; 

(g)  Submit  his  books  and 
examination  by  the  Secretary 
nish  such   Information  mid  rvortll 
may  be  required  by  the  SecrdHS^ 

( h  >   Verify  all  reports  and 
each  handler  by  audit  of  such 
records  and  of  the  records  o(t  V9 
handler  or  person  upon  whoee 
the  classification  of  skim  mflkor 
fat  for  such  handler  depends,  er 
investigation  as  the  market 
tor  deems  necessary; 

(i)  Prepare  and  dhufmlmt* 
public  such  statistics  and  mdk " 
tion  as  he  deems  advisable  aoda 
reveal  confidential  informatloo; 
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/n  PrtUcly  announce  on  or  bef<we: 
^'  CS^Btii  day  of  each  month  the 
JJLlTnS  fOT  Class  I  milk  pumuuit 

■*!*52Vi(a)  and  the  Class  I  butterfat 
!!i2S2  mirSiant  to  51038.62(a). 
HTIErihe  current  month,  and  the 
Xfc'g.  Sue  for  Class  n  milk  pursu- 
'SSTtSTuh)  and  the  aass  n  but- 
fiLr  dierentlal  pursuant  to  5  1038.- 
K?  ta*h  for  the  preceding  month; 
•K'-STllth  day  after  the  end  of  each 
®  K^ui  through  February  the  unl- 
iSoe  pursuant  to  5 1088.62  and  the 
ST  differential      pursuant      to 


••ff'Se*Uth  day  after  the  end  of 
^mSh  of  March  through  June,  the 
*SJ«rnrices  for  base  milk  and  excess 
5*Ent  to  5 1038.63  and  tjjf  but- 
SL^tfMential  pursuant  to  §  1038.71, 
"S^Tbefore  the  10th  day  after 
^  each  month  report  to  each  co- 

^ay,  Msociauon.  upon  request  by 
iMoclaUon.  the  percentage  of  the 
i*  MttMd  to  be  deUvered  by  the  co- 
^Mttve  association  or  its  members 
SSr-M  utilized  in  each  class  at  each 
SrBliit  receiving  such  milk.  For  the 
ZmStoi  this  report,  the  milk  so  re- 
SSaiiaU  be  allocated  to  each  class  at 
Spool  plant  in  the  same  ratio  as  all 
JSaSa  milk  received  at  such  plant 
ErfM  the  month;  and 
^On  or  before  Pebruaxy  15  of  each 
notify  each  producer  and  the 
r  receiving  milk  from  such  pro- 
of the  base  established  by  such 
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RV0KT8,  Records  and  Pacilities 
I  ltSI.S5     Reports  of  receipts  and  utUi- 


On  or  before  the  8th  day  after  the  end 
4  «eh  month,  each  handler,  except  a 
BodBcer-handler  and  a  handler  piuwi- 
intto  11038.14(c),  shall  report  to  the 
■azfcei  administrator  for  such  month, 
nportlng  separately  for  each  fluid  milk 
pffttt  In  detail  and  on  forms  prescribed 
|v  the  market  administrator: 

(a)  The  quantities  of  skim  milk  and 
tatterfat  contained  in  or  represented 


(1)  Grade  A  milk  received  from  dairy 
lumen  (including  for  each  month  of 
Ifaich  through  June  the  quantity  of  pro- 
iner  milk  that  is  base  milk  and  excess 
■Bk)  and  from  handlers  pursuant  to 
|l«n.l4(c): 

(1)  Fluid  milk  products  received  from 
ped  plants; 

(S)  Other  source  milk; 

(4)  Milk  diverted  to  nonpool  plants 
ponaant  to  S  1038.17;  and 

(5)  Inventories  of  fluid  milk  products 
«B  band  at  the  beginning  and  end  of  the 
■ODth; 

(b)  The  utUization  of  all  skim  milk 
iBd  buttof  at  required  to  be  reported 
to  this  section,   including  a 
statement  of  the  disposition  of 
X  milk   outside    the    marketing 
k:and 

(e)  Such  other  information  with  re- 
I  to  the  utilization  of  skim  milk  and 
as  the  market  admlnistraibr 
'preaerlbe. 
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§1038.36     Other  reports. 

(a)  lach  producer-handler  shall  make 
zepOTti  to  the  market  administrator  at 
Bueh  t^w**  and  In  such  manner  as  the 
market  administrator  may  prescribe; 

(b)  Each  handler  pursuant  to 
S  1038.14(c)  shall  report  to  the  market 
administrator  in  detail  and  on  forms 
prescribed  by  the  market  administrator 
on  or  before  the  8th  day  after  the  end 
of  each  month  the  quantities  of  skim 
milk  and  butterfat  in  producer  milk  (in- 
cluding for  each  month  of  March 
through  June  the  quantity  of  producer 
milk  that  is  base  milk  and  excess  milk) 
delivered  to  each  pool  plant  in  such 
month. 

(c)  Each  handler  except  a  producer- 
handler  shall  report  to  the  market 
administrator  in  detail  and  on  forms 
prescribed  by  the  market  administrator, 
on  or  before  the  25th  day  after  the  end 
of  the  month  his  producer  pasrroll  for 
such  month  which  shall  show  for  e'ach 
producer: 

(1)  His  Identity; 

(2)  The  quantity  of  milk  received 
from  such  producer  and  the  nvunber  of 
days,  if  leas  than  the  entire  month,  on 
which  milk  was  received  from  such 
producer; 

(3)  The  average  butterfat  content  of 
such  milk;  and 

(4)  The  net  amovmt  of  such  handler's 
payment,  together  with  the  price  paid 
and  the  amoimt  and  nature  of  any 
deductions. 

§  1038.37     Records   and   facilities. 

Each  handler  shall  maintain  and  make 
available  to  the  market  administrator, 
during  the  usual  hours  of  business,  such 
accounts  and  records  of  his  operations, 
together  with  such  facilities  as  are  neces- 
sary for  the  market  administrator  to 
verify  or  establish  the  correct  data  with 
respect  to: 

(a)  The  receipts  and  utilization  of  all 
ffirim  fwiiic  and  butterfat  handled  in  any 
form  during  the  month ; 

(b)  The  weights  and  butterfat  and 
other  content  of  all  milk  and  milk  prod- 
ucts handled  during  the  month; 

(c)  The  pounds  of  skim  milk  and 
butterfat  contained  in  or  represented  by 
all  milk  products  in  inventory  at  the 
beginning  and  end  of  each  month;  and 

(d)  Payments  to  dairy  farmers  and 
cooperatiye  associations,  including  the 
amount  and  nature  of  any  deductions 
and  the  disbursement  of  money  so 
deducted. 
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g  1038.35     Retention  of  records. 

All  bo(4u  and  records  required  under 
this  part  to  be  made  available  to  the 
market  administrator  shall  be  retained 
by  the  handle  for  a  period  of  3  years 
to  begin  at  the  end  of  the  monUi  to 
which  books  and  records  pertain:  Pro- 
vided, That  If  within  such  3-year  period, 
the  maricet  administrator  notifies  the 
handler  in  writing  that  the  retention  of 
such  bo(A8  and  records  is  necessary  in 
oonnecUcm  with  a  proceeding  under  sec- 
tion 8c<15)(A)  of  the  Act  or  a  court 
action  spedfled  in  such  notice,  the  han- 
dler B>^^ii  retain  such  books  and  records. 
or  specUled  books  and  records  until 
further  written  notification   from   the 


market  administrator.  In  either 
the  market  administrator  shall  tfin 
fvuiiier  written  notification  to  the  han- 
dler promptiy  tipon  the  termination  of 
the  litigation  or  when  the  reocwda  are 
no  longer  necessary  in  connection 
therewith. 

CLASSmCATION 

§  1038.40     Skim  milk  and  butterfat  to  be 
classified. 

The  skim  milk  and  butterfat  which 
are  required  to  be  reported  pursuant  to 
S  1038.35  shall  be  classified  eaeh  montb 
by  the  market  administrator  pursuant  to 
the  provisions  of  9  S  1038.41  through 
1038.46. 
§  1038.41     Qasses  of  j^tiUsatioa. 

Subject  to  the  conditicms  set  forth  in 
S  1038.44.  the  classes  of  utilization  shall 
be  as  follows: 

(a)  Class  I  mWc.  aass  I  milk  shall 
be  all  skim  milk  (including  that  used  to 
produce  reconstituted  skim  milk)  mod 
butterfat: 

(1)  Disposed  of  in  the  form  of  a  fluid 
milk  product  (except  as  provided  In 
paragraph  (b)  (2),  (3)  and  (4)  of  this 
section) ;  and 

(2)  Not  accoimted  for  as  Class  n 
milk. 

(b)  Class  II  milk.    Class  n  milk  shall 

be: 

(1)  Skim  milk  and  butterfat  used  to 
produce  any  product  other  than  a  fluid 
milk  product: 

(2)  Skim  milk  in  fluid  milk  products 
disposed  of  for  livestock  feed  or  dumped 
if  the  market  administrator  has  be&a. 
notified  in  advance  and  afforded  the  op- 
portunity to  verify  such  dumping; 

(3)  Ski^  milk  represented  by  tiie 
nonfat  milk  solids  added  to  a  fluid  milk 
product  which  is  in  excess  of  the  weight 
of  an  equivalent  volume  of  the  fluid 
milk  products  prior  to  such  addition; 

(4)  Skim  milk  and  butterfat  in  fluid 
milk  products  delivered  in  bulk  to  and 
used  at  commercial  food  establishments 
devoted  exclusivdly  to  the  manufacture 
of  bakery  products,  candy,  or  processed 
foods  in  hermetically  sealed  containers; 

(5)  Skim  milk  and  butterfat  con- 
tained in  inventory  of  fluid  milk  prod- 
ucts on  hand  at  the  end  of  the  month; 

(6)  Skim  milk  and  butterfat.  respec- 
tively (except  in  milk  diverted  to  a 
nonpool  plant  pursuant  to  S  1038.17) 
in  shrinkage  allocated  pursuant  to 
5  1038.42(b)  (1)  but  not  in  excess  of: 

(i)  2.0  percent  of  producer  milk  ex- 
cept that  received  from  a  handler  pur- 
suant to  §  1038.14(c); 

(ii)  Plus  1.5  percent  of  producer  milk 
received  from  a  handler  pursuant  to 
§  1038.14(c) :  Provided,  That  If  the 
handler  receiving  such  producer  milk 
files  notice  with  the  market  administra- 
tor that  he  is  purchasing  such  milk  on 
the  basis  of  farm  weights,  the  andicaUe 
percentage  pursuant  to  this  subdlviBkm 
shall  be  2.0  pereeilt; 

(ill)  Plus  1.5  percent  of  bulk  fluid  milk 
products  from  pool  plants;  and 

(iv)  Less  1.5  percent  of  bulk  flnld  rniUc 
products  trsmsferred  to  other  planta:  and 

(7)  Skim  milk  and  butterfat  in  ahrliric- 
age  of  other  source  milk  allocated  pur- 
suant to  9  1038.42(b)  (2). 
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§  lOSa.42     Shrinkace. 

Ttie  market  administrator  shall  allo- 
cate shrinkage  over  a  handler's  receipts 
at  each  of  his  pool  plants  as  follows: 

(a)  Compute  the  total  shrinkage  of 
skim  milk  and  butterfat  at  each  pool 
plant,  and 

(b)  Prorate  the  resulting  amounts 
between  the  receipts  of  skim  milk  and 
butterfat  contained  in: 

(1)  Producer  milk  (except  milk  di- 
verted to  a  nonpool  plant  pursuant  to 
S  1038.17) ,  plus  fluid  milk  products  in 
bulk  from  other  pool  plants  and  less 
transfers  of  fluid  milk  products  in  bulk 
to  other  plants:  and 

(2)  Other  source  milk. 

§  1038.43      Responaibility      of      handlrra 
and  rcclaasification  of  milk. 

All  skim  milk  and  butterfat  shall  be 
Class  I  iw»it  unless  the  handler  who  first 
receives  such  skim  milk  or  butterfat 
proves  to  the  market  adminstrator  that 
such  tkha  milk  or  butterfat  should  be 
classified  otherwise.  a 

I  103S.44     Truufen. 

Skim  milk  or  butterfat  disposed  of 
each  month  from  a  fluid  milk  plant  shall 
be  classified: 

(a)  As  Class  I  milk  If  transferred  in 
the  form  of  a  fluid-  milk  product  to  a  pool 
plant  unless  utilization  as  Class  n  milk 
is  claimed  for  both  plants  in  the  reports 
sulMnltted  for  the  month  to  the  market 
adminstrator  pursuant  to  f  1038.35: 
Provided.  That  the  skim  milk  or  butter- 
fat so  assigned  to  Class  n  milk  shall  be 
limited  to  the  amount  thereof  remsUning 
In  Class  n  milk  in  the  transferee  plant 
after  the  subtraction  of  other  source 
milk  pursuant  to  §  1038  46  and  any  addi- 
tional amounts  of  such  skim  milk  or  but- 
terfat Shan  be  classified  as  Class  I  milk : 
Prot7<ded  further.  That  If  the  transferor 
plant  Is  a  nonpool  plant  the  skim  milk  or 
butterfat  transferred  shall  be  classified 
as  Class  I  milk  and  as  Class  n  milk  in 
the  same  ratio  as  other  source  milk  at 
the  transferee  plant  is  allocated  to  each 
class  pursuant  to  §  1038.46^a)  (4)  and 
the  correownding  step  of  S  1038.46(b) : 
And  provided  further.  That  if  other 
source  milk  was  received  at  either  or  both 
plants,  the  skim  milk  or  butterfat  so 
transferred  shall  be  classified  at  both 
plants  so  as  to  allocate  the  greatest  pos- 
sible Class  I  utilization  to  the  producer 
milk  at  both  plants: 

(b)  As  Class  I  milk,  if  transferred  to 
a  producer-handler  in  the  form  of  a 
fluid  milk  product  and  if  the  transferor 
plant  is  a  pool  plant: 

(c)  As  Class  I  milk,  if  transferred  or 
diverted  to  a  nonpool  plant  In  the  form 
of  a  fluid  milk  product  except  as  pro- 
vided in  paragraph  (d)  of  this  section: 
and 

(d)  As  Class  n  milk,  if  transferred  or 
diverted  In  bulk  In  the  form  of  a  fluid 
miiir  product  to  a  nonpool  plant  not 
more  than  150  miles,  by  the  shortest 
highway  distance  as  determined  by  the 
market  administrator,  from  the  nearer 
of  the  Ctty  HaSa  of  Jamesville.  Wiscon- 
sin and  Sterling,  Illinois:  Provided. 
That: 

(1)  The  transferring  or  diverting 
handler  clatma  classification  in  Class  n 
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milk  In  his  report  submitted  pursuant  to 
i  1038.35: 

(2)  The  operator  of  such  nonpool 
plant  maintains  books  and  records  show- 
ing the  utilization  of  all  skim  milk  and 
butterfat  received  at  such  plant  which 
are  made  available  If  requested  by  the 
market  administrator  for  the  purpose  of 
verification:  and 

(3)  The  skim  milk  and  butterfat  in 
fluid  milk  products  (except  In  ungraded 
cream   disposed   of    for   manufacturing 
uses)    disposed   of   from   such   nonpool 
plant  do  not  exceed  the  receipts  of  skim 
milk  and  butterfat  In  Grade  A  milk  re- 
ceived  during    the    month    from   dairy 
farmers  who  the  market  administrator 
determines  coixstitute  the  regular  source 
of  supply  for  such  plant:  Provided.  That 
any  skim  milk  or  butterfat  in  fluid  milk 
products  (except  in  ungraded  cream  dis- 
posed of  for  manufacturing  uses)    dis- 
posed of  from  the  nonpool  plant  which 
is  In  excess  of  receipts  from  such  dairy 
farmers  shall  be  assigned  to  such  trans- 
fers or  diversions  from   the  fluid  milk 
plant  and  shall  be  classified  as  Class  I 
milk:  And:  provided  further.  That  if  the 
total  skim  milk  and  butterfat  which  were 
transferred  or  diverted  during  the  month 
to  such  nonpool  plant  from  all  plants 
subject  to  the  classification  and  pricing 
provisions  of  this  part  and  any  other 
orders  Issued  pursuant  to  the  Act  are 
more  than  the  skim  milk  and  butterfat 
available  for  assignment  to  Class  I  milk 
pursuant  to  the  preceding  proviso  hereof, 
the  skim  milk  and  butterfat  assigned  to 
Class  I  milk  at  a  fluid  milk  plant  shall 
be  not  less  than  that  obtained  by  pro- 
rating the  assignable  Class  I  milk  at  the 
transferee  plant  over  the  receipts  at  such 
plant   from    all    plants   subject   to    the 
classification  and  pricing  provisions  of 
this  and  other  orders  issued  pursuant  to 
the  Act. 

§  1038.45      Computation    of    skim     milk 
and  butterfat  in  each  rla«s. 

For  each  month  the  market  adminis- 
trator shall  correct  for  mathematical 
and  for  other  obvious  errors  the  reports 
of  receipts  and  utilization  submitted 
pursuant  to  S  1038.35  for  each  fluid  milk 
plant  and  shall  compute  the  pounds  of 
skim  milk  and  butterfat  In  each  class  at 
each  such  plant:  Provided.  That  if  any 
water  contained  In  the  milk  from  which 
a  product  Is  made  Is  removed  before  the 
product  is  utilized  or  disposed  of  by  a 
handler,  the  pounds  of  skim  milk  dis- 
posed of  In  such  product  shall  be  con- 
sidered to  be  a  quantity  equivalent  to 
the  nonfat  milk  solids  contained  In  such 
product  plus  all  the  water  originally 
associated  with  such  solids. 

§  1038.46      Allocation  of  akim  milk  and 
butterfat   claMified. 

After  making  the  computations  pur- 
suant to  S  1038  45,  the  market  adminis- 
trator shall  determine  the  classification 
of  Grade  A  milk  received  from  dairy 
farmers  and  from  handlers  pursuant  to 
9  1038.1410  at  each  fluid  milk  plant  each 
month  OS  follows : 

<a)  Skim  milk  shall  be  allocated  In 
the  following  manner: 

( 1 )  Subtract  from  the  total  pounds  of 
skim  milk  In  Class  II  milk  the  pounds  of 


skim  milk  classified  as  Class  n 
suant  to  i  1038.41(b)  (8) ; 

(2)  Subtract  from  the  MaA 
skim  milk  In  Class  I  milk  th»_   _ 
skim  milk  received  in  the  totm^ 
milk  products  in  contaiaen  nol ' 
than  a  gallon  subject  to  the     ' 

pooling    provisions    of    am , 

Issued  pursuant  to  the  Act  mat 
of  as  Class  I  in  the  same 
received ; 

(3)  Subtract     trom     the 
pounds  of  skim  milk  in  each 
series  beginning  with  Class  II 

pounds  of  skim  milk  In  other 

other  than  that  received  In  tbi- 
fluid  milk  products: 

<4)   Subtract     from     the 
pounds  of  skim  milk  in  eaeh 
series  beginning  with  Class  U 
pounds  of  skim  milk  in  other 
received  In  the  form  of  fluid 
ucts  not  subject  to  the  prlcinc 
Ing  provisions  of  another 
pursuant  to  the  Act : 

(5)  Subtract     from    the 
pounds  of  skim  milk  in  each 
series  beginning  with  Class  n 
pounds  of  skim  milk  in  other 
received  In  the  form  of  fluid 
ucts  subject  to  the  pricink  tnd 
provisions  of  another  order 

suant   to   the   Act   and  not     

pursuant  to  subparagraph  (2)  tf 
paragraph ; 

(6)  Subtract     from     the 
pounds  of  skim  milk  in  eadi 
series  beginning  with  Class  n 
pounds  of  skim  milk  in  inventory  iC 
milk  products  on  hand  at  the  ' 
of  the  month ; 

(7)  Add  to  the  remainlnf  _ 
skim  milk  in  Class  II  milk  ttat 
of  skim  milk  subtracted  pumant 
paragraph  ( 1 )  of  this  paragranh; 

(8)  Subtract     from     the 
pounds  of  skim  milk  in  each 
skim  milk  in  fluid  milk  products 
from  pool  plants  according  to  Mm 
flcatlon   of   such  products 
S  1038.441  a)  :  and 

( 9 )  If  the  remaining  poundi  ttr 
milk  in  both  classes  exceed  tht 
of  skim  milk  contained  in  GradaA 
received  from  dairy  farmers  and 
pursuant  to  9  1038.14(c).  suMnel 
excess  (hereinafter  referred  to  '"  ' 
age")    from   the  remaining 
skim  milk  In  each  class  in 
ning  with  Class  II  milk. 

( b)  Butterfat  shall  be  allocatri  li*» 
cordance  with  the  same 
scribed  for  skim  milk  In 
of  this  section :  and 

(c)  Determine  the  weighted 
butterfat  content  of  milk  in 
computed  pursuant  to 
and  I  b  >  of  this  section. 

§  1038.47      Inventory   reel 

Prom  any  skim  milk  or 
signed    to    Class    I    milk 
9  1038.46(a>  (6)    and  the 
step  In  9  1038.48(b),  subtract  J 
lowing  order  the  skim  milk  and 
respectively,  assigned  during  tlie 
Ing  month  to  Class  n  milk 
9  1038.46  in: 
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.  «h.  flMBAlnder  after  the  subtrac- 

V  •^^IHoT  1038.46(a)  (6)  and  the 

r  step  in  §  1038.46(b) ; 

■ource  milk  clacsifled  and 

^  Class   I    milk    pursuant   to 

,  flLtanl  order ;  and 

r^tource  milk  not  classified 
M  Class  I  milk  pursuant  to 
j^deral  order. 

jlnnmnii  Prices 
Bm'C  formula  price. 
-K  formula  price  shall  be  the 
erioe  per  hundredweight  for 
faulng  grade  milk  f.o.b.  plants 
grin  and  Minnesota,  as  reported 
m  ^  Department  for  the  month: 
^^4  Tliat  such  reported  price  shall 
^^^Mled  to  a  3.5  percent  butterfat 
?iC^iitterfat  differential  rounded 
g^^fft  one-tenth  cent  at  the  rate 
batter  price  times  0.120  and 
lo  the  nearest  cent. 


FEDEKAL  REGISTER 

miifc  in  the  transferee  plant  after  mak- 
ing the  ealcnlation  prescribed  In 
i  10S8.46(a)  (6)  and  the  corresponding 
step  ot  1 10SS.4t(b)  for  such  plant,  such 
aaslgninent  to  the  transferor  plant  to 
be  made  In  sequence  according  to  the 
location  differential  applicable  at  each 
plant,  beginning  with  the  plant  farthest 
from  the  City  Hall  in  Chicago,  Illinois. 

§  1038.54     Um  off  equivalent  prices. 

If  for  any  reason  a  price  quotation  re- 
quired by  this  order  for  computing  class 
prices  or  for  other  purposes  Is  not  avail- 
able In  the  manner  described,  the  mar- 
ket administrator  shall  use  a  price 
determined  by  the  Secretary  to  be  equiv- 
alent to  the  price  which  is  required. 

§  1038.55     Rale  of  payment  on  unpriced 


lHH^l     OaM  prices.  I 

M|ek  to  the  provisions  of  §§  1038.52 

S^,  the  class  prices  per  hun- 

for  the  month  shall  be  as 


T< 


V— '  f  ^i^^  price.  TTie  price  for 
^  I  Bilk  shall  be  the  basic  formula 
Slorthe  preceding  month  plus  $1.12 
^Mt  ttiroQgh  November ;  $0.72  March 
SEb  June  and  $0.92  in  other  months: 
^---■-  j^i  such  cnass  I  price  shall 

iffi  or  decreased,  respectively,  2 

"lor  eadi  full  percent  that  the  ad- 
miply-demand   ratio   computed 
d  to  Part  1030  (Chicago)  of  this 
imm^t^r  or  less  than  72  percent, 
III  ^n  not  be  increased  or  decreased 
PI  Hiui  24  cents  because  of  such  ad- 
gHI  WTply -demand  ratio. 
(U  Out  II  mWc  price.    The  Class  II 
tk  prtee  shall  be  the  basic  formula 


I  MUSI     Butterfat  differenti 


ials  to  han- 


fm  aflk  containing  more  or  less  than 

tl  pamnt  butterfat,  the  class  prices 

ftr  tM  month   pursuant   to    S  1038.51 

to  Increased  or  decreased,  respec- 

'.  for  each  one-tenth  percent  but- 

at  a  rate,  rounded  to  the  nearest 

i  flMailfa  emt,  determined  as  follows: 

I     fi)  Clan  /  price.    Multiply  the  butter 

'  irin  Ibr  the  preceding  month  by  0.120. 

W  CIsM  //  price.  Multiply  the  butter 

IriiiliDr  the  month  by  0.115. 

I1M15S     Location  diflTerentialB  to  haU' 


fb»  C3as8  I  price  for  Grade  A  milk 
Hind  from  dairy  farmers  or  handlers 
IVHuitto  1 1038.14(c)  at  a  fluid  milk 
IM  lli  Biles  or  more  from  the  Chi- 
wm  Cttgr  Hall  shall  be  decreased  2  cents 
iv  «Mfa  15  miles  or  fraction  thereof 
(kt  aoh  irtant  is  more  than  100  miles 
in  ttN  Chicago  City  HiOl.  as  deter- 
MM  br  the  market  administrator: 
KvaiM.  That  the  differential  pursuant 
fcMiseetkm  shall  not  be  more  than  12 
Wtr.  AM  prooided  further.  That  for 
of  calculating  such  location 

,  fluid  milk  products  trans- 

I  between  fluid  milk  plants  shall  be 
to  any  remainder  of  Class  n 
Ho. 


Ihe  rate  of  payment  per  hundred- 
weight to  be  made  by  handlers  on  un- 
priced other  source  milk  allocated  to 
Class  I  milk  shall  be  any  plus  amount 
obtained  by  subtracting  the  Class  n 
price  adjusted  by  the  Class  n  butterfat 
differential  from  the  Class  I  price  ad- 
justed by  the  Class  I  butterfat  and 
location  differentials  applicable  at  a  pool 
plant  of  the  same  location  as  the  nonpool 
plamt  supplying  such  other  source  milk. 

Application  of  Prices 

§  1038.60     CompnUtion  of  value  of  milk 
at  each  pool  plant. 

The  value  of  producer  milk  received 
'  by  a  handler  djiring  each  month  at  each 
pool  plant  shall  be  a  sum  of  money  com- 
puted by  the  market  administrator  as 
follows: 

(a)  Multiply  the  quantities  of  milk  in 
each  class  by  the  applicable  class  price 
and  add  the  resulting  amounts; 

(b)  Add  the  amounts  obtained  by  mul- 
tiplying the  overage  deducted  from  each 
class  pursuant  to  S  1038.46(a)  (9)  and 
the  correq;>onding  step  of  S  1038.46(b) 
by  the  applicable  class  prices; 

(c)  Add  the  amount  obtained  by  mul- 
tiplying the  quantities  of  skhn  milk  and 
butterfat  subtracted  from  Class  I  milk 
pursuant  to  i  1038.46(a)    (3)    and   (4) 
and  the  corresponding  steps  of  S  1038.46 
(b)  by  the  rate  of  payment  on  unpriced 
milk  pursuant  U  S  1038.55  at  the  nearest 
nonpool  idants  from  which  an  equivalent 
amount  of  such  other  source  skim  milk 
or   butterfat   was    received:    Provided. 
That  if  the  source  of  any  such  flxUd  milk 
product  received  at  a  pool  plant  is  not 
clearly  estoblished.  or  if  such  skim  milk 
and  butterfat  is  received  or  iised  in  a 
form  other  than  a  fluid  milk  product, 
such  product  shall  be  considered  to  have 
been  received  from  a  source  at  the  loca- 
tion of  the  pool  plant  where  it  is  classi- 
fied; and 

(d)  Add  the  amounts  obtained  by  mul- 
tiplying (1)  the  quantities  of  skim  milk 
and  butterfat  subtracted  pursuant  to 
i  1038.47(a)  by  the  difference  between 
the  Class  n  price  for  the  preceding 
month  and  the  Class  I  price  for  the  cur- 
rent mohth,  and  (2)  the  quantities  of 
ifMm  milk  and  butterfat  subtracted  pur- 
suant to  1 1038.47(c)  by  the  rate  of 
payment  on  unpriced  milk  pursuant  to 
i  1038.55. 
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§  1038.61     CompuUtioB     of 
value    used    to    detonoune 
prices. 

For  each  month  the  market  adminis- 
trator shall  compute  an  acgregate  falae 
from  which  to  determine  the  imiform 
prices  as  follows: 

(a)  Combine  into  one  total  the  values 
obtained  piursuant  to  S  1038.60  for  all 
handlers  who  received  producer  mUk  at 
pool  plants  during  the  month  and  who 
reported  pursuant  to  S  1038.35  for  such 
month; 

(b)  Add  or  subtract  for  each  one- 
tenth  percent  that  the  average  butterfat 
content  of  producer  milk  represented  by 
the  values  included  under  paragraph  (a) 
of  this  section  is  less  or  more,  respec- 
tively, than  3.5  percent  the  amount  ob- 
tained by  multipl3ring  such  difference  by 
the  butterfat  differential  to  producers 
and  multiplying  the  result  by  the  hun- 
dredweight of  such  producer  milk: 

(c)  Add  an  amount  equal  to  the  sum 
of  the  location  differential  deductions  to 
be  made  pursuant  to  9  1038.72;  and 

(d)  Add  an  amount  equal  to  one-half 
the  imobligated  cash  balance  in  the  pro- 
ducer-settlement fimd. 

§  1038.62     CompatatioB     off    vniforai 
price. 

For  each  month  of  July  through  Feb- 
ruary, the  market  administrator  shall 
compute  a  uniform  price  as  follows: 

(a)  Divide  the  aggregate  value  com- 
puted pursuant  to  i  1038.61  by  the  total 
hundredweight  of  producer  milk  Included 
in  such  computation;  and 

(b)  Subtract  not  less  than  four  nor 
more  than  five  cents  from  the  priee  com- 
puted pursuant  to  paragraph  (a)  of  this 
section. 


§  1038.63     Compatatioo     off    uuit»rm 
prices  for  base  milk  and  excess  asOk. 

FV}r  each  month  of  March  through 
June,  the  market  administrator  shall 
compute  the  xmif orm  prices  for  base  milk 
and  excess  milk  as  follows: 

(a)  Determine  the  aggregate  clasdfl- 
caUon  of  producer  milk  Included  In  the 
computation  of  value  pursuant  to 
§  1038.61  and  the  total  hundredweight  of 
such  milk  that  is  base  milk  and  that  is 

excess  milk; 

(b)  Determine  the  valiw  of  cxoeMBUlk 

by  assigning  such  milk  In  series,  begin- 
ning with  Class  n  mlBc,  to  the  hundred- 
weight of  milk  classified  pursuant  to 
paragraph  (a)  of  this  section,  multipiy- 
•ing  the  quantity  so  assigned  by  the  re- 
spective class  prices  for  milk  containing 
3.5  percent  butterfat,  and  adding  to- 
gether ttie  resulting  amooats; 

(c)  Divide  the  total  value  of  eueeas 
milk  obtained  in  paragraph  (b)  d  ttils 
section  by  the  total  hundiedwelgfat  cf 
such  milk.  The  quotient,  roonded  to  ttie 
nearest  c«it,  shall  be  the  imtfonn  priee 
for  excess  milk ; 

(d)  Subtract  the  Taloe  of  excess  mile 
pursuant  to  paragraph  (c)  of  this 
tion  from  the  aggregate  value  of  aU 
obtained  in  §  1038.61 ;  and 

(e)  Divide  the  ymmmt  obtained  in 
paragraph   (d)    of  this  sectkm  by  ^ 
total  hundredweii**  ot  base  ■■*5r 
tained  in  paragraph  (a)  of  this  section, 
«nd  subtract  not  less  than  lour  «ents  nor 
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more  than  five  cents  from  the  price  thus 
oomputed.    The  resulting  figure  rounded 
to  the  nearest  cent  shall  be  the  uniform 
price  tor  base  milk. 
§  10SS.64     Handlen   operating    nonpool 


Each  handler  In  his  capacity  as  the 
operator  of  a  nonpool  plant  (except  a 
nonpool  plant  pursuant  to  9  1038.65) 
shall  pay  to  the  market  administrator  for 
deposit  into  the  producer-settlement 
fund  the  amount  computed  pursuant  to 
paragraph  (b)  of  this  section  unless  the 
handler  elects  at  the  time  his  report 
pursuant  to  1 1038.35  Is  due.  to  pay  the 
amount  computed  pursuant  to  paragraph 
(a)  of  this  section.  The  amounts  pay- 
able pursuant  to  this  section  shall  be 
made  on  or  before  the  18th  day  after 
the  end  of  each  month. 

(a)  An  amoimt  obtained  by  multiply- 
ing the  rate  determined  pursuant  to 
i  1038.55  by  the  hundredweight  of  skim 
milk  and  buttcrfat  disposed  of  as  Class 
I  miiic  from  such  plant  on  routes  in  the 
marketing  area  during  the  month  which 
Is  In  excess  of  the  hundredweight  of  skim 
milk  and  butterfat.  respectively,  received 
from  pool  plants  during  the  month  and 
classified  as  Class  I  milk  at  such  pool 
plants. 

(b)  Any  plus  amount  remaining  after 
deducting  from  the  obligation  pursuant 
to  9  1038.60  computed  as  If  such  plant 
were  a  pool  plant: 

(1)  The  total  payment  made  on  or 
before  the  18th  day  after  the  end  of  the 
month  to  dairy  farmers  or  handlers  pur- 
suant to  S  1038.14(c)  for  Grade  A  milk 
received  at  such  plant  during  the  month : 
and 

(2)  Any  payments  to  the  producer - 
settlement  fund  under  other  orders  i.s- 
sued  pursuant  to  the  Act  applicable  to 
milk  at  such  plant  during  the  month 

S  1038.65     PUnU  •nbjec-t  to  olhrr  Frd- 
eral  ttrden. 

A  distributing  plant  or  a  supply  plant 
shall  be  a  nonpool  plant  during  any 
month  In  which  such  plant  would  be  sub- 
ject to  the  classification  and  pricing  pro- 
visions of  another  order  issued  pursuant 
to  the  Act.  I  nless  such  plant  Is  qualified 
ao  a  pool  plant  pursuant  to  9  1038  11  and 
a  greater  volume  of  fluid  milk  products 
is  disposed  of  from  such  plant  on  routes 
in  this  marketing  area  and  to  pool  plants 
qualified  on  the  basis  of  route  distribu- 
tion in  this  marketing  area  than  in  the 
marketing  area  regulated  pursuant  to 
such  other  order.  The  operator  of  a 
distributing  plant  or  a  supply  plant 
which  Is  a  nonpool  plant  pursuant  to  this 
section  shall,  with  respect  to  the  total 
receipts  and  utilization  or  disposition  of 
skim  milk  and  butterfat  at  the  plant. 
make  reports  to  the  market  adminis- 
trator at  such  time  ajid  in  such  manner 
as  the  market  administrator  may  require 
(In  Ueu  of  the  reports  required  pur- 
suant to  1 1038.35)  and  allow  verifica- 
tion of  such  reports  by  the  market 
administrator. 

Patiomts  roi  Miuc 

S  103S.70    Time  ami  mctluMl  of  payment. 

(a)  Each  handler  who  operates  a  pool 
plant  shall  pay  each  producer  on  or 


before  the  18th  day  after  the  end  of  each 
month,  at  not  less  than  the  applicable 
uniform  prices  pursuant  to  9  1038.62  or 
9  1038.63  adjusted  pursuant  to  99  1038.71, 
1038.72  and  1038.77.  for  each  hundred- 
weight of  producer  milk  received  during 
such  month  for  which  payment  is  not 
made  to  a  cooperative  association  pur- 
suant to  paragraph  (b)  of  this  section; 

( b  >  Each  handler  shall  make  payment 
to  a  cooperative  association  for  producer 
milk,  on  or  before  the  15th  day  after  the 
end  of  each  month,  which  it  caused  to 
be  delivered  to  such  handler  if  such  co- 
operative is  authorized  to  collect  such 
payment  for  its  members  and  exercises 
such  authority:  Provided.  That  such 
payment  shall  be  an  amount  equal  to  the 
sum  of  the  individual  payments  pursuant 
to  paragraph  ia>  of  this  section; 

•  c  In  making  the  payments  for  pro- 
ducer milk  pursuant  to  this  section,  each 
handler  who  operates  a  pool  plant  shall 
furnish  each  producer  or  cooperative  as- 
sociation from  whom  he  has  received 
such  milk  a  supporting  statement  in 
such  form  that  it  may  be  retained  by  the 
recipient,  which  shall  show: 

( 1  •  The  month  and  identity  of  the 
producer: 

(2«  The  daily  and  total  pounds  'in- 
cluding for  the  months  of  March  through 
June,  the  pounds  of  base  milk  and  excess 
milk  1  and  the  averatje  butterfat  content 
of  producer  milk; 

<3'  The  minimum  rate  or  rates  at 
which  payment  to  the  producer  is  re- 
quired pursuant  to  the  order; 

(4»  The  rate  which  is  used  in  making 
the  payment,  if  such  rate  is  other  than 
the  applicable  minimum  rate: 

i5»  The  amount  or  the  rate  per  hun- 
dredweight and  nature  of  each  deduc- 
tion claimed  by  the  handler;  and 

i6'  The  net  amount  of  payment  to 
such  producer  or  cooperative  association. 

§  10.18.71       llultrrrHt  difTrrrnlial   to  pro- 
dtH'epi*. 

The  uniform  prices  pursuant  to 
U  1038  62  and  1038.63  shall  be  increased 
or  decrea.sed  for  each  one-tenth  of  one 
percent  that  the  butterfat  content  of 
such  milk  is  above  or  below  3.5  percent. 
resp>ectively,  at  the  rate  determined  by 
multiplying  the  pounds  of  butterfat  in 
producer  milk  allocated  to  Class  I  and 
Class  II  milk  pursuant  to  5  1038.48  by 
the  respective  butterfat  differential  for 
each  dlass,  dividing  the  sum  of  such 
values  by  the  total  pounds  of  such  but- 
terfat, and  rounding  the  resultant  figure 
to  the  nearest  one-tenth  cent. 

§  1038.72      l.ocalion  difTrrentialA  to  pro- 
durer<t. 

The  uniform  price  pursuant  to  9  1038.- 
62  and  the  uniform  price  for  base  milk 
pursuant  to  9  1038  63  for  producer  milk 
received  at  a  pool  plant  115  miles  or 
more  from  the  Chicago  City  Hall  shall 
be  decreased  two  cents  for  each  15  miles 
or  fraction  thereof  that  such  plant  is 
more  than  100  miles  from  the  Chicago 
City  Hall,  as  determined  by  the  market 
administrator:  ProiHded.  That  the  dif- 
ferential pursuant  to  this  section  shall 
not  be  more  than  12  cents. 


§  1038.73      Produrrr-aet 

The  market  administrator 
tain  a  separate  fund  known  u 
ducer-settlement   fund"  into 
shall  deposit  all  pasrments 
fund  and  out  of  which  he  shaQ 
payments  from  such  fund     _ 
99  1038  64.  1038.74.  1038.75  and 

Provided.  That  the  market      

shall  offset  the  payment  due  toa 
against  payments  due  from  such 

§  10.38.71      Puyments    to    the 
•«ettlptiient    fund. 

On  or  before  the  15th  day  anm] 
end  of  each  month  each  handle  ^ 
pay    to    the   market   admlniatni^ 
amount  by  which  the  obligatfoa 
ant  to  S  1038.70  of  such  handler  L 
ducer  milk  received  during  tht 
is  less  than  the  value  of  such 
milk  pursuant  to  9  1038.60. 

§  1038.75      Paymrntu  from  Ac  | 
M-lllrmenl    fund. 

On  or  before  the  16th  day  aflKJ 
end  of  each  month  the  market  i 
trator   shall    pay   to   each 
amount  by   which   the  obllgatla^ 
suant  to  §  1038.70.  of  such  " 
producer  milk  received  durli^  tbtl 
exceeds  the  value  of  such 
pursuant  to  ;  1038.60:  Provided,' 
the  balance  in  the  producer- 
fund  is  insufncient  to  make  all  i 
pursuant  to  this  section,  the 
ministrator  shall  reduce  unifora^i 
payments  and  shall  complete 
ments  as  soon  as  the  necessary  j 
come  available. 

§  1038.76      AdjuHlmrnt  of 

( a )  Whenever  verification  by  Uwi 
ket  administrator  of  reports  or  ] 
of  any  handler  discloses  erron  i 
in  money  due  <  1  >   the  market 
trator  from  such  handler,  (2) 
dler  from  the  market 
1 3  >  any  producer  or  cooperattva  I 
tion    from    such    handler.   tt» 
administrator  shall  promptly  i 
handler  of  any  amount  so  doe 
ment   thereof  shall  be  made  net 
than  the  date  for  making 
following  such  disclosure. 

( b )  Any  unpaid  obligatioos  of  a  I 
dler  shall  be  Increased  one-half : 
on  the  first  day  of  the  month 
lowing  the  due  date  of  such 
and  on  the  first  day  of  each  monttl 
after  until  such  obligation  is  paH., 

§  1038.77      Marketing  servHM. 

<ai    Except  as  set  forth  in 
( b)  of  this  section,  each  handler  111 
ing  payments  to  each  producer  l 
to    9  1038.70    shall   deduct  5 
hundredweight  or  such  leaser  i 
the  Secretary  may  prescribe  wlUli 
to  producer  milk  received  by 
dler   (except  such  handler's 
production )  during  the  month.  ( 
pay  such  deductions  to  the 
ministrator  not  later  than  the 
after  the  end  of  the  month, 
shall  be  used  by  the  market 
tor  to  verify  or  establish 
pies,  and  tests  of  producer  nill^ 
provide  producers  with  martat^ 
tion.    Such  services  shall  be 
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,,»  to  part  by  the  market  ad- 
w  by  an  agent  engaged  by 
-^l^tohlm. 

^taTease  of  producers  for  'wnom 

gssociation  is  performing. 

^aod  by  thf  Secretary,  the  serv- 

.1^^  to  paragraph  (a)  of  thla 

'Si  Handler  shaU  make,  in  lieu 

SSoeticms  specified  in  paragraph 

^i  section,  such  deductions  as 

gtai  by  such  producers  and,  on 

^iTlSth  day  after  the  end  of 

L^K  pay  over  such  deductions  to 

Mg^n  rendering  such  services. 

_L7I    Exp«n»*  °^  adminislraUon. 

m  pro  rata  share  of  the  expense 
fSlSnlstration  of  the  order,  each 
AaH  pay  to  the  market  ad- 
J^  or  before  the  15th  day 
►  end  of  each  month  4  cents  per 
L^^dwelght  or  such  lesser  amount 
^SSEflMtetary  may  prescribe  with  re- 
fS7teikiin  milk  and  butterfat  con- 
[gd  in  (»)  producer  milk  (including 
i^^ — -  0,^  farm  production),  (b) 
e  milk  at  a  pool  plant  which 
to  Class  I  milk  pursuant  to 
Ka)  (8)  and  (4)  and  the  cor- 
steps  in   §  1038.46(b),   and 
at  a  fluid  milk  plant  which 
^      I  plant  of  Grade  A  milk  from 
riKiners  on  which  no  administra- 
BBse  assessment  is  being  paid 
n^  to  another  order  Issued  pur- 
[to  tlie  Act:  Provided,  That  If  the 
r  of  such  nonpool  plant  elects 

.|i«wm#nt.  to  the  producer-settle- 

lSFSh'  pursuant  to  §  1038.64(a) ,  the 
I  oC  administration  pursuant  to 
t  — ■nJ*^  Shall  be  applicable  only  to 
'IfehBdhtdweight  of  skim  milk  and  but- 
'  which  payment  to  the  pro- 

Oesient  fund  is  due  pursuant 

^ilMpvaBraph.  .     | 

;  ||MJ9    Termination  of  obliKatioiu. 

•ill  inriilons  of  this  section  shall 
il^  ti  any  obligation  under  this  part 
Mtpmaent  of  money. 
■M  Ite  obligation  of  any  handler  to 
MMy  nouired  to  be  paid  under  the 
j«(  tkli  part  shall,  except  as  pro- 
lyl paragraphs  (b)  and  (c)  of  this 
tomilnate  two  years  after  the 
_j  of  the  calendar  month  during 
Itti  BUU'ket  administrator  receives 
[ilklMltar's  utilization  report  on  the 
:  tavolTed  in  such  obligation  unless 
\  mth  two-year  period  the  market 
Mrator  notifies   the   handler   in 
I  that  such  money  is  due  and  pay- 
STlee  of  such  notice  shaU  be 
opon  mailing  to  the  handler's 

m  address,  and  it  shall  contain, 

Niind  not  be  limited  to,  the  fol- 
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to  make  available  to  the  mailcet  adminis- 
trator or  his  representatives  aH  books 
and  records  reqiUred  by  this  part  to  be 
made  available,  the  market  adlmnistra- 
tor  may,  within  the  two-year  period 
provided  for  in  paragraph  (a)  of  this 
section,  notify  the  handler  in  writing  of 
such  failure  or  refusal.  If  the  market 
administrator  so  notifies  a  handler,  the 
said  two-year  period,  with  respect  to 
such  obligation,  shall  not  begin  to  run 
until  the  first  day  of  the  calendar  month 
following  the  month  during  which  all 
such  books  and  records  pertaining  to 
such  obligation  are  made  available  to 
the  market  administrator  or  his  rep- 
resentatives. 

(c)  Notwithstanding  the  provisions  of 
paragraphs  (a)  and  (b)  of  this  section, 
a  handler's  obligation  under  this  part  to 
pay  money  shall  not  be  terminated  with 
respect  to  any  transaction  involving 
fraud  or  willful  concealment  of  a  fact, 
material  to  the  obligation,  on  the  part 
of  the  handler  against  whom  the  obliga- 
tion is  sought  to  be  imposed. 

(b)  Any  obligation  on  the  part  of  the 
market  administrator  to  pay  a  handler 
any  money  which  such  handler  claims  to 
be  due  him  under  the  terms  of  this  part 
shall  termijiate  two  years  after  the  end 
of  the  calendar  month  during  which  the 
milk  involved  in  the  claim  was  received 
if  an  underpajrment  is  claimed,  or  two 
years  after  the  end  of  the  calendar 
month  during  which  the  payment  (in- 
cluding deduction  or  set  off  by  the  mar- 
ket administrator)  was  made  by  the  han- 
dler if  a  refund  on  such  payment  is 
claimed,  unless  such  handler,  within  the 
applicable  period  of  time,  files  pursuant 
to  section  8c  (15)  (A)  of  the  Act,  a  peti- 
tion claiming  such  money. 


Detikmination  of  Base 


•mount  of  the  obligation: 

months    during   Which   the 

vtth  respect  to  which  the  obllga- 

rirts,  was  received  or  hemdled ;  and 

V  the  obligation  is  'payable  to  one 

iroducers  or  to  an  association 

the  name  of  such  producers 

I  of  producers,  or  if  the  ob- 

li  payable  to  the  market  ad- 
',  the  account  for  which  it  Is 

l^^  Ba  handler  fails  or  refuses,  with 
~     kloaay  obligation  under  this  part. 


§  1038.80     Base. 

"Base"  for  each  producer  shall  be  de- 
termined by  the  market  administrator 
and  shall  be  the  amoimt  obtained  by 
dividing  the  total  pounds  of  producer 
milk  received  from  such  producer  at  all 
pool  plants  durbig  the  months  of  Sep- 
tember through  November  immediately 
preceding  by  the  number  of   days  on 
which  such  mUk  is  received  from  such 
producer:  Provided.  That  for  the  purpose 
of  computing  the  base  of  a  producer 
pursuant  to  this  section,  the  number  of 
days  included  In  his  producer  milk  de- 
liveries shall  be  the  niunber  of  days  of 
production  of  producer  milk  and  the  de- 
liveries of  any  dairy  farmer  during  the 
preceding  September  through  November 
to  a  nonpool  plant  that  is  a  pool  plant 
in  any  of  the  months  of  March  through 
June  shall  be  considered  producer  milk 
received    at    a    pool    plant:    Provided 
further.  That  if  no  milk  is  received  from 
a  producer  at  a  pool  plant  during  the 
montha  of  September  through  November 
or  If  milk  is  received  on  less  than  60  days 
during  such  months,  the  base  of  such 
producer  shall  be  his  average  daily  de- 
liveries of  producer  milk  for  each  ot  the 
PKH^tJia  of  March  through  June  multi- 
pUed  by  60  paxent  in  March,  55  percent 
in  AiHil  and  50  percent  bi  May  and  June: 
ilnd  provided  further.  That  any  producer 
for  whom  a  base  has  been  estabhshed 
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purs\nnt  to  this  seetton  based  <m  de- 
liveries of  60  or  sore  dasrs  during  the 
preceding  months  of  S^;>tember  through 
November  may,  in  lieu  thereof,>by  noti- 
fying ttie  market  administrator  jprtor  to 
March  1,  be  accorded  a  baae  vraiputed 
pursuant  to  the  immediat^y  preceding 
proviso  of  this  section. 

§  1038.81     Base  roles. 

The  following  rules  shall  apply  in  cwi- 
nection  with  the  establishment  of  bases: 

(a)  A  base  shall  be  held  in  the  name 
of  the  producer  and  may  be"transferred 
only  at  his  option; 

(b)  The  milk  to  which  the  transferred 
base  shall  i^ply  must  be  produced  on 
the  same  fcum  frcxn  which  eaelb.  base 
was  earned  and  the  transferee  must 
notify  the  market  administrator  In  writ- 
ing on  or  before  the  last  day  of  the 
month  that  such  base  is  to  be  transferred 
indicating  the  name  of  the  transferee, 
the  amoimt  of  base  transferred,  and  the 
effective  date  of  the  transfer;  and  In  ttie 
event  of  a  producer's  death  his  base  mar 
be  so  transferred  upon  written  noHee  to 
the  market  administrator  from  any 
member  of  the  producer's  Immpdlatd 
family; 

(c)  Where  two  or  more  producers  de- 
liver mUk  from  the  same  fann.  the 
market  administrator  shall  compute  one 
base  for  each  such  farm,  vliidb  base 
shall  be  held  jointly  in  the  names  of  the 
producers,  and  dining  March  through 
June,  each  producer  having  an  Interest 
in  a  jointly  held  base  shall  share  ttie  base 
during  each  delivery  period  In  the  same 
proportion  as  he  shares  in  themlDc  de- 
liveries in  such  delivery  period:  Provided, 
That  if  the  producers  have  earned  bases 
separately,  one  or  more  of  which  was 
earned  on  ano'Bher  farm,  each  producer 
may  retain  his  Individual  base  tf  appli- 
cation is  made  in  writing  to  the  market 
administrator  postmarked  not  later  thaa 
the  last  day  of  the  first  month  during 
which  the  base  is  to  apply; 

(d)  When   two    or    more    producers 
holding  a  joint  base  cease  delivering  milk 
from  the  same  farm,  the  base  may  be 
divided  among  tJie  producers  having  an 
Interest  In  such  base  by  notiflcatton  in 
writing   to   the  maiicet   admtadiftrator 
postmarked  not  later  than  the  1m*  day 
of  the  numth  during  which  the  dMston 
is  to  be  effective,  such  notiflcatioa  to 
specify  the  terms  of  division  of  base  yd 
bearing  the  signature  of  all  interested 
producers:  Provided,  That  in  the  evmt 
producers    do   not    notify   the   market 
administrator  of  their  agreed  terras  of 
division  of  base  by  letter  postmaiiced  not 
later  than  the  last  day  of  the  month 
during  which  the  division  is  effective,  the 
market  administrator  shall  dlvkie  the 
base  among  the  producers  in  the  same 
ratio  as  they  ^xared  in  the  milk  delivatea 
during  the  base-making  period,  or  if  tlie 
base  is  held  in  Uie  name  <rf  a  partner- 
ship, it  shall  be  divided  equally  aneoff 
the  interested  producers;  and 

(e)  Subject  to  the  provisions  set  forth 
in  paragraphs  (a)  and  (b)  of  this  aeo- 
tion,  a  producer  who  discontinues  siii|>- 
ping  Twiifc  to  a  pool  plant  during  S^iitem- 
ber  througli  November  may  transfer  to 
another  producer  credit  for  mflk  de- 
liveries for  bcuse-making  puxpoees. 
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BrncTivi  Tna.  Sxtspknsioh  ok 

TmOMATIOH 

§  103&90     EffectiTe  tiine. 

The  provisions  ai  this  part,  or  any 
amendments  to  this  part,  shall  become 
effective  at  such  time  as  the  Secretary 
may  declare  and  shall  continue  in  force 
until  suspended  or  terminated. 

§  1038.91      SospenaioB  or  terminjition. 

The  Secretary  shall  suspend  or  termi- 
nate any  (»-  all  of  the  provisions  of  this 
part  whenever  he  finds  that  it  obstructs 
or  does  not  tend  to  effectuate  the  de- 
clared policy  of  the  Act.  This  part  shall. 
in  any  event,  terminate  whenever  the 
provisions  of  the  Act  authorizing  it  cease 
to  be  in  effect. 

S  10SS.92      Continninc    power    and    dutjr 
of  the  market  atliiuiustralor. 

(a)  If.  upon  the  suspension  or  termi- 
nation of  any  or  all  of  the  provisions  of 
ptu  jiart.  there  are  any  obligations 
arising  hereunder,  the  final  ftccrual  or 
Mcertalxmient  of  which  requires  further 
acts  by  any  handler,  by  the  market 
administrator,  or  by  any  other  person, 
the  power  and  duty  to  perform  such  fur- 
ther acts  shall  continue  notwithstanding 
such  suspension  or  terminaticm :  Pro- 
vided. That  any  such  acts  required  to  be 
perf(H-med  by  the  market  administrator 
shall,  if  the  Secretary  so  directs  be  per- 
formed by  such  other  person,  persons  or 
agency  as  the  Secretary  may  designate. 

(b)  The  market  administrator  or  such 
other  person  as  the  Secretary  may  desig- 
nate Shan  (1>  continue  in  such  capacity 
until  discharged  by  the  Secretary;  (2) 
from  tirnmt  to  Ume  accoimt  for  all  receipts 
and  disbursraaents  and  deliver  all  funds 
or  property  on  hand  together  with  the 
books  *»M<  records  of  the  market  admin- 
istrator, or  such  person,  to  such  person 
as  the  Secretary  shall  direct:  and 

(3)  If  so  directed  by  the  Secretary 
execute  such  assignment  or  other  instru- 
ments necessary  or  appropriate  to  vest 
In  such  person  full  title  to  all  funds. 
property  and  claims  vested  In  the  market 
administrator  or  such  person  pursuant 
thereto. 

§  103S.93     Lkpiidation  after  nispension 
or  temunatioa. 

Upon  the  suspension  or  termination 
of  any  or  all  provisions  of  this  part  the 
market  administrator,  or  such  person 
as  the  Secretary  may  designate  shall.  If 
so  directed  by  the  Secretary.  Uq\iidate 
the  business  of  the  market  administra- 
tor's office  and  dispose  of  all  funds  and 
property  then  in  his  possession  or  under 
his  control  together  with  claims  for  any 
funds  which  are  unpaid  or  owing  at  the 
time  of  such  suspension  or  termination. 
Any  funds  collected  pursuant  to  the  pro- 
visions of  this  part,  over  and  above  the 
amoimts  necessary  to  meet  outstanding 
obligations  and  the  expenses  necessarily 
incurred  by  the  mai^et  administrator 
or  such  person  in  llqxiidating  such  funds, 
shall  be  distributed  to  the  contributing 
handlers  and  producers  in  an  equitable 
manner. 

MiscsiXAincovs  Provisions 

§  1038.100     Separability  of  provisions. 

If  any  provision  of  this  part,  or  its  ap- 
plication to  any  person  or  circiunstanees. 
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is  held  invalid,  the  application  of  such 
provision,  and  of  the  remaining  provi- 
sions of  this  part,  to  other  persons  or 
circumstances  shall  not  be  affected 
thereby. 

§  1038.101      Asenui. 

The  Secretary  may.  by  designation  in 
writing,  name  any  oflBcer  or  employee 
of  the  United  States  to  act  as  his  agent 
or  representative  in  connection  with  any 
of  the  provisions  of  this  part. 

Signed  at  Washington.  DC.  on  Feb- 
ruary  15,   1962. 

Prank  J.  Welch, 
Assistant  Secretary. 


I  P  R      tX)C 


62   1752:    Piled.    Feb.    20.    1962. 
8  50  am  I 


[  7   CFR    Parts    1044,    1045  1 

I  Docket  No«   A0299^  A2  and  AO-334-A3 1 

MILK  IN  MICHIGAN  UPPER  PENIN- 
SULA AND  NORTHEASTERN  WIS- 
CONSIN MARKETING  AREAS 

Notice  of  Extension  of  Timo  for  Filing 
Exceptions  to  Recommended  Deci- 
sion on  Proposed  Amendments 
to  Tentative  Marketing  Agreements 
and  Orders 

Pursuant  to  the  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937.  as  amended  (7  U.S.C.  801  et 
seq.  > .  and  the  applicable  rules  of  prac- 
tice and  procedure  governing  the  for- 
mulation of  marketing  agreements  and 
marketing  orders  (7  CFR  Part  900) .  no- 
tice is  hereby  given  that  the  time  for 
filing  exceptions  to  the  recommended 
decision  with  respect  to  the  proposed 
amendments  to  the  tentative  marketing 
agreements  and  to  the  orders  regulating 
the  handling  of  milk  in  the  Michigan 
Upper  Peninsula  and  Northeastern  Wis- 
consin marketing  areas  which  was  Issued 
February  7.  1962  (27  P.R.  1280) ,  is  hereby 
extended  to  March  15.  1962. 

Signed  at  Washington.  D.C.,  on  Feb- 
ruary 16.  1962. 

James  T.  Ralph, 
Assistant  Secretary. 

|FR     Doc     62  1751;     Piled.    Feb.    20.    1962; 
8:50  ajn.l 


[7  CFR    Parts    1046,    1095  1 

(Docket   Noe    AO-123-A24.  AO-30e-A2| 

MILK  IN  LOUISVILLE-LEXINGTON, 
KENTUCKY,  AND  OHIO  VALLEY 
MARKETING  AREAS 

Decision  on  Proposed  Amendments 
to  Tentative  Marketing  Agreements 
and  Orders 

Pursuant  to  the  provisions  of  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937,  as  amended  (7  US.C.  601  et  seq.). 
and  the  applicable  rules  of  practice  and 
procedure  governing  the  formulation  of 
marketing  agreements  and  marketing 
orders  <7  CPU  Part  900) ,  a  public  hear- 
ing was  held  at  Louisville,  Kentucky,  on 
September  18-27,  1961.  pursuant  to  no- 
tice thereof  issued  on  August  25.  1961 
(26Pil.  8105). 


Upon  the  basis  of  the 
duced   at   the  hearing  »n^ 
thereof,  the  Assistant 

States   Department  of 

January  31.  1962  (27  FA.  lOU^ 
62-1170)    filed  with- the  Hiaiir 
United  States  E>epartment  fl| 
ture.  his  recommended  decWoo 
ing  notice  of  the  opportunity  to  1 
ten  exceptions  thereto. 

The  material  issues  on  tht 
the   hearing   relate  to: 

1.  Consolidation    of    the 
Lexington   order  and  the 
order  into  one  order. 

2    Marketing  area. 

3.  Provisions  of  the 
with  respect  to: 

I  a  I   Milk  to  be  pooled  and 

ib>  Classification    and 
milk; 

(c>   Class  prices: 

(d>   Payments  on  unpriced 
posed  of  in  the  marketing  anal 
pool  plants; 

( e )  Payments  to  produoen;  i 

(f)  Administrative  and 
provisions. 

Findings   and   conclusion*.    TtB.4 
lowing  findings  and  rnnrhMk—  i 
material  issues  are  based 
presented  at  the  hearing  andtttl 
thereof : 

1.  Consolidation  of  ordert. 
95    (new  number)    which 
handling  of  milk  in  the 
ington  marketing  area  and  (Mvl 
(new  number)  which  regulate  I 
dling  of  milk  in  the  Ohio  Valkr  j 
ing  area  should  be  consoUdatid  I 
order  to  be  designated  as  C 

Kyana   Milk   Producers,  Xna, 
operative   association 
proximately    3,300    member 
proposed  that  the  handling  ol 
the    present    Louisville-LeilntI 
Ohio  Valley  marketing  arMt  li 
lated  under  one  consolidated  ( 
association  represents  nearly 
producers  who  supply  the 
dlers  in  both  markets  with  tiM  < 
of  producers  recently  shifted  taip( 
other    Federal    order    maikil  I^J 
Louisville-Lexington    market, 
approximately     3,300    menba 
2.300  are  associated  with  the  i 
Lexington  market  while  the 
members  are  associated  with 
Valley  market. 

The  merger  on  May  1, 1961.  cfj 
operative  associations  in  the 
Lexington  and  Ohio  Valley 
one  association  under  the  nanMifl 
Milk  Producers  has  made  this  I 
the  responsible  marketing 
but  a  small  portion  of  the 
ducer  milk  supplies  in  the  two : 
The  association  directs  the 
producer  milk  from  farms  to : 
assumes  the  responsibility  for  < 
handlers  with  their  day-to-dayl 
requirements. '  The  assodatka 
ranges  for  the  disposition  of  thai 
milk  of  both  markets.    The  ] 
of  these  marketing  functkno  li  i 
itated  by  the  operation  of  a  ] 
at  Louisville  which  serves 
zation  plant.    Milk  accumuIaM  ( 
plant  is  either  moved  to  handlM 
in  response  to  their  varytaf  ■! 
or  is  moved  to  manufacturing 


,,  February  21,  1962 


FEDERAL  REGISTER 


>    M.  «p€i»Brttive    asaociation    d«dr« 
I  -?%rSo  orders  be  consoUdated  so 

^•■f'mwiner  which  is  efficient  to 
•  to  the  needs  of  the  marketB 
Zid  which  is  equitable  to  its 
*Sriw-nherahlp.  The  achievement 
•SlSE^JS  would  be  taciUUted  If 
'^UitetBiierved  are  under  a  single 
••"fiction.  In  order  to  gain  effl- 
*^  toWSndling  of  milk  flexiblli^ 
of   milk   among  plants 


•"If'JJthe   cooperative   association 
•iSu  IM  desirable. 
'^      lit  of  milk  between  plants  un- 


'£!Tg(Mnte  orders  presents  dassi- 
i  Sd  allocation  problems  which 
not  be  present  with  regard  to 
mm  of  milk  between  plants  under 
S^iait  order.  For  example,  priority 
JliZnto  producer  milk  in  the  alloca- 
5i7ciJ»  I  milk  under  each  order. 
1^--  Biilk  received  at  a  pool  plant  from 
rS  wgulated  under  another  order  Is 
TSrl  Mcondary  sUtus  with  respect  to 
^^Bt  to  Class  I  milk.  Moreover. 
IB  nculatlon  may  inhibit  to  some 
the  shifting  of  producers  between 
under  the  different  orders.  A 
A  excess  plan  Is  used  in  the  Ohio 
-  (Kder  and  a  take-out  and  pay- 
'  MSiooal  Incentive  plan  is  used  to 
I^QBliVllle-Lexington  order.  These 
te  leasonAl  plans  between  the  two 
alM  tend  to  hinder  shifts  of  pro- 
lietween  the  markets.  All  these 
m  would  be  eliminated  to  a 
„^__  Older  and  they  wovUd  facili- 
(toe  markeUng  problems  of  the  co- 
Ive  sMOciation. 

,  distribution  systems  of  the  han- 
ondcr  the  two  orders  overlap  both 
the  two  markettog  areas  and  to 
iated  areas.  Milk  distribution 
originating  from  LouisviUe-Lex- 
order  plants  extend  over  a  large 
at  of  the  Ohio  Valley  marketing  area. 
t  thwf  circumstances  it  is  desir- 
tbst  all  of  the  handlers  under  the 
Biden  be  imder  a  single  regulation 
will  provide  one  pricing  arrange- 
■■t  Under  the  separate  orders  difler- 
■k  ctaMlfleation  systems,  different  class 
ptoM  and  different  utilizations  of  milk 
IMS  malted  to  price  disparities  between 
fei  two  markets.  A  stogie  pricing  sys- 
In  mder  cue  order  is  therefore  desir- 
Mi  for  pricing  milk  throughout  the  en- 
VneoDSolidated  area. 

lb  aeeomplish  the  merger  effectively 
■I  most  equitably,  the  assets  to  the 
WMy  of  the  market  administrator  to 
iMDlstratlve  and  producer-settlement 
Intiander  the  Ohio  Valley  order  should 
ll  Bcried  with  assets  in  similar  funds 
Wdtt  the  Louisville-Lexington  order. 
lar  liabilities  of  such  funds  of  the  to- 
iMdaal  orders  should  be  paid  from  the 
Mv  funds  so  created .  To  distribute  such 
Rndi  under  one  order  to  producers  and 
IJMdlnn  under  that  order  would  unduly 
tstfen  the  producers  and  handlers  now 
iWdated  by  the  other  order.  To  dls- 
e  the  funds  under  both  orders  and 
accumulate  the  necessary  reserves 
entail  considerable  administrative 
for  no  good  purpose. 
1.  Marketing  area.  The  markettog 
at  the  consolidated  order  should 
all  of  the  territory  withto  the 


markettog  areas  of  the  present  Louis- 
vlUe-Iieztogton  and  Ohio  Valley  orders 
plus  the  addlt>4>»*i  counties  of  Etoox, 
Daviess.  Martto.  Orange  and  Washing- 
ton to  tlse  State  of  Indiana  and  the  coun- 
ties of  Meroer.  Boyle  and  Oarrard  to  the 
State  of  Kentucky.  This  territory  may 
appropriately  be  designated  as  the 
"Loulsville-Lextogton-Evansvllle  mar- 
keting area." 

The  markettog  area  of  the  Louisville- 
Lextogton  order  now  includes  three 
counties  to  Indiana  and  twenty  counties 
to  the  north  central  part  of  Kentucky. 
The  marketing  area  of  the  present  Ohio 
Valley  order  adjoins  the  western  boimd- 
ary  of  the  Louisville-Lexington  market- 
ing area  and  includes  ntoe  Indiana  coun- 
ties and  eleven  Kentuclor  counties. 

In  conformity  with  the  conclusion  of 
this  decision  that  the  Louisville-Lexing- 
tcm  and  Ohio  Valley  orders  should  be 
consolidated,  an  of  the  territory  now 
included  to  the  marketing  areas  of  these 
two  orders  should  be  included  in  the 
markettog  area  of  the  consolidated  order. 
Besides  the  proposal  by  Kyana  Milk 
Producers  to  combtoe  the  marketing 
areas  of  the  two  orders,  various  proposals 
were  made  to  add  certato  other  areas 
either  to  the  individual  marketing  areas 
or  to  the  oombtoed  area.  In  Indiana, 
Sullivan.  Oreene,  Knox,  Daviess,  Martto. 
Lawrence.  Orange,  and  Washington 
Counties  were  proposed  as  part  of  the 
consolidated  marketing  area.  Of  these 
counties,  Knox  and  Daviess  were  also 
proposed  as  a  part  of  the  Ohio  Valley 
marketing  area.  In  Kentucky,  Todd  and 
Logan  Counties  were  proposed  to  be 
added  to  the  Ohio  Valley  marketing  area 
and  Mercer.  Boyle,  and  Garrard  Cotmties 
were  proposed  to  be  added  to  the  Louis- 
ville-Lexington marketing  area.  Dele- 
tion of  Montgomery  Covmty,  Kentucky, 
from  the  Louisville-Lexington  marketing 
area  was  also  proposed. 

Of  the  eight  Indiana  counties  proposed 
to  be  included  to  the  consolidated  mar- 
keting area.  Orange  and  Washington 
were  proposed  by  a  handler  operating  a 
pool  plant  under  the  Ohio  Valley  order. 
These  two  coimties,  and  the  other  six 
previously  named,  were  also  proposed 
by  the  operator  of  a  nonpool  plant  at 
Vincennes.  Indiana.  This  plant  ordi- 
narily disposes  of  more  than  20  percent 
of  its  fluid  disposition  on  routes  to  the 
Ohio  Valley  marketing  area.  It  also  has 
disposition  to  the  marketing  areas 
regulated  by  the  Louisville-Lexington 
and  the  Suburban  St.  Louis  orders. 
Under  the  pool  plant  standards  recom- 
mended hereto  this  plant  would  be  fully 
regulated  as  a  pool  plant. 

Extension  of  regulation  to  the  five 
Indiana  coimties  of  Knox.  Daviess, 
Martin,  Orange,  and  Washington  would 
bring  under  full  regulation  as  pool  plants 
two  other  plants  at  Vincennes  to  Knox 
County,  a  plant  at  Loogootee  in  Martto 
County,  and  a  plant  at  Salem  in  Wash- 
ington County.  By  tocluding  these  five 
counties  to  the  area,  most  of  the  sales 
made  by  each  of  these  plants  would  be 
inside  the  marketing  area.  Nearly  one- 
half  of  the  sales  from  the  Vtocennes 
plant  operated  by  the  proponent  wo\ild 
be  to  the  marketing  area  hereto  pro- 
posed. 
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There  Is  only  a  small  quantity  of  milk 
sold  to  this  6-county  area  bgr  a  plant 
which  may  not  qualify  as  a  pool  plant. 
That  plant,  located  at  Robinson.  IBinoliL 
accounts  for  minor  percentages  of  sates 
to  these  five  counties. 

The  proposed  extendon  of  regula- 
tion  Is  necessary  to  provide  for  orderly 
marketing  of  milk  to  such  areas  ttarootfi 
application  of  class  prices  to  be  paid  by 
handlers  disposing  of  milk  to  such  areas 
and  a  imif oim  system  of  aoeounttog  for 
milk,  including  pooling  with  other  fOSy 
regulated  handlers. 

Handlers  not  subject  to  regulation  who 
distribute  milk  to  these  counties  paj 
farmers  prices  approximating  order 
blend  prices  irrespective  of  actual  use 
of  milk.  Proponents  complained  tlMrib 
because  of  unregulated  oonipetitoirs' 
ability  to  piuchase  milk  for  Class  I  use 
at  a  price  equal  to  ordo:  blend  prices, 
proponents  are  at  a  disadvantage  to 
supplying  fluid  outlets  to  these  counties. 
Unregulated  plants  to  these  areas  do 
not  carry  a  full  year-round  supidy  of 
milk,  but  depend  on  supplemental  re- 
ceipts from  other  plants,  and  thus  are 
able  to  matotato  a  high  level  of  ClSM 
I  utilization  while  nevertheless  paylns 
farmers  a  price  equal  only  to  blmd  prices 
under  nearby  orders. 

Handlers  presently  regulated  by  the 
Ohio  Valley  or  Louisville-Lexington  or- 
ders and  the  Vtocennes  plant  which 
would  be  regulated  under  the  pooltog 
requirements  of  this  propoaeA  order  have 
the  following  percentages  of  total  fhikl 
milk  product  sales  to  each  ot  these  coun- 
ties: Knox  43,  Daviess  56.  Martto  60. 
Orange  69,  and  Washington,  more  than 
60.  In  Knox  County  another  5  peroeirt 
of  total  sales  are  made  by  a  handler  regu- 
lated under  the  Indianapolis  order. 

Lawrence.  Oreene,  and  Sullivan  Coun- 
ties to  Indiana  should  not  be  included 
to  the  marketing  area. 

A  handler  located  at  Seymour  to  Jack- 
son Coimty  has  about  18  percent  of  its 
sales  to  Lawrence  County  through  a 
distribution  outlet  at  Bedford  and  has 
mtoor  sales  to  Washington  and  Orange 
Counties.     This  plant's  distribution  to 
Lawrence  County  accounts  for  about  40 
percent  of  the  sales  to  the  county.    A 
plant  at  Bloomington,  Indiana,  has  dis- 
tribution to  Lawrence  County  estimated 
to  be  about  30  percent  of  the  total,  and 
has  distribution  to  Oreene  County  esti- 
mated to  be  40  percent  of  the  total.  Dis- 
tribution to  Oreene  and  Lawrence  Coun- 
ties*   by    the    plant    at    Bloomington 
represents  about  22  percoit  of  its  Ihdd 
sales.    While  these  plants  at  Seymour 
and  Bloomington  would  be  fifUy  regu- 
lated If  Greene  and  Lawrence  Countiea 
were  tocluded  to  the  markettog  area, 
the  major  part  of  their  fluid  dispoaUion 
would  be  outside  of  territory  how  regu- 
lated or  proposed  to  be  regulated.   Such 
disposition   would   be   substantially   to 
competition  with  plants  which  would  not 
be  regulated  under  the  proposed  order. 
It  is  concluded  that  these  two  counties 
should  not  be  tocluded  to  the  market- 
ing area. 

With  respect  to  Sullivan  County,  the 
data  provided  by  proponent  reveal  some 
toconsistencies  which  prevent  a  definite 
conclusion  as  to  the  merits  of  the  pro- 
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poaal.  It  la  clear,  howerer.  that  some 
of  the  fluid  (Ustribatton  In  SuIUvan 
County  Is  by  plants  not  now  regulated 
tmder  any  Federal  order,  nor  Is  It  ex- 
pected that  they  would  qualify  as  pool 
plants  If  Sulllyan  County  were  Included 
In  the  proposed  marketing  arecL 

Boyle.  Mercer,  and  Oarrard  Counties 
In  Kentucky  should  be  included  in  the 
marketing  area  to  be  regtilated  by  the 
order.  The  Ihild  distribution  In  these 
counties  by  five  plants  which  maintain 
a  high  Class  I  utilization  while  neverthe- 
less paying  farmers  a  price  equal  only 
to  an  order  blend  price  constitutes  a 
competitive  advantage  which  Is  dlsrup- 
tlve  to  the  orderly  marketing  of  milk 
In  these  areas.  The  extension  of  the 
regulation  in  these  three  Kentucky 
counties  Is  expected  to  include  as  fully 
regulated  plants  all  plants  now  disposing 
of  tniik  in  these  counties.  Distribution 
outside  of  the  territory  here  adopted  for 
the  marketing  area  by  plants  which 
would  be  brought  under  regulation  by 
this  extension  is  very  largely  in  competi- 
tion only  with  plants  which  would  be 
subject  to  Federal  order  regulation.  The 
application  of  class  pricing  and  uniform 
accounting  for  milk  under  a  system  of 
market  pooling  will  establish  orderly 
marketing  conditions  in  these  three 
counties. 

In  Boyle  County,  Kentucky,  about  half 
of  the  fluid  sales  are  by  regulated  han- 
dlers. A  small  percentage  of  this  dis- 
tribution Is  regulated  under  the  Cincin- 
nati Federal  order,  and  most  of  it  under 
the  Lo\iisville-Lexington  order.  Another 
25  percent  of  the  sales  are  by  a  plant  at 
Somerset  partially  regulated  under  the 
Louisville-Lexington  order  by  virtue  of 
sales  in  presently  regulated  territory. 
These  sales,  and  disposition  by  a  pres- 
ently unregulated  plant  located  in  the 
coimty  at  Danville,  account  for  most  of 
the  fluid  disposition  In  the  county. 

In  Mercer  County.  Kentucky,  more 
than  70  percent  of  the  fluid  milk  dispo- 
sition is  by  plants  now  regulated  under 
the  Louisville-Lexington  order.  About 
7  percent  of  the  sales  are  by  a  plant  at 
CampbeUsville.  Kentucky,  which  Is  par- 
tially regxUated  under  tlie  order  by  virtue 
of  sales  in  presently  regulated  territory. 
The  remainder  of  the  milk  distribution 
In  the  county  Is  by  an  unregulated  plant 
located  in  the  coimty  at  Harrodsburg. 

In  Garrard  County.  Kentucky,  about 
65  percent  of  the  fluid  milk  distribution 
Is  by  handlers  presently  regulated  under 
the  Louisville-Lexington  order.  About 
10  percent  of  the  distribution  in  the 
county  is  by  the  plant  at  Somerset  par- 
tially regulated  by  virtue  of  its  sales  In 
the  area  presently  regulated  by  the 
order.  The  remainder  of  the  sales  are 
by  an  unregulated  plant  located  in  the 
county  at  Lancaster. 

This  three-county  area  thus  is  served 
preponderantly  by  handlers  presently 
regulated.  Effectiveness  of  the  regula- 
tion in  fulfilling  the  purpose  of  estab- 
lishing orderly  marketing  conditions  will 
be  Improved  by  Inclusion  of  this  terri- 
tory In  the  marketing  area. 

A  proposal  made  to  delete  Montgomery 
County.  Kentucky,  from  the  marketing 
area  should  not  be  adopted.  This  pro- 
posal was  made  by  a  handler  whose  pool 
plant  Is  located  at  Morehead.  Kentucky, 
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and  whose  sales  in  the  area  represent 
about  10-12  percent  of  his  Grade  A  re- 
ceipts. Approximately  45  percent  of  the 
fluid  sales  in  the  county  are  from  this 
plant. .  About  14  percent  of  the  distribu- 
tion In  the  county  is  out  of  a  plant  regu- 
lated under  the  Cincinnati  order  and  the 
remainder  is  by  plants  regulated  under 
the  Loulsvllle-Lexlngton  order. 

The  proposed  deletion  was  requested 
to  enable  the  proponent  to  pay  a  higher 
price  to  his  own  dairy  farmer  suppliers 
rather  than  make  payments  Into  the 
producer-settlement  fund.  However.  If 
Montgomery  County  were  deleted  from 
the  marketing  area  the  handler  would 
become  unregulated  and  would  not  be 
required  to  pay  the  minimum  prices  es- 
tablished by  the  order.  Nevertheless,  all 
of  the  other  handlers  selling  in  the 
county  would  continue  to  be  regulated 
by  virtue  of  their  sales  In  other  counties 
within  the  marketing  area.  Although 
such  handlers  account  for  more  than 
one-half  of  the  total  distribution  In  the 
county,  they  would  then  be  In  competi- 
tion there  with  a  plant  not  required  to 
pay  minimum  prices  for  milk. 

Todd  and  Logan  Counties.  Kentucky, 
should  not  be  Included  In  the  marketing 
area  of  the  proposed  order.  In  Logan 
County,  all  fluid  distribution  is  by  fed- 
erally regulated  plants,  but  more  of  the 
disposition  is  by  Nashville  order  plants 
than  by  plants  under  the  Loulsvllle-Lex- 
lngton and  Ohio  Valley  orders.  The  evi- 
dence with  respect  to  Todd  County  shows 
considerable  disparity  in  the  testimony 
of  witnesses  as  to  the  share  of  the  fluid 
disposition  regulated  under  the  Louls- 
vllle-Lexlngton. Ohio  Valley,  Nashville 
and  Paducah  orders.  None  of  the  sales 
In  Todd  County  are  by  unregulated 
plants.  The  evidence  is  not  sufficient 
to  conclude  whether  these  counties 
should  be  included  in  the  marketing  area 
of  the  proposed  order.  Inasmuch  as  all 
milk  sold  In  these  counties  Is  sold  by 
regulated  plants,  the  problem  of  orderly 
marketing  Is  not  acute. 

3.  Provisions  of  the  consolidated  order. 
Many  of  the  provisloris  of  the  Louisville- 
Lexington  and  Ohio  Valley  orders  which 
have  been  found  to  be  appropriate  for 
regulating  the  handling  of  milk  In  these 
markets  are  similar  and  therefore  ap- 
propriate for  regulating  the  handling  of 
milk  in  the  proposed  marketing  area. 
The  provisions  in  which  there  are  sub- 
stantive differences  in  the  two  orders  or 
those  for  which  changes  are  considered 
are  discussed  below. 

(a)  Milk  to  be  pooled  and  priced.  The 
determination  of  the  milk  to  be  pooled 
and  priced  under  the  consolidated  order 
may  be  facilitated  by  defining  the  several 
types  of  milk  and  milk  products  and 
those  persons  and  facilities  associated 
with  the  handling  of  such  milk  and  milk 
products.  For  purposes  of  the  consoli- 
dated order,  delinitlons  similar  to  those 
contained  in  the  LouisvlUe-Lexington 
order  will  be  suitable  In  most  cases. 

A  producer  should  be  defined  as  a  per- 
son who  produces  milk  on  a  dairy  farm 
which  Is  approved  by  a  duly  constituted 
health  authority  for  the  production  of 
milk  for  fluid  disposition,  which  milk  Is 
received  at  a  pool  plant,  or  by  a  coopera- 
tive association,  or  is  diverted  as  de- 
scribed in  subsequent  findings.     Health 


authority   approval  would       _ 
proval  of  milk  by  the  authocfly 
minister  the  regulations 
quality  of  milk  acceptable  to 
the  United  States  Govemment'Hr 
consumption  in  Its  Institutloos 
located  In  the  marketing  area, 
posed  exclusion  of  dairy  fanH 
permit  Is  temporary  or  on  an 
basis  is  not  adopted.    It  was  aol 
that  such -approvals  constitute  a 
In  this  market.    A  producer's 
with  the  market  should  be 
by  receipt  of  his  milk  at  a  pool 
the  Instance  of  bulk  tank  milk 
a  cooperative  association  Is  a 
the  cooperative  Is  the  first 
ceiving  such  milk.   Accordingly, 
"producer"  Is  Intended  to 
dairy  farmers  whose  milk  is 
a  cooperative  association  as  a 
other  handlers'  pool  plants. 

Marketing  conditions 
handling  of  reserve  milk  by 
from  producers'  farms  to  nonpool 
This  Is  often  the  more  economiaiii^ 
od  of  moving  the  milk  rather  ilHMi 
sembllng  It  first  at  a  pool  plaat^S 
has  no  need  for  the  milk  and  thflin^ 
ing  It  to  a  nonpool  niiiniifiK  liiilimhn 
In  the  Interest  of  assuring  an 
stable  supply  for  the  fluid 
stable  market  for  producers,  a  ^ 
farmer  should  retain  his  prodUMTIIili 
during  reasonable  periods  while  Vkw^ 
is  diverted  to  a  nonpool  plant. 

The  Louisville-Lexington  ordv  tlm 
unlimited  diversion  of  producer  ■&% 
a  cooperative  association.  DlwriM^ 
other  handlers  is  allowed,  but  itkt 
limitation  with  respect  to  each  fntm 
that  his  milk  shall  not  be  dlvartilk 
more  than  one-half  of  the  ooa^vii 
days  In  any  of  the  months  of  <Miht 
November.  January,  smd  February.  M 
concluded  that  the  same  type  of  4tm 
slon  allowance  should  apply  in  ttlMl 
of  all  handlers  Including 
associations. 

Producers  argued  in  their 
that  no  restriction  apply  to 
producer  milk  by  a  cooperative 
tlon  operating  a  pool  plant  siMi 
association  assumes  the  burdsa  «C 
dling  reserve  milk  for  the 
record  does  not  substantiate  the 
such  a  provision,  but  a  more 
version  provision  would  tend  to 
the  problem  of  handling 
Accordingly,  the  number  of  daia  lli^ 
version  allowed  in  each  of  the 
October.  November.  January,  and 
ary  should  be  increased  to  22 
days    In    the    case    of    eve 
delivery). 

In  view  of  the  provision  UmI  a  i^ 
operative  association  may  be  tilt 
dler  on  bulk  tank  milk  and  tbs 
the  supply  for  the  market  Is  laigrtv 
members  of  the  cooperative 
which  requested  such  provlskak 
slon  between  pool  plants,  now 
for  In  both   orders,  will  no 
necessary. 

So  as  to  provide  proper 
Ing  and  accountability  for  milk  _ -^^ 
to  nonpool  plants,  such  milk  0m9 
deemed  to  be  received  at  the 
as  i>art  of  the  plant  receipts  If 
by  the  operator  of  the  plant.   Xtt 
diversions  to  nonpool  plants  IV 
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„_,  -— oclation.  the  location  of  re- 

•SfSute  deemed  to  be  the  locaUon 
5g,n3ant  from  which  diverted. 
*AiLnd]er  should  be  defined  as  a  per- 
^IJK^perates  a  city   plant  or   a 
■•jToUnt.    Also,  a  cooperative  asso- 
22m  iould  be  a  handler  with  respect 
•JSttBff  milk  diverted  by  it  to  nonpool 
!LvItaAcooperatlve  association  should 
CMni  to  act  as  the  handler  also 
ZArMct  to  milk  of  its  producer  mem- 
2!r3hE  it  picked  up  in  bulk  at  the 
E  tartank  trucks  owned  by,  operated 
Sr^  mder  contract  to  such  association 
SddflUrered  in  such  trucks  (or  In  trucks 
!Suriy  under  the  control  of  the  asso- 
Sw  into  which  the  milk  may  be  re- 
in^\  to  pool  plants  of  other  handlers. 
mStMect  to  the  Ohio  VaUey  market. 
tJnjLg-  and  conclusions  have  already 
S^made  on  this  record  to  adopt  such 
^Llglon  in  a  decision  issued  Novem- 
bar  21.  IMI  (26  F.R.  11079) .   Because  of 
£  giBillarlty  of  considerations  with  re- 
aeet  to  the  proposed  new  -marketing 
«gi,  repetition  of  such  findings  and  con- 
-lyi«M  Is  unnecessary  in  this  instance. 
■  ibB  lame  provision  should  be  adopted  In 
the  eoosolidated  order. 

lbs  term  "producer -handler"  should 
be  dcOned  as  presently  in  the  Ohio  Val- 
ky  order.  This  is  a  more  specific  deflni- 
So  t***"  that  contained  in  the  Louls- 
vQle-LBzlngton  order  in  that  It  requires 
ttw  producer-handler  to  provide  proof 
to  the  market  administrator  that  the 
,,pCTt^nn  is  his  personal  enterprise  and 


The  terms  "city  plant"  and  "coimtry 
pkat"  in  the  LouisvlUe-Lexington  order 
doidy  correspond  to  the  two  types  of 
••fluid  milk  plant"  in  the  Ohio  Valley 
Older.  The  first  type  of  fluid  milk  plant 
to  the  Ohio  Valley  order  disposes  of 
"Orade  A"  fiuid  milk  products  on  routes 
In  the  marketing  area,  and  the  second 
type  is  a  plant  which  supplies  the  first 
tipe  of  plant,  or  is  approved  to  do  so. 
The  terms  "city  plant"  and  "country 
pISDt"  in  the  consolidated  order  will 
lene  to  define  plants  performing  such 
fUDetlODs,  but  these  definitions  are  not 
bBdleatiTe  of  whether  the  plants  meet 
order  requirements  which  would  subject 
them  to  full  regulation. 

Pool  plant  provisions  similar  to  those 
Of  tiM  Louisville -Lexington  order  should 
be  adopted  for  the  consolidated  order, 
■oWeet  to  some  modifications.  With  the 
opsaded  marketing  area  adopted  here- 
in, the  smaller  percentage  requirement 
(10  percent  of  receipts  from  dairy  farm- 
en,  oooperatlve  associations  and  coun- 
try plants  rather  than  the  25  percent 
reqolred  in  the  Ohio  Valley  order)  of 
dtrtrlbution  in  the  marketing  area  for 
pool  plant  qualification  Is  suitable  for 
in  plants  likely  to  be  associated  with 
the  market.  Another  basis  for  quallflca- 
ttOB  should  be  added,  however,  whereby 
i  plant  distributing  an  average  of  13,500 
poands  or  more  of  Class  X  milk  per  day 
In  the  marketing  area  would  become 
folly  regulated,  even  though  this  amount 
wpreienta  less  than  10  percent  of  the 
twelpts  previously  mentioned.  Under 
Ibe  proTlslons  of  the  present  orders,  a 
>liat  with  a  large  volume  of  Class  I 
^■teon  could  acquire  a  large  percentage 
•(  ttie  total  Class  I  distribution  In  the 
area  without  becoming  sub- 
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Ject  to  fun  regulation.  Any  plant  which 
distributes  within  the  marketing  area 
a  Tfdume  of  Class  I  milk  equal  to  one 
percent  or  more  of  the  total  Class  I  milk 
in  the  market  Is  an  Important  competl- 
tiye  factor,  however,  and  should  be  sub- 
ject to  full  regulation,  even  though  this 
voluBie  represents  less  than  10  percent 
of  its  total  Class  I  business. 

The  total  Class  I  disposition  in  the 
two  marketing  areas  by  all  pool  plants 
regulated  by  the  Louisville-Lexington 
and  Ohio  Valley  orders  plus  the  sales  of 
nonpool  plants  In  these  areas  averages 
approxlnuUely  1,350,000  pounds  per  day. 
The  order,  therefore,  should  provide  for 
full  jregulation  of  any  plant  whose  dis- 
tribution of  Class  I  milk  in  the  market- 
ing  area  amounts  to  an  average  of 
IZfiOO  potmds  or  more  per  day.  Use  of 
the  fixed  figure  rather  than  1  percent  of 
the  total  Class  I  sales  will  afford  plants 
an  opportunity-  to  know  beforehand 
whether  they  will  be  subject  to  regula- 
tion and  will  permit  them  to  adjust  their 
business  accordingly.  A  constant  figure 
will  also  tend  to  avoid  the  shifting  in 
and  out  of  the  pool  of  plants  whose  dis- 
tribution in  the  area  might  be  fairly 
constant  but  might  become  more  or  less 
than  one  percent  as  total  Class  I  milk 
In  the  pool  varies. 

"Hie  requirements  for  country  plants 
should  be  increased  for  the  months  of 
October  through  March  to  require  that 
50  percent  of  the  receipts  in  the  month 
from  approved  dairy  farmers  and  from 
cooperative  associations  are  delivered  to 
city  plants.  No  country  plants  now 
qualify  as  pool  plants  for  the  Louisville- 
Lexlngton  market  on  the  basis  of  the 
present  10  percent  shipping  require- 
ments, nor  are  there  any  pool  country 
plants  qualified  imder  the  Ohio  Valley 
order  where  a  50  percent  requirement  is 
•  contained  in  the  present  order.  The  50 
percent  requirement  will  guarantee  a 
fuller  association  of  a  covmtry  plant  with 
the  market  if  it  is  to  be  pooled,  and  is 
appropriate  in  view  of  the  adequacy  of 
supply  r^resented  by  present  producer 
sources  of  milk.  In  the  months  of  April 
through  September,  a  coimtry  plant 
should  qualify  on  the  basis  of  either  its 
prior  qualification  in  all  of  the  preced- 
ing months  of  October  through  March 
or  on  the  basis  of  shipment  of  40  percent 
of  its  receipts  to  city  plants. 

Provision  should  be  made  for  pool 
status  of  a  country  plant  operated  by  a 
cooperative  association  if  two-thirds  of 
the  milk  of  its  members  approved  by 
health  authorities  to  supply  milk  which 
may  be  disposed  of  as  Orade  A  milk  is 
delivered  from  farms  to  pool  plants  of 
other  handlers  or  Is  transferred  from  the 
association's  plant  to  such  pool  plants. 

A  i!ri»«tiar  provision  is  now  contained 
in  the  Louisville-Lexington  order,  requir- 
ing, however,  that  75  percent  of  member 
Tw»fc  be  mpplied  to  other  pool  plants. 
"Die  current  provision  also  qualifies  the 
cooperative  association  plant  In  any 
month  of  Bfarch  through  September  if 
it  had  qualified  as  a  pool  plant  on  the 
percentage  basis  in  each  of  the  preced- 
ing months  of  October  through  February. 
The  plant  of  the  cooperative  associa- 
tion has  served  as  an  equalization  supply 
pUmt  for  the  entire  Loulsvllle-Lexlng- 
ton market.    In  view  of  the  extension 
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of  membership  of  the  association  to  tbe 
Ohio  Valley  maritet.  the  aasodatlon 
stated  that  the  plant  would  perform  the 
same  fimction  in  the  consolidated  mar- 
keting area. 

With  the  prevalence  of  bulk  milk  tanks 
on  farms  In  these  markets,  mutdi  of 
the  milk  supply  of  processing  plants 
moves  in  bulk  form  directly  from  farms 
to  such  plants.     Changes  in  daily  re- 
quirements of  processing  plants  may  be 
met    by    the    cooperative    asaoclattoin 
through  rearrangement  of  the  bulk  tank 
movement  of  milk  from  farms  to  plants. 
Under  these  circumstances  the  most  ef- 
ficient movement  of  milk  by  the  assoda^ 
tion,  in  its  role  of  supplying  milk  proc- 
essing plants,  does  not  require  ttiat  more 
than  a  small  part  of  the  milk  move 
through    the    association's    plant.    Fur 
this  reason  it  is  not  practical  for  the 
association  plant  |  to   qualify  for  pod 
status  on  the  baiis  of  shipments  from 
the  plant  to  other  pool  plants.    Never- 
theless, the  plant  ft  essential  to  the  serv- 
ice provided  by  the  association  in  meeting 
daily  requirements  of  the  handlers.   Be- 
sides serving  as  a  standby  plant  from 
which  milk  may  be  transferred  to  pool 
plants,  it  also  serves  as  an  assonbly  plant 
for  milk  In  excess  of  other  handlenf 
needs.    Such  n^lk  constitutes  part  of  the. 
reserve  supply  of  the  market  which  must 
be  disposed  of  primarily  for  use  in  man- 
ufactured dairy  products  which  may  in- 
volve shipment  to  nonpool  plants.   Other 
reserve  milk  has  been  disposed  of  by 
the  cooperative  association  by  diversion 
from  producers'  farm  to  noiuxxtl  plants 
for  manufacturing. 

As  the  authorized  agent  to  maricet  the 
milk  of  its  members,  who  constitute  90 
percent  or  more  of  the  producers  in  the 
combined  market,  E:yana  Milk  Producov 
bears  the  burden  of  disposing  of  the  re- 
serve milk  in  the  manner  described.    Be- 
cause of  the  essential  part  this  plant 
plays  in  such  reserve  handling  opera- 
tions,  it   is   necessary   that   producers 
maintain   their   producer   status   when 
their  milk  must  be  moved  to  this  idant. 
It  is  desirable,  however,  that  a  standard 
of  performance  be  provided  to  assure 
that  such  a  plant  is  substantially  as- 
sociated with  the  market.    The  require- 
ment with  respect  to  deliveries  of  mem- 
ber milk  to  pool  plants  provides  such  a 
standard.     In  view   of  the  volume  of 
reserve  milk  to  be  handled,  the  require- . 
ment  that  two-thirds  of  the  member 
milk  be  delivered  to  other  pool  plwits 
should  be  substituted  for  the  present 
75  percent  requirement  in  the  Loulsville- 
Lexii^rt»n  order.   The  plant  may  qualify 
for  pool  status  on  this  basis  in  any 
month.  In  the  months  of  March  through 
September  pool  status  should  contlntie 
to  be  allowed  on  the  basis  of  prior  pool 
status  in  each  of  the  months  of  October 
through  February. 

Because  of  the  closeness  of  other  mar- 
keting areas  aiul  overlapping  of  distri- 
bution of  handlers  under  these  and 
other  orders,  provision  should  be  made 
for  a  method  to  determine  under  which 
order  a  plant  should  be  regulated  If  it 
qualifies  under  more  than  one  order. 
The  Loulsvllle-Lexlngton  order  now 
provides  that  such  a  plant  shall  not  be 
a  pool  plant  if  it  qualifies  under  another 
order  unless  the  plant  has  disposed  ci  a 


^ quantity  of  milk  In  the  LoxUs- 

TfOv-ZiBXlnftan  mmrketlng  are*  and  to 
pool  plants  under  this  order  than  In  the 
^fijr^ny  area  under  the  other  order 
during  eaeh  of  the  preceding  three 
fftwnttMi  and  does  also  In  the  ciurent 
month  A  similar  provision  Is  contained 
in  the  Ohio  Valley  order.  This  provi- 
sion should  be  adopted  in  the  consoli- 
dated order. 

Plants  so  determined  to  be  subject  to 
another  order  while  disposing  of  milk 
In  this  market  should  be  required  to  f.le 
such  reports  as  the  market  administra- 
tor may  require  and  to  allow  verification 
of  such  reports.  Any  exception  to  the 
described  rule  of  determination  should 
be  based  on  a  special  determination  by 
the  Secretary  for  the  particiUar  plant. 

•^Producer  milk"  is  a  term  defined  as 
^«k  received  by  handlers  from  produc- 
ers In  the  manner  described  in  the  pre- 
ceding flryjtpg*  with  respect  to  "pro- 
ducer". In  the  case  of  any  tank  truck 
loads  of  milk  which  are  split  between 
plants  and  for  which  a  cooperative  as- 
sociation Is  not  the  handler,  the  entire 
load  shall  be  deemed  to  have  been  re- 
ceived at  the  first  pool  plant  at  which 
wiiUr  It  withdrawn  from  the  tank  truck 
unless  a  different  arrangement  is  agreed 
upon  by  the  operators  of  the  plants. 

The  definition  of  the  term  "fluid  milk 
product"  Is  convenient  for  establishing 
the  definition  of  Class  I  milk  and  other 
terms  In  the  order.  Because  of  the  re- 
lationship of  this  term  to  the  Class  I 
ywiik  deflz^tion.  discussion  of  the  fluid 
milk  product  definition  Is  covered  under 
the  flTid<«g«  and  conclusions  with  re- 
spect to  clasaiflcation. 

A  definition  of  "other  source  milk" 
may  be  adopted  similar  to  that  in  the 
Ohio  Valley  order,  which  differs  from 
that  in  the  Louisville- Lexington  order 
only  in  that  It  specifically  excludes  be- 
ginning Inventory.  Bulk  tank  milk  re- 
ceived from  a  cooperative  association 
for  which  It  is  the  handler  should  also 
be  excluded.  This  term  serves  to  de- 
■erlbe  a  type  of  milk  receipt  other  than 
producer  milk,  milk  from  pool  plants  or 
a  cooperative  association  in  Its  capacity 
as  a  pool  handler,  and  beginning  Inven- 
tory of  "fluid  milk  products".  It  should 
Include  receipts  of  products  other  than 
"fluid  milk  products",  Including  those 
produced  at  the  plant,  which  are  re- 
processed, or  converted  to  another  prod- 
uct in  the  plant  during  the  month. 

The  definitions  of  "Chicago  butter 
price"  and  "nonfat  dry  milk  price"  are 
adopted  from  the  Ohio  Valley  order. 

(b)  CUusiflcation  and  allocation  of 
milk.  Class  I  milk  should  be  defined  as 
all  skim  milk  and  butterfat  dl«?osed  of 
as  any  fluid  milk  product  or  which  Is  not 
aecotmted  for  as  Class  n  milk.  Por  this 
purpose  the  deflnition  of  "fluid  milk 
product"  should  mean  milk,  skim  milk, 
buttermilk,  flavored  milk,  milk  drinks 
(plain  or  flavored),  reconstituted  milk 
or  skim  milk,  fortlfled  milk  or  skim  milk 
(including  "diet"  foods),  cream  (sweet 
or  sour) .  half  and  half,  or  any  mixture 
in  fluid  form  of  milk  or  skim  milk  and 
cream  (except  Ice  cream  mix.  frozen 
desMTt  mix,  evaporated  milk,  condensed 
milk,  aerated  cream  products,  eggnog, 
and  cultured  sour  mixtures  not  labeled 
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as  Orade  A)  which  are  neither  sterilized 
nor  packaged  in  hermetically  sealed  con- 
tainers. 

Class  I  milk  thus  defined  includes  an 
fluid  products  which  health  authorities 
in  the  marketing  area  generally  require 
to  be  made  from  milk  from  locally  in- 
spected sources. 

Reconstituted  milk  and  skim  milk  dis- 
position should  be  considered  as  Class  I 
milk  utilization.  The  state  of  Kentucky 
requires  that  nonfat  dry  milk  used  in 
fluid  products  be  of  "Orade  A"  quality. 
These  products  comp>ete  for  the  same 
Class  I  milk  sales  as  do  fresh  whole 
milk  or  skim  milk,  and  If  made  from 
other  source  milk,  could  displace  pro* 
ducer  milk  which  is  available  for  the 
same  purpose.  It  Is  necessary,  therefore, 
that  such  products  be  accounted  for  as 
Class  I  milk  and  In  a  quantity  which  in- 
cludes the  normal  quantity  of  water  orig- 
inally associated  with  the  nonfat  milk 
solids.  This  type  of  accounting  Is  neces- 
sary to  return  to  producers  a  value  com- 
mensurate with  the  CHass  I  utilization 
of  the  handler. 

Fortified  fluid  milk  drinks,  similarly, 
should  be  Class  I  milk  to  the  extent  of 
the  weight  of  an  equal  volume  of  milk, 
skim  milk  or  cream  of  the  same  butter- 
fat  content.  To  this  extent,  such  fortl- 
fled products  compete  with  whole  fluid 
milk,  skim  milk  and  cream  in  the  fluid 
market  and  tend  to  displace  producer 
milk  from  Class  I  uses  if  not  properly 
accounted  for  as  Class  I  milk. 

To  maintain  proper  accounting  for 
such  Items,  the  nonfat  milk  solids  added 
to  such  fortlfled  Items  should  be  con- 
verted to  their  fluid  skim  milk  equiva- 
lent. The  total  quantity  of  product  so 
calculated,  which  would  Include  the  nor- 
mal quantity  of  water  originally  associ- 
ated with  the  nonfat  milk  solids,  less  the 
quantity  classified  as  Class  I  milk,  would 
be  accounted  for  as  Class  n  milk. 
Proper  accountlnp  for  all  uses  of  skim 
milk  and  butterfat  similarly  requires 
that  If  any  of  the  water  contained  In  the 
milk  from  which  a  product  is  made  Is 
removed,  the  pounds  of  skim  milk  used 
or  disposed  of  in  such  product  shall  be 
considered  to  be  an  amount  equivalent 
to  the  nonfat  milk  solids  contained  in 
such  product  plus  all  of  the  water  origi- 
nally associated  with  such  solids. 

Several  handler  proposals  would  call 
for  the  lowest  classlflcatlon  to  apply  to 
milkshake  mixes  containing  15  percent 
or  more  of  total  milk  solids  and  dietary 
fluid  milk  products. 

Milk  shake  mixes,  as  described,  are 
similar  In  nature  and  use  to  frozen  des- 
sert mixes,  and  thus  would  take  the  lower 
classlflcatlon. 

Fluid  "diet"  milk  products  are  a  form 
of  a  low-fat  milk  drink  fortlfled  with 
added  nonfat  milk  solids.  Sweetening 
and  flavoring  ingredients  are  also  added. 
The  product  Is  prepared  by  adding  the 
nonfat  milk  solids  and  flavoring  in- 
gredients to  fresh  fluid  milk  or  skim 
milk.  Such  fluid  diet  milk  products 
thus  are  essentially  fortlfled  milk  drinks 
which  compete  with  other  fluid  milk 
product  disposition.  Although  standards 
of  Identity  have  not  been  established  by 
health  authorities  with  respect  to  "diet" 
milk  products.  Orade  A  milk  is  used  In 
the  preparation  of  the  diet  products.    It 


Is  to  be  presimied  under  the 
stances  of  preparation  of  the 
described  by  proponents  that  Uicy 
and  depend  on  the  supply  ot  ttwtk 
of  Orade  A  quality  to  provide  tht  jS 
part  of  the  product. 

It  was  proposed  by  Kyana  Ifift  f|^ 
ducers  that  the  consolidated  order  ^m 
only  two  classes  of  utilization,  ^w 
kinds  of  utilization  now  InehMM^ 
Class  n  and  Class  in  In  the  Loaln~ 
Lexington  order  would  be  comUasd 
one  class  resulting  in  a  (Tlass  n 
deflnition  similar  to  that  which 
In  the  Ohio  Valley  order.  A  slnglejil» 
accordingly,  would  be  establli^edfarM 
reserve  milk  under  the  consolldatid  ir> 
der.  Handler  proposals  with  reqieet|| 
classlflcatlon  of  certain  specialty  ttgn 
under  a  three-class  system  are  la|»> 
preted  as  not  being  opposed  to  a  titb 
class   system. 

It  is  concluded  that  a  two-daa  m. 
tern  should  be  adopted  for  the  eoonl. 
dated  order.  This  system  will  tod  % 
provide  better  marketing  opportmnii 
for  reserve  milk.  The  single  prlee  fti 
all  reserve  milk  will  tend  to 
handlers  to  use  the  reserve  producer 
In  the  higher-valued  uses.  It  may 
handlers  to  use  greater  quantities  oC  sn> 
ducer  milk  for  cottage  cheese  and  ki 
cream,  now  priced  at  the  higher  daaS 
price  under  the  Louisville-Lexington  ON 
der.  With  respect  to  Ice  cream  (Sipoil* 
tlon  in  the  marketing  area,  handtanli 
a  large  degree  now  depend  on  noopoi 
sources  for  their  supply  of  this  protat 
A  health  requirement  of  Orade  A  wtk 
for  the  manufacture  of  cottage 
applies  only  in  Louisville,  and. 
ingly,  cottage  cheese  from  other 
may  be  distributed  in  all  other  partiif 
the  marketing  area. 

Class  II  milk  should  be  deflned  to  lft> 
elude  all  skim  milk  and  butterfat  imI 
to  produce  products  not  included  in  Cha 
I  milk.  Products  speciflcally  exempM 
from  the  Class  I  deflnition  such  as  kl 
cream  mix,  frozen  dessert  mix,  enp^ 
rated  milk,  and  condensed  milk  would  ll 
Class  II  milk.  Other  manufactured  dak| 
products  which  would  be  Oass  n  mdkfeh 
elude  cottage  cheese,  arvy  other  type  rf 
cheese,  butter,  dry  milk  and  nonfat  4g 
milk.  Frozen  cream  is  generally  a  stonil 
item  Intended  for  use  in  ice  cream,  bttttn; 
or  other  nonfluld  use.  and  Is  propertf  I 
Class  n  disposition.  The  proposed  tiO» 
class  system  would  place  eggnof  Ol 
aerated  cream  products  In  Class  XL  Qd* 
tured  sour  mixtures  which  Include  cbMN 
and  nondairy  food  materials  are  001* 
monly  referred  to  as  a  "dip"  spedlBl 
and  are  not  distributed  as  a  OradI  A 
product.  Skim  milk  and  butterfat 
In  these  products  should  be  Class  IZ 
If  not  distributed  under  a  Orade  A 1 

Class  II  milk  would  Include  fluid  prod* 
uct  disposition  for  livestock  feed  til 
skim  milk  dumped  upon  prior  natM 
as  prescribed  by  the  market  admluli* 
trator.  This  is  merely  a  continuanOi  cC 
the  lowest  classlflcatlon  under  botb  or> 
ders  which  now  applies  to  such 
tlon.  also  included  would  be  fluki 
products  disposed  of  in  bulk  to 
candy  or  soup  manufacturers,  and 
commercial  establishments  which  del 
dispose  of  any  of  such  bulk  recelpti 
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ifc.  ten  of  fluid  milk  producU.  Theee 
zl  2Samy  uses  for  which  manuf ao- 
zLAvm  products  may  be  used,  al- 
2Si.  dSspoeltlon  from  pool  planto  to 
^^itabllahments  may  be  moet  eon- 
Si^Sy  made  in  fluid  milk  product 
ISr  Such  a  classification  provlaian  it 
ISTflontalned  in  the  LoulsvUle-Lextot- 
STwder  Ending  inventories  of  fluid 
Zi^oducts  should  also  be  classtfled 
Z^Jm  n  milk  for  accounting  purposes. 
!!vMtories  of  fiuid  milk  products  would 
te  subject  to  reclassification  In  the  aub- 
M«ent  month  in  the  manner  now  pro- 
SITin  the  Ohio  Valley  order. 

Botterf  at  and  skim  mUk  used  to  pro- 
*Mt  Class  n  products  should  be  oon- 
^^ed  to  be  classified  when  so  uaed. 
Sodlers  wiU  need  to  maintain  stock 
Mjords  on  such  products,  however,  to 
MBit  audit  of  their  utilization  records 
w  the  market  administrator.  Class  n 
nroduets  from  any  source  used  In  the 
jBTOduction  of  any  product.  Including 
!n>ducts  in  Class  I  milk,  should  be  oon- 
.  iiidered  to  be  a  receipt  of  other  source 
nOk.  This  will  maintain  priority  of 
galgnment  of  current  receipts  of  pro- 
*ioer  milk  to  Class  I  utilization. 

Ijou  of  skim  milk  and  butterfat  in 
giant  operations  is  commonly  referred  to 
tT^iant  shrinkage".  It  is  also  ordinary 
opertence  in  the  case  of  farm  bulk  tank 
milk  that  there  is  some  handling  loes 
between  the  aggregate  of  amounts  of 
Bilk  measured  at  the  farms  from  whldi 
«  tank  truckload  is  obtained  and  the 
qnentity  of  milk  delivered  to  a  plant. 
BInoe  there  must  be  complete  accounting 
for  all  milk  received  from  producers.  It  Is 
Bsesssary  that  all  shrinkage  be  ac- 
eounted  for  as  a  classified  use.  Shrink- 
tge  should  be  classified  in  the  lowest 
daa  as  is  presently  done  under  the 
Louisville-Lexington  and  Ohio  Valley 
onlen.  Such  classification,  in  conjunc- 
tion with  reasonable  limits,  provides  an 
equitable  accounting  procedure  for 
handlers. 

A  maximum  total  shrinkage  allowance 
In  Class  n  of  2  percent  will  be  reasonable 
la  relation  to  ordinary  operating  ef- 
ficiency. This  total  allowance  would  be 
made  up  of  0.5  percent  with  respect  to 
milk  received  from  producers  and  trans- 
ferred to  other  handlers,  plus  1.6  per- 
cent with  respect  to  milk  so  received  but 
not  transferred.  The  1.5  percent  would 
ftlM  apply  to  bulk  receipts  which  are 
transfers  from  other  pool  plants  or  bulk 
tank  milk  received  from  a  cooperative  aa- 
•oelation.  No  shrinkage  allowance  would 
apply  to  milk  diverted  to  nonpool  plants. 
Any  shrUikage  in  excess  of  these  allow- 
ances should  be  classified  as  Class  I 
milk.  These  limitations  on  shrinkage 
•nd  the  attendant  method  of  claaslflea- 
tkm  are  necessary  to  protect  the  elas- 
ilfleation  system  from  the  effects  of 
Inadequate  records  and  Inefllelent  han- 
dUng  of  milk.  These  considerations  do 
not  require  that  similar  limitations  apply 
to  receipts  of  other  source  milk. 

The  shrinkage  allowances  as  described 
would  provide  a  0.5  percent  allowance  to 
a  cooperative  association  with  respect  to 
bout  tenk  milk  for  which  it  Is  the  han- 
dler making  delivery  of  such  milk  to  pool 
plants.  This  allowance  would  apply  in 
ths  absence  of  notification  by  the  pool 
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idant  operator  to  the  market  administra- 
tor thai  be  la  porchaalng  such  bulk  tank 
miifc  from  the  cooperative  association 
on. the  baato  of  farm  weights  and  teats. 
If  the  pool  plant  operator  elects  to  pay 
on  fam  weights  and  tests,  the  entire  2 
percent  shrinkage  allowance  would  be 
available  to  him  with  respect  to  such 
milk. 

Proration  of  total  shrinkage  between 
pool  milk  and  other  source  milk  received 
at  a  pool  plant  should  refiect  tiie  vary- 
ing shrinkage  limits  Just  described  which 
may  apply  to  pool  milk.  Otherwise,  a 
dlspropiMlIonate  share  of  the  total 
shrinkage  could  be  assigned  to  pool  milk. 
This  situation  may  be  acconunodated  by 
prorating  the  total  shrinkage  between 
the  w^«^Tnllw^  pounds  of  pool  milk 
shrinkage  allowable  divided  by  0.02  and 
the  total  pounds  of  other  source  milk. 
Each  handler  must  be  held  responsible 
for  a  full  accounting  of  all  his  receipts 
of  »fc<»"  milk  or  butterfat  in  any  form. 
A  handler  who  first  receives  milk  from 
dairy  farmers  should  be  responsible  for 
establishing  the  classification  of,  and 
ffi^Mng  pa3rment  for.  such  milk.  Fixing 
reapimslbilities  in  this  manner  is  neces- 
sary to  effectively  administer  the  provi- 
sions of  the  order. 

Except  for  the  limited  quantities  of 
shrinkage  that  may  be  classified  in  Class 
n,  all  ff^**"  milk  and  butterfat  for  which 
the  handler  cannot  establish  utilization 
should  be  classified  as  Class  I  milk.  This 
inoYlakm  Is  necessary  to  remove  any  ad- 
vantage that  might  accrue  to  handlers 
who  fall  to  keep  complete  and  accurate 
records  and  to  assure  that  dairy  farmers 
receive  payment  for  their  milk  on  the 
basis  of  its  use.  Accordingly,  the  burden 
of  proof  should  be  on  the  handler  to 
establish  the  utilization  of  any  milk  as 
other  than  Class  I. 

The  two  present  orders  apply  special 
clas^cation  provisions  to  fiuid  milk 
products  transferred  and  diverted  in 
bulk  form  from  pool  plants  to  other 
plants.  The  transfer  provisions  of  the 
two  orders  are  in  many  respects  similar, 
allowing  for  the  three-class  system  in 
the  Louisville-Lexington  order  as  op- 
posed to  the  two-class  system  in  the  Ohio 
Valley  order.  The  provisions  of  the  Ohio 
Valley  order  with  respect  to  classifica- 
tion of  such  movements  of  milk  to  other 
pool  plants  or  to  nonpool  plants  are 
adopted  as  modified  by  the  amendment 
effective  December  1.  1961  (26  P.R. 
11284) ,  based  on  the  record  of  this  hear- 
ing, and  with  exceptions  as  noted  herein. 
Theee  provisions  establish  rules  for  as- 
slgiunent  of  transferred  fiuid  milk  prod- 
ucts to  utilization  in  the  transferee  plant. 
The  amendment  referred  to  provides 
spedflc  rules  for  milk  for  which  a  co- 
operative association  is  the  handler  and 
which  milk  is  delivered  from  producers' 
farms  to  a  handler's  pool  plant  in  tank 
trucks. 

Under  the  order  proposed  herein,  the 
reference  points  with  respect  to  dis- 
tance of  shipments  to  nonpool  plants 
should  be  LouisviUe,  Kentucky,  and 
Xvansvllle.  Indiana.  Nonpool  plants 
located  within  250  miles  of  these  two 
cities  will  provide  sufficient  outiets  for 
reeenre  milk  not  needed  by  pool  plants, 
and  such  distance  will  appropriately  limit 
imposition  of  expense  upon  the  market 


administrator  for  travel  and 
tton  of  use  of  milk  at  such  1 
Transfers  of  milk,  skim  mUk,  or 
in  bulk  from  pool  plants  to  n    _ 
plants  within  such  dlitanoe  wmdd  be 
Class  I  or  Class  II  acemrdlnf  to 
forth  In  the  attached  .     . 
which  are  vor  similar  to  the  transfer 
provisions  in  the  present  ^lio  VaOiir 
order.    Transfers  beyond  this  dlstaaoe 
would  be  Class  I.  milk.    Kiesptkm  ia 
made,  however,  with  respect  to  the  clas- 
sification of  certain  skim  milk  and  but- 
terfat which  Is  transferred  from  a^pooi 
plant  to  a  nonpool  plant  whkdi  dtwpnewl 
of  cream  for  Class  n  use  to  a  second  oen- 
pool  plant.    Since  this  Involves  disposi- 
tion by  the  first  nonpool  plant  rather 
than  use  in  the  nonpool  plant,  a  spednl 
provision  for  classlflcatimi  was  raqoerted. 
The  second  transfer  described  by-  pra- 
ponent  would  be  to  a  point  beyond  350 
miles  from  any  of  the  ref oenee  polatg 
previously  named.    Bulk  Bream  trans- 
ferred from  the  nonpool  plant  sbouidbe 
classified  as  Class  n  milk  in  the  amount 
so  claimed  by  the  operator  of  the  pool 
plant  If  he  established  that  such  ereani 
yras  moved  from  the  nonpool  plant  wttis- 
out  Orade  A  certification  in  containwrs 
labeled  to  show  that  the  contenta  were 
for  manufacturing  use  only  and  that 
such  shipment  was  invoiced  accordingly. 
The  pool  handler  should  also  afford  the 
market  administrator  sufflcioit  opportu- 
nity to  verify  such  shipments. 

Milk  transferred  from  a  pool  plant 
to  a  producer-handler  should  be  Class 
I  milk.  To  malnt.aln  a  disttnctton  be- 
tween producer-handlers  and  pool  plant 
operators,  the  deflnition  of  produoer- 
handler  does  not  contemplate  receipt  of 
milk  from  farms  other  than  thoae  of  the 
producer-handler.  Accordingly,  the 
transfer  provisions  of  the  consolidated 
order  should  not  provide  for  diversion  of 
milk  from  producers'  farms  to  producer- 
handlers. 

The  procedure  for  allocating  producer 
milk  to  Class  I  and  Class  n  adopted  fW 
the  order  proposed  herein  Is  similar  to 
that  presently  used  In  the  'Louisville- 
Lexington  order.  However,  certain  modi- 
fications of  this  procedure  are  desirable. 
The  proposed  order  should  provide  that 
sour  cream  and  liquid  dietary  products 
be  assigned  to  Class  I  milk   (in  the 
amount  allowable  pursuant  to  the  clas- 
sification provisions)  if  they  have  been 
classified  and  priced  as  Class  n  milk 
under  the  Chicago  order  and  Class  I  milk 
imder  the  Cincinnati  order,  respectively, 
and  are  received  by  pool  plants  In  con- 
sumer packages  and  disposed  of  in  the 
same  packages.    A  plant  which  Is  ex- 
pected to  become  fully  regulated  under 
the  consolidated  order  presently  recelyes 
packaged  sour  cream  which  has  been 
priced  as  Class  n  milk  under  the  Chicago 
order  and  distributes  it  on  routes  in  the 
same  packi«es.   Similarly,  a  plant  regu- 
lated   under    the    Loulsv^ne-TieTlngton 
order  receives  packaged  llould  dietary 
products  which  have  been  priced  as  Clam 
I  milk  under  the  Cincinnati  order,  and 
distributes  these  products  on  routes  In 
the  same  packages.    Neither  of  these 
types  of  products  is  produced  or  pack- 
aged in  the  respective  transferee  plants. 
Under  the  Chicago  order,  Class  II  milk 
is  priced  at  a  level  generally  as  hliAi  m 
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Ciaaa  I  milk.  ThlB  method  of  allocation 
wUl  accommodate  the  procurement  of 
apedaitKed  products  In  the  manner  de- 
•cribed  by  proponents. 

A  further  modification  should  provide 
that  tfirlnkage  which  was  "set  aside"  In 
the  first  step  of  the  allocation  proce- 
dure be  "added  back"  after  the  assign- 
ment of  other  source  milk  and  beginning 
Inventory  but  prior  to  the  assignment 
of  inter-handler  transfers.  This  wUl 
allow  such  shrinkage  to  be  allocated  to 
the  kinds  of  receipts  for  which  thi^ 
shrinkase  has  been  computed. 

(c)  CUu$  prices.  In  the  following 
flnfjingn  and  conclusions  on  Class  I  and 
Class  n  prices,  reference  is  made  to 
prices  which  have  prevailed  in  a  number 
of  Federal  order  markets.  For  this  pur- 
pose official  notice  is  taken  of  price  an- 
nouncements published  during  the  pe- 
riod of  March  1960  through  October  1961 
for  each  of  the  months  when  the  order 
was  effective  by  market  administrators 
for  the  following  markets:  Chicago.  Cin- 
cinnati, Indianapolis.  Nashville.  Padu- 
cah.  Suburban  St.  Louis,  and  Tri-State. 
Official  notice  is  also  taken  of  price  an- 
nouncements for  the  Louisville-Lexing- 
ton and  Ohio  Valley  markets  published 
by  the  market  administrator  for  the 
months  of  September  through  December 
1961. 

Class  1  price.  The  Class  I  price  under 
the  new  order  for  milk  testing  3  5  per- 
cent butterfat  should  be  the  sum  of  a 
basic  formula  price  plus  $1  25.  subject 
to  an  adjustment  reflecting  supply-de- 
mand conditions  in  the  market.  The 
Class  I  price  during  the  period  beginning 
with  the  effective  date  of  the  proposed 
order  through  May  1962.  however,  should 
not  be  less  than  $4.43.  The  basic  for- 
mula price  should  be  the  higher  of  the 
"Biidwest  condenseries"  price  or  a  but- 
ter-powder (spray-roller)  formula  price. 
The  basic  formula  prices  and  the  Class 
I  prices  should  be  expressed  in  terms 
of  milk  of  3.5  percent  butterfat  content. 
These  conclusions  are  subject  to  qualifi- 
cations as  described  in  the  following  dis- 
cussion with  respect  to  action  based  on 
a  later  hearing  record. 

Kyana  Milk  Producers  proposed  that 
the  Class  I  price  for  the  consolidated 
order  be  the  sum  of  a  basic  formula 
price  plus  $1.40.  The  basic  formula 
price  would  be  the  average  price  paid 
for  manufacturing  grade  milk  at  plants 
in  Iffinnesota  and  Wisconsin  (herein- 
after referred  to  as  the  Minnesota-Wis- 
consin price) ,  as  reported  by  the  United 
States  Department  of  Agriculture,  ad- 
justed to  a  3.8  percent  butterfat  basis. 
A  proprietary  handler  proposed  at  the 
hearing  that  the  basic  formula  price 
be  based  on  a  butter-powder  formula. 

Most  of  the  Federal  milk  orders  in 
surrounding  markets  have  basic  for- 
mula prices  which  use  the  higher  of  the 
Midwest  condenseries  price  or  a  butter- 
powder  formula  price.  Some  orders  also 
include  the  average  price  at  local  manu- 
facturing plants  as  an  alternative,  but 
such  prices  have  not  been  high  enough 
to  be  the  effective  basic  formula  price. 
Aligimient  of  Class  I  prices  among  the 
several  markets  In  the  region  may  be 
more  easily  maintained  by  using  simi- 
lar basic  formula  price  alternatives.    It 


PtOPOSED  RULE  MAKING 

is.  therefore,  desirable  to  continue  the 
use  of  the  same  type  of  basic  formula 
price  as  Is  generally  effective  in  the  re- 
gion imless  the  Minnesota -Wisconsin 
manufacturing  milk  price  is  adopted  as 
the  basic  formula  price  on  a  regional 
basis. 

While  the  findings  and  conclusions 
herein  relate  specifically  to  the  record  of 
the  September  1961  hearing,  they  are 
not  intended  to  preclude  further  modi- 
fications based  on  a  subsequent  hearing. 
Official  notice  is  taken  of  a  notice  of 
hearing  issued  January  8.  1962  (27  P.R. 
3141.  for  36  markets,  including  the 
LouisviUe-Lexington  and  Ohio  Valley 
marketing  areas,  on  a  proposal  to  use 
the  average  price  of  manufacturing 
grade  milk  in  Minnesota  and  Wisconsin, 
adjusted  to  3  5  percent  butterfat,  as  the 
basic  formula  price  in  each  of  the  mar- 
kets. A  recommended  decision  on  this 
matter  was  issued  Febni»ry  7.  1962  (27 
PR  1272;  PR.  Doc.  62-1406 ».  recom- 
mending the  adoption  of  the  Minnesota- 
Wisconsin  price.  Unless  the  order  here 
proposed  for  the  Louisville-Lexington- 
Evansville  marketing  area  Is  modified 
prior  to  is.suance  by  a  further  order  fol- 
lowing from  the  recommended  decision 
issued  February  7.  1962.  it  is  intended 
that  the  order  will  be  made  effective  in 
the  form  as  contained  herein. 

The  Midwest  condenseries  price  and 
the  butter-powder  formula  price  adopted 
herein  as  the  basic  formula  price  alter- 
native are  the  same  as  those  now  in- 
cluded in  the  Louisville-Lexington  and 
Ohio  Valley  orders.  The  Louisville- 
Lexington  order  also  Includes  as  an 
alternative  the  average  price  of  seven 
local  manufacturing  plants.  In  view 
of  the  continued  ineffectiveness  of  the 
local  manufacturing  plant  price  in  the 
basic  formula  price,  it  is  not  included 
as  part  of  the  basic  formula  price  in  the 
consolidated  order. 

The  present  stated  differential  of  $1.25 
should  be  continued.  A  Class  I  price 
differential  is  only  part  of  the  Class  I 
pricing  mechanism,  and  its  proper 
amount  should  be  judged  on  the  basis 
of  its  influence  upon  the  resulting  level 
of  price.  In  view  of  the  increasing 
volume  of  milk  supplied  as  compared  to 
Class  I  sales  of  handlers  in  the  two  mar- 
kets, it  is  unnecessary  that  any  increase 
in  the  price  level  be  provided  through 
raising  the  Class  I  price  differential. 
The  present  $1.25  differential  provides  a 
good  basis  for  maintaining  price  align- 
ment with  nearby  markets.  The  annual 
levels  of  Class  I  price  differentials  in 
nearby  markets  are  as  follows:  Cincin- 
nati. $1.30:  Indianapolis,  $1.25;  Paducah. 
$1  30;  and  Nashville.  $1.35.'  Though  the 
Suburban  St.  Louis  order  does  not  use  a 
Class  I  price  differential,  its  Class  I  price 
does  reflect  <  for  base  zone )  a  differential 
over  the  Chicago  order  basic  formula 
price  of  $1.30,  subject,  however,  to  the 
supply-demand  suljustments  in  the  Chi- 
cago and  St.  Louis  orders. 

A  supply-demand  adjuster  similar  to 
that  now  used  in  the  Louisville-Lexing- 
ton order  should  be  adopted.    This  ad- 


■  A  location  differential  deduction  of  10 
cents  applies  at  planta  In  Kentucky  60  miles 
or  mor«,  but  less  than  70  miles  from 
NashvUle. 


juster  should  be  modified  in  thai  ^ 
standard  utilization  percentage  dttS 
be  raised  from  137  to  144.  It  should |^ 
be  limited  in  its  operation  so  thattttta&i 
justment  from  one  month  to  the  ■«! 
would  not  exceed  four  cents. 

The  provisions  of  the  AgrknllM^ 
Marketing  Agreement  Act  require  |^ 
prices  established  by  milk  orders  r 
supply  and  demand  conditions  for 
in  the  market.  While  many  of  the 
ments  of  supply  and  demand  on  a 
tional  scale  are  reflected  in  -the 
formula  price,  this  pricing 
does   not   assure   that  all   local  _ 

will  be  reflected  in  the  Class  I  priee.  ^ 
the  Ix)uisville-Lexington  market  the  al^ 
stantial  changes  In  recent  yean  ia  H^ 
ratio  of  producer  milk  supplies  to  Gte 
I  disposition  show  that  this  relatloai^  ' 
is  significant  and  should  be  conridMi 
in  the  establishment  of  the  Class  I  prke. 
In  the  Ohio  Valley  market  it  is  claartt^ 
the  similarity  of  marketing  conditio 
and  the  inter-relationships  which  hMi 
led  to  the  consideration  of  con8(dldaita| 
the  two  markets  argue  that  the  relattaih 
ship  of  producer  milk  supplies  to  Qtml 
disposition  is  similarly  significant  f<v  tl^ 
proposed  combined  jnarket. 

For  a  recent  12-month  period  (NovM. 
ber  1960  through  October  1961),  thi 
average  of  the  monthly  ratios  of  p*^ 
ducer  receipts  to  gross  Class  I  utlUattai 
for  the  Louisville-Lexington  market  va 
150.  such  ratios  ranging  from  a  km  if 
121  in  November  1960  to  a  high  o<  1% 
in  June  1961.  A  review  of 
years  shows  that  for  the  same 
periods  the  average  production-Clui  I 
disposition  ratios  were  142  for  the  1M$- 
1956  period,  147  for  the  1956-1957  peilei, 
141  for  the  1957-1958  period.  135  fortti 
1958-1959  period,  and  134  for  the  im- 
1960  period. 

For  the  Ohio  Valley  market,  data  te 
similar  12-month  periods  are  not  ava8> 
able,  because  the  order  first  became  ef- 
fective March  1,  1960.  The  longest  an- 
parable  periods  for  purposes  of  compeii* 
son  are  March  through  October  of  eaah 
of  the  years  of  1960  and  1961.  The  •»»• 
age  of  the  monthly  ratios  of  producer  v^ 
ceipts  to  gross  Class  I  utilization  for  0H 
periods  of  March  through  October  d 
1960  and  1961  for  the  Ohio  Valley 
ket  were  125  and  136,  respectively. 

The  increases  shown  in  the 
tion -sales  ratios  in  the  Louisville 
ington  market  since  1960  have  been 
to  the  substantial  increases  in 
tion.  Although  production  flguree  it* 
fleet  the  increase  resulting  from  the  S> 
panslon  of  the  marketing  area  on  Manh 
1.  1960.  it  is  clear  that  production  bM 
increased  considerably  more  in  tUi 
market  than  have  the  corre 
Class  I  sales.  Also  the  average 
production  per  farm  has  increased  frOB 
an  average  of  577  pounds  to  an 
of  624  pounds  between  these  period*, 
the  Ohio  Valley  market,  the  inc 
the  production-sales  ratio  was  a 
of  both  a  decrease  in  Class  I  sales  tai 
an  increase  in  production.  Diuring  tke 
March-October  period  of  1961.  Claml 
sales  were  4  percent  less  while  produetkl 
was  4.3  percent  more  as  compared  to 
same  period  in  1960.  The  average 
production   per  farm   for   this  maiM 
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■■liMifiil  from  an  average  of  502  pouadB 
Zr^  average  of  556  pounds  between 
Sm^ periods.  (Official  notice  la  taken 
STJtet  statistics  published  monthly 
tar  the  Louisville-Lexington  and  Ohio 
vmngf  Federal  milk  orders  by  the  m»r- 
JJrSldhnlnlstrator  for  the  months  of 
Iniust  through  November  1961.) 

With  the  prices  which  haTC  prevailed 
the  supply  of  milk  has  Increased  relative 
toaaks  Therefore  no  increase  In  price 
ta  warranted  at  this  time.  In  order  to 
gLperly  reflect  future  changes  In  the 
100^  supply  and  demand  conditions  a 
ggnply-demand  adjuster  of  the  type  con- 
rrjoed  in  the  Louisville -Lexhigton  order 
k  sdopted  with  some  modifications  as 
mdalned  in  subsequent  findings  and 
Moelusions. 

A  new  standard  annual  level  of  uttll- 
jgtlon  should  be  adopted  for  the  supply- 
demand  adjustment  computation.  The 
fUmdard  annual  utilization  percentage 
(137  percent)  which  was  adopted  in  the 
l4)Uisvllle-Lexington  order  by  amend- 
mAt  effective  March  1.  1960,  has  not 
apiHoprlately  reflected  recent  market 
eonditions  and  thus  has  not  provided  a 
floltable  basis  on  whidi  to  make  supply- 
demand  price  adjustments.  Suiq>ension 
and  amendment  actions  have  been  taken 
iHiieh  have  limited  the  full  effect  of  the 
Mpply -demand  adjustor  in  all  but  the 
mitial  month  of  its  operation.  May  1961.* 
A  new  standard  for  the  consolidated  or- 
der should  be  established  at  a  level  such 
tbat  the  average  Claas  I  price  currently 
effective  in  the  two  markets  would  result 
from  the  application  of  such  a  new  stand- 
trd  in  relation  to  the  current  level  of 
utilization. 

A  standard  utilization  percentage  of 
144  will  maintain  an  average  price  for 
the  combined  area  equal  to  the  price 
($4,431)  which  has  prevailed  in  the  two 
markets  during  the  six-month  period 
of  July  through  December  1961.  For 
this  period  the  average  Class  I  price  on 
s  S.5  percent  butterfat  basis  under  the 
Ohio  Valley  order,  using  a  differential 
of  $1,253  over  the  basic  formula  priee. 
would  have  been  $4,558.  The  avei^ie 
Louisville-Lexington  order  Class  I  pxice 
for  the  same  six-month  period,  on  a 
IJi  percent  butterfat  basis,  was  $4*376. 
A  weighted  average  of  these  prices,  using 
the  average  proportionate  volumes  of 
Class  I  milk  in  the  respective  markets 
in  the  period  June  throiigh  November 
1161.  results  in  an  average  of  $4,431. 
Prices  in  each  market  were  very  stable 
In  this  period,  and  the  average  for  the 
six  months  is  very  close  to  the  average 
of  the  two  markets  in  each  of  the  six 
Bonths. 

Such  an  application  of  the  8va>pl7- 
demand  adjustor  will  allow  conttnua- 
tton  of  the  same  average  level  of  price 
of  the  two  markets  as  has  existed  in 
reeent  months,  subject  to  further  ad- 
Jwtments  based  on  future  changes  in 
the  market  situation.  The  price  level 
herein  proposed  will  result  in  a  lower 
price  for  farmers  who  have  been  pro- 
tooers  under  the  Ohio  Valley  order,  as 
a  result  of  the  averaging  of  the  prices 

'  Bm  Buapenslon  orders  Issued  May  SS.  1961 
<ll  PH.  4784)  and  December  18.  1061  (16 
VJL  UllO) ,  and  final  d*cUilon  Issued  July  16. 
'"    (MPlR.  6647). 
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of  the  two  markets.  Evidence  with  re- 
spect to  changing  supply  conditions  in 
the  Ohio  Valley  market  shows  that  the 
x«duetlon  in  the  applicable  Class  I  price 
Is  In  aeoord  with  the  changes  in  mar- 
ket conditions.  Such  changing  maricet 
condlUons  would  need  to  be  recognized 
in  the  price  for  that  marketing  area 
regardless  of  whether  the  two  markets 
are  combined. 

TO  assure  additional  stability  In  price 
changes  produced  by  the  supply-demand 
adjustor,  it  is  provided  that  the  price 
adjustment  for  any  one  month  shall 
not  differ  from  that  of  the  previous 
month  by  more  than  4  cents  per  hun- 
dredweight. The  total  amount  of  ad- 
justment should  not  at  any  time  exceed 
50  cents. 

Producer  and  handler  groups  both 
asked  that  no  supply-demand  provision 
be  included  in  the  new  order,  and  fur- 
ther asked  that  if  such  a  price  adjustor 
is  included,  that  it  be  moderate  and 
limited  in  its  effect.  Two  handlers 
asked  that  the  effective  date  of  a  supply- 
donand  adjustor  be  delayed  until  after 
18  months  of  experience  under  the  new 
order.  Producers  proposed  specifically 
(1)  that  any  negative  price  adjustment 
be  limited  to  6  percent  of  the  average 
basic  formula  price  for  the  previous 
year;  (2)  that  the  measure  of  the  rela- 
tionship of  supplies  to  Class  I  disposi- 
tion be  based  on  two  twelve-month 
moving  averages  such  as  in  the  St. 
Louis  order;  (3)  that  the  CHass  I  dispo- 
sition used  in  the  calculation  include 
sales  by  nonpool  plants  in  the  market- 
ing area;  and  (4)  that  any  supply- 
demand  adjustor  not  result  in  a  price 
change  as  long  as  Class  I  disposition  is 
67  percent  or  more  of  producer  milk 
or  less  than  71  percent. 

The  proposals  that  no  supply-demand 
adjustor  apply  xinder  the  new  order  are 
denied  on  the  basis  of  preceding  find- 
ings and  conclusions.  The  effective 
date  of  a  supply-demand  adjustor  should 
not  be  delayed  for  an  18-month  period 
as  requested  by  producers  and  handlers. 
The  substantial  changes  in  the  supply- 
demand  situation  In  recent  years  require 
that  these  conditions  be  refiected  in  the 
Class  I  price  under  the  new  order  as 
soon  as  possible. 

The  type  of  supply-demand  adjuster 
used  in  the  Louisville-Lexington  order  Is 
preferable  to  that  proposed  by  producers 
baaed  on  two  twelve-month  moving 
averages,  since  it  will  react  more 
promptly  to  recent  conditions  in  the 
market.  The  method  of  calculation  of 
the  supply-demand  adjustment  under 
the  Louisville-Lexington  order  is  ex- 
plained in  the  decisions  issued  February 
8,  1960,  and  July  18.  1961.  Essentially, 
it  provides  for  calculation  of  the  per- 
centages that  producer  milk  is  of  gross 
Class  I  utilization  of  pool  plants  in  the 
three  most  recent  two-month  periods  for 
which  data  are  available.  Comparison 
of  these  two-month  percentages  with 
gfftjion^T]y  adjusted  standards  provides 
the  basis  for  Class  I  price  adjustments. 
Seasonal  adjustment  of  the  annual 
standard  is  based  on  supply  and  utiliza- 
tion date  for  the  37-month  period  end- 
ing with  the  second  month  preceding 
the  month  for  which  the  price  adjust- 


ment is  computed.    Pxloe 
achieved  b^  ellmtnattng 
Jttstments  if  they  sb*  In  » 
^vposite  from  thatlndtoi 
reeent  two-month  pezom 
Inatlng  indicated  adjustiiisiita  In 
of  the  most  reeent  perceBtM«< 

Inasmuch  as  the  Ohio  Vfellef 
was  Issued  effective  March  1.  1960. 
on  a  37-month  basis  for  plants  i 
under  that  ordM-^would  not  he 
unttl  after  March  1963. 
ever,  the  calculations  dqicnd 
upon  ratios  (in  some  cm 
percentages)  of  quantities  of 
milk  to  Class  I  utilization,  the  dumget 
in  marketing  area  do  not 
of  currently  available  data  for 
tion  of  a  supply-demand  adlaator.  The 
month  of  June  1962,  would  be  the  first 
month  for  which  a  price  adjastDBcnt 
could  be  computed  if  two  ftiH  ye«ra  tH 
data^  for  the  Ohio  Valley  maiket  «zc 
Included.  The  effect  of  the  sundy-de- 
mand  adjustor  adopted  herein  to  ae- 
cordingly  limited  prior  to  June  1081  by 
establishing  a  minimimi  Class  I  priee  4if 
$4.43. 

The  proposal  to  retain  all  CSaas  I  sales 
in  the  marketing  area  in  the  sopidF- 
demand  computation,  regardless  of 
whether  such  sales  are  by  pod  pinats 
or  nonpool  plants  is  dei^ed.  8vBh  m 
provision  would  be  insenstttve  to  the 
competition  of  handlers  regulated  under 
other  orders  who  may  secure  sales  oat- 
lets  in  this  mai^et.  llie  levels  of  the 
Class  I  price  in  this  maricet  dioald  xe- 
fiect  loss  of  sales  by  pool  plants  In  incii 
circumstances  as  a  part  of  the  amqidy- 
demand  situation  affecting  the  maricet- 
ing  of  producer  milk. 

Class  prices  under  the  proposed  onler 
are  expressed  in  terms  of  milk  testing  S  J 
percent  butterfat.  This  is  done  for  the 
purpose  of  achieving  nnifotmlty  amimg 
markets  so  that  prices  will  be  rmdOr 
comparable  to-  all  interested  parties. 
This  need  not  affect  the  butterfat  oon- 
tent  of  milk  received  or  disposed  of 
under  the  order.  This  change  In  the 
method  of  quoting  the  Class' I  price  has 
been  accomplished  by  changing  ttie  but- 
terfat value  included  in  the  basic  for- 
mula prices  to  reflect  the  3.5  perecnt 
butterfat  test. 

Class  II  price.  Class  n  milk  under 
the  consolidated  order  should  be  priced 
for  the  months  of  September  tlnough 
March  at  the  avorage  price  per  hundred- 
weight for  manufacturing  grade  milk, 
f  .o.b.  plants  in  Minnesota  and  WlseosislB, 
as  reported  by  the  United  States  De- 
partment of  Agricultiu«,  adjusted  to  a 
3.6  percent  butterfat  basis,  and  for  the 
months  of  April  through  August  at  such 
price  less  10  cents. 

The  Louisville-Lexington  order  pres- 
ently provides  two  separate  prioea  for 
milk  going  Into  manufaetoxteg  uses. 
The  Class  n  inice.  iwidicalde  primarily 
to  cottage  cheese  and  ice  cream,  ir  the 
highest  of  four  alternative  iMTloeB.  niese 
are  the  Midwest  condenseries  prioe.  a 
butter-powder  (spray-roUer)  formula 
price,  a  butter-powder  (spray)  formula 
price,  or  a  tutter-cheese  formula  price. 
The  cnass  m  price  applies  primarily  to 
American  cheese,  butter,  dry  milk 
powder,  and  condensed  milk.  Fur  tba 
months  of  S^tember  through  Ifareh 
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%Mm  price  la  the  higher  of  a  butter- 
powder  (vray-roller)  formula  price  or 
the  ATerace  announced  price  at  seven 
local  manufacturing  plants.  For  the  re- 
maining five  months  of  the  year  the 
Class  m  price  is  the  higher  of  a  butter- 
powder  (roller)  formula  price  or  the 
average  local  manufacturing  plants 
price. 

The  Ohio  Valley  order  presently  pro- 
yides  one  classification  (Class  II)  for  all 
m»k  going  into  manufacturing  uses. 
For  the  months  of  September  through 
Febniary  Class  n  milk  is  priced  at  the 
higher  of  the  Midwest  condenseries  price 
or  a  butter-powder  (spray-roller)  for- 
miila  price.  For  the  months  of  March 
through  August  such  milk  is  priced  at 
the  average  announced  price  at  five  local 
manufacturing  plants  plus  20  cents. 

Previous  reference  has  been  made  in 
thin  decision  to  the  cooperative  associa- 
tion's proposal  that  the  consolidated 
order  use  a  two-class  system  under  which 
all  »w»if  going  into  manufacturing  uses 
would  be  Class  U  milk.  In  conjunction 
with  this  arrangement  they  proposed 
that  the  price  for  Class  n  milk  be  the 
Minnesota-Wisconsin  manufacturing 
mnk  price,  adjusted  to  a  3.8  percent  but- 
terfat  basis  by  the  butterfat  differential 
resulting  from  multipljring  the  Chicago 
butter  price  by  0.12.  A  representative  of 
a  dairy  firm  which  operates  unregulated 
manufacturing  plants  located  in  and 
around  the  Louisville-Lexington  and 
Ohio  Valley  marketing  areas  proposed 
at  the  hearing  that  if  the  Minnesota- 
Wisconsin  price  were  lised  as  a  basis 
for  pricing  milk  going  into  manufactur- 
ing uses  the  order  price  should  be  15 
cents  less  than  the  Minnesota-Wisconsin 
price  adjusted  to  a  3.8  percent  butterfat 
test.  A  group  of  proprietary  handlers 
regulated  under  the  Louisville -Lexing- 
ton order  proposed  that  the  Class  n 
price  imder  that  order  be  amended  to 
delete  the  butter-cheese  formula  price 
from  the  list  of  Class  n  price  alterna- 
tives. 

The  price  for  manufacturing  grade 
jnllk  in  the  two-State  area  of  Minne- 
sota and  Wisconsin  is  issued  by  the 
State-Federal  Crop  Reporting  Service  on 
about  the  5th  day  of  each  month  for  milk 
received  at  manufacturing  plants  in 
these  States  In  the  previous  month. 
Plant  operators  report  the  total  pounds 
of  manufacturing  grade  milk  received 
from  farmers,  the  butterfat  content,  and 
total  money  paid  to  farmers  for  the  milk 
delivered  at  their  plants.  The  two-State 
area  is  one  in  which  there  is  a  heavy 
concentration  of  manufacturing  grade 
milk  and  where  many  plants  are  compet- 
ing for  such  a  supply.  In  Minnesota 
about  80  percent  of  the  milk  sold  off  of 
farms  is  manufacturing  grade  and  in 
Wisconsin,  about  65  percent.  About  50 
percent  of  the  total  manufacturing  grade 
milk  sold  off  farms  in  the  United  States 
Is  produced  in  these  two  States. 

Comparisons  made  herein  between  the 
proposed  Class  n  price  formulas  and  the 
formula  prices  under  the  two  orders  ex- 
clude the  effect  of  the  butter-cheese 
formula  price  under  the  Louisville-Lex- 
ington order.  In  a  decision  issued  by  the 
Secretary  on  July  18. 1961  (26  P.R.  6547) . 
based  on  a  public  hearing  held  May  22, 
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1961.  it  was  concluded  that  the  butter- 
cheese  formula  price  should  be  removed 
from  the  list  of  price  alternatives  in  the 
basic  formula  price  of  the  Louisville- 
Lexington  order.  It  was  concluded  that 
the  butter-cheese  formula  price  had  in- 
creased to  levels  representing  improper 
relationships  to  other  mesisures  of  the 
value  of  manufacturing  milk  used  in  this 
and  nearby  order  markets  for  basic 
formula  prices.  In  view  of  this  it  is  ap- 
propriate that  comparisons  of  proposed 
formulas  for  pricing  reserve  milk  with 
current  formulas  in  effect  in  the  two 
orders  not  reflect  the  butter-cheese  for- 
mula price.  When  the  order  was 
amended  August  1.  1961.  this  formula 
price  was  retained  as  part  of  the  Class  II 
pricing  mechanism,  however,  laecause  the 
Class  II  price  was  not  an  issue  at  the 
hearing. 

For  the  12-month  period  of  Novem- 
ber 1960  through  October  1961  the  Class 
II  price  in  the  Louisville-Lexington 
order,  without  the  effect  of  the  butter- 
cheese  formula  price,  averaged  $3.37  for 
milk  testing  3.5  percent  butterfat.  The 
Class  III  price  for  the  same  period  aver- 
aged $3.14  for  milk  of  3.5  percent  but- 
terfat content.  The  comparable  Ohio 
Valley  Class  II  price  averaged  $3.19. 
The  Minnesota-Wisconsin  manufactur- 
ing milk  series  adjusted  to  a  3.5  percent 
butterfat  basis  using  the  butterfat  dif- 
ferential as  proposed  by  producers  *ould 
have  averaged  $3.26.  The  proposal  made 
by  the  operator  of  nonpool  manufactur- 
ing plants  that  the  Class  n  price  be  15 
cents  less  than  the  Minnesota-Wisconsin 
series  would  have  resulted  in  an  average 
Class  II  price  for  this  period  three  cents 
lower  than  the  average  Louisville-Lex- 
ington Class  III  price.  A  representative 
of  this  firm  testified,  however,  that  these 
plants  paid  ungraded  shippers  premiums 
which  resulted  in  prices  10  to  15  cents 
over  the  Cla.ss  III  price. 

For  the  period  since  the  Ohio  Valley 
order  has  been  in  effect  (March  1960 
through  October  1961  >  the  combined  re- 
turns to  producers  under  both  orders 
for  milk  other  than  Class  I.  excluding 
the  effect  of  the  butter-chee.se  formula 
price,  averased  $3.13  for  milk  at  3.5  per- 
cent butterfat  test.  The  Minnesota- 
Wisconsin  manufacturing  milk  price 
during  this  period  averaged  $3.19  for 
milk  of  the  same  test. 

The  pricing  formulas  for  reserve  milk 
under  the  two  orders  provide  seasonal 
variation  by  using  different  price  factors 
for  Class  III  milk  under  the  Louisville- 
Lexington  order  <  April  throuRh  August) 
and  Class  II  milk  under  the  Ohio  Valley 
order  (March  through  August)  for  the 
months  of  heavier  milk  production. 
These  seasonal  changes  in  the  formulas 
for  reserve  milk  prices  would  normally 
produce  greater  seasonal  variation  than 
there  might  be  in  the  Minnesota-Wis- 
consin manufacturing  milk  prices.  For 
milk  of  3  5  percent  butterfat  test  during 
the  periods  of  April  through  August  1960 
and  1961.  the  Minnesota- Wisconsin 
price  averaged  21  cents  over  the  Louis- 
ville-Lexington Class  III  price  and  17 
cents  over  the  Ohio  Valley  Class  11  price. 
In  the  intervening  period  of  September 
1960  through  March  1961  the  Minnesota- 
Wisconsin  price  averaged  10  cents  over 
the  Louisville -Lexington  Class  III  price 


and  2  cents  under  the  Ohio  Valley  _ 
II  price.    In  the  period  September  IL_^ 
through  March  1960  the  Minnesota-H]^ 
consin  price  averaged  one  cent  undsrt^ 
Louisville-Lexington  Class  IH  price.  ' 

It  is  concluded  that  some  seasonal  a^ 
justment    of    the    Minnesota-Wlscoi^ 
manufacturing     milk     price    would   ki 
necessary  to  properly  reflect  the 
marketing   conditions   affecting 
milk  in  this  market.     The  evidence 
not  establish,  however,  that  the  _ 

level  of  price  for  reserve  milk  should  bt 
substantially     different     from     av  ^ 

levels  which  have  prevailed  for  the 
bined  area.     Experience  in  recoit 
has  been  that  reserve  milk  readily 
to   manufacturing  outlets  without 
dence  of  distressed  sales.     On  the  oUmt 
hand,  the  price  levels  have  not  Inrtiifil 
pool  plants  to  accumulate  unneeded  ai^ 
plies  intended  primarily  for  manufaetv> 
ing.     In  order  to  promote  the  onkrli 
handling  of  reserve  milk  for  the  proiXMii 
consolidated  marketing  area,  includlBI 
adjustment  for  the  seasonal  changes  k 
quantities  of  reserve  milk  and  prices  at 
which  it  can  be  disposed  of.  it  is  eon. 
eluded  that  a  formula    (including  aaa> 
sonal  adjustments)    which  would  hai« 
yielded  in  the  March  1960  through  Oet^ 
ber  1961  period  about  the  same  avenn 
return  as  prevailed  in  the  two-maikit 
area  (excluding  the  effect  of  the  biiM«» 
cheese  formula  price)  should  be  adopted. 
Of  the  various  formulas  proposed,  ttat 
Minnesota-Wisconsin    series    repreeeaii 
the   best   index   of  changing   values  rf 
manufacturing    milk    based    on    prk« 
which  competing  manufacturing  plaoli 
offer  for  milk  of  manufacturing  grada 
Such   paying   prices  reflect   the  supply 
and    demand    of    manufactured    di^ 
products  within  a  highly  co-ordinatad 
marketing  system  which  is  national  to 
scale.     It  is  concluded  that  a  price  for 
reserve   milk   within   the    purposes  et- 
pressed  in  the  preceding  discussion  wfll 
be  provided  by  use  of  the  Minnesota' 
Wisconsin  price  subject  to  a  seasonal  da* 
duction  of  13  cents  for  the  months  ol 
April  through  August. 

During  the  20-month  period  of  ItaxA 
1960  through  October  1961  this  prist 
formula  for  milk  testing  3.5  perecot 
butterfat  would  have  averaged  $3.14  par 
hundredweight.  For  the  same  period  till 
average  of  prices  under  the  two  orden 
for  milk  other  than  Class  I  milk  (exclude 
ing  the  effect  of  the  butter-chea» 
formula)  was  $3.13  for  milk  of  the  taaa 
test.  This  average  reflects  in  each  month 
the  relative  quantities  of  milk  in  eaek 
cla.ss  under  each  order. 

The  announced  average  price  paldbf 
the  Minnesota  and  Wisconsin  plants  la 
at  the  weighted  average  butterfat  test  el 
the  milk  received  at  these  plants.  Slaaa 
it  is  concluded  in  this  decision  that  tba 
consolidated  order  prices  should  be  an- 
nounced on  a  3  5  percent  butterfat  baala 
it  is  necessary  that  the  announeai 
Minnesota-Wisconsin  prices  be  adjuattd 
to  this  basis.  The  cooperative  assoda- 
tion  proposed  that  adjustment  of  tbMt 
prices  be  made  by  using  a  differentlll 
equal  to  the  average  quotation  for  tlM 
month  for  Grade  A  (92-score)  butter  a$ 
Chicago  times  0.12.  This  differential  ll 
presently  used  as  butterfat  differentWl 
under  both  orders  in  pricing  Class  II  aBl 
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naaiUmlUc  and  should  likewise  be  uaed 
r^L  consolidated  order  for  adiwaUng 
Sa^amounced  MinneaoU-Wlaeoagbi 
Mkia  to  a  S-5  percent  butterfat  baala. 
^gltUrfat differentimU.  The prieea paid 
h.  httidlers  for  Class  X  milk  should  be 
Zyeet  to  a  butterfat  differential  for 
Shane-tenth  of  one  percent  of  butter- 
lit  content  equal  to  0.126  tlmea  the 
/Itoago  butter  price  of  the  preceding 
mgSS.  "nils  iB  the  same  differentlar 
zSph  now  applies  under  the  Loulsyllle- 
jjggiBgUxi  order  and  which  closely  v>- 
iMKiin»tes  the  average  of  differentials 
{^lOi  apply  under  the  Ohio  Valley  order, 
•nie  Class  n  price  should  be  adjiisted  by 
s  butterfat  differential  equal  to  0.120 
yiBss  the  Chicago  butter  price  of  the 
,innth  in  which  the  milk  was  received. 
Xtiis  differential  is  the  same  as  currently 
uplles  In  the  Ohio  Valley  order  and  Is 
dlghtly  higher  than  the  differentials 
which  apply  to  Class  n  and  Class  m 
BiHk  under  the  LouiBvUle-Lexlngfon 
(fder.  It  Is  concluded  that  these  dif- 
feientials  will  properly  reflect  the  value 
of  butterfat  as  used  by  handlers  in  the 
nspective  classes. 

location  differentials.  A  system  of 
location  differentials  similar  to  those 
which  apply  to  the  Class  I  prices  under 
the  present  two  orders  should  be  adopted 
but  should  be  modified  In  relation  to  the 
extent  of  the  enlarged  marketing  area 
for  the  proposed  consolidated  order. 
LoeaUcm  differentials  should  apply  to 
Class  I  milk  at  plants  which  are  located 
nore  than  85  miles  from  the  nearest  of 
the  f (blowing  points:  The  City  HaUs 
In  Lexington.  Louisville,  Madisonvllle, 
Biabethtown  and  Danville,  in  Ken- 
tucky, and  Evansvllle  in  Indiana. 

In  the  Louisville-Lexington  order,  the 
baling  points  for  location  differentials 
are  the  City  Halls  in  Louisville  and  Lex- 
ington, whichever  is  nearer  to  the  plant 
St  i^ch  the  milk  is  received  from  pro- 
doeers.  No  location  differential  applies 
■t  plants  located  less  than  85  miles  from 
aieh  points.  For  plants  85  miles  or 
more  but  less  than  95  miles  from  such 
points,  a  location  differential  of  15  cents 
per  htmdredweight  is  provided,  and  for 
creater  distances  an  additional  adjiut- 
ment  of  1.5  cents  for  each  additional 
10  miles.  In  the  Ohio  Valley  order  the 
County  Courthouses  In  Evansvllle,  Indi- 
aDa.  and  Owensl>oro,  Kentucky,  are  used 
M  points  of  reference.  For  planta  lo- 
cated 80  miles  but  less  than  90  miles 
tram  such  points,  an  adjustment  of  IS 
eats  per  hundredweight  Is  deducted, 
and  for  distances  beyond  this,  1.5  cents 
Is  deducted  for  each  additional  10  miles. 

The  evidence  with  respect  to  cost  of 
tranqwrting  milk  does  not  Justify  any 
dfnlflcant  departure  from  the  rates  of 
location  differentials  used  presently  in 
the  Louisville-Lexington  order.  The 
initial  distance  of  85  miles  from  the 
■elected  points  of  reference,  which  now 
applies  in  the  Louisvllle-Lexhigtcni  order, 
h  adopted  herein  to  apply  to  the  several 
points  of  reference  in  the  enlarged  mar- 
keting area.  Additional  basing  points 
dMNild  be  designated  at  the  following 
locations  in  the  marketing  area:  lladi- 
amvflle,  Ellzabethtown  and  Danville, 
Kentucky.  These  new  basing  points  will 
provide  a  better  system  of  location  dif- 
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feraitialB  with  respect  to  plants  in 
Southern  Kentucky  located  close  to  the 
mart'ifttifig'  area  and  will  result  in  better 
aliinmeirt  of  prices  with  prices  in  nearby 
Federal  order  maricets.  The  basing  point 
at  Owenritxtro.  EZentucky.  will  then  be 
unneoeaaary.  and  is  eliminated. 

For  plants  located  beyond  85  miles  but 
leaa  than  95  miles  from  the  reference 
points  named,  a  location  adjustment  of 
15  cents  should  apply,  and  for  distances 
beyond  this  an  additional  adjustment  of 
1.5  cents  for  each  10  miles  should  apply. 
These  rates  are  the  same  as  now  apply 
in  the  LouisviUe-Lexington  order. 

(d)  Pa:^ments  toith  respect  to  unpriced 
milk.  For  effective  regulation  it  is  neces- 
sary that  the  order  provide  for  payments 
to  the  producer-settlement  fund  with 
respect  to  other  soiu'ce  milk  allocated 
to  Class  I  milk  at  pool  plants.  Payments 
should  also  be  made  by  operators  of  non- 
pool  plants  which  dispose  of  Class  I  milk 
on  routes  in  the  marketing  area. 

For  piirposes  of  the  proposed  order, 
provisions  for  such  payments  slniiilar  to 
those  of  the  Louisville-Lexington  order 
are  ad(4>ted.  Under  that  order,  com- 
pensatory payments  into  the  producer- 
settlement  fund  are  required  to  be  made 
by  nonpool  plants  disposing  of  Class  I 
milk  in  the  marketing  area,  such  pay- 
ments to  be  made,  however,  under  one  of 
two  (qDtions.  Under  one  option,  the  pay- 
ment Is  based  on  the  quantity  of  Class  I 
milk  di90sed  of  in  the  marketing  area 
by  the  nonpool  plant,  allowing  credit, 
however,  for  milk  which  is  received 
by  the  nonpool  plant  from  pool  plants 
and  which  is  classified  as  Class  I  milk. 
The  per  himdredweight  rates  of  pay- 
ment required  for  the  months  of  Janu- 
ary through  September  are  the  differ- 
ence between  the  Class  I  price  and  the 
Class  in  price,  and  for  other  months, 
the  difference  between  the  Class  I  price 
and  the  uniform  price.  The  prices  used 
In  the  calculation  are  subject  to  appro- 
priate location  and  butterfat  differen- 
tials. These  rates  of  payment  are 
deemed  necessary  to  offset  the  advantage 
nonpool  handlers  would  otherwise  have 
in  using  unregulated  milk  for  Class  I  dis- 
position in  the  marketing  area. 

Under  the  second  option,  the  operator 
of  the  nonpool  plant  may  elect  that  his 
obligation  to  the  producer-settlement 
fimd  be  computed  as  the  difference  be- 
tween what  his  obligation  for  all  milk 
handled  would  be  if  his  plant  were  a  pool 
plant  (subject  to  specified  rules  with  re- 
spect  to  interplant  transfers)  and  the 
amount  of  his  payments  to  farmers  whose 
milk  iModuction  is  qualified  for  the  fluid 
market.  In  this  computation  allowance 
Is  made  for  any  obligations  incurred  by 
the  same  plant  under  other  orders. 

The  compensatory  pasmient  provisions 
of  the  (Alio  Valley  order  are  quite  similar. 
The  Ohio  Valley  order  differs  In  that  the 
rate  of  payment  under  the  flrst  option 
la  the  dlffermce  between  the  Class  I  price 
and  the  untform  price  In  the  months  of 
August  through  March  rather  than  Octo- 
ber through  December.  Another  differ- 
ence la  that  the  Ohio  Valley  order  does 
not  allow  credit  for  Class  I  milk  received 
at  the  nonpool  plant  from  a  pool  plant. 

Parties  at  the  hearing  requested  cer- 
tain modifications  of  the  system  used  in 
the    Louisville-Lexington    order.      One 


handler  asked  that  under  the  nav  oidtar 
the  rate  be  the  difCerenee  batwaea  Urn 
Class  I  price  andthe  Glaaa  n  prioe  In  afl 
months.  Two  handlers  aikad  that  credit 
not  be  allowed  for  recelpi  of  Claaa  I  miik 
at  a  nonpool  plant  from  a  pool  plaiit. 
A  nonpo(d  plant  <H;ierator  propoaed  tliat 
credit  be  adlowed  to  a  pool  plant  operator 
for  compensatory  paymenta  under  an- 
other order  on  milk  diapoaed  of  la  the 
markethig  area  undo*  that  order  from  a 
nonpool  plant  also  operated  by  the  aama 
handler  and  to  which  the  pool  plant  aop- 
plied  milk.  Propcment  of  the  latter  pro- 
posal did  not  testify  at  the  hearing  and 
information  in  the  record  does  not  pro- 
vide a  basis  for  Judging  the  mertta  of  the 
proposal.  A  further  proposal  would  have 
required  that  crediting  of  receipts  of  pool 
Class  I  milk,  in  computing  the  compensa- 
tory payment  obligation  of  a  nonpool 
plant,  be  allowed  <mly  if  the  nonpool 
plant  paid  a  price  for  sach  milk  equal  to 
the  Class  I  price  plus  45  cents.  Tbia  was 
intended  to  offset  an  advantage  pro- 
ponent claimed  that  nonpool  plaata  have 
in  paying  their  f  armera  In  the  montha 
when  order  blend  pricea  are  reduced  by 
the  seascmal  Incentive  plMi. 

The  rates  of  payment  needed  to  oOaet 
the  advantage  in  use  of  unpriced  milk 
are  those  now  applicable  under  the  Lbuls- 
ville-Lexlngton  order.  The  aeaaonal 
changes  in  these  rates  represent  the 
seasonidly  changing  values  of  other 
source  milk  which  might  be  obtalnad  for 
Class  I  use  in  the  iHropoeed  marketing 
area.  The  additioxial  option  preaentlir 
provided  in  the  two  orders  ahould  be  oon- 
tinued.  This  optional  computaUoa  is 
that  based  on  the  obligation  which  would 
apply  if  such  plant  were  a  pool  plantt  leaa 
payments  by  the  plant  operator  to  dairy 
farmers  who  constitute  the  plant's  sup^ 
ply  for  fluid  market  dlwpoaltlim  Tlie 
basis  for  the  several  compensatory  Pay- 
ment provisions  discussed  herein  have 
been  set  forth  in  prior  decisions  on  theae 
orders.  It  is  concluded  here  that  the 
flndlngs  and  conclusions  of  such  deci- 
sions apply  appropriately  to  the  propoaed 
order. 

The  provisions  of  the  proposed  order 
do  not  require  compensatory  paymoita 
on  milk  classified  and  priced  as  Class  I 
milk  under  another  Federal  order. 
Under  the  requirements  of  the  Act. 
prices  in  every  (»der  must  be  established 
according  to  the  supply  and  demand 
conditions  of  the  market  which  neces- 
sarily include  price  relationahlpa  with 
other  markets.  Accordingly,  prioea  in 
this  market  should  be  In  allgnmimt  with 
prices  of  other  Federal  order  maifcets. 
thus  preventing  any  price  advantage  that 
needs  to  be  offset  with  respect  to  use 
of  other  source  milk  priced  as  Class  I 
milk  imder  another  order. 

The  application  of  regulation  to  an 
enlarged  marketing  area,  and  adoptlcm 
of  pool  plant  provisions  providing  f<»- 
more  inclusive  regulation  than  under  the 
Ohio  Valley  order,  are  expected  to  reduce 
the  quantity  of  other  source  miUr  dis- 
posed of  in  the  marketing  area.  In 
view  of  these  changes,  the  more  stringent 
requirements  prcvosed  by  handlers  are 
considered  imneceasary.  Prodnetlon 
areas  of  plants  which  would  be  fuUy 
regulated  and  of  thoee  which  mi^t  be 
partially  regulated  by  virtue  of  dispoai'' 
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ttoa  In  the  uiaitotlug  area  do  not  over- 
lap to  a  degree  such  that  nonpool  plants 
couM  obtain  a  competitive  procurement 
•drantage  under  the  system  of  compen- 
•atory  payments  adopted  herein. 

AM  funds  collected  from  such  compen- 
aatory  payments  should  be  added  to  the 
producer-settlement  fund.  The  handler 
receiving  other  source  milk  on  which  a 
payment  accrues  should  be  obligated  to 
make  the  wMnpensatory  payments  to  the 
producer-settlement  fund.  There  will 
be  no  difference  in  actual  amount  so  paid 
for  milk  whether  the  payment  is  required 
of  the  handler  or  of  the  operator  of  the 
unregulated  plant  from  which  the  other 
source  milk  was  obtained.  Because  the 
handler  makes  the  actual  distribution 
of  the  milk  In  the  marketing  area,  and 
because  he  reports  the  utilization  to  the 
market  administrator,  he  is.  from  an  ad- 
ministrative view,  the  logical  person  to 
make  the  payment. 

(e)  Payments  to  producers.  The  pay- 
ment provisions  contained  in  the  pro- 
posed order  are  in  the  same  form  as  such 
provisions  of  the  Louisville-Lexington 
order  except  for  minor  changes.  The 
butterfat  differential  applicable  to  the 
uniform  price  should  be  an  average  of 
the  Class  I  and  Class  n  butterfat  differ- 
entials weighted  by  the  quantities  of  but- 
terfat in  producer  milk  classified  in  each 
class.  These  butterfat  differentials  were 
proposed  by  the  producer  association.  It 
has  been  concluded  in  the  foregoing  con- 
siderations that  the  proposed  Class  I 
and  Class  n  butterfat  differentials  will 
provide  proper  pricing  of  butterfat  in 
relation  to  its  value  in  the  respective 
classes.  The  proposed  producer  butter- 
fat differential  will  serve  to  distribute  to 
producers  a  return  for  the  butterfat 
content  of  their  milk  in  line  with  average 
classified  utilization  by  handlers. 

Location  differentials  should  apply  to 
uniform  prices  to  producers  according  to 
the  location  of  plants  at  which  producer 
milk  is  received  (or  delivered  in  the  case 
of  bulk  tank  milk  for  which  a  cooperative 
association  Is  the  handler).  This  dif- 
ferential should  be  at  the  same  rate  as 
the  Class  I  location  differentials  so  as  to 
properly  reflect  the  value  of  producer 
milk  for  the  fluid  market. 

Producers  requested  that  the  fall  pro- 
duction incentive  program  now  operat- 
ing in  the  Louisville-Lexington  market 
be  continued  under  the  proposed  order 
for  the  enlarged  area.  This  seasonal 
pricing  plan  is  preferred  by  producers 
over  the  base-excess  plan  in  the  Ohio 
Valley  order.  The  fall  production  in- 
centive plan  is  retained  in  the  proposed 
order  as  a  means  of  stabilizing  the  sea- 
sonal variations  of  production.  Testi- 
mony on  behalf  of  producers  held  that 
the  change  in  the  plan  applicable  to 
the  present  Ohio  Valley  producers  would 
have  little.  If  any,  effect  on  the  annual 
income  of  such  producers. 

Producer  representatives  maintained, 
however,  that  participation  of  producers 
in  the  fall  premium  payments  in  the 
months  of  September  through  December 
should  be  limited  to  producers  who  have 
made  a  proportionate  contribution  In  the 
preceding  spring  and  summer  months 
of  April  through  July.  Concern  was 
expressed  with  respect  to  the  possibility 
of  large  groups  of  producers  being  shifted 
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from  nearby  markets  to  this  market  in 
the  fall  period. 

This  proposal  conflicts  with  the  pur- 
pose of  the  fall  premium  plan  as  part 
of  a  Federal  milk  order.  The  plan  is  a 
method  of  inducing  farmers  to  produce 
milk  for  the  market  In  a  more  even  pat- 
tern throuRhout  the  year.  The  money 
collected  in  the  month.s  of  April  through 
July  Is  an  accumulation  of  payments 
from  handlers  and  does  not  represent 
contribution.s  by  producers.  The  money 
Is  held  in  the  producer-settlement  fund 
until  It  Is  distributed  to  producers  In 
the  fall  months.  This  fund  of  money 
must  neces.sarily  be  paid  out  on  all  milk 
of  dairy  farmers  who  have  been  deter- 
mined to  qualify  as  producers  In  the  fall 
months  To  do  otherwise  would  require 
discrimination  amorn^  qualified  pro- 
ducers with  rcsE>ect  to  pricing.  The  rec- 
ord does  not  present  a  basis  which  could 
justify  such  di-scrlmination. 

The  order  provisions  should  be  clari- 
fied with  respect  to  computation  of  the 
uniform  price.  Payments  on  unpriced 
milk  for  the  same  month  are  not  due 
until  after  the  uniform  price  is  com- 
puted. Such  monies  will  enter  the  uni- 
form price  computation  through  the  use 
of  the  reserve  of  the  producer-settlement 
fund. 

(f)  Administrative  and  miscellaneous 
provisions.  The  Class  I  price  and  but- 
terfat differential  should  be  announced 
on  the  8th  day  of  the  month.  This  Is 
the  date  of  announcement  presently  used 
under  the  Ohio  Valley  order  and  will 
provide  earlier  information  to  the  mar- 
ket than  the  Louisville-Lexington  order 
provision  On  the  same  date  the  Class 
n  price  and  butterfat  differential  of  the 
preceding  month  should  be  announced. 
The  uniform  price  to  producers  for  milk 
received  In  the  previous  month  should 
be  announced  on  or  before  the  12th 
day  of  the  month. 

Reports  on  receipts  and  utilization  of 
milk  handled  during  the  month  should 
be  due  at  the  office  of  the  market  ad- 
ministrator on  the  8th  day  after  the 
end  of  such  month.  Handlers  should 
be  notified  of  their  obligations  on  the 
13th  day  after  the  end  of  the  month. 
Payments  to  producers  should  be  made 
on  or  before  the  last  day  of  the  month 
for  milk  received  during  the  first  15 
days  of  the  month  at  a  rate  not  less 
than  the  Class  IT  price  for  3  5  percent 
milk  of  the  preceding  month  and  with- 
out adjustment  for  butterfat  content 
and  hauling.  Final  payment  should  be 
made  to  producers  on  or  before  the  17th 
day  following  the  month  In  which  the 
milk  was  received.  Payments  to  a  co- 
operative association  for  member  milk 
would  be  required  two  days  earlier. 

Payroll  reports  should  be  submitted  by 
handlers  on  or  before  the  20th  day  fol- 
lowing the  end  of  the  month.  The 
proposed  order  continues  the  provision 
now  contained  in  both  orders  requiring 
the  market  administrator  on  or  before 
the  15th  day  after  the  end  of  the  month 
to  report,  upon  request,  to  a  cooperative 
sissociation  the  percentage  of  milk  used 
in  each  class  by  each  handler  to  which 
the  association  or  member  delivered  milk. 

Any  unpaid  obligation  to  or  from  the 
producer-settlement  fund  should  be  in- 
creased one-half  of  one  percent  on  the 


first  day  of  each  month  after  the 
in  which  such  obligation  was  dug 
the  obligation  has  been  paid. 

Both  orders  now  provide  for 
tions  from  payments  to  prodoom  if 
money  to  be  used  by  the  market  '  — 
trator  for  certain  marketing 
These  include  providing  markH 
formation  to  producers,  veriflcatlMl  4| 
weights,  and  sampling  and  te«tti|  ^■, 
milk  received  from  producers  for  «li^ 
such  services  are  not  being  rendered^ 
a  qualified  cooperative  associatioo.  f^ 
rate  of  deduction  is  five  cents  par  fe^^ 
dredweight  under  the  Loulsvine44i^' 
In^^ton  order  and  six  cents  undar  flk 
Ohio  Valley  order.  Under  the 
order  the  rate  now  applied  in  the 
ville-Lexlngton  order  should  be 
to  cover  such  expense.  In  lieu  at  i 
deductions,  the  order  would  require 
mcnts  to  a  qualified  cooperative 
tlon  determined  to  be  providing  ■■! 
services  for  producers.  The  rate  of  m/k 
payments  would  be  according  to  tbi  h^ 
thorlzatlon  given  by  the  producer. 

For   expense   of   administration,  tli 
Louisville-Lexington  order  requires  piy. 
ments  at  the  rate  of  3  cents  per  hunihtj 
weight  while  the  rate  under  the  QMl 
Valley  order  is  4  cents.    The  thrrr  il 
rate  should  apply  under  the  new 
Handlers   operating    pool   plants 
be  obligated  to  pay  such  rate  with 
spect  to  milk  received  there  from  ] 
ducers  or  from  a  cooperative  a 
acting  as  a  handler  on  bulk  tank 
It  causes  to  be  delivered  from  the 
to  such  plant.    Milk  diverted  by  a 
dler    (including   a   cooperative 
tlon )  would  also  be  subject  to  such  apifC 
ment.     Payment  would  be  required  m 
other   source   milk    received   by  a  pod 
plant  and  assigned  to  Class  I  milk,   fkm^ 
pool  plant  operators  would  be  lequliil 
to  pay  an  administrative  assessmeni  H 
amounts  depending  on  their  choloe  tf 
option   with    respect    to    meeting  ttrir 
obligations   to   the   producer-settlOMld 
fund.     If    the   nonpool   plant  openlv 
elects  to  make  payment  to  the  prodam^ 
settlement  fund  on  the  amount  of  Om 
I  milk  disposed  of  In  the  marketing  aii^ 
his  payment  for  expense  of  adminliln* 
tlon  would  be  on  such  amount,  aUovlV 
credit,  however,  for  milk  received  ftrM 
pool  plants  which  is  classified  as  Claal 
milk.     If   the   nonpool   plant   operrtV 
elects  to  have  his  obligation  comnaM 
at  the  difference  between  his  pa: 
to  his  qualified  dairy  farmers  who  C 
stitute  his  Grade  A  milk  supply  and 
amount  which  would  be  his  oblii 
as  a  pool  plant  operator,  then  his  obllf** 
tion  for  administrative  expense  would  bi 
based  on  his  entire  receipts  of  QradtA 
milk  from  dairy  farmers  and  any 
receipts  allocated  to  Class  I  milk, 
allowance,  however,  for  similar  pa; 
under  another  Federal  order. 

Rulings  on  proposed  findings  and 
elusions.     Briefs  and  proposed  fliM 
and  conclusions  were  filed  on  t)ehalf  rf 
certain  interested  parties.    These 
proposed  findings  and  conclusions 
the  evidence  in  the  record  were 
ered  in  making  the  findings  and 
elusions  set  forth  above.    To  the 
that   the  suggested   findings   and 
elusions  filed  by  interested  partlee 
inconsistent  with  the  findings  and 
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mC  forth  herein,  the  requests  to 
ZjgUi  findings  or  reach  such  con- 
^\Ire  denied  for  the  reasons  prc- 

stated  in  this  decision. 

n^oJ  findings.  The  findings  and 
Jz^^BMXiODs  hereinafter  set  forth  are 
•JJJ^Sitary  and  In  addition  to  the 
J^^jl^uid  determinations  preylously 
JScta connection  with  the  issuance  of 
STaforwaid  orders  and  of  the  pre- 
t"  ».  Issued  amendments  thereto;  and 
77  said  previous  findings  and  de- 
T^^ggtions  are  hereby  ratified  and 
SfMsd  except  insofar  as  such  findings 
^'determinations  may  be  in  conflict 
H^  the  findings  and  determinations  set 
f<«th  herein. 

(a)  The  tentative  marketing  agree- 
asnt  and  the  proposed  Loulsvllle-Lex- 
jjgtflfi-Kvansville  order,  which  Is  a 
MQSoUdation  of  and  an  amendment  to 
me  Louisville-Lexington.  Kentucky,  and 
(Mo  Valley  orders,  and  all  of  the  terms 
and  eondltions  thereof,  will  tend  to  ef- 
ttttmU  the  declared  policy  of  the  Act; 

(b)  Tfce  parity  prices  of  milk  as  de- 
{gnnined  pursuant  to  section  2  of  the 
Act  w  DOt  reasonable  in  view  of  the 
prioe  of  feeds,  available  supplies  of  feeds, 
gnd  other  economic  conditions  which 
altMt  market  supply  and  demand  for 
Bilk  in  the  proposed  Louisville-Lexlng- 
tvi-Kransville  marketing  area,  and  the 
■Inlmum  prices  specified  in  the  proposed 
•giMf^«ng  agreement  and  the  order  are 
neb  prices  as  will  refiect  the  aforesaid 
faeton.  insure  a  sufflcient  quantity  of 
put  and  wholesome  milk,  and  be  In  the 
pabHe  Interest;  and 

(e)  The  tentative  marketing  agree- 
natt  and  the  proposed  Louisville-Lex- 
loctoa-Evansville  order  will  regulate  the 
l^iwiWng  of  milk  in  the  same  manner  as. 
ud  will  be  applicable  only  to  persons  in 
tte  reflective  classes  of  industrial  and 
eommercial  activity  specified  in,  a  mar- 
keting agreement  upon  which  a  hear- 
iDf  has  been  held. 

RuUngs  on  exceptions.  In  arriving  at 
the  findings  and  conclusions,  and  the 
reiulatory  provisions  of  this  decision, 
«eh  of  the  exceptions  received  was  care- 
fully and  fully  considered  in  conjxme- 
thn  with  the  record  evidence  pertaining 
tbeieto.  To  the  extent  that  the  findings 
ud  oonclusions,  and  the  regulatory  pro- 
lUons  of  this  decision  are  at  variance 
wtth  any  of  the  exceptions,  such  excep- 
tians  are  hereby  overruled  for  the  rea- 
Mm  previously  stated  in  this  decision. 

Marketing  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hereof 
•re  two  documents  entitled  respectively, 
llarketing  Agreement  Regulating  the 
Hindllng  of  Milk  in  the  Louisvllle-Lex- 
Ington-Evansville  Marketing  Area",  and 
"Or&a  Regulating  the  Handling  of  MUk 
Id  the  Louisville-Lexington-Evansvllle 
Muteting  Area",  which  have  been  de- 
cided upon  as  the  detailed  and  appro- 
priate means  of  effectuating  the  fore- 
loing  conclusions. 

It  is  hereby  ordered.  That  all  of  this 
deelsion.  except  the  attached  maiketlng 
•creement.  be  published  In  the  FBWuu. 
RHnm.  The  regulatory  provisions  of 
«U  marketing  agreement  are  Identical 
vtth  those  contained  in  the  attached 
order  which  will  be  published  with  this 
dedtfon. 
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Referendum  order;  determination  of 
repreeeniatioe  period:  and  designation  of 
referendum  agent.  It  is  hereby  directed 
that  a  referaidum  be  conducted  to  de- 
termine whether  the  issuance  of  the  at- 
tached order,  which  is  a  consolidation 
of  and  an  amendment  to  the  orders  regu- 
lating the  t»ft»rfHng  of  milk  in  the  Louls- 
vllle-Lezlngton,  Kentucky,  and  Ohio 
Valley  marketing  areas,  is  approved  or 
favored  by  the  producers,  as  defined 
under  the  terms  of  the  attached  order, 
and  who,  during  the  representative  pe- 
riod, were  engaged  in  the  production  of 
milk  for  sale  within  the  marketing  area 
defined  in  the  attached  order. 

The  month  of  December  1961  is  hereby 
determined  to  be  the  representative  pe- 
riod for  the  conduct  of  such  referendum. 

Joseplt  E.  Bobo  is  hereby  designated 
agent  of  the  Secretary  to  conduct  such 
referendum  in  accordance  with  the  pro- 
cedure for  the  conduct  of  referenda  to 
determine  producer  approval  of  milk 
marketing  orders  (15  FJl.  517T).  such 
referendum  to  be  completed  on  or  before 
the  30th  day  from  the  date  this  decision 
is  issued. 

Signed  at  Washington,  D.C.,  on  Feb- 
ruary 15. 1962. 

Charles  S.  Murprt. 
Under  Secretary . 
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1046.52  Butterfat  differentials  to  handlon. 

1046.53  Location  differentials  to  bandlen. 

1046.54  Use  of  equivalent  prices. 

Afpucatiom  or  Paovanom 

1046.60  Produce-handlers. 

1046.61  Payments  on  other  source  milk  by 

handlers  operating  pool  plants. 

1046.62  Obligation  of  handlers  aputcOiig  a 

nonpool   plant   which   la   a  el^ 
plant. 

1046.63  Plants    subject    to    other    FMtaral 

orders. 


DzTSaMINATION  OF  UmtOKic 

1046.70  Net  obligation  of  each  handler. 

1 046 .7 1  Computation  of  uniform  price. 

PAT1CSHT8 

1046.80  Time  and  method  at  payment  for 

producer  milk. 

1046.81  Butterfat  differentials  to  produoeta. 

1046.82  Location  differentials  to  produosn. 

1046.83  Producer-settlement  fund. 

1046.84  Payments    to    the    producer-eettle- 

ment  hi^L 

1046.85  Payments  Sat  of  the  produoer-aet- 

tlemen^  fund. 

1046.86  Adjustment  of  aoeoiuta. 

1046.87  Marketing  services. 

1046.88  Expense  of  administration. 

1046.89  Termination  of  obligations. 


1  This  order  shall  not  become  effective  im- 
less  and  until  the  requirements  of  I  900.14  of 
the  mlM  of  practice  and  procedure  ecovemlng 
proceedings  to  formulate  marketing  agree- 
mmts  and  marketing  orders  have  been  met. 
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1046iK)  Effective  time. 

1046.91  Suspension  or  termination. 

1046.92  Continuing  power  and  duty. 

1046.93  Liquidation    after    suspension    or 

termixuition. 

MiscELLANEOvs  PaovmoKs 

1046.100  Agents. 

1046.101  Separability  of  provisions. 

Authoeitt:  {(  1046.0  through  1046.101  Is- 
sued under  sees.  1-19,  48  Stat.  31,  Ss  amend- 
ed; 7  U.S.C.  601-674. 

§  1046.0     Findings  and  detemuBatiaas. 

The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 
in  addition  to  the  findings  and  determi- 
nations previously  made  In  coauiectioa 
with  the  issuance  of  the  LouisvUle-Lez- 
ingt<»i.  Kentucky,  and  Ohio  Valley  or- 
ders and  of  the  previously  issued  amend- 
ments thereto;  and  all  of  said  previous 
findings  and  determinations  are  herdfty 
ratified  and  aSEbmed,  except  Insofar  as 
such  findings  and  determinatians  may 
be  in  conflict  with  the  findings  and  de- 
terminations set  fo^  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  pro- 
visions of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amoided  (7 
U.S.C.  601  et  seq.),  and  the  apidieable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments  and  marketing  orders  (7  CFR  Part 
900),  a  public  hearing  was  held  upon 
certain  proposed  amendments  to  the 
tentative  marketing  agreonents  and  to 
the  orders  regulating  the  handling  of 
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milk  In  the  Loulaville-Lexln«ton,  Ken- 
tucky, and  Ohio  Valley  marketing  areas. 
Upon  the  basis  of  the  evidence  Intro- 
duced at  such  hearing  and  the  record 
thereof,  it  Is  found  that: 

(1)  The  LoulsvUle-Lezlngton-Evans- 
¥iUe  order,  which  Is  a  consolidation  of 
and  an  amendment  to  the  Louisville - 
Lexington.  ELentucky.  and  Ohio  Valley 
orders,  and  all  of  the  terms  and  condi- 
tions thereof,  will  tend  to  effectuate  the 
declared  policy  of  the  Act; 

(2)  The  parity  prices  of  milk,  as  de- 
termined pursuant  to  section  2  of  the 
Act,  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of 
feeds,  and  other  economic  conditions 
which  affect  market  supply  and  demand 
for  milk  In  the  Louisville-Lexington- 
Sransville  marketing  area,  and  the  mini- 
mum prices  specified  in  the  order  are 
such  prices  as  will  reflect  the  aforesaid 
factors,  insure  a  sufficient  quantity  of 
pure  and  wholesome  milk,  and  be  in  the 
public  Interest: 

(3)  The  Loiiisville-Lexington-Evans- 
vllle  order  regulates  the  handling  of  milk 
in  the  same  manner  as,  and  Is  applicable 
only  to  persons  In  the  respective  classes 
of  Industrial  or  commercial  activity  spec- 
ified In.  a  marketing  agreement  upon 
i^ilch  a  hearing  has  been  held. 

(4)  All  milk  and  milk  products  han- 
dled by  handlers,  as  defined  in  the  Louis- 
ville-Lexlngton-Evansvllle  order  are  in 
the  current  of  Interstate  commerce  or 
directly  burden,  obstruct,  or  affect  inter- 
state commerce  In  milk  or  its  products; 
and 

(5)  It  Is  hereby  fovmd  that  the  neces- 
sary expense  of  the  market  administra- 
tor for  the  maintenance  and  functioning 
<rf  such  agency  will  require  the  payment 
by  each  handler,  excluding  a  cooperative 
asBOdatlim  In  Its  capacity  as  a  handler 
pursuant  to  i  1046.8(e),  as  his  pro  rata 
share  of  such  expense,  3  cents  per  hun- 
dredweight or  such  amount  not  to  ex- 
ceed 3  cents  per  hundredweight,  as  the 
Secretary  may  prescribe,  with  respect  to 
(1)  prdducer  milk,  (ii)  milk  received 
from  a  cooperative  association  in  its 
ci4)aclty  as  a  handler  pursuant  to 
1 10M.8(e) ,  (111)  other  sovirce  milk  al- 
located to  Class  I  at  a  pool  plant,  and 
(Iv)  milk  at  a  city  plant  which  is  a  non- 
pool  plant  in  accordance  with  S  1046.61. 

Order  relative  to  handling.  It  is 
iher^ore  ordered,  that  on  and  after  the 
effecUve  date  hereof,  the  orders  regu- 
lating the  handling  of  milk  in  the 
LoulsvUle-Lezlngton,  Kentucky,  and 
Ohio  Valley  marketing  areas  (Parts 
1095  and  1046.  respectively)  shall  be 
amended  and  consolidated  into  one  order 
which  shall  be  designated  as  Order  No. 
46  and  which  shall  regulate  the  handling 
of  milk  in  the  Louisville-Lexington - 
EvansTllle  marketing  area,  and  the 
handling  of  milk  in  the  Louisville- 
Lexlngton-Evansvllle  marketing  area 
shall  be  In  conformity  to,  and  in  com- 
pliance with,  the  following  terms  and 
oondltl(Mis: 

DinNITIONS 

i  1046.1     Act. 

"Act"  means  Public  Act  No.  10.  73d 
Congress,  as  amended  and  as  reenacted 
and  amended  by  the  Agricultural  Mar- 
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keting     Agreement     Act    of     1937,     as 
amended  (7  U.S.C.  601  etseq.). 

§  1046.2      Secretary. 

"Secretary"  means  the  Secretary  of 
Agriculture  or  any  other  officer  or  em- 
ployee of  the  United  States  authorized 
to  exercise  the  powers  or  to  perform  the 
duties  pursuant  to  the  Act  of  the  said 
Secretary  of  Agriculture. 

§  1046.3      Department. 

"Department"  means  the  United 
States  Department  of  Agriculture  or 
other  Federal  agency  authorized  to  per- 
form the  price  reporting  functions  speci- 
fied in  this  part. 

§  1046.4      Person. 

"Person"  means  any  individual,  part- 
nership, corporation,  association  or  any 
other  business  unit. 

§  1046.5      Cooperative  a.«i»oeiation. 

"Cooperative  association"  means  any 
coof)erative  marketing  association  of 
producers  which  the  Secretary  deter- 
mines: 

ia>  To  be  qualified  under  the  provi- 
sions of  the  Act  of  Congress  of  February 
18.  1922.  as  amended,  known  as  the 
"Capper-Volstead  Act";  and 

•  b)  To  have  full  authority  in  the  sale 
of  milk  of  its  members  and  to  be  en- 
gaged in  making  collective  sales  of  or 
marketing  milk  or  its  products  for  its 
members. 

§  1046.6      I^ui)>ville-I>exington-Evan»ville 
marketing   area. 

"Louisvllle-Lexington-Evansville  mar- 
keting area",  hereinafter  called  the 
"marketing  area',  means  all  territory 
geographically  located  within  the  per- 
imeter boundaries  of  Anderson.  Bour- 
bon. Boyle.  Breckinridge.  Bullit.  Clark. 
Daviess.  Fayette.  Franklin.  Garrard. 
Grayson,  Hancock.  Hardin.  Henderson. 
Henry.  Hopkins,  Jefferson.  Jessamine, 
Larue.  Madison.  McLean,  Meade.  Mercer, 
Montgomery,  Muhlenberg.  Nelson.  Ohio. 
Oldham,  Scott,  Shelby,  Spencer.  Union. 
Webster,  and  Woodford  Counties  in  the 
State  of  Kentucky,  and  Clark.  Crawford, 
Daviess.  Dubois.  Floyd.  Gibson,  Harrison, 
Knox.  Martin.  Orange,  Perry.  Pike. 
Posey,  Spencer.  Vanderburgh,  Warrick, 
and  Washington  Counties  In  the  State 
of  Indiana,  including  all  municipal 
corporations  and  institutions  owned  or 
operated  by  the  Federal,  State  or  local 
governments  lying  wholly  or  partially 
within  such  temtor>'. 

§  1046.7      Producer. 

"Producer"  means  any  person,  except 
a  producer-handler; 

<a)  Who  produces  milk  on  a  dairy 
farm  which  is  approved  by  a  duly  con- 
stituted health  authority  for  the  pro- 
duction of  milk  for  fluid  disposition  <  this 
definition  shall  Include  approval  of  milk 
by  the  authority  to  administer  the  regu- 
lations governing  the  quality  of  milk  ac- 
ceptable to  agencies  of  the  US.  Govern- 
ment for  fluid  consumpti(9  in  its  in- 
stitutions or  bases  located  in  the  mar- 
keting area  during  any  month  in  which 
such  milk  Is  disposed  of  to  such  institu- 
tions or  bases) ;  and 

(b)  Whose  milk  so  produced  pursuant 
to  paragraph   <a)   of  this  section  is  re- 


ceived  at  a  pool  plant  or  by  a 
association  in  its  capacity  as  a  _ 
pursuant  to  §  1046.8(c)  or  dlverttd 
cordance  with  the  conditions  set 
:  1046.14. 

§  1046.8      Handler. 

"Handler"  means: 

(a)   Any  person  in  his  capacity] 
operator  of  a  city  plant  or  a 
plant ; 

•  b)   Any  cooperative  assoclatkn 
respect  to  milk  diverted  by  It  lA 
ance  with  the  conditions  set  fodk 
§  1046.14;  and 

•  o   Any  cooperative  assoclatton 
respect  to  the  milk  of  its  producer  I 
bers  which  is  dehvered  for  the 
the    cooperative    association   fitai 
farm   to  the  pool   plant (s)   of 
handler  in  a  tank  truck  owned  by. 
ated  by.  or  under  contract  to 
operative  association  if  the 
association  has  notified  in  wiltlni 
to  delivery   both  the  market 
trator  and  the  handler  to  whom  the 
is  delivered  that  it  wishes  to  be  tha 
dler  for  such  milk.     Such  milk 
considered  as  having  been 
the  cooperative  association  at  tlM 
tion    of    the    plant    to    which   tt 
delivered. 

§  10t6.9      Producer-handler. 

Producer-handler"  means  any 
who  processes  and  packages  milk  fl 
his  own  farm  production.  distributMi 
portion  of  such  milk  in  the 
area  on  a  route  and  receives  no  fluid afli 
products  from  other  dairy  fannen  m 
nonpool  plants:  Provided.  That8aGiipir> 
son  provides  proof  satisfactory  to  ttf 
market  administrator  that  (a)  tfaeCMi 
and  management  of  all  of  the  dil9 
animals  and  other  resources  neceamyd 
produce  the  entire  amount  of  fluM  Wtk 
handled  (excluding  transfers  from  PMl 
plants)  is  the  personal  enterprlM of  tirt 
at  the  personal  risk  of  such  penon.  Mri 
(b)  the  operation  of  the  proceastnc  $afk 
distributing  business  is  the  person^  •> 
terprise  of  and  at  the  personal  rlA  il 
such  person. 

§  1046.10     Cilr  plant. 

City  plant"  means  a  plant  where  hA 
is  processed  or  packaged  and  from  wkM 
fiuid  milk  products  permitted  to  II 
labeled  as  "Grade  A"  by  a  duly  oooill- 
tuted  health  authority  are  dlspoaedof  m 
a  route(s)  in  the  marketing  area. 

§1046.11      Country   plant. 

"Country  plant"  means  a  milk  plaint 
other  than  a  city  plant,  which  is  tiih' 
proved  by  a  duly  constituted  health  M- 
thority  to  supply  milk,  skim  milk  « 
cream  to  a  city  plant (s)  for  dispodtia 
as  "Grade  A"  milk  and  at  which  mUkh 
received  during  the  month  from 
described  in  S  1046.7(a)  or  from  a 
erative  association  In  its  capacity  as  • 
handler  pursuant  to  S  1046.8(c). 

§  1046.12      Pool   plant. 

"Pool  plant"  means: 

(a)   A  city  plant,  other  than  a 
operated  by  a  producer -handler, 
meets  the  following  requirements: 

( 1 )   For  each  of  the  months  of 

through  October  not  less  than  30        

and  for  each  of  the  months  of  Nofl*- 
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w  tiirtnigb  AprU  ^°^  ^^^  ^^^  *°  P*'" 
■**  rf  tbe  fluid  milk  products  recelTed 
**'"  ^le  two  months  immediately 
■*^--  from    persons   deacrlbeil   in 


nSSlfJa).  from  a  cooperative  assoda- 
LiTto  its  capacity  as  a  handler  pur- 
l^  to  1 1046.8(c) ,  from  country  plants 
Sifrain  pool  plants  In  containers  not 
Sitf  than  a  gaUon  are  disposed  of  aa 
Sa  I  ip"fc  from  such  plant  during  such 
ZToonth  period  to  all  outlets  ezcestt 
^l^poslUon  to  pool  plants  in  con- 
^en  larger  than  a  gallon:  Provided, 
SS.  if  «uch  utilization  percentage  for 
^tn  preceding  months  cannot  be  as- 
^tnad  by  the  market  administrator. 
^^K^pective  percentages  shall  apply  to 
^pytpts  and  sales  during  the  current 
MOthluid 

O)  An  amount  of  Class  I  milk  equal 
to  not  less  than  an  average  of  13.500 
moimU  per  day  or  not  less  than  10  per- 
Sr5  the  fluid  milk  products  received 
(Inipm  the  current  month  from  persona 
A^atbed  in  i  1046.7(a) ,  from  a  coopera- 
tive association  in  its  capacity  as  a  han- 
4w  pursuant  to  S  1046.8(c),  and  from 
eoontry  plants  is  distributed  on  routes 
In  tbe  marketing  area : 

(b)  A  country  plant  during  any  of  the 
BODths  of  October  through  March  from 
irtrifh  not  less  than  50  percent,  and  dur- 
ing other  months  not  less  than  40  per- 
flOt,  of  the  receipts  of  milk  at  such  plant 
tnm  persons  described  in  9  1046.7(a) 
and  from  a  cooperative  association  in  its 
Mpacity  as  a  hcmdler  pursuant  to 
ilMfJ(c)  are  moved  to  and  received 
at  a  city  plant  In  the  form  of  milk,  skim 
■ilk or  cream; 

(e)  A  country  plant  during  the  months 
ol  April  through  September  from  which 
not  less  than  50  percent  of  the  combined 
neeipts  of  milk  from  persons  described 
ini  1046.7(a)  and  from  a  cooperative  Es- 
■idatton  in  its  capacity  as  a  handler 
pmuant  to  S 1046  8(c)  during  the  pre- 
esdlng  period  of  October  through  March 
vere  moved  to  and  received  at  a  city 
plaiit(s)  in  the  form  of  milk,  skim  milk, 
or  cream,  unless  the  operator  of  auch 
plant  notifies  the  market  administrator 
in  writing  on  or  before  March  15  of  with- 
drawal of  the  plant  from  the  pool  for  the 
Bonths  of  April  through  September  next 
following :  and 

(d)  A  country  plant  which  is  operated 
1v  a  cooperative  association  if  (1)  two- 
thirds  or  more  of  the  milk  from  persons 
described  in  S  1046.7(a)  who  are  mem- 
ben  of  such  association  is  delivered  dur- 
ing the  month  from  farms  to  the  pool 
piant(8)  of  other  handlers  or  trans- 
ferred by  such  association  from  its  plant 
to  the  pool  plant (s)  of  other  handlers 
or  (2)  such  plant  qualified  as  a  pool 
plant  pursuant  to  subparagraph  (1)  of 
this  paragraph  during  each  of  the  im- 
mediately preceding  consecutive  months 
of  October  through  February. 

11046.13  Nonpool  plant. 

IVonpool  plant"  means  any  milk  man- 
ttfacturlng.  processing  or  bottling  plant 
fltber  than  a  pool  plant. 

11046.14  Producer  milk. 

Troducer  milk"  means  only  that  skim 
■ilk  and  butterfat  contained  in  milk 
fr«n  producers  which  Is: 
Mo.  30 8 
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(a)  Reedved  from  ivoducers  at  a  pool 
plant  for  the  account  of  the  person  op- 
eratlng  such  plant:  Provided.  That,  in 
the  case  of  milk  other  than  that  de- 
livered bj  a  cooperative  association  pur- 
suant to  f  1046.8(0).  when  withdrawals 
of  milk  are  made  at  more  than  one  pool 
plant  (ran  the  same  load  delivered  by 
farm  tank  pickup  truck  and  in  the  ab- 
sence of  Skgreement  between  the  operators 
of  such  pool  plants  as  to  the  repoiting 
of  and  payment  for  such  milk,  the  entire 
load  shall  be  deemed  to  have  been  re- 
ceived at  the  first  pool  plant  at  which 
smy  of  such  milk  was  withdrawn; 

(b)  Diverted  from  a  pool  plant  to  a 
n<mpool  plant  for  the  account  of  the  op- 
erator of  the  pool  plant  or  for  the  ac- 
cotmt  of  a  cooperative  association:  Pro- 
vided, That  such  milk  so  diverted  shall 
be  deemed  to  have  been  received  at  the 
pool  plant  from  which  it  is  diverted  if 
diverted  for  the  account  of  the  handler 
operating  such  plant  or  at  the  location 
of  the  pool  plant  from  which  diverted  If 
diverted  for  the  account  of  a  cooperative 
association:  And  provided  further.  That 
producer  milk  pursuant  to  this  para- 
graph shall  not  include  the  milk  of  any 
person  during  any  of  the  months  of  Oc- 
tob«-,  Nov«nber.  January  and  February 
on  days  on  which  it  is  diverted  by  a 
handler  to  a  nonpool  plant  in  excess  of 
22  days  (11  days  In  the  case  of  every- 
other-day  delivery)  during  the  month; 

or 

(c)  Received  by  a  cooperative  associa- 
tion in  its  capacity  as  a  handler  pursuant 
to  9  1046.8(c) . 

§  1046.15     Fluid  milk  product. 

"Fluid  milk  product"  means  milk,  skim 
milk,  buttermilk,  flavored  milk,  milk 
drinks  (plain  or  flavored) .  reconstituted 
milk  or  skim  milk,  fortified  milk  or  skim 
milk  (including  "diet"  foods),  cream 
(sweet  or  sour) ,  half  and  half,  or  any 
mixture  in  fluid  form  of  milk  or  skim 
milk  and  cream  (except  ice  cream  mix, 
frozen  dessert  mix,  evaporated  milk,  con- 
densed milk,  aerated  cream  products, 
effinog,  and  cultured  sour  mixtures  not 
IfSeled  as  Grade  A)  which  are  neither 
sterlliaed  nor  packaged  in  hermetically 
sealed  containers. 

§  1046.16     Other  source  milk. 

"Other  source  milk"  means  all  skim 
milk  and  butterfat  contained  In: 
.  (a)  Receipts  during  the  month  in  the 
form  of  fluid  milk  products  except  (1) 
fluid  milk  products  received  from  pool 
plants,  (2)  producer  milk  and  milk  re- 
ceived from  a  cooperative  association  In 
Its  capacity  as  a  handler  pvursuant  to 
§  1046.8(c).  or  (3)  opening  hiventory; 
and 

(b)  Products  other  than  fluid  milk 
products  from  any  soiuxe  (including 
thoee  iHtKiuced  at  the  plant)  which  are 
reprocmaed  or  converted  to  another 
product  in  the  plant  during  the  month. 

§  1046.17     Route. 

"Route"  means  delivery  (including 
dlapositton  trom.  a  plant  store  or  from 
a  distrlbatlon  point  and  distribution  by 
a  vendor)  of  a  fluid  milk  product (s)  to 
a  ^[^olesale  or  retail  outlet(s)  other  than 
to  a: 

(a)  Mi]kplant(s): 


(b)  Distribution  point(a) ;  or 
(c>  Pood  proceealnf  plant(B)  for  vm 
other  than  for  fluid  eonsnmptloii. 


§1046.18 

"Chicago  butter  price**  mecna  the 
arithmetical  average,  aa  eompiHed  br 
the  market  flMlmlnistrator.  of  tbm  idaQf 
wholesale  selling  prices  (ualnc  the  nld- 
point  of  any  range  as  one  prlee)  per 
pound  of  Grade  A  (02-aoore)  bidk 
creamery  butter  at  Chicago  aa  reported 
for  the  month  by  the  Depeuiment. 

§  1046.19     Nonfat  dry  milk  price. 

"Nonfat  dry  milk  price"  meems  the 
arithmetical  average  of  the  lielg^ted 
averages  of  the  carlot  prices  per  pounda 
of  spray  and  roller  proceas  nonfat  dry 
milk  for  human  consumption,  f  jo.b. 
Chicago  area  manufacturing  planti.  aa 
published  |or  the  month  by  the  Dqiaxi- 
ment. 

Markxt  ADimixsnATOK 

§  1046.20     DesignatioB. 

The  agency  for  the  sMlministnitlon  of 
this  part  shall  be  a  nuurket  adminiatra- 
tor.  selected  by  the  SecreteuTt  who  shall 
be  entitled  to  such  compensation  aa  may 
be  determined  by.  and  ahall  be  auhjeei  to 
removal  at  the  discretion  of.  the  Secre- 
tary. 

§  1046.21     Power*. 

The  market  administrator  shall  have 
the  following  powers  with  respect  to  this 
part: 

(a)  To  administer  its  terms  and  pro- 
visions; 

(b)  To  receive,  investigate,  and  report 
to  the  Secretary  complaints  of  violattona; 

(c)  To  make  rules  and  regulations  to 
effectuate  its  terms  and  provisions;  and 

(d)  To  recommend  amendments  to 
the  Secretary. 

§  1046.22     DuUcs. 

The  market  admlnislratar  shall  per- 
form all  duties  necessary  to  administer 
the  terms  and  provisions  of  this  part, 
including  but  not  limited  to  the  follow- 
ing: 

(a)  T^thhi  45  days  foUowing  the  date 
on  which  he  enters  upon  his  duties,  or 
such  lesser  period  as  may  be  preaeribed 
by  the  Secretary,  execute  and  delii^  to 
the  Secretary  a  bond,  effective  aa  of  the 
date  on  which  he  alters  upon  such  duties 
and  conditioned  upon  the  faithful  per- 
formance of  such  duties,  in  an  amount 
and  with  surety  thereon  satisfactory  to 
the  Secretary; 

(b)  Employ  and  flx  the  compensation 
of  such  persons  as  may  be  necessary  to 
enable  him  to  administer  its  tenaa  and 
provisions; 

(c)  Obtain  a  bond  in  a  reasonable 
amount  and  with  reasonable  surety 
thereon  covering  each  employee  who 
handles  funds  entrusted  to  the  market 
administrator; 

(d)  Pay  out  of  the  funds  provided  hj 
§  1046.88  the  cost  of  his  bond  and 
of  the  bonds  of  his  aiu>k>yeea,  his  o)wn 
compensation,  smd  all  ottnet  expenses 
(exc^t  those  incurred  under  i  1046.87) 
necessarily  incurred  by  him  in  the  main- 
tenance and  functioning  of  his  ofBee  and 
In  the  performance  of  his  duties; 

(e)  Keep  such  boolcs  and  records  aa 
will  clearly  reflect  the  transactiona  pro- 


1648 

yided  for  in  this  part,  and  upon  request 
by  the  Secretary,  surrender  the  same  to 
such  other  person  as  the  Secretary  may 
deslsmate; 

(f)  Submit  his  books  and  records  to 
examination  and  furnish  such  informa- 
tion and  reports  as  may  be  requested  by 
the  Secretary; 

(g)  Verify  all  reports  and  payments 
of  each  handler  by  audit  of  such  han- 
dler's records  and  of  the  records  of  any 
other  handler  or  person  upon  whose 
utilization  the  classification  of  skim 
miHr  or  butterfat  for  such  handler  de- 
pends, or  by  such  investigation  as  the 
maricet  administrator  deems  necessary: 

(h)  Prepare  and  disseminate  to  the 
public  such  statistics  and  such  informa- 
tion as  he  deems  advisable  and  as  do  not 
reveal  confidential  information; 

(1)  Publicly  announce,  at  his  discre- 
tion, unless  otherwise  directed  by  the 
Secretary,  by  posting  in  a  conspicuous 
place  in  his  office  and  by  such  other 
means  as  he  deems  appropriate,  the 
name  of  any  person  who,  within  5  days 
after  the  date  upon  which  he  is  required 
to  perform  such  acts,  has  not  made  re- 
ports pvursuant  to  99  1046.30  through 
1046.32,  or  payments  pursuant  to 
li  1046.61.  1046.62,  1046.80,  1046.84,  and 
1046.86  through  1046.88; 

(J)  On  or  before  the  15th  day  after 
the  end  of  each  month,  report  to  each 
cooperative  association,  which  so  re- 
quests, with  respect  to  milk  delivered  by 
such  association  or  by  its  members  to 
each  handler  diu-ing  the  month :  (1 )  The 
percentage  of  such  receipts  classified  in 
each  class;  and  (2)  the  percentage  rela- 
tionship of  such  receipts  to  the  total 
pounds  of  Class  I  milk  available  to  assign 
to  such  receipts  exclusive  of  the  Class  I 
milk  disposed  of  by  such  handler  to  the 
pool  plant  (s)  of  other  handlers  and  to 
nonpool  plants.  For  the  purpose  of  these 
reports,  the  milk  received  from  such  as- 
sociation shall  be  treated  on  a  pro  rata 
basis  of  the  total  producer  milk  received 
by  such  handler  during  the  month ; 

(k)  Publicly  announce,  by  posting  in 
a  conspicuous  place  in  his  office  and  by 
such  other  means  as  he  deems  appropri- 
ate, and  notify  each  handler  in  writing 
the  prices  and  butterfat  differentials  de- 
termined for  each  month  as  follows : 

(1)  On  or  before  the  8th  day  of  each 
month,  the  Class  I  price  and  butterfat 
differential  for  the  month  and  the  Class 
n  price  and  butterfat  differential  for  the 
preceding  month  computed  pursuant  to 
99  1046.51  and  1046.52;  and 

(2)  On  or  before  the  12th  day  after 
the  end  of  each  month,  the  uniform  price 
computed  pursuant  to  9 1046.71.  and  the 
butterfat  differential  computed  pursuant 
to  9  1046.81; 

(1)  On  or  before  the  13th  day  after 
the  end  of  each  month,  the  market  ad- 
ministrator shall  mall  to  each  handler, 
at  his  last  known  address,  a  statement 
showing: 

(1)  The  net  obligation  computed  for 
such  handler  pursuant  to  9  1046.70;  and 

(2)  The  amounts  to  be  paid  by  such 
handler  pursuant  to  99  1046.61,  1046.62. 
1046.84.  1046.87.  and  1046.88. 


PROPOSED  RULE  MAKING 

Rkports,  Rxcords  and  FsCILITItS 

g  1046.30      Reports  of  rccfipta  and  alili- 
cation. 

(a)  Each  cooperative  association  in 
its  capacity  as  a  handler  and  each  han- 
dler with  respect  to  each  of  his  pool 
plants  shall  report  for  the  month  to  the 
market  administrator  in  the  detail  and 
on  forms  prescribed  by  the  market  ad- 
ministrator, such  reports  to  be  due  at 
the  office  of  the  market  administrator 
not  later  than  the  8th  day  after  the  end 
of  such  month: 

(It  The  quantities  of  skim  milk  and 
butterfat  contained  in  receipts  of  pro- 
ducer milk  (including  such  handlers  own 
farm  production)  ; 

<2>  The  quantities  of  skim  milk  and 
butterfat  contained  in  fluid  milk  prod- 
ucts received  from  other  pool  plants  and 
in  milk  received  from  a  cooperative  as- 
sociation in  its  capacity  sut  a  handler 
pursuant  to   §  1046.8(c>: 

(3)  The  quantities  of  skim  milk  and 
butterfat  contained  in  other  source  milk; 

(4)  Inventories  of  fluid  milk  products 
on  hand  at  the  beginning  and  end  of  the 
month ; 

(5)  The  utilization  of  all  skim  milk 
and  butterfat  required  to  be  reported 
pursuant  to  this  section,  including  a  sep- 
arate statement,  if  required  by  the  mar- 
ket administrator,  of  the  disposition  of 
Class  I  milk  other  than  on  routes  oper- 
ated wholly  or  partially  within  the  mar- 
keting area;  and 

(6)  Such  other  information  with  re- 
spect to  his  receipts  and  utilization  of 
butterfat  and  skim  milk  as  the  market 
administrator  may  prescribe; 

(b)  Each  handler  operating  a  city 
plant  which  is  a  nonpool  plant  shall  re- 
port on  or  before  the  applicable  date 
specified  in  paragraph  <a)  of  this  section 
his  receipts  of  milk  from  dairy  farmers 
and  all  other  sources  and  the  utilization 
of  such  receipts  in  accordance  with 
9  1046.40  as  prescribed  by  the  market 
administrator. 

§  1046.31      Parroll   reports. 

On  or  before  the  20th  day  after  the 
end  of  each  month,  each  handler  who  re- 
ceived milk  from  producers  or  from  a 
cooperative  association  of  producers, 
and  each  handler  operating  a  nonpool 
plant  subject  to  9  1046  62(c)  shall  sub- 
mit to  the  market  administrator  for  each 
of  his  pool  plants,  or  nonpool  plants  sub- 
ject to  §  1046.62<c  > .  his  producer  or  dairy 
farmer  payroll  for  deliveries  during  the 
month  which  shall  show  (a>  the  total 
pounds  of  milk  received  from  each  pro- 
ducer, producer  cooperative  association 
or  dairy  farmer,  and  the  average  butter- 
fat content  of  such  milk,  (b)  the  prices 
paid  and  the  amount  of  payment  to  each 
producer,  producer  cooperative  associa- 
tion, or  dairy  farmer,  and  (c)  the  nature 
and  amount  of  any  credits,  deductions,  or 
charges  involved  in  such  payments. 

§  1046.32     Other  report*. 

(a)  Each  producer-handler  shall 
make  reports  to  the  market  administra- 
tor at  such  time  and  In  such  manner  as 
the  market  administrator  may  prescribe. 


( b )  Each  handler  shall  report  |o  ^ 
market  administrator,  as  soon  — 
ble  after  first  receiving  milk  __ 
producer,  the  name  and  address  tf 
producer,  the  date  upon  which  insli 
was  first  received,  and  the  plant  at 
such  milk  was  received. 

(c>  On  or  before  the  10th  daj  afw 
the  request  of  the  market  admlnlst(||g, 
each  handler  shall  submit  a  sehaMiit 
rates  which  are  charged  and  paldbvlte 
transportation  of  milk  from  the  taiAtf 
each  producer  to  such  handler's  g^|^ 
Changes  in  such  schedule  of  ratac  ^ 
the  effective  dates  thereof  shall  bt  n. 
ported  to  the  market  adminiatnlv 
within  10  days. 

§  1046.33      Rerords  and  faciUtfaa. 

Each  handler  shall  maintain  aiid  Mte 
available  to  the  market  administrators 
to  his  representative  during  the  om^ 
hours  of  business  such  accounts,  reeorl^ 
and  reports  of  his  operations  and  nk 
facilities  as  are  necessary  for  the  maifcit 
administrator  to  verify  or  establish  tbi 
correct  data  with  respect  to: 

(a)  The  receipts  and  utillzatlOB  tf 
producer  milk  and  other  source  milk: 

(b)  The  weights  and  tests  for 
fat  and  other  content  of  all  milk, 
milk,  cream,  and  milk  products  *<a»MB^|. 

(c)  Payments  to  producers, 
supporting  records  of  all  deductlont 
written  authorization  from  each  vi^. 
ducer  of  the  rate  per  hundredwdght « 
other  method  for  computing  haolki 
charges  on  such  producer  milk;  and 

(d)  The  pounds  of  skim  milk  and bil> 
terf at  contained  in  or  represented  tay  a| 
milk,  skim  milk,  cream,  and  other  Bfll 
products  on  hand  at  the  beginning  aai 
end  of  each  month. 

§  1046.34      Retention  of  records. 

All  books  and  records  required 
this  part  to  be  available  to  the 
administrator  shall  be  retained  bj  thi 
handler  for  a  period  of  three  yean  ti 
begin  at  the  end  of  the  calendar  modi 
to  which  such  books  and  records  pv> 
tain;  Provided,  That  if,  within  wtttk 
three-year  period,  the  market  admM^ 
trator  notifies  the  handler  in  writing  Hal 
the  retention  of  such  books  and  reeoiil 
or  of  specified  books  and  records,  it  vm- 
essary  in  cormectlon  with  a  proceedkV 
under  section  8c(15)  (A)  of  the  Act  « 
a  court  action  specified  in  such 
the  handler  shall  retain  such  books 
records,  or  specified  records  and 
until  further  written  notification  fMB 
the  market  administrator.  In  either  Mi 
the  market  administrator  shall  gtre  !*• 
ther  written  notification  to  the  haadlli 
promptly  upon  the  termination  of  tti 
litigation  or  when  the  records  are  M 
longer  necessary  in  connection  ther** 
with. 

CLASSinCATIOW 

§  1046.40      Skim   milk   and   butterfat  M 
be  rIaMiified. 

All  skim  milk  and  butterfat  whkto  fe 
required  to  be  reported  pursuant  9> 
99  1046.30  and  1046.62  shall  be 

by  the  market  administrator  ^ _^ 

to  the  provisions  of  99  1046.41  thrMP 
1046.46. 


Wtdne$day,  February  21,  1992 

.^1^41     aasses  of  ntUuatkm. 

flnhtset  to  the  conditions  set  fortti  tat 
.1 104842  through  1046.44.  the daant  d 
IJalSion  shall  be  as  follows: 
^r^Toau  I  milk.    Class  I  milk  shall 
w.  an  skim  milk  and  butterfat: 

*!)  Disposed  of  in  the  form  of  a  fluid 
«rti  product,  except  skim  milk  and  but- 
^JiaiMDOSsd  of  in  fluid  form  pursuant 
rTZngrwh  (b)  (4)  and  (5)  of  this 
!L«Qn-  Provided.  That  fluid  milk  prod- 
Siwhich  have  been  fortifled  with  non- 
S^Bllk  solids  shall  be  Class  I  In  an 
aaoont  equal  only  to  the  weight  of  an 
!aail  volume  of  unfortifled  milk,  skim 
^pt  ,p{l  cream  of  the  same  butterfat 

flODteot;  and 

(J)  Not  accounted  for  as  Class  n  milk. 

(b)  Class  II  milk.  Class  n  milk  shall 
iM  aU  gUm  milk  and  butterfat: 

(1)  Used  to  produce  any  product  other 
tbtn  a  fluid  milk  product; 

(2)  Used  to  produce  frozen  cream; 

(5)  In  fluid  milk  products  which  have 
been  fortifled  with  nonfat  milk  solids 
^ibleb  is  not  accounted  for  as  Class  I 
Bilk  pursuant  to  the  proviso  In  para- 
grapb  (a)  (1)  of  this  section; 

(4)  Disposed  of  for  livestock  feed  or. 
In  tbs  case  of  skim  milk  only,  dvaaped, 
igxn  prior  notice  as  prescribed  by  the 
aaifeet  administrator ; 

(6)  Disposed  of  In  bulk  to  bakeries, 
fgnAf  or  soup  manufacturers  and  other 
eoBinercial  food  manufacturing  estab- 
Ikbments  which  do  not  dispose  of  any 
meh  receipts  in  the  form  of  fluid  mUk 
products; 

(6)  In  inventories  of  fluid  milk  prod- 
ucts; 

(7)  In  shrinkage,  excluding  shrinkage 
of  other  source  milk,  not  to  exceed  the 
foOowing: 

(I)  Two  percent  of  skim  milk  and  but- 
terfat. respectively,  in  producer  milk 
pfaysically  received  at  a  pool  plant;  plus 

(II)  One  and  one-half  percent  of  skim 
milk  and  butterfat.  respectively,  in  milk 
received  at  a  pool  plant  from  a  coopera- 
ttie  association  in  its  capacity  as  a  han- 
dler pursuant  to  9  1046.8(c),  except  that 
if  the  handler  operating  such  pool  plant 
fllei  notice  with  the  market  administra- 
tor on  or  before  the  date  he  submits  hlB 
aonthly  report  applicable  to  such  milk 
pusuant  to  9  1046.30  that  he  is  purchas- 
ing such  milk  on  the  basis  of  weights 
determined  at  the  farm  from  farm  bulk 
tuJc  measurements  the  applicable  per- 
eentage  shall  be  two  percent;  plus 

(ill)  One  and  one-half  percent  of  skim 
milk  and  butterfat,  respectively,  in  fluid 
■Uk  products  received  at  a  pool  plant 
In  bulk  as  a  transfer  from  other  pool 
plants;  less 

(It)  One  and  one-half  percent  of  skim 
milk  and  butterfat.  respectively,  in  fluid 
mUk  products  transferred  in  bulk  from 
t  pool  plant  to  other  plants;  and  plus 

(?)  One-half  of  one  percent  of  skim 
milk  and  butterfat.  respectively,  in  pro- 
ducer milk  received  by  a  cooperative  as- 
eodation  in  its  capacity  as  a  handler 
pursuant  to  9  1046.8(c),  imless  the  ez- 
ctptlon  provided  in  subdivision  (ii)  of 
tUs  subparagraph  applies;  and 

(8)  In  shrinkage  of  Other  source  mUk. 

1 1046.42     Shrinkage. 

hi  computing  shrinkage  for  the  pur- 
'      of  9  1046.41(b)    (7)   and  (8)  the 
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BUtflEat  administrator  shall  determine 
the  ahilnkage  of  skim  milk  and  but- 
tattX,  reepeettvdy,  in  the  following 
manner: 

(a)  Compute  the  total  shrinkage  for 
each  handler,  or  for  each  pool  plant  in 
the  ease  of  those  handlers  operating  pool 
planta,  by  subtracting  the  skim  milk  and 
butterfat,  respectively,  classifled  as  Class 
I  miur  pursuant  to  9  1046.41(a)  (1)  and 
as  Class  n  milk  pursuant  to  9  1046.41 
(b)  (1)  through  (6)  (subject  to  the  pro- 
visions of  9S  1046.43  through  1046.45) 
from  the  receipts  of  the  skim  milk  and 
butterfat,  respectively,  required  to  be 
reported  pursuant  to  1 1046.30;  and 

(b)  Prorate  the  total  shrinkage  of 
skim  milk  and  butterfat.  respectively. 
computed  pursuant  to  paragraph  (a)  of 
this  section  between: 

(1)  The  maximum  potmds  of  skim 
n>Hk  and  butterfat  shrinkage  allowable 
pursuant  to  S  1046.41(b)(7)  divided  by 
0.02.  and 

(2)  The  total  poimds  of  other  source 
milk  received  in  bulk  in  the  form  of 
fluid  milk  products. 

S  1046.4S     Responsibility   for   classifica- 
tioa  of  milk. 

(a)  All  skim  milk  and  butterfat  shall 
be  Class  I  milk  imless  the  handler  who 
first  receives  such  skim  milk  or  butter- 
fat can  prove  to  the  market  administra- 
tor that  such  skim  milk  or  butterfat 
should  be  classifled  otherwise. 

(b)  Any  skim  milk  or  butterfat  shall 
be  redassifled  if  veriflcation  by  the  mar- 
ket administrator  discloses  that  the  orig- 
inal classification  was  incorrect. 

S  1046.44     Transfers. 

Skim  milk  or  butterfat  disposed  of  by 
a  handler  from  a  pool  plant  or  by  a 
cooperative  association  in  its  capacity 
as  a  handler  pursuant  to  9 1046.8  (b) 
or  (e)  shall  be  classifled  as  follows: 

(a)  As  Class  I  milk  if  transferred  in 
the  form  of  a  fluid  milk  product  to  a 
pool  plant  of  the  same  handler  or  of 
another  handler  unless  utilization  in 
Class  n  is  claimed  by  the  handler  (or 
handlers)  in  their  reports  submitted  pur- 
suant to  1 1046.30  or  such  milk  is  classi- 
fled purauant  to  paragraph  (b)  of  this 
section:  Provided.  That  the  skim  mUk  or 
butterfat  so  classified  as  Class  n  milk 
shall  be  limited  to  the  amount  of  skim 
milk  or  butterfat,  respectively,  remain- 
ing in  Class  n  milk  in  the  transferee 
plant  after  making  the  assignments  pur- 
suant to  9 1046.46(a)  (1)  through  (8) 
and  the  corresponding  steps  of  9 1046.46 
(b) .  and  any  additional  amount  of  skim 
rrinir  or  butterfat  so  transferred  shall  be 
classified  as  Class  I  milk:  And  provided 
further.  That  if  the  transferor  plant 
has  other  source  milk  during  the  month, 
the  skim  milk  or  butterfat  so  transferred 
shall  be  classifled  at  both  plants  so  as 
to  allocate  the  highest  priced  available 
class  utilization  to  the  producer  milk  at 
both  plants:  And  provided  also.  That  in 
no  case  shall  the  assignment  of  trans- 
ferred ddm  milk  or  butterfat  to  Class 
I  In  the  transferee  plant  exceed  the  dif- 
ference between  the  transferee  plant's 
total  receipts  of  milk  and  milk  products 
and  uttUzation  by  the  transferee  plant  in 
Class  n; 
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(b)  If  a  specified  utilization  of  akim 
milk  and  butterfat  traosf erxed  to  a  pool 
plant  of  another  haiMller  by  a  ooopera- 

tive  association  in  its  eacHJCity  m  a  han- 
dla  pursuant  to  1 1048.8(e)  la  not 
claimed  by  both  handlers  muanant  to 
paragraph  (a)  of  this  secticm,  aoeh  ikJm 
milk  and  butterfat  shall  be  daaalfled  pro 
rata  to  the  respective  amounts  remain- 
Ing  in  each  class  at  the  pool  plant  of  the 
receiving  handler  after  making  the  as- 
signments pursuant  to  1 1046.48(a>  (8) 
and  the  corresporuUng  step  of  1 1046.46 
(b)  and  otter  assignment  of  milk  for 
which  specified  classification  has  been 
claimed  by  handlers  pursuant  to  para- 
graph (a)  of  this  section; 

(c)  As  Class  I  milk  if  transferred  to 
a  producer-handler  in  the  form  of  a 
fiuid  milk  product ; 

(d)  As  Class  I  milk  if  transferred  or 
diverted  in  the  form  of  miUc.  sUm  milk 
or  cream  in  bulk  to  a  nonpool  plant  lo- 
cated less  than  250  airline  milea  from 
the  City  Hall  hi  either  Louisville.  Ken- 
tucky, or  Evansvllle,  Indiana,  nnlen: 

(1)  The  handler  claims  classification 
in  Class  n  in  his  report  submitted  to 
the  market  administrator  pursuant  to 
9  1046.30; 

(2)  The  operator  of  the  nonpool  plant 
maintains  books  and  records  showing  the 
receipts  and  utilization  of  all  tklm  milk 
and  butterfat  at  such  plant  which  are 
made  available  if  requested  by  the  mar- 
ket administrator  for  verification; 

(3)  An  amount  of  skim  milk  and  but- 
terfat. respectively,  of  not  leas  than  that 
so  claimed  by  the  handler  was  used  in 
the  nonpool  plant  in  products  Inchided 
in  Class  ITmilk  or  was  dispoaert  of  taf 
the  nonpool  plant  in  the  form  of  cream 
in  bulk  if  the  handler  meeU  the  re- 
quirements q;)ecified  in  subdivlsiona  (i) , 
(U).  and  (iU)  of  this  subpailtfraph: 

(i)  Claims  classification  of  such  cream 
as  Class  II; 

(ii)  BstabUshes  that  such  cream  was 
transferred  without  Orade  A  certtflca- 
tion.  each  shim>ing  containor  was  tagfed 
or  labeled  to  show  that  the  coii^ts  woe 
for  manufacturing  use  only,  and  the 
shipment  of  such  cream  was  invoiieed 
accordingly;  and 

(ill)  Affords  the  market  administra- 
tor at  least  24  hours  notice  prior  to  ship- 
ment of  such  cream  so  that  he  may  verify 
such  shlpmmt; 

(4)  The  classification  reported  by  the 
handler  results  in  an  amount  of  aUm 
milk  and  butterfat  in  Class  I  milk 
claimed  by  an  handlers  transferrinf  or 
diverting  milk  to  such  nonpool  plant  of 
not  less  than  the  amount  of  aaaignaWe 
Class  I  milk  remaining  after  the  fol- 
lowing computation: 

(i)  From  the  total  skim  milk  and  but- 
terfat. req>ectively.  in  fiuid  milk  prod- 
ucts disposed  of  from  such  nonpool  plant 
and  classified  as  Class  I  milk  punuant 
to  the  classification  provislona  of  this 
ordo-  applied  to  such  nmipodi  plant, 
subtract  the  skim  milk  and  butterfat. 
respectively,  received  at  such  plant  di- 
rectly from  dairy  farmers  who  hold  per- 
mits to  supply  "Orade  A"  wOk  and  who 
the  market  administrator  detenatDea 
constitute  the  r^ular  source  of  supply 
for  such  nonpool  plant;  and 
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(11)  From  the  remaining  amount  of 
ClaoB  I  milk,  subtract  the  skim  milk  and 
butterfat.  reepectlyely.  In  fluid  milk 
products  received  from  another  market 
and  which  is  classlfled  and  priced  as 
Class  I  milk  pursuant  to  another  order 
issued  pursuant  to  the  Act:  Provided, 
That  the  amount  subtracted  pursuant  to 
this  subdivision  shall  be  limited  to  such 
markets'  pro  rata  share  of  such  re- 
mainder based  on  the  total  receipts  of 
skim  milk  and  butterfat,  respectively, 
at  such  nonpool  plant  which  are  subject 
to  the  pricing  provisions  of  an  order 
issued  pursuant  to  the  Act;  and 

(5)  If  the  skim  milk  and  butterfat, 
respectively,  transferred  or  diverted  by 
all  handlers  to  such  a  nonpool  plant  and 
reported  as  Class  I  milk  pursuant  to  this 
paragraph  is  less  than  the  skim  milk  and 
butterfat  assignable  to  Class  I  milk  pur- 
suant to  subparagraph  (4)  of  tliis  para- 
graph, an  equivalent  amount  of  skim 
milk  and  butterfat  shall  be  reclassified 
as  Class  I  milk  pro  rata  in  accordance 
with  the  claimed  Class  n  classification 
reported  by  each  of  such  handlers;  and 

(e)  As  Class  I  milk  if  transferred  or 
diverted  in  the  form  of  milk,  skim  milk 
or  cream  in  bulk  to  a  nonpool  plant  lo- 
cated 250  airline  miles  or  more  from  the 
City  Hall  in  either  Louisville,  Kentucky, 
or  EvansvUle,  Indiana. 

§  1046.45      Compatation     of     the     ekim 
milk  and  bntterfat  in  each  class. 

For  each  month  the  market  admin- 
istrator shall  correct  for  mathematical 
and  other  obvious  errors  the  reports  of 
receipts  and  utilization  submitted  pur- 
suant to  f  1046.30  by  each  handler  and 
shall  compute  the  total  poxmds  of  skim 
milk  and  butterfat.  respectively,  in  Class 
I  milk  and  Class  n  milk  for  such  han- 
dler: Provided.  That  if  any  of  the  water 
contained  in  the  milk  from  which  a 
product  is  made  is  removed  before  such 
product  is  disposed  of  by  a  handler,  the 
hundredweight  of  skim  milk  disposed  of 
in  such  product  shall  be  considered  to 
be  an  amount  equivalent  to  the  nonfat 
milk  solids  contained  in  such  product 
plus  all  of  the  water  originally  associated 
with  such  solids. 

§  1046.46      Allocation  of  skim  milk  and 
bntterfat  claasified. 

After  making  the  computations  pur- 
suant to  S  1046.45  the  market  admin- 
istrator shall  determine  for  each  pool 
plant  the  classification  of  producer  milk 
received  at  the  pool  plant (s)  of  each 
handler  each  month  as  follows: 

(a)  Skim  milk  shall  be  allocated  in  the 
following  manner : 

( 1 )  Subtract  from  the  total  pounds  of 
skim  milk  in  Class  n  milk  the  pounds 
of  skim  milk  classified  pursuant  to 
8  1048.41(b)(7)    (1)   through  (iv); 

(2)  Subtract  from  the  total  pounds 
of  skim  milk  in  Class  I  milk  (i)  the 
pounds  of  skim  milk  received  in  the  form 
of  sour  cream  in  consimier  packages  and 
disposed  of  in  the  same  packages  as  Class 
I  milk  if  such  sour  cream  is  classified 
and  priced  as  Class  n  milk  under  the 
(Chicago  Federal  milk  order  (Order  No. 
30)  and  (ii)  the  pounds  of  skim  milk 
received  in  the  form  of  liquid  dietary 
products  in  consumer  packages  and  dis- 
posed of  In  the  same  packages  as  Class 
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I  milk  to  the  extent  of  the  amount  al- 
lowable pursuant  to  11046.41(a)(1)  If 
such  products  are  classlfled  and  priced 
as  Class  I  milk  under  the  Cincinnati 
Federal  milk  order  (Order  No.  33) ; 

(3)  Subtract  from  the  remaining 
pounds  of  skim  milk  in  each  class,  in 
series  beginning  with  Class  n  milk,  the 
pounds  of  skim  milk  in  other  source 
milk  which  are  not  subject  to  the  CHass 
I  pricing  provisions  of  an  order  issued 
pursuant  to  the  Act  and  which  have  not 
been  subtracted  pursuant  to  subpara- 
graph (2i(i)   of  this  paragraph; 

<4)  Subtract  from  the  remaining 
pounds  of  skim  milk  in  Class  II  milk  an 
amount  equal  to  such  remainder,  or  the 
product  obtained  by  multiplying  the 
pounds  of  skim  milk  in  producer  milk  by 
0.05,  whichever  is  less: 

(5)  Subtract  from  the  remaining 
pounds  of  skim  milk  in  each  class,  in 
series  beginning  with  Class  n  milk,  the 
F>ounds  of  skim  milk  in  other  source 
milk  which  are  subject  to  the  Class  I 
pricing  provisions  of  another  order  issued 
pursuant  to  the  Act  and  which  have  not 
been  subtracted  pursuant  to  subpara- 
graph (2)  (ii)  of  this  paragraph; 

(6>  Add  to  the  pounds  of  skim  milk 
remaining  in  Class  n  mUk  the  pounds 
of  skim  milk  subtracted  pursuant  to  sub- 
paragraph (4)  of  this  paragraph; 

(7)  Subtract  from  the  remaining 
pounds  of  skim  milk  in  each  class,  in 
series  beginning  with  Class  n  milk,  the 
pounds  of  skim  milk  contained  in  inven- 
tory of  fluid  milk  products  on  hand  at 
the  beginning  of  the  month; 

(8)  Add  to  the  remaining  pounds  of 
skim  milk  in  Class  n  milk  the  pounds  of 
skim  milk  subtracted  pursuant  to  sub- 
paragraph ( 1 )  of  this  paragraph ; 

(9)  Subtract  from  the  remaining 
pounds  of  skim  milk  in  each  class  the 
skim  milk  in  fluid  milk  products  received 
from  the  pool  plants  of  other  handlers 
and  from  a  cooperative  association  in  its 
capacity  as  a  handler  pursuant  to 
§  1046.8(c)  according  to  Its  classiflcation 
determined  pursuant  to  §  1046.44  (a)  or 
(b) ;  and 

(10)  If  the  remaining  pounds  of  skim 
milk  in  both  classes  exceed  the  pounds 
of  skim  milk  received  in  producer  milk, 
subtract  such  excess  from  the  remaining 
pounds  of  skim  milk  in  series  beginning 
with  Class  II.  Any  amount  of  excess 
so  subtracted  shall  be  called  "overage." 

<b)  Butterfat  shall  be  allocated  in 
accordance  with  the  same  procedure 
prescribed  for  skim  milk  in  paragraph 
( a )  of  this  section. 

Minimum  Pbices 

§  1046.50      Banic  formula   price. 

The  basic  formula  price  shall  be  the 
higher  of  the  prices  as  computed  to  the 
nearest  one-tenth  of  a  cent  by  the  mar- 
ket administrator  pursuant  to  para- 
graphs <ai  and  (b)  of  this  section: 

<a»  The  avcrapie  of  the  basic  or  field 
prices  per  hundredweight  reported  to 
have  been  paid  or  to  be  paid  for  milk  of 
35  percent  butterfat  content  received 
from  farmers  during  the  month  at  the 
following  plants  or  places  for  which 
price.s  have  been  reported  to  the  market 
administrator  or  to  the  Department: 


Company  and  Location 

Borden  Co.,  New  London,  Wla. 
Carnation  Ck).,  Richland  Onter.  Wis. 
Pet  MUk  Co..  Belleville.  Wla.  « 

Pet  Milk  Co.,  CooperavUle,  Mich. 
Pet  MUk  Co..  New  Qlarua,  Wla. 
Pet  MUk  Co..  Way  land.  Mich. 
White  House  Milk  Co..  Manitowoc,  W^ 
White  Bouse  Milk  Co..  West  Bend/ 


(b)  The  price  per  hundred widLi 
computed  by  adding  together  the  gh 
amounts  calculated  pursuant  to  i^ 
paragraphs  (1)  and  (2)  of  ^ 
paragraph: 

( 1 )  Multiply  the  Chicago  butter  ptin 
by  4.2.  and 

(2)  From  the  nonfat  dry  milk  pUga 
subtract  5.5  cents  and  multiply  the  ft* 
ference  by  8.2. 

§  1046.51      Class  prices. 

Subject  to  the  provisions  of  Si  IMIH 
and  1046.53  the  minimum  class  inteeilir 
milk  per  hundredweight  for  the 
shall  be  determined  by  the  market  _ 
ministrator  as  follows: 

(a)  Class  I  milk.  The  price  for  CImi 
I  milk  shall  be  the  basic  formula  prioefv 
the  preceding  month  plus  $1.25.  plw 
minus  a  supply-demand  adjustmenk  if 
not  more  than  50  cents  computed  paw 
suant  to  subparagraphs  ( 1 )  through  (9 
of  this  paragraph:  Provided.  That  flu 
Class  I  price  during  the  period 
with  the  effective  date  of  this 
ment  through  May  1962  shall  not  be  km 
than  $4.43: 

(1)  Calculate    the    percentage    ttH 
total  receipts  of  producer  milk  wen «( 
the  total  Class  I  milk  at  all  pool 
for  each  of  the  following  periods  i 
for  those  months  included  in  this 
putation  which  are  prior  to  the  effeettw 
date  of  this  order  the  quantities  of  n> 
ceipts  and  utilization  which  have  bm 
established  for  such  months  imder  ttai 
Louisville-Lexington  order  and  the  OUi 
Valley  order) : 

(i)   The  24 -month  period  ending 
the  third  preceding  month,  and 

(ii)   The    two-month    period 
with  the  second  preceding  month  lal 
the  corresponding  two-month  perkxl  o( 
each  of  the  two  preceding  years: 

( 2 )  Determine  the  simple  average  d 
the  percentages  for  the  three  two-moott 
periods  computed  pursuant  to  subpai|a> 
graph  ( 1 )  ( ii )  of  this  paragraph  and 
vide  by  the  percentage  for  the  24 
period  determined  pursuant  to  subpail- 
graph  (1)  (i)  of  this  paragraph; 

( 3 )  Add  to  the  quotient  obtained  pv> 
suant  to  subparagraph  (2)  of  this  pai»» 
graph  the  corresponding  ratios  for  eacll 
of  the  11  months  immediately  preceed* 
ing  and  divide  by  12; 

(4t  Multiply  144  percent  by  the 
obtained  by  dividing  the  ratio  compotei 
pursuant  to  subparagraph  (2)  of  tUi 
paragraph  by  the  ratio  computed  pw- 
suant  to  subparagraph  ( 3 )  of  this  paia* 
graph: 

<  5 )  Determine  the  net  deviation  per- 
centage by  subtracting  the  percentap 
determined  pursuant  to  subparagraph 
(4>  of  this  paragraph  from  the  percent 
age  determined  pursuant  to  subpank 
graph  (l)(ii)  of  this  paragraph  for  flu 
second  and  third  preceding  months;  Mi 

(6)  If  the  net  deviation  percentafi 
computed  pursuant  to  subparagraph  (V 
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.  ♦Ku  oaragraph  Is  a  minus  value,  add 
iSfoaMl price,  or  If  aufih  net derla- 
'Sr^icentage  Is  a  phis  value,  aub- 
SStftonthe  Class  I  price  an  amount 
2S.li  istwo-thlrds  of  the  total  number 
.^^tM  (rounding  any  fraction  to  the 
?L«id  tenth  of  a  cent)  computed  pur- 
"Sltto  robdlvlsions  (1).  (U).  and  (ill) 
5^"«ubpar^-aph:  Prortded^hat 
^.  MCh  supply-aemand  adjustment 
!Sn  not  result  In  a  change  from  the 
UJjitBient  effecUve  for  the  preceding 
a^itii  of  more  than  4  cents : 

rtTone  cent  times  each  such  per- 
e^Xa»  poio*  °'  ****  deviation;  plus 
(M)  One  cent  times  the  lesser  of: 
(i)  Baf**  such  percentage  point  of  net 

jgflaftnn  **- 

(h)  Bach  percentage  point  of  net 
^fittioa  of  like  direction  (plus  or  minus, 
%  any  net  deviation  percentage  of  op- 
BHite  direction  considered  to  be  aero  for 
*^!|l)Qyfl  of  computations  of  this  sub- 
^H^B^h)  computed  pursuant  to  sub- 
Sagraph  (5)  of  this  paragraph  for  the 
g^th  immediately  preceding;  plus 

(U)  One  cent  times  the  least  of: 

(a)  E»r^  such  percentage  point  of  net 
deviation, 

(5)  Each  percentage  point  of  net 
deviation  of  like  direction  computed  ptur- 
nant  to  subparagraph  (5)  of  this  para- 
gnpb  for  the  month  immediately  pre- 

eadlDff ,  or 

(e)  Bach  percentage  point  of  net 
dBVlation  of  like  direction  computed  pur- 
nant  to  subparagraph  (5)  of  this  para- 
mn^  for  the  second  preceding  mcmtb. 

(b)  Class  II  milk.  The  price  for  Class 
H  ninir  for  the  months  of  September 
flmui^  March  shall  be  the  average  price 
par  hundredweight  for  manufacturing 
grade  milk,  f.o.b.  plants  in  Minneaota 
•ad  Wisconsin,  as  reported  by  the  De- 
pirtinent  for  the  delivery  period,  and  for 
the  months  of  April  through  August  such 
price  less  10  cents:  Provided,  That  such 
reported  price  shall  be  adjusted  to  a  3.6 
penent  butterfat  basis  by  the  butter- 
fat differential  computed  pursuant  to 
1 1046JS2(b)  and  rounded  to  the  nearest 
one-tenth  of  a  cent. 


i  1046.52     Butterfat  differentials  to  han- 
dlers. 

rot  each  one-tenth  of  one  percent  that 
the  weighted  average  butterfat  test  of 
■Uk  which  is  classified  as  Class  I  or 
CSass  n  is  more  or  less  than  34}  percent, 
ttiere  shall  be  added  to  or  subtracted 
tram,  as  the  case  may  be.  the  price  for 
each  class  a  butterfat  differential  (emn- 
poted  to  the  nearest  one-tenth  of  a  cexrt) 
determined  as  follows: 

(a)  Class  I  milk.  Multiply  the  Chl- 
esff)  butter  price  for  the  preceding 
■oath  by  0.125. 

(b)  Class  II  milk.  Multiply  the  Chi- 
ei«o  butter   price   for  the   month   by 

o.iao. 

i  ld46.53     Location  differentials  to  han< 
diers. 

For  that  milk  received  from  pro- 
docers  or  from  a  cooperative  association 
la  its  capacity  as  a  handler  pursuant  to 
i  1046.8(c)  at  a  pool  plant  located  at  any 
point  which  is  85  miles  or  more  from  the 
Ctty  Hall  in  EvansvUle.  Indiana,  or 
UralsvUle,  Lexington,  Danville,  EUsa- 
bethtown.   or   Madlsonville.   Kentuar. 
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whichever  la  nearer,  by  the  shorteat 
baxd-aurfaoed  highway  distance  as  de- 
termined by  the  market  administrator, 
and  which  la  dassified  as  Class  I  milk, 
the  price  apttiiieA  in  i  1046.51(a)  shall 
be  redoced  at  the  rate  set  forth  in  the 
f  bUowlng  schedule  according  to  the  loca- 
Utm.  oi  the  pool  plant  where  such  mUk 
Is  received: 

Rate  per 
hundred- 
weight 
DUtanee  from  City  Hall:  (cents) 

85  mUes  but  less  than  96  miles 15.0 

Pte  eaeh  additional  10  mUea  or  frac- 
tion thereof  an  additional 1-5 

Protfided,  That  for  the  purpose  of  cal- 
culating such  location  differential,  fluid 
milk  products  which  are  transferred 
between  pool  plants  shall  be  assigned  to 
any  remainder  of  Class  n  mill^  in  the 
transferee  plant  after  making  the  calcu- 
lations prescribed  In  1 1046.46(a)  (8)  and 
the  comparable  steps  in  9  1046.46(b)  for 
such  plant,  such  assignment  to  trans- 
feror plants  to  be  made  In  sequence  ac- 
cording to  the  location  differential  ap- 
plicable at  each  plant,  beginning  with 
the  plant  having  the  largest  differential. 

§  1044».S4     Use  of  equivalent  prices. 

If  for  any  reason  a  price  quotation 
required  by  this  part  for  computing  class 
prices  or  for  other  purposes  is  not  avail- 
able in  the  manner  described,  the  market 
administrator  shall  use  a  price  deter- 
mined by  the  Secretary  to  be  equivalent 
to  the  price  which  Is  required. 

Application  of  Provisions 
§  1046.60     Producer-handlers. 

Sections  1046.50  through  1046.53. 
1046.61.  1046.62.  1046.70,  1046.71,  and 
1046.80  through  1046.80  shall  not  apply 
to  a  producer-handler. 

§  1046.61  Payments  on  other  source 
niilfc  by  handlers  operating  pool 
plants. 

(a)  Each  handler  operating  a  pool 
plant  who  received  other  source  milk 
during  the  month  shall  pay  to  the  market 
administrator  on  or  before  the  15th  day 
after  the  aid  of  the  month  an  amount 
for  deposit  in  the  producer-settlement 
fund  equal  to  the  rate  of  payment  re- 
sulting fnxn  the  computations  in  sub- 
paragraiOis  (1)  and  (2)  of  this  para- 
gn^di  multiplied  by  the  hundredweight 
of  ifh^itn  milk  and  butterfat  allcicated  to 
Class  I  pursuant  to  S  1046.46(a)  (3)  and 
the  owreapondlng  step  of  9  1046.46(b) : 

(1)  VV>r  the  months  of  January 
through  September,  subtract  from  the 
Class  I  price  adjusted  by  the  Class  I  but- 
terfat and  location  differentials  at  the 
nearest  plant(s)  from  which  an  equiv- 
alent amount  of  other  source  milk  was 
received  the  Class  n  price  adjusted  by 
the  Class  n  butterfat  differential;  and 

(2)  l^r  the  months  of  October 
through  Deconber,  subtract  from  the 
Class  I  price  adjusted  by  the  Class  I  but- 
terfat diflarentlal  the  uniform  price 
computed  pursuant  to  9  1046.71  adjusted 
by  the  producer  butterfat  differential. 

(b)  Each  handler  operating  a  pool 
plant  shall  pay  to  the  market  adminis- 
trator on  or  before  the  15th  day  after 
the  end  of  the  month  an  amount  for 
deposit  tn  the  producer-settiement  fund 
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equal  to  the  rate  of  pairment  rasuttiaff 
from  the  computations  in  subpangnpfas 
(1)  and  (2)  of  paragrairti  (a)  c<  thla 
section  multiplied  by  the  hmaOn&tn^gaA 
of  skim  milk  and  butterfat  alkwatart  to 
Class  I  pursuant  to  1 104«.4«(»)  (7>  aad 
the  corresponding  step  ct  1 104t.46(b> 
which  is  in  excess  of  the  skim  mlllt  and 
butterfat  applied  pursuant  to  paragraph 
(c)  of  9 1046.70  and  the  sUm  rnllk  aad 
butterfat  allocated  to  Class  n  pmrsuaat 
to  9  1046.46(a)  (S)  and  the  ooirespond- 
ing  step  of  9  1046.46(b)  in  the  preeeding 
month. 


§1046.62     ObUgaUon    of ^ 

crating  a  nonpool  plant  wUdi  b  a 
city  i4ant. 

Each  handler,  except  a  producer- 
handler,  in  his  capacity  as  the  operator 
of  a  nonpool  plant  which  is  a  city  plant 
shall: 

(a)  On  or  before  the  8th  day  aft«r  the 
end  of  the  month  make  r^?(»:t8  to  the 
market  administrator  with  respect  to  the 
disposition  of  Class  I  milk  In  the  martrwt- 
Ing  area  and  such  other  information  oa 
the  total  receipts  and  utillaatton  of  ddm 
milk  and  butterfat  at  each  of , such  plants 
as  the  market  administrator  maj  reiiuire. 
except  that  a  handler  selecting  the  cv^iaa 
provided  in  pacagraph  (c)  of  this  section 
at  the  time  Ids  report  is  filed  shall  report 
in  accordance  with  99  1046.30  and  104641 
as  though  such  plant(s)  were  a  pool 
plant;  and 

(b)  On  or  before  the  15th  day  after 
the  end  of  the  month  pay  to  the  market 
administrator,  unless  such  handlw 
elects  at  the  time  of  reporting  pursuant 
to  paragraph  (a)  of  this  section  the  op- 
tion provided  pursuant  to  paragraph  (o> 
of  this  secti<»i,  the  amounts  q;>eolfled  m 
subparagraphs  (1)  and  (2)  of  this  para- 
graph: 

(1)  An  amount  for  deposit  In  the 
producer-settiement  fund  equal  to  the 
rate  of  payment  resulting  from  the  com- 
putations in  8ulv>aragraphs  (1)  and 
(2)  of  91046.61(a)  multiplied  bf  the 
hundredweight  of  skim  milk  and  butter- 
fat disposed  of  from  such  plant  as  Class 
I  milk  (computed  in  accordance  with 
9  1046.45)  on  routes  in  the  marketing 
area  during  such  numth  less  the  skim 
milk  and  butterfat,  reepecttvdy.  re- 
ceived from  a  pool  plant  during  the 
month  and  classlfled  as  Class  I  milk 
under  this  part;  and 

(2)  An  amoimt  for  administrative  as- 
sessment equal  to  the  rate  specified  in 
9  1046.88  with  re«>ect  to  skim  mUk  and 
butterfat  disposed  of  from  such  plant  as 
Class  I  mUk  (computed  In  accordance 
with  9  1046.45)  on  routes  In  the  market- 
ing area  during  sach.  mcmth  less  the  skim 
milk  and  butterfat.  respectivdy.  re- 
ceived from  a  pool  plant  dining  the 
month  and  classified  as  Clasr  I  milk 
under  this  part;  or 

(c)  On  or  before  the  18th  day  after 
the  end  of  the  mohth  pay  to  the  maricet 
administrator  the  amoimts  spteUieA  in 
subparagraphs  (1)  and  (2)  of  this  para- 
graph: 

(1)  An  amount  for  deposit  in  the  pro- 
ducer-settiement fund  equal  to  any  plus 
amoimt  remaining  after  deducting  from 
the  obligation  that  would  have  been  com- 
puted pursuant  to  9  1046.70  for  such  noB- 
pool  plant,  and  for  any  country  plaat 
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(meettnc  the  re<iulrements  equivalent  to 
1 1046.12  (b>  or  (e) )  which  serves  as  a 
soarce  of  milk  for  such  nonpool  plant. 
if  such  plant(s)  were  a  pool  plant  (8>, 
the  amounts  specified  In  subdivisions  <  i  > 
and  (li)  of  this  subparagraph:  Provided. 
Tliat  in  the  application  of  i  1046.44  for 
the  purpose  of  this  subparagraph,  milk 
transferred  or  diverted  from  such  non- 
pool  plant(s)  to  a  pool  plant  shall  be 
classified  as  Class  I  and  Class  n  milk 
in  the  same  ratio  as  other  source  milk 
is  allocated  to  each  class  In  such  pool 
plant  pursuant  to  S  1046.46(a>  i3>  and 
the  corresponding  step  of  S  1046. 46<b) : 
And  provided  fiwther.  That  in  the  appli- 
cation of  S  1046.46(a)  (9)  and  the  corre- 
sponding step  of  S  1046.46(b) ,  receipts  of 
flxiid  milk  products  at  such  nonp>ool  plant 
from  a  pool  plant(s)  shall  be  allocated 
to  the  class  in  which  such  products  are 
classified  at  the  pool  plant* s)  pursuant 
to  9  1046.44  (d)  or  (e) : 

(i)  The  gross  payments  made  on  or 
before  the  17th  day  after  the  end  of  the 
monUi  for  mUk  received  at  such  plant* s) 
during  the  month  from  dairy  farmers 
meeting  the  conditions  in  5  1046.7<a); 
and 

(ii)  Any  payments  to  the  producer- 
settlement  funds  under  other  orders  is- 
sued pursuant  to  the  Act  applicable  to 
milk  handled  at  such  plant  durlnpr  the 
month  as  a  partially  regulated  plant  un- 
der such  other  orders;  and 

(2)  An  amount  for  administrative  as- 
sessment equal  to  the  amount  which 
would  have  been  computed  pursuant  to 
9  1046.88  if  such  nonpool  plant  had  been 
a  pool  plant  during  the  month :  Provided. 
That  such  amount  shall  be  reduced  by 
any  amounts  paid  for  the  month  as  an 
administrative  expense  assessment  de- 
termined on  the  basis  of  Class  I  milk 
disposed  of  on  routes  in  other  marketing 
areas  pursuant  to  the  terms  under  such 
other  orders  issued  pursuant  to  the  Act : 
And  prcrvided  further.  That  If  less  Class 
I  milk  is  disposed  of  from  such  plant  on 
routes  in  the  Louisville-Lexington- 
EvansviBe  marketing  area  than  is  dis- 
posed of  during  the  month  on  routes  in 
another  marketing  area(s)  as  defined  in 
an  order(s)  Issued  pursuant  to  the  Act, 
and  if  an  administrative  expense  assess- 
ment is  applied  at  such  plant  as  if  a 
fully  regulated  (pool)  plant  under  such 
order  pursuant  to  the  order  for  the  mar- 
keting area  where  the  volume  of  Class  I 
rni\^  disposed  of  from  such  plant  is 
greatest,  no  administrative  expense  as- 
sessment shall  be  applied  \mder  this 
order. 

5  1046.63     Planu  •ubject  to  other  Fed- 
eral orders. 

Unless  determined  otherwise  by  the 
Secretary,  the  provisions  of  this  part 
shall  not  apply  to  a  milk  plant  during 
any  month  in  which  the  milk  at  such 
plant  would  be  subject  to  the  pricing 
and  i>ooling  provisions  of  another  order 
Issued  pursuant  to  the  Act  unless  such 
plant  meets  the  requirements  for  a  pool 
plant  pursuant  to  9  1046.12  and  a  greater 
volume  of  fluid  milk  products  is  disposed 
of  from  such  plant  to  pool  plants'  and 
to  retail  or  wholesale  outlets  located  in 
the  LouisvlUe-Lexington-Evansville  mar- 
keting area  than  in  the  marketing  area 
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regulated  pursuant  to  such  other  order 
during  the  current  month  and  each  of 
the  three  months  immediately  preced- 
ing: Provided,  That  the  operator  of  a 
plant  which  is  exemprted  from  the  pro- 
visions of  this  order  pursuant  to  this 
section  shall,  with  respect  to  the  total 
receipts  and  utilization  or  disposition 
of  skim  milk  and  butterfat  at  the  plant, 
make  reports  to  the  market  administra- 
tor at  such  time  and-  in  such  manner 
as  the  market  administrator  may  require 
and  allow  verification  of  such  reports 
by  the  market  administrator. 

Determination  or  Uniform  Price 

§  1016.70      Net   obligation   of  earh   han- 
dler. 

The  net  obligation  of  each  handler 
for  milk  received  during  each  month 
from  producers  shall  be  a  sum  of  money 
computed  by  the  market  administrator 
as  follows: 

(a)  Multiply  the  quantity  of  producer 
milk  in  each  class  computed  pursuant 
to  SS  1046.40  through  1046.46  by  the  ap- 
plicable class  prices  and  add  together 
the  resulting  amounts; 

(b>  Add  the  amounts  computed  by 
multiplying  the  pounds  of  overage  de- 
ducted from  each  class  pursuant  to 
S  1046.46  by  the  applicable  class  prices; 
and 

to  Add  the  amount  computed  by 
multiplying  the  difference  between  the 
Class  II  price  for  the  preceding  month 
and  the  Class  I  price  for  the  current 
month  by  the  hundredweight  of  producer 
milk  classified  as  Class  II  milk  during 
the  preceding  month  or  the  hundred- 
weight of  milk  subtracted  from  Class  I 
milk  pursuant  to  5  1046.46(a>(7)  and 
the  corresponding  step  of  9  1046.46* b>, 
whichever  is  less:  and 

§  10t6.71      Conipulation       of       uniform 
price. 

For  each  month  the  market  adminis- 
trator shall  compute  the  uniform  price 
per  hundredweight  of  milk  of  3.5  percent 
butterfat  content  received  from  pro- 
ducers as  follows : 

(a)  Combine  into  one  total  the  net 
obligations  computed  pursuant  to 
!  1046.70  for  all  handlers  who  made  the 
reports  prescribed  in  9  1046  30  for  the 
month  and  who  are  not  In  default  of 
payments  pursuant  to  J  1046.84  for  the 
preceding  month; 

(b)  Subtract,  if  the  average  butterfat 
content  of  the  producer  milk  included  in 
these  computations  is  greater  than  3.5 
percent,  or  add,  if  .such  average  butterfat 
content  is  less  than  3  5  percent  an 
amount  computed  by  multiplying  the 
amount  by  which  the  average  butterfat 
content  of  such  milk  varies  from  3.5  per- 
cent by  the  butterfat  differential  com- 
puted pursuant  to  }  1046.81  and  multi- 
plying the  resulting  figure  by  the  total 
hundredweight  of  such  milk; 

(c)  Add  an  amount  equal  to  the  sum 
of  the  deductions  to  be  made  from  pro- 
ducer payments  for  location  differentials 
pursuant  to  §  1046.82; 

(d  >  Subtract  for  each  of  the  months  of 
April.  May,  June  and  July  an  amount 
computed  by  multiplying  the  total 
hundredweight  of  producer  milk  included 
in  these  computationjs  by  12  percent  of 


the  simple  average  of  the  basic  fi 
prices,  computed  to  the  nearest 
the  12  montlis  of  the  precedlnv 
year   (using  prices  computed        _ 
to  the  basic  formula  provicioiu  of 
order  for  any  periods  prior  to  ths 
tlve  date  of  this  order); 

(e)   Add  an  amount  representtei 
half  of  the  ca.sh  balance  on  hand 
producer-settlement  fund  after 
Ing  the  total  amount  of  contingoit 
Rations  to  handlers  pursuant  to  | 
85<a>  and  the  balance  held 
paragraph  (d*   of  this  section  for 
ment  pursuant  to  9  1046.85(b) ; 

if)   Divide  the  resulting  totel  by 
total  hundredweight  of  producer 
eluded  in  these  computations;  i 

<g)   Subtract  not  less  than  4 
more  than  5  cents  from  the 
puted  pursuant  to  paragraph  (f) 
section.     The  resulting  figure  _ 

the  uniform   price. 

Payments 

§1016.80      Time  and  method  W  p^a^ 
for   producer   milk. 

Except  OS  provided  in  paragraph  (e)  i( 
this  section,  each  handler  shall  mH 
payment  to  each  producer  for  mOk !», 
ceived   from  such  producer  as  ftdlMK 

(a)  On  or  before  the  last  day  of  flip 
month  for  milk  received  during  ttas  fl|^ 
15  days  of  the  month  from  such  p^ 
ducer  who  has  not  discontinued 
of  milk  to  such  handler,  an  amount 
puted  at  not  less  than  the  Class  IZ  Sdi| 
for  3.5  percent  milk  for  the  preeflttf 
month  without  deduction  for  hMitts; 

(b)  On  or  before  the  17th  day  aflv 
the  end  of  each  month  for  milk 
from  such  producer  during  such 
an  amount  computed  at  not  less  than  til 
uniform  price  per  hundredweight  pli 
the  per  hundredweight  payment  B» 
vided  by  9  1046.85(b)  for  the  month.a^ 
ject  to  the  butterfat  differential  oa» 
puted  pursuant  tc  9  1046.81.  andploi* 
minus  adjustments  for  errors  nuuk  fe 
previous  payments  to  such  producer  Ml 
less  (1)  the  payment  made  pursuant  k 
paragraph  (a)  of  this  section,  (J)  tb 
location  differential  pursuant  ll 
§  1046.82.  (3)  marketing  service  (Mh» 
tions  pursuant  to  9  1046.87  and  (tt 
proper  deductions  authorized  by 
producer  which,  in  the  case  of 
tion  for  hauling,  shall  be  in  writinf  Mi 
signed  by  such  producer  or,  in  the  CMt^ 
members  of  a  cooperative  asaocMIS 
which  is  marketing  the  producer's  «•» 
by  such  association; 

(c'tD  Upon  receipt  of  a  written  1^ 
quest  from  a  cooperative  assodatlH 
which  the  market  administrator  d«*» 
mines  is  authorized  by  its  membot  H 
collect  payment  for  their  milk  and  »• 
ceipt  of  a  written  promise  to 
the  handler  the  amount  of  any 
loss  incurred  by  him  because  of  any 
proper  claim  on  the  part  of  the 
tive  association  in  lieu  of  payments] 
suant  to  paragraphs  (a)  and  (b)  oC 
section,  each  handler  shall  pay  to 
cooperative  association  on  or  befori 
second  day  prior  to  the  dates 
in  paragraphs  (a)  and  (b),  res 
of  this  section,  an  amount  equal  to 
sum  of  the  individual  payments  **^ 
wise  payable  to  such  producers  wtttIP 
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_  ^aduetkms  provided  by  paragraphs 
••  /J)  and  (4)  of  this  secUon:  Pronided. 
flLi^doBtions  for  supplies  authorised 
gfLSTmoducer  may  be  made.  Tbe 
y^Sp.  payment  shall  be  made  with 
■St  *^  n»l*  °'  ^^^  producer  whom 
^^eMperative  association  certifies  Is  a 
z^^lgeBecUve  on  and  after  the  first 
JJVJthe  month  next  following  receipt 
JJnoh  certification  through  the  last  day 
2  dMi  month  next  preceding  receipt  of 
ZMtm  from  the  cooperative  association 
TTtBmiDAtion  of  membership  or  untU 
^original  request  is  rescinded  in  wrlt- 
M  by  the  cooperative  association. 

(5)  A  copy  of  each  such  request, 
m^^  to  reimburse  and  certified  list 
SaMniinn  shall  be  filed  simultaneously 
^  tbe  market  administrator  by  the 
0M«atiTe  association  and  shall  be  sub- 
jlltto  verification  at  his  discretlan 
Syngh  audit  of  the  records  of  the  co- 
fgKtXtn  association  pertaining  thereto, 
jijllitinnt  if  any,  to  the  accuracy  of 
nBh  eertlflcation  by  a  producer  claimed 
IP  bt  a  member,  or  by  a  handler,  shall 
bi  m^  Iv  written  notice  to  the  market 
a^lniitrator  and  shall  be  subject  to 
bto  datennination. 

(d)  m  making  the  payments  to  pro- 
dMHi  pursuant  to  paragraph  (b)  of  this 
Mtlaa.  each  handler  shall  furnish  each 
pndnDer  a  supporting  statement  which 
gifii  rtw  for  each  month  the  followtnc: 

(1)  The  identity  of  the  handler  and 
d  tb«  producer: 

(I)  The  total  pounds  and  the  average 
butterfat  content  of  milk  received  from 
neta  producer: 

(1)  The  wiintmiim  rate  or  rates  at 
fhifh  payment  to  such  producer  is  re- 
f/gnA  pursuant  to  this  part; 

(4)  The  rate  which  is  used  in  making 
the  payment  if  such  rate  is  other  than 
tbe  applicable  minimum  rate; 

(i)  Ihe  amount  or  the  rate  per  htm- 
dradwdght  and  nature  of  each  deduc- 
tlQD  claimed  by  the  handler;  and 

(6)  The  net  amount  of  payment  to 
adi  producer. 

(e)  In  making  payments  to  a  coop- 
•nttre  association  pursuant  to  para- 
mph  (c)  of  this  section,  each  handler 
±tU  report  to  such  cooperative  associ- 
ation for  each  such  producer  on  forms 
proved  by  the  market  administrator 
ufoUows: 

(1)  On  or  before  the  20th  day  of  the 
BMmth,  the  total  pounds  of  milk  received 
dartnt  the  first  15  days  of  such  month, 

•Dd 

(2)  On  or  before  the  7th  day  of  the 
foOowing  month,  the  total  pounds  of 
Bik  received  each  month,  together  with 
the  butterfat  content  of  such  milk  and 
tbe  amotmt  of  deductions  claimed  by 
ndi  handler. 

(f)  Each  handler  shall  pay  to  the  co- 
operative association  on  or  before  the 
yhday  of  the  following  month  for  milk' 
neeived  from  a  cooperative  association 
for  which  it  is  a  handler  pursuant  to 
I  lH6.8(c)  an  amount  computed  at  not 
kM  than  the  value  of  such  milk  at  tbe 
*b»lnnmi  prices  for  milk  in  each  class 
f*Jset  to  the  applicable  location  and 
kvtterfat  differentials. 

I  I#46.SI     Butterfat  diflTerentials  to  pro- 


lb  making  pasmient  to  producers  pur- 
t  to  1 1046.80(b)  each  handler  shaU 
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add  to  the  uniform  price  not  less  than,  or 
subtract  from  the  uniform  price  not 
more  than,  as  the  case  may  be.  for  each 
one-toith  of  one  percent  that  the  but- 
terfat content  of  the  milk  received  from 
the  iKodueer  is  above  or  below  3.5  per- 
cent, a  butterfat  differential  computed 
by  the  market  administrator  by  multi- 
plying the  totel  pounds  of  butterfat  in 
producer  milk  classified  in  Class  I  and 
Class  n  milk  during  the  month  pursuant 
to  if  1046.40  through  1046.46  by  the  re- 
q;>ectiye  butterfat  differential  for  each 
class,  dividtnc  i^e  sum  of  such  values 
by  the  total  pounds  of  such  butterfat, 
and  rounding  the  resulting  figure  to  the 
nearest  one-tenth  of  a  cent. 

§  1046.82     Location  differentials  to  pro- 
dncen. 

In  making  payments  to  producers  pur- 
suant to  1 1046.80(b)  a  handler  shall  de- 
duct from  the  imlf orm  price,  with  respect 
to  aJl  milk  received  from  producerss  not 
more  than  the  appropriate  zone  dif- 
ferential provided  in  9  1046.53. 

§  1046.83     Prodacer-Mttlement  fund. 

The  market  administrator  shall  es- 
tablish and  midntain  a  separate  fimd 
known  as  the  "producer-settlement  fund" 
into  which  he  shall  deposit  all  payments 
made  by  handlers  pursuant  to  9S  1046.61. 
1046.62.  1046.84  and  1046.86  and  out  of 
K^iieh  he  shall  make  all  payments  pur- 
suant to  111046.85  and  1046.86:  Pro- 
vided, That  payments  due  any  handler 
shall  be  offset  by  payments  due  from 
such  handler. 

§  1046.84     Paymento    to    the    producer- 
■ettlement  fund. 

On  or  before  the  15th  day  after  the 
end  of  each  month,  each  handler  shall 
pay  to  the  market  administrator  any 
amount  by  which  the  net  obligation  of 
such  handler  for  the  month  is  greater 
than  an  amoimt  computed  by  multiply- 
ing the  htmdr^weight  of  milk  received 
by  him  from  producers  during  the  month 
by  the  uniform  price  adjusted  by  the 
producer  butterfat  and  location  dlfferen- 
Uals. 

§  1046.85     PaymenU    out    of    the    pro- 
dacer-«cttlement  fund. 

(a)  On  or  before  the  16th  day  after  the 
end  of  each  month,  the  market  adminis- 
trator shall  pay  to  each  handler  for  pay- 
ment to  producers  any  amount  by  which 
the  net  (rtdigation  of  such  handler  for 
the  month  la  less  than  an  amount  com- 
puted by  multiplying  the  himdredweight 
of  milk  received  by  him  from  producers 
during  the  month  by  the  uniform  price 
adjusted  by  the  producer  butterfat  and 
location  differentials:  Provided,  That  if 
the  balance  in  the  producer-settlement 
fund  Is  InsufBcient  to  make  all  payments 
pursuant  to  this  paragraph,  the  market 
administrator  shall  reduce  imiformly 
such  payments  and  shall  complete  such 
payments  as  soon  as  the  necessary  funds 
are  available. 

(b)  On  or  before  the  16th  day  after 
the  end  of  each  of  the  months  of  Sep- 
tember, October,  November,  and  Decem- 
ber, the  mfuicet  administrator  shall  pay 
out  of  the  producer-settlement  fimd  to 
each  handler  for  all  milk  for  which  pay- 
ment is  to  be  made  to  producers  pursuant 
to  1 1046.80  (b>  for  such  month  and  to 


each  cooperative  association  for  all  pro- 
ducer milk  for  which  such  assodatJon  to 
receiving  payments  pursuant  to  1 1048  JO 
(c)  for  such  month  at  the  fcdlowing  rate 
per  hundredweight:  For  the  months  of 
September  through  Norember.  dlTlde 
one-fourth  of  the  aggregate  amoimt  set 
aside  in  the  producer-settlement  fimd 
pursuant  to  S  1046.71(d)  during  the  Im- 
mediately preceding  period  of  April 
through  July,  and  for  the  month  of  De- 
cember, divide  the  balance  remaining  in 
such  fund  by  the  himdredweli^t  of  pro- 
ducer milk  received  by  all  handlers  dur- 
ing the  month  (computed  to  the  nearest 
cent  per  hundredweight) . 

§  1046.86     Adjustment  of  accoonts. 

(a)  Whenever  verification  by  the  mar- 
ket administrator  of  paymoits  by  any 
handler  discloses  errors  made  In  pay- 
ments to  the  producer-settlement  fund. 
the  market  administrator  shall  promirtly 
bill  such  handler  for  any  unpaid  amotrnt 
and  such  handler  shall,  within  15  days. 
make  payment  to  the  market  adminis- 
trator of  the  amount  so  billed.  Wboi- 
ever  such  verification  dlaeloses  that  pay- 
ment is  due  from  the  market  administra- 
tor to  any  handler,  pursuant  to  1 1046.85, 
the  market  administrator  shall,  within 
15  days,  make  such  payment  to  sucb 
handler.  Whenever  verification  by  the 
market  administrator  of  the  payment  by 
a  handler  to  any  producer  for  milk  re- 
ceived by  such  handler  diseloees  pay- 
ment of  less  than  is  required  by  8  1046.80, 
the  handler  shall  pay  any  amount  so  due 
not  later  than  the  time  of  making  pay- 
ment to  producers  next  following  such 
disclosing. 

(b)  Overdue  accounts:  Any  unpaid 
obligation  of  a  handler  or  of  the  markrt 
administrator  pursuant  to  SS  1048.61, 
1046.62.  1046.80,  1046.84,  1046.85,  1048J6 
(a) ,  1046.87,  or  1046.88  shall  be  increased 
one-half  of  one  percent  on  the  first  of 
the  month  next  following  the  due  date 
of  such  obligation  and  on  the  first  day 
of  each  month  thereafter  until  such 
obligation  is  paid. 

§  1046.87     Marlteting  eerTices. 

(a)  Except  as  set  forth  hi  paragraph 
(b)  of  this  section,  each  handler,  in  mak- 
ing payments  to  producers  pursuant  to 
9  1046.80(b).  shall  deduct  5  cents  per 
hundredweight,  or  such  amount  not  iQ 
excess  thereof  as  the  Secretary  may  pre- 
scribe, with  respect  to  all  milk  received 
by  such  handler  from  producers  (othor 
than  such  handler's  own  farm  produc- 
tion) during  the  month  and  shall  pay 
such  deductions  to  the  maiicet  adminis- 
trator on  or  before  the  15th  day  after 
the  end  of  such  month.  Such  moneys 
shall  be  used  by  the  market  administra- 
tor to  verify  weights,  samples,  and  tests 
of  milk  received  from  such  producers  and 
to  provide  such  producers  with  market 
information.  Such  services  shall  be  per- 
formed in  whole  or  in  part  by  the  mar- 
ket administrator  or  by  an  agmt  engaged 
by  and  responsible  to  him. 

(b)  Each  cooperative  assoeiatioa 
which  is  actually  perf  orxhing  the  sendees 
described  in  paragraph  (a)  of  this  sec- 
tion, as  determined  by  the  market  ad- 
ministrator, may  file  with  a  handler  a 
claim  for  authorized  deductions  from  the 
payments  otherwise  due  to  its  producer 
members  for  milk  delivered  to  such  han- 


t  to  1 1046.80(b)  each  handler  shaU    to  1 1046.80(bV  for  such  month  and  to    members  lor  miu:  aeuverea  lo  sucnnaa- 
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dier.  Such  claim  shall  contain  a  list  of 
the  producers  for.  whom  such  deductions 
apply,  an  agreement  to  Indemnify  the 
handler  In  the  making  of  the  deductions, 
and  a  certtflcatlon  that  the  association 
has  an  untermlnated  membership  con- 
tract with  each  producer.  In  maklngr 
pasrments  to  producers  for  milk  received 
during  the  month,  each  handler  shall 
make,  in  lieu  of  the  deduction  specified 
In  paragraph  (a)  of  this  section,  deduc- 
tions In  accordance  with  the  associa- 
tion's claim  and  shall  pay  the  amount  de- 
ducted to  the  association  within  15  days 
after  the  end  of  the  month. 

§  1046.88      Expense   of  adminiaU-ation. 

As  his  pro  rata  share  of  the  expense 
of  the  administration  of  this  part,  each 
handler,  excluding  a  cooperative  asso- 
ciation In  its  capacity  as  a  handler  pur- 
suant to  9  1046.8(c) ,  shall  pay  to  the 
market  administrator  on  or  before  the 
15th  day  after  the  end  of  each  month  3 
cents  per  hundredweight,  or  such  lesser 
amount  as  the  Secretary  may  prescribe, 
for  each  hundredweight  of  skim  milk 
and  butterfat  contained  in  his  receipts 
during  the  month  of  (a)  producer  milk 
(Including  such  handler's  own  farm  pro- 
duction), (b)  milk  received  from  a  co- 
operative association  in  its  capacity  as 
a  handler  pursuant  to  9  1046.8(c) .  and 
(c)  other  source  milk  allocated  to  Class 
I  milk  pursuant  to  9  1046.46(a)  (3)  and 
the  corresponding  step  of  9  1046.46(b). 
A  handler  operating  a  city  plant  which 
Is  a  nonpool  plant  shall  pay  adminis- 
trative assessments  in  accordance  with 
S  1046.62. 

(  1046^89      Tenuiiuitioa  of  obligations. 

The  provisions  of  this  section  shall 
apply  to  any  obligation  under  this  part 
for  the  payment  of  money  irrespective 
of  when  such  obligation  arose. 

(a)  The  obligation  of  any  handler  to 
pay  money  required  to  be  paid  under  the 
terms  of  this  part  shall,  except  as  pro- 
vided In  paragraphs  (b)  and  (c)  of  this 
section,  terminate  two  years  after  the 
last  day  of  the  calendar  month  during 
which  the  market  administrator  receives 
the  handler's  utilization  report  of  the 
milk  Involved  in  such  obligation,  unless 
wltliln  such  two-year  period  the  market 
administrator  notifies  the  handler  in 
writing  that  such  money  Is  due  and  pay- 
able. Service  of  such  notice  shall  be 
complete  upon  mailing  to  the  handler's 
last  known  address,  and  it  shall  contain. 
but  need  not  be  limited  to.  the  following 
infcnmatlon: 

(1)  The  amount  of  the  obligation: 

(2)  The  month(8)  during  which  the 
milk,  with  respect  to  which  the  obliga- 
tion exists,  was  received  or  handled,  and 

(3)  If  the  obligation  is  payable  to  one 
or  more  producers  or  to  a  cooperative 
association,  the  name  of  such  pro- 
ducer(s)  or  cooperative  association,  or 
If  the  obligation  is  payable  to  the  mar- 
ket administrator,  the  account  for  which 
it  Is  to  be  paid. 

(b)  If  a  handler  falls  or  refuses,  with 
respect  to  any  obligation  under  this  part, 
to  make  available  to  the  market  adminis- 
trator or  his  representatives  all  books 
and  records  required  by  this  part  to  be 
made  available,  the  market  adminis- 
trmtor  may.  within  the  two-year  period 
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provided  for  In  paragraph  (a)  of  this 
section,  notify  the  handler  In  writing  of 
sxich  failure  or  refusal.  If  the  market 
administrator  so  notifies  a  handler  the 
said  two-year  period  with  respect  to  such 
obligation  shall  not  begin  to  run  imtil 
the  first  day  of  the  calendar  month  fol- 
lowing the  month  during  which  all  such 
books  and  records  pertaining  to  such 
obligation  are  made  available  to  the  mar- 
ket administrator  or  his  representatives. 

(c)  Notwithstanding  the  provisions  of 
paragraphs  (a)  and  (b>  of  this  section, 
a  handler's  obligation  under  this  part 
to  pay  money  shall  not  be  terminated 
with  respect  to  any  transaction  involving 
fraud  or  willful  concealment  of  a  fact, 
material  to  the  obligation,  on  the  part 
of  the  handler  against  whom  the  obliga- 
tion is  sought  to  be  imposed. 

Id  I  Any  obligation  on  the  part  of  the 
market  administrator  to  pay  a  handler 
any  money  which  such  handler  claims 
to  be  due  him  under  the  terms  of  this 
part  shall  terminate  two  years  after  the 
end  of  the  calendar  month  during  which 
the  milk  involved  in  the  claim  was  re- 
ceived if  an  underpayment  is  claimed, 
or  two  years  after  the  end  of  the  calendar 
month  during  which  the  payment  (in- 
cluding deductions  of  set-off  by  the  mar- 
ket administrator)  was  made  by  the  han- 
dler if  a  refund  on  such  payment  is 
claimed,  unless  such  handler,  within  the 
applicable  period  of  time,  files  pursuant 
to  section  8c(15)  tA)  of  the  Act.  a  peti- 
tion claiming  such  money. 

Effettive  Time.  Scspension,  or 
Tehmination 

§  1016.90      Effectivr   Um«'. 

The  provi-sions  of  this  part,  or  any 
amendment  to  this  part,  shall  become 
effective  at  such  time  as  the  Secretary 
may  declare  and  shall  continue  in  force 
until  suspended  or  terminated,  pursuant 
to  i  1046.91. 

§  1046.91      SuMprnMon  or  termination. 

Any  or  all  provisions  of  this  part,  or 
any  amendment  to  this  part,  shall  be 
suspended  or  terminated  as  to  any  or 
all  handlers  after  such  reasonal>le  notice 
as  the  Secretary  may  give  and  shall,  in 
any  event,  terminate  whenever  the  pro- 
visions of  the  Act  authorizing  it  cease  to 
be  in  effect. 

§  1046.92      ContinuioK   power   and   duty. 

(a)  If  upon  the  suspension  or  termi- 
nation of  any  or  all  provisions  of  this 
part  there  are  any  obligations  arising 
under  this  part,  the  final  accrual  or 
ascertainment  of  which  requires  further 
acts  by  any  handler,  by  the  market 
administrator  or  by  any  other  person, 
the  power  and  duty  to  perform  such 
further  acts  shall  continue  notwith- 
standing such  suspension  or  termi- 
nation: Provided.  That  any  such  acts 
required  to  be  performed  by  the  market 
administrator  shall,  if  the  Secretary  so 
directs.  l>e  performed  by  such  other  per- 
son, persons,  or  agency  as  the  Secretary 
may  designate. 

(b)  The  market  administrator,  or 
such  other  person  as  the  Secretary  may 
designate,  shall  ( 1  >  continue  in  such 
capacity  until  discharged.  (2)  from 
time  to  time  account  for  all  receipts  and 


disbursements  and.  if  so  directed  to  ^ 
Secretary,  deliver  all  funds  or  nn2 
on  hand,  together  with  the  botlJS 
records  of  the  market  admlnlstnAMT 
such  person,  to  such  person  as  iStl^ 
retary  shall  direct,  and  (3)  If  so  *" 
by  the  Secretary,  execute  sudi 
ments   or  other   Instnmients 

or  appropriate  to  vest  in  sodk  

full  title  to  all  funds,  propotyTM 
claims  vested  in  the  market  adiBli^k^ 
tor  or  such  person  pursuant  to  tb^tM 

§  1046.93      Liquidation  after 
or   termination. 


Upon  the  suspension  or 
of  any  or  all  provisions  of  this 
cept  §9  1046.34,  1046.89,  and 
through  1046  93.  the  market 
trator,  or  such  p>erson  as  the 
may  designate,  shall.  If  so  dlredtdk 
the  Secretary,  liquidate  the  boriBM^ 
the  market  administrator's  ollee  w^ 
di.spose  of  all  funds  and  propeitir  Ha 
in  his  possession  or  under  his 
together  with  claims  for  tatf 
which  are  unpaid  and  owing  at  tht 
of  such  suspension  or  terminatlOB. 
funds  collected  pursuant  to  the 
sions  of  this  part,  over  and  aboie  fti 
amounts  necessary  to  meet 
obligations  and  the  expenses 
incurred  by  the  market  admlntuUllM^ 
such  person  in  liquidating  and  dMi^ 
uting  such  funds,  shall  be  dtstrlbulidb 
the  contributing  handlers  and 
in  an  equitable  manner. 

Miscellaneous  Provisiom 

§  1046.100      Agents. 

The   Secretary   may,   by 
in  writing,  name  any  officer  or 
of  the  United  States  to  act  as  bis  n 
or  representative  in  cormectlon  witti 
of   the   provisions   of   this  part. 


§  1046.101      Separability  of 

If  any  provision  of  this  part,  er  li 
application  to   any  person,  or 
stances,  is  held  invalid,  the 
of  such  provision  and  of  the  n 
provisions  of  this  part  to  other 
or  circumstances  shall  not  be 
thereby. 
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[14  CFR    Part   1     [Nswl  1 

[Draft  Release  No.  (J3-71 

DEFINITIONS  AND  ABBREVIATKWI 

Notice  Is  hereby  given  that  tZMOfe 
under  consideration  a  proposal  to  aafli 
Chapter  I  of  "HUe  14  of  the  CSodi  ■ 
Federal  Regulations  to  add  a  FBt  1 
'Definitions  and  Abbreviations  IHWl* 
as  hereinafter  set  forth. 

Interested  persons  are  invited  to 
ticipate  in  the  making  of  the  pre 
rules  by  submitting  such  wrlttea 
views,  or  arguments  as  they  may  < 
Communications  should  be  submlWli* 
duplicate  to  the  Director  of  Rules  i 
cation.  Federal  Aviation  Agency, 
B-714.  1711  New  York  Avenue  Wl. 
Washington  25.  D.C.  AU  oomwWig 
tions  received  on  or  before  Mafcb  * 


^edMtday,  February  21,  1962 

,-—  -in  be  considered  before  taking 
tm  the  proposed  rules.  The  pro- 
MDtalned  in  this  notice  may  be 
I  to  the  light  of  comments  re- 
All  comments  submitted  will  be 
^  in  the  office  of  the  Director  of 
Codification  for  examination  by 
__fted  persons. 
"Kofopoeal  Is  a  part  of  the  program 
^^Federal  Aviation  A«ency  to  reood- 
SL^  regulatory  materiaL  It  conforms 
i?£e  -Outline  and  Analysis"  for  the 
^..gglnA  recodification  contained  In 
nStRdease  61-25  and  published  in  the 
f^r  RscisTKR  on  November  15,  1961 
/M  vJL  10698) . 

B  *ould  be  noted  that  during  the  life 
rf  Ibe  codification  project.  Chapter  I  of 
SL|i  14  may  contain  more  than  one  part 
S!!L»  the  same  number.  To  difleren- 
S,  between  the  two,  the  recodified 
2^  ioeh  as  the  one  herein  proposed. 
5mbe  labeled  "[New]."  This  label  will. 
d  flfone,  be  dropped  at  the  completion 
1  project  as  all  the  regulations  wHl 


n  must  be  emphasized  that  the  pro- 
BOKd  Pmrt  1  [New]  will  apply  only  to 
igwp»r\M  and  subchapters  of  Chapter  I 
if  IWe  14  that  are  published  as  a  part 
rf  the  recodification  program.  It  will 
ait  apply  to  current  "ClTil  Air  Rcgula- 
yon^'  or  to  "Regulations  of  the  Admln- 
yttioT."  The  definitions  currently  in 
asdi  rwulatlon  will  continue  to  apply 
to  ttiat  regulation  until  it  Is  recodified. 

Definitions  are  presently  foxmd  in  the 
inAtvidual  part  to  which  they  apply. 
Ibe  number  of  terms  defined  exceeds 
450    The  number  of  definitions  exceeds 
1^  due  to  the  duplication  required  in 
iMfftng  definitions  applicable  only  to  in- 
Arktnal  parts.   In  addition,  some  defini- 
tions add  little  to  an  understanding  of 
the  defined  term  (e.g.,  the  definition  of 
"Mftlfleated     repairman"     in     9  24.1). 
COtaln  definitions  are  actxially  substan- 
ttn  rules  (e.g.,  the  definition  of  "contl-" 
Pfwtai  control  area"  in  9  60.60) .    The 
ana  term  may  be  defined  differently  in 
dUterent  parts   (e.g.,  "maintenance"  in 
UK.1  and  25.1).    In  order  to  prevent 
BiMe  difficulties  from  re-occurring,  we 
mpose  to  place  all  needed  definitions  in 
one  part  and  make  them  apply  acroas- 
tba-board  to  all  regulations.     Part   1 
[Kewl  is  Intended  to  provided  needed 
^rfnititftnie  of  tcrms  that  will  be  used  in 
enough  different  parts  to  warrant  stand- 
sidtetlon     and     consolidation.      This 
kfuroach  has  permitted  us  to  reduce  the 
number  of  definitions  to  102. 

Dtflnltions,  now  contained  In  PAA 
B^mlations,  that  do  not  appear  in  this 
part,  have  been  omitted  as  surplusage 
or  will  be  executed  in  revising  the  parts 
to  which  they  apply.  The  fact  that  they 
do  not  appear  In  Part  1  [Newl  does  not 
mean,  in  each  case,  that  they  have  been 
dropped.  Many  of  the  terms  previously 
defined  will  be  used  without  definition 
dnee  none  is  necessary  (e.g.,  "calendar 
Moth").  In  other  cases,  the  term 
will  be  used  but  spelled  out  so  as 
tonake  definition  unnecessary.  Defini- 
tions which  are  actually  rules  will  be 
parttiTdy  sUted  as  such  in  the  appro- 
Iriate  part. 
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While  it  might  seem  preferable  to  in- 
clude general  definitions  of  wide  appU- 
cabnitj  to  each  of  the  parts  to  which 
they  apply  to  make  it  unnecessary  to  re- 
fer to  mot*  than  one  part  when  dealing 
with  a  particular  problem,  it  would  be 
dtffleult.  if  not  impossible,  to  maintain 
uniformity  of  terminology  under  such  an 
approadh.  because  changes  in  a  defini- 
tion in  one  part  would  not  be  likely 
to  change  the  corresponding  definitions 
in  other  parts.  In  addition,  the  extra 
definitions  this  would  engender  would 
significantly  increase  the  bulk  and 
loigth  of  the  final  product  at  a  time 
when  concerted  effort  is  being  made  to 

reduce  them.  .      ^      .    ^ 

It  is  not  a  significant  burden  to  have 
to  refer  occasionally  to  another  part.  If 
the  definitions  are  standardized  to  re- 
flect accepted  usage  and  if  substantive 
rules  are  removed  from  definition  areas 
and  consolidate  it  should  be  necessary 
to  refer  to  the  definitions  only  to  clear 
up  occasional,  marginal  doubts. 

Part  1  [New]  has  been  drafted  to 
make  the  definitions  describe  as  simply 
and  clearly  as  possible  how  the  defined 
terms  are  actually  used  and  understood 
by  FAA  and  the  aviation  Industry  and 
how.  therefore,  it  is  proposed  to  use  them 
In  the  recodification.  In  this  process, 
an  attempt  has  been  made  to  eliminate 
ambiguity  and  undesirable  vagueness. 
An  attempt  has  also  been  made  to  dove- 
tail related  definitions  and  to  make  these 
relationships  apparent  by  treating  sim- 
ilar matters  similarly  and  by  using, 
where  aivnoprlate,  other  relevant  terms 
that  have  been  defined,  rather  than  to 
repeat  the  substance  of  those  other  defi- 
nitions. 

In  a  few  cases,  this  approach  has  pro- 
duced a  significantly  different  definition 
from  any  new  i^ipearlng  in  the  regula- 
tiwis.  Tbe  new  definitions,  therefore, 
are  no  mere  attempts  to  paraphrase  the 
ex<i^M"g  definitions.  It  should  be 
pointed  out  in  this  connection  that  since 
a  properly  drafted  definition  is  only  a 
tool  and  a  description  of  how  words  are 
actually  being  used  in  the  document  in 
question,  a  substantial  change  from  an 
earlier  definition  does  not  necessarily 
involve  a  change  In  the  substance  of  the 
regulation.  Even  when  a  change  in  the 
substance  of  a  definition  is  involved,  the 
substance  of  the  regulations  can  be  pre- 
served by  making  compensatory  lan- 
guage changes  in  the  rules  to  which  the 
definitions  respectively  apply. 

Throughout,  the  two  principal  criteria 
have  been  accuracy  and  clarity,  deter- 
mined so  far  as  possible  by  existing  us- 
age and  understanding. 

In  consideration  of  the  foregoing,  it 
is  proposed  to  amend  Chapter  I  of  Title 
14  by  adding  a  Part  1  [New]  reading  as 
set  forth  below. 

This  amendment  is  proposed  under  the 
authority  of  section  313(a)  of  the  Fed- 
eral Aviation  Act  of  1958  (49  UJS.C. 
1354(a) ) . 

Issued  in  Washington,  D.C,  on  Feb- 
ruary 14.  1962. 

N.  K  Halabt, 
Adminiitrator. 
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suacHAPTEi  A—ommvoHi  omm 

PART  1— DEFINITIONS  AND 
ABBREVUTIONS  INEWl 

Sec. 

1.1  General  deflnlUonB. 

1.2  Abbreviations  and  lymbola. 
13     Rules  of  construction. 

§  l.I     General  definitiMS. 

As  used  in  this  chi4>ter: 

"Administrator"  means  the  Admtola- 
tratOT  of  the  Federal  Aviation  Ageney  or 
any  person  to  wh<nn  be  has  delegated 
his  authority  to  the  matter  oonoenied. 

"Aerodynamic  coefflcients"  means  non- 
dimrasional  oodBclents  for  aenMljmamIe 
forces  and  moments. 

"Aircraft"  means  a  device  that  is  used 
or  intended  to  be  used  for  flight  to  the 
air. 

"Aircraft  engine"  means  an  engtoe 
that  is  used  m:  totended  to  be  used  to 
propelling  aircraft.  It  includes  engtoe 
appurtenances  and  accessMies  but  does 
not  Include  prtH^ellers. 

"Airframe"  means  the  fuseiage, 
booms,  nacelles,  cowlings,  fahings.  fixed 
ah^oU  surfaces  (including  wings  and 
empennage) ,  and  landing  gear  of  an  air- 
craft and  their  accessories  and  oomtwrfa. 

"Airplane"  means  an  engtoe-driven 
fixed-wing  aircraft,  heavier  than  air. 
that  is  supported  to  flight  by  the  dy- 
namic reaction  of  the  air  agatost  its 
wings. 

"Airport"  means  an  area  of  land  or 
water  that  Is  used  or  totended  to  be 
used  for  the  landtog  and  takeoff  of  air- 
craft, and  tocludes  its  buildings  and 
facilities,  if  any. 

"Airship"  means  an  engine-driven 
lighter-than-alr   aircraft   ttiat  can   be 

"Air  traffic"  means  aircraft  <H>erating 
in  the  air  or  on  an  airport  surface  excta- 
sive  of  loadmg  ramps  Mid  patUng  areas. 

"Air  traffic  control"  means  a  service 
operated  to  promote  the  safe,  orderly. 
and  expeditious  flow  of  air  traffic. 

"Air  traffic  control  clearance"  means  ^ 
an  air  traffic  control  authtMimtion  for  "^ 
an  aircraft  to  operate  under  specified 
conditions  withto  contrrtled  alnvace. 

"Air  transportation"  means  toterstate, 
overseas,  or  foreign  air  transportation 
or  the  transportaticm  of  mail  by  ahrraf  t. 

"Alternate  airport"  means  an  airport 
at  which  an  aircraft  may  land  if  atamd- 
ing  at  the  first  Intended  airport  be<»me8 
inadvisable. 

"Appliance"  means  any  instrument, 
mechanism,  equipment,  part,  apparatus, 
appurtenance,  or  accessory,  tocludtog 
communications  equipment,  that  is  used 
or  totended  to  be  used  to  operating  or 
controlling  an  aircraft  to  flight,  is  to- 
stalled  to  or  attached  to  tiie  aircraft, 
and  Is  not  part  of  an  airframe,  Migtoe,  or 
propeller. 

"Approved",  unless  used  with  refer- 
ence to  another  person,  means  approved 
by  the  Administrator. 

"Autorotatlon"  means  a  rotorcraft 
flight  condition  to  whicSh  the  lifting  rotor 
is  driven  entirely  by  action  ot  the  air 
when  the  rotorcraft  Is  to  mc^on. 

"Auxiliary  rotor"  means  a  rotor  that 
serves  either  to  counteract  the  tOect  of 
the  mato  rotor  torque  on  a  rotorcraft  or 
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to  nuMHUver  the  rotorcnift  about  one  or 
more  of  its  three  principal  axes. 

'Walloon'*  means  a  U«hter-than-alr 
alreraf t  that  is  not  engine  driven. 

Ilrake  horsepower"  means  the  power 
deliyered  at  the  propeller  shaft  of  an  air- 
craft engine. 

"Calibrated  airspeed"  means  the  Indi- 
cated airspeed  ot  an  aircraft,  corrected 
for  position  and  instrument  error.  Cali- 
brated airqwed  is  equal  to  true  airspeed 
in  standard  atmoq;>here  at  sea  level. 

"Ceiling"  means  the  height  above  the 
earth's  surface  of  the  lowest  layer  of 
clouds  or  other  obscuring  phenomena 
that  is  reported  as  "broken",  "overcast", 
or  "obsctiration".  and  not  as  "thin"  or 
"partial". 

"Civil  aircraft"  means  aircraft  other 
than  public  aircraft. 

"Controlled  airspace"  means  airspace 
within  which  some  or  all  aircraft  may  be 
'subject  to  air  trafflc  control. 

"Crewmember"  means  a  person  as- 
signed to  perform  duty  in  an  aircraft 
dturing  flight  time. 

"Critloal  altitude"  means  the  maxi- 
mum altitude  in  standard  atmosphere  at 
which-  it  is  possible  to  maintain,  at  the 
nn^yiTniim  contlnuous  rotational  speed, 
either: 

(1)  The  maximum  continuous  power, 
for  an  engine  for  which  this  power  rat- 
ing is  the  same  at  sea  level  and  at  the 
rated  altitude;  or 

(2)  The  m^TJmiim  oontinuous  rated 
manifold  pressure,  for  an  engine  whose 
m^Timnin  contlnous  power  Is  governed 
by  a  constant  manifold  pressure. 

"Critical  engine"  means  the  engine 
whose  failure  would  most  adversely  af- 
fect the  performance  or  handling  quali- 
ties of  an  aircraft. 

"Cruising  altitude"  means  an  altitude 
determined  by  vertical  measurement 
from  mean  sea  level. 

"Dual  instruction"  means  flight  in- 
struction received  during  flight  time 
from  a  person  authorized  by  this  chapter 
to  give  flight  instruction. 

"Equivalent  alrq;)eed"  means  the  air- 
speed of  an  aircraft  corrected  for  adla- 
batic  compressible  flow  for  tlie  particu- 
lar altitude.  Equivalent  airspeed  is  equal 
to  calibrated  airspeed  in  standard  at- 
mosphere at  sea  leveL 

"Extended  over-water  operation" 
means  an  (q;>eration  over  water  at  a  hori- 
zontal distance  of  more  than  50  miles 
fr<Kn  the  nearest  shore  line. 

"Fireproof": 

(1>  With  respect  to  materials  and 
parts  used  to  confine  flre  in  a  designated 
fire  zone,  means  the  capacity  to  with- 
stand heat  at  least  as  well  as  steel, 
in  dimensions  appropriate  for  the  pur- 
pose for  which  they  are  used,  under  the 
most  severe  condlti<ms  of  fire  and  dura- 
tion likely  to  occur  in  that  zone ;  and 

(2)  With  respect  to  other  materials 
and  parts,  means  the  capacity  to  with- 
stand heat  at  least  as  well  as  steel  in 
dimensions  appropriate  for  the  purpose 
for  which  they  are  used. 

"Fire  resistant": 

(1)  With  respect  to  sheet  or  struc- 
tural members,  means  the  capacity  to 
withstand  heat  at  least  as  well  as  altmii- 
ntmi  alloy  in  dimensions  appropriate  for 
the  purpose  tar  which  ther  are  used; 
and 
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(2)  With  respect  to  fluid-carrying 
Unes.  other  flammable  fluid  system  parts, 
wiring,  air  ducts,  flttings.  and  power- 
plant  control,  means  the  capacity  to 
withstand  heat  at  least  as  well  as  alumi- 
num alloy,  in  dimensions  appropriate  for 
the  purpose  for  which  they  are  used, 
under  the  heat  and  other  conditions 
likely  to  occur  at  the  place  concerned. 

"Plame  resistant"  means  not  suscepti- 
ble to  combustion  to  the  point  of  pro- 
pagating a  flame,  beyond  safe  limits, 
after  the  Ignition  source  Is  removed. 

"flammable",  with  respect  to  a  fluid  or 
gas,  means  susceptible  to  Igniting  readily 
or  to  exploding. 

"Flap  extended  speed"  means  the 
highest  speed  permissible  with  wing  flaps 
in  a  prescribed  extended  ixisition. 

"Flash  resistant"  means  not  suscepti- 
ble to  burning  violently  when  Ignited. 

"Flight  crewmember"  means  a  pilot, 
flight  engineer,  or  flight  navigator  as- 
signed to  duty  in  An  aircraft  during  flight 
time. 

"Flight  level"  means  a  level  of  con- 
stant atmospheric  pressure  related  to  a 
reference  datum  of  29.92  inches  of  mer- 
cury. Each  is  stated  in  three  digits  that 
represent  hundreds  of  feet.  They  are 
used  in  500  foot  Increments.  For  ex- 
ample, flight  level  250  represents  a  baro- 
metric altimeter  indication  of  25,000 
feet;  flight  level  255,  an  Indication  of 
25.500  feet. 

'Flight  plan"  means  specified  infor- 
mation, relating  to  the  intended  flight  of 
an  aircraft,  that  is  flied  orally  or  in  writ- 
ing with  air  trafflc  control. 

"Flight  time"  means  the  time  from 
the  moment  the  aircraft  flrst  moves 
under  its  own  power  for  the  purpose  of 
flight  until  the  moment  it  comes  to  rest 
at  the  next  point  of  landing.  ( 'Block- 
to-block"  time.) 

"Flight  visibility"  means 'the  average 
forward  horizontal  distance,  from  the 
cockpit  of  an  aircraft  in  flight,  at  which 
prominent  unlighted  objects  may  be  seen 
and  identlfled  by  day  and  prominent 
lighted  objects  may  be  seen  and  identl- 
fled by  night. 

"Foreign  air  carrier"  means  anjr  person 
other  than  a  citizen  of  the  United  States, 
who  undertakes  directly,  by  lease  or 
other  arrangement,  to  engage  in  air 
transportation. 

"Foreign  air  transportation"  means 
the  carriage  by  aircraft  of  persons  or 
property  as  a  common  carrier  for  com- 
pensation or  hire,  or  the  carriage  o£  mail 
by  aircraft,  in  commerce  between  a  place 
in  the  United  States  and  any  place  out- 
side of  the  United  States,  whether  that 
commerce  moves  wholly  by  aircraft  or 
partly  by  aircraft  and  partly  by  other 
forms  of  transportation. 

"Glider"  means  a  heavler-than-alr  air- 
craft, that  Is  supported  In  flight  by  the 
dynamic  reaction  of  the  air  against  Its 
lifting  surfaces  and  whose  free  flight 
does  not  depend  principally  on  an 
engine. 

"Oround  visibility"  means  prevailing 
horizontal  visibility  near  the  earth's  sur- 
face as  reported  by  the  United  States 
Weather  Bureau  or  an  accredited  ob- 
server. 

"Oyrodyne"  means  a  rotorcraft  whose 
rotors  are  normally  engine-driven  for 
takeoff,  hovering,  and  landing,  and  for 


forward  flight  through  part  ot  tti 
range,  and  whose  means  of  prom, 
consisting  usually  of  conventional 
pellers,    Is    Independent    of    the 
system. 

'Gyr<«)lane"  means  a  rotorcraft 
rotors  are  not  engine-driven,  exeepHZ 
Initial  starting,  but  are  made  to  ratZ 
by  action  of  the  air  when  the  roCotvnS 
Is  moving ;  and  whose  means  of  pi»£ 
sion,  consisting  usually  of  conventtoM 
propellers.  Is  Independent  of  th*  rS 
system. 

"Helicopter"  means  a  rotorcraft  Qigi 
depends  principally  for  its  horfan^ 
motion  on  Its  engine-driven  rotoca 

"Heliport"  means  an  area  of  ImI 
water,  or  structure  used  or  intendeiii 
be  used  for  the  landing  and  f  Iroog  if 
helicopters. 

"IFR  conditions"  means  weather  ooo* 
dltlons  below  the  minimum  for  «ii|^ 
under  visual  flight  rules. 

"Indicated  airspeed"  means  the 
of  an  aircraft  as  shown  on  its  pltot 

airspeed  indicator  calibrated  to     

standard  atmosphere  adiabatic  cooumi. 
sible  flow  at  sea  level  uncorrected  hi 
airspeed  system  errors. 

"Instrument"  means  a  device  uatng  m 
internal  mechanism  to  show  visually  «r 
aurally  the  attitude,  altitude,  or  open. 
tlon  of  an  sdrcraft  or  aircraft  pail  H 
includes  electronic  devices  for  aalo. 
matically  controlling  an  aircraft  In  fliglit 

'"Interstate  air  transportation"  mettg 
the  carriage  by  aircraft  of  peraoot  er 
property  as  a  common  carrier  for  eoM* 
pensatlon  or  hire  or  the  carriage  of  BMl 
by  aircraft,  in  commerce: 

( 1 )  Between  a  place  in  a  State  or  Um 
District  of  Columbia  and  another  idaei 
in  another  State  or  the  District  d 
Columbia ; 

(2)  Between  places  in  the  same  Stiti 
through  the  airspace  of  any  place  oat- 
side  that  State;  or 

«  (3)  Between  places  in  the  same  pot- 
session  of  the  United  States;  whettMr 
that  commerce  moves  wholly  by  alrenft 
or  partly  by  aircraft  and  partly  by  otte 
forms  of  transportation. 

""Landing  gear  extended  speed"  mesai 
the  maxlmimi  speed  at  which  an  alrotft 
can  be  safely  flown  with  the  landing 
extended. 

"Landing  gear  operating  speed" 
the  maximum  speed  at  which  the  land- 
ing gear  can  be  safely  extended  or  re- 
tracted. 

"Large  aircraft"  means  aircraft  of 
more  than  12,500  pounds,  maximimi  ocr- 
tiflcated  takeoff  weight. 

"Lighter-than-air  aircraft"  means  air- 
craft that  can  rise  and  remain  aoi- 
pended  by  using  contained  gas  wdghtaf 
less  than  the  air  that  is  displaced  by  tbe 
gas. 

"Mach  number"  means  the  ratio  of 
true  airspeed  to  the  speed  of  sound. 

"Main  rotor"  means  the  rotor  that 
supplies  the  principal  lift  to  a  rotorerafi 

"Maintenance"  includes  inspeetlOB. 
overhaul,  repair,  preservation,  and  tttt 
replacement  of  parts. 

"Major  alteration"  means  an  altera* 
tlon: 

(1)  That  might  appreciably  aftoot 
weight,  balance,  structural  strengltii 
performance,      powerplant      openttoo. 
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-rfit  ehai«ctcrlsUcs,  or  other  quaUtles 

"PUig  airworthiness;  or 

•"JTrbat  is  not  done  according  to  ac- 

"[^  practices  or  cannot  be  done  by 
**^^»Tv  operations. 
"^>to  repair  "  means  a  repair: 

ivTrbAt.  if  improperly  done,  might 

iirlaWT  affect  weight,  balance,  stmc- 
Sj'Sength,  performance.  powerpUnt 
r^l^iZr  flight  characteristics,  or  other 
SmSi  affecting  airworthiness;  or 
•"Jr^uit  IB  not  done  according  to  ac- 
M«ted  practices  or  cannot  be  done  by 
j-nentary  operations. 
^^Mi^okl  pressure"   means  absMute 
mtt  measured  at  the  appropriate 
t  In  the  induction  system  and  usually 
j^ed  In  Inches  of  mercury. 
"Stewimmn  continuous  power" : 

/I)  With  respect  to  redprocaUng  en- 
M.  means  the  brake  horsepower  that 
Fj7nilopci1  in  standard  atmosi^ere  at 
r»eeUted  altitude  under  the  maximim 
L^MUons  of  crankshaft  rotational  B|>eed 
i«ringlne  manifold  pressure,  and  ap- 
pioved  for  use  of  unrestricted  duraUon; 

<l>  With  respect  to  txirbine  engines, 
^MBB  the  brake  horsepower  that  is  de- 
^SaptA  at  a  speeifled  altitude,  atmos- 
(hole  temperature,  and  flight  9eed 
mSee  the  maximum  conditi<Ki8  of  rotor 
IMft  rotational  speed  and  gas  tempera- 
ture. »nd  approved  for  use  of  unre- 
gtilBted  duration. 

"Maximum  continuous  thrust",  with 
n«wet  to  turbine  engines,  means  the 
Jet  ttinist  that  is  developed  at  a  specified 
Stttade.  atmospheric  temperature,  and 
fbfht  speed  under  the  maximum  coodi- 
ttoDS  of  rotor  shaft  roUtional  speed  and 
fm  telmjerature,  arul  approved  for  use 
«( imreatricted  dvuration. 

liedkal  certificate  "  means  acceptable 
evldenoe  of  physical  fitness  on  a  form 
iMaerlbed  by  the  Administrator. 

"Iflnor  alteration"  means  an  altera- 
tloD  other  ttian  a  major  alteration. 

•Hinor  repair"  means  a  repair  other 
than  a  major  repair. 

"Navigable  airspace "  means  airspace 
at  and  above  the  minimum  flight  altl- 
tttftfif  prescribed  by  or  under  this  chap- 
ter. Including  airspace  needed  for  safe 
takeoff  and  landing. 

"Night"  means  the  time  between  the 
end  of  evening  civil  twilight  and  the  be- 
flmilng  of  morning  civil  twilight,  as  pub* 
HAirt  In  the  American  Air  Almanac, 
eonverted  to  local  time. 

"Operate",  with  respect  to  aircraft, 
means  use,  cause  to  use.  or  authorize  to 
uae  aircraft  for  the  purpose  of  air  navl- 
cation,  including  the  piloting  of  aircraft, 
with  or  without  the  right  of  legal  con- 
tnd  (as  owner,  lessee,  or  otherwise). 

"Operational  control",  with  respect  to 
a  flight,  means  the  exercise  of  authority 
over  initiating,  conducting,  or  termlnat- 
iDK  a  lUght. 

"Overseas  air  transportation"  means 
the  carriage  by  aircraft  of  persons  or 
propaty  as  a  common  carrier  for  com- 
pensation or  hire,  or  the  carrii^e  of  mail 
by  aircraft,  in  commerce: 

(1)  Between  a  place  in  a  State  or  the 
District  of  Columbia  and  a  place  In  a 
poaaession  of  the  United  States;  or 

(2)  Between  a  place  in  a  possession 
of  the  United  SUtes  and  a  place  in  an- 
other possession  of  the  United  States; 


whether  ttiat  commerce  moves  wholly  by 
abcraft  or  partly  by  aircraft  and  partly 
by  other  fonns  of  transportation. 

"Parachute"  means  a  device  used  or 
intended  to  be  used  to  retard  the  fall  of 
a  body  or  object  through  the  air. 

"Passenger"  means  an  occupant  of  an 
aircraft  in  flight  other  than  a  crewmem- 

"Peraon"  means  an  individual,  firm, 
partnership,  corporation,  company,  as- 
sociation, joint-stock  association,  or 
governmental  entity.  It  includes  a 
trustee,  receiver,  assignee,  or  similar 
representative  of  any  of  them. 

"Pilot"  means  a  person  who  holds  a 
pilot  certificate. 

"Pilotage"  means  navigation  by  visual 
reference  to  landmarks. 

"Pilot  in  command"  means  the  i^lot 
responsible  for  the  operation  and  safety 
of  an  aircraft  during  flight  time. 

"Pitch  setting"  means  the  propeller 
blade  setting  as  determined  by  the  blade 
angle  when  measured  hi  a  manner,  and 
at  a  radius,  specified  by  the  instruction 
manual  for  the  propeller. 

"Positive  control"  means  control  of  all 
air  traffic,  within  designated  airspace, 
by  air  traffic  control. 

"Preventive  maintenance"  means  sim- 
ple or  minor  preservation  operations  and 
the  replaeanent  of  small  standard  parts 
not  involving  complex  assembly  opera- 
tions. 

"Prohibited  area"  means  designated 
alrqwoe  within  which  the  flight  of  air- 
craft Is  prohibited. 

"Propeller"  means  a  device  for  pro- 
pelling an  airoraft  that  has  blades  on 
an  engine-driven  shaft  and  that,  when 
rotated,  produces  by  Its  action  on  the 
air,  a  thrust  approximately  perpendic- 
ular to  its  place  of  rotation.  It  includes 
oontnd  components  normally  supplied 
by  the  manuf  actiu-er. 

"PtiWic  airoraft"  means  aircraft  used 
only  in  the  service  of  a  government,  or 
a  political  subdivision.  It  does  not  in- 
clude such  an  aircraft  engaged  in  carry- 
ing persons  or  property  for  commercial 
purposes. 

"Bating"  means  a  statement  that,  as 
a  part  of  a  certiflcate,  sets  forth  special 
conditions,  privileges,  or  limitations. 

"Reporting  point"  means  a  geographi- 
cal location  in  relation  to  which  the  po- 
sition of  an  airoraft  is  reported. 

"Restricted  area"  means  airspace  des- 
ignated under  Part 1608]  of  this 

chapter  within  which  the  flight  of  air- 
craft, while  not  wholly  prohibited,  is 
subject  to  restriction. 

"Rotorcraft"  means  a  heavier-than- 
air  airoraft  that  depends  principally  for 
its  support  in  flight  on  the  lift  generated 
by  one  or  more  rotors. 

"Route  segment"  means  a  part  of  a 
route.  Each  end  of  that  part  is  Iden- 
tified by: 

(1)  A  continental  or  insular  geograph- 
ical location; 

(2)  A  point  at  which  a  special  aid  to 
air  navigation  is  located ;  or 

(3)  A  point  at  which  a  definite  radio 
fix  can  be  established. 

"Second  in  command"  means  a  pilot 
who  is  designated  to  be  second  in  com- 
mand of  an  aircraft  during  flight  time. 
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"Small  aircraft"  means  aircraft  of 
12,500  poimds  or  leas,  maximum  certifi- 
cated takeoff  weight. 

"Solo  flight  time"  means  flight  time 
during  which  a  pilot  is  the  only  occupant 
of  the  airoraft. 

"Standard  atmosphere"  means  atmo- 
sphere in  which: 

(1)  The  air  is  a  dry  perfect  gas; 

(2)  The  temperature  at  sea  level  is  59 
degrees  Fahrenheit; 

(3)  The  pressure  at  sea  level  is  29.92 
inches  Hg.; 

(4)  The  temperature  gradient  from 
sea  level  to  the  altitude  at  which  the 
temperature  is  —89.7  degrees  Fahren- 
heit is  -0.003568  degrees  Fahrenheit  per 
foot  and  zero  above  that  altitude;  and 

(5)  The  density  po  at  sea  levd  under 
the  conditions  described  in  daiiaes  (1)- 
(4 )  is  0.002377  lb.  sec.  2/ft.  4. 

"Takeoff  power": 

(1)  With  respect  to  redprocatlnc  en- 
gines, means  the  brake  horaepoww  that 
Is  developed  under  standard  sea  level 
conditi<ms,  and  VDOer  the  maTiwumti 
conditions  of  crankshaft  rotational 
spc«d  and  engine  manifold  pretsure  ap- 
proved for  the  normal  takeoff,  and 
limited  in  use  to  the  maxtmmn  con- 
tinuous period  shown  in  the  approved 
engine  specUleation;  and 

(2)  With  respect  to  turbine  engines, 
means  the  brake  hcnaepafwer  that  is 
developed  under  static  conditlans  at  a 
speeifled  alUtude  and  atmospheric 
temperature,  and  under  the  maximum 
OMiditlons  cH  rotor  shaft  rotational 
speed  and  gas  temperatore  apinoved  lOr 
the  normal  takeoff,  and  limited  In  use  to 
the  maximum  continuous  period  Shown 
in  the  approved  engine  specUleation. 

"Takeoff  thnKt".  with  remect  to 
turbine  ei^lnes,  means  the  Jet  thrust 
that  Is  devdoped  under  static  condi- 
tions at  a  speelAe  altitude  and  atmos- 
pheric temperature  under  the  mwTimii 
conditions  of  rotor  shaft  rotational 
speed  and  gas  tonperature  approved  for 
the  normal  ta*:eoff .  and  limited  hi  use  to 
the  m^t-riwuim  continuous  period  shown 
in  the  approved  ar«lne  specification. 

"Time  hi  sMTloe",  with  respect  to 
maintmance  time  records,  means  the 
time  from  the  moment  an  aircraft  leaves 
the  surface  ot  the  earth  until  It  touches 
it  at  the  next  point  of  landing. 

"True  airqijeed*'  means  tbe  air^>eed  of 
an  aircraft  relative  to  undisturbed  air. 
True  airspeed  is  equal  to  estimated  air- 
speed (po/p)  Vz. 

"Trafflc  pattern"  means  the  prescribed 
path  for  the  operation  of  an  aircraft 
landing  at,  taxiing  on,  or  talcing  off  from, 
an  airport. 

"United  States",  in  a  geographical 
sense,  means  (1)  the  States,  the  District 
of  Columbia,  Puerto  Rico,  and  the 
possessions,  hicludhig  the  territorial  wa- 
ters, and  (2)  the  airspace  of  these  areas. 

"United  States  air  carriw"  means  a 
citizen  of  the  United  States  who  under- 
takes directly  by  lease  or  other  arrange- 
ment, to  engage  in  air  transportation. 


§  1.2      AbbreviatioBS  and  gjvahM*. 

In  this  chapter: 

'"ATC"  means  air  trafflc  control. 

"CAS"  means  calibrated  airspeed. 

"CONSOL"  or  "CONSOLAN"  means  a 
kind  of  low  or  medium  frequeiicy  long 
range  navigational  aid. 
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means  distance  measuring 
equliment  compatible  with  TACAN. 

"FAA"  means  Federal  Aviation 
Agency.. 

"Wii,"  "*fwn[i  fan  marker. 

"ICAO"  means  International  Civil 
Aviation  Organlgatloo. 

"IFR"  means  Instnmient  flight  rules. 

"IXjS"  means  Instrument  landing 
sjrstem. 

"INT"  means  Intersection. 

"LMM"  means  con4>aas  locator  at 
middle  marker. 

"liOM"  means  compass  locator  at 
outer  marker. 

"MAA"  means  maximum  authorized 
IFR  altitude. 

"hCEA"  means  mlnlmiim  en  route  IFR 
alUtude. 

"MM"  means  TLB  middle  marker. 

"MSL"  means  mean  sea  level. 

"OM"  means  ILS  outer  marker. 

"RBN"  means  radio  beacon. 

"RR"  means  low  or  medium  frequency 
radio  range  station. 

"TACAN"  means  ultra-high  frequency 
tactical  air  navigational  aid. 

"TVOR"  means  very  high  frequency 
terminal  omnirange  station. 

"VFR"  means  visual  flight  rules. 

"VHF"  means  very  high  frequency. 

"VOR"  means  very  high  frequency 
omnirange  station. 

"VORTAC"  means  ooUocated  VOR  and 
TACAN. 

8  1>S     Role*  of  coiutraction. 

(a)  In  this  chapter,  unless  the  context 
requires  otherwise : 

(1)  Words  Importing  the  singular  in- 
clude the  plural: 

(2)  Words  Importing  the  plural  in- 
clude the  singular : 

<3)  Words  importing  the  masculine 
gender  Include  the  feminine :  and 

(4)  The  present  tense  includes  the 
future  tense. 

(b)  In  this  chapter  the  word: 

(1)  "Shall"  Is  used  in  an  imperative 
sense: 

(2)  "May"  Is  used  In  a  permissive 
sense  to  state  authority  or  permission  to 
do  the  act  prescribed,  and  the  words  "no 


person  may 


•  •  •>• 


or  "a  person  may 


not  *  *  *"  mean  that  no  person  is  re- 
quired, authorized,  or  permitted  to  do 
the  act  prescribed :  and 

(3)  "Includes"  means  "includes  but  is 
not  Umlted  to". 

IFJ».    Doc.    63-1711:    PUed,    Feb     30.     1962; 
8:46  ajn.l 


[  14  CFR  Porfs  600,  601  ] 

(Aln^Mce  DocJcet  No.  61-FW-96I 

FEDERAL  AIRWAY  AND  ASSOCIATED 
CONTROL  AREAS 

Propesad  Aharotion 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR 
409.13).  noUce  Is  hereby  given  that  the 
Federal  Aviation  Agency  is  considering 
amendments  to  li  000.8194  and  601.6194 
of  the  regulations  of  the  Administrator, 
the  substance  of  which  is  stated  below. 

Low  altitude  VOR  Federal  airway  No. 
194  extends  in  part  from  Homer,  Ga.,  to 
rort  Mill.  S.C..  via  Royston.  Ga.    The 
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Federal  Aviation  Agency  has  under  con- 
sideration the  alteration  of  this  segment 
of  Victor  194,  and  its  associated  control 
areas,  to  extend  from  the  Norcross,  Ga., 
VORTAC  via  the  intersection  of  the  Nor- 
cross VORTAC  054*  and  the  Royston 
VOR  278*  True  radials:  Royston  VOR: 
Greenwood.  S.C.  VOR:  intersection  of 
the  Greenwood  VOR  060*  and  the  Port 
Mill  VOR  227°  True  radials;  to  the  Fort 
Mill  VOR. 

This  segment  of  Victor  194  was  orig- 
inally used  as  an  inbound  route  to  the 
Atlanta.  Ga..  terminal  area.  Revised 
traffic  control  procedures  have  changed 
the  utilization  of  this  segment  of  Victor 
194  from  an  inbound  route  to  a  transi- 
tion route  between  the  low  altitude  air- 
ways northeast  of  Atlanta.  The  pro- 
posed alteration  of  this  segment  of 
Victor  194,  and  its  alignment  via  the 
Greenwood  VOR,  would  facilitate  air 
traffic  management  by  providing  a  more 
desirable  transition  route  and  by  provid- 
ing better  navigational  guidance  along 
the  airway. 

The  control  area  associated  with  this 
proposed  airway  segment  would  extend 
upward  from  700  feet  above  the  surface 
to  the  base  of  the  continental  control 
area.  Separate  action  will  be  initiated 
to  implement  on  an  area  basis  Amend- 
ment 60-21  to  Part  60  of  the  CivU  Air 
Regulations. 

Interested  persons  may  submit  such 
written  data,  views,  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator,  Southern  Region.  Attn: 
Chief,  Air  Traffic  Division,  Federal  Avi- 
ation Agency,  52  Fairlie  Street  NW., 
Atlanta  3.  Ga.  All  communications  re- 
ceived within  forty-five  days  after  pub- 
lication of  this  notice  in  the  Pxdxral 
Register  will  be  considered  before  action 
is  taken  on  the  proposed  amendment. 
No  public  hearing  is  contemplated  at  this 
time,  but  arrangements  for  informal 
conferences  with  Federal  Aviation 
Agency  officials  may  be  made  by  con- 
tacting the  Regional  Air  Traffic  Division 
Chief,  or  the  Chief.  Airspace  Utilization 
Division,  Federal  Aviation  Agency,  Wash- 
ington 25,  D.C.  Any  data,  views  or  ar- 
guments presented  during  such  confer- 
ences must  also  be  submitted  in  writing 
in  accordance  with  this  notice  in  order 
to  become  part  of  the  record  for  con- 
sideration. The  proposal  contained  in 
this  notice  may  be  changed  in  the  light 
of  comments  received. 

The  official  Docket  will  be  available  for 
examination  by  interested  persons  at  the 
Docket  Section,  Federal  Aviation  Agency. 
Room  C-226.  1711  New  York  Avenue 
NW.,  Washington  25.  DC.  An  informal 
Docket  will  also  be  available  for  exam- 
ination at  the  office  of  the  Regional  Air 
Traffic  Division  Chief. 

T^is  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  UjB.C. 
1348). 

Issued  in  Wsishington,  D.C  .  on  Febru- 
ary 15.  1962 

CLirroRD  P.  BuEToit, 

Acting  Chief. 
Airspace  Utilization  Division. 

|PR     Doc     «a-1714:    PUmI,    Feb.    30,    IMS; 
8:46  ajn.| 


[  14  CFR  Part  608] 

I  Airspace  Docket  No.  e2-KO-t] 

RESTRICTED  AREAS 
Proposed  Altarotien 

Pursuant  to  the  authority  delegated  te 
me  by  the  Adpiinistrator  (14  nS 
409.13),  notice  is  hereby  given  thtTS 
Federal  Aviation  Agency  is  rrmtlrtnS 
an  amendment  to  9  608.34  of  the  regtfk! 
tions  of  the  Administrator,  the  n^. 
stance  of  which  is  stated  below. 

On  Nov.  29,  1961.  an  am«>nHi»nn|  4^ 
S  608.34  was  published  in  the  >— ^ 
Register  (26  P.R.  11237)  desigm^qTi 
new  restricted  area,  R-3403  JeSttaa 
Proving  Ground.  Ind.  This  Tialilu||| 
area  is  designated  from  "0700  to  11^ 
cs.t.,  Monday  through  Saturday"  T«tkl 
purpose  of  testing  new  and  experlOMaM 
ammunition  by  the  Department  of  tki 
Army. 

Subsequent  to  the  designation  o(  tMi 
restricted  area,  the  Department  o(  thi 
Army  determined  that  the  assigned  tte 
of  designation  does  not  sdlow 
time  to  complete  the  required  testtng  1 
sufficient  hours  of  darkness  to  aoa(_ 
plish  tracer  test  firing.  Therefon,  tte 
Department  of  Army  has  requested  ■ 
extension  in  the  time  of  designatloa  Iv 
R-3403. 

If  this  action  is  taken,  the  ttet  U 
designation  for  the  Jefferson  Piofkf 
Ground,  Ind..  Restricted  Area  It  tM 
would  be  incresised  from  "0700-IMI 
est.,  Monday  through  Saturday"  ti 
"0800-2400  est.,  daily.". 

Interested  persons  may  submit  aMb 
written  data,  views,  or  arguments  MtlMf 
may  desire.  Communications  should  bi 
submitted  in  triplicate  to  the  Asriituk 
Administrator,  Central  Region.  Attn: 
Chief.  Air  Traffic  Division.  Federal  Avi- 
ation Agency,  4825  Troost  Avenue,  Ka»> 
sas  City  10.  Mo.  All  communleattOM 
received  within  fifteen  days  after  jwiiitt- 
cation  of  this  notice  in  the  PzonsL  Bi^ 
isTCx  will  be  considered  before  actta  ii 
taken  on  the  proposed  amendment  Mi 
public  hearing  is  contemplated  at  thb 
time,  but  arrangements  for  informal  OOi^ 
ferences  with  Federal  Aviation  Agonqr 
officials  may  be  made  by  contacting  ttm 
Regional  Air  Traffic  Division  Chief.  « 
the  Chief.  Airspace  Utilization  Dlvlitalk 
Federal  Aviation  Agency,  Washlngtaa 
25,  DC.  Any  data,  views  or  argumenti 
presented  during  such  conferences  amt 
also  be  submitted  in  writing  In  aecoti- 
ance  with  this  notice  in  order  to  beooai 
part  of  the  record  for  consideratkB. 
The  proposal  contained  in  this  nottn 
may  be  changed  in  the  light  of  commwnti 
received. 

The  official  Docket  will  be  availaUi 
for  examination  by  interested  persons  it 
the  Docket  Section.  Federal  Avlattt 
Agency,  Room  C-226,  1711  New  Tort 
Avenue  NW.,  Washington  25,  D.C.  AB 
informal  Docket  will  also  be  avallabli 
for  examination  at  the  office  of  tbt 
Regional  Air  Traffic  Division  Chief. 

This  amendment  is  proposed  ondir 
section  307(a)  of  the  Federal  Avlatta 
Act  of  1958  (72  Stat.  749;  49  U.S.C.  1941). 


^fitietday,  February  21,  1962 

,— led  in  Washington,  D.C.  on  Peb- 
Jryli.  1W2. 

CLirroRD  P.  BtrwTON, 
Acting  Chief. 
Airspace  Utilization  DitHsion. 

.•R    Doc    62-1712;    Piled.    Feb.    20.    l»«a: 

"■^  8:45  a.m.] 


(  14  CFR  Port  608  1 

I  Airspace  Docket  No.  61-NT-1041 

SPECIAL  USE  AIRSPACE 

py«pos«d   Alteration   of   Rastricted 
Aiao/Military  Climb  Corridor 

Pursuant  to  the  authority  delegated  to 
-*  by  the  Administrator  (14  CFR 
41913),  notice  is  hereby  given  that  the 
fS^al  Aviation  Agency  is  considering 
JTSnendment  to  S  608.40  of  the  regu- 
wttoos  of  the  Administrator,  the  sub- 
itanee  of  which  is  stated  below. 

Hie  Federal  Aviation  Agency  has  un- 
^  eonslderation  a  proposal  for  the 
>i|a»tlon  of  the  Camp  Springs.  Md. 
(Andrews  AFB).  Restricted  Area/Mlli- 
tsry  Climb  Corridor,  R-4008.  The  pres- 
ent climb  corridor  extends  along  the 
m»  True  radial  of  the  Andrews  AFB 
^QB.  It  is  proposed  to  Increase  the 
jttenl  dimensions  of  the  climb  corridor 
to  provide  for  a  scramble  procedure  via 
ttie  061"  True  radial  of  the  Andrews  APB 
TACAN  This  alteration  would  provide 
ootocUon  for  TACAN  or  VOR  equipped 
sir  defense  aircraft  while  operating 
vtthln  this  Restricted  Area/Military 
CttDb  Corridor.  The  boundaries  of  the 
Ciap  Springs.  Md.  (Andrews  AFB) ,  Re- 
ifrMed  Area/MiUtary  Climb  Corridor 
voold  be  described  as  follows: 

Tlie  area  based  on  the  053"  True  radial 
of  the  Andrews  APB  VOR  extending 
tram  five  miles  NE.  of  the  airbase  Clatl- 
tode  88*48'40"  N..  longitude  76'52'05" 
W.)  to  32  miles  NE.  of  the  airbase,  hav- 
ing a  width  of  2  miles  SE.  and  2.3  miles 
NW.  of  the  053°  True  radial  at  the  be- 
l^wning  and  a  width  of  2.3  miles  either 
ride  of  the  053°  True  radial  at  the  outer 
extremity. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should 
be  submitted  in  triplicate  to  the  Assist- 
ant Administrator,  Eastern  Region, 
Attn:  Chief,  Air  Traffic  Division.  Federal 
ATlatlon  Agency,  Federal  Building,  New 
York  International  Airport,  Jamaica  30, 
N.T.  All  communications  received  with- 
in forty -five  days  sifter  publication  of 
this  notice  in  the  Federal  Register  will 
be  considered  before  action  is  taken  on 
the  proposed  amendment.  No  public 
bearing  is  contemplated  at  this  time,  but 
trrangements  for  informal  conferences 
with  Federal  Aviation  Agency  officials 
may  be  made  by  contacting  the  Regional 
Air  Traffic  Division  Chief,  or  the  Chief, 
Airspace  Utilization  Division,  Federal 
Aviation  Agency.  Washington  25,  D.C. 
Any  data,  views,  or  arguments  presented 
(taring  such  conferences  must  also  be 
aibmitted  in  writing  in  accordance  with 
this  notice  in  order  to  become  part  of  the 
record  for  consideration.  The  proposal 
eontained  in  this  notice  may  be  changed 
In  the  light  of  comments  received. 


FEDERAL  REGISTER 

The  ofBclal  Docket  will  be  available 
for  examination  by  interested  persons  at 
the  Dodcrt  Section,  Federal  Aviation 
Agency.  Room  C-226.  1711  New  York 
Avenue  NW..  Washington  25,  D.C.  An 
informal  Dodcet  will  also  be  available  for 
examination  at  the  office  of  the  Regional 
Air  Traffic  Division  Chief. 

Tliis  amendment  \s  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  U.S.C. 
1348) . 

Issued  In  Washington,  DC,  on  Feb- 
ruary 15,  1962. 

Clifford  P.  Burton, 

Acting  Chief. 
Airspace  Utilization  Division. 

[VR.   Doc.    62-1713;    PUed,    Peb.    20.    1962; 
8:45  ajn.] 


FEDERAL  COMMUNICATIONS 
PMISSION 

[  47  CFR  Part  9  1 

[Docket  No.    14524;    FCC   62-1721 

AVIATION  SERVICES 

Propesad  DisconHnuonca  of  Us«  of 
High  Fraquencies  for  Aeronautical 
MobHa  (R)  Communications  in  Do- 
maslic  Sarvica  Within  Continental 
Unitad  Stotas 

1.  Notice  of  proposed  rule  making  in 
the  above-entitled  matter  is  hereby 
given. 

2.  Resolution  No.  13  of  the  Adminis- 
trative Radio  Conference  (Geneva.  1959) 
of  the  International  Telecommunication 
Union  (rrU)  calls  for  a  review  of  fre- 
quency allotment  plans  for  the  aero- 
nautical mobile  service  prior  to  the 
convening  of  the  next  Ordinary  Admin- 
istrative Radio  Conference.  Accord- 
ingly,  the  Department  of  State  brought 
to  the  attention  of  the  Commission,  the 
Office  of  Emergency  Planning  (OEP), 
and  other  appropriate  government  agen- 
cies, the  question  of  what  position  the 
United  States  should  take  with  respect 
to  the  future  use  of  aeronautical  mobile 
(R)  frequencies  currently  available  for 
domestic  operations  within  the  United 
States. 

3.  The  Commission,  after  consultation 
with  the  above  agencies,  has  concluded 
the  following: 

a.  There  are  several  unsatisfied  re- 
quirements for  high  frequencies  to  be 
used  for  international  aeronautical 
mobile  (R)  communication  purposes. 

b.  One  possible  way  of  satisfying  some 
of  these  requirements  is  to  divert  to  in- 
ternational routes,  some  or  all  of  the 
high  frequencies  presently  allotted  for 
domestic  aeronautical  mobile  (R)  pur- 
poses within  the  48  contiguous  United 
States. 

c.  There  are  52  discrete  Regional  and 
Domestic  Air  Route  Area  (RDARA) 
high  frequencies  allotted  by  Appendix 
26  to  the  ITU  Radio  Regulations  for 
aeronautical  mobile  (R)  purposes  within 
the  48  contiguous  United  States.  All  of 
these  frequencies  are  also  allotted  to 
other  "areas"  of  the  world. 
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d.  Most  of  the  aeronautical  mobile 
(R)  domestic  (qierations  within  the  con- 
tinental United  States  are  inresently 
being  conducted  in  the  VHF  bands. 

e.  With  minor  excepUoDa.  all  aero- 
nautical mobile  (R)  domestic  require- 
ments within  the  continental  United 
States  could  be  satisfied  la  the  VHF 
bands. 

f.  If  the  United  States  eltmlnatfd  or 
reduced  its  domestic  use  of  high  fre- 
quencies for  aeronautical  mobOc  (R) 
purposes,  the  frequencies  so  released 
could  be  used  to  fill  some  of  the  out- 
standing Major  World  Air  Route  Area 
(MWARA)  requirements. 

4.  In  light  of  the  above  conclusions, 
it  is  proposed  to  amend  Part  9 — Aviation 
Services  of  the  Commission's  rules  to 
preclude  the  use  ot  high  frequencies  for 
d<nnestic  aeronautical  mobile  (R)  com- 
munications within  the  continental 
United  States  (excluding  Alaska)  after 
January  1.  1965. 

5.  The  pr(H>osed  amendment  to  Part 
9  of  the  rules,  as  set  forth  below. is  Is- 
sued pursuant  to  the  aut&ority  con- 
tained in  section  4U) .  303  (c) .  (f )  and 
(r)  of  the  Communications  Act  of  1934, 
as  amended. 

6.  Pursuant  to  applicable  procedures 
set  forth  in  S  1^13  of  the  Commission's 
rules,  interested  persons  may  file  com- 
ments on  or  before  March  26.  1962.  and 
reply  comments  on  or  before  April  5, 
1962.  All  relevant  and  timely  comments 
will  be  considered  fay  the  Commission 
before  final  action  Is  taken  in  this  pro- 
ceeding. In  reaching  its  declskm  in  this 
proceeding,  the  Commission  may  also 
take  into  account  other  relevant  infor- 
mation before  it  in  addition  to  the 
specific  comments  invited  by  this  notice. 

7.  In  accordance  with  the  provision 
of  S 1-54  of  the  Commission's  rules,  an 
(H-iginal  and  14  eopiea  of  all  statements, 
briefs  or  comments  shall  be  furnished 
the  Commission. 

Adopted:  February  14,  1962. 

Released:  February  16,  1962. 

FEBEBAL   COKHTTNICATIONS 

Commission. 
[seal]         Ben  F.  Waple, 

Acting  Secretary. 

Section  9.432  Is  amended  by  adding 
new  paragraph  (f),  as  follows: 

§  9.432      Frequencies  available. 

•  •  •  •  • 

(f)  Use  of  high  frequencies  for  aero- 
nautical mobile  (R)  communications  in 
the  Domestic  Service  within  the  con- 
tinental U.S.  (excluding  Alaska) ,  will  not 
be  permitted  after  January  1,  1965. 

I  P.R.    Doc.    62-1770;    FUed.    Feb.    20,    1962; 
8:51  ajn.] 


[  47  CFR  Fori  1 1  1 

(Docket  No.  14525;  PCC  82-173] 

MANUFACTURERS  RADIO  SERVICE 

Proposed  Eligibility  for  Certain  Spa- 
cialiiad  Subsidiary  Corporations 

1.  Notice  is  hereby  given  of  proposed 
rule-making     In     the     above-entitled 

matter. 


16€0 

2.  A  letter  from  the  Carbide  Power 
Compmny  of  Sault  Ste.  Marie,  Michigan. 
dated  October  31st.  IMl.  requesting  a 
watrer  or  amendment  of  the  eligibility 
provlsioiis  of  our  Manufacturers  Radio 
Service  rules,  has  given  rise  to  this 
proceeding. 

3.  The  Carbide  Power  Company  is  a 
wholly  owned  subsidiary  of  the  Union 
Carbide  Corporation.  Carbide  Power 
Company's  sole  fimctlon  and  reason  for 
existence  Is  to  provide  hydroelectric 
power  for  Its  parent's  calcium  carbide 
manufacturing  operations  in  Sault  Ste 
Marie. 

4.  Power  production  does  not  consti- 
tute a  manufactiirlng  activity  as  that 
term  Is  defined  In  our  Manufacturers 
Radio  Service  rules.  Thus,  Carbide 
Power  Company  Is  not  eligible  to  hold  a 
radio  authorization  within  the  Manufac- 
turers Radio  Service.  It  desires  nonethe  - 
less  an  authorization  In  that  Service,  and 
to  this  end  has  requested  the  amendment 
or  waiver  of  the  eligibility  provisions  con- 
tained in  I  11.727  of  our  rules. 

5.  In  requesting  the  relief  noted.  Car- 
bide Power  Company  has  pointed  out 
that  were  it  a  simple  division  or  unit 
within  the  corporate  structure  of  its 
parent,  no  eligibility  problem  would  be 
presented  because  of  the  prime  eligibility 
of  the  Union  Carbide  Corporation.  As 
presently  constituted  however,  the  Car- 
bide Power  Company  is  legally  distinct 
troax  its  parent.  It  is  a  Michigan  cor- 
poration organized  pursuant  to  the  laws 
of  that  state.  Union  Carbide  Corpora- 
tion on  the  other  hand  is  a  New  York 
corporation.  The  reason  for  this 
dichotomy  has  been  alleged  as  a  peculiar- 
ity in  the  laws  of  the  state  of  Michigan 
which  requires  that  only  domestic  cor- 
porations be  allowed  to  produce  hydro- 
electric power.  Thus,  In  order  for  Union 
Carbide,  a  New  York  corporation,  to  be 
able  to  produce  Its  own  power  for  its 
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manufacturing  activities  in  Michigan,  it 
was  necessary  that  it  create  a  Michigan 
corporation.  This  it  did,  in  the  form  of 
the  Carbide  Power  Company. 

6.  The  Commi-ssion.  in  view  of  the  alle- 
gations of  the  Carbide  Power  Company, 
is  disposed  to  consider  an  amendment  to 
its  rules  which  would  afford  certain  relief 
to  the  Carbide  Power  Company  and 
others  similarly  situated.  Our  proposal, 
which  i.s  set  out  below,  would  allow  a  sub- 
sidiary corporation  which  is  devoted  ex- 
clusively to  providing  services  or  ma- 
terials for  the  exclusive  use  of  its  parent 
or  another  subsidiary,  in  connection  with 
a  manufacturing  activity  as  that  term 
has  been  defined  m  }  11.726.  to  obtain  a 
radio  authorization  in  the  Manufac- 
turers Radio  Service.  We  have  attached 
a  proviso  or  condition  however  which 
requires  that  the  subsidiary's  use  of  radio 
be  confined  to  the  transmission  of  com- 
munications essential  to  the  provision 
of  services  or  materials  required  by  the 
parent  or  another  subsidiary.  If  even- 
tually adopted,  this  new  rule  provision 
would  allow  manufacturers  to  obtain  es- 
sentially integrated  communications 
facilities  between  various  facets  of  their 
manufacturing  operations.  We  view  this 
as  a  desirable  result. 

7.  Pending  the  resolution  of  this  pro- 
ceeding, Carbide  Power  Company's  ap- 
pUcation.  Pile  No.  24169-IX-61,  will  not 
be  acted  upon ;  and  because  this  proceed- 
ing looks  toward  an  amendment  of  our 
Rules  to  afford  the  relief  requested, 
Carbide  Power  Company's  request  for  a 
waiver  of  our  rules  is  specifically  denied. 

8.  The  proposed  amendment  to  Part 
11  of  the  rules,  as  set  forth  below,  Is 
issued  pursuant  to  the  authority  con- 
tained in  sections  4(1)  and  303  of  the 
Communications  Act  of  1934,  as 
amended. 

9.  Pursuant  to  applicable  procedures 
set  forth  in  S  1-213  of  the  Commission's 


rules,  interested  persons  may  file  m^ 
ments  on  or  before  March  26,  INS^i 
reply  comments  on  or  before  ADrfl? 
1962  All  relevant  and  timely  coouimb^ 
will  be  considered  by  the  Coc^H? 
before  final  action  is  taken  In  this  jla. 
ceeding.  In  reaching  Its  decision  in^ 
proceeding,  the  Commission  it^^y  2 
take  into  accour\t  other  relevant  InftT 
mation  before  it  In  addltloa  to  t^ 
specific  comments  invited  by  this  DotltL 
10  In  accordance  with  the  prorlriaa 
of  5  1  54  of  the  Commission's  rules,  u 
original  and  14  copies  of  all  stateouniL 
briefs,  or  comments  shall  be  fumt^m 
the  Commission. 

Adopted:   February   14,  1962. 

Relea.scd:  February  16,  1962. 

Federal  CoiofUNiCAnoai 
Commission, 
I  SEAL  1         Ben  P.  Waplz, 

Acting  Secretary. 

In  Part  11,  Industrial  Radio  SerrkcL 
S  11.727  of  the  Manufacturers  Badio 
Service  rules  is  amended  by  addii^  g 
new  paragraph  (c)   as  follows: 

§  11.727      Eligibilitr. 

•  •  •  •  • 

( c )  A  subsidiary  corporation,  deroW 
exclusively  to  providing  services  or  ma- 
terials for  the  exclusive  use  of  its  ptnot 
or  another  subsidiary  corporation,  la 
connection  with  any  manufacturing  ae* 
tivity  defined  In  9  11.726,  is  eligible  In 
the  Manufacturers  Radio  Service:  Pro- 
vided, however.  That  such  subsidlaiir^ 
use  of  radio  shall  be  confined  soldy  to 
the  transmission  of  communications  «- 
sentlal  to  the  provision  of  services  or 
materials  required  by  the  parent  or 
another  subsidiary. 

[P.R.    Doc.    63-1771;    PUed,    Feb.    30,    ISO; 
8:S1  ajn.] 


' 


KPMTMENT  OF  THE  MTEUOR 

liireow  of  Land  Monogamant 
cALfFOlNIA  OUTER  CONTINENTAL 
SHELF  LEASING  MAP 

San  Francisco  Area 

February  15,  1962. 

NoUce  Is  given  that  Outer  Continental 
Slidf  leasing  map  'California  Map  No.  3 
oJnFranclsco  Area",  approved  Novem- 
har  31  1961.  which  was  listed  in  the 
WtUL  R«cisTZH.  Document  62-958  on 
l^JTsC?  of  the  issue  of  Tuesday,  Janu- 
uj  SO  1962  has  been  superseded  by  a 
lerised'  map  dated  February  7,  1962. 

Tbe  revised  map  becomes  the  official 
CaUfomla  Outer  Continental  Shelf  leas- 
ST ItoP.  "CaHfomia  Map  No.  3  San 
fnadseo  area. "  Submissions  of  nomi- 
nated areas  shown  on  this  map  submitted 
In  revwnse  to  FJl.  Document  62-959, 
"Call  for  Nominations"  appearing  at 
page  887  of  the  issue  for  Tuesday,  Janu- 
J^  JO,  1962,  miist  state  that  the  blodcs 
or  gabdivlsions  of  blocks  nominated  are 
diaerfbed  according  to  "California  Map 
No  8  San  Francisco  area,  revised  Febru- 
ary 7,  1962  " 

Karl  S.  Landstrom. 
Director, 
Bureau  of  Land  Manao^ment. 

ffJI    Doc.    62-1732:    Filed.    Feb.    20,    1»«3; 
8:47  a.m.| 


Notices 


in  the  agreement  between  the  United 
States  and  the  State  of  Louisiana,  Oc- 
tober 13.  1956":  and  the  acreage  entry 
now  reading  "2,500"  should  read  "2,428." 

Karl  S.  Landstrom, 

Director, 
Bureau  vf  Land  Managemen  t . 

|FJl.    Doc.    62-1734;    FUed,    Feb.    20,    1962; 
8:47  a.m.) 


OUTER  CONTINENTAL  SHELF  OFF 
LOUISIANA  AND  TEXAS 

Oil  and  Gas  Lease  Offer;  Corraction 
February  15.  1962. 
In  FJL  Document  62-247,  appear- 
ing at  page  348  of  the  issue  for 
Friday,  January  12.  1962.  the  following 
changes  should  be  made  on  page  350 
under  "Official  Leasing  JMap,  Louisiana 
Map  No.  8:"  The  acreage  entries  for 
"La.-1229"  now  reading  "1170"  should 
read  "1330"  and  for  "La.-1242"  now 
reading  "2790"  should  read  "2210." 

Karl  S.  Landstrom, 
Director. 
Bureau,  of  Land  Management. 

[T.R.   Doc.    62-1733:    Piled.    Feb.    20,    1962; 
8:47  a.m.] 


OUTER  CONTINENTAL  SHELF  OFF 
LOUISIANA  AND  TEXAS 

Oil  and  Gas  Lease  Offer;  Correction 

February  15, 1962. 

In  F.R  Document  62-248.  appearing 
at  page  350  of  the  Issue  for  Friday.  Janu- 
ary 12. 1962.  the  following  changes  should 
be  made  on  page  352.  under  "Official 
Leasing  Map,  Louisiana  Map  No.  6":  For 
"141.-1493"  the  description  entry  now 
reading  "EV^"  should  read  "EV^,  that 
PortUxi  In  Zone  3,  as  that  zone  Ls  defined 
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ARIZONA 
Notice  of  Filing  of  Plat  of  Survey 

February  12, 1962. 

1.  Plat  of  Survey  of  the  lands  de- 
scribed below  will  be  officially  filed  in 
the  Land  OtBce,  Phoenix,  Arizona,  effec- 
tive at  10:00  a.m.  on  March  20,  1962: 

OOA  AMD  Salt  Rivix  Meridian 

T.  38  N..  R.  4  W., 

See.  1.  lots  1.  2,  3.  4,  5,  6.  7.  S'jNWVi. 

SW%HB% .  SW  % ,  W^8B% ; 
Sec.  a,  lots  1.  a,  3. 4.  S>AN^.  S^ ; 
See.  3,  lots  1,  a,  3. 4.  SV^NV^.  SV^ : 
sec.  4.  lots  1. 2. 8.  4.  S%N% .  SV<, : 
See.  6.  lots  1.  a,  3. 4.  sv^M^.  sy, : 
Sec.  6.  lots  1.  a.  3.  4.  5.  6,  7,  SEV4NW14, 

S%NEVi.K%SWy4,SKVi; 
Sec.  7,  loU  1,  a.  8,  4.  EViNW'i.  E'iSW'.i. 

>V^: 
Sec.S.AU; 
Sec.  9,  All; 
Sec.  10.  All; 
Sec.ll.AU; 

Sec.  la,  lOtB  1,  2,  3.  4,  WViEVa,  W'i: 
See.  is.loto  1,2,  3.4,  w^E^.  w>4: 
Sec.  14.  All; 
Sec.  15.  All: 
Sec.  16,  All: 
Sec  17  All* 

See.  18,  lots  1, 2,  3,  4,  BMi WVi ,  E«^ ; 
8me.  19.  Jots  1,  2,  3,  4.  E*/, WVa .  E'/a ; 
See.  30,  All; 
see.  21,  All; 
Sec.  aa.  All; 
See.  38  All; 

Sec". 34',  lots  1, 2,  3,  4,  W^/^EVi ,  W'i ; 
See.  85,  lots  1, 2.  8,  4,  Wi^E*^ ,  WVj ; 

See.  38,  All; 

8m.  27,  All; 

SM.a8.All; 

See.  38,  AU; 

Sec.  SO,loU  1.  2, 3,  4.  EMiWy,,  EV^: 

Sec. 81.  IpU  1. 2,  8, 4.  K'/2 WM. .  E>^ : 

Sec.  33,  All; 

See.  34.  All; 

See.  3S,  All; 

See.  88,  lots  1,  2,  3,  4,  WVaEi^.  W>4. 

Within  the  above  described  areas  are 
22.432.76  acres. 

2.  Available  data  indicates  that  the 
lands  in  T.  38  N..  R.  4  W..  are.  for  the 
moat  part,  rolling  hills  with  a  sandy 
loam  soil.  There  is  no  timber,  under- 
growth, or  desert  grasses. 

3.  The  lands  described  in  paragraph 
1  are  opened  to  application,  selection  and 
petition  as  outlined  in  paragraph  4  be- 
low. No  application  for  these  lands  will 
be  allowed  under  the  Homestead,  Desert 
Land,  Small  Tract,  or  any  other  non- 
mineral  public  land  law,  unless  the  lands 
have  already  been  classified  upon  consid- 
eration of  an  application.    Any  applica- 


tion that  is  filed  will  be  considered  on  its 
merits.  Tlie  lands  will  not  be  subject  to 
occupancy  or  disposition  until  they  have 
been  classified. 

4.  Subject  to  any  existing  valid  rights 
and  the  requirements  of  aiqidieaUe  law, 
rules  and  regulations,  the  lands  dfjcribed 
in  paragraph  1  hereof,  are  herdbgr  opened 
to  filing  aM>lications  and  sdections  in 
accordance  with  the  following: 

a.  Applications  and  aeleetions  under 
the  nonmineral  pubMc  land  laws  may  be 
presented  to  the  Manager  moitkned  be- 
low, beginning  on  the  date  of  this  order. 
Such  applications  and  selections  will  be 
considered  as  filed  on  ttie  hour  and  re- 
spective dates  shown  for  tbe  various 
classes  enumerated  in  the  foUowtog 
paragraidis : 

(1)  Applications  by  persons  having 
prior  existing  valid  settlement  rigtits. 
preference  rights  conferred  by  existing 
laws,  or  equitable  claims  subject  to  al- 
lowance and  confirmation  ^riU  be  ad- 
judicated on  the  facts  presented  in  sup- 
port of  each  dalm  or  right.  All 
applications  presented  by  persons  other 
than  those  referred  to  in  this  paragraph 
will  be  subject  to  the  applications  and 
claims  mentioned  in  this  paragraph. 

(2)  An  valid  aK>li?atlons  and  selec- 
tions imder  the  nonmineral  public  land 
laws  presented  prior  to  10:00  ajn.,  on 
March  20,  1962,  will  be  considered  as 
simultaneously  filed  at  that  hour. 
Rights  imder  such  appllcaticms  and  se- 
lections filed  after  that  hour  will  be' 
governed  by  the  time  of  filing.  Persons 
niniming  preference  Vights  based  upon 
valid  settlement,  statutory  preference, 
or  equitable  c&ilms  must  enclose  prop- 
erly corroborated  statements  In  support 
of  their  iu?pIications,  setting  forth  all 
facts  relevant  to  their  claims.  Detailed 
rules  and  regulations  governing  vplica- 
tions  which  may  be  filed  pursuant  to 
this  notice  can  be  found  in  Title  43  of 
the  Code  of  Federal  Regulations. 

Bllxh  W.  KsaacB. 
Acting  Manager. 

(P.R.    Doc.    62-1735;    Piled,    Peto.    30,    1962; 
8:47  ajn.1 


FEDERAL  COmmHCATWIS 
COMMISSION 

{Docket  No.  14506] 

BRANDON  TIRE  A  BATTERY  CO. 
Amended  Order  To  Show  Cows* 

In  the  matter  of  T.  E.  Brandon,  d/b  as 
Brandon  Tire  le  Battery  Co..  Chickasaw, 
Alabama,  Docket  No.  14506;  order  to 
show  cause  why  there  should  not  be  re- 
voked the  license  for  business  radio  sta- 
tion e:IR-938. 

The  Commission,  by  the  Chitf.  Safety 
and  Special  Radio  Services  Bureau,  un- 
der delegated  autliority,  haTing  UDdar 
consideration  the  matter  of  certain  al- 
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leged  ▼lolAtloiis  of  the  Commiaslon's 
rules  In  oonxiectlon  with  the  operation 
of  BtwinfOT  radio  station  KIR-938; 

It  i^wearlng,  that,  pursuant  to  i  1.76 
of  the  Commission's  rules,  written  notice 
of  violation  of  the  Commission's  rules 
was  served  upon  the  above-named  licen- 
see as  follows. 

OfBdal  Notice  of  Violation  mailed  on 
June  19.  19«1.  aUeglng  that  on  May  24. 

1961,  Business  Radio  Station  KIRr-938 
was  observed  In  violation  of  the  Commis- 
sion's rules,  vis: 

Section  ll.l§0(a) .  No  record  of  transmit- 
ter mMunirsmmts  nuMto  within  the  last  year: 

Soetitm  llM(m).  Statton  was  not  being 
Mmttflsd  after  each  transmiaeion  or  once 
••eh  15  minutes: 

Stetion  11.702.  No  proTlalon  made  for  re- 
ceipt of  OOMXLRAD  alerta; 

SeeiUm  llJ8t(b).  The  current  station 
Uemse  not  posted  at  the  principal  control 
point  of  the  station; 

atetUm  ilJM(«).  Bzecutad  tranunltter 
14tnW!^*f>^*^^  card  (rCC  Form  462-C)  was 
not  sflUed  to  eacli  mobUe  transmitter; 

Section  iiJfO(o).  Names  of  radio  opera- 
tor* with  the  period  of  their  duty  each  day 
was  not  ineluded  in  station  records; 

Non-compUance  with  the  terrfu  of  the  <fa- 
tUm  Uoente.  Base  transmitter  was  author- 
ised at  11  North  Broad  Street.  Mobile.  Ala- 
bema;  It  had  been  installed  at  S07  North 
Craft  Highway.  Chlokaaaw.  Alabama. 

It  further  appearing,  that,  the  above- 
named  licensee  received  the  Official  No- 
tice of  Violation,  but  did  not  make  satis- 
factory reply  thereto:  whereupon  the 
Commission  by  letter  of  October  19,  1961 . 
and  sent  by  Certified  Mall — return  re- 
ceipt requested  (Certified  No.  814847) 
again  brought  this  matter  to  the  atten- 
tUm  of  the  licensee  and  requested  that 
such  licensee  respond  to  the  Commis- 
sion's letter  within  fifteen  dajrs  from  the 
date  of  Its  receipt,  stating  the  measures 
which  had  been  taken  or  were  being 
taken  In  order  to  bring  the  operation  of 
the  radio  station  Into  compliance  with 
the  Commission's  rules,  and  warning  the 
licensee  that  failure  to  respond  to  such 
letter  might  result  in  the  institution  of 
proceedings  for  the  revocation  of  the 
station  license;  and 

It  further  I4>pearlng,  that,  receipt  of 
the  Commission's  letter  was  acknowl- 
edged by  the  signature  of  the  licensee  on 
October  20. 1961.  to  a  Post  Office  Depart- 
ment return  receipt  card:  and 

It  further  appearing,  that,  although 
more  than  fifteen  days  have  elapsed 
since  the  licensee's  receipt  of  the  Com- 
mission's letter,  no  response  was  made 
thereto:  and 

It  further  appearing,  that,  in  view  of 
the  foregoing,  the  licensee  has  repeatedly 
violated  1 1.76  of  the  Commission's  rules; 

It  is  ordered.  This  8th  day  of  February 

1962.  pursuant  to  section  312(a)  (4)  of 
the  Commimteatlons  Act  of  1934,  as 
am^ided.  and  section  0.291(b)  (8)  of  the 
Commission's  Statement  of  Delegations 
of  Authority,  that  the  said  licensee  show 
cause  why  the  license  for  the  above - 
captioned  radio  station  should  not  be 
revoked,  and  appear  and  give  evidence 
in  respect  thereto  at  a  hearing  to  be 
held  at  a  time  and  place  to  be  specified 
by  subsequent  order:  and 

It  is  further  ordered.  That  the  Acting 
Secretary  send  a  copy  of  this  Order  by 
Certified  Mall — return  receipt  request- 
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ed — to  the  said  licensee  at  306  North 
Craft  Highway,  Chickasaw,  Alabama. 

Released:  February  15.  1962. 

Federal  Communications 
Commission. 
fSEALl         Ben  F.  Waple. 

Acting  Secretary. 

[PR.    Doc     62-1755:    Piled.    Peb,    30,    1962; 
8:51  ami 


I  Docket  No   14518:  PCC  62M-237| 

DOLPH-PETTEY   BROADCASTING  CO. 
(KUDE) 

Order  Scheduling  Hearing 

In  re  application  of  Dolph-Pettey 
Broadcasting  Company  (KUDE) ,  Ocean- 
side.  California.  Docket  No.  14518.  File 
No.  BP-14324:  for  construction  permit. 

It  is  ordered.  This  14th  day  of  Febru- 
ary.1962.  that  Millard  F.  French  will  pre- 
side at  the  hearing  in  the  above -entitled 
proceeding  which  is  hereby  scheduled  to 
commence  on  April  13. 1962.  in  Washing- 
ton, D.C.:  i4nd,  it  is  further  ordered. 
That  a  prehearing  conference  in  the  pro- 
ceeding will  be  convened  by  the  presiding 
officer  at  9:00  a.m.,  Friday,  March  16, 
1962. 

Released:  February  15, 1962. 

Federal  Communications 
Commission, 
rsEALl         Ben  F.  Waple. 

Actino  Secretary. 

IPR     Doc     82-175«:    Piled,    Peb     20,    19«2: 
8  51  a.m  I 


(Docket    No«.    14616.    14517;    PCC    62M-2361 

JOHN  E.  GRANT  AND  ALLEN  C. 
BIGHAM,  JR. 

Order  Scheduling   Hearing 

In  re  applications  of  John  E.  Grant, 
Salinas,  California,  Docket  No.  14516, 
Pile  No.  BP-13911:  Allen  C.  Bigham.  Jr  , 
Salinas.  California.  Docket  No.  14517. 
File  No.  BP-14891:  For  construction 
permits. 

It  is  ordered.  This  14th  day  of  Febru- 
ary 1962.  that  David  I.  Kraushaar  will 
preside  at  the  hearing  in  the  above - 
entitled  proceeding  which  is  hereby 
scheduled  to  commence  on  April  18,  1962, 
in  Washington,  DC:  i4nd,  it  is  further 
ordered.  That  a  prehearing  conference  in 
the  proceeding  will  be  convened  by  the 
presiding  officer  at  9.00  am  .  Thursday, 
March  22,  1962. 

Released:  February  15.  1962 

Federal  Communications 
Commission, 
[seal]         Ben  P.  Waple, 

Acting  Secretary. 

[PR.    Doc.    62- 1757;     Piled,    Peb.    20.    1962: 
8:51  a.m  J 


[Docket  No.  14623;  PCC  62M-2401 

HIAWATHA  VALLEY  BROADCASTING 
CO.,  INC.,  AND  NORTHLAND 
RADIO  CORP. 

Order  Scheduling  Hearing 

In  re  application  of  Hiawatha  Valley 
Broadcasting  Co ,  Inc.   (Assignor)    and 


Northland     Radio     Corporation     (s^ 
signee ) .  Docket  No.  14523,  Pile  No.  Wsr* 
4172;  for  assignment  of  license  irfSu 
tion  KCUE,  Red  Wing,  Minnesota. 

It  is  ordered,  This  14th  day  of  r^i 
ary  1962,  that  Crhester  F.  Naumowl^jb 
will  preside  at  the  hearing  In  the  thai. 
entitled  proceeding  which  Is  hg^ 
scheduled  to  commence  on  April  a,Tjg 
in  Washington,  D.C.:  And.  it  is  ft^Si 
ordered.  That  a  prehearing  confereneeh 
the  proceeding  will  be  convened  by  tik 
presiding  officer  at  9:00  a.m.,  Thunkf 
March  22.  1962.  ^• 

Released:  February  15,  1962. 

Federal  CoMMUNicAnosi 
Commission. 
[seal!        Ben  F.  Waple. 

ActiTig  Secretary. 

|PR     Doc     62   1758:    Fll«d,    Peb.    M    l|M. 
8:61  a.m.) 


I  Docket  No  13313  etc.;  FCC  flaU-MO] 

IOWA  CITY  BROADCASTERS,  INC. 
ET  AL. 

Order  Scheduling  Hearing 

In  re  applications  of  Iowa  City  Bnad. 
casters,  Inc.,  Iowa  City,  Iowa.  DoAstl^ 
13313,  FUe  No.  BP-13877;  WKAI 
casting  Company  (WKAI). 
niinois.  Docket  No.  14508,  PUe  Nb. 
13902;  Iowa  Falls  Broadcasting 
tion.  Iowa  Falls.  Iowa,  Docket  No.  U 
Pile  No.  BP-14618;  for  constructios  p«. 
mits. 

It  is  ordered.  This  14th  day  of 
ary  1962,  that  Chester  P.  Naumowlfli,  Jr. 
will  preside  at  the  hearing  in  the 
entitled  proceeding  which  is 
scheduled  to  commence  on  April  17,  IM, 
in  Washington,  D.C.:  And  it  is  fwOm 
ordered.  That  a  prehearing  confennee 
in  the  proceeding  will  be  convened  bf 
the  presiding  officer  at  9:00  a.m.,  Mob- 
day,  March  19,  1962. 

Released:  February  15.  1962. 

Federal  Communicatxoiis 
Commission, 
1  seal  1        Ben  P.  Waple, 

Actino  Secretary. 

fFR     Doc     62-i75»:    PUed,   Peb.   30,  IM; 
8:51  am.] 


I  Docket  No8  14519-14531;  PCC  6aM-3M] 

K  A  H  TELEVISION  STATION 
(KFUR-TV)  ET  AL. 

Order  Scheduling  Hearing 

In  re  applications  of  Raymond  P.  Biytl 
and  Mllford  Kay,  d/b  as  K  li  H  TelevMOB 
Station  (KFUR-TV),  Santa  Pe.  Net 
Mexico.  Docket  No.  14519,  Pile  Ma 
BMP<7r-5601,  for  modification  of  OOII- 
struction  permit  (Channel  2  lieu  ChaB* 
nel  11);  Thunderblrd  Entertalmneni 
Enterprises.  Incorporated,  Santa  Pe,  Htt 
Mexico,  Docket  No.  14520,  Pile  *> 
BPCT-2898;  New  Mexico  Broadeuttai 
Company,  Inc.,  Santa  Pe,  New  lieztoo, 
Docket  No.  14521,  File  No.  BPCT-J9J7; 
for  construction  permits  for  new  Tdefl- 
sion  Broadcast  Stations  (Channel  1). 

It  is  ordered.  This  14th  day  of  Febra- 
ary  1962.  that  H.  OlfTord  Irion  will  pre- 


ffdmt^^V  February  21,  1962 

I  bearing  In  the  above-entitled 
which  is  hereby  scheduled 
-„.j^  on  AprU  18.  1962,  in  Waeh- 
.  -^TrT.  jind,  it  is  further  ordered, 
!Si  a  prehearing  conference  in  the 
y*-^^«  win  be  convened  by  the  pre- 
jggTofflcer  at  9:00  ajn..  Monday. 
2^  19.  1962. 
Hflewed:  February  15,  1962. 

FEDERAL   ComrOlflCATIOMS 

Commission, 

riBAi.]        Ben   P.    Waple. 

'"^  Acting  Secretary. 

.•■    noc     82-1760;    Piled.    Peb.    20.    196t; 
(Docket  No.  14522;  PCC  eaM-238J 

MRCHANTS  BROADCASTING 
SYSTEM  OF  DALLAS,  INC. 

Older  Scheduling  Heoring 

In  the  matter  of  revooatlon  of  license 
■^  Kibsldlary  communications  authorl- 
-!S«.  ot  Merchants  Broadcasting  8ys- 
lliigf  Dallas.  Inc.,  Docket  Na  14522;  for 
fS  Broadcast  Station,  KCPA,  Dallas, 


it  U  ordered.  This  14th  day  of  Feb- 
lOMy  1962.  that  Walther  W.  Guenther 
wtU  preside  at  the  hearing  in  the  above- 
j^i^umi  proceeding  which  is  hereby 
iJmliilnd  to  commence  on  Ifarch  28, 
jffl  tn  Washington.  D.C. :  Arid,  it  is  fvr- 
tm  ordered.  That  a  prehearing  confer- 
■M  la  the  proceeding  will  be  convened 
kf  the  presldhig  officer  at  9:00  ajn., 
r.  March  21.  1962. 


Released:  Febniary  15,  1962. 

Federal  CotcMUNiCATioifS 
Commission. 
[HAL]        Ben  p.  Waple. 

Acting  Secretary. 

jFJL    Doc.    62-1761;    Piled,    Feb.    20.    1962; 
8:51  a.m.] 


(Docket  No.  14504;  PCC  62M-23a] 

PtONHR  STATES  BROADCASTERS, 
INC. 

Order  Scheduling  Hearing 

In  re  application  of  Pioneer  States 
Broadcasters,  Inc..  West  Hartford.  Con- 
netleut,  Docket  No.  14504.  FUe  No.  BP- 
14M9;  for  construction  permit. 

It  is  ordered.  This  14th  day  of  PW>- 
mary  1962,  that  Basil  P.  Cooper  wUl 
pnilde  at  the  hearing  in  the  above- 
oiUaBd  proceeding  which  is  hereby 
■teduled  to  commence  on  April  17, 1862, 
la  Washington.  D.C:  And,  it  is  further 
ordered.  That  a  prehearing  confo^nce 
In  the  proceeding  will  be  convened  by 
the  presiding  officer  at  9:00  ajn..  Mon- 
day, March  19,  1962. 

Released:  February  15,  1962. 

Federal  ComtUMicATiONS 

C0MMI8S10M, 

[seal]        Ben  F.  Waple, 

Acting  Secretary. 

[VM.   Doe.   63-1762;    Filed,    Feb.    30,    1963; 
8:61  ajn.] 

Ko.  86 10 


FEDERAL  REGISTER 

{Docket  No.   14255;    PCC  62M-a4ai 

RADIO-ACTIVE  BtOADCASTING,  INC 
(WATO) 

Ord«r  Conlinwing  H«aring  Conference 

In  re  appllcatlcm  of  Radlo-Active 
Broadcasting.  Inc.  (WATO) .  Oak  Ridge. 
Tennessee,  Docket  No.  14255,  File  No. 
BP-138S3:  for  construction  permit 

The  Hearing  Examiner  having  under 
consideration  a  Motion  to  Continue 
Prehearing  Conference,  filed  by  Radio- 
Actlve  Broadcasting,  Inc.  (Radio- 
Aetlve)  on  February  14,  1962.  wherein 
It  Is  requested  that  the  prehearing  con- 
ference presently  scheduled  for  Febru- 
ary 20,  1962,  be  postponed  to  March  12 
or  18.  1962,  whichever  date  is  most  con- 
venient for  the  Examiner: 

It  appearing  that  It  is  alleged  by 
Radlo-Actlve  that  its  consulting,  radio 
engineer  who  was  preparing  certain  pro- 
posed amendments  which  were  to  have 
been  filed  by  February  14.  1962,  has  had 
an  extended  and  serious  illness  which 
prevented  him  from  meeting  his  com- 
mitments in  this  respect; 

It  further  appearing  that  Radlo- 
Actlve  aHegea  that  Its  consulting  engi- 
neer has  aasiu-ed  it  that  the  amendments 
referred  to  would  be  completed  no  later 
than  F^touary  28,  1962,  and  that  in  the 
event  such  consulting  engineer  does  not 
have  the  engineering  amendments  com- 
pleted on  or  about  that  date  to  permit 
the  filing  of  a  motion  to  amend  shortly 
thereafter,  Radio-Active  will  dismiss  its 
application: 

It  further  appearing  that  counsel  for 
the  other  parties  to  the  proceedings  have 
consented  to  a  grant  of  the  above-de- 
scribed Motion  and  have  agreed  to  a 
walvor  of  the  Commission's  rules  (47 
CFR  1.43)  relating  to  the  withholding 
of  action  on  motions  for  a  four -day 
period;  and 

It  fiirther  appearing  that  good  cause 
has  been  shown  for  a  prompt  grant  of 
the  motion  herein; 

It  to  ordered.  This  14th  day  of  Febru- 
ary 1962,  that  the  Motion  to.  CX>ntinue 
Prehearing  Conference  Is  granted,  and 
that  the  prehearing  conference  now 
scheduled  for  February  20,  1962,  is  post- 
poned to  March  12,  1962.  at  9:30  a.m.,  at 
the  Offlcee  of  the  Commission  in  Wash- 
ington, D.C. 

Released:  February  15,  1962. 

Federal  Communications 
Commission, 
[seal]        Ben  F.  Waple. 

Acting  Secretary. 

int.    Doc.    62-1763;    Filed.    Feb.    20,    1962; 
8:51  ajn.l 


IMS 

Jersey.  Docket  No.  14511.  FUe  No.  BP- 
14054;  Rockland  Radio  Oacparatton. 
Spring  Valley.  Mtow  Yoik.  Doefcat  Nb. 
14512,  FUe  No.  BP-14481:  RoeHand 
Broadcasters.  Ihe..  fikvlng  YaOagr.  New 
York,  Docket  No.  1451S.  FDe  Na  BP- 
14462;  Asbury  Park  Frees.  Ine.  (WJIX) . 
Asbury  Park.  New  Jenef,  Do^et  Na 
14514.  FUe  No.  BP-14469:  for  oonstme- 
tlon  permits. 

It  is  ordered.  This  14th  day  of  Febru- 
ary 1962,  that  Herbert  Shaxtman  will 
preside  at  the  hearing  in  the  above-en- 
titled proceeding  which  is  herdiy  edied- 
uled  to  commence  on  Aprfl  18.  1962,  in 
Washington,  D.C:  And  tt  is  further 
ordered.  That  a  prehearing  conference 
in  the  proceeding  wlU  be  convened  by  the 
presiding  officer  at  9:00  am.,  Monday. 
March  19. 1962. 

Released:  February  15. 1962. 

FEDIKAL  COlPCUNXCAnONS 

ComoBSzoH. 
[seal]        Bra  F.  Wapli. 

Acting  Secretary. 

IP.R.   Doc.    62-1764;    Filed,   Psb.   20.   1063; 
8:61  ajn.] 


(Docket  No.  13040:  VOC  6aK-39ei 

SOUTH  MINNEAPOUS 
BROADCASTERS 

Order  SchaduHng  Haoring 

In  re  application  of  Charles  Niles  and 
Marie  NUes,  d/b  as  South  Mlnnrapnlls 
Broadcasters.  Bloomlngton.  Mtnneeota. 
Docket  No.  12949,  FUe  No.  BP-14046:  for 
construction  permit. 

It  is  ordered.  This  14th  day  of  Febru- 
ary 1962,  that  Chester  F.  Naomowtes.  Jr. 
will  preside  at  the  hearing  tax  the  above- 
entitled  proceeding  which  Is  hereby 
scheduled  to  commence  on  April  19, 1962, 
in  Washington.  D.C.:  And,  U  to  further 
ordered.  That  a  prehearing  eooferenee 
in  the  proceeding  wiU  be  eonvened  by 
the  presiding  officer  at  9:00  am.. 
Tuesday.  March  20, 1962. 

Released :  February  15. 1962.  * 

Fbdxral  CoiannncATioNS 
ComnssiON, 
[seal!        Ben  F.  Wspls, 

Acting  Secretary. 

IP.R.    Doc.    62-1766;    FUed,    Peb.    90,    l»«a; 
8:51  ajn.] 


[Docket  Nob.  14610-14514;  PCC  62M-234] 

ROCKLAND  BROADCASTING  CO. 
ET  AL 

Ordtr  Scheduling  Hearing 

In  re  i^pUcatlons  of  Sidney  Fox, 
Oeone  Daere.  Harry  Edelstehi  d/b  as 
Rockland  Broadcasting  Company,  Blau- 
velt.  New  York,  Docket  No.  14810,  FUe 
No.  BP-1S477;  Delaware  Valley  Broad- 
easttng   Co.    (WAAT).   Trenton.   New 


[Docket  No.  14867  etc.;  PCC  63M-231  ] 

VETERANS  BROADCASTING  CO., 
INC.,  ET  AL. 

Order  Continuing  Hearing 

In  re  awllcations  of:  Veterans  Broad- 
casting company.  Inc.,  ^rracuse.  New 
York.  Docket  No.  14267,  PUe  No.  BPCT- 
2912;  Syracuse  Television,  Inc.,  Syra- 
cuse, New  York.  Docket  No.  14368,  FUe 
No.  BPCT-2924;  W.  R.  Q.  Baker  Radio 
and  Television  Corporatkm,  Byraense, 
New  York,  Docket  No.  14868.  Me  No. 
BPCr-2930;  Onondaga  Broadcasting. 
Inc.,  Syraeose.  New  Yoi*.  Doekat  No. 
14870.  FUa  Na  BFCT-88ti ;  WAGO.  Xae^ 
Syracuse,  N^w  York,  Docket  Na  14871. 
FUe   No.   BPCT-3M2:   Syracuse   Clvie 


1664 

Telffviilon  AMoc1>tloa.  Inc..  Syraeiue. 
mm  York.  DockH  N«.  14S72.  PUe  Na 
BFCr-19SS:  in  BroadcMtmc  CompAiiy. 
mo..  Syncun.  New  York.  DoekH  Now 
li4«S.  FI1«  Na  EPCT-aM0:  six  NaUoqs 
TdflfkUni  OorponUoa.  SyrMuw.  New 
Yort.  ZXieket  No.  14444.  FUe  No.  BPCT- 
2957:  Salt  Ctty  BroadcMtlng  Corpora- 
tion. SyneuM.  New  Yoiic.  Docket  No. 
1444B.  File  No.  BPCT-a958:  Oeorge  P. 
Holllngberf .  Syracuae.  New  York.  Docket 
No.  14446.  FUe  No.  BPCT-2968:  for  con- 
struetion  permit*  for  new  television 
broadcast  itatlona. 

The  Ff^'^"f  Examiner  having  before 
him  a  "MtHtiaa  for  Extension  of  Time" 
filed  February  IS,  1962  in  the  above- 
entitled  proceeding  by  Syracuse  Civic 
TMerlaion  Aaioclatlon,  inc.  requesting 
that  the  deadline  for  the  exchange  of 
written  direct  cases  be  extended  from 
March  1  to  llaroh  8  and  the  date  for 
eonmenetment  of  the  hearing  from 
Mareh  19  to  March  26. 1962; 

It  appearing  that  petitioner  asserts  as 
the  reason  for  its  request  that  the  clients 
and  attorneys  have  devoted  substantial 
time  during  the  past  few  weeks  to  ne- 
gotiations for  an  Interim  operation  on 
Channel  9  at  Syracuse  and  that  the  time 
counsel  alone  have  devoted  thereto,  as 
well  as  the  demands  upon  them  of  other 
business  before  the  Commission  and  the 
courts,  has  made  It  burdensome  for  coun- 
s^  to  meet  the  deadlines  previously  set 
and  that  the  one  week  extension  re- 
queeted  "will  help  to  aUevlate  this 
burden": 

It  v)pearing  further  that  petitioner 
asserts  that  counsel  for  all  the  ap- 
Idicants  and  the  Commission's  own 
Broadcast  Bureau  have  authorized  pe- 
tittoner  to  state  their  consent  to  grant 
of  the  relief  requested: 

It  appearing  further  that  the  one  week 
extension  of  deadlines  requested  herein 
is  Justifiable  only  If  no  further  extensions 
are  requested  by  any  of  the  other  par- 
ties: that  such  extension  of  one  week 
will  not  of  Itself  discommode  the  Hear- 
ing Examiner,  be  disruptive  of  the  hear- 
ing process,  or  delay  materially  the  or- 
derly progress  of  the  hearing;  that, 
therefore,  the  relief  requested  may  be 
granted  subject  to  the  admonition  to  all 
parties  that  their  consent  to  the  grant 
of  the  Instant  motion  will  be  unavailing 
to  them  as  the  basis  for  any  further  de- 
lay motions  any  of  them  may  consider 
It  necessary  to  file  In  the  future;  and 
that  the  parties  are  to  understand  that 
the  Hearing  Examiner  Is  granting  the 
present  motion  reluctantly  and  will  not 
give  favorable  consideration  to  any  fu- 
ture requests  for  changes  In  any  es- 
tablished deadlines  absent  really  cogent 
showings  of  "good  cause"  In  support 
thereof: 

It  U  ordered.  This  14th  day  of  Feb- 
ruary 1962,  that  the  above-referenced 
motion  iov  extension  of  deadline  dates 
herein  filed  by  Sjrracuse  Civic  Television 
Association,  Inc.  ts  hereby  granted  and 
that  written  direct  cases  may  be  ex- 
changed by  Mareh  8.  1962  and  that  the 
hearing  Itself  is  rescheduled  to  oonunence 


NOTICES 

March  26.  1962,  at  10  a.m.,  at  the  Com- 
mission's <^Dces.  Washington.  D.C. 

Released:  February  15,  1962. 

FBOIKAL  COMMtnnCATIONS 
COMldSSION. 
[SXALl  BeM   F.   WAPLZ. 

Acting  Secretary. 

[F.R.    Doc.    63-17ee;    PUfld.    Feb.    30,    IBSS; 
8:S1  ajn.] 


(Docket  No   1460S:  FCC  eaM-ass] 

VICTORIA  BROADCASTING  SYSTEM 

Order  Scheduling  Hearing 

In  re  application  of  Oeorge  H.  Pruder, 
tr/as  Victoria  Broadcasting  System,  Red- 
field,  South  DakoU,  Docket  No.  14505, 
File  No.  BP-14366;  for  construction  per- 
mit. 

It  ia  ordered.  This  14th  day  of  Feb- 
ruary 1902,  that  Isadore  A.  Honlg  will 
preside  at  the  hearing  In  the  above- 
entitled  proceeding  which  Is  hereby 
scheduled  to  commence  on  April  18,  1962, 
In  Washington,  DC:  And.  it  i*  further 
ordered.  That  a  prehearing  conference 
In  the  proceeding  will  be  convened  by  the 
presiding  oflDcer  at  9:00  a.m.,  Tuesday, 
March  20,  1962. 

Released:  February  15,  1962. 

Federal  Communications 
Commission. 
[sealI         Ben  P.  Wapls, 

Acting  Secretary. 

|PR     Doc     62-1767:    FUed.    Feb.    20,    1962; 
8:51  a.m.| 


(Docket  No.  14516;  FCX;  62M-2351 

WDSU  BROADCASTING  CORP. 
(WDSU) 

Order  Scheduling  Heoring 

In  re  application  of  WDSU  Broad- 
casting Corporation  (WDSU).  New  Or- 
leans, Louisiana,  Docket  No.  14515,  File 
No.  BMP-9055 ;  for  modification  of  con- 
struction permit. 

It  is  ordered.  This  14th  day  of  Febru- 
ary 1962,  that  EUzabeth  C.  Smith  wUl 
preside  at  the  hearing  in  the  above- 
entitled  proceeding  which  Is  hereby 
scheduled  to  commence  on  April  19, 1962, 
In  Washington.  DC:  And.  it  ia  further 
ordered.  That  a  prehearing  conference  in 
the  proceeding  will  be  convened  by  the 
presiding  officer  at  9:00  a.m..  Thursday, 
March  22,  1962. 

Released:  February  15.  1962. 

Federal  Communications 
Commission, 
[SEAL]         Ben  F.  Wapls. 

Acting  Secretary. 

(FR     Doc     62-1768:     Filed,    Feb.    20,    1»62; 
8:51  a.m  I 


Washington,  D.C,  on  the  14th  ^  ^ 
February  1962 ;  ^  ■ 

The  Commission  having  und«  «^ 
slderatlon  (1)  Its  decision  in  Ws* 
Inc.,  17  R.R.  997.  998b.  in  whleSttt 
awarded  a  construction  permit  for  t  te 
television  broadcast  station  to  mmS. 
on  Channel  10,  Miami,  Florida,  IolT 
Wilson.  Inc..  but  stated  that  "•'  •  •  «i 
license  period  contemplated  herehx  i5 
be  for  four  months  subsequent  to  iw? 
struction  •  •  ••\and{2)  thetempornl 
authorization  issued  to  L.  B.  WUsob]^^ 
on  October  19,  1961,  to  begin  op««C 
November  20.  1961;  and 

It  appearing  that,  the  CommlHloBh 
its  decision  of  July  14.  1960,  propotHk 
grant  to  L.  B.  Wilson,  Inc.  a  four  aoiik 
license  upon  completion  of  oonitnMlla 
for  a  television  station  on  Chaaml  U* 
that  L.  B.  Wilson  constructed  a  iMIm 
pursuant  to  a  temporary  authorteMM 
for  construction  dated  Novtmbv  ■. 
1960:  that  L.  B.  Wilson  has  been  ogi 
Ing  since  November  20,  1961,  and 
have  operated  pursuant  to 
license  authorizations  for  a  period  of  liv 
months  on  March  20,  1962;  andtlMliy 
Commission  stated  Its  Intent  t8  PM^ 
the  filing  of  new.  competing  appUetllM 
for  Channel  10  at  the  expiration  of  tw 
months  of  licensed  operation  by  L  & 
Wilson ;  and 

It  further  appearing  that  sines  L  & 
Wilson.  Inc.,  has  not  operated  ftv  aM 
year  it  can  not  use  the  C 
composite  week  In  furnishing 
tion  on  program  performance:  and 

It  further  appearing  that  sinot  L IL 
Wilson,  Inc.,  Is  presently  operating  fna 
Interim  facilities,  a  description  of 
might  not  adequately  descrUM  Its 
templated  permanent  facility,  it 
be  appropriate  for  L.  B.  Wllsra, 
to  Incorporate  by  reference  any 
features  of  Its  outstanding  constmotki 
permit  (BMPCT-5525). 

It  is  ordered,  That  pursuant  to  I IM 
(c)  of  the  Commission's  rules,'  L.  B.  WB* 
son.  Inc..  shall  file  Its  application  flor 
renewal  of  license  on  Channel  10. 
Florida,  by  March  20.  1962;  and 

It  is  further  ordered.  That  In  the 
aration  of  Section  IV  of  Its  appUestki 
L.  B.  Wilson,  Inc..  shall  use  the  fODo«l« 
composite  week:  Monday,  January  % 
1962:  Tuesday,  January  2S.  IMI; 
Wednesday,  January  17,  1962 ;  Tbuxidv. 
January  11,  1962;  Friday,  Januaiy  i 
1962;  Saturday,  December  23.  1961:  sal 
Sunday,  December  10,  1961;  and 

It  is  further  ordered.  That  ChannsI  U, 
Mlam^,  Florida,  be  available  for  the  flUH 
of  applications  for  construction  pmirik 
for  new  television  broadcast  stations  hs> 
ginning  March  20,  1962  and  ending  Um 


|FCC  62-1041 

L.  B.  WILSON,  INC.  (WLBW-TV) 
Application  for  Renewal  of  License 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 


>  SecUon  1.328(c)  of  the  rule* 
that:  "Whenever  the  Commlaslon 
application  for  renewal  ot  UcenM  M 
to  the  proper  conduct  of  a  hearing  or  IBWM' 
gatton,  and  specifically  directs  that  It  b*  SM 
by  a  date  certain,  such  application  stisB^ 
filed  within  the  time  thua  apecUlML  B 
licensee  falls  to  file  such  appllcatloD 
the  prescribed  time,  the  hearing  or 
gation  shall  proceed  a*  if  such  r«nsval 
pUcatlun  had  been  received." 


^fiitttday,  February  21,  1962 

•t  iMl  Commission  rules  to  the  con- 
^tf  any,  notwithstanding. 
February  16,  1962. 

Pkdeial  ColOCtTMICAnONg 
Commission. 

r-»tl       BEN  F.  Wapu. 

*^^  Acting  Secretary. 

«•    DM    62-1799;    Filed.    Feb.    20.    l»«a: 
]"•   "^'  8:51   a.m.l 


fOBUL  MARITIME  COMMISSHiN 

(Docket  Nos.  9S4,  054  (Bub-l)  1 

AllANTiC/PUERTO  RICO  TRADE 

LwiiUfoHnn  of  Rates  and  Practictt; 
HgMM  of  Supplamantal  Ordort 

OB  fW»ruary   7,    1962.   the  ^Federal 
ne  Commission  entered  the  fol- 
■•venth  Supplemental  Order  to 
"Original  order  In  Docket  No.  954 
I  jolj  17, 1961,  and  following  Fourth 
nenUl  Order  to  original  order  In 
Ko.  954  (Sub-l)  dated  November 

lt.lNl. 

B  appearing  that  there  Is  currentiy 
UjuMny  In  these  proceedings  an  investi- 
ptton  into  and  a  hearing  concerning 
Mtiln  rates  and  practices  from,  to  and/ 
ar  hsUresn  Atiantic  and  Qulf  Coast  ports 
tf  the  United  States  on  the  one  hand 
mf  ports  In  the  Commonwealth  of 
Bioo  on  the  other  which  became 
on  July  6.  1961,  and  on  various 

thereafter:  and 

R  farther  appearing  that  A.  H.  Bull 
Co.  has  been  named  a  re- 
it  in  these  proceedings;  and 
It  further  appearing  that  there  has 
filed  with  the  Federal  Maritime 
>n  by  A.  H.  Bull  Steamship 
Ca,  eertaln  revised  pages,  hereinafter 
teipMited,  to  its  Outward  Freight 
IMff  No.  1.  FMC-F  No.  1.  to  become 
February  9,  1962.  which  said 
publish  increased  rates  on  com- 
■Ddltles  prefixed  with  the  increase  sym- 
bol: 

Revised  Revised 

page  I  page 

No.  No. 

iMood 33      Second 60 

yiBt 34      Second 61 

fpvth ..-     35      Second 62 

Itoottb 36      Second 63 

AM -     37      Second 64 

iowth 38      Second 65 

mb 38      Fourth 66 

39  Third    67 

40  Fourth 68 

41  First   - -.-     69 

,     42       First TO 

TUrt 43  Second  _ _  71 

nW 44  Third   73 

4S  Fourth 72 

48  First    78 

49  Second 74 

60  Flr«t 75 

iNrth 61  Third  76 

Wtt    61  First 77 

62  Second 78 

63  Fourth 79 

64  Third 80 

__  66  Eighth 81 

._  66  Third   89 

57  Third  88 

68  Fifth    84 

mi 
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It  further  appearing  that  protests  have 
been  reestyed  petitioning  the  Commis- 
sion to  swpcnd  said  increases;  and 

It  farther  appearing  that  upon  con- 
sideration of  the  said  schedules,  state- 
ments in  support  thereof,  and  protests 
made  thereto,  there  is  reason  to  believe 
that  the  increased  rates  named  thereon, 
if  permitted  to  become  effective,  would 
result  in  rates  which  would  be  unjust, 
unreasonable,  or  otherwise  unlawful  in 
violation  of  the  Shipping  Act,  1916,  as 
amended,  and  the  Intercoastal  Shipping 
Act,  1939.  as  amended;  and 

It  further  appearing  that  the  Com- 
mission la  ei  the  opinion  that  the  new 
increased  rates  should  be  made  the  sub- 
ject of  a  public  investigation  and  hearing 
to  determine  whether  they  are  Just,  rea- 
sonable, and  otherwise  lawful  under  the 
Bhlpi^  Act.  1916,  as  amended,  or  the 
Interooastal  Shipping  Act,  1933,  as 
amended;  and 

It  further  appearing  that  the  effective 
date  of  the  said  Increases  should  be  sus- 
pended pending  such  investigation: 

Now  thorefore  it  i$  ordered.  That  the 
proceeding  in  Docket  No.  964  be,  and  it 
is  taer^y,  expanded  to  include,  in  addi- 
tion to  the  matters  now  under  investiga- 
tion, an  investigation  into  and  concern- 
ing the  lawfulness  of  the  Increased  rates 
contained  in  the  said  tariff  schedules; 
and 

It  it  further  ordered.  That  the  pro- 
ceeding in  Docket  No.  954  be.  and  It  Is 
hereby,  consolidated  with  the  proceeding, 
in  Do^et  No.  954  (Sub-1).  with  a  view 
to  w«»^**Hr  such  findings  sjid  orders  in 
the  consfdidated  proceedings  as  the  facts 
and  circumstances  shall  warrant;  and 

It  is  further  ordered.  That  said  in- 
creased rates  be.  and  they  are  hereby, 
suspended  and  that  the  use  of  the  said 
rates  be.  and  it  Is  hereby,  deferred  to 
and  including  June  8. 1962.  unless  other- 
wise authorized  by  the  Commission,  and 
that  the  rates  heretofore  in  effect,  and 
which  were  to  be  changed  by  the  sus- 
pended rates,  shall  remain  in  effect  dur- 
ing the  period  of  suspension;  and 

It  is  further  ordered.  That  no  change 
shall  be  made  in  the  matter  hereby  sus- 
pended nor  the  matter  which  Is  con- 
tinued In  effect  as  a  result  of  such 
suqjcnsion  until  the  period  of  suspension 
or  any  extension  thereof  has  expired,  or 
until  this  investigation  and  suspension 
proceeding  has  been  disposed  of,  which- 
ever first  occurs,  tinless  otherwise  au- 
thorized by  the  Commission;  and 

It  is  further  ordered.  That  there  shall 
be  filed  immediately  with  the  Commis- 
sion by  A.  H.  Bull  Steamship  Co.,  a  con- 
secutively niunbered  supplement  to  the 
aforesaid  tariff  schedule  which  supple- 
ment Shan  bear  no  effective  date,  shall 
reproduce  the  portion  of  this  order 
wherein  the  suspended  matter  Is  de- 
scribed, and  shall  state  that  the  afore- 
said rates  are  suspended  and  may  not 
be  used  until  June  9,  1962,  unless  other- 
wise authorized  by  the  Commission,  and 
that  the  rates  heretofore  in  effect,  and 
which  were  to  be  changed  by  the  sus- 
pended rates,  shall  remain  in  effect 
during  the  period  of  suspension,  and 
nrither  the  matter  suspended,  nor  the 
matter  which  is  continued  In  effect  as  a 
result    of    such    suspension,    may    be 
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changed  until  the  period  of  suspension 
or  any  extension  thereof  has  expired,  or 
until  this  investigation  and  suspension 
proceeding  has  been  disposed  of,  which- 
ever first  occurs,  tmleas  otherwise  au- 
thorized by  the  Conunlssion:  and 

It  ia  further  ordered.  That  copies  of 
this  order  shall  be  filed  with  the  said 
tariff  schedule  in  the  Bureau  of  Domes- 
tic Regulation  of  the  Federal  Ifaritime 
Commission;  and 

It  is  further  ordered.  That  (I)  the 
investigation  herein  ordered  in  Docket 
No.  954  be  assigned  for  hearing  before  an 
examiner  of  the  Commisskm'a  OfBee  of 
Heari^  Examiners  at  a  date  and  place 
to  beTRicrmined  and  announced,  to  re- 
ceive evidence  which,  together  with  the 
evidence  heretofore  received  In  Docket 
No.  954  and  the  evidence  to  be  reoelfed 
In  Docket  No.  964  (Sub-1).  will  provide 
an  adequate  record  for  proper  dlvoti- 
Uon  of  the  Issues  In  the  oanaolldaled 
proceedings,  and  that  an  Initial  decision 
be  issued;  (II)  a  copy  of  thla  order  shall 
forthwith  be  served  upon  (be  proteit- 
ants,  A.  H.  BuU  Steamship  Co.,  and  all 
others  heretofore  named  reqxmdents 
hereto;  (in)  the  said  respondents  and 
Protestants  be  duly  notified  of  the  time 
and  place  of  the  hearing  ordered;  and 
(IV)  this  order  and  notloe  of  the  said 
hearing  be  published  in  the  Fooml 
Recibthl 

Dated :  February  15.  1962. 

By  the  Commission. 

Thomas  Lesx, 
Secretary. 

IFR.    Doc.    63-1748:    Filed,    Feb.    90.    1962; 
8:49  a.m.l 


(Docket  NO.  954  (Sub-2)  ] 

ATLANTIC/GULF  PUERTO  RICO 
TRADE 

Investigation  of  Increased  Rates  en 
Sugar,  Refined  or  Turbimited,  in 
Bogs;  Notice  of  Supplemental  Or- 
der 

On  February  7, 1962.  the  Federal  Mari- 
time Commission  entered  the  following 
F\>urth  Supplonental  Order  to  the  orig- 
inal order  in  this  proceeding  dated  De- 
cember 7,  1961. 

It  appearing  that  by  wder  dated  Jan- 
uary 8,  1962,  the  C(»nmisslon  entered 
into  an  mvestlgation  conoemtng  the 
lawfulness  of  increased  rates  on  sugar 
contained  in  tariff  schedule  designated 
therein,  and  suspended  the  operation  of 
said  schedules  to  and  including  June  4. 
1962;  and 

It  further  appearing  that  the  Commis- 
sion having  found  good  cause  therefor 
has  on  January  22.  1962.  granted  the 
Sea-Land  Service.  Inc.,  Puerto  Rlcan  Di- 
vision special  permission  authority  to 
cancel  such  suspended  matter  on  statu- 
tory notice  under  Special  Pwmisslon  No. 
3971  and  pursuant  thereto,  such  matter 
has  been  properly  cancelled; 

Now  therefore,  it  is  ordered.  That  ttie 
investigation  of  Sea-Land's  rates  on 
"Sugar,  refined  or  turbinated  in  bags" 
instituted  under  Sec(md  Supi^emental 
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Order,  Docket  No.  954  (8ub-2)  be,  and 
it  is  berelqr  dlerontlnued;  and 

It  i$  fwther  ordered,  "Hutt  copies  of 
this  orvler  ■haU  be  filed  with  said  tariff 
schedule  In  the  Bureau  of  Domestic 
Reffulatlon,  Federal  Maritime  Commis- 
sion; and 

It  is  further  ordered.  That  a  copy  of 
this  order  shall  be  forthwith  served  upon 
all  respondents  and  protestants  herein; 
and  that  this  order  be  published  In  the 
Pedikal  Rsonm. 

Dated  February  15, 1962. 

By  the  Commission. 

Thomas  List. 
Secretary. 

(PJt.    Doc.    a3-1740:    PUed.    Feb.    20.    1962; 
8:49  ajn] 


FEDERAL  POWER  COMMISSION 

(Doekat  No.  CPei-14S,  etc.] 

COLORADO  INTERSTATE  GAS  CO. 
ET  AL. 

Notice  of  Applications 

FSBIUART  14,  1962. 

Colorado  Interstate  Oas  Company. 
Docket  Nos.  CP61-143  and  CP61-1S7; 
Natural  Oas  Pipeline  Company  of 
America.  Docket  No.  CP61-149;  Arlcan- 
sas  Louisiana  Oas  Company,  Docket  No. 
CP61-163. 

Take  notice  that  on  November  7.  1960. 
as  amended  on  October  4,  1961,  and 
November  9,  1961,  in  Docket  No.  CP61- 
143,  and  on  December  5,  1960.  as 
amended  on  December  16,  1960.  in 
Docket  No.  CP61-157,  Colorado  Inter- 
state Oas  Company  (Colorado),  Post 
Office  Box  1087.  Colorado  Springs,  Colo- 
rado, filed  applications  piumiant  to  sec - 
ti<»i  7(c)  of  the  Natural  Oas  Act  for 
certificates  of  public  convenience  and 
necessity  authorizing  short-term  field 
sales  of  natural  gas  to  Arkansas  Louisi- 
ana Oas  Cranpany  (Arkansas  Louisiana ) 
in  Docket  No.  CP61-143  and  to  Kansas- 
Nebraska  Natural  Oas  Company,  Inc. 
(Kansas-Nebraska)  in  Docket  No.  CP61- 
157,  all  as  more  fully  set  forth  in  the 
applications,  as  amended,  on  file  with 
the  Ccmunlssion  and  open  to  public 
inspection. 

In  Docket  No.  CP61-143.  Colorado 
proposes  to  sell  up  to  25,000  Mcf  of 
natural  gas  per  day,  through  April  30. 
1963,  to  Arkansas  Louisiana.  Said  sale 
will  be  effected  by  an  exchange  arrange- 
mmt  with  Natural  Oas  Pipeline  Com- 
pany of  America  (Natural)  through 
existing  Interconnections  of  the  facilities 
of  Colorado  and  Natural  in  the  Mocane 
field.  Oklahoma.  Colorado  would  de- 
liver gas  directly  to  Natural  and  the 
latter  would  deliver  equivalent  volimies 
to  Arkansas  Louisiana  at  a  proposed  new 
interconnection  between  Natural  and 
Ai^ansas  Louisiana  in  Beckham  County, 
Oklahoma. 

Take  further  notice  that  Natural,  122 
South  Michigan  Avenue.  Chicago  3.  Illi- 
nois, filed  on  November  18,  1060,  as 
amended  on  October  9.  1961,  and  No- 
vember 14. 1961,  In  Docket  No.  CP61-149, 
and  Arkansas  Louisiana,  Slattery  Bulld- 
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ing.  Shreveport  94,  Louisiana,  filed  on 
December  8,  1960.  as  amended  on  Sep- 
tember 28,  1961,  and  November  6,  1961, 
in  Docket  No.  CJP6 1-163,  applications 
pursuant  to  section  7(c)  of  the  Natural 
Oas  Act  for  certificates  of  public  conven- 
ience and  necessity  authorizing  the  above 
described  interconnection  and  exchange 
of  natural  gas.' 

In  Docket  No  CP61-157.  Colorado  pro- 
poses to  sell  up  to  50.000  Mcf  of  natural 
gas  per  day.  through  December  31,  1962, 
to  Kansas-Nebraska.  Said  sale  will  be 
made  through  existing  Interconnections 
of  the  two  systems  in  Ke»my  and  Plnney 
Counties  in  the  Kansas  Hugoton  field. 

Colorado  states  that  the  proposed  sales 
are  to  relieve  a  short-term  excess  gas 
supply  situation.  Said  excess  gas  is  the 
result  of  a  take-or-pay  situation  caused 
by  the  fact  that  Colorado's  Provo  project 
(Docket  Nos.  0-16235,  et  al.)  is  not  in 
operation. 

The  sales  of  natural  gas  to  Arkansas 
Louisiana  and  Kansas-Nebraska  will  be 
made  at  a  rate  of  14.5  cents  per  Mcf. 

The  estimated  cost  of  facilities  for  the 
interconnection  between  Natural  and 
Arkansas  Louisiana  in  Orady  County, 
Oklahoma,  is  $2,800.  Natural  will  con- 
struct the  necessary  facilities  and  will 
be  reimbursed  by  Arkansas  Louisiana  for 
the  cost  incurred. 

The  sale  of  gas  to  Arkansas  Louisiana 
proposed  by  Colorado  in  Docket  No. 
CP61-143  will  be  made  pursuant  to  an 
agreement,  dated  October  20,  1960.  The 
proposed  exchange  of  natural  gas  will 
be  made  pursuant  to  an  agreement,  dated 
October  20.  1960.  as  amended,  between 
Colorado,  Arkansas  Louisiana  and 
Natural. 

The  sale  of  gas  to  Kansas-Nebraska 
proposed  by  Colorado  in  Docket  No. 
CP61-157  will  be  made  pursuant  to  an 
agreement,  dated  November  16,  1960. 

Protests  or  petitions  to  Intervene  may 
be  filed  with  the  Federal  Power  Com- 
mission. Washington  25.  DC.  in  accord- 
ance with  the  rules  of  practice  and  pro- 
cedure 1 18  CFR  18  or  1  10)  on  or  before 
March  8.  1962. 

JOSIPH  H.  OUTRIOC, 

Secretary. 

[FR     CKx:     62-1728:     Filed.    Feb.    20.    1962; 
8:47  a.m.| 


[Docket  No.  O-1OO90  etc.] 

HANLEY  CO.  ET  AL. 

Notice  of  Applications  and  Dote  of 
Hearing 

February  14,  1962. 
Hanley  Company.  Docket  No.  O-10096; 
Northern  Pump  Company,  Docket  No. 
(3-11225;  Continental  Oil  (Company, 
Docket  No.  0-11612;  Harrell  Drilling 
Company.  Docket  No.  0-11645;  Ashland 
Oil  l<  Refining  Company,  Docket  No.  O- 


'■  The  amendmenta  filed  October  4.  1961. 
October  9.  1961.  and  September  as.  1961.  by 
Colorado,  Natural  and  Arkansas  Ixnilslana. 
respectively,  propose  to  change  the  Inter- 
connection and  dellTery  and  receipt  of  nat- 
xirai  gas  between  Natural  and  Arkansas  from 
ths  originally  proposed  point  in  Beckham 
County  to  a  point  in  Orady  County. 
Oklahoma. 


13243 ;  H.  M.  Oillespie.  Docket  Ma  n. 
13960;  Clyde  Beymer,  Jr..  Docket 
13969 ;  John  H.  Summerville,  Da 
O-14580;  Rodman.  Late  ft  Noel 
No.  (3-14752 ;  Harrell  Drilling  Ct, 
et  al..  Docket  No.  &-14952;  B.  1. 
ington.  et  al.,  E>ocket  No.  0>1|^ 
George  K.  Taggart.  Jr..  <Operata^7 
al.,  Docket  No.  G-15522;  Roy  Flor  (gZ 
erator  > ,  et  al..  Docket  No.  rv-ifflj.  JSJ 
Adams,  Jr.,  Docket  No.  0.ii^ 
Graham -Mlchaelis  Drilling  0**^ 
Docket  No.  0-16435;  PetroleoB 
Docket  No.  (3-16572;  PhlUlpe  P« 

Company.  Docket  No.  O-16610; ,_ 

Drilling  Company,  Cocutal  Statas^S 
Producing  Company  and  John  M.  liS 
son.  Docket  No.  (3-16738;  Oil  Oei^i^ 
ment  Company  of  Texas,  DocketlbX 
16739;  Skelly  Oil  Company,  Do^^Sl 
(3-16744 ;  Magna  Oil  Corporation,  DhS 
No.  G-16748;  Horace  F.  McKay,  ^^^k 
al..  Operators,  Docket  No.  d-uim^ 
Harry  D.  Bush,  et  al..  Docket  Msi  ol 
16833;  Phillips  Petroleum  Cq^ml 
Docket  No.  (3-16915;  Tex-Star  OQiQM 
Conwration  (Operator)  et  aL, 
No.  (3-17049;  Jake  L.  Hamoo. 
No.  (3-17617;  United  Producing 
pany.  Inc.,  Docket  No.  0-17911; 
Brisbin  (Operator),  et  al.  d.b.a. 
Oil  ti  Gas  Company,  Docket  No.  _ 
Powell  Briscoe  (Operator) ,  et  al. 
No.  (3-18333;  Bobby  M.  Bums,' 
No.  G- 18366;  MWJ  Producing  __ 
(Operator),  et  al,  Docket  No.  (MMM- 
Lee.  R.  E.,  E>ocket  No.  (3-185SI;  T.  f. 
Voiles,  et  al..  Docket  No.  0-18575;  flU^ 
Oil  Company.  Docket  No.  O-188I0;  M 
Evans  Gas  Companiy.  Docket  Ma,  Ck 
18895;  Henry  S.  Inger.  Docket  M».  Q. 
19148;  Gulf  Oil  Corporation.  Dodkstak 
G-19162;  Petroleum  Inc.,  Docket  ItakO- 
19199;  J.  H.  Wagner,  et  al..  Docket  Mk 
(3-19204;  J.  H.  Wagner,  et  al.,DoAetllik 
G-19205 ;  J.  H.  Wagner,  et  al..  Docket  Ha 
C3-10206;  L  W.  Prunty,  Docket  No.  O- 
19237;  Olympic  Oil  Company. 
No.  (3-10347;  Olympic  Oil 
Docket  No.  G-19348;  Olympic  (M 
Company,  Docket  No.  (3-19349;  01|«|ll 
Oil  Company.  Docket  No.  O-IMI; 
Olympic  Oil  Company,  £>ocket  Noi  O- 
19351 ;  Wrlco  Production  Companjr,  il 
al..'  Docket  No.  (3-19363 ;  Wrlco  ProdM- 
tion  Company,  et  al.,'  Docket  Ifa  Ck 
19366;  Wrico  Production  CTompany,  it 
al..'  Docket  No.  (3-19367;  Wrico  Prod» 
tion  Company,  et  al..*  Docket  Not.  Ok 
19368;  Wrlco  Production  Company.  4 
al..'  Docket  No.  0-19369;  National  Ol> 
operative  Refinery  Association,  et  at 
Docket  No.  (3-19370;  Wrico  ProdasttM 
Company,  et  al.,'  Docket  No.  O-llfll: 
Wrico  Production  Company,  et  al,' 
Docket  No.  G-19377;  Wrico  Productta 
Company,  et  al.,'  Docket  No.  O-IMW; 
Stonestreet  Lands  Ccmipany,  Docket  Ma 
CI61-951 ;  W.  Leslie  Rogers,  Dockst  M 
CI61-1328;  Gainer  Gas  Company.  DoeftSl 
No.  CI61-1517;  Olin  B.  Wetsel,  Doahli 
No.  CI61-1686;  E.  A.  Robertson  dbA. 
Jaye  Gas  Company,  Docket  Na  C3I1- 
1769;  SheU  Oil  Company,  Docket  m 
CI62-58;  John  O.  McMllllan.  Jr..  at  at 
Docket  No.  Cn62-59;  Sun  OU  CompMV. 
Docket  No.  CI62-125;  ConsoUdated  01 


,  February  21 »  1962 


>  Crest  Petroleum.  Inc.  filed  as  Agtat  » 
Wrlco  Production  Company,  et  al. 


m^mt.  Operator,  et  al..  Docket  Na 
•^rViTRidgmorr  OU  Company,  (Op- 
52r"*'-PalDocket  No.  CI62-212: 
SSbtagess,  Jr.,  et  al.  d.b.a.  Meadows 
^fSmV*^'  ^^^^  ?a  0162-^21 :  R«y 
^'"Zj^Mrvth  et  al.,  Docket  No.  CI62-222; 
2jS3£r  lici^et  NO.  CI62-226:  M.  J. 
£L?i!«ent,  Docket  No.  CI62-227; 
SSta  on  t  Gas  Company,  Docket  No. 
JSSjbi-  B  E.  Talkington,  et  al..  Docket 
^^^5;  Humble  Oil  k  Refining 
J!^;^nDocket  No.  cn62-243;  Peake 
SSeom  Company,  Docket  No.  CieS- 
STwC  Blewster  k  Joe  P.  Rushton. 
tetW  CI62-262;  The  Hefner  Com- 

-Toperator,  et  al..  Docket  No.  CI6»- 

PpinlH.  Ash,  et  al.  d.b.a.  A.  ft  C.  OU 
^'Otf  company.  Docket  No.  CI62-272; 
SloM  OU  ft  Oas  Company,  Docket  No. 
aS^t:  I  C.  Houck,  et  al.  d.b.». 
Sdoo  Docket  NO.  CI62-299 ;  WUlard  E. 
mgnA'et  al.  d.b.a.  Hickory  Knob  De- 
f^BOent  Company.  Docket  No.  CI62- 
•M^'itobert  L.  Wolff,  et  al..  Docket  No. 
C1A433;  Katz  OU  Company,  Operator, 
Jtid. 'Docket  No.  CI62-I34;  Edward  M. 
ffmMt  d.b.a.  Fred  Robinson  WeU  No.  1 
pgftnerahlp.  Docket  No.  CI62-338:  M.  J. 
Monn.  et  al..  Docket  No.  CI62-341 ;  D.  L. 
(^ner.  Agent  d.b.a.  Raymtmd  Jarvis 
OHOMBpany,  Docket  No.  (^62-345;  W. 
K  Bach,  et  al.  d.b.a.  Hardman  OU 
0d  Oas  Cwnpany,  Docket  No.  CI62- 
Ml*  McDoweU  ft  Murvin,  Docket  No. 
CHI-Sei;  C.  L.  McMahon,  Inc..  Operator, 
et  tL,  DoAtt  No.  cn62-375 ;  Wolf  son  OU 
Oaapeay.  Docket  No.  c:i62-376;  Paul  H. 
Alb.  et  al.  d.b.a.  A.  ft  C.  OU  ft  Gas  C(»n- 
psay,  Docket  No.  CI62-377;  Coline  OU 
Oonwration,  Docket  No.  CI02-379;  Paul 
E  Aih.  et  al.,  d.b.a.  A.  ft  C.  OU  ft  Gas 
OQBBpany,  Docket  No.  CI62-380;  E.  J. 
Bklns,  Docket  No.  cn62-383;  Dom  ft 
ym^r  Company.  Docket  No.  CI62-385; 
C.  A.  Strieklln.  et  aL.  Docket  No.  CI62- 
311;  Sun  OU  Company,  Docket  No.  CI62- 
917:  WUllam  H.  AUen,  et  al..  Docket  No. 
CBS-390;  John  Pranks,  et  aL.  Docket 
no.  CI63-394;  Francis  E.  Cain,  et  al., 
Doeket  No.  c:n62-429;  James  R.  Dimcan. 
etsL.  Docket  No.  CI62-437;  WUllam  E. 
MeCcmmons  d.b.a.  McCommons  Ex- 
llantion  Company,  et  al..  Docket  No. 
CIB-496. 

TUtke  notice  that  each  of  the  above 
AniDcants  has  filed  an  application  pur- 
naa^  to  section  7(c)  of  the  Natural  Oas 
ftet  f or  a  certificate  of  public  conven- 
knee  waA  necessity  authorizing  the  con- 
atroetion  and  operation  of  facilities  and 
the  aale  of  natural  gas  in  Interstate  com- 
aeree,  as  hereinafter  described,  all  as 
wan  fully  represented  In  the  respective 
im^teations,  amendments  and  supple- 
nents  thereto  which  are  on  file  with  the 
Oommlssion  and  open  to  public  inspec- 

The  Applicants  herein  produce  and 
prcDOses  to  sell  natural  gas  for  trans- 
portation in  interstate  commerce  for  re- 
aak  as  indicated  below : 

i>MiE«t  No.;  Field  and  Location;  Purchaser; 
Price  per  Mcf 

0-10096;  Spraberry  Trend,  Olasscock  County. 

Tb.;  B  PaK>  Natural  Oas  Co.;  10.0  cents 

■*14JBpsla. 
(1-lUM;    Hugoton    Field.    Plnney    County. 

Kaas.;    Northern    Natural    Oas    Co.;    ISjO 

eenu  at  14.65  psia. 
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O-lieiS;  Bhodes  Ptold,  Barber  County,  Kans.; 

Oltlw  Swlce  Oas  Co.;  13.0  cents  at  14.66 
psia. 
O-llMfi;  mOalgo  Field,  Hidalgo  County,  Tex.; 
OoMtal  States  Oas  Producing  Co.;  11.0106 

cents  at  14.66  psia. 
0-18a4>:  Ctottoa  VaUey  Field,  Webster  Par- 

isb.  La.:  United  Oaa  Pipe  Line  Co.;  9.76876 

cents  at  15.026  psia. 
O-1S940:    Hugoton    Field,    Finney    County, 

Kans^  Kansas-Nebraslui  Natural  Oas  Co., 

Inc.:  8.6  cents  at  16.4  psia. 
0-18960:    Hugoton    Field,    Kearny    County, 

Kans.:   Cities  Service  Oas  Co.;   11.0  cents 

at  14.66  psia. 
O-14680:  Appalachian  Field,  Clarion  County, 

Pa.:   United  Natural  Oas  <3o.;    24.0  cents 

at  16.S36  psia. 
0-14703:    l^nyberry    Trend    Area,    Reagan 

Coun^.  Tex.;    El  Paso  Natural  Gas   Co.; 

10.0  cents  at  14.65  psia. 
0-14B8S:  North  Donna  Field.  Hidalgo  Coun- 
ty. Tfes.:  Coastal  States  Oas  Producing  Co.; 

10.0  cents  at  14.65  psia. 
0-16034:    Union    District.    Ritchie    County. 

W.  Va.;  Hope  Natural  Gas  Co.;  20.0  cenU 

at  15335  psia. 
0-15523:   Woodsboro  West,  North  La  Rosa, 

Bonnie  View  Fields,  Refugio  County,  Tex.; 

United  Oas  Pipe  Line  Co.;   13.0  cents  at 

14.65  psU. 
0-16288:  Acreage  in  Hansford  County.  Tex.; 

Norttasm  Natural  Oas  Co.;    16.5  cents  at 

14.65  pala. 
0-16806:    Panhandle    Field.    Gray    County, 

Tte.:  PhllUps  Petrcdeum  Co.;  10.0  cents  at 

14.65  psia. 
G-16436:    Acreage  in  Texas  County,  Oltla.; 

Panhandle   Eastern    Pipe   Line   Co.;    16.0 

cents  at  14.66  psia. 
0-16672:  Denning  Unit.  Texas  County.  Okla.; 

Panhandle   Eastern   Pipe    Line    Co.;    15.0 

cents  at  14.66  psia. 
(3-16610:  Wyrlck  Field  Refugio  Coimty.  Tex.; 

United  Oas  Pipe  Line  Co.;    12.1536  cents 

at  14.65  psia. 
G-16788:    Hidalgo    Field,    Hidalgo    County. 

Tex.:    CoMtal  States  Gas  Producing  Co; 

11.0106  eents  at  14.65  psia. 
0-16788:  Hansford  Field,  Hansford  Coiinty, 

Tn.:  Northern  Natural  Gas  Co.;  16.5  cents 

at  14.66  psia. 
G-16744:  Odar  C^eek  Field.  Logan  County, 

Colo.:   Kansas-Nebraska  Natural   Gas  (X)., 

Inc.;  14.0  cents  at  14.65  psia. 
0-16746:  E.  C.  Green  Unit.  Hansford  County, 

Ttex.:  Northern  Natural  Gas  Co.;  16.5  cents 

at  14.65  psia. 
0-16777:  San  Juan  Basin.  San  Juan  County, 

N.   MiBX.:    El   Paso   Natural   Gas   Co.;    10.0 

cents  at  15.025  psia. 
0-16833:    Dekalb    District.    GUmer    County. 

W.  Va,:  Hope  Natural  Gas  Co.;  20.0  cente 

at  15JI2S  psia. 
O-10915:  B.  E.  Autwine  Field.  Kay  County. 

Okla.:    Wunderllch  Development   Co.;    5.2 

cents  at  14.65  psia. 
0-17049;  Donna  Field,  Hidalgo  County,  Tex.; 

coastal  States  Gas  Producing  (Xi.;  0.0  cents 

at  14.65  psia. 
0-17617    (as    Supp.);    Block    1.    University 

Lands,  Andrews  County,  Tex.;  El  Paso  Nat- 
ural Oas  Co.;  7.0945  cents  at  14.65  pels. 
0-17911   (as  Supp.);   Carlton   and  Calhoun 

Areas,    OuachlU   Parish,    La.;    Texas    Gas 

Transmission  C!orp.;   18.25  cents  at  15.025 

psia. 
O-18001;    ICurphy  District,  Ritchie   County, 

W.  Va.;    Pcnova   Interests;    19.0  cents  at 

15.626  psia. 
0-183S3:  Acreage  in  Lincoln  County,  Okla.; 

Olttas  Service  Oas  0>.;  11.0  cents  at  14.65 

a-18866:   Hansford    (Upper   Morrow)    Field. 

OchUtree  County,  Tex.;  Northern  Natural 

Oas  Co.;  16.5  eents  at  14.65  psia. 
0-18ltl:    Bpraberry    Trend    Area,    Rengan 

Ootm^,  Tex.;   £1  Paso  Natural    Gas  Co.; 

11.0  cents  at  14.66  pela. 
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0-18625    (as    Supp.);    Hansford    (MOROw) 

Field.   Hansford   County,   Tsx^  '  Nortlum 

Natural  Oas  Co.:  16.5  cento  at  14.66  pala. 
G-18675:     Ouyoion-Hugaton    VUld,    Teaas 

County.   <^la.:   Panhandle  Eastern   Pipe 

Line  Ck).;  164  cento  at  14.65  psia. 
O-18880:    Camrtek  Southeast  FMd.  Beaver 

County,  Okla.:  Natural  Oas  Pipeline  Co.  of 

America;  16.6  cento  at  14.65  pala. 
0-18895:     Lee    District,    Calhoun    County, 

W.  Va.:  Hope  Natural  Oas  Co.;  30i)  cento 

at  15.325  psia. 
0-19148:  Hobaugh  Lease,  Kay  County,  OUa.; 

WunderlliA  Development  (3o.:  6.2  cento  at 

14.65  psia. 
a-19162:  Camrlek  Pool.  Texas  County.  Okla.; 

Panhandle  Eastern  Pipe  Una  Co.;  16.4  cento 

at  14.65  psia.  ^  , 

0-19199:  BlJou  Field,  liorgan  County.  Colo.: 

Kanaas-Nehradta   Natural   Oas    Co.:    18.5 

cente  at  15.025  psia. 
0-19204;  Booton  "A"  Leaae,  Oowtey  Ootmty. 

Kans.;  Wunderllch  Developmant  Co.;  6.2 

cente  at  16.4  psia. 
G-19205:  BUutd  Leaae.  Cowley  County.  Kana.; 

Wunderllch  Development  Co.;  6.2  eento  at 

16.4  psia.  _      ,.,„     ^ 

0-19206:  Booton  "A"  Leaie.  Oowlay  County. 

Kans.;  WunderUch  Derek^iaiant  Co.;  63 

cente  at  16.4  psia. 
G-19287:    Grant   DIstrlet.    Bitehle    County. 

W.  Va.;   Penova  Intareato:    lt.O  cento  at 

15325  psia,  _    ^^, 

G-19347:  Harris  Leaae.  Kay  County.  Okto.: 

WunderUch  Davtfiqanent  Co.;  53  cento  at 

14  65  pala. 
0-19348:  Leathers  Leaae.  Kay  County.  CMUa.; 

Wunderllch  Devek^«nent  Co.;  63  cento  at 

14.65  psia.  „       ^        »_ 

0-19848;  Harris  Brtate  Leaae.  Kay  Ckwnty. 

Okla.:   WunderUch  Development  Co.;   53 

cents  at  14.65  psia. 
G-19350;  BelUnghausen  Lease.  Kay  Ooiaxty. 

Okla.;    WundarUch  Developtn^it  Co.;   63 

cento  at  14.65  pala. 
G-19351;  Steichen  Lease,  Kay  (3oimty.  <»la.. 

WunderUch  Development  C04  6-2  cento  at 

14.65  psia.  .         ^ __.„ 

G-19363;     Kukuk    Lease,    Cowley    County, 

Kans.;   WunderUch  Devetopmant  Co.:   63 

cente  at  16.4  psia. 
G-19366;  C.  Whitson  Lease,  Oowley  County. 

Kans.:  WunderUch  Devetoptnant  Co.:   83 

cente  at  16.4  pala.  _        . 

G-19367;  Shane  Lease.  Cowley  County,  Kane.. 

WunderUch  DeveloiMnent  C04  63  cento  at 

16.4  psia. 
G-19368;  Trega  Lease,  Cowley  County,  Kans.; 

Wunderllch  Development  Co.;  63  eento  at 

16.4  psia.  ^ ^ 

G-19369;  Kroth  Lease,  Cowley  County.  Kana.. 

Wunderllch  Develoiwnent  Co.;  63  oento  at 

16.4  psia. 
G-19370;  Trenary  Lease,  Kay  Ooonty,  <»la.; 

Wundertieh  Development  Co.;  83  cento  at 

14.65  psia.  ^       ^  _ 

G-19371;  Uillcr  Lease,  CJowley  County.  Kans.; 

Wunderllch  Development  Co.;  83  oento  at 

16.4  psia.  ^        ^_ 

G-19377;  Wright  "A"  Lease,  Cowley  County. 

Kans.;    WunderUch  Development  <3o.:  53 

cente  at  16.4  pala. 
G-19378;    Whitson    Leaae,    Cowley    <3ounty. 

Kans.;   WunderUch  Development  Co.;   53 

cente  at  16.4  pala.  ' 

CI61-951;  Smlthfield  District.  Roane  County, 

W.  Va.;  Hope^atural  0*s  Co.;  25.0  cento 

at  15.325  psia.  ^ 
CI61-1328;    Central    District.    Doddridge 

County,  W.  Va.:  Equltoble  Oas  Co.;  25.0 

cente  at  16.325  pela. 
CI61-1517:  Dekalb  District.  OUmer  County. 

W.  Va.;  Hope  Natural  Oas  C3o.;  25.0  oento  at 

15.335  psia. 
CI62-1686;   West  Union  District.  Doddridge 

County,  W.  Va.;   Equitable  Oas  Co.;   25.0 

cente  at  15.325  psia. 
CI61-1769;  Union  District,  Clay  County,  W. 

Va.;  Hope  Natural  Oaa  CJo.;  25.0  eento  at 

15.325  psia. 
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cm~n:  Orawar  Field.  OntM  and  Ward 
Ooun^,  K»ns.:  Nattham  Natural  Oaa  Co : 
19.0  oanta  at  14j8e  pala. 

Ciea-M:  ftaalaa  n«ld.  Mldlaiwl  Ooxmty.  Tax.: 
Phllllpa  Patrolaum  Co.:  laj  canta  at  14.66 


CI6a-12S:  North  Harpar  Ranch  Pleld.  Clark 

Cofunty.  Kan.:  Ncrtbam  Natural  Oai  Co.: 

18.0  canta  at  14^  pata. 
Ciea-aoi:  Northwaat  Blanco  Pleld,  San  Juan 

County.  N.  Max.:  Bl  Paao  Natural  Oas  Co  : 

13.0  canta  at  18.03S  paU. 
Ciaa-aia:  Harbaugh  Pleld,  Ochiltree  County, 

Tex.;  Northern  Natural  Oaa  Co.:  17.0  cents 

at  14.65  paU. 
CI6a-aai;     Balleyirllle     DUtrlct,     Wyoming 

County    W.    Va.:    Hope   Natural    Oas    Co  : 

25.0  canta  at  15335  pala. 
OZaa-22a;    Dekalb   Dlatrlct,   Ollmer   County, 

W.  Va.;  Kqultable  Oas  Co.;   35.0  centa  at 

15  J35  pala. 
0163-338:    Weat   Union    Dlatrlct,    Doddridge 

Oounty,  W.  Va.;   Kqultable  Oaa  Co.:    36  0 

canta  at  15335  pala. 
0X63-337:    Rveman'B    Oreek   District,   Lewis 

Oounty,   W.  Va.;    Hope   Natural   Oaa   Co  ; 

36.0  canta  at  15325  pala. 
OI8»-a84:   DAalb   Dlatrlet,   OUmer   Oounty. 

W.  Va.:  Hope  Natural  Oaa  Co.:  26.0  cenU 

at  15336  pala. 
0X63-386:      UcClellan     District,     Doddridge 

Oounty,  W.  Va.:    Hope  Natural   Oaa  Co  : 

36.0  centa  at  15336  paU. 
0163-343:  BaaTcr  NW  Pool.  Orady  OcMnpany. 

Okla.;    Arkanaaa  Louisiana  Oas  Oo :    12  0 

cents  at  14.66  pala. 
0163-340:    atafford   District.   Mingo   Coimty, 

W.  Va.;  United  Puel  Oas  Co.;   28.0  cents 

at  15335  pala. 
0163-363:  Ooaina  Settlement  District.  Lewis 

Oounty,  W.  Va.;   Equitable  Oaa  Oo.;   25  0 

centa  at  16335  pala. 
OI63-M6;    WtM-OniULm..    Cruca    and    Nellie 

Flalda.    Ohrtar    and    Stephens    Counties. 

Okia.:   Lona  Star  Om  Oo.:    16.0  centa  at 

14.66  pala. 
0163-373:  aUn  Ctaak  District.  Lewis  County. 

W.  Va.:  Bqultabla  Oas  Co.;  25.0  centa  at 

15335  pala. 

0163-388:   Murphy  District.  Ritchie  County. 

W.  Va.:  Hope  Natunu  Oaa  Co.;  26.0  cents 

at  15336  pala. 
0163-390:  Murphy  District.  Ritchie  County. 

W.  Va.:  Hope  Natural  Oaa  Co.:  25.0  cenU 

at  16336  paUk 
CI8B-a01:    Union   District.    Ritchie    County. 

W.  Va.:  Hope  Natural  Oas  Co.:  36.0  cenU 

at  16335  pala. 
CI63-83S:  Court  Bouae  District,  Lewis  Coun- 
ty. W.  Va.:  Bquitable  Oas  Co  :   26.0  cents 

at  16336  pala. 
OI83-8S4:  Aoraage  In  Uve  Oak  County.  Tex  ; 

Natural  Oaa  Pipeline  Co.  of  America:  17.0 

canta  at  14.66  pala. 
CI63-8S8:  Sharman  District.  Calhoun  Coun- 
ty. W.  Va.:   Hope  Natiiral  Oas   Co.;    35  0 

cento  at  16336  paU. 
0183-641:  Court  Bouse  District,  Lewis  Coun- 
ty. W.  Va.:  Bqultable  Oaa  Co.;   25.0  cenU 

at  18336  pala. 
0183-646:     Waahlngton     DlaUict.     Calhoun 

County.  W.  Va.:   Hope  Natiual  Gas   Co , 

36.0  canta  at  15335  pala. 
€103-860:    Dekalb   District,  Ollmer   County, 

W.  Va.:  Hope  Natural  Oas  Co.;  25.0  centa 

at  16336  pala. 
CI83-a81:    Dekalb  DUtrict,   Ollmer   County. 

W.  Va.:  Hope  Natural  Cm  Co.;  36.0  cents 

at  16335  pala. 
CI83-375:  North  Hoover  Pleld.  Oarvln  Coun- 
ty, Okla.:  Lone  Star  Oaa  Co.;    15.0  cents 

at  14.86  pata. 
CI82-376:  Jalmat  Pleld,  Lea  County.  N   Mex  : 

El  Paao  Natural  Oas  Co.;   16  5600  cents  at 

15.036  pala. 
CI83-377:  Skin  Creek  DUtrict,  Lewis  County. 

W.  Va.:  equitable  Oaa  Co.;  25.0  cenU  at 

15336  pata. 

OI83-870:  Hansford  and  Llpa  Pleld.  Hansford 
County.  Tex.;  Northern  Natural  Oas  Co  ; 
17.0  cento  at  14.85  pala. 
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CI63-300:  Skin  Creek  DUtrict.  LewU  County. 

W.  Va.;   Equitable  Oas  OD.;  35.0  cento  at 

15.326  psla. 
CI62-383;       Washington       District,       Boone 

Oounty.  W,  Vs.;  South  Penn  Oil  Co.;   16.0 

cents  at  iS  326  psla. 
CI62-386:    Patrick    Draw    Area.    Sweetwater 

County,  Wyo.;  Colorado  Interstate  Oaa  Co.; 

15.0  cents  at  14.66  pala. 
CI62-386:    Union    DUtrict.    Ritchie    County. 

W.  Va  ;  South  Penn  OH  Co.;  15.0  cento  at 

15.325  psla 
CI82-387    (as  Supp  ) :    Vixen  Pleld.  Caldwell 

Pariah    La  ;    Arkansas  Louisiana  Oas  Oo.; 

18  50  cents  at  15  025  psla. 
CI62-390.      RHP     Morrow     Pleld.     Ochiltree 

County.   Tex  :    Northern  Natural  Gas  Co  ; 

16.5  cents  at  14  65  psla. 
CI62-394;      Cotton     Valley     Pleld.     Webster 

Parish,    La  ;    United    Oas    Pipe    Line    Co  ; 

1126876  cents  at   15  025  psla 
CI62-429;     Lee    DUtrict.    Calhoun    County. 

W    Va  :  Hope  Natural  Gas  Co  ;  26.0  cents 

at  15  325  psla. 
CI62--429;     Lee     District.     Calhoun     County. 

W.  Va  :   Hope  Natural  Oas  Co.;   25.0  cents 

at  15  325  psla. 
0162-406:    Baxtervllle  Pleld.  Lamar  County. 

Miss:    United  Oas  Pipe  Line  Co.:    11.2502 

cento  at  15.025  psla. 

The  public  convenience  and  necessity 
require  that  these  matters  be  heard  on 
a  consolidated  record  and  disposed  of  as 
promptly  as  possible  under  the  appli- 
cable rules  and  regulations  and  to  that 
end: 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  Jurisdiction  conferred  upcm  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natural  Oas  Act,  and 
the  Commission's  rules  of  practice  and 
procedure,  a  hearing  will  be  held  on 
March  20,  1962,  at  9:30  ajn.,  e.s.t.,  in  a 
hearing  room  of  the  Federal  Power 
Commission,  441  Q  Street  NW..  Wash- 
ington, D.C.  concerning  the  matters  in- 
volved in  and  the  issues  presented  by 
such  applications:  Provided,  however. 
That  the  Commission  may  after  a  non- 
contested  hearing,  dispose  of  the  pro- 
ceedings pursuant  to  the  provisions  of 
9  1.30ic>  (1)  or  (2)  of  the  Commission's 
rules  of  practice  and  procedure.  Under 
the  procedure  herein  provided  for,  un- 
less otherwise  advised,  it  will  be  unneces- 
sary for  Applicants  to  appear  or  be 
represented  at  the  hearing. 

Protests  or  petitions  to  Intervene  may 
be  filed  with  the  Federal  Power  Com- 
mission, Washington  25,  D.C.  in  accord- 
ance with  the  rules  of  practice  and  pro- 
cedure (18  CPR  1.8  or  1.10)  on  or  before 
Blarch  9.  1962.  Failure  of  any  party  to 
appear  at  and  participate  in  the  hearing 
shall  be  construed  as  waiver  of  and 
concurrence  in  omission  herein  of  the 
intermediate  decision  procedure  in 
cases  where  a  request  therefor  is  made: 
Provided,  further.  If  a  protest,  petition 
to  intervene,  or  notice  of  intervention 
be  timely  filed  in  any  of  the  above 
dockets,  the  above  hearing  date  as  to 
that  docket  will  be  vacated  and  a  new 
date  for  hearing  will  be  fixed  as  provided 
in  9  1.20(m)  (2)  of  the  rules  of  practice 
and  procedure. 

Joseph  H.  Ourmm. 
Secretary. 

[PR     Doc     82-1720:    Piled.    Peb.    30.    1082; 
8:47  ajn.l 


[Docket  Nos.  O-17208.  O-10087, 


NEW  YORK  STATE  NATURAL  QAl 
CORP.  ^ 

Notice  of  Furthor  Extension  of  T|^ 
and  PostponomonI  of  HooriM 

FkBRUAtT  13,  IIQ, 

Upon  consideration  of  the  rrqiwl  tkt 
February  12.  1962,  by  Counsel  for  Z 
York  State  Natural  Oas  CorpoQt^ 
(New  York  Natural)  for  a  further eitii. 
sion  of  time  within  which  New  T«| 
Natural  shall  serve  its  prepared  tol^ 
mony  and  exhibits  for  Its  f  itr  In  dUU 
upon  all  parties  as  required  by  theCl^ 
mission's    order    issued    Novembtr  |L 

1961.  and  further  postponement  of  fl^ 
hearing  now  scheduled  for  lludi  \k 

1962,  in  the  above -designated  inaU«; 
A  further  extension  is  hereby  fitBtii 

to  and  including  March  1,  1962.  wh^| 
which  New  York  Natural  shall  aani  lb 
prepared  testimony  and  exhibits  for  Ite 
case-in-chief  upon  all  parties  anil  ^ 
hearing  now  scheduled  to  commfloeeai 
March  19.  1962,  is  hereby  poetpooslto 
April  2.  1962.  at  10:00  ajn..  in  a  haii^ 
room  of  the  Federal  Power  Commialai, 
441  O  Street  NW..  Washington,  DlC 
Paragraphs  (O  and  (D)  of  said  artv 
issued  November  21.  1961  are  aoMnM 
accordingly. 

Joseph  H.  Outubb, 
Seeretvt. 

[PR.    Doc.    62-1730:    Piled.    Peb.   M,  Ml; 
8:47  a.m.] 


FEDERAL  RESERVE  SYSTQI 

FIRST  SECURITY  CORP. 
Order  Denying  AppliccHion 

In  the  matter  of  the  appllcatte  tf 
First  Security  Corporation  for  pzlor  i^ 
proval  of  acquisition  of  all  the  voUii 
stock  of  Carbon  Emery  Bank.  Ma^ 
Utah. 

Whereas,  there  has  come  before  tti 
Board  of  Oovernors,  pursuant  to 
3(a)  (2)  of  the  Bank  Holding 
Act  of  1956  (12  U.S.C.  1842)  and 
4(a)(2)  of  Federal  Reserve 
Y  (12  CFR  222.4(a)(2)),  an  appltCWW 
on  behalf  of  First  Security  Corpontki, 
Salt  Lake  City,  Utah,  for  the  BoilA 
prior  approval  of  the  acquisition  of  ll 
the  voting  stock  of  Carbon  Emery  BaA 
Price.  Utah ;  a  Notice  of  Receipt  of  Apti- 
cation  has  been  published  in  the  FtaBtt 
Register  on  September  27.  1961  (2tFj. 
9098).  which  provided  an  opportoil 
for  submission  of  comments  and 
regarding  the  proposed  acquisition; 
the  time  for  filing  such  comment6 
views  has  expired  and  no  such 
or  views  have  been  filed ; 

It  is  hereby  ordered,  For  the 
set  forth  in  the  Board's  Statanent*  d 
this  date,  that  said  application  be  6b1 
hereby  is  denied. 


February  21,  1962 


«l  Wadiinston,  D.C.  this  15th 
1962. 


Bf  qrter  of  the  Board  of  Goremors. 
(0Al1  Mxaarrr  SHXinav. 


(P« 


'Piled  aa  part  of  the  original 
Copiea  available  upon  requeat  to  tbe 
of  Oovemora  of  the  Pederal  Reaervt  8. 
Washington  28,  DC.  or  to  the  F»d«al 
aerve  Bank  of  Ban  Pranclaco. 


Secretarv. 

1,0c    82-1731;    Piled.    Peb.    20.    IMS; 
8:47  ajn.] 
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SCmTIES  AND  EXCHANGE 

AAiilllCMAll 


kV'I, 


(PUe  No.  812-1453] 

aiiOitSON  NEW  ENGLAND  CAPITAL 
cSpT  AND  ANDEtSON-NICHOLS 
1  CO.,  INC. 

McMct  of  Filing  of  AppKcotion  R«- 
foHing  Joint  Partidpatfon  fay  R09- 
Iftortd  Company  and  Aflltiatod 
fonont 

FXMCAKY    14,    1M2. 

Ilottoe  is  herdoy  given  that  AnderaoD 
Itov     Bpfi^nri      Capital     Oorporfttion 

{"iKMXi").  a  Massachiiaetta  oorpoim- 
^^_  and  a  cloeed-end,  non-dhrenlfied 
tiwtaent  company  legiatei^  under 
tto  tafcrtment  Comp«ny  Act  at  lf40 
("Act*) ,  vtalch  company  te  also  a  small 
b^nev  Investment  company  Mcftiaed  as 
i^ji  under  the  Small  Bostness  Invert- 
■ent  Act  ot  19S8,  and  Anderson-Nktaois 
ft  CBBQMny,  Inc.  ("Consultant")  <1M 
Causeway  St.,  Boston.  Mass.).  have  filed 
8  Joint  application  pursuant  to  sections 
C(c)  and  17(d)  of  the  Act  and  Rule  lTd-1 
of  tin  general  rules  and  regulations 
^,mm\Amr  for  an  ofder  cranting  said 
ipiillcatlon  in  respect  of  a  proposed  con- 
tlnalDg  arrangement  whereby  Consult- 
ant will  render  consulting  and  advisory 
MTTleei.  as  agent  of  Anderson  New  Eng- 
land Services  Corporation  ("Subsldl- 
ttrf),  a  wholly -owned  subsidiary  of 
AMICC,  to  small  business  concerns  in 
wUeh  ANECC  intends  to  invest  or  has 
isfcrted  capital,  or  as  an  alternative. 
4fi»|aF4np  that  such  arrangement  is  not 
iriyeet  to  section  17(d)  of  the  Act  and 
Bale  17d-l  thereunder. 

Tbe  application  states  that  ANECC 
end  Consultant  have  entered  Into  an  ad- 
Tkocy  avi'eement  pursuant  to  which  tlie 
OoBsaltant  will  furnish  ANBCC  with  In- 
VHtment  advisory  services  for  a  fee  of  V2 
of  1  percent  of  ANECCs  total  assets  for 
the  first  year  and  thereafter  at  the  rate 
of  %  of  1  percent  of  total  assets  per  year. 
Said  agreement  also  provides  that  Con- 
nttant  receive  separate  compensation 
iBreoneulting  services  rendered  to  clients 
and  prospective  clients  of  ANECC  upon 
nqoeBt  of  ANECC  and  upon  terns 
agreed  upon  by  ANECC,  Consultant  and 
the  imall  business  concern  for  which 
foeh  services  are  to  be  rendered.  ANECC 
mpoees  that  such  services  shall  be  pro- 
vided pursuant  to  contractual  arrange - 
Bents  between  the  Subsidiary  and  ttie 
■nail  business  concern  and  that  Con- 
Miltant  will  be  engaged  to  render  such 
Mnlces  as  agent  of  the  Subsidiary.  Fees 
•iiarged  by  consultant  for  such  services 
■Ul  be  at  reasonable  going  rates. 
The  utlUxation  of  such  services  of  Con- 
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soltaat  will  be  optional  with  any  such 
anall  f«^ifi«— —  oonoem.  ANBCC.  how- 
ever, oa  its  part  agrees  to  make  known 
to  MKli  cuncana  the  availability  ot  such 
senrieas  of  Consultant  and.  where  oon- 
siderod  appropriate,  indicate  the  need  or 
desizalrflitjr  of  servloes  of  this  nature  for 
the  success  of  the  operation  of  the  busi- 
of  such  concerns.  The  Consultant 
to  make  full  disclosure  to  all  in- 
terested parties  whenever  It  performs 
sei' vices  for  small  business  concerns  doing 
business  with  the  Corporation. 

It  is  estimated  that  when  ANECCs 
assets  are  fully  invested,  the  Consultant's 
fees  from  this  arrangement  would  not 
exceed  $40j000  per  year,  or  about  1.8  per- 
cent of  the  Consultant's  estimated  gross 
revenues  from  all  sources,  llie  Con- 
sultant has  made  an  imdertaking  that 
such  fees  will  not  exceed  $40,000  in  any 
one  year  without  iH'lor  approval  of  the 
Commission. 

ANBCC  does  not  concede  that  any 
transactions  pursuant  to  the  above 
desedbed  arrangement  constitute  a  Joint 
or  Joint  and  several  participation  within 
the  "»f^"i*»g  ot  section  17(d)  of  the  Act 
but  requests  the  relief  sought  herein  in 
order  to  avoid  any  question  of  the 
legality  of  the  proposed  arrangement. 

ANEOC  was  organised  on  June  26. 1061 
and  has  assets  of  about  $2,000,000.  ob- 
tained principally  through  a  recent 
putaUe  offering  of  200,000  shares  of  its 
connonstodL  Three  of  ANECCs  eleven 
diraetars  (including  the  chairman  of  the 
Board,  its  vice-president,  and  its  secre- 
tary) are  ateo  ofBeers  or  directors  of 
Consultant.  The  latter,  a  Massachusetts 
corporation,  has  its  principal  office  in 
Boston,  where  with  200  employees,  it 
carries  on  the  business  of  oigineering 
and  management  services  formerly  con- 
duced for  over  tJUrty  years  by  Anderson- 
Nichols  partnerships.  ANECC  caused 
the  SukChliaiy  to  be  incorporated  in 
Massachusetts  on  January  SO.  19€2.  for 
the  purpose  of  twRking  available  to  small 
business  concerns  for  which  ANECX:  pro- 
vides financing  the  consulting  and  ad- 
visory services  of  Consultant. 

In  support  of  its  position.  ANECC 
states  it  does  not  consider  it  feasible  at 
this  time  to  create  a  division  in  its 
organiiation  or  in  that  of  the  Sudsidiary 
which  could  duplicate  the  consulting 
services  available  through  the  Con- 
sultant and  that  it  does  not  believe  there 
would  be  a  large  source  of  revenue  avail- 
aide  to  it  from  the  activities  of  such  a 
diviaiaa  if  it  were  feasiUe  to  create  one 
therein.  ANECC  believes  that  the  Con- 
sultant, because  of  Its  experience  in  many 
fields,  is  in  an  excellent  position  to 
supply  Vbe  solution  to  the  proMems  of 
small  bttBJTiPSfi  concerns  and  usually  more 
ec(MiflO[iicaIly  than  others  might.  It 
points  out  tiiat  the  ];m>blems  of  one  small 
bosinen  concern  may  call  for  experts  in 
several  fields  and  that  the  Consultant 
wHl,  in  most  cases,  be  able  to  supply  such 
experts'  services  fnm  Its  own  organi- 
zation. Tlie  arrangement  is  stated  to 
be  ANECCs  means  of  assuring  it  full 
knowledge  of  the  progress  of  a  small 
business  borrower  and  of  providing  it 
with  prompt  information  regarding 
weaknesses    in    the    situation    of    the 


borrower  and  vith  advice  as  to  reoomr 
mended  remedial  stejM. 

Section  17(d)  of  the  Act  and  Rute 
17d-l  thereunder,  taken  togettier  pro- 
vide,  among  other  thhigs,  that  it  sfaaU  be 
unlawful,  with  certain  exoepVkoia  not 
applicable  here,  for  an  afBliated  person 
of  a  registered  investment  company  or 
any  affiliated  person  ot  such  a  perscm. 
acting  as  princHM^.  to  participate  in.  or 
effect  any  transaction  in  coonectlcm  with 
any  Joint  enterprise  or  arrangement  In 
which  any  such  registered  0009019.  or 
a  company  controBed  by  such  registered 
company,  is  a  participant  unless  an 
applicatimi  regarding  audi  amnseaaeDt 
has  been  granted  by  the  Oomaaaiflmi.  and 
that,  in  passing  upon  such  an  appli- 
cation, the  Conmlssion  will  ecmsider 
whether  the  participation  of  such  regis- 
tered company  <nr  oontraDed  ormipany  in 
such  anangement  is  nnnilattnf  with  the 
provialons.  policies  and  puipooeB  of  Itaef 
Act  and  the  extent  to  which  mKh  par- 
tlcipatian  is  on  a  basis  different  freaa  or 
less  advantageous  than  that  of  other 
participants. 

Section  6(c)  authorises  the  Oommls- 
sion  to  exempt  any  peraon.  aecnritar.  or 
transaction,  or  any  daas  or  daaaea  of 
persons,  securities,  or  tranaarHnna,  from 
the  provislasis  of  the  Act  and  Bnlaa  pro- 
mulgated thereunder  if  and  to  the  extent 
that  such  exemption  Is  neeeaaary  or  ap- 
propriate in  the  pBbUe  toteroat  mdcop- 
sistent  with  the  pretection  of  Jnfoalars 
and  the  purposes  fairly  intended  by  the 
poUcy  and  provisions  of  the  Act. 

Notice  is  further  given  tiiat  any  inter- 
ested person  may.  not  later  than  March 
6. 1962,  at  5:30  pjn^  sufaanlt  to  ttie  Cem- 
miisian  in  writing  a  reqaest  for  a  hear- 
ing on  the  matter  arcompanied  Iqr  a 
statemoit  as  to  the  nature  of  hia  interest. 
the  reason  for  siicli  Tequeat  and  the  is- 
sues of  fact  or  law  piopoaed  to  be  con- 
troverted, or  he  may  laqaest  that  be  be 
notified  if  the  Commission  shall  order  a 
hearing  thereoai.  Any  waeh  ceammmiBa- 
tion  should  be  addressed:  Seexeloiy, 
Securities  and  Exchange  Gommlasian. 
Washington  25.  D.G.  A  copy  of  an^  re- 
quest diall  be  served  prraonaliy  or  by 
maU  <air  mail  if  the  person  being  aerved 
is  located  more  than  500  mUea  from  the 
point  of  mailing)  igxm  Applieants.  Proof 
(A  such  service  (by  afBdavit  or  in  caae  of 
anattomey-at-lawbyeertlfleate)  dxmld 
be  filed  contemporaneondy  trllii  the  re- 
quest. At  any  time  after  aakl  date,  as 
provided  by  Rule  0-5  of  the  rules  atnd 
regulations  promulgated  under  ttie  Act, 
an  order  disposing  ot  the  aia»Ucation 
herein  may  be  issued  by  the  Commission 
upon  the  basis  of  the  showing  eontafawd 
in  said  application,  unless  an  order  for 
hearing  upon  said  apirficatifin  diaU  be 
Issued  upon  request  or  upon  the  Oommis- 
sion's  own  motion. 

It  is  ordered.  Tiiat  tlie  Secretary  of  the 
Commission  shall  give  notice  of  the  filing 
of  this  application  Iqr  mailing  a  copy  of 
this  notice  liy  registered  mail  to  the  Ap- 
Iriicante,  and  to  the  I3treetar.  OOee  of 
Investment,  Small  Business  Administra- 
tion. Washington  25.  D.C.  that  notioe  to 
all  persons  shall  be  given  by  publication 
of  this  notice  in  the  FtansL  Rmbtb; 
and  that  a  general  rdease  ot  this  Com- 
mission in  respect  of  this  notice  be  dis- 


I 


trllmted  to  the  preM  axul  mailed  to  the 
inft««T^  Uat  for  releMW. 

By  the  Conmilwrion. 

[SBAL]  Okval  L.  DorBon, 

Secretary. 

(PH.    Doc.    ea-1737;    Fllwl.    Feb.    ao.    19«2: 
8:48  un.] 


(PUelfo.  813-14881 

AVIATION  GtOWTH  INVESTMENTS, 
INC. 

Notfce  9§  Filing  of  Application  for 
Ordor  Exempting  Proposed  Trons- 
odion 

Fbbkuary  14,  1962. 

Notice  is  hereby  given  that  Aviation 
Growth  Investmente.  Inc.  ("Applicant") , 
(8645  Coleerllle  Road.  Silver  Spring. 
liaryland) ,  a  clooed-end  non-dlverslfled 
Investment  oompany,  registered  under 
the  Investment  Company  Act  of  1940 
("Act")  and  a  licensee  under  the  Small 
Business  Investment  Act  of  1958,  has 
filed  en  application  for  an  order  of  the 
Commlsslan  exempting  from  the  prohl- 
bitloos  of  section  17(a)  of  the  Act  the 
proposed  purchase  from  Applicant  by 
Avonoo  Finance  Corporation  ("Avem- 
co")  of  eleven  notes,  at  a  price  equal  to 
their  unamortlaed  cost.  Le..  the  unpaid 
balances  less  unearned  discounts  or  fl- 
Pfrnr.iny  charges  at  the  date  of  closing. 

Applicant  and  Avemco  were  sponsored 
and  organised  Iv  Aviation  Employees 
Cotporatkm  ("Aviation"),  a  Delaware 
corporation  organised  In  November  1959. 
Aviation  owns  an  of  the  outstanding 
common  stock  issued  by  Applicant  and 
it  owned  all  of  Avemco's  outstanding 
t^rmnwknn  gto^  prlor  tOLDccembcr  6. 1961. 
at  whldi  time  Avemco  offered  300,000 
shares  of  common  stock  to  the  public. 
Avlatloa  now  owns  approximately  20 
percent  of  Avemoo^s  outstanding  stock. 
Avemco  Is  engaged  in  the  retail  financ- 
ing of  time  sales  and  in  the  financing  at 
tdxriesale  for  dealers  of  business  and 
pleasure  aircraft  and  related  equlxHnent. 
Avemco's  prospectus  stated  that  approx- 
imately $189,000  of  the  cash  proceeds 
from  Its  eommoti  stock  offering  would  be 
used  to  purchase  notes  from  Applicant. 

As  oi  October  31. 1901,  the  eleven  notes 
to  be  sold  had  unpaid  balances  in  the 
aggregate  amount  of  $237,138.88.  includ- 
ing aggregate  unearned  discounts  of 
$47JM.01.  Ten  of  these  loans  are  each 
secured  by  a  particular  type  aircraft  and 
one  loan  is  secured  by  a  hanger.  The 
total  approximate  value  of  the  security 
for  the  loans  is  $255,000.  The  notes 
mature  at  varying  dates  from  March 
through  December  1906.  Each  note  is 
amortised  in  equal  monthly  installments 
until  paid,  which  Includes  principal  and 
an  effective  annual  rate  of  Interest  of 
11.42  percent  on  ten  notes  and  8.54  per- 
cent on  one  note.  Pursuant  to  the  terms 
of  each  note,  the  face  amount  thereof 
shall  become  due  and  Immediately  pay- 
able at  the  option  of  the  holder  in  the 
event  of  a  default  in  the  payment  of  a 
monthly  installment  The  notes  also 
provide  for  a  late  charge  of  10  cents  for 
each  dollar  of  an  Installment  in  arrears 
for  more  thsm  five  days  provided  that 
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such  charge  shall  not  exceed  $10.00  for 
any  one  delinquent  installment.  The 
application  states  that  one  note  in  the 
original  face  amount  of  $15,322.30  is  de- 
linquent with  respect  to  one  payment 
totaling  $255.40.  Applicant,  however, 
has  not  elected  to  accelerate  the  due 
date  thereof. 

Section  2(a)(3)  of  the  Act  defines  an 
"afflliated  person"  of  another  person  as, 
among  other  things,  any  person  five  per- 
cent or  more  of  whose  outstanding  vot- 
ing securities  are  directly  or  indirectly 
owned,  controlled,  or  held  with  power  to 
vote,  by  such  other  person,  or  any  person 
directly  or  indirectly  controlling,  con- 
trolled by  or  under  common  control, 
with,  such  other  person.  Section  17(a) 
of  the  Act.  in  relevant  part,  prohibits  an 
afflliated  person  of  a  registered  invest- 
ment company  or  any  afllliatcd  person  of 
such  a  person,  from  purchasing  from 
such  registered  investment  company  any 
securities  or  property.  The  proposed 
transaction  is  prohibited  under  section 
17(a)  unless  exempted  pursuant  to  sec- 
tion 17(b)  because  Avemco  is  an  affiliated 
person  of  Aviation  which  in  turn  is  an 
affiliated  person  of  Applicant. 

The  Commission  upon  application  pur- 
suant to  section  17(b)  shall  grant  an 
exemption  from  the  provisions  of  sec- 
tion 17(a)  if  it  finds  that  the  terms  of 
the  proposed  transaction,  including  the 
consideration  to  be  paid,  are  reasonable 
and  fair  and  do  not  involve  overreaching 
on  the  part  of  any  person  concerned, 
that  the  proposed  transaction  is  consist- 
ent with  the  policy  of  each  registered 
investment  company  concerned,  as  re- 
cited in  its  registration  statement  and 
reports  filed  under  the  Act,  and  is  con- 
sistent with  the  general  purposes  of  the 
Act. 

Applicant's  investment  policy,  as  re- 
cited in  its  registration  statement  inso- 
far as  here  relevant.  Is  as  follows:  "Reg- 
istrant will  not  make  any  straight  loans 
as  all  loans  will  have  warrants  or  optioiu 
for  later  conversion  or  purchase  of 
equity  securities  at  a  price  determined  at 
the  time  of  the  original  transaction." 
The  notes  to  be  sold  are  not  accompanied 
by  warrants  or  options  permitting  the 
subsequent  purchase  or  conversion  into 
equity  securities.  Applicant  states  that 
when  it  made  the  loans  which  are  the 
subject  of  the  applications,  the  oppor- 
tunities for  equity  Investments  were 
limited:  subsequently,  numerous  oppor- 
tunities to  make  equity  type  investments 
have  presented  themselves  which  Appli- 
cant believes  are  advantageous  and  con- 
sistent with  the  type  of  investments 
contemplated  by  its  investment  policy. 

There  is  no  public  market  for  the  notes. 
Applicant  asserts  that  no  material,  if 
any.  changes  have  occurred  in  the  in- 
terest rates  applicable  to  the  tsrpe  of  bor- 
rowings Involved,  or  to  the  credit  stand- 
ing of  the  borrowers  since  the  notes  were 
issued.  It  contends,  therefore,  that  it  is 
reasonable  and  fair  to  sell  the  notes  at 
their  unamortized  cost. 

Notice  Is  further  given  that  any  inter- 
ested person  may.  not  later  than  March 
7.  1962  at  5:30  p.m..  submit  to  the  Com- 
mission in  writing  a  request  for  a  hearing 
on  the  matter  accompanied  by  a  state- 
ment as  to  the  nature  of  his  Interest,  the 
reason  for  such  request  and  the  Issues  of 


fact  or  law  proposed  to  be  oonl 
or  he  may  request  that  he  be 
the  Commission  should  order  a 
thereon.  Any  such  commi 
should  be  addressed:  Secretary, 
rities  and  Exchange  CommissloD, 
Ington  25,  DC.  A  copy  of  sueh 
shall  be  served  personally  or  by  malS 
mall  if  the  person  being  served  is ' 
more  than  500  miles  from  the 
mailing)  upon  applicant.  Proof  of  __ 
service  (by  afiDdavit  or  in  case  of  aii^ 
torney-at-law  by  certificate)  shoOllw 
filed  contemporaneously  with  tin  i^ 
quest.  At  any  time  after  said  dili^a 
provided  by  Rule  0-5  of  the  nilii  ^ 
regulations  promulgated  imder 
an  order  disposing  of  the 
herein  may  be  Issued  by  the 
upon  the  basis  of  the  showing  __ 

in  said  application,  unless  an  ovdv  9g 
hearing  upon  said  application  dial  || 
Issued  upon  request  or  upon  the 
mission's  own  motion. 

It  is  ordered.  That  the  Secretary 
Commission  shall  give  notice  of  the 
of  this  appUcation  by  mailing  a  ooff  |( 
this  notice  by  registered  mall  to  the  ^ 
plicant  and  to  the  Director, 
vestment.  Small  Business 
tion,  Washington  25,  D.C.;  that 
(to  all  other  persons)  shall  also  bs | 
by  publication  of  this  Notice  In  the 
BBAL  RxoiBTER  I  and  that  a  general 
of  this  Commission  In  respeet  of  llli 
notice  be  distributed  to  the  vnm  m 
mailed  to  the  mailing  list  for 


By  the  Commission. 

[seal]  Orval  L.  DnBon, 


(PR     Doc.    62-1738:    FUed, 
8:48  ajn.) 


Seeretttf, 
F«b.  ».  iMk 


INTERSTATE  COMMERCE 
COMMISSION 

FOURTH  SECTION  APPUCATKNtt 
FOR  RELIEF 

February  16,  Ittt, 

Protests  to  the  granting  of  an  . . 
tion  must  be  prepared  in  accordanest 
Rule  40  of  the  general  rules  of 
(49  CFR  1.40)  and  filed  within  1$  im 
from  the  date  of  publication  of  thli  i» 
tice  in  the  Federal  Rxgister. 

Lonc-and-Short  Haul 

FSA  No.  37560:  Glassvxire  from  yoM 
in  Arkansas  and  Oklahoma.  Flhi  || 
Southwestern  Freight  Bureau,  agent  (It 
B~8154),  for  interested  rail 
Rates  on  glassware  and  related 
loaded  in  trailers  or  demountable 
bodies,  and  transported  on  railroad 
or  open-top  equipment,  from  Ft. 
Ark.,  Ada,  Henryetta,  Muskogee, 
gee.  Sand  Springs,  and  Sapulpa. 
to  specified  points  in  Illinois, 
Missouri. 

Grounds  for  relief:  Motor-truck  e«*f 
petition. 

Tariffs:  Supplements  74,  137  andMV 
Southwestern    Freight    Bureau 
ICC.  4345,  4312  and  4362.  r 

FSA  No.  37561:  Commodities 
points  in  Texas.    Filed  by  Texas 


Wfimtday*  February  21,  196Z 

^  vi^^t  Bureau,  agent  (No.  429), 
ffSwsted  raU  careers.  R»t«^on 
*lJrtoL  paint,  dry  goods,  paper  articles, 
jy^Sltepetroleum  treating  com- 
SttBih.  in  carloads,  tank-car  loads  and 
g^rrt«Ln-earloads,  from,  to  and  between 
JEt,  In  Texas,  over  interstate  routes 
Sra^  adjoining  states. 
"■^Jlaida  for  relief:  IntrasUte  rates 
.i^Bialntenance  of  rates  from  and  to 
^t*  to  other  states  not  subject  to  the 
Moe  eompetlUon. 

ruUt-  Supplement  26  to  Texas-Lou- 
^r^^.  Freight  Bureau  tariff  I.C.C.  935. 

ADORBGATE-Or-lNTSRllXSIATIS 

fBA  No.  37562:  Commodities  between 
foiaii  is  Texas.  Filed  by  Texas-Loulsi- 
Igglnelght  Bureau,  agent  (No.  430), 
fat  interested  rail  carriers.  Rates  on 
Qoeerles,  paint,  dry. goods,  pap«r  artl- 
dH,  enide  petroleimi  treating  com- 
Pfonds.  sulphuric  acid  and  lead,  in  car- 
^^m  tank-car  loads  and  less-than- 
e^iloads.  from,  to  and  between  points  In 
fOMM,  over  interstate  routes  through 
i^[)oinlDg  states. 

Oftmnds  for  relief:  Maintenance  of 
dtpnased  rates  published  to  meet  Intra- 
itats  oompetitlon  without  use  of  sueh 
latei  as  factors  in  constructing  com- 
liiDatiOD  rates.  { 

By  the  Commission. 

[BALl  HAROLD  D.  MCCOT, 

Secretary. 

[TA.  Doc.    63-1741:    PUed,    Feb.    30,    1062; 
8:48  aon.] 


(Sec.  6a  Aj^Ucotion  84] 

MIDDLEWEST  MOTOR  FREIGHT 
BUREAU 

Approval  of  Amwidments  to 
Agreomont 

FSBRUAtT  16, 1962. 

The  Commission  is  in  receipt  of  an  ap- 
pUeaUoQ  In  the  above-entitled  and  num- 
bered pnweedlng  for  approval  oi  amend- 
■eots  to  the  agreement  therein  i^vroved 
onder  the  provisions  of  section  5a  of  the 
Intetstate  Ccxnmerce  Act. 

Filed  February  9.  1962,  by:  J.  D.  Law- 
eoD,  P.O.  Drawer  647,  Kansas  City  46, 
Mn. 

Amendments  involved:  Change  the  by- 
lan  ot  the  biuvau  so  as  to  (1)  add 
Alaika  and  Canada  as  areas  to  and  from 
wbich  rates  will  be  published  and  pro> 
Tide  that  carriers  serving  those  areas 
■Mj  become  members.  (2)  provide  for 
IB  executive  vlce-presldoit  in  lieu  of 
tbe  present  general  manager,  (3)  re- 
lUtn  State  groupings  for  selection  of 
— here  of  the  board  of  directors,  (4) 
*i^W1ah  provisions  covering  the  ellgl- 
WUtjr  and  selection  of  such  directors  and 
the  members  of  rate  c(Hnmittees,  (6) 
dsrtfy  certain  existing  provisions,  in- 
dnding  those  which  provide  for  the  call- 
inc  and  conduct  of  membership  and 
botrd  meetings,  as  well  as  the  filing  of 
nouests  for  appeals  from  the  standing 
nte  committee  to  the  general  rate  com- 
mittee. (6)  include  additional  provisions 
vith  respect  to  Intermodal  rates,  espe- 
g>By  those  covering  ao-called  Plan  V 
PtQyback  traffic,  (7)  eliminate  require- 
Ko.ae 11 
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taeot  as  to  publication  of  notices  of 
meetings,  dockets  of  proposals,  reccMn- 
mendattons  there<»,  and  appealed  sub- 
jects In  a  national  transportation  publi- 
cation, but  c(mtlnulng  to  give  such 
notices  In  the  bureau's  own  publication. 
(8)  Include  new  provisions  governing 
proposals  adopted  by  the  standing  rate 
committee  without  modification,  (9) 
reduce  the  waiting  period  for  publication 
of  independently  announc^  matters 
from  15  to  5  days,  (10)  require  that 
members  making  publication  of  charges 
in  tariffs  of  a  noiunonber  carrier  fur- 
nish the  bureau  copies  of  such  tariffs, 
(11)  permit  only  members  In  good 
standing  and  the  executive  vice-presi- 
dent to  make  requests  for  emergency 
action,  (12)  establish  procedures  gov- 
erning divisions  of  interline  revenue, 
and  (13)  retitle  and  rearrange  various 
articles,  with  appropriate  changes  in 
article  numbws. 

The  aiH>llcation  may  be  inspected  at 
the  office  of  the  Commission  in  Washing- 
ton, D.C. 

Any  Interested  perscm  desiring  the 
Commission  to  hold  a  hearing  upon  such 
i4)plieatlon  shall  request  the  Commis- 
sion in  writing  so  to  do  within  20  days 
from  the  date  of  this  notice.  As  pro- 
vided by  the  general  rules  of  practice 
c^  the  Commission,  persons  other  than 
i^Wlicants  should  fairly  disclose  their 
interest,  and  the  position  they  Intend 
to  take  at  the  hearing  with  req^ect  to  the 
application.  Otherwise  the  Commission 
in  its  discretion,  may  proceed  to  investi- 
gate and  det^mlne  the  matters  involved 
in  such  i4>pUcation  without  further  or 
formal  hearing. 

By  the  Commission,  Division  2. 


[SEAL] 


Harold  D.  McCot. 
Secretary. 


[F.R.    Doc.    62-1742;    FUed,    Feb.    20,    1962; 
8:48  ajn.] 


I  Notice  198] 

MOTOR  CARRIER  ALTERNATE  ROUTE 
DEVIATION  NOTICES 

FtoauARY  16, 1962. 

The  following  letter-notices  of  pro- 
posals to  operate  over  deviation  routes 
for  opexiating  convenience  only  with  serv- 
ice at  no  intermediate  points  have  been 
filed  with  the  Interstate  Commerce  Com- 
mlssldn,  under  the  Commission's  devi- 
ation rules  revised,  1957  (49  CFR  211.1 
(c)  (8) )  and  notice  thereof  to  all  inter- 
ested povons  is  hereby  given  as  provided 
in  such  rules  (49  CFR  211.1(d)(4)). 

Protests  against  the  use  of  any  pro- 
posed deviation  route  herein  described 
may  be  filed  with  the  Interstate  Com- 
merce Commission  in  the  manner  and 
form  provided  in  such  rules  (49  CFR 
211.1(e))  at  any  time  but  will  not  oper- 
ate to  stay  commencement  of  the  pro- 
posed operations  unless  filed  within  30 
days  from  the  date  of  publication. 

Succoslvely  filed  letter-notices  of  the 
same  carrier  under  the  Commission's 
deviation  rules  revised.  1957,  will  be 
numbered  consecutively  for  convenience 
In  Identification  and  protests  if  any 
should  refer  to  such  letter-notices  by 
number. 
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Motor  Carbiebs  or  Paopsftrr 

No.  MC  2962  (Deviatton  No.  1) .  A.  ft  H. 
TRUCK  UNE,  INC..  1277  MazweU 
Avenue,  Evansville,  Ind.,  filed  Fduruaxy  S. 
1962.  Carrier  proposes  to  (Huerate  as  a 
common  carrier,  by  motor  vetkicle,  of 
general  commodities,  witli  certain  ex- 
ceptions, over  deviatibn  routes  as  td- 
lows:  (A)  From  Vincennes.  Ind.,  over 
U.S.  Highway  50  to  Junction  Illinois 
Highway  33,  thence  over  Illinois  High- 
way 33  to  Junction  niinois  Highway  1, 
thence  over  Illinois  Highway  1  to  Chi-p 
cago.  HI.,  and  (B)  from  Terre  Haute, 
Ind.  over  U.S.  Highway  150  to  Junction 
Illinois  Highway  1,  thence  over  Illinois 
Highway  1  to  Chicago.  Hi.,  and  return 
over  the  same  routes,  for  operating  oon- 
venlence  only,  serving  no  intermediate 
points.  The  notice  indicates  that  the 
carrier  is  presently  authorised  to  trans- 
port the  same  commodities  ova:  pertinent 
service  routes  as  follows:  Prom  Evans- 
ville. Ind.  over  U.S.  Highway  41  to  Chi- 
cago; and  from  Hammond,  Ind.  over  In- 
diana Highway  152  to  the  Junctton  of 
U.S.  Highways  41  and  6.  and  return  over 
the  same  routes. 

No.  MC  10761  (Deviation  No.  17). 
TRANSAMEEUCAN  FREIGHT  UNE8, 
INC.,  1700  North  Waterman  Avenue,  De- 
troit 9,  Mich.,  fUed  February  2,  1M2. 
Carrier  proposes  to  (^Derate  as  a  oommo* 
carrier,  by  motor  vehicle,  of  general  com- 
modities, with  certain  exceptions,  over  a 
deviation  route  between  Sprlnglldd, 
Mass.  and  Hartford,  Conn.,  over  Inter- 
state Htehway  91.  for  operating  oon- 
venlence  only,  serving  no  intennediate 
points.  The  notice  indicates  that  the 
carrier  is  presently  authorised  to  trans- 
port the  same  commodities  over  a  per- 
tinent service  route  as  foUows:  from 
Springfield  over  U.S.  Highway  6  to  Hart- 
ford, and  return  over  the  same  route. 

No.  MC  10928  (Deviation  No.  8). 
SOUTHERN-PLAZA  EXPRESS,  INC., 
P.O.  Box  10572,  Dallas  7.  Tex.,  filed 
February  8,  1962.  Carrier  propoees  to 
operate  as  sl' common  carrier,  by  motor 
vehicle.  (A  general  eommodiUes.  with 
certain  exc^?tions.  over  a  deviatiaa  route 
between  St.  Louis,  Ito^  and  Chleaso.  HI., 
over  Interstate  Hle^way  55,  for  operat- 
ing convenience  only,  serving  no  inter- 
mediate points.  The  notice  indicates 
that  the  carrier  is  presoitly  authoriied 
to  transport  the  same  commodltiea  owec 
pertinent  service  routes  as  follows:  Vxcm 
St.  Louis  over  U.S.  Highway  66  to  Junc- 
tion Alternate  U.S.  Highway  68,  thence 
over  Alternate  U.S.  Highway  86  to  Chi- 
cago; and  from  St.  Louis  over  UJ3.  High- 
way 66  to  Junction  Illinois  EOghway  48. 
thence  over  Illinois  Highway  48  to  FUl- 
lerton.  HI.,  thence  over  U.S.  Highway  54 
to  Onarga,  HI.,  thence  over  U.S.  mgtiway 
45  to  Kankakee.  HI.,  thence  over  Illinois 
Highway  49  to  Chicago,  and  return  over 
the  same  routes. 

No.  MC  52629  (Deviation  No.  7). 
HUBER  &  HUBER  MOTOR  EXPRESS. 
INC..  970  South  Eighth  Street.  Louis- 
ville 3.  Ky..  filed  February  5. 1962.  Car- 
rier proposes  to  operate  as  a  common 
carrier,  by  motor  vehicle,  of  genaral 
comm^xUties,  with  certain  exceptions, 
over  a  devlatlcm  route  as  follows:  From 
Speedway,  Ind..  over  Interstate  Highway 
74  to  junction  U.S.  Highway  1S8,  at 
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Lizton.  Ind..  and  return  over  the  same 
route,  for  oiieratlng  convenience  only, 
•onrlng  DO  Intermediate  points.  The  no- 
tice Indicates  that  the  carrier  Is  pres- 
ently authortoed  to  transport  the  same 
commodities  over  a  pertinent  service 
route  as  follows:  Prom  Indianapolis. 
Ind..  over  UJ3.  Highway  136  to  Junction 
U.S.  Highway  150.  thence  over  U.S. 
Highway  150  to  Morton,  111 ,  and  return 
over  the  same  route. 

No.  MC  52629  < Deviation  No  8), 
HUBER  li  HUBER  MOTOR  EXPRESS. 
INC..  970  South  Eighth  Street,  Louis- 
ville 3.  Ky.,  filed  February  5,  1962  Car- 
rier prtvoses  to  operate  as  a  common 
carrier,  by  motor  vehicle,  of  general 
commoditiea.  with  certain  exceptions, 
over  a  deviation  route  as  follows:  Prom 
the  junction  of  U.S.  Highway  136  and 
Interstate  Highway  74.  approximately 
IV^  miles  east  of  Danville,  m..  over  In- 
terstate Kghway  74  to  junction  US. 
Highway  136.  west  of  Veedersburg.  Ind.. 
^«Ki  return  over  the  same  route,  for 
operating  convenience  only,  serving  no 
intermediate  points.  The  notice  indi- 
cates that  the  carrier  is  presently  au- 
thorized to  transport  the  same  commodi- 
ties over  a  pertinent  service  route  as 
follows:  From  Indianapolis.  Ind.,  over 
VS.  Highway  136  to  Junction  UJ5.  High- 
way 150.  thence  over  U.S.  Highway  150. 
to  Morton,  HI.,  and  return  over  the  same 
route. 

No.  MC  52629  (Deviation  No.  9). 
HUBER  U  HUBER  MOTOR  EXPRESS. 
INC.,  970  South  Eighth  Street.  Louis- 
ville 3,  Ky..  filed  February  5.  1962.  Car- 
rier proposes  to  operate  as  a  common 
carrier,  by  motor  vehicle,  of  general 
comwtoditie*.  with  certain  ezcepUons. 
over  a  derlatirai  route  as  follows:  Prom 
the  Junction  of  UJ3.  Highway  21  and 
Interstate  Highway  77.  southwest  of  Sls- 
sonvllle,  W.  Va..  over  Interstate  High- 
way 77  to  junction  US.  Highway  21.  at 
Palrplaln.  W.  Va..  and  return  over  the 
same  route,  for  operating  convenience 
only,  serving  no  Intermediate  points. 
The  notice  indicates  that  the  carrier  is 
presently  authorized  to  transport  the 
«Ain*>  commodities  over  a  pertinent  serv- 
ice route  as  follows:  From  Charleston. 
W.  Va.  over  VS.  Highway  21,  via  Mineral 
Wells.  W.  Va.,  to  Parkersburg.  W.  Va.. 
and  return  over  the  same  route. 

No.  MC  52629  (Deviation  No.  10). 
HUBBl  k  HUBER  MOTOR  EXPRESS. 
INC.,  970  South  Eighth  Street.  Louis- 
ville 3.  Ky.,  filed  February  5.  1962.  Car- 
rier proposes  to  operate  as  a  common 
carrier,  by  motor  vehicle,  of  general 
commoditie$.  with  certain  exceptions, 
over  a  deviation  route  as  follows:  From 
the  Juncti(m  of  Interstate  Highway  64 
and  U.S.  Highway  60.  west  of  Win- 
chester, Ky..  over  Interstate  Highway  64 
to  Junction  VS.  Highway  60.  east  of 
Mount  Sterling.  Ky.,  and  return  over 
the  same  route,  for  operating  conven- 
ience only,  serving  no  intermediate 
points.  The  notice  indicates  that  the 
carrier  is  presently  authorized  to  trans- 
port the  same  commodities  over  a  perti- 
nent service  route  as  follows:  From 
Louisville,  Ky.  over  U.S.  Highway  60. 
via  Frankfort,  E^y.,  to  Ashland.  Ky  .  and 
return  over  the  same  route. 

No.  MC  52629  (Deviation  No.  ID. 
HUBER  L  HUBER  MOTOR  EXPRESS. 
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INC..  970  South  Eighth  Street,  Louis- 
ville 3.  Ky..  filed  February  5,  1962.  Car- 
rier proposes  to  operate  as  a  common 
carrier,  by  motor  vehicle,  of  general 
commodities,  with  certain  exceptions, 
over  a  deviation  route  as  follows:  From 
a  point  approximately  two  miles  north 
of  Pelham.  \;^nn.  over  unnumbered 
county  highway  to  Junction  Interstate 
Highway  24.  thence  over  Interstate 
Highway  24  to  junction  UJS.  Highway 
64.  west  of  UJ3.  Highway  41.  at  Mont- 
eagle.  Tenn..  and  return  over  the  same 
route,  for  operating  convenience  only, 
serving  no  intermediate  points.  The 
notice  indicates  that  the  carrier  is  pres- 
ently authorissed  to  transport  the  same 
commodities  over  pertinent  service 
routes  as  Tollows:  From  Louisville,  Ky.. 
over  US.  Highway  31W  to  Nashville. 
Tenn..  thence  over  VS.  Highway  41  to 
Chattanooga.  Tenn.;  from  Louisville. 
Ky.  over  Kentucky  Turnpike  to  junction 
U.S.  Highway  31W,  thence  over  VS. 
Highway  31W  to  Nashville,  Tenn..  thence 
over  U.S.  Highway  41  to  Dalton,  Ga.; 
and  from  Earl  Park,  Ind..  over  U.S. 
Highway  41  to  Hopkinsville.  Ky.,  thence 
over  VS.  Highway  4IA  to  Nashville, 
Tenn.,  thence  over  VS.  Highway  41  to 
Dalton.  Ga..  and  return  over  the  same 
routes. 

No.  MC  59681  t Deviation  No.  2>.  DA- 
KOTA TRANSFER  AND  STORAGE 
COMPANY.  11  Oak  Street  Southeast. 
Minneapolis  41,  Minn.,  filed  February  2, 
1962.  Carrier  proposes  to  operate  as  a 
common  carrier,  by  motor  vehicle,  of 
general  commodities,  with  certain  ex- 
ceptions, over  a  deviation  route  as  fol- 
lows: From  Chicago,  111.,  over  Inter- 
state Highways  90  and  94  to  Eau  Claire, 
Wis.,  and  return  over  the  same  route, 
for  operating  convenience  only,  serving 
no  intermediate  points.  The  notice  in- 
dicates that  the  carrier  is  presently  au- 
thorized to  transport  the  same  commod- 
ities over  pertinent  service  routes  as 
follows:  From  Chicago  over  U.S.  High- 
way 12.  via  Tomah,  Wis.,  to  Minneapolis, 
Minn.;  from  Chicago  over  U.S.  Highway 
14  to  junction  VS.  Highway  61.  at  La- 
crosse. Wis.,  thence  over  US.  Highway 
61  to  Minneapolis,  Minn.;  and  from  the 
junction  of  VS.  Highways  12  and  16 
over  US.  Highway  18  to  Junction  U.S. 
Highway  51.  thence  over  US.  Highway 
51  to  Junction  Wisconsin  Highway  30. 
thence  over  Wisconsin  Highway  30  to 
junction  Wisconsin  Highway  73.  thence 
over  Wisconsin  Highway  73  to  junction 
US.  Highway  12,  and  return  over  the 
same  routes. 

No.  MC  66562  t  DeviaUon  No.  9  ' .  RAIL- 
WAY EXPRESS  AGENCY,  INCORPO- 
RATED. 219  East  42d  Street.  New  York 
17,  NY.,  filed  February  5.  1962.  Attor- 
ney William  H.  Marx,  same  address. 
Carrier  proposes  to  operate  as  a  common 
carrier,  by  motor  vehicle,  of  general  com- 
modities, moving  In  express  service  over 
a  deviation  route  as  follows:  From  Fair- 
mont. W.  Va.,  over  U.S.  Highway  250  to 
jurKtion  West  Virginia  Highway  73. 
thence  over  West  Virginia  Highway  73 
to  Junction  U.S.  Highway  50,  thence  over 
U.S.  Highway  50  to  Clarksburg.  W.  Va  , 
and  return  over  the  same  route,  for 
operating  convenience  only,  serving  no 
intermediate  points.     The  notice  indi- 


cates that  the  carrier  Is  preacnlk^ 
thorized  to  transport  the  same  — 
ties   over   pertinent  service 
follows:    From  ConneUsvOle.     _^ 
VS.  Highway  119  to  MorgankMnL^W 
Va..  thence  over  U.S.  Highway  VLm 
Fairmont.  W.  Va..  to  ClaikAun;  IkS 
Connellsville,  Pa.,  as  specified 
Fairmont.  W.  Va.,  thence  overUA 
way  250  to  Grafton.  W.  Va.;  an4 
Smithfield,  Pa.,  over  Pennsylvania! 
way  266  to  Junction  Pennsylvania  j 
way     166.     thence    over    Pi 
Highway  166  to  junction  UJ3. 
119,  and  return  over  the  same  roatii^^ 
No.    MC    78632    (Deviation   No.  a 
HOOVER     MOTOR    EXPRSS8   QQtt! 
PANY.  INC..  P.O.  Box  450,  PolkAfSM 
Nashville,  Tenn.,  filed  February  %,  un, 
Carrier  proposes  to  o[>erate  as  a 
carrier,   by   motor   vehicle,   of 
commodities,    with   certain 
over  a  deviation  route  as  follows:       _ 
Chicago.  111.  over  Interstate  HldnRnrC 
to  Birmingham,  Ala.,  and  return  ear 
the  same  route,  for  operating 
ence     only,     serving     no 
points.     The  notice  indicates  that 
carrier  is  presently  authorized  to 
port  the  same  commodities  over 
nent   service   routes   as   follows:  Am 
Chicago  over  U.S.  Highway  41  to  J«^ 
tion  U.S.  Highway  52,  thence  over  TMl 
Highway  52  to  Indianapolis,  Ind.;  hM 
Chicago  over  U.S.  Highway  41  to  ia»> 
tion  U.S.  Highway  136  (formerly  TnfllMi 
Highway  34) ,  thence  over  VS.  HlfMNi 
136  to  Indianapolis,  Ind.;  from  ChlBip 
over  U.S.  Highway  41  to  junction  VM. 
Highway  52.  thence  over  U.S.  Hlghwv 
52  to  I^fayette,  Ind..  thence  over  TU, 
Highway  231  (formerly  Indiana Bifbm 
43  >  to  Crawfordsvllle.  Ind.,  thenoe  ew 
U.S.  Highway  136  to  Indianapolis,  mi; 
from  Chicago  to  Indianapolis,  Ind.,  m 
.specified    above,    thence    over   Indliui 
Highway  431  to  junction  U.S.  Hlghwv 
31  (about  1  mile  below  Greenwood,  ZndJ, 
thence  over  U.S.  Highway  31  to  junoMw 
Indiana  Highway  252.  thence  over  Ift> 
diana  Highway  252  to  Edinburf,  M, 
thence   over   Indiana   Highway  2iS  tl 
junction  UJ5.  Highway  31.  thence  sw 
U.S.  Highway  31  to  Junction  Altcmli 
US.  Highway  31  (formerly  VS.  HlglWV 
31  • .  thence  over  Alternate  VS.  Hl^nMf 
31  via  Columbu.s.  Ind..  to  Seymour.  Ink 
thence   east   over  U.S.  Highway  M  ll 
junction  U.S.  Highway  31.  thence  am 
VS.   Highway  31   to  Sellersburg.  IbA. 
thence  over  U.6.  Highway  31W  to  Lori^ 
ville.  Ky.;  and  from  Louisville,  Ky. OIB 
U.S.    Highway    31W    to   ElizabethtPi* 
Ky.,  thence  over  Kentucky  Highway  fi 
to  Hodgenvllle.   Ky.,  thence  over  UA 
Highway  3 IE  to  Glasgow.  Ky., 
over  Kentucky  Highway  63  to  the  1 
tucky-Tennessee  State  line,  thence 
Tennessee  Highway  56  to  Red 
Springs,  Tenn..  thence  over 
Highway   52    to   Westmoreland, 
thence  over  U.S.  Highway  31E  to 
ville.  Tenn..  and  return  over  the  ••• 
routes. 

Motor  C.irriers  or  pAssrNC«M 

No.  MC  1501  (Deviation  No.  74),  tg 
GREYHOUND  CORPORATION.  Mi 
Main  Street,  Kansas  City  8.  Mo,  •■ 
February  5,   1962.     Carrier  proposH* 


Wfiimdft*  February  21,  1962 

_A>  •■  ft  common  carrier,  by  motor 
525u  of  vu$engert  and  their  baggage, 
!£v<Mriatkm  route  as  follows:  Ptom 
SrMMBtton  of  US.  Highway  66  and  In- 
SSSfflghway  40.  west  of  Calumet, 
JSTwer  Interstate  Highway  40  to 
Z^IUmmj  VB.  Highway  66,  east  of  Hydro, 
JSTtoi  return  over  the  same  route. 
Z^itgntiDg  convenience  only,  serving 
!!rMmedlate  points.  The  notice  In- 
^L^Ttbat  the  carrier  is  presently  au- 
^SStA  to  transport  passengers  over  a 
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South  Haven,  and  return  over  the  same 
routes. 

By  the  Commission. 

[BisL]  Harold  D.  McCot. 

»  ^  Secretary. 

[Pit.    Doc.    63-1743:    Filed,    Feb.    30,    1962; 
8:49  ajn.] 
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^zZtmtmA  service  route  as  follows:  From 
StLBdiL  Mo.  over  U.S.  Highway  66  to 
*•  B,  N.  Mex.,  and  return  over 


MMMBBe  route. 

ita.  MC  2890  (Deviation  No.  12). 
^umSCAS  BUSLINES.  INC..  1806 
tZaHaaarth  Street,  Onaha  2,  Nebr.. 
IBidrMmiary  7,  1962.  Carrier  proposes 
^Zmnte  as  a  common  carrier,  by  motor 
mSSi,  of  vauengers  and  their  baggage, 
am  a  deviation  route  as  follows:  From 
8t  Loals.  Mo.,  over  Interstate  Highway 
70  to  Junction  Bypass  U.S.  Highway  40, 
mst  of  St  Charles.  Mo.,  and  return  over 
the  same  route,  for  operating  conven- 
)gi^  only,  serving  no  Intermediate 
pojnta.  The  notice  indicates  that  the 
eutia  is  presently  authorized  to  trans- 
port passengers  over  a  pertinent  service 
loate  as  follows:  From  St  Louis  over 
Attemate  VS.  Highway  40  and  Bypass 
nJ3.  Highway  40  to  Wentzvllle.  Mo., 
tbenoe  over  U.S.  Highway  61.  via  Taylor, 
lova  to  Keokuk,  Iowa,  and  return  over 
tbe  same  route. 

No.  MC  2890  (Deviation  No.  13). 
AMBUCAN  BUSLINES.  INC.,  1805 
LBSvenworth  Street,  Omaha  2.  Nebr.. 
fltod  February  7,  1962.  Carrier  proposes 
to  operate  as  a  common  carrier,  by  motor 
rafaide,  of  passengers  and  their  baggage. 
orer  a  deviation  route  between  St.  Joseph 
ud  Kansas  City,  Mo.,  over  Interstate 
Biiliway  29,  for  operating  convenience 
onlj,  serving  no  intermediate  points. 
The  notice  indicates  that  the  carrier  is 
pnsent^  authorized  to  transport  pas- 
MDgers  over  a  pertinent  service  route  as 
follows:  From  St.  Joseph  over  U.S. 
Hlihway  59  to  Junction  liClssouri  EOgh- 
vsy  46.  thenc^  over  Missouri  Highway 
41  to  Kansas  City,  and  return  ova:  the 
■me  route. 

No.  MC  109780  (Deviation  No.  9). 
niANSCONTINENTAL  BUS  SYSTSM. 
INC..  315  Continental  Avenue,  Dallas. 
Tn..  filed  February  8,  1962.  Attorney  C. 
Bmmerman,  300  South -Broadway,  P.O. 
BoK  130.  Wichita,  Kans.  Carrier  pro- 
POMI  to  operate  as  a  common  carrier. 
bfmotcu:  vehicle,  of  passengers  and  their 
btggtge.  over  a  deviation  route  as  fol- 
lovs:  ftom  the  Kansas-Oklahoma  State 
Hat,  near  South  Haven,  Kans..  over 
Interstate  Highway  35  to  Oklahoma  City, 
OUa.,  and  return  over  the  same  route, 
for  operating  convenience  only,  servlnf 
00  iDtermediate  points.  The  notice  Indl- 
Mtes  that  the  carrier  is  presently  au- 
ttodaed  to  transport  passengers  over  a 
PVttnent  service  route  as  follows:  Ftom 
Kaoias  City.  Kans.  over  U.S.  Highway 
M  to  Junction  U.S.  Highway  81.  thence 
ant  US.  Highway  81  to  Jtmctlon  VS. 
Blihway  77.  thence  over  U.S.  Highway 
n  to  Oklahoma  City ;  also  from  Kansas 
Ctty.  Kans.  over  the  Kansas  Turnpike  to 
tbe  Kansas-Oklahoma  State  line,  near 


[Notice  422] 

MOTOR  CARRIER  APPLICATIONS  AND 
CERTAIN  OTHER  PROCEEDINGS 

February  16.  1962. 

The  following  publications  are  gov- 
erned by  the  Interstate  Commerce  Com- 
mission's general  niles  of  practice  in- 
cluding special  rules  (49  CFR  1.241) 
governing  notice  of  filing  of  applications 
by  motor  carriers  of  property  or  passen- 
gers or  brokers  under  sections  206,  209, 
and  211  of  the  Interstate  Commerce  Act 
and  certain  other  proceedings  with  re- 
spect thereto. 

All  hearings  and  pre-hearlng  confer- 
ences will  be  called  at  9:30  ajn.,  local 
daylight  saving  time  (if  that  time  is 
observed),  unless  otherwise  specified. 

AppLiCATioirs  Assigned  for  Oral  Hearing 
OR  Prb-Hearing  Conference 

motor  carriers  of  property 

No.  MC  4405  (Sub-No.  385) .  fUed  Feb- 
ruary 7.  1962.  Applicant:  DEALERS 
TRANSIT.  INC..  13101  South  Torrence 
Avenue.  Chicago  33.  111.  Applicant's  at- 
torney: James  W.  Wrape,  Sterlck  Build- 
ing. Memphis.  Tenn.  Authority  sought 
to  operate  as  a  commxm  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Trailers,  semitrailers  and  trailer 
chassis  (except  those  designed  to  be 
drawn  by  passenger  automobiles),  in 
initial  movements,  in  truckaway  and 
driveaway  service,  (a)  from  Dallas, 
Oreg.,  to  points  in  the  United  States,  in- 
cluding Aladca  but  excluding  Hawaii,  and 
(b)  tractors,  in  secondary  driveaway 
service,  only  when  drawing  trailers  mov- 
ing in  initial  driveway  service,  from 
Dallas.  Oreg..  to  points  in  Alaska,  Ari- 
zcma,  Nevada.  Oregon  and  Vermont. 

Hon:  AH>Uo«nt  states  W.  F.  Carey  and 
B«rt  B.  Bevwidge,  who  control  applicant,  also 
control  Automobile  Carriers,  Inc.,  and  C.  &  J. 
Oommereial  Driveaway  Company,  Inc. 

HEARING:  April  17,  1962.  at  the  New 
Mint  Building.  133  Hermann  Street,  San 
Francisco.  Calif.,  before  Examiner  F.  Roy 
linn. 

No.  MC  4405  (Sub-No.  386) ,  filed  Feb- 
ruary 7,  1962.  Applicant:  DEALERS 
TRANSIT.  INC.,  13101  South  Torrence 
Avenue.  Chicago  33,  HI.  Applicant's  at- 
torney: James  W.  Wrape.  Sterick  Build- 
ing. Memphis.  Tenn.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: (1)  Trailers,  semi-trailers  and 
trailer  chassis  (except  those  designed  to 
be  drawn  by  passenger  automobiles) ,  in 
initial  movonents.  in  truckaway  and 
driveaway  snvice.  from  the  site  of  the 
Talbert  Ttailer  Company  plant  at  Hay- 
ward.  Calif.,  to  points  in  the  United 
States,  including  Alaska,  but  (excluding 
Hawaii) .  and  (2)  tractors,  in  secondary 
driveaway  service,  only  when  drawing 


trailers  moving  in  initial  driveaway  i 
ice.  from  the  site  of  the  Talbert  Trailer 
Company  plant  at  Hayward.  Calif.,  to 
points  in  Alaska.  Arizona,  Nevada,  Ore- 
gon, and  Vermont. 

Non:  Common  control  may  be  involved. 

HEARING:  April  16. 1062.  at  the  New 
Mint  Building,  133  Hermann  Street,  San 
Francisco,  Calif.,  before  Examiner  F.  Roy 
Idnn. 

No.  MC  36313  (Sub-No.  2)  (CORRSC- 
TION) .  fUed  January  18, 1962,  pubUabad 
in '.the  Federal  Register,  issue  of  FdBnt- 
ary  7,  1962.  republished  as  oorreeted, 
this  issue.  Applicant:  CHARLES  A. 
MASTRONARDI.  INC..  166  Montague 
Street,  Bnxridyn.  N.Y.  Applicant's  rep- 
resentative: George  A.  Olsen.  69  Tonaele 
Avenue.  Jersey  City  6.  N.J.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  Irreeular  routes. 
transporting:  Corrugated  cartons,  from 
Gloucester.  N.J..  to  Seaford,  Del. 

Notk:  (1)  AppUcant  states  tha  proposed 
oi>eratlon  will  be  \uider  continuing  contract 
with  Hlnde  and  Daucb  Dlvlsbm  of  TSie  West 
Virginia  Pulp  and  Papv  Company.  (3)  Ap- 
plicant's president  U  alao  prertdant  at  BaeK 
Warehouse  Company,  ICC  70062.  a  eomnwm 
carrier;  dual  operations,  or  oommon  oontrol, 
may  be  Involved.  (3)  TblB  repuMloation 
corrects  the  name  of  the  firm  In  note  (1) 
above,  erroneously  shown  as  Hlnde  and  Aucb 
in  prevloxis  publication. 

HEARING:  Remains  as  assigned, 
March  12,  1962.  at  the  Offices  of 
the  Interstate  Commerce  Commtwlnn, 
Washington,  D.C..  before  Kxamlner 
Raymond  V.  Sar. 

No.  MC  52709  (Sub-No.  151).  filed 
December  4, 1961.  AppUcant:  RING6BY 
TRUCK  LINES,  INC..  3201  Rlngsby 
Court,  Denver  5.  Colo.  Applicant's  rn>- 
resentative:  Eugene  St  M.  HamllUwi 
(same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  v^ilcle.  over  irregular  routes. 
transporting:  Frozen  vegetables,  from 
La  Junta,  Colo.,  and  points  within  five 
(5) .  miles  of  La  Junte  to  points  in 
Ariaona,  Arkansas.  CaUfomUl,  Ittebo. 
Iowa,  Kansas.  Missouri.  Montana,  Ne- 
braska. Nevada,  New  Mexico,  Oklahoma, 
Louisiana,  Oregt»i,-^Mas,  Washington, 
and  Wyoming. 

Non:  AppUcant  states  "It  controls  XTnlted 
Freight,  Inc.,  and  Inter  State  Xiprass.  Inc.. 
both  of  wbleh  are  wholly-owned  by  appU- 

cant." 

HEARING:  Mareh  30,  1962.  at  the 
Federal  Ofllce  Building,  600  South  Street, 
New  Orleans,  La.,  before  Examiner 
Lawrence  Van  Dyke.  Jr. 

No.  MC  90373  (Sub-No.  14).  filed  Jan- 
uary 12,  1962.  Applicant:  C.  It  R. 
TRUCKING  CO.,  a  corporation,  Inman 
Avenue.  Avenel.  NJ.  Applicant's  at- 
torney: LeRoy  Danziger,  334  King  Road, 
North  Brunswick.  N.  J.  Authority  aout^t 
to  operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  tranaport- 
fhg:  Petroleum  products  and  anHfreeee, 
in  containers,  from  Pettjr's  HsUnO.  N.J.. 
to  Stamford  and  Portland.  Oonn.,  and 
empty  containers  or  othor  such  inci- 
dental facilities  used  in  transporting  the 
above-described  commodities,  and  re- 
turned and  refected  commodities,  on 
return. 
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Nora:  AppUcuat  sUUs  tbat  through  lU 
president,  C.  Itoymond  Oovlno.  It  presently 
owns  and  controls  the  contract  carrier  au- 
thority held  by  W.  Hunter  Atkinson  In  MC 
100353  and  Sub  3. 

HEARING:  March  28.  1962.  at  the 
Offlces  of  the  Interstate  Commerce  Com- 
mission. Washington.  DC.  before  Ex- 
aminer James  Anton. 

No.  MC  90373  (Sub-No.  15  >,  filed  Jan- 
uary 12.  1962.  Applicant:  C.  k  R 
TRUCKING  CO..  a  corporation.  Inman 
Avenue,  Avenel.  N.J.  Applicants  at- 
torney: LeRoy  Danziger.  334  King  Road. 
North  BruMwick.  N.J.  Authority  sought 
to  operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: AMphalt.  in  bulk,  in  Unk  vehicles. 
from  Linden.  N.J..  to  Minquidale.  Del.. 
and  returned  and  rejected  shipments. 
on  return. 

Nona:  AppUeant  states  t^iat  through  its 
president.  C.  Raymond  Covlno.  It  presently 
owns  and  oontCDla  the  contract  earner  au- 
thority held  by  W.  Hunter  Atkinson  In  MC 
100383  and  Bub  3. 

HEARING:  March  28.  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission, Washington.  DC  .  before  Ex- 
aminer James  Anton. 

No.  MC  95540  (Sub- No.  400  > .  filed  Feb- 
ruary 8.  1962.  AppUeant:  WATKINS 
MOTOR  LINES.  INC.,  Albany  Highway. 
Thomasville.  Oa.  Applicant's  attorney: 
Joseph  H.  Blackshear.  Gainesville,  Ga. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Frozen  foods,  from 
Wilmington.  Del.,  to  points  in  Alabama, 
Florida,  Georgia,  Louisiana.  Mississippi. 
North  Carolina.  South  Carolina,  and 
Tennessee. 

NoTz:  Applicant  states  that  It  Is  amilated 
with  Arctic  Express.  Inc.,  thro.igh  stock 
ownership  In  Bill  Watklns.  and  W.itklns 
Motor  Lines.  Inc. 

HEARING:  February  15,  1962.  at  the 
Offlces  of  the  Interstate  Commerce  Com- 
mission. Washington.  D.C..  before  Ex- 
aminer Abraham  J.  Essrick. 

No.  MC  95627  (Sub-No.  40 > .  filed  Jan- 
uary 29.  1962.  AppUeant:  NELMS 
MOTOR  LINE.  INC..  P.O.  Box  912.  Suf- 
folk, Va.  AppUcant's  attorney:  Dale  C. 
Dillon.  1825  Jefferson  Place  NW..  Wash- 
ington 6.  D.C.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transport- 
ing: Meats,  meat  products,  meat  by- 
products, and  dairy  products,  as  de- 
scribed In  Appendix  I  to  Descriptions  in 
Motor  Carrier  Certificates.  81  M.C.C.  209, 
when  moving  under  refrigeration,  in  ve- 
iiicles  equipped  with  mechanical  refrig- 
eration. (1)  between  Smithfleld.  Va.. 
and  Wilmington,  Del..  (2)  from  Smith- 
field,  to  points  in  Delaware  and  Mary- 
land east  of  Chesapeake  Bay  and  south 
of  U.S.  Highway  40. 

HEARING:  March  30.  1962.  at  the 
Offlces  of  the  Interstate  Commerce  Com- 
mission. Washington.  DC.  before  Joint 
Board  No.  278. 

No.  MC  105461  (Sub-No.  39).  filed 
January  31.  1962.  Applicant:  HERR'S 
MOTOR  EXPRESS,  INC..  QuarryvUle. 
Pa.  Applicant's  representative:  Ber- 
nard N.  Oingerlch,  QuarryvlUe.  Pa.  Au- 
thority sought  to  operate  as  a  common 
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carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  (1)  Aluminum  fur- 
niture, wooden  furniture,  wooden  toys. 
and  tt^ooden  gates,  ironing  tables,  and 
clothes  dryers,  from  Wellsville.  N.Y.,  to 
New  York,  NY.  and  points  on  Long. 
Island.  NY.,  points  in  Pennsylvama  (ex- 
cept points  in  Chester.  Delaware.  Mont- 
j,'omery.  Philadelphia,  and  Bucks  Coun- 
ties', points  in  Delaware  'except  points 
in  New  Castle  County  >,  points  in  New 
Jersey  <  except  points  on  and  south  of 
US.  Highway  30  and  points  within  45 
miles  of  Kennett  Square.  Pa.>.  and 
points  in  Maryland  (except  point.s  lo- 
cated within  the  Washington,  DC  . 
Commercial  Zone,  as  defined  by  the 
Commission,  and  Baltimore.  Md..  and 
points  within  eight  (8)  miles  thereof). 
and  •2»  aluminum  furniture,  from 
Whitesviile,  NY.,  to  New  York.  NY.,  and 
jxjints  on  Long  Island,  N.Y..  points  in 
Pennsylvania  (.except  points  in  Chester, 
Delaware.  Montgomery.  Philadelphia, 
and  Bucks  Counties  > .  points  in  Delaware 
<  except  points  in  New  Castle  County » . 
points  in  New  Jersey  (except  points  on 
and  south  of  US.  Highway  30  and  points 
within  45  mUes  of  Kennett  Square.  Pa.) . 
and  points  in  Maryland  (except  points 
located  within  the  Washington.  DC , 
Commercial  Zone,  as  defined  by  the 
Commission,  and  Baltimore.  Md  ,  and 
points  within  eight   (8)   miles  thereof'. 

HEARING:  March  27.  1962.  at  the  Of- 
flces of  the  Interstate  Commerce  Com- 
mission. Washington,  DC  ,  before  Ex- 
aminer Edith  H.  CockriU. 

No.  MC  106644  (Sub-No.  43',  filed 
January  31,  1962.  Applicant:  SUPE- 
RIOR TRUCKING  COMPANY,  INC, 
520  Bedford  Place  NE.,  Atlanta,  Ga. 
Applicant's  attorney:  Reuben  G.  Crimm, 
1375  Peachtrec  Street  NE  ,  Suite  693, 
Atlanta  9,  Ga.  Authority  ."^cuRht  to  op- 
erate as  a  common  carrier,  by  motor  ve- 
hicle, over  irrcKular  routes,  transporting: 
Concrete  and  ivood  fibre  building  slaba. 
and  accessories  incidental  thereto  and 
moving  along  thcrcicith.  on  flatbed 
equipment,  from  the  plant  site  of  Con- 
crete Products.  Inc  ,  Brunswick.  Ga.,  to 
points  in  Alabama,  Florida.  Kentucky, 
Louisiana.  Missi.ssippi,  North  Carolina, 
South  Carolina,  Tennessee.  Massachu- 
setts. Connecticut.  Rhode  Island,  New- 
York,  New  Jersey.  Pennsylvania,  Dela- 
ware, Maryland,  Virginia,  Texas.  Arkan- 
sas. New  Mexico.  Arizona.  Oklahoma. 
Missouri.  Kansas.  Iowa.  Wisconsin,  Min- 
nesota, Illinois,  Indiana,  Michigan.  Ohio. 
West  Virginia,  and  the  District  of 
Columbia. 

HEARING:  March  26.  1962.  at  the  Of- 
flces of  the  Interstate  Commerce  Com- 
mission. Washington.  DC  ,  before  Ex- 
aminer A.  Lane  Cricher. 

No.  MC  107107  (Sub-No  195'.  filed 
February  12,  1962.  AppUeant:  ALTER- 
MAN  TRANSPORT  LINES.  INC.  P.O. 
Box  65,  Allapattah  Station,  Miami  42, 
Fla.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Frozen 
foods,  from  Charleston,  S.C,  and  Sa- 
vannah, Ga..  to  points  In  Arkansas,  lUi- 
nois.  Indiana.  Iowa,  Kansas,  Michigan. 
Minnesota.  Missouri,  Nebraska,  and 
Wisconsin. 


HEARING:  February  27.  19|2.  it  ^ 
Midland  Hotel,  Chicago,  ni..  bcfon  S 
amine  r  Hugh  M.  Nicholson. 

No.  MC  108053  (Sub-No.  tl).  ^ 
February  7.  1962.  AppUeant:  Lm5 
AUDREYS  TRANSPORTATION  JJ 
INC  .  P  O.  Box  310,  Fremont,  Nciir.  i5 
pUcant's  attorney:  Clarence  D.  tS, 
1825  Jefferson  Place  NW..  Wa«hlnct«i 
DC.  Authority  sought  to  os>eratc  m t 
common  carrier,  by  motor  vefaklc,i|w 
irregular  routes,  transporting: 
and  foodstuffs,  from  points  in 
Massachusetts,  New  Hampshire, 
Jersey,  New  York,  N.Y..  indudll^  ||| 
Commercial  Zone,  as  defined  bf  g^ 
Commission,  and  Pennsylvania  to 
in  Arizona.  California,  Colorado^ 
Iowa.  Kansas,  Minnesota,  Missouri, 
tana.  Nebraska,  Nevada.  New 
North  Dakota.  Oregon.  South 
Utah.  Washington.  Wisconsin,  ud 
oming.  and  empty  containert  or 
such  incidental  facilities  (not 
used  in  transporting  the 
specified  above,  on  return. 

NoTZ     Conunon  control  may  be  tavihii 

HEARING:  February  27,  1982,  at  tti 
Offlces  of  the  Interstate  Commerce  Onh 
mission.  Washington,  D.C,  befors  ft* 
aminer  William  K,  Royall. 

No  MC  108053  (Sub-No.  S4),  SN 
February  12,  1962.  AppUeant:  UTTU 
AUDREY  S  TRANSPORTATIOIf  00, 
INC  .  P  O.  Box  310,  Fremont,  Nebr.  Aih 
thority  sought  to  operate  as  a 
carrier,  by  motor  vehicle,  over 
routes,  transporting:  Frozen 
meats,  packinghouse  products,  and 
modities.  used  by  packinghouset,  9g  ^ 
.scribed  in  Appendix  I  of  Pi  irrljiflMi 
in  Motor  Carrier  Certificates.  El  fMl 
MC-45.  from  Denver,  Greeley,  nl 
Pueblo,  Colo  ,  to  points  In  Utah. 
New  Mexico.  Texas,  California, 
Idaho.  Wyoming.  Montana,  Washingla, 
Oregon,  and  points  in  Cimarron,  Betw, 
nnd  Texas  Counties,  Okla. 

Note;    Conunon   control  may  be  Involfil 

HEARING:    March    13,    1962,  at  tkl 
Albany    Hotel,    Denver,    Colo., 
Examiner  Charles  B.  Hehiemann. 

No  MC  110193  (Sub- No.  45), 
February  12.  1962.  Applicant:  8AII> 
WAY  TRUCK  LINES,  INC.,  4625  IPhI 
.S5th  Street.  Chicago.  HI.  ApptkaH 
f\ttorney;  HoweU  Ellis,  Suite  121Mt 
Fidelity  Building,  111  Monument  Ctli^ 
Indianapolis  4,  Ind.  Authority  sor-"*' 
operate  as  a  common  carrier,  by 
vehicle,  over  irregular  routes. 
inR:  Brick,  tile  and  refractory 
from  points  In  Lawrence  and 
Counties.  Pa.,  and  Stark.  Carroll,  tfi 
Tuscarawas  Counties,  Ohio,  to  points  ll 
Illinois. 

HEARING:  March  5.  1962.  at  the 
land  Hotel.  C^hicago,  111.,  before 
iner  Gordon  M.  Callow. 

No.  MC  110698  (Sub-No.  200). 
February  12,  1962.  Applicant: 
TANK  LINE,  INC.,  Winston  Salem 
Greensboro.  N.C.  AppUcant's 
Dale  Woodall.  9020  LaPorte  E:_ 
Houston  17.  Tex.  Authority  80ii|tf*JJ 
operate  as  a  common  carrier,  by  BMl 
vehicle,  over  irregular  routes,  tnaap^ 
ing:    Varnishes  and  resins,  in  bulk,  i 


Wtdmtday, 


February  21,  1962 


(.1*  ffltaldef,  from  VaUey  Park.  Mo.,  to 
r^lBTexM. 

'"^^.   A0Biieant  states  that  the   ci4>ital 
JJjfoi  BjdarTank  Line,  Inc.,  U  hold  by 
•"^  ■ — •— n.  Inc. 


UMARINO:  March  30.  1962,  at  the 
JS^f^Oace  BuUding.  Franklin  and 
PunStrwts.  Houston,  Tex.,  before  Kx- 
1m^  Isidore  Freidson. 

u^UC  111812  (Sub-No.  152).  filed 
-1^9,1962.  AppUeant:  MIDWEST 
JSK  TRANSPORT,  INC.,  P.O.  Box 
J^rVuion  Terminal  Building,  Sioux 
vlik.  &  Dak.  AppUcant's  attorney: 
^ZZm  l.  Stem.  924  City  National  Bank 
lS?HnT  Omaha  2,  Nebr.  Authority 
MMb(  to  operate  as  a  common  carrier, 
fnotor  vehicle,  over  Irregular  route*. 
zLn«ortini:  Frozen  foods,  and  food- 
IZJTfwm  points  in  Adams  and  Frank- 
rcwmties.  Pa.,  to  poinU  in  ArUona, 
cyUofnia,  Colorado.  Idaho.  Iowa.  Kan- 
^  Michigan.  Minnesota.  Missouri. 
ip«^na  Nebraska.  Nevada.  North 
Oikota.  Oregon,  South  Dakota.  Utah, 
y^ftiinfton.  and  Wlsccmsln. 

UMi:  Common  control  may  be  involved. 

BEARING:  March  1, 1962,  at  the  Ofll- 
eei  of  the  Interstate  Commerce  Commis- 
rion,  WMblngton.  D.C,  before  Examiner 
jobnL-Tork. 

Ma  MC  111851  (Sub-No.  4)  (COR- 
BKTION) ,  filed  December  7, 1961,  pub- 
MiiiaH  Issue  of  February  7,  1962.  imd 
iM^DUihed  as  corrected  this  issue. .  Ap- 
pllnnt:  CHARLES  H.  McCREARY.  INC., 
M  Oarfleld  Avenue,  Newark,  Ohio.  Ap- 
pUeant's representative:  Earl  J.  Thomas. 
Tbomu  BuUding.  5844-5860  North  High 
Street.  Worthlngton.  Ohio.  Authority 
■nght  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
trauporting :  Calcium  chloride.  In  bulk, 
tadump  trucks  and  in  vehicles  especially 
teifned  and  manufactured  for  the 
tnmvortatlon  of  dry  bulk  coromodltles 
from  Barberton,  Ohio,  to  points  in  Mary- 
IsixL 

Ham:  The  piirpoae  of  this  repubUeatlon  is 
to  MM  the  word  commodities  which  was  in- 
idTWtently  omitted  from  the  above  espe- 
daU7  designed  equipment. 

HEARING:  Remains  as  assigned 
Ifsreh  12,  1962,  at  the  New  Post  Office 
BoUdlDf,  Columbus,  Ohio,  before  Ex- 
•mlner  Charles  J.  Murphy. 

Mo.  MC  112020  (Sub-No.  150),  fUed 
February  7,  1962.  Api^cant:  COM- 
mRICAL  OIL  TRANSPORT.  INC.^  1030 
Stayton  Street,  Fort  Worth,  Tex.  Au- 
thority sought  to  operate  as  a  common 
eanier.  by  motor  vehicle,  over  irregular 
roates,  transporting :  Varnish  and  resiru, 
in  bulk,  in  tank  vehicles,  from  VaUey 
Park.  Mo.,  to  points  in  Texas. 

Hon:  Applicant  states  it  is  owned  and 
ooBtrolled  by  the  same  stockholden  who 
own  sad  control  Commercial  Oil  Transport 
of  Oklahoma.  Inc. 

HEARING:  March  30,  1962,  at  the 
VWeral  Office  Building,  Franklin  and 
fvain  Streets.  Houston.  Tex.,  before 
feawlner  Isadore  Freidson. 

No.  MC  113106  (Sub«No.  10),  filed 
January 31, 1962.  Applicant:  KENNETH 
K.  ZKHMAN  AND  HARRT  E.  ZBCH- 
MAN,  a  partnership,  doing  busineaa  as. 
BUTE  DIAMOND  COMPANY.  4401  East 
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Fairmont  Avenue,  Baltimore  24,  Md. 
AiKtlieant's  representative:  Bernard  N. 
Oingerlch,  QuarryvUle,  Pa.  Authority 
sought  to  <q;>6rate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Rock  salt  common  in  bulk 
and  rocfc  salt  in  bulk  treated  (anticaklng 
or  other  Ingredients  which  are  added  to 
rock  salt  for  furthering  the  usage  of 
rock  salt  tor  ice  or  snow  melting),  (1) 
between  points  in  Delaware,  Maryland, 
and  Washington.  D.C.  and  (2)  from 
points  In  Delaware,  Maryland,  .Jid 
Washington,  D.C,  to  points  in  Adams, 
Chester,  Delaware,  Franklin,  Lancaster, 
and  Yoiic  Counties,  Pa.,  points  in  Arling- 
ton, Clarke.  Culpeper,  Fairfax,  Fauquier, 
Frederick.  Oreene,  King  George.  Lou- 
doun. Madison,  Orange,  Page,  Prince 
William,  Rappahannock.  Rockingham, 
Shenandoah.  Spotsylvania,  Stafford,  and 
Warren  Counties,  Va.,  and  Berkeley  and 
Jettereon  Counties,  W.  Va. 

Hart:  i^>pUcant  states  the  proposed  opera- 
tion will  b«  restricted  to  shipments  having 
had  a  prior  movement  by  motor  carrier,  rail 
or  water  carrier. 

HEARING:  March  26, 1962,  at  the  Of- 
fices of  the  Interstate  Commerce  Com- 
mission. Washington,  D.C,  before  Exam- 
iner William  J.  Cave. 

No.  MC  113267  (Sub-No.  56)  (AMEND- 
ED) ,  filed  December  11,  1961.  published 
in  the  Fbmdul  Rbgisrh  Issue  of  Febru- 
ary 7, 1963,  republished  as  amended  Feb- 
ruary 14.  this  issue.  Applicant:  CEN- 
TRAL Ik  SOUTHERN  TRUCK  LINES. 
INC.,  312  West  Morris  Street,  Caseyville. 
HL  AiH>lieant's  representative:  Fred  H. 
Flgge  (same  address  as  applicant) .  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  tranmorting:  Meats,  meat  prod- 
ucts, meat  byproducts,  dairy  products, 
articles  distributed  by  meat  packlng- 
tiouses,  swA>  commodities  as  are  used  by 
meat  packers  in  the  conduct  of  their 
business,  vhen  destined  to  and  for  use 
by  meat  packers,  and  foodstuffs,  moving 
In  mechanically  refrigerated  vehicles,  be- 
tween points  in  Mississippi. 

Nors:  This  republication  Is  for  the  purpose 
of  removing  the  restriction  which  would 
limit  operations  to  traffic  originating  out- 
side of  ICiaslsslppl,  as  shown  In  original 
publication. 

HEARING:  Remains  as  assigned 
March  16.  1962,  at  the  Robert  E.  Lee 
Hotel,  Jackson,  Miss.,  before  Joint  Board 
No.  97.  or,  if  the  Joint  Board  waives  Its 
rii^t  to  participate,  before  Examiner 
Lawrence  A.  Van  Dyke,  Jr. 

No.  MC  114019  (Sub-No.  82),  fUed 
]^bruary  9,  1962.  Applicant:  MID- 
WEST EMERY  FREIGHT  SYSTEM, 
INC.,  7000  South  Pulaski  Road,  Chicago 
29.  ni.  Applicant's  attorney:  Clarence 
D.  Todd.  1825  Jefferson  Place  NW., 
Washingtmi  6,  D.C  Authority  sought 
to  (verate  as  a  common  carrier,  by 
motor  vehicle,  over  irregular  routes, 
transporting:  Frozen  foodstuffs  from 
Peach  Olen,  Biglerville,  and  Orrtanna, 
Pa.,  to  points  in  Arizona.  Arkansas, 
Califomla,  Colorado,  Idaho,  Iowa, 
Kanaas,  Kentucky,  Louisiana,  Michigan, 
ICinneaota.  BCississippi,  Missouri,  Mon- 
tana, Nebraska,  Nevada,  New  Mexico, 
North  Dakota,  Oklahoma,  South  Dakota, 
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Tennessee,  Texas,  Utah,  Wisconsin,  and 
Wsroming. 

Non:  Applicant  states  that  it  ooiUrols 
Little  Audrey^  Transportation,  Ine.,  Obaak- 
berland's  Bxpress.  Inc.  and  Xadependsot 
Truckers.  Inc. 

HEARING:  March  1.  1962.  at  the 
Offices  of  the  Interstate  Commerce  Gom<- 
mis^coLWashington,  D.C,  btfore  Bx- 
amin^jSlmJf-  York. 

No.  MC  115841  (Sub-No.  M>.  filed 
February  7,  1962.  Applicant:  COLO- 
NIAL REFRIGERATED  TRANSPDR* 
TATION,  INC.,  1215  Wankhfd  Sigh- 
way  West,  P.O.  Box  2169.  Birmingham. 
Ala.  Authority  sought  to  (Vierate  as  a 
common  carrier,  by  motor  rehlele,  over 
irregular  routes,  transporting:  Ffoun 
food  (when  shipped  in  the  same  yeliicle 
with  shipments  of  meats,  meat  ptoducta, 
meat  bjrproducts,  dairy  prodoBta,  and 
articles  distributed  by  meat  padddng- 
houses) .  from  Memphis,  Tom.,  to  polnta 
in  that  part  of  Alabama  north  and  weet 
of  Jackscm,  DdCalb,  Etowah.  BL  Cbdr, 
Shelby,  Bibb,  Hale.  Marengo,  and  Choc- 
taw Counties.  Ala.,  points  In  that  part  of 
Mississin>i  north  of  Clarke.  Jaq>er, 
Smith,  Simpson,  Copiah,  and  Clatztoozne 
Counties,  Miss.,  points  In  that  part  of 
Arkansas  east  of  Columbia,  Nevada,  Pflce, 
Montgomery,  Scott,  Logan.  Johnaon, 
Madison,  and  Carroll  Counties.  Ark.,  and 
points  in  that  part  of  Texmessee  weet  of 
Sumner,  Wilson,  Rutherford,  Bedford, 
and  Lincoln  Cotmties,  Tenn. 

HEARING:  March  2.  1962,  at  the 
Clarldge  Hot^  Memphis.  Tenn.,  before 
Examiner  Francis  A.  Welch. 

No.  MC  115841  (Sub-No.  101).  fUed 
February  7,  1962.  Applicant:  COIO- 
NIAL  REFRIGERATED  TRANSPOR- 
TATION, INC,  1215  Bankhead  Highway 
West,  P.O.  Box  2169,  Birmingham,  Ala. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Meats,  packlMgr 
house  products,  and  commodi^tiet  ueed  by 
packing  houses  as  described  In  Appendix 
I  to  the  report  in  Description*  in  Motor 
Carrier  Certificates,  61  M.C.C  a09  and 
766,  from  Memphis,  Tenn.,  to  points  in 
Arkansas,  Louisiana,  Mississippi.  Ala- 
bama, Georgia,  Florida,  North  Carolina, 
and  South  Carolina. 

HEARING:  March  6.  1962.  at  the 
Clarldge  Hotel,  Memphis,  Teim.,  b^ore 
Examiner  Francis  A.  Welch. 

No.  MC  116077  (Sub-No.  121).  filed 
February  12,  1962.  Applicant: 
ROBERTSON  TANK  LINES.  INC.  P.O. 
Box  9218,  6700  Polk  Avenue,  Houston, 
Tex.  Applicant's  attorney:  Tliomas  E. 
James,  Esperson  Building,  Suite  1535, 
Houston  2,  Tex.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Petroleum  and  petroleum  products, 
in  bulk,  betweoi  points  in  Nueces  County. 
Tex>|[except  f rcmi  Bishop,  Tex.) .  on.  the 
one  hand,  and,  on  the  other,  points  In 
Califomla. 

HEARING:  March  29,  1962,  at  the 
Federal  Office  Building.  Franklin  and 
Faimin  Streets.  Houston.  Tex.,  before 
Examiner  Isadore  Freidson. 

No.  MC  118130  (Sub-No.  5).  filed 
February  5.  1962.  Applicant:  BENJA- 
MIN M.  HABCRICK.  doing  bualneas  as 
BEN  HAMRt&K,  1208  Jones  Street,  Fort 
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Worth.  Tex.  Applicant's  attorney:  M. 
Ward  Bailey.  Continental  Life  Building, 
Tort  Worth  2.  Tex.  Authority  sought  to 
operate  aa  a  common  carrier,  by  motor 
v^iiele.  over  irregular  routes,  transport- 
ing: Bananas,  on  stalks,  in  bags,  and  in 
boxec.  from  Houston.  Tex.,  to  points  in 
Minnesota,  Iowa.  Missouri,  Arkansas. 
Louisiana.  Texas.  Oklahoma.  Kansas. 
Nebraska.  South  Dakota,  North  Dakota. 
Montana.  Wyoming,  Colorado.  New  Mex- 
ico, Arizona,  Utah,  Idaho,  Washington. 
Oregon,  Nevada.  California.  Ohio.  Ten- 
nessee, West  Virginia.  Wisconsin,  Ala- 
baoia,  Georgia.  Illinois,  Indiana.  Ken- 
tucky, Michigan,  and  Mississippi,  and 
exempt  commodities,  and  rejected  ship- 
Toents.  on  return. 

HEARING:  March  26,  1962.  at  the 
FMIeral  Office  Building,  Franklin  and 
Fannin  Streets.  Homton,  Tex  .  before 
Examiner  Isadore  Preidson. 

No.  MC  118168  (Sub-No.  4»  (AMEND- 
MENT), filed  November  20.  1961.  pub- 
lished issue  of  December  20.  1961. 
amended  December  22.  1961.  and  re- 
published as  amended  January  4.  1962. 
and  republished  as  further  amended  this 
issue.  Applicant:  MARQUIS  REFRIG- 
ERATED LINES.  INC..  Findley  and  Belt- 
line  Road.  Irving.  Tex.  Applicants 
attorney:  M.  Ward  Bailey.  807  Conti- 
nental Life  Building.  Fort  Worth  2.  Tex. 
Authority  sotight  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Potato 
products  not  frozen  and  frozen  foods. 
from  points  In  Oregon.  Idaho.  Utah,  and 
Washington,  to  points  in  New  Mexico. 
Texas,  Louisiana,  Arkansas,  and  Okla- 
homa, and  exempt  commodities,  on 
return. 

Notb:  The  purpose  of  this  further  re- 
publication U  to  add  the  state  of  Wi-shlng- 
ton  as  an  origin  sute 

CONTINUED  HEARING  Febiuar>-  22, 
linra,  at  the  Continental  Denver  Hotel, 
Valley  Highway  at  Specr  Exit,  Denver. 
Colo.,  before  Examiner  Donald  R 
Sutherland. 

No.  MC  118898  (Sub-No  6> .  CORREC- 
TION) ,  fUed  October  23.  1961.  published 
Fbbbsal  Rsoistkr  issue  of  February  7. 
1962.  corrected  February  12.  1962.  and 
republished  as  corrected  this  Issue.  Ap- 
plicant: T.  P.  TRUCKING  COMPANY. 
INC..  1489  Grady  Avenue.  Yazoo  City. 
Miss.  Applicant's  attorney:  Rubel  L. 
Phillips.  Deposit  Guaranty  Bank  Build- 
ing, Jackson.  Miss.  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  Irregular  routes,  tran.sport- 
ing:  Fiber  roof  deck,  from  the  plant  site 
of  Fireproof  Products  of  Mississippi.  Inc  . 
near  Terry,  Miss.,  to  points  In  Alabama. 
Louisiana.  Arkansas,  points  in  Tennessee 
West  of  the  Tennessee  River,  and  points 
in  Texas  East  of  U.S.  Highway  69.  RE- 
STRICTION: The  applicant  states  that 
"the  above  transportation  is  to  be  limited 
to  a  service  performed  under  a  con- 
tinuing contract  with  Fireproof  Products 
of  Mississippi.  Inc..  Terry.  Miss  " 

NoTs:  The  purpose  of  this  republication  la 
to  correct  the  "error"  In  the  commodity 
description  as  wsU  as  the  destination  terri- 
tory as  published  previously,  to  read  a« 
shown  above. 
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HEARING:  Remains  as  assigned 
March  14,  1962.  at  the  Robert  E.  Lee 
Hotel.  Jackson,  Miss.,  before  Examiner 
Lawrence  A.  Van  Dyke.  Jr. 

No.  MC  119507  (Sub-No.  9)  (COR- 
RECTION), fUed  December  14,  1961. 
published  in  the  Fxdkral  Rxcister  issue 
of  February  7.  1962,  republished  as  cor- 
rected this  issue.  Applicant:  CRAUN 
TRANSPORTATION.  INC.  Emma 
Street,  Bcttaville,  Ohio.  Applicants 
attorney:  Taylor  C.  Burneson.  3430 
LeVeque-Lincoln  Tower.  Columbus  15, 
Ohio.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  d)  Re- 
fractory products  from  Maple  Grove. 
Ohio,  and  points  within  two  miles  there- 
of, to  points  In  Miciiigan  i  except  points 
in  the  southeastern  part  of  Michigan 
which  are  on  or  east  of  U.S.  Highway  23 
and  on  or  south  of  Michigan  Highway 
59'.  points  in  Indiana  (except  Port 
Wayne.  Kokomo.  and  points  in  the 
Chicago.  111.  Commercial  Zone  as  de- 
fined by  the  Commission),  points  in 
WisconJin.  and  points  in  Mercer.  Law- 
rence. Butler.  Beaver,  and  Allegheny 
Counties.  Pa.;  and  (2>  pallets,  skids. 
and  shipping  containers  used  in  the 
transportation  of  refractory  products, 
from  points  in  the  above-specified  desti- 
nation territory  to  Maple  Grove.  Ohio, 
and  points  within  two  miles  thereof. 

Note  Tlie  purpose  of  this  republlcitlon  is 
to  delete  '(neiir  GarrettsvUle ) "  following 
•  Maple^rove".  shown  In  error  as  originally 
published 

HEARING:  Remams  as  assigned, 
March  15,  1962.  at  the  New  Post  Office 
Building.  Columbus.  Ohio,  before  Ex- 
aminer Charles  J.  Murphy. 

No.  MC  119577  (Sub-No.  4».  filed 
February  5.  1962.  Applicant:  TERRY 
TRUCKING  SERVICE.  INC  .  P.O.  Box 
502.  R.R.  No.  3,  Ottawa.  111.  Applicant's 
representative:  William  J.  Monheim 
( same  address  as  applicant ) .  Authority 
sought  to  operate  as  a  cominon  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Salt,  from  La  Salle  and 
Chicago.  111.,  to  points  in  Wisconsin. 

HEARING:  March  14,  1962.  at  the 
Midland  Hotel,  Chicago,  111.,  before  Joint 
Board  No.   17. 

No.  MC  119702  I  Sub-No.  5>,  filed 
September  22.  1961.  Applicant:  STAHLY 
CARTAGE  CO..  a  corporation.  130a 
Hillsboro  Avenue,  Edward.sville.  111. 
Applicant's  attorney:  Mack  Stephen.son. 
208  East  Adams  Street,  Springfield,  111. 
Authority  souRht  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Petroleum 
and  petroleum  products,  fertilizer  and 
fertilizer  solutions  including,  but  not 
limited  to  anhydrous  ainmonia.  in  bulk, 
in  tank  vehicles,  from  Pekln,  111  .  and 
points  within  5  miles  thereof,  to  points 
in  Missouri,  Iowa.  WLscon.sin,  and 
Indiana. 

HEARING:  March  14,  1962.  at  the 
Midland  Hotel.  Chicago.  Ill .  before  Ex- 
aminer Armin  G.  Clement. 

No.  MC  119934  (Sub-No  40'.  filed 
February-  12,  1962  Applicant:  ECOFP 
TRUCKING.  INC .  825  East  Broadway. 
Fortvllle.  Ind  Applicant's  attorney: 
Robert  C    Smith.  618  Illinois  Building. 


Indianapolis  4.  Ind.  Authority 
to  operate  as  a  common  carrier, 
tor  vehicle,  over  irregular  routca, 
porting:  Sulphur,  molten,  ta  »«*%^ 
tank  vehicles,  from  Marseillea,  ^Lw 
points  within  five  (5)  miles  thotiNf^ 
points  in  Indiana. 

HEARING:    March    15,    1M3,  n  ^ 
Midland  Hotel,  Chicago,  111., 
Board  No.  21. 

No  MC  123988  (CORRECTIOM),^ 
October  17.  1961,  published  TtnoM||? 
1962.  and  republished  as  rnrrcii  lit  (S 
issue.  Applicant:  HAROLD UBqS 
MAN.  WILLIAM  WILLIS  BQQBB 
THOMAS  G  POWELL,  ANdEjJ 
EVANS,  a  partnership,  doing  ln^i^ 
as  SHERMAN  AND  BODDIX.  IMuE 
lege  Street.  Oxford.  N.C.  A| 
attorney:  John  R.  Jordan,  Jr., 
First  Citizens  Bank  Bulldlnv. 
N.C.  In  previous  publication  Id  Bi^i 
Dalvan.  Wis.,  was  misspelled.  TlHii^ 
rect  spelling  is  Delavan.  TKHs. 

HEARING:  Remains  as  tmttUi 
March  5,  1962,  at  the  U.S.  Ccnii  9tm 
Uptown  P.O.  Building,  Raleltfli,  kq, 
before  Examiner  A.  Lane  Cricher. 

No  MC  124181,  filed  January  St,  UH 
Applicant:  JOSEPH  GENOVA, 
Road.  WUUamstown,  NJ. 
representative:  George  A.  Olsen. 
nele  Avenue.  Jersey  City  6,  HJ, 
thority  sought  to  operate  as  a 
carrier,  by  motor  vehicle,  over 
routes,  transporting:  *Canne4 
from  WUUamstown,  N.J.,  to  Nev 
Buffalo.  Albany,  Schenectady, 
and  Canandaigua,  NY..  Phi)a4i||||^ 
Wilkes  Barre,  and  Scranton,  Pa., ! 
more,  Md  ,  and  Washington,  DC 

Note:  Applicant  st&tes  the  proposed 
tton   will   be    under   a  continuing 
with  Violet  Packing  Company  of 
burp.  N.J. 

HEARING:  March  23,  1962,  at  the  (X- 
fices  of  the  Interstate  Coounertc  Om 
mission.  Washington.  D.C..  before  fr 
amincr  Gordon  M.  Callow. 

Applications  in  Which  Handlbic  WB* 
OUT  Oral  Hearing  is  RsQUBtn 

MOTOR    CARRIERS    OF    PROPRTT 

No  MC  56082  (Sub-No.  41),  M 
February  8,  1962.  Applicant:  DAVBI 
RANDALL.  INC.,  Chautauqua  Bai 
Predonia.  NY.  Applicant's  attflHUy 
Albert  J.  Tener.  Bank  of  JauiUtlMi 
Buildinsr.  Jamestown.  NY.  Autfaortt 
sought  to  operate  as  a  common  etniM, 
by  motor  vehicle,  over  irregular  roih^ 
transporting:  Malt  beverages  sxf  ii^ 
vcrtising  materials,  from  Cumb 
Md  ,  to  points  In  Michigan,  and 
containers  or  other  stLch  incidenMt^ 
cihties  'not  specified >  used  In 
portin;^  the  commodities  specified 
on  return. 

No  MC  72444  «Sub-No.  14).  filed 
ruaiT  7.  1962.  Applicant :  THE  AKRGJ 
CHICAGO  TRANSPORTA'nON 
PANY.  INC.  1018  Triplett 
Akron  6.  Ohio.  Applicant's 
R  W.  Duff  (same  address  as  ap 
Authority  sought  to  operate  as  a  ••► 
mon  carrier,  by  motor  vehicle,  owrnP* 
lar  routes.  traa^Torting :  General  tt^ 
modifies  (except  those  of  unusual 
Classes  A  and  B  explosives. 
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wginttday,  February  21,  1962 

a.  defined  by  the  Commlasioa. 
jHHtm  in  butt,  and  tliose  requiring 
"^jTy^Hmnent) ,  between  Ctnrinnati. 
JSd^uid  junction  U.S.  Highways  41  and 
27t  Beherenrlllc,  Ind.;  from  Cindn- 
ii  of«r  VS.  Highway  S2  to  Intersec- 
2Ij  indf*"*  Highway  100  near  indi- 
ZaodOt.  Ind..  thence  northwesterly  over 
SZTnTaghway  100  around  IndlanaiH 
TTTjuxKUon  U.S.  Highway  62.  thence 
Btftti  over  U.8.  Highway  52  to  Junction 
^tfstate  Highway  65,  thence  northerly 
MaT  interstate  Highway  65  to  Junction 
0?  Highway  52  near  Lebanon.  Ind., 
iitmt»  north  over  UjB.  Highway  52  to 
Cotton  u.a  Highway  41  at  Kentland, 
fcS^  thsnce  north  over  U£.  Highway  41 
Jptanetion UJ3.  Highway  30  at  Scherer- 
•Obl  and  return  over  the  same  route. 
npHy  no  intermediate  or  off-route 
mfMA,  as  an  alternate  route  for  apcnl- 
^weffivenlence  only  in  connection  with 
Hiplleant's  presently  authorized  regu- 
ter-roote  operations. 

no  MC  109478  (Sub-No.  48) .  filed  Feb- 
(fMiy  9.  1002.  Applicant:  WORSTER 
ItonOR  LINES,  INC.,  East  Main  Road, 
BJ>  Na  1.  North  East.  Pa.  Applicant's 
gtloraey:  William  W.  Knox,  23  West 
Itth  Street,  Erie,  Pa  Aifthorlty  sought 
to  aiwr*te  as  a  common  carrier,  by  motor 
nblBle,  over  Irregtdar  routes,  transport- 
1m:  Btibv  supplies,  from  the  site  of  Ger- 
bv  Products  Company  plant  at  Ro- 
flberter,  N.Y.,  to  Boston,  Pall  River.  New 
Bedford,  and  Taunton.  Mass..  Provi- 
tnoe.  RJ.,*  and  points  in  Maine,  New 
Bttniwbire.  Vermont,  Pennsylvania, 
Oblo,  New  Jersey,  West  Virginia,  and 
potnte  in  the  New  York.  N.Y.,  Conuner- 
dal  Zone,  as  defined  by  the  Conmilssion. 

Na  MC  112020  (Sub-No.  151).  fUed 
Mmary  9,  1962.  Apidlcant:  COM- 
MBtCIAL  OIL  TRANSPORT.  INC., 
ItN  8tayt(m  Street,  Fort  Worth,  Tex. 
Aotbority  sought  to  operate  as  a  com- 
■oa  oorrter.  by  motor  vehicle,  over  Ir- 
reitdar  routes,  transporting :  Animal  and 
nteteble  oils  and  fats  and  blends  there- 
of, ineluding  hydrolyzed  fats,  in  bulk,  in 
tuk  vdiicles,  from  St.  Louis,  Mo.,  to 
polnti  In  Alabama. 

Itoti:  Applicant  states  that  it  la  owned 
aad  eontrolled  by  the  lame  stockholders 
Ikat  own  and  control  Commercial  Oil  Trans- 
port c€  OklalKMna.  Inc.  | 

No.  MC  124067  (Sub-No.  2).  filed 
Wbmary  8,  1962.  Applicant:  CAPITAL 
Cnr  EXPRESS,  inc.  1947  Oorgas 
Street,  Montgomery,  Ala.  Authority 
loaiht  to  operate  as  a  contrtict  carrier, 
\9  motor  vehicle,  over  irregular  routes, 
truMporting:  General  commodities  (ex- 
M|it  Classes  A  and  B  explosives,  o(Mn- 
■odities  in  bulk,  commodities  of  unusual 
nliM,  household  goods  as  defined  by  the 
Ooauniislon,  and  commodities  requiring 
VMlal  equipment),  from  points  ta 
lortda,  Qeorgia.  Mississippi,  Soutb 
Ovoiina.  North  Carolina,  Tennessee, 
Wot  Virginia,  Kentucky,  Pezmsylvania, 
•ad  the  District  of  Columbia,  to  Attalla, 
Qadaden,  and  Mobile,  Ala. 

*oa:  Applicant  states  that  the  oommodi- 
■■  Vselfled  above  are  those  declared  sun^us 
•T  ths'UB.  Oovemment. 
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No.  liC  134U2.  filed  February  12, 1962. 
AppUeanfc:  IdTCHELL  TRANSPORT, 
INC.,  11700  Shaker  Boulevard,  Cleveland 
20,  Ohio.  Ax»plicant's  attorney:  Roland 
Rice,  Suite  618,  Perpetual  BuUdlng.  1111 
E  Street  NW.,  Washington  4,  D.C.  Au- 
thorl^  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Cement,  from  the 
plant  site  of  the  Lehigh  Portland  Cement 
Company  at  or  near  Mitchell  (Lawrence 
County),  Ind.,  to  points  in  Ohio,  Ken- 
tudky,  and  IlUnois  within  200  miles  of 
the  plant  site  of  Lehigh  Portland  Cement 
Company  at  or  near  Mitchell,  Ind.,  and 
rejected  and  returned  shipments  of  the 
lUMyve-specifled  co^unodlties.  on  return. 

Notb:  AK>licant  states  it  holds  contract 
authority  under  MC  114036  to  transport 
cement,  therefore,  dual  operations  may  be  in- 
volved. Aj^lleant  also  states  common  con- 
trol may  be  Involved. 

MOTOB  CARRIERS  OF  PASSENGERS 

No.  MC  1501  (Sub-No.  264) .  filed  Feb- 
ruary 5,  1962.  Applicant:  THE  GREY- 
HOUND CORPORATION,  140  South 
Dearborn  Street,  Chicago,  HI.  Appli- 
cant's attorney:  Robert  J.  Bernard  (same 
address  as  applicant) .  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  regular  routes,  transport- 
ing: Passengers  and  their  baggage,  in 
the  same  vehicle  with  passengers,  (1) 
from  the  interchange  of  UJS.  Highway  41 
and  Interstate  Highway  94  near  the  Wis- 
consin-Illinois State  line  over  Interstate 
Highway  04  to  the  interchange  of  Inter- 
state Highways  94  and  294,  thence  over 
Interstate  mghway  294  to  its  Inter- 
^;hange  with  Illinois  Highway  1-A,  and 
return  over  the  same  route,  serving  no 
intermediate  points,  (2)  from  the  Junc- 
tion of  Interstate  Highway  94  and  Illi- 
nois Highway  22.  over  Illinois  Highway 
22  to  its  junction  with  Illinois  Highway 
83,  thence  over  Dllnols  Highway  83  to  its 
Jimctlon  with  Illinois  Highway  53,  thence 
over  niinols  Highway  53  to  its  Junction 
with  TJB.  Highway  14,  thence  over  U.S. 
Highway  14  to  Wilke  Road,  thence  over 
Wilke  Road  to  Arlington  Park  Race 
Track,  wad  return  over  the  same  route, 
serving  no  intermediate  points,  and  (3) 
from  the  interchange  of  Interstate  Hlgh- 
wasrs  294  and  90,  over  Interstate  High- 
way 90  to  and  over  city  streets  to  Haw- 
thorne Race  Track  in  Cicero,  HI.,  and 
return  over  the  same  route,  serving  the 
intermediate  point  of  Sportsman's  Park, 
Cicero,  Hi. 

No.  MC  59238  (Sub-No.  49),  filed 
February  6. 1962.  Aiq;>Ucant:  VIRGINIA 
•STAGE  IJNES.  INCORPORATED,  114 
pymrth  Street  SE.,  Charlottesville,  Va. 
Api^cant's  att(Miiey:  Raymond  H. 
Warns.  Court  Square  Building.  Char- 
lottesviile,  Va.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor 
vehicle,  over  regular  routes,  transport- 
ing: Possemrers  and  their  baggage,  and 
expreu,  maU  and  newspapers  In  the  same 
vehicle  with  passengers,  between  Junc- 
tion VB.  Hit^way  29  and  U.S.  Highway 
50,  and  Washington,  D.C;  from  Junction 
TJB.  BIfhway  29  and  UJS.  Highway  50, 
over  n.S.  Hitliway  50  to  Jmicticm  Wash- 
ington Boulevard,  thmce  over  Washing- 
ton Boulevard  to  Junction  U.S.  Highway 
1,  thence  over  U.S.  Highway  1  to  Wash- 
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ington,  D.C,  and  return  mee  the 
route,  serving  afi  intermediate  points. 

Non:  AppUcant  states  the  proyowd  op- 
eration Is  subject  to  the  restrteOon  ttiaS  no 
passengers  will  be  transported  wliose  snSlre 
Journey  is  between  intermadlata  points  on 
the  propoeed  route  or  between  siieh  points 
and  Washington.  D.C.  Appltoant  fortlMr 
states  it  now  holds  alternate  route  authority 
over  the  proposed  route  whVdi  aathortty 
applicant  will  seek  to  revoke  ■hoOld  tbe 
instant  application  be  granted. 

Nonce  or  Filino  or  Pktiitxoms 

No.  MC  147M  (Sub-Na  9)  (PETI- 
TION), dated  February  1.  1962.  Peti- 
tioner :  GREYHOUND  VAN  LINES,  INC. 
57  West  Grand  Avenue,  Chicago,  HL 
Petitioner's  attorney:  D.  W.  Marifcham, 
2001  Massachusetts  Avenue  NW.,  Wash- 
ington 6.  D.C.  By  G4>idication  (BMC-78) 
filed  August  14,  1961,  i4>pUcant  sought 
authority  as  follows:  "To  operate  as  a 
common  carrier,  by  motor  vehiide,  over 
irregular  routes,  transporting:'  House- 
hold goods  as  defined  by  the  Interrtate 
0(»nmerce  Commission  in  Proefioet  of 
Mbtor  Common  Carriers  of  HouwehaUL 
Goods,  17  M.CC.  467;  between  points  in 
California,  New  Mexico,  Oklahoma,  and 
Texas,  with  the  ri«3it  to  tack  said  au- 
thority to  applicant's  other  operating 
authority  and  with  the  right  to  traverse, 
for  openJttDg  purposes  only,  the  States 
of  Arizona.  Nevada,  and  Wyoming  in 
connection  with  applicant's  othw  au- 
thorized (^>eratk>ns."  By  petition  dated 
February  1, 1962,  it  seeks  leave  to  amend 
the  above  description  so  as  to  read  as 
follows:  "Between  points  and  places  in 
the  38  States  and  the  District  of  Colum- 
bia (betwem  whlch^MPUcant  presmtly 
has  such  authority >7oalUomia,  Idaho, 
Montana,  New  Mexico,  Oregon,  Utah, 
and  Washington."  Petitioner  states  that 
the  purpose  of  the  amendment  is  to 
clarify  the  soope  and  intent  oi  the  i^ipU- 
cation.  The  petition  also  indudes  a  re- 
quest for  postponement  of  the  hearing 
assigned  Febniary  27, 1962.  Any  person 
or  persons  desiring  to  participate  in  this 
proceeding,  may  file  an  anwopriate 
pleading  within  30  days  from  the  date  of 
this  publication  in  the  FEoaasL  RaaoROt. 

No.  MC  115873  (PETITION  TO  MOD- 
IFY OPERATINO  AUTHORITT) .  dated 
November  29,  1961.  Petitioner:  HAR- 
OLD WAGGONER  k  COMPANY,  lOS 
Westminster  Drive,  ColllnsvlUe.  Ind.  By 
petition  dated  November  29.  1961,  peti- 
tioner states  that  it  presently  transports 
liquid  chemicals,  in  built,  in  tank  ve- 
hicles, pursuant  to  authority  in  tlie 
above-numbered  permit  authorising  the 
transportation  of  commodities  desig- 
nated as  follows:  "Liquid  Chemicals,  in 
bulk,  in  tank  vehicles,  as  described  in 
Maxwell  Company.  Extension — ^Addy- 
ston,  63  MCC  677,  etc.^'.  as  a  cuitract 
carrier.  Petitioner  requests  the  author- 
ity be  modified  so  as  to  read:  "liquid 
chemicals,  in  bulk,  in  tank  vehicles"  and 
that  the  tranqwrtation  of  liquid  ehemi-. 
cals  be  the  same  as  that  in  MC  109637 
Sub.  74,  Southern  Tank  Lines,  Ine..  Ex- 
tension. St.  Bernard,  Ohio."  Any  per- 
son or  persons  desiring  to  oppose  the 
relief  sought,  may,  within  SO  days  from 
the  date  of  this  repum|pation  In  the  Fkd- 
KRAL  Reoistkr,  file  an  i^^propriate 
pleading. 
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Applications  Umskk  Sictions  5  amo 
aiOa<b) 

The  foUowlnc  appUcatiotu  are  gov- 
erned by  the  Interstate  Commerce  Com- 
miaston'B  special  rules  governing  notice 
of  filing  of  applications  by  motor  carriers 
of  prwerty  or  passengers  under  section 
5(a)  and  210a(b}  of  the  Interstate  Com- 
merce Act  and  certain  other  proceedings 
with  respect  thereof  (49  CPR  1.240). 

MOTOR  CABBIIRS  OF  PROPERTY 

No.  MC-P-7945  (GREYHOUND  VAN 
LIKES.  INC.  —  PURCHASE  '  POR- 
TION)—CONSOLIDATED  FREIGHT- 
WATS  CORPORATION  OP  DELA- 
WARE. LOUIS  J.  JOHNSON  AND  RAY- 
MOND W.  JOHNSON  AND  IDA  B. 
COUBY  AND  JAMES  R.  COUEY  • .  <  PE- 
TITION), dated  February  1.  1962.  See 
notice  of  filing  of  Petition  published  un- 
der Docket  No.  MC  14786  < Sub-No  9». 
this  Issue. 

No.  MC-F-8077.  Authority  sought  for 
purchase  by  TRANS-AMERICAN  VAN 
SERVICE.  INC..  7540  South  Western 
Avenue.  Chicago  20.  ni.,  of  the  operat- 
ing rights  of  E.  J.  COLLINS,  an  Indi- 
vidual, doing  business  as  A  It  B  MOVING 
AND  STORAGE.  8918  Winner  Road.  In- 
dependence. Mo.,  and  for  acquisition  by 
JOHN  J.  RAPP.  also  of  Chicago.  111.,  of 
control  of  such  rights  through  the  pur- 
chase. Applicants'  attorneys:  Kretsin- 
ger  k  Kretslncor.  Suite  510  Professional 
Building.  Kansas  City  6.  Mo.  Operating 
rights  sought  to  be  transferred:  House- 
hold goods,  as  defined  by  the  Commis- 
sion, as  a  common  carrirr  over  irregular 
routes  between  Kansas  City.  Mo  .  and 
points  within  25  miles  thereof,  on  the 
one  hand.  and.  on  the  other,  points  in 
Missouri.  Iowa.  Nebraska,  and  Kansas, 
between  Panora.  Iowa,  and  points  within 
20  miles  thereof,  on  the  one  hand.  and.  on 
the  other,  points  In  Illinois  and  Missouri, 
between  Des  Moines,  Iowa,  and  points 
within  80  miles  thereof,  on  the  one 
hand.  and.  on  the  other,  points  in  Illi- 
nois. Kansas.  Minnesota.  Nebraska. 
Oklahoma,  South  Dakota,  and  Wiscon- 
sin, between  Tulsa.  Okla..  and  points 
within  35  miles  of  the  center  of  said 
city,  on  the  one  hand.  and.  on  the  other. 
points  In  Oklahoma.  Kansas.  Arkansas. 
Missouri,  and  Texas,  and  between  points 
In  Nebraska,  Kansas,  and  certain  points 
In  Iowa,  on  the  one  hand.  and.  on  the 
other,  points  In  Nebraska.  Kansas.  Iowa, 
Missouri,  Colorado,  Arkansas.  Oklahoma, 
Texas,  Minnesota,  Wisconsin.  Illinois, 
Kentucky,  Georgia,  Virginia.  North  Car- 
olina. Ohio,  Pennsylvania,  New  Jersey, 
Maryland.  Massachusetts.  New  York. 
Tennessee,  and  the  District  of  Columbia. 
household  goods  and  emigrant  movables. 
between  points  in  Iowa,  on  the  one  hand, 
and.  on  the  other,  certain  points  in  Mis- 
souri, and  points  in  Minnesota.  Nebraska. 
Indiana,  and  Illinois,  canned  goods,  from 
Sleepy  Eye.  Minn.,  and  Rochelle,  111.,  to 
Omaha.  Nebr..  radiators,  steam,  and 
steam  radiator  parts,  from  Edwardsville. 
III.,  to  Omaha,  Nebr..  and  oil  and  grease 
in  containers,  from  Cleveland.  Ohio,  to 
Omaha,  Nebr.  Vendee  is  authorized  to 
operate  as  a  common  carrier  in  all  states 
and  the  District  of  Columbia.  Applica- 
tion has  been  filed  for  temporary  author- 
ity under  section  2 1  Oa  ( b  > . 


NOTICES 

No.  MO-P-8078.  Authority  sought  for 
purchase  by  P.  P.  NIELSON,  IVAN  R. 
NIELSON,  WILLIS  F.  NIEUBON,  and 
LARS  P.  NIELSON,  a  partnership,  doing 
business  as  ARIZONA  SALES  COM- 
PANY. 116  West  Fourth  Avenue,  Mesa. 
Ariz.,  of  a  portion  of  the  operating  rights 
of  KENISON  TRUCKING,  INC.,  1975 
South  1045  West.  Salt  Lake  City.  Utah. 
Applicants'  attorney:  Lynn  S.  Richards. 
Richards,  Bird,  and  Hart.  716  Newiiouse 
Building,  Salt  Lake  City.  Utah.  Operat- 
ing rights  sought  to  be  tran.sferred:  Dry 
fertilizer,  in  bags  and  in  bulk,  as  a  con- 
tract carrier  over  irregular  routes  from 
Garfield.  Utah,  to  points  in  Arizona  on 
and  south  of  U.S.  Highway  70.  RE- 
STRICTION: The  service  authorized 
above  is  limited  to  a  transportation  serv- 
ice to  be  performed  under  a  continuing 
contract  or  contracts,  with  Western 
Phosphates.  Inc  .  of  Garfield.  Utah,  and 
from  Geneva.  Utah,  to  points  in  Arizona 
on  and  south  of  US.  Highway  70.  RK- 
STRIcnON:  The  service  authorized 
immediately  above  is  limited  to  a  trans- 
portation service  to  be  performed  under 
a  continuing  contract,  or  contracts,  with 
Columbia-Geneva  Steel  Division.  United 
States  Steel  Corporation,  of  Geneva, 
Utah.  Vendee  is  authorized  to  operate 
as  a  common  carrier  in  California  and 
Arizona.  Application  has  not  been  filed 
for  temporary  authority  under  section 
210aibi. 

No  MC-P-8079.  Authority  soueht  for 
purchase  by  MARTIN  TRANSFER  AND 
STORAGE  CX)MPANY,  1138  North  Cald- 
well Street,  Charlotte,  N.C  ,  of  a  portion 
of  the  operating  rights  of  W.  M.  LAS- 
SITER  and  C  C.  LASSITER.  a  partner- 
ship, doinK  business  as  CITY  TRANS- 
FER AND  STORAGE  COMPANY,  145 
West  High  Street,  High  Point,  N.C  .  and 
for  acquisition  by  ELMER  V.  MARTIN, 
1138  N  Caldwell  Street.  Charlotte,  NC  . 
BILLIE  N.  MARTIN.  3020  Simpson  Drive. 
Charlotte.  NC  ,  and  GEORGE  H.  MAR- 
TIN, 1001  Dolley  Drive,  Charlotte,  N.C  , 
of  control  of  such  rights  through  the 
purchase  Applicants'  attorneys:  Hen- 
derson k  Henderson,  521  Law  Building, 
Charlotte.  N.C.  Operating  right.*;  .sought 
to  be  transferred:  Meats,  as  a  common 
carrier  over  regular  routes  from  Greens- 
boro, NC,  to  Albermarle,  N.C.  serving 
the  intermediate  pomt  of  Lexington, 
NC.  and  to  all  others,  restricted  to  de- 
livery only,  household  goods,  as  defined 
by  the  Commission,  over  irregular  routes 
between  point.';  in  North  Carolina,  on  the 
one  hand,  and.  on  the  other,  point.s  in 
South  Carolina  and  Virginia,  and  be- 
tween points  in  Virginia,  on  the  one" 
hand.  and.  on  the  other,  points  in  South 
Carolina,  new  furniture,  between  Lex- 
ington. N.C.  on  the  one  hand.  and.  on 
the  other.  Martinsville.  Bassetts.  and 
Galax.  Va  .  and  from  Lexington,  N  C  ,  to 
points  in  South  Carolina,  and  panels  and 
plynood,  between  Lexington,  NC,  on 
the  one  hand,  and.  on  the  other,  Mar- 
tinsville. Bassetts,  and  Galax,  Va. 
Vendee  holds  no  authority  from  this 
Commissiori.  However,  it  is  affiliated 
with  UNITED  VAN  LINES,  INC.,  7808 
Maplewood  Industrial  Court,  P.O.  Box 
3430.  Maplewood  17,  Mo  ,  which  is  au- 
thorized to  operate  as  a  common  carrier 
in  48  States  and  the  District  of  Columbia. 
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Application  has  not  been  filed  for 
porary  authority  under  section 

No.  MC-F-8080.  Authority 
purchase  by  MARTIN  TRANSTB 
STORAGE  CX>MPANY.  1138  North 
well  Street,  Charlotte,  N.C,  at  tin 
ating  rights  of  SHAW  MOVmo 
STORAGE.  INCORPORATED,  PXX 
84.  Salisbxiry,  N.C,  and  for 
by  ELMER  V.  MARTIN.  113| 
Caldwell  Street.  Charlotte,  N.C 
N.  MARTIN,  3020  Simpson  Drlv«. 
lotte,  NC.  and  GEORGE  H 
1001  Dooley  Drive.  Charlotte.  HjC^ 
control  of  such  rights  through  tin  ** 
chase.  Applicants  attorneys 
son  L  Henderson,  521  Law 
Charlotte.  N.C.  Operating  rlgt^ 
to  be  transferred:  Housetiold  gt 
defined  by  the  Commission  as  a 
carrier  over  irregular  routes 
points  in  North  Carolina,  on  tht  |£ 
hand.  and.  on  the  other,  points  Infhib 
ida.  Georgia.  South  Carolina,  TcoMni 
Virginia.  West  Virginia,  Maryland, nmf 
sylvania.  Ohio,  New  Jersey.  New  Jsi^ 
and  the  District  of  Colmnbia.  Ytmt^ 
holds  no  authority  from  this  Oan^ 
sion.  However,  it  Is  *w'"fitM  ij|| 
UNITED  VAN  LINES,  INC.,  7801  "^^ 
wood  Industrial  Court.  P.O 
Maplewood  17,  Mo.,  which  Is  aui 
to  operate  as  a  common  carrier  tu  # 
states  and  the  District  of  Columbia.  ||» 
plication  has  not  been  filed  for ' 
authority  under  section  210a(b) 

No.  MC-F-8081.  Authority 
control  by  ARTHUR  DeBEVOIBK,  Qi^ 
Bevoi.se  Building,  Bayside.  N.Y.,  of 
COURIERS.  INC.,  601  Broadway. 
nati,  Ohio.  Applicant's  attorneys 
K  Knudson,  1821  Jefferson  Pises  Mt^ 
Washington  6,  D.C..  and  J.  K.  "' 
DeBevoise  Building.  Bayside,  NT. 
ating  rights  .sought  to  be  controlled:  li» 
thority  applied  for  in  appUcattaD 
December  29.  1961,  in  Docket  Ho. 
124088  Sub-1.  to  transport  as  a 
carrier  over  irregular  routes, 
and  processed  film  and  prints, 
mentary  replacement  film, 
dealer  handling  supplies  and  ad' 
literature  movmg  therewith  ( 
motion  picture  film  used  primar&f 
commercial  theatre  and  televtsloa 
hibition>  between  Cleveland,  Oblo, 
the  one  hand,  and,  on  the  other. 
in  Ohio.  ARTHUR  DeBEVOIBE 
no  authority  from  this  C 
However,  he  is  affiliated  with  ARMi 
CARRIER  CORPORATION, 
Building,  222-17  Northern 
Bay.side.  Long  Island,  NY.,  which  Is  M»' 
thorized  to  operate  as  a  contract 
in  New  York,  New  Jersey.  Co 
Pennsylvania,  Ohio.  West  VI 
Massachusetts.  Delaware. 
Virginia,  Rhode  Island,  Illinois, 
Missouri.  Indiana,  Kentucky, 
Wisconsin,  Maine,  New  Hampshire, 
the  District  of  Columbia.  Applkslltf 
has  not  been  filed  for  temporary  autlH^ 
ity  under  section  210a (b) . 

No.  MC-F-8082.  Authority  sought  H 
purchase  by  APPLEYARDS  BUS.  DC 
7  Lowell  St.,  Mcthuen,  Mass..  oljl 
opoiatin^'  rights  of  PRANCJIS  J.  'omMf.. 
BLY  (WILFRED  H.  SMART, 
TEE ) .  doing  business  as 
MOTOR  COACH  SERVICE.  CO, 
School  Street,  Boston,   Mass.,  and  <« 


j-IMnp  by  JOHN  W.  APPLBYARD. 

fSSBtreet.  Methuen.  Mass..  <A  con- 
JifTaiBh  rights  through  the  purehaae. 
fiSSr  representatives:  Wilfred  H. 
44  School  Street.  Boston.  Mass., 


3  J. -raw 

aT,  Twy 
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?|?5ehn  W.  Appleyard.  7  lx)well  Street. 
•wy<r°     Mass.       Operating     rights 


Z^SZht  transferred :  Passengers  and 
STtaggage,  and  express,  mail,  and 
ZmaZS^,  In  the  same  vehicle  with 
^■mnrr"  »»  ^  common  carrier  over 
Sn? routes,  between  Lawrence.  Mass.. 
iSffuwichester.  N.H..  serving  all  inter- 
iMdtete  points,  and  between  junction 
ETampshlre  Highway  28  and  Harvey 
Zld  (In  the  Town  of  Manchester.  Hllls- 
ST county,  N.H.) .  and  junction  New 
SIpAtrB  Highway  28  and  Ooffs  Palls 
2i2f  (to  the  Town  of  Londonderry, 
SrtMh^tw  County,  N.H.) ,  serving  the 
^^oedlate  point  of  the  U.S.  Army 
UtBsat  in  the  Town  of  Manchester, 
Jmiboro'county,  N.H.  Vendee  holds  no 
u^odty  from  this  Commission.  How- 
.nrtts  controlUng  stockholder.  JOHN 
«  'aFFLETARD  is  afflliated  with 
^nJYARD'S  MOTOR  TRANSPOR- 
!J^10N  COMPANY,  INC.,  7  Lowell 
gmet,  Methuen,  Mass..  which  Is  author- 
ed to  openXe  as  a  common  carrier  in 
Hilne,  New  Hampshire.  Massachusetts, 
nl  Vennont.  Application  has  not  been 
Htd  for  temporary  authority  under  sec- 
ttaDllOa(b). 

Hoi  liC-F-8083.  Authority  sought  for 
povbase  by  HELPHRBY  MOTOR 
fUIOHT,  INC.,  407  North  Perry  (Box 
4111),  Spokane  31,  Wash.,  of  the  opersA- 
iV  rights  and  property  of  MANNING 
nBOBT  LINES,  INC..  South  Pirst 
8to«et  and  Washington  Avenue.  TaUma. 
WedL.  and  for  acquisition  by  HAROLD 
IK^BB.  West  235  Franklin  Court. 
Spokane.  Wash.,  and  HENRY  J.  HO- 
liBf,  40S  St  Claire  Avenue.  Sandpolnt. 
Uriio.  of  control  of  such  rights  and 
pmwrty  through  the  purchase.  Appli- 
esBtf  atUMTieys:  Jos^h  L.  Thomas,  711 
Old  National  Bank  Building.  Spokane. 
WtrtL.  and  Frank  B.  Hand.  Jr.,  Trans- 
portation Building.  Washington  6.  D.C. 
Opvsting  rights  sought  to  be  trans- 
tend.  General  commodities,  exciting. 
MMBC  othMs,  household  goods  and  oom- 
Mdttles  to  bulk,  as  a  common  carrier 
am  regular  routes  between  Yakima, 
WMh..  and  Portland.  Oreg..  servlpg  the 
tatcmedlate  point  of  Toppenish.  Wash.. 
•Dd  the  off-route  point  of  Wapato. 
Wirii.,  between  TacMna.  Wash.,  and 
TeklBia,  Wash.,  serving  certain  inter- 
■edlste  and  off -route  points;  general 
emmodities,  excepting,  among  others, 
eonaodltles  to  bulk,  but  not  excepting 
homboiA  goods,  over  Irregular  routes 
fram  PMlland.  Oreg..  to  pohita  in 
TaUma  County,  Wash.,  except  Yakima. 
Wipato,  and  Toppenish,  Wash.,  farm 
fnUets.  from  points  In  Yakima  County 
WadL,  to  Portland,  Oreg..  and  Seattle. 
WsilL.  except  from  Yakima.  W^mUo, 
and  Toppenish,  Wash.,  to  Portland. 
Ong.,  poper.  tram  Oregon  City.  Oreg.,  to 
Htnford.  Wash.,  and  points  In  Yakima 
OooQtj.  Wash.,  spray  and  spray  ma- 
t»Wi,  from  Portland,  Oreg..  to  Wen- 
fUtm,  Wash.,  and  from  Yakima.  Wash., 
to  Hood  River.  Oreg.,  and  poioderetf  mflfc, 
from  Sunnyside,  Wash.,  to  Portland, 
Ro. 


FEDERAL  REGISTER 

Oreg.  Vendee  is  authorized  to  apersAe 
as  a  cornmom  carrier  in  Washtogton, 
Montana,  and  Idaho.  Application  has 
been  fUed  lor  temporary  authori^  under 
seetkm  2iaaa>). 

By  the  Commission. 

[SKALl  Harold  D.  McCoy, 

Secretary. 

[PH.    Doc.    62-1744,    FUed,   Feb.   20,    1962; 
8:49  a.m.] 


[Notice  699] 

MOTOR  CARRIER  TRANSFER 
PROCEEDINGS 

Febrttakt  16.  1062. 

Synopses  of  orders  entered  piursuant 
to  section  212(b)  of  the  Interstate  Com- 
merce Act,  and  rules  and  regulations  pre- 
scribed thereunder  (49  CFR  Part  179). 
H>pearbdow: 

As  provided  in  the  Commission's  spe- 
cial rules  of  practice  any  toterested  per- 
son may  file  a  petition  seeking  recon- 
sideration of  the  following  numbered 
proceedings  within  20  dajrs  from  the  date 
of  publication  of  this  notice.  Pursuant 
to  section  17(8)  of  the  Interstate  Com- 
merce Act,  the  filing  of  such  a  petition 
will  postpone  the  effective  date  of  the 
order  in  that  proceeding  pending  Its  dls- 
positicm.  The  matters  relied  upon  by 
petitioners  must  be  specified  to  their 
petitions  with  particularity. 

No.  MC-FC  63560.  By  order  of  Feb- 
ruary 12.  1962.  the  Transfer  Board  ap- 
proved the  transfer  to  Barnes  Freight- 
lines,  Inc.,  Pipestone,  Minn.,  of  a  por- 
tion of  Certlflcate  No.  MC  105058,  Issued 
October  12. 1954.  to  Barnes  Truck  Serv- 
ice. Inc.,  Pipestone.  Minn.,  authorlztog 
the  transportation  of:  General  com- 
modities, excluding  hous^old  goods, 
emigrant  movables,  commodities  to  bulk. 
and  other  mMCifl^  commodities,  between 
Worthingt<m.  BAinn..  and  potots  wlthto 
25  miles  of  Worthington.  on  the  one 
hand,  and,  on  the  other.  Sioux  Falls. 

8.  Dak.,  and  potots  to  Iowa  and  Mto- 
neeota.  Val  M.  Higgins.  1000  First  Na- 
tional Bank  Building.  Minneapolis, 
Minn.,  attorney  for  applicants. 

No.  MC-FC  64653.  By  order  of  Feb- 
ruary 13,  1962,  the  Transfer  Board  ap- 
proved the  transfer  to  Collins  Trucking 
Co..  a  corporation,  Orange.  N.J.,  of  the 
(n;)erating  rights  to  Certificates  Nos.  MC 
95926  and  MC  95926  Sub  3,  issued  July 
31,  1941,  and  July  1.  1949.  to  Thomas  S. 
San  Oiacomo.  Inc..  Orange.  N.J..  author- 
idbog  the  transportation,  over  irregular 
routes,  of  waste  paper,  from  New  York. 
N.Y..  to  Whippany.  (Garwood.  Somervllle, 
and  Clifton.  N.J.,  finished  paper,  from 
Garwood  and  Clifton,  N.J..  to  New  York. 
N.Y.,  and  scrap  iron,  between  New  York. 
N.Y.,  and  Trenton,  N.J.,  waste  paper,  to 
bales,  from  Orange,  N.J..  to  Moodna 
(Cornwall)  Town  of  New  Wtodsor,  N.Y.. 
and  paper  on  rolls,  from  Moodna  (Corn- 
wall) Town  of  New  Wtodsor,  N.Y.,  to 
potots  to  Bergen.  Passaic.  Hudson,  Es- 
sex, Union,  Morris.  Middlesex.  Mon- 
mouth, Mercer,  Somerset  and  Camden 
Counties,  N.J.,  and  to  New  York.  N.Y. 
Bert  Collins,  140  Cedar  Street,  New  York 

9,  N.Y.,  applicants'  representative. 
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No.  MC-FC  64788.  By  order  of  Feb- 
ruary 13.  1962,  the  Transfer  Boafd  iOd- 
proved  the  transfer  to  Guy  and  Cppedy 
Transfer  Co.,  Inc.,  Pittiibuiih.  Pa»,  of 
Certificate  Nb.  MC  9136  Israed  April  29, 
1949  to  B.  B.  Kitterman,  dirfng  buatmss 
as  Guy  k  Epperly  Transfer  Onnmany, 
Pittsburgh,  Pa.,  autbmiztng  the  tzmna- 
portation  of  general  c(»nmoditle8.  ex- 
cluding household  goods  And  commodi- 
ties to  bulk,  over  Irregular  routes. 
between  Pittsburgh,  Pa.,  on  the  one  hand, 
and,  on  the  other,  potots  wlthto  16  mllee 
of  Pittsburgh.  Christian  V.  Graf,  407 
Nortt^  Front  Street,  Harrisburg,  Fa.,  at- 
torney for  applicants. 

No.  MC-FC  64797.  By  order  of  VW>- 
ruary  13.  1962,  the  Transfer  Board  ap- 
proved the  transfer  to  Eastern  Motor 
Dispatch.  Inc.,  a  Delaware  corporation. 
Columbus.  Ohio,  of  Certificates  Nos.  MC 
18253,  MC  18253  Sub  9.  MC  18263  Sob  IS. 
MC  18253  Sub  13.  MC  18253  Sub  14,  and 
MC  18253  Sub  15.  to  Eastern  Motor  Dis- 
patch. Inc.,  Columbus,  Ohio,  anthorii- 
Ing  the  transportation  of:  Goieral  oom- 
moditles,  excluding  houadiold  goods. 
c(»nmodltie8  to  bulk,  and  other  specified 
commodities  between  Cincinnati,  Gbio, 
and  Boston,  Mass.,  and  return  over  the 
same  routes;  between  CHnelnnatt,  Ohio, 
and  New  York.  N.Y..  with  service  au- 
thorized to  some  off -route  points  and 
return  over  the  same  routes;  between 
Ctoclnnati,  Ohio,  and  Washington,  D.C.. 
between  Columbus,  Ohio,  and  Boston, 
Mass.,  with  service  authorised  to  Son- 
biu7.  Pa.,  between  New  York,  N.Y.,  9dA 
Springfield,  Mass..  between  Lewlstown, 
Pa.,  and  Northumbo'land,  Pa.,  between 
various  potots  to  Ohio;  from  Cincinnati 
over  XJ3.  Highway  42  to  Lafayette;  from 
Colmnbus  over  various  highways  to 
Cantqn;  from  Upper  Sandusky  over  UJB. 
Highway  23  to  Waldo;  frcun  Lima  over 
UJS.  Highway  25  to  Dayton;  from  Ken- 
ton to  B^efontatoe.  via  Marysville  to 
Columbus;  from  Newconerstown  over 
UJS.  Highway  36  to  Cadiz;  from  PIqua 
over  various  highways  to  West  Jefferaon 
and  return  over  these  routes;  service  is 
authorized  to  and  frmn  Wilkes-Barre. 
Pa.,  to  connection  with  regular  route 
operations  over  UJB.  Highway  11  between 
Kingston  and  Scranton.  Pa.,  to  and  from 
ByesviUe.  Ohio  and  all  potots  within  2 
miles  of  Cambridge,  Ohio  to  and  from 
Lockland,  Ohio,  to  connection  with  reg- 
ular route  operations  to  and  from  Cto- 
clnnati. Ohio,  to  and  from  Merchantville, 
N.J..  Jenkintown,  Morton.  Sharon  Hill. 
Chester,  Marcus  Hook,  and  Clifton 
Heights,  Pa.,  to  connection  with  regular 
route  operations  to  and  from  Philadel- 
phia, Pa.;  to  and  from  Moimt  V»non 
and  Pelham  Manor,  N.Y.,  to  connection 
with  regular  route  operations  to  and 
from  New  York,  N.Y.;  to  and  from  all 
points  wlthto  5  miles  of  Columbus.  Ohio. 
to  connection  with  regular  route  opera- 
tions to  and  from  Coliunbus;  service  is 
authorized  to  and  from  the  site  of  the 
Kaiser  Alumtomn  and  Chonlcal  Corpo- 
ration's plant  (near  Newark.  Ohio) ;  to 
and  from  points  to  the  Cinciimati.  Ohio, 
commercial  zone;  between  points  to 
Ohio;  service  is  authorized  to  and  from 
the  site  of  the  U.S.  Atomic  Energy  ProJ- 
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ect  near  Venice,  Ohio,  3  miles  west  of 
UJB.  Highway  127,  in  the  Pernakl  Area. 
Ohio,  in  connection  with  regular  route 
operations  to  and  from  Cincinnati,  Ohio ; 
service  is  authorized  to  and  from  Miam- 
isburg,  Ohio,  and  Vandalla.  CMiio.  in 
connection  with  regxUar  route  operations 
to    and    trom    Dayton.    Ohio:    between 
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SUgo,  Ohio,  and  Junction  new  Ohio 
Highway  3  and  old  Ohio  Highway  3  west 
of  Clarksville.  Ohio;  between  Clarks- 
vUle.  Ohio,  and  Junction  Ohio  Highway 
350  and  Ohio  Highway  3  west  of  Clarks- 
ville. and  all  intermediate  points  and  be- 
tween Columbus,  Ohio,  and  Cambridge, 
Ohio,     and     all     intermediate     points. 


WUllam  E.  Ranee.  1200  West  Ftt^  j^| 
nue,  Columbus  12.  Ohio.,  sttiuM^ 
applicants.  ' 


[SKAL] 


Harold  d.  IfoOvr 


[PR     Doc.    ea-174»:    Filed,   Feb. 
8:4S  ajn.] 
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Rules  and  Regiilations 


Title  32— NATIONAL  DEFENSE 

-^1^  I— OfRce  of  the  Secretary  of 
''^^  Defense 

jOSCHAfTM  A— ARMED   SERVICES 

iii«CELLANEOUS  AMENDMENTS  TO 
"*  SUBCHAPTER 

The  following  amendments  to  this 
^ieSwier  are  issued  by  direcUon  of 
JTASstant  secretary  of  Defense  (In- 
Idutlons  and  Logistics)  pursuant  to 
ui  Authority  contained  in  Department 
rf  Defense  Directive  No.  4105.30.  dated 
S«5  11.  1959  (24  P.R.  2260).  as 
Sfflded.  and  10  U.S.C.  2202.  and  have 
JJTooiicurrence  of  the  miUtary  depart- 
neotB.  I 

PART  1— GENERAL  PROVISIONS 

1.  Add  new  sections  1.315  and  1.316.  to 
reftd  as  follows: 
§  U15     Procurement  of  jewel  bearings. 

(a)  In  the  interest  of  maintaining  the 
existing  mobilization  base  for  the  pro- 
duction of  Jewel  bearings.  It  Is  national 
policy  to  require  contractors  to  use  jewel 
taarlngs  manufactured  at  the  Turtle 
Mountain  Ordnance  Plant  at  Rolla, 
North  Dakota,  except: 

(1)  When  quantity  requirements, 
quality  standards,  or  deUvery  require- 
ments cannot  be  satisfied  by  bearings 
manufactured  at  the  Rolla  plant; 

(2)  For  bearings  incorporated  in 
itandard  commercial  items  not  required 
■pedflcally  for  Govermnent  contracts; 
and 

(3)  For  bearings  used  in  items  that 
are  to  be  procured  and  used  outside  the 
United  States,  its  possessions,  and  Puerto 
Rico. 

(b)  Except  for  procurements  covered 
by  paragraph  (a)  (3)  of  this  section.  In- 
Tltetlons  for  bids  (see  S  2.201(a)  (26)  of 
this  chapter)  and  request  for  proposals 
tor  supplies  which  may  contain  Jewel 
bMTlngs  shall  either  state  that  jewel 
bearings  will  be  furnished  by  the  Oov- 
eminent  or  shall  call  attention  to  the 
Bequh^  Source  for  Jewel  Bearings 
dauM.  In  the  latter  case,  the  contract 
iball  include  the  following  clause : 

RMunik  SonHCE  for  Jewel  Bearings 
(Nov.  1961) 

It  hu  been  determined  that  an  adequate 
taclllty  for  the  manufacture  of  Jewel  bear- 
tnp  la  euentlal  to  meet  the  mobilization 
requirements.  Except  for  bearings  incor- 
porated In  standard  commercial  itema  not 
acquired  specifically  for  Government  con- 
traeta,  jewel  bearings  required  In  the  per- 
formamce  of  this  contract  shall  be  procured 
tiwn  the  Turtle  Mountain  Ordnance  Plant. 
BoUa,  North  Dakota,  provided,  the  requlre- 
Bants  ot  the  contract  can  be  met.  Tlie 
pHTchaae  of  Jewel  bearings  from  any  other 
nwoe  shall  be  made  only  with  the  approval 
of  the  Contracting  Officer  and  with  auch 
adjustment  In  price  or  lee  aa  may  be 
aqoltaUe. 


(c)  Where  practical,  existing  con- 
tracts shall  be  amended  to  comply  with 
the  policy  of  this  section.  Any  Increase 
in  the  cost  of  Jewel  bearings  which  is 
reasonably  necessary  for  compliance 
with  the  national  policy  will  be  recog- 
nized as  a  reasonable  element  of  cost  or 
price. 

§  1316  Disclosure  of  contractor  per- 
formance data  to  other  Government 
agencies  and  foreign  governments. 

Subject  to  any  applicable  security  re- 
quirements, the  military  departments 
shall  honor  the  requests  of  other  Oov- 
emment  agencies  for  readily  available 
information  relating  to  the  performance 
of  their  prime  contractors.  The  agency 
requesting  the  information  shall  be  ad- 
vised that  it  will  be  responsible  for  any 
further  release  of  such  information.  A 
request  from  a  foreign  government  for 
such  information  should  similarly  be 
honored.  However,  if  there  is  any  ques- 
tion as  to  propriety  of  divulging  the  in- 
formation for  any  reason,  including  the 
security  aspect,  the  reply  should  be  for- 
warded through  appropriate  Depart- 
mental channels. 

2.  Revise  SS  1.700.  1.701.  1.701-1  (a) 
and  (b).  1.701-4,  and  1.702,  to  read  as 
follows: 

§  1.700     Scope  of  subpart. 

To  implement  the  Small  Business  Act, 
Pi.  85-536,  and  the  Armed  Services  Pro- 
curement Act.  as  amended,  this  subpart 
sets  forth  (a)  policy  with  reference  to 
small  business  concerns,  (b)  policy  gov- 
erning relationships  with  the  Small 
Business  Administration,  (c)  small  busi- 
ness set-aside  precedures,  and  (d)  small 
business  subcontracting  policies.  This 
subpart  applies  only  in  the  United  States, 
its  posc«ssions.  and  Puerto  Rico. 

§  1.701      Definitions. 

The  definitions  of  small  business  con- 
cerns are  promulgated  by  the  Small 
Business  Administration.  As  used 
throughout  this  subpart,  the  following 
terms  shall  have  the  meanings  set  forth 
below: 
§  1.701—1      Small  business  concern. 

(a)  (1)  General  definition.  Except  as 
provided  in  subparagraphs  (2)  and  (3)  of 
this  paragraph,  a  small  business  concern 
Is  a  concern  that  is  (i)  independently 
owned  and  operated,  is  not  dominant  in 
the  field  of  operation  is  which  it  is  bid- 
ding on  Government  contracts,  and  with 
its  afBliates.  employs  not  more  than  500 
employees,  or  (11)  is  certified  as  a  small 
business  concern  by  SBA.  ("Concern" 
means  any  business  entity  organized  for 
profit  with  a  place  of  business  located 
in  the  United  States,  its  possessions  and 
Puerto  Rico.  Including,  but  not  limited 
to  an  individual,  partnership,  corpora- 
tion. Joint  venture,  association  or 
cooperative.) 

(2)  Special  industry  definitions.  Un- 
less certified  as  a  small  business  concern 


by  SBA,  in  addition  to  being  independ-  , 
ently  owned  and  operated,  and  not  d<Hni- 
nant  In  the  field  of  operation  in  which  it 
is  bidding  on  Govermnent  contracts,  a 
small  business  concern  in  order  to 
qualify  as  such  must  meet  special  criteria 
in  the  following  industries: 

(i)  Construction  industry.  In  the 
construction  industry,  the  average  an- 
nual receipts  of  the  concern  and  its 
affiliates  for  the  preceding  three  fiscal 
years  must  not  exceed  $5,000,000;  except 
that  if  the  concern  is  located  in  Aladcar, 
such  receipts  must  not  exceed  $6,250,000. 
("Armual  receipts"  means  the  annual  re- 
ceipts less  returns  and  allowances  of  a 
concern  and  its  affiUates.) 

(ii)  Aircraft  equipment  and  parts  in- 
dustry. In  the  aircraft  equipment  and 
parts  industry,  the  nvmiber  of  employees 
of  the  concern  and  its  afBliates  must  not 
exceed  1,000  employees.  This  special 
definition  for  the  aircraft  equipment  and 
parts  industry  applies  only  in  the  pro- 
curement of  the  following  items : 

Airframes  and  structural  oomponenta. 
Aircraft  propellers  and  hubs. 
Wheel  and  brake  systems. 
Jet  engines. 
Fuel  tanks. 

Aircraft  hydraulic  systems. 
Aircraft  vacuum  systems. 
Aircraft  air-conditlonlng. 
Heating  and  pressurizing  equipment. 
Fire  control  systems. 
Flight  Instruments. 

Flight   simulators    (except   small   oockplt 
trainers). 
Aircraft  de-lclng  systems. 

(iii)  Petroleum  refining  industry.  In 
the  petroleum  industry,  excepting  pro- 
curement of  lubricants  and  miscellane- 
ous petroleum  products,  the  concern  and 
its  affiliates  must  employ  not  more  than 
1,000  employees  and  not  have  more  than 
30,000  barrels  per  day  crude  oil  ei4>acity 
from  owned  or  leased  facilities.  -("Crude 
oil  capacity"  means  the  maximum  daily 
average  crude  throughput  of  a  r^nery 
in  complete  operation,  with  allowance 
for  necessary  shutdown  time  for  routine' 
maintenance,  repairs,  etc.  It  approxi- 
mates the  maximimi  daily  average  crude 
runs  to  stills  that  can  be  maintained 
for  an  extended  period.) 

(iv)  Food,  canning,  and  preserving 
industry.  In  the  food,  canning,  and 
preserving  industry,  the  concern  and  its 
affiliates  must  employ  not  more  than 
500  employees  exclusive  of  "agricultural 
labor"  as  defined  in  26  U.S.C.  3306(k). 

(V)  Air  transportation  industry.  In 
the  air  transportation  industry,  the 
nimiber  of  employees  of  the  concern  and 
its  affiliates  must  not  exceed  1,000 
employees. 

(vi)  Tru/:king.  warehousing,  packing 
and  crating  industry.  In  the  trucking. 
warehousing,  packing  and  crating  indus- 
try, the  aimual  receipts  of  the  concern 
and  its  affiliates  must  be  $3,000,000  or 
less;  except  that  if  the  concern  is  lo- 
cated in  Alaska,  such  receipts  must  be 
$3,750,000   or  less.     No   such,  concern, 
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howev«r.  will  be  denied  small  business 
status  for  the  purpose  of  Government 
procurement  solely  because  of  its  rela- 
tionship with  m  interstate  van  line,  if 

(a)  the  concern's  annual  receipts  have 
not  exceeded  $3,000,000  during  its  most 
recently  completed  fiscal  year  ($3,750,000 
if  located  in  Alaska),  and  (b)  no  more 
than  50  percent  of  such  annual  receipts 
are  directly  attributable  to  the  concern's 
relationship  with  an  interstate  van  line. 

(3)  Labor  surplus  area  small  business 
coTicems.  If  a  concern  qualifies  as  a 
labor  surplus  area  concern  (see  5  1.801- 
1),  the  pertinent  size  standard  (i.e. 
number  of  employees  or  annual  receipts  > 
shall  be  deemed  to  be  increased  by  25 
percent. 

(b)  Dominance  in  field  of  overations 
A  concern  "is  not  dominant  in  its  field 
of  operations"  when  it  does  not  exercise 
a  controlling  or  major  infiuence  in  a 
kind  of  business  activity  in  which  a  num- 
ber of  business  concerns  are  primarily 
engaged.  In  determining  whether  domi- 
nance exists,  consideration  is  given  to 
all  appropriate  factors  including  volume 
of  business,  nimiber  of  employees,  fi- 
nancial resources,  competitive  status  or 
position,  ownership  or  control  of  mate- 
rials, processes,  patents  and  license 
agreements,  facilities,  sales  territory. 
and  natiure  of  business  activity. 
•  •  •  •  • 

§  1.701-4     Regular  dealer  (nonmanufac- 
turer)   aa  unall  business  concern. 

One  who  submits  bids  or  offers  in  his 
own  name,  but  who  proposes  to  furnish 
a  product  not  manufactured  by  himself. 
shall  be  deemed  to  be  a  small  business 
concern  only  if  (a)  he  is  a  small  business 
concern  within  the  meaning  of  S  1  701-1: 

(b)  he  is  a  regular  dealer  (nomnanufac- 
turer)  (see  (  1.201-18(a) ) ;  and  (c)  in 
the  case  of  a  procurement  set  aside  for 
small  business  (see  S  1.706)  or  involving 
equal  low  bids  (see  i  2.407-6  of  this  chap- 
ter) or  otherwise  involving  the  preferen- 
tial treatment  of  small  business,  he 
agrees  to  fiunlsh  in  the  performance  of 
the  contract  end  items  manufactured  or 
produced  in  the  United  States,  its  pos- 
sesslcms.  or  Puerto  Rico,  by  small  busi- 
ness concerns;  provided,  that  this  sec- 
tion does  not  apply  to  construction  or 
service  contracts.  However,  if  the  goods 
to  be  furnished  are  wool,  worsted,  knit- 
wear, duck,  webbing  and  thread  (spin- 
ning and  finishing),  nonmanufacturers 
(dealers  and  converters)  shall  furnish 
such  products  which  have  been  manu- 
factured or  produced  by  a  small  weaver 
(small  knitter  for  knitwear)  and,  if  fin- 
ishing is  required,  by  a  small  finisher 

§  1.702     General   policy. 

(a)  It  is  the  policy  of  the  Department 
of  Defense  to  place  a  fair  proportion  of 
its  total  purchases  and  contracts  for 
supplies,  research  and  development,  and 
services  (including  but  not  limited  to 
contracts  for  maintenance,  repair,  and 
construction)  with  small  business 
concerns. 

(b)  Each  military  department  shall 
implement  this  policy  by  affording  small 
business  coixceraa  an  equitable  oppor- 
tunity to  compete  for  prime  contracts  in 
accordance  with  the  following: 


RULES  AND  REGULATIONS 

(1)  Bidders  mailing  lists  (see  9  2.205 
of  this  chapter)  shall  be  maintained  and 
shall  include  all  established  and  poten- 
tial small  business  suppliers  who  have 
made  acceptable  application  for  inclu- 
sion or  who  appear  from  other  informa- 
tion (including  recommendation  by  the 
SBA  representative » .  to  be  qualified  for 
inclusion  therein; 

1 2 1  Even  though  less  than  a  complete 
bidders  list  is  to  be  used  pursuant  to 
§  2.205-4  of  this  chapter,  all  small  busi- 
ness concerns  shall  be  solicited,  except 
that  only  a  pro  rata  number  of  small 
business  concerns  need  to  be  solicited 
when  the  bidders  list  is  composed  pre- 
dominantly of  small  business  concerns 
and  the  estimated  award  is  not  expected 
to  be  more  than  $25,000: 

<  3  >  Procurement  of  supplies  and  serv- 
ices shall  be  divided  into  reasonably 
small  lots  (not  less  than  economic  pro- 
duction runs*  in  order  to  permit  bid- 
ding on  quantities  less  than  the  total  re- 
quirements: the  maximum  amount  of 
time  practicable  shall  be  allowed  for 
preparation  and  submission  of  bids  and 
proposals:  and  delivery  schedules  shall 
be  established  on  a  realistic  basis  which 
will  encourage  small  business  participa- 
tion to  the  extent  consistent  with  the 
actual  requirements  of  the  Government; 
and 

i4>  For  specification  requirements, 
see  §  1.1203. 

As  to  subcontracting,  see  5  1.707. 

(c>  Records  of  the  total  value  of  all 
contracts  placed  with  small  business  con- 
cerns during  each  fiscal  year,  and  re- 
ports based  thereon,  are  maintained  by 
each  military  department  through  the 
Department  of  Defense  Procurement  Re- 
porting System  described  in  §  1.10  and 
Subpart  I,  part  16  of  this  chapter.  Ac- 
cordingly, each  military  department 
shall,  in  soliciting  bids  or  proposals,  re- 
quest from  any  bidder  or  offeror,  or  other 
source,  any  information  needed  to  de- 
termine whether  the  bidder  or  offeror  is 
a  small  business  concern 

3  Revise  §5  1.703.  1  704-3.  1.705-3. 
1.705-4.  and  1.705-6  'a*  and  (b),  to  read 
as  follows : 

§  1.703      Drierminalion  of  status  a^t  Nmull 
business  ronrrrn. 

(ai  Except  as  provided  in  paragraph 
( b  >  of  this  section,  the  contracting  ofBcer 
shall  accept  at  face  value  (1>  a  small 
business  certificate  (sec  8  1  701-l(e>  ) 
that  a  bidder  or  offeror  is  a  small  busi- 
ness concern  or  (2>  a  statement  by  the 
bidder  or  offeror  that  it  is  a  small  busi- 
ness concern  (see  85  1.701-1  and  1.701-4). 

(b)  Small  business  certificates 'and 
statements  that  a  bidder  or  offeror  is  a 
small  business  concern  shall  be  effective, 
even  though  questioned  In  accordance 
with  the  terms  of  this  paragraph,  unless 
the  SBA.  in  response  to  such  question 
and  pursuant  to  the  procedures  in  sub- 
paragraph (3)  of  this  paragraph,  de- 
termines that  the  bidder  or  offeror  in 
question  is  not  a  small  business  concern. 
The  controlling  point  in  time  for  a  de- 
termination concerning  the  size  status 
of  a  questioned  bidder  or  offeror  shall 
be  the  date  of  award,  except  that  no 
bidder  or  offeror  shall  be  eligible  for 
award  as  a  small  business  concern  unless 


he  has  in  good  faith  represented 
as  small  business  prior  to  the 
bids  or  closing  date  for  subml^if  Z 
ofEers  (see  S  2.405(b)  of  this chi^ptir^ 
respect  to  minor  Informalitiea  ao^l 
regularities  In  bids). 

1 1 »  Any  bidder  or  offeror  xna^,  m^ 
to  award,  question  the  small 
status  of  the  apparently  succesafid 
or  offeror  by  sending  a  written 
to  the  contracting  ofiBcer  and  to  tbi 
Regional  OflBce  for  the  region  In 
the  questioned  bidder  or  offeror  l^iiZ 
principal  place  of  business.  Ha^  ^ 
promptly  notify  the  contracting  <  ~ 
of  the  date  of  its  receipt  of  any 
protest  and  will  advise  the 
bidder  or  offeror  that  his  small 
status  is  under  review. 

( 2 )  A  contracting  ofiQcer  may,  priftk 
award,  question  the  small  buslneMi^ 
tus  of  the  apparently  successful  |||^ 
or  offeror  by  sending  a  written  notlBiii 
the  SBA  Regional  Office  for  the  nn^ 
in  which  the  bidder  or  offeror  hai  ^ 
principal  place  of  business.  Such 
shall  contain  a  statement  of  tht 
for  questioning  and  of  available 
ing  facts.  SBA  will  promptly  nott^lfe 
contracting  officer  of  the  date  such  wlht 
was  received  and  will  advise  the  UtHm 
or  offeror  in  question  that  his  smalllM* 
ness  status  is  under  review. 

i3i  SBA  will  determine  the  a^ 
business  status  of  the  questioned  bUta 
or  offeror  and  notify  the  contraetlaf  ||. 
ficer  and  the  bidder  or  offeror  of  Uitii 
cision.  If  the  SBA  determinattOQliat 
received  by  the  contracting  officer  vilMi 
ten  working  days  after  SBA's  reM^if 
the  protest  or  notice  questioning  ■■! 
business  status,  it  shall  be  presumed  IM 
the  questioned  bidder  or  offeror  is  aoMl 
business  concern.  This  presumjiUoBil 
not  be  used  as  a  basis  for  makjnf  ■ 
award  to  the  questioned  bidder  oroAnr 
without  first  ascertaining  when  a  iki 
determination  can  be  expected  fromBi 
and.  where  practicable,  waiting  for  Ml 
determination,  unless  further  ddi9  fe 
award  would  be  disadvantageous  to  Hi 
Government.  Pending  SBA 
tion  or  expiration  of  the  ten-day 
whichever  is  earlier,  procurement 
shall  be  suspended;  provided  that 
ten -day  suspension  period  shall  not  i 
to  any  urgent  procurement  action 
as  determined  by  the  contracting 
cer,  must,  in  order  to  protect  the 
interest,  be  awarded  without  delay  Ml 
as  to  which  he  Inserts  In  the  contnielli 
a  statement  signed  by  him  Justifying Urii 
detennlnatlon. 

§  1.70 1-3      Small  business  specialkls. 

Small  business  specialists  ihaD  ki 
appointed  in  each  principal  procunMit 
office  and  such  other  offices  as  the  ■■■ 
tary  departments  may  consider 
priate.  They  will  perform  such 
tlons  as  are  prescribed  for  them  to  ttt" 
therance  of  the  Small  Business 
including  but  not  limited  to  the 
of  proposed  procurement  to  assurt 
all  small  business  objectives  are 
consideration. 


§  1.705-3      Srrrening  of  procu 

(a»   Individual  set-asides.    SBA  !#• 
resentatlves,  when  properly  au 
and   cleared    for   security,   shall. 
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_— at  tttanptly  be  afforded  an  oppor- 
VSS^i^  the  purchasing  acUvifcy  to 
!5S  afl  proposed  classified  and  undas- 
!!2rM«airments  if  it  is  anticipated 
SSrthe  resulting  contract  or  contracta 
2ti  «Sed  $2  500  unless  in  the  case  of 
iILm«ients  which  are  not  expected  to 
JSSllO 000.  the  head  of  the  purchas- 
iSVetlylty  determines  that  such  review 
2i.M  unduly  delay  the  procurement 
*°°^  A  copy  of  the  determlnaUon 
SSthe  Justification  therefore  shall  be 
rZjl-Ked  to  the  SBA  representative. 
^Seit  Is  anticipated  that  the  result- 
taiTcontract  or  contracts  will  exceed 
Wraa  such  SBA  representatives  shall. 
Son  wiuest.  promptly  be  afforded  an 
^Loor^ty  to  make  recommendations 
^ogniXig  proposed  i;^iu-ements,  In- 
SIutiiM  that  they  be  exclusively  or  par- 
2|J5^set    aside    for     small    business 

T^  contracting  officer  shall  afford  the 
8BA  lepresMitative  an  opportvmity  to 
noommend  appropriate  names  of  small 
teiUness  concerns  for  Inclusion  In  lists 
of  bidders  for  firms  to  be  soUclted  In 
connection  with  current  and  future  pro- 
ouronents. 

(b)  Class  set-asides.  SBA  represent- 
atifW  fHaii  be  afforded  an  opportunity 
to  make '  recommendations  that  current 
and  future  procurements,  or  portions 
ttnreof.  of  selected  Items  or  services  or 
nooiM  of  like  Items  or  services  shall  be 
set  aside  as  provided  in  5  1-706.  for  ex- 
di^ve  small  business  participation, 
goffh  set-asides,  when  approved  by  the 
contracting  officer,  shall  be  known  as 
dfea  let-asldes.  Concurrence  In  a  class 
Mt-ailde  shall  not  be  dependent  upon  the 
ettstence  of  a  current  prociu-ement  If 
future  procurements  can  be  clearly 
forsBaen.  I 

1 1.705-4     Access  to  procurement  infer. 
■ution. 

ITpon  request,  and  subject  to  applica- 
ble security  regulations.  SBA  represent- 
atlTes  shall  be  given  access  to  available 
or  reasonably  obtainable  information,  In- 
dndlng  technical  data  (including  draw- 
ings and  specifications),  procurement 
IMory,  and  bidders  lists,  aiui  planned 
requirements  immediately  upon  receipt 
If  the  purchasing  activity.  The  SBA 
r^resentative  will  be  furnished  such 
other  available  or  reasonably  obtainable 
Information  as  may  be  required  for  the 
SBA  referral  program. 

1 1.705-6     Certificates  of  competency. 

'(a)  SBA  has  statutory  authority  to 
oertlfy  the  competency  of  any  small  busi- 
ness concern  as  to  capacity  and  credit. 
"Ooaclty"  means  the  overall  ability  of 
a  prospective  small  business  contractor 
to  meet  quality,  quantity,  and  time  re- 
quirements of  a  proposed  contract  and 
indudes  ability  to  perform,  organization, 
eiperlence,  technical  knowledge,  skills, 
"kBow-how",  technical  equipment,  and 
fkdUtles.  Contracting  officers  shall  ac- 
e9t  SBA  certificates  of  competency  as 
eobclusive  of  a  prospective  contractor's 
n^onsibility  as  to  capacity  (see 
lllJ037-l(c)  and  1.903-2)  and  eredlt 
(eee  i  1  JOS-l  ( b) ) ,  unless  the  oontracting 
flOoer  has  substantial  doubts  as  to  the 
flrm's  ability  to  perform,  in  which  caae 
he  shall,  prior  to  award,  prcxnpUy  refer 
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the  matter  to  higher  authority  in  accord- 
ance with  procedxires  of  the  Department 
CfHioerned.  In  cases  referred  to  higher 
authority,  SBA  may  be  requested  to  con- 
sider the  withdrawal  of  the  certificate 
and.  In  any  event,  the  contracting  officer 
wUl  be  informed  of  the  final  decision. 
(b>  If  a  small  business  concern  has 
submitted  an  otherwise  acceptable  bid 
or  proposal  but  has  been  found  by  the 
contracting  officer  to  be  nonresponsible 
as  to  ea()acity  or  credit,  and  if  the  bid 
or  proposal  Is  to  be  rejected  for  this 
reason  alone,  SBA  shall  be  notified  of  the 
circumstances  so  as  to  permit  it  to  issue 
a  certificate  of  competency,  and  award 
shall  be  withheld  pending  either  SBA 
action  concerning  issuance  of  a  certifi- 
cate of  6ompetency  or  the  expiration  o/ 
fifteen  working  days  after  SBA  is  so 
notified,  whichever  is  earlier,  subject  to 
the  following: 

(1)  This  procedure  is  not  mandatory 
where  the  contracting  officer  certifies  in 
writing  that  ajirard  must  be  made  with- 
out delay,  and  promptly  advises  the  SBA 
representative  thereof,  and  includes  in 
the  contract  file  a  statement  signed  by 
him  which  justifies  the  certificate.  A 
c(H>y  of  the  statement  shall  be  furnished 
the  SBA  representative. 

(2)  This  procedure  does  not  apply  to 
proposed  awards  of  not  more  than 
$2,500. 

(3)  This  pr(X5ed\lre  is  optional,  within 
the  discretion  of  the  contracting  officer, 
as  to  prcH^osed  awards  of  more  than 
$2,500,  but  less  than  $10,000. 

(4)  This  procedure  does  not  apply 
where  the  contracting  officer  has  found 
a  small  business  concern  nonresponsible 
for  a  reason  other  than  lack  of  capacity 
or  credit.  Thus,  it  does  not  apply  where 
a  concern  does  not  satisfy  the  criteria  of 
responslbUity  in  9  1.903-1  (a),  (e).  (f). 
and  (g) .  Where  the  contracting  officer 
determines  that  a  concern  does  not  meet 
the  requirements  of  S  1.903-1  (d)  as  to  a 
satisfactory  record  of  performance,  the 
procedure  Is  mandatory  only  if  the  un- 
satisfactory record  of  performance  was 
due  solely  to  inadequate  capacity  or 
credit.  However,  if  the  contracting  of- 
ficer has  any  doubt  as  to  whether  the 
unsatisfactory  record  of  performance 
can  reasonably  be  attributed  solely  to 
lack  of  capacity  dr  credit,  the  matter 
shall  be  discussed  with  the  local  SBA 
representative.  If  the  local  SBA  repre- 
sentative is  of  the  opinion  that  the  un- 
satisfactory record  of  performance  is 
attributable  solely  to  a  lack  of  capacity 
or  credit,  and  the  contracting  officer  dis- 
agrees, the  contracting  officer  shall,  in 
accordance  with  Departmental  proce- 
dures, forward  the  matter  to  higher  au- 
thorl^  within  his  Department  for 
resolution.  The  decision  of  such  higher 
authority  shall  be  final.  To  assist  SBA 
in  determining  the  capacity  and  crMit 
of  small  business  concerns  involved  in  a 
particular  procurement,  the  purchasing 
activity  shall  make  available  to  SBA  all 
pertinent  technical'  and  financial  Infor- 
mation with  respect  to  the  small  business 
eoncem  Involved.  Including  but  not 
limited  to  copies  of  the  IPB  or  RPP, 
drawings,  specifications,  pre-award  sur- 
veys and  abstracts  of  bids. 
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4.  Revise  subparagraph  (1)  In  I  L70t-1 
(a) ;  in  S  1.706-2,  revise  last  sentence  m  ' 
paragraph  (a)  (2)  ..revise  paragraph  (b> 
(6)  and  (7) .  and  add  paragraph  (b)  (8) : 
in  5  1.706-3,  revise  the  first  sentence  of 
paragraph  (bXl);  revise  (1.706-6:  and 
in  §  1.706-6,  revise  paragraphs  (e)  and 
(d) ,  to  read  as  follows: 

§  1.706-1     General. 

(a)  •   •  • 

(1)  Jointly  determined  by  an  ^A  r^- 
resentative  and  the  cmiixacting  officer 
upon  the  initiation  of   either  tteoct, . 
or  •  •  • 

§  1.706-2     Review  of  SBA  set-aside  pro> 
posals. 

(a)(1)    •   •  • 

(2)  *  *  *  The  contracting  oOioet  shall 
promptly  notify  the  SBA  repreaaitatlve 
of  any  procurement|action  initiated  pur- 
suant to  the  proviso  of  the  preceding 
sentence  by  supplying  him  with  the  copy 
of  the  Justification. 

(b)  •  •   • 

(6)  Small  jausiness  concerns  are  re- 
ceiving a  fair  portion  of  the  total  c(m- 
tracts  for  supplies  and  services; 

(7)  A  class  set-aside  of  the  Item  or 
service  concerned  has  been  made  at  some 
other  purchasing  activity;  or 

(8)  The  item  will  be  described  by 
"brand  name  or  equal." 


§  1.706-3     Withdrawal    or    modification 
of  set-asides. 

•  •  •  •  • 

(b)(1)  If,  prior  to  the  award  of  a 
contract  involving  an  individual  ox  class 
set-aside  for  small  business, '  the  con- 
tracting officer  considers  that  procure- 
ment of  the  set-aside  f nm  a  flnall 
business  concern  would  be  detrimental  to 
the  public  Interest  (e.g.,  because  of  on- 
reasonable  price) ,  the  contracting  offloo: 
may  withdraw  a  unilateral  set-aside  de- 
termination or  initiate  the  withdrawal 
of  a  point  set-aside  determination  by 
giving  to  the  SBA  representative  written 
notice  containing  the  reasons  for  with- 
drawing, a  Joint  determinati(m'.  •  •  • 

§  1.706-5     Total  set-askles.  -j 

(a)  Subject  to  any  appUcable  prefjf 
erence  for  labor  surplus  area  set-asider 
as  provided  in  fi  1.803(a)(2),  the  entirt 
amount  of  an  individual  procurement  or 
class  of  procurements  (including  but  not- 
limited  to  contracts  for  maintenance,  re- 
pair, and  construction)  shall  be  set  aside 
for  exclusive  small  btisiness  participa- 
tion (see  §  1.706-1)  where  there  is  a  rea- 
sonable expectation  that  bids  or  pro- 
posals will  be  obtained  from  a  sufBclent 
number  of  responsible  small  business 
concerns  so  that  awards  will  be  made 
at  reasonable  prices.  Total  set-aaidee 
shall  not  be  made  unless  stx:h  a  reason- 
able  expectation   exists;    however,   see 

fi  1.706-6  as  to  partial  set-asides.  Al- 
though past  procurement  history  of  the 
item  or  similar  items  Is  always  Impor- 
tant. It  is  not  the  oiUy  controlling  factor 
which  should  be  considered  in  deter- 
mining whether  a  reascmable  expecta- 
tion exists. 

(b)  Contracts  for  total  small  business 
set-asides  may  be  entered  into  by  con- 
ventional negotiation  or  by  a  spedel 


1688 

mtfthod  of  inmnirement  known  as  "Small 
BtisineM  Restricted  Advertising."  The 
latter  method  shall  be  used  wherever 
poMlble.  Invltatiozis  for  Bids  and  Re- 
questa  for  Proposals  shall  be  restricted 
to  amall  business  concerns.  Small  Busi- 
ness Restricted  Advertising.  Including 
awards  thereunder,  shall  be  conducted  in 
the  same  way  as  prescribed  for  formal 
advertising  in  Part  2  of  this  chapter. 
except  that  bids  and  awards  shall  be 
restricted  to  small  business  concerns. 
Bids  received  from  firms  which  do  not 
qualify  as  small  business  concerns  shall 
be  considered  as  nonresponsive  and  shall 
be  rejected. 

(c)  In  procurements  involving  total 
set-asides  for  small  business,  each  In- 
vitation for  Bids  or  Request  for  Pro- 
posals shall  contain  subistantially  the 
following  notice: 

Notice  of  Total  Small  Business  Set -Aside 
(Nov.  1961) 

(a)  Reatrlciion.  Blda  or  proposaU  under 
this  procurement  are  solicited  from  amall 
buslneaa  concema  only  and  this  procure- 
ment Is  to  be  awarded  only  -to  one  or  more 
small  bUBtneM  concerna.  This  action  Is 
baaed  on  a  determination  by  the  contracting 
offlcer.  alone  or  In  conjunction  with  a  repre- 
sentative of  the  Small  Biistness  Administra- 
tion, that  It  la  in  the  Interest  of  maintaining 
or  mobilizing  the  Nation's  full  productive 
capacity.  In  the  Interest  of  war  or  national 
defense  programs,  or  In  the  Interest  of  as- 
suring that  a  fair  proportion  of  Government 
procurement  is  placed  with  small  business 
concerns.  Bids  or  proposals  received  from 
firms  which  are  not  small  business  concerns 
shall  be  considered  nonresponsive  and  shall 
be  rejected. 

(b)  Definitiona.  (1)  A  "small  business 
concern"  Is  a  concern  that  (1)  is  certlfled  as 
a  small  budnesa  concern  by  the  Small  Busl- 
neas  Administration,  or  (ll)  is  independently 
owned  and  operated.  Is  not  dominant  In  the 
field  of  operation  In  which  It  Is  bidding  on 
Oovemment  contracts  and.  with  Its  affiliates. 
employs  either  not  more  than  500  employees 
or,  U  the  concern  qualifies  as  a  labor  surplus 
area  concern,  not  more  than  633  employees 
In  addition  to  meeting  these  criteria,  a 
manufacturer  or  regular  dealer  submitting 
bids  or  proposals  In  his  own  name  must  agree 
to  furnish  In  the  performance  of  the  contract 
end  Items  manufactured  or  produced  In  the 
United  States.  Its  possessions,  or  Puerto  Rico. 
by  small  business  concerns;  provided,  that 
this  addltloxuU  reqxilrement  does  not  apply 
In  connection  with  oonatructlon  or  service 
contracts. 

(2)  A  'labor  surplus  area"  Is  a  geographi- 
cal area  which  la: 

(I)  Claaslfled  by  the  Department  of  Labor 
as  an  "Area  of  Substantial  Labor  Surplus  " 
or  as  an  "Area  of  Substantial  and  Persistent 
Labor  Stirplus"  (also  called  "Area  of  Sub- 
stantial and  Persistent  Unemployment")  and 
listed  as  such  by  that  Department  In  con- 
Junctlon  with  Its  publication  "Area  Labor 
Market  Trends":  or 

(U)  Not  clMBlfied  as  In  (1)  above,  but 
which  Is  individually  certified  as  an  area 
of  persistent  or  substantial  labor  surplus  by 
the  Department  of  Labor  at  the  request  of 
any  prospective  contractor. 

(3)  Labor  surplus  area  concern  Includes: 
(1)   Persistent  labor  surplus  area  concerns 

which  agree  to  perform  or  cause  to  be  per- 
fcvmed  any  contracts  awarded  to  them  as 
labor  surplus  area  concerns  substantially  In 
"Areas  of  Substantial  and  Persistent  Labor 
Surpliu"  (also  called  "Areas  of  Substantial 
and  Persistent  Unemployement") :   and 

(U)  Subatantlal  labor  surplus  area  con- 
cerns which  agree  to  perform  or  cause  to 
be  performed  any  contracts  awarded  to  them 
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as  labor  surplus  area  concerns  substantially 
In   "Areas  of  Substantial  Labor  Surplus." 

A  concern  shall  be  deemed  to  perform  a 
contract  substantially  In  "Areas  of  Sub- 
stantial and  Persistent  Labor  Surplus"  (also 
called  "Areas  of  Substantial  and  Persistent 
Unemployment")  If  the  costs  that  It  Incurs 
on  account  of  manufacturing  or  production 
(by  Itself  or  Its  ftrst-tler  subcontractors)  In 
such  areas  amount  to  more  than  50  percent 
of  the  contract  price  A  concern  shall  be 
deemed  to^perform  a  contract  substantially 
In  "Areas  of  Substantial  Labor  Surplus"  If 
the  costs  that  It  Incurs  on  account  of  manu- 
facturing or  production  (by  itself  or  Its  first- 
tier  subcontractors  i  In  such  areas  or  In 
"Areas  of  Substantial  or  Persistent  Labor 
Surplus"  (also  called  "Areas  of  Substantial 
and  Persistent  Unemployment")  amount  to 
more  than  50  percent  cf  the  contract  price 

(c)  IcUnti/Ccation  of  areas  o/  performance 
Each  bidder  that  qualifies  as  a  small  business 
concern  only  because  he  is  also  a  labor 
surplus  area  concern  shall  Identify  In  his 
bid  the  geographical  areas  in  which  he  pro- 
poses to  perform  or  cause  to  be  performed 
a  substantial  proportion  of  the  production 
of  the  contract.  If  the  Department  of  Labor 
classification  of  any  such  areas  changes  after 
the  bidder  has  su  emit  ted  his  bid.  the  bid- 
der may  chanije  the  areas  In  which  he  pro- 
poses to  perform  Proiided .  That  he  to  noti- 
fies the  Contracting  Offlcer  before  contract 
award 

(d)  Agreement.  The  bidder  as?ree8  that.  If 
aw  ircled  a  confriict  as"  a  sm.ill  bu.slncs  con- 
cern f'T  which  ho  would  nut  have  qu.aiUled 
h;'.d  he  not  also  bren  a  Ial>»r  .surplus  area 
concern,  he  w:l!  perfcrnv  or  cause  to  be 
performed,  a  substantial  propwrtion  of  the 
production  In  areas  classified,  at  the  time 
of  award  or  at  the  time  of  performance  of 
the  contract,  js  persistent  or  substantial 
labor  surplus  arers.  as  defined  In   (b)   above 

Where  the  definition  of  a  small  business  con- 
cern for  a  given  Industry,  as  prescribed  by 
the  Small  Business  Administration  and 
promulgated  within  the  Department  of  De- 
fense, differs  from  that  set  forth  In  the 
notice  In  this  paragraph,  the  notice  shall 
be  appropriately  modified  to  refiect  such 
definition  For  construction  contracts, 
paragraph  (b)(1)  of  the  foregoing  notice 
should  be  deleted  and  the  following  substi- 
tuted therefor: 

A  "small  business  concern"  Is  a  concern 
that 

(I)  Is  Independently  owned  and  operated; 

(II)  Is  not  dominant  In  the  field  of  opera- 
tion In  which  It  Is  bidding  on  Oovemment 
contracts;  and 

(III)  The  average  annual  receipts  of  the 
concern  and  Its  afllllates  for  the  preceding 
three  fiscal  years  do  not  exceed  •5.000,000, 
or  If  the  concern  la  located  In  Alaska  or 
qualifies  as  a  labor  surplus  area  concern, 
do  not  exceed  $6,250,000. 

§  1.706-6      Partial   srt-ssides. 

•  •  •  •  • 

fc)  In  advertised  procurements  In- 
volving partial  set-asides  for  small  busi- 
ness. Invitations  for  Bids  shall  contain 
either  substantially  the  following  notice 
or  the  notice  set  forth  in  paragraph  (d) 
of  this  section.  In  negotiated  procure- 
ments, whichever  notice  is  used  will  be 
appropriately  modified  for  use  with  re- 
quests for  proposals. 

NoTicK  or  Partial  Small  Busiwrss  Set -Aside 
(Nov.    1961) 

(a)  General.  A  portion  of  this  procure- 
ment, as  Identified  elsewhere  In  the  Sched- 
ule, has  been  set  aside  for  award  only  to  one 
or  more  small  business  concerns.  Negotia- 
tions for  award  of  this  set-aside  portion  wUl 
be   conducted   only  with  reeponslble  anaU 


business  concerns  who  have  subinlt|M  ^, 
sponslve  bids  on  the  non-set-aslde  iS^^ 
at  a  unit  price  within  120  perosBt  tfiS 
highest  award  made  on  the  non  "' 
portion.  Negotiations  shall  be 
with  such  small  business  concerns  In 
lowing  order  of  priority: 

Group  1.  Small  business  conowng  ^ 
are  also  persistent  labor  surplia 
concerns. 

Group  2  Small  business  conceras  < 
are  also  substantial  labor  surplm 
concerns 

Group  3  Small  business  conceras  ' 
are  not  labor  surplus  area  concerns. 

Within  each  of  the  above  groups, 
ttons  with  such  concerns  will  be  In  the' 
of  their  bids  on  the  non-set-aslds  portto^^ 
i;lnnlni?  with  the  lowest  responsive' 
set-aside  shall  be  awarded  at  tbe 
unit  price  awarded  on  the  non 
tion.  adjusted  to  refiect  transportatlaB 
other  c>}6t  factors  which  were 
evaluating  bids  on  the  non-set-i 
However,  the  Government  reserves  the  Mi 
not  to  consider  token  bids  or  othsr  isiC 
designed  to  secure  an  unfair  lirinti^  m 
other  bidders  eligible  for  the  set-aMds  Mb 
tlon  The  partial  set-aside  of  this 
ment  for  small  business  concerns  Is 
a  determination  by  the  Contracting 
alone  or  in  conjunction  with  a 
tlvc  of  the  Small  Business  Admlnlalnlli^ 
that  It  Is  In  the  Interest  erf  malntalatiga 
mobilizing  the  Nation's  full  produettvi » 
p:iclty.  or  In  the  Interest  of  war  or  neMoMI 
defense  programs,  or  In  the  Intersst  «(  » 
siirUv.;  that  a  fair  portion  of 
procurement  Is  placed  with  small 
c<^)ncerns. 

(b)  Definition.  (1)  A  "small 
concern""  Is  a  concern  that  (1)  Is  osrttM* 
a  small  business  concern  by  the  Smell  Bali 
ness  Administration,  or  (11)  Is 
ently  owned  and  operated.  Is  not 
in  the  field  of  operation  In  wlilch  It  kM^ 
ding  on  Government  oontracu,  and  wMkil 
affiliates,  employs  either  not  more  Vbttk  M 
employees  or.  if  the  concern  qualUUtai 
labor  surplus  area  concern,  not  more  Ma 
625  employees.  In  addition  to  meetlagttai 
criteria,  a  manufacturer  or  regular  4mIb 
submitting  bids  or  proposals  In  hh  «■ 
name  must  agree  to  furnish  In  the 
ance  of  the  contract  end  Items  manufi 
or  produced  In  the  United  States,  Iti 
sessions,  or  Puerto  Rico,  by  small 
concerns;  provided,  that  this  addltkMMl » 
qulrcment  does  not  apply  in  oonnectUmiM 
construction  or  service  contracts. 

(2)   A  '"labor  surplus  area"  Is  a  geogniM' 
cal  area  which  Is: 


( 1 )  Classified  by  the  Department  of 
as  an  "Area  of  Substantial  Labor 
or  as  an  '"Area  of  Substantial  and 
Labor  Surplus"'   (also  called  "Area  of  I 
stantlal  and  Persistent  Unemployment") 
listed  as  such  by  that  Department  In 
Junction  with   Its  publication  "Area 
Market  Trends":  or 

(HI  Not  classified  as  In  (I)  above.  M 
which  Is  Individually  certified  as  an  ««tf 
persistent  or  substantial  labor  surplus  toy  M 
Department  of  Labor  at  the  request  of  af 
prospective  contractor. 

(3)   Labor  surplus  area  concern 

(I)  Persistent  labor  surplus  area 
which  agree  to  perform  or  cause  to  be  pa^ 
formed  any  contracts  awarded  to  tbMI  ■ 
labor  surplus  area  concerns  substantlallyfc 
"Areas  of  SubsUntlal  and  Persistent"' 
Surplus"  (also  called  "Areas  of  8u1 
and  Persistent  Unemployment"); 

(II)  Substantial  labor  sxirplus 
cerns  which  agree  to  perform  or  cams  t*** 
performed  any  contracts  awarded  to  tll^  • 
labor  surplus  area  concerns  subetsntleWy  > 
"Areas  of  Substantial  Labor  Surplus". 

A  concern  shall  be  deemed  to  perform  a 
tract  substantially  in    *Ar«w  of  av!"^ 
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,  I--*  Labor  Surplus"  (aleo  called 
•■*  ^Jaubstantlal  and  PersUtent  Unem- 
'*T-t"T  U  the  cost  that  It  Incurs  on  ae- 
^?5rrf  manufacturing  or  production  (by 
*!2r «riJteBt-tler  subcontractors)  In  luclx 
«»•"  Z^aaxii  to  more  than  60  percent  of  the 
""^^^rioB  A  concern  shaU  be  deemed 
•flSSmaoontract  substantially  In  "Areas 
5!lSEitUl  Labor  Surplus"  If  the  costs 
"Lilt  tMurs  on  account  of  manufacturing 
"*iLr!tton  (by  itself  or  its  flrst-Uer  sub- 
« prooiwwu^v  ^^^^  ^j.^^  jj^  jj^  ..^rtMM  of 

or    Persistent    Labor    Surplus" 


.?!!!.  mP*^  "Areas  of  Substantial  and  Per- 
'       '  unemployment")    amount   to   more 


than  10  percent  of  the  contract  price 

<a)  Jigntification  of  areas  of  performance. 
mA  UMu  desiring  to  be  considered  for 
\^  M  »  BQ*"  business  labor  surplus  area 
^Sain  on  ths  set-aside  portion  of  this  pro- 
22snt  ihf"  Identify  In  his  bid  the  geo- 
^jll^iZu  areas  in  which  he  proposes  to  per- 
SJoLorcause  to  be  performed,  a  substantial 
N  Jgflportlon  of  the  production  of  the  contract. 
^OmOnvtmtnt  of  Labor  classification  of 
^  sneli  area  changes  after  the  bidder  has 
j^Mittert  hlS'bld,  the  bidder  may  change 
ths  aiees  in  which  he  proposes  to  perform, 
■urtrtt'1.  that  hs  so  notifies  the  Contracting 
Smt  before  award  of  the  set-aside  portion. 
ftkgftt  tot  negotiation  will  be  based  upon 
gis  lebcr  surplus  classification  of  the  deelg- 
BStsd  production  areas  as  of  the  time  of  the 
muBOWrt  award. 

(d)  il^reemmt.  The  bidder  agrees  that,  if 
g^ii^lgd  a  contract  as  a  small  bxislneas  per- 
itottat  labor  surplus  area  concern  under  the 
fgf  irtrtf  portion  of  this  procurement,  he 
elU  perform,  or  cause  to  be  performed,  a 
Mbstantlal  portion  of  the  production  in 
)iMi  elsssifled  at  the  time  of  award,  or  at 
Urn  tt"«*  of  performance  of  the  contract,  as 
pnlstsnt  l^>or  surplus  areas;  and  that  If 
svsnlsd  a  oKitract  as  a  small  business  sub- 
itaft***'  labor  surplus  area  ooncem  tuder  the 
ast^eilds  portion  of  this  proc\u«ment,  he 
win  psrfonn.  or  catise  to  be  performed,  a 
nbstastlal  proportion  of  the  production  In 
irsss  classified  at  the  time  of  award,  or  at 
tts  time  of  performance  of  the  contract,  m 
loDitantUl  or  persistent  labor  surplus  areas. 


I  tbe  definition  of  a  small  buslnees  con- 
Mn  for  a  given  industry,  as  prescribed  by 
tht  flBall  Business  Administration  and  pro- 
■alirtsd  within  the  Department  of  Defense 
ttMB  from  that  set  forth  In  the  notice  in 
tbis  paragraph,  the  notice  shall  be  appro- 
'  modified  to  reflect  such  definition. 


(d)  Where  it  is  anticipated  that  bids 
■by  be  received  which  appear  designed 
to  take  unfair  advantage  of  bona  fide 
Mdden,  by  devices  such  as  unreallstl- 
mSij  low  bids  on  mere  token  quantities, 
tbe  notice  set  forth  below  may  be  used 
tiMtead  of  that  in  paragraph  (c)  of  this 
•eeOon. 

Ikmci  or  Pabtial  Small  Bitsinxss  Sct-Asxds 

(Nov.  1961) 

(a)  Oeneral.  Tills  proctirement  has  been 
dlTldid  Into  two  parts.  All  concerns, 
vbetbsr  small  business  or  not,  may  partlcl- 
peti  In  accordance  with  customary  proce- 
tam  In  that  portion  of  this  procurement 
Untu  called  the  "non-set-aslde"  portion, 
lbs  quantities  of  the  non-set-aslde  portion 
tr«  sit  forth  elsewhere  In  this  Schedule.  The 
otbsr  portion  of  the  Items  to  be  procured  has 
bsn  set  aside  for  participation  by  small 
ooocems.  This  Is  called  the  "aet- 
I  portion"  and  awards  therefor  are  made 
ia  aeeardance  with  special  procedures  set 
l«tbla  paragraph  (c)  of  this  Notice.  This 
jWorttonment  Is  based  on  a  determination 
°y  tbe  Oontractlng  Officer,  alone  or  In  con- 
^fM^Umi  with  a  representative  of  the  Small 
■■•toiii  Administration,  that  It  la  in  the 
•atSMt  of  maintaining  or  mobilising  the 
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Hatltm's  tvHl  production  capacity,  or  in  the 
Intersst  of  war  or  national  defense  pro- 
grams, or  In  the  Interest  of  assuring  that  a 
fair  proportion  of  Oovemment  procurement 
is  plaoad  with  small  btuiness  concerns, 
"Small  btMtneas  oonoems"  1b  defined  In  para- 
graph (d)  of  this  Notice. 

(b)  M<m-»et-«aUle  portion  and  award  pro-  ^ 
eedure.  (1)  A  bidder  which  is  not  a  small 
buslneae  eoneem  shall  submit  a  bid  only  for 
the  non-eet-aslde  portion  of  the  procure- 
ment. Award  thereof  will  be  made  In  ac- 
cordance with  customary  procedures. 

(2)  A  bidder  which  Is  a  small  business 
conoem  and  Is  Interested  In  receiving  an 
award  for  a  quantity  of  aa  Item  not  exceed- 
ing the  quantity  set  forth  In  the  non-set- 
aalde  portion  of  the  procurement,  should  sub- 
mit a  bid  in  the  same  manner  as  other  con- 
cerns bidding  only  on  tbe  non-set-aslde 
portion.  If  such  a  bidder  is  Interested  in 
reoei'vlng  an  award  for  a  quantity  of  an  Item 
In  addition  to  the  quantity  set  forth  In  the 
noB-set-aaide  portion,  he  must  bid  the  en- 
tire quantity  of  the  non-set-aslde  portion  of 
the  Item:  and  Indicate  such  additional  quan- 
tity at  the  Item  as  be  desires  by  so  specifying 
on  the  BIddar's  Statement  of  Set-Aside 
Quantity  Desired.  Thus,  the  Bidder's  State- 
ment of  Set-Aside  Quantity  Desired  is  not  to 
be  used  unless  the  bidder  has  bid  the  entire 
quantity  of  an  Item  under  the  non-set-aslde 
portion. 

However,  a  small  business  concern  which 
receives  no  award,  or  receives  an  award  for 
leas  than  the  total  quantity  of  an  Item  for 
which  It  submitted  a  bid  under  the  non-set- 
aslde  portion,  may  be  eligible  for  an  awai^ 
of  the  quantity  It  bid,  or  the  unawarded 
quantity  tiiereof,  under  the  following  pro- 
cedure governing  the  set-aside  port  ion.         . 

(c)  Set-aside  portion  and  a  ard  pr<fl- 
eedure.  Award  of  the  set-aside  portion  of 
this  procurement  will  be  made  after  award 
has  been  completed  on  the  non-set-aside 
portion.  It  will  be  mode  only  to  small  busi- 
ness ooncems  which  are  found  to  be  eligible 
in  accordance  with  (l)  below;  on  the  basts 
of  priorities  for  award  set  forth  In  (2)  below; 
for  quantities  as  provided  In  (3)  below;  and 
at  prices  determined  in  accordance  with 
(4)  below. 

(1)  Mligfbility.  To  be  eligible  for  consid- 
eration for  the  set-aside  portion  of  an  item, 
the  small  btulness  concern  must  have  sub- 
mitted a  responsive  bid  on  such  Item  In 
aoeordanee  with  the  requirements  of  (b)  (2) 
above  at  a  unit  price  no  greater  than  130 
percent  of  the  hljghest  unit  price  for  stich 
Item  awarded  under  the  non-set-aslde  por- 
tion. However,  see  (5)  below  when  separate 
quantities  are  offered  at  different  prices,  (6) 
Mow  when  separate  quantities  are  offered 
at  tie-in  prices,  and  (7)  below  when  all-or- 
none  bids  are  offered  for  more  than  one  Item. 

(3)  Priorities.  Negotiations  for  the  set- 
aside  portion  will  be  conducted  with  ell^ble 
concerns  in  the  following  order  of  prion  ty: 

Group  1.  Small  business  concerns  which 
are  also  persistent  labor  surplus  area 
oonoema. 

Group  2.  Small  business  concerns  which 
are  also  substantial  labor  surplus  area 
conoems. 

Group  8.  Small  business  concerns  which 
are  not  labor  surplus  area  concerns. 

Within  each  of  the  above  groups,  negotia- 
tion for  aach  Item  will  be  conducted  with 
ellglUe  ooncems  in  the  order  of  their  bids 
on  the  non-set-aslde  portion,  beginning  with 
the  lowest  responsive  bid.  However,  see  (5) 
below  for  Uta  method  of  determining  the  bid 
when  separate  quantities  are  offered  at  dif- 
ferent prices,  (6)  below  when  separate  quan- 
tities are  offered  at  tie-in  prices,  and  (7) 
below  when  all-or-none  bids  are  offered  for 
more  than  one  item. 

(S)  Qumntitf.  The  quantity  of  the  set- 
aaide  portion  at  an  Item  which  may  be 
awarded  to  an  eligible  concern  shall  be  as 
f<dlow8: 
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(I)  Where  a  oonesm  has  not  apeeilied  a 
quantity  of  the  Itsm  on  the  Btdder^  State- 
ment of  Set-itelde  Quantity  Dwiiad,  tb* 
quantity  shall  be  no  greater  than  tbe  ^pian- 
tity  at  such  ooDcem's  bid  on  the  non-aet- 
aslde  partkn  of  that  Item,  leas  the  quantt^. 
If  any,  of  that  Item  awarded  to  that  euuoatu 
under  the  non-set-aslde  portion. 

(II)  Where  a  eoneem  has  speeifled  a  quan- 
tity of  the  Item  on  the  Bidder's  Statement 
of  Set-Aside  Quantity  Desired,  the  quantity 
shall  be  no  greater  than  the  total  of  the 
entire  non-set-aslde  portion  at  the  Item  and 
the  quantity  thereof  speeifled  on  the  Bid- 
der's Statement  of  Set-Aside  Quantity  De- 
sired, less  the  quantity.  If  any.  of  that  Itmu. 
awarded  to  that  concern  under  the  non-aet- 
aslde  portion. 

(4)  Price.  The  set-aside  portion  ehall  be 
awarded  at  the  hlgheet  unit  price  awarded 
on  the  non-set-aslde  portion,  adjuated  to 
reflect  transportation  and  other  ooat  faetoBs 
which  inf*  considered  In  evaluating  bMa  on 
the  non-set-aslde  portion.  However,  see  (6) 
and  (7)  below  for  tbe  highest  unit  priee 
when  the  highest  award  Is  made  aa  a  result 
of  tie-In  bids  or  all-or-none  type  of 
qiullfication. 

(6)  Separate  quantities  at  digerent  priees. 
Where  a  concern  has  submitted  a  bid  Cor 
separate  quantities  of  the  non-eet-aslde  por- 
tion of  an  Item  at  different  prlcea.  wlthont 
conditioning  the  Oovomment'a  right  to  ac- 
cept one  or  more  suCh  quantitiea  upon  Hs 
concurrent  acceptance  of  another  quantity 
of  the  Item,  each  separate  quantity  shall  !• 
considered  as  a  separate  bid  for  the  puipuae 
of  determining  the  eligibility  of  tbe  ooneom 
with  respect  to  the  130  percent  Itantt  psa- 
scrlbed  In  (c)  (1)  above,  and  for  the  pmpose 
of  determining  under  (c)(3)  abo?«  tbe 
standing  of  that  bid  in  the  order  of  negotia- 
tions for  the  set-aside  portion  of  that  Itam. 

(6)  Separate  quantities  at  tie-In  prices. 
Where  a  concern  has  submitted  a  bM  fbr 
separate  quantities  of  the  non-eet-aslde  por- 
tion of  an  Item  at  different  prlcea.  and  haa 
conditioned  the  Government's  right  to  aeeapt 
any  one  or  more  of  auoh  quantttiaa  upon  Its 
concurrent  acceptance  of  another  quantity 
of  the  Item,  the  weighted  average  of  the 
prices  for  such  conditioned  qxiantitlaa  iSiaU 
be  conslderetTthe  tmlt  price  for  the  purpuae 
of  determining,  with  reapeet  to  aoeh  eondl- 
tloned  quantities.  (1)  the  ellglbimy  of  the 
firm  with  respect  to  the  120  percent  limit  of 
(c)  (1)  above,  (U)'the  priority  status  of  thb 
firm  underl  (c)(3)  above,  and  (Hi)  the 
highest  unit  price  for  awards  undsr  (e)  (4) 
above  If  the  highest  award  on  tha  non  est 
aside  portion  was  made  on  such  conditioned 
bid. 

(7)  AU-or-none  Mds.  Where 
has  submlted  an  "all-or-none**  bid  for 
than  one  item  ahd  thereby  has  oondltloiiad 
the  Government's  right  to  award  any  itam 
upon  its  concurrent  award  of  aoothar  itan. 
the  unit  prices  for  each  Item  on  an  "aU-or- 
none"  basis  shall  be  ccmsldered  InAspsadsat 
imlt  prices  for  the  purpoee  of  datermtaktaff 
the  eligibility  and  priority  status  of  the 
concern  for  the  set-aside  portion  of  saA 
item.  In  no  event  will  a  set-aalde  awaxl  be 
made  for  an  Item  to  auch  biddar  at  a  higher 
unit  price  than  his  "all-or-none"  unit  price 
for  the  Item  on  the  non-set-aslde  portion. 

(d)  i>e/lnitions.  (1)  A  "smaU  buslnssa 
concern"  is  a  concern  that  (1)  la  cartlflad  as 
a  small  buslnees  concern  by  the  Small  Busi- 
ness Administration,  or  (U)  U  Indepandantiy 
owned  and  operated,  is  not  dominant  la  Its 
field  of  c^ieration  and  with  its 
employes  either  not  more  than  600 1 
or,  if  the  ooneera  quallflee  aa  a  labor  wplua 
area  concern,  not  more  than  826  smployaaa. 
In  addition  to  m«t*^«"g  theae  criteria,  a  maau- 
f  actxirer  or  regular  dealer  submittlaff  htds  or 
proposals  In  his  own  name  must  agree  to 
furnish  In  the  pecf <»manos  at  the  contoact 
end  Items  manufaotured  or  prodaeed  la  the 
United  States,  its  pfliaeaBlons,  or  Puerto  Bioo. 
by  amall  business  concerns;  provided,  that 
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thU  MidltloDAl  nqulnment  doM  not  apply 
In  eonxMctlon  with  oonstructlon  or  service 
eontraete. 

(3)  TlM  tenn  "labor  lurpliu  area"  meaiu  a 
geoffraphlcal  area  which  U  a  peraUtent  labor 
surplus  area  or  a  eubetantlal  labor  surplus 
area,  or  both,  as  defined  below: 

(I)  "PersUtent  Labor  Surplus  Area"  means 
an  area  which  (A)  Is  daselfled  by  the  Depart- 
ment of  Labor  as  an  "Area  of  Substantial 
and  Persistent  Labor  Surplus"  (also  called 
"Area  of  Substantial  and  Persistent  Unem- 
ployment") and  Is  listed  as  such  by  that 
Department  In  conjunction  with  Its  publl- 
eatl<»i  "Area  Labor  Uarket  Trends,"  or  (B) 
Is  certified  as  an  area  of  substantial  and 
peraUtent  labor  surplus  by  the  Department 
of  Labor  pursuant  to  a  request  by  a  prospec- 
tive contractor. 

(II)  "Substantial  Labor  Surplus  Area" 
means  an  area  which  (A)  Is  classified  by  the 
Department  of  Labor  as  an  "Area  of  Sub- 
stantial Labor  Surplus"  (also  called  "Area 
of  Substantial  Unemployment")  and  which 
is  listed  as  sych  by  that  Department  In  con- 
Junction  with  Its  publication  "Area  Labor 
Market  Trends."  or  (B)  U  certified  as  an  area 
of  substantial  labor  surplus  by  the  Depart- 
ment of  Labor  pursuant  to  a  request  by  a 
prospective  contractor. 

(3)  The  term  "labor  surplus  area  concern" 
Includes  persistent  labor  surplus  area  con- 
cerns and  substantial  labor  surplus  area  con- 
cerns as  defined  below: 

(I)  "Persistent  labor  surplus  area  concern" 
m»*Ti«  a  concern  that  agrees  to  perform,  or 
cause  to  be  performed,  a  substantlad  propor- 
tion of  a  contract  In  persistent  labor  surplus 
areas.  A  concern  shall  be  deemed  to  perform 
a  substantial  proportion  of  a  contract  In 
persistent  labor  surplus  areas  if  the  costs 
that  the  concern  will  incur  on  account  of 
manufacturing  or  production  performed  In 
such  areas  (by  Itself  or  Its  first- tier  subcon- 
tractors) amount  to  more  than  SO  percent  of 
the  contract  price. 

(II)  "Substantial  labor  surplus  area  con- 
eem"  means  a  concern  that  agrees  to  per- 
form, or  cause  to  be  performed,  a  substantial 
proportion  of  a  contract  In  substantial  labor 
surplus  >reas.  A  concern  shall  be  deemed  to 
perform  a  substantial  proportion  of  a  con- 
tract In  substantial  labor  surplus  areas  if  the 
costs  that  the  concern  will  Incur  on  account 
of  maniifscturing  or  production  performed 
In  substantial  labor  surplus  areas  or  In  sub- 
stantial and  persistent  labor  surplus  areas 
(by  itself  or  its  first- tier  subcontractors) 
amount  to  more  than  50  percent  of  the  con- 
tract price. 

(e)  Identification  of  areas  of  performance. 
Sach  bidder  desiring  to  be  considered  for 
award  as  a  small  btisiness  labor  surplus  area 
oonoem  on  the  set-aside  portion  of  this  pro- 
curement shall  identify  In  his  bid  the  geo- 
graphical areas  in  wtiich  he  proposes  to 
perform,  or  cause  to  be  performed,  a  sub- 
stantial proportion  of  the  production  of  the 
contract.  If  the  Department  of  Labor  class! - 
fleattCHi  of  any  such  area  changes  after  the 
bidder  has  submitted  his  bid,  the  bidder  may 
change  the  areas  in  which  he  proposes  to 
psrform,  provided,  that  he  so  notifies  the 
Contracting  Officer  before  award  of  the  set- 
aside  portion.  Priority  for  negotiation  will 
be  baaed  upon  the  labor  surplus  classifica- 
tion of  the  designated  production  areas  as  of 
the  time  of  the  proposed  award. 

(f)  Affreement.  The  bidder  agrees  that.  If 
awarded  a  contract  as  a  small  business  per- 
sistent labor  svuplus  area  concern  under  the 
set-aside  portion  of  this  procurement,  he  will 
perform,  or  cause  to  be  performed,  a  sub- 
stantial proportion  of  the  production  In  areas 
dasslAed  at  the  time  of  award,  or  at  the  time 
of  performance  of  the  contract,  as  persistent 
labor  surplus  areas;  and  that  If  awarded  a 
contract  as  a  small  business  substantial  labor 
surplus  area  concern  under  the  set-aside 
portion  of  this  procurement,  he  will  perform, 
or  cause  to  be  performed,  a  substantial  pro- 
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portion  of  the  production  in  areas  classified 
at  the  time  of  performance  of  the  contract, 
as  substantial  or  persistent  labor  surplus 
areas. 

(g)  Token  bids.  Notwithstanding  the 
provisions  of  this  notice,  the  Oovern- 
ment  reserves  the  right,  in  determining  eli- 
gibility or  priority  for  set-aside  negotiations, 
not  to  consider  token  bids  or  other  devices 
designed  to  secure  an  unfair  advantage  over 
other  bidders  eligible  for  the  set-aside 
portion. 

(h)  /naf ruction  for  indicating  portion  of 
set-astde  quantity  desired.  The  quantity  of 
each  Item  which  has  been  set  aside  is  set 
forth  on  the  attached  Bidder's  Statement  of 
Set-Aside  Quantity  IDeslred,  which  Is  to  be 
filled  In  only  by  small  business  concerns,  as 
provided  In  (b)(2)  above.  Furthermore.  It 
is  to  be  used  by  such  a  bidder  only  when  ( 1 ) 
he  has  submitted  a  bid  for  the  entire  non- 
set-aslde  quantity  of  an  Item,  and  (2)  he 
desires  a  total  quantity  In  excess  of  the  non- 
set-astde  quantity  thereof.  Whether  or  not 
a  small  business  concern  may  participate  In 
the  set-aside  portion  Is  dependent  on  Its 
eligibility  In  accordance  with  (c)  above.  It 
should  be  noted,  however,  that  to  be  eligible 
for  the  set-aside  portion  the  bidder  need  not 
have  filled  In  the  Bidder's  Statement  of 
Set-Aside  Quantity  Desired.  The  latter 
should  only  be  filled  In  where  the  bidder 
desires  a  quantity  In  excess  of  the  non-set- 
aslde  quantity. 


BIDDER  S 


STATEMENT     Or     SET-ASIDE      QUANTITY 
DESIRED 


Item 
Mo. 


Quantity 
set-aside 


Portion  of  set-aside 
quantity  desired 

(The  Issuing  oflBce  will  Identify  by  line 
item  number  the  supplies  being  procured  as 
to  which  a  portion  Is  set  aside  and  will  desig- 
nate the  quantity  set  aside  for  each  such 
Item.  The  portion  of  set-aside  quantity 
desired  column  will  be  left  blank  for  the 
bidder  or  offeror  to  fill  in.  Where  the  defini- 
tion of  a  small  business  concern  for  a  given 
industry,  as  prescribed  by  the  Small  Busi- 
ness Administration  and  promulgated  within 
the  Department  of  Defense,  differs  from  that 
set  forth  in  the  notice  above,  the  notice  shall 
be  appropriately  modified  to  refiect  such 
definition.) 

•  •  •  •  • 

5.  Revise  5  1  801-2  and  in  3  1.804-2, 
revise  paragraphs  <  b  •  and  (c ) .  to  read  as 
follows : 

§  ]. 801-2      Labor  surplus  area. 

Labor  surplus  area  means  a  geographi- 
cal area  which  at  the  time  of  award  is: 

(a)  Classified  by  the  Department  of 
Labor  as  an  "Area  of  Substantial  Labor 
Surplus"  or  as  an  'Area  of  Substantial 
and  Persistent  Labor  Surplus"  (also 
called  "Area  of  Substantial  and  Per- 
sistent Unemployment")  (herein  re- 
ferred to  as  an  area  of  persistent  labor 
surplus)  and  listed  as  such  by  that  De- 
partment in  conjunction  with  its  publi- 
cation "Area  Labor  Market  Trends"; 
or 

'b>  Not  classified  as  in  paragraph  <a> 
of  this  section,  but  which  is  individually 
certified  as  an  area  of  persistent  or  sub- 
stantial labor  surplus  by  the  Department 
of  Labor  at  the  request  of  any  prospec- 
tive contractor. 


§  1.804-2     Set-aside  procethuii. 
•  •  •  • 

( b  >  In  advertised  prociirvnai^  k 
volving  set-asides  pursuant  to  U^l^ 
each  invitation  for  bids  shall  o^^ 
either  substantially  the  foUowIi^^^ 
or  the  notice  set  foilh  In 

of  this  section.    In  negotiated 

ments.  whichever  notice  is  undiST 
appropriately  modified  for  um  -^* 
quests  for  proposals.  The 
notice  shall  be  made  a  part  of  __ 
tract  under  the  set-aside  porttoQ  ^^ 
procurement. 

Notice    or    Labor    Sukplus    Amma 
(Nov.  1961) 

(a)    General.     A  portion  of  thto 

ment,  as  identified  elsewhere  in  Xt    

ule.  has  been  set-aside  for  award  <ari9^£ 
or  more  labor  surplus  area  coBe«H^  2 
to  a  limited  extent,  to  small  bnst^^^ 
cerns  which  do  not  qualify  as  labor  Mih 
area  concerns.  Negotiations  for  awM^lMh 
set-aside  portion  will  l>e  conducted  ~ 
responsible  labor  surplus  area 
small  business  concerns  to  the 
cated  below)  who  have  submitted 
bids  or  proposals  on  the  non 
tion  at  a  unit  price  no  greater  than 
cent  of  the  highest  award  made  on  1 
set-aside  portion.  Negotiations  for  tk 
aside  portion  will  be  conducted  vttk 
bidders  In  the  following  order  of  prM 

Group  1.  Persistent     labor    surptoi  mn 
concerns    which     are    also    small    bv 
concerns. 

Group  2.  Other   persistent   labor  « 
area  concerns. 

Group  3.  Substantial    latxir  surptai 
concerns     which    are    also 


concerns. 

Group  4.  Other  substantial  labor 
area  concerns. 

Group  5.  Small   biulness  ooneems 
are  not  labor  surplus  area  concenas. 

Within  each  of  the  above  groups. 
tions  with  such  concerns  wUl  Im  in  1 
of  their  bids  on  the  non-set-aslds 
beginning  with  the  lowest  respOBitis  Ml 
The  set-aside  portion  shall  be  awMMg 
the  highest  unit  price  awarded  on  1fesM» 
set-aside  portion,  adjusted  to  reOset  (■» 
portatlon  and  other  oost  factors  wblakMl 
considered  in  evaluating  bids  on  tts  ■» 
set-aside  portion.  However,  the 
reserves  the  right  not  to  consider 
or  other  devices  designed  to  secure  an 
advantage  over  other  bidders  eligibls 
set-aside    portion.  _  ^ 

(b)  De/Inttion«.  (1)  The  terns  ^ili 
surplus  area"  means  a  geographlMl  ■■ 
which  Is  a  persistent  labor  surplus  ansvt 
substantial  labor  surplus  area,  or  t>Oll^■ 
defined  below: 

(i)  "Persistent  labor  surplus  area"  MB 
an  area  which  (A)  'is  classified  by 
pcu-tment  of  Labor  as  an  "Area  of 
tial  and  Persistent  Labor  SiirplUi"  {0 
called  "Area  of  Substantial  and 
Unemploymen'/  I  and  Is  listed  as  soAII 
that  Departmerit  in  conjunction  vtlk  * 
publication  "Area  Labor  Market  Ttsn<fc*» 
(B)  Is  certified  as  an  area  of  substaatW 
persistent  labor  surplus  by  the 
of  Labor  pursuant  to  a  request  by  a 
spective  contractor. 

(II)  "Substantial  labor  surplus  i 
means  an  area  which  (A)  is  claasifisd If* 
Department  of  Labor  as  an  "Area  of  9^ 
stantial  Labor  Surplus"  (also  callsd  *i»» 
of  Substantial  Unemployment")  and  *•■ 
is  listed  as  such  by  that  Department  la  •► 
Junction  with  Ite  publication  "iwa  Urn 
Market  Trends,"  or  (B)  is  certified  •_• 
area  of  substantial  labor  surplus  bf  ""  "" 
partment  of  Labor  pursuant  to  a 
a  prospective  contractor. 
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.  iw  «vm  "labor   surplus   area  oon- 

'*'  Ixodes  persistent  labor  surplus  area 
,  i^sSstantial  labor  surplus  area 
-.a ■•  defined  below: 

..  MMMtattnt   labor    surplus   aiwa   oon- 

^"  miasa  concern  that  agrees  to  per- 
"r—B-e  to  be  performed,  a  substantial 
*  ..rfi^ntract  in  persistent  labor  sur- 
JJL  A  concern  shall  be  deemed  to 
'^JJl^  substantial  proportion  of  a  oon- 
52i»  nerslstent  labor  surplus  areas  if  the 
«2  tbattbe  concern  will  incur  on  account 
^-Mtnfacturing  or  prodiKtlon  performed 
"*  2S^JSir(b?  itself  or  Its  first-tier  sub- 
K^a^Pon)  amount  to  more  than  60  per- 
*?»  of  the  contract  price 
^m  -Bubstantial  labor  surplus  area  oon- 

*■»'  nmr-  a  concern  that  agrees  to  per- 
ZZ  or  cause  to  be  performed,  a  substantial 
^Z^wOaa  of  a  contract  In  substantial  labor 
^^Samainu-  A  concern  shall  be  deemed  to 
l^on  a  iubetantlal  proportion  of  a  oon- 
wlec  la  substantial  labor  surplus  areas  If 
SToosU  that  the  concern  will  incur  on  ac- 
loant  of  manufacturing  or  production  per- 
^Md  in  substantial  and  pw-sistent  labor 
^otas  sress  (by  Itself  or  its  first- tier  sub- 
J^JJctors)  amount  to  more  than  50  per- 
MBt  of  the  contract  price. 

<8)  A  "small  business  concern"  is  a  oon- 
^  tbat  (1)  l»  certified  as  a  small  biislneas 
!^iosm  by  the  Small  Business  Administra- 
ttoB.  cf  C)  ^  independently  owned  and 
(g0ft,t*^  1*  not  dominant  in  its  field  of 
obiratton  and.  with  its  afllliates.  employs 
!||^  not  more  than  500  emjdoyees  or.  If 
Um  oonoem  qualifies  as  a  labor  surplus  area 
emesm,  not  more  than  626  employees.  In 
addition  to  meeting  these  criteria,  a  manu- 
faeturer  or  regular  dealer  submitting  bids  or 
pnpoMU  in  his  ovm.  name  must  agree  to 
{onlab  in  the  performance  of  the.  contract 
(Bd  items  manufactiu-ed  or  produced  in  the 
United  States,  its  possessions,  or  Puerto  Bloo. 
^  fiwaii  business  concerns;  provided,  that 
this  additional  requirement  does  not  apply 
In  ooonection  with  construction  or  service 
eentraets. 

(e)  Identification  of  areas  of  performance. 
■idi  bidder  desiring  to  be  considered  for 
Msrd  ss  a  labor  surplus  area  concern  on 
ths  Mt-aside  portion  of  this  procurement 
■ball  IdentiXy  in  his  bid  the  geographical 
ana  in  which  he  proposes  to  perfcnm.  or 
oanw  to  be  performed,  a  substantial  pro- 
portion of  the  production  of  the  contract. 
If  the  Department  of  Labor  classification  of 
any  lueh  area  changes  after  the  bidder  has 
antatttsd  his  bid,  the  bidder  may  change 
tbt  an^  in  which  he  proposes  to  perform, 
povtdsd.  that  he  so  notifies  the  Contracting 
<Mcm  before  award  of  the  set-aside  portion. 
Prtartty  for  negotiation  will  be  based  upon 
the  labor  s\irplus  classification  of  the  desig- 
aatsd  production  areas  as  of  the  time  of 
the  proposed  award. 

(tf)  Agreement.  The  bidder  agrees  that. 
If  annulled  a  contract  as  a  persistent  labor 
nrplus  area  concern  under  the  set-€kslde 
potion  of  this  procurement,  he  will  per- 
fam.  or  cause  to  be  performed,  a  substantial 
proportion  of  the  production  In  areas  classl- 
lad  at  the  time  of  award  or  at  the  time  of 
pcfonoanee  of  the  contract,  as  persistent 
Isbor  surplus  areas;  and  that  if  awarded  a 
eoBtraet  as  a  substantial  labor  surplus  area 
eonosra  under  the  set-aside  portion  of  this 
procufsiuent.  he  wlU  perform,  at  cause  to  be 
psrfonnsd.  a  substantial  proportion  of  the 
production  in  areas  classified  at  the  time  of 
award  or  at  the  time  of  performance  of  the 
eontract,  as  substantial  or  persistent  labor 
■orphis  areas. 

Wkars  the  definition  of  a  small  business 
ooBoem  for  a  given  industry,  as  prescribed 
by  tbs  Small  Business  Administration  and 
pnaralgated  within  the  Depfu-tment  of  De- 
ftoss,  differs  from  that  set  forth  in  the  no- 
ttet  above,  the  notice  shall  be  appropriately 
BMdiflsd  to  reflect  such  definition. 
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(e)  Wbere  it  is  anticipated  that  bids 
may  be  received  which  appear  designed 
to  take  unfair  advantage  of  b<»ia  fide 
bidden,  bgr  devices  such  as  unrealis- 
tically  low  bids  or  mere  token  quantities, 
the  notice  set  forth  b^ow  may  be  used 
instead  of  that  in  paragraph  (b)  of  this 
section. 

Noncx   or  Laaoa    Subflus   Akxa   Set-Aside 
(Nov.  1961) 

(a)  freneral.  This  procurement  hfus  been 
divided  Into  two  parts.  All  concerns  whether 
labor  surplus  area  concerns  or  not,  may 
participate  In  accordance  with  ciistomary 
procedures  In  that  portion  of  this  procure- 
ment herein  called  the  "non-set-aslde"  por- 
tion. The  quantities  of  the  non-eet-aside 
portion  are  set  forth  elsewhere  in  this 
Schedule.  The  other  portion  of  the  items 
to  be  procured  has  been  set  aside  for  par- 
ticipation .(I)  by  labor  surplus  area  concerns, 
and  (11)  to  a  limited  extent,  by  small  busi- 
ness concerns  which  do  not  qualify  as  labor 
surplus  area  concerns.  This  is  called  the 
"set-aside  portion"  and  awards  therefor  are 
made  in  accordance  with  special  procedures 
set  forth  In  paragraph  (c)  of  this  notice. 
Definitions  of  the  following  terms  are  set 
forth  In  paragraph   (d)   of  this  notice: 

(1)  Labor  Surplus  Area. 
(3)   Labor  Surplus  Area  Concern. 
(3)   Small  Business  Concern. 

(b)  Non-set-aside  portion  and  award  pro- 
cedure. (1)  A  bidder  which  is  not  a  labor 
surplus  area  concern  or  a  small  business  con- 
cern shall  submit  a  bid  only  for  the  non-set- 
aslde  portion  of  the  proctirement.  Award 
thereof  will  be  made  in  accordance  with 
customary  procedures. 

(2)  A  biddor  which  is  a  labor  surplus  area 
concern  or  a  smaU  business  concern  and 
Is  Interested  In  receiving  an  award  for  a 
quantity  of  an  Item  not  exceeding  the  quan- 
tity set  forth  in  the  non-set-aslde  portion 
of  procurement,  should  submit  a  bid  in  the 
same  manner  as  other  concerns  bidding  only 
on  the  non-«et-aslde  portion.  If  such  a 
bidder  Is  Interested  in  receiving  an  award 
for  a  quantity  of  an  Item  in  addition  to  the 
quantity  set  forth  in  the  non-set-aslde  pc«-- 
tlon.  he  must  bid  the  entire  quantity  on 
the  non-set-aslde  portion  of  the  Item,  and 
Indicate  such  additional  quantity  of  the 
Item  as  he  desires  by  so  specifying  on  the 
Blddw's  Statement  of  Set-Aside  Quantity 
Desired.  Thus,  the  Bidder's  Statement  of 
Set-Aside  Qiumtity  Desired  is  not  to  be  used 
unless  the  bidder  has  bid  the  entire  quantity 
of  an  Item  under  the  non-set-aslde  portion. 

However,  a  labor  surpliis  area  or  small 
business  concern  which  receives  no  award, 
or  receives  an  award  for  less  than  the  total 
quantity  of  an  Item  f^:  which  it  submitted 
a  bid  under  the  non-set-aslde  portion,  may 
be  eligible  for  an  award  of  the  quantity  It 
bid.  or  the  unawarded  quantity  hereof,  un- 
der the  following  procedure  governing  the 
set-aside  portion. 

(c)  Set-aatde  portion  and  award  proce- 
dure. Award  of  the  set-aside  portion  of  this 
procurement  will  be  made  after  award  has 
been  completed  on  the  non-set-aslde  portion. 
It  will  be  made  only  to  labor  surplus  area 
or  small  business  concerns  which  are  foiind 
to  be  eligible  in  accordance  with  (1)  below; 
on  the  basis  of  priorities  for  award  set  forth 
In  (2)  below;  for  quantities  as  provided  in 
(3)  below;  and  at  prices  determined  in  ac- 
'Cordance  with  (4)   below. 

(1)  Eligibility.  To  be  eligible  for  con- 
sideration for  the  set-aside  portion  of  an 
Item,  ttie  labor  surplus  area  or  small  business 
concern  must  have  submitted  a  responsive 
bid  on  such  Item  in  accordance  with  the 
requirements  ot  (b)  (2)  above  at  a  unit 
price  no  greater  than  120  percent  of  the 
highest  unit  price  for  such  Item  awarded 
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under  ttie  non-set-aslde  porttoB. 
see  (6)  below  when  separate  (laaulUIn  «• 
offered  at  different  prices,  (6)  below  whsn 
separate  quantities  are  offered  at  tte-tn 
prices,  and  (7)  below  when  an-or-iione  bias 
are  offered  for  more  than  one  Item. 

(2)  Priorities.  Negotiations  for  the  sst- 
aside  portion  will  be  conducted  with  such 
bidders  in  the  foUowing  order  of  priority; 

Group  1..  Persistent  labor  surplus  area 
concerns  which  are  also  small  buslBSsa 
concerns. 

Group  2.  Other  persistent  labor  surptua 
area  concerns. 

Group  S.  Substantial  labor  sinplus  area 
concerns  which  are  also  smaU  business 
concerns. 

Group  4.  Other  substantial  labor  surplus 
area  concerns. 

Group  5.  Small  business  concerns  whl<^ 
are  not  labor  surplus  area  conoens. 

Within  each  of  the  above  groups.  nagotU- 
tlons  for  each  Item  will  be  conducted  with 
eligible  concerns  in  the  order  of  thair  bids 
on  the  non-set-aslde  portion,  beginning  with 
the  lowest  responsive  bids.  However,  see  (6) 
below  for  the  method  of  determining  the 
bid  when  separate  quantities  are  offered  at 
different  i»:ices  and  see  (6)  below  when  sep- 
arate quantities  are  offered  at  tle-ln  prices. 

(3)  Quantity.  The  quantity  of  the  set- 
aside  portion  of  an  Item  which  may  be 
awarded  to  an  eligible  concern  shall  be  as 
follows : 

(I)  Where  a  concern  has  not  specified  a 
quantity  of  the  Item  on  the  Bidder's  State- 
ment of  Set-Aside  Quantity  Desired,  the 
quantity  shall  be  no  greater  than  the 
quantity  of  su6h  concern's  bid  on  the  non- 
set-aslde  portion  of  that  Item,  less  the 
quantity,  if  any,  of  that  Item  awarded  to 
that  concern  tmder  the  non-set-aslde 
portion. 

(II)  Wh£re  a  concern  has  specified  a  quan- 
tity of  the  Item  on  the  Bidder's  Statement 
of  Set-Aside  Quantity  Desired,  the  quantity 
shall  be  no  greater  than  the  total  of  the 
entire  non-set-aside  portion  of  the  Item  and 
the  quantity  thereof  specified  on  the  Bid- 
der's Statement  of  Set-A||lde  Quantity  De- 
sired, less  the  quantity,  if  any.  of  that  Item 
awarded  to  that  concern  under  the  non-set- 
aslde  portion. 

(4)  Price.  The  set-aside  portion  shall  be 
awarded  at  the  highest  imlt  price  awarded 
on  the  non-set-aslde  portion,  adjusted  to 
reflect  transportation  and  other  oost  factoca 
which  were  considered  in  evaltiatlng  bids  on 
the  non-set-aside  portion.  However,  see 
(6)  and  (7)  below  for  the  highest  unit  price 
when  the  highest  award  la  made  as  a  result 
of  tle-ln  hi<U  or  all-or-none  type  of  quali- 
fication. 

(5)  Separate  quantities  at  different  prtoea. 
Where  a  concern  has  sutxnltted  a  bid  for 
separate  quantities  of  the  non-^aet  aside  por- 
tion of  an  Item  at  different  prices,  without 
conditioning  the  Government's  right  to  £o- 
cept  one  or  more  such  quantlUes  upon  Its 

.  concurrent  acceptance  of  another  quantity 
of  the  Item  each  separate  quantity  ahall  be 
considered  as  a  separate  bid  for  the  purpoae 
of  determining  the  eligibility  of  the  concern 
with  respect  to  the  120  percent  limit  pre- 
scribed in  (c)  (1)  above,  and  for  the  purpoae 
of  determining  under  (c)  (2)  above  the 
standing  of  that  bid  in  the  order  at  negotia- 
tions for  the  set-aside  portion  of  that  Item. 

(6)  Separate  quantities  at  tie-in  prices. 
Where  a  concern  has  submitted,  a  bid  for  sep- 
arate qxiantlties  of  the  non-set-aslde  portloa 
of  an  Item  at  different  prices,  and  has  con- 
ditioned the  Government's  rl^t  to  accept 
any  ope  or  more  of  such  quantities  iqxm  Its 
conctnrent  acceptance  of  another  quantity 
of  the  Item,  the  weighted  average  <tf  the 
prices  for  such  conditioned  quantities  shall 
be  considered  the  unit  price  for  the  purpoae 
of  determining,  with  respect  to  such  oondl- 
tloned  quantities.  (1)  the  ellglbUlty  of  the 
firm  with  respect  to  the  120  percent  limit  of 
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(o)(l)  nhof.  (U)  th*  priority  itatua  of  the 
firm  uiutar  (e)  (3)  abora.  aad  (Hi)  the  blgh- 
Mt  ualt  price  for  awanU  under  (c)  (4)  aboTe 
If  tb*  blfheet  award  on  the  non-aet-aelde 
portloa  wae  made  on  anch  conditioned  bid. 

(7)  JUl-or-Non*  bida.  Where  a  concern 
baa  eubmltted  an  "all-or-none"  bid  (or  more 
than  one  Item  and  thereby  has  conditioned 
the  Qoremmenfa  right  to  award  any  Item 
upon  ita  concurrent  award  of  another  Item, 
the  unit  prtcee  bid  for  each  Item  on  an  "all- 
or-none"  baala  ahall  be  considered  Independ- 
ent unit  prices  for  the  porpoee  of  determin- 
ing the  eligibility  and  priority  status  of  the 
concern  for  the  set-aside  portion  of  each 
Item.  In  no  event  wlU  a  set-aside  award  be 
made  for  an  Item  to  such  bidder  at  a  higher 
unit  price  than  his  "all-or-none"  unit  price 
bid  for  the  Item  on  the  non-set-aslde  por- 
tion. 

(d)  X>«/lnUioru.  (1)  The  term  "labor 
surplus  area"  means  a  geographical  area 
wtUcti  Is  a  persistent  labor  surplus  area  or 
a  substantial  labor  surplus  area,  or  both,  as 
defined  below : 

(1)  "Persistent  Labor  Surplus  Area' 
means  an  area  which  (A)  Is  classified  by  the 
Department  of  Labor  as  an  "Area  of  Sub- 
stantial and  Persistent  Labor  Surplus"  (also 
called  "Area  of  SutMtantlal  and  Persistent 
Unemployment")  and  Is  listed  as  such  by 
that  Department  In  conjunction  with  Its 
publication  "Area  Labor  Market  Trends."  or 
(B)  Is  certified  as  an  area  of  substantial  and 
persistent  labor  surplus  by  the  Department 
of  Labor  piirsuant  to  a  request  by  a  pro- 
spective contractor. 

(11)  "Subetantlal  Labor  Surplus  Area" 
means  an  Area  which  (A)  is  classified  by  the 
Department  of  Labor  as  an  "Area  of  Sub- 
stantial Labor  Siu-plus"  (also  called  "Area 
of  Subetantlal  Unemployment")  and  which 
Is  listed  as  such  by  that  Department  in  con- 
Junctlon  with  Its  publication  "Area  Labor 
Market  Trends."  or  (B)  Is  certified  as  an 
area  of  subetantlal  labor  surplus  by  the 
Department  of  Labor  pursuant  to  a  request 
by  a  prospective  contractor 

(2)  The  term  "labor  surplus  area  con- 
cern" Includes  persistent  labor  surplus  area 
concerns  ajid  substantial  labor  surplus  area 
concerns  as  defined  below : 

<l)  "Persistent  labor  surplus  area  con- 
cern" means  a  concern  that  agrees  to  per- 
form, or  cause  to  be  performed,  a  substantial 
proportion  of  a  contract  In  persistent  labor 
surplus  areas.  A  concern  shall  be  deemed 
to  perform  a  substantial  proportion  of  a 
contract  In  persistent  labor  surplus  areas  If 
the  costs  that  the  concern  will  Incur  on  ac- 
coiint  of  manufacturing  or  production  per- 
fcKined  In  such  areas  (by  Itself  or  its  first- 
tier  subcontractors)  amount  to  more  than 
50  percent  of  the  contract  price 

(11)  "Subetantlal  labor  surplus  area  con- 
cern" means  a  concern  that  agrees  to  per- 
form, or  cause  to  be  performed,  a  sub8taj:itlal 
proportion  of  a  contract  in  substantial  labor 
surplus  areas.  A  concern  shall  be  deemed 
to  perform  a  substantial  proportion  of  a 
contract  In  subetantlal  labor  surplus  areas 
If  the  costs  that  the  concern  will  Incur  on 
account  of  manufacturing  or  production 
performed  In  substantial  labor  surplus 
areas  or  In  substantial  and  persUtent  labor 
surplus  areas  (by  Itself  or  Its  first-tier  sub- 
contractors) amount  to  more  than  50  per- 
cent  of   the  contract   price. 

(3)  A  "small  business  concern"  Is  a  con- 
cern that  (1)  Is  certified  as  a  small  business 
concern  by  the  Small  Business  Administra- 
tion, or  (11)  Is  Independently  owned  and  op- 
erated. Is  not  dominant  In  its  field  of  op- 
eration and.  with  Its  afflllates,  employees 
either  not  more  than  500  employees  or.  If 
the  concern  qualifies  as  a  labor  surplus  area 
concern,  not  more  than  635  employees  In 
addition  to  meeting  these  criteria,  a  manu- 
facturer or  regular  dealer  submitting  bids  or 
proposals  In  his  own  name  must  agree  to 
furnish  In  the  performance  of  the  contract 
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end  Items  manufactured  or  produced  In  the 
United  States,  Its  poeseeslons.  or  Puerto  Rico, 
by  small  business  concerns;  provided,  that 
this  additional  requirement  does  not  apply 
in  connection  with  construction  or  service 
contracts. 

(e)  IcUnti/lcxition  of  areas  of  perform- 
ance Each  bidder  desiring  to  be  considered 
for  award  as  a  labor  surplus  area  concern  on 
the  set -aside  portion  of  this  procurement 
shall  Identify  In  his  bid  the  geographical 
areas  In  which  he  projx)6e8  to  perform,  or 
cause  to  be  performed,  a  substantial  pro- 
portion of  the  production  of  the  contract 
If  the  Department  of  Labor  classification  of 
any  such  area  changes  after  the  bidder  has 
submitted  his  bid.  the  bidder  may  change 
the  areas  In  which  he  proposes  to  perform, 
provided,  that  he  s<j  notifies  the  Contracting 
Officer  before  award  of  the  .set-aside  portion 
Priority  for  negotiation  will  be  based  upon 
the  labor  surplus  classification  of  the  desig- 
nated production  areas  as  of  the  time  of  the 
proposed  award 

(f  >  Ajir^cement  The  bidder  agrees  that.  If 
awarded  a  contract  as  a  persistent  labor 
surplus  area  concern  under  the  set-aside 
portion  of  this  pr<xrurement.  he  will  per- 
form, or  cauae  to  be  jierformed.  a  substan- 
tial proportion  of  the  production  In  areas 
classified  at  the  time  of  award,  or  at  the  time 
of  i)erformance  of  the  contract,  as  persistent 
labor  surplus  jaea-i;  and  that  If  awarded  a 
contrict  as  a  s'jhstantlal  labor  .-^iirplus  area 
Concern  under  the  .let-a.slde  portion  of  this 
procurement,  he  will  perform,  or  cause  to  be 
f>erformed.  a  substantial  proportion  of  the 
production  in  areas  classified  at  the  time  of 
award,  or  at  the  time  of  ()erformance  of 
the  contract.  a.s  subf t;\ntl.i]  or  {>erslstent 
lab<)r   surplus   areas 

(gi  Token  bidt  Notwithstanding  the 
provisions  of  this  Notice,  the  Government 
reserves  the  right.  In  determining  eligibility 
or  priority  for  set-aside  negotiations,  not  to 
consider  token  bids  or  other  devices  designed 
to  secure  an  unfair  advantage  over  other 
bidders  eligible  for  the  set-aside   portion 

(h)  Instruction  for  indicating  portion  of 
set-ti.^ide  quantity  desired  The  quantity  of 
each  Item  which  has  been  set-aside  Is  set 
forth  on  the  attached  Bidders  Statement  of 
Set-A-slde  Quantity  Desired,  which  is  to  be 
filled  In  only  by  labor  surplus  area  concerns 
and  small  bu.^lness  concerns,  as  provided  In 
(b»  I  2)  above  Furthermore.  It  Is  to  be  u.«ed 
by  such  a  bidder  only  when  (I)  he  has  sub- 
mitted a  bid  for  the  entire  non-set-aslde 
quantity  of  an  Item,  and  (2)  he  desires  a 
total  quantity  In  fxce^s  of  the  non-set-a.slde 
quantity  thereof  Whether  or  not  a  labor 
surplus  concern  or  "^mall  buslners  concern 
may  participate  In  the  .set-aside  portion  is 
dependent  on  Its  eligibility  in  accordance 
with  (c)  above  It  should  be  noted,  how- 
ever, that  to  be  eligible  for  the  set-aside 
portion  the  bidder  need  not  have  filled  In 
the  Bidders  Statement  of  Set-Aside  Quan- 
tity Desired  The  latter  should  only  be 
filled  In  where  the  bidder  desires  a  quantity 
In    exces-s   of    the   non-sct-aside   quantity 

Bioofjt's  Statemknt  or  .ScT-A.sn>E  Quantity 
Ocsisro 


Item  No 


Set-aside 
quantity 


Portion  of  set-aside 
quantity  desired 

(The  Issuing  office  will  Identify  by  line 
Item  the  supplies  being  procured  as  to  which 
a  portion  Is  set  aside  and  will  designate  the 
quantity  set  aside  for  each  such  Item  The 
quantity  desired  column  will  be  left  blank 
for  the  bidder  or  offeror  to  fill  In  ) 

•  •  •  •  • 

6.  Section  1.1003-3  is  revised  and  in 
S  1.1003-9,  paragraphs  <e)  and  (f)  are 
revised,  to  read  as  follows : 


§  l.lOOS-3      Synopses  of  «.  ^ 

portunities.  ^ 

(a»  By  contracting  offlcert.  m 
to  broaden  the  opportunity  In  nm, 
procurement  for  subcontractint  te' 
business  concerns  and  others,  m^ 
ing  officers  shall,  unless  not  in  iSiQbT 
ernment's  interest  or  subcontnctlM^ 
portunities  do  not  exist,  publlih  kl2 
Department^  of  Commerce  SnioMiZ 
names  and  addresses  of  flrmi  U  i^ 
requests  for  proposals  are  to  be  hM 
This  procedure  will  offer  opportoMly^ 
small  business  concerns  and  ottMni^ 
terested  in  subcontracting  to  rnabg. 
root  contact  with  prospective  prteeti^ 
tractors  at  an  early  stage  in  the  n^ 
curement  An  addition  to  the  ng^ 
synopsis  prepared  in  accordanee  gm 
S  1.1003-9  shall  be  made  aa  set  f«1kh 
§  1.1003-9"f». 

<  b I  By  prime  contractors  and 
tractors.  Prime  contractors  *  _ 
contractors  should  be  encouraced  t» 
the  Department  of  Commerce 
to  publicize  opportunities  in  theflellg 
subcontracting  stemming  from  thelrl^ 
fense  business.  Prime  contracton  wt 
their  subcontractors  will  be  ■iItII  k 
mail  subcontract  information 
to  the  US.  Department  of 
Room  1300.  433  West  Van  Buren 
Chicago  7,  111.,  under  the  headinf 
contracting  Assistance  Wanted"  lod  k 
the  form  of  the  following  example: 

XYZ  Co.  Attn.  John  Z.  Smith.  "Mi.  h 
R.indolph  6  1111,  102  First  Avenus,  GMtip 
7.    Ill  .   seeks  Subcontractor  on  Item  te  ti 

used  In  connection  with  Contract  No 

awarded  5-l-<>0.  Colls,  Induction.  D«|.  Ri 
10  742 10.000  ea 

(Name,  description,  and  quantity  a(  olfes 
Items  or  services  may  be  Included  sskais 
contract  assistance  Is  desired  unte  tti 
same  contract  number) — If  Intersstsd,  Mfei 
inquiry  before  5-16-60  to  above  ContnslB. 

§1.1003-9      Preparation  and 


<e>  Certain  procurements  inT(4ndi> 
mands  on  the  contractor  which  Bi 
make  it  virtually  impossible  for  e» 
corns  not  having  special  capabiUMac 
qualifications  to  compete  r 
for  the  contract.  So  as  to  alert 
concerns  to  the  need  for  special 
ties  or  qualifications  and  thus 
them  to  avoid  improvident  ex] 
for  bid  preparation  and  the  like, 
curements  for  which  d)  it  la 
ticable  to  distribute  plans.  drawUfei* 
spectflcatioiis,  f2)  adequate  plane, 
ings  or  specifications  to  describe 
ments  are  not  available.  (3) 
clearance  is  required,  or  (4)  other  ^ 
cumstances  exist  which  sbouM  h 
brought  to  the  attention  of  piueiWlta 
sources  for  consideration  in  ordV  i 
clearly  indicate  those  qualifying 
affecting  the  procurement,  should  IM 
.  identified  in  the  synopsis.  Appropdlli 
notations  for  inclusion  in  the  sjVtlA 
such  as  set  forth  below,  should  be  ^ 
vised  to  meet  the  needs  of  4Ndk 
situations. 

(li    Availability  of  specifications,  piSM* 
dr.iwings 

It  will  be  Impracticable  to  dUtrtlnrti  • 
applicable 


( Insert      "specifications."      "plans. 

ings"  or  other  appropriate  words) 


iJUjuftrr  February  22,  1962 

^^  tki  soUcluUon.  This  daU  may  be 
^.tasA  or  obtained  at — 

^tr^^  (Be  specific) 

/lit  complex  data  not  available. 
^Zl^  fP^U^oAtloriB.  plans    or   draw- 

^^Sattofto  the  procurement  described 

HL  dto  twt   fully    provide    all   necessary 

iSSf Storing  and  construction  details. 

^tm  security  requirements. 
^^[^  clearance  will  be  required  of  suc- 

-«fid  Wdder  or  offeror. 

T^  AvaUablllty  of   background  research 

"•Ki  procurement  of  basic  research  Is  a 
^tonatlon  of  an  effort  conducted  for  the 
•"T^       A  research  report  con- 

•^  "(Insert  period ) 

^.jnlng  findings  to  date  Is  not  available  to 

•he  ctoremment. 

(■•)  Production  requirements. 

TIM  production  of  the  supplies  lUt«l  re- 
nins a  substantial  Initial  Investment  or  an 
^^1^1^  period  of  preparation  for  manu- 

tseture.  | 

(f )  Where  the  contracting  officer  de- 
lennlnee  in  accordance  with  S  1.1003- 
S(a)  that  the  names  of  firms  to  whom 
(Moeete  for  proposals  have  been  Issued 
riioold  be  included  in  the  synopsis,  such 
gfnagmis  shall  contain  substantially  the 
tOJoming  statement : 

Requests  for  Proposals  have  been  Issued  to 
{b«  following  firms : 

(Name  of  firm)  (Address) 

It  Is  suggested  that  smaU  business  firms 
or  others  Interested  In  subcontracting  op- 
portunities In  connection  with  this  proctire- 
ment  make  direct  contact  with  the  above 
firms. 

•  •  •  •  • 

7.  Revise  §  1.1206  and  add  new 
||1.120ft-l,  1.1206-2,  1.12©e-3.  1.1206-4, 
sod  1.1206-5.  to  read  as  follows: 

1 1.1106     Purchase   deteriptions. 

i  1.1206-1      General. 

(a)  A  purchase  description  may  be 
UMd  in  lieu  of  a  specification  when  au- 
thorised by  S  1.1202(b)  and.  subject  to 
the  restriction  on  repetitive  use  in 
11.1202(b)(7).  where  no  applicable 
ipedflcatlon  exists.  A  purchase  descrip- 
tksi  ahould  set  forth  the  essential 
characteristics    and    functions    of    the 

V  items  or  materials  re(iuired.  Purchase 
deeerlptions  shall  not  be  written  so  as  to 
medfy  a  product,  or  a  particular  feature 
ef  t  product,  peculiar  to  one  manu- 
facturer and  thereby  preclude  ctmsldera- 
tloQ  of  a  product  manufactured  by 
mother  company,  unless  it  is  determined 
that  the  particular  feature  is  essential 
to  ttie  Qovemment's  requirements,  and 
that  similar  products  of  other  companies 
lacking  the  particular  feature  would  not 
meet  the  minimum  requirements  for  the 
Item.  Generally,  the  miniinum  accepta- 
ble purchase  description  is  the  identifi- 
cattoc  of  a  requirement  by  use  of  brand 
name  followed  by  the  words  "or  equal" 
This  technique  should  be  used  only  as  a 
lirt  resort  when  an  adequate  spedflca- 
tlOD  or  more  detailed  description  cannot 
feasibly  be  made  available  in  time  for 
the  procurement  under  consideration. 
Porehase  descriptions  of  services  to  be 
sroeored  should  outline  to  the  greatest 
degree  practicable  the  specific  services 
the  contractor  is  expected  to  paform. 

(b)  The  words  "or  equal"  should  not 
be  added  when  it  has  been  determined  In 
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aooordanee  with  paragraph  (a)  of  this 
section  that  only  a  particular  product 
meets  the  essential  requimnents  of  the 
Government,  as,  for  example,  (1)  where 
the  required  supplies  can  be  obtained 
only  from  one  source:  (2)  procurements 
negotiated  imder  S  3.207  of  this  chi4;>ter 
for  specified  medicines  or  medical  sup- 
plies where  it  has  been  determined  that 
only  a  particular  brand  name  will  meet 
the  essential  requirements  'of  the  Gov- 
ernment; or  (3)  procurements  negotiated 
under  §  3.208  of  this  chapter  for  supplies 
for  resale  where  it  has  been  determined 
by  a  selling  activity  that  only  a  particu- 
lar brwd  name  will  meet  the  desires  or 
preferences  of  its  patrons. 

§  1.1206-2      Brand  name  or  equal   pur- 
fdiase  description. 

(a)  .Purchase  descriptions  which  con- 
tain references  to  one  or  more  brand 
name  products  followed  by  the  words  "or 
equal"  may  be  used  only  when  authorized 
by  S  1.1202(b)  and  in  accordance  vdth 
98 1.1206-3  and  1.1206-4.  The  term 
"iHtind  name  product"  means  a  com- 
mercial product  described  by  brand  name 
and  make  or  model  number  or  other  ap- 
propriate nomenclature  by  which  such 
product  is  offered  for  sale  to  the  public 
by  the  particular  manufacturer,  pro- 
ducer, or  distributor.  Where  feasible, 
all  known  acceptable  brand  name  prod- 
ucts should  be  referenced.  Where  a 
"brand  name  or  equal"  purchase  descrip- 
tion Ls  used,  prospective  contractors  must 
be  given  the  opportunity  to  offer  prod- 
ucts other  than  those  specifically  refer- 
ence^ by  brand  name  if  such  other 
products  will  meet  the  needs  of  the  Gov- 
ernment in  essentially  the  same  manner 
as  those  referenced. 

(b)  "Brand  name  or  equal"  purchase 
descriptions  sheuld  set  forth  those  sa- 
lient physical,  functional,  or  other  char- 
acteristics of  the  referenced  products 
which  are  essential  to  the  needs  of  the 
Government.  For  example,  where  in- 
terchangeability  of  parts  is  required, 
such  requirements  should  be  specified. 
Purchase  descriptions  should  contain 
the  following  information  to  the  extent 
available,  and  include  such  other  infor- 
mation as  is  necessary  to  describe  the 
item  required. 

(1)  Complete  common  generic  iden- 
tification of  the  item  required; 

(2)  Applicable  model,  make,  or  cata- 
log number  for  each  brand  name  prod- 
uct referenced,  and  identity  of  the  com- 
mercial catalog  in  which  it  appears ;  and 

(3)  Name  of  manufacturer,  producer, 
or  distributor  of  each  brand  name  prod- 
uct referenced  (and  address  if  company 
Is  not  well  known) . 

(c)  When  necessary  to  describe  ade- 
quately the  item  required,  an  applicable 
commercial  catalog  description,  or  per- 
tinent extracts  therefrom,  may  be  used 
if  such  description  is  identified  in  the 
Invitation  for  bids  or  request  for  pro- 
posals as  being  that  of  the  particular 
named  manufacturer,  producer,  or  dis- 
tributor. The  contracting  officer  will 
insure  that  a  copy  of  any  catalogs  ref- 
erenced (except  parts  catalogs)  is  avail- 
able on  request  for  review  by  bidders  at 
the  purchasing  office. 


1«I3 


§  1.1206-3     iBTiUtkm  for 

Name  or  Equal**  Purdiaee  Dcaeri^ 
tions. 

(a)  Except  as  provided  in  paracn^ih 
(c)  of  this  section,  when  a  "brand  name 
or  equal"  piuxhaee  description  is  in- 
cluded in  an  invitation  for  bids,  \he  fol- 
lowing shall  beiinserted  after  each  Item 
so  described  in  the  invitation,  for  com- 
pletion by  the  bidder: 

Bidding  on : 

Manufacturer's   name    , 

Brand No. 

(b)  In  addition,  the  following  clause 
shall  be  included  in  the  invitation:  "" 

Brakd  Namx  ok  Equal  (Nov.  1961 ) 

(As  used  in  this  datise,  the  term  "brand 
name"  Includes  identification  of  produets 
by  make  ahd  model.) 

(a)  If  items  called  for  by  this  Invitation 
for  Bids  have  been  Identified  in  th«  Sdwdvle 
by  a  "brand  name  or  equal"  description,  such 
identification  Is  Intended  to  be  deacrlptlTe, 
but  not  restrictive,  and  Is  to  indicate  the 
quality  and  characteristics  of  products  tbat 
win  be  satUfactory.  Bids  offering  "equal" 
products  win  be  considered  for  asard  U  such 
products  are  clearly  Identified  In  th*  bids 
and  are  determined  by  the'Oovemment  to  be 
equal  In  all  material  respects  to  tbe  btand 
name  products  referenced  In  the  Invltatton 
for  Bids. 

(b)  Unless  the  bidder  clearly  indloates  In 
his  bid  that  he  is  offering  an  "equal"  prod- 
uct, his  bid  shall  be  considered  as  offertng  a 
brand  name  product  referenced  In  the  Invi- 
tation for  Bids. 

(c)(1)  If  the  bidder  proposes  to  fomUh 
an  "equal"  product,  th«  brand  name,  if  any, 
of  the  product  to  be  furnished  shaU  be  in- 
serted In  the  space  provided  In  the  Invita- 
tion for  Bids,  or  such  product  shall  be  other- 
wise clearly  identified  in  the  told.  Tbe 
evaluation  of  bids  and  the  determination  aa 
to  equality  of  the  iH-oduct  offered  shall  be 
the  reeponslbUlty  of  the  Oovenuneai  and 
wlU  be  bcMed  on  Information  furnished  by 
the  bidder  or  Identified  in  his  Md,  as  wall  ■• 
other  Information  reasonably  avallahte  to 
the  piirchaslng  activity.  CAumot  to  aiaiiau. 
The  purchasing  activity  is  not  responalble 
for  locating  or  securing  any  Infonnatlon 
which  Is  not  identified  In  the  bid  and  rea- 
sonably avaUable  to  the  purchasing  activity. 
Accordingly,  to  Insure  that  sufllrifitt  Infor- 
mation Is  available,  the  bidder  miist  fivnlah 
as  a  part  of  his  bid  all  deacifirtlve  material 
(such  as  cuts.  UlustratlonB,  drawlnss.  or 
other  Infcamatlon)  necessary  for  the  pur- 
chasing activity  to  (1)  determine  v^iether 
the  product  offered  meets  the  requtremeats 
of  the  Invitation  for  Bids  and  (11)  eatabUah 
exactly  what  the  bidder  proposes  to  furalrti 
and  what  the  Oovemment  woiild  be  Wiwllng 
Itself  ta  purchase  by  making  an  award.  Tha 
information  fximlshed  may  inelwlB  ^>eeiflc 
references  to  Information  {fferlously  fur- 
nished or  to  information  otherwise  avaUable 
to  the  purchasing  activity. 

(2)  If  the  bidder  proposes  to  modify  a 
product  so  as  to  malce  it  conform  to  the  re- 
quirements of  tlie  Invitation  for  Bids,  he 
shall  (1)  include  in  his  bid  a  clear  deaer^ 
tlon  of  such  proposed  modifications  and  (11) 
clearly  mark  any  descriptive  material  to  show 
the  proposed  modifications. 

(3)  Modifications  proposed  after  Ud 
opening  to  make  a  product  conform  to  a 
brand  name  product  referenced  la  the  la- 
vltatlon  for  Bids  will  not  be  oooaldered. 

(c)  (1)  Where  component  parts  of  an 
end  item  are  described  in  the  invltatian 
for  bids  by  a  "brand  name  or  equal" 
purchase  descrtption  and  tbe  eohtnket- 
ing  officer  determines  that  aw>ll<aitlon 
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of  the  elAUM  In  pAragraph  <b>  of  this 
section  to  such  component  parts  would 
be  Impracticable,  the  requirements  of 
paragraph  (a)  of  this  section  shall  not 
i^ply  with  respect  to  such  component 
parts.  In  such  cases.  If  the  clause  is 
included  in  the  Invitation  for  Bids  for 
other  reasons,  a  statement  substantially 
as  follows  also  shall  be  included: 

The  clauM  entitled  "Brand  Name  or 
Equal"  does  not  apply  to  the  following  com- 
ponent parte: 

(Llat  the  component  parts  as  to  which  the 
ciauae  does  not  apply.) 

(2)  In  the  alternative,  if  the  contract- 
ing officer  determines  that  the  clause 
in  paragraph  (b)  of  this  section  should 
apply  to  only  certain  such  component 
PMti.  the  requirements  of  paragraph 
(a)  of  this  section  shall  apply  to  such 
component  parts  and  a  statement  sub- 
stantially as  follows  also  shall  be 
included : 

The  clause  entitled  "Brand  Name  or  Equal" 
appUea   to  the   following  component   parts 

(List  the  component  parts  to  which  the 
ciauae  applies. ) 

(d)  When  an  invitation  for  bids  con- 
tains "brand  name  or  equal"  purchase 
descriptions,  bidders  who  offer  brand 
name  products  referenced  in  such  de- 
scriptions shall  not  be  required  to  fur- 
nish bid  samples  of  the  referenced  brand 
name  products:  however,  invitations  for 
bids  may  require  the  submission  of  bid 
samples  in  the  case  of  bidders  offering 
"or  equal"  products. 

§  1.1206-4  Bid  CTsluation  and  award — 
**l»raiHl  nJUBC  or  equaF'  purrhsAe 
descriptions. 

(a)  Bids  offering  products  which  differ 
from  brand  name  products  referenced  in 
a  "brand  name  or  equal"  purchase  de- 
scription shall  be  considered  for  award 
where  the  contracting  ofBcer  determines 
in  accordance  with  the  terms  of  the 
clause  in  9  1.1206-3 <b)  that  the  offered 
products  are  equal  in  all  material  re- 
spects to  the  products  referenced.  Bids 
shall  not  be  rejected  because  of  minor 
differences  in  design,  construction,  or 
features  which  do  not  affect  the  suitabil- 
ity of  the  products  for  their  intended  use. 

(b)  Award  docimients  shall  Identify, 
or  incorporate  by  reference  an  Identifica- 
tion of  the  specific  products  which  the 
contractCMT  is  to  furnish.  Such  identi- 
fication shall  include  any  brand  name 
and  make  or  model  number,  descriptive 
material,  and  any  modifications  of  brand 
name  products  specified  in  the  bid.  In- 
cluded in  this  requirement  are  those 
instances  where  (1)  the  description  of 
the  end  item  contains  "brand  name  or 
equal"  purchase  descriptions  of  compo- 
nent parts  or  of  accessories  related  to 
the  end  item  and  (2)  the  clause  in  J  1.- 
1206-3(b)  was  applicable  to  such  com- 
ponent pi^rts  or  accessories  ^see  S  11206- 
3(c)). 

§  1.1206-5  Procedure  for  negotiated 
procvrements. 

(a)  The  policies  and  procedures  pre- 
scribed In  81  1.1206-2  through  1  1206-4 
for  formally  advertised  procurements 
sh*U  be  genertdly  applicable  to  nego- 
tiated procurements. 
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(b)  The  clause  in  5  1.1206-3(b)  may 
be  adapted  for  use  in  negotiated  procure- 
ments. If  use  of  the  clause  is  not  prac- 
ticable (as  may  be  the  case  in  exigency 
prurchases) .  suppliers  shall  be  suitably 
informed  that  proposals  offering  prod- 
ucts different  from  the  products  refer- 
enced by  brand  name  will  be  considered 
if  the  contracting  officer  determines  that 
such  offered  products  are  equal  in  all 
significant  and  material  respects  to  the 
products  referenced. 


PART  2— PROCUREMENT  BY 
FORMAL  ADVERTISING 

8.  In  §2.201.  add  subparagraph  (26) 
to  paragraph  <a) .  and  in  9  2.407-3.  revise 
paragraph  (b).  to  read  as  follows: 

§  2.201      Preparation    of     invitation     for 
bid«. 

•  •  •  •  • 

(a)    •    •    • 

<  26 )  A  provision  covering  the  required 
source  for  jeweled  bearings  (see  9  1.315 
of  this  chapter). 

•  •  •  •  • 

§  2. 107-3      Discount*. 

•  •  •  *  • 

(b>  In  determining  which  of  several 
bids  received  is  the  lowest,  any  discount 
offered  shall  be  deducted  from  the  bid 
price  on  the  assumption  that  the  dis- 
count will  be  taken,  unless  discount  of- 
fered is  for  a  lesser  period  than  the  mini- 
mum number  of  days  specified  In  the  In- 
vitation for  bids  (see  paragraph  (a)  of 
this  section).  In  evaluating  equal  bids 
offering  discounts  meeting  the  minimum 
discount  period  required  by  the  invita- 
tion, a  bid  offering  a  longer  discount  pe- 
riod shall  not  be  con^dered  as  being 
more  advantageous  to  the  Government. 
If  a  bid  offers  a  prompt  payment  dis- 
count, but  falls  to  specify  the  period  in 
which  the  discount  may  be  taken,  the 
discount  may  be  considered  since  award 
to  the  bidder  gives  the  Government  the 
right  to  deduct  the  discount  from  any 
payments  made  with  reasonable  prompt- 
ness. 


PART  3— PROCUREMENT  BY 
NEGOTIATION 

9  Add  paragraph  (c)  to  9  3.102.  and 
revise  9  3.210-3.  to  read  as  follows: 

§  3.102      General  requirements  for  nego- 
tiation. 

•  •  •  •  • 

(c)  Negotiated  procurements  shall  be 
on  a  competitive  basis  to  the  maximum 
practical  extent.  Where  a  proposed  pro- 
curement appears  to  be  necessarily  non- 
competitive, the  purchasing  activity  is 
responsible  not  only  for  assuring  that 
competitive  procurement  is  not  feasible, 
but  also  for  acting  whenever  possible  to 
avoid  the  need  for  subsequent  noncom- 
petitive procurements.  This  action 
should  Include  both  examination  of  the 
reasons  for  the  procurement  being  non- 
competitive and  steps  to  foster  competi- 
tive conditions  for  subsequent  procure- 
ments, particularly  as  to  the  availability 
of  complete  and  accurate  data,  reason- 
ableness     of      delivery      requirements 


(9  l.30&-2(a)  of  this  chapter),  «Aa^ 
slble  breakout  of  components  for^i^ 
petltlve  procurement.  Except  for!||r 
curement  of  electric  power  or  eoQi^^ 
(natural  or  manuf actiu-ed) ,  WtlK*^ 
other  utility  services,  contracts  in^^ 
of  $10,000  shall  not  be  negotiat«d«^ 
noncompetitive  basis  without  prte  ^ 

view  at  a  level  higher  than  the 

Ing   officer   to   assure   compllanos 
this  subparagraph. 

§  3.210-3      Limitation. 

The  authority  of  99  3.210 
3.210-3  shall  not  be  used  when 
tion  is  authorized  by  any  other 
set  forth  in  99  3.201  through  3.217, 
that  this  authority  shall  be  used  ta 
erence  to  9  3.212.  The  authority 
talned  In  9  3.210-2  (m)  and  (o) 
be  used  in  procurements  in  esois^ 
$10,000  unless  its  use  is  approved lii^ 
vance  at  a  level  higher  than  ttas  «^ 
tracting  officer.  Every  contract  flMA 
negotiated  under  the  authocily  ^f 
99  3.210  through  3.210-3  shall  be  Miii^ 
panied  by  a  determination  and  ItadMi 
justifying  Its  use.  signed  by  the  '^^*twi 
ing  officer  and  prepared  in  aooonABM 
with  the  requirements  of  Subpart Cil 
this  part.  "^ 

10.  Add  new  Subpart  E  to  Part  S.  tt 
read  as  follows: 

Subpart  E — Solicitations  of 
and  Quotations 

§  3.500      Scope  of  subpart. 

This  subpart  applies  only  to 
procurements  in  excess  of  $2.5(N  (« 
Subpart  P  of  this  part  for  ■■! 
purchases). 

§  3.501      Preparation  of  request  far  p» 
poMila  or  request  for  qnolati«aa 

I  a)  Forms  used  for  requesttnf  J» 
posals  or  quotations  on  negotiated  p»i 
curements  shall  be  as  required  bf  flM 
16  of  this  chapter,  or  if  not  reqt^rBllr 
such  Section,  as  prescribed  by 
mental  regulations. 

( b  >  When  written  proposals  or 
tions  for  contemplated  negoUatsd  pH- 
curements  for  supplies  or  servlsa»  In- 
cluding research  and  development»  * 
construction,  are  solicited,  the 
for  proposals  or  the  request  for  _ 
tions  normally  should  contain  tbs  Ill- 
lowing  information  if  applicable  to 
procurement  involved: 

( 1 )  Request  for  proposals  or 
for  quotations  number; 

( 2 )  Name  and  address  of  IssulBf  l^ 
tlvity.  channels  for  submission  of  oiK 
and  Identification  of  the  OovenaMll 
office  or  individual  responsible  for  t^ 
plying  additional  information  and  •• 
swering  inquiries. 

(3)  Date  of  issuance; 

(4)  Closing  date: 

(5)  Number  of  pages  and  list  fli  •■ 
closures; 

( 6 »  Requisition  or  other  purchM$»' 
thority  and  appropriation  and  •oeNit> 
Ing  data,  if  considered  approprlili  ll 
the  purchasing  activity;  _^ 

1 7)  A  description  (complylni 
Subpart  L.  Part  1  of  this  chapter) 
supplies  or  services  to  be  fumlsll«dj 

1 8)  Type  of   contract   con 
together  with  type  of  repricing; 
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Mt  Tbt  tlmt  of  delivery  or  perform- 
y  ^ITl  1^5  o'  **^  chapter) ; 
■"JJjjRequlrements  for  performance 

"ftuTm  of  any  Oovemment-fur- 
.vrilad  Dioperty.  Including  Govemment- 
iSSSSng.  which  will  be  furnished 
f?£  nerlormance  of  the  contract,  and 
n»taa2*l  provisions  relating  thereto; 
•"••^Ta  requirement  that  Information 
I-  furnished  with  respect  to  any  Oovem- 
«i«t-ewned  facillUes.  Industrial  equlp- 
^  or  special  tooling  Intended  to  be 
m^  in  the  performance  of  the  contract, 
E^»alue  thereof.  Identification  of  the 
^ernment  contract  under  which  ac- 
g^nd.  rental  provisions,  and  other  rele- 
vant Information ; 

(U)  A  requirement  for  stipulation  of 
g  time  within  which  the  Government 
may  accept  the  proposal; 

(14)  Consistent  with  J  3.805-l(a)  (6) . 
ggtloe  to  all  offerors  of  the  possibility 
that  award  may  be  made  without  dis- 
goffjon  of  proposals  (in  the  case  of  con- 
gtniBtibn  contracts,  see  9  4.103-1  of  this 

dupter); 

(15)  Special  provisions  necessary  for 
tbe  particular  procurement,  relating  to 
lueh  matters  as  progress  payments  (see 
Defense  Contract  Financing  Regula- 
ttoos.  S 163 -73  of  this  chapter) ,  patent 
licenses,  liquidated  damages.  Buy  Ameri- 
can Act.  (see  99  6.104-3  and  6.204-4  of 
this  ehi4>ter) ; 

(16)  Any  applicable  wage  determina- 
tton  of  the  Secretary  of  Labor  (for  con- 
struction contracts,  see  Subpart  D,  Part 
12  of  this  chapter) ; 

(17)  Identification  of  special  factors, 
meh  as  Government  costs  or  other  ex- 
penditures, which  must  be  considered 
In  the  evaluation  of  proposals  or  quota- 
tions; 

(18)  Factors  other  ttian  price  which 
will  be  given  paramount  consideration 
in  the  awarding  of  the  contract; 

(19)  Information  as  to  requirements 
for  Certificate  of  Current  Pricing  Data 
(see  I  3.807-3) : 

(30)  Adequate  statement  of  Informa- 
ttoQ  required  to  enable  evaluation  of 
technical  and  financial  capabilities,  and 
a  statement  covering  special  technical 
capabilities    which    the    offeror    must 


(21)  Instructions  regarding  the  mark- 
ing of  Information  which  is  not  to  be 
disclosed  to  the  public  or  used  by  the 
Qovemment  for  any  purpose  other  than 
the  evaluation  of  the  proposals  (see 
1 3.109) : 

(23)  Directions  for  obtaining  copies 
of  any  documents,  such  as  plans,  draw- 
ings, and  specifications,  which  have  been 
incorporated  by  reference  (see  S  1.1203 
of  this  chapter)  ; 

(23)  A  provision  for  late  proposals  or 
quotations  substantially  as  set  fortJi  in 
13.804-2; 

(24)  Discount  provisions  (see  9  2.407-3 
of  this  chapter) ; 

(25)  Provisions  for  quantity  varia- 
tions; 

(26)  A  requirement  that  the  proposal 
atate  the  intended  place  of  performance. 
Including  the  street  address,  and  the 
names  and  addresses  of  owner  and  op- 
erator of  producing  facilities,  if  other 
than  offeror,  when  it  is  reasonably  an- 
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tidpated  that  such  facilities  will  be  used 
in  ttw  performance  of  the  cpntract; 

(27)  Place  and  method  of  delivery  (see 
Subpart  M.  Part  1  of  this  chapter) ; 

(28)  Pxteervation.  packaging,  packing, 
and  tnar*rt"g  requirements; 

(29)  Place,  method,  and  condition  of 
Inq^ection; 

(30)  A  clear  statement  of  opUon  pro- 
visions '(see  Subpart  O,  Part  1  of  this 
chapter) : 

(31)  Any  applicable  requirements  for 
samples  or  descriptive  literature; 

(32)  Instructions  with  respect  to  dis- 
position of  drawings  and  specifications 
supplied  with  the  request  for  proposals 
or  request  for  quotations; 

(33)  Description  of  Information  re- 
quired to  su]M>ort  proposed  prices  (sub- 
contract, structure,  make-or-buy  pro- 
gram, purchasing  system,  royally,  and 
cost  and  price  Information) ; 

(34)  A  statement  of  disaster  area,  la- 
bor surplus  area,  or  small  business  set- 
asides; 

(35)  Required  representations  regard- 
ing small  business  status; 

(36)  Statutory  cost  limitations  (for 
construction,  see  S  4.101-4  of  this  chap- 
ter): 

(37)  For  construction,  provisions  for 
performance  of  work  by  contractor,  see 
98  4.104-2  and  2.201(c)  (2)  of  this  chap- 
ter; and  • 

(38)  Estimated  value  of  construction, 
see  8  4.101-3  of  this  chapter. 

11.  Revise  second  sentence  in  9  3.805-1 
(b)  and  add  new  9  3.813.  to  read  as 
follows: 

§  3.805-1      General. 

•  •  •  »  ••       ■ 

(b)  •  •  •  After  receipt  of  proposals, 
no  information  regarding  the  nimiber  or 
Identity  of  the  offerors  participating  in 
the  negotiations  shsOl  be  made  available 
to  the  public  or  to  any  one  whose  official 
duties  do  not  require  such  knowl- 
edge. •  •  • 
§  3.813    Preproduction  and  startup  costs. 

(a)  Estimates  of  preproduction  and 
startup  costs  include  such  costs  as  pre- 
production  engineering,  special  tooling, 
special  plant  rearrangement,  training 
programs,  and  such  nonrecurring  costs 
as  Initial  rework,  Initial  spoilage,  and 
pilot  nuis. 

(b)  Since  an  offeror  may  propose  a 
price  which  does  not  Include  all  pre- 
production  and  startup  costs  for  the  pur- 
pose at  obtaining  the  first  production 
contract  and  of  gaining  an  advantage 
over  competitors  in  negotiations  for  fu- 
ture procurements,  it  Is  important  to 
know  whether  the  offeror  intends  to  ab- 
sorb any  portion  of  these  costs  or  wheth- 
er he  plans  to  recover  them  in  connec- 
tion   with    subsequent    pricing    actions 
under  the  proposed  or  future  contracts. 
This  information  is  needed  in  evaluat- 
ing competing  proposals  to  determine 
which  proposal  Is  most  likely  to  result 
in  the  lowest  overall  cost  to  the  Govern- 
ment, particularly  where  the  successful 
offeror  Is  likely  to  become,  in  effect,  a 
sole  source  for  follow  on  procm-ements 
(including  spare  parts  or  other  support 
items). 
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(c)  Where  it  is  anticU»^ted  that  |M«- 
production  and  startup  costs  win  t>e  a 
significant  factor  in  the  evaluation  of 
proposals  for  the  procurem«Eit  of  an 
item,  the  request  for  proposals  diaU  re- 
quire the  offeror  to  provide  the  follow- 
ing information: 

(1)  An  estimate  of  the  total  prepro- 
duction and  startup  costs; 

(2)  The  extent  to  which  these  oosta 
are  included  in  the  proposed  price;  and 

(3)  The  Intent  to  abewb,  or  plan  tor 
recovery  of.  any  rwnalntng  eosta.  When 
entering  Into  a  contract  with  an  offenn: 
who  has  Indicated  that  he  intends  to 
absorb  any  portion  of  these  ooets,  the 
contract  shall  expressly  provide  that 
such  portion  will  not  be  charged  to  the 
Government  In  any  future  inx)cureiiient. 

12.  Divide  present  8  3  JOa  into  two 
sections.  89  3.902  and  3.903-1.  the  mate- 
rial thereunder  to  remain  unchanged. 
and  add  new  8  3.902-2.  as  follows: 

§  3.902      '^Make-orrbay**  prognun. 

§  3.902-1     General.  ^ 

•  •  •  •  •  \ 

§  3.902-2     Price  adjustmenta. 

(a)  There  may  be  cases  where  it  is 
proper  to  agree  that  an  item  of  slgnlll- 
cant  value  will  be  "bought"  even  though 
it  would  usually  be  more  economical  to 
have  it  "made",  or  Vice  versa.  For  in- 
stance, the  contractor  may  have  a  unique 
capability  for  low-cost  manufacture  of  a 
substantial  component  but  his  capacity 
may  already  be  full  during  the  period 
necessary  for  contract  performance,  so 
the  component  must  be  subcontracted. 
Therefore,  the  agreed  "make-or-buy" 
program  may  specifically  call  tor  what 
would  usually  be  the  costly  treatment  of 
the  Item  and  the  consequent  higher  costs 
may  be  explicitly  recogniaed  in  estab- 
lishing the  best  obtainable  contract  price. 
Unforeseen  changes  in  the  circum- 
stances, however,  may  arise  during  con- 
tract performance  and  may  induce  the 
contractor  to  propose  changing  the  item 
from  "buy"  to  "make"  (or  vice  versa). 
If  such  a  change  is  made  the  element  of 
the  contract  price  which  wag  intended 
to  compensate  the  contractor  for  the 
higher  costs  fiowing  from  the  initial 
make-or-buy  decision  will  instead  con- 
stitute windfall  profits  to  the  contractor 
and  unwarranted  costs  to  the  Qovem- 
ment. 

(b)  In  procurements  where  the  pro- 
spective contractor's  "make'K»--buy" 
program  Is  reviewed  iMU'Suant  to  8  S  J02- 
1,  if  a  situation  of  the  kind  deeaibed  in 
paragraph  (a)  of  this  section  obtains, 
the  clause  set  forth  below  shall  be  in- 
cluded in  the  contract  (unless  It  is  a 
cost-reimbursemem  type  contract)  and 
any  "make-or-buy"  items  of  the  kind 
described  in  paragraph  (a)  of  this  sec- 
tion shall  be  specifically  designated  in 
the  Schedule  (or  elsewhere  in  the  con- 
tract) both  as  being  either  a  "make" 
item  or  a  "buy"  item  and  as  being  sub- 
ject to  this  clause. 

Phice  Adjtjstmemt  ro«  MAxa-oa-BUT 
Chanoks  (Nov.  1961) 

This  clause  applies  only  to  items  that  are 
designated  elsewhere  in  this  contract  as 
toeing  "make"  Items  or  "buy"  itons  subject 
to  this  clause.    If  the  Ck>ntraetor  deslTM  to 
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any  dMlgnated  "buy"  it«m.  he  will 
tf.y  written  notice  to  the  Contracting  Officer 
at  the  proposed  change  reaaonably  In  advance 
and  will  Include  slgpilflcant  and  reasonably 
•TsUahle  ooat  and  pricing  data  in  sufficient 
detail  to  permit  evaluation  of  the  proposed 
change.  Promptly  thereafter.  If  the  Con- 
tractor proceeds  with  the  change,  the  Con- 
tractor and  the  Contracting  Officer  will 
negotiate  an  equitable  reduction  In  the  con- 
tract price  to  reflect  any  decrease  In  costs 
which  ahould  reasonably  result  frojn  the 
change,  and  the  contract  will  be  modified  In 
writing  accordingly.  Failure  to  agree  on  an 
equitable  reduction  shall  be  a  dispute  con- 
cerning a  quectlon  of  fact  within  the  mean- 
ing of  the  "Disputes"  clause  of  this  contract. 

13.  In  §  3.903-1.  as  to  the  clause  In 
paragraph  (a)  revise  clause  heading  and 
clause  paragraph  (c)(lii>;  revise  para- 
graph (d) ;  and  in  S  3.903-3.  add  new 
paragraph  Xf),  as  follows: 

§  3.903—1      Contract   clauses. 


(a) 


Subcontracts  (Nov   1961) 
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tract  shall  be  taken  without  the  prior 
approval  of  the  Assistant  Secretary  of 
I>efense  (Installations  and  Logistics), 
pursuant  to  Public  Law  87-302  or  any 
substantially  identical  law.  R)r  the 
purposes  of  requesting  such  approval, 
expediting  action  shall  be  construed  to 
include  only  an  action  which  advances  a 
completion  date  established  in  the  con- 
tract. 


(c)  The  advance  notification  required  by 
paragraph  (b)   above  shall  Include: 

•  •  •  •  • 

(111)  The  proposed  subcontract  price,  to- 
gether with  the  Contractors  cost  or  price 
analysis  thereof,  including  current,  complete. 
and  correct  cost  or  pricing  data  accompanied. 
except  when  the  requirement  Is  specifically 
waived  by  the  Contracting  Officer,  by  a  cer- 
tificate from  the  subcontractor  to  the  efTect 
that  all  cost  or  pricing  data  has  been  con- 
sidered by  the  subcontractor  In  preparing  his 
proposal  and  that  such  data  Is  current,  and 
baa  been  provided  the  Contractor;  and 

•  •  •  •  • 

(d)  The  requirement  for  the  certificate 
prescribed  by  paragraph  (c)(iii)  o^the 
clause  in  paragraph  (a)  of  this  section 
may  be  waived  in  the  discretion  of  the 
contracting  officer  if  be  is  satisfied  that 
the  price  has  been  based  on  effective 
competition,  established  catalog  or  mar- 
ket prices,  or  prices  set  by  law  or  regu- 
lation. When  required,  the  certificate 
shall  be  in  the  form  set  forth  in  S  3.807-7, 
appropriately  modified  to  reflect  that  it 
Is  a  certificate  to  a  prime  contractor, 
rather  than  to  the  Government. 

§  3.903-^      Approval   of    purchasing   sys- 
slem. 


(f )  In  reviewing  the  contractor's  pur- 
chasing system,  particular  attention 
should  be  paid  to  whether  subcontracting 
is  done  competitively  to  the  extent  prac- 
tical. This  involves  not  only  the  ques- 
tion whether  a  sufficient  number  of 
sources  is  soUcited.  but  also  whether  the 
contractor's  subcontracting  procedures 
provide  all  other  elements  of  free  and 
open  competition.  "For  example,  con- 
tractors should  be  urged  to  notify  un- 
successful bidders  of  awards  of  subcon- 
tracts on  which  they  bid  and  of  the 
names  of  the  successful  bidders. 


PART  4— SPECIAL  TYPES  AND  METH- 
ODS OF  PROCUREMENT 

14.  Add  new  S  4.107  to  read  as  follows: 

§  4.107      Expediting,     construction     con- 
tracts. 

No  expediting  action  involving  addi- 
tlonal  costs  under  a  construction  con- 


PART  5— INTERDEPARTMENTAL  AND 
COORDINATED   PROCUREMENT 

15.  Revise  55  5.1100-1  and  5.1100-2  to 
read  as  follows : 

§3.1100—1      (".<M>rdinaled    pr«K-uremenl. 

Coordinated  procurement  refers  to 
procurement  <ai  of  supplies  under  single 
procurement  as  defined  in  5  5.1100-2,  and 
ib>  of  supplies  and  services  pursuant  to 
procurement  agreements  (see  §5.1118». 

§3.1100—2      Single    pnM-uremenL 

Single  procurement  refers  to  procure- 
ment of  supplies  pursuant  to  a-ssipn- 
ments  of  procurement  responsibility 
made  by  the  Secretary  of  Defense.  The 
following  are  approved  types  of  single 
procurement: 

I  a'  Single  department  procurement 
whereby  one  Military  Department  pro- 
cures certain  supplies  to  satisfy  the  re- 
quirements of  all  the  Military  Depart- 
ments '  includinp  the  procurement 
responsibility  of  Single  Managers)  ;  and 

<bi  Plant  cognizance  procurement 
whereby  one  Military  Department  pro- 
cures certain  supplies  from  a  particular 
plant  to  satisfy  the  requirements  of  all 
Military  Departments,  which  is  pres- 
ently limited  to  airframes,  aircraft  en- 
gines and  propellers. 

16.  Revise  the  introductory  portion  of 
§  5.1102-1:  revise  §  5.1102-2;  and  revoke 
§  5.1102-3.  as  follows: 

§5.1102—1      .Single  department  procure- 
ment. 

The  procuring  department  is  generally 
responsible  for  the  following  under 
single  department  procurement: 


§3.1102—2      Plant    cognizance    procure, 
ment. 

'a)  The  procuring  department  as- 
signed responsibility  for  plant  cogni- 
zance procurement  is  responsible  for  the 
following  functions  related  to  procure- 
ment and  mobilization  planning  for  air- 
frames, aircraft  engines,  and  propellers 
produced  in  the  plants  assigned: 

(D   Procurement  responsibility: 

(ii  Purchasing  all  items  produced  in 
the  plant,  except : 

<a>  Research  and  development  proj- 
ects; 

(b)  Items  or  services  which  the  Re- 
quiring Department  and  the  Procuring 
Department  agree  may  be  purchased 
direct  from  the  manufacturer  by  the  Re- 
quiring Department; 

<c)   Overhaul  contracts;  and 

(d>  Industry  preparedness  measures 
covering  items  for  which  an  allocation 
of  manufacturing  capability  has  been 
made  under  the  DOD  Industrial  Readi- 
ness Planning  Program,  or  such  other 


industry  preparedness  nr—  ^i 
procuring   department  may  |^^^ 
determine  to  be  appropriate. ^^^  * 

<ii)  Contract  administratiaa  M  ■■ 
contracts  for  items  procured  In  m^? 
ance  with  subdivision  (l)  of  tt^u^ 
paragraph;  '^ 

I  ill  •   Arrangement  for  inspMltn: 

<  a  >  Items  produced  in  the  lte^>|^ 
are  procured  in  accordance  with  2? 
vision  I  i )   of  this  subparagrajii*  S^ 

<  b »    In  cases  where  items  ara 
by  other  than  the  procuring  (i(    _ 
the   requiring  department  wnfii 
the  inspection  services  requirai  «t ». 
range  with  the  procuring  depar^M^^ 
inspection  of  such  items.  ■ 

<iv)   Arrangement  for  shipoMi^ii^ 
items  for  which  it  has  inspectton 
sibility ; 

(v»    Auditing     and     cost 
services   for  all  items  produced  Jt  £ 
plant;  and 

(vii   Coordination  of  prodiaotfiH 
pacity: 

(a)  By   notifying   other  d 
that  production  is  reaching  a 
point  or  that  excess  production 
is  available;  and 

(b)  By  coordinating  expanddi  g 
production  capacity. 

<  2 1   Mobilization    planning 
bility: 

( i )   Coordination  of  all  phases  of 
bilization    planning    with   the 
plant  by  any  branch  of  the  Armed 
ices;  and 

(ii)  Assignment  of  Armed 
Procurement  Planning  Officer  (ABfO) 
responsibility  to  an  approiNiate  ttm 
within  the  Procuring  Department 
conduct  of  the  DOD  Industrial 
Planning  Program  and  preparatkaiCi 
Request  for  Planning  Action  (DO  Mb 
403 ) .  ( The  Remarks  block  of  ttaJs  In 
will  contain  an  explanation  thai  di 
plant  has  been  assigned  under  the  DOD 
Plant  Cognizance  I*rogram 
Industrial  Readiness  Planning 

records  should  be  corrected  

This  pertains  to  changes  of  AOTO 
assignments  within  or  between 
Departments.  Changes  of 
planning  responsibility  between 
ments  will  be  accomplished  as  ptrt  4 
changes  in  overall  DOD  plant  flopl- 
zance.) 

(b)  The  Requiring  Departments  ft 
dealing  through  the  Procuring  Dvut* 
ments.  is  responsible  for : 

( 1 )  Providing  funds  necessary  to  Art 
the  purchase  of  required  items  and  itit' 
ing  limitations  on  use  of  such  fuadi; 

(2)  Stipulating  quantity,  quality,  ii* 
livery  requirements,  and  shipptnc  to- 
structions ; 

( 3 »   Taking   delivery  of  all  Ham  u 
specified     in     the     contract 
schedule; 

(4)  Keeping    the    procuring 
ment  advised  of  direct  dealings  wlfli  ^ 
plant    on    procurement    of 
items;  and 

(5)  Keeping    the    procuring 
ment  advised  of  planned  or  coi 
procurements  of  items  produced  IB  •• 
plant. 

(c)  Specific  plant  assignments  lit  li 

forth  In  j  5.1203. 
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plant    cognizance    promre- 


•  cllllS-3     Plant    cog 

„  figfSBt  S  5.1103-1:  revise  the  open- 
jBoSon  of  §5.1103-3;  and  revise 
iJuwU.  to  read  as  follows: 

-,|A»_1      Standard    format-develop- 
i*'*V^,   imd    promulgation    of    imple- 
^^tjng  procedures.   , 

iBulnnentation    of    commodity    pro- 

^jmrnt  assignments  shall  be  in  ac- 
2Se  with  Attachment  2  of  Enclosure 
^T^Tnepartment  of  Defense  Instnic- 
llii4116  Idated  April  12. 1961.  Subject: 
rJi^rtment  of  Defense  Coordinated 
Pfamrtaent  Programs— Commodity  As- 
Snents.  Assignments  of  Department 
^Drfoise  Plant  Cognizance  shall  be 
Mrried  out  In  accordance  with  Depart- 
Mnt  of  Defense  approved  Implementing 
J^ures.  dated  March  21.  1952. 
1 5.1103-3    Small  dollar  value  purchases. 

Requirements  of  small  dollar  value  will 
be  procured  in  accordance  with  the  pro- 
mJSu  of  the  approved  implementing 
giooedures  covering  the  particular  as- 
Jtanntfit  Such  implementing  proce- 
dons  will  normally  provide  a  small 
5olltf  limitation  of  $2,500;  however.  In 
Bedal  situations  the  limit* may  vary 
^lending  upon  the  commodity  area  and 
osj  be  expressed  either  in  a  higher  or 
lover  dollar  value,  by  tonnage,  less-than- 
etfload  lot  quantities,  or  other  units,  as 
spproprlate. 

,  •  •  •  • 

IS.llOS-6     Purchaae    of    decentralized 
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Speciflc  exclusions  are  set  forth  in  the  lists. 

I  5.1201-1     Department  of  the  Army. 


1<^ 


Federal  sup- 
ply class 
code 


6850P 
613.51'. 

42301'. 
4240P. 

eeaop. 

6640P. 
flOftfiP. 

6810P. 
6820P. 

essop. 

0910.. 


2410. . 
2420.. 
2920P. 


2630P- 
2640P. 

2S90P. 


3210.. 
300SP. 


fte  Items  which  have  been  decen- 
tiaUMd  by  requiring  departments,  the 
pneuring  department  will  establish,  in 
eoUaboratlon  with  the  requiring  depart- 
■eots,  an  economical  central  buying 
point.  The  economical  central  buy  point 
vin  be  $2,500  or  higher  as  determined  by 
tbe  Inventory  control  point  of  the  pro- 
earing  department.  When  requiring 
departments  intend  to  procure  decen- 
tnllsed  items  in  amounts  exceeding  the 
•eoDomical  central  buy  point,  such  pro- 
corament  will  be  accomplished  by  the 
procuring  department. 

18.  Revise  Subpart  L,  Part  5,  to  read 
M  follows: 

Stibpart  L — Commodity  Assignments 

i  S.1201    Commodity  aasignmenls  to  mil- 
itary departments. 

The  commodity  assignments  set  forth 
In  ii  5.1201-1  through  5.1201-4  have  been 
msde  by  the  Assistant  Secretary  of  De- 
fense (Installation  and  Logistics)  to  the 
military  departments  based  upon  studies 
made  by  the  Armed  Forces  Supply  Sup- 
port Center.    General  exclusions  are: 

(a)  Emergency  procurements; 

(b)  Procurements  not  in  excess  of 
$2300; 

(c)  Authorized  local  purchase  items 
In  amounts  not  exceeding  the  economical 
central  buy  point; 

(d)  Research  and  development  items; 

(e)  Items  which  require  continuous 
redeogn  or  modification  during  the  pro- 
duction phase;  and 

(f)  Items  excluded  from  coordinated 
I>rocuranent  in  accordance  with  elassi- 
fleatlon  action  under  the  DOD  item 
management  coding  criteria. 


3710- 
3720. 
3740. 


87aOP. 
3805.. 


3810. 
3816. 
3820. 


3825. . 

3830... 

3886.. 

M20... 

M40P. 

6680P. 


4210P. 
4610. . 


4620P. 
4630.. 


6430P.- 
64flOP_- 
fl630P— 
66«)P... 
fl860P... 


6340P. 


2310... 
2S2DP. 


2330P. 


Commodity 


ANTI-rRE£ZE 

Miscellaneous  chemical  specialties. 

RATTERIES,  DBT  CELL 

Batteries,  primary 


IIILITART  CHEMICAL  WARrABE  EOVIP- 
MENT  AND  SUPrtlES  ' 

Decontaminating   and   impregnating 

equipment. 
Safety  and  rescue  equipment 


CoDtent 


Chemical  analysis  instruments 

Laboratory  equipment  and  supplies.. . 
Hazard-detecting    Instruments     and 
app>aratus. 

Chemieals . 

Dyes - 

Miscellaneous  chemical  specialties 


Training  aids. 


CONSTRUCTION  AND  AORICULTUBAL 
EOUIFMENT  AND  TRACTOES 

Tractors,  full  track,  low  speed 

Tractors,  wheeled 

Vehicular  power  transmission   com- 
ponents.' 

Vehicular  brake,  steering,  axle,  wheel 

and  track  components.' 
Vehicular  furniture  and  accessories  '... 


Miscellaneous  vehicular  components '. 


Sawmill  and  planing  machinery 

Miaoellaneous  special  Industry  ma- 
chinery. 

Soil  preparation  equipment 

Harvesting  equipment 

Pest,  disease,  and  frost  control  equip- 
ment.' 

Gardening  implements  and  tools  ' 

Earth  moving  and  excavating  equip- 
ment. 

Cranes  and  crane-shovels 

Crane  and  crane-shovel  attachments  '. 

Mining,  rock  drilling,  earth  boring, 
and  related  equipment.* 

Road  clearing  and  cleaning  equipment . 

Truck  and  tractor  attachments  > 

Miscellaneous  construction  equipment 

Bridges,  fixed  and  floating 

Scaffolding  equipment  and  concrete 
forms.' 

Miscellaneous  construction  materials  ' 


Includes:  Anti-freeze  compounds  which  contain  ethylene 
glycol,  only. 

Includes:  JAN  Type,  dry  cell  batteries,  <mljr. 


Includes:  Items  peculiar  to  chemical  warfare  only. 

Includes:  Military  respiratory  protective  equipment  lor 

chemical  warfare  only. 
Includes:  Instruments  peculiar  to  cbemlcel  jnrfue  only. 
Includas:  Chemical  laboratories  (assembled  outfits)  only. 
Includes:  Items  peculiar  to  chemical  warfttie  only. 

Includes:  Calcium  hypochlorite  only. 

Includes:  Items  peculiar  to  chemical  warfare  only. 

Includes:  Agents  deoontaminating;  and  Impresnltes  for 

military  protective  clothing  for  chemical  warfere  only. 
Includes:  Items  peculiar  to  chemical  warthre  only. 


Includes:  Components  peculiar  to  oonstructioo.  excevatinL 
highway    maintenance,    agricultural    machinery    mad 
equipment,  and  tractors  only. 
Do. 

Includes:  Furniture  and  accessories  peculiar  to  oonstrae- 
tion,  excavating,  highway  maintenaooe,  agricoUnial 
machinery  and  equipment,  and  tractors  only. 

Includes:  Miscellaneous  components  peculiar  to  flonatnio- 
tlon,  excavating,  highway  maintenaaoe,  agrlcnltaral 
machinery  and  equipment  only. 

Includes:  Specialized  logging  equipment  only. 


Includes:  Garden  tractors,  walking  type  only. 


ELECTKONIC  EOI'II'MENT  « 

HRE  nOHTlNO,   WATER   PVBinCATION 
AND  SBWAOK  TREATMENT  EOCIPMENT 

Fire  fighting  equipment ' 

Water  purification  equipment  '.  _ 


Water  distillation  equipment,  marine 
^and  industrial. 

Sewage  treatment  equipment  ' 


LUMPER,    MILLWOBK,    PLYWOOD,    AND 
VENEER 


Storage  tanks 

MisoeUaoeous  prefabricated  structures  > 

Pipe  and  oonauit.nonmetalllc' 

Roofing  and  siding  materials' 

Fencing,  fences,  and  gates ' 


MOETUABT  EQUIPMENT  AND  SUPPLIES 

Miscellaneous  hardware ' 


MOTOK  VSmCLZS,  TRAILEBS,   AND 
CrCLES 


Passenger  motor  vehicles. 
Truck  and  truck  tract  ors . 


Trailers. 


Includes:  Concrete  forms  only. 

Includes:  Landing   mats,    landing   mat   sets,    and    parts 
peculiar. 


Excludes:  Airport  crash  fire  fighting  vehicles  tmder  DOD 
procurement  assignment  to  the  Air  Force. 

Excludes:  Kits,  desalter;  and  stills,  water,  soUr  heated, 
lifesavlng,  which  are  under  DOD  proouremeat  assign- 
ment to  the  Navy. 

Excludes:  Distilling  Plants  when  purchased  for  use  aboard 
those  vessels  under  DOD  procurement  assignment  to 
the  Navy. 


Includes:  Tanks,  wood,  storage,  only. 

Includes:  Cooling  towers,  wood;  and  silos,  wood;  only. 

Includes:  Pipe,  wood  only. 

Includes:  Shingles,  wood  only. 

Includes:  Fence  sections  and  gates,  wood  only. 


Includes:  Casket  hardware  only. 


Excludes:  Tracked  landing  vehicles,  which  are  not  under 
DOD  procurement  assignment;  and  airport  crash  rescue 
vehicles,  which  are  under  DOD  procurement  assignmei.t 
to  the  i:)epartment  of  the  Air  Force. 

Excludes:  Two  wheel  lubricaUon  trailers,  two  wheel  steani 
cleaning  trailers,  and  troop  transport  semi-trailers,  which 
are  not  under  DOD  procurement  assignment;  and  airport 
crash  rescue  trailer  units,  which  are  under  DOD  procur.- 
mcnt  as,sifmment  to  the  Department  of  the  Air  Force. 


See  footnotes  at  end  of  { 5.1201-^. 
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AimCEAFT  f  LANTB COIltlBIMd 

TKMCO  Electronics  and  MlssUe  Corp.,  PlMit  ▲ 
pSjyAlTwaft  Corp..  Sltoorsky  Aircraft  DlvWon.... 


nw 


V«rtoI  Aircraft  Corp 

ENGINK  PLANTS 

ivro  Corp  .  Lycoming  Division,  662  OUw  Street. 
n-£S  k^mn  Corp.,  Sikorsky  Aircraft  Dlylilon.— 
Yv^cS^  Bridgeport  Lyoomlnf  Dlyialoii.  Air 
^»««  puSt  No.  43  (&OD  62).  Main  Street. 
oiStoenirMo^rs  Corp.  Continental  Avlattoo  «id 

lEMrtMring  Corp..  12700  KorcheTal  Avenue. 
0*S^Wti|htcSrp..  Wright  Aeronautical  Dlvtelon. 

n2lMlcKo."Fiipht  Propulsion  Divistoo.  AF 
"pEtNo.36.  LocklandRoa.}.      _^.      ^^_^  , 
ni^  Electric  Co.,  Airoraft  Oas  Turbme  DivislMi, 

bSS  Aircraft  Engine  Department. 

n«Mral  Motors  Corp.,  Allaon  Divtalon. 

o^Mid  T^  and  RubW  Co.,  Aerojet  Oeneral  Corp., 

VO  Box  20*8,  Air  Foree  Plant  No.  70. 
oi«l  Tire  and  Rubber  Co.,  Aerojet  Oeneral  Corp.. 
OmU  Tire  and  Rubber  Co.,  Aerojet  Oeneral  Com^ 

NiVS  Weapons  Industrial  Reaerve  Plant  (DOD 

ThRi>l  Chemical  Corp.,  Reaction  Motors  DivWon, 
NafaJ  Weapons  Industrial  Reserve  Plant  (DOD 

niiiSd  Aircraft  Corp..  Pratt  and  Whitney  Aircraft 
^DlJteta^  l>epartmeital  Reserve  Plant  (bOD  SI) 
CnltedAlicraft  Corp.,  Pratt  and  Whitney  Aircraft 

uStld^Alrcmft  Corp.,  Pratt  Md  Whitney  Alraaft 
Dtvtokm,  Naval  Weapons  Industrial  Reserve  Plant 
(DODM). 

FROFELLEB  PLANTS 

Onrtiss-Wright  Corp.,  PropeUer  Division..  .....        . 

Oaneral  Motors  Corp.,  Allison  Division,  Aero  Prod- 
ucts Operations.  ,     ,  ^,  ,  , 
United  Aircraft  Corp.,  HamUton  Standard  Division. 

OTHER  PLANTS 

CootinenUI  Motors  Corp.,  Continental  Aviation  and 
Engineering  Corp.,  1331  Laskey  Road. 


Dallai,Tez.. 


Stratford,  Oonn. 
Morton.  Pa 


Current  pro. 
curement  and 
mobilization 

planning 
assigned  to— 


WilUamsport,  Pa 

Brid|MMrt,Conn 

Stratford,  Ooim 

Detrott,Mldi 

Woodrldge,  N.J 

Kvendate,  Ohio 

West  Lynn,  Mass 

Indianapolis,  Ind 

SaoraoMnto,  Calif 

Aiuia,  Calif. 

Sacramento,  Calif 

Denvllle,  NJ 

East  Hartford,  Conn. 
North  Haven,  Conn.. 
Southlngton,  Conn... 


CaldweU,N.J 

Vandalla,  Ohio 

Windsor  Locks,  Oonn 


Toledo,  Ohio. 


Do. 

Do. 
Do. 


Air  Force. 
Navy. 
Do. 

Do. 

Do. 

Do. 

Do. 

Air  Force. 
Do. 

Navy. 
Do. 

Do. 

Do. 
Do. 
Do. 


Air  Force. 
Do.     , 

Navy. 


Air  Force. 


PAIT  6— FOREIGN  PURCHASES         §  6.602    Policy. 


Swbport  F — Duty  and  Customs 

II.  Revise  Subpart  P,  Part  6,  to  read  a£ 
foOows:  I 

fUai     Scope  of  subpart. 

<a)  This  subpart  sets  forth  policies  and 
praeadures  for  excepting  from  import 
Mr  certain  supplies  that  are  imported 
talo  tbe  United  States  in  connection  with 
McDM  ccmtracts.  Ordinarily,  duty  Is 
HVablc  for  the  importation  of  supplies 
Matned  outside  the  United  States.  Two 
■BVtkms  to  this  rule  are  available  to 
tti  Department  of  Defense:  "emergency 
PMdttses  of  war  materials  abroad"  by  a 
Mflttary  D^artment  may  be  imported 
My-free  pursuant  to  10  U.S.C.  2383; 
■d  certain  supplies  (not  including 
ifiipnent)  for  vessels  or  aircraft  op- 
nted  by  the  United  States  may  be  im- 
ported duty-free  pursuant  to  19  U.S.C. 
UM.  Tills  subpart  prescribes  the  uses 
m  limits  of  these  two  exceptions. 

(b)  This  subpart  does  not  deal  with 
or  affect  the  evaluation  of  bids  or  pro- 
PQmIi  offering  foreign  supplies.  Rules 
hr  nch  evaluation  are  in  Subparts  A 
ttnough  C  of  this  part.  Although  the 
pncedores  of  this  subpart  may  require 
or  pennlt  duty-free  entry  to  be  accorded 
teeim  supplies  in  a  given  case,  this  in 
iMf  neither  precludes  nor  requires  the 
kidnaion  of  duty  in  evaluating  a  bid 
iVortng  such  supplies. 


The  Issuance  of  duty-free  entry  cer- 
tificates in  appropriate  situations  will 
result  In  Important  savings  to  military 
apprtq>riation8.  Such  certificates  must 
be  limited  to  carefully  selected  situations 
lest  they  result  in  unanticipated  profits 
to  contractors,  especially  under  fixed- 
price  type  contracts,  and  involve  the 
Govemmiait  in  administrative  expenses 
outweighing  any  possible  savings  to  mili- 
tary awropriations.  It  is  Defense  policy 
to  use  duty-free  entry  certificates  where- 
ever  there  is  reasonable  assurance  that 
advantages  in  the  form  of  savings  to 
military  m>propriations  will  outweigh  the 
administrative  and  other  costs  of  proc- 
essing duty-free  entry  certificates  and  of 
maintaining  controls  to  verify  that  the 
full  benefit  of  the  certificates  Inures  to 
the  Oovemment. 

§  6.603  *  Emergency    purchases    of    war 
materiab  abroad. 
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§  6.603-1     Definition. 

Any  procurement  of  foreign  supplies 
constitutes  "an  emergency  purchase  of 
war  mataial"  if: 

(a)  The  supplies  comprise: 

(1)  Weapons,  munitions,  aircraft, 
vessels,  mr  boats; 

(2)  Agricultural,  industrial,  or  other 
supplies  used  in  the  prosecution  of  war 
or  for  the  national  defense;  or 

(3)  Supplies,  including  components  or 
equipment,  necessary  for  the  manufac- 


ture, production,  processing,  repodr,  i 
icing,  or  op^ation  of  suppUes  wttbln 
subparagraphs  (1)  or  (2)  of  tills  para- 
graph; 

(b)  The  procurement: 

(1)  Is  made  in  tfine  of  war  or  during  a 
national  emergoicy; 

(2)  Is  made  because  of  a  shortage  of 
domestic  suiq;>Iy,  pursuant  to  a  decision 
that  the  supplies  are  necessary  for  the 
adequate  maintenance  of  the  Armed 
Services; 

(3)  Is  made  for  the  use  of  United 
States  forces  abroad  or  United  StatM 
vessels  in  foreign  waters;  or 

(4)  Consists  of  captured  enemy  war 
material,  materials  requistloned  Iqr 
United  States  forces  abroad,  or  mate- 
rials rebuilt  from  other  materials  owned 
by.  captured  by,  or  turned  over,to  United 
States  forces. 

§  6.603-2     Requirement*. 

(a)  To  assure  that  the  policy  of 
§  6.602  is  carried  out  for  emo^ency  pur- 
chases of  war  materials  abroad,  one  or 
both  of  the  clauses  in  8  6.603-3  shall  be 
included  in  each  negotiated  contract  in 
excess  of  $100,000  unless  the  minimum 
dollar  limits  in  S  6.603-3  (a)  and  (b) ,  re- 
spectively, apply.  Notwithstanding  these 
dollar  limits,  either  or  both  of  the  ckuiaes 
in  §  6.603-3  may  be  inserted  in  any  other 
negotiated  contract  where  the  c<mtraet- 
ing  officer  determines  that  to  do  so  would 
further  the  policy  in  9  6.602  and  would  be 
consistent  with  the  limitations  in  para- 
graph (c)  of  this  section,  and  In  any 
such  case  the  dollar  figures  in  poura- 
graph  (a)  and  (6)  of  the  clause  in 
S  6.603-3  (b)  may  be  reduced  approprl- 

(b)  The  requirements  in  pcfragnvh 
(a)  of  this  section  are  in  addition  to  and 
independent  of  t^e  requirements  in 
9  6.605  concerning  duty-free  entry 
clauses  for  Canadian  supplies. 

(c)  Duty-free  entry  certificates  shall 
be  issued  as  required  by  contracts  con- 
taining any  of  the  contract  danses 
described  in  99  6.603t3  and  6.605.  Con- 
sistent with  9  6-SOiti^  duty-free  ea^^ 
certificates  may  be  issued  in  coxmectfim 
with  any  other  contract  for  an  "emer- 
gency purchase  of  war  material"  that 
falls  within  one  of  the  following  cate- 
gories: 

(1)  Direct  purohases  abroad  regard- 
less of  whether  title  passes  at  point  of 
origin  or  at  destination  in  the  United 
States,  providing  the  contract  states  that 
the  final  price  is  exclusive  of  duty; 

(2)  Purchases  abroad  by  a  Govern- 
ment prime  contractor  imder  a  cost-re- 
imbursement t3^pe  contract  or  by  a  cost- 
reimbursement  type  subcontractor 
(where  no  fixed-price  prime  or  fixed- 
price  subcontract  intervenes  between  the 
purchaser  and  the  Gtovemment) ,  regard- 
less of  whether  title  passes  at  point  of 
origin  or  at  destination  in  the  United 
States.  If  a  fixed-price  prime  or  fixed- 
price  subcontract  intervenes,  the  criteria 
stated  in  subparagraph  (3)  of  this  para- 
graph should  be  followed;  and 

(3)  Pm-chases  abroad  by  a  fixed-price 
contractor,  fixed-price  subcontractor,  or 
cost-type  subcontractor  where  a  fixed- 
price  prime,  or  fixed-price  subcontract 


ITOi 

IntarvenM.  profkted  (1)  the  flzed-prlce 
prime  and.  where  i4>Phc«b]e.  fixed-price 
aabOGQtract  prices  are,  or  are  amended 
to  be,  exclusive  of  duty;  (11)  the  prime 
contractor  and.  where  applicable,  the 
subcontractors  concerned  certify  that 
the  supplies  so  purchased  are  to  be  de- 
livered to  the  Oovemment  or  incorpo- 
rated in  Oovemment-owned  property  or 
in  an  end  product  to  be  furnished  to  the 
Government,  and  that  the  duty  will  be 
paid  if  such  supplies  or  any  portion 
thereof  are  utilized  for  other  than  the 
I)erformance  of  the  Crovemment  con- 
tract or  disposed  of  other  than  for  the 
benefit  of  the  Oovemment  in  accordance 
with  the  contract  terms:  and  (ill)  such 
prociirement  abroad  is  authorized  by 
the  terms  of  the  prime  contract,  the  ap- 
plicable subcontract,  or  by  the  contract- 
ing officer. 

In  any  such  case  the  procedures  re- 
quired by  the  clauses  In  9  6.603-3  and  by 
I  6.003-4  shall  be  followed  to  the  extent 
practicable. 

S  6.603—3      Contract  claiues. 

(a)  Diitjf-free  entry  for  designated 
items.  Within  the  limits  of  §  6.603-2 (a) 
the  foUowing  clause  shall  be  used  where 
the  contractlncr  officer  definitely  knows 
at  the  time  of  execution  of  the  contract 
that  foreign  supplies  (other  than  those 
for  which  duty-free  entry  Is  to  be  ac- 
corded pursuant  to  a  clause  authorized 
by  i  6.005),  on  which  the  estimated  ag- 
gregate duty  exceeds  $1,000.  are  to  be 
imported  into  the  United  States,  its  pos- 
aesslonB,  or  Puerto  Rico,  in  connection 
with  performance  of  the  contract. 

DoTT-n^  KimT  roB  CTBtain  SractmcD 
ITSKS   (Nov.  i961) 

(a)  Except  ■■  otherwlae  approved  by  the 
Oontractlng  Ofllcer.  no  amoimt  1b  or  will  be 
Included  in  Uie  contract  price  on  account 
of  duty  with  respect  to  tboee  suppUea  that 
are  spedflcally  Identlfled  In  tbe  acbedule  ai 
aiQipllee  to  be,  accorded  duty-free  entry. 

(b)  The  Contractor  warrants  that  all  such 
ruppUea  for  which  duty-free  entry  U  to  be 
claimed  are  Intended  to  be  delivered  to  the 
Oovemment  or  Incorporated  In  the  end  Items 
toiw  delivered  under  this  contract,  and  that 
duty  sball  be  paid  by  the  Contractor  to  the 
•atemt  tiiat  audi  suppUcB.  or  any  portion 
thereof  (if  not  scrap  or  salvage),  are  di- 
verted to  nongovernmental  use  other  than 
as  a  reavUt  of  a  competitive  sale  made,  di- 
rected or  authorized  fey  the  Contracting 
Officer. 

(c)  The  Ocfvemment  agrees  to  execute 
duty-free  entry  certificates  and  to  afford 
nieh  aaalatance  as  appropriate  In  order  to 
obtain  the  duty-free  entry  of  suppUea  as  to 
wlUch  the  shipping  documents  bear  the  no- 
tation apeclfled  In  paragraph  (d)  below, 
except  as  the  Contractor  may  otherwise  agree. 

(d)  All  shipping  documents  submitted  to 
Customs,  covering  thoee  supplies  that  are 
speciflclaUy  Identified  In  the  Schedule  as 
supplies  to  be  accorded  duty-free  entry,  shall 
bear  the  following  Information : 

(1)   Oovemment  prime    contract   number; 

(U)   Identification  of  carrier; 

(HI)  The  notation;  "UNrrrD  statis  (In- 
sert name  of  Military  IDepartment)— Dtnrr- 
imxs  D*T«T  TO  BX  CLAUCzo  pursuant  to  Act  of 
August  10.  19M  (10  U.S.C.  2383)  "  Upon 
arrival  of  shipment  at  port  of  entry,  Collec- 
tor of  Customs,  kindly  notify  the  (Insert 
title  and  address  of  Government  representa- 
tive); who  will  execute  Customs  Forms  7501 
and  7601A  and  the  Duty-Pree  Entry  Cer- 
tificate; 
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(Iv)  OrosB  weight  in  potmds  (if  freight 
is  based  on  space  tonnage,  state  cubic  feet 
in  addition  to  gross  shipping  weight);  and 

(V)  Itetimated  value  In  United  States 
dollars. 

(e)  The  Contractor  agrees  to  instruct  the 
foreign  supplier  to  prepare  a  sufficient  num- 
ber of  copies  of  the  bill  of  lading  (or  other 
shipping  document!  so  that  at  least  two  of 
the  copies  accompanying  the  shipment  will 
be  available  for  use  by  the  Collector  of 
Customs  at  the  port  of  entry.  The  foreign 
supplier  shall  also  be  Instructed  to  forward, 
at  the  time  of  shipment,  a  memorandum 
copy  of  the  biU  of  lading  (or  other  shipping 
document)  to  the  designated  Government 
representative. 

(f)  The  Contractor  will  make  appropriate 
provisions  In  subcontracts  hereunder  to  as- 
sure that  the  entire  substance  of  this  clause 
Is  agreed  to  by  each  first-  or  lower-tier  sub- 
contractor. If  any.  who  will  Import  Into 
the  United  States,  Its  possessions,  or  Puerto 
Rico,  supplies  Identified  In  the  Schedule  as 
supplies  to  be  accorded  duty-free  entry. 

(b)  Duty-free  entry  for  items  not  iden- 
tified in  the  contract.  Within  the  limits 
of  §  6.603-2  <  a  > .  the  following  clause  shall 
be  used  unless  the  contracting  officer 
anticipates  that,  in  connection  with  the 
performance  of  the  contract,  neither  the 
prime  contractor  nor  any  first-tier  sub- 
contractor will  make  any  purchase  of 
foreign  supplies  in  excess  of  $10,000  that 
would  not  be  covered  either  by  the  clause 
in  paragraph  (a)  of  this  section  or  by  a 
clause  authorized  by  §  6.605. 

Noncr  or  Impoets — Possibiux  Dctt-Free 
Entet  (Nov.   1961) 

(a)  Except  as  provided  In  paragraph  (c) 
below,  the  Contractor  shall  notify  the  Con- 
tracting Officer  in  vn-ltlng  of  any  purchase 
in  excess  of  110.000  by  the  Contractor  of 
foreign  supplies  (Including  without  limita- 
tion raw  materials,  components,  and  Inter- 
mediate assemblies)  that  are  to  be  Imported 
Into  the  United  States,  Its  possessions,  or 
Pxierto  Rico,  for  delivery  to  the  Government, 
or  for  Incorporation  in  end  Items  to  be  de- 
livered to  the  Government,  under  this  con- 
tract; Provided.  That  If  this  contract  contains 
any  other  clause  providing  for  duty-free 
entry,  such  notice  is  not  required  for  any 
supplies  that  are  to  be  accorded  duty-free 
entry  under  any  other  such  clause.  Any  such 
notice  shall  be  furnished  to  the  Contracting 
Officer  at  least  twenty  (20)  days  before  the 
Importation  of  any  supplies  pursuant  to  any 
such  purchase.  The  notice  shall  identify 
(1)  the  foreign  supplies.  (11)  the  estimated 
amount  of  duty  payable  thereon,  and  (lit) 
the  country  of  origin. 

(b)  If,  within  ten  (10)  days  of  receipt  of 
any  notice  under  (a)  above,  the  Contracting 
Officer  notifies  the  Contractor  In  writing 
that  the  Government  will  Issue  duty-free 
entry  certificates  for  such  foreign  supplies, 
or  If  the  Government  otherwise  tenders  and 
the  Contractor  agrees  to  the  Issuitnce  of  such 
a  duty-free  entry  certificate,  the  following 
subparat^raphs  shall  apply: 

(  1 )  Except  as  otherwise  approved  by  the 
Contracting  Officer,  the  contract  price  shall 
be  reduced  by  (or  the  allowable  cost  shall 
not  Include)  the  amount  of  duty  which 
would  be  payable  If  duty-free  entry  certifi- 
cates were  not  Issued  pursuant  to  the  pro- 
visions of  this  clause 

(2)  The  Contractor  warrants  that  all  such 
fore!i?n  supplies  for  which  duty-free  entry 
certificates  are  to  be  Issued  in  accordance 
with  this  clause  are  Intended  to  be  delivered 
to  til*  Government  or  Incorporated  in  end 
Items  to  be  delivered  under  this  contract, 
and  that  duty  shall  be  paid  by  the  Contractor 
to  the  extent  that  such  supplies,  or  any  por- 
tion thereof  ( If  not  scrap  or  salvage ) ,  are 
diverted  to  non -governmental  use  other  than 
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M  a  result  of  a  competitive  Kit 
rected    or    authorized    bj   the 
Officer. 

(3)  The    Oovemmeot   agreta 
duty-free  entry  certificates  *~t  ^ 
proprlate  assistance  In  order  to  t 
duty-free  entry  of  such  foretgn 
to  which,  pursuant  to  Bubparacru?  141 
low,  the  shipping  documents  basr  ttl 
tlon    specified    therein,  except  •■  t^ 
tractor  may  otherwise  agree. 

(4)  All  shipping  documents     

Customs,  covering  foreign  suppUasTtar 
duty-free  entry  certificates  are  to  feg 
In  accordance  with  ttils  dauN  iktf 
the  following  Information : 

( I )  Government  prime  contnel 

( II )  Identification  of  carrier; 

(III)  The  notation:  ■•tJKmD 
name    of   Military   Department) 

KNTHT  TO  BK  CLAIICEI)   piUTUBQi  tO 

gust  10,  195«  (iO  XJS.C.  2383).- 
of  shipment  at  port  of  entry, 
Customs,  iLlndly  notify  ths  (iosvt 
and  address  of  Government 
who  win  execute  Customs 
7501A  and  the  Duty-Free  Entty 

(iv)   Gross  weight  in  pounds  (If 
based  on  space  tonnage,  state 
addition  to  gross  shipping  weight); 

(v)   Bstlmated     value    in    Unttst 
dollars. 

(5)  The  Contractor  agrees  to 
foreign  supplier  to  prepare  a 
her  of  copies  of  the  bill  of  ladli^  (Vlfi 
shipping  document)  so  that  at  IsmI  tiif 
the  copies  accompanying  the  ahlpaiMMk 
be  available  for  use  by  the  Colieetov  t(  |^ 
toms  at  the  port  of  entry.  The  ti 
pUer  shall  also  be  Instructed  to 
the  time  of  shipment,  a  memoranteBiM 
of  the  bill  of  lading  (or  other  ■hippfeniSK 

ment)   to  the  designated  " nmit  iMi. 

sentatlve. 

(c)  This  clause  shall  not  apply  to  fHi 
chases  of  foreign  supplies  In  couisetlaa m 
this  contract  If  (I)  such  foreign 
Identical  In  nature  with  suppiias 
by  the  Contractor  or  any 
hereunder  In  connection  with  hla 
business,  and  (11)  segregation  of 
piles  to  insure  use  only  on  Gov 
trricts  containing  duty-free  entry 
Is  not  economical  or  feasible. 

(d)  The  Contractor  agrees  to 
substance  of  this  clause  In  any  flTBt>tl«ii^ 
contract  hereunder  In  connection  with  «IM 
foreign  supplies  In  excess  of  1104100  aiv  It 
Imported  by  the  sut>contractor  lato  ll 
United  States,  its  possessions,  or 
Rico. 

S  6.603 — t     Customs  enlries  aa4 
certificates. 

(a)  When  the  clause  set  fortt  k 
§  6  603-3  (a)  or  (b)  is  used,  tiM  Ml 
and  address  of  the  Government  ntf$ 
sentatlve  responsible  for  prepaxlacl|| 
Consumption  Entry  (Custoou  IM 
7501  >  and  Consumption  Entry  Pwi 
(Cu.stoms  Form  7501  A)  and 
the  duty-free  certificate  shall  be 
in  .such  clause. 

•  b>  When  the  Govpmment  aiZHlll 
execute  duty-free  entry  certiflOtB  ti 
supplies,  in  accordance  with  the  fllNS 
set  forth  in  5  6.603-3  or  authortaill 
S  6  605.  the  contractor  shall  be  nfMl 
that  the  foreign  supplier  Is  to 
on  the  bill  of  lading  (or  other  .^ 
document*  the  Information  reguhwll 
be  Inserted  on  such  document! 
vided  in  the  clause.  Failure  to 
such  information  on  the  UH  of  I 
(or  other  shipping  document)  wOl 
in  the  shipment  being  treated  at  A 
ment  without  benefit  of  free  entry  1 
10  use.  2383. 


February  22,  1962 

akM^alcnated  Government  rep- 
•>.2l,^2l  except  as  provided  In 
taTtil  this  section,  retain  the 

■B  copy  o'  ^«  ""  °*  *•*""* 
-  M^^Mna  document)   pending 

Jifr^g-Thr  t^  collector  of  Customs 

%.Tnment  has  been   released. 

^  will  contain  a  request 

Porm  7501.  Cvistoms  Form 

^^§aA  the  duty-free  entry  certifi- 


■jft  own  receipt    of    a    request    for 
**  Taitry.  the  designated  Oovem- 
^eaUUve  shaU  promptly  pre- 
•  wooired  customs  forma  and 
the  duty-free  entry  certificate 
lee  with  paragrairti   (f)    of 
__,  and  forward  two  copies  of 
I  ftarm  7501   and  one  copy  of 
ftem  7501A  to  the  Collector  of 
,  a^oilttlng  the  request. 
"^WhOi  the  designated  Government 
^Slve  is  located  in  a  Canadian 
plant,  he  shall  be  authoriaed 
>CaBtoms  Form  7501.  and  Cua- 
i  7501A  and  to  execute  the 
entry     certificate     thereon. 
JStoma  Forms  shall  be  placed  in 
.-Bii«iv5ope  addressed  to  the  '-Col- 
SZrol  Customs.  Port  of  Bitry"  and 
^Afei  Mcurely  attached  to  the  two 
^L«(  the  biU  of  lading  (or  other  ahip- 
Sdoeanient)  for  the  Collector  of  Cus- 
S.  which  accompany  the  shipment. 
m  the  duty-free  entry  certificate  re- 
Jiri  Id  in  this  secUon  shall  be  printed. 
ZpidL  or  typed  on  the  face  of  C\i8- 
gl^fljnB  7501  or  attached  thereto  in 
^Mkfwlng  form: 

Vhwvwiub  (NOV.  1961) 

■     in  I  ^t»t  the  procurement  of  this  ma- 

hlSitttuted  an  emergency  purchase  of 

■na  Bhroad  by  the  Department  of  the 

I  Inny.  Navy,  or  Air  Force)   and  It 

iMBittVly  requested  that  such  materlBl 

l,^MIid  free  of  duty  pursuant  to  the 

m^Al^Uit  10,   1956   (10  X3S.C.  2383). 

(Name) 


FEDEtAL  REGtSTEl 

tlfleate  may  be  issued  when  "certain 
suDDlles  (not  Including  equipment) "  are 
vwtbMatd  for  vessels  or  aircraft  oper- 
ated by  the  United  States.    As  used  in 
this  pi««raph.  the  term  "certain  sup- 
pUea   (not  including   equipment)      m- 
bludea  artlclea  known  as  "stores",  such 
M  food   medicines  and  toiletries,  and, 
in  addition,  all  consumable  articles  nec- 
essary and  appropriate  for  the  propul- 
sion, operation  and  maintenance  of  the 
vessel  or  aircraft,  such  as  fuel,  oil,  gaso- 
line, grease,  paint,  cleaning  compounds, 
solvents,  wiping  rags  and  polishes.    It 
does  not  include  portable  articles  nec- 
essary and  appropriate  for  the  naviga- 
tion, operation  or  maintenance  of  the 
vMsil  OT  aircraft,  and  for  the  comfort 
and  safety  of  the  persons  on  board,  such 
as  rope,  bolts  and  nuts,  bedding,  china 
and  cutlery,  which  are  included  in  the 
term  "equipment."    The  procedures  to 
be  followed  in  the  issuance  of  such  cer- 
tificates shaU  be  as  prescribed  by  the 
respective  Departments. 

(b)  The  duty-free  entry  certificate  re- 
ferred to  in  this  section  shall  be  printed, 
stamped,  or  typed  on  the  face  of  Cus- 
toms PV)rm  7501.  or  atteched  thereto,  and 
shall  be  executed  by  a  duly  designated 
ofllcer  or  civilian  official  of  the  appro- 
priate   D«JMto»ent    in    the    following 

'O*™'  (Jan.  1959) 

I  certify  that  the  procurement  of  this  ma- 
terial consUtuted  a  purchase  of  supplies  by 
the  united  States  for  vessels  or  aircraft  op- 
erated by  the  united  States  f"^*!  *1SS" 
Bible  free  of  duty  pursuant  to  19  U.S.C.  1309. 


(Name) 


(Title) 


(Organization) 

§  6.605      Duly-free  entry  of  I'lNled  Cansi- 
dian  supplies. 


(Title),  Who  has  been 
designated  to  execute 
free  entry  certiflcatea 
for  the  alx)ve-n»med 
Department 


( Organization ) 
|4jfil_S     immediate   release  permits. 

iBDidlate  release  permits,  executed 
•  Cwtams  F^rm  3461  (Application  for 
^    ■  1  Permit  for  Delivery  of  Perishable 
r  Articles.  Immediate  Delivery 

Is  Necessary) .  entiUe  all  ship- 

qoalifylng  as  "emergency  pur- 
I  of  war  material  abroad"  to  be  re- 
immediately  by  the  Collectors  of 
JU  at  the  various  ports  of  entry, 
ptolo  and  pending  the  fiUng  of  Cus- 
imMnns  7501  and  7501A  and  a  duty- 
tm  Wtaj  certificate.  The  existence  of 
MkBMdiate  release  permit  on  file  it 
I  lort  of  entry  does  not  dispense  with 
^MOMBity  of  filing  Customs  Forms 
ml  Md  7M1A  and  such  duty-free  entry 
I  as   are    appropriate.    Each 

at  shall  designate  the  individ- 

laponsible  for  issuance  of  Imme- 
■NlIMease  Permits. 

IMH     Supplies   for  vessels  or  aircraft 
ipwmi  by  the  L^nited  Stales. 

(a)  Subject  to  the  considerations  set 
'crth  in  1 6.602,  a  duty-free  entry  cer- 

■b.87 4 


§  6.60S-1     PoUcy. 

(a)  In  keying  with  the  policy  to  en- 
hance economic  cooperation  with  Can- 
ada in  the  interests  of  continental  de- 
fense (16.6(H).  duty-free  entir  should 
aenerally  be  accorded  Canadian  supplies 
Sat  constttute,  or  ttiat  areMirectly  or 
indirectly  tacorporated  in.  end  items  in- 
cluded in  the  Departinental  lists  of  sup- 
plies maintained  pursuant  to  8  6.103-5 
(a) .  (These  Departmental  lists  mclude 
supplies  of  a  military  character  or  which 
are  involved  In  programs  of  mutual  in- 
terest to  the  United  States  and  Canada. 
Parts  and  equipment  for  listed  supphes. 
even  though  not  separately  listed,  are 
considered  to  be  inchided  in  the  lists 
when  they  are  procured  under  a  contract 
that  also  calls  for  listed  supplies.)  Duty- 
free entry  should  be  accorded  such  sup- 
plies by  the  issuance  of  duty-free  entry 
certificates  In  accordance  with  §§  6.605 
through  8.W5-5  and.  in  particular,  as 
provided  in  the  contract  clause  pre- 
scribed in  S  6.605-2. 

(b)  In  connection  with  contracts  with 
United  States  prime  contractors  for  the 
procurement  of  end  items  that  are  not 
Included  in  the  Departmental  lists  main- 
tained punuant  to  i6.103-5(a).  Ca- 
nadian supplies  that  are  themselves 
listed  and  are  specifically  identified  in 
the  contract  as  supplies  that  will  be  dl- 
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rectly  or  indirectly  incorporated  in  such 
unlisted  end  items  should  be  aeoorded 
duty-free  entry  as  provided  in  1 6.605-3. 

§  6.60S-2     Contract  dmse. 

Every  contract  in  exc^  of  $10,000. 
except  construction  contracts,  that  in- 
cludes the  procurement  of  end  itons 
contained  in  the  list  maintained  by  the 
Department  concerned  pursuant  to 
§6.103-5 (a)  shall  include  the  following 
clause  unless  it  is  reasonably  certain 
that  no  supplies  will  be  imported  from 
Canada  by  the  contractor  or  any  fliat- 
or  lower- tier  subcontractor -in  connec- 
tion wi«i  the  performance  of  the  «m- 
tract  The  clause  shall  be  hyduded  in 
invitations  for  bids  or  requests  for  pro- 
posals that  are  expected  to  lead  to  such 
a  contract. 

Duty -Pan   Ewt«t — Camamak  SvmoB 
(Not.  1961) 

(a)  Except  as  otherwise  approved  by  the 
Contracting  Ofllcer,  no  amount  is  or  will  be 
Included  In  the  contract  price  on  account  <rf 
duty  with  respect  to: 

(1)  All  end  Items  which  constitute 
"Canadian  end  products"  (as  deflned  In 
paragraph  S-101  of  the  Armed  Services  Pro- 
curement Regulation)  to  be  delivered  imdsr 
this  contract:  and 

(U)  All  supplies  (Including,  without  Uau- 
tation,  raw  matorials,  oranponents  and  In- 
termediate assembUes)  produced  or  made  in 
Canada  which  are  to  he  Incorporated  in  ttie 
end  items  to  be  delivered  under  this  coa- 
tract;  provided,  that  such  end  lt«ns  are 
made  in  the  United  States  or  Canada;  eze^t 
suppUes  imported  Into  the  United  States 
prior  to  the  date  <rf  this  eontntct,  or.  In  the 
case  of  supplies  Imparted  by  a  flret-  or 
lower-tier  suboontraetor  hereunder,  prior  to 
the  date  of  hla  subcontract. 

(b)  The  Contractor  warrants  that  all  audi 
Canadian  suppUss,  for  which  sueb  duty-free 
entry  la  to  be  claimed,  are  intended  to  be 
delivered  to  the  Govermnent  or  Incorporated 
In  the  end  items  to  be  delivered  \mder  this 
contract,  and  that  duty  shall  be  paid  by  the 
Contractor  to  the  extent  that  such  supfrtlts. 
or  any  portion  thereof,  (If  not  scrap  or 
salvage),  are  diverted  to  nongovernmental 
use  other  than  as  a  result  of  a  competitive 
sale  made,  directed  or  authorized  by  the 
Contracting  OlBcer. 

(c)  The  Government  agrees  to  execute 
duty-free  entry  certificates  and  to  afford 
such  assistance  as  appropriate  In  order  to 
obtain  the  duty-free  entry  of  Canadian  »nd 
products  or  supplies  as  to  which  the  ship- 
ping documents  bear  the  notation, specified 
m  paragraph  (d)  below,  except  as  the  Con- 
tractor may  otherwise  agree. 

(d)  All  shipping  docvunenta  submitted  to 
Customs,  covering  such  Canadian  end  prod- 
ucts or  supplies  for  which  duty-free  entry 
is  to  be  claimed,  shall  bear  the  following 
Information. 

(I)  Oovemment  prime  contract  number: 

(II)  Identification  of  carrier; 

(III)  The  notation:  "Unitxo  Statis  (Insert 
name  of  Military  Department)— DOTT-Paas 
Knt«t  to  «k  Claimxd  pursuant  to  Act  of 
August  10,  1968  (10  UJ8.C.  2388)."  Upon 
arrival  of  shipment  at  port  of  entry,  CoUec- 
tOT  of  Customs.  iLlndly  notify  the  (lns«rt 
title  and  address  of  Government  representa- 
tive) .  who  will  execute  Customs  Porms  7601 
and  7501A  and  the  Duty-Pree  Entry  Certifi- 
cate; 

(Iv)  Gross  weight  in  pounds  (if  freight 
Is  based  on  space  tonnage,  state  cubic  feet 
in  addition  to  gross  flipping  weight):  and 

(V)  Bstlmated    value    in    United    States 

dollars. 

(e)  The  Contracttw  agrees  to  Instruct  the 
foreign  suppUer  to  prepare  a  sufficient  Tixun- 
ber  of  copies  of  the  blU  of  lading  (qr  otber 
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shipping  document)  ma  thAt  at  least  two  of 
tiM  ooptee  acenmpenytng  the  alilpment  #111 
be  ftTftllaUe  for  uee  by  the  Collector  of  Cue- 
tame  at  the  port  at  entry.  The  foreign 
euppUer  shall  also  be  Instructed  to  forward, 
at  the  time  of  shipment,  a  memorandum 
copy  of  the  blU  of  lading  (or  other  shipping 
document)  to  the  designated  Government 
repreeentatlTe. 

(f)  Tills  clause  shall  not  apply  to  pur- 
chases of  Canadian  supplies  In  connection 
with  this  contract  If  (1)  such  Canadian  sup- 
plies are  Identical  in  nature  with  supplies 
purchased  by  the  Contractor  or  any  sub- 
contractor hereunder  In  connection  with  bis 
commercial  buslneas.  and  (11)  It  Is  not  eco- 
nomical or  feasible  to  sccount  for  such  sup- 
plies so  as  to  assure  that  the  amount  of  such 
suppUes  for  which  duty-free  entry  Is  claimed 
pursuant  to  this  clause  does  not  exceed  the 
amount  thereof  purchased  in  connection 
with  this  contract. 

(g)  The  Contractor  agrees  to  Insert  the 
substance  of  this  clause.  Including  this  para- 
graph (g).  In  all  subcontracU  for  supplies 
hereunder  that  exceed  $5,000.  Each  such 
subcontract  shall  require  the  subcontractor 
to  Identify  this  contract  by  Its  contract 
number  on  any  shipping  documents  sub- 
mitted to  Customs  covering  supplies  for 
which  duty-free  entry  U  to  be  claimed  pur- 
suant to  this  clause. 

If  the  procuronent  covers  both  listed  and 
unlisted  end  Items,  the  foregoing  clause 
should  be  modified  so  as  to  limit  Its  appli- 
cation to  the  listed  end  Items. 

§  6.605—3      Listed   supplies    for    unlittleH 
end   itei 


In  connection  with  negotiated  con- 
tracts in  excess  of  $iJD.00O  with  United 
States  prime  contractors  for  the  pro- 
curement of  end  items  that  are  not  in- 
cluded in  the  Departmental  lists  main- 
tained pursuant  to  9  6103-5(a),  if  the 
proopectlve  contractor  speclflcaUy  iden- 
tifies listed  Canadian  supplies  that  win 
be  directly  or  indirectly  incorporated  in 
such  unlisted  end  items  and  if  the  con- 
tract price  does  not  include  any  amount 
on  account  of  duty  with  respect  to  such 
supplies,  the  contract  should  provide  for 
the  duty-free  entry  of  such  supplies  by 
including  provisions  substantially  as  fol- 
lows. The  Schedule  .should  identify  the 
particular  listed  Canadian  supplies  that 
are  to  be  accorded  duty-free  entry.  The 
contract  should  Include  a  clause  like  that 
In  I  6.609-2,  but  modified  so  as  to  cover 
only  the  particular  Canadian  supplies 
that  are  specifically  identified  in  the 
Schedule.  Thus,  the  clause  may  be  mod- 
ified by: 

(a)  In  paragraph  (a),  deleting  (i)  and 
(ii)  and  substituting  the  words  "those 
supplies  that  are  specifically  identified 
in  the  Schedule  as  Canadian  supplies  to 
be  accorded  duty-free  entry" ; 

(b)  In  paragraph  (c)  of  the' clause, 
deleting  the  words  "&ad  products  or"; 

(c)  In  paragrai^  (d)  ot  the  clause, 
deleting  the  words  "Canadian  end  prod- 
ucts or  supplies"  and  substituting  a  ref- 
erence to  the  particular  Canadian  listed 
8um>lles.  as  In  paragn4>h  (a)  of  this 
section ;  and 

(d)  As  to  paragraph  (g)  of  this  clause, 
limiting  the  "flow-down"  provision  to 
subcontracts  for  suppUes  specifically 
identified  In  the  Schedule,  or,  if  appro- 
priate, deleting  the  provision. 


RULES  AND  REGULATIONS 

§  6.605—4      Imusnce    of    duty-free    entry 
certifirstes. 

Duty-free  entry  certificates  shall  be 
Issued  in  accordance  with  the  procedures 
set  out  In  §  6.603-4. 

§  6.605—5      Amending  existing  contracts. 

Any  existing  contract  may  be  amended 
so  as  to  be  made  consistent  with  S  6.605- 
2  or  6.605-3;  provided  that,  in  the  case 
of  a  fixed-price  type  contract,  the  con- 
tract price  is  reduced  by  the  amount  of 
the  applicable  duty.  Under  any  cost- 
reimbursement  type  contract  that  has 
not  been  so  amended,  duty-free  entry 
shall  be  accorded  Canadian  supplies  to 
the  extent  permitted  by  5  6.602. 


PART  7— CONTRACT   CLAUSES 

20.  Add  new  5  J  7.104-37.  7.204-27, 
7.303-24.  7.403-22.  to  read  as  follows: 

§7.104—37      Required    source    for   jewel 
bearing!*. 

In  accordance  with  the  requirements 
of  5  1.315  of  this  chapter,  insert  the 
clause  set  forth  therein. 

§  7.204—27      Required    source    for    jewel 
bearing.<t. 

In  accordance  with  the  requirements 
of  §  1  315  of  this  chapter,  insert  the 
clause  set  forth  therein. 

§  7.303—24      Required    oource    for   jewel 
bearingH. 

In  accordance  with  the  requirements 
of  §  1.315  of  this  chapter,  insert  the 
clause  set  forth  therein. 

§  7.403-22      Required    source    for   jewel 
bearing.s. 

In  accordance  with  the  requirements 
of  §  1.315  of  this  chapter,  insert  the 
clause  set  forth  therein. 

21.  Add  new  Subpart  P  to  Part  7,  as 

follows: 

Subpart  F — Clauses  for  Fixed-Price 
Construction   Contracts 

§  7.601      .Applicability. 

As  used  throughout  this  subpart,  the 
term  "fixed-price  construction  contract" 
means  any  contract  (other  than  a  short 
form  construction  contract  (see  9  16.401- 
3  (a)  and  (b)  of  this  chapter),  a  letter 
contract,  a  notice  of  award,  or  a  modifi- 
cation not  effecting  new  procurement) 
which  (a)  is  entered  into  at  a  fixed  price 
(with  or  without  any  provision  for  price 
redetermination,  escalation,  or  other 
form  of  price  revision  as  covered  in 
9  3.403.  and  (b)  is  for  construction  as 
defined  in  9  1. 201-22  of  this  chapter. 

§  7.602      Required   clauses. 

The  following  clauses  shall  be  in- 
serted, as  required,  in  all  fixed-price  cod- 
struction  contracts,  except  as  otherwise 
provided  in  this  subpart. 

§  7.602-1      Definitions. 

DoiNiTTONS  (Nov.  1961) 

(a)  The  term  "head  of  the  agency"  or 
"Secretary"  as  used  herein  means  the  Sec- 
retary, the  Under  Secretary,  any  Assistant 
Secretary,  or  any  t)tber  head  or  assistant  head 
of  the  executive  or  military  department  or 


other    Federal    agency;    and   the  ta 
duly  authorized  representatlvs"  ^ 
person  or  persons  or  board  (otbar  ( 
Contracting   Officer)    authorlasd  tJ 
the  head  of  the  agency  or  the  8i 
(b)    The    term    '•Contracting 
used  herein  means  the  person 
contract  on  behalf  of  the 
Includes    a     duly    appointed 
authorized  representative. 

§  7.602-2      .Specifications  and 

SPBCinCATIONS    AND   DrAWIMOS    (Hoy    |^ 

The  Contractor  shall  keep  oo  tksv^ 
copy  of  the  drawings  and  spedneattaMMs 
shall  at  all  times  give  the  ContnoHMML 
cer  access  theicuj  Anything  mtnttsM^ 
the  speclflcatloos  and  not  Bho«Q«B  ^ 
drawings,  or  shown  on  the  dra«l|M  ml 
not  mentioned  In  the  spedflcattoi^^S 
be  of  like  effect  as  If  shown  or 


both.  In  case  of  difference 
Ings  and  specifications,  the 
shall  govern.  In  case  of  dlscrspaas*  —^ 
In  the  figures,  In  the  drawings,  cr  te^ 
specifications,  the  matter  shaU  bt  jn^2 
submitted  to  the  Contracting  OflSi^^S 
shall  promptly  make  a  detsrmlnatta^ 
writing.  Any  adjustment  by  tbs  OOBk^S 
without  such  a  determination  shaQ  fei  m 
his  own  risk  and  expense.  The  O 
Officer  shall  furnish  from  time  to 
detail  drawings  and  other  InfarMMW  ■ 
he  may  consider  necessary,  unU 
provided. 

g  7.602-3      Changes. 

Chances  (Nov.  IMl) 

The  Contracting  Officer  may,  at  aay 
by  written  order,  and  without  nottas  ||1|| 
sureties,  make  changes  in  the  " — " 
and/or  specifications  of  this 
within  Its  general  scope.  If  stieh 
cause  an  Increase  or  decrease  la  thl 
tractor's  cost  of,  or  time  requlnd  ftr,  | 
formance  of  the  contract,  an  squUiMi, 
Justment  shall  be  made  and  the 
modified  in  writing  accordingly.  Aayd 
of  the  Contractor  for  adjustment  vHm 
clause  must  be  asserted  In  wrlttag 
30  days  from  the  date  of  receipt  fey  ftl 
Contractor  of  the  notification  of  flhMp 
unless  the  Contracting  Officer  gmli  • 
further  period  of  time  before  the  Ml  (t 
final  payment  under  the  oontraetw  B  9k 
parties  fall  to  agree  upon  the  adjwlwil 
to  be  made,  the  dispute  shall  be 
as  provided  In  the  "Disputes'*  olai 
contract;  but  nothing  provided  ta  (M 
clause  shall  excuse  the  Contractor  fNajii^ 
ceedlng  with  the  prosecution  of  the  «<ntM 
changed.  Except  as  otherwise  provMM  H 
this  contract,  no  charge  for  any  «stn  «■! 
or  material  will  be  allowed. 

In  the  foregoing  clause,  the  peilBi  ll 
"30  days"  within  which  any  elite  Iv 
adjustment  must  be  asserted  BMf  ll 
varied  in  accordance  with 
procedures. 

§  7.602-4     Changed  conditions. 

Changed  Conditions  (Nov.  IMl) 


^,  February  22,  1962 

for.  performance  of  this  con- 

s  Adjustment  shall  be  made 

_  modified  In  writing  aocord- 

'illr  ehi*«"  of  the  Contractor  for  ad- 

^■^Juader   shall    not   be   allowed 

^iven  notice  as  above  requlr«l: 

^contracting  Officer  grants  a 

■zJSl  of   time  before    the  date  of 

J2«t  under   the   contract.     If  the 

Sto  aaree  upon  the  adjustment  to 

.fttJT  dispute  shall  be  determined  as 

jn^the     DlFputes"  clause  of   this 
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§  7.MS-7     PaymenU  to  contractor. 
PATMSim  To  CoNnucToa  (Nov.  1961) 


,jtgt  f     Terminalion 
l**__l-»  for  delay— 


for     default — 
lime  extensions. 

the  clause  set  forth  in  9  8.709 

.^JH^       I>i»pUtC!«. 

1^  Cioept  as  provided  in  paragraph 
J^thii  section,  insert  the  following 

'  DiSPUTts  (Nov  1961) 

,  ttpspt  as  otherwise  provided  In  this 
JSiMLwy  dispute  concerning  a  question 
*^SVte*"ir  under  this  contract  which 
•  ■"rr^^   ojf  by   agreement  shaU  be 


.WtbeContracting  Officer,  who  shaU 
ylf  decision  to  writing  and  maU  or 
furnish    a    copy    thereof    to    the 
The  decUlon  of  the  Contracting 
^^_i"i  |)e  final  and  conclusive  tmlen. 
10  dsys  from  the  date  of  receipt  ot 
eOBT  the  Contractor  malls  or  otherwise 
io  the  Contracting  Officer  a  written 
l^[iM8ed  to  the  head  of  the  agency 
a.    The  decision  of  the  head  of  the 
^_T  orbls  duly  authorized  representative 
7m  determination  of  such  iH;>peals  shall 
M^  and  conclusive.    This  provision  shall 
^fet  pleaded  In  any  suit  Involving  a  ques- 
2  if  fact  arising  under  this  contract  as 
SmJ<*<Uc1<^'  review  of  any  .such  decision 
ti  mam  where  fraud  by  such  official  or  his 
ttsUve  or  board  Is  alleged :  Provided. 
Oist  any   such   decision   shall   be 
1  conclusive    unless    the    same    Is 
.^t  or  capricious  or  arbitrary  or  so 
VToneous  as  necessarily  to  Imply  bad 
or  U  not   supported    by   substantial 
In   connection    with    any   appeal 
,,„    ^»  under  this  clause,  the  Contractor 
■  bi  afforded  an  opportunity  to  be  heard 
to  oter  evidence  In  support  of  his  appeal, 
r  f<w^i   decision   of   a  dispute  bere- 
the  Contractor    shall    proceed   dlll- 
Wtth  the  performance  of  the  contract 
k  Moordance    with    the    Contracting 


The  Contractor  shall  promptiy, ' 
such  conditions  are  dlsturbisd,  ntMtf  9$ 
Contracting  Officer  In  writing  oC:  (a)  9^ 
surface  or  latent  physical  conditions  it  I 
site  differing  materially  from  the 
In  this  contract,  or  (b)  unkiwwii 
conditions  at  the  site,  of  an  unusual  i 
differing  materlaUy  from  those 
encountered  and  generally  recognlMd Mi 
herlng  in  work  of  the  character 
in  this  contract.  The  Contraettaff 
shall  promptly  Investigate  the 
and  If  he  finds  that  such  oondltlfll».i»» 
materially  differ  and  cause  an  UmMMI  * 
decrease  In  the  Contractor's  cost  <tf ,  9  M 


(fe)  ms  Disputes  clause  does  not  preclude 

'     itlon  of  questions  of  law  In  connec- 

imi  decisions  provided   for  In   para- 

(a)  above.    Nothing  In  this  contract. 

..V.  shall  be  construed  as  making  Anal 

dsoMon  of  any  administrative  official, 

__^ ktative,  or  board  on  a  question  of  law. 

iKMoardanoe  with  Departmental  procedures, 

.  ftstoiialag  clause  may  be  modified  to  pro- 

vMi  tCK  Intermediate    appeal  to  the   Head 

c(  thl  Procuring  Activity   concerned.    Ttie 

-  iMMon  of  the  contracting  officer  referred  to 

h  UN  above  clause  shall,  If  maUed,  be  sent 

•  fer  ewtlAed  mall,  return  receipt  requested. 


(b)  In  procurements  to  be  performed 
iMIt  the  United  States,  its  possessions 
i  Puerto  Rico,  where  it  is  anUcipated 

I  contractor  will  be  a  foreign  firm, 

«Ma(  the  clauses  provided  for  In  I  7.103- 
lt(b)  will  be  inserted  in  accordance  with 
thl  iQttruction  therein. 

(e)  The  form  in  which  the  contracting 
•■nr  ihall  notify  the  contractor  of  tala 
^Mkhm  mider  the  Disputes  clause  Is  set 
tath  in  i  1.314  of  this  chapter. 


(a)  TlM  Oovemment  wUl  pay  the  contract 
price  as  hereinafter  provided. 

(b)  The  Oomiunent  wlU  make  progress 
payments  monthly  as  the  work  proceeds,  or 
at  more  fraquent  Intervals  as  determined  by 
the  Oootraettng  Officer,  on  estimates  ap- 
proved toy  th*  Contracting  Officer.  If  re- 
quested by  the  Contracting  Officer,  the  Con- 
tractor f*»»"  furnish  a  breakdown  of  the 
total  contract  price  showing  the  amount  In- 
cluded therein  for  each  principal  category 
of  the  work.  In  such  detail  as  requested,  to 
provide  a  baals  for  determining  progress  pay- 
ments. In  the  preparation  of  estimates  the 
Contracting  Officer,  at  his  discretion,  may 
authorize  material  deUvered  on  the  site  and 
preparat(H7  work  done  to  be  taken  Into  con- 
sideration. Material  deUvered  to  the  Con- 
tractor at  locations  other  than  the  site  may 
also  be  taken  Into  consideration  ( l )  If  such 
consideration  is  specifically  authorized  by 
the  contract  and  (2)  If  the  Contractor  fur- 
nishes satisfactory  evidence  that  he  has  ac- 
quired title  to  such  material  and  that  It  will 
be  utilized  on  the  work  covered  by  this 
contract. 

<c)  In  making  such  progress  payments, 
there  shaU  be  retained  10  percent  of  the  esti- 
mated amount  until  final  completion  and 
acceptance  of  the  contract  work.  However, 
If  the  Contracting  Officer,  at  any  time  after 
50  percent  of  the  work  has  been  completed, 
finds  that  satiafactory  progress  Is  being  made, 
he  may  authorlae  any  of  the  remaining  prog- 
ress payments  to  be  made  In  fuU.  Also. 
whenever  the  work  Is  substantlal'ly  complete, 
the  Contracting  Officer,  If  he  considers  the 
amount  retained  to  be  In  excess  of  the 
amount  adequate  for  the  protection  of  the 
Oovermnent.  at  his  discretion,  may  release 
to  the  Contractor  aU  or  a  portion  of  such 
excess  amoimt.  Furthermore,  on  comple- 
tion and  aco^tance  of  each  separate  build- 
ing, public  work,  or  other  division  of  the 
contract,  on  which  the  price  U  stated  sep- 
arately in  the  contract,  payment  may  be 
made  therefor  without  retention  of  a  per- 
centage. 

(d)  All  material  and  work  covered  by 
progress  payments  made  shaU  thereupon  be- 
come the  sole  property  of  the  Government, 
but  this  provision  shall  not  be  construed  as 
relieving  the  Contractor  from  the  sole  re- 
spoiuAMllty  for  aU  material  and  work  upon 
miieh  payments  have  been  made  or  the  res- 
toration of  any  damaged  work,  or  as  waiv- 
ing the  right  of  the  Oovemment  to  require 
the  fulflUment  of  all  of  the  terms  of  the 
contract. 

(e)  Upon  completion  and  acceptance  of 
all  work,  the  amount  due  the  Contractor 
under  this  oontrict  shall  be  paid  upon  the 
presentation  of  a  properly  executed  voucher 
and  after  the  Ccmtractor  shaU  have  f lurnished 
the  Oovemment  with  a  release.  If  required, 
of  aU  claims  against  the  Government  arlalng 
by  virtue  of  this  contract,  other  than  claims 
In  stated  amounts  as  may  be  specifically 
excepted  by  the  Contractor  from  the  opera- 
tion of  the  release.  If  the  Contractor's  claim 
to  amounts  payable  under  the  contract  has 
been  assigned  under  the  Assignment  of 
Claims  Act  of  1940,  as  amended  (31  U.S.C. 
203.  41  UB.C.  16).  a  release  may  also  be 
required  of  the  assignee. 


§  7.60S-8     Assignment  of  claims. 

AsaiairacBitT  or  Claims  (Nov.  1961) 

(a)  Purstiant  to  the  provisions  of  the 
Assignment  of  Claims  Act  of  1940.  as 
amended  (81  UB.C.  203.  41  U.S.C.  15),  If 
this  oontraet  provides  for  payments  aggre- 
gating tljOOO  or  more,  claims  for  moneys 
due  or  to  become  due  the  Contractor  from 
the  Oovemment  under  this  contract  may 
be  assigned  to  a  bank,  trust  company,  or 
other  financing  institution,  including   any 
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Federal  lending  agency,  and  may  thereafter 
be  further  assigned  and  reassigned  to  any 
such  Institution.    Any  such  assignment  or 
reassignment  shall  cover  all  amounts  payable 
under  this  contract  and  not  already  paid, 
and  shall  not  be  made  to  more  than  one 
party,  except  that  any  such  assignment  or     , 
reassignment  may  be  made  to  one  party  as 
agent   or   trustee   for   two   or   more   parties 
participating    ta    such     flnanctag.     Unleas 
otherwise   provided   In   this  conti-act.    pay- 
ments to  assignee  of  any  moneys  due  or  to 
become  due  under  this  contract  ahaU  not. 
\o    the    extent    provided    to    said    Act.    as 
amended,  be  subject  to  reduction  or  setoff. 
(The  precedtag  seritence  applies  only  U  this 
contract  is  made  In  time  of  war  or  national 
emergency  as  defined  In  said  Act  and  Is  with 
the    Department   of   Defense,    the   General 
Services  Administration,  the  Atomic  Knergy 
Commission,  the  National  Aeronautics  and 
Space  Administration,  the  Federal  Aviation 
Agency,  or  any  other  department  at  agency 
of  the  United  States  designated  by  the  Presi- 
dent p\irsuant  to  Clause  4  of  the  proviso  of 
section  1  of  the  Assignment  of  Claims  Act 
of  1940,  as  amended  by  the  Act  of  May  15, 
1951,  65  Stat.  41.) 

(b)  In  no  event  shaU  copies  of  this  con- 
tract of  any  plans,  specifications,  or  other 
slmUar  documents  relattag  to  work  unyr 
this  contract.  If  marked  "Top  Secret. 
"Secret,"  or  "Confidential,"  be  furnished  to 
any  assignee  of  any  claim  arising  under  tills 
contract  or  to  any  other  person  not  entttied 
to  receive  the  same.  However,  a  copy  ot  any 
part  or  all  of  this  contract  so  marked  may 
be  furnished,  or  any  toformatton  contained 
therein  may  be  disclosed,  to  such  uslgnee 
upon  the  prior  written  authorization  of  the 
Contracttag  Officer. 

The  last  two  sentences  of  paragraph  (a) 
of  the  foregoing  clause  shall  be  deleted  from 
contracts  entered  Into  with  foreign  con- 
tractors. 

§  7.602-9     Material  and  workmanAip. 
Material  and  Workmanshi*  (Nov.  19«1) 
(a)  Unless  otherwise  speclllcaUy  provided 
In  this  contract.  aU  equipment,  material  and 
articles   tacorporated   In   the  work  covered 
by  this  contract  are  to  be  new  and  of  the 
most  suitable  grade  for  the  purpose  Intended. 
Unless  otherwise  spedficaUy  provided  to  this 
contract,  reference  to  any  equipment,  ma- 
terial, article,  or  patented  process,  by  toade 
name.  make,  or  catalog  number.  shaU  be 
regarded  as  esUbllshlng  a  standard  of  qual- 
ity and  shall  not  be  construed  as  Umlttog 
competition,  and  the  Contractor  may.  at  his 
option,  use  any  equipment,  material,  article, 
or  process  which,  to  the  Judgment  of  the 
Contracttag  Officer.  U  equal  to  that  named. 
The  Contractor  shall  furnish  to  the  C<m- 
tractlng  Officer  for  his  approval  the  name 
of  the  manufacturer,  the  mod$l  number  and 
other  identifying  data  and  Information  re- 
specting the  performance,  capacity,  nature. 
and  rattag  of  the  machtoery  and  mechanical 
and  other  equipment  which  the  Contractor 
contemplates    taoorporating    ta    the    work. 
When   required   by  this  contract  or   when 
caUed  f<w  by  the  Contracting  Officer,   the 
Contractor    shaU    furnish   the   Contracting 
Officer  for   approval  full  information  con- 
cerntog  the  material  or  articles  which  he 
contemplates    toeorporatlng    ta    the    work. 
When   so  directed,   samples  shaU  be   sub- 
mitted for  approval  at  the  Contractors  ex- 
pense, with  all  BhlppUw  charges   pr^ald. 
Machinery,  equipment,  material,  and  artielea 
InstaUed  or  used  without  required  approval 
ShaU  be  at  the  risk  of  subsequent  rejection. 
(b)  All  work  under  this  contract  shaU  be 
performed   ta   a   *mful  and   workmanlike 
mahner.     The  Contrecttog  Offioer  may.  to 
writtag.  require  the  Oontreetor  to  raoaove 
from  the  work  any  employee  the  Contract- 
ing Officer  deems  Incompetent,  careless,  or 
otherwise  objectionable. 
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§  7.602-10     Coatractor    inapection     sys. 
leak 

Inaert  the  foUowlxig  clause  In  all  con- 
tracts In  excess  of  $10,000. 
CoimucToa  Ihi 


:OK  SmmM   (Nov.   1941) 

The  Oontraetor  aluUl  (1)  m«lnt*ln  an  ade- 
qiiat*  liup«etl(m  STStem  and  perform  such 
Inspecttona  as  will  aasure  that  the  work 
performed  under  the  contract  conforms  to 
contract  requirements,  and  (11)  maintain 
and  make  aTaUable  to  the  Oorernment  ade- 
quate records  of  such  Inspections. 

§  7.602—1 1      Iiispection%iMi  acceptance. 

IlfSPacnON   AND   ACCKPTAMCX    (NOV.    1961) 

(a)  Kxcept  as  otherwise  provided  In  this 
contract.  Inspection  and  test  by  the  Oov- 
emment  of  material  and  workmanship  re- 
quired by  this  Contract  shall  be  made  at 
reasonable  times  and  at  the  site  of  the  work, 
nnlees  the  Contracting  Ofllcer  determines 
that  such  Inspection  or  teet  of  material 
which  Ih  to  be  Incorporated  In  the  work 
shall  be  made  at  the  place  of  production, 
manufacture,  or  shipment  of  such  material. 
To  the  extent  specified  by  the  Contracting 
Ofllcer  at  the  time  of  determining  to  make 
oir-slte  Inspection  or  test,  such  Inspection 
or  test  shall  be  conclusive  as  to  whether  the 
material  Involved  confcvms  to  the  contract 
reqiilrements.  Such  off-site  Inspection  or 
test  shall  not  relieve  the  Contractor  of  re- 
sponsibility for  damage  to  or  loss  of  the 
materlsl  prior  to  acceptance,  nor  In  any  way 
affect  the  continuing  rights  of  the  Cover n- 
ment  after  acceptance  of  the  completed 
work  under  the  terms  of  paragraph  (f)  of 
this  clause,  except  as  hereinabove  provided. 

(b)  The  Contractor  shall,  without  charge, 
replace  any  material  or  correct  any  work- 
manahlp  found  by  the  Government  not  to 
conform  to  the  contract  requirements,  un- 
lees  In  the  public  Interest  the  Oovemment 
consents  to  accept  such  material  or  work- 
manship with  an  appropriate  adjustment  in 
contract  price.  The  Contractor  shall 
promptly  segregate  and  reibove  rejected  ma- 
terial from  the  premises. 

(c)  If  the  Contractor  does  not  promptly 
replace  rejected  material  or  correct  rejected 
workmanship,  the  Oovemment  (1)  may,  by 
contract  or  otherwise,  replace  such  material 
or  correct  such  workmanship  and  charge 
the  cost  thereof  to  the  Contractor,  or  (3) 
may  terminate  the  Contractor's  right  to  pro- 
ceed In  accordance  with  Clause  5  of  these 
General  Provisions. 

(d)  The  Contractor  shall  furnish 
{H^xnptly.  without  additional  charge,  all  fa- 
cilities, labor,  and  material  reasonably 
needed  for  performing  such  safe  and  con- 
venient Inspection  and  test  as  may  be  re- 
quired by  the  Contracting  Ofllcer.  All  In- 
spection and  test  by  the  Government  shall 
be  performed  In  such  manner  as  not  un- 
neeeasarlly  to  delay  the  work.  Special,  full 
size,  and  performance  teeta  shall  be  per- 
formed as  described  In  this  contract.  The 
Contractor  shall  be  charged  with  any  addi- 
tional cost  of  inspection  when  material  and 
workmanship  are  not  ready  at  the  time 
spediled  by  the  Contractor  for  its  Inspection . 

(e)  Should  It  be  considered  nee  weary  or 
advisable  by  the  Government  at  any  time 
before  acceptance  of  the  entire  work  to  make 
an  examination  of  work  already  completed, 
by  removing  or  tearing  out  same,  the  Con- 
tractor shall,  on  requeet.  i>romptIy  furnish 
all  necessary  facilities,  labor,  and  material. 
If  such  work  Is  found  to  be  defective  or  non- 
conforming In  any  material  respect,  due  to 
the  fault  of  the  Contractor  or  his  subcon- 
tractors, he  shall  defray  all  the  expenses  of 
such  examination  and  of  satisfactory  recon- 
stnictlOD.  If.  however,  such  work  Is  found 
to  meet  the  requirements  of  the  contract, 
an  equitable  adjiistment  shall  be  made  In 
the  contract  price  to  compensate   the  Con- 
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tractor  for  the  additional  servlcee  Involved 
in  such  examination  and  reconstruction  and. 
If  completion  of  the  work  has  been  delayed 
thereby,  he  shall.  In  addition,  be  granted  a 
suitable  extension  of  time. 

( f )  Unless  otherwise  provided  in  this  con- 
tract, acceptance  by  the  Government  shall 
be  made  as  promptly  as  practicable  after 
completion  and  inspection  of  all  work  re- 
quired by  this  contract.  Acceptance  ahall  be 
final  and  conclusive  except  as  regards  latent 
defects,  fraud,  or  such  gross  mistakes  as 
may  amount  to  fraud  or  as  regards  the  Gov- 
ernment s  rl(?hLs  under  any  warranty  or 
gurantee 

§  7.602—12      .'^uperintendrn«-e  by  contrac- 
tor. 

SCPERINTENDENCE   BT    CoNTSACTOB    (NOV.    1961) 

The  Contractor  shall  give  his  personal 
superintendence  to  the  work  or  have  a  com- 
petent foreman  or  superintendent,  satisfac- 
tory to  the  Contracting  Officer,  on  the  work 
at  all  times  during  progress,  with  authority 
to  act  for  him 

§  7.602-13      Prrmil.H  and  reitponsibilities. 

Permits    and    RcspONsiBnjnxa    (Nov.   1961) 

The  Contractor  shall,  without  additional 
expense  to  the  Government,  be  responsible 
for  obtaining  any  nectasary  licenses  and 
permits,  and  for  complying  with  any  appli- 
cable Federal.  State,  and  municipal  laws. 
codes,  and  regulations.  In  connection  with 
the  proeecution  of  the  work.  He  shall  be 
similarly  responsible  for  all  damages  to  per- 
sons or  property  that  occur  as  a  result  of  his 
fault  or  negligence.  He  shall  take  proper 
safety  and  health  precautions  to  protect  the 
work,  the  workers,  the  public,  and  the  prop- 
erty of  others  He  shall  also  be  responsible 
for  all  materials  delivered  and  work  per- 
formed until  completion  and  acceptance  of 
the  entire  construction  work,  except  for  any 
completed  unit  of  construction  thereof  which 
theretofore  may  have  been  accepted. 

§7.602-11      r.undiliun<t    afTecting    the 
work. 

Conditions  Affecting  the  Wosk  (Nov.  1961) 

The  Contractor  shall  be  reeponslble  for 
havmg  taken  steps  reasonably  necessary  to 
ascertain  the  nature  and  location  of  the 
work,  and  the  general  and  local  conditions 
which  can  affect  the  work  or  the  cost  thereof. 
Any  failure  by  the  Contractor  to  do  so  will 
not  relieve  him  from  responsibility  for  suc- 
cessfully performing  the  work  without  addi- 
tional expense  to  the  Government.  The  Gov- 
ernment assumes  no  responsibility  for  any 
understanding  or  representations  concerning 
conditions  made  by  any  of  its  officers  or 
agents  prior  to  the  execution  of  this  contract, 
unless  such  understanding  or  representations 
by  the  Government  are  expressly  stated  in 
the  contract 

!^  7.602-15      Other   t-ontrartM. 

Othix  Contracts   (Nov.  1961) 

The  Government  may  undertake  or  awtutl 
other  contracts  for  additional  work,  and  the 
Contractor  shall  fully  cooperate  with  such 
other  contractors  and  Government  employ- 
ees and  carefully  fit  his  own  work  to  such 
additional  work  as  may  be  directed  by  the 
Contracting  Officer.  The  Contractor  ahall 
not  commit  or  permit  any  act  which  will 
Interfere  with  the  performance  of  work  by 
any  other  contractor  or  by  Government 
employees. 

§  7.602-16      Talent   indemnity. 

Patent  Indeunitt   (Nov.  1961) 

Ekcept  as  otherwise  provided,  the  Con- 
tractor agrees  to  indemnify  the  Government 
and  its  officers,  agents,  and  employees  against 
Uabllity,   Including  costs  and  expenses,  for 


-•^^^ 


infringement  upon  any  Lettan 
United  States  (except  Letters 

upon  an  application  which  ta  

hereafter  be,  for  reasons  of  n»»i~im 
ordered  by  the  Government  to  be 
or   otherwise   withheld   from 

out  of  the  performance  of  this 

out  of  the  use  or  disposal  by  or  f^ 
count  of  the  Government  of 
nlshed     or     construction     work 
hereunder. 

§7.602-17      Additional   bond 

Insert  the  clause  set  forth  In  1 7 

§  7.602-18     (>>venant  against 
fee*.. 

Covenant  Against  CoNTiNOBmf^ 
(Nov.   1961) 

The  Contractor   warrants  that  bo  ^h 
or  selling  agency  has  been  Mnplo|«t  (^ 
tained  to  solicit  or  secure  this  oonteMlw 
an  agreement  or  understanding  fcr  s  ■■ 
mission,  percentage,  brokeiage.  or  < 
fee.  excepting  bona  fide  employvM  orl 
fide  established  commercial  or  seltta 
cies  maintained  by  the  Contraetcr 
purpoee  of  securing  business,    fat 
violation  of   this   warrant  the 
shall  have  the  right  to  annul  *i*H 
without  liability  or  in  its  disoretlOB  to4 
from  the  contract  price  or  consUtatMH 
otherwise  recover,  the  full  amount  a(  • 
commission,  percentage,  brokerage,  «  i 
tingent  fee. 

§  7.602-19      Officials  not  to  bcM^ 

OmciALs  Not  To  Benkftt  (Nov.  IMl) 

No  member  of  Congress  or  reektaot  0 
missloner  shall  t>e  admitted  to  any  rita 
part  of  this  contract,  or  to  any  btniflt  1 
may  arise  therefrom;  but  this  provliliai 
not  be  construed  to  extend  to  this 
if  made  with  a  corporation  for  its 
benefit. 

§  7.602-20      Buy    American. 

In  accordance  with  the  requlieaMli 
of  i  6.204  of  this  chapter,  insert  the  en- 
tract  clause  set  forth  therein. 

§7.602-21      r,onvirt   labor. 

Insert  the  contract  clause  set  talk 
in  §  12.203  of  this  chapter. 

§  7.602-22      NondiM-riminatioti     la    i» 
ployment. 

In  accordance  with  the  requireBMStlf 
S  12.802  of  this  chapter,  insert  tbe  e» 
tract  clause  set  forth  therein. 

§  7.602-23      Labor  stantlards 

In  accordance  with  the  re 
of   S  12.403  of  this  chapter.  Insert  Vm 
clauses  entitled: 

Davis-Bacon  Act 

Eight-Hour     Laws — Overtime 
tion. 

Apprentices. 

Payroll   Records  and  Payrolls. 

Copeland  ("Antl-Klckback")   Act. 

Withholding    of    Funds   To  Assui* 
Payment. 

SubcontrftCt6 — Termination. 

§  7.602-24     Nondomestir 
materials. 

In  accordance  with  the  requlrawiii 
of  i  6.204-4  of  this  chapter,  inelote  ttt 
clause  set  forth  therein. 

§  7.602-25     Gratuities. 

In  accordance  with  the  requlreBMii 
of  S  7.104-16.  insert  the  contract 
set  forth  therein. 
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February  22,  1962 

Utilisation  of  small  businese 


*r--Mrdance  with  the  requirements 
•  5JJll4,  insert  the  contract  clause 

*.|lith  therein. 

"Jn|j7     Federal,     State     and     local 

a.  aMordance  with  the  requirements 
.*  iiiSl  of  this  chapter,  insert  the 
illiutouse  set  forth  in  i  11.401-1  or 
Jjjlll_3  of  this  chapter  as  appropriate. 

,^j|g  ya     Renegotiation. 

w  AflMHtlance  with  the  requiremente 
V  IIIW-IS.    Insert    the    appropriate 
■  clause  set  forth  therein. 


,-j|i|-<o    Termination  for  convenience 
■      g|  1^  Government. 

iki  sMordance  with  the  requirements 
. ,, em  and  8.705-2  of  this  chapter, 
the  appropriate  contract  cUuse. 


I  Tin  flf     Notice  and  assisUnce  regard- 
*     ^  patent  infringement. 

to  aocordance  with  the  requirements 
rf  1 1.104  (d  this  chapter,  insert  the  con- 
^  clause  set  forth  therein. 
t^j^fHSl     Authorization  and  consent. 

to  aeoordance  with  the  requirements 
rf  I  •  lOa-l  of  this  chapter,  include  the 
'  set  forth  therein. 


FfOKRAL  REGISTEt 

I  7.60S-7     Examination  of  records. 

m  aeoordance  with  the  requirements 
of  i  7.104-16,  insert  the  contract  clause 
get  forth  therein. 

8  7.60S-8     Priorities,     allocations,     and 
aUotments. 

In  accordance  with  the  requirements 
of  f  1.807-2  of  this  chapter,  insert  the 
contract  clause  set  forth  in  §  7.104-18. 

8  7.603-9     Subcontracts.  ^ 

In  accordance  with  the  requirements 
of  I  3A03-1  of  this  chapter,  insert  an 
apprc^riate  8ubc<mtract8  clause. 

§  7.60S-10     Payment   for  overtime   and 
shift  premiums. 

In  accordance  with  the  requirements 
of  8  12.102  of  this  chapter,  insert  the  con- 
tract clause  set  forth  in  §  12.102-3(0 . 

8  7.60S-1 1     Price  reduction  for  defective 
cost  data. 

In  accordance  with  the  instruction  in 
i  7.104-29.  insert  the  ccmtract  clause  set 
forth  therein. 

8  7.60S-12    Workmen's  compensation  in- 
surance overseas. 

In  aceordaiM^  with  the  requiremaits 
of  1 10.403  of  this  chapter,  insert  the 
clause  entitled  "Workmen's  Compen- 
sation Insurance  (Defense  Base  Act)  **. 


ITjflS     Qauses  to  be  used  when  appli-     8  7.605-lS     Taxes. 


1 7J|$-1    Notice  to  Government  of  labor 
mwitrt 

to  secordance  with  the  requirements 
If  I  V.104-4.  insert  the  contract  clause 
irt  forth  therein. 

^Ijflfi-l     Soviet-controlled  areas. 

to  secordance  with  the  requirements 
d  1 1.403  of  this  chapter,  insert  the  con- 
tmt  dpuae  set  forth  therein. 

|7i«S-S     Filing  of  patent  applicakioM. 

to  secordance  with  the  requirements 
of  1 9.106  of  this  chapter,  insert  the  oon- 
tnet  clause  set  forth  in  §  9.106  or 
1 1.161-1,  as  appropriate. 

|7.itS-4     Reporting  of  royalties. 

to  secordance  with  the  requirements 
e(  19.110  of  this  chapter,  insert  the  ap- 
Itqprlate  contract  clause  set  forth 
therein.  i 

i74tS-5      Rights   in   data. 

to  accordance  with  the  requirements 
of  NBpari  B,  Part  9  of  this  chapter,  in- 
nt  one  of  the  contract  clauses  set  forth 
tB  i9J03-l,  9.204-2,  or  9.206  of  this 
cbipter,  as  appropriate.  When  the  cotx- 
tnet  clause  in  §  9.203-1  is  used,  the 
•pprapfflate  additional  provisions  shall 
to  added  in  accordance  with  the  require- 
■nti  in  i  9.203,  9.203-2,  9.203-3,  or 
•JOI-4:  and  the  additional  provision  in 
flJ04-l  may  be  added  imder  the  cir- 
eOMtonces  set  forth  in  I  9.204-1. 

|7.itS-6     Military     security     require- 
ents. 


In  accordance  with  the  instructions  of 
1 7.194-12,  insert  the  contract  clause  set 
•wth  therein. 


In  accordance  with  the  requirements 
of  i  11.403-2  of  this  chapter,  in  contracts 
to  be  performed  outside  the  United 
States,  its  possessions  and  Puerto  Rico, 
insert  one  of  the  clauses  set  forth  in 
paragraiAis  (a)  and  (b)  thereof. 

8  7.60S-14     Advance  payments. 

When  advance  payments  are  to  be 
made  in  accordance  with  Suhpcui;  D, 
Part  163  of  this  chapter,  insert  the  ap- 
propriate dause  as  set  forth  in  §  163.64-2 
ol  this  chapter. 

8  7.603-15     Performance    of    work     by 
contractor. 

In  aecmxlance  with  the  requirement  of 
8  4.104-2  <a  this  chiMpter,  insert  the  con- 
tract clause  set  forth  therein. 

8  7.603-16     Patent  rights. 

m  accordance  with  the  requirements 
of  8  9-107  of  this  chapter  in  contracts  in- 
volving experimental,  developmental  or 
research  work,  insert  the  appropriate 
contract  clauses  set  forth  therein. 

8  7.604      Additional  clauses. 

The  following  clauses  shall  be  inserted 
in  accordance  with  Departmental  pro- 
cedures where  it  is  desired  to  cover  the 
subject  matter  thereof  in  such  contracts. 

8  7.604-1      Alterations  in  contract. 
-    The    contract    clause    set    forth    in 
8  7.105-1  may  be  inserted. 
8  7.604-2      Approval  of  contract. 

The  contract  clause  set  forth  in 
8  7.105-2  may  be  inserted. 

8  7.604-3     Price  adjustment  for  Ku^pen- 
sion,  delays,  or  interruption  of  work. 

The  following  clause  may  be  included 
in.  fixed-price  construction  contracts. 
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Pkicx  Aojubticxnt  roa  Suspucbiok,  Dclatb, 
oB  iNTBWxmiON  OF  WoaK  (Not.  1961) 

(a)  The  Contracting  Offiow  may  order  the 
contractor  In  writing  to  ■uq;>«nd  all  or  any 
part  of  the  work  for  such  period  of  time  as 
he  may  determine  to  be  i^n^^Vriate  for  ttie 
convenience  of  the  Oovemment. 

(b)  If,  without  the  fault  or  negligence  of 
the  Contractor,  the  performance  of  all  or 
any  part  of  the  work  Is  for  an  unreasonable 
period  of  time,  suspended,  delayed,  or  inter- 
rupted by  an  act  of  the  Contracting  OOcer  In 
the  admlnlstraUon  of  the  contract,  or  lay  hU 
f  alltire  to  act  within  the  time  spediled  la  the 
contract  (or  If  no  time  is  apeclfled.  witliin  a 
reasonable  time),  an  adjustmant  shaU  be 
made  by  the  Contracting  OOoer  for  any  in- 
crease In  the  cost  of  perfonaumoe  of  tbe  con- 
tract  (excluding  prtrfit)   neoesMrily  caused 
by  the  unreasonable  period  of  such  suqien- 
sion,  delay,  or  interruption,  and  ttoe  contract 
shall  be  modified  in  writing  acoHtlingiy.    No 
adjustment  shall  be  made  to  the  extent  that 
performance  by  the  Contractor  would  have 
bten  prevented  by  other  causes  even  if  the 
work  had  not  been  so  suspended,  delayed, 
or  interrupted.    No  claim  under  this  clause 
shall  be  aUowed  (I)   for  any  coatt  incurred 
more  than  twenty  days  before  the  Contract<» 
shaU  have  notified  the  Contracting  OOoer 
in  writing  of  the  act  or  faUura  to  act  in- 
volved (but  this  requirement  shall  not  apply 
where  a  suspension  order  has  been  iasuad). 
and   (11)    unless  the  claim,  in  an  amount 
stated,  is  asserted  In  writing  as  soon  as  prac- 
ticable after  the  termination  of  such  sus- 
pension, delay,  or  Interruption  but  not  later 
than  the  date  of  final  payment  under  the 
contract.     Any  dispute  concerning  a  ques- 
tion of  fact  arlBlng  under  this  clause  *hall 
be  subject  to  the  Disputes  clause. 

I  7.604-4     Taxes   where    foreign    agree- 
menu  do  not  apply. 

In  accordance  with  the  Instructions  of 
S  11.404  of  this  chapter,  in  omtracts  to 
be  performed  outside  the  United  SUtes. 
its  possessions  and  Puerto  Rico,  the 
clause  set  forth  therein  may  be  in- 
serted. ,     -- 


PART  8— TERMINATION  OF 
CONTRACTS 

22.  Revise  8  8.602-2  and  in  8  8.707,  re- 
vise the  clause  heading  and  clause  para- 
graph (d) ,  toread  as  follows: 

§  8.602-2     Effect  of  termination  for  de- 
fault. 

(a)  Under  a  termination  for  default 
the  Government  is  not  liable  for  >he  con- 
tractor's costs  on  undelivered  work,  and 
is  entitled  to  the  repayment  of  advance 
payments  and  progress  paymmts,  if  any. 
applicable  to  such  work.    The  Govern- 
ment may  elect,  pursuant  to  paragraph 
(d)  of  the  Default  clause  (see  J  8.707), 
to  require  the  contractor  to  transfer  title 
and  deliver  to  the  Government  c(Mnpleted 
supplies  and  manufacturing  materials. 
in  the  manner  and  to  the  extent  directed 
by  the  contracting  officer.   The  contract- 
ing officer  Shan  not  use  the  Default  clause 
as  authority  to  acquire  any  ownpleted 
supplies  or  manufacturing  materials  un- 
less he  has  made  certain  that  the  Gov- 
ernment  does   not   already   have    title 
thereto  under  some  other  provision  of 
the  contract.    In  the  event  manufactur- 
ing materials  are  to  be  acquired  by  the 
Government  under  the  authority  of  the 
Default  clause  for  the  purpose  of  fur- 
nishing the  materials  to  any  other  con- 
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tractor,  the  contnettoc  officer  shall  take 
such  action  only  after  giving  due  con- 
sideration to  the  dUBeultiea  that  such 
contractor  majr  encounter  In  maklnr  use 
of  the  materials. 

(b)  Subject  to  the  provisions  of  i>ara- 
graph  (e)  of  this  section,  the  Oovem- 
ment  shall  pay  to  the  contractor  the  con- 
tract price  for  any  completed  supplies, 
and  the  amount  agreed  upon  by  the  con- 
tracting officer  and  the  contractor  for 
any  mannfacturing  materials,  acquired 
by  the  Oovenunent  pursuant  to  the  De- 
fault clause. 

(c)  In  order  to  protect  the  Govern- 
ment from  overpayment  for  any  com- 
pleted supplies  or  manufacturing  mate- 
rials, that  might  result  from  failure  to 
make  provision  for  the  Qovemment's 
potential  liability  to  laborers  and  mate- 
rialmen for  lien  rights  outstanding 
against  such  supplies  or  materials  after 
the  Oovemment  has  paid  the  contractor 
therefor,  the  contracting  officer  shall 
take  one  or  more  of  the  following  meas- 
ures before  making  the  payment  referred 
to  In  paragraph  (b)  of  this  section: 

(1)  Ascertain  whether  the  payment 
bonds.  If  any.  furnished  by  the  contrac- 
tor are  adequate  to  satisfy  all  lienors' 
claims;  or  whether  It  is  feasible  to  ob- 
tain similar  bonds  to  cover  outstanding 
liens; 

(2)  Require  the  contractor  to  furnish 
appropriate  statements  from  laborers 
and  materialmen  disclaiming  any  lien 
rights  they  may  have  to  the  supplies  and 
materials; 

(3)  Obtain  appropriate  agreement  by 
the  Oovemment.  the  contractor  and 
lienors  assuring  release  of  the  Oovem- 
ment from  any  potential  liability  to  the 
contractor  or  lienors ; 

(4)  Withhold  from  the  amount  other- 
wise due  for  the  supplies  or  materials 
such  amoimt  as  the  contracting  officer 
determines  to  be  necessary  to  protect 
the  Oovemment's  Interest,  but  only  if 
the  measures  set  forth  In  subparagraphs 
(1),  (2),  and  (3)  of  this  paragraph  can- 
not be  accomplished  or  are  otherwise 
deemed  inadequate: 

(5)  Take  any  other  action  the  con- 
tracting officw  deems  appropriate,  con- 
sidering the  particular  circumstances 
and  the  degree  of  the  contractor's 
solvency. 

(d)  "nie  contractor  Ls  liable  to  the 
Oovemment  for  any  excess  costs  in- 
curred In  procuring  supphes  and  serv- 
ices similar  to  those  terminated  for  de- 
fault (see  I  8.602-6).  and  for  any  other 
damages,  whether  or  not  repurchase  is 
effected  (see  8  8.602-7) . 

S  S.707      Defauk    clause    for    fixrd-prire 
fopply  rontrarts. 

•  •  •  •  • 

Dkfaxtlt  (Nov.  1991) 


((!>  If  this  contract  U  termlnatMl  as  pro- 
▼tdfld  in  paragraph  (a)  at  thla  clause,  the 
OoTcramant,  In  addition  to  any  other  rights 
provided  In  this  claiuw.  maj  require  the 
Contractor  to  transfer  Utle  and  dellTer  to 
the  Oovemmsnt,  In  the  manner  and  to  the 
extent  directed  by  the  Contracting  OfBcer 
(1)  any  completed  supplies,  and  (U)  stich 
partially  completed  supplies  and  materials 
parts,  tools,  dies.  Jigs,  fixtures,  plans,  draw- 
ings. Information,  and  contract  rights 
(hereinafter  called  "manufactiwlng  mater  1- 
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als")  as  the  Contractor  has  specifically  pro- 
duced or  speclficaily  acquired  for  the  per- 
formance of  such  part  of  this  contract  as 
has  been  terminated:  and  the  Ocmtractor 
shall,  upon  direction  of  the  ODntraetlng  Of- 
ficer, protect  and  preserve  property  In  pos- 
session of  the  Contractor  In  which  the  Oov- 
ernznent  has  an  interest.  Payment  for 
completed  suppllee  delivered  to  and  accepted 
by  the  Oovemment  shaU  be  at  the  contract 
price.  Payment  for  manufacturing  mate- 
rials delivered  to  and  accepted  by  the  Oov- 
emment and  for  the  protection  and  preeer- 
vatlon  of  property  shall  be  In  an  amount 
agreed  upon  by  the  Contractor  and  Oon- 
tractlng  Offlcer:  failure  to  agree  to  such 
amount  shall  be  a  dispute  concerning  a 
question  of  fact  within  the  meaning  of  the 
clause  of  thla  contract  entitled  "Disputes." 
The  Oovernnient  may  withhold  from 
amounts  otherwise  due  the  Contractor  for 
such  completed  supplies  or  manufaoturlng 
materials  such  sum  as  the  Contracting  Of- 
ficer determines  to  be  necessary  to  protect 
the  Oovernmcnt  against  loss  because  of  out- 
standing Hens  or  claims  of  former  Hen 
holders 

23.  Revise  !  8.709  and  In  |  8.710.  re- 
vise the  clause  heading  and  clause  para- 
graph (d>,  as  follows: 

§  8.709      Dcfauh    clause    for    ftxcd-prire 
construction   contracts. 

(a)  The  following  clause  shall  be  used 
in  all  flxed-prlce  construction  contracts. 

TzaMiNATio.N  roa  Detault — Damacks  roa  De- 
lay— Time  Extkmsioms  (Nor.  1941) 

(a)  If  the  Contractor  refuses  or  falla  to 
proaecute  the  work,  or  any  separable  part 
thereof,  with  such  diligence  as  wUl  Insure 
Its  completion  within  the  time  specified  In 
this  contract,  or  any  extension  thereof,  or 
falls  to  complete  sold  work  within  such  time, 
the  Government  may.  by  written  notice  to 
the  Contractor,  terminate  his  right  to  pro- 
ceed with  the  work  or  such  part  of  the 
work  as  to  which  there  has  been  delay.  In 
such  event  the  Oovemment  may  take  over 
the  work  and  prosecute  the  some  to  com- 
pletion, by  contract  or  otherwise,  and  may 
take  possession  of  and  uttllia  In  completing 
the  work  such  materials,  appliances,  and 
plant  aa  may  be  on  the  site  of  the  work  and 
necessary  therefor.  Whether  or  not  the  Con- 
tractor's right  to  proceed  with  the  work  Is 
terminated,  he  and  his  sureties  shall  be 
liable  for  any  damage  to  the  Oovemment 
resulting  from  his  refusal  or  failure  to  com- 
plete the  work  within  the  specified  time. 

(b)  If  fixed  and  agreed  liquidation  dam- 
ages are  provided  In  the  contract  and  If  the 
Government  so  terminates  the  Contractor's 
right  to  proceed,  the  resulting  damage  will 
consist  of  such  liquidated  damages  until 
such  reasonable  time  as  may  be  required  for 
final  completion  of  the  work  together  with 
any  Increa.sed  costs  occasioned  the  Govern- 
ment  in  completing  the  work. 

(c)  If  fixed  and  agreed  liquidated  dam- 
ages are  provided  In  the  contract  and  If 
the  Government  does  not  so  terminate  the 
Contractors  right  to  proceed,  the  resulting 
damage  will  consist  of  such  liquidated  dam- 
ages until  the  work  Is  completed  or  accepted. 

(d)  The  Contractor's  right  to  proceed  shall 
not  be  so  terminated  nor  the  Contractor 
charged  with  resulting  damage  If: 

( 1 )  The  delay  In  the  completion  of  the 
work  arises  from  unforeseeable  causes  be- 
yond the  control  and  without  the  fault  or 
negligence  of  the  Contractor.  Including  but 
not  restricted  to.  acts  of  God.  acts  of  the 
public  enemy,  acts  of  the  Government  In 
cither  its  sovereign  or  contractual  capacity, 
act  of  another  contractor  In  the  performance 
of  a  contract  with  the  Oovemment.  fires. 
floods,    epidemics,    quarantine    restrictions. 


strikes,  freight  embargoee,  ua 

weather,  or  delays  of  suboom 

pliers  arising  fronx  unforeseeable 

yond  the  control  and  without  tL«  ^^ 

negligence  of  both  the  Cootraotar  m^^S 

subcontractors  or  suppliers;  »at  ^^ 

(2)  The  Contractor,  withia  la  f—  ^. 
the  beginning  of  any  such  delay  (i 
Contracting  Officer  grants  a  tv 
of  time  t>efore  the  date  of 
under  the  contract) .  notlAes  the  i 
Offlcer  in  writing  of  the  caueas  of  ^^ 
The  Contracting  Officer  shall  Movti^^C 
facts  and  the  extent  of  the  delay  aa^i^S 
the  time  for  completing  th«  wotk  Vl^^a 
his  Judgment,  the  findings  of  faatiS2 
such  an  extension,  and  his 
shall  be  final  and  conclusive  on 
subject  only  to  appeal  as  pnvMM'la^ 
"Disputes"  clause  of  this  contract. 

(e)  If,  after  notice  of  tmnlrnttOB  H  al 
Contractor's  right  to  proeeed  vnAvt^^J 
visions  of  paragraph  (a)  of  Utis  StaaJTa 
is  dstermlned  that  the  delaj  Is  mh^^S 
under  the  provisions  of  paragrap^(^^ 
this  claxue.  such  notice  of  termlaallaB  |M 
be  deemed  to  have  been  issued  pvslMte 
the  clause  of  this  contract  tnMtls<.  "^iJf 
mlnatlon  for  Convenience  of  the  ~ 
ment."  and  the  rights  and  ot 
parties  hereto  ahall  in  such  twt  ts  mL 
emed  by  such  clause.  (This  psn^M^^i 
applies  only  if  this  contract  contslas  Ms 
termination  clause.) 

(f)  The  rights  and  remediae  of  tks  Qsik 
emment  provided  In  this  clause  an  Is  slAi 
tlon  to  any  other  rights  and  rmaattm  w%, 
vlded  by  law  or  under  this  eontnwl        « 

(b)  During  a  period  of  natkmal  MMs' 

gency.  paragraph  (d)  of  the 

may  be  changed  by  deleting  ttat 
"uriforeseeable"  and  inserting  tlM 
"other  than  normal  weather," 
word  "causes"  wherever  it 

§  8.710      Default    clause    for   . 
rctcurrh  and  development 

•  •  •  •  • 
DETAtn.T  (Nov.  1981) 

(di  If  this  contract  la  terminated  ispit 
vlded  in  paragraph  (a)  of  this  clMHa  fti 
Government,  In  addition  to  any  othse 
provided  in  this  clause,  may  require 
tractor  to  transfer  title  and  delinr  ts 
Government.  In  the  manner  and  fee 
directed  by  the  Contracting  OAser  ssVV 
the  completed  or  partially  complstidtMl 
not  theretofore  delivered  to.  and  aoespMlft 
the  Government  and  any  other  piu|Mlf,|i> 
eluding  contract  rights,  specifically 
or  specifically  acquired  for  the 
of  such  part  of  this  contract  as 
terminated:  and  the  Contractor 
the  direction  of  the  Contracting  OBkemj 
tect  and  preserve  property  in  the 
of  the  Contractor  In  which  the 
has  an  interest.  The  Oovenunent 
to  the  Contractor  the  contract  prlot,  tf 
rately  stated,  for  completed 
by  the  Government  and  the  amount 
upon  by  the  Contractor  and  the 
Offlcer  for  (1)  completed  work  for 
separate  price  is  sUted.  (II)  partially 
pieted  work,  (111)  other  property 
above  which  Is  accepted  by  the 
and.  (Iv)  the  protection  and  preservsllaa  it 
property.  Failure  to  agree  shall  be  s 
concerning  a  question  of  fact 
meaning  of  the  clause  of  this  eoatmll^ 
titled  "Disputes."  The  OovemnsBft  ■• 
withhold  from  amounts  otherwise 
Contractor  for  such  completed 
manufacturing  materials  such 
Contracting  Offlcer  determines  to  bs  aSHS* 
sary  to  protect  the  Government  agatHilm 
because  of  outstanding  Hens  or  ditmit 
former  lien  holders. 

•  •see 


February  22,  1962 

^  l^-aONDS  AND  INSURANCE 

*  ■     paragraph      (b)(2)      in 

revoke  I  10.404-2;  and  add 
to  read  as  follows: 


tsM-' 

'St 


^jll  1     negotiated   fixed-price  type 


«l  *  *  * 

m  Xht  Oovemment  need  not  assume 

•^2  damage  to.  or  loss  or  destruc- 
Srf  sJreraft.  as  provided  by  the  fore- 
IST'^uise  if  the  best  estimate  of 
mTISi  to  be  Included  In  the  con- 
^lee  for  Insurance  coverage  for 
'.^ ^Uage  loss,  or  destruction  at  any 
S TrSoility  is  less  than  $500,  If 
R^^mlned  not  to  assume  such  risks, 
SSSotog  clause  shall  not  be  made  a 
SrS'lhs  contract.  In  such  cases. 
^*  If  performance  of  the  contract 
to  Involve  the  fUght  of  Oov- 
-^jmlshed  aircraft,  the  sub- 
^_  «f  the  Plight  Risks  clause  In 
iSl  lottably  adapted  for  use  In  a 
iSStoe  type  contract,  shall  be  used. 
^^      .  •  •  • 

iiaHi  t     Cost-reimbursement     type 
^tjL,-       [Revoked] 


|jU|4    Aircnft-fliihl  risk. 

M  omi-relmbursement  tsrpe  con- 
*Mto  fW  ttie  development,  production, 
miimtkfn,  malnteiumce.  or  overhaul 
^  ^Mtft.  or  otherwise  involving  the 
Jtri^ta  <tf  ahrraft  to  the  contractor 
toiki Oovemment,  shall,  except  as  pro- 
iSmIb  paragraph  (b)  of  this  section, 
MMi  tba  following  clause, 

fliOHT  Risks  (Nov.  l9fll) 

<l>  BrtwUhslsnillnB-  any  other  provision 
g|  Ihto  soatract,  and  particularly  subpara- 

affXl)   of  the  Government  Property 
sad  paragraph  (c)  of  the  Insuranee- 
If  to  Third  Persons  clause,  the  Oon- 
Asll  not  (1)  be  relieved  of  liability 
■ifi  to.  or  loss  or  destruction  of, 
;  istsf— ^  during  flight,  or   (U)    bs 
■id  (or  llablUtles  to  third  persons 
In  iHi  or  at  damage  to  property,  or  for 
t  bodily  injury,  which  are  caused  by 
i  dnrtng  fll^t,  unless  the  flight  crew 
I  have  previously  been  approved  in 

i*f • 

(H)  Kv  tiM  purpose  of  this  clause: 

otherwise  specifically  provided 
lule,  the  term  "aircraft"  means 

.  whether  furnished  by  the  Con- 

uder  this  contract  (either  \teion 
seeeptance  by  the  Government)  or 
Id  by  the  Government  to  the  Oon- 
under  this  contract.  Including  all 
ant  Property  placed  or  Installed 
m  attached  thereto:  provided,  taow- 
Bt  sueta  aircraft  and  property  are  not 

^  hy  s  separate  bailment  agreement. 

M  Tbt  term  "flight"  means  any  flight 

ktlon.  flight  test,  taxi  test,  or  other 

jde   In   the    performance   of   this 

.  or  for  the  purpoee  of  safeguarding 

Slniaft.  or  previously  approved  in  writ- 

i/  ihs  *    As  to  land  based 
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aircraft,  "fltght"  shall  commence  with  the 
♦^»«  foU  traoi  a  fligbt  line  and  continue  until 
the  alrsraft  hM  eompieted  tlie  tazl  roll  to 
a  fll^t  lias;  as  to  ssa  pUnes.  "flight"  ahaU 
ooaunsnos  with  the  launching  from  a  ramp 
Bw/t  continue  untU  the  aircraft  has  com- 
pleted ito  l^wi1*"g  run  and  is  beached  at  a 
ramp:  as  to  hslioopters,  "fUght"  ahaU  com- 
menoe  upon  engagement  of  the  rotors  for 
tiM  purpose  of  take-off  and  continue  until 
ths  alraratt  has  retamed  to  the  ground 
^ttt^  roton  srs  disengaged;  and  for  vertical 
taka-off  alieraft,  "fUght"  shall  commence 
upon  disengagement  from  any  launching 
platform  or  devioe  and  continue  until  the 
aircraft  has  been  re-engaged  to  any  launch- 
ing plKttarm  or  device. 

(Ill)  ins  term  "flight  crew  members" 
f1^>^T>»  the  pilot,  the  co-pllot  and,  unless 
otherwise  speelfleaily  provided  in  the  Sched- 
ule, the  flight  engineer,  navigator,  bombard- 
ler-navlgatar,  and  defensive  systems  opera- 
tor, wlien  required,  or  assigned  to  their 
respective  crsw  positions,  to  conduct  any 
flight  on  behalf  of  the  Contractor. 

(c)  If  any  aircraft  is  damaged,  lost,  or 
destroyed  during  flight,  and  if  the  amount 
at  such  daaags,  loss,  or  destruction  exceeds 
one  hundred  thousand  dolian  j($iOO,000)  or 
twen^  paresnt  (aO%)  of  the  estimated  cost 
(eaelualva  at  any  fee)  of  this  contract, 
whlehevw  Is  Isss,  and  if  the  Contractor  is 
not  liable  for  the  damage,  loss,  or  destruc- 
tion pursuant  to  the  "Oovemment  Prop- 
erty" <flause  at  this  contract  together  with 
paragraph  (a)  above,  than  an  equitable  ad- 
jnrtmeat  for  any  resulting  repair,  restora- 
tkm,  or  xeplaocment  that  is  required  under 
f>ii«  eontraot  shall  be  made  (1)  in  the 
estimated  oost,  delivery  schedule,  or  both, 
and  (11)  in  the  amount  of  any  fee  to  be 
paid  to  the  Contractor,  and  the  contract 
shall  be  modified  in  writing  accordingly; 
provided,  in  detenninlng  the  amount  of  ad- 
justment In  the  fee  is  equitable,  any  fault 
of  the  Oontraetor,  his  employees,  or  any 
■ubcontraetor,  which  materially  contributed 
to  the  damage,  loss,  or  destruction  shall  be 
taken  Into  eoBSlderatlon.  Failure  to  agree 
on  any  adjustment  shall  l>e  a  dispute  con- 
^»i^ir"«"g  a  question  of  fact  within  the  mean- 
ing of  the  "Disputes"  clause  of  this  contract. 

(b)  In  the  foregoing  clause,  the  defini- 
tion of  "aircraft"  may  be  appropriately 
modified  In  the  Schedule  if  the  contract 
covert  taellot^ters,  verUde  take-off  air- 
craft. Ughter-than-air  airships,  or  other 
nonconventlotud  types  of  aircraft.  If 
the  contract  Includes  the  Oovemment 
Property  clause  in  S  13.506  of  this  chap- 
ter, the  reference  In  subparagraph  (a) 
of  the  foregoing  clause  to  subparagraph 
(f)(1)  of  the  Oovemment  Property 
clause  should  be  changed  to  (i)  <1) . 


in  contracts  of  the  Department  of 

limy,  the  words  "the  Contracting  Ofll- 
;"  sod  Insert.  In  contracts  of  the  Depart- 
M  of  the  Navy  or  the  Department  of  the 
ftree,  the  activity  designated  In  accord- 
■  vUh  Departmental  procedures. 
ISMrt,  in  contracts  of  the  Department  of 
I  inny  or  the  Department  of  the  Air 
ito.  Ihs  words  "the  Contracting  OAoer." 
I  tasvt.  In  contracu  of  the  Department 
Ike  Hsvy,  the  acUvlty  designated  in  ac- 
wlth  Departmental  procedures. 
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PART  13— GOVERNMENT  PtOPEtTY 

26.  Add  new  1 13.101-18  and  In 
1 13,502,  revise  the  clause  heading  and 
as  to  clause  paragraph  (f),  revise  the 
explanatory  statement  and  subpara- 
graph (7) ,  as  follows:  - 

§  13.101-18     Non-Defense  Use. 

Non-Defense  Use  means  emplosrment 
of  industrial  facilities  for  production 
other  than  for  Items  produced  for  the 
United  States  Oovenunent  or  for  for- 
eign govenunents  pursuant  to  authorisa- 
tion under  i  13.701  which  are  either  (a) 
military  end  Items  or  (b)  oomponenta 
to  be  physically  Incorporated  into  mili- 
tary end  items. 

§  13.502     Govemnaent-furiiislied      prop- 
erly clause  for  fixed-price  contracts. 

•  '  •  •  •  • 

GoVKKNlCCNT-PinunSHBD  PSOPOrTT 

(Nov.  1061) 

•  •  •  •  • 

The  following 'provision  (f)  Is  for  use  in 
negotUted  flzed-prtoe  contracts  except  those 
contracts  involving  Oovamment-fumished 
Property  relating  to  labor  sturplus  area  or 
small  business  setasldes  for  which  the  pro- 
vision <f)  for  advertised  contracts  shall  be 
used: 

(f)(1)   •  •  • 

•(7)  If  this  contract  is  for  ths  develop- 
ment, production,  modiflcation.  maintenance 
or  overhaul  of  aircraft,  or  otherwise  Involves 
the  furnishing  of  aircraft  by  the  Govern- 
ment, the  "Ground -and  Flight  Risk"  clause 
of  this  contract  shall  ocmind.  to  the  eactent 
It  Is  applicable,  in  the  case  of  loss  or  de- 
struction of,  or  damage  to,  aircraft. 

'Tills  subparagraph  may  be  omitted  where 
It  Is  clearly  inapplicable  and  shall  be  de- 
leted when  tiie  Ground  and  Flight  Risk 
clause  Is  omitted  pursuant  to  I  10.404-1  (b) 
(2)  of  this  chapter. 

27.  In  1 13.504,  revlae  clause  heading 
and  clause  paragn^h  (c);  and  In 
§  13,505.  revise  clause  heading,  revise  the 
explanatory  statement  for  altemattre 
clause  paragraph  (c),  and  revise  clause 
paragraph  (h)  (7) ,  as  follows: 


PART  12— LABOR 

25,  Revlae  ii  12.102-6  and   12  503  to 
read  as  follows: 
§  12.102-6     Construction  ronlrarts. 

See  I  4.107  of  this  chapter  regarding 
fxpf»i1f»ng  actions  involving  additional 
costs. 
%  12.50S     G>ntract  clause. 

The  ICaater  Contract  for  the  Repair 
and  Alteration  of  Vessels  (DD  ASPR 
Fy)rm  7S1)  Includes  a  clause  entitled 
"\JB.  Department  of  Labor  Safety  and 
Health  Regulations  for  Ship  Repairing" 
dlreetlnf  the  attention  of  the  contractor 
to  the  applicability  of  these  regulations. 


§  13.504    Special 
price  contracts. 


elanee  for  fixed. 


Special  Toouno   (Nov.  1961) 
*  •  •  •  • 

(c)  Within  80  days  after  delivery  of  the 
first  production  end  items  ipder  thU  eon- 
tract,  or  such  later  dato  as  may  be  preaeribed 
by  the  Contracting  Ofllcer.  the  Contnotor 
shaU  if  the  Contracting  Officer  so  requesta. 
furnish  the  Contracting  Ofllcer  a  list  of  all 
special  tooling  acquired  or  manufactured  by 
the  Contractor  for  use  in  the  performance 
of  this  contract.    .The  list  shaU  qMdfy  the 
nomenclattire.    Uxd    numbA    and    related 
product  part  number  or  serviee,  and  unit 
or  group  cost  of  Uie  special  tocAlng.    Upon 
completion  or  termination  of  all  or  a  sub- 
stantial part  of  tlie  work  under  this  contract 
the  Contractor  shall  ftumish  a  final  list  in 
the  same  form  covering  all  Items  not  pre-' 
▼lously  reported  imder  this  paragraph;  pro- 
vided, however,  tha^  the  Contnetlng  Oflccr 
may  by  written  notloe  waive  this  .require- 
ment or  extend  It  imtU  tha  oompletton  of 
thU  contract  and  other  eontraeto  and  sub- 
oontracta  as  to  which  i4)proval  has  been 
obtained  under  parsgraidi  (b)  above.    Spe- 
cial tooling  which  has  become  obsolete  as  a 
result  of  changes  In  design  or  spedflcatlon 
need  not  be  reported,  except  as  provided  for 
in  paragraph  (d). 
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1 1S.50S  Go^arwneiit-fvmialied  prop- 
oty  da—  for  fixed-price  type  eon- 
tracU  with  nonprofit  loaUtnlkMU. 


OoTBMimfT-FosmnraD  Psoi 
(Nov.  IMl) 


ITT 


In  •ccM'dAnce  with  1 13.803,  the  fol- 
lowing alternative  paragraph  (c)  may  be 
used: 

•  •  •  •  • 

(h)(1)  •  •  • 

•  (7)  If  thU  oootntct  U  for  tha  develop- 
mmt,  produotlon.  modlfloatlon,  malntcnanc* 
or  OT«rh«ul  of  alrenft.  or  otbarwlM  IbtoItm 
tho  fumlahlng  of  ftlreraft  by  tb«  OovemixMnt, 
tho  "OrouiMl  and  FUght  Rlak"  clauM  of  thU 
oontnet  thall  control,  to  the  extant  It  Is 
•ppUoahle,  In  the  eaae  of  loea  or  destruction 
of.  or  duxutge  to,  klrcraft. 

•Thla  lubpftragreph  toMj  be  omitted  where 
It  la  clearly  inapplicable  and  shall  be  deleted 
whan  tha  Oround  and  FUght  Risk  clause  Is 
omlttad  pursuant  to  i  10.404-1  (b)  (3)  of  this 
chi^;>t«r. 

28.  In  I  13.506,  revlBe  clause  heading. 
revlM  the  explanatory  statement  in 
clause  paragrat^  (c),  and  revise  clause 
paragT^;>h  (1)  (5);  and  revise  99  13-600 
and  13.601-1.  to  read  as  follows: 

8  1S.506  Coreminent  property  clause 
for  coat-reunbarsement  type  researrh 
and  deveiopnient  contracts  with  non- 
profit inalilntiona. 

•  e  •  •  • 

aovBuncKMT  Piomrrr  (Nov.  1961) 

•  •  •  •  • 

^  In  accordance  with  9  13.803.  the  follow- 
ing additional  language  may  be  added  to 
paragn^jh  (c) : 

•  •  •  •  • 

(i)(i)  •  •  • 

•(8)  If  this  contract  Is  for  the  develop- 
ment, production,  modification,  maintenance 
or  overhaul  of  aircraft,  or  otherwise  Involves 
tha  fumlahing  of  aircraft  by  the  Oovern- 
ment,  tha  "Oround  and  Plight  Risk"  clause 
of  thla  contract  shall  cactrol.  to  the  extent 
it  is  applicable,  in  the  case  of  loas  or  destruc- 
tloD  of,  or  damage  to.  aircraft. 

'This  subparagraph  may  be  omitted  where 
it  la  clearly  inapplicable  and  shall  be  deleted 
when  tha  Ground  and  Flight  Risk  clause  Is 
omitted  pursuant  to  I  10.404-1  (b)  (2)  of  this 
ehjqiiter. 

S  13.600     Scope  of  subpart. 

The  preceding  subparts  of  this  part  are 
intended  to  be  applicable  only  to  those 
dtuatiODs  In  which  Oovemment  property 
Is  provided  to  contractors  or  subcon- 
tractors of  any  tier,  for  use  In  connection 
with  procurement  by  the  military  de- 
partments. This  subpart  relates  to 
"*f*^"g  available  to  contractors,  former 
contractors,  or  other  parties  Oovem- 
ment-owned  Industrial  facilities  under 
the  control  of  a  military  department 
scdely  or  principally  for  non-defense  use. 
(As  to  mairtwg  industrial  facilities  avail- 
able principally  for  use  in  connection 
with  procurement  by  military  depart- 
ments and  incidentally  for  non-defense 
use.  see  i  13.407.)  The  question  of 
m^wwy  Industrial  facilities  available  for 
non-defense  use  may  arise  with  respect 
to  such  property  in  the  possession  of  the 
Oovemment  (e.g..  machine  tools  in  re- 
serve stmikge)  or  in  the  possession  of  the 
potential  user  (e.g..  where  a  contractor 
has  completed  the  contract  under  which 
the  property  was  originally  provided.) 


RULES  AND  REGULATIONS    ^ 

Basic  authority  to  permit  the  use  of 
Oovemment  property  on  work  other 
than  for  a  military  department  Is  found 
in  statutes  authorizing  the  Secretaries 
to  lease  property  under  their  control  (see 
10U.8.C.  2667). 

§  13.601-1      (;<'neral. 

Whenever  Industrial  facilities  are 
made  available  for  nondefense  use,  the 
user  shall  be  charged  a  fair  and  reason- 
able rental:  provided,  that  under  De- 
partmental procedures  consistent  with 
9  13.407(a)  rental  may  be  waived  with 
regard  to  such  property  furnished  solely 
for  use  in  performing  work  for  Govern- 
ment agencies.  Such  rental  unless  oth- 
erwise specified  herein  shall  be  estab- 
lished on  the  basis  of  sound  commercial 
practice.  Includtng  any  prevailing  com- 
mercial rates.  Except  as  otherwise  pro- 
vided in  9  13.601-2,  such  rental  may, 
where  permitted  by  the  law  under  which 
the  contract  or  agreement  is  executed, 
take  into  consideration  obligations  as- 
sumed by  the  user  to  protect  and  main- 
tain the  property  as  well  as  to  perform 
other  services  as  all  or  part  of  the  con- 
sideration for  the  contract  or  agreement. 
The  rental  shall,  in  any  event,  be  such  as 
to  prevent  the  user  from  obtaining  an 
unfair  competitive  advantage  by  reason 
thereof  over  comp)etitors  who  own  their 
facilities  or  obtain  them  from  private 
sources.  The  rental  shall  be  charged  on 
the  basis  of  the  time  during  which  the 
property  is  available  for  use  rather  than 
on  the  basis  of  the  time  during  which 
the  property  is  actually  used,  except  in 
the  case  of  facilities,  other  than  those 
covered  by  9  13.601-2,  where  It  is  deter- 
mined by  the  Secretary  concerned,  or  his 
representative  duly  authorized  to  ap- 
prove the  contract  or  agreement  by 
which  the  property  is  made  available,  to 
be  impracticable  or  contrary  to  the  best 
Interest  of  the  Oovemment.  The  Oov- 
emment shall  make  no  warranty,  ex- 
press or  Implied,  regarding  the  condition 
or  fitness  for  use  of  any  item  of  property. 

29.  In  9  13.701,  revise  paragraphs  (a) 
and  (e)  :  and  revise  99  13.802  and  13.803, 
as  follows : 

§  13.701      I  i»r   wiilioul   rharge. 

•  •  •  •  • 

(a)  Such  as  approved  by  a  Secretary 
or  his  designee ; 

•  •  •  •  • 

(e)  It  appears  that  the  foreign  gov- 
ernment will  place  the  contract  with  the 
contractor  whether  or  not  such  use  is 
authorized,  or  that  no  competitive  pric- 
ing advantage  will  accrue  to  the  con- 
tractor by  virtue  of  such  use;  and 


§  13.802      TranHfrr  of  title. 

<a)  Contracts  with  nonprofit  Institu- 
tions of  higher  education  or  nonprofit 
organizations  whose  primary  purpose  is 
the  conduct  of  scientific  research  may 
provide,  or  may  be  amended  to  provide, 
that  the  contracting  officer  may  transfer 
title  to  equipment  to  the  contractor. 
Such  transfer  of  title  may  be  effected  at 
the  beginning,  during  the  course  of,  or 
at  the  end  of  a  contract  provided : 

(1)  The  equipment  was  purchased 
with  grant  or  contract  funds  allocated 
for  basic  or  applied  scientific  research. 


(2)(i>  Either  the  retention  H 
the  Oovemment  would  create  i 
Lstratlve  burden  not  wamuUgA  w'Si 
value  of  the  equipment,  or  the  tat^^m'. 
inventory  and  records  by  the  m^SP^ 
would  become  prohibitively 
or  expensive:  or 

( ii )  It  would  be  impractical  or*^^ 
nomical  to  remove  the  equiiNBi|^& 
the  contractor's  plant;  ^*. 

(3)  The  transfer  of  title  win  It^b 
the  scientific  research  obJecttm^^B 
Department  concerned;  and  " 

( 4 )  The  transfer  of  title  is  w|  ^ 
eluded  by  controls  governing  tht  mB. 
ment  Involved.  ^^ 

(b)  The  contracting  officer  a 
provision  is  made  therefor  by 
vest  in  the  contractor  title  to 
of  equipment  having  an 
of  $3,000  or  less,  following  his 
determination  that  the  criteria  I 
graph  (a)  of  this  section  havebl 
When  the  acquisition  cost  of  aa 
equipment  is  in  excess  of  $3,001. 
tracting  officer  may  transfer  tttit 
contractor  upon  the  written 
the  head  of  the  procuring  activttir 
designee.     Such  approval  shall 
on  the  basis  of  the  criteria  in 
(a)  of  this  section  and  only 
sidering  whether  traiufer  of  ttUtli 
sis  tent    with    any   known 
Department     concerned.     (No 
screening  is  required).    In 
items  of  equipment  having  aa 
tion  cost  in  excess  of  $25.00t,  Iftt 
proval  of  designated 
the  three  military  departments 
secured.     Such  approval  shiA  kt 
within  sixty  (60)  days,  but  only 
reasonable   check,   oommensurali 
the   value   of   the    item   involnC 
established  that  there  is  no  kuM 
quirement  for  the  Item  within  tts 
spective  Departments.  .^ 

(c)  Where  title  to  equipment  lBia|| 
pursuant  to  paragraph  (a)  ot 
tion,   the   contractor   shall  be 
further   obligation   to  the 
with  respect  to  such  equipmeiit» 
that  the   contractor  must 
condition  to  taking  title,  that  no 
will  be  made  to  the  Oovemment 
depreciation,  amortization,  or 
with  respect  to  such  equlpmsBft 
any    existing    or    future 
contract. 

§  13.803     Contract  clauses. 

Where  it  is  anticipated  that  la 
nectlon  with  a  contract,  title  to 
ment  may  be  vested  in  the  coni 
accordance  with  this  subpart,  the 
nate   paragraph    (c)    of  the  dM 
9  13.505  shall  be  included  In 
type  contracts,  and  the  addition  to, 
graph  (c)  of  the  clause  In  §  ISJM 
be  included  in  cost-relmbursemsntl^ 
tracts. 
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.,1..C0NTRACT  COSTS  PRINCI- 
X»  AND  PROCEDURES 

^ *  -^^  19  15.205-1   and' 15.205-33. 


|1M*^ 


^^         Advertising  coslf. 

f  'TTLtertistog  coste  mean  the  coste 

;   .•LSSig  media  and  corollary  td- 

iSSSfTcoBtB.     Advertising  med^a 

■Pyn^aalnes.    newspapers,    radio 

IP^-lalon  programs,   direct   mail, 

AKsri^utdoor  advertising,  dealer 

^STwlndow  displays,  conventions. 

liee  goods  and  samples,  and 


Svka  only  advertising  costs  allow- 
•Tttiose  which  are  solely  for  (1) 
ST MMltment  of  personnel  required 
ff  fcperfonnance  by  the  contractor 
I  iSiYinn'  arising  under  the  contract 
JJ2JJ2tered  m  conjunction  with  all 
Si«niltment  costs,  as  set  forth  in 
S^M  (2)  the  procurement  of 
l^MttOBS  for  the  performance  of  the 
!SL*  or  (3)  the  disposal  of  scrap  or 
materials  acquired  In  the  per- 
w  of  the  contract.  Costs  of  this 
If  Incurred  for  more  than  one 
contract  or  for  both  defense 
Till  other  work  of  the  contractor, 
^ibie  to  the  extent  that  the  prln- 
il  15.201-3,  15.201-4,  and  15.203 

lMJK-33     Recruitment  cost*. 

te)  SnliJect  to  paragraphs  (b)  and 
«lfUils section,  and  provided  that  the 
^  fl(  the  staff  recruited  and  maln- 
Sli  li  In  keeping  with  workload  re- 
pots, costs  of  help-wanted  adver- 
I  fperatlng  costs  of  an  employ- 
«■!  flOee  necessary  to  secure  and 
^MWn  an  adequate  labor  force,  costs 
g  mn^^  ^^  aptitude  and  educa- 
Mil  testing  program,  travel  costs  of 
Soyees  while  engaged  in  recruiting 
MMMil,  and  travel  costs  of  applicants 
to  Mvtlews  for  prospective  employ- 
i^  an  allowable  to  the  extent  that 
^  gggts  are  incurred  pursuant  to  a 

taanaged    recruitment    program. 
t  the  contractor  uses  employment 
^■In.  sosts  not  in  excess  of  standard 
rates  for  such  services  are 


•In   the  case   of  the  DepartnMBt  fim 
Army,  the  designee  Is  Army  F  "^ 

Office   Chief  of  Research   and 
Washington  26.  DC. 

In  the  case  of  the  Department  o* 
the    designee    Is    Chief    of    Naval 


Office  of  Naval  Research.  WashUigtoa  MLMR 
In  the  case  of  the  Department  OC  ••• 
Force,    the    designee    is    Air 
Command    (SCMKP),   Andrews 
land. 


<k)  to  publications,  costs  of  help- 
mtaA  advertising  that  <l)  includes 
■kr,  (3)  Includes  advertising  material 
iBOllMr  th^n  recriiitment  purposes,  or 
(U  ^  acoflssive  in  size  ( taking  Into  con- 
idiiniiii  recruitment  purposes  for 
iHtfi  Intended  and  normal  business 
pHiees  in  this  respect)   are  unallow- 

m. 

ID  Cost  of  (1)  help-wanted  adver- 
llkl  and  (2)  excessive  salaries,  fringe 
Iwits  and  special  emoluments  that 
IM  keen  offered  to  pra«>ective  cm- 
lIVMB,  designed  to  "pirate"  personnel 
few  nother  defense  contractor,  or  in 
of  the  standard  practices  in  the 
f,  are  unallowable,   i 


KDERAL  REGISTER 

g  16.SM-S     Conditions  for  um*. 

•  •  •  •  • 

(b)  V$e  0$  a  pitrchase  order  of  not 
more  tha»  $2JM0.  •  *  * 

(7)  Where  inspection  and  acceptance 
are  at  origin,  where  contract  administra- 
tion is  performed. at  origin,  where  de- 
livery at  multiple  destinations  is  re- 
quired, or  where  otherwise  appropriate, 
the  ICaterial  Inspection  and  Receiving 
Report  clause  (I  7.105-7  of  this  chapter) 
may  bo  inserted  in  the  schedule,  when 
authorised  by  Departmental  procedures. 

•  •  •  •  • 

g  16.401-4     Terms,  condilionf   and  pro- 
viaiona. 

•  •  •  •  • 

(e)  During  a  period  of  national  emer- 
gency, clause  6(d)  (1)  of  Standard  Form 
23A  may  be  changed  by  deleting  the 
w<utls  "unforeaeeable  catises"  in  the  two 
places  where  they  appear  in  the  first  sen- 
tence and  substituting  therefore  the 
words  "causes,  other  than  normal 
weather". 

•  •  •  •  • 

g  16.803—1      Construction   contrartK. 

•  •  •  *  * 

(b)  Standard  Form  1093  (Schedule  of 
Deductions  from  Payments  to  Contrac- 
tors) shall  be  used,  in  accordance  with 
the  provisions  of  1 12.404-9  of  this  chap- 
ter, to  report  deductions  against  pay- 
ment voudiers  of  contractors  on  account 
of  failure  to  comply  with  labor  laws, 
regulations  and  clauses.  To  facilitate 
the  work,  of  contracting  agencies  in  com- 
puting underpayments  (and,  where  ap- 
plicable, Bight  Hour  Laws  penalties)  in 
investigation  reports  involving  apparent 
violations  of  the  Davis-Bacon  and  re^ 
lated  Acts,  the  Department  of  Labor  has 
developed  and  will  furnish,  on  request, 
Fbrm  80L-164  "Wage  Computation  and 
Transcription  Sheet."  Use  of  this  form 
is  optioiud;  its  use  will  also  facilitate 
review  of  investigation  reports. 

•  •  •  •         .  • 

(ASPR,  Bev.  6,  November  16.  1961]  (Sec. 
aaoa.  70A  SUt.  laO;  lO  U.S.C.  2202.  interpret 
or  a^ly  seee.  asoi-3314,  70A  Stat.  127-133: 
10  UJB.C.  3801-3814) 

J.    C.   LiOCBERT, 

Major  General,  U^.  Army, 
The  Adjutant  General. 

[PR.    Doc.    83-1676;    Piled,    Feb.    21.    1962; 
8:45  a.m.) 


PART  16— PROCUREMENT  FORMS 

Itftevlse    paragraph     (b)(7)     in 

IltlOI-3;    revise    paragraph    (e)     in 
lUll-4:  and  revise  paragraph  (b)  in 
I  IMI^l,  to  read  as  follows : 


Chapter  V — Department  of  the  Army 

SU8CHAPTER   F— FERSONNEL 

PART  581— PERSONNEL  REVIEW 
BOARDS 

Army  ieard  for  Correction  of  Militory 
Records 

Section  681.3  is  amended  by  revising 
paratraptas  (e)  (2)  and  (5),  (d)  (1)  and 
(J),  and  <g)  (l)(i).  (2)(ii),  (3>(l)  and 
(4),  as  follows: 

g  581.S     Army  Board  for  (x>rreciion  of 
Military  Records. 

»  •  •  •  • 

(c)   AppUcotton  for  correction.  •   •   • 
(2)  nm  UmU  for  Ming  artpUcation. 
A  f|Ti«^»"*  his  heir,  or  legal  representa- 


1715 

tive  must  file  the  appUeation  for  cor- 
rection of  a  record  with  the  Secretary 
of  the  Army  wtthln  8  years  after  dis- 
covery of  the  alleged  error  or  injustice. 
Failure  to  fUe  within  the  time  prescribed 
may  be  otoused  by  the  Board  if  it  finds 
it  would  be  in  the  interest  of  justice  to 
do  BO.  If  the  claimant,  his  heir,  or  legal 
representative  files  an  application  more 
than  3  years  after  he  discovers  the  error 
or  injustice,  he  must  include  in  his  ap- 
plication his  reasons  why  the  Board 
should  find  It  is  in  the  interest  of  Justice 
to  excuse  the  failure  to  file  ai^Ucation 
within  the  time  prescribed  in  this 
subparagraph. 

•  •  •  •  • 

(5)  Review  of  appUeation.    Each  ap- 
plication and  the  available  military  or 
naval  records  pertinent  to  tbe^correctlve 
action  requested  will  be  ie»lewed  to  de- 
termine whether  to  authoriie  a  hearing 
or  to  deny  the  application  without  a 
hearing.    The  Board  will  make  this  de- 
termination in  an  cases  except  those  in 
which  the  application  has  been  denied 
administratively  for  the  reason  that  the 
applicant  has  not  exhausted  all  oChe? 
effective  administrative  ronedies  avail- 
able to  him  or  for  the  reason  that  the 
ai^Ucant  did  not  file  indication  within 
3  years  after  he  discovered  the  alleged 
error  or  injustice  and  did  not  siUmiit  any 
reason  why  the  Board  should  find  It  to  be 
in  the  interest  of  Justice  to  excuse  his 
failure  to  file  the  application  within  the 
prescribed  3  years.    In  connection  with 
any  application  which  it  considers,  the 
Board  may  recommend  to  the  Secretary 
that  the  records  be  corrected,  as  re- 
quested by  the  applicant,  without  a  hear- 
ing.  The  Board  may  deny  an  amplication 
if  it  determines  that  InsufAcient  evidence 
has  been  presented  to  indicate  probable 
material  error  or  injustice,  that  the  ap- 
plicant has  not  exhausted  other  effective 
administrative  or  legal  remedies  avail- 
able to  him,  that  effective  relief  cannot 
be  granted,  or  that  the  applicant  did  not 
file  his  application  within  3  years  after 
he  discovered  the  alleged  error  or  in- 
justice and  that  insulBcient  evidenqe  has 
been  presented  to  warrant  a  finding  that 
it  would  be  in  the  interest  of  Justice  to 
excuse  the  failure  to  file  within  the  pre- 
scribed 3  years.   The  Board  win  not  deny 
an  application  on  the  sole  ground  that 
the  record  or  records  involved  were  made 
by  or  by  direction  of  the  President  or  the 
Secretary  in  connection  with  prdceedings 
other  than  proceedings  of  a  board  for 
correction  of  military  or  naval  records. 
If   the   apidicaUon   is  denied,  the   ap- 
plicant will  be  advised  of  the  denial  and 
that  he  is  privileged  to  submit  new  and 
material  evidence  for  consideration. 

( d )  Enmiement  to  hearimf—i  1 )  Geft- 
eral.  In  each  case  in  which  a  hearing 
is  authorized,  the  applicant  will  be  en- 
titled to  appear  before  the  Board  either 
in  person  or  by  cotinael  of  his  own  selec- 
tion or  in  person  with  cotmsel. 


(3)  Counsel.  As  used  in  this  section, 
the  term  "counsel"  will  be  construed  to 
include  members  in  good  standing  of  the 
Federal  bar  or  the  bar  of  any  State, 
accredited  representatives  of  Veterans' 
orgaidsatlons  reebgniaed  by  the  Admhils- 
trator  of  Veterans'  Affairs  under  section 


Moti- 
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RULES    AND    REGULATIONS 


3402  of  Title  38,  United  States  Code,  and 
such  other  persoas  who  in  the  opimon 
of  the  Board,  are  considered  to  be  com- 
petent to  present  equitably  and  compre- 
hensively the  request  of  the  applicant  for 
correction,  unless  barred   by  Liw 

•  «  •  •  • 

■  a  •  Settlement  of  rlairn-:—  {•  Au- 
thority 111  The  Department  of  the 
Army  is  authorized  to  pay  claims  in  ac- 
cordance with  se<.-tion  1d52,  Title  10, 
United  States  Code. 

•  •  •  •  • 

f2>  Application  for  settlement  '  '  ' 
11'  In  case  the  person  whose  record 
has  been  corrected  is  deceased,  and 
where  no  demand  is  presented  by  a  duly 
appointed  le^al  representative  of  the  es- 
tate, payments  othepAise  due  shall  be 
made  to  the  surviving  spouse,  heir,  or 
beneficiaries,  in  the  order  prescribed  by 
the  law  applicable  to  that  kind  of  pay- 
ment: or  if  there  is  no  .such  law  covering 
order  of  payment,  in  the  order  set  forth 
in  section  2771  of  Title  10.  United  States 
Code;  or  as  other*Lse  prescribed  by  the 
law  applicable  to  that  kind  of  payment. 

•  •  •  •  • 

'3i  Settlernent  -i'  Settlement  of 
claims  shall  be  ba.sed  on  thi-  decision  of 
the  Secretary  of  the  Army  Computa- 
tion of  the  amounts  due  sh.all  be  made 
by  the  Finance  Center.  United  States 
Army.  Indianapolis.  Ind  In  no  case  will 
the  amount  found  due  exceed  the 
amount  which  would  otherwise  have 
been  paid  or  have  become  due  under 
applicable  laws  had  no  error  or  injustice 
occurred.  To  the  extent  authorized  by 
law  and  reKuIations.  amounts  four.d  due 
may  be  reduced  by  the  amount  of  any 
existing  indebtedne.ss  to  the  Govern- 
ment, arising  from  military-  service. 

•  •  «  •  • 

i4>  Report  of  settlement  In  every 
case  where  payment  Is  made,  the  amount 
of  such  payment  and  the  names  of  the 
payee  or  payees  will  be  reported  to  the 
Chairman  of  the  Board. 

•  •  •  •  • 

[Ail  15-185.  8  January  19621  (Sec  3012.  70A 
Stat.  157;  10  USC  3012  Interpret  or  apply 
860    1552,  70A  Stat    116;    10  USC    1552) 

J    C    Lambert. 
Major  General.   US    Amiy. 

The  Adjutant  General. 

(FR     I>>o     62-1773:     Piled.     Feb     21.     1962; 

8  45   a  m  I 


Chapter  VI — Department  of  the  Navy 

SUBCHAPTEI    C — PEtSONNEL 

PART  719 — NONJUDICIAL  PUNISH- 
MENT, NAVAL  COURTS  AND  CER- 
TAIN FACT-FINDING  BODIES 

Liquidation  of  Forfeiture  of  Pay,  and 
Procedures   Concerning   Clemency 

Scope  and  purpose.  Part  719  is 
amended  by  updating  o'  5  719  204  in  re- 
gard to  liquidation  of  forfeiture  of  pay 
imposed  by  court-martial  sentence  and 
by  revision  of  §  719  205  dealing  with 
clemency  relative  to  courts- martial. 

1.  The  reproduction  of  paragraph 
044270-5  of  the  Navy  Comptroller  Man- 
ual in  9  719.204  Is  revised  to  read  as 
follows : 


§  71'>.2()t  \p|M-n(lit  1\  Nrtw  4.4tnip- 
lri>ll«T  M.miial,  Nnluriu-  t.  (  haplt-r  t, 
I'.irt  |{.  *>«■<  iH.fi  \1I.  (IrHlmu  with  rf- 
fii  t  nil  pn*  iif  •fiilrii(»'«  of  ri»urti»- 
iii.irli.il     (  rvf.-rriil    to    in     ^Ti'J.ll.T). 


044270     Forfetture  of  Pay    Courtmarttal. 


5  Liquidation  Beginning  with  the  effec- 
tive clat«  of  the  sentence,  the  forfeiture  of 
pay  will  be  checked  against  the  member's 
account  until  the  entire  amount  adjudged 
and  approved  has  been  checked  except  aa 
otherwise  provided  in  subpar  7  or  until 
further  execution  of  the  sentence  la  stopped 
by  action  of  proper  authority  In  making 
a  checkage  for  a  fractional  part  of  a  month, 
one-thlrtleth  of  the  monthly  rate  of  forfei- 
ture will  be  checked  for  each  day.  treating 
each  month  as  If  It  had  30  days  The  peri- 
ods during  which  a  member  Is  In  a  nonpay 
status  will  be  excluded  In  computing  the 
period  during  which  the  member's  pay  Is  for- 
feited pursuant  to  a  court-martial  sentence 
and  will  not  reduce  the  period  of  forfeiture. 
When  two  court-martial  sentences  decree 
forfeitures  of  pay  for  periods  which  run  con- 
currently, the  amount  stated  In  each  sen- 
tence win  be  forfeited  only  for  the  specified 
period  mentioned  In  each  and  If  the  total 
amount  of  forfeitures  during  any  p«>rlod  the 
sentences  run  concurrently  exceeds  the  two- 
thirds  limitation  provided  In  the  Manual  for 
Courts-Martial.  United  States.  1951.  par 
126h(2i.  only  two-thirds  of  the  member's 
pay  will  be  f(->rfelted  during  such  period 
After  the  concurrent  period  has  expired,  pay 
Is  forfeited  under  the  one  remaining  sentence 
only  at  the  rate  and  for  the  time  remaining 
In  that  sentence  Whenever  It  Is  determlripd 
that  a  forfeiture  has  been  awarded  by  a 
court-martial  in  excess  of  the  legal  maximum 
authorized  by  the  Manual  for  Court-Martlal 
the  disbursing  officer  will  report  the  facta  to 
the  commanding  officer  as  required  by  Navy 
regulations.  Art.   1921. 

Example  A 

SPCM  12  10  60  TFP  »90  (30  x  3i  Membor 
l8  AOL  3-12  Jan  (10  das).  Check  memlx'r  b 
pay  $21  for  Dec  .  $20  for  Jan  .  $30  for  Ft;-b  . 
and  remaining  $19  for  Mar  :  Total  SPCM 
forfeiture  $90 

Example  B 

aPCM  12/  10/60  TT-T  »>i  *)  >"  x  6i  ar.d  SCM 
3  1  '81  TFP  »aO  (60  X  1  M-iiib«-r  la  B  2i2) 
with  S<tFD  ($106  plu.s  $8  I.h  $llrt)  Chrck 
member'.s  pay  for  .'-'PCM  $')U  [H-r  nioiith  for 
the  perl'xl  12  10  60  through  6  9  61.  ^.)tal 
checkage  for  3PCM  $300  Since  two-thirds 
of  $118  Is  $T7  3.3  and  $60  of  that  Ls  already 
forfeited  check  member's  [>ay  on:y  $27  33 
(durln><  -Vlan-hi  f. >r  SCM  (N'^tify  the  om- 
mandlng  ofBcer.  by  letter,  of  the  recJu-ed 
forfeiture  action  i 

Example  C 

SPCM  12  10  60  TFP  $280  7i  \  4  Mem- 
ber U  E-l(2i.  marrifR  nn  1  17  81.  and  Ls 
as.slgr.pd  to  sea  duty  2  16  81  Hie  meniber's 
p»ty  would  be  r-hfcked  as  follows  $49  f(jr 
Dec  $70  for  J,in  $4fl  for  Feb  (HP  $105 
plu.s  .SAFD  $4  U'ss  ointrlbutlon  to  Q  alot 
$40  ItMVP.s  $69,  m.minium  forfeitable  Ls  two- 
ihirds  of  $89  th\i.s  $4«).  $48  87  for  Mar. 
(.same  cumputatlin  as  Feb  except  SAFD  Is 
$8  this  month  t,  and  $14  80  for  Apr  (9  das 
t  $48  87i.  total  pay  f  irfelted  $228  27.  (No- 
tify the  c.  imnianding  "fflcer.  by  letter,  of  the 
reduced  forfeiture  action  i 

2  Section  719  205  i.s  icvi.scd  to  road  a.s 
.set  forth  below. 

(RS    161.s©c>i    801    940    5031,  70A  Stat   36  78, 
278.   EO     10214    iS    CTR    1949-1953    Comp.   p. 


408).  as  amended    5  USC   M    iottb« 
940  50Q1)  '•'■  ^°^■8•C.|,^ 

By  direction  of  the  Secretary  of  *w. 
Navy  '  w  vk 


I  SEAL 


ROBtHI    D    POWEM   Jr 

Rear  Admiral  US.  Navy  Xct. 
tng  Judgt^  Advoi:ate  Oe*^,, 
of  the  Navy.  ^^" 


Febrvary  15.  19fi'. 
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3BCNAV  SeiJiA 
Per»-P3i_,^ 
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*  19  Januarr  im 

DEPAKTMtNT  OT  Till  NaVT 

Omcz  or  THr  SmtrrAiT 
Washingto.n  25,  D  C 

SKCNAV   INSTRUCTION   5SlS3/i 
From    Secretary  of  the  Navy 
To  All  Ships  and  Statiuiui 

SubJ     Clemency    relative    to    certain  oovrv 

martial  cases;  policy  and  proM^^ni 

concerning 
End      (1)    Retention  on  active  duty  by  «. 

tension    of    enlistment    for  purpw 

of  serving  probation 

1  Purpo.te.  To  set  forth  the  policy  ia( 
procedures  to  be  followed  In  submlttliM  to 
the  Secretary  of  the  .N',i\y  requests  for  "Hi 
ency  from  jsersons  undergoing  certAln  oow 
in.\rtlal  sentences 

2  CanrcNaf ton       This   Instruction 
SECN.AV  In.structlon  5815  3 

3  Definitions  a  "Clemency."  m  tm 
herein.  Is  the  re.sidual  clemency  euRkri 
by  the  Secretary  of  the  Navy  or  hU  dMtfaw 
and  Is  defined  aa  that  action,  otbar  thn 
correction  of  a  legal  error,  which  rtnUi  la 
the  mitigation,  remission,  or  suspenstoB  g( 
the  whole,  or  any  part  of  the  unaneoM 
portion  of  a  sentence,  restoration  to  ttt/, 
and  when  applicable,  the  full  or  pHtlil 
restoration  of  grade 

b  The  term  '  un.su.spended  punltlvt  dt^ 
chaji;e."  as  used  herein,  doee  not  tpflty  to 
a  punitive  discharge  which  is  to  be 
as  a  result  of  vacation  of  st 
proceedings 

4  ApplirabiUty  a  Tills  Instruction  i^ 
piles  to  all  persons,  other  than  rnmmlMtmiii 
otHcers  and  wiurant  ofUcers,  conTletad  bf 
naval  courts-martial,  whoae  sentenoM  to- 
elude  confinement  for  8  months  or  man, Ml 
those  whi>»e  sentences  include  an  umt- 
pended  punitive  discharge,  with  or  wltiM 
confinement  It  applies  to  former  oooBh- 
sloned  ofTlcers  aiid  warrant  ofBcer*  who  hw 
conHnemeiit  renuilnlng  to  be  served  foDov- 
ing  ezecvition  of  dismissal  or  ponlttn 
dl.scharge 

b  In  especially  deserving  caaei,  wfc« 
deemed  apj>roprUite  by  the  commandlm  (t- 
tloer.  this  Instruction  is  applicable  to  H| 
Navy  or  Marine  Corps  enlisted  perwo  tK^' 
Ing  coi-.nnement  by  virtue  of  the  eentMa 
of  any  a.)urt-martial 

c  When  Coast  Guard  personnel  $tn^ 
sentences  of  courts -martial  In  a  naval  0B»- 
flnement  facility  meet  the  above  OtUKlt, 
progress  reporta  prepared  In  aooortiMi 
with  this  Instruction  shall  be  submtttid  • 
the  Naval  Clemency  Board  via  the  (Xm- 
m.indant,  U  S    Coast  Guard.  ^ 

5  Policy.  It  Is  the  policy  of  the  SeowtBT 
of  the  Navy  that  persona  within  tl»i  P«" 
view  of  paragraph  4  of  thla  InrtniCtkJB.  ••• 


are    suitable,    and    evince    a   deslrs 

( Including  such  {>erson8  whoae  norm*! ' 

of  expiration  of  enlistment  nUgbt ' 

act  aa   a   bar   to    probation),   b»  rertdW  •• 

duty  uf>on  completion  of  oonflnemBBi,  ■  • 


»h.r«of  to  the  end  thiit  they  may 
P<»**°°  o,^ir  oondvicl  and  performance  of 
•'**'"  Inl  ft  probrttlonary  period,  that 
autj  '^'^Tltitied  u>  hiive  the  suspended 
^^  *"f  TLlr  sentences  remitted;  and  that 
i^'^i^s  not  suited  for  or  not  desiring 
''»<*•  '^^  the  nrtvul  service  may  be  ac- 
^t^itlon  Ui  i^  a.s  may  be  In  the  beet 

^*^Toi   the   na?ul    serv.'ce    and    the    in- 

il"^'0;!*J^f'cS!eru  i/  Board  To  miplement 
'  ^v  the  Naval  Clemency  Board  was 
'•^'*  ifhld'bv  the  Secret  an-  of  the  Navy  t« 
"^.I^Droprtate  recommendations  In  the 
"^  ^N.vv  and  Marine  Corps  personnel 
"^Ki.  for  Viemencv  consideration.  The 
Sf^  1*  imposed  of  represeuiatlves  of  the 
**^.ndX  of  the  Marine  Corps,  the 
**f^T«val  Per«>nnel.  the  Judge  Advo- 
^c^J^\  the  Chief.  Bureau  of  Medicine 
t^W^v  and  the  Navy  Council  of  Per- 
*°^  i^L^dK  The  Senior  Officer  presidee. 
!rK>wdba«fi  It"  recommendations  on  the 
^k?wund  of  the  individual  concerned,  his 
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civil  and  military  history,  his  adjustment 
in  conflnernent  or  while  awaiting  completion 
of  appellate  review  If  not  confined,  motiva- 
tion for  future  service,  the  nature  and  cir- 
cumstances  of  the  current  ofTenseis).  the 
recommendation  of  the  commanding  ofl&cer 
and  the  recommendation  of  the  Chief  of 
Naval  Personnel  or  the  Commandant  of  the 
Marine  Corps,  as  appropriate 

7.  Pertod.s  o/  retietr.  Court-martial  sen- 
tences will  be  reviewed  by  the  Naval  Clem- 
ency Board   as  follows 

a.  Requests  for  restoration  or  waiver  of 
restoration  from  persons  sentenced  to  an  un- 
suspended  punitive  discharge  without  con- 
finement shall  be  submitted  not  earlier  than 
receipt  of  the  action  of  the  officer  exercising 
general  court-martial  Jurisdiction  nor  later 
than  the  day  following  receipt  of  Bi.ard  ol 
Review  decision. 

b.  Requests  from  personnel,  who.se  ben- 
tences  Include  a  period  of  confinement,  shall 
be  submitted  in  accordance  with  the  follow- 
ing schedule: 


.•^onteiiiT 


[^  ih»n  8  months'  coiinn.  m.iii  .in.l 
^Jwr^of  ni.T-  oonftnciii.ni 


Initial  (•!< 
to  Ix 


■moin-y  requests 
siihmitted 


l^iihseqiu-nt  rlemrin-y  rniix"^'' 
to  b«'  subnillif'l 


30  days  prior  to  rt-W-aw  <l»l«'.  asjaiiniiit;      Net  aii|>li.  ..hie 
full  in'lil  for  Kooil  tonduct  lliiw.  .      ,         ,. 

.\,"    ..[rlUT    than    4   nor    liil-r   Ih^m    ..      Kvrr>  h  n.onthMhrn,.fi.r 
iiKinlhs  of  confliH'nu'iil 

Not    .'.ril.r    than    <i    lu.i     l,.i-.    Hi-."    ><      .M.tiu:aiy  thonafi-r 
in.iiUh^  of  conflniniPiii  i 


,  When  deemed  appropriate  by  the  com- 
JJta«  officer,    a   special    request   may    be 
™^^St»«!  »t  any  time  prior  to  execution  of 
^^m    or    prior    to    completion    of   con- 
Sm^t  when  a  punitive   discharge   is  not 
Zh^  in  the  sentence      This  type  of  re- 
Stnormally  lOiould  be  reserved  for  cases 
ih«bonft  fide  information  is  received  rela- 
ttrTto  humanitarian  or  hardship  problems 
-Mch  can  be  alleviated  only  through  cleni- 
fflCT  in  cases  where  information  not  prevl- 
ourij  ooMldered  becomes  known  that  would 
lite  ft  previous  recommendation,  or  In  thoee 
CMM  where  It  Is  obvious  that   further  con- 
toement    would    serve    no    useful    purpos* 
Mm  to  the  naval  service  or  the  Individual 
<L  In  the  event  of  any  emergency  wherein 
UM  requirement  for  clemency  action  1b  con- 
ildered  by  the  commanding  officer  to  be  of 
Ml  immediate    nature,    commanding    officers 
Bftywbmlt  recommendations  by  message  or 
■MMlletter   to   the    Naval    Clemency    Board, 
oop;   to  the    CommandaiH     of    the    Marine 
Cora,  or  the   Chief   of   Naval   Personnel,   as 
appraprlftte       Such    recommendations    shall 
oootftln  substantiating  Information. 

e.  When  directed  bv  the  Senior  Member. 
N»nl  Clemency  Board  by  the  Chief  of  Naval 
F^nonnel.  or  by  the  Commandant  of  the 
Mtflne  Corps 

t.  Procedure  lor  submission  of  requests  for 
cJewfnoy.  progress  reports,  and  promullfating 
oriera.  ft  Notwithstanding  the  status  of  ap- 
paUftte  review  or  status  of  person's  enllst- 
atent.  requests  and  recommendations  will  be 
(orwftrded  by  the  commanding  officer  to  the 
itenXuj  of  the  Navy  (Naval  Clemency 
Boartl)  vlft  the  Chief  of  Naval  Personnel 
(Attn;  Pers  F31 1  or  the  Commandant  of  the 
Marine  Corps  (Attn  C<xle  DK).  a«  ap- 
proprlftte 

b.  In  cases  referred  for  review  to  the  Sec- 
retary ot  the  Navy  (Naval  Clemency  Board). 
•n  original  and  five  copies  of  the  Court- 
Martlftl  Progress  Refxirt  *ill  be  forwarded 
with  the  Individual  s  clemency  request  or 
Wftlver  of  restoration  Progress  reports  for- 
wirded  from  the  U  s  Naval  Disciplinary 
Command  will  be  prepared  using  appropriate 
DD  fomvB  Progress  reports  on  Individuals 
ooDflned  elsewhere  or  on  individuals  not  sen- 
tanotd  to  confinement  may  be  prepared  using 
the  Court-Mart  la  1  Progress  Report  (form 
KftTPera  3047)  Hr.wever.  use  of  the  more 
complete  DD  form  of  report  by  all  reporting 
•ftlvltles  possible  is  desirable 


( 1 )  The  original  and  five  copies  of  a  neuro- 
psychlatric  evaluation  of  the  Individual,  by 
a  military  psychiatrist,  shall  be  Included  un- 
less the  services  of  a  psychiatrist  are  not 
available  In  the  event  a  psychiatrist  is  not 
available,  a  psychiatric  summary  by  a  med- 
ical officer  shall  be  forwarded.  However 
in  cases  in  which  the  individual  requests 
restoration  to  duty,  or  In  which  any  form  of 
clemency  is  recommended  by  the  command 
preparing  the  progress  report,  neuropsychia- 
trlc  evaluations  by  a  military  psychiatrist 
should  be  provided  If  It  Is  at  all  possible  to  do 

so 

(a)  The  neuropsychlatric  evaluation  should 
include  particular  reference  to  background, 
behavior  patterns,  tendencies  to  act  out 
characterologlcal  patterns  during  active  duty 
status,  motivation,  and  potential  for  honor- 
able service. 

(2)  The  Coiirt-Martlal  Progress  Report 
shall  In  all  cases,  contain  the  commanding 
officer's  recommendation,  with  adequate  sub- 
stantiating Information 

(3)  Generally,  the  commanding  officer 
referred  to  in  the  Court-Martial  Progress 
Report  &nA  the  officer  considered  responsible 
for  submission  of  the  report,  is  the  com- 
manding officer  on  whose  rolls  the  Individual 
is  carried.  However.  In  the  case  of  personnel 
serving  sentence  In  Marine  brigs,  the  com- 
manding offlccr  referred  to  in  NavPers  3047. 
and  the  officer  considered  responsible  for 
submission  of  the  report.  Is  the  commanding 
officer  of  the  brig,  who  will  forward  the  re- 
port via  the  commanding  officer  on  whose 
rolls  the  individual  is  carried. 

-  c  In  the  event  an  Individual  executes  a 
request  or  waiver  which  is  a  change  from 
one  previously  forwarded,  or  when  new  in- 
formation Is  obtained  which  would  result  In 
a  change  in  a  recommendation  previously 
forwarded,  and.  In  either  situation,  the  Sec- 
retary's final  action  has  not  been  received, 
notmcaton  shall  be  made  Immediately  to  the 
Secretary  of  the  Navy  (Naval  Clemency 
Board).  Appropriate  forms  and  informa- 
tion supporting  the  new  request  or  recom- 
mendation will  then  be  forwarded  (original 
and  five  copies)  as  soon  as  practicable 

d  SecUon  0118  of  the  JAG  Manual  re- 
oulres  the  transmittal  of  a  copy  of  each 
court-martial  order  to  the  Naval  Clemency 
Board  in  every  case  wherein  the  sentence  as 
approved  includes  a  punitive  discharge  or 
confinement   for  B  months  or   more      Addi- 
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tionally.  in  cases  referred  to  the  Secretary  of 
the  Navy  (Naval  Clemency  Board)  for  clem- 
ency review  wherein  the  sentence  does  not 
include  a  punitive  discharge  or  confinement 
for  8  months  or  more  (see  subparagraph  4b 
above),  the  command  submitting  the  prog- 
ress report  will  forward  with  the  progress 
report  one  copy  of  applicable  court-martial 
orders.  All  cotirt-martlal  orders  shall  prom- 
ulgate the  complete  action  of  the  convening 
authority,  Including  the  synopsis  of  the  cir- 
cumstances of  the  offense,  when  required  by 
section  omf,  JAG  Manual. 

9.  Execution  of  puntttre  discharge  with- 
out referral  to  the  Secretary  of  the  Navy  for 
clemency  revveu-.  Unsuspended  punitive  dis- 
charges may  be  executed,  upon  completion 
of  confinement,  without  referring  cases  to 
the  Secretary  of  the  Navy  for  clemency  re- 
view, under  the  following  circumstances; 

a  When  the  provisions  of  JAG  Manual 
section  0128  have  been  complied  with,  or 

b  In  cases  where  the  individual  executes 
a  Waiver  of  Restoration  ( NavPers  3049 )  and 
the  following  additional  requirements  are 
satisfied  (no  exceptions  to  be  made)  : 

( 1 )  Less  than  2  months'  confinement  re- 
main to  be  served  on  the  date  of  execution 
of  such   waiver. 

(2  I  A  dishonorable  discharge  is  not  pend- 
ing .    V. 

(3)  No  form  of  clemency  is  requested  by 
the  individual  or  recommended  by  the  local 
clemency  board  or  commanding  officer. 

(4)  The  individual  has  been  served  with 
the  Board  of  Review  decision. 

(5)  The  right  of  appeal  to  the  United 
Slates  Court  of  Military  Appeals  has  expired. 
or  at  the  time  of  discharge  will  have  ex- 
pired, by  termination  of  the  prescribed  30- 

dav  period 

(6)  The  Notification  of  Intention  to  Exe- 
cute Bad  Conduct  Discharge  appearing  on 
the  waiver  form  is  properly  completed.  (No 
alterations  In  language  permitted.) 

c  When  a  punitive  discharge  is  to  be  exe- 
ctited  under  these  provisions,  the  original 
and  two  copies  of  the  Waiver  of  Restoration 
will  be  forwarded  via  the  Chief  of  Naval  Per- 
sonnel or  the  Conunandant  of  the  Marine 
Corps,  as  appropriate.  Progress  reports  are 
not  required  In  these  cases. 

10  Clemency  recomvriendations.  a.  When 
considered  ^proprlate,  the  commanding  of- 
ficer may  recommend  (but  is  not  limited  to) 
one  or  more  of  the  following: 

(1)  Restoration    to   duty   on  probation. 

(2)  Remission  of  the  punitive  discharge. 

(3)  Reduction     in     confinement     and  or 

lorfeltures.  , 

( 4 )  Mitigation  of  the  discharge  to  one  less 

severe.  ^         j     .„ 

(5)  Full  or  partial  restoration  of  grade  in 

especially  deserving  cases. 

(6)  No  clemency. 

b  In  connection  with  clemency  recom- 
mendations, the  foUowing  factors  have  gen- 
eral or  specific  applicability; 

( 1 )  Nature  of  offense. 

1 2 )  Previous  record  of  service 

1 3 )  Adjustment  in  confinement. 
( 4 1    Sincerity  of  motivation, 
(5)    Potential  value  to  the  service 
i6(    Extreme  hardship 
c.  OrdlnarUy.  an  Individual  is  considered 

to  be  not  restorable  who; 

,1)    Was  convicted  of   an  offense   involv- 
ing moral  turpitude,  including  larceny. 

(2 )  Was  convicted  of  a  vicious,  violent,  or 
other  felonious  offense.  ..    „, 

(3)  Has    a    record    of    criminal     acts    or 

incorrigibility.  ^„..„.„ 

(4)  Has    a    record    of    numerous    military 

ofTenses  ,,  .,     .„_ 

(5)  Is    mentally    or    physically    unfit    for 

dutv 

(6)  Is  a  probation  violator, 
n    Probation,     a     An   individual    may    be 

considered  for  restoration  to  duty  on  proba- 
ticn  even  though  he  does  not  have  sufficient 
tunc    remaining    in    his    current    enlistment 
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(as  extended  for  the  purpose  of  making 
good  loet  time)  to  serre  a  re«aonable  period 
of  probation.  To  become  ell^ble  for  con- 
sldermtlon  tn  eucb  a  caee.  the  Individual  con- 
cerned must  eooaent  to  an  extension  of  hU 
enlistment  for  the  required  period  ( procedure 
deacrlbed   In  encloeure(  1  >) . 

b  The  probationary  period  will  normally 
be  a  period  of  6  months. 

la.  Notiflentitm  of  the  Secretary  of  the 
Nai'y's  action.  The  Individual  shall  be  noti- 
fied as  soon  as  practicable  after  receipt  of  ajiy 
action  by  the  Secretary  of  the  Navy  that  af- 
fects his  sentence.  A  copy  of  the  letter  pr  >- 
mulgatlng  the  action,  or  a  certified  true 
extract  therefrom,  shall  be  filed  In  the  In- 
dividual's serrlce  record.  In  addition,  an 
entry  of  the  Secretary's  action  shall  be  made 
In  the  serrtce  record,  clearly  stating  the  date 
and  conditions  of  the  action  and  the  author- 
ity therefor.  In  cases  of  restoration  to  duty 
such  entry  shall  Include  the  specified  date 
thereof,  the  period  of  probation,  and  the 
total  unexecuted  portion  of  the  sentenceisi 
remaining  to  be  executed  tn  the  event  of 
vacation  of  suspension  In  cases  where  the 
person  has  completed  the  period  of  contlne- 
msnt  and  Is  placed  on  probation  relative  only 
to  the  discharge,  the  fact  should  be  clearly 
stated  (i.e.,  "•  •  •  no  confinement  remains 
to  be  served  on  this  sentence.") . 

IS.  Authtfrtty  to  tpitnhold  action  a  Un- 
satisfactory conduct  on  the  part  of  an  in- 
dividual or  adverse  Information  which  be- 
comes kjnowB  to  the  commanding  officer  after 
submission  of  the  progress  report,  may  be 
cause  to  withhold  any  clemency  action  di- 
rected by  the  Secretary  of  the  Navy 

b.  The  commanding  officer  shall  normiilly 
withhold  the  clemency  If  the  person's  offense 
Is  sufficiently  serious  to  be  made  a  matter 
of  official  record,  and  shall  take  such  act  t' in 
tn  every  case  where  the  offense  involves  en- 
cape  or  attempted  escape  or  results  tn  the 
forfeiture  of  good  conduct  time  In  confine- 
ment. Once  ths  action  of  ths  Secretary  ha.<; 
b«em  withheld,  the  commanding  officer  may 
not  thereafter  execute  any  part  of  the  clem- 
ency, nor  may  be  execute  a  punitive  dis- 
charge until  final  determination  haA  been 
made  by  the  Secretary 

c.  Where  the  action  of  the  Secretary  uf 
the  Navy  is  withheld  by  the  commanding 
officer  as  prorldsd  above,  an  immediate  re- 
port to  that  effect,  with  the  commanding 
officer's  recomiBendatlon  as  to  final  deter- 
mination, shall  be  forwarded  direct  to  the 
Secretary  at  the  Navy  (Naval  Clemency 
Board).  A  service- record  entry  shall  be 
made  stating  the  reasons  the  clemency  waA 
withheld. 

14.  Liaison.  Coordination  wltli  Naval 
Clemency  Board  In  exercise  of  clemency  .lu- 
thortty  delegated  by  JAO  Manual  section 
0122 

a.  Officers  who  take  action  to  remit  nr 
suspend  any  part  or  amount  of  the  unexe- 
cuted portion  of  any  sentence  which  includes 
a  punitive  discharge  or  8  months  or  more  of 
confinement  pursuant  to  authority  dele- 
gated by  JAO  Manual  section  0122  will  in- 
sure that  one  copy  of  the  official  action  is 
forwarded,  without  delay,  to  the  Senior  Mem- 
ber. Naval  Clemency  Board,  with  one  copy  to 
BuPers  or  MarCorps.  as  approixlate 

b.  In  order  that  Inconsistent  or  conflictiiiki; 
clemency  actions  may  be  avoided,  prior  t<> 
taking  clemency  action  as  described  in  sub- 
paragraph a  above,  the  officer  contemplattn.; 
such  action  will  determine  whether  or  not 
the  progress  report  of  the  Individual  con- 
cerned has  been  forwarded  to  the  Secretary 
of  ths  Navy  (Naval  Clemency  Board)  f'>r 
clemency  review 

( 1 )  In  the  event  the  progress  report  has 
not  been  forwarded  to  the  Secretary  of  the 
Navy  (Naval  Clemency  Board)  for  review 
the  olBcer  may  exercise  such  clemency  ac  he 
deems  appropriate. 

(2)  In  the  event  the  progress  report  hus 
been  forwarded  to  the  Secretary  of  the  Navy 
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■  Naval  Clemency  Board)  for  review  the  of- 
ficer will  Inform  the  Naval  Clemency  Board 
of  his  contemplated  clemency  action  The 
NavfU  Clemency  Board  will  then  Inform  the 
'>fBcer : 

(at    He  may  take  riemency  action,   and   '^r 

tbi  What  clemency  action.  If  any  has 
been  taken  by  the  Secret;iry  of  the  Navy 
I  The  fact  tliat  the  Secretary  of  the  Navy  has 
taken  no  clemency  action  d<>e«  not  prohlhi' 
the  officer  from  talking  clemency  action 
Also,  the  fact  that  the  Secretary  of  the  Navy 
h,\s  taken  clemency  action  does  not  prohibit 
the  officer  from  taking  fvirther  clemency  ar- 
Hon  if  clrcvinifltances  In  a  pmrtlcular  case  so 
indicate  ) 

1  .^  D^"  -'la'sr^  a  Per?(Oiis  sentenced  to  :in 
uiisuflpended  punltue  discharge  will  not  be 
riivhnxged  ui.tll  rei^eipt  of  the  Secretary  of 
t!ie  Navy  s  .ictlon  regarding  clemency  except 
those  who  have  requested  Immediate  release 
and  in  whofle  cases  the  provisions  of  para- 
graph 9  of  this  Instruction  have  tieen  com- 
piled with  When  transfer  fur  discharge  ha.s 
been  effected,  service-record  entries  will 
clearly  i.'.dicate  the  status  of  clemency  re- 
quests, the  Secretnry  of  the  Navy's  action 
thereun.  and  appeilate  review  action. 

b  Notwlthstandliig  any  provision  herein 
no  p>erson  shall  be  discharged  with  a  punitive 
discharge  until  such  tln>e  as  he  has  been 
served  with  the  decision  of  the  Board  of 
Review  arid  his  right  to  appeal  to  the  United 
States  Court  of  Military  .\ppeals  ha«  been 
foreclosed 

16  Of*-'-'-  uiei  of  progress  reports  Copies 
of  progress  reporrs  requests  of  indlviduaUi 
concerned  rerommendattons  thereon,  and 
other  relevant  corresp*indence  and  Informa- 
tion are  included  m  a  [permanent  hie  in  each 
cnse  These  data  mav  become  esi>eclaUy  slc;- 
!;lf!cant  m  the  event  if  a  subsequent  petition 
by  the  individual  to  the  Navy  Discharge  Re- 
view Board  or  the  Board  for  Correction  of 
Naval  Records 

Paul   B    F.\t.  Jr  . 
Under  Secretary  of  the  Nary 

Di.s'ributiori 

SNDL  Par  us    I   aiid   2 

Marine  Corps  List  7 

.Additional  copteR  mav  be  obtained  from: 
Supply  Dept     NWP    Washlni^lon.  D  C 

HrrENTioN    ON    Active    Dttt    Bt    E.xti  .wsio.s 
or    Enustme.nt    ><.>b    PuKi'Oit    or    bcsu.st; 

PROBAriLi.N 

1  Procedure  a  In  the  c«*e  it  an  individ- 
ual falling  within  the  purview  of  subpara- 
graph 11a  of  this  Instrvictlon.  he  shall  be 
informed  that  in  order  to  become  eligible 
for  probatiLin  he  must  have  sufficient  obli- 
gated active  service  remaining  In  his  etilisl- 
ment  as  will  enable  him  to  serve  a  reasonablf 
period  of  probation  Otherwise.  If  he  desires 
to  obligate  himself  for  the  requisite  period 
of  active  service  he  is  privileged  to  submit 
for  considerut  loi.  .m  agreement  in  the  follow- 
ing form 

"I  understand  th.it  in  order  th.il  the  un- 
executed pDrtiun  of  my  sentence  m.iy  be 
suspended  f>  r  the  (iurp»«e  of  enabling  me 
to  be  resU  red  to  active  duty  on  probation  I 
mu.«.t  be  obligated  U)  serve  on  active  duty 
for  sufficient  time  in  which  to  serve  a  rea- 
sonable peruKl  of  probation  I  further  un- 
derstand that  pursuant  '<>  Ittle  10.  US 
C'Xle  section  97'2  and  implementing  direc- 
tives I  shall  lie  required  to  make  up  Uie 
period  of  days  I  l.ist  from  my  en- 
listment unless  I  um  sooner  discharged 
I  Omit  preceding  sen'.etice  if  the  Individual 
has  not  1  >«t  time  which  must  be  made  good 
under  that  law  |  Accordingly.  I  hereby 
agree  to  being  retained  on  active  duty  for 
the  period  of  my  probation,  such  period  not 
to  exceed  I  year  I  understand  that  tlie  time 
remaining  in  my  enlistment  as  Involuntarily 
extended  for  the  purpose  of  making  good 
time  lost,  win  be  imiuded  In  this  period 
lOmit  preceding  sentence  if  not  applicable  | 


I    further    vinderstand   that   this 
may  be  vacated  fi>r  cause.  In 
para^aph    97ta.    Manual   for 
1951,  In  which  event  the  unexeeotsl 
of  my  sentence  shall  be  executed.' 

b  "Die  request  shall  be  signed  ini 
cate  by  the  individual.  The 
shall  be  retained  m  the  individinjy 
ice  record  and  the  duplicate  orlgl^^^ 
pether  with  one  copy,  shall  be  f(^M^ 
with  the  Request  for  Restoration  p^ 
Per.s  3048  ' .  ^* 

c  Upon  receipt  of  notiflcaUoiithit|U 
Secretary  of  the  Navy  haa  suspo)^? 
luiexecuted  portion  of  the  tntcnn? 
purposes  of  probation,  the  sen1e»-i«iM 
entry  shall  include  the  followi^; 

'  Name ' is  being  ret«lM|  h 

the  public  interest  for  convenience «|C 
Government  in  an  active-duty  i|^ 
under  an  extt-nsion  of  enlictaaol  ka 
.scribed  by  the  Secretary  of  ths  MaTyfc 
the  period  of   probation,  unleei  taa^ 

dl-schar^^ed.    iNamei has 

to  such  retention." 

!FR     D'-c     62   17B5.     Piled.    l»eb,   at,  u^ 
8  47  a  m  I  ' 


Title  5— ADMINISTRATIIIE 
PERSONNa 

Chapter  I — Civil   Service  C«iMRinhl 

PART  6— EXCEPTIONS  FROM  III 
COMPETITIVE   SERVia 

U.S.  Arms  Control  and  DtsoiaHaMl 
Agency 

Effective  upon  publication  inthil^ 
ER.^L   Register,   paragraph   (6)  )» 
to  5  6  372  as  set  out  below. 

§  6.372       I  .S.  .\rniK  (Lunlrol  an 
meiil    ABen«->. 

•  •  •  • 

'd'   One  Public  Affairs  Adviaer. 

iR3    1753    sec    2    22  tstat     403.  1 
5  U  S  C   63 1 . 633 1 

United  States  Civil  Sui- 
K  E  Commission. 
1  SEAL  I       Mary  V.  WENzn,, 

Executive  Assistaui  t» 
the  ComTni$$iammt 

iFR      Doc      62-lf06:     riled      Feb.    i\.   HU 

8  50  a  m  I 

Title  7— AGRICUITUU 

Chapter  X — Agricultural  StoMIMhi 
and  Conservation  Service  (MmM 
ing  Agreements  and  Ord«ffsl>  fc* 
partment   of  Agriculture 

I  Milk  Order  No    70 1 

PART  1070— MILK  IN  CEDAI  UF«- 
IOWA  CITY   MARKETING  AHA 

Order  Amending   Ord«r 

|5  1070.0      Kindingx    and    delenni 

The  findinus  and  dcterminatlooi 
inafter  .set  forth  are  supplementtBT 
in  addition  to  the  findings  and.**" 
minations   previously   made  in 
tion  with  the  issuance  of  the 
order     and     of     the     previoualj 


TkMTiday,  February  22,  1962 

_,Hment«  thereto:  and  all  of  said 
•K^ndings  and  determinations  are 
Cjiratifled  and  affirmed,  except  in- 
^•*7J  such  findings  and  determina- 
*^  may  be  in  conflict  with  the  findings 
"??T^rminations  set  forth  herein. 
"^J^ndings  upon  the  basis  of  the 
..J^  record.  Pursuant  to  the  pro- 
*S««rof  the  Agricultural  Marketing 
JJSient  Act  of  1937.  as  amended  (7 
5?F  601  et  seq  >.  and  the  applicable 

.toTof  practice  and  procedure  govem- 
"^Tthe  formulation  of  marketing  agree- 
^Si^d  marketing  orders  C7  CFR 
SS  900)  a  public  hearing  was  held 
Son  certain  proposed  amendments  to 
o^tenUtivc  marketing  agreement  and 
^tht  order  regulating  the  handling  of 
mmTln  the  Cedar  Raplds-Iowa  City 
marketing  area.  Upon  the  basis  of  the 
^Idflice  Introduced  at  such  hearing  and 
i^record  thereof.  It  is  found  that: 

(1)  The  said  order  as  herel^y  amended, 
-nd  all  of  the  terms  and  conditions 
Jbereof  will  tend  to  effectuate  the  de- 
clared jwllcy  of  the  Act : 

(2)  The  parity  prices  of  milk,  as  de- 
♦ennined  pursuant  to  secUon  2  of  the 
^t  are  not  reasonable  in  view  of  the 
priw  of  feeds,  available  suppUes  of  feeds, 
lad  other  economic  conditions  which 
affect  market  supply  and  demand  for 
milk  in  the  said  marketing  area,  and  the 
niinlmum  prices  specified  in  the  order  as 
hereby  amended,  are  such  prices  as  will 
reflect  the  aforesaid  factors,  insure  a 
lufllcient  quantity  of  pure  and  wholesome 
milk,  and  be  in  the  public  interest ;  and 

(3)  The  scid  order  as  hereby  amended. 
rtfulates  the  handling  of  milk  in  the 
nme  manner  as.  and  is  applicable  only 
to  persons  In  the  respective  classes  of  in- 
dustrial or  commercial  activity  specified 
in.  a  marketing  agreement  upon  which 
t  hearing  has  been  held. 

(b)  Additional  findings.  It  is  neces- 
sary in  the  pubUc  interest  to  make 
this  order  amending  the  order  effective 
immediately.  Any  delay  In  its  effective 
date  would  tend  to  disrupt  the  orderly 
marketing  of  milk  in  the  marketing  area. 

The  provisions  of  the  said  order  are 
known  to  handlers.  The  recommended 
decision  of  the  Assistant  Secretary. 
United  States  Department  of  Agriculture, 
was  Issued  January  3,  1962.  and  the  deci- 
sion of  the  Assistant  Secretary  contain- 
ing all  amendment  provisions  of  this 
order,  was  issued  February  2.  1962.  The 
changes  effected  by  this  order  will  not 
require  extensive  preparation  or  sub- 
stantial alteration  In  method  of  opera- 
tiOD  for  handlers.  In  view  of  the  fore- 
going. It  is  hereby  found  and  determined 
that  good  cause  exists  for  making  this 
order  amending  the  order  effective  im- 
mediately, and  that  it  would  be  contrary 
to  the  public  interest  to  delay  the  effec- 
tire  date  of  this  order  for  30  days  after 
its  publication  in  the  Federal  Ricister. 
<8ec.  4(c).  Administrative  Procedure 
Act,  5DJ3.C.  1001-1011.) 

(c)  Determinations.  It  is  hereby  de- 
tennined  that: 

(1)  The  refusal  or  failure  of  handlers 
(eieludlng  cooperative  associations  spec- 
ified In  section  8c 1 9)  of  the  Act)  of  more 
thtt  50  percent  of  the  milk,  which  is 
■aiketed  within  the  marketing  area,  to 
•Ijn  a  proposed  marketing  agreement. 
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tends  to  prevent  the  effectuation  of  the 
declared  policy  of  the  Act; 

(2)  The  issuance  of  this  order,  amend- 
ing the  order,  is  the  only  practical  means 
pursuant  to  the  declared  policy  of  the 
Act  of  advancing  the  interests  of  pro- 
ducers as  defined  in  the  order  as  herein 
amended;  and 

(3)  The  issuance  of  the  order  amend- 
ing the  order  is  approved  or  favored  by 
at  least  two-thirds  of  the  producers  who 
during  the  determined  representative 
period  were  engaged  in  the  production 
of  milk  for  sale  in  the  marketing  area. 

Order  relative  to  handling.  It  is  there - 
'fore  ordered,  that  on  and  after  the  ef- 
fective date  hereof,  the  handling  of  milk 
in  the  Cedar  Rapids-Iowa  City  market- 
ing area  shall  be  in  conformity  to  and  in 
compliance  with  the  terms  and  condi- 
tions of  the  aforesaid  order,  as  hereby 
amended,  and  the  aforesaid  order  is 
hereby  amended  as  follows: 

1.  Delete  paragraph  (d)   of  S  1070.10 
and  substitute  therefor  the  following: 

(d)  A  plant  (1)  which  is  approved  by 
a  duly  constituted  health  authority  for 
the  handling  of  Grade  A  milk;  (2)  which 
is  operated  by  a  cooperative  association; 
and  (3)  from  which  the  quantity  of  milk 
transferred  by  the  association  to  plants 
of  other  handlers  specified  in  paragraph 
(a)  of  this  section  plus  that  delivered  by 
such  association  pursuant  to  paragraph 
(c)  of  this  section  and  that  delivered 
directly  from  the  farms  of  members  of 
such  association  to  such  plsuits  is  at  least 
the  following  percentages,  in  the  months 
indicated,  of  the  total  quantity  of  Grade 
A  milk  delivered  by  all  producers  who  are 

members  of  the  association: 

Minimum 

Month:  percentage 

September,  October  and  November —     50 

May,  June,  and  July 30 

All  other  months ♦O 

If  written  application  is  filed  with  the 
market  administrator  on  or  before  the 
5th  day  of  any  month,  such  plant  may  be 
designated  a  nonpool  plant  for  such 
month  and  for  any  subsequent  months. 
except  such  plant  shall  be  a  nonpool 
plant  during  any  month  in  which  it 
would  be  subject  to  the  classification  and 
pricing  provisions  of  another  order  issued 
pursuant  to  the  Act,  unless  a  greater  vol- 
ume of  fluid  milk  products  Is  disposed  of 
from  such  plant  to  retaU  or  wholesale 
outlets  and  pool  plants  in  the  Cedar 
Rapids-Iowa  City  marketing  area  than 
In  the  marketing  area  regulated  pur- 
suant to  such  other  order. 

2.  Delete     §1070.14    and    substitute 
therefor  the  following: 
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excess  of  this  limit  shall  not  be  producer 
milk; 

(2)  Milk  so  diverted  for  the  account 
of  the  operator  of  a  pool  plant  shall  be 
deemed  to  have  been  received  at  the 
plant  from  which  diverted;  and 

(3)  Milk  so  diverted  from  the  plant 
of  another  handler  for  the  account  of  a 
cooperative  association  shall  be  priced  at 
the  location  of  the  plant  from  which 
diverted. 

(Sees.  1-19.  48  Stat.  31,  as  amended;  7  UJB.C. 
601-674) 

Effective  date:  As  issued. 

Signed  at  Washington,  D.C.,  on  Feb- 
ruary 16,  1962. 

James  T.  Ralph. 
Assistant  Secretary. 

|FR     Doc     62-1830:    Filed,    Feb.    21,    1962; 
8:49  a.m.] 


§  1070.14      Producer  milk. 

"Producer  milk"  means  all  skim  milk 
and  butterfat  produced  by  producers 
which  Is: 

(a)  Received  at  a  pool  plant  directly 
from  producers;  or 

(b)  Diverted  from  a  pool  plant  to  a 
nonpool  plant  for  the  account  of  the 
operator  of  a  pool  plant  or  a  cooperative 
association,  subject  to  the  following: 

(1)  Such  diversions  may  be  without 
limit  during  the  months  of  April  through 
August,  but  not  be  for  more  than  25 
days'  production  of  any  producer  durlr« 
any  other  month  and  milk  diverted  in 


Title  1 2— BANKS  AND  BANKHK 

Chapter  II — Federal  Res*rv«  SystMn 

SUBCHAPTER  A — BOARD  OF  GOVERNOIS  OF 
THE   FEDERAL  RESERVE  SYSTEM 

(Reg.N) 

PART  214— RELATIONS  WITH  FOR- 
EIGN BANKS  AND  BANKERS 

Accounts  With  Foreign  Banks 

1.  Effective  February  13,  1962,  Part 
214  is  amended  by  changing  the  desig- 
naUon  of  §  214.5  to  i  214.6.  and  by  in- 
serting immediately  prior  thereto  a  new 
§  214.5  to  read  as  follows: 

§  214.5      Accounts  with  foreign  banks. 

(a)  Any  Federal  Reserve  Bank,  with 
the  consent  of  the  Board,  may  open  and 
maintain  accounts  payable  in  foreign 
currencies  with  such  foreign  banks  as 
may  be  designated  by  the  Board. 

(b)  Notwithstanding  other  provisions 
of  this  part,  any  officer  or  other  rep- 
resentatives of  a  Federal  Reserve  Bank 
which  maintains  an  account  with  a  for- 
eign bank  may  conduct  such  negotia- 
tions and  enter  into  such  agreements, 
contracts,  or  understandings  with  such 
foreign  bank  as  may  be  authorized  or 
directed  by  the  Federal  Open  Market 
Committee   in   order   to  effectuate  the 
conduct  of  open  market  transactions  of 
the  Federal  Reserve  Banks  incident  to 
the  opening,  maintenance,  operation.  In- 
crease, reduction,  or  discontinuance  of 
such  account;   and,  In  any  such  case, 
such  negotiations,  agreements,  wmtracts, 
or  understandings  shall  be  subject  to 
such  authorizations,  directions,  regula- 
tions, and  limitations  as  may  be  pre- 
scribed by.  or  pursuant  to  authority  of, 
the  Federal  Open  Market  Committee. 

(c)  Any  Federal  Reserve  Bank  may. 
when  authorized  or  directed  so  to  do  by. 
or  under  the  authority  of,  the  Federal 
Open  Market  Committee,  carry  on  or 
conduct,  through  any  other  Federal  Re- 
serve Bank  which  maintains  an  accoxmt 
with  a  foreign  bank,  any  open  market 
transactions  authorized  by  section  14  of 
the  Federal  Reserve  Act.  Transactions 
authorized  by  section  14  which  are  not 
open  market  transactions  may  be  carried 
on   or   conducted   through   such    other 
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Federal  Reaenre  Bank  only  with  the  ap- 
proval of  the  Board. 

Id)  Notwittoatanding  other  provisions 
of  this  part,  reports  with  respect  to 
any  accounts  opened  and  maintained, 
and  negotiations,  agreements,  contracts, 
and  understandings  entered  into,  pur- 
suant t9  this  section  shall  be  made  to  the 
Board  at  least  quarterly,  and  more  fre- 
quently if  so  requested  by  the  Board,  by  a 
duly  authorized  oCBcer  of  the  Federal 
Reserve  Bank  involved. 

2a.  The  purposes  of  this  amendment 
are  (1)  to  regulate,  as  contemplated  by 
statute,  the  opening  and  maintenance  by 
Federal  Reserve  Banks  of  accounts  with 
foreign  banks,  and  (2)  to  provide  that 
negotiations  and  agreements,  contracts, 
or  understandings  entered  Into  by  a  Fed- 
eral Reserve  Bank  with  foreign  banks 
shall  be  subject  to  such  authorizations, 
directions,  regulations,  and  limitations 
as  may  be  prescribed  by  the  Federal 
Op«ti  Market  Committee  to  the  extent 
necessary  to  effectuate  the  conduct  of 
op«i  market  transactions  by  the  Federal 
Reoerve  Banks  through  such  foreign 
accounts. 

b.  The  notice  and  public  procedure 
described  in  section  4(a>  and  section 
4(b)  of  the  Administrative  Procedure 
Act  and  the  prior  publication  described 
in  section  4(c)  of  said  Act  are  not  fol- 
lowed in  connection  with  this  amend- 
ment for  the  reasons  and  good  cause 
found  as  stated  in  paragraph  <e)  of 
3  262.1  of  the  Board's  rules  of  procedure 
(Part  262),  and  especially  because  such 
notice  and  prior  publication  are  unneces- 
sary since  they  would  not  aid  the  persons 
affected  and  would  serve  no  other  useful 
purpose. 

(S«c«    14  (e»  and  Ig).  12  USC   358,  348a  > 
BOAID  OF  GOVCHNDRS  OF   THE 

PBonAL   Reserve  System. 
fsEALl  MEEnrrr   Sherman. 

Secretary. 

IF.R.    Doc     62-1783;    Filed.    Feb     21      1962 
8:45  am  | 


Title  13— BUSINESS  CREDIT 
AND  ASSSTANCE 

ChopUr  I — SmoH   Business 
Admihistration 

lAmdt  31 

PAIT  107— SMALL  BUSINESS 
INVESTMENT  COMPANIES 

Misc»Hon«ous   Amendments 

There  was  published  in  the  Federal 
Recistxr  on  January  19,  1962  <27  F  R. 
589)  a  notice  of  intention  to  amend 
SS  107.102,  107.201.  and  107.202  of  Part 
107  of  Subchapter  B.  Chapter  I  of  Title 
13  of  the  Code  of  Federal  Regulations 
as  revised  in  26  PR.  8232-8242  and 
amended  <27  PR.  167  and  27  PR.  851  > 

Interested  persons  were  given  an  op- 
portunity to  present  their  comments  or 
suggestions  pertaining  thereto  to  the 
Investment  Division.  Small  Business  Ad- 
ministration. Washington  25,  DC.  with- 
in a  period  of  twenty -one  days  of  the 
date  of  publication  of  the  notice  in  the 


RULES  AND   REGULATIONS 

Federal  Register  No  comments  or 
suggestions  having  been  received  within 
the  said  time  period  the  amendments  of 
the  regulations  as  so  proposed  are  hereby 
adopted  as  set  forth  below. 

Because  of  the  necessity  for  promptly 
applying  the  proposed  amendments  to 
the  program  authorized  under  the  Small 
Business  Investment  Act  o(  1958.  as 
amended,  the  subject  amendments  of  the 
regulations  shall  become  effective  upon 
publication  thereof  m  the  Ptderal 
Register 

The  Regulation.s  C>overnin«  Small 
Business  Investment  Companies  '26  FR 
8232-8242)    is  hereby   amended   by; 

1  Deleting  the  following  language 
from  5  107.102' g'  '1'  "and  SB  A  shall  be 
committed  by  said  approval  to  issue  a 
license  if  the  terms  and  conditions  of  the 
approved  proposal  are  completed;".  As 
amended,  $107  102'Rm1i  reads  as 
follows ; 

S  107.102      Proposal. 

.  •  •  •  • 

1  g  >  After  consideration  of  a  Proposal 
SBA  shall  notify  the  Proponents,  either: 
( 1 1  That  the  Proponents  may  proceed 
with  all  action  necessary  to  qualify  the 
Proposed  Operator  for  execution  and 
submission  of  a  License  Application; 
which  action  shall  be  completed  and  a 
License  Application  submitted  by  the 
Proposed  Operator  within  90  days  from 
the  date  of  said  notice  from  SBA,  unless 
such  period  is  extended  by  SBA;  or 

2.  Deleting  paragraphs  '&<  and  <bi  of 
5  107.201  and  substituting  m  lieu  thereof 
the  following 
S   107.201       LM-fii".*  applimlion. 

(a>  A  License  Application  may  be  sub- 
mitted upon  SBA  Form  No.  415  '  by  the 
Proposed  Operator  only  after  issuance 
by  SBA  of  the  notice  referred  to  under 
5  107.102<g»  1 1  >  and  in  accordance  with 
instructions  issued  by  SBA.  including 
instructions  contained  in  such  notice. 
Such  License  Application  shall  be  sub- 
mitted within  90  days  after  issuance  of 
said  notice 

•  b»  Within  180  days  after  submission 
of  a  License  Application.  SBA  will  give 
due  regard,  among  other  things,  to  the 
need  for  financing  of  small  business  con- 
cerns in  the  area  in  which  the  Proposed 
Operator  intends  to  commence  business, 
the  general  character  of  the  proposed 
management  of  the  Proposed  Operator, 
and  the  number  of  existing  Licensees 
and  the  volume  of  their  operations,  and 
after  consideration  of  all  relevant  fac- 
tors, will  In  its  discretion  either  issue  a 
License  to  the  Proposed  Oj>erator  or 
notify  the  Proposed  Operator  that  after 
consideration  of  all  relevant  factors  the 
SBA  will  not  issue  a  License  to  the  Pro- 
posed Operator. 


3.    Deleting    S  107.202^a)    and  .^ 
tuting  in  lieu  thereof  the  foUov^T 

§  107.202      Pm^quinilnt  for  Imui 
Lirrasc. 

Prior  to  the  issuance  of  a  License.! 
Proposed   Operator   shall  have: 

<  a )  Executed  and  submitted  a  ij«t^,|- 
Application.   Including   such  tddttkoai 
information,  statements  and  renii^i^ 
tions  as  may  be  otherwise  required  bi 
SBA. 

Dated     February   13.  1962. 


I  K  R      I>i<- 


62    1800;     Piled. 
8  47  am  I 


John  E.  Houii, 
i4dmt?rijtrstor. 
Peb    «.  IN 


I  Amdt  4  ( Rev   1 1  | 

PART    108 — LOANS   TO   STAH  AMB 
LOCAL   DEVELOPMENT  COMPAMB 
Section  501   Loont 

The  Loans  to  State  and  Local  Devali^ 
ment  Companies  Regulation  (Reiliti 
1.  26  FR.  1822)  as  amended  (21  PJt 
3063,  26  FR.  8831  and  27  F.R.  7)2)  k 
hereby  further  amended  by: 

1.  Adding  a  new  paragraph  (i)  to 
5  108.501-1  as  follows; 

§108.501-1       Section  501  loans. 

•  •  •  •  • 

<i)  Disposal  of  obligations.  BBAm^, 
in  its  discretion  and  upon  such  itnmml 
conditions  and  for  such  considenMaaii 
shall  be  deemed  to  be  reaaonaUe.  wM, 
assign,  transfer  or  otherwise  dl98Mif 
the  note,  and  all  other  evldeDoe  «l  Mi 
or  security  held  in  connection  «MB  tte 
payment  of  any  loan  made  unte  lo- 
tion 501  of  the  Small  Business  Imt^ 
ment  Act  of  1958,  as  amended. 

The  foregoing  amendment  is  ei» 
live  upwn  publication  in  the  Pimm 
Register. 

Dated:  February  16,  1962. 

John  Hobhi, 
AdminiMtrtttr. 

|FR     D<>o     62-1812.     Filed,    Feb.    ai,   IMt 
8.48  ami 


Title  14-AERONAUTICS 
SPACE 


Copies  of  HBA  Forin  415  Liteiihe  Appli- 
cation, together  with  instrvtctlonB.  are  avail- 
able at  the  office  of  the  I>eputy  Administra- 
tor. Inveatment  EMvlslon.  Small  Business 
Administration.  811  Vermont  Avenue  NW  . 
Washington  35.  DC,  and  at  all  Regional 
Offices  of  the  Small  Business  Administration, 
the  addresses  of  which  offices  may  be  ob- 
tained from  the  office  of  the  Deputy  Admin- 
istrator, Investment  Division  Small  B\jRlne8fi 
.Administration,  811  Vermont  Avenue  NW  . 
Washington   25    D  C 


Chapter  III — Federal  Av>oti«fi 

SUBCMAPTEt   C — AUCKAFT   RfOUlATWMI 

I  ReK  Docket  No  771:  Amdt.  §•! 

PART  514— TECHNICAL  STANMJt 
ORDERS  FOR  AIRCRAH  MA» 
RIALS,  PARTS,  PROCESSES,  AW 
APPLIANCES 

Subpart  A — Generol 

Correction 

In  FR  Doc.  62-1080.  appeattot  ^ 
page  974  of  the  issue  for  Friday,  **► 
ary  2.  1962.  the  second  occurWBW  ^ 
the  word  "and"  in  5  514.2'a>  shOllli>» 
deleted. 


fLgftitig,  February  22,  1992 

nth  16— COMMERCIAL 
PRACTICES 

Q^^ftmf  I Federal  Trade  Commission 

(Docket  C-7] 

9ktl  13— PROHIBITED  TRADE 
^  PRACTICES 

The  Sample,  Inc. 

onboftrt^lnvoicing  products  falsely: 
itTnW  Invoicing  producU  faUav: 
1 11J108-48  Fur  Products  LabeUng  Act. 
Lii-rt-Neglecting,  unfairly  or  decep- 
Z^  to  make  material  disclosure: 
FiiiilS  Composition:  S  13.184&-30  Fur 
rHitets  Labeling  Act:  9  13.1852  Fomua 
\SZory  and  statutory  requiremenU: 
iSS^i  f^^  Products  Labeling  Act; 
lUiM  Manufacture  or  preparation: 
1 UJMMO  Fur  Products  LabeUng  Act; 
I191M0  Source  or  oHgin:  i  13.1900-40 
iSproiucU  Labeling  Act:  S  13.1900-40 
ZMt*er  or  seller;  §  13.190O-t0(b) 
Fkee. 

(tee  e.  S8  SUt.  721;  16  UJ3.C.  4«.  Interpret 
ITIddIv  mc.  6,  38  Stat.  719.  as  amended; 
^T«  8Ut.  179:  IB  UJ3.C.  4C.  OM)  [Ctmu 
a^  dMist  order.  The  Sample.  Inc.,  BtilTalo, 
H.T.,  Docket  C-7,  Oct.  23.  1961] 

In  the  Matter  of  The  Sample.  Inc.,  a 
Corporation 

OoDsent  order  requiring  Buffalo.  N.Y., 
foiten  to  cease  violating  the  Fur  Prod- 
vti  Labeling  Act  by  falling  to  disclose  on 
tm  iffoducts  labels  when  fur  was  dyed. 
tbiBUiufacturer  or  seller,  und  the  coun- 
ty of  origin  of  imported  furs;  failing  to 
ttfjtfm  in  newspaper  advertising  the 
jfffmtm  of  animals  producing  the  fur  in 
for  products,  or  when  fur  was  arUfi- 
etaOy  colored;  and  failing  In  other  re- 
fMts  to  comply  with  labeling  and  in- 
voldnc  requirements. 

me  order  to  cease  and  desist,  includ- 
lac  farther  order  requiring  report  of 
eom^lance  therewith.  Is  as  follows: 

It  is  ordered.  That  The  Sample.  Inc.. 
I  eorporation,  and  its  ofQcers.  and  re- 
VODdent's  representatives,  agents  and 
aplojreet,  directly  or  through  any  oor- 
ponte  or  other  device.  In  connection 
with  the  introduction  into  commerce,  or 
tbe  Mile,  advertising,  or  offering  for  sale 
In  oommerce,  or  the  transportation  or 
dlatrlbutlon  in  commerce  of  fur  products, 
or  in  eonnection  with  the  sale,  adver- 
tWng,  offering  for  sale,  transportation, 
«  distribution  of  fur  products  which  are 
made  In  whole  or  in  part  of  fur  which 
bM  been  shipped  and  received  in  com- 
■eree.  as  "commerce",  "fur"  and  "fur 
pnduet"  are  defined  in  the  Fur  Products 
lelifllrtg  Act.  do  forthwith  cease  and  de- 
Mfrom: 

1.  Misbranding  fur  products  by : 

A.  Palling  to  affix  labels  to  fur  prod- 
aets  showing  in  words  and  figures  plainly 
klOAe  all  the  information  required  to 
be  diacloeed  by  each  of,  the  subsections 
of  aaetion  4(2)  of  the  Fur  Products 
UbdlDg  Act. 

B.  Setting  forth  on  labels  affixed  to  fur 
Pradueti: 

1-  Information  required  under  section 
4(3)  of  the  Fur  Products  Labeling  Act 
ood  the  rules  and  regulations  promul- 
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gated  thereunder  mingled  with  non-re- 
quired information. 

2.  Information  required  under  section 
4(2)  of  the  Fur  Products  Labeling  Act 
and  the  rules  and  regulations  promul- 
gated thereunder  in  handwriting. 

C.  Affixing  to  fur  products  labels  that 
do  not  comply  with  the  minimum  size 
requirements  of  one  and  three-quarters 
Inches  by  two  and  three-quarter  inches. 

D.  Failing  to  set  forth  on  labels  all  the 
information  required  under  section  4(2) 
of  the  Fur  Products  Labeling  Act  and  the 
rules  and  regulations  promulgated  there- 
under on  one  side  of  such  labels. 

E.  Failing  to  set  forth  on  labels  the 
item  number  or  mark  assigned  to  a  fur 
product. 

2.  Falsely  or  deceptively  invoicing  fur 
products  by:  Failing  to  furnish  invoices 
to  purchasers  of  fur  products  showing 
in  words  and  figures  plainly  legible  all 
the  information  required  to  be  disclosed 
by  each  of  the  subsections  of  sections 
5(b)(1)  of  the  Fur  Products  Labeling 
Act. 

3.  Falsely  or  deceptively  advertising 
fur  products  through  the  use  of  any  ad- 
vertisement, representation,  public  an- 
nouncement or  notice  which  is  intended 
to  aid.  pranote  or  assist,  directly  or  in- 
directly, in  the  sale,  or  offering  for  sale 
of  fiu:  products,  and  which:  Fails  to 
disclose: 

A.  The  name  or  names  of  the  animal 
or  animals  producing  the  fur  or  furs 
contained  in  the  fur  product,  as  set  forth 
in  the  Fur  Products  Name  Guide  and  as 
prescribed  under  the  rules  and  regula- 
tions. 

B.  That  the  fur  product  contains  or  is 
composed  of  bleached,  dyed  or  other- 
wise artiflcally  colored  fur  when  such 
is  the  fact. 

It  is  further  ordered.  That  the  re- 
spondent herein  shall,  within  sixty  (60) 
days  after  service  upon  it  of  this  order, 
file  with  the  CoQimission  a  report  in 
writing  setting  forth  in  detail  the  man- 
ner and  form  in  which  it  has  complied 
with  this  order. 

Issued:  October  23,  1961. 

By  the  Commission. 

[SEALl  Joseph  W.  Shka, 

Secretary. 

IF.R.    Doc.    62-1785;    Filed,    Feb.    21,    1962; 
8:46  a.m.I 


(Docket  8310  CO.] 

PART  13— PROHIBITED  TRADE 
PRACTICES 

Colognes,  Inc.,  et  al. 

Subpart — ^Furnishing  means  and  in- 
strumentalities of  misrepresentation  or 
deception:  S  13.1055-50  Preticketing 
merchandise  misleadingly.  Subpart — 
Misbranding  or  mislabeling:  5 13.1280 
Price;  i  13.1325  Source  or  origin:  §  13. 
1325-60  Maker  or  seller.  Subpart— Mis- 
representing oneself  and  goods — 
Ooods:  S  13.1655  Identity;  [Misrepre- 
senting oneself  and  goods!— Prices: 
§  13.1805  Exaggerated  as  regular  and 
customary;  i  13.1810  Fictitious  marking. 
Subpart— Passing  off:  S  13.2105  Passing 
off  products  as  competitor's.    Subpart— 
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Simulating  another  or  product  thereof: 
fi  13.2220  Name,  containers  or  dre$$  of 
products. 

(Sec.  6. 38  Stet.  721;  15  UB.0. 46.  Interpret 
or  apply  sec.  5.  38  SUt.  719.  as  unended;  IS 
n.S.C.  46)  (Cease  and  desist  order.  Oo- 
lognee.  Inc.,  et  al.,  RockvlUe,  Md..  Dodcet 
8310,  Oct.  23. 1961] 

In  the  Matter  of  Colognes,  Inc.,  a  Cor- 
poration, ITHenri,  Inc.,  a  Corporation, 
and  Herman  I.  Porten  and  Henry  W. 
Porten.  IndtviduaUy  and  as  Officers  of 
Said  Corporatioris 

Consent  order  requiring  RodcvUle. 
Md.,  distributors  of  rebottled  colognes. 
toUet  waters,  and  perfumed  Q>niys,  to 
cease  enclosing  some  of  said  products  in 
cardboard  boxes  on  the  end  of  wtilcih 
was  printed  the  fictitious  price  of  flOiM 
repi-esented  thereby  as  the  usual  retail 
price;  and  to  cease  representing ^a^ 
that  their  said  products  were  perfumes 
through  offering  them  for  sale  In  the  one 
dram  botties  historically  used  In  the  sale 
of  perfumes  and  in  pasteboard  cartons 
bearing  brand  names  of  w^-known  per- 
fumes, for  the  price  of  one  dollar  per 
botUe. 

The  order  to  cease  and  desist  is  as 
follows: 

It  is  ordered.  That  respondents.  Col- 
ognes, Inc.,  and  D'Henri.  Inc.,  corpora- 
tions, and  their  ofOcers.  and  Herman  L 
Porten  and  Henry  W.  Porten,  Imflvldual- 
ly  and  as  officers  of  said  corporations, 
and  respondents'  representatives,  agents 
and  employees,  directly  or  through  any 
corporate  or  other  device,  in  omnectton 
with  the  offering  for  sale  or  sale  o*  col- 
ognes or  toilet  waters,  or  any  other 
product  in  commerce,  as  "cwnmerce"-  is 
defined  in  the  Federal  Trade  Commis- 
sion Act.  do  forthwith  cease  and  desist, 
directly  or  indirectly  from: 

1.  Representing  that  any  amount  is 
the  retail  price  of  a  product  in  a  trade 
area  or  areas,  when  such  price  is  in  ex- 
cess of  the  price  at  which  the  product 
has  been  usually  and  customarily  sold 
at  retail  in  the  trade  area  or  areas  where 
the  representation  is  made. 

2.  Representing  that  cologne  or  Collet 
water  is  perfume. 

3.  Offering  for  sale  or  selling  ^logne 
or  toilet  water  in  botttes  having  the  siae 
and  appearance  of  bottles  commonly 
used  for  perfume,  without  clearly  and 
conspicuously  stating  on  said  botttes  or 
in  immediate  connection  and  conjunc- 
tion therewith  that  such  products  are 
cologne  or  toilet  water. 

4.  Using  the  name  of  any  brand  of 
perfume  to  describe  cologne  or  toilet 
water,  without  clearly  and  con^ieuously 
stating  in  immediate  connection  and 
conjunction  therewltti  that  such  products 
are  cologne  or  toilet  water. 

5.  Furnishing  means  or  iiistrumentali- 
ties  to  others  by  and  througii  which  they 
may  mislead  the  public  as  to  any  of  the 
matters  and  things  prohibited  in  para- 
graphs 1  through  4  hereof. 

By  "Decision  of  the  Commisricm".  etc., 
report  of  compliance  was  required  as 
follows  :^ 

It  is  ordered.  That  respondents  herein 
shall,  within  sixty  (60)  days  after  servioe 
upon  them  of  this  order,  file  with  the 
Commission  a  report  in  writing,  setting 
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forth  in  detail  the  manner  and  form 
in  which  they  hare  complied  with  the 
order  to  cease  and  desist. 

Iteued:  October  17. 1961. 

By  the  Commission. 

[siALl  Joseph  W.  Shea. 

Secretary. 

|FJl.    Doc.    62   1784.    PUed,    Feb.    21.     1962 
8:45  a.m  I 


Title  17— COMMODfTf  AND 
SECURITIES  EXCHANGES 

Ckoptar  II — Securities  ond   Exchange 
Commission 

PAIT  200— ORGANIZATION;  CON- 
DUCT AND  ETHICS;  AND  INFOR- 
MATION AND  REQUESTS 

Discontinuonco  of  Free  Distribution  of 
the  News  Digest 

The  Securities  and  Exchange  Commis- 
sion will  discontinue  the  weekly,  free  di-s- 
tribution  of  its  "News  Digest"  after  the 
issue  of  February  28,  1962.  The  work  of 
printing  and  distributing  the  News  Di- 
gest" not  only  has  outgrown  the  Com- 
misslOQ's  limited  printing  facilities,  but 
has  seriously  Interfered  with  other  neces- 
sary printing  required  in  day-to-day  op- 
erations of  the  Commission.  Moreover, 
the  Congressional  Joint  Committee  on 
Printing  has  recommended  that  offset 
reproduction  operations  of  this  magni- 
tude should  be  performed  by  the  Govern- 
ment Printing  Office. 

The  "News  Digest '  will  continue  to  be 
printed  by  GJ*.0.  and  distributed  on  a 
dally  basis  by  the  Superintendent  of 
Docrunents.  at  an  annual  subscription 
price  o*  $15.00  for  regular  mail  copies, 
or  $31.80  for  airmail  copies.  Orders  or 
inquiries  should  be  addressed  to  the  Su- 
perintendent of  Documents.  Ck)vernment 
Printing  Office.  Washington  25,  DC 

Accordingly,  the  Commission  amends 
i  20040  of  Title  17  of  the  Code  of  Fed- 
eral Regulations  as  follows,  effective 
March  1.1962: 

I.  Appendix  A  of  8  200  80  is  amended 
by  the  deletion  of  paragraph  X  describ- 
ing the  News  Digest,  and  by  redesignat- 
ing the  remaining  paragraphs  as  para- 
graphs 1  to  17. 

n.  Appendix  C.  Statutes,  Rules  and 
Miscellaneous  Publications,  of  S  200  80 
la  amended  by  adding  a  paragraph  at 
the  end  thereof  to  read  as  follows: 

News  Digest.  A  <UUy  summary  of  orders 
daclsloiM.  mlc«  and  rule  proposals  Issued  by 
XtM  Commiaslon  under  the  various  laws  It 
administers,  togetlier  with  a  resume  of  fi- 
nancing propocals  contained  In  Securities 
Act  registration  statements  and  of  other 
Cbmmlsslon  announcements 

(Sec«.  19,  23,  48  Stat.  85.  901.  as  amended. 
sec.  20,  40  Stat  833.  S3  Stat  1173;  sees  38. 
211,  54  Stat.  841.  855;  15  USC  77s.  77s88. 
78w,  79t,  80ar-37.  iOb-l  1 ) 

Since  these  amendments  relate  only 
to  matters  of  agency  procedure  and 
practice,  the  Commission  deems  that  the 
public  notice  and  other  rule-making 
procedures  provided  in  section  4  of  the 


RULES  AND  REGULATIONS 

Administrative  Procedure  Act  (60  Stat. 
238;  5  use.  1003)   are  unnecessary. 

By  the  Commission. 

[SXALl  Orval  L    DitBois. 

Secretary. 

Febrttary  14,  1962. 

|PR      Doc      63-1798.     FUwl      Feb      L'l      1963; 
8  47  a  m  ] 

Title  19— CUSTOMS  DUTIES 

Chapter  I — Bureou   of   Customs, 
Department  of  the   Treasury 

[TD    555(591 

PART  8 — LIABILITY  FOR  DUTIES; 
ENTRY  OF  IMPORTED  MERCHAN- 
DISE 

Informal    Entries 

The  Customs  Regulations  nou  provide 
that  serially  numbered  informal  entries, 
customs  Forms  5119  and  5n9A  which 
are  prescribed  for  use  in  clearing  mer- 
chandise when  a  customs  cashier  or  act- 
ing cashier  is  not  available,  must  be  pre- 
pared by  a  customs  officer.  This  re- 
quirement has  been  found  to  be  unneces- 
sarily restrictive  and  a  cause  of  delay 
in  clearing  such  merchandise.  To  per- 
mit such  forms  to  be  prepared  by  the 
importer  or  his  agent  under  the  control 
of  a  customs  officer  when  the  forms  are 
for  immediate  use  in  making  an  infor- 
mal entry,  the  third  sentence  of  i  851 
lai  is  amended  to  read  as  follows: 
•  Where  there  is  no  customs  cashier  or 
acting  cashier  serially  numbered  forms 
must  be  used,  and  they  will  be  prepared 
by  a  customs  officer  unless  such  forms 
can  be  prepared  under  his  control  by  the 
importers  or  their  agents  for  immediate 
use  in  clearing  merchandLse  under  the 
informal  entry  procedure  " 

(R.S  161.  as  amended.  251.  sees  498iai  624, 
46  Stat  728.  as  amended  759.  5  USC  T2 
19  USC   66    14981  al  .  1624) 


flmfday, 


February  22,  1962 


FEDERAL  REGISTER 


the  Production  Control  Branck"  loi^i 
Chief   of   the   Records  A<^-•—  '  ^ 


seal!  Philip  Nichols.  Jr  . 

Commisstoner  of  Customa. 


Section.  Office  Serrices  Branch." 
amended  §  1500.1  (a)  (2)  and  (b) 

follows: 

§  l.'SOO.I       PII.V   rrrords. 

la'    •    •    • 

1 2)  The  responsibility  for 
u  ith  this  provision  is  vested  in  the  i 
of  the  Records  Administration 
Office  Services  Branch.  PernDs  teiite 
to  consult  such  records  should  apslr.k 
writing,  to  the  Chief  of  the  RecovdhAi> 
m^inistration  Section.  Office  BcnliB 
Branch,  Public  Housing  Admlnlflnttl^ 
Washington  25.  D.C.  Such  ar  "  " 
shall  identify  as  precisely  as 
official  records  which  the  appnent  _ 
.sires  to  consult,  and  shall  set  foittH^ 
facts  bearing  on  the  extent  to  Wldehtk 
applicant  Is  a  person  properly  tad  A> 

lectly   concerned   with   the   

volved.  The  Chief  oi  the 
Administration  Section,  OfBce 
Branch  shall  advise  the  aptdteuft  k 
writing  either  (i)  of  the  time  and  |Imi 
at  which  the  records  will  be  avallaMiti 
him:  or  (ii>  that  the  recordi  an  hi 
available  to  the  applicant,  in  which  «m» 
the  reasons  shall  be  briefly  staled. 

1  b  I  Definition  of  official  records.  Tit 
ttrm  •official  records'  as  used  In  ttk 
part  means  documents  which  eala^ 
the  official  acts  of  the  PHA  and  tt» 
documents  which  are  filed  with  U»  FIA 
pursuant  to  statute.  PHA  regulattom.* 
contract  with  the  PHA.  as 
by  the  Chief  of  the  Records 
tion  Section.  Office  Services  Brandt  A 
does  not  include  memoranda  and  iflMi 
reports  which  reflect  research  and) 
.SIS  preliminary  to  official  action  i 
are  otherwise  merely  part  of  the 
u round  upon  which  official  action  li 
predicated. 

Approved:  February  15.  19S2. 

Marix  C.  McOuni. 

Commissiomer. . 

\V  W     rX).      62   1786;    Piled.    Feb.    31.    IMk 
8  46  am] 


.Approved    February  14   1962 

J  AMIS  A.  Reed. 

Assistant   Secretary   of    the 
Treasury. 

]VH      D<H       62    1819.     Filed      Feb      21       l'.»62; 
8  48   a  m  I 

Title  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  III — Public  Housing  Adminis- 
tration, Housing  and  Home  Finance 
Agency 

PART  1500— GENERAL  PROCEDURAL 
PROVISIONS 

PHA   Records 

Chapter  III.  Public  Housing  Acini inis- 
tration.  is  amended  as  follows: 

Section  1500.1  (a>(2)  and  (b)  is 
amended  by  changing,  in  each  instance 
where  it  appears,  the  title     Director  of 


Title  39— POSTAL  SERUK 

Chapter  I — Post  Offke  DepartMMl 

PART  46— RURAL  SERVKE 

Speciflcatiofit  for  ContempefDiy 
Rural  Mailboxes 

The  regulations  of  the  Post  Ofiee  Dt- 
paitment  in  §  46.5  are  amended  >y  i» 
vising  subparagraph  (1)  of  paiM|fl|> 
'  a '  to  include  the  requirements  and  !■*- 
tations  covering  the  manufactUK  • 
rural  mailboxes  of  a  contemporary  dr* 
.smn.  As  so  amended,  subparagraph- <l) 
reads  a.s  follows: 

i;  16.3      Rural  boxes. 

ia»  Speci/icafions — <1>  Style -^ (t> 
Standard  Thefe  are  three  appnMW 
standard  sizes  of  mail  boxes  for  »■•• 
rural  routes.  Size  1  is  approxiniat«ly  » 
inches  lonpr,  6 ''2  inches  wide,  and  Vk 
inches  high.  Size  1-A  is  appniiliMWjT 
21  Inches  long.  8  inches  wide  and  It* 
inches  high,  with  a  letter  slot  in  the*' 
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Uil.*!?^.  and  drawings  whi<di  may,  chopUr  I— Federal   Communications 

Commission 


*^  Mmh?"'  M"l  drawings  wmen  may 
*  **'-~ii*"»-  guidance  in  the  manufacture 
JSSlard  rural  mail  *>o»es  may  be^- 
I!iSlh7  writing  to  the  Assistant  Post- 
IfSer  General.  Bureau  of  OperaUons. 

SSitigton  25.  DC.     

^flJcoatemporan/.    The  engineering, 
Jlifituring.  and  design  control  fea- 
^rf  contemporary  style  rural  mail- 
^Jonstat  of.  but  are  not  necessarily 
1  to  the  following: 
i«)  Materials.    Approved  metals  are 
jiinttin,   aluminized    steel,    stainless 
■Sand   galvanized    iron.     Drawmgs 
Zt^fT^  In  subdivision  (I)  of  this  sub- 
^^acnnb  may  be  used  for  guidance  in 
Jji^ufacture  of  contemporary  rural 


A)  Dimensions.  The  general  propor- 
tum  should  be  the  same  as  the  standard 
S  box  of  similar  size.  Inside  net 
iJJJii  shaU  not  be  less  than  inside 
Z^  of  standard  boxes.  Inside  height 
Mrfwklth  measurements  at  the  box  shall 
n?bB  less  than  the  comparable  models 
rf  Mnroyed  boxes.  Height  and  width 
^Movnents  may  be  Interchanged. 
STtanplates  of  the  hiside  cross  sec- 
ttmof  standard  rural  boxes  and  pro- 
gned  boxes  should  be  used  to  accurately 
eoamie  the  relative  holding  capacities. 

(J^rtnishes.  AU  colors  and  color 
eonUnations  must  be  approved  in  ad- 
y^ot.  Color  chips  must  accompany 
ig«pu  boxes,  together  with  detailed  to- 
fgmation  on  the  system  used  for  paint- 

(d)  IForfcmansTiip.  Standards  for 
iiQikinanship  shown  on  the  drawings 
■■t  be  equaled  or  exceeded. 

«)  Miscellaneous.  Means  for  fasten- 
m  eontonporary  boxes  to  a  board  for 
horlKKital  mounting  on  top  of  a  box  post 
dttU  be  by  direct  screw  fastening  to 
^  edges  of  the  board  through  holes 
provided  in  exterior  of  box  at  sides  and 
tack.  Where  the  design  features  of  the 
tattom  of  the  box  do  not  permit  the 
imnting  board  to  fit  snugly  on  all  four 
ddes,  metal  flanges  must  be  perman- 
eoUy  affixed  to  the  box.  against  which 
the  side  edges  of  the  motmting  board 
an  shut.  The  red  signal  flag  must  be 
portioned  as  near  the  front  of  the  box 
tt  possible  as  a  convenience  to  the  car- 
rier. Door  handle,  and  comers  of  the 
hlDge  plate  where  it  is  fastened  to  the 
door,  must  be  free  of  sharp  burrs.  Where 
s  qirlng  door  catch  is  used,  it  must  be 
ikxlble  and  must  provide  a  imif orm  door 
openlxig  and  closing  operation.  Use  of 
ORMunental  trim  shall  be  subject  to  De- 
pirtmental  approval.  Provision  for  op- 
tloiud  use  of  a  padlock  shall  be  made. 
Where  the  actual  holes  to  accommodate 
8  kwk  are  not  pre-drilled.  a  tonplate 
iod  Instruction  sheet  must  be  furnished 
with  each  box.  Prototype  models  of 
bases  submitted  for  approval  should  be 
eeeompanled  by  manufacturer's  detailed 
dnvlngs  and  material  specifications. 

(K3.  161,  u  amended;  5  UJS.C.  23.  39  UJS.C. 
NH.  6006,  6000) 

Louis  J.  DOTLX. 

General  Counsel. 

[f&.  Doc.    63-1818;    Filed.    Feb,   21.    1962; 
8:48  ajn.] 


[Docket  No.  14186;  FCC  62-198] 

PART  1— PRACTICE  AND  PROCEDURE 

Processing  off  FM  and  Noncommercial 
Educational  FM  Broadcast  Applica- 
tions 

In  the  matter  of  revision  of  FM  broad- 
cast rules,  particularly  as  to  allocation 
and  technical  standards.  Docket  No. 
14185;  Petition  of  FM  Unlimited.  Inc., 
RM-94,  for  changes  in  FM  station  as- 
signment rules. 

At  a  session  of  the  Federal  Commu- 
nications Commission  held  at  its  offices 
In  Washington,  D.C,  on  the  14th  day  of 
February,  1962; 

The  Commission  having  under  con- 
sideration the  proceedings  in»the  above- 
captioned matter;  and 

It  appearing,  that,  on  December  6. 
1961,  the  Commission  adopted  an  Order 
(PCC  61-1447)  establishhig  interim  pro- 
cediuree  for  processing  applications  for 
FM  broadcast  facilities;  that,  on  De- 
cember 26.  1961,  the  Association  of  Fed- 
eral Communications  Consulting  En- 
gineers (the  Association)  submitted  a 
request  seeking  to  expand  the  F(50.50) 
curves  issued  for  use  with  the  Interim 
procedures;  and  that  the  Commission 
deans  it  VK>ropriate  to  enlarge  and  clar- 
ify Its  interim  procedures  in  other  re- 
spects; and 

It  fiuiiier  appearing,  that  the  Asso- 
ciation asks  that  the  F(50.50)  curves  be 
expanded  to  permit  applicants  to  make 
a  more  accurate  determination  of 
interference  on  the  second  and  third 
adjacent  channels  for  distances  less  than 
five  miles  from  the  transmitter  site,  al- 
leging that  such  information  would  be 
most  useful  in  preparing  and  evaluating 
FM  proposals  during  the  time  the  interim 
procedures  are  in  effect ;  and 

It  further  appearing,  that  the  Com- 
mission is  favorably  disposed  to  grant 
this  request,  since  it  will  assist  interested 
persons  in  the  preparation  of  such  appli- 
cations, but  believes  the  objective  of  the 
Association  can  be  accomplished  by  uti- 
lization of  the  F(50,90)  curves  for  Tele- 
vision Channels  2-6,  previously  issued  as 
part  of  the  further  notice  of  proposed 
rule  making  of  July  1.  1960.  in  Docket 
No.  13340  <FCC  60-766).  because  the 
values  obtained  from  the  F(50,90)  curves 
for  distances  below  five  miles  are.  for 
all  practical  purposes,  the  same  as  would 
be  obtained  from  expanded  F(50.50) 
curves;  and  that,  for  these  reasons,  the 
request  of  the  Association  is  being 
granted  to  the  extend  indicated  above; 
and 

It  further  appearing,  that,  in  adopting 
the  interim  procedures,  it  was  decided 
to  process  only  such  applications  as  in- 
volved no  interference  with  any  existing 
or  proposed  station;  that  the  Commis- 
sion has  now  determined,  on  its  own  mo- 
tion, that  it  will  be  feasible  to  relax  this 
restriction  to  a  limited  degree  to  permit 
consideration  of  applications  involving 
mutually  prohibitive  interference;  and 
that  adoption  of  a  procedure,  modi^ed 
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in  this  respect,  would  not  prejudice  the 
Commission  in  reaching  a  final  deter- 
mination in  this  matter;  and 

It  further  appearing,  that,  imder  the 
modified  procedure,  only  appUcatlona 
clearly  involving  mutually  prohibitive 
interference  would  be  designated  for 
hearing;  that  mutually  prohibitive  in- 
terference between  the  applications  is 
the  oiUy  Interference  involved;  and  that 
all  of  the  appUcations  so  in  conflict  meet 
the  interim  criteria  in  all  other  reqjiects; 
and 

It  further  appearing,  that.  In  addition . 
to  the  foregoing,  the  modified  procedure 
would  be  applied  only  where  it  is  appar- 
ent that  interference  conflicts  between 
the  applications  are  such  that  a  hearing 
will  be  necessary  in  any  event,  reganDea* 
of  what  rules  or  technical  standards  may 
be  adopted  by  the  Commission  in  this 
proceeding;     that     (unlike     situations 
where  mutual  interference  is  lees  than 
prohibitive  and  it  may  be  possible  to 
grant  several  applications  so  \fi  eonfllet, 
either  prior  to  or  after  hearing  under  the 
new  rules,  notwithstanding  mutual  In- 
terference caused  and  received  between 
such  proposals)  the  ends  of  Justice  will 
be  promoted  by  permitting  at  this  time 
the   limited  class  of   applications  de- 
scribed herein  to  proceed  to  hearing. 
subject  to  such  rules  as  the  Commiaskm 
may  adopt  at  the  close  of  this  proceed- 
ing; and  that,  to  accomplish  these  pur- 
poses, the  Interim  procedures  ase  being 
modified  herein  in  accordance  with  these 
considerations;  and 

It  further  appearing,  that  the  amend- 
ment to  the  interim  procedure  4et  forth 
in  the  appendix  hereto  relates  to  prac- 
tice and  procedure  before  tbie  Commis- 
sion and.  therefore,  proposed  rule  mak- 
ing in  accordance  with  the  provisions  of 
section  4  of  the  Administrative  Proce- 
dure Act  is  not  required;  and 

It  further  appearing,  that  authority 
for  adoption  of  the  subject  amendmoit 
is  contained  in  section  4(1)  and  303  (r) 
of  the  Communications  Act  of  1934.  as 
amended,  and  S  116  of  the  Commission 
rules. 

It  is  ordered.  That,  effective  Febru- 
ary 14,  1962,  S  1.356  of  the  Commission 
rules  is  amended  as  set  forth  below. 

(Sec.  4.  48  Stat.  1066,  as  amended;  47  T7B.C. 
154.  Interprets  or  applies  sec.  308,  48  Stat. 
1082,  as  amended:  47  U.S.C.  803) 

Released:  February  16,  1962. 


[seal] 


Federal  Communications 

Commission, 
Ben  P..WAPLE, 

Acting  Secretary. 


The  note  to  §  1.356  is  amended  by  re- 
vising paragraph  (a)(1)  and  by  adding 
a  new  provision;  as  amended,  para- 
grai*s  (a)(1),  (d).  (e),  and  (f)  of  the 
note  read: 

§  1.356  Processing  of  FM  and  noncom- 
mercial educational  Flf  broadcast 
applications. 

•  ••••' 

NOTi::    •   •   • 

(a)    •   •   •  ' , 

(1)  The  station,  operating  as  proposed. 
win  not  receive  Interference  Irom  any  ezlct- 
Ing  or  proposed  station  within  its  pradlctad 
1  mv/m  (60  db/u)  contour  and  will  not 
cause   Interference  to  any  existing  or  pro- 
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•tatkMi  vlthln  the  existing  or  proposed 
1  BiT/m  (60  db/u)  contour:  Pro- 
vULtd,  hofwever,  Tbe  Coouniaalon  may  deslg- 
BAto  KpfO^aMiaDm  for  hMtfUkg  wliieh  Involve 
mtttOAlly  prolilbltlve  Interference  but  other- 
wlaa  comply  with  the  Interim  criteria.  (For 
example,  appllcatlonx  for  the  same  channel 
In  the  same  community,  specifying  power  and 
antenna  height  pomltted  by  the  interim 
criteria,  may  be  designated  for  hearing;  but 
appllcstloiu  for  the  lame  channel  in  the  same 
coauBUnlty  wUl  be  returned  where  any  one 
of  the  applications  involves  a  slight  degree 
of  interference  with  another  proposal  or  any 
Interference  with  an  existing  stations.) 


(d)  For  field  strength  distances  below  Ave 
miles,  use  shall  be  made  of  the  F( 50,90) 
currss  for  Television  Channels  3-4.  dated 
Jus*  30,  IMO.  act  forth  in  the  Further  Notice 
of  Proposed  Rule  Making  of  July  1.  1960.  in 
ZKxket  No.  1S340  (FCC  60-766) . 

(e)  The  ratio  of  desired  to  undeslred  sig- 
nals set  out  In  paragraph  (b)  of  S  3.313  of  this 
ch^ter  shall  be  used  In  determining  Inter- 
ference. Howerer.  the  desired  and  undeslred 
slgBals  shall  be  taken  from  the  F(  50.50)  and 
F(S040)  crfrves  in  sccordance  with  the  pro- 
visions of  paragraph  (c)  of  this  note. 

(f)  The  interim  criteria  and  procedures 
proTlded  In  this  note  shall  not  apply  to  con- 
struction permits  or  other  FM  broadcast 
station  authorizations  heretofore  issued  by 
the  Commission  or  to  applications  for  non- 
commercial education  FM  broadcast  stations : 
Prmided,  however.  In  determining  service 
and  interference  for  such  educational  facil- 
ities, the  provisions  of  paragraph  ic)  of  this 
note  shall  apply. 

IF.R.    Doc.    62-1849;     Filed.    Feb     21.    1962: 
8:52  a.m.] 


[Docket  No.  14227:  FCC  62-a|00| 

FAIT  2— FIEQUENCY  ALIC^CATIONS 
AND  RADIO  TREATY  MAHERS; 
GENERAL  RULES  AND  REGULA- 
TIONS 

PART  4— EXPERIMENTAL,  AUXILIARY, 
AND  SPEGAL  BROADCAST  SERV- 
ICES 

In  the  matter  of  amendment  of  Parts 
2  and  4  of  the  Commission  rules  to  com- 
bine AM.  FM.  and  TV  (aural)  STL  sind 
Intercity  relay  stations  into  single  cate- 
gories and  permit  multiplex  operation  to 
provide  program  circuits  for  more  than 
one  class  of  broadcast  station  operated 
by  the  same  licensee. 

1.  On  July  26.  1961.  the  Commission 
adopted  a  notice  of  rule  making  <FCC 
61-987)  proposing  to  amend  its  broad- 
cast aoxlliary  rules  to  combine  all  aural 
STL  stations  (AM,  FM  Ie  TV)  into  a 
single  category  called  aural  broadcast 
STL  stations  and  to  permit  a  single  STL 
staticm  to  transmit  more  than  one  aural 
channel  by  means  of  multiplexing,  to 
serve  any  or  all  of  the  classes  of  broad- 
cast stations  operated  by  a  single  licensee 
where  the  STL  circuit  runs  between  a 
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common  studio  location  and  a  conunon 
transmitter  site.  It  was  also  proposed 
to  permit  the  multiplexing  of  one  or 
more  aural  channels  on  TV  visual  STL 
stations  for  the  same  purpose.  Addi- 
tional provisions  dealt  with  the  trans- 
mission of  cues,  orders,  telemetry  signals 
and  other  operational  communications 
over  both  STL  and  intercity  relay  sys- 
tems. Companion  changes  relating  to 
control  of  the  transmitter,  bandwidths, 
equipment  changes,  and  station  identifi- 
cation were  also  included. 

2.  Comments  were  filed  by  the  Na- 
tional Association  of  Broadcasters 
(NAB) .  Frontier  Broadcasting  Company, 
Travelers  Broadcasting  Service  Corpora- 
tion, Radio  Service  Corporation  of  Utah 
iKSL).  and  American  Broadcasting 
Company  (ABC).  All  of  the  comments 
supported  the  proposed  amendments  in 
general,  but  some  requested  either  clari- 
fication or  extension,  as  discussed  below. 

3.  NAB  endorsed  the  principle  of  the 
pioposal  which  would  conserve  sp>ectrum 
space  and  reduce  costs  of  operation,  but 
suggested  that  this  would  apply  likewise 
to  intercity  relay  systems.  It  requested 
that  the  language  in  S  4  631(0  be 
amended  to  make  clear  that  a  licensee 
could  employ  a  single  intercity  relay 
sjrstem  to  provide  more  than  one  pro- 
gram circuit  from  one  city  to  another 
city  in  which  it  operated  more  than  one 
class  of  broadcasting  station.  Frontier 
also  made  this  suggestion  and  further 
requested  that  the  rules  be  made  flexible 
enough  so  that  it  could  terminate  the 
television  intercity  relay  system  at  the 
television  transmitter  site  and  then  se- 
cure an  additional  circuit  from  the  TV 
site  to  its  AM  broadcast  station  site 
serving  the  same  city,  either  from  a  com- 
mon carrier  or  by  means  of  its  own  pri- 
vately operated  aural  STL  circuit. 
Travelers  read  into  the  prx)[>osal  a  mean- 
ins  that  would  permit  television  intercity 
relay  systems  to  carry  aural  programs 
destined  for  AM  and  FM  stations  oper- 
ated by  the  licensees  of  TV  stations  and 
serving  the  same  community  and.  with 
this  understanding,  endorsed  the  entire 
proposal.  KSL  proposed  that  the  provi- 
sions of  the  rules  be  expanded  to  permit 
television  intercity  relay  stations  to  carry 
aural  programs  to  a  network  of  AM  sta- 
tions in  Idaho  and  Montana  operated  by 
various  licensees.  ABC.  in  reply  com- 
ments, supported  the  proposal  of  KSL 
and  endorsed  the  recommendations  of 
the  NAB  and  others. 

4.  The  basic  purpose  of  the  proposed 
amendment  was  to  improve  the  efficiency 
of  frequency  usage  of  the  broadcast  aux- 
iliary services  by  permitting  several 
program  circuits  to  be  transmitted  over 
a  single  radio  frequency  channel.  Such 
a  provision  would  also  reduce  the  coat  to 
individual  broadcasters  of  program  re- 
lajring  equipment.  Thus  a  licensee 
operating  an  AM,  FM,  and  TV  station  at 
a  common  transmitter  site  suid  produc- 
ing programs  at  a  common  studio  loca- 


tion could  use  a  single  radio 
chaimel    to    deliver   different 

■material  to  each  station  Bimt  . 

Similarly,  a  licensee  utiUdnt  % 
frequency  channel  to  bring  in 
material  from  another  station  \n\ 
city  could  add  program  circuita  to  i 
more  than  one  class  of  bro  _ 
tion.  Such  use  would  be  conslit^t  «l^ 
the  basic  allocation  of  these  freqHa^ 
for  private  program  relay  eiHiqS7«5 
we  have  no  difficulty  in  MfTtteg  th* 
original  proposal  to  Include  both  VtL 
circuits  and  intercity  relay  dremti,  Uk 
relay  system  and  rebroadcast  itatla  » 
stations  using  the  system  must  beaM» 
common  ownership,  but  the  UeenriH  m 
STL  or  intercity  relay  sy8tam.jDr  h. 
dividual  stations  within  su^  STltOM,  ti 
more  than  one  broadcast  licensee  to  ihI 
prohibited.      Other    broadcast 

may     simultaneously     utilize  

material  delivered  over  such  systcauvM) 
permission  of  the  licensee  or  " 

5.  Authority     for     the 
adopted  herein  is  ccmtained  in 
4ii>   and  303  (b)  and  (e>  of  tlM 
munications  Act  of  1934.  as 

6.  Accordingly,  it  is  /tereby 
That  effective  March  26,  1913,  Firti  | 
and  4  of  the  Commission's  niks  at 
amended  as  set  forth  below. 

(Sec  4,  48  Stat.  1066,  as  amended;  47  USjC. 
154  Interprets  or  applies  see.  908,  4t  g|it, 
1082.  as  amended:  47  U.S.C.  SOS) 

Adopted:  February  14.  1962. 

Released:  February  19.  1962. 

Federal  CoMMuncanon 

cobocission, 
Bin  p.  Wapls. 

Acting  SecreUn. 


,  February  22,  1962 

f^tB  of  Frequency  AOocations. 


FEDERAL  REGISTER 


seal] 


Parts  2  and  4  of  the 
are  amended  in  the  following : 

1    Section  2.1  is  amended  bf 
the  definitions  "FM  broadcast  fflL 
tion  ■  and  "FM  intercity  relay 
and  inserting  the  following 
tions    in    the    appropriate   alphabedol 
order: 

§  2. 1       Dfliiiitionii. 

•  •  •  •  • 

Aural  broadcast  STL  station.  A 
station  utilizing  telephony  for  the 
mission  of  aural  program  material  ba> 
tween  a  studio  and  the  transmitter  si 
a  broadcasting  station  other  than  m 
international  broadcasting  stfttkm,  fv 
simultaneous  or  delayed  broadcasl 

Aural    broadcast   intercitg 
tion.    A  fixed  station  utilising 
for  the  transmission  of  aural 
material  between  broadcasting 
other   than   international 
stations,    for    simultaneous   or 
broadcast. 

2.  In  i  2  106.  the  Uble  of 
allocations  is  amended  by  changtin  ths 
entries  in  Column  9  for  the  band  MS-M 
Mc/s  and  footnote  NO  9  is  amoaded  to 
read  as  follows: 


HMOS 


(Si 
(N( 


Fixed  (NOiO). 


<^2^ 


Aural  brosdcsst 
STL. 

IntemstionsI 
sereosutlcsl 
fixed  (Alaska. 
Hawsll  sad 
U.S.  pooaet- 
sloot  only). 

IntematiOBSl 
Used  public 
(Alaska, 
HswaU  and 
U.8.  posaes- 
slms  only). 


i» 


Nature  of  |gt,^y,^ 


11 


K'no'Aural  bfWMlcast  ln»Brcity  relay  sUtfcma  may  be  anttwrlaed  to  uaa  tbe  band 
^^  M^  on  ATwndJtlDothst  harmful  Intwfarwee  wUl  aet  be  caavtd  to  other  daaaat 
}?;!So^^^*^^*o^S^Swiiit  tbe  TabU  of  Frequsoey  AUocaUona. 


1  Dm  title  of  Subpart  B  of  Part  4, 
.  Agggti  to  read  as  foUovs: 

y^foH  E Aural  Broadcast  STL  and 

^^Ifilsrcify  Rslay  Stations 

i  Secthm  4.501  is  amended  to  read  as 


1 4Jtl     Qasaes  of  stations. 

(a)  Aval  broadcast  STL  station,  A 
tad  station  utilizing  telephony  for  the 
♦TMifntsidnn  of  aural  program  material 
litf«en  a  studio  and  the  transmitter 
4 1  madeasting  station  other  than  an 
gtffnftM<mai  broadcasting  statkm.  for 
^iltliMiimn  or  delayed  broadcast. 

(b)  Aural  broadcast  inttrcttv  r^y 
Hitioa.  A  fixed  sUtion  uUlhdng  teleph- 
■V  to  the  trananisslon  of  aural  pro- 
p^  material  between  broadeastiDg 
diMom  other  than  IntematloaAl  brood- 
adtaw  stations,  for  simultaneous  w  de- 
livsd  broadcast. 

8.  Section  4.502  is  amended  to  read  as 
Mton: 

|4Jttl     Frequency  assignment. 

(a)  An  aural  broadcast  STL  or  inter- 
dl7  rday  station  may  be  assigned  one 
of  the  following  frequencies: 


Me/t 

Mc/i 

Mo/a 

VlcIS 

mu 

»4ft.O 

947.6 

0M.0 

MM 

»46.6 

948.0 

960.5 

MM 

940.0 

948.5 

951.0 

NU 

»46.5 

949.0 

951.8 

NU 

947.0 

949.8 

(b)  Tha  use  of  the  frequencies  Usted 
tsptngraph  (a)  of  this  section  by  aural 
Imdcast  Intercity  relay  stations,  is  sub- 
)Kt  to  the  condiUon  that  no  harmful 
tatoference  Is  caused  to  other  classes 
of  itattoDS  operating  in  accordance  with 
tte  Tkble  of  Frequency  Allocations  con- 
tused In  S  2.106  of  this  chapter. 

(e)  Any  aural  broadcast  STL  or  inter- 
city relay  station  for  which  there  was 
nMaodlng  a  valid  construction  permit 
«r  Beense  on  April  16,  1958,  specifying 
Vntion  on  any  frequency  between  890 
Ik/i  and  942  Mc/s,  may  continue  to  be 
on  such  frequencies  for  the 
of  the  term  specified  In  such 
and  may  upon  appropriate 

^  therefor,  be  granted  a  re- 

I  if  ioch  license,  subjeet  to  the  con- 


ditkm  that  ik>  harmful  interference  shall 
be  CMMed  to  the  radioloeation  service 
opentttng  in  the  band  89a-«43  Mc/s  and 
subject  to  the  ftirther  otmdition  that  the 
Uoensee  must  Mcept  any  Interference 
whldi  may  be  caused  by  the  operation  of 
radioloeation  stations  in  the  bond  890- 
943  Mc/s  and  industrial,  scientific,  and 
medlfal  (ISM)  equipment  In  the  band 
88»-040Me/s. 

6.  Section  4.531  is  amended  to  read  as 
follows: 

g  4.531      Permissible  service. 

(a)  An  ooral  broadcast  STL  station 
is  authorised  to  transmit  aural  program 
material  between  the  studio  and  trans- 
mitter location  of  a  broadcasting  station, 
except  an  international  broadcasting 
station,  for  simultaneous  or  delayed 
broadcast. 

(b)  An  aural  broadcast  intercity  relay 
station  is  authorized  to  transmit  aural 
program  material  between  broadcasting 
stations  exMVi  international  broadcast- 
ing skattoiMt  for  simultaneous  or  delayed 
Inroadeast. 

(c)  Multiplexing  of  the  STL  or  inter- 
eity  r^oy  transoaitter  may  be  employed 
to  pKOvido  oddltianal  communication 
yh^wTMiia  far  tbe  transmission  cl  aural 
procram  material,  operational  commimi- 
catiocM.  or  iMterlal  authoriaed  to  be 
transmitted  Ofer  an  m  broadcast 
station  UBdcr  a  valid  Subsidiary  Com- 
munieatlona  Authorisation  (SCA).  An 
aural  broadcast  STL  or  intercity  rday 
station  may  not,  however,  be  operated 
solely  for  tbe  trananission  o<  operational 
or  subsidiary  commtmicotioBa.  Opera- 
tionsJ  coumunieations  iaelwte  cues, 
orders,  and  other  communications 
directly  rdated  to  the  operation  of  the 
broadcast  station  as  weU  as  special  sig- 
nals used  for  telemetry  or  the  control 
of  apparatng  used  in  conjtmction  with 
the  broodcaatiac  operation. 

(d)  All  program  material,  including 
suboUttary  eommunications.  transmitted 
over  an  aural  broadcast  STL  or  inter- 
city rday  station  shall  be  intended  for 
use  by  broadcast  stations  owned  or  under 
common  control  <rf  the  licensee  or 
lieoisees  <rf  the  STL  or  intercity  relay 
station.    Other  broadcast  stations  may 
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simultaneously  ntiliise  such  program  ma- 
terial with  permission  of  the  STIi  or 
intercity  relay  station  licensee. 

(e)  In  any  case  where  mnltlpleadng 
is  employed  on  an  atml  broadcast  STL 
station  for  the  stmultaneoos  transmis- 
sion of  more  ttian  one  anr^  duumel. 
the  STL  transmitter  must  be  arable  of 
transmitting  the  multiple  channels  with- 
in the  channel  on  which  the  STL  station 
is  authorized  to  operate  and  with  ade- 
quate technical  quaUty  so  that  each 
broadcast  station  utilizing  the  dxeutt 
can  meet  the  technical  performance 
standards  stipulated  in  the  rules  govem- 
ing  that  class  of  broadcasting  station. 
If  multiplex  operation  is  employed  during 
the  regiilar  operation  of  the  STL  station, 
the  additional  circuits  shall  be  In  opera- 
tion at  the  time  that  the  required  peri- 
odic performeoice  measurements  ore 
made  of  the  overall  broadcasting  sgrstem 
from  the  studio  microphone  inpvt  cir- 
cuit to  the  broadcast  transmitter  output  ~ 
circuit. 

7.  Section  4.532  is  amended  to  read 
as  follows: 

§  4.532     LieeMing  le^aireaKaas. 

(a)  An  aural  broadcast  STL  or  Inter- 
city relay  station  will  be  licensed  only 
to  the  licensee  or  licensees  of  broadeast- 
ing  stations  other  than  an  tntexnational 
broadcasting  station  and  for  use  witli 
broadcast  stations  owned  entirely  by.  or 
under  common  control  of  the  licensee  or 
licensees. 

(b)  More  than  one  aural  broadcast 
STL  or  intercity  relay  station  may  be 
licensed  to  a  single  Bcensce  tipon  a  satis- 
factory showing  that  the  addittong  sta- 
tions  are  needed  to  provide  different 
program  circuits  to  more  ttian  one  broad- 
cast station,  to  provide  program  ctreoiti 
from  other  studios,  or  to  provide  one 
or  more  intermediate  relay  stations  oyer 
a  path  \dilch  cannot  be  covered  with  a 
single  station  due  tp  terrain  or  dtstaaoe. 

(c)  If  more  than  one  broadcast  sta- 
tion or  class  of  broadcast  station  is 
proposed  to  be  served  by  a  singte  STIj 
or  intercity  relay  station,  tills  Informa- 
tion shall  be  clearly  set  forth  In  toe  ap- 
plication for  eonstmetian  pcitiift  or 
license. 

(d)  Each  aural  broadeoat  STL  or 
intercity  rdoy  station  win  be  Uccnaed  at 
a  specified  transmitter  location  to  com- 
municate with  a  specified  receiving  loca- 
tion and  the  direction  of  the  main 
radiation  lobe  of  the  transmittlhg  anten- 
na win  be  one  of  the  terms  of  the  Ilcoise. 

8.  Section  4.533(b)  is  amended  to  read 
as  follows: 

§  4.533     Remote  cwrCrol  aad  anattended 
•peration. 

•  •  •  •  • 

(b)  In  cases  where  intermediate  rday 
stations  are  employed  in  aural  broadcart 
STL  or  intercity  relay  sjrstems.  auch 
intermediate  relay  staticms  may  be 
operated  unattended  if  the  following 
requirements  are  me*: 

(1)  The  transmitter  shall  be  equipped 
with  automatic  circuits  that  win  cause 
it  to  cease  radiating  at  thnes  when  no 
signal  is  being  received  flrom  the  station 
which  it  is  relaying. 


i 
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(2)  The  tranamitter  shall  be  provided 
with  Adequate  saferuards  to  prevent  Im- 
proper operation  of  the  equii»nent. 

(3)  The  transmitter  installation  shall 
be  adequately  protected  against  tamper- 
ing by  unauthorized  persons. 

(4)  Whenever  an  intermediate  relay 
station  is  In  operation,  appropriate  ob- 
servations shall  be  made  at  the  receiving 
end  of  the  STL  or  intercity  relay  circuits 
at  intervals  not  exceeding  one  hour  by 
a  person  holding  a  valid  first  or  second 
class  radiotelephone  operator  license. 
who  shall  take  tmmedate  stepe  to  correct 
any  condition  of  improper  operation  that 
may  be  observed. 

(5)  It  shall  be  the  responsibility  of 
the  licensee  to  ins\ire  that  any  repairs 
or  adjustments  that  may  be  necessary 
are  made  by  a  person  technically  quali- 
fied to  do  so. 

9.  Section  4.535  is  amended  to  read  a.s 
follows: 

§  4.53S      EmiMion  and  bandwidth. 

(a)  Aural  broadcast  STL  and  inter- 
city relay  stations  normally  will  be  au- 
thorized to  employ  frequency  modulation 
only.  The  ih#'»<«^'""  frequency  excur- 
sion of  the  carrier  resvilting  from  modu- 
lation, shall  not  exceed  200  kC/S  above 
or  below  the  assigned  frequency. 

(b)  If  multiplexing  by  means  of  one 
or  more  suh-carriers  is  employed,  the 
m^^itwnnn  sub-canier  frequency  used 
shall  be  such  that  2M-f2D  does  not 
exceed  500  kc/s.  where  M  is  the  maxi- 
mum modulating  frequency  in  cycles  per 
second  and  2D  eqxials  the  total  carrier 
frequency  excursion  as  the  result  of 
modxilatlon.  expressed  in  cycles  per 
second. 

(c)  The  channels  assigned  to  aural 
broadcast  STL  and  intercity  relay  sta- 
Uooa  are  500  ke/s  in  width,  the  assigned 
frequency  being  at  the  center  of  the 
channel.  Emissions  appearing  outside 
the  assigned  chaimel  shall  be  attenuated 
as  follows: 

(1)  Any  emission  appearing  on  a  fre- 
quency removed  fmn  the  assigned  fre- 
quency by  between  250  and  500  kc/s 
shall  be  attenuated  at  least  25  deci- 
bels below  the  level  of  the  unmodulated 
carrier.  CXxnpUance  with  this  spec- 
ification will  be  deemed  to  show  the  oc- 
cupied bandwidth  to  be  500  kc/s  or  less. 

(2)  Any  emission  appearing  on  a  fre- 
quency removed  from  the  assigned  fre- 
quency by  more  than  500  ke/s  and  up  to 
and  including  750  kc/s  shall  be  atten- 
iiated  at  least  35  decibels  below  the  level 
of  the  unmodulated  carrier. 

(3)  Any  emission  appearing  on  a  fre- 
quency removed  from  the  assigned  fre- 
quency by  more  than  750  kc/s  shall  be 
attenuated  at  least  43+10  log,..  (Power, 
in  watts)  decibels  below  the  level  of  the 
unmodulated  carrier. 

10.  Section  4.551  is  amended  to  read 
as  follows: 

§  4.551      Equipmrnt  rhanftrit. 

(a)  Prior  Commission  approval,  upon 
i^nm^rlate  application  (PCC  Form  313) 
therefor,  is  required  for  any  of  the  fol- 
lowing changes : 
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•  1 )  A  change  In  the  transmitter  as  a 
whole  (except  replacement  with  an  Iden- 
tical transmitter  > .  or  a  change  In  power 
output. 

( 2 )   A  change  of  frequency  assigiunent. 

1 3)  A  change  in  the  location  of  the 
STL  transmitter  (except  relocation  of 
the  equipment  within  the  same  building  > 

(4)  Any  change  in  the  antenna  system 
which  will  Increase  the  height  of  the 
antenna  above  the  natural  formation 
or  man-made  structure  upon  which  It 
is  mounted,  by  more  than  20  feet  or  will 
result  in  an  overall  height  above  ground 
of  more  than  170  feet  (except  where  the 
antenna  is  mounted  below  the  top  of  an 
existing  structure  which  is  more  than 
170  feet  high). 

(5)  Any  change  in  the  direction  of 
the  main  radiation  lobe  of  the  transmit- 
ting antenna. 

(b)  Other  equipment  changes  not 
specifically  referred  to  above  may  be 
made  at  the  discretion  of  the  licensee, 
provided  that  the  Engineer-ln-charge  of 
the  radio  district  In  which  the  station  Is 
located  and  the  Commission  in  Wash- 
ington, DC,  are  promptly  notified  in 
writing  upon  the  completion  of  such 
changes,  and  provided  that  the  changes 
are  set  forth  In  the  next  application  for 
renewal  of  license.  Where  such  changes 
include  the  Installation  of  multiplex 
equipment  to  provide  additional  aiu-al 
channels,  the  purpose  for  which  these 
added  channels  will  be  used  shall  be 
stated. 

§§  4.533,     4.534,    4.536,    4.561,    4.562, 
4.563.  4.581      [ Ain«ndni«nl  ] 

11.  The  expression  "Broadcast  STL  or 
FM  intercity  relay  station"  is  changed  to 
•Aural  broadcast  STL  and  intercity  relay 
stations"  in  H  4.533(a).  4  538.  4.561. 
4.562,  4.563  and  4.581. 

12.  Section  4.582  is  amended  to  read  as 
follows : 

§  4.5A2      .Station  identification. 

(a)  Each  aural  broadcast  STL  or 
intercity  relay  station  shall  transmit  its 
call  sign  at  the  beginning  and  end  of 
each  period  of  operation,  and  during 
operation,  at  least  once  every  hour,  it 
shall  either  transmit  its  call  sign  or  the 
call  sign  of  the  broadcast  station  with 
which  It  is  associated.  In  cases  when 
an  imattended  Intercity  relay  system  is 
operated  as  an  "otf-the-alr"  pickup  and 
relay,  the  transmission  of  the  call  sign 
of  the  broadcast  station  which  It  is  relay- 
ing will  satisfy  the  hourly  identification 
requirement. 

lb)  Station  identification  transmis- 
sions during  oi>eratlon  need  not  be  made 
when  to  make  such  transmission  would 
interrupt  a  single  consecutive  speech, 
play,  religious  service,  symphony  con- 
cert, or  other  such  productions.  In  such 
cases,  the  Identification  transmission 
shall  be  made  at  the  first  Interruption 
of  the  entertainment  continuity  and  at 
the  conclusion  thereof. 

<  c )  Where  more  than  one  aural  broad- 
cast STL  or  intercity  relay  station  is  em- 
ployed in  an  integrated  relay  system,  the 
station  at  the  point  of  origination  may 
originate  the  transmission  of  the  call 
signs  of  all  of  the  stations  in  the  relay 
system. 


I,  February  22,  1962 


<d)   Voice    transmissions    

mally  be  employed  for  statton 
cation.     However,     other 
station  identification  may 
or  required  by  the  Commission. 

13.  Section    4  603<b)    is 
read   as  follows: 


i;   t.603 


.Sound  channeU. 


)  b )   The   aural   portion  of 
broadcast    program    material  ■»  b 
transmitted    over    an    aural   bi^^^ 

STL  or  Intercity  relay  station 

under  the  provisions  of  Subpart  I  of  | 
part. 

14.  In  $  4.631  the  Utle  and  , 
•  b  I  and  ( c  >  are  amended  and  «cw  gm- 
graphs   (d)   and  <e>   are  added  to  i«4 
as  follows: 

§   1.631       Prrnii-xible  service, 

•  •  •  •  « 

I  b )  A  television  broadcast  811  Ms- 
tion  is  authorized  to  transmit  vIiimI  p*. 
gram  material  between  the  studio  isi 
the  transmitter  of  a  television  tooadoM 
station  for  simultaneous  or  dek9«i 
broadcast. 

( c)  A  television  intercity  relay 
Is  authorized  to  transmit  visual 

material    between   television . 

stations    for    simultaneous   or  ddajed 
broadcast. 

(d)  Multiplexing  of  an  STL  or  bitar- 
city  relay  transmitter  may  be 

to    provide    additional . 

channels  for  the  transmission  el 

program  material  and  opermUoiMa 

munications.      A    televtslon 

STL  or  intercity  relay  statioo  n 

however,  be  operated  solely  fortho 

mission  of  aural  programs  or 

communications.    Operational 

nications  include  cues,  orders. 

communications  directly 

operation  of  the  "" 

tion  as  well  as  s] 

telemetry  or  the 

used  in  conjunction  with 

ing  operation.    Aural  program 

may  include  the  sound  acoompaaytaftiK 

visual  program  material  transmtttad  sad 

aural  program  material  for  broadeutbv 

AM  and  FM  broadcast  stations. 

(e)  All  program  material  traiMntttad 
over  a  television  broadcast  STL  or  inlv* 
city  relay  station  shall  be  intended  fm 
use  by  broadcast  statiixis  ownad  \a  * 
under  common  control  of  the  Ueeneee  « 
licensees  of  the  STL  or  intereUf  rekv 
sUtlon.  Other  broadcast  stations  mv 
simultaneously  utilize  such  pngnm  ■»- 
terlal  with  permission  of  the  8TL  « 
intercity  relay  station  licensee. 

15.  Section  4  637  is  amended  to  nti 
as  follows: 
§  4.637      EniiHnion  and  bandwiddi. 

a)  Television  broadcast  auxllisU 
stations  operating  on  frequencies  sbsw 
1000  Mc/s  may  be  authorised  to  WW 
any  type  of  emission  suitable  for  »« 
transmission  of  the  visual  and  sueb  se- 
companying  aural  signals  as  may  **l*'' 
mitted  under  the  rules  of  this  «^»«^ 

<b)  The  charmels  assigned  lo  wtn^ 
sion    broadcast    auxiliary   stattsni  «• 


hy  upper  and  lower  frequency 

ins  outside  of  these  fre- 

units  shall  be  attenuated  as 

,u  Any  emission  appearing  on  a  fre- 
-_jurf  iibff**  tt*«  upper  chaimel  limit  or 
fS^tht  lower  channel  limit  by  be- 
*—  -Jo  and  50  percent  of  the  assigned 
__  iridth   shall  be  attenuated  at 
^  daeibels  below  the  level  of  the 
'  1  carrier.    Compliance  with 

ttion  will  be  deemed  to  show 

-^ 'SToccupied    bandwidth    is    no 
■*       than    the     assigned    channel 


FEDERAL  REGISTER 

§  33.5     Special   regulations;    sport   fish- 
ing;   for  individual   wildlife   refuge 


areas. 


MiSSOXTRI 


^ABJ  emission  appearing  on  a  fre- 
J2l*  above  the  upper  channel  limit  or 
Sm  the  lower  channel  limit  by  be- 
!^  SO  percent  and  150  percent  of  the 
*^Lrt  channel  width,  shall  be  at- 
S!,f<i  at  least  35  decibds  below  the 
^S^ottba  unmodulated  carrier. 
^)  Any  emission  appearing  on  a  fre- 
Moey  above  the  upper  channel  limit  or 
SMrthe  lower  channel  limit  by  more 
Sb  ISO  p«x:ent  of  the  assigned  chan- 
?^rldth,  shall  be  attenuated  at  least 
iLf-ll  logi*  (Power,  in  watts)  decibels 
l2lMr  the  level  of  the  unmodulated 
ctfilcf. 

II.  Section  4.651  is  amended  by  add- 
If  a  new  paragraph  (c)  to  read  as 
Idtovi:    . 

liiSl     Equipment  changes. 

,  •  •  •  • 

(!)  Multiplexing  equipment  may  be 
on  any  licensed  television 
SHi  or  intercity  relay  station 
further  authority  of  the  Com- 
provlded  that  the  Englneer-ln- 
d  the  radio  district  in  which  the 
]M  located  and  the  Commission 
kWidiington,  D.C..  are  promptly  noti- 
M  la  writing  of  such  addition  and  the 
m  which  will  be  made  of  the  additional 
ami  circuits,  and  that  the  changes  are 
dHvn  in  the  next  application  for  re- 
"iml  of  license  for  the  station. 

irx.  Doc.   62-1850;    Filed,    Feb.    21,    1962; 
8:52  a.in.] 


rme  50— WILDLIFE  AND 
FISHERIES  , 

Clwpttr  I — Bureau  of  Sport  Fisharias 
•ad  Wildlife,  Fish  and  Wildlif* 
Sefvice,  Department  of  the  Interior 

PART  33— SPORT  FISHING 

Mingo  National  Wildlife  Refuge, 
Missouri 

Tine  following  special  regulation  is  is- 
nd  and  is  effective  on  date  of  publica- 
tion in  the  PEDtRAL  RXGISTCR. 


MZNaO  NATXOirAL  WILDLIFE  RBrUGI 

Sport  fishing  on  the  Mingo  National 
^nidlife  Refiige,  Missouri,  is  permitted 
only  on  the  area  designated  by  signs  as 
oipea  to  filling.  This  open  area,  com- 
prising 4.300  acres  or  99  percent  of  the 
total  water  area  of  the  refuge,  is  de- 
lineated on  a  map  available  at  the  refuge 
headquarters  and  f  n»n  the  office  of  the 
Regional  Director,  Bureau  of  Sport  Fish- 
eries and  Wildlife.  1006  West  Lake  Street. 
BClnneapoUs  8.  Minnesota.  Sport  fishing 
is  subject  to  the  following  conditions: 

(a)  Species  permitted  to  be  taken: 
Grapples,  black  bass,  (smallmouth,  large- 
mouth,  QDoUed) .  buffalo,  shad,  and  other 
minor  species  as  permitted  by  State 
regulaticms. 

(b)  Open  season:  March  15,  1962. 
through  S^Ttember  30,  1962.  Fishing  is 
permitted  from  5:30  a.m.  to  7:30  p.m. 
daily. 

(c)  Daily  creel  limits:  Crappies — 30; 
black  bass — 10;  buffalo  and  shad — ^no 
limit  except  25  pounds  plus  one  fish; 
creel  limits  for  other  minor  y}ecie8  as 
prescribed  by  State  regtilations. 

(d)  Methods  of  fishing.  (1)  Pole  and 
line,  trotUne.  throwllne,  limb  line,  bank 
lines.  Jig  or  block  line,  arttficial  liu-es, 
hooks  and  bait  are  permitted;  game  fish 
may  not  be  vised  for  bait.  No  more  than 
three   tinlabeled  poles   or   more   than 

'  thirty-three  (S3)  hooks  in  the  aggregate, 
may  be  used  by  any  person  at  one  time. 
Hooks  may  not  be  left  unattended  for 
mone  than  24  hours  while  in  use.  TLooks 
attached  to  throwlines  or  trotlines  shall 
be  staged  not  less  than  2  feet  apart. 
Trotlines  and  throwlines  may  not  be  at- 
tached together. 

(2)  No  person  shall  use  any  electrical 
device,  explosive,  poison  or  chemical  to 

.  kill,  or  stupefy  13sh,  or  take  or  attempt 
*  to  take  fish  by  rock  or  hand  fishing,  with 
or  without  hook. 

(3)  Boats  and  other  floating  craft  are 
prohibited. 

(e)  Other  provisiwis.  (1)  The  pro- 
visions of  this  special  regulation  supple- 
ment the  regulations  which  govern  fish- 
ing on  wildlife  refuge  areas  generally 
which  are  set  forth  in  Title  50,  Cede  of 
Federal  Regulations,  Part  33. 

(2)  A  Federal  permit  is  not  required 
to  enter  the  public  fishing  area. 

(3)  The  provisions  of  this  special  regu- 
lation are  effective  to  October  1,  1962. 

R.  W.  BOKWELL, 

Regional  Director.  Bureau  of 
Sport  Fisheries  and  Wildlife. 


FSBRTXAE'^  IS,  1962. 

[FJi.  Doc.  ea-1787:  fu«<i, 

8:46  ajn.] 


Feb.    21,    1962; 
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PART  33— SPORT  FISHII4G 

VaienHne  Notional  Wildlife  Refuge, 
Nebraska 

The  following  qpecial  regulation  is 
issued  and  is  effective  on  date  of  puMi- 
catlon  in  the  Fbbbal  Rsoisna. 

§  33.5     Special   regidati<Hu;   sport   fidi« 
ing;   for  individual   wildlife  refofe 

areas. 

Nbbraska 

valentine  national  wildutb  koxfom. 

Sport  fishing  on  the  Valentine  Na- 
tional Wildlife  Refuge.  Nebraska,  is  per- 
mitted only  on  the  areas  designpated  bf 
signs  as  open  to  fishing..  Tlieee  oipta 
areas,  comprising  3.680  acres  or  SS  per- 
cent of  the  total  water  area  of  the  refuge, 
are  delineated  on  a  map  available  at  the 
refuge  headquarters  and  from  the  offlce 
of  the  Regional  Director.  Bureau  of 
Sport  Fisheries  and  Wildlife.  1006  Wert 
Lake  Street.  Minnewwlis  8.  Minneaote. 
Sport  fishing  is  subject  to  the  followtng 
conditions: 

(a)  Species  permitted  to  be  taken: 
Northern  pike,  largemouth  bass,  ydlow 
perch,  black  bullhead;  and  other  minor 
species  permitted  by  State  regulations. 

(b)  Open  season:  March  16,  19a, 
through  December  14,  1962;  dayll^t 
hours  only. 

(c)  Daily  creel  limits:  Northempike— 
6;  largemouth  bass — 10:  ydlow  perdir- 
no  limit;  black  bullhead— 60;  othk 
minor  q>eeieB  limits  as  prescribed  |  by 
State  regidations. 

(d)  Methods  of  fishing.  (1)  No  more 
than  two  lines  with  two,hookB  on  each 
line  may  be  used. 

(2)  Boats,  without  motors,  may  be 
used  for  fidiing  purposes.  Boats  may  be 
launched  only  at  such  areas  as  axe  desig- 
nated Iqr  posting. 

(3)  Spearing  and  bow  Ashing  are  not 
permitted. 

(4)  No  person  shall  use  minnows,  flsb, 
or  parts  thereof,  for  bait,  nor  have  in 
possession  any  seine  or  net  for  capturing 
minnows. 

(5)  See  applicable  State  regulations 
for  additional  details. 

(e)  Other  provisions.  (1)  The  pro- 
visions of  this  i^eclal  regulation  supple- 
ment the  regulations  Tirtiich  govern  fish- 
ing on  wildlife  refuge  areas  generally 
which  are  set  forth  in  Title  50.  Code  d 
Federal  Regulations.  Part  33. 

(2)  A  Federal  permit  is  not  required 
to  enter  the  public  fishing  area. 

(3)  The  provisions  of  this  special 
regulation  are  effective  to  December  15, 
1962. 

R.  W.  BURWELL, 

Regional  Director,  Bureau  of 
Sport  Fisheries  and  Wildlife. 

Februakt  is,  1962. 

[FJl.    Doc.    ea-1788;    Filed,    Feb.    21,    1962; 
8:46  ajn.] 


Proposed  Rule  Making 


DEPARTMENT  OF  HEALTH,  EDU- 
CATION, AND  WaFARE 

Food  and   Drug   Administration 

[21    CFt   Port   121  1 

FOOD   ADDITIVES 

Notice  of  Filing  of   Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Pood.  Dnig,  and  Cosmetic  Act  'sec. 
409(1>)(5).  72  Stat.  1786;  21  US  C. 
348(b)(5)).  notice  is  given  that  a  peti- 
tion (FAP  496)  has  been  filed  by  Atlas 
5:«h*>t«ir^i  Industries.  Inc.,  Wilmington 
99.  Delaware,  proposing  the  issuance,  of 
a  reculation  to  provide  for  the  safe  use 
of  sorbitol  In  foods,  as  follows: 

(1)  Up  to  65  percent  on  a  dry-weight 
ba^^  as  a  carrier  In  vitamin  and  dietary- 
supplement  preparations. 

(2)  Ut)  to  10  percent  on  a  dry-weight 
basis  as  a  hximectant  in  shredded  coco- 
nut an  dried  fruit  products. 

(3)  Up  to  3  percent  as  a  humectant 
in  fruit-flavored  cereal  confections 

Dated:  February  16.  1962. 

J.  K.  Kirk. 
Assistant  Commissioner 
of  Food  and  Drugs 

\TJt.    Doc.    62-1824;    FUed.     Feb      :i 
8:49  am  I 


(bi<5)>,  notice  is  given  that  a  petition 
(PAP  680  >  has  been  filed  by  R  P.  Scherer 
Corporation.  9425  Grinnell  Avenue.  De- 
troit 13.  Michigan,  proposing  the  Issuance 
of  a  regulation  to  provide  for  the  safe 
use  of  nlcotinamide-ascort>ate  in  vita- 
min-mineral preparations  as  a  .source  of 
vitamin  C  and  nicotinamide 

DaU»d     February   16.  1962 

J  K.  Kirk. 
Assistant  Comrnisstoner 
of  Food  and  Drugs 

F'R      D..0      62    1826.     Filed      Frb      21.     1962. 

8  49    .1  ni  1 


1^62. 


[21    CFR   Port   121  1 

FOOD  ADDITIVES 

NoHco  of  Filing  of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food,  Drug,  and  Cosmetic  Act  tsec 
409(b)(5).  72  Stat.  1786;  21  U.S.C.  348 
(b)(5)).  notice  is  given  that  a  petition 
(FAP  696)  has  been  filed  by  The  B.  P 
Goodrich  Company,  500  South  Main 
Street,  Akron  18,  Ohio,  proposing  the  is- 
suance of  a  regulation  to  provide  for  the 
safe  use  of  diphenylmethane  diisocya- 
nate.  adipic  acid,  and  1.4-butanediol  m 
the  manufacture  of  polyurethane  resins 
intended  for  use  as  a  food-contact  sur- 
face for  packaging,  transporting,  proc- 
essing, handling,  and  holding  dry  bulk 
foods. 

Dated:  February  16,  1962 

J.  K.  Kirk. 
Assistant  Commissioner 
of  Food  and  DruQS 

IFJl.    Doc     62   1825;     FUed.    Feb     21      196J 
'8  49   ami 


[21    CFR   Port   121  ] 

FOOD   ADDITIVES 

Notice  of  Filing  of   Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Pood,  Drug,  and  Cosmetic  Act  isec. 
409fb)(5>.  72  Stat.   1786:   21   U8.C.  348 
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FEDERAL  AVIATION  AGENCY 

Air  TrofRc   Service 
[  14   CFR    Pari  600  1 

I  Airspace  Docket  No    62  NY  2| 

FEDERAL  AIRWAYS 
Proposed   Alteration 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  il4  CFK 
409.13).  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  Ls  considering 
an  amendment  to  §  600.1683  of  the  regu- 
lations of  the  Administrator,  the  sub- 
stance of  which  is  stated  below 

Intermediate  altitude  VOR  Federal 
ail-way  No.  1683  extends  in  part  from 
the  Baltimore.  Md..  VOR  to  Harrisburg. 
Pa..  VOR.  The  Federal  Aviation  Agency 
has  under  consideration  the  designation 
of  a  segment  of  Victor  1683  from  the 
Tappahannock,  Va  .  Intersection  (inter- 
section of  Hopewell.  Va..  VOR  019*  and 
the  Cape  Charles.  Va  .  VOR  313  True 
radials)  as  a  16-mile  wide  airway  via 
the  Hopewell  VOR  to  the  Rocky  Mount, 
N.C  .  VOR  at  which  point  it  would 
terminate.  This  proposed  segment  of 
Victor  1683  would  provide  a  by-pass 
route  east  of  the  Richmond.  Va  .  termi- 
nal area  for  traffic  overflying  Rocky 
Mount  destined  for  the  Washington, 
DC.  Philadelphia.  Pa  ,  and  New  York, 
NY.,  terminal  areas. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator.  Eastern  Region.  Attn; 
Chief,  Air  Traffic  Division,  Federal  Avia- 
tion Agency.  Federal  Building.  New  York 
International  Airport,  Jamaica  30.  NY 
All  communications  received  within 
forty-five  days  after  publication  of  this 
notice  in  the  Federal  Register  will  be 
considered  l)€fore  action  is  taken  on  the 
proposed  amendment.  No  public  hear- 
ing is  contemplated  at  this  time,  but 
arrangements  for  informal  conferences 
with  Federal  Aviation  Agency  officials 
may  be  made  by  contacting  the  Regional 
Air  Traffic  Division  Chief,  or  the  Chief, 
Airspace  Utilization  Division,  Federal 
.■Wiation  ^gency.   Washington   25,   DC 


Any  data,  views  or  argimients  ^ 
during  such  conferences  must  tlnii 
submitted  in  writing  in  accordaoes  Hfli 
this  notice  in  order  to  beooBw  pvi  || 
the  record  for  consideration.  Hhh*. 
posal  contained  in  this  notiot  i^  || 
changed  in  the  light  of  coaaMa^ 
received. 

The  ^official  Docket  will  be  tvaU^ 
for  examination  by  interested  vtnm 
at  the  Docket  Section.  Pederal  AvMa 
Agency.  Room  C-226,  1711  Mew  T«k 
Avenue  NW.,  Washington  25,  DjC.  As 
informal  Docket  will  also  be  AT^kk 
for  examination  at  the  ofBce  of  the  Ib- 
gional  Air  Traffic  Division  Chief. 

This   amendment  is  proposed 

section  307(a)   of  the  Pederal 

Act  of  1958  (72  SUt.  749;  49  UJB.C.  IMI). 

Issued  In  Washington,  D.C.,  on  F^ 
luary  15.  1962. 

CLIfTORD   P.   BDITOK, 

Acting  ChUI. 
Airspace  Utilization  DMskm. 

1 F  n     Doc     62-1776;    Plied.    Fib.    21,   IMk 
8:45  a.m.) 


[14  CFR  Parts  600,  601  1 

I  Airspace  Docket  No.  Sl-KG-tT] 

FEDERAL  AIRWAYS  AND 
CONTROLLED  AIRSPAa 

Alteration   of  Proposed  DotigfifHti 

In  a  notice  of  proposed  rule  msMPi 
published  in  the  Fedckal  RBonai  « 
Airspace  Docket  No.  61-KC-S7  on  ia> 
gust  23,  1961  (26  PJl.  7888),  tt  TO 
stated,  in  part,  that  the  Pederal  Avtetta 
Agency  proposed  to  designate  tow  iM- 
•tude  VOR  Federal  airway  Wo.  461.  Mi 
Its  associated  control  areas,  from  Mis 
City.  Mont.,  to  Willlston.  N.  Dsk. 

The  Air  Transport  Assoclatloo  cf 
America  in  commenting  on  the  DOtk^ 
requested  the  desigriation  of  an  esiiri- 
ternate  airway  to  Victor  465.  betMCB 
Miles  City  and  Williston.  This  wonM 
provide  controlled  airspace  in  whleb  sir 
traffic  service  could  be  afforded  to  sched- 
uled air  carrier  operations  at  Olendlw, 
Mont.,  and  Sidney.  Mont.,  which  are  In- 
termediate stops  between  Miles  Citjr  snd 
Williston.  Accordingly,  action  is  tstan 
herein  to  alter  the  original  »<>**«•** 
include  a  proposal  to  designate  a  <»nd- 
ard  east  alternate  airway  to  Victor  4IS 
between  Miles  City  and  Wllllstoo. 

In  order  to  provide  interested  penou 
time  to  adequately  evaluate  this  pfo- 
i>osal.  as  modified  herein,  and  >n  op- 
portunity  to  submit  additional  fritten 
data,  views  or  arguments,  the  '*^'* 
filing  such  material  will  be  extended  to 
May  3.   1962. 

In  consideration  of  the  foregoliiI«M 
pursuant  to  the  authority  delegatedW 
me  by  the  Administrator  (14  Cn 
409.13 ».  I  hereby  give  notice  ^^  "[• 
time  within  which  comments  T?Li 
recoivcd  for  consideration  on  Ainpa* 


I- 
February  22,  1962 


_w  iio  61-KC-37  is  extended  to  May 
D»*f  communications  should  be  sub- 
"^ifftii  teSSlcate  to  the  Assistant  A4- 
■BiS^MCcntral  Region.  Attn:  CSiiaf. 
■***Sc' Division.  Federal  Aviation 
*^  ^^36   Troost   Avenue,   Kansas 


^ti^ndment  is  proposed  under 
^IS  iShbl)  of  the  Pederal  Aviation 
JJJlW  <'^2  Stat.  749;  49  U.S.C.  1348). 
.^^  in  Washington,  D.C.,  on  Feb- 
iJiyW.  1W2. 

Clifford  P.  BtmTOK, 
Acting  Chut. 
Airspace  Utilization  DixHaUm. 

r«a  DOC    61-1777:    Piled.   Feb.   21,    1962; 
I"-  8:45  ajn.J 

I     -~ 

KPMTMENT  OF  AGRICULTURE 

Aoricultural  Stabilization  and 
Contorvation  Service 

[7  CFR  Part  1108  1 

{Docket  No.  AO-243-A-61 

MILK  IN  CENTRAL  ARKANSAS 
MARKETING  AREA 

Niike  of  Extension  of  Tim*  for  Filing 
ExctpHons  to  the  Recommended 
Dedsion  on  Proposed  Amendments 
Is  Tentative  Marketing.  Agreement 
snd  to  Order 

Panuant  to  the  provisions  of  the  Agrl- 
enltarftl  Marketing  Agreement  Act  of 
HIT,  M  amended  (7  U.S.C.  601  et  seq.), 
■d  tbe  applicable  rules  of  practice  and 
jneedare  governing  the  formulation  of 
■uketing  agreements  and  marketing 
crtn  (7  CFR  Part  900) ,  notice  Is  hereby 
iMn  that  the  time  for  filing  exceptions 
to  the  recommended  decision  with  re- 
-let to  the  proposed  amendments  to 
An  tentative  marketing  agreement  and 
to  the  otder  regulating  the  handling  of 
■flk  in  the  Central  Arkansas  maiicetlng 
ma,  which  was  issued  Pebruary  7,  1962 
(IT  PJl.  1287),  is  hereby  extended  to 
irafMe  that  exceptions  may  be  delivered 
to  the  Department  of  Agriculture  by  the 
ckeeof  the  business  day  on  February  20. 

ua. 

Dated:  February  16,  1962. 

James  T.  Ralfb. 
Assistant  Secretary. 

(Nl  Doc.   62-1839;    PUed,   Feb.   21,    1962; 
8:49  ajn.] 

I  • 

FEDERAL  COMMUNBATIONS 
COMMISSION 

[  47  CFR  Part  1  1 

IDockflt  No.  14607;  FOC  62-168] 

BTAIUSHMENT  OF   FEES   FOR  THE 

COMMISSION'S    LICENSING    AND 
KOULATORY  ACTIVITIES 

NsHce  of  Proposed  Rule  Making 

Rotloe  is  hereby  given  of  rule-maUng 
h  the  above-entitled  matter. 


FEDERAL  REGISTER 

In  the  provlsitms  of  the  Independent 
Offloes  Appropriation  Act  of   1952,   (5 
UJB.C.,  sec  160),  set  out  in  Appendix 
A  hereto/  Congress  has  stated,  "that 
any  wortt.  service,  publication,  report. 
document,  benefit,  privil^e,  authority, 
use,  franchise,  license,  permit,  certificate, 
registration,  or  similar  thing  of  value 
or  utility  pcalormed,  furnished  provided, 
granted,  prepared  or  issued  by  any  Fed- 
eral agency  •  •  •  to  or  for  any  per- 
son •  •  *,  except  those  engaged  in  the 
transaction  of  ofllcial  business  of  the 
Government,  shall  be  self-sustaining  to 
the  full  extent  possible".    In  order  to 
bring  about  the  accomplishment  of  this 
objective.  Section  140  of  Title  5  author- 
izes the  head  of  each  agency  to  pre- 
scribe   by    regulation    such    fees    and 
charges  as  he  shall  determine  to  be  fair 
and  equitable  "taking  into  consideration 
direct  and  Indirect  cost  to  the  Gtovern- 
ment#  value    to    the    recipient,    public 
policy   or    Interest    seiyed,    and    other 
pertinent  facts." 

The  enabling  legislation  referred  to 
above  also  provides  that  the  fees  and 
charges  shall  be  as  uniform  as  practica- 
ble and  subject  to  such  policies  as  the 
President  may  prescribe.  The  Bureau 
of  the  Budget  operating  in  behalf  of 
the  President  has  issued  Circular  No. 
A-26,  September  of  23,  1959,  which  sets 
forth  general  policies  for  developing  an 
equitable  and  uniform  system  of  charges 
for  certain  Government  services  and 
property  so  as  to  Implement  the  pro- 
visions of  the  Independent  Offices  Ap- 
propriation Act  of  1952. 

The  Federal  Communications  Com- 
misdon,  in  conducting  its  regulatory  ac- 
tivities, conveys  special  benefits  to  iden- 
tifiable recipients  above  and  beyond  those 
which  accrue  to  the  public  at  large.  In 
fairness  to  the  general  taxpayer — who 
bears  the  major  burden  of  supporting 
nderal  agencies — ^the  Government  has 
adopted  the  policy  that  the  recipient  of 
special  ben^ts  conveyed  by  a  Federal 
agency  should  pay  a  reasonable  charge 
for  the  benefits  received.  In  accordance 
with  this  policy,  the  Commission  has 
determined  that  the  public  interest 
would  be  served  by  the  esteblishment  of 
a  fab:  and  equitable  schedule  of  fees 
for  its  licensing  and  regulatory  activities, 
thereby  recouping  for  the  Government  a 
portion  of  the  Commission's  costs  of  reg- 
ulating the  communications  industry. 
The  authority  for  proceeding  in  this  area 
is  clearly  outlined  in  the  provisions  set 
forth  In  Appendix  A. 

In  arriving  at  the  proposed  schedule 
of  fees,  considerable  effort  has  been  di- 
rected towards  selecting  those  services 
provided  by  the  Commission  which  are 
re<idlly  identifiable  and  assigning  to  each 
a  fair  and  eqpltable  assessment,  taking 
into  consideration  cost  to  the  Govern- 
ment, value  to  the  recipient,  pubUc  pol- 
icy or  interest  served,  and  other  perti- 
nent facts. 

Tlie  fees  as.  scheduled  below  do  not 
diffmentiate  between  commercial  and 
nonc(nnmercial  services.  It  has  been 
suggested  alternatively  that  noncom- 
mercial services  such  as  noncommercial 
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educational  FM  and  TV,  the  publle 
safety  radio  services,  and  the  experiBMU- 
tal  services  should  be  charged  ttOmr  a 
token  fee  or  should  be  free  of  any  fM 
obligation.  Comments  on  this  point  are 
specifically  requested. 

The  contemplated  fees  relate  gen- 
erally to  the  filing  of  applications.  All 
filing  fees  would  be  payable  at  the  ttane 
of  filing  and  would  be  charged  regardless 
of  whether  the  appUcation  is  granted. 
designated  for  hearing  or  otherwlae 
handled.  The  proposed  fee  schedules 
follow : 

Proposed  Schedule  of  Fees  for  Broadcast  Bi 


For  Filing  Application 

Fees 

AM 

FM 

TV 

For  new  station  or  major  change... 
For  renewal  or  assignment  of  license 
nr  transfer  of  control  '            

$160 

ISO 

6 

>ao 

lUO 

uo 

"" 

For  special  call  sign  for  broadcast 
g^tion                               

All  other"  applications  in  broadcast 
seryice  (Including  all  TV  transla- 
tor ftnolications)                  

•M 

•» 

>  Flletf  as  part  of  original  document. 


>  Ezcladlng  pro-torma  transactions,   OQ  wlileh  |M 
would  be  paid  under  "other  applteatknis." 

>  Fw  each  appUcatiOD. 

Proposed  Scbsdulx  of  Tscb  »oa  Savbtt  amb 
Special  Radio  Snncas 

For  Filing  Application 

Fees 
For  Amateur.  &ACBS,  and  DLsastar  Ra- 
dio Services •• 

POr  CltlBena  Radio  Service— 10 

For  all  other  safety  and  special  radio 

aervlces ** 

For  special  amatefur  call  sign  puisiUAt 

to    i  12.81 r • 

PsoposB)  SCBKDUI.I  or  FtaB  Foa  Comcow 
CAum  Sbticss 

For  FUing  Application      ^ 

WM» 

Applications  for  initial  construcUon 
permit  (no  additional  cbarge  for 
license  to  cover) : 

Domestic  pubUc  land  mobile  radio 
service  (Includes  base  statlfm  sad 
associated  mobile  units) UN 

Point-to-point  microwave  radio 
service— —      1<* 

Local  television  transmission  serv- 
ice         N 

Riiral  radio  service  and  domestic 
public  land  mobile  radio  servlos 
individual  user  units 10 

Intemati(»ial    fixed    public    radlo- 
commTinication  services: 

Additional  transmitter IM 

Replacement  of  transmitter .        00 

Other  common  carrier  seivioes 10 

AppllcaUcms  for  renewal  of  license: 

Domestic  public  land  mobile  radio 
service  (Includes  base  station  and 
associated  mobile  units) 7B 

Point-to-point  microwave  radio 
■ervlee *0 

Local  television  transmission  serv- 
ice  - - 25 

Rural  radio  service  and  domestic 
public  land  mobile  radio  sarice 
Individual  user  units 0 

International  fixed  puldle  radlo- 
communlcatlon  services 75 

Other  common  carrier  services 6 

All  other  common  carrier  radio  appli- 
cations          10 

Section  214  applications  by  telephone 

compcoiles 100 

Section  214  i4>pUcatlons  by  telegrairti 

companies ^ 


I 

^,  February  22,  1962 
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PaoroezD  Scbbsvuc  or  Fd«  fo«  Common 
Cabbus  SavicKS — Continued 

For  riUn§  A^lication  Feet 

Cable  landing  llceiue  applications 250 

Section  221  applications- -- BO 

Interlocking  directorate  applications .  10 
All    other    common    carrier    nonradlo 

applications ^0 

PaoPoeiD  ScH«Dm.£  or  Firs  for  Ship 
Insf«ction  and  Cx*TincA-noN 

Vessel  In.'^pected 

F  -n 

Based  on  certlflcatlon  under  the  Cum- 
mtinlcatlons  Act : 

Title  III.  Part  II   (Passenger) -       150 

Title  ni.  Part  II   ( Cargo  i 40 

Title    ni.    Part    II     (500-1600    gro*,^ 

tons) 20 

Title  m.  Part  III 1' 

Based    on    certlflcatlon    under    Great 

Lakes   agreement 2i) 

Paoposzo  ScHiDUi-E  or  Trra  for 
BzrzaiMKNTAi.  SnvTcxs 

For  Filing  Application 

Fffi 

All  exjwrlmental  services -       WO 

Pioro«B>  8cHn»ci.B  or  Pkks  ro«  Commzkcim. 

OraUTOB    IJMMINATIONS     AND     LICENSING 

Function 

Commercial  operator  examinations  Frr^ 

Tint    class •S 

SMond  class * 

Third  claw ' 

Commercial  operator  license  applies - 
tk>DS  (Includes  renewals,  endorse- 
ments, dupllcatss,  etc  ) ^ 

Bsatrlcted  radiotelephone  permits i 

Authority  for  the  adoption  of  the 
amendments  herein  propoaed  la  con- 
tained In  section  4(1)  of  the  Communi- 
cations Act.  secUon  140  of  TlUe  5  of 
the  United  SUtes  Code,  and  Budget  Bu- 
reau Circular  A-25  (September  23. 
1959). 

Pursuant  to  applicable  procedures  .set 
forth  In  S  1243  of  the  CommLssions 
rules.  Interested  persons  may  file  com- 
ments on  or  before  April  18.  19«2.  and 
reply  comments  on  or  before  May  16, 
1982.  All  relevant  and  timely  com- 
ments and  reply  comments  will  be  con- 
sidered by  the  Commission  before  final 
•eUon  is  taken  In  this  proceeding.  In 
reaching  Its  decision  on  the  rules  of  gen- 
eral applicability  which  are  proposed 
herein,  the  Commission  may  also  take 
Into  account  other  relevant  Information 
before  It.  In  addition  to  the  specific  com- 
ments Invited  by  this  notice. 

In  accordsuice  with  the  provisions  of 
1 1.54  of  the  Commissions  rules  and  reg- 
ulations, an  original  and  14  copies  of  all 
statements,  briefs,  or  comments  .shall  be 
furnished  the  Commission. 

Adopted:  February  14,  1962. 

Released:  February  16,  1962. 

FzsxRAL  Communications 
Commission.' 
[seal]         Bin  F.  Wapls. 

Acting  Secretary 

|P.R.    Doc.    62-1847:     Piled,    Peb     21.     1962 
8:51  am  | 


PROPOSED   RULE   MAKING 
[  47   CFR   Part   1  ] 

[Docket  No   10e«9;  PCC  62   169] 

ESTABLISHMENT  OF  FEES  FOR  THE 
COMMISSION'S  LICENSING  AND 
SIMILAR   ACTIVITIES 

Withdrawal  of  Notice  of  Proposed 
Rule   Making 

At  a  session  of  the  Fi-derul  Communi- 
cations Commkssion  hold  at  its  offices  in 
Washington.  DC  on  the  I4th  day  of 
February   1962; 

The   Commission    havinu    under   con- 
sideration the  proof  edin'-;s  in  Docket  No 
10869  concerning  the  t  .siablishment  of  a 
.schedule   of   fees    for    the   Commission's 
licensing  and  similar  activities; 

It  appearing  that  on  January  27,  1954, 
the  Commission  issued  a  Notice  of  Pro- 
posed Rule  Making,  FCC  54-76.  published 
in  the  PiBiRAL  RiGisTiR,  Febru%ry  3, 
1934  '19  F.R.  622 »,  establLshmg  a  sched- 
ule of  fees  for  tht  Commis-sions  licensing 
and  similar  activity;   and 

It  further  appearing  that  on  March  24. 
1954.  the  Senate  IntersUte  and  Foreign 
Commerce  Committee  adopted  a  resolu- 
tion (100  Cong.  Rec.  3783 »  calling  for 
suspension  of  action  until  July  1.  1955, 
in  Docket  No.  10869,  and.  In  light  of  this 
resolution  and  discussion  with  the  Budget 
Bureau,  the  Commission  suspended  fur- 
ther action  In  this  proceeding:  and 

It  further  appearing  that  the  record 
in  Docket  No.  10»69  has  since  become 
obsolete  and  a  reconsideration  of  the 
question  of  user  charges  has  resulted  In 
the  Commission  adopting,  on  February 
14.  1962.  a  new  notice  of  proposed  rule 
making  looking  towards  the  establish- 
ment of  fees  for  Commission  licensing 
and  regulatory  activities; 

It  is  ordered,  That,  effective  February 
28.  1962.  the  notice  of  proposed  rule  mak- 
ing. PCC  54-78.  Is  withdrawn  and  pro- 
ceedings In  Docket  No.  10869  are  hereby 
terminated 

Relea.sed    February  16    1962 

Federal  Commlnic.^tions 
Commission. 
I  SEAL  I         Ben  F.  Waple. 

Acting  Secretary. 

[FR      Doc.     62    1848;     Piled      P«-b      21       1962 
8   5 1  a  m  I 


■  Commissioners    Hartley,    Ford    and    Croes 
dissenting. 


SMALL  BUSINESS  ADMINISTRA- 
TION 

[  13   CFR   Part    121  1 

(Rev   2  I 

SMALL   BUSINESS   SIZE   STANDARDS 

Notic*  of  Proposal  to  Amend  the  Defi- 
nition of  Small  Business  for  the  Pur- 
pose of   Government  Procurement 

Notice  Is  hereby  given  that  the  Ad- 
ministrator of  the  Small  Business  Ad- 
ministration proposes  to  amend  the 
Small  Business  Size  Standards  Regula- 


tion (Revision  2)  so  that  it  triQ  w 
applicable  to  subcontracUffi  o(  tJai* 
ment  contracts  as  well  as  Qovmb^^ 
prime  contractors.  In  addition,  i^ 
proposed  to  eliminate  the  phraic  -i! 
the  case  of  Government  procurcoMntn. 
served  for  or  Involving  the  wefsi—m 
treatment  of  small  businesses,"  iMw^t^h^ 
in  i  I2i.3-8(b)  (2)  of  the  af orem^Q^ 
regulation.  F\u-ther,  said  "irmlauM. 
will  add  to  §  121.3-80))  (2)  thereJEJ! 
ment  that  when  cotton  and  tynthetlti 
are  purchased  by  the  Oovemment,  kk|) 
textiles,  together  with  others  now  m 
forth  in  5  121.a-8(b)  <2)  of  the  ReguU- 
tion,  must  be  manufactured  or  produced 
by  a  small  weaver  and  If  flnuh|m  ^ 
required,  by  a  small  finisher. 

The  sections  to  be  amended  presently 
riad  as  follows: 

§  I2I.3-B      Drrinhion   of  small  *-  ii_ 
for  (^vrmmenl  prorumneat. 

a)  Small  tmsiness  deftnitkmt.  a 
.mall  business  concern  for  the  purpot 
of  Government  procurement  Is  a  eca. 
corn.  Including  its  affiliates,  which  li 
independently  owned  and  operated,  b 
not  dominant  in  the  field  of  operatioB 
in  which  It  Is  bidding  on  OoTeraaatt 
contracts,  and  can  further  qualify  uade 
the  followlnK  criteria: 

•  •  •  •  • 

(b)  Definition  of  small  Imtlneu  wm- 
Ttianufacturer.  Any  concern  whkh  nb- 
mits  a  bid  or  offer  in  its  own  name,  other 
than  a  construction  or  sendoe  oootnet, 
but  which  proposes  to  furnish  a  product 
not  manufactured  by  said  bidder  or  of- 
ferer, is  deemed  to  be  a  small  bwlDM 
concern  when: 

di  It  Is  a  small  business  eoDceni 
within  the  meaning  of  paragraph  (») 
of  this  section,  and 

( 2 )  In  the  case  of  Government  pro- 
curement reserved  for  or  InTohrlnf  the 
preferential  treatment  of  small  bod- 
nesses,  such  non-manufacturer  ihsn 
furnish  In  the  performance  of  the 
contract  the  products  of  a  small  hmtaw 
manufacturer  or  producer  which  prod- 
ucts are  manufactured  or  prodnood  k 
the  United  States:  Provided,  howevtr.U 
the  goods  to  be  furnished  are  wool  wor- 
sted, knitwear,  duck,  webbing  and  thread 
spinning  and  finishing),  non-manufic- 
turers  <  dealers  and  converters)  shall  fur- 
nish such  products  which  have  been 
manufactured  or  produced  by  a  bbsD 
weaver  (small  knitter  for  knitwear)  ud. 
if  finishing  is  required,  by  a  smsll 
finisher. 

Interested  persons  may  file  with  tht 
Small  Business  Administration  within 
thirty  (30>  days  after  publication  in  the 
Federal  REdsm,  written  statoaaiti  o* 
facts,  opinions,  or  arguments  concemlK 
the  new  definition. 

All  correspondence  on  this  matter  shsu 
be  addressed  to: 
Samuel  8,  Solomon,  Director.  OOcs  fli  *n*n 

Business   Slse    Standards.   Small  Bwto* 

Admin IstraUon.  Washington  M.  D.C. 

It  is  proposed  to  change  I  U1.M  o* 
the  Small  Business  Size  Standards  RiIB- 
latlon  (Revision  2)  as  follows: 
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FEDERAL  REGISTER 

The  Small  Business  Size  Standards 
Regulation  <Revisk)n  2)  (26  F.R.  812) ,  as 
amended.  (36  TIL  1441.  1983.  2778,  3064. 
5708.  6642,  8592.  10633,  10634),  is  hereby 
further  amended  by  deleting  the  first 
paragraph  of  S  121.3-8  and  §  121.3-8(b) 
and  substituting  in  lieu  thereof  a  new 
first  paragraph  to  §  121.3-8  and  new 
S  121.3-8(b)  as  follows: 

§  121.3-8     Definition   of   small   bll^inr«i!< 
for  Government  pro<-urement. 

(a)  Small  business  definitions.  A 
small  business  concern  in  connection 
with  Govenunent  procurement  matters  v 
or  in  connection  with  subcontracts  or 
purchase  orders  which  relate  to  Govern- 
ment procurement  is  a  concern,  includ- 
ing Its  affiliates,  which  is  independently 
owned  and  operated,  is  not  dominant  in 
the  field  of  operation  in  which  it  is 
bidding  and  can  further  qualify  under 
the  following  criteria: 

•  •  •  *  * 

(b)  Definition  of  small  business  non- 
manufacturer.  Any  concern  which  sub- 
mits a  bid  or  offer  in  its  own  name,  other 
than  a  eonstnieticm  or  service  contract, 
whether  as  a  prime  or  subcontractor,  but 
which  propoMS  to  furnish  a  product  not 
mamifactmred  by  said  bidder  or  offerer 
is  deemed  to  be  a  small  business  concern 
when: 

( 1 )  It  is  a  small  business  concern  with  - 
in  the  meaning  of  paragraph  (a)  of  this 
seetion,  and 

(2)  Shall  furnish  in  the  performance 
of  the  contract  or  subcontract  the  prod- 
ucts of  a  small  business  manufacturer  or 
producer  which  products  are  manufac- 
tured, or  inroduced  in  the  United  States : 
Provided,  however,  If  the  goods  to  be 
furnished  are  cotton,  synthetics,  wool. 
worsted.  Imltwear,  duck,  webbing  and 
thread  (spinning  and  finishing),  non- 
manufacturers  (dealers  and  converters) 
shall  furnish  such  products  which  have 
been  manufactured  or  produced  by  a 
small  weaver  (small  knitter  for  knit- 
wear) and,  if  finishing  is  required,  by 
a  small  finisher. 

Dated:  January  23,  1962. 

John  E.  Horne, 
Administrator. 

ir.R.    Doc.    62-1799:    Piled.    Peb.    21,    1962; 
8:47  ajn.] 
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DEPMITMENT  OF  DEFENSE 

D*p€irtm«nt  of  th«  Army 

JOINT  POLICIES  OF  THE  DEPART- 
MENTS t)P  THE  INTERIOR  AND  OP 
THE  ARMY  RELATIVE  TO  RESER- 
VOIR PROJECT  LANDS 

Ckou  RsmsMCi:  For  a  Joint  agree- 
ment between  the  Department*  of  the 
Interior  and  the  Army  concerning  reser- 
voir project  landa,  see  PR.  Doc.  62-1907, 
Department  of  the  Interior.  Office  of  the 
Secretary,  infra. 

DEPMITMENT  OF  THE  INTERIOR 

Bureau   of  Land  Management 

ALASKA 

Small  Tract  ClastMcation  No.  J-9: 
Corroction 

Pkbruart  13,  1962. 

1  By  virtue  of  the  authority  contained 
in  the  Act  of  June  1.  1938  (52  SUt.  809: 
43  UJS.C.  682»)  as  amended,  and  pur- 
suant to  the  authority  redelegated  to  me 
from  Bureau  Order  No.  684.  dated  Au- 
gust 28,  1961  (26  P.R.  6215)  as  amended. 
by  the  Alaska  State  Director  In  section 
2(c)  of  a  memorandum  dated  December 
1, 1961. 1  hereby  correct  Small  Tract  Clas- 
slflcaUon  No.  J-9  (FR.  Doc.  61-3922)  as 
follows:  The  reference  to  U.S.S.  2572  in 
the  5th  line  of  the  metes  and  bounds 
description  Is  hereby  corrected  to  desig- 
nate U.S.  Survey  2752. 

2.  This  correction  will  take  effect 
immediately. 

Robert  J.  Coftiiak. 
Chief.  Division  of 
Lands  and  Minerals  Management. 

[FR     Doc     62-1789:    Piled.    Feb     21.     1962 
8:44  ajn. I 


[Oroup  349] 

ARIZONA 
Notice  of  Filing  of  Plats  of  Survey 

PXBRUARY    16.    1962. 

1.  Plats  of  survey  of  the  lands  de- 
scribed below  will  be  oflBcially  filed  in  the 
Land  Office.  Phoenix.  Ariz.,  effective  at 
10  a.m..  on  March  24. 1962 : 

Oil*   \no  Salt  Riyxx  Mkmdun,  Arizona 

T   29N..R  20  W  . 

Sec    6.  Lou   1.  2.  3.  4.  5.  6.  7.  SE'4NW'4. 

3  •  j NEV4 .  K  ViSW  Vi .  SK  Vi : 
Sec.  7.  Lou  1,2.8.  4,1'/^  W^.  E»4: 
Sec.  18.  Lou  1.  2.  3.  4.  B>4W^.  K^; 
Sec.  19.  LoU  1.  a.  3.  4.  E>6W^.  K'^: 
Sec  30.LoUl.a,  3.4.  IV^WVi.K^: 
Sec.  31.  Lou  1.  a.  3.  4.  Kl^WVi.  B^. 

T.  29  N..R.  21  W.. 

Sec.  1.  Lou  I.  a.  3.  4.  SV^NH.  8>4: 
Sm:.2.LoU  1.  2.  3.4.  S^N^- SV^: 
Sec.  3.  Lou  1,  2.  3.  4.  SV^NMi.  S>4: 
Sec  10.  All: 
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bcc 

u 

Ail. 

sec 

12 

All. 

Sec. 

13 

All 

Sec 

14 

All 

Sec 

15 

All 

Sec 

22 

All 

Sec 

aa 

All 

Sec 

24. 

All 

Sec 

25 

All 

Sec 

26 

All 

Sec 

27. 

All 

Sec 

34. 

All 

Sec 

35 

All 

Sec 

36 

All 

Within  the  above-described  areas  are 
15  346.03  acres. 

2.  Available  data  indicates  that  the 
lands  In  T.  29  N.,  R.  20  W.  consist  of  a 
broad  flood  plain  on  the  east  side  of 
Detrltal  Wash  The  soils  are  gravelly  to 
rocky  clay  loam.  The  lands  in  T.  29  N.. 
R.  21  W.  lie  on  the  flood  plain  of  the 
Detrltal  Wash.  They  are  rolling  and 
are  cut  by  many  small  washes.  The  soils 
are  sandy  to  gravelly  clay  loam. 

3.  All  of  the  above  lands  in  T.  29  N.. 
R.  20  W  were  withdrawn  by  Secretary's 
Order  of  May  8.  1919.  for  the  Colorado 
River  Project,  Boulder  Canyon  Reser- 
voir. All  of  the  above  lands  in  T.  29  N.. 
R.  20  W  and  T.  29  N..  R.  21  W.  were 
withdrawn  by  Executive  Order  6339  of 
April  25.  1930  for  a  National  Monument. 

4  In  view  of  the  above,  the  lands  de- 
scribed will  not  be  subject  to  disposition 
under  the  general  public  land  laws  by 
rea.son  of  the  official  filing  of  the  plats. 

Roy  T  Helmandollar. 

Manaoer. 

|FR     Dvc     62    1790,     Piled,    Feb.    21,     1962; 
8  46  a  ml 


plications     from     persons    entltkt  k 
preference  under  43  CPR  287.5(a). 

Danih.  p.  Buem, 
Chief.  DMtton  of 

Lands  and  Minerals  Mana09mmit 

Fibruary  13.  1962, 

|FR     Doc     62   1791:    Piled,    Pab,    21,   Mb 
8  46  am  |  ^ 


|C' xssiflcatlon  No  209) 

NEVADA 
Small  Tract  Clasf  iflcation;  Amendment 

Effective  February  13.  1962.  paragraph 
1  appearing;  on  page  10980  of  Federal 
ReKister  Document  61-11138  of  the  issue 
for  November  23,  1961,  is  hereby  amended 
to  read  as  follows : 

1  Pursuant  to  authority  delegated  by 
Bureau  Order  No  684.  dated  August  28. 
1961  (26  FR  8216 >  and  the  State  Direc- 
tor August  30.  1961  (26  F.R.  8468).  I 
hereby  classify  the  following  described 
lands,  totaling  535  acres  in  Lyon  County. 
Nevada,  as  suitable  for  sale  for  residence 
and  or  busine.ss  purposes  under  the 
Small  Tract  Act  of  June  1.  1938  (52  Stat. 
609    43  use   682a'  as  amended: 

MufNT  UI.^Bl()  MCKIDIAN 

T    1 6  N     {{    J  l  E  . 

.Sec   28   W  iSW  ,    W  I ,  W,  EU,SW'i  : 
.sec    29   E',Ei,.SW'4NE'4.NW'«SEi,4: 
Sec   32    N'.NE'*    SE^NE'.^; 
.sec      33      NWUNW'4,    W4  Wi^NEViNW^ . 
N'.SW'«NW'4.  W',NW'4SEV4NW'/4- 

ContaminK  535  acres  of  which  approxi- 
mately 445  acres  are  covered  by  93  ap- 


IW-01601901 

WYOMING 

Correction  Notice  of  Propotod  WMh 
drawal  and  Roservation  of  Imtt 

The  Notice  of  Proposed  Wlthdrtnl 
and  Reservation  of  Lands  In  btiiatt  tt 
the  Forest  Service,  U.S.  DepartOMnt  tf 
Agriculture,  serial  number  Wyoata^ 
0150190,  published  as  F.R.  DoeoMM 
61-11139  on  page  10980  of  the  Tunu 
Registcr  issued  November  23,  IMl  aoa- 
talned  certain  errors  In  land  deeertpttOM. 

Under  Big  Horn  National  Fomt,  UJl/ 
Highway  No.  16  Roadside  Zone.  T.  411, 
R.  84  W..  Sec.  36.  the  SWViNW^i  m 
shown,  whereas  the  correct  dflen^Ha 
Is  the  8Ey4NWV4.  Under  T.  41  M,  E 
86  W..  Sec.  7.  Lots  5,  7.  8,  10,  IS  mm 
shown.  The  correct  deacrlptlOD  mki 
Sec.  7  Is  Lots  5,  6.  7. 8  and  10. 

Thomas  H.  Plotb,  Jr., 
Acting  State  Dtrtdar. 

|PR     Dec      02   1792;    Piled.    Feb.   31,  UH 
8:46   am.] 


^,  February  22,  1962 

...^^ur*^  warrant  It,  a  public 
i  *in  be  held  at  a  convenient  time 
^^™-h<rh  will  be  announced. 
jJJJtnnlnation  of  the  Secretary  on 
''iEion  will  be  publi«bed  in  the 
•••SKaiTta-  A  separate  notice  will 
■■•5  10  each   interested   party   of 

'■JJ'undi  involved  in  the  application 
**Ml  Ttxmarki.  MtaiwAM,  Wyomino 
*i  it:  WHBW'A 

fbi  above  area  BBgregates  200  acres. 
Thomas  H.  Floyd,  Jr., 
Acting  State  Director. 

•>  ite    C-1793:    PUed.    Feb.    21.    l»«a; 
I'*  8:46  ami 


FEDERAL  MEGISTER 

BTOaK  KXMC  CAlCF<UIOVI«D 

T.  4S  N.,  R.  5  ■., 

BMS.    ai,    «%8W%NW%.    8V48EViNW«/4. 

Total  area  to  I 


TVCSLsa,  pomw  camp  and  picnic  ground 


IW-01502601 

WYOMING 

Notice  of  Proposed  Withdrawal  ai 
Reservation  of  Lands 

The  Bureau  of  Reclamation,  UBM 
States  Department  of  the  Interte,  ka 
filed  an  application,  serial  numtier  Wf^ 
ming  0150260.  for  the  withdrawal  tf 
lands  described  below,  from  all  fomtf 
appropriate  under  the  first  form  o(  wHk 
drawal  as  provided  by  section  S  of  ttl 
Act  of  July  17.  1902  (32  Stat.  388).  Qm- 
ing  administration  will  remain  untetti 
jurisdiction  of  the  Bureau  of  Land  MM' 
agement  until  such  time  as  the  lands  ■! 
actually  required  for  reclamation  !»■ 
poses. 

The  applicant  desires  the  land  W 
reclamation  purposes  in  connection  wtt 
the  development  of  Owl  Crttk  IWL 
Bighorn  Basin  Division.  Missouri  BIm 
Basin  Project.  .     .^ 

For  a  period  of  30  days  from  *"•  •■ 
of  publication  of  this  notice,  all 
who  wish  to  submit  comments, 
tlons  or  objections  in  connectloo 
the   proposed  withdrawal  may  r 
their  views  in  writing  to  the  State 
tor.  Bureau  of  Land  B»£anageiii»t  DJ 
partment  of  the  Interior.  P  O. 
Cheyenne.  Wyoming. 


COLORADO 

Mglict  of  Proposed  Withdrawal  and 
Reservation  of  Lands 

February  14.  1962. 

Ths  united  SUtes  Forest  Service  of 
ttalteartment  of  Agriculture  has  filed 
TSSoaUon,  Serial  Number  Colorado 

^Xtac  the  withdrawal  of  the  lands 
bid  below  from  location  and  entry 
_     the  General  Mining  Laws,  subject 
toobttBf  valid  claims. 

m  ippUcant  desires  the  land  for  use 
MMHioaDds.  picnic  grounds,  flsher- 
iBpaiklag  and  geological  area  located 
k  the  Bk>  Grande  National  Forest 

nr  a  period  of  thirty  days  from  the 
M  of  publication  of  this  notice,  all  per- 
■■vbo  wish  to  submit  comments,  sug- 
■ttaoi.  or  objections  In  connection  with 
fei  pmwsed  withdrawal  may  present 
MrflewB  in  writing  to  the  undersigned 
lies  or  the  Bureau  of  Land  BCanage- 
■bL  Department  of  the  Interior,  Oolo- 
aA>  State  Office,  Gas  and  Electric  Build- 
M>llO-Uth  Street,  Denver  2,  Colorado. 

n  dicumstances  warrant  it,  a  public 
Imlw  will  be  held  at  a  convenient  time 
«1  plaee.  which  will  be  announced. 

Ikidatenninatlon  of  the  Secretary  on 
Ite  miication  will  be  puldlshed  in  the 
HhialBiczstbr.  a  separate  notice  will 
liMt  to  each  Interested  party  of  record. 

Ite  lands  Involved  in  the  application 
we: 

Bar  Umco  Principal   Meridian,   Colorado 

BUrTALO  PASS  CAMPCBOUND 

T.«1I.,R.4E.. 
•■.a.  Lota  a  and  3,  SW>4NE>4.  WHSE>/4 

n^,  iviSEy^NW';.  N'-CjNwv^sEy*. 

Mtl  WW  182.80  acres. 

BKAVn  CREEK  CAMPGROUND 
T.|IIf.,B.SE. 

IH.  ao,  Lots  1  and  6; 

•icai.WHNWU. 

IMil  VCR  140.83  acres  mote  or  less. 


T  8S  M   R  3  B 
'SM.  U,'BE\iKW%,  NE>48WV4.  E'/jNW'm 

Total  are*  100  acres. 

anuK  oow  rAsa  camporouno 

T,  43  K..  B.  4  C. 
SM.39,IfW^BBVi. 
Total  area  40  acres. 

rOeO  CAMF  AND  PICNIC  GROUND 

T.  42  v..  R.  6  ■.. 

8M.  4.  SW14BW^8I^.  8>/b8X>48WV4: 
8M.  9,  NV4N»%NW  «/4 .  NW  '/4NW % NE 'A  ■ 
Total  area  60  acres. 

WAmtAlCAKim  CAMPGROUND 

T.  4S  N.,  R.  3  K.. 

8SC.  81,  Lots  1  and  2,  W'/iNEV^NWli 
ToUl  area  104.66  acres. 

ROAB  CAirrow  m«f2Rvoim  pishbrmen   parking 

T.  40H..R.8W., 

Sec.  8.  Lot  4; 

Sec.  4,  Lot  1. 

T.  41  If..  R.  8  W., 

8ec.a7,SV48B%8KV^:  „ 

Sec.    84.    HWViN«%NB«4.    E'/aNW.ViNE^. 

SWV4NB^,    8«%8«14NWV4,    l«m'/48Wy4. 

8W%8Wi4,  NW^4BBVi8W>/4.  NW«/4NW«/4 

SR%. 
Total  area  291.64  acres. 


|IOCK 


ABCHZRT  AND  PICNIC  GROUND 


T.  37  N.,  R.  8  B., 

Sec.  10,  8V48«y4Nv<r>/4.  ne'aSW',;.  w'2 

NW^48»%. 
ToUl  area  80  acres. 

WBSEUS  GEOLOGICAL  AREA 

T.  42  N..  R.  2  K.. 

Sec.  17, 8V48Wy4.  B^ASEV*: 
Sec.  20.  NV4BW%.  N% ,  N«4SEy4 • 
ToUl  area  640  acres. 

The  above  described  areas  aggregate 
approximately  1.779.82  acres. 

Harold  T.Tysk. 
Chief.  Lands  and  Minerals. 

[FB..    Doc.    62-1816:    Filed.    Feb.    21,    1962; 
8:48  a.m.] 


Offlco  of  the  Secretary 

POLICIES  OF  THE  DEPARTMENT  RELA- 
TIVE TO  RESERVOIR  PROJECT  LANDS 

The  following  material  Is  a  portion  of 
the  Departmental  Manual  and  the  num- 
bering system  is  that  of  the  Manual. 
Secretory  Order  2744  (19  F.R.  381)  is 
revoked. 

Part  751 — Reservoir  Project  Lands 
chapter  1 — policies 


1  BEAVER  l-REEK  PICNIC  GROUND 

T.IIII.,B.3E. 
8iei.  17  and  20.  East  20  chains  of  Tract  62. 
l^tsl  RrcR  80  acres  more  or  less. 


751.1.1  General  policy.  The  Department 
at  the  Intetlor  considers  that  public  rec- 
reation and  fish  and  wildlife  should  be  pur- 
poses given  fiill  consideration  equally  with 
other  purposes  of  reservoir  projects  under- 
taken by  the  Federal  Oovemment.  To  this 
end,  m  so  far  as  permitted  by  law,  the  plan- 
ning, devetopment,  and  management  of  Fed- 
eral reservoirs  for  which  this  Department  has 
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a  responslblUty  shaU  provide  for  realisation 
of  optimum  pnewt  and  fature  outdoor  rec- 
reation and  fUh  and  wUdllfe  potentlaUtlea 
associated  with  each  iwrrrtr  developoMnt. 
78l.ia  Re»0rve*r  profteU profe^tt  for  mu- 
thorijtatiot^—A.  PUmmtM  and  Oevekrpmont. 

(1)  The  project  plan  lor  aaeb  iMinIr 
prelect  for  whleh  authorlMtlon  la  aoagfat  wiU 
explicitly  include  recreation  and'flah  and 
wildlife  provlsioaa  generally  In  aoeord  with 
the  policy  ttateflMnt  la  Beetlon  1  of  thla 
statement.  Such  provlslOM  in  project  plana 
wUl  be  sufflclenuy  apeelflc  ao  that  when  the 
project  U  authorlaed  the  Departmrat  of  the 
Interior  wUl  have  a  dear  baaU  tor  reqtMetlag 
appropriations  and  other  action  to  effectu- 
ate the  plan.  ' 

(2)  The  National  Park  Servloe  atttt  the 
FUh  and  WUdllfe  Service  are  req^aeibto 
respectively  for  developing  the  reereatton  and 
the  flsb  and  wildlife  portions  of  the  project 
plan,  and  they  shaU  collaborate  with  the 
reservoir  eonstmetkm  agency  to  assure  a 
mutually  acceptable  project  plan. 

b.  Review.  Authorisation  propoeaU  pend- 
ing m  the  Department,  the  Bureau  at  tte 
Budget,  or  l>efore  the  Oongrees  wUl  be  re- 
viewed to  assitfe  conformance  with  the  poU- 
cles  set  forth  herein,  and  sufch  general  or 
specinc  legislation  and  such  ruJss  and  regula- 
tions as  may  be  needed  to  effectuate  the 
policies  and  procediffes  set  forth  herein  will 
be  submitted  for  appi^prlate  action. 

761 .1 .3  Reaervoirs  in  operation,  under  con- 
strxustion.  or  authoriged.  The  status  of  res- 
ervoirs for  which  thU  DepatUnent  has  the 
responsibility  Including  those  reservoirs  al- 
ready authorised  but  no*  yet  undsr  con- 
struction, reservoirs  currently  under  con- 
struction but  not  yet  completed,  and 
completed  reservoirs  now  In  operation  wUl 
be  reviewed  to  determine  what  measures 
are  needed  and  apprt^rtate  in  order  to  tpplj 
to  such  reservoirs  the  poUetas  and  procedures 
set  forth  herein,  and  to  prorlrtB  plans  snd 
cost  estimates  for  such  measures.  Such  gen- 
eral or  specific  legislation  and  suCh  rules 
and  regulations  as  may  be  needed  to  effectu- 
ate the  policies  and  procedures  set  forth 
herein  wUl  be  submitted  for  apinoprlate 
action. 

751.1.4  Acquisition  of  land*  for  reservoir 
projects.  It  to  the  pcdlcy  at  tJ»e  Departonent 
of  the  Interior  to  acquire  as  a  part  cd  reser- 
voir project  construction  adequate  Interest 
In  lands  necessary  for  the  reallaatlon  of  opti- 
mum values  fOT  all  purposes  IndQding  addi- 
tional land  areas  to  assxire  fuU  reallaBatlon  of 
optimum  present  and  future  outdoor  rec- 
reeUonal  and  fish  and  wildlife  potentials  of 
each  reservoir. 

A  Landa  for  reaervotr  conatruction  and 
operation.  The  fee  title  wlU  be  acquired  to 
the  following:  / 

( 1 )  Ijands  necessary  for  permanent  struc- 
tures. 

(2)  Lands  below  the  maximum  flowage 
line  of  the  reservoir  lnci\idlng  lands  ybelow  . 
a  selected  freeboard  where  necessary  to 
safeguard  against  the  effects  of  saturation, 
wave  action,  and  bank  eroBl<«i  and  to  per- 
mit induced  surcharge  operation. 

(3)  Lands  needed  to  provide  for  public 
access  to  the  maximum  flowage  line  as  de- 
scribed m  paragraph  lb,  or  for  operation 
and  maintenance  of  the  project. 

B.  Additional  lands  for  correlative  pur- 
poses. The  fee  title  wUl  be  acquired  for  the 
following: 

( 1 )  Such  lands  as  are  needed  to  meet  pres- 
ent and  future  requirements  for  fish  and 
wildlife  as  determined  pursuant  to  the  Fish 
and  Wildlife  Coordination  Act. 

(2)  Such  lands  as  are  needed  to  meet 
present  and  future  requirements  for  outdoor 
recreation,  as  may  be  authorised  by  Congress. 

C.  Basements  to  lieu  of  fee  title  may  be 
taken  only  for  lands  that  meet  sM  of  the 
following  conditions: 
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( 1 )  Lands  lying  aboT*  tb*  storaffe  pool. 

(2)  LaxmU  In  remote  portknu  of  the  project 

(3)  Lende  determined  by  the  Ftah  and 
Wildlife  8e*Wce  or  the  national  Park  Serrlce 
reepecUvely  to  be  of  no  eubetanUal  value  for 
protection  or  enhancement  of  flab  and  wild- 
life reeources.  or  for  pubUe  outdoor  recrea- 
tion ^    . 

( 4 )  It  la  to  the  financial  adTantage  of  the 
Government  to  take  eaaemente  In  lieu  of  fee 

title. 

D.  Blocking  out.  Blocking  out  will  be  ac- 
complished In  accordance  with  sound  real 
estate  practices,  for  example,  on  minor  sec- 
tional subdivision  lines:  and  normally,  land 
will  not  be  acquired  to  avoid  severance  dam- 
age If  the  owner  will  waive  such  damage. 

B.  Mineral  rights.  Mineral,  oU  and  gas 
rights  wlU  not  be  acquired  except  where  the 
development  thereof  wo\Ud  Interfere  with 
project  purpoees.  but  mineral  rlghu  not  ac- 
quired will  be  subordinated  to  the  Govern- 
ment's right  to  regulate  their  development 
In  a  manner  that  will  not  Interfere  with  the 
primary  purpoees  of  the  project.  Including 
public  access. 

F.  Buildings.  Buildings  for  human  occu- 
pancy as  well  as  other  structures  which 
wo\Ud  Interfere  with  the  operaUon  of  the 
project  for  any  project  purpose  will  be  pro- 
hibited on  reservoir  project  lands. 

Sttwart  L.  Udall, 
Secretary  of  the  Interior. 

FXBKUAJIY   16,   1962. 

rF.B.    Doc.    63-l»06:    FUed,    Feb.    21.     1962; 
10:48  a.m.) 


JOINT  POLICIES  OF  THE  DEPART- 
MENTS OF  THE  INTERIOR  AND  OF 
THE  ARMY  RELATIVE  TO  RESER- 
VOIR PROJECT  LANDS 

Acquisition  of  lajids  for  reservoir  pro- 
jects. In  ao  far  as  permitted  by  law.  it  is 
the  policy  of  the  Departments  of  the 
Interior  and  at  the  Army  to  acquire,  as 
a  part  of  reservoir  project  construction. 
adequate  Interest  in  lands  necessary  for 
the  realization  of  optimum  values  for  all 
purposes  including  additional  land  areas 
to  assure  full  realization  of  optimum 
present  and  future  outdoor  recreational 
and  flsh  and  wildlife  potentials  of  each 
reservoir. 

1.  Lands  for  reservoir  construction 
and  operation.  The  fee  title  will  be  ac- 
quired to  the  following : 

a.  Lands  necessary  for  permanent 
structures. 

b.  Lands  below  the  maximum  flowage 
line  of  the  reservoir  including  lands 
below  a  selected  freeboard  where  neces- 
sary to  safeguard  against  the  effects  of 
saturation,  wave  action,  and  bank  ero- 
sion and  to  permit  induced  surcharge 
operation. 

c.  Lands  needed  to  provide  for  public 
access  to  the  maximum  flowage  line  as 
described  in  paragraph  lb.  or  for  opera- 
tion and  maintenance  of  the  project. 

2.  Additional  lands  for  correlative 
purposes.  The  fee  title  will  be  acquired 
for  the  following : 

a.  Such  lands  as  are  needed  to  meet 
present  and  future  requirements  for  flsh 
and  wildlife  as  determined  pursuant  to 
the  Pish  and  Wildlife  Coordination  Act. 

b.  Such  lands  as  are  needed  to  meet 
present  and  future  public  requirements 
for  outdoor  recreation,  as  may  be  au- 
thorized by  Congress. 


NOTICES 

3.  Easements  in  lieu  of  fee  title  may  be 
taken  only  for  lands  that  meet  all  of  the 
following  conditions : 

a.  Lands  lying  above  the  storage  pool. 

b.  Lands  in  remote  portions  of  the 
project  area. 

c.  Lands  determined  to  be  of  no  sub- 
stantial value  for  protection  or  enhance- 
ment of  flsh  and  wildlife  resources,  or 
for  public  outdoor  recreation. 

d.  It  is  to  the  financial  advantage  of 
the  Government  to  take  easements  in 
lieu  of  fee  title. 

4.  Blocking  out.  Blocking  out  will  be 
accomplished  in  accordance  with  sound 
real  estate  practices,  for  example,  on 
minor  sectional  subdivision  lines:  and 
normally,  land  will  not  be  acquired  to 
avoid  severance  damage  if  the  owner  will 
waive  such  damage. 

5.  Mineral  rights.  Mineral,  oil  and 
gas  rights  will  not  be  acquired  except 
where  the  development  thereof  would 
interfere  with  project  purposes,  but  min- 
eral rights  not  acquired  will  be  subordi- 
nated to  the  Government's  right  to  reg- 
ulate their  development  in  a  manner 
that  will  not  interfere  with  the  primary 
purposes  of  the  project,  including  public 
access. 

6.  Buddings.  Buildings  for  human 
occupancy  as  well  as  other  structures 
which  would  interfere  with  the  opera- 
tion of  the  project  for  any  project  pur- 
pose will  be  prohibited  on  reservoir  proj- 
ect lands 

This    joint    agreement    will    be    pub- 
lished in  the  Federal  RiciSTra. 
Approved    February  16.  1962. 

Stewart  L.  Udall. 
Secretary  of  the  Interior. 
Stephen  Ailxs. 
Acting  Secretary  of  the  Army. 


FEBRU^RY   19.   1962. 

1  F  R      D-  .(•      6 


1907;     Filed, 
10  48  a  m  I 


Feb     21,     1962; 


NORTH  CAROLINA 
Designation  of  Ar*at  for 
Loans 

For  the  purpose  of 'making 

loans  pursuant  to  section  321(a) 
he   Law  87-128    (7   U.8.C.   ISfDVE 
been  determined  that  in  the  hwnlr 
named  counties  in  the  State  o( 
Carolina,  natural  disasters  have  < 
a  need  for  agricultural  credit  noti__ 
available   from  commercial  beaki^ 
operative  lending  agencies,  or    "" 
spon-sible  sources. 


I 


^,  February  22,  1962 

Supply    Division.    The    rural 
program   for    generation 
Ion  borrowers  is  admlnis- 


FEDERAL  REGISTER 


DEPARTMENT  OF  AGRICULTURE 

OfRce  of  the  Secretary 

MISSISSIPPI 

Designation  of  Area  for  Emergency 
Loans 

For  the  purpose  of  making  emergency 
loans  pursuant  to  section  321(a)  of 
Public  Law  87-128  <7  U.S.C.  1961)  it  has 
been  determined  that  in  Wayne  County. 
Mississippi,  natural  disasters  have  caused 
a  need  for  agricultural  credit  not  readily 
available  from  commercial  banks,  co- 
operative lending  agencies,  or  other  re- 
sponsible sources. 

Pursuant  to  the  authority  set  forth 
above,  emergency  loans  will  not  be  made 
in  the  above-named  county  after  June 
30,  1962,  except  to  applicants  who  previ- 
ously received  emergency  or  sjjeclal 
livestock  loan  assistance  and  who  can 
qualify  under  established  policies  and 
procedures. 

Done  at  Washington,  DC,  this  16th 
day  of  February  1962. 


Orville  L   Freeman, 
Secretary. 


F  R    D-o 


62   1813,     Piled. 
8  46  ajn  | 


Feb     21.    1962; 


North  Carolina 


Camden. 
Chowan. 
Cxirrltuclc. 
Hyde. 


Paaquotaak. 
Perqulmana. 
TyrreU. 
Washlnftoa. 


Pursuant  to  the  authority  nt 
above,  emergency  loans  will  notte 
in  the  above-named  counties  eftv  Jt^ 
30.  1962.  except  to  applicants  i^  m. 
iously  received  emergency  or  speeMli^ 
stock  loan  assistance  and  vIm  «§ 
qualify  under  established  polldei  mi 
procedures. 

Done  at  Washington,  D.C..  this  lift 

day  of  February  1962. 

Orville  L.  Punui, 
SccnfVf, 

|PR     Doc     62  1814:    PUed.    Fab.  »,  IMk 
8:48  ajn.] 


Rural  Electrification  AdminislnMM 
ORGANIZATION  AND  FUNCHOM 


The  organization  of  the  Rural 
flcation  Administration  Ls  as  foDofi: 

Central  Organization.  The  . 
office  of  the  Rural  Electriflcatloo 
istration  is  at  Washington,  B.C. 
function  of  the  Agency  is  the  ^  .^. 
out  of  a  program  of  rural  electrllliilta 
and  rural  telephony,  as  provided  te^ 
the  Rural  Electrification  Act  of  IMLli 
amended  (7  U.S.C.  901-15,  921-IM). 

The  Administrator.  The 
tor  is  appointed  by  the  Preside!^ 
the  advice  and  consent  of  the  ~ 
for  a  term  of  ten  years.  He 
the  chief  administrative  of&Bial  rf 
Agency  under  the  general 
and  direction  of  the  Director,  _ 
tural  Credit.  He  is  aided  dlrecttf  If t 
Deputy  Administrator,  and  AaiM 
Administrators  for  the  Electrio  F» 
gram,  for  the  Telephone  ProgrMMlH 
for  Operations.  The  work  is  caaMm 
through  the  area  offices  and  dtrMflU 
described  in  succeeding  paragraflil^ 

Electric  Area  Offices.  The  rural 
triftcation  program  for  electric  ""  ' 
tion  borrowers  is  administered  ^  _^ 
five  area  offices  designated  as  WorttM^ 
Southeast.  North  Central,  8outtW» 
and  Western,  Each  office  within  ilil^ 
signed  geographic  area:  Appral«« 
applications  and  prepares  loan  f 
mendations;  reviews  the  flnandil 
operating  performance  of 
analyzes  engineering  plans, 
tions  and  construction  contracts; 
and  approves  completed  const 
provides  advice  and  assistance  to 
rowers  concerning  loans  and  the 
construction,  management, 
and  maintenance  of  systems. 


"^i^Mch  the  Power  Supply  Division. 
•TmSSo  appraises  loan  applicaUons 
^T^nem    loan    recommendations: 
•UJ^ financial  and  operating  per- 
^"^T of  borrowers;   analyzes  engi- 
Dlans,  specifications  and  con- 
contracts:       reviews      and 
-     —  completed    construcUon;    ap- 
•Eadvances  of  funds  to  borrowers; 
'^^-Tfeasibility  and  benefits- of  gen- 
™  and  transmission  systems;  pro- 
\Awict  and  assistance  to  borrowers 
r  loans  and  the  design,  con- 
management,  operation   and 
Burtce  of  systems;  and  conducts 
and  negotiations  related  to  pro- 
Bt  of  purchased   power   for   all 
borrowers. 

Distribution    Division.    The 

administers     staff     activities 

,  with   the   engineering,   con- 

DL  management  and  operation  of 

dirtribution  systems  Including: 

,..„m^t  of  solutions  to  the  englnecr- 

TmI  operating  problems  of  existing 

I-  review  of  borrowers'  engineering 

^  and  cost  estimates;  ret^jOl  rate 

,•  avlstance  to  borrowers  In  the 

anf^  of  consumer  loads  and  pro- 

STadviM  and  assistance  to  the  elec- 
^aiea  oiBces  and.  as  requested,  to  elec- 
S  dtatrlbution  borrowers  concerning 
^laerlng  and  operations  matters. 

BtSk  Standards  Division.  Thedivi- 
^  administers  staff  engineering  activl- 
—  aooeemed  with  the  development  of 
I  criteria,  specifications,  and 
.  daU  relating  to  rural  electric 
am  and  faciUUes:  provides  advice 
aatatance  to  agency  officials  and,  as 
-waited,  to  borrowers  concerning  elec- 
Mi  ilMidards;  maintains  liaison  with 
I  and  non-Gofvemment  or- 
on  matters  concerning  the 

,„„ <rf  the  division. 

Mtphone   Area    Offices.    The   rur^ 

e     program     is     administered 

five  area  offices  designated  as 

;,    Southeast,    North    Central, 

™,t.   and   Western.    Each   office 

tts  assigned  geographic  area:  Ap- 

^  loan  applications  and  prepares 

reeonunendations;  reviews  the  11- 

and  operating  performance  of 

i;  analyzes  engineering  plans, 

__Jons    and    construction    con- 

i;  reviews  and  approves  completed 

_jiictk)n;  approves  advance  of  fimds 

to  borrowers;  provides  advice  and  as- 

jihinfMi  to  borrowers  concerning  loans 

nd  the  design,  construction,  manage- 

operation.   and   maintenance   of 


Ttkphone  Engineering  and  Operations 
MMoa.  The  division  administers  staff 
MtMtles  Uivolving  loans  and  the  engl- 
iMrlng  and  operations  of  rural  tele- 
phone lystems.  This  includes:  Studies 
•Bd  analyses  regarding  rates,  toll  traffic 
Kreonents,  and  valuation  and  acquisi- 
ttn  of  facilities;  solutions  concerning 
ttte  engineering  problems  of  existing  tel- 
ttbaut  systems ;  the  review  of  telephone 
Viton  cost  estimates  and  the  englneer- 
>B|  requirements  of  loan  applications; 


and  advice  and  assistance  to  the  area 
ofBces  and,  as  requested,  to  borrowers 
concerning  telwhone  engineering  and 
operations  matters. 

Telephone   Standards   Division.    The 
division    administers   staff    engineering 
activities  concerned  with  the  develop- 
ment of  standards,  criteria,  specifica- 
tions, and  technical  data  relating   to 
rural  telephone  systems  and  facilities; 
provides  advice  and  assistance  to  agency 
officials,  and,  as  requested,  to  borrowers 
concerning  telephone  standards;  main- 
tains liaison  with  Government  and  ^on- 
Govemment  organizations  on  matters 
concerning  the  functions  of  the  division. 
Controller's    Division.    The    division 
administers  all  agency  activities  relat- 
ing to  financial,  budgetary,  accounting, 
auditing,  program  analysis,  and  statis- 
tical service  activities,  except  for  inter- 
nal audit;  provides  advice  and  assistance 
to  agency  officials  and  borrowers  con- 
cerning these  activities. 

Information   Services   Division.     The 
division    administers    the    information 
services  program  of  the  agency  to  pro- 
vide borrowers  and  the  public  with  in- 
formation   concerning    the    operations, 
status,  progtess,  and  accomplishments  of 
the  rural  electaification,  rural  telephone, 
and  rural  areas  development  programs. 
Personnel  Management  Division.    The 
division  administers  the  personnel  pro- 
gram of  the  agency  involving  classifica- 
tion and  wage  administration;  conduct 
of  organization  studies  and  surveys;  de- 
vel<qpment  of  reconimendatlons  for  or- 
ganisation changes  required  to  adminis- 
ter   agency    problems;    preparation    of 
organiaatlon   charts;    employment    and 
placement    functions;    employee    rela- 
tions; training;  safety;  and  health  ac- 

tiviUes.  ,.    ^ 

Program  Services  Division.  The  divi- 
sion administers  centralized  staff  activi- 
ties concerned  with  rural  electric,  tele- 
phone, and  areas  development  programs 
Including  insurance,  power  requirements, 
safety  a"«*  labor  relations.  It  is  also 
responsible  for  overaU  administrative 
staff  activities  including  management 
analysis,  administrative  issuances,  pro- 
duction control,  and  general  services. 
Advice  and  assistance  is  provided  to 
agency  offices  and,  as  requested,  to  bor- 
rowers concerning  the  functions  of  the 
division.  „    .^^. 

Internal  Audit  Staff.  This  staff  within 
the  Office  of  the  Administrator  adminis- 
ters the  internal  audit  program  of  the 
agency  designed  to  assure  operations 
within  the  broad  framework  of  policies 
and  regulations  of  the  Department,  Gen- 
eral Accounting  Office,  and  other  Federal 
ft  B  fincics 

Aural  Areas  Development  Staff.  This 
staff  within  the  Office  of  the  Adminis- 
trator administers  the  rural  areas  de- 
velopment program  designed  to  meet  the 
responsibilities  of  the  agency  within  the 
broad  framework  of  Department  policies 
and  those  of  other  Federal  agencies 
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ATOMIC  ENERGY  COMMSSHM 

(Docket  No.  27-88] 

TRACERLAB,  INC..  AND  LABORATOtY 
FOR  ELECTRONICS,  INC.,  TRACER- 
LAB  DIVISION 


Notice  of  Transfer  of  Byproduct, 
Source  and  Special  Nucleor  Mate- 
rial License 

Please  take  notice  that  the  Atomic 
Energy  Commission,  pursuant  to  section 
184  of  the  Atomic  Energy  Act  of  m4^«« 
amended,  hereby  grants  an  appMotton 
dated  Novonber  6,  1961.  as  amended 
January  2.  1962,  requesting  the  trans- 
fer of  License  No.  20-1383-14  from 
Tracerlab,  Inc.  to  Laboratory  for  Elec- 
tronics, Inc.,  Tracerlab  Division. 

All  references  in  the  license  to  "Traeer- 
lab.  Inc."  are  amended  to  read  "Labora- 
tory for  Electronics,  Ific,  Tracerlab 
Division".  All  other  conditions  and 
limitations  specified  in  the  license  re- 
main the  same.  ^ 

In  accordance  with  the  Commissions, 
"Rules  of  Practice,"  Titie  10.  Code  of 
Federal  Regulations.  Chapto:  1,  Part  2, 
a  formal  hearing  will  be  held  on  the 
matter  upon  receipt  of  a  request  therefor 
from  the  licensee  or  an  intcrvoier  within 
fifteen  (15)  days  after  tiie  issuance  of 
this  notice. 

Dated  at  Germantown.  Md..  February 
16. 1962.  1 

For  the  Atomic  Energy  Cwnmission. 

R.  L.  KntK. 
Deputy  Director,  Divitkm  of 
Licensing  and  Regulation. 

IPR.    Doc.   82-1774;    Piled.    Feb.    21.    I«e3; 
8:46  am.] 


Issued  this  sixteenth  day  of  February 

1962 

Norman  M.  Clapp, 

Administrator. 

|P.R.    Doc.    62-1831;    Piled,    Peb.    21,    1962; 
8:50  a.m.) 


[Docket  No.  60-61 

PENNSYLVANIA  STATE  UNIVERSITY 

Notice  of  Issuance  of  Facility  Lic«ns« 
Amendment 

Please  take  notice  that  ttie  AUmiic 
Energy  Commission  has  issued  Amend- 
ment No.  8.  set  forth  below,  to  PaciUty 
License  No.  R-2.  The  Ucense  authoriaes 
The  Pennsylvania  State  University  to 
possess  and  operate  tiie  nuclear  reacts 
located  on  the  university's  campus  at 
University  Park,  Pennsylvania. 

The  amendment  authorizes  the  modi- 
fication of  the  reactor  exclusion  area  and 
the  relocation  of  a  portion  of  the  fence 
in  the  northeast  comer  of  the  reactor 
exclusion  area. 

The  Commission  has  found  that  oper- 
ation of  the  reactor  in  accordance  with 
the  license  as  amended  will  not  present 
undue  hazard  to  the  health  and  safety 
of  the  public  and  will  not  be  inimical  to 
the  common  defense  and  security. 

The  Commission  has  further  found 
that  prior  pubUc  noUce  of  proposed  is- 
suance of  this  amendment  is  not  neces- 
sary in  the  public  interest  since  operation 
of  the  reactor  in  accordance  with  the 
license  as  amended  would  not  preset 
any  substantial  change  in  the  hazards 
to  the  health  and  safety  of  the  VwUc 
from   those   previously   considered   and 
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evaluated  in  eonnectkm  witti  the  previ- 
ously approv^  operations. 

In  accordu^  with  the  Oommlsaion's 
rules  of  pnK^fce  (10  CVB  Part  2)  the 
Commission  wQl  direct  the  holdinc  of 
a  formal  hearing  on  the  matter  of  Issu- 
ance of  the  license  amendment  upon  re- 
ceipt of  a  request  therefor  from  the 
licensee  or  an  intenrener  within  30  days 
after  the  Issuance  of  the  license  amend- 
ment. Petitions  for  leave  to  intervene 
and  requests  for  a  formal  hearing  shall 
be  filed  by  maiUng  a  copy  to  the  Office 
of  the  Secretary.  Atomic  Energy  Com- 
misBlOQ,  Washington  25,  DC.  or  by  de- 
livery of  a  copy  in  person  to  the  Office 
of  the  Secretary.  Oermantown.  Mary- 
land, or  the  Commission's  Public  Docu- 
m«it  Room.  1717  H  Street  NW  .  Wash- 
ington. D.C. 

For  further  details  see  (D  the  appli- 
cations fOT  Ucense  amendment  dated 
August  30.  1961.  October  10.  1961  and 
October  31.  1961  by  The  Pennsylvania 
State  University  and  (2)  a  related  haz- 
/ards  analysis  prepared  by  the  Research 
and  Power  Reactor  Safety  Branch  of  the 
Division  of  Licensing  and  Regulation,  all 
on  file  at  the  Commission's  Public  Docu- 
ment Room.  1717  H  Street  NW.,  Wash- 
ington. D.C.  A  copy  of  the  hazards 
analysis  may  be  obtained  at  the  Com- 
mission's Public  Document  Room  or 
upon  request  addressed  to  the  Atomic 
Energy  Commission,  Washington  25. 
D.o:.  Attention:  Director.  Division  of  Li- 
censing and  Regulation. 

Dated  at  Oermantown.  Md..  this  16th 
day  of  February  1962. 

For  the  Atomic  Energy  Commission. 

ROBEKT  H.  Bryan. 
Chief.  Research  and  Power  Re- 
actor Safety  Branch.  Division 
Of  Licensing  and  Regulation. 

[License  No.  R-l;  Amdt.  8| 

UccDM  Mo.  R-a.  as  hmrnnHmA.  which  au- 
thorizes the  Pennaylvanla  SUte  University 
to  jinTM  and  openUe  the  nuclear  reactor 
located  on  the  iinlTerslty'a  campua  at  Unl- 
veralty  Park,  Pennsylvania.  U  hereby  further 
amended  by  amending  paragraph  1  to  read 
aa  follow! : 

1.  Thla  Ucense  applies  to  the  pool-type  nu- 
clear reactor  (hereinafter  referred  to  as  "the 
reactor")  which  ts  owned  by  the  Pennsyl- 
vania State  University  and  located  at  Uni- 
versity Park.  Pennsylvania  and  described  in 
the  university's  application  for  license  dated 
May  3.  196S.  as  amended,  and  amendments 
thereto  dated  January  14.  I960.  January  18. 
1961.  January  aS.  1961.  April  4.  1961.  August 
30.  1961.  October  10.  1961  and  October  31. 
1961  (herelnjifter  collectively  referred  to 
as  "the  application" ) . 

This  amendment  Is  effective  as  of  the  date 
of  Issuance. 

Date  of  tamance:  February  16. 1962 
For  the  Atomic  Energy  Commisalon. 

Boiarr  H.  BsTajr, 
Chief.  neteareK  rnttd  Ftmtr  Memetor 
Softt  BraMch.  Dtviaiem  of  Licens- 
ing mmd  Meflmtion. 

|FJl.    Doc.    63-1775;    Fllwl.    Feb.    31.    1963; 
8:46  ajn.] 


NOTICES 

CIVIL  AERONAUTICS  BOARD 

(Docket  No.  131931 

AIRFREIGHT  FORWARDER 
AUTHORITY  CASE 

Notice  of  Postponement  of  Prehearing 
Conference 

Notice  i.s  hereby  given  that  the  pre- 
hearing conference  in  the  above-entitled 
matter  now  assigned  to  be  held  on  Feb- 
ruary 27  is  postponed  to  March  1.  1962. 
10  am,  est..  Room  725.  Universal  Build- 
ing. Connecticut  and  Florida  Avenues 
NW  ,  Washington.  D  C  ,  before  Examiner 
Walter  W.  Bryan. 

Dated  at  Washington,  DC.  February 
15. 1962. 


SEAL  I 


Francis  W.  Brown, 
Chief  Examiner. 


|FR     Doc     62   lffl2:     Piled.    Feb     21,    1962: 
8  50  a  m  1 


lEVx-kel   No     1:3406;    Order    No    E-18037| 

FLYING   TIGER   LINE,   INC. 

Proposed  Reduction  of  Military  Char- 
ter Rates;  Order  of  Investigation 
and   Si^spension 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington.  DC. 
on  the  19th  day  of  February,  1962. 

The  Flying  Tiger  Line  Inc.  has  filed 
tariff  revisions  to  become  effective  Feb- 
ruary 22,  1962.  proposing  to  reduce  its 
live  charter  rate  for  the  air  transporta- 
tion of  military  personnel  for  the  military 
agencies  In  L-1049H  aircraft  between 
points  in  the  continental  United  States 
from  $2.75  to  $2.50  per  mile,  the  ferry 
rate  of  $2  25  per  mile  remaining  un- 
changed. 

The  newly  proposed  rate  of  $2.50  per 
mile  for  L-1049H  aircraft  appears  to  be 
below  the  general  pattern  established 
for  such  aircraft,  as  was  the  case  with 
the  rate  of  $2  40  per  mile  by  Flying 
Tiger  for  Lr-1049H  aircraft  having  95 
seats  or  less  which  the  Board  recently 
suspended.'  Moreover,  the  carrier's 
operating  cost  data  for  L-1049H  aircraft 
reported  on  Form  41  raise  a  question 
whether  a  rate  below  the  existing  level 
would  cover  its  costs,  including  a  reason- 
able profit  after  taxes. 

Upon  consideration  of  this  tariff  and 
all  relevant  matters,  the  Board  finds  that 
such  tariff  proposals  with  respect  to 
rates  for  L-1049H  mlhtary  passenger 
charter  service  may  be  unjust,  or  un- 
reasonable, or  unjustly  discriminatory, 
or  unduly  preferential,  or  unduly  preju- 
dicial, and  should  be  Investigated.  In 
view  of  the  departure  of  this  proposal 
from  the  existing  level  of  rates,  and  in 
order  to  prevent  unwarranted  rate 
changes  in  this  area,  the  Board  has 
concluded  to  suspend  the  operation  of 
such  L-1049H  tarlll  proposal  and  the 
use  thereof  pending  investigation. 


Accordingly,  pursuant  to  the 
Aviation  Act  of  1958  and 
sections  204(a) .  404.  and  1002 

It  is  ordered.  That: 

1.  An  investigation  is  hereby 
to  determine  whether  the  rate  pa* 
ter  mile  for  L-1049H  aircraft 
points  within  the  continental 
States  on  3d  Revised  Page  9  at  SiC 
Flying  Tiger  Line  Inc.  Military  Tl^ 
Charter  Tariff  No.  2,  C.AJ8.  No.  1||,^ 
or  will  be.  unjust  or  unreaaonidili,  |||. 
justly  discriminatory,  unduly  prelaw* 
tlal,  unduly  prejudicial  or  otherwten. 
lawful,  and,  if  found  to  be  unlawM,||' 
determine  and  prescribe  the  lawfotm^ 

2.  Pending  investigation.  hearliif,i^ 
decision  by  the  Board,  the  rati  m 
charter  mile  for  Lr-1049H  alrcnft  !§. 
tween  ixiints  within  the  oonttaMUg 
United  States  on  3d  Revised  I^i|il|| 
The  Flying  Tiger  Line  Inc.  MOIiQ 
Traffic  Charter  Tariff  No.  2.  CJLB.ilL 
152,  is  suspended  and  its  use 
to  and  including  May  22,  1963, 
otherwise  ordered  by  the  Board 
no  changes  be  made  therein  dnrtng 
period  of  suspension  except  by 
or  special  permission  of  the  Board. 

3.  The  proceeding  ordered  berdn  be 
assigned  for  hearing  before  an  exandner 
of  the  Board  at  a  time  and  place  hoc- 
after  to  be  designated. 

4.  Copies  of  this  order  shall  be  AM 
with  the  aforesaid  tariff  and  daQ  be 
served  upon  The  Flying  Tiger  Line  iBe. 
which  is  hereby  made  a  party  to  Vctt 
proceeding. 

This  order  will  be  published  la  the 
Federal  Register. 

By  the  Civil  Aeronautics  Board. 

I  SEAL  1  Harold  R.  SAifDnm.  , 

5eeritary. 

|PR     Doc     62   1833;    Filed.    Feb.   «1.  Mk 
8:50  a.m.| 


[Docket  No.  11908  etc.) 

TRANSATLANTIC  CHARTER 
INVESTIGATION 

Notice  of  Heoring 

In  the  matter  of  the  appUcatioM  III 
certificates  of  public  convenience  ML 
necessity  to  engage  in  transatlaatle  >••■ 
senger  charter  air  transportatfcm. 

Notice  is  hereby  given,  pursuant  toll 
provisions  of  the  Federal  AvlatloB  M 
of  1958.  as  amended,  that  a  ynbUe^^t^ 
ing  in  the  above -entitled  prooeeAlC  M 
assigned  to  be  held  on  April  9,  ItMtli 
10  am  ,  est.,  in  Room  725.  Uniwigl 
Building.  1825  Connecticut  Avenue  WE. 
Washington,  DC,  before  the  Uiwr 
signed  Examiner.  , 

Without  limiting  the  precise  MOPI  ■ 
the  Issues,  particular  attention  wflm 
directed  to  the  following  questioai:    _ 

(1>  Whether  the  public  tuuiiliiMg 
and  necessity  require  the  certlflf  W»5 
one  or  more  air  carriers  to  perform  !■•• 
atlantic  charter  flights  and.  If  lO^ 
carrier  or  carriers  should  be  *" 
perform  such  transportation 


'Order  B-17789.  December  1.  IMl  (Docket 
13231). 


terms,  conditions,  or  limitatloni  *■ 
be  attached  to  such  certification;  •■* 


^,  February  22,  1962 

it  the   various   applicants 
-atic  passenger  charter  au- 
jlt,  willing  and  able  to  per- 
alr  transportation  properly, 
^orm  to  the  provitions  of  the 
Oc  rules,  regulations,  and  rc- 
^  the  Board  thereunder, 
icr  details  of  the  issues  In- 
I  case,  interested  persons  are 
the  prehearing   conference 
August  28.  1961.  and  the 
I  entered  in  the  docket  of 
all  of  which  are  on  file 
Docket  Section   of   the   Civil 
i£g  Board. 
H  ta  further  given  that  any  per- 
?-  party  of  record  desiring  to  be 
te  Bffiport  of  or  in  opposition  to 
involved  must  file  with  the 
-I  or  before  AprU  9.  1962.  state- 
f  forth  the  matters  of  fact 
he  desires  to  advance.    Any 
„  such  a  statement  may  ap- 
Biuticipate  in  the  hearing  in 
^th  Rule  14  of  the  Board's 


at  Washington.  DC,  February 

James  S.  Keith, 
Hearing  Examiner. 

am.  DDe.    e2-l«34.    Filed,    PVb.    21.    1962; 
''  8:50am  1 


FEDEtAL  REGISTER 

action  in  Carter  Ifountain  Transmission 
CDrporatton.  35  PJt  4606.  May  25,  1960. 
3.  Fnntler  requeats  clarificatlan  of  the 
hearing  order  with  respect  to  its  partici- 
pation in  this  proceeding.  We  do  so  in 
tbe  exact  tcms  aa  used  by  petitioner  in 
its  request  for  reUef,  i.e..  Frontier  is 
entitled  to  participation  with  respect  to 
tbe  teues  herein  "insofar  as  those  issues 
have  any  bearing  on  the  ultimate  ques- 
tion   irticther    to    renew    the    KAS-41 

license." 

Accordingly,  it  is  ordered,  This  14th 
day  of  PdtHnary  1962,  That  the  petition 
for  enlargement  of  issues  and  clarifica- 
tion or  reconirideration  of  hearing  Order, 
is  granted  to  the  extent  indicated  herein. 
f^fM^    is   denied   in   all    other   respects; 

and 

/*  is  further  ordered.  That  issue  (e)  m 
this  proceeding  is  redesignated  as  issue 
(f)  and  the  following  issue  is  added: 

(e)  To  determine  what  impact  a  grant 
of  the  appUeaticm  for  KAS41  will  have 
upon  tbe  operatton  of  SUUon  KSTF. 
Scottrtituff,  Nebraska,  and  the  resulting 
injury,  tf  any.  to  the  public  now  served 
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Final    exchange    of    mil 

exbibiU. 
Notlflcation  of  witnesses 

desired. 
Hearing  date - 


Feb.  M,W62 
Feb^aS.  1M2 
Mv.    «,M62 


To— 


Feb.  2H,rWl 
Mar.  7,1962 
Mar.  V4. 1962 


Released:  February  16. 1962. 

Fewral  CoaanmiCATioKs 
CoanoasiON, 

[SBAL]  BM  p.  WtfLM, 

Acting  Secretary. 

|FR     Doc.    62-1838;    Piled.   Feb.    21,    1962; 
S:S0ajn.l 


it  i*  further  ordered,  That  Piontler 
BrondcMtlttg  Company  shall  have  the 
burden  of  proof  and  the  burden  of  pro- 
ceeding with  the  introduction  of  evidence 
as  to  lasne  (e). 

Released:  February  19,  1962. 


fOBAL  COMMUNI 
COMMISSION 

IMftttMM.  14341-14344;  FCC  62-1751 

COUIER  ELECTRIC  CO. 

Mflmerandum  Opinion  and  Order 
Amending  Issues 

M  le  applications  of  Collier  Electric 
lay  for  renewal  of  the  license  for 
iK/^9,  a  facility  in  the  Domestic 
Ittnt-to-Point  Microwave  Radio 
at  Port  Morgan.  Colorado. 
lHo.  14341,  File  No.  848-Cl-R-«l; 
fer  NMwal  of  the  license  for  station 
EAQH,  a  facility  in  the  Domestic  Public 
n^t  la  riiint  Microwave  Radio  Service 
itSlalinc.  Colorado,  Docket  No.  14342. 
►.  849-Cl-R^61 ;  for  renewal  of  the 
for  station  KAQ81.  a  facility  in 
Damestic  Public  Point-to-Point 
jkve  Radio  Service  at  Sidney,  Ne- 
,  Docket  No.  14343,  File  No.  2670- 
CMMl:  for  renewal  of  the  license  for 
JKAS41.  a  facility  in  the  Domestic 
Point-to-Point  Microwave  Radio 
at  Bridgeport.  Nebraska.  Docket 

144,  Pile  No.  2710-C1-R-61. 

L  Hm  Commission  has  before  it  for 
MMMvation  a  petition,  filed  November 
n.  Ml.  by  Frontier  Broadcasting  Com- 
piy.  for  enlargement  of  issues  and 
MIoation  or  reconsideration  of  hear- 
jHOWter.  26  F.R.  10317.  and  pleadings 
npalF  filed  in  response  thereto, 
t.  Ih  reconsidering  our  designation 
heretn,  the  Commission  is  of  the 
the  issues  should  be  enlarged 
hereinafter  set  forth.  This 
is    consistent   with    our 


[SXALl 


PDMEitAL  Communications 

Commission.' 
Bkn  P.  Wafle, 

Acting  Secretary. 


[F.R.    Doc.    62-1837:    Filed,    Feb.    21,     1962; 
8:50  a.m.] 


[Docket  No.  14065  etc.;  FCC  62M-2481 

COMMUNITY  SERVICE  BROADCAST- 
ERS, INC.,  ET  AL. 
Orclar  Continuing  Hearing 

In  re  appHcations  of  Community  Serv- 
ice Broadcasters.  Incorporated.  Ypsi- 
lanti,  ICchtgan,  Docket  No.  14085,  File 
No  BP-13846:  Progressive  Broadcasting 
Corporation,  fflghland,  Illinois.  Docket 
No.  14298.  File  No.  BP-14329:  et  al. 
(Group  ni),  Docket  Nos.  14287.  14288. 
14289.  14290,  14291,  14292,  14293.  14294, 
14295,  14296,  14299.  14300.  14303.  14304. 
14305,  14306:  for  construction  permits. 

The  Hearing  Examiner  having  under 
consideration  a  petition,  filed  by  Pro- 
gressive Broadcasting  Corporation  on 
February  13.  1962,  requesting  extension 
of  time  of  various  procedural  dates  in 
Group  m; 

It  appearing  that  counsel  for  other 
parties  hi  Group  m  have  consented  to 
immediate  consideration  and  grant  of 
the  petition: 

It  is  ordered.  This  15th  day  of  Feb- 
ruary. 1962.  that  the  above  petition  for 
extension  of  time  is  granted;  and  pres- 
ently acbedaled  dates  for  Group  III  are 
continued  aa  follows : 

>Commii^ner8  Hartley  and  Cross  dis- 
senting. 


[Docket    No«.    13625.    14478;    FCC    6aM-a4ei 

SIMON    GELLEt    AND    RICHMOND 
BKOTHEtS,  INC  (WMEX) 

Order  Continuing  Hearing 

In  re  am^Ucations  <A  Simon  Gdler, 
Gloucester,  Massachusetta,  Docket  No. 
13525.  File  No.  BP-14330;  Richpaond 
Brothers.  Inc.  (WMEX).  Boston.  Mae- 
sachusetts,  Docket  No.  14478.  Pile- No. 
BP-13760;  for  construcUoB  permita. 

Upon  the  Hearing  Examiner's  own  mo- 
tion: It  is  ordered,  ThU  ISth  day  of 
February  1982,  that  the  hearing  now 
scheduled  for  March  7. 1962,  be  and  the 
same  is  hereby  rescheduled  for  March  12. 
1962.  10:00  ajn..  in  the  Commission's 
offices.  Washington.  D.C. 

Released:  February  16,  1962. 

FfcDCRAL   COMmmiCATIOMS 
CQKMISSION, 

[SEAL]  BEW  p.  WAFW, 

Acting  Secretary. 

IP.R.    Doc.    62-1889;    FUed.    Feb.    21,    19«2: 
8:50  ajn.] 


[Docket  No».  14269. 14270;  FOC  62M-n71  . 

HERSHEY  BROADCASTING  CO.,  INC. 
AND  READING  RADIO,  INC. 

Order  Sctieduling  Prehearing 
Conforonco 

In  re  applications  <rf  Hershey  Broad- 
casting Compcmy.  Inc..  Herahey.  Peim- 
sylvania.  Docket  No.  14269,  FUe  No.  BPH- 
3246;  Reading  Radio.  Inc.,  Readhag. 
Pennsylvania.  Docket  No.  14270.  Pile  No. 
BPH-3322;  for  construction  permits. 

As  a  result  of  agreements  made  on  the 
record  of  a  lardiearing  conference  held 
this  date  in  the  above -entitled  matter: 
It  is  ordered.  This  6th  day  of  February 

1962  ■ 

1.  That  the  exchange  of  engineering 
exhibits  shall  take  place  March  16,  1962; 

2.  That  the  notification  of  engineer- 
ing witnesses  will  be  made  March  23. 

1W2;  ^     ^_        .„ 

3   That  an  engineering  hearing  wiu 

commence  at  10:00  &m..  March  26, 1962, 

in  the  Conmiission's  offices  in  Washtaig- 

ton,D.C.;  ^  «,«„,... 

4.  That  ttie  exchange  of  397(b)  ex- 
hibiU  will  occur  April  SO.  1982;  and 

5.  That  a  prehearing  conference  on 
the  307(b)  issue  will  commrttre  at  10:09 
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ftjn.,  11*7  7.  1962.  at  which  conference 
A  further  taeftrlnc  date  will  be  established. 

Released:  February  7,  1962. 

noBuu.  ComnnncATioiis 
CkiMMiasioif, 

[SBALl  BlX  P.   WaPLX. 

Acting  Secretary. 

IPJl.    Doc     82-1840;    Filed.    Feb     21.    1W2. 
.  8:51  ajn.| 


(Docket  No.  14428  etc.;  FCC  «2M  254) 

SAUL  M.  MILLER  ET  AL. 
Ord«r  Continuing  Hearing 

In  re  applications  of  Saul  M.  Miller, 
Kutztown.  PenxMylvanla.  Docket  No. 
14425.  Pile  No.  BP-13844;  et  al..  docket 
Noe.  1442«.  14427.  14428.  14429.  14430. 
14431.  14433.  14434.  14435.  14438.  14438. 
14439.  14440.  14441.  14442;  for  construc- 
tion permits. 

The  Hearing  Examiner  having  under 
consideration  further  proceedings  in  the 
above-entitled  matter,  and 

It  appearing  from  prehearing  con- 
ferences held  herein,  that  the  most 
orderly  and  efficient  disposition  of  these 
applications  entailed  their  being  divided 
into  three  groups,  with  separate  hearings 
as  to  each  group,  and 

It  further  appearing  that  the  many 
engineering  and  other  conflicts  Involved 
requires  that  the  presently  scheduled 
hearing  date  of  Pebruary  20,  1962  be 
continued. 

It  is  ordered.  This  15th  day  of  Pebruary 
1962.  that  the  hearing  in  the  above-en- 
titled matter  presently  scheduled  for 
February  20.  1962  be.  and  the  same  is, 
hereby  continued  as  follows : 

Hearing  In  Group  I  shall  commence 
May  14.  1962; 

Hearing  in  Group  n  shall  commence 
May  7. 1962:  and  the 

Hearing  in  Group  HI  shall  be  held  on  a 
date  to  be  set  by  subsequent  order. 

Released:  Pebruary  16.  1962. 

PEi«tAL  ComnmiCATiONs 
ComcissioN. 

[SEAL]  BkK  p.   WAPtl. 

Acting  Secretary. 

[FR.    Doc     82-1841;    Filed.    Feb.    21.     1962; 
8:51    ajn.l 


[Docket  No«.  14527.  14528;  FCC  62   187 1 

PEOPLE'S  BROADCASTING  CO. 
(WPBC)  AND  GABRIEL  BROAD- 
CASTING CO. 

Ord«r  Designating  Applications  for 
Consolidated  Hearing  on  Stated 
Issues 

In  re  applications  of  People's  Broad- 
casting Company  (WPBC),  Minneapolis, 
Minn..  Docket  No.  14527.  PUe  No.  BP- 
13692.  Has:  980  kc,  1  kw,  D,  Class  m 
(Minneapolis).  Requests:  980  kc,  5  kw, 
DA-1.  U.  Class  m-A  (Richfield) ; 
Nicholas  Tedesco  and  Victor  J.  Tedesco 
d/b  as  Gabriel  Broadcasting  Company, 
Chlsholm.  Minn..  Docket  Na  14528.  Pile 
No.  BP-14416.  Requests:  980  kc,  5  kw, 
DA-1.  U,  Class  ni-A;  for  construction 
permits. 


NOTICES 

At  a  session  of  the  Federal  Communica- 
tions Commission  held  at  its  offices  In 
Washington,  DC  ,  on  the  14th  day  of 
Pebruary  1962; 

The  Commission  having  under  con- 
sideration the  above -captioned  and  de- 
scribed applications; 

It  appearing,  that,  except  as  indicated 
by  the  Issues  specified  below,  each  of  the 
instant  applicants  is  legally,  technically, 
financially,  and  otherwise  qualified  to 
construct  and  operate  the  Instant  pro- 
posal: and 

It  further  appearing,  that  the  follow- 
ing matters  are  to  be  considered  in  con- 
nection with  the  aforementioned  issues 
specified  below : 

1.  Nighttime  interference,  which 
would  be  caused  by  the  WPBC  proposal 
to  the  Tedesco  proposal,  necessitates 
consolidation  of  the  two  subject  applica- 
tions. Such  Interference  would  raise  the 
nighttime  RSS  limit  of  the  proposed 
Tedesco  operation  to  the  extent  that  (a) 
the  latter  proposal  would  fail  to  provide 
coverage  of  the  entire  city  of  Chlsholm, 
Minnesota,  as  required  by  SS  3.188(a)  (1) 
and  3  1881b)  (2)  of  the  Commission's 
rules;  and  (bi  an  already  substantial 
question  concerning  Tedesco's  com- 
pliance with  §  3.24(b)  of  the  rules  would 
be  greatly  aggravated. 

2.  The    licensee    of    WPBC    has    sub- 
mitted no  statement  in  support  of  its  re- 
quest  to  change  station  location  from 
Minneapolis  to  Richfield.  Minnesota.    It 
Is  noted,  however,  that  the  WPBC  night- 
time {proposal  would  receive  Interference 
causing  population  losses  far  in  excess 
of   10  percent  within  its  normally  pro- 
tected  nighttime   contour.     As  a  Min- 
neapolis station,  the  proposed  nighttime 
operation    would    fail    to    comply    with 
5  3.28(d)  <3  I    of  the  Commission's  rules. 
As  a  Richfield  station,  the  proposal  would 
fall  within  the  "first  nighttime  service" 
exception  to   5  3.28(d)(3).     Richfield  is 
approximately  six  miles  from  Minneap- 
olis  and   is   part  of   the   greater   Min- 
neapolis-St.  Paul  urbanized  area.    U];>on 
these  facts,  a  substantial  question  exists 
as  to  whether  the  subject  proposal  rep- 
resents    an     attempt     to     circumvent 
$  3.28(d)(3)   and  whether,  for  purposes 
of  that  section,  the  proposal  should  be 
regarded  as  an  application  for  Minneap- 
olis.   Factors  relevant  to  this  determina- 
tion   include    the    proposed    areas    and 
populations   to   be   served   by   the  pro- 
posal:   the    proposed    programming    of 
WPBC  and  its  appropriateness  for  Rich- 
field or  for  Minneapolis:  the  class  of  sta- 
tion and   power  of   the  operation  pro- 
posed  and   its  appropriateness  for  the 
community    requested;    the   community 
which  will  provide  the  primary  economic 
base  from  which  the  station's  revenues 
will  be  derived:  and  such  other  factors 
as  would  tend  to  demonstrate,  directly 
or  indirectly,  the  applicant's  intentions 
in  filing  the  present  application. 

3.  If  it  is  determined  that  the  WPBC 
application  should  be  regarded  as  a  pro- 
posal for  Minneapolis,  it  will  be  neces- 
sary to  determine  whether  waiver  of 
S  3.28fd)  (3)  is  warranted.  If  it  is  deter- 
mined that  the  WPBC  application  should 
not  be  regarded  as  a  proposal  for  Min- 
neapolis, and,  therefore,  falls  within  an 
express  exception  to  9  3  28(d)  (3).  It  will 


be  necessary  to  pursue  a  furtlMrj 
to    determine    whether    tbt   ■ 
nighttime  service  area  would  ha 
to  an  unsatisfactory  degree,  ta 
ventlon  to  i  3.24(b)  of  the  ruka 
connection,  it  is  noted  that  tba  ' 
nighttime  operation  of  WPBC 
limited   to  its   17.4  mv/m  _^ 
suiting  in  population  and  aretT 
55.6  percent  and  86.7  percenl; 
tively.    within    the    normally  n, 
nighttime  contour  of  2.5  mv/^' 
4.  Since  the  Tedesco  propoad 
falls    within    an    express   eKOtak__ 
{13.28(d)(3).  only  the  quesUaoiT 
cient  utilization  of  the  requeatti 
nel.    (53.24(b>    of    the  rule*),  ^ 
examined  in  connection  with  tht  i 
cation.    If  the  WPBC  propoaei  ^ 
Tedesco  proposal  were  to  operate] 

taneously.  the  nighttime  R88    

of  the  latter  would  be  36.1  m/^i 
suiting   in  population  and  ai« 
respectively,  of  70.5  percent  and  I 
cent     Should  WPBC  not  be 
to  operate  at  night,  the  Tedeieo  ii 
time  RSS  limitation  would  be  lT4i 
with  corresponding  population 
losses  of  58.4  percent  and  86.8 

5    It    has    not    yet    been 
whether  the  antenna  system 
BP-14416  would  constitute  a 
air  navigation. 

6.  On  July  26.   1961,  the 
adopted  its  Order,  designating  (or  i 
ing  an  application  requesting  l,,^ 
a  proposed  assignment  of  Statkm^ 
St.  Paul.  Minn,  to  Tedesco,  Lae. 
two   largest  stockholders  in  the  _ 
Corporation  were,  and  are,  NkshalH4 
Victor  J.  Tedesco.)    Stating  that thi*  ^ 
signor   and   the  assignee,  and/or  tljt\ 

corporate  oflflcers,  directors,  sti         

and    subsidiary   corporatioDi  iMft  W 
quired    and    disposed    of    Inlniiili  ^ 

numerous   broadcast  licenses  and 

mits."  the  Commission,  flrnlpntii  % 
WMIN  assignment  applicatioD  fOr] 
ing  to  determine  whether  in  Tie* 
past  broadcast  activities  of 
assignee,    a    grant    of    the    _. 
would  be  "consistent  with  the 
sion's     policy     against    'traffl^taif  i|* 
broadcast  licenses  and  constnietta] 
mits."      Because    the    ftJMflgnor 
WMIN  proceeding  exercised  a 
tual   option   to   cancel   the 
agreement,   the   projected  hearinf 
never  held.    Most  recently,  the 
sion  denied  a  request  by 
that    a    declaratory    ruling    be 
which   would   state  that  the 
raised     in    the    Commission's 
Order    of    designation    had 
satisfied     by     materials    submtttid  . 
Tedesco's  Petition  for  ReconsldenttM^ 
that  hearing  Order.     (Franklin 
casting    Company    FCC    62-51, 
ary  10.  1962.)    Accordingly,  the 
with  regard  to  "trafficking," 
WMIN  proceeding,  still  obtains 
be    examined    in    connection 
present  Tedesco  application.  ^  _^ 

7.  On  the  basis  of  conductivity  fril^ 
set  forth  in  the  Canadian  mM>  Ot  PHR^ 
conductivity  and  Figure  M-3  of  thtCM^ 
mission's  rules,  the  Tedeaoo  Vf'fJM 
would  cause  interference  to  Statteif^^ 
Winnipeg.  Manitoba,  in  contrareiittiM. 
the   North   American  Regional 


wMi  «i< 


I 

f,  February  22,  1962 

_    ,t.     In  an  attempt  to 
B.pit>blem,  the  appUcanthaa 
•eld  Intcnalty  measurement 
-, oo8t«tlon  WMPO.  which  is 
Snroximately  8  miles  NW  of 
^)er  Bite  of  the  Tedesco  pro- 
„  measured  radial   indicates 
a^ducUTlty  of  the  pertinent 
^d  Is  less  than  indicated  by 
and.  on  this  basis,  no  inter- 
Id  be  caused  to  Canada.   The 
data  and  details  regard- 
^t  proposals  were  referred  to 
_^  flomment  by  letter  dated  De- 
ll Iff  1  but  the  requested  com- 

'  not' yet  been  received. 

__  appearing  that  the  proposed 

gj^uoD.  of  Peoples  Broadcasting 

^oold  not  constitute  a  menace 

under  Federal  AvlatioEi 

^^        (1626.12  PAA  regula- 

^Ml  soeh  finding  has  not  been 

respect  to  the  proposed  an- 

of  the  Gabriel  Broadcasting 
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appearing,  that,  in  view  of 
the  Commission  is  unable 
■p  the  statutory  finding  that  a 
7|te  subject  applications  would 
^_^,  miblic  interest.  eonTenience 
S^^ky^  and  is  of  the  opinion  that 
rS^^MttoDs  must  be  designated  for 
a  consolidated  proceeding  on 
Kt  forth  below:- 

\,  That,  piu-suant  to  section 

of  the  Communicattons  Act  of 
ia«ended,  the  instant  appUea- 
It  designated  for  hearing  in  a 
proceeding,  at  a  time  and 
1^1  ^  be  specified  in  a  subsequent 
^ES>  «ao  the  following  issues: 
L1b4efeennine  the  areas  and  popula- 
^^Midk  would  receive  service  from 
operation  of  Gtebrlel  Broad- 
ftftfip^ny  and  the  availability  of 
service  to  such  areas  and 


1L  Ik  dstermine  the  areas  and  popu- 
i  which  may  be  expected  to  gain 
r  service  from  the  proposed 
of  Station  WPBC   and  the 
ol  other  primary  service  to 


\  ^mM  and  populations, 
i  Vdetannine  the  nature  and  extent 


tfitelitaiference.  if  any.  ttiat  each  of 
lll^llHit  pnvosals  would  cause  to  and 
tram  each  other  and  the  inter- 
that  each  of  the  instant  pro- 
would   receive    from    all    other 
^  standard  broadcast  stations,  the 
and  populations  affected  thereby, 
H  the  availability  of  other  primary 

to  the  areas  and  populations  af - 

Mli  fcjr  interference  from  any  of  the 
___  pnvosals. 

i  TIB  determine  the  steps  taken  by  the 
of  WPBC  to  detennine  the  pro- 
_  needs  of  Richfield,  Minn.,  and 
the  proposed  programming  of 

Win  meet  these  needs. 

L  Tto  determine  whether  the  proposed 
and  programming   of  WPBC 
I  to  serve  Minneapolis,  rather 
Itahfleld,  Minn.,  and  whether  the 
r  station  designation  has  been  spec- 
iH  to  circumvent  §  3.28(d)  (3)   of  the 
MMkslon's  rules. 

i  Tsdetermine.  in  the  event  it  is  con- 
that  the  WPBC  application  is  a 
proposal,  whether  circum- 

Il0.»7 8 


stances  ezisi  wfaidi  warrant  a  waiver  of 
i  3,28(d)  (3)  of  the  Commission's  rules. 

7.  To  deftennhae,  in  the  event  it  is 
concluded  that  the  WPBC  proposal  com- 
plies^ with  an  express  exception  to  9  3-28 
(d)  (3)  of  the  mies.  whether,  because  of 
interfercaice  received,  the  proposed 
nlghtttane  operation  of  WPBC  would  be 
conslstcsit  with  i  3.24(b)  of  the  Com- 
mission's rules. 

8.  To  determine  whether,  because  of 
interference  received,  the  proposed 
nighttime  operation  of  Gabriel  Broad- 
casting Compaoy  would  be  consistent 
with  1 3.24(b)  of  the  Commission's  rules. 

f .  To  determine  whether  Nicholas  and 
Victor  J.  Tedeaeo  have  "trafRcked"  or  at- 
tempted to  "train A"  in  broadcast  au- 
thorlifil*"*^ 

10.  T^  determine  whether  there  is  a 
rcaaonahle  possibility  that  the  tower 
height  and  location  proposed  by  Gabriel 
BroadcasUng  Oompany  would  constitute 
a  menace  to  air  navigation. 

11.  To  determine,  in  the  light  of  sec- 
tion 307  (b)  of  the  Communications  Act 
of  1934,  as  amended,  which  of  the  instant 
propoaaJa  would  better  provide  a  fair,  ef- 
ficient and  equlte^  distribution  of  radio 
senriee. 

12.  Tb  determine,  in  the  light  of  the 
evldcnoe  addmct^  pursuant  to  the  fore- 
going Issues*  whidi,  if  either,  of  the  in- 
stant applications  diould  be  granted. 

It  iM  further  ordered.  That  the  Fed- 
eral Aviation  Agency  is  made  a  party  to 
the  proceeding. 

It  ii  fvrtker  ordered.  That  in  the 
event  rana'lla"  authorities  object  to  the 
proposal  of  Oabriel  Broadcasting  Com- 
pany, said  application  shall  be  dismissed. 
It  i8  further  ordered.  That,  in  the 
event  of  a  gxant  of  either  of  the  applica- 
tions in  this  proceeding,  the  constnK- 
tion  permit  Issued  shall  contain  the  fol- 
lowing condition:  "This  authorization 
is  subject  to  compliance  by  permittee 
with  any  im>licable  procedures  of  the 
Federal  Aviation  Agency." 

It  iM  further  ordered.  That  to  avaU 
themselves  of  the  wportunity  to  be 
heard,  the  wUcants  and  party  re^x>nd- 
ent  herein,  pursuant  to  i  1.140  of  the 
Commission  rules,  in  person  or  by  at- 
torney shall,  within  20  days  of  the  maU- 
ing  of  this  Order,  file  with  the  Com- 
mission in  triplicate,  a  written  appear- 
ance stating  an  intention  to  s^pear  on 
the  date  fixed  for  the  hearing  and  pre- 
sent evidence  on  the  Issues  specified  in 
this  Order. 

It  is  further  ordered.  That  the  appli- 
cants herein  shall,  pursuant  to  section 
3n.(a)  (2)  of  the  Communicaticms  Act  of 
1934.  as  amended,  and  S 1  •362(b)  of  the 
Commission's  rules,  give  notice  of  the 
hearing,  either  individually,  or  if  feasi- 
ble. Jointly,  within  the  time  and  in  the 
manner  presolbed  in  such  rule,  and  shall 
advise  the  Commission  of  the  publication 
of  such  notice  as  required  by  §  1.362(g) 
of  the  rules. 

It  is  further  ordered.  That,  the  Issues 
in  the  above-captioned  proceeding  may 
be  enlarged  by  the  Examiner,  on  his  own 
motion  or  on  petition  properly  filed  by  a 
party  to  the  proceeding,  and  upon  suffi- 
cient allegations  of  fact  in  support 
thereof,  by  the  addition  of  the  following 
issue:  To  determine  whether  the  funds 
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available  to  the  applicant  win  give  rea- 
sonable assurance  that  the  proposals 
set   forth   in   the    apidieation   win   be 

effectuated. 


Released:  February  19.  19Ca. 

CoMinmicATioiis 


[SEALl  BXH  F.  WWLK. 

AetHiff  Seeretecry.  . 

[F.R.    Doc.    63-1842:    Hied,    Feb.  21.    1M3; 
8:51  ajn.] 


I  Docket  No.  14526:  FCC  Oa-lSS  1 

ROCKLAND  BROADCASTERS 

Order    DMignci*<n9    ApfiHcaMen    for 
Hearing  on  Statml  bsvas 

In  re  appUcatkm  of  Keith  Connes  and 
Albert  Spiro  d/b  as  Bockland  Broadcast- 
ers, New  aty.  New  York.  Docket  No. 
14526.  File  No.  BP-1S0&3.  Retffwsts: 
910kc.  Ikw.  DA-Day.  Class  IH;  for  con- 
struction permit 

At  a  sessicm  ctf  the  Federal  Communi- 
cations Commission  held  at  its  ofllees  In 
Washington,  D.C..  on  the  14tti  day  of 
February  1902; 

The  Commission  having  under  consld-  ' 
eration   the   ahove-c«4>tianed   and   de- 
scribed apidicatiim; 

It  appesjring,  that,  except  as  Indinatfd 
by  the  issues  specified  below,  the  tesftant 
applicant  is  legally.  teduiieaUy.  ftiaB- 
cially,  and  othorwlse  qualified  to  con- 
struct and  operate  the  instant  proposal; 
and 

It  further  appearing,  that  the  folkiw- 
Ing  matters  are  to  be  constrirred  la  con- 
nection with  the  aforemoatkmed  Issues 
specified  below: 

1.  By  petitions  to  doiy  filed  March  9. 
1961  and  July  13. 1961.  the  lioenaees  of 
WPAT,  Patoson.  New  Joacr  and 
WHAY,  New  Britain.  Connecticut  hawe 
objected  to  a  grant  of  the  hoatairt  pro- 
posal. Each  petitioner  dalms  that  the 
instant  i^ipUcation  would  cause  inter- 
ference to  petitioner's  existing  operation 
and.  in  addition.  WPAT  has  aUeged  that 
2  mv/to  and  25  mv/m  overlap  would  oc- 
cur between  the  suhJeet  propeaai  and 
the  existing  operation  of  WPAT.  The 
£4>{dicant,  in  its  oppositiona  to  the  peti- 
tions above  and  in  subsegupnt  pleadtngs. 
does  not  deny  that  some  decree  e<  lirter- 
f  ei^ence  would  be  caused  to  WPAT  and 
WHAY  but  submits  measurement  data 
to  indicate  that  no  2  m:v/m  and  25  vtn/m 
overlap  would  occur  with  WPAT.  The 
licensee  of  WPAT  challenges  the  validity 
of  the  applicant's  measurement  data. 

2.  The  Commisaon  has  fully  consid- 
ered the  engineering  data  sidamittcd 
with  the  subject  proposal,  as  amended. 
the  various  pleadings  filed  by  the  appli- 
cant and  petitioners,  and  the  engineer- 
ing statements  accompanying  these 
pleadings.  We  have  taken  particular 
note  of  the  WPAT  objections  to  measure- 
ment dato  submitted  by  the  appUeanU. 
The  Commissicms  study  indieatcs  that: 
(a)  The  subject  proposal  would  cause 
some  degree  of  interference  to  the  exist- 
ing operations  of  WPAT  and  WHAY; 
but.  (b)  that  no  substantial  question 
regarding  the  possibfflty  of  2  mv/m  and 
25  mv/m  overlap  with  WPAT  appears 
to   exist.    Accordingly,  the  appUcation 
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is  herein  designated  for  hearing  on  Inter- 
ference questlona  only  and  the  licensees 
of  WPAT  and  WHAY  are  made  parties 
to  the  proeeedlng. 

It  further  appearing,  that  in  view  of 
the  outstanding  rule  making  proceeding 
In  Docket  No.  14419  with  respect  to  pre- 
sunrise  operation  with  daytime  facilities. 
any  grant  of  the  Instant  proposal  prior 
to  a  final  deelslon  in  Docket  14419  should 
be  appropriately  conditioned. 

It  further  appearing,  that,  in  view  of 
the  foregoing,  the  Commission  is  unable 
to  make  the  statutory  finding  that  a 
grant  of  the  subject  application  would 
serve  the  public  Interest,  convenience, 
and  necessity,  and  is  of  the  opinion  that 
the  application  must  be  designated  for 
hearing  on  the  issues  set  forth  below : 

It  it  ordered.  That,  pursuant  to  section 
309(e)  of  the  Communications  Act  of 
1934.  as  amended,  the  Instant  applica- 
tion is  designated  for  hearing,  at  a  time 
and  place  to  be  specified  in  a  subsequent 
Order,  upon  the  following  issues: 

1.  To  determine  the  areas  and  popu- 
lations which  would  receive  primary 
service  from  the  instant  proposal  and 
the  availability  of  other  primary  service 
to  such  areas  and  ^opxilations. 

2.  To  determine  whether  the  instant 
proposal  would  cause  objectionable  in- 
terference to  Stations  WPAT.  Paterson. 
New  Jersey.  WHAY.  New  Britain.  Con- 
necticut or  any  other  existing  standard 
broadcast  stations,  and.  if  so  the  nature 
and  extent  thereof,  the  areas  and  popu- 
lations affected  thereby,  and  the  avail- 
ability of  other  primary  service  to  such 
areas  and  populations. 

3.  To  determine,  in  the  light  of  the 
evidence  adduced  pursuant  to  the  fore- 
going Issues,  whether  a  grant  of  the 
instant  i4>pllcation  would  serve  the  pub- 
lic Interest,  convenience  and  necessity. 

It  is  further  ordered.  That  WPAT.  Inc.. 
and  the  Central  Connecticut  Broadcast- 
ing Company,  licensees  of  Stations 
WPAT  and  WHAY.  respectively,  are 
made  PARTIES  to  the  proceeding. 

It  i»  further  ordered.  That  any  grant 
of  the  Instant  proposal,  prior  to  a  final 
decision  in  Docket  No.  14419.  wf)l  be 
conditioned  as  follows:  "Pending  a  final 
decision  In  Docket  No.  14419  with  respect 
to  pre-sunrlae  operation  with  daytime 
faculties,  the  present  provisions  of  3  3.87 
of  the  Commission  rules  are  not  extended 
to  this  authorization,  and  such  operation 
is  precluded." 

It  i*  further  ordered,  That,  to  avail 
itself  of  the  opportunity  to  be  heard,  the 
applicant  and  parties  respondent  herein, 
pursuant  to  1 1.140  of  the  Commission 
rules,  in  person  or  by  attorney,  shall 
within  20  days  of  the  mailing  of  this 
Order,  file  with  the  Commission  In  tripli- 
cate, a  written  appearance  stating  an 
intention  to  appear  on  the  date  fixed  for 
the  hearing  and  present  evidence  on  the 
issues  specified  in  tills  Order. 

It  is  further  ordered.  That  the  appli- 
cant herein  shall,  pursuant  to  section 
311(a)(2)  of  the  Communications  Act 
of  1934.  as  amended,  and  §  1.362(b)  of 
the  Commission's  rules,  give  notice  of 
the  hearing,  within  the  time  and  in  the 
manner  prescribed  in  such  nile.  and  shall 
advise  the  Commission  of  the  publication 


NOTICES 

of  such  notice  as  required  by  S  1.362^g> 
of  the  rules. 

Released:  February  19,  1962. 

FxoERAL  Communications 
Commission, 
(seal)         Bin  P.  Wapli. 

Acting  Secretary. 

|Pil.    Doc     62   1843;     Filed.    Feb.    31.     1962; 
8  51  am. I 


,,  February  2t,  1962 
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(Docket  No    13748;  FCC62-17«1  • 

WILLAMETTE-LAND  TELEVISION,  INC. 

Memorandum  Opinion  and  Order 
Amending  issues 

In  re  application  of  Willamette-Land 
Television.  Inc..  Salem.  Oregon,  Docket 
No.  13748.  File  No.  BPCT-2851;  for  con- 
struction permit  for  new  Television 
Broadcast  Station  ( Channel  3) . 

1.  The  Commission  has  before  it  for 
consideration  a)  a  petition  to  enlarge 
the  issues,  filed  October  2.  1961.  by  the 
Broadcast  Bureau-  (Bureau) ;  (2)  oppo- 
sition to  the  petition,  filed  November  1. 
1961.  by  Willamette-Land  Television. 
Inc.  (Willamette);  and  (3)  a  reply  to 
the  opposition,  filed  November  8.  1961. 
by  the  Bureau.  Subsequent  to  the  filing 
of  these  pleadings.  Hearing  Examiner 
Charles  J.  Frederick  released  an  Initial 
Decision  (FCC  62D-12,  January  25.  1962) 
proposing  to  grant  Willamette's  applica- 
tion. 

2.  By  Order  (FCC  60-957)  released 
August  8.  1960.  the  Commission  desig- 
nated for  hearing  on  various  issues  the 
applications  of  Oregon  Television.  Inc. 
(Docket  No.  13747)  and  Willamette- 
Land  Television.  Inc  .  each  requesting  a 
construction  permit  for  a  new  television 
station  to  operate  on  Channel  3  at  Salem. 
Oregon.  By  Order  (FCC  61M-262)  re- 
leased February  17. 1961.  the  Chief  Hear- 
ing Examiner  dismissed,  on  the  appli- 
cants own  motion,  the  application  of 
Oregon  Television.  Inc.  The  only  issue 
remaining  In  the  hearing  is  Willamette's 
financial  qualifications. 

3.  The  Bureau  requests  th*  enlarge- 
ment of  the  issues  as  noted  below  and 
also  requests  an  order  changing  the 
hearing  situs  herein  to  Salem.  Oregon. 
The  requested  Issues  are  as  follows : 

I.  To  determine  whether  the  misrep- 
resentations made  by  W.  Gordon  Allen 
and  John  H.  Truhan  Incident  to  the  sale 
of  Station  KBAM  reflect  adversely  on 
their  character  qualifications. 

ii.  To  determine  the  accuracy  of  the 
financial  reports  (FCC  Form  324)  sub- 
mitted to  the  Commission  by  W.  Oordon 
Allen  and  or  John  Truhan  for  Station 
KBAM. 

ill.  To  determine  whether  the  editorials 
broadcast  by  W.  Gordon  Allen  on  con- 
troversial issues  of  public  importance 
were  In  conformance  with  Commission 
policy  tie..  Commission's  Report  on 
Editorializing  By  Broadcast  Licensees) 
with  particular  reference  to  whether  the 
broadcasts  of  such  editorials  were  pre- 
sented in  a  fair  and  responsible  manner 
and  whether  broadcast  time  was  afforded 
for  the  presentation  of  opposing  views. 

iv.  To  determine,  in  light  of  the  evi- 
dence adduced  under  the  foregoing  Is- 


sues,   whether    W.   Oordon 
John  H.  Truhan  possess  the 
character  qualifications  to  be  „ 
licensees  or  to  be  principals  of  a 
cast  licensee. 

4.  In  Wlckre  v.  Allen.  364  P. )«  n, 
( 1961 ) .  the  Supreme  Court  of  tht  |£ 
of  Washington  affirmed  a  low  ttSi 
Judgment  awarding  damages  to  1^^ 
for  misrepresentations  made  to  kJT 
Allen,  a  principal  in  WlUamiti^  m 
Truhan,  In  the  sale  of  standaid  kQaT 
cast  Station  KBAM.  Longrlev,  H^ 
Ington.  In  view  of  this  itirlilm,  |w 
Bureau's  request  for  the  flat  m 
fourth  of  the  proposed  IssuM  vH,  igL 
ject  to  modifications  in  phrMeokcy,  b 
granted.' 

5.  In  support  of  its  request  for  Ihiiik 

ond  proposed  Issue,  the  Bureaa 

that  the  "transcript  of  the 

proceeding"  contains  testimony 

Indicates  that  the  Information 

In  the  KBAM  F<X;  Form  334 

accurately  refiect  the  revenues 

by  the  station  from  the  sale  of 

and  It  therefore  appears  that 

Triihan  may  have  made 

tlons  of  fact  to  the  Con 

were  lacking  in  candor."    In  its 

tlon  to   the  Bureau's  request  tm 

issue.  Willamette  states  that  the 

In  the  financial  report  to  the 

was  due  to  a  misunderstanding  on  t|| 

part  of  Its  bookkeeper  as  to  the  dMta^ 

tlon  between  sale  of  time  and  all  tf 

talent:  that  such  mistake  occunedl^ 

once:  and  that  the  mistake  did  noiif« 

feet  the  total  of  the  broadcast  iwnai 

shown  m  the  financial  report  in  ^m»- 

tlon.    In  Its  reply,  the  Bureau  dlariHi 

Willamette's  opposition  as  self  eailsi; 

It  does  not  otherwise  challenge  the  n^ 

resentations    made    in    the    oppoiMki 

concerning  the  financial  report,  nor  tm 

It  dispute  Willamette's  contontlan  tkH 

KBAM  had  nothing  to  gain  by  the  h> 

accuracy  In  the  report.    Under  tba  *- 

cumstances.  the  Bureau's  request  fv lb 

second  of  its  proposed  Issues  win  be  <»> 

nled.    While  the  Commission  <lom  wd 

condone  inaccurate  financial  remrtlv, 

the  single  mistake  in  question  doft  ML 

In  view  of  Willamette's  unoontraAiM 

explanation  thereof,  provide  a  bMli  iv 

launching  an  Inquiry  at  an 

hearing  of  the  accuracy  of  other 

cial  reports  filed  on  behalf  of 

KBAM. 

6.  In  support  of  Its  third  proposed  1» 
sue.  the  Bureau  makes  the  tolkmkt 
allegations: 


Allen,  In  a  series  of  editorial*. 
Indicated     that    General    M&lson, 
tendent    of    the    Oregon    State    Polifl» 
■double-shuffling"   with  funda 
for  the  enforcement  of  the  State 
Allen  accused  Malson  of  using  inl^ 
on  high  officials  of  the  Stote  of  0W|*  > 
make  his  Job  as  "Gauleiter"  of  Oregoa 
secure.    Allen  characterlaed  the  Ongoa 
Police  as  the  "Oregon  Oeetapo"  and  InO 
that  the  Oregon  State  Police  has  neWfjMS 
and  Is  not  now  a  servant  of  tlie  cittMH  « 
Oregon,  but  rather  seems  to  operatj,!* 
pose  the  citizens.    In  addition,  AUen  e^*' 


•  Truhan  Is  no  longer  associated  «t*fcj^ 
lamette,  and  hence  no  reference  U  ■■•  ■ 
him    In    the   second   of    the   Iwues 
herein 


nUroftdlng  offlceiB  of  the  Oregon 
i_  out  of  the  force  If  they  did  not 
■S^Hilcte  m  order  to  give  Malaon  a 
'  ■*^m^  on  the  bwite  of  thU  sertM 
three    Indlctmente    were    re- 
,.«  Of  Grand  Jury  of  Marlon  Coun^. 
'■l!J5ns  Allen  with  vtolaUon  of  ORS 
^SirS^  By  Broadcasting  OttuoM- 
IM!?-^^"    Thege  indictmenta  were  dia- 
Ut  T^^^L' Allen's  signing  of  a  statement 
Tthat  he  (Allen)  did  not  mean  to 


••••Jit  >tol*'n  performed  or  was  guUty 
PP2,  uklal  unlawful  or  immoral  conduct 
■"^J-Sate  bad  character  or  Improper 
«*  toWm  It  appears  that  Allen-8  edl- 
"Staaldeaata  may  not  have  been  pre- 
«2*  TTYreeponslble,  fair  and  Impartial 
"^"^w  such  broadcafiU  appear  to  con- 
•.  wknu  attacks  of  doubtful  vaUdlty 
.  thTowfon  State  Police  organi«»Uon. 
thtfWore  not  in  conformity  with  the 
^lon'a  hlatorlc  policy  with  respect  to 
w  broedcastlng. 

Mosdeast  Bureau  has  been  unable  to 

^^^iia  the  broadcast  of  pointa  of 

„jiUar  to  Allen's  were  carried  by  hia 

It  therefore  appears  that  Allen  may 

f^^  Mttafled  his  obllgaUona  under  the 
!^^  stated  In  the  Commlsalon'a  Report 
^^SkaiiMiMng  By  Broadcast  Ucenaeea.  to 
^BiTreMonable  opportunity  for  the  dla- 
oSoB  ot  oppoelng  views  on  controveralal 
I0BH  ot  public  importance. 

1  In  Its  opposition,  Willamette  states 
thrtfsetusl  matters  contained  in  Allen's 
..Mhw^gie  were  brought  to  his  attention 
S^Mons  of  responsibility";   an  af- 
Miittby  a  Mr.  Robert  H.  Wampler.  a 
•  member  of  the  State  Police  and  a 
of  the  Governor's  investigation 
Ion.  is  submitted  in  support  of 
M|j|  allegation.     In  his   affidavit.   Hi. 
l^smkr  sUtes  that  with  the  approval 
of  theOovemor  of  the  State  he  had  made 
•Btafostigatlon  of  the  State  Police;  that 
ht  mpiilied  Allen  with  much  of  the  in- 
l^mtinn   used   in   the   broadcasts  In 
niMrtlnn:  and  that  Allen  was  supplied 
with  additional  Information  by  a  Hi. 
Qoorie  Utley.  chief  of  police  of  nearby 
mdipgndence  and  formerly  a  State  Po- 
Hee  oOocr.    It  is  further  alleged  In  the 
flpiffitltloi"  that  Allen  Invited  the  "other 
ride"  to  answer  his  charges,  and  "when 
they  lefwed  to  avail  themselves  of  this 
opportunity",  but  Instead  sent  letters  of 
taHsl,  Allen  broadcast  the  contaits  of 
tbase  letters  five  times  per  day  at  the 
ane  time  that  his  editorials  were  car- 
iM.    Willamette   further  alleges  that 
Allen  did  not  seek  the  dismissals  of  the 


•flMtion  164.410   of   the   Oregon   statutes 
M  follows : 


libel  and  slander:  penalty  for  publishing 
V  traadcastlng  defamatory  ma tt« :  (1)  Any 
trnifoa.  who  wilfully,  by  any  means  other 
than  words  spoken,  except  as  provided  in 
QkU  ■ectlOD.  publishes  or  causes  to  be  pub- 
Mriisd  false  and  scandalous  matter  concern- 
tag  another,  with  Intent  to  Injure  or  defame 
«M^  other  person,  or  any  person  who  wil- 
fully uses  or  utters  over,  through  or  by 
■MUM  of  radio,  conunonly  called  broad- 
CMttng.  false  and  scandalous  matter  con- 
Mmlng  another,  with  intent  to  Injure  or 
Maine  such  other  person,  shall  be  punished 
upon  oonvlctlon  by  Imprisonment  in  the 
eoonty  jail  for  not  less  than  three  months 
nor  more  than  one  year,  or  by  a  fine  of  not 
tM  than  1100  nor  more  than  $500;  (2)  Any 
tUorton  to  any  person  or  family,  with  intent 
to  talore,  defame  or  maliciously  annoy  the 
pnon  or  family,  comes  within  this  section; 
(t)  Any  person  who  violates  this  section 
••»«n  be  proaecuted  whether  the  party  In- 
Iwad  dcalres  to  prosecut*  or  not. 


indictments  to  which  the  Bureau  refers. 
On  the  contrary,  it  is  alleged  that  Allen 
was  prepared  to  go  to  trial  but  that  ttie 
State  "backed  away"  from  the  prosecu- 
tion of  the  case.  In  support  of  this  latter 
allegation,  Willamette  again  relies  on 
Wamider's  affidavit  to  the  effect  that  the 
Indietments  were  procured  as  a  result  of 
political  pressure  and  that  the  indict- 
moits  were  dismissed  for  lack  of  evl- 
dmoe.  Also  cited  by  WUlamette  is  an 
editorial  from  the  Oregon  Statesman 
stating  that  it  is  something  of  a  "mys- 
tety  .  .  .  how  a  charge  of  criminal 
slander  can  be  expunged  by  a  declara- 
tion of  defendants'  that  they  intended 
or  Imputed  no  slander." 

8.  In  its  reply  to  Willamette's  oppo- 
sition, the  Bureau  states  that:  '•  *  * 
Allen  made  extremely  serious  charges 
against  the  honesty  and  morsJ  character 
of  Ooieral  Maison  and  the  Oregon  State 
Police.  Nothing  advanced  by  the  ap- 
plicant resolves  the  Bureau's  concern  as 
to  whether  Allen  made  these  charges  in 
a  fair  and  responsible  manner." 

9.  Unfortunately,  neither  the  Bureau 
as  the  moving  party  nor  Willamette  in 
its  opposition  submitted  a  copy  of  the 
statement  signed  by  Allen  at  the  time 
the  indictments  were  dismissed.    Prom 
both  the  Bureau's  description  of  it  and 
t|iat  appearing  in  the  Oregon  Statesman, 
the  statement  seems  to  have  been  framed 
with  reference  to  the  Oregon  defamation 
statute,   quoted    in   footnote   2   herein, 
which  is  applicable  where  the  matter  was 
broadcast  with  "intent  to  injure  or  de- 
fame."    A   statement   disclaiming    any 
such  intention  Is  not.  of  course,  tanta- 
mount to  a  retraction  of  any  of  the  mat- 
ter which  was  broadcast  nor  is  it  an 
admission  that  any  of  the  charges  made 
were  not  supported  by  the  facts.    Under 
the  circumstances,  we  cannot  agree  that 
either  the  Indictments,*  or  the  allegations 
concerning  the  statement  signed  by  Allen 
at  the  time  the  indictments  were  dis- 
missed, or  both,  provide  any  basis  for 
the   Bureau's    conclusionary    statement 
that  the  broadcasts  "constituted  attacks 
of  doubtful  validity."    We  are  not  here 
ruling   upon  the   question   of   whether 
Allen's  charges  were  in  fact  true  or  un- 
true, in  whole  or  in  part;  our  ruling  is 
limited  to  the  sufficiency  of  the  Bureau's 
factual  allegations." 

10.  The  Bureau  also  contends  that 
Allen's  broadcasts  may  not  have  been 
presented  in  a  "responsible,  fair  and  im- 
partial manner."  Here  again,  the  Bu- 
reau is  not  specific  in  its  allegations.  If 
the  Bureau's  contention  is  based  upon  its 
judgment  that  Allen's  broadcasts  were 
in  any  respect  without  factual  basis,  It 
should  have  particularized  those  areas, 
with  supporting  factual  allegations,  in 
which  Allen's  broadcasts  were  not  in  ac- 
cord with  the  facts.  Absent  a  showing 
as  to  factual  inaccuracy  in  the  broad- 
casts,   the   question   of   whether   Allen 
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showed  a  wanton  disregard  of  the  facts 
is  not  presented.  To  be  sure.  Allen's 
appellations  such  as  "Oanlelter"  and 
"Oregon  Gest^K)"  are  extrane.  It  does 
not  appear,  however,  that  such  aiq^ella* 
tlons  were  Intended  to  be  understood  in 
their  literal  sense. 

11.  The  Bureau's  request  that  there  be 
explored  at  an  evidentiary  hearing  the 
question  of  whether  broadcast  time  was 
afforded  for  the  presentation  of  oppos- 
ing views  is  undermined  by  Willamette's 
allegation,  which  the  Bureau  did  not 
contradict  in  its  reply  pleading,  that 
Allen  offered  Maison  time  to  answer 
Allen's  charges  and  that  when  Maison 
did  not  avail  himself  of  this  offer  his 
statements  of  denial  of  the  charges  were 
broadcast  at  the  same  time  that  the 
editorials  were  broadcast. 

12.  The  Biu-eau's  request  that  the  evi- 
dentiary hearing  be  held  in  Salem. 
Oregon,  will  be  granted. 

Accordtnffly.  it  is  ordered.  This  14th 
day  of  February  1962.  that  the  petition 
to  enlarge  issues,  filed  October  2,  1961, 
by  the  Broadcast  Bureau  is  granted  to 
the  extent  Indicated  herein  and  in  all 
other  respects  is  denied; 

It  is  further  ordered.  That  the  Initial 
Decision  (PCC  62D-12J,  rdeased  Janu- 
ary 25,  1962.  is  set  aside,  and  the  pro- 
ceeding remanded  to  the  Hearing  Ex- 
aminer for  further  hearing; 

It  is  further  ordered.  That  Issue  6  in 
the  above-Cfi«)tioned  proceeding  is  re- 
numbered as  Issue  8.  and  that  the  issues 
are  enlarged  by  the  addition  of  the  fol- 
lowing issues: 

6.  To  determine  whether  misrepresen- 
tations were  made  by  W.  Gordon  Allen 
and  John  H.  Truhan  incident  to  the  sale 
of  Station  KBAM; 

7.  To  determine,  in  the  light  of  the 
evidence  adduced  under  the  foregoing 
issue,  whether  W.  Gordon  Allen  poscestes 
the  necessary  character  qualifications  to 
be  a  broadcast  licensee  or  to  be  a  princi- 
pal of  a  broadcast  licensee. 

It  is  further  ordered.  That  the  evi- 
dentiary hearing  in  this  proceeding  be 
held  in  Salem.  Oregon. 


Released:  February  19.  1962. 


[SEALl 


Fedkral  ComnnncATioifs 

Commission, 
Bnr  P.  Waple, 

Acting  Secretary, 


|P.R.    Doc.    62-1844;    FUed.    Feb.    21,    l»e2; 
8:51  a.m.] 


» Thla  editorial  refers  to  these  indictments 
as  the  "Allen-Utley"  caee:  presxunably  both 
Allen  and  Utley  signed  the  declaration. 

«An  indictment  is  not  evidence  of  the 
matters  charged  in  the  indictment. 

■Section  1.141  of  ovir  rules  provides  that 
petitions  to  enlarge  Issues  shall  contain 
'specific  allegations  of  fact  sufficient  to  sup- 
port the  action  requested." 


(Docket  No.  14165;  FCC  62M-2621 

WAEB  BROADCASTERS,  INC. 
(WAEB) 

Order  Scheduling  Prehearing 
Conference 

In  re  application  of  WAEB  Broadcast- 
ers. Inc.  (WAEB),  Allentown,  Pennsyl- 
vania, Docket  No.  14165.  File  No.  BP- 
12918;  for  ccmstruction  permit. 

Pursuant  to  request  of  counsel  for 
WAEB  Broadcasters.  Inc..  contained  in 
letter  dated  February  15.  1962.  and  with 
agreement  of  other  counsel :  It  is  ordered. 
This  16th  day  of  February  1962,  that  a 
further  conference  in  the  above-entitled 
proceeding  wiU  be  held  at  10  a.m..  March 
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f.  1M3,  to  eoQckler'  effect  of  Amendment 
to  ndet.  nlatlv*  to  pmrewlny  of  appU- 
catloDS,  made  In  tm'vi't*^"  with  clear 
channel  prooeedbig. 

Reieased:  Febnwry  H.  tM2. 


[SKALl 


F^HEKAL   COXmnriCATIOMS 
COMMiaSXOH^ 

Bnr  F.  Wapue. 

ActiTifir  Secretary. 

(PJt.    Doc.    ea-lMS:    FUad.    Feb.    31.    1»62; 
6:ftl  aJn] 


JDocket   No«.    14402,    14403;    FCC    62M-2491 

WNOW,  INC.  (WNOW)  AND  RADIO 
ASSOCIATES,  INC.  (WEER) 

Ordar  Continuing  Haoring 

In  re  i^ipUcaUons  of  WNOW.  Inc. 
(WNOW).  York.  Penii«ylTania.  Docket 
No.  14402.  FlleNo.  BP-137g3:  Radio  Aa- 
aoelates.  Inc.  (WEER) ,  Warrenton,  Vir- 
ginia. Docket  No.  1440S.  Fne  No.  BP- 
14302:  for  construction  permits. 

XTpoa  the  Hearing  Examiner's  own  mo- 
tion: n  is  ordered.  This  l&th  day  of 
PebnuuT  1962.  that  the  hearing  now 
scheduled  for  liarch  1.  1962.  be  and  the 
same  Is  hereby  rescheduled  for  March  7. 
1962, 10:00  a.in..  In  the  Commission's  of- 
fices. Washington.  D.C. 

Released:  February  16.  1962. 


[SXALl 


ComcmncATiONs 
Ooamissioir. 
Bor  P.  Wapu. 

Acting  Secretary. 


\TR.    Doc.    ea-184«:    Filed.    Feb.    21.    1962; 
8:51  ajn  ] 


FEDERAL  lUIUTIME  COMMISSION 

TYRRHENIAN/LEVANT  FREIGHT 
CONFERENCE  ET  AL. 

Agraamants  Filad  for  Approvol 

Notice  Is  hereby  given  that  the  follow- 
ing described  agreements  have  been  filed 
with  the  Commission  for  approval  pur- 
suant to  section  15  of  the  Shipping  Act. 
1918  (39  Stat.  733,  75  SUt  763 :  46  U.S.C. 
-14): 

Agreement  SS16.  between  the  member 
lines  of  the  Tyrrhenian/Levant  Freight 
Conference  (AliOmLE)  (a  foreign  con- 
ference serving  the  eastern  Mediter- 
ranean area  between  Italian  ports  and 
the  Levant)  and  Lykes  Bros.  Steamship 
Co..  Inc..  operating  In  the  trade  between 
nJ3.  South  Atlantic  and  Oulf  ports  and 
the  Levant,  eovers  the  establishment  of 
terms  and  conditions  for  the  carriage  of 
cargoes  In  these  trades,  transhipped  be- 
tween Lykes  and  the  conference  at 
Italian  ports. 

Agreement  8690,  between  United  States 
Lines  Company  and  the  carriers  com- 
prising the  M.AJN.Z.  Line  joint  service 
(operating  under  approved  joint  service 
Agre«nent  7814-1) .  covers  the  establish- 
ment and  maintenanee  of  a  joint  cargo 
senrlee  (with  limited  passfnrfr  aooom- 
modattoBs)  tax  tbe  trade  from  Australia 
(indadfan  Taaaaala)  ta  east  ooast  ports 
of  theUtatted  Statss. 

Asreemcok  8T«i.  fctlwusa  Uafted  Phfl- 
Ipptne  lines  and  the  carrtTs  li— piiiiiit 
the  Pacific  Orient  Express  Lines  Joint 


NOTICES 

service  i  operating  under  approved  joint 
service  Agreement  8141),  covers  the  es- 
tablishment and  maintenance  of  a  Joint 
Mailing  arrangement  in  the  trade  between 
US.  Pacific  Coast  ports  and  ports  In  the 
Philippines,  Hong  Kong.  Japan  and/or 
other  areas  agreed  upon  from  time  to 
time  subject  to  prior  approval  by  the 
Federal  Maritime  Commission. 

Agreement  8770.  between  Armement 
Deppe.  S.A..  The  Cunard  Steam-Ship 
Company.  Ltd.,  Hamburg  America  Line. 
North  German  Lloyd  and  Lykes  Bros. 
Steamship  Co  .  Inc..  covers  an  arrange- 
ment whereby  the  parties  may  confer 
with  each  other  and  discuss  together 
from  time  to  time  the  matter  of  rates, 
charges,  classifications  and  related  tariff 
matters  appropriate  and  conformably 
with  law  and  the  interest  of  the  foreign 
commerce  of  the  United  States  to  be 
charged  or  observed  by  them  In  the  trade 
from  United  Kingdom  (England.  Scot- 
land. Wales.  Northern  Ireland,  and  the 
Republic  of  Ireland)  to  U.S.  Gulf  ports 
(Key  West  to  Brownsville,  inclusive), 
and  to  agree  on  various  rates,  charges, 
classifications  and  related  tariff  matters, 
to  be  charged  or  observed  by  them  re- 
spectively, but  with  reservation  of  the 
right  by  each  of  them  to  alter  for  itself 
any  rate,  charge,  classification,  or  related 
tariff  matter  thus  agreed  upon  or  there- 
tofore in  force  upon  first  giving  the  other 
parties  at  least  forty -eight  hours  advance 
notice  thereof. 

Interested  parties  may  inspect  these 
agreements  and  obtain  copies  thereof  at 
the  Bureau  of  Foreign  Regulation.  Fed- 
eral Maritime  Commission.  Washington. 
D.C,  and  may  submit  within  20  days 
after  publication  of  this  notice  In  the 
FcscRAL  RxciSTZK.  Written  statements 
with  reference  to  any  of  these  agree- 
ments and  their  position  as  to  approval, 
disapproval,  or  modification,  together 
with  request  for  hearing  should  such 
hearing  be  desired. 

Dated:  February  16.  1962. 

By  order  of  the  Federal  Maritime 
Commission. 

Thomas  Lisi. 
Secretory. 

[FR.    Doc     62-1837:    Filed,    Feb.    21.    \992. 
8:49  am  ] 

FEDERAL  POWER  COMMISSION 

[Docket  No  0161-1273,  etc.) 

TENNECO  CORP.  AND  TENNESSEE 
GAS  TRANSMISSION  CO. 

Notice   of   Amendment,   Withdrawal, 
and  Consolidation  of  Applications 

Fessuart  16.  1962. 
Take  notice  that  on  February  8.  1962. 
Tenneco  Corporation  (Tenneoo).  P.O. 
Box  2511,  Houston  1,  Texas,  filed  an 
amended  applicatk>n  for  a  certificate  of 
public  convenience  and  necessity  in 
Docket  No.  CI61-1272  '    By  its  amended 


'  Notice  of  the  filing  of  the  above  applica- 
tions, consolidation  ttiereof  for  hearing  and 
the  date  of  hearing  vaa  tnued  October  0. 
1981  (a«  FR.  »«t8).  The  formal  hearing 
commenced  aa  scheduled  on  December  S. 
IMl,  and  is  presently  In  recess. 


application.  Teiuieco  seeks 
thority  pursuant  to  section  7(e)  tf 
Natural  Gas  Act  (Act),  to  adl  imIm 
gas  to  Tennessee  G^s  Transmlotan^? 
pany  (Tennessee)  from  certain  ott^! 
Inghead  gas  leases.  These  IsasiHLM 
others  in  this  docket,  aggregately 
as  the  on-system  leases,  were 
to  Tenneco  by  Tennessee  on 
1961.  In  Tenneco's  original 
tion.  authorization  was  soiuhtl* 
gas  from  all  the  leases.  Now 
proposes,  upon  receipt  of  saoUoa  1<|| 
abandonment  permission  applied  fcrhia 
separate  docket  (infra),  to  msT 
of  natural  gas  solely  from  the  all 
head  leases ;  and  further,  to 
gas-only  leases  back  to  Tennessee  it 
time  as  the  authorization  sought  la  |^ 
docket  is  granted. 

Also,  take  notice  that  Tenaeans  fl^ 
a  companion  application  In  OoakH  Iki 
CP62-184  for  permission,  pursoaii  || 
section  7(b)  of  the  Act,  to  abaadoBh 
on-system  oil-caslnghead  gas  ~ 
Tennessee  does  not  propose  aof 
ruption  in  the  deliveries  of  gas 
leases  to  Interstate  markets,  lbs 
Ject  leases  are  particularized,  an^Mn 
fully  described,  in  Exhibit  A  nttifVd  li 
Tenneco's  amended  appllcatkn  k 
Docket  No.  CI61-1272. 

Take  further  notice  of  Tenneco's  «ttb> 
drawal.  pursuant  to  S  1.11(d)  of  fb 
Commission's  rules  of  practice  and  bii^ 
cedure,  of  its  application  for  a 
of  public  convenience  and  ni 
m  Docket  No.  CI61-1475.  In  iU 
tlon,  Tenneco  requested  section  tCB)(s) 
certificate  authority  to  sell  gas 
tain  leases  located  In  Offshore 
Parish.  Louisiana.  These  I 
formerly  owned  by  Termesaee  ani  Ihi 
notice  of  withdrawal  states  that  Umv 
will  be  reconveyed  back  to 
upon  Issuance  of  ipermanent 
in  the  remsdning  consolidated 

Take  further  notice  that  TennaiHi 
application  in  Docket  No.  CFB-IH 
should  be  consolidated  for  heartm  vllk 
the  above-entitled  related  appUostiaH 
previously  noticed  and  will  be  bsvl 
with  them  on  a  date  to  be  seleotadlv 
the  Presiding  Examiner  at  a  meettof  |l 
the  parties  on  March  1,  1962.  at  1I:H 
a.m.,  e.s.t..  in  a  hearing  room  of  ttt 
Federal  Power  Commission,  441  O  Bbntd 
NW.,  Washington.  D.C. 

Protests,  petitions  to  intervene;  uA 
notices  of  intervention  previously  AM 
in  the  above-entitled  dockets  wfil  hi 
deemed  to  apply  to  Tenneco's 
application  In  E)ocket  No.  C:I61-1J71 
also  to  Tennessee's  application  in 
No.  CP62-184. 

Protests,  petitions  to  intervene, 
notices  of  intervention  applying 
slvely  to  Tenneco's  amended 
Uon  in  Docket  No.  CI6 1-1272  ani  li 
Tennessee's  application  in  Docket  1^ 
CP62-184  may  be  filed  with  tbe  P* 
eral  Power  Commission,  Washlnftfla  H 
DC,  in  accordance  with  the  inks  4* 
practice  and  procedure  (18  CP*  IJ« 
110)  on  or  before  February  28,  IIW. 

Joseph  H.  Gonii^ 


(FR     Doc     62-1780:    Filed.    Feb.    11.  »• 
8:46  %m.\ 


m^grtdfiy*  February  22,  19S2 

{Docket  No.  C»«l->«»1 

CnilS  SEIVICE  GAS  CO.  ET  AL 

iurics  of  AppHcatlont  and  Data  of 
"^  Hearing 

February  15,  1962, 
/^ac  Service  Gas  Company,  Docket 
Jrtl«i-J63:  Oklahoma  Natural  Gas 
K^ftog    CorporaUon,     Docket     No. 
SfTH'  Colorado  OU  and  Gas  Cor- 
2S^(bperator),  et  al..  Docket  No. 
jSSrSis'  Forrest  H.  Lindsay  d.b.a.Tfa- 
2Sd  Awoclated  Petroleum  Company 
S£t  ]S^CI6l-1553:    Uvlngston  pU 
SSayCOperator),  Docket  No.  CI61- 
gffTiRowland,  Docket  No.  CI61- 
iSj:    Boto    Chlca    OU    Corporation, 
Stot  No.  CI61-1569;  Roger  H.  Davis, 
tSm  Ma  CI61-1587:  indeco  Corpora- 
S^nSet  No.  CI61-1590;  Tidewater 
STcSSwiy.   Docket   No.   CI61-1M9: 
SLSmaNatural  Gas  Company  (Op- 
zSSrTet  al..  Docket  No.  CI81-1639: 
SS  kSe.  et  al..  Docket  No.  CI61- 
TST- union  Texas  Natural  Gas  Corpora- 
lE'dkri .  Docket  No.  C161-165i;  ClUes 
^ifie  Petroleum  Company,  Docket  No. 
aS-lMi;   K.   C.   Hawkinson.    et   al.. 
SSti  NO.  CI61-1667:  H.  C.  UOdOtC- 
SSTb.  Andrewskl,  Docket  No.  CI61- 
StT  Great  Western  Drilling  CompMiy. 
Santo^CI6l-l693:  Gulf  OUCorpora- 

SToocket  NO.  CI61-l''":,.J5«2f^„* 
JSiran  (Operator),  et  al..  Docket  No. 
ani-1712  Herman  Singer,  Docket  No. 
^_1738-  Kldd  Williams  Production 
SttporaUcin  (Operator) .  et  aL,  Docket 
»o.Sl-"*6 ;  Kldd  Williams  Production 
CorporaUon  (Operator).  etaL,  Docket 
Sa  081-1747;  John  H.  Burkhardt  and 
Soman  Burkhardt.  Docket  No.  CI61- 
iTtf-  L.  B.  Jackson  Company  (Opera- 
tor)'et  al..  Docket  No.  CI61-1792:  Alma 
liocutchln.  et  al..  Docket  No.  CI61-1813 : 
Arkansas  Louisiana  Gas  Company, 
Docket  No.  (3'62-40 ;  Texaco  Inc..  Docket 
Ns.  CI62-569;  Russell  Magulre  (Opera- 
tor) et  al  Docket  No.  a63-570. 

Take  notice  that  on  April  10,  isoi, 
QUet  Service  Gas  Company  (ClUes  Serv- 
loe)    PO.  Box    1995,   Oklahoma  City, 
nif^«>>A»na  filed  In  Docket  No.  CP61-263 
an  application  pursuant  to  section  7(c) 
of  the  Natural  Gas  Act  (Act)  for  a  certif- 
icate of  public  convenience  and  necessity 
authorizing  the  construction  and  opera - 
tloD  of  approximately  23  miles  of  18-lnch 
pipeline  from  a  point  on  Cities  Sendee's 
fT^ting  Oklahoma  City  20-lnch  main 
tranimlsslon  pipeline  in  Noble  County. 
Oklahoma,  westerly  to  a  point  in  Gar- 
fldd  County.  Oklahoma,  where  It  will 
connect  with  the  existing  12-lnch  pipe- 
line of  Oklahoma  Natural  Gas  Gathering 
Corporation    (Gathering)    from   whom 
atiei  Service  proposes  to  purchase  and 
take  delivery  of  not  to  exceed  40.000 
Mcf  of  natural  gas  per  day.  all  as  more 
fid^  set  forth  in  the  aforesaid  apvUca- 
tlon  in  Docket  No.  CP61-263  which  la  on 
file  with  the  Conmxlsslon  and  open  to 
public  Inspection. 

atks  Service's  estimated  cost  for  the 
proposed  project  is  $850,000.  which  wiU 
be  financed  from  treasury  cadi. 

On  March  28.  1961.  Oklahoma  Natural 
Oas  Gathering  Corporation  filed  In 
Docket  No.  CI61-1408  an  application 
ponuant  to  section  7(c)  of  the  Act  for 
a  certificate  of  public  convenience  and 
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necessity  authorizing  the  afore-men- 
tioned sale  to  Cities  Service  of  natural 
gas  which  Gathering  proposes  to  pur- 
chase in  the  Ringwood  Field.  Major 
County.  Oklahoma,  as  hereinafter  de- 
scribed and  as  more  fully  described  In 
Gathering's  application  herein.  The 
subject  sale  will  be  made  pursuant  to  a 
gas  sales  contract  between  Gathering 
and  Cities  Service  dated  March  23,  1961, 
at  an  initial  price  of  18<  per  Mcf  at  14.65 
psia.  the  volume  limited  to  a  maximum 
of  40,000  Mcf  per  day. 

Gathering  proposes  to  purchase  nat- 
ural gas  Jointly  with  Warren  Petroleum 
Corporation  (Warren)  from  certain  pro- 
ducers thereof  in  the  Ringwood  Field  as 
set  forth  in  the  twenty-six  producer  ap- 
plications enumerated  hereinafter,  pur- 
suant to  iiuUvidual  contracts,  at   11.0 
cents  per  Mcf  at  14.66  psia.    Warren  will 
take  liquid  products  only  from  the  sub- 
ject gas  ai^  will  have  no  title  to  the 
residue  gas  after  processing  at  a  gasoline 
plant  in  the  Ringwood  Field.    Gathering 
will  gather  the  gas.  transport  it  to  the 
processing  plant  where  Warren  will  ex- 
tract the  liquids,  then  deliver  It  to  Cities 
Service  in  Garfield  County  as  aforesaid. 
The  applications,  all  on  file  with  the 
Commission  and  open  to  public  inspec- 
tion, under  which  producers  in  the  Ring- 
wood  Field  seek   authorization  to  sell 
natural  gas  to  Gathering  and  Warren 
pursuant  to  gas  sales  contracts  filed  con- 
curroitly  as  initial  rate  schedules  for 
the  reqwetive  proposed  services  are  des- 
ignated as  follows: 

CI61-1545.  CI61-1553,  CI61-1557.  CI61- 
1561.  Ciei-1569.  CI61-1587.  CI61-1590. 
CI81-1599,  CI61-1639.  CI61-1654.  CI61- 
1855.  CI61-1664.  CI61-1667.  CI61-1678. 
0161-1883.  CI61-1711.  CI61-1712.  CI61- 
1738.  CI61-1746.  CI61-1747.  CI61-1785. 
CI61-1792.  CI61-1813,  CP62-40,  CI62-569. 

CI62-570.  ,^^.    X.       ^ 

These  related  matters  should  be  heard 
on  a  consolidated  record  and  disposed  of 
as  promptly  as  possible  under  the  appli- 
cable rules  and  regulations  and  to  that 

end:  .  . 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  Jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections  7 
and  15  of  the  Natural  Gas  Act,  and  the 
Commission's  rules  of  pracUce  and  pro- 
cedure, a  hearing  will  be  held  on  March 
22.  1962,  at  9:30  a.m..  e.s.t..  In  a  hearing 
room  of  the  Federal  Power  Commission, 
441  a  Street  NW.,  Washington,  D.C. 
concerning  the  matters  Involved  in  and 
the  issues  presented  by  such  applica- 
tions: Provided,  however.  That  the  Com- 
mission may.  after  a  noncontested  hear- 
ing dispose  of  the  proceedings  pursuant 
to  the  provisions  of  S  1.30(c)   (1)  or  (2) 
of  the  Commission's  rules  of  practice  and 
procedure.    Under  the  procedure  herem 
provided  for.  unless  otherwise  advised,  it 
will  be  unnecessary  for  Applicants  to 
appear  or  be  represented  at  the  hearing. 
Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Com- 
miaaioii.  Washington  25.  D.C.,  in  accord- 
ance with  the  rules  of  practice  and  pro- 
cedure (18  CFR  1.8  or  1.10)  on  or  before 
Bfarch  12. 1962.    Failure  of  any  party  to 
appear  at  and  participate  In  the  hear- 
ing shall  be  construed  as  waiver  of  and 
concurrence  In  omission  herein  of  the 


intermediate  decision  procedure  in 
where  a  request  therefor  is  made. 

JOSBPH  H.  GUTUIMI. 

Secretary 


[P.R.    Doc.    62-1820;    Filed,    Feb.    21,    1962; 
8:48  am.] 


[Project  No.  2306] 

SABINE  RIVER  AUTHORITY  OF  LOUI- 
SIANA AND  SABINE  RIVER  AU- 
THORITY OF  TEXAS 

Notica  of  Applicotlon  for  Licanta 
FstauAaY  16.  1962. 

Public  notice  Is  hereby  givoi  that  ac»- 
plication  has  been  filed  under  the  fMl- 
eral  Power  Act  (16  UJB.C.  791a-«25r)  bf 
Sabine  River  Authority  of  Louislaaa  at 
Baton  Rouge.  Louisiana,  and  SaUne 
River  Authority  of  Texas  at  Orange. 
Texas,  for  license  for  proposed  Projeei 
No.  2305.  to  be  known  as  Toledo  Bend 
project,  to  be  located  on  SabhM  River  la 
Sabine  and  DeSoto  Parishes,  Louisiana, 
and  in  Newton.  Sabine,  and  Bbelliy 
Counties,  Texas,  and  aflectinc  lands  cC 
the  United  States  within  Sabine  National 

Forest.  ^   , 

The  proposed  project  would  consist  of: 
a  roUed  earth-fill  dam  about  8.608  feet 
long  with  a  maximum  height  of  110  feet; 
a  reservoir  with  normal  pool  elevation 
of  172  feet,  an  area  of  181.600  acres,  and 
a  total  storage  of  4.477.006  acre-feet  o* 
which  1.554.200  acre-feet  will  be  active 
storage  tor  power  generation;  a  side- 
channel  spillway  comprised  at  a  concrete, 
gravity  type,  gated  weir  with  a  concrete 
chute  and  stilling  basin,  and  a  disdiarse 
channel;  a  sluiceway;  a  powerhouse  lo- 
cated in  the  right  abutment  adjacent 
to  the  spillway  containing  three  89,200- 
horsepower  turbines  each  connected  to 
a  32,000-kva  generator  (28,800  kw  at  OS 
P.F.);  step-up  transformers;  a  switch- 
yard; and  e4>purtenant  electrical  and 
mechanical  facilities. 

Protests  or  peUtions  to  intervene  may 
be  filed  with  the  Federal  Power  Com- 
mission, Washington  25.  D.C,  in  aeoord- 
ance  with  the  rules  of  practice  and  imto- 
cedure  of  the  Commission  (18  CFR  1^ 
or  1.10) .  The  last  day  upon  whi^  pro- 
tests or  petitions  may  be  filed  is  April  6. 
1962.  The  application  is  on  file  with  the 
Commission  for  public  inspection. 


Joseph  H. 


GmnoDK. 
Secretary. 


[F.R.    Doc.    62-1822:    Filed,    Feb.    21.    1962; 
8:48  ajn.] 


[Docket  No.  CPe2-16«l 

TEXAS  EASTERN  TRANSMISSION 
CORP. 

Notice  of  Application  ond  Dote  of 
Hacuing 

Febsttakt  18.  1981. 
Take  notice  that  on  January  4,  18tt, 
as  supplemented  on  January  28,  18S1» 
Texas  Eastern  Transmission  Coriiaratwn 
(AppUcant).  P.O.  Box  "WJiJ?""™' 
Texas,  filed  In  Docket  No.  CP82-158  an 
application  pursuant  to  section  7(c)  of 
the  Natural  Gas  Act  for  a  certifKaate  of 
public  convenience  and  necessity  author- 
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Izlng  the  construction  and  operation  of 
field  faclUUes  to  enable  Applicant  to  take 
Into  Its  certiflcAted  main  pipeline  system 
natural  gas  which  will  be  purchased  from 
producers  thereof  from  time  to  time  dur- 
ing the  calendar  year  1962.  at  a  total  cost 
not  to  exceed  $4,000,000,  with  no  single 
project  to  exceed  a  cost  of  $500,000.  all 
as  more  fully  set  forth  in  the  applica- 
tion, as  supplemented,  which  is  on  file 
with  the  Commission  and  open  to  public 
inspection. 

The  purpose  of  this  budget-type  ap- 
plication Is  to  augment  Applicant  s  abil- 
ity to  act  with  reasonable  dispatch  in 
contracting  for  and  connecting  to  its 
existing  pipeline  system  new  supplies  of 
natural  gas  which  will  be  purchased  from 
producers  thereof  in  various  areas  gen- 
erally coextensive  with  said  system 

The  proposed  facilities  would  be  fi- 
nanced from  funds  on  hand. 

This  matter  is  one  that  should  be  dis- 
posed of  as  promptly  as  possible  under 
the  applicable  rules  and  regulations  and 
to  that  end : 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natural  Oas  Act.  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  on  March 
27.  1962.  at  9:30  ajn..  e^.t..  in  a  Hearing 
Room  of  the  Federal  Power  Commission. 
441  O  Street  NW..  Washington.  DC. 
coneemlng  the  matters  involved  in  and 
the  issues  presented  by  such  applica- 
tion: Provided,  however.  That  the  Com- 
mission may.  after  a  noncon tested  hear- 
ing, dispose  of  the  proceedings  pursuant 
to  the  proTlsions  of  S  1.30(c)  (D  or  <2) 
of  the  Commission's  rules  of  practice  and 
procedure.  Under  the  procedure  herein 
provided  for.  unWss  otherwise  advised, 
it  will  be  imnecessary  for  Applicant  to 
appear  or  be  represented  at  the  hearing. 

Protests  or  petitions  to  intervene  may 
be  fUed  with  the  Federal  Power  Com- 
mission, Washington  25,  DC.  in  ac- 
cordance with  the  rules  of  practice  and 
procedure  (18  CPR  18  or  1.10)  on  or 
before  March  16,  1962.  Failure  of  any 
party  to  v^veax  at  and  participate  in 
the  hearing  shall  be  construed  as  waiver 
of  and  concurrence  in  omission  herein 
of  the  intermediate  decision  procedure 
in  cases  where  a  request  therefor  is  made 


NOTICES 

U.SC.  1828' c  ' .  an  application  by  Bank 
of  Idaho.  Boise.  Idaho,  a  member  bank 
of  the  Federal  Reserve  System,  for  the 
Board's  prior  approval  of  the  merger  of 
The  First  National  Bank  of  Bonners 
Perry.  Bonners  Ferry,  Idaho,  with  and 
into  Bank  of  Idaho,  under  the  charter 
and  title  of  the  latter 

Pursuant  to  said  section  18<ci.  notice 
of  the  proposed  merger,  in  form  ap- 
proved by  the  Board  of  Governors,  has 
been  published,  and  reports  on  the  com- 
petitive factors  involved  in  the  proposed 
transaction  have  been  furnished  by  the 
Comptroller  of  the  Currency,  the  Federal 
Deposit  Insurance  Corporation,  and  the 
Department  of  Justice  and  have  been 
considered  by  the  Board 

It  is  ordered.  For  the  reasons  set  forth 
in  the  Board's  Statement '  of  this  date, 
that  said  merger  be,  and  hereby  is.  ap- 
proved: Provided.  That  said  merger  shall 
not  be  consummated  ta"  sooner  than  7 
calendar  days  after  the  date  of  this  Or- 
der or  lb'  later  than  3  months  after 
.said  date. 

I>ated  at  Washington.  DC,  this  16th 
day  of  February  1962. 

By  order  of  the  Board  of  Governors. 


February  22,  1992 
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Joseph  H.  Gutride. 

Secretary. 


|FR     Doc. 


62-1823;     Piled. 
8  46  a  m  I 


Feb     21.    196J. 


FEDERAL  RESERVE  SYSTEM 

BANK  OF  IDAHO 
Order    Approving    Merger,  of    Banks 

In  the  matter  of  the  application  of 
Bank  of  Idaho  for  approval  of  merger 
with  The  First  National  Bank  of  Bon- 
ners Ferry. 

There  has  come  before  the  Board  of 
Qovemors,  pursuant  to  section  18* ci  of 
the  Federal  Deposit  Insurance  Act   <  12 


SEAL  I 


Merritt   Sherman. 

Secretary. 


|FR      Doc     62-1781.     Piled.    Feb      21      1962 
8  45  a  m  I 


UNITED   CALIFORNIA   BANK 
Order    Approving    Merger    of    Banks 

In  the  matter  of  the  application  of 
United  California  Bank  for  approval  of 
merger  with  The  Southwest  Bank. 

There  has  come  before  the  Board  of 
Governors,  pursuant  to  section  18<c)  of 
the  Federal  Deposit  Insurance  Act  <  12 
use.  18281  c  I  ) ,  an  application  by  United 
Calif orrua  Bank.  Los  Angeles.  Cahfomia. 
a  member  bank  of  the  Federal  Reserve 
System,  for  the  Boards  prior  approval 
of  the  merger  of  The  Southwest  Bank, 
Inglewood.  California,  with  and  into 
United  California  Bank,  under  the  char- 
ter and  title  of  the  latter 

Pursuant  to  said  section  18<c'.  notice 
of  the  proposed  merger,  in  form  approved 
by  the  Board  of  Governors,  has  been 
published,  and  reports  on  the  competitive 
factors  involved  in  the  proposed  trans- 
action have  been  furnished  by  the  Comp- 
troller of  the  Currency,  the  Federal  De- 
posit Insurance  Corporation,  and  the 
Department  of  Justice  and  have  been 
considered  by  the  Board 

Upon  reconsideration  by  the  Board  on 
the  basis  of  additional  information  fol- 
lowing its  disapproval  of  the  original 
application 

It  IS  ordered.  For  the  reasons  set  forth 
in  the  Board's  Statement  '  of  this  date, 
that  said  merger  be,  and  hereby  is.  ap- 
proved: Provided.  That  said  merger  shall 


'  Piled   u  part   of  the  original  document 
Copies  available  upon  requent  to  tile  Board 
of  Governors  of  the  Federal  R«Mrve  System, 
Washington  26.  DC  .  or  to  the  Federal  Re- 
serve Bank  of  San  Francisco 


not  be  consummated  (a) 

calendar  days  after  the  date  of 
or   (b)    later  than  3  months 
date. 

Dated  at  Washington,  D.C.,  this  lift 
day  of  February  1962.  ^ 

By  order  of  the  Board  of  Ootsiii,— 
I  SEAL  I  Merrht  Saaju* 

5eerctsr|. 

iFR     Dot      f.J   I7b2.     Filed.    Feb.    «,   u^ 
8  45  am  1  '    ^ 


HOUSING  AND  HOME 
HNANCE  AGENCY 

OfRce  of  the  Adminlslraltr 

REGIONAL  DIRECTOR  OF  COMMI. 
NITY  FACILITIES  AaiVnilt,  ||. 
GION  IV  (CHICAGO) 

Redelegotion  of  Authority  WHIi  I*. 
spect  to  Area  Rodovolopmonl  Atf 

The  Regional  Director  of  CoogMBlli 
Facilities  Activities,  Region  IV  (CU* 
cago  > .  is  hereby  authorized  to  eutf  M 
the  provisions  of  sections  7  and  •  «( tki 
Area  Redevelopment  Act  (PuUie  In 
87-27.  42  UJ3.C.  2506  and  2507)  IfW 
forming  the  following  functions  '"" 
such  region: 

1.  To  execute  offers  for  approved 
and/ or  grants  and  to  execute  aifi 
amendments   or   modifications  of 
tracts  resulting  from  the  aeceptauMtf 
such  offers. 

2.  To  determine  that  loans  maiAe  m- 
der  section  7  of  the  act  are  in  ffomiiMMMe 
with  the  requirements  of  sections  T(a) 
<2).  7(a)  (3),  7(a)  (4),  7(b).  and  7(d}. 

3.  To  determine  that  grants  madt  v- 
der  section  8  of  the  act  are  In  compMuiBf 
with  sections  8(a)(2)  and  8(e)  of  tke 
act :  that  there  is  little  probability  VbA 
such  projects  can  be  undertaken  wltbnt 
the  assistance  of  a  grant  under  secttCB  I: 
and  that  the  amoimt  of  any  grant  umkr 
section  8  for  a  project  does  not  eieetd 
the  difference  between  the  funds  vlildi 
can  be  practicably  obtained  from  oQicr 
sources  (including  a  loan  xuxdtx  MCttoB 
7  of  the  act)  for  such  project  and  tke 
amount  which  is  necessary  to  insure  (be 
completion  thereof. 

4  To  exercise  the  powers,  duties,  ud 
functions  vested  in  the  Secretary  d 
Commerce  by  sections  19  and  21  of  tbe 
act  in  connection  with  any  loans  v 
grants  proposed  to  be  made  under  «• 
tion  7  or  8  of  the  act. 


(62  Stat.  1283  (1948),  as  amended  by  i*!^ 
80  (1950).  12  use.  1701c;  Housing sni ■«■• 
Finance  Admlnl8trator«  redel«g»tk)«  ilj»- 
ttve  May  1.  19fll  (2fl  PR.  7W2,  Aug.  M.  »«)> 

Effective  as  of  the  22d  day  of  Petewu 
1962. 

I  SEAL  1  John  P.  McCollum. 

Regional  AdminUtnivr, 
ReglMlf. 

|FR     Doc     62-1851;    Filed,    Feb.   11.   !•• 
8:52  ajn.] 


SBRinES  AND  EX( 
COMMISSION 


[File  No.  1-88481 

ttACK  BEAR  INDUSTRIES,  INC. 
Qf^  Summarily  Susponding  Trading 

Fkbrcart  16. 1962. 

rtMt  common  stock,  par  value  15  cttita 
ir*of  Black  Bear  Industrlea,  Inc. 
•*Siy  Black  Bear  ConsoUdated  Min- 
i?Sy  iSng  listed  and  registered  on 
K  Zn  Francisco  Mining  Exchange,  a 
SiSal  securlUes  exchange;  and 
"irjfcommission  being  of  the  opinion 
tt^tbe  pubUc  interest  requires  the  sum- 
2Sf  aiiroenslon  of  trading  in  such  secu- 
IrtT «m  such  Exchange  and  that  auch 
Sools  necessary  and  appropriate  for 
JErnrotection  of  Investors;  and 

fSt  Commission  being  of  the  opinion 
ftrther  that  such  suspension  is  Mcea- 
STto  order  to  prevent  fraudulent,  de- 
M^ve  or  manlpvdative  acta  or  praeticeB. 
Ktbe  result  that  It  wUl  be  unlawful 
dSar section  15(c)<2)  of  the  Securities 
Sange  Act  of  1934  and  the  Commls- 
ZoTnile  15C2-2  thereunder  for  any 
tioker  or  dealer  to  make  use  of  the  maUa 
or  of  any  means  or  Instrumentality  of 
intaiftate  commerce  to  effect  any  trans- 
aetloa  in.  or  to  Induce  or  attempt  to 
)aiaot  the  purchase  or  sale  of  auch  secu- 
rity, ottierwise  than  on  a  national  secu- 
dtlei  exchange ; 

n  it  ordered.  Pursuant  to  section 
11(a)  (4)  of  the  Securities  Exchange  Act 
of  1914  that  trading  in  said  security  mi 
tbe  Ban  Francisco  Mining  Exchange  be 
HBBinarily  suspended  In  order  to  pre- 
Tat  fraudulent,  deceptive  or  manipula- 
ttfc  acts  or  practices,  this  order  to  be 
cfeetlTe  for  a  period  of  ten  (10)  days. 
Miraary  18.  1962  to  Feibruary  27.  1962, 
both  dates  Inclusive. 


By  the  Commission. 


[BKALl 


Orval  L.  DuBois. 
Secretary. 


[TA.   Doc.    62-1796;    FUed.    Feb.    21.    1962; 
8:47  ajn.] 


[PileNo.  34&-18e6] 

CISCO-VALLEY  CORP. 
Notica  and  Order  for  H«aring 

FURUART  16. 1962. 


L  Cisco- Valley  Corporation  (issuer) . 
iDoorporated  in  the  State  of  Washington 
oa  October  2.  1961.  filed  with  the  Oom- 
■iHton,  on  November  29. 1961.  a  notiflca- 
tloo  on  Form  1-A  relating  to  a  proposed 
offering  of  75.000  shares,  no  par  common 
*oA,  at  an  offering  price  of  $4  per  share 
for  an  aggregate  amount  of  $300,000.  for 
the  purpose  of  obtaining  an  exemption 
from  the  registration  provisions  of  Sec- 
tioa  8(b)  thereof  and  Regulatkm  A 
promulgated  thereunder.  The  amendDd 
offering  circular,  filed  January  5.  1962, 
ndueed  the  offering  to  65.000  shares  at 
a  total  offering  price  of  $260,000. 

IL  The  Commission,  on  January  U, 
iN2,  issued  an  order  pursuant  to  Rule 
Ml  of  the  General  Rules  and  Regulations 


under  the  Securities  Act  of  1933,  as 
nnfnAmA,  which  temporarily  suspended 
the  issuer's  exemption  \mder  Regulation 
A  and  afforded  to  any  person  having  any 
intenst  therein  an  opportunity  to  re- 
quest a  hearing.  A  written  request  for 
a  hearing  has  been  received  by  the 
Commission. 

The  Commission  deems  it  necessary 
and  Impropriate  that  a  hearing  be  held 
for  the  purpose  of  determining  whether 
it  should  vacate  the  temporary  suspen- 
sion Older  or  enter  an  order  of  perma- 
nent suqwnsion  in  this  matter. 

It  is  hereby  ordered.  Pursuant  to  Rule 
261  of  the  general  rules  and  regulations 
uOOer  the  Securities  Act  of  1933.  as 
amended,  that  a  hearing  be  held  at  10:00 
ajn..  P.8.t..  on  March  7.  1962.  at  the 
Seattie  Regional  Of&ce  of  the  Commis- 
sion. 9th  floor.  Hoge  Building.  705  Sec- 
ond Avenue,  Seattle  4.  Washington,  with 
respect  to  the  following  matters  and 
questions,  without  prejudice,  however,  to 
the  8pe<rfflcation  of  additions^  Issues 
which  may  be  presented  In  these 
proceedings:  » 

A.  Whether  the  issuer  has  complied 
wltli  the  terms  and  conditions  of  Regu- 
lation A  in  that:  .  ^.    , 

1.  The  notification  does  not  disclose 
the  names  of  certain  affiliates  as  required 
by  Item  2(b)  of  Form  1-A. 

2.  The  amended  offering  circular  does 
not  contain  a  statement  of  capital  shares 
as  required  by  Item  11(a)  (1)(1U)  of 
Schedule  I  to  Form  1-A. 

B.  Whether  the  notification  and  the 
amended  oflfcring  circular  contain  untrue 
statonents  ot  material  facts  and  omit  to 
state  material  facts  necessary  in  order  to 
make  the  statements  made,  in  the  ll8^t 
of  the  circumstances  under  which  they 
were  made,  not  misleading,  particularly, 
with  respect  to:  .      ^^ 

1.  The  failure  to  disclose,  in  the 
amended  offering  circular,  that  the  Issuer 
has  no  binding  agreement  to  purchase 
the  title  and  equipment  of  Valley  Min- 
ing Company,  and  the  f  ailvire  to  disclose 
the  existence  of  a  dispute  between  the 
issuer  and  Valley  Mining  Company  as  to 
whom  Valley  owes  royalties  on  its  Blue 
Lizard  Mine  project. 

2.  The  failure  to  disclose  accurately 
and  adequately,  in  the  amended  offering 
circular,  the  unfavorable  aspects  of  the 
mining  and  oil  properties  involved,  in- 
cluding the  unfav(»«ble  past  operations, 
the  exploratory  status  of  the  venture,  the 
location  of  deposits  and  actual  ore  con- 
tent, and  the  failure  to  present  accept- 
able expert  opinions,  as  well  as  misrep- 
resentation with  respect  to  the  opinions 
submitted. 

3.  The  failure  to  disclose  accurately 
and  adequately,  in  the  amended  offering 
circular,  all  direct  and  indirect  interests 
of  ofBeers.  directors  and  controlling  per- 
sons, including  a  description  of  proper- 
ties and  services  rendered,  as  well  as 
their  cost. 

4.  Tlie  failure  to  describe  accurately 
and  adequately,  in  the  amended  offering 
circular,  the  equity  dilution  of  stock  to 
be  Issued  in  the  proposed  offering. 

5.  The  failure  to 'disclose  accurately 
and  adequately  in  the  notification,  pur- 
suant to  the  requirnnents  of  Iton  9  of 
Form    1-A.    the    sale    of    imreglstered 
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securities  issued  by  Issuer  within  one 
year  prior  to  the  filing  of  the  notification. 

C.  Whether  the  offering  would  be 
made  in  violation  of  section  17  of  the 
Securities  Act  of  1933  as  amffldf>d. 

HL  Itis  further  ordered.  TtuA  Sidney 
L.  Feller,  or  any  officer  or  ofBom  of  the 
Commission  designated  by  it  w  that 
purpose,  shall  preside  at  the  1|/BMring; 
that  any  officer  or  officers  so  dengnated 
to  preside  at  any  such  hearing  are  hereliy 
authorized  to   exercise  all  the  powers 
granted  to  the  Commission  under  sec-, 
tions  19(b).  21  and  22(c)  of  the  Securi- 
ties Act  of  1933.  as  amended,  and  to 
hearing  officers  under  the  Commission's 
Rules  of  Practice. 

It  is  further  ordered.  That  the  Secre- 
tary of  the  Commission  shall  serve  a 
copy  of  this  order  by  registered  mall  to 
Cisco- Valley  Corporation,  that  notice  of 
the  entering  of  this  order  shall  be  glvtHi 
to  all  other  persons  by  a  general  release 
of  the  Commission  and  by  putdlcatkm  in 
the  FsDERAL  Rbgxstxr.  Any  person  who 
desires  to  be  heard,  or  otherwise  wishes 
to  partieipate  in  the  hearing,  shall  file 
with  tiie  Secretary  of  the  CommliwVin  oa 
or  brfOTC  March  5,  1962.  a  written  re- 
quest relative  thereto  as  iwovided  in  Kile 
9(c)  of  the  Commission's  rules  of  prac- 
tice. 


By  the  Commission. 

[SEAL]  Orval  L.  DuBoxs. 

Secretary. 

|P.R.    Doc.    62-1797;    FUed.    Fteb.    21.    l^SS; 
8:47  a.m.] 

DEPARTMENT  OF  LABOR 

Wag*  and  Hour  Division 

CERTIFICATES  AUTHORIZING  EM- 
PLOYMENT OF  LEARNERS  AT  SPE- 
CIAL MINIMUM  RATES 

Notice  is  hereby  given  that  pursuant 
to  section  14  of  the  Fair  Labor  Standards 
Act  of  1938  (52  Stat  1060,  as  amended. 
29  U.S.C.  201  et  seq.),  the  regulations 
on  employment  of  learners  (29  CFR  Part 
522),  and  Administrative  Ord^  No.  S24 
(24  F.R.  9274).  the  tinoB  listed  in  this 
notice  have  been  issued  gwdal  certlfl- 
cates  authorising  the  emplayiiMnft  of ^ 
learners  at  hourly  wage  rates  lower  than 
the  w«<Ti<iwnm  wage  rates  othenrlse  u>- 
plicable  under  section  6  of  the  Act.  Tlie 
effective  and  expiration  dates,  occupa- 
tions, wage  rates,  number  or  proportion 
of  learners,  learning  poiods.  iand  the 
principal  product  manufactured  by  the 
employer  for  certificates  Issued  under 
general  learner  regulattoos  (il  S23.1  to 
522.11)  are  as  indicated  bdow.    Condi- 
tions provided  in  certificates  issued  under 
special  industiy  regulations  are  as  estab- 
lished hi  these  regulations. 

Apparel  Industry  Leazner  Regulations 
(29  CFR  522.1  to  522.11,  as  amended, 
and  29  CFR  522.20  to  522.K.  as 
amended) . 

The  following  learner  certificates  were 
issued  authorising  the  emidoyment  of 
10  percent  of  the  total  number  of  fac- 
tory production  workers  for  noraaal  la- 
bor turnover  purposes.  Tlie  eff ectire  and 
expiration  dates  are  indicated. 
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Atwood  Inc..  liooresvUle,  N.C ;  effective 
a^ft-^  to  9-4-S3   (work   pants  and  ■hlrts) 

Big-Dad  Manufacturing  Co..  Inc..  Starke. 
FlA.;     effecUve     l-23-«2    to    1-23-63     (work 

Blue  Bell.  Inc..  626  South  Elm  Street.  West 
Lee  and  Fnller  Stxeeta.  Oreenaboro.  N  C  and 
Banks  and  Taylor  Streets,  Stokesdale.  N  C  . 
effective  1-21-62  to  1-20-63;  Learners  may 
not  be  engaged  at  special  minimum  wage 
rates  In  Xhe  production  of  sep«u-ate  skirts 
(misses',  girls"  and  kiddies'  shorus,  ped.i.1 
pushers  and  slacks) . 

Blue  Ridge  Manufacturing.  Inc  .  Second 
and  Poplar  Streets.  Murray.  Ky  ;  effective 
1-21-62  to  1-20-63  (men's  and  boys'  cotton 
work  trousers). 

C  *  J  Manufacturing  Co  .  Eastman.  Ga  : 
effective  1-23-62  to  1-21-63  (boys'  dress  and 
sport  shlrU). 

Cluett.  Peabody  and  Co  .  Lewlstown.  Pa  : 
effecUve  3-1-62  to  1-31-63  (men's  sport  shirts 
and  ladies'  blouses) . 

Cowden  Manufacturing  Co  .  Stanford.  Ky  ; 
effecUve  1-19-62  to  1-18-63  (mens  and  boys' 
dungarees). 

Doolln  Sportswear.  Inc.  New  Tazewell. 
Tenn.;  effecUve  1-17-62  to  1-16-63.  (sport 
shirts). 

KastwllI  Sportswear  Co  .  Inc  .  Greenwood. 
S.C:  effective  3-2-63  to  2  1-63  (mens  sport 
shirts). 

Hebron  Pants  Factory.  Hebron.  Md  ;  efTec- 
tlve  a-4-63  to  3-»-63    (men's    work    pants) 

L.  ft  H.  Shirt  Co..  Cochran.  Ga.;  effective 
1-22-62   to    1-21-63    (boys'  dress    and    sport 

shirts).  ,         ^    ^ 

Mid-South  Manufacturing  Co  .  Inc  .  Rich- 
ton.  Miss.;  effective  1-19-61  to  1  18  63 
( men's  cotton  work  shirts  and  pants ) 

Niemor  Contractors,  310  Sherman  Avenue. 
Newark.  H.J.;  effecUve  1-13-62  to  1-11-63 
Learners  may  not  be  employed  at  special 
Tpinimiim  wage  rates  In  the  production  of 
leather  Jackets  (men's  and  boys'  sport 
Jackets) . 

Pascal    Corp..    461    Weet    Cherry     Street 
Jesup.    Oa.;     effecUve     l-l»-62    to     I   18-63 
( men's  and  boys'  shirts ) 

Raleigh  Corp.,  Raleigh.  Miss :  effective 
1_31_«2  to  l-»0-«3  (ladles'  slacks  and  mens 
slacks) . 

The  8*8  Clothing  Co .  44-46  Lehigh 
Street.  Wllkes-Barre.  Pa.:  effective  2-3-62  to 
2-3-63  (boys'  and  men's  pants) . 

SumxnervUle  Dress  Co..  Inc..  Summervllle. 
S.C:  effecUve  1-19-62  to  1-18-63  (children's 
dresses). 

United  Pants  Co.  Inc.  223-228  Beade 
Street.  Plymouth,  Pa.;  effective  3-1-62  to 
1-81-63  (boys'  pants  and  men's  and  boys' 
Jackets) . 

Vldalla  Oarment  Co.,  Vldalla.  Ga  ;  effective 
1-30-6^  to  1-29-63  (men's  sport  and  dress 
shirts). 

WUlards  Shirt  Co  .  WlUards.  Md  :  effective 
1-29-60  to  1-38-63  (men's  work  shirts  and 
pants). 

The  following  learner  certlflcates  were 
issued  for  normal  labor  turnover  pur- 
poses. The  effective  and  expiration 
dates  and  the  number  of  learners  au- 
thorized are  indicated. 

County  Wide  Sewing  Co.  Clinton.  NC; 
effecUve  1-23-63  to  1-31-63:  10  learners 
( women's  and  children's  ear  coats ) 

Motont  Airy  PanU  Factory.  Mount  Airy. 
Md.:  effecUve  1-23-62  to  1-23^63:  10  learners 
( men's  work  pcknts) . 

The  following  learner  certificates  were 
issued  for  plant  expansion  purposes. 
The  effective  and  expiration  dates  and 
the  number  of  learners  authorized  are 
indicated. 

Barnwell  Garment  Co  .  Inc  .  Erin.  Tenn  ; 
effecUve  1-19-62  to  7  18-62.  100  learners 
(dusters) . 


RULES  AND  REGULATIONS 

County  Wide  Sewing  Co .  Clinton.  N.C  : 
effective  1-20-62  to  7-21-63;  25  learners 
I  women's  and  chUdren's  car  coats ) 

The  H  D.  Lee  Co.,  Inc  .  Boas.  Ala  ;  effecUve 
1  19-62  to  7-18-62;  30  learners  (bib  and 
waistband  overalls) 

The  Murray  Oorp .  109  North  Chestnut 
Street.  Mount  Olive.  N  C  :  effecUve  1-16-62 
to  7-17-62;  50  learners  (mens  all  weather 
niincoats) . 

Southern  Garment  Co  .  Rubbins.  N  C  .  ef- 
fective 1-18-62  to  7-17-62.  50  Icixrncr.s  (wom- 
eris  cotton  wash  dresses) 

Cigar  Industry  Learner  RcRulations 
I  29  CFR  522.1  to  522.11.  as  amended,  and 
'29  CFR  522.80  to  522.85.  as  amendcd>. 

Bayuk  Cigars.  Inc  .  Morgan  Street.  Selma, 
.Ma;  effective  1-20-62  to  1-19-6.3,  10  percent 
of  the  total  number  of  factory  production 
workers  for  normal  labor  turnover  purposes 

Bayuk  Cigars.  Inc..  209  North  Beaver 
Street.  York.  Pa:  effective  1  15  62  to  1-14- 
63;  10  percent  of  the  total  number  of  fartory 
production  workers  for  r.orm.U  labor  t'.i-n- 
over  purposes. 

'Hosiery  Industry  Learner  RcRulations 
1 29  CFR  522.1  to  522.11.  as  amended,  and 
29  CFR  522.40  to  522  43.  as  amended*. 

Belmont  Hosiery  Mills.  Inc  .  Belmont.  N  C  . 
effective  2-1-62  to  1-31  63;  5  percent  of  the 
totiil  number  of  factory  prtxiucUon  workers 
for  normal  labor  turnover  purpoecs  (seam- 
less) . 

Belmont  Knitting  Co  .  Belmont.  N  C  .  ef- 
fective 1-30-62  to  1  29  63;  5  percent  of  the 
total  numt)er  of  factory  production  workers 
for  normal  labor  turnover  purposo<5  (seam- 
less I . 

Russell  Hosiery  MiU-s.  Inc  .  SUar.  N  C  effec- 
tive 1-19-62  to  1-18-83;  5  percent  of  the 
total  number  of  factory  production  workers 
for  normal  labor  turnover  purposes  (.seam- 
less i  . 

Knitted  Wear  Industry  Learner  Regu- 
lations (29  CFR  522  1  to  522.11.  as 
amended,  and  2&  CFR  522  30  to  522  35. 
as  amended  > . 

Apex  Manufacturing  Co  ,  Apex.  N  C  :  effec- 
tive 1-19-62  to  1-18-63:  5  learners  for  nor- 
mal labor  turnover  purposes  (women's  swim 
suits) . 

Huntley  KnltUng  Mills.  Inc.  York.  SC; 
effective  1-15-62  to  1-14-63;  5  percent  of  the 
total  number  of  factory  producUon  workers 
for  normal  labor  turnover  purposes  i  men  s 
and  ladles'  sweaters) 

Regulations  Applicable  to  the  Employ- 
ment of  Learners  ( 29  CFR  522  1  to  522 . 1 1 . 
as  amended). 

Noble  Products  Co.  306  West  Street, 
(Taldwell.  Ohio:  effective  1  22  62  to  7-21-62; 
five  learners  for  nc«Tnal  labor  turnover  pur- 
poses in  the  oocupaUon  of  sewing  machine 
operator  for  a  learning  period  of  320  hours 
at  the  rate  of  91  an  hour  (life  preserver 
vests  and  buogart  cu.shlons  > . 

The  followins  learner  cortiflcntes  were 
i.HSued  in  Puerto  Rico  to  the  companies 
hereinafter  named.  TTie  effective  and 
expiration  dates,  learner  rate",  occupa- 
tion";, learning  periods,  and  the  numofr 
or  proportion  of  learners  authorized  lo 
be  employed,  are  as  indicated. 
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I,  February  22, 19B2 


Andrea  Shoe  C<jrp  ,  Antonio  Lucheiil 
.'Street,  VUlalba,  Puerto  Rico;  erTe^tlve  11- 
20-61  to  5-19-6'2;  100  lenrners  f  >r  plant  ex- 
parwlon  purposes  In  any  productive  faft<jry 
occupation,  except:  edge  set  tin.;  or  Ulm- 
mlng:  Ooc<lyear  or  McK.iy  stitching:  tojj 
stitching:  lasting  (except  slip  Ui-stlng):  ce- 
menl-proces-s  stilc  attaching,  treeing,  upper 
leather  cuttlni;  (except  Unlni?  or  trim): 
vamping    hand-nttlng  cf  wood  lie*'..",   inso'.e 


or  outsole  baggar:  outsole  catehsr;' 
llpwetter;  floorboy  or  floorgirl;  taaoia  ^ 
rack  changer;  shover  or  pusher;  stock 
getter;  or  any  non-producttve  factory  oi. 
tlo ns,  each  for  a  learning  period  of  410  _„ 
at    the  rates   of   63  cents  an   hour  for  1^ 
first   240    hours   and  73   cents  an  boor  tn 
the  remaining  240  hours  (tennis  sheta). 

Andrea  Shoe  Corp..  Antonio  LaeteM 
Street.  VUlalba.  Puerto  Rico;  sffsettv*  ». 
5-61  to  5-19-62;  100  learners  for  ptaat  «. 
p.inslon  purposes  In  any  productive  faetn^ 
occupation,  except:  edge  setUng  or  trt^ 
nUng;  Goodyear  or  McKay  stitchhtf:  te 
stitching:  lasting  (except  slip  IssUag);  «^ 
inent -process  sole  attaching;  treeing;  t^pc 
i'.athcr  cutting  (except  lining  or  Mm); 
vam.plng:  hand-flittlng  of  wood  heels; 
or  out«ole  bagger;   outsole  catcher, 

hpwctter;  floorboy  or  floorgirl;  insoU. 

r.ick  changer:  shover  or  pusher;  sock  Itil^ 
getter:  or  any  non-productive  factory  oea«p^ 
tLons.  each  for  a  learning  period  Q(  4|| 
hours  at  Uic  rates  of  72  cents  EUi  hour  for  tt« 
first  240  hours  and  84  cenU  an  hour  for  tte 
rcm.-vlnlng  240  hours  (tennis  shoes)  (r». 
pl.acement  certificate) . 

Aristocrat  Corp  .  318  Carpenter  Road,  mm 
Rey.  Puerto  Rico;  effecUve  1-3-63  to  "Kl-I^ 
20  learners  for  plant  expansion  purpo— .  (■ 
the  occupation  of  sewing  machins  ogmmt 
for  a  learning  period  of  480  hours  at  ttt 
rates  of  81  cents  an  hour  for  the  flrM  W 
hours  and  90  cents  an  hour  for  the  reraalatBg 
160  hours    (brassieres). 

Andrew  Hosiery  Mills.  Inc.  (dlv.  of  Oat«M> 

shire   Knitting   Mills),   Cayey.  Puerto  Bte; 

effective  11-3-61  to  11-2-62;   12  leaiMn  te 

normal  labor  turnover  purposes,  in  tbs 

pations  of:    (1)   looper  for  a  learning  _ 

of  960  hours  at  the  rates  of  64  cents  sa 

for  the  first  480  hours  and  70  cents  an 

for  the  remaining  480  hours;  (2)  mendvflir 

a  learning  period  of  720  hours  at  tlM 

of  64  cents  an  hour  for  the  first  S60 

and  70  cents  an  hoxu  for  the  rematnli 

hours;  (3)  preboardlng  for  a  leamlnc 

of  360  hours  at  the  rate  of  64  cenU  aD 

and   (4)    examiners  and  knitters,  each  far  a 

learning  period  of  240  hoxirs  at  the  rats  of 

64  cents  an  hour  (seamless  hosiery). 

Bueno  Manufacturing  Corp..  No.  3 

Sola  Street.   Caguas.   Puerto  Rleo; 

12-18-61    to  6-17-62;    45   learners  for  plHl 

expansion   purposes.   In   the   occupatloai  si 

stringer,  tipper,  clasper.  looper.  and  kaoMr, 

each  for  a  learning  period  of  240  hours  tX  Ifei 

rate    of    55    cents    an    hour    (necklaces  sad 

earrings) . 

Bueno  Manufacturing  Corp..  No.  2  Modsrts 
Sola  Street.  Caguas,  Puerto  Rico:  effscttw 
12-18-61  to  12-17-62;  five  learners  for  norast 
labor  turnover  purposes,  In  the  occupaUeatf 
of  stringer,  tipper,  clasper,  looper  and  knott« 
e.ich  for  a  learning  period  of  240  hours  at 
the  rate  of  55  cents  an  hour  (necklaces  sad 
earrings) . 

Carlbe  Sports  Co  .  Inc..  San  German, 
Rico;  effective  12  20-61  to  4-30-62;  27 
ers  for  plant  expan.«;lon  purposes.  In  the 
pations  of  ( 1 )  sewing  machine  operator  i 
hand  lacer,  each  for  a  learning  period  ti 
hours  at  the  rates  of  51  cents  an  hour  for 
nrst  160  hours  and  59  cents  an  hour  for 
remaining  160  hours;  (2)  die  clicker 
operator,  leather  stamper,  eyeletter,  shell  M^ 
off,  turning  machine  operator,  final  ^B*» 
lay-off,  leather  regrader,  final  Inspector.  •■• 
r  >r  a  learning  jjenod  of  160  hours  at  ths  !•» 
of    51    cents    an    hour    (basetiall    gloves  am 

nutts) 

Cranbar  Corp  .  Barrio  El  Tuque,  Pones  w«» 
Ind  Dev  .  Punce.  Puerto  Rico:  effecUvs  !-•" 
62  to  7  7  02:210  learners  for  plant  expaaMMI 
purposes.  In  any  productive  factory  M^^fP^ 
il  .n.-^,  except  edge  setting  or  trimauif 
c:^Kxlyc:ir  or  McKay  stitching,  top  si 

lasting  (except  slip  lasUng) ;  cement       

sole  attHchlng;  treeing;  upper  leather  «]>"■> 
(except  lining  or  trim),  vamping;  haam-^ 
tin-  of  wood  heelfi.  Insole  or  outsole  ' 


_™^-  channel  llpwetter.  floorboy 

- ?^',»is   presser:    rack   ch»n«Br: 

«  *"'Kirti«:  •«*  lining  getter;  or  any 
***!ii*ivefactory  occupaUona.  oaAh  for 
'  -•*!f?22od^«Ohour.attharate.of 
••fSTSnhour  for  tiie  first  340  hourii  and 
•  2li  aa  ^  for  Uie  remaining  340  hours 
**2Sp»iid  canvas  shoes).  _  _,  „. 
(**•■. ^  CO .  Inc.,  Ponce.  Puerto  Blco; 
ISH  i-a-«3  to  3-81-63;  40  learners  for 
*JSpSon  purposes,  in  the  o«;^o^ 
pf^VJg^^hlne  operator  for  a  Ij^r^ 
•L!!r?480hours  at  the  rates  of  81  cents 
'■^i^foTthe  first  330  hours  and  90  mbU 
•»  J2  for  Uie  remaining  160  hours  (bras- 

*J?T«it  £lrdles) .  ,^      . 

*5?J^  Fabrics,  Inc.,  Bayamon.  Puerto 
,^SSiT«  11-3-61  to  4-33-«l;  5  l««^ 
■"LTmal  labor  turnover  purposes.  In  the 
^^r^Z^  of  machine  operator  for  a  leam- 
••"EtoTof  340  hours  at  the  rate  ct  M  cent* 
"^fir  (Knitted  fabrics ) .     (Replacement 

"^S£*^PJi)     Inc.,    Toa    Alta,    Puerto 
^SscUve  1-2-63  to  7-l-«2:  10  learner. 
^^tm>*nBlon  purposes.  In  the  occupa- 
JSioT  (l)knl"er,  topper,  and  looper.  eub 
2?^taerelng  period  of  480  hours  at  the  ratea 
jf^SriThour  for  the  first  840  bouri 
!L Moents  an  hour  for  the  remaining  840 
Sir  (i)    machine   stitcher,  mender  and 
""^  *ei[cb  for  a  learning  period  of  880 
L^'at  the  rates  of  78  cents  an  hour  for 
!Jttrt  180  hours  and  83  cenU  an  hour  for 
Ziansinlng  160  hours  (sweaters). 
"13too     Puerto    Rico),    toe.    Toa    Alto. 
-.STrIco;  effective  1-3-62  to  1-1-68;   15 
uZama  f<»  normal  labor  turnover  purposes. 
rSToccupations  of:    (1)   Jmltter.  topper 
Md  tooper,  each  for  a  learning  period  of 
SbamTat  the  rates  of  78  cenU  an  hour 
te  tHA  first  340  hours,  and  99  cenU  anhotir 
te  tts  remaining  340  hours;    (8)   machine 
lUtebsr,  mender   and   presser,   each   for   a 
vLnlDf  period  of  320  hours  at  the  ratea  of 
Vemto  »  bour  for  the  first  160  hours  and 
neants  sn  hour  for  the  remaining  160  hours 

Msrlena  Marie  Shoe  Corp..  State  Road  No. 
I  Bamacao.  Puerto  Rico;  effective  11-30-61 
to  1-18-68:  100  learners  for  plant  espanslon 
uurpMM.  In  any  productive  factory  occu- 
MttoB.  except:  edge  setting  or  trimming; 
Qoodyssr  or  McKay  stitching;  top  sUtchlng; 
iMttng  (except  slip  lasting) ;  cement-process 
■Is  sttaeblng,  treeing:  upper  leather  cut- 
tlag  (sioept  lining  ot  trim) ;  vamping;  band- 
tttlBf  or  wool  heels:  Insole  or  outaole  bag- 
!■;  ootaole  catcher;  channel  llpwetter;  floor- 
boy  or  floorgirl.  Insole  presser;  rack  changer, 
ib0f«  or  pusher:  sock  Unlng  getter;  or  any 
BOB-producUve  factory  occupations,  each  for 
t  Issnlng  period  of  480  hotirs  at  the  rates 
of  n  esnts  an  hotir  for  the  first  840  hours 
tui  68  cents  an  hour  for  the  remaining  840 
homn  (casual  shoes) . 

lioda  Shoe  Corp.,  AguadlUa.  Puerto  Blco; 
tfwttve  13-4-61  to  6-3-62;  10  learners  for 
pUat  sipanslon  pxuposes.  in  any  productive 
factory  occupation,  except:  edge  setting  or 
trtanilng;  Goodyear  or  McKay  sUtchlng.  top 
■tttehlag;  lasting  (except  sUp  lasting):  ce- 
MDt-prooess  sole  attaching;  treeing;  upper 
laatbar  cutting  (except  Unlng  or  trim): 
faaiping;  hand-fitting  of  wood  heels;  Insole 
or  OQtaois  bagger;  outsole  catcher;  channel 
Itpvttter.  fioorboy  or  fioorglrl.  Insole  presser, 
nek  changer:  shover  or  pusher;  sock  lining 
|Mtar,  or  any  non-productive  factory  occu- 
psOoiis.  each  for  a  learning  period  of  480 
kooH  at  the  rates  of  73  cents  an  hour  for  the 
Int  HO  hours  and  84  cents  an  hour  for  the 
nasinlBg  340  hours   (casual  footwear  and 

Mote  Shoe  Corp.,  AguadlUa.  Puerto  Rleo; 
ilaettva  l»-4-6l  to  l8-3-«S;  10  learner*  for 
Mmtf  labor  turnover  purpoees.  In  any  pro- 
taettra  factory    occupation,    ezoept:    edge 
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setting  or  trimming;  Ooodyear  or  McKay 
atttcbinr*  tep  stttoblng;  lasting  (except  sUp 
lasting) ;  oement-proeess  sole  attaching;  tree- 
inr.  upper  leather  cuUing  (except  lining  or 
Mm) :  TamplBf:  band-fitting  of  wood  heels; 
insole  or  outaole  bagger;  outsole  catcher; 
channel  Upwetter;  floorboy  or  fioorglrl;  Insole 
presaer;  rackcbanger.  shover;  or  ptisher;  sock 
lining  getter:  or  any  non-productive  factory 
oceupaUons,  each  for  a  learning  period  of 
480  hours  at  the  rates  of  73  cents  an  hour 
for  the  first  840  hours  and  84  cents  an  hour 
for  the  remaining  340  hours  (casual  footwear 
and  slippers) . 

Overseas  Sports  Co.,  Inc.,  Mayaguez, 
Puerto  Rico;  effective  12-30-61  to  13-19-63; 
30  learners  for  normal  labor  tvunover  pur- 
poses. In  the  occupation  of  handsewlng  of 
bi[iK>wvUs  and  softballs  for  a  learning  period 
of  380  hours  at  the  rates  of  61  cents  an 
hour  for  the  first  160  hours  and  59  cents  an 
hour  for  the  remaining  160  hours  (baseballs 
and  softbalU). 

Playmaster  Co..  Inc.,  Cayey,  Puerto  Rico, 
effective  1-8-68  to  1-7-63:  3  learners  for  nor- 
mal labor  turnover  purposes.  In  the  oocupa- 
Uon of  basebaU  hand  sewer  for  a  learning 
period  of  380  botu«  at  the  rates  of  51  cents 
an  hour  for  the  first  160  hours  and  59  cents 
an  hour  for  the  remaining  160  hours  (base- 
balls). 

Porto  Corp.,  Division  "A",  Utuado,  Puerto 
Rico:  effecUve  18-26-61  to  13-25-62:  17  learn- 
ers for  normal  labor  turnover  purposes.  In 
tbe  occupations  of:  (1)  sewing  machine  op- 
erator few  a  learning  period  of  480  hoiurs  at 
tbe  rates  of  65  cents  an  hour  for  the  first  340 
hours  and  76  cents  an  hotu-  for  the  remaining 
340  hours;  (8)  final  Inspection  of  fiUly  as- 
sembled garmente  for  a  learning  period  of 
160  hours  at  the  rate  of  65  cents  an  hour 
(men's  and  boys'  T-shirts). 

Rlaotex,  Inc..  Cayey,  Puerto  Rico;  effective 
11-8-61  to  4-17-68;  5  learners  for  normal 
Ubor  turnover  purposes,  in  the  occupations 
of  winding  and  crimping  and  twisting,  each 
for.  a  learning  period  of  240  hours  at  the 
rates  of  66  cents  an  hour  (yarn)  (replace- 
ment certificate). 

WUlda,  Inc.,  Km.  23.4  State  Road  No.  1, 
Ponce,  Puerto  Rico;  effective  1-3-68  to  7-8- 
68;  85  learners  for  plant  expansion  purposes 
in  the  occupation  of  sewing  machine  operator 
for  a  learning  period  of  480  hovirs  at  the 
rate  of  81  cento  an  hour  for  the  first  320 
hours  and  90  cento  an  hovir  for  the  remain- 
ing 160  hours  (brassieres) . 


WTERSTATE  COMMEICE 
COMMISSION 

FOURTH  SECTION  APPLICATION 
FOR  RELIEF 

#  Fkbruakt  19. 1M2. 

Protests  to  the  granting  of  an  an>ll- 
catlon  must  be  prepared  in  aocordaooe 
with  Rule  40  of  the  general  rules  of  prac- 
tice (49  CFR  1.40)  and  filed  within  15 
days  from  the  date  of  pubUcatton  of  this 
notice  in  the  Fedebal  Rboibi 


Long-amd-Shokt  Haul 

FSA  No.  37563:  SubiUtuted  tenriee— 
central  and  southern  territory..  Filed  by 
Central  and  Southern  Motor  Fteli^t 
Tariff  Association,  Incorporated.  Agent 
(No.  72) .  for  interested  carriora.  Rates 
on  property  loaded  in  highway  trailers 
and  transported  on  railroad  flat  caxs.  be- 
tween poizKts  in  southern  tarritrnTi  on 
the  one  hand,  and  points  in  central  t«rl- 
tory  and  other  points  in  the  United 
States,  on  the  other. 

Orounds  for  relief:  Motor -truck  com- 
petition. ,_  ^ 

Tariff:  Central  and  Southern  Motor 
Freight  Tariff  Association,  Incorporated 
tariff  MF-LC.C.  258. 

By  the  Commission. 

[SEAL]  Harold  D.  McOot, 

Secretary.  ' 

[PR.    Doc.    62-1817;    PUed,   Feb.    81,    1968; 
8:49  a.m.] 


Each  learner  certificate  has  been  is- 
sued upon  the  representations  of  the  em- 
ployer which,  among  other  things,  were 
that  employment  of  learners  at  special 
minimum  rates  is  necessary  in  order  to 
prevent  ciui»ilment  of  opportunities  for 
employment,  and  that  experienced  work- 
ers for  the  learner  occupations  are  not 
available.    The  certificates  may  be  an- 
nulled    or     withdrawn,     as     indicated 
therein,  in  the  manner  provided  in  Part 
528  of  Title  29  of  the  Code  of  Federal 
Regulations.    Any  person  aggrieved  by 
the  issuance  of  any  of  these  certificates 
may  se*  a  review  or  reconsideration 
thereof  within  fifteen  days  after  pub- 
lication of  this  notice  in  the  Federal 
Rbqistsr  pursuant  to  the  provisions  of 
29  CFR  522.9. 

Signed  at  Washington,  D.C..  this  19th 
day  of  February  1962. 

Robert  O.  Gronewald, 
Authorized  Representative 
of  the  Administrator. 

IFJl.   Doc.   6»-1794;    PUed.  Peb.   81,    l«6a: 
8:47  am.] 


ORGANIZATION  MINUTES 
Rehearing  and  Forthar  Precacdings 

February  19.  I9C2. 

The  Interstate  CJommercc  Commisston 
has  amended  its  Organization  Minutes, 
being  assignment  of  work,  business  and 
functions  pursuant  to  section  17  of  the 
Interstate  Commerce  Act,  as  amended, 
issue  of  March  7, 1961,  revised  to  May  1, 
1961  (26  F.R.  4773.  5167,  8434,  and  10991 
and  27  F.R.  1234) .  as  follows: 

Under  the  heading  Rehearing  and 
Further  Proceedings.  Item  8.3.  has  been 
amended  effective  February  22,  1963,  to 
read  as  follows: 

8.3  Petitions  for  rehearing,  reconsid- 
eration or  further  hearing  in  respect  of 
any  order,  decision,  or  requiremex^  oi  » 
division  shall  be  considered  and  dispoaed 
of  by  the  division  (acting  as  an  appellate 
division)  as  constituted  at  the  time  the 
petition  is  circulated  for  action;  pro- 
vided, that  in  cases  in  reepect  of  which 
it  has  been  determined  and  announced 
by  the  C(»nmission  that  issues  of  gen- 
eral transportation  importance  are  In- 
volved, such  petition  shall  be  considered 
and  disposed  of  by  the  Commiaston. ' 


[seal] 


Harold  D.  hUXSorr, 
Seeretmn. 


IF.R.    Doc.    63-1888:    Filed.   Feb.  «l.    I*** 
8:49  am.] 
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CUMULATIVE  CODIHCATION  GUIDE— FEBRUARY 

The  following  numerical  guide  is  a  list  of  the  parts  of  each  title  of  the  Code  of 
Federal  Regulations  affected  by  documents  published  to  date  during  February. 
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_-ai«ni  S-4.0ANS,  POtCHASf S,  AND 
"■^     OTHEt  OPERATIONS 
MM1  CCC  Grain  Price  Support  BuUetm  1. 

SAIT  421— GRAINS  AND  RELATED 
COMMODITIES 

I^LpQrt— 1961 -Crop  Borisy  Loan  and 
furehoss  Agresmsnt  Program 

Support  Rates 

The  regulaUons  issued  by  the  Com- 
nndr  Credit  Corporation  published  In  26 
•^6195.  5565.  7007.  7572.  8097.  8569. 
MM  11233.  12157.  and  27  PR.  557  and 
1407'  containing  the  specific  requlre- 
BOito  for  the  1961-crop  barley  price  sup- 
port program  are  hereby  amended  as 

BeottoQ  421.187(b)  is  amended  by  In- 
ocMtng  the  following  basic  county  sup- 
port rates: 

Wyoming 

Kate  per  bushel 
nmntr-  From —      To— 

u2S7- -- WZO      #0.71 

.78 
.78 


PAtT  464— TOBACCO 
Subpart— Tobacco  Loan  Program 

ScHXDUUS  or  Advakcs  Rates  by  Grade 

Set  forth  below  are  schedules  of  ad- 
vance rates,  by  grades,  for  the  1961  crop 
of  types  S2  and  46  tobacco  under  the 
tobacco  loan  program  published  July  6, 
1960  (25  FH.  6323) . 

8  464.1S51     1961    crop;    Maryland    to- 
bacco, type  32,  advance  schedule. 

[Dollars  per  hundred  pounds,  farm  sales  weight] 


(Sec.  4.  62  Stat.  1070.  as  amended:  16  UBX3. 
714b.  Interpret  or  apply  ■•«.  ».  62  Stat.  107a. 
Mies.  101.  106.  401.  408.  «S  Stot.  lOil.  ■• 
amended.  1064;  74  Stat.  6:  IB  XJJBXJ.  714c.  7 
TJJ3.C.  1441.  1445. 1421. 1423;  iec.  188.  70  SUt. 
198,  7  UJ3.C.  1818) 

Effective  -date.    Date  of  signature. 
Signed  at  Washington,  D.C,  on  Febru- 
ary 20.  1962. 

Emkst  E.  Jacobs^ 
Acting  Executive  Vice  President. 
Commoditv  Credit  Ccrporation. 
62-1886;    FUed.   Feb.   33.    l»fl2; 
8:49  ajn.] 


[FJl.    Doc. 


Ored« 


Ad- 

Tan« 

rate 


.70 


Bi^totte - 

fti^twatef TO 

mnta. ™ 

(See.  4.  62  SUt.  1070.  a*  amended;  15  UB,0. 
T14I).  Interpret  or  apply  •«!.  6.  62  Stat.  1078, 
iMa  106.  401,  63  8tet.  1061,  as  amended,  16 
DS.a  714.  7  U.S.C.  1421.  1441.  1442) 

ESeetite  upon  publication  in  the  Feb- 
balRbcxster. 
Signed  at  Washington.  D.C,  on  Feb- 

nisry  20. 1962. 

Emert  E.  Jacobs, 
Acting  Executive  Vice  President. 
Commodity  Credit  Corporation. 

Feb.  23.  1962; 
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T4B. — 

T8R 

T4V.... 
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T4D-... 
T8D 


7S.U 
74.  U 
70.13 

eau 

16. 13 
00.13 
H.I3 
4a  12 
S8.13 
M.U 
8113 
4S.12 
SO.  13 

n.is 
aau 

34.12 

Mia 

KLU 
3113 
20.12 
35.12 
3S.12 
61.12 
0113 
aB.13 
a.13 
14.13 
3B.n 
34.13 
3113 
3112 
3113 


Omdf 


T4K 

T5K 

T40 

TMl 

CIL 

C2L 

C8L 

C4L 

C6L  - 
ClF  .-- 
C2F...- 
C3F.-.- 
C4F...- 
C6F...- 
CaR-.- 
C4R.... 
C«R-.. 
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C3K.... 
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C40.... 
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xaL... 
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Ad- 

TBOCP 

rate 


30.12 
23.12 
25.12 
3112 
81.12 
70.12 
74.12 
tt.12 
62.12 
n.12 
80.12 
75.12 
72.12 
66.12 

Tai2 

65.12 

51.12 

66.12 

66.12 

38.12 

30.12 

20.12 

60.12. 

45.12 

85.12 

32.12 

26.12 

7112 

60.12 

64.12 

52.12 


Grade 


X6L 

XlF.-. 
X2F... 
X3F.-. 
X4F... 
X5F... 
X»R... 
X4K... 
X5R-. 
X3V... 
X4V.. 
X5V.. 
X3K.. 
X4K.. 
X5K.. 
X4D.. 
X5D.. 
X4G- 

X60- 

P3L... 

P4L... 

P6L... 

P3F— 

P4F... 

P5F... 

P4R.- 

P5R.. 

NIL.. 

N1R-. 

NlF.. 

NIO. 


Ad- 
vance 
rate 


37.12 

73.12 

60.12 

64.12 

5112 

38.12 

63.12 

40.12 

28.12 

61.12 

88.12 

28.12 

4112 

34.12 

25.12 

27.12 

2112 

25.12 

23.12 

47.12 

37.12 

24.12 

47.12 

37.12 

24. 12 

27.12 

2112 

21.12 

22.12 

32.12 

22.12 
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tolMceo,  type  46,  advance  schedule.      W^e  ^^^  ^^^  ^^^  ^^^^^^_^  ^^^^ 


SUBCHAPTES  C— OPOBT  PBOGRAMS 

[Rev.  1.  Amdt.  81 

PART  483— WHEAT  AND  FLOU* 

Subpart— Flour  Export  ProfKom— 
Cash  Payment  (GR-346)  Torms  ood 
Conditions 

MiSCBLLANSOtJS  AHEKDHSMIS 

The  Terms  and  Conditions  of  the 
Flour  Export  Program— Cash  Pavmait 
(GRr-346)  (25  FR.  5816),  as  amended 
(25  m.  9939)  and  (25  FJL  1OTS8).  are 
further  amended  In  order  to  remore  from 

eliglbUlty  for  an  export  payment  any 
flour  which  is  milled  from  Donim  wheat 
and  to  revise  certain  reporting  require- 
ments of  the  regulations, 
g  485.222      [Amendment] 

Section  483.222  Cont>er«on  factors. 
paragraph  (a)  is  amended  to  read  as 
follows: 

(a)  The  following  conversion  factors 
shall  be  applied  to  the  announced  rate 
to  determine  the  rate  applicable  to  «ch 


(Donan  per  hundred  pounds,  fcirm  sialw  weight] 


Orade 


Price  blwk 


IFJl.   Doc.    62 


1884:    Piled. 
8:48  am.] 


1 1961  CCC.  Grain  Price  Support  Bulletin  1. 
8upp.  2.  Amdt.  8,  Wheat] 

PART  421— GRAIN  AND  RELATED 
COMMODITIES 

Subpart — 1 961  -Crop  Whoat  Lean  and 
Purchase  Agreement  Program 

Support  Rates 

Correction 

In  P.R.  Doc.  62-1526.  appearing  at 
psge  1408  of  the  issue  for  Thursday, 
February  15,  1962.  the  following  cor- 
rection is  made  in  the  tabular  material 
for  Esgle  County,  Colorado :  In  the  "Rate 
per  bushel:  Prom—"  column,  the  entry 
sbouM  read   '1.53  '  instead  of  "1.52". 


cir... 

CIP— 
XIP- 
XIK- 
X18— 
X2P.. 
X2F... 
X2T.. 
X2S— 
N 


Advance 
rate 


26 


1.000 


IV 


14 


•The  advance  rate  for  each  grade  of  any 
tobacco  classified  as  type  32b  will  be  75  per- 
cent, rounded  to  the  nearest  dollar,  of  the 
rate  designated  for  such  grade  of  regular 
type  32  tobacco.  Tobacco  graded  N2  (sec- 
ond quaUty  nondescript),  scrap.  No-O  (no 
grade)  "W"  (doubtful  keeping  order),  or 
"V  (unsound)  will  not  be  accepted.  Only 
the  anginal  producer  Is  eligible  to  receive 
advanow.  The  cooperative  associations 
through  which  price  support  Is  made  avail- 
able are  authorised  to  deduct  from  the 
amount  paid  to  growers  12  cents  per  hundred 

pounds  to  apply  against  o«,'-»Jf^<*  ^".^f^^,,^^ 

'The     cooperative     assocUtlons     through 

which   price   support   Is   made   available   to 

growers  are  authorized  to  deduct  $1.00  per 


Bate 
factor 

Wheat  fiour  (hicludlng  clears) .  d«ived 
from  convenUonal  miUlng  practloea 
which  are  generaUy  »«*P*«*iP.^ 
milling  industry  In  the  United 
States  as  representing  a  T2-percent 
extraction  operation - ----  *■«"" 

Farina  and  semolina  mlUed  from  other 
than  Durum  wheat. 

Wheat  flour,  derived  from  conven- 
tional mlllng  practices  which  are 
generally  accepted  In  the  mlUlng 
Industry  In  the  United  SUtes  as  rep- 
resenting an  80-percent  extraction 
operation ZIZZT 

Bulgur   (85-percent  extraction  opara- 

tlon) "-     •"" 

Wheat  flour,  derived  from  conven- 
tional milling  practices  which  «• 
generally  accepted  In  the  mining  in- 
dustry in  the  United  States  «  "P" 
resenting  a  »0-peroent  extpsctlon 
operatipn 

Whole  wheat  flour ■ 


.931 


796 


hundred  pounds  from  the  advanoM  to  pw- 

ers  to  apply  against  overhead  and  h««Ulng 

losi     To'SLS  IS  eui^  for  cdvj«J«  o^J 

if  consigned  by  the  ^^^^^^J^^^lJz 
advance  is  authortaed  for  scrap  or  tobacco 

designated  as  "No-O". 

1753 


1754 

§  483^25      [AMcnament] 

Section  483.225  Notice  of  Sale,  para- 
graph (b) ,  subparagraph  (3>  is  amended 
to  read  as  follows: 

( 3 )  Contract  quantity  in  net  hundred- 
weight. When  the  sale  involves  flour 
milled  in  piut  from  Durvun  wheat,  the 
exporter  shall  also  furnish  the  quantity 
in  net  hundredweight  of  flour  to  be 
nulled  from  Dunun  wheat. 

Section  483.225  Notice  o/  Sale,  para- 
graph (b)  is  further  amended  by  adding 
a  new  subparagraph  (9>  to  read  as 
follows: 

(9)  Coast  of  export:  or  coasts  of  ex- 
port wh&a.  prices  covering  exportation  of 
floiur  from  optional  coasts  is  provided  for 
in  the  contract  between  the  exporter  and 
the  foreign  buyer. 

Present  subparagraph  (9»  of  para- 
graph (b)  is  amended  only  to  the  extent 
of  renumbering  it  as  subparagraph  <10) 
as  follows: 

(10)  Such  additional  information  in 
individual  cases  as  may  be  requested  by 
the  Director. 
§483.227      [Amendment] 

Section  483.227  Declaration  of  Sale  and 
evidence  of  sale,  paragraph  (b>.  sub- 
paragraph (8)  is  amended  to  read  as 
follows: 

(8)  Tsrpe  and  extraction  of  flour,  the 
class  ot  wheat  from  which  the  flour  was 
milled  and  the  approximate  ash  content 
must  be  shown.  For  example:  "Hard 
Spring  0.48  Ash".  For  blended  flours, 
the  most  predominant  class  of  wheat 
contained  in  the  blend  should  be  shown 
and  the  quantity  of  flour  if  any,  in  net 
himdredweight  to  be  milled  from  EKirum 
wheat.  For  example:  "blended  (pre- 
dominantly) Hard  Winter  0.70  Ash". 

Subparagraph  (10)  of  this  paragraph 
is  also  amended  to  read  as  follows : 

(10)  Coast  of  export:  or  coasts  of  ex- 
port when  prices  covering  exportation  of 
flour  from  optional  coasts  in  provided  for 
in  the  contract  between  the  exporter  and 
the  foreign  buyer. 
I  483^28      [  Amendment  1 

Section  483.228  Notice  of  Export,  para- 
graph (b)  Is  amended  to  read  as  follows 

(b)  Information  required.  The  Notice 
of  Export  shall  contain  the  following  in- 
formation. 

(1)  Registration  Number 

(2)  Date  of  Preparation. 

(3)  Total  quantity  in  net  hundred- 
weight actually  loaded  on  all  shipments 
made  in  connection  with  the  applicable 
Declaration  of  Sale. 

( 4 )  Country  of  destination 

(5)  Date  of  export  of  final  shipments 
<6)  The   UJ3.   coastal   area   or    areas 

from  which  the  flour  was  exported.  If 
more  than  one  coastal  area  is  involved. 
the  quantity  exported  from  each  coast 
should  be  shown  on  the  reverse  side  of 
the  form. 

(7>  Name  and  address  of  the  exporter. 

(8)  Signature  and  title  of  the  person 
who  prepared  the  form. 

(9)  If  more  than  one  class  of  wheat 
or  extraction  rate  is  involved,  quantities 
milled  from  each  class  of  wheat  shall 
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be  shown  separately  on  the  reverse  side 
of  the  form. 

(10)  Where  blended  flour  was  ex- 
ported which  in  part  was  milled  from 
Dunun  wheat,  the  exporter  shall  show 
on  the  reverse  side  of  the  form  the  per- 
centage of  flour  exported  (not  eligible 
for  export  payment)  which  was  milled 
from  Durum  wheat  as  well  as  the  per- 
centage of  flour  exported  which  was 
milled  from  other  classes  of  wheat. 

§  483.246      [.\mendmenll 

Section  483.246  Documents  required  as 
evidence  of  export,  paragraph  (ai.  sub- 
paragraph <4)  is  amended  to  read  as 
follows : 

(4»  A  certification  by  the  exporter 
that  the  flour  for  which  export  payment 
IS  claimed  is  the  same  flour  which  is 
described  in  the  Declaration  of  Sale  and 
which  is  covered  by  the  evidence  of  ex- 
port referred  to  in  subparagraph  (1)  or 
<2t  of  this  paragraph,  and  a  certifica- 
tion of  the  weight  of  any  enrichments  or 
other  additives  to  the  flour  in  excess  of 
one-half  of  one  percent  of  the  combined 
net  weight  of  the  flour  and  additives. 
If  the  flour  for  which  payment  is  claimed 
was  milled  in  part  from  Durum  wheat, 
exporter  shall  furnish  a  certification  as 
to  the  percentage  of  flour  milled  from 
Durum  wheat  and  the  percentage  of 
flour  milled  from  other  classes  of  wheat. 
If  the  flour  has  no  Durvun  wheat  con- 
tent, the  exporter  shall  so  certify. 

Section  483  291   Flour,  is  amended  to 
read  as  follows : 

§  483.291      Flour. 

Flour"  means  wheat  flour,  except 
flour,  semolina  or  any  product  milled 
from  Durum  wheat,  processed  In  the 
United  States  or  Puerto  Rico  from  wheat 
as  defined  in  the  Official  Grain  Stand- 
ards of  the  United  States  and  grown  in 
the  United  States  and  shall  include 
whole  wheat  flour,  malted  wheat  flour, 
self-rising  flour,  semolina  milled  from 
other  than  Durum  wheat,  farina  and 
bulgur,  but  shall  not  Include  wheat  prod- 
ucts produced  during  a  continuing 
process  of  manufacturing  processed 
wheat  products  other  than  flour: 
nor  flour  mixes  unless  composed  en- 
tirely of  wheat  flour,  except  for 
additives  The  flour  shall  be  such  as  not 
to  be  in  conflict  with  the  laws  of  the 
country  to  which  It  Is  intended  for  ex- 
port As  u.sed  herein,  the  word  bulgur 
means  the  food  product  prepared  from 
wheat  by  scouring,  tempering,  cooking 
I  steaming  under  pressure  •,  drying,  and 
removing  the  bran  coat.  The  quantity 
of  flour  exported  which  Is  eligible  for 
export  payment  shall  be  determined  by 
deducting  from  the  net  weight  of  the 
shipment,  the  weight  of  any  enrichment, 
or  other  additive  (including  Greta  Prae- 
perata ' .  in  excess  of  one-half  of  one 
percent  of  the  combined  net  weight  of 
the  flour  and  additive.  (See  sec.  483.222 
with  regard  to  eligibility  of  particular 
types  of  flour  for  particular  rates  of 
payment.) 

The  effective  date  Is  the  date  on  which 
this  amendment  is  flled  for  public  In- 
spection by  the  Offtce  of  the  Federal  Reg- 
ister. 


I^mttaif' 


i 


february  24,  1962 


Norm:    The    recordkeeping    and 
requirements  of  these  regulations  bav« 
approved    by.    and    vubsequent  reoovt 
Ing  and  reporting  requirementa  wUl  b«  , 
ject  to.  the  approval  of  the  Buraav  oC  ^ 
Budget  in  accordance  with  the  Fedirai  la. 
porta  Act  of  1942. 

(Sees.  4.  6,  62  SUt.  1070.  1072,  Me.  1,  « 
Stat.  945,  as  amended,  15  U.S.C.  714k,  Ti^ 
7  use.  1641) 

Signed  at  Washington.  D.C..  on  1%. 
ruary  20.  1962, 

Emery  E.  Jacobs, 
Acting  Executive  Vice  President. 
Commodity  Credit  c^orporottoa. 

|FR     Dc)o     62-1886:    Piled.    Feb.    a.   IMl; 
8:49  ajn.| 


Title  7— AGRICULTURE 

Chapter  IX — AgncuHural  MorinUi^ 
Service  (Marketing  AgreemMihMi 
Orders),  Department  of  Agrlciiltaii 

[  Navel  Orange  Reg.  8] 

PART  907— NAVEL  ORANOit 
GROWN  IN  ARIZONA  AND  DiSa. 
NATED  PART  OF  CALIFORNIA 

Limitation  of  Hondling 

§  907.308      Navel   Orange  Regolatiw  i 

(a)   Findings.     (1)    Pursuant  to  tti 
marketing  agreement,  as  amended,  ai 
Order  No.  907,  as  amended  (7  CFR  Put 
907 1 .  regulating  the  handling  of  nmri 
oranges  grown  In  Arizona  and  deglgmtii 
part  of  California,  effective  under  thi 
applicable  provisions  of  the  Agrteuttml 
Marketing   Agreement   Act  of   IWT,  M 
amended  (7  U.S.C.  601-874).  and  19a 
the  basis  of  the  recommendatlo&a  aai 
Information    submitted    by    the   Nml 
Orange   Administrative  Committee.  «• 
tabllshed     under     the     said     amenM 
marketing    agreement    and   order,  ul 
upon    other    available    Information,  it 
Is    hereby    found    that    the    llmltittw 
of  handling  of  such  navel  orangei,  M 
hereinafter  provided,  will  tend  to  effec- 
tuate the  declared  policy  of  the  act  fcy 
tending  to  establish  and  maintain  meh 
orderly   marketing  conditions  for  m± 
oranges  as  will  provide.  In  the  Interarti 
of  producers  and  consumers,  an  onkrty 
flow  of   the  supply   thereof  to  maikil 
throughout  the  normal  marketing  teaiaa 
to    avoid    imreasonable   fluctuatlom  In 
supplies  and  prices,  and  Is  not  for^tt* 
purpose  of  maintaining  prices  to  faram 
above  the  level  which  It  Is  declared  to 
be  the   policy  of  Congress  to  estaUM 
under  the  act. 

i2i  It  Is  hereby  further  found  ttatt 
It  Is  Impracticable  and  contrary  to  ttt 
public  Interest  to  give  preliminary  n»' 
ticc,  engage  In  public  rule-making  proe»- 
dure.  and  postpone  the  effective  date  ■ 
this  .section  until  30  days  after  pubttci; 
tlon  hereof  In  the  Pidiral  Recbtb  ffl 
use.  1001-1011)  because  the  time  In- 
tervening between  the  date  when  \alat' 
matlon  upon  which  this  section  Is  belli 
became  available  and  the  time  wbcaM» 
section  must  become  effective  ^  «■» 
to  effectuate  the  declared  policy  of  «• 
act  IS  Insufflcient,  and  a  reasonable  vm 
is  permitted,  under  the  clrcumatanflj* 
for  preparation  for  such  effective 


..od  cause  exists  for  making  ttie 
■^  Sreof  effective  as  hereinafter 


JIHSSl   The  committee  held  an  open 
-''"^•during.the  curr^it  week„^t«r 


■SSfdi  noUce  thereof,  to  consider 
^!Sl  mnd  market  conditions  for  navel 
"•S-ind  the  need  for  regulation :  in- 
fSd  oersons  were  afforded  an  oppor- 
SSVsubmlt  InformaUon  and  views 
"rgu  meeting;    the  recommendaUon 
!L^««»rting  InformaUon  for  regula- 
SiSSSTthe  period  specified  hereto 
S^Somptly  submitted  to  the  Depart- 
!S^r  »uch  meeting  was  hdd;  the 
■SLtoM  of  this  section,  including  its 
SSSTtlme.    are   Identical   with   the 
SSii  recommendation  of  the  com- 
Z^Tuid  Information  concerning  such 
SSSoM  and  effective  time  has  been 
gSSJted  among  handlers  of  sujA 
^1  nranees-  it  Is  necessary,  in  order 
Sf^iS^te  the  declared  poUcy  of  the 
t^J^tUs  section  effective  during 
Swriod  herein  specified:  and  com- 
mie with  this  section  will  not  require 
Jn^clal  preparation  on  the  part  of 
SSiubject  hereto  which  cannot  be 
S^Jd  on  or  before  the  effective  date 
S^SfBuch  committee  meeting  was 
Bdon  February  20.  1962. 

(i)  Order,  (l)  The  respective  quan- 
tttia  of  navel  oranges  grown  in  AriionA 
Sdesignated  part  of  California  whjdi 
^  be  handled  during  the  period  be- 
Snlng at  12.01  a.m.. P.s.t..  Pebrua^  25. 
Taoand  ending  at  12:01  a.m„  FAt., 
Ililith   4.    1962,    are    hereby    fixed    as 

(1)  District  1:  Unlimited  movement; 
(U)  District  2:  400.000  cartons; 
(lU)  District  3:  Unlimited  movement; 
(1?)  District  4:  Unlimited  movement. 

(2)  As  used  In  this  section,  "handled." 
-Urtrlct  1."  "District  2."  "District  3." 
-DIgtrict  4."  and  "carton"  have  the  same 
aeaning  as  when  used  in  said  amended 
marketing  agreement  and  order. 
(BMS.  1-19.  48  Stat.  31.  as  amended;  7  U.8.C. 
•Ol-<74) 

Dated:  February  21,  1962. 

PAm.   A,   NICHOLSOH, 

Deputy  Director,  Fruit  and 
Vegetable  Division,  Aoricul- 
tural  Marketing  Service. 

!?«.   Doc.    62-1935:     Filed.    Feb.    28,    1963; 
8  51  am.] 


(Valencia  Orange  Reg.  1) 

fART  908— VALENCIA  ORANGES 
GROWN  IN  ARIZONA  AND  DES- 
IGNATED   PART    OF    CALlFOftNlA 


Limitation  of  Handling 

1908.301    Valrmia  Oranse  Regulation  1. 

(a)  Findings.  a»  Pursuant  to  the 
marketing  agreement  and  Order  No.  908, 
u  amended  (7  CFR  Part  908) .  regulating 
the  handling  of  Valencia  oranges  grown 
In  Arizona  and  designated  part  of  Cali- 
fornia, effective  under  the  applicable 
prorislons  of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended  (7 
UAC.  601-674 ) .  and  upon  the  basis  of 
the  recommendations  and  Information 
•ubmitted  by  the  Valencia  Orange  Ad- 
ministrative Committed,  established  un- 


FEDERAL  REGISTER 

der  the  odd  marketing  agreement  and 
order,  as  amended,  and  upon  other  avail- 
able information,  it  is  hereby  found  that 
the  limitation  of  handling  of  such  Va- 
lencia oranges  as  hereinafter  provided 
will  tend  to  effectuate  the  declared  policy 

of  the  act.  ,      ^  ^v.  *  i* 

(2)  It  is  hereby  further  found  that  it 
is  impracticable   and  contrary   to  the 
public  Interest  to  give  preliminary  no- 
tice, engage  in  public  rule-making  pro- 
cedure, and  postpone  the  effective  date 
of  this  section  until  30  days  after  pub- 
lication hereof  in  the  Federal  Register 
(5  XJJS.C.  1001-1011)  because  the  time 
Intervenhig  between  the  date  when  in- 
formation upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  Mder  to  effectuate  the  declared  policy 
of  the  act  is  insj^cient,  and  a  reason- 
able time  is  permitted,  imder  the  cir- 
cumstances, for  preparation  for  such  ef- 
fective time;  and  good  cause  exists  for 
Twaking  the  provisions  hereof  effective 
as  hereinafter  set  forth.    The  commit- 
tee held  an  open  meeting  during  the 
current  week,  after  giving  due  notice 
thereof,  to  consider  supply  and  market 
c(mditlons  for  Valencia  oranges  and  the 
need  for  regulation;  interested  persons 
wei«  afforded  an  opportunity  to  submit 
information  and  views  at  this  meeting; 
the  recommendation  and  supporting  in- 
fonnatloa  for  regulation  during  the  pe- 
riod specified  herein  were  promptly  sub- 
mitted to  the  Department  after  such 
meeting  was  held;  the  provisions  of  this 
section,  including  its  effective  time,  are 
identical  with  the  aforesaid  recommen- 
daUon of  t^e  committee,  and  information 
concerning  such  provisions  and  effective 
time  has  been  disseminated  among  han- 
dlers of  such  Valencia  oranges;   it  Ls 
necessary,  in  order  to  effectuate  the  de- 
clared policy  of  the  act,  to  make  this 
section  effective  during  the  period  herein 
specified;  and  compliance  with  this  sec- 
tion wiU  not  require  any  special  prepara- 
tion on  the   part  of   persons   subject 
hereto  which  cannot  be  completed  on 
or    before    the    effective    date    hereof. 
Such  committee  meeting  was  held  on 
February  20,  1962. 

(b)  Order.    (1)  The  respective  quanti- 
ties of  Valencia  oranges  grown  in  Ari- 
Eona  and  designated  part  of  California 
wtiich  may  be  handled  during  the  period 
beginning  at  12:01  a.m..  P.s.t..  February 
25. 1962.  and  ending  at  12:01  P.s.t..  March 
4,  1062,  are  hereby  fixed  as  follows: 
(i)  District  1:  Unlimited  movement; 
(ii)  District  2:  Unlimited  movement; 
(ill)  District  3:  65.000  cartons. 
(2)  As  used  in  this  section,  "handled." 
"handler."    "District    1."    "District    2." 
'•District  3,"  and  "carton"  have  the  same 
mfftning  as  when  used  in  said  marketing 
agreonent  and  order,  as  amended. 
(Sees.  1-19.  48  Stat.  31,  as  amended;  7  U.S.C. 

eoi-<74) 
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[Lemon  Reg.  0.  Amdt.  1] 

PART   910— LEMONS  GROWN   IN 
CALIFORNIA  AND  ARIZONA 

Limitation  of  Hcmdling 

Findings.    1.   Pursuant  to  the  market- 
ing agreement,  as  amended,  and  Order 
No.  910.  as  amended  (7  CPR  Part  010) . 
regulating  the  handling  of  lemons  grown 
in  California  and  Arizona,  eflecthre  un- 
der the  applicable  provisions  of  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937.  as  amended  (7  U.S.C.  601-874) .  and 
upon  the  basis  of  the  recommendation 
and  information  submitted  by  the  I*mon 
Administrative   Committee,   established 
under  the  said  amended  marketing 
agreement  and  order,  and  up<m  bther 
available  information.  It  is  hereby  found 
that  the  limitation  of  handling  of  such 
lemons  as  hereinafter  provided  will  tend 
to  effectuate  the  declared  policy  of  the 

2.  It  is  hereby  further  found  that  It  Is 
impracticable  and  contrary  to  the  public 
interest  to  give  preliminary  notice,  wi- 
gage  in  public  rule-making  procedme. 
and  postpone  the  effective  date  of  this 
regulation  until  30  days  after  pubUca- 
tion  hereof  in  the  Federal  Recxsier  (5 
US.C.  1001-1011)  because  the  time  in- 
tervening between  the  date  when  infor- 
mation upon  which  this  amendment  » 
based  became  available  and  the  time 
when  this  amendment  must  become  ef- 
fective in  order  to  effectuate  the  <l«^^«f* 
poUcy  of  the  act  is  insufllcient.  and  this 
amendment  relieves  restriction  on  the 
handling  of  lemons  grown  in  California 

and  Arizona.  _,,_.«„ 

Order,  as  amended.  The  provisions  in 
paragraph  (b)(1)  of  8  910.806  (Lemon 
Reg.  6.  27  P.R.  1007)  are  hereby  amended 
to  read  as  follows: 

(1)  During  the  period  beginning  at 
12:01  a.m..  P.s.t..  February  25.  1M2.  and 
ending  at  12:01  a.m.,  P^.t.  June  3.  1963, 
no  handler  shall  handle  any  lemons, 
grown  in  District  1.  Distinct  2,  or  District 
3.  which  are  of  a  siae  smaller  than  1.82 
inches  in  diameter,  which  shall  be- the 
largest  measurement  at  right  angles  to  a 
straight  line  nmning  from  the  stem  to 
the  blossom  end  of  the  fruit:  Provided. 
That  not  to  exceed  5  percent,  by  count, 
of  the  lemons  in  any  type  of  container 
may  measure  less  than  1.82  Inches  in 
diameter. 

(Sees.  1-19,  48  SUt.  31.  as  amended;  7  U£.C. 
601-674) 

Dated:  February  21,  1962. 

Pattl  a.  Nicholson. 
Deputy     Director,    Fruit    and 
Vegetable   Division,   Agricul- 
tural Marketing  Service. 

IFM     Doc.    62-1987;    Piled.    Feb.    38.    1962; 
8:51  ajn.] 


Dated:   February  21,  1962. 

Paul  A.  Nicholson. 
Deputy  Director,  Fruit  and  Veg- 
etable Division,  Agricultural 
Marketing  Service. 

IFJl.    Doc.  62-1936;    Filed.    Feb.    23.    1962; 
8:61  a.m.l 


[Lemon  Reg.  9] 

PART  910— LEMONS  GROWN  IN 
CALIFORNIA  AND  ARIZONA 

Limitorion  of  HandHii9 

§  910.309     Lemon  RecalatUtt  9. 

(a)  Findings.     (D    P»»«»*  ^  ^ 
marketing  agreement,  as  amended,  ana 


I 

I 
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Order  No.  910,  m  amended  (7  CFR  Part 
910) ,  refnUttoc  the  hAndUng  of  lemoiu 
grown  in  California  and  Arizona,  effec- 
tlre  under  the  applicable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937.  aa  amended  (7  US C.  601- 
674).  and  upon  the  basis  of  the  recom- 
mendation and  information  submitted  by 
the  Lemon  Admlniatrative  Committee. 
eatabllahed  under  the  said  amended  mar- 
keting agreement  and  order,  and  upon 
other  available  information.  It  Is  hereby 
found  that  the  limitation  of  handling  of 
■uch  lemoni  as  hereinafter  provided  will 
tend  to  effectuate  the  declared  policy  of 

the  act. 

(2)   It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub- 
lic Interest  to  give  preliminary  notice. 
engage  in  public  rule-making  procedure. 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
hereof  in  the  Ptomal  Rioistir  <  5  U.S.C. 
1001-1011) .  because  the  time  Intervening 
between  the  date  when  Information  upon 
which  this  section  Is  based  became  avail- 
able and  the  time   when   this   section 
must^4)ecome  effective  In  order  to  ef- 
fectuate the  declared  policy  of  the  act 
Is  InsufBcient.   and   a   reasonable   time 
is  permitted,  under  the  circumstances. 
for  preparation  for  such  effective  time; 
and  good  cause  exists  for  making  the 
provisions  hereof  effective  as  hereinafter 
set  forth.    The  committee  held  an  open 
meeting  during  the  current  week,  after 
giving  due  notice  thereof,  to  consider 
supply  and  market  conditions  for  lemons 
and  the  need  for  regulation;  Interested 
persons  were  afforded  an  opportunity  to 
submit  information  and  views  at  this 
meeting;  the  recommendation  and  sup- 
porting information  for  regulation  dur- 
ing   the   period    specified    herein    were 
promptly  submitted  to  the  Department 
after  such  meeting  was  held:  the  pro- 
visions of  this  section.  Including  its  effec- 
tive time,  are  identical  with  the  afore- 
said recommendation  of  the  committee, 
and  information  concerning  such  pro- 
visions and  effective  time  has  been  dis- 
seminated   among     handlers    of    such 
lemons:  it  Is  necessary.  In  order  to  effec- 
tuate the  declared  policy  of  the  act.  to 
make  this  section  effective  during  the 
period  herein  specified;  and  compliance 
with  this  section  will  not  require  any 
special  preparation  on  the  part  of  per- 
sons  subject   hereto   which   cannot    be 
completed  on  or  before  the  effective  date 
hereof.     Such  committee   meeting   was 
held  on  February  20, 1962. 

(b)  Order.  (1)  The  respective  quanti- 
ties of  lemons  grown  In  California  and 
Arizona  which  may  be  handled  during 
the  period  beginning  at  12:01  am  ,  P  s.t.. 
February  25.  1962.  and  ending  at  12:01 
a.m..  P.s.t..  March  4,  1962,  are  hereby 
fixed  as  follows: 

( i  >   District  1 :  4.650  cartons ; 
(il)   District  2:  204,600  cartons: 
rlii)   District  3:  Unlimited  movement 
(2)   As  used  in  this  section,  "handled. ' 
District  1."  "District  2,"  "District  3. 
and  "carton"  have  the  same  meaning  as 
when  tised  in  the  said  amended  market- 
ing agreement  and  order. 


RULES  AND   REGULATIONS 

(SecB    I   19.  4«  Stat    31    tu  amended;  7  U  9  C 
001  674) 

Dated:  February  21. 1962. 

PAtTl  A.  NXCHOLSOW. 

Devuty  Director.  Fruit  and 
Vegetable  Dutsion.  Agricul- 
tural Marketing  Service. 


I  r  H     i>< 


ej    ',93H.     Filed      Teh      23       196?. 
8   5 1  .1  m  ! 


ICir.ipefnilt  Reg   3| 

PART  912— GRAPEFRUIT  GROWN  IN 
THE  INDIAN  RIVER  DISTRICT  IN 
FLORIDA 

Limitation   of  Handling 

S  *»I2..103      (fraiM-friiil    Krculation   3. 

la'  Findinos.  "li  Pursuant  to  the 
marketing  agreement  and  order  (7  CFR 
Part  912:  27  FR  87 »  regulating  the 
handling  of  grapefruit  grown  In  the 
Indian  River  District  in  Florida,  effective 
under  the  applicable  provisions  of  the 
.Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended  (7  U  S  C,  601-674). 
and  upon  the  basis  of  the  recommenda- 
tion.s  and  Information  submitted  by  the 
Indian  River  Grapefruit  Committee,  es- 
tablished under  the  said  marketing 
agreement  and  order,  and  upon  other 
available  Information,  it  is  hereby  found 
that  the  limitation  of  handling  of  such 
grapefruit,  as  hereinafter  provided,  will 
tend  to  effectuate  the  declared  policy  of 
the  act. 

i2'   It  is  hereby  further  found  that  it 
Is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary   notice, 
engage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
hereof  in  the  Federal  Register  (5  U.8.C. 
1001-1011  >  because  the  time  Intervening 
between    the    date    when    Information 
upon  which  this  section  Is  based  became 
available  and  the  time  when  this  section 
must  become  effective  In  order  to  ef- 
fectuate the  declared  policy  of  the  act 
i.s  In.sufTicient.  and  a  reasonable  time  Is 
permitted,  under  the  circum-stances.  for 
preparation  for  such  effective  time;  and 
cood  cause  exists  for  making  the  provi- 
.«;ions  hereof  effective  as  hereinafter  set 
forth.     The    committee    held    an    open 
meeting  during  the  current  week,  after 
solving   due   notice   thereof,   to   consider 
supply  and  market  conditions  for  Indian 
River  grapefruit,  and  the  need  for  regu- 
lation; interested  persons  were  afforded 
an   opportunity   to  submit  information 
and  views  at  this  meeting:  the  recom- 
mendation and  supporting  information 
for  rec;ulation  during  the  period  specified 
herein  were  promptly  submitted  to  the 
Department    after    such    meeting    was 
held:  the  provisions  of  this  section.  In- 
cluding its  effective  time,  are  identical 
with   the  aforesaid  recommendation  of 
the    committee,    and    information   con- 
cerning   such    provisions    and    effective 
time  has  been  disseminated  among  han- 
dlers of  such  Indian  River  grapefruit:  it 
is  necessary,  in  order  to  effectuate  the 
declared  policy  of  the  act.  to  make  this 
section  effective  during  the  period  herein 
specified:  and  compliance  with  this  sec- 


tion w  111  not  require  any  special  ^, 
tion  on  the  part  of  persons  subja^  I 
which  cannot  be  completed  on  or 
the  effective  date  hereof.    Such         _ 
tee  meeting  was  held  on  Febnian  iT 
1962  '*• 

lb'  Order.  il>  The  quantity  tf 
grapi'fruit  grown  in  the  Indian  Blm 
District  which  may  be  handled  4a^ 
the  period  beginning  at  12:01  a.m.,  ij? 
February  26.  1962.  and  ending  at  Ub|| 
a  m  ,  est,  March  5.  1962,  is  hereto  |^ 
at  170.000  standard  packed  boxes. 

( 2  >   As  used  In  this  sec  Jon.  "handhi,"' 

Indian    River    District."    "graptfroR,- 

and     standard   packed   box"  havi  t^ 

same  meaning  as  when  used  in  •aldBM^ 

ketlng  agreement  and  order. 

(Sees    1   19.  48  Stat  31.  at  amendMl;  7  UJjC, 

601    674) 

Dated:  February  21.  1962. 

Floyd  F.  Hxdluvb, 
Director,   Fruit   and  VegettMi 
Division.  Agricultural  MarUt- 
ing  Service. 


IFR      IX)C     62    1939:     Filed,    Feb.    31,   IM; 
8  51  am.) 


Title  14-AERONAUTICS  m 
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Chapter   II — Civil   Aeronautics 

SUBCHAPTER    A— ECONOMIC   REOUUHQM 

|R«g  ER-3611 

PART  249— PRESERVATION  OP  Al 
CARRIER  ACCOUNTS,  RECORDS, 
AND  MEMORANDA 

Preservation    of   Records  by  SwpfW* 
mental  Air  Carriers 

Adopted  by  the  Civil  Aeronsotki 
Board  at  Us  office  In  Washington.  DC, 
on  the  20th  day  of  February  1962. 

The  Board  by  publication  in  \he  fn- 
Er.\L  Register,  26  F.R.  9753.  and  by  cir- 
culation of  Economic  Draft  RdOM, 
EDR-36,  dated  October  12.  1981.  Docbt 
13106,  gave  notice  that  it  was  proporiai 
an  amendment  to  §  249.8  of  Part  >«. 
( 14  CFR  Part  249)  of  its  Economic  B«- 
ulations  which  would  inter  alia  regnfat 
.supplemental  air  carriers  to  piuuic 
ticket  records  at  their  principal  ofBce.  , 

In  response  to  the  notice,  the  Board 
received    comments    from   two   siqilJe- 
mental  carriers.    One  comment  oppoMd 
the  amendment  on  the  ground  that  it 
would  result  in  the  carriers  maintainim 
duplicate  records,  which  would  subBton- 
tially    and    unnecessarily    increase  Iti 
operating  costs  and  administrative  Iw- 
den.     This   carrier   contends   that  tK 
Federal   Aviation  Agency  requires  eu- 
riers  to  preserve  many  of  the  reeorti 
set  forth  in  8  249.8.  Item  Ka)   attbe 
carriers  "principal  maintenance  base. 
while  the  proposed  amendment  worn 
require  that  they  be  maintained  ^w 
carrier's  "principal  ofBce."    Thus,  iroiij 
a  carrier's   'principal  ofBce"  is  dlffajj 
from  Its  "principal  -maintenance  omT 
duplicate    records    would    have   to  » 
pre.served. 


^.^m^.  February  24,  1962 

«%•  fvimary  purpose  of  this  amend- 
-ZTlTto  require  carriers  to  preserve 
gg  Seket  records  at  a  central  point 
■^LtaTto  make  Inspection  of  such  rec- 
SfJlIL  difficult  by  the  Board's  sUfl. 
Sli^luch  records  are  preserved  at  the 
!SSs  "principal  office"  and  this  was 
JfT^Sion  the  Board  in  the  proposed 
SfJSoent  designated  the  principal  of- 
STas  the  point  where  such  records 
zLTht  preserved.  However,  air  car- 
ISTwho  can  demonstrate  that  unusual 
SSumstances  exist  which  warrant  a 
SoSare  from  this  rule  may.  pursuant 
MI14S4  file  a  request  with  the  Board 
r-'/\nj'ver  from  this  requirement. 

A  oomment  was  received  urging  the 
mZx^  to  adopt  a  one-year  retention 
Sod  in  Ueu  of  the  present  three-year 
j5«Mon  period  for  records,  partlcuUrly 
SStreoorda.  required  to  be  preewrrod 
S5  Sm  1(a)  of  I  24fi.8.  It  Is  alleged 
£t  such  records  require  an  Inordinately 
w,n  filing  or  storage  space.  The  Board 
eganot  accede  to  this  contention.  In 
ttic  first  insUnce.  the  records  required 
to  be  preserved  under  Item  Ka)  are  not 
-janlnous  and  require  a  relatively  smalP 
gtorage  area.  Secondly,  these  records. 
Particularly  the  ticket  records,  are  used 
(ooheek  flight  frequencies  of  supplemen- 
tal carriers.  The  Board  has  found  that 
fOBMtlmes,  when  an  enforcement  prob- 
)HB  is  Involved,  such  checks  must  be 
Blade  as  late  as  three  years  after  the 
dtte  the  tickets  were  used. 

interested  persons  have  been  afforded 
tn  opportunity  to  parUcipate  in  this 
rale-making  proceeding  and  due  con- 
ilderatlon  has  been  given  to  all  relevant 
Better  presented. 

In  consideration  of  the  foregoing,  the 
Board  hereby  amends  I  249.8  of  Part  249 
of  the  Board's  Economic  Regulations  (14 
C?FR  Part  249) .  effective  March  26.  1962, 
u  follows: 

1,  By  amending  the  last  sentence  of 
tbe  Introductory  paragraph  of  i  249.8  to 
read:  "All  records  of  the  categories  set 
forth  in  this  section  shall  be  preserved, 
for  the  duration  of  the  retention  periods. 
■et  forth  below,  at  the  carrier's  principal 
oOce.  which  office  shall  be  the  same  as 
that  shown  on  the  carrier's  current  CAB 

'    Form  242  ' 

2.  By  amending  §  249.8.  Item  Ka)  of 
tbe  "Category  of  Records"  to  read:  "As 
related  to  statistical  reports  (including 
eopies  of  flight  and  auditor's  coupons) 
•  *  •  3  years." 

Note:  The  record-retention  requlremente 
ooDUlned  herein  have  been  approved  by  the 
Bureau  of  the  Budget  in  accordance  with  the 
Fideral  Reports  Act  of   1942. 

(8«c.  204(a).  Federal  Aviation  Act  ol  1958. 
M  amended.  72  Stat.  743:  49  VS.C.  1324. 
interpret  or  apply  sec.  407  of  the  Act.  72  Stat. 
leS;  48  U.S.C.   1377) 

By  the  Civil  Aeronautics  Board. 

[siALl  Harold  R.  Sandehsom. 

Secretary. 

IPJl.   Doc     62-1883;    Piled.    Feb.    23.    1962; 
8:49  ajn.l 


-FEDERAL  REGISTER 
Chopl«r  IH — F«d«ral  Aviotion  Agancy 

SUKHArTK  l-^IR  NAVIGATION 
IMULATIONS 

I  Alrspaoe  Docket  No.  61-FW-lOl] 

PART  600— DESIGNATION  OF 
FEDERAL  AIRWAYS 

Alteration  of  Dascription 

On  December  5.  1961.  Airspace  Docket 
No.  61-FW-lOl  was  published  in  the 
Fbduui.  RB0Z8TBR  (26  F.R.  11484)  amend- 
ing 1600.6280  of  the  regulations  of  the 
Administrator  by  altering  VOR  Federal 
airway  No.  280  from  the  El  Paso.  Texas, 
VORTAC  via  the  Intersection  of  the  El 
PmoVORTAC  093*  and  the  Clint.  Texas. 
VOR  087*  radials;  to  the  Pinon.  N.  Mex.. 
VOR.  This  amendment  was  effective 
January  11.  1962. 

It  baa  been  determined  that  the  Clint 
VOR  081*  radial  is  in  error  and  that  the 
correct  radial  should  be  the  038'  radial 
from  the  dint  VOR.  Therefore,  action 
is  taken  herein  to  alter  the  description 
of  Victor  280  accordingly. 

Since  -this  amendment  is  minor  in 
nature,  notice  and  public  procedure 
hereon  are  unnecessary.  However,  since 
it  is  necessary  that  sufficient  time  be  al- 
lowed to  permit  appropriate  changes  to 
be  made  on  aeronautical  charts  this 
amendment  will  become  effective  more 
than  SO  days  after  publication. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  12582) 
the  following  action  Is  taken: 

In  the  text  of  §600.6280  (14  CFR 
600.6280.  26  P.R.  11484)  "From  the  INT 
of  the  El  Paso,  Texas,  VORTAC.  via  the 
INT  of  the  El  Paso  VORTAC  093*  and 
the  Clint.  Texas,  VOR  037°  radials;"  is 
deleted  and  "From  the  El  Paso,  Texas, 
VORTAC  via  the  INT  of  the  El  Paso 
VORTAC  093'  and  the  CUnt,  Texas,  VOR 
038*  radials;"  is  substituted  therefor. 

This  amendment  shall  become  effec- 
Uve  0001  e.8.t.,  April  5,  1962. 
(Sec.  807(a),  72  Stat.  749;    49  U.S.C.   1348) 

Issued  in  Washington,  D.C..  on  Febru- 
ary 19. 1962. 

D.  D.  Thomas, 

Director.  Air  Traffic  Service. 

I  F.R.    Doc.    62-1877;    Piled.    Feb.    23.    1962; 
8:48  a.m. I 
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service  is  available  at  the  Tompkins 
County  Airport,  the  Federal  Aviation 
Agency  is  changing  the  time  of  designa- 
tion of  this  control  aone.  Therefore, 
action  is  taken  herein  to  change  the  time 
of  designation  of  the  Ithaca  control  aone 
from  0500  to  2400  hours  daily  to  0600  to 
2300  hours  Monday  through  Friday,  0600 
to  2100  hours  Saturday  and  0900  to  2300 
hours  Sunday,  local  time. 

Since  this  amendment  imposes  no  ad- 
ditional burden  on  the  public,  notice  and 
public  procedure  hereon  are  unnacaa- 
sary  and  it  may  be  made  effective 
immediately. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (26  F.R.  12682) , 
S  601.2462  (26  F.R.  1908,  3852.  4931)  Is 
amended  to  read: 

§601.2462     Ithaca,  N.Y.,  Control  aone. 

Within  a  5-mile  radius  of  the  Tomp- 
kins County  Airport  latitude  42'29'26'.' 
N.,  longitude  76'27'30"  W.),  and  within 
2  miles  either  side  of  the  305*  radial  of 
the  .Ithaca  VOR  extending  from  the 
5-mile  nuiius  zone  to  12  miles  NW  of  tbe 
VOR,  excluding  the  area  bounded  by  a 
line  parallel  to  and  1,500  feet  B  of  the 
Ithaca  Municipal  Airport  runway  and  a 
line  Vi  mile  N  of  the  runway  at  090*  to 
the  runway  centerllne  extended.  This 
control  zone  shall  be  effective  from  0660 
to  2300  hours  Monday  through  Friday, 
0600  to  2100  hours  Saturday  and  0900  to 
2200  hours  Sunday,  local  time. 

This  amendment  shall  become  effec- 
tive upon  the  date  of  publication  in  the 
Federal  Regzstkr. 
(Sec.  307(a).  72  Stat.  749;  49  UB.C.  1848) 

Issued  in  Washington,  D.C.,  on  Feb- 
ruary 19. 1962. 

D.  D.  TH<mAS, 
Director.  Air  Traffic  Servtoe. 

|F.R.    Doc.    62-1876;    Filed,    Feb.    38,    1»«2: 
8:48  aJ».| 


[Airspace  Docket  No.  62-NY-71 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 

Altorotion  of  Control  Zone 

The  purpose  of  this  amendment  to 
S  601.2462  of  the  regulations  of  the  Ad- 
ministrator is  to  alter  the  time  of  desig- 
nation of  the  Ithaca,  N.Y.,  control  zone. 

The  Ithaca  control  zone  is  designated 
from  0500  to  2400  hours  daily,  local 
standard  time.  Due  to  a  change  in  the 
hours  during  which  weather  reporting 


I  Airspace  Docket  No.  60-AN-19] 

PART  608— SPECIAL  USE  AIRSPACE 
Alteration  of  R*strlct«d  Aroa 

The  purpose  of  this  amendment  to 
§  608.22  of  the  regulations  of  the  Admin- 
istrator is  to  change  the  designated  alti- 
tude of  the  Yukon.  Alaska,  Restricted 
Area  R-2205. 

The  Department  of  the  Army  has  ad- 
vised that  the  designated  altitude  of 
R-2205  may  be  reduced  from  "80,000  feet 
MSL"  to  "36,000  feet  MSL":  therefore, 
action  is  taken  herein  to  reflect  this , 
change  in  the  designated  altitudes  of 
Rr— 2205. 

Since  this  amendment  imposes  no  ad- 
ditional burden  on  the  public,  notice 
and  public  procedure  hereon  are  un- 
necessary and  it  may  be  made  effective 
immediately.  ^         ^  . 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  FJl.  12682) . 
the  following  action  is  takoi: 

In  8  608.22  Alaska.  R-3206  Yukon, 
Alaska  (26  FJl.  12284) ,  "Designated  altt- 
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tUfdes.  Surface  to  80,000  feet  MSL."  is 
deleted  and  "Desixnated  altitudes.  Sur- 
face to  30,000  feet  ICSL."  is  substituted 
therefor. 

This  amendment  shall  become  effec- 
tive  upon  publication  in  the  Fbdiral 
RacBTR. 

(3ec.  307(a) .  72  SUt.  749;  48  UJS  C   1348 ) 

Issued  in  Washlncton,  DC,  on  Feb- 
ruary 19. 1991. 

D.  D.  Thomas. 
Director,  Air  Traffic  Service. 

(FJl.    Doc.    ea-lSTB;    Ftled,    Feb     23.     1962. 
8:48  am  I 


Title  IB— CONSERVATION 
OF  POWER 

Chopfer  I — Federal   Power 
Commission 

SUKHAPm   G— AmOVfO   FOtMS,    NATURAL 

GAS  ACT 

(DwAet  No.  R^aOl ;  Order  239A  | 

PART  260— STATEMENTS  AND 
REPOITS  (SCHEDULES) 

Revising  Schedule  Pages  of  Annual 
Repert  Form  for  Notural  Gas  Com- 
ponies;  Cortrection 

PXBRUARY    15.    1962. 

Revision  of  Annual  Report  Form  Pre- 
scribed for  Class  A  and  Class  B  Natural 
Gas  Companies  Subject  to  the  Natural 
Oas  Act.  PP.C.  Form  No.  2. 

Order  Revlainc  Schedule  Pages  of  An- 
nual Report  Form.  F.P.C.  Form  No.  2. 
For  Natural  Oas  Companies,  issued  Jan- 
uary 26,  1962,  and  published  in  the  Feb- 
iBAL  Bnnrm  on  Febriiary  2.  1962  (F.R. 
Doc.  63-lOM:  27  P.R  970) :  Under  find- 
ing (1>  of  the  January  26,  1962  order 
change  the  words  "Federal  Power  Act" 
to  read  "Natural  Gas  Act". 


RULES  AND  REGULATIONS 

by  adding  a  new  sentence  to  read:  "Any 
such  articles  so  withdrawn  shall  be  ex- 
cluded from  the  liquidation  of  the  orig- 
inal warehouse  entry  " 

(RS.  1«1.  M  amended.  261.  sees  505.  624. 
46  Stat.  732.  758.  5  USC  22.  19  USC.  66. 
1505.  1624  1 

The  references  in  519  14 id"  to  prem- 
ises covered  by  an  internal  revenue  bond 
are  no  longer  current.  Accordingly,  "the 
bonded  premises  of  a  distilled  spirits 
plant '  is  substituted  for  "an  internal 
revenue  bonded  warehouse"  and  "a 
bonded  wine  cellar"  is  substituted  for 
"Internal  revenue  bonded  winery  or 
bonded  wine  storeroom"  so  that  para- 
graph td)   will  read: 

(d)  For  the  transfer  of  domestic 
spirits  from  the  bonded  premises  of  a 
distilled  spirits  plant  to  a  bonded  manu- 
facturing warehouse,  or  for  the  transfer 
of  domestic  wines  from  a  bonded  wine 
cellar  to  a  bonded  manufacturing  ware- 
house, a  bond  on  customs  Form  7571 
shall  be  required  unless  the  warehouse 
is  covered  by  a  bond  on  customs  Form 
3503. 

(RS    161    ft8  amended    251    sec    624.  46  Sia». 
759     5   USC    22.    19   USC     6«.    1624) 

I  SEAL)  Philip  Nichols.  Jr.. 

Commissioner  of  Custoins. 

Approved:  February  14.  1962. 

James  A    Reed. 

Assistant  Secretary  of  the 
Treasury 

|FR      Doc      62-1872.     Piled.    Feb      23.     1962; 
8  47  am  I 


Joseph  H. 


Outride, 
Secretary. 


|F.R.    Doc     02-1893:     Filed,    Feb 
8:4fiajn  1 


23.     1962: 


Title  19— CUSTOMS  DUTIES 

Chapter  I— Bureau   of  Customs, 
Deportment  of  the  Treosury 

I TD.  65570] 

PART   16— LIQUIDATION  OF  DUTIES 

PART  19t— CUSTOMS  WAREHOUSES 
AND  CONTROL  OF  MERCHANDISE 
THEREIN 

MMcellane««»«  Amendments 

-  To  emphasize  that  the  provision  of 
S  16.3(d)  providiiig  for  liquidation  under 
the  entry  for  rewarehouslng  of  certain 
articles  subject  to  Import  tax  withdrawn 
from  warehouse  for  bonded  traDq;>orta- 
tkm  to  and  entry  ler  rewarehouslng  else- 
wbact  nqfairm  tbat  sucii  articles  be  ex- 
cluded from  the  liquidation  of  the 
warehouse  entry  from  which  such  with- 
drawal was  made,  f  16J(d)  is  amended 


Title  21— FOOD  AND  DRUGS 

Chapter  I — Food  and  Drug  Adminis- 
tration, Department  of  Health,  Edu- 
cation,  and   Welfore 

suacHArru  a — food  auo  food  mooucts 
PART   121— FOOD  ADDITIVES 

Subpart  D — Food  Additives  Permitted 
in  Food  for  Human  Consumption 

TETRADirON 

The  Commissioner  of  Pood  and  Drugs, 
having  evaluated  the  data  submitted  in 
a  petition  filed  by  Phillips-Duphar. 
Weesp.  The  Netherlands,  and  other  rele- 
vant material,  has  concluded  that  the 
following  amendment  to  3  121  1038  of 
the  food  additive  regulations  should 
Issue  with  respect  to  residues  of  tetradi- 
fon  (2.4.5.4  -tetrachlorodiphenyl  sul- 
fone)  in  or  on  dried  tea.  Such  residues 
have  been  shown  to  occur  from  applica- 
tion of  the  pesticide  chemical  to  the 
growing  crop  under  good  agricultural 
practice  where  there  is  an  interval  of  7 
days  between  the  last  application  of  the 
pesticide  and  plucking.  Therefore,  pur- 
suant to  the  provisions  of  the  Federal 
Food,  E>rug.  and  Cosmetic  Act  <sec. 
409<e)*4),  72  Stat.  1786;  21  USC. 
348(c)  (4)  >.  and  under  the  authority 
delegated  to  the  Commissioner  by  the 
Secretary  of  Health.  Education,  and 
Welfare  (25  F.R.  8625).  the  food  addi- 
tive regulations  are  amended  by  chang- 
ing the  section  heading  and  the  intro- 
duction to  the  section  and  by  adding  to 


:  121.1038    •21    CFR    121.1038;    31  pa 
8971)  a  tolerance  for  residues  of  ^^aj* 
tetrachlorodiphenyl    sulfone   la  gr  ^ 
dried   tea.     As   amended,   the  >ftn||j 
portions  of  this  section  read  as  TnHtit. 

§  121.1038      TetracUroa. 

Tolerances  are  established  for  rc^fl^ 
of  tetradifon  (2.4,5,4'-tetraclikcS 
phenyl  sulfone  >  when  present  as  a  rm^ 
of  its  application  as  a  pesticide  cfeMMkil 
to  growing  agricultural  crops,  as  fotkiiR 
•  •  •  •        ■  , 

8  parts  per  million  in  or  on  4kM^^ 

Any  person  who  will  be  adrun^  tf. 
f ected  by  the  foregoing  order  m^  st 
any  time  prior  to  the  thirtieth  ^hm 
the  date  of  its  publication  in  the  PtaiHt 
Register  file  with  the  Hearing  Cla1(, De- 
partment of  Health,  Educatloq,  m 
Welfare.  Room  5440,  330 
Avenue  SW..  Washington  25,  D.C., 
ten  objections  thereto.  Objectkins  iitf 
show  wherein  the  person  flUng  wfll  ki 
adversely  affected  by  the  order  and  i^ie. 
ify  with  particularity  the  provWoai«( 
the  order  deemed  objectionable  mH  %t 
grounds  for  the  objections.  It  a  1 
is  requested,  the  objections 
the  issues  for  the  hearing.  A 
wUl  be  granted  if  the  objections  i 
ported  by  grounds  legally  sulBelitt  to 
justify  the  relief  sought, 
may  be  accompanied  by  a 
or  brief  in  support  thereof.  AH 
ment£  shall  be  filed  in  qulntupUcstc 

Effective  date.  This  order  ikti  be 
effective  on  the  date  of  its  puUleMta 
in  the  Federal  Rbgistui. 

(Sec.  409(c)(4).  n  SUt.  1786;  21  UAjC.M 

(C  I  (4)  ) 


Dated:  February  16.  1962. 

Geo.  P.  Lauici^ 
Commissioner  of  Food  and  Drggt. 

|FR     Doc     62   1871;    Filed.    Feb.   U.  lift 
8  47  am. I 


PART   121— FOOD  AOMTiyfl 

Subpart  F — Food  Additives  ResaMii 
From  Contact  With  Coatotoen  sr 
Equipment  ond  Food 
Otherwise  Affecting  Food 

A NTi -Offset  Substances  ok 
Papersoarb 

The  Commissioner  of  Pood  andjpwp. 
having  evaluated  the  data  auLialMsi  to 
a  petition  (PAP  592)  filed  by  liisnlv- 
star-Paisley.  Inc..  630  West  Ftfty-flnt 
Street.  New  York  19,  New  York,  sad 
other  relevant  material,  has  condaded 
that  the  following  regulation  sboiddli- 
sue  with  respect  to  the  food  sddlttRi 
methyl  hydrogen  polyslloxane  and  ilne- 
2-ethyl-hexoate  as  components  of  ssjU- 
offset  substances  used  in  the  piuus^W 
of  paper  and  paperboard  used  In  lood 
packaging.  Therefore,  pursuant  to  thi 
provisions  of  the  Federal  Poo4.  Dni. 
and  Cosmetic  Act  (sec.  409(c)(1).  " 
Stat.  1786;  21  U5.C.  348(c)  (D).  ^» 
under  the  authority  delegated^  to  v» 
Commissioner  by  the  SeerrtaiT  « 
Health.  Education,  and  Welfare  (26  P* 
8625  • .  the  food  additive  regulations  (» 
CFR  Part  121)  are  amended  by 
to  Subpart  F  the  following  new 


i 

g^^riay,  February  24,  1962 

1114W7     Anli-off »el  -ubslances. 

'Sittfices  named  in  Paragraphs  (b) 
*"!rSthis  section  may  be  safely 
•i  to  Drtvent  the  transfer  of  Inks  em- 
•!l?lS^rmting  and  decorating  paper 
P5!l2rtoard  used  for  food  packaging 
tfJPjPj^^^  ^ith  the  provisions  of  this 

*^The  substances  are  applied  to  the 
J^'contact.  printed  side  of  toe 
"22^r  paperboard  in  an  amount  not 
iSJt^  that  required  to  accomplish 
grSScal  effect  nor  greater  than  any 
JJ5Jlimitations.    where    such    are 

^''HSf^U-onsei  powders  are  prepared 
Ji  iubstances  that  are  generally  rec- 
5zILSm  safe  in  food,  substances  for 
SSprlor  sanctions  or  approvals  were 
JSSdWid  which  are  used  in  accord- 
Siwlth  the  specific  provisions  of  such 
Ston  or  approval,  and  substances 
Sad  in  paragraph  <c)  of  this  section, 
(c)  The  substances  permitted  are  as 

foitoWB: 

I         Limitattona 


Substances 

Oarton  tetrachloride ---- 

iZ^yl     hydrogen     polysllox- 


nSJrui'starch^m^iflwi--  Complying 
*"*  .  I  witn 

'  §  121.2606. 


Tin  o>«»te.- 
Xtae-3-ctbyl 


hexoate. 


Any  person  who  will  be  adversely  af-. 
fMted  by  the  foregoing  order  may  at  any 
tSTprior  to  the  thirtieth  day  from  the 
(Ute  of  its  publication  in  the  Federal 
ItMBTBi  fUe  with  the  Hearing  Clerk.  De- 
Dtftment  of  Health,  Education,  and  Wel- 
fare   Room    5440,    330    Independence 
Avenue  SW.,  Washington  25,  DC,  writ- 
ten objections  thereto.    Objections  shall 
show  wherein  the  person  filing  will  be 
sdversely  affected  by  the  order  and  spec- 
ify with  particularity  the  provisions  of 
the  order  deemed  objectionable  and  the 
grounds  for  the  objections.    If  a  hearing 
is  requested,  the  objections  must  state 
the  issues  for  the  hearing.     A  hearing 
win  be  granted  if  the  objections  are  sup- 
ported by  grounds  legally  sufficient  to 
Justify   the   relief    sought.     Objections 
may  be  accompanied  by  a  memorandum 
or  brlrf  in  support  thereof.     All  docu- 
ments shall  be  filed  in  quintuplicate. 

Effective  date.  This  order  shall  be  ef- 
fective on  the  date  of  its  publication  in 
the  PsDCRAL  Register. 

(Sac.   408(0(1).    72    Stat.    1786;    21    U.S.C. 
148(c)(1)) 
Dated:    February  16.  1962. 

Geo.  p.  Larrick, 
Commissioner  of  Food  and  Drugs. 

\rR.   Doc.    82  1870:    Filed.    Feb.    23.    1962: 
8:47   a.m. I 
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fare  by  the  Federal  Pood,  Drug,  and 
Cosmetic  Act  (sec.  507,  59  Stat.  463.  as 
amended;  21  U.S.C.  357)  and  delegated 
to  the  Commissioner  of  Pood  and  Drugs 
by  the  Secretary  (25  F.R.  8625).  the 
regulations  for  certification  of  bacitracin 
and  bacitracin -containing  drugs  (21  CFR 
146e.430;  26  F.R.  2596,  6198)  are 
amended  as  set  forth  below : 

In  i  146e.430,  paragraph  <c>  (1)  nv)  is 
amended  by  changing  the  words  "18 
months  after"  to  read  "18  months,  or  24 
months  after".  As  amended,  paragraph 
(c)(1)  (iv)  reads  as  follows: 

§  146c.430  Baclrat-in  -  neomycin  -  poly- 
myxin powder  topical;  zinc  bacilra- 
cin-neomycin-polymyxin  powder  topi- 

ral. 

.  ♦  *  *  * 

(c)  Labeling.  *  *   * 

il)   *  •  • 

(iv)  The  statement  "Expiration  date 

,"  the  blank  being   filled   in 

with  the  date  that  is  12  months  after 
the  month  during  which  the  batch  was 
certified,  except  that  the  blank  may  be 
filled  in  with  the  date  that  is  18  months, 
or  24  months  after  the  month  during 
which  the  bateh  was  certified  if  the  per- 
son who  requests  certification  has  sub- 
mitted to  the  Conunissioner  results  of 
tests  and  assays  showing  that  after  hav- 
ing Ijcen  stored  for  such  period  of  time 
such  drug  as  prepared  by  him  complies 
with  the  standards  prescribed  by  para- 
graph (a)  of  this  section. 


SUBCHAPTER    C — DRUGS 

FART  146e— CERTIFICATION  OF  BA- 
CITRACIN AND  BACITRACIN  CON- 
TAINING DRUGS 

BacHrocin-  (or  Zinc  Bacitracin-)  Neo- 
mycin-Polymyxin   Powder  Topical; 
Change  in  Expiration  Data 
Under    the    authority    vested    In   the 

Secretary  of  Health.  Education,  and  Wcl- 

No    38     —  2 


Notice  and  public  procedure  are  not 
necessary  prerequisites  to  the  promulga- 
tion of  this  order,  and  I  so  find,  since  the 
nature  of  the  change  is  such  that  it  can- 
not be  applied  to  any  specific  product 
unless  and  until  the  manufacturer  there- 
of has  supplied  adequate  data  regarding 
that  article. 

Effective  date.    This  order  shall  be- 
come effective  on  the  date  of  its  publica- 
tion in  the  Federal  Register. 
(Sec.  507.  59  Stat.  463.  as  amended;  21  U.S.C. 
357) 

Dated:  February  16,  1962. 

Geo.  p.  Larrick, 
Commissioiier  of  Food  and  Drugs. 

IFR     Doc.    62-1689:    Filed,    Feb.    23.    19«2; 
8:47ajn.l 

Title  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Monage- 
mant,  Dapartment  of  the  Interior 

APPENDIX — PUBLIC   LAND   ORDERS 

I  Public  Land  Order  26131 

[1825382] 

NEVADA 


Amending  Certain  Orders  Which 
Withdrew  Lands  for  Use  of  the  War 
Dapartment  for  Military  Purposes 
(Nallis  Bombing  and  Gunnery 
Range;  Indian  Springs  Air  Force 
Basa) 
By  virtue  of  the  authority  vested  in 

the  President,  and  pursuant  to  Execu- 


1759 

tive  Order  No.  10365  of  May  26,  1952,  it 
is  ordered  as  follows: 

1.  Executive  Orders  No.  8578  of  Octo-. 
ber  29,  1940,  as  amended;  No.  9019  of 
January  12. 1942;  and  No.  9086  of  March 
4   1942 ;  and  Public  Land  Orders  No.  58 
of  November  12,  1942;  No.  89  of  Feb- 
ruary 10,  1943;  and  No.  168  of  Septem- 
ber 17, 1943.  which  withdrew  pubUc  lands 
in  Nevada  for  use  of  the  War  Depart- 
ment for  military  purposes,  are  herrty 
amended  to  the  extent  necessary  to  de- 
lete therefrom  the  foUowing  paragraph, 
added  by  Executive  Order  No.  9626  of 
February  28,  1945,  to  the  first  five  orders 
recited  in  this  paragraph,  and  appear-  . 
ing  in  Pubhc  Land  Order  No.  168: 

The  Jurtedlctlon  granted  by  ttolB  order  shall 
cease  at  the  expiration  of  the  six  months- 
period  foUowlng  the  termUiation  of  U^V*"'- 
1  United  nallonal  emergency  declared  by  Rw- 
lamatlon  No.  2487  of  May  27,  1941  (66  Stat. 
1647)  Thereupon,  Jurisdiction  over  the 
lands  hereby  reserved  shaU  be  vested  in  the 
Department  of  the  Interior,  and  any  other 
department  or  agency  of  the  Federal  Oov- 
ernment  according  to  their  respective  inter- 
ests then  of  record.  The  lands,  however, 
shall  remain  withdrawn  from  appropriation 
as  herein  provided  until  otherwise  ordered. 

2.  The  orders  of  withdrawal  referred 
to  in  Paragraph  1,  above,  are  hereby  fur- 
ther amended  by  subetituting  the  words 
•Department  of  the  Air  Force"  for  the 
words  "War  Department"  wherever  they 
appear. 

3.  Use  of  the  lands  in  the  Desert  Game 
Range  by  the  Department  of  the  Air 
Force  shall  be  in  accordance  with  the 
Memorandum  of  Understanding  ap- 
proved by  the  Secretary  of -the  Air  Force 
and  the  Acting  Secretary  of  the  Interior, 
on  December  8.  1960,  and  January  20, 
1961,  respectively. 

4.  The  Department  of  the  Interior 
shall  retain  jurisdiction  of  the  mineral 
and  vegetative  resources  of  the  lands. 
-  5  Authority  to  change  the  use  speci- 
fied in  the  orders  of  withdrawal,  supra, 
or  to  grant  rights  to  others  to  use  the 
lands,  including  grants  of  leases,  li- 
censes, easements  and  rights-of-way  but 
excluding  permits  revocable  at  will,  is 
reserved  to  the  Secretary  of  the  Interior 
or  his  delegate. 

6    The  jurisdiction  and  use  granted  to 
the  Department  of  the  Ahr  Force  by  the 
withdrawal  orders  referred  to  in  Para- 
graph 1  hereof,  shall  be  limited  to  those 
activities  which  are  related  directly  to 
mUitary   purposes,   and   shall  continue 
for  a  Deriod  of  10  years  with  an  option 
to  renew  the  withdrawal  and  reeervation 
for  a  period  of  5  years  utfon  notice  to  the ,. 
Secretary  of  the  Interior,  and  subject  to 
the  condition  that  the  reservation  may 
be  terminated  at  any  time  during  either 
of  such  periods  by  the  Secretary  of  the 
Interior  upon  notice  from  the  Secretary 
of  the  Air  Force  that  the  reservation  is 
no  longer  needed  for  military  purpooes. 


JOHM  A.  Carvm,  Jr., 
Assistant  Secretary  of  the  Interior. 

February  16,  1962. 

IFR     Doc.    62-1859:    PUed,    Feb.    23,    1962; 
8:46a.m.l 
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(PubUc  Land  Ord«r  2«14  J 
I  SacnmMnto  063393  ] 

CAUFOtNIA 

Order  Owning  Reclamation  Lands  to 
Locotfen,  Entry,  otmI  Patenting 
Under  General  Mining  Laws 

By  Tirtue  of  the  authority  contamed  m 
the  Act  of  April  23.  1932  <47  6Ut  13ti; 
43  JJJB.C.  154).  it  is  ordered  as  follows: 

Subject  to  valid  existing  rights  and 
the  proTlsloms  of  existing  withdrawals. 
the  miblic  lands  in  the  following-de- 
scribed area  shall  at  10:00  a.m..  on 
March  24.  1962.  be  open  to  location, 
entry,  and  patenting  under  the  United 
States  mining  laws,  subject  to  the  stipu- 
lations quoted  below,  to  be  executed  and 
acknowledged  in  favor  of  the  United 
Statee  by  the  locators,  for  themselves. 
their  heirs,  succesKrs  and  assigns,  and 
recorded  in  the  county  records,  and  in 
the  United  States  Land  Office  at  Sacra- 
mento, California,  before  any  rights  at- 
tach by  virtue  of  this  order : 

Mount  Diablo  Mesidian 

T.  33  N  .  R.  8  W., 
S«c.24. 

Containing  approximately  301  acres  of 
public  land. 

The  following  stipulations  are  made  a 
part  of  this  order: 

1.  Such  physical  facilities  shall  be 
constructed  and  such  other  action  taken 
as  may  be  found  necessary  by,  and  sat- 
isfactory to.  the  Secretary  of  the  In- 
terior, to  prevent  any  sedimentary,  dele- 
terious or  toxic  materials  resulting  from 
mining  operations  from  entering  Spring 
Creek  and  Keswick  Reservoirs.  All 
plsuis  for  preventing  such  pollution  of 
the  stream  and  reservoir  shall  be  sub- 
mitted to  the  Secretary  of  the  Interior 
for  prior  approval  and  any  necessary  pol- 
lution prevention  structures  shall  be 
built  before  any  removal  of  minerads. 

2.  All  necessary  and  feasible  steps 
shall  be  taken  to  preserve  the  existing 
vegetation  on  the  lands  and  to  replant 
in  kind  and/or  replace  any  destroyed 
vegetation  as  soon  as  mining  operations 
permit. 

3.  Erosion  control  measures  satisfac- 
tory to  the  Secretary  of  the  Interior 
shall  be  instituted  and  maintained  dur- 
ing the  existence  of  mining  operations. 

4.  Before  commencement  of  mining 
operations,  evidence  shall  be  filed  with 
the  Land  Offlce  of  the  Bureau  of  Land 
Management  of  approval  by  the  Califor- 
nia Water  Pollution  Control  Board  of 
the  operator's  plan  of  operations  under 
Its  general  rules. 

5.  Upon  cessation  of  mining,  the  area 
of  operations  shall  be  left  in  such  con- 
dition as  shall  be  determined  to  be  satis - 
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factory  by  the  Secretary  of  the  Interior, 
so  that  no  dfetrltal  materials  or  toxic 
substances  can  enter  the  creeks  drain- 
ing the  area  into  Keswick  Reservoir. 

6.  All  provisions  of  the  Act  of  July  23. 
1955  I  Public  Law  167',  shall  be  adhered 
to. 

John  A.  Carver.  Jr  . 

Assistant  Secretary  of  the  Interior. 


February   16.   1962 

I  F  R      D.  )0      6 


1860.     FUfd 
H  4fi   :t  m  I 


Fch      C'V     1962 


[Public   I  iiij   Order   2()15| 
I  U8 1  ;2U  I 

CALIFORNIA,   WYOMING,   AND 
NEW   MEXICO 

Excluding  Lands  From  Certain  Na- 
tional Forests;  Adding  Lands  to  the 
Tahoe  National  Forest 

By  virtue  of  the  authority  vested  in 
the  President  by  the  act  of  June  4,  1897 
'30  Stat.  34.  36:  16  U.S.C.  473).  and 
otherwise,  and  pursuant  to  Executive 
Order  No.  10355  of  May  26.  1952.  and 
upon  recommendation  of  the  Secretary 
of  Agriculture,  it  is  ordered  as  follows: 

1.  The  following  described  lands  are 
hereby  excluded  from  the  national  for- 
ests hereafter  named,  and  the  bounda- 
ries of  the  said  forests  are  adjusted 
accordingly: 

California 
los  padrks    national  forest 

T  21  S  .  R    5  E  . 

Sec    13.  lot-s  2.  3    ;ind  4: 

Sec    14.  lota  1,  2.  3.  and  4; 

6ec  15.  lots  1.  2,  and  3,  thoa*  portions. 
IX  any.  which  may  He  east  of  the,  ridge 
between  Santa  Lucia  Creek  (aUo  known 
as  Sycamore  Creek  i  and  Rattlesnake 
Creek. 

Sec  35.  S4SE1,  andSE'tSW',. 
T  22S.R  5E  , 

Sec^    1  and  2, 

Sec  3.  that  part  in  the  dr.iinage  area  <>f 
Wizard  Gulch, 

Sees    10  U)  13.  incluslvp. 

Sees  14.  15,  23.  and  24.  thoae  part*  lying 
northerly  of  a  line  parallel  with  and  dis- 
tant 600  feet  northerly  of  the  road  along 
the  Naclmlento  River. 

Sec    16.E',E',NE'4. 

Sec  36.  SE'4  9E'4. 
T  23  S  ,  R   5  E  , 

Sees  1  and  2; 

Sees  3.  4.  10.  and  11.  those  parts  lying  In 
the  dralna^  area  of  San  Miguel  Creek. 

Sec.  12: 

Sees  13  and  14.  those  parts  lying  In  the 
drainage  area  of  San  Miguel  Creek; 

Sec    36.  that  part  lyln«  in  the  draln.ige  of 
the  Naclmiento  River. 
T  21  8  .  R   6E  . 

Sees    31  and  32  i  fractional ) . 
T   22  S  .  R  6  B  . 

Sees  4  and  5  (  fractional ) ; 

Sees  6.  7.  and  8; 

Sec  9  (fractional) ; 


Sees    L7  ai.d  18: 

Sec  10,  that  part  lying  north  a^^^ 
a  line  parallel  with  and  dlataatm^ 
northerly  and  easterly  of  the  — ^ 
the  Naclmiento  River; 

Sec  20: 

Sec*  21  and  28  (  fractional ) ; 

Sec«   29  and  30.  those  parts  lylBf  i 

and  easterly  of  a  line  paralM  Vlk^  1 
distant  600  feet  northerly  and  ^i^S-H 
of  the  ruad  along  the  Naclmlaato^^^ ' 

Sec    31.  that  part  lying  south  and  e_ 

Slick  Rock  Creek;  ^ 

Sec."(    32  and  33  (fractional). 
Tps   23  and  24  S  .  R  6  E  . 

Those  parts  lying  In  the  dralnafeafl^ 
inlenU)  River 
T  23  S  .  R   7  E  . 

Sees   31  and  32  i  fractional  i . 
T   24  S    R  7  E  , 

Sees  4  and  5  ( fractional ) ; 

Sees  6.  7,  and  8; 

Sees  9,  10.  11,  and  14  (fractional); 

Sees    15.  16.  and  17; 

Sees    18,   19,  and   20,  those  parta  lylag^ 
the  drainage  of  Naclmiento  RlTir: 

Sees  21.  22.  and  23 

The    areas    described    aggrecat*  ^ 

proximately  75,373  acres.    They 

former  national  forest  lands 

from  the  Department  of 

the  Department  of  the  Army  __ 

provisions  of  the  act  of  July  25,  UMd 

Stat.  656)  :  and  acquired  lands  of  ttiljlt, 

partment  of  the  Army.    They  are  um% 

part    of    the    Hunter-Liggett    MQIIi^ 

Reservation. 

Wyoming 

bridcer   national   foaest 

Sixth  Princtpal  Merxdian 

T  34  N     R    108  W  . 
Sec  27.  SE'hSW'4 

The  area  described,  contains  40  lOB 
The  lands  are  patented  under  tbe  AM 
Raising  Homestead  Act  with  a 
tion  of  the  minerals  to  the  United 

New  Mexico 

GILA    NATIONAL    FOREST 

T    11  S    R   8  W 

Sec   21.  E';iNE'4  and  NW'^NE'i; 
See   22.  NW'4 

The    areas    described    aggregate 
acres.    The  lands  are  patented 
mineral  reservation. 

2.  The  boundaries  of  the  Tatet  ll* 
tional  Forest,  California,  are  kNii# 
extended  to  include  the  follovlm  i^ 
scribed  lands,  as  authorized  by  ttM  ■! 
of  February  20,  1925  (43  Stat.  951): 
Mount  Diablo  Mdiisiam 

T    14  N  .  R   ICE  , 

Sec    25,   lots  8  and  9. 

Containing   16.81  acres. 

Jo«N  A.  Carve*,  Jr., 
Assistant  Secretary  of  the  Interkr. 

February   16,  1962. 

[FR.    Doc.    62  1861:     Filed.    Feb.    33.   !!• 
8:46  am  1 
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^gniEilT  OF  THE  TREASURY 

|nt«mol  Revenue  $ervl«« 
,4AtflPoTH  1,  31,41,45,46,48, 
^^%,  m  196,  197,  201,  245, 

soil 

HOOIATIONS  RELATING  TO  USE  OF 
**®H)iNTlFYING  NUMBERS 

ll^Ht^  of  Proposed  Rule  Making 

--iw  18  hereby  given,  pursuant  to 
JJ'Tjilntotnitlve  Procedure  Act.  ap- 
^Jr^ell.  1946.  that  the  regifla- 
SSTirtforth  in  tentattre  form  be- 
S',4p««««<1  to  be  pre«Tibed  by  the 

SJlIrfflner  of  Internal  Revenue,  with 
SJ'^S^of  the  Secretary  of  ^ 
•LSV  his  delegate.    Prior  to  the 
JSHSoptton  of  such  regulations,  con- 
SEJSto  will  be  given  to  any  commente 
JfSSSiS  pe^inlng  thereto  which 
ILrSnltted  in  writing,  in  dupUcate,  to 
2Smnl«toner  of  Internal  ^venue. 
SiSon:  T:P.  Washington  25,  D.C.. 
^^  period  of  30  days  from  the 
iSSti  imblication  of  this  notice  Intiie 
Sttt  REafflTW.    Any  person juhmlt- 
^^;;;ttten  comments   or  suggestions 
Ito  aeilres  an  opportunity  to  camraenv 
cdy  tt  a  public  hearing  on  these  pro- 
ned  regulations  should  submit  hte  re- 
S  to  writing,  to  the  Commissioner 
fSto  the  80-day  period.  InsuchacMC. 
TSod  hearing  wlU  be  held  and  notice 
d ttotime.  plsce.  and  date  win  be  pub- 
Mbed  to  a  subsequent  Issue  of  the  Pto- 
■iL  Rsoism.    The  proposed  regula- 
tioB  sre  to  be  Issued  \mder  the  author- 
1^  eoBtalned  in  section  T805  of  1J« 
mtennl  Revwiue  Code  of   i»64   (WA 
8tetll7:26Ufl.C.  7805). 

[Bttl  MoamcKa  M.  Caplin. 

Comwiisiioner  of  Internal  Revenue. 

m  outer  to  conform  the  Income  Tax 
BiiulatiOQB  (26  CPR  Part  1) .  the  Hlgh- 
ny  Ifotor  Vdiicle  Use  Tax  Regtdations 
m  CPR  Part  41).  the  Miscellaneous 
Stamp  Tax  Regulations  (26  CFR  Part 
45),  the  Regulations  Relating  to  Mls- 
eeDineous  Excise  Taxes  Payable  by  Re- 
tom  (26  CPR  Part  46).  the  Manufac- 
toren  snd  Retailers  Excise  Tax  Regu- 
kticos  (26  CPR  Part  48) ,  the  Facilities 
tnd  Services   Excise   Tax   Regulations 
(28  CFR  Part  49) ,  the  regulations  relat- 
tof  to  lifachine  Guns  and  Certain  Other 
Firearms  (26  CFR  Part  179) .  the  regu- 
hUoos  relating  to  Liquor  Dealers   (26 
CPR  Part  194),  the  regulations  relating 
to  Stills  (26  cm  Part  1»6) ,  the  regula- 
ttais  relating  to  Drawback  on  Distilled 
Spirits  Used   in    Manufacturing   Non- 
beverage  Products  (26  CFR  Part  197). 
the   regulations    relating    to    Distilled 
Spirits  Plants  (26  CFR  Part  201).  the 
reguiaUons  relating  to  Beer   (26  CPR 
Psrt  245) .  and  the  Regulations  on  Pro- 
eednre   and    Administration    (26    CFR 
Psit  Ml),  to  the  amendments  made  to 
tbe  Ihtemal  Revenue  Code  of  1954  by 


the  Act  of  October  5.  1961  (Public  Law 
87-397.  75  Stat.  828),  authorizing  the 
requlz^nent  of  identifying  numbers,  and 
in  order  to  make  changes  relating  to 
identifying  numbers  in  the  Employment 
Tax  Regulations  (26  CFR  Part  31) .  the 
regulations  are  amended  as  follows: 
Income  Tax  (26  CFR  Part  1) : 
PAaAGiAFH  1.  Immediately  after 
i  1.6103-1  there  are  Inserted  4he  follow- 
ing new  sections: 

9  1.6109  Statutory  proviwons;  idenlify- 
iag  ■omben. 
Sac.  6109.  Identifying  numbers— (a)  Sup- 
plytne  of  identifying  numbers.  WHen  re- 
qulrad  by  wgulattons  pr«Bcribed  by  the  Sec- 
retary or  his  delegate: 

(1)  ii^iwion  in  returns.  Any  person  re- 
quired undar  the  authority  of  thU  UU«  to 
make  a  ntum.  statement,  or  other  docu- 
ment shall  Include  In  such  return,  statement. 
or  other  document  tnidh  Identifying  number 
M  may  be  prescribed  for  securing  proper 
IdmtUlcatlon  of  such  pmwn. 

(2)  Fumishtng  number  to  other  persons. 
Any  pwaon  with  respect  to  whom  a  return. 
•tat«ment,  or  otiier  document  is  required 
under  the  authority  of  thU  UUe  to  be  made 
by  another  person  shall  furnish  to  such 
ottier  perwm  such  identifying  number  as  may 
be  prawrUMd  for  securing  his  proper  Wentifl- 

cation.  _ 

(8)  Furnishing  number  of  another  person. 
Any  pvaon  reqoirwl  under  the  authority  ot 
this  title  to  make  a  rstum.  statement,  or 
other  doni'"'>"t  with  respect  to  another  per- 
son ehiJi  request  from  saOi  other  person,  and 
•haU  tndtMle  in  any  such  return,  statement. 
or  other  document,  such  Identifying  number 
H  may  be  praw:rlbed  for  securing  proper 
idflBUfleatkm  at  sneh  ottier  peaoa. 

th)  LtmUMtkm.  (l)  fccept  as  provided  to 
ptfscraph  (3).  a  return  of  any  person  with 
i^aSet  to  hte  llabiUty  for  tax.  or  any  state- 
ment or  other  dociunent  In  support  thereof, 
shall  not  be  considered  for  purposes  of  para- 
graphs (2)  and  (3)  of  Bubeectlon  (a)  as  a 
retwn.  statement,  or  other  document  with 
respeet  to  aaother  person. 

(2)  Vbr  purposes  of  paragraphs  (2)  and 
(S)  of  sobaeetton  (a),  a  return  of  an  estate 
or  trust  with  respect  to  its  liabUity  for  tax, 
and  any  sUtement  or  other  document  in 
support  thereof,  shall  be  considered  as  a 
return,  statement,  or  other  document  with 
nspeet  to  ewJh  benellciary  of  such  estate 

or  trust. 

(c)  Sequirement  of  tnformatUm.  For 
purposes  ol  this  section,  the  Secretary  or  his 
dsients  Is  authOTlaed  to  require  such  Infcff- 
matlon  as  may  be  necessary  to  assign  an 
identifying  number  to  any  person 


[See  eiO»  as  added  by  sec.  1(a) .  Act  of  Oct.  6 
1061  (Public  Law  87-307.  75  Stat.  828) ' 


%  1.6109-1      Idenlifying  numbers. 

(a)  In  oeneraJr-n)  Designaiions. 
The  identifying  number  prescribed  by 
this  section  for  use  by  an  individual  is 
termed  an  "account  number".  For  defi- 
nition of  the  term  "account  number", 
see  S  S0L7701-11  of  this  chapter  (Regu- 
lations on  Procedure  and  Administra- 
tion). Theldentifylngnumberprescribed 
for  use  by  a  person  other  than  an  indi- 
vidual, and  for  use  by  an  individual  en- 
gaged to  a  trade  or  business  withto  the 
meaning  of  subparagraph   (2)   of  this 


paragraph,  Is  termed  an  "employer  Idm- 
tiflcation  number".  For  definition  of 
the  term  "employer  ktentiflcatinn  num- 
ber", see  5  301.7701-12  of  this  chapter 
(Regulations  on  Procedure  and  Admin- 
istration) .  For  purposes  of  this  aeetkm, 
an  estate  or  trust  Is  considered  to  be  a 
person  other  than  an  todividnaL 

(2)  Trade  or  business.    For  puxpoiMS 
of  this  section,  an  individual  shall  he 
considered  to  be  engaged  to  a  trade  or 
business  If  any  return  Is  required  to  be 
filed  by  him  with  respect  to  hte  liabUlty 
for  any  tax  Imposed  by  subtle  C  (ottier 
than  section  3211) ,  D.  or  E  of  the  Oode. 
(b)  Use  of  numbers — (1)  Nvmber  of 
maker  of  rctitnt— (1)  Return  with  respect 
to  tax  UalHUty.    Every  penon  reviired  to 
make  a  return,  statement,  or  other  docu- 
ment for  any  period  coimneneing  aftsr 
December  81.  1961.  with  respect  to  W» 
liability,  or  to  matters  relating  to  or 
dealing  with  his  liability,  for  any  tax 
imposed  by  subtitle  A  shall  include  hte 
account  number  or  hte  employer  idoitt- 
flcation  number,  as  the  case  may  be.  to 
any  such  retmm,  statement,  or  other 
document  filed  after  March  81. 19W.    If 
such  person  te  an  todlvidual  engaged  to 
a  trade  or  bustoess  withto  the  meaning 
of  this  section,  he  shall  Include  hte  ac- 
count number  to  the  return,  statement, 
or  other  document,  and  shall  also  indude 
hte  employer  identificattaKi  number  to 
any  Schedule  C  (Profit  (or  Ujsb)  torn 
Bustoess  or  Profesrion)  or  Schedule  F 
(Schedule  of  Farm  Income  and  »t- 
penses)  filed  as  part  of  hte  toAvldod 
liMome  tax  return.    A  fiduciary  or  atrot 
making  a  return,  statement,  or  other 
document  for  another  penon  •»«nto- 
clude  thereto  the  Identifying  nnmb^  of 
such  other  person  but  not  the  Menti^tog 
number  of  the  person  acttog  as  fiduciary 
or  agent.    An  Income  tax  retivn  or  a 
declaration  of  estimated  toeome  tax  filed 
Jointly  by  a  husband  and  wife  need  In- 
clude the  Identlf  ytag  number  of  oo^Joe 
husband   except   that   the  Identifytog 
number  of  the  wife  shall  also  1»  «^<w[n 
If.  for  the  taxable  year  covered  by  the 
return  or  declaration,  the  wife  has— 

(fl)  Separate  gross  inoone  of  $tOO  or 
more,  or  $1,200  or  more  if  she  has  at- 
tained  the  age  of  65  before  the  doae  of 
the  taxable  year, 

(b)  Self -employment  inowne,  as  de- 
fined In  section  1402(b).  or 

(c)  Income  (such  as  wages,  dividends, 
6r  Interest)  paid  to  her  otherwise  than 
with  her  husband  which  the  payer  there- 
of is  required  to  report  on  a  return  or 
statement  of  informatJwi. 

(11)  The  application  of  subdivision  (I) 
of  this  subparagraph  may  be  illustrated 
by  the  following  examples* 


Example  (1).  A.  an  individual,  op»tes 
a  store  during  the  year  1062  in  irtJch  he 
employs  three  assistants  and  from  ^^i«_5« 
derives  net  earnings  from  self-epyteym^t 
of  more  than  ♦400.  In  mOtog  ™L "f^ 
tax  return  for  tlis  calendar  »^-~^f^ 
dudes  his  account  number  Im  «>•  retura 
form  and  in  his  report  oT  s«lf-amployment 
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Ijioom*  on  Sebadnle  SS.  and  hU  employer 
ktontUleatlon  number  In  Scbadule  C  on 
whlon  b*  oomputaa  Um  profit  or  Iom  from 
his  ImaUieai. 

KxompU  (2).  D.  an  Incompetent,  receives 
IQ  1982,  9000  of  Income  from  Inveetments. 
Dt  (xiarfUan.  S.  la  reqiilred  to  Include  in 
the  Ineoma  tax  return  filed  for  D  on  April  15. 
1903,  Dli  account  number.  K  ahatll  not  In- 
doda  hla  own  Identifying  number  In  such 
return. 

tsmmple  (3).  X,  an  organization  exempt 
from  taxation  under  section  501(a).  le  re- 
quired to  file  an  tt""""'  return  of  Informa- 
tion on  Form  990.  In  such  return  filed  for 
the  calendar  year  1963.  X  la  required  to  in- 
clude Ita  employer  Identification  number. 

KxampU  (4).  A.  an  Individual  engaged  In 
a  trade  or  buslneaa  within  the  meaning  of 
this  aeetlon,  dlee  on  July  31,  1902.  In  bla 
will.  A  proTldea  that  after  the  payment  of 
certain  epeelflo  bequeate,  the  reeldue  of  hie 
estate  la  to  be  held  In  truat  for  the  benefit 
at  hla  son,  8.  The  administration  of  A's  es- 
tate Is  completed  on  June  1.  1983.  and  the 
residue  of  the  estate  transferred  to  the 
trustee  for  B.  The  executor  at  A's  estate  Is 
reqtilred  to  Include  the  account  number  as- 
m»gn»ti  to  A  In  A's  final  Income  tax  return 
(Form  1040)  and  In  A's  report  of  self -employ- 
ment Income  on  Schedule  SE  and  Is  required 
to  Include  A's  employer  Identification  number 
In  Schedule  C  filed  with  the  Form  1040.  If 
the  executor  Is  required  to  file  an  Income  tax 
return  (Form  1041)  on  behalf  of  the  estate. 
he  Is  required  to  obtain,  and  Include  therein. 
an  employer  Identification  number  for  the 
estate.  If  the  trustee  Is  required  to  file  an 
income  tax  return  (Form  1041)  on  behalf  of 
the  trust,  he  Is  required  to  obtain,  and  In- 
clude therein,  an  employer  Identification 
number  for  the   trust. 

(Ill)  Return  with  respect  to  another 
person.  Every  person  other  than  an  In- 
dividual not  engaged  in  a  trade  or  busi- 
ness within  the  meaning  of  this  section. 
who  is  reqiilred  to  make  a  return,  state- 
ment, or  other  document  with  respect 
to  another  person  for  any  period  com- 
mencing after  December  31,  1961,  shall 
Include  his  employer  identification  num- 
ber In  any  such  return,  statement,  or 
other  document  filed  after  March  31. 
1902.  Every  individual  not  engaged  in 
a  trade  or  business  within  the  meaning 
of  this  section,  who  Is  required  to  make 
a  return,  statement,  or  other  document 
with  respect  to  another  person  for  any 
period  commencing  after  December  31, 
1961.  shall  Include  his  account  number 
in  any  such  return,  statement,  or  other 
document  filed  after  March  31,  1962.  A 
fiduciary  or  agent  making  such  a  return, 
statement,  or  other  document  for 
another  person  shall  include  therein  the 
identifying  number  of  such  other  person 
and  not  his  own  identifying  number. 

(Iv)  The  application  of  subdivision 
(111)  of  this  subparagraph  may  be  il- 
lustrated by  the  following  example: 

Example.  M,  the  estate  of  a  decedent, 
paid  dturlng  1903.  0700  for  rental  of  a  ware- 
house. The  employer  Identification  number 
of  the  estate  Is  required  to  be  Included  In 
the  Form  1000  and  Form  1099  required  to  be 
filed  In  1904  with  respect  to  such  payment. 
However,  the  person  acting  as  executor  shall 
not  Include  his  own  Identifying  number  In 
such  forms. 

(V)  Exception.  Notwithstanding  the 
provisions  of  subdivisions  (1)  and  (ill)  of 
this  sul^Muragraph.  an  Individual  who 
does  not  have  an  account  number  and 
who  has  not  been  requested  by  the  In- 
ternal Revenue  Service  to  obtain  one  Is 
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not  required  to  Include  an  acount  num- 
ber in  any  return,  statement,  or  other 
dociunent  filed  in  1962. 

(2)  Number  of  person  uHth  respect  to 
whom  return  is  made  by  another — (i) 
General  rule.  Except  as  otherwise  pro- 
vided in  subdivision  (ID  of  this  subpara- 
graph, when  a  return,  statement,  or 
other  document  with  respect  to  any  per- 
son Is  required  to  be  made  by  another 
person  for  any  period  commencing  after 
December  31,  1962,  the  account  number 
or  the  employer  identification  number,  as 
the  case  may  be.  of  the  person  with  re- 
spect to  whom  the  return,  statement,  or 
other  document  is  required  to  be  made 
shall  be — 

(o)  Requested  of  such  person  by  the 
person  required  to  make  such  return, 
statement,  or  other  document: 

(b)  Furnished  by  such  person  to  the 
person  required  to  make  the  return, 
statement,  or  other  document;  and 

(CI  Included  In  the  return,  staiement. 
or  other  document  by  the  person  re- 
quired to  make  It.  An  Individual  who 
receives  amounts  of  Income  in  respect 
of  which  a  return,  statement,  or  other 
document  is  required  to  be  made  by  the 
payer  thereof,  and  which  Is  payable  to 
the  trade  name  of  a  sole  proprietorship 
operated  by  him.  shall  furnish  his  em- 
ployer identification  number  to  the  payer 
of  such  amounts.  If  such  Individual  is 
not  required  to  secure  an  employer  Iden- 
tification number  he  shall  furnish  his 
account  number  to  the  payer.  When  an 
amount  is  made  payable  to  a  fiduciary 
or  agent  and  a  named  or  otherwise  des- 
ignated trust,  estate,  minor,  incompe- 
tent, or  other  person,  the  identifiying 
number  of  such  trust,  estate,  etc.  (clearly 
linked  with  the  name  of  such  trust,  es- 
tate, etc. ) .  and  not  the  identifying  num- 
ber of  the  person  acting  as  fiduciary  or 
agent,  shall  be  Included  by  the  payer  In 
the  return  or  statement  of  Information 
made  by  him  with  respect  to  such  pay- 
ment. 

(ID  Exception.  The  identifying  num- 
ber of  a  payee  is  not  required  to  be  In- 
cluded In  any  return  or  statement  with 
respect  to  payments  made  to  such  payee 
If  the  total  amount  shown  on  such  return 
or  statement  was  paid  to  such  payee 
prior  to  October  1.  1963. 

(iil)  Multiple  payees.  When  an  in- 
formation return  or  statement  Is  required 
to  be  made  by  any  p>erson  with  respect 
to  a  payment  made  by  him  to  more  than 
one  person,  the  identifying  number  of 
only  one  of  such  payees  Is  required  to  be 
requested  of  such  payees  by  the  payer, 
furnished  to  the  payer  by  such  payees, 
and  Included  by  the  payer  ( clearly  linked 
with  the  name  of  the  payee  to  whom  It 
belongs  when  the  surnames  are  different  • 
in  the  return  or  statement  of  Informa- 
tion made  by  him  with  respect  to  such 
payment.  When  the  multiple  payees  are 
husband  and  wife,  the  account  number 
of  the  husband  shall  be  requested  and 
furnished  and  shall  be  included  by  the 
payer  in  the  return  or  statement  of  in- 
formation made  by  him  with  respect  to 
the  payment. 

(Iv)  Meaning  of  terms  (O)  Except  as 
provided  In  (b)  of  this  subdivision,  the 
return  of  any  person  with  respect  to  his 
liability  for  any  tax  imposed  by  subtitle 


A,  or  any  statement  or  documenting 
port  thereof,  is  not  considered  %  nS 
statement,  or  other  document  vH^^ 
spect  to  another  person  for  pupom^ 
this  section.    If  any  such  return  i*^ 
porting  statement  or  document 
information  with  respect  to  ai 
son.  the  Identifying  number  of  _ 
person  shall  not  be  requested  or  fil 
nished.  and  shall  not  be  included  k^ 
return,  statement,  or  other    " 

For  example,  the  identifying 

the  doctor  to  whom  an  IndlvUhai 
payer  has  made  a  payment  for  m 
services  shall  not  be  requested  or  __ 
nished,  and  shall  not  be  Includtd  tati 
individual's  income  tax  retm  an 
though  the  name  of  the  doctor  Bif  || 
required  to  be  furnished  in  nirwU.^ 
the  medical  deduction.  Slmlluli.  (£ 
identifying  number  of  a  newms^r^ 
which  a  manufacturing  corponUtai|H 
made  a  payment  for  advertl^ng  ditllai 
be  requested  or  furnished,  and  dnlig 
be  included  in  the  corporation's  iBfl^ 
tax  return. 

( b )  The  return  of  an  estate  or  tatt 
with  respect  to  its  liability  for  aof  |k 
imposed  by  subtitle  A,  and  any  ili^ 
ment  or  other  document  in  i 
thereof,  shall  be  considered  as  a 
statement,  or  other  document  vUk  „ 
spect  to  each  beneficiary  of  sudi  villi 
or  trust.  Accordingly,  the  fatenUmi 
number  of  each  beneficiary  whose  mm 
is  required  to  be  included  In  any  ■* 
return  or  supporting  statement  or 
ument  shall  be  requested  and  " 
and  shall  be  included  in  such 
supporting  document  to  identify 
beneficiary.  The  term  "benefldanrik 
eludes  heirs,  devisees,  and  legatev. 

(c)  Applications— (1)  General  An«> 
plication  for  an  identifying  noiiv 
shall  be  made  in  accordance  with 
paragraph  by  every  person 
under  this  section  to  Include  his 
fying  number  in  any  return, 
or  other  document  required  to  be^ 
by  him  or  to  furnish  his  IdenttfJrtH 
number  to  another  person  for  indaki 
in  any  return,  statement,  or  other  4» 
ument  required  to  be  filed  by  sudi  oM* 
person.  However,  any  person  who  >■ 
an  identifying  number,  either  an  aeeMl 
number  or  an  employer  IdentlfWwMli 
number,  assigned  to  him  under  pw* 
slons  other  than  the  regulations  IB  Ml 
section  shall  not  make  appllcatto  lit 
another  number  of  the  same  kind  iai> 
this  section.  A  number  so  asslgneljl 
also  prescribed  for  use  In  aoiuidmi 
with  the  requirements  of  this  seetka. 

t2>  Account  number — (D  Ttm«  1& 
filing  application — (a>  During  19il.  Ap- 
plication forms  for  use  in  obtainlBf  •• 
count  numbers  under  this  section  wfll« 
far  as  possible  be  furnished  wlthoatj^ 
quest  durins  1962  to  taxpayers  ~" 
numbers.  Any  individual  so 
with  an  application  form  shall  . 
and  file  it  in  accordance  with  the  Wr 
structions  for  such  form.  A  taxpt|«s 
not  required  under  this  section  to  file  • 
apphcation  for  an  account  number^ 
ing  1962  unless  furnished  with  aniN^ 
cation  A  payer  should  not  reOBi^^ 
payee  to  furnish  him  with  an  ■••'• 
number  before  1963  unless  suchpajW* 
ready  has  a  number. 
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.  Mtt^  1H2.   An  IndiTldual  needing 
^i£j JSnber  after  19<n  sbeJIflto 
^*SSv«tlon  form  in  accordiujee  wttH 
"•SSSTTll)  of  this  subparagraph  tv 
-^JTto  advance  of  the  first  nwijwj 
"S^Mcfa  account  number  to  permit 
'     r^the  number  in  time  for  com- 
J--«»*.  such  requirement. 
^^rm^  requiremenU.    AppU<»tion 
*LiSunt  number  shmU  be  made  on 
^SmSS-5  or  Form  3227.    An ap- 
•gJSform  may  be  obtained  from  any 
iSS^lrector,  or  any  district  offlceof 
«f2£*SSilty  Administration.   TJie 
2j3«rtogether  with  any  ropple- 
SESsUtement,  shaU  be  prepared  In 
*^^?L->  ^th  the  form,  instructlona, 
2riI«latUms  appUcable  thereto,  and 
ffii^Storthf ully  and  clearly  the  dmU 
*£5*cSrf  for   The  appbcation  shmU 
SSd  to  aocordanoe  with  the  Instrue- 
rJTaB  the  form.    An  account  nomoer 
Ha  hTa^lgned  to  the  applicant  in  due 
2m  upon  the  basis  of  information  re- 
SdontheappUcation.   A  card  show- 
SStK.  name  and  account  number  of 
S  indlfidual  to  whom  a  nraaber  hju 
2Jaaiirigned  wiU  be  furnished  to  the 
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BBptaymOBt  Taxes  (26  CFR  Part  31) : 
Psa.  a.  m  Paragraph  (a)  of  1 81.0-2. 

Butvaragraphs     (10)     and     (11)     are 

a^n^ndad  to  read  as  follows: 

§  Sl.0-1     General  definitions  and  use  of 


O)  fwpfoye''   identification  mmber. 
JJacaUon  for  an  employer  ident^Ja- 
SSaber  shall  be  made  on  Form  S8-4. 
1^  88-4  will  generally  be  furnished 
STflD  request  and  may  be  obtataed 
M  any  district  director,  or  any  disMct 
Ze  olt  the  Social  Security  Adminlatra- 
SmT  Hie  appllcaUon.  together  with  any 
^deaentary  statement,  shall  be  pre- 
Zed  in  acooitlance  with  the  form,  iii- 
SrSiwM    and   regulations   appUcable 
CSTand  shaU  set  forth  fully  and 
Saiij  the  daU  therein  called  for.    The 
HBttwtkxi  shall  be  signed  by  (i)  the 
l^,titiMl  If  the  person  is  an  individual: 
(iU  the  president,   vice   president*   or 
other  principal  officer.  If  the  person  U  a 
Mporation;  (iU)  a  responsible  and  duly 
gahorlied   member   or   officer   having 
kaoviedge  of  its  affairs,  if  the  person  is 
s  partnership  or  other  unincorporated 
Qoanlntion:  or  (iv)  the  fiduciary,  if  the 
poKSi  is  a  trust  or  estate.   The  appllca- 
tkn  for  an  employer  Identification  num- 
her  diould  be  filed  approximately  one 
month  to  advance  of  the  first  required 
ne  oC  the  number  to  permit  issuance  of 
the  number  in  time  for  compliance  with 
rach  requirement.   The  application  shall 
be  filed  with  the  district  director  with 
vbom  the  applicant  Is  required  to  file 
hii  Income  tax  return  or  with  whom  the 
•pplieant  would  be  required  to  file  an 
Ineome  tax  return  if  such  a  return  were 
required  of  him.    An  employer  identifi- 
cation number  will  be  assigned  to  the 
ippUcant  in  due  course  upon  the  basis 
ol  Information  reported  on  the  applica- 
tion. 

(d)  Nonresident  aliens.  This  section 
ihall  not  apply  to  nonresident  aliens  not 
engaged  in  trade  or  business  within  the 
United  States  or  to  foreign  corporations 
nt  engaged  in  trade  or  business  within 
fte  United  States  and  not  having  an  of- 
flee  or  place  of  business  or  a  fiscal  or 
paying  agent  In  the  United  States. 

(e)  PenaUy.  For  penalty  for  failure 
to  supply  identifying  number,  see  section 
8678  and  §  301.6676-1  of  this  chapter 
(R^nilatlons  on  Procedure  and  Admin- 
istration) . 


(a)  In  general.  •  •  • 

(10)  Account  number  means  the  iden- 
tif^ng  number  of  an  employee  assigned. 
as  the  case  may  be,  under  the  Internal 
Revenue  Code  of  1954,  under  subchapter 
A  of  chapter  9  of  the  Internal  Revenue 
Code  of  1939.  or  under  title  vm  of  the 
Social  Security  Act.  See  also  S  301.7701- 
11  of  this  chapter  (Regulations  on  Pro- 
cedure and  AdnUnistration) . 

(11)  Identification  number  means  the 
identifsrtng  ntmiber  of  an  employer  as- 
signed, as  the  case  may  be,  under  the 
Internal  Revenue  CJode  of  1954.  imder 
sulx^iapter  A  or  D  of  chapter  9  of  the 
Internal  Rerenue  Code  of  1939.  or  under 
title  vm  of  the  Social  Security  Act.  See 
alio  i  301.7701-12  of  this  chapter  (Regu- 
lations on  Procedure  and  Administra- 
tion). 

Pa«-  S.  In  paragraph  (a)  of  I  Sl.6001-5, 
subparagraph  (1)  is  amended  to  read 
asf<rilow« 


g  31.M91-5  Additional  records  in  con- 
neetion  with  collection  of  income  lax 
at  source  on  wages. 

(a)  •  •  • 

(1)  The  name  and  address  of  the  em- 
ployee, and.  after  December  31. 1962.  the 
accffflnt  number  of  the  employee. 

Paa.  3a.  In  8  31.6011  (a) -7  a  new  paia- 
graph  is  added  as  follows: 
§  31.6011  (a)  -7     Exccnlion  of  returns. 
•  •  •  •  • 

(d)  Reporting  of  identifying  numbers. 
For  provlslans  relating  to  the  reporting 
of  Identifying  numbers  on  returns  re- 
quired tmder  the  regulations  in  this  part, 
see  i  3I.6109-1. 

Pa«.  4.  In  §31.6011(b)-l,  paragraphs 
(a) ,  (b) .  and  (d)  are  amended  to  read 
as  follows: 

5  31.6011  (b)-l      Employen.'     identifica- 
tion nnmbcrs. 

(a)  Revitirement  of  appUcatton— (1) 
In  genenO—d)  Before  May  1,  I9«2    Ex- 
cept as  provided  In  paragraph  (b)   of 
tWs  section,  every  employer  who  on  any 
day  after  December  31.  1954,  and  before 
May  1.  1962,  has  in  his  employ  one  or 
more    Individuals    in    employment   for 
wages  subject  to  the  taxes  imposed  by 
the  Federal  Insurance  Contributions  Act. 
but  who  prior  to  such  day  neither  has 
been  assigned  an  Identification  niunber 
nor  has  appUed  therefor,  shall  make  an 
application  on  Form  SS-4  for  an  Identi- 
fication number. 

(U)  On  or  after  May  1.  1962.  Except 
as  provided  in  paragraph  (b)  of  this  sec- 
tion, every  employer  who  on  any  day 
after  April  30,  1962,  has  In  his  employ 
one  or  more  Individuals  in  employment 
for  wages  which  are  subject  to  the  taxes 
imposed  by  the  Federal  Insurance  Con- 
tributions Act  or  which  are  subject  to  the 
withholding  of  income  tax  from  wages 
under  section  3402,  but  who  prior  to  such 
day  neither  has  been  assigned  an  identi- 
fication number  nor  has  applied  therefor, 
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shall  make  an  appUcatian  on  Form  8S-4 
for  an  IdentUleatian  number. 

(Ui)  Method  of  appHcatkm,    Ttoeap- 
pUcation.    together   with    any   "VPie- 
mentary  statement,  diall  be  prepared  m 
accordance  with  the  form,  Instructions, 
and  regulations  applicable  ttiento.  and 
shall  set  forth  fully  and  dearly  ttte  data 
therein  called  for.    Form  a&-4may  be 
obtained  from  any  district  <ttrector.  or 
any  district  office  of  the  Social  Secnrity 
Administration.    The  appUoatkm  atoU 
be  filed  with  the  district  direetor  wltti 
whom  the  employer  will  file  retacns  pur- 
suant to  i  31.6091-1,  dr  with  the  nearwt 
district  office  of  the  Social  Secailty  Ad- 
ministration.   The  appttcatfcw  diall  be 
signed  by  (a)  the  Individual,  If  ««  «- 
ployer  is  an  individual;  (b)  the  ynaamt. 
vice  president,  or  other  principal  oOleer, 
if  the  employer  is  a  corpoBathm;  (e)  * 
responsible  and  duly  anthortoedaianber 
or  officer  having  knowledge  rf  ita  aflUn, 
if  the  employer  is  a  partner^dp  <»  o«» 
unincorporated  organiMtlon;  or  (d)  the 
fiduciary,  if  the  employer  Is  f*™  or 
estate.   An  identiflcaUon  number  will  be 
assigned  to  the  employer  in  due-coarae 
upon  the  basis  of  the  Inf armatfmre- 
ported  on  the  application  reqpilred  under 
this  section. 

(2)  Time  for  fUing  Form  SS-4.  THe 
application  for  an  IdentiOcation  nuia^ 
ber  shall  be  filed  on  or  before  the  aeventti 

day  after  the  first  payment  of  wagea  to 
which  reference  is  made  to  '^"^^^f^SHSr 
(1)  of  this  paragraph-  Vot  pioflfflflos 
relating  to  the  time  wjien  wages  ««  V^ 
see  S  31.3121  (a) -2  and  paragraph  (b)  o£ 

S  8 1.3402(a) -1.  

(b)  Employers  who  ate  asttgaea  laen- 
tificatioH  numbers  wlthoat  appHo^Um. 
An  identification  number  m^^J*  •*- 
signed,  without  appHeatton  bytoe  em- 
ployer, in  the  case  of  an  empiayer  ^o 
has  in  his  employ  only  emptoyeea  who 
are  engaged  exclusively  to  the  perform- 
ance  of  domesttc  service  to  his  prtvatt 
home  not  on  a  farm  operated  for  profit 
(see  5  31.3121(a)  (7)-l).  If  an  IdentUlca- 
tlon  number  is  so  assigned,  the  cmpl^er 
is  not  required  to  make  an  applicatton 
on  Form  SS-4  for  the  nimiber. 


(d)  Use  of  identification  number.  The 
identification  number  assigned  to  an 
employer  (other  than  a  household  em- 
ployer referred  to  to  paragraph  (b)  of 
this  secUon)  shaU  be  shown  to  the  em- 
ployer's records,  and  shall  be  "howii  to 
his  claims  to  the  extent  required  l^  the 
applicable  forms,  regulations,  and  in- 
structions. For  provisions  relating  to  the 
inclusion  of  identification  numbers  in 
returns,  statements  on  Form  "^-2  and 
depositary  receipts,  see  5  31J109-1. 

Par.   5.     In  5  31.6011(b) -2.  subpara- 
graphs (1)    and  (2)   of  paragraph  (a) 
are  amended,  and  a  new  subparagraph 
Is  added  to  paragraph  (b).  as  follows: 
§3l.6011(b)-2     Employees'     account 
numbers. 
(a)  Requirement  of  appUeation^a) 
In  general— (i)  Before  Novemb&r  1. 1992. 
Every  employee  who  on  any  day  alter 
December  31.  1954,  and  before  NovOTi- 
ber  1    1962,  Is  in  employment  for  ™^ 
subject  to  the  taxes  imposed  by  the  Fed- 
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eral  Iiisur«nce  Contributions  Act,  but 
wbo  prior  to  such  day  has  neither  se- 
eured  an  account  number  nor  made  ap- 
plication therefor,  shall  make  an  appli- 
cation on  Form  SS-5  for  an  account 
number. 

(U)  On  or  after  November  1.  1962. 
Every  employee  who  on  any  day  after 
October  31,  1962,  Is  in  employment  for 
wages  which  are  subject  to  the  taxes 
Imposed  by  the  Federal  Insurance  Con- 
tributions Act  or  which  are  subject  to 
the  withholding  of  income  tax  from 
wages  under  section  3402.  but  who  prior 
to  such  day  has  neither  secured  an  ac- 
count number  nor  made  application 
therefor,  shall  make  an  appUcatlon  on 
R>rm  88-5  for  an  account  number. 

(Ill)  Method  of  application.  The  ap- 
plication shall  be  prepared  in  accord- 
ance with  the  form,  instructions,  and 
regulations  iM?plicable  thereto,  and  shall 
set  forth  fully  and  clearly  the  data 
therein  called  for.  The  employee  shall 
file  the  application  with  any  district  of- 
fice of  the  Social  Security  Administra- 
tion or,  if  the  employee  is  not  working 
within  the  United  States,  with  the  dis- 
trict ofHce  of  the  Social  Security  Ad- 
ministration at  Baltimore.  Maryland. 
^rm  88-5  may  be  obtained  from  any 
district  office  of  the  Social  Seciuity  Ad- 
ministration or  from  any  district  direc- 
tor. An  account  number  will  be  as- 
signed to  the  employee  by  the  Social 
Security  Administration  in  due  course 
upon  the  basis  of  information  reported 
on  the  application  required  under  this 
section.  A  card  showing  the  name  and 
account  number  of  the  employee  to 
whom  an  account  nximber  has  been  as- 
signed will  be  furnished  to  the  employee 
by  the  Social  Security  Administration. 

(2)  Time  for  flUng  Form  SS-5.  The 
application  shall  be  filed  on  or  before 
the  seventh  day  after  the  occurrence  of 
the  first  day  of  employment  to  which 
reference  is  made  in  subparagraph  (D 
of  this  paragraph,  unless  the  employee 
leaves  the  employ  of  his  employer  before 
such  seventh  day.  in  which  case  the  ap- 
plication shall  be  filed  on  or  before  the 
date  on  which  the  employee  leaves  the 
employ  of  his  employer. 

•  •  •  •  • 

(b)  Duties  of  employee  with  respect 
to  hiM  accouiU  number.     •   •   • 

(3)  Fumishina  of  account  number  by 
employee  to  employer.  See  i  31.6109-1 
for  additional  provisions  relating  to  the 
furnishing  of  an  account  number  by  the 
employee  to  his  employer. 

Pak.  6.  In  5  31.6051-1.  subparagraph 
(1)  (i)  (b)  of  paragraph  (a)  is  amended. 
subparagraph  (3)  of  paragraph  id)  is 
deleted,  and  a  new  paragraph  is  added, 
as  follows: 

§  31.6051-1      Statemrats  for  employees. 

(a)  Requirement  if  u>ages  are  subject 
to  unthholding  of  income  tax — <  1  >  Gen- 
eral rule.     (!)••• 

(b)  The  name  and  address  of  the 
employee,  and  his  social  security  account 
number  if  wages  as  defined  in  section 
3121(a)  have  been  paid  or  if  the  Form 
W-2  Is  required  to  be  furnished  to  the 
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employee  for  a  period  commencing  after 
December  31.  1962. 

•  •  •  •  • 

(e>  Cross  references.  For  provisions 
relating  to  the  penalties  provided  for 
the  willful  furnishing  of  a  false  or 
fraudulent  statement,  or  for  the  willful 
failure  to  furnish  a  statement,  see 
5  31.6674-1  and  section  7204.  For  adtii- 
tional  provisions  relating  to  the  Inclu- 
sion of  identification  numbers  and  ac- 
count numbers  in  statements  on  Form 
W-2,  see  5  31.6109-1.  For  provisions  re- 
lating to  the  penalty  for  failure  to  report 
an  identification  number  or  an  account 
number,  as  required  by  S  31.6109-1,  see 
§  301.6676-1  of  this  chapter  (Regulations 
on  Procedure  and  Administration*, 

Par.  6a.  Immediately  after  5  31  6101-1 
there  is  inserted  the  following: 

§  31.6109     Statutory  provision*:  idenlif)- 
infc   numbers. 

3*c.  6109.  Identifying  numbers— {A)  Sup- 
plying of  identifying  numbers.  When  re- 
quired by  regulations  prescribed  by  the 
Secretary  or  his  delegate: 

( 1 )  Inclusion  in  returns.  Any  person  re- 
quired under  the  authority  of  this  title  to 
make  a  return,  statement,  or  other  document 
shall  Include  In  such  return,  statement,  or 
other  document  such  Identifying  number  as 
may  be  prescribed  for  securing  proper  Iden- 
tification of  such  i>erson. 

(2)  Furnishing  number  to  other  persons 
Any  person  with  respect  to  whoni  a  return, 
statement,  or  other  document  Is  required 
under  the  authority  of  this  title  to  be  made 
by  another  person  shall  furnish  to  such  other 
Ijerson  such  Identifying  number  as  may  be 
prescribed  for  securing  his  proper  Identifi- 
cation. 

(3)  Furnishing  number  of  another  person. 
Any  person  required  under  the  authority 
of  this  title  to  make  a  return,  statement,  or 
other  document  with  re8p>ect  to  another 
person  shall  request  from  such  other  person, 
and  shall  Include  In  any  such  return,  state- 
ment, or  other  document,  such  Identifying 
number  as  ma^  be  prescribed  for  securing 
proper  Identification  of  such  other  person 

•  •  •  •  • 

(CI  Requirement  of  information.  For  pur- 
poses of  this  section,  the  Secretary  or  his 
delegate  Is  authorized  to  require  such  In- 
formation as  may  be  necessary  to  assign  an 
Identifying  number  to  any  person. 

(Sec.  6100  as  added  by  sec   1(a).  Act  of  Oct   5 
1961    (Public  Law  87-397.  75  Stat.  828)  ] 

§  31.6109-1       Supplying     of     idrntif>in|( 
numbers. 

ta)  Identification  number.  The  iden- 
tification number  assigned  to  an  em- 
ployer (other  than  a  household  em- 
ployer referred  to  in  paragraph  'b»  of 
5  31.6011(b)-l)  shall  be  shown  in  re- 
turns, statements  on  Form  W-2,  and  de- 
positary receipts  made  by  the  employer, 
piu'suant  to  the  regulations  in  this  part, 
for  any  period  ending  after  June  30, 
1962. 

(b)  Account  number — <1»  Employee 
to  furnish  to  employer.  An  employee  to 
whom  a  statement  on  Form  W-2  is  re- 
quired to  be  furnished  for  any  period 
commencing  after  December  31,  1962. 
shall  furnish  his  account  number  to  each 
employer  required  to  furnish  such  state- 
ment to  him.    For  additional  provisions 
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relating   to   the   furnishing  of 

numbers  by  employees  to  employoa 
paragraph   <b)   of  8  31.601  Kb) -2. 

(2)  Use  of  account  number  by  |^ 
plover.  Each  statement  required  ts  b 
furnished  to  an  employee  on  Fona  iS 
for  any  period  commencing  aft»  ^w 
cember  31,  1962,  shall  show  the  smim 
number  of  the  employee.  For  sddlili^ 
provisions  relating  to  requirement  t^ 
furnishing  a  statement  on  Fona  W4. 
see  S  31.6051-1.  ^ 

<3)  Use  of  account  number  by  i^ 
ployee  representative.  An  employeei^ 
resentative  shall  include  his  smo^ 
number  on  any  return  on  Form  CI-I 
made  by  him.  pursuant  to 
(at  <2)  of  S  31.6011  (a) -2.  for  any 
commencing  after  Jvme  30.  1982. 

( c )  Procedure  for  applying  for  Mm, 
tifying  number — (1)  Identificatkmwm> 
ber.  Every  employer  who  has  not  h^ 
assigned  an  identification  number.  iM 
who  is  not  otherwise  required  by  i  SUHl 
I  b)  -1  to  make  application  therefor,  AA 
make  an  application  on  Form  88-4  fti 
an  identification  niunber.  For  pim. 
sions  relating  to  the  procedure  to  || 
followed  in  applying  for  an  IdentUkaHM 
number,  see  paragraph  (a)  of  ISlJRl 
(b)-l. 

<2)  Aqcount  number.  An 
representative  who  has  not  been 
an  account  number,  and  who  !■ 
otherwise  required  by  §  3 1.60 11(b) -4 1| 
make  application  therefor,  shaO  bnIi 
an  application  on  Form  SS-5  for  in  » 
count  number.  The  application  Ml 
be  filed  on  or  before  the  last  day  of  fh 
first  calendar  quarter,  beginning  lAv 
June  30,  1962.  for  which  the  cmpky 
representative  is  required  to  make  •  i^ 
turn  on  Form  crr-2.  For  provMai 
relating  to  the  procedure  to  be  foOenl 
in  applying  for  an  account  number,  m 
paragraph  (a)(1)  of  5  31.6011(b)-l 

id>  Penalty.  For  provisions 
to  the  penalty  for  failure  to  supply 
identification  number  or  an 
number,  as  required  by  this  section,  m 
5  301.6676-1  of  this  chapter  (RegulsttOB 
on  Procedure  and  Administration). 

Excise  Tax  on  Use  of  Certain  HichvV 
Motor  Vehicles  (26  CFR  Part  41): 

Par.  7.  Immediately  after  S  41-61I1-1 
there  is  inserted  the  following: 

§  11.6109     -Statutory  provisions;  iiluri^ 
ing   numbers. 

Sec  6109  Identifying  numbers — (a)  H^ 
plying  of  identifying  numbers.  Vfhm  !•• 
quired  by  regulations  prescribed  by  •• 
Secretary   or   his   delegate: 

(1)  Inclusion  in  returns.  Any  penoo  It- 
quired  under  the  authority  of  this  tttkjt 
make  a  return,  statement,  or  other  doeOMil 
shall  include  In  such  return,  sUtenMSt.  • 
other  document  such  Identifying  n\imb«« 
may  be  prescribed  for  securing  prop«  !••• 
tlflcntlon  of  such  person. 

•  •  •  •  • 

(CI  Requirement  of  information.  For|»» 
poses  of  this  aactlon,  the  Secretary  or  M 
delegate  Is  authorlied  to  require  tuch  In- 
formation as  may  be  necessary  to  MitfB  m 
Identifying  number   to  any  i>er»on, 

I  Sec    6109  as  added  by  sec.  1(a),  Actof  <)ii 
5.  1961   (Public  Ukw  87-397,  76  Stat.  9M)] 


•J     .•«..tL»     M  may  be  parescrlbed  for  securing  proper 
.^jiW^l     Employer     idenlificanon     j^^„ufl'c»tUm  of  «uch  person. 

•      .^nher*.  .  •  •  •  • 

(c)  Bequirement  of  information.  For 
purpoMt  at  this  seetion.  the  Secretary  or  bis 
delegate  Is  autborlsed  to  require  such  in- 
formatt<m  as  may  be  necessary  to  assign  an 
Identifying  number  to  any  person. 
[See.  6109  m  added  by  sec.  1(a) .  Act  of  Oct. 
5.  1961    (PubUc  Law  87-397.  75  Stat.  828)  ] 

§45.6109-1      Employer     identification 
munbers. 


/  1  RMuirement  of  af»pItco«oii--(l) 
^^-22?    An  application  on  Form 
ilWwaemployer  identification  num- 
*^i5l^  made  by  every  person  to 
jr*^ a  highway  motor  ^djlclete 
•SLSVt  a  Ume.  after  AprU  80. 1963. 
"gf*fS«able  use  of  such  vehicle  oc- 
••^litwho  prior  to  such  time  neither 
2%SSu^ed  an  employer  IdenUfl- 
aJT^^nor  has  applied  therefor. 
2?i^tion.  together  with  any  sup- 
2iSa^  statement,  shall  be  prepared 
"•TS-Sance  with  the  form.  Instruc- 
l^^latlons  applicable  thereto 
*JiSset  forth  fully  and  clwrly  the 
jimSeln  called  for.   Form  SS-4  may 
^JS^  from  any  district  toector 
SL^SSlcatlon  shall  be  filed  with  the 
i^LMtriirector  with  whom  returns  re- 
SSf^SS^t  to   5  41.6011(a)-l  wm 
jfSd^the  person  who  Is  requ^ 
SSteieapplicaUon.    The  appllca- 
if£l  be  signed  by  d)  the  todlvldual. 
ySr^n  is  an  individual:  (11)  the 
SJSdmT  vice  president,  or  other  prin- 
SSSteer,  if  the  person  Is  a  corpora- 
2?  ST*  responsible  and  du^»»^': 
S'Bember  or  officer  having  knowledge 
7m  affairs,  if  the  person  Is  a  partner- 
iiiror  other  unincorporated  organlra- 
S- «  (lv>  «^e  fiduciary.  If  the  person 
iTtttistor  estate    An  employer  Identm- 
SlS^umber  will  be  •ssigned  to  the 
!Soi  to  due  course  upon  the  basis  of 
^xmOfm  reported  on  the  appUcaUon 
MOlred  under  this  section. 
"SrSme  for  filing  Form  SS-4-    The 
HDltostlon  for  an  employer  Identiflca- 
SjOTber  shall  be  filed  on  or  before 
te  Kventh  day  after  the  rate  of  the  first 
SETtS.  after  April  30,  1992.  ot  a 
mnnj  motor  vehicle  which  is  regls- 
^  tn  the  name  of  the  person  who  Is 
iMOlred  to  make  the  appUcatlon. 

(b)  Use  of  employer  identtUation 
Muter.  The  employer  identlflcatton 
nirnhM-  assigned  to  a  person  liable  for 
tbe  tax  Imposed  by  section  4481  shaU  be 
ihown  ta  any  return,  statement,  or  other 
do(j«ment  made  by  such  person  for  any 
period  commencing  after  June  30. 1962. 

(c)  Cross  references.  For  the  deflnl- 
tton  o<  the  term  "employer  idenUflcatlon 
wmber".  see  !  301.7701-12  of  this  chap- 
ter (Regulations  on  Procedure  and  Ad- 
■Inktration).  For  provisions  relating  to 
the  penalty  for  failure  to  Include  the 
cmiilayer  identification  number  to  a  re- 
turn, statement,  or  other  document,  see 
I  M1.067&-1  of  this  chapter  (Regulations 
on  Procedure  and  Administration) . 


Miscellaneous  Stamp  Taxes  (26  CFR 
Part  45): 

Pai.  8.  Immediately  after  5  45.6101-1 
there  Is  inserted  the  following: 

145.6109     Statutory    provisions:    ideiili- 
fying  number^k. 

8«c.  6109.  Identifying  numbers — (a)  Sup- 
Vifing  of  identifying  numl>en.  Wben  re- 
quired by  regulations  prescribed  bjr  the  Sec- 
retary or  his  delegate: 

(1)  Inclusion  in  returns.  Any  person  re- 
qrtfred  under  the  authority  of  tbli  title  to 
nakt  a  return,  statement,  or  other  docu- 
■Mit  riuOl  Include  In  such  return,  statement, 
«  other  docnment  such  Identifying  ntmiber 


(a)  Requirement  of  application^- il) 
In  general.   An  application  on  Form  SS-4 
for  an  employer  Identification  nimiber 
Bhall  be  made  by  every  person  who.  at 
any  time  after  April  SO.  1962.  performs 
any  act  with  respect  to  which  a  tax  is 
imposed  by  section  4461.  4471.  4821,  or 
4841.  but  who  prior  to  such  time  neither 
has  been  assigned  an  employer  identifica- 
tion ntmiber  nor  has  appUed  therefor. 
The  application,  together  with  any  sup- 
plementary statement,  shall  be  prepared 
to  accordance  with  the  form,  instructions, 
and  regulations  applicable  thereto,  and 
shall  set  forth  ful^  and  clearly  the  data 
thereto  called  for.    Form  SS-4  may  be 
ototatoed  from  any  district  director.   The 
application  shall  be  filed  with  any  district 
director  with  whwn  a  return  on  Form  11 
or  Form  11-B  will  be  filed  by  the  person 
who  Is  nqulied  to  make  the  appUcatlon. 
The  application  shall  be  signed  by  (i)  the 
Individual.  If  the  person  is  an  individual; 
(11)  the  president,  vice  president,  or  other 
IKixietpal  officer,  if  the  person  is  a  cor- 
poration; (III)  a  responsible  and  duly  au- 
thorised member  or  officer  having  knowl- 
edge of  its  affairs,  if  the  person  is  a 
partnership    or    other    unincorporated 
organlzaUon;  or  (iv)  the  fiduciary,  if  the 
pexaon  Is  a  trust  or  estate.   An  employer 
identification  number  will  be  assigned  to 
the  persMi  to  due  course  upon  the  basis  of 
information  reported  on  the  application 
required  under  this  section. 

(2)  Time  for  filing  Form  SS-4.  The 
application  for  an  employer  identifica- 
tion number  shall  be  filed  on  or  before 
the  seventh  day  after  the  date  of  per- 
formance, by  the  person  who  is  required 
to  make  the  application,  of  the  first  act 
after  April  30.  1962,  with  respect  to 
which  tax  Is  impsoed  by  sections  4461, 
4471.  4821.  or  4841. 

(b)  Use  of  employer  identification 
number.  The  employer  identification 
ntunber  assigned  to  a  person  liable  for 
the  tax  imposed  by  sections  4461,  4471, 
4821,  or  4841  shall  be  shown  in  any  re- 
turn, statement,  or  other  document  made 
by  such  person  for  any  period  com- 
mencing after  Jime  30,  1962. 

(c)  One  number  per  taxpayer.  Each 
taxpayer  shaU  make  application  for,  and 
shall  be  assigned,  only  one  employer 
identification  number,  regardless  of  the 
number  of  places  of  business  for  which 
the  taxpayer  is  required  to  file  Form  11 

or  Form  11-B.  .^    ^  ^   ■ 

(d)  Cro5s  references.  For  the  defini- 
tion of  the  term  "employer  identification 
number",  see  S  301.7701-12  of  this  chap- 
ter (Regulations  on  Procedure  and  Ad- 
ministration). For  provisions  relating 
to  the  penalty  for  faUure  to  include  the 
eoiployer  Identification  number  to  a  re- 
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turn,  sUtement.  or  other  document,  eee 
i  301.6676-1  of  thla  chapter  (Regula- 
tions on  Procedure  and  Administration) . 

Regulations  Rdatlng  to  MiseellKneoas 
Excise  Taxes  Payable  by  Return  (26  CFV, 

Part  46):  .  .^«.,  , 

Par.  9.  Immediately  after  §46.6101-1 
there  is  Inserted  the  following: 
§46.6109  Sututory  provieime;  identi- 
fying numbers. 
Sk:.  6109.  Identifying  numbers— (%)  Sup- 
plying of  identifying  «««««'••  ^™«»  J*" 
quired  by  regulaUone  prescribed  by  the  8ee- 
retary  or  his  delegate: 

(1)  Inclusion  in  returns.  Any  person  re- 
quired under  the  authority  of  «ils  tltte  to 
make  a  return,  statement,  oc  other  document 
shall  Include  In  such  return,  statement,  or 
other  document  such  IdMitlfylng  anmhor  •• 
may  be  prescribed  for  securing  proper  Iden- 
tification of  such  person. 


(c)  Requirement  of  InfonmOton.  For 
purposes  of  this  section,  the  Becretsry  or 
his  delegate  Is  authortaed  to  requtreewch 
Information  as  may  be  naceseary  to  aaelgn 
an  IdentUylng  number  to  any  person. 
r  Sec.  6109  as  added  by  sec  1  (a) .  Act  o«  Oct.  6, 
1961     (PubUc    Law    87-397.    75    Stat.    828)] 

§46.6109-1     Employer    MenOficnliwi 

nniubcrs. 
(a)  Requirement  of  oppHcfl«o»--a) 
In   general.    An  application  on  Fonn 
SS-4  for  an  employer  IdentlUc^ton  num- 
ber shall  be  made  by  every  person  who, 
at  any  time  after  April  80.  1«62,  per- 
forms any  manufacturing  or  processing 
operation  with  respect  to  which  a  tax  is 
imposed  by  section  4501(a)  or  4511,  but 
who  prior  to  such  time  neltho:  has  been 
assigned     an    employer     Hlpnliflfattfm 
number  nor  has  appUed  therefor.    Tpe 
application,  together  with  any  mvple- 
mentory  statement,  shall  be  Prepand  to 
accordance  with  the  form,  inctructions. 
and  regulaUons  applicable  thereto,  and 
ShaU  set  forth  fully  and  clearly  the  data 
therein  called  for.    Form  SS-4  niaybe 
obtained  from  any  district  director.   The 
application  shaU  be  filed  with  any  dis- 
trict director   with  whom  returns  on 
F\>rm  720  will  be  filed  by  the  person  wbo 
is  required  to  make  the  application.    The 
application  shall  be  signed  by  <i)   the 
individual,  if  the  person  is  an  Indlvlduar, 
(ii)  the  president,  vice  president,  or  other 
principal  oflloer,  if  the  person  is  a  cor- 
poration; (Ui)  a  responsible  and  duly  au- 
thorized member  or  ofllcer  having  knowl- 
edge of  Its  affairs.  If  the  person  is  a 
partnership  or  other  unincorporated  or- 
ganization ;  or  (iv)  the  fiduciary,  if  the 
person  is  a  trust  or  estate.    An  employer 
identification  number  will  be  assigned  to 
the  person  in  due  course  up<m  the  basis 
of  information  reported  on  the  VM>lica- 
tion  required  under  this  section. 

(2)  Time  for  filing  Form  SS~i.  The 
appUcation  for  an  employer  identifica- 
tion number  shall  be  filed  on  or  before 
the  seventh  day  after  the  date  of  per- 
formance by  the  person  who  is  required 
to  make  the  application,  of  the  first  man- 
ufacturing or  processing  (HDeration  aXter 
April  30.  1962,  with  respect  to  which  a- 
tax  is  imposed  by  flection  4S0l(a)  or 
4511. 
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(b)  U»e  of  employer  identification 
number.  The  employer  Identlflcatlon 
number  aaslgiMd  to  a  parson  liable  for 
the  tax  impnwwrt  by  section  4501(a)  or 
4511  shall  be  shown  in  any  return,  state- 
ment, or  other  document  made  by  such 
person  for  any  period  commencing  after 
December  31.  1961,  and  fUed  after  June 
30.  1962. 

(c)  CTroM  references.  For  the  defini- 
tion of  the  term  "employer  identification 
number",  see  i  301.7701-12  of  this  chap- 
ter (Regulations  on  Procedure  and  Ad- 
ministration). For  provisions  relating 
to  the  penalty  for  failure  to  include  the 
employer  Identification  number  in  a  re- 
turn, statement,  or  other  dociunent,  see 
i  301.6676-1  of  this  chapter  (Regulations 
on  Procedure  and  Administration) . 

Pak.  10.  In  (46.6302(c)-l,  subpara- 
graph (3)  of  pcu-agraph  (a)   Is  deleted. 

Manufacturers  and  Retailers  Excise 
Taxes  (26  CFR  Part  48) : 

Pab.  11.  Immediately  after  §  48.6011 
(c)-l  there  Is  inserted  the  following: 

§  48.6109    Suitntory  provisions;  identify. 
ing  niunber«. 

Sac.  0100.  Identifying  numbCTS — (a)  Sup- 
plying of  identifying  numbers.  When  re- 
quired by  reg\ilations  prescribed  by  the 
Secretary  or  hla  delegate: 

(1)  Ineluaion  in  returns.  Any  person  re- 
quired under  the  authority  of  this  title  to 
make  a  return,  statement,  or  other  docu- 
ment shall  Include  In  such  retiu-n.  statement, 
or  other  dociunent  such  Identifying  number 
as  may  be  prescribed  for  securing  proper 
Identification  of  such  person. 

•  •  •  •  • 

(c)  Requirement  of  information.  For  pur- 
poses of  this  section,  the  Secretary  or  his 
delegate  is  authorised  to  require  such  Infor- 
mation as  may  be  necessary  to  assign  an 
Identifying  numt>er  to  any  person. 

[Sec.  6100  as  added  by  sec.  1(a),  Act  of  Oct  5, 
1961  (PubUo  Law  87-397.  76  Stat.  828)  ] 

8  48.6109-1     Employer     identification 
number*. 

(a)  Reouirement  of  application — (I) 
In  general.  An  application  on  Form 
SS-4  for  an  employer  identification 
number  shall  be  made  by  every  person 
who.  at  any  time  after  April  30,  1962. 
makes  a  sale  of  an  article  with  respect 
to  which  a  tax  is  imposed  by  chapter  31 
or  32  of  the  Code,  but  who  prior  to  such 
time  neither  has  been  assigned  an  em- 
ployer identification  number  nor  has  ap- 
plied therefor.  The  application,  together 
with  any  supplementary  statement,  shall 
be  prepared  in  accordance  with  the  form. 
Instructions,  and  regulations  applicable 
thereto,  and  shall  set  forth  fully  and 
clearly  the  data  therein  called  for.  Form 
SS-4  may  be  obtained  from  any  district 
director.  The  application  shall  be  filed 
with  the  district  director  with  whom  re- 
turns on  Form  720  will  be  filed  by  the 
person  who  is  required  to  make  the  ap- 
plication. The  application  shall  be 
signed  by  (1)  the  individual,  if  the  per- 
son is  an  individual:  (ii)  the  president. 
vice  president,  or  other  principal  officer. 
if  the  person  Is  a  corporation;  (iiii  a  re- 
sponsible and  duly  authorized  member  or 
officer  having  knowledge  of  its  affairs,  if 
the  person  is  a  partnership  or  other  un- 
incorporated organization:  or  (iv)  the 
fiduciary,  if  the  person  is  a  trust  or  es- 
tate.   An  employer  identification  num- 


PROPOSED  RULE  MAKING 

ber  will  be  assigned  to  the  person  in  due 
course  upon  the  basis  of  information  re- 
ported on  the  application  required  under 
this  section. 

(2)  Time  for  filing  Form  SS-4.  The 
application  for  an  employer  identifica- 
tion number  shall  be  filed  on  or  before 
the  seventh  day  after  the  date  of  the  first 
sale  of  an  article,  after  April  30,  1962, 
with  respect  to  which  a  tax  is  imposed 
by  chapter  31  or  32  of  the  Code. 

(b)  Use  of  employer  identification 
number.  The  employer  identification 
number  assigned  to  a  person  liable  for 
a  tax  imposed  by  chapter  31  or  32  of  the 
Code  shall  be  shown  in  any  return,  state- 
ment, or  other  document  made  by  such 
person  for  any  period  commencing  after 
December  31.  1961.  and  filed  after 
June  30.  1962. 

(O  Cross  references.  For  the  defini- 
tion of  the  term  "employer  identification 
number",  see  5  301.7701-12  of  this  chap- 
ter (Regulations  on  Procedure  and  Ad- 
ministration » .  For  provisions  relating 
to  the  penalty  for  failure  to  include  the 
employer  identification  number  in  a  re- 
turn, statement,  or  other  document,  see 
§301.6676-1  of  this  chapter  (Regula- 
tions on  Procedure  and  Administration ) , 

Facilities  and  Services  Excise  Taxes 
(26  CFR  Part  49): 

Par.  12.  Immediately  after  5  49.4287-1 
there  is  inserted  the  following: 

Subpart  G — Refunds  and  Other  Ad- 
ministrative Provisions  of  Special 
Application  to  Facilities  and  Serv- 
ices Taxes 

§  49.6109     Statutory  provisions;  identify- 
ing  numbers. 

Sec.  6109.  Identifying  numbers — (a)  Sup- 
plying of  identifying  numbers.  When  re- 
quired by  regulations  prescribed  by  the  Sec- 
retary or  his  delegate: 

(1)  Inclusion  in  returns.  Any  person  re- 
quired under  the  authority  of  this  title  to 
make  a  return,  statement,  or  other  docimient 
shall  Include  In  such  return,  statement,  or 
other  document  such  Identifying  number  as 
may  be  prescribed  for  securing  proper  iden- 
tification of  such  person. 

•  •  •  •  • 

(c)  Requirement  of  information.  For  pur- 
poses of  this  section,  the  Secretary  or  his 
delegate  Is  authorized  to  require  such  in- 
formation as  may  be  necessary  to  assign  an 
Identifying  number  to  any  person. 

I  Sec.  6109  as  added  by  sec.  1(a).  Act  of 
Oct  5.  1961  (Public  Law  87-397;  75  Stat. 
828)  I 

§19.6109-1       Fmplo>er     identifirulion 
nunibors. 

(at  Requirement  of  applicatiOJi — d^ 
In  general.  An  apphcation  on  Form  SS- 
4  for  an  employer  identification  number 
shall  be  made  by  every  person  who.  at 
any  time  after  April  30.  1962.  receives  a 
payment  for  a  facility  or  service  with 
respect  to  which  a  tax  Is  imposed  by 
chapter  33  of  the  Code,  but  who  prior 
to  such  time  neither  has  been  assigned 
an  employer  identification  number  nor 
has  applied  therefor.  The  application, 
together  with  any  supplementary  state- 
ment, shall  be  prepared  in  accordance 
with  the  form,  instructions,  and  regula- 
tions applicable  thereto,  and  shall  set 
forth  fully  and  clearly  the  data  there- 
in called  for.     Form  SS-4  may  be  ob- 


tained from  any  district  director.  iu 
application  shall  be  filed  with  the  -"---' 
director  with  whom  returns  on 
will  be  filed  by  the  person  who  Is 
to  malce  the  application.  The 
tion  shall  be  signed  by  (i)  the  indtvl^ 
if  the  person  is  an  individual;  (U^S 
president,  vice  president,  or  other  pi? 
cipal  officer,  if  the  person  is  a  corpus 
tion;  (iii>  a  responsible  and  d^ 
authorized  member  or  officer  btHm 
Icnowledge  of  its  affairs,  if  the  PiqZ 
is  a  partnership  or  other  uninc(»pon^ 
organization;  or  <i\)  the  fiduciary,  if ^ 
person  is  a  trust  or  estate.  An 
identification  number  wiU  be 
the  person  in  due  course  upon  the 
of  information  reported  on  the 
tion  required  imder  this  section. 

(2)  Time  for  filing  Form  SS-4.  J^ 
application  for  an  employer  *-*TnttiM 
tion  number  shall  b^  filed  on  or  b^m 
the  seventh  day  after  the  date  o(  tb 
first  receipt  of  a  payment,  after  April  ^ 
1962.  for  a  facility  or  service  wlthi«pMt 
to  which  a  tax  is  Imposed  by  chapt«  Q 
of  the  Code. 

lb)  Use  of  employer  identiHesUm 
number.  The  identification  numbers^ 
signed  to  a  person  liable  for  a  tax  |^ 
posed  by  chapter  33  of  the  Code  shsDki 
shown  in  any  return,  statement,  w  ottv 
document  made  by  such  person  for  mt 
period  commencing  after  December  S, 
1961.  and  filed  after  June  30,  1962. 

( c )  Cross  references.  For  the  diM* 
tion  of  the  term  "employer  Identiflnlla 
number",  see  S  301.7701-12  of  thlydM^ 
ter  ( Regulations  on  Procedure  and  Ad* 
ministration).  For  provisions  relate 
to  the  penalty  for  failure  to  Include  fti 
employer  identification  number  in  a  i^ 
turn,  statement,  or  other  document  m 
i  301.6676-1  of  this  chapter  (RegulatlM 
on  Procedure  and  Administration). 

Machine  Guns  and  Certain  Other  Pitt* 
arms  (26  CFR  Part  179) : 

Par.  13.  26  CFR  Part  179,  Maebte 
Ouns  and  Certain  Other  Flreazms,  li 
amended  by  inserting  immediately  iftar 
S  179.52  three  new  sections  as  folkfwi: 


f,  February  24,  1962 

'      «s^  oeriod  ending  June   SO.   1962. 
•»  21  hM  neither  secured  an  employer 
Son  number  nor  made  »PPUc»- 


§  179.S2* 
ber. 


Employer  identifiratioa  i 


The  employer  identification  numlMr 
(defined  at  8  301.7701-12  of  this  chapter) 
of  the  taxpayer  who  has  been 
such  a  number  shsdl  be  shown  on 
Form  11.  including  amended  Fona  11, 
filed  pursuant  to  the  provisions  of  ^U^ 
part  for  any  period  commencing  sftv 
June  30,  1962.  Failure  of  the  tazps9« 
to  include  his  employer  IdentUhsMla 
number  on  Form  11  may  result  In  as- 
sertion and  collection  of  the  pensUl 
specified  in  S  301.6676-1  of  this  chapter. 

(75  Stat.  828;  96  UjS.C.  9100.  6876) 

§  179.52b     Application     for    emplsT* 
identification   number. 

(a)  An  employer  identification  nun- 
ber  will  be  assigned  pursuant  to  apiill* 
cation  on  Form  SS-4  filed  by  the  tai- 
payer.  Form  SS-4  may  be  obtained  ftai 
the  district  director  with  whom  the  Pons 
11  is  required  to  be  filed. 

(b)  An  application  on  Form  aMf« 
an  employer  identification  number  iImI 
be  made  by  every  taxpayer  who  fll«*  • 
return  on  Form  11  before  May  1,  UBi 


SSor  prior  to  May  1.  1962.   Such 
*^  on  Form  S&-4  shall  be  fUed 


.'orlSore  May  7.  1962 
■< J  An  application  on  Form  SS-4  for 
!LSoyer  identification  number  shall 
f^Mde  by  every  taxpayer  whose  first 
^*rL  Form  11  is  filed  on  or  after 
2Jf?  lS62.  but  who  prior  to  the  flUng 
y^  flr^t  return  on  Form   11   has 
*JS^  secured  an  employer  identiflca- 
■JSrnber  nor  made  appUcation  there- 
Sr   aach  application  on  Form  SS-4 
Jill  beSed  on  or  before  the  sevwith 
JJ^gfer  the  date  on  which  such  first 
5Lfi  on  Form  11  is  filed. 
^i)  Xach  taxpayer  shall  make  appU- 
I  Hx  and  shall  be  assigned  only  one 
»ifer  Identification  number,  regard- 
[rf  the  number  of  places  of  business 
_  which  the  taxpayer  is  required  to 
fBeFormll- 

(1l8»t.838:  26  use.  6109) 

1 179.52c     Execution  of  Form  SS-4. 

tbe  M>plication  on  Form  SS-4,  togeth- 
tf  with  any  supplementary  statement, 
ten  be  prepared  in  accordance  with  the 
SJb.  Instructions,  and  regulations  ap- 
^Mim  thereto,  and  shaU  set  forth  fully 
;^  dearly  the  data  therein  called  for. 
Tte  application  shall  be  filed  with  any 
^Met  director  with  whom  a  return  on 
m  11  will  be  filed  by  the  person  who 
Mnanlred  to  make  the  appUcation.  The 
aaitation  shall  be  signed  by  (a)   the 
ZStflAial  if  the  person  is  an  individual: 
OA  fbs  president,  vice  president,  or  other 
oteilpal  officer,  if  the  person  is  a  cor- 
^oratton:   (O    a  responsible  and  duly 
Ji^borlied   member    or    officer   having 
lOMvtodge  of  its  affairs,  if  the  pcwon 
h  a  partnership  or  other  unincorporated 
oumtoUon;  or  (d)  the  fiduciary,  if  the 
penoQ  is  a  trust  or  estate. 

(It  Stat.  838;  26  U.S.C.  6109) 
limior  Dealers  (26  CPR  Part  194) : 
Fas.  14.  26  CFR  Part  194,  Liquor  Deal- 
ers, is  amended  as  follows: 

1194.106      [Amendment] 

(A)  Section    194.106    is    amended    as 

foDows: 

(1)  By  renumbering  paragraphs  (d), 
je),  and  (f)  as  (e),  (f),  and  (g), 
"  reflectively ; 

(1)  By   inserting,   immediately   after 

paragraph  (c),  the  following  new  para- 

iraph: 

(d)  The  employer  identification  num- 
ber (see  \\  194.106a-194.106c); 

SDd 

(3)  By  changing  the  citation  at  the 
Old  of  the  section  to  read  "(68A  Stat. 
782.  846;  75  Stat.  828;  26  UJS.C.  6011. 
7011,6109)'. 

(B)  By  inserting,  immediately  after 
{ 194.106,  three  new  sections  as  follows- 
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part  for  any  period  commenchig  after 
June  80,  1062.  Failure  of  the  taxpayer 
to  include  his  employer  identification 
number  on  Form  11  may  result  in  asser- 
tion and  collection  of  the  penalty  speci- 
fied in  1 801.6676-1  of  this  chapter. 

(75  But.  SaS:  36  U.S.C.  6109.  6676) 


g  194.1C^     Application    for    employer 
identification  number. 

(a)  An  employer  identification  num- 
ber will  be  assigned  pursuant  to  applica- 
tion on  Ptorm  SS-4  filed  by  the  taxpayer. 
Form  SS-4  may  be  obtained  from  the 
district  director  with  whom  the  Form  11 
is  required  to  be  filed. 

(b)  An  applicatton  on  Form  SS-4  for 
an  employer  identification  ntimber  shall 
be  made  by  every  taxpayer  who  filed  a 
return  on  Form  11  before  May  1,  1962, 
for  the  period-ending  Jime  30,  1962,  and 
who  has  neither  secured  an  employer 
identification  number  nor  made  applica- 
tion therefor  prior  to  May  1,  1962.  Such 
appUcation  on  Form  SS-4  shall  be  filed 
on  or  before  May  7.  1962. 

(c)  An  appUcation  on  Form  SS-4  for 
an  employer  identification  number  shaU 
be  made  by  every  taxpayer  whose  first 
return  on  Form  11  is  filed  on  or  after  May 

I  1962.  but  who  prior  to  the  filing  of 
such  first  return  on  Ponn  11  has  neither 
secured  an  employer  idenliflcation  num- 
ber nor  made  appUcation  therefor.  Such 
appUcation  on  Form  SS-4  shaU  be  fUed 
on  or  before  the  seventh  day  after  the 
date  on  which  such  first  return  on  Form 

II  is  filed.  ,  ,. 
(d)  Ba<di  taxpayer  shaU  make  appU- 
cation for  and  shaU  be  assigned  only  one 
employer  identification  number,  regard- 
less of  the  number  of  places  of  business 
for  which  the  taxpayer  is  required  to 
file  Form  11- 

(76  8Ut.  828;  26  U.S.C.  6109) 

§  194.106c     Execution  of  Form  SS-4. 


i  194.106a      Employer 
number. 


identifiration 


The  employer  identification  number 
(fleflned  at  §  301.7701-12  of  this  chapter) 
of  the  taxpayer  who  has  been  assigned 
such  a  number  shall  ber  shown  on  each 
l"onn  11,  Including  amended  Form  11, 
AM  pursuant  to  the  provisions  of  this 


The  appUcation  on  Form  SS-4    to- 
gether with  any  supplementary  state- 
ment. ShaU  be  prepared  in  accordance 
with  the  form,  instructions,  and  regula- 
tions appUcable  thereto,  and  sh^l  set 
forth  fuUy  and  clearly  the  data  therem 
caUed  for.   The  appUcation  shaU  be  filed 
with  any  district  director  with  whom  a 
Jet^  on  Form  11  wUl  be  filed  by  the 
person  who  is  required  to  make  the  ap- 
pUcation.     The    application    shaU    be 
^ed  by  (a)  the  individual,  if  the  per - 
wn  is  an  individual:  (b)  ttie  President, 
vice  president,  or  other  principal  officer, 
if  the  person  is  a  corporation;  (c)  a  re- 
sponsible and  duly  authorized  member  or 
officer  having  knowledge  of  its  ajairs,  if 
ttie  person  is  a  partiiership  or  other  un- 
incorporated organization;   or    <d)    the 
fiduciary,   if  the  person  is  a  trust  or 
estate. 

(75  SUt.  8&8;  26  U.S.C.  6109) 

Stills  (26  CFR  Part  196): 

Par.    15.  26   CFR  P^rt   196.   Stills,  is 
amended  as  foUows: 
§  196.84      [Amendment] 

(A)  Section  196.34  is  amended  by 
striking  the  word  'form"  at  ttie  end  of 
tiie  section,  and  inserting  in  lieu  thereof 
the  words  "headings  on  the  form  ana 
the  instructions  thereon  or  issued  in  re- 
spect thereto";  and 
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(B)  By  Inserting,  immediately  aft« 
S  196.34,  three  new  seetkms  at  follows: 
§  196.84a     Employer  i^mtificatMrn  num- 
ber. 

Itie  employer  identification  number 
(defined  at  8  301.7701-12  of  this  chap* 
ter)  of  the  taxpayer  who  has  been  as- 
signed such  a  number  shall  be  shojrn 
on  each  Itorm  11,  Including  amended 
Form  11,  filed  pursuant  to  the  provi- 
sions of  this  part  for  any  P«*>^«>Mn- 
mencing  after  June  30.  1962.  Future 
of  the  taxpayer  to  include  hl»  employer 
identification  number  on  Form  "  "W 
result  in  assertion  and  coUectlon  of  «» 
penalty  specified  in  S  301.6676-1  of  this 
chapter. 

(75   Stat.   828;    26   U.S.C.   6109.  6676) 
§  196.84b     AppUcati<m     for     employar 
identification  nundier. 

(a)  An  employe  identification  num- 
ber wiU  be  assigned  pursuant  to  aw)U- 
cation  on  Form  S&-4  filed  by  the  tax- 
payer. Form  SS-4  may  be  obtained 
from  the  district  director  with  ^mo^ 
the  Form  11  is  requh^  to  »«  *2®T#^ 

(b)  An  appUcation  on  Form  8&-4  »r 
an  employer  identification  number  ahaU 
be  made  by  every  taxpayer  who  filed  a 
return  on  Ftorm  11  before  M^  1-  l*^' 
for  the  period  ending  June  30,  1062,  and 
who  has  neither  secured  an  anP|<^^ 
identification  number  nor  made  Wfi^ 
cation  therefor  prior  to  May  1,  1»«. 
Such  appUcation  on  Form  SS-4  shaU  be 
fUed  on  <x  before  May  7,  1962. 

(c)  An  appUcation  on  Form  88-4  lor 
an  employer  identification  number  ^all 
be  made  by  every  taxpayer  whose  first 
return  on  Form  11  is  filed  on  or  after 
May  1.  1962,  but  who  prior  to  the  flUng 
of  such  first  return  on  Form  11  *»•• 
neither  secured  an  employer  IdoitifiiOK- 
tion  number  nor  made  WHMication 
therefor.  Such  appUcation  on  Fwm 
SS-4  shaU  be  filed  on  or  before  the  sev- 
enth day  after  the  date  on  which  suoi 
first  retvim  on  Form  11  is  filed. 

(d)  Each  taxpayer  shaU  make  appli- 
cation for  and  shaU  be  assigned  only 
one  employer  identification  number,  re- 
gardless of  the  number  of  places  of  busi- 
ness for  which  the  taxpayer  is  requhred 
to  fUe  Form  11. 


(76  Stat.  828;  26  U.S.C.  6109) 

§  196.34c     Execution  of  Form  SS-4. 

The  appUcation  on  Form  SS-4,  to- 
gether with  any  supplementary  state- 
ment, ShaU  be  prepared  in  accordance 
with  the  form,  instructions,  and  regulA- 
tions  appUcable  thereto,  and  sb^  ■«* 
forth  f uUy  and  clearly  the  data  tt»ePrtB 
called  for.   The  appUcation  shall  be  ffled 
with  any  district  dh-ector  with  whom  a 
return  on  Form  11  will  be  filed  by  the 
person  who  is  required  to  make  the  ap- 
pUcation.     The    ftPPU<»tl<m    shall    be 
signed  by  (a)  tiie  individual,  if  Uie  per- 
son is  an  individual:  (b)  the  predjent. 
vice  president,  or  other  principal  oflleer. 
if  the  person  is  a  corporation;  <c)  •re- 
sponsible and  duly  authorised  member  or 
officer  having  knowledge  of  its  »natts. 
if  the  person  is  a  partnership  or  othjw 
unincorporated  organization;  <»  <<»>.  ^■J* 
fiduciary,  if  the  person  Is  a  trust  or 
estate. 
(75  Stat.  828;  M  U.8.C.  610©) 
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DrMTlMfCk  on  DLsUUed  SoiriU  Used  in 
M«Biiteetiiriiw  Moobeverace  Products 
(M  C7R  Part  107)  : 

Pah.  16.  16  CPR  Part  197.  Drawback 
on  Dlatilled  Spirits  Used  in  Mannfactur- 
Inff  Monkaveraffe  Products.  U  amended 
asfoUo^: 


g  197.29      [AMmdmrnt] 

(A)  SecCiim  197.29  is  amended  as  fol- 
lows: 

(1)  Br  renumberlnc  paracraphs  <b). 
<e).  and  (d)  as  (e).  (d),  and  (e».  re- 
mMCttvoly;  and 

(2)  Bj  inserting,  immediately  after 
para«raph  (a) .  tbe  f  oliowinc  new  para- 
craph: 

(b)  The  employer  Identification  num- 
ber (see  II  197.29ar-197.29c) : 

(B)  By  Inserting,  immediately  after 
I  197.29,  three  new  sections  as  follows: 

g  197.29a      Ejaploycr  identi  Aral  ion  num- 

Ttie  emidoyer  identification  number 
(defined  at  S  201.7791-12  of  this  chapter) 
of  the  ttxprnrer  who  has  been  assigned 
such  a  number  shall  be  shown  on  each 
Form  11.  indndlng  amended  Porm  11. 
fllsd  pursuant  to  the  prorisions  ot  this 
part  for  any  period  commencing  after 
June  30, 1962.  Paitaire  of  the  taxpayer  to 
^»wi»iivi^  his  cmpbqrer  identlfleatkm  nimi- 
ber  on  Form  11  may  resuH  in  assertion 
and  colleetion  of  the  penalty  specified 
in  I  801.6f7ft-l  of  this  chapter. 

(75  Stat.  S38:  26  XT.S.C.  6109.  6676) 


§197.29^ 


for    rmployt 


■Ui 

(a)  An  employer  Identification  num- 
ber win  be  assigned  pursuant  to  applica- 
tion on  Form  38-4  filed  by  the  taxpayer. 
Form  8S-4  may  be  obtained  from  the 
district  director  with  whom  the  Ponn  11 
Is  required  to  be  filed. 

(b)  An  application  on  Porm  88-4  for 
an  employer  Identtficstion  munber  shall 
be  made  by  crery  taxpayer  who  filed  a 
retom  on  Form  11  before  May  1.  1962. 
for  the  period  ending  Jime  30,  1962.  and 
who  has  neither  secured  an  employer 
Idoitlflcatlon  number  nor  made  applica- 
tion therefor  prior  to  May  1 .  1962.  Such 
application  on  Porm  SS-4  shall  be  filed 
on  or  before  May  7,  1962. 

(e)  An  aM^lcatlon  on  Porm  SS-4  for 
an  employer  identification  number  shall 
be  made  by  every  taxpayer  whose  first 
return  on  Form  11  Is  filed  on  or  after 
May  1.  1962,  but  who  prior  to  the  filing 
of  such  first  return  on  Form  11  has 
neither  secured  an  employer  identifica- 
tion number  nor  made  application  there- 
for. Such  application  on  Porm  SS-4 
shall  be  filed  on  or  before  the  seventh 
day  after  the  date  on  which  such  first 
return  on  Form  11  is  filed. 

(d)  Each  taxpayer  shall  make  appli- 
cation for  and  dball  be  assigned  only  one 
eqoi^oyer  Identification  number,  regard- 
less of  the  number  of  places  of  business 
for  which  the  taxpayer  is  required  to 
file  Form  11. 
(79  etai.  am:  m  vmjc  •io») 

I  197.29e     E«c«li«i  of  Form  SS-4. 

The  application  on  Porm  SS-4.  to- 
gether with  aiu^  supplementary  state- 
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ment.  shall  be  prepared  in  accordance 
with  the  form,  instructions,  and  regula- 
tions applicable  thereto,  and  shall  set 
forth  fully  and  clearly  tiie  data  therein 
called  for.  The  application  shall  be  filed 
with  any  district  director  with  whom  a 
return  on  Form  11  will  be  filed  by  the 
person  who  is  required  to  malce  the 
application.  The  application  shall  be 
signed  by  ia»  the  individual,  if  the  per- 
son is  an  individual;  ib»  the  president, 
vice-prcsident.  or  other  principal  officer, 
if  the  person  is  a  corporation;  (c)  a 
responsible  and  duly  authorized  member 
or  officer  having  knowledge  of  its  af- 
fairs, if  the  person  is  a  partnership  or 
other  unincorporated  organization;  or 
<d)  tlie  fiduciary,  if  the  person  is  a  trust 
or  estate. 

(75   Stat.   828;    26   U  S  C    6100) 

Distilled  Spirits  Plants  i26  CFR  Part 
201): 

Par.  17.  26  CTR  Part  201.  DistiUed 
Spii-its  Plants,  is  amended  by  inserting, 
immediately  after  3  210.32.  five  new 
sections  as  follows: 

§  20 1 .32a      Dau  r(M|uirei  on  Form  1 1 . 

Each  return  on  Form  11  shall  be  pre- 
pared in  accordance  with  the  headings 
on  the  form  and  the  instructions  there- 
on or  issued  in  respect  thereto,  and  shall 
include  the  following : 

(a)  Where  the  rectifier  is  an  in- 
dividual or  a  corporation,  the  true  name 
of  such  individual  or  corporation; 

(b)  In  the  case  of  a  partnership,  the 
true  name  of  each  and  every  person  com- 
prising the  partnership; 

(c)  The  employer  identification  num- 
ber (see  SS  201.32c-201.32e) ; 

(d>  The  exact  location  of  tlie  place  of 
business,  by  name  and  number  of  build- 
ing or  street  or.  where  these  do  not  exLst. 
by  some  particularization  in  addition  to 
the  post  office  address; 

(e»  The  kind  and  class  of  tax  (see 
5  201.31); 

(f )  All  other  infonnation  provided  for 
on  the  form. 

(68A  SUt.  732.  946.    75  SUt    828.   26  USC. 
6011,  7011.  6109) 

§  201.32b      Exe<-ution  of  Form   11. 

The  return  on  Form  1 1  of  an  Individual 
proprietor  shall  be  signed  by  the  proprie- 
tor; the  return  of  a  partnership  shall  be 
signed  by  a  member  of  the  firm ;  and  the 
return  of  a  corporation  shall  be  signed 
by  a  duly  authorized  officer  thereof: 
Provided,  That  any  Individual,  partner- 
ship, or  corporation  may  appoint  an 
as;ent  to  sign  In  his  behalf.  In  each  case, 
the  person  signing  the  return  shall 
designate  his  capacity  as  "individual 
owner."  "member  of  fiim. "  •agent."  "at- 
torney-in-fact" or.  in  the  ca.se  of  a  cor- 
poration, the  title  of  the  ojflcer.  Re- 
ceivers, tnistees,  assignees,  executors, 
administrators,  and  other  legal  repre- 
sentatives wlio  continue  the  business  of 
a  rectifier  by  reason  of  death.  Insolvency, 
or  other  circumstances,  shall  indicate  the 
fiduciary  capacity  in  which  they  act. 
Returns  signed  by  persons,  as  agents  or 
attorneys-in-fact,  will  not  be  accepted 
unless,  in  each  Instance,  the  principal 
named  on  the  return  has  executed  a 
power  of  attorney  authorizing  such  per- 


son to  sign  the  return,  and  muh  Ji^ 
of  attorney  is  filed  with  the  (tUsSZ 
rector.  Form  11  shall  be  verUItijJj[ 
written  declaration  that  the  ntanit||Z 
been  executed  under  the  penalUss  of  hT 
Jury. 

(68A  Stat  748.  749,  75  Stat.  838;  M  Oai! 
6061,  6066,  6109j 

§  201. 32r      Kinplo.>er  idrntifiratioa  a^ 
Imt. 

The   employer    identification  BUi^ 
(defined  at  S  301.7701-12  of  thiscbapliK) 
of  the  taxpayer  who  has  been  i 
such  a  number  shall  be  shown  _ 

Form  11.  including  amended  Ftan  U, 
filed  pursuant  to  the  provisions  flf  |^ 
part  for  any  i;}eriod  commsnelnc  aiy. 
June  30. 1962.  Failure  of  the ' 
Include  his  employer  identiflcatloa; 
ber  on  Form  1 1  may  result  in  UH.««it 
and  collection  of  the  penalty  ■p^'^Bidli 
:  301.6676-1  of  this  chapter. 

(75  Stat    828,   26  USC    6109.  ««7«) 

§  20I.32d      .\ppli«'at*on     for 
identiiication   number. 

(a)  An  employer  identificaUoo 
ber  will  be  assigned  pursuant  to  wrplVfli 
Uon  on  Form  SS-4  filed  by  the  i£iagm. 
Form  SS-4  may  be  obtained  fnxa  Ok 
district  director  with  whom  the  Foca  U 
is  required  to  be  filed. 

(b)  An  application  on  Form  88^  far 
an  employer  identification  mUBbff  jImI 
be  made  by  every  taxpayer  who  AM  • 
return  on  Form  11  before  May  I.  Ml 
for  the  period  ending  June  30.  VMX,  at 
who  has  neither  secured  an  tmtktK 
identification  number  nor  made  wBfl^ 
tion  therefor  prior  to  May  1. 19C2. 
application  on  Form  SS-4  shall  hs 
on  or  before  May  7.  1962. 

ic)  An  application  on  Porm  88-4  lor 
an  employer  identification  numhsf  4hD 
be  made  by  every  taxpayer  wbOM  ftH 
return  on  Form  11  is  filed  on  at  Ite 
May  1,  1962,  but  who  prior  to  the  fflliig 
of  such  first  return  on  Form  II  tai 
neither  secured  an  employer 
tion  number  nor  made  appUcation  I 
for.  Such  application  on 
shall  be  filed  on  or  before  the  seventbdv 
after  the  date  on  which  such  first 
on  Form  11  is  filed. 

( d »   Each  taxpayer  shall  make  i 
tion  for  and  shall  be  assigned 
employer  Identification  number. 
less  of  the  number  of  places  tl ' 
for  which  the  taxpayer  is  required  to  ffle 
Porm  11. 

(73  Slit    828:  26  US  C.  6109) 

§  201.S2r      Fxpculion  of  Form  9S-4. 

The  application  on  Form  SS-4^Jo- 
gether  with  any  supplementary 
ment,  shall  be  prepared  in  acer 
with  the  form,  instructions,  and  . 
tions  applicable  thereto,  and  liiaB  m 
forth  fully  and  clearly  the  data  tlMV^ 
called  for.  The  application  shaB  bsikd 
with  any  district  director  with  wham* 
return  on  Form  1 1  will  be  fUsd  If  •* 
person  who  Is  required  to  make  tbe  W- 
plication.  The  application  shall  » 
signed  by  (a)  the  individual.  If  tt»p^ 
son  is  an  individual;  (b)  the  pre 
vice  president,  or  other  principal 
if  the  person  is  a  corjwratkm;  <g)^9J 
sponsible  and  duly  authorised  mi 


^Lfiiia^,  February  U»  1962 

_  having  knowledge  of  its  affairs.  If 
^^         is  a  partnership  or  other  un- 
_5-<l  organization;   or   (d)   *lie 
Vuthe  person  is  a  trust  or  estate. 

'^tW8:a6U.S.C.6109) 

--r  (26  CFR  Part  245): 

fT  IS    26  CFR  Part  245,  Beer,  is 
.^SJi-d  by  inserting,  immediately  after 
ygBSJ^four  new  sections  as  follows: 
,a|{|.T^     Dala  required  on  Form  11. 

•.i^  return  on  Form  11  shaU  be  pre- 

"SVaccordance  with  the  headings 
SSi  form  and  the  histructlons  thereon 
Srond  1"  respect  thereto,  and  shall 
JLnde the  following:  ^  ^,  , 

■^Twbere  the  taxpayer  is  an  indlvi- 
Jior  a  corporation,  the  true  name  of 
5  individual  or  corporation ; 
^>  m  the  case  of  a  partnership,  the 
t-Jnwne  of  each  and  every  person  com- 
SSnT  the  partnership ; 
•TTThe  employer  identification  num- 
J  (see  II  245.76b-245.16d) ; 

<d)  The  exact  location  of  the  Place  of 
J^--  by  name  and  number  of  bulld- 
Jj;nteet  or,  where  these  do  mjt  exist^ 
tonBke  particularization  in  addition  to 
y^  post  office  address: 
(«)  The  class  of  tax ;  .  ^  ^  - 

(i)  All  other  information  provided  for 
OB  the  form. 

imk  BUX.  732,  846;    75  Stat.  828;    26  U.S.C. 
mi,  ton.  6109) 

1 24S.7<U>  Employer  identification  num- 
ber, 
•nje  employer  identification  number 
(Mtaed  at  i  301.7701-12  of  this  chap- 
tff)  of  the  taxpayer  who  has  been  as- 
rioied  such  a  number  shall  be  shown 
on  each  Form  11.  including  amended 
Ptrm  11,  filed  pursuant  to  the  provisions 
of  this  part  for  any  period  commencing 
iftar  June  30.  1962.  Failure  of  the  tax- 
ptyer  to  Include  his  employer  identlflca- 
tton  number  on  Form  11  may  result  in 
■Mrtlon  and  collection  of  the  penalty 
vedfied  in  §  301.6676-1  of  this  chapter. 

(T»  8Ut.  828;  26  U.S.C.  6109.  6676) 

I  S45.76e     Application     for     employer 
Uientification   number. 

(a)  An  employer  identification  num- 
ber win  be  assigned  pursuant  to  appli- 
estion  on  Porm  SS-4  filed  by  the  tax- 
payer. Ftorm  SS-4  may  be  obtained 
fram  the  district  director  with  whom 
the  Form  11  is  required  to  be  filed. 

(b)  An  application  on  Form  SS-4  for 
in  employer  identification  number  shall 
be  made  by  every  taxpayer  who  filed  a 
return  on  Porm  11  before  May  1,  1962, 
foe  the  period  ending  June  30,  1962,  and 
who  has  neither  secured  an  employer 
identification  number  nor  made  appUca- 
ttOQ  therefor  prior  to  May  1, 1962.  Such 
•nflleation  on  Form  SS-4  shall  be  filed 
dB  or  before  May  7.  1962. 

(c)  An  appUcation  on  Form  SS-4  for 
sn  employer  identification  number  shall 
be  nude  by  every  taxpayer  whose  first 
return  on  Form  11  is  filed  on  or  after 
Msy  1,  1962.  but  who  prior  to  the  filing 
of  such  first  return  on  Form  11  has 
neither  secured  an  employer  identifica- 
tion number  nor  made  application  there- 
for. Such  application  on  Porm  SS--4 
iban  be  filed  on  or  before  the  seventh 
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day  after  the  date  on  which  such  first 
x«tum  on  Form  11  is  filed. 

(d)  Eaoh  taxpayer  shall  make  appli- 
cation tot  and  shall  be  assigned  only  one 
employer  identiflcatlon  number  regard- 
less of  the  ntunb^  of  places  of  business 
for  which  the  taxpayer  is  required  to  file 
Form  11. 

(76  8Ut.  838:  26  U.S.C.  6109) 

§  245.76d     Execution  of  Form  SS-4. 

The  application  on  Porm  SS-4,  to- 
gether with  any  supplementary  state- 
ment, shall  be  prepared  in  accordance 
with  the  form,  Instructioivs,  and  regula- 
tions applicable  thereto,  and  shall  set 
forth  f \illy  and  clearly  the  data  therehi 
called  for.  The  application  shall  be 
filed  with  any  district  dh-ector  with 
whom  a  return  on  Porm  11  will  be  filed 
by  the  person  who  is  reqxUred  to  make 
the  application.  The  application  shall 
be  signed  by  (a)  the  hidlvidual.  if  the 
person  is  an  individual;  ^b)  the  presi- 
dent, vice  president,  or  other  prlivcipal 
ofllcer.  if  the  person  is  a  corporation; 

(c)  a  responsible  and  duly  authorized 
.  member  or  officer  having  knowledge  of 

its  affairs,  if  the  person  is  a  partnership 
or  other  uidncorporated  organization;  or 

(d)  the  fiduciary,  if  the  person  is  a  trust 
or  estate. 

(76  Stat.  828;  26  U.S.C.  6109) 

Procedure  and  Administration  »26 
CFR  Part  301): 

Par.  19.  Section  301.6109  is  renum- 
bered, is  amended  to  change  the  number 
of  the  statute  set  forth  therein,  and  a 
historical  note  Is  added  at  the  end  there- 
of, as  follows: 

§301.6110      Statutory    provisions;    cross 
references. 

Sec. '6110.  Cross  references.  (1)  For  re- 
ports of  Secretary  of  Agriculture  concerning 
cotton  futures,  see  section  4876. 

(2)  Tor  Inspection  of  returns,  order  forms. 
and  preecrlptions  concerning  narcotics,   see 

section  4778.  ^      ^ 

(3)  Tot  Inspection  of  returns,  order  forms, 
and  preacriptions  concerning  marihuana,  see 
section  4773.  ^,    ^  , 

(4)  Pot  authority  of  Secretary  or  his  dele- 
gate to  furnish  list  of  special  taxpayers,  see 

section  4775. 

(6)  rot  inspection  of  reccards,  returns,  etc., 
concerning  gasoline  or  lubricating  oils,  see 
section  4102. 
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by  another  penon  shall  furnish  to  such  other 
person  such  identif:th>8  number  aa  may  Iw 
prescribed  for  secur^  his  proper  identifi- 
cation. 

(3)  Furniahing  number  of  another  per$on. 
Any  person  required  under  the  authority  of 
this  title  to  make  a  return,  statement,  or 
other  dociunent  with  respect  to  aaothar  per- 
son shall  request  from  such  other  peraon,  and 
shall  include  in  any  su<di  return,  atatement, 
or  other  document,  such  identifying  number 
as  may  be  prescribed  for  aeeurlng  proper 
Identification  of  such  other  person. 

(b)  Limitation.  (1)  fccept  aa  iwwrlded  in 
paragraph  (2),  a  return  of  any  penon  with 
respect  to  his  liabiUty  for  tax,  «  any  atate- 
ment  or  other  docxunent  in  support  ttaaraof . ' 
shall  not  be  considered  ttx  purposaa  of  i*a- 
graphs  (2)  and  (3)  of  subsection  (a)  lii  a 
return,  statement,  or  other  document  with 
respect  to  another  person. 

(2)  For  purposes  of  paragraphs  (2)  and 
(3)  of  subsection  (a),  a  return  of  an  estate 
or  trust  with  respect  to  its  llaMUty  tot  tax. 
Mid  any  statement  or  otber  document  In  sup- 
port thereof.  shaU  be  considered  as  a  rettirn, 
statement,  or  other  document  with  respect 
to  each  benefkiiary  of  such  estate  or  trust. 

(c)  Requirement  of  Hiformation.  Por  pur- 
poses of  this  section,  the  Secretary  ot  his 
delegate  is  authoriaed  to  require  stich  IMot- 
matlon  as  may  be  necessary  to  assign  an 
Identifying  nxmibfer  to  any  person. 
iSec.  6109  as  added  by  sec.  1(a),  Act  ofDct.  5. 
1961  (Public  Law  87-397,  75  Stot.  888)  ] 

§  301.6109-1     Identifying  Bambers. 

For  provisions  concerning  the  request- 
ing and  fumishhig  of  identifytog  num- 
bers and  their  inclusion  in  ^^etums. 
statements,  or  other  documents,  see  the 
regulations  relathig  to  the  particular 
tax. 

Par.  21.  Immediately  after  I  301.6675- 
1  there  are  inserted  the  foUowlng  new 
sections : 


ISec  6110  as  renumbered  by  sec.  1(a).  Act 
of  Oct.  5.  1961  (Public  Law  87-397,  75  Stat. 
828)1 

Par.  20.  Immediately  after  §  301.6108-1 
there  are  hiserted  the  following  new 
sections: 

§  301.6109      Statutory  provisions ;  identi- 
fying numbers. 

Sac.  6109.  Identifying  numbers— (a)  Sup- 
plytng  of  identifying  numbers.  When  re- 
quired by  regulations  prescribed  by  the  Sec- 
retary or  his  delegate: 

(1)  Inclusion  in  returns.  Any  person  re- 
quired under  the  authority  of  this  title  to 
make  a  return,  statement,  or  other  document 
shall  include  in  such  return,  statement,  or 
other  document  such  identifying  number  as 
may  be  prescribed  for  securing  proper  identi- 
fication of  such  person. 

(2)  Furniahing  number  to  other  persons. 
Any  person  with  respect  to  whom  a  return, 
statement,  or  other  document  Is  required 
under  the  authority  of  this  title  to  be  made 


§  301.6676     Statutory  provisioBs;  faihire 
to  supply  identifying  numbers. 

Sec  6676.  Foilure  to  supply  iientify*!^ 
numbers— (a)  Ci»il  penalty.  If  •^TP"*" 
who  Is  required  by  regulations  prescribed 
under  section  6109 — 

(1)  To  include  his  identifying  number  m 
any  return,  statement,  or  other  document, 

(2)  To  furnish  his  identifying  number  to 
another  person,  or  ^  ^  * 

(3)  To  Include  in  any  return,  statement, 
or  other  document  made  with  respect  to  an- 
other person  the  identifying  number  of  such 
other  person. 

fails  to  comply  with  such  requirement  at  the 
time  prescribed  by  such  regulations,  sucb 
person  shall  pay  a  penalty  of  $5  f  ot  each  such 
failure,  unless  it  is  shown  that  such  failure 
Is  due  to  reasonable  cause. 

(b)  Deficiency  procedures  not  to  apply. 
Subchapter  B  of  chapter  68  (relating  to 
deficiency  procedures  for  inc«ne.  estate,  a»d 
gift  taxes)  shall  not  apply  in  respect  of  the 
assessment  or  collection  of  any  penalty  im- 
posed by  subsection  (a) . 
ISec  6676  as  added  by  sec.  Kb) .  Act  of  Oct. 
6,  1961  (Public  Law  87-897,  78  Stat.  6S8)  ] 

§  301.6676-1      Penalty  for  failvre  to  sup- 
ply  identifying  numlier. 

(a)  /n  general.  Except  as  provided  in 
paragraph  (c)  of  this  section,  if  ihy 
person  who  is  required  by  the  regulations 
under  section  6109 — 

( 1 )  To  include  his  identifying  number 
in  any  return,  statement,  or  other  docu- 

(2)  To  furnish  Ids  identifying  number 
to  another  person,  or 


,  > 
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(3)  TO  Include  In  any  return,  state- 
ment, or  otber  document  made  with  re- 
Bpeet  to  anotber  penon  the  identifying 
niunber  of  such  other  person. 

faUa  to  comply  with  guch  requirement  at 
the  time  prescribed  by  such  regulations, 
such  person  sball  pay  a  penalty  of  $5 
for  eaefa  such  failure.  Such  penalty 
shall  be  paid  In  the  same  manner  as  tax 
upon  the  issuance  of  a  notice  and  de- 
mand therefor. 

(b)  Dt/ldency  procedures  not  to  ap- 
ply. SubclukPter  B.  chapter  63.  of  the 
Code  (daflclency  procedures)  shall  not 
apply  in  inspect  of  the  assessment  or 
eoUeetiOD  of  the  penalty  set  forth  in 
pMragrairii  (a)  of  this  section. 

(c)  Reaaondble  cause.  If  any  person 
who  is  raiuired  by  the  regulations  under 
section  6109  to  supply  an  identifying 
number  fails  to  comply  with  siM;h  re- 
quiremoit  at  the  time  prescribed  by  such 
rwulaikjos,  bat  establishes  to  the  satis - 
faction  of  the  district  director  or  the 
direetor  of  the  regional  service  center 
that  such  failure  was  due  to  reasonable 
cause,  the  penalty  set  forth  In  paragraph 
(a)  of  this  section  shall  not  apply. 

(d)  Per  tons  required  to  supply  iden- 
tifying numbers.  For  regulations  urfder 
section  6109  relating  to  persons  required 
to  supply  an  identifying  number,  see  the 
regulations  relating  to  the  particular  tax. 

Pa«.  M.  Section  •01.7701-11  is  renum- 
bered and  ankended  to  read  as  follows 

8  301.7701-13     Other  terms. 

Any  terms  which  iu«  defined  In  sec- 
tion 7701  and  which  are  not  defined  in 
88  301.7701-1  to  301.7701-12,  inclusive. 
Shan,  when  used  in  this  chapter,  have 
the  meanings  assigned  to  them  In  section 
7701. 

Pah.  23.  Immediately  after  5  301.7701- 
10  there  are  Inserted  the  following  new 
sections: 


f  SdI.7701-11      Aeroaiu  ai 

For  purposes  of  this  chapter,  the  term 
"account  number"  means  the  identify- 
ing ntmiber  of  an  izhdividttal  which  is 
assigned  piursuant  to  section  6011(b)  or 
coxreaponding  provisions  of  prior  law.  or 
pursuant  to  sectioa  6109,  and  in  which 
nine  digits  are  separated  by  hyphens  as 
follows:  000-00-0000.  The  terms  "ac- 
count oiiflBber"  and  "social  sectuity  ac- 
count number"  refer  to  tihe  same  niunber. 

§  301.7701-12     Enplorer    i^enti&calion 

■nmbcr. 
For  ptirposes  of  this  chapter,  the 
term  "employer  identification  number" 
means  the  Identifying  number  of  an  in- 
dividual or  other  person  (whether  or  not 
an  employer)  which  is  assigned  pursuant 
to  seetloKi  6011(b)  or  corresponding  pro- 
visions of  prior  law.  or  pursuant  to  sec- 
tion 6109,  and  in  which  nine  digits  are 
separated  by  a  hyphen,  as  follows:  00- 
0000000.  The  terms  "employer  identifl- 
catlcm  number"  and  "identification  num- 
ber" (defined  in  5  31.0-2(a)  (11)  of  this 
efaapter  (EmploiFmait  Tax  Regulations ) ) 
refer  to  the  same  niunber. 

IF.R.    Doc.    flO-1918:    FUed.    Feb.    23,    1»«2; 
•  :60  ajn.) 


PROPOSED  RUL£  MAKING 

126  CFR  Parts   151,   1521 

REGULATIONS  RELATING  TO  THE  USE 
OF  IDENTIFYING  NUMBERS 

N«tic«  of  PrafMsad  RuU  Making 

Notice  Is  hereby  given,  pursuant  to 
the  Administrative  Procedure  Act,  ap- 
proved June  11.  1946.  that  the  regula- 
tions set  forth  in  tentative  form  below 
are  proposed  to  be  prescribed  jointly  by 
the  Commissioner  of  Internal  Revenue 
and  the  Commissioner  of  Narcotics,  with 
the  approval  of  the  Secretary  of  the 
Treasury.  Prior  to  the  final  adoption 
of  such  regulations,  consideration  will 
be  given  to  any  comments  or  suggestions 
pertaining  thereto  which  are  submitted 
in  writing,  in  duplicate,  to  the  Commis- 
sioner of  Internal  Revenue.  Attention: 
T:P,  Wa^ttngton  25.  DC.  within  the 
period  oflPwiys  from  the  date  of  publi- 
cation of  this  rvotice  in  the  Ptderal  Rec- 
iSTU.  Any  person  submitting  written 
comments  or  suggestions  who  desires  an 
opportunity  to  comment  orally  at  a  pub- 
he  hearing  on  these  proposed  regulations 
stiould  submit  his  request,  in  writing,  to 
the  Commissioner  within  the  30 -day 
period.  In  such  a  case,  a  public  hearing 
will  be  held  and  notice  of  the  time,  place, 
and  date  will  be  published  In  a  subse- 
quent issue  of  the  Feder.al  Register. 
The  proposed  regulations  are  to  be  is- 
sued under  the  authority  contained  in 
section  7805  of  the  Internal  Revenue 
Code  of  1954  t68A  Stat  917;  26  U  S  C. 
7805 1 . 

I  SEAL]  Mortimer  M.  Caplih, 

Commissioner  ol  Internal  Revenue. 

In  order  to  conform  the  regulations 
relating  to  Regulatory  Taxes  on  Nar- 
cotic Drxigs  (26  CTFR  Part  151)  and  the 
Regulations  Under  the  Marihuana  Tax 
Act  of  1937.  As  Amended  (26  CFR  Part 
152)  to  the  amendments  made  to  the 
Internal  Revenue  Code  of  1954  by  the 
Act  of  October  5,  IMl  (Public  Law  87- 
397,  75  Stat.  828).  authorizing  the  re- 
quirement of  identifying  numbers,  the 
regulations  are  amended  as  follows : 

Regulatory  Taxes  on  Narcotic  Drugs 
(26  CFR  Part  151)  : 

Paragraph  1.  Immediately  after  8  151- 
29  there  is  inserted  the  following: 

§  151.30      Employer   identificalion    num- 
bers. 

(a)  Except  as  provided  in  paragraph 
(b)  of  this  section,  an  application  on 
Form  SS-4  for  an  employer  identifica- 
tion number  shall  be  made  by  every 
person  who,  at  any  time  after  April  30. 
1962.  performs  any  act  with  respect  to 
which  a  tax  is  imposed  by  section  4721. 
but  who  prior  to  such  time  neither  has 
been  assigned  an  employer  identifica- 
tion number  nor  has  applied  therefor. 

( b  >  The  provisions  of  this  section  shall 
not  apply  in  respect  of  those  employees 
and  ofBcials  referred  to  in  section  4772. 

(c)  The  application  on  Form  SS— 4. 
together  with  any  supplementary  state- 
ment, shall  be  prepared  in  accordance 
with  the  form,  instructions,  and  regula- 
tions applicable  thereto,  and  shall  set 
fc«lh  fully  and  clearly  the  data  therein 
called  for.  Form  88-4  may  be  obtained 
from  any  district  director.    The  appli- 
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cation  on  Form  SS-4  shall  be  fll^  ^^ 
any  district  director  with  wh*^  j^P 
turn  on  Form  678  will  be  fllsd  |f  £ 
person  who  is  required  to  soaks  V^am 
plication.  The  application  shall  be  2 
on  or  before  the  seventh  day  i"~  ^^ 
first  date,  after  April  30.  1961.  < 
occurs  any  act  with  respect  fa) 
tax  is  Imposed  by  section  4m! 
application  shall  be  signed  by  <i|  Hi 
individual,  if  the  person  is  an  li^M> 
ual;  (2)  the  president,  vice  presltei^n 
other  principal  officer  if  the  peaoD  k  s 
corporation;  (3)  a  responsible  and |% 
authorized  member  or  ofllcer  tmttm 
knowledge  of  its  affairs,  if  the  petmk 
a  partnership  or  other  uninoorponlil 
organization;  or  (4)  the  flitndm.  If 
the  person  is  a  trust  or  estate.  AaW 
ployer  identification  number  wfll  bSM. 
signed  to  the  person  in  due  eovne  ^n 
the  basis  of  the  informatioa 
on  the  application  required  under 
section. 

I  d )  The  employer  Identifloattai  mm- 
ber  assigned  to  a  person  llaUs  f«r  ttc 
tax  imposed  by  section  4721  skal  ki 
shown  in  any  return,  statement,  or  oiHr 
document  made  by  such  persoa  fw  t^ 
period  commencing  after  June  M,  INL 
I  e )  Each  taxpayer  shall  make  tppll- 
cation  for.  and  shall  be  asstgnsd,  mif 
one  employer  identification  naBlkir,s«> 
gardless  of  the  number  of  yiatm  sf 
business  for  which  the  tazpaiw  is  i*. 
quired  to  file  Form  678. 

(f)  For  the  definition  of  tbe  t— 
'employer  identification  numbet",  m 
i  301.7701-12  of  this  chapter  (Iqiikh 
tlons  on  Procedure  and  Adminlslralla). 
For  provisions  relating  to  the 
for  failure  to  include  t^e  employer 
tiflcation  number  in  a  return, 
or  other  document,  see  f  MlJtTM  «( 
this  chapter  < Regulations  on  PrpesdBi 
and  Administration). 

Regulations  Under  the  MarlbuiMlte 
Act  of  1937.  As  Amended  (M  CTSPirt 

152)  : 
Par.  2.  Inmiediately  after  S  153 J  tbm 

is  ii\serted  the  following: 

§  1  !>2.9  ■      F.mplover  identificstisa  ■■» 
bent. 


(at  Except  as  provided  in  . 
ib>  of  this  section,  an  appUcattaa 
Form  SS-4  for  an  employer  Ideottfl 
tlon  number  shall  be  made  bf 
person  who,  at  any  time  after  April  A 
1962.  performs  any  act  with  isspit  ^ 
which  a  tax  is  Imposed  by  secttoo  flU. 
but  who  prior  to  such  time  ueltlMr  IW 
been  assigned  an  employer  Ideotttci' 
tlon  number  nor  has  applied  tbenCir. 

t  b )  The  provisions  of  this  section 
not  apply  In  respect  of  those  enapl . 
and  officials  referred  to  in  section  ITS- 

(c>  The  application  on  FooB 
together  with  any  supplemental? 
ment.  shall  be  prepared  in  acooi 
with  the  form,  instructions,  and 
latlons  applicable  thereto,  and  ^tUtDll^ 
forth  fully  and  clearly  the  data  "" 
called  for.  Form  SS-4  may  be 
from  any  district  director.  Tbs 
cation  on  Form  SS-4  shall  be  fllfltf 
any  district  director  with  whom  •  JP* 
turn  on  Form  678  will  be  filed  tV^t 
person  who  is  required  to  make  tlMil^ 


The  application  shall  be  filed 
the  seventh  day  after  tbe 
-^er  April  30.  1962.  on  wWeh 
f^  with  respect  to  which  a 
^_Z-ed  by  section  4761.    The  ap- 
<rt?SS  be  signed  by  (1)  the  in- 
JSSl  tfthe  person  is  an  individual; 
*'*^'75^,«Bident.  vice  president,  or  other 


-L^oal  officer  if  the  pereon  is  a  cor 
'*^.  (3)  a  responsible  and  duly  au- 
„  member  or  officer  having  knowl- 
rf  its  affairs,  if  the  person  is  a 
iP  or  other  unincorporated  or- 
__,•  or  (4)  the  fiduciary.  If  the 
tfi'  trust  or  estate.  An  employer 
ition  number  will  be  assigned  to 
)n  in  due  course  upon  the  basis 
:#  ««  information  reported  ofi  the 
Mraf  •"  required  under  this  section. 
••S^rt  employer  identification  num- 
J.  a^Bied  to  a  person  liable  for  the 
!u  Mosed  by  section  4751  shall  be 
•PLjBtaany  return,  statement,  or  other 
ZZtai  made  by  such  person  for  any 
l^^ZToanunencing  after  June  30.  1962. 
•"iTBach  taxpayer  shaU  maka-aPPU- 
-Si  tor  >nd  shaU'be  assigned,  only 
J^MpJoyer  Identification  number,  re- 
S^BOf  the  number  of  places  of  busi- 
JJ^  which  the  taxpayer  is  required 

tafls  Vonn  678. 

tf)  ftor  the  definition  of  the  term 
JLloTcr  identification  number",  see 
f «ltT61-12  of  this  chapter  <ReguU- 
Hnnt'on  Procedure  and  Administration) . 
fSTMtjvlslons  relating  to  the  penalty 
for  fiAnie  to  include  the  employer  Iden- 
ttfkistlon  number  in  a  return,  statement, 
rgther  document,  see  8  301.6676-1  of 
^  ^bwter  (Regulations  on  Procedure 
kA  Administration) . 

ITM.   Doe.   63-1819:    nied,    Feb.    28.    1M2; 
8:&0»Jn.l 
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fWi  of»d  WildNifa  Sarvice 

I  50  CFR  Port  260  1 

nOCKSEO  FISHERY  PRODUCTS 

fncastor'f  Accountaliility  for  D«- 
partmenl  of  tfia  Inlorior  SkMds 

Jiattat  is  bereby  given  that,  pureuant 
li  ttM  attthority  vested  in  the  Secretary 
of  the  Interior  by  section  6(a)  of  the 
Bib  and  WUdlif  e  Act  of  1956  (16  UJB.C. 
1tte(a}).  it  is  proposed  to  amend  Title 
M.  Code  of  Federal  Regulations  by  the 
iMttkn  0f  a  new  S  260.86(e)  to  Fart 
M.  The  purpose  of  the  addition  of  the 
Bsv  provision  is  to  require  aceoimt- 
tfdtty  by  the  processor  for  the  removal 
KMKiDg  of  official  United  States  De- 
'^PKtaMBt  of  the  Interior  (USDI)  shields 
OB    packages     of   '  mislabeled    fishery 

PROdOptS. 

UA  standards  for  grades  of  many 
UMB7  products  require  that  the  final 
IzidlDg  be  conducted  on  the  packaged 
taaen  product.  End  product  grading 
lijttfonsed  by  U.S.  Department  of  the 
Utolor  Inspectors  when  fishery  prod- 
■li  are  produced  under  continuous  In- 
T— ItnT  When  a  processor  elects  to 
Isdndt  an  approved  Federal  shield  or 
'^ttflfitlon  mark  as  part  of  the 
Printed  label,  a  calculated  risk  Is  taken 
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that  deavlte  this  labeling,  the  product 
will  not  meet  tbe  requirements  of  the 
standaxd  upon  final  ln£a>ection.  Wlxen 
this  situation  occurs  the  labels  bearing 
the  ofBelal  Identification  maifks  must  be 
stripped  from  the  pacikages. 

It  Is  the  policy  of  the  Department  of 
the  Interior,  whenever  practicable,  to 
afford  the  public  an  opportunity  to  par- 
ticipate In  the  rule  making  process.  Ac- 
cordingly, interested  persons  may  sub- 
mit written  comments,  suggestions,  or 
objections  with  respect  to  the  proposed 
amendment  to  the  Director.  Bureau  of 
Commercial  Fisheries,  U.S.  Fish  and 
WUdllfe  Service,  Washington  25,  D.C., 
within  30  days  of  the  date  of  publica- 
tion   of    this    notice    in    the    Federal 

Register.  ^^  ^   * 

A   new  paragraph    (e)    is    added   to 
S  260.86  reading  as  follows: 
§  260^6     Approved  identification. 

•  •  •  • 

(e)  Removal  of  labels  bearing  inspec- 
tion marks.  At  the  time  a  lot  of  fishery 
products  Is  found  to  be  mislabeled  and 
the  labels  on  the  packages  are  not  re- 
moved immediately,  the  following  proce- 
dare  shall  be  applicable: 

(1)  The  processor,  vmder  the  super- 
vision of  the  inspector,  shall  clearly  and 
conspicuously  mark  all  master  cases  in 
the  lot  by  means  of  a  "Rejected  by  USDI 
Inspector"  stamp  provided  by  the  De- 
partment. 

(2)  The  processor  shall  be  held  ac- 
countable to  the  Department  for  all  mis- 
labeled products  tmtU  the  products  are 
properly  labeled. 

(3)  Clearance  for  the  release  of  the 
relabeled  products  shall  be  obtained  by 
the  processor  from  the  inspector. 

Frank  P.  Briggs, 
Assistant  Secretary  of  the  Interior. 

Fbbmja>t  19, 1962. 

[TK..   Doc.   62-1855;      Filed.   Feb.    23.    1962; 
8:45  a.m.] 
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[36  CFR  Parts  1,  2,  3,  5  ] 
NONDISCtlMINATION    IN    AREAS 
WITHIN     THE     NATIONAI     PARK 
SYSTEM 
Notice  of  Proposed  Rule  Making 

Notice  Is  hereby  given  that  ptusuant 
to  ttie  Mitborlty  vested  in  the  Secretary 
of  the  Interior  by  section  3  of  the  act 
of  Auguat2S.  1916  (89  Stat.  535;  16U.S.C. 
I)  It  Is  proposed  to  amend  36  CFR  1.60, 
2.28  8.46.  and  5.7  and  to  add  four  new 
88  1.90a.  2.28a,  3.46a.  suad  5.7a,  respec- 
tively as  set  forth  below : 

The  purpose  of  these  amendments  is 
to  conform  the  existing  regulations  to 
the  policy  of  the  Federal  Government 
that  persons  using  public  property  shall 
not  maintain  discriminatory  employment 
practices  with  respect  to  race,  color, 
creed,  ancestry,  or  national  origin  in 
connection  with  such  use;  to  prohibit 
discriminatory  practices  with  respect  to 
the  furnishing  of  transportation  services 
in  such  areas;  and  to  provide  notice  to 
the  public  of  these  regulations. 
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It  is  the  policy  of  the  Department  of 
the  Interior  wherever  practicable,  to  af- 
ford the  pubUc  an  opportunity  to  partici- 
pate In  the  role  making  process.  Ac- 
cordingly, interested  persons  may  submit 
written  comments,  suggestions,  or  objec- 
tions with  respect  to  the  proposed 
amendment  to  the  National  Park  Serv- 
ice, Washington  25,  D.C.,  within  thirty 
days  of  the  date  of  pubUcatlon  of  this 
notice  in  the  Federal  Register. 

Stkwart  L.  Udau., 
Secretary  of  the  Inferior. 

February  16,  1962. 
1.  Section  1.60  heckling  and  text  are 
amended  to  read  as  follows : 

§1.60     DtscruninatioB      m      funushms 
public    accommodations    and    Iraas- 
portation  services. 
(a)  The  proprietor,  own«r,  or  opera- 
tor and  the  employees  of  any  hot^.  Inn, 
lodge,  or  other  public  facility  or  ooeom- 
modation  within  an  area  administered 
by  the  National  Park  Servioe,  and.  white 
using  such   an  area,  any   cwnmerdal 
passenger-carrying  motor  vehicle  trans- 
portation service  and  its  employees,  are 
prohibited  from  (1)  publieUng  the  fa- 
cilities, accommodations  or  any  activity 
conducted  therein  in  any  manner  that 
would  directly  or  Inferentially  reflect 
upon  or  question  the  acceptablli^  of  any 
person  or  persons  because  oC  race,  ccead, 
color,  ancestry,  or  nati<mal  origin;  or 
(2)    discriminating   by   segregation    or 
otherwise  against  any  person  or  persons 
because  of  race,  creed,  color,  ancestry, 
or  national  origin  In  fumiddng  or  re- 
fusing to  furnish  such  person  or  persons 
any  accommodation,  fadltty,  service,  or 
privilege  offered  to  or  enjoyed  by  the 
general  public. 

(b)  ^-i^^h  such  proprietor,  owner,  or 
operator  must  post  the  XoUowlng  ootioe 
at  such  locations  as  wiU  basure  that  4ta« 
notice  and  its  contents  will  be  conspteu- 
ous  to  any  person  seeking  accoBanawla- 
tlons.  facilities,  serrioes  or  pcivUfifes: 
Moncs 

This  l8  a  privately  operated  facility  tn  an 
area  under  the  jurtaMet^oooJItV"  United 
States  Department  of  tbm  latartar. 

No  dl»crimln«tk»  by  sagrigatton  or  wmt 
means  in  Uie  furnishing  ot  auwwpiaodaMaas. 
facUitles,  aervloea,  or  privUagM  «»  tbs^bsstt 
of  race,  <xtA,  color,  sncertry  or  nattonal 
origin  Is  permitted  in  the  use  of  this  fselUty. 
Violations  of  this  prohibition  are  punlitbable 
by  line.  Imprisonment,  or  both. 

2.  A  new  i  1.60a  reading  as  follows  is 
added  to  Part  36: 

§  1.60a      DiscriminaUon    in    einploy«i««l 
practices. 

(a)  The  proprietor,  owner,  or  operar 
tor  of  any  hotel,  inn.  lodge,  or  other 
public  f  aciUty  or  accommodation  witbin 
an  area  administered  by  the  Mattoim 
Park  Service  Is  prrtilblted  from  dlaetJBU- 
nating  against  any  employee  or  apfflwant 
for  employment  or  maintaining  ««["*- 
ployment  practice  which  diacrlwinawt 
because  of  race,  cteed,  color,  anceapy. 
or  national  origin  in  eonnec«on  wwh  anar 
activity  provided  for  or  PWBjMwdJ^ 
contract  witii  or  penoii  tnm  J^LSIl 
emment  or  by  derivathre  ai*oaMnj« 
or  sublease.    As  used  in  tWs  ««!««  «« 
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term  "employment"  shall  include,  but 
not  be  limited  to.  employment,  upgrad- 
ing, demotion  or  transfer;  recruitment 
or  recruitment  advertising;  layoffs  or 
termination;  rates  of  pay  or  other  forms 
of  compensation;  and  selection  for  train- 
ing, including  apprenticeship 

<b)  E^ach  such  proprietor,  owner  or 
operator  must  post  either  the  following 

notice : 

Notice 

Thla  1«  a  privately  operated  facility  in  <in 
area  undfcr  the  Jiulwllcllon  of  the  United 
States  Department  of  the  Interior 

No  dlacriminatlon  In  employment  prac- 
tices on  the  basis  of  race,  creed,  color, 
ancestry,  or  national  origin  is  permitted  In 
this  facility.  Violations  of  this  prohibition 
are  punishable  by  fine,  imprisonment  or 
both. 

or  notices  supplied  him  in  accordance 
with  section  301  of  Executive  Order 
10925.  dated  March  6.  1961  at  such  lo- 
cations as  will  insure  that  the  notice 
and  its  contents  will  be  conspicuous  to 
any  persons-seeking  employment 

3.  Section  2.28  heading  and  tt  xt  are 
amended  to  read  as  follows: 

§  2.28  Diacriminalion  in  rurni^hinK 
public  arromniodatiunit  and  lran!«- 
portation  A«rvit*e». 

<a>  The  proprietor,  owner,  or  opera- 
tor and  the  employees  of  any  hotel,  inn. 
lodge,  or  other  public  facility  or  accom- 
modation within  any  of  the  areas,  and. 
while  using  any  such  area,  any  commer- 
cial passenger-carrying  motor  vehicle 
transportation  service  and  its  employees, 
are  prohibited  from  <  1  >  publicizing  the 
facilities,  accommodations  or  any  activ- 
ity conducted  therein  in  any  manner  that 
would  directly  or  inferentially  reflect 
up<»i  or  question  the  acceptability  of 
any  person  or  persons  because  of  race. 
creed,  color,  ancestry,  or  national  ori- 
gin; or  (2)  discriminating  by  segrega- 
tion or  otherwise  against  any  person  or 
persons  because  of  race,  creed,  color. 
ancestry,  or  national  origin  in  furnishing 
or  refusing  to  furnish  such  person  or 
persons  any  accommodation,  facility. 
service,  or  privilege  offered  to  or  enjoyed 
by  the  general  public. 

(b)  Each  such  proprietor,  owner,  or 
operator  must  post  the  following  notice 
at  such  locations  as  will  insure  that  the 
notice  and  its  contents  will  be  con- 
spicuous to  any  person  seeking  accom- 
modations, facilities,  services  or  priv- 
ileges: 

NOTICX 

This  Is  a  privately  operated  facilUy  in  an 
area  under  the  Jurisdiction  of  the  United 
States  Department  of  the  Interior. 

No  discrimination  by  segregation  or  other 
means  In  the  furnishing  of  accommodations, 
facllltlea.  services,  or  prlvUeges  on  the  basis 
of  race,  creed,  color,  ancestry  or  national 
origin  is  permitted  In  the  use  of  this  facility. 
Violations  of  this  prohibition  are  punish- 
able by  fine.  Imprisonment,  or  both. 

4.  A  new  9  2.28a  reading  as  follows  is 
added  to  Part  36: 

§  2.28a      Discrimination    in    employment 
pmclicefl. 

(a)  The  proprietor,  owner,  or  operator 
of  any  hotel,  inn,  lodge  or  other  public 
facility  or  accommodation   within  any 
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of  the  areas  is  prohibited  from  discrim- 
inating against  any  employee  or  appli- 
cant for  employment  or  maintaining  any 
employment  practice  which  discrimi- 
nates because  of  race,  creed,  color, 
ancestry,  or  national  origin  in  connec- 
tion with  any  activity  provided  for  or 
permitted  by  contract  with  or  permit 
from  the  Government  or  by  derivative 
subcontract  or  sublease  As  used  in 
this  section  the  term  "employment"  shall 
include,  but  not  be  limited  to.  employ- 
ment, upgrading,  demotion,  or  transfer; 
recruitment  or  recruitment  advertising; 
layoffs  or  termination:  rates  of  pay  or 
other  forms  of  compensation:  and  selec- 
tion for  training,  including  apprentice- 
ship. 

'b'  Each  such  proprietor,  owner  or 
operator  must  post  either  the  following 

notice: 

Notice 

This  is  it  privately  operated  f.iciU'y  m  .m 
.irea  under  the  Jurisdiction  of  the  United 
-States  Department  of  the  Interior 

No  discrimination  in  employment  practices 
on  the  basts  of  race,  creed,  color,  ance.stry, 
or  national  origin  is  permitted  In  this  facil- 
ity Violations  of  this  prohibition  are 
punishable   by   fine    imprisonment,  or   both 

or  notices  supplied  him  in  accordance 
with  section  301  of  Executive  Order 
10925,  dated  March  6.  1961.  at  such  loca- 
tions as  will  insure  that  the  notice  and 
its  contents  will  be  conspicuous  to  any 
person  seeking  employment 

5  Section  3  46  heading  and  text  are 
amended  to  read  as  follows 

§  3.16  i)i«4-riminati«n  in  furni'<hinK 
public  arroinmoduli<>n«  and  lran»- 
portation  •>er>i«'e«. 

I  a*  The  proprietor,  owner,  or  operator 
of  any  hotel,  inn.  lodge  or  other  public 
facility  or  accommodation  in  a  park  area 
and  its  employees,  including,  but  not 
limited  to.  the  District  of  Columbia  Rec- 
reation Board  and  its  personnel,  the  Dis- 
trict of  Columbia  Armory  Board  and  its 
personnel,  and  any  subcontractor  or  sub- 
lessee, and,  while  using  such  an  area, 
any  commercial  passenger-carrying 
motor  vehicle  transportation  service  and 
its  employees,  are  prohibited  from  <  1 ) 
publicizing  the  facilities,  accommoda- 
tions or  any  su:tivity  conducted  therein 
in  any  manner  that  would  directly  or 
irJerentlally  reflect  upon  or  question  the 
acceptability  of  any  person  or  persons 
because  of  race,  creed,  color,  ancestry,  or 
national  origin :  or  1 2 )  discriminating  by 
segregation  or  otherwise  against  any 
person  or  p>ersons  because  of  race,  creed, 
color,  ancestry,  or  national  origin  in 
furnishing  or  refusing  to  furnish  such 
person  or  persons  any  accommodation, 
facility,  service,  or  privilege  offered  to 
or  enjoyed  by  the  general  public. 

(b)  Each  such  proprleter,  owner  or 
operator  must  post  the  following  notice 
at  such  locations  as  will  insure  that  the 
notice  and  its  contents  will  be  con- 
spicuous to  any  person  seeking  accom- 
modations,      facilities.       services       or 

privileges : 

Noncx 

This  la  a  privately  operated  facility  In  an 
area  under  the  Jurisdiction  of  the  United 
States  Department  of  the  Interior. 


No  discrimination  by  segregatlaa  4r 
means  In  the  furnishing  of 
facilities,  services,  or  privU( 
of   race,   creed,   color,   ancestry  or 
origin  U  permitted  In  the  use  of  tlito 
Violations  of  this  prohibition  art 
by  fine.  Imprisonment,  or  both. 

6    A  new  $  3.46a  reading  as  faUonk 
added  to  Part  36 : 

s)  .1. 16a      DiM-riniinaliun    in    fwm\ 
pru«'tice«t. 

'  a  •  The  proprietor,  owner,  or 
of  any  hotel,  inn.  lodge  or  other 
facility  or  accommodation  in  a 
and  Its  employees,  as  described  In  |  IM 
and  any  subcontractor  or  8Ubl«ai.  M 
connection  with  the  use  of  such  an  aa. 
IS  prohibited  from  discriminatliv 
any  employee  or  applicant  for 
ment  or  maintainmg  any 
practice  which  discriminates  PMMMlif 
race,  creed,  color,  ancestry,  or 
origin  in  connection  with  any 
piovided  for  or  permitted  by 
with  or  permit  from  the  CJovenuMiftii 
by  sut>contract  or  sublease.  As  ml  h 
this  section  the  term  "emBiatamt 
shall  include,  but  not  be  limltMl  tOiM. 
ployment.  upgrading,  demotkn,  « 
transfer:  recruitment  or  recmltaMOkai. 
vertising;  layoffs  or  terminattan; 
of  pay  or  other  forms  of  coi 
and  selection  for  training, 
apprenticeship. 

I  b  •   Each   such  proprietor,  ownar  m 

operator  must  post  either  the  foDoii^ 

notice: 

Notice 

This  Is  a  privately  operated  faeUl^  laa 
.irea  under  the  Jurisdiction  of  tlM  Vtl'  ' 
Htates  Department  of  the  Interior. 

No  discrimination  in  employment  p 
tices  on  the  basis  of  race,  creed,  eolar, 
cestry.  or  national  origin  is  permitted ll' 
facility  Violations  of  this  probtMUaa 
punishable   by   fine,  Imprlsonmeat,  er  ' 
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^  mA  iuch  proprlefcor,  owner,  or 
••.■Sn-t  pod,  the  foUowlnf  notioe 
^SUm"  u  ^^^  insure  that  tbe 
J3^J^oiitent«  will  be  consplea- 
yr^  penon  seeking  accnmmnrta- 
^TflSttes,  services  or  privileges: 

^^  NOTICE 

^u  is  a  privately  operated  facility  in  an 
'TbbIw  the  Jurisdiction  of  the  United 
•Sj'^M^tment  of  the  Interior. 
•5rJ2»lnation  by  segrefatlon  or  other 
Z^^tatke  furnishing  of  accommodations, 
SET  e^vlces.  or  privileges  on  the  basis 
"^ST'weed  color,  ancestry  or  national 
*  Tt  MTOl'tted  in  the  use  of  this  facmty. 
' ■'j^  this  prohibition  are  punishable 
tn»prlsonment,  or  both. 

'^  4  Dew  t  5.7a  reading  as  follows  Is 
*  ;J6: 


KAEtAL  REOISTEIt 


.mm      piacximinaliun     in     employment 
'^iartices. 

tai  iheproprietor,  owner,  or  operator 
JZm  tofcel.  inn,  lodge  or  other  pubUc 
^^t^  •coommodation  within  any  of 
Lfc,  bated  in   S  5.1  is  prohibited 
^iPQriininating   against   any   em- 
I  cr  maintaining  any  emplojrment 
vhich  discriminates  because  of 
ii.  color,  ancestry,  or  nattonal 
__  „  connection  with  any  activity 
^orlded  for  or  permitted  by  contract 
S£«  permit  from  the  Government  or 
^^Ontitt  subcontract  or  sublease. 
^  ^^  la  this  section  the  term  "em- 
g^it"^  »hall  include,  but  not  be  11m- 
t»  ffipiovment.  upgrading,  demo- 
'«r     transfer;     recruitment     or 
lent  advertising;  layoffs  or  ter- 
x;  rates  of  pay  or  other  forms  of 
iilon:  and  selection  for  training 
aciprentlcefihip-  > 

A)  i^eb  such  proprietor,  owner  or 
must  post  either  the  following 


or  notices  supplied  him  in 
With  Section  301  of  Executtv* 
10925.  dated  March  6,  1961  at  nielllo» 
tions  as  will  Insure  tiiat  the  notlM  mi 
lUs  contents  will  be  conspicuous  to  nv 
person  seeking  employment. 

7    Section  5.7  heading  and  tort  M 
amended  to  read  as  follows: 

§  3.7      Dincrimination  in  fnmisUag  f^ 
lie   arrommodations  and 
lion  nervires. 


'  a  •  The  proprietor,  owner,  or  _ 
and  the  employees  of  any  botd. 
lodge,  or  other  public  facility  or 
modation  within  any  of  the  pail 
in  §  5.1.  and,  while  using  such  a  Pt^g 
commercial  passenger-carrying  mttK 
vehicle  transportation  service  •■** 
employees  are  prohibited  from  (1)  ?•■ 
licizing  the  facilities,  accommodattm  « 
any  activity  conducted  thereto  m  Mf 
maruier  that  would  directly  or  iiif»t»  ^ 
tially  reflect  upon  or  questicmthe  — — * 
ability  of  any  person  or  persons 
of  race,  creed,  color,  ancestry,  or 
origin;  or  (2)  discriminating  by 
gation  or  otherwise  against  MJ^ 
or  persons  because  of  race,  creed, 
ancestry,  or  national  origin  infmr 
or  refusing  to  furnish  such  perfon  ^^ 
sons  any  accommodation.  tttiU^,  y^ 
ice.  or  privilege  offered  to  or  enJofW  • 
the  general  public. 


NoncE 

I  to  a  privately  ojjerated  facility  In  an 
^^  «i4«  the  jurisdiction  of  the  United 
mmi  p^artment  of  the  Interior. 

Ve  j^ilmlnattrm  In  employment  prac- 
tto  an  Um  basis  of  race,  creed,  color,  an- 
CMtiT.  or  national  origin  is  permitted  In  this 
ttrtH^  Violations  of  this  prohibition  are 
lisiMlielilri  by  fine,  imprlsoimient.  or  both. 

V  aotlw  supplied  him  in  accordance 

vik  MCtion  301  of  Executive  Order 
f,<l»tod  March  6.  1961  at  such  loca- 
I'as  will  insure  that  the  notioe  and 

Va  oantcnts  will  be  conspicuous  to  any 

moB  seeking  employmoit. 

|F«.  Doe.    •2-1864:    Filed.    Feb.    23.    1862; 
8:46  a.m. I 


fEBEUL  AVIATIOll  AfiENCY 

{  14  CFR  Parts  ^00,  60il  1 

(Airspace  Docket  Mo.  0O-LA-iB] 

FOEUL  AIRWAYS,  CONTROUED 
AIRSPACE,  AND  REPORTING 
POINTS 

^•ptMd  R*vocotioii  Af  Federal  Air- 
say,  AM*ckited  Control  Areas,  and 
iipiiWng  ^•iiits;  Pfopesed  Alt«ra- 
Mm  •#  Coalrel  Af««  ExteMioa 

Pnmiant  to  the  authority  delegated 
to  me  by  the  Administrator  (U  CPR 


4M.W,  notice  is  hereby  given  tJiat  the 
Federal  Aviation  Agency  is  considering 
amendments  to  Parts  600  and  601  and 
S  601.1106  of  the  regulations  of  the  Ad- 
mlntotrtttor.  the  substance  of  which  is 
stated  below. 

Oreen  FMeral  airway  No.  10  extends 
from  the  United  States  /Canadian  border 
northwest  of  BeUlngham,  Wash.,  to  Den- 
ver. Colo.    The  Federal  Aviation  Agency 
Ls  considering  the  revocation  of  this  air- 
way.   It  is  the  policy  of  this  Agency  to 
revoke  L/lIF  airways  wherever  adequate 
VOR  airways  are  available,  and  it  ap- 
pears that  the  route  from  the  United 
States/Canadian    border    northwest   of 
Brmntrhnm    to    Denver    is    adequately 
served  by  a  combination  of  VOR  Federal 
airways  No.  2.  No.  4,  No.  23  and  No.  25. 
Therefore,  it  appears  that  the  retention 
of  this  airway  is  unjustified  as  an  assign- 
ment of  airspace.    Accordingly,  the  Fed- 
eral Aviation  Agency  proposes  to  revoke 
OreeiflO,  its  associated  control  areas  and 
reporting  points.    Adoption  of  this  pro- 
posal would  not  result  in  the  discontinu- 
ance of  the  low  frequency  navigational 
aids  presently  supporting  Green  10.    Any 
proposal'  to  discontinue  one  or  more  of 
these  aids  would  be  circularized  sepa- 
rately and  interested  persons  would  be 
afforded  an  opportunity  to  comment. 

The  Whldbey  Island,  Wash.,  control 
area  extension  (§  601.1106)  is  bounded 
In  part  by  Green  10.  With  the  revocation 
of  Oreen  10,  It  Is  proposed  to  redescribe 
the  boundaries  of  this  control  area  ex- 
tension without  reference  to  Green  10 
or  other  low  altitude  colored  airways. 
This  would  not  substantially  alter  the 
extent  of  presently  designated  controlled 
airspace    in   the    vicinity   of   Whidbey 

Island.  .    , 

The  Whldbey  Island,  Wash.,  control 
^ea  extension  would  be  redesignated  as 
tJbe  area  bounded  on  the  north  by  lines 
connecting  points  at  latitude  48*42' 48" 
N   longitude  123*11'57"  W..  and  latitude 
48*51'45"  N..  longitude  122-40'00"  W.; 
bounded  on  the  east  by  low  altitude  VOR 
FMeral  airway  No.  23:  bounded  on  the 
southwest  by  low  alUtude  VOR  Federal 
airway  No.  4  and  bounded  on  the  west 
by  lines  connecting  points  at  latitude 
48'10'00"  N..  longitude  123*01'00"  W.; 
latitude  48"S8'30"  N..  longitude  123'13'- 
00"  W.:  and  latitude  48'42'48"  N.,  longi- 
tude 123'11'57"  W.,  excluding  the  por- 
tion outside  the  United  States.    The  por- 
tion of  this  control  area  extension  which 
lies  within  Restricted  Areas  R-6701,  R- 
6807,  and  R-6713  would  be  used  only 
after  prior  approval  from  the  appropriate 

authority.  ^    .^        . 

Interested  persons  may  submit  such 
written  date,  views,  or  arguments  as  they 
may  desire,    communications  should  be 
submitted  in  triplicate  to  the  Assistant 
AdntiDlstrator.  Western  Region.  Attn: 
Chief  Air  Traffic  Division,  Federal  Avia- 
tion Agency,  6651  West  Manchester  Ave- 
nue. P.O.  Box  90007.  AhT>ort  Station,  Los 
Angeles  45,  Calif.    All  communications 
received  within  forty-five  days  after  pub- 
lication of  this  notice  in  the  Federal  Rec- 
isTKa  will  be  considered  before  action  is 
tfliryn  on  the  proposed  amendment.    No 
public  liearinf  is  contemplated  at  this 
ttme.  taut  acrangemente  for  informal  con- 
ferences with  Federal  Aviation  Agency 
offlcials  may  be  made  by  contacting  the 
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Regional  Air  Traffic  Divisiwi  Chief,  or 
the  Chief.  Airq^ace  utilisation  VivUioa, 
federal  Aviation  Agency.  Washington  25, 
D.C.  Any  date,  views  or  argumente  wre- 
sented  during  such  conferences  must  also 
be  submitted  In  writing  in  accordance 
witii  this  notice  in  order  to  become  part 
of  the  record  for  consideration.  Tlie 
proposal  contained  in  this  notice  may 
be  changed  in  the  light  of  commente 
T*f%i^piv6d 

The  official  Docket  will  be  available  for 
examination  by  interested  persois  at 
the  Docket  Section.  Federal  Aviation 
Agency.  Room  C-226.  1711  New  York 
Avenue  NW.,  Washingttm  26.  DXJ.  An 
informal  Docket  will  also  be  available  for 
examination  at  the  ofBce  of  tlie  Re- 
gional Air  Traffic  Division  Chief. 


This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1«58  (72  Stet.  749;  40  U.S.C.  1348) . 

Issued  in  Washington,  DXJ.,  on  Febru- 
ary 16,  1062. 

CurroKD  P.  BcRTOK, 
Acting  Chief. 
Airspace  UtOizmUon  DM^on. 

[P.R.    Doc.    62-1873;    FUed,    Feb.    28,    W^l 
8:«  ajn.] 


I  14  CFR  Parts  600,  601  1 

I  Airspace  Docket  No.  eO-LA-84J 

FEDERAL  AIRWAYS,  XONTtOLLEO 
AIRSPACE,  AND  REPORTING 
POINTS 

Proposed  Revocation  of  Fodoral  Air- 
way, Assodatod  Control  Aioos,  and 
Ropofting  Pointa;  Proyosod  AHom- 
tion  off  Control  Aroa  Cxtonsioiw 

Pursuant  to  the  authority  ddegatedto 
me  by  the  Adminlatrator  (14  CPR  . 
400.13) ,  notice  is  hereby  given  ihal  the 
Federal  Aviation  Agency  is  ooasiderlng 
amendmente  to  Parts  600  and  001  and 
SS  601.1133  and  601.1446  of  the  regula- 
tions of  the  Administrate,  the  siAstance 
of  which  is  stated  below. 

Red  Federal  airway  No.  79  is  designated 
from  Neah  Bay.  Wash.,  to  Dungeness, 
Wash.,  and  from  Port  OamMe.  Wash.,  to 
Everett,  Wash.     Ttxc  Federal  Aviation 
Agency  is  considering  revoking  Red  79  in 
its  entirety.  It  is  the  policy  of  this  Agency 
to  revoke  L/MF  airways  wherever  ade- 
quate VOR  airways  are  available,  and  it 
appears  that  the  segment  of  this  route 
frwn  Neah  Bay  to  Dimgoiess  is  ade- 
quately served  by  low  altitude  VOR  Fed- 
eral airway  No.  4.    The  Federal  Aviation 
Agency's   latest  IFR  peak-day  airway 
traffic  survey  shows  only  one  aircraft 
movement  on  the  segment  of  t^a  ah:- 
way  between  POTt  Gamble  and  Everett. 
Therefore.    It    appears    that    the    re- 
tention  of   this   airway   is  unjustlfled 
as  an  assignment  of  airspace.    Aecord- 
ingly,    the    Federal    Aviation    Agency 
proposes  to  revoke  Rod  79  and  its  as- 
axsiated  control  areas  from  Weato  Bay 
to  Everett    Concurrontty  ^***»  *™^" 
tion,  it  is  also  proposed  to  revoke  I  «0i.- 
4270.  reporting  pcdnte  associated  with 
Red  79.   Adoption  of  tWsjffOPOsat-wojiM 
not  result  in  discontinuance  of  the  low 
frequency  navigational  aids  associated 
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with  Red  79.  Any  proposals  to  discon- 
tinue one  or  more  of  these  aids  would  be 
circularized  separately  and  Interested 
persons  would  be  afforded  an  opportunity 
to  comment.  The  Agency  has  iinder 
consideration  the  conversion  of  the  Neah 
Bay  radio  range  to  a  radio  beacon.  This 
non-rule-making  proposal  is  included 
herein  so  that  concurrent  action  could  be 
accomplished  on  both  proposals 

The  Neah  Bay  control  area  extension  is 
described  in  part  by  the  northwest  course 
of  the  Neah  Bay  radio  range  The 
Seattle  control  area  extension  « 5  60 1 
1133)  is  described  in  part  by  Red  79  and 
also  low  altitude  Amber  Federal  airway 
No.  1.  Concurrently  with  the  revocation 
of  Red  79  and  the  conversion  of  the  Neah 
Bay  raido  range  to  a  radio  beacon,  it  is 
proposed  to  alter  these  control  area  ex- 
tensions by  substituting  a  bearing  from 
the  Neah  Bay  radio  beacon  for  the  radio 
range  course  in  the  description  of  the 
Neah  Bay  control  area  extension  and  by 
substituting  low  altitude  VOR  Federal 
airway  No.  4  for  the  L  MF  airw  ays  in  the 
description  of  the  Seattle  control  area 
extension.  These  alterations  would  be 
editorial  in  nature  and  would  entail  no 
additional  assignment  of  airspace  The 
floors  of  these  control  area  extensions 
would  remain  as  designated  pending  re- 
view of  the  adjacent  airspace.  Separate 
actions  will  be  initiated  to  implement  on 
an  area  basis  Amendment  60-21  to  Part 
60  of  the  Civil  Air  Regulations 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator.  Western  Region.  Attn: 
Chief.  Air  Traffic  Division.  Federal  Avia- 
tion Agency.  5«51  West  Manchester  Ave- 
nue. P.O.  Box  90007,  Airport  Station.  Los 
Angeles  45.  Calif.  All  communications 
received  within  forty-five  days  after 
publication  of  this  notice  in  the  Fiderac 
Regxstek  will  be  considered  before  action 
is  taken  on  the  proposed  amendment 
No  public  hearing  is  contemplated  at  this 
time,  but  arrangements  for  informal 
conferences  with  Federal  Aviation 
Agency  officials  may  be  made  by  con- 
tacting the  Regional  Air  Traffic  Division 
Chief,  or  the  Chief.  Airspace  Utilization 
Division,  Federal  Aviation  Agency. 
Washington  25,  DC  Any  data,  views 
or  argvunents  presented  during  such  con- 
ferences must  also  be  submitted  in  writ- 
ing in  accordance  with  this  notice  in 
order  to  become  part  of  the  record  for 
consideration.  The  proposal  contained 
in  this  notice  may  be  changed  in  the 
light  of  comments  received. 

The  official  Docket  will  be  available 
for  examination  by  interested  persons  at 
the  Docket  Section.  Federal  Aviation 
Agency.  Room  C-226.  1711  New  York 
Avenue  NW..  Washington  23.  DC  An 
informal  Docket  will  also  be  available 
for  examination  at  the  office  of  the  Re- 
gional Air  Traffic  Division  Chief 

This  amendment  is  proposed  under 
section  307<a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  US  C   1348-. 


PROPOSED  RULE  MAKING 

Issued  in  Washington,  DC.  on  Feb- 
ruary 19, 1962. 

CtlFFORD  P.  BUKTOK, 

Acting  Chief. 
Airspace  Utilization  Division. 

|PR      D<x-      62    1874.     Piled.    Feb     23,     1962; 
8  48  a  m  I 


[14   CFR    Parts   600,   601  1 

I  AirsjMice  Docket  No  61    NY   59  | 

FEDERAL  AIRWAYS  AND  CON- 
TROLLED  AIRSPACE 

Proposed   Alteration   of    Federal   Air- 
ways and  Associated  Control  Areas 

Pursuant    to   tht-    authority   delegated 
to   me    by    the    Administrator    '  14    CFR 
409  13'.  notice  is  hereby  uiven  that  the 
Federal   Aviation  Agency   is  considering 
amendments     to     ><!5  600  6091.     600.6487. 
600  1693.   601  6091.   and   601  6487   of   the 
regulations    of    the    Administrator,    the 
substance  of  which  is  stated  below- 
Low  altitude  VOR  Federal  airway  No 
91  IS  designated  in  part  from  the  Glens 
Falls.    NY  ,    VORTAC    via    the    Benson. 
Vt      VOR.    till'    Burliiv'.ton.    Vt  .    VOR; 
the  PlaltNburgh.   NY.  VOR;   to  the  St 
Eustache.  Quebec,  Canada,  VOR.  includ- 
inK  an  ea.st  alternat*-  from  the  Burling- 
ton   VOR    via    the    St     Johns,    Quebt^c. 
Canada.  VOR  to  the  St    Eustache  VOR. 
♦■xcluding  the  portion  outside  the  United 
States       The    Federal    Aviation    Agency 
has  undei    consideration  the  redesigna- 
tion  of  this  segment  of  Victor  91   from 
the  Glens  Falls  VORTAC  via  the  inter- 
.section  of  the  Glens  Falls  VORTAC  032 
and  the  Burlington  VOR   187'  True  ra- 
dials;      Burlington     VOR.      Pittsburgh 
VOR    to  the  St    Eustache  VOR,  exclud- 
wvi  the  portion  outside  the  United  States 
Low  altitude  VOR  Federal  airway  No 
487    is    designated    in    part    from    Cam- 
bridge. NY  .  to  Benson.  Vt      It  is  pro- 
l>osed    to   extend    this   airway    from    thf 
Cambridge  VOR  via  the  intersection  of 
the  Cambridge  VOR  002     and  the  Glens 
Falls  VORTAC  032     True  ladials;  Bur- 
lington   VOR;    the    intersection    of    the 
Burlinc;ton  VOR  359    and  the  St   Johns. 
Quebec.  Canada  VOR  158    True  radials; 
the  St   Johns  VOR,  to  the  St    Eustache 
VOR.  excluding  the  portion  outside  the 
United  States 

Intermediate  altitudt-  VOR  Federal 
airway  No  1693  extends  from  the  River- 
head.  NY  .  VOR  via  the  intersection  of 
the  Riverhead  VOR  293  and  the  Pough- 
keepsie,  NY,  VOR  169  True  radials; 
Poughkeepsie  VOR,  thence  10-mile  wide 
airway  via  the  Cambridge.  NY..  VOR 
Burlington.  Vt  ,  VOR  to  the  St  Johns. 
Quebec.  VOR  txcluding  the  portion  out- 
side the  United  States  It  is  proposed 
to  realign  Victor  1693  to  extend  from 
the  Riverhead  VOR  as  a  10-mile  wide 
airway  via  the  Poughkeepsie,  NY..  VOR; 
Cambridge.  NY,  VOR  Burlington,  Vt  . 
VOR ;  intersection  of  the  Burlington  VOR 
359  and  the  St  Johns,  Quebec.  VOR 
158  True  radials;  to  the  St  Johns  VOR, 
excluding  the  portion  which  lies  over 
Canada 

The  application  of  new  holding  pattern 
airspace  criteria  to  the  Plattsburgh 
U'rminal  area  would  result  in  an  overlap 


of  holding  pattern  airspace  vttti 
91  east  alternate  and  Victor  IM 
realignment  of   these  alrwajr 
farther  to  the  east  would 
required  separation  between  ttie 
and  en  route  operations  In  tiM 
of    Plattsburgh.     The    idenOQai 
ment  of  the  two  airway  segma^iJiS 
permit  transition  between  the  toVM 
intermediate  altitude  airway  Mnil? 
The  renumbering  of  Victor  91  eMtiS. 
Mate  as  Victor  487.  together  with 
tension  of  Victor  487  as  prnrwmj, 
improve  air  traffic  service  by  j 
an  additional  single  numbered 
twe(  n  the  New  York  and  MontCM 
minal  areas     The  proposed  redQeUitk 
the  width  of  Victor  1693  south  of  ~ 
ktH'psic  would  provide  lateral 
from  intermediate  altitude  VOR 
airway    No     1691,   which   is 
sidered  for  realignment  via  the 

NY,  VOR  in  separate  alnpace      

The  deletion  of  the  Benson  VOE  ftiH 
the  descriptions  of  Victor  91  aailfli^ 
487  south  of  Burlington  and  the 
tion  of  these  airway  segments  via 
of  other  navigation  facilities  \m 
due  to  the  destruction  of  the 
VOR  by  (he  This  action  would 
no  change  in  the  present  allfUMittf 
thc^e  airway  .segments. 

Iiuerested   persons  may  subnlt  mi 
untten  data,  views  or  arguments  MUt 
may  desire     CommunicatiOM 
submitted  in  triplicate  to  the 
Administrator.    Eastern    Regtoa.  AIe 
Chief.  Air  Traffic  Division.  FedersIMl* 
lion  Agency.  Federal  Building,  Mnr H* 
International  Airport.  Jamaks  ML  El. 
All     communications     received    vMi 
forty-five  days  after  publication  of  M' 
notice  in  the  Federal  RiciSTai  «■  ll 
considered  before  action  ii  taken  OBii 
proposed  amendment.     No  puldk  lN»> 
ing   IS   contemplated  at  thii 
arrangements  for  informal  confi 
with    Federal    Aviation  Agency 
may  be  made  by  contacting  the 
Air  Traffic  Division  Chief,  or  theOM 
Airspace    Utilization    Division,  Fedcri 
Aviation    Agency.   Washington  M,  DC 
Any  data,  views  or  arguments  prwlM 
during   such   conferences  must  lln  k 
submitted  in  writing  In  aocordaoMiA 
this  notice  in  order  to  become  partdlit 
record  for  consideration.    The  pra(Mil 
contained  in  this  notice  majr  beebupl 
in  the  light  of  comments  recdfed. 

The  official  Docket  will  be  avaOaMtiv 
examination  by  interested  penomatil 
Docket  Section.  Federal  Aviation  A|B* 
Room  C-226.  1711  New  York  AHM| 
NW  .  Washington  25.  DC.  An  intawl 
Docket  will  also  be  available  for  en» 
nation  at  the  office  of  the  Regloml  M 
Traffic  Division  Chief.  ^^ 

This  amendment  is  propoeed  «■» 
.section  307ia»  of  the  Federal  Aim 
Act  of  1958  <72  Stat.  749;  49  UJt 
1348'. 

Issued  in  Washington.  D.C..  on  f*- 
i-uary    16.    1962. 

Clifford  P.  BuiW». 
Actino  CM«/. 
Airspace  Utilization 
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iggUL  MARITIME  COMMISSION 

[  46  CFR  Part  510  1 

(Docket  No.  9731 
(Oeneral  Order  4.  Amdt.  1] 
MACnCES  OF  LICENSED  INDEPEND- 
"SSTiXEAN  FREIGHT  FORWARD- 
S    OCEAN    FREIGHT    BROKERS, 

JSd  oceangoing  common 

CARRIERS 

liflic*  of  Proposed  Rule  Making 

p--o»nt  to  the  provisions  of  section 
.  SmStrative  Procedure  Act  (5  U.S.C. 
iSSTand  sections  43  and  44  of  the 
SL«  Act,  1916  (75  Stat.  522  523. 
3«l5)  ■  notice  Is  hereby  given  that  the 
S>f«i  Maritime  Commission  is  con- 
2Kf  the  promulgation  of  the  r^u- 
ZSm  set  forth  hereinafter  affecting 
Ji^wtctlces  of  licensed  independent 
Sin  freight  forwarders,  ocean  freight 
^Qkm.  »nd  oceangoing  common  car- 

iBterested  persons  may  submit  such 
■iltteD  data,  views,  or  arguments  as 
om*  desire.  Communications  should 
he  lubmltted  in  original  and  fifteen 
eoolH  to  the  Secretary.  Federal  Mari- 
SJeOommission.  Washington  25.  D.C. 
Ijl  communications  received  within 
ftbU  days  after  publication  of  this  no- 
dee  in  the  Pideral  Regisxisi  will  be  con- 
iliB«d  before  action  is  taken  by  the 
Mend  Maritime  Commission.  No  pub- 
fe  bnring  is  contemplated  at  this  time. 

Dited:  February  19.  1962. 

By  order   of   the    Federal    Maritime 

OoBffllssion. 

Thomas  Lisi. 
Secretary. 

Put  510  is  hereby  amended  by  the 
Mldltlon  of  a  new  subpart  to  Chapter  IV 
tfthlB  Utle  reading  as  follows: 

Swbport  B — Duties  and  Obligations 

Sk. 

llOiO    Scope.  j 

ilOil    DcOnltlonB.  « 

noja    Oceangoing    common    carriers    and 

persons  shipping  for  own  account. 
IMJI  Duties  and  obligations  of  licensees. 
%WM    Compensation  and  freight  forwarder 

certifications. 
110.38    Special  contracts. 
MM    Section  15  agreemente. 
I10i7    Separability. 

AnTHOirrr:  J  J  510.20  to  510.27  issued 
Bate  sees.  43.  44.  Shipping  Act.  1916  (75 
Mat  522.  623.  766):  sec.  204,  Merchant  Ma- 
rtM  Act,  1086  (49  Stat.  1987,  as  amended; 
MUB.C.  1114).  I 


1510.20     Scope. 

This  subpart  pertains  to  the  practices 
of  licensed  independent  ocean  freight 
fonrarders,  ocean  freight  brokers  and 
oeeangoing  common  carriers  pursuant 
to  PubUc  Law  87-i54. 

ISIOJI     Definitions. 

(»)  The  term  "licensee"  means  any 

PcnoQ  licensed  by  the  Commission  as 

•n  independent  ocean  freight  forwarder, 

or  toy  Independent  ocean  freight  for- 

Ro. 


warder  wbo,  on  September  19,  1961.  was 
CAnrinff  on  the  business  of  freight  for- 
waitling  under  •.  yaUd  registration  num- 
ber lamed  by  the  Commission,  or  Its  pred- 
ecessors, who  filed  an  application  for 
such  a  license  (Form  FMC-18)  on  or 
before  January  17.  1962.  and  whose  ap- 
plication has  not  been  denied. 

(b)  The  term  "In  commerce  from  the 
United  States"  means  export  commerce 
from  the  United  States,  Its  Territories, 
or  possessions  to  foreign  countries,  or  be- 
tween the  United  States  and  its  Terri- 
tories or  possessions  or  between  such 
Territories  and  possessions. 

(c)  The  term  "oceangoing  common 
carrier"  means  a  common  carrier  en- 
gaged in  transportation  by  water  of 
property  in  commerce  from  the  United 
States. 

(d)  The  term  "non-vessel  operating 
coounon  carrier  by  water"  means  a  per- 
son who  holds  himself  out  by  the  estab- 
lishment and  maintenance  of  tariffs,  by 
advertisement,  solicitation,  or  otherwise, 
to  provide  transportation  for  hire  by 
water  in  Interstate  commerce  as  defined 
in  the  Act.  and  in  commerce  from  the 
United  States  as  defined  In  paragraph 
(b)  of  this  section;  assumes  responsi- 
bility or  has  liability  imposed  by  law  for 
safe  transportation  of  shipments;  and 
arranges  In  his  own  name  with  under- 
lying water  carriers  for  the  performance 
of  such  transportation  whether  or  not 
owning  or  controlling  the  means  by 
which  such  transportation  is  effected. 

(e)  The  term  "principal"  means  the 
shipper,  consignee,  seller,  purchaser,  or 
agent  of  the  holder  of  title  to  export 
merchandise,  who  employs  the  services 

(f)  The  term  "ocean  freight  broker" 
as  used  herein  means  a  person  not  an 
oceangoing  common  carrier  or  employee 
thereof,  serving  as  the  intermediary  be- 
tween a  shipper  and  an  oceangoing  com- 
mon carrier  when,  and  only  when,  such 
person  performs  the  function  of  arrang- 
ing rates,  terms,  and  other  conditions  of 
carriage  with  respect  to  liquid  or  dry 
cargo  in  bulk  loaded  without  mark  or 
covmt. 

(g)  The  term  "freight  forwarding  fee" 
means  payment  by  a  shipper,  consignee, 
seller,  purchaser,  or  any  agent  thereof, 
to  a  licensee  for  the  performance  of  a 
freight  forwarding  service  as  defined  in 
9  510.2(c). 

(h)  The  term  "compensation"  means 
payment  by  an  oceangoing  common  car- 
rier for  the  performance  of  services  as 
specified  in  §  510.24(f). 

(I)  The  term  "brokerage"  means  pay- 
ment by  an  oceangoing  common  carrier 
to  an  ocean  freight  broker  for  perform- 
ing the  function  specified  in  paragraph 
(f )  of  this  section. 

(j)  The  term  "special  contract" 
means  lump  sum  forwarding  charges, 
monthly  retainer  fees,  or  similar  finan- 
cial arrangements  that  may  exist  be- 
tween a  principal  and  a  licensee. 

(k)  The  term  "reduced  forwarding 
fees"  as  used  herein  means  charges  to 
a  principal  for  forwarding  services  that 
are  below  the  licensee's  usual  charges. 

(1)  The  term  "Act"  means  the  Ship- 
ping Act.  1916  (46  U.S.C.  801). 
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§  510.22     Oceangoing   common   carrier* 
and.    perMms     dipping     for 
account. 


(a)  No  oceangoing  common  carrier,  or 
agent  thereof,  may  perform  freight  for- 
warder services  without  a  lionise. 
Charges  for  such  services  shidl  be  pub- 
lished In  tariffs  filed  with  the  Commis- 
sion. 

(b)  Nothing  In  this  part  shall  be  inter- 
preted to  prohibit  a  person  from  per- 
forming freight  forwarding  services  on 
his  own  behalf,  or  on  behalf  of  a  whoUy 
owning  parent  company  or  a  wholly 
owned  subsidiary,  or  to  require  such  a  ^ 
person  to  be  licensed. 

(c)  A  non- vessel  operating  common 
carrier  by  water,  for  the  purposes  of  this 
part.  Is  deemed  a  shipper  of  cargo  via 
the  imderlying  oceangoing  common  car- 
rier. Such  non-vessel  operating  com- 
mon carrier  may  perform  f<H:warding 
services  with  respect  to  shipments  mov- 
ing on  his  own  through  export  bill  of 
lading. 

§  510.23     Duties      and     obligations     of 
licensees.  , 

(a)  No  licensee  shall  permit  his  license 
or  name  to  be  used  by  any  person  not 
employed  by  him  for  the  performance  of 
any  freight  forwarding,  service. 

(b)  No  licensee  shall,  directly  or  in- 
directly. (1)  accept  employmoit  to  par- 
form  forwarding  services  on  export  ship- 
ments as  an  associate,  correspondait, 
officer,  employee,  agent  or  subagent  from 
any  person  whose  license  as  an  inde- 
pendent ocean  freight  forwarder  shall 
have  been  revoked,  or  whose  licease  is 
imder  suspension;  (2)  assist  the  further- 
ance of  any  forwarding  business  of  such 
such  person;  (3)  share  forwarding  fees 
or  freight  compensation  with  any  such 
person;  or  (4)  permit  any  such  person 
directly  or  indirectly  to  participate, 
whether  through  ownership  or  other- 
wise, In  the  control  or  direction  of  the 
freight  forwarding  business  of  the 
licensee 

(c)  A  licensee  who  has  reason  to  be- 
lieve that  a  principal  has  not,  with  re- 
siiect  to  a  shipment  to  be  handled  by 
such  licensee,  complied  with  the  law  or 
has  made  any  error  or  misrepresentation 
In  or  omission  from,  any  export  declara- 
tion, bill  of  lading,  affidavit,  or  other 
paper  which  the  principal  executes  in 
connection  with  such  shipment,  shall 
advise  his  principal  promptly  of  the  sus- 
pected non-compliance,  error,  misrep- 
resentation or  omission,  and  shall  de- 
cline to  participate  in  such  transaction 
involving  such  document  until  the  mat- 
ter is  clarified. 

(d)  Every  licensee  shall  exercise  due 
diligence  to  ascertain  the  correctness  of 
any  information  which  he  imparts  to  a 
principal  with  reference  to  any  forward- 
ing transaction;  and  no  licensee  shall 
knowingly  impart  to  a  principal  or 
oceangoing  conunon  carrier  false  infor- 
mation relative  to  any  such  transaction. 

(e)  No  licensee  shall  withhold  infor- 
mation relative  to  a  forwarding  trans- 
action from  his  principal. 

(f)  Each  Ucensee  shall  promptly  pay 
over  to  the  oceangoing  common  carrier 
or  other  person  when  due  all  sums  ad- 
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vanced  by  a  principal  for  the  payment 
of  any  and  aU  ehargea.  debts,  or  obUga- 
tions  in  connection  with  the  forwarding 
transaction,  and  shall  ixt>mptly  account 
to  his  principal  for  funds  received  In  be- 
half of  the  principal  for  over  payments, 
adjustment  of  charges,  reductions  in 
rates,  inaurance  refunds,  insixrance 
money  paid  to  the  forwarder  as  the  re- 
s\alt  of  claims,  proceeds  of  cod.  ship- 
ments, drafts,  letters  of  credit  and  any 
other  sums  due  to  such  principal. 

(g)  No  licensee  shall  endorse  or  nego- 
tiate without  the  expressed  authority  of 
his  principal  any  draft,  check  or  warrant 
drawn  to  the  order  of  such  principal. 

(h)  No  licensee  shall  file  or  assist  in 
the  fUng  of  any  claim,  affidavit,  letter  of 
Indemnity,  or  other  paper  or  document. 
with  respect  to  a  shipment  handled,  or 
to  be  handled,  by  such  licensee,  which  he 
has  reason  to  believe  is  false  or 
fraudulent. 

(1)  Any  receipt  issued  for  carso  by  a 
licensee  shall  be  clearly  identified  as  a 
"Receipt  for  Cargo",  and  shall  be  in  a 
form  readily  distinguishable  from  a  bill 
of  lading. 

(J)  Every  licensee  shall  use  invoices  or 
other  forms  of  billing  which  state  sepa- 
rately as  to  each  shipment:  (1>  The  ac- 
tual amount  of  ocean  freight  assessed  by 
the  oceancoing  common  carrier;  (2)  the 
actual   amount  of  corvsular   fees   paid; 

(3)  the  premium  cost  of  insurance  ar- 
ranged; (4)  the  charge  for  each  acces- 
sorial service  performed  In  connecUon 
with  the  shipment.  All  other  charges  or 
fees  assessed  by  the  licensee  for  ar- 
ranging subparagraphs  (lt,(2i,  (3».  and 

(4)  of  this  paragraph  shall  be  itemized. 
Licensees  shall  not  be  required  to  itemize 
the  components  of  charges  with  re.spect 
to  transactions  made  pursuant  to 
9  510.25. 

(k)  Each  licensee  shall  maintain  cor- 
rectly and  in  orderly,  systematic,  con- 
venient and  readily  available  manner, 
and  keep  current,  all  records  and  books 
of  accovmt  in  connection  with  carrying 
on  the  business  of  forwarding  Sue h  rec  - 
ords  shall  be  retained  for  a  period  of  five 
years  and  shall  include  a  copy  of  each 
document  prepared,  processed  or  ob- 
tained by  the  licensee. 

(1)  Each  licensee  shall  make  available 
promptly  all  records  and  books  of  ac- 
coxmt  in  connection  with  carrying  on  the 
business  of  forwarding,  for  inspection  or 
reproducing  or  other  official  use  upon  the 
request  of  any  authorized  representa- 
tive of  the  Commission. 

§  510.24      CompeniMilion  anil  freiitlil  for- 
warder  crrtifiralioni. 

(a^  No  oceangoing  common  carrier 
shall  pay  to  a  licensee,  and  no  licensee 
shall  charge  or  receive  from  any  such 
carrier,  either  directly  or  indirectly,  any 
compensation  or  payment  of  any  kind 
whatsoever,  whether  called  ■brokerage", 
■  commission",  "fee',  or  by  any  other 
name,  in  connection  with  any  cargo  or 
shipment  wherein  the  licensees  name 
appears  on  the  ocean  bill  of  lading  as 
shipper  or  as  agent  for  an  undisclosed 
principal. 

(b>  No  licensee  shall  render,  or  offer 
to  render,  any  forwarding  service  free 
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of  charge  or  at  a  reduced  freight  for- 
warding fee  In  consideration  of  the  li- 
censee receiving  compensation  from 
oceangoing  common  carriers  on  the  ship- 
ment; provided,  however,  that  a  licen- 
see may  perform  freight  forwarding 
services  for  recognized  relief  agencies  or 
charitable  orgaruzations.  designated  as 
such  in  the  tariff  of  the  oceangoing 
common  carrier,  free  of  charge,  or  at  re- 
duced fees 

(c>  No  licensee  shall  share,  directly 
or  indirectly,  any  compensation  or 
freight  forwarding'  fee  with  a  shipper, 
consignee,  .seller,  purchaser,  or  their 
agents,  afflhates  or  employees;  nor  with 
any  person  or  persons  advancing  the 
purchase  price  of  the  merchandise  or 
guaranteeing  payment  therefor;  nor  with 
any  person  or  persons  havinR  a  bene- 
ficial interest  in  the  .shipment. 

(d'  No  oceangoing  common  carrier 
shall  compensate  a  licensee  when  such 
carrier  has  reason  to  believe  that  receipt 
of  such  compensation  by  the  licensee  is 
prohibited  by  this  part,  or  by  the  Act. 
le)  Before  any  compensation  is  paid 
by  an  oceanRoing  common  carrier,  or 
received  by  a  licensee,  such  licensee  shall 
submit  to  the  carrier  a  written  bill  or 
invoice  requesting  such  compensation 
and  incorporating  a  certification  In  re- 
spect to  each  shipment  In  the  form 
shown  below  The  ocearufoing  common 
carrier  shall  be  entitled  to  rely  on  such 
certification  unless  it  has  reiison  to  be- 
lieve that  the  certification  is  Incorrect 
The  form  of  certification  shall  be  as 
follows : 

The    ur.ders.^r.ed   tJirreby   certifies   that    It 

1.1    nperatlr.t;    vmcler    li.-ensr    So (or 

appllciti  >n      N'  and     registration 

No Lssufi    by    ih^   Pcdenil    Maritime 

Commlaslon.  ur  it.s  predecea.sors  I  and  han 
performed  Ir.  luldition  to  the  solicitation 
.ind  secur.ug  nl  the  r.irgo  for  the  ship  or 
the  bo.'kin,?  cf,  ..r  .otherwise  arranging  fijr 
sp.^ce  f  ir  «s'arh  ciri'  >  two  cr  more  of  the 
fMlIowlnw:  si-rvu-e-  iCherk  services  p<T- 
firmed  i 

ill    The  cotjrdinati  .n   of  the   mnvemeiil  (f 
the  cars  )  to  shlpsidr. 

I  2)    'Hie  preparation  :■. r.tl  proces.sinp  of 
txe.^n  bill  'if  l.id:i;>;, 

i3i    The     prepar.itio:;     and     proceEsin^ 
d.-H^lc   receiplo  ur  de'.i'xry  ordfr.-. 

i4i    The    preparii'.iiii:     and     proceM^ln:; 
consular   documen'i   <  r   pxp-.rt    de^^lararions 
i5i    The    payment    of    the    ixrean    freight 
ch.irges  on  the  cargo 


i 

f,  February  24, 1962 


he 

of 
of 


§510.25      Special  coBtracta. 

(a>  A  true  copy  of  all  exlsUng  ^letU 
arrangements  or  contracts,  inrttj^ 
amendments,  modifications  and  tttw|? 
lations  thereof,  between  a  licensee  m 
his  principal  shall  be  filed  with  the  pg» 
mission  within  30  days  after  the  efleetbt 
date  of  this  subpart;  and.  if  oral,  d^ 
be  confirmed  in  writing  and  a  true  ete 
shall  be  filed  with  the  Commlaskmvi^ 
such  time.  All  such  future  arri^ 
ments,  contracts,  amendments,  awiu^ 
tions,  or  cancellations  shall  be  flhi 
within  ten  days  after  they  han  ben 
entered  into. 

<b>  To  t2ie  extent  that  special  ir. 
rangements  or  contracts  are  entered  iMi 
by  a  licensee,  such  licensee  ihaQ  ^ 
deny  equal  terms  to  others  llaibijy 
situated. 

§  ."SI  0.26      S^tion  1 5  freemcan. 

I  a  >  Copies  of  written  agreements  u^ 
true  and  complete  memoranda  of  onl 
agreements  between  a  licensee  and  an- 
other licensee  or  common  carrter  cr 
other  person  subject  to  the  Act,  or  nod- 
Iflcations  or  cancellations  thereof,  vhkh 
are  subject  to  section  15  of  the  Act.  BM 
be  filed  with  the  Commission  for  i^ 
proval.  Copies  of  memoranda  or  tfm- 
ments,  modifications  or  canodlaUaH 
thereof  submitted  for  the  CommMoB^ 
approval  under  section  15  shall  desili 
show  their  nature,  the  parties,  ports,  iiM 
subject  matter  In  detail,  and  shall  rcfe 
to  any  previously  filed  agreementi  to 
which  they  may  relate. 

( b )  All  such  agreements,  or  modlfl» 
tions  or  cancellations  thereof,  dull  bo( 
be  carried  out  until  approved  by  Utt 
Commission. 

§  .'>  10.27      .Srparability. 

The  provisions  of  this  part  are  not 
iiiUM  dependent.  If  any  portion  bcnof 
shall  be  enjoined,  set  aside,  suipoidad, 
or  held  invalid,  the  validity  and  enfora- 
ability  of  all  other  parts  shall  be  m- 
affected  thereby,  and  shall  to  the  fall 
extent  practicable,  remain  In  full  font 
and  effect  unless  and  until  it  li  otte- 
wise  provided  by  the  Commliiinn  or  i 
court   of  competent  Jurlsdictkn. 

!FR     r>>c     62   1879:     Filed,    Feb.    33,   190; 
8  48   a  m  ] 


ifi  An  occan^'oi;!.;  common  carrier 
may  compensate  a  hccn.sec  to  the  extent 
of  the  value  rendered  such  carrier  in 
connection  with  any  shipment  forwarded 
on  behalf  of  others  when,  and  only  when, 
such  carrier  is  in  posses.sion  of  a  certifi- 
cation in  the  form  prescribed  in  para- 
graph   'e'    of   this   section. 

(p>  No  oceangoing  common  carrier 
shall  pay  compensation  to  any  person 
other  than  a  licen.see,  except  that  such 
a  carrier  may  pay  brokerage,  as  defined 
in  5  510.21 '  i '  to  an  ocean  freight  broker, 
a.s  defined  In  5  510  21<f '. 

(h'  Where  an  oceangoing  common 
carrier  has  paid,  or  has  Incurred  an  ob- 
ligation to  pay  brokerage  to  an  ocean 
freight  broker,  or  compensation  to  a  li- 
censee, then  such  carrier  shall  not  pay 
additional  compensation  for  any  other 
forwarding  services  rendered  on  the  same 
cargo. 


INTERSTATE  COMMERCE 
COMMISSION 

I  49  CFR   Part  148  1 

lEKxrket   No.  33991) 

POSTING  OF  FREIGHT  TARIFFS  AT 
STATIONS 

Notice  of  Proposed  Rule  MokhiJ 

February  20.  IMJ. 
Nonce  i.s  hereby  given  that  tt» 
Railway  Labor  Executives  AwQCUUg 
through  thtir  counsel,  Mulholland. !>» 
k  Ilickey,  620  Tower  Building.  W^^ 
uiKton  5.  DC  .  has  filed  a  P^^f 
f  Docket  No  33991)  with  the  ^*«*'T 
Commerce     Commission    praying   t» 


FEDEtAL  REGISTER 

Rule  33  of  the  Commission's  rules  to 
govern  the  construction  and  filing  of 
f  r^ht  rate  indiMeatlona.  inchiding  pipe- 
line scheduleg  and  dasslfications,  Tariff 
Circular  Uto.  20.  be  amended  in  the  fol- 
lowing reQ>eeta  (49  CFR  148.0  to  148.8) : 
(1)  Amend  Rule  33  to  provide  that 
where  a  tariff  is  filed  which  abolishes 
or  curtails  a  tsrpe  of  freight  service  at 
a  station  or  stations,   (a)    there  must 
be  included  in  such  tariff  during  the 
30-day  statutory   period   prior   to  the 
effective  date  a  statement  explaining 
the  effect  of  the  tariff  and  the  rights  of 
thepublic  to  seek  suspension;  (b)  publi- 
cation of  the  tariff  and  narrative  state- 
ment on  three  different  non-consecutive 
days  during  the  first   10  days  of  the 
statutory  period  in  a  newspaper  of  gen- 
eral circulation  in  each  county  of  each 
State  where  a  station  is  located  at  which 
some  type  of  freight  service  is  to  be 
abolished  or  curtailed,  and  (c)   main- 
tenance of  a  bulletin  board   at  each 
station  on  which  the  tariff  and  accom- 
panying narrative  statement  shall   be 
diq>layed  during  the  30-day  statutory 
notice. 

(2)  It  is  also  proposed  to  amend  Rule 
33(e)  to  require  each  tariff  posted  to 
conform  to  the  requirements  of  Rule  33 
amended  as  above. 

Petitioner's  stated  reasons  for  request- 
ing modification  are  its  concern  with  the 
policy  of  many  of  the  nation's  railroads 
to  discontinue  or  severely   reduce   the 
services  offered  the  public  in  connection 
with  freight  traffic;  that  less-than-car- 
load  freight  service  may  be  of  vital  im- 
portance   to    numerous    manufacturers 
and  busineasmen  but  nevertheless  such 
service  may  be  abolished  by  the  rail- 
roads after  giving  public  notice  of  in- 
tention that  is  not  certain  to  reach  or 
be  comprehended  by  such  users;  that 
the  present  form  of  notice  to  the  public 
is  inadequate  and  that  the  requested 
amendments  to  Rules  33  and  33  (e)  would 
fairly  apprise  the  public  to  the  effects 
of  the  tfuiff  amendments  proposed  by 
the  carriers  and  of  the  rights  of  timely 
protest  to  the  Commission's  Board  of 
Suspension. 

Any  person  or  persons  desiring  to 
participate  in  this  matter  may  file  repre- 
sentations supporting  or  opposing  the 
relief  sought  on  or  before  April  2.  1962. 
An  original  and  14  copies  of  such  repre- 
sentations must  be  filed  for  use  of  the 
Commission  and  must  show  service  of 
two  copies  upon  petitioner's  attorneys 
at  the  above  address. 

Copies  of  the  petition  may  be  obtained 
upon  request  from  Mulholland,  Robie  & 
Hickey.  620  Tower  Building,  Washing- 
ton 5,  D.C. 
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[scal] 


Harold  D.  McCoy. 
Secretary. 


(F.R.    Doc.    82-1882:    Piled,    Feb.    23,    1962: 
8:49  ajn.] 


DEPARTMENT  OF  COMMERCE 

Morttim*  Administration 

[Docket  No.  3-134] 

AMERICAN  EXPORT  LINES,  INC.,  AND 
ISBRANDTSEN  STEAMSHIP  CO., 
INC. 

Notice  of  Application  and  of  Hearing; 
Amendment 

In  P-R.  Doc.  62-1605,  appearing  in  the 
Federal  Register  Issue  of  February  15. 
1962  (27  P.R.  1427).  notice  was  given  of 
application  and  of  hearing  In  the  above- 
captloned  matter. 

Notice  is  hereby  given  of  amendment 
to  said  application  to  include,  in  addition 
to  the  carriage  of  refined  sugar  in  bulk, 
the  carriage  of  said  commodity  in  bags. 

A  hearing  on  the  application  has  been 
set  for  March  5.  1962.  at  10:00  ajn..  in 
Room  3490.  of  the  General  Accounting 
Office  Building  before  the  Chief  Hearing 
Examiner  of  the  Maritime  Administra- 
tion. Any  person,  firm,  or  corporation 
having  any  Interest  (within  the  meaning 
of  section  805(a) )  In  such  application 
and  desiring  to  be  heard  on  Issues  perti- 
nent to  section  805<a)  must,  before  the 
close  of  business  on  March  2.  1962.  notify 
the  Secretary.  Maritime  Administration, 
In  writing.  In  triplicate,  and  file  petition 
for  leave  to  intervene  which  petition 
shall  state  clearly  and  concisely  the 
grounds  of  interest,  and  the  alleged  facta 
relied  on  for  relief.  Notwithstanding 
anything  in  Rule  5'n)  of  the  rules  of 
practice  and  procedure,  petitions  for 
leave  to  intervene  received  after  the  close 
of  business  on  March  2,  1962,  will  not  be 
granted  in  this  proceeding 

Dated:  February  21,  1962. 

James  S.  Dawson,  Jr., 

Secretary. 

[Vn.    Doc     62-1928;     Filed     Feb.    23.    1962; 
851  a  m  | 


FEDERAL  MARITIME  COMMISSION 

PARRELL  SHIPPING  CO.,  INC.,  AND 
N.  D.  CUNNINGHAM  A  CO. 

Notico  of  Agroomont  Filod  for 
Approval 

Notice  is  hereby  given  that  Agreement 
No.  8728  has  been  filed  with  the  Federal 
Maritime  Commission  for  approval  pur- 
suant to  section  15  of  the  Shipping  Act, 
1916,  asafnended. 

Parties  to  the  agreement  are  Farrell 
Shipping  Co.,  Inc.,  New  Orleans,  Louisi- 
ana, and  N.  D.  Cunningham  b  Company, 
Mobile.  Alabama,  freight  forwarders 
who,  pending  Issuance  of  licenses,  are 
operating  under  their  registration  num- 
bers during  the  120-day  period  provided 
for  In  Public  Law  87-254. 
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Notices 


The  agreement  is  a  cooperative  work- 
ing arrangement  under  which  each  party 
will  perform  freight  forwarding  serv- 
ices for  the  other.  The  entire  forward- 
ing fee  will  be  retained  by  the  party 
performing  the  services.  On  shipments 
handled  imder  the  agreement,  the  ocean 
freight  brolterage  will  be  divided  equally. 

The  agreement  may  be  cancelled  by 
either  party  giving  written  notice  to  the 
other  of  its  desire  to  terminate  the  ar- 
rangement, cancellation  to  become  effec- 
tive 30  days  after  date  of  such  notice. 

This  agreement  enables  each  party  to 
use  the  services  of  the  other  in  connec- 
tion with  its  shipments  moving  through 
New  Orleans  or  Mobile,  respectively. 

Interested  parties  may  Inspect  this 
agreement  and  obtain  copies  thereof  at 
tlie  OflQcc  of  Regulations,  Federal  Marl- 
time  Commission.  Washington  25.  DC. 
and  may  submit,  within  20  days  after 
publication  of  this  notice  In  the  Federal 
Register,  written  statements  with  ref- 
erence to  it.  and  their  position  as  to 
approval,  disapproval,  or  modification 
thereof,  together  with  request  for  hear- 
ing should  such  hearinfi  be  desired. 

Dated:   February  20,  1962. 

By  order  of  the  Federal  Marilime 
Commi.ssion. 

Thomas  Lisi, 
Secretary. 

|FR     I>x-     62   1880.     Piled,    Feb.    23.    1962. 
8  49  a^n  I 


MEMBER  LINES  OF  TRANS  PACIFIC 
FREIGHT  CONFERENCE  (HONG 
KONG)  ET  AL. 

Notice  of  Agr««mtnts  FiUd  for 
Approval 

Notice  is  hereby  given  that  the  fol- 
lowing described  agreements  have  been 
filed  with  the  Commission  for  approval 
pursuant  to  section  15  of  the  Shipping 
Act.  1916  (39  Stat.  733.  75  Stat.  763;  46 
use.  814): 

Agreement  14-18,  between  the  member 
lines  of  the  Trans  Pacific  Freight  Con- 
ference (Hong  Kong) .  modifies  the  basic 
agreement  of  that  conference  (Num- 
bered 14-1,  as  amended),  which  pres- 
ently covers  the  Inbound  Trans-Pacific 
trade  from  or  via  Hong  Kong.  Canton. 
Amoy.  Foochow.  and  all  other  ports  in 
China  south  of  and  including  Foochow. 
and  ports  in  Formo.sa.  Indo-Chlna  and 
Slam  to  Vancouver.  British  Columbia. 
Seattle  and  Tacoma.  Washington.  Port- 
land, Oregon,  San  Francisco.  Alameda. 
Oakland.  Long  Beach,  Los  Angeles  Har- 
bor, and  San  Diego.  California,  and 
Honolulu,  Hawaii,  or  via  such  Pacific 
Coast  ports  to  overland  points  in  the 
United  States  and  Canada.  The  purpose 
of  the  modification  is  to  (D  redescribe 
the  trading  area  of  the  conference  to  in- 
clude the  entire  range  of  ports  on  the 
Pacific  Coa-st  of  North  America  <U  S.  and 


Canada*  as  ports  of  dlacharte;  m 
change  the  name  of  FonnoM,  'i^ 
China  and  Slam  to  Taiwan.  Vlek  1^ 
and  Thailand,  respectively,  the  pcw^ 
day  designation  of  those  countitai;  (S) 
add  Cambodia  as  a  country  of  n^^ 
within  the  scope  of  the  conference;  (4) 
change  procedure  with  respect  to'«ai. 
ference  meetings,  voting  and  entote 
into  shippers  contracts;  (5)  addnewpn. 
visions  governing  member  Unee  aH^^^ 
as  agents  for  non-conference  carrkn- 
<6>  modify  admission  and  wlthdrmni 
provisions;  and  (7)  and  a  new  provMn 
setting  forth  the  understanding  of  thi 
member  lines  as  to  what  romtlliitB 
regular  service  for  the  purpose  of  Totby 
and  membership. 

Agreement  8506-1,  between  Sea-Uad 
Service.  Inc.  Puerto  Rican  Dlvlden  lod 
American  President  Lines,  Ltd..  modlflti 
approved  Agreement  8506,  ooveriac  I 
through  billing  arrangement  on  euio 
from  France.  Italy  and  North  Afria  to 
Puerto  Rico,  via  New  York.  The  purpw 
of  the  Modification  Ls  to  (1)  record  Set- 
Land  Service.  Inc.  Puerto  Rican  DlvlilaB, 
the  new  name  of  that  company,  m  a 
party  to  the  agreement,  in  place  cA  Sea- 
Land  of  Puerto  Rico,  Dlvlsioa  ol  8ei- 
Land  Service.  Inc.;  and  (2)  eliminate tttt 
reference  to  the  Association  d  Weit 
India  Trans- Atlantic  Steamship  Uaatt  u 
the  governing  conference  with  reqwetto 
the  applicable  rates  to  be  obaerved  by 
the  parties  under  the  agreement 

Interested  parties  may  inspect  tbm 
ac;reement5  and  obtain  copies  thereof  at 
the  Bureau  of  Foreign  Regulatkm.  IW- 
eral  Maritime  Commission,  WaihtnctOB, 
DC.  and  may  submit  within  10  dun 
after  publication  of  thla  nottee  In  tiM 
Federal  Registei,  written  itateiMBli 
with  reference  to  either  of  than  tini- 
mentfi  and  their  position  as  to  anpranl, 
disapproval,  or  modification,  tofithc 
with  request  for  hearing  should  mch 
hearing  be  desired. 

Dated :  February  19,  1962. 

By  order  of  the  Federal  MarltiiM 
Commission. 

Thomas  Lw. 
5ecretarr. 

|FR     Doc     62  1881;    FUed.    Fib.    tt,   IMI; 
8  48  a.m.) 


FEDERAL  RESERVE  SYSTEM 

C.  B.  INVESTMENT  CORP. 
Order  Approving  Applicotion 

In  the  matter  of  the  appUcatloooJ 
C.  B.  Investment  Corporation  for  prior 
approval  of  acquisition  of  addltkoil 
shares  of  voting  stock  of  The  Pint  Vti- 
tional  Bank  of  Port  Arthur,  Texas. 

Whereas  there  has  come  before  tM 
Board  of  Governors,  pursuant  to  leewa 
3(a)  (2)  of  the  Bank  Holding  Caapff 
Act  of  1956  <12  U5.C.  1842)  and  ieettoB 


-jjy^oy,  February  24,  1962 

.  ^,i^  of  Federal  Reserve  ReguUUon 
JVii  caS  2a2.4(a)  (2) ) .  an  application 
^  *2i-if  of  C.  B.  Investment  Corpora- 
•f^irton.  Texas,  for  the  Board's 
^  inoroval  of  the  acquisition  of  an 
•STttoSj  932  shares  of  tiie  voting  stock 
ifJ^pSt  National  Bank  of  Port 
i*^  port  Arttiur.  Texas;  a  Notice  of 
ESS  of  Application  has  been  pub- 
!!Sln  the  Federal  Register  on  Peb- 
*%?  a  1962  (27  FH.  994).  which  pro- 
2S  an  opportunity  for  submission  of 
'r!«^t8  and  views  regarding  the  pro- 
"SSouiaition;  and  the  time  for  filing 
KToSments  and  views  has  expired 
3l  no  such  comments  or  views  have 

'^tt  hereby  ordered.  For  the  reasons 
J  forth  in  the  Board's  Statement »  of 
^  date,  that  said  application  be  and 
Iiereby  is  approved. 

Qtted  at  Washington,  D.C.,  this  19th 
^  of  February  1962. 

By  order  of  the  Board  of  Governors. 


[gULl 


Merrftt  Sherman, 
Secretary. 


f»A.  Doc     63-1864:    Filed.    Feb.    28,    1962; 
'  S:46  a.m.] 

OPnCE  OF  EMERGENCY 
PLANNING 

PETROLEUM  STUDY  COMMIHEE 

Policy  Concerning  Submission  of  Data 
and  Viows  for  Consideration 

The  President  has  directed  that  a 
FMioleum  Study  Conunittee  under  the 
ehalnnanship  of  the  undersigned  shall 
Btke  a  comprehensive  study  of  petro- 
leum requirements  and  supplies  in  rela- 
tion to  national  security  objectives.  The 
f«y  Kibctantial  quantity  of  Information 
Dov  In  the  possession  of  the  Govern- 
ment pursuant  to  its  data  collection 
functions,  material  available  from  the 
publications  of  the  industry  and  industry 
UMdations  and  earlier  studies  and  con- 
iraMloDal  hearings  in  the  area  of  petro- 
leum requirements  and  supply,  make  It 
unnecessary  to  call  for  the  systematic 
Ribmlsslon  of  views  and  data  from  the 
public.  However,  there  is  no  Intention 
to  deny  anyone  the  opportunity  to  sub- 
mit material  considered  relevant  in  terms 
of  the  experience  of  individuals,  com- 
Ptnles  or  groups  under  current  Qovem- 
ment  policies  or  programs. 

If  a  statement  is  submitted  it  should 
be  q)eclflc  as  to  policies  or  programs 
MQsldered  desirable  and  should  be  sub- 
mitted in  25  copies  to  the  undersigned 
Dot  later  than  April  2,  1962.  A  copy  of 
etch  such  submission  will  be  available 
(or  public  inspection  at  the  Information 

'niM  u  put  of  the  original  document. 
0>pl«  ftTaUable  upon  requeat  to  the  Board 
<X  Oortmort  of  the  Federal  Reserve  System. 
WMhlagton  2S.  D.C.,  or  to  the  Federal  Re* 
■imBank  of  Dallas. 


FEDERAL  REGISTER 

Offlee  of  the  Office  of  Emergency  Plan- 
ning. 

Dated:  February  21. 1962. 

Edward  A.  McDkrmott, 
Acting  Director, 
Otflce  of  Emergency  Planning. 

(FJl.    Doc.    82-1021:    Piled,    Feb.    23.    1962; 
8:60  a.m.] 

SMAU  BUSINESS  ADMINISTRA- 
TION 

( Delegation  of  Authority  54.  Rev .  2 1 

DIRECTOR,  OFFICE  OF 
INVESTMENT 

Deiogotien  Relating  to  Investment 
Program 

1.  Pursuant  to  the  authority  delegated 
to  the  Deputy  Administrator  of  the  In- 
vestment Division,  by  the  Administrator 
by  Delegation  of  Authority  No.  50  (Re- 
vision 3).  as  amended,  (25  F.R.  7418,  26 
F.R.  4440  and  27  F.R.  1303),  there  is 
hereby  redelegated  to  the  Director,  Office 
of  Investmoit  the  authority: 

A.  /nt>c»fmenf.  1.  To  approve  Notices 
to  Proceed. 

2.  To  approve  extensions  of  Notices  to 
Proceed  for  a  period  of  not  more  than 
200  days  from  the  date  of  the  original 
Notice  to  Proceed. 

3.  To  approve  loans  and  their  disburse- 
ment imder  sections  302  and  303  of  the 
Small  Business  Investment  Act  of  1958, 
as  amended,  except  that  approval  of  self - 
dealing  louxs  shall  be  restricted  to  those 
involving  individuals,  with  less  than  an 
aggregate  amoimt  of  5  percent  interest 
in  an  SBIC.  and  an  aggregate  amount 
of  less  than  10  percent  of  the  small  busi- 
ness concern. 

4.  To  approve  dates  of  change  of  an- 
nual meetings. 

5.  To  approve  changes  in  the  number 
of  members  of  Board  of  Directors  of  in- 
dividual SBIC's. 

6.  To  approve  new  officers  and  Direc- 
tors of  Individual  SBIC's. 

7.  To  approve  luane  changes  and  ad- 
dress changee  of  Licensees. 

8.  To  approve  overllne  loans  (excess 
of  20  percent)  where  the  excess  amount 
does  not  exceed  2  percent  of  the  Licen- 
see's statutory  capital. 

9.  To  extend  use  of  sections  302  and 
SOS  loem  proceeds  not  to  exceed  30  days 
beyond  the  authorized  period. 

10.  To  approve  voluntary  withdrawals 
Involved  In  termination  of  Notices  to 
ProMed  or  letters  of  comment. 

B.  Compliance.  To  take  any  and  all 
actions  deemed  necessary  to  assure  com- 
pliance with  the  Small  Business  Invest- 
ment Act  of  1958,  as  amended,  and  reg- 
ulations promulgated  thereunder  except 
those  actions  which  involve  policy  de- 
termination or  legal  precedent. 

C.  Development.  To  approve  loans 
and  their  disbursement  under  section  502 
of  the  Small  Business  Investment  Act  of 
1958,  as  amended,  except  that  such  ap- 
proval shall  not  exceed  $150,000. 

D.  Administrative.  1.  To  authorize  or 
approve  (a)  his  personal  travel  and  (b) 


1TI9 

the  travel  of  Washington  OfBce  em- 
ployees under  his  supervtsicm  except 
travel  when  actual  travel  subsistoice  is 
requested. 

2.  To  approve   (a)    sick  axul  annual 
leave,  (b)  leave  without  pay  not  in  ex-  . 
cess  of  30  days  and  <c)  overtime  work 
for  employees  under  his  supervision. 

n.  The  authority  delegated  in  lAJ. 
and  ID  J.  may  not  be  redelegated. 

m.  All  authority  delegated  herdn 
may  be  exercised  by  any  SBA  employee 
designated  as  Acting  Director,  Offloe  of 
Investment. 

IV.  All  previous  authority  delegated  to 
the  Director,  Office  of  Investment  is 
hereby  rescinded  without  prejudice  to 
actions  taken  under  such  delegation 
prior  to  the  date  hereof. 

Effective  date:  February  12, 1962. 

Phil  David  Fnn, 
Deputy  Administrator, 
Investment  Division. 

[P.R.    Doc.    62-1868;    PUed,   Feb.   23.    1962; 
8:47  ajn.] 


FEDERAL  POWER  COMMISSION 

[Docket  No6.  Riea-«29,  etc.] 

PAN  AMERICAN  PETROLEUM  CORP. 
ET  AL. 

Order  Providing  for  Hoarings  on  and 
Suspension  of  Propoaod  Changes  In 
Rates;  ^  and  Allowing  Rat* 
Changes  To  Bocomo  EfFoctivo  Subp 
ject  to  Refund 

February  16,  1962. 
Pan  American  Petroleum  Corporation, 
Docket  No.  RI62-329:  Pioneer  Production 
Corporation,  Docket  No.  RI62--330;  Pio- 
neer Production  Corporation  (Operator) 
et  al..  Docket  No.  RI62-331;  Ashland  OU 
&  Refining  Company  ."Docket  No.  RI63- 
332:  Amerada  Petroleum  Corporation, 
Docket  No.  RI62-S3S:  Amerada  Petro- 
leum Corporation  (Operator)  et  al., 
Docket  No.  RI62-334;  Harper  OU  Com- 
pany, Docket  No.  RI62-336;  Harper  OU 
Company  (Operator)  et  al..  Docket  No. 
RI62-336;  Texas  Ban  Juan  OU  Corpo- 
ration, Docket  No.  RI62-SS7;  Earl  C. 
Brookover,  Docket  No.  RI62-SS8;  Sin- 
clair OU  li  Oas  Company  (Operator)  et 
al..  Docket  No.  RI6a-S30;  BeU  OU  li  Oa« 
Company,  Docket  No.  RI6a-S40:  PhilUps 
Petroleum  Company,  Docket  No.  RI62- 

341. 

The  above-named  respondents  have 
tendered  for  fUing  propped  changes  in 
presently  effective  rate  schedules,  for 
sales  of  natural  gas  subject  to  the  Juris- 
diction of  the  Commission.  With  the 
exception  of  the  sales  by  BeU  OU  li  Oas 
Company  under  Rate  Schedule  No.  2,  and 
Supplement  No.  4  thereto,  at  a  pressure 
base  of  15.325  psla.  aU  of  the  sales  are 
made  at  a  pressure  base  of  14.65  psia. 
The  proposed  changes  are  designated  as 
follows: 


1  Thia  order  doe«  not  provide  for  the  oon- 
soUdatlon  for  hearing  or  dUpoeitlon  of  the 
several  matters  covered  herein,  nor  should 
It  be  so  conetrued. 
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„.   I.Hkr.  No    Rlol  ;>">■»"  !  i.'  ■"«  in  .IT  ■'  'iili)fct  to  refund. 


With  the  exception  of  the  proposed 
increase  of  Bell  Oil  It  Oas  Company 
resulting  from  a  revenue-sharing  rate 
Increase  for  natural  gas  sold  to  Cabot 
Corporation  In  the  De  Kalb  Field.  Ollmer 
County.  West  Virginia  (based  upon  a 
contract  proTlsion  providing  that  Bell 
Oil  should  receive  60  percent  of  any  in- 
crease in  the  resale  price  received  by 
Cabot  from  Hope  Natural  Oas  Com- 
pany), the  proposed  rate  increases  ex- 
ceed the  applicable  area  price  levels  es- 
tablished by  the  Commission's  State- 
ment of  General  Policy  No.  61-1.  as 
amended  (18  CPR  Ch.  1,  Part  2.  !  2.56). 
The  subject  rate  of  Cabot  was  suspended 
by  the  Commission  and  is  now  in  effect 
subject  to  refund  (Docket  No.  RI61-308' . 

The  proposed  increased  rates  of 
Amerada  Petroleum  Corporation  and 
Amerada  Petroleum  Corporation  (Opera- 


tor) at  al  .  provide  for  tax  reimburse- 
ments based  on  an  Increase  in  New 
Mexico's  conservation  tax  effective  July 
1.  1955  plus  the  Increase  in  severance 
Ux  effective  June  10.  1949.  Similarly 
the  proposed  increased  rate  of  Texas 
San  Juan  OU  Corporation  provides  for 
tax  reimbursement  of  the  Texas  dedi- 
cated reserve  tax  applicable  to  gas  sold 
to  Tennessee  Oas  Transmission  Com- 
pany in  the  Miller  and  Pox  Fields,  in 
Jim  Wells  and  Duval  Counties.  Texas. 

The  suspension  periods  applicable  to 
Amerada  Petroleum  Corporation.  Amer- 
ada Petroleum  Corporation  (Operator' 
et  al.,  Texas  San  Juan  Oil  Corporation, 
and  Bell  Oil  k  Gas  Company  may  bo 
shortened  to  one  day. 

The   increa5ed   rates   and   charges   .so 
proposed  may  be  unjust,  unreasonable. 


unduly  discriminatory,  or  yiefeienUil. 
or  otherwise  unlawful. 

The  Commission  finds:  It  Is  iMO<wfn 
and  proper  in  the  public  interwtmW 
aid  in  the  enforcement  of  the  i«v^MMp 
of  the  Natural  Gas  Act  that  the  <5o"'^ 
slon  enter  upon  hearings  concenMiH<l» 
lawfulness  of  the  several  pwpoill 
changes  and  that  the  above-dwifnaW 
supplements  be  suspended  and  U>f  ■■ 
thereof  deferred  af  hereinafter  orfleno. 

The  Commission  orders: 

(A>  Pursuant  to  the  »uthorlty  OfW 
Natural  Gas  Act.  particularly  •«€»"• 
and  15  thereof,  the  Commission's  roMi* 
practice  and  procedure,  and  ^^^TJrti 
tlons  under  the  Natural  Oas  *••  *" 
CFR  Ch.  1>.  public  hearings  «n«»" 
held  upon  dates  tc  be  fixed  PT  M"? 
from  the  Secretary  concerning  »^ 
fulnes.s  of  the  several  propoted 


I 


February  24,  1962 


,^  charges  contained  In  the 
.  iSi««atad  supplements. 
^^Zuna  bearings  and  decisions 
*  ttTabove-designated  rate  *up- 
^ut  hereby  suspended  and  the 
--rf  deferred  until  the  date  indi- 
^  ta  the  above  "Date  Suspended 
•S-S»umn.  and  thereafter  untU  such 
?£L.  ameas  they  are  made  effective 
SfST-iSier  prescribed  by  the  Natural 
JiS^S-Provided.  /lowerer   That  the 

^■miTn*'  to  the  rate  schedules  nied 
J*fSrada  Petroleum  Corporation. 
TLJSr  Petroleum  CorporaUon  (Oper- 
*SIfYiL  Texas  San  Juan  OU  Corpo- 
SL  iod'Bell  Oil  L  Gas  Company  as 
"TlaUrabove.  shall  become  effective 
■LSto refund  on  the  date  and  in  the 
221  bewln  prescribed  if  within  30 
STfRMi  the  date  of  Issuance  of  this 
SL  Bamondents  shall  each  execute 
7lito  under  its  above-designated 
^MBumber  with  the  Secretary  of  the 
^B^wlan  its  agreement  and  under- 
Sllltofl^nply  with  the  refunding  and 
^S3L«  procedure  required  by  the  Hat- 
SknIaoC  and  1 154.102  of  the  regu- 
Slia  thereunder,  accompanied  by  a 
l^ji^gfn  showing  service  of  copies 
Snof  iBwn  all  purchasers  under  the 
Sliedule  Involved.  Unless  H«8pond- 
ata  an  advised  to  the  contrary  within 
iTtefi  after  the  filing  of  their  respective 
mumnt  aod  undertaking,  such  agree- 
pnt  ind  undertaking  shall  be  deemed 
tehgTt  been  accepted.    ,     '         .      . 

iC)  Httther  the  supplemenU  hereby 
Muded.  nor  the  rate  schedulei  sought 
tobtsttved  thereby,  shall  be  changed 
■tffl  tbtfc  proceedings  have  been  dia- 
pind  of  or  until  the  periods  of  suapoi- 
iOD  bave  expired,  unleos  otherwise 
■dend  by  the  Commission. 

(D)  Notices  of  intervention  or  peti- 
ttm  to  intervene  may  be  filed  with  the 
IMnl  Power  Commission.  Washington 
a,  D.C^  In  accordance  with  the  rules  of 
ji^f^  and  procedure  (18  CFR  1.8  and 
IJT)  OD  or  before  April  1,  1962. 


FEDBtAL  REGISTER 

Su«>endBd  Until"  change  "7-8-62"  to 
read  "8-0-62". 

Joseph  H.  Qutrios, 
Secretary. 

[FJl.    Doc.   ea-lMl:    FII«1.    Feb.    28,    1962; 
a:40  am.) 


9r  ttM  Commission. 

Joseph  H. 


(FJL  Doe.   ea-isai:    Plied. 
8:46  ajn. I 


! 

Outride, 
Secretory, 

Feb.    3S.    1962; 


(Docket  No.  RI02-3Oe  etc.] 

SOGONY  MOBIL  OIL  CO.,  INC.,  ET  AL. 

0dm  Providing  for  Hearings  on  and 
Suspension  of  Proposed  Changes  in 
lofes;  Correction 

February  15, 1962. 

•oeooy  Mobil  Oil  Company,  Inc.,  et  al., 
DMketNo.  RI62-308.  et  al.;  Sohlo  Petro- 
boa  Oompany.  Docket  No.  RI62-320. 

Intbe  order  providing  for  hearings  on 
Mi  suspcDsion  of  proposed  changes  in 
ioed  January  26,  1962,  and  pub- 
In  the  Peoebal  Register  on  Feb- 
1. 1962  (FJl.  Doc.  62-1082;  27  F.R. 
IN) :  In  the  chart,  Docket  No.  RI62-320. 
Sohk)  Petroleum  Company  (Supplement 
Mbl  7  to  Bate  Schedule  No.  42).  under 
coiaam  headed  "Effective  Date  Unless 
a"pended"  change  "2-«-62"  to  read 
■"'-Mr.    Under  column  headed  "Date 


SECIIRmES  AND  EXCHAHfiE 
COMMSSKW 

{FllS  No.  70-4013] 

AMERICAN  NATURAL  GAS  CO. 

Noiko  •#  Prapoeal  To  Adopt  Stock 
Opiien  Plan  for  Key  Executive  Em- 
ptoyoof;  To  Amend  CertHlcato  of 
Incorporation;  To  Solicit  Proxies; 
and  To  Acquire  and  Soli,  If  Neces- 
sory,  Cortain  Shares  of  Common 
Stock 

FEBRUARY   19,  1962. 

Notice  is  hereby  given  that  American 
Natural  Qt*  Company  ("American  Nat- 
ural"). 3600  Penobscot  Building,  De- 
troit 20,  Michigan,  a  registered  holding 
company,  has  filed  a  declaration  with 
this  CoQUxUssion  pursuant  to  the  Public 
Utility  WMIxm  Company  Act  of  1935 
("Aet") .  doslfnatinf  seotions  6(a) ,  7,  and 
la  of  the  Act  and  Rules  43  and  62  pro- 
mulgated thereunder  as  applicable  to  the 
proposed  transactions.  All  interested 
persons  are  referred  to  the  declaration, 
on  file  at  the  office  of  the  Commission. 
for  a  statement  of  the  transactions 
therein  proposed  which  are  summarized 
kMlow. 

American  Natural  proposes  to  adopt 
a  restricted  stock  option  plan  ("Plan") , 
in  accordance  with  the  provisions  of 
section  421  of  the  Internal  Revenue  Code 
of  1954,  as  amended,  for  regular  full- 
time  key  executive  employees  of  Ameri- 
can Natural  and  its  subsidiary  com- 
panies. A  total  of  147,112  shares  of  the 
authorised  but  unissued  common  stock 
of  American  Natural  is  to  be  reserved  for 
issue  upon  the  exercise  of  options 
granted  under  the  Plan.  This  amounts 
to  1  percent  of  the  14,711,292  shares  of 
American  Natural's  common  stock  pres- 
ently issued  and  outstanding. 

Among  the  provisions,  terms,  and  con- 
ditions of  the  Flan  are  the  following: 
(1)  Not  more  than  25  percent  of  the 
'  shares  reserved  under  the  Plan  may  be 
optioned  to  employees  who,  at  the  time 
of  adc^tion  of  the  Flan,  are  offers  of 
American  Natural  or  its  subsidiary  com- 
panies; (2)  subject  to  modifications  and 
adjustments  under  certain  conditions, 
the  exercise  price  per  share  of  the  com- 
mon stock  covered  by  ea(di  option  shall 
be  the  fair  market  value  of  such  stock 
at  the  time  of  the  granting  of  the  option, 
which  fair  market  value  shall  be  not 
less  than  the  highest  price  on  the  New 
York  Stock  Exchange  on  the  day  the 
option  is  granted;  (3)  the  exercise  price 
of  the  stock  may  be  reduced  to  the  fair 
market  value  of  the  stock  on  the  day  of 
reduction  if  the  average  fair  market 
value  thereof  for  the  twelve  consecutive 
calendar  months  iwreceding  the  month 
in  which  the  reduction  occurs  is  less  than 
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80  percent  of  the  fair  marlcet  value  of 
the  stock  on  the  date  of  the  origlnol 
grant  of  the  option;  (4)  the  aggregate 
exercise  price  of  common  stock  epttoned 
to  any  («e  optionee  must  be  paid  la  cash 
upon  the  exercise  of  the  option  or  op- 
tions, and  such  exercise  price  is  not  to 
exceed  150  percent  of  the  regular  annual 
cash  compensation  being  paid  to  him  by 
American  Nattmil  or  its  subsidiary  com- 
panies when  the  optixm  or  (H;>tions  are 
granted  to  him;   (5)  the  term  of  any 
option  shall  not  exceed  seven  years  from  , 
the  date  it  Is  granted;  (6)  no  option  may 
be  exercised  in  whole  or  in  part  during 
the  first  twelve  months  after  its  grant; 
thereafter,  each  option  shall  be  eararels- 
able  as  to  no  more  than  one-fourth  of 
the  shares  originally  subject  thereto  for 
each  twelve  months  which  shall  have 
elapsed  after  the  date  upon  whloh  it  was 
granted;   (7)  the  Plan  shall  terminate 
five  years  after  the  date  of  its  approval 
by  the  common  stockholders  of  American 
Natural;  and  (8)  the  Plan  shall  be  ad- 
ministered by  a  eommittee  sclectod  tram 
members  of  the  board  of  directors  of 
American  Natural  who  are  not  eligible 
to  receive  options  under  the  Plan. 

American  Natural  .also  proposes  to 
amend  ita  Certificate  of  Xi^rporatlon 
to  release  pre-emptive  rights  as  to  Omtm 
of  common  stock  issued  pursuant  to  aay 
stock  option  or  stock  purchase  plan,  ap- 
proved by  Btockbolden.  for  eawloyees  al 
American  Natural  and  its  subsidiaries. 
The  rf>mpft»y  further  proposss  to  solicit 
proxies,  to  be  voted  at  the  annual  and 
special  meeting  to  be  held  on  April  SS, 
1962,  from  the  holders  of  its  outotMd- 
ing  shares  of  fff*"""*"^  stock  for  approiral 
of  the  Plan  and  the  amenrtment  tof  tlie 
Certificate  of  Incorporation. 

The  declaration  states  that  under  the 
New  Jersey  General  Corporation  Act 
holders  of  common  stock  of  the  company 
issued  before  April  15.  1920,  have  the 
right,  should  they  dissent  from  the  adop- 
tion of  the  Plan,  to  have  their  shares  ap- 
praised and  to  receive  eash  therefor. 
In  the  event  that  any  such  stockholders 
do  dissent  and  obtain  the  appraised  value 
of  their  stock,  American  Matural  Sffo- 
poses  to  acquire  their  shares  and.  Wthln 
90  days,  to  sell  saki  shares  in  ordinary 
brokerage  transactions  on  the  New  York 
Stock  Exchange.  .  ^  .    ^    . 

Feea  and  fTpy'T**  expected  to  be  m- 
curred  in  cMinection  with  the  proposed 
transactions  are  estimated  at  $9,000.  in- 
cluding counsel  fees  of  $7,500.  The  dec- 
laration states  that  no  State  and  do 
Federal  commission,  other  than  this 
Commission,  has  Jurisdiction  over  the 
proposed  transactions. 

Notice  is  further  given  that  any  in- 
terested person  may.  not  later  than 
March  6.  1962.  request  in  writing  that  a 
hearing  be  held  on  such  matters,  stating 
the  nature  of  his  interest,  the  reasons 
for  such  request,  and  the  issues  of  fact 
or  law  raised  by  said  declaration  which 
he  desires  to  controvert;  or  he  may  re- 
quest that  he  be  notified  if  the  Commft- 
sion  should  order  a  hearing  thereon. 
Any  such  request  should  be  addreseed: 
Secretary.  Seciuities  and  Exchange 
Commission,  Washington  25,  D.C.  A 
copy  of  such  request  should  be  served 
personally  or  by  maU  (air  man  if  the 
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person  belm  served  is  located  more  than 
600  miles  from  the  point  of  mailing) 
upon  declarant,  and  proof  of  service  (by 
affidavit  or.  in  case  of  an  attomey-at- 
law,  by  certificate)  should  be  filed  con- 
temporaneously with  the  request.  At 
any  time  after  said  date,  the  declaration, 
as  fUed  or  as  amended,  may  be  permitted 
to  become  effective  as  provided  in  Rule 
23  of  the  general  rules  and  regulations 
promulgated  under  the  Act,  or  the  Com- 
mission may  grant  exemption  from  such 
mles  as  provided  in  Rules  20<  a>  and  100 
thereof  or  take  such  other  action  as  it 
may  deem  appropriate 

By  the  Commission 

[MAL]  Orval  L    Dubois. 

Secretary. 

l¥H.    Doc.    62-1865;    Filed.    Feb     23.     1962; 
8:47  a. ml 


NOTICES 

or  after  March  12,  1962  unless  prior 
thereto  a  hearing  Is  ordered  by  the 
Commission. 

Any  interested  person  may,  not  later 
than  March  9,  1962,  at  5:30  pjn.,  submit 
to  the  Commission  in  writing  his  views 
on  any  additional  facts  bearing  upon 
the  application  or  the  desirability  of  a 
hearing  thereon,  or  request  the  Com- 
mission in  writing  that  a  hearing  be  held 
thereon  Any  such  communication  or 
request  should  be  addressed  to  the  Secre- 
tary, Securities  and  Exchange  Commis- 
sion, Washington  25,  DC.  and  should 
state  briefly  the  nature  of  the  Interest 
of  the  person  submitting  such  informa- 
tion or  requesting  a  hearing,  the  reasons 
for  such  request,  and  the  issues  of  fact  or 
law  raised  by  the  application  which  he 
desires  to  convert. 

By  the  Commission. 

I  SEAL  I  Orval  L    DuBots. 


[FUeNo.  2-16577) 

RIDGEWAY  CENTER  ASSOCIATES 
Notic*  of  Application  for  Exemption 

February  16,  1962. 
Notice  is  hereby  given  that  Ridgeway 
Center  Associates,  a  New  York  partner- 
ship, has  filed  an  application  pursuant  to 
Rule  15d-20  of  the  general  rules  and  reg- 
ulations under  the  Securities  Exchange 
Act  of  1934  (17  CPR  Part  240;  15d-20» 
for  an  order  exempting  the  Issuer  from 
the  operation  of  section  15<d  •  of  the  Act 
with  respect  to  the  duty  to  file  any  re- 
ports required  by  that  section  and  the 
rules  and  regulations  thereunder 

RvUe  15d-20  permits  the  Commission, 
upon  i4>plication  and  subject  to  appro- 
priate terms  and  conditions,  to  exempt 
an  issuer  from  the  duty  to  file  annual 
and  other  periodic  reports  if  the  Com- 
mission finds  that  all  outstanding  se- 
curities of  the  issuer  are  held  of  record. 
as  therein  defined,  and  the  number  of 
such  record  holders  does  not  exceed  50 
persons  and  that  the  filing  of  such  re- 
ports is  not  necessary  in  the  public  in- 
terest or  for  the  protection  of  investors 
The  application  states  that  these  con- 
ditions have  been  met. 

The  applicant  states  that  all  of  the 
outstanding  securities  of  such  issuer  are 
now  held  of  record  and  the  number  of 
such  record  holders  does  not  now  exceed 
fifty  persons.  It  states  further  that 
United  Investors  Corporation  of  Dela- 
ware, owns  all  of  the  limited  partnership 
interests  except  to  the  extent  of 
$25,000.00  of  such  interests  which  are 
owned  by  seven  additional  persons.  The 
United  Investors  Corporation,  a  New 
York  corporation,  and  wholly  owned 
subsidiary  of  United  Investors  Corpora- 
tion of  Delaware,  owns  all  of  the  general 
partnership  interests  of  the  applicant 
The  limited  and  general  partnership  in- 
terests are  the  only  securities  of  the  ap- 
plicant outstanding.  Under  the  limited 
partnership  interests  of  the  applicant, 
has  the  obligation  of  furnishing  annual 
financial  reports  to  the  holders  of  the 
limited  partnership  interests 

Notice  is  further  given  that  an  order 
granting  the  application  upon  such  terms 
and  conditions  as  the  Commission  may 
deem  necessary  or  appropriate  may  be 
issued  by  the  Commission  at  any  time  on 


,  F  R      D.x- 
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Secretary 
Feb      23,     1962, 


I  File  No   70  4017  1 

UNION   ELECTRIC   CO. 

Notice  of  Proposed  Employees'  Stock 
Option    Plan    and    Solicitation    of 

Proxies 

February  19,  1962. 

Notice  IS  hereby  given  that  Union  Elec- 
tric Company  <' Union"",  315  North 
Twelfth  Boulevard,  St.  Louis  66,  Mo.,  a 
registered  holding  company  and  a  pub- 
lic-utility company,  has  filed  a  declara- 
tion and  an  amendment  thereto  with 
this  Commission  pursuant  to  the  F^iblic 
Utility  Holding  Company  Act  of  1935 
("Act"),  designating  sections  6<a),  7, 
12<e) ,  and  12(f  >  of  the  Act  and  Rules  43 
and  62  promulgated  thereunder  as  ap- 
plicable to  the  proposed  transactions 
I  All  interested  persons  are  referred  to  the 
declaration,  on  file  at  the  office  of  the 
Commission,  for  a  statement  of  the 
transactions  therein  proposed  which  are 
summarized   below. 

Union  proposes  to  adopt  an  "Employ- 
ees' Savings  and  Stock  Subscription 
Plan"  ("Plan"*  offering  to  all  regular 
full-time  officers  and  employees  of  Union 
and  of  its  participating  subsidiary  com- 
panies, Missouri  Power  L  Light  Company 
and  Missouri  Edison  Company,  non- 
transferable privileges  to  subscribe  for 
up  to  500,000  shares  of  Union's  previ- 
ously authorized  but  unissued  common 
stock  This  amounts  to  4.38  percent  of 
the  11,402,622  shares  of  the  presently 
issued  and  out.standinK  common  stock  of 
Union. 

The  effective  date  "  of  the  Plan  will 
be  as  soon  as  practicable  after  a  regis- 
tration statement  filed  under  the  Secu- 
rities Act  of  1933  in  respect  of  the  Plan 
has  become  effective  The  Plan  will  ter- 
minate on  a  date  t  termination  date  '  i  6 
years  after  the  close  of  the  first  sub.scrip- 
tion  period  referred  to  below 

The  declaration  states  that  under  the 
Plan,  as  presently  proposed :  <  1  •  400,000 
.shares  would  be  initially  offered  during  a 
30-day  period  immediately  following  the 
effective  date  of  the  Plan,  and  the  re- 
maining shares  '  including  those  not  sub- 


scribed for  during  such  tnttigj 
would    be    offered    in    two 
periods  of  10  days  each  cniw 
spectively,  one  and  two  yean  v- 
cffective  date  of  the  Plan;  (l)  |^ 
during  each  offering  period  W(  " 
mean   of   the    high   and  km 
Unions  common  stock  on  the 
Stock  Exchange  on  the  day  ,„ 
the  commencement  of  the  rdatafl 
ing  period ;  <  3  >  the  nxmiber  of  " 
fered  to  any  one  participant 
limited  to  an  amount  whose      _ 
price  would  not  exceed  one  ysa^ 
salary    in   effect   when  he  flnt  I 
eligible  to  participate  under  tht 
1 4 1  subscriptions  would  be 

by  a  minimum  initial  cash ,_ 

percent  of  the  total  price,  witt 
payroll  deductions  to  be  made 
equal  to  at  least  1V2  percent 
of  the  total  price  and  which  i.  _, 
in  an  accumulation  of  not  legg 
percent  of  the  total  price  at  theL_ 
tion  date;  (5)  interest  at  the  nkt 
percent  per  annum,  compouaM 
nually.  would  be  paid  by  Unka  i^ 
participant's  cash  accimiulattoo^, 
interest  to  be  applied  toward  the 
price :  <  6  >  at  the  termination  dati 
will  arrange  bank  loans  for  part! 
for  the  balance  then  due  on  Iht 
gate  price  of  the  shares  butnotOL^^ 
50  percent  of  the  price,  such  VmbiIi 
repaid  within  a  6-year  period  "" 
in  cash  or  through  monthly  i 
ductions:  and  (7)  the  proceeds frea^g 
bank  loans  would  be  used  to  eOBM 
the  payment  of  the  total  price.  \ 
the  shares  would  be  issued  and  reHMil' 
in  the  name  of  the  participant  or  tfe 
nominees,  but  such  shares  would  be  n> 
tained  by  Union  or  the  lending  bank  «H 
the  loan  has  been  repaid. 

At  any  time  prior  to  the  termlnstki 
date,  the  participant  has  the  rlgbt  ti 
cancel  his  participation  under  thi  ¥lm 
and  withdraw  his  cash  aocumakllH 
with  the  accumulated  interest  ^mm 
or  to  receive  the  number  of  shans  tfeit 
would  be  fully  paid  for  at  that  time  W 
the  cash  accumulated  for  his  teecmi, 
Similar  rights  accrue  in  the  ersut  4 
cancellation  resulting  from  the  destk^f 
a  participant  or  his  retirement  obIv 
company  retirement  plans  then  in  cAd 
In  no  event,  however,  may  shares  be  Mh 
paid  for  within  12  months,  andnotpBI 
than  50  percent  of  such  shares  mn  \» 
fully  paid  for  within  24  months. 
close  of  the  period  in  which  the 
tion  was  made. 

Union  also  proposes  to  solicit 
<  for  use  at  the  regular  annual  mc 
stockholders  of  Union  to  be  held  OB 
20,  1962.  or  at  any  adjourrunents 
from  111  the  holders  of  all  the  o 
mg  preferred  and  common  slocfcl  V 
Union  for  approval  of  the  Plan  sod  • 
the  holders  of  the  outstanding  *«•« 
common  stock  of  Union  for  apiHOfsIa 
the  offci  ini;  of  500.000  shares  of  «(>■■■ 
.stock  to  all  regular  full-time  offlcen** 
»'mploy»(\s  of  Union  and  its  subsidliif 
companies. 

The  declaration  states  that  the  ■» 
anco  and  sale  of  the  common  stock «■» 
the  Plan  is  subject  to  authorlM^faPji 
the  Public  Service  Commission  ot 
.souri    and     by    the    Illinois 
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^,  February  24,  1962 

Q^  applications  for  such 
are  being  fUed  with  said 
1^  that  no  Federal  oom- 
than  this  Commission,  has 
over   the   pr<«)08ed   trans- 
I  and  expenses  incident  to 
„__,  txansactions.  to  be  paid  by 
Sbs supf^ed  by  amendment, 
ta  firther  given  that  any  inter- 
may.  not  later  than  March 
in  ¥rritin«  that  a  hearing 


r«Cis  (tt  w^  matters,  sUting  the  na 

TI'TrfS teterest,  the  reasons  for  such 

tTnd  the  issues  of  fact  or  Uw 

wv  laid  declaration  which  he  de- 

-^'J'a-itrovert:  or  he  may  request 

affS  to  notified  if  the  Commission 

P*^— jUf  »  hearing  thereon.     Any 

•SlSTshould  be  addressed:  Secre- 

^^STitirn  and  Exchange  Commls- 

■"'■Shtotton  25.  DC.    A  copy  of 

g^Mt  should  be  served  personally 
^2(air  mail  if  the  person  being 
i^^ta  k)eated  more  than  500  miles 
J2^  f^i^t-  of  maUing)  upon  dedar- 
5«7BK00f  of  service  (by  affidavit  or. 
(Ti^aue  of  wi  attorney-at-law,  by 
^SgS)   ahoxxid  be  filed  contempo- 
^^2^  with  the  request.   At  any  time 
^  ffiA    date,    the    declaration,    as 
^^id  or  as  it  may  be  f  xu-ther  amend- 
S^be  permitted  to  become  effective 
JStiUmi  tai  Rule  23  of  the  general 
^■^icgiilations  promulgated  under 
^^et  or  the  Commission  may  grant 
from  such  rules  as  provided 
20(a)  and  100  thereof  or  take 
action    as    it    may    deem 


lOonimission. 

igfttA  Orval  L.  DuBois, 

Secretory. 

ffJl  Doc.   62-1867;    Filed,    Pela.    23.    1962; 

8;47a.m.l 

I 

WIITMENT  OF  THE  INTERMR 

Iwrtou  of  Land  Management 

[Group  956] 

ARIZONA 

IMct  of  Faing  of  Plats  of  Survoy; 
Corroction     i 

Febbuaey  13,  1962. 

Hwttve  February  13,  1962.  paragraph 

Imwaring  on  page  11687,  Vol.  36  of  the 

m.  RscisTBR    dated    December    6, 

Is  bareby   corrected   to   read   as 


FEDERAL  REGISTER 

CALIFORNIA 

Notic*  of  Am«ndm«nt  of  Proposod 
Wiihdrowal    ond    Roservotion    of 

Lands 

February  16,  1962. 

Notice  of  an  application  Serial  No. 
Sacramento  Q48741,  for  withdrawal  and 
reservation  of  lands,  was  published  as 
Fkdbuo.  Rxcisna  Document  No.  57-7665 
on  pages  7490  and  7491  of  the  issue  for 
Thursday.  September  19.  1957.  The  de- 
scription of  certain  lands  involved  in  the 
propoaeA  withdrawal  application  is  here- 
by amended  to  conform  to  the  official 
sxuvey  plats  to  read  as  follows: 
Mount  Diablo  IklBUDiAN 

BT*»«    NATIONAL    FOKEST 

HurUingtan  Lmke  Recreation  Area 

aec'.'e:'  Lota  «  and  7,  WMiSEVi.  NEy4SEV4, 
^   EV48W%. 

The  applicant  agency  has  added  the 
following  lands  to  the  application: 
lioimT  Diablo  Mxbidian 

Dfatfer  Onne  Recreation  Area 
T.6S..B33X^ 

The  above-described  land  added  to  the 
application  aggregate  approximately 
17D.00  acres  of  public  land. 

Waltkr  E.  Bbck, 
Manager. 

\TR.    Doc.    60-1867;    PU«1.    Feb.    23,    1»62; 
8:46  a.in.] 
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ment,  Department  of  the  Interior.  1414 
Eighth  Street,  Box  723,  Bivesaide.  CaU- 
fomia. 

If  circumstances  warrant  it.  a  public 
hearing  wUlDe  held  at  a  convenient  time 
and  place,  which  will  be  announced. 

The  determination  of  the  Secretary  on 
the  application  wlU  be  pxibUshed  in  the 
Federal  Ricistkr.  A  separate  notice  will 
be  sent  to  each  interested  party  of 
record. 

The  lands  involved  in  the  application 


are: 


San  Beknasdino  Mikidian 


CALIFORNIA 


. ..  J  for  and  subject  to  valid  and 

rigtits.  it  is  prestmied  that  title 

tHtefoUowlng  lands  passed  to  the  State 
ttArinoa  upon  acceptance  of  the  above- 
plat  of  survey  on  Aurust  39, 
I 

tl8..a.MW.. 

Ik. «,  lota  6.  7,  8,  9,  10,  11,  and  W»/iSWV4. 

D.  F.  WmmiTov, 
Acting  Manm§er. 

9M.  Doc   63-1866;    FUed.    Ttto.   2S.    1M2: 
8:46  ajn-l 


NoHc*  of  Pro|MSod  WHhdrawal  <ind 
Roservotion  of  Lands;  and  Partial 
Toi  niiiNilion 

FCBRVAXT  16, 1962. 
The  Forest  Service,  United  States  De- 
partment of  Agriculture,  has  filed  an  ap- 
plication. Soial  No.  Riverside  0126,  for 
the  withdrawal  of  the  lands  described 
bdow.  from  all  forms  of  appropriation 
under  the  public  land  laws,  including  the 
Tkylor  Grazing  Act,  the  mining  and  min- 
eral leiwi"g  laws,  and  disposals  of  mate- 
rial under  the  Act  of  July  31,  1947  (61 
Stat.  681;  30  VJS.C.  601-604).  as 
amended,    subject    to    valid    existing 

rights. 

The  applicant  desires  the  land  for  use 
by  the  Pacific  Southwest  Forest  and 
Range  Experiment  StatlMi  to  provide  a 
field  testing  urea  to  be  used  in  conjunc- 
tion with  the  Western  Forest  Fire  Re- 
search Laboratory,  a  facility  adjacent  to 
the  campus  o<  the  University  of  Califor- 
nia at  Riverside. 

For  a  period  of  30  days  from  the  date 
of  pubMcatlon  of  this  notice,  all  persons 
who  wish  to  submit  comments,  sugges- 
tions, or  objections  in  connection  with 
the  proposed  withdrawal  may  present 
tbelr  views  In  writing  to  the  undersigned 
oOcer  of  the  Bureau  of  Land  Manage- 


Sec.  28.  NW^'.  R%.  H%8W%.  »W%»WVi: 
Bee.  80,  «V4SWi4.  B»%.  S%lW%aB%II»i4. 
NE^SW%8B%1W%.  BhiaWMBVikKSV^. 
8E^8X^8W^ME^.  8E^8E^NB%^ 
Sec.  32,  AU; 

Sec.  34,  SyaNW>4NWV4: 
Sec.  36,  SWiA,WMjSB%. 
T.  3  S..  R.  1  W., 

Sec.  24,  Lots  1,  2,  8,  4.  5,  6,  7,  8.  and  S; 

Sec.28,XV^NB^.8B)4: 

Sec.32.  E%8K%.  SW%8E%. 

T  4  S     R    1  E  * 

Sec.'2.  Lots  2. 3  and  4,  E%SEV4; 

Sec.  8.  Lots  1,  2.  3  and  4.  SVfcNW^.  BW%. 

WViSEy*.  SW«4NE%,  N%8E%NE%: 
Sec.  4,  All;  ~^ 

Sec.  5,  All; 
Sec.    6.   liOtB    1,   2,    3.    6    and   7.   EV4WV4. 

SViNSy*.  SBy*; 
Sec.  T.  AU; 
Sec.  8,  All; 
Sec.  S  All; 

Sec!  lb.  Lots  3.  4.  5.  6.  and  8; 
Sec.  16,  M«%.  81^3%; 
Sec.  17,  All; 
Bee.  18,  AU; 
Sec.  19,  Lots  1. »  and 8.  B^^^fWV4,  NV^SWy^.. 

NEV4.N>4SB^; 

Sec.  20,  HV4WH.  «■%*«%.  «%»^%5 

Bec.21.WW%,NW%BW%: 

Sec.  22,  EV415V4.  w^SEy*,  BV4SWV4: 

sec.  26,  NWy*.  HB%.  W^SWH.  N%KW% 

SEy*.  NyaN%NE>4SB%; 

Sec.  27.  E^NEy*,  NEy4SEV4.; 

Bee  88  S^i 

Sec".  34'.  WV^.  WMiE^.  SE^SE^; 

Sec.  35.NEViNBV4. 
T.  4  S..  B.  1  W.. 
Sec.  12,  All; 
Sec.  24,  Lots  1.  2,  3,  4,  9,  10.  11. 12  and  13. 

m    c  a      R    1  E 

Sec'll'  NWy*.  NWy*.  NV4NW%8W?4,  «% 

Nw^swy*.    NEy4Sw^4.     ^WK%em^ 
swy*.  NViSEy*.  s«i4«%.  w^^fS^ 

SEy*,      NV4NW%SWV4flE^.     S»%imj4 
SWViSEy*,  N%SEy4BW%SB%.  SE%8E% 

8wy48Ey4. 


The  above  described  area  cootelns  ap- 
proximately 12,670.03  acres  of  Federal 
land.  The  lands  are  located  In  Riverside 
County,  California.  ^        w.  ». 

The  following  Federal  lands  which 
were  included  in  the  application  filed  <Mi 
January  2.  1962.  have  been  cancelled  by 
the  applicant  agency,  llierefore.  pur- 
suant to  the  regulations  oontalned  in  43 
CFR  Part  295,  such  lands  will  be  at 
10  00  a.m..  on  March  ».  1«62.  reUeved 
of  the  segregative  effect  of  the  ^ove 
mentioned  application. 

The  lands  terminated  are: 

San  BntMABDiMO  Mbubsan 

m    Q   a      R    I   E 

sec. 'so.  If%WE%NEy4WWy4.  W%H%N«%. 
NV^8V4NXy4ME%. 
T   4  S     R    1  W 

Sec.  "3,  iota  14.  15.  16,  17,  18,  aad  »; 

Sec.  10.  AU. 
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The   total    area    terminated    contains 
approximately  915  32  acres. 

ROLLA  E   Chandler. 

Manager. 

\rn      Doc      63-1868:     Filed.    Feb      23      1962 
8:46  am  | 


OfRc*   of  th«   Secretary 

ROBERT  R.   REND 

Statement  of  Changes  in  Financial 
Interests 

In  accordance  with  the  requirements 
of  section  710(b)  (6)  of  the  Defense  Pro- 
duction Act  of  1950.  as  amended,  and 
Executive  Order  10647  of  November  28. 
1955,  the  following  changes  have  taken 
place  in  my  financial  interests  during  the 
past  six  months : 

(1)    None. 

(3)  The  MonUna  Power  Co  American 
Telephone  ft  Telegraph  Co  Investors  Mutual 
Inc..  New  York  Life  Insurance  Co 

(3)  None. 

(4)  None. 

This  Statement  is  made  as  of  Janu- 
ary 1.  1962. 
Dated:  January  22.  1962. 

Robert  R.  Rend 

[PR      Doc     62-1862;     Piled.    Feb      23      1962. 
8:46  am  | 


RAYMOND  V.   SELANDER 

Statement  of  Changes  in  Financial 

Interests 
In  accordance  with  the  requirements 
of  section  710(b)  (6)  of  the  Defense  Pro- 


NOTICES 

duction  Act  of  1950.  as  amended,  and 
Executive  Order  10647  of  November  28. 
1955.  the  following  changes  have  taken 
place  in  my  financial  interests  during  the 
past  six  months 

I  1  I  None 

I  2  I  None 

I  D I  None 

(4  I  None 

This  statement  is  made  as  of  Febru- 
ary 1,  1962 

Dated    February  5,  1962 

Raymond  V    Selander. 

FR      Dfii-      62    1863:     Filed      Feb      23      1962. 
H  46  a  m  ! 


INTERSTATE  COMMERCE 
COMMISSION 

FOURTH   SECTION   APPLICATIONS 
FOR    RELIEF 

February  20,  1962. 
Protests  to  the  granting  of  an  applica- 
tion must  be  prepared  in  accordance 
with  Rule  40  of  the  general  rules  of  prac- 
tice 149  CFR  140*  and  filed  within  15 
days  from  the  date  of  publication  of  this 
notice  in  the  Fkderal  Register 
Long-and-Short  Haul 

FSA  No    37564:    CUiss  rates — Seatrain 
Lines.  Inc.    Filed  by  Seatrain  Lines,  Inc 
'iNo    19'.  for  Itself  and  interested  car- 
riers      Rates    on    various    commodities 
moving   on   class   rates,   loaded   in   con- 


I,  February  24,  1962 
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tamers,  and  transported  over 
ter-rail.     motor-water-rall,       _ 
and  rail-water-motor  routes  «f  |^ 
plicant  rail  and  motor  carrlen 
rain  Lines.  Inc. 

Grounds  for  relief:  Motor 
water-rail  competition. 

FSA  No.  37565:   Neioaprint    _ 
Pine  Bluff.  Ark.,  and  Hertw.  Tej. 
by  Southwestern  Freight  ^im 
I  No.  B-8156) ,  for  interested  nfl 
Rates  on  newsprint  paper.  In 
from  Pine  Bluff.  Ark.,  and  Herty, 
Norfolk.  Newport  News  and 
Va. 

Grounds  for  relief:  Market 
tion. 

Tariff:  Supplement  70  to 
ein  Freight  Bureau  tariff  LCjC 

PSA  No    37566:    T.O.F.C.—Ck 
from   and    to   Elsinore  and  8ti^ 
Piled  by  Western  Tnmk  Line  ~     _ 
agent   <  No.  A-2225).  for  intenHil 
carriers.     Rates  on  various 
moving  on  class  rates  loaded  In 
and   transported  on  railroad  fltf 
between  Elsinore  and  Stacg,  Ky.. 
one  hand,  and  points  in  western 
line  territory,  on  the  other. 

Grounds  for  relief:  Motor -truck 
petition. 

Tariff     Supplement     14    to    W« 
Trunk     Line     Committee    tadfl   IjC£ 
A-4379. 

By  the  Commission. 

I  SEAL  I  Harold  D.  McOdv, 
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THE  PRESIDENT 

gncutive  Order            < 
gimcncT  board   to   Investigate 
dhpate   between    Eastern    Air 
Un^y_  Inc..  and  certain  of  its 
Iffiplnyeeg:  creation 1789 

EXECUTIVE  AGENCIES 
Agricultural  Marketing  Service 

PiorocD  Rule  Making  : 

Onkot:                               ' 
taport  reetrictions 1802 

South  Texas 1801 

Rous  iXD  Regxtlations  : 
(ktpefrxiit  in  Arizona  and  Cali- 
.  tamiM;  shipments  limitation. __     1793 
Onpes;  Central  California;    ex- 
penses of  Grape  Crush  Admin- 
titratlve   Committee    and   rate 

ofMsessment 1794 

Lettuce  In  Lower  Rio  Grande  Val- 
1^  in  South  Texas;  approval  of 
eipenses  and  rate  of  assess- 
ment     1794 

Agrioiltural  Stabilization  and 
Conservation  Service 

PioKSED  Rule  Making  : 
MDk  in  certain  marketing  areas; 
decisions  on  agreements  and 
orders: 

Oretter  WheeUng  etal 1802 

Memphis.  Tenn . 1818 

Turkey  and  turkey  hatching  eggs; 
recommended  decision  and  op- 
portunity to  file  written  excep- 
—    tloM  regarding  proposed  agree- 
ment and  order 1821 

toui  AMD  Regulations  : 
flVareane.   Virgin    Islands;    fair 
snd  reasonable  prices  for  1962 
crop 1792 

Wheat  stabilization  program, 
1*62;  county  average  yields  and 
wunty  payment  rates;  correc- 
tion        1792 
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Agriculture  Department 

See  Agricultural  Marketing  Serv- 
ice; Agricultural  Stabilization 
and  Conservation  Service;  Fed- 
eral Crop  Insurance  Corpora- 
tion. 

Alien  Property  Office 

Notices: 

Jahn.  Dorothea;  intention  to  re- 
turn vested  property 

Coast  Guard 

Proposed  Rule  Raking: 
Venting    of    cofferdams   in   tank 
vessels 

Customs  Bureau 

Rules  aicd  Regulations: 

Articles  conditionally  free,  subject 
to  reduced  rate,  etc.;  articles 
returned  after  exportation  for 
repairs,  alterations,  or  proc- 
essing  

Emergency  Planning  Office 

Notices: 

Authority  delegations: 
Director  of  Teleconununications 
Management  (2  documents)  _ 
Interdepartment    Radio    Advi- 
sory Committee 

Federal  Aviation  Agency 

Proposed  Rule  Making: 

Federal  airway  and  associated 
control  area;  designation 

Rttles  and  Regulations: 

Federal  airway  designation;  alter- 
ation  

Federal  Communications 
Commission 

Notices: 

Show  cause  orders: 

Hobbs.  Frank  Van 

Palms  Broadcasting  Corp 

Plummer.  Eugene  R 

Proposed  Rule  Making: 

Radio  astronomy;  frequency  al- 
locations  

Table   of   Assignments,   television 
broadcast  stations: 

Elmira,  N.Y 

Syracuse,  N.Y 


Rules  and  REoxnJiTiojrs: 

Amateur  radio  service 1800 

Federol'Crop  InsuraiKe 

Corporation 

RuLps  AND  Regulations: 
Crop   insurance;    1961    and  suc- 
ceeding crop  years: 
Com;     special    provisions    ^or 
1868  certain  counties  in  Minnesotlt, 

Ohio,  and  Wisconsin •—-    1791 

Peas;  canning  and  freezing 1790 

jgQi    Federal  Maritime  Commission 

Notices: 

CMnmonwealth  Steamship  Co.. 
Inc..  et  al.;  agreement  filed  for 
approval IWl 

Federal  Power  Commission 

1797     Notices: 

Hearings,  etc.: 

Atlantic  Seaboard  Corp 1861 

Cities  Service  Gas  Co.  et  al 1862 

El  Paso  Natural  Ctes  Co 1862 

Natural  Gas  Pipeline  Company 
iftfi4  of  America  (2  docmnents)—    1862, 

1883 

1864 

Federal  Trade  Commission 

Rules  and  Regulations: 

Prohibited  trade  practices: 

-„.ft        Ludwig,  Inc..  et  al 1795 

^^*^        Riff.  Joe  D..  and  Riff's 1796 

Smolowitz  &  Benkel.  Inc.,  et  al_     1795 

^^^^    Fish  and  Wildlife  Service 

Proposed  Rule  Making: 
Sport  fishing;  proposed  addition 
of   Washita   National   Wildlife 
Refuge,   Oklahoma,   to   list   of 
1860        open  areas ^^Ol 

1859  .   ,     .    .  ^     ^. 

1860  Food  and  Drug  Administration 

Proposed  Rule  Making: 

Pood  additive;  filing  of  petition. _     1846 
^^^"^     Rules  AND  Regulations: 

New  drugs;  change  in  names  of 

1847        organizational  units 1797 

1847  (Continued  on  next  page) 

1787 


17^ 

H«ai1li,  Education,  and  Welfare 

Department 

See  Food  and  Drue  Administra- 
tion. 

Housing  and  Home  Rnance 
Agenqr 

Noncis: 

Regional  administrators;  author- 
ity delegation  regarding  loans 
for  housing  for  elderly 1850 

interior  Department 

See  Pish  and  Wildlife  Service; 
Land  Management  Bureau. 

Internal  Revenue  Service 

RULBS  AMD  RXGTTLATIOirS : 

Income  tax;  taxable  years  be- 
ginning after  Dec.  31.  1953; 
prepaid  subscription  income.--     1797 
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Justice  Department 

See  Alien  Property  Office. 

Land  Management  Bureau 
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New   Mexico; 
fication 
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Narcotics  Bureou 

Rules  and  Regulations: 
Opiates;  deletion  from  list- 
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1797 


President's  Committee  on  Equal 
Employment  Opportunity 

Rules  and  Regulations: 
Nondiscrimination      in      Govern- 
ment employment;    interpreta- 
tion of  complainant's  rights —     1790 


Interstate  Commerce  Commission 


Securities  and  Exchange 
Commission 

Notices  : 

Hearings,  etc.: 

Allied  Metals  Co jj-. 

He.  Leum  Co..  Inc "    S 

Pennsylvania  Gas  Co.  et  al___I*    iSi 
Townsend  Corporation  ol 

America ^^ 

Townsend  Management  C0-..I    m* 

Small  Business  Administration 

Notices: 

Disaster  area  declarations: 

California i^ 

Wyoming ^m 

Treasury  Department 

See  also  Coast  Guard;  Cxistomi 
Bureau ;  Internal  Revenue  Senr- 
ice;  Narcotics  Bureau. 
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Treasury  bonds; 
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4  percent.  1971- 
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Rules  and  Regulations: 

Mandatory  exemptions  from  re- 
negotiations; exemption  of 
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UNITED  STATES 
STATUTES  AT  LARGE 

TABLES   OF    LAWS  AFFECTED 
in  Volumes  70-74 


Lists  oil  prior  lows  and  oHiaf 
instruments  whkh  w»r« 
r«p«aUd,  or  othorwiso  alf«cl«*l  by 
th«  provisions  of  public  law«  MMCltd 
during  the  yoars  1956-1960.  I»- 
cludcs  ind«K  of  popular  nam*  9tH 
aff«ct«d    in    Volumes   70-74. 

Price:   $1.50 

Compiled  by  OfRc*  of  the  Federal  legiilef. 
Nations!     Archives    and    Hecord*    Sewto, 

Generol    Services   AdministroWea 
Order  from    Superintendent  of  Oocnmmtt, 
United  States  Government  Prinrti»9  0>»i 
Washington   25,   D.C. 


Presidential  Documents 

Title  3— THE  PRESIDENT 

Executive  Order  11006 

CREATING  AN  EMERGENCY  BOARD  TO  INVESTIGATE  A  DISPUTE  BE- 

imEN  EASTERN  AIR  LINES,  INC.,  AND  CERTAIN  OF  ITS  EMPLOYEES 

WHEREAS  a  dispute  exists  between  the  Eastern  ^iL,^^^^'?^^.'' 
a  carrier,  and  certain  of  its  employees  represented  by  the  t  light  Ji-ngi- 
ne^'  International  Association,  feAL  Chapter,  a  labor  organization; 
and 

WHEREAS  this  dispute  has  not  heretofore  been  adjusted  under 
the  provisions  of  the  Railway  Labor  Act,  as  amended;  and       , 

WHEREAS  this  dispute,  in  tlie  judgment  of  the  National  Mediation 
Board,  threatens  eubstantiaUy  to  interrupt  interstate  commerce  to  a 
degree'  such  as  to  deprive  a  section  of  the  country  of  essential  trans- 
portation service: 

NOW,  THEREFORE,  by  virtue  of  the  authoritv  vested  in  me  by 
Section  10  of  the  Railwav^ Labor  Act,  as  amended  (45  U.S.C.  160),  i 
herebv  create  a  board  of  three  members,  to  be  appomted  by  me,  to 
in^t^g^^this  dispute.  No  member  of  the  board  shall  be  pecunmrily 
or  otherwise  inter^ted  in  any  organization  of  airline  employees  or 
any  carrier. 

The  board  shall  report  its  findings  to  the  President  with  respect  to 
the  dispute  within  thirty  days  from  the  date  of  this  order. 

As  provided  by  Section  10  of  the.Railway  Labor  Act,  as  amended, 
from  this  date  aiid  for  thirty  days  after  t^ehoard  has  made  its  report 
to  the  President,  no  change,  except  by  agreement  s^^^U  be  made  by 
Eastern  Air  Lines,  Inc.,  or  by  its  employees,  m  the  condition  out  of 
which  the  dispute  arose.  ^^^^  ^  Kennedy 

The  White  House, 

February  ^2, 1962. 
[F.B.  Doc.  62-2018:  Filed,  Feb.  26,  1962;  10:59  a.m.] 
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Rules  and  Regulations 


Title  5— ADMINISTRATIVE 
PERSONNa 

Chapter  IV — Th«  Pr«tid«nf's  Commit- 
!••  on  Equol  Employment  Oppor- 
tunity 

PART  401— NONDISCRIMINATION  IN 
GOVERNMENT  EMPLOYMENT 

Intorprotation 

Pursuant  to  Executive  Order  10925  of 
March  6.  1961  (26  PR.  1977),  5  C  F.R 
401.19a  Is  amended  to  read  as  herein- 
below  set  out. 

This  amendment  shall  be  effective 
upon      publication      in      the      Pideral 

RZOISTKR. 

§  401.19a      InterpreUUon  of  §  401.19. 

Section  401.19  shall  be  construed  as 
providing  the  complainant,  upon  re- 
quest, with  the  right  to  receive  a  concise 
and  accurate  summary  of  the  facts  pur- 
suant to  his  cMnplaint,  and  upon  which 
the  agency  relied  in  reaching  a  decision. 
together  with  a  statement  of  the  reasons 
for  the  agency  action  in  denying  the 
claim  of  the  complainant.  The  agency 
may.  In  lieu  of  a  summary  statement. 
make  available  to  the  complainant  the 
entire  report  of  the  agency's  investiga- 
tion of  the  complaint.  In  cases  in  which 
the  complainant  or  his  agent  is  provided 
with  such  summary  statement,  the  Ex- 
ecutive Vice  Chairman  or  his  repre- 
sentative shall  have  the  riKht.  upon 
request,  to  examine  all  data  in  the 
record  gathered  by  the  agency  pursuant 
to  an  Investigation  of  the  complaint 

Signed  at  Washington,  D.C..  this  20th 
day  of  February  1962. 

Jerry  R.  Holleman. 
Executive  Vice  Chairman. 

(FR     Doc.    62-1915;     Filed.     Feb     26.     1962; 
8:48  am  I 


Title  7— AGRICULTURE 

Chapter  IV — Federal  Crop  Insurance 
Corporation,  Department  of  Agri- 
culture 

[Amdt  No  311 

PART  401— FEDERAL  CROP 
INSURANCE 

Subpart — Regulations    for    the    1961 

and  Succeeding  Crop  Years 

P«AS  (Canning  and  Freezing  > 

Pursuant  to  the  authority  contained  in 
the  Pederal  Crop  Insurance  Act.  as 
amended,  the  above- identified  regula- 
tions are  amended  effective  beginning 
with  the  1962  crop  year  for  canning  and 
freezing  peas  in  the  following  respects: 

1.  The  table  following  paragraph  <a) 
of   I  401.3  of   this   chapter   is   amended 
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effective  beginning  with  the  1962  crop 
year  for  peas  by  adding  the  following 
insertion  immediately  below  that  por- 
tion of  the  table  showing  a  closing  date 
for  potatoes: 

Canning  and  Freezing  Pea* Mar    1 

2    The   following   section  is  added: 

§  401.38      The  tunning  and  frt-eaing  p«"a 
f  ndorwnionl. 

The  provisions  of  the  canning  and 
freezing  pea  endorsement  for  the  1962 
and  succcedinji  crop  years  are  as  fol- 
lows: 

1  Cau.ir-i  of  lo'*  insured  against  The  In- 
surance provided  Is  against  unavoidable  loss 
of  production  due  to  wildlife.  Insect  Infes- 
tation, plant  disease,  earthquake,  drought, 
flood,  hall.  wind,  frost,  freeze,  heat,  lightning. 
Are.  txce-ssive  rain,  sr.ow.  hurricane,  tornado 
and  any  other  unavoidable  causes  of  losa  due 
to  adverse  weather  conditions,  subject,  how- 
ever, to  any  exceptions,  exclusions  or  limita- 
tions with  respect  tu  such  causes  of  loss  that 
are  set  forth  on  the  county  actuarial  table: 
Proitded.  however.  That  failure  to  harvest 
and  market  any  acreage  as  green  peas  when 
such  f.illure  is  not  due  to  Insurable  causes 
shall  not  be  a  cause  of  loss  Insured  against 

2  Insured  crap  The  Insured  crop  shall  be 
canning  and  freezing  peas  grown  under  a 
contract  of,  or  for  sale  between  the  Insured 
and  a  processor  executed  by  the  time  the 
acreage  to  be  Insured  Is  reported  Insurance 
shall  not  be  considered  to  have  attached  on 
any  field  of  peas  which  Is  not  a  processor 
contract  field  of  pea:;  nor  on  any  acreage  not 
under  such  a  contract  or  on  any  acreage 
excluded  from  such  contract  for  the .  crop 
year  pursuant  to  the   tf-rms  thereof 

3  Production  guiTintee  and  price  per 
pound  lai  The  provisions  of  section  3  of 
the  policy  with  respect  to  guaranteed  pro- 
duction and  amour.'.;  of  Insurance  per  acre 
shall  not  be  appllMble  under  this  endorse- 
ment For  each  crip  year  of  the  contract 
the  production  gu.irantee,  and  the  price  at 
which  indemnities  shall  be  computed  shall 
be  thtjsc  established  by  the  Corporation  and 
shown  on   the  coun'y  actuarial  table 

(b)  At  the  time  the  application  for  In- 
surance is  made  the  applicant  shall  elect  a 
price  at  which  indemnities  shall  be  com- 
puted fnim  amoni;  those  shown  on  the 
county  actuarial  table  If  any  applicant 
falls  to  make  an  election  or  elects  a  price 
not  shown  on  the  actuarial  table,  the  price 
which  shall  be  In  effect  shall  be  the  amount 
provided  on  the  county  actuarial  table  for 
such  purposes  As  to  any  succeeding  crop 
year  any  Insured  may  change  the  price 
which  w.is  In  effect  for  a  prior  crop  ye.ir 
and  make  a  new  election  by  notifying  the 
county  office  In  writing  of  such  election  be- 
fore contracU  are  terminated  for  Indebted- 
ness for  the  crop  ye.ir  for  which  the  election 
Is  to  become  effective  If  no  such  change 
is  made  the  price  at  which  indemnities  shall 
be  computed  shall  be  the  price  moat  recently 
In  force  under  the  contract  but  for  any 
crop  year  shall  not  exceed  the  maximum 
price  as  shown  on  the  county  actuarial 
table 

4.  Insurance  period  Insurance  on  any  In- 
sured acreage  shall  attach  at  the  time  the 
Insured  crop  Is  planted  and  shall  cea««  upon 
the  earlier  of  vlnlng.  combining  (In  the  caae 
of  dry  peasi.  removal  from  the  field,  final 
adjustment  of  loes.  or  September  30  of  the 
crop  year. 


S  Notice  of  loss,  damage,  or  fa§^  ^ 
harvest,  (a)  If,  during  the  growti^  |^ 
son.  the  Insured  crop  on  any  tiuniruHii 
Is  damaged  to  the  extent  th«t  tb«  ' 


tta£ 


does  not  expect  to  further  can  tot tbtmm 
he  wants  the  consent  of  the  Corpont^ 
put   tlie   acreage   to   another  um, 
letting  the  acreage  go  to  dry  pa* 

sured  shall  promptly  give  written 

such  damage  to  the  Corporation  attlia«^ 
ty  ufflce 

I  b  I  For  any  unit  on  which  a  loa  ^  pn^ 
able,  written  notice  sh&U  be  glT«  tg  |^ 
Corporation  Immediately,  within  41  koai, 
If  harvesting  Is  discontinued  on  any  m^ 
.-^ge  before  the  entire  acreage  on  the  vailh 
h.irvested  for  green  peas  or  at  the  tte 
harvest  fur  green  peas  should  noHMlly  ki 
commenced  on  any  unit  If  the  inaam  Am 
not  expect  to  harvest  or  is  unable  to  baiM 
the  acreage  for  green  peas. 

(c)  If  un  Insured  loss  occurs  on  Uy  !■■ 
surance  unit  the  Insured  shall  give  prvfl 
written  notice  to  the  Corporation  it  Xtt 
count',  office  within  15  days  after  harv«M^ 
Is  completed  on  the  Insurance  unit. 

(di  Tlie  Corporation  reservea  thertfktti 
reject  any  claim  for  loss  If  any  of  the  » 
tjuircments  of  this  section  are  noi  mH  It 
11  determines  that  It  has  been  preJUdleMfey 
surh  f.illure 

6    Claims  /or  loss      (a)   In  lieu  at 
1 1  ( c  I  of  the  policy,  the  following  thaU 
Lo.sses    shall    be    determined    aeparataly'lgr 
each     insurance     unit     (hereinafter    eriM 
unit"  I       The  amount  of  loaa  with  nipMI 
to    anv    unit    shall    be    determined  by  (J) 
multiplying  the  insured  acreage  on  th^ott 
by   the  applicable  production  guarantee  pr 
acre,  which  product  shall  be  the  prod<if<ki 
guarantee     for     the     unit.     (3)     SUbtradk| 
therefrom  the  totiil  production  tobeemoM 
for  the  unit.  (3 1    multiplying  the  reoiitBie 
by  the  insured  interest,  and  (4)  multiply^ 
this  result  by  the  applicable  price  f or  ea» 
putins    indemnities:    Proitded,   That,  g  !■ 
the  iii.surance  unit  the   Insured  f alia  to  i»> 
p.irt  all  of  his  interest  or  Insurable  acmp. 
the  amount  of  loss  shall  be  detennUed iM 
resf>ect   to  all   of   his   Interest  and  ImuilMi 
acreage     but   in  such   cases  or  otbarwiM,  > 
the  premltim  computed  on  the  baria  <g  tti 
insurable   acreage   and    Interest  exoeeii  tfci 
premium  on  the  reported  acreage  ana  tate- 
est.  or  the  acreage  and  Interest  when  Me- 
mlned  by  the  Corporation  under  aeetlflBlif 
the  policy,  the  amount  of  loes  aball  be  le- 
duoed  prop<irtlonately. 

The  total  production  to  be  counted  to 
an  Insurance  unit  shall  be  determined  by  *• 
Corporation  and  shall  Include  aU  Ttaed  or 
combined  production  and  any  appniiik 
made  by  the  Corporation  for  unhaiieijw, 
or  potential  production,  poor  farming  pne- 
tlces.  uninsured  causes  of  loea,  or  **'"^ 
age  abandoned  or  put  to  another  tiee  TO- 
out  the  consent  of  the  Corporation:  ***"**• 
That  the  total  production  to  be  *"*■ 
for  anv  acreage  not  harvested  nor  cooiidej* 
as  harvested  within  the  meaning  of  «• 
term  'harvested  '  shall  not  be  leee  tbaa  !■ 
percent  of  the  production  guarantee  ftir 
acreage  Prorided.  further.  That  the  pn 
tlon  to  be  counted  for  any  acreage  tt  ^ 
which  Is  abandoned  or  put  to  anothg^e" 
without  the  consent  of  the  CorporatiOB  *• 
be  the  prtxluctlon  guarantee  provided cc«M 
county  actuarial  table  for  such  acmy:  rt^ 
t-Uied  further.  That  the  producttOB  to  ■• 
counted  for  any  acreage  of  P***  *I?^^ 
undamaged  and  not  harvested  as  >»— '  P** 
shall  not  be  less  than  the  production  |W 


f,  February  27,  1962 

^„lded  on  the  county  actuarial  table 

■'.ifltoSrtthetandlng  the  provMon.  ef 
<*iJ2(airof  this  secUon:  AU  productUm 
F«»f2£tBd  •hall  be  adJUBt«i  to  the  pound 
t^Mioi  the  quality  guarantee  ahown 
•'^SrSIunty  actuarial  table  as  foUowa: 

* «--«_-By  relating  the  proceaaor  con- 

*!St*^  for  the  quality  of  the  actual 
•^JSiiMd  production  to  the  proceaaor 
iSEtprtce^o'-  the  production  of  the 

JfSJSST'reSng  the  value  to  the  ap- 

^inTireen  pea  processor  contract  price 

SrSl  Soduitlon  of  the  quality  gtur- 

iSteed.  M  determined  by  the  Corporation. 

n  MMtiing  of  terms.    For  the  purpoee  of 

^^Jl^e*  on  canning  and  freezing  peaa  the 
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•mended,  the  above-identifled  regula- 
tions are  amended  effective  beginning 
with  the  1962  crop  year  in  the  following 
respects: 

1.  The  com  endorsement  shown  in 
I  401^0  of  this  chapter  is  amended  effec- 
tive beginning  with  the  1962  crop  year 
by  adding  a  new  section  9  to  read  as 
follows: 


^■"Proceawir     contract    field     of     peaa" 
a  field  of  canning  or  freezing  peaa 


"SSSated  or  described  under  a  contract  of 
Tf^uit  between  the  Insured  and  a  proc- 
t^'tat  deUvery  in  the  current  crop  year. 
JSurmlned  by  the  Corporation  from  auch 

*TS^urance  unit."  notwithstanding 
JZL  ai(g)  of  the  policy,  means  the  In- 
Sbta  acreage  on  each  processor  contract 
25^  peas  in  the  county  in  which  the 
iBMired  has  an  Interest. 

^eT^Harvest"  or  "harvested"  meana  the 
JTihlns  or  cutting  of  the  vines  for  vlnlng 
Si  rSn  peas  or  combining  the  dry  peaa. 
jh!  the  purpose  of  determining  any  loss 
nMtar  the  contract  any  acreage  ahall  not  be 
^TJdered  as  harvested  unless  the  Corpo- 
raoodetermlnes  that  at  the  time  of  harvest 
STDfOductlon  equivalent  harvested  there- 
MB  equals  not  less  than  25  percent  of  the 
pioductlon  guarantee  for  such  acreage, 
(d)  "Vlnlng"  means  separating  the  peas 

tnm  the  pods.  . 

I  CenceJlation,  termination  for  xndehted- 
mm  and  discount  dates.  (a)  For  each 
ood'  ye*r  of  the  contract  the  cancellation 
^  ,11.11  be  the  December  31  and  the  ter- 
■taatlon  date  tot  Indebtedness  shall  be  the 
Hareh  I  immediately  preceding  the  begln- 
alig  of  the  crop  year  for  which  the  cancella- 
ttoo  or  the  termination  Is  to  become  effective. 

(b)  For  the  1962  crop  year  only  the  dis- 
count date  shall  be  December  31,  1962. 

».  ianual  premium.  For  the  1962  crop 
yser  only,  notwithstanding  the  provisions  of 
la^lon  4(e)  of  the  policy  to  the  contrary. 
the  dlsooimt  therein  provided  shall  be  Inap- 
ptteable  under  this  endorsement. 
(8s«.  60S,  616,  52  Stat.  73,  aa  amended,  77, 
Munanded;  7U.S.C.  1506,  1516) 

Adopted  by  the  Board  of  Directors  on 
February  16,  1962. 

[StiO.]  Earll  H.  Noekxl, 

Secretary. 
Federal  Crop  Insurance  Corporation. 

Approved  on  February  21,  1962. 

OlVILLX  L.  Preemah, 
Secretary. 

[TA.   Doc.    62-1931,    FUed,    Feb.    26.    1962; 
8:50  ajn.l 


[Amdt.  No.  32] 

PART  401— FEDERAL  CROP 
INSURANCE 

Subpart — Regulations    for   the    1961 
and  Succeeding  Crop  Yeors 

Corn 

Pursuant  to  the  authority  contained  in 
the  Pederal   Crop   Insurance   Act,    M 


9.  Special    prot;isiorw    applicable    only    in 
McLean    and    Livingston   Counties,    Illinois, 
Fillmore  County,  Minnesota,  Henry  and  Wood 
Counties,  Ohio,  and  Walworth  County,  Wis- 
consin,    (a)  For  the  1962  or  any  succeeding 
crop  year  any  Insiired  in  McLean  and  Living- 
ston Counties,  nilnols,  Fillmore  County,  Min- 
nesota. Henry  and  Wood  Counties,  Ohio,  and 
Walworth  County,  Wisconsin,  may  elect  that 
the  provisions  of  this  section  0  shall  apply 
to  his  contract  of  Insurance  in  lieu  of  the 
provisions  of  section  6  of  this  endorsement 
by  notifying  the  county  office  In  writing  of 
such  election  prior  to  the  termination  date 
for  indebtedness  for  such  crop  year  or  he 
may  terminate  any  such  election  by  notifying 
the  county  office  in  writing  prior  to  such 
date.     In    the   event   of   such   election   the 
referehce  In  the  third  sentence  of  section  4 
of  this  endorsement  to  section  5  shall  be 
deemed  to  be  a  reference  to  subsection  (c) 
of  this  section  0. 

(b)  The  provisions  of  section  3  of  the 
policy  with  respect  to  guaranteed  produc- 
tion and  amounts  of  insvirance  per  acre 
shall  not  be  applicable  under  this  endorse- 
ment If  the  Insured  elects  that  the  provisions 
of  this  section  9  shall  apply  to  his  contract 
of  Insxu-ance.  For  each  crop  year  of  the 
contract  the  bushel  guarantee,  and  the  price 
at  which  Indemnities  shall  be  computed 
Bin^ii  be  those  established  by  the  Corpora- 
tion and  shown  on  the  coimty  actuarial 
table. 

At  the  time  the  application  for  Insurance 
Is   made.   If  the   applicant   elects   that  the 
provisions  of  this  section  9  shall  apply  to  his 
contract  of  insurance,  he  shall  also  elect  a 
price  per  bushel  at  which  Indemnities  shall 
be  computed  from  among  those  shown  on 
the  county  actuarial  table.    Any  Insured  with 
a  contract  In  force  prior  to  the  1962  crop 
year  or  commencing  with  the  1962  crop  year 
who  elects  that  the  provisions  of  this  sec- 
tion 9  phall  apply,  shall  aUo  elect  the  price 
per  bushel  to  be  In  effect  beginning  with  the 
1962   crop  year.     If   any  such  applicant  or 
such  Insured  falls  to  make  an  election  or 
elects  a  price  per  bushel  not  shown  on  the 
actuarial  table,  the  price  per  bushel  which 
shaU  be  In  effect  shall  be  the  amount  pro- 
vided on  the  county  actuarial  table  for  such 
purposes. 

As  to  any  succeeding  crop  year  any  such 
insured  may  change  the  price  per  bushel 
which  was  In  effect  for  a  prior  crop  year 
and  make  a  new  election  by  notifying  the 
county  office  In  writing  of  such  election  be- 
fOTe  contracts  are  terminated  for  Indebted- 
ness for  the  crop  year  for  which  the  election 
U  to  become  effective.  If  no  such  change  Is 
made,  the  price  per  bushel  at  which  In- 
demnities shall  be  computed  shall  be  the 
price  most  recently  In  force  under  the  con- 
tact but  for  any  crop  year  shall  not  exceed 
the  mft»«"""«  price  per  bushel  as  shown  on 
the  oo\inty  actuarial  table. 

(c)  In  lieu  of  secUon  11(c)  of  the  policy, 
the  following  shall  apply:  Losses  shall  be 
determined  separately  for  each  Insurance 
unit  The  amount  of  loss  with  respect  to 
any  insurance  xmlt  shall  be  determined  by 
(11  multiplying  the  Insured  acreage  of  corn 
on  the  insurance  unit  by  the  applicable 
bushel  guarantee  per  acre,  which  product 
shaU  be  the  bushel  guarantee  for  the  In- 
Buranoe  unit.  (2)  subtracting  therefrom  the 
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total  production  to  be  cotmted  for  the  In- 
surance unit.  (8)  multiplying  the  tmutaOm 
by  the  Insured  Interest,  and  (4)  multiply- 
ing this  result  by  the  «4>pUcable  ^^  pv 
bushel  for  computing  Indemnities:  Provldta, 
•mat  If  for  the  Insurance  unit  the  losurM 
falls  to  report  all  of  his  Interest  or  tnaurabl* 
acreage  the  amount  of  loss  shall  be  deter- 
mined with  respect  to  all  of  his  interest 
and  Insurable  acreage,  but  In  such  eases 
or  othervrtse.  If  the  premium  computed  on 
the  basis  of  the  Insxirable  acreage  and  In- 
terest exceeds  the  premium  on  the  reported 
acreage  and  Interest,  or  the  acreage  and 
Interest  when  determined  by  the  Oorpwa- 
Uon  under  section  2  of  the  policy,  the  amount 
of  loss  shall  be  reduced  proportionately. 

The  total  production  to  be  yunted  for 
an  insurance  unit  shall  be  detormlned  toy 
the   Corporation   and,  subject   to   the   pro- 
visions  hereinafter,  shall    Include   aU  har- 
vested production  and  any  i^pralsals  made 
by  the  Corportlon  for  unharvested,  or  po- 
tential production,  poor  farming  practices, 
uninsured    causes    of    loss,    or    for    acreage 
abandoned  or  put  to  another  use  without 
the   consent  of  the  Corporation:   i»rot*I«d, 
That   the   total   production   to   be  counted 
on  any  acreage  of  the  Insured  crop  which 
Is  appraised  by  the  Corporation  and  planted 
to  dry  edible  beans,  flax,  grain  sorghum  or 
soybeans  In  the  current  crop  year  with  the 
consent  of  the  Corporation  shaU  be  not  less 
than  one-half  of  the  guaranteed  production 
provided    for  such   acreage:    Provided,   fur- 
ther.  That   the   production   to   be   counted 
for  any  acreage  of  corn  which  Is  harvested 
for  sUage  or  fodder,  or  for  the  ptirpoee  of 
wet  storage,  or  which  Is  abandoned  or  pxit 
to  another  use  without  the  consent  of  the 
Corporation  shall  be  the  guaranteed  produc- 
tion provided  for  such  acreage,  except  that 
where   the  Insured   has  complied  with  the 
provisions  of  section  4  of  this  endorsement, 
the  total  production  to  be  coimted  ttom  any 
acreage  of  corn  which  is  appraised  by  the 
Corporation  and  harvested  for  sUage  ox  fod- 
der, or  for  the  pvirpose  of  wet  storage,  shall 
be  the  total  of  such  appraisal  but  not  to 
exceed  the  guaranteed  production  for  that 
acreage. 

(d)   Notwithstanding     the    provisions    oi 
paragraph  (c)  of  this  section  for  determin- 
ing production  to  be  counted,  the  produc- 
tion of  com  to  be  counted,  excluding  eom 
harvested  for  silage,  fodder,  wet  storage  or 
any  appraisal  of  production  made  prior  to 
normal  harvesttlme,  wWch  has  a  moisture 
content  of  29  percent  or  more  due  to  In- 
surable causes  occurring  during  .the  Insur- 
ance period,  ShaU  be  adjtisted  as  hereinafter 
provided.    The  production  of  any  such  com 
with  a  moisture  content  of:   (1)  29  percent 
through  31.9  percent  ahaU  be  adjusted  by 
multlplsdng  the  number  of  bushels  by  76 
percent,  (2)  32  percent  through  34.9  percent 
shall  be  adjusted  by  multiplying  the  numbo- 
of   bushels  by   60  peroent.    (8)    S6  pocent 
through  37.9  percent  shall  be  adjusted  by 
miUtlplylng  the  ntunber  of  bushels  by  36 
percent  and   (4)    38  percent  or  more  shaU 
not  be  counted. 


(Sees.  506.  516,  52  Stat.  73,  as  amended,  77. 
as  amended;  7  U£.C.  1606.  1616) 

Adopted  by  the  Board  of  Directors  on 
February  16,  1962. 

[SEAL]  EAKLL  H.   NiKXXL,  • 

Secretary. 
Federal  Crop  Insurance  Corporation. 

Approved  on  February  21. 1962. 

Orville  L.  Freeman, 
Secretary. 

[FJR.    Doc.    62-1932;    FUed.    Feb.   96,    1962; 
8:50  am.] 
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Chapter  VII— Agricultural  Stabiliza- 
tion and  Cens«rvatien  Service  (Agri- 
cvltwral  Adjustment),  Department  of 
Agriculture 

SUtCHAPTII  D — SPECIAL  ftOOtAMS 
( 1962  WbMt  StoblUsatlon  Program.  Supp.  1 1 

PART  776— WHEAT  STABILIZATION 
PROGRAM 

Subpart — 1962  Wheat  Stabilization 
Program   Regulations 

CORKICTION 

In  FJl.  Doc.  61-11295.  beginning  on 
page  11407  of  the  Issue  for  Saturday. 
December  2.  1961.  the  table  to  S  776.52 
la  corrected  as  follows: 

§  776.52      County     aTcrage     xield*     and 
ceunty  payment  rates  for  wheat. 


District 

County 

t 

ail- 

llistcd 
avrra^p 

yield 
(buab- 

rla) 

31  1 
34  5 
33.0 
30  5 
30  5 
2.^  1 
24  2 

2.va 

28.2 
29  1 
29.1 

rr.5 
rt  0 

26  i 

27  <t 
•Jfl  7 
27  <i 
».4 

4.-;% 

pay- 
ment 
rat« 
ppT  mte 
(dol. 
lars) 

27  90 
30  70 
29  20 

27  (10 

-It  go 

23  10 
22.30 

23  SO 

2(1.  go 

27  SO 
27  50 
26  30 

2'i  flO 
2A  <V) 
26  00 

2S  on 

IS  90 

24  W 

l«>y- 

nient 
rat* 
per  iUTe 
(dol- 
larsj 

4. 

L«e 

geott       

37  2i1 
41  no 

Wichita- 

,w  no 

7 

Huntlfm 

3«   10 

1 

Stanton 

Dlrklnsoa 

Martan 

3.'.  'JO 
3r)  <«) 

t. 

•29  M 
31  40 

t 

Atchtiuon 

Doniphan 

Jackson     

a&.«) 

37  10 

3A  HO 

Jelferaoa . 

3.S  on 

• 

LMv«n  worth 

Marshall 

Pottawatomie 

WabaoBse* 

Greenwood. .- 

Woodaon 

34  30 

33  to 

3^  Tij 

3.1  30 

t 

34  m 

32.90 

(Sec.  124(1).  75  Stat.  300) 

Issued  at  Washington   25,  D.C..  this 
20th  day  of  Febr\iary  1962. 

Effective    upon    publication    in    the 
Fkokbal  Rkcistks. 

Okville  L.  Freemaiv. 
Secretary. 

[rJEt.    Doc.    63-193S:    PUed.    Feb.    30.    1903: 
8:50  a.m.  I 


Chapter  VIII — Agricultural  Stabiliza- 
tion and  Conservation  Service 
(Sugar),  Department  of  Agriculture 

[Sugar  I>t«nnination  878.14] 
SUaCHATTEl  I — DETUMINATION  OF  PIICES 

PART  878— SUGARCANE;  VIRGIN 
ISLANDS 

Prices;  1962  Crop 

Pursuant  to  the  provisions  of  section 
301(c)(2)  of  the  Sugar  Act  of  1948.  as 
amended  (herein  referred  to  as  "act"). 
after  investigation  and  due  consideration 
of  the  evidence  obtained  at  the  public 
hearing  held  In  Christiansted.  St.  Croix, 
Virgin  Islands,  on  November  17,  1961, 
the  following  determination  is  hereby 
issued: 

§  878.14  Fair  and  reasonable  prices  for 
the  1962  crop  of  Virgin  Islands 
sngarcane. 

A  producer  of  sugarcane  In  the  Virgin 
Islands  who  Is  also  a  processor  of  sugar - 


RULES  AND  REGULATIONS 

cane  (herein  referred  to  as  "processor"), 
shall  have  paid,  or  contracted  to  pay, 
for  sugarcane  of  the  1962  crop  grown 
by  other  producers  and  processed  by  him 
at  rates  not  less  than  those  determined 
in  accordance  with  the  following  require- 
ments, or  at  a  combiixed  rate  of  not  less 
than  the  sum  of  the  rates  determined 
in  accordance  with  the  following  re- 
quirements: 

ia>  Definitions.  For  the  purpose  of 
this  section,  the  term : 

( 1 »  "Raw  sugar"  moans  raw  sugar  as 
made  converted  to  a  96'  basis. 

(2)  "Settlement  period"  means  the 
two-week  period  in  which  suKarcane  is 
delivered  by  the  producer  to  the  proces- 
sor. The  first  such  period  .shall  start  on 
Monday  of  the  week  grinding  commences 
and  successive  periods  shall  start  at  two- 
week  intervals  thereafter.  Odd  days  at 
the  end  of  the  gnndinK  season  shall  be 
included  In  the  preceding  period  if  less 
than  7  days  and  if  7  days  or  more  shall 
constitute  a  separate  settlement  period. 

(3'  "Price  of  raw  suKar"  means  the 
simple  avera.je  of  the  daily  spot  quota- 
tions for  sugar  deliverable  under  the  New 
York  Coffee  and  Susar  Exchange  No.  7 
domestic  contract  ibulk  sugar)  for  the 
settlement  period,  except  that.  If  the 
Director  of  the  SuKar  Division  deter- 
mines that  any  such  price  quotation  does 
not  reflect  the  true  market  value  of  raw 
sugar  because  of  inadequate  volume  or 
other  factors,  he  may  designate  the  price 
to  be  effective  under  this  determination, 
which  he  determines  will  reflect  the  true 
market  value  of  raw  sugar. 

(.4>  "F.o  b.  mill  price"  means  the  price 
of  raw  sugar  minus  selling  and  delivery 
expenses  actually  Incurred  by  the  proces- 
sor in  marketing  raw  sugar  of  the  1962 
crop. 

(5)  "Yield  of  raw  sugar"  means  the 
quantity  of  raw  sugar  recovered  per  100 
pounds  of  sugarcane  determined  for  each 
settlement  period  in  accordance  with  the 
following  procedure: 

(i)  A  representative  sample  shall  be 
taken  of  each  producer's  daily  deliveries 
of  sugarcane  during  the  settlement  pe- 
riod and  ground  by  a  laboratory  power 
mill.  The  juice  extracted  therefrom 
shall  be  analyzed  for  Brix  and  sucfose 
content  by  standard  methods  of  analysis. 

(li)  Application  shall  then  be  made  of 
the  formula.  R=(S-0.3B)F,  where: 

R  =  Yield  of  raw  sugar. 

S- Sucrose  content  of  the  laboratory  power 

mill  Juice  obtained  from   the  sugarcane 

of  each  producer. 
B=BrU  of   the  laboratory  power  mill  Juice 

obtained    from    the    sugarcane    of    each 

producer. 
Prr  Yield     factor    which     Is    determined    as 

follows : 

(a)  Determine  the  "tentative  recovery  of 
raw  sugar"  for  each  producer  delivering 
sugarcane  during  the  settlement  period,  from 
the  product  of  the  formula  (S-03B).  and 
the  number  of  hundredweights  of  sugarcane; 
and 

(b)  Divide  the  pounds  of  raw  sugar,  96* 
basis,  produced  and  estimated  from  all 
sugarcane  received  and  tested  during  the 
settlement  period  by  the  sum  of  the  "tenta- 
tive recoveries  of  raw  sugar"  for  all  producers 
to  obtain  the  yield  factor  P. 

(ill)  In  the  event  any  sugarcane  was 
not  processed  during  the  settlement 
period  in   which   it  was  received   and 


tested,  the  quantity  of  sugar 
during  such  period  shall  be  *nCTWM|d^ 
attributing  to  such  sugarcane  aa  «Z 
mated  quantity  determined  by  nndtkhb 
ing  the  number  of  tons  of  ineli^! 
processed  sugarcane  by  the  avertgi  nm, 
centage  of  sugar.  96*  basis,  thatwuil! 
covered  from  all  sugarcane  proeiHi 
during  such  settlement  perUxL^^S 
quantity  of  sugar  so  estimated  dtaOki 
deducted  from  the  sugar  produced  tew 
ing  the  subsequent  period. 

(b»   Payment  for  sugarcane. 

« 1 )  The  payment  for  sugaivaai  ^ 
livered  by  the  producer  to  the 
during  a  settlement  period  shall  be 
culated  on  the  basis  of  the  f.cb.  ^ 
price  for  that  portion  of  the  rav  m^ 
determined  by  applying  not  leas  than  tbi 
following  applicable  percentage  to  t^ 
yield  of  raw  sugar  from  the  produev^ 
su;;  arcane: 

Pounds  of  raw  sugar  per  100 

p<junds  of  sugarcane:  rniimM| 

«o         ;s!; 

7  0 _H.| 

8  0 „|l| 

9« -   - -HI 

10  0 rr.i 

110  m.% 

12  0 _m.t 

Intermediate  points  within  theMa^snti 
be  Interpolated  to  the  nearest  ooe-lafik 
point.  Points  below  6  pounds  or  aboi*  B 
pounds  of  raw  sugar  are  to  t>e  In  proportia 
to  the  Immediately  preceding  IntcrraL 

(2)  The  processor  shall  pay  to  theprs- 
ducer  for  each  100  pounds  of  sugareMi 
delivered  an  amount  for  molaaes  ea» 
puted  by  applying  the  following  ip. 
pllcable  percentage  to  the  product  d 
10.50  cents  per  gallon  and  the 
number  of  gallons  of  blackstrap 
produced  per  100  pounds  of  sugarcane d 
the  1962  crop: 

Pounds  of  raw  sugar  per  100 

pounds  of  sugarcane:                 PeretNtffi 
8  0 «.« 

7  0 Mil 

8  0 «.• 

9  0 M.I 

10  o_ a.1 

110- Mil 

12  0 -  Ml! 

Intermediate  points  within  the  Mala  m 
to  be  Interpolated  to  the  nearest  ona-lMlfc 
point.  Points  below  6  pounds  or  abort  11 
pounds  of  raw  sugar  are  to  be  In  pfoporttoa 
to  the  tnunedlately  preceding  IntenraL 

(c)  Delivery  point  and  transvortatkm 
allowances.  The  price  for  sugarcane  es- 
tablished by  this  section  shall  be  ap- 
plicable to  sugarcane  delivered  to  tto 
mill.  For  each  100  pounds  of  sugarcsM 
delivered  to  the  mill  the  processor  staaB 
make  an  allowance  to  the  producer  te 
loading  and  transporting  such  sugarcane 
in  an  amount  not  less  than  one-half  d 
the  loading  and  transportation  rate  ap- 
plicable to  the  1961  crop.  The  rates  and 
all4wances  shall  be  posted  at  the  nil 
by  the  processor. 

(d)  Reporting  requirements,  "n* 
processor  shall  submit  in  duplicate  to 
the  Caribbean  Area  Agricultural  StabBI- 
zation  and  Conservation  Service  OUtt, 
Santurce,  Puerto  Rico,  for  appronl  t 
certified  statement  itemizing  the  actod 
expenses  deducted  in  determining  ths 
f.o.b.  mill  price  of  raw  sugar. 


February  27,  1962 


.  X  fhibterfuoe.     The  processor  shall 
J^-Sce  the  returns  to  the  producer 
■•vS^  determined  in  accordance 
tiTreauirements  of  this  determlna- 
gjough  any  subterfuge  or  device 
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i^  aeneral.     The  foregoing   deter- 
JZit^  esUblishes  the  fair  and.  rea- 
SS^orlce  requirements  which  must 
SrS  as  one  of  the  conditions  for  pay- 
■Iirunder  the  act,  by  a  producer  who 
JJJJgJeT  sugarcane   of   the    1962  crop 
flT^bT  other  producers. 
^  Zouirements  of  the  act.    Section 
Ml  (e)  (2)  of  the  act  provides  as  a  con- 
Sm  for  oayment.  that  the  producer  on 
JSfarm  who  is  also  directly  or  Indl- 
^^  a  processor  of  sugarcane,  as  may 
Ir^Sternilned  by  the  SecreUry,  shall 
^-Toald  or  contracted  to  pay.  under 
Er  purchase  or  toll  agreements,  for 
^^      5  grown  by  other  producers  and 
„c„  by  him  at  rates  not  less  than 
that  may  be  determined  by  the 
^a^^btn  to  be  fair  and  reasonable  after 
litigation  and  due  notice  and  oppor- 
t^tr  for  public  hearing. 

(e)  19*2  price  determination.  This 
agtermlnatlon  continues  the  provisions 
d  the  19«1  determination  except  that 
a-  aaiount  of  the  allowance  by  the 
gncenor  to  producers  for  transporting 
iaput^e  from  the  farm  to  the  mill  Is 
hMed  on  rates  which  are  not  less  than 
tbose  appUcable  to  the  1961  crop  and 
tbe  molasses  payment  to  producers  Is 
band  on  10.5  cents  per  gallon  Instead  of 
Ills  coits  per  gallon. 

i  public  hearing  was  held  In  Chrlstian- 
itad.  St.  Croix,  Virgin  Islands,  on  No- 
venber  17. 1961,  at  which  Interested  per- 
Hos  were  afforded  the  opportunity  to 
taittf!r  with  respect  to  fair  and  reason- 
,^i»  prices  for  the  1962  crop.   The  repre- 
KDtatlTe  of  the  Virgin  Islands  Corpora- 
tton  recommended    that    the    molasses 
paiment  to  producers  be  based  on  the 
actual  price  received  by  the  processor 
tRND  the  sale  of  molasses.    The  witness 
itated  that  the  Corporation  does  not  pro- 
dwe  enough    molasses   to    supply    the 
needs  of  the  local  distiller;  that  during 
IMl  the  Corporation  negotiated  a  new 
contract  with  the  distiller  establishing 
s&mnula  whereby  the  price  for  molasses 
praduced  by  the  Corporation  would  be 
1  eents  per  gallon  less  than  the  price 
pakl  for  the   first    500.000    gallons   of 
mniensrn  imported  by  the  distillers  during 
tbe  year;  that  if  no  molasses  were  im- 
ported and  the  parties  were  unable  to 
reach  an  agreement  the  contract  pro- 
vides fot  arljitration  of   the  price  for 
Bdasses;  that  the  quantltr  of  500,000 
laQoDs  was  agreed  upon  as  representing 
a  reasonable    volume    of    molasses   on 
vfakfa  to  base  a  price :  and  that  the  de- 
duetkm  of  2  cents  per  gallon  from  the 
price  of  Imported  molasses  was  one-half 
of  the  estimated  4  cent  cost  If  the  Cor- 
poration shipped  its  molasses  out  or  the 
Virgin  Islands.     The    witness   testified 
that  the  Corporation  paid  producers  a 
l>lfher  percentage  share  of  the  sugar 
reee?eied  from  1961  crop  sugarcane  than 
WIS  required  by  the  determination  and 
proposed  to  pay  such  higher  share  for 
tte  sugar    recovered    from    1962    crop 
Wisrcane;  that  the  molasses  payment 


to  producers  was  based  on  the  price  for 
molasses  specified  in  the  1961  determina- 
tion which  was  higher  than  the  actual 
price  for  molasses  received  by  the  Cor- 
poration;  that  the  new  dock  facilities 
permit  the  loading  of  raw  sugar  on  board 
ship  by  a  conveyor  system  which  is  ex- 
pected  to   reduce   marketing   expenses 
about  $2.00  per  ton  of  sugar;  that  the  al- 
lowance pedd  to  producers  for  loading 
and    transporting    sugarcane    was    In- 
creased 20  percent  for  the  1961  crop  as 
compared  with  the  1960  crop  and  the 
Corporation  had  agreed  with  producers 
to  review  such  rates  with  a  view  to  a  pos- 
sible further  Increase  for  the  1962  crop; 
that  on  the  basis  of  current  estimates 
the  Corporation  made  a  profit  of  $166,000 
on  the  production  of  1961 -crop  sugar- 
cane but  sustained  a  loss  of  $213,000  on 
its   milling   operation,   resulting   In   an 
overall  loss  of  $47,000  even  though  a  rec- 
ord crop  was  produced;  and  that  the  loss 
for  the   1962   crop  probably   would  be 
greater  since  a  considerably  smaller  crop 
Is  In  prospect. 

Consideration  has  been  given  to  the 
recommendations  made  at  the  hearing, 
to  the  returns,  costs,  and  profits  of  pro- 
ducing and  processing  sugarcane  ob- 
tedned  by  field  study,  and  to  other  per- 
tinent factors.  The  returns,  costs,  and 
profits  of  Independent  producers  and  the 
processor,  obtained  by  survey  for  prior 
years,  have  been  recast  to  reflect  pro- 
spective price  and  production  conditions 
for  the  1962  crop.  This  analysis  Indi- 
cates that  the  sharing  relationship  pro- 
vided in  this  determination  will  be  favor- 
able to  independent  producers. 

Hie  Virgin  Islands  Corporation  is  the 
largest  producer  and  only  processor  of 
sugarcane  in  the  Virgin  Islands.  Since 
Its  formation  In  1949  the  Corporation's 
sugarcane  growing  operation  has  shown 
a  profit  in  1956.  1957.  1959,  and  1961. 
However,  the  sugarcane  processing  op- 
eration has  sustained  losses  ranging  as 
high  as  $400,000  in  1960.  when  the  crop 
was  severely  affected  by  drought.  The 
profit  on  the  sugarcane  producing  op- 
eration In  1957  was  sufHclent  to  offset 
the  processing  loss,  and  In  that  year  only 
was  a  profit  realized  on  the  overall  sugar 
operations. 

As  a  result  of  an  analysis  of  a  study  of 
returns,  costs,  and  profits  of  the  produc- 
ing and  processing  operations  of  the  Vir- 
gin Islands  Corporation,  the  1958  deter- 
mination provided  for  a  reduction  of 
about  10  percent  In  the  producers'  share 
of  sugar  recovered  from  their  sugarcane. 
A  study  of  the  returns,  costs,  and  profits 
of  independent  producers'  sugarcane  op- 
erations   confirmed    that    the    reduced 
sharing   relationship   was  equitable  to 
producers  and  such  relationship  has  been 
continued  in  subsequent  determinations. 
The  provision  of  the  prior  determina- 
tion which  related  the  price  of  molasses, 
upon  which  the  molasses  payment  to 
producers  was  based,  to  the  most  recent 
5-year  average  net  proceeds  from  sales 
of  molasses  by  processors  In  Puerto  Rico 
is  continued.    This   method   was   first 
adopted  in  the  1958  determination  in- 
asmuch as  contractual  arrangements  of 
the  Corporation  required  that  most  of  Its 
annual  production  of  molasses  be  mar- 
keted to  Island  distillers  at  negotiated 
prices,  and  since  there  were  only  one  or 


two  local  buyers  the  establishment  of  a 
local  market  price  was  not  practicable. 
Under  the  present  pricing  arrangement 
between  the  Corporation  and  the  dis- 
tiller the  price  of  molasses  is  contingent 
upon  importations  from  foreign  coim^ 
tries,  and  If  no  mqlasses  Is  imported  the 
price  must  then  be  agreed  upon  or  arbi- 
trated. In  these  circumstances  it  is 
deemed  desirable  to  continue  a  fixed 
price  in  the  determination  based  upon 
the  net  proceeds  realized  in  Puerto  Rico 
where  competitive  marketing  practices 

prevail.  ,     ^. 

With  regard  to  any  difference  in  the 
price  for  molasses  actually  realized  and 
that  specified  hi  the  determhaation,  it  is 
again  pointed  out  that  if  the  combined 
payments  for  sugarcane  determined  on 
the  basis  of  the  producers'  share  ai  raw 
sugar  as  authorized  by  the  Bosffd  of 
Directors  of  the  Corporation  and  on  the 
actual  sales  price  of  molasses  are  equal 
to  or  in  excess  of  the  total  payments 
computed  In  accordance  with  the  for- 
mulae provided  hi  the  determination,  the 
minimum  requirements  of  the  detenni- 
natlon  will  have  been  met. 

The  1961  determination  provided  that 
sugarcane  loading  and  transpwtatlon. 
allowances  to  producers  be  based  on 
rates  which  were  20  percent  higher  than 
in  1960,  and  that  the  rates  were  to  be 
posted  at  the  mill.  The  Corporation 
agreed  with  producers  to  pay  the  higher 
rates  In  1961  and  hidicated  that  it  would 
review  the  rates  with  a  view  to  a  further 
increase  for  the  1962  crop.  The  arrange- 
ment for  the  1962  crop  has  not  yet  been 
annoimced.  This  determination  estab- 
lishes a  m^"'"^""'  requirement  that  load- 
ing and  transportation  aUowanoes  are 
to  be  based  on  rates  not  less  than  those 
applicable  In  1961. 

On  the  basis  of  an  examination  Of  all 
relevant  factors,  the  provisions  of  this 
determination  are  de«ned  to  be  fair  and 
reasonable. 

Accordingly,  I  hereby  find  and  con- 
clude that  the  foregohig  price  deter- 
mination will  effectuate  the  price  pro- 
visions of  the  Sugar  Act  of  1948,  as 
amended.  (Sec.  403,  61  Stat.  932;  7 
use  Sup.  1153.  Interprets  or  egwUes 
sec.  301.  61  Stat.  929;  7  U.S.C.  Supp. 
1131.) 

Signed  at  Washington,  D.C.,  on  Feb- 
ruary 20. 1962. 

Orville  L.  Frekman, 
Secretary. 

[PJl.    Doc.    62-1934;    Piled,    Feb.    26,    1962; 
8:50  ajn.] 


Chapter    IX— Agricultural    Marketing 
Service  (Marketing  Agreements  and 
Orders),  Department  of  Agriculture 
[  Grapefruit  Reg.  3  ] 

PART  909— GRAPEFRUIT  GROWN  IN 
ARIZONA;  IN  IMPERIAL  COUNTY, 
CALIF.,  AND  IN  THAT  PART  OF 
RIVERSIDE  COUNTY,  CAUF.,  SITU- 
ATED SOUTH  AND  EAST  OF  WHITE 
WATER,  CALIF. 

Limitation  of  Shipments 

§  909.303     Grapefruit  Regnlation  3. 
(a)  Findings.     (1)    Pursuant  to  the 

marketing  agreement,  as  amended,  and 


Order  No.  90»,  as  amended  (7  CPR  Part 
000),  regulating  the  handling  of  grape- 
fruit grown  In  the  State  of  Arliona;  In 
Impoial  County,  California;  and  In  that 
pctft  of  Riverside  Coun^.  California,  sit- 
uated south  and  east  of  White  Water, 
California,  effective  imder  the  applicable 
provisions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended  (7 
UJS.C.  601-674).  and  upon  the  basis  of 
the  recommendations  of  the  Adminis- 
trative Committee  (established  under 
the  aforesaid  amended  marketing  agree- 
ment and  order),  and  upon  other  avail- 
able Information.  It  is  hereby  found  that 
the  limitation  of  shipments  of  grape- 
fruit, as  hereinafter  provided,  will  tend 
to  effectuate  the  declared  policy  of  the 
act. 

(2)  It  is  hereby  further  found  that 
It  is  Impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  notice, 
ragage  in  public  rule-making  procedure, 
and  posUwne  the  effective  date  of  this 
section  xmtll  30  days  after  publication 
thereof  in  the  Pedkral  Rkgister  (5  U.S.C. 
1001-1011) ,  because  the  time  intervening 
between  the  date  when  Information  upon 
which  this  section  Is  based  became  avail- 
able and  the  time  when  this  section  must 
become  effective  In  order  to  effectuate 
the  declared  policy  of  the  act  Is  Insuffi- 
cient,  and   a  reasonable   time   Is   per- 
mitted,   xmder    the   circumstances,    for 
preparation  for  such  effective  date.    The 
Administrative  Committee  held  an  open 
meeting  on  February  15, 1962,  to  consider 
recommendations  for  a  regulation,  after 
giving  due  notice  of  such  meeting,  and 
Interested  persons  were  afforded  an  op- 
portunity to  submit  their  views  at  this 
meeting;  the  recommendation  and  sup- 
porting information  for  regulation  dur- 
ing   the   period   specified    herein    were 
promptly  submitted  to  the  Department 
after  such  open  meeting ;  necessary  sup- 
plonental  economic  and  statistical  in- 
formation upon  which  this  recommended 
regulation  is  based  was  received  by  the 
Fruit  Branch  on  February  20.  1962;  in- 
formation regarding  the  provisions  of  the 
regulation  recommended  by  the  commit- 
tee has  been  dlssemmated  to  shippers  of 
grapefruit,  grown  as  aforesaid,  and  this 
section,    including    the    effective    time 
thereof,  is  identical  with  the  recommen- 
dation of  the  comjnlttee;  it  is  necessary, 
In  order  to  effectuate  the  declared  policy 
of  the  act.  to  make  this  section  effective 
on  the  date  hereinafter  set  forth  so  as 
to  provide  for  the  continued  regulation 
of  the  handling  of  grapefruit;  and  com- 
pliance with  this  section   will   not   re- 
quire any  special  preparation  on  the  part 
of  persons  subject  thereto  which  can- 
not be  completed  on  or  before  the  effec- 
tive date  hereof. 

(b)  Order.  (1)  During  the  period  be- 
ginning at  12:01  a.m.,  P.s.t.,  February  25, 
1962.  and  ending  at  12:01  a.m..  P.s.t., 
March  11,  1962,  no  handler  shall  handle: 
(i)  From  the  State  of  California  or 
the  State  of  Arizona  to  any  point  out- 
side thereof  any  grapefruit  of  any  variety 
grown  in  the  State  of  Arizona:  In  Im- 
perial County,  California:  or  in  that  part 
of  Riverside  County.  California,  situated 
south  and  east  of  White  Water.  Cali- 
fornia, xmless  such  grapefruit  grade  at 
least  U.S.  No.  2:  Provided.  That  Included 
in  the  tolerances  for  defects  permitted 
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by  such  grade  not  more  than  5  percent, 
by  count,  shall  be  allowed  for  grapefruit 
having  peel  more  than  one  Inch  In  thick- 
ness at  the  stem  end,  measured  from  the 
flesh  to  the  highest  point  of  the  peel ;  or 

(U)  From  the  State  of  California  or 
the  State  of  Arizona  to  any  point  out- 
side thereof  In  the  United  States,  any 
grapefruit,  grown  as  aforesaid,  which 
measure  less  than  3"i.!  inches  In  diame- 
ter, except  that  a  tolerance  of  5  percent, 
by  count,  of  grapefruit  smaller  than  the 
foregoing  minimum  size  shall  be  per- 
mitted which  tolerance  shall  be  applied 
in  accordance  with  the  provisions  for  the 
application  of  tolerances,  specified  in  the 
revised  United  States  Standards  for 
Grapefruit  (California  and  Arizona), 
§§51.925-51.955  of  this  title:  Provided. 
That,  in  determining  the  percentage  of 
grapefruit  in  any  lot  which  are  smaller 
than  3"irt  inches  in  diameter,  such  per- 
centage shall  be  based  only  on  the  grape- 
fruit in  such  lot  which  are  of  a  size  4-i<j 
inches  in  diameter  and  smaller. 

(2)  As  used  herein,  'handler,"  "vari- 
ety," "grapefruit."  and  "handle"  shall 
have  the  same  meaning  as  when  used 
In  said  amended  marketing  agree- 
ment and  order;  the  term  "U.S.  No. 
2"  shall  have  the  same  meaning  as  when 
used  in  the  aforesaid  revised  United 
States  Standards  for  Grapefruit;  and 
"diameter"  shall  mean  the  greate.st 
dimension  measured  at  right  angles  to 
a  line  from  the  stem  to  blossom  end  of 
the  fruit. 

(Sec«.  1-19,  48  SUt.  31.  u  amended;  7  U.S.C. 
fl01-fl74) 

Dated:  February  20.  1962. 

Paul  A.  Nicholsow, 
Deputy  Director.  Fruit  and  Veg- 
etable   Division,    Agricultural 
Marketing  Service. 

[VR.    Doc.    63  1911;    Filed,    Feb.    36.    19«3; 
8  48  ami 


PART  971— LETTUCE  GROWN  IN 
LOWER  RIO  GRANDE  VALLEY  IN 
SOUTH  TEXAS 

Approval  of  Expenses  and  Rate  of 
Assessment 

Notice  of  rule  making  regarding  pro- 
posed expenses  and  rate  of  assessment, 
to  be  effective  under  Marketing  Agree- 
ment No.  144  and  Order  No.  971  (7  CFR 
Part  971;  formerly  Order  No.  134.  Part 
1034)  regulating  the  handling  of  lettuce 
grown  in  the  Lower  Rio  Grande  Valley 
in  South  Texas,  was  published  in  the 
Federal  Register  November  17,  1961  (26 
F.R.  10773  >.  This  regulatory  program 
is  effective  under  the  Agricultural  Mar- 
keting Agreement  Act  of  1937,  as 
amended  (7  U.S.C.  601-674).  After  con- 
sideration of  all  relevant  matters  pre- 
sented, including  the  proposals  set  forth 
In  the  aforesaid  notice,  which  proposals 
were  adopted  and  submitted  for  approval 
by  the  South  Texas  Lettuce  Committee, 
established  pursuant  to  said  marketing 
agreement  and  order,  it  Is  hereby  found 
and  determined  that: 

§  971.202      Expense'B  and  rate  of  a.^se**- 
ment. 
(a)  The  reasonable  expenses  that  are 
likely  to  be  Incurred  by  the  South  Texas 


Lettuce  Committee,  established    _ 
to  Marketing  Agreement  No.  l^iC 
this  part,  for  Its  maintenance  and ! 
tlonlng  during  the  fiscal  period  _ 
ber  1.  1961,  through  October  31,  INIm 
amount  to  $30,000.00.  '        ^ 

(b)  The  rate  of  assessment  to  b«  Ml 
by  each  handler  pursuant  to  Mtifc 
Agreement  No.  144  and  this  part 
be  two  cents  ($0.02)  per  carton  of  ] 
handled   by   him    as   the  first 
thereof  during  said  fiscal  period. 

( c )  Terms  used  In  this  secUon  i 
have  the  same  meaning  as  when  i 
in  Marketing   Agreement  No.  144 
this  part. 

It  is  hereby  found  that  good  « 
exists  for  not  postponing  the 
time  of  this  section  until  30  dan  _ 
publication  in  the  Federal  Rmorh  a 
U.S.C.  1001-1011)  In  that  (1)  the  iib> 
vant  provisions  of  said  marketing  fn^. 
ment  and  this  part  require  that  mn 
of  assessment  fixed  for  a  particular  flail 
period  shall  be  applicable  to  all  utm^ 
able  lettuce  from  the  beginning  ol  mi 
period,  and  (2)  the  current  fiscal  p«||| 
began  on  November  1.  1961,  and  the  all 
of  assessment  herein  fixed  win  mk^ 
matically  apply  to  all  assessable  Mtia 
beginning  with  such  date. 

(Sees    1-19,  48  Stat.  31.  aa  amended;  T  UAA 
601-874) 

Dated:  February  21.  1962. 

Paul  A.  Nicholsou, 
Deputy     Director,     FnM    ni 
Vegetable   Dixnsion,  Affrtai' 
tural  Marketing  Seroic*. 

(FB.    Doc.    82-1913;    Filed.    Feb.   38,  M^ 
8:48  ajn] 


PART  990— HANDLING  OF  CENTIM 
CALIFORNIA  GRAPES  FOR  aUSH- 
ING 

Expenses  of  the  Grape  Cnnk  k^ 
ministrative  Committee  ond  Rolerf 
Assessment 


Notice  was  published  In  the 
ary  9.  1962.  Issue  of  the  Fedeial 
TER  (27  F.R.  1217)  regardmg  a 
to  approve  expenses  of  the  Orape  Crwfc 
Administrative  Committee  for  the  p«riol 
beginning  on  August  26,  1961.  and  end- 
ing on  June  30,  1962,  and  fix  the  rate  of 
assessment  for  that  period,  pumu^to 
the  provisions  of  Marketing  Agreanat 
No.  138  and  Order  No.  990  (7  CPR  Psrt 
990 ) ,  regulating  the  handling  of  Centnl 
California  grapes  for  crushing.  "IWi 
marketing  agreement  and  order "profiMi 
Is  effective  under  the  Agricultural  Mir- 
kcting  Agreement  Act  of  1937,  as  amend- 
ed (7  use.  601-674).  Interested  per- 
sons were  afforded  opportunity  t» 
submit  written  data,  views,  or  argumew 
with  respect  to  the  proposal.  The  pre- 
scribed time  has  elapsed  and  no  ■** 
communications  have  been  received. 

After  consideration  of  all  rcleriot 
matters  presented,  including  the  inw- 
mation  and  recommendations  s^***^ 
by  the  committee,  and  other  avaflw 
information,  it  is  hereby  found  «Didd»- 
termined  that  the  authorized  expam 
of  the  Grape  Crush  Administrative  (»• 
mittee  and  the  rate  of  assessment  mf 


february  27,  1962 

jjloreaald  period   shaU  be  as 

^Ml     Expense  of  the  Grape  Cnuh 

I'jS^btMtive  Committee   and   rale 

f^jteaancnt. 

maaetues        Expenses'     In     the. 

*Lf^tlf9  178  are  reasonable  and 

^"^iS  ^  be  Incurred,  pursuant  to 

•2^^-  the  Grape  Crush  Admlnis- 

IfJJvSimlttee  during  the  period  be- 

'■''^VmAugust  26.  1961  and  ending 

.10  1962  of  the  Initial  crop  year. 

\iintenance  and  funcUoning  of 

'^    iMMir^  and   the   Grape  Crush 

**  T^Board  and  for  such  other  pur- 

o  the  secretary  may.  pursuant 

^provisions  of  this  part,  determine 

•*! 'SS^assessment.  The  rate  of 
iBOt  for  the  period  beginning  on 
M  1961,  and  ending  on  June  30, 
the  InlUal  crop  year,  which  each 
^Stall  pursuant  to  S  990.72.  pay 
^to  aU  free  tonnage  (Includ- 
of  those  varieties  exempted 
J  regulation  by  5  990.202) 
i^M  wr  crushmg.  Including  such 
^Z  «C  his  own  production,  received 
^^L  inrlng  such  period  Is  fixed  at 
tti  Mibi  per  ton  of  fresh  grapes  and 
C aSralent  amount  of  34.5  cents  per 
UoTralsln  residual  material. 

It  it  hereby  further  found  that  good' 
MMOlsti  for  not  postponing  the  eflec- 
ZTttoe  of  this  action  until  30  days 
d^nfillcatlon  In  the  Ftdbral  RECXsm 
fniSc"   1003(c))    in   that:   (1)    The 
•Mtk  provisions  of   said  marketing 
mm^BX  and  order  require  that  a  rate 
TwtMnent  fixed  for  a  particular  crop 
fW  *»11  be  appUcable  to  all  free  ton- 
tm  (induding  tonnage  of  those  varl- 
la  ooBpted  from  volume  regulation 
It  I  MOJO!)  grapes  for  crushing.  Includ- 
fcf  ndi  grapes  of  his  own  production, 
larfvedbiy  him  during  such  period;  and 
(B  Ihto  period  began  on  August  26, 1961, 
■d  the  rate  of  assessment  herein  fixed 
«■  ntamatically   apply   to   all   such 
I  tor  crushing  beginning  with  that 


.1-18,  48  Btot.  31,  a«  amended;  7  UB.C. 
il-«H) 


I:  February  20. 1962. 

Paul  A.  Nicholson, 
Deputy  Director. 
Fruit  and  Vegetable  Division. 

[U.  Doc.   88-1912:    Piled.    Peb.   26.    1962; 
8:48  a.m.] 

I 

riUe  16— COMMERCIAL 
PRACTICES 


QMpltrl — Federal  Trade  Commission 

[Docket  C-lOl 

PART  13— PROHIBITED  TRADE 
PRACTICES 

Smolewitz  &  Benkel,  Inc.,  et  ai. 

Subpart— Misbranding  or  mislabeling: 
111.1116 Compostf ton.  §  13.1185-90  Wool 

'OUmt  than  expenses  Incurred  In  recelv- 
ilC,  fesadllng,  holding,  or  dlspoeing  of  set 

Mo. 


FEDEtAL  KEGISTEft 

ProducU  LmUUug  Act;  S  18.1212  Formal 
regvlatorv  and  gtatutory  requirements: 
1 18 1212-00  Wool  Products  Labeling  Act. 
Sulyart— Neglecting,  unfairly  or  decep- 
tively to  maJce  material  disclosure: 
S  13  1846  Composition:  S  13.1845-80  Wool 
Prodacts  IxibeUng  Act;  5  13.1852  Formal 
regulatory  and  statutory  requirements: 
S  13.1852-80  Wool  Products  Labeling  Act. 
(See.  6.  88  Btat.  721;  16  U.S.C.  46.  Interpret 
or  apply  lec.  5.  88  Stat.  719,  as  amended,  sees. 
a-6.  54  Stat.  1128-1180;  15  UB.C.  45,  68) 
ICeaae  and  deslat  order.  Smolowltz  &  Benkel, 
Inc..  et  al..  New  York.  N.Y.,  Docket  C-10, 
Oct.  23,  1961] 

In  the  Matter  of  Smolotoitz  &  Benkel, 
Inc.,  a  Corporation,  and  Nathan 
STTwlowttz  and  Samuel  Small,  Individ- 
ually and  as  Officers  of  Said  Corpora- 
tion 

Consoit  order  requiring  New  York  City 
manufacturers  to  cease  violating  the 
Wool  Products  Labeling  Act  by  labeling 
as  "60  percent  wool,  50  p«xent  reproc- 
essed wool",  men's  and  boys'  caps  which 
contained  a  substantial  quantity  of  non- 
woolen  fibers;  by  falling  to  disclose  on 
labels  the  true  generic  names  of  fibers 
present  In  such  caps,  and  the  percentage 
thereof;  by  failing  to  disclose  the  fiber 
composition  of  knitted  ear  covers  of  dif- 
ferent fiber  composition  from  the  caps 
themselves;  and  by  failing  in  other  re- 
spects to  comply  with  requirements  of 

ttie  Act.  ^  ^    ._x  .     ^  J 

The  order  to  cease  and  desist.  Includ- 
ing further  order  requiring  report  of 
compliance  therewith,  is  as  follows: 

It  is  ordered.  That  Smolowitz  fc  Ben- 
kel, Inc.,  a  coiporation.  Nathan  Smolo- 
witz and  Samuel  Small  Individually  and 
as  officers  of  the  said  corporation,  and 
reqxmdents'  representatives,  agents  and 
employees,  directly  or  through  any  cor- 
porate or  other  device,  in  connection 
with  the  Introduction  or  manufacture  for 
introduction  into  commerce,  or  the  of- 
fering for  sale,  sale,  transportation,  dis- 
tribution, or  delivery  for  shipment,  in 
commerce,  of  wool  products,  as  "w)m- 
merce"  and  "wool  products"  are  defined 
in  the  Wool  Products  Labeling  Act  of 
1930,  do  forthwith  cease  and  desist  from 
misbranding  wool  products  by: 

1.  Falsely  or  deceptively  stamping, 
tagging  labeling  or  otherwise  identify- 
ing such  products  as  to  the  character  or 
amount  of  the '  constituent  fibers  in- 
cluded therein. 

2.  Falling  to  securely  afdx  to,  or  place 
on  each  such  product,  a  stamp,  tag, 
label  or  other  means  of  identification 
showing  in  a  clear  and  conspicuous  man- 
ner each  element  of  information  re- 
quired to  be  disclosed  by  section  4(a)  (2) 
of  the  Wool  Products  Labeling  Act  of 

1939. 

3  Failing  to  disclose  by  sections  and 
to  separately  set  forth  on  the  required 
stamp,  tag,  label  or  other  means  of  Iden- 
tification the  character  and  amount  of 
the  constituent  fibers  contained  in  each 
section  of  s3bh  wool  products  as  required 
by  Rule  23(b)  of  the  rules  and. regula- 
tions promulgated  under  the  aforesaid 
Wool  Products  Labeling  Act  of  1939. 

It  is  further  ordered.  That  the  re- 
spondents herein  shall,  within  sixty  (60) 
days  after  service  upon  them  of  this 
order,  fUe  with  the  Commission  a  report 
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In  writing  setting  forth  In  detail  tiie 
manner  and  form  In  which  they  have 
complied  with  this  order.  ^ 

Issued:  October  23, 1961. 

By  the  Commission. 


[skal] 


JOSEPH  W.  Obis, 
Secretary. 


\TJt     Doc.    62-1898;    PUed,    Peb.    28,    1982; 
8:46  ajn.] 


[Docket  No.  C-8] 

PART  1  J— PROHIBITED  TRADE 
PRACTICES 

Ludwig,  Inc.,  et  ol. 

Subpar^-Involclng  products  fateely: 
§  13 1108    Invoicing    products    /«»««'* 
S  13  1108-45  Fur  Products  Labeling  Act. 
Subpart^Mlsbranding   or   mlslabdtog: 
S  13  1212  Formal  regulatory  and  eUOu- 
toni    requiremenU:     %  13.1212^0    Fur 
Products  Labeling  Act.    Subpart— «««- 
lectlng.  unfairly  or  deceptively,  to  malre 
material  disclosure:   S  13.1845  Cor^^c^     . 
fion  ■  i  13  1845-30  Fur  Products  LOtOing 
Act-   5  13.1852  Formal  regulatory  and 
statutory  requirements:  5  13.1852-86  Fur 
ProducU  Labeling  Act;  S  13.1868  *«»»- 
facture  or  preparation:  S  18.1865-4M)  Fur 
Products  Labeling  Act;  i  13.1000  Soiirce 
or   origin:    5  13.1900-40    Fur    ProducU 
Labeling  Act:  5  13.1000-40 (b)  Place. 

(Sec.  6,  38  Stat.  721;  15  U.S.C.  46.  teterpret 
or  apply  sec.  5,  88  Stat.  719.  as  amended;  sec. 
8  65  Stat.  179;  15  VB.C.  45,  691)  (Ce-eMid 
desist  order.  Ludwlg,  Inc..  et  al..  Boaton. 
Mass..   Docket   C-8,  Oct.   23.   1961] 

In  the  Matter  of  Ludwig,  Inc..  a  Cor- 
poration, and  Herbert  Ludwlg,  and 
Alvin  Ludwig,  Individually  and  as  Of- 
ficers of  the  Said  Corporation 

Consent  order  requiring  Boston  fur- 
riers  to  cease  violating  the  Fur  Products 
Labeling  Act  by  falling  to  disclose  in 
labeling  and  invoicing  fur  Producte 
when  the  fur  was  dyed;  falling  to  show 
on  invoices  the  true  animal  name  of  the 
fur  and  the  country  of  origin  of  im- 
ported furs:  and  failing  to  ottier  re- 
spects to  comply  with  labeling  and  to- 
voicing  requirements.  *««.*>«., 

The  order  to  cease  and  desist,  together 
with  order  requiring  report  of  compli- 
ance therewith,  is  as  follows: 

7t  is  ordered.  That  Ludwig,  Inc.,  ft«>r- 
poration  and  its  officers,  »nd  5™," 
Ludwig  and  Alvto  Ludwlg.  Individually 
and  as  officers  of  the  said  corporaUon. 
and  respondents'  reptesentatives.  agents 
and  employees,  directly  or  through  any 
corporate  or  other  device,  to  connection 
with  the  totroducUon  toto  commerce,  or 
the  sale,  advertising,  or  offering  for  sale 
nn  commerce,  or  the  transportaUonor 
distribution  to  commerce  of  fur  prod- 
ucts, or  to  connection  with  the  sale,  ad- 
vertistog,  offering  for  sale,  transporta- 
tion,   or    distribution   of   fur   products 
which  are  made  to  whole  or  to  P"J  «r 
fur  which  has  been  shipped  and  received 
in  commerce,  as  "commerce,"  "fur,'  -and 
"fur  product."  are  defined  ^  <^ej^ 
Products    Labeling    Act,    do    forthwith 
cease  and  desist  from: 

1.  Misbranding  fur  products  by: 
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"  A.  ndllng  to  affix  labels  to  fur  prod- 
uct* sbowlnc  In  words  and  figures  plainly 
legible  all  of  the  Information  required 
to  be  disclosed  by  each  of  the  subsections 
of  section  4(2)  of  the  Fur  Products 
Labeling  Act. 

B.  Falling  to  set  forth  separately  on 
labels  affixed  to  fur  products  composed 
of  two  or  more  sections  containing  dif- 
ferent animal  furs  the  information  re- 
quired under  section  4(2)  of  the  Pur 
Products  Labeling  Act  and  the  rules  and 
regulations  promulgated  thereunder 
with  respect  to  the  fiur  comprising  each 
section. 

C.  Falling  to  set  forth  on  labels  the 
Item  number  or  mark  assigned  to  a  fur 
product. 

2.  Falsely  or  deceptively  invoicing  fur 
products  by : 

A.  Falling  to  furnish  invoices  to  pur- 
chasers of  fur  products  showing  in  words 
and  figures  plainly  legible  all  of  the  in- 
formation required  to  be  disclosed  by 
each  of  the  subsections  of  section  5(b) 
(1)   of  the  Fur  Products  Labeling  Act. 

B.  Falling  to  set  forth  on  invoices  the 
Item  number  or  mark  assigned  to  a  fur 
product. 

It  is  further  ordered.  That  the  re- 
spondents herein  shall,  within  sixty  (60> 
days  after  service  upon  them  of  this 
order,  file  with  the  Commission  a  report 
in  writing  setting  forth  in  detail  the 
manner  and  form  in  which  they  have 
ccHnplled  with  this  order. 

Issued:  October  23,  1961. 

By  the  Commission. 

JOSKPH  W.  Shza, 

Secretary. 

[rn.    Doc.    82-1896:    FUed.    Feb.    26,     1962; 
8:46  &Jn.] 


(Docket  No.  C-S) 

PART  13 — PROHIBITED  TRADE 
PRACTICES 

Jo«  D.  Riff  and   Riff's 

Subpart — Advertising  fasely  or  mis- 
leadlngly:  I  13.155  Prices:  i  13.155-40 
Exaggerated  as  regular  and  customary: 
S  13.155-45  Fictitious  marking.  Sub- 
part— Invoicing  products  falsely:  J  13- 
1108  Invoicing  products  falsely:  9  13- 
1 108-45  Fur  Products  Labeling  Act.  Sub- 
part— Neglecting,  unfairly  or  deceptively, 
to  make  material  disclosure:  i  13.1852 
Formal  regulatory  and  statutory  require- 
ments: i  13.1862-35  Fur  Products  Label- 
ing Act:  i  13.1900  Source  or  origin: 
i  13.1900-40  Fur  Products  Labeling  Act: 
i  13. 1900-40 (a)  Maker  or  seller. 

(Sec.  6.  38  8t«t.  721;  15  X3S.C.  46.  Interpret 
or  apply  aec.  5.  38  Stat.  710.  u  amended; 
sec.  8.  65  Stat.  179:  15  U3.C.  48,  69f)  |Cea»e 
and  desist  order.  Joe  D.  Riff  trading  a«  Riff's. 
LongTlew,  Tex.,  Docket  C-9,   Oct,   23.   1961] 

Consent  order  requiring  a  furrier  in 
Longview.  Tex.,  to  cease  violating  the 
Fur  Products  Labeling  Act  by  failing  to 
identify  on  labels  the  manufacturer  or 
seller  of  fur  products:  by  advertising 
prices  of  fur  products  as  reduced  from 
usual  prices  which  were,  in  fact,  fic- 
titious; by  falling  to  keep  adequate 
records  as  a  basis  for  price  and  value 
claims;  and  by  failing  in  other  respects 


RULES  AND  REGULATIONS 

to  comply  with  labeling  and  invoicing 
requirements. 

The  order  to  cease  and  desist,  includ- 
ing order  requiring  report  of  compliance 
therewith,  Is  as  follows: 

It  is  ordered.  That  Joe  D.  Riff,  an  in- 
dividual trading  as  Riff's  or  under  any 
other  trade  name  and  respondents 
representatives,  agents  and  employees, 
directly  or  through  any  corporate  or 
other  device,  in  connection  with  the  in- 
troduction Into  commerce,  or  the  sale, 
advertising,  or  offering  for  sale  in  com- 
merce, or  the  transportation  or  distribu- 
tion in  commerce  of  fur  products,  or  in 
connection  with  the  sale,  advertising, 
offering  for  sale,  transportation,  or  dis- 
tribution of  fur  products  which  are  made 
in  whole  or  in  part  of  fur  which  has 
been  shipped  and  received  in  commerce, 
as  "commerce",  "fur"  and  "fur  product" 
are  defined  in  the  Fur  Products  Labeling 
Act,  do  forthwith  cease  and  desist  from : 

1.  Misbranding  fur  products  by: 

A.  Failing  to  affix  labels  to  fur  prod- 
ucts showing  in  words  and  figures  plainly 
legible  all  the  information  required  to 
be  disclosed  by  each  of  the  subsections  of 
section  4<2)  of  the  Pur  Products  Label- 
ing Act. 

B.  Setting  forth  on  labels  affixed  to 
fur  products  Information  required  under 
Section  4' 2)  of  the  Fur  Products  Label- 
ing Act  and  the  rules  and  regulations 
promulgated  thereunder  mingled  with 
non-required  information. 

C.  Failing  to  set  forth  on  labels  the 
item  number  or  mark  assigned  to  a  fur 
product. 

2.  Falsely  or  deceptively  Invoicing  fur 
products  by: 

A.  Failing  to  furnish  invoices  to  pur- 
chasers of  fur  products  showing  in  words 
and  figures  plainly  legible  all  the  infor- 
mation required  to  be  disclosed  by  each 
of  the  subsections  of  section  5(b)(1)  of 
the  Fur  E*roducts  Labeling  Act. 

B.  Failing  to  set  forth  on  invoices  the 
item  number  or  mark  assigned  to  a  fur 
product. 

3.  Falsely  or  deceptively  advertising 
fur  products  through  the  use  of  any  ad- 
vertisement, representation,  public  an- 
nouncement or  notice  which  Is  intended 
to  aid,  promote  or  assist,  directly  or  in- 
directly. In  the  sale,  or  offering  for  sale 
of  fur  products  and  wt^lch: 

A.  Represents  directly  or  by  Implica- 
tion that  the  regular  or  usual  price  of 
any  fur  product  is  any  amount  which  Is 
In  excess  of  the  prices  at  which  re- 
spondent has  usually  and  customarily 
sold  such  products  in  the  recent  regular 
course  of  business. 

B.  Misrepresents  in  any  manner  the 
savings  available  to  purchasers  of  re- 
spondents fur  products. 

4.  Making  claims  and  representations 
of  the  types  covered  by  subsections  ia>. 
(b) .  (o  ,  and  (di  of  Rule  44  of  the  rules 
and  regulations  promulgated  under  the 
Pur  Products  Labeling  Act  yjnless  there 
are  m^iintalned  by  respondent  full  and 
adequate  records  disclosing  the  facts 
upon  which  such  claims  and  repre- 
sentations are  based. 

It  is  further  ordered.  That  the  re- 
spondent herein  shall,  within  sixty  <60> 
days  after  service  upon  him  of  this  or- 
der, file  with  the  Commission  a  report  in 


writing  setting  forth  in  detail  tht 
ner  and  form  in  which  he  has 
with  this  order. 

Issued:  (Dctober  23,  1961. 

By  the  Commission. 

I  SEAL  I  JOSKPH      W. 


IPR     Doc     62  1897:    Filed.   Feb.  tL 
8:46  am.] 


Title  14 


AERONAUTICS 
SPACE 

Chapter  III — Federal  Aviation 

SUBCHAPTEt   E— AIR  NAVIOATIOII 
REGULATIONS 

(Airspace  Docket  No.  61-L4-tl| 

PART  600— DESIGNATION  OP 
FEDERAL  AIRWAYS 

PART  601— DESIGNATION  OP 
TROLLED  AIRSPACE,  REPORlt 
POINTS,  POSITIVE  CONTROL  MH 
SEGMENTS,  AND  POSITIVf  OQi|. 
TROL  AREAS 

Alteration 

On  February  2.  1962.  Federal  B«Mi 
Document  62-1538  was  publlshadtati 
Federal  Register  (27  F.R.  1411)  tmmtr 
Ing  Part  600  and  9  600.1613  or  Xtmtm 
lations  of  the  Administrator  by  iait' 
nating  VOR  Federal  airway  No.  SUtmii 
Twentynlne  Palms.  Calif.,  lo  Las  Itft^ 
Nev.,  and  by  realigning  VOR  IMai 
aln*ay  No.  1613  from  Mission  Bay. Cttt 
to  Las  Vegas.  These  amendmiinti  ■ 
effective  April  5,  1962. 

Subsequent  to  the  publication  of  M 
document,  the  name  of  the  navlaUlB 
facility  serving  San  Diego  hat  bw 
changed  from  "Mission  Bay"  to  "■« 
Diego".  In  addition,  action  to  (Ml- 
nate  control  areas  associated  with  ?!► 
tor  538  was  omitted  from  this  ilmillRt 
Therefore,  action  is  taken  heratati 
alter  5  600.1613  to  refiect  the  vtm 
change  and  to  add  5  601.6538  toPirt 
601  of  the  regulations  of  the  AdmiBk- 
trator. 

Since  these  alterations  are  mnwr  ■ 
nature  and  impose  no  additional  bate 
on  any  person,  notice  and  pubUe  w^ 
cedure  hereon  are  unnecessary  andtti 
effective  date  of  the  final  rule  M  ■• 
tially   adopted  may  be  retained. 

In  consideration  of  the  foregOlll|J« 
pursuant  to  th"  authority  deleta*j^ 
me  by  the  Admmi.strator  (25  FJl.  ™^ 
effective  immedritely.  Federal  lUy* 
Document  No  62-1538  is  altcnd  • 
follows:  _  ^ 

In  Item  No  2,  delete  "MtssKm  JT 
wherever  it  appears  and  substitute  "■■ 
Diego  '  therefor. 

Add  Item  No.  3  to  read: 

3.  In  Part  601  •  14  CFR  Part  601)  » 
following  section  is  added: 


February  27,  1962 
^^  IB  Washington.  D.C..  on  Feb- 

Acting  Director. 
Air  Traffic  Service. 

-.   Doe.   ea-l«»l«.    Filed.    Feb.    28.    1962: 
|f*>  **^  8:48  ajn.l 

in  21— FOOD  AND  DRUGS 

I Food  and  Drug  Adminis- 

Dapartment     of     Health, 
and  Welfare 
SltCHAPTCt  C— OiUOS 

PART  130— WEW  DRUGS 
la  Names  of  Orgonizatlonal 
Units 

fttto  secUon  701(a)  of  the  Fed- 
^.— .  Drug  and  Cosmetic  Act  (sec. 
SiTmbSl'iOSS:  21  UB.C.  371(a)) 
Z!m£  the  authority  delegated  to  the 
Z^^Saoet  of  Food  and  Drugs  by  the 
r^ET^Health,  Education,  and  Wel- 
SlmPA.  8625) :  It  is  ordered,  ThaX 
?■■  Snig  regulations  (21  CFR  130; 
JPjJJ;  »|6)  be  amended  in  the  foUow- 


FEDEtAL  REGISTER 

Acoordlngly,  i  805.2  is  amended  by  de- 
leting therefrom  the  words  "Ethyl  l-(2- 
carbemylettiyl)  -4-phenyl-4  -  plperidlne- 
carboxylate". 

Because  t^<«  amendment  of  S  305.2 
relieves  restrictions  and  is  within  the 
exception  of  section  4(c)  of  the  Admin- 
istrative Procedure  Act  it  is  found 
unnecessary  to  issue  this  Treasury  De- 
cision with  notice  and  public  procedure 
thereon. 

Effective  date.  This  Treasury  Deci- 
sion shall  become  effective  upon  the  date 
of  its  publication  in  the  Federal 
RBdsm. 

(26  UJaXJ.  4T81(g)(2),  sec.  4(b).  Pub.  Law 
8ft-429  (74  Stat.  67) ;  sec.  17.  Pub.  Law  86-429 
(74SUt.67)) 

[8XAL]  H.    J.    AlCSLINGER, 

Commissioner  of  Narcotics. 
Approved:  February  16, 1962. 

JAMSS  A.  RiKD, 

Assistant  Secretary  of  the 
Treasury. 

IF.R.    Doc.    62-1923:    FUed,    Feb.    26.    1962; 
8:49^  a.in.] 
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extract  of  Form  4455  for  use  in  maUnff 
entry  at  that  port." 

(Sees.  201  (par.  1616).  624.  46  Bt»t.  674.  M 
amended.  769;  19  UjB.C.  1201  <par.  1615>, 
1624) 

[SEAL]  Phzld' Nichols,  Jr., 

Commissioner  of  Customs. 

Approved:  February  20, 11MI2. 

Jakes  Pomxrot  Hkniaxck, 
Acting  Assistant  Secretanf 
of  the  Treasury. 
IFR     Doc.    62-1922;    FUed.    Feb.   26. 
8:48  ajn.] 


1962; 


28-niTEIUIAL 


i^name  "New  Drug  Branch"  is 
lis  read  "Division  of  New  Drugs" 
tt  occurs  In  Part  130  of  this 


?5b    name    "Veterinary    Medical 
Is  changed  to  read  "Division  of 
__    Medicine"  wherever  it  occurs 
IM  of  this  chapter. 

date.   This  order  is  effective 

of  signature. 
),  62  But.  1066;  21  tTJS.C.  371(a) ) 
February  19. 1962. 

WnrroN  B.  Rahkih, 
Assistant  Commissioner 
of  Food  and  Drugs. 

m.  Doe.   62-1909;    Filed,    Feb.    26,    1962; 
8:47  ajn.l 


culler  n— Bureau  of  Narcotics, 
Deportment  of  the  Treasury 

[TX>.  67] 

PAtT  305— OPIATES 


of  Ethyl   1 -(2-carbomyl- 

s*y0-4  -  phenyl  -  4  -  piperidinecar- 
Wiylate  at  an  opiate 


§  M»  1 .6.'>."J8  VOR  Federal  airway 
conlrol  ureaw  (Twentynill* 
r.ulif.,  lo  Ijt."  Vega»,  NeT.). 

All  of  VOR  Federal  airway  No.  I* 

iSoo     3117 1  III.   72   Stat.  749;   49   UAO.  Ml 


I  is  hereby  given  pursuant  to  the 
as  of  section  4731(g)(2)  of  the 

Revenue  Code,  as  amended,  of 

tiwoeation  of  the  finding  heretofore 
ilsclulng    the    drug    known    as 

..  l-(2-carbamylethyl)-4-phenyl-4- 

Itovtdineearboxylate  (and  Its  salts)  as 
■  4tete.  This  determination  has  been 
■nil  after  considering  the  technical  ad- 
vlM  of  ttie  delegate  of  the  Secretary  of 
Heslth.  Education,  and  Welfare  who  hAS 
aditnd  that  this  drug  (and  Its  salts) 
4m  not  in  fact  have  an  addiction-f orm- 
^  or  addiction-sustaining  liability 
to  morphine  or  cocaine  nor  is  it 
of  conversion  into  a  dDlg  hav- 
1  addiction-forming  or  addicUon- 
ng  liabiUty  with  relative  techni- 
^^^■pUdty  and  degree  of  yield  as  to 
'"'"'"I  a  risk  of  improper  use. 


II' 


Title  19— CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Department  of  the  Treasury 

[TJ3. 56574J 

PART  10-^RTICLES  CONDITIONALLY 
FREE,  SUBJECT  TO  A  REDUCED 
RATE,  ETC. 
Articles  Returned  After  Exportation 
for  Repoirs,  Alterations,  or  Process- 
ing 

A  certlflcatc  of  registration  (customs 
Form  4455)  is  recniired  to  be  filed  In  con- 
nection with  entries  under  ^paragraph 
1615(g)   of  the  Tariff  Act  of  1930,  as 
amended,  for  articles  exported  from  the 
United  States  for  repairs,  alterations,  or 
processing  and  returned  to  the  United 
States.    To  prescribe  the  procedure  to  be 
followed  when  articles  exported  and  reg- 
istered at  time  of  exportation  are  re- 
turned in  several  shipments  at  a  port 
or  ports  ottier  than  the  port  from  which 
exported,  §  10.8(j)  of  the  CJustoms  Regu- 
lations is  hereby  amended  by  adding  at 
the  end  thereof  the  following:  "When 
articles  are  exported  and  registered  on 
a  customs  Form  4455,  as  provided  for  in 
this  section,  and  the  articles  are  reim- 
ported  at  a  B^rt  other  than  the  port  from 
which  exported,  the  duplicate  Form  4455 
may  be  used  in  making  entry  at  such  port 
of  reimportation.    Where  entry  at  such 
port  is  to  be  made  for  only  a  portion  of 
the  merchandise  covered  by  the  dupli- 
cate Form  4455,  the  collector  may  make 
an  extract  for  use  at  his  port  and  trans- 
mit the  duplicate  Form  4455  with  nota- 
tion of  the  extract  to  the  collector  at  the 
port  of  exportation.   With  respect  to  ad- 
ditional entries  to  be  made  at  the  same 
or  other  ports  of  reimportation,  the  col- 
lector at  the  port  of  exportation  (where 
the  original  Form  4455  is  fUed)  will,  upon 
request  by  the  importer  or  the  collector 
at  the  port  of  reimportation,  issue  to  the 
collector  at  tt»e  port  of  reimportation,  an 


Chapter  I — Internal  Revenue  Service, 
Department  of  the  Treasury 

SUBCHAPTEt  A— INCOMi  TAX 

[TJ>.  6591] 

PART  1— INCOME  TAX;  TAXABLE 
YEARS  BEGINNING  AFTER  DE- 
CEMBER 31,  1953 

PART    18— CERTAIN    INCOME    TAX 
MAHERS  UNDER  THE  TECHNICAl^ 
AMENDMENTS  Aa  OF  1958 
Prepaid  Subscription  Income 

On  December  14,  1960,  a  notice  of  pro- 
posed  rule  making  regarding  the  regula- 
tions under  section  455  of  the  mtemal 
Revenue  Code  of  1954,  relating  to  prep^ 
subscription  Income,  effective  for  taxalMe 
years  beginning  aft^  December  31, 1A57; 
was  published  in  the  Fedxbal  Raaena 
(25  FJR.  12833).    After  consideration  of 
all  such  relevant  matter  as  was  pre- 
sented by  interested  parties  legarding 
the  rules  proposed,  the  regulattons  as 
so  published  are  hereby  adoptedv"*- 
ject  to  the  changes  set  forth  Below. 
Such  regulations  supersede  I  l».l-g  of 
Treasury  Decision  6336   (^  CFR  Part 
18) ,  approved  November  19, 1958  (28  F^ 

8981) 

PARAcnsPH  1.  Section  1.455-4  is  revised. 

Pas.  2.  Paragraph  (a)  of  1 1.455-5  is 
revised  by  deleting  subparagraph  ,(2)  and- 
renumbering  8Ubparagn«)h  (3)  as  C2) . 

Par.  3.  Paragraph  (b)  of  9  1.455-6  is 
revised. 

[SXALl  MORTIlfSa  M.  CSFLIH. 

Commissioner  of  Internal  Revenue. 

Approved:  February  21, 1962. 

Stanley  S.  Sueriy, 
Assistant  Secretary  of  the 
Treasury. 
The  following  regulations  relating  to 
prepaid   subscription  income,   effective 
for  taxable  years  beginning  after  Decem- 
ber 31,  1957,  are  hereby  prescribed  uhd« 
section  455  of  the  Internal  Revenue  Code 
of  1954,  as  added  by  section  28  of  the 
Technical  Amendments  Act  of  1958  (72 
Stat.  1625): 


Sec. 

1.455  Statutory  provtslonB;  prepaid  sub- 
scription income. 

1.455-1  Treatment  of  prepaid  sulJBcrlption 
Income. 

1.455-2     Scope  of  election  under  section  456. 

1.455-3     Method  of  allocation. 

1.455-4     Cessation  of  Uablllty. 

1.455-6    Definitions  and  other  rules. 

1.455-6  Time  and  manner  Ol  maMng 
election. 
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Aothoutt:  II  1.4M  to  1.465-fl  iMued  un- 
<tar  MC.  78M.  IJ9.C.  19M:  68A  Stat.  817.  M 
U3.C.  7805. 

S  1.455     SlatnUMT    proiri«ion»;     prepaid 
ralMeriptioti   tBcome. 

Sac.  465.  Prepaid  subscription  income^ 
(a)  Year  in  which  included.  Prepaid  sub- 
■crlpUon  Inecnne  to  which  this  aecUon  ap- 
pllea  shall  ha  Included  In  groas  income  for 
tha  tazabla  years  during  which  the  liabil- 
ity daacrlbad  In  ■ubaectlon  (d)(2)  exUta. 

(b)  Where  taxpayer's  liability  ceases.  In 
tha  oaaa  of  any  prepaid  subscription  income 
to  which  this  section  applies — 

(1)  If  tha  liability  deacrlbed  in  subsection 
(d)  (2)  ends,  then  so  much  of  such  income 
aa  was  not  Includible  In  gross  income  under 
shall  ba  Included  in  gross  income  for  the 
taxable  year  In  which  the  liability  ends 

(2)  If  the  taxpayer  dies  or  ceases  to  exist. 
then  so  much  of  such  Income  as  was  not 
Includible  In  gross  Income  under  subsection 
(a)  for  preceding  taxable  years  shall  be  In- 
cluded In  gross  Income  for  the  taxable  year 
in  which  such  death,  or  such  cessation  of 
existence,  occurs. 

(c)  Prepaid  subscription  income  to  which 
this  section  applies — (1)  Election  of  bene  fit  t 
This  section  shall  apply  to  prepaid  subscrip- 
tion income  If  and  only  If  the  taxpayer 
makes  an  election  under  this  section  with 
respect  to  the  trade  or  business  In  connec- 
tion with  which  such  Income  is  received 
The  election  shall  be  made  In  such  manner 
as  the  Secretary  or  his  delegate  may  by  regu- 
lations preecrlbe.  No  election  may  be  made 
with  respect  to  a  trade  or  business  If  In 
computing  taxable  Income  the  cash  receipts 
and  disbursements  method  of  accounting  Is 
used  with  respect  to  such  trade  or  business 

(2)  Scope  of  election.  An  election  made 
under  this  section  shall  apply  to  all  prepaid 
subscription  Income  received  In  connection 
with  the  trade  or  bofelness  with  respect  to 
which  the  taxpayer  has  made  the  election; 
except  that  the  taxpayer  may.  to  the  extent 
permitted  under  regulations  prescribed  by 
the  Secretary  or  his  delegate.  Include  In 
gross  income  for  the  taxable  year  of  receipt 
the  entire  amount  of  any  prepaid  subscrip- 
tion Income  If  the  liability  from  which  it 
arose  la  to  end  within  12  months  after  the 
date  of  receipt.  An  election  made  under  this 
section  shall  not  apply  to  any  prepaid  sub- 
scription Income  received  before  the  first 
taxable  year  for  which  the  election  Is  made. 

(3)  When  election  may  be  made — (A) 
With  consent.  A  taxpayer  may.  with  the 
consent  of  the  Secretary  or  his  delegate. 
oiake  an  election  imder  this  section  at  any 
time. 

(B)  Without  consent.  A  taxpayer  may. 
without  the  consent  of  the  Secretary  or  his 
delegate,  make  an  election  under  this  section 
for  his  first  taxable  year  (U  which  begins 
after  December  31.  1957.  and  (11)  In  which 
he  receives  prepaid  subscription  Income  in 
the  trade  or  biulness.  Such  election  shall 
be  made  not  later  than  the  time  prescribed 
by  law  for  filing  the  return  for  the  taxable 
year  (including  extensions  thereof)  with  re- 
spect to  which  such  election  Is  made. 

(4)  Period  to  which  election  applies  An 
election  under  this  section  shall  be  effective 
for  the  taxable  year  with  respect  to  which 
it  la  first  made  and  for  all  subsequent  taxable 
years,  unless  the  taxpayer  secures  the  con- 
sent of  the  Secretary  or  his  delegate  to  the 
revocation  of  such  election.  For  purposes 
of  this  title,  the  computation  of  taxable  In- 
come under  an  election  made  under  this  sec- 
tion shall  be  treated  as  a  method  of 
accounting. 

(d)  Definitions.  For  purposes  of  this 
section — 

(1)  Prepaid  subscription  income  The 
term  "prepaid  subscription  income"  means 
any  amount  (Includible  in  grijss  Income) 
which  la  received  In  connection  with,  and  Is 
directly  attributable  to,  a  liability  which  cx- 
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tends  beyond  the  close  of  the  taxable  year 
In  which  such  amount  Is  received,  and  which 
Is  income  from  a  subscription  to  a  news- 
paper, magazine,  or  other  periodical. 

(2)  Liability.  The  term  "llablUty"  means 
a  liability  to  furnish  or  deliver  a  newspaper, 
magazine,  or  other  periodical. 

(3)  Receipt  of  prepaid  subscription  in- 
come. Prepaid  subscription  Income  shall  be 
treated  as  received  during  the  taxable  year 
for  which  It  Is  includible  In  gross  Income 
under  .section  451  (without  regiu-d  to  this 
section  I . 

(e)  Deferral  of  income  under  established 
accounting  procedures.  Notwithstanding 
the  provisions  of  this  section,  any  taxpayer 
who  h.ui.  for  taxable  years  prior  to  the  first 
taxable  year  to  which  this  section  applies, 
reported  his  income  under  an  established 
and  consistent  method  or  practice  of  ac- 
counting for  prepaid  subscription  Income 
(to  which  this  section  would  apply  if  an 
election  were  madei  may  continue  to  report 
his  Income  for  taxable  years  to  which  this 
title  applies  In  accordance  with  such  method 
or  practice 

I  Sec     455    as    added    by    sec     28,    Technical 
Amendments  Act  l'J58  i  72  Stat    1625)  ) 

§  l,t.>.>-l       Trealmenl     of    prepaid     nub- 
<t<-ription    inrunir. 

Effective  with  respect  to  taxable  years 
beginning  after  December  31.  1957.  sec- 
tion 455  permits  certain  taxpayers  to 
elect  with  respect  to  a  trade  or  business 
in  connection  with  which  prepaid  sub- 
scription income  is  received,  to  include 
such  income  in  gross  income  for  the 
taxable  years  during  which  a  liability 
exists  to  furnish  or  deliver  a  newspaper, 
magazine,  or  other  periodical.  If  a  tax- 
payer does  not  elect  to  treat  prepaid  sub- 
scription income  under  the  provisions 
of  section  455.  such  income  is  includible 
in  gross  income  for  the  taxable  year  in 
which  received  by  the  taxpayer,  unless 
under  the  method  or  practice  of  account- 
ing used  in  computing  taxable  income 
such  amount  is  to  be  properly  accounted 
for  as  of  a  different  period. 

§  I.l.>.»— 2      S<-ope  of  election   under  «•«■<•- 
lion    133. 

(ai  If  a  taxpayer  makes  an  election 
under  section  455  and  J  1  455-6  with  re- 
spect to  a  trade  or  business,  all  prepaid 
subscription  income  from  such  trade  or 
business  shall  be  included  in  gross  in- 
come for  the  taxable  years  during  which 
the  liability  exists  to  furnish  or  deliver 
a  newspaper,  magazine,  or  other  peri- 
odical. Such  election  shall  be  applicable 
to  all  prepaid  subscription  income  re- 
ceived in  connection  with  the  trade  or 
business  for  which  the  election  Is  made; 
except  that  the  taxpayer  may  further 
elect  to  include  in  gross  income  for  the 
taxable  year  of  receipt  las  described  in 
section  455id>t3»  and  paragraph  ic> 
of  }  1.455-5)  the  entire  amount  of  any 
prepaid  subscription  income  if  the  lia- 
bility from  which  it  arose  is  to  end 
within  12  months  after  the  date  of  re- 
ceipt, hereinafter  sometimes  referred  to 
as  "within  12  months'  election. 

(b)  If  the  taxpayer  is  engaged  in  more 
than  one  trade  or  business  in  which  a 
liabihty  is  Incurred  to  furnish  or  deliver 
a  newspaper,  magazine,  or  other  peri- 
odical, a  separate  election  may  be  made 
under  section  455  with  respect  to  each 
such  trade  or  business.  In  addition,  a 
taxpayer  may  make  a  separate  "within 
12  months'  election  for  each  separate 


trade  or  business  for  which  It  hai 
an  election  under  section  .IM. 

(c)   An  election  made  under 
455  shall  be  binding  for  the  flnt 
year  for  which  the  election  Is  aau 
for  all  subsequent  taxable  yean,  ^^ 
the  taxpayer  secures  the  consent  c?^ 
Commissioner  to  the  revocation  of  i^ 
election.     Thus,  in  any  case  wha*  ik. 

taxpayer  has  elected  a  method , 

by  section  455  for  the  Inclusloii  a( 

paid   subscription   income  In  groa'^ 

come,  such  method  of  reporting  iMaH 

may  not  be  changed  without  the  fUg 

approval  of  the  Commissioner.  Idai^ 

to  secure  the  Commissioner's  cottaA  li 

the  revocation  of  such  election,  ib  ^ 

plication  must  be  filed  with  tht  Oi«> 

missioner    in    accordance    with  MMa 

446* e I   and  the  regulations  thersMii^ 

For  purposes  of  subtitle  A  of  tht  CM^ 

the  computation  of  taxable  inomntiM* 

an  election  made  under  section  4M 

be  treated  as  a  method  of 

For  adjustments  required  by 

method  of  accounting,  see  seetkn  M 

and  the  regulations  thereimder. 

(d)   An  election  made  under 

455  shall  not  apply  to  any  prepaid  __ 

.scription  income  received  before  ttatial 

taxable  year  to  which  the  dectkn  i^ 

plies.     For    example.    Corporatlai  U, 

which  computes  its  taxable  inooOMVi* 

an   accrual  method  of  accountlBl 

files  Its  income  tax  returns  on  the 

dar    year    basis,    publishes   a 

magazine  and  customarily  sells 

tions    on    a    3-year    basis.    In  UN  I 

received  $135,000  of  3-year  preptlda^ 

scription  income   for  subscrtptkai  tt- 

ginning  during  1958.  and  in  19Mlt» 

ceived  $142,000  of  prepaid  subeeriiiB 

income  for  subscriptions  beginning  ate 

December  31.  1958.     In  PebrutrylMII 

elected,  with  the  consent  of  the 

sioner.  to  report  its  prepaid  su 

income  under  the  provisions  of 

455   for  the  year   1959  and 

taxable  years.     The  $135,000 

1958  from  prepaid  subscriptions 

included  in  gross  income  in  fuD  ii  M 

year,  and  no  part  of  such  19S8  iMMl 

shall  be  allocated  to  the  years  19M.llil 

and  1961  during  which  M  WM  QBtel 

liability  to  deliver  its  magailne.   Til 

$142,000  received  in  1959  from  pmii 

subscriptions  shall  be  allocated  to  ill 

years  1959.  1960.  1961.  and  1962. 

(e)  No  election  may  be  made  ndv 
section  455  with  respect  to  a  tnds« 
business  if.  in  computing  taxatde 
the  cash  receipts  and  dlsbu 
method  of  accoimting  is  used 
respect  to  such  trade  or  busin 
ever,  if  the  taxpayer  Is  on  a 
tion"  method  of  accounting  undg  »>• 
tion  446'C>»4»  and  the  regttkfjq 
thereunder,  it  may  elect  the  ben^hd 
section  455  if  it  uses  an  accrual 
of  accounting  for  subscription 

§  1.435-3      Method  of  allocatiaa* 

<a)  Prepaid  subscription  incoBtJJ 
which  section  455  applies  sbaH  *••► 
eluded  in  gross  income  for  the  *^J" 
years  during  which  the  liability  toiw* 
the  income  relates  is  discharged  *■ 
deemed  to  be  discharged  on  thelWBi* 
the  taxpayers  experience.  ^ 

<)>»   For  purposes  of  dotennlnng 
period  or  periods  over  which  the 


I 


,,  February  27»  1962 

•  extends,  and  for  ptirposes 


-a- toxpiiyer  extends,  and  for  PunxM« 
•*    ««Sm  prepaid  sub«5ription  In 
irSw^  periods,  the  taxpayo:  may 
•*Il^te   simUar    transactions   during 
KSlhle  year  in  any  reasonable  man- 
•"T-SMded  the  method  of  aggregation 
5SE»Uon  is  consistently  followed. 
^jllSyA     Ossalion  of  taxpayer's  liabU- 

Hy* 

i»\  If  a  taxpayer  has  elected  to  apply 
-i  irtTtaions  of  section  455  to  a  trade 
iSriness  In  connection  with  which 
fJKsubscrlptlon  Income  is  received. 
Btflts  liability  to  f  urni^  or  deUver  a 
^iltMT.  magazine,  or  other  periodical 
SSoTBny  reason,  then  so  much  of  ttie 
Zmiii  subscription  income  attributable 
iTiSb  liability  as  was  not  includible  in 
ita  Vraa  income  under  section  455  for 
SLSSfi  taxable  years  shall  be  included 
Jl^^jross  Income  for  the  taxable  year 
E  which  such  liability  ends.     A  tax- 
!««'■  liability  may  end,  for  example. 
^aat  of  the  cancellation  of  a  subscrip- 
Esee  section  381(c)  (4)  and  the  reg- 
^Zit^nm  thereunder  for  the  treatment  of 
i!«dd  subscription  Income  in  a  trans- 
Knto  which  section  381(a)   appUes. 
(b)  If  a  taxpayer   who   has   elected 
to  anoly  the  provisions  of  section  455 
to Itrade  or  business  dies  or  ceases  to 
a^  then  so  much  of  the  prepaid  sub- 
Ktotlon  income    attributable   to   such 
toide  or  business  which  was  not  includi- 
Me  b  its  gross  Income  under  section  455 
(br  preceding  taxable  years  shall  be  hi- 
dgded  in  its  gross  income  for  the  taxable 
Mtf  to  which  such  death  or  cessation  of 
Sitenoe  occurs.    See  section  381(c)  (4) 
ml  the  regulations  thereunder  for  the 
tnetment  of  prepaid   subscription  in- 
tmt  to  a  transaction  to  which  section 
111(a)  applies. 
1 1.4S5-5     Definitions  and  other  rules. 

(a)  Prepaid    subscription    income. 
(I)  The  term   "prepaid  subscription  in- 
•aae"  means  any  amount  includible  in 
mm  Income  which  Is  received  in  con- 
BBeOon  with,  and  is  directly  attributoble 
to.  a  liability  of  the  taxpayer  which  ex- 
taods  beyond  the  close  of  the  taxable 
l«ar  to  which  such  amount  is  received 
and  which  Is  income  from  a  newspaper, 
■■gaitoe,  or  other  periodical.    Por  ex- 
ample where  Corporation  X,  a  publisher 
c(  newspapers,   magazines,   and   other 
periodicals  makes  sales  on  a  subscrlp- 
ttn  t>M<«  and  the  purchaser  pays  the 
aalMerlption  price  In  advance,  prepaid 
Rteertptlon  Income  would  include  the 
aaounts  actually  received  by  X  In  con- 
nection with  Its  liability  to  furnish  or 
ddlrer   the    newspaper,    magazine,    or 
othet-perlodlcal. 

(1)  Por  purposes  of  section  455,  pre- 
paid subscription  Income  does  not  In- 
dade  amounts  received  by  a  taxpayer 
in  connection  with  sales  of  subacrlp- 
tions  on  a  prepaid  basis  where  such  tax- 
payer does  not  have  the  liability  to 
(umlah  or  deliver  a  newspaper,  maga- 
ilne, or  other  periodical.  The  provisions 
of  this  subparagraph  may  be  illustrated 
by  the  following  example.  Corporation 
D  has  a  contract  with  each  of  several 
krge  publishers  which  grants  it  the 
right  to  sell  subscriptions  to  their  peri- 
(xUcalB.   Corporation  D  collects  the  sub- 
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acrlption  price  from  the  subscribers. 
retains  a  portion  thereof  as  Its  commis- 
sion and  remits  the  balance  to  the  pub- 
lishers. The  amoimt  retained  by  Cor- 
porattcm  D  represents  commissions  on 
the  sale  of  subscriptions,  and  is  not 
prepaid  subscription  income  for  purposes 
of  section  455  since  the  commissions 
represent  compensation  for  services 
rendered  and  are  not  dlrectiy  attribut- 
able to  a  liabUity  of  Corporation  D  to 
furnish  or  deliver  a  newspaper,  maga- 
zine, or  other  periodical. 

(b)  LiabUity.  The  term  "UablUty" 
means  a  liability  of  the  taxpayer  to  fur- 
nish or  deliver  a  newspaper,  magazine, 
or  other  periodical. 

(c)  Receipt  of  prepaid  subscription 
income.  For  purposes  of  section  455, 
prepaid  subscription  Income  shall  be 
treated  as  received  during  the  taxable 
year  for  which  it  is  includible  in  gross 
income  under  section  451,  relating  to 
general  rule  for  taxable  year  of  Inclusion, 
without  regard  to  section  455. 

(d)  Treatment  of  prepaid  subscription 
income  under  an  established  accounting 
method.   Notwithstanding  the  provisions 
of  section  455  and  !  1.455-1,  any  tax- 
payer who,  for  taxable  years  beginning 
before  January   1,  1958,  has  reported 
prepaid  subscription  income  for  income 
tax  purposes  under  an  established  and 
consistent  method  or  practice  of  defer- 
ring such  income  may  continue  to  report 
such  income  in  accordance  with  such 
method  or  practice  for  all  subsequent 
taxable  years  to  which  section  455  applies 
without  making  an  election  under  sec- 
tion 455. 

§  1.455-6     Time  and  manner  of  making 
election. 


(a)  El&:tion  without  consent.  (1)  A 
taxpayer  may,  without  consent,  elect  to 
treat  prepaid  subscription  income  of  a 
trade  or  business  imder  section  455  for 
the  first  taxable  year — 

(1)  Which  begins  after  December  31, 

1957.  and  .    ^  ,^ 

(li)  In  which  there  is  received  prepaid 

subscription  income  from  the  trade  or 

business  for  which  the  election  is  made. 


Such  an  election  shall  be  made  not  later 
than  the  time  prescribed  by  law  for  filing 
the  Income  tax  return  for  such  year  (in- 
cluding extensions  thereof),  and  shall 
be  made  by  means  of  a  statement  at- 
tached to  such  return. 

(2)  The  statement  shall  Indicate  that 
the  taxpayer  is  electing  to  apply  the 
provisions  of  section  455  to  his  trade  or 
business,  and  shall  contain  the  follow- 
ing information: 

(I)  Hie  name  and  a  description  of  the 
taxpayer's  trade  or  business  to  which  the 
electionis  to  apply; 

(II)  The  method  of  accounting  used 
in  such  trade  or  business; 

(ill)  The  total  amoimt  of  prepaid  sub- 
scription income  from  such  trade  or 
business  for  the  taxable  year ; 

(iv)  The  period  or  periods  over  which 
the  UaWllty  of  the  taxpayer  to  furnish 
or  deliver  a  newspaper,  magazine,  or 
other  periodical  extends: 

(V)  The  amount  of  prepaid  subscrip- 
tion Inecxne  applicable  to  each  such 
period;  and 
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(vi)  A  description  of  the  method  used 
in  allocating  the  pr^?aid  subseripUon 
income  to  each  such  period. 

In  any  case  in  which  prepaid  subscrip- 
tion income  is  received  from  more  than 
one  trade  or  business,  the  statement 
shall  set  forth  the  required  information 
with  respect  to  each  trade  or  business 
sub j  ect  to  the  election. 

(3)  See  paragraph  (c)  of  this  section 
for  additional  Information  required  to  be 
submitted  with  the  statement  if  the  tax- 
payer also  elects  to  include  in  gyoss 
Income  for  the  taxable  year  of  receipt 
the  entire  amount  of  prepaid  subscrip- 
tion Income  attributr.ble  to  a  liability 
which  Is  to  end  within  12  months  after 
the  date  of  receipt. 

(\3)  Election  with  consent.    A  taxpayer 
may   with  the  consent  of  the  Coomils- 
sloner,  elect  at  any  time  to  apply  the 
provisions  of  section  455  to  any  trade  or  ^ 
business   In   which  it  receives  prepaid 
subsffcrlption  Income.    The  request   tar 
such  consent  shaU  be  In  writing,  signed 
by  the  taxpayer  or  Its  authorized  repre- 
sentative, and  shall  be  addressed  to  the 
Commissioner     of     Internal     Revenue, 
Attention:  T:R:C,  "Washhigton  25.  D.C. 
The  request  must  be  filed  on  or  before 
the  later  of  the  foUowing  dates:  (1)  90 
days  after  the  begliming  of  the  first  tax- 
able year  to  which  the  election  is  to  apply 
or  (2)  May  28, 1962,  and  must  contidn  the 
information  described  in  paragraph  (a) 
(2)  of  this  section.    See  paragraph  (c) 
of  this  section  for  additional  Informa- 
tion required  to  be  submitted  with  the 
request  if  the  taxpayer  also  elects  to 
Include  In  gross  Income  for  the  taxable 
year  of  receipt  the  entire  amount  of  pre- 
paid subscription  income  attributable  to 
a  liability  which  Is  to  end  within  13 
months  after  the  date  of  receipt. 

(c)  "Within  12  months"  election.    (1) 
A  taxpayer  who  elects  to  apply  the  pro- 
visions of  section  465  to  any  trade  or 
business  may  also  elect  to  include  to 
gross  Income  for  the  taxable  year  of 
receipt  (as  described  to  section  455(d) 
(3)  and  paragraph  (c)  of  5  1.455-5)  the 
entire  amount  of  any  prepaid  subscript 
tion  tocome  from  such  trade  or  bustoess 
If  the  liability  from  which  it  arose  is  to 
end  ^tthto  12  months  after  the  date  of 
receipt.    Any  such  election  Is  binding  f « 
the  first  taxable  year  for  which  it  is 
effective  ahd  for  all  subsequent  taxable 
years,  imless  the  taxpayer  secures  per- 
mission from  the  Commissioner  to  treat 
such  income  differently.    Application  to 
revoke  or  change  a  "withto  12  months" 
election  shall   be   made  to  acoordanw 
with  the  provisions  of  section  446(e)  and 
the  regulations  thereunder. 

(2)  The  "within  12  months"  election 
shall  be  made  by  tocluding  to  the  state- 
ment required  by  paragraph  (a)  of  this 
section  or  the  request  described  to  para- 
graph (b)  of  this  section,  whichever  Is 
applicable,  a  declaration  that  the  tax- 
payer elects  to  Include  such  tocome  to 
gross  income  in  the  taxable  year  of  re- 
ceipt, and  the  amount  of  such  income. 
If  the  taxpayer  is  engs^ed  to  more  than 
one  trade  or  business  for  which  the  elec- 
tion under  section  455  is  made,  it  must 
toclude.  to  such  statement  or  request,  a 
declaration  for  each  trade  or  bustoess  for 


1800 

whidi  It  makes  the  "within  12  months" 
election.  See  alao  paragraph  (e)  of 
S  1.455-2.  ,     ^^ 

(3)  If  the  taxpayer  does  not  make  the 
"within  12  months"  election  for  its  trade 
or  business  at  the  time  prescribed  for 
fwftt^ing  the  election  to  include  prepaid 
subscription  Income  in  gross  Income  for 
the  taxable  years  during  which  its  lia- 
bility to  furnish  or  deliver  a  newspaper. 
magazine,  or  other  periodical  exists  for 
such  trade  or  business,  but  later  wishes 
to  make  such  election,  it  must  apply  for 
permission  from  the  Commissioner. 
Such  application  shall  be  made  in  ac- 
cordance with  the  provisions  of  section 
446(e)  and  the  regulations  thereunder. 

irst.    Doc.    62-1920,    FUed.    Feb.    26,     19«2; 
8:48  ajn  1 


jjtie  47— TaECOMMUNICATION 

Chapter   I — Fsderal   Communications 
Commission 

PART  12— AMATEUR   RADIO 
SERVICE 

international  Telecommunication 
Convention  (Geneva,   1959) 

The  Commission  having  under  consid- 
eration the  amendment  of  Part  12  of 
the  rules  governing  the  Amateur  Radio 
Service  to  effect  the  editorial  changes 
described  below; 

It  appearing,  that  the  Atlantic  City 
Radio  Regulations  have  been  superseded 
by  the  Geneva  (1959)  Radio  RegxUa- 
tions;  and 

It  further  appearing,  that  Appendix  2 
to  Part  12  refers  to  the  Atlantic  City 
Radio  Regulations:  and 

It  further  appearing,  that  the  amend- 
ment herein  ordered  makes  no  substan- 
tive change,  and  being  editorial  In  na- 
ture, the  prior  Public  Notice  and 
effective  date  provisions  of  the  Admin- 
istrative Procedures  Act  are  not  ap- 
plicable: and 


RULES  AND   REGULATIONS 

It  further  appearing,  that  the  amend- 
ment adopted  herein  Is  Issued  pursuant 
to  the  authority  contained  in  sections 
4(i)  and  303 (r)  of  the  Communications 
Act  of  1934.  as  amended,  and  section 
0.341(a)  of  the  Commi-sslons  statement 
of  delegations  of  authority; 

It  is  ordered.  This  21st  day  of  Febru- 
ary 1962,  that  effective  February  21, 
1962.  Appendix  2  to  Part  12  is  amended 
as  set  forth  below. 

(Sec.  4,  48  Stat.  10C6.  as  amended;  47  U.S.C. 
154.  Interprets  or  applies  sec  303.  48  Stat. 
1082,  as  amended,   47  USC    303) 

Released:  February  21.  1962. 


[SEAL] 


FEDERAL  Communications 

Commission, 
Bfn  F.  Waple. 

Acting  Secretary. 


Appendix  2  to  Part  12  is  amended  to 
read  as  follows: 

Appendix  2— Extracts   From   R\dio  Regui-a- 
■noNS     Annexed     to    the     INTERN.^TIONAL 

TELECOMMnNICATION  CONVENTION    (GENEVA, 

1959) 

ARTIC1.E  4  1        AMATEUR  STATIONS 

Section  1.  Radlocommunlcatlons  between 
amateur  station*  of  different  countries  shall 
be  forbidden  If  the  administration  of  one  of 
the  countries  concerned  has  notified  that  It 
objects  to  such  radlocommunlcatlons. 

Sec.  2.  (1)  When  transmissions  between 
amateur  stations  of  different  countries  are 
permitted,  they  shall  be  made  In  plain  lan- 
guage and  shall  be  limited  to  messages  of  a 
technical  nature  relating  to  testa  and  to  re- 
marlu  of  a  personal  character  for  which,  by 
reasoh  of  their  unimportance,  recourse  to 
the  public  telecommunications  service  is  not 
Justified.  It  la  absolutely  forbidden  for 
amateur  stations  to  be  used  for  transmitting 
International  communications  on  behalf  of 
third  parties. 

(2)  The  preceding  provisions  may  b«  mod- 
ified by  special  arrangements  between  the 
administrations  of  the  countries  concerned. 
Sec.  3(1)  Any  person  operating  the  ap- 
paratus of  an  amateur  station  sh^l  have 
proved  that  he  is  able  to  send  correctly  by 
hand  and  to  receive  correctly  by  ear,  texts 
m  Morse  code  signals  Administrations  con- 
cerned   may.    however,    waive    this    require- 


ment   In    the    case   of  stations  t»t»^j^ 
exclusively  of  frequencies  above  144]S/'* 

(2)  Administrations  shall  take  bugIi  m1^ 
urea  as  they  Judge  necessary  to  TSrtf^M^ 
technical  qualifications  of  any  peraoQ  fJL?* 
Ing  the  appiiratus  of  an  amateur  rtJtfajr* 

Sec    4.  The  maximum   power  oX     ^^ 
stations   shall    be    fixed    by   the 
tlons  concerned,  having  regard  to  the"' 
nlcal   qualifications  of  the  operators  tai^ 
the   conditions   under   which  these  "t-MJ? 
are   to  work.  ^^ 

Sec  5  (1)  All  thfe  general  rutes  o(  tk 
Convention  and  of  these  RegulatloM  ^d 
apply  to  amateur  stations.  In  psf^^^ 
the  tmltted  frequency  shall  be  ss  itatalsaM 
as  free  from  spurious  emissions  as  the  ikk 
of  technical  development  for  such 
permits 

(2)    During  the  course  of  their 
Elons,  amateur  stations  shall  tnuasBtt 
call  sign  at  short  Intervals.  ^ 

[FR.    Doc.    62-1944;    Filed.    Feb.   M,  }m 
8:51  a.m.l  ^ 


Proposed  Rule  Making 


Title  32— NATIONAL  DEFDS 

Chapter  XIV — The  Ren*goH«liMi 
Board 

SUBCHAPTER    B — RENEGOTIATION  MMi 
REGULATIONS   UNDER  THE  If 51  AQ 

PART    1453— MANDATORY   EXEMT- 
TIONS  FROM   RENEGOTIATION 

Exemption  of  Common  Corritn  by 
Water 

Section  1453.3(d)(2)  Fiscal  wean  fat- 
ing on  or  after  December  31.  ifO  h 
amended  by  deleting,  in  subdiTlita  (D 
tliereof.  the  words  "January  1, 1961",a| 
inserting  in  lieu  thereof  the  words  "Jto* 
uary  1.  1962". 

(Sec.    109,   65    Stat.    22.    60   V3.C.  App.  8^ 
1219) 

Dated:  February  21,  1962. 

LiAWRrncE  E.  Haktwb, 
ChairmmL 

[PR.    Doc.    62  1917;    Filed.    Feb.   M, 
8:48  a.m.l 


KTUTMENT  OF  THE  TREASURY 

Coast  Guard 
[  46  CFR   Part  32  1 

ICGFR62-31 

uoJTING  OF  COFFERDAMS  IN  TANK 
^  VESSELS 

■gblk  Hearing  on  Proposed  Changes 

I  The  Merchant  Marine  Council  wlU 
wi  i  oubUc  hearing  on  Monday.  March 
SiSb?   commencing  at  9:30  a.m..  in 
S;  Departmental  Auditorium,  between 
!Si^l4th  Streets  on  Constitution 
MMue  NW..  Washington,  D.C..  for  the 
l!reo-c  of  receiving  comments,  views. 
HdSa  on  the  proposed  changes  in  the 
!«Htttk)n  and  vessel  inspection  regula- 
STm  set  forth   in  Items  I  to  IX. 
SSrtve.  in  the  Merchant  ^^^f^^; 
TpuWic    Hearing    Agenda.    CG-249, 
AitBd  March  12,  1962,  and  another  no- 
STof  oroposed  rule  making  published 
£,i^  23j!962  (27  P.R.  657-665).    In 
iSaV  (page  182,  ca-249)   and  para- . 
Rt^  75  of  the  published  notice  of  pro- 
SSrule  making  (27  F.R.  662)  are  the 
Attges  originally  proposed  to  46  CFR 
32.55^45  regarding  "Venting  of  Cofler- 
u"     In    a    review    of    the    printed 
I  (C&-249)  It  was  found  that  nec- 
__.,  additional   changes   to   46   CFR 
jjjfr-l  and   32.55-45  had   been  unin- 
lnrt«»n*nv  omitted.    Therefore,  in  addi- 
thn  to  the  changes  to  46  CPR  32.55-45 
pRTloualy  published,  the  following  pro- 
pel will  be  considered  by  the  Mer- 
dMnt  Marine  Council  as  a  part  of  the 
Btterial  on  "Venting  of  Cofferdams"  in 

Hem  V— Tank  Vessels:  

a  It  is  proposed  to  amend  46  CPR 
Jl55-l(a)  by  deleting  the  word  "and" 
•ad  Inserting  a  comma  in  the  phrase 
'wtiiet  tanks  and  cofferdams,"  and  by 
luertlxig  a  phrase  "and  voids"  after  the 
word  "cofferdams"  so  it  will  read  as 
(oDows:  I 

|S2^5-1  Ventilation  of  lank  vessel* 
eonstmrted  on  or  after  July  1, 
1951— TB/ ALL. 

(»)  On  all  tank  vessels,  the  construc- 
tkn  or  conversion  of  which  is  started 
on  or  after  July  1.  1951,  all  enclosed 
parts  of  the  vessel  other  than  cargo, 
fud  and  water  tanks,  cofferdams  and 
shall  be  provided  with  efBcient 
of  ventilation. 


and  voids  will  not  normally  be  required 
but  may  be  required  in  unusual  circum- 
stances. 


{ 


b.  It  is  proposed  to  designate  the  pro- 
pond  text  in  46  CFR  32.55-45  as  para- 
graph (a)  and  to  add  a  new  paragraph 
(b)  to  read  as  follows: 

iS2.5S-45  Venting  of  coflTerdams  and 
ntids  of  tank  ve»»eU  constructed  on 
or  after  November  10,  19S6— TB/ 
ALL.  I 

•  •  •  •  • 

(b)  On  unmarmed  barges  not  fitted 
wtttj  a  fixed  bilge  system  in  the  cofler- 
and  voids,  vents  for  cofferdams 


2.  The  changes  proposed  to  46  CFR 
32.55-45  in  Item  V  of  the  Agenda  (page 
182.  ca-249)  and  in  46  CFR  32.55-1  in 
this  document  are  intended  to  clarify  re- 
quirements for  flame  screens  in  vents 
for  spaces  not  literally  defined  as  cof- 
ferdams, i.e..  rake  ends  and  void  wing 
spaces.    The  Coast  Guard  follows  the 
policy  that,  while  rake  compartments 
and  voids  are  not  literally  defined  as 
cofferdams,  they  serve  the  same  purpose. 
In  addition  the  proposed  change  desig- 
nated 46  CPR  32.55-45(b)   is  to  clarify 
the   requirements  for  unmarmed   tank 
barges.    It  is  the  present  consensus  of 
Coast  Guard  personnel  and  industry  that 
vents  for  certain  voids  on  unmarmed 
barges  are  not  necessities  for  such  spaces 
and  therefore  vents  will  be  required  for 
safety  only  in  unusual  circumstances. 

3.  The  authority  for  prescribing  regu- 
lations governing  tank  vessels  is  in  R.S. 
4405.  as  amended,  4417a.  as  amended, 
and  4462,  as  amended;  46  U.S.C.  375. 
391a  416.  These  regulations  also  inter- 
pret or  M>Ply  sec.  3.  68  Stat.  675;  50 
U.S.C.  198;  and  E.G.  10402.  17  F.R.  9917, 
3  CPR,  1952  Supp. 

4.  Comments  on  the  proposed  regula- 
tions described  in  this  document  are  wel- 
comed.    However,  acknowledgments  of 
the  coDMrients  are  not   normally  fur- 
nished because  personnel  are  not  avail- 
able to  handle  the  necessary  correspond- 
«ice  involved.    Each  person  who  desires 
to  submit  written  comments,  views  or 
suggestions  in  connection  with  the  pro- 
posed regulations  should  submit  them 
so  that  they  will  be  received  prior  to 
March   9,    1962,   by   the    Commandant 
(CMC).    United    States    Coast    Guard 
Headquarters.     Washington     25,     D.C. 
Comments,  views  or  suggestions  may  be 
presented  orally  or  in  writing  at  the 
hearing   before   the   Merchant   Marine 
Council  on  March  12, 1962. 

Dated:  February  21,  1962. 

[skal]  a.  C.  Richmond, 

Admiral.  U.S.  Coast  Guard. 
Commandant. 

[F.R.    Doc.    62-1930:    Filed,    Feb.    26,    1962; 
8:49  ajn.] 

DEPARTMENT  OF  THE  INTERIOR 

Fish  and  Wildlife  Service 

[  50  CFR  Part  33  1 

SPORT  FISHING 

Washita  National  Wildlife  Refuge, 
Oklahoma 

Notice  is  hereby  given  that  pursuant  to 
the  authority  vested  in  the  Secretary  of 
the  Interior  by  the  Migratory  Bird  Con- 
servation Act  of  February  18,  1929.  as 
amended  (45  Stat.  1222;  16  UJS.C.  715). 


it  is  proposed  to  amend  50  CPR  33.4  hy 
the  addition  of  the  Washita  National 
Wildlife  Refuge,  Oklahoma,  to  the  list 
of  wildlife  refuge  areas  open  to  public 
sport  fishing  as  legislatively  pcnnitted. 

It  has  been  determined  that  regulated 
public  sport  fishing  may  be  permitted  on 
the  Washita  National  WUdllfe  Refuge 
without  detriment  to  the  objectives  for 
which  the  area  was  established. 

It  is  .the  policy  of  the  Department  of 
the  Interior,  whenever  practicable,  to 
afford  the  public  an  opportunity  to  par- 
ticipate in  the  rule  making  process.  Ac- 
cordingly, interested  persons  may  submit 
written  comments,  suggestions,  or  obiec- 
tions.  with  respect  to  this  proposed 
amendment,  to  the  Director,  Bureau  of 
Sport  Fisheries  and  WUdllfe,  Washing- 
ton 25,  D.C.  within  30  days  of  the  date 
of  pubUcation  of  this  notice  in  the 
Federal  Register. 

Section  33.4  Is. amended  by  the  addi- 
tion of  the  following  area  as  one  where 
sport  fishing  is  authorized. 
§  33.4     List  of  open  areas;  sport  fidiing. 


OKIJiHOlCA 

Washita  National  WUdllfe  Refuge. 

Frank  P.  Briggs. 
Assistant  Secretary  of  the  Interior. 

February  19. 1962. 

[FH.    Doc.    62-1885;    FUed,    Feb.    36,    19W: 
8:46  ajn.] 

DEPARTMENT  OF  AGRICULHIRE 

Agricultural  Marketing  Servic* 
[  7  CFR  Part  959  1 

[959.302  Amdt.  1] 

ONIONS  GROWN  IN  SOUTH  TEXAS 
Miscellaneous  Amendments 

Notice  is  hereby  given  that  the  Secre- 
tary of  Agriculture  is  considering 
approval  of  the  amendment  to  the  limi- 
tation of  shipments  hereinafter  set  forth, 
which  was  recommended  by  the  South 
Texas  Onion  Conmiittee.  establidied 
pursuant  to  Marketing  Agreement  No. 
143  and  Order  No.  959  (7  CJPR  Part  959) . 

This  marketing  agreement  and  order 
program  regulates  the  handling  of  onions 
grown  in  designated  counties  in  south 
Texas,  and  is  effective  under  the  Agricul- 
tural Marketing  Agreement  Act  of  1937, 
as  amended  (7  U5.C.  601-674) . 

Consideration  will  be  given  to  any 
data,  views,  or  arguments  pertaining 
thereto  which  are  filed  with  the  Direc- 
tor, Fruit  and  Vegetable  Division,  Agri- 
cultural Marketing  Service,  United 
States  Department  of  Agriculture, 
Washington  25.  D.C.  not  later  than  10 
days  following  publication  of  this  notice 
in  the  Federal  Register. 

TTie  proposed  amendment  is  as 
follows: 

1801 


1M2 

m    1959^03    (27    FH.    1451)    delete 
iwnkgnpht  (»)  and  (h).  and  MibotiUite 
to  lieu  thereof  new  parmffraohs  (a)  and 
(b)  as  set  forth  below. 
§959.302     limiuitkm  of  aliipiiienta. 

•  •  •  •  • 

(ft)  Orodes.  (1)  From  February  19. 
1963.  through  March  20.  1962:  US.  No. 
a.  or  better,  grade.  _    .^ 

(2)  From  March  21.  1962.  through 
June  30,  1962:  not  to  exceed  20  percent 
defects  of  U.S.  No.  1  grade,  or  better 
quality. 

•  •  •  •  • 

(h)  De/lnttioTw.  The  tirrms  "U.S.  No. 
1"  and  "U.S.  No.  2"  shall  have  the  same 
ni^^ningo  as  set  forth  In  the  United 
States  Standards  for  Bermuda-Oranex 
Type  Onions  (88  51.3195-51  3209  of  this 
title)  or  United  States  Standards  for 
Grades  of  Onions  (88  51.2830-51.2850  of 
this  title) .  whichever  Is  applicable  to  the 
particular  variety,  including  the  toler- 
ances for  decay  and  sizes  set  forth 
therein.  In  percentage  grade  lots. 
tolerances  shall  not  exceed  2  percent  de- 
cay. Double  the  lot  tolerance  shall  be 
permitted  In  individual  packages.  All 
other  terms  used  in  this  section  shall 
have  the  same  meaning  as  when  used 
to  Marketing  Order  No.  959  <Part  959 
of  this  UUe) . 

(8ms.  1-19,  48  Stat.  31.  as  amended;  7  U  S  C. 
601-074) 

Dated:  February  21.  1962. 

Floyd  F.  Hxdlttnb. 

Director, 
Fruit  and  Vegetable  Division. 

IFJl     Doc.    83-l»40;    FUed.    Peb.    26.    1962; 
8:80ajn.| 


PtOPOSED  RULE  MAKING 


,,  February  27,  1962 


PfDEtAL  REOISTEft 


Agricultural  Stabilizcrtioii  i 
Conservation  Service 


regulations  for  onions  during  such  period 
gH^ii  be  based  on  regulations  effective 

"^o^'SSaSSi'liS^be'gWen  to  any  data.     I  7  CFR  Part,  1008   1009.  ^W•^^|^ 
views,  or  arguments,  pertaining  to  the  1061-1064,       1067-1070,      mfi^ 

proposed    amendment   which    are    filed 


1^  Ooof oxtnlng     changes     to     order 


[  7  CFR  Part  980  1 

ONION  IMPORTS 

Notice  of  Proposed  Rule  Making 


Notice  Is  hereby  given  that  the  Secre- 
tary of  Agriculture  Is  considering  an 
Amendment  to  8  980.100  Onion  Regula- 
tion No.  1  (formerly  8  1070.1:  26  F.R. 
10632.  11387),  applicable  to  the  impor- 
tation of  onicms  into  the  United  SUtes. 
This  regulation  is  effective  under  the 
Agricultural  Marketing  Agreement  Act 
of  1937.  as  amended  (7  U.S.C.  601-674; 
Public  Law  87-128). 

Under  Section  8e  of  the  act.  whenever 
two  or  more  marketing  orders  for  a 
commodity  are  in  effect,  the  importation 
of  such  commodity  shall  be  prohibited 
unless  It  compUes  with  the  grade,  size, 
quality  and  maturity  provisions  of  the 
order  which,  as  determined  by  the  Sec- 
retary of  Agriculture,  regulates  the  com- 
modity produced  in  the  area  with  which 
the  imported  commodity  is  In  most  direct 
competition. 

It  is  hereby  determined  that  imports 
of  onions  toto  the  United  States  during 
the  spring  marketing  season  are  In  most 
direct  competition  with  onions  produced 
to  the  South  Texas  onion  production 
area  as  deftoed  to  Marketing  Order  No. 
059  (7  CFR  Part  969).  and  that  Import 


with  the  Director.  Fruit  and  Vegetable 
Division.  Agricultural  Marketing  Serv- 
ice. U.S.  Department  of  Agriculture. 
Washington  25.  D.C..  not  later  than  15 
days  following  publication  of  this  notice 
in  the  PiDiRAL  RiGiSTER.  The  proposed 
amendment  is  as  follows: 

In  8  980.100.  Onion  Regulation  No.  1 
(formerly  5  1070.1.  26  F  R.  10632.  11287). 
delete  paragraphs  » a  > .  ( b  > ,  and  ( h ) .  and 
subsUtute  In  lieu  thereof  new  para- 
graphs <a).  (b).  and  th'  as  set  forth 
below. 

§  980.100      Onion   Regulation    No.    1. 

(a)  Import  restrictions.  During  the 
period  from  March  21.  1962.  to  June  30. 
1962,  both  dates  Inclusive,  no  person  shall 
import  dry  onions,  except  red  onions, 
unless  such  onions  are  Inspected  and 
meet  the  requirements  of  not  to  exceed 
20  percent  defects  of  US  No.  1  grade,  or 
better  quality.  The  minimum  size  for 
white  onions  shall  be  1  inch  in  diameter, 
and  for  all  others  l^i  inches  in  diameter. 

(b)  Condition.  Due  consideration 
shall  be  given  to  the  time  required  for 
transportation  and  entry  of  onions  into 
the  United  States.  For  onions  with 
transit  time  from  country  of  origin  to 
entry  Into  the  United  States  of  ten 
or  more  days,  onions  otherwise  meet- 
ing Import  quality  and  size  require- 
ments may  be  entered  if  they  meet  an 
average  tolerance  for  decay  of  not  more 
than  5  percent. 

•  •  •  •  " 

(h)  Definitions.  For  the  purpose  of 
tliis  part,  "onions"  means  all  varieties 
of  Allium  cepa  marketed  dry.  except 
onion  sets,  green  onions,  and  pickling 
onions.  Onions  commonly  referred  to  as 
"braided."  that  is.  with  tops,  may  be  im- 
ported If  they  meet  the  grade  and  size 
requirements  except  for  top  length.  The 
term  "U.S.  No.  1"  shall  have  the  same 
meaning  as  when  used  in  the  United 
States  Standards  for  Onions  ( 5  J  51  2830- 
51.2850  of  this  Utle).  or  United  States 
Standards  for  Bermuda-Granex  T>pe 
Onions  (88  51.3195-51.3209  of  this  title). 
whichever  is  applicable  to  the  particu- 
larly variety.  Including  the  tolerances  set 
forth  therein.  Double  the  lot  tolerance 
shall  be  permitted  in  Individual  packages. 
Onions  meeting  the  requirements  of 
Canada  No.  1  grade  shall  be  deemed  to 
comply  with  the  requirements  of  the  U.S. 
No.  1  grade.  "Importation '  means  re- 
lease from  custody  of  the  United  States 
Bureau  of  Customs. 


Dated:  February  21. 1962. 

Floyd  F.  Hidluki). 

Director, 
Fruit  and  Vegetable  Division. 

ITB,    Doc.    82-1941:    FUed.    F«b.    2«.    1982; 
8:60aJn.l 


Pursuant  to  the  provisions  of  thttf^ 
cultural  Marketing  Agreement  AA  tf 
1937.  as  amended  (7  U.S.C.  601  Afl|). 
and  the  applicable  rules  of  prtctfcegj 
procedure  governing  the  fc  ^""^ 
of  marketing  agreements  and 
orders  (7  CFR  Part  900).  a  pubUel 
Ing  was  held  at  Chicago.  IlUnois,  Qn*w 
uary  17.  18.  and  19.  1962.  pmWMlll'. 
notice  thereof  Issued  on  January  %,  ttH 
(27  F.R.  314). 

Upon  the  basis  of  the  evidence  iBlllj, 
duced   at   the  hearing   and  the  MM 
thereof,     the     Assistant    Secretaiy  •,-1 
February  7,  1962  (27  F.R.  1272;  FAr*  '' 
62-1406)   filed  with  the  Hearing 
United  States   Department  of 
ture.  his  recommended  decision  > 
ing   notice   of   the    opportunity  m  m 
written  exceptions  thereto. 

The  material  issues  on  the  reo«il« 
the  hearing  relate  to: 

1.  Basic  formula  prices  used  to  ( 
pute  Class  I  prices  (and  Class  II 1 
In  the  Chicago  order ) , 

2.  Basic  butterfat  test  In  certain  l 
kets,  and 


1079,  1095,  1097,  1099.  110|] 

MILK  IN  CERTAIN  MARKETIIi 
AREAS 

Decision    on    Proposed   AmendMi^ 

to  Tentative  Marketing 

and  to   Orders 

7  CFR  Part.  Docket  No.,  and  MarUnafMrn 

1008;    AO  268-A6:    Greater  Wba«U^ 
1009;   AO-268-A6;  Clarksburg,  W.VIfc. 
1030;  A(>-101-A25:  Chicago,  m. 
1031;  AO-170-A13;  South  Bend 

hart.  Ind. 
1032;  AO-313-A4:  Suburban  St.  Look. 
1033;  AO-166-A26;  Oreater  Clndoastt. 
1034;  AO- 175- A 16;  Dayton-SpringltoM,  fl 
1035;   AO-176-A14;  Columbua.  Obla. 
1038;  AC>-179-A22;  Northeaitem  Ohia 
1037;  AO-197-A7;  North  Central  Ohfck 
1038;  AO-194-A7;  RockXor(l-Freeport,lB. 
1039;  AO-212  A13.  Milwaultee,  WU. 
1040;  AO-225-A13;  Southern  ICchlfiB. 
1041;  AO-72  A24;  Toledo,  Ohio. 
1042;  AO-240-A6;  Muskegon,  Mich. 
1043:  AO-247-A7;  Upstate  Mlchlfu. 
1044;  AO-299-A3;  Michigan  Upp«  " 
1045;    AO-334-A4;    Northeaat«n 
1046;  AO-308-A3;  Ohio  VaUey. 
1047;  AO  33-A26;  Port  Wayne.  Ind. 
1048;      AO-325-A1;      Greater 

W.irren. 
1049;  A0319  A2;  Indianapolis.  Ind. 

1061;  AO-327-A1;  St.  Joseph,  Mo. 

1062;  AO-10-A27;  St.  Louis.  Uo. 

1063;  AO-105-A15;  Quad  Cltles-Duboqm 

1064;  AO-23-A23;  Oreater  Kansas  Cntf. 

1067;  AO-222-A11;  Ozarks. 

1068;     AO-17a-A13;     MlnneapoUa-St   ia^ 
Minn. 

1069;  AO-153-A8;  Duluth-Superlor. 

1070;  AO-22»-A7;  Cedar  Raplds-IowaOd^ 

1078;  AC>-27a-A2;  North  Central  lows. 

1079;  AO-295-A3;  Des  Moines.  Iowa.  _        ^p, , 

1095;  AO-123-A26;  Loulsvllle-Leslntti^ |^   ■       -^ 

1097;  AO-219-A10;  MemphU.  Tenn.  ■        "^ 

1099;  AO-183-A7;  Paducah.  Ky. 

1108;  AO-243-A7;  Central  ArkaoMS. 


■SLoHun  and  conclusiom.    The  f<ri- 

'■jjidlngs  and  conchislons  on  the 

i-l  Issues  are  based  on  evidence 

JJd  at  the  hearing  and  the  record 


f%e  monthly  average  price  received 
J'lirmers  for  manufacturing  grade 
■LrtoMlnnesota  and  Wisconsin  as 
SJmA  by  ^^  Department  on  about 
ffsSi  day  following  the  month  (ad- 
Jli  to  3  5  percent  butterfat)  should 
2^  basic  formula  price  from  which 
S.  Osss  I  milk  price  is  computed  in 
^^^e  Federal  orders  named  herein. 
SShislc  formula  price  should  also  be 
2! tothe  computation  of  the  Class  H 
Sft  orice  under  the  Chicago  order. 

AMI  I  prices  m  Federal  order  markets 
_r!^llshed  under  the  authority  of 
E  IScultural  Marketing  Agreement 
5.  The  standards  for  milk  order  prices 
^^tSbei  in  the  Act  require  that  such 
Seas  reflect  economic  conditions  which 
2h^  market  supply  and  demand  for 
5k  to  the  marketing  area.  In  accord- 
aBBb  with  these  standards.  Class  I  milk 
Snf  formulas  have  been  developed  for 
M  in  the  several  Federal  orders. 

daa  I  milk  price  formulas.  In  markets 
kge  considered,  employ  a  basic  formula 
■loe  leprescnting  a  manufacturing  milk 
fjjH.  TO  this  Is  added  a  price  differen- 
<^  and  in  most  of  these  markets  a 
fgfflyr  adjustment  is  made  to  reflect  the 
ftmrt^tna  relationship  of  milk  supplies 
ti  Hft-  I  niilk  disposition.  The  latter 
ifjiBtinent  Is  commonly  referred  to  as 
I  npply-demand  adjustment.  Six  of 
lbs  orders  considered  here  do  not  have 
Me  formula  prices,  since  the  Class  I 
]»tw  thereunder  are  established  at  dlf- 
tin^ials  from  the  Class  I  prices  of 
aOwr  orders.  Six  additional  orders  con- 
Ma  basic  formula  prices  but  do  not  use 
ttiB  to  compute  prices  for  Class  I  milk. 
Mom  under  these  orders  are  likewise 
■itntained  in  fixed  relationship  to  those 
il  other  orders. 

A|iy>ny  the  several  markets,  there  is  a 
■Bdderable  diversity  of  basic  formulas 
■QlB]f«d.  All  of  the  basic  formulas  in- 
Mt  alternative  computations  of  which 
ft!  highest  is  the  effective  formula.  In 
I  of  these  formulas  the  average  Mld- 
\  oondensery  paying  price  is  one  of 
•ttematives.    Also,  each  basic  for- 

%  (except  in  the  Chicago  order  for 

i  Urn  recent  months)  uses  a  butter- 
IMider  formula  computation.  Eight 
Mhtent  butter-powder  formulas  are 
toyed  in  the  several  orders.  Five  of 
orders  use  computations  based  on 
or  and  cheese  prices,  of  which  there 
n  three  variations.  In  five  orders,  pay- 
-^  prices  reported  by  local  manuf  actur- 
ht  plants  is  an  alternative  computation. 
Producer  groups  and  handlers  gen- 
«iBy  supported  the  adoption  of  a  uni- 
ftm  basic  formula  for  all  the  orders. 
As  average  price  for  manufacturing 
mde  milk  f  .o.b.  plants  in  Wisconsin  and 
Mhmesota  as  reported  by  the  Depart- 
;was  supported  by  many  of  the  pro- 
r  groups  as  a  basis  for  achieving 
^  uniformity.  Some  producer  groups 
■d  handlers  favored  use  of  a  butter- 
formula  either  as  the  basic  for- 
Ko. 


mtda  pxloe  or  u  an  alternative  compu- 
tatioB. 

Proponents  of  the  Wisoonsln-Min- 
neaote  manaf  aetming  grade  milk  price 
as  a  basic  formula  price  supported  its 
adoption  for  the  following  reasons:  (1) 
Current  basic  formulas  are  subject  to 
certain  defects  or  weaknesses;  (2)  the 
proposed  price  is  a  better  measure  of 
manofactmring  milk  values;  and  (3)  a 
single  basic  formula  price  in  all  the 
orders  would  provide  a  desirable  basis 
for  price  alignment  among  the  severed 

orders. 

The  lack  of  uniformity  among  th^ 
various  basic  formulas  and  the  con- 
sequent diversity  of  results  produced  in 
Class  I  prices  constitutes  a  serious  prob- 
blem  with  respect  to  coordhiation  of 
prices  among  these  markets.  The  extent 
to  which  the  Midwest  condensery  price, 
common  to  all  orders,  has  been  the  ef- 
fective price,  has  mitigated  this  problem 
In  the  past. 

The  Midwest  condensery   price  was 
originally  baised  on  reports  by  18  plants. 
From  time  to  Ume  individual  plants  have 
ceased     operations.     Recently,     eight 
plants  (6  in  Wisconsin  and  2  in  Mich- 
igan) have  been  reporthig  prices.    Four 
of  these  are  operated  by  a  single  firm  and 
two  others  by  another  firm.    A  further 
reduction  In  number  of  plants  included 
Is  anticipated.   The  plant  at  New  Glarus. 
Wisconsin,  is  reported  to  be  ceasing  op- 
erations.   In  addition  to  the  effect  that 
reductions  in  the  number  of  plants  have 
had  in  impairing  this  average  price  as 
a  representative  value  of  manufacturing 
miur,  there  Is  substantial  evidence  that 
the  posted  pay  prices  reported  for  the 
two  M^^'^^'g*"  plants  in  the  series  do 
not  currently  reflect  the  total  cost  of 
milk  to  such  plants.    As  a  consequence 
of  these  developments  the  Midwest  con- 
densery price  can  no  longer  be  con- 
sidered fully  reliable   as   an   accurate 
measure  of  manufacturing  milk  values. 
The  formula  computations  based  on 
butter  and  nonfat  dry  milk  prices  are  in- 
tended to  reflect  a  manufacturing  milk 
value  baaed  on  prices  of  these  products. 
Among  the  eight  butter-powder  formulas 
used,    yield    factors    representing    the 
amount  of  nonfat  dry  milk  obtained  from 
100  pounds  of  milk  vary  from  7.0  pounds 
to  8.2  pounds.   Also  the  amount  deducted 
to  give  recognition  to  cost  of  processing 
varies  ^»«nng  ttie  formulas.    Such  cost 
factors  are  rigid  elements  In  these  for- 
mulas which  do  not  respond  to  changes 
in  efficiency. 

The  formulas  based  on  prices  of  but- 
ter and  cheese  are  affected  by  considera- 
tions similar  to  those  in  connection  with 
butter-powder  formulas. 

Local  plant  paying  prices  have  tended 
to  play  a  lesser  role  in  establishing  basic 
formula  prices.  Generally  they  have 
been  lower  than  other  alternative  for- 
mula computations.  Since  different 
groups  of  plants  are  used  in  each  order, 
uniformity  of  pricing  among  orders 
cannot  be  attained  by  use  of  such  prices. 
Uhlfwmlty  of  basic  formulas  is  de- 
sirable for  the  purposes  of  aligning 
inrioca  among  related  markets  and  pro- 
moting understanding  of  order  pricing 
methods  among  parties  in  the  industry- 
Further,  in  view  of  the  disadvantages 


inherent  in  the  exlsthig  fonmdaa  taased 
on  product  prices  and  the  lessening  rtp- 
resentation  provided  by  the  MidwesI  con- 
densery prices,  it  is  imperative  thai  a 
sounder  basis  for  determining  basic  for- 
mulas be  provided. 

The  price  for  manufacturing  grade 
milk  in  the  two-state  area  of  Wisconsin 
and  Mtanesota  is  Issued  by  tb»  Stote- 
Federal  Crop  Reporting  Service  on  aixmt 
the  5th  day  of  each  month  for  mllkre- 
ceived  at  manufacturing  plants  hi  tiboe 
states  in  the  previous  month.     Plant 
operators  report  the   total  poun<te  of 
manufacturing  grade  milk  received  from 
farmers,  the  butterfat  content,  and  total 
money  paid  to  farmers  for  the  niOOfc. 
The  two-state  area  is  one  in  whi^  there 
is  a  heavy  concentration  of  manufactur- 
ing grade  milk  and  where  many  plants 
are  competing  for  such  supply.   In  Itti- 
nesota  about  80  percent  of  the  mSBc  sold 
off  farms  is  manufacturing  grade  and  In 
Wisconsin,  about  65  percent.    About  50 
percent  of  the  manufacturing  grade  milk 
sold  off  farms  in  the  United  Steter  is 
produced  in  these  two  states. 

The  average  price  for  mannfacturing 
grade  milk  in  Miimesota  and  Wisconsin. 
as  available  on  the  6th  day  following 
the  month,  better  meets  the  require- 
ments for  a  basic  formula  price  tbMJO. 
other  formulas  now  used.  It  is  repre- 
sentative of  prices  paid  to  farmers  for 
about  half  of  the  manufacturing  grade 
milk  produced  in  the  country.  It  hi  a 
price  level  determined  by  compdAUve 
conditions  which  are  affected  by  demand 
in  all  of  the  major  uses  of  manufactured 
dairy  products.  The  system  of  reporting 
has  been  developed  so  that  a  rdisAle 
average  price  is  available  promptly  and 
thus  it  provides  just  as  current  a  basis 
for    pricing    milk    as    existing    basic 

formulas.  .__ 

It  Is  concluded  that  the  average  price 
for  manufacturing  grade  mUk  in  Wis- 
consin and  BCinnesota,  as  reported  by  ttie 
Department  on  about  the  5th  <fay  of 
the  following  month  should  be  adopted 
as  the  basic  formula  price  in  these  or- 
ders, excepting  those  whew  prices  are 
determined  on  the  basis  of  differentials 
from  other  markets. 

Inasmuch  as  the  manufacturing  fl^lk 
price  for  the  two-state  area  is  reported 
by  the  Department  as  the  price  at  actual 
butterfat  test,  a  method  for  adjustment 
to  the  butterfat  test  (8.5  percent)  osed 
in  these  orders  must  be  adopted.    For 
this  purpose  a  generally  recognlied  talue 
of    butterfat,   0.12   times   the   average 
wholesale  iwlce  for  »2-score  batter  at 
Chicago,  should  be  used.   Buch  a  method 
of  adjustment  was  favored  by  produeer 
groups  at  the  hearing.   A  handler  repre- 
sentative suggested  that  adjnstmmttqr 
direct  ratio  method  would  be  more  repre- 
sentative of  the  practice  among  plants 
purchasing  manufacturing  milk.    It  was 
shown,  however,  that  at  116  manufac- 
turing plants  hi  Wisconsin,  payment  for 
manufacturing  grade  milk  was  made  on 
the  direct  ratio  basis  by  only  21  of  the 
plants.     Nhiety-one  of  the  plants  ad- 
justed from  3.5  percent  prices  by  use  of 
butterfat  differentials  which,  if  used  for 
conversion  of  the  MinneaoU-WisoonsIn 
price  to  a  3.5  percent  basis,  would  result 
in  a  price  no  less  than  that  resulting 
from  the  dlff erenttal  proposed  herein. 
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The  propoul  to  uae  a  butter-powder 
formula  u  an  alternative  basic  formula 
emnputation  is  not  adopted.  To  be  ef- 
fective, such  a  butter-powder  formula 
would  need  to  be  constructed  so  that  It 
represents  about  the  same  level  of  price 
as  the  Minnesota-Wisconsin  manufac- 
turing milk  price.  To  the  extent  that  It 
did  become  effective,  it  would  tend  to 
represent  milk  values  In  these  particular 
uses  rather  than  the  general  value  In  all 
major  uses  represented  by  the  Mlnne- 
gota- Wisconsin  manufacturing  milk 
price.  Thus,  it  would  tend  to  be  less 
truly  representative  of  manufacturing 
milk  prices.  Accordingly,  such  an  alter- 
native computation  is  unnecessary  and 
undesirable. 

Representatives  of  producer  interests 
In  these  markets  asked  that  certain  ad- 
justments he  made  in  the  Class  I  price 
differentials  which  are  added  to  the  basic 
formtila  price  if  the  Minnesota -Wiscon- 
sin manufacturing  milk  price  were  used 
as  the  basic  formula.    Based  upon  aver- 
age relationships  in  a  seven  year  period 
(1966-1961)  they  asked  that  Class  I  dif- 
ferentials in  individual  markets  be  in- 
creased by  amounts  ranging  from  2-3 
cents  in  most  markets  to  10-13  cents  In 
markets  for  which  basic  formula  prices 
of  the  orders  now  include  or  have  In- 
cluded   particularly    favorable    butter- 
powder  or  butter-cheese  alternative  for- 
mulas.    A  number  of  handlers  argued 
that  the   conversion   should   be   based 
strictly  upon  current  relationships  pre- 
vailing for  either  the  last  five  months  of 
1961  or  for  some  portion  of  that  period. 
and  that  action  be  such  as  to  provide  no 
current  Increase  of  price  from  the  con- 
version.   On  this  basis  a  suggestion  was 
offered  that  the  Class  I  differentials  of 
most  orders  be  reduced  10  cents,  and  that 
no  change  be  made  in  the  differentials  of 
those  few  orders  in  which  the  butter- 
powder  formula  price  ciirrently  exceeds 
the  Minnesota- Wisconsin  price. 

Because  of  the  variety  of  basic  for- 
mulas among  the  various  markets,  a 
uniform  basis  for  considering  a  need  for 
such  adjustments  is  not  possible.  Fur- 
ther, the  existing  basic  formulas  have 
not  maintained  precise  relationships 
with  the  MinnesoU-Wisconsln  series 
dxirlng  the  years  1955  through  1961.  In 
view  of  the  variations  in  such  relation- 
ships it  is  not  possible  to  establish  with 
any  precision  relationships  which  might 
be  expected  to  obtain  in  the  future. 

In  the  Chicago  order,  effective  begin- 
ning with  September  1961.  the  price  for 
manufacturing  grade  milk  In  Wisconsin 
and  Mlimesota  became  an  alternative, 
along  with  the  Midwest  condensery 
price,  for  the  basic  formula  price.  This 
formula  is  accordingly  reflected  in  eight 
markets  whose  prices  are  based  on  Chi- 
cago. These  markets  included  Cedar 
Rapids-Iowa  City.  Des  Moines.  North 
Central  Iowa.  Ozarks.  Quad  Citie8-E>u- 
buque.  Rockford-Preeport.  St.  Louis 
and  Suburban  St.  Louis. 

The  transition  to  pricing  Class  I  milk 
on  the  basis  of  the  Minnesota-Wiscon- 
sin manufacturing  milk  price  has  al- 
ready been  accomplished  without  change 
in  Class  I  differentials  with  respect  to 
the  Chicago  market  and  the  eight  mar- 
kets  previously   named    in   which    the 


Class  I  price  is  established  at  a  differen- 
tial above  or  below  the  Chicago  price. 
Because  the  Midwest  condensery  price 
has  been  lower  than  the  MinnesoU-Wis- 
consln price,  the  latter  has  esUblished 
the  level  of  Class  I  price.    The  price  data 
for  both  series    (condensery  and  Min- 
nesota-Wisconsin)   do  not  provide  any 
basis  for  adjusting  the  Class  I  level  In 
the  Chlca::o  order  from  that  currently 
established   on   the   basis   of   the   Min- 
nesota-Wisconsin    price     and     existing 
Class  I  price  differentials.    For  the  three 
most  recent  years.  1959.  I960,  and  1961. 
the  Midwest  condensery  price  has  aver- 
aged  1   cent  less  than   the  Minnesota- 
Wisconsin  price.     Except  for  the  latter 
part  of    1961.   the  Midwest  condensery 
price  and  the  Mlnnesota-Wi.sconsin  price 
represented  virtually  the  same  level  of 
price.     During  recent  months  the  Mid- 
vcst  condensery   price  has   been   below 
its     former     relationship     with     paying 
prices  in  the  area,  and  has  not  reflected 
its  usual  relationship  to  values  of  manu- 
factured dairy  products.     This  relative 
weakness  of  the  condensery  price  Is  a 
symptom   of    Its   progressive   failure   to 
represent      accurately      manufacturing 
milk  vali.es      In  view  of  this  situation 
it  would  not  be  appropriate  to  decrease 
Class  I  differentials  In  these  markets  to 
reflect  recent  levels  In  the  condensery 

price. 

For  thase  orders  which  use  the  same 
basic  formula  price  as  contained  In  the 
Chicago  order  prior  to  the  Septem- 
ber 1.  1961,  amendment,  the  same  meth- 
od of  transition  should  be  used.  This 
will  provide  the  best  method  of  main- 
taining price  alignment  among  markets. 
These  markets  Include  Milwaukee. 
Michigan  Upper  Peninsula.  Northeast 
Wisconsin,  Duluth-Superlor  and  South 
Bend-LaPorte-Elkhart. 

The  Paducah  order  basic  formula 
differs  from  those  of  the  orders  in  this 
group  only  In  the  use  of  local  plant 
prices  Since  the  local  plant  prices  have 
been  lower  than  the  alternative  com- 
putations they  have  not  been  effective 
as  a  basic  formula.  Accordingly,  the 
same  method  of  transition  to  the  new 
basic  formula  would  apply  for  the  Padu- 
cah order  as  other  markets  with  ba-slc 
formulas  which  differ  only  in  not  in- 
cluding local  plant  prices. 

The  transition  for  13  other  markets 
considered  at  this  hearing  represents  a 
problem  similar  to  that  In  markets  Just 
discussed  which  have  basic  formulas  of 
the  type  in  the  Chicago  market  prior  to 
the  September  1.  1961.  amendment. 
These  markets  Include: 


Northeastern   Ohio   order,    Tlji  jy 
Central  Ohio  order   contains  at  |2 
formula  price,  and  the  Class  I  pdliZ 
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based  on  the  Class  I  price 
Northeastern  Ohio  order. 

For  all  of  these  13  markets,  the 
tlve    basic    formula    prices    In  : 
months  have  been  only  slightly 
from  the  basic  formula  price*  la_ 
with  the  type  used  In  the  Chletfo 
prior  to  September  1.  1961.    Then 
difference  of  the  basic  formtdu 
the  Wisconsin-Minnesota  manufai^ 
milk  price  In  the  years  1969,  IWI,^, 
1961  has  been  less  than  one  cent.  Sn 
concluded  that  the  transition  tothi  — 
basic  formula  should  be  mada  — 
change  in  the  Class  I  price  dlff(__ 
Proposed  reductions  in  the  ClMi  X 

ferentlals  for  some  of  these "  * 

denied  because  <  1 )  such 
would  result  In  distortion  of  ^, 
price  alignments  among  maiktli,  _ 
(2)  the  differentials  should  not  fe|i^ 
duced  to  reflect  the  current  weatawili 
condensery  prices  cited  elsewbcritaii 
decision. 

In  some  markets  basic  formula 
In   recent    months   have 
Minnesota-WLsconsln 
milk     price.    These     markets 
Dayton-Sprlngfleld.  Cincinnati. 
bus,   Indianapolis.  LouisvlUe 

and  Ohio  Valley.    In  the  M< 

Central  Arkansas  markets,  also.  tUl 
latlonshlp    has   existed,   but  a  fBL_ 
mended  decision  has  been  Issued  «M^ 
ber  20,  1961;  26  F.R.  9860)  whlohnil 
change  the  basic  formula  prtee  t»  «» 
form  to  that  under  the  Pados^  <Na 
With  respect  to  Dayton -Sprimfctl 
other  markets  of  this  group  (MHli,  , 
Memphis  and  Central  Arkansas)  JAJI- 
Justment  of  the  Class  I  price  dl« 
should  be  made  such  that  r'' 
of   the  Minnesota-Wisconsin 
turlng   milk  price  as  a  basle 
would  not  have  resulted  in  toww  Caul 
prices  in  recent  months.    (These 
would    Include    those    beglnntaf 
August  1961.  which  was  the  fln* 
for     which     the     Minnesota- 
manufacturing  milk  price  was ,  _ 
on  current  basis,  and  tt^^^iJl^S^JJ 
ber. )     For  the  Dayton-SpringtMM,  ■>■ 


months  the  MinnesoU-Wls- 
_  lufacturing    price   was   the 

>^  the  two.  ^    ^    . 

ft^iSdment  wUl   be  required  to 
i  ^  the  conclusions  of  this  ded- 
"^-STfespect  to  eleven  of  the  orders 
'There  are  no  basic  formulas 
-  in  the  orders  for  the  Cedar 
Sows  City.   Des   Moines,   North 

.    T/^ft     Quad    CiUes-Dubuque. 

SSSid-Freeport.  or  North  Central 
jyTTAiits  The  North  Central  Ohio 
S. TDriee  is  in  fixed  relaUon  to  that 
21t  llOrtheastern  Ohio  order  and  Class 
•"^Tflf  the  other  orders  named  are  In 
lEtLatton  to  the  Chicago  price.  Basic 
^^-  in  the  St.  Louis.  Ozarks,  Sub- 


Muikegon. 
Upstate  Michigan 
Kanaaa  City. 
St  Joseph. 
MlnneapolU-8t  PauJ 
Youngstown- Warren 


Northeastern  Ohio. 

Toledo 

Port  Wayne 

Wheeling. 

Clarksburg 

North  Central  Ohio 

Southern  Michigan 

Among  these.  St.  Joseph  has  a  Class  I 
price  based  on  the  price  under  the  Kan- 
sas City  order.  Although  the  order  con- 
tains a  basic  formula  price  this  is  not 
used  to  esUbllsh  Class  I  prices.  The 
Youngstown-Warren  order  similarly 
contains  a  basic  formula  price  which  is 
not  used,  since  the  price  Is  esUblished 
by  relationship  to  the  price  under  the 


anapoUs.    Ohio    Valley. 
Ington    and    Cincinnati 
would  be  accomplished  by  an 
Justment  of  4  cents  per  hui  _ 

In  the  sUted  differentials.  ••■[ 
Columbus  market  this  would  beSj* 
pushed  with  an  upward  adJustBM«« 
1  cent  per  hundredweight.  ^_. 

The  suggested  adjustment  of  O*** 
price  differentials  based  on  a  ocflWg 
of  order  basic  formula  pricss  _^  g 
MlnnesoU  -  Wisconsin 
milk  price  In  earlier  years 
vide  a  valid  basis  for  tri 
current  levels  of  the  existing 
mula  prices.    The  suggested  C--^.    _ 
does  not  allow  for  recognised  »^ 
m    the    industry.      The    buttsrfww, 
formulas  contained  in  thess  flWW  ^ 
not  reflect  the   increasing  eflWg* 
manufacturing  plants.     The  ■JJJJ 
such  butter -powder  price  lo™"L 
the  Minnesota-Wisconsin  mimr 
the   1955-61  period  has  shown  a 
towards  convergence.     During  ■■ 
1960  the  relationship  was 


i8t  Louis.  St.  Joseph,  and  Youngs- 
«anen  orders  are  not  used  In  the 
ton  of  prices  for  Class  I  milk. 
-  1^-  I  prices  in  these  markets  are 
Jw^ntained.  either  directly  or  In- 
in  fixed   relationship  to  other 
for   which    amendments    are 
wma  provided. 

^iBdments  to  carry  out  the  conclu- 
^^g0f  this  decision  with  respect  to  this 
^m  sod  issue  number  two  with  respect 
Tm&Bt*  for  the  Memphis,  Tennessee, 
llOntnl  Arkansas  orders  (Parte  1097 
ZllM)  are  being  combined  with  those 
mtttad  from  decisions  relative  to  issues 
^oStf  hearings    for   which   recom- 
^yad  decisions  were  issued  October  17. 
Sol FJl.  9880)  and  February  7.  1962 
mfjBL  1287) .    Accordingly,  no  amend- 
^rii  with  respect  to  these  orders  are 
hereto. 
,„,jM»nts  to  carry  out  the  conclu- 
flf  this  decision  with  respect  to  the 
TaUey   and   Louisville-Lexington. 
.Mky.  orders  (Parte  1046  and  1096) 
a,  to  the  form  of  amendmente  to  the 
^rtv  regulating  the  handling  of  milk 
k  tks  Louisville-Lexlngton-EvansylUe 
ttng  area"  attached  to  the  decision 
with  respect  to  proposed  oonsoll- 
o(  such  orders. 

ent  provisions  included  in  the 
liiH  decision  with  respect  to 
li  mhraukee,  Wisconsin,  order  (Part 
.  and  the  Northeastern  Wisconsin 
(Part  1046)    represented  further 
ns  of  provisions  included  in 

led  decisions  issued  with  re- 

to  Issues  of  prior  hearings  in  these 
Its.  and  the  omission  of  an  amend- 
to  the  Michigan  Upper  Peninsula 
(Part  1044)  was  in  conformity  with 
u  included  in  such  a  recom- 
.  decision.  It  is  now  unlikely  that 
ktory  action  with  respect  to  such 
itwp  will  be  completed  by  the  time 
imsetlon  must  be  taken  In  these  mar- 
liiwlth  respect  to  the  conclusions  of 
tlideeislon.  Accordingly,  the  amend- 
iiy  provisions  included  herein  are 
Mid  ss  modifications  of  presently 
fMtag  regulations. 
Otolennlng  changes  are  required  in 
litetantlal  number  of  the  remaining 
■In  to  continue  without  change  the 
provisions  for  milk  classified  in 
.  other  than  Class  I  (or  Class  n 
the  Chicago  order) .  In  a  few  or- 
eooforming  changes  have  been 
1  to  avoid  duplication  of  lan- 
. — -  Fbr  uniformity,  the  basic  formula 
pM  bu  been  defined  as  the  manuf ac- 
pkf  milk  pay  price  for  the  current 
All  orders  in  which  one  month's 


basle  price  Is  now  used  to  oompute  the 
Class  I  prloe  for  the  succeeding  month 
win  ooDtlnue  that  practice. 

2.  Prfoes  under  the  Central  Arkansas 
and  Memphis  orders  should  be  stated  on 
a  3  J  percent  butterfat  basis. 

Class  prices  and  producer  prices  under 
these  o^ers  are  presently  stated  cm  a 
four  percent  butterfat  basis.  In  order 
that  the  uniformity  of  basic  formula 
prices  provided  herein  may  be  main- 
tained prices  in  these  markete  should  be 
stated  at  the  same  butterfat  content,  3.5 
percent,  as  for  other  markete  involved 
In  this  hearing.  The  Class  I  price  in 
these  orders  is  presently  adjusted  from 
4.0  percent  to  other  butterfat  teste  by  a 
butterfat  differential  Identical  with  that 
herein  proposed  fw  conversion  of  the 
Minnesota-Wisconsin  pay  price  from  the 
price  reported  at  test  to  a  3.5  percent 
basis. 

In  order  that  change  in  the  basic  fat 
test  will  not  affect  the  level  of  the  Class 
n  price  at  any  given  test  it  is  provided 
that  the  price  presently  computed  at  4.0 
percent  butterfat  be  converted  to  a  3.5 
percent  prtee  by  use  of  the  cnass  n  but- 
terfat differential  of  the  order.  Pro- 
ducer prices  under  the  order  should  also 
be  anm?*"***^^  at  a  3.5  percent  test  to 
avoid  confusion.  Cooperative  associa- 
tions will  not  thereby  be  prevented  from 
using  the  44)  percent  basis  In  distribut- 
ing returns  to  their  members  producers. 
The  producer  price  at  any  given  test  will 
remain  the  same  whether  computed  on  a 
3.5  percent  or  a  4.0  percent  basis. 

Evidence  was  also  received  concerning 
use  of  a  8.5  percent  pricing  basis  in  the 
orders  for  the  Louisville-Lexington  and 
Ohio  Valley  maxketlng  areas.  Subse- 
quent to  this  hearing  a  recommended  de- 
cision was  Issued  on  the  basis  of  evidence 
received  at  a  public  hearing  held  Sep- 
tember 17-21.  1961.  In  which  merger  of 
thfiff  orders  Into  a  single  regulation  with 
prices  stated  on  a  3.5  percent  basis  was 
recommended.  This  record  corroborates 
the  findings  of  that  decision  with  respect 
to  the  baalo  butterfat  test  to  be  used. 

RuUngi  on  special  appearonce  and  on 
profweetf  /ItuUftfft  and  conclusions.  In  a 
■peeial  appearance  entered  on  behalf  of 
certain  handlers  in  a  single  market  (Cin- 
cinnati), objection  was  raised  that  the 
location  and  dtiration  of  the  hearing  did 
not  afford  "reasonable  opportunity  to  be 
heard"  and  that  the  notice  of  hearing 
was  not  suiBciently  specific.  Such  ob- 
jections are  hereby  overruled.  The  loca- 
tion of  the  hearing  was  central  for  the 
86  markete  at  issue.  All  witnesses  who 
desired  to  testify  were  heard.  There  was 
no  request  for  extension  of  time  or 
change  in  location  of  the  hearing.  No 
evidence  was  received  with  respect  to 
changes  in  those  provisions  concerning 
which  the  objector  claimed  that  addi- 
tional preparation  and  testimony  would 
be  required. 

Briefs  and  proposed  findings  and  con- 
elusioos  were  filed  on  behalf  of  certain 
interested  parties.  These  briefs,  pro- 
posed flndtoif  and  conclusions  and  the 
evidence  in  the  record  were  considered  In 
mivMwg  the  findings  and  conclusions  set 
forth  above.  To  the  extent  that  the 
suggested  findhigs  and  conclusions  filed 
by  interested  parUes  are  Inconsistent 
with  the  findings  and  conclusions  set 
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forth  herein,  the  requesto  to  make  sodi 
findings  or  reach  such  conclusions  are 
denied  for  the  reasons  pievlouBly  staled 
in  this  decision. 

Oeneral  findings.  The  fizuUngs  and 
determinations  hereinafter  set  forth  are 
supplementery  and  In  addition  to  the 
findings  and  determinations  previoasly 
made  In  connection  with  the  Issuanceof 
the  aforesaid  orders  and  of  the  previ- 
ously issued  amendmente  thereto;  end 
all  of  sail  previous  findings  and  de- 
terminations are  hereby  ratified  and 
aflanned,  except  Insofar  as  such  findings 
and  determinations  may  be  in  eonllloi 
with  the  findings  and  determlnatlooB 
set  forth  herein. 

(a)  The  tentative  marketing  agree- 
mente  and  the  orders,  as  hereby  proposed 
to  be  amended,  and  all  of  the  terms  and 
conditions  thereof,  will  tend  to  effectuate 
the  declared  poUcy  of  the  Act ; 

(b)  The  iMurlty  prices  of  milk  as  de- 
termined pursuant  to  sectton  2  of  the 
Act  are  not  reasonable  In  view  of  ttie 
price  of  feeds,  available  supplies  of  feeds. 
and  other  economic  conditions  which  af- 
fect market  supply  and  demand  for  milk 
In  the  marketing  areas,  and  the  mlni^ 
mum  prices  specified  In  the  propond 
marketing  agreemmte  and  the  orders.  ■• 
hereby  proposed  to  be  amended,  are  siieh 
respective  prices  as  will  reflect  the  afore- 
said factors.  Insure  a  sufficient  quantity 
of  pure  and  wholesome  mlUc,  and  be  In 
the  public  Interest:  and  

(c)  The  tentative  marketing  agree- 
mente  and  the  orders,  as  hereby  pro- 
posed to  be  amended,  will  regulate  ttie 
handling  of  milk  In  the  same  maimer  as, 
and  wQl  be  applicable  only  to  pereons  In 
the  respective  classes  of  Industrial  and 
commercial  activity  ODecified  in.  a  mar- 
keting agreement  upon  which  a  bflarlBff 
has  been  held. 

RuUnos  on  exceptions,  m  arrtvtof  ■* 
the  findings  and  conclusions,  and  tM 
regulatory  provisions  of  this  deditoa, 
each  of  the  exceptitms  received  was  care- 
fully and  fully  considered  in  conjunction 
with  the  record  evidence  pertalntng 
thereto.  To  the  extent  that  the  findinSB 
and  conclusions,  and  the  regulatory  pro- 
visions of  this  decision  are  at  varianee 
with  any  of  the  exceptlans.  such  eioep- 
tlons  are  hereby  ovwruled  for  the  rea- 
sons previously  stated  In  this  decision. 

Marketing    agreementr   and    ordw^ 
Annexed  hereto  and  made  a  part  hereof 
are  forty-four  documento  entitled  re- 
spectively. "Marketing  Agreement  Regu- 
lating  the  Handling  of   Milk   In   the 
Greater    Wheeling    Marketing    Area", 
"Order  Amending  the  Order  Regolatlnc 
the  Hft~<^«"g  of  MlBc  tn  the  aioater 
Wheeling  Marketing  Area",  "Marketlnc 
Agreement  Regulating  the  Handttng  of 
Milk  In  the  Clarksburg.  W.  Va..  Market- 
ing Area".  "Order  Amending  the  Order 
Regulating  the  Handling  of  Milk  In  tlie 
Clarksburg.  W.  Va.,  Marketing  Area", 
"Marketing  AgreemesU  Bagulatlng  the 
Handling  of  Milk  In  the  Chicago,  miiMls. 
Marketing  Area".  "Order  Amendtag  tte 
Order  Regulating  the  Handling  of  USOl 
In  the  Chicago.  Illinois.  Marketing  Area  , 
"Marketing  Agreement  Regulating  the 
Handling  of  Milk  in  the  South  Bend-La 
Porte-Elkhart.  Indiana.  Marketing 
Area",  "Order  Amending  the  Order  R>^ 
ulatlng  the  Handling  of  MUk  In  toe 
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South  Bend-La  Porte-ElkhArt,  Indiana, 
Marketing    Area".    "Marketing    Agree- 
mmt  Regulating  the  Handling  of  Milk 
In   the   Greater   Cincinnati    Marketing 
Area".    "Order    Amending    the    Order 
Regulating  the  Handling  of  Milk  In  the 
Greater    Cincinnati    Marketing    Area". 
••Marketing  Agreement  Regulating   the 
Handling  of  Biilk  in  the  Dayton-Spnng- 
fleld,    Ohio.    Marketing    Area".    "Order 
Amending    the    Order    Regulating    the 
Handling  of  Milk  in  the  Dayton-Spring - 
field.  Ohio,  Marketing  Area".  "Marketing 
Agreement  Regulating  the  Handling  of 
Milk  in  the  Columbus,  Ohio.  Marketing 
Area",  "Order  Amending  the  Order  Reg- 
ulating the  Handling  of  Milk  in  the  Co- 
lumbus, Ohio.  Marketing  Area".     Mar- 
keting Agreement  Regulating  the  Han- 
dling of  Milk  in  the  Northeastern  Ohio 
Marketing  Area".  "Order  Amending  the 
Order  Regulating  the  Handling  of  Milk 
in    the    Northeastern    Ohio    Marketing 
Area".  "Marketing  Agreement  Regulat- 
ing the  Handling  of  Milk  In  the  Milwau- 
kee Wisconsin,  Marketing  Area".  "Order 
Amending    the    Order    Regulating    the 
Handling  in  the  Milwaukee.  Wisconsin, 
Marketing    Area".    -Marketing    Agree- 
ment Regulating  the  HandUng  of  Milk 
in   the   Southern    Michigan    Marketing 
Area".  "Order  Amending  the  Order  Reg- 
ulating  the   Handling   of   Milk   in    the 
Southern    Michigan    Marketing    Area". 
"Marketing  Agreement  Regulating   the 
Handling  of  Milk  in  the  Toledo.  Ohio. 
Marketing  Area",  "Order  Amending  the 
Order  Regulating  the  HandUng  of  Milk 
in  the  Toledo,  Ohio.  Marketing  Area". 
••Marketing   Agreement  Regulating    the 
Handling  of  Milk  in  the  Muskegon.  Mich- 
igan, Marketing  Area".  "Order  Amend- 
ing the  Order  Regulating  the  Handling 
of    Milk    in    the    Muskegon.   Michigan. 
Marketing    Area".    "Marketing    Agree- 
ment Regulating  the  Handling  of  Milk 
In    the    Upstate    Michigan    Marketing 
Area".  "Order  Amending  the  Order  Reg- 
ulating  the   Handling   of   Milk    In    the 
Upstate     Michigan     Marketing     Area". 
"Marketing  Agreement  Regulating   the 
Handling  of  Milk  in  the  Michigan  Upper 
Peninsula     Btorketing     Area".     "Order 
Amending    the    Order    Regulating    the 
Handling  of  Milk  in  the  Michigan  Upper 
Peninsula  Marketing  Area".  "Marketing 
Agreement  Regulating  the  Handling  of 
Milk    in    the    Northeastern    Wisconsin 
Marketing  Area".  "Order  Amending  the 
Order  Regulating  the  Handling  of  Milk 
•     in  the  Northeastern  Wisconsin  Market- 
ing Area".  ••Marketing  Agreement  Reg- 
ulating  the  Handling   of   MUk   In  the 
Louiavtlle-Lexington-Evansville  Market- 
ing Area",  "Order  Amending  the  Order 
Regtilating  the  Handling  of  Milk  in  the 
Loulsville-Lcxington-Evansville  Market- 
ing Area",  "Marketing  Agreement  Reg- 
ulating the  Handling  of  Milk  in  the  Port 
Wayne,     Indiana.     Marketing     Area", 
-Order  Amending  the  Order  Regulating 
the  Handling  of  Milk  in  the  Port  Wayne. 
Indiana.  Marketing  Area".  "Marketing 
Agreement  Regulating  the  Handling  of 
Milk  In  the  Indianapolis,  Indiana.  Mar- 
keting   Area",    "Order    Amending    the 
Order  Regulating  the  Handling  of  Milk 
In  the  Indianapolis,  Indiana,  Marketing 
Area"   "Marketing  Agreement  Regulat- 
ing the  Fi^~ti«"g  of  Milk  in  the  Greater 
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Kansas  City  Marketing   Area".   "Order 
Amending    the    Order    Regulating    the 
Handling  of  Milk  in  the  Greater  Kansas 
City    Marketing     Area",     "Marketing 
Agreement  Regulating  the  Handling  of 
Milk  in  the  Minneapolis-St.  Paul.  Min- 
nesota, Marketing  Area".  "Order  Amend- 
ing the  Order  Regulating  the  Handling 
of    Milk    in    the    Mirmeapolis-St.    Paul. 
Minnesota.  Marketing  Area".  "Market- 
ing Agreement  Regulating  the  Handling 
of  Milk  in  the  Duluth-Superior  Market- 
ing Area".  "Order  Amending  the  Order 
Regulating  the  Handling  of  Milk  in  the 
Duluth-Supenor   Marketing    Area", 
•  Marketing   Aereement   Regulating   the 
Handling  of  Milk  in  the  Paducah.  Ken- 
tucky.   Marketing    Area",    and    "Order 
Amending    the    Order    Regulating    the 
Handling  of  Milk  in  the  Paducah.  Ken- 
tucky,   Marketing    Area",    which    have 
been  decided  upon  as  the  detailed  and 
appropriate   means  of   effectuating    the 
foregoing  conclusions. 

It  is  hereby  ordered.  That  all  of  this 
decision,  except  the  attached  market- 
ing agreements,  be  published  in  the  Fed- 
eral REGISTER.  The  regulatory  provi- 
sions of  said  marketing  agreements  are 
identical  with  those  contained  in  the  re- 
spective orders  as  hereby  proposed  to  be 
amended  by  the  attached  orders  which 
will  be  published   with  this  decision. 

Determination    of   representative   pe- 
riod    The  month  of  December   1961   is 
hereby  determined  to  be  the  representa- 
tive period  for  the  purpose  of  ascertain- 
ing whether  the  issuance  of  the  attached 
orders  amending  the  orders  regulating 
the    handUng   of    milk    in    the    Greater 
Wheeling:  Clarksburg,  W.  Va.:  Chicago, 
nUnois:     South    Bend-LaPorte-Elkhart. 
Indiana:    Greater    Cincinnati;    Dayton- 
Springfleld,     Ohio:      Columbus.     Ohio; 
Northeastern  Ohio  ;  Milwaukee,  Wiscon- 
sin; Southern  Michigan;  Toledo.  Ohio; 
Muskegon,  Michigan;  Upstate  Michigan; 
Michigan  Upper  Peninsula;    Northeast- 
ern    Wisconsin;      Louisville-Lexington- 
Evansville;  Port  Wayne.  Indiana;  Indi- 
anapolis. Indiana;  Greater  Kansas  City: 
Minneapolls-St.    Paul.    Minnesota;    Du- 
luth-Superior; and  Paducah.  Kentucky, 
marketing    areas,   respectively,   are   ap- 
proved or  favored  by  producers,  as  de- 
fined under  the  terms  of  the  respective 
orders  as  hereby  proposed  to  be  amended, 
and  who.  during  such  representative  pe- 
riod, were  engaged  in  the  production  of 
milk  for  sale  within  the  aforesaid  re- 
spective marketing  areas. 

Signed  at  Washington,  DC,  on  Feb- 
ruary 21.  1962. 

Charles  S.  Murphy. 
Under  Secretary. 

Order '  Amending  the  Order  Regulating 
the  Handling  of  Milk  in  the  Greater 
Wheeling  Marketing  Area 


^,  February  27,  1962 


nations  previously  made  In  —~^ 
with  the  issuance  of  the  af orenld  ( 
and  of  the  previously  Issued  amn  * 
thereto  ;  and  all  of  said  prevloiM  1 
and  determinations  are  hereby 
and  affirmed,  except  insofar  u  mdk 
findings  and  determinations  may  hi  h 
conflict  with  the  findings' and  (Vfam. 
nations  set  forth  herein. 

<a>  Findings  upon  the  hasU  o/  tkt 
hearing  record.  Pursuant  to  the  jftvti. 
sions  of  the  Agricultural  Ifukatti^ 
Agreement  Act  of  1937.  as  amtn^^  ^^ 
use.  601  et  seq.i.  and  the  •ppitahk 
rules  of  practice  and  procedure  t" 
ing  the  formulation  of  marketing 


§  1008.0      Findings  and  drterminaliom. 

The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 
in  addition  to  the  findings  and  determl- 


« ThlB  order  shall  not  become  effective  un- 
less and  until  the  requirements  of  I  90014 
of  the  rules  of  practice  and  procedure  gov- 
erning proceedings  to  formulate  marketing 
agreements  and  marketing  orders  have  been 
met. 


ments  and  marketing  orden  (7  Gfft 
Part  900 ) .  a  public  hearing  WM  hdd 
upon  certain  proposed  amendmnto  t» 
the  tentative  marketing  agreement  snd 
to  the  order  regulating  the  hatxtHn^  ^ 
milk  in  the  Greater  Wheeling  ma*«^ 
area.  Upon  the  basis  of  the  erMoMt 
introduced  at  such  hearing  and  tbt  ne- 
ord  thereof,  it  is  found  that: 

•  li  The  said  order  as  hereby  UMDdt^ 
and  all  of  the  terms  and  «"twti^^ 
thereof,  will  tend  to  effectuate  the  tf». 
clared  policy  of  the  Act; 

i2)  The  parity  prices  of  milk.  u(k- 
termined  pursuant  to  section  2  of  tbt 
Act,  are  not  reasonable  In  vlrfw  flC  Oti 
price  of  feeds,  available  suppliei  of  f«di, 
and  other  economic  conditions  liUA 
affect  market  supply  and  demand  to 
milk  in  the  said  marketing  area,  ind 
the  minimum  prices  specified  in  tbe 
order  as  hereby  amended,  are  sudmriM 
as  will  reflect  the  aforesaid  faeton,  In- 
sure a  sufficient  quantity  of  pore  —' 
wholesome  milk,  and  be  in  tbe  ~ 
Interest;  and 

<3>   The  said  order  as  hereby , 

ret^'ulates  the  handling  of  milk  In  tin 
same  manner  as,  and  is  applicable  only 
to  persons  in  the  respective  claasM  of  In- 
dustrial or  commercial  activity  veeUM 
in.  a  marketing  agreement  uponwbkha 
hearing  has  been  held. 

Order  relative  to  handling:  It li there- 
fore ordered,  that  on  and  after  the cAi^ 
tive  date  hereof,  the  handling  of  ~"" 
in  the  Greater  Wheeling  marketing 
shall  be  in  conformity  to  and  In 
pliance  with  the  terms  and  condlttonicf 
the  aforesaid  order,  as'hereby  I 
and     the     aforesaid     order    is 
amended  as  follows : 

1.  Delete     8  1008.50     and     subetitate 
therefor  the  following: 
§  1008.30      Basic    formula   price. 

The  basic  formula  price  shall  be  ttie 
average  price  per  hundredwdgMfcr 
manufacturing  grade  milk.  'oVjSJ 
in  Wisconsin  and  Minnesota,  as  w«U* 
by  the  United  States  Department  of  ^ 
culture  for  the  month.  Such  Pj^JJfJ 
be  adjusted  to  a  3.5  percent  butlCT 
basis  by  a  butterfat  differential 
to  the  nearest  one-tenth  cent  o 
at  0.12  times  the  Chicago  buttar 

for  the  month.    The  basic  formnlai ^ 

shall  be  rounded  to  the  nearest  ftUI  •»• 

§  1008.51       [Amcndnicnt]  

2.  Delete  5  1008.51(b)  and  subetM* 
therefor  the  following: 

(b»  Class  II  milk  price.  The  ClMi ^ 
milk  price  shall  be  the  higbeet  of  m 


.  _i  aMiDuted  pursuant  to  subparn- 
^BL  a)  (2).  and  (3)  of  thla  p«»- 
CSrMunded  to  the  nearest  whole  cfA. 
^STaverage  of  the  basic  orjldd 
JiL  n»  hundredweight  reported  to 
zST^SL  paid  or  to  be  paid  for  milk  <rf 
TT^ZaA  butterfat  content  received 
.SiSSers  during  the  month  at  the 
JSLSTplants  or  places  for  which 
iSrSaTe  been  reported  to  the  market 
JJJJJJJ»tor  or  to  the  Department: 
Company  and,  LoeatUm 

-  -^-~  00.,  New  London.  Wis. 
■JlJaon  Co..  Richland  Center.  WU. 
^MUk  Co..  BelleTllle.  WU. 
Zt^Oo .  CoopersTlUe.  Mich. 
SSlkCo.,  New  Glarus,  WU. 
Sir*  CO.,  Wayland,  Mich. 
■rTrHouM  »«llk  Co.,  Manitowoc,  WU. 
5JS,  House  Milk  Co.,  West  Bend,  WU. 


(1)  "Hie  price  resulting  from  the  fol- 
ijtns-  computation : 

^Multiply  by  6  the  simple  average 
M  Mmxmted  by  the  market  admlnlstra- 
w  ttfthe  daily  wholesale  selling  prices 
/HiM  the  midpoint  of  any  price  range 
MMBDrlce)  of  Grade  A  (92-score)  bulk 
Umt  butter  per  pound  at  Chicago  as 
JJIortod  by  the  Department  of  Agrlcul- 
^daring  the  month  for  which  prices 
lit  being  computed; 

(ID  Add  an  amount  equal  to  2.4  times 
Hm  rimple  average  as  published  by  the 
nntfiment  of  Agriculture  of  the  prices 
JSaniined  per  pound  of  "Cheddars"  on 
ihe  Wisconsin  Cheese  Exchange  for  the 
fading  days  that  fall  within  the  month; 

•nd 

(Ul)  Divide  by  7  and  to  the  resulting 
iMOont  add  30  percent;  and  then  mul- 
tiply by  3.5; 

(J)  The  price  per  hundredweight  com- 
Hled  by  adding  together  the  plus  values 
lliSbdlTlBions  (I)  and  (ii)  of  this  sub- 
lirsgraph: 

(I)  From  the  Chicago  butter  price, 
i^tnet  8  cents,  add  20  percent  thereof, 
■td  multiply  by  3.5. 

(II)  Prom  the  simple  average  as  com- 
puted by  the  market  administrator  of 
(be  weighted  averages  of  the  carlot 
priees  per  pound  for  nonfat  dry  mUk 
Mikk,  q>ray  smd  roller  process,  respec- 
ttvriy,  for  hviman  consumption,  f.o.b. 
■snifscturing  plants  in  the  Chicago 
■ns,  ss  published  for  the  period  from 
tbe  Mth  day  of  the  immediately  preced- 
k«  month  through  the  25th  day  of  the 
ennent  month  by  the  Department,  de- 
daet'S.S  cents  and  multiply  by  8.2. 
OMer>  Amending  the  Order  Regviating 

the  Handling  of  Milk  in  the  Clarki- 
Imrt.  W.  Va..  Marketing  Area 
1 1009.0     Findings  and  determinatioiu. 

The  findings  and  determinations  here- 
Insfter  set  forth  are  supplementary  and 
ti  Midltlomto  the  findings  and  determl- 
mtkiDs  previously  made  in  connection 
with  the  issuance  of  the  aforesaid  order 
ad  of  the  previously  Issued  amendments 
thereto;  and  all  of  said  previous  findings 
ud  determinations  are  hereby  ratified 
udafflrmed,  except  insofar  as  such  find- 

"au   order    shall    not   become    effective 
■niM  and  until  the  requirements  of  S  900.14 
<  Xb»  rules  of  practice  and  procedure  gov- 
proceedings  to  formulate  marketing 
and  marketing  orders  have  been 
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ings  nnd  determinations  may  be  In  con 
fliet  with  the  findings  and  determlna 
Uons  set  forth  herein. 

(a)  rtndtnat  upon  the  IhuIs  of  the 
hearing  record.  Pursuant  to  the  pro- 
vlsloni^  of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended  (7 
UJS.C.  601  et  seq.),  and  the  appUcable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  markeUng  orders  (7  CFR  Part 
900),  a  public  hearing  was  held  upon 
certain  proposed  amendments  to  the 
tentative  maitetlng  agreement  and  to 
the  order  regulating  the  handlhig  of  milk 
in  the  Clarksburg,  W.  Va.,  marketing 
area.  Upon  the  basis  of  the  evidence 
Introduced  at  such  hearing  and  the  rec- 
ord thereof.  It  Is  foimd  that: 

(1 )  The  said  order  as  hereby  amended, 
and  all  of  the  terms  and  conditions 
thereof,  will  tend  to  effectuate  the  de- 
clared pc^Ucy  of  the  Act; 

(2)  Tte  parity  prices  of  milk,  as  deter- 
mined pursuant  to  section  2  of  the  Act, 
are  not  reasonable  in  view  of  the  price  of 
feeds,  available  suppUes  of  feeds,  and 
other  eooiunnlc  conditions  which  affect 
market  supply  and  demand  for  milk  in 
the  said  ouu-keting  area,  and  the  mini- 
mum prices  specified  in  the  order  as 
hereby  amended,  are  such  prices  as  will 
reflect  the  aforesaid  factors,  insure  a 
soffldent  quantity  of  pure  and  whole- 
some milk,  and  be  In  the  public  interest; 

and 

(3)  The  said  order  as  hereby  amended, 

regulates  the  handling  of  milk  in  the 
same  manner  as.  and  is  applicable  only 
to  persons  In  the.  respective  classes  of 
Industrial  or  commercial  activity  speci- 
fied hi,  a  marketing  agreement  upon 
which  a  hearing  has  been  held. 


Order  relative  to  handling.  It  is  there- 
fore ordered,  that  on  and  after  the  effec- 
tive date  hereof,  the  handling  of  milk  hi 
the  Clarksburg,  W.  Va.,  marketing  area 
shall  be  In  conformity  to  and  in  compli- 
ance with  the  terms  and  conditions  of 
the  aforesaid  order,  as  hereby  amended, 
and  the  aforesaid  order  Is  hereby 
amended  as  follows: 

1.  Delete     S  1009.50     and     substitute 
therefor  the  following: 
g  1009.50     Basic  formula  price. 

The  basic  formula  price  shall  be  the 
average  price  per  hundredweight  for 
manufacturing  grade  milk,  f.o.b.  plants 
In  Wisconsin  and  Minnesota,  as  reported 
by  the  United  States  Department  of  Ag- 
riculture for  the  month.  Such  price 
shall  be  adjusted  to  a  3.5  percent  but- 
terfat basis  by  a  butterfat  differential 
rounded  to  the  nearest  one-tenth  cent 
computed  at  0.12  times  the  Chicago  but- 
ter price  for  the  month.  The  basic  for- 
mula price  shall  be  rounded  to  the  near- 
est full  cent, 
g  1009.51      [Amendment] 

2.  Delete  S  1009.51(b)  and  substitute 
therefor  the  following: 

(b)  cross  //  milk  price.  The  Class  H 
milk  price  shall  be  the  highest  of  the 
prices  computed  pursuant  to  subpara- 
graphs (1),  (2),  and  (3)  of  this  para- 
graph, rounded  to  the  nearest  whole 

(1)  The  average  of  the  basic  or  field 
prices  per  hundredweight  reported  to 
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have  been  paid  or  to  be  paid  for  mUkof 
3.5  percent  butterfat  content  reoalvad 
from  farmers  during  the  month  at  the 
following  plants  or  places  for  which 
prices  have  been  reported  to  the  market 
administrator  or  to  the  Department: 
Company  and  LoeatUm 

Borden  Co.,  New  London.  WU. 

Carnation  Co.,  Richland  Center,  Wla. 

Pet  VDllL  Co.,  BellevlUe.  WU. 

Pet  Milk  Co.,  CooperivUle,  Mich. 

Pet  Milk  Co.,  New  QUnu,  Wis. 

Pet  Milk  Co.,  Wayland.  Mich. 

White  House  Milk  Co..  Manitowoc,  Wis. 

White  House  Milk  Co.,  Weet  Bend,  Wla.     • 

(2)  The  price  resulting  from  the  fol- 
lowing computation: 

(i)  Multiply  by  6  the  simple  average 
as  computed  by  the  market  adminis- 
trator, of  the  dally  wholesale  adllns 
prices  (using  the  midpoint  of  any  price 
range  as  one  price)  of  Grade  A  (92- 
score)  bulk  creamery  butter  per  pound 
at  Chicago  as  reported  by  the  Depart^ 
ment  of  Agriculture  during  the  month 
for  which  prices  are  being  convNited; 

(U)  Add  an  amount  equal  to  2.4  ttmea 
the  simple  average  as  published  by  ttie 
Department  of  Agriculture  ot  the  prloea 
determined  per  pound  of  "Cheddars"  on 
the  Wlsconshi  Cheese  Exchange,  for  the 
trading  days  that  fall  within  the  month; 
and  ,^ 

(ill)  Divide  by  7  and  to  the  resulting 
amount  add  30  percent;  and  then  mul- 
tiply by  3.5. 

(^3)  The  price  per  hundredweight  com- 
puted by  addhig  together  the  plus  values 
of  subdivisions  (1)  and  (ll)  of  this  sub- 
paragraph: 

(i)  Prom  the  Chicago  butter  price. 
subtract  3  cents,  add  20  percent  thereof. 
and  multiply  by  3.5 ;  and 

(ii)  Prom  the  simple  average  as  com- 
puted by  the  market  administrator  of 
the  weighted  averages  of  the  carlot  prices 
per  pound  for  nonfat  dry  milk  solids, 
spray  and  roller  process,  respective,  for 
human  consumption,  f.o.b.  manufactur- 
ing plants  in  the  Chicago  area,  as  pub- 
lished for  the  period  from  the  seth  day 
of  the  Immediately  preceding  month 
through  the  25th  day  of  the"  current 
month  by  the  Department,  deduct  5.5 
cents  and  mvdtlply  by  8.2. 


Order '  Amending  the  Order  Regviating 
the  Handling  of  Milk  in  the  Chicago. 
Illinois.  Marketing  Area 
§  1030.0     Findings  and  determiMtiaM. 

The  findings  and  determinations  here- 
hiaf ter  set  forth  are  supplonentary  and 
in  addition  to  the  findings  and  deter- 
minations previously  made  In  coMaec- 
tion  with  the  Issuance  of  the  aforesaid 
order  and  of  the  previously  teued 
amendments  thereto:  and  aU  of  aald 
previous  findings  and  determinations  are  ^ 
hereby  ratified  and  affirmed,  except  in- 
sofar as  such  findings  and  detennlna- 
tions  may  be  hi  confUct  with  the  findings 
and  determinations  set  forth  herein. 

(a)  Findings  upon  the  baete  wtjje 
hearing  record.  Pursuant  to  the  prwl- 
sions  of  the  Agricultural  MaxMng 
Agreement  Act  of  1937,  as  amended  (7 
U.S.C.  601  et  seq),  and  the  tmaiaaJM 
niles  of  practice  and  procedure  goivero- 
ing  the  f  ormulatioij  of  marketing  agree- 
ments and  marketing  orders  (7  CFR  Part 
900),  a  public  hearing  was  held  upon 
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p^y^tw  propoaed  amendments  to  the 
teBtattre  marketing  agreement  and  to 
the  order  regulating  the  handling  of  milk 
in  the  Clilcago,  Illinois,  marketing  area. 
Upon  t&  basis  of  the  evidence  intro- 
duced at  such  hearing  and  the  record 
thereof,  it  is  found  that: 

( 1 )  The  said  order  as  hereby  amended , 
and  all  of  the  terms  and  conditions 
thereof,  will  tend  to  effectuate  the  de- 
clared policy  of  the  Act; 

(2)  The  parity  jJrtces  of  milk,  as  de- 
termined pursuant  to  section  2  of  the 
Act  are  not  reasonable  in  view  of  the 
price  of  feeds.  avaUable  supplies  of  feed?. 
and  other  economic  conditions  which 
affect  market  supply  and  demand  for 
iP«ifc  In  the  said  marketing  area,  and 
IIM  r**"*^^"»  prices  specified  in  the  or- 
dw  as  hereby  amended,  are  such  prices 
M  -will  reflect  the  aforesaid  factors.  In- 

a  BUflkdent  quantity  of  pure  and 
mlK.  and  be  in  the  public 

(J)  TTw  aaki  order  as  hereby  amended. 
rrcTilatrr  the  bft^mtr^ff  of  milk  in  the 
same  Banner  as.  and  is  appUcable  only 
to  peiBons  in  the  respective  classes  of 
tntfwti  t«i  or  oommerclal  activity  speci- 
fted  tn.  a  marketing  agreement  upon 
which  a  hearing  has  been  held. 

Order  relative  to  handling.  It  Is  there- 
lore  ordered,  that  on  and  after  the  effec- 
tive date  hereof,  the  handling  of  milk 
In  the  Chicago.  Illinois,  marketing  area 
shall  be  in  conformity  to  and  in  com- 
pliance with  the  terms  and  conditions 
of  the  aforesaid  order,  as  hereby 
amended,  and  the  aforesaid  order  is 
hereby  amended  as  follows: 

1.  Delete     9  103050     and     substitute 
therefor  the  following: 
§  1030.50     BaHC  formoU  price. 

The  basic  formula  price  shall  be  the 
average  price  per  hundredweight  for 
mamifactming  grade  milk,  fob.  plants 
In  Wisconsin  and  Minnesota.  as"rcported 
by  the  United  States  Department  of  Agri- 
ctdtu«  for  the  month.  Such  price  shall 
be  adjusted  to  a  3.5  percent  buttcrfat 
baste  by  the  butterfat  differential  pursu- 
ant to  I  1030.82.  The  basic  formula 
price  Shan  be  roimded  to  the  nearest  full 
cent. 


I  1030.52      [  Amendment  1 

2.  In?  1030.52  (a)  and  (b)  change  the 
phrase  "the  basic  formula  price  plus"  to 
"the  basic  formula  price  for  the  preced- 
ing delivery  period  plus". 

3.  Replace  i  1030.52(c)  with  the 
following: 

<c)  Class    III    mWc.    The    price    per 
hundredweight  for  Class  m  milk  shall 
be  the  basic  formula  price. 
Order '  Amending  the  Order  Regulating 

the  Handling  of  MiUc  in  the  South 

Bend-La  Porte-Elkhart.  Indiana.  Mar- 

ketingArea 
%  1031.0      Findings  and  determinations. 

The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 

'  Thia  order  shall  not  become  effective  un- 
less and  until  the  requirement*  of  1  900  14 
of  the  rules  o«  practice  and  procedure  goT- 
ernlng  proceedings  to  formulate  marketing 
•CreemenU  and  marketing  orders  have  been 
met. 


PROPOSED  RULE  MAKING 

In  addition  to  the  findings  and  deter- 
minations previously  made  in  connec- 
tion with  the  Issuance  of  the  aforesaid 
order    and    of    the    previously    Issued 
amendments  thereto;    and   all   of   said 
previous    findings    and    determinations 
are  hereby  ratified  and  afBrmed.  except 
insofar  as  such  findings  and  determina- 
tions may  be  in  conflict  with  the  find- 
ings and  determinations  set  forth  herein. 
(a)    Findings   upon   the   basis   of   the 
hearing  record.    Pursuant  to  the  provi- 
sions   of    the    Agricultural    Marketing 
Agreement  Act  of  1937.  as  amended  (7 
U£.C.  801  et  seq  ).  and  the  applicable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree  - 
ments  and  marketing  orders  (7  CFR  Part 
900 ) .  a  public  hearing  was  held  upon  cer- 
tain proposed  amendments  to  the  tenta- 
tive marketing    agreement   and   to   the 
order  regulating  the  handling  of  milk  in 
the  South  Bend-La  Porte -Elkhart.  Indi- 
ana,  marketing   area.    Upon   the  basis 
of  the  evidence  introduced  at  such  hear- 
ing and  the  record  thereof,  it  is  found 

^*'-  ^  ^^ 

( 1 )  The  said  order  as  hereby  amended. 

and  all  of  the  terms  and  conditions 
thereof,  will  tend  to  effectuate  the  de- 
clared policy  of  the  Act: 

(2)  The  parity  prices  of  milk,  as  deter- 
mined pursuant  to  section  2  of  the  Act. 
are  not  reasonable  in  view  of  the  price 
of  feeds,  available  supplies  of  feeds,  and 
other  economic  condition*  whlfih  affect 
market  supply  and  demand  for  milk  In 
tiie  ssdd  marketing  area,  and  the  mini- 
mum prices  specified  in  the  order  as 
hereby  amended,  are  such  prices  as  will 
reflect  the  aforesaid  factors,  insure  a 
sufficient  quantity  of  pure  and  whole- 
some milk,  and  be  In  the  pubUc  Interest ; 
and 

( 3 )  The  said  order  as  hereby  amend- 
ed, regulates  the  handling  of  milk  in 
the  same  manner  as.  and  Is  applicable 
only  to  persons  In  the  respective  classes 
of  Industrial  or  commercial  activity 
specified  In.  a  marketing  agreement  upon 
which  a  hearing  has  been  held. 

Order  relative  to  handling.  It  is 
therefore  ordered,  that  on  and  after 
the  effective  date  hereof,  the  handling  of 
milk  in  the  South  Bend-La  Porte-Elk- 
hart, Indiana,  marketing  area  shall  be 
In  conformity  to  and  In  compliance  with 
the  terms  and  conditions  of  the  aforesaid 
order,  as  hereby  amended,  and  the  afore- 
said order  Is  hereby  amended  as  follows: 

1.  Delete  8  1031.51  and  substitute 
therefor  the    following: 


mula  price  shall  be  rounded  to  t^  ^^^ 
est  full  cent. 

§  1031.53       [Amendment] 

2.  In  S  1031.53  Immediately  atUr  Iti 
words  "basic  formula  price"  lOMrt  *!■ 
tiie  preceding  month". 

§  1031.54      [Amendment] 

3.  Delete    §  1031.54(a)    and 
therefor  the  following: 

(a)  The  average  of  the  basic  or  liM 
prices  reported  to  have  been  paid.  «c  t» 
be  paid,  per  hundredweight  for  wtk  i( 
35  percent  butterfat  content  __ 
from  farmers  during  the  monUl  ttk 
following  plants  or  places  for 
prices  have  been  reported  to  tha 
administrator  or  to  the 

Present  Operator  and  LotMtkm 

Borden  Co..  New  Lcndon.  Wis. 
CarnaUon  Co  .  Richland  Center.  Wis. 
Pet  Milk  Co..  Belleville.  Wis. 
Pet  Milk  Co..  Coopersvllle,  IClch. 
Pet  Milk  Co  .  New  Olarus.  WU. 
Pet  Milk  Co  .  Wayland.  Mich. 
White  House  Milk  Co..  Manitowoc.  Wl 
White  House  Milk  Co..  West  Bend.  W 


§  1031.51      Basic    formula    price. 

The  basic  formula  price  shall  be  the 
average    price    per    hundredweight    for 
manufacturing  grade  milk.  fob.  plants 
in  Wisconsin  and  Minnesota,  as  reported 
by  the  United  States  Department  of  Ag- 
riculture for  the  month.   Such  price  shall 
be  adjusted  to  a  3.5  percent  butterfat 
basis  by  a  butterfat  differential  rounded 
to  the  nearest  one-tenth  cent  computed 
at  0  12  times  the  simple  average  of  the 
daily  wholesale  selling  prices  (using  the 
midpoint  of  any  price  range  as  one  price) 
of  Orade  A    (92-score>    bulk  creamery 
butter  per  pound  at  Chicago,  as  reported 
by  the  United  States  Department  of  Ag- 
riculture for  the  month.    The  basic  for- 


§  1031.55      [Amendment] 

4.  In  S  1031.55  change  "1 1031Jl(a»* 

to  *5  1031.54(a)." 

Order '  Amending  the  Order 
the  Handling  of  MUk  in  the 
Cincinnati  Marketing  Area 

§'l 033.0      Findings  and  det« 

The  findings  and  determlnatiaM 
inaf ter  set  forth  are  suppltmtntf  md 
in  addition  to  the  findings  and  ' 
minations  previously  made  In 
with  the  Issuance  of  the  aforettki 
and  of  the  previously  Issued 
ments  thereto:  and  all  of  said- 
findings  and  determinations  an 
ratified  and  affirmed,  except  m 
such  flndirigs  and  determinattaM  Mr 
be  in  conflict  with  the  flndlnp  AM 
determinations   set  forth  herein. 

(a)  Findings  upon  the  basts  Of  Ut 
hearing  record.  Pursuant  to  thi 
visions  of  the  Agricultural 
Agreement  Act  of  1937.  as 
U.S.C.  601  et  seq).  and  the 
rules  of  practice  and  procedure 
Ing  the  formulation  of  marketing 
ments  and  marketing  orders  (7  Ct 
900) .  a  public  hearing  was  held  M/m 
certain  proposed  amendmenU  to  ■■ 
tentative  marketing  agreement  tmm 
the  order  regulating  the  handltaf  fli 
In  the  Greater  Cincinnati  ir^ 
area.  Upon  the  basis  of  the 
introduced  at  such  hearing  um  m 
record  thereof.  It  Is  found  thaf 

( 1 »   The  said  order  as  hereby 
and    all   of   the   terms    and        ..    ^ 
thereof,  will  tend  to  effectuate  «•  ^ 
Glared  policy  of  the  Act; 

( 2 1  The  parity  prices  of  mlll^  M  ^ 
termlned  pursuant  to  section  '  •  JJ 
Act,  are  not  reasonable  in  view  «  y 
price  of  feeds,  available  suppUes^QtWg 
and  other  economic  conditions  wWm«- 
feet  market  supply  and  demand  ftrl» 
in  the  said  marketing  area,  and  tJ*^^ 
imum  prices  specified  in  the  o""' 5 
hereby  amended,  are  such  prices  **W 
reflect  the  aforesaid  factors,  insure  »«• 
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I  fluantity  of  pure  and  wholeaome 
_*  «Sbe  in  the  public  Interest;  and 
■^  •VIM  said  order  as  hereby  amended. 
^2.2rSe  handling  of  milk  In  the 
^STmanner  as.  and  Is  appUcable  only 
•flSnT  in  the  respectlTe  classes  of 
JiffiS^or  commercial  activity  sped- 
■y^  a  marketing   agreement  upon 
JUjiii  hearing  has  been  held. 
*     /^d*r  relative  to  handling.   Itisthere- 
..^TrtUred  That  on  and  after  the  ef- 
Swdate  hereof,  the  handling  of  milk 
J^Oreater  Cincinnati  marketing  area 
SS^be  in  conformity  to  and  In  com- 
!jtaoee  with  the  terms  and  condlUonJs  of 
gr^ioresald  order,  as  hereby  amended, 
3   the    aforesaid    order    Is    hereby 
^Lided  as  follows:  ' 

jDdete     8 1033.50     and     substitute 
tb^r  the  foUowing: 
Mfyy.SA     Basic    formula   price. 

Xiie  basic  formula  price  shall  be  the 
ssMSie  price  per  hundredweight  for 
!S3«eturlng  grade  milk.  f.o.b.  plants 
kiWlaeoDSln  and  Minnesota,  as  reported 
to  the  United  States  Department  of 
^ricttlture  for  the  month.  Such  price 
Sin  be  adjusted  to  a  3.5  percent  butter- 
«  basto  by  a  butterfat  differential 
rnf0AtiA  to  the  nearest  one-tenth  cent 
ggBpoted  at  0.12  times  the  Chicago  but- 
tv  Prtce  for  the  month.  The  basic  for- 
■ala  price  shall  be  rounded  to  the  near- 
Mttull  cent. 

1 1ISS.51      [  Amendment  ] 
1  In  11033.51(a)    change  "$1.30"  to 

11 34" 

1  Delete  S  1033.51(b)  (2)  and  substi- 
Me  therefor  the  foUowing : 

(2)  prom  the  average  of  carlot  prices 
PK  pound  for  nonfat  dry  milk,  spray 
inevH,  for  human  consumption,  f.o.b. 
MBiifacturlng  plants  in  the  Chicago 
ma.  M  published  for  the  period  from 
tiM  Mth  of  the  immediately  preceding 
MOlh  through  the  25th  day  of  the  cxir- 
nnk  month  by  the  United  States  De- 
pHtaent  of  Agriculture,  deduct  5.5  cents 
nd  multiply  the  result  by  8.2. 

1  Delete  S  1033.52(c)    and  substitute 
r the  following: 


(e)  Class  III  milk.  (1)  Multiply  the 
Cbktgo  butter  price  less  5.0  cents  by  120; 

(2)  Subtract  the  amount  computed  by 
MMttttg  6.4  cents  from  the  averagf 
priM  tm  nonfat  dry  mUk.  spray  process, 
imaftied  in  S  1033.51(b)  (2)  and  multi- 
Plr  the  result  by  8.2 ;  and 

(S)  Divide  the  result  by  1000:  Pro- 
•tfad.  That  for  each  of  the  months  of 
a^tflinber  through  February,  the  but- 
iBfH  differential  for  Class  m  mUk  oth^r 
ttaH  that  used  to  produce  butter  shaU  be 
thiame  as  the  butterfat  differential  for 
I  n  mUk  for  such  month. 
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in  additlcm  to  the  findings  and  determl- 
natlooa  mvrioualy  made  in  connection 
with  the  If^i^****^  of  the  aforesaid  order 
and  ot  the  prcfvioudy  issued  amendments 
thereto;  mmI  all  of  said  previous  findings 
and  determinations  are  hereby  ratified 
anri  alBrmed.  except  insofar  as  such  find- 
ings and  detennhiations  may  be  In  con- 
fUct  with  the  findings  and  determina- 
tions set  forth  herein. 

(a)  FiJidings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  pro- 
vlsiona  of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended  (7 
JJS.C.  601  et  seq.),  and  the  applicable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  marketing  orders  (7  CFR  Part 
900).  a  pubUc  hearing  was  held  upon 
certain  proposed  amendments  to  the 
tentative  marketing  agreement  and  to 
the  order  regtilatlng  the  handling  of  milk 
in  the  Dayton-Springfield.  Ohio,  market- 
ing area.  Upon  the  basis  of  the  evidence 
introduced  at  such  hearing  and  the  rec- 
ord thereof,  it  is  found  that: 

( 1 )  The  said  order  as  hereby  amended, 
and  aU  of  the  terms  and  conditions 
thereof,  will  tend  to  effectuate  the  de- 
clared poUcy  of  the  Act; 

(2)  The  parity  prices  of  milk,  as 
determined  pursuant  to  section  2  of  the 
Act,  are  not  reasonable  In  view  of  the 
price  of  feeds,  available  suppUes  of  feeds, 
and  other  economic  conditions  which  af- 
fect market  supply  and  demand  for  milk 
in  the  said  marketing  area,  and  the  mini- 
mum prices  specified  in  the  order  as 
hereby  amended,  are  such  prices  as  wUl 
reflect  the  aforesaid  factors.  Insure  a 
sufficient  quantity  of  pure  and  wholesome 
milk,  and  be  in  the  pubUc  Interest;  and 

(3)  The  said  order  as  hereby  amended, 
regulates  the  handling  of  milk  In  the 
same  manner  as,  and  is  appUcable  only 
to  persons  in  the  respective  classes  of 
imiustrial  or  commercial  activity  speci- 
fied in,  a  marketing  agreement  upon 
which  a  hearing  has  been  held. 

Order  relative  to  handling.  It  is  there- 
fore ordered,  that  on  and  after  the  effec- 
tive date  hereof,  the  handling  of  milk  In 
the  Dayton-Springfield,  Ohio,  marketing 
area  shall  be  in.  conformity  to  and  in 
compliance  with  the  terms  and  condi- 
tions of  the  aforesaid  order,  as  hereby 
amended,  and  the  aforesaid  order  is 
hereby  amended  as  foUows: 

1.  Delete  §  1034.50  and  substitute 
therefor  the  foUowing: 
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Order '  Amending  the  Order  Reoulating 
the  Handling  of  MUk  in  the  Columbus, 
Ohio.  Marketing  Area 


Orisr'  Amending  the  Order  Regulating 
the  Handling  of  Milk  in  the  Dayton- 
SfrtHg field.  Ohio  Marketing  Area 

1 1IS4.0     Findings  and  determinatioiu. 

The  findings  and  determinations  here- 
iBiftar  set  forth  are  supplementary  and 

•Tbti  order  shall  not  tiecome  effective  im- 
ka  Hkd  unUl  the  requlremente  of  I  900.14 
*(  tte  rules  of  practice  and  procedure  gov- 
*—'  proceedings  to  formulate  marketing 
and  marketing  orders  have  been 


§  1034.50     Basic  formula  price. 

The  basic  formula  price  shaU  be  the 
average  price  per  hundredweight  for 
manufacturing  grade  milk,  f.o.b.  plants 
In  Wisconsin  and  Minnesota,  as  reported 
by  the  United  States  Department  of 
Agriculture  for  the  month.  Such  price 
shaU  be  adjusted  to  a  3.5  percent  butter- 
fat baals  by  a  butterfat  differential 
rounded  to  the  nearest  one-tenth  cent 
computed  at  0.12  times  the  Chicago  but- 
ter price  for  the  month.  The  basic  for- 
mula iMTice  shaU  be  roimded  to  the  near- 
est full  cent. 
§  1034.51      [Amendment] 

2.  In  S  1034.51(a)    change  "$1.20"  to 
"$1.24". 


§  1035.0     Findings  and 

The  findings  and  determinatiooa  here- 
inafter set  forth  are  supplementary  and 
in  addition  to  the  findings  and, deter- 
minations previously  made  in  connection 
with  the  Issuance  of  the  aforesaid  order 
and  of  the  prevloudy  issued  amendmenta 
thereto;  and  aU  of  said  previous  find- 
ings and  determinations  are  hereby  rati- 
fied and  affirmed,  except  insofar  as  au^ 
findings  and  determinations  may  be  in 
conflict  with  the  flndlngs  and  determlna- 
tlons  set  forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.    Pursuant  to  the  provi- 
sions   of    the    Agricultiiral    Maiiceting 
Agreement  Act  of  1937,  as  amended  (7 
U.S.C.  601  et  seq.),  and  the  appUcable 
rules  of  practice  and  procedure  govern- 
ing the  formulaticm  of  marketing  agree- 
ments  and  marketing  orders  (7  CPR  Part 
900),  a  pubUc  hearing  was  hdd  upon 
certain   proposed    amendments   to   the 
tentative  marketing  agreonent  and  to 
the  order  regulating  the  handling  of  milk 
in  the  Columbus,  Ohio,  marketing  area. 
Upon  the  basis  of  the  evidence  intro- 
duced at  such  hearing  and  the  record 
thereof,  it  is  found  that: 

(1)  The  said  order  as  hereby  amended, 
and  aU  of  the  terms  and  conditions 
thereof,  wiU  tend  to  effec^iate  the  de- 
clared poUcy  of  the  Act; 

(2)  The  parity  pricM  of  milk,  as  de- 
termined pursuant  to  section  2  of  the  Act, 
are  not  reasonable  in  view  of  the  price 
of  feeds,  available  suppUes  of  feeds,  and 
other  economic  conditions  which  affect 
market  supply  and  demand  for  milk  In 
the  said  marketing  area,  and  the  mini-. 
mxmi  prices  specifled  in  the  order  aa 
hereby  amended,  are  such  prices  aa  ylll 
reflect  the  aforesaid  factors,  insure, a 
sufficient  quantity  of  pure  and  whole- 
some milk,  and  be  in  the  pubUc  interest; 
and 

( 3 )  The  said  order  as  hereby  amended. 
regulates  the  handling  of  milk  in  the 
same  manner  as.  and  is  appUcftble  only 
to  persons  In  the  respective  classes  of 
industrial  or  commercial  activity  speci- 
fied In,  a  marketing  agre^naat  upon 
which  a  hearing  has  been  held. 

Order  relative  to  handling.  It  is 
therefore  ordered,  that  on  and  after  the 
effective  date  hereof,  the  handling  of 
milk  in  the  Columbus.  Ohio,  marketing 
area  shaU  be  In  conformity  to  and  in 
compUance  with  the  term4  and  condi- 
tions of  the  aforesaid  order,  as  her^y 
amended,  and  the  aforesaid  order  is 
hereby  amended  as  foUows: 

1.  Delete  S  1035.50  and  substitute 
therefor  the  foUowing: 


§  1035.50      Basic   formula  prices. 

(a)  The  basic  formula  price  for  Class  I 
miUc  shall  be  the  average  price  per  hun- 
dredweight for  manufacturing  grade 
miUc.  f.o.b.  plants  in  Wisconsin  and  Mln^ 
nesota.  as  reported  by  the  United  States 
Department  of  Agriculture  for  the 
month.  Such  price  shaU  be  adjusted  to 
a  3.5  percent  butterfat  basis  by  a  butter- 
fat differential  rounded  to  the  nearest 
one-tenth  cent  computed  at  0.12  times 
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the  Chlcaffo  butter  price  for  the  month. 
The  basic  formula  price  shall  be  rounded 
to  the  nearest  fxill  cent. 

(b)  The  basic  formula  price  for  Class 
n  and  Class  m  milk  shall  be  the  higher 
of  the  prices  as  computed  to  the  nearest 
one-tenth  of  a  cent  by  the  market  ad- 
ministrator purstiant  to  subparagraphs 
(1)  and  (2)  of  this  paragraph: 

(1)  The  arithmetical  average  of  the 
basic  (or  field)  prices  per  hundredweight 
reported  to  have  been  paid,  or  to  be 
paid,  for  milk  of  3.5  percent  butterfat 
content  received  from  farmers  during 
the  month  at  the  following  places  for 
which  prices  are  reported  to  the  mar- 
ket administrator  or  to  the  Department 
by  the  companies  listed  below : 

Company  and  Location 

Bordan  Co.,  New  London.  Wla. 
Carnation  Co..  Richland  Center.  WU. 
Pet  UUk  Co..  BellevlUe.  WLb. 
Pet  Milk  Co..  CoopersvtUe.  Mich. 
Pet  Ifllk  Co..  New  Olanis.  Wis. 
Pet  MUk  Co..  Wayland.  Mich. 
Wblte  House  Milk  Co..  Manitowoc.  WU. 
White  Houae  MUk  Co..  West  Bend.  Wis. 

(2)  The  price  per  hundredweight 
computed  by  adding  together  the  plus 
amounts  calculated  pursuant  to  sub- 
divisions (1)  and  (ii)  of  this  sub- 
paragraph: 

(1)  Prom  the  Chicago  butter  price. 
subtract  3.5  cents,  and  multiply  the  dif- 
ference by  4.2 ;  and 

(ii)  Prom  the  nonfat  dry  milk  price. 
subtract  4  cents  and  multiply  the  differ- 
ence by  8.2. 
i    1035.51      [Amendment] 

2.  In  5  1035.51(a)  change  the  phrase 
"basic  formula  price  for  the  preceding 
month,  plus  $1.10"  to  "basic  formula 
price  computed  pursuant  to  S  1035.50  )a> 
for  the  preceding  month,  plus  $1.11". 

3.  In  5 1035.51  (b)  and  (c)  change  the 
phrase  "basic  formula  price"  to  "basic 
formula  price  determined  pursuant  to 
i  1035.50(b)". 

4.  In  5  1035.51(d)  change  the  reference 
"8  1035.50(b)  '(1)  and  (2)"  to  "5  1035.50 
(b)(2)  (1)  and  (U)". 

Order  ^  Amending  the  Order  Regulating 
the  Handling  of  Milk  in  the  North- 
*     eastern  Ohio  Marketing  Area 

§  1036.0     Findings  and  determinalionA. 

The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 
In  addition  to  the  findings  and  deter- 
minations previously  made  in  connection 
with  the  issuance  of  the  aforesaid  order 
and  of  the  previously  issued  amendments 
thereto:  and  all  of  said  previous  findings 
and  determinations  are  hereby  ratified 
and  affirmed,  except  insofar  as  such  find- 
ings and  determinations  may  be  in  con- 
flict with  the  findings  and  determina- 
tions set  forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  pro- 
visions of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended  (7 
\JS.C.  801  et  seq.).  and  the  applicable 


'This  order  shall  not  become  effective  un- 
less and  until  the  requirements  of  5  900  14 
of  the  rules  of  practice  and  procedure  gov- 
erning proceedings  to  formulate  marketing 
agreements  and  marketing  orders  have  been 
met. 
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rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  marketing  orders  (7  CFR  Part 
900 ) .  a  public  hearing  was  held  upon  cer- 
tain proposed  amendments  to  the  tenta- 
tive marketing  agreement  and  to  the 
order  regulating  the  handling  of  milk 
in  the  Northeastern  Ohio  marketing  area. 
Upon  the  basis  of  the  evidence  intro- 
duced at  such  hearing  and  the  record 
thereof,  it  is  found  that: 

<  1 )  The  said  order  as  hereby  amend- 
ed, and  all  of  the  terms  and  conditions 
thereof,  will  tend  to  effectuate  the  de- 
clared policy  of  the  Act; 

(2)  The  parity  prices  of  milk,  as  de- 
termined pursuant  to  section  2  of  the 
Act,  are  not  reasonable  In  view  of  the 
price  of  feeds,  available  supplies  of 
feeds,  and  other  economic  conditions 
which  affect  market  supply  and  demand 
for  milk  in  the  said  marketing  area,  and 
the  minimum  prices  specified  in  the 
order  sis  hereby  amended,  are  such 
prices  as  will  refiect  the  aforesaid  fac- 
tors, insure  a  sufficient  quantity  of  pure 
and  wholesome  milk,  and  be  In  the  pub- 
lic interest;  and 

f3)  The  said  order  as  hereby  amend- 
ed, regulates  the  handling  of  milk  In 
the  same  manner  as,  and  is  applicable 
only  to  persons  in  the  respective  classes 
of  industrial  or  commercial  activity 
specified  in,  a  marketing  agreement 
upon  which  a  hearing  has  been  held. 

Order  relative  to  handling.  It  is 
therefore  ordered,  that  on  and  after  the 
effective  date  hereof,  the  handling  of 
milk  in  the  Northeastern  Ohio  market- 
ing area  shall  be  in  conformity  to  and 
in  compliance  with  the  terms  and  con- 
ditions of  the  aforesaid  order,  as  hereby 
amended,  and  the  aforesaid  order  is 
hereby  amended  as  follows: 

1.  E>elete  i  1036.50  and  substitute 
therefor  the  following : 

§  1036.S0      Ba><ir    formula    prirr. 

The  basic  formula  price  shall  be  the 
average  price  per  hundredweight  for 
manufacturing  grade  milk,  fob.  plants 
in  Wisconsin  and  Minnesota,  as  reported 
by  the  United  States  Department  of  Agri- 
culture for  the  month.  Such  price  shall 
be  adjusted  to  a  3  5  percent  butterfat 
basis  by  a  butterfat  differential  rounded 
to  the  nearest  one-tenth  cent  computed 
at  0.12  times  the  simple  average  of  the 
daily  wholesale  selling  prices  (using  the 
midpoint  of  any  price  range  as  one  price) 
of  Grade  A  (92-score>  bulk  creamery 
butter  per  pound  at  Chicatio,  as  reported 
by  the  United  States  Department  of  Agri- 
culture for  the  month.  The  basic  for- 
mula price  shall  be  rounded  to  the 
nearest  full  cent. 

2.  Delete   §  1036.52   and   §  1036  53   and 

substitute  therefor  the  following: 

§  1036.52      ClasM  II  milk  prirr<». 

The  minimum  price  per  hundredweight 
to  be  paid  by  each  handler,  f.o.b.  his 
plant,  for  producer  milk  of  3  5  percent 
butterfat  content  received  from  pro- 
ducers or  from  a  cooperative  association 
durini^  the  month,  which  is  classified  as 
Class  II  utilization,  shall  be  the  higher 
of  the  prices  per  hundredweight  of  milk 
of  3  5  percent  butterfat  content  com- 
puted by  the  market  administrator  pur- 
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suant  to  paragraphs  (a)  and  (b)  flf 
section,  plus  30  cents. 

(a)   The  average  of  the  bwie  («r 
prices  ascertained  to  have  been  iMti» 
hundredweight  for  milk  of  SJ  pn^S 
butterfat  content  received  from  ft 
during  the  month  at  the  followli^ 
or  places  for  which  prices  have  baiM  l». 
ported  to  the  market  admlnlstratv  % 
the  Department  of  Agriculture  Or  ^  £  ^ 
companies  indicated  below: 

Company  and  Location 

Borden  Co  .  New  London,  Wis. 
Carnation  Co  .  Richland  Center,  Wk. 
Pet  MUk  Co  .  Belleville,  WU. 
Pet  Milk  Co  ,  Coopersvllle,  Uleh. 
Pet  Milk  Co.,  New  Olarus,  WU. 
Pet  MUk  Co  ,  Wayland.  Mich. 
White  House  MUk  Co.,  Manitowoc.  Vhi 
White  Mouse  Milk  Co.,  West  B«d4.  ' 


(b>-  The  price  per  himdntfiii|g|| 
computed  by  adding  together  the  bIh 
amounts  pursuant  to  subparagripla  (1) 
and  '2>  of  this  paragraph: 

1 1 )  From  the  average  of  the  4[% 
wholesale  selling  prices  per  pound  (iMbi 
the  midpoint  of  any  price  range  ■■  m» 
price)  of  Grade  A  (92-acore)  Mk 
creamery  butter  for  the  month  m  !•■ 
ported  by  the  Department  of  Agrlei " 
for  the  Chicago  market,  subtraet|< 
add  20  percent  of  the  resulting  mm 
and  then  multiply  by  3.5;  and 

(2)  Prom  the  simple  average  ef 
weighted  averages  of  the  cartot 
per  pound  of  spray  and  roller 
nonfat  dry  milk  solids  for  human 
sumption,  f.o.b.  manufacturing  idMlik 
the  Chicago  area,  as  published  lot  ttl 
period  from  the  26th  day  of  the  ta* 
mediately  preceding  month  throotfl  ttM 
25th  day  of  the  current  month  by  Ihi 
Department  of  Agriculture,  dednek  U 
cents,  multiply  by  8.5  and  then 
by  0.965. 

§  1036.53      Class  III   milk  priei 


The    minimum    price    per 
weight  to  be  paid  by  each  handtar.  tMk. 
his  plant,  for  producer  milk  of  IJl#' 

cent  butterfat  content  recetted  Inm 
producers  or  from  a  cooperative  •■*• 
elation  during  the  month,  whtBh  It 
classified  as  Class  HI  utilization, 
be  the  basic  formula  price,  a 
pursuant  to  S  1036.50.  but  In  no 
shall  the  Class  III  price  exceed  the : 
computed  pursuant  to  S  103fl.52(h) 
10  cents. 


Order-  Amending  the  Order 

the  handling  of  Milk  in  the  jtffiwn- 

kee.  Wisconsin,  Marketing  AreM 

§  1039.0      Findings  and  delernuMlkaa 


The  findings  and  determinatlone : 
inafter  set  forth  are  supplementarr 
in  addition  to  the  findings  and  * 
minations  previously  made  In  conm^^ 
tion  with  the  issuance  of  the  afowM 
order  and  of  the  previously  tallllj 
amendments  thereto;  and  aU  of  ■" 
previous  findings  and  determinatlOMe  y 
hereby  ratified  and  affirmed,  excytja* 
sofar  as  such  findings  and  ditlliw 
nations  may  be  in  conflict  wiU»  thelBij' 
Ings  and  determinations  set  W» 
herein. 

ia>  Findings  upon  the  boMit  of  «>* 
hearing  record.  Pursuant  to  the  I*J^ 
sions    of    the    Agricultural    MarkettBf 


>  Act  of  1937,  as  amended  (7 

fSfSfet  seq.).  and  the  applicable 
'**^rM»cticc  and  procedure  govem- 
'^Jiifolmulation  of  marketing  a»re^ 
1*2* JSd  marketing  orders  (7  CFR 
■*?dM)  a  public  hearing  was  held 
tff*  -^Illin  proposed  amendments  to 
f^Jtatlve  marketing  agreement  and 
?t£^r^*ti"«  the  handling  of 
*"J?!n  toe  MUwaukee.  Wisconsin,  mar- 
•SLfartl  upon  the  basis  of  the  evl- 
**^taSoduced  at  such  hearing  and 


*f!LSd  thereof,  it  Is  found  that: 
/I  VThe  said  order  as  hereby  amended, 
ji  »n  of  the  terms  and  conditions 
J*Jf,  will  tend  to  effectuate  the  de- 
2I«ir nolicy  of  the  Act; 
•"oT  The  parity  prices  of  milk  as  deter- 
-h^  Dursuant  to  section  2  of  the  Act. 
Tl\Mt  reasonable  in  view  of  the  price 
IfiS.  avaUable  supplies  of  feeds,  and 
■STIoonomic  conditions  which  affect 
JSjTwPPly  and  demand  for  milk  In 
STiSil  marketing  area,  and  the  mlnl- 
Jl^ces  specified  In  the  order  as 
S«*T»mended.  are  such  prices  as  will 
Srt  the  aforesaid  factors,  insure  a 
^iigDt  Quantity  of  pure  and  whole- 
.  milk,  and  be  in  the  public  interest; 


li)  The  said  order  as  hereby  amended, 
Jalfttei  the  handling  of  milk  in  the 
JJTiinner  as.  and  is  appUcable  only 
^na^oDt  In  the  respective  classes  of 
j^Srlal  or  commercial  activity  speci- 
lid  in,  a  marketing  agreement  upon 
flileh  a  bearing  has  been  held. 

Orier  relative  to  handling.  It  is  there- 
tan  odered.  that  on  and  after  the  effec- 
ttn  date  hereof,  the  handling  of  milk  hi 
tlie  Milwaukee.  Wisconsin,  marketing 
riiall  be  In  conformity  to  and  in 
lUance  with  the  terms  and  condl- 
I  of  the  aforesaid  order,  as  hereby 
and  the  aforesaid  order  is 
_„^  amended  as  follows: 
1.  Delete  S  1039.50  and  substitute 
tberefor  the  following : 

IMS9J9     Basic  formula  price. 

The  basic  formula  price  shall  be  the 
ivenge  price  for  hundredweight  for 
mmfaeturing  grade  milk,  f.o.b.  plants 
InWtaoonsln  and  Minnesota,  as  reported 
br  the  United  States  Department  of  Agri- 
euttore  for  the  month.  Such  price  shall 
be  adjusted  to  a  3.5  percent  butterfat 
bub  by  the  butterfat  differential  pur- 
naat  to  i  1039.81  and  rounded  to  the 
nearest  full  cent. 

I  In  8 1039.51  (a)  and  (b)  change  the 
pbraae  "basic  formula  price"  to  "basic 
temola  price  for  the  preceding  month". 

S.  Delete  S  1039.51(c)  and  substitute 
therefor  the  following: 

(c)  CloM  7/7  milk.  The  price  for 
ClSH  m  milk  shall  be  the  average  of  the 
prices  per  hundredweight  reported  to 
hafe  been  paid,  or  to  be  paid,  for  mUk 
of  3.5  percent  butterfat  content  received 
tna  farmers  during  the  month  at  the 
foDovlng  plants  or  places  for  which 
prices  have  been  reported  to  the  U.S J3A. 
or  to  the  market  administrator. 

Prewent  Operator  and  Location 

■orten  Co.,  New  London,  Wis. 
Ounatton  Co..  Richland  Center.  Wis. 
VM  ICllk  Co.,  Coopersvllle,  Mich. 


FEDERAL  REGISTER 

Pet  Milk  Oc  BeUevlUe,  WU. 
Pet  Billk  Oo.,  New  Olarus,  Wis. 
Fttt  mik  Oc  Wayland,  Iflch. 
Whit*  House  Co.,  Manitowoc,  Wis. 
White  Boas*  Co..  West  Bend.  Wis. 

Provided.  That  when  the  price  for 
Class  IV  milk  for  the  month  is  higher 
than  the  price  computed  pursuant  to 
this  paragraph,  the  price  for  Class  in(a) 
piiiir  shall  be  the  latter  price  and  the 
price  for  all  other  Class  m  milk  shall 
be  the  price  for  Class  IV  milk. 

4.  Delete  S  1039.51(d)  and  substitute 
therefor  the  following: 

(d)  CUu$  TV  milk.  The  price  for 
Class  IV  milk  shall  be  the  price  per 
hundredweight  computed  from  the  fol- 
lowing formula: 

(1)  Multiply  by  4.24  the  simple  aver- 
age as  computed  by  the  market  adminis- 
trator of  the  dally  wholesale  selling 
prices  (using  the  midpoint  of  any  price 
range  as  one  price)  for  Grade  AA  (93- 
score)  bulk  creamery  butter  per  pound 
at  Chicago,  as  reported  by  the  U.S.D.A. 
during  the  month:  Provided,  That  If  no 
price  is  reported  for  Grade  AA  (93-score) 
butter,  the  highest  of  the  Grade  A  (92- 
score)  butter  prices  for  that  day  shall 
be  used  to  lieu  of  the  price  for  Grade  AA 
(93-8core)  butter; 

(2)  Multiply  by  8.2  the  weighted  aver- 
age of  carlot  prices  per  pound  of  spray 
process  nonfat  dry  milk  solids,  for 
human  consumption,  f.o.b.  manufac- 
turing plants  in  the  Chicago  area,  as 
published  for  the  period  from  the  26th 
day  of  the  Immediately  preceding  month 
through  the  25th  day  of  the  current 
month  by  the  UJ3X).A. ;  and 

(3)  From  the  smn  of  the  results 
arrived  at  under  subparagraphs  (1)  and 
(2)  of  this  paragraph  subtract  75.2  cents. 

Order  *  Amending  the  Order  Regulating 
the  Handling  of  Milk  in  the  Southern 
Michigan  Marketing  Area 

§  1040.0     Findings  and  determinations. 


The  findings  and  determinations  here 
Inafter  set  forth  are  supplementary  and 
in  addition  to  the  findings  and  determi- 
nations previously  made  In  connection 
with  the  issuance  of  the  aforesaid  order 
and  of  the  previously  issued  amendments 
thereto;  and  all  of  said  previous  findings 
and  determinations  are  hereby  ratified 
and  affirmed,  except  Insofar  as  such  find- 
ings and  determinations  may  be  in  con- 
flict with  the  findings  and  determina- 
tions set  forth  herein. 

(a)  Findings  upon  the  basis  of  the 
fuming  record.  Pursuant  to  the  pro- 
visions of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended  (7 
UJ8.C.  601  et  seq.),  and  the  applicable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  marketing  orders  (7  CFR  Part 
900).  a  public  hearing  wm  held  upon 
certain  proposed  amendments  to  the 
tentative  marketing  agreement  and  to 
the  order  regulating  the  handling  of  milk 
In  the  Southern  Michigan  marketing 
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area.  Upon  the  basis  of  the  evidence 
introduced  at  such  nearing  and  the  rec- 
ord thereof,  it  is  found  that: 

(1)  The  said  order  as  hereby  amended, 
and  all  ^pf  the  terms  and  eonditlons 
thereof,  will  tend  to  effectuate  the  de- 
clared policy  of  the  Act; 

(2)  The  parity  prices  of  milk,  as  de- 
termined pursuant  to  section  2  of  the 
Act,  are  not  reasonaWe  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds. 
and  other  economic  conditions  which 
affect  market  supp^  and  demand  for 
milk  in  the  said  marketing  area,  and  the 
TTiiniTwiim  prices  specified  in  the  order  as 
hereby  amended,  are  such  prices  as  will 
reflect  the  afofesald  factors,  hisure  a 
sufficient  quantity  of  pure  and  whole- 
some milk,  and  be  in  the  public  interest; 
and 

(3)  The  said  order  as  herdjy 
amended,  regulates  the  handling  of  milk 
in  the  sdme  manner  as,  and  is  am>Ilcahle 
only  to  persons  in  the  respective  classes 
of  industrial  or  commercial  activity 
specified  in,  a  marketing  agreement 
upon  which  a  hearing  has  been  held. 

Order  relative  to  JumdUng.  It  Is 
therefore  ordered,  that  on  and  after  the 
effective  date  hereof,  the  handling  of 
milk  in  the  Southern  Michigan  market- 
ing area  shall  be  in  conformity  to  and 
in  compliance  with  the  terms  and  ooodi- 
tlons  of  the  aforesaid  order,  as  hereby 
amended,  and  the  aforesaid  <»der  is 
hereby  amended  as  follows: 

1.  Delete  S  1040.50  and  mibstitute 
therefor  the  following: 

§  1040.50     Basic  formnla  priee. 

The  basic  formula  price  shall  be  the 
average   price   per   hundredweight   for 
manufacturing  grade  milk,  f.o.b.  plants 
in  Wisconsin  and  Minnesota,  as  rqxnted 
by   the   United   States   Department  of 
Agriculture  for  the  month.    Such  price 
shall  be  adjusted  to  a  3.5  percent  butter- 
fat  basis    by   a   butterfat   differential 
rounded  to  the  nearest  one-tenth  coit 
computed  at  0.12  times  ttie  simple  av^- 
age  of  the  daily  wholesale  selUng  prices 
(using  the  midpoint  of  any  price  range 
as  one  price)  of  Grade  A  (92-score)  bulk 
creamery  butter  per  pound  at  Chicago, 
as  reported  by  the  United  States  De- 
partment of  Agriculture  for  the  month. 
The  basic  formula  price  shall  be  rounded 
to  the  nearest  full  cent. 

2.  Delete     S  1040.52    and    substitute 
therefor  the  following: 


*ThU  Ciller  shaU  not  become  effective  un- 
leH  ftw*  until  the  requirements  of  S  900.14 
of  the  rulee  of  practice  and  procedures  gov- 
erning proceedings  to  formulate  marketing 
•greementa  and  marketing  orders  have  been 
met. 


§  1040.52     Class  II  milk  price. 

The  T"<niTniim  price  per  hundred- 
weight to  be  paid  by  each  handle,  f  Ah. 
his  plant,  for  milk  of  3.5  percent  butter- 
fat content  received  from  producers  or 
from  a  cooperative  association  during 
the  month  which  Is  classified  as  Class 
n  utilization  shall  be  as  follows: 

ea)  In  the  months  of  February  through 
September  the  higher  of : 

(1)  The  average  of  the  prices  per  hun- 
dredweight reported  to  have  been  paid, 
or  to  be  paid,  for  milk  of  3.5  percent 
butterfat  content  received  from  farmers 
during  the  month  at  the  following  plants. 
except  any  which  meet  the  qualification 
of  §  1040.16,  for  which  prices  have  been 
reported  to  the  market  administrator: 


Ro.so- 
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Preaent  Operator  and  Location 

Borden  Co.,  lit.  Pleasant.  Mich. 
Carnation  Co..  Sbeiidan.  Mich. 
Carnation  Co.,  Sparta.  Mich. 
Fairmont  Foods  Co..  Bad  Axe.  Mich. 
Kraft  Foods,  Clare.  Mich. 
KraTt  Foods.  Plnconnlng.  Mich. 
Nestle  Co.,  Ubly.  Mich. 


or 

1 2)  The  price  per  hundredweight  com- 
puted by  subtracting  18.3  cents  from  the 
sum  of  the  plus  amounts  computed  pur- 
suant to  subdivisions  ( i  >  and  ( U  >  of  this 
subparagraph : 

(i)  Prom  the  average  of  the  daily 
wholesale  selling  prices  per  pound  ( using 
the  midpoint  of  any  price  range  as  one 
price)  of  Grade  A  (92 -score)  bulk 
creamery  butter  for  the  month  as  re- 
ported by  the  Department  of  Agriculture 
for  the  Chicago  market,  subtract  three 
cents,  add  20  percent  of  the  resulting 
amoimt  and  then  multiply  by  3.5:  and 

(ii)  From  the  simple  average  of  the 
weighted  averages  of  the  carlot  prices 
per  pound  of  spray  and  roller  process 
nonfat  dry  milk  solids  for  human  con- 
sumption, f .o.b.  manufacturing  plants  in 
the  Chicago  area,  as  published  for  the 
period  from  the  ^6th  day  of  the  immedi- 
ately preceding  month  through  the  25th 
day  of  the  current  month  by  the  Depart- 
ment of  Agriculture,  deduct  5.5  cents. 
multiply  by  8.2 ;  and 

(b)  In  the  months  of  October.  Novem- 
ber, December  and  January,  add  20  cents 
per  hundredweight  to  the  price  deter- 
mined pursuant  to  paragraph  (a>  of  this 
section. 

Order*  Amending  the  Order  Regulating 
the  Handling  of  Milk  in  the  Toledo. 
Ohio.  Marketing  Area 

§  1041.0     Findings  and  determinations. 

The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 
in  addition  to  the  findings  and  deter- 
minations previously  made  in  connec- 
tion with  the  issuance  of  the  aforesaid 
order  and  of  the  previously  issued 
amendments  thereto:  and  all  of  said 
previous  findings  and  determinations  are 
hereby  ratified  and  affirmed,  except  In- 
flofar  as  auch  findings  and  determlna- 
ttona  may  be  in  conflict  with  the  findings 
and  determinations  set  forth  herein. 

(a)  Findings  upon  the  basis  of  the 
tiearing  record.  Pursuant  to  the  pro- 
viaiona  of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended  (7 
n.S.C.  601  et  seq.),  and  the  applicable 
rales  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree  - 
ments  and  marketing  orders  (7  CFR  Part 
900).  a  public  hearing  was  held  upon 
certain  proposed  amendments  to  the 
tentative  marketing  agreement  and  to 
the  order  regulating  the  handling  of  milk 
In  the  Toledo.  Ohio,  marketing  area. 
■Upon  the  basis  of  the  evidence  intro- 
duced at  such  hearing  and  the  record 
thereof.  It  Is  found  that: 

( 1 )  The  said  order  as  hereby  amended, 
and   all  of  the   terms   and  conditions 
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thereof,  will  tend  to  effectuate  the  de- 
clared policy  of  the  Act: 

(2 1  The  parity  prices  of  milk,  as  de- 
termined pursuant  to  section  2  of  the 
Act,  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which 
affect  market  supply  and  demand  for 
milk  in  the  said  marketing  area,  and 
the  minimum  prices  specified  in  the  or- 
der as  hereby  amended,  are  such  prices 
as  will  reflect  the  aforesaid  factors,  in- 
sure a  sufficient  quantity  of  pure  and 
wholesome  milk,  and  be  in  the  public 
interest:  and 

1 3  >  The  said  order  as  hereby  amended. 
re!:;ulates  the  handlins  of  milk  in  the 
.same  manner  as.  and  is  applicable  only 
to  persons  in  the  respective  classes  of 
industrial  cr  commercial  activity  speci- 
fied, in.  a  marketing  agreement  upon 
which  a  hearing  has  been  held. 

Order  relative  to  handl  ng.  It  is  there- 
fore ordered,  that  on  and  after  the  ef- 
fective date  hereof,  the  handling  of  milk 
In  the  Toledo.  Ohio,  marketing  area 
shall  be  in  conformity  to  and  In  com- 
pliance with  the  terms  and  conditions  of 
the  aforesaid  order,  as  hereby  amended, 
and  the  aforesaid  order  is  hereby 
amended  as  follows: 


computation  the  arithmetical 
of  the  carlot  prices  thereof  d 
Chicago.  Illinois,  as  published  ., 
such  agency  during  the  mooth' 
the  latter  event  the  figwe  "7.5"' 
substituted  for  "5.5"  in  tha 
formula. 


2.  Delete     §  1041.51     and 
therefor  the  following : 

§  lOtl.Sl      UuM«-    formula 


>  This  order  shaU  not  become  effective  un- 
and  untU  the  requirements  of  f  000.14 
at  the  rules  of  practice  and  proced-ure  gor- 
•mlng  proceedings  to  formulate  marketing 
•greements  and  marketing  orders  have  been 
met. 


§  1041.50       [.Amrndmrntl 

1.  Delete  5  1041.50(b>  and  substitute 
therefor  the  following : 

(b)  Class  II  milk  price.  The  Class  n 
milk  price  shall  be  the  highest  of  the 
prices  per  hundredweight  for  milk  of  3.5 
percent  butterfat  content  computed  pur- 
suant to  subparagraphs  (1>  and  (2)  of 
this  section. 

( 1 )  The  average  of  the  basic  (or  field) 
prices  reported  to  have  been  paid  or 
to  be  paid  per  hundredweight  for  milk 
of  3.5  percent  butterfat  content  received 
from  farmers  during  the  month  at  the 
following  plants  or  places  for  which 
prices  have  been  reported  to  the  market 
administrator  or  to  the  Department  on 
or  before  the  5th  day  after  the  end  of 
the  month  by  the  companies  Indicated 
below : 

Companies  and  Location 

Borden  Co..  New  London.  Wis. 
Carnation  Co.,  Richland  Center.  Wis. 
Pet  Milk  Co  .  BeUevUle.  Wis. 
Pet  Milk  Co..  CoopersvUle.  Mich. 
Pet  MUk  Co..  New  Olarus.  Wis. 
Pet  Milk  Co..  Way  land.  Mich. 
White  Hovise  Milk  Co..  M&nltowoc.  Wis. 
White  House  Milk  Co..  West  Bend,  Wis. 

(2)  The  price  per  hundredweight  com- 
puted by  adding  together  the  plus  values 
pursuant  to  subdivisions  (i)  and  (11)  of 
this  subparagraph: 

( i )  Prom  the  Chicago  butter  price  sub- 
tract three  cents,  and  multiply  by  4.2: 
and 

( ii )  Prom  the  arithmetical  average  of 
the  carlot  prices  per  pound  for  nonfat 
dry  milk  ( not  Including  that  specifically 
designated  animal  feed),  spray  and  rol- 
ler process,  fob.  manufacturing  plants 
in  the  Chicago  area,  as  published  by  the 
Department  during  the  month,  deduct 
5.5  cents,  and  multiply  by  8.2.  except 
that  if  such  agency  does  not  publish  such 
prices  f.o.b.  manufacturing  plants,  there 
shall  be  used  for   the  purpose  of  this 
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The  basic  formula  price  aball  It 
average    price    per    hun(" 
manufacturing  grade  milk, 

in  Wisconsin  and  Minnesota,  u    

by  the  United  States  Departauotof^Z 
culture  for  the  month.    Such  pilei 
be  adjusted  to  a  3.5  percent 
basis  by  a  butterfat  differential 
to  the  nearest  one-tenth  cent 
at  0.12  times  the  Chicago  botlv 
for  the  month.    The  basic  foraoli 
shall  be  rounded  to  the  nearest  fH 

Order  '  Amending  the  Order 
the  Handling  of  Milk  in  the 
Michigan.  Marketing  Area 

§  1042.0      Findings  and  d 

The  findings  and  determinatiOBiliii^ 
inafter  set  forth  are  supplesMnteyfll 
in  addition  to  the  findings  and  di» 
minations  previously  made  In 
tion  with  the  issuance  of  the 
order  and  of  the  previoudy 
amendments  thereto:  and  all  tf 
previous  findings  and  d 
are  hereby  ratified  and  afBriMd, 
insofar  &s  such  findings  and 
tions  may  be  in  conflict  with  thi  ^ 
ings  and  determinations  set  farthkl^ 

(a)  Findings  upon  the  buk  9tM 
hearing  record.  Pursuant  to  tht  p^ 
visions  of  the  Agricultural  ll«Mh| 
Agreement  Act  of  1937,  as  aaaiml 
U.S.C.  601  et  seq),  and  the 
rules  of  practice  and  procedun  p 
ing  the  formulation  of  marketing  I 
ments  and  marketing  orders  (1 
Part  900),  a  public  hearing 
uf>on  certain  proposed 
the  tentative  marketing 
to  the  order  regulating  the 
milk  in  the  Muskegon, 
keting  area.  Upon  the  basis  of 
dence  Introduced  at  such 
the  record  thereof,  it  Is  found  tlMt: 

( 1 )  The  said  order  as  hereby 
and   all   of   the   terms   and 
thereof,  wlU  tend  to  effectuate  thl# 
Glared  pohcy  of  the  Act; 

( 2 )  The  parity  prices  of  milk.  II 1^ 
termined  pursuant  to  sectkn  >  '  f> 
Act,  are  not  reasonable  in  ▼tewrf'^ 
price  of  feeds,  available  suppUM  \^ 
and  other  economic  condltlflBg  ^Ml 
affect  market  supply  and  deiHaiB 
milk  in  the  said  marketing  area.  ■*» 
minimum  prices  specified  in  tht^y 
as  hereby  amended,  are  such  IVlHlP 
will  reflect  the  aforesaid  factory  M^ 
a  sufficient  quantity  of  pure  and 
some  milk,  and  be  in  the  public  " 
and 

( 3 )  The  said  order  as  hereby , ^ 

regulates  the  handling  of  ""**  *JJ 
same  manner  as.  and  is  appUfl>Mi^ 
to  persons  in  the  respective  dilW>» 
Industrial  or  commercial  aettvUf  •^ 
ifled  in,  a  marketing  agreeoMBi  •• 
which  a  hearing  has  been  hdd. 
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fjgttve  to  handling.  Itlsthere- 
JI^rttiAt  on  and  after  the  ef- 
rSbthereot.  the  handling  of  milk 
-*- Moskegon.  Michigan,  marketing 
•  ■■,2l  be  in  conformity  to  and  In 
•j^^oe  with  the  terms  and  condl- 
2?rftoe  aforesaid  order,  as  hereby 
j**?!^  and  the  aforesaid  order  is 
SSmuaended  as  follows : 
■■^^gte  8 1042.50  and  substitute 
*Jirfor  the  following: 

IIMI^     Basic  formula  price. 

•iM  basic  formula  price  shall  be  the 
,2S«  price  per  hundredweight  for 
22eturlng  grade  milk,  f.o.b.  plants 
*SL!!ffn«<n  and  Minnesota,  as  reported 
£  tETunlted  States  Department  of 
i3tare  for  the  month.  Such  price 
SfcTsdlusted  to  a  3  5  percent  butter- 
T^btfii  by  a  butterfat  differential 
^^ed  to  tiie  nearest  one-tenth  cent 
^SSed  at  0.12  times  the  simple  aver- 
Trf  the  daUy  wholesale  seUing  prices 
Si.,  the  midpoint  of  any  price  range 
313 price)  of  Grade  A  (92-score)  bulk 
TMBirr  butter  per  pound  at  Chicago, 
JJSted  by  the  United  SUtes  Depart- 
Z^m  Agriculture  for  the  month.  The 
lilto  fonnula  price  shall  be  rounded  to 
ii  aeareit  full  cent. 
i^^^  Amending  the  Order  Regulating 

iS  Bmdiing  of  Milk  in  the  Upstate 

f idU0on  MarketiTig  Area 

imU    Findings  and  detenninationa. 

Hh  findings  and  determinations  herc- 
^ifter  let  forth  are  supplementary  and 
^iiptiftn  to  the  findings  and  determi- 
"ullggg  previously  made  in  connection 
ilk  ttii  issuance  of  the  aforesaid  order 
Mlif  the  previously  issued  amendments 
iOTto:  and  all  of  said  previous  findings 
■I  dsterminations  are  hereby  ratified 
■tiflbmed.  except  insofar  as  such  flnd- 
IV  lod  determinations  may  be  in  con- 
M  with  the  findings  and  determina- 
WKt  forth  herein. 

(a)  FiMdings  upon  the  basis  of  the 
9  record.    Pursuant  to  the  provl- 
ot   the    Agricultural    Marketing 
_    JMwt  Act  of  1937.  as  amended  (7 
QIC  001  et  seq.).  and  the  applicable 
iria  of  practice  and  procedure  govem- 
if  Vbn  formulation  of  marketing  agree- 
MBtiSDd  marketing  orders  (7  CFR  Part 
M),  a  public  hearing  was  held  upon  cer- 
1^  proposed  amendments  to  the  tenta- 
ttn  Barketing  agreement  and  to  the 
•dar  regulating  the  handling  of  milk  in 
Imitate  Michigan  marketing  area, 
the  basis  of  the  evidence  Intro- 
at  such  hearing  and  the  record 
f.  it  is  found  that: 
(1)  The  said  order  as  hereby  amended, 
'  iD  of  the   terms   and   conditions 
I,  will  tend  to  effedtuate  the  de- 
^ policy  of  the  Act; 
Q)  The  parity  prices  of  milk.,  as  de- 
IndDed  pursuant  to  section  2  of  the 
lit,  are  not  reasonable  in  view  of  the 
Mn  of  feeds,  available  supplies  of  feeds, 
other  economic   conditions  which 
market  supply  and  demand  for 


'tbU  order  shall  not  become  effective  tm- 
1M  sad  unUl  the  requirements  of  I  900.14 
•Mfcs  rules  of  practice  and  procedure  gov- 
ptoceedlngs  to  formulate  marketing 
Bti  and  marketing  orders  have  been 
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nriifc  In  the  said  marketing  area,  and  the 
wiiTifaMiwi  prices  spedfled  in  the  order 
M  taerdny  —j^nrfpri,  are  such  prices  as 
will  reHeet  the  aforesaid  factors,  insure 
a  sufflcient  quantity  of  pure  and  whole- 
some mUk,  and  be  in  the  public  Interest; 
and 

(3)  The  said  order  as  hereby  amended, 
regulates  the  h^nHiing  of  milk  In  the 
same  manner  as,  and  is  applicable  only 
to  persons  in  the  respective  classes  of 
Industrial  or  commercial  activity  speci- 
fied in,  a  maiketing  agreement  upon 
which  a  hearing  has  been  held. 

Order  relative  to  handling.  It  is  there- 
fore ordered,  that  on  and  after  the  effec- 
tive date  hereof,  the  handling  of  milk  in 
the  Upstate  Michigan  marketing  area 
shall  be  in  conformity  to  and  in  com- 
pliance with  the  terms  and  conditions  of 
the  aforesaid  order,  as  hereby  amended, 
and  the  aforesaid  order  is  hereby 
amended  as  follows: 

1.  Delete  S  1043.50  and  substitute 
therefor  the  following: 

§  104S.50     Basic  formula  price. 

The  basic  fonnula  price  shall  be  the 
average  price  per  himdredweight  for 
manufacturing  grade  milk,  f.o.b.  plants 
in  Wisconsin  and  Minnesota,  as  reported 
by  the  United  States  Department  of 
Agriculture  for  the  month.  Such  price 
shall  be  adjusted  to  a  3.5  percent  butter- 
fat basis  by  a  butterfat  differential 
rounded  to  the  nearest  one-tenth  cent 
computed  at  0.12  times  the  simple  aver- 
age of  the  diUly  wholesale  selling  prices 
(using  the  midpoint  of  any  price  range 
as  one  price)  of  Grade  A  (92-score)  bulk 
creamery  butter  per  pound  at  Chicago. 
as  reported  by  the  United  States  Depart- 
ment of  Agriculture  for  the  month.  The 
basic  formula  price  shall  be  roimded  to 
the  nearest  full  cent. 
§  1043.51      [Amendment] 

2.  Delete  9  1043.51   (b)   and  (c) ,  and 
substitute  therefor  the  following: 

(b)  Class  II  milk.  The  Class  n  milk 
price  shall  be  the  highest  of  the  prices 
computed  pursuant  to  subparagraphs 
(1),  (2),  and  (3)  of  this  section. 

(1)  The  average  of  the  basic  or  field 
prices  per  hundredweight  reported  to 
have  been  paid,  or  to  be  paid,  for  milk 
of  3.6  percent  butterfat  content  received 
from  farmers  during  the  month  at  the 
following  plants  or  places  for  which 
prices  have  been  reported  to  the  market 
administrator  or  to  the  USDA: 

Present  Operator  and  Location 

Borden  Oc  New  London.  Wis. 
Carnation  Co.,  Richland  Center,  Wis. 
Pet  ICilk  Co..  Coopers  ville,  Mich. 
Pet  mik  Co..  BeUevUle.  Wis. 
Pet  IfUk  Cc  New  aiarus.  Wis. 
Pet  Milk  Co..  Wayland,  Mich. 
White  House  MUk  Co..  Manitowoc,  Wis. 
White  House  Milk  Co.,  West  Bend,  Wis. 

(2)  The  price  per  hundredweight  com- 
puted by  adding  together  the  plus  values 
computed  pursuant  to  subdivisions  (1) 
and  (ii)  of  this  subparagraph : 

(i)  From  the  simple  average,  as  com- 
puted by  the  market  administrator,  of 
the  daily  wholesale  selling  prices  (using 
the  mid-potait  of  any  price  range  as  one 
price)  of  Grade  A  (92-score)  bulk 
creamery  butter  per  pound  at  Cliicago  as 
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r^wrted  by  the  X7SDA  during  the 
month;  subtract  3  cents,  add  20  percent 
thereof  and  multM?ly  by  SJ&. 

(ii)  From  the  simple  ava«ge,  as  com- 
puted by  the  market  administrator,  of 
the  weighted  averages  of  carlot  mices 
per  pound  for  nonfat  dry  milk  solidi. 
spray  and  roller  process,  re^eeUv^.  for 
human  consumption,  f .oJ).  manofaetar- 
ing  plants  in  Chicago  area,  as  published 
for  the  period  from  the  26th  day  of  the 
immediately  preceding  month  throui^ 
the  25th  day  of  the  current  mcmth  tajr 
the  UJSJDA.,  deduct  5.5  cents  and  then 
multiply  by  8.2. 

(3)  The  average  of  the  basic  or  field 
prices  per  hundredweight  reported  to 
have  been  paid  for  milk  of  ^  percent 
butterfat  content  received  from  fumers 
diu-ing  the  month  at  the  following 
plants: 

Kraft  Foods  Co.,  Cadillac,  Mich. 
Borden  Co.,  Mo\mt  Pleasant.  MIeb. 
Carnation  Co..  Sparta.  Mich. 
Kraft  Foods  Co..  Clare.  Mich. 

(c)  Class  III  milk.  The  Class  m  milk 
price  shall  be  the  Class  U  milk  price  less 
20  cents. 


§  1043.62      [Amendment] 

3.  In  S  1043.62   change  "i  1043.S0(b) 

(1)"  to  "5  1043.51(b)  (2)  (1)". 

Order '  Amending  the  Order  ReijulaUna 
the  Handling  of  MUk  in  the  Michigan 
Upper  Peninsula  Marketing  Area 

§  1044.0     Findings  and  detwnriaationa. 

The  findings  and  determinations 
hereinafter  set  forth  are  supplementary 
and  in  addition  to  the  findings  and  de- 
terminations previously  made  in  con- 
nection with  the  issuance  of  the  afore- 
said order  and  of  the  previously  issued 
amendments  thereto;  and  all  of  sidd 
previous  findings  and  determinations  are 
hereby  ratified  and  affirmed,  exoei»t  in- 
sofar as  such  findings  and  determina- 
tions may  be  in  conflict  with  the  findings 
and  determinations  set  forth  herein. 

(a)  Findings  upon  the  bosis  of  the 
hearing  record.  Pursuant  to  the.  provi- 
sions of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended  (7 
U.S.C.  601  et  seq.),  and  the  applicable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments  and  marketing  orders  (7  CFR  Part 
900),  a  public  hearing  was  held  upon 
certain  proposed  amendments  to  the 
tentative  marketing  agreement  and  to 
the  order  regulating  the  handling  of  milk 
in  the  Michigan  Upper  Peninsula  mar- 
keting area.  Upon  the  basis  of  the  evi- 
dence introduced  at  such  hearing  and 
the  record  thereof,  it  is  found  that: 

( 1 )  The  said  order  as  hereby  amended. 
and  all  of  the  terms  and  conditions 
thereof,  will  tend  to  effectuate  the  de- 
clared policy  of  the  Act; 

(2)  The  parity  prices  of  milk,  as  de- 
termined pursuant  to  section  2  of  4he 
Act.  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  con<itttions  which 
affect  market  supply  and  demand  for 
milk  in  the  said  marketing  area,  and 
the  m<"<*""»"  prices  specified  in  the  or- 
der as  hereby  amended,  are  such  prices 
as  will  reflect  the  aforesaid  factors,  in- 
sure a  sufflcient  quantity  of  pure  and 
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wholesome  milk,  and  be  in  the  public 
interest:  and 

( 3 )  The  said  order  as  hereby  amended, 
regulates  the  handling  of  miUc  In  the 
same  manner  as.  and  Is  applicable  only 
to  persons  in  the  respective  classes  of 
industrial  or  commercial  activity  speci- 
fied in.  a  marketing  agreement  upon 
which  a  hearing  has  been  held. 

Order  relative  to  handling.  It  is 
therefore  ordered,  that  on  and  after  the 
effective  date  hereof,  the  handling  of 
milk  in  the  Biichigan  Upper  Peninsula 
marketing  area  shall  be  in  conformity  to 
and  in  compliance  with  the  terms  and 
conditions  of  the  aforesaid  order,  as 
hereby  amended,  smd  the  aforesaid  order 
is  hereby  amended  as  follows: 

1.  Delete     9  1044.50     and     substitute 
therefor  the  following: 
§  1044.50      Basic   formula   price. 

The  basic  formula  price  shall  be  the 
average  price  per  hundredweight  for 
manufacturing  grade  milk.  fob.  plants 
in  Wisconsin  and  Minnesota,  as  re- 
ported by  the  United  States  Department 
of  Agricultiu^  for  the  month.  Such 
price  shall  be  adjusted  to  a  3.5  percent 
butterfat  basis  by  a  butterf at  differential 
rounded  to  the  nearest  one-tenth  cent 
computed  at  0.12  times  the  simple  aver- 
age of  the  daily  wholesale  selling  prices 
(using  the  midpoint  of  any  price  range 
as  one  price)  of  Grade  A  (92 -score)  bulk 
creamery  butter  per  pound  at  Chicago. 
as  reported  by  the  United  SUtes  Depart- 
ment of  Agriculture  for  the  month.  The 
basic  formxila  price  shall  be  rounded  to 
the  nearest  full  cent. 

2.  Delete  §  1044.52  and  substitute  the 
following : 

§  1044.52      aa«s  II  milk  price. 

Subject  to  the  provisons  of  S  1044.54. 
the  fwinimum  price  to  be  paid  by  each 
handler  for  milk  received  at  his  fluid 
milk  plant  from  producers  or  from  the 
fluid  mtite  plant  of  a  cooperative  associa- 
tion, during  the  month  and  utilized  as 
Class  n  milk  shall  be  the  higher  of  the 
prices  computed  pursuant  to  paragraphs 
(a)  and  (b)  of  this  section: 

(a)  The  average  of  the  basic  or  field 
prices  per  hundredweight  reported  to 
have  been  paid,  or  to  be  paid,  for  milk 
of  3.6  percent  butterfat  content  received 
from  farmers  during  the  month  at  the 
following  plants  or  places  for  which 
prices  have  been  reported  to  the  USDA : 

Present  Operator  and  Location 

Borden  Co..  New  London,  Wis. 
Carnation  Co.,  Richland  Center.  Wis. 
Pet  Milk  Co.,  CooperavUle.  Mich. 
Pet  MUk  Co..  BeUevllle.  Wis. 
Pet  Milk  Co.,  New  Olarus.  Wis. 
Pet  Milk  Co.,  Way  land,  Mich. 
White  House  MUk  Co..  Manitowoc.  Wis. 
White  House  MUk  Co..  West  Bend.  Wis. 

(b)  The  price  per  hundredweight 
computed  from  the  following  formula: 

(1)  Multiply  by  4.24  the  simple  aver- 
age, as  computed  by  the  market  admin- 
istrator, of  the  daily  wholesale  selling 
prices  (using  the  midpoint  of  any  price 
range  as  one  price)  of  Grade  AA  (93- 
score)  bulk  creamery  butter  per  pound 
at  Chicago,  as  reported  by  the  USDA, 
during  the  month:  Provided,  That  if  no 
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price  is  reported  for  Grade  AA  (93 -score) 
butter,  the  highest  of  the  prices  reported 
for  Grade  A  (92 -score)  butter  for  that 
day  shall  be  used  in  lieu  of  the  price 
for  Grade  AA  (93-score)    butter. 

(2)  Multiply  by  8.2  the  weighted  av- 
erage of  carlot  prices  per  pound  for  spray 
process  nonfat  dry  millc.  for  human  con- 
sumption, fob.  manufacturing  plants  in 
the  Chicago  area,  as  published  for  the 
period  from  the  26th  day  of  the  im- 
mediately preceding  delivery  period 
through  the  25th  day  of  the  current  de- 
livery period,  by  the  USDA;  and 

(3)  From  the  sum  of  the  results  ar- 
rived at  under  subparagraphs  (1)  and 
(2)  of  this  paragraph  subtract  75.2  cents 
and  adjust  to  the  nearest  full  cent. 

3.  In  §1044.53  delete  "§  1044.50ib>  " 
and  substitute  therefor  •§  1044.52<b)". 

Order '  Amending  the  Order  Regulating 
the  Handling  of  Milk  in  the  North- 
eastern Wisconsin  Marketing  Area 

§  1045.0      Findings  and  delcrminalionn. 

The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 
In  addition  to  the  findings  and  deter- 
minations previously  made  in  coruiec- 
tion  with  the  issuance  of  the  aforesaid 
order  and  of  the  previously  issued 
amendments  thereto;  and  all  of  said 
previous  findings  and  determinations 
are  hereby  ratified  and  affirmed,  except 
Insofar  as  such  findings  and  determina- 
tions may  be  in  conflict  with  the  find- 
ings and  determinations  set  forth  herein. 

<a>  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  pro- 
visions of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended  <7 
use.  601  ct  seq.).  and  the  applicable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  marketing  orders  (7  CFR 
Part  900  >,  a  public  hearing  was  held 
upon  certain  proposed  amendments  to 
the  tentative  marketing  agreement  and 
to  the  order  regulating  the  handling 
of  milk  in  the  Northeastern  Wisconsin 
marketing  area  Upon  the  basis  of  the 
evidence  introduced  at  such  hearing  and 
the  record  thereof,  it  is  found  that: 

(1»  Thesaidordcr  as  hereby  amended, 
and  all  of  the  terms  and  conditions 
thereof,  will  tend  to  effectuate  the  de- 
clared policy  of  the  Act; 

(2)  The  parity  prices  of  milk,  as  de- 
termined pursuant  to  section  2  of  the 
Act.  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which 
affect  market  supply  and  demand  for 
milk  In  the  said  marketing  area,  and 
the  minimum  prices  specified  in  the  or- 
der as  hereby  amended,  are  such  prices 
as  will  reflect  the  aforesaid  factors.  In- 
sure a  sufficient  quantity  of  pure  and 
wholesome  milk,  and  be  in  the  public 
Interest:  and 

( 3 )  The  said  order  as  hereby  amended , 
regulates  the  handling  of  milk  in  the 
same  manner  as,  and  Is  applicable  only 
to  persons  in  the  respective  classes  of 

•  This  order  shall  not  become  effective  un- 
less and  until  the  requirements  of  I  900  14  of 
the  ralea  of  practice  and  procedure  goTcrn- 
Ing  proceedings  to  formulate  marketing 
agreements  and  marketing  orders  have  been 
met. 


industrial  or  commercial  aettvUf  i 
fled   in.   a   marketing  agre 
which  a  hearing  has  been 


Order  relative  to  handling.  Hk^^ 
fore  ordered,  that  on  and  aftar  flS? 
fective  date  hereof,  the  handttt^ii^ 
In  the  Northeastern  Wlsconitn 
Ing  area  shall  be  In  conformity 
compliance  with  the  terms  nA 
tlons  of  the  aforesaid  order,  at 
amended,  and  the  aforesaid 
hereby  amended  as  follows: 

1.  Delete     §  1045.50     and 
therefor  the  following: 

§  1015.50      Baltic  formula  priee. 

The  basic  formula  price  shaB  bi  |k 
average  price  per  hundredwetilA  1^ 
manufacturing  grade  milk,  fjo.b.  (^ 
in  Wisconsin  and  Minnesota,  u  IIMM 
by  the  United  States  DepaitaiM  f 
Agriculture  for  the  month.  ~  ' 
.shall  be  adjusted  to  a  3.5  percent 
fat  basis  by  a  butterfat 
rounded  to  the  nearest  one-tcnft 
computed  at  0.12  times  the  sliiQli 
age  of  the  daily  wholesale  seUtog 
(using  the  midpoint  of  any'prlM 
as  one  price)  of  Grade  A  ( 
bulk  creamery  butter  per  pogal  g 
Chicago,  as  reported  by  the 
States  Department  of  Agrlcattm 
the  month.  The  basic  fomnfla 
shall  be  rounded  to  the  nearest  ftf 

2.  Delete      §  1045.52     and 
therefor  the  following: 

§1045.52      Oans  II  milk  price. 

Subject  to  the  provisions  of  IINUI 
the  minimum  price  per  hundreMM 
to  be  paid  by  each  handler  for 
ccived  at  his  pool  plant  from  _ 
or  the  pool  plant  of  a  coopentifi 
elation  during  the  month  and 
Cla.ss  II  milk  shall  be  the  higher  rfli 
prices  computed  as  follows: 

(a)  The  average  of  the  bMleerMl 
prices  per  hundredweight  report^  k 
have  been  paid,  or  to  be  paid,  for  A 
of  3.5  percent  butterfat  content  reeM 
from  farmers  during  the  month  et  li 
following  plants  or  places  for  iMi 
prices  have  been  reported  to  the  UBll: 
Present  Operator  and  Lootttoa 

Burden  Co  .  New  London,  WU. 
Carnation  Co.,  Richland  Center,  Via 
Pet  Milk  Co  ,  CoopersvlUe,  Mich. 
Pet  MUk  Co  ,  Belleville,  Wis. 
Pet  MUk  Co  .  New  Olarus.  WU. 
Pet  MUk  Co  .  W.^yland.  Mich. 
White  House  MUk  Co.,  Manitowoc, Vk 
White  House  Milk  Co  ,  West  Bend.  Wfc 


I 

! 


February  27,  1962 


f.o.b.  manufacturing  plants 
••Eailcago  area,  as  published  for 
•  •  ■•_.li  from  the  26th  day  of  the  Im- 
Pfeceding  month  through  the 
S  the  current  month  by  the 

0)  '^   the    sum    of^   the    result. 


<b>   The    price    computed 
following  formula: 

( 1 »  Multiply  by  4.24  the  simple  i 
age.  as  computed  by  the  market  ad 
Istrator,  of  the  dally  wholesale  • 
prices  ( using  the  midpoint  of  mf 
range  as  one  price)  of  Grade  AA 
score )  bulk  creamery  butter  per  ~ 
at  Chicago,  as  reported  by  «h« 
during  the  month :  Provided,  TM* 
price  is  reported  for  Grade  AA  ( 
butter,  the  highest  of  the  price* 
for  Grade  A  (92-score)  butter  IW 
day  shall  be  used  in  lieu  of  the 
Grade  AA  (93-score)  butter;  ^^ 

( 2 1  Multiply  by  8.2  the  welghleoi 
age  of  carlot  prices  per  pound  for  i 
process  nonfat  dry  milk,  for  humaa 


i0A:a»l 

^—Jlfcunder  subparagraphs  (1)  and 
■JTthii  paragraph  subtract  75.2  cents 
2d TiMyst  to  the  nearest  cent. 

•  tn  11045.53  delete  "§  1045.50(b)" 
JJJJl^tute  therefor  "11045.52(b)". 
.w-f «  Amending  the  Order  Regviattng 
^^aandUng  of  Milk  in  the  Louisvine- 

j^^igton-KvansviHe  Marketing  Area 

I  lltf-t     Fin<Iings  and  determinationa. 

•IM  findings  and  determinations  here- 
JSt  set  forth  are  supplementary  and 
^fAUOan  to  the  findings  and  determl- 

■i  previously  made  in  connection 

Hw  Issuance  of  the  aforesaid  order 

'jjj  of  gald  previous  findings  and  de- 

itions  are  hereby  ratified  and  af- 

ezeept  Insofar  as  such  findings 

^^terminations  may  be  in  conflict 
gghthe  findings  and  determinations  set 
Mh  herein. 

(»)  nndinga  upon  the  Ixuis  of  the 
iMrOff  record.  Pursuant  to  the  pro- 
Sm  of  the  Agricultural  Marketing 
iBMnent  Act  of  1937,  as  amended  (7 
Sac.  101  et  seq),  and  the  applicable 
1^  of  practice  and  procedure  govem- 
te  the  formulation  of  marketing  agrc«- 
^BBti  and  marketing  orders  (7  CFR 
Flit  900),  a  public  hearing  was  held 
saa  certain  proposed  amendments  to 
Ihi  tentative  marketing  agreement  and 
to  the  orders  regulating  the  handling  of 
■Ok  In  the  Louisville-Lexington,  Ken- 
tMky  and  Ohio  Valley  marketing  area. 
jjfm  the  basis  of  the  evidence  intro- 
iMed  at  such  hearing  and  the  record 
(hvBof,  it  is  found  that: 

(1)  The  said  order  as  hereby  amended. 
■Ml  all  of  the  terms  and  conditions 
Itawf,  will  tend  to  effectuate  the  de- 
•hnd  v^lcy  of  the  Act; 

<S)  The  parity  prices  of  milk,  as  de- 
mdiMd  pursuant  to  section  2  of  the 
Aftk  are  not  reasonable  in  view  of  the 
prtee  of  feeds,  available  supplies  of  feeds, 
ntd  other  economic  conditions  which  af- 
fect Biarket  supply  and  demand  for  milk 
hi  the  said  marketing  area,  and  the 
■itnimitTw  prices  specified  in  the  order 
u  ber^  amended,  are  such  prices  as 
fill  reflect  the  aforesaid  factors,  insure 
I  nlBdent  Quantity  of  pure  and  whole- 
loaM  milk,  and  be  in  the  public  Interest: 

(S)  The  said  order  as  hereby  amended, 
regulates  the  handling  of  milk  in  the 
■■e  manner  as,  and  is  applicable  only 
to  persons  in  the  respective  classes  of 
Mmtrial  or  commercial  activity  Q>eci- 
lad  in.  a  marketing  agreement  upon 
Vbieh  a  hearing  has  been  held. 

Ortfer  relative  to  handling.  It  is 
INrefore  ordered,  that  on  and  after  the 
ileettve  date  hereof,  the  handling  of 
■ft  In  the  Louisville-Lexington-Evans- 
lille  marketing  area  shall  be  in  conf  orm- 

>TlUs  order  shall  not  become  effective  un- 
iM  ud  unUl  the  requirements  of  f  900.14 
<(  tt*  rules  of  practice  and  procedure  gov- 
•Mat  proceedings  to  formulate  marketing 
^pMBenta  and  marketing  orders  have  been 
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ity  to  and  In  compliance  with  the  terms 
and  conditions  of  the  aforesaid  order, 
as  attached  to  the  decision  of  the  Under 
Secretary  of  Agriculture  Issued  Febru- 
ary 15,  1982.  and  as  hereby  amended, 
and  the-  aforesaid  order  is  hereby 
amended  as  follows: 

1.  Delete     i  1046.50     and     substitute 
therefor  the  following: 


§  1046.50     Basic  formula  price. 

The  basic  formula  price  shall  be  the 
average  price  per  hundredweight  for 
manufacturing  grade  milk,  f.o.b.  plants 
in  Wisconsin  and  Minnesota,  as  reported 
by  the  United  States  Department  of 
Agriculture  for  the  month.  Such  price 
shall  be  adjusted  to  a  3.5  percent  butter- 
fat basis  by  a  butterfat  differential 
rounded  to  the  nearest  one-tenth  cent 
computed  at  0.12  times  the  Chicago  but- 
ter price  for  the  month.  The  basic  for- 
mula price  shall  be  rounded  to  the  near- 
est full  cent. 

§  1046.51      [Amendment] 

2.  In  11046.51(a).  in  the  language 
preceding  subparagraph  (1),  delete 
"$1.26"  and  substitute  "$1.29". 

Order '  Amending  the  Order  Regulating 
the  Handling  of  Milk  in  the  Fort 
Wayne,  Indiana.  Marketing  Area 

§  1047.0     Findings  and  determinations. 


The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 
in  addition  to  the  findings  and  determi- 
nations previously  made  in  connection 
with  the  issuance  of  the  aforesaid  order 
and  of  the  previously  Issued  amendments 
thereto;  and  all  of  said  previous  findings 
and  determinations  are  hereby  ratified 
and  affirmed,  except  insofar  as  such  find- 
ings and  determinations  may  be  in  con- 
flict with  the  findings  and  determina- 
tions set  forth  herein. 

(a)  Findings  ui}on  the  basis  of  the 
hearing  record.  Pursuant  to  the  pro- 
visions of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended  (7 
TJS.C.  601  et  seq.),  and  the  applicable 
rules  of  practice  and  procedure  governing 
the  formulation  of  mturketing  agreements 
and  marketing  orders  (7  CFR  Part  900) , 
a  public  hearing  was  held  upon  certain 
proposed  amendments  to  the  tentative 
marketing  agreement  and  to  the  order 
regulating  the  handling  of  milk  in  the 
F^rt  Wayne.  Indiana,  marketing  ar^. 
Upon  the  basis  of  the  evidence  intro- 
duced at  such  hearing  and  the  record 
thereof,  it  Is  foimd  that: 

( 1 )  The  said  order  as  hereby  amended, 
and  all  of  the  terms  and  conditions 
thereof,  will  tend  to  effectuate  the  de- 
clared policy  of  the  Act; 

rtl)  The  parity  prices  of  milk,  as  de- 
termined pursuant  to  section  2  of  the 
Act,  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which 
affect  market  supply  and  demand  for 
milk  in  the  said  marketing  area,  and 
the  |w<Ti<w»ii"t  prices  specified  in  the  order 
as  hereby  amended,  are  such  prices  as 
will  reflect  the  aforesaid  factors,  insure 
a  sufficient  quantity  of  pure  and  whole- 
some milk,  and  be  in  the  public  inter- 
est; and 
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(3)  The  said  order  as  hereby  amended, 
regulates  the  handling  of  milk  in  the 
same  mannw  as.  and  is  applicable  only 
to  persons  in  the  respective  classes  of 
Industrial  or  commercial  activity  vpee- 
Ified  in,  a  marketing  agreonent  upon 
which  a  hearing  has  been  held. 

Order  r elative  to  handUng.  It  is  there- 
fore ordered,  that  on  and  after  the  effec- 
tive date  hereof  the  handling  of  milk 
in  the  Fort  Wayne.  IndUma.  marketing 
area  shidl  be  in  conformity  to  and  In 
compliance  with  the  terms  and  condi- 
tions of  the  aforesaid  order,  as  hereby 
amended,  and  the  aforesaid  order  Is 
hereby  amended  as  follows: 

1.  Delete  §  1047.50  and  substitute 
therefor  the  following: 

§  1047.50     Basic  formula  price. 

The  basic  formula  pric?  shall  be  the 
average  price  per  hundredweight  for 
manufactiu-ing  grade  milk,  f .o.b.  plants 
in  Wisconsin  and  Minnesota,  as  repotted 
by  the  United  States  Department  of 
Agriculture  for  the  month.  Such  price 
shall  be  adjusted  to  a  3.5  percent  butter- 
fat basis  by  a  butterfat  differential 
roimded  to  the  nearest  one-tenth  cent 
computed  at  0.12  times  the  Chicago 
butter  price  for  the  month.  The  basic 
formula  price  shall  be  rounded  to  the 
nearest  full  cent. 
§  1047.51      [Amendment] 

2.  Replace  §  1047.51(b)  with  the  fol- 
lowing: 


(b)  Class  II  milk  price.  The  price  for 
Class  n  milk  of  3.5  percent  butterfat  con- 
tent shall  be  the  higher  of  the  prices  per 
hundredweight  of  milk  of  3.5  percoit 
butterfat  content  computed  by  the  mar- 
ket administrator  piumtant  to  subpara- 
graphs (1)  and  (2)  of  this  paragraph 
rounded  to  the  nearest  cent: 

( 1 )  The  average  of  the  basic  (or  fleld)^ . 
prices  ascertahied  to  have  been  paid  per 
hundredweight  for  milk  of  SJ>  percent 
butterfat  content  received  from  farmers 
during  the  month  at  the  following  plants 
or  places  for  which  prices  haTe  been 
reported  to  the  market  administrator  by 
the  Department  or  by  the  companies  In- 
dicated as  follows: 

Present  Operator  and  location 

Borden  Co..  New  London,  Wis. 
Carnation  <3o.,  Blchland  Center,  WU. 
Pet  Milk  Co.,  BeUevUle,  WU. 
Pet  Milk  Co.,  Coopersvllle,  Mich. 
Pet  MUk  Ck>.,  New  Olania,  WU. 
Pet  MUk  Co.,  Wayland,  Mleh. 
White  House  MUk  Co.,  Manitowoc.  WU. 
White  House  Milk  Co.,  West  Bend.  WU. 

(2)  The  price  per  hundredweight 
computed  by  adding  together  the  plus 
amounts  pursuant  to  subdivisions  (i)  and 
(ii)  of  this  subparagraph: 

(I)  Prom  the  Chicago  butter  price, 
subtract  three  cents,  and, then  multiply 
by  4.2;  and 

(II)  From  the  simple  average  of  the 
weighted  averages  of  the  carlot  prices 
per  pound  of  spray  and  roller  process 
nonfat  dry  milk  solids  for  human  oon- 
smnption,  f.o.b.  manufacturing  plants  In 
the  Chicago  area,  as  published  for  the 
period  from  the  26th  day  of  the  Im- 
mediately preceding  month  through  the 
25th  day  of  the  current  month  by  the 
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Department,  deduct  5^  cents  and  mul- 
tiply by  8^. 

Order  *  Amending  the  Order  Regidating 
the  Handling  of  Milk  in  the  Indian- 
apolis. Indiana,  Marketing  Area 

%  1049.0      FindiBCS  and  detemuBations. 

The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 
in  addition  to  the  findings  and  deter- 
minations previously  made  in  connec- 
tion with  the  issuance  of  the  aforesaid 
order  and  all  oi  said  previous  findings 
and  determinations  are  hereby  ratified 
and  afllrmed.  except  Insofar  as  such 
findings  and  determinations  may  be  In 
conflict  with  the  findings  and  deter- 
minations set  forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  pro- 
vlaions  of  the  Agrlciiltural  Marketing 
Agreement  Act  of  1937.  as  amended  (7 
n.S.C.  601  et  seq.),  and  the  applicable 
rules  of  practice  and  procedvu^  govern- 
ing the  formulation  of  marketing  agree- 
ments  and  marketing  orders  ( 7  CFR  Part 
900) .  a  public  hearing  was  held  upon  cer- 
tain proposed  amendments  to  the  tenta- 
tive marketing  agreement  and  to  the 
order  regulating  the  handling  of  milk 
in  the  Indianapolis,  Indiana,  marketing 
area.  Upon  the  basis  of  the  evidence 
introduced  at  such  hearing  and  the  rec- 
ord thereof,  it  is  found  that: 

( 1 )  The  said  order  as  hereby  amended. 
and  all  of  the  terms  and  conditions 
thereof,  will  tend  to  effectuate  the  de- 
clared policy  of  the  Act; 

(2)  The  parity  prices  of  milk,  as  de- 
termined pursuant  to  section  2  of  the 
Act,  are  not  reasonable  In  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which 
affect  market  supply  and  demand  for 
milk  in  the  said  marketing  area,  and  the 
minitniitn  prices  specified  in  the  order  as 
hereby  amended,  are  such  prices  as  will 
reflect  the  aforesaid  factors.  Insure  a 
sufficient  quantity  of  pure  and  wholesome 
miifc,  and  be  in  the  public  Interest:  and 

(3)  The  said  order  as  hereby  amended, 
regulates  the  handling  of  milk  In  the 
same  maimer  as,  and  is  applicable  only 
to  persons  in  the  respective  classes  of 
industrial  or  commercial  activity  speci- 
fied in.  a  marketing  agreement  upon 
which  a  hearing  has  been  held. 

Order  relative  to  handling.  It  is 
therefore  ordered,  that  on  and  after 
the  effective  date  hereof,  the  handling 
of  milk  in  the  Indianapolis.  Indiana, 
marketing  area  shall  be  in  ctmformity  to 
and  in  comiriiance  with  the  terms  and 
conditions  of  the  aforesaid  order,  as 
hereby  amended,  and  the  aforesaid  or- 
der is  hereby  amended  Eis  follows: 

1.  Delete  i  1049.50  and  substitute 
therefor  the  following : 

§  1049.50      Basic   formula   price. 

The  basic  formula  price  shall  be  the 
average  price  per  hundredweight  for 
manufacturing  grade  milk.  fob.  plants 
in  Wisconsin  and  Minnesota,  as  reported 


>  This  order  shall  not  become  efTectlve  un- 
less and  until  the  requirements  of  {900  14 
of  the  rules  of  practice  and  procedvire  gov- 
erning proceedings  to  formulate  marketing 
agreements  and  marketing  orders  have  been 
met. 
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by  the  United  States  Department  of 
Agriculture  for  the  month.  Such  price 
shall  be  adjusted  to  a  3.5  percent  butter- 
fat  basis  by  a  butterfat  differential 
rounded  to  the  nearest  one- tenth  cent 
computed  at  0.12  times  the  butter  price 
for  the  month.  The  basic  formula  price 
shall  be  rounded  to  the  nearest  full  cent. 

§  1049.51       [.4mendmentl 

2.  Delete  S  1049.51 1 a)  and  substitute 
therefor  the  following : 

(a)  Class  I  milk  price.  The  price  for 
Class  I  milk  shall  be  the  basic  formula 
price  for  the  preceding  month,  plus  $1.29. 

3.  Delete  }  1049.5Kb)  and  subsUtute 
therefor  the  following : 

(b)  Class  II  milk  price.  The  price  for 
Class  n  milk  shall  be  the  higher  of  the 
prices,  rounded  to  the  nearest  cent,  com- 
puted as  follows : 

(1)  The  average  of  the  basic  or  field 
prices  reported  to  have  been  paid  or  to 
be  paid  per  hundredweight  for  milk  of 
35  percent  butterfat  content  received 
from  farmers  during  the  month  at  the 
following  plants  or  places  for  which 
prices  have  been  reported  to  the  market 
administrator  or  to  the  Department: 

Present  Operator  and  Location 

Borden  Co..  New  London.  Wis. 
Carnation  Co  ,  Richland  Center.  Wis 
Pet  Milk  Co..  BeUevUle.  Wis. 
Pet  MUk  Co  .  CoopersvlUe.  Mich. 
Pet  MUk  Co  .  New  Glarua.  Wis. 
Pet  Milk  Co  .  Wayland.  Mich. 
White  House  Milk  Co  .  Manitowoc.  Wis. 
White  Bouse  Milk  Co  .  West  Bend.  WU. 

(2)  The  sum  of  the  amounts  com- 
puted pursuant  to  subdivision  (i)  and 
(ii)  of  this  subparagraph. 

(I)  Multiply  the  butter  price  by  4.2. 

(II)  Prom  the  arithmetical  averages  of 
the  weighted  average  of  carlot  prices  per 
poimd  of  spray  and  roller  process  non- 
fat dry  milk  for  human  consumption, 
fob.  manufacturing  plants  in  the  Chi- 
cago area,  as  published  for  the  period 
fr<Mn  the  2flth  day  of  the  preceding 
month  through  the  25th  day  of  the  cur- 
rent month  by  the  Department,  deduct 
5.5  cents  and  multiply  by  8.2. 

Order'  Amending  the  Order  Regulating 
the  Handling  of  Milk  in  the  Greater 
Kansas  City  Marketing  Area 

§  1064.0      Findings  and  determinalions. 

The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 
in  addition  to  the  findings  and  deter- 
minations previously  made  in  connection 
with  the  issuance  of  the  aforesaid  order 
and  of  the  previously  issued  amendments 
thereto;  and  all  of  said  previous  findings 
and  determinations  are  hereby  ratified 
and  afQrmed.  except  insofar  as  soch 
findings  and  determinations  may  be  in 
confiict  with  the  findings  and  determi- 
nations set  forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  pro- 
visions of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended  (7 
use.  601  et  seq).  and  the  applicable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  marketing  orders  (7  CFR 
Part  900) ,  a  public  hearing  was  held  upon 
certain    proposed    amendments    to    the 


tentative  marketing  agreenMBt 
the  order  regulating  the  hi 
in  the  Greater  Kansas  City 
area.    Upon  the  basis  of  tbs 
introduced  at  such  hearing  ^ 

ord  thereof,  it  is  found  that:      .^ 

( 1 )   The  said  order  as  herebf 
ed,  and  all  of  the  terms  and 
thereof,  will  tend  to  effectuait 
Glared  policy  of  the  Act; 

i2)  The  parity  prices  of  milk, 
termined  pursuant  to  section  t  f|  £• 
Act.  are  not  reasonable  In  ykv  |C  S 
price  of  feeds,  available  suppUsi0|||Z 
and  other  economicconditioni  w«*«Zy 
feet  market  supply  and  demand1lr|C 
in  the  said  marketing  area,  and  thi^^ 
imum  prices  specified  in  tbs  4l^tt 
hereby  amended,  are  such  prtoii  Mlft 
refiect  the  aforesaid  factors,  ti^i^- 
suflBcient  quantity  of  pure  aa*  "^ 
some  milk,  and  be  in  the  pubUe 
and 

(3)   The  said  order  as  berekf 
ed.   regulates   the  handling  of 
the  same  manner  as.  and  is 
only  to  persons  in  the  respeettve 
of    industrial    or    commercial 
specified  in,  a  marketing  a 
which  a  hearing  has  been 

Order  relative  to  Tiandttuf.  B  ^ 
therefore  ordered,  that  on  and  tfhr% 
effective  date  hereof,  the  hanAml 
milk  in  the  Greater  Kansas  City 
Ing  area  shall  be  in  conformttj 
in  compliance  with  the  terms 
ditlons  of  the  aforesaid  order,  as 
amended,  and  the  aforesaid 
hereby  amended  as  follows: 

1.  Delete     9  1064.50     and 
therefor  the  following: 

§  1064.50      Basic    formula 

The  basic  formula  price  staaB  It  li 
average  price  per  hundredvdtfil  ti 
manufacturing  grade  milk,  t.oM.  fMl 
in  Wisconsin  and  Minnesota, 
by  the  United  States 
Agriculture  for  the  month, 
shall  be  adjusted  to  a  3.5 
terfat  basis  by  a  butterfat 
rounded  to  the  nearest  oni 
computed  at  0.12  times  the 
age  of  the  daily  wholesale 
(using  the  midpoint  of  any 
as  one  price)  of  Grade  A  (92-seanl 
creamery  butter  per  pound  aft 
as  reported  by  the  ITnlted 
partment  of  Agrlcultvire  for  the 
The  basic  formula  price  shall  be 
to  the  nearest  full  cent. 

§  106-t.52       [.\mendment] 

2.  In  S  1064  52  (a)  and  (b).  udU 
5  1064  82,  delete  "5  1064.50(b)(U"  ■! 
substitute  therefor  '8  1064.50". 

Order'  Amending  the  Order 
the  Handling  of  Milk  in  the  Ml 
olts-St.    Paul,    Minnesota,   Jf( 
Area 
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-nd  affirmed,  except  insofar  as 
^g»  and  determinations  may  be 
,  with  the  findings  and  deter- 
^^_,'get  forth  herein. 
'r^Zdings  upon  the  basis  of  the 
,^tjZcord.  Pursuant  to  the  provl- 
•JJI^  the  Agricultural  Marketing 
***^?lp*  j^t  of  1937,  as  amended  (7 
Jij^jll  et  seq),  and  the  applicable 
•*;  rf  nractlce  and  proceiure  govem- 
SriTfonnulaUon  of  marketing  agree- 
!!i  ind  marketing  orders  (7  CFR 
St  MO)  »  public  hearing  was  held 
2flartain  proposed  amendments  to 
S^Mtative  marketing  agreement  and 
iitaorder  regulating  the  handling  of 
S^  the  MlnneapoUs-8t  Paul.  Mln- 
.  marketing  area.  Upon  the  basis 
M  flvldence  Introduced  at  such  hear- 
^  the  record  thereof,  it  is  found 

a)  tt*  M^<*  order  as  hereby  amended, 

^  an  of  the   terms   and   conditions 

MoC,  will  tend  to  effectuate  the  de- 

Md  policy  of  the  Act; 

aTllie  parity  prices  of  milk,  as  deter- 

iMd  pursuant  to  section  2  of  the  Act. 

m  a0t  reasonable  In  view  of  the  price 

^  available  supplies  of  feeds,  and 

aeooomlc  conditions  which  affect 

«jt  supply  and  demand  for  milk  in 

■Id  marketing  area,  and  the  mlnl- 

■  (Vices  specified   in  the  order  as 

aoiended,  are  such  prices  as  will 

the  aforesaid  factors,  insure  a 

_it  quantity  of  pure  and  whole- 

UBiBilk,  and  be  in  the  public  interest; 

<S)  Hie  said  order  as  hereby  amended. 
Mgiatcs  the  handling  of  milk  in  the 
lag  gunner  as,  and  is  applicable  only 
li  POTODS  in  the  respective  classes  of 
(trial  or  commercial  activity  speci- 
ID,  a  marketing  agreement  upon 
;  a  hearing  has  been  held. 


§  1068.0 


and  drie 


Findingx 

The  findings  and  determinatlflBSii 
inafter  set  forth  are  supplementaifj 
In  addition  to  the  findings  and  ^ 
minations  previously  made  in  i 
with  the  issuance  of  the  afoi 
and    of    the    previously    Issued 
monts  thereto;  and  all  of  said 
findings  and  determinations  are 


tHitf  relative  to  handling.  It  Is  there- 
in ordered,  that  on  and  after  the  effec- 
llndlte  hereof,  the  handling  of  milk  in 
te  mnneapol^-St.  Paul,  Minnesota, 
Mrt***»f  area  shall  be  in  conformity  to 
a|  ki  compliance  with  the  terms  and 

of   the   aforesaid   order,   as 

/amended,  and  the  aforesaid  order 

iitacby  amended  as  follows: 

L  Delete  { 1068.51  and  substitute 
tlMNfor  the  following : 

llWftiSl     Basic   formula   price. 

Tbe  basic  formula  price  shall  be  the 
Mmge  price  per  hundredweight  for 
Monfaeturlng  grade  milk,  f.o.b.  plants 
liWlnoDsin  and  Minnesota,  as  reported 
tr  the  United  States  Department  of 
Igrteolture  for  the  month.  Such  price 
AeO  be  adjusted  to  a  3.5  percent  but- 
Mat  basis  by  a  butterfat  differential 
MBded  to  the  nearest  one -tenth  cesA 
Wmted  at  0.12  times  the  simple  aver- 
iRer  tbe  dally  wholesale  selling  prices 
Mdi  the  midpoint  of  any  price  range 
« one  price)  of  Grade  A  (92-score)  bulk 
MBBety  butter  per  pound  at  Chicago, 
unported  by  the  United  States  Depart- 
MBtoC  Agriculture  for  the  month.  The 
iMiefonnula  price  shall  be  rounded  to 
iMnesrest  full  cent. 

I  IMI.SS      [Amendntent] 

.1  b   i  1068.53    change    the    phrase 
formula  price"  to  "basic  formula 
(or  the  preceding  month". 
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3.  Delete     1 1068.54     and     substitute 
therefor  the  following : 

§  106S.54     CI«M  II  price. 

The  price  pa:  hiindredwelght  for  Class 
n  milk  shall  be  the  basic  formula  price. 

Order'  Amending  the  Order  Regulating 
the  Handling  of  MUk  in  the  Duluth- 
Superior  Marketing  Area 

§  1069.0     Findings  and  determinations. 

-  The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 
in  addition  to  the  findings  and  determi- 
nations previously  made  in  connection 
with  the  issuance  of  the  aforesaid  order 
and  of  the  previously  issued  amendments 
thereto;  and  all  of  said  previous  findings 
and  determinations  are  hereby  ratified 
and  affirmed,  except  Insofar  a^  such  find 
ings  and  determinations  may  be  in  con 
flict  with  the  findings  and  determina- 
tions set  forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  pro- 
visions of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended  (7 
UJ8.C.  601  et  seq.),  and  the  applicable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  marketing  orders  (7  CFR  Part 
900) .  a  public  hearing  was  held  upon  cer- 
tain proposed  amendments  to  the  tenta- 
tive maiiceting  agreement  and  to  the 
order  regtUating  the  handling  of  milk  in 
the  Duluth-Superior  marketing  area. 
Upon  the  basis  of  the  evidence  intro- 
duced at  such  hearing  and  the  record 
thereof,  it  is  foimd  that: 

( 1 )  The  said  order  as  hereby  amended, 
and  all  of  the  terms  and  conditions 
thereof,  will  tend  to  effectuate  the  de- 
clared policy  of  the  Act; 

(2)  The  parity  prices  of  milk,  as  de- 
termined pursuant  to  section  2  of  the 
Act,  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which  af- 
fect market  supply  and  demand  for  milk 
in  the  said  marketing  area,  and  the  min- 
imum 'prices  specified  in  the  order  as 
hereby  amended,  are  such  prices  as  will 
reflect  the  aforesaid  factors,  Insure  a 
sufficient  quantity  of  pure  and  whole- 
some milk,  and  be  in  the  public  Interest; 

and 

(3)  The  said  order  as  hereby  amended, 
regulates  the  handling  of  milk  in  the 
same  manner  as,  and  is  applicable  only 
to  persons  in  the  respective  classes  of 
Industrial  or  commercial  activity  speci- 
fied in.  a  marketing  agreement  upon 
which  a  hearing  has  been  held. 

Order  relative  to  handling.  It  is  there- 
fore ordered,  that  on  and  after  the  ef- 
fective date  hereof,  the  handling  of  milk 
in  tht  Duluth-Superior  marketing  area 
shall  be  In  conformity  to  and  in  com- 
pliance with  the  terms  and  conditions  of 
the  aforesaid  order,  as  hereby  amended, 
end  the  aforesaid  order  is  hereby 
amended  as  follows: 

1.  Delete  S  1069.50  and  substitute 
therefor  the  following : 
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§  1069.50     Basic  formula  price. 

The  basic  formtila  price  shall  be  the 
average  price  per  hundredwei^t  for 
manufacturing  grade  milk,  f.o.b.  plants 
in  Wisconsin  and  Minnesota^  as  reported 
by  the  United  States  Department  of 
Agriculture  for  the  month.  Such  price 
shall  be  adjusted  to  a  3.5  percent  butter- 
fat basis  by  a  butterfat  dlfferoitial 
rounded  to  the  nearest  one-tenth  cent 
computed  at  0.12  times  the  simple  aver- 
age of  the  daily  wholesale  sdling  prices 
(using  the  midpoint  of  any  price  ran«e 
as  one  price)  of  Grade  A  (92-soore)  bulk 
creamery  butter  per  pound  at  Chicago, 
as  reported  by  the  United  States  Depart- 
mefit  of  Agriculture  for  the  month.  The 
basic  formula  price  shall  be  roimded  to 
the  nearest  full  cent. 


>  This  ortler  shall  not  become  effective  un- 
lew  and  until  the  requirements  of  i  900.14 
of  the  rule*  of  pracUce  and  procedxire  gov- 
erning proceedings  to  formulate  marketing 
agreements  and  marketing  orders  have  been 
met. 


~     §  1069.51      [Amendment] 

2.  Replace  S  1069.51(b)  witti  the  fol- 
lowing: 

(b)  Class  IljnUk.  The  Class  n  price 
per  hundredweight  of  milk  of  3.6  per- 
cent butterfat  content  shall  be  deter- 
mined each  month  as  follows: 

(1)  Multiply  by  4.24  the  simply  aver- 
age, as  computed  by  the  market  admin- 
istrator, of  the  dally  wholesale  selUng 
prices  (using  the  midpoint  of  any  price 
range  as  one  price)  of  Grade  AA  (98- 
score)  bulk  creamery  butter  per  pouxid 
at  Chicago,  as  reported  by  the  Depart- 
ment, during  the  delivwy  period:  Pro- 
vided. That  if  no  price  is  reported  for 
Grade  AA  (93-score)  butter,  the  highest 
of  the  prices  reported  for  Grade  A  (92- 
score)  butter  for  that  day  shall  be  used 
in  lieu  of  the  price  for  Grade  AA  (98- 
score)  butter; 

(2)  Multiply  by  8.2  the  weighted 
average  of  carlot  prices  per  pound  for 
spray  process  nonfat  dry  milk  solids,  for 
human  consxmiption,  f.o.b.  manufac- 
turing plants  in  the  Chicago  area,  as 
published  for  the  period  from  the  2«th 
day  of  the  immediately  preceding  month 
through  the  25th  day  of  the  current 
month,  by  the  Department;  and 

(3)  "From  the  sum  of  the  results  ar- 
rived at  under  subparagraphs  (1)  and 
(2)  of  this  paragraph  subtract  75.2  cents 
and  adjust  to  the  nearest  fxlll  cent. 

Order '  Amending  the  Order  Regulating 
the  Handling  of  Milk  in  the  Paducah, 
Kentucky,  Marketing  Area 

§  1099.0     Findings  and  determinations. 

The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 
in  addition  to  the  findings  and  deter- 
minalions previously  made  In  connec- 
tion with  the  Issuance  of  the  aforesaid 
order  and  of  the  previously  issued 
amendments  thereto;  and  all  of  said 
previous  findings  and  determinations  are 
hereby  ratified  and  affirmed,  except  in- 
sofar as  such  findings  and  determina- 
tions may  be  In  confiict  with  the  find- 
ings and  determinations  set  forth  herein., 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  pro- 
visions of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended  (7 
U.S.C.  601  et  seq.),  and  the  applicable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  marketing  orders  (7  (3FR 
Part  9C0),  a  public  hearing  was  held 
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upon  certain  iwoposed  amendments  to 
the  tentative  marketinR  agreement  and 
to  the  order  regxilating  the  handling  of 
milk  in  the  Paducah.  Kentucky,  market- 
ing area.  Upon  the  basis  of  the  evidence 
introduced  at  such  hearing  and  the  rec- 
ord thereof,  it  is  found  that: 

(1)  The  said  order  as  hereby  amended, 
ftn^  all  of  the  terms  and  conditions 
thereof,  will  tend  to  effectuate  the  de- 
clared policy  of  the  Act; 

(2)  The  parity  prices  of  milk,  as  de- 
termined pursuant  to  section  2  of  the 
Act,  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which  af- 
fect market  supply  and  demand  for  milk 
In  the  said  marketing  area,  and  the 
minimum  prlccs  specified  in  the  order 
as  hereby  amended,  are  such  prices  as 
will  reflect  the  aforesaid  factors.  Insure 
a  sufficient  quantity  of  pure  and  whole- 
some milk,  and  be  in  the  public  Interest; 
and 

(3)  The  said  order  as  hereby  amended, 
regulates  the  handling  of  milk  In  the 
same  manner  as.  and  is  applicable  only 
to  persons  in  the  respective  classes  of 
industrial  or  commercial  activity  speci- 
fied in,  a  marketing  agreement  upon 
which  a  hearing  has  been  held. 

Order  relative  to  handling.  It  is  there- 
fore ordered,  that  on  and  after  the  ef- 
fective date  hereof,  the  handling  of  milk 
In  the  Paducah,  Kentucky,  marketing 
area  shall  be  in  conformity  to  and  in 
compliance  with  the  terms  and  condi- 
tions of  the  aforesaid  order,  as  hereby 
amended,  and  the  aforesaid  order  is 
hereby  amended  as  follows: 

1.  Delete  i  1099.50  and  substitute 
therefor  the  following : 

§  1099.50      Basic   fonnuU   price. 

The  basic  formula  price  shall  be  the 
average  price  per  hundredweight  for 
manufacturing  grade  milk,  f.o.b.  plants 
in  Wisconsin  and  Mirmesota.  as  reported 
by  the  United  States  Department  of 
Agriculture  for  the  month.  Such  price 
shall  be  adjusted  to  a  3.5  percent  butter- 
fat  basis  by  a  butterfat  differential 
rounded  to  the  nearest  one- tenth  cent 
computed  at, 0.12  times  the  simple  aver- 
age of  the  daily  wholesale  selling  prices 
(using  the  midpoint  of  any  price  range 
as  one  price)  of  Grade  A  (92-score)  bulk 
creamery  butter  per  pound  at  Chicago. 
as  reported  by  the  United  States  Depart- 
ment of  Agricultiire  for  the  month.  The 
basic  formula  price  shall  be  rounded  to 
the  nearest  full  cent. 

§  1099.51-      [Amendment] 

2.  Delete  }  1099.51(b)  and  substitute 
therefor  the  following: 

(b)  Class  II  milk  price.  The  highest 
of  the  prices  computed  pursuant  to  sub- 
paragraphs (1).  (2).  and  (3)  of  this 
paragraph  shall  be  the  Class  II  price 
during  the  months  of  August  through 
March,  and  such  price  shall  be  reduced 
ten  cents  during  the  months  of  April 
through  July:  Provided.  That  in  no  case 
shall  such  price  be  less  than  the  price 
determined  In  subparagraph  (3)  of  this 
paragraph. 

(1)  The  average  of  the  basic  or  field 
prices  per   hundredweight   reporj^ed   to 
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have  been  paid  or  to  be  paid  for  milk 
of  3.5  percent  butterfat  content  received 
from  farmers  during  the  month  at  the 
following  plants  or  places  for  which 
prices  have  been  reported  to  the  market 
administrator  or  to  the  Department  of 
Agriculture : 

Present  Operator  and  Location 

Pet  Milk  Co  .  WayMlnd.  Mich. 
Pet  Milk  Co  .  Coopersvllle.  Mich. 
Borden  Co..  New  London.  Wis. 
Carnation  Co  .  Richland  Cent«r.  Wla. 
Pet  Milk  Co..  New  Glarus.  WU. 
Pet  Milk  Co  .  Belleville,  Wla. 
White  House  Milk  Co  .  Manitowoc.  WU. 
White  House  Milk  Co..  West  Bend,  Wla. 

(2)  The  sum  of  the  amounts  deter- 
mined pursuant  to  subdivision  (1)  and 
(11)  of  this  subparagraph  less  75  cents. 

(i)  Multiply  by  4.24  the  simple  aver- 
age, as  computed  by  the  market  admin- 
istrator of  the  daily  wholesale  selling 
prices  (using  the  midpoint  of  any  price 
range  as  one  price)  of  93  score  bulk 
creamery  butter  per  pound  at  Chicago, 
as  reported  by  the  Department  of  Agri- 
culture, during  the  month:  Prot?tded, 
That  If  no  price  is  reported  for  93  score 
butter,  the  highest  of  the  prices  reported 
for  92  score  butter  for  the  day  shall  be 
used  in  lieu  of  the  priae  for  93  score 

butter. 

(ii)  Multiply  by  8.2  the  weighted  aver- 
age of  carlot  prices  per  pound  for  spray 
process  nonfat  dry  milk  solids,  for  hu- 
man consumption,  fob.  manufacturing 
plants  in  the  Chicago  area,  as  published 
for  the  period  from  the  26th  day  of  the 
immediately  preceding  month  through 
the  25th  day  of  the  current  month  by  the 
Department  of  Agriculture. 

(3)  Or  the  price  shall  be  the  average 
of  the  basic  (or  field)  prices  reported  to 
or  ascertained  by  the  market  adminis- 
trator to  have  been  paid,  or  to  be  paid, 
without  deductions  for  hauling  or  other 
charges  to  be  paid  by  the  farm  shipper, 
for  milk  of  4.0  percent  butterfat  content 
received  during  the  month  by  the  Pet 
Milk  Company  at  Its  manufacturing 
plant  located  at  Mayfleld,  Kentucky,  less 
5  times  the  butterfat  differential  calcu- 
lated pursuant  to  §  1099.52(b). 

[FR     Doc     62-1942:    Piled,    Peb.    26,    1962; 
8  50  a  m  ] 
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(  7   CFR   Part   1097] 

(Docket  No  AO  219-A9  AlO] 

MILK  IN  MEMPHIS,  TENN., 
MARKETING  AREA 

Decision  on  Proposed  Amendments 
to  Tentative  Marketing  Agreement 
and   to   Order 

Pursuant  to  the  provisions  of  the  Ag- 
ricultural Marketing  Agreement  Act  of 
1937.  as  amended  7  U.S  C.  601  et  seq  • , 
and  the  applicable  rules  of  practice  and 
procedure  ^'ovcriung  the  formulation  of 
marketing  agreements  and  marketing 
orders  <7  CFR  Part  900) .  public  hearings 
were  held  at  Memphis.  Tennessee,  and 
Little  Rock,  Arkansas,  on  July  18-20. 
1C61.  pursuant  to  notice  thereof  Issued 
on  June  2:^.  1961  <26  F  R.  5803 ».  and  at 
Chicago.  Ilhnois.  on  January  17-19,  1962. 


pursuant  to  notice  thereof 
issued  January  8,  1962  (27  FJt  f^" 

Upon  the  basis  of  the  evkleaat^^ 
duced  at  the  July  hearing  and  t^||S 
thereof,  the  Assistant  Secretaiy  i(7^- 
riculture.  on  October  17,  1961  m{f 
9860;  F.R.  Doc.  61-10032)  fUed-^^ 
Hearing  Clerk,  United  States 
ment  of  Agriculture,  his 
decision  containing  notice  of  Vtm 
tunity  to  file  written  exceptUng 
On  February  7.  1962.  the 
retary  filed  with  the  Hearinc 
recommended  decision  containtBf 
of  opportunity  to  file  written 
thereto  with  respect  to  the 
and  the  evidence  introduced  i|  |^ 
Chicago.  Illinois  hearing,  JumUf  m, 
19.  1962  (27  F.R.  1272;  F.fL  Dhl  K 
1406). 

The  material  Issues  on  the 
the  hearings  relate  to: 

1.  Class  I  price; 

2.  Basic  butterfat  test; 

3.  Handler  location  dlfferenttak; 

4.  Plants   subject   to   another  < 
and 

5.  Class  I  price  for  milk 
another  marketing  area. 

Findings  and  conclusions.   "Hm 
ing  findings  and  conclusions  on  Um 
terial    issues    are    based    on 
presented  at  the  hearing  and  the 
thereof : 

1.  Class  7  price.  The  Claa  I  fifei 
should  be  revised  to  (1)  change  thtliA 
formula  price,  (2)  provide  some 
adjustment  to  the  Class  I  price 
tial,  and  (3>  revise  appUcatloa «( 
supply-demand  adjuster. 

The  present  Class  I  price  is 
by  adding  to  the  basic  formula 
the  preceding  month  a  Class  I 
tial  of  $1.74.    Such  price  Is  fwtksii^ 
justed    by    a   supply -demand 
The  basic  formula  price  is  the 
of  the  following  alternative 
mulas:     (1)     The    Midwest 
prices.  (2)  a  butter-powder 
(3)  a  butter-cheese  formula. 

The  handlers  regulated  by  tlM  i 
proposed  that  the  Memphis  Class  I 
be  closely  aligned  to  the  Paducah. 
tucky.  Class  I  price.  It  was 
that  the  Memphis  Class  I  prtoe  li.ll 
cents  over  the  Paducah  Class  I  priMil 
4  0  percent  butterfat  contenl  9$ 
contended  that  a  Paducah 
a  substantial  increase  In  his 
the  marketing  area  during  tlw 
months  because  of  the  disparity  ^^ 
the  Paducah  and  Memphis  ClsssIldB 
The  producer  associations  supplyiHttl 
market  proposed  that  no  chsapi  11 
made  in  the  present  Class  I 
structure. 

The  supply  of  producer  milk 
is  adequate  in  relation  to  the 
disposition.  During  the  past  90 
producer  receipts  ranged  from  a 
129  percent  to  a  low  of  105 
Class  I  disposition.  For  the 
and  1960  the  relationship  of  . 
receipts  to  Class  I  sales  aversfed  VM 
and  112.6  percent,  respectively.  !*»■ 
most  recent  12 -month  period  rf  «•' 
1960  to  June  1961,  It  averaged  UMp^ 
cent.  When  the  receipts  and 
sales  which  the  cooperative 
marketed  outside  the  or9er  arc 


receipts  and  Class  I  sales, 
relationship  of  receipts  to 
was  117.6  percent  in  1959, 
^  in  1960  and  115.5  percent 
'recent  12-month  period. 
,  milk   used  In  Class  I  has 
^_  proportionately   to   increased 
'?|u,fir1—  of  producers  largely  be- 
I  teodlers    have    increased    salesv 
MtSde  the  Memphis  marketing 
OuKrf-area  sales  rose  18  percent 
iaiA  to  I960  compared  to  a  5  per- 
Tmssb  in  m-area  sales.    During 
gU  months  of  1961  out-of-area 
je  31  percent  compared  to  a  3 
Increase  in  In- area  sales. 
t^mJut  the  relatively  constant  ratio 
JmSSoet  milk  to  Class  I  sales  in  re- 
^t^nut  producers  supplying  the  Mem- 
TuZr^ot  have  lost  sales  through  the 
CLssd  sales  within  the  Memphis  mar- 
!^?i^  by  handlers  from  other  mar- 
Sr*f|«—  I  disposition  in  the  Memphis 
net  wea  by  handlers  regulated 
other  Federal  orders  increased  27 

ij  irom  1959  to  1960  and  another 

UHvaent  during  the  first  six  months 
2  jlJJ]  The  sales  for  the  most  part 
■■e  Bade  by  handlers  regulated  under 
M  Central  Arkansas  and  Paducah 
■iga.  Lower  returns  to  Memphis  pro- 
ves voold  result  from  this  continuing 
^^  Class  I  sales.  Ttm  situation 
Sidd  be  rectified  by  price  alignment 
glfciieartiy  markets. 

^  CSass  I  prices  In  Memphis  and 
eMk  Vodt  have  been  identical  during 
m  period  but  the  Memphis  Class  I 
■iBi  Im  exceeded  the  Paducah  price 
Sr^fc  of  the  same  butterfat  content 
^  wan  than  the  cost  of  transporting 
^  tram  Paducah  to  Memphis.  The 
flnaee  In  price  has  been  accentuated 
fe  MO  and  1961  because  the  basic  for- 
Wtm  wed  in  computing  the  Class  I 
Mm  Ib  the  two  markets  differ, 
fhidtaparity  between  Memphis  Class 
IplMtDd  prices  in  Paducah,  St.  Louis 
■I0i#<ii1iaii  St.  Louis  (cdtematiye  milk 
areas  for  the  Memphis  market) 
has  resulted  from  the  varying 
ftanulas  used  in  these  markets,  if 
to  continue,  could  result  in  a 
It  reduction  in  Class  I  sales  In 

, for  Memphis  producers.    This 

itiperitr  in  the  long  run  would 
to  reduce    returns    to    Monphis 


Issue  of  an  appropriate  basic 
\  for  determining  Class  I  prices  in 
»■.  Tennessee,  and  35  other  cen- 
M  Dtaltod  States  markets  was  the 
of  a  hearing  held  at  Chicago, 
_  January  17-19,  1962.  On  the 
I  «C  that  hearing  record  a  reoom- 
.  decision  that  the  basic  f  ormtila 
ll  Is  vasd  In  these  markets  should  be 
liiaflnthly  average  price  (adjusted  to 
Upawnt  butterfat)  received  by  fana- 
1m  Manufactiuing  grade  milk  in 
and  Wisconsin  as  published 
lent  on  about  the  5th  day 

the  month  was  issued  Pebru- 

■TT.  1912  (27  F.R.  1272;  F.R.  Doc.  63- 
MM).  The  material  Issues,  findings  and 
MHhalaDs.  rulings,  and  gieneral  findings 
itttniBal  decision  in  that  proceeding 
htoad  eoDcurrently  herewith.  Insofar  as 
^  Wtatn  to  the  basic  formula  to  be 
■Mia  (he  Memphis,  Tennessee.  Federal 


tpuir  order,  are  hereby  e4>proved  and 
adopted  as  if  set  forth  in  full  herein. 

In  view  of  the  present  relationship  of 
producer  reoeipto  to  Class  I  sales  and  the 
increase  in  Class  I  sales  by  Memphis 
handlers,  the  level  of  the  Class  I  differ- 
ential should  not  be  reduced. 

However,    the    Class    I    differential 
should  be  adjusted  seasonally  to  reduce 
seasonal    differences    in    the    Memphis 
Class  I  price  compared  to  markets  to  the 
north  from  which  milk  is  available  to 
the  Memphis  market.  The  Class  I  differ- 
ential in  the  Paducah,  Kentucky,  order 
is  $1.50  during  the  months  of  August 
through  February,  $1.20  in  March  and 
July  and  $0.90  in  April,  May  and  Jime. 
The  Class   I   prices'  in  St.   Louis   and 
Suburban  St  Louis  are  tied  directly  or 
indirectly  to  the  Chicago,  Illinois,  Class  I 
price.    The  St.  Louis  Class  I  price  is  50 
cents  more  than  the  Chicago  Class  I 
price  while  the  Suburban  St.  Louis  Class 
I  price  is  10  cents  less  than  the  St. 
Louis  price  and  the  Ozarks  price  varies 
seasonally  from  20  to  27  cents  less  than 
the  St.  Louis  Class  I  price.    The  Chicago 
Class  I  differential  is  70  cents  in  March 
through  June.  90  cents  in  July  and  De- 
cember through  February,  and  $1.10  in 
August  through  November. 

The  Class  I  differential  in  the  Memphis 
order  should  be  changed  to  $1.84  in 
August  through  February  and  $1.60  in 
March  through  July.  Although  the  an- 
nual average  of  these  Class  I  differ- 
entials will  remain  at  $1.74,  the  prices 
will  be  somewhat  more  closely  aligned 
with  the  pattern  of  prices  in  these  other 
markets. 

Changes  in  the  production  and  Class 
I  sales  of  milk  for  the  market  should  be 
reflected  hi  the  cvurent  supply-demand 
computations.    The     present     supply- 
demand  adjustor  must  have  a  deviation 
from  the  base  utilization  range  in  the 
same   direction    for    three    consecutive 
months  before  any  monetary  adjustment 
is  made  in  the  Class  I  price.    This  limi- 
tation should  be  deleted  so  that  any  in- 
crease or  decrease  in  receipts  or  sales 
may  be   reflected   immediately.    How- 
ever, the  adjustment  should  be  limited 
to  six  cents  In  any  given  month  more  or 
less  than  the  adjustment  for  the  pre- 
vious  month.    This    would    allow    the 
supply-demand  mover  to  move  only  two 
percentage  points  per  month  outside  the 
base  utilization  range.    This  curb  on  the 
adjustment  will  eliminate   any  erratic 
movement  yet  will  reflect  the  trend  of 
the  supply-sales  relationship.    Such  a 
provision  would  have  been  effective  only 
during  the  months  of  July,  August  and 
September  1960.  in  which  it  would  have 
reduced  the  Class  I  price  6,  12,  and  6 
cents.  re«>ectlvely. 

2.  Ba^  butterfat  test.  Prices  should 
be  computed  and  annovmced  for  milk  of 
3.5  percent  basic  butterfat  content. 

ClaiBS  prices  and  uniform  prices  to 
producers  are  presently  stated  on  a  four 
peraent  Imtterfat  basis.  In  order  to  ac- 
^^mwpli■h  ttie  uniformity  of  basic  for- 
mulas found  to  be  necessary  and  desir- 
able, prices  for  all  markets  within  a 
region  should  be  stated  at  the  same  but- 
terfat content.  In  order  that  all  prices 
are  aimoonced  on  a  comparable  basis. 
Class  n  prices  and  uniform  prices  to 
producers,   as   well  as   Class   I   prices 
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should  be  o<Hnputed  and  reported  for 
milk  of  3.5  percent  butterfat  content. 

3.  Location  differenUaU.  No  change 
should  be  made  in  the  location  differ- 
ential provisions. 

The  cooperative  association  proposed 
that  the  location  differential  credit  to 
handlers  be  limited  to  20  cents  per  hun- 
dredweight. Handlers  proposed  the 
elimination  of  the  location  differential 
at  Jackson,  Tennessee. 

The  proposal  by  the  cooperative  asso- 
ciation would  inhibit  the  movement  of 
milk  into  the  market  from  distant  points 
when  the  milk  might  actually  be  needed 
In  the  market.  The  location  differen- 
tials are  designed  to  reflect  the  cost 
of  moving  milk  to  the  market  regard- 
less of  the  distance.  The  Memphis  mar- 
ket at  times  has  had  to  import  milk  from 
other  markets  to  the  north.  Such  a 
proposal  would  arbitrarily  esti^lisb  a 
price  for  milk  at  distant  plants  greater 
than  the  Memphis  price  adjusted  by 
trsSisportation  costs.  Therefore,  the 
proposed  amendment  is  denied. 

The  proposal  by  the  handlers  to  diml- 
nate  the  location  differential  at  Jackson. 
Tennessee,  should  also  be  denied.  The 
present  location  differential  at  Jackson. 
Tennessee,  i^  13.5  cents  per  hundred- 
weight. The  rate  of  13.5  cento  per  hun- 
dredweight reflecte  experience  rdative 
to  the  additional  cost  of  moving  milk  to 
Memphis  area  plante  rather  than  to 
Jaclcson,  Tennessee,  planto  from  farms 
located  in  and  af^und  JacJrwon. 

4.  Milk  subject  to  pricing  vnder  other 
Federal  orders.    The  proposal  to  diange 
the  current  Memphis,  Tainessee,  order 
language  with  respect  to  planto  subject 
to  another  order  is  denied.    Under  the 
present  provision,  a  plant  that  has  sales 
in  the  Memphis  marketing  area  and  in 
the  marketing  area  of  another  Federal 
order  will  not  become  a  handlra:  regu- 
lated under  the  Monphis  ordex  unless 
a  volume  of  Class  I  milk  was  disposed  of 
from  such  plant  during  the  six-month 
period  immediatdy  preceding  to  retail 
and  wholesale  outlete  (exc^;>t  fluid  milk 
plants)  in  the  Memphis,  Tennessee,  mar- 
keting area  greato:  than  the  volume 
disposed  of  in  the  madceting  area  regu- 
lated pursuant  to  such  other  order.    Tlie 
Mid-South  Milk  Prochicers  Association 
advocated   the   deletibn  of   ttae  words 
"during  the  six-month  period  immedi- 
ately preceding"  thus  putting  tlie  pod 
status  of  a  handler  of  another  market 
selling  in  the  Menu>hls  marketing  area 
on  a  month-to-month  basis. 

The  present  order  language  was  de- 
signed to  prevent  a  shift  back  and  f<Hth 
between  the  Central  Arkansas  and  Mem- 
phis orders  on  a  month-to-month  basis. 
A  pool  plant  shifting  between  order  reg- 
ulations creates  imcertainty  and  undue 
hardships  for  the  producers  caoceraieA. 
llie  proposal  to  use  only  the  current 
month  performance  was  designed  to 
regulate  the  Paducah  handler  under  the 
Memphis  order  If ,  in  a  single  month. 
his  sales  in  the  Memphis  area  exceeded 
those  in  the 'Paducah  area.  Such  a 
change  in  regulation  would  relieve  the 
handler  from  regulation  under  the  Pa- 
ducah order  which  opiates  m  a  raarirM- 
wlde  pool  and  make  him  subject  to  the 
Memphis  regulation  which  is  aa  indi- 
vidual handler  pooL    Since  the 
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phis  market  operates  on  an  individual 
handler  pool  basis  the  blend  prices  re- 
ceived by  producers  who  regularly  sup- 
ply the  Memphis  market  would  not  be 
affected  by  such  a  shift  in  regulation. 
The  shift  would  affect  the  blend  prices 
received  by  producers  in  the  Paducah 
market.  Therefore,  the  shift  in  regu- 
lation from  one  market  to  the  other 
should  be  made  only  when  it  is  estab- 
lished that  a  handler  has  maintained 
greater  sales  in  the  Memphis  marketing 
area  for  a  six-month  period. 

5.  Class  I  price  for  milk  distributed 
in  another  marketing  area.  A  proposed 
amendment  by  the  cooperative  associa- 
tion to  add  a  new  section  to  the  Menv- 
phis.  Tennessee,  order  whereby  the 
price  of  Class  I  milk  distributed  in  an- 
other Federal  order  marketing  area  be 
the  higher  of  the  Memphis  Class  I  price 
or  the  price  determined  pursuant  to  the 
other  Federal  order  is  denied. 

The  Class  I  prices  in  each  Federal 
order  market  are  established  at  levels 
which  will  obtain  an  adequate  supply 
of  milk  for  the  respective  market. 
These  prices  reflect  prices  of  alterna- 
tive supplies  of  milk  and  local  supply 
and  demand  conditions.  The  prices  are 
established  at  the  plant  where  such  milk 
is  received  from  producers.  Even 
though  some  of  the  milk  received  for  the 
Memphis  market  Is  actually  disposed  of 
in  another  Federal  order  marketing  area 
its  value  remains  the  ^me  as  if  it  were 
disposed  of  in  Memphis.  Therefore,  the 
Memphis  Class  I  price  should  apply  to 
all  Class  I  milk  received  from  producers 
regardless  of  the  area  in  which  it  is  sold. 

RtMngs  on  proposed  findings  and  con- 
clusions. Briefs  and  proposed  findings 
and  conclusions  were  filed  on  behalf  of 
certain  interested  parties.  These  briefs, 
proposed  findings  and  conclusions  and 
the  evidence  in  the  record  were  consid- 
ered in  making  the  findings  and  conclu- 
sions set  forth  above.  To  the  extent  that 
the  suggested  findings  and  conclusions 
filed  by  interested  parties  are  inconsist- 
ent with  the  findings  and  conclusions 
set  forth  herein,  the  requests  to  make 
such  findings  or  reach  such  conclusions 
are  denied  for  the  reasons  previously 
stated  in  this  decision. 

Qeneral  findings.  The  findings  and 
determinations  hereinafter  set  forth  are 
supplementary  and  in  addition  to  the 
findings  and  determinations  previously 
made  in  connection  with  the  issuance 
of  the  aforesaid  orders  and  of  the  prev- 
iously issued  amendments  thereto:  and 
all  of  said  previous  findings  and  deter- 
minations are  hereby  ratified  and  af- 
firmed, except  insofar  as  such  findings 
and  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

(a)  The  tentative  marketing  agree- 
ments and  the  orders,  as  hereby  pro- 
posed to  be  amended,  and  all  of  the 
terms  and  conditions  thereof,  will  tend 
to  effectuate  the  declared  policy  of  the 
Act: 

(b)  The  parity  prices  of  milk  as  de- 
termined pursuant  to  Section  2  of  the 
Act  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which 
affect  market  supply  and  demand  for 
milk  in  the  marketing   area,   and  the 
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minimum  prices  specified  in  the  proposed 
marketing  agreements  and  the  orders,  as 
hereby  proposed  to  be  amended,  are  such 
prices  as  will  reflect  the  aforesaid  fac- 
tors, insure  a  sufficient  quantity  of  pure 
and  wholesome  milk,  and  be  in  the  pub- 
lic Interest;  and 

ic»  The  tentative  marketing  agree- 
ments and  the  orders,  as  hereby  proposed 
to  be  amended,  will  regulate  the  han- 
dling of  milk  in  the  same  manner  as. 
and  will  be  applicable  only  to  persons  in 
the  respective  classes  of  industrial  and 
commercial  activity  specified  in,  a  mar- 
keting agreement  upon  which  a  hearing 
has  been  held. 

Rulings  on  exceptions.  In  arriving  at 
the  findings  and  conclusions,  and  the 
regulatory  provisions  of  this  decision, 
each  of  the  exceptions  received  was  care- 
fully and  fully  considered  in  conjunc- 
tion with  the  record  evidence  pertain- 
ing thereto  To  the  extent  that  the 
findings  and  conclusions,  and  the  regu- 
latory provisions  of  this  decision  are  at 
variance  with  any  of  the  exceptions,  such 
exceptions  are  hereby  overruled  for  the 
reasons  previously  stated  in  this  decision. 

Marketing  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hereof 
are  two  documents  entitled,  respectively. 
"Marketing  Agreement  Regulating  the 
Handling  of  Milk  in  the  Memphis.  Ten- 
nessee Marketing  Area",  and  "Order 
Amending  the  Order  Regulating  the 
Handling  of  Milk  in  the  Memphis,  Ten- 
nessee Marketing  Area",  which  have 
been  decided  upon  as  the  detailed  and 
appropriate  means  of  effectuating  the 
foregoing  conclusions. 

It  is  hereby  ordered.  That  all  of  this 
decision,  except  the  attached  market- 
ing agreement,  be  published  in  the  Fed- 
£RAL  Register.  The  regulatory  provi- 
sions of  said  marketing  agreement  are 
identical  with  those  contained  in  the 
order  as  hereby  proposed  to  be  amended 
by  the  attached  order  which  will  be 
published  with  this  decision. 

Determination  of  representative  pe- 
riod. The  month  of  November  1961  is 
hereby  determined  to  be  the  representa- 
tive period  for  the  purpose  of  ascertain- 
ing whether  the  issuance  of  the  attached 
order  amending  the  order  regulating 
the  handling  of  milk  in  the  Memphis. 
Tennessee,  marketing  area,  is  approved 
or  favored  by  producers,  as  defined  un- 
der the  terms  of  the  order,  as  hereby 
proposed  to  be  amended,  and  who.  dur- 
ing such  representative  period,  were 
engaged  in  the  production  of  milk  for 
sale  within  the  aforesaid  marketing  area. 

Signed  at  Washington,  DC,  on  Feb- 
ruary 21.  1962. 

Charles  S.  Murphy, 
Under  Secretary. 

Order  '■  Ameyiding  the  Order  Regulating 
the  Handling  of  Milk  in  the  Mem- 
phis, Tennessee,  Marketing  Area 

§  1097.0      Findings  and  determinjitions. 

The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 


» ThlB  order  shall  not  become  effective 
unless  and  until  the  requirements  of  i  900.14 
of  the  rules  of  practice  and  procedure  gov- 
erning proceedings  to  formulate  marketing 
agreements  and  marketing  orders  have  been 
met. 


in  addition  to  the  findings  and 

nations  previously  made  in      

with  the  issuance  of  the  aforegi^i--'^' 
and  of  the  previously  issued 
thereto ;  and  all  of  said  prevloQi 
and  determinations  are  herebf 
and  affirmed,  except  Insofar 
ings  and  determinations  may  bt  h 
flict  with  the  findings  and 
tions  set  forth  herein. 

<a)    Findings   upon   the  b<ui$  of  ^ 
hearing  record.     Pursuant  to  tin  m^ 
visions   of   the   Agricultural  IfHMlto 
Agreement  Act  of  1937,  as  ame^l^ 
use.  601  et  seq.).  and  the       " 
rules  of  practice  and  procedure 
ing  the  formulation  of  marketli^  _ 
ments   and   marketing   orders  (T  C^- 
Part   900  > .    public    hearings  vm  ^ 
upon  certain  proposed  amendnMB||i| 
the  tentative  marketing  nnrrnnmti 
to    the    order    regulating   the 
of  milk  in  the  Memphis,  TenneMM,  _ 
keting  area.    Upon  the  basis  of  ttM«|i 
dence  introduced  at  such  heartogi  i^ 
the  records  thereof,  it  is  found  thit: 

1 1  >   The  said  order  as  hereby 
ed.  and  all  of  the  terms  and 
thereof,  will  tend  to  effectuate  ttt  1^ 
clared  policy  of  the  Act: 

( 2 )  The  parity  prices  of  mUk.  h  |^ 
termined  pursuant  to  section  2  of  % 
Act.  are  not  reasonable  in  view  of  i| 
price  of  feeds,  available  supplletof  Im^ 
and  other  economic  conditions  «ldekll> 
feet  market  supply  and  demand  teiA 
in  the  said  marketing  area,  and  tllilri|r 
imum  prices  specified  in  the  ortira 
hereby  amended  are  such  prlcei  m  M 
reflect  the  aforesaid  factors,  iDMIJ 
sufficient  quantity  of  pure  and  «l^' 
some  milk,  and  be  in  the  public  iBla^ 
and 

( 3 )  The  said  order  as  hereby 
ed.   regulates   the  handling  of 
the  same  manner  as,  and  is 
only  to  persons  in  the  respecttft 
of  industrial  or  commercial  acttvl^ 
ifled   in.   a  marketing  agreement  IM 
which  a  hearing  has  been  held. 

Order  relative  to  handlint.  B  fe 
therefore  ordered,  that  on  and  a(lv% 
effective  date  hereof  the  handUnf  eCMt 
in  the  Memphis,  Tennessee, 
area  shall  be  in  conformity  to 
compliance  with  the  terms  and 
tions  of  the  order,  as  hereby 

1.  Delete     9  1097.50     and 
therefor  the  following: 

§  1097.50      Basic  formula  prieai 

The  basic  formula  price  shall  hi 
average  price  per  hundredwelgh* 
manufacturing  grade  milk,  f.oJ». 
in  Wisconsin  and  Minnesota,  ai 
by  the  United  States  Dei 
Agriculture  for  the  month 
shall  be  adjusted  to  a  3.5  . 
terfat  basis  by  a  butterfat  dlffu. 
rounded  to  the  nearest  one-tenifc  w§ 
computed  at  0.12  times  the  C^^l^jJfE 
ter  price  for  the  month.  The  bariilP 
mula  price  shall  be  rounded  ••  m 
nearest  full  cent.  ^ 

2.  Delete  9  1097.51(a)  (1)  and  (»*t; 

substitute  therefor  the  followlnf:       * 

(1)  Add  $1.60  in  each  of  the 
of  March  through  July  and  $1.14  ■  I 
other  months. 


bytMift 


February  27,  1962 


-k  lA*  If  the  net  utilization  percent- 
•B^^jgd  pursuant  to  subparagraph 
PffSteparagraph  is  less  than,  or 
wr^JTu  it  Is  more  than  the  base 
SSL  »»n«e,  an  amount  determined 
pBSStying  such  net  utilization  per- 
t«  three  cents:  Provided,  Tliat 
^t  added  or  subtracted  shall 
ttore  than  six  cents  from  the 
•dded  or  subtracted  during  the 
preceding  month. 

,  TT-^  1 1087 .51(b)    delete   the  period 

*\A«  Mid  <rf  the  paragraph  and  add: 

•jfc— I  which  shall  be  subtracted  5 

Sfte  butterfat  differential  for  the 

""Ltve  month  computed  pursuant  to 

tSjS(b)  "• 

»TC||  1097.52,  1097.71.  and  1097-92, 
H.W  wherever  it  appears  and  sub- 
for  "3.5". 
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flMIYS  AND  TURKEY  HATCHING 
"^  EGGS 

Mild  tf  Recommended  Decision  and 
QMir-"r  To  File  Written  Excep- 
IMM  WMi  Respect  to  a  Propetod 
MwlWllnB  Agreement  and  Ordor 

.  to  the  rules  of  practice  and 
JsM  amended,  governing  pro- 
^,  to  formiilate  marketingagree- 
(M^  marketing  orders  (7  CFR  Psot 
UiHot  Is  hereby  given  of  the  filing 
'tlM  Bearing  Clerk,  United  States 
■■it  of  Agriculture,  a  recom- 
,.  decision  with  respect  to  a  pro- 
■aiketing  agreement  said  order 
ttW  the  handling  of  turkeys  pro- 
[  in  an  States  of  the  United  States 
itaska  and  Hawaii,  to  become 
__  pursuant  to  the  provisions  of 
|»<4frieultural  Marketing  Agreement 
MiC  UI7.  as  amended  (48  Stat.  31.  ae 
7  U.S.C.  601  et  seq.)  herein- 
the  "Act." 
_____  persons  may  file  exceptions 
%  Ml  neommended  decision  with  the 
iMta«  Clerk,  Room  112,  Adminlstra- 
iMMldkv.  United  SUtes  Department 
tf  AfrtMlture,  Washington  25.  D.C.,  not 
Iris  thM  the  close  of  business  on  the 
rafto:  publication  of  this  recom- 
„  decision  in  the  Fbderal  Rkcis- 
Btz  copies  of  exceptions  should  be 


JMMaarv  statement.  A  public 
;  on  the  record  of  which  the  pro- 
marketing  order  is  formulated 
Mid  at  the  several  locations  and 
,  J  enumerated  below,  pursuant 
ImOee  thereof  which  was  published 
kflM  FBBKtAL  Register  on  November  2, 
WHOM  TR,  10286),  the  supplemental 
MIIm  of  the  hearing  published  in  the 
mKmm,  EUoister  on  November  8,  1961 
ilRJL.  1M16) ,  the  second  siupplemental 
■UrneC  hearing  published  in  the  Fao- 
■ftBMttnt  on  November  17,  1961  (26 
■Ml  Wni).  the  notice  reopening  the 
kaiiii  published  in  the  Fedbkal 
tattBK  en  January  18,  1962  (27  ¥R. 
RD.  md  the  notice  amending  the  notice 
tf  nopening  published  January  27.  1962 


(27  FA.  SS4).    Ttut  public  hearing  was 
hdd  at  Rtdnnond.  Virginia,  November 
20  to  22;  Dea  llolnes,  Iowa.  Novendier 
24, 2S.  26. 2T:  Ii«»  Vegas.  Nevada,  Novem- 
ber 29.  SO.  and  Deoonber  1;  Oklahoma 
City.  Oklahoma,  December  4.  5,  and  6; 
Chicago,  Ti)<wft<«.  Decembo-  8  aiul  9;  Al- 
buqr.  Mew  Toik,  December  12  and  13. 
1961,  and  Kansas  City.  Missouri,  Janu- 
ary 29  through  February  1.  1962.    Such 
notices   set  forth   proposed   marketing 
agreements  and  orders  relating  to  the 
provlsiODS    of    a    prcvosed    marketing 
agreement    and    order    regulating    the 
handling  of  turiiey  hatching  eggs  and 
a  proposed  marketing  agreement  and 
Older  regulating  the  handling  of  tur- 
keys under  the  terms  of  the  Agricultural 
Marketing  Act  of  1937,  as  amended.   The 
National   TuilEey   Federation,   and  the 
National  Turkey   Advisory   Committee, 
after  several  meetings,  had  proposed  that 
a  public  hearing  be  hdd  upon  such  pro- 
posed maitetlng  agreements  and  orders. 
Material  ftsMes.    The  material  issues 
presented  on  the  record  of  the  hearing 
are  as  follows: 

(1)  The  existence  of  the  right  to  exer- 
cise Federal  Jurisdiction; 

(2)  The  need  for  the  proposed  regu- 
latory program  to  effectuate  the  de- 
clared purposes  of  the  act  and  whether 
such  purpoaes  would  be  effectuated  by 
a  Turkey  or  Turkey  Hatching  Egg  pro- 
gram or  both; 

(3)  The  ddlniticms  of  the  commodity 
and  determination  of  the  production  area 
to  be  afliected  by  the  marketing  agree- 
ment and  order; 

(4)  The  identity  of  the  persons  and 
transactions  to  be  regulated;  and 

(5)  The  fi>eciflc  terms  and  provisions 
of  the  proposed  mariceting  agreement 
and  order  Including: 

(a)  Definitions  of  terms  used  therein 
which  are  necessary  and  Incidental  to 
attain  the  dedued  objectives  of  the  act. 
^tmwiy  which  are  those  i^Dplicable  to  the 
provisions  of  the  proposed  program; 

(b)  Tbe  establishment,  maintenance, 
oompositioa.  powers,  duties,  term  of  of- 
fice, and  operation  of  a  turkey  advisory 
board; 

<c)  The  establishment,  maintenance, 
coippositiffp.  powers,  duties,  and  opera- 
tion of  a  tuitey  administrative  com- 
mittee, which  shall  be  the  administrative 
agency  for  assisting  the  Secretary  In 
administrmtion  of  the  turkey  marketing 
program; 

(d)  The  selection  of  the  membership 
of  the  board  and  committee; 

(e)  The  authority  for  the  committees 
to  incur  expenses  and  to  levy  assess- 
ments on  handlers  of  turkeys; 

(f)  Tbe  need  for  establishment  of 
marketing  research  and  develoixnent 
programs  for  turkeys; 

(g)  Tht  authority  of  the  board  and 
oammittee  to  recommend  marketing 
policy  and  regulations  implementing 
such  policy; 

(h)  The  methods  for  limiting  of  the 
quantities  of  turkeys  which  may  be 
handled; 

(i)  The  application  of  the  provisions 
to  persons  under  the  order  and  exemp- 
tions of  certain  such  persons; 

(J)  The  procediu-e  for  establishing  re- 
porting reqxiirements  applicable  to  han- 


dlers  and  the  requiranents  for  reoord- 
keeping; 

<k)  The  TeqpdrementB  of  compWsfnoe 
with  an   provisaDs  of   the  BaatkeUnc 
agreement  md  order  and  with  wculft 
tions  issued  thereto; 

(1)  Additional  tqms  and  cotxMtions 
as  set  forth  bi  sections  E  70  throotfi  E 
80  and  T  75  through  T  85  and  pubUsbed 
in  the  Fdekal  Racaraa  on  Novanber  % 
1961  (26  YR.  10286)  and  fuxiher  set 
forth  in  SS  301.80  through  301.101  P«^ 
lished  in  the  m>XRAZ.  Rbgbtsk  on  Jaim- 
ary  18,  1962  (27  FJl.  518),  which  are 
common  to  marketing  agreements  and 
orders. 

Findings  and  conclusions.  TtMt  find- 
ings and  conclusions  on  the  aforemen- 
tioned material  issues,  all  of  which  are 
based  on  the  evidence  introduced  at  the 
hearing  and  the  record  thereof,  are  as 
follows : 

(1)  Turkey  hatching  eggs  are  mar- 
keting  extensively   in   intnvtate   com- 
merce.   Turkey  hatching  eggs  produced 
in  the  State  of  California,  for  exa]m>le. 
are  marketed  in  almost  half  of  jJie  states 
of  the  United  SUtes  ;as  well  as  to  for- 
eign commerce.   Hatching  eggaproduoed 
in  Texas  experience  similar  mariLefcings 
though  perhaps  not  quite  as  extoisive. 
Cidifomia  and  Texas  are  two  of  the 
major  hatching  egg  producticm  states 
accounting  for  approximately  one-third 
of    the    U.S.    production.     Almost   all 
States  produce  some  hatching  eggs  of 
which  varying  proportions  move  to  toter- 
state  commerce  and  hatching  eggs  pro- 
duced and  marketed  withto  the  same 
State  are  disposed  of  to  direct  competi- 
tion with  eggs  coming  from  other  States 
and  the  prices  received  for  su<di  locally 
produced  eggs  are  often  determined  by 
the  price  and  availability  of  such  out- 
of-State  eggs.    The  average  price  re- 
ceived by  producers  for  hatching  eggs  to 
December  1961  was  74  percent  of  the 
parity  price. 

From  the  evidence  presei^^ed  for  the 
record  it  is  concluded  that  all  market- 
ings of  turkey  hatching  eggs  are  to  the 
current  of  toterstate.or  foreigq  com- 
merce or  directly  burdens,  obstructs,  or 
effects  such  commerce  and  that  there 
exists  the  right  or  power  to  exerciw 
Federal  jvirisdiction  over  a  regulatory 
program  for  turkey  hatching  eggs.   Fur- 
ther analysis  of  the  reccwrd  reveals,  how- 
ever,    that     there     was     considerable 
apprehension  among  producws  concern- 
ing the  provisions  of  a  regulatory  pro- 
gram for   hatching  eggs.     The  prime 
concern,  although  there  were  others.  «>- 
peared  to  be  that  such  a  program  might 
have  the  effect  of  restricting  the  supply 
of  eggs,  and  the  poults  resulting  there- 
from, with  the  result  that  a  conditlxm 
may  be  created  which  could  result  to  to- 
equitles  turkey  producers.     In  view  of 
this  substantial  concern  the  Department 
is  continuing  an  exhaustive  analysis  of 
the  evidence  of  record  suid  the  complex 
tutaiinistraUve  problems  raised  by  wtt- 
nesses  concerning  a  hatching  egg  order 
and  a  recommended  decision  thereon 
will  be  issued  at  a  later  date.    Accord- 
ingly, the  recommended  deci^on  and 
proposed   order  hereto   will  relate  to 
turkeys  only. 

Tvirkeys  are  an  important  agricultural 
product  which  are  produced  and  mar- 
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keted  In  all  States  of  the  United  States. 
More  than  $375  million  are  received  an- 
nuaUy  by  U.S.  turkey  producers  from 
sales  of  turkeys.  Consumption  of  turkey 
meat  In  the  United  States  is  estimated 
at  7.4  potmds  per  capita  in  1961.  indi- 
cating an  Increase  over  the  6.8  pounds 
in  I960,  and  4.4  pounds  per  capita  in 
1951.  only  a  decade  ago. 

Tui^eys  are  produced  and  marketed 
each  month  of  the  year.  They  are  proc- 
esed  for  marketing  in  three  forms. 
froeen.  fresh  chilled  but  not  frozen,  and 
as  turkey  products  and  parts,  such  as 
legs,  wings,  breasts,  canned  turkey,  tur- 
key rolls,  etc.  In  relation  to  the  frozen 
and  fresh  marketings,  the  marketings  of 
turkey  products  and  parts  is  relatively 
minor.  The  marketing  of  frozen  turkeys 
far  exceeds  the  fresh.  In  1960.  79  per- 
cent of  all  turkeys  produced  were 
slaughtered  in  plants  operating  under 
the  Federal  inspection  program  and  84 
percent  of  the  turkeys  processed  in  such 
plants  were  marketed  In  frozen  form. 
It  follows  that  approximately  two- 
thirds  of  aJl  processed  turkeys  are  mar- 
keted in  the  frozen  state. 

The  appearance  and  quality  of  the 
frozen  bird  is  similar  to  that  of  the  fresh 
unfroeen  bird  and  frozen  tiu-keys  com- 
pete directly  with  the  fresh  commodity 
for  the  preference  of  the  consvuner.  Be- 
cause imfrozen  birds  are  highly  perish- 
able they  are  generally  locally  marketed 
on  the  wholesale  or  retail  level  (often 
directly  by  the  producer  himself)  or 
marketed  within  a  few  hundred  miles 
of  where  they  are  produced.  The  evi- 
dence of  record  indicates  that  fresh  un- 
frozen tiurkeys  move  in  interstate 
commerce,  as  for  example.  Into  New 
York  and  New  England  from  Virginia. 
Maryland.  Ohio,  and  Pennsylvania. 
Frozen  birds  on  the  other  hand,  can 
maintain  their  appearance  and  quality 
for  a  considerable  period  of  time,  some- 
times in  excess  of  a  year,  without  ap- 
preciable deterioration.  Shippers  of 
frozen  turkeys,  therefore,  have  the  abil- 
ity to  move  such  turkeys  great  distances 
in  interstate  and  foreign  commerce  from 
the  areas  where  they  are  produced  to 
markets  throughout  the  country.  The 
exportations  of  frozen  turkeys,  al- 
though still  relatively  small,  have  been 
increasing.  The  interstate  movement  of 
turkeys  Is  dramatically  illustrated  by 
market  reports  indicating  the  origin  of 
turkeys  received  in  major  terminal  mar- 
kets. Turkeys  for  the  New  York  market 
in  I960,  for  example,  originated  in 
thirty-four  States.  The  Chicago  market 
received  turkeys  from  thirty  States  dur- 
ing the  same  year,  and  even  the  Los 
Angeles  market,  located  in  a  State  which 
produces  a  substantial  surplus,  received 
turkeys  from  four  other  States  in  that 
year. 

Turkeys  are  shipped  to,  sold  in.  and 
distributed  in  all  important  markets  in 
the  U.S.  and  they  are  an  established 
commodity  in  those  markets.  There  is 
also  futures  trading  in  txirkeys  on  the 
Chicago  Mercantile  Exchange. 

Communications  between  buyers  and 
sellers,  both  in  terminal  markets  and  at 
shipping  points,  are  modem  and  rapid 
so  that  the  effect  of  immediate  and  fu- 
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ture  supplies  are  quickly  reflected  in  the 
price  of  turkeys  in  such  markets.  Ship- 
pers follow  terminal  markets  closely  and 
buy  from  or  settle  with  producers  on  the  Viar 

basis  of  market  prices  reflecting  terminal 
market  conditions. 

The  price  and  availability  of  turkeys  

produced  and  marketed  intrastate  have  iwj 

a  direct  effect  on  the  marketing  of  all  |^^    ":;-_ 

turkeys    wherever    produced,    and    the  u».s.s  ".'"I 

price  and  availability  of  turkeys  being  ^^-^^ 

marketed  from  other  sources  of  supply  lylw  ..".".".1 

have  a  direct  effect  upon  the  marketing  vm>   

conditions  of  intrastate  turkeys.  }'^,' 

Some  producers  who  produce,  process 

and  sell,   either  at  wholesale  or  retail  ,  p,t,„„^t^,, 
levels,  generally  receive  a  premium  price 

for   their   product   commensurate   with        Annual  average  farm  prices  for  t«Ag< 

their   marketing   or   merchandising   ef-  were  less  than  the  parity  prices  tai  «■* 

forts.    The  premium  received,  however,  of  the  ten  years.     The  annual 

is   directly    affected    by   the   price   and  farmer  price  to  parity  price  ^_ 

availability  of  fresh  or  frozen  birds  pro-  ranged  from  60  to  87  percent,  vtth  Hi 

duced  locally  and  in  other  states  and  low  point  in  1961  and  the  hlijik 

thus  varies  with  supply-demand  condl-  in  1953. 
tions  throughout  the  entire  Industry.  During  the  major  markeUng 

In  the  light  of  the  foregoing  conclu-  of  1961.  i.e.,  October  through 

sions,    it    Is    necessary    to   regulate    all  U.S.    average    producer    prloM 

marketings  of  turkeys  In  the  production  from  17.4  to  18.6  cents  per  pound, 

area  In  order  to  obtain  the  objectives  prices  were  the  lowest  since  IMl  wd 

of  the  act.  were  50  to  54  percent  of  the  eqnivilai 

The  record  reveals  that  the  production  parity  price.     The  average  vdem  pn. 

of    turkeys   Increased   over    70    percent  vailing  In  1961  were  below  the  eialiiC 

during  the  ten  years  ending  In  1961.    The  production,  not  considering  retom  li 

average  yearly  producer  prices  for  tur-  labor  and  management,  and  resalMk 

keys  for  these  years  ranged  from  60  to  losses  of  5  to  6  cents  per  pound  w  ti^ 

87  percent  of  the  parity  price.    In  1961  proximately  a  dollar  per  bird. 
the  prices  producers  received  were  the         During  the  ten  year  period  IHML 

lowest  since  1941,  averaging  60  percent  the  turkey  Industry  showed  tti  pral*> 

of  the  parity  price.  ity  to  adopt  scientific  and  techBolathll 

Prom  these  findings  on  the  record  evi-  advancements  and  thereby 

dence  It  Is  concluded  that  all  marketing  volume  of  Its  production  to  Mm 

of  turkeys  is  In  the  current  of  Interstate  that  the  volume  of  turkeys  the 

or  foreign   commerce,  or  directly  bur-  can  now  produce  exceeds  a 

dens,    obstructs,    or   effects   such   com-  mand  for  the  product  which  wiB  nuA 

merce.    In  addition.  It  Is  concluded  that  in  a  reasonable  price  to  pfodiwri.  h 

prices  to  producers  have  been  such  that  1961   the   turkey   Industry 

parity  limitations  of  the  Act  do  not  pre-  demonstrated  Its  ability  to 

elude  promulgation  of  a  marketing  order  stantially  more  product  than  the 

for  turkeys.    Therefore,  the  right  to  ex-  would  absorb  at  a  profit  to  even  tbt 

erclse  Federal  jurisdiction  In  promulgat-  eCBclent  producers.     Turkey 

Ing  and  administering  a  marketing  order  in  1961  exceeded  1960.  the  last 

for  turkeys  Is  founded  In  fact  and  should  production  year,  by  26  percent.  lUlfil* 

be  exercised.  ume  so  exceeded  the  demand  that  tt  i^ 

( 2 )  The    conditions    existing    in    the  suited  in  producer  prices  well  bdov  p»- 

turkey  Industry  clearly  indicate  a  need  ducer  costs  reported  by  prodiioen  to  li 

for  a  marketing  order  for  turkeys.  about  21  to  23  cents  per  pound. 

The  national  average  annual  produc-  stantlal  losses  were  sustained  bjr 

tion  of  turkeys  for  the  ten-year  period  as  well  as  inefficient  producen,  fcf 

beginning  In  1952  and  ending  in  1961  and  large  producers,  and  by 

ranged  from  59  8  to  106.9  million  head  who  had  held  their  productlan  at  tm 

of  turkeys,  the  low  point  In  production  i960  level  as  well  as  those  who  had  li> 

being  In  1953  and  the  high  point  In  1961.  creased  their  production. 
The  production  in  1959  was  84.5  million         Turkey  growers,  as  individuals,  art  Ml 

turkeys  and  they  were  produced  on  86,717  in  a  position  to  cope  with  the      "    " 

farms.  wide  problem  of  keeping  supidles  IB 

Production  during  the  ten-year  period  with  the  estimated  demand  to  ad 

Increased  from  a  low  of  59.8  million  head  reasonable  profit  levels.     Cut  bay  ■ 

In  1953  to  a  high  of  106.9  million  head  one  area,  or  by  Individual  prodnOB^iW 

in  1961,  or  an  increase  of  79  percent.  armuUed  by  Increases  in  other  iiiudWHI 

The  annual  average  producer  prices  dur-  areas  or  by  other  producers, 
ing  the  same  period  declined  from  the        SUtlstlcal  reports  issued  **y  *5f  JJt 

high  of  33.7  cents  per  pound  In  1953  to  a  partment  late  in  1960  and  "•'''Jj  ~" 

low  of  about  20.7  cents  per  pound  In  clearly  demonstrated  that  the  IW***^ 

1961,  or  a  decrease  of  38  percent.    In  ad-  of  turkeys  would  be  signiflcant^jMlg 

dition  to  a  decline  In  average  annual  than  the  1960  crop.    The  OcX**  jfg 

prices   over   the    period    the    range    of  survey  of  producers'  intentkUMi  to  ■■ 

monthly  producer  prices  within  the  years  breeder  hens  for   1961  piudufltW* 

have  tended  to  widen.    These  trends  are  example,  indicated  an  Increaae  m 

Illustrated  in  the  table  below :  hens   of    23   percent.     The 
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w^^Qg  on  farms  January  1,  1961, 
tafonnation  was  available  to  the 
In  mid-February,  showed  num- 
«  up  27  percent  from  a  year 
A  survey  of  producer  intentions 
tuAeys  in  1961.  issued  in  mld- 
1961.  indicated  an  increase  in 
of   20   percent.      With    this 
_»  in  hand  the  industry  organi- 
^ied  to  get  producers,  on  a  volun- 
■I,  to  cut  back  the  indicated  high 
S  of  pfoducUon.    The  effort  was  com- 
<^2ly  unsuccessful. 

^Zl  Inability  of  the  industry  to  make 
■iSimr"*'  resulting  in  a  stable  and 
"j^fr  marketing  condition  is  occasioned 
l^ntt  part  by  the  development  and 
^M  In  the  pattern  of  production. 
!^^taj  industry  has.  over  a  period 
^jfUt,  made  continuous  progress 
iad  greater  efficiency  of  production 
^iBtfketing.  Better  strains  of  birds, 
id  feeds,  new  management  and 
control  techniques,  labor-saving 
mt  and  larger  production  units 
S^lnlpnl  growers  produce  and  market 
I  Ijjg  at  a  declining  per  unit  cost. 
fUlBOloglcal  gains  have  thus  permitted 
44Brttoued  expansion  in  tiurkey  output 
a  long  range  downward  trend  in 
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the  technological  developments,  and 
r  gains  in  efficiency  in  the  turicey 
have  made  possible  and  encour- 
,.,.  'i  marked  trend  toward  fewer, 
'  ^fK,  and  more  speclaliaed  production 
i^ll.'  Substantial  investments  have 
toto  BMde  in  these  units,  and  there  are 
lit,  If  any  alternative  uses  to  which 
tMs  naources  may  be  directed.  These 
top  vadalized  units  operate  on  a  low 
ml  pgr  unit  basis  and  are  dependent 
^  volume  production.  This  con- 
piovides  incentive  to  maintain  or 
volume  production  and  a  marked 
_  to  avoid  reducing  production 
theory  that  because  of  their  high 
they  can  survive  on  a  low  per 
it  pvoflt. 

OHMorrent  with  the  development  of 
IP  ^Mdalized  production  units  has 
■I  the  development  of  large  hatch- 
ik^  feed  mills,  and  slaughterers.    Be- 
MB  of  the  heavy  investment  in  such 
_j,  every  effort  is  made  to  keep 
flperating   at   capacity.     Sevo^ 
are  being  used  by  such  firms  to 
_        this  objective;  the  contract- 
IV  te  production,  in  some  cases  at  a 
^■Ma  price  as  with  a  nonloss  provision 
ti  thi  producer ;  the  advancing  of  credit 
Ivfead.  poults,  and  other  requisites  of 
»n.  and  the  integration  of  the 
operation   with  the  hatchery, 
■anufacturlng,  and  processing  op- 
In  many  cases  these  interests, 
_  their  contract  and  credit  oper- 
_  have  had  the  effect  of  encourag- 
poduction  without  regard  to  the 
thfsrefore.     An  asstu-ed  outlet  for 
and  feed  is  an  advantage  to  the 
-jen  and  purveyors  of  these  prod- 
Ink  has  not  been  a  corresponding 
to  the  grower  of  turkeys  since 

se  in  turkey  production  which 

tpolted  therefrom  has  caused  the 

to  turkey  producers  to  decline. 

Jie  of  the  development  of  the 

WedaUzed  production  units,  and 

influences  on  production  dia- 


cusaed  above,  voluntary  production  ad- 
justments to  obtain  a  favorable  supply- 
demand  relationship  cannot  now  occur  as 
rapidly  or  to  the  same  degree  as  in  the 
past.    Prior  to  the  development  of  the 
large  specialized  production  units  made 
possible  by  technological  developments, 
the  production  units  were  of  necessity, 
usually  small  and  were  usually  only  one 
of  several  enterprises  on  the  farm.    In 
this  situation  voluntary  restriction   of 
production  by  the  producer  could  be  and 
was  made  without  harsh  economic  effects 
since   another  enterprise   of   the   farm 
would  help  soften  the  impact  of  such  ad- 
justment.   There  are  of  course,  a  good 
many  of  such  small  production  units 
presently  in  operation  which  could  make 
such  an  adjustment  but  so  great  a  per- 
centage of  the  total  volume  of  annual 
production  is  presently  produced  by  the 
large  specialized  production  units  that 
any  voluntary  restriction  of  production 
by  such  a  small  producer  would  not  be 
sufficient  to  offset  the  production  of  the 
large  volume  units.   Evidence  of  this  fact 
is  the  testimony  of  many  such  small 
producers    that    they    restricted    their 
production  for  1961  without  noticeable 
effect  on  the  total  volume  produced  for 
the  year. 

Many  witnesses  at  the  hearing  testified 
that  although  overproduction  had  caused 
them  to  lose  money  on  their  turkey  pro- 
duction, they  still  felt  t^at  the  industry 
could  make  production  adjustments  on  a 
volimtary  basis  to  bring  production  of 
supply  in  line  with  demand.    They  testi- 
fied further  that  such  an  adjustment  is 
currently  taki^  place  in  that  producer 
intentions  to  raise  turkeys  in  1962,  as 
reported  by  the  Department  in  January 
1962.  Indicated  a  12-percent  drop  in  pro- 
duction from  that  of  1961.    However,  if 
such  an  adjustment  is  made,  it  is  further 
evidence  of  the  fiuctuating  production 
and  marketing  conditions  prevailing  in 
the  Industry  which  tend  to  cause  dis- 
orderly marketing.   The  evidence  of  rec- 
ord also  reveals  that  such  production  ad- 
justments, under  the  ciurent  situation. 
would  in  part  be  accomplished  by  the 
tfrnmSi  independent  producer  being  forced 
out  of  turkey  production.    The  evidence 
reveals  that  the  small  independent  pro- 
d\icer  does  not  have  sufficient  financial 
resources     to     withstand     continuing 
I>eriod8  of   loss.     Such  losses  can  be 
handled  only  by  the  larger  segments  of. 
the  Industry  who  have  or  can  obtain  the 
necessary  resowces. 

It  Is  the  declared  policy  and  objective 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended,  to  establish  and 
mfttwtjttn  auch  orderly  marketing  con- 
ditions for  turkeys  as  will  provide  parity 
pricee  to  farmers  with  due  regard  to  the 
interest  of  the  consumer  and  provide  an 
orderly  flow  of  turkeys  throughout  the 
normal  marketing  seasons  so  as  to  avoid 
Unreasonable  fluctuations  in  supplies  and 
prices.    On  the  facts  foimd,  it  is  con- 
cluded, therefore,  that  need  exists, for  a 
tuzkey  maiiKtlng  order  as  hereinafter 
set  forth 'and  such  order  will  tend  to 
effectuate  such  declared  policy  of  the  act. 
(S)  Hie  commodity  to  be  regulated  by 
this  order  is  the  domesticated  fowl  com- 
monly knovm  as  tm-key  and  technically 
known  as  Meleagris  gallopavo.     Such 
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tiirkeys  are  produced  In  varying  qvaatt" 
ties  in  all  States  of  the  United  Btatea 
and  are  commercially  marketed  thnragb- 
out  the  United  States.  Such  term  to  k  1 
defined  for  the  purposes  of  the  wrder  to  -  ~*| 
include  all  varieties  or  types  where  groviL 
and  marketed   within   the   productloii 

area. 

"Production  area"  should  be  defined 
to  include  the  48  contiguous  States  of  the 
United  States  and  the  District  of  Colum- 
bia.  Production  and  marketing  methoda 
are  similar  in  all  parts  of  the  production 
area    although,    primarily    becauae    of    ' 
climatic  conditions,  and  location  relative 
to  markets,  there  are  some  variations  in 
husbandry    and    marketing    practices. 
The  commercial  practices  in  processing 
turkeys  do  not  differ  to  any  sfisnlflcfnt 
extent  throughout  the  production  area. 
In  fact  the  processing  and  packaging  of 
frozen  birds  is  so  similar  that  tuiiceys 
produced  and  processed  in  one  State  are 
indistinguishable  from  those  which  are 
produced    and    processed    in    another 
State.    As  indicated  previously  a  signifi- 
cant proportion  of  the  turkey  crop  la 
frozen,  a  condition  which  has  allowed 
turkeys  wherever  produced  In  the  pro- 
duction  area   to   move   freely  betw^ 
States-  and  to  compete  in  price  and  for 
markets  with  a  locally  produced  produ^ 
whether  fresh  or  frozen.    An  example  of 
such  freedom  of  movement  is  the  mar- 
keting in  New  York  of  turkeys  produced 
in  the  states  of  Calif  omia  and  Miimesota. 
The  proposals  contained  in  the  hear- 
ing'notice  dated  Noyember  2.  1961  (26 
PR     10286).    included   the    States    of 
Alaska  and  Hawaii  in  the  proposed  pro- 
duction area.   The  proposed  order  herein 
excludes  such  States.    The  Agricultural 
Census  for  1959  reports  4  producers  ot 
turkeys  with  12  birds  produced  in  Alaska 
and  122  producers  with  a  total  produc- 
tion of  3,891  birds  in  HawalL    Tlie  con- 
•  tiguous  States  afid  the  District  of  Colum- 
bia form  a  natural  production  area  wlt^» 
turkeys  moving  freely  between  them  to 
supply  the  markets  in  the  production 
area.    The  States  of  Alaska  and  Hawaii 
are  divorced  from  this  natural  boundary 
by  their  geographic  locations.   They  are 
further  distinguished  f roni  the  proposed 
production  area  in  that  they,  historically, 
have  not  been,  and  are  not  now.  a  source 
of  supply  for  the  turkey  markets  within 
the  production  area. 

For  the  foregoing  reason  there  la  no 
reasonable  method  for  dividing  the  pro- 
duction area  into  smaller  units  for  pur- 
poses of  marketing  orders.  The  territory 
included  within  the  production  area  con- 
stitutes the  smallest  regional  production 
area  that  is  practicable  aha  eonsistait 
with  canying^out  the  policy  of  the  act. 

On  the  facts  above  found  on  record 
evidence,  it  is  concluded  the  production 
area  should  be  defined  as  Including  aU 
the  area  in  the  48  contiguous  SUtes  of 
the  United  States  and  the  District  of 
Columbia.  _^    ^ 

(4)  "Handle  and  handler."  The  han- 
dling of  turkeys  should  be  defined  as 
the  slaughtering  of  turkeys  in  the  pro- 
duction area  for  the  production  of  TBoeaX. 
A  "handler"  Is  a  person  who  "handles", 
i.e.  slaughters,  turkeys.  The  handler  Is 
the  person  who,  under  the  applicable 
terms  and  conditions  of  the  marketing 
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order.  Is  responsible  for  slatightering  and 
processing  the  turkeys.  The  "handler" 
Is  the  person  upon  whom  rests  the  obli- 
gation of  complying  with  the  terms  and 
conditions  of  the  marketing  order.  Be- 
fore a  turkey  can  be  marketed  to  the 
consumer  It  must  be  slaughtered. 
Slaughtering  Is  done  by  persons  oper- 
ating plants  for  that  express  purpose. 
and  by  persons  operating  processing 
plants  where  turkey  is  processed  for  the 
consumer  market  and  into  many  types 
of  products  Including  turkey  rolls,  parts, 
soups,  prepared  frozen  dinners  and  a 
host  of  other  products  utilizing  turkey 
meat.  Turkeys  are  also  slaughtered  and 
marketed  directly  by  producers  them- 
selves. In  all  Instances,  however,  the 
turkeys  are  slaughtered  before  they  are 
marketed  to  the  consumer. 

There  are  producers  who  have  their 
turkeys  slaughtered  and  processed  by  a 
handler  on  a  fee  basis.  In  such  in- 
stances the  producer  retains  title  to  the 
processed  turkeys  and  markets  them 
himself.  This  has  been  referred  to  as 
custom  processing.  Since  the  actual 
slaughtering  was  done  by  a  person  other 
than  the  producer,  the  person  who  did 
the  slaughtering,  and  not  the  producer, 
should  be  the  handler. 

Although  many  persons  may  be  in- 
volved in  the  actual  marketing  of  tur- 
keys in  the  channels  of  commerce  they 
must  all  get  their  supplies  from,  or  have 
the  supplies  processed  by.  a  handler. 
Accordingly,  the  point  of  regulation  of 
the  order  should  be  at  the  handler  level. 

Handlers,  in  acquiring  turkeys  for  han- 
dling, should  be  permitted  to  do  so  only 
as  prescribed  by  the  order  or  by  regu- 
lations Issued  by  the  committee  pursuant 
to  the  order.  It  Is  contemplated  that 
the  committee  will  prescribe  means,  by 
certificates  or  otherwise,  by  which  the 
source  of  the  handlers  acquisitions  may 
be  Identified. 

(5)  Certain  terms  applying  to  specific 
Individuals,  agencies,  legislation,  con- 
cepts, or  things  are  used  throughout  the 
marketing  order.  Such  terms  should  be 
defined  and  explained  for  the  purpose  of 
designating  specifically  their  applicabil- 
ity In  establishing  the  limitations  of 
their  respective  meaning  whenever  they 
are  used. 

(a)  Definitions.  "Secretary"  should 
be  defined  to  include  not  only  the  Sec- 
retary of  Agriculture  of  the  United 
States,  but  also,  in  recognition  of  the 
fact  that  it  is  pliysically  impossible  for 
ti<m  to  perform  personally  all  of  the 
functions  and  duties  imposed  upon  him 
by  law.  any  other  officer  or  employee  of 
the  UiUted  States  Department  of  Agri- 
culture who  is.  or  who  may  hereafter,  be 
authorized  to  act  in  his  stead. 

"Act"  should  be  defined  within  the 
order  to  provide  a  ready  and  correct  le- 
gal citation  for  the  statute  pursuant  to 
which  the  marketing  order  is  promul- 
gated and  administered.  Repetition  of 
the  citation,  therefore,  is  unnecessary 
when  used  thereafter  in  the  marketing 
order. 

The  deflniUon  of  "person"  follows  the 
definition  of  that  term  as  set  forth  In 
the  act,  thereby  insuring  that  it  will  have 
the  same  meaning  as  when  used  in  the 
act 
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"Quantity"  is  defined  in  the  order  as 
meaning  the  weight  of  live  txirkeys  at  the 
time  of  receipt  by  a  handler  or  other 
person. 

Under  the  volume  regulation  provi- 
sions of  the  order  producers  are  equitably 
apportioned  their  share  of  the  desirable 
quantities  of  turkeys.  There  are  many 
types  or  varieties  of  turkeys  produced 
in  the  production  area.  Some,  com- 
monly called  fryer- roasters,  are  generally 
of  the  Beltsville  variety  having  a  live 
weight  of  about  8  to  12  pounds.  Others, 
such  as  Bronze  toms.  are  generally  in 
excess  of  18  pounds.  The  "quantity" 
definition  allows  the  committee  to  make 
apportionment  to  producers  in  live 
weight  pounds,  rather  than  by  type  of 
turkey.  This  has  the  advantage  of  al- 
lowing the  producer  freedom  to  change 
the  type  of  turkey  he  Is  producing  to 
meet  changes  in  consumer  preferences. 
lAve  weights  can  br  readily  converted  to 
a  very  close  approximation  of  the  num- 
ber of  head  of  turkeys  involved  if  the 
age,  sex.  and  type  of  birds  are  known  and 
the  committee  is  authorized  to  develop 
and.  by  regulation,  issue  conversion  ratio 
figures  so  that  all  such  conversions  can 
be  made  on  a  common  standard.  Statis- 
tics relating  to  the  volume  of  turkeys 
produced  generally  indicate  the  volume 
in  both  head  count  and  live  weight. 

The  quantity  definition  sets  the  weight 
of  live  turkeys  at  the  time  of  receipt  by 
a  handler  or  other  person.  Inclusion  of 
"other  person"  in  the  definition  recog- 
nizes a  practice  wherein  producers  sell 
live  turkeys  to  other  producers  and  to 
other  persons  who  then  arrange  for  the 
handling  of  the  turkeys.  "Other  person" 
is  intended  to  Include  other  producers. 
Turkeys  so  marketed  by  a  producer  will 
be  Included  as  part  of  their  historical 
production  for  computation  of  base  pur- 
poses. 

It  had  been  proposed  that  the  quan- 
tity Heflnition  include  "weight  at  the 
time  of  shipment  to  a  handler"  as  well 
as  weight  at  time  of  receipt"  by  a  han- 
dler. However,  receipt  of  the  turkeys  by 
a  handler  or  other  person  is  accom- 
plished when  the  weight  of  the  turkeys 
have  been  established  whether  at  the 
farm,  the  plant,  or  at  some  public  scale 
in  between.  Accordingly,  the  words  "at 
the  time  of  shipment"  are  redundant  and 
unnecessary  and  have  been  omitted. 

It  had  also  been  proposed  that  the 
definition  of  quantity  includes  the  live 
weight  equivalent  of  processed  turkey. 
Processed  turkey  is  defined  separately 
and  Is  not  necessary  in  order  to  deter- 
mine the  quantity  of  turkeys  a  handler 
may  acquire.  It,  therefore.  Is  not  in- 
cluded in  the  proposed  definition  of 
quantity. 

"Processed  Turkey"  Is  defined  in  the 
order  as  eviscerated  turkey  (ready  to 
cook)  or  the  equivalent  thereof  of  New 
York  dressed  or  Kosher  processed  tur- 
key. This  definition  recognizes  that  tur- 
keys are  processed  In  different  forms  to 
fill  consumer  preferences  and  the  same 
turkey  will  have  a  different  weight  de- 
pending on  the  form  in  which  it  is  proc- 
essed. Since  handlers  will  be  assessed 
the  costs  of  administering  the  order  and 
since  each  handler's  pro  rata  share  of 
such  costs  must  be  determined  equitably. 
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irrespective  of  the  way  the 
processed,    the   definition  oi 
turkeys  provides  for  a  method'tM 
mining  and  pro  rating  such  oa 
committee  by  regulation  would 
a  schedule  of  conversion  facton 
different  forms  of  processed 
this  purpose. 

"Exempt  handler"  is  a 
handles  (slaughters)  less  than  a 
tity  of  7.000  pounds  or  appro: 
turkeys  per  year.  Handlers  In  tl^ 
gory  are  exempt  from  all  except  _ 
porting  provisions  of  the  ordw.  Hj^ 
provision  recognizes  that  small  901^ 
ties  of  turkeys  are  handled  on  the  h^ 
ducer's  farm,  in  wholesale 
ments.  or  in  some  cases,  by  retafl 
outlets.  The  handlings  by  tb 
dlers  are  sporadic  and  the 
handled  will  have  little  noticeable  __ 
on  the  purposes  of  volume  resuMlatif 
the  order.  Further,  the  appUeetkaif 
the  set-{islde  provisions  to  ttieie  lM> 
dlers  would  be  a  substantial  biodm^a 
their  operations  without  notteertjy  e». 
tributing  to  the  volume  regulatlBf  lAn 
of  the  set  aside. 

Such  handlers  are  also  exenvl  INb 
assessments  because  the  amount  effttik 
contribution  would  usually  be  so 
to  be  offset,  and  in  some  cases 
by  the  committee's  costs  in 
assessment.      Such    handlers, 
may  be  required  to  file  such  reparti 
keep  such  records  as  the  committee  I 
require  to  verify  the  handler^  0m 
status  and  furnish  informatkai  te 
committee  necessary  for  the 
ministration  of  the  order. 

By  being  exempt  from  the 
regulations  of  the  order,  the 
dler  may  acquire  for  handling  upteljM 
pounds  of  turkeys  from  any  eoofwirti^ 
out  regard  to  the  volume  UmttaMnitf 
turkeys  under  methods  number*  I  Mil 
of  the  order. 

"Production  facilities"  sboidd  MB 
the  land,  buildings  and  equipaeotltfi 
Ized  in  the  production  of  turkeys.  IHi 
definition  is  necessary  to  deeeribi  ii 
facilities  utilized  in  producing 
by  a  producer-grower  and  Is  cne  tf 
factors  which  distinguishes  a 
grower  from  a  contract-produesr, 

"Market"  should  mean  the 
by  a  producer  of  a  quantity  of 
to  handlers,  producers  or  other 
The  word  "market"  should  be  wmi  h 
various  provisions  of  the  order  aai  ttfe 
definition  is  necessary  to 
limitations  of  the  word.  In 
turkeys  to  be  marketed  such 
must  be  done  by  a  producer  to  a 
to  another  producer,  or  to  other 
not  qualifying  as  handlers  or 
under  the  order. 

A    "producer"    under   the 
person,  other  than  a  producer 
who  falls  within  either  of  two 
or  classes.     The  first  Is  the 
grower  and  the  second  Is  the 
producer. 

A  'producer -grower"  Is  a  _^__ 
( 1 )  operates  production  facflltl«  ■  » 
proprietary  capacity,  (2)  P™**^*^"***^ 
cess  of  a  quanUty  of  3.600  poyoA* 
turkey  on  such  facilities  In  a 
(3)    markets  turkeys  to  a  handkr. 
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^--itract-producer"  is  a  person  who 
Turoprietary  interest  in  turkeys 
by  a  producer-grower, 
to  qualify  as  a  producer  under 
^^  ^  person  must  meet  each  of 
^.^Zlcable  conditions  set  forth  in 
2S3tion.  A  person  who  produces 
Sidles  his  own  production  is  not 
■iSnrr' ■^"''''  ^^  is  considered  that  the 
"JJ2Eant  part  of  such  an  operaUon 
JStHtwiHng  of  the  turkeys. 

5ttre«»rd  to  a  producer-grower  the 
^jMUUtlons  to  be  met  Is  that  a  per- 
ff  ST  operate,  in  a  proprietary  ca-' 
^^Tproduction  facilities  on  which 
^^Biire  produced.  Proprietary  ca- 
,  II  used  in  the  defintion  to  dlstln- 
between  the  grower  and  persons 
^B-f  «lployed  to  supervise  or  manage 
2«odoctlon  operation.  If  the  farmer 
Tflover  has  a  contract  for  the  produc- 
Jfol  turkeys  where  the  risk  of  loss 
r^i^ed,  or  is  even  solely  on  the  other 
B,  the  grower  would  still  be  a  pro- 
ilDce  his  business,  i.e.  his  proprle- 
>M«clty  is  the  farm  on  which  the 
^gMfw  are  grown.  There  are  many 
tagM  of  financing  contractsjn  use  by  the 
^SUrj  and  some  such  contracts  pur- 
alt  to  ilve  control  over  the  production 
fU^  of  the  grower  to  the  other  per- 
Vbo  Is  usually  a  contract-producer 
led.  However,  a  test  to  be  applied 
«^  purposes  of  the  order  Is  whether 
1^  eoBtract  is  such  that  the  control  of 
Ihiiwl  estate  and  facilities  •  is  its  prl- 
purpose  and  the  tiurkeys  see- 
as  contrasted  with  the  primary 

^ J  or  Intent  of  the  contract  being 

iTpravkle  financing  of  turkey  produc- 
!■  vod  control  over  the  real  estate 
IM,  poduction  facilities  are  provided  In 
dir  to  Insure  participation  in  the  con- 
M  ofer  the  production  of  turkeys.  In 
ly  litter  case  the  grower  would  be  the 
indooer-grower  under  the  order. 

lbs  second  condition  which  should  be 
Ml  la  order  to  be  a  producer-grower  is 
lata  quantity  in  excess  of  3,600  pounds 
tf  tnfeey  is  produced  on  the  production 
JhBKIm  of  the  grower  in  a  year.  Any 
lam  who  produced  less  than  a  quan- 
Wf  ti  S.600  pounds  of  turkey  would  not 
ll  t  producer;  3.600  pounds  amoun^ 
liifeout  200  tm-keys  using  the  national 
ige  of  about  18  pounds  per  turkey, 
total  production  of  such  persons  is 
small.  Using  the  information 
1  by  the  agricultural  census  of 
lNl.aad  taking  the  midpoint  of  produc- 
on  farms  producing  under  50  and 
50  and  399  birds,  the  farm  which 
_.l  under  200  turkeys  would  ac- 
tor less  than  4  percent  of  the  na- 

turkey  production.     In  addition 

li  induction  of  such  turkeys  Is  sporad- 
ii  Md  (ttspersed  widely  throughout  the 
IwJartlon  area,  and  their  marketings 
■•  iMially  limited  to  markets  within  a 
kv  Biles  of  where  produced.  In  view 
•(ttin  conditions  marketings  of  these 
M19B  are  not  of  such  significance  as 
to  be  iBchided  within  the  realm  of  the 
•te.  The  fact  that  persons  producing 
1  a  quantity  of  3,600  pounda  of 
would  not  be  producers  under 
r  would  in  no  way  preclude  han- 
tnm  acquiring  their  turkeys  since 
•equlsitlons  by  handlov  are  Al- 


lowed under  regulations  of  the  Commit- 
tee. 

The  third  condition  which  should  be 
met  to  be  a  producer-grower  is  that  pro- 
duction of  such  persons  ihust  be  handled 
by  handlers  other  than  exempt-handlers 
or  producer  handlers.  Such  handling  of 
turkeys  by  the  handler  is  intended  to  in- 
clude all  the  means  by  which  a  handler 
acquires  the  production  of  a  producer 
including  the  handlers  custom  proc- 
essing of  turkeys  for  the  account  of  the 
grower. 

The  impact  of  regulation  under  the 
order  is  upon  the  handler  and  volume 
regulation  is  effectuated  by  limiting  the 
quantity  of  turkeys  a  handler  may  ac- 
quire or  dispose  of.  Live  turkeys  are 
the  subject  of  many  transactions  be- 
tween producers  and  other  persons  not 
handlers.  Since  the  order  does  not  reg- 
ulate producers'in  their  capacity  as  pro- 
ducers, it  does  not  regulate  their  trans- 
actions. Accordingly,  the  turkeys 
produced  by  producers  and  such  other 
persons  come  under  the  regulation  only 
as  they  are  acquired  by  handlers.  Since 
the  total  quantity  of  turkeys  which  all 
handlers  may  acquire  are  apportioned 
equitably  among  all  producers,  it  is  logi- 
cal to  define  a  producer  as  one  whose 
production  of  turkeys  is  handled  by  a 
handler. 

To  qualify  as  a  contract-producer  vm- 
der*  the  order  a  person  should  have  a 
proprietary  Interest  in  turkeys  from  the 
production  of  a  producer-grower.     Ac- 
cordingly two  conditions  should  be  met. 
The  first  is  that  the  turkeys  in  which 
a  contract-producer  is  involved  must  be 
produced  by  a  person  who  qualifies  as  a 
producer-grower  under  the  order.    The 
second  condition  is  that  the  person  must 
have  a  iwwprietary  interest  in  the  tur- 
keys  produced   by   a  producer-grower. 
"Proprietary  Interest"  has  been  defined 
as  shar<"g  in  the  risk  of  loss  in  the 
production  of  tiu-keys.    The  sharing  of 
such  risk  Is  usually  occasioned  by  a  con- 
tract between   a  producer-grower   and 
one  who  ftumishes  the  financing  of  the 
production  operation.     Such  financing 
usiiaUy  takes  the  form  of  an  extension 
of  credit  for  the  supplies  necessary  in 
the  production  of  turkeys  and/or  fuf^ 
nlshlng  such  supplies.   However,  in  order 
that  such  person  have  a  proprietary  in- 
terest In  such  turkeys  it  should  be  shown 
that   the   contract    provided    that   the 
finfttifiing  persons  shared  or  bore  the  risk 
of  loss  of  the  operation.    There  are  a 
substantial  variety  of   contracts  being 
utilized  In  the  industry  and  they  con- 
tain varying  provisions  on  the  rights  and 
liabilities  of  the  parties. 

Certain  of  such  contracts  are  the  chat- 
tel mortgage  or  security  type  which  re- 
sult in  obligating  the  turkeys  and/or 
other  property  as  collateral  to  secxure 
the  credit  or  financing  advanced  to  the 
producer-grower.  In  some  Instances  the 
balance  of  the  debt  resxilting  from  the 
flwariHng  may  be  cancelled  by  the  finan- 
cier at  the  completion  of  marketing  of 
the  turkeys  if  the  returns  from  the  tur- 
keys are  insufficient  to  cover  the  pro- 
'ducer-growers  costs  of  supplies.  Al- 
though this  type  of  situation  can  be 
considered  as  sharing  in  the  risk  of  loss 
of  the  production  of  tmrkeys  it  is  not 
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the  type  of  risk  which  is  contempialed 
under  proprietary  interest.  A  test  wbieh 
might  be  applied  to  determine  propri-  ' 
etary  interest  risk  of  loss  might  be  a»«, 
follows:  Under  the  terms  of  the  eon- 
tract,  is  the  producer-grower  obligated 
to  the  financing  party  for  the  full  amount 
of  financing  regardless  of  the  retains 
from  the  disposition  of  the  turkeys  or 
does  the  contract  provide  that  if  the 
returns  from  the  txu-keys  are  less  ttaat 
the  financing  then  the  difference  shall 
be  shared  by  the  financing  party  and  the 
producer-grower  or  borne  entirely  by 
the  financier. 

In  the  first  instance  there  would  be 
no  proprietary  risk  since  the  party  ad- 
vancing the  financing,  by  way  of  credit 
for  feed,  poults,  supplies,  or  otherwise, 
has  an  enforceable  righ*.  imder  the  eofOr 
tract  to  be  paid  back  by  the  producer- 
grower  the  amount  which  was  advanced. 
In  the  latter  Instance  the  financing 
party's  advances  would  be  legallly  satis- 
fied by  the  returns  of  the  sale  of  the 
turkeys  regardless  of  whether  such  re- 
turns were  more  or  less  than  the  amount 
advanced.  Title  to  the  turkeys  is  not 
necessarily  a  determining  factor  since 
in  almost  every  financing  type  of  con- 
tract, whether  risk  sharing  or  not.  a 
security  title  is  held  by  the  financing 
party. 

The  assumption  of  sharing  of  the  risk 
of  loss,  i.e.,  having  a  proprietary  inter- 
est, in  the  turkeys  is'-^he  basis  upon 
which  such  a  person  is  eligible  for  pro- 
ducer status  under  the  order.  Histori- 
cally, the  Mitire  risk  of  loss  of  productag 
turkeys  has  been-  borne  by  the  producer- 
grower.  However,  in  the  last  ten  years 
there  has  been  an  increasing  toidency  by 
the  producer-grower  to  share  that  risk 
with  others  with  the  result  that  the  pro- 
ducion  operation  has  been  divided  into 
two  parts.  On  one  hand  the  producer- 
grower  contributes  his  time,  labor,  facil- 
ities, and  management  know  how,  and 
the  other  party  contributes  the  financing. 
Both  are  integral  parts  of  the  production 
process.  The  definition  of  producei'  rec- 
ognizes this  fact  by  including  as  a  pro- 
ducer, a  person  who  has  a  proprietary 
interest  in  the  turkeys. 

In  determining  the  relative  shares  oi 
interest  of  a  producer-grower  and  a  con- 
tract-producer in  a  quantity  of  turkeys 
for  base  computation  purposes,  the  order 
provides  that  each  shall  be  deemed  to  be 
a  producer  of  one-half  the  turkeys  pro- 
duced imder  such  a  contractual  arnsnge- 
ment.  It  is  recognized  that  the  propor- 
tionate share  of  risk  is  a  matter  of 
negotiation  between  parties.  However, 
in  determining  the  actual  or  real  risk 
of  each  party  would  require  ah  analyala 
of  the  actual  costs  of  supplies  to  the 
contract-producer  and  a  determination 
of  the  costs  of  the  producer-grower's 
labqr,  management  know-how,  depred- 
ation of  production  facilities  and  other 
factors.  These  factors  were  apparentlj 
considered  by  the  proponents  of  the  pro- 
posal and  by  witnesses  at  the  hearing 
and  the  one-half  spUt  was  supported  as 
logical  and  proper.  There  was  virtaally 
no  opposiUon  to  this  proposal  at  the 
hearing.  The  division  of  the  iffodUfeOon 
between  the  contract-prodiicer  and  pro- 
ducer-grower for  base  oomputatian  pnr- 
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poaes  appears  to  be  eqiiitable  under  the 
drcumstances. 

Whllb  the  vast  majority  of  the  con- 
f  tracts  between  producer-growers  and 
'  contract- producers  are  In  writing,  there 
may  be  some  similar  arrangements  on  an 
oral  contract.  In  such  cases  the  burden 
of  proving  the  contract  should  logically 
be  on  the  party  asserting  it. 

An  "exempt  producer"  should  be  a  per- 
son who  operates  production  facilities  on 
which  a  quantity  of  not  more  than  3.600 
pounds  of  turkey  are  produced  in  a  year. 
As  Indicated  In  the  discussion  of  the  defi- 
nition of  "producer",  the  volume  of  tur- 
keys produced  by  an  exempt  producer 
does  not  have  a  sigiilflcant  impact  upon 
the  purposes  of  the  order  and  handlers, 
therefore,  they  may  freely  acquire  for 
hftn/jiing  auch  turkeys  under  procedures 
Issued  by  the  committee. 

The  order  should  contain  a  definition 
of  a  producer-handler.  This  definition 
recognizes  a  rather  common  type  of  pro- 
duction and  marketing  in  the  turkey 
industry.  There  are  many  turkey  pro- 
ducers in  the  production  area,  notably 
in  the  northeast  and  In  areas  which  are 
proximate  to  large  urban  populations, 
who  slaughter  birds  of  their  own  produc- 
tion and  then  retail  such  birds  in  such 
urban  areas,  usually  in  fresh  unfrozen 
form.  Such  producers  usually  produce 
for  a  specific  market  which  they  have 
developed  by  dint  of  their  merchandizing 
efforts  and  their  production  is  relatively 
minor  in  relation  to  the  total  production 
of  turkeys.  Producer-handlers  of  the 
size  prescribed  In  the  order  usually 
operate  handling  facilities  which  Eure  not 
federally  inspected  and  consequently, 
their  turkeys  do  not  move  in  interstate 
commerce  but  are  marketed  in  areas 
proximate  to  where  they  were  produced. 
Although  these  turkeys  are  sold  in  areas 
where  turkesrs  from  other  states,  fresh 
or  frozen,  are  marketed,  the  producer- 
handler  has.  through  his  merchandizing 
efforts,  and  In  providing  special  prefer- 
ences or  services  to  his  customers,  de- 
veloped a  special  market  for  his  product 
in  which  he  usually  receives  a  premium 
price  for  his  product  which  Is  In  excess 
of  the  prices  of  non  producer-handler 
turkeys  being  sold  in  the  area.  Since 
the  handling  and  marketing  are  the  key 
or  focal  points  of  a  producer-handler 
operation,  a  person  who  produces  and 
handles  turkeys  In  this  fashion  is  con- 
sidered a  handler  and  not  a  producer 
under  the  order.  The  appUoation  of  the 
assessment,  set  aside,  and  handling  re- 
striction provisions  of  the  order  might 
tend  to  force  these  i}ersons  to  discon- 
tinue their  operations.  In  view  of  the 
specialized  nature  of  the  operation  and 
markets  of  a  producer-handler,  it  is 
desirable  to  allow  such  persons  to  con- 
tinue providing  their  services  to  the  con- 
sumer. A  producer- handler,  therefore, 
is  exempted  from  these  provisions  of  the 
order.  They  are,  however,  subject  to 
the  reporting  requirements  of  the  order. 

The  order  prescribes  definite  limita- 
tions on  a  producer-handler  in  that  such 
a  person  is  defined  as  one  who  f  I  >  in  his 
own  haiKlllng  facilities  i2)  handles  a 
quantity  of  not  more  than  100,000  pounds 
of  tiu'key  per  year  (3)  of  which  not 
more  than  5.000  pounds  arc  other  than 
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his  own  production  and  (4)  must  not 
dispose  to  other  persons  a  quantity  in 
excess  of  5,000  pounds.  Each  of  these 
conditions  should  be  satisfied  before  a 
person  can  become  a  producer-handler. 

The  first  requirement  is  that  a  person 
must  operate  his  own  handling  facilities. 
A  person  who  has  turkeys  custom  proc- 
essed would  not  be  a  producer-handler. 
A  person  with  this  type  of  operation 
would  not  be  a  handler  under  the  order 
and.  therefore,  would  not  be  regulated. 

The  next  requirement  is  that  such  F>er- 
son  may  not  handle  a  quantity  of  more 
than  100.000  pounds  of  turkeys  per  year. 
This  is  approximately  5.000  head  of  tur- 
key. The  record  reveals  that  the  vast 
majority  of  persons  having  a  producer- 
handler  type  operation  fall  within  this 
quantity  of  handllnK.  The  total  quan- 
tity of  turkeys  so  handled  is  relatively 
small  compared  with  the  total  volume 
handled  by  handlers  and  the  markets  of 
a  producer-handler  are  usually  seasonal 
and  scattered  in  area  so  that  producer- 
handler  operations  of  this  size  will  not 
significantly  affect  the  purposes  of  the 
order. 

The  next  two  requirements  of  a  pro- 
ducer-handler are  that  he  must  not  han- 
dle more  than  a  quantity  of  5.000  pounds 
of  turkey  which  are  not  of  his  own  pro- 
duction and  must  handle  all  but  5.000 
pounds  of  his  own  production.  This 
recogmizes  that  dl-sease,  weather  condi- 
tions, and  other  factors  make  it  difficult, 
if  not  impossible,  to  produce  an  exact 
number  of  pounds  of  turkeys.  The  defi- 
nition allows,  therefore,  a  producer- 
handler  to  either  buy  or  sell  5.000  pounds 
of  live  birds  in  order  to  maintain  a  stable 
handling  operation.  The  evidence  re- 
veals that  a  producer  can  produce  within 
5.000  pounds  of  a  specific  quantity  of 
turkeys. 

Some  witncs'-es  testified  that  a  pro- 
ducer-handler should  be  frozen  to  the 
quantity  of  turkeys  handled  during  a 
rflven  base  period  otherwise  all  producer- 
handlers  would  produce  and  handle  the 
100,000  pound  maximum  quantity  and 
that  if  all  did  this  the  effectiveness  of 
the  volume  retrulation  provisions  would 
be  Impaired.  The  evidence  of  record, 
however,  reveals  that  there  Is  little  likeli- 
hood this  situation  will  occur.  The  pro- 
duction and  handlinc;  of  producer-han- 
dlers has  not  shown  a  tendency  to  In- 
crease over  the  years.  In  fact  their 
tendency  is  in  the  opposite  direction  in 
that  their  production  and  marketing 
either  has  not  varied  appreciably 
from  year  to  year  or.  notably  on 
the  eastern  seaboard,  has  shown  a 
marked  tendency  to  decline  over  the 
years,  their  hltrhe.'^t  quantities  being 
handled  during  and  immediately  after 
the  war  years.  The  per  unit  costs  of  a 
producer-handler,  both  In  producing  and 
handling,  is  higher  than  Individual  han- 
dler and  producer  operations  so  that  It 
Is  necessary  for  them  to  obtain  premium 
prices  in  order  to  continue  their  opera- 
tions. These  factors  plus  the  continued 
trend  of  consumer  preference  to  the  con- 
venience of  handling  and  storage  of 
frozen  turkeys  w  ill  effectively  hamper  the 
gro'vth  in  size  of  a  producer-handler. 

The  order,  under  the  section  Applica- 
tion of  rrovi.slcn",  requires  that  starting 
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February  1,  1963  any  person  noi 
producer-handler  must  make 
to  the  committee  for  that 
committee,   in  determining 
approve  such  application  may  ^ 
the  effect  of  producer-handlers  ta  ^ 
volume  regulation  provisions  oC  " 
and  may  refuse  to  approve  *p 
for  such  status  if  they  detemtat 
additional   producer-handlos  SMy 
versely  affect  the  effectiveness  ti 
volume  regulations. 

One  of  the  purposes  of  exemptta^ 
sons  in  the  producer-handler 
Is  such  persons  having  usually 
ating  such  a  business  for  a 
years  and  that  the  impact  of  m 
set  aside,  and  restrictions  on 
which  they  may  acquire  for  ^ 

would  be  such  as  to  force  them  oak  tf 
business.     Such  considerations  •(« 
applicable   to   persons   not 
producer-handler    and    the 
after  a  period  of  operation 
order   has   the   authority   to 
whether  the  purposes  of  the  orte 

be  best  served  by  approving  or  dlait.,^ 

ing  such  status.  February  1.  1M|  if^ 
start  of  a  new  marketing  year.  TIhIIm 
between  the  effective  date  of  the 
and  February  1,  1963.  therefort,  , 
persons  with  the  producer-handlw 
of  operation  who  may  be  outside  tta^. 
scribed  producer-handler  llmltift—  i 
reasonable  opportunity  to  adjuit  " 
production  and  handling  to  comply 
the  limitations. 

"Year  and  marketing  year"  ut 
onymous  and  mean  the  12  month 
beu'inning  February  1  of  each  ywr  Ml 
ending  January  31  of  the  foUoi^Bf  UK 
The  marketing  year  has  been  i^apll 
conform  with  the  recognized  marMtaf 
year  of  the  Industry.  The  reoord  reitih 
that  producer  marketings  are  •&  thik 
seasonal  low  in  February.  Also  that  MM 
storage  holdings  on  February  1  arswilp 
tively  high  and  from  February  thmil 
July  are  generally  on  the  decUne.  II  k 
during  this  period  that  the  new  Oli  ll 
being  produced  for  marketing  to  lialK 
volume  during  the  fall  and  vMMi; 
"Year"  has  been  Included  as  partflf  Hi 
definition  so  as  to  make  it  clear  liHl 
years  prior  to  the'  effective  date  oC  tki 
order  would  be  marketing  year"  paMl 
and  not  calendar  year  periods  in  eM* 
puting  allocation  basis  and  for  appl^" 
the  definitions  of  the  order.  This 
allow  for  consistency  in  aiiplylBf 
provisions  of  the  order. 

(b>  Turkey  Advisory  Boari 
should  be  established  a  Turkey 
Board  to  provide  a  broad  repreaeni 
within  the  industry,  with  the  oi 
of  drawing  on  the  advice  and 
of  many  persons,  to  advise  the 
tratlve  committee  on  marketing^^ 
and  other  matters  and  to  pnxrldt* 
means  to  nominate  to  the  Secretaij  Mi 
members  and  alternates  of  suchco«««»» 
tee.  The  board  should  be  composedel W 
members  and  alternates  nominated  W 
the  industry  from  the  states  set  jMlP 
in  the  order,  and  3  representatim^ 
large  and  their  alternates,  to  be  idarti" 
at  the  discretion  of  the  Secret*ry. 

Each  of  the  fifty-seven  meatm  0 
the  board  selected  by  nomination  ilMMi 
be  a  producer  or  handler  or  an  offlcarcf 


of  a  corporate  producer  w 
A  person  with  such  quallflcft- 
JlooM  be  intimately  acquainted 
^nroblems  of  producing  or  mmr- 
.^i  turkeys,  and  each  may  be  ex- 
52  to  present  accurately  the  prob- 
P"^^got  to  production  or  marketing 
UKSsproduced  in  the  area  or  part 
•!^Wustry  which  he  represents. 
•^^Hflcatlons  for  each  alternate 
1"".?L  rfniiiar  to  those  for  the  respec- 
^^  for  whom  he  may  act.  Such 
3  should  help  to  assure  that 
n  of  the  group  from  which  he 
.  ,^__  ,^  be  adequately  represented 
SEBland  committee  deliberations. 

Saiates  or  groups  of  States  for 
^2tbB  flfty-seven  of  the  board  mem- 
S^oDkl  be  representative  were  ini- 
5>  BODOsed  by  the  National  Turkey 
JifC^axmttee  and  it  is  concluded 
0oaping  is  an  appropriate  basis  for 
a  fair,  adequate,  and  equitable 
__,^^4tlon  on  the  board. 
%  Qine  members  of  the  board  who 
representatives-at-large  would 
^  at  the  discretion  of  the  Sec- 
•nie  Secretary's  three  selections 
^—  ^ell  round  out  the  member- 
«( the  board  If  it  is  found  that  the 
IM  unbalanced  as  to  producer 
representation.    For  instance, 
_■■■■■*#>«  from  the  Northeast  area 
tarn  out  to  be  all  handlers  (or 
i>.    In  such  event  one  of  the 
.,'s  selections  could  be  a  pro- 
,  fttr  handler)    from  that  area  to 
It  that  the  board  has  the  benefit  of 
knowledge  and  experience  of  both 
of  the  industry  in  that  area. 
„  the   board   may   be   further 

out  by  a  consumer  represonta- 

in  vpolntee. 
B  h  practical  and  equitable  that  se- 
^ttm  flC  the  fifty -seven  board  mem- 
iBiind  alternates  should  be  on  the  basis 
if  fti  Slates  and  groups  of  States  pro- 
tki  for  In  the  proposed  marketing 
ipnMBt  and  order.  This  would  pro- 
lili  a  leographical  basis  for  selection 
g  iKh  members.  Such  geographical 
MiriMMild  be,  and  for  purpose  of  Initial 
bvihlp  has  been,  related  to  the  rela- 
pnduction  of  turkeys  within  the 
r*  States  so  that  a  practical  basis 
IVMlablishlng  equity  has  been  reached. 
Ihe  proposed  distribution  of  members  on 
iitaard  also  would  equitably  represent 
and  handlers  in  the  various 
_  areas,  and  would  adequately 

„, It  the   interests  of  the  groups 

tarn  which  each  member  and  alternate 
be  selected. 
.JBS  of  office  should  be  for  three- 
periods,  the  term  ending  on  the  last 
iqr  of  January.  A  three-year  period 
iHCfnlies  the  need  for  continuity  of 
■■hership  on  the  board.  This  con- 
tlMtty  Is  further  recognized  by  having 
M»-ttilnl  of  the  board  nominated  each 
JMr.  During  the  three-year  period, 
flu  board  and  committee  should  have 
I*  opportimlty  to  determine,  test  and 
•onwt  working  policies.  This  could  be 
tftmn^  affected  by  periodic  appolnt- 
MBti  Of  Inexperienced  persons  to  the 
koud.  At  the  same  time  the  Industry 
trmnlnatlng  one -third  of  the  member- 
iWp  o(  the  board  each  year  has  an  op- 
POtODtty  to  express  their  views  on  the 

ifo. 


board's  poUey  without  resorting  to  the 
referendum  procedure. 

'R)  penult  a  fun  complement  of  mem- 
bers and  alteraates.  each  person  should 
serve  until  tals  successor  has  been  elected 
f^nA  has  qualified  by  accepting  his  ap- 
pointment. At  the  Initial  nominations, 
in  order  to  effect  the  staggered  terms  of 
office,  one-third  of  the  board  should  be 
nominated  for  a  term  of  l  year,  one- 
third  for  2  years,  and  one-third  for  3 
years.  Since  the  nominations  will  be 
made  from  each  of  the  States  of  the 
United  States  and  there  may  be  diffi- 
culties in  getting  all  Interested  persons 
together  to  decide  on  such  staggered 
terms.  It  Is  appropriate  that  such  stag- 
gered terms  be  determined  by  the  Secre- 
tary or  under  techniques  determined  by 

him. 

Nomination  meetings  for  the  purpose 
of  selecting  nominees  for  members  and 
alternates  on  the  board  should  be  called 
and  supervised  by  the  committee.  The 
committee  functions  as  the  administra- 
tive agoicy  of  the  board  and  the  Secre- 
tary for  administering  the  order  and  its 
staff  and  organization  make  it  the  logical 
body  to  organize  and  supervise  the 
nomination  meetings.  However,  for  the 
initial  nomination  meetings,  which 
should  be  held  as  soon  as  practicable, 
the  Secretary  should  perform  the  func- 
tions of  the  committee.  This  is  neces- 
sary becailse  the  committee  will  not  be 
in  existence  at  the  time  such  initial 
meetings  are  held. 

The  meetings,  of  course,  should  be  held 
In  the  States  or  group  of  States  listed 
In  the  order  and  reasonable  publicity 
should  be  provided  for  such  meetings. 
The  meeting  should  be  held  at  such  time 
as  will  allow  the  committee  sufficient 
time  to  certify  the  nominations  to  the 
Secretary  by  January  4. 

Only  producers  and  handlers  as  de- 
fined in  the  order  should  be  eligible  to 
vote.  The  prime  purpose  of  the  board 
Is  to  develop  and  recommend  policies  to 
the  Secretary  which  will  directly  affect 
producers  and  handlers  and,  therefore, 
these  persons  should  be  the  ones  to  elect 
nominees  for  membership  on  the  board. 
For  this  reason,  also,  only  producers  or 
handlers  should  be  nominees  for  mem- 
bership on  the  board. 

Three  nominations  should  be   made 
for  each  member  position  which  would 
also  be  deemed  to  be  the  nominations 
for  such  member's  alternate.   Under  this 
situation  the  Secretary  would  have  a 
choice  In  making  selections  of  the  mem- 
ber and  the  alternate.    In  addition.  If 
a  nominee  declines  to  serve,  the  Sec- 
retary would  also  have  the  name  of  an- 
other prospective  member  or  alternate 
from  which  to  make  a  selection.    Each 
producer  and  handler  participating  in 
the  Industry  meetings  should  be  limited 
to  one  vote  for  each  nominee  position. 
If  a  person  qualifies  as  both  a  handler 
and  a  producer,  such  person  should  have 
the  same  munber  of  votes  as  a  person 
who    operates    in    a    single    capacity. 
Otherwise,  persons  with  such  dual  ca- 
pacity would  have  an  advantage  over 
persons  who  operate  in  a  single  capacity 
In  determining  membership  on  the  board, 
and,  therefore,  defeat  the  purpose  of 
having  fair  and  equitable  representation 
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^f  each  segment  of  the  Industry  on  tbe 
board. 

The  committee  should  certify  tbe  dae- 
tion  of  the  luuninees  to  the  Secxetary 
and  svLch  certification  should  contain  s 
summary  of  the  nominees'  experience 
and  association  with  the  turkey  induetry. 
This  information  Is  necessary  to  ac- 
quaint the  Secretary  with  the  nomlneaa' 
qualifications  so  that  in  making  the  ap- 
pointments to  the  board  he  can,  in  ao 
far  as  possible,  assure  fair  and  adequate 
representation  of  thCf  various  segmonts 
of    the    Industry.      The    certlficatloaB 
should  be  filed  with  the  Secretary  no 
later  than  January  4  of  each  year.   TliiB 
would  allow  the  Secretary  a  fair  and 
reasonable  time  to  select  the  member- 
ship of  the  board  whose  terms  of  office 
would  begin  on  February  1. 

The  duties  of  the  board  shall  consist 
of  selecting  from  among  its  members  a 
chairman  and  other  officers  and  estab- 
lishing procedures  for  performing  tta 
functions.  This  is  necessary  to  allow 
the  board  to  carry  out  its  fimctions  In 
an  orderly  and  business  like  maimer. 

The  board  shall  also  make  nomlna- 
tions  for  membership  on  the  committee 
and  certify  those  nonilnations  to  the 
Secretary,  The  major  duty  of  the  board 
also  Is  to  make  recommendatknis  wtth 
respect  to  marketing  policy.  This  f aeeC 
of  the  board's  duty  is  discussed  tti  nme 
detail  elsewhere  in  this  decision.  To. 
order  to  avoid  a  failure  to  anticipate  all 
the  matters  which  may  be  placed  before 
the  board,  there  should  be  a  general  pro- 
vision in  the  order  which  siates  that 
the  board  may  give  consideration  to 
such  other  matters  as  It  deems  proper 
or  as  the  committee  or  the  Secretary 
may  request. 

(c)   Turkey  Administrative  Committee. 
There  should  be  established  a  turkey 
administrative  committee  to  admlnirter 
the  terms  and  provisions  of  the  mar- 
keting order.    Establishment  of  this  ad- 
ministrative committee  is  desirable  and 
necessary  to  aid  the  board  and  the  See- 
-  retary    in    carrying    out    the   detdaxed 
policy  of  the  Act.   Such  committee  would 
be  the  agency  which  would  Implement 
the  policy  decisions  of  the  board  and 
Secretary  and  to  carry  out  tlie  day  to 
day  administration  of  the  provisions  of 
the  order.   The  committee  would  consist 
of  19  members  and  for  each  member 
there  should  be  an  alternate  member. 
Only  members  or  alternate  members  of 
the  board  can  be  eligible  for  monbersblp 
on  the  committee  and  such  member  or 
alternate  may  continue  to  serve  on  a 
conunlttee  only  so  long  as  he  is  serving 
as  a  member  or  alternate  member  of  the 
board.   A  committee  of  19  is  impropriate 
in  that  it  is  approximately  one-third  of 
the  membership  of  the  board  and  that 
niunber  would  provide  a  reasonable  rep- 
resentation of  the  makeup  of  the  board. 
A  committee  of  19  is  also  such  that  It 
can  operate  efficiently.   Any  larger  num- 
ber would  tend  to  be  cumbersome  and 
inadequate    to    make    rapid    dedstons 
which  the  committee  may  be  called  upon 
to  make.     Of  the  19  members  of  the 
committee,  one  of  such  members  shall 
be  the  chairman  of  the  board.    This  In- 
dividual shall  also  be  chairman  of  the 
committee.   By  having  the  same  Individ- 
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oal  M  eludrman  of  the  board  and  the 
committee,  effective  liaison  between  the 
board  and  committee  \a  accomplished 
as  well  as  Insuring  that  the  board's  poli- 
cies as  annimclated  are  properly  inter- 
preted and  Implemented  by  the  com- 
mittee. 

Nominations  for  committee  member- 
ship shall  be  made  by  the  board  from 
f^j^f^nng  Its  members  and  alternate  mem- 
bers. This  means  that  alternate  mem- 
bers of  the  board  may  also  be  eligible 
for  meml>ershlp  on  the  committee.  This 
Is  reasonable  as  the  board  might  And 
that  certain  of  its  alternate  members 
may  be  so  qualified  that  their  services  as 
members  of  the  committee  may  be  ad- 
vantageous to  the  carrying  out  of  the 
board's  and  the  conunlttee's  functions. 
All  nominations  for  conunlttee  member- 
ship should  be  certified  to  the  Secretary 
as  soon  as  practicable  following  nomina- 
tion  so  that  the  Secretary  may  be  ap- 
praised of  the  board's  selections.  The 
board  should  nominate  38  nominees  to 
be  certified  to  the  Secretary  and  the 
Secretary  shall  then  appoint  19  of  the 
such  nominees  as  members  of  the  com- 
mittee and  19  to  serve  as  alternate  mem- 
bers. 

Members  and  alternate  members  of 
the  committee  shall  serve  for  terms  of 
one  year  ending  on  January  31.  This 
period  caalOTma  to  the  marketing  period 
proposed  in  the  order.  The  terms  of  of- 
fice of  the  committee  are  such  that  newly 
elected  members  of  the  board  who  may 
be  elected  to  the  committee  can  ade- 
quately refiect  producer  sentiment  of  the 
board's  policy. 

To  assure  continuity  of  the  committee 
each  such  member  and  alternate  mem- 
ber should  continue  to  serve  until  his 
successor  is  elected  and  has  qualified. 
Such  qualification  would  amount  to  the 
nominee  for  committee  membership  notl- 
tjing  the  Secretary  that  he  is  willing 
to  serve  in  such  capacity. 

The  enabling  Act  provides  in.  section 
0O8c(7)  (C)  for  the  selection  by  the  Sec- 
retary of  an  agency  to  administer  the 
order  and  also  specifies  such  agency's 
powers.  These  powers  should  be  enumer- 
ated in  the  order  and  thus  would  serve 
to  notify  the  committee  and  other  Inter- 
ested persons,  as  to  extent  of  iU  powers. 
There  should  also  be  set  forth  In  the 
order  the  several  duties  which  the  com- 
mittee shall  have  In  administering  the 
program.  The  proposed  duties  are  simi- 
lar to  those  specified  for  other  adminis- 
trative agencies  under  federal  marketing 
order  programs  and  are  essential  to  en- 
able the  committee  to  function  efDclently 
and  discharge  Its  responsibilities.  The 
listing  of  duties  are  not  all  inclusive  and 
other  additional  duties  which  may  be  es- 
sential to  the  full  administration  of  the 
program  may  be  assigned  the  commit- 
tee, by  the  board  or  Secretary. 

(d)  Selection  of  hoard  and  committee 
member thip.  In  making  selections  for 
board  and  committee  membership  the 
Secretary  shall  give  major  recognitton 
to  turkey  producers  including  considera- 
tion of  the  size,  nature,  and  location  of 
their  production  operations.  This  will 
assure  that  the  board  and  committee  in 
their  policy  considerations  and  Imple- 
mentation  of    such    policies    will    ade- 


quately represent  the  views  of  all  the 
producing  segments  of  the  industry. 
The  Secretary  in  his  selection  shall  also 
give  consideration  to  reasonable  handler 
representation  on  the  board  and  commit- 
tee so  as  to  Insure  that  the  board  and 
conmilttee  can  have  the  views  of  all  seg- 
ments of  the  Industry. 

In  order  to  assure  the  existence  at  all 
times  of  a  board  and  administrative 
agency  to  administer  the  program,  the 
Secretary  should  be  authorized  to  select 
members  of  the  board  or  committee  with- 
out regard  to  nominations  if  for  any  rea- 
son they  are  not  submitted  to  him  in 
conformance  with  the  procedure  pre- 
scribed in  the  marketing  order.  Such 
selections  should,  of  course,  be  on  the 
basis  of  the  representation  provided  in 
the  marketing  order. 

Each  person  selected  by  the  Secretary 
as  a  board  or  committee  member  or 
alternate  should  qualify  by  filing  with 
the  Secretary  a  written  acceptance  of 
his  willingness  and  Intention  to  serve  in 
such  a  capacity.  This  requirement  is 
necessary  so  the  Secretary  will  have  def- 
inite knowledge  that  the  person  ap- 
pointed is  willing  to  serve  and  that  the 
position  has  been  filled. 

Also  to  insure  that  all  portions  of  the 
production  area  are  adequately  repre- 
sented in  the  conduct  of  the  board  and 
committee's  business  and  that  continuity 
of  operation  Is  not  interrupted  the  mar- 
keting order  should  provide  for  alternate 
members  to  be  authorized  to  act  in  the 
place  and  stead  of  the  member  during 
the  member's  temporary  absence  or  in 
the  case  of  death,  removal,  resignation, 
or  disqualification  of  the  member. 

It  is  also  desirable  and  necessary  that 
the  Secretary  be  authorized  to  fill  com- 
mittee vacancies  without  regard  to  nomi- 
nations If  nominees  to  fill  such  vacancies 
are  not  made  available  to  the  Secretary 
within  40  calendar  days  after  such 
vacancies  occur.  This  requirement  Is 
necessary  to  maintain  continuity  of 
board  and  committee  operations  and  to 
insure  that  both  producers  and  handlers 
are  adequately  represented  in  the  con- 
duct of  board  and  committee  business. 

A  quorum  of  the  board  should  consist 
of  not  less  than  30  members  and  a 
quorum  of  the  administrative  committee 
should  consist  of  at  least  10  members. 
This  would  not  only  Insure  that  a 
majority  of  the  members  must  be  in  at- 
tendance at  the  meeting,  but  also  help 
assure  that  representation  by  present 
and  reflect  an  accurate  and  representa- 
tive cross  section  of  Industry  thought  and 
attitudes.  After  the  board  and  com- 
mittee have  been  operative  for  a  period 
of  time  they  may  conclude  that  the 
effectiveness  of  the  administration  of  the 
order  program  may  be  Improved  by 
changing  the  quorum  requirements.  In 
such  case  authorization  Is  provided  to 
allow  a  change  In  such  quorum  require- 
ments by  the  Secretary  upon  recom- 
mendation of  the  board  or  committee. 
Proxy  voting  Is  not  Intended.  Therefore 
all  votes  other  than  those  cast  by  m&ll 
or  telegram  should  be  cast  In  person  In 
order  that  all  members  may  participate 
In  the  discussions  and  present  the  views 
of  their  constituents.  If  for  reason  a 
member  is  unable  to  attend  the  meeting 


he  should  arrange  for  his  altttai^^ 
attend  and  vote  In  his  stead.         ^^  * 

The  committee  should  be 
to  vote  by  mall  or  telegram  ss  It 
necessary  at  times  for  the 
act  more  promptly  than  a 
person  would  allow.     Since  tbt 
bershlp  of  the  committee  may  be 
parts  of  the  United  States,  the« 
are  Intended  to  expedite 
tlon  better  to  meet  time  necesstty.  UlS 
such  vote  methods  are  used,  howtfv^ 
proposition  to  be  voted  upon  anitS 
be     explained     accurately,    fuBy,  2 
Identically  by  mall  or  telegram  a  S 
all   members  will  have  the  saat  jZ 
upon  which  to  base  their  declsloa.  ^ml 
ever,  since  this  method  of  votli^ 
have  the  advantages  of  the 
which  would  prevail  at  a 
tended   meeting,   the   quorum  to 
such  a  vote  should  be  set  at  14 
In  order  for  the  proposition  to  bs 
Because     marketing     condittoos 
change  rapidly.  It  Is  essential  tkit 
comqilttee  should  be  permittad  to  I 
prompt  action  necessary  to 
tect  the  Industry's  Interest. 

Board   and   committee 
alternates  while  on  board  or 
business  will  necessarily  incur 
penses.    These  expenses,  which  m$  |^ 
elude  travel  and  living  expenstt, 
be  reimbursed  so  as  to  avoid 
financial  loss  to  members  whldi 
otherwise  occur  because  of  his 
the  board  or  committee.    Also, 
satlon  at  rates  to  be  determlntifeg 
committee,    with    the    Secretary^ 
proval.   Is    authorized   since 
members  may  Incur  additional 
with  respect  to  their  own  affata 
attending  to  board  or  commlttot 
These  provisions  should  also 
alternate    members    when    pwfi 
official  duties. 

(e)   Expenses  and  asaettmmU.    Hi 
committee  should  be  authorised  to  fe» 
cur  such  expenses  as  the  Secretoij  Ml 
reasonable  and  likely  to  be  ineumdll 
It  during  each  marketing  year  te  111 
maintenance   and   functioning  (rf  Wtk 
committee,  and  for  such  oth«  popMB 
as  the  Secretary,  pursuant  to  tht  |» 
visions  in  the  marketing  order,  dlli^ 
mines  to  be  appropriate.    The  oooilMlii 
should  also  be   required  to  pnput  • 
budget  and  a  rate  of  assessBMDi  to  ll 
applied   to  all  handlers.     Such  ~ 
and  rate  of  assessment  should  bt 
mltted  to  the  Secretary  as  soon  ai 
ticable  after  the  beginning  of  tbt  Hi* 
ketlng   year   and   as  often  as  iMf  to 
necessary  showing  estimates  of  iSHBI 
and  expenditures  necessary  for  tbi  •► 
ministration  of  the  marketing  ord»  ■ 
such    marketing    year.      Each 
should   be   presented   to   the 
with  an  analysis  of  Its  componento 
an  explanation  thereof.    The 
should  recommend  a  rate  of 
to  the  Secretary  designed  to  returtt* 
flclent  income  each  marketing  J«tf  ■ 
cover  expenses  incurred  by  the 
tee.     No  Increase   In   the   total 
should  be  made  without  prior 
tee  recommendation  and  approval  to  tol 
Secretary.    The  funds  to  cover  OOtoto"' 
tee  expenses  should  be  obtained  Jjj'^ 
ing  assessments  on  handlers.    Tbi  •■ 
authorizes  the  Secretary  to  approw^ 
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of  fuch  expenses  by  agendet 
..^  board  and  Triritey  Admln- 
•  flominlttee.    The  Act  alao  au- 
^^  marketing  order  to  oon- 
^^\iaA  provlslona  requiring  han- 
^^«y  their  pro  rata  shares  of 
rtitratlve    agency's   necessary 
g^ch  handler  should  pay  the 
upon  demand  his  pro  rata 
"S^fuch  expenses.     Such  asseas- 
^— VI  be  based  upon  the  hun- 
of  processed  turkey  which 
'^On  handles  In  the  marketing 
^liPrate  of  assessment  shall  be 
by  the  Secretary  upon  the 
ttion  of  the  committee  but 
should  such  assessment  ex- 
jt»  per  hundredweight.    The 
ibould  be  authorized  at  any 
a  given  marketing  period 
^-ri  the  approval  of  decreas- 
rate  of  assessment  if  income 
0e  amount  of  fxmds  anticipated 
the  rate  to  cover  unantlc- 
_  or  a  deficit  In  the  antlc- 

mftDtity    of    turkeys    handled. 
lents  are  a  cost  to  the  han- 
>n,  such  cost  must  be  taken 
...Atlon  by  him  in  planning  the 
ct  his  business  and  to  apply 
iTe  assessment  to  a  handler 
tW^MB  undue  hardships  to  handlers 
Mm  iltuaUon. 

^^^((^tion  is  provided  in  the  order 
jOttiiftsTT  to  accept  advance  pay- 
iC  aisessments  from  any  handler, 
tost  it  is  possible  that  the  board 
pgHegr  decision  may  decide  not  to 
MV  volume  regulation  during  the 
year  or  periods  within  the 
.  year  authorization  Is  alao  pro- 
^ow  assessments  to  continue 
jMh  periods.  U  the  committee 
Mt  have  such  authorisation  it 
gS  be  forced  to  discharge  certain 
4  Ik  parsonnel  and  to  give  up  office 
■IB^  plilrti  trained  personnel  and  ofBoB 
SShm  may  be  difficult  to  replace  when 
||««»tion  of  the  committee  is  again 
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jjy^SBnetB  of  assessments  collected 
ranain  at  the  end  of  such  period 
Is  the  extent  practicable,  be  re- 
pr(9ortlonately  to  the  person 
it  was  collected.    Such  re- 
be  credited  to  contributing 

Nspectlvely  against  the  opera- 

\9t  the  following  fiscal  period,  un- 
piyment  should  be  demanded,  in 
h    Cfent     proportionate     refunds 
be  paid. 

sommlttee  should  also  establish 
iRHrvs.  Such  a  reserve  is  necessary 
kmkt  for  the  committee  to  operate 
•tlMlnessllke  basis.  It  might  be  ap- 
■ptets.  therefore,  that  funds  remaln- 
« it  the  end  of  a  marketii^  period, 
mk  an  in  excess  of  those  necessary 
■ent  of  expenditures  during  such 
to  be  applied  to  the  reserve.  The 
eould  be  effectively  utilized  by  the 

tee  in  several  ways. 

t  md  when  the  committee  should  be 
to  liquidate  Its  affairs,  expenses 
[y  be  incurred  in  the  llqui- 
process.     The    reserve    can    be 
— -^  to  cover  these  expenses, 
t  h  flnerally  considered  to  be  good 
practice  to  provide  for  unfore- 
'  9i  MBUngencles.     For  example,  it  Is 


possible  that  adverse  weather  oondiUons 
or  disease  mii^t  result  In  a  substantial 
deficit  in  the  etdmated  desirable  quantity 
of  turicsTS  for  the  marketing  period. 
Also,  the  antlelpated  quantity  of  turkeys 
for  any  aeaaoin  might  conceivably  be  re- 
duced-by  other  factors.  The  net  effect 
of  such  a  reduction  would  be  to  greatly 
reduce  the  quantity  of  turkeys  for  mar- 
keting and  eould  cause  the  discontinu- 
ance of  regulation  and  the  collection  of 
assessments  or  a  reduction  in  total  com- 
mittee revenue.  In  order  to  continue  and 
inB«ti».Min  the  nucleus  of  a  committee  or- 
ganlzatloil  and  to  assure  the  perform- 
ance of  a  mlw<»w"T»  of  basic  services,  the 
committee  should  have  authority  to 
secure  needed  extra  funds  to  cover  the 
expense  of  operation  during  such  a  mar- 
keting period.  Such  funds  might  rea- 
sonably be  drawn  from  reserves. 

Reserves  might  also  properly  serve 
additional  purposes.  At  the  beginning  of 
each  marlcetlng  period,  needs  arise  for 
operating  monies  at  a  time  .when  there 
will  usually  be  little,  if  any.  revenue  from 
assessments.  It  is  a  (5\istomary  and  sen- 
sible budgetary  practice,  and  the  com- 
mittee should  be  so  authorized,  to 
borrow  operating  funds  from  the  above 
reserve  tmtll  such  time  as  assessment 
collections  provide  adequate  revenue  to 
meet  current  expenses. 

It  Is  contemplated  that  any  such  re- 
serve will  have  a  quadruple  use;  namely, 
(1)  to  defray  expenses  during  any  mar- 
keting year,  prior  to  the  time  assessment 
Income  is  sufficient  to  cover  such  ex- 
penses,  (11)    to  cover  deficits  incurred 
during  any  marketing  year  when  assess- 
ment Income  is  less  than  expenses,  (iii) 
to  defray  expenses  Incurred  during  any 
period  when  any  or  all  provisions  of  this 
part  are  suspended  or  inoperative,  (iv) 
to  cover  necessary  expenses  of  liquida- 
tion In  the  event  of  termination  of  the 
order.      Proponents    testified    reserves 
should  be  limited  to  an  amount  roughly 
equivalent  to  the  average  budget  of  ex- 
penses for  one  marketing  year.     Any 
funds  remaining  after  reasonable  pro- 
vision  for    liquidation,    including    any 
balance    remaining    in   reserve    funds. 
should  be  refunded  to  handlers  on  a  pro 
rata  basis.    In  some  cases,  however,  an 
Individual  handler's  account  will  be  such 
a  small  amount  as  to  make  the  return 
thereof  impracticable  or  unduly  expen- 
sive.   Funds  of  such  insignificant  nature 
should  be  used  by  the  committee  for  pur- 
poses of  liquidation  or  put  to  such  other 
use  as  the  Secretary  considers  appro- 
priate In  the  circumstances. 

The  committee  should  provide  periodic 
reports  on  its  fiscal  operations.  It  is 
expected  that  audit  reports  will  be  re- 
quested by  the  Secretary  at  appropriate 
times,  such  as  at  the  end  of  each  mar- 
keting season,  or  at  such  other  times  as 
might  be  necessary  to  maintain  appro- 
priate supervision  and  control  of  the 
committee's  affairs.  Also,  monthly  fi- 
nancial statements  which  reflect  the  cur- 
rent fiscal  position  of  the  comihittee 
should  be  furnished  members,  alternates, 
and  the  Secretary.  Annual  audit  reports 
and  monthly  financial  statements  should 
also  be  made  available  on  request  to  per- 
sons, such  as  producers,  and  handlers, 
having  a  valid  Interest  in  the  commit- 
tee's affairs.    In  no  case  should  data  of 
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a  nature  which  could  be  detrtountal  to 
the  interests  of  an  Individual  handler  or 
producer  be  disclosed  in  reileaaereCflnal 
or   other   reports.     If   the   coimnttfciiit 
should  recommend  that  the  operattoma 
of  the  marketing  order  should  be  nm-    ' 
pended.  or  if  no  regulation  should  be  In 
effect  for  a  part  or  all  of  a  marketiiig 
season,  the  committee  Should    bejwi-    - 
thorlzed  to  recommend,  as  a  praetieal 
measure,  that  one  or  more  of  its  ilkeni- 
bers.  or  any  other  person,  should  be  dea- 
ignated  by  the  Secretary  to  act  as  a 
trustee  or  trustees  during  such  POtod. 
This  would  provide  a  practical  methoa 
whereby  the  committee's  business  affairs 
could  be  taken  care  of  during  periods  ct 
relative  inacUvity  with  a  mlnlmim  of 
difficulty  and  expense. 

(f)  Research  and  development.  The 
establishment  or  provision  for  the  es- 
tablishment of  markeUng  research  and 
development  projects  designed  to  mmk. 
improve,  or  promote  the  marketii^  dis- 
tribution, and  consumpti<m  <rf  ^^■'■^  " 
authorized  by  the  act.  Such  authOTlMi- 
Uon  on  record  evidence  found,  should  be 
included  in  the  marketing  agreement  and 

order.  ,  _^.    . 

Through  the  medium  of  research  in- 
vestigations, the  committee  can  obtain 
information  which  would  enaMe  lt«nd 
the  Secretary  to  determine  with  a  C][Mitar 
degree  of  accuracy  the  eflecto  of  V^eiflo 
regulations  on  the  market  and  tofW 
promote  more  orderly  marketing.  As  the 
Industry  and  the  committee  beoome  more 
aware  of  the  value  of  and  need  for  mar- 
keting research  and  development,  proj- 
ects will  undoubtedly  be  initiated,  the 
need  for  which  wlU  not  have  *een  fore- 
seen early  In  committee  o^tn^iau. 
Therefore,  the  committee  shojUd  have 
the  authority  to  recomnjend  and  the  Sec- 
retary should  have  the  authority  to  ap- 
prove the  establishment  of  such  Projects 
which  are  In  the  best  Interesto  of  turkey 
marketing  and  which  would  assist.  Im- 
prove, and  promote  the  marketing,  dis- 
tribution, arid  consxunpUon  of  tuxke^ 
After  approval,  the  committee  dioifld  be 
empowered  to  engage  In  or  contract  for 
such  projects,  to  spend  funds  for  that 
purpose,  and  to  consult  and  cooperate 
with  other  agencies  with  regard  to  thdr 
esUbllshment.  All  such  projecto  should 
receivb  the  prior  approval  of  the  Sec- 

retary 

(g)  MarkeUng  policy.  A  marketing 
order  program  is  necessary,  as  h»ein- 
before  found,  to  promote  orderly  maxket- 
Ing  of  turkeys  as  a  means  of  increasing 
producers'  returns  toward  parity.  To 
this  end  it  U  necessary  that  the  Tittkey 
Advisory  Board  prepare  and  submit  to 
the  Secretary  for  his  approval,  at  least 
once  each  marketing  year,  a  detailed  re- 
port setting  forth  its  poUcy  which  wm 
tend  to  effectuate  the  purposes  of  the 
order.  Members  and  alternates  of  the 
board  will  bring  to  board  deUberations 
direct,  intimate  knowledge,  and  expert 
Judgment  concerning  the  quantity  of 
available  supplies  in  the  production  area 
and  the  state  or  condition  of  the  turkey 
market,  not  only  in  Its  general  but  also 
in  its  unique  supply  and  demand  features. 
Board  monbers  and  alternates  are  in  a 
position  of  direct  interest,  advanta- 
geously situated    to  determine  if  and 
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when  quantity  or  quality  limitations  on 
the  ^wn*^^^"g  of  turkeys  would  tend  to 
promote  orderly  marketing  and  increase 
IHTOdiicer  returns  toward  parity. 

Marketing  policy  statements  should 
Indicate  to  producers  and  handlers  the 
general  marketing  outlook  and  plans 
the  board  and  committee  Intend  to  fol- 
low. Both  handlers  and  producers 
would  benefit  by  marketing  policy  sUte- 
ments  so  adequate  preparations  may  be 
made  for  handling  within  and  comply- 
ing with  the  regulations  which  the  board 
Indicates  may  be  recommended.  Since 
the  marketing  of  turkeys  is  of  neces- 
sity preceded  by  a  period  of  as  long  as 
twelve  months  for  the  planning  of  pro- 
duction for  such  marketing  and  since 
producers  cannot  plan  their  production 
intelligently  without  a  knowledge  of  the 
marketing  policy  required  to  effectuate 
the  orderly  marketing  of  turkeys,  the 
Turkey  Advisory  Board  should  prepare 
and  enunciate  its  marketing  policy  in 
the  Pall  for  the  following  marketing 
year. 

Although  the  growing  period  for  tur- 
keys usiially  does  not  exceed  6  months. 
considerable  planning  must  precede  the 
growing  period  in  order  that  breeder  hens 
will  be  available  at  the  proper  time  to 
produce  the  eggs  to  supply  the  necessary 
poults  for  the  production  of  meat  birds. 
Since  the  planning  for  production  be- 
gins with  the  selection  of  breeder  hens 
mostly  in  the  Pall  and  early  Winter  of 
the  preceding  year,  the  marketing  pol- 
icy for  the  succeeding  year  should  be 
prepared  and  released  at  that  time.  Lit- 
erally thousands  of  persorw  are  involved 
In  planning  for  the  production  of  tur- 
keys; breeder  hen  producers,  hatcheries. 
producers  of  turkeys,  feed  manufactur- 
ers, processors,  and  others.  Such  per- 
sons plan  independently  and  together. 
It  is  necessary,  therefore,  that  the  mar- 
keting policy  developed  by  the  board  be 
made  widely  known  to  persons  involved 
in  the  production  and  marketing  of 
turkeys. 

Marketing  policy  relating  to  volume 
regulation  would  be  based  on  long  term 
or  marketing  year  considerations  and 
outlook  and  considerations  relating  to 
quality  regulation  may  be  short  term 
considerations  to  be  applied  in  periods 
within  the  marketing  year.  Orderly 
marketing  is  dependent  on  many  factors 
which  are  variable  in  natiire.  The  de- 
mand for  turkeys,  for  example,  is  not 
static  but  varies  with  the  seasons  and 
with  the  supply  of  competing  foods.  Al- 
though the  number  of  turkeys  produced 
is  related  tq^the  number  of  breeder  hens. 
eggs,  and  poults  available,  the  relation- 
ship is  only  general  and  can  and  does 
change  due  to  such  factors  as  changing 
weather  conditions,  variations  in  the  rate 
of  lay  of  breeders,  variations  in  the  fer- 
tility of  eggs,  variations  in  the  mortality 
rate.  etc.  Por  these  reasons  the  board 
should  have  the  authority  to  amend  its 
marketing  policy  from  time  to  time  if 
the  conditions  change  sufficiently  to  sub- 
stantially affect  the  original  marketing 
policy. 

The  facts  and  considerations  set  forth 
in  the  marketing  order  outline  appropri- 
ate standards  for  the  board's  considera- 
tion in  developing  a  marketing  poUcy. 
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To  the  extent  that  each  of  the  factors 
set  forth  therein  Is  applicable  to  par- 
ticular problems  confronting  the  board, 
they  should  be  adequately  dealt  with  In 
the  marketing  policy  statements. 

The  committee  is  charged  with  au- 
thority to  develop  and  recommend  to  the 
Secretary  specific  regulations  which 
would  implement  the  board's  marketing 
policy.  It  is  logical  that  the  commit- 
tee should  have  this  authority  since  It 
Is  the  agency  of  the  board  and  the  Sec- 
retary for  administering  the  order  and 
since  it  is  made  up  of  membe^;s  and  al- 
ternates of  the  board  it  follows  that  it 
will  reflect  the  industry's  views.  In  turn, 
the  Secretary,  in  administration  of  the 
marketing  program,  looks  to  the  com- 
mittee as  the  administrative  agency  of- 
fering a  reasonable,  accurate  reflection 
of  the  board  and  industry  considera- 
tions and  judgments  on  matters  per- 
taining to  the  marketing  order.  The 
board's  marketing  policy  recommenda- 
tions should  be  In  sufficient  detail,  sup- 
ported by  facts  pertinent  thereto,  so 
that  the  committee  would  have  an  ade- 
quate standard  In  Its  formulation  of  reg- 
ulations thereunder.  In  turn  the  com- 
mittee's recommendations  of  regulations 
to  the  Secretary  should  also  be  supported 
by  data  and  Information  so  that  the 
Secretary  will  be  advised  as  to  the  con- 
siderations of  the  committee  resulting 
in  the  recommendations. 

Both  the  board's  marketing  policy  and 
the  committee's  regulations  should  be 
made  available  to  the  Industry  as  soon 
afc  practicable  using  such  media  as  com- 
mittee bulletins,  press  releases,  news- 
papers, radio,  television  and  other  media 
available  to  the  committee.  The  broad 
and  early  dissemination  of  such  infor- 
mation to  the  indu.stry  will  allow  the  in- 
dustry to  make  its  plans  accordingly  and. 
therefore,  tend  to  make  the  marketing 
policy  and  implementing  regulations 
more  effective. 

It  has  been  Indicated  previously  that 
the  board's  marketing  policy  should  be 
Issued  In  the  Fall  preceding  the  market- 
ing year  In  order  to  allow  all  segments 
of  the  Industry  to  make  their  plans.  It 
Is  anticipated  that  the  committee's  regu- 
lations implementing  that  policy  would 
also  be  Issued  shortly  thereafter.  How- 
ever. In  developing  such  marketing  policy 
and  regulations  certain  of  the  board  and 
committee  considerations  will  have  been 
based  on  educated  estimates  such  as  the 
quantity  of  carryover  of  turkeys  Into 
January  and  other  such  factors.  Ac- 
cordingly. It  would  be  advantageous  for 
the  board  and  committee  to  review  Its 
policy  and  regulation  when  the  actual 
figures  are  available.  Such  a  review 
would  also  serve  to  acquaint  new  mem- 
bers of  the  board  and  committee,  whose 
terms  start  February  1.  with  the  actions 
of  the  board  and  committee. 

The  act  under  which  authority  mar- 
keting orders  are  developed  and  issued 
gives  the  Secretary  the  ultimate  respon- 
sibility for  the  administration  and  en- 
forcement of  a  marketing  order  program. 
As  indicated  heretofore,  the  act  author- 
izes the  Secretary  to  be  assisted  in  the 
administration  of  the  order  by  a  board 
ftnA  committee  composed  of  industry 
representatives  who  may  make  recom- 


mendations concerning  the  tVM 
methods  of  regulation  availaUt  i 
the  order  which  the  Secretary  ^w 
sider.  together  with  other  Infi  _ 
in  effectuating  the  purposes  of  Qm 
and  the  act.  ^ 

The  evidence  of  record  sulMalllit  b 
producers'  handlers,  and  relatid  i^ 
ments  of  the  turkey  industry 
that  the  volume  regulation 
of  the  order  will  contribute  to  tlM 
llshment  of  stable  and  orderly  ta.^ 
marketing  conditions  as  a  meaiHaf? 
compllshing  the  objectives  of  inen^^ 
producer  returns  to  parity.  ^^ 

The  proposed  marketing  order  (tet^. 
keys  as  contained  In  the  original  Molte 
of  Hearing  (26  F.R.  10286)  provlditf||| 
only  one  method  of  volume  reglaHn^ 
That  was  the  desirable  free  quantttyvi^ 
set  aside  percentages  method    " 
No.  II  herein).     At  the  varlooi 
of  the  hearing  held  during  the 
between  Nov  20  and  Dec.  13.  IMI, 
ficatlons  to  said  proposed  order 
gested  by  all  segments  of  the 
The  modification  most  unlverHlly 
gested  was  that  a  second  type  of 
regulation    be    provided    which 
equitably  apportion  the  desirable 
tity  of  turkeys  to  producers. 
tions  were  also  suggested  whidi 
give  special  consideration  to 
handlers,    small    handlers, 
ducers.  primary  or  foundation 
and  educational  and  other 
producing  turkeys  for  their  own  on  m 
for  research  and  educational  puHMn. 
Subsequently,  the  hearing  was  napmtt 
by  a  notice  of  reopening  of  heuHitM 
January    18.    1962    (27   FJl.  511).    it. 
tached  to  said  notice  was  a  draft  cf  • 
turkey  marketing  order  which  tlMQi9»> 
rated  the  suggested  modification!  o(  tki 
Industry.     Additional   evidence  on  tti 
original  proposals  and  the  modlfleattOM 
were  submitted  at  the  reopened  htuhm 
held  January  29.  30,  31.  and  Petaraiyl 
1962. 

Witnesses  who  testified  on  the 
cation  base  and  allotment 
(Method  No.  I  herein)  were  In 
agreement  that  the  quantity  of 
which  handlers  may  acquire  be 
tioned  equitably  among  produeen.  Tta 
evidence  supported  the  concept  of  Blk* 
Ing  such  apportionment  to  pioduecn  If 
establishing  historical  bases  for  mA 
producer  and  apportioning  cot  tit 
amount  of  turkeys  which  handlen  Wt 
acquire  for  handling  on  the  basis  ofwufc 
bases.  This  would  result  in  produna 
being  able  to  plan  their  producttaoti 
meet  the  desirable  quantity  of  turtPQi 
established  by  the  board  and 
and  thereby  cut  down  on  any  ezeea 
duction  on  which  they  might  have 
culty  In  marketing  or  which  might 
to  be  put  In  set-aiside  and  bring  a 
return  than  on  turkeys  produced  ^ 
the  desirable  quantity.  By  use  d  tt* 
system  the  supply  of  turkeys  bandii 
by  handlers  can  be  controlled  *o  M  t* 
bring  the  economic  factors  of  suppfef 
consumer  demand  into  an 
which  would  increase  producer 
Such  alignment  of  supply  and 
would  also  obviate  the  quantity  ol 
keys  in  excess  of  the  reasonable 
therefore  which  in  the  past  ha« 
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marketing  and  a  lowering 

3i?MtunM  to  producers. 
JS  Mderly  marketing  of  turkeys. 
Srttm  objective  of  increasing  pro- 
^- fttorns  toward  parity  also  re- 
,  Et  the  board  and  the  Secretary 
ieflexibility  and  authority  for 
B  different  marketing  conditions 
r  ari«.  The  marketing  of  turkeys 
M  ^xa  ttcets  relating  to  type  or  va- 
rZ.  f£  turkeys,  sex,  size,  .grade,  sea- 
■^^  ItM  year,  and  other  factors.  The 
fli  such  factors  on  orderly  mar- 
,  gn  not  exclusive  but  frequently 
— «.  to  ••<*  other.  Accordingly,  au- 
2^  ihould  be  provided  in  the  order 
taTttl  board  and  committee,  with  the 
ml  of  the  Secretary,  to  adopt  pro- 
vblch  recognize  the  various  and 

jM   conditions    in    the    industry. 

^SSTSb  variations  are  and  what  the 
^I!I1m  may  be  are  not  always  known 
STadnooe  hence  the  necessity  for  pro- 
SiH—  for  such  variations  and  changes  in 
^^Uolations  and  for  different  han- 
^SLm  In  a  different  period  or  periods. 
tSs  noord  Indicates  thtft  the  demand 
L  different  types,  grades,  sizes,  etc.  of 
I  may  vary   by   season,   for   in- 
Inftltutional  size  turkeys  may  be 
land  in  one  period  and  not  an- 
Tbese  situations  result  in  fluc- 
^^      ■  of  the  supply-demand  cycles  of 
Btftioular  types,  qualities,  sizes,  etc.  of 
Sk9S  within  the  established  desirable 
MiBttfcj  which  could  result  in  disorderly 
y    ^tffnipUve     marketing     conditions 
jftftfai  such    desirable    quantity.     Ac- 
ggi^lngty.  the  order  provides  authority 
tat  Mr*""?  the  handling  of  turkeys  by 
ptrttoolar  grades,  sizes,  or  qualities  of 
my  and  all  tjrpes  of  turkeys  during  a 
^(^f^fUH  period  of  periods  and  is  an  es- 
m^i^i  factor   contributing   to   orderly 
gi»f»aMny  and  increasing  producer  re- 
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A  noond  method   of   accomplishing 
i^iltable  volume  regulation  is  provided 
In  the  order.   This  is  the  establishing  of 
t  dnirable  free  quantity  of  turkeys  and 
providing  that  turkeys  in  excess  of  this 
fWittty  be  placed  in  a  set  aside.    The 
•vidnee  of  record  indicates  that  this 
lOQld  also  be  an  effective  method  to  pro- 
■ole  orderly  marketing  and  better  pro- 
dnecr  returns.    Under  this  system  a  de- 
rinbk  free  quantity  of  turkeys  wlU  be 
MtabUshed  by  the  Secretary  and  this 
qwittty  will  be  aligned  with  the  esti- 
mtid  demand  for  the  product  expected 
to  provide  a  reasonable  return  to  the 
prodoeer.   If  the  board  or  committee  as- 
ecrtAlDS  that  turkeys  are  being  produced 
to  otoess  of  this  quantity  they  could  dl- 
vkfe  the  total  production  which  han- 
dkn  may  dispose  of  into  a  percentage 
free  quantity  and  the  balance  percentage 
rtpresenting  the  excess  would  be  placed 
in  the  set  aside.    The  excess  or  set  aside 
vonld  be  removed  from  normal  market- 
tog  channels.    Since  the  quantity  which 
it  In  excess  of  the  demand  is  one  of  the 
prime  dlsruptors  of  orderly  marketing. 
Mdi  removal  of  the  excess  from' normal 
narketing  channels  would  promote  or- 
derly marketing  with  a  consequent  in- 
eresK  of  producer  return. 

&  has  been  shown  that  under  the 
^neatiop  base   and   allotment   system 
""^may  be  varying  demand  and  other 
which  relate  to  the  handling  of 


particular  grades,  types,  sizes,  etc 
turkeys  whioh  could  be  a  disruptive  in 
fluenoe  on  the  orderly  marketing  of  the 
desirable  quantity  of  turkeys.  These 
same  influences  could  also  affect  the 
orderly  marketing  of  turkeys  xmder  the 
desirable  free  quantity  set  aside  system. 
Accordingly,  provision  is  made  to  'au- 
thorize limiting  the  handling  of  tur- 
kesrs  in  a  manner  similar  to  that  pro- 
vided under  the  base  and  aBbtment 
system. 

Although  both  systems  discussed  above 
could  be  used  exclusive  of  each  other 
they   could  also   be  utilized   advanta- 
geously in  combination.    The  desirable 
quantity  under  the  allocation  base  sys- 
tem  and   the   desirable   free    quantity 
under  the  set  aside  system  can  be  set  at 
the  same  level  for  the  marketing  year  or 
period(8)    within    such    year.      In    the 
event  there  are  fluctuations,  seasonal  or 
otherwise,  in  the  supply  and  demand  the 
set  aside  features  could  be  utilized  to 
smooth  out  the  fluctuations.     In  such 
situations  it  might  be  possible  in  times 
ot  excess  supply  to  move  such  excess  into 
set  asfde  and  feed  back  such  excess  dur- 
ing periods  of  short  supply.    Since  It  is 
not  possible  to  anticipate  all  the  ramlfi- 
*  cations  of  supply  and  demand  the  board 
and  committee  may,  after  a  period  of 
-operatlmi.  be  able  to  utilize  the  com- 
bination of  the  two  systems  to  cover  a 
variety  of  marketing  situations. 

(h)  Methods    of    volume    Regulation. 
The  order  provides  that  the  Secretary 
may  establish,  upon  the  recommenda- 
tion of  the  board  or  other  available  in- 
'  formation,  volume  regulations  on  turkeys 
by  any  one  or  both  of  two  methods  spec- 
ified if  he  determines  that  regulation 
by  such  method  or  methods  may  tend  to 
effectuate  the  declared  policy  of  the  act. 
The   order   further   provides    that   the 
method    or  methods  so  employed  may 
relate  to  the  marketing  year  or  such  other 
period  as  he  may  prescribe  and  may  be 
based  on  different  desirable  quantities 
or  desirable  free  quantities  for  different 
types  or  sizes  of  turkeys.    In  order  to 
provide  equity  among  producers,  what- 
ever method  or  methods  used  must  be 
applied  on  the  same  basis  in  the  estab- 
lishment of  allocation  bases  and  allot- 
ments, or  percentages.    However,  since 
the  order  may  become  effective  after  the 
beginning  of  the-  1962  marketing  year, 
the  method  of  volume  regulation  in  1962 
is  restricted  to  Method  II,  as  defined  hi 
the  order,  and  if  such  volume  regxilation 
is  saved  the  board  shall  give  due  con- 
sideration to  regional  differences  in  pro- 
ductloiL    This  provision  recognizes  the 
Impracticability  of  establishing  bases  and 
allotments,  as  provided  in  Method  No.  1, 
for  application  in  the  1962  marketing 
year  due  to  fact  that  by  the  time  the 
order  is  made  effective  and  the  necessary 
information  concerning  allocation  basis 
Is  compiled  and  allotments  computed,  a 
substantial  part  if  not  the  bvUk,  of  pro- 
duction will  already  be  in  the  process 
of  production.    Such  time  could  be  more 
advantageously  utilized  by  the  board  and 
committee  in  1962  in  preparing  for  mak- 
ing  Method  No,    1   operative   in   1963. 
Method  No.  n,  however,  would  not  re- 
quire such  extensive  preparation  on  the 
part  of  the  board  and  committee  and 
such  method  could,  therefore,  be  utilized 
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;.,  of  "in  1962  if  the  board  so  recommends.  -Ik 
is  recognized  that  the  marketing  of  tur- 
keys varies  by  season  and  aiva  where 
produced  and.  therefore,  that  at  the  ttme" 
Method  No.  n  is  initiated,  smne  areas 
and  some  producers  may  not  have  started 
marketing,  or  may  have  finished  market- 
ing. The  board  is  required  to  give  due 
consideration  to  these  factors  when  ini- 
tiating the  regvilation  so  as  to  i»x>vlde, 
insofar  as  possible  tmder  the  sittiatton. 
eqiiity  among  producers  and  handlers. 

Volmne  regulation  of  turkeys  by 
Method  No.  I  requires  that  the  com- 
mittee, on  the  recommendation  of  the 
board  and  with  the  approval  of  the  Sec-  . 
retary,  establish  the  desirable  quantity 
of  turkeys  which  all  handlers  may  ac- 
quire for  handUng  from  producers  in  a 
marketing  jrear.  The  act  provides  that 
such  desirable  quantity  to  be  handled  by  ^ 
handlers  may  be  equitably  apportiooed 
among  producers  based  upon  amounts 
sold  by  such  producers  in  such  prior 
period  as  the  Secretary  determines  to  be 
representative.  -• 

It  is  determined  that  the  years  1959. 
1960,  and  1961,  are  representative  of  the 
production  of  producers.  These  are  the 
three  most  recent  years  of  produeUmi 
and  they  adequately  reflect  the  ciurent  . 
pattern  of  production  in  the  turkey  in- 
dustry. The  production  from  ai»y  In- 
dividual production  facility  may  v«y 
from  year  to  year  because  of  weathCT. 
the  avaUability  of  credit,  disease,  and 
economic  factors  such  as  the  price  out- 
look at  the  time  of  marketing.  Howev», 
by  using  an  average  of  the  production 
and  marketings  of  three  years,  as  pro- 
vided in  the  order,  a  production  and 
marketing  figure  is  obtained  which  is  a 
fair  representation  of  such  production 
and  marketing  during  the  historical  base 

period. 

It  had  been  proposed  that  the  years 
1957  and  1958  be  Included  as  part  of  the 
base  period.'  However,  It  was  not  shown 
that  such  years  would  actually  be  repre- 
sentative of  the  current  patterns  of  pro- 
duction. In  fact,  to  the  extent  that  they 
do  not  refiect  the  full  national  pattern 
of  Increase  in  contract  production  th«r 
are  not  representetlve.  A  further  factor 
is  that  credible  records  of  production 
and  marketing  may  be  difficult  if  not 
impossible  to  obtain  for  those  years.  Ac- 
cordingly, the  years  1957  and  1968  are 
not  included  in  the  base  period. 

It  has  been  proposed  that  allocation 
bases  for  the  years  1963  and  1964  be  es- 
tablished on  the  basis  of  each  producer  s 
highest  production  In  the  years  1959. 
1960,  or  85  percent  of  1961.    -me  85  per- 
cent of  1961  production  recognized  toat 
the  rate  of  growth  in  the  turkey  industry 
in  1961  exceeded  the  previous  10-year 
annual  average  rate  of  growth  by  15  per- 
cent     Testimony   on   this   method  of 
establishing     allocation     basis    clearly 
demonstrated  that  this  procedure  would 
cause  the  totol  of  aU  allocation  basis  to 
greatly  exceed  the  actual  level  of  pro- 
duction in  1961.  the  IndustiT's  hi«5«J 
production  year.   It  was  pointed  out  that 
this  would  result  in  serious  Inequities 
among  producers  especially  as  between 
producers  who  had  maintained  a  rela- 
tively steady  level  of  production  in  the 
base  years  as  compared  to  those  pro- 
ducers who  had  either  increased  their 
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production  shajrply  or  deereased  their 
inoductlon  iharply  during  the  base 
9«ars.  By  hsTliif  a  rery  large  total  of 
allocation  baals  the  allotments  reeulUng 
therefrom  would  have  to  be  reduced  very 
■harply  to  the  detriment  of  the  producer 
-with  a  relatively  steady  level  of  produc- 
tion. One  witness  who  testified  to  this 
possible  situation  demonstrated  that  the 
bases  of  producers  he  serviced  In  the  base 
years  would,  if  this  system  of  deter- 
mining allocation  bases  were-  to  apply, 
result  in  the  sum  of  such  bases  exceed- 
ing their  actual  1961  production  by  36 
percent.  If  1961  production  were  ad- 
Justed  to  85  percent,  or  by  45  percent  if 
100  percent  of  1961  production  were  used. 
Averaging  the  production  and  market- 
ing for  the  three-year  period  reconciles 
this  problem  and  also  tends  to  provide 
equitable  treatment  to  all  producers. 

It  has  been  shown  that  there  are  two 
types  or  classes  of  prodiKers  involved  in 
the  production  of  turkeys,  the  producer- 
grower  and  ttie  contract-producer.  The 
allocation  of  bases  and  allotments  recog- 
nizes the  distinctive  contributions  to  the 
production  process  of  the  two  classes  of 
producers  and  tends  to  treat  producers 
within  each  class  equitably  as  to  each 
other  and  to  treat  each  class  equitably 
in  relation  to  the  other. 

With  regard  to  producer-growers,  in 

Jrder  to  be  eligible  for  an  allocation  base 
Lich  producer-grower  must  have  pro- 
duced turkeys  In  1961  or  in  any  two  of 
the  three  years  of  the  base  period.  It 
would  be  Inequitable  to  exclude  a  new 
producer  who  ctanmenced  production  in 
1961.  the  last  year  of  the  base  period. 
from  acquiring  a  base  since,  by  starting 
production  In  that  year  it  was  neces- 
sary to  establish  production  facilities. 
Without  a  base  such  a  producer  would 
encounter  considerable  difBculty  in  mar- 
keting his  turkeys.  The  provision  re- 
quiring a  producer-grower  to  have  pro- 
duced and  marketed  turiceys  in  any  two 
years  of  the  Iwse  period  is  necessary  to 
exolude  any  person  who  produced  in  only 
one  of  those  years  (not  including  1961) 
and  is  no  longer  producing  turkeys.  It 
would  be  inequitable  to  existing  pro- 
ducers to  apportion  a  part  of  the  desir- 
able quantity  of  tuilceys  to  a  person  who 
is  no  longer  producing  turkeys. 

The  turkeys  to  be  included  in  the  base 
computation  must  be  those  which  are 
fnxn  the  production  of  a  producer- 
grower.  This  Is  necessary  to  preclude  a 
producer  from  buying  turkeys  not  pro- 
duced on  his  production  facilities  as  a 
means  of  expanding  his  base.  Otherwise, 
the  total  volume  of  bases  would  be  in- 
creased and  such  Increase  would  not  be 
representative  of  the  producers  pattern 
of  production  and  marketing  which  is 
the  purpose  of  the  base  system.  It  would 
also  result  in  Inequita'jle  treatment  to 
other  producers  since  such  an  increase 
in  the  total  base,  would  result  in  a  de- 
crease in  their  portion  of  turkeys  appor- 
tioned from  the  desirable  quantity.  Ac- 
cordingly, only  turkeys  produced  by  a 
producer  and  marketed  to  a  handler, 
other  producers,  or  other  persons  would 
be  included  in  the  computation  of  such 
producers'  base. 

As  indicated  heretofore,  each  producer- 
grower  eligible  for  an  allocation  base 
shall  have  his  base  determined  by  divid- 
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tag  the  total  quantities  of  turkeys  pro- 
duced and  marketed  by  him  in  the  base 
period  by  three  '3).  Producer-growers 
whose  production  of  turkeys  were  mar- 
keted In  1961  only  or  in  1961  and  one 
other  of  the  base  years  1959  or  1960, 
would  have  their  allocation  bases  deter- 
mined similarly  except  that  in  such  cases 
their  production  in  1961  would  first  be 
adjusted  by  multiplying  such  production 
by  90  percent.  Thi.s  adju.stment  is  nece.s- 
sary  In  order  to  treat  producers  who  pro- 
duced turkeys  in  all  three  base  years 
equitably  with  those  who  produced  tur- 
keys in  1961.  and  one  other  base  year 
or  In  1961  only. 

Turkey  production  in  the  United  States 
in  1959  and  1960  was  nearly  the  same 
but  In  1961  increased  by  26  percent. 
This  increase  is  spread  over  three  years 
when  the  total  production  for  three  years 
Is  averaged.  However,  when  the  pro- 
duction of  only  two  years  is  averaged, 
one  of  such  years  being  1961.  the  1961 
Increase  Is  spread  over  only  two  years 
with  the  result  that  two  year  producers 
would  have  a  proportionately  larger  base 
than  three  year  producers.  Equating 
the  results  of  averaging  by  two  years 
with  averaging  by  three  years  has  the^ 
effect  of  reducing  the  1961  production 
by  approximately  10  percent.  Requir- 
ing, therefore,  that  producers  whose  allo- 
cation bases  were  computed  on  a  one  or 
two  year  period,  with  1961  as  the  year 
or  one  of  the  years,  to  use  90  percent 
of  their  1961  production  in  the  computa- 
tion of  bases  has  the  effect  of  bringing 
Into  approximate  alignment  the  alloca- 
tion bases  of  the  one-  and  two-year 
producers  with  the  three  year  producers 
with  the  result  that  all  producers  receive 
equitable  treatment  regardless  of  the 
number  of  years  used  in  the  computation 
of  their  bases 

Producer -growers  who  produced  and 
marketed  turkeys  in  which  contract- 
producers  had  a  proprietary  Interest  in 
two  or  more  years  would  first  determine 
the  quantity  of  turkeys  produced  under 
such  an  arrangement  One-half  of  this 
quantity  would  be  added  to  turkeys  not 
produced  in  conjunction  with  a  contract- 
producer,  if  any.  This  sum  would  then 
be  divided  by  two  or  three,  whichever 
Is  applicable.  This  provision  again  rec- 
ognises that  the  purpose  of  the  base 
system  is  to  provide  a  means  of  ascer- 
taining a  representative  pattern  of  pro- 
duction and  marketing  It  recognizes 
ftirther  that  a  producer-grc  wer  who  con- 
tractv-Kl  with  a  contract-producer  for  only 
one  year  out  of  the  base  period  ts  not 
representative  of  such  producers'  opera- 
tions. Accordingly,  such  provision  is  ap- 
plicable only  if  a  producer -grower  con- 
tracts for  two  or  more  years.  In  the 
event  that  more  than  two  producers  have 
a  proprietary  mti'rest  in  the  production 
of  turkeys,  such  quantity  of  turkeys  will 
be  divided  by  the  number  of  producers 
Involved  and  such  quantity,  instead  of 
the  one-half,  should  be  utilized  in  the 
base  computation. 

With  regard  to  allocation  bases  to 
contract-producers  in  1963  and  1964. 
each  such  contract-producer  to  be  eli- 
gible for  an  allocation  base  must  have 
had  a  proprietary  interest  in  the  produc- 
tion of  turkeys  in  1961  or  in  two  or  more 
years  of  the  base  period.    As  In  the  case 


of  a  producer-grower,  it  would  ki 
equitable  to  exclude  a  con' 
who  commenced  his  contract 
in  1961.    However,  requiring  i^ 
two-year  participation  In  the 
risk  of  turkey  production  a 
nizes  that  more  than  one  ytu^ 
tion  is  necessary  to  provide  a 
operation  for  allocation  base 
such  a  period  would  evidence  his 
cal  association  with  turkey 

The  contract-producer's 
ba.se  is  computed  in  the  same 
as  that  of  a  producer -grower 
the  total  production  in  which  the  _ 
tract-producer  is  involved  is  dlvMadls 
two  or  by  the  actual  number  of  pmdMai 
involved,  whichever  is  appllcablB.  H^ 
conforms  with  the  definition  of  pcvi^ar 
whereby  each  of  the  two  rlinooi  Cf  n^ 
ducers  share  in  the  turkes^s  ao 
and  marketed. 

Contract-producers    are    ai 
an  allocation  base  under  the  0i4v  I 
they  had  a  proprietary  Interest  ta  Hi 
production  of  turkeys  in  1991  orfaitli 
of  the  three  base  years  1959,  im, « 
1 96 1 .    The  order  thus  recognises 
torical    relationship   between  ths 
tract-producer  and  the  producer' 
This  historical  relationship  can  only  || 
assured    under    the    order   if  '*«witnrt 
producers   are    limited    In  the  wqr  ^ 
which  their  allocation  bases  can  bt  H^ 
lized    Without  some  limitation," 
growers    could    utilize    their 
bases  on  production  facilities  then 
or   controlled   directly  or  indlrael^  % 
them  or  obtained  by  them  for  thk  pv> 
pose.    If  this  should  occur.  It  wo^ 
in  serious   inequities   to  the 
grower  in  that  It  would  cut  in  tadf  9m 
quantities   of    turkeys   which  caiM  %i 
acquired  by  handlers  from  such  a  ji^ 
ducer-RTower's  production  andmllMl*' 
suit  in  such  producer-grower's  prattle 
tion  facilities  producing  only  aw  bri( 
of  its  historical  production.    Soeh  ■§• 
tions  would  change  the  historieal  1A> 
tionship  existlr^g  between  coni 
ducers  and  producer -growers  and 
be  inequitable  as  to  the  produoer-flSf- 
ers.     For  these  reasons  the  onler  jn- 
vides  that  handlers  may  tuniutre 
produced    under   a   contract-: 
base  only  if  s:uch  contract-prodOB« 
lized    a    producer-grower's 
facilities  in  producing  such  turkejE  Hll 
requirement  would  continue  the 
cal  relationship  between  the  two 
of  producers. 

Considerable  testimony  Is  In  the 
favoring  a  method  of  establishing 
tion  bases  which  would  not  tend  to 
the  current  geographic  pattern  of  p» 
duction.  This  could  be  done  by  W^ 
viding  for  a  continuing  reallocaUoa  ll 
bases  in  the  marketin.t?  year  1M6  ■• 
in  each  marketing  year  thereafter,  fc 
the  marketing  year  1965  and  thenaflv 
whenever  adesirable  quantity  of 
which  all  handlers  may  acquire 
producers  has  been  established  eaob 
ducers  allocation  base  shall  be 
mined  by  taking  the  average  of  the 
est  quantity  of  turkeys  produced  Ui 
marketed  by  him  in  any  three  of  tks 
years  immediately  preceding  the 
ing  year  for  which  the  allocation  lllj 
is  being  determined.  In  the  event  |M 
a  producer  or  producers  cannot  flt  • 
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f*        mtMnr-  up  to  the  allotment  which 
[    **  "1^  HV.Y  acquire  due  to  being  leas 
or  because  economic  forces  in 
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^^aacWe  area  result  in  higher  oo«t 
■■^SI,gtjon  than  in  other  areas,  pro- 
Mi.  over  a  period  of  time,  will  be 
^ihlft  from  such  producers  and 
,40  other  producers  and  areas-  This 
^iiM  be  gradual  and  the  reasons  for 
JJL  tfg  economic  In  nature  and  will  be 
L  iHVe  than  what  has  occurred  over 
^0Ut-  However,  by  providing  for 
isoSnuing  reallocation  of  bases,  the 
'factors  which  cause  shifts  in 
would  be  recognized  and  be 

___a_i  for. 

"S^gocder  provides  that  the  year  1962 
BOt  be  used  In  the  computation  of 
L  The  testimony  at  the  hearing  in- 
[that  for  1962  many  producers  in- 
„  to  maintain  or  even  increase 
^B  production  above  the  abnormally 
S  production  of  1961  In  anticipation 
S  1962  would  be  used  in  computing 
Zji  under  an  order  and  that  such 
Mri  would  be  maintained  even  though 
Siaperlence  In  1961  shows  that  returns 
to  dw  producer  would  be  the  same  as 
Sn  or  less.  To  the  extent  that  1962 
-Afitinr  could  be  influenced,  in  part, 
toMducers  attempting  to  make  bases. 
1^  production  would  be  caused  by  fac- 
|0  sntirely  unrelated  to  the  normal 
f^mJA  considerations  utilized  in  plan- 
I  pR)duction.  Accordingly,  it  is  con- 
that  1962  is  not  a  representative 

year  and  should  not  be  used 

^tte  computation  of  bases. 

tt  addition  to  not  using  1962  as  a  base 
Mtf  In  the  computation  of  allpcation 
IHM  In  1965  and  thereafter  it  has  been 
dllBBtned  as  advisable  to  use  the  allo- 
.irilDB  base  determined  for  use  in  1963 
Wi  lit4  as  the  quantity  of  turkeys  each 
pfiHsr  marketed  from  his  production 
ll  IMO  and  1961  rather  than  such  pro- 
tmanf  actual  marketings  in  these  years. 
Ihl  allocation  base  for  each  producer  in 
Ml  would  be  determined  by  adding  to- 
pBar  the  highest  quantity  of  turkeys 
kvhkh  he  had  a  proprietary  interest 
r  of  the  three  years  out  of  the  f oiur 
1960,  1961,  1963.  and  1964.  Since 
these  years  would  be  prior  to  the 

re  date  of  an  order,  and  hence 

Mttfteted  by  the  order,  and  two  years 
I  be  influenced  by  the  order,  it  has 
determined  that  equitable  treat- 
;  of  all  producers  can  only  be  as- 
by  requiring  that  the  actual  pro- 
jm  and  marketing  of  turkeys  in 
md  1961  be  disregarded  and  re- 
[  thereby  by  the  established  alloca- 
.  for  1963  and  1964  when  corn- 
allocation  bases  for   1965   and 

By  so  doing  producers  who 

_  had  tui^ually  high  of  imusually 

marketings  in  such  years  woxild  be 

equitably     with      all     other 


II  had  been  proposed  that  a  producer- 
paver  who  produced  turkeys  in  oon- 
jBHtton  with  a  contract-producer,  and 
tei  bad  his  production  split  in  the 

mtniV ent  of  allocation  bases,  could. 

^m  ipplicatlon  to  the  committee,  have 
Mi  tBoeation  base  adjusted  up  to  the 
tM  Quantity  of  turkeys  marketed  from 


Ml  ftttllities  in  the  base  years.    The 
of  this  provision  was  to  allow 


a  producer-grower  who  contracted  to 
have  his  allocation  base  restored  to  a 
level  comparable  to  other  producer- 
growers  who  acqxilred  their  allocation 
bases  as  independent  growers.  How- 
ever, testimony  at  the  final  session  of 
the  hearing  indicated  that:  (1)  The 
incidence  of  risk  sharing  contracting  was 
much  greater  than  had  been  supposed, 
(2)  the  incidence  of  risk  sharing  con- 
tracting had  increased  sharply  in  1961 
relative  to  a  year  earlier  and.  (3)  the 
incidence  of  risk  sharing  contracting 
varied  widely  as  between  areas  of  the 
country,  ranging  from  almost  100  per- 
cent to  almost  zero.  It  is  clear  that  the 
option  would  result  in  a  gross  pyramid- 
ing of  allocation  bases  which  would  be 
to  the  detriment  of  independent  pro- 
ducer-growers and  would  also  result  in  a 
disproportionate  inflation  of  allocation 
bases  as  between  one  area  and  another. 
Pbr  these  reasons  the  proposal  was  not 
included  in  the  order. 

Circumstances  may  exist  which  cause 
a  producer's  production  in  one  year  to 
be  substantially  reduced  for  reasons  be- 
yond his  control.  Such  conditions  could 
exist  in  the  case  of  fire,  flood,  or  other 
natural  damage  or  when  the  producer 
voluntarily  ceases  production  in  order 
to  break  a  disease  cycle  on  his  farm  or 
for  other  sound  reasons.  Under  such 
circumstances  the  producer's  production 
is  not  representative  and  it  would  be 
inequitable  to  such  producers  to  consider 
the  marketing  from  such  production  or 
lack  of  production  in  the  calculation  of 
hlB  allocation  base.  For  this  reason  pro- 
vision Is  made  for  the  committee,  to 
revise  such  producer's  allocation  base  to 
what  the  committee  determines  to  be 
representative  of  his  production  and 
marketing. 

A  producer-handler  Is  not  a  producer 
under  the  order  and  therefore  is  not 
allocated  a  base.  It  is  possible,  however, 
that  a  producer-handler  may  desire  to 
relinquish  his  status  and  become  a  pro- 
ducer. Provision  is  made  to  allow,  upon 
application  to  the  committee,  such  a 
producer-handler  to  be  apportioned  a 
base  computed  uiKm  his  past  marketing 
from  such  production.  Allowing  the 
issuance  of  such  bases  wUl  not  materially 
affect  the  allotments  to  existing  pro- 
ducers since  the  producer-handlers  pro- 
ducttim  was  considered  by  the  bocuxl  in 
setting  the  desirable  quantity. 

Persons  who  do  not  have  a  production 
base  history  may  also  acquire  bases. 
However,  the  quantity  of  turkesrs  from 
which  these  bases  may  be  apportioned  to 
such  persons  is  limited  to  that  quantity 
•  which  Is  the  difference  between  the  total 
(tf  the  allotments  of  the  preceding  year 
and  the  desirable  quantity  of  the 
succeeding  year.  This  is  necessary  to 
prevent  new  persons  from  draining  away 
portions  <rf  existing  producers'  allot- 
ments. ThUB,  new  producers  may  Miter 
the  industry  without  causing  the  mar- 
ketings of  e^**t»"g  producers  to  be  re- 
stricted by  their  entrance. 

m  submitting  an  application  for  an 
•lloeatlan  base  the  new  producer  must 
establish  an  ability  to  produce.  Ability 
as  used  In  the  order  contonplates  having 
reaoureea  of  production.  Such  resources 
include  not  on^  the  land  and  facilities, 
but  alfo  the  finances  which  are  necessary 
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to  produce  turkeys.  The  ccoamtttee. 
being  composed  of  individuals  from  tbe 
industry  are  ideally  situated  to  evalnate 
such  new  producers'  ability. 

Computation  of  allocation  bases  will  be 
made  by  the  committee  based  on  infor- 
mation supplied  by  the  producer  and.  In 
order  to  allow  the  committee  sufflgleBt 
time  to  make  the.  computations  before 
the  marketing  year  starts,  su(!h  Infor- 
mation as  is  requested  for  this  purpose 
must  be  supplied  to  the  committee  at 
least  6  weeks,  or  earUer  if  the  oommittee 
should  require,  prior  to  the  suooeedtng 
marketing  year.     Since  the  aQoeatkm 
bases  for  marketing  years  1963  and  1994 
will  be  the  same,  such  information  need 
be  supplied  only   once  to  cover  those 
years.    The  committee,  or  any  agency  it 
may  select,  should  have  the  authority  to 
verify  the  accuracy  of  the  information 
submitted  by  producers  for  this  purpose. 
If  errors  are  foimd  in  the  applications 
the  committee  should  have  the  authority 
to  correct  such  errors  but  should  itfre  the 
applicant  reasonable  opportunity  to  dia-' 
cuss  with  the  committee  the  factors  con- 
sidered in  malting  the  correction.    Ilie 
burden  of  supplying  and  smiporting  j^ 
information  supplied  to  the  committee 
should  rest  upon  the  producers.  If  errors 
in  application  are  found  and  corrections 
made  thereto,  such  corrections  should  be 
reflected  in  the  allotment  apportioned  to 
the  producer. 

Each  producer  who  has  an  alloc^fctlon 
base  shall  be  apportioned  an  allotmart 
of  tiurkeys  which  handlers  may  purchase 
or  otherwise  acquire  or  receiye  for  han- 
dling from  producers  for  their  aeoount 
or  the  account  of  such  producer.   In  this 
fashion  the  total  desirable  ooantity  of 
tiu-keys  established  by  the  Secretary  may 
be  apportioned  equitably  among  pro- 
ducers as  provided  by  the  Act.    Such 
allotment  shall  be  computed  by  dividing 
the  desirable  quantity  of  turkeys  by  tbe 
sum  of  the  allocation  bases  of  all  pro- 
ducers  and  then  multiplsring  each  ]»o- 
ducer's  allocation  base  by  the  resulting 
percentage  figure.     In  this  way  each 
producer    will    receive    his    aquitaUe 
porti(m  of  the  desirable  quantity.    The 
order    provides    that    some   means   of 
certification  of  allotments  win  he  set  up 
by  the  c(xnmittee.    Under  such  proce- 
dures handlers  will  be  in  a  position  to 
know  whether  the  turkeys  acquired  from 
producers  are  from  the  desiraMe  <W»p- 
tity.     Such  quantities  include  iuifesvs 
produced  by  a  handler  in  his  capaetty 
as  a  producer.   In  order  to  effectuate  the 
purposes  of  volume  regulations,  handlers 
may  acquire  only  that  quantity  of  turkeys 
so  apporti(Hied  to  the  producers  imdsyh 
other  quantities  of  turkeys  ay  mieetfled 
in  the  order. 

It  is  recognized  that  the  prdduetkm 
and  the  demand  for  turkeys  may  yary 
within  any  particular  period  In  a  year. 
The  committee  should  be  authmrtand  by 
the  order  to  take  any  steps  necessary 
to  bring  the  allotment  system  In  line 
with  such  varying  production  and  de- 
mand. Accordingly.  provlsiQn  Is  made 
in  the  order  to  allow  the  oammlttee  to 
make  changes  In  the  quantities  of  tar- 
keys  which  handlers  may  ao<pilre  for 
hftnrtung  during  any  period  or  pcriodi 
within  a  marketing  year. 
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m  determining  the  quantities  of  tur- 
keys which  handlers  ma&  acquire  in 
such  period  or  periods.  Consideration 
shmll  be  given  of  the  seasonal  patterns  of 
production  of  the  various  regions  of  the 
production  area.  Such  consideration  is 
necessary  so  that  the  benefits  of  such 
regulation  may.  Insofar  as  possible,  be 
applied  to  all  producers.  The  commit- 
tee, becliuse  of  Its  make-up  and  knowl- 
edge of  the  Industry,  is  ideally  suited  to 
establish  the  regions  to  be  affected  by 
this  type  of  regulation. 

It  will  be  dlJBcult  if  not   impossible 
for  any  producer  to  produce  Just   the 
exact  quantity  of  his  apportioned  allot- 
ment   Production  is  affected  by  many 
things  Including  weather,  the  mortality 
rate  occasioned  by  the  Incidence  of  dis- 
ease, and  other   factors.     Accordingly. 
provision  is  made  to  allow  handlers  to 
acquire  fqr  handling  from  producers  an 
additional  qiiantity  of  turkeys  not  ex- 
ceeding 5  percent  of  the  producer's  al- 
lotment.   In  the  event  such  a  quantity  in 
'  excess  of  the  allotment  is  acquired  by 
handlers  from  such  a  producer,  however, 
a  volume  equal  to  such  excess  quantity 
shall  be  deducted  from  the  producer's 
allotment  for  the  next  marketing  year 
or  period  within  a  marketing  year  if  al- 
lotments are  apportioned  by  the  com- 
mittee by  period.     Conversely,  if  han- 
dlers do  not  acquire  from  producers  a 
producer's  full  allotment  for  the  mar- 
keting year  or  period  within  a  marketing 
year  then  a  volume  equal  to  such  quan- 
tity may  be  acquired  from  such  producer 
tn  excess  of  such  producers  allotment  for 
the  next  marketing  year  or  period  within 
a  marketing  year.    The  evidence  of  rec- 
ord establishes  that  producers  can  pro- 
duce within  5  percent  of  any  set  quantity 
of  tiurkeys.    Accordingly,  the  qutmUties 
referred  to  above  which  may  be  carried 
into  the  next  marketing  year  or  period 
or  deducted  therefrom  should  be  limited 
to  5  percent. 

A  handler  may  acquire  for  handling 
the  5  percent  quantity  in  excess  of  the 
allotment  upon  certification  by  the  pro- 
ducer that  such  excess  consisted  of  tur- 
keys from  his  own  production.  Turkeys 
which  a  producer  may  have  acquired  and 
marketed  from  sources  outside  his  own 
production  are  not  included  so  as  to  fore- 
stall the  possibility  of  handlers  acquiring 
the  5  percent  excess  from  a  substantial 
number  of  producers  within  a  period 
which  situation  could  have  an  adverse 
affect  on  the  volume  regulation  purposes 
of  the  order.  In  order  that  the  com- 
mittee win  be  aware  of  the  carry-overs 
the  i)roducer  and  handlers  should  be 
required  to  notify  the  committee  of  such 
carryovers. 
Within  the  Industry  there  are  certain 
►  specialized  functions  being  performed 
which  are  essential  to  the  production  of 
turkeys.  One  of  these  functions  Is  that 
of  the  foundation  or  primary  breeder. 
Such  a  breeder  supplies  the  eggs  from 
which  come  the  poults  which  are  piu*- 
chased  by  producers  of  hatching  eggs. 
Many  such  foundation  breeders  have 
breeding  programs  tending  to  establish. 
and  develop  strams  of  turkeys  which  are 
particiUarly  suitable  to  satisfy  the  dif- 
ferent institutional  uses  or  consumer 
preferences.     Such   programs  have   re- 
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suited  in  the  development  of  different 
strains  of  the  so-called  bronze  and  broad 
white  turkey  which  are  heavy  type  tur- 
keys and  also  in  development  of  various 
strains    of    the   smaller   Beltsvllle   type 
turkey.    These  programs  are  essential  In 
order  to   aHow   the   turkey   Industry   to 
continue    to    improve    the   efficiency   of 
production  and  to  compete  with  other 
meats  and  meat  products.     Accordingly, 
such  programs  should  not  be  unduly  re- 
stricted by  the  operation  of  a  marketing 
order  and  improvement  of  the  strains  or 
breeds  of  turkeys  .should  be  allowed  to 
continue.     The  general  method  used  in 
establishing     or     developing     particular 
strains  of  turkeys   is   that  of  selecting 
turkeys  which  exhibit  the  best  of  those 
qualities  which  are  .sought  to  be  developed 
are  encouraged  and  fostered.    The  birds 
remaining  tn  the  flock  after  selection  and 
the  selected  birds  after  «hey  have  per- 
formed their  function  are  marketed  In 
the  same  channels  as  are  other  turkeys. 
Therefore,  a  foundation  breeder,  under 
the  terms  of  the  order,  would  also  be  a 
producer  and  as  such  would  have  an  al- 
location base  and  an  allotment  computed 
therefrom.     However,    in    any   breeding 
program  the  quantity  of  turkeys  which 
are  produced  to  effectuate  such  a  pro- 
gram may  vary  from  year  to  year  with 
the  particular  type  of  development  pro- 
gram    conducted     by     the     foundation 
breeder  with  the  result  that  a  particular 
quantity  of  the  allotment  of  a  foundation 
breeder  may  be  such  that  it  will  restrict 
or  affect  adversely  the  development  pro- 
gram.   Accordingly,  provision  is  made  to 
allow  the  committee  to  set  up  procedures 
by  which  a  producer  who  is  a  foundation 
breeder  may  market  turkeys  in  excess  of 
his    normal    allotment    which    may    be 
acquired  by  handlers. 

The  turkey  breeding  program  is  such 
that  often  there  is  a  fine  line  of  distinc- 
tion between  a  foundation  breeder  who  is 
doing  basic  research  and  development  on 
turkeys  and  a  multiplier  breeder  whose 
prime  function  is  to  take  such  strains 
which  are  developed  and  produce  them 
In  volume  to  supply  the  quantity  of  poults 
necessary  for  the  needs  of  the  turkey 
producing  Industry  Accordingly,  the 
committee  is  authorized  to  define  by 
regulation  a  foundation  breeder  who  will 
be  eligible  to  take  advanta»:e  of  the  pro- 
vision allowing  excess  marketings  of  an 
allotment  to  be  acquired  by  handlers. 

Witnesses  testified  that  the  multiplier 
breeder  may  also  encounter  diCBculty  In 
his  operations  if  handlers  are  restricted 
In  the  quantity  of  turkey.s  which  may  be 
acquired  from  such  multiplier.  Multi- 
pliers would  be  prodwreis  under  the  order 
since  they  market  the  breeder  hens  to 
handlers  after  such  hens  have  completed 
their  egg  layirn;  fur.ction  Multipliers 
would  be  allocated  a  base  computed  on 
8\ich  marketings.  However,  it  is  possible 
that  disease  or  other  calamity  may  strike 
a  multiplier  breeder  flock  which  destroys 
their  ability  to  lay  quality  e-;  ,'s  In  such 
instancies  the  turkeys  are  suitable  for 
meat  purposes  but  not  for  egg  layin:,'  and 
they  are  marketed  to  a  handler  under 
the  producer  s  allotment.  In  order  to 
continue  the  multipl' in,^  function,  which 
is  an  essential  function  to  the  industry, 
the  multiplier  would  be  required  to  re- 
place the  flocks  of  turkeys  disposed  of. 


These  birds,  after  performing  _ 
tlon.  would  also  be  marketed  to 
under    the    multiplier's    al 
the  event  such  a  situation 
resulted  In  the  multiplier 
keys  In  excess  of  the  amount        _ 
may   acquire  under   the  allotrnvk, 
multiplier  may  request  relief  tn 
committee  under  the  emergency  or 
ship  provision  of  the  order.    Thb 
mlttee  may  grant  such  reUef  If  it 
mines  such  relief  Is  warranted 
circumstances  and  Is  convinced 
situation    of    the    multiplier 
brought  about  as  a  means  of 
the  equitable  quantity  of  turkeys 
tloned  to  such  producer  whldi 
may  acquire.    Under  the  order  _ 
marketing  replacement  flocks  to 
pliers  would  have  such  quantlttottf . 
keys  Included  In  base  computatliA 

The  transfers  of  allocation  " 
not  allowed  except  under 
cumstances.  Under  the  order 
the  quantity  of  turkeys  which 
may  acquire  Is  related  to  the 
of  turkeys  represented  In  the  _ 

bases.  New  bases  can  be  created  i^ 
under  the  conditions  set  forth  la  " 
order  Since  the  supply  of  tiukcfi 
handlers  may  acquire  Is  theretv  " 
allocation  bases  will  have 
to  producers  who  may  wish  to 
the  quantity  of  their  productkA 
may  be  acquired  by  handlers, 
the  capital  outlay  for  turkey  i 
may  be  relatively  small,  certainlf  «» 
gards  to  the  outlay  required  Iv 
other  agricultural  commodities  tt 
were  allowed  to  be  transferred  w 
restriction.  U  Is  conceivable  that 
producers  with  sufficient  reeourees 
over  a  period  of  time,  gradually  M 
late  bases  to  the  extent  that 

cumulations     may     have     dk 

tendencies.  The  order  should  not  mm 
monopoly,  accordingly,  transfers eflllll 
are  restricted  to  the  situations  ««■» 
ated  in  the  order. 

One  of  the  conditions  which  vnM 
allow  the  transfer  of  a  base  is  IB  111 
event  a  producer  desires  to  get  ^>^^ 
the  turkey  producing  buslneei  *"*  ** 
his  production  facilities.  The  """ 
be  transferred  to  the  person 
the  facilities.  In  such  Instance  tt  Is 
sonable  to  allow  the  producer  to  dlL 
of  his  operation  in  the  same  faahMnai 
other  going  businesses  are  sold.  iM 
type  of  transfer  the  person  who  " 
the  facilities  would  become  the 
and  the  person  disposing  of  the 
ties  would  lose  his  status  as  a  pr 
Since  the  transfer  of  the  base  In 
circumstances  would  be  In  oonju 
with  tlie  tramfer  of  the  productlBB  Bj 
cilities.  the  undesirable  accumula*M« 
bases  di.scussed  above  would  not  M  t 
serious  factor  here.  tv..*. 

It  IS  al-so  rea.sonable  to  allow  tn«l» 
cation  ba.se  to  be  transferred  to  •  ■Jj 
ber  of  the  producer's  Immediate  Mg 
in  the  event  of  such  producers  «■* 
retirement,  or  entry  Into  the  mnsm 
service.  ^ 

There  are   also  situations  ^"^ 
op  ration   of    the    facilities   is 
partntrsh.p  or  ix)int  venture,  not 
ing    the    risk    contracting    relaf 
discussed  earlier.     It  Is  also  rei 
to  allow  one  of  the  partners  who 
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the  business  to  transfer  his  base 
—  to  the  remaining  partner(8)  or 
-  tJ^vlded  between  them  If  they  de- 
l»*^J"ggtabllsh    separate    production 
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'Z~Mdi  of  these  situations  wherte 
^^Jgof  bases  are  allowed,  the  proh- 
jS^f  concentration  of  bases  is  not 

^^jSSffxts  resulting  from  bases  are 
•^■l  to  be  transferred  under  proce- 
JJ^rt  up  by  the  committee.     The 
Si^scussed  with   regard  to  bases 
Z^A  pertinent   here  because  allot- 
—-yHT  be  transferred  only  for  a 
!!S^OBg  ye*r  °^  lesser  period.    Trans- 
Z^  aOotments  could  also  take  care 
T^ntkms  where  a  producer's  facility 
*]7^M  nut  out  of  operation  by  fire, 
■^--^tjier  disease,  or  other  calamity, 
zTLx  or  otherwise.     This   producer 
^S^be  allowed  to  make  disposition 
^£  Allotment  until  he  is  again  able 
teMdnee    It  is  not  to  such  producer's 
iienter  however,  to  transfer  his  allot- 
S^  too  great  a  time  since  under 
SfaaOocatlon  base  system  in  effect  in 
JJlgBd   thereafter    such    producer's 
S  veokl  decrease  until,  if  transferred 
2MHitly  for  four   years,  he  would 
ta|«  BO  base  left. 

^neood  means  of  accomplishing  vol- 
Mi  legulatlon  which  the  board  and 
Z^ttee  may  use  Is  that  of  establish- 
M  ft  desirable  free  quantity  of  turkejrs 
^M*  tn  handlers  may  freely  handle 
llM  W  period  or  periods  established 
to  tte  Secretary  upon  recommendation 
to  lh»  Board.  This  regulation  may  be 
"  alone  or  In  combination  with 
No.  I,   the  desirable   quantity 


the  desirable  free  quantity  reg- 
designated  as  Method  No.  n  in 

■.  all  handlers  may  handle  any 
„  of  turkeys  which  are  acquired 
producers  subject,  however  to  the 

requirement  established  by  the 


Ite  board  and  the  Secretary  will  take 
ilD  eoDSideration  the  anticipated  total 

of  turkeys  which  will  be  avail- 

I  ta  the  period.    If  such  quantity  is 

^ than  the  desirable  free  quan- 

i^,  then  surplus  percentage  factors 
■V  be  applied  which  will  have  the  ef- 
iHtef  diverting  into  a  set-aside  the  tur- 
Im  which  are  In  excess  of  the  deshrable 
taiqiaantity.  The  order  provides  that 
Wh  handler  will  then  apply  a  imiform 
preantage,  established  by  the  commit- 
tMi,  to  the  quantity  of  turkeys  he  han- 
ill  and  this  percentage  of  turkesrs  will 
to  mt  into  the  set-aside  to  be  disposed 
tt  to  Vbt  committee. 

Durtng  the  course  of  any  desirable 
ttn quantity  period,  the  quantity  of  tur- 
ton  bdng  marketed  may  be  other  than 
W  tntlclpated  when  the  desirable  free 
toUtlty  was  established.  The  dlffer- 
<Bee  nay  be  more  or  less  than  was  an- 
ttdpAted  and  may  be  caused  by  any 
anber  of  factors  including  weather  and 
tot  tnddence  of  mortality.  When  this 
as.  the  Secretary  may  determine 
I  diange  is  necessary  In  the  surplus 
ti  figure  In  order  to  effecttiate 
i^pnrpose  of  volume  regulation. 

(Ter.  the  new  percentages  are  ap- 
!  only  to  the  remainder  of  the  de- 
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strable  free  quantity  period  and  may  not 
be  made  re^oactive.    This  restriction  is 
necessary  in  order  to  prevent  inequitable 
treatment  to  handlers,  otherwise  a  han- 
dler who  has  finished  his  turkey  handling 
for  the  period  would  be  in  the  position 
of  not  having  any  turkeys  to  put  In  set- 
aside.    Also,  a  handler  of  large  voltune 
might  be  required  to  divert  several  days' 
or  weeks'  production  solely   into  set- 
aside.    Such   situations   would   be    too 
harsh  economically  on  such  handlers. 
During  the  period  when  a  set-aside  is  In 
effect,,  handlers  may  only  dispose  of  those 
turkeys  which  are  of  the  free  percentage. 
Ftor  the  reason  indicated  in  the  dis- 
cussion of  Method  No.  I.  the  committee 
may  find  It  necessary  to  prescribe  reg- 
ulation of  the  handling  of  free  percent- 
age turkesrs  by  grade,  size,  type,  etc.,  in 
order  to  maintain  and  promote  orderly 
marketing.    Provision  is  made  in  the 
order  to  aUow  them  to  accomplish  this 
objective  tmder  Method  No.  n  also. 

Since  the  net  proceeds  from  the  set- 
aside  turkeys  are  to  be  returned  to  said 
producers,  or  their  successors  In  interest, 
it  Is  necessary  that  the  handler  main- 
tain records  of  each  producer's  contri- 
bution to  the  set-aside  including  the 
grade,  size,  type,  weight,  and  other  in- 
formation required  by  the  committee  for 
this  purpose. 

All  set-aside  turkeys  should  be  held  by 
the  handler  for  the  account  of  the  com- 
mittee or  be  disposed  of  in  accordance 
with  the  committee's  Instructions.    The 
handler  should  be  responsible  for  main- 
taining such  turkeys  in  good  condition, 
using  the  iwtwtmiim  of  sound  handling 
and  storage  methods  until  relieved  of 
such  responsibility  by  the  committee. 
In  short,  the  handler  should  handle  and 
store  such  turkeys  using  sound  accept- 
able commercial   methods.    The   com- 
mittee should  be  further  authorized  by 
the  order  to  prescribe  methods  by  which 
set-aside   turkeys   may   be   Identifiable 
from  other  turkeys  of  the  handler.   This 
Is  necessary  for  administrative  pmposes 
and  as  a  means  of  ascertaining  that  the 
handler  is  complying  with  the  regula- 
tions. 

It  is  anticipated  that  the  committee 
will  establish  procedures  for  storing  and 
disposing  of  the  set-aside  so  that  such 
turkeys  will  not  have  to  be  held  by  the 
handler  for  any  unreasonable  length  of 
time.  Therefore,  upon  reasonable  no- 
tice the  handler  should  commence  de- 
livery of  the  turkeys  to  the  committee 
at  such  time,  in  such  manner,  and  at 
such  rate  as  may  be  requested  by  the 
committee. 

Recognizing  that  the  operations  of 
handlers  vary  and  that  each  may  have 
varying  problems  in  satisfying  the  set- 
aside  reqiiirements,  the  committee  may 
authorize  several  •  methods  which  will 
allow  the  handler  to  apply  the  set-aside 
with  the  iwintmiim  disruption  of  his 
operations.  Some  such  methods  might 
Include  allowing  the  handler  to  acquire 
his  set-aside  tiurkeys  from  free  percent- 
age turkeys  already  processed  and  in 
storage.  This  would  allow  the  handler  to 
utilize  his  entire  volume  of  turkeys  han- 
dled and  still  accomplish  the  purpose  of 
the  regulation  by  withdrawing  turkeys 
from  the  market  which  may  be  freely 


disposed  of.    The  handler  mii^t, 
another   method,   authoriie   the 
mlttee  to  acquire  such  turkeys  for  his 
account  to  the  same  effect. 

Because  the  facilities  for  storlnc  tur- 
keys by  handlers  on  their  premlset  ara 
very  limited  and  frequently  nmieidatoot. 
the  committee  may  deidgnate  a  point  or 
points  to  which  handlers  may  daip  ••(- 
aside  turkeys.  Likewise  occaakmB  artM 
where  storage  facilities  tn  one  toedtlon 
are  filled  and  product  must  mov«e  dee- 
where  for  storage. 

Another  method  which  might  be  uti- 
lized to  the  advantage  of  the  handler 
would  be  to  allow  the  handler  to  i»oceH 
all  his  set-aside  requirements  ow  a 
period  of  time  at  one  time,  perluu)*  at 
the  end  of  a  week.  This  would  mlntmtoe 
the  disruption  of  his  handling  facilities. 
The  committee,  with  Its  hazidler  zei>- 
resentation,  may  develop  'other  sudi 
methods  for  the  handling  of  set-asldes 
by  the  handler  and  the  order  provides 
the  authority  for  them  to  do  so. 

In  effecting  disposition  of  the  set- 
aside  the  committee  may  find  that  It  is 
necessary  to  have  the  turkeys  set-aside 
by  grade,  size,  or  type.  This  should  not 
encvunber  handlers  to  any  great  extent 
since  such  separation  is  pnaaitij  betef 
done  under  their  own  merchaadlsinc 
program.  Separate  pools  may  also  be 
established  on  such  different  grades,  lises 
or  tsrpes  in  order  to  provide  equity  amoDS 
producers  whose  turkeys  make  up  the 
pools. 

Pooling  of  turkeys  may  be  aeoom- 
pushed  by  period.  This  would  establlA 
equity  among  producers  of  varying  mar- 
keting periods.  This  method  would  tend 
to  encourage  producers  to  key  their  pro- 
duction to  meet  the  prevailing  seasonal 
demand  for  their  product  and  prevent 
production  which  Lb  out  of  line  with  mth. 
demand.  However,  such  pooling  periods 
should  not  be  less  than  a  month  because 
this  would  be  insufficient  time  to  aocom- 
pllsh  the  above  objectlveR.  By  tlie  same 
token,  the  pooling  perVxi  should  not  be 
more  than  one  year  in  duration  sinee 
this  would  result  in  a  carryovw:  Into  the 
next  markethig  year  and  would  tend  to 
affect  the  eflectiven&s  of  such  years' 
volume  regulation. 

The  order  recognizes  that  the  con- 
tinued existence  of  a  quantity  of  set- 
aside  tin-keys  would  tend  to  subvert  the 
purposes  of  the  Act.   The  order  requires. 
therefore,  that  the  committee  disposs  od 
set-aside    tm-keys    as   expeditiously    as 
practical  consistent  with  such  purposes 
but  in  any  event  not  later  than  August 
1  of  the  following  marketing  year:      j 
The  obligation  to  set  turkeys  asiae 
rests  with  the  handler.     However,  the 
turkeys  set  aside  are  for  the  account  o* 
the  producer  or  his  successor  in  interest. 
The  set  aside  turkeys,  therefore,  may  be 
the  property  of  either  the  producer  or 
the  handler.    In  setting  aside  the  han- 
dler could  incur  costs  on  turkeys  not 
belonging  to  him.   It  is  f  air  and  equitabte 
in  such  circumstances  to  ccHnpoisate  the 
handler  for  such  costs.   Accordingly,  the 
order  provides  that  the  producer  whose 
turkeys  are  set  aside  shall  bear  the  costs 
of  the  handling  and  processlnc.    The 
committee    is    authorized    to    establUli 
charges  for  such  services  which  charges 
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may  be  deducted  by  the  handler  from 
any  monies  owed  to  the  producer. 

Dlatrlbutlon  of  the  net  proceeds  re- 
sulting from  the  disposition  of  set  aside 
ttirkeys  shall  be  made  by  the  committee. 
It  had  been  proposed  that  such  set  aside 
proceeds  by  apportioned  to  the  handlers 
According  to  their  pro  rata  contributions 
and  the  handlers  were  to  distribute  such 
funds  to  the  producers  according  to  their 
contributions  to  the  set  aside.  Testi- 
mony on  the  subject  indicated  possible 
administrative  dUBculties  in  such  a  pro- 
cedure as.  for  example,  the  distribution 
of  proceeds  to  producers  where  a  han- 
dler has  gone  out  of  business.  Since 
the  committee  would  likely  use  electronic 
tabulating  equipment  to  help  maintain 
records  on  assessments,  allocation  basis, 
etc..  it  is  ideally  equipped  to  make  effec- 
tive distribution  of  such  proceeds  di- 
rectly to  producers.  The  order,  however. 
requires  the  handler  to  keep  such  re- 
cords, and  file  such  reports  with  the 
committee,  as  are  necessary  for  the  com- 
mittee to  make  a  proper  distribution  of 
proceeds. 

The  committee  is  charged  under  the 
order  with  the  responsibiUty  of  disposing 
x>t  the  set-aside.  Under  the  order  pro- 
visions the  committee  takes  unencum- 
bered title  to  such  turkeys  and  may  dis- 
pose of  them  in  the  outlets  specified. 
Unencumbered  title  in  the  committee  is 
necessary  so  that  disposition  of  the  tur- 
keys by  the  committee  will  not  be  ham- 
pered. Any  liens  which  were  outstanding 
at  the  time  the  turkeys  were  set  aside 
do  not  follow  them  when  they  come 
imder  the  committee's  jurisdiction.  How- 
ever, it  is  equitable  that  such  liens  do 
attach  to  the  net  proceeds  returned  on 
the  set-aside  on  a  pro  rata  basis. 

The  turkeys  in  set-aside  may  be  dis- 
posed of  by   the  committee  only   in  a 
manner  which  is  consistent  with  the  pro- 
visions and  objectives  of  the  order  and 
regiilations  issued  thereunder.    The  out- 
lets specified  in  the  order  are  substanti- 
ally outside  the  scope  of  the  usual  and 
normal  marketing  channels  of  the  in- 
dustry and  disposition  in  these  outlets 
should  not  unduly  compete  with   han- 
dlers' disposition.     In  disposing  of   the 
set-aside  turkeys   the  committee   must 
always  take  into  consideration  the  ef- 
fect of  their  disposition  on  the  operation 
of   the  order.     They  should   take   care 
that  their  disposition  does  not  unduly 
compete   with   the   marketing   of   han- 
dlers' free  precentage  turkeys  otherwise 
the  effectiveness  of  the  program  will  be 
thwarted.     These   considerations   must 
apply  with  regard  to  disposition  in  each 
of  the  outlets  specified  in  the  order  but 
especially    as    concerns    disposition    in 
normal     market     outlets.     Disposition 
through  normal  market  outlets  could  be 
used  effectively  to  even  out  and  adjust 
supplies  moving  to  market  so  as  to  pro- 
mote orderly  marketing.     Such  opera- 
tions, however,  would  be  carried  out  only 
to  the  extent  feasible  and  consistent  with 
the  purposes  of  the  order. 

The  order  provides  that  whenever 
volume  reg\ilatlon  Method  I  is  In  effect, 
the  committee  may  allow  any  producer 
who  volimtarlly  reduces  his  allotment  a 
credit  against  a  poaslble  set-aside  for  all 
or  a  portion  of  the  quantity  so  reduced. 
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The  evidence  of  record  indicates  some 
concern  on  the  part  of  producers  that 
Just  the  possibility  of  a  set-aside  on  tur- 
keys would  make  the  obtaining  of  credit 
more  difficult  and  the  credit  terms  them- 
selves less  favorable.     The  thought  was 
expressed  that  this  possibility  could  be 
overcome  if  producers  who  voluntarily 
reduced  their  production  below  their  al- 
lotments could  be  relieved  of  having  birds 
subject  to  set-aside  if  such  a  program 
were  initiated.    In  order  to  be  adminis- 
tratively feasible  a  producer  who  elected 
to  reduce  his  production  below  his  allot- 
ment would  have  to  declare  his  intent 
prior  to  the  issuance  of  allotments  by 
the  committee  in  order  that  the  com- 
mittee could  evaluate  the  total  impact 
of  all  such  elections  on  the  operation  of 
the  order.    The  committee  should  have 
the  authority  to  accept  such  elections  in 
whole  or  in  part,  depending  on  the  cir- 
cumstances.   If  credits  against  sct-asides 
are  made,  handlers  would  not  be  required 
to  set  aside  the  quantity  represented  by 
the  credit  and  producers  would  not  par- 
ticipate in  the  distribution  of  net  pro- 
ceeds from  the  disposition  of  set-asides. 
The  producer  who  made  a  voluntary  re- 
duction  and    received   a  credit  thereby 
should  not  be  penalized  for  so  doing  by 
a  subsequent  reduction,  for  this  reason, 
in  his  allocation  base.    This  provision  in 
the  order  is  desirable  as  it  will  tend  to 
decrease    the    quantities    of    turkey    re- 
quired to  be  set  aside  to  accomplish  the 
purposes  of  the  order.    It  will  also  treat 
equitably    those   producers    who    reduce 
their  production  below  their  allotment 
with  those  who  do  not. 

Authorization  is  provided  in  the  order 
to  allow  the  committee  to  require  certi- 
fication of  turkeys  by  grade  by  any 
agency  or  agencies  which  they  may 
designate.  Such  authorization  is  neces- 
sary to  effectuate  any  grade,  size,  or  type 
regulation  which  may  be  issued  under 
the  order.  For  Instance  the  board  may 
require  under  volume  regulation  that 
only  turkeys  of  a  specified  grade,  size  or 
type  may  be  marketed  in  a  specified 
manner  The  provision  In  the  order  al- 
lows the  board  to  accept  grade  or  quality 
designations  made  by  the  Federal  In- 
spection Service,  a  State  inspection 
agency,  a  private  inspection  agency,  or 
any  other  agency  acceptable  to  the 
committee. 

( i )  Application  of  provisions.  As  Indi- 
cated heretofore,  persons  not  producer- 
handlers  prior  to  February  1.  1963.  or 
those  who  cease  to  be  producer-handlers 
thereafter,  must  make  application  to  the 
committee  If  they  desire  to  acquire  such 
status.  Such  producer-handlers  and 
exempt-handlers  are  exempt  from  the 
assessment  and  volume  regulation  re- 
quirements but  are  subject  to  the  other 
applicable  provisions  including  the  re- 
p>orting  provisions  of  the  order. 

The  order  recognizes  that  In  some  in- 
stances there  are  marketings  of  turkeys 
produced  for  purposes  other  than  com- 
mercial marketmg.  Such  Instances 
might  be  where  a  Federal.  State,  or  other 
governmental  or  private  Institution  pro- 
duces turkeys  for  their  own  consumption. 
An  example  of  this  would  be  turkeys 
produced  on  a  State  or  Federal  prison 
farm  or  on  a  farm  of  a  charitable  Insti- 
tution.   Sine*  such  turkeys  are  usually 


consumed  by  the  inmates  of 

tutions  and  are  not  usually     __^^ 

marketed  they  would  have  1ttQ(  ^^ 
affect  on  the  purposes  of  the  Of^K.  S 
view  of  the  circumstances  ante  ^^ 
such  turkeys  are  produced  It  U, 
desirable    to    exempt    them 
volume    regulation    provisions   of 
order. 

There  are  also  instances  where 
are  produced  by  organizations  m 
cational    Institutions   primarily  W^ 
search  and  educational  purpotet. 

Research  and  education  are  bOMlM- 
to  the  industry  and  since  vohflM  1^ 
ulation  might  have  a  tendency  to  m^ 
such  operations  they  are  exempted  |^ 
such  provisions  of  the  order. 

In  each  of  the  research,  ediwMigf 
and  institutional  exemptions,  hMpiL 
application  for  such  exemptkm  £3 
be  made  to  the  committee.  Thlili^ 
essary  so  that  the  committee  Ottif  i^ 
a  determination  that  the  tui^cnailM 
to  be  exempted  are  reasonable  ttt  lh 
purpose  stated  and.  further.  Hg 
such  exemption  Is  not  being 
an  attempt  to  circumvent 
the  order.    The  committee  may  __ 

it    desirable    to    have    reports  flMTlt 
much  the  same  reasons  discuaed 
producer-handler    and   exei 
reporting. 

Provision  is  made  in  the  order  to iln 
the  committee  to  grant  relief  to  im. 
ducers  and  handlers  from  certain 
provisions  of  the  order  In  the 
emergency,  hardship,  or  inequilgrto 
producer  or  handler.  Such  a 
might  be  the  difficulty  of  a  prnrtni»|>i 
performs  the  multiplying  f unottaa  ^ 
cussed  heretofore.  \t  Is  cemUmtfi 
that  a  handler  could  also  be  tlM  1l4to 
of  circumstances  warranting  rriM  l| 
the  committee.  It  is  Imposelble  to  » 
ticlpate  all  the  situations  In  the  mtg 
and  the  committee,  composed  of  PMMI 
having  an  intimate  knowledge  ti 
Industry.  Is  In  a  position  to  _ 
provisions  of  the  order  so  that  iJl 
the  fairest  treatment  possible. 

(j»    Reports  and  records.    Tlie 

mlttee  should  have  authority  to 

that  handlers  submit  to  it  such 

and  Information  as  are  needed  to  |i^ 

form   Its   functions.     Such  repoffto  ■§ 

necessary  In  order  that  the  boMdtoi 

committee  may  have  at  all  ttawi  tto 

volume  of  production  and  martittBiil 

turkeys.    Reports  from  handlers  tniftl 

needed  so  that  it  can  establkh  tkl  1^ 

portions  of  turkeys  which  handkWf 

acquire  from  producers.    In  the  eiMI 

of  its  operation  the  committee  BUfM 

that  other  Information  is  required  to* 

able  It  to  acompllsh  its  funettoBi.  m 

cordlngly.  it  Is  provided  that  the  «■►. 

mittee  may  require  the  handler  to  m 

other  reports  containing  that  W| 

tlon.    Under  the  order  deslgnatoa 

dlers  are  exempt  from  the 

and    volume    regulation    r 

However  reports  relating  to  the 

tion  and  marketing  of  such  ban 

necessary  so  that  the  boardMdllto* 

mlttee  may  utilize  such  lnfoi«iMI»g 

determining  the  desirable  quantttltoJJ 

also  in  order  to  be  aware  of  the  t^mm 

such  exempt  operations  on  the 

of   the   order.     Such   report! 

necessary    to    determine    whetnir 
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of  such  handlers  are  within 
^^td  limitations. 
» Ig  possible  that  a  question  may 
«lth  respect  to  compliance  with 
■"^Jjjtiiig  order,  each  handler  should 
O'SST  complete  records  of  his  han- 
'Fr^^  disposition  of  turkeys  for  a 
Jjjl^not  less  than  5  years  sub- 
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to  the  termination  of  each  mar- 
Mtf     This  5 -year  requirement 
■^-  -  JL^'.4n  order  to  allow  eflectua- 
JJTuA  verification  of  the  procedures 
*^^  ftUocation  bases  are  computed. 
SttTifent.  however,  the  committee 
^^Litten  notice  to  the  handler  that 
^^glention  of  his  books  and  records 
zrJI^mry  In  connection  with  a  pro- 
""   under  section   608c(15)(A)    of 
or  a  court  action  specified  in  the 
the  handler  should  be  required 
gpeclfied  books  and  records  for 
^^iggt  period  and  until  further  writ- 
^■dttfle»t*on  from  the  committee, 
fc  Older  to  acomplish  verification  of 
and  to  assure  compliance,  it  is 
necessary  that  the  agents  of  the 
__,.fy  and  the  committee  have  access 
riLt  premises  and  records  of  the  han- 
2m  and  aU  handlers  are  required  to 
Mhi  srallable  their  rec<irds  and  prem- 
^jitoany  such  agents  during  any  nor- 
■ri  bwlness  hours. 
Any  and  all  reports  and  records  sub- 
to  the  committee,  or  information 
was  obtained  therefrom,  shall  re- 
onder     appropriate     protective 
Mtton  and  be  disclosed  to  none 
than  persons  authorized  by  the 
The  provision  in  the  order 
to    confidential     information 
reitrict  the  members  of  the  com- 
and  board  from  aocess  to  such 
v,.^atton  since  such  members  are  part 
tf  tti  Industry  and  it  would  be  unfair 
to  sflow  them    access    to   Information 
aHdh  esuld  result  in  such  members  ac- 
fMV  a  competitive   advantage  ova: 
Ktor  handlers  and  producers.    Accord- 
^f/tf    access    to    such    Information    is 
Mtileted  to  authorized  employees  of  the 
MHHittee  or  to  the  Secretary. 

(k)  Compliance  with  provitions.  Ex- 
•9t  at  provided  in  the  order  no  handler 
itaidd  be  permitted  to  handle  and  mar- 
tot  turkeys,  the  handling  and  marketing 
4  which  is  prohibited  by  rules  or  regu- 
htloni  Issued  under  the  marketing  order. 
B  the  program  is  to  be  effective,  no 
Iwder  should  be  permitted  to  evade  its 
mvlsions'since  such  action  on  the  part 
tf  one  handler,  although  t>ossibly  of 
impact  on  the  Industry  as 
1  by  the  proportion  of  turkeys 

by  him  would,  in  any  appreci- 

aMe  aggregate,  tend  to  impair  operation 
cl  the  program  and  otherwise  render  It 
toifeettife. 

(I)  Jfttce»ancoiis  provisions — Super- 
*orf  authority.  The  Secretary  is 
ilsrged  by  law  with  the  responsibility 
lor  the  general  supervision  of  marketing 
«d«r  program.  In  order  to  meet  such 
ntoooslbllitles  it  is  necessary  that  the 
lieretazy  have  knowledge  of  and  approve 
■It  Wllslliiii  of  the  committee  tmple- 
■ntli^  the  order.  The  duty  of  the 
iVNtary  also  requires  him  to  exerctoe 
■psrrtsory  authority  over  the  acttcns 
^  the  board  and  committee  to  insure 
*st  actions   taken   are  in  the  public 


Interest,  tcfui  to  dleetuate  the  act,  and 
are  witfatai  le«al  aathortty.  It  ts  con- 
ctiTaMft  tihat  in  wswir^^g  the  public 
Interest  tt  maj  be  necessary  to  remov*e 
or  suspend  a  person  having  responsibility 
In  oonzieetion  with  the  administration  of 
the  order.  Tliese  provisions  are  in  line 
with  the  gieneral  principle  that  the  right 
and  reqwnsibllity  of  the  Secretary  to 
txenAae  the  powers  and  duties  conferred 
upon  him  by  law  are  paramount.  It  is 
CTgfnW^^  that  he  preserve  such  right 
and  responslbUlty,  and  the  indicated 
provisions  make  it  clear  that  he  has  the 
right  to  prevent  the  board  or  committee 
from  taking  any  actions  which  are  not 
in  the  public  interest,  which  would  be 
Inconsistent  with  the  program,  or  have 
the  effect  of  superseding  or  overriding 
applicable  laws  which  have  been  enacted 
by  Congress. 

Personal  UabiUty.  This  provision 
would  exempt  from  personal  liability 
either  iiulivldually  or  jointly  with  others 
any  member  or  alternate  member  of  the 
board  or  committee  or  any  empldyee  or 
agent  of  the  committee  for  errors  in 
Judgment,  mistakes  or  other  acts  either 
of  commission  or  omission,  in  connection 
with  performaixce  of  official  duties  ex- 
cept for  acts  of  possible  dishonesty. 

It  is  essential  in  programs  of  this  kind 
which  generally  Involve  substantial  sums 
of  money  and  property  of  considerable 
value  that  the  members  and  alternate 
members  of  the  conunittee  and  its  em- 
ployees and  agents  be  protected  from 
personal  liability  when  they  are  per- 
forming their  duties.  If  such  provisions 
as  these  were  not  included  in  the  regula- 
tion, it  might  be  difficult  to  obtain  com- 
petent persoimel  to  operate  the  proposed 
program. 

SeptarabiUty.    This  provision  is  gen- 
erally Included  as  a  matter  of  course  in 
nuulceting  agreements  and  orders,  and 
also  appears  in  most  Acts  of  Congress, 
particularly    those    which    have    been 
enacted  during  the  last  few  years.    Its 
purpose  to  simply  to  make  it  clear  that 
In  case  of  any  provisions  of  the  market- 
ing order  and  agreement  should  be  held 
by  a  court  to  be  invalid,  or  if  it  should 
hxM  that  the  applicability  of  any  such 
program  to  any  person,  circumstance  or 
thing  should  be  invalid,  the  validity  of 
the  remainder  of  such  provisions  or  ap- 
plicability thereof  to  any  person,  cir- 
cumstance or  thing  shall  remain  un- 
affected by  the  holding.     These  provi- 
sions show  that  in  the  intent  of  the  pro- 
posed regulatory  program,  in  case  any 
of  the  abov«  things  develop,  the  program 
will  still  continue  to  operate  insofar  as 
practicable  under  the  remaining  provi- 
sions of  the  program.    It  is  a  provision 
to  permit  the  program  to  continue  to 
function  even  though  some  of  it  might 
be  declared  invalid,  either  in  general  or 
as  regards  its  applicability  to  a  particu- 
lar pgT>T»n,  circumstance,  or  thing. 

Deragatkon.  This  provision  merely 
make*  it  dear*  that  none  of  the  provl- 
Btaas  of  the  proposed  regulatory  pro- 
gram are.  or  are  intended  to  be.  against 
or  in  modification  of  the  rights  of  either 
the  Secretary  of  Agriculture  or  of  the 
XjT'itJ^d  States  to  exercise  any  powers  or 
to  act  In  the  premises  in  connection  with 
the  powers  granted  them  under  the  Act 
or  otherwise. 


It  Is  essential  that  the  Seerelaiy  «nd 
the  United  States  retah&  aadpnHnNilfl 
of  the  rights  and  powers  whfcH  aw>_M» 
f erred  upon  them  by  law.  BejSBaAtav 
question  the  regulatory  program  ikMM 
not,  if  adopted,  be  considered  as  a  !•• 
which  supersedes  or  overrldea  any  laws 
which  have  been  enacted  toy  Cimgnm. 
These  are  precautionary  prodsloai  ta 
specify  the  intent  of  the  Secretary  of 
Agriculture  and  of  the  United  Statea  to 
retain  for  themselves  all  of  tha  ffgliil 
and  powers  which  are  given  them  by  law, 
not  withstanding  inauguratkm  of  tbto 
program. 

Duration  of  immunities.    The  provl-    - 
sion  simply  provides  that  the  betiellts, 
privileges,  and  immimities  conferred  by 
virtue  of  this  regulatory  program  shall 
cease  upon  the  terminiUdan  thereof  ex- 
cept with  respect  to  acts  d<me  under  It 
and  during  the  existence  thereof .    Tl»ere 
would,  of  course,  be  included  any  ycea- 
sary  and  appropriate  acts  done  during 
any  liquidation  period.    A  typical  111m- 
tration  of  the  benefits,  privileges  and 
immunities  which  are  referred  to  to  pt«- 
vided  in  Section  608(b)  of  the  Act  wfal^  ' 
specifically    exempts    appropriate    acte 
taken  under  a  regulatory  program  eC 
this  nature  from  coverage  under  the 
Anti-Trust  Laws  of  the  United  States. 
One  of  the  basic  purposes  of  a  pro- 
gram of  this  nature  Is  to  regulate  the 
commodity  so  as  to  Increase  the  prtoes 
paid  for  it  to  tiie  producers  to  as  near 
the  parity  level  as  is  reastmaUy  prac- 
ticable.  This  is  dwie  by  the  members  oC 
the    industry    acting    in    concert    and 
through  the  Uhited  States  Department  «l 
Agriculture  pursuant  to  the  author!^  of 
the  Act.     However,  in  the  absence  of 
such  a  regulatory  program,  th?  taking 
of  the  same  action  by  members  of  the 
industry    would    presumably    raise    a 
serious  question  with  respect  to  whetlier 
they  are  violating  the  Anti-Trust  Laws 
in  that  coimectlon. 

Agents.  This  provlsi<m  woifKi  au- 
thorise the  Secretary  of  Agriculture  to 
designate  in  writing  any  offleer  or  eea- 
ployee  of  the  United  States,  -or  to  name 
any  agency,  or  divtriom  in  the  Uxtfted 
States  Department  of  Agriculture  to  act 
as  his  agent  or  representative  In  ooo- 
nection  with  any  of  the  provisions  of  thto 

program.  

It  Is  also  conceivable  that  the  Secre- 
tary may  dean  it  desirable  to  make  spe- 
cial delegations  in  writing  to  other  offi- 
cers, employees,  agencies,  or  divIsloB  of 
the  Department  of  Agriculture  in  this 
regard.  As  Indicated  in  connection  wltli 
the  definition  of  Secretary,  it  would  be 
physically  impossible  for  him  to  super- 
vise or  administer  personally  all  d  the 
programs  and  otlier  functions  assigned 
to  him  by  this  order  if  passed.  The  pro- 
posed delegatees  in  this  Instance  are, 
however,  subject  to  his  control  and  di- 
rection, and  he  would  be  in  particularly 
good  position  to  correct  promptly  any 
abuses  of  the  delegated  powers  which 
might  arise. 

Effective  time.  This  provision  merely 
specifies  that  the  provisions  of  this  regu- 
latory program  shall  become  effective  at 
such  time  as  the  Secretary  may  declare 
above  his  signature,  and  shall  continue 
in  effect  until  terminated. 
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It  is.  of  courae.  necessary  that  the  ef- 
fecttre  date  for  this  reculatory  program. 
as  well  as  for  each  amendment  of  such 
program,  be  Qxed.  and  It  Is  believed  to 
be  reascmahle  and  proper  that  this  action 
be  taken  by  the  Secretary  of  Agriculture. 
Termination  or  suspension.  The  pro- 
visions of  section  608c (16 )  ( A)  of  the  Act 
require  the  Secretary  of  Agriculture. 
whenever  he  finds  that  any  regiilatory 
program  of  this  nature,  or  any  provision 
thereof,  obstructs  or  no  longer  tends  to 
effectively  effectuate  the  declared  policy 
of  the  Act.  to  terminate  or  suspend  this 
particular  action. 

Subparagraph  (a),  therefore,  would 
adopt  the  same  requirement  as  is  set 
forth  In  section  608c(16)  (A>  of  the  Act. 
It  Is  not  contemplated  that  suspension 
or  terminating  action  would  be  taken  by 
the  Secretary  except  pursuant  to  said 
paragraph,  or  pursuant  to  paragraph  '  b  > 
which  is  discussed  below. 

Subparagraph  (b)  would  require  the 
Secretary  of  Agriculture  to  terminate  the 
provisions  of  this  regulatory  program  at 
the  end  of  any  marketing  year,  whenever 
he  finds  that  such  action  is  favored  by 
a  majority  of  the  producers.  The  Secre- 
tary must  hold  a  referendum  of  pro- 
ducers between  October  1  and  October  31. 
1964.  and  on  even  numbered  years  there- 
after if  he  receives  a  recommendation 
fran  the  board  requesting  such  a  ref- 
erendimi.  The  board,  being  made  up 
in  good  part  by  producers,  is  logically 
suited  to  refiect  producer  sentiment  in 
this  regard. 

Subparagraph  (c)  would  automatically 
terminate  provisions  of  thfe  order  in  the 
event  the  applicable  provisions  of  the 
Agricultural  MarkeUng  Act  of  1937.  as 
amended,  should  cease  to  be  in  effect. 
It  is  obvious  that  such  a  program  cannot 
exist  after  the  authority  therefor  has 
ceased  to  be  in  effect. 

Procedure  upon  termination.  It  the 
order  should  be  terminated  subsequent 
to  its  being  put  into  effect,  it  is  probable 
that  future  action  will  be  necessary  to 
collect  money  which  is  due.  settle  any 
unpaid  Indebtedness,  and  dispose  of  sur- 
plus funds  or  other  property,  such  as 
office  equipment  or  other  production 
equipment,  and  in  that  connection  there 
must  be  some  persons  who  will  have  au- 
thority to  take  and  complete  these  ac- 
tions until  there  has  been  a  complete 
Uqiildatlon  and  straightening  out  of  all 
<A  the  matters  In  connection  with  the 
program.  This  Is  a  reasonable  require- 
ment and  It  Is  generally  followed  as  good 
business  practice.  The  designation  of 
the  members  of  the  committee  who  are 
functioning  as  such  at  this  time  ef  termi- 
nation for  the  performance  of  these 
duties  Is  believed  to  be  logical  and  a  good 
way  of  handling  this  matter.  It  would 
be  usiial  In  programs  of  this  nature. 

Effect  of  termination  or  amendment. 
Unless  otherwise  expressly  provided  by 
the  Secretary,  any  termination  or 
amendment  of  the  regulatory  program 
or  any  regulation  issued  pursuant  thereto 
shall  not  affect  or  waive  any  right,  duty, 
obligation,  or  liability  which  shall  have 
arisen  or  which  might  arise  thereafter. 
Also,  that  any  such  action  shall  not  re- 
lease or  extinguish  any  violation  of  such 
regxilatory    provisions   or   suwlemental 


PROPOSED  RULE  MAKING 

regulations,  nor  affect  or  impair  any 
rights  or  remedies  of  the  Secretary  of 
Agriculture,  or  any  other  person,  with 
respect  to  such  violation.  These  pro- 
visions will  tend  to  insure  that  vested 
rights,  duties,  obligations,  and  other 
liabilities  which  occurred  under  the 
previous  regulatory  provisions,  which 
were  in  effect  at  the  particular  times, 
shall  operate  normally,  and  that  viola- 
tions which  occurred  under  such  previous 
regulatory  provisions  can  thereafter  l>e 
prosecuted,  much  the  same  as  was  done 
before.  These  provi.sions  of  the  section 
are  reasonable  and  necessary  to  assure 
that  any  such  termination  will  not  have 
the  effect  of  precluding  or  taking  the 
requisite  action  under  the  Act. 

Amendments  This  section  provides 
that  amendments  to  this  regulatory 
proi^'ram  may  be  proiK)scd  from  time  to 
time  by  the  commit  toe  or  by  the  Secre- 
ury  of  Agriculture  Such  a  privilege  is 
also  bestowed  by  the  provisions  of  sec- 
tion 900.3  of  the  rules  of  practice  relat- 
ing to  marketing  orders  <  7  CFR  900.3 ) . 
However,  the  proposing  of  such  amend- 
ments is  not  confined  to  these  two  but 
such  action  may  be  taken  by  any  other 
person,  such  as  a  producer  or  handler. 
Counterparts.  This  section  would  be 
incorporated  in  the  marketing  agree- 
ment only  It  simply  provides  that  such 
agreements  may  be  executed  in  as  many 
counterparts  as  necessary,  and  when  one 
counterpart  is  signed  by  the  Secretary, 
all  parts  shall  constitute,  when  taken 
together,  one  and  the  same  Instrument  as 
if  all  signatures  are  contained  in  the 
one  original. 

It  is  anticipated  that  each  signatory 
handler  will  smn  a  separate  counterpart 
and  these  provisions  are  intended  to  fa- 
ciliUte  the  signing  of  the  agreement  by 
several  handlers.  They  will  avoid  the 
delay  of  having  the  same  copy  signed 
by  all  signatory  handlers  and  eliminate 
the  need  for  the  Secretary  to  sign  each 
copy.  This  section  would  also  apply  to 
amendments  for  the  same  reasons. 

Additional  parties  This  section  would 
also  be  incorporated  in  the  agreement 
only  and  would  permit  any  handler  who 
did  not  become  a  party  to  the  agreement 
originally  to  become  a  party  by  executing 
a  counterpart  and  delivering  It  to  the 
Secretary. 

The  provisions  of  this  section  should 
also  permit  persons  who  become  handlers 
after  this  program  Is  put  Into  effect  to 
join  In  the  agreement,  as  well  as  make 
It  possible  for  all  handlers  who  fsdl  to 
sign  the  agreement  at  the  beginning  to 
do  so  later  in  case  they  should  so  desire. 
Even  though  a  handler  should  fail  or 
refuse  to  sign  the  agreement,  he  would 
still  be  subject  to  regulation  under  the 
order.  If  one  Is  Issued  by  the  Secretary 
of  Agriculture.  Any  person  who  so  be- 
comes a  party  to  the  marketing  agree- 
ment should,  of  course,  be  afforded  the 
benefits,  privileges  and  immunities 
thereof.  However,  it  Is  reasonable  that 
the  latter  should  be  available  to  a  han- 
dler before  he  becomes  a  party  to  the 
agreement  by  delivery  of  a  signed  copy 
to  the  Secretary. 

Order  with  marketing  agreeinents. 
This  section  which  would  likewise  be 
applicable  to  the  marketing  agreement 


only  is  a  formal  request  to  th« 
by  handlers  who  sign  the 

an  order  be  Issued  regulattng  Qn 

dling  of  turkeys  as  is  provided  tog  ^^ 
marketing  agreement.     It  is  a  m 
provision  which  Is  Incorporated  to 
agreements  and  expresses  the  ^iki^ 
the  handlers. 

General  findings.     Upox^thekt^tf 
the  evidence  Introduced  in  the  " 
and  the  record  thereof,  it  Is  found 

( 1 1  The  order,  and  all  of  the  t|qM 
and  conditions  thereof,  will  tend  lo  ^ 
fectuate  the  declared  policy  of  ttat  tH; 

<  2  >  The  said  order  authoriaes 
tion  of  the  handling  of  turkeys 
in  the  production  area  in  the 
ner  as,  and  Is  applicable  only  to 
sons  in  the  respective  classes  of 
or  commercial  activity  specified  In,  %{ 
posed  marketing  agreement  and  Cidv 
upon  which  the  hearlng^as  bMB  Iid^ 
( 3 1  The  said  order  Is  limited  kl  k 
application  to  the  smallest 
duction  area  which  Is  pn 
consistent  with  carrying  out  the 
policy  of  the  act  and  the  iMnaw  if 
several  marketing  orders  appItaHi  || 
subdivisions  of  the  productiOB  mm 
would  not  effectively  carry  out  ttit  ^ 
Glared  policy  of  the  act; 

(4*  The  said  marketing  onkr  jt^ 
scribes,  so  far  as  practicable,  sook  M» 
ferent  terms,  applicable  to  dlfferantpiril 
of  the  production  area,  as  are 
to  give  due  recognition  to  the 
In  the  production  and  marketlnf 
keys  produced  In  the  producttOB 
and 

(5)  All  marketings  of  tuitan  P^ 
duced  In  the  production  area  andif  fti 
products  thereof  are  In  the  eumat  it 
interstate  or  foreign  comment,  m 
directly  burdens,  obstructs,  or  alHli 
such  commerce. 

Recommended   order.    The  fODflVfed 
order   Is  recommended  as  the 
means  by  which  the  foregoing 
sions  may  be  carried  out. 

DEriNmojfs 
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301  1  Secretary. 

3012  Act. 

301  3  Person. 

3014  Production  area. 

301  5  Turkey. 

301  6  Type  or  variety. 

3017  Quantity. 

301  8  Processed  turkey. 

301  9  Handle. 

301  10  Handler. 

30111  Exempt  handler. 
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301  13  Market 

301  14  Producer 
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301  19  Committee. 
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301.26  Terms  of  office. 

301.27  Nomlnatlona. 

301.28  Duties. 
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301.30  Establishment  and  mem 

301.31  Nominations. 

301 .32  Term  of  office. 
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»««  rioMitrrrtB  fimDlovee  of  the  Department  to  whom    produced  in  a  year,  which  turkeys  are 

'  »»*"  *""  co-»'nTO  ^SSv^  S.  h^totore  been  delegated,    handled  by  handlers  other  than  exonpt- 

■*M«rf«rtion                       f  or  to  whom  authority  may  hereafter  be    handlers    or    Pro^ucer-hanmers    (ro^ 

•(!  iSiure  to  nominate.      '  delegated,  to  act  in  his  stead.                     producer  may  be  hereimrfter  rtfmd 

•■HZ  SiSy  by  acceptance.  "*'"*                                                               to   as   a  producer-grower) ;   or    (b)    Is 

25  SSfoate  members.        i  g  301^    Act.                                                 Interested  in  the  production  of  turkeys 

23  VfcowicieB.                    '  ..j^»  means  PubUc  Act  No.  10,  73d    by  having  a  proprietary  interest  In  the 

2m  Procedure.             Conffreas  as  amended  and  as  reenacted    turkeys  produced  by  a  producer-grower 

JS  in-n.e.andcompensatton.            ,  SS^SidSd^tST Agricultural  Mar-     (such  a  producer  may  be  h^toaftCT 

ixnNsxs  AND  AssMsmtNTB  kctlng    Agrccmcnt    Act    of    1937,    as    referred    to   as   a   contract-producer) : 

.  •^-nMs  and  budget.  amended  (48  Stet.  31.  as  amended;  7     Provided.  That  for  the  purposes  of  thia 

22  SSTents.        ^       ,  Sac.  601  et  seq.) .                                        part.  If  two  or  more  Persons  ahe  pro- 

2S  Sounting.  c  •«!  .     »                                                     duoers  with  respect  to  a  quantity  of  tur-     - 

*                     .wn  n««.oiifnrp  §  ^***     ^*^*^'                '                          keys,   their   respective   shares   in  audi 

^ggMAMCH  AND  Div«.oPMnrr  "Person"  means  an  Individual,  part-     quantity  of  turkeys  shall  be  deemed  to 

jUjl  lUMarch  and  *veiopment.  nershlp,  corporation,  association,  or  any    be  a  quantity  of  tdrkeys  equal  to  the 

REGULATIONS  othcr  bustiiess  unit.                                     total  quantity  of  such  turkeys  divided 

I  „  .«,  ^     n    J    .•        by  the  number  of  persons  who  are  pro-    • 

•^•"°^S?latlom,  ^^^'*     Producfon  .re..                                ducers  ttiereof. 

b.uance  of  regulation-.  "Production  area"  means  the  48  con- 

VOLUME  RMULATioH  tlguous  Statcs  of  thc  continental  United     §  301.15     Exempt  producer. 

^ -a  Volume  regulation.  States  and  the  Dlstirlct  of  Columbia.                "Exempt  Producer"  means  a  perwn 

22  ISt^No  I.               I  »^  -     rr«A^                                          who  operates  ttie  production  facillttes 

2£(i)AUocation  bases.  §  SM.5    Turkey.                                           ^^  ^^^^  ^  quantity  of  not  more  than 

miaW)    Application  for  baae.  "Turkey"  means  that  fowl  belonging     3  goo  pounds  of  turkey  are  produced  In 

JSjl(e)    Committee  verificauon.  ^  ^^  family  Meleagrldae,  the  genus     ^  year. 

SSffl    ^mcl^Sn  of  allotm«nU.  Meleagris  and  the  species  Qallopavo.            ^  ^^^^^     ProprieUry  inter*.!.     • 

52(1)    Allotments  by  period.  §301.6    Type  or  V.riety.                               "ProprleUry  Interest"  means  sharing 

"*5i5l   iSuSaUon  b^dJ™  "Type"  or  "Variety"  are  synonymous    m  the  risk  of  loss  In  the  production  of 

2S  n    TrtSsfer  of  bases  and  allotments.  and  mean  such  classification  of  turkej^     turkeys. 

1(1)    Free  and  surplus  petcentsg...  „ .«,  -     ^^     .-.                                               "Producer-Handler"  means  a  person 

ijt)    sTt  aside.  §  »01.7     Qttanuty.                                        ^^^  in  his  own  handling  facilities  (1) 

jiui(e)    Set  aside  by  grade,  size,  or  type.  "Quantity"  means  the  weight  of  live    handles  a  quantity  of  not  more  than 

inji(d)    set  aside  turkeys.  turkeys  at  the  time  of  receipt  by  a  han-     loo.oOO  pounds  of  turkey  per  marketing 

WMC)    T»ti«          ,    .         I  dler  or  other  person  determined  In  ac-     year,   of   which   not   more   than  6,000 

22!il   ^^nlSfr^J^nsat  on  cordance  wltti  regulations  issued  by  the    pounds  of  such  turkeys  are  other  tl^ 

SS5    SmmiuT'SS'pStTon    of    set    Committee.  ^^  *>^,  P'^«*V*i''°^' "^"^ni'l  iSSSL^ 

aside  .  .Ai  a     ■>          ^  .  ^                               a  quantity  not  in  excess  of  5.000  pounds 

MJi(i)    Dutributionofnetproced..  §301.8    PtocesMd  turkey.                           does  not  deUver  any  turkeys  frwn  his 

llijli(j)    iquity  holders.  "Processed  turkey"  means  the  eviscer-     Q^p^  production  to  others  during  the 

lUJKk)    Prohibition  against  diBpoBitlon,  ated  turkey  (reacfir  to  cook)  or  the  equlv-     marketing  year. 

HueO)    set  aside  credit.  aient  thereof  of  New  York  Dressed  or                >    ^       . 

ommcATioN  ro«  o«ad«  o.  QuALrrr  Kosher  processed  turkey  as  determined     §  3«i-*»    «»«^«~- 

.-    ..     ,         H-„,«„-iit,  In  accordance  with  regulations  Issued        "Board"  means  the  Turkey .  Advisory 

m»  owtmcauon  for  grade  or  quality.  ^  ^^j^^^^j^j^^^                                        ^^^  established  pursuant  to  tills  part. 

ATPLicATTON  or  PHOvisioN.  ^  ^^ .  ^     ^^^                                                  ^  ^^^^     Committee. 

mil  ixemptions.  "Handle"  means  the  slaughtering  or        "Committee"  means  the  Turkey  Ad- 

REP0ET8  AND  Records  ^^  receiving  for  slaughter  of  turkeys  In    mlnlstrative  Committee  established  pur- 

101.70  Reporu.  the  production  area  for  the  production    suant  to  this  part. 

Hi.n   R«»rds  and  facilities.  ©f  meat  or  the  acquisition  for  slaughter                      ^           ^  markering  year. 

in73  Retention  of  records.  -^  disposition  of  processed  turkey  by  the    8  ovi.^v                               -« 

m.n  Confidential  Information.  slaughterer  thereof                                         "Year"    and   "Marketing   Year     are 

COMPLIANCE                     «  ^    „     J,                                          synonymous  and  mean  the   12-month 

coMPLiANc  g  ^j  j^    H.ndler.                                      p^^^lod  beginning  February   1  of  each 

m.7t   Compliance.               I      —  "Handler"  means  a  person  who  handles  •  year  and  ending  January  31  of  the  fol- 

MisczLLANEous  pbovmiohb  -  turkcys                                                           lowlng  year,  or  such  other  period  as 

M1J4    Duration  of  ImmunlUe..  poimds  of  turkey  ijfr  marketing  year.          §  301.25      EsUblishmenl     Mid     member- 

512    MSJtTvetlme  §301.12     Production  facilities.                                "*"P-                                                h«-»hv 

iPijrr  Termination  or  suspension.  "Prndnrtion  facilities"  means  the  land,        A  Turkey  Advisory  B<Mrd  is  hereoy 

mji  Procedure  upon  tei^nation.  .   ^^^S^^'SS' S^.Vi™                              established,  consisting  of  60  members,  of 
mm  Kffect   of    termination    or    wnend-    buildings  and  eqi^pment  utuizeo  m  ine       j^^     5,^  gj^aU  be  nominated  to  represent 

ment.  production  Of  turkeys.                                   ^^^^^^   g^^   ^^d   regions,   as  listed 

WJO    Amendments.  §301.13     Blu-ket.                                                 below: 

hoTwoiiB  APPLICABLE   Onlt  TO  p«opoBB>        "Market"  mcans  the  disposition  by  a    caiifomia-Nevada  • 

Majikctinc  AcmEEUurrs  producer  of   4  quantity  of  turkeys  to    Minnesota   - J 

■1.100  Counterparts.            |  handlers  producers  or  other  persons.          lowa 

IWiOl  Additional  parties.  „      .                                                        '^^®*^^^°^- V«."^;.7: S 

W.10a  Order  with  marketlnf  agreement.  §  301.14     Producer.                                             Y}f^^t-  ^"*  ^^^^* S 

"  •            *.!.         Missouri 

DEnNmoKs  "Producer"    means    a   person,    other    .j,^^^  s 

,^, ,  than  a  producer-handler,  who  (a)   op-    Indiana — — —     * 

iWLl     Secretary.  eratCS    In    a    proprietary    capacity    the     utah,  Arizona * 

"Secretary"  means  the  Secretary  of    production  facilities  on  which  a  quantity     ohio 

Alrieulture  of  the  United  States  or  any    of  turkeys  in  excess  of  3.600  pounds  are    Arkansas - 
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North  Carolina 

OolonMlo.  New  Mexico. 

0«arfla.  FlorkU 

WMblnfton  

Oregon 

New  Kn«l»nd  BUtm... 

PanneylTanU 

Oklahoma 

^jfixhtg^n 

Nebraska - 

North  Dakota 

Illinois    


South  Dakota - 

KentiKky,  Tennessee 

New  Tork -■- 

Delaware.   Maryland.    New    Jersey.    Dla- 

trtct  of  Oolumbla 

Ifontana.  Idaho.  Wyoming 

Als>>«""^.  lOsalsslppl.  Louisiana 

South  Carolina 


The  remaining  three  members  shall  be 
representaUve-at-large  and  shall  be 
selected  at  the  discretion  of  the  Secre- 
tary. Each  member  of  the  Board  sliall 
have  an  alternate  member  nominated 
In  the  same  manner  as  members. 

§  301.26     Term  of  office. 

Members  and  alternate  members  of 
the  Board  sbaU  serve  for  terms  of  three 
years  ending  on  the  last  day  of  January, 
and  each  such  member  and  his  alternate 
shaU  serve  until  his  successor  is  selected 
and  qualified ;  Provided.  That  the  term 
of  (rfBce  of  the  initial  Board  shall  be 
three  years  for  one-third  of  the  mem- 
ben  and  their  alternates,  two  years  for 
one-third  of  the  members  and  their  al- 
ternates, and  for  the  remaining  one- 
thlrd  of  the  members  and  their  alter- 
nates shall  be  from  the  effective  date  of 
this  part  to  the  last  day  of  January 
1963.  stich  staggered  terms  of  ofBce  to 
be  determined  by  the  Secretary. 


§  301.27      Nominations. 

Nominees    for    membership    on    the 
Board  shall  be  made  at  one  or  more 
nomination  meetings  called  and  super- 
vised by  the  Committee  under  niles  and 
regulations  promulgated  by   the  Com- 
mittee.   Such  meetings  shall  be  held  In 
and  for  each  of  the   states  or  groups 
of  states  specified  in  !  301.25  and  rea- 
sonable publicity  Shan  be  provided  for 
such  no'wi^^tti""  meetings  by  the  Com- 
mittee.    Only   producers   and   handlers 
shall  be  eligible  to  vote  and  each  such 
person  shall  have  but  one  vote.    Voting 
shall  be  by  secret  ballot  and  may  be  cast 
in  person  or  by  mail.     Three  nomina- 
tions shall  be  made  for  each  member 
position,   which   shall   also    be   deemed 
nominations  for   such  member's   alter- 
nate.   All  nominations  should  be  certified 
by  the  Committee  to  the  Secretary  as 
soon  as  practicable  and,  after  the  Initial 
appointment  of  the  Board,  no  later  than 
January   4   Immediately   preceding   the 
commencement  of  the  term  of  office  for 
the  position  for  which  a  nomination  is 
certified.     Such   certification    shall    in- 
clude for  each  nominee  a  brief  summary 
of  his  experience  and  association  with 
the  turkey  industry.    For  the  purpose  of 
obtaining    nominations    for    the    initial 
Board,  the  Secretary  shall  perform  the 
functions  of  the  Committee. 

§  301.28     Duties. 

The  duties  of  the  Board  shall  consist 
of  selecting   from  among   its  members 
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a  chairman  and  other  ofBcers.  e&tab- 
lishlng  procedures  for  performing  ita 
functions,  the  "^"^ing  of  nominations 
for  membership  on  the  Committee,  the 
certifying  of  such  nominations  to  the 
Secretary,  the  making  of  recommenda- 
tions with  respect  to  marketing  policy, 
and  the  consideration  of  such  other  mat- 
ters as  it  deems  proper  or  as  the  Com- 
mittee or  the  Secretary  may  request. 

TUKKET  ADMmiSTRATIVI  COMMrTTO 

§  301.30      Estsblii»hm€-nt     and     member- 
ship. 

A  Turkey  Administrative  Committee  Is 
hereby  established  to  administer  the 
terms  and  provisions  of  this  part.  Such 
Committee  shall  consist  of  19  members 
which  shall  include  the  chairman  of  the 
Board  who  shall  also  be  chairman  of  the 
Committee.  For  each  member  there 
shall  be  an  alternate  member.  No  per- 
son shall  be  selected  or  continue  to  serve 
as  a  member  or  alternate  member  of  the 
Committee  unless  he  Is  serving  as  a 
member  or  alternate  member  of  the 
Board. 
§  301.31      Nominiition. 

The  Board  shall  nominate  from  among 
its  members  and  alternate  members  38 
nominees  for  appointment  as  members 
and  alternate  members  of  the  Commit- 
tee. All  such  nominations  tot  the  Com- 
mittee shall  be  certified  by  the  Board  to 
the  Secretary  as  soon  as  practicable  fol- 
lowing their  nomination. 

§  301.32      Term   of   offire. 

Members  and  alternate  members  of 
the  Committee  shall  serve  for  terms  of 
one  year  ending  on  January  31.  the  ini- 
tial term  beginning  with  the  effective 
date  of  this  part  and  ending  on  January 
31.  1963.  but  each  such  member  and 
alternate  member  shall  continue  to  serve 
until  his  successor  Is  selected  and  has 
qualified. 
§  301.33      Power*. 

The  Committee  shall  have  the  follow- 
ing powers: 

(a)  To  administer  the  terms  and  pro- 
visions of  this  part; 

<b»   To  maice  rules  and  regulations  to 

effectuate  the  terms  and  provisions  of 

this  part; 

(C)   To  receive.  Investigate,  and  report 

to  the  Secretary,  complaints  of  violations 
of  this  part ;  and 

(d"  To  recommend  to  the  Secretary 
amendments  to  this  part. 

§  301.31      Dulien. 

The  Committee  shall  have  among 
others  the  following  duties: 

(a»   To  act  as  intermediary  between 

the    Secertary    and    any    producer    or 

handler; 

(b»   To  keep  minutes,  books,  and  other 

records  which  shall  clearly  reflect  all  of 

Its  acts  and  transactions  and  these  shall 

be  subject  to  examination  by  the  Sec- 

tetary  at  any  time : 

»c>  To  investigate  and  assemble  data 
on  the  production,  handling,  and  mar- 
keting of  turkeys  and  to  make  recom- 
mendatloru  concerning  the  Issuance  of 
regulations  pursuant  to  this  part : 

(d)  To  submit  to  the  SecreUry  or  the 
Board  such  available  information  with 


respect  to  turkey  hatching  eggs  and 
keys  as  may  be  requested  and  sadif 
information  as  the  Committee 
desirable  and  pertinent; 

(e)  To  select  from  among  its 
officers  other  than  the  chalnnaa 
adopt  such  rules  and  regulations 
conduct  of  its  business  as  it 
advisable;  ~ 

<  f )  To  appoint  or  employ  suoh  elkv 
persons  as  it  may  deem  neommgf  tg^ 
to  determine  the  salaries  and  dsta»fl|| 
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after  being  notified  of  such     §  801.46 
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duties  of  each  such  person; 

( g )   To  cause  the  books  of  tht  ( 
mlttee  to  be  audited  ^y  a  certlflsd 
lie  accountant  at  least  once 
ketlng  year  and  at  such  other 
the  Committee  may  deem 
as  the  Secretary  may  request,  to  i 
two  copies  of  each  such  audit  rep«|  ti  - 
the  Secretary  and  to  make  avmllgHit 
copy  which  does  not  contain  cooAtaM 
data  for  inspection  at  the  ofBcei  of  tti 
Conunlttce  by  producers  and  hanfliM; 

(h>   To   prepare   and  submit  tt  ^ 
Secretary  monthly  statements  of  ttg^ 
nanclal  operations  of  the  Commltlnat< 
to  make  such  statements,  togetharvM 
the    minutes   of   the   meetings  of  all- 
Committee  and  the  Board, 
inspection  at  the  offices  of  the 
tec  by  producers  and  handlers;  >, 

( i )  To  give  the  Secretary  tht  «■»> 
notice  of  meetings  of  the  CommltlnMt 
the  Board  as  is  given  to  memlMa; 

(J)  To    investigate    compUsoet  iHi 
and  to  use  means  available  to  tfatOM*" 
mitlee  to  prevent  violation  of  tin  pii. 
visions  of  this  part;  and 

( k  >  To  establish  such  rules  and 
ulations  as  are  necessary  or 
to  administration  of  this  subpart^  liHi 
consistent  with  its  provisions,  mA  W 
would  tend  to  accomplish  the 
of  this  subpart  and  the  act. 

Board  and  ComiiTTrt 
§  301.36      Selection. 

The  Secretary  shall  select  and 
members  and  alternate  members  d  ttl 
Board  and  the  Committee  in  ttkt 
bers  and  with  the  qualifications 
in  this  subpart.     Such  selecUooi  *ift' 
to  the  extent  feasible  in  the  Ughtflltti 
following  considerations,  be  mads  IMB 
the  nominations  certified  by  the 
mlttee  and  the  Board:  Provided. 
making    such    selections   and 
ments   the   Secretary  shall  give 
recoRnition  to  turkey  producers, 
ing  corLsideration  of  the  siz*. 
location  of  their  production 
and    reasonable  handler  re 
with  a  view  to  the  extent  posslUt 
practicable  to  have  representatlco 
all  sepments  of  the  industry. 
§301.37      Failure  lo  nominale. 

In  the  event  a  nominee  for  any  ■ 
ber  or  alternate  member  position  H 
certified    purusant   to   and   within 
time  specified  in  this  subpart,  tha 
retary  may  select  an  eligible  va» 
fill    such    position    w^lthout    r«fai«  w 
nomination. 
§301.38     Qualify  by  aeeeplaiK«.         ^ 

Each  person  selected  as  a  metntgCi 
as  an  alternate  member  shall.  B*JW 
serving,  qualify  by  filing  with  thaW^' 
tary   a  written  acceptance  as  iO«  » 


|MJ9    Alternate  members 

..  sMarnate  for  a  member  shall  act 

A/Sttce  and  stead  of  such  member 

•,  ArtM  his  absence,  or  (b)   in  the 

•JJ^fhiB  removal,  resignation,  dls- 

JJLsatlon.  or  death.  untU  a  successor 

g^Tmanber's  unexpired  term  hks 

J^JJacted  and  has  qualiflf^l- 

im^    Vacancies.  ' 

sat  vacancy  occasioned  by  the  re- 

•S  lasignation,  disqualification,  or 

SSi  el  any  member,  or  any  need  to 

S  a  successor  through  failure  of  any 

!^M|  selected  as  a  member  or  alternate 

iSk  to  qualify,  shall  be  recognised 

S^l  Committee    certifying    to    the 

^    ■    y  »   new    nominee    within    40 

days.  I 


IIIL41     Procedure.  | 

Al  decisions  of  the  Board  and  the 
tee  reached  at  an  assembled 
ahall  be  by  majority  vote  of  the 
.  present.  All  votes  In  an  as- 
'iwii»t.ing  shall  be  cast  in  person 
Mlaononun  must  be  present  for  a  valid 
n.  A  quonmi  for  the  Board  shall 
_jof  not  less  than  thirty  (30)  mem- 
■ad  for  the  Committee  not  less 
^  ten  (10)  members.  Such  quorum 
uplnmrnt-  may  be  changed  by  the 
iiy,  upon  recommendation  of  the 
„  or  Committee.  The  Committee 
rale  by  mail  or  telegram  upon  due 
a  to  all  members,  but  any  proposl- 
to  be  so  voted  upon  first  shall  be 

accurately,  fully,   and  Iden- 

by  mail  or  telegram,  to  all  such 
fi.    When  any  proposition  is  sub- 
to  be  voted  on  by  such  method, 
be  favored  by   not  less  than 

(14)  members  of  the  Committee 

tiecnstltute  action  by  the  Committee. 

|NL4t     Expenses  and  compensatioa. 

Ite  members  of  the  Committee  and 
IH  Board,  and  the  alternate  members, 
Ml  be  allowed  their  necessary  expenses, 
or  per  diem,  as  approved  by  the 
..,    If  the  Secretary  upon  rec- 

fctlon  of^  the  Board  determines 

;  tt  Is  necessary  for  the  efficient  and 
J  operation  of  the  Board  or  Com- 
and  that  the  members  thereof 
reasonable    compensation    for 
riemees,  such  members  may  receive 
eompensation   at   a   rate   recom- 
1  by  the  Committee  and  approved 
^ the  Secretary. 

XXFKHSES   AND   ASSESSMENTS 
1111.45     Expenses  and  budget. 


The  Committee  is  authorized  to  incur 
■di  eoenses  as  the  Secretary  finds  are 
nwnalde  and  likely  to  be  incurred  by 
||dDring  each  marketing  year  for  the 
nance  and  functioning  of  the 
I  and  Committee  and  for  other  such 
.-.jaes,  as  the  Secretary  may,  pursuant 
I*  the  provisions  of  this  subpart,  detar- 
iite  to  be  appropriate.  The  Committee 
*iD  me  a  proposed  budget  of  expenses 
■inle  of  assessment  with  the  Secretary 
■  mn  as  practicable  after  the  begln- 
>^  of  the  marketing  year. 


Each  handler  shaU  pay  to  the  Com- 
mittee, upon  demand,  with  respect  to 
turkeys  hanilb^  by  him.  his  pro  rata 
share  of  all  expenses  which  the  Secre- 
tary finds  are  reasonable  and  likely  to  be 
incurred  by  the  Conmilttee  during  each 
maiiceting  year.  Each  handler's  pro 
rata  share  shall  be  at  a  rate  of  assess- 
ment per  hundred  pounds  of  processed 
turkey,  fixed  by  the  Secretary,  but  In  no 
event  shall  luch  assessment  exceed  $.20 
per  100  pounds  of  processed  turkey.  At 
any  time  during  the  marketing  year  the 
Secretary  may  decrease  the  rate  of  as- 
sessment or  may  increase  the  rate  of 
assessment  to  cover  unanticipated  ex- 
penses or  a  deficit  in  the  anticipated 
quantity  of  turkeys  handled:  Provided, 
"Hiat  no  such  change  In  assessment  shall 
be  retroactive.  In  order  to  provide 
f uivds  to  carry  out  the  functions  of  Board 
Committee,  the  Committee  may 
..jpt  advance  payments  from  any  han- 

ir  and  such  shall  be  credited  towards 

assessments  levied  pursuant  to  this  sec- 
tion against  such  handler.  The  pay- 
ment of  expenses  for  the  maintenance 
and  functioning  of  the  Board  and  Com- 
mittee may  be  required  throughout  the 
period  during  which  this  part  is  in  effect 
and  irrespective  of  whether  particular 
provisions  thereof  are  suspended  or  be- 
come inoperative,  or  whether  volume 
regulation  is  in  effect. 

S  301.47     Accounting. 

(a)  If,  at  the  end  of  a  marketing  year, 
the  assessments  collected  are  in  excess 
of  expenses  Incurred,  such  excess  shall 
be  accounted  for  in  accordance  with  one 
of  the  following: 

(1)  If  such  excess  is  not  retained  in  a 
reserve,  as  provided  in  subparagraph  (2) 
of  this  paragraph,  it  shall  be  refunded 
proportionately  and  to  the  extent  prac- 
ticable to  the  persons  from  whom  it  was 
collected. 

(2)  The  Committee,  with  the  approval 
of  the  Secretary,  may  carrv  over  such 
excess  into  subsequent  marketing  years 
as  a  reserve:  Provided.  That  funds  al- 
ready in  the  resent  do  not  equal  ap- 
proximatel)r  one  marketing  year's  ex- 
penses.   Such  reserve  funds  may  be  used 
(1)  to  defray  expenses,  during  any  mar- 
keting years,  prior  to  the  time  assess- 
ment income  is  sufficient  to  cover  such 
expenses.  (11)  to  cover  deficits  incurred 
during  any  marketing  year  when  assess- 
ment income  is  less  than  expenses,  (iii) 
to  defray  expenses  incurred  during  any 
period  when  any  or  all  provisions  of 
this  part  are  suspended  or  are  inopera- 
tive, (iv)  to  cover  necessary  expenses  of 
liquidation  in  the  event  of  termination 
of  this  part.    Upon  such  termination, 
any  funds  not  required  to  defray  the 
necessary  expenses  of  liquidation  shall 
be  dlspoeed  of  in  such  manner  as  the 
Secretary  may  determine  to  be  appro- 
priate. 

(b)  All  fuflds  received  by  the  Com- 
mittee pursuant  to  the  provisions  of  this 
part  shall  be  used  solely  for  the  purpose 
specified  in  this  part  and  shall  be  ac- 
counted for  in  the  manner  provided  for 
in  this  part.  The  Secretary  may  at  any 
time   require   the   Committee    and    its 
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members  to  accoimt  for  all  receipts  and 
dlsbursonents. 

(c)  Upon  the  ronoval  or  expiration  of 
the  term  of  office  of  any  member  of 
the  Committee,  such  member  shall  ac- 
count for  all  receipts  and  disbUFsements 
and  deliver  all  property  and  funds  In  his 
possession  to  the  Committee,  and  diall 
execute  such  assignments  and  otlMr  in- 
struments as  may  be  necessary  and  ap- 
propriate to  vest  in  the  Committee  full 
title  to  all  of  the  property,  funds,,  and 
claims  vested  in  such  member  pursuant 
to  this  part 

(d)  The  Committee  may  make  recom- 
mendations to  the  Secretary  for  one  or 
more  of  the  members,  thereof,  or  any 
other  person,  to  act  as  a  trustee  for 
holding  records,  funds,  or  any  other 
Committee  property  during  periods  of. 
suspension  of  this  subpart,  or  during  any 
period  or  pericxls  when  regulations  are 
not  in  effect  and  if  the  Secretary  de- 
termines such  action  appropriate,  he 
may  direct  that  such^terson  or  pertons 
shall  act  as  trustee  or  trustees  for  the 
Committee. 

Research  Developxeht 

§  301.50     Research  and  development. 

The  Committee,  with  the  approval  of 
the  Secretary,  may  establish  or  provide . 
for  the  establishment  of  marketing  re- 
search and  development  projects  de- 
signed to  assist,  improve,  or  promote  the 
marketing,  and  distributicm  of  turkesra. 
The  expenses  of  such  projects  shall  be 
paid  from  funds  collected  pursuant  to 
9  301.46. 

Regttlations 


§  301.55     Marketing  policy. 

At  least  once  each  marketing  year  the 
Board  shall  prepare  and  sulnnit  to  the 
Secretary  through  the  (Committee  a  re- 
port setting  forth  its  general  marketing 
policy  for  such  ensuing  period  or  perioda 
as  it  may  deem  appropriate.  Notice  of 
the  Board's  marketing  policy  shall  be 
given  promptly  by  reasonable  publicity 
to  producers  and  handlers.  lUe.  report 
shall  include  any  recommendation  it  may 
make  for  regulatory  action  in  such  pe- 
riod or  periods  iiK:ludlng  the  need  for 
any  regulations  and  recommendations 
with  respect  thereto  dealing  in  any  man- 
ner with  any  of  the  foregoing  or  with 
the  authorities  for  regulation  provided 
by  this  subpart,  as  well  as  data  and  in- 
formation used  by  the  Board  in  formu- 
lating the  marketing  policy.  In  devel- 
oping the  marketing  policy,  the  Board 
shall  give  consideration  to  the  following 
factors:  ' 

(a)  The  estimated  quantity  of  proc- 
essed turkeys  on  hand  in  the  production 
area  at  the  beginning  of  such  period  or 
periods. 

(b)  The  probable  availability  of  addi- 
tional turkeys  during  such  period  or 
periods. 

(c)  The  estimated  quantity  of  proc- 
essed turkeys  which  should  be  car- 
ried over  as  a  desirable  inventory  into 
any  succeeding  period  or  periods. 

(d)  The  nimiber  of  turkey  hatching 
eggs  set  for  hatching  or  the  number  ct 
poults  placed  in  such  period  or  periods 
as  will  reflect  probable  availability  of 
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turkeys  in  the  period  or  periods  for  which 
regulation  is  proposed. 

(e)  The  estimated  market  require- 
ments for  processed  tiirkeys  for  the  pe- 
riod or  periods  t(x  which  regulation  may 
be  proposed,  including  in  such  estimates 
as  separate  items  probable  trade  de- 
mands for  such  turkeys  In  the  various 
available  outlets  for  such  turkeys. 

(f)  Current  prices  being  received  for 
turkeys  and  the  probable  general  level  of 
prices  to  be  received  for  turkeys  by  pro- 
ducers and  handlers. 

(g)  The  trend  and  level  of  consumer 
income  and  any  other  factors  which  may 
affect  consvmier  demand  for  processed 
turkeys. 

(h)  Any  other  pertinent  factors  bear- 
ing on  the  marketing  of  such  turkeys,  in- 
cluding the  estimated  supply  or  demand 
for  particular  types  or  sizes  of  turkeys 
or  special  problems  relating  thereto. 

Recommendations  with  respect  to 
specific  implementation  of  the  general 
marketing  policy  j-ecommended  by  the 
Board  shall  be  made  to  the  Secretary 
by  the  Committee  from  time  to  time,  as 
circumstances  warrant,  and  the  Com- 
mittee's recommendation  shall  contain 
the  data  and  information  upon  which  it 
Is  based,  together  with  the  specific  regu- 
latory action  recommended. 

§  301.56      iMoance  of  regulations. 

The  Secretary  shall  regulate  the  han- 
dling of  tiirkeys  as  authorized  by  this 
subpart  whenever  he  finds  from  the  rec- 
ommendations and  information  sub- 
mitted by  the  Board  or  Committee,  or 
from  other  available  information,  that 
such  regulation  may  tend  to  effectuate 
the  declared  policy  of  the  act.  Such 
regulation  may: 

(a)  Limit  the  quantity  of  turkeys  all 
handlers  may  receive  for  handling  pur- 
suant to  9  301.61. 

(b)  limit  the  handling  of  particular 
grades,  sizes,  or  qualities  of  any  or  all 
types  of  turkeys  during  a  specified  pe- 
riod or  periods. 

(c)  Fix,  or  provide  methods  for  fixing. 
pursuant  to  sections  301.60.  301.62,  and 
301.65.  free  and  surplus  percentages  ap- 
plicable to  the  handling  of  all  turkeys 
handled  by  handlers  and  for  the  pooling 
of  set  aside  ttirkeys  and  the  distribution 
of  the  proceeds  of  such  pool. 

(d)  Limit  the  handling  of  turkeys  dif- 
ferently for  different  period  or  periods, 
for  different  types,  sizes,  or  any  com- 
bination of  the  foregoing  for  any  period. 

VOLVUE  REGULATION 
g  301.60     Volnine  regulation. 

The  Secretary  may  establish,  upon  the 
recommendation  of  the  Board  or  Com- 
mittee or  on  other  available  infonpation, 
regulation  of  turkeys  for  the  marketing 
year  or  for  such  period  or  periods  as  he 
may  prescribe,  by  any  one  or  both  of  the 
methods  hereinafter  specified,  if  he 
determines  that  regulation  by  the  meth- 
od or  methods  employed  may  tend  to 
effectuate  the  declared  policy  of  the  act. 
Such  regulation  may  be  based  upon  dif- 
ferent desirable  quantities  or  desirable 
free  quantities  for  different  types  or  sizes 
ot  turkeys;  and  when  such  quantities  are 
established  for  such  turkeys,  the  alloca- 
tion  bases,    allotments,   or   percentages 
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under  such  regulation  shall  be  equitably 
apportioned  among  producers:  Pro- 
vided, That  if  the  Board  recommends 
volume  regulation  for  the  balance  of  the 
year  1962,  remaining  after  this  part  be- 
comes effective,  such  volume  regulation 
shall  be  restricted  to  Method  No.  II  pro- 
vided in  sections  301  62  and  301.65  and  in 
such  event 'the  Board  shall  Rive  due  con- 
sideration to  the  regional  differences  In 
production  of  turkeys. 

Method  No  I 


§  301.61       DoiraWr    quanlitr- 

Whenever  a  desirable  quantity  of  tur- 
keys which  all  handlers  may  acquire 
from  producers  in  the  marketing  year 
has  been  established  the  Secretary  shall 
equitably  apportion  such  quantity  among 
producers  by  establishing  allocation 
bases  and  allotments  for  the  marketing 
year  as  follows: 

la)  Allocation  bases.  Producer-grow- 
ers and  contract-producers  shall  respec- 
tively be  apportioned  allocation  bases  for 
the  periods  and  in  the  manner  set  forth 
below : 

(li  Allocation  bases  of  producer- 
growers  applicable  for  the  years  1963  and 
1964: 

(i»  To  be  eligible  for  an  allocation 
base  each  producer-grower  must  have 
been  a  producer-grower  in  1961  or  in  any 
two  of  the  three  years  1959.  1960.  or 
1961. 

Mi>  Each  producer-grower  eligible  for 
an  allocation  base  shall  have  his  base 
determined  by  dividing  the  total  quan- 
tities of  turkeys  of  his  production  mar- 
keted in  1959.  1960,  and  1961  by  three  (3). 
(iii>  In  the  event  a  producer-grower 
marketed  turkeys  in  only  two  of  the 
years  1959.  1960,  or  1961  his  base  shall 
be  computed  by  dividing  the  quantities 
of  his  production  marketed  in  such  years 
by  two  (2) :  Provided,  That  if  one  of  the 
two  years  is  1961  then  90  percent  of  his 
production  marketed  in  1961  shall  be 
used  in  the  base  computation  and 

(iv)  In  the  event  1961  was  the  only 
year  in  which  a  producer-grower  mar- 
keted turkeys,  such  producer-grower's 
allocation  base  shall  be  90  percent  of  the 
total  quantity  of  turkeys  of  his  produc- 
tion marketed  in  1961. 

(V)  In  the  event  a  producer-grower 
produced  turkeys  in  conjunction  with 
any  contract-producer's"  in  two  or  more 
of  the  years  1959,  1960.  or  1961  than  in 
computing  such  producer-grower's  base 
in  subparagraphs  ai>,  tiii)  his  propor- 
tionate share  "computed  as  provided  in 
the  proviso  in  301.14  >  of  the  quantities 
marketed  each  year  in  conjunction  with 
contract-producers  shall  be  added  to 
quantities  of  turkeys  of  his  independent 
production  marketed,  if  any,  and  the  re- 
sulting sum  shall  be  the  producer-grow- 
ers production  and  marketing  for  that 
year. 

(2»  Allocation  ba.scs  of  contract-pro- 
ducers applicable  for  the  years  1963  and 
1964. 

(i)  Each  contract-producer  in  order 
to  be  eligible  for  an  allocation  base  must 
have  operated  as  a  contract-producer  in 
1961  or  in  two  or  more  of  the  years  1959, 
1960,  or  1961. 

(ii)  Each  contract-producer  eligible 
for  an  allocation  base  shall  have  his  base 
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determined  by  dividing  one  half  i|WI 

total  quantities  of  turkeys  la  «^^&^ 
had  a  proprietary  interest  whktk  iS^ 
marketed  in  1959.  1960.  and  ttl^^ 
three  (3>.  ^- 

(iii»   In  the  event  that  a 

ducer  had  proprietary  interest  laj 
marketed  in  only  two  of  the  T 
1960,  or  1961  his  base  shall  be  __ 
by  dividing  one  half  of  the  total* 
ties  of  turkeys  in  the  two  yean  L  ^ 
he  did  have  a  proprietary  intwaiflljM 
turkeys  by  two  <2):   Provided, '^ 
one  of  the  two  years  is  1961  ttasig.. 
cent  of  the  quantity  of  turkeys  In' 
he  had  a  proprietary  intereet 
in  1961  shall  be  used  in  the  hi 
putation. 

iiv»   In  the  event  more  than ..^^ 

tract-producers   had   a  proprletM|ri^/| 
tcrest  in  the  quantity  of  tuitipi '~~ 
duced  on  a  producer-grower's pwii 
facilities  then,  for  the  purpoae  «( 
puting  such  contract-producers  i" 
tion  bases  for  1963  and  1964i.  tbt 
tity  of  turkeys  so  produced  and  uitL^ 
shall  be  divided  by  the  numb«  fi  ■£  ^ 
ducers    having    a    proprietary  Iil9(^': 


Uicrein. 

t3>    Producer-grower's; 
for     the    marketing    years 
thereafter: 

(i)    Each  producer-grower's 
base  shal>  be  determined  by  dii 
three  <3»  the  total  of  the  hlghwt  i 
titles  of  turkeys  produced  by  hM ' 
were  marketed  in  any  three  fd  " 
years  immediately  preceding  Um 
keting  year  for  which  the  alloeatlMl 
is  being  determined:  Provided, 
the  event  a  producer-grower 
a  quantity  of  turkeys  in  conji 
acontract-grower(s)  such  quantttV4 
first  be  divided  by  the  number  of 
ducers    having    a    proprietary 
therein. 

(4>   Contrac  t-producers 
bases  for  the  marketing  years 
thereafter: 

(i>   Each    contract-producer's 
tion  base  shall  be  determined  by ' 
ing  one  half  of  the  total  of  the^' 
quantities  of  turkeys  in  which  he 
proprietary  interest  in  any  three^ 
the  four  years  immediately  prer^" 
marketing  year  for  which  the 
base  is  being  determined  by  three ' 

(ii)   In  the  event  more  than 
tract-producer  has  a  proprietary)^. 
in  the  quantity  of  turkeys  prodOMij 
producer-grower's    producti<m^  *" 
then,  for  the  purpose  of  cor 
location  bases  for  1965  and  ,_ —  -. 
the  quantity  of  turkeys  so  prodWWl 
marketed  shall  be  divided  by  *^*JJ 
bcr  of  producers  having  a  proprletaif  | 
terest  therein. 

(51  In  computing  the  bases  MTI 
duccr-growers  and  contract- 
the  marketing  years  1965  and 
the  year  1962  shall  not  be  used  Wl 
purposes  and.  if  the  years  1960  and! 
are  utilized,  the  producer's  ba« 
putcd  pursuant  to  subparagraph 
or  ( a  M  2 )  shall  be  deemed  to  te  tttl 
ducer's  quantity  of  marketings  W  i 
of  the  years  1960  and  1961.  .^, 

(6'   The  Committee  may  piynBj 
adjustment  of   a  producer's 
base  upon  a  showing  that  such : 
production  and  marketings  in  the! 
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, HnHs  provided  In  subpara-    quantity  of  turkeys  from  sudi  produ- 

i^yT**^)    (3)    and  (4)  was  not    cefs  production  than  the  total  quan- 
^M  <^''  ^'"'  '     '  tity  so  apportioned  to  such  producer. 

plus  such  additkxial  amounts  as  may  be 
spedflcaUy  provided  In  this  part. 

(e)  Certification  of  iMotmenU.    The 
Committee  may  establish  by  regiilation 


ive. 


■SS^Mwilers  may  acquire  turkeys 

LZiid  imder   a  contract-producer's 

jf  such  turkeys  were  produced 

^.grower's  production  facil- 

than  those  owned  or  con- 

JicUy  or  indirectly  by  the  con- 

-«»  I'woducer-hanfller  who  desires 

0tfsh  his  status  as  a  producer- 

rjoay  be  apportioned  an  alloca- 

'  by  the  Committee  based  upon 

production  and  marketing  in 

with  regulations  of  the  Com- 
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•  « 

is  a  foundation  breeder,  that  su^  pio- 
ducer's  i4>portionmait  of  the  estaWrind 
desirable  quantity  of  turkeys  la  ibviBC 
a  substantial  adverse  affect  upon  the 
operation  of  a  soimd  braeding  program, 
the  Committee  may  adjust  such  pro- 
ducer's allotment  which  may  be  aeqitfred 


siSlneSs^certiflcation  or  identifl- .-by  handlers  to  the  extwit  necenanr  to 


M)  ]f  the  sum  of  the  desirable  quan- 
^ta  sny  marketing  year  exceeds  the 
S  if  the  allotments  of  the  proceed- 
M  i«r  the  Committee  may  determine 
"ElMpB  of  the  difference  between  such 
*2i^oh  may  be  apportioned  to  per- 
^^a  aha  are  not  producers  of  turkeys 
JJpliocsn  establish  that  they  have  the 

Sto  to  produce. 

^^ff  jippUcation.  Each  producer  de- 
^^  Ml  allocation  base  for  the  market- 
mmr  shall,  not  later  than  6  weeks 
ilich  marketing  year,  or  prior 

as  the  Committee  may  other- 

^^naerlbe,  file  with  the  Committee 
•sgency  specified  by  the  Commlt- 
applicatlon  therefore  on  forms 
i«.i>iv  the  Committee,  which  shall 

S afl  pertinent  Information  required 
Committee.  The  burden  of  sup- 
md  supporting  all  such  informa- 
«i  AsD  rest  upon  the  producer. 
M  Committee  veHfication.  The 
ee  or  agency  shall  check  and  de- 
_  the  accuracy  of  the  informa- 
^—ittjKi  pursuant  to  this  section 
5rian  be  authorized  to  make  a  thor- 
ns iBfestlgatlon  of  any  applicatioiL 
the  Committee  finds  an  error, 
_  false  statement  or  inaccuracy 
Kflgineh  application,  it  shall  correct 
toane  and  shall  give  the  person  who 
the  application  a  reasonable 

,  to  discuss  with  the  CcAwnit- 

fmMtaicy  the  factors  considered  In 
5ic  the  corrections.    In  the  event  of 
of  a  base,  the  allotment  ap- 
to  the  producer  pursuant  to 
ih  (d)  of  this  section  shall  like- 

be  corrected. 

(D  JUIotments.  Each  producer  who 
Ip  aa  allocation  base  shall  be  appor- 
(kHd  an  allotment  of  turkeys  which 
iMtei  may  purchase  or  otherwise  ac- 

eor  receive   directly   or  indirectly 
ttie^  production  of  such  producer 
account  or  the  account  of  such 
„    during    the    marketing    year 
•llotment  shall  be  computed  by 
*  Miog  the  desirable  quantity  of  tur- 
kii  Mtablished  pursuant  to  this  sec- 
1m  by  the  sum  of  the  allocation  bases 

Soducers,  and  multiplying  such 
>  allocation  base  by  the  result- 
ntage  figure.    The  result  shall 
.  ^tti  producer's  allotment  of  the  estab- 
teirable  quantity  of  turkeys  and 
shall  acquire  directly  or  In- 
a  quantity  of  turkeys  from  the 
Jon  of  any  producer   (Including 
handler  in  his  capacity  as  a  pro- 
')  which  would  result  in  handlers 
acquired  or  received  a  greater 
Ito. 


.cation  with  respect  to  allotments  appor- 
tioned to  producers  as  may  be  required 
to  effectuate  the  purposes  of  any  regu- 
lation Issued  under  this  part. 

(f)  AUotmenU  by  period.  Whenever 
the  Boa^  recommends  and  the  Secre- 
tary finds  that  such  recommendation 
may  tend  to  effectuate  the  declared  pol- 
icy of  the  Act.  he  may  establish  within 
the  marketing  year  a  period  or  periods 
within  which  handlers  may  acquire  a 
producer's  allotment  or  specified  portion 
thereof.  In  determining  the  quantities 
of  turkejrs  which  handlers  may  acquire 
In  such  period  or  periods,  the  Board  shall 
take  into  consideration  the  seasonal  pat- 
terns of  production  by  region,  such  re- 
gions to  be  established  by  the  Commit- 
tee, and  shall  apportion  such  quantities 
to  be  acquired  by  handlers  so  as  to  pro- 
vide eqiilty  among  producers. 

(g)  Allotment  adjustment.    ( Din  any 
marketing  year   or  pericKl~"or   periods 
within  such  marketing  year  when  allot- 
ments are  in  effect  any  handler  may  ac- 
quire from  a  producer's  production  a 
quantity  of  turkeys  which  will  result  in 
the  total  quantity  of  tiu-keys  acquired 
from  such  producer's  production  by  han- 
dlers ezcMdlng  such  producer's  allot- 
ment by  not  in  excess  of  5  percent 
thereof':  Provided.  That  such  producer 
furnishes  the  handler  with  a  certifica- 
tion that  his  total  marketings  of  turkeys 
during  the  period,  including  the  excess 
quantity,  consisted  of  turkeys  of  his  own 
production  only  and  upon  such  certifica- 
tion, the  producer's  allotment  for  the 
Iierlod  shall  be  deemed  adjusted  accord- 
ingly: Provided  further,  That  any  han- 
dler   receiving    excess    t\irkeys    under 
these  ccmditions  shall  make  the  produc- 
er's certification  available  to  the  Com- 
mittee and<  file  such  reports  relsrting 
thereto  as  the  Committee  may  require 
and  the  Committee  shall  reduce  the  al- 
lotment t6  be  acquired  from  the  pro- 
ducer's production,  fpr  the  ensuing  pe- 
riod by  the  quantity  by  which  is  current 
allotment  was  adjusted. 

(2)  If  handlers  do  not  acquire  from 
a  producer's  production  such  producer's 
full  allotment  for  the  marketing  year, 
or  period  within  a  marketing  year,  then 
such  quantity  which  was  not  acquired 
may.  pursuant  to  regulations  issued  by 
the  Committee,  be  added  to  the  quan- 
tity which  may  be  acquired  from  such 
producer's  production  during  the  next 
marketing  year,  or  period,  but  in  ho 
event  shall  such  quantity  exceed  5  per- 
cent of  the  quantity  which  may  ^>ac- 
qulred  from  a  producer's  productioiwdur- 
Ing  the  marketing  year,  or  in  a  period 
within  a  marketing  year. 

(h)  Foundation  Breeders.  The  Com- 
mittee may  establish,  by  regulation,  a 
definition  of  a  foimdation  breeder  and, 
notwithstanding  the  provisions  of  para- 
graphs (d)  and  (f)  of  this  section,  if 
the  Coounlttee  finds,  upon  sui)stantial 
Inf  ormatton  submitted  by  a  producer  who 


avoid  or  mitigate  such  adverse  affect  A 
determination  as  to  whether  a  produeer 
is  a  foundation  breeder  shall  be  made 
by  the  Committee  and  shall  be  baaed 
upon  an  application  .for  foundation 
breeder  status,  filed  with  the  Committee 
by  the  producer,  containing  such  In- 
formation as  the  Committee  may  pre- 
scrllje,  and  upon  such  other  Infonnatlon 
as  the  Committee  may  find  neceasaiy  iia. 
order  to  arrive  at  its  determinattoo. 

(i)  Transfers  of  bases  and  aUoiments. 
Allocation  bases  and  aUotments  shall  not 
be  transferred  except  as  authorlaed^v 
regulations  issued  by  the  Committee  isd 
then  only  in  the  following  cireumataneeai; 

(1)  iinocortion  bases.  (1)  In  the  event 
of  a  transfer  of  the  producer's  entire 
production  facilities,  the  base  may  be 
transferred  to  the  person  acquiring  and 
continuing  the  use  of  such  faculties. 

(ii)  In  the  «vent  of  the  death,  retire- 
ment, or  entry  into  military  service  of  a 
producer,  the  entire  allocation  base  may 
be  transferred  to  a  member  of  suA  pro- 
ducer's immediate  family  who  carries  on 
the  turkey  production  operation. 

(ill)  If  an  allocation  base  is  held 
Jointly  and  such  Joint  holding  is 
terminated,  the  entire  base  may  be  trans- 
ferred to  one  of  the  Joint  holders  or  mmr 
be  divided  among  them. 

(2)  Allotment  transfers.  An  allot- 
ment applicable  to  a  producer  or  any 
portion  thereof  may  be  transferable  to 
another  producer  for  a  marketing  year. 

Method  No.  n 

§  301.62     Desirable  free  qmntity. 

Whenever  a  desirable  free  quantity  of 
turkeys  has  been  established  for  any 
period  or  periods  as  may  be  prescribed, 
all  handlers  shall  handle  such  turkeys 
in  such  period  or  periods  in  acc(vdance 
with  the  following: 

(a)  Free    and    surplus    peroentages. 
Whenever  the  Committee  concludes  that 
the  volume  of  turkeys  which  will  be 
available  for  handling,  in  a  period  or 
periods  for  which  there  has  been  estab- 
lished a  desirable  free  quantity  of  txu-- 
keys,   will   exceed  such   desirable  free 
quantity  it  may  recommend  to  the  Sec- 
retary that  the  handling  of  turkeys  in 
such  period  or  periods  be  limited  by  es- 
tablishing free  and  surplus  percentages 
applicable  to  the  handling  of  all  turkeys, 
or  the  handling  of  turkejrs  of  any  grade, 
size    or    quality,    or    any    combination 
thereof.    If  the  Secretary  finds  that  such 
recommendation  may  tend  to  effectuate 
the  declared  policy  <rf  the  Act- he  may 
establish  free  and  surplus  percentages 
applicable  to  such  total  handling  M^f 
any    grade,    size,    or    quality    thereof, 
within  such  period  or  periods,  which  shall 
total  100  percent  of  the  tuikeya  to  which 
the  percentages  apply.    If  the  Secretary 
determines  that  such  percentages  should 
be  modified  within  any  such  period  or 
periods,    appropriate   new   pereentagca 
may  be  established:  Provided,  Thai  any 
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change  In  the  applicable  percentages 
may  be  applicable  only  to  the  remainder 
of  the  period  and  may  not  be  retroctive. 

(b)  Set  aside.  Whenever  free  and 
surplus  percentages  have  been  estab- 
lished for  a  period  or  periods,  each  han- 
dler shall  set  aside  at  such  times  as  the 
Committee  may  prescribe,  a  quantity 
of  processed  turkeys  computed  by  multi- 
plSlng  the  quantity  of  all  turkeys  han- 
dled by  him  in  such  period  by  the 
applicable  surplus  percentage 

(c)  Set  aside  by  grade,  size  or  type. 
The  CMnmittee  may  prescribe  by  regu- 
lation the  grade,  size,  quality,  or  type 
of  turkeys  which  shall  be  set  aside  to 
meet  the  surplus  percentage  and  may 
require  that  such  surplus  percentage  be 
set  aside  from  each  lot  handled  and 
separate  pools  may  be  established  for 
the  disix)sitiDn  thereof  and  the  distribu- 
tion of  proceeds:  Provided,  That  for  pur- 
poses of  this  provision  each  day's  slaugh- 
t«r  of  each  producer's  turkeys  or  of  the 
handler's  own  turkeys  shall  be  deemed 
a  separate  lot.  The  turkeys  handled 
by  a  handler  which  are  free  quantity 
turkeys  may  be  disposed  of  by  him  in 
any  marketing  outlet,  subject,  however, 
to  any  grade,  size  or  quality  restrictions 
otherwise  prodded  by  this  part. 

(d)  Set  aside  turkeys.  (1»  All  tur- 
keys set  aside  to  meet  the  handler's  set 
aside  obligation  shall  be  held  by  the 
handler  for  the  account  of  the  Commit- 
tee in  compliance  with  regulations  of  the 
Committee  imtll  the  handler  has  been 
relieved  of  such  responsibility  by  the 
Committee.  Such  set  aside  turkeys  shall 
be  free  and  clear  of  all  liens:  Provided. 
That  any  liens  which  were  outstanding 
at  the  time  turkeys  were  set  aside  shall 
be  subject  in  every  way  to  this  order 
and  the  regulations  thereunder,  and  any 
llenholder  with  respect  to  such  lien  shall, 
to  the  extent  of  such  lien,  be  deemed  an 
assignee  of  a  pro  rata  interest  in  the 
net  proceeds  of  the  applicable  pool  of 
set  aside  turkesrs. 

(2)  The  handler  shall  hold  such  tur- 
keys in  storage,  in  such  facilities  and 
under  such  storage  conditions  as  the 
Committee  may  prescribe. 

(3)  Set  aside  turkeys  shall  be  labeled 
or  otherwise  marked  in  such  manner  as 
the  Committee  may  prescribe  so  as  to 
be  identifiable  at  all  times  and  shall 
be  subject  to  inspection  by  the  Com- 
mittee or  its  representatives  at  all  times. 

(4)  Upon  reasonable  notice  by  the 
Committee,  a  handler  shall  commence 
delivery  to  the  Committee  or  its  designee 
of  any  or  all  set  aside  turkeys  held  for 
the  account  of  the  Committee  and  at 
such  rate  as  may  be  prescribed. 

(5)  Handlers  shall  use  good  com- 
mercial practices  in  caring  for  set  aside 
tvu-keys  and  be  liable  to  the  Committee 
for  losses  of  set  aside  resulting  from 
lack  of  due  care. 

(8)  The  Committee  may.  by  regula- 
tion, authorize  methods,  other  than 
processing  and  storage  by  which  a  han- 
dler oiiay  comply  with  his  set  aside  re- 
quirements. Some  such  other  methods 
might  include,  but  are  not  limited  to 
the  following: 

(1)  The  Committee  may  allow  the 
handler  to  purchase  other  handlers  free 
percentage  turkeys  to  fulfill  his  set  aside 
requironent. 
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(ii)  The  Committee  may.  upon  au- 
thorization and  payment  from  the  han- 
dler, purchase  free  percentage  turkeys  to 
fulfill  the  handlers  set  aside. 

(ill)  The  Committee  may  designate  in 
advance  a  point  or  points  of  delivery  to 
which  the  handler  may  ship  set  aside 
turkeys  whenever  he  has  set  aside 
commitments. 

(iv»  The  Committee  may  allow  the 
handler  to  satisfy  his  set  aside  require- 
ments for  a  period  or  periods  by  setting 
aside  at  a  time  or  times  specified  by 
the  Committee,  the  aggregate  of  his  set 
aside  requirements  rather  than  meeting 
such  requirements  out  of  each  day's 
processing. 

ie>  Title.  The  Committee,  with  re- 
spect to  turkeys  set  aside  for  the  account 
of  the  Committee,  shall  be  deemed  to 
have  title  thereto  as  trustees  and  is  au- 
thorized to  negotiate  loans  on  such  set 
aside  surplus  turkeys  for  the  purpose  of 
paying  the  expenses  relating  thereto,  or 
for  making  advance  payments,  or  both. 
( f )  Pooling  period.  A  pool  of  set  aside 
turkeys  shall  consist  of  surplus  percent- 
age turkeys  set  aside  by  handlers  during 
any  period  or  periods  as  may  be  pre- 
scribed, but  any  such  period  shall  be  not 
less  than  one  month  nor  more  than  one 
year  in  duration:  Provided,  That  a  pool 
may  include  surplus  turkeys  from  one  or 
more  set  aside  periods  within  a  market- 
ing year. 

(g>  Handler  compensation.  Each 
handler  shall  be  compensated  for  proc- 
essing and  other  costs  relating  to  the 
surplus  percentage  set  aside  of  turkeys 
as  the  Committee  may  deem  to  be  ap- 
propriate, in  accordance  with  charges 
established  at  the  beginning  of  the  mar- 
keting year  by  the  Committee  with  the 
approval  of  the  Secretary.  Such  costs 
shall  be  borne  by  the  producers,  or  their 
successors  in  interest,  and  may  be  de- 
ducted from  any  monies  owed  by  han- 
dlers to  such  persons. 

(h)  Committee  disposition  of  set  aside. 
The  Committee  shall  have  the  power  and 
authority  to  sell  and  dispose  of.  or  use 
any  agency  approved  by  the  Secretary 
to  dispose  of  any  and  all  set  aside  tur- 
keys upon  the  best  terms  and  at  the 
highest  prices  attainable  consistent  with 
the  provisions  and  objectives  of  this  part, 
but  only  in  the  outlets  specified  in  sub- 
paragraph <  1 )  of  this  paragraph. 

(11  Outlets.  The  Committee  may  sell 
or  dispose  of  set  aside  turkeys  In  the 
following  outlets: 

(i)   By  sales  for  disposition  In  export. 
(ii>   By  direct  sale  to  any  agency  of 
the  United  States  Government. 

(iiit  In  other  outlets  which  the  Com- 
mittee may  specify  by  regulation  to  be 
substantially  noncompetitive  with  those 
for  normal  outlets  for  turkeys,  or 

(iv)  To  the  extent  feasible  and  con- 
sistent with  the  purposes  of  this  part, 
the  Committee  with  the  approval  of  the 
Secretary  may,  through  handlers  or  han- 
dlers' sales  agency  or  otherwise,  sell  or 
dispose  of  set  aside  sxu-plus  turkeys  in 
any  other  outlets,  including  any  normal 
outlets  for  turkeys. 

(2)  The  Committee  shall  make  dis- 
position of  surplus  turkeys  in  each  pool 
as  expeditiously  as  practicable  con- 
sistent with  the  provisions  and  objectives 
of  this  part,  and  In  any  event  not  later 


than  August  1  of  the  following 
year. 

(l)   Distribution  of  net 
Committee  shall  distribute  tha 
ceeds  from  the  disposition  "*— tf  iJ^ 
set  aside  surplus  turkeys,  after  ■'-^^-^ 
at  any  expenses  incurred  by 
tee  for  the  receiving,  handlli^ 
or  disposition  thereof,  to  the 
or  their  successors  in  intersit^ 
on  the  basis  of  the  quantitka'of 
respective  contributions  to  the  wt 
contained  in  such  pool. 

ij>    Equity  holders.    So  that 
mittee  may  determine  each 
his  successor's  or  assignee's 
equity  in  the  turkeys  in  the 
each  handler  who  sets  aside 
meet  his  surplus  percentage 
quired  by  the  Committee, 
cause  to  be  determined,  the 
quality,  type  and  quantity  of 

set  aside  which  were  received  

producer  thereof,  together  wlththe^i 
and  address  of  such  produev,  m  Ml 
successor  in  interest,  and  any  oIlHri^ 
formation  which  the  Committee  aiyii, 
quire  to  identify  all  produoen  a(  % 
turkeys  so  set  aside  and 
information  to  the  Committee, 

(k>    Prohibition     against 
Except    as    provided    herein, 
turkeys  shall  not  be  used  or 
by  any  handler. 

(1)      Set     aside,  credit. 
Method  No.  I  is  in  effect  the 
may   allow,  by  regulation,  to 
ducer  who  voluntarily,  prior  to  Ikt  1^ 
ginning  of  a  marketing  year,  miti 
market  less  than  his  allotment.  •  mttk 
for  all  or  a  portion  of  the  quiaMK 
the  reduction  and  the  allotment  i|p^ 
tioned  to  him  shall  be  reduced  toft  Ml 
amount    in    such    marketing  ytm.  H 
such  event  (a)  the  handler  ihidlaotli 
required  to  set  aside  such  qaKDH^  4 
the  producers'  turkeys  as  Is 
by  the  credit,  (b)   such 
participate    in    the   distributlaB  rf  at 
aside  net  proceeds  only  to  the  MM 
of   his   actual   contribution  to  ttM  Ml 
aside  and  ( c )   the  Committee  dbll  1^ 
elude  such  credit  in  computing  mdllH 
ducers  future  allocation  base. 

Certification  for  Grade  oi  QOttBf 

§301.65      Crrtinration    for    grade* 
quality. 

Whenever,  for  any  period  or 
regulations  are  in  effect  whldl 
the  determination  of  grade  or  <|L    ,_ 
turkeys,  the  Committee  may,  by  W|M^ 
tion,   require   each   handler  to  V*** 
certification  of  the  grade  or  qniMtr* 
such  turkeys  by  such  agency  or  epBT" 
and  on  such  forms  or  certiflcatei  M 
prescribed  by  the  Committee. 

Application  of  Phovuiom 
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^  may  refuse  to  app^oTe  appU- 
^w  such  status  if  they  determine 
^jHlonal  producer-handlers  may 

fm  effect  the  operation  of  such 

,i«gulatlon. 
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§  301.68      Application  of 

( a )   New     producer -handUn. 
Ing  February   1.   1963,  any  : 
then  a  producer-handler  or 
to    be    a    producer-handler 
must  make  application  to  the 
If  he  desires  such  status.    In 
Ing  whether   to  approve  such  -^~  ^ 
tlons,  the  Committee  may  detenMBtW 
effect    of    producer-handlers    *J  2. 
volume    regulation    provisions   •■ 


'■rr  -B-Bpttotw—  ( 1 )     Producer-han- 
-zfStons    301.46.    301.56,    301.60, 
•'^     «eept     301.61(a)  (7)  (11),     and 
and  301.65  shall  not  apply  to 

^^STtxempt-nandlers.  Sections 
JJ,  101^6.  and  301.60  through  301.65 
Sf^«nnlv  to  exempt-handlers. 

m  iUieorc/i,  educational  and  insUtu- 
^tgggmptions.  The  Committee  may, 
S^Molation.  exempt  from  the  appllca- 
5^^11501.46.  301.56.  301.60  through 
JjT  turkeys  produced  by  Federal, 
Zta[  tf  other  governmental  or  private 
^ja^HODM  for  their  own  consumption, 
Aft  turkeys  produced  by  persons, 
r  than  foundation  breeders,  for  re- 
^  gad  educational  purposes,  upon 
to  the  Conmiittee  and  a  de- 
by  the  Committee  that  the 
(tf  turkeys  sought  to  be 
are  reasonable  for  the  pur- 

MtTitoted. 

i^  tmergency   or  hardship   relief — 
(OmdMcer    relief.    Notwithstanding 
M  ffOViilons  of  paragraphs   (d) ,   (f ) , 
5  (f)  of  i  301.61.  the  Committee  may 
fl^idlef  from  such  provisions  by  way 
Tgj^Drtment  of  allocation  base  or  allot- 
to  a  producer  applying  for  such 
If  the  Committee  determines  that 
HtfCDcy  condition  exists  or  that 
»  Mch  relief  Is  granted  the  pro- 
I  win  create  extreme  hardship  or 
r  to  such  producers.    One  of  the 
the  Committee  shall,  consider  in 
Iti  determination  Is  whether  the 
|H  catislng  such  emergency,  hard- 
er inequity  was  caused  by  clrcum- 
bc7ond  the  applicant's  control  or 
his  reasonable  expectation. 
8)  RtoiuKer   relief.    Notwithstanding 
itprarliions  of   §301.56.   paragrt4>h8 
m,  (f),  and  (g)  of  §  301.81  and  para- 
pgbi  (a),  (b).   (c).  (d).  and  (1)   of 
laun,  and   S  301.65,   the   Committee 
■f  mmt  relief  from  or  adjustmento 
•adk  provisions  if  the  Conmiittee 
that  an  emergency  conditton 
or   that    unless    such    relief    Is 
.1  the  provisions  will  create  ex- 
_  hardship  or  Inequity  to  such  han- 
One  of  the  factors  the  Committee 
eonslder  In  making  Its  determlna- 
li  whether  the  condition  causing 
rency,  hardship   or  Inequity 
_  by  circumstances  beyond  the 
control  or  beyond  his  reason- 
itlon. 

RSPORTS  AND  RECOtDS 
IM.19     Reports.  I 

(t)  Regular  monthly  reports.  At  a 
)kM  and  In  a  manner  prescribed  by  the 
OHttilttee,  each  handler  shall  file  re- 
late with  the  Committee  on  forms  pre- 
l^Nd  by  the  Committee  and  approved 
y  we  Secretary,  relating  to  his  handling 
js^jtteyi  for  the  preceding  month,  and 
fMtog  such  Information  with  respect 
tpttp  as  the  Committee  may  prescribe. 

tto  Other  reports.    Upon  the  request 

S  Committee,  each  handler  shall 
to  the  Committee  reports  con- 
nich  other  Information  as  the 
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Committee  may  determine  to  be  neces- 
sary to  enablo  it  to  exercise  its  powers 
and  perf onn.  its  duties  under  this  t>art. 
(c)  Exempt-handler  and  producer- 
handler  reports.  Each  handler  exempted 
tmder  1 30I.M(b)  shall  make  reports  at 
such  times  aiul  in  such  manner  and  con- 
taining such  information  as  the  Cosa.- 
mittee  may  request. 

9  301.71     Reem^  aad  faciliUe*. 

Each  handler  shall  maintain  and  make 
available  to  the  Committee  or  ta  its 
representative  dining  the  usual  hours 
of  business  such  accounts  and  records 
of  his  operations  together  with  mich 
facilities  as  axe  necessary  for  the  Com- 
mittee to  verify  or  establish  the  correct 
data  which  are  required  to  be  reported 
pursuant  to  this  part  and  the  payments 
required  pursuant  to  this  part. 

g  301.72     Retention  of  records. 

All  books  pmd  records  required  under 
this  part  to  be  made  available  to  the 
Committee  shall  be  retained  by  the  han- 
dler for  a  period  of  five  years  to  begin 
at  the  md  of  the  year  to  which  such 
books  and  records  pertain:  Provided, 
That  if,  within  such  five-year  period,  the 
Committee  notifies  the  handler  in  writing 
that  the  retention  of  such  books  and 
records  is  necessary  in  coimection  with 
a  proceeding  imder  section  8c(15)  (A)  of 
the  act  or  a  court  action  specified  In  such 
notice  the  handler  shall  retain  such 
books  and  records,  or  specified  books  and 
records,  tmtll  further  written  notlficitton 
from  the  Committee.  In  either  ea^,  the 
Ctxnmittee  shall  give  further  '^itten 
notification  to  the  handler  promptly 
upon  the  termination  of  the  litigation  or 
when  ttie  records  are  no  longer  necessary 
in  connection  therewith. 

8  301.73     Confidential  information. 

All  reports  and  records  furnished  or 
submitted  to  the  Committee,  or  obtained 
by  tte  entptoyees  (rf  the  Committee, 
which  contain  data  or  infc^mation  con- 
Btitutiac  a  trade  secret  or  disclosing  the 
trade  poslttOB.  financial  coDdition.  or 
buslhess  operations  of  the  particular 
handler  from  ii^om  received,  shall  be 
treated  m  oenfldential  and  the  reports 
and  all  information  obtained  from  rec- 
ords shall  at  all  times  be  kept  in  the 
custody  and  tmder  the  control  of  one  or 
more  employees  of  the  Committee,  who 
shaB  dt«^^«t»  su^  informatioa  to  no 
person  other  than  the  Secretary. 

COICPLIANCI 

8  301.75     Compliance. 

Except  as  provided  in  this  subpart,  no 
handler  shall  handle  turkeys,  the  han- 
dling (tf  wht^  has  been  prohibited  by  the 
Secretary  in  accordance  with  provisions 
of  this  sul^art.  or  the  rules  and  regula- 
tiona  thereunder,  and  no  handler  shall 
handle  turiuys  except  in  confonnity  to 
the  provisions  of  this  subpart  or  the  rules 
and  regulations  thereunder. 

MiSCXLLANEOUS  PROVISIONS 

§  301.80     Supervisory  autkority. 

Bcttriattoiis  implonenting  this  order 
shall  be  v;)pTovad  by  the  Secretary  prior 
to  being  made  effective.  Nothing  in  this 
order  shall  impair  the  Secretary's  right 


to  take  such  action  aa  necessary  to  eaxty 
out  his  reqMmaibility  to  inaur*  tiwt  M^ 
ti<ms  taken  are  in  the  public  IntHWt.  ^ 
tend  to  effectuate  the  purpose  of  the  •«*» 
and  are  within  legal  authority,  hafjm" 
son  having  responsibilities  in  conneetlaii 
with  the  administration  of  this  order 
may  be  removed  or  suspended  by  the 
Secretary  at  his  discretion  if  he  con- 
cludes such  action  to  be  in  the  piAIto 
interest. 

§  301.81  Fersonal  liability. 
,  No  member  (NT  alternate  member  oC^M 
Committee  or  Board,  nor  any  employee, 
representative,  or  agent  of  the  Commtt- 
tee  shall  be  held  personally  responailde. 
either  Individually  or  Johit^  wlOi  othen. 
in  any  way  whatsoever,  to  any  person, 
for  errors  in  Judgment,  mistakes,  or  ottwar 
acts,  either  of  commission  or  omIaBlon, 
as  such  member,  alternate  member,  em- 
pl03ree,  representative,  or  agent,  except 
for  acts  of  dishonesty. 

§  301.82     Separability. 

If  any  provision  of  this  subpart,  is  de- 
clared invalid,  or  the  applicabmty 
thereof  to  any  person,  circumstance,  or 
thing  Is  held  invalid,  the  validity  of  the 
remainder  of  this  subpart  or  the  ap- 
plicability thereof  to  any  other  pawn, 
circumstance,  or  thing  shall  not  be  af- 
fected thereby. 

g  301.83     Derogation. 

Nothing  contained  in  this  subpart,  la 
or  sliall  be  construed  to  be.,  in  derogar- 
tion  or  in  modification  of  the  righto  of 
the  Secretary  or  of  the  United  States  to 
exercise  any  powers  granted  by  the  act 
or  otherwise,  or,  in  accordance  with  andb 
.  powers,  to  act  in  the  premises  whenever 
stieh  action  is  deemed  advlsaUe. 

§  301.84     Duration  of  inunnnltiea. ' 

The  benefits,  privileges,  and  inununi- 
ties  cmf  erred  upon  any  person  by  virtue 
of  this  subpart,  shall  beesuae  upon  ttie 
termination  of  this  sdapart.  caeept  'with 
rffipect  to  acto  done  under  and  during 
the  existence  <A  this  subpart. 

§  301.85     Agents. 

The  Secretary  may.  hy  a  designation 

in  writing,  name  any  person.  Inetaiding 
any  officer  or  employee  of  the  United 
States  Govemment,  or  name  any  seiHoe, 
division  or  branch  in  the  TTWted  States 
Department  of  Agriculture  to  art  as  his 
ag«it  or  reiHesentative  in  connectton 
with  any  of  the  provisions  of  thia  sub- 
part. 

§  301.86     Effective  time. 

The  provisions  of  tiiis  subpart,  or  any 
amendments  thereto,  stoalX  become  cllee- 
tive  at  such  time  as  the  Secretary  may 
declare,  and  shall  continue  in  force  until 
terminated  or  suspended  in  one  of  the 
ways  specified  in  this  subpart. 

8  301.87     Teraunatioti  or  suspfrfsn 

(a)  Failure  to  effectuate  policy  o/  act. 
The  Secretary  riiafl  terminate  or  sus- 
pend the  operation  of  any  or  all  of  ttie 
provisions  of  this  subpart,  whenever  he 
finds  that  such  provisions  do  not  tend  to 
effectuate  the  declared  poUey  of  the  act. 

(b)  Referendum.  The  Secretary  *all 
terminate  the  provisions  of  this  subpart. 
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on  or  before  the  30th  day  of  January  of 
any  marketing  year  whenever  he  Is  re- 
quired to  do  80  by  the  provisions  of  sec - 
ti(m  8c(l«)(B)  of  the  Act.  The  Secre- 
tary may.  at  any  time  he  deems  it 
desirable,  hold  a  referendimi  of  pro- 
ducers to  determine  whether  they  favor 
termination  of  this  subpart.  However. 
the  Secretary  shall  hold  a  referendum 
of  producers  between  October  1  and  ®c- 
tober  31. 1964.  to  determine  whether  they 
favor  termination  of  this  subpart  and 
thereafter  shall  hold  a  referendum  for 
the  same  purpose  between  October  1  and 
October  31  of  each  subsequent  even  num- 
bered year  if  the  Secretary  receives  rec- 
ommendation from  the  Board  requesting 
the  holding  of  such  a  referendum.  The 
results  of  such  a  referendum  shall  be 
announced  by  the  Secretary  by  Novem- 
ber 30  of  any  marketing  year  In  which 

held.  _ 

(c)  Termination  of  act.  The  provi- 
sions of  this  subpart  shall,  in  any  event. 
terminate  whenever  the  provisions  of  the 
act  authorizing  them  cease  to  be  in  effect. 

§  301.88      Procedure  upon  lerminalion. 

Upon  termination  of  this  subpart,  the 
members  of  the  Committee  then  func- 
tioning shall  continue  as  Joint  trustees. 
for  the  purposes  of  liquidating  the  af- 
fairs of  the  Committee.  Action  by  such 
trustees  shall  require  the  concurrence  of 
a  majority  of  said  trustees.  Such  trus- 
tees shall  continue  in  such  capacity  until 
discharged  by  the  Secretary,  and  shall 
accoimt  for  all  receipts  and  disburse- 
ments and  deliver  all  property  on  hand, 
together  with  all  books  and  records  of  the 
Committee  and  the  Joint  trustees,  to  such 
person  as  the  Secretary  may  direct:  and 
shall,  upon  the  request  of  the  Secretary, 
execute  such  assignments  or  other  in- 
stnunents  necessary  or  appropriate  to 
vest  in  such  person  full  title  and  right  to 
all  the  funds,  properties,  and  claims 
vested  in  the  Committee  or  the  Joint  trus- 
tees, pursuant  to  this  subpart.  Any  per- 
son to  whom  funds,  property,  or  claims 
have  been  transferred  or  delivered  by 
the  Committee  or  the  joint  trustees,  pur- 
suant to  this  section,  shall  be  subject 
to  the  same  obligations  imposed  upon 
the  members  of  said  Committee  and  upon 
said  Joint  trustees. 

S301JI9      Effect    of     lerminalion     or 
amendment. 

Unless  otherwise  expressly  provided  by 
the  Secretary,  the  termination  of  this 
subpart  or  any  regulation  Issued  pur- 
suant to  this  subpart,  or  the  issuance  of 
any  amendment  to  either  thereof,  shall 
not  (a)  affect  or  waive  any  right,  duty, 
obligation,  or  liability  which  shall  have 
arisen  or  which  may  thereafter  arise  in 
connection  with  any  provisions  of  this 
subpart  or  any  regulation  Issued  under 
this  subpart,  or  (b)  release  any  set  aside 
held  for  the  account  of  the  Committee 
nor  permit  its  disposition  contrary  to  the 
provisions  of  this  subpart,  or  <  c )  release 
or  extinguish  any  violation  of  this  sub- 
part or  any  regulation  issued  under  this 
subpart,  or  (d)  affect  or  impcur  any 
rights  or  remedies  of  the  Secretary,  or 
any  other  person,  with  respect  to  such 
violation. 


PROPOSED  RULE  MAKING 

§  301.90      AmendmcnU. 

Amendments  to  this  subpart  may  be 
proposed,  from  time  to  time,  by  any  per- 
son or  by  the  Committee. 

Provisions    Applicablj    Onlt    to    Pro- 
posed Marketing  Agreement 

§  301.100      Countcrpartn. 

This  agreement  may  be  executed  in 
multiple  counterparts,  and  when  one 
counterpart  is  signed  by  the  Secretary 
all  such  counterparts  shall  constitute, 
when  taken  together,  one  and  the  same 
instrument  as  if  all  signatures  were  con- 
tained in  one  original. 

§  301.101      Additional   partien. 

After  the  effective  date  of  this  agree- 
ment, any  handler  may  become  a  party 
hereto  if  a  counterpart  is  executed  by 
him  and  delivered  to  the  Secretary.  This 
agreement  shall  take  effect  as  to  such 
new  contracting  party  at  the  time  such 
counterpart  is  delivered  to  the  Secretary 
and  the  benefits,  privileges,  and  immuni- 
ties conferred  by  this  agreement  shall 
then  be  effective  as  to  such  new  con- 
trsu:ting  party. 

§  301.102      Order  wilh  markeling  agree- 
ment. 

Each  signatory  handler  favors  and  ap- 
proves the  issuance  of  an  order,  by  the 
Secretary,  regulating  the  handling  of 
turkeys  in  the  same  manner  as  is  pro- 
vided for  in  this  agreement;  and  each 
signatory  handler  hereby  requests  the 
Secretary  to  issue,  pursuant  to  the  Act. 
such  order. 

Dated:  February  23.  1962. 

John  P.  I>uncan,  Jr.. 
Assistant  Secretary. 

jPR     Doc     62   1951;     Piled.    Feb.    28.    1962; 

8  52   am] 


WL^-f  February  27,  1962 


FEDERAL  AVIATION  MBtf  f.jKjSSSSS 

*d  in  Washington,  D.C.,  on  Peb- 
11. 1W2. 

CLirroRD  P.  BUtTON, 

Acting  Chief. 
Airspace  Utilization  Division. 


[  14  CFR   Parts  600,  W}\ 

[Airspace  Docket  No.  61-FW-Ml 

FEDERAL  AIRWAYS  AND  CON. 
TROLLED  AIRSPAa 


FEDERAL  REGISTER 

concerning  uae  of  the  frequencies  13.56 
and  40.68  Mc/s  is  extended  to  March  13. 
1962.  and  th«t  the  time  for  filing  com- 
ments in  reply  thereto  is  extended  to 
March  23.  1962. 
Released:  February  21.  1962. 
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[  47  CFR  Part  3  1 


DEPARTMENT  OF  HEALTH.  EDU- 
CATION. AND  WELFARE 

Food   and   Drug   Administration 

[  21    CFR   Part   121  1 

FOOD  ADDITIVES 

Notice  of  Filing  of  Petition 

Pursuant  to  the  provisions  of  the  Fed- 
eral Food.  Drug,  and  Cosmetic  Act  (sec. 
409ib>(5>.  72  Stat.  1786;  21  U.S.C.  348 
(bii5>».  notice  is  given  that  petitions 
(FAP  687  and  688'  have  been  filed  by 
Continental  Can  Company.  Inc..  633 
Third  Avenue,  New  York.  New  York, 
proposing  the  issuance  of  amendments  to 
§  121.2514(b)  (3)  txv)  and  §  121.2526(b) 
of  the  food  additive  regulations  to  add 
the  item  *  Vinyl  chloride-acetate,  hydrox- 
yl-modifled  copolymer,  reacted  with 
trimellitic  anhydride'. 

Dated:  February  19,  1962. 

J.  K.  Kirk. 

Assistant  Commissioner 
of  Food  and  Drugs. 

[PR     Doc     62-1908;    Filed.    Peb.    26.    1W2: 
8:47  ajn.] 


Proposed  Designation  of  FedeiriAb, 
way  and  Associated  Confrtl  Ant 

Pursuant  to  the  authority  ddiiiU 
to  me  by  the  Administrator  (14  en 
409.13),  notice  is  hereby  given  tlMt^ 
Federal  Aviation  Agency  (PAA)  1|«|^ 
sidering  amendments  to  Parts  HI  ^ 
601  of  the  regulations  of  the  Ada^ 
trator.  the  substance  of  whicll  tlM^ 
below. 

The  FAA  has  under  considerattOBib 
designation  of  low  altitude  VOR  H^ 
airway  No.  525  from  the  Fhy«Mn% 
N.C.,  VOR  to  the  New  Bern.  HjCfQi 
via  the  Fayctteville  VOR  ()»••  and  ti 
New  Bern  VOR  256*  True  radlak.  m 
intersection  would  coincidejrMi  (h 
Kenansville  Intersection  (WT  fi  li 
Kinston,  N.C.,  VOR  215'  and  tt|  Hfb 
etteville  VOR  098°  True  radlak). 

A  direct  off  airway  route  bad  Ip 
approved  between  Fayettevllle  ■ad.fi 
Bern  and  many  suggestions  for  tfilf^ 
way  to  serve  this  route  have  bMl  fg^ 
sidered  in  the  recent  past.  Ttlk Jf^ 
posed  action  would  provide  *&  >nv 
between  two  cities  which  are  Mrtl^ 
as  permanent  air  carrier  stopa.  Oi<| 
nating  the  airway  via  the  KaMBlBi 
Intersection  would  add  but  two  BlHll 
airway  routing  between  tbe 
would  provide  a  common 
with  low  altitude  VOR  Federal 
Nos.  213  and  1  west,  and  would 
conflict  with  Air  Force 
Seymour-Johnson  AFB.  ^- 

Interested  persons  may  i«Aaft  1^1 
written  data,  views  or  argumentiiiM 
may  desire.  Communications  liWi<iJ| 
submitted  in  triplicate  to  the  AlMp 
Adminstrator.  Southern  Re^m^Jm 
Chief  Air  Traffic  Division,  Ftammm 
ation  Agency.  52  Fairlie  Street,  iMkl 
Georgia.    All  communicatlona  IWM 


l»* 


noc   63-1890:    Piled.    Peb.    26,    1»«2; 
8:45  ajn.] 
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Within  forty-five  days  after 
of  this  notice  in  the  PxDStAL  M 
will  be  considered  before  action  It 
on  the  prop>osed  amendment.  Mo 
hearing  is  contemplated  at  tbis 
but  arrangements  for  infonn^  " 
ences  with  Federal  Aviation 
cials  may  be  made  by  co°~-^Ti « 
Regional  Air  Traffic  Division  Otmm 
the  Chief,  Airspace  Utilization  P>W|§i 
Federal  Aviation  Agency.  Ws  ililii^jRg; 
DC.  Any  data,  views  or  arguBMBwWg 
sented  during  such  conferences  — t W 
be  submitted  in  writing  ^^^fUJJ^B 
with  this  notice  in  order  to  beeoasg 
of  the  record  for  consideratliin. 
proposal  contained  in  this  notlM 
changed  in  the  light  of  ' 
received. 

The  official  Docket  will  be 
for  examination  by  interested  I 
the    Docket    Section,    Federal  * 
Agency,    Room    C-226.    1711  I*W 
Avenue  NW.,  Washington  25,  uC. 
informal  Docket  will  also  be  a' 
for  examination  at  the  office  of 
gional  Air  Traffic  Division  Qikt. 


[SBALl 


ftDERAL   ComiTTNICATIONS 

ComnssioN. 
Ben  p.  Waplk, 

Acting  Secretary. 


(QKIAL  COMMUNICATIONS 
COMMISSION 

I  47  CFR  Part  2  1 

|Docket«  Noe.  14475.  14476.  14477) 

sUflCATION  OF  FREQUENCY  BANDS 

FOR  RADIO  ASTRONOMY 

Qi^  Extending    Time    for   Filing 

Ca«m*n*s  and  Reply  Comments 

ta  the  matters  of  amendment  of  Part 
Irf  the  rules  and  regulations  to  modify 
M  «***»«  frequency  allocation  provi- 
M  for  the  radio  astronomy  service; 
^B^nent  of  Part  2  of  the  Commis- 
^t  rules   and  regulations   to  insert 
for  the  notification  of  the  In- 
„1    Telecommunication    Union 
to  radio  astronomy  observatories 
„  (requencies   involved. 
f^  Commission  has  before  it  for  con- 
m  a   petiUon   fUed    by   Mann- 
Electronics.  Inc.,  requesting  an 
■n  of  time  for  filing  comments 
g  ^  above-entitled  proceedings  from 
f  16  until  March  13,  1962;  and  a 
filed  by  Forest  Industries  Radio 
aications  requesting  an  extension 
tfil  least  30  (but  preferably  60)  dajrs 
ferfllDg  comments  in  Docket  14475. 
B  appearing  that  Mann -Russell  is  ac- 
Ing  information  concerning  the 
_  and  prospective  use  of  13.56  and 
Ife/s  by  ISM  equipment,  and  that 
h^^ai  time  is  required  to  accimiu- 
Ml  and  evaluate  this  information;  and 
B  farther  appearing  that  Forest  In- 
tMM  requires  additional  time  in  which 
BifiUnritr  the  position  of  the  forest 
felatiy  with  regard  to  the  use  of  13.56 
■IM.68  Mc/s;  and 

B  farther  appearing  that  informa- 
•■  to  be  furnished  by  Mann-Russell 
■i  Porest  Industries  will  be  useful  to 
fHOoounlssion  in  r\esolving  the  Issues  in 
proceedings  and  that  the  public 
will  be  served  by  granting  an 
of  25  days  for  the  purpose  of 
.  such  information;  and 
B  further  appearing  that  comments 
M  under  any  further  extension  would 
h  lee  late  for  consideration  in  formu- 
Mtac    a    national     position    on    this 


[F.R.  'doc.    ea-1946;    FUed.    Feb.    26,    1962; 
8:61  ajn.] 


lilt  ordered.  This  20th  day  of  Pebru- 
19.  U63,  pursuant  to  section  0.322(b)  of 
Bl  Ooninission's  statement  of  Organ- 
'  k.  Delegations  of  Authority,  and 
Information,  That  the  time  for 
oonmients  in   these  proceedings 


[  47  CFR  Part  3  1 

(Docket  No.  14495;  RM-2951 

TABLE  OF  ASSIGNMENTS,  TELEVISION 
BROADCAST  STATIONS  (ELMIRA, 
NEW  YORK) 

Ofdar  Extending  Time  for  Filing 
Comments 

1.  The  Commission  has  before  it  a  re- 
.guest  from  Gannett  Co..  Inc.,  filed  Feb- 
ruary 15, 1962,  for  a  30-day  extension  of 
Ume  for  filing  C9mments  and  reply  com- 
ments in  the  above-entitled  proceeding. 
The  time  for  filing  comments  now  ex- 
pires on  February  19, 1962.  and  for  reply 
comments,  on  March  5,  1962. 

2.  Petitioner  states  that  it  is  making 
a  study  of  the  Elmira  area  to  determine 
ttie  feasibility  of  establishing  a  UHF 
commercial  station  there  at  this  time. 
As  groxmds  for  the  extension  of  time  re- 
quested, it  asserts  that  its  study  is  not 
yet  complete  and  that  it  cannot  file 
meaningful  comments  on  the  proposal 
we  are  considering  herein — ^to  shift 
Channel  SO  from  Elmira  to  Coming- 
Elmira  for  noncommercial  educational 
use— until  its  conclusion. 

3.  In  light  of  the  considerations  ad- 
vanced by  petitioner,  the  Commission 
believes  that  extending  the  closing  date 
for  the  submission  of  comments  will 
ctmtribute  to  the  filing  of  more  complete 
and  helpful  comments  on  the  proposal 
under  consideration  herein  and  is  war- 
ranted in  the  public  interest. 

4.  Accordingly,  it  is  ordered.  This  9th 
day  of  February  1962,  That  the  request 
of  Gannett  Co.,  Inc.,  for  extension  of 
time  is  granted,  and  that  the  time  for 
flUng  comments  in  this  preceeding  is 
extended  from  February  19.  1962,  to 
March  22.  1962,  and  the  time  for  filing 
reply  comments  is  extended  from 
BCarch  5.  1962,  to  April  5.  1962. 

6.  This  action  is  taken  pvu-suant  to 
authority  found  in  sections  4(i) .  5  (d)  (1) . 
and  303  (r)  of  the  Communications  Act 
of  1934,  as  amended,  and  §  0.241(d)(8) 
of  the  Commission's  rules. 

Adopted:  February  19, 1962. 

Released:  February  20. 1962. 

Fedkral  ComCnNICATIOMS 

CoaofissioN, 
[aiALl        Bin  F.  Waplx. 

Acting  Secretary. 

[FA.   Doc.   63-1046;    FUed,   Feb.    26,    1962; 
8:61  ajn.] 


[Docket  No.  13468:  RM-02;  FCXJ  ea-lST] 

TABLE  OF  ASSIGNMENTS,  TELEVISIOM 
BROADCAST  STATIONS,  <$YtA- 
CUSE,  NEW  YORK) 

Report  and  Further  Notico  of 
Proposed  Rule  Making 

1.  The  Commission  has  before  it  for 
consideration,  a  proposal  set  forth  in  ita 
Notice  of  I^oposed  Rule  Making  (FOC 
60-358)  adopted  on  April  8,  1960.  and 
published  in  the  Fedkral  RxoisTEt  on 
April  14, 1960,  (25  FH.  3216) .  Tliia  pro- 
posal was  made  in  a  petition  JBled  by  the 
Springfield  Television  Broadcasting  Cor- 
poration (RM-92)  suggesting  that  Chan- 
nel 37  be  deleted  fnmi  Clymer,  New 
York,  and  assigned  to  Syracuse.  New 
York,  M  follows: 


City 

Channel  No. 

Present 

Fropoeed 

Syracuse,  N.Y.- 

3-,8.  •«+ 
37 

'-.&"-■ 

Parties   Piling   Comments   and   Reply 
Comments 

2.  Comments  filed  herein  fall  into  two 
categories:  (1)  those  file^  by  organi^- 
tions  primarily  interested  in  broadcast- 
ing, and  (2)  those  filed  by  parties  inter- 
ested mainly  in  the  scioice  of  radio 
astronomy. 

3.  Organizations  in  the  broadcasting 
industry  which  filed  comments  were 
American  Broadcasting  Company 
(ABC) ;  W-  R.  O.  Baker  Radio  and  Tele- 
vision Corporation,  successor  to  "the 
Syracuse  Group"  mentioned  in  the  No- 
tice of  Proposed  Rule  Making  herein 
(Baker) ;  Meredith  Syracuse  Televlrion 
Corporation,  licensee  of  Station  WHEN- 
TV  in  Syrsbcuse  (Mereditti) ;  and  the 
Springfield  Television  Broadcasting  Cor- 
poration (Springfield) .  Reply  comments 
were  submitted  by  Springfield. 4nd  by 
the  Association  of  Maximum  Service 
Telecasters.  Inc.  (AMST) . 

4.  Comments  were  also  filed  by  the 
following  groups  concerned  primarily 
with  the  science  of  radio  astronomy:  tbe 
American  Astronomical  Society;  Asso- 
ciated Universities.  Inc.;  the  Department 
of  Terrestrial  Magnetism.  Carnegie  In- 
stitution of  Washington;  Cornell  Uni- 
versity; the  University  of  Florida;  the 
University  of  Illinois;  the  National  Acad- 
emy of  Science:  the  Observatory  of 
Rensselaer  Polytechnic  Institute;  and 
Yale  University. 

Present  Status  of  the  Channels 
Involved 

5.  In  Syracuse.  Channel  3  is  presently 
used  by  Station  WSYR-TV.  and  Channel 
8  is  used  by  Station  WHEN-TV.  A  con- 
struction permit  has  been  issued  for  ed- 
ucational Channel  43,  but  the  statton 
has  never  been  on  the  air.  Channel  37 
was  shifted  from  Auburn.  New  York,  to 


1848 

Clymer  (1»50  population.  1421)  In  1956 
upon  the  r^Mreaentatlon  that  it  would  be 
used  as  a  satellite  station,  but  no  ap- 
plication for  the  channel  has  been  made. 
In  the  Report  and  Order  of  the  rule  mak- 
ing proceeding  in  Docket  No.  13858 
adopted  on  July  27.  1961.  Channel  5  was 
substituted  for  Channel  8.  the  licensee  of 
Station  WHEN-TV  having  consented  to 
the  change  (although  the  station  Is  not 
yet  operating  on  Channel -5 ) .  and  Chan- 
nel 9  was  "dropped  into"  Syracuse  as  a 
third  VHP  channel. 

Prsijicinaky  Decision  of  the 
Comcissioir 

6.  The  Commission  has  carefully  con. 
sldered  the  comments  in  this  proceeding 
and  is  of  the  opinion  that,  inasmuch  as 
a  third  VHP  channel  has  now  been  as- 
signed to  Syracuse,  the  situation  in 
which  the  previous  comments  were  sub- 
mitted has  changed  and  that  further 
comments  pertaining  to  the  desirability 
of  adding  a  UHF  channel  to  Syracuse 
should  be  invited.  In  addition,  in  the 
event  that  a  decision  should  be  made  to 
assign  a  UHP  channel  to  Syracuse,  we 
wish  to  explore  the  possibility  of  effect- 
ing such  an  assignment  by  means  of  the 
following  substitute  proposal: 


Channel  N( 


City 


Prvsent 


Proposol 


BymMe,  NY ... 

BaUvla.  NY 
Watertown,  N.Y. 


I 


3-,5-.»-,     '   3-   S-   9-, 
33-,'l.Vf        '*.it' 

33-  

4S     ' 


These  reasslgnments  would  meet  the 
mileage  separation  requirements  of  the 
rules.  Unless  an  active  interest  is  mani- 
fested, we  find  it  desirable  In  the  public 
Interest  to  defer  action  on  making  avail- 
able substitute  UHP  channels  for  Ba- 
tavia  and  Watertown.  New  York,  until 
decisions  are  reached  in  Docket  No.  14229 
concerning  the  future  methods  of  as- 
signing stations  on  UHP  channels. 

7.  It  should  be  noted  that  Syracuse 
is  located  less  than  250  miles  from  the 
Canada-USA  border  and  assignments  to 
that  community  fall  within  the  purview 
of  the  Canada-USA  television  agree- 
ment. Appropriate  steps  thereunder 
will  be  undertaken  by  the  Commission. 

RXASONS  FOR  THI  DECISION:    ASSIGNMENT 

or  A  UHP  Channel  to  Syracuse 

8.  The  Comments  set  forth  by  broad- 
casting interests  in  paragraphs  9  through 
12  below  were  submitted  at  a  time  when 
there  were  only  two  VHP  channels  as- 
signed to  Syracuse. 

9.  Springfield  indicated  an  intention 
to  apply  for  a  construction  permit  and 
operate  on  Channel  37  if  it  were  assigned 
to  Syracuse.  Comments  from  the  broad- 
casting industry  pointed  out  that  ex- 
perience has  repeatedly  shown  that  a 
UHP  station  cannot  successfully  com- 
pete with  two  VHP  stations  in  the  same 
market  and  that  therefore  the  intro- 
duction of  a  UHF  station  to  Syracuse 
would  not  satisfy  the  need  for  a  third 
competitive  service.  Baker  therefore 
urged  that  the  Springfield  proposal  be 
denied,  and  urged  consideration  of  the 
VHP  proposal  for   Syracuse   submitted 


PROPOSED  RULE   MAKING 

by  "the  Syracuse  Group"  (RM-22). 
ABC  urged  that,  regardless  of  the  dis- 
position of  the  Springfield  proposal,  the 
Commission  press  forward  as  promptly 
as  possible  to  the  allocation  of  a  third 
VHP  channel  to  Syracuse  by  means  of 
the  plans  set  forth  in  RM-16  (proposal 
of  ABC> .  RM-22  (proposal  of  "the  Syra- 
cuse Group" ' .  or  some  other  appropriate 
plan. 

10.  Springfield  admitted  the  difficul- 
ties Involved,  but  asserted  its  willingness 
to  assume  the  risk  of  the  competitive 
situation  stating  that  its  failure  would 
injure  only  its  st(x;k.holders.  It  further 
asserted  that  addition  of  Channel  37  to 
Syracuse  offered  the  quickest  solution 
to  the  problem  of  providing  a  third  com- 
mercial service  to  Syracuse,  and  that 
adoption  of  the  proposal  would  facilitate 
construction  and  operation  of  the  edu- 
cational television  channel  now  assigned 
to  Syracuse. 

11.  Meredith  asserted  that  a  UHF  per- 
mittee would  attempt  to  obtain  a  VHP 
authorization  or  would  attempt  to  have 
Syracuse  delntermixed. 

12.  "The  Syracuse  Group"  stated  that 
the  nearest  UHF  stations  were  in  Elmira 
and  Binghamton.  over  60  miles  from 
Syracuse.  Baker  asserted  that  a  dihgent 
search  by  Its  officers  had  revealed  no 
UHF  receivers  in  Syracuse.  Meredith 
further  asserted  that  it  would  not  be  In 
the  public  interest  to  encourage  pur- 
chase of  UHF  receivers  and  antennas 
for  what  at  best  would  be  a  highly  tem- 
porary operation. 

13  Syracuse,  generally  ranked  as 
about  the  50th  market  in  the  country, 
has  a  population  of  316.038.  and  Onan- 
daga  county  In  which  It  Is  located  has 
a  population  of  423,028  (I960  U.S. 
Census  >.  That  there  was  a  need  for  a 
third  competitive  VHP  channel  In  that 
market  we  made  clear  in  the  aforemen- 
tioned Report  and  Order  In  Docket  No. 
13858  which  assigned  such  a  channel  to 
Syracuse.  In  the  light  of  this  assign- 
ment, the  views  expressed  In  the  im- 
mediately aforementioned  comments  of 
the  broadcasting  interests,  including 
Springfield,  may  have  changed.  If  so, 
the  Commission  would  like  the  benefit 
of  any  modification  of  thinking  before 
arriving  at  a  final  decision  In  this  pro- 
ceeding. It  is  for  this  reason  that  fur- 
ther comments  on  the  desirability  of 
adding  a  UHF  channel  to  Syracuse  are 
invited. 
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(3)   Only  a  clear  band  of 
can    provide     the    needed    . 
Modern   radio   telescopes  are 
to  receive  extremely  weak 
outer    space.      A    powerful,       __ 
man-made  signal,  as  provided  by  a 
television     broadcasting     8tatioo,~S 
augmented  by  the  scatter  effect  at  ^^ 
communications  satellites  and  ottier  ik*. 
borne  objects,  would  serioudy  iotadai 
with    radio   astronomy  obaervatkiM  a 
the  same  frequency  band  anywboc  h 
the  United  States. 

(4)   The  clear  band  of  f 


this  portion  of  the  spectrum  to  __,_ 
on  a  world-wide  basis.  It  is  impoitiRl 
for  the  purposes  of  radio  astroDony  li 
compare  observations  made  on  the  a^ 
frequency  in  different  parts  of  tki 
world. 

(5 1  The  606-614  Mc  band  to  the oa^ 
band  of  frequencies  between  410  m 
1400  Mc  for  which  there  to  any  hope  i( 
obtaining  international  cooptratton  h 
maintaining  low  interference  lerdi  hr 
radio  astronomy. 

15  In  addition  to  the  abofe,  Gtaaiii^ 
Cornell.  Illinois.  Rensselaer,  nai  ftk 
indicated  to  the  Commlsslaa  ealito 
specific  research  projects,  pram!  m 
planned,  which  would  8\iffer  tntertnai 
from  operations  on  Channel  If  k 
Syracuse. 

16.  Groups  concerned  with  aiMea> 
tronomy  urge  that  the  SprtngAaMirit 
tion  be  denied.  Some  of  them  «■  ftil 
a  UHF  charmel  other  than  37  b» 
to  Syracuse.  Several  of  the 
tions   request   that,  in  the 

action  upon  it  be  held  in  a    . 

it  can  be  considered  in  conjunoltevlk 

the  request  for  proposed  nito 

submitted  by  the  University -« 

on  May  6.  1960.  to  delete  from 

of   Assignments  Television 

(608-614  Mc)  and  allocate  thU 

to   Radio   Astronomy    (RM-IM).    Bi 

Association  of  Aiaximum  Servtoe  tiik- 

casters    which    opposes    reseivallm  tf 

Channel  37  for  Radio  Astranaaf 

tains  that  the  proposal  of  the 

of  Illinois  is  not  in  issue  in  the 

proceeding  and  requests  that 

tions   of    the   Dlinols  conuaento 

propose  that  Channel  37  be 

television  broadcasting  and  alkmMil 

Radio  Astronomy  be  rejected. 

field  sets  forth  reasons  againit 

of   Channel   37   from  television 

casting. 


Re.asons  for  the  Decision  :  The  Interest 
OF  Radio  Astronomy  and  the  Substi- 
TrTE  Proposed  Amendment 

THE    interest    OF    RADIO    ASTRONOMY 

14.  The  comments  of  organizations 
concerned  with  the  science  of  radio  as- 
tronomy, which  are  here  treated  to- 
gether, state  that: 

(1)  Radio  astronomy  is  an  important 
new  science  and  is  the  source  of  data 
concerning  the  universe  which  cannot 
otherwise  be  obtsdned. 

( 2 )  It  is  important,  for  the  purpose  of 
radio  astronomy,  to  study  the  varying 
characteristics  of  radiation  throughout 
the  radio  spectrum,  including  that  por- 
tion of  the  spectrvun  In  the  neighbor- 
hood of  600  Mc. 


THE    SUBSTITXJTE    PROPOSB> 

17.  In  a  Memorandum  OplnlOB  vi 
Order  released  on  March  13.  Ittl  (Kt- 
180,  FCC  61-327).  we  denied  the  ■>■» 
mentioned  petition  of  the  Uniret^^ 
Illinois  to  allocate  Channel  37  *?*■ 
Astronomy.  Subsequently,  the  pnN^ 
sity  filed  a  Petition  for  Recon*ter«» 
which  is  t>eing  held  in  abeyance  jyW 
Commission  until  it  is  coMldMmJI 
conjunction  with  action  on  DuiM  ■ 
11997  In  the  light  of  this  sltoaH*^ 
believe  it  best  to  inquire  wheUyJ*^ 
feasible  to  assign  a  UHP  chWM*g 
than  37  to  Syracuse.  To  thto  €om,  ^ 
propose  to  examine  the  possiMlMJ « 
assigning  Channel  33  to  SyraoBW » 
indicated  in  the  substitute  ^Wj*^ 
amendment   set   forth   in  parMTW*    • 
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above.  Decision  (m  whether  to  assign 
Channel  37  to  Syracuse  in  aceordance 
with  the  pnvoeal  of  Springfield,  or  to 
assign  Channel  33  in  accordance  with 
the  substitute  proposed  amendment,  or 
to  take  other  actkm  such  as.  for  example, 
fnyrigning  no  X7HF  channel  to  Syracuse, 
will  be  deferred  until  further  comments 
have  been  received. 

18.  Comments  are  invited  on  the  de- 
sirability of  assigning  a  UHP  channel 
to  Syracuse  and  on  the  substituted  pro- 
posal amendment  set  forth  in  paragraph 
6  above. 

PSOCKDUIIK   FOR   IILING   COMMENTS 

19.  Authority  for  the  adoption  of  the 
amendments  proposed  herein  is  con- 
tained in  sections  4(1)  and  303  of  the 
Communications  Act  of  1934,  as 
amended. 

20.  Pursuant  to  applicable  procedures 
set  out  in  8  1-213  of  the  Commission's 
rules,  interested  parties  may  file  com- 
ments on  or  before  March  20,  1962,  and 
reply  comments  on  or  before  April  2, 
1962.  In  reaching  its  decision  on  the 
rules  and  standards  of  general  applica- 
bility which  are  proposed  herein,  the 
Commission  will  not  be  limited  to  con- 
sideration of  comments  of  record,  but 
will  take  into  account  all  relevant  in- 
formation obtained  in  any  manner  from 
informed  sources. 

21.  In  accordance  with  the  provisions 
of  section  1.54  of  the  rules,  an  original 
and  14  copies  of  all  written  comments 
and  statements  shall  be  furnished  the 
Commission. 

Adopted:  February  14,  1962. 

Released:  February  16,  1962. 

fidkkal  comicunications 
Commission, 
[seal!        Bms  F.  Waplb, 

Acting  Secretary. 

[PH.    Doc.    62-1947;    Piled.    Feb.    26.    1962; 
8:61  ajn.] 
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H0IISIN6  AND  HOME 
FINANCE  AGENCY 

Offic*  of  the  Administrator 

REGIONAL  ADMINISTRATORS 

Dolegation  of  Authority  With  Respect 
to  Loans  for  Housing  for  the  Elderly 

Each  Regional  Administrator  of  the 
Hovising  and  Home  Finance  Agency,  in 
carrying  out  the  program  of  loans  for 
housing  for  the  elderly  on  behalf  of  the 
Housing  and  Home  Finance  Adminis- 
trator through  the  Community  Facul- 
ties Administration,  is  hereby  authorized 
under  section  202  of  the  Housing  Act 
of  1959  as  amended  (73  Stat.  667.  as 
amended.  12  U5.C.  1701q) : 

1.  To  execute  loan  agreements  and 
regulatory  agreements; 

2.  To  execute  amendments  or  modl- 
flcations  of  any  such  loan  agreements 
or  regulatory  agreements; 

3.  To  redelegate  to  the  Regional  Di- 
rector of  Community  Facilities  Activi- 
ties the  authority  delegated  herein;  and 

4.  In  the  case  of  the  Regional  Admin- 
istrator. Region  VI  (San  Francisco),  to 
redelegate  to  the  Director  for  Northwest 
Operations.  Region  VI.  at  Seattle.  Wash- 
ington, any  of  the  authority  delegated 
herein. 

This  delegation  supersedes  the  dele- 
gaUon  effective  December  22,  1961    (26 
P.R.  12787.  12/30/61). 
(63  Stat.  1283  (1948),  as  amended  by  64  Stat. 
80  (1950).  12U5C.  1701c) 

Effective  as  of  the  27th  day  of  Feb- 
ruary 1962. 

[SEAL]  ROBIRT   C.   WKAVXR, 

Housing  and  Home 
*     Finance  Administrator. 

[FJl.    Doc.    63-1929:    Filed.    Feb.    26,    1962; 
8:49  am] 


DEPARTMENT  OF  THE  INTERIOR 

Bureau   of  Land   Management 

[Classification  No.  59;   Offer  No.   18] 

NEW  MEXICO 

Small  Tract  Classification 

1.  Pursuant  to  authority  delegated  to 
me  by  Bureau  Order  No.  684.  dated 
August  28.  1961  (26  F.R.  8216),  I  hereby 
offer  the  small  tracts  described  below 
for  public  sale  under  the  Small  Tract 
Act  of  June  1.  1938  (52  SUt.  609;  43 
U.S.C.  682a).  as  amended. 

2.  The  subject  parcels  are  located  ap- 
proximately 11  miles  east  of  Los  Alamos. 
New  Mexico,  via  State  Highway  4  and 
IVi  miles  of  unimproved  road.  Also,  the 
lands  are  located  24  miles  northwest  of 
Santa  Pe.  New  Mexico,  via  U.S.  Highway 
285  and  SUte  Highway  4  and  1 '  2  miles 
of  unimproved  dirt  road.    The  climate 
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Notices 


Is  moderate  with  a  mean  annual  tem- 
perature of  50  degrees;  the  annual  pre- 
cipitaUon  is  10  inches;  the  average 
frost-free  season  Is  152  days;  and  the 
elevaUon  varies  from  5.800  to  6,200  feet 
above  sea  level.  These  parcels  afford 
excellent  scenic  views  of  the  Sangre  de 
Cristo  and  Jemez  Mountain  ranges  and 
the  Rio  Grande  Valley  The  topography 
is  rolling  and  gully  erosion  is  moderate. 
Culinary  water  Is  untested  in  the  area, 
however,  there  are  two  Artesian  wells 
on  the   lands  Immediately  west  of  the 


subject  land.    Electric  power  and  1^ 
ural    gas    are    available    from 
installations. 

3.  The  tracts  vary  in  size  m 

below.     The  land  will  be  aaU 

existing  rights-of-way  for  ro«di, 
transmission  line  and  natural  f. 
line,  and  other  rights-of-way  fori 
roads,  and  public  utilities  will  be  i. 
on  the  side,  or  sides  as  shown      ___ 
All  minerals  are  reserved  to  th«  \Jtit^\ 
States.     Sites    for    schools    have  " 
reserved. 
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Unit 


461 
403 
4«3 
4«4 
4«5 
406 
4«7 
4«8 
4QB 
470 
471 

m 

473 
474 
475 
478 
477 
478 
47fl 
480 
481 
483 
483 
484 
485 
486 
487 
488 
480 
490 
401 
498 
403 
4»4 


Leol 

dMCllp- 

Uon; 
Lot- 


496 
'496' 


497 
498' 

"m 

'566' 
501 ' 


503 


303 
504 
506 
506 
5»7 
508 
S09 


303 

304 

306 

306 

307 

308 

309 

310 

211 

213 

313 

314 

315 

316 

217 

318 

319 

230 

331 

223 

223 

224 

225 

236 

227 

228 

239 

230 

231 

332 

333 

234 

235 

236 

253 

237 

253 

238 

251 

339 

250 

240 

249 

241 

248 

343 

247 

243 

246 

244 

245 

254 

255 

256 

257 

258 

259 

260 


Acrei 


ISO 
XSO 
2.50 
2.50 
2.50 
2.50 
XSO 
2.50 
2.50 
1  97 
1  97 
X50 
2.50 
i50 
2.50 
Z49 
350 
2.49 
149 
2.40 
2.49 
2.50 
2.50 
Z50 
Z50 
Z50 
Z50 
2.49 
X40 
2.49 
2.50 
2.50 
2.50 
4.98 


M    It  \V 


West 

East - 

West 

South  aiid  Eikil ~. 

South  ana  West — — . 

South  anJ  Kikst 

South 

South  ttiui  Kiistlni;  Rouil  ' 

North.  South  antl  Eiistliifr  Itoiid  '. 


!■'    H  W 


4.99 
'5.66 


Exbtintf  ItOiul  '         

North,  Eo-st   iin.l  Eii-itine  Uoml' 

.North,  South,  anil  West ... 

North  itid  .<outh  . 

-lo      

<1o 

.North,  .-^outh,  and  Ea-nt ... 

South  and  West — ... 

South  anil  E.ist 

South  and  West 

South  and  E.ist ■ 

South  and  West 

South  and  E.-ut.      

South  and  West 

South 


North 
....do. 
..-.do. 
....do 

do. 

....do. 
....do. 


.North. 
South. 
do. 


5.00 
'5."  66" 
'5.66" 


5.00 


5.00 
"3."  94 


2.50 
2.49 
2.49 
2.50 
2.50 
2.49 
2.50 


.North 

do  

do 

do 

North  and  West 

.North  and  East 

236- .North 

253-S.>uth 

237- North 

2.^2-S.>ulh       

238- .North   

251-S<)uth 

239- .North 

250- South 

240-North 

249- South.    

241-North 

248- South 

243- North  and  We,st. 
247- West  and  South.. 

243- East 

246- East  and  South... 
244-Eiisting  Road  '.. 

245-South 

East  and  South 

South  and  West 

South   

do  

do 

<lo  

do 


East    

West       

...do       

.•^oiith.  Kii.'it. 

.><<iuth.  West. 

,■^■11!  ii.  Kast  - . 

S.M11I1.  West 

South,  EaM.. 


\  alue 


North. 
iNorth. 


North.  Ea-tt 
N  Tt  U.  West 
N  Tth.  K.ift   . 
North.  Weal. 

.North      

do 


turo 
4.10 

4."0 

;i.v) 
yt) 

4'<) 
*:*} 
JtJIl 

^J|»^ 

4<» 
4.VI 
*S) 
4'<) 
A.'*) 

:»») 

l.'iO 

4011 
«•) 
4.V) 
4.VJ 

a*) 

4.50 

4.^) 
.'.00 
4.'iO 
4.'iO 
4.VJ 


WJO 


tXII) 


WK) 


UOO 


f'lOO 


.VII) 


400 


401) 


4.VJ 
4  SO 
401) 
4(0 
4(« 
41*) 
41 ») 


'  TheoenterllneoftheeiistlnKroad  Ls  l<>c»te<l  at  the  followmu  i«iii'<  ^        ,.         ,   ,  ,    ,,i,    ,   , 

Point  I:  3.  89'"57.5' W.,  9.15chauisfroni  the  N  M*  corner  coinninti  tu  .•N-,ti..ns  .M.ui.l  .to       .  ,  (miiis  .itsl  .>ttiie  |'i|- 

^Pointl    S  0*10  5' W.  1.22  chain.s  from  the  C-E  '  1 1  corner.  .■<*-it  ion  *(      ,1  4»  chains  s.uih  ..f  I  he  i.ti-oline  i 
P0tn<5.-  N.O'irW,  3.20  chain.-"  from  Werner  .:<'mm.'nt..  .■^ni-fisf*!  and  ,tl_  ,  r-    t-  vvi    i        ,,,.,. 

P»»tiU  t-  N.  8<>"59.5' W.,  8.69  chains  from  C-N  imtimer,  .S.m  t|.-n  .11.      1  :*i.  <  Imins  east  "(  (     k   nw    ■-,,4  or  o  io 

*'''p5Vi'*l°»'M.5' W?lV215chain.sfromC-«..oortu.r,  .-V, -wn  tl        I  :h  .  h  ..i,s  .ast  ..fT   W  1 ,,  ..r  0  !.:.  .hams  east 

°')^JJJ?'«*n'*0^O'W..  7.698  chains  from  CN-SW  in.corner,  S-.lion:il      ,J  .To  ,  haois  south  of  (•  \V  '  i.  lorn.  r  i 
PoiiU7.  8.»9''56.5' W.,  2«.9«chaiiiSfrom  C-S  ii.coriier,  .-ieiti..,,  .11         (jos  rhains  ^a.si  ■■(  (     W    .--W   '».  i-<>rner  or 

0  90 chains  ewt  of  the  pipeline  )  .  ,  ,.:   i,    ,    .,,1,1       ,, -'u,.»i..if>.  nonl.  .f 

Points:  N.  0»04. 5' W,  11.76  chains  fn>m  section  (■<>riierioniMi..i» '■•  -m-.  11..11,  J^.  II,  l,iiii.l'i      ki  ...«.  h'iins  norii.  .f 

■"^•^tongsoirthsMeoftnM-t  for  adi.st«/utM.f  H.Sfeet  from  the  «,.ul  hwrst  ronier-t  I^.t  14i»,  .U  fe.t  in  width 

1  Mong  the  north  side  of  Lot  172  for  a  distance  of  i„.'.  fe..t  from  1  t,e  north  we.M  .  orner  ..f  *aM  |o  .  U  fe,  1  m  .dl  h 
tlM?nce  In  a  southeasterly  direction  with  a  renterllne  f  1  he  southeivM  criier  of  said  lot  «i'li  a  widi-i  ..r.Ufe.t  ..n  .-Kh 
side  of  centerllne  for  a  total  width  of  t>)  feet 


4.  The  above-described  tracts  will  be 
sold  at  public  auction  at  a  public  sale 
to  be  held  at  St.  Francis  Auditorium, 
Museum  of  New  Mexico,  107  West  Pal- 
ace Avenue.  Santa  Pe.  New  Mexico,  be- 
girmir«  at  10:00  a.m.  on  March  27.  1962, 
Units  1  to  146,  Inclusive;  at  10.00  am 
on  March  28.  1962.  Units  147  to  335. 
inclusive;  and  at  10:00  a.m.  on  March 
29.  1962.  Units  336  to  509.  inclusive. 
Bids  may  be  made  personally  by  the 
bidder  or  his  agent  at  the  sale  or  may 
be   mailed.    Bids  sent  by  mail  will  be 


considered  only  if  received  at  the  New 
Mexico  Bureau  of  Land  Management 
OCHce  prior  to  10:00  a.m.  on  March  26, 
1962.  See  mailms  address  below. 
Sealed  bids  will  be  opened  In  the  pres- 
ence of  the  sale.  No  sealed  bid  will  be 
accepted  if  it  is  less  than  the  appraised 
value  of  the  tract.  Oral  bidding  will 
be  in  increments  to  be  announced  at  the 
sale.  See  Paragraph  3  above  for  ap- 
praised values. 

5.  Persoivs    who    have    previously    ac- 
quired  a   tract   under  the  Small   Tract 


Act  are  not  qualified  to  purchMg  a  ^^ 
at  the  sale  unless  they  can  makt^JSm 
Ing  satisfactory  to  the  Bureau  of  l^^ 
Management  that  the  acquliltloa  q(^ 
other  tract  is  warranted  in  the  etie^. 
stances. 

6.  Each  bid  sent  by  mail  must  titaA 
show  (a>  the  name  and  post  offlmi4. 
dress  of  the  bidder,  (b)  Offer  No.  li 
and  <  c )  the  land  description  of  the  tM 
for  which  the  bid  is  made,  described  hi 
accordance  with  Paragraph  3  o(  t^ 
order.  Each  bid  must  be  accompuM 
by  the  full  amount  bid  in  the  foc^  ^ 
a  certified  or  cashier's  check,  post  «^ 
money  order,  or  bank  draft  made  psy. 
able  to  the  Bureau  of  Land  ManagoMi^ 
Each  bid  must  be  enclosed  in  a 
envelope  but  payment  need 
only  the  highest  bid,  providing  all 
bids  designate  the  envelQpe  cont 
the  payment.  Each  envelope  murt  einy 
on  its  reverse  the  following  infonaattoi 
and  nothing  else:  (a)  Offer  No.  n 
March  27.  1962,  (b)  the  descrtptton «( 
the  tract  for  which  the  bid  is  made,  d^ 
scribed  in  accordance  with  Paragnidi  I 
of  this  order. 

7.  Each  tract  will  be  awarded  to  tte 
highest  qualified  bidder.  If  the  hlglMil 
bid  is  oral,  the  bidder  will  be  requtnl 
to  make  payment  for  the  tract  at  ite 
close  of  bidding  and  a  personal  efank 
will  be  acceptable  for  that  purpoee.  Aay 
person  who  is  declared  high  bidder  tor 
any  tract  will  automatically  be  disqaii|> 
fled  from  consideration  for  other  tneli 
at  the  sale. 

8.  All  lots  not  sold  on  March  37,  M, 
and  29,  1962,  will  be  reoffered  for  pofalli 
sale  at  10:30  a.m..  on  March  30,  IM, 
at   the   Bureau   of   Land   ManagfSBJ 
Greer  Building.  113  Washington  Avenoii 
Santa  Fe,  New  Mexico;   then,  the  ah 
will   be   adjourned   at   3:00  pjn.,  nntl 
10:30  a.m.  on  the  following  Wedneidv 
for  a  one-hour  period :  and  Uiereafl*, 
on  succeeding  Wednesdays  for  addittoad 
one-hour  periods   (10:30  a.m.  to  11:31 
a.m.)  until  all  lots  are  sold  or  untfltbi 
termination  date  of  the  sale,  August  M, 
1962.     Bids  may  be  made  persOTaUj  br 
an  individual  or  his  agent  at  the  Mh 
or  by  mail.     Bids  sent  by  mall  will  li 
considered  at  a  sale  session  only  if  re- 
ceived at  the  Santa  Fe  Land  OfBoe  pete 
to  10:00  a.m.  of  the  day  on  whkh  tin 
session  is   held.     At  each  sale  seirtax 
those    lots    will  be    offered    for  irtrtek 
timely  filed  sealed  bids  have  been  le- 
reived    or    for    which    nominations  m 
made  by  oral  bidders  present  at  the  «li^ 
to  the  extent   that  time  permits  thrir 
offer.    Late  filed  sealed  bids  and  seaM 
bids   not   reached  for  conslderatloii  i> 
one  session  will  be  held  for  consldcn* 
tlon  at  succeeding  scheduled  seaslona 

9.  Inquiries  concerning  these  landi 
should  be  addressed  to  the  Manafff, 
Land  Office,  Bureau  of  Land  Mansfl- 
ment.  Post  Office  Box  1251,  Santa  ft 
New  Mexico. 

Chcsley  p.  SntT, 
State  Dtredor. 
February   14,  1962. 

|PR     Doc     62   1815;     Piled.    Feb.    M,  !•• 
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IPHMENT  OF  THE  TREASURY 

Offc*  of  tha  Sacratory 

jg^arcaXT  Public  D«bt  Serles-No.  4-«ai 

Vhicint  treasury  bonds  of 

••^  1971 

Offering  of  Bonds 

February  19, 1962. 

I  Offering  of  bonds.  1.  "Hie  Secretary 
wtte  Treasury,  pursuant  to  the  au- 
iS  of  the  Second  Liberty  Bond  Act. 
■^Lided  invites  subscriptions  from 
SaMoSeof  the  United  Stages  for  bonds 
SftTunited  States,  designated  4  per- 
•Trraasury  Bonds  of  1971: 

Ml  At  par  in  exchange  for  3  percent 
JiLffT  Bonds  of  1964.  dated  February 
SiSi  due  February  15.  1964;  or 

(i  At  102  percent  of  their  face  value 
ta^tthange  for  2^a  percent  Treasury 
J^qJlMS.  dated  June  15.  1958.  due 
Suary  15  1965.  The  cash  payment 
JtSJbi  the  subscriber  on  account  of 
Stasue  price  of  the  new  bonds  ($20.00 
2  tl  OOO)  wiU  be  payable  by  the  sub- 
lii  set  forth  in  section  IV  hereof. 


will  be  adjusted  as  of  March  1. 
let  forth  in  section  IV  hereof. 
_^y  of  the  new  bonds  will  be  made 
I  Maidi  9,  1962.  The  amount  of  the 
^mg^  under  this  circular  will  be 
teiied  to  the  amount  of  the  eligible 
Mities  tendered  in  exchange  and 
Mtod.  The  books  wUl  be  open  for 
feiraeeipt  of  subscriptions  for  this  issue 
d^  an  classes  of  subscribers  from  Peb- 
rmj  1»  through  February  21, 1962.  and, 
ki  addition,  subscripUons  may  be  sub- 
Bltied  by  individuals  through  February 
a,  1912.  For  this  purpose  individuals 
■e  defined  as  natural  persons  in  their 

ten  right.  . 

1  In  addition  to  the  offering  \mder 
flite  circular,  holders  of  the  2%  percent 
Tmgary  Bonds  of  1965  are  offered  the 
■tfflege  of  exchanging  all  or  any  part 
flf  mdi  bonds  for  4  percent  Treasury 
Bonds  of  1980,  which  offering  is  set  forth 
ta  Department  Circular.  PubUc  Debt 
Behes— No.  5-62.  Issued  Simultaneously 
with  this  circular. 

J.  Nonrecognition  of  gain  or  loss  for 
Merml  Income  tax  purposes:  Pursuant 
to  the  provisions  of  section  1037(a)  of 
the  Internal  Revenue  Code  of  1954  as 
•dded  by  Public  Law  86-346  (approved 
Bvtember  22,  1959),  the  Secretary  of 
fte  Treasury  hereby  declares  that  no 
pin  or  loss  shall  be  recognized  for  Fed- 
cil  income  tax  purposes  upon  the  ex- 
riwwe  with  the  United  States  of  the 
dllble  bonds  enumerated  in  paragraph 
«O0  of  this  section  solely  for  the  4  per- 
eant  Treasury  Bonds  of  1971.  Gain  or 
hM.  If  any.  upon  the  obligations  sur- 
rwdered  In  exchange  will  be  taken  into 
iccount  upon  the  disposition  or  redemp- 
tion of  the  new  obligations. 

n.  Description  of  bonds.  1.  The  bonds 
win  be  dated  March  1.  1962,  and  will 
hear  Interest  from  that  date  at  the  rate 
m  4  percent  per  annum,  payable  on  a 
MBUannual  basis  on  August  15, 1962,  and 
ttiereafter  on  February  15  and  August  15 
to  each  year  until  the  principal  amount 
payable.    They    will    mature 


August  16.  1071.  and  will  not  be  subject 
to  call  for  redemption  prior  to  maturity. 

2.  The  income  derived  from  the  bonds 
li  lubjeet  to  all  taxes  imposed  under  the 
Internal  Revenue  Code  of  1954.  The 
bonds  are  subject  to  estate,  inheritance, 
gift  or  other  excise  taxes,  whether  Fed- 
eral or  State,  but  are  exempt  from  all 
taxation  now  or  hereafter  imposed  on 
the  principal  or  interest  thereof  by  any 
State,  or  any  of  the  possessions  of  the 
United  States,  or  by  any  local  taxing 
authority. 

3.  The  bonds  will  be  acceptable  to  se- 
cure deposits  of  public  moneys.  They 
will  not  be  acceptable  in  payment  of 

taxes.  ^ 

4.  Bearer  bonds  with  interest  coupons 
attached,  and  bonds  registered  as  to 
principal  and  interest,  will  be  Issued  in 
denominations  of  $500,  $1,000,  $5,000, 
$10,000.  $100,000,  and  $1,000,000.  Pro- 
vision will  be  made  for  the  inter(^ange 
of  bonds  of  different  denominations  and 
of  coupon  and  registered  bonds,  and  for 
the  transfer  of  registered  bonds,  under 
rules  and  regulations  prescribed  by  the 
Secretary  of  the  Treasury. 

5.  The  bonds  will  be  subject  to  the 
general  regulations  of  the  Treasury 'De- 
partnaent,  now  or  hereafter  prescribed, 
governing  United  States  bonds. 

TTT  Subscription  and  allotment.  1. 
Subscriptions  will  be  received  at  the  Fed- 
eral Reserve  Banks  and  Branches  and  at 
the  OfBce  of  the  Treasurer  of  the  United 
States.  Washbigton  25,  D.C.  BanUng 
institutions  generally  may  submit  sub- 
scriptions for  accoxmt  of  customers,  pro- 
vided the  names  of  the  customers  are  set 
forth  in  such  subscriptions,  but  only  the 
Federal  Reserve  Banks  and  the  Treasury 
Department  are  authorized  to  act  as  offi- 
cial agencies.  ^ 

2.  The  Secretary  of  the  Treasury  re- 
serves the  right  to  reject  or  reduce  any 
srflMcription.  and  to  allot  less  than  the 
amotmt  of  bonds  applied  for;  and  any 
action  he  may  take  in  these  respects 
shall  be  final.  Subject  to  these  reser- 
vations, all  subscriptions  will  be  allotted 
in  full.  Allotment  notices  will  be  sent 
out  promptly  upon  allotment. 

IV.  Payment.  1.  Payment  for  the  face 
amount  of  bonds  allotted  hereunder  must 
be  made  on  or  before  March  9,  1962, 
or  on  later  allotment,  and  may  be  made 
only  in  a  like  face  amount  of  the  two 
series  of  bonds  enumerated  In  paragraph 
one  of  Section  I  hereof,  which  should 
accompany  the  subscription. 

2   Three  percent  bonds  of  1964:  cou- 
pons dated  August  15,  1962.  and  all  sub- 
sequent coupons,  must  be  attached  to  the 
3  percent  Treasury  Bonds  of   1964,  in 
bearer   form,    when   surrendered.    Ac- 
crued   interest    from    February    15    to 
March  1,  1962  ($1.16022  per  $1,000)  will 
be  paid  to  subscribers,  in  the  case  of 
bearer  bonds  following  their  acceptance 
and  in  the  case  of  registered  bonds  fol- 
lowing discharge  of  registration.    In  the 
case  of  registered  bonds,  the  payment 
will  be  made  by  check  drawn  in  accord- 
ance with  the  assignments  on  the  bonds 
surrendered,  or  by  credit  in  any  account 
maintained   by   a   banking   institution 
with  the  Federal  Reserve  Bank  of  Its 
District.  _  _^^^       _ 

3.  2%  percent  bonds  of  1965:     Cou- 
pons dated  August  15.  1962,  and  all  sub- 
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sequent  coupons,  must  be  attached  to 
the  2%  percent  Treasury  Bonds  of  IQM. 
In  bearer  form,  when  surrendered. 
Accrued  interest  from  February  16  to 
March  1,  1»«2  ($1.01610  per  $1,000)  on 
the  2%  percent  bonds  will  be  credited, 
the  payment  ($20.00  per  $1,000)  due  the 
United  States  on  account  of  the  issue 
price  of  the  new  bonds  will  be  charged, 
and  the  difference  ($18.98481  per  $1,000) 
must  be  paid  by  subscribers  and  should 
accompany  the  subscription. 

V.  Assignment    of    registered    bonds. 
1.  Treasury  Bonds  of  the  two  eligible 
series  in   registered  form  tendered  in 
payment  for  bonds  offered  hereimdei- 
should   be   assigned   by   the   registered 
payees  or  assignees  thereof,  In  accord- 
ance with  the  general  regulations  of  the 
Treasury  Department  governing  assign- 
ments for  transfer  or  exchange,  in  one 
of  the  forms  hereafter  set  forth,  and 
thereafter  should  be  surrendered  to  a 
Federal  Reserve  Bank  or  Branch  or  to 
the  Office  of  the  Treasurer  of  the  United 
States,  Washington  25.  D.C.    If  the  new 
bonds  are  desired  registered  in  the  same 
name  as  the  bonds  surrendered  in  ex- 
change, the  assignment  should  b^  to 
"The  Secretary  of  the  Treasury  for  ex- 
change for  4  percent  Treasury  Bwids  <rf 
1971":    if  the   new  bonds  are  desired 
registered  in  another  name,  the  assign- 
ment should  be  to  "The  Secretary  «rf  the 
Treasury   for  exchange  for  4  percent 
Treasury  Bonds  of  1971  in  the  name 

of ";  if  new  bonds  in  coupon 

form  are  desired,  the  asslgiunent  should 
be  to  "The  Secretary  of  the  Treasury  for 
exchange  for  4  percent  Treasury  Bonds 
of  1971  In  coupon  form  to  be  delivered 

to ". 

VI.  General  provisions.  1.  As  fiscal 
agents  of  the  United  States,  Federal  Re- 
serve Banks  are  authorized  and  re- 
quested to  receive  subscriptions,  to  make 
aUotments  on  the  basis  and  uP  to  the 
amounts  indicated  by  the  Secretary  of 
the  Treasury  to  the  Federal  Reserve 
Banks  of  the  respective  Districts,  to  is- 
sue allotment  notices,  to  receive  paynxent 
for  bonds  alloted,  to  make  deUvery  of 
bonds  on  full-paid  subscrliAlons- allotted, 
and  they  may  Issue  hiterlm  receipts 
pending  delivery  of  the  definitive  bonds. 

2.  The  Secretary  of  the  Treasury  may 
at  any  time,  or  from  time  to  time,  pre- 
scribe supplemental  or  amendatory  rules 
and  regulations  governing  the  offering. 
which  will  be  conununicated  promptly 
to  the  Federal  Reserve  Banks. 


[seal!  Douglas  Dillow, 

Secretary  of  the  Treasury. 


IF.R. 


Doc.    S2-1B34:    Piled. 
8:49  a.m.] 
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IDept.    Circular,     Public    Debt    Series— No. 
'  6-62) 

4  PERCENT  TREASURY  BONDS  OF 
1980 

Offering  of  Bonds 

Februabt  19. 1962. 
I.  Offering  of  bonds.  1.  The  Secretary 
of  the  Treasury,  pursuant  to  the  author- 
ity of  the  Second  Liberty  Bond  Act,  as 
amended,  invites  subscripUons,  at  100.25 
percent  of  their  face  value  and  "^aTjed 
interest,  from  the  pedple  of  the  United 
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States  for  bonds  of  the  United  States, 
designated  4  percent  Treasury  Bonds  of 
1960,  In  exchange  for  2H  percent  Treas- 
ury Bonds  of  1M5.  dated  June  15,  1958. 
due  February  15,  19«5.    Interest  adjust- 
ments as  of  March  1.  1962.  and  the  cash 
payment  ($2.50  per  $1,000)  due  from  the 
subscriber  on  accoimt  of  the  issue  price 
of  the  new  bonds  will  be  made  as  set 
forth  In  section  IV  hereof.    Delivery  of 
the  new  bonds  will  be  made  on  March  9. 
1962.    The  amount  of  the  offering  under 
this    circular    will    be    limited    to    the 
amount    of   the   2%    percent   Treasury 
Bonds  of  1965  tendered  In  exchange  and 
accepted.     The  books  will  be  open  for 
the  receipt  of  subscrlpOons  for  this  Issue 
from  all  classes  of  subscribers  from  Feb- 
ruary 19  through  February  21.  1962.  and. 
In  addition,  subscriptions  may  be  sub- 
mitted by  individuals  through  February 
28,  1962.     For  this  purpose  individuals 
are  defined  as  natural  persons  in  their 
own  right. 

2.  In  addition  to  the  offering  under 
this  circular,  holders  of  the  2^8  percent 
Treasury  Bonds  of  1965  are  offered  the 
privilege  of  exchanging  all  or  any  part 
of  such  bonds  for  4  percent  Treasury 
Bonds  of  1971,  which  offering  is  set  forth 
in  Department  Circular,  Public  Debt 
Series — No.  4-62.  issued  simultaneously 
with  this  circular. 

3.  Nonrecognition  of  gain  or  loss  for 
^deral  income  tax  purposes:  Pursuant 
to  the  provisions  of  section  1037(a)  of 
the  Internal  Revenue  Code  of  1954  as 
added  by  PubUc  Law  86-346  (approved 
September  22,  1959).  the  Secretary  of 
the  Treasury  hereby  declares  that  no 
gain  or  loss  shall  be  recognized  for  Fed- 
eral Income  tax  purposes  upon  the  ex- 
change with  the  United  States  of  the 
2%  percent  Treasury  Bonds  of  1965 
solely  for  the  4  percent  Treasury  Bonds 
of  1980.  Oain  or  loss,  if  any.  upon  the 
obllgaticms  surrendered  in  exchange  will 
be  taken  into  account  upon  the  disposi- 
tlMi  or  redemption  of  the  new  obliga- 
tions. 

n.  Description  of  bonds.  1.  The 
bonds  now  offered  will  be  an  addition 
to  and  will  form  a  part  of  the  series  of 
4  percent  Treasury  Bonds  of  1980  Issued 
pursuant  to  Department  Circular  No. 
1020,  dated  January  12.  1959,  will  be 
free^  interchangeable  therewith,  and 
are  identical  in  all  respects  therewith 
except  that  Interest  on  the  bonds  to  be 
issued  imder  this  circvilar  will  accrue 
from  March  1. 1962.  Subject  to  the  pro- 
vision for  the  accrual  of  Interest  from 
March  1, 1962,  on  the  bonds  now  offered. 
the  bonds  are  described  in  the  following 
quotation  from  Department  Circular  No. 
1020: 

1.  The  bonds  will  b«  dated  January  33. 
1959.  and  will  bear  Intereet  from  that  date 
at  the  rate  of  4-percent  per  annum,  payable 
on  a  aemlannual  basis  on  Augxut  15,  1959, 
and  thereafter  on  Febniary  16  and  August  15 
In  each  year  untU  the  principal  amount  be- 
comes payable.  They  will  mature  February 
15,  1980,  and  will  not  be  subject  to  call  for 
redemption  prior  to  mat\irlty. 

a.  The  Income  derived  from  the  bonds  Is 
subject  to  all  taxes  Imposed  under  the  In- 
ternal Revenue  Code  of  1054.  The  bonds  are 
subject  to  estate.  Inheritance,  gift  or  other 
erclse  taxes,  whether  Federal  or  State,  but 
are  exempt  from  all  taxation  now  or  here- 
after Impoeed  on  the  principal  or  Interest 
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thereof  by  any  State,  or  any  of  the  posses- 
sions of  the  United  States,  or  by  any  local 
taxing  authority 

3.  The  bonds  will  be  acceptable  to  secure 
deposits  of  public  moneys. 

4.  Bearer  bonds  with  Interest  coupons  at- 
tached, and  bonds  registered  as  to  principal 
and  Interest,  will  be  Issued  in  denomina- 
tions of  $500.  SIOOC,  •5,000.  $10,000.  $100,000, 
and  $1.000 .(XX)  Provision  will  t>e  made  for 
the  Interchange  of  bonds  of  different  denomi- 
nations and  ol  coupon  and  registered  t>onds. 
and  for  ihe  trrt.nsfer  of  registered  bonds, 
under  rules  and  reKulatlons  prescribed  by 
the  Secretary  of  the  Treasury 

5  Any  bonds  Issued  hereunder  which  upon 
the  death  of  the  owner  constitute  part  of 
his  estate,  will  be  redeemed  at  the  option 
of  the  duly  constituted  representatives  of 
the  deceased  owner  s  estate,  at  par  and  ac- 
crued interest  to  date  of  payment;  '  Pro- 
vided 

(ai  That  the  bonds  were  actually  owned 
by  the  decedent  at  the  time  of  his  death: 
and 

(bi  That  the  Secretary  of  the  Treasury  be 
authorized  to  apply  the  entire  proceeds  of 
redemption  to  the  payment  of  Federal  estate 
taxes. 

Registered  bonds  submitted  for  redemption 
hereunder  must  be  duly  assigned  to  '"The 
Secretary  of  the  Treasury  for  redemption. 
the  proceeds  to  be  paid  to  the  District  Di- 
rector   of    Internal    Revenue    at    

for  credit  on  Federal  estate  taxes  due  from 

esute  of  .- ---"      Owing  to  the  periodic 

closing  of   the   transfer  books  and   the   Im- 
possibility of  stopping  payment  of  Interest 
to   the   registered   owner   during    the   closed 
period,    registered    bonds   received   after   the 
closing  of  the  books  for  payment  during  such 
closed  period  will  be  paid  only  at  par  with 
a   deduction    of    Interest    from    the   date   of 
payment  to  the  next  Interest  payment  date;  ' 
bonds  received  during  the  closed  period  for 
payment  at   a  date   after  the   books  reopen 
win  be  paid  at  par  plus  accrued  Interest  from 
the  reopening  of  the   books  to  the  date  of 
payment      In  either  case  checks  for  the  full 
six  months'  Interest  due  on  the  last  day  of 
the  closed   period  will  be   forwarded   to  the 
owner  In  due  course      All  bonds  submitted 
must    be    accompanied    by    Form    PD    1782,' 
properly  completed,  signed  and  certified,  and 
by  proof  of  the  representatives'  authority  In 
the  form  of  a  court  certificate  or  a  certified 
copy  of   the   repi^sentatlves'    letters  -of   ap- 
pointment Issued  by  the  court.     The  certifi- 
cate, or  the  certification  to  the  letters,  must 
be  under  the  seal  of  the  court,  and  except 
In    the    case   of    a   corporate    representative, 
must  contain  a  statement  that  the  appoint- 
ment Is  in   full   force  and  be   dated   within 
six  months  prior  to  the  submission  of  the 
bonds,  unless  the  certificate  or  letters  show 
that  the  appointment  was  made  within  one 
year  Inunedlately  prior  to  such  submission. 
Upon    payment    of    the    bonds    appropriate 
memorandum  receipt   will  be  forwarded  to 
the  representatives,   which  will   be  followed 
In   due   course   by    formal   receipt    from   the 
District  Director  of  Internal  Revenue. 

8.  The  bonds  will  be  subject  to  the  general 
regulations  of  the  Treasury  Department,  now 
or  hereafter  prescribed,  governing  United 
States  bonds. 


« An  exact  half-year's  interest  Is  computed 
for  each  full  half-year  period  Irrespective  of 
the  actual  number  of  days  In  the  half  year. 
For  a  fractional  part  of  any  half  year,  com- 
putation Is  on  the  basis  of  the  actual  number 
of  days  in  such  half  year. 

» The  transfer  books  are  closed  from  Jan- 
uary 18  to  February  15.  and  from  July  18  to 
August  15  (both  dates  Inclusive)  In  each 
year. 

•  Copies  of  Form  PD  1782  may  be  obtained 
from  any  Federal  Reserve  Bank  or  from  the 
Treasury  Department,  Washington  3fi,  D.C. 


III.  Subscription   and   aUotwmtt    i 
Subscriptions    will    be   recely«d  at  % 
Federal    Reserve    Banks   and  ftag^ 
and  at  the  OCBce  of  the  Treaavi^ 
the  United  States,  Washington  S|,  d? 
Banking  institutions  generally  BMf  i^ 
mit   subscriptions  for   account  of  f% 
tomers.    provided    the    names   a(  |w 
customers   are   set  forth  in  such 
scriptions.  but  only  the  Federal 
Banks    and    the   Treasury  De 
are  authorized  to  act  as  official  ^ 

2.  The  Secretary  of  the  Treasury'^ 
serves  the  right  to  reject  or  redoee  t^ 
subscription,  and  to  allot  less  thsa  tb 
amount  of  bonds  applied  for;  sad  ii^ 
action  he  may  take  in  these  rrnnni 
shall  be  final  Subject  to  these  rt«r. 
vations.  all  subscriptions  will  be  tOottad 
in  full.  Allotment  notices  win  be  ■«) 
out  promptly  upon  allotment. 

rv.  Payment.    1.  Payment  for  the  fiei 
amount    of    bonds    allotted    hereonte 
must  be  made  on  or  before  Ifamfa  I, 
1962.  or  on  later  allotment,  and  aiy 
be  made   only   in   a  like   face  umobI 
of  2H  percent  Treasury  Bonds  of  IMI^ 
which  should  accompany  the  rataRd^ 
tion.     Coupons  dated  August  16,  INI, 
and  all  subsequent  coupons,  must  bs  ^ 
tached  to  the  2%  percent  bonds  of  vm 
in  bearer  form  when  surrendered.   Ae> 
crued    interest    from    February   U  ti 
Marx;h    1.    1962    ($1.01519    per  $1.M) 
on  the  2%  percent  bonds  will  be  ersditil, 
accrued   interest  from  February  U  li 
March  1,  1962  ($1.54696  per  $1,000)  jkm 
the  payment  ($2.50  per  $1,000)  dosIlM 
United  States  on  account  of  the  Im 
price  of  the  new  bonds  will  be  chMtrf, 
and  the  difference  ($3.03177  per  $UII) 
must  be  paid  by  subscribers  and 
accompany  the  subscription. 

V.  Assignment  of  registered 
1.  Treaisury  Bonds  of  1965  in  re 
form  tendered  in  payment  for  bcdodi  d 
fered  hereunder  should  be  asslgnBdlf 
the  registered  payees  or  ■  " 
thereof,  in  accordance  with  the 
regulations  of  the  Treasury  Dep 
governing  assignments  for  trantfcr  m 
exchange,  in  one  of  the  forms  heiMfls 
set  forth,  and  thereafter  should  be  ■^ 
rendered  to  a  Federal  Reserve  Bank  « 
Branch  or  to  the  Office  of  the  Tresanr 
of  the  United  States,  Washingtca  1^ 
DC.  If  the  new  bonds  are  desired 
tered  in  the  same  name  as  the 
surrendered  in  exchange,  the  assii 
should  be  to  "The  Secretary  of 
Treasury  for  exchange  for  4  pa 
Treasury  Bonds  of  1980" ;  If  the  Bit 
bonds  are  desired  registered  In  aa " 
name,  the  assignment  should  be  to 
Secretary  of  the  Treasury  for  exd 
for  4  percent  Treasury  Bonds  of  UB 

in   the   name   of    ";   ^  "* 

bonds  in  coupon  form  are  desired. 
assigrunent  should  be  to  'The  Bear 
of  the  Treasury  for  exchange  f«  4 
cent  Treasury  Bonds  of  1980  In 

form  to  be  delivered  to 

VI.  General  provisions.  1.  As 
agents  of  the  United  States,  I 
Reserve  Banks  are  authorized  and^J» 
quested  to  receive  subscriptions,  to  Wtm 
allotments  on  the  basis  and  up  $0  tit 
amounts  indicated  by  the  Secretary* 
the  Treasury  to  the  Federal  R«"*J 
Banks  of  the  respective  Districts,  to  » 
sue  allotment  notices,  to  receive 
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.^-.j,  ftUotted.  to  make  delivery  of 
•?l?!l«full-oaid  subscriptions  aUotted, 
•5*^5*  may  issue  interim  receipto 
•^JSrSeUyery  of  the  definitive  bonds. 
»^^  Secrcury  of  the  Treasury  may 
..  J?Ume,  or  from  time  to  time,  pre- 
iSfttmplonental  or  amendatory  rules 
*r!i2»Uons  Kovei-ning  the  offering. 
U^Vui  be  communicated  promptly 
fJ5  federal  Reserve  Banks. 

f«ALl  Douglas  Dillon. 

Secretary  of  the  Treasury. 

*-    DOC    62  1925;    Filed,    Feb.    26,    1962; 
I""  8  49  ami 


in»t  Circular,  Public  Debt  Serl 
'^  No.  6-621 

iV,  KICENT  TREASURY  BONDS  OF 
*  1990 

Offering  of  Bonds 

February  19, 1962. 

I  Offering  of  bonds.     1.  The  Secre- 

tafvof  the  Treasury,  pursuant  to  the  au- 

of  the  Second  Liberty  Bond  Act, 

ded   Invites  subscriptions  from 

,™ie  of  the  United  SUtes  for  bonds 

.United  States,  designated  3^  per- 
^"Vreasury  Bonds  of  1990: 

U)  At  101.50  percent  of  their  face 
^oe  in  exchange  for  2  Vi  percent  Treas- 
^Bonds  of  1967-72.  dated  October  20. 
no,  due  September  15. 1972.  in  amounts 
^IfOI  or  multiples  thereof: 

(J)  At  101.25  percent  of  their  face 
nine  in  exchange  for  2  Vi  percent  Treas- 
■yBoDdsof  1967-72.  dated  June  1, 1945, 
4m  June  15,  1972;  or 

(I)  At  101.75   percent  of  their  face 
iriae  In  exchange  for  2  'iz  percent  Treas- 
wf  Bonds  of  1967-72.  dated  November 
H 1M5.  due  December  15,  1972. 
Tht  esah  payments  due  from  the  sub- 
Mftar  on  account  of  the  issue  prices  of 
tensw  bonds  Issued  In  exchange  for  the 
Vk  percent  Treasury  Bonds,  (a)  dated 
October  20, 1941,  due  September  15, 1972 
mM  per  $1,000),  (b)  dated  June  1, 
IM.  due  June  15.  1972  ($12.50  per  $1.- 
M),  and  (c)  dated  November  15.  1945. 
«MDsoember  15, 1972  ($11.50  per  $1,000) 
vm  bs  payable  by  the  subscriber  as  set 
iKth  In  Section  IV  hereof.    Intorest  will 
bi  adjusted  as  of  March  1,  1962.  as  set 
tscOi  In  Section  IV  hereof.    Delivery  of 
Am  new  bonds  will  be  made  on  March  16, 
im  The  amount  of  the  offering  under 
ttiteditular  will  be  limited  to  the  amount 
tl  tbe  diglble  bonds  tendered  In  ez- 
itmm  and  accepted.   The  books  will  be 
ipn  for  the  receipt  of  subscriptions  for 
ttii  lane  from  all  classes  of  subscribers 
from  FM)ruary  19  throu^  February  21, 
vm,  and.  In  addition,  subscriptions  may 
\»  sobmitted   by   individuals   through 
Mraary  28. 1962.    For  this  purpose  in- 
IMdoals  are  defined  as  natural  persons 
in  thdr  own  right. 

1  In  addition  to  the  offering  under 
ttilsdreular,  holders  of  the  eligible  bonds 
•It  offered  the  privilege  of  exchanging 
•D  or  any  'part  of  such  bonds  for  3^ 
percent  Treasury  Bonds  of  1998,  which 
otertDg  is  set  forth  in  Department  Cir- 
adar.  Public  Debt  Seriea— No.  7-62, 
Innd  simultaneously  with  this  circular. 

$.  Konrecognltlon  of  gain  or  loss  for 
Meral  income  tax  purposes:  Pursuant 
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to  the  provisions  of  section  1037  (a)  of 
the  Internal  Revenue  Code  of  1954  as 
added  by  PubUc  Law  86-346  (84>proved 
Snitember  22,  1950).  the  Secretary  of 
the  Treasury  heretoy  declares  that  no 
gain  or  loss  shall  be  recognized  for  Fed- 
eral income  tax  purposes  upon  the  ex- 
change with  the  United  States  of  the 
eligible  bonds  enumerated  In  paragraph 
one  of  this  section  solely  for  the  ^2  per- 
cent Treasury  Bonds  of  1990.    Gain  or 
loss,  if  any,  upon  the  obllgatioiis  sur- 
rendered in  exchange  will  be  taken  into 
account  upon  the  disposition  or  redemp-- 
tlon  of  the  new  obligations. 

n.  Description     of     bonds.     1.     The 
bonds  now  offered  will  be  an  addition 
to  and  will  form  a  part  of  the  series  of 
3»/i  percent  Treasury  Bonds  of  1990  is- 
sued pursuant  to  Department  Circulars 
Nos.  1005,  1051.  and  1066.  dated  Febru- 
ary 3,   1958.  September   12,   1960,   and 
September  11,  1961,  respectively,  will  be 
freely   interchangeable    therewith,   and 
are  identical  in  all  respects  therewith 
except  that  interest  on  the  bonds  to  be 
issued  imder  this  circular  will   accrue 
from  March  1. 1962.    Subject  to  the  pro- 
vision for  the  accrual  of  interest  from 
March  1. 1962.  on  the  bonds  now  offered, 
the  bonds  are  described  in  the  following 
quotation    from    Department    Circular 
No.  1005: 


1.  The  bonds  will  be  dated  February  14. 
1958,  ftttrt  will  bear  interest  from  that  date 
at  the  rate  of  8»/i  percent  per  annum,  pay- 
able on  a  semiannual  basis  on  August  15, 
1058.  and  thereafter  on  February  15  and 
August  15  in  each  year  until  the  principal 
amount  becomes  payable.  They  will  matiire 
February  18,  IMO.  and  wUl  not  be  subject  to 
call  for  redemption  prior  to  maturity. 

9.  The  Income  derived  from  the  bonds  Is 
subject  to  all  taxes  Imposed  under  the  Inter- 
nal BcvenuB  Code  of  1964.  The  bonds  are 
subject  to  estate.  Inheritance,  gift  or  other 
excise  taxes,  whether  Federal  or  SUte.  but  are 
exempt  from  »U  taxation  now  or  hereafter 
imposed  on  the  principal  or  Interest  thereof 
by  any  State,  or  any  of  the  possessions  of 
the  United  SUtes.  or  by  any  local  taxing 
authority.  , ,    ^ 

8.  THe  bonds  will  be  acceptable  to  secure 
deposits  of  public  moneys. 

CBever  bonds  with  interest  coupons 
attached,  and  bonds  registered  as  to  princi- 
pal and  Interest.  wlU  be  issued  In  denomina- 
tions of  8500.  81.000,  $5,000.  SIO.OOO.  $100,000. 
and  81X)00.000.  Provisions  wUl  be  made  for 
tbe  Interchange  of  bonds  of  different  denom- 
inations and  of  eouponand  registered  bonds, 
•nd  Xoe  the  transfer  of  registered  bonds, 
under  rules  and  regulations  prescribed  by 
tbeSaerstary  at  the  Treasury. 

6.  Any  bonds  issued  hereunder  which  upon 
the  death  of  the  owner  constitute  part  of 
his  estate,  will  be  redeemed  at  the  option  of 
the  dtdy  constituted  representatives  of  the 
deceased  owner's  estate,  at  par  and  accrued 
Interest  to  date  of  payment: »  Propided; 

(a)  lliat  tbe  bonds  were  actually  owned 
toy  tbe  deeedent  at  the  time  of  his  death; 

•ad  . 

(b)  Tliat  tbe  Secretary  of  the  Treasury  be 
authorized  to  apply  the  entire  proceeds  of 
rwlf*T"pti«n  to  the  payment  of  Federal  estate 
taxes. 

Registered  bonds  submitted  for  redempU<Mi 
hereunder  must  be  duly  assigned  to  "The 
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Secretary  of  the  Treasury  for  redsmptioa. 
the  proceeds  to  be  paid  to  tbe  DIstrk*  Mtao 

tor  of  Internal  Revenue  at -~.  Cor 

credit    on  Federal   estate   twus   due   ttcm 

estate  of "    Owing  to  the  psrtodla 

closing  of  the  transfer  hooka  and  the  biqna- 
siMllty  of  stopping  payment  o*  Intsrset  to 
the    registered    owner    diving    tbe    cteeed 
period,  registered  bonds  received  aftsr  tbe 
closing  of  the  books  for  pajment  during  wflh 
closed  period  wlU  be  paid  only  at  par  with  a 
deduction  of  Interest  from  the  date  of  pay- 
ment to  the  next  interest  payment  date;* 
bonds  received  during  the  closed  pertod  for 
payment  at  a  date  after  the  bortcs  reopen  will 
be  paid  at  par  plus  accrued  interest  from  the 
reopening  of  the  books  to  tbe  date  of  pay- 
ment.   In  either   case   checks  for   the  fuU 
six  months'  interest  due  on  the  last  day  of 
the  closed  period  will  be  forwarded  to  tbe 
owner  In  due  course.    All  bonds  submitted 
must  be   accompanied   by   Form  PO   178a.» 
properly  completed,  signed  and  certified,  and 
by  proof  of  the  representatives'  authority  In 
the  form  of  a  court  certificate  or  a  csrttfled 
copy  of  the  rejw-esentatlves'  letters  of  ap- 
pointment Issued  by  the  court.    The  osrtifl- 
cate.  or  the  certlflcaUon  to  the  letters,  must 
be  under  the  seal  of  the  court,  and  except 
in  the  case  of  a  corporate  representative. 
must  contain  a  statement  that  the  appoint- 
ment Is  m  fuU  force  and  be  dated  wltbla 
six  months  prior  to  the  submlasloa  et  the 
bonds,  unless  the  certtflcate  or  letters  show 
that  the  appointment  was  made  within  one 
year  immediately  prior  to  sticb  suhmtssUw. 
Upon   payment   of   the   bonds   appropriate 
memorandum  receipt  wUl  be  forwarded  to 
the  representatives,  which  will  ^^^^^ 
in  due  course  by  formal  receipt  from  the 
District  Director  of  Internal  Ravenua. 

6.  The  bonds  wlU  be  subject  to  tbe  general 
regiUatlons  of  the  Treasury  Department,  now 
or  hereafter  prescribed,  governing  United 
States  bonds. 


TTT  Subscription  and  ollotmenf.  1. 
Subscriptions  wiU  be  received  at  the  Fed- 
eral Reserve  Banks  and  Branches  and 
at  the  Office  of  the  Treasurer  of  the 
United  States.  Washington  25,  DX3. 
Banking  Institutions  generally  may  «ub- 
mit  subscriptions  for  account  of  cus- 
tomers, provided  tbe  namea  of  the 
customers  are  set  forth  in  such  mbscnp- 
Uons.  but  only  the  Federal  Reserve  Banks 
and  the  Treasury  Department  are  au- 
thorized to  act  as  official  agencica. 

2.  The  Secretary  of  the  Treasury  re- 
serves the  right  to  reject  or  reduce  any 
subscription,  and  to  allot  less  than  the 
amount  of  bonds  appUed  for;  and  any 
action  he  may  take  in  these  respeeta 
shall  be  final.  Subject  to  theee  reserra- 
tions,  all  subscriptltms  win  be  allotted  to 
full.  AUotmoit  notices  win  be  sent  out 
promptly  upon  allotment. 

IV.  Payment  1.  Payment  tar  the 
face  amount  of  bonds  allotted  hereunder 
must  be  made  on  or  before  llareh  16, 
1962.  or  on  later  allotment,  and  may  be 
made  only  in  a  like  face  amount  of  the 
three  series  of  bonds  enumerated  to 
paragraph  one  of  Sectl<m  I  herecrf.  wnlch 
should  accompany  the  subscrlptioa. 

2.  2Vi  percent  bonds  of  September  15. 
1972 :  Coupons  dated  March  15, 1»62,  and 
all  subsequent  coupons,  must  be  attached 
to  the  2  Vi  percent  bonds  due  September 


«  As  exact  half-year's  Interest  Is  computed 
for  each  fnn  half-year  period  irrespective  oC 
the  actual  number  of  days  in  the  half  year. 
For  a  fraeUonal  part  of  any  half  yewr.  com- 
putation Is  on  the  basis  of  the  actual  number 
of  days  In  such  half  year. 


•  The  transfer  hooks  are  closed  from  Janu- 
ary 16  to  February  18.  and  from  July  18  to 
August  18  (both  datse  Inclusive),  to  eaek 

'^Copiss  of  Form  PD  1783  may  be  obtalMd 
from  any  Federal  Reserve  Bank  or  »««  «^ 
Treasury  Department.  Wartitogton  IB,  D.O. 
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15,  1972,  In  bearer  form,  when  sur- 
rendered. Accrued  Interest  from  Sep- 
tonber  15,  1961.  to  March  1,  1962 
($11.53315  per  $1,000)  on  the  2^  percent 
bonds  will  be  credited,  accrued  Interest 
from  February  15  to  March  1,  1962 
($1.35359  per  $1,000)  plus  the  payment 
($15.00  per  $1,000)  due  the  United  States 
on  account  of  the  issue  price  of  the  new 
bonds  will  be  charged,  and  the  differ- 
oice  ($4.82044  per  $1,000)  must  be  paid 
by  subscribers  and  should  accompany 
the  subscription. 

3.  2Vi  percent  bonds  of  June  15,  1972: 
Coupons  dated  J\uie  15.  1962.  and  all 
subsequent  coupons,  must  be  attached  to 
the  2V4  percent  bonds  due  June  15,  1972, 
in  bearer  form,  when  surrendered.  Ac- 
crued Interest  from  December  15,  1961, 
to  March  1. 1962  ($5.21978  per  $1,000)  on 
the  2Mt  percent  bonds  will  be  credited. 
accrued  interest  from  February  15  to 
March  1,  1962  ($1.35359  per  $1,000)  plus 
the  payment  ($12.50  per  $1,000)  due  the 
United  States  on  account  of  the  Issue 
price  of  the  new  bonds  will  be  charged. 
and  the  difference  ($8.63381  per  $1,000) 
must  be  paid  by  subscribers  and  should 
accompany  the  subscription. 

4.  2^  percent  bonds  of  December  15, 
1972:  Coupons  dated  June  15,  1962.  and 
all  subsequent  coupons,  must  be  attached 
to  the  2^  percent  bonds  due  December 
15,  1972.  in  bearer  form,  when  siu-- 
rendered.  Accrued  interest  from  De- 
cember 15.  1961.  to  March  1.  1962 
($5.21978  per  $1,000)  on  the  2V2  percent 
bonds  wiU  be  credited,  accrued  Interest 
from  February  15  to  March  1.  1962 
($1.35359  per  $1,000)  plus  the  payment 
($17.50  per  $1,000)  due  the  United  States 
on  accoimt  of  the  issue  price  of  the  new 
bonds  will  be  charged,  and  the  difference 
($13.63381  per  $1,000)  must  be  paid  by 
subscribers  and  should  accompany  the 
subscription. 

V.  Aasignment  of  registered  bonds. 
1.  Treasury  Bonds  of  the  three  eligible 
series  in  registered  form  tendered  in  pay- 
ment for  bonds  offered  hereunder  should 
be  assigned  by  the  registered  payees  or 
assignees  thereof,  in  accordance  with  the 
general  regulations  of  the  Treasury  E>e- 
partment  governing  assignments  for 
transfer  or  exchange,  In  one  of  the  forms 
hereafter  set  forth,  and  thereafter  should 
be  surrendered  to  a  Federal  Reserve 
Bank  or  Branch  or  to  the  Office  of  the 
Treasurer  of  the  United  States.  Wash- 
ington 25.  D.C.  If  the  new  bonds  are 
desired  registered  in  the  same  name  as 
the  bonds  surrendered  In  exchange,  the 
assignment  should  be  to  "The  Secretary 
of  the  Treasury  for  exchange  for  3V2 
percent  Treasury  Bonds  of  1990":  if  the 
new  bonds  are  desired  registered  in  an- 
other name,  the  assignment  should  be 
to  "The  Secretary  of  the  Treasury  for 
exchange  for  3  Mi  percent  Treasury  Bonds 

of  1990  in  the  name  of ";  if 

new  bonds  in  coupon  form  are  desired, 
the  assignment  should  be  to  "The  Secre- 
tary of  the  Treasury  for  exchange  for  3  V2 
percent  Treasury  Bonds  of  1990  In 
coupon  form  to  be  delivered  to ". 

VI.  Oeneral  provisont.  1.  As  fiscal 
agents  of  the  United  States.  Federal  Re- 
serve Banks  are  authorized  and  re- 
quested to  receive  subscriptions,  to  make 
allotments  on  the  basis  and  up  to  the 


NOTICES 

amounts  indicated  by  the  Secretary  of 
the  Treasury  to  the  Federal  Reserve 
Banks  of  the  respective  Districts,  to  issue 
allotment  notices,  to  receive  payment  for 
bonds  allotted,  to  make  delivery  of  bonds 
on  full-paid  subscriptions  allotted,  and 
they  may  issue  interim  receipts  pending 
delivery  of  the  definitive  bonds. 

2.  The  Secretary  of  the  Treasury  may 
at  any  time,  or  from  time  to  time,  pre- 
scribe supplemental  or  amendatory  rules 
and  regulations  governing  the  offering, 
which  will  be  communicated  promptly  to 
the  Federal  Reserve  Banks. 

(SEAL)  Douglas  Dh-lon. 

Secretary  of  the  Treasury. 

(PR     Doc      62   1926:     Piled.    Peb.    26.    1962; 
8  49  am  I 


,^  february  27,  1962 
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jDept  Circular  Public  Debt  Series- 
No.  7-62) 

3Va    PERCENT  TREASURY  BONDS  OF 
1998 

Offering  of  Bonds 

FiBRUARY  19,  1962. 

I.  Offering  of  bonds.  1.  The  Secre- 
tary of  the  Treasury,  pursuant  to  the 
authority  of  the  Second  Liberty  Bond 
Act,  as  amended,  invites  subscriptions 
from  the  people  of  the  United  States 
for  bonds  of  the  United  States,  desig- 
nated 3 '2  percent  Treasury  Bonds  of 
1998 ' 

(1)  At  100.25  percent  of  their  face 
value  in  exchange  for  2  4  percent  Treas- 
ury Bonds  of  1967-72.  dated  October  20, 
1941.  due  September  15.  1972.  in  amounts 
of  $500  or  multiples  thereof; 

(2)  At  par  in  exchange  for  2'i  per- 
cent Treasury  Bonds  of  1967-72,  dated 
June  1,  1945,  due  June  15,  1972;  or 

(3)  At  100.50  percent  of  their  face 
value  in  exchange  for  2  •  2  percent  Treas- 
ury Bonds  of  1967-72.  dated  November 
15,  1945,  due  December  15.  1972. 

The  cash  payments  due  from  the  sub- 
scriber on  account  of  the  issue  prices  of 
the  new  bonds  issued  in  exchange  for 
the  2»2  percent  Treasury  Bonds,  (a) 
dated  October  20.  1941.  due  September 
15. 1972  ($2.50  per  $1,000)  and  (b)  dated 
November  15,  1945.  due  December  15, 
1972  ($5.00  per  $1,000)  will  be  payable 
by  the  subscriber  as  set  forth  In  Sec- 
tion rv  hereof.  Interest  will  be  adjusted 
as  of  March  1.  1962.  as  set  forth  in  Sec- 
tion IV  hereof.  Delivery  of  the  new 
bonds  will  be  made  on  March  16,  1962. 
The  amount  of  the  offering  under  this 
circular  will  be  limited  to  the  amount  of 
the  eligible  bonds  tendered  in  exchange 
and  accepted.  The  books  will  be  open 
for  the  receipt  of  subscriptions  for  this 
issue  from  all  classes  of  subscribers  from 
February  19  through  February  21.  1962> 
and,  in  addition  subscriptions  may  be 
submitted  by  Individuals  through  Febru- 
ary 28,  1962.  For  this  purpose  individ- 
uals are  defined  as  natural  persons  in 
their  own  right. 

2.  In  addition  to  the  offering  under 
tills  circular,  holders  of  the  eligible 
bonds  are  offered  the  privilege  of  ex- 
changing all  or  any  part  of  such  bonds 
for  3>^  percent  Treasury  Bonds  of  1990, 
which  offering  is  set  forth  in  Depart- 


ment Circular,  Public  Debt         __ 
6-62,    Issued    simultaneously   with  £ 
circular. 

3.  Nonrecognition  of  gain  ot  Ion  ^ 
Federal  income  tax  purposes:  PaaMi 
to  the  provisions  of  section  1037(a)  tf 
the  Internal  Revenue  Code  of  1814^ 
added  by  Public  Law  86-346  tsrmmi 
September  22.   1959),  the  8ecrctaiy|( 
the   Treasury  hereby  declares  that  ^ 
gain  or  loss  shall  be  recognized  for  W^ 
eral  income  tax  purposes  upon  tla  ^ 
change  with  the  United  States  of  tte 
eligible  bonds  enumerated  In  pangi^ 
one  of  this  section  solely  for  tlM  |K 
percent  Treasury  Bonds  of  199$.    ~ 
or   loss,   if   any,   upon   the 
surrendered  In  exchange  will  be 
into  account  upon  the  disposition  or 
demption  of  the  new  obligacUoBs. 

II.  Description  of  bonds.  1.  Tbe 
now  offered  will  be  an  addition  to  __ 
win  form  a  part  of  the  series  o(  ||4 
percent  Treasury  Bonds  of  1998  \tt^ 
pursuant  to  Department  CTlrcudsn  Xg^ 
1052  and  1067.  dated  September  U,  IH^ 
and  September  11, 1961.  respeett?ely.«| 
be  freely  Interchangeable  therewith,  a^ 
are  identical  in  all  respects  therewith  » 
cept  that  Interest  on  the  bonds  ti  || 
issued  under  this  circular  wffl 
from  March  1,  1962.  Subject  to  tha 
vision  for  the  accrual  of  Interest  Inb 
March  1.  1962,  on  the  bonds  now  «|> 
fered.  the  bonds  are  described  in  (h 
following  quotation  from  Depertaal 
Circular  No.  1052: 

1  The  bonds  will  be  dated  Octobir  I,  Mi 
and  will  bear  Interest  from  that  ilatt  at  •■ 
rate  of  3>,  percent  per  annum.  pvftMtm 
a  semiannual  basis  on  May  15  and 
15,  1961.  and  thereafter  on  Uay  ift 
%-ember  15  In  each  year  untU  Um 
amount  becomes  payable.  They  wUl 
November  15.  1998.  and  will  not  bt 
to  call  for  redemption  prior  to 

3  The  Income  derived  from  the 
subject  to  all  taxes  Imposed  undtr  tki  ^ 
ternal  Revenue  Code  of  IBM.  Tb«baa*ai 
subject  to  estate.  Inheritance,  gift  or  tUm 
excise  taxes,  whether  Federal  or  Stita  M 
are  exempt  from  all  taxation  now  or  b0^ 
after  Imposed  on  the  principal  or  talawl 
thereof  by  any  State,  or  any  of  tbe  paa» 
slons  of  the  United  States,  or  by  uqr  iMri 
taxing  authority. 

3  The  bonds  will  be  acceptabto  to  » 
cure  deposits  of  public  moneys. 

4.  Bearer  bonds  with  interest  ooupou  S^ 
tached.  and  bonds  registered  as  to  prlaaipl 
and  Interest,  will  be  Issued  In  dwiWiiM 
tlons  of  1500,  91.000.  05.000.  010.000.  OlOUIII 
and  «1,(XX).000.  Provision  will  be  aoit  ftr 
the  Interchange  of  bonds  of  dllfi 
nominations  and  of  coupon  and 
bonds,  and  for  the  transfer  of 
bonds,  under  rules  and  regulations 
by  the  Secretary  of  the  Treaaury. 

5  Any  bonds  issued  hereunder  wblehl^a 
the  death  of  the  owner  constitute  port  < 
his  estate,  will  be  redeemed  at  the  <T<** 
of  the  duly  constituted  repreeentat***  < 
the  deceased  owner's  estate,  at  per  eai  ••• 
crued  Interest  to  date  of  payment: »  *•► 
tided 

(a)  That  the  bonds  were  actually 
by  the  decedent  at  the  time  of  bto 
and 


^.  •mat  the  Secretary  of  the  Treasury  be 
^L2-d  to  apply  the  entire  proceeds  of 
'  "^^  to  the  payment  of  Federal  estate 


'  An  exact  half-year's  Interest  U  — -^ 
for  each  full  half-year  period  IrreopoctlW  • 
the  actual  number  of  days  In  the  hsif  TJ* 
For  a  fractional  part  of  any  hall  jm*.  0*^ 
put  a  lion  Is  on  the  basis  of  the  aetosi  "^ 
ber  uf  days  In  such  half  year. 


bonds  submitted  for  redemption 

.  must  be  duly  assigned  to  "The 

...•«  <tf  the   Treasury   for   redemption, 

f**^,    to    be    paid    to   the   DUtrlct 

__i!rrflnternal  Revenue  at — — 

•"^Sft  on  Federal  estate  taxes  due  from 
$r  «wjt  0^  '  .,    Owing  to  the  periodic 

iH  of  the  transfer  books  and  the   im- 
*25iH«  of  stopping  payment  of  interest 
pJ^SJld'^^owner  during  the  clo^ 
•!?  Stered  bonds  received  after  the 
W^  ?the   books   for   payment  during 
••"LiM^  period  wUl  be  paid  only  at  par 
2  TdSluctlon  of  interest  from  the  date 
*•  tmMit  to  the  next   Interest  payment 
•J^T^d,  received  during  the  closed  p«- 
5?a»W«^«nt  at  a  date  after  the  book* 
^.rJni    be   paid    at   par    plus   accrued 
ggL  from  the  reopening  of  the  books  to 
W^rL  ^  payment.    In  either  case  checks 
rfaTfuH  »U  months'  interest  due  on  the 
tLlLr^  the  cloeed  period  wUl  be  lor- 
ISi^to  the    owner    In    due   course.     All 
STiubmltted  must  be   accompanied  by 
ZaFD  1782"  properly  completed,  signed 
SSJtifled.  aiid  by  proof  of  the  representa- 
E^Mttoilty  in  the  form  of  a  court  cer- 
Sto  or  a  certified  copy  of  the  representa- 
Slatters  of  appointment  Issued  by  the 
ISltS^  certificate,  or  the  certification 
•  ^^  letters    must  be   under  the  seal  of 
as  tfort.  and  except  in  the  case  of  a  cor- 
T^  rtPresentetlve.  must  contain  a  state- 
MsTthat  the  appointment  Is  In  full  force 
TL  dated  within  six  months  prior  to  the 
iton  of   the   bonds,   unless  the   oer- 
,  or  letters  show  that  the  appointment 
^  Mkde    within    one    year    Immediately 
Sr  to  such  submission.     Upon  payment 
^tts  bonds  appropriate  memorandxun  re- 
Zm  wttl  he  forwarded  to  the  represenU- 
S.  wtilch  will  be  followed  In  due  course 
{Jtanal  receipt  from  the  DlsUlct  Director 
rfM«iial  Revenue. 

1  A*  bonds  will  be  subject  to  the  gen- 
■il  wtulaUons  of  the  Treasury  Department. 
^  or  hereafter  prescribed,  governing 
States  bonds. 


m  Subscription    and   allotment.     I. 
I^Hfiptlons  will  be  received  at  the 

iBal  Reserve   Banks   and   Branches 

1  St  the  Office  of  the  Treasurer  of  the 
States,    Washington    25.    D.C. 

■ -J  institutions  generally  may  sub- 

■Jirtjocrlptions  for  account  of  custom- 
m.  provided  the  names  of  the  customers 
m  let  forth  in  such  subscriptions,  but 
ndT  the  Federal  Reserve  Banks  smd  the 
fmmrj  Department  are  authorized  to 
Ml  as  official  agencies. 

1  Ttie  Secretary  of  the  Treasury  re- 
■net  the  right  to  reject  or  reduce  any 
■iKriptlon,  and  to  allot  less  than  the 
■mmt  of  bonds  applied  for;  and  any 
Mthn  he  may  take  in  these  respects 
Ml  be  final.  Subject  to  these  reser- 
uttaM.  all  subscriptions  will  be  allotted 
kfan.  Allotment  notices  will  be  sent 
Mt  promptly  ur>on  allotment. 

I?.  Payment.  1.  Payment  for  the  face 
iMBant  of  bonds  allotted  hereunder 
■Mt  be  made  on  or  before  March  16, 
no,  or  on  later  allotment,  and  may 
kt  Bade  only  in  a  like  face  amoimt  of 
tto  three  series  of  bonds  enumerated 


*1ks  transfer  books  are  closed  from  April 
11 1»  May  16.  and  October  16  to  Novembor 
■  (Mh  dates  inclusive)  In  each  year. 
*Oaplos  0*  Form  PD  1782  may  be  obtained 
I  siiy  Federal  Reserve  Bank  or  from  the 
Department,  Washington  26.  D.O. 

So.  88 10 


in  paragraph  one  of  Section  I  hereof, 
which  should  accompany  the  subscrip- 
tion. 

2.  2V^  pereent  bonds  of  September  15. 
1972:  coupons  dated  March  15.  1962, 
and  all  subsequent  coupons,  must  be  at- 
tached to  the  2V^  percent  bonds  due 
September  15, 1972.  hi  bearer  form,  when 
surrendered.  Accrued  interest  from  Sep- 
tember 15,  1961,  to  March  1.  1962 
($11.53315  per  $1,000)  on  the  21/2  per- 
cent bonds  will  be  credited,  accrued  in- 
terest from  November  15. 1961.  to  March 
1  1962  ($10.24862  per  $1,000)  plus  the 
payment  ($2.50  per  $1,000)  due  the 
United  States  on  account  of  the  issue 
price  of  the  new  bonds  will  be  charged, 
and  the  difference  ($1.21547  per  $1,000) 
must  be  paid  by  subscribers  and  should 
accompany  the  subscription. 

3.  2V^  percent  bonds  of  June  15,  1972: 
Coupons  dated  June  15.  1962,  and  all 
subsequent  coupons  must  be  attached  to 
the  2Vi  percent  bonds  due  June  15, 1972. 
in  bearer  form,  when  surrendered.  Ac- 
crued Uiterest  from  December  15,  1961, 
to  March  1,  1962  ($5.21978  per  $1,000) 
on  the  2  ^  percent  bpnds  will  be  credited. 
accrued  interest  from  November  15, 1961. 
to  March  1,  1962  ($10.24862  per  $1,000) 
due  the  United  States  on  the  new  bonds 
will  be  charged,  and  the  difference 
($5.02884  per  $1,000)  must  be  paid  by 
subscribers  and  should  accompany  the 
subscription. 

4.  2y2  percent  bonds  of  December  15, 
1972:  Coupons  dated  June  15,  1962,  and 
all  subsequent  coupons,  must  be  attached 
to  Itoe  2»/i  percent  bonds  due  December 
15,  1972,  tn  bearer  form,  when  sur- 
rendered. Accrued  interest  from  De- 
cember 15.  1961,  to  March  1,  1962 
($5.21978  per  $1,000)  on  the  2y2  percent 
bonds  will  be  credited,  accrued  interest 
from  November  15,  1961,  to  March  1. 
1962  ($10.24862  per  $1,000)  plus  the  pay- 
ment ($5.00  per  $1,000)  due  the  United 
States  on  account  of  the  issue  price  of 
the  new  bonds  will  be  charged,  and  the 
difference  ($10.02884  per  $1,000)  must  be 
paid  by  subscribers  and  should  accom- 
pany the  subscription. 

V.  Assignment  of  registered  bonds.    1. 
Treasury  Bonds  of  the   three  eligible 
series  In  registered  form  tendered  Ui  pay- 
ment for  bonds  offered  hereunder  should 
be  as^gned  by  the  registered  payees  or 
assignees  thereof,  in   accordance  with 
the  general  regulations  of  the  Treasury 
Department  governing  assignments  for 
transfer  or  exchange,  in  one  of  the  forms 
hCTeaf ter  set  forth,  and  thereafter  should 
be  surrendered  to   a  Federal  Reserve 
Bank  or  Branch  or  to  the  Office  of  Treas- 
urer of  the  United  States,  Washington 
25,  D.C.    If  the  new  bonds  are  desired 
registered  to  the   same  name   as  the 
bonds  surrendered  in  exchange,  the  as- 
signment should  be  to  "The  Secretary  of 
the  Treasury  for  exchange  for  3^2  per- 
cent Treasury  Bonds  of  1998";  if  the  new 
bonds  are  desired  registered  in  another 
name,    the   assignment    should   be    to 
"The  Secretary  of  the  Treasury  for  ex- 
change for  3%  percent  Treasury  Bonds 

of  1908  in  the  name  of :  if 

new  bonds  In  coupon  form  are  desired, 
ttie  assignment  should  be  to  "The  Secre- 
tary of  the  Treasury  for  exchange  for 
SVi  percent  Treasury  Bonds  of  1998  In 
coupon  form  to  be  delivered  to "• 
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VI.  General  provisions.  1.  As  fiscal 
agents  of  the  United  States,  Federal  Re- 
serve Banks  are  authorised  and  re- 
quested to  receive  subscriptions,  to  make 
allotments  on  the  basis  and  up  to  the 
amoimts  indicated  by  the  Secretary  of 
the  Treasury  to  the  Federal  Reserve 
Banks  of  the  respective  Districts,  to  Is- 
sue allotment  notices,  to  receive  payment 
for  bonds  allotted,  to  make  delivery  of 
bonds  on  full-paid  subscriptions  allotted. 
and  they  may  issue  interim  receipts 
pending  delivery  of  the  definitive  bonds. 

2.  The  Secretary  of  the  Treasury  may 
at  any  time,  or  from  time  to  time,  pre- 
scribe supplemental  or  amendatory  rules 
and  regulations  governing  the  offering. 
wMch  will  be  communicated  promptly  to 
the  Federal  Reserve  Banks. 


[SEAL]  Douglas  Duxom, 

Secretary  of  the  Treasury. 

[PR.    Doc.    62-1927;    Filed,    Feb.    26,    1962: 
8:49  ajn.] 

FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  No.  14528;  FCC  90-^1] 

PALMS  BROADCASTING  CORP. 
Order  To  Show  Couso 

In  the  matter  of  revocation  of  license 
of  Palms  Broadcasting  Corporation  for 
AM  Station  WGRC,  Green  Cove  Springs, 
Florida;  Docket  No.  14529. 

The  Commission  having  under  con- 
sideration (1)  the  outstanding  Ucenae 
issued  to  Palms  Broadcasting  Corpora- 
tion to  operate  AM  Broadcast  Stati<m 
WGRC,  Green  Cove  Springs,  Florid*. 
and  (2)  information  that  Station  WOBC 
was  operated  by  an  unauthoriaed  per- 
son for  a  period  from  on  or  about  Feb- 
ruary 1,  1961,  to  December  18,  1961,  In 
contravention  of  section  310(b)  of  the 
Communications  Act  of  1934,  as 
amended;  and 

It  appearing,  that  on  June  15.  1960, 
the  Commission  approved  the  assignment 
of  license  of  Station  WGRC,  Green  Cove 
Springs,  Florida  (FUe  No.  BAIi-3886) 
from  Frank  Van  Hobbs  to  Palms  Broad- 
casting Corporation;  and 

It  further  appearing,  that  the  Oom- 
mission  was  notified  by  the  parties  to 
said  assignment  that  same  became  effec- 
tive on  July  17,  1960;  and 

It  further  appearing,  that  the  appli- 
cation for  assignment  of  license  (Pile 
No.  BAIr-3886) ,  section  n,  page  3  shows 
Robert  A.  Oliver  to  be  presklait  and  a 
50  percent  stockholder  and  David  R. 
Mlllan  to  be  secretary -treasurer  and  a 
50  percent  stockholder  of  the  assignee 
corporation;  and  .   _i   , 

It  further  appearing,  that  RObert  A. 
OUver  and  David  R.  MUlan  abandoned 
Station  WGRC,  Green  (3ove  Springs. 
Florida,  on  or  about  February  1,  1961, 
with  no  intention  of  returning,  leaving 
the  operation  and  control  to  Ftank  Van 
Hobbs,  a  preferred  creditor  of  the 
licensee  corporation;  and 

It  further  aiH^earing,  that  on  February 
6,  1961,  the  licensee.  Palms  Broadcast- 
ing Corporation  and  Frank  Van  Hobtw 
filed  an  application  for  assignment  of 


Uoenae  (File  No.  BAL-4150)  requesting 
the  Milgnment  of  llceiise  for  Station 
WORC  to  Prank  Van  Hobbs.  which  ap- 
pUcafelcm  was  dlamined  on  June  21. 1961. 
under  authority  of  S  1.312(b)  of  the 
CoauniBslon'8  rules  for  lack  of  prosecu- 
tion: and 

It  further  appearing,  that  Prank  Van 
Hobbs.  without  any  authority  from  the 
Commission  so  to  do,  has  operated  and 
controlled  the  operation  of  Station 
WORC  for  the  period  from  on  or  about 
February  1.  1961,  to  December  18.  1961, 
as  of  which  date,  the  Commission  has 
been  advised,  the  station  ceased  opera- 
tion for  financial  reasons:  and 

It  further  appearing,  that  an  un- 
authorized assignment  of  license  for  S»a- 
tion  WORC  to  Frank  Van  Hobbs  has 
been  made  in  violation  of  section  310' b> 
of  the  Communications  Act  of  1934.  as 
amended,  and  that  such  violation  was 
willful; 

It  is  ordered.  This  14th  day  of  Febru- 
ary 1962.  that  pursuant  to  the  provisions 
of  Section  312(a)(2).  312(a)(4),  and 
312(c)  of  the  Commimicatlons  Act  of 
1934.  as  amended.  Palms  Broadcasting 
Corporation  Is  directed  to  show  cause 
why  an  order  revoking  its  license  for 
AM  Station  WORC,  Green  Cove  Springs, 
Florida,  should  not  be  Issued,  and  to 
appear  and  give  evidence  with  respect 
thereto  at  a  hearing '  to  be  held  in  the 
Commission's  offices  at  Washington. 
D.C.,  at  a  time  to  be  designated  by  sub- 
sequent order,  said  time  in  no  event  to 
be  less  than  thirty  days  after  receipt  of 
this  order;  and 

It  is  further  ordered.  That  the  Acting 
SecretuT  of  the  Conmiission  send  copies 
of  this  order  by  certified  mail — return 
receipt  requested,  to  Palms  Broadcasting 
CorporaUon.  Robert  A.  OUver.  David  R 
MUlan,  and  Frank  Van  Hobbs.  at  their 
last  known  addresses. 

Released:  February  20.  1962. 

FEDBRAL  ComfUNICATTONS 

ComossioN, 

[SBALl         Ben  p.  Wapli, 

Acting  Secretary. 

[FS,.    Doc.  62-1948;    Filed.    Peb.    26.     1962 
8:51  a.m.| 


>  Section  l.T7(c)  of  the  C!omml8Blon'»  rules 
provides  that  a  llcen»e«  In  order  to  avaU 
ItMlf  of  tlie  oppcMTtunlty  to  be  beard  shall. 
In  person  or  by  It*  attorney,  file  with  the 
Oommlsslon  within  thirty  day«  of  the  re- 
ceipt of  the  order  to  show  cauae,  a  written 
statement  stating  that  It  will  appear  at  the 
l^eitrlng  and  present  evidence  on  the  matter 
specified  In  the  order.  In  the  event  It  would 
not  be  poeslble  for  respondent  to  appear 
for  hearing  In  the  proceeding  scheduled  to 
be  held  In  Washington.  D.C.,  he  should  ad- 
vise the  Commission  of  the  reasons  for  such 
InabUlty  within  five  days  of  the  receipt  of 
this  order.  If  the  licensee  fails  to  file  an 
appearance  within  the  time  specified,  the 
right  to  a  hearing  shall  be  deemed  to  have 
been  waived.  See  11.78(a)  of  the  Com- 
mission's rules  as  amended  December  12, 
1»<K).  Where  a  hearing  U  waived,  a  written 
statement  In  mitigation  or  Justification  may 
be  submitted  within  thirty  days  of  the  re- 
ceipt of  the  order  to  show  cause.  See 
f  1.78(b)  of  the  Commission's  riUes  as 
amended  December  12.  l»eo.  In  the  event 
the  right  to  a  hearing  U  waived,  the  (Thief 
Hearing  Examiner  will  terminate  the  hear- 
ing proceeding  and  certify  the  case  to  the 
CommlsskMi.    Tliereupon  the  matter  will  be 


NOTICES 

[Docket  No   14530;  FOG  62-2021 

FRANK  VAN   HOBBS 
Order  To  Show  Causa 

In  the  matter  of  a  cease  and  desist 
order  to  be  directed  against  Prank  Van 
Hobbs,  St.  Augustine.  Florida;  Docket 
No.  14530. 

The  Commission  having  under  con- 
sideration the  information  as  to  the  un- 
authorized and  illegal  operation  and 
control  of  SUtion  WORC.  Green  Cove 
Springs.  Florida  by  Frank  Van  Hobbs; 
and 

It  appearing,  that  on  June  15.  1960. 
the  Commission  granted  an  assignment 
of  license  of  Station  WORC,  Green  Cove 
Springs,  Florida  'File  No.  BALn-3886) 
from  Prank  Van  Hobbs  to  the  Palms 
Broadcasting  Corporation;  and 

It  further  appearing,  that  the  Com- 
mission was  notified  by  the  parties  to 
said  assignment  that  same  became  ef- 
fective on  July  17.  1960 ;  and 

It  further  appearing,  that  on  or  about 
February  1.  1961,  the  two  stockholders 
of  the  Palms  Broadcasting  Corporation 
(Robert  A.  Oliver  and  David  R.  Millan) 
each  owning  50  percent  of  the  issued 
and  outstanding  stock,  abandoned  Sta- 
tion WORC,  Green  Cove  Springs,  Flor- 
ida, with  no  intention  of  returning, 
leaving  the  management,  operation  and 
control  to  Frank  Van  Hobbs.  a  preferred 
creditor  of  the  licensee  corporation;  and 
It  further  appearing,  that  without  any 
authority  from  the  Commission  so  to 
do.  Frank  Van  Hobbs  assumed  comnjpte 
operation  and  control  of  said  station  on 
or  about  February  1.  1961;  and 

It  further  appearing,  that  even  though 
Prank  Van  Hobbs  was  notified,  in  per- 
son by  a  staff  member  of  the  Commis- 
sion on  October  16.  October  27,  and  No- 
vember 28,  1961,  of  such  unauthorized 
operation,  he  still  persisted  in  same  until 
December  18,  1961,  as  of  which  date, 
the  Commission  has  been  advised,  the 
station  ceased  operation  for  financial 
reasons;  and 

It  further  appearing,  that  said  un- 
authorized operation  and  control  of  Sta- 
tion WGRC  by  Prank  Van  Hobbs  was 
a  willful  and  repeated  violation  of  sec- 
tion 310<bt  of  the  Communications  Act 
of  1934,  as  amended: 

It  is  ordered.  This  14th  day  of  Feb- 
ruary 196^,  that  pursuant  to  sections  312 
(b)  and  312*0  of  the  Communications 
Act  of  1934.  as  amended.  Frank  Van 
Hobbs  is  directed  to  show  cause  why  an 
order  to  cease  and  desist  from  further 
violating  the  provisions  of  section  310<b) 
of  the  Communications  Act  of  1934.  as 
amended,  should  not  be  issued,  and  to 
appear  and  give  evidence  with  respect 
thereto  at  a  hearing  '  to  be  held  in  the 


Commission's    offices    at    Wi 
DC.  at  a  time  to  be  specified  byVi 
sequent  order,  said  time  in  no  e«M^ 
t>e  less  than  30  days  after  receipt  of  tiZ 
order;  and 

It  is  further  ordered,  That  the  tMat^ 
ordered  herein  shall  b^  consoUdi^tito 
hearing  with  the  hearing  ordered  la  ^ 
Matter  of  Revocation  of  License  a(p^ 
Broadcasting  Corporation  for  AM 
tion  WGRC.  Docket  No.  14529;  and 

It  is  further  ordered.  That  the 
Secretary  of  the  Commission  send  at 
of  this  order  jj^y  certified  "inll  rHa^ 
receipt  requested,  to  Mr.  Ptmnk  J$^ 
Hobbs  at  his  last  known  address. 

Relea.sed:  February  20, 1962. 

Federal  ComiuNiCAncMi 

Commission. 
Ben  p.  Wapls, 

Acting  Secretart. 

1949;     Piled.    Feb.    M,  UHt 
8  51   am. I 


,,  February  27,  1962 

appearing,  that,  by  the  Ucen- 

iTiilfClpation   in   the  above-men- 

^-iS«ne  and  in  the  operation  of 

•UJrtation.  he  has  evidenced  a 

'Tition  to  disregard  the  rules  and 

am  of  the  Commission  and  to  co- 

\rtth  others  in  violation  thereof; 


ISE.ALl 
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determined  by  the  Commission  In  the  regu- 
lar course  of  business  and  an  appropriate 
order  wUl  be  entered.  See  §1.78  (c).  (d), 
and  (e)  of  the  Commission's  rules  as 
amended  December   12,   19«0 

'Section  312(c)  of  the  Communications 
Act  of  1934.  as  amended,  and  I  1.77(c)  of  the 
Commission's  rules  provide  that  a  licensee, 
permittee  or  person  In  order  to  avail  Itself  of 
the  opportimlty  to  be  heard  shall.  In  person 
or  by  Its  attorney,  file  with  the  Commission 
within  thirty  days  of  the  receipt  of  the  order 


I  Docket  No.  14533] 

EUGENE   R.  PLUMMEI 
Order  To  Show  Causa 

In  the  matter  of  Eugene  R.  PlumMr, 
Neptune  New  Jersey,  E>ocket  No.  14ia; 
order  to  show  cause  why  there  r"  " 
not  be  'revoked  the  license  for 
Station  2W4888  In  the  Citizens 
Service. 

The  Commission,  by  the  Chief, 
and  Special  Radio  Services 
under  delegated  authority,  havlnf 
consideration  the  matter  of  «  .  _ 
alleged  violations  of  Title  18,  UnJM 
States  Code,  section  1464,  and  the  Oni|> 
missions  rules,  in  the  operation  of  tfei 
captioned  radio  station ; 

It   appearing,   that,  at  various 
fiuring  April   1961.  the  licensee 
ipated    in   a    scheme    to   conceal 
detection  by  the  Commission  the 
of  certain  persons  engaged  in  the  i 
tion   of  Citizens  radio  stations  in  III 
general    vicinity   of   Asbury  Park,  Mmt 
Jersey,  by  the  use  of  call  signs  not 
signed  by  the  Commission  to  the 
being  operated  by  such  persons;  and 


to  show  cause,  a  written  statement 
that  it  will  appear  at  the  hearing  and  _ 
evidence  on  the  matter  specified  In  the 
In  the  event  It  would  not  be  poalbie  M 
respondent  to  appear  for  hearing  In  tlie^|l» 
ceedlng  scheduled  to  be  held  In  Wi^ily 
ton,  DC.  he  should  advise  the  OominlBlIB 
of  the  reasons  for  such  Inability  wltlilB  •• 
days  of  the  receipt  of  thU  order.  It  m 
licensee,  permittee  or  person  falls  to 
an  appearance  within  the  time  spsrf 
the  right  to  a  hearing  shall  be  deemed  to 
been  waived.  See  }  1  78(a)  of  the  OOT 
slon's  rules  as  amended  December  U, 
Whrre  a  hearing  is  waived,  a  wrlttan 
ment  In  mitigation  or  Jxistlflcatlon  mg  * 
submitted  within  thirty  days  of  the  nuij»" 
the  order  to  show  cause.  See  i  1.78(b)  <»■> 
Commissions  rules  as  amended  P*W*^ 
12,  1960.  In  the  event  the  right  to  a  d**"I 
Is  waived,  the  Chief  Hearing  Kxamlttir  <■ 
terminate  the  hearing  proceeding 
tlfy  the  case  to  the  Commission,  T 
the  matter  will  be  determined  by  the 
mission  in  the  regular  course  of  buslnsMIM 
an   appropriate  order  wUl   be  entersd.    ■' 

i  1.78  (c),  (d),  and  (e)  of  the  Out ■■■' 

rules  aa  amended  December  12, 19«0. 


.  tmrOier  appearing,   that,  had  the 
•  ^1,  at  the  time  of  the  grant  of 


„  for  Citizens  Radio  Station 
_   ijeen   aware   of  the  Ucensee's 
"mentioned  predisposition,  It  would 
heoi  warranted   in  refusing  the 
-■^  oJa  license  to  such  licensee  and 
Sd  have  refused  to  grant  a  license  to 

'n^SS^'wpeaTing.  that,  at  various 
JLJSing  April  1961,  the  licensee  used 
rS  rign  or  signal  which  had  not  been 
ISmed  by  proper  authority  to  the  sta- 
[J^^  operated,  in  violation  of 
ntJS  of  the  Commission's  rules;  and 

ttfBrther  appearing,  that,  on  or  about 
Jrfl  21  1961.  the  above-menUoned 
lEUs  radio  station  was  used  for  the 
^2«anoe  of  Indecent  language  in  viola- 
J^rttTltle  18,  United  States  Code. 
Mttonl4M;and 

nfurther  appearing,  that,  at  various 
MM  between  April  15,  1961.  and  July 
u  IMI  and  particularly  on  April  21, 
5il  aad  July  14,  1961.  the  Ucensee 
^f  to  restrict  communications  be- 
M  Citizens  Radio  Station  2W4888 
admits  of  other  Citizens  radio  stations 
10  tie  consecutive  minutes,  in  violation 
iJIUjKf)  of  the  Commission's  rules; 

•d 

n  further  appearing,  that,  at  various 

ttM  between  April  15.  1961.  and  July 
]L  IMl  and  particularly  on  April  21, 
Ml  and  liiay  13. 1961,  the  transmtsslons 
pattens  Radio  Station  2W4888  were 
Mi  iddressed  to  specific  persons  or  sta- 
wlthln  the  direct  groundwave 
tt  range  of  such  station  and  were 
,„^  »H  to  elicit  responses  from  random 
«  m^nown  staUons.  In  violation  of 
11911(g)    of   the   Commission's  rules: 

ad 

II  further  appearing,  that,  at  various 
m»  between  April  15,  1961.  and  July 
II.  IMl,  and  particularly  on  April  21, 
INl.lUy  T3. 1961,  and  July  14. 1961,  the 
mB  Mgn    of    Citizens    Radio    Station 
was  not  transmitted  at  the  be- 
.  and  termination  of  communica- 
te  violation    of    S  19.62    of    the 
it—inn'g  rules ;  and 
ft  further  appearing,  that,  at  various 
*M  between  April  15,  1961,  and  July 
U,  1961.  and  particularly  on  May  13, 
1911.  the  above-named  licensee  trans- 
land,    assigned    or    disposed    of    the 
ffmrtt^  authority   under  his  station 
Imw.  In  violation  of  section  310(b)  of 
the  OommunicatlcHis   Act   of    1934.   as 
maukd,  and  S  19.92  of  the  Commis- 
ion's  rules;  and 

ft  farther  appearing,  that  the  licensee 
kM  naght  to  conceal  such  transfer,  as- 
rilBBwnt  or  disposition  fnnn  the  Com- 
BlHion  and  has  denied  that  It  took 
piaoe:and 

ft  farther  appearing,  that,  In  view  of 
Ibe  foregoing,  the  licensee  has  repeatedly 
ttotated  S9 19.83,  19.61(f),  19.61(g),  and 
19J2 of  the  Commission's  rules;  and 
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It  further  appearing,  that  In  view  of 
the  foregoing,  the  Ucensee  has  wilfully 
violated  i  19M  of  the  Commission's  rules 
and  Title  1«,  United  States  (3ode,  section 

1464' 

It  is  ordered.  This  19th  day  of  Febru- 
ary 1962,  pursuant  to  section  312(a)  (2) , 
(4)   and  (6) ,  and  (c)  of  the  Communica- 
tions Act  of  1934.  as  amended,  and  sec- 
tion 0.291(b)(8)    of   the   Commission's 
Statement  of  Delegations  of  Authority 
that  the  said  licensee  show  cause  why 
the  license  for  the  captioned  radio  sta- 
tion should  not  be  revoked  and  appear 
and  give  evidence  in  respect  thereto  at  a 
hearing  to  be  held  at  a  time  and  place 
to  be  specified  by  subsequent  order;  and 
It  is  further  ordered.  That  the  Acting 
Secretary  send  a  copy  of  this  order  by 
certified  mall— return  receipt  requested 
to  the  said  licensee  at  325  Highland 
Avenue,  Nepttme,  New  Jersey. 
Released:  February  21, 1962. 


[SEAL] 


FEDKRAL   COMMTTinCATIONS 

ComassioN, 
Beh  F.  Waple, 

Acting  Secretary. 


im    Doc.    «2-1960;    Filed,    Feb.    26.    1962; 
8:51  ajn.] 

FEDERAL  MARITIME  COMMISSION 

COMMONWEALTH  STEAMSHIP,  INC., 
ET  AL. 

Notice  of  Agreement  Filed  for 
Approval 

Notice  Is  hereby  given  that  the  agree- 
ment described  below  has  been  filed  with 
the  Commission  for  approval  Pursuapt  to 
section  15  of  the  Shipping  Act.  1916  (39 
Stot.  733.  75  Stat.  763;  46  U.S.C.  814) : 

Agreement  numbered  8745  is  an  ar- 
rangement     between      Commonwealth 
Steinshlp,  mc.  A.  a  Bull  SteamsWp 
Co..  Bull  Lines.  Inc..  A.  H.  Bull  &  Co.. 
Waterman    Steamship    Corporation    of 
Puerto  Rico,  and  Sea-Land  Equipment. 
mc.  covering  the  purchase  by  Waterman 
Steamship  Corporation  of  Puerto  Rico 
from  commonwealth  Steamship  Inc.,  a 
subsidiary  of  A.  H.  Bull  Steamship  Co 
of  the  -Alicia"  and  the  "Dorothy    both 
partially    containerized    C4-3-B2    type 
vessel,  and  the  assumption  by  Waterman 
Steamship  Corporation  of  Puerto  Rico 
of  a  lease  agreement  covering  containers 
to  be  used  on  said  vessels. 

Agreement  numbered  8745  also  stipu- 
lates that  A.  H.  Bull  Steamship  Co.,  Inc.. 

wlU:  ^  _ 

(1)  Take  all  steps  and  acts  necessary 
or  advisable  for  dismissal  with  prejudice 
of  all  and  any  suits  pending  In  which 
McLean  Industries,  Inc.,  Sea-Land  Serv- 
ice Inc..  or  Waterman  Steamship  Cor- 
poration of  Puerto  Rico  Is  a  defendant: 

(2)  Nbt  prevent  or  delay  consimmia- 
Uon  of  a  plan  of  rearrangement  hereto- 
fore filed  Xrr  Waterman  Steamship  Cor- 
poration with  the  Maritime  Subsidy 
Board  or  any  other  plan  for  the  separa- 
tion of  Waterman  Steamship  (Corpora- 
tion from  McLean  Industries.  Inc..  and 
Sea-Land  Service,  Inc.; 


1861 

(3)  Not  prevoflt  or  delay  the  enter- 
ing  into  by  Waterman  Steamdrip  Cor- 
poration of  the  operaUng  differential 
subsidy  contract  or  the  payment  to  Wa- 
terman Steamship  Corporation  by  the 
United  States  of  an  operation  differen- 
tial subsidy; 

(4)  Not  recover  damages  from  Mc- 
Lean Industries,  Inc.,  or  any  of  Its  sub- 
sidiaries, associates  or  afOllates  by  rea- 
son of  any  alleged  violation  of  the 
Anti-trust  Laws;  or 

(5)  Not  prevent  the  payment,  trans- 
fer or  delivery  to,  or  restrict  the  use  of, 
any  money  or  property  of  whatsoever 
kind  or  character  received  by  McLein 
Industries,  Inc.,  or  any  of  Its  subsidiaries 
under  any  such  plan  for  the  separation 
of  Waterman  Steamship  Corporation 
from  McLean  Industries,  Inc.,  and  Sea- 
Land  Service,  Inc. 

The  Commission  will  consider  whw>er 
this  agreement  or  any  part  tbereof  Is 
subject  to  section  15,  Shipping  Act,  1916. 
as  amended,  and  If  so  whether  it  abould 
be  approved  under  the  Standards  of  that 

Interested  parties  may  iMPec*?^ 
agreement  and  obtain  copies  tbereOTat 
the  Bureau  of  Domestic  Regulation,  Fed- 
eral Maritime  Commission,  Waataincton. 
D.C.,  and  may  submit  within  20  days 
after  publication  of  this  notice  In  the 
Federal  Register,  written  statementa 
with  reference  to  this  agreement  and 
their  position  as  to  approval,  dl^K 
proval,  or  modification,  together  wlm 
request  for  hearing  should  a  hearing  be 
desired. 

Dated:  February  23. 1962. 

By   order   of   the   Federal   Maritline 

Commission. 

Thomas  Lsn, 
Secretary. 

IPR    Doc.    62-1989:    FUed,    Feb.    M.    1962; 
9:31   ajn-I 


FEDERAL  POWER  COMMSSHW 

[  Docket  No.  ca»ea-43  j 

ATLANTIC  SEABOARD  CORP. 

Notice  of  Date  of  Hoofing 

February  19, 1962. 
Take  noUce  that  pursuant  to  the  au- 
thority contained  in  and  subject  to  the 
jurisdiction  conferred  upon  the  Federal 
Power  Commission  by  sections  7  and  15 
of  the  Natural  Gas  Act,  and  the  Com- 
mission's rules  of  practice  and  proced^. 
a  hearing  will  be  held  on  March  12,  W«, 
at  9:30  ajn.,  e.s.t..  In  a  Hearing  Room 
of  the  Federal  Power  Commission,  441 
G  Street  NW,  Washington,  D.C.,  cm- 
ceming  the  matters  Involved  In  and  the 
issues  presented  by  the  application  to 
Docket  No.  CP62-43:  Provided,  however. 
That  the  Commission  may,  after  a  non- 
contested  hearing,  dispose  of  the  pro- 
ceedings pursuant  to  the  provisions  of 
5  1 30(c)  (1)  or  (2)  of  the  Commlsdons 
rules  of  practice  and  procedure.    Under 
the  procedure  hereto  provided  for.  unless 
otiierwise  advised.  It  will  be  unnecessary 
for  AppUcant  to  appear  or  be  repre- 
sented at  the  hearing. 
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Notice  of  fllins  of  the  nibject  appli- 
cation was  published  In  the  Pkokral  Rxo- 
nm  on  January  5,  IMa  (27  FJl.  132). 

JOSXPH   H.   OUTRIDK. 

Secretary. 

[FR.    Doc.    e»-18»l:    Fll«l.    Feb.    3«.    1962: 
8:45  ajn.) 


(Docket  No.  CI»«l-a«3  etc.l 

CITIES  SERVICE  GAS  CO.  ET  AL. 

NoHc*  of  Application,  Consolidation, 

and  Dot*  of  Hearing 

FSBBUART  20,   1962. 

Cities  Service  Oas  Company  et  al., 
Docket  No.  CP61-263  etc.:  and  Sondau 
Oil  k  Oas  Company,  Inc..  et  al..  Docket 
No.  CI62-038. 

Take  notice  that  on  February  13.  1962. 
Skmdau  Oil  and  Oas  Company,  Inc..  et 
al.  (Applicant) .  303  South  Main.  Wichita. 
Kansas,  filed  in  Docket  No.  CI62-938  an 
myplicatlon  pursuant  to  section  7(c)  of 
the  Natural  Gas  Act  for  a  certificate  of 
public  convenience  and  necessity  author- 
izing the  sale  and  delivery  of  natural  gas 
produced  in  the  Rlngwood  Field,  Major 
County.  Oklahoma,  to  Oklahoma  Natural 
Oas  Gathering  Corporation  (Oklahoma 
Natural)  and  Warren  Petroleum  Corpo- 
ration (Warren)  pursuant  to  a  gas  pur- 
chase contract  dated  May  29.  1961.  be- 
tween Applicant  as  seller  and  Oklahoma 
Natural  and  Warren  as  joint  buyers, 
which  contract  was  filed  concurrently 
with  the  subject  application.  The  pro- 
posed price  under  this  contract  is  11.0 
cents  at  14.65  psia.  The  appUcation  is 
on  file  with  the  Commission  and  open  to 
public  inspection. 

This  related  matter  should  be  heard 
on  a  consolidated  record  with  the  pro- 
ceeding designated  as  Docket  Nos.  CP61- 
aS3.  et  al.  now  set  for  hearing  on  March 
22,  1962.  and  disposed  of  as  promptly 
as  possible  under  the  applicable  rules 
and  regulations  and  to  that  end: 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natural  Gas  Act,  and  the 
Commission's  niles  of  practice  and  pro- 
cedure, a  hearing  will  be  held  on  March 
22,  1962.  at  9:30  a.m.  e.s.t.,  in  a  hearing 
room  of  the  Federal  Power  Commission, 
441  O  Street  NW..  Washington,  DC, 
concerning  the  matters  involved  in  and 
the  issues  presented  by  the  application  in 
Docket  No.  CI62-938  together  with  the 
matters  Involved  in  and  the  issues  pre- 
sented by  the  implications  in  Docket  Nos. 
CP61-263.  et  al.  already  set  for  hearing 
at  the  Uxne  and  place  aforesaid:  Pro- 
vided, however.  That  the  Commission 
may,  after  a  noncon tested  hearing,  dis- 
pose of  the  proceedings  pursuant  to  the 
provisions  of  I  1.30(c)  (1)  or  (2)  of  the 
Commission's  rules  of  practice  and  pro- 
cedxire.  Under  the  procedure  herein 
provided  for,  unless  otherwise  advised.  It 
will  be  unnecessary  for  Applicant  to  ap- 
pear or  be  represented  at  the  hearing. 

Protest*  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis- 
glon.  Waahlngton  25,  D.C..  In  accordance 
with  the  rulea  of  practice  and  procedure 


NOTICES 

(18  CFR  1.8  or  1.10)  on  or  before  March 
12,  1962.  Failure  of  any  party  to  appear 
at  and  participate  in  the  hearing  shall 
be  construed  as  waiver  of  and  concur- 
rence in  omission  herein  of  the  inter- 
mediate decision  procedure  in  cases 
where  a  request  therefor  is  made. 

Joseph  H.  Gutridk, 

Secretary. 

[FSl     Doc     62-1892;     Piled.    Feb     26.    1962; 
8:45  a.m  I 


I  Docket  No  CP62-154I 

EL  PASO  NATURAL  GAS  CO. 

Notice  of  Application  and  Date  of 
Hearing 

Febru.'^ry  19. 1962. 

Take  notice  that  on  December  29.  1961, 
El  Paso  Natural  Gas  Company  (El  Paso) . 
a  Delaware  corporation  with  mailing  ad- 
dress at  P.O.  Box  1492.  El  Paso,  Texas, 
filed  an  application  for  a  certificate  of 
public  convenience  and  necessity  in  the 
above-captioned  proceeding,  pursuant  to 
section  7<c>  of  the  Natural  Gsis  Act.  au- 
thorizing El  Paso  to  render  service  as 
hereinafter  described,  subject  to  the  jur- 
isdiction of  the  Commission,  all  as  more 
fully  represented  in  the  application 
which  is  on  file  with  the  Commission  and 
open  for  public  inspection. 

El   Paso   seeks  authority,   during   the 
limited  term  extending  from  January  1, 
1962.  and  continuing  through  December 
31.    1962.  to  sell   and   deliver  up   to  an 
additional  25.700.000  Mcf  of  natural  gas 
at  14.9  psia  to  Southern  California  Gas 
Company   and    Southern   Counties   Gas 
Company  of  California  (Southern)  on  an 
interruptible,  best  efforts  basis,  at  the 
existing  points  of  delivery  to  that  cus- 
tomer  located   near   Blythe.  California, 
and  Topock.  Arizona.    The  proposal  con- 
templates interim    deUveries  of   gas   to 
Southern  during  the  foregoing  peri(5d  so 
long  as  the  proceedings  at  Docket  Nos. 
G-16235.  et  al.  are  not  terminated  by  rea- 
son other  than  issuance  of  certificates  in 
form     and     substance     satisfactory     to 
Southern  and  to  the  applicants  therein. 
If  such  proceedings  are  terminated  for 
any  reason  other  than  issuance  of  satis- 
factory   certificates,     the     performance 
contemplated  by  the  application  during 
tlie  limited  term  would  terminate  upon 
notice  given  by  either  El  Paso  or  South- 
em  to  the  other.    Said  quantities  of  gas 
to  be  provided  are  in  addition  to  the  vol- 
umes of  gas  which  El  Paso  is  certificated 
to  deliver  to  Southern  and  are  to  be  pro- 
vided from  El  Pasos  existing  sources  of 
gas  supply  by  use  of  its  certificated  pipe- 
line  facilities   only   after   meeting    the 
priority   requirements   of   its  customers 
served   throughout  Its  pipeline  system. 
No  additional  pipeline  facilities  are  pro- 
posed or  required  to  be  constructed  by 
El  Paso  to  enable  It  to  render  the  pro- 
{x>sed  natural  gas  service.    The  sale  and 
delivery  of  such  gas  is  to  be  performed 
by  El  Paso  In  accordance  with  a  Service 
Agreement  dated  December  12,  1961,  be- 
tween El  Paso  and  Southern  and  at  rates 
contained  in  El   Paso's  proposed  Rate 
Schedule  O-X-2  of  its  FPC  Oas  Tariff, 
Original  Volume  No.  I. 


This  matter  is  one  that  iih«^^  ^  ^ 
posed  of  as  promptly  as  poMlble  a^* 
the  applicable  rules  and  regulatka^MS 
to  that  end :  ^ 

Take  further  notice  that,  punuaak  k 
the  authority  contained  In  and  loUiZ 
to  the  jurisdiction  conferred  <ipon^ 
Federal  Power  Commission  by  "^full^ 
7  and  15  of  the  Natural  Oas  Att.  mS 
the  Commission's  rules  of  praetks  w^ 
procedure,  a  hearing  will  be  hdd  m 
April  3.  1962.  at  10:00  a.m..  ej.t.,  to  j 
hearing  room  of  the  Federal  Power^G^ 
mission.  441  G  Street  NW.,  Waihll^lM 
DC.  concerning  the  matters  InvOhQ^ 
and  the  issues  presented  bf  such 
cation. 

Protests  or  petitions  to  Intervene  i 
be  filed  with  the  Federal  Power 
mission.    Washington    25.   D.C..  In 
cordance  with  the  rules  of  practiM  __ 
procedure    <18  CFR  1.8  or  1.10)  on  or 
before  March  15,  1962. 

Joseph  H.  Oxttumi, 
Secreterf. 

|FR     I>>c     62   1893:    Filed.    Feb.    M,   IM^ 
8  45  a.m.l 


(Docket  No.  CPfll-aO) 

NATURAL   GAS   PIPELINE  COMPANY 
OF  AMERICA 

Notice  of  Motion  for  AmendniMil  af 
Certificate  Authorizotion 

Februait  is,  IMt 
Take   notice    that   on  November  M, 
1961.  Natural  Gas  Pipeline  Company  of 
America    (Natural)    filed   a  motka  to 
amend  the  Commission's  order  of  Jtdy 
11.  1961.  in  Docket  No.  CP61-30.  lantpf 
a  certificate  of  public  convenlenee  ud 
necessity    authorizing   Movant  to  eon- 
struct  and  operate  facilities  to  IncwiW 
the   dally   design   sales  capacity  of  tti 
pipeline   by    105.000   Mcf   (on  a  UDtai 
basis  of  1,000  Btu  per  cubic  foot  of  ps). 
The  requested  amendment  would  u- 
thorize  the  sale  and  delivery  by  Natoni 
of  an  additional  daily  contract  (puntliy 
of   5,400   Mcf   of   natural  gas  to  Ian 
Electric    Light    and    Power    Compuy 
( Iowa  Electric  >  and  an  additional  daily 
contract  quantity  of  19.000  Mcf  of  na- 
tural  gas   to   Northern  Indian*  Poblle 
Service   Company   (Northern  Indian*). 
These  volumes  would  be  In  lieu  <rf  tho« 
authorized.    I.e..   zero  volumes  to  Ion 
Electric    and    15.000   Mcf   to  Nortlm 
Indiana.    The  additional  volumes  of  pi 
are  to  be  made  available.  In  part.  fMH 
the  expanded  system  capaci^  author- 
ized In  the  above-entitled  docket;  and. 
In  minor  part  i270  Mcf),  from  fadUtla 
authorized    In    Docket    No.    CPfl-Ui 
Both  Iowa  Electric  and  Northern : 
are  existing  customers  of  Natm^ 
Protests  or  petitions  to  Intervene  i 
be  filed  with  the  Federal  Power 
slon,  Washington  25.  D.C..  In 
with  the  rules  of  practice  and 
(18  CFR  1.8  or  1.10)  on  or  before 
14. 1962. 

Joseph  H.  OurtM. 
SeciwtVf- 

(FJl.    Doc.    62-1864;    Piled.   Feb.  «•,  !••! 
8:46  ajn.] 


I,  February  27,  1962 

|DocketNo.CP62-135] 

.ulUtAL  GAS   PIPELINE   COMPANY 
"*  OF  AMERICA 

Ifcrtct  of  Application  and  Dat«  of 
•^^  Hearing 

February  19,  1962. 
-^  notice   that   on   November   29. 
.iiiM  supplemented  on  January   15, 
2i'  loltural  Gas  Pipeline  Company  of 
iJitoT  (Natural),  122  South  Michigan 
SSuT Chicago,  Illinois,  filed  In  Docket 
icpaj-lSS  an.  application  pursuant 
ZJiSoa  7(c)  of  the  Natural  Gas  Act 
JrTcertlficate  of  pubUc  convenience 
-Li  necessity  authorizing  the  construc- 
!l. indoperation  of  natural  gas  f aclll- 
S.  taWUl  County,  lUinois,  to  deUver 
S  idl  natural  gas  to  Northern  minota 
SSmpany  (Northern  nihiois)  for  re- 
3!  Md  distribution  in  the  Village  of 
^Z^tokM,  Illinois,  all  as  more  fully  set 
Sthln   the    application,    as    supple- 
inted  which  is  on  file  with  the  Com- 
Siloa'  and  open  to  public  inspecUon. 
iJl^jral  seeks   authorization  to  con- 
itmet  and  operate  a  side  tap  connection 
m  Its  authorized    and    existing   main 
tnnanlsslon  pipeline,  approximately  150 
tet  of  S-lnch  lateral  pipeline  extending 
fwBWld  Up  to  the  facilities  of  Morthem 
gUDoia,  and  a  meter  station  located  at 
Uti  terminus  of  the  proposed  lateral  line, 
il  within  WUl  County,  Illinois.    North- 
en  nunols  estimates  the  cost  of  the 
Boiiosed  faciUties  to  be  $11,710,  which 
Yoold  be  financed  from  funds  on  hand. 
Ibe  ippllcation  states  that  Northern 
lynoto  has  received  a  50-year  franchise 
tarn  the  Village  of  Minooka  and  a  cer- 
lllleate  of  public  convenience  and  neces- 
iltr  from  the  Illinois  Commerce  Com- 
■tadon  to  render  the  proposed  distribu- 
tlpn  service.    The  proposed  service  by 
Moral  to  Northern  Illinois  would  be 
nndsred  from  presently  authorized  vol- 
IBH  available  to  Northern  Illinois. 

Tbe  estimated  market  requirements 
to  the  Village  of  Minooka  for  the  first 
Md  third  years  of  service  are  as  follows: 
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rules  of  practice  and  procedure.  Under 
the  procedure  herein  provided  for,  unless 
otherwise  advised,  it  will  be  unnecessary 
for  Applicant  to  appear  or  be  represented 
at  the  hearing. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Com- 
mission, Washington  25,  D.C.,  in  accord- 
ance with  the  rules  of  practice  and  pro- 
cedure (18  CFR  1.8  or  1.10)  on  or  before 
March  16,  1962.  Failure  of  any  party  to 
appearmt  and  participate  in  the  hearing 
shall  be  construed  as  waiver  of  and  con- 
currence in  omission  herein  of  the  inter- 
mediate decision  procedure  in  cases 
where  a  request  therefore  is  made. 

Joseph  H.  Gutride, 

Secretary. 

|F.R.    Doc.    62-1896;    Filed.    Feb.    26,    1962; 
8;45  a.m.] 


INTERSTATE  COMMERCE 
COMMISSION 

[Notice  6(X)1 

MOTOR  CARRIER  TRANSFER 
PROCEEDINGS 

February  21, 1962. 


[In  thoiLsand  cubic  ff«t] 

First  year 

Third  year 

\mK\ 

x.aoo 

106 

27,800 

fMter          

287 

TUs  matter  Is  one  that  should  be  dls- 
pond  of  as  promptly  as  possible  under 
Om  applicable  rules  and  regulations  and 
tBtfaatend: 

Tike  further  notice  that,  pursuant  to 
the  authority  contahied  in  and  subject 
to  the  lurisdiction  conferred  upon  the 
fWanl  Power  Commission  by  secttons 
7  and  15  of  the  Natural  Gas  Act,  and, 
the  Commission's  niles  of  practice  and 
pneedure,  a  hearing  will  be  held  on 
Maidi  27,  1962,  at  9:30  am..  e.8.t..  in  a 
Bearing  Room  of  the  Federal  Power 
Ogmmlaaion,  441  G  Street  NW..  Waah- 
iBgton.  D.C.,  concerning  the  matters  in- 
lahed  In  and  the  issues  presented  by 
■*  application:  Provided,  however, 
llMt  the  Commission  may,  after  a  non- 
■Blaated  hearing,  dispose  of  the  pro- 
Mdtnti  pursuant  to  the  provlsiona  of 
ilJI(e)  (1)  or  (2)  of  the  Conunission'a 


Synopses  of  orders  entered  pursuant  to 
section  212(b)  of  the  Interstate  Com- 
merce Act,  and  rules  and  regulations 
prescribed  thereunder  (49  CFR  Part 
179),  appear  below: 

As  provided  in  the  Commission  s  spe- 
cial rules  of  practice  any  interested  per- 
son may  file  a  petition  seeking  recon- 
sideration of  the  followhig  numbered 
proceedings  within  20  days  from  the 
date  of  publication  of  this  notice.  Pur- 
suant to  section  17(8)  of  the  Interstate 
Commerce  Act,  the  filing  of  such  a  peti- 
tion will  postpone  the  effective  date  of 
the  order  in  that  proceeding  pending  its 
dispoeition.  "the  matters  reUed  upon  by 
petitioners  must  be  specified  in  their 
petitions  with  particularity. 

No.  MC-PC  64598.  By  order  of  Feb- 
ruary 16,  1962,  the  Transfer  Board  ap- 
proved the  transfer  to  LyaU  E.  Gage, 
Villisca.  Iowa,  of  Certificate  No.  MC 
71777,  issued  July  11.  1951,  to  Claude 
Spring,  doing  business  as  Claude  Spring 
Trucking,  Coming,  Iowa,  authorizing  the 
txaoQMrtatton.  over  regular  routes,  be- 
tween Coming,  Iowa,  and  Omaha.  Nebr.. 
and  St.  Joseph,  Mo.,  of  livestock  and 
feed,  building  materials,  and  farm  prod- 
ucts, from  and  to  specified  points,  vary- 
ing with  the\»mmodities  transported. 

No.  MC-FC  64681.  By  order  of  Feb- 
ruary 19,  1962,  the  Transfer  Board  ap- 
proved the  transfer  to  Citizens  Trans- 
portation Co.,  of  Riverside,  a  corporation. 
Riverside.  Calif.,  of  Certificates  Nos.  MC 
N8758  and  MC  8758  Sub-1.  Issued  April  12, 
1949,  and  February  11. 1954,  respectively, 
to  John  E.  Cote,  doing  business  as  Citi- 
zen's Transportation  Company,  River- 
side, Calif.,  of  citrus  fruits,  from  River- 
side, Caltf..  to  Anaheim,  CaUf.,  and 
points  and  places  within  15  miles  of 
Anaheim,  from  Riverside,  Calif.,  and 
points  within  20  miles  of  Riverside,  and 
Anaheim.  Calif.,  and  points  within  16 
miles  of  Anaheim,  to  Los  Angeles,  Calif., 
from  Riverside,  Calif.,  and  points  within 
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10  miles  of  Riverside,  to  Long  Beach, 
Calif.,  fertilizer,  from  Los  Angeles  Har- 
bor and  Long  Beach.  Calif.,  to  spedfled 
points  In  California,  coke,  cast  irotx  ^pe, 
and  newsprint,  from  Los  Angeles  Harbor 
and  Long  Beach.  Calif.,  to  Riverside, 
Calif.,  citrus  fruits,  nails  and  car  strips, 
between  Riverside,  Calif.,  and  points 
within  50  miles  of  Riverside,  and  ceBoent, 
over  Irregular  routes,  from  Crestmore 
and  Colton,  Calif.,  to  points  in  the  Ix» 
Angeles  Harbor.  Calif..  Conunercial  Zone 
as  defined  by  the  Commission,  restricted 
to  traflBc  moving  to  the  territories  or  pos- 
sessions of  the  United  States.  Theodore 
W.  Russell,  1010  Wilshlre  Boulevard,  Los 
Angeles  17,  CaliJ.,  attorney  for  appli- 

No.  MC-FC  64729.    By  order  of  Feb- 
ruary 16.  1962.  the  Transfer  Board  ap- 
proved the  transfer  to  Edward  C.  Eichla:. 
doing  business  as  Eichler  Transfer.  Stur- 
gis,  Mich.,  of  Certificates  hi  Nos.  MC 
60082  and  MC  60082  Sub-4.  issued  June 
13,  1955,  and  JiUy  18,  1955.  respectively, 
to  Edward  C.  Eichler  and  Pearl  E.  Eich- 
ler,   a  partnership,   doing   business  as 
Eichler  Transfer,  Sturgis,  Mich.,  author- 
izing the  transportation  of:  Fresh  meats, 
eggs,  poultry,  products  of  food-process- 
ing and  meatpacking  houses,  packing- 
house products,  and  byproducts,  adver- 
tising matter  incidental  to  tiie  sale  and 
distribution   of   such   commodities,  re- 
fused or  unclaimed  shipments  of  such 
commodities,  household  goods,  and  gen- 
eral commodities,  with  the  usual  excep- 
tions   including    household    goods    and 
commodities  in  bulk,  from,  to.  or  be- 
tween specified  points  In  Michigan.  Ohio, 
Illinois,  Indiana,  Missouri,  New  Jersey. 
New  York.  West  Virginia  and  Pennsyl- 
vania.   J.  C.  Schriner.  5275  Ridge  Road, 
cneveland  29,  Ohio,  representative  for 
applicants. 

No.     MC-FC     64738.     By     order     of    . 
February  16.  1962,  the  Transfer  Board 
approved  the  transfer  to  Sam  Ix)wen- 
stein  and  Stanley  Lowenstein,  a  partaer- 
ship,  doing  business  as  Super  M  Foods 
Delivery.  New  York.  N.Y..  of  Permit  No. 
MC  7832,  issued  August  18, 1958,  to  Super 
M  Foods  Delivery,  Inc.,  New  York.  N.Y., 
authorizing  the  transportation  of:  Such 
merchandise  as  is  dealt  in  by  wholesale, 
retail,  and  chain  grocery  and  food  busi- 
ness houses,  and,  in  connection  there- 
with equipment,  materials,  and  supplies 
used  in  the  conduct  of  such  bushiess,  be- 
tween points  within  a  specified  territory 
in  New   York,   Connecticut,  and  New 
Jersey.    Charles  H.  Trayford.  220  East 
42d  Street.  New  York,  N.Y.,  representa- 
tive for  applicants.  .  «  ^ 
No  MC-FC  64755.    By  order  of  Feb- 
ruary 16.  1962,  the  Transfer  Board  ap- 
proved   the    transfer    to    Robert    M. 
SuUivan,  Springfield,  Mass.,  of  Certlfl- 
cate  No.  MC  2066,  issued  September  18. 
1949,   to  Clark's   Express  Company,  a 
corporation,  Spencer,  Mass.,  autborlidO|g 
the  transportation  of :  g«ieral  commodi- 
ties, with  the  usual  exceptions  includ- 
ing household  goods  and  commodities 
hi   bulk,   between   specified    prtnts   to 
Massachusetts,    and   between   specmed 
pohits  hi  Massachusetts,  on  the  one 
hand,  and,  on  the  other,  points  to  Nev 
Hampshire.  Rhode  Island,  and  Connect- 
icut.    Arthur  M.   Marshall.  146  State 
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Street.    Springfield    3.    Mass.    attorney 
(or  applicants. 

No.  MC-FC  64758.     By  order  of  Feb- 
ruary 16.  1962.  the  Transfer  Board  ap- 
proved the  transfer  to  James  O.  Schue- 
man.  Gerald  L.  Schueman.  and  John  H. 
Schueman.   a   partnership,   doing   busi- 
ness as  Schueman  Brothers.  Avoca,  Iowa. 
of  Certificate  No.  MC  47085.  issued  No- 
vember 21.  1955,  to  James  O.  Schueman. 
Gerald  L.  Schueman,  and  Grace  Schue- 
man. a  partnership,  doing  business   a.s 
Schueman  Brothers.  Avoca.   Iowa,   au- 
thorizing the   transportation  of:    Live- 
stock,   from    Avoca.    Iowa,    and    points 
within  10  miles  thereof,  to  South  Omaha. 
Nebr.:   from  Walnut.  Iowa,  and  points 
within    15    miles    thereof,    to    Omaha. 
Nebr.;   feeder  stock  and  livestock  feed, 
from  Omaha  and  South  Omaha.  Nebr.. 
to  Avoca,  Iowa,  and   points   within   10 
miles    thereof;     ooal,     feed,     Uvestock. 
fiimiture,  and  building  materials,  from 
Omaha.    Nebr..    to   Walnut.    Iowa,    and 
points  within  15  miles   thereof;    petro- 
leum products,   in  containers,   between 
Avoca.  Iowa,  and  points  within  10  miles 
thereof,  on  the  one  hand.  and.  on  the 
other.    Omaha,    Nebr.;    Uvestock.    feed, 
grain,    seeds,    agricultural    implements 
and  parts,  and  limiber,  between  Avoca. 
Iowa,  and  points  within  15  miles  thereof, 
on  the  one  hand.  and.  on  the  other, 
Omaha.    Nebr.;    household    goods    and 
emigrant  movables,  between  Avoca.  Iowa, 
and  points  In  Iowa  within  15  miles  of 
Avoca.  on  the  one  hand,  and,  on  the 
other,  points  in  Nebraska. 

No.  MC-FC  64778.  By  order  of  Feb- 
ruary 16.  1962,  the  Transfer  Board  ap- 
proved the  transfer  to  Thomas  Avino, 
Frank  Avino.  Joseph  Avino.  and  Patrick 
Avlno,  a  partnership,  doing  business  as 
Avino  Bros.,  New  York.  N.Y.,  of  a  por- 
tion of  Certificate  No.  MC  11685.  issued 
December  6.  1951.  to  Crest  Haulage,  Inc  , 
New  York.  N.Y.,  authorizing  the  trans- 
portation of:  Printed  matter  (not  in- 
cluding newspapers  and  periodicals*, 
inrinters'  materials  and  supplies,  and 
stationery,  over  irregular  routes,  be- 
tween New  York.  N.Y..  on  the  one  hand. 
and.  on  the  other,  points  in  Bergen,  Es- 
sex. Hudson.  Middlesex,  Morris,  Passaic, 
Somerset,  and  Union  Counties,  N.J. 
William  D.  Traub.  350  Fifth  Avenue, 
New  York  1,  N.Y.,  registered  practitioner 
lor  applicants. 

No.  MC-PC  64794.  By  order  of  Feb- 
ruary 15,  1962,  the  Transfer  Board  ap- 
proved the  transfer  to  Charles  Ihrig  If 
Bon.  Inc.,  Buffalo,  NY.,  of  Certificate 
No.  MC  21416.  issued  October  26,  1954, 
to  Norman  Ihrig  and  Melvin  Ihrig.  a 
partnership,  doing  business  as  Chas. 
Ihrig  *  Son.  authorizing  the  transporta- 
tion of  houseliold  goods  over  irregular 
routes,  between  Buffalo,  NY.,  and  points 
within  10  miles  of  Buffalo,  on  the  one 
hand,  and,  on  the  other,  points  in  Con- 
necticut. Illinois.  Indiana.  Maryland. 
BCaiaachuoetts.  Michigan.  New  Jersey, 
New  York.  Ohio.  Pennsylvania,  and  the 
District  of  Columbia.  Floyd  B.  Piper, 
604  Crosby  Building.  Buffalo  2,  NY.. 
repreaentattve  for  applicants. 

No.  MC-FC  64796.  By  order  of  Feb- 
ruary 15.  1962,  the  Transfer  Board  ap- 
proved the  transfer  to  Sherry  and 
Medelros  Corporation.  Fall  River,  Mass., 
of  Certificate  Nb.  MC  100381,  issued  July 
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14,  1950.  to  Manuel  Angelo  and  Peter 
Angelo,  a  partnership,  doing  business  as 
M.  Angelo  li  Son.  Fall  River,  Mass..  au- 
thorizing the  transportation  over  irregu- 
lar routes  of  granite,  for  building  pur- 
poses, from  Providence.  R  I.,  to  points 
in  Connecticut  on  and  east  of  Connec- 
ticut Highway  10  and  those  in  Massa- 
chusetts on  and  east  of  .Massachusetts 
Highway  10.  with  nci  transportation  for 
compensation  on  return,  except  as  other- 
wise authorized  herein;  and  sand^gravel. 
stone,  roadbuilding  machinery,  between 
points  in  Rhode  Island  and  those  in 
Mas.sachusetts  within  20  miles  of  the 
Rhode  Island -Massachusetts  State  line 
William  F  Long.  Jr  .  225  Academy  Build- 
ing, Fall  River,  Mass  .  att-ornoy  for 
applicants. 

No  MC-FC  64803  By  order  of  Feb- 
ruary 16,  1962.  the  Tran.sfer  Board  ap- 
proved the  transfer  to  Paul  E.  Wilhelmy. 
Omaha,  Nebr .  of  Certificate  No.  MC 
11592,  issued  April  13,  1944.  to  E.  E 
Haugarth.  Omaha,  Nebr,  authorizing 
the  transportation  of:  Fresh  meat,  pack- 
inghouse products,  dairy  products, 
canned  goods,  and  supplies  incidental  to, 
or  used  in.  the  operation  and  mainte- 
.  nance  of  meat  packing  plants  between 
Chicago.  111.,  and  Omaha.  Nebr.;  and 
farm  machinery  and  parts,  and  binder 
twine,  from  Chicago,  111 ,  to  Omaha  and 
Lincoln.  Nebr.  Donald  L.  Stem,  924 
City  National  Baixk  Building,  Omaha  2, 
Nebr  ,  attorney  for  applicante. 


2.  This  delegation  shall  be  dhdhc  a 
and  after  the  date  of  Executhv  (k^ 


[SEAL  I 


Harold  D  McCoy, 
Secretary. 


10995. 


[FR     Due     62   1888;    Filed.    F«b    M    1^ 
8  45  ami  ^ 


Edward  A.  McDniMon 
Acting  ~~ 


|FR     Doc     62   1910:    Filed.    Feb     26.     1962; 
8  *T  am  I 


OFHCE  OF  EMERGENCY 
PLANNING 

DIRECTOR  OF  TELECOMMUNI- 
CATIONS MANAGEMENT 

Delegation  of  Authority 

1.  The  Director  of  Telecommunica- 
tions Management  Is  hereby  delegated 
the  functions  and  authorities  vested  in 
me  by  Executive  Order  10995  of  Febru- 
ary 16,  1962. 

2.  This  delgatlon  shall  be  effective  on 
and  after  the  date  of  the  Executive  order 
hereinabove  referred  to. 

Edward  A.  McDtRMOTT, 

Acting  Director. 

Approved:  February  16, 1962. 

John  F.  Kinnidv. 

The  White  House. 

(FR     Doc     e3-1887:     Filed.    Feb     »«     19«3; 
8:45  &.m  ] 


DIRECTOR  OF  TELECOMMUNI- 
CATIONS MANAGEMENT 

Delegation  off  Authority 

1  By  authority  of  Executive  Order 
10995  of  February  16,  1962.  the  Director 
of  Teleoommunlcatlona  Manacement  is 
hereby  delegated  the  functions  and  au- 
thoritleB  Tested  In  me  by  ExecutlTe  Or- 
der 10706  of  April  17.  1957. 


INTERDEPARTMENT  RADIO 
ADVISORY  COMMITTU 

Delegation  of  Authoiily 

1.  By  authority  of  Executive  ON* 
10995  of  February  16,  1962.  PendlmiK 
appointment  and  qualiflcatlao  d  t^ 
Director  of  TelecommunlcatlaM  lfn« 
agement  and  action  by  him  la  flu 
premises,  the  Interdepartment  lelh 
Advisory  Committee  will  report  to  Ihi 
Director  of  TelecommunicatlOM; 
of  Emergency  Plaiming.  and  Is 
authorized,  subject  to  his  appraeij,  || 
assign  frequencies  to  Oovemmeat  lofli 
stations  and  classes  of  stations  on  u 
interim  basis. 

2.  This  order  and  delegation  shaB  lake 
effect  as  of  February  16, 1962. 

Edward  A.  McDmson, 
Acting  Dtrmiar. 

|FR     Dot     62-1889;    FU«d.    Frt>.   M.    tM^ 
8:45  ajn.] 


SECURITIES  AND  EXCIIMK 
COMMISSION 

(File  No.  24D-3634] 

ALLIED  METALS  CO. 

Notice  and  Order  for  Hearln| 

Febiuast  M,  IML 

I.  Allied    Metals    Company    (!■■«), 

3520  Broadway  SE.,  AlbuquerqM.  Mbi 

Mexico,  a  New  Mexico  corpormtlaa.  flri 

with  this  Commission  on  Septanbv  11, 

1961,  a  notification  on  Form  l-ktaAm 
offering  circular  relating  to  an  oflBftW 
of  100.000  shares  of  its  $1  par  rahii  BOB- 
assessable  Class  A  common  stock  it  IB 
offering  price  of  $1  per  share,  whkhVM 
amended  down  to  50,000  shares  tor  ■ 
aggregate  of  $50,000.  for  the  puzponoC 
obtaining  an  exemption  from  tbo  ri|j» 
tration  requirements  of  the  Seeuittia 
Act  of  1933,  as  amended,  pursuant  to  ttl 
provisions  of  section  S(b)  thereof.  SM 
Regulation  A  promulgated  tbereoHV: 

and  _ . _ 

II   The  Commission  on  PeonWTi. 

1962,  issued  an  order  pursuant  tow" 
261  of  the  general  rules  and  if  ay 
under  the  Securities  Act  of  iWj; 
amended,  which  temporarily  W^«M" 
the  Issuer's  exemption  vmder  R^JjW 
A  and  afforded  to  any  person  hafUf  MT 
interest  therein  an  opportunity  to  1t>^ 
quest  a  hearing.  A  written  "^'"'**' 
a  hearing  has  been  receired  tf  ■• 
Commission. 

The  Commission  deems  It 
and  appropriate  that  a  hearim  l» 
for  the  pimxjee  of  determlninf  "^ 
it  should  vacate  the  tcmpowj 
slon  order  or  enter  aii  ordsr  m 
manent  suspension  In  this  matt«. 


^,  February  27,  1962 

mtmiM^tn  ordered.  Pursuant  to  Rule 
^^Sm  teneral  rules  and  regulations 
lL-(S  Securities  Act  of  19S3,  M 
•SJl  that  a  hearing  be  held  at  10:00 
•"■■♦.  on  March  12.  1962,  at  the 
•*;^Regional  Office  of  the  Commia- 
SJiBj  Midland  Savings  Building.  444 
J*  Sheet  Denver  2.  Colorado,  with 
^^to  'the  following  matters  and 
*'^,  without  prejudice,  however,  to 
S^BflMfication  of  additional  Issues 
JJJ^Juiy    be    presented    In    these 

'f'SSther  the  Issuer  has  complied 
Jkii  terms  and  conditions  of  Regu- 
uMiAln  that: 

^llje  notincation  fails  to  disclose  the 
^Ltas  and  predecessors  of  the  Issuer 
^SSSni  by  Item  2  of  Form  1-A. 

iTbe  Issuer  falsely  states  hi  Its  notifl- 
^0.  in  responding  to  Item  6  of  Form 
rTSiat  none  of  Its  directors,  officers 
c  otbcrs  were  subject  to  any  order. 
Z^mgat.  or  decree  specified  In  sub- 
S^epb  2.  paragraph  (d)  of  Rule  252; 
^^Ifhether  the  Regulation  A  exemp- 
itai  is  avaUable  to  the  Issuer  in  that 
Socd  O.  Taylor,  an  officer  and  director 
d  tiM  ianier.  Is  subject  to  a  decree  of 
rngguyeat  injunction  of  the  character 
ZffMta  in  subparagraph  (2)  of  para- 
oSTiA)  of  Rule  252. 

CWhether  the  offering  circular  Cott- 
le nntroe  statements  of  material  facts 
^  OBlts  to  state  material  facts  neces- 
MT  in  order  to  make  the  statements 
In  the  light  of  the  circumstances 
which  they  were  made,  not  mls- 

^  -y  particularly  with  respect  to: 

L  The  failure  to  disclose  accurately 
gri  adequately  the  speculative  and  ad- 
mi  features  of  the  offering  and  risks 
iHBidant   to    the    proposed    business 
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8.  The  failure  to  file  appropriate  fi- 
nancial statements. 

D.  Whether  the  offering  If  made  would 
be  In  vtolatton  of  Section  17(a)  of  the 
Securities  Act  of  1033.  as  amended. 

in.  It  it  further  ordered.  That  Sid- 
ney L.  FWer,  or  any  officer  or  officers  of 
the  CommlBsion  designated  by  ^  for  that 
purpose,  shall  preside  at  the  hearing; 
that  any  officer  or  officers  so  designated 
to  preside  at  any  such  hearing  are  hereby 
authorised  to  »erclse  all  the  powers 
granted  to  the  Commission  under  sec- 
tions 10(b).  21.  and  22(c)  of  the  Seciu-l- 
ties  Act  of  1033,  as  amended,  and  to  hear- 
ing officers  under  the  Commission's  rules 
of  practice. 

It  is  further  ordered.  That  the  Secre- 
tary of  the  Commission  shall  serve  a  copy 
of  this  order  by  registered  mall  to  Allied 
Metals  Company,  that  notice  of  the  en- 
tering of  this  order  shall  be  given  to  all 
other  persons  by  a  general  release  of  the 
Conunission  and  by  publication  In  the 
Fbobkal  RsGxsTEm.  Any  person  who  de- 
sires to  be  heard,  or  otherwise  wishes  to 
participate  in  the  hearing,  shall  file  with 
the  Secretary  of  the  Commission  on  or 
before  March  9,  1962,  a  written  request 
relative  thereto  as  provided  In  Rule  9(c) 
of  the  Commission's  rules  of  practice. 

By  the  Commission. 


[seal] 


Orval  L.  Dubois, 
Secretary. 


|F.R.    Doc.    63-1899;    Filed,    Feb.    26,    1962; 
8:46  ajn.l 


1.  tiM  failure  to  disclose  whether 
im  has  been  adequately  controlled 
Mentory  testing  of  the  product  Ber-Al 
■t  the  process  by  which  It  is  formed  to 
Mnalne  the  practicalities  of  the  prod- 
■n  uses,  the  failure  to  disclose 
•Mntely  and  adequately  the  stage  of 
HMitfa  and  development,  and  the  fail- 
le to  define  the  principal  market  for  the 


i  The  fall\u%  to  disclose  whether  the 
meaa  of  metallurgy  proposed  to  be  ex- 
f<ftW'ho  been  subject  to  patent  search. 

i  The  failure  to  disclose  accurately 
mA  adequately  the  proposed  use  of  pro- 
wdi,  particularly  In  connection  with 
li    remuneration     of     officers     and 


L  The  failure  to  disclose  that  the 
teahiriders'  right  to  transfer  stock  (rf 
fee  eorporation  is  subject  to  the  corpo- 
a's  option  to  purchase  at  par  value 
stock  from  the  record  owners 
90  days  after  written  notice  of 

ir  is  filed  with  the  company. 

1  The  falliu-e  to  disclose  accurately 
■1  adequately  the  background  of  offi- 
un  sod  directors. 

1.  The  failure  to  disclose  the  per- 
■ntace  of  outstanding  securities  of  the 
toHr  to  be  held  by  directors,  officers 
■i  promoters  as  a  group  and  the  per- 
•■tote  of  such  securities  which  will  be 
Wd  by  the  public  if  all  securities  to  be 
are  sold  and  the  respective 
of  cash  i>ald  therefor  by  such 
and  by  the  public. 


[PlleNo.24FW-12711 

HE.LEUM  CO.,  INC. 

Ord«(^  Temporarily  Suspending  Ex- 
•mption,  Stotement  of  Reasons 
Thorofer,  and  Notice  of  Oppor- 
tunity for  Hearing 

FiBRUARV  20, 1962. 

I.  HeJjeum  Co.,  Inc.  (Issuer),  8900 
North  Central  Avenue,  Phoenix.  Arizona, 
organized  in  Arizona  on  October  11. 1961, 
filed  with  the  Commission  on  November 
9,  1961,  a  notification  on  Form  1-A  and 
an  offering  circular  relating  to  a  pro- 
posed public  offering  of  2,400,000  shares 
of  its  $0.10  par  value  common  voting 
stock  in  units  of  100  shares  at  $12.50  per 
unit  for  an  aggregate  of  $300,000.  for 
the  purpose  of  obtaining  an  exemption 
from  the  registration  requirements  of 
the  Securities  Act  of  1933.  as  amended, 
pursuant  to  the  provisions  of  section  3(b) 
and  Regulation  A  promulgated  there- 
under. 

n.  The   Commission   has   reasonable 

cause  to  believe  that: 

A.  The  terms  and  conditions  of  Regu- 
lation A  have  not  been  compiled  with 
In  that: 

1.  The  notification  filed  does  not  name 
certain  affiliates  as  required  by  Item  2(b) 
of  Torm  1-A. 

2.  In  response  to  Item  9(a)  of  the 
notification,  issuer  has  set  forth  an  arbi- 
trary valuationpf  $240,000  which  is  based 
upon  an  i4>prfuSed  valuation,  assigned  to 
certain  properties  and  services  received 
by  it  in  exchange  for  shares  of  its  stock. 

3.  The  issuer  has  failed  to  furnish  ap- 
propriate responses  and  attach  perti- 
nent exhlMts  to  the  notification  as  re- 
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quired  by  Item  11  of  Form  1-A  and  the 
subsections  thereof. 

4.  Issuer  has  failed  to  include  in  its 
offering  circular  a  statenoent  of  flpanctal 
condition  meeting  the  requirements  pre- 
scribed by  Item  11(a)  of  Schedule  I  re- 
lating to  the  form  and  content  of  fi- 
nancial statements. 

B.  Regulation  A  is  unavailable  to  the 
issuer  In  that  the  aggregate  amount  of 
the  securities  proposed  to  be  offered  to 
the  public,  computed  in  accordance  with 
Rules  253  and  254,  exceeds  $300,000. 

C.  The  offering  circular  contains  im- 
true  statements  of  material  facts  and 
omits  to  state  facts  necessary  in  order 
to  make  the  statements  made,  in  the  ^ 
light  of  the  clrcimistances  imder  which 
they  are  made,  not  misleading,  particu-  ^ 
larly  with  respect  to: 

1.  The  fall\u*e  to  describe  clearly  and 
adequately  the  plan  of  distribution  and 
the  maimer  in  which  the  shares  will  be 
offered  and  sold. 

2.  The  failure  to  disclose  clearly  and 
adequately  the  expenses  of  the  offering. 

3.  The  failure  to  include  a  mi4>  drawn 
to  scale  showing  location  of  issuer's 
acreage  and  nearby  acreage,  together 
with  the  location  and  present  status  of 
all  holes  drilled  for  oil  and  gas  within 
the  area  and  the  respective  dates  they 
were  drilled  and  the  respective  depths 
thereof. 

4.  The  failure  to  Include  the  past  pro- 
duction history  of  all  wells  which  efver^ 
produced  oil  on  the  acreage  owned  by* 
Issuer. 

5.  The  failure  to  Include  a  reliable  es- 
timation of  profitably  recoverable  re- 
serves from  the  properties  involved. 

6.  The  faUture  to  include  any  discus- 
sion of  the  hazards  Involved  in  the  is- 
suer's proposed  operation. 

7.  The  failure  to  Include  any  discus- 
sion of  the  effect  on  the  prospective  new 
Investors  If  materially  less  than  the  total 
amoimt  of  stock  offered  is  sold. 

8.  The  representation  with  req;>ect  to 
core  analyses  showing  gross  oil  in  place 
as  "estimated  future  reserves  net  to  the 
company's  Interest  in  the  properties." 

9.  The  representation  that  the  core 
analyses  were  for  tiiree  rather  than  two 
w  fills 

10.  The  extension  of  dollar  amounts  in 
the  financial  statements,  for  other  than 
cash  transactions,  on  the  basis  of  an  esti- 
mated or  appraised  valuation  for  assets 
In  excess  of  Identifiable  cash  cost  of  such 
assets  to  promoters. 

D.  The  offering  would  be  made  in  vio- 
lation of  section  17(a)  of  the  Securities 
Act  of  1933,  as  amended. 

TTT  /t  is  ordered.  Pursuant  to  Rule  261 
(a)  of  the  general  rules  and  regulations 
under  the  Securities  Act  of  1933.  as 
amended,  that  the  exemption  under  Reg- 
ulation A  be.  and  It  hereby  Is,  tempo- 
rarily suspended. 

Notice  Is  hereby  given  that  any  per- 
son having  any  interest  in  the  matter 
may  fUe  with  the  Secretary  of  the  Com- 
mission a  written  request  for  hearing 
within  thirty  days  after  the  eatrj  of  this 
order;  that  within  twenty  days  after  re- 
ceipt of  such  request  the  Commission 
will,  or  at  any  time  upon  its  own  motlMi 
may.  set  the  matter  down  for  hearing  «t 
a  place  to  be  designated  by  the  Commis- 
sion for   the  purpose   of   detwmlnlng 
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whether  this  order  of  suspension  should 
be  vacated  or  made  permanent,  without 
prejudice,  however,  to  the  consideration 
and  presentation  of  additional  matters 
at  the  hearing:  that  if  no  hearing  Is  re- 
quested and  none  is  ordered  by  the  Com- 
mission, this  order  shall  become  perma- 
nent on  the  thirtieth  day  after  Its  entry 
and  shall  remain  in  effect  unless  or  until 
It  is  modified  or  vacated  by  the  Commis- 
sion- and  that  notice  of  the  time  and 
place  for  any  hearing  will  be  promptly 
given  by  the  Commission. 


By  the  Commission. 


TSCALl 


IFR.    Doc 


Orval  L.  r>uBois. 

Secretary. 


62   1900;    Filed 
846  am  ] 


Feb     26.     1362. 


(Pile  Nob    59-105.  5+-2281 

PENNSYLVANIA   GAS  CO.   AND 
NATIONAL  FUEL  GAS  CO. 


Order  Directing  Elimination  of  Pub- 
licly Hold  Minority  Stock  Interest 
and  Order  Approving  Plan 

PiBRUARY    19.    1962. 

In  the  Matter  of  Pennsylvania  Gas 
Company  and  NaUonal  Fuel  Gas  Com- 
pany. FUe  No  59-105;  and  National  Fuel 
Gas  Company.  File  No.  54-228. 

The  Commission  having  by  notice  and 
order  dated  July  22.  1960.  insUtuted  pro- 
ceedings under  sectidn  1Kb)  (2)  of  the 
Public  UtUity  Holding  Company  Act  of 
1935  ("Act")  with  respect  to  National 
Fuel  Gas  Company  ("National"),  a  reg- 
istered holding  company,  and  Its  sub- 
sidiary company.  Pennsylvania  Gas  Com- 
pany ("Penn"),  and  having  consolidated 
with  such  proceedings  a  proceeding  with 
respect  to  a  plan,  as  amended,  •"plan") 
filed  by  National  pursuant  to  section 
11(e)  of  the  Act  for  the  purpose  of  elim- 
inating the  pubUcly  held  common  stock 
interest  in  Penn : 

National  having  requested  that,  ir  the 
Commission  approves  the  section  ll<e> 
plan,  the  Commission's  order  contain  the 
findings  and  recitals  necessary  to  meet 
the  requirements  of  sections  1081  and 
4382  of  the  Internal  Revenue  Code  of 
1954.  as  amended,  and  any  other  sections 
thereof  providing  exemptions  or  benefits 
with  respect  to  transactions  proposed  in 

the  plan. 

National  having  requested  the  Com- 
mission, pursuant  to  section  11  <e)  of 
the  Act.  to  apply  to  an  appropriate 
United  States  Ertstrict  Court  to  enforce 
and  carry  out  the  terms  and  provisions 
of  the  plan; 

A  public  hearing  having  been  held, 
after  appropriate  notice,  at  which  all 
interested  persons  were  afforded  an  op- 
portimity  to  be  heard;  and 

The  Commission  having  considered 
the  entire  record  and  having  this  day 
filed  its  findings  and  opinion,  on  the  basis 
of  such  findings  and  opinion 

It  is  ordered.  That,  pursuant  to  sec- 
tion 11(b)(2)  of  the  Act.  National  and 
Penn  be.  and  each  hereby  Is.  directed  to 
take  appropriate  action  to  effect  the 
elimination  of  the  publicly  held  stock 
interest  in  Penn. 

It  is  further  ordered.  Pursuant  to  sec- 
tion U^e)  of  the  Act,  thet  the  plan  filed 
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by  National  be.  and  It  hereby  Is,  ap- 
proved subject  to  the  terms  and  con- 
ditions conUlned  in  Rule  24  promul- 
gated under  the  Act  and  to  the  following 
additional  terms  and  conditions: 

( 1 »  This  order  shall  not  be  operative 
to  authorize  any  transaction  proposed 
In  the  plan  until  an  approprUte  United 
States  District  Court  shall,  upon  appli- 
cation thereto,  enter  an  order  approv- 
ing and  enforcing  the  plan; 

(21  Only  such  fees  and  expenses  in 
connection  with  the  plan,  and  the  pro- 
ceedings incidenUl  thereto,  as  the  Com- 
mission may  approve  on  appropriate  ap- 
plication made  to  it,  shall  be  paid  by 
National  and  Penn;  jurisdiction  being 
reserved  to  determine  the  reasonable- 
ness of  all  such  fees  and  expenses  and 
all  other  remunerations  incuired  or  to 
be  incurred  by  National  and  Penn  in 
connection  with  the  Plan,  the  transac- 
tions incident  tliereto  and  all  proceed- 
ings on  or  related  thereto;  and 

<3t   Jurisdiction   is  reserved  with  re- 
spect  to   the  entering   of   such   further 
orders  and  the  taking  of  such  further 
action  as  the  Commission  may  deem  nec- 
essary or  appropriate  to  effectuate  the 
requirements  of  section  11  ib)  of  the  Act. 
It   is  further  ordered.  That  all  steps 
and  transactions   involved   In   the  con- 
summation of  the  plan.  Including  par- 
ticularly   the    Issuances,    transfers,    ex- 
changes, distributions,  and  expenditures 
hereinafter  described  and  hereinafter  set 
forth  are  necessary  or  appropriate  to  ef- 
fect   a    simplification    of    the    National 
holding  company  system  and  are  neces- 
sary or  appropriate  to  effectuate  the  pro- 
visions of  section  ll'b"  of  the  Act  and 
are  hereby  authorized,  approved  and  di- 
rected;   the  shares  of  stock  which   arc 
ordered    to   be    issued,    exchanged,   ac- 
quired,   transferred    and    received    are 
specified  and  itemized  as  follows: 

National  will  issue  and  deliver  53,651 
common  shares  of  National  to  Penn 
stockholders  at  the  rate  of  1.45  common 
shares  of  National  for  1  common  share 
of  Penn  and  In  exchange  therefor  such 
Penn  stockholders  will  transfer  and  de- 
liver to  National  their  certificates  for 
Penn  common  stock  aggregating  37.001 
shares. 


,,  February  27,  t962 


By  the  Commission. 

ORVAt  L.  Dubois. 

Secretary. 

(FR     Doc     82-1901:    Piled.    Feb     26.     1962 
8  46  ami 


(Pile  No  812   1478] 

TOWNSEND  CORPORATION  OF 
AMERICA 

Notice  of  Filing  of  Application 


February  15, 1962. 
Notice  Is  hereby  given  that  Townsend 
Corporation  of  America  ("TCA"),  38 
Chatham  Road,  Short  Hills.  New  Jersey, 
a  registered  closed  end.  nondlverslfled 
investment  company,  has  filed  an  appli- 
cation for  an  order  under  section  17<b) 
and  section  23(C)(3)  of  the  Investment 
Company  Act  of  1940  ("Act")  with  re- 
spect to  a  proposed  transaction  whereby 
it  will.  pu?»»«mt  to  an  agreement,  ex- 


change all  of  Its  Interests  In 
Research    Park    Corporathn   ( 
and  Princeton  Pike  CorpormtloD 
for  68,316  shares  of  TCA  ftnmw   _ 
held  by  two  individuals  ("■dhfiT) 
had  previously  sold  TCA  Its  Intm 
Park  and  Pike.     All  interested  ,    ,^ 
are  referred   to  the  application  on  % 

with  the  Comml.sslon  and  sum *-  - 

below  for  a  complete  statement 

TCA   owns   80   percent  of  Put  ..^ 
100  percent  of  Pike.    The  anetiodj^ 
corporations  consist  almost  KddycC 
improved  real  estate.    The  stock  of  I 
and  Pike  was  acquired  pursoaat  to 
ak;recmi  nt  dated  May  9. 1960  ("PorekMi 
Agreement"  > .  which  provided  thtt  Ihi 
purchase  price  for   the  Park  and  Pti 
stock  would  be  paid  In  TCA  itoek  Ml 
would  be  based  on  the  net  Tah»  tt  Ok 
assets  of  Park  and  Pike,  the  red  pn^ 

erty  being  valued  at  $3,500  pw • 

the  number  of  acres  being 

by  a  survey.    The  TCA  stock  

for  this  purpose  at  $12  per  ahti*,  i|. 
though  the  market  value  was  idbi' 
tially  lower.    The  net  value  of  Pnk 
Pike  determined  as  provided  in 
chase  Agreement  was  tentativdy  tttm> 
puted  at  $900,869  08  and.  on  thebidiil 
the  $12  per  share  valuation  nk  fey  li 
Purchase    Agreement,    the   nmlNr  || 
shares  of  common  stock  of  TCA  " 
aggregated  75.072  shares.    68.911 
were  delivered  by  TCA  In  19M  I 
balance  of  6.756  shares  was  to  bi  li> 
hvered  in  1961. 

The  Purchase  Agreement  further  fn- 
vided  that  If  the  highest  of— 

(it  The  net  asset  value  per  riMrttf 
common  stock  of  TCA  on  the  datoflClfel 
Purchase  Agreement  (May  9,  IHI): 

( ii  >  The  net  asset  value  per  itat  rf 
common  stock  of  TCA  on  the  dlteai 
year  from  the  date  of  the  dosing  (J«i 

6, 1961); or  

(iii)  The  market  value  per  manm 
common  stock  of  TCA  on  the  *••< 
the   closing    (June   6,    1961)-^WWI  m 
than  $12.  the  number  of  shareiflf 
mon  stock  of  TCA  deliverable 
Purchase   Agreement  would  be 
puted  using  the  highest  of  nieb 
values  m  place  of  the  $12  value  f" 
to  such  stock  by  the  Purchaae 
ment.    The  net  asset  value*  on 
1960  and  June  6.  1961.  are  not 
ascertainable,  but  based  on  the 
quotation  of  $3.00  per  share  for 
mon  stock  of  TCA  on  June  SO.  UwJ> 
number    of     additional    shares 
might  have   been  deliverable 
to  this  term  of  the  PurchaM  i 
would  be  226.431  shares.     TCAI^ 
cial  statements  as  of  June  '•^^cfk^ 
fleet  a  net  asset  value  per  TCA  ■■ 
as  of  June  30.  1961.  of  $1.19  *ft»gi 
effect   to  certain   contingent  B»B^« 
among   them   the   possible  ia^aamm 
said  226.431  shares,  and  TCA'i 
statements  as  of  June  30.  19W. 
in  its  semiannual  report  to  *^^ 
reflect  a  net  asset  value  per  TCA 
of  $1  75,  after  contingenclea. 

A  letter  agreement  entered  m» 
quent  to  the  execution  of  the  F<P 
Agreement  provided  that  under  ■» 
cumstances  should  the  P'^^^J^/t^ 
ment  be  construed  to  require  TvAW^ 
sue  shares  at  less  than  their  nil 
value. 


mfA.  leistered  as  an  investment  com- 
^^^i^t  to  the  Act  on  June  1». 
fl'SApril  24.  1961.  this  Commte- 
•f  Jimenced  an  action  against  TCA 
••Jntaltod  States  District  Court  for 
•'«Sct  of  New  Jersey  ("Court") 
i?5iJunctlve  reUef  with  respect  to 


violations  of,  and  seeking  to  en- 

fJ^-«pUance  with,  certain  sections 
5t  Act    TCA  consented  to  the  entry 
•TL-i  decree  enjoining  certain  vlola- 
£L7tbe  Act.  specifying  the  procedure 
USrtd  for  compliance  with  the  Act, 
■JSointing  an  interim  board  of  di- 
l^TcTtoterim  Board") . 
"SEriDDlication  states  that  at  the  re- 
J?Jthe  Interim  Board  of  Director* 
•r^-igal  was  made  in  August  1961 
rfSwil  property  held  by  Park  and 
l^whlch  indicated   an  average  per 
Znhie  substantially  less  than  the 
JJj  pej  acre  value  employed  In  the 
SUJe  Agreement  in  the  determina- 
'^d  the  purchase  price. 
ft,  tppUcatlon  further  states  that 
i^Bitensive  negotiations,  the  repre- 
Ettte  of  tiie  sellers  of  the  Park  and 
Zrltock  agreed  to  rescind  the  trana- 
Sn.   The  Interim  Board,  after  care- 
MMUideration,  decided  that  the  Inter- 
i rfTCA  and  its  stockholders  would 
S  be  served  by  rescinding  the  contract 
SwBOverlng  for  TCA  the  stock  It  had 
Sdfor  the  Park  and  Pike  stock  and 
^■iMeQuent  investment  in  Park  of 
jmately  $91,000.    TCA  and  such 
entered  into  an  agreement  dated 
.r^-hM-    18.    1961     ("the    Rescission 
kiewnrnt"' .  rescinding  the  purchase  of 
Jgk  and  Pike  stock  and  returning  the 
Mttas  to  their  original  positions.    The 
IimWob  Agreement  also  provides  for 
ti  eventual    repayment    to    TCA    of 
MjNO  advanced  to  Park,  such  repay- 
iBk  to  be  secured  by  a  pledge  of  the 
gt/t  of  Park  and  Pike  and  a  mortgage 
•  tbe  real  property  held  by  Park  and 

Pis. 

pVioant  to  the  definition  contained  in 
nUon  2(a)  (3)  of  the  Act  the  sellers 
m  eflUlated  persons  of  either  or  both 
tak  or  TCA.  and  Park  and  Pike  are 
persons  of  TCA.  Generally 
^,  section  17(a)  of  the  Act  pro- 
•n  afllllated  person  of  a  registered 
lent  company,  or  an  affiliated 
.  of  such  a  person  from  purchasing 
taB  eoeh  registered  investment  com- 
fm  UV  security  of  which  the  seller 
b  M(  the  issuer  unless  the  Commission 
IV  enter  upon  application  pursuant  to 
17(b)  of  the  Act  grants  an  ex- 
^  from  section  17(a)  of  the  Act, 
a  finding  that  the  terms  of  the 
I  transaction,  including  the  con- 
in  to  be  paid  or  received,  are 

)le  and  fair  and  do  not  Involve 

eMrreaehing  on  the  part  of  any  person 
ned;  and  that  the  proposed  trans- 
is  consistent  with  the  policy  of  the 
nt  company  concerned,  and 
It  with  the  general  purposes  of 
Ik  Act 

aeetkm  23(c)  (3)  of  the  Act  prohibits 
•  Ngiitered  investment  company  from 
PMiailng  its  own  securities  other  than 
s  aeeuritles  exchange  or  pursuant  to 
except  under  such  circum- 
— ~.  as  the  Commission  may  permit 
kr  order  to  insure  that  such  purchases 
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are  made  in  a  manner  or  on  a  basis 
which  does  not  unfairly  discriminate 
agftlnst  any  holders  of  the  class  of 
securities  to  be  purchased.  Since  the 
pnHKMed  acquisition  by  TCA  from  sellers 
of  the  TCA  Common  Stock  doei  not 
Involve  purchase  on  a  securities  ex- 
change or  pursuant  to  tenders,  such 
acquisition  would  be  prohibited  unless 
the  Commission  issues  its  order  per- 
mitting it. 

The  m;>plication  states  that  the  per- 
formance of  the  Rescission  Agreement 
will  benefit  all  of  the  holders  of  shares 
of  common  stock  of  TCA  by  preventing 
the  possible  substantial  dilution  of  their 
interest  in  TCA  and  will  eliminate  the 
probability  of  costly  litigation  concern- 
ing the  ftia^m  under  the  Purchase  Agree- 
ment for  additional  TCA  shares. 

Notice  is  further  given  that  any  in- 
terested person   may,   not  later   than 
Maich  6,  1962,  at  5:30  p.m..  submit  to 
the  Commission  in  writing  a  request  for 
a  hearing  on  the  matter  accompanied  by 
a  statement  as  to  the  natiire  of  his  in- 
terest, the  reason  for  such  request,  and 
the  issues  of  fact  or  law  proposed  to 
be  controverted,  or  he  may  request  that 
he  be  notified  if  the  Commission  shall 
order  a  hearing  thereon.  Any  such  com- 
munication should  be  addressed:  Secre- 
tary, Securities,  and  Exchange  Commis- 
sion. Washington  25,  D.C.    A  copy  of 
such  request  shall  be  served  personally 
or  by  mail  (air  mall  if  the  person  being 
served  is  located  more  than  500  miles 
from  the  point  of  mailing)  upon  TCA. 
Proof  of  such  service  (by  affidavit  or  in 
case  of  any  attomey-at-law  by  certifi- 
cate) should  be  filed  contemporaneously 
with  the  request.   At  any  time  after  said 
date,  as  provided  by  Rule  0-5  of  the  rules 
and  regulations  promulgated  under  the 
Act,  an  order  disposing  of  the  applica- 
tion herein  may  be  issued  by  the  Com- 
mission upon  the  basis  of  the  showing 
contained  in  said  application,  unless  an 
order  for  hearing  upon  said  application 
shall  be  issued  upon  request  or  upon 
the  CtMnmission's  own  motion. 

By  the  Commission. 

tsBALl  Orval  L.  DuBois, 

Secretary. 

(P.R.    Doc.    62-1902;    Piled,    Feb.    26,    1962; 
8:46  ajn.l 


[PUe  No.  812-1471] 

TOWNSEND  MANAGEMENT  CO. 


Notice  of  Filing  of  Application 

February  15. 1962. 
Notice  is  hereby  given  that  Townsend 
liianagement  Company  ("TMQ"),  38 
Chatham  Road,  Short  Hills,  New  Jersey, 
a  registered  closed  end,  nondiversifled 
investment  company,  has  filed  an  ap- 
plication for  an  order  under  section  17 
(b)  and  section  23(c)  (3)  of  the  Invest- 
ment Company  Act  of  1940  ("Act")  with 
respect  to  a  proposed  transaction  where- 
by it  will  exchange  all  its  interest  in 
Fiduciary  Counsel.  Inc.  ("Fiduciary"),  a 
wholly  owned  subsidiary,  for  cash  of 
$79,750  and  31,000  shares  of  its  own  stock 
held  by  a  group  of  individuals  ("Buy- 
ers") ,  some  of  whom  a;:e  affiliated  per- 
sons of  TMC.    All  Interested  persons  are 
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referred  to  the  application  on  file  with 
the  Conmiission  and  summarized  below 
for  a  complete  statement  thereof. 

Fiduciary  is  engaged  in  the  business 
of  acting  as  an  investment  adviaer  for 
a  number  of  individual  clients  ai^  is 
registered  as  an  investment  adviser  with 
the  Ccwnmission.  Fiduciary  has  out- 
standing 296  shares  of  caiHtal  stock. 
without  par  value,  all  of  which  296  shares 
are  owned  by  TMC.  TMC  acquired  the 
296  shares  from  May  1958  througli  Feb- 
ruary 1959,  from  various  indiriduals, 
most  of  whom  were  officers  or  executives 
of  Fiduciary. 

TMC  registered  as  an  investment  com- 
pany pursuant  to  the  Act  on  June  19, 
1960.  On  April  24.  1961,  this  Conmiis- 
sion commenced  an  action  against  TUC 
in  the  United  States  District  Court  for 
the  District  of  New  Jersey  ("Court") 
seeking  injunctive  relief  with  req;>ect  to 
alleged  violations  of,  and  seeking  to  en- 
force compliance  with,  certain  sections  of 
the  Act.  TMC  consented  to  the  entry  of 
a  final  decree  enjoining  certain  violattoDS 
of  the  Act,  specifying  the  procedure  re- 
quired for  compliance  with  the  Act,  and 
appointing  an  interim  board  of  directors 
("Interim  Board") . 

The  appllcati(m  states  that  the  Interim 
Board  concluded,  after  investigation, 
that  it  would  be  in  the  best  ^terests  of 
TMC  and  its  stockholders  for  TMC  to 
sell  Fiduciary  if  a  fair  price  could  be  ob- 
tained therefor.  The  Interim  Board  was 
informed  by  Fiduciary's  management 
that  some  of  Fiduciary's  important 
clients  had  been  disturbed  bx^  unfavor- 
able publicity  that  had  attended  the 
Commission's  action  against  Fiduciary's 
parent,  TMC.  referred  to  above,  and  that 
the  further  association  of  Fiduciary  with 
TMC,  notwithstanding  the  appointment 
of  the  Interim  Board,  might  result  in  the 
loss  of  some  of  Fiduciary's  Important 

clients.  ^  .     ^ 

Pursuant  to  the  definition  contained 
In  section  2(a)  (3)  of  the  Act.  certain  of 
the  Buyers  are  affiliated  persons  of  either 
or  both  Fiduciary  or  TMC,  and  Fiduciary 
is  an  affiliated  person  of  TMC.  O^ierally 
speaking,  section  17(a)  of  the  Act  pro- 
hibits an  affiliated  person  (Fiduciary,  and 
some  of  Buyers)  of  a  registered  invest- 
ment company  (TMC) ,  or  an  afllliated 
person  of  such  a  person  (Buyers) ,  from 
purchasing  from  such  r^:istered  com- 
pany any  security  (Fiduciary  stock)  of 
which  the  seller  (TMC)  Is  not  the  Issuer. 
unless  the  Conunlsslon  by  order  upon 
application  pursuant  to  section  17(b)  of 
the  Act  grants  an  exemption  from  sec- 
tion 17(a)  of  the  Act.  upon  a  finding  that 
the  terms  of  the  proposed  transaction. 
Including  the  consideration  to  be  paid  or 
received,  are  reasonable  and  fair  and  do 
not  Involve  overreaching  on  the  part  of 
any  person  concerned;  and  that  the  pro- 
posed transaction  Is  consistent  with  the 
policy  of  the  Investment  company  con- 
cerned, and  consistent  with  the  general 
purposes  of  the  Act. 

Section  23(c)  (3)  of  the  Act  prohibits 
a  registered  investment  company  from 
purchasing  its  own  securities  other  than 
on  a  securities  exchange  or  pursuant  to 
tenders,  except  under  such  clrcumstanoee 
as  the  Commission  may  permit  by  order 
to  insure  that  such  purchases  are  made 
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In  a  manner  or  on  a  basis  which  does 
not  unfairly  discriminate  against  any 
holders  of  the  class  of  securities  to  be 
purchased.  Since  the  proposed  purchase 
by  TMC  from  Buyers  of  the  31 ,000  shares 
of  TMC  Common  Stock  does  not  Involve 
purchase  on  a  securities  exchange  or  pur- 
suant to  tenders,  such  purchase  is  pro- 
hibited unices  the  Commission  issues  its 
order  permitting  It. 

The  application  states  that  the  terms 
of  the  proposed  transaction  resulted  from 
arms'  length  negotiations,  and  that,  for 
the  reasons  previously   cited,   it   would 
not  have  been  possible  to  sell  Fiduciary 
to  other  Interests  on  terms  as  favorable 
as  those  reached  with  Buyers.    The  ap- 
pUcaUon  also  states  that  the  proposed 
transacUon  will  realize  for  TMCs  stock- 
holders property  that  might  otherwise 
not  be  realized,  and  wUl  assist  and  ex- 
pedite the  reorganization  of  TMC  and  its 
afttliated  companies  in  compliance  with 
the  consent  decree  entered  by  the  Court. 
Substantially  all  of  the  TMC  stock  to 
be  mchided   in   the   purchase  price   of 
Fiduciary  was  Issued  by  TMC  to  acquire 
Fiduciary,  at  an  assigned  value  in  excess 
of  the  value  used  In  computing  the  num- 
ber of  shares  of  TMC  stock  required  to 
effect  the  present  purchase.    A  value  of 
$7  75  per  share  was  used  in  computing 
the  31,000  shares  of  TMC  stock  to  be  in- 
cluded in  the  purchase  price    for  Fidu- 
ciary   This  per-share  figure  was  thought 
to  be  substantially  identical  with  TMCs 
net  asset  Talue  as  of  June  30.  1961.  on 
the  basis  of  unaudited  figures,  so  that 
the  total  purchase  price  to  be  paid  by 
Buyers,  including  the  cash  portion,  was 
deemed  to  be  $320,000.    Subsequent  ad- 
justments in  the  valuation  of  certain  m- 
yestments    resulted    in    a    decrease    in 
TMCs    net    asset    value    per    share    to 
$7  39      The  application  states  that  the 
difference    in    the    purchase    price     or 
$11  160   Is  not  material  to  TMC  s  stocK- 
holders'  in  view  of  the  demonstrated  dif- 
ficulty of  selling  the  Fiduciary  stock  on 
terms  considered  favorable  by  the  In- 
terim Board. 

Notice  is  further  gives  that  any  in- 
terested   person    may.    not    later    than 
March  5.  1962.  at  5:30  p.m.,  submit  to 
the  Commission  in  writing  a  request  for 
a  hearing  on  the  matter  accompanied  by 
a  statement  as  to  the  nature  of  his  in- 
terest, the  reason  for  such  request,  and 
the  issues  of  fact  or  law  proposed  to  be 
controverted,  or  he  may  request  that  he 
be  notified  if  the  Commission  shall  order 
a  hearing  thereon.     Any  .such  commu- 
nication should  be  addressed.  Secretary, 
Securities   and    Exchange    Commission. 
Washington  25.  D.C.     A  copy  of  such  re- 
quest shall  be  served  personally  or  by 
mail  (air  maU  if  the  person  being  served 
is  located  more  than  500  miles  from  the 
point  of  mailing)  upon  TMC.     Proof  of 
such  service   (by  affidavit  or  in  case  of 
an  attomey-at-law  by  certificate  •  should 
be  filed  contemporaneously  with  the  re- 
quest.    At  any  time  after  said  date,  as 
provided  by  Rule  0-5  of  the  rules  and 
regulations  promulgated  under  the  Act, 
an  order   disposing  of   the   application 
herein  may  be  Issued  by  the  Commission 
upon  the  basis  of  the  showing  conUined 
in  said  application,  unless  an  order  for 
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hearing  upon  said  application  shall  be 
Issued  upon  request  or  upon  the  Com- 
mission's own  motion. 

Byithe  Commission. 


,  February  27,  1962 
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I  seal! 


F  R      D' 


Orval  L    DuBois. 

Secretary. 


62    1903.     Filed 
8  4'>   .>  ni  1 


Feb     26,     1962; 


DEPARTMENT  OF  JUSTICE 

Office   of   Alien    Property 

DOROTHEA   JAHN 

Notice  of  Intention  To  Return  Vested 
Property 

Pur.-.uaMt  to  section  32'  f'  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  cor-iserva- 
tory  expenses: 
Claimant.  Claim  So  .  Property,  and  Location 

Dorothea  Jahn.  Splegelslustweg  6,  Marburg 
(Lahn)  Germany.  Claim  No  43031,  Vesting 
Order  No  8704.  »330  83  In  the  Treasury  of  the 
United  States.  One-nfth  of  all  right,  title 
and  Interest  of  the  Issue  of  Lily  Schluech- 
terer  Jahn.  dccexsed.  In  and  to  the  trust 
created  under  the  will  of  Slgfrled  Schluech- 
terer,  deceased;  The  Chare  National  Bank 
of  New  York  and  Harry  H  Neuber,:er.  Co- 
Trustees,  acting  under  the  Judicial  super- 
vision of  the  Surrogitfs  C'uirt.  New  York 
County.  New  York 

Executed    at    Washington.    DC 
February  19,  1962. 

For  the  Attorney  General. 


Now.  therefore,  as  Administrator  tf 
the  Small  Business  AdmlnistrattoB.  i 
hereby  determine  that:  "•■«.  I 

1.  Applications  for  'llwMtcr  lo^ 
under  the  provisions  of  sectten  7(b)(l? 
of  the  Small  Business  Act  in**  v*  — 
ceived  and  considered  by  the( 
indicated  from  persona  or  " 
property,  situated  In  the  ^fn 
ties  and  areas  adjacent  thereto,  mm 
damage  or  destruction  remltfc^  „_ 
flood  and  accompanying  oondlttaiHi^ 
curnng  on  or  afctout  February  11,  \gm 

Office:    Small    Business    Admlnlstnttta 
glonal  Office.   Railway  Exctunft  BuBl 
909  17th  Street.  Denver  2.  Oolo. 


CUMULATIVE  CODIFICATION  GUIDE— FEBRUARY 

The  following  numorlcol  guido  is  a  list  off  the  parts  of  each  titio  of  the  Cod*  of 
Federol  Regulations  affoctod  by  documents  published  to  date  during  February. 


2.  Applications  for  '^^''ftstq-  ig^ 
under  the  authority  of  this  Dedatsyga 
will  not  be  accepted  suboeguent  to 
AuKUstSl,  1962. 

Dated     Feb:  uaiy  14,  1962. 

JoHH  K  Hona, 
Adminittraiat. 

»«»   *  lift 


I  y  R    Ui 


62   1904;    Piled, 
8:47   a.m  ] 


S  16.  1931 1312 

M  IJ.  1931 1312 

'     JT  1311 

JJii 1086 

"^ 1086 

' 1086 

1117 

1312 

1085 

1088 

_     1311 


1150 

«M 

J307 

1179 

1447 

>44« 

1449 

^Ksnri  Orders  : 

Aug.  18.  1904 1492 

IUy24,  1905 972 


7«3. 


i  DLcL^r  .Hull  of  Disaster  AreaSSS] 

CALIFORNIA 
Decloratlon  of  Disaster 


on 


I  seal! 


I  F  R      D>; 


Paul  V  Myron, 
Deputy  Director. 
Office  of  Alien  Property. 


62   1914,     Filed.    Feb.    26. 
8  48   am  I 


1962, 


SMALL  BUSINESS  ADMINISTRA- 
TION 

|Di.-:l.ir..t.(:n  of  Disaster  .\rea  362] 

WYOMING 
Declaration   of   Disaster  Area 

Whereas,  it  has  been  reported  that 
during  the  month  of  February,  1962,  be- 
cause of  the  effects  of  certain  dl.sasters. 
damage  resulted  to  residences  and  busi- 
ness property  located  In  Fiemont,  Big 
Horn,  and  Washakie  Counties  in  the 
State  of  Wyoming; 

Whereas,  the  Small  Business  Admin- 
istration has  investigated  and  has  re- 
ceived other  reports  of  investigations  of 
conditions  In  the  areas  affected: 

Whereas,  after  reading  and  evaluating 
reports  of  such  conditions.  I  find  that  the 
conditions  in  such  areas  constitute  a 
catastrophe  within  the  purview  of  the 
Small  Business  Act. 


Whereas.  It  has  been  reported  ttat 
during  the  month  of  February,  IHS,  be- 
cause of  the  efTects  of  certain  dloHlB^ 
damage  resulted  to  residences  ml  b«l- 
ness  property  located  in  Los  Angdetni 
Ventura  Counties  in  the  State  ol  Cali- 
fornia; 

Whereas,  the  Small  Business  Adatak- 
tration  has  investigated  and  bes  re- 
ceived other  reports  of  InvestlgatkBi  a( 
conditions  in  the  areas  affected; 

Whereas,  after  reading  and  ershat- 
ing  reports  of  such  conditions,  I  IM 
that  the  conditions  in  such  areas  eoD- 
stitute  a  catastrophe  within  the  iwrrkw 
of  the  Small  Business  Act. 

Now.  therefore,  as  Admlnlstrstor  <( 
the  Small  Business  Adminlstratkn,  I 
hereby  determine  that: 

1.  Applications  for  disaster  kMH 
under  the  provisions  of  section  7(b)(1) 
of  the  Small  Business  Act  may  be  »• 
ceived  and  considered  by  the  OfBei  " 
indicated  from  persons  or  Anns 
property,  situated  in  the  aforesaid 
ties  and  areas  adjacent  thereto,  M 
damage  or  destruction  resulttng  hm 
flood  and  accompanjring  condltiaH  oe- 
curring  on  or  about  February  9.  IMl 
Office:   Small    Business   Admlnl«tr»*kei^ 

glonal  Office.  Ohrbach  Buildlnff.  ■■• 
1101.  312  East  Fifth  Street.  U»  (knphi  H 
Calif. 

2.  Applications  for  disastff  Ijl" 
under  the  authority  of  this  Dedsiw* 
will  not  be  accepted  subsequent  to  » 
gust  31,  1962. 

Dated;  February  14. 1962. 

John  E.  Hoirt. 
Adminittr§ttf' 


1438— 

41J1— 
4»7— 
tlM— 
SSS9^- 
1069^A. 
7117— 
7805— 
»78— 
l«l— 
N19— 


972 

972 

972 

972 

1492 

1620 

1732 

1311 

972 

91 

59 

1492 

1759 

1759 

1492 

1759 

1065 

1519 

1447 

1341 

1521 
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(F.R.    Doc. 


62-1906;    Filed.    T*t. 
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1114 

9126 

10194 

10460 

10640 

10647 

10679 

10695A 1519 

10705 1519 

10044 1312 

10890 1312 

10129 1207 

10952  (see  EO's  10997-11005). 

10900 1065 

10091 1207 

10002 1311 

10093 1312 

10004 1447 

10005 1519 

10006 1521 

10097 1522 

10098 1924 

10099 1527 

11000 1532 

11001 1534 

11002 1539 

11003 1540 

11004 __-_  1542 

11005 1544 

11006- 1789 

HHOmTUL      E)OCUlCKNTS      OTHKR 

T^  Pkoclauations  and  Execu- 
tm  OioxRs: 

Memorandum.  Feb.  9.  1962.—  1341 

$c«  . 

*~ 1 963. 

1001,  1067.  1109,  1239,  1313.  1593, 
1718. 

*- 1548 

■^ 1208, 1313 

1349 

1790 


6  CFR  ^*«" 

421 963, 1407.  1408,  1753 

438 1593 

464 1753 

472 933 

475 1408 

483 1753 

7  CFR 

51 1208 

52 1549 

81 1087 

301 1450 

318 1551 

319 963, 1151 

354 964 

401 1001-1003, 1790. 1791 

723 964.  965 

725 966,  967 

727 969 

728 942 

730  1594 

776 - 1792 

816 1450 

820 1451 

877 1408 

878 1792 

905 1004-1006, 1488, 1489 

907 1006, 1239, 1489. 1754 

008 1755 

909  _ 1239, 1793 

910 1007. 1240. 1490. 1755 

912 1240. 1349, 1490, 1756 

959 1451 

970  1007 

971  -  1794 

990 969, 1794 

1070 -1718 

1127 1040 

1128. 1152 

1129 1047 

1132 1054, 1313 

Proposid Rules: 

51 1321 

301 1821 

728 1174 

730 1499 

815 984 

900—999 1556 

926 1118 

949 1118 

959 1012, 1119. 1801 

980  1802 

981 1460 

990 1217 

1001—1004 1500 

1006—1007 1500 

1008—1009 1272, 1802 

1010 1500 

1014^1016 1500 

1030—1037- 1272, 1802 

1038 - 1272. 1621, 1802 

1039—1043 1272, 1802 

1044 1272, 1280, 1634, 1802 

1045 1272, 1280, 1634, 1802 

1046 1013. 1217, 1272, 1634, 1802 

1047—1049 -  1272,1802 

1061—1064 1272, 1802 

1067—1069 —  1272, 1802 

1070 1176, 1272. 1802 

1071 1179 

1078—1079 1272. 1802 

1095 1013, 1217, 1272, 1634, 1802 
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Presidential  Documents 

Title  3— m  PRESIDENT 

Executive  Order  11007 
PRESCRIBING  REGULATIONS  FOR  THE  FORMATION  AND  USE  OF 

ADVISORY  COMMITTEES 

AVHEREAS  the  departments  and  agencies  of  the  Government  fre- 
quently make  use  of  advisory  committees ;  and 

WHEREAS  the  information,  advice  and  recommendations  obtained 
through  advisory  committees  are  beneficial  to  the  operations  of  the 
Government;  and 

WHEREAS  it  is  desirable  to  impose  uniform  standards  for  the 
departments  and  agencies  of  the  Government  to  follow  m  forming  and 
using  advisory  committees  in  order  that  such  committees  shall  func- 
tion at  all  times  in  consonance  with  the  antitrust  and  conflict  of 
interest  laws: 

NOW  THEREFORE,  by  virtue  of  the  authority  vested  in  me  by 
the  Constitution  and  statutes,  and  as  President  of  the  United  States, 
it  is  hereby  ordered  as  follows : 

Section  1.  The  regulations  prescribed  in  this  order  for  the  forma- 
tion and  use  of  advisory  committees  shall  govern  the  departments  and 
agencies  of  the  Government  to  the  extent  not  inconsistent  with  specihc 
law. 

Sec.  2.  As  used  herein, 

(a)  The  term  •'advisory  committee"  means  any  committee,  board, 
commission,  council,  conference,  panel,  task  force,  or  other  similar 
group,  or  any  subcommittee  or  other  subgroup  thereof,  that  is  formed 
by  a  department  or  agency  of  the  Government  in  the  interest  of  obtain- 
ing advice  or  recommendations,  or  for  any  other  purpose,  and  that 
is  not  composed  wholly  of  officers  or  employees  of  the  Government. 
The  term  also  includes  any  committee,  board,  commission,  council, 
conference,  panel,  task  force,  or  other  similar  group,  or  any  subcom- 
mittee of  t»ther  subgroup  thereof,  that  is  not  formed  by  a  department 
or  agency,  but  only  during  any  period  when  it  is  being  utiliz^  by  a 
department  or  agency  in  the  same  manner  as  a  Government-formed 
advisory  committee. 

(b)  The  term  "industry  advisory  committee"  means-  an  advisory 
committee  composed  predominantly  of  members  or  representatives 
of  a  single  industry  or  group  of  related  industries,  or  of  any  subdivi- 
sion of  a  single  industry  made  on  a  geographic,  service  or  product 
basis. 

Sec.  3.  No  advisory  committee  slftill  be  formed  or  utilized  by  any 
department  or  agency  unless 

(a)  specifically  authorized  by  law  or 

(b)  specifically  determined  as  a  matter  of  formal  record  by  the 
head  of  the  department  or  agency  to  be  in  the  public  interest  in  con- 
nection with  the  performance  of  duties  imposed  on  that  department  or 
agency  by  law. 

Sec.  4.  Unless  specifically  authorized  by  law  to  the  contrary,  no 
cx>mmittee  shall  be  utUized  for  functions  not  solely  advisory,  and 
determinations  of  action  to  be  taken  with  respect  to  matters  upon 
which  an  advisory  committee  advises  or  recommends  shall  be  made 
solely  by  officers  or  employees  of  the  Government. 
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Sec  5  Each  industry  committee  slmll  be  reasonably  lepre.sentative 
of^he  £m>up  of  industries,  the  single  industry,  or  the  gw^aphical, 
service,  or  product  segment  thereof  to  which  it  relates,  taking  into 
account  the  size  and  function  of  business  enterprises  in  the  industry 
or  industries,  and  their  Iwation,  affiliation,  and  competitive  sta  us, 
among  other  factors.  Selection  of  industry  ineml)ers  shall,  unless 
otherwise  provided  by  statute,  l>e  limited  to  individuals  actively  en- 
gaged in  or>erations  in  the  particular  industry,  industries  or  segments 
concerned,  except  where  ti.e  department  or  agency  head  deem^  such 
limitations  would  interfere  with  effective  committee  operation. 

Sec  (5  The  meetings  of  an  advisory  committee  formed  or  used  by 
a  department  or  agency  shall  be  subject  to  the  following  rules: 

(a)  No  meeting  shall  U-  held  except  at  the  call  of,  or  with  the 
advance  approval  of,  a  full-tiiiie  salaruMi  offi.er  or  empioyt'e  of  tlie 
department  or  agency,  aiul  with  an  ageiula  foinmlated  or  approved 
by  such  officer  or  employee. 

(b)  Vll  meetings  shall  be  under  the  ciiairmanshii),  or  (ondii.ted  in 
the  presence  of,  a  full-time  salaried  otliier  or  employee  of  the  (.ov- 
erntnent  who  shall  have  the  authority  and  U'  required  to  :uljourn 
any  meeting  whenever  he  considers  adjournment  to  be  m  tlie  public 
interest. 

(c)  For  advisory  lommillees  other  than  industry  a<lvi>ory  coni- 
mittees,  minutes  of  ea.liMueet  ing  shall  \n,  kept  which  shall,  as  a  mini- 
mum, contain  a  ivcord  of  persons  prestMit,  a  description  of  matters 
discussed  and  .onclusions  readied,  and  copies  of  all  reports  received, 
is.sued,  or  approved  by  the  committee.  '1  he  accura<-y  of  all  minutes 
shall  l)e  certified  to  by  a  fulbtime  salaried  officer  or  employee  of  the 
(rovernment  pre.sent  during  (he  proceedings  recorded. 

(d)  A  verbatim  transcript  shall  U>  kept  of  all  pim-wdings  at  each 
meeting  of  an  in.lustry  advisory  connnittee,  including  the  names  of 
all  persons  pi-esent,  tlieir  affiliation,  and  the  capa.ity  m  whicli  they 
attend:  ProvUled,  that  where  the  head  of  a  department  or  agency 
formally  determines  that  a  verbatim  transcript  would  interfere  with 
the  proper  functioning  of  such  a  committee  or  would  be  impract  icat)  e, 
and  that  waiver  of  the  nHiuirement  of  a  verlmtim  transcript  is  in  tlie 
public  intere.st,he  may  authori/.e  in  lieu  thereof  the  keeping  of  minutes 
which  shall,  as  a  minimum,  contain  a  record  of  i)ersons  pres*Mit,  a 
description  of  matters  diMU.-vs*.d  and  conclusions  reached,  !lAd  copies 
of  all  reports  nveived,  issue<i,  or  approviNl  by  the  committee.  Ihe 
accuracy  of  all  minutes  shall  U'  .erlitied  to  by  a  ful  -time  sjilaried 
officer  or  employee  of  the  (iovernment  present  during  the  proceedings 
recorded. 

(e)  Industry  a(lvi->ory  .ommiffees  .hall  not  l)e  pennitted  to  iiseive, 
compile,  or  dii^u.ss  ihita  (.r  reports  showing  the  current  or  projected 
commercial  oi)erations  of  ideiitnie<l  business  enterpri.ses. 

(  f )  In  thecas*'  of  iidvi^orv  coiumittees  other  than  industry  advisory 
committees,  the  department  or  agency  head  may  wiuve  .oinpliance 
with  any  uequirement  contanHMl  m  >ubse«-ti(m  (a),  (b)  or  {c)  ()t 
this  section  when  he  foinially  determines  that  compliance  therewitli 
would  interfere  with  the  proper  functioning  of  such  a  committee  or 
would  l)e  impra.-Hcable,  that  ad.Hpiate  provisions  are  otherwise  nuuh' 
to  insure  that  committ.-e  operation  is  subject  U)  (Jovernment  c<mtrol 
and  purpose,  and  that  waiver  of  t!ie  reciuiremcnt  is  in  the  put)li.- 
interest. 

Skc  7  The  liead  of  ea.  h  depart inent  or  agency  sponsoring  an  ad- 
visory committee  may  pres^riU'  additional  regulations,  consistent  with 
the  pwvisions  and  purposes  of  this  order,  to  govern  the  formation  or 
use  of  such  committer's,  or  the  appointment  of  meml>ers  thereof. 

Skc  s  An  advi>orv  .■,,i,miitt.>e  whose  duration  is  not  otherwise 
fixed  by  law  shall  ternimafe  not  later  than  two  years  from  the  date 
of  its  formation  unless  tlie  head  of  the  department  or  agency  by  which 
it  is  utili/ed  determine,  iii  writing  not  more  than  sixty  days  prior 
to  the  expiration  of  .nrl.  two  year  perKnl  that  its  continued  exi.stence 
,s  m  the  publH-  inteir-t.  V  liUe  - letenuir.at  ion  by  ll-.e  department  or 
agency  head  .hall  U'  ie.|.inv.l  no'  more  than  sixty  days  prior  to  llie 
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end  of  each  subsequent  two-year  period  to  continue  the  existence  of 
such  committee  thereafter.  For  ihe  purixoee  of  this  section,  the  date 
of  formation  of  an  advisory  committee  m  existence  on  the  date  of 
publication  of  this  order  shall  be  deemed  to  be  July  1,  I960,  or  the 
act  ual  date  of  its  formation,  whichever  is  later. 

Sec.  9.  The  requirements  of  this  order  shall  not  apply : 

(a)  to  any  advisory  committee  for  which  Congress  by  statute 
lias  specified  the  purpose,  composition  and  conduct  unless  and  to  the 
extentsuch  statute  authorizes  the  President  to  prescribe  regulations 
for  the  formation  or  use  of  such  committee ; 

(b)  to  any  advisory  committee  composed  wholly  of  i-epresentetives 
of  State  or  local  agencies  or  charitable,  religious,  educational,  civic, 
social  welfare,  or  other  similar  nonprofit  organizations; 

(c)  to  any  local,  regional,  or  national  committee  whose  sole  func- 
t  ion  is  the  dissemination  of  information  for  public  agencies,  or  to  any 
local  civic  committee  whose  primary  function  is  that  of  rendering 
a  public  service  other  than  giving  advice  or  making  recommendations 
to  the  Government. 

Sec.  10.  (a)  Each  department  and  agency  utilizing  advisor;^  com- 
mittees shall  publish  in  its  annual  report,  or  otherwise  publish  an- 
nually, a  list  of  such  committees,  including  the  names  and  affiliations 
of  their  members,  a  description  of  the  function  of  each  committee 
and  a  statement  of  the  dat4ss  of  ite  meetings :  Provided,  that  the  head 
of  the  department  or  agency  concerned  may  waive  this  requirement 
where  he  determines  that  such  annual  publication  would  be  unduly 
costly  or  impracticable,  but  shall  make  such  information  available, 
upon  request,  to  the  Congress,  the  President,  or  the  Attorney  General, 
(b)  A  copy  of  each  such  report  shall  be  furnished  to  the  Attorney 
General,  and  all  records  and  files  of  advisory  committees,  mcludmg 
agenda,. transcripts  or  notes  of  meetings,  studies,  analyses,  reports  or 
other  data  compilations  or  working  papers,  made  available  to  or  pre- 
pared by  or  for  any  such  advisory  committee,  shall  be  made  available,, 
upon  rMuest  by  the  Attorney  General,  to  his  duly  authorized  repre- 
sentative subject  to  such  security  restrictions  as  may  be  properly 
imposed  on  the  materials  involved. 

Sec.  11.  This  order  supersedes  the  directive  of  Februa^  2,  1959, 
entitled  "Standards  and  Procedures  for  the  Utilization  of  Public  Ad- 
visory Committees  by  Government  Departments  and  Agencies,  and 
all  provisions  of  prior  tixecutive  orders  to  the  extent  they  are  mcOn- 
sLstent  herewith. 

John  F.  Kennedy 

The  WnrrB  House, 

February  £6,  1962. 

[P.R.  Doc.  62-2073,  nied,  Feb.  27, 1962 ;  11 :34  a.m.] 
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Rules  and  Regxilations 


Title  5— ADMINISTRATIVE 
POtSONNa 

Chopt*r  I — Civil  S«rvic«  Commitiion 

PART  6— iXCEPTIONS  FtOM  THE 
COMPETITIVE  SERVICE 

D«portfn«nt  of  Lobor 

Effective  upon  publication  In  the  Pio- 
B>AL  Rboutik  subparagraph  (15)  Is 
added  to  paragraph  (a)  of  S  6.313  as 
set  out  below. 

§  6.313     Department  of  Labor. 
(a)   Office  of  the  Secretary.  •   •   t 
(15)  One  Assistant  to  the  Special  As- 
sistant to  the  Secretary.  Office  of  Legis- 
lative Liaison. 

(RJ8.  1763.  tec.  2.  22  SUt.  403.  as  amended. 
6n.S.C831.8SS) 

UlHTID  STATIS  ClVIt  SlRV- 
ICI   COMiaSSION, 

.ISKALl       Maet  V.  WawzM-. 

Executive  Assistant  to 
the  Commissioners. 

(F.R     Doc     82-1954;    Filed.    Feb.    37.    1962. 
8:45  ami 

Title  7— AGRICULTURE 

Choptar    III — Agricultural    Research 
S«rvic«,  Dapartmant  of  Agriculture 

[InterpretaUoo  33 1 

part' 362— REGULATIONS  FOR  EN- 
FORCEMENT OF  FEDERAL  INSEai- 
CIOE,  FUNGICIDE,  AND  RODENTI- 
CIDE  ACT 

Intarpratation  With  Raspact  to  Liquid, 
Powdarad  ond  Prasfurizad  House- 
hold Insacticidas  Accaptabia  for  Da- 
positing  Insacticidal  Chemical 
Rasiduas 

Residual  insecticides  of  many  different 
typee  have  been  extensively  used  in 
h<»nes  where  children,  as  well  as  adultt. 
may  be  exposed  by  direct  contact  with 
treated  siirfaces  and  by  breathing  the 
fumes,  or  where  food  and  food  handling 
'  surfaces  could  be  contaminated.  It  is 
essential  that  the  labehng  of  these  prod- 
ucts be  as  complete  and  carefully  pre- 
pared as  possible  so  as  to  obtain  the  de- 
sired pest  control  without  harmful 
results  to  persons  or  property.  The 
variety  of  the  new  pesticides  which  have 
been  introduced  for  household  use  and 
the  extent  and  variety  of  the  require- 
ments as  to  their  use  have  rai.sed  a  num- 
ber of  complex  labeling  problems 
Recognizing  the  scope  of  these  problems 
the  Department  of  Agriculture  published 
a  proposed  interpretation  on  this  subject 
in  the  Pkdcral  Register  for  May  18. 
1961.  No  objections  to  the  issuance  of 
such  an  interpretation  were  submitted. 
Therefore    pursuant    to    t  le    aut^lo^uy 
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vested  In  me  by  S  362.3  of  the  regulations 
(7  CPR  362.3)  under  the  Federal  In- 
secticide. Fungicide  and  Rodenticlde  Act 
(61  SUt.  163:  7  U.S.C.  135-135k).  In- 
terpretation 23  with  respect  to  liquid, 
powdered  and  pressurized  household  in- 
secticides acceptable  for  depositing  In- 
sectlcldal  chemical  residues  Is  hereby 
Issued  as  S  362.121  of  Part  382.  Title  7. 
Code  of  Federal  Regulations. ^to  read  as 
follows : 

§  362.121  Inlerprflation  with  reapect  to 
liquid,  powdered  and  preaaurixed 
houa«'liold  inaecticidea  arc«ptable  for 
drpoaiting  inaecticidal  and  chemical 
rrnidue*. 

(a)  Composition     These  products  are 
ordinarily    marketed    as    oil    solutions, 
emulsions,  suspensions,  powers  or  pres- 
surized products,  some  of  which  are  de- 
signed for  use  In  undiluted  form  by  the 
consumer.     In  some  cases  concentrated 
products  requiring  various  degrees  of  di- 
lution  are   marketed.     These   products 
usually  have  a  petroleum  distillate  base, 
together  with  such  auxUiary  solvents  as 
may  be  necessary  to  keep  the  formula- 
tion as  a  solution  under  conditions  of 
relatively    low    temperature.      Water    Is 
sometimes  used  in  the  liquid  formula- 
tions.   Auxiliary  solvents,  such  as  methy- 
lated naphthalenes,  methylated  aromatic 
petroleum  solvents,  methylene  chloride 
and  methyl  chloroform  are  frequently 
used,  although  the  last  two  named  are 
more   common   In  pressurized   products 
than  in  liquid  formulations.     The  pro- 
pellants     conunonly     encountered     are 
known  as  propellant  11  ( trlchloromono- 
fluoromethane > .  propellant  12  (dlchloro- 
difluoromethane ) ,     nitrogen,     carbon 
dioxide,  nitrous  oxide,  and  certain  hydro- 
carbons, such  as  propane.    Propellant  12 
is  used  alone  or  in  various  proportions 
with  propellant  U,  methylene  chloride 
or    methyl    chloroform,    together    with 
small  amounts  of  propane.     Pressurized 
products  of   this  class  usually   contain 
lower  levels  of  propellants  than  are  com- 
monly encountered  In  the  products  dis- 
cussed in  Interpretation   15.  as  revised 
1 5  362  113  > .     The  present  interpretation 
is  not  intended    to  cover  products  de- 
signed primarily  as  space  sprays  which 
are  used  in  such  a  manner  as  not  to  de- 
posit  substantial   chemical  residues   on 
treated  surfaces.    Moreover,  mothproof- 
ing treatments  of  woolens  and  fabrics  for 
the  purpose  of  impregnating  them  with  a 
protective  chemical  residue  are  excluded 
from  this  Interpretation. 

ib»  Acceptable  ingredients.  The  fol- 
lowing IS  a  list  of  chemicals  frequently 
encountered  in  hou.sehold  type  insecti- 
cides of  this  cla.ss  The  percentage  figure 
given  in  each  case  i.s  the  maximum  that 
can  be  accepted  for  this  purpose.  An 
asterisk  m  connection  with  the  percent- 
age fluure  indicated  that  the  usage  is 
currently  restricted  to  professional  ap- 
plications by  a  pest  control  operator  or  a 
public  health  official.  All  percentage 
flijures  are  expressed  in  terms  of  weight 
alone. 


I'l  <(li  I'lil  rluniiral  ami  scope 
<j(  tri'iitiiii'iil 


nuloimU'"   (),()-<llni<>tiiyl  2,J,1 
Irlchloro- 1  -n  -butyryloiyeUljl 

nhosphoiiaU'— ""t 

Dk'hlors  (llplionyl  trirhloroethane 
'^,  (DDT)  urntTiil  tnwtiUMit). 

'";,  iTDKi  (p-nonil  troatment). 

MikliitlUDri    ''; '  (jp'noraltrvatnMnt). 

Miilatlilrtn  -'^'  (sihjI  appUcallon). 

"DlHTlnon'  ().()-<ll<thyl  0-(2-to(>- 

(•ropyl-*-  mi'thy  1  -ft-  pyrlmldlnyl) 

(ihiKiphorothloHU^   "r,   (spot  »p- 

pIlnitlDti)  

J'fst  rtmtrol  ojnTalorsonly)  (spot 
appllintloni         ,.       

■I'.Tllian.'"  illilhyl  dlphi-nyl  dl- 
rhldriMllmii.'  [or  l,2-<llrhloro-2,3- 
Mii4-«'thylpht'nyl)  pUiane)— % 
lU.v"  of  tfit>  toUil  amount  of  t<>ch- 
nicnl  IriKn  illfiit  prrsrnt).  Re- 
l,ito<l  «>mp«>un<l»  1  (.^%  of  the 
ti>tiil  uniountof  l<H'hnloal  Ingi*- 
rll.iit  i>ri'9«'iitl  (.il><)t  appllcalloo) 

Koiini-I  ""i'  iKcii'Tsl  tn-Htmont)-. 
i.tiM>t  iippllrntloni      - .    

■[.•<linlcul  rlilorlaiii- - '"oMspot  ap- 
[)linilli)iii      

Dicnpthon    '"r  •  (spot  application) 

Di.l.lrlii    '".,  »  (s|H)t  apj)li™ilon)  .- 

■  I  >ilaii  ■  •  ( .K  inlxturf  of  2-nltro-l.l- 
t.«  ii4  rhlorophcnyl))  butane 
ami  J-nltro-l,l-l'b  (i*  chloro- 
ph.'nyh)  profMnp)  %  (Itpneral 
iipplicHtioni  .     .     

ni|>Uk(  hlor    '■;-  ( spot  application). 

(I.iniiiuii')  ((riimma  lsohht  of  ben- 
ti'iK-  Iii'ii4chli>rlili'  from  lindane— 
'";  I  <IM)t  ;ipplli"atlon    .      

I'yTi'thruin  (><)Wil<T  (pyrcthrlns— 
'■;  I  .   - .- 

M.Uiiny.hlor  "^'v  '  tKcneral  appli- 
mtioiii 

S<).lluin  lluorld«« — % 

lintiphinc-  '■;.  (ti'chnical  chlorl- 
ni»l<'<l  mniphfin')  (fi7-6«%  cMo- 
rinii  i»iK)t  appllratloni  

Ky&nlii    '■;   .si><)t  appllo»tlon> 

Sllln*  !iirrint>ls  Csi>ot  appljmtlon)  . 

.•'lllcll   Ifll        % 
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.^-p  covered  by  this  InterpreU- 
'^S^otiy  contain  a  combination 

'?*SSalln«redients  together  with 
iJ23lpyrethrins  and  thiocyanatee. 
JJJ^JfCdlents  may  be  used  In  the 
Y^gf  combinations,  except  that 
5lJ^J-iblnations  of  phosphates  and/ 
•■Itartoated  hydrocarbons  are  pro- 
«2"ln»eentratlons  of  these  ingre- 
Cidttuld  be  proportionately  reduced. 
ffiSmaUon  set  forth  in  paragraph 
ffrf  Interpretation  15.  as  revised 
SLTilttb) )  1»  also  applicable  to  the 
SSa  covered  by  this  interpretation. 
^r^tnaredient  statement.  The  in- 
.^.i^  set  forth  In  paragraph  (c) 
5"2£preUtlon      15,      as     revlaed 

-2^All(c))  la  equally  applicable  to 
L^iodaets  covered  by  this  Interpre- 
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IffptUrtU  additirr* 

K  11"  2,:i.A,^  I'l.i    ■.'t'utyl- 

ti'lratiydrofiirfural  -  % 

sixit  iippll<'atli>ni  (r<'i>«'ll«"nt>  .. 

M<1K    H  3*'    I)ln-[>ropyl  lao- 

cliirhoincronaU'     '^  (sjMjt  appll- 

i-mioni  -- 

••)  ibUr-n"    Ditmlyl  »ucclnau»- 
'"  isiwit  iipplU-allon)  (r<-p«'lU-nt) 


II 


.....wuld  be  piMHHVj 
1  and  net*.    Apy  Pfg  ; 
npU-tpd  ibooM  to«Mj 
CIS  or  f\K nmamL  M 


••  An  iKl'litioiial  -(jvriallriHl  usafr  tntip^aC— — , 
trtill"!!  of  V)^;.  of  DDT  which  is  n"«tr4^a  l»«illliB' 
nf  ro.i.h.-s  Hii'l  ants  hy  I"  st  control  <>1>***<**  If  J0  i 

h.rtlth  omctnls  only       rfi.'  dust  shouW 

ar' i».t  Irri'vc^ii^ilc  to  rhlMp'n  and 

vLilMc  iiftJT  .'ippllcjitiim  IS  comf 

briLHh.'^l  Into  .t:iiI(S  ajid  crcvlcr.  „.  ■  -- --t- 

(tu.'U  nmy  fn-  appllinl  on  surfarM  hehtna 

iTutort,  <.tov -s  and  cnhlnctt  that  are  aa*  •  i  "  ^ ^ 

Alutv.:^l  (xt-s  *n.l  children.     No  f'n*"™~J5J',2 

hoii.SihoM  woiiI'TN-  :icc('ptaW«'.     low«n«^^ 

may  M»>  » <■  u.s. -I  «•*  ii  rixl'-ntlclde  a«ralnrt  IW..^  ,... 

I  Malithi.m  .  O.O-^llm.  thy!  dllhlophuipiMW*^^ 
rm  rcnplosiii-<triit'i 

>  Konn.l  (0,0.dini.tl?yl  ()-2.4..*i  Ulchk 
phornlhloitci  .  ,        .     _. 

«  r,-.linl(  ill  chlordanr      '";  with  rxplanataryi 
niiM    K'luiMilciit    lo       ■;     If**";,    o'   •'"* 
o.-to<hloro4.:-nirtli;iiiot>trihyilro    Indane    _ 
litr  ■  of  tlrst  (>"■'■' '  t.»k:cr  r-  lal'  'I  compomiaa 

'  Di'.ipthon    o  O  lin)i  Ihyl  0-c.'-chlo»t>-«l 
iihosphoroUiioitii 

•  An  .  Ji'lii'i  itor>   st;»t.  incnl  I.''  rcaulreO, 
)i.  i.u-lilor'M'jHijyiH  l^ihydro-cii'lo,      no 
th.ilrnc      •;  r' Lit' '1  comiK.tUKl.H  .jm  %^^' 

•2-nitro  1,1  I'W  .|vfhlor..|.li.n\lii>ropan«  "J*/^] 
1.1-M.«  M  •c(i|»roi>li''hv|it'Htinc  %  (boW  •«•"  ^  ] 
dli  tils  nl'.»  «ys  pn  vnt'  n^^t^rw  ^ 

'   ri.<hiiinil    inilhoiy -hlor      -'",    an   "??^55«5 
stut'init.t  IS  r.<|iiir.'l    r.^mN^ilcnt  to  "r"  JT*       • 
first    («Tc.tiU«c)    j,'J-i.is    - p-i'i.'thoxypl>«y»_ 
.Moro.ili.ini'  nn-l      '^.  '  ir:  of  ili.'  first  f 
ISDrniTs  m'  r    i  lion  jt'i'Iii  t< 


1^  Manner  of  application.  When 
I  application  is  specified  the  resid- 
itMr"*  may  be  applied  to  as  many 
^«C  the  infested  premises  and  to  as 
Es  proportion  of  the  available  sur- 
te  M  may  be  considered  necessary  for 
Sttfe  pest  control.  When  the  usage 
ZiZmm  to  "spot  application"  much 
^  ^attention  should  be  given  to 
^  the  treatment  to  those  surfaces 
J  the  pests  have  been  seen  or  where 
an  suspected  of  hiding.  Such 
r-^^^t.  ^ould  normally  be  limited 
tosBSxlmum  of  20  percent  of  the  floor 
ffitover  wall  surfaces  Including  shelv- 
^  lad  cabinets. 

(I)  Bciic  insecticidal  value.     These 
■liiets  are  required  to  contain  enough 
T^iTCSldual  insecticidal  ingredient  so 
Mk  when  they  are  applied  substantial 
f^tm  of  the  insecticidal  chemical  will 
ll  JdHM^twrt    on   all    treated   surfaces, 
tti  biological  evaluation  of  the  effec- 
i  cf  these  treatments  wtil  be  eon- 
„  ieparately  In  all  cases  on  the 
cf  the  existing  experimental  In- 
on  the  insecticidal  value  of 
.xal  or  upon  such  data  and 
evidence  as  can  be  furnished 
^  tbe  applicant.     If  new  or  unusual 
liBiiliUnnrf  or  claims  and  directions  for 
Man  submitted,  it  will  be  necessary  to 
the  submission  of  sufficient  ex- 
evldence  to  justify  the  pro- 
claims.    In  any  case,  it  will  be 
kiy  for  the  applicant  to  submit 
I  flrtablish  the  safety  of  any  new  or 
I  chemical  or  pestlcldal  treatment 
talk  proposed.   It  is  the  usual  practice 
IllMMlU  with  the  Public  Health  Service 
iCte Department  of  Health,  Education, 
^li  Welfare  on  such  matters. 
tf)  DIrecffons  for  use— (1)    General. 

Sases  the  labeling  should  bear  ade- 
llrections  for  use  against  all  of  the 
named  in  the  labeling.  These 
;  are  commonly  recommended  for 
•m  control  df  such  pests  as  roaches 
bugs),  house  flies,  mosquitoes. 
I,  spiders,  bed  bugs,  ants,  carpet 
.  scorpions,  fleas,  and  brown  dog 
Many  of  these  formulations  are 
Hk  aeeeptable  for  mist  spray  applica- 
Im  in  the  air  and  care  shoulti  be  taken 
ll  apply  the  products  as  relatively 
wet  sprays  which  will  adhere  to 
surfaces.  This  is  especially  im- 
in  the  case  of  pressurized  prod- 


ueta.  Blnoe  the  habits  and  life  cycles  of 
different  peats  Tuy  considerably,  the 
direettona  muat.  in  each  case,  be  adapted 
to  the  parttenlar  kind  of  insect  or  cither 
peat  which  la  causing  annoyance  and  to 
the  type  of  structure  or  building  in  which 
the  innduct  la  uaed.  Claims  that  residual 
insecticidal  talue  will  last  for  any  par- 
ticular period  of  time  are  usually  \m- 
dealrable.  due  to  the  variable  conditions 
under  Which  the  products  are  used.  It 
may  be  stated  that  the  product  is  a 
reddual  insecticide  but  the  labeling 
should  emphaslce  the  need  for  repeated 
applications  as  often  as  necessary  since 
it  la  not  poaalble  to  anticipate  all  of  the 
conditions  of  use,  types  of  surfaces  to  be 
treated  and  cleaning  operations  of 
treated  surf  acea. 

(2)  Particular  insects— (1)  Flies  and 
moMquitou.  Directions  for  use  against 
these  pesta  ahould  provide  for  thorough 
treatment  of  all  surfaces  where  these 
Inaects  are  known  to  allsdit  or  con- 
gregate. Emphasis  should  be  placed  on 
spraying  or  i^iplying  powders  around 
doors,  windows  and  porches.  In  all 
cases,  repeated  applications  should  be 
■pedfled  as  often  as  necessary. 

Acceptable  c7iem4caZs;  DDT,  dlchlo- 
rodiphenyl  dichloroethane.  "Butonate." 
heptachlor,  molathion.  "Dlazlnon,"  ron- 
nel.  chlordane.  dicapthon.  dleldrin, 
"Perthane."  "Dilan,"  a  mixture  of 
2-nitro-l,l-bia  (4  chlorophenyl)  butane 
and  2-nitro-l.l-bis  (4  chlorophenyl) 
pnqmne.  lindane,  methoxychlor,  "MQK 
Rr-326"  (repeUent),  "tabatrex"  (repel- 
lent), and  "MOK  R-11"  (repellent). 

(11)  HottsehoZd     ants,    roaches     and 
sUverfUPi.   The  directions  for  use  against 
these  perts  should  provide  for  thorough 
q>raying  or  distribution  of  the  powder 
into  all  parts  of  the  room  suspected  of 
harboring     them.      Special     attention 
shooM  be  paid  to  cracks  and  hidden  sur- 
faces around  sinks  or  food  storage  areas 
where   theae   insects    may   be    hiding. 
Thorough  treatment  around  doors  and 
windows  Is  desirable  in  ccmnection  with 
dlrectiona  for  use  against  ants.    Spray- 
ing sround  baseboards,  windows,  door 
frames,  bookcases  and  storage  areas  is 
usually  desirable  in  connection  with  dl- 
rectiona for  use  against  sllverflsh.    Re- 
peated applications  should  be  specified 
in  all  cases.    Silica  gels  are  usually  ap- 
plied at  the  rate  of  2  ounces  of  the 
powder  p«r  100  sq.  ft.  of  treated  floor 
area.    Liberal  applications  are  needed. 
Special  care  should  be  taken  to  use  all 
of  these  products  in  such  a  manner  that 
food  and  food  utensils  will  not  be  con- 
taminated.   If    any    spray    or   powder 
ahould    contaminate    cooking    utensils, 
silverware   or   dishes,   they   should   be 
thoroughly  cleaned. 

Acceptable  chemicals:  DDT,  dlchloro- 
diphenyl  dichloroethane,  "Butonate" 
(roaches  and  sllverflsh  only) ,  malathlon, 
BOdiimx  fluoride,  psrethrum  powder, 
"Diazinon."  ronnel,  chlordane,  •  dicap- 
thon. dleldrin.  heptachlor,  methoxychlor. 
toxaphene,  ryanla.  Silica  gels.  "Taba- 
trex" (repellent),  and  "MOK  R-11" 
(repellent). 

(ill)  Bed  bugs.  The  directions  for  use 
against  this  pest  should  provide  for 
thorough  spraying  of  the  bed,  the  springs 
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and  the  mattress,  as  weU  aa  the  Imm- 
boarda  aiyl  wall  cracka  about  the  kad- 
loom.  Repeated  appUeatioaa  AM  uauallr 
neceasary  for  good  results  iafalaat  tbia 
peat  In  the  ease  of  mahitkloa.  the 
ipa^ytmiim  acceptiU>le  conceotrattan  far 
this  use  is  a  1  percent  spray  wlilali  in 
any  case  is  to  be  applied  Uglitty  to  the 
mattress.  Chlordane.  dleapthan  aad 
"Diazinon"  are  not  acceptable  for  uoe 
against  this  pest.  Tilndanf  is  net  ae- 
eeptable  as  a  residuid  inaeetialda  for 
treatment  of  beda  and  mattnaaaaa.  ofan 
though  a  concentration  o(  4.1  pawient 
haa  been  accepted  aa  a  noB-ceaMhaBl  In- 
secticide for  use  agalnat  thla  peat  ^ 

Acceptable  ehemicait :  DDT.  pjrathrMa 
powder,    diehkuodipbeByl    dlchloro- 
ethane.  malathlon  and  ronnd  1  peBgaajt 
(iv)  Carpet   beetles.    The   diramioaa 
for  use  against  these  peats  should  ptofida 
for  thorough  smi^ng  of  suitable  forBMi- 
lations  along  baseboards,  edges  of  «y- 
petlng,  under  furniture,  under  catpeting 
and  rugs  uid  in  closets  and  aheMag 
wherever  these  Insects  are  seen  or  «•- 
pected.       Preasurlaed     prodaots     and 
powders  may  also  be  used  for  ttila  par- 
pose.    In  all  eases,  the  treatment  r"    " 
be  repeated  as  often  as  neccsrn 
Acceptable  chemicaU:  DDT, 
diphenyl     dichloroethane,     malattdan, 
"Diazinon,"  dilordane,  dleldrin,  bepta- , 
chlor,  ronnel,  lindane,  methoxydilor  and 
"Perthane." 

(V)  Fl&is  and  brovm  dog  Ut^  » 
buildings.  Directions  for  use  agalnat 
these  pests  should  provide  fax  liberal 
applications  to  floor  areas,  cradcs  and 
crevices,  sleeping  quarters  of  ^ntraala. 
behind  pictures  and  wherever  preaenoe 
of  these  insects  may  be  auveeted. 
Liberal  and  repeated  appUcatlans  to  the 
infested  areas  are  desiraUe  in  all  tana. 
Spot  applications  are  not  suitable  for 
the  control  of  fleas.  (3<Kisequently,  ao^ 
insecticides  as  lindane  and  chlordane  are 
not  acceptable  for  use  against  tUs  pest 
Acceptable  chemicOt:  DOT,  dldiloro- 
diphenyl  dichloroethane,  •DIaainon," 
ronnel,  methoxychlor,  malathlon  2  per- 
cent and  SUica  gel  (fleas  only),  and 
chlordane  (for  brown  dog  ticka).. 

(VI)  Spiders  ond  acorpiom.  Direc- 
tions for  the  control  of  Uiese  peate  ahould 
provide  for  thorough  wet  spraying  or 
dusting  aroimd  windows,  doors  and^^er 
areas  over  which  these  pests  may  crawl. 
Pressuriaed  sprays  may  be  used  on  the 
same  general  terms  as  liquid  and  pow- 
dered products.  In  all  cases,  the  appli- 
cations should  be  repeated  as  often  as 
necessary.  ^,  ^, 

AcceptobZc  chemicals:  DDT,  dichloro- 
diphenyl  dichloroethane,  malathlon. 
"Diazinon,"  ronnel  (spiders^  only), 
chlordane,  dleldrin,  lindane,  methoxy- 
chlor. heptachlor  (spiders  only),  and 
"Butonate"  (spiders  only) . 

(vll)  Pantty  pests.  Saw-toothed  grain 
beetle,  flour  beetle,  rice  wocfU,  cig- 
arette beetle,  drug-store  *>«^««"5 
Indian-meal  moth  are  peats  Induded  in 
this  category.  While  deanllneaa  aad 
good  housdce^ing  are  basic  to  thejpn- 
vention  of  losses  by  reason  of  ^^JS!^ 
insecticides  may  sometimes  be  carefully 
used  to  advantage.  DirecUwas  to  aid  In 
the  control  of  these  pests  should  pro- 
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ylde  for  the  removal  of  all  packages  of 
food  and  for  the  treatment  of  the  In- 
terior wirfacea  of  the  shelves  and  cup- 
boards with  a  residual  spray.  The  spray 
toust  be  allowed  to  dry  before  the  paclc- 
aces  ar«  put  back  on  the  shelf.  Shelf 
paper  or  foU  should  be  used  to  prevent 
contact  of  food  or  utensils  with  sprayed 
surfaces.  It  should  be  emphasized  that 
treatment  of  this  kind  Is  of  only  sup- 
plemental value  since  It  does  not  afreet 
the  insects  breeding  inside  the  packages. 
Infested  food  packages  should  be  de- 
stroyed or  fumigated. 

Acceptable  Oiemicala:  DDT.  chlordane. 
lindane,  metluMiychlor.  malathion.  ron- 
nel.  "Perthane."  and  "Diazinon." 

(g)  Caution  and  warning  statements — 
(1)   Oeneroi.    All  economic  poisons  are 
required    to  bear   warning   or    caution 
statements  which  are  necessary  to  pro- 
tect the  puUic  from  injury  and  accept- 
able directions  for  use  must  be  consist- 
ent   with    these    requirements.      These 
cautions  and  directions  are  quite  vari- 
able, depending  on  the  composition  of 
the   product   and    the   manner   of    use 
which  is  intended.     The  detailed   pre- 
cauti<ms  especially  for  operator  pr6tec- 
tion,  during  uae  of  most  of  the  pesticidal 
ingredients,  are  given  in  Interpretation 
18  (§  362.116) .    Cautions  to  protect  food 
and  food  handling  utensils  from  con- 
tamination are  often  specified  and  are 
appropriate  in  any  case.    These  products 
should  be  kept  out  of  the  reach  of  chil- 
dren and  pets.    Many  of  these  products 
will  stain  or  discolor  wsdlpaper.  textiles. 
and  other  finished  surfaces  or  articles. 
Appropriate  label  cautions  or  warnings 
should  be  included  in  all  such  cases. 

(2)  Liquid  and  powdered  insecticides. 
In  all  cases  where  petroleum  distillate 
or  other  combustible  formulations  are 
involved,  warnings  against  use  in  the 
presence  of  open  flame  and  sparks  are 
required. 

(3)  Pressurized  products.  Since  many 
of  these  products  contain  significant 
amounts  of  petroleum  distillate,  or  other 
combustible  substances  in  the  presence 
of  open  flames  or  heated  surfaces  and 
since  bursting  or  leakage  of  contents 
may  occur  at  high  temperatures,  all 
pressurized  products  (except  as  specified 
hereafter)  should  bear  the  following 
warning  or  its  practical  equivalent: 

WAKimfo:  Contents  under  pressure.  Do 
not  puncture.  Do  not  use  or  store  near  heat 
or  open  flame.  Kzpoeure  to  temperatures 
above  180*  F.  may  cause  bursting.  Never 
throw  container  Into  Are  or  Incinerator. 


Pressurized  products  which  have  ex- 
treme flammability  or  explosive  hazards 
will  be  c(»isidered  separately  and  addi- 
tional precautionary  labeling  prescribed. 
Methods  for  determining  the  need  for 
such  additional  precautionary  labeling 
may  be  obtained  from  the  Director. 
Pesticides  Regiilation  Divlsi(»i.  Agricul- 
tural Research  Service.  XJ3.  Department 
of  Agriculture.  Washington  25.  D.C.  It 
is  the  respcmsibillty  of  the  registrant  to 
provide  precautionary  labeling  which 
will  be  adequate  to  prevent  injury  to 
persons  using  or  handling  his  product. 


RULES  AND  REGULATIONS 

(h)  Deterioration.  Some  of  these 
formulations  deteriorate  quite  rapidly  in 
storage.  Also,  certain  types  of  packag- 
ing tend  to  accelerate  this  deterioration. 
It  is  the  responsibility  of  the  registrant 
and  marketer  of  the  particular  pesticide 
to  so  formulate,  package  and  market  his 
products  that  they  will  always  contain 
the  amounts  of  active  ingredients  which 
were  represented  in  the  infonnation  fur- 
nished at  the  time  of  registration.  If 
products  are  known  to  deteriorate,  a  date 
may  be  placed  on  the  label  advising 
against  use  after  a  stipulated  period  of 
time  Products  which  have  deteriorated 
are  adulterated  and  should  be  withdrawn 
from   the  market. 

<i)    Unwarranted  claims.    These  prod- 
ucts are  not  effective  against  all  house- 
hold insects  and  claims  for  effectiveness 
against  insects  generally  or  all  insects 
are  unwarranted  and  should  not  be  made. 
While  these  products  may  have  consid- 
erable residual  insecticidal  value  when 
properly  applied,  it  is  usually  desirable 
to  avoid  any  specific  claim  that  residual 
protection  wiU  last  for  any   particular 
length  of  time.     The  conditions  of  use 
and  types  of  surfaces  that  may  be  treated 
are  so  diversified  that  directions  for  re- 
peated applications  as  necessary  are  de- 
sirable in  all  cases.    Claims  for  extermi- 
nations are  not  warranted  and  should 
not  be  made.    Products  of  this  type  are 
frequently  injurious  under  some  condi- 
tions to  both  man  and  animal  and  may 
contaminate  food  when  improperly  used. 
Therefore,  their  labels  must  ordinarily 
not  include  any  unquaUfied  claim  such 
as  "Non-toxic.  ■  •Non-poisonous."  "Non- 
injurious'   or    "Harmless    to    man    and 
animals  "    Such  products  are  of  no  value 
in  disinfecting  and  will  not  prevent  dis- 
ease and  claims  to  that   eCTect  should 

not  be   made. 

(j)  Registration.  All  applications  for 
registration  should  include  dupUcate 
copies  of  all  labels,  circulars  or  other 
literature  which  may  be  associated  with 
or  accompany  the  product  at  any  time. 
Complete  information  concerning  the 
composition  of  the  product  should  also 
be  furnished  with  the  application.  If 
the  product  does  not  conform  to  a  con- 
ventional pattern  of  pesticidal  usage 
against  household  pests,  data  should  be 
furnished  to  demonstrate  the  practical 
value  of  the  product  for  the  various  pests 
named  in  the  labeling.  Consultation 
with  applicants  is  solicited  at  aU  times 
in  order  to  eliminate  possible  misunder- 
standing. . 

(k>  Other  interpretations.  This  in- 
terpretation supplements  interpretations 
7,  15.  and  18  as  revised  (7  CFR  362.105, 
362.106,  and  362  116). 


Chapter  VIII — Agricultural 
tion     and      (^onservotioii 
(Sugar),  Department  of 

SUBCHAPTER  B — SUGAR  REQUIHIMNII  M» 
QUOTAS  , 

[Sugar  Reg.  813.31 

PART  813— ALLOTMENT  Of  SUIM 
QUOTA 

Domestic  Sugar  Beet  Area;  forMitSb* 
Month     Period     Ending    Jwit  n^ 


1962 


Correction 


In   F.R.   Doc.   61-12369.  appe«l|«  j|i> 
page  12678  of  the  issue  for  Prldsy.Oi.  A 

cember  29.  1961.  the  wordy  "sd^  j^ 
sugar  or  liquid  sugar  pi^WMm*  ft 
S  813.2(b)  should  be  deleted.  Is  an 
paragraph  <b)  begins  as  follows: 


f,  February  28,  1962 

mt"^^rtKtice  operators  of  meehani- 
R^Bi  and  tractors.  For  a  learner 
f^2toe  the  hourly  wage  rate  for 
flT^eA  In  subdivision  (1)  of  this 
LasTir''  nw^y  ^  reduced  by  not 
^'BSTift  cents  per  hour,  and  the 
■STfiie  for  tractor  operators  In 
^'n  ■  c<  robdivislon  (1)  of  this  sub- 
^^  may  be  reduced  by  not  more 
^^nts  per  hour:  Provided.  That 
C^iMtalDf  period  for  such  workers 
.5j  Mkexceed  six  work- weeks  and: 
f^.r^  f^ffiher.  That  the  producer 
t  with  the  Caribbean  Area  Agrl- 
gtabilizatlon  and  Conservation 
,  OAee,  Santurce,  Puerto  Rieo 
icfarred  to  as  Area  Ofllce),  a 
,1  statement  containing  the  names 
yylr*'  workers,  the  hourly  wage 
Z^LnA  to  each,  and  the  period  each 
^  ffBployed  as  a  learner  or  as  an 


(b)    Marketing    of    sugar 

molasses.    If  sugar  beets  or       .^ 

rived  from  sugar  beets  are  nld  hr  % 
processor  but  retamed  and  proeeMi|| 
such  processor  •  •  •. 


Effective  date.  The  foregoing  inter- 
pretation shall  be  effective  upon  publica- 
tion In  the  Ptoctal  Rsgister. 

Done  at  Washington,  DC,  this  23d 
day  of  February  1962. 

JOSTTJS  C.  Wakd. 

Director, 
Pesticides  Regulation  Division. 

|FR     Doc.    62-1992;    Filed.    Feb.    27,    1962; 
8  49  ajn  I 


SUBCHAPTER   H— DETERMINATION  OP  iAmI 
RATES 

I  Sugar  Determination  80B.14| 

PART   868— SUGARCANE;  VINM 
ISLANDS 

Wage  Rates;  Calendar  Year  IMI 

Pursuant  to  the  provisions  at  mttB 
30UCX1)  of  the  Sugar  Act  o«  im « 
amended  <  herein  referred  to  as  "mt), 
after  investigation,  and  considerattail 
the  evidence  obtained  at  the  pubttskMN 
ing  held  in  Christiansted,  8t  CM( 
■Virgin  Islands,  on  November  17, lill.lg 
following  determination  is  hereby  kaml 

§  868. 1 4  Fair  and  reaaonable  waftillll 
for  persons  employed  in  tlwfSSSIi» 
tion,  culllvalion,  or  harviMllg  ll 
HUKarcane  in  the  Virgin  lauas^^ 
infc  tiie  calendar  year  1961. 

(a)  Requirements.  A  prodowt  <i 
sugarcane  in  the  Virgin  lalandijiM 
be  deemed  to  have  complied  wtth  M 
wage  provisions  of  the  act  dmtet  tM 
calendar  year  1962  if  aU  r 
ployed  on  the  farm  in  the 
cultivation,  or  harvesting  of 
shall  have  been  paid  in  accordance 
the  following: 

( 1 )  Wage  rates.  All  such  . 
shall  have  been  paid  in  fuU  for  all 
work  and  shall  have  been  paid  war 
cash  therefor  at  rates  as  agreed 
between  the  producer  and  **»•  ■  ^^ 
but  after  the  date  of  pubUcatk««» 
section  in  the  Federal  Reohtb  »*■ 
than  the  following :  .  _^^ 

fit  Basic  time  rates.  The  bsste  <» 
per  hour  for  the  first  8  hours  «  ^ 
performed  in  any  24 -hour  period  ■■ 
be  as  follows: 


m[)  Bmdicapped  workers.  For  an 
1  whose  productive*  capacity  is 
by  age  or  physical  or  mental 
,^,  the  hourly  wage  rates  pro- 
oader  subdivision  (1)  of  this  sub- 
iraph  may  be  decreased  by  not  more 
floe-thlrd:  Provided.  That  the  pro- 
Zjar'^iall  file  with  the  Area  Office,  a 
M(tMii  statement  containing  the  names 
4  iS  wch  workers,  the  hourly  wage 
JitrnftiA  to  each,  and  the  nature  of  the 
^^to9  of  each  such  worker.  ^ 

Or)  Overtime.  Persons  employed  In 
av  of  •  hours' in  any  24-hour  period 
«1B  sxoesB  of  40  hours  in  any  one  week 
•daO  be  paid  for  the  overtime  work  at 
B  nte  not  less  than  one  and  one-half 
MM  the  applicable  hourly  rate  provided 
HiriKttvlsions  (i),  (ii).  and  (iii)  of  this 
ig^arscraph:  Provided.  That  this  pro- 
IMOB  than  be  inapplicable  to  workers 
,^  are  employed  under  extraordinary 
^nencies  as  defined  in  applicable 
or  Territorial  laws  or  regula- 


Clasa  of  worker  iTV 

A— Operatfira  of  mechanical  loadera —  WW. 
B— Operators  of  tractors  and  tmefca—     ••■ 

O-Chemlcal  sprayers jS 

U— All    others — ' 


(T)  Piecework  rates.  If  work  la  per- 
iMMd  on  a  piecework  basis,  the  rate 
AiBbe  as  agreed  upon  between  the  pro- 
^w  and  the  worker:  Provided,  That 
bourly  rate  of  earnings  for  each 
employed  on  piecework  during 
mti  taj  period  (such  pay  period  not  to 
liki  excess  of  two  weeks)  shall  average 
kt  the  time  involved  not  less  than  the 
'HpllesUe  hourly  rate  provided  under 

iiililil (i),  (ii),  (iii),  and  (iv)  of 

tiisabparagraph. 

d)  Compensable  working  time.  For 
Wk  performed  under  subparacraph  (1) 
If  llrii  paragraph,  compensable  working 
tal  iDchides  all  time  which  the  worker 
wmk  In  the  performance  of  his  duties 
PMpk  time  taken  out  for  meals  during 
Is  work  day.  Compensable  working 
eminences  at  the  time  the  worker 
to  start  work  in  the  field  and 
.  upon  completion  of  work  in  the 
L  However,  if  the  producer  requires 
operttor  of  mechanical  equipment, 
of  animals,  or  any  other  class  of 
-T  to  report  to  a  place  other  than 
Add.  such  as  an  assembly  point, 
*  \,  tractor  shed,  etc.,  located  on  the 
I.  the  time  spent  in  transit  from  such 
)  to  the  field  and  from  the  field  to 
place  Is  compensable  worklxig  time, 
tfane  spent  in  perfonnlng  work  dl- 
related  to  the  principal  work  per- 
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f onned  by  flw  worker  soeh  as  servleing 
equipment,  to  compensable  working  time. 
Time  of  the  worker  while  being  trans- 
ported from  a  central  recruiting  point 
or  labor 'camp  to  the  farm  is  not  com- 
pensable woiUng  time. 

(b)  Proot  of  compliance.  The  pro- 
dilcer  shaUr  upon  request,  fvimish  the 
Area  OfBce  acceptable  and  adequate 
proof  which  satisfies  such  office  that  all 
workers  have  been  paid  in  accordance 
with  the  requirements  of  this  section. 

(c)  Svbterfuge.  The  producer  shall 
not  reduce^  the  wage  rates  to  woiters 
below  those  determined  in  accordance 
with  the  requirements  of  this  section 
through  any  subterfuge  or  device 
whatsoever. 

(d)  Claim   for   unpaid  wages.     Any 
person  who  believes  he  has  not  been 
paid  in  accordance  witti  this  section  may 
file  a  wage  claim  with  the  Area  Office 
against  the  producer  on  whose  farm  the 
work  was  performed.    Detailed  instruc- 
tions and  wage  claim  forms  may  be  ob- 
tained by  writing  to  the  Caribbean  Area 
Agricultural  Stabilization  and  Conserva- 
tion  Sendee   Office,    Santurce,    Puerto 
Rico.    Such  claim  must  be  filed  within 
two  years  from  the  date  the  work  with 
respect  to  which  the  claim  is  made  was 
performed.  Upon  receipt  of  a  wage  claim 
the  Area  Offlc^  shall  thereupon  notify 
the  producer  against  whom  the  claim  is 
made    concerning    the    representation 
made  by  the  worker.    The  Area  Office 
shall    make   such    investigation    as   it 
deems  necessary  and  shall  notify  the  pro- 
ducer and  worker  in  writing  of  its  recom- 
mendations for  settlement  of  the  claim. 
If  the  reoonunendation  of  the  Area  Of- 
fice is  not  acceptable,  either  party  may 
file  an  appeal  with  the  Director  of  the 
Sugar  Division.  Agricultural  Stabiliza- 
tion and  Conservation  Service,  U.S.  De- 
partment of  Agriculture,  Washington  25, 
D.C.     All  such  appeals  shall  be  filed 
within  15  days  after  receipt  of  the  recom- 
mended settlement  from  the  Area  Office, 
otherwise  such  recommended  settlement 
will  be  applied   in   making   payments 
under  the  act    If  a  claim  Is  appealed  to 
the  DirectOT  of  the  Sugar  Division,  his 
decision  shall  be  binding  on  all  parties 
insofar  as  payment  imder  the  act  is 
concerned. 


Statement  of  bases  and  considera- 
tions— (a)  Cteneral.  The  foregoing  de- 
termination establishes  the  minimum 
wage  rates  to  be  paid  for  work  performed 
by  persras  employed  on  the  farm  in  the 
production,  cultivation,  or  harvesting  of 
sugarcane  during  the  calendar  year  1962. 
as  one  of  the  ccmditions  with  which  pro-* 
ducers  must  comply  to  be  eligible  for 
payments  under  the  act. 

(b)  Requirements  of  the  act  and 
standards  employed.  Section  301(c)  (1) 
of  the  act  requires  that  all  persons  em- 
ployed on  the  farm  in  the  production, 
cultlyatlon,  or  harvesting  of  sugarcane 
with  respect  to  which  an  application  for 
payment  to  made  shall  have  been  paid 
in  full  for  all  such  work,  and  shall  have 
beoi  paid  wages  therefor  at  rates  not 
less  th*"  those  that  may  be  determined 
by  the  Secretary  to  be  fair  and  reason- 
able after  Investigation  and  due  notice 
and  opportunity  for  public  hearing;  and 
In  ipaMng  such  determinations  the  Sec- 
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retary  OuJl  take  Into  caasideraOQa  tb* 
standards  therefor  foimerly  eataWtohed 
by  him  under  the  Agrlenltaral  AjUnrt* 
ment  Act.  as  amended  ae.,^oost  of  Hiliy, 
prices  of  sugar  and  by-prodoeti,  Infeone 
from  sugarcane,  and  cost  of  prodnctlen) , 
and  the  differences  in  comHtfons  among 
the  various  producing  areas. 

(c)  1962  Wage  determinmHon.  ^lUa 
determination  continues  the  pan^vtolani 
of  the  1961  determination. 

A  public  hearing  was  held  In  Chrtatiaa- 
sted,  St.  Croix.  Virgin  Islands,  on  No- 
vember 17, 1961,  at  wtiixih  Interesfeed  per- 
sons were  idf orded  the  upportuntly  to 
testify  with  respect  to  fair  and  reason- 
able wage  rates  for  the  catondsf  year 
1962.     A  representative  of  the  Virgin 
Islands  Corporation,  which  to  owiked  Iqr 
the  Federal  Oovemment  and  to  thejarg* 
est  producer  of  sugarcane  tax  tlxe  Vlrito 
Islands,  recoDunended  that  the  provi- 
sions of  the  1961  determination  be 
tinned  unchanged  in  1963.    Tlie 
stated  that  1961  crop  sugarcane  i 
tion  was  the  highest  on  record  as  arcsult 
of  extremely  favorable  growing  eoDftt-   ~ 
tions  throughout  the  calendar  year  1900; 
that  in  spite  of  heavjrylelds  of  sugarcane 
it  was  impossible  to  keep  the  mill  ade- 
quately   supplied    with    sugarcane   far 
grinding  because  field  harvesting  opera- 
tions were  put  on  a  40-hour  wedc  basto: 
that  labor  from  the  British  West  Indies 
again  was  used  for  harvesting  and  eu^ 
tivation  work;  and  that  the  shortage  of 
local  agrlcultinral  labor  to  becoming  an 
ever  increasing  problem.    Tlie  witness 
further  testified  that  the  Corporation - 
paid  minimum  wages  of  50  cents  an  hour 
in  accordance  with  the  requiremmts  of 
minimum  wage  legislation  enacted  by 
the  Virgin  Islands  Legislature  and  had 
paid  overtime  for  hours  worked  in  ezcen 
of  40  per  week;  and  that  a  very  high 
percentage  of  workers  earned  consider- 
ably more  than  the  mintmimi  rate  inas- 
much  as  most   production  operatlona; 
particularly    harvesting    of    sugarcane, 
were  performed  <m  a  piecewcwk  baaia. 
No  other  testimony  was  offered  at  the 
hearing. 

Consideration  has  been  given  to  the 
testimony  presented  at  the  hearing,  to 
the  economic  position  of  sugarcane  pro- 
ducers, and  to  other  pertinent  factora. 
The  returns,  costs  and  profits  for  the 
sugarcane  producing  operations  of  the 
Corporation  and  Indepeiident  producers. 
obtained  by  field  study  in  recent  years, 
have  been  recast  on  terms  of  pnxpeetlwe 
price  and  production  conditions  for  the 
1962  crop.  Analysto  of  these  data  tadi- 
cate  that  when  weather  and  growing 
conditions  are  favorable  the  produ^tan 
of  sugarcane  to  profitable.  Present  proa- 
pects  for  the  crop  to  be  harvested  in  IMl 
indicate  yields  will  be  substantially  bekyw 
the  favorable  yields  of  the  1981  crop  be- 
cause of  inadequate  rainfall  during  the 
recent  growing  season. 

Thto  determination  conttnuea  the  re- 
quirements of  the  1961  determtnatimi 
which  adopted  the  minimum  wage  and 
hour  provisions  of  Act  No.  887  of  toe 
Third  Legislature  of  the  Virgin  Xiteadi. 
The  wage  rates  for  seml-ikfflad  and 
skilled  workers  are  the  same  m  the  rmtea 
reported  generally  paid  for  tbeae  dameo 
of  workers  tax  the  Virgin  Iilandi. 
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Ttue  wace  provisions  ot  the  Sugar  Act 
require,  as  a  condition  for  payment,  that 
producers  shaU  hare  paid  workers  in  fuU 
for  all  work  performed  at  rates  not  less 
than  those  eatabliahed  by  the  Secretary. 
This  requirement  of  the  Sugar  Act  for 
payment  in  full  Is  Interpreted  to  mean 
that  where  local  laws  require  the  pro- 
ducer to  pay  wages  at  rates  higher  than 
the  ?"«"»*"""**  established  by  the  Secre- 
tary, the  producer  must  pay  such  higher 
rates  to  comply  with  the  wage  provisions 

of  the  act. 

After  consideration  of  the  pertinent 
factors  involved,  the  rates  established 
in  tht*  determination  are  deemed  to  be 
fair  and  reasonable. 

Accordingly.  I  hereby  find  and  con- 
clude that  the  foregoing  wage  deter- 
mination will  effectviate  the  wage  pro- 
visions of  the  Sugar  Act  of  1948.  as 
amended. 

IBte.  403.  «1  Stat.  933;  7  U5.C.  Sup.  1153 
InUrpnta  or  applies  tec.  301.  61  Stat.  929.  as 
anMnded:  7  U^.C.  sup.  1131) 

Signed  at  Washington.  D.C.,  on  Feb- 
ruary 23. 1962. 

OKvn.LK  L.  Prximan, 

Secretary. 

IFJl.    Doc     ea-19«7;    Filed.    Feb.    27.    1962; 
8:49  aJQ.l 


RULES  AND  REGULATIONS 

wise  would  expire  February  28.  1962.  A 
recommended  decision  containing  pro- 
posed amendments  to  the  present  Class  I 
price  provisions  was  Issued  by  the  Assist- 
ant Secretary  on  February  7.  1962  <27 
F.R.  1280 ) .  There  Is  not  sufficient  time 
prior  to  the  expiration  date  of  the  Class 
I  pricing  provisions  to  permit  considera- 
tion of  exceptions  to  the  recommended 
decision,  preparation  and  issuance  of  a 
final  decision  and  an  amending  order. 

Therefore,  good  cause  exists  for  mak- 
ing this  order  effective  upon  publication 
in  the  Federal  Recistek. 

It  is  therefore  ordered.  That  the  afore- 
said provision  of  the  order  is  hereby  sus- 
pended through  April  30.   1962. 
(Sees    1-19.  48  Stat   31.  as  amended;  7  USC 
601-«74» 

Effective  date :  Upon  publication  in  the 
Federal    Register. 

Signed  at  Wa.shington.  D.C.  on  Febru- 
ary 23.   1962. 

John  P.  Duncan.  Jr.. 
Assistant  Secretary. 

(PR     Doc     62   1995;     Filed.    Feb.    27.    1962; 
8  49  a.in.l 


-  'HI 


decision,  preparation  and  IsswQii^.' 
final  decision  and  an  am^ty^ti^  il^ 

Therefore,  good  cause  exists  faraA, 
ing  this  order  effective  upon  — -"^* 
In  the  Federal  Registii. 

It  is  therfore  ordered,  That  ths 
said  provision  of  the  order  Is 
pended  through  April  30.  1962, 


^,  February  28,  ISSZ 

a^aral  assistance  to  States  and 
J^uits  In  major  dlsastsra.  and 
•  •wpo**"-"  approved  8ept«mb«r_80, 


(Sees      1-19.     48 
USC  601   674) 


SUt     31.    •■ 


Effective    date:    Upon   puUleatiaK  h 
the  Federal  Register. 

Signed  at  Washingtcn,  D.C.  tn  |h^   ■ 
lary  23.  1962. 
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Chapter  X — Agricultural  Stabilization 
and  Consarvation  Sarvica  (Market- 
ing Agr««m«nts  and  Orders),  De- 
partmant  of  Agricultura 

(Ullk  Order  No.  44] 

PART  1044— MILK  IN  THE  MICHIGAN 
UPPER  PENINSULA  MARKETING 
AREA 

Ordar  Suspending  Certain  Provision 

Pursuant  to  the  provisions  of  the 
Agrlcultiu-al  Marketing  Agreement  Act 
of  1937.  as  amended  (7  U.S.C.  601  et  seq.> , 
and  of  the  order  regulating  the  handling 
of  milk  in  the  Michigan  Upper  Peninsula 
marketing  area  <7  CFR  Part  1044) ,  it  is 
hereby  found  and  determined  that : 

(a)  The  following  provision  of  the 
order,  no  longer  tends  to  effectuate  the 
declared  poUcy  of  the  Act:  In  §  1044.51, 
the  phrase  "Through  November  1961". 

(b)  Notice  of  proposed  rule  making, 
public  procedure  thereon,  and  30  days 
notice  of  effective  date  hereof  are  im- 
practical, imnecessary  and  contrary  to 
the  public  interest  in  that: 

(1)  This  suspension  order  does  not 
require  of  persons  affected  substantial  or 
ext^isive  preparation  prior  to  the  ef- 
fective date. 

<2)  This  suspension  order  is  neces- 
sary to  reflect  current  marketing  con- 
ditions and  to  maintain  orderly  market- 
ing conditions  in  the  marketing  area. 

(3)  This  suspension  action  is  based 
on  evidence  presented  at  a  public  hear- 
ing held  in  Marinette.  Wisconsin  on  No- 
vember 7-9.  1961.  A  request  for  suspen- 
sion was  made  at  the  hearing  by  producer 
associations  representing  the  majority  of 
producers  supplying  the  market  and  was 
not  opposed  by  any  interested  party. 

(4)  The  suspension  will  maintain  the 
Class  I  pricing  provisions  which  other - 


I  Milk  Order  No  461 

PART  1045— MILK  IN  NORTHEASTERN 
WISCONSIN  MARKETING  AREA 

Order  Suspending  Certain  Provision 

Pursuant  to  the  provisions  of  the  Ag- 
ricultural Marketing  Agreement  Act  of 
1937.  as  amended  <7  U.S  C.  601  et  seq.), 
and  of  the  order  regulating  the  handling 
of  milk  in  the  Northeastern  Wisconsin 
marketing  area  «7  CFR  Part  1045).  it  is 
hereby  found  and  determined  that: 

la)  The  following  provision  of  the 
order,  no  longer  tends  to  effectuate  the 
declared  policy  of  the  Act:  In  §  1045.51 
the  phrase  "during  the  period  through 
November    1961." 

(b>  Notice  of  proposed  rule  making, 
public  procedure  thereon,  and  30  days 
notice  of  effective  date  hereof  are  Im- 
practical, unnecessary  and  contrary  to 
the  public  interest  In  that: 

( 1 )  This  suspension  order  does  not  re- 
quire of  persons  affected  substantial  or 
exten.'^lvc  preparation  prior  to  the  effec- 
tive date 

<  2 »  This  suspen-sion  order  is  necessary 
to  reflect  current  marketing  conditions, 
and  to  maintain  orderly  marketing  con- 
ditions in  the  marketing  area. 

(3)  This  suspension  action  Is  based 
on  evidence  presented  at  a  public  hearing 
held  In  Marinette.  Wisconsin  on  No- 
vember 7-9.  1961.  A  request  for  sus- 
pension was  made  at  the  hearing  by 
producer  associations  representing  the 
majority  of  producers  supplying  the 
market  and  was  not  opposed  by  any 
Interested  party. 

(4>  The  suspension  will  maintain  the 
Class  I  pricing  provisions  which  other- 
wise would  expire  February  28,  1962.  A 
recommended  decision  containing  pro- 
posed amendments  to  the  present  Class 
I  price  provisions  was  issued  by  the  As- 
sistant Secretary  on  February  7,  1962  (27 
F.R.  1280).  There  Is  not  sufficient  time 
prior  to  the  expiration  date  of  the  Class 
I  pricing  provisions  to  permit  considera- 
tion of  exceptions  to  the  recommended 


John  P.  Drmcaa,  Jr., 
Assistant  7rrrifgi|. 

[PR     Doc     62   1996;    Piled.    Mb.  ff.  ig 
849  a.m.] 


Title  13— BUSINESS 
AND  ASSKTANCE 

Chapter  I — Small  Rusinan 
Administration 

[Revision  1| 

PART   123— DISASTER  tOANI 


The   Small    Business 
Disaster  Loan  Regulation  (23  FJL ! 
is  hereby  revised  by  deleting  Part  IVfe 
its  entirety  and  substituting  the  *  ~ 
ing  in  lieu  thereof: 


Sec 

1237 

Statutory  provlsloM. 

1237-1 

General. 

1237-2 

Eligibility. 

1237-3 

Types  of  disaster  loans. 

1237   4 

Disaster    PartlclpaUoa  A^W 

Program. 

123  7-5 

Purposes  of  loans. 

123  7-6 

How  to  apply. 

123  7-7 

Where  to  apply. 

123  7-8 

Amount  of  loan. 

1237-9 

Collateral. 

123  7-10 

Interest  rate. 

123  7-11 

Repayment. 

123  7   12 

Step-by-step    procedure   (or 

aster  loan  applicant. 

123  7-13 

Cooperation    with    Amertoui 

Cross. 

123  7-14 

Obtaining  loan  funda. 

123  7-15 

Administration  of  loana. 

123  7-16 

Extension  of  RFC  loam. 

landed    (42    UB.C,    leca.    1886- 
,„cb  drought  or  excesalve  raln- 
--i,^'^jor  dlaaater,  or  the  Secretary  o< 
IP*  -  T^tuit  found  under  the  Act  entitled 
ta  abollah  the  Regional  Agricultnral 
atton  of  Waahlngton,  DlstrVct 
and  uansfer  Ita  functiona  to 
of  Agriculture,  to   authorise 
of  Agriculture  to  make  dlaaater 
for   other    purpoeee".   approved 
^•/TJ^g    M  amended  (13  UJB.C.  See*. 
Si_ll48»-3) .  that  such  drought  or  ex- 
rS2t^mim31  oonstltutee  a  production  or 
•^^^  aineter  In  such  area;  and 
^^T  ,^fc-  such  loana   (either  dlreeUy 
y  ^mmfT' —  with  bankB  or  other  lend- 
Z,  feMtttations  through  agreements  to  par- 
■l^ion  an  immediate  or  deferred  basis) 
^^^Uininlstratlon  may  detwrolne  to  be 
Z^^f  at  appropriate  to  asstet  any  amall- 
^Za  eonoem  In  reestablishing  Ita  buai- 
^^K  tb*  Administration  determlnea  that 
"^LMHni  has  autfered  auhatantlal  eoo- 
2i  ittoiy  ■>  '^  result  of  Its  dlaplaconent 
^^Igaalty  aided  urban  renewal  or  hlgh- 

tion  prograna  or  by  any  other 

conducted   by   or   with   funds 

by  the  Federal  Government. 


I) 

toll 

m 


AuTiioarrT     \\  123  7  to  128.7-16 
der  sec  5.  Public  Law  86-536. 

§  123.7      -Sialulory   provisiona. 

Sec  7    (ai    •    •   •  _ 

(b)    The    Administration    also   la  •■fi* 

ered — ■  _. 

( 1 )  To  m.ike  s'    h  loans  (either  <Biy^a 
m  cooperation  \    t  li  banks  or  other  " 
Institutions  thr      ..ii  agreements  to 
p.ite  on  iin  Imi.    c  •    -e  or  deferred  I 
the    Admlnlstrat  :>:\    rn.iy    determine 
necess.iry  or  appropriate  because  of 
other  c:itii.strophes;  and 

(2)  To  make  such  loans  (eltha 
or  In  c<K)peratlon  with  banks  or  otli« 
ln(?  institutions  through  agreementi^tol^ 
tlclpat<"  on  an  immediate  or  defeited  ■■I 
as  thi-  Administration  mny  **'**'"jJJI]^ 
ncces.'.iiy  or  appropriate  to  ant  ''^tT^^ 
ntm  concern  lix:itted  in  an  area  ■"^JJY 
drought  or  excessive  rainfall.  If  the  im^' 


Istratlon  determines  that  the  amaU-l 
concern  has  su'Iertd  a  substantial  •  ^^ 
Injury  as  a  result  of  such  drought  *  |^J 
sjve  r.ili'fHll  and  the  President  *»■•  •^ 
inin.?d   II    iler    the    Act   entitled  "An  «» ■ 


^^^^  _  thla  subsection.  Including  re- 
mSmbA  eztenalons  thereof,  may  be  made 
^  g  yviod  or  periods  exceeding  twenty 
iMa  'A*  Interest  rate  on  the  Admlnls- 
M^t  ihare  of  any  loan  made  under  this 
ffgggta^  ahall  not  exceed  3  per  centxun 
^^m^^  Ii^  agreements  to  participate  In 
feli»«i  a  deferred  basis  tmder  this  subaec- 
mm  ■^A  participation  by  the  Admlnlstn^ 
•■  tfall  not  be  in  excess  of  90  per  centum 
4  M  fealanee  of  the  loan  outstanding  at 
1^  l^g  ^  disbursement,  except  that  In  the 
^  a(  s  loan  made  pursuant  to  paragraph 
m  tta  rate  of  interest  on  the  Admlnlstra- 
H^f  riiare  of  such  loan  shall  not  be  more 
t^  At  higher  of  (A)  2^  per  centum  per 
^g^  er  (B)  the  average  annual  Interest 
all  on  all  interest-bearing  obUgaUons  of 
1  States  then  forming  a  part  ot 
debt  as  computed  at  the  end  of 

yew  next  preceding  the  date  of 

Hi  kan  and  adjusted  to  the  nearest  one- 
dl^ta  of  1  per  centum,  plus  one-quarter  of 
1  pv  oiDtum  per  annum. 

(e)  The  Administration  may  further  ex- 
tMl  tte  Baturlty  of  or  renew  any  loan  made 
panMt  to  this  section,  or  any  loan  trana- 
IHM  to  the  Administration  ptirsuant  to 
iHfMlmtton  Plan  Numbered  2  of  1964,  or 
ka^Mtaatton  Plan  Numbered  1  of  1967.  for 
iMtlanal  periods  not  to  exceed  ten  years 
the  period  sUted  therein,  if  such 
or  renewal  will  aid  in  the  orderly 
of  such  loan.         i 


I  m.7-1     General. 

(a)  SBA  Is  authorized  to  make  loans 
to  Mriit  Tlctims  of  floods  and  other  ca- 
tMlimaiui  in  rehabilitating  or  replacing 
^■■fed  or  lost  physical  property. 

(k)  SBA  is  authorized  also  to  make 
Hbv  to  alleviate  substantial  economic 
^tvy  suffered  by  small -businesses  lo- 
MW.  in  drought  or  execessive  rainfall 
VMS  and  those  displaced  as  a  result  ot. 
MnBy-alded  construction  programs. 

lia.T-2     Eligibility. 

(a)  Under  the  physical  damage  dis- 
ttlvlean,  individuals,  business  concerns 
flartnrthig  corporations.  partnershU». 
Mpnttves  or  other  business  enter- 
). churches,  charitable  institutions, 
•ttier  non-profit  organizations  are 
"e  to  be  considered  for  SBA  disaster 
Provided,  (l)  They  have  suffered 


ROISTER 


IMUpeitj  lorn  as  a  result  of  flood 
kMtooohc.  (2)  8BA  has  de- 
iflfturnil  ana  a  diaastv  area 
for  pavasa  of  fUMBCial  aarin1wnre.  and 
(3)  a  Mrraii  Declaratkm  ot  Disaata  has 
been  ptUtUtmd  in  the  FnoAL  Rigistbr. 
(b>  Leans  will  not  be  made  to  repcdr 
er  rrplarr  iiiaiTi  or  destroyed  sum- 
mer or  wlnler  cottages,  camps,  lodges  or 
other  reiidanUal  property  occupied  by 
the  ownar  principally  for  recreation  or 
rdazation.  Where  property  is  rental 
property  eonstitating  an  important 
sooroe  of  income  for  the  owner,  a  re- 
habilitation loan  will  be  considered. 

(e)  Under  the  economic  injury  dis- 
aster loan  program,  any  small-business 
(see  1 121.3-5  of  this  dmpter  for  size 
determination  of  small-business)  con- 
cern is  eligible  for  consideration:  Pro- 
vided. .<1)  It  is  located  in  an  area  which 
the  President  or  Secretary  of  Agricul- 
ture taaa  declared  a  major  disaster  area 
because  of  drought  or  excessive  rainfall, 
or  has  been  displaced  by  a  construction 
program  conducted  by  or  with  funds 
provided  by  the  Federal  Government, 
and  (2)  It  can  show  substantial  economic 
injury  resulting  from  the  drought,  ex- 
cessive rainfall  or  physical  displacement, 
(d)  Farmers,  stockmen  and  others 
encaged  primarily  in  an  agricultural  ac- 
tivity are  not  eligible  for  disaster  loans. 

§  123.7-3     Type*  of  disaster  loans. 

(a)  Diaaater  loans  may  be  Jointly 
made  by  SBA  and  banks  or  other  private 
louiing  institutions  on  a  participation 
basis,  or  may  be  direct  loans  made  by 
SBA  alone. 

(b)  Ttie  participating  institution  may 
participate  on  either  a  deferred  or  im- 
mediate basis. 

(1)  In  a  deferred  participation,  the 
bcmk  or  private  lending  institution  makes 
the  entire  loan  and  SBA  agrees  to  pur- 
chase a  fixed  percentage,  not  exceeding 
90  percent,  of  the  outstanding  lialance 
of  the  loan  at  any  time  within  a  stated 

period. 

(2)  In  an  immediate  participatian 
loan  either  SBA  or  the  lending  institu- 
tion makes  the  loan  and  the  other  party 
purchases  an  agreed  percentage  of  the 
loan  at  the  time  of  disbursement. 

(c)  Where  SBA's  participation  in  a 
loan  is  on  a  deferred  basis,  SBA  charges 
the  bank  a  fee  of  Vi  of  1  percent  per 
annum  on  the  outstanding  balance  of 
SBA's  share  of  the  loan.  However, 
where  the  bank's  share  of  the  loan  is  at 
an  interest  tvie  not  in  excess  of  3  per- 
cent per  annum,  SBA  wiU  charge  no  fee 
for  its  participation. 
§  123.7-4  Disaster  Plnrticipation  Agree- 
ment Program. 


(a)  When  a  disaster  (physical  dam- 
age) of  a  widespread  nature  occurs  and 
where  considerable  destruction  is  in- 
volved, all  banks  in  the  affected  area  are 
given  the  opportunity  to  enter  into  the 
gmiLii  Business  Disaster  Participation 
Agreement  Program. 

(b)  Under  this  program,  the  banics, 
using  SBA  form  «>pllcations  (filed  in 
trlpUcate)  process  and  disburse  the  loans 
without  clearance  through  SBA  except 
as  to  clearance  for  SBA  statutory  and 
policy  requhrements.  These  loans  are  all 
on  a  deferred  participation  basis. 


(c)  In  the  case  of  loana  o(  laMOa 
under,  the  share  of  the  loan  wkkb  ' 
may  be  required  to  purchase  siHil  BK 
exceed  90  percent  of  the  balanoa  out- 
standing at  the  time  of  purdiase.  In 
the  case  of  loans  in  ezoias  ef  fSOjOOO  but 
not  more  than  $1M.OO0,  the  slMre  o<  tbe 
loan  which  SBA  may  be  reciulred  to  pur- 
chase shall  not  exceed  T5  percent.  Loana 
in  excess  of  $100,000  are  not  svbjeet  to 
this  Disaster  Participation  Agreement 
Program. 

(d)  The  general  requirements  Wltto  re- 
gard to  these  loans  are  the  same  aa  If 
they  were  made  by  SBA  as  direct  dis- 
aster loans. 

§  123.7-5     Futpoaca  of  loana. 

(a)  The  purpose  of  the  physteal.dam 
age  disaster  loan  Is  to  restore  a  vietim's  . 
home  or  business  property  as  nearly  as 
possible  to  predisaster  cdnditien.  It  It 
is  necessary  or  dedrable  to  construct  a 
new  home  or  new  business  f  acQttles  on  a 
different  site — for  example,  on  Mg>*; 
ground  because  of  posri.ble  f  utm«  flood 
damage— the  loan  may  be  used  for  ttml 
purpose.  However,  the  loan  is  limited  to 
the  estimated  cost  of  restoring  or  reiJnc- 
ing  the  damaged  or  destroyed  property. 
Funds  may  also  be  used  to  reidaee  de- 
stroyed inventory. 

(b)  A  loan  to  an  individual  may  be 
used  to  repair  or  replace  damaged  fur- 
niture and  other  household  belongings 
or  personal  effects. 

(c)  The  purpose  of  the  economic  In- 
jury disaster  loan  to  small  businesses  is 
solely  to  provide  relief  from  substantial 
economic  injury  sustained  as  a  rescdt  of 
drought,  excessive  rainfall,  or  displace- 
ment by  a  federally-aided  project, 

(1)  Loans  occasioned  by  economic  ta- 
jury  due  to  drought  or  excessive  ralntul 
may  be  used  for  working  capital,  to  re- 
plenish Inventories,  and  to  pay  financial 
obligations  (except  bank  loans)  which 
the  borrower  would  have  been  able  to 
pay  had  it  not  been  for  a  loss  of  revenue 
resulting  fiom  the  drought  or  excessive 
rainfall  in  the  area. 

(2)  Displaced  business  disaster  toans 
may  be  used  to  provide:    (i)   Working 
capital  necessary  to  carry  the  concern 
until  resumption  of  normal  operations 
or  if  relocati(m  is  in  the  same  general 
area,  sufficient  working  capital  to  carry 
the  business  during  a  reasonable  period 
of  the  adjustment:  (U)  replacement  costs 
to  owners  of  realty  or  improvemaits 
thereon  less  amounts  received  for  Ip- 
demniflcation  of  property  previously  lo- 
cated hi  the  project  area;  (iU)  purchase 
of  machinery  and  equipment  to  upgrade 
the  business  in  a  new  location  where 
such  upgrading  is  necessary;    (iv)    in- 
creases in  the  costs  of  fixed  Charges,  such 
as  rents,  insurance,  utility  Ulls.  for  a 
reasonable  period  of  time,  and  (v)  f«r 
such  other  purposes  deemed  necessary 
and  appropriate  by  SBA. 

(3)  Funds  may  not  be  provided  to 
purchase  realty  or  improvements  thereon 
by  displaced  businesses  which  were  les- 
sees prior  to  their  displacement,  unless 
as  lessees  they  substantially  had  obliga- 
tions and  rights  of  ownership. 

(4)  There  is  no  dollar  limitation  to 
the  amount  of  loan  which  may  be  au- 
thorized, but  the  loan  shall  not  exceed 
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SBA'a  esUmate  of  the  cost  necessary  to 
rccrtahltiti  the  displaced  business  In  its 


I  123.7-6     How  to  apply. 

(a)  ApiJicatloDa  for  jAysical -damage 
^^ffy*4w  kians  are  made  on  SBA  Form 
SB  for  kMoia  up  to  (2.000.  SBA  Form 
5C  is  used  tar  loaos  over  $2,000  for  homes. 
SBA  P^mn  6  Is  used  for  loans  between 
$3  000  and  $100,000  for  businesses.  SBA 
Vonn  4  with  instruction  sheet  SBA  Form 
4A  is  used  for  loans  over  $100,000  for 

businesses. 

(b)  Apirticatlons  for  economic  injury 
dlMSter  loans  are  made  on  SBA  Form 
SB  for  loans  up  to  $12,000.  and  on  SBA 
F^mn  4  with  instruction  sheet  SBA  Form 
iA  tor  loans  over  $12,000. 


§  123.7-7     Wbere  to  apply, 

AppUcatlcxis  (in  duplicate)  may  be 
filed  with  the  Regional.  Branch,  or  Dis- 
aster Field  OfBce  if  one  has  been  es- 
tablished, in  the  area  serving  the  dis- 
aster area.  If  a  bank  is  participating. 
three  copies  of  the  appUcaUon  should  be 
filed  with  the  bank,  the  bank  to  send 
two  copies  to  the  SBA  office.  If  a  Dis- 
aster Field  Office  has  been  established, 
Applications  generaUy  wiU  be  filed  and 
processed  there. 
§  123.7-41     Amount  of  loan. 

(a)  There  is  no  statutory  limitation  on 
the  amount  of  a  disaster  loan.  However. 
no  loan  may  be  authorized  for  more  than 
the  actual  physical  or  economic  loss  suf- 
fered as  a  result  of  the  disaster. 

(b)  In  physical  damage  disaster  loans. 
all  direct  and  indirect  costs  attributable 
to  restoring,  rehabilitating,  or  replacing 
damaged  or  destroyed  property  will  be 
considered  by  SBA  in  determining  the 
•mount  of  loan.    The  amount  of  money 
recovered   from  insurance  or   obtained 
frwn  other  relief  sources,  such  as  the 
American  Red  Cross,  shall  be  deducted 
from  the  amount  of  the  loss  for  which 
an  SBA  loan  may  be  made.    Sums  paid 
to  a  disaster  victim  8vibse<iuent  to  his 
nHny  an  application  by  insurance  com- 
panies representing  the  indemniflcaUon 
of  loss  in  whole  or  in  part  for  which 
the  disaster  victim  Is  requesting   SBA 
fl««nHai  assistance  shall  be  paid  by  the 
borrower  to  the  SBA  for  the  reduction 
of  his  loan. 

§  123.7-9      CoUateral. 

(a)  The  Small  Business  Act.  as 
amended,  contains  no  specific  require- 
ments with  respect  to  collateral  as  se- 
curity for  a  disaster  loan,  nor  has  SBA 
established  any  firm  rule  in  regard  to 
collateral.  However.  SBA  may  require 
applicants  to  pledge  whatever  collateral 
they  can  furnish.  SBA  will  give  con- 
sideration to  the  moral  risk  Involved  and 
to  evidence  showing  a  reasonable  pros- 
pect that  the  loan  wiU  be  repaid. 

(b)  Evaluation  of  collateral.  In  dis- 
aster loan  cases,  the  same  procedure  will 
be  used  in  evaluaUon  of  collateral  for 
such  loans  as  used  for  business  loans, 
keeping  in  mind  the  urgency  and  emer- 
gency Incident  to  a  disaster  loan. 

I  123.7-10     Interest  rate. 

(a)  The  rate  of  interest  on  the  Ad- 
ministration's  share   of   disaster   loans 
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(except  loans  made  to  displaced  small 
businesses)  shaU  be  at  the  rate  of  3  per 
centum  per  annum.  A  partlcipattog  in- 
stitutitm's  interest  rate  cm  its  share  of  a 
disaster  loan  shaU  be  at  the  rate  of  3 
per  centum  per  annimi  where  the  loan  is 
for  the  principal  purpose  of  repairing 
or  constructmg  residential  property. 
Where  the  loan  proceeds  will  be  used 
principally  for  other  purposes,  the  in- 
terest rate  on  the  participating  institu- 
tion's share  of  a  loan  shall  be  at  a  rate 
determined  by  the  SBA  and  the  par- 
ticipating institution  to  be  reasonable. 

(b)  The  rate  of  Interest  on  the  Ad- 
ministration's share  of  loans  made  to 
displaced  small  businesses  shall  not  be 
more  than  the  higher  of  <1)  2%  per 
centum  per  annum;  or  «2)  the  average 
annual  interest  rate  on  all  Interest -bear- 
ing obligations  of  the  United  States  then 
forming  a  part  of  the  public  debt  as  com- 
puted at  the  end  of  the  fiscal  year  next 
preceding  the  date  of  the  loan  and  ad- 
Justed  to  the  nearest  one -eighth  of  1 
per  centum,  plus  one-quarter  of  1  per 
centum  per  annum. 
§123.7-11      Repay  nirnl. 

(a>  <3enerally.  disaster  loans  shall  be 
repaid  in  monthly  Installments  begin- 
ning not  later  than  five  months  from 
the  date  of  the  note.  The  final  maturity 
of  the  loan  will  be  aeared  to  the  bor- 
■-  -wiiit..  »^  r>o<>  Kiit  mav  nnt  #»Tceed 


rowers  ability  to  pay  but  may  not  exceed 
the  statutory  limitation  of  twenty  years. 
( b »  Except  In  connection  with  leans  to 
borrowers  whose  income  Is  received  on 
an  annual  or  seasonal  basis,  all  loans 
shall  be  payable  in  equal  monthly  Install- 
ments which  will  include  principal  and 

interest. 

<c>  Displaced  business  disaster  loans 
may  have  more  liberal  repayment  terms 
if  circumsUnces  Indicate  the  need.  In- 
cluding <  1  ►  a  moratorium  on  principal 
payments  <not  Interest)  not  exceeding 
the  twelve  months  which  Immediately 
follow  disbursement;  (2)  smaller  amor- 
tization payments  during  the  first  few 
ytars.  increasing  In  later  years;  or  (3) 
any  other  reasonable  terms  to  fit  the 
applicants    individual   circumstances. 

§  123.7-12      Step-by-dlep    procedure    for 
di.taatrr  loan  applicant. 

(a>  A  prospective  applicant  for  an 
SBA  physical  type  disaster  loan  shall : 

(D  Make  a  list  of  his  damaged,  de- 
stroyed or  lost  property  showing  In  as 
much  detail  as  possible  the  extent  of 
damage  or  loss.  and.  If  possible,  original 
cost  of  the  property. 

(2)  Obtain  from  a  reliable  contractor, 
supplier  or  repairman,  as  appropriate, 
a  signed  estimate  <in  dupUcate)  of  the 
cost  of  repairing  damaged  property  or 
of  replacing  property  which  has  been 
lost  or  damaged  beyond  repair. 

(3)  Make  an  overall  estimate  of  his 

losses. 

(4)  Prepare  a  list  of  both  his  debts 
and  assets  and  a  financial  statement. 

(5)  If  the  proposed  loan  Is  to  rehabil- 
itate his  business,  prepare  a  record  of  his 
business  earnings  and  expenditures  for 
the  three  years  preceding  and  make  a 
profit  and  loss  statement. 

(6)  Obtain  a  disaster  loan  applica- 
tion form  from  a  local  bank  or  the  near- 
est SBA  office. 


(b)  A  prospective  applkaot  f^  ^ 
drought  or  excessive  rainfall  tt^m 
loan  shall:  ^^^ 

( 1 )  Furnish  a  statement  of  ^ 
to  which  his  business  has  been  liiji 
the  drought  or  excessive  ratnfal 
tions. 

(2)  For  purposes  of  com^, 
nlsh  financial  and  operating 
covering  the  current  period  sad  %  ]^ 
month  period  of  normal  operattoBi^^ 
to  the  drought  or  excessive  rataM 

(3)  List  any  accounts  and  noli 
ceivable   which   are  delinquent  inn 
drought  or  excessive  rainfall 

( 4 )  Explain  fully  the  reasoai  | 
abnormally  large  and  burdensmt 
torles. 

( 5 )  List  all  trade  and  other  ] 
which  are  delinquent  due  to  ttis 
or  excessive  rainfall,  as  well  ai 
accruals. 

( 6  >   Point  out  any  adopted  or  _ 
economies  In  op>eratlon  deslgoil 
duce  costs  of  doing  a  lessened  ~' 
business  during  the  period  of 
excessive  rainfall. 

(7)   EMscuss  with  his  bank,  sflvli 
has  completed  his  loan  appbeattnal 
prepared   the  supporting  makoHl,  ti ' 
possibility  of  obtaining  a  bank  Mitt 
a  bank-SBA  partlclpaUon  loan.  Vti'^ 
bank  will  Join  with  SBA  in  a  Piltl^l 
tlon    loan,    the   bank   will   scsiBt  Mi 
process  the  loan  application  tad  iHia^ 
it  to  SBA  with  a  request  f or  ft  |» 
ticipation  agreement.    If  the  *— ^  ** 
not  join  in  a  loan,  and  the  a] 
wishes  to  apply  to  SBA  for  a 
the  bank  usually  will  accept  the 
plication  on  behalf  of  SBA.    Ck.  Ill 
wishes,  the  applicant  may  fite  Mi.i^ 
plication  for  a  direct  loan  with  tl»M» 
est  SBA  office.  . 

( c )  A  prospective  applicant  tor  •  » 
placed  business  disaster  loan  ahsB: 
(1)  Furnish  financial  and  tm 
statements  for  the  current  year  !• 
and  for  the  past  two  prevlootflM* 
calendar  years. 

(2»  Furnish  figures  on  actual «4I» 
templated  reduction  or  loss  ot  Ittm 
and  profits  and  estimate  of  pwlWf 
time  Income  and  profits  will  be 
(3»  List  all  trade  and  other 
which  are  delinquent. 

( 4  >  List  any  additional  or  ---— _^ 
equipment  that  will  be  reQoM  ■ 
reasonably  upgrade  operations  m  ■■ 
location,  with  allowances  or  •"^•■J 
recoveries  from  disposal  or  trsdo«« 
existing  equipment. 

(5»   Advise    If    additional   m 
will  be  required  or  If  different  ' 
Items  must  be  carried  to  meet 
of  new  location  and  effect  on 
capital  position.  " 

(6»   Furnish      projection     of 
normal  percentage  of  proflU.  >M 
expenses,   for   period   of   approni 
2  years  following  relocation  in  <»«■■ 
establish    reasonable    ability   to  tim 

loan.  „  ^ .,  4.  w 

(7)   Make   a  list   of   coUatartt  » ■ 

offered  as  security  for  repayineBtgJ 

loan,  showing  in  detail  any  exWBS^ 

ligations  or  liens  against  same 

(8»   Discuss  with  his  bank,  _^ 

has  prepared  the  aPPUca^w^JIfaf 
porting  material,  the  posslWUjr* 
taining  a  bank  loan  satisfactory  ^ 
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.  w  a  bank-SBA  participation 
mmt  bank  will  not  participate, 
^tion  should  be  filed  for  a 


••  •JJn  with  the  nearest  SBA  field 


m^   m'  -|^f_lS     Cooperation  with  Aateriean 

^      I*   V    .. ^KMi/.ai   damage  program  of 


a.  ite  Bhyslcal   damage  program  of 
■  to    disaster     victims,    SBA 

close  coordination  with  the 
Bed  Cross.     In  many  cases, 
on  assistance  is  given  Jointly 
Cross  and  SBA  with  part  of 
-int'B  losses  being  covered  by 
jj^lfSom  the  Red  Cross  and  part  by 
y^itrvn  SBA. 

I^V_1A     Obuining  loan  funds. 

M  Once  a  disaster  loan  has  been  ap- 
^Ufiv  SBA,  the  borrower  may  obtain 
Cwn  funds  upon  compliance  with  the 
2Sins  of  SBA's  loan  authorization. 
^^^the  approved  loan   is  of  the 
mSLsBA  participation  type,  the  par- 
SgiiBc  bank  wUl  notify  the  borrower 
TCioan  approval,  terms  and  condl- 
2^and  arrange  with  him  for  actual 
,  ^gteof  the  loan. 
^If  the  loan  is  a  direct  loan  In- 
^dtag  DO  bank  participation,  the  bor- 
Er  will  be  notified  by  SBA  of  the 
jJJJ^upproval.  terms  and  conditions. 
imJ.lS     Administration  of  loans. 

f^ueipatlon  loans  which  are  closed 
^tti  Iff*^  will  be  administered  by  the 
^fe-  MMl  participation  loans  or  direct 
SSdosed  by  SBA  will  be  administered 

irOA. 

110.7-16     Extension  of  RFC  loans. 

taken  by  SBA  pursuant  to  the 
,  of  section  7(c)  of  the  Small 
_  Act,  as  amended,  are  limited 
,Jp«iods  of  time  as  appear  neces- 
to  avoid  the  forced  liquidation  of 
lifln.  Qoierally,  a  sequence  of  short 
^tanrtoos  will  be  granted  rather  than 
■I  laigthy  one.  Extensions  are  only 
mated  under  this  section  when  it  ap- 
n  that  no  other  course  of  liquidation 
t  nsQlt  in  a  greater  and  .earlier  re- 
r  of  the  indebtedness. 
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^^^ _ituc— irj  to  require  replace- 
ment of  ttM  present  seals  with  high 
teniperatuz«  seals. 

As  a  iftnattf^  exists  irtiich  demands 
imnMnHatu  action  in  the  interest  of 
safety.  It  la  toand  that  notice  and  public 
IHUodui'C  hereon  are  impracticable  and 
good  caaae  exists  for  making  this  amend- 
ment cffeettre  upon  putdicatlon  in  the 
FsDBUL  Rnxsm. 

In  consideration  of  the  foregoing  and 
pursuant  to-the  authority  delegated  to 
me  by  the  Administrator  (25  FJl.  6489) , 
I  507.10(a)  of  Part  607  (14  CPR  Part 
507),  is  heretay  amended  by  adding  the 
foDowing  new  airworthiness  directive: 

BEAifTLT.  Applies  to  aU  Model  B-2  hell- 
oopters  wttli  awial  uTimbers  prior  to  180. 

OompUauiM  required  within  the  next  25 
hour*'  *«"M»  In  aervice  after  the  effective 
date  of  this  directive. 

To  preclude  failure  of  the  seals  In  the 
engine  driven  fuel  pump  due  to  excessively 
high  temperature  conditions  In  the  engine 
compartment,  modify  the  engine  driven 
fuel  pump,  Lear-Romec  Model  RD7790D3.  to 
incorporate  high  temperature  seals  In  ac- 
cordance with  Brantly  Service  BxUletln  No. 
16  and  Lear-Bomec  Service  Bulletin  No.  3. 

Reldentlfy  modified  units  by  revising  the 
pump  nameplate  as  follows: 

(a)  Add  sulBz  "-S"  to  the  pump  serial 
number. 

(b)  Change  p\imp  model  number  to 
"ROTTBOO". 

(Brantly  Service  Bulletin  No.  16  and  Lear- 
Romec  Service  BuUeUn  No.  3  both  cover 
this  same  subject.) 

This  directive  shall  become  effective 
February  28, 1962. 

(Sec.  313(a).  601.  603;  72  Stat.  752.  775,  776; 
49  UJB.C.  lS64(a),  1421.  1423) 

Issued  in  Washington,  D.C.,  on  Feb- 
ruary 21. 1962. 

O.  S.  MOORE. 

Acting  Director, 
Flight  Standards  Service. 

[PJl.    Doc.    63-1967:    FUed.    Feb.    27.    1962; 
8:46  ajn.] 


m  coBsideratkiin  of  the  forccoinc.  aad 
pursuant  to  the  auttaorltv  Ariecatad  to 
me  by  tbe  AdmiBlsferatar  (a&FJL  UH2>. 
effective  immediateky,  Alxspaee  Doekei 
No.  «l-WA-207  (27  9M.  tSS)  ia  hereby 
modified  as  follows: 

In  the  description  of  the  Fcurt  Myers, 
Pla.,  control  sone  'TPage  Field  -(latttode 
26'35'10"  N.,  longitude  Sl'SrOl"  W.)," 
is  deleted  and  "Page  PleW  (latitude 
26'35'10"  N..  longitude  81'61'50"  W.)." 
is  substituted  therefor: 

(Sec.  307(a) ,  72  SUt.  749;  49  VB.C.  184a> 

Issued  in  Washingt<Hi,  D.C.,  on  P«b- 

ruary  20.  1962.  

D.D.  Thomas. 
Director,  Air  TrafHe  Service. 

[PR.    Doc.    62-1968:    PUed.   Feb.   27,    1968; 
8:46  ajn.] 
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PRACTICES 


Dated:  February  7, 1962. 

John  E.  Hornx, 
Administrator. 

|PX  Doc.   63-1971;    Piled,   Peb.    27,    1963; 
8:47  a.m.] 


TMe  14-AERONAIinCS  AND 
SPACE 

Oaplii  III — Federal  Aviation  Agenq^ 

WKMAPTCI  C— AIRCRAFT  REGULATIONS 
'    IBig.  Docket  No.  1082;  Amdt.  402] 

PAIT  507— AIRWORTHINESS 
DIRECTIVES 

•ranriy  Model  B-2  Helicopters 

XnPBsUgation  of  reported  fuel  leakage 
vond  the  engine  driven  fuel  pumps  of 
Bka&tty  B-2  helicopters  revealed  failure 
id  ttm  Kal^  due  to  excessively  high  tem- 
imtiiies  in  the  engine  compartment, 
'kttefore.  an  airworthiness  directive  is 


SUaCHAPTER  E— AIR  NAVIGATION 
REGULATIONS 

[AlrspMK  Docket  No.  61-WA-2071 

PART  601— DESIGNATION  OF  CON- 
TROLLED AIRSPACE,  REPORTING 
POINTS,  POSITIVE  CONTROL  ROUTE 
SEGMENTS,  AND  POSITIVE  CON- 
TROL AREAS 
Alteration  of  Control  Zone;  Modi- 
fication of  Amendment 

On  January  23,  1982,  there  was  pub- 
lished in  the  Federal  Register  (27  FJl. 
653)  an  amendment  to  Part  601  of  the 
regulations  of  the  Administrator  which 
altered  the  Pcai;  Myers.  Fla..  control  zone. 

Subsequent  to  publication  of  the 
amendment,  it  has  been  brought  to  the 
attention  of  the  Administrator  that  the 
geographical  coordinates  for  Page  Field 
were  incorrectly  stated  in  the  descrip- 
tion of  the  Port  Myers  control  zone. 
Therefore,  action  ia  taken  herein  to  re- 
flect the  correct  geographical  location 
of  Page  Field. 

Since  this  amendment  imposes  no 
additional  burden  on  any  person,  the 
effective  date  of  the  rule  as  initially 
adopted  may  be  retained. 


Chapter  I— Federal  Trade  Commission 

[Docket  8901  cjo.] 

PART  13— PROHIBITED  TRADE 
PRACTICES 

E.  GottschafIcA  Co.,  Inc.,  and 
Joseph  W.  Levy 

Subpart— Advertising  f alsdy  or  inls- 
leadlngly:  S  13.155  Prices;  i  13.286  VaJue. 
Subpart— Invoicing     products     <al*^- 
S  13.1108    Invoicing    vrodvcU    faltel^: 
§  13  lloa-45  Far  Proditcfs  LdbeJinif  Act. 
Subpart— Misbranding   or  mlslahrilTg: 
S  13.1212  Formal  regulatorf  and  ttant- 
fory    requirements:     §  l3.121»-30    Fw  ^ 
ProducU  Labeling  Act;  1 13.1255  ^o^ 
facture  or  preparation:  S  13.125^^  Fur 
ProducU  Labeling  Act.    Subpait— Mis- 
representing     oneself      and      sootu-- 
aCX>DS:    S  13.1745    iSo«rce   or   origin: 
S  13.1745-70    Piece.    Subpart— Neglect- 
ing,  unfairly  or  deceptively,  to  make 
material  disclosure:  8  13.1845  Compoei- 
tion:  9  13.1845-30  Fur  ProducU  LeibeUng 
Act;   9  13.1852   Formal  regutatory  and 
statutory  reouirements :  9  13.1852-35  Fur 
Products  Labeling  Act. 
(Sec.  6,  38  Stat.  721;  16  UB.C.  46.    Interpret 
or  apply  sec.  8,  88  Stat.  719.  as  amendwl; 
sec.  8,  65  Stat.  179;  IB  UJ3.C.  45.  SW )      [Omm 
and  deelBt  order,  K.  Gottwdialk  St  CJo-.,  Inc., 
et  al.,  Fresno,  Calif..  Docket  8801,  Oct.  84. 
1961] 

In  the  Matter  of  E.  GotUchalk  4  Co.^ 

Inc.,  a  Corporation,  and  Joseph  W. 

Levy,  IndimduaUy  and  as  an  Officer 

of  said  Corporation 

Consent  order  requiring  a  Fresno, 
Calif.,  furrier  to  cease  violating  the  Pur 
Products  Labeling  Act  by  using  the  wwd 
"blended"  in«)roperly  on  labels  on  lur 
products;  by  representing  falsely  on  In- 
voices that  certain  mink  was  from  the 
Aleutian  Islands;  by  advertising  in 
newspapers  which  faUed  to  disclose  the 
names  of  animals  producing  the  fur  In 
fur  products,  falsely  represented  the 
volume  of  merchandise  offered  for  sale  to 
be  $200,000  worth  of  precious  furs  when 
it  was  substantially  less,  and  represented 
falsely  that  savings  could  be  effected  in 
its  "January  Pur  Sale";  by  failing  to 


1886     ' 

ke«p  adequate  records  as  a  basis  for  price 
and  value  claims;  and  by  falling  In  other 
nspeeto  to  comply  with  labeling  and 
Invoicing  requirements. 

The  order  to  cease  and  desist  Is  as 
follows: 


It  U  ordered.  That  E.  Oottschalk  k  Co., 
Inc .  a  corporaUon  and  Its  offlcers.  and 
Joseph  W.  Levy,  Individually  and  as  an 
olBcer  of  said  corporation,  and  respond- 
ents'  representatives,   agents   and   em- 
ployees, directly  or  through  any  corporate 
or  other  device,  in  connecUon  with  the 
intitxluctlon  into  commerce,  or  the  sale. 
advertising,  or  offering  for  sale  In  com- 
merce, or  the  transportation  or  distribu- 
tion in  ccMnmerce  of  fur  products,  or  m 
connection  with   the   sale,   advertising. 
offering  for  sale,  transportation,  or  dis- 
tributi(xi  of  fur  products  which  are  made 
in  whole  or  in  part  of  fur  which  has 
been  shipped  and  received  in  commerce. 
as  "commerce."  "fur,"  and    'fur  prod- 
ucts" are  defined  in  the  Pur  Products 
Labeling   Act.   do  forthwith   cease   and 
desist  from: 
A.  Misbranding  fur  products  by : 
1.  Setting  forth   on  labels  affixed   to 
fur  products: 

(a)  The  term  "blended"  as  part  of  the 
information  required  under  section  4(2) 
of  the  Pur  Products  LabeUng  Act  and  the 
rules  and  regulations  promulgated  there- 
under to  describe  the  pointing,  bleach- 
ing, dyeing,  or  Up-dyeing  of  furs. 

(b)  Information  required  under  sec- 
tion 4(2)  of  the  Pur  Products  Labeling 
Act  and  the  niles  and  regulations  pro- 
mulgated thereunder  mingled  with  non- 
required  Information. 

2  Palling  to  set  forth  the  information 
required  xmder  secUon  4(2)  of  the  Fur 
Products  Labeling  Act  and  the  rules  and 
regulations  promulgated  thereunder  in 
the  required  sequence. 

B.  Palsely  or  deceptively  invoicing  fur 

products  by: 

1.  Palling  to  furnish  invoices  to  pur- 
chasers of  fur  products  showing  in  words 
and  figures  plainly  legible  all  the  in- 
formation required  to  be  disclosed  by 
each  of  the  subsections  of  section  5  ( b  >  •  1  • 
of  the  Pur  Products  Labelmg  Act. 

2  Setting  forth  on  invoices  a  false 
geographic  origin  of  the  animal  that  pro- 
duced the  fur. 

3  Setting  forth  information  required 
under  section  5(b)  (l)  of  the  Fur  Prod- 
ucts Labeling  Act  and  the  rules  and  reg- 
ulaUons  promulgated  thereunder  in 
abbreviated  form. 

C  Palsely  or  deceptively  advertismg 
fur  products  through  the  use  of  any  ad- 
vertisement, representation,  pubUc  an- 
nouncement or  noUce  which  is  intended 
to  aid.  prwnote  or  assist,  directly  or  in- 
directly. In  the  sale,  or  offering  for  sale 
of  fur  products  and  which: 

1.  Palls  to  disclose  the  name  or  names 
of  the  animal  or  animals  producing  the 
fur  or  furs  contained  In  the  fur  product. 
as  set  forth  in  the  Pur  Products  Name 
Guide,  and  as  prescribed  vmder  the  rules 
and  regulations. 

2.  Represents  directly  or  by  implica- 
tl<»i  that  the  volume  of  merchandise  to 
be  offered  for  sale  is  higher  than  is  the 

3.  Offers  fur  products  at  a  purported 
reduction  in  price  when  such  purported 
reduction  is  in  fact  fictitious. 
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4.  Misrepresents  in  any  maimer  the 
savings  avaUable  to  purchasers  of  re- 
spondents' fur  products. 

D.  Making  claims  and  representations 
respecting  prices  and  values  of  fur  prod- 
ucts unless  there  are  maintained  by  re- 
spondents full  and  adequate  records 
disclosing  the  facts  upon  which  such 
claims  and  representations  are  based. 


By  "Decision  of  the  Commission",  etc., 
report  of  compliance  was  required  as  fol- 
lows: 

It  is  ordered.  That  respondents  herein 
shaU.  within  sixty  (60)  days  after  serv- 
ice upon  them  of  this  order,  file  with  the 
Commission  a  report  in  writing  setting 
forth  in  detaU  the  manner  and  form  m 
which  they  have  complied  with  the  order 
to  cease  and  desist. 

Issued:  October  24.  1961. 

By  the  Commi.'^sion. 

I  SEAL  I  Joseph  W.  Shea. 

Secretary. 

IFR      D<"" 


62    1961.     Filed.    Feb     27.     1962; 
8  46  ami 


Title  19-CUSTOMS  DUTIES 

Chapter   I — Bureau   of   Customs, 
Dcpcrtment   of  the   Treasury 

IT  U   55576) 

PART   2— ADMEASUREMENT   OF 
VESSELS 

Recognition  of  Admeasurement  Rules 
of   Greece 

The  Bureau  of  Customs  has  been  ad- 
vised through  the  Department  of  SUte 
of  the  United  Stales  of  an  exchange  of 
notes  between  tiic  Government  of  Greece 
and  the  Government  of  the  United  States 
which  establishes  tl«U  the  system  of  ves- 
sel  tonnai^e  measurements  followed  by 
the  Government  of  Greece  is  substan- 
tially similar  to  that  of  the  United  States 
and    that    United    States   standards   of 
measurements  of  vessels  are  accepted  in 
Greece     Therefore,  in  accordance  with 
Article  XXI  of  the  Treaty  of  Friendship. 
Commerce,  and  Navigation  between  the 
United  States  of  America  and  the  King- 
dom of  Greece  (5  UST  1829)   and  pur- 
suant to  the  authority  contained  m  sec- 
tion  41.^4    of   the    Revised   Statutes,   as 
amended    M6  U  S.C.  81).  vessels  fiying 
the  flag  of  the  Kingdom  of  Greece  shall 
hereafter  be  taken  in  ports  of  the  United 
States  to  be  of  the  tonnages  denoted  In 
their  certificates  of  registry  or  other  na- 
tional papers. 

Accordingly,  the  first  sentence  of  sec- 
tion 2  63  of  the  Customs  Regulations  is 
amended  by  the  insertion  of  "Greece" 
immediately   after   "Great   BriUln." 

(RS    161    4154.  as  amended,  sec.  3.  23  Stat. 
119.  u  amended.  5  U  S  C.  22.  46  U.S.C.  3.  81) 

IsEALl  Philip  Nichols,  Jr.. 

Commissioner  oj  Customs. 

Approved:  February  20.  1962. 

James  Pomsboy  Hkndrick. 
Acting  Assistant  Secretary  of  the 

Treasury. 

IFR     Doc     82-1986;     Filed.    Feb.    27.    1982; 
8  48  ajn.] 


ITX>.  565761 

PART  3— DOCUMENTATKNI  OP 
VESSELS 

Redocumentation  of  Vm**!  Stii  « 
Transferred  in  Whole  or  in  9m% 
Citizen  of  U.S.  Whn*  d— ^ 
Customs  Collection  District 

The   Act   of   August   17.   1961 

Law  87-157;   75  Stat.  392.  T.D. 

amended   section   4166  of  the 

Statutes  (46  U.S.C.  35).    Then 

amended  provides  that  when  a  veag  || 

the  United  States  is  sold  or  trwilirRll 

in  whole  or  in  part  to  a  cltlMn  of  f^ 

United  States  while  outside  the  Ihii 

of   a  customs  collection  district  off  Hi 

United  States  and  not  in  any  port  fn.- 

ignated  as  a  port  of  documentatkii,  | 

may  be  documented  anew  as  a  tmh||| 

the  United  States,  or  It  may  retakfk 

privileges  and  benefits  of  a  veMdoftti 

United  States  until  it  arrives  at  ap«t|^ 

the    United    States.     In  order  to  itei 

effect  to   the  enactment,  the  foO 

changes  are  made  in  the  Customs ! 

lations: 

§3.30       [.Amendment] 

Section  3.3ig>    is  amended  to 

follows : 

(g)  No  provisional  certificate 
issued  to  any  vessel  abroad  which  8ll_ 
time  of  its  transfer  to  a  citisen  of  tt| 
United  States  was  documented  ••  ai» 
sel  of  the  United  States.  Such  a  wai 
may  be  redocumented  at  a  port  t&  tti 
United  States  upon  compliance  with  ta 
requirements  outlined  in  S  3.38  or  If  iit 
so  redocumented  while  abroad,  tt  All 
nevertheless  be  entitled  to  aU  the  prtrt* 
leges  and  benefits  of  a  vessel  flitti 
United  States  up  to  and  for  the  mpM 
of  its  first  arrival  thereafter  wiflria  • 
customs  collection  district  or  in  a  portlj 
documentation  outside  any  such  cm' 
collection  district.  (Section  1.^ 
1193,  as  amended,  R.S.  4166.  as  " 
46  use    12.  35  > 


Section  ^3.35   is  amended  to  rBs4  « 
follows: 
§  3.33      Sale  abroad. 

ia>  A  documented  vessel  which. 


outside  the  limits  of  a  customs 
district  of  the  United  States  and  » ■ 
any  port  designated  as  a  port  <»  ■»! 
mentation  outside  any  such  dl«J** 
sold  or  transferred  in  whole  or  m  I* 
to  a  citizen  of  the  United  StatM ■»» 
documented    anew    as   a   ve«d  ■» 
United  States  at  the  port  dcriimf 
the  vessel  s  home  port  by  the  n**'^" 
or  owners  in  accordance  with  W  ^ 
quirements  of  5  3.17  of  this  part 
a  document  shaU  be  issued  upon' 
ance  with  all  the  applicable  requl 
contained  in  this  part,  and  «*•  ^ 
render  of  the  previous  documen* um 
new  home  port  except  that  '!>  *°^7J 
ment  so   issued  shall  be   a  P«*^^ 
document  and  (2)  the  document  If  ■ 
issued  without  first  requiring  m 
of  the  outstanding  dociunent  to 
lector  in  a  case  In  which  the 
sea  at  the  time.    In  such  latt«_^ 
new  document  shall  be  forwarded 
United  States  foreign  service  O*"  • 
the  vessel's  foreign  port  of  cau  «  » 


^^     -       February  28,  1962  fEDilAL  REGISTER 

^  *n«toms  at  a  domestic  port        The  Secretwry  of  Agriculture  has  cer-  PART  121— FOOD  ADDITfVES 

^'^ZoiS^e^^or^^    S^*?;**»**liS?^%tSSB?aS^    Subpart  F-Food  AddWv«  R*«MH«« 
I^iP^  service  omcer  or  i^    ^t^V^^V^<^^^^^^'^^        pJom  Contacf  WW.  Conlalne«  or 

"^  f  "^'^'^.dVaS^Su?^  ^    ■^SST'eSSdSaSon  of  the  data  sub-         Equipment    and    Food    AddW^f 
*5,'Sr^ltSSitoeTe^.    mlt2?ln^ei^tion  and  other  relevant         othorwiso  Affocling  Food 

;^rta^uponsSrenderofthe  mtt^Wj?**^  ^Jf  ^J*  *^1^^^^^                       Sttr«« Copoltmek Costings 

J      —ant   which  shall  be  fof-  establlahed  tn  this  order  will  proteci 

if^offlcer  to  the  collector  at  the  pubUc  health,  and  by  virtue  of  the        The  Commissioner  of  Food  t^JDnm 

*5L*S™^rt  authority   vested   in  the   Secretary   of  having  evaluated  the  daU  submitted  to 

»'*^i^,?^pntS  vessel  which  has  Health.  Education,  and  Welfare  by  the  petitions  (PAP  261,  298)  fUed  hy  lios^- 

^  ^*^CrS5^r^^  who^  or  to  FederS  Food.  Drug,  and  Cosmetic  Act  ganto  Chemical  Company,  813  MonMnto 

»^^e!Lin^hUeSroad  and  which  (sec.  408(d)(2).  68  Stat.  512;  21  U.S.C.  Avenue,    Springfield    2.    Mas-chwetU. 

P«^!?l2SJfmpntod  under^  paragraph  346a(d)  (2) )  and  delegated  to  Uie  Com-  and  ottier  relevant  material,  baa  oon- 

^riS^lon^-arneverttS^be  missioner  of  Food   and  Drugs  by  tiie  eluded  Uiat  ttie  food  additive  reg^ttoj. 

•LSL^w  first  arrival  tiiereafter  to  Secretary  (25  FH.  8625) .  the  regulations  should  be  amended  to  permit  the  nfe 

•ftlSlwes  S  a^e  of  th?^^  use    of    styrene-mettiyl    acnjrte    and 

H^prituegesoia           ^g^ded;    46  or  on  raw  agricultural  commodities  are  styrene-malelc  anhydride  p^rmers  M 

•*■•  .  ^  amended  by  adding  to  S  120.158  (21  CFR  food-contact  surfaces.    Therefore,  pur- 

llC-»*^                                             .  .  120158)  tolerances  for  the  subject  pesti-  suant  to  the  provisions  of  the  Federal 

-jH«,i«:tion2.  23  Stat.  118.  as  amended;  ^^^   chemical    to   or   on   blackberries.  Food.  Drug,  and  Cosmetic  Act  (sec.  409 

5S5jaa.4SU.s.c.  2)  cucumbers,     dewberries,     loganberries,  (c)  (1).  72  Stat.  1786;  21  UJ3.C.  348(c) 

of  the  proposed  Issuance  of  the  melons.     pumpJtins,     raspberries,     and  (d  ) ,  and  under  the  authority  delegated 

amendments  was  published  to  sqviash.    Paragraph     designations     are  to  the  Commissioner  by  the  Secretary 

REGISTER  on  Novcmbcr  16,  deleted  to  facilitate  insertion   of   new  of  Health.  Education,  and  Welfare  (25 

'rilFJl.  10731).    Careful  considera-  tolerances.    As  amended,  5 120.158  reads  pj^.    8625),   Part    121,    Subpart   F.   Is 

IM  accorded  to  all  data,  views,  and  ^  follows:                             *  amended  by  adding  thereto  the  follow- 

ts  received   Pe/talntag   U)  i^e.  .^^^^^53   Tolerance,  far  residue,  of  2,4-  i^g  new  section: 

_P„B„„  amendment     As  a  result  more-  u        aiddoro-S-o-chloroaiulino-j-triMine.  §  121.25S2     Slyrene  eopoly»Mr  e»«lh«fc ' 

!iTL,*«tn  changes  have  been  tocorpo-  i«aM««^^--«-—              . ,  ^.  ^,  *                                 ,                 .,  _  .^^ 

Mtathls  final  draft    la  this  respect.  Tolerances  for  residues  of  2.4-dichloro-        The  styrene  copolymer  ooattogs  1dm- 

StoSMrattention  is  tovlted  to  I  3.35  6-o-chloroanlltoo-s-triaztoe  to  or  on  raw  tified  to  this  section  may  be  safely  used 

Krftti  regulations  agricultural  commodities  are  established  as  food-contact  surfaces  of  paper  and 

older  which  is'  deemed  to  be  one  as  follows:                                      ^,    ^  paperboard  articles  totended  for  Meln 

or'recogniztog   exemption  or  10  parts  per  million  to  or  on  black-  producing,      manufacturing,      packtog. 

restriction  withto  the  meaning  berries,  celery,  cucumbers,   dewberries,  processing,   preparing,    treattag.   pa^- 

rfl^Sn  4  of  the  Act  of  June  11,  1948  green    onions,    loganberries,    melons,  aging,    transporting,    or   holdtog   food. 

*  Iran  1003)    shall  be  effective  upon  pumpkins,  raspberries,  shallots,  summer  subject    to    the    requirements    of    tHia 

■iSfSiiTn  to  the  Federal  RacisTiR.  squash,  strawberries,  tomatoes,  winter  section. 

^                              „  ^  ,     ,_  squash.                                                               (a)  For  the  purpose  of  this  lecttoo. 

Ijggu,]             PHttip  NICHOLS,  jr..  J     j^  pgj.   muuon  to  or  on   garlic,  styrene  copolymers  are  those  formed  hr 

Commissioner  of  Customs.  onions  (dry bulb), potatoes.  the   copolymerization   of   styrene   with 

ipymved:  February  20. 1982.  ^^       ^    ^^  ^e  adversely  af-  maleic  acid  ^f^^^f.^J^^'^iSS^ 

JUB.  POMEROV  HSKDRICK,  feSS  fcTtoe  forcgotog  order  may  at  a^id.  or  JJ^thyl  acrylat^  %aS?SS 

,.  j^ri.  .ed  .e. .  1.2=  SC&35.eS^of^Sith%ssf,  s  r  S?S^ 

^^^?^Xt:^L^ru'c      ^r)^^St^ne^rSnrrtSgs  are 

mn    Fnnn  AND  DRiifiS   ^- -"^^^^"£^^ 

106  Zl rUUU   AMU   UKUbd  shall  show  whereto  Uie  person  flhng  win  ^^^*^^t  mibstanoes  and  heated 

I__P««<1  and  Drua  Adminis-  ^  adversely  affected  by  tte  order  and  ^  ^.^^^  coating. 

I— food  and  °l»9Mm*J*}*  ^^^^^  ^^  particularity  tiie  provisions  ^^^  optional  adjuvant  substances  em- 

,  Department  of  Heaitn,  taw-  ^^  ^^  ^^^j^  deemed  objectionable  and  ^i^y^^  as  prescribed  to  paragraphs  (a) 

cation,  and  Welfare  ^^g  grounds  for  the  objections.     If  a  ^^^  (j,)  ^f  this  section  include  the  fol- 

■HNAnBt  i— FOOD  AND  FOOD  PKODUCTS  hearing  Is  requested,  the  objections  must  lowtog,  subject  to  any  limttation  pro- 

^—  ,^     *^.»Ai^r-rc    aain    BV  state  the  Issues  for  the  hearing.   A  hear-  vided   to   the   tabulation   and   further 

WIT  »20— TOLERANCES    AND    feAr  j^  ^^^  granted  if  tiie  objections  are  subject    to    the    provision    that    any 

MFTIONS    FROM    TOLERANCES  ^J^IJJf  k,  grounds  legally  suflacient  substance  that  Is  the  robjeet  of  a  reg- 

KM  PESTICIDE  CHEMICALS  IN  OR  T^^S^  Se  relief  sought.    Objections  ulation  to  Subparii  P  which  preecribes 

ON   RAW    AGRICULTURAL    COM-  ^a^IcS^edTa  memorandum  ^P^ciAcatioixs  fc^^at  sub^cejs  ^ 

M0WT1ES  Hrief  to  ««)Port  ti^ereof.    All  docu-  ^^JSSSLt'l^SS^^JS'Si-St^ 

f  o  r    Residues    of    2,4-  ments  shall  be  filed  to  qutotupUcate.  ^^^^  ^^  that  any  .abatance  not 

6-o-CWoroanHino-s-Tria-  Effective  date.    This  order  shall  be  subject  to  such  a  regulation  meets  the 

ifaa  effective  on  the  date  of  its  publication  to  specifications,  if  any,  Pro^WM  by  an 

^TvKDtMAL  Register  order  extending  the  effective  date  of  the 

Apetttton  was  filed  wltti  Uie  Food  •7".,^,,,,     ._   __    ..„.    3,    ^^c  statiite  for  such  substance. 

JdDnw  Administration  by  Chemagro  <2S;dt?5  ?  ^^ '  List  of  sul,.tance.             Limitation, 

Cfcperation.  P.O.  Box  4913.  Kansas  City  »*«•(<»)  (2) )                                                          Ammonlmn  hydro«l<le -.— - 

M,  MBsBOuri,  requesting  the  establish-  Dated:  February  20. 1962.                          aec-Butyi    aioohoi    (BuUnoi-    

Mil  «(  tolerances  for  residues  of  2,4-  «»,«.««  -a   njuncnr  •ec). 

ieliloro-6-o-chloroanillno-»-ti:la«ine  to  A.JZ^rn^^iU^^Merof           DiatomaceouB  earth 

•  «  blackberries,  cantaloups,  cucum-  Assistant  C'oj^'^J'J^J^^           oi-tert-butyi  peroxide 

*—     d«wherrlP«       honevdew     melons.  FOOa  ona  i/rugs.         Methyl  alootaol - 

^^l^skiS      puSSSS:  IF.B.    DOC.    W-lim:    FU«1.   l..b.   27.    1862;     Mon^ly^de.  ot  tat-forming     

squash,   and  watermelons.  8:47  ajn.]  fatty  adds. 


jggg  irULES  AND  REGULATIONS 

LUt  of  tuhataneea—Coa.    Limitations  spect  to  the  proposed  amendment.     No 

^-Nitoo  «tyT«ne cwnments,  Suggestions  or  objections  hare 

PouaMum  jMtsuUate. been  received,  and  the  proposed  amend- 

Sodlum.    poU«lum.    oftldum     ^j^^^t  Is  hereby  adopted  without  change 

and  ma^jertum  aoaps  ol  fat-  ^^^   ^^   ^^   forth  below.     This  amend- 

'o™»»n« Jff*-  ^„.  j^  nrovided  ment  shall  become  effective  at  the  be- 

Surface.«tive   agents "f^P^iaf:  ginning   of  the  30th  calendar  day  fol- 

2514      (b)  lowing  the  date  of   this  publication  in 

(3).  the  Federal  Register. 
(d)  The  coating  in  the  finished  form  in  Stewart  L.  Udall. 

which  it  U  to  contact  food,  when  ex-  Secretary  of  the  Interior. 

tracted  with  a  solvent  ©^  solvents  char-        ^^^^.^^^^  21.  1962. 
acterixiiig   the   type   of   food    and    the  ^  ^ 

conditions    of    time    and    temperature        Section   34.8   is  simended  to  read   as 

characterizing  the  conditions  of  its  in-  follows:  \ 

rSS?ari"?S«?^'iluT.eWne1  §34.8     Fin.„.U1  .li...n.,  f«  u.>„ee.. 
Chloroform-soluble    extractives    not    to        individuals  or  family  units  where  the 

exceed  0  5  milligram  per  square  inch.  head  of  the  fathily  is  entering  training 

Any  person  who  will  be  adversely  af -  -d^s  ^-^ -jf,,^;-rs^rtion 
fected  by  the  foregoing  order  may  at  any  Jf^h^Scrof  training,  and  subsistence 
time  prior  to  the  thirueth  day  from  the  ^Jf^^P^'eourse  of  training.  For  pur - 
date  of  It^  pubUcatoa  in  the  Ped«al  ^uri  «  e^^  subsistence  may  be 
RiGiSTn  file  wiUi  Uie  Hearing  Clerk  J^tnied  to  provide  for  all  or  any  part 
Department  of  Health  EducaUon  and  ^?'J^;7o5o^i^'g  items :  Medical  ex^^^ 
Welfare.  Room  5440.  330  Independence  ?/_J^^ '"XlteBce  en  route;  subsistence 
Avenue  8W.  Washington  25.  ac  written  ^^°Jf„/t"he  ,oS.^  training  until  the 
objections  thereto.  Objections  sh^  S^sTfSll  pay^eck  from  employment  has 
show  wherein  the  person  filing  will  be  "^«^  receivS  personal  appearance; 
adversely  affected  by  ,"^e  ^^-^^^  f"^,  hot^wSes^imiture;  healthcare;  pay- 
specify  %ith  particularity  the  provisions  JSJ^  for  r^uired  bo^ks;   supplies  and 

°£''^"°^''?'*°l?:i°nbi^Si  ifa  S  for  ??aining:  and  payment  of 
the  grounds  for  the  obJecUons.  if  a  J*~  .  related  cost  and  other  re- 
hearing is  requested,  the  objections  must  tu^t^^  ^x^nles  in  ac?^rdance  with  the 
f^'^S'i^f^'L'Si'^^'SrobTectiorS'^;  i^eSlile^ramounts  as  established  by 

to  Justify  the  reUef  sought.    Objections    sentaiive.  „  ^    ,,    ,a«o 

may  be  accompanied  by  a  memorandum  [pr  doc  62  1963;  Piled  Feb.  27.  1962. 
or  brief  in  support  thereof.    AU  docu-  8  *6  a""  I 

ments  shall  be  filed  in  quintupUcate. 

effective  on  the  date  of  its  publication  in        JH|g   26 INTERNAL  REVENUE 

the    FXDKBAL    RiGISTBS. 

(Sec.  409(c)(1).  73  sut.  1786;  21  U8C  Chapter  I — InJernol  Revenue  Service, 
S48(c)(i))  Department  of  the  Treasury 

Dated:  February  21.  1962.  susCHArrti  a— income  tax 

Wiirroif  B.  Ranion.  [t.d.86WI 

Assistant  CommissioneT  of  -.--    i      iiarrtuc    t  A  Y.    TAXABLE 

Food  and  Drugs.        PART    1— INCOME    T^^'JJif^^?" 

T^    -a_,a«    my^    F*b    27    19«2  YEARS     BEGINNING     AFTER     DE- 

IFJl.    DOC.    ~-l(m^W«i.    F*b.    27.    19«2.  ^^^^^^    ^^      ^  ^ ^^ 

Miscellaneous  Amendments 

In  order  to  conform  the  Income  Tax 
Regulations  (26  CFR  Part  1)  under  sec- 
tion 1441  of  the  Internal  Revenue  Code 
of  1954  to  secUon  110(d)  of  the  Mutual 
Educational  and  Cultural  Exchange  Act 
of  1961  (Public  Law  87-256.  75  Stat.  536) . 
such  regulations  are  amended  as  follows: 

Pakagraph  1.  SecUon  1.1441  is  amended 
by  inserting  a  phrase  before  the  period 
at  the  end  of  section  1441(a) .  by  adding 
a  sentence  at  the  end  of  section  1441(b) . 
by  revising  section  1441(c)(4).  and  by 
revising  the  historical  note.  These 
amended  and  added  provisions  read  as 
follows: 


Title  25— INDIANS 

Chapter  I — Bureau  of  Indian  Affairs, 
D«portm«nt  of  tho  Interior 

SUBCHArm  E— IDUCATION 

PART  34— ADMINISTRATION  OF  A 
PROGRAM  OF  VOCATIOIfAL 
TRAINING    FOR    ADULT    INDIANS 

Finondoi  Assistonce  for  Trainees 

On  pace  10640  of  the  Pedieal  Recistm 
of  November  14.  1961,  there  was  pub- 
lished a  notice  and  text  of  a  proposed 
amendment  of  I  34.8  of  Titie  25.  Code 
of  Federal  Regulations.  The  purpose  ef 
this  amendment  is  to  further  clarify  the 
regxilations  and  bring  it  specifically  in 
line  with  present  interpretations  and 
practices. 

Interested  persons  were  given  thirty 
days  In  which  to  submit  written  com- 
ments, suggestions  or  objections  with  re- 


§  1.1441      Suiutory  proviniona;  withhold- 
ing of  lax  on  nonr«Mdent  aliens. 

3wc.  1441.  Withholding  of  tax  on  non- 
resident alien*— (A)  General  rule.  Except  u 
otherwtae  provided  In  aubeectlon  (c).  all 
persona,  in  whatever  capacity  acting  (Includ- 
ing lessee*  or  mortgagora  of  real  or  personal 
property,  flduclarlea.  employers,  and  all  of- 
ficers and  employee*  of  tbe  United  State*) 


having  the  control,  receipt,  c\uto4f,, 
or  payment  of  any  of  the  Item*  it 
specified  In  subsection  (b)  (toth* 
any  of  such   Items  constitute* 
from  sources  within  the  United  . 
any  nonresident  alien  Individual, 
partnership  not  engaged  In  trad*  or 
within  the  United   States  and 
whole  or  In  part  of  nonresldant  _ 
(except  m  the  cases  provided  for 
1451    and    except    as   otberwla* 
regulations    prescribed   by   the 
his  delegate  under  section  874) 
withhold  from  such  items  a  tax  wpmii 
percent   thereof,  except  that  in  tlH 
any  Item  of   Income  specified  in  Ifei 
sentence  of  subsection   (b),  tb*  tax  < 
equal   to   18   percent  of   such  ItaoL 
(b)    Income  items.     The  Item*  gf 
referred    to    In   subsection    (a)    an 
(except    Interest    on    deposit*   wttk 

carrying    on    the    banking   limln— 

persons  not  engaged  In  'iiiilnwi  ^mS 
United  States),  dividends,  rant.  Migtt' 
wages,  premiums,  annultle*,  oospaaJ' 
tlons,  remunerations,  emolument*.  Ot  ifi 
fixed  or  determinable  annual  or  p«lsf|2 
gains,  profits,  and  Income,  and 
scribed  In  sectlo«  402(a)(2). 
(2).  section  631  (b)  and  (c). 
1235,  which  are  considered  to  b* 
the  sale  or  exchange  of  capital 
Items  of  Income  referred  to  in 
(a)  from  which  tax  shall  be 
withheld  at  the  rate  of  18  percent 

(1)  That   portion    of    any   aebol 
fellowship  grant  which  Is  received  by  ■ 
resident  alien  Individual  who  i*  t 

present  In  the  United  State*  a*  a ^ 

grant  under  subparagraph  (P)  or  (J)  ttt/^ 
tlon  101(a)  (IS)  of  the  LmmlgntlM  m 
Nationality  Act,  as  amended,  and  iMftt 
not  excluded  from  gross  Incom*  UBivat 
tlon  117(a)(1)  solely  by  reason  of  MMl 
117(b) (2) (B):    and 

(2)  Amounts  described  In  su  , 
(A).  (B),  (C),  and  (D)  of  section  lit 
which  are  received  by  any  such 
alien  Individual  and  which  ara  liMllH^- 
a  scholarship  or  fellowship  grant  to  ^Hll^ 
section  117(a)(1)  applies,  but  only  to tti» 
tent  such  amounts  ore  includlbl*  to  pn' 
Inconae. 

(c)   Exceptions.  •   •   • 

(4)  Compensation  of  certain  *H—a  1» 
der  regulations  prescribed  by  tiM  >MHM 
or  hU  delegate,  there  may  be  iiiMinllill|§ 
deduction  and  wlthholdiiig  undw  ■'MM 
(a)  the  compensation  for  peraoaal  flMH 
of— 

(A)  Nonresident  alien  indlylduali 
ter  and  leave  the  United  SUt**  at 
Intervals,  and 

(B)  A  nonresident  alien  IndlTldQll 
period    he    Is    temporarily    piiiaMil 

United  States  as  a  nonlmml^ant  _ . 

paragraph  (F)  or  (J)  of  section  101(4 
of  the  Immigration  and  NationaUtf  " 
amended. 

•  •  •  •  • 

(Sec.  1441  as  amended  by  sec.  S44(f), 

Security    Act    19M    (added    by   am. 
Mutual   Security   Act   1966   (70  Strt. 
sec.  40(b),  Technical  Amendmcnto  Art 
(73  Stat.    1638);    sec.    110(d),  Mu'    ' 
catlonal    and    Cultural    Exchang* 
(Pub.  Law  87  256.  75  Stat.  636).     {■» 
(f).  Mutual  Security  Act  IBM.  •■• 
by  sec.  11(b)(1).  Mutual  Security, 
(71   Stat.   365).  with  the  prorlao  ^ 
1441  was  not  affected  by  the  r«p«sL)I 

Par.  2.  SecUon  1.1441-1  is 
read  as  follows: 

§  1.1441-1  Reipiiremenl  for 
ing  of  tax  on  nonresideal 
foreign   corporations. 

Except     as    otherwise    prorldli^ 
SS  1.1441-3  and  1.1441-4.  to  thi 


iQrttegp; 
Bt  to  # 


i, 


i 

February  28,  1962 

«  specified  in  9  1.1441-2  con- 
I  income  from  sources  within 

SUtea  withholding  (tf  a  Ux 

U^^Ment  ia  required  in  the  caseof 
2  JTSoome  specified  in  paragraphs 
I  (bToif  8  1.1441-2  when  such  In- 
I  oakl  to  a  nonresident  alien  Indi- 
,  iSonresldent  partnership  com- 
*a  whole  or  in  part  of  nonresident 
l^wflduals,  or  a  nonresident  for- 
Sporatlon,  except  that  with  re- 
K^ents  made  after  December 
-  liVithholding  of  a  tax  of  18  per- 
Sikitauired  in  the  case  of  items  ^ 
i^M  Biecifled   in   paragraph   (c)    m 
*^i-4T1he  rate  of  30  percent  or  18 
rt  ih>ii  be  reduced  as  may  be  pro- 
kf  treaty  with  any  country.    See 
siM.  relating  to  income  ez^pt 
^iii  iraatr     ^^  purposes  of  this  sec- 
S^lfaB  term  "nonresident  alien  indl- 
^^includes   an   aUen   resident  of 
Rloo.  I 

1  Section  1.1441-2  is  amended  by 
a  paragraph    (c)    at   the   end 
The  added  provision  reads  as 


IU441-*     Income  aubjecl  to  withhold- 

(e)  Amounts  received  by  participanU 
k  ortain   exchange  or   training   pro- 
Jgui.   (1)  Withholding  of  tax  shall  be 
kttwrate  of  li  percent  (rather  than  30 
ilMBt)  on  that  portion  of  a  scholarship 
■  fSvvihlp  grant  received  by  a  non- 
Z^rnHk  alien  Individual  who  is  tem- 
muS  present  in  the  United  States  as 
SBBnlmmlgrant    under    sulvaragraph 
m  or  (J)  of  section  101(a)  (15)  of  the 
Ion   and    NaUonaUty    Act,    as 
__     which  is  not  excludable  from 
MM  nonresident  alien's  gross  Income 
■rikr  section  117(a)(1)  and  paragraph 
ti)  of  1 1.117-1  because  it  exceeds  the 
Itottatlons    set    forth    by    section    117 
(k)(D(BJ    and    paragraph    (b)(2)    <rf 
lUlT-l    Thus,  if  a  nonresident  allwi 
■must  who  was  admitted  to  the  United 
IMa  under  subparagraph  (J)  of  sec- 
Hn  101(a)  (15)  of  the  immigration  and 
■Manallty  Act,  as  amended,  to  engage 
It  pait-doctoral   scientific   studies  re- 
ft fellowship  grant  from  a  grantm: 
in  section  117(b)  (2)  (A)  which 
the    $300-per-month-for-88- 
Umitatlon    determined    under 
(b)  (2)  and  (3)  of  8  1.117-2, 
t  tn  ^  the  rate  of  18  percent  rather 
.^  percent  should  be  withheld  frcMn 
■Bount  of  the  grant  includible  in  the 

;'i  income, 
(t)  Withholding  shall  also  be  at  the 
nlisl  18  percent  on  amounts  received 
If  Donresident    alien    individuals    de- 
In  subparagraph  (1)  of  this  par- 
te cover  expenses  for  travel,  re- 

,  clerical  help,  or  equipment  which 

■•  tnddent  to  a  scholarship  or  fellow- 
*^  grant  to  which  section  117(a)  (1) 
I,  but  only  to  the  extent  that  such 
are  not  excludable  from  gross 
M-M    under    paragraph     (b)(1)     of 
IU17-1  because  they  pertain  to  a  por- 
of  a  scholarship  or  fellowship  grant 
^  Is  not  excludable,  or  because  the 
received  is  not  specifically  des- 
f  -wanm  to  cover  such  expenses  under 
'    Pvtcrapb  (b)  (2)  (i)  of  9  1.117-1. 

■o. 


nOflAk  REGISTER 

(3)  A  XKHUVBident  alien  individual 
who  is  temporarily  present  in  the  United 
State*  as  a  nonimmigrant  imder  subpar- 
agraidi  (J)  of  section  401(a)  (15)  of  the 
Immigration  and  Nationality  Act.  as 
amended,  indudes  a  nonresident  aUen 
Individual  admitted  to  the  United  States 
as  an  "exchange  visitor"  under  section 
201  of  the  united  States  Information 
and  Educational  Exchange  Act  of  .1948, 
as  anwnded  (22  XJB.C.  1446) ,  which  sec- 
tion was  r^^ealed  by  section  111  of  the 
Mutual  Educatioiuil  and  Cultural  Ex- 
change Act  of  1961  (Pub.  Law  87-256. 
75  Stat.  538) .  ^ 

Par.  4.  Section  1.1441-3  is  amended  by 
revising  subparagraph  (2)  of  paragraph 
(e).  Thi*  amended  provision  reads  as 
follows: 

I  1.1441-3     Exceptions  and  rules  of  spe- 
cial application. 
•  •  •  •  • 

(e)  Personal  exemption.  *  *  • 
(2)  In  the  determination  of  the  tax 
to    be    withheld   at   the   source   imder 
9  1.1441-1  from  remuneration  paid  for 
labor    or   personal    services   performed 
within  the  United  States  by  a  nonresi- 
dent alien,  the  benefit  of  the  deduction 
for  one  personal  exemption  provided  in 
section  151  shall  be  allowed,  prorated 
upon  a  daily  basis  for  the  period  of  em- 
ployment during  any  portion  of  which 
labor  or  personal  services  are  performed 
within  the  United  States  by  the  alien. 
The  benefit  of  the  deduction  for  one 
personal  exemption  provided  in  section 
151  shall  also  be  allowed  in  the  deter- 
mination of  the  tax  of  18  percent  to  be 
withheld  at  the  source  under  9  1.1441-1 
and  paragraph  (c)   of  9  1.1441-2  from 
amounts  paid  after  December  31,  1961, 
to  nonrcsldejit  alien  individuals  who  are 
tonporarily  present  in  the  United  States 
as  nonimmigrants  under  subparagraph 
(P)  or  (J)  of  section  101(a)  (15)  of  the 
Immigration   and   Nationality  Act,   as 
amended,  and  such  personal  exemption 
shall  be  prorated  upon  a  daily  basis  for 
the  period  during  which  the  described 
nonresident  alien  student  or  scholar  re- 
ceives the  paymeijts.    The  proration  is 
on  the  basis  of  $1.70  per  day.    Thus,  if 
A.  a  nonresident  alien  seaman  employed 
by  X  Shipping  Corporation,  ia  paid  in 
1955  tipon  the  termination  of  a  voyage 
covering  100  days  and  A  performs  per- 
sonal services  within  the  United  States 
during,  or  incident  to,  the  voyage,  the 
amount  of  $170  will  be  allocated  as  the 
portion  of  the  deduction  to  be  allowed 
against  the  ronuneration  for  personal 
services  performed  within  the  United 
States  during  that  voyage;  and  with- 
holding at  SO  percent  shall  be  applied 
against  the  balance,  if  any,  of  the  re- 
muneration.   If.  for  example,  the  total 
remuneration  paid  to  A  for  that  voyage 
is  12.000.  of  which  the  anioxmt  of  $800 
is  alloffufr'*  to  sources  within  the  United 
States,  a  tax  in  the  amoimt  of  $189  is 
required  to  be  withheld  under  9  1.1441-1. 
As  to  what  constitutes  remuneration  for 
labor   or  personal  services   performed 
within  the  United  SUtes,  see  section  861 
(a)  (3)  and  the  regulations  thereunder. 


1.1441-4     Exemptions  from  widdMldU 


ing. 


Pa«.  5.  Paragraph  (b)  of  9  1.1441-4  is 
amended  to  read  as  follows : 


(b)  CompefnsaUon  for  pervmal  ._ 
ices— (1)  Residents  of  contiauo^  ooim- 
tries.  The  salary  or  other  compwisatinn 
for  personal  services  of  a  nonresldenft 
alien  individual  who  enters  and  lesves 
the  United  States  at  frequent  intervals 
shall  not  be  subject  to  withholding  of 
tax  under  9  1.1441-1  if— 

(Jl)  The  nonresident  alien  is  a  resident 
of  Canada  or  Mexico,  or 

(ii)  The  nonresident  alien  is  engaged^ 
in*  agricultural  labor  as  .defined  In  aeo- 
tion  3121(g)  and  the  regulations  there- 
under. 

(2)  Participants  in  certain ^exehange 
or  training  programs,  (i)  The  salary  or 
other  conujensation  for  personal  serv- 
ices performed  by  a  nonresident  alien 
individual  as  an  employee  within  the 
meaning  of  section  3401  for  tl^  period 
he. is  temporarily  present  in  the  United 
States  as  a  nonimmigrant,  under  sub- 
paragraph (P)  or  (J)  of  section  101(a) 
(15)  of  the  Immigration  and  Nationality 
Act,  as  amended,  shall  not  be  subject 
to  withholding  of  tax  imder  9  1.1441-1. 
This  subparagraph  shall  be  effective  with 
respect  to  compensation  paid  after  De- 
cember 31. 1961. 

(ii)   If  United  States  tax  at  a  rate 
greater  than  18  percent  has  been  with- 
held under  9  1.1441-1  after  December  31. 
1961,  frMU  compensation  for  perscmal 
services  entitied  to  the  exemption  pro- 
vided for  by  subdivision  (1)  oi  this  sub- 
paragraph, the  withholding  agent  Is  au- 
thorized to  release  and  pay  over  to  the 
nonresident  alien  individual  from  whom 
the  tax  was  withheld  an  amount  which 
Is  equal  to  the  difference  between  the 
tax  so  withheld  and  the  tax  required  to 
be  withheld   from   such   compensation 
pursuant  to  section  3402  and  the  regula- 
tions thereunder.    The  provisions  of  this 
subdivision  do  not  apply  to  ea^cess  tax 
withheld  from  comper«sation  for  personal 
services  whicdi  has  been  paid  by  the 
withholding  agent  to  the  Dlrectw:  of  In- 
ternational Operations.  Internal  Revenue 
Service. 

(iii)  See  paragraph  (c)  (3)  of  9  1.1441- 
2  for  the  treatment  of  noiu-esident  alien 
individuals  admitted  to  the  United  States 
as  "exchange  visitors." 

(3)  Wittiholdlng  of  tax  under  section 
3402:    For  collection  of  the  income  tax 
at  source  under  section  3402  upon  re- 
muneration paid  for  services  performed 
by  a  nonresident  alien  individual  who  is 
a  resident  of  Canada  or  Mexico  and  who 
enters  and  leaves  the  United  SUtes  at 
frequent  Intervals,  see  section  3401  (a)  (7) 
and  the  r^nilations  thereunder.  For  col- 
lection of  the  Income  tax  at  source  under 
section  3402  upon  ronuneration  paid  for 
services   performed   by    a   noiu-esident 
alien  Individual  who  Is  a  nonimmigrant 
under  subparagrah  (F)  or  (J)  of  sectiMi 
101(a)  (15)    of    the    Immigration    and 
Nationality  Act,  as  amended,  see  sections 
3401(a)  (6)  and  3402(f)  (6)  and  the  reg- 
ulations under  such  sections. 

(4)  Proration  of  personal  exemption. 
For  provisions  allowing  the  bendlt  of  the 
deduction  for  the  personal  exemption  on 
a  prorated  basis,  see  paragraph  (e)  of 
9  1.1441-3. 


1890° 

Because  It  ks  necessary  to  brln«  Into 
effect  at  the  earliest  practicable  date  the 
niles  of  this  Treasiiry  decision  respecting 
exemption  from  withholding  of  tax  and 
r^ease  of  excess  tax  withheld,  it  is  here- 
by found  tha^it  is  impracticable  to  issue 
t^hi*  Treasury  decision  with  notice  and 
public  procedure  thereon  under  section 
4(a)  of  the  Administrative  Procedure 
Act.  approved  June  11.  1946.  or  subject 
to  the  effective  date  limitation  of  section 
4(c)  of  said  Act. 

This  Treasury  decision  is  Issued  under 
the  authority  contained  in  section  7^05 
'  of  the  Interna*  Revenue  Code  of   1954 
(MA  Stat.  917;  26  U.S.C.  7805). 

[ssALl  Mortimer  M.  Caplin. 

Commissioner  of  Internal  Revenue. 

Approved:  February  23.  1962. 

Stamlzt  S.  Surrey, 

Assistant  Secretary  of  the 
*  Treasury. 

IFH.    Doc.    82-1968:    FUed,    Peb.    27.    1962, 
8:48  aJUl 


Title  29— LABOR 

Chopter  IV — Bureau  of  Labor- Man- 
agement Reports,  Department  of 
Labor 

suscMArm  a — rigulations 

PART  406— REPORTING  BY  LABOR 
RELATIONS  CONSULTANTS  AND 
OTHER  PERSONS,  CERTAIN  AGREE- 
MENTS WITH   EMPLOYERS 

Revision 

On  Augmt  9.  1961.  notice  was  pub- 
lished in  the  Pedxxal  Rxcisttr  <26  PR. 
7141)  that  the  Secretary  of  Labor  pro- 
j>o8ed  to  revise  29  CFR  Part  406  in  order 
to  provide  for  specific  forms  for  report- 
ing pursuant  to  section  203(b)  of  the 
Labor-Management  Reporting  and  Ehs- 
cloeure  Act  of  1959  (29  U.SC.  433(bt) 
and  to  otherwise  Implement  this  provi- 
sion of  the  statute. 

The  notice  provided  an  opportunity 
for  Interested  persons  to  submit  data. 
views,  or  arguments  pertaining  to  the 
propoised  revision. 

After  consideration  of  all  the  relevant 
matter  presented,  I  conclude  that  with 
the  following  amendments,  the  revision 
as  proposed  may  be  adopted:  (D  Edi- 
torial and  clarifying  modifications  of  text 
in  Form  LM-20  and  in  the  instruction.s 
accompanying  such  form;  (2>  the  dele- 
tion of  the  proposed  9  406.4  and  the  re- 
nimibering  of  the  subsequent  sections  in 
order  that  there  be  no  requirement  to 
file  a  "status  report",  and  the  necessary 
changes  In  the  Instructloxis  In  Forms 
LM-20  and  21  relating  thereto.  Con- 
sideration of  the  administrative  problems 
Involved  in  the  enforcement  of  the  re- 
porting requirements  of  section  203 <b) 
of  the  Act  now  convince  me  that  filing 
of  a  status  report  should  not  be  required. 
Accordingly,  the  references  to  the  status 
report  have  also  been  deleted  from  other 
sections  of  the  proposed  amendements  to 
Part  406;  (3)  the  deletion  of  references 
to  ^rm  LM-21A  and  necessary  changes 
in   Form   LM-21    and   the   instructions 


RULES  AND  REGULATIONS 

relating  thereto,  to  reflect  the  fact  that 
the  reporting  of  disbursements  with  re- 
gard to  general  labor  relations  services 
and  advice  has  been  simplified  to  the  ex- 
tent that  a  separate  schedule  of  Receipts 
and  Disbursements  is  not  necessary ;  and 
(4)  the  inclusion  In  the  Form  LM-21  of  a 
Statement  of  Disbursements  in  which 
general  categories  of  expenses  with  re- 
gard to  those  disbursements  of  a  "con- 
sultant" or  other  person  which  involve 
any  labor  relations  services  and  advice 
are  reported,  and  a  schedule  of  specific 
expenses  with  regard  to  a  "consultant's" 
or  other  person's  activities  of  the  type 
referred  to  in  section  203<bi. 

Therefore,  pursuant  to  section  208  of 
the  Labor-Management  Reporting  and 
Disclosure  Act  of  1959  (73  Stat.  529.  29 
U.S.C.  4381  and  for  the  purpose  of  im- 
plementing section  203 tb)  of  the  afore- 
said Act.  the  proposed  revision  and  forms 
are  hereby  adopted  subject  to  the 
changes'  indicated  above  and  shall  be- 
come effective  30  days  from  publication 
in  the  Feder.\l  Register. 

Part  406  is  hereby  revised  to  read  as 
follows : 


Sec. 
406  1 
406.2 
406  3 
406  4 
406  5 
406  6 


Deflnltlons 

Agreements  and  activities  report 
Receipts  and  disbursements  report. 
Terminal  report. 

Persons  excepted  from  filing  reports 
Relation   of   section   8(c)    of   the   Na- 
Uonal  Labor  Relations  Act   to  this 
part. 
406  7     Personal   responsibility  of  slg^natorles 

of  reports. 
406  8     Maintenance  and  retention  of  records 
406  9 .  Publication    of    reports    required    by 
this  part 

AuTHoanrY  51406  1  through  406  9  Issued 
under  sec  208.  73  Stat  529  US  C.  438;  In- 
terpret or  apply  sec  203(b).  73  Stat.  627;  29 
use.  433.  and  sec  207ib).  73  Stat  529;  29 
use   437 

§  406.1      Definiliuns. 

As  used  In  this  part,  the  term: 
(a»  "Corresponding  principal  oCQcers  " 
mearvs  any  person  or  persons  perform- 
ing or  authorized  to  perform,  principal 
executive  functions  corresponding  to 
those  of  president  aad  treasurer  of  any 
entity  engaged  in  whole  or  in  part  In  the 
performance  of  the  activities  described 
In  section  203' b>  of  the  Labor-Manage- 
ment Reporting  and  Disclosure  Act 
of  1959. 

( b  >  1 1 )  "Fiscal  year"  means  the  calen- 
dar year  or  other  period  of  12  consecu- 
tive calendar  months,  on  the  basis  of 
which  financial  accounts  are  kept  by  a 
person.  Where  a  person  designated  a 
new  fiscal  year  prior  to  the  expiration  of 
a  previously  esUblished  fiscal  year  pe- 
riod, the  resultant  period  of  less  than  12 
consecutive  calendar  months,  and  there- 
after the  newly  e.stablLshcd  fiscal  year, 
shall  in  that  order  constitute  the  fiscal 
years. 

(2>  A  person  who  is  subject  to  section 
203tb»  of  the  Act  for  only  a  portion  of 
his  fiscal  year  because  the  date  of  en- 
actment of  the  Act  (September  14.  1959 • 
occurred  during  such  fi.scal  year  or  be- 
cause such  person  otherwise  first  be- 
comes subject  to  the  Act  during  such 
fiscal  year,  may  consider  such  portion 
as  the  entire  fiscal  year  in  making  his 
report  under  this  part. 


(c)  "Undertake"  means  ml 
performing  of   activities,  but  .^^ 
agreeing  to  perform  them  or  %^ 
them  performed. 

(d)  "A  direct  or  indirect  _ 
agreement    or    arrangement" 
persons  who  have  secured  Ut» 
of   another  or  of  others  In 
with  an  agreement  or  _ 
the  type  referred  to  In  §  401.2 , 
persons  who  have  imdertelBeii 
at  the  behest  of  another  c 
with  knowledge  or  reason  to 
they  are  undertaken  as  • 
agreement  or  arrangement 
employer  and  any  other 
borm  fide  regular  officers, 
employees  of  their  employer  to 
tent  to  which  they  undertook  l» 
services  as  such  bona  fide 
supervisors  or  employees  of 
ployer. 

§  t06.2     Agrermrnts  and  acthrlttss 

( a  >   Every  person  who  as  a 
indirect  party  to  any  agreemeDk 
ranRcment  with  an  employer 
pursuant  to  such  agreement  or 

ment.    any    activities   where  i ^ 

thereof  is.  directly  or  indlrecUlt  fl) 

persuade  employees  lo  exerdat 

to  exercise,  or  persuade  em 

the  manner  of  exercising,  tb* 

organize      and       bargain 

through    representatives   of 

choosing;  or.  (2)  to  supply  i      _ 

with  Information  concemlnf  tka 

ties  of  employees  of  a  labor 

in  connection  with  a  labor 

volving  such  employer,  except 

tion  for  use  solely  in  conj 

an  administrative  or  arbitral . 

or  a  criminal  or  civil  Judicial . 

ing;  shall,  as  prescribed  by  thi 

tions  in  this  part,  file  a  report 

Commissioner.    Bureau   of 

agement  Reports.  United  Statss     _ 

ment  of  Labor.  Washington  3SLfia|i 

one  copy  thereof,  on  Form  UM^ 

titled  "Agreements  and  Actlvtttal 

( required  of  persona,  including  ' 

lations  consultants  and  other  ' 

and    organizations)"   In   the 

quired  by  such  form  and  the 

accompanying  such  form  and 

ing  a  part  thereof.    The  report 

filed  within  30  days  after 

anagreement  or  arrangement  of  ^^- 

described  herein.    If  there  is  Mf^Mlf 

In  the  Information  reported  (oM«pB 

that  required  by  Item  C.  10.  (C)  <iy 

Form  > .  it  must  be  filed  in  a  repotijljl^ 

marked    "Amended   Report"   iMfeMH 

days  of  the  change. 

( b  >   The  report  shall  be 
president  and  treasurer  or 
principal  officers  of  the 
son.    If  the  report  Is  filed  by  a 
ual  in  his  own  behalf,  It  need 
his  signature.  * 


February  28,  1962 

at  made  or  received  any  pay- 

M  his  fiscal  year,  shall,  as 

_,  by  the   regulaUoDs  in  this 

^  a  report  and  one  copy  thereof. 

*S  «id  Commissioner.  Bureau  of 

^'Management  Reports,  oa  Form 

I'flitiUed  "Receipts  and  Dlsburse- 

■■port  (required  of  persons.  In- 

TtUhnr  relations  consultants,  other 

J3J\nd  organizations)",  in  the 

Vflmix^  by  such  form  and  the  tn- 

accompanying  such  form  and 

-dig  a  part  thereof.    The  report 

I  lUed  within  90  days  after  the  end 

I  BOiion's  fiscal  year  during  which 

y^^g£^meTe  made  or  received  as  a 

,55oC  such  an  agreement  or  arrange- 


'fR ' 


E  Ttia  report  shall  be  signed  by  the 
^M|nt  and  treasurer  or  correspond- 
^Mtoal  officers  of  the  reporting 
^i/tfthe  report  Is  filed  by  an  in- 
B^  in  his  own  behalf,  it  need  cmly 
- '  I  signature. 


«-  ^ 


lf/H,i    Terminal  report.     | 

<i)  I»«ry  person  required  to  file  a  re- 
Ml  pnauant  to  the  provisions  of  this 
SS>  during  his  fiscal  year  loses  his 
SiMa  M  a  reporting  entity  through 
-"  OMisolldatlon,  dissolution,  or 
i  shall  within  30  days  of  the 
,„  date  thereof  or  of  the  effective 

r«(  this  section,  whichever  is  later, 
a  terminal  report,  and  one  copy 
with  the  said  Commission^:, 
of  Labor-Management  Reports. 
r»ji  Lli-21  signed  by  the  President 
Tieaiurrr  or  corresponding  princl- 
SgHBers  immediately  prior  to  the  time 
SiM  person's  loss  of  reporting  Identity 
|L  ly  yie  person  himself  If  he  is  an 
WMIaal),  together  with  a  statonent 
l^fte  affective  date  of  termination  or 
iHff  nportlng  identity,  and  if  the  lat- 
iKflH  name  and  mailing  address  of  the 
0lf  into  which  the  person  reporting 
SbMB  merged,  consolidated  or  other- 


Por  purposes  of  the  report  re- 
J  to  in  paragraph  (a)  of  this  sec- 

.the  period  covered  thereby  shall  be 

ftl  portion  of  the  reporting   person's 
!  year  ending  on  the  effective  date 
I  termination  or  loss  of  identity. 


|#U  /  Permns    excepted    from    filinc 


§  406.3      Rrrcipis  and  disbu 
port. 

(a>    Every  person  who.  as  a 
indirect  party  to  any  agrecme«l« 
rangement.  undertakes  any 
the  type  described  in  S  408.2 
such    agreement    or    arrang 
who.  as  a  result  of  such 


•J,*». 


iBttInc  contained  in  this  part  shall 
iMOBitnied  to  require : 

la)  Any  person  to  file  a  report  under 
Mi  part  unless  he  was  a  direct  or  indl- 
Mt  party  to  an  agreement  or  arrange- 
•■i  of  the  kind  described  in  S  406.2; 

<b>  Any  person  to  file  a  report  cover- 
l9  the  services  of  such  person  by  reason 
iC  tall  (1)  giving  or  agreeing  to  give 
Mn  to  an  employer;  or  (2)  represent- 
iV  or  agreeing  to  represent  an  employer 
More  any  court,  administrative  agency, 
m  trtbmal  of  arbltraUon;  or  (3)  en- 
teg  or  agreeing  to  engage  in  collec- 
thargaining  on  behalf  of  an  employer 
b  respect  to  wages,  hours,  or  other 
■i  or  eoiulltions  of  employment  or 
I  Mgottatlon  of  an  agreement  or  any 
arising  thereunder: 


M  part  of  the  original  document. 
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(c)  Any  regular  officer,  or  employee  of 
an  emidoyer  to  file  a  report  in  connec- 
tion with  aenriees  rendered  as  such  reg- 
ular officer,  supervisor  or  employee  to 
such  employer; 

(d)  Mx  attorney  who  Is  a  member  in 
good  standing  of  the  bar  of  any  State,  to 
Include  In  any  report  required  to  be  filed 
pursuant  to  the  provisions  of  this  part 
any  information  which  was  lawfully 
communicated  to  such  attorney  by  any  of 
his  clients  in  the  course  of  a  legitimate 
attorney-client  relationship. 

g  406.6  Relation  of  section  8(c)  of  the 
National  Labor  Relations  Act  to  this 
part. 

While  nothing  contained  In  section  203 
of  the  Act  shall  be  construed  as  an 
amendment  to,  or  modifleation  of  the 
Vights  protected  by,  section  8(c)  of  the 
National     Li^r     Rdations     Act,     as 
amended  (61  Stat.  142;  29  U.S.C.  158 
(c)).  activities  protected  by  such  sec- 
tion of  the  said  Act  are  not  for  that 
reason  exempted  from  the  reporting  re- 
quirements of  this  Part  and.  If  otherwise 
subject  to  such  reporting  requirements. 
are    required    to    be    reported.      Con- 
sequently, information  required   to   be 
included  in  Forms  LM-20  and  21  must 
be  reported  regardless  of  whether  that 
information  relates  to  activities  which 
are  protected  by  section  8(c)    of  the 
National     Labor     Relations     Act,     as 
amended. 

§  406.7     Pcraonal  responvbility  of  signa- 
toriea  of  reports. 

Each  individual  required  to  file  a  re- 
port under  this  part  shall  be  personally 
responsible  for  the  filing  of  such  report 
ap^  for  any  statonent  contained  therein 
which  he  knows  to  be  false. 

g  406.8     Maintenance  and    retention   of 
records. 

Every  person  required  to  file  any  re- 
port under  this  part  shall  maintain  rec- 
ords on  the  matters  required  to  be  re- 
ported which  will  provide  in  sufficient 
detail  the  necessary  basic  information 
and  data  f rmn  which  the  documents  filed 
with  the  Bureau  may  be  verified,  ex- 
plained or  clarified,  and  checked  for  ac- 
curacy and  completeness,  and  shall  In- 
clude vouchers,  worksheets,  receipts  and 
applicable  resolutions,  and  shall  keep 
such  records  available  for  examination 
for  a  period  of  not  less  than  five  years 
after  the  filing  of  the  documents  based 
on  the  information  which  they  contain. 
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Chaptar  V — ^Wog*  and  Hour  Division, 
Departmont  of  Labor 

SUtCHAPTEK  a— STATEMBmS  Of  OmKAl  POU 
ICY  OR  INTERPtETATION  NOT  DIRECIIY  K- 
LATED  TO  REGULATIONS 

PART  781— >THE  FAIR  LABOR  STAND- 
ARDS  ACT  AS  APPLIED  TO  ESTAB- 
LISHMENTS ENGAGED  IN  LAUN- 
DERING, CLEANING  OR  REPAIRING 
CLOTHING  OR  FABRICS  UNDER 
SECTION  13(aM3)  OF  THE  ACT    ' 

Pursuant  to  the  Pair  Labor  Stand- 
ards Act  of  1938  (29  U.S.C.  201-319). 
Reorguilzatlon  Plan  No.  6  of  1950  (S 
CFR  194ft-53  Ckmip..  p.  1004) ,  and  Gen- 
eral Order  No.  45-A  (15  FJl.  8390)  of 
the  Secretary  of  Labor,  Title  29  of  the 
Code  of  Federal  Regulations  is  hereby 
amended  by  the  addition  thereto  of  a 
new  Part  781.  which  ii»  set  forth  bdow. 

The  amendment  shall  become  effective 
immediately  upon  publication  to  the 
Federal  Register  since  it  is  interpreta- 
tive and  neither  pubUc  procedure  nor 
delay  In  effective  date  are  required  un- 
der section  4  of  the  i^dmlnlstrattve  Pro- 
cedure Act. 

The  new  Part  781  reads  as  follows: 


iMTaoDtrcToat 

Sec. 

781 .0  Pvirpose  of  this  part. 

781 .1  General  scope  of  the  Act. 

781.2  Matters  dlsouased  in  this  part  and 

other  parts. 

78 1 .3  Reliance  upon  Interpretations. 

THa  18(a)  (8)  ExnemoN 

781.4  The  s&tutory  provtslon. 

781 .6      Leglslatl'^e  history  of  exemption. 

Types  of  establishumts  IirrsifDaD  To  Ba 


g  406.9     Publication  of  reporU  required 
by  this  part. 

Inspection  and  examination  of  any  re- 
port or  other  document  filed  as  required 
by  this  part,  and  the  furnishing  by  the 
Bureau  of  copies  thereof  to  any  person 
requesting  them  shall  be  governed  by 
I  2.4  of  this  tttte. 

Signed  at  Washington.  D.C.,  this  19th 
day  of  January  1961. 

ARTBUI  J.  QOLDBBRG. 

Secretary  of  Labor, 

IFJl.  Doc.  ea-1000:  FUsd.  Feb.  17,   1»«2; 
8:40  ajn.] 


781.6  Exemption  applied  to  certain  types 

of  establishments. 

REQUntXIiUMTS   FOE  EXKMPTIOH   OF   AW   BSTTAB- 
LIBHIIENT  EKOAOED   Of  LATnTOBtlMa,  CUKMM- 

i^o  OB  Repaoumo  Ci/>TKpro  oa  Fabiiob 

781.7  Requirements  summarised. 

781.8  More  than  50  percent  mtrastate  sales 

required.  * 

781.9  Out-<rf-State  customers. 

781.10  Sales  "made  within  the  SUie"  and 

"Interstate"  sales  distinguished. 

781.11  Determining  percentage  of   out-a<- 

State  sales. 

LonTATIONS  ON  SALES  TO  CBBTAXM  CUSTOItBW 

781.12  Sales  to  certam  customers  limited  to 

25  percent. 
781 .18    Sale  made  to  a  named  tnulneaB. 
781.14    Sales  not  made  to  a  named  busmeaa. 

COMPXTTING  THE  AKNUAL  VOLXTMX 

781.16  The  annual  period. 

781 .16  Calculation  on  a  calendar  year  basis. 

781 .17  Computation  on  a  fiscal  year  basis. 

781 .18  Computation  for  new  busmeas. 


Emflotment  "bt"  AH  KxEMPT  ggTABr.Tswimrr 

781.19  Employment  "by"  estabUshment  re- 

quired for  exemption. 

781.20  Employed   wittUn  scope   of   exempt 

busmess. 

781 .2 1  Employed  "to"  but  not  "by". 

781.22  '  Central  offices  and  warehouses. 

Workweek  Apfi^cation  of  Exemftiom 

781.28    Workweek  is  used  to  applying  ttae 

exemption. 
781.24    Exempt  and  noncovered  work  during 

the  same  workweek. 


Piled  aa  part  of  the  original 


1892 

8ms. 

78U5    Sxempt  and  nonexempt  work  diuing 

tiM  aam«  workweek. 
781.26    Work  exempt  under  another  section 

of  the  Act. 

AuTHoairr:  11  781.0  to  781^6  laeued  under 
■ecs.  1-19,  52  Stat.  1040,  as  amended;  29  U  S.C. 
301-219. 

IWTkOimCTOkY 
S  781.0     Purpose  of  this  part. 

TlilB  Part  781  constitutes  the  official 
Interpretative  bulletin  of  the  Department 
of  Labor  with  respect  to  the  meaning 
and  scope  of  section  13(a)(3)  of  the 
Fair  Labor  Standards  Act  of  1938.  as 
amended.  Section  13(a)(3)  provides  an 
exemption  from  the  minimum  wage  and 
overtime  pay  requirements  of  the  Act  for 
employees  employed  by  an  establishment 
encaged  in  laimdering,  cleaning  or  re- 
pairing clothing  or  fabrics  which  meets 
certain  q?eclfled  conditions.  It  Is  the 
jmrpoae  of  this  part  to  make  available  In 
one  place  the  interpretations  of  the  pro- 
YisioDs  in  section  13(a)(3)  which  will 
guide  the  Secretary  of  Labor  and  the 
Administrator  in  the  performance  of 
their  duties  under  the  Act  unless  and 
until  they  are  otherwise  directed  by 
authoritative  decisions  of  the  courts  or 
conclude,  upon  reexamination  of  an  In- 
terpretation, that  It  Is  incorrect. 

§  781.1      General  scope  of  the  Act. 

The  Fair  Labor  Standards  Act  Ls  a 
Federal  statute  of  general  application 
which  establishes  minimum  wage,  over- 
time pay.  and  child  labor  requirements 
that  apply  as  provided  in  the  Act.  These 
requirements  are  applicable,  except 
where  exemptions  are  provided,  to  em- 
ployees in  those  workweeks  when  they 
are  engaged  in  Interstate  or  foreign  com- 
merce or  in  the  production  of  goods  for 
such  commerce  or  are  employed  In  enter- 
prises so  engaged  within  the  meaning  of 
d^lnltiiMis  set  forth  in  the  Apt.  Em- 
ployers having  such  emi^oyees  are  re- 
quired to  comply  with  the  Acts  provi- 
■ions  in  this  regard  unless  relieved 
thereform  by  some  exemption  In  the 
Act.  and  with  specified  recordkeeping 
requirements  contained  in  Part  516  of 
this  chapter.  The  law  authorizes  the 
Department  of  Labor  to  Investigate  for 
compliance  and.  in  the  event  of  viola- 
tions, to  supervise  the  payment  of  unpaid 
ipiFiiiwiitw  wages  or  unpaid  overtime  com- 
pensation owing  to  any  employee.  The 
law  also  provides  for  enforcement  in  the 
courts. 

§  781.2      Matters    discussed    in    thiit    part 
and  other  parU. 

This  Part  781  discusses  only  the  scope 
of  the  exemption  provided  by  section 
13(a)(3)  for  "any  employee  employed 
by  any  establishment  engaged  In  laun- 
dering, cleaning  or  repairing  clothing  or 
fabrics  •  •  •"  Interpretations  having 
general  application  to  other  subjects  of 
the  law,  as  well  as  to  laundry  and  dry 
cleaning  establishments  and  their  em- 
ployees, will  be  found  in  other  parts  of 
this  chapter.  Reference  should  be  made 
to  them  for  guidance  on  matters  which 
they  discuss  in  detail  and  which  this 
part  does  not  undertake  to  do.  They 
include  Part  778  of  this  chapter,  dis- 
cussing the  coverage  provisions  of   the 
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Act:  Part  777  of  this  chapter  discussing 
methods  of  payment  of  wages;  Part  778 
of  this  chapter  discussing  computation 
and  payment  of  overtime  compensation; 
Part  785  of  this  chapter  discussing  the 
calculation  of  hours  worked;  the  record- 
keeping requirements  which  are  set  forth 
Part  518  of  this  chapter,  and  the  child 
labor  provisions  of  the  Act  which  are 
discussed  In  Part  4  of  this  title. 

§  781.3      Reliance    upon    inlrrprctations. 

The  interpretations  of  the  law  con- 
tained in  this  part  are  official  interpreta- 
tions which  may  be  relied  upon  as 
provided  in  section  10  of  the  Portal -to- 
Portal  Act  of  1947.  All  prior  opinions, 
rulings  and  interpreUtions  which  are 
inconsistent  with  the  interpretations  In 
this  part  are  rescinded  and  Withdrawn. 

The  13'a)  (3>  Exemption 

§  781.4      The  .<«talulor7  provision. 

Section  13<a'<3»  provides  an  exemp- 
tion from  both  the  minimum  wage  and 
overtime  requirements  of  the  Act  and 
applies  to: 

Any  employee  employed  by  any  eslabllah- 
ment  engaged  In  laundering,  cleaning,  or  re- 
pairing clothing  or  fabrics,  more  than  60 
per  centum  of  which  establishment's  an- 
nual dollar  volume  of  sales  of  such  services 
Is  made  within  the  State  In  which  the  es- 
tablishment Is  located:  Provided,  That  75 
per  centum  of  such  establishment's  annual 
dollar  volume  of  sales  of  such  services  is 
made  to  customers  who  are  not  engaged  In 
a  mining,  manufacturing,  transportation,  or 
communications  business. 

§  781.3      Legislative    history    of    exemp- 
tion. 
Before  the  1949  Amendments  the  ex- 
emption for  retail  or  service  establish- 
ments, under  section  13<  a)  (2  >  of  the  Act, 
Included  laundry  and  dry  cleaning  es- 
tablishments.     The    1949    Amendments 
separated  these  exemptions.     Section  13 
(a)(2)  was  made  applicable  only  to  re- 
tall    or    service    establishments    whose 
sales  or  services  "are  recognized  as  re- 
tall  •   •   •  In   the   particular  Industry." 
It  was  the  Congressional  view  at  that 
time  there  is  not  a  clear  concept  of  're- 
tall   services '    In    the  laundry   and   dry 
cleaning  Industry  and.  for  that  reason, 
a  separate  exemption   as  contained   In 
section  13<a»  (3)  was  provided  (95  Cong. 
Rec..  p.  12503).     No  change  In  the   13 
( a )  <  3 )   exemption  provisions  was  made 
by  the  1961  Amendments.    Section  13 1 a) 
(3)   is  complete,  setting  forth  the  terms 
and  limitations  of  the  exemption.    The 
exemption  is  exclusive;   employees  em- 
ployed by  an  establishment  engaged  In 
laundering.  cleaninK  or  repairing  cloth- 
ing or  fabrics,  if  intended  to  be  exempt, 
are  exempt  under  section  13<a)(3).     A 
laundry  or  dry  cleaning  establishment 
which   fails   to  qualify   for   the  section 
13fa>'3»   exemption  may  not  claim  ex- 
emption under  section  13(a)  (2). 

Types  of  EsxABLisHMiN-rs  Intcnded  To 

BB    EXKICPT 

§  781.6      Exemption    applied    to    certain 
types  of  esubliahnkents. 

(a)  General.  The  exemption  In  sec- 
tion 13(a><3)  depends  on  the  character 
of  the  establishment  by  which  the  em- 
ployee is  employed.  This  exemption,  by 
its  terms,  applies  only  to  any  employee 


ji: 


vq? 


employed  by  any  "est 
in    laundering,    cleaning 
clothing  or  fabrics"  which 
teets.    Therefore,  if  the 
of  the  t3rpe  described  in 
all  employees  "employed 
tablishment  are  exempt 
and  7  of  the  Act.    The  mi 
plication  of  this  exemptloD,  la 
instance,  depends  on  what  la 
"an  establishment  engaged  fei 
Ing.  cleaning  or  repairing 
fabrics. '    Although  the  Act 
fine  these  terms  their  meaatnt 
established  by  statements  ol 
sional  Intent,  decisions  of  the 
interpretations    of    the 
The  meaning  of  these  terms  la 
In  the  following  paragraphs  of 
tlon. 

<b)   Meaning    of    estdbl 

used   in  the  Act.  the  term 

ment",  which  is  not  speciflia% 

therein,    refers   to  a  "disttaai 

place  of  business"  rather  thaa 

tire  business  or  enterprise  whldi 

elude    several    separate 

some  of  which  may  qualify  for 

tlon  and  some  of  which  may 

consistent  with  the  meaning  •• 

as  it  is  normally  used  in  bi 

government  and  is  Judicially 

has  been  recognized  in  the 

the  course  of  enactment  of 

legislation  (PhllUps  v.  WaUlnf, 

490; 'Mitchell  v.  Beklns  Van  k 

Co..  352  U.S.  1027;  95  Cong.  Bas. 

12579.  14877;  H.  Rept.  1453,  Oil 

1st  Sess..  p.  25).     For  e 

manufacturing  company  whieb 

several  places  of  business  Sor 

of  its  manufactured  producta  I 

operate  a  number  of  separata 

Ing  establishments  within  tha 

of  the  exemption.    The  hat 

Ing  establishment  would  noi 

exemption     under     section 

whereas,  the  establishments 

cleaning  hats  may  qualify  for 

tlon  provided  that  they  meet 

tests  specified  in  section  13<a>Clk  '-. 

(c)  Ldundries  and  dry  cteaajyi^tc 

lishments    within    the    exemftlm^  % 

pointed  out  in  9  781.5.  the  iiillwaj| 

(3)  exemption  was  proposed  aaiAMHl 

Into  law  In  order  to  deal  s; 

laundry  and  dry  cleaning 

as  a  class  in  contrast  with 

of  establishments  intended  to 

as     retail     or     service ^- 

under  section  13(a)(2)  ct,  Wm  m 
The  legislative  history  o*  tit  ^ 
emption.  enacted  In  194t,  li^W* 
that  the  establishments  -«—Pt^> 
laundering,  cleaning  or  repalif 
ing  or  fabrics  '  to  which  secdott 

refers  are  laundry  and  dry  

tabllshments    exclusively — thaaa  ^m 
lishments    in    the    laundry    Mi  • 
cleaning   industries  which  ara 
to  the  performance  for  c 
services  described.    Thus,  the 
ments  which  will  qualify  for 
if  they  meet  the  two  statutar/ 
elude  not  only   (1)    those 
dry  cleaning  establishments 
form  on  the  same  premises  aft 
ations  of  receiving  clotRing  «► 
from   ciistomers;    laundering, 
and  repairing  the  articles,  and 
ering  the  article.s  to  their  custom«ii» 


I 


y,  February  28,  1962 

Ai  iMitral  laundry  or  dry  cleaning 

l^^gots,  and  (3)   those  laundry 

^^y^ing  establishments  (gener- 

totlie  trade  as  "press  shops". 

__n"  or  "pick-up  and  delivery'.' 

'^jeh  receive  froA  their  cus- 

Xjthing  or  fabrics  for  launder- 

li^sMntogTor  repairing  at  a  central 

im'TL  »  rfrv  cleaning  establishment. 

^MS»  return  them  to  these  customers. 

'^^KZr  services.    The  ••repairing" 

JSi?^  ^  included  in  the  statutory 


_  ot  the  exemption  refers  only 
. -itpairing"  services  as  are  Inci- 
ze te  the  performance  of  laundry  or 
S2«Dln8  work.    It  has  no  reference 
I     iMalr*-""  establishments  as  such. 
1  *S!.-"  establishments  are  not  wlth- 
TS^mSoiaa  13(a)  (3)  exemption.    To 
t^intsuch   establishments   must 
ZSwadu  the  section  13(a)  (2)  retail 
•SftoTwemptlon.     The  legislative 
52rof  the  section  13(a)(3)  exemp- 
S^i  quite  clearly  that  the  exemp- 
S>af  intended    to    dea^  with   the 
^Lry  and  dry  cleaning  establishment 
^^Sft  only-    Throughout  the  debates 
^SmgnsB  the  amendment  was  always 
Ztmiio  M  the  laundry  and  dry  clean- 
7  ggtaUlshment     exemption.      This 
^m  amroach  was  also  followed  In  the 
>SJiof  the  exemption  in  the  State- 
s'the  Managers  on  J;"he  Part  of  the 
Si  (H.  Rept.   1453,  81st  Cong.,   1st 
Zap  36-27).    The  references  in  the 
Sfi  were  consistenUy  made  to  the 
^SSf  or  "dry  cleaning"  establlah- 
iit    Nowhere  in  the  legislative  hls- 
Mf  ii  any  reference  made  to  a  "repalr- 
^utabUshment."    However,  a  laundry 
■  to  cleaning  establishment  Is  exanpt 
It BMU  the  two  requirements  of  the 
* — "TO  even  if   it  performs  repair 
on  items  laundered  or  cleaned 
such  Items  are  shirts,  towels, 
1^  rineti.  aprons,  tmiforms.  suits,  or 
Hi  Itbtica  on  upholstered  furniture,  or 
np^  or  allp  covers  or  draperies  or  any 
ritedothlng  or  fabrics. 

tt)  Dgetim  operations.  An  establish- 
BHkvicaged  in  dyeing  operations  is  not 
mm^  under  section  13(a)(3)  since 
1^  MTTloes  do  not  constitute  "launder- 
^  dwi^'^g  or  repairing  clothing  (m* 
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atoree  and  lays  the  carpets  and  rugs  it 
deans,  aa  an  inddoit  to  the  cleaning 

(h)  Ltmndering  and  sale  of  industrial 
wiptno    elotht.     The    laundering    and 
cleuiing  of  industrial  wiping  cloths  con- 
stitutes the  laundering  and  cleaning  of 
fabrics  within  the  meaning  of  section 
13(a)  (3) .    Tb»  sale  of  such  a  service  to 
a  mining,  manufacturing,  transportation 
or  communications  business  would,  of 
course,  be  subject  to  the  25%  limitation 
imposed  by  the  ezempti<Hi.    The  sale  of 
industrial  wiping  cloths,  however,  is  not 
within  the  scope  of  the  section  13(a)  (3) 
exemption.   Further,  employees  who  cut, 
trim   or  otherwise  manufacture  indus- 
trial'wiphig  cloths  are  not  exempt  under 
secUon  13(a)(3).    Such  activity  would 
also  not  be  exonpt  under  section  13(a) 
(2)  or  section  13(a)  (4)  because  the  sale 
of  these  goods  for  use  by  tadustrial  enter- 
prises in  their  production  derations  are 
not  retail  salw  nor  is  an  establishment 
engaged  in  the  manufacture  and  sale  of 
this  type  <rf  goods  recognized  as  a'retaU 
esbabllshment    (see   Part   779    of    this 
chapter,  J  J  779.321  et  seq.,  and  779.346 
et  seq.) .    However,  if  the  establishment 
is  otherwise  engaged  in  the  laundering, 
cleaning   or   repairing   of   clothing   or 
fabrics  under  secUon  13(a)  (3) .  the  man- 
ufacturing activities  may  be  disregarded 
in  determining  whether  the  establish- 
ment meets  the  tests  of  the  13(a)  (3) 
exemption.    If  the  establishment  does 
meet  the  tests  of  section  13(a)  (3)  on  the 
basis  of  its  receipts  from  its  laundry  and 
linen  supply  services,  only  those  em- 
ployees  exclusively  engaged  to  these  ac- 
tivities   would    qualify    for    exemption 
undo:  this  section  of  the  Act. 

RBQTnXKMXHTS     FOR     EXIMPTION     OF     AN 

EsTABLiSHiCKirr  Engaged  in  Latjndxr- 

IKG,  CLXAinHG   OR  RXPAIRINa  C^LOTHING 

oeFabsxcs 


(f)  Unen  supply  services.  An  estab- 
Dt  which  provides  linen  supply 
..^  will  be  regarded  as  an  establish- 
.^  dwaged  In  the  business  of  launder- 
IC  rifa»<"g  or  repairing  of  clothing  or 
feMea  which  will  qualify  for  the  section 
IMaXI)  exemption,  if  it  otherwise  meets 
!■  itatutory  tests,  even  if  the  clothing 
m  faMes  which  It  suppUes  to  its 
fBrtooMra  are  not  owned  by  than,  and 
fNB  ttiough  It  may  not.  itself,  perform 
te  kondering,   cleaning   or   repairing 


(f )  Brno  and  carpet  cleaning  estabUsh- 
An  establishment  engaged  in  the 
I  of  laundering,  cleaning  or  re- 
of  rugs  and  carpets  will  be  re- 
wmwmu  as  an  establishment  engaged  in 
iMmdaing,  cleaning  or  repairing  doth- 
m  or  fabrics"  within  the  meaning  of 
«etton  lS(a)(3).  Such  an  establlsh- 
Mot  will  be  exempt,  if  it  otherwise  meets 
tta  requirements  of  section  13(a)(3), 
If  it  repairs,  binds,  weaves,  sews, 


§  781.7     Requirementt  aummarwed. 

To  qualify  for  exemption,  an  estab- 
lishment "engaged  in  laundering,  clean- 
ing or  repairing  clothing  or  fabrics  as 
described  In  S  781.6,  must  meet  the  fol- 
lowing two  tests: 

(a)  More  than  50  percent  of  the  es- 
tablishment's annual  dollar  volume  of 
sales  of  such  services  must  be  made 
within  the  State  in  which  the  estab- 
lishment is  located,  and 

(b)  At  least  75  percent  of  the  estab- 
llahmenfs  annual  dollar  volume  of  sales 
of  such  services  must  be  to  customers 
who  are  not  engaged  in  a  mining,  manu- 
facturing, transportation,  or  communi- 
cations business. 

g  781.8  Moms  than  50  percent  intrastate 
Bales' required. 
The  first  test  for  exemption  specified 
in  section  1.3(a)  (3)  is  that  more  than 
50  percent  of  the  estabUshmenfs  sales 
(measured  by  annual  dollar  volume)  of 

"such  services",  tiiat  is  la^<Jfy..^,S!? 
cleaning  services,  must  be  made  within 
the  State  In  which  the  establishment  is 
located."  Tbia  means  that  the  estab- 
lishment must  be  primarily  engaged 
(more  than  50  percent)  in  selling  its 
services  to  customers  within  the  State 
In  which  U  is  located.    K  the  establish- 
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ment  is  engaged  to  the  extent  of  60  per- 
cent or  more  in  selling  its  laundry  or 
dry  cleaning  services  to  customers  out- 
side the  State  of  its  location,  the  re- 
quirement is  not  met  and  the  establlsn- 
ment  cannot  qualify  for  exemption. 

§  781.9     Out-of-State  costomera. 

Whether  the  sale  of  laundry  or  dry 
cleaning  service  is  made  to  an  out-of- 
State  customer  is  a  question  of  fact    In 
order  for  a  customer  to  be  considered  an 
out-of-state  customer,  some  ^Tedfle  re- 
lationship between  him  and  the  saUer 
has  to  exist  to  indicate  his  out-of  ^-Stata 
character.   On  the  one  hand,  sales  ma4to 
to  customers  in  Stetes  other  than  the 
one  in  which  the  establishment  is  lo- 
cated, clearly,  are  not  sales  mada  ^ttiln 
the  State.   This  would  be  the  ease  anure 
the  establishment's  drivers  pidc  up  or 
deliver  the  laundry  or  dry  cleaning  to 
the  customers  in  the  other  States,  or- 
where  the  establishment  operates  out- 
lets in  the  other  Stetes,  at  which  the 
customers  deliver  and  pick  up  their  own 
laimdry  or  dry  cleaning,  or  in  other  situ- 
ations where  the  relationship  with  the 
customer  is  such  as  to  indicate  his  otit- 
of-Stete  character.    This  would  be  the 
case,  for  example,  where  an  out-of-Stete 
linen  supply  company  in  the  regular 
course  of  dealing  brings  its  linen  into 
the  Stete  to  be  laundered  by  a  laundry. 
The  fact  that  in  such  acase  the  linen 
supply  company  delivers  and  picks  up 
the  linen  in  the  Stete  in  which  the  laun- 
dry "is  located,  would  not  alter  the  con- 
clusion that  the  laundry  service  is  sold 
td  an  out-of-Stete  customer.     On  the 
other  hand,  sales  made- to  the  casual 
cash-and-carry  customer  of  a  laimdry 
or  dry  cleaning  esteblishment,  who.  for 
all  practical  purposes,  is  indistinguish- 
able amdng  the  mass  of  customers  ^lo 
visit  the  esteblishment,  are  sales  made 
within  the  Stete  even  if  the  seller  knows 
or  has  reason  to  believe,  because  of  his 
proximity  to  the  Stete  line  or  because 
he  is  f  requenjied  by  tomlste,  that  some 
of  the  customers  who  visit  his  estab- 
lishment may  reside  outside  the  State. 
If  the  customer  is  of  that  type,  sales 
made  to  him  are  sales  made  wlt&in  the 
Stete  even  if  the  seller  knows  in  the 
particular  instance  that  the  customer 
resides  outside  tire  Stete. 


§  781.10     Sales  "made  within  the  State** 
and  "interstate**  sales  distingniahed. 

Sales  to  customers  located  in  the  same 
Stete  as  the  establishment  are  sales  made 
"within  the  Stete"  even  though  such 
sales  may  constitute  engageihent  In  In- 
terstete  commerce.  For  example,  a  sale 
to  a  customer  in  the  same  Stete  as  the 
esteblishment  will  be  considered  a  sale 
made  within  the  Stete.  even  if  the  cus- 
tomer is  engaged  in  interstete  commerce 
or  in  the  production  of  goods  for  inter- 
stete commerce. 

§  781.11  Determining  percenUge  of 
oat.of-Sute  sales. 
As  explidned  in  9  781.15,  below,  for  the 
purposes  of  computhig  the  "annual  dol- 
lar volume"  in  section  13(a)  (3)  only  sales 
of  laundering  and  cleaning  services  are 
counted. 
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LnoTATioifS  ON  Salis  to  Cmtaw 
CWTOUxaa 

S  7S1.12      Sales  lo  certain  ciutoincn  lim- 
itedi  to  25  pctccnu 

The  second  test  specified  In  section  13 
(a)  (3)  la  that  at  least  75  percent  of  the 
sales  of  laimdry  or  dry  cleaning  services 
(measured   by    annual    dollar    volume) 
must  be  made  to  customers  who  are  not 
encaged  in  a  "mining,  manufacturing. 
transportation  or  communications  biisi- 
ness."    No  laimdry  or  cleaning  establish- 
ment will  be  exempt  If  more  than  25  per- 
cent of  its  laimdry  or  cleaning  business 
is  with  such  customers  as  those  specified 
In  the  exemption.    This  is  true  whether 
the  services  performed  are  made  directly 
to  such  businesses  or  through  an  inter- 
mediary.   For  example,  the  laundering  of 
linens  by  a  laundry  establishment  for  a 
linen  supply  company   which   supplies 
these  linens  to  customers  engaged  in  a 
mining,  manufacturing,   transportation. 
or  communications  business,  will  be  con- 
sidered  as   services  performed   by   the 
laundry  establishment  to  customers  en- 
gaged in  such  businesses.     Whether  a 
sale  is  made  to  a  ctistomer  who  is  engaged 
in  a  mining,  manufacturing,  transporta- 
tion  or  communications   business   is   a 
question  which  must  be  determined  on 
the  basis  of  all  the  facts.    It  should  be 
noted,  however,  that  it  is  the  "customer". 
and  not  his  establishment  or  facility,  to 
whom  sales  are  limited  under  this  pro- 
vision.   Thus,  if  the  sale  is  made  to  a 
customer  "engaged  in  a  mining,  manu- 
facturing, transportation  or  communica- 
tions business",  it  must  be  included  in 
the  26  percent  limitation  regardless  of 
whether  it  is  made  to  him  at  his  fac- 
t-jry.  his  executive  offices,  or  at  any  other 
of   his   establishments.     The    following 
paragraphs  of  this  section  contain  some 
examples  of  sales  which  are  regarded  as 
made  to  customers  in  the  named  busi- 
nesses and  which  must  be  Included  in  the 
25  percent  limitation  imposed  by  section 

13(a)(3): 

(a)  Minina.  The  following  are  re- 
garded as  customers  engaged  in  a  mining 
business:  Chistomers  engaged  in  the  ex - 
traotlve  industries.  This  includes  all 
customers  engaged  in  the  business  of 
extraction  of  minerals,  including  solids. 
such  as  coal  and  ores;  liquids,  such  as 
erude  pretroleum:  and  gases,  such  as 
natural  gas.  The  "mining"  industry  also 
includes  quarnring.  well  operation,  ex- 
ploration and  development  of  mineral 
properties,  and  other  preparations  re- 
quired to  render  the  materials  market- 
able. 

(b)  Manufacturing.  The  exclusion  of 
sales  made  to  a  "manufacturing"  busi- 
ness is  not  limited  to  factories  or  other 
manufacturing  plants.  This  exclusion 
applies  to  laundry  services  performed 
for  a  sales  office  of  a  manufacturing 
plant,  whether  the  office  is  located  at 
the  plant  or  in  a  different  city  and  re^ 
gardlesa  of  whether  the  sales  office  has 
a  direct  connection  with  the  manage- 
ment of  the  plant,  since  it  Is  a  part  of 
the  "manufacturing  business"  whose 
products  it  sella.  Laundry  services  sold 
to  a  power  distributor  which  produces 
the  power  which  It  distributes  must  be 
included  in  the  25  percent  tolerance  be- 
cause the  distributor   is  engaged   in  a 
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"manufacturing"  business.  However,  if 
the  power  distributor  purchases  the 
power  from  a  producer  or  from  other 
power  distributors,  it  Is  engaged  only 
in  distribution  and  not  in  a  "manu- 
facturing" business. 

(c)  Communications.  The  limitation 
of  sales  to  a  "communications"  business 
includes  sales  to  customers  such  as  news- 
papers, broadcasting  companies,  tele- 
phone and  telegraph  companies* 

(d>  Transportation.  (Customers  en- 
gaged in  a  transportation  business  do 
not  include  those  engaged  only  in  that 
transportation  which  is  incidental  to  the 
sale  of  goods  or  services.  The  customers 
referred  to  are  those  in  the  transporta- 
tion industry  Itself,  who  engaged  in 
transportation  as  a  business,  such  as 
railroads,  airlines,  bus  companies,  steam- 
ship lines,  trucking  lines,  or  other  motor 
carriers.  Thus,  the  laundering  of  uni- 
forms for  a  bus  company  would  be  In- 
cluded in  the  25  percent  limitaUon. 
whereas  laundering  of  uniforms  for 
drivers  of  a  retail  store  would  not  be  a 
sale  to  a  customer  in  the  transportation 
business." 

§  781.13      Sale  made  to  a  named  busineAi*. 
Where  clothing  or  fabrics  are  collected 
at  or  delivered  to  the  employer's  prem- 
ises, and  where  the  use  of  the  particu- 
lar types  of  clothing  or  fabrics  is  pri- 
marily  for   the   benefit  or  convenience 
of  the  employer,  the  laundering,  clean- 
ing,  or   repairing    Is   a   service   to   the 
business.     This  is  true  whether  or  not 
the  laundry  or  dry  cleaner  receives  the 
clothing  or  fabrics  for  laundering,  clean- 
ing, or  repairing  from  the  employer  di- 
rectly or  Indirectly,  and  whether  or  not 
the  clothing  or  fabrics  are  owned  by  the 
employees,    and    whether    or    not    the 
laundering,  cleaning,  or  repairing  serv- 
ice Is  paid   for  by  the  employer  or  by 
the  employees  either  directly  or  through 
deductions  from  their  pay.    Where  the 
clothing  is  not  of  the  type  which  is  used 
primarily  for  the  benefit  or  convenience 
of  the  employer  "engaged  in  a  mining, 
manufacturing,  transportation,  or  com- 
munications business,  ■  but  the  employer 
nevertheless  arranges  and  pays  for  the 
laundering,  cleaning,  or  repairing  of  the 
clothing,  the  sales  of  these  services  are 
made  directly  to  the  employer  and  they 
are     regarded     as     performed    for     the 
employer. 

§  781.1  (      .Salen    m>l    matle    lo    a    named 
bunine.Hs. 

The  section   13<a>(3)    exemption  ap- 
plies to  a  laundry  or  dry  cleanmg  estab- 
lishment which  meets  the  two  require- 
ments    contained     In     the     exemption, 
whether  it  launders  towels  or  other  linen 
for  barber  or  l)eauty  shops,  doctors"  or 
dentists"    offices,    or    schools,    hospitals, 
restaurants,  or  hotels,  or  for  the  house- 
wife,     (jenerally.   also   the    laundering, 
cleaning  or  repairing  of  personal  cloth- 
ing. Including  work  clothing,  picked  up 
from  the  employees  home,  in  the  ordi- 
nary course  of  dealing,  is  not  a  sale  of  the 
service  to  one  of  the  named  businesses 
even  If  the  employee  is  employed  In  a 
mining,  manufacturing,  communications 
or    transportation    business.      Thus,    if 
work  clothes  are  picked  up  from  an  em- 
ployee's  home   as   a   part  of   his   home 
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laundry  in  the  ordinary  count  «C 
with  the  employee,  the  ' 
would  not  be  included  In  the 

limitation  whether  or  not  

is  used  primarily  for  the  benefit 
venience  of  his  employer  e 
of     the    businesses    listed    ta 
13(a) (3). 

Computing  the  Annual  Vtt,i 

§  78 1 . 1 5      The  annual  period. 

Both  of  the  tests  for  exempdanif '^ 

laundry  or  dry  cleaning     

under  section  13(a)(3).  are 
terms  of  percentages  of  the  " 
lar  volume  of  sales"  of  "such-MwiiJt J 
The  term  "such  services"  hat 
to    laundering,    cleaning,    or 
clothing  or  fabrics.    Therefore, 
puting  the  annual  dollar  volume 
only  the  sales  of  laundry  and  __ 
services  are  counted.    The  anaotfiSi' 
volimie  of  sales  of  a  laundry  or  tBtf^SSf 
Ing   establishment   thus  coniliti 
gross  receipts  from  all  laundzy 
cleaning    services    during    a 
period.     Where  there  may  be 
to  whether  the  establishment 
imder  the  percentage  tests  f or  Ot  «k 
emptlon,  analysis  of  its  groec  Mi|ii  ' 
for  such  aimual  period  must  fet  IH^ 
before  the  employer  can  knov  vIMv 
or  not  he  Is  required,  when  lie  pm  Ig 
employees,  to  observe  the  mlnlnuailiB 
and  overtime  pay  standards  Of  tti  iM 
with   respect  to   employees  oowntli 
the  Act. 

§  781.16      Calruiation  on  a  twiimJb^jm 
basis. 

For  purposes  of  determlnlnc  ttit 
pUcablUty  of  the  exemption  to  « 
iLshment  during  any  calendar 
(Jan.  1-Mar.  31 ;  Apr.  1-Jun.  »: 
Sept.  30;  Oct.  1-Dec.  31) ,  analyrii 
gross  receipts  from  the  variom 
sales  of  laundry  and  dry  cl 
Ices  will  be  made  on  the  baA  ff. 
annual    (12    calendar    monthiO 
which  Immediately  precedes  the 
calendar  quarter.     In  this  man   ^ 
employer  by  analyzing  the  aidli  ■ 
establishment  for  the  twelve  _    -^ 

mediately  preceding  any  current  IB^ 
will  know  whether  or  not  to  colnp^^^y 
the  requirements  of  the  Act  In  ttolNI^ 
weeks  ending  in  such  quarter-fT  ^ 
riod.  Of  course,  in  applsring^WfJP 
the  gross  receipts  of  an  establlsJMBWyw 
.  such  12-month  period  will  iuilrtlllifcj| 
annual  dollar  volimie  for  tlMit  P^^ 
even  though  the  establishment  M  IP 
operate  throughout  the  entire 

§  781.17      Compulation   on  a 
basis. 

Some  establishments  operate  m 
cal  year,  consisting  of  an  annual 
different   from    the   calendar 
Income  tax  or  sales  or  other 
purposes.     Such  establlshmenti, 
plying   the   method   of   com]    ^ 
S  731.16  may  use  the  four  qua 
fiscal   year  period.  Instead  of 
quarters  of  the  calendar  year,  lo 
mine  whether  the  requlrementi 
exemption  have  been  met  In  ttt 
weeks  ending  in  the  current  ' 
quarter     Once  adopted,  the 
must  be  used  in  subsequent  com 
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QompnUtion  for  new  ImaincM. 

_  new  business  la  commenced  In 
i*unent.  the  employer  wlU  nec- 
^Trlnabie  for  a  time  to  deter- 
^^ual  doUar  volume  on  the 
!5  the  preceding   annual  period 
rzJLtii  1781.16  or  781.17.  because 
•iSStohment  will  have  no  gross  re- 
•i25ffto«8uch  period.    Insuchcaaes. 
^•■^^^8  of  determining  the  appUca- 
gTrflhe  exemption  In  worl^eeka 
Sa  within  the  calendar  quarter  In 
!S*  ite  MUbUshment  commenced  op- 
^SS^the  gross  receipts  of  such  new 
2i2  during  the  period  In  which  it 
ffCi  in  operaUon  wiU  be  Uken  as 
iSaUve  of  the  establishment's  an- 
SSu  volume  in  applying  the  statu- 
SrStttage  tests.   Similarly,  for  pur- 
Sfrfdetermining  whether  or  not  it 
tthe  requirements  for  exemption 
■action   13(a)(3)    In   workweeks 
-Ithin  the  ensuing  quarter  year 
the  sales  of  laundry  and  dry 
gervices    for    the    completed 
•ear  periods  will  be  taken  as 
mtaUve  of  its  annual  dollar  vol- 
_-    itfter  the  establishment  has  been 
Jt«aon  a  fuU  year,  the  analysis  can 
STS*   as   described    In    5  781.16   or 

JMFLOYMENT  "By"  AN  EXEMPT 

Establishment 

^^       _^ "by"    eatabliah- 

rcqwred  for  exemption. 

tetkn   13(a)(3)    exempts   any    em- 
employed  by"  any  establishment 
Md    In    this    exemption.      Thus. 
It  is  found  that  the  laundry  or  dry 
^•M^  eatobllshment  meets  the  tests 
ZaampUon.  all  employees  "employed 
W"  tbat  establishment  will  be  exempt 
Zm  the  minimum  wage  and  overtime 
OS  of  the  Act.  whether  such  em- 
perform  their  activities  inside  or 
the  establishment.    Thus,  such 
•  as  repair  and  service  men  and 
men  actuaUy  employed  by  an 
Uundry  or  dry  cleaning  estob- 
mt  are  exempt  from  the  minimum 
and  overtime  provisions  of  the  Act 
tf  they  perform  the  work  of  the 
lent  away  from  the  premises. 
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who  an  not  "employed  by"  the  exempt 
estabUshmeat  In  which  they  work  will 
not  IM  exempt  merely  because  they  hap- 
nm.  to  be  wcMidnK  tn  such  an  exempt  es- 
tabliahment  (Mitchell  v.  Kroger  Co..  248 
P.  3d  045) 


IM 


may  thiis  be  exempt  in  <me  workweek  and 

not  in  the  next. 


1)11,19     Employment 


IttlJt     Employed  within  seope  of  ex 
catpt  business. 

lb  order  to  meet  the  requirement  of 
MlMl  employment  "by"  the  establish- 
Mlt.  an  employee,  whether  performing 
ih  dotlea  inside  or  outside  the  estab- 
MiMent.  must  be  employed  in  the  work 
rf  the  exempt  establishment  Itself  in 
mUvIUm  within  the  scope  of  its  business 
(m  Davla  v  Ooodman  Lumber  Co., 
mP.  ad  52;  Northwest  Airlines  v.  Jack- 
■a,  115  P.  2d  74;  Walling  v.  Connecticut 
0»,  154  P.  2d  522.  certiorari  denied,  329 
UA  667;  and  Wabash  Radio  Corp.  v. 
VHUng.  162F.  2d391). 

111141     Employed  "in**  but  not  "by**. 

m  the  exempUon  by  its  terms  ap* 
to  employees  "employed  by"  the 
t  establishment,  it  follows  that  the 
k>n  will  not  extend  to  other  em- 
mnm  who  although  actually  woridng 
to  ttM  establishment  are  not  "employed 
W  the  exempt  establishment.  Thus, 
IrMKdlng  auditors,  repairmen  and  others 


§  781.22     CeBlral  offices  and  warehouses. 

Employees  In  offices,  warehouses,  ga- 
rages, etc.,  which  service  a  single  exempt 
laundry  or  dry  cleaning  establishment 
are  regarded  as  "employed  by^"  such  ex- 
empt eatabUshment  and  are  within  the 
section  18(a)  (S)  exemption.    They  will 
be  exempt  whether  the  (rfBce.  warehouse 
or  garage  in  which  they  work  is  part  of 
the  premises  of  such  exempt  establlsh- 
meut4>r  la  a  Separate  establishment,  and 
whether   the   exempt   laundry    or    dry 
cleaning  establishment  by  which  they 
are  employed  performs  on  its  premises 
all  the  operations  (of  receiving  clothing 
or  fabrics  from  customers,  laundering, 
cleaning  and  repairing  the  articles,  and 
redelivering  the  articles  to  the  custom- 
ers)    or    is    served    through    separate 
establishments  which  receive  and  return 
the     clothing     or     fabrics     laundered, 
cleaned,  or  repaired  to  the  customers. 
On  the  other  hand,  where  a  business 
organization  operates  a  chain  of  laundry 
or  dry  cleaning  establishments  in  which 
laundering,  cleaning  or  repairing  opera- 
tions are  performed  on  clothing  or  fab- 
rics for  the  customers  of  such  estab- 
lishments, the  employees   working   for 
the  central  offices  and  warehouses  of 
such  a  chain  of  laundries  or  dry  cleaning 
establishments  wUl  not  qualify  for  the 
sectton  13(a)  (3)  exemption.    Such  cen- 
tral offices  and  warehouses,  as  separate 
and  distinct  establishments  within  the 
meaning  of  the  exemption,  perform  no 
laundering,  cleaning  or  repah-lng  serv- 
ices   and   have    no    customers     Under 
such  circumstances,  the  two  tests  of  the 
section  13(a)(2)    exemption  cannot  be 
applied  to  them.    Moreover,  employees 
of  such  central  offices  and  warehouses 
are  not  "employed  by"  any  Jf^dry  or 
dry  cleaning  establishment  but  rather 
"by"  the  chain  Itself. 
WORKWEEK  Application  of  Exetiption 
§  781.2S     Workweek  is  used  in  applying 
the  exemption. 


§  781.24     Exempt  and  noocovered 
during  the  same  workweek. 

The  wage  and  hour  requiremeiM*  «* 
the  Act  do  not  apply  to  an  empl^ree 
during  any  workweek  in  which  a  portloa 
of  his  activities  fall  within  the  ocemp- 
tlon  in  section  13(a)(3),lfan  th«  re- 
mainder of  Ws  activities  during  that 
week  are  not  covered  by  the  Act 


The  unit  of  time  to  be  used  m  deter- 
mining the  application  of  the  exemption 
to  an  employee  is  the  workweek   (see 
Overnight  Motor  Transportetion  Co.  v. 
Missel  316  UJB.  572;  McComb  v.  Puerto 
Rico  Tobacco  Marketing  Co^op.  A^  n. 
80  P.  Supp.  953.  affirmed  181  P.  2d  697). 
A  workweek  Is  a  fixed  and  regularly  re- 
curring period  of  168  hours-7  consecu- 
tive a4-hour  periods.    It  may  beghi  at 
any  hour  of  any  day  and  need  not  co- 
incide with  ttie  calendar  week.   Once  ttie 
workweek  has  been  set  It  commences 
eMdi  succeeding  week  on  the  same  day 
and  at  Uie  same  hour.    Changing  the 
workweek  for  ttie  purpose  of  escaping  the 
reauirements  of  the  Act  is  not  permitted. 
Kin  any  workweek  an  employee  engages 
exclusively  In  work  which  is   exempt 
SS«  iSStton  13(a)(3),  he  is  exempt 
from  the  wage  and  hour  provisions  of  the 
Act  during  that  workweek,  hrespective  of 
the  nature  of  his  work  in  any  other 
workweek    or    workweeks.    Employees 


§  781.25     Exempt  and  nooexempl 
during  the  same  workweek. 

Where  an  employee  hi  the  same  work- 
week  performs  work  which  is  exempt 
xmder  section  13(a)  (3)  and  alao  engages 
in  work  to  which  the  Act  applies,  and 
which  is  not  exempt  under  this  or  a«r 
other  section  of  the  Act,  he  i«  no*  »^»P* 
during  ttiat  workweek.  «»d  the  wage 
and  hour  requh-ements  <>'  "^e^^ct  are 
applicable  (see  MitcheU  ▼•  Hunt.  263P. 
2d  913:  Mitchell  v.  Maxfield.  U  wh 
cases  792  (S.D.  Ohio)^  29  La^^^^S 
69.781;  Jordan  v.  Staric  Bros  Nurs^ 
45  P.  Supp.  769;  McComb  V.  PuCTto  Biro 
Tobacco  Marketing  Co-op.  A»Ta.  W  r. 
sSpTssS,  affirmed  181  P.  2d  WU^' 
ing  V  Peacock  Corp.,  58  P.  Supp.880-«8S) . 

§781.26     Work  exempt  under   anocbcr 
section  of  the  Act. 

The     combination      <"toc^,7.  ,°f 
exempt   work    under    section    lS(a)(3> 
with  exempt  work  under  another  «»tion 
of  tiie  Act  is  permitted,    "n^e  wage  lu^ 
hour  requirements  are  not  <»n8ld««J 
appUcable  to  an  employee  who  does  work 
within  section  13(a)  (3)  for  onlypartM 
a  workweek  if  all  of  ttie  cohered  work 
done  by  him  during  ttie  «maind«^ 
the  workweek  is  wittiin  one  or  m^ 
equivalent  exemptions  under  otiier  pro- 
Xoii  of  the  Act.    K  the  «cope  Msu^ 
exemptions  Is  not  the  same,  however. 
?he  exemption  aPPUcable  to  toe  empkyee 
is  equivalent  to  ttiat  provided  by  wW^ 
ever  exemption  provision  Is  more  l^ted 
in  scope.    In  such  a  case,  each  activity 
SSed  separately  und«  ttie  ap^«^ 
exemption  as  if  It  were  the  sole  actWg 
of  the  employee  for  the  whole  workweek 
SquestioS.    The  avallabmty  of  a  com- 
bination exemption  depwds  on  ^th« 
the  employee  meets  aU  tiie  requimnents 
of  each  exemption  which  is  sought  to  be 
combined. 

Signed  at  Washington,  D.C..  this  20th 
day  of  February  1962. 


Clarence  T.  Lundquist, 
Adminiitratw. 

IPH     Doc.    62-1965:    FUed,    Feb.    27.    l»«a; 
8:46  ajn.l 

Title  32— NATIONAL  DEFENSE 

Chapter  VII — Department  of  the 
Air  Force 

SUaCHAPTEt  1^— MSEtVE  FOICES 

PART  861— OFFICERS'  RESERVE 
USAF  Officer  TrainUig  School  (OTS) 

The  following  amendments  are  issued 

to  this  part:  ^    ^  *«  ..^h  ^ 

1.  Section  861.6  is  revised  to  read  as 

follows: 


( 


§Mt.4     mglMHty  peqairemenu. 

This  Mctkm  ouUlnea  the  basic  ellgl- 
blUfey  fwiubiwnU  and  requisite  quail- 
flfatiop*  whieh  mxist  be  met  when  apply- 
ing. Waivers  of  the  provisions  of  this 
■eetkm  normally  will  not  be  grated. 
However,  major  air  command  headquar- 
ters may  send  requests  that  merit  special 
conladcratlon  of  Hq  USAF  (AFPTR). 
WaahlD«to&  25.  D.C. 

(a)  Age  and  citizenship.  (1>  Appli- 
cants for  nonrated  duty  must  be: 

(1)  United  States  male  or  female  citi- 
zens who  are  at  least  204  years  of  age 
when  applying. 

(II)  Commlsaioned  before  reaching 
their  SOth  birthday. 

(2)  Applicants  who  desire  flying  train- 
ing must  be: 

(1)  United  States  male  citizens  be- 
tween the  ages  of  204  and  264  when 
Applying. 

(11)  Enrolled  Into  flying  training  be- 
fore reaching  their  27th  birthday. 

(b)  Marital  restrictions— ( I)  Males. 
No  restrictions. 

(2)  Females.  Must  be  unmarried  and 
have  no  dependents  when  applying  and 
must  agree  in  writing  to  remain  un- 
married dining  the  training  program. 

(c)  Air  Force  base  or  place  of  resi- 
dence. When  applying,  civilian  appli- 
cants must  be  residing  in  the  United 
States.  Puerto  Rico,  or  the  Panama 
Canal  Zone. 

(d)  Edticational  qtuilifications.  (D 
Applicants  must  be  college  graduates 
with  a  baccalaureate  or  higher  degree 
from  an  accredited  college  or  university. 
Tlje  school  from  which  the  degree  is 
granted  must  be  listed  in  the  latest  issue 
of  part  3.  "Higher  Education."  Educa- 
tion Directory,  published  by  the  OfBce 
of  Health.  Education,  and  Welfare,  and 
must  bear  a  level -of -training  classifica- 
tion of  n.  m.  or  rv  and  a  type-of -pro- 
gram classiflcatlon.of  b.  c.  d.  e.  f.  h.  i.  J. 
or  k.  In  addition,  the  school  must  be 
accredited  by  a  regional  association  for 
accrediting  professional  curricula.  Grad- 
uates of  schools  bearing  a  tjrpe-of-pro- 
gram  classification  of  g  may  be  accepted, 
dependent  upon  the  needs  of  the  Air 
I^)rce  for  the  professional  skill  of  the 

.    individual  appUcant. 

(2)  Applications  from  students  en- 
rolled in  their  senior  year  of  college  may 
be  submitted  210  days  before  the  appli- 
cant's scheduled  graduation  date.  These 
persons  will  be  processed  as  college  grad- 
uates. Applicants  will  not  be  enlisted 
until  docxunentary  evidence  has  been 
submitted  showing  they  have  been 
awarded  their  degree.  This  document 
will  be  retiuTied  to  the  individual  and 
will  rK>t  be  part  of  his  enlistment  file. 

(3)  If  otherwise  qualified,  an  appli- 
cant who  is  a  graduate  of  a  non- accred- 
ited American  college  or  university,  or 
ifho  is  a  graduate  of  a  foreign  college  or 
urUversity.  may  meet  the  educational 
requirements  by  submitting  a  statement 
signed  by  the  appropriate  ofDcial  of  an 
accredited  college  or  university  offering 
graduate  degrees  certifying  that  the  ap- 
plicant meets  the  educational  require- 
ments for  entrance  into  the   graduate 
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school  or  graduate  division  of  that  col- 
lege or  university. 

(e)  Moral  character.  Applicants 
must  be  of  the  highest  moral  character. 

(f)  Medical  standards.  (1)  Male  ap- 
plicants applying  for : 

(i)  Training  in  the  administrative  or 
technical  career  areas  will  be  given  a 
commissioning-type  physical  examina- 
tion only. 

(ii)  Flying  training  will  be  examined 
for  flying  Class  I  or  lA.  whichever  is 
applicable. 

(2)  Female  applicants  will  be  given  a 
commissioning-type  physical  examina- 
tion. When  facilities  are  available,  the 
medical  examination  may  be  accom- 
plished at  any  Air  Force  installation,  or 
it  may  be  accompli.shed  by  a  duly  licensed 
doctor  of  medicine  without  expense  to 
the<3overnment. 

( 3 )  Applicants  must  meet  the  medical 
standards  for  the  training  they  desire 
and  for  which  they  are  selected. 

2.  In  5  861  11  *a).  a  new  subdivision 
(V)  is  added  to  subparagraph  (1>.  as 
follows : 

§861.11       Prrliminary    profesning. 

(a>    •   •   • 

(v>  Recruiting  Service  detachment 
commanders  or  their  authorized  test 
control  officers  may  administer  booklet 
I  of  the  APOQT  on  the  college  campuses 
or  in  the  field.  Booklet  I  will  be  scored 
by  AFAAEC's.  and  If  successful,  appli- 
cants will  receive  balance  of  testing  at 
AFAAEC. 

3.  Section  861  12  Is  revised  to  read  as 
follows : 

§  861.12      Air    Forrc    Aradrmy    and    Air- 
crry  Examining  C>ntep«  (AF.4.\E('). 

Each  tentatively  qualified  applicant 
referred  to  an  AFAAEC  for  final  proc- 
essing will  be  given  the  applicable  book- 
lets of  the  AFOQT.  a  complete  medical 
examination  as  prescribed  in  5  861.6(f>. 
and  such  other  examinations  as  may  be 
directed  by  Headquarters  USAF.  Waiv- 
ers for  failure  to  meet  commissioning 
standards  will  not  be  granted.  Appli- 
cants who  have  previously  qualified  on 
APOQT  will  not  be  retested  provided  of- 
ficial record  .scores  arc  available.  The 
written  examination  will  be  given  and 
scored  before  scheduling  the  medical  ex- 
amination. An  applicant  who  falls  to 
attain  the  minimum  qualifying  score  on 
the  officer  quality  portion  of  the  AFOQT 
will  not  be  processed  further.  A  person 
will  not  be  retested  under  any  circum- 
stances on  the  AFOQT  before  1  year 
from  the  date  he  was  last  tested. 

(Sec.  8012.  70A  Stat  488;  10  U  S  C.  8012 
Interpret  or  apply  10  US  C.  »411|  (AFR 
53-27A.   January   26,    1962] 

By  order  of  the  Secretary  of  the  Air 

Force. 

Carroll  W.  Killiy. 
Lieutenant     Colonel.  ■  U.S.    Air 
Force,  Chief.  Special  Activi- 
ties Group.  Office  of  The  Judge 
Advocate  General. 

[FR      Doc      62    1952;     Filed.    Feb      27.     1962; 
8  45  ami 


SUtCMAmi 

PART  861— PERSONNa 
BOARDS. 

Air  Fores  Boord  for 

Military  Records 

Sections  8811  to  881.11  are 

and  the  following  substituted 

881  I       Purpoae. 

881  2       BBtabllshment.   runctlon, 

diction  of  the  Board. 
881  3       Application  for  correcttok. 
881  4       Time  limit  for  filing 
8815       ExhaiuUon  of  other 
881  6       Other  proceeding!  not 
881  7       Review  of  appllcaUon. 
881  8       Entitlement  to  hearing, 
sel.      wltnesAea.     aad 
records. 

Convening  the  Board. 

Conduct  of  hearing. 

Continuance. 

AcUon  by  the  Board. 

Action   by   the  Secretary  tt 
Force. 

Staff  action. 

Further  hearing  before  tht 

Settlement  of  claims.  • 

Staff  aaalatance. 

Expenses. 

Changes  In  procedures.' 


-^41 


»*« 


"I 


'J 


881  9 
881  10 
881  11 
881  12 
881  13 

881  14 

881  15 
881  16 
881  17 
881  18 
881  19 

AuTHOsrTT:  {}  881  1  to  881.19  __ 

see  8012.  70A  Stat.  488:  10  T7JUL  fliC 
Interpret  or  apply  sec.  1553.  70A  BIMl  1I%> 
10  use.  1552. 

Souaci :  AFR  31  3.  January  2. 1961. 

§  881.1       Purpose. 

Sections  881.1  to  881.19 
cedures  for  making  applicatloa, 
consideration    of    applicationa, 
correction  of  military  records  by 
retary  of  the  Air  Force  acting 
the  Air  Force  Board  for  the 
of  Military  Records  (hereinafter 
to  as  the  "Board"). 


f,  February  28,  1%2 

C^^M  iM  iubmitted  on  DD  Perm  148. 
fiSyttoo  for  CorrecUon  of  Military 
[^•CSRecord."   or   exact   facsimile 
■  fSand  should  be  addreased  to:  Hq 
9B»uScAB-64-C) .  Washington  26, 
5r*tems   and   explanatory    matter 
!£   iTobtained     from     Hq    USAF 
IfLJrfll  r\  Washington  25.  D.C. 
*J^\p)uwi  signed.    Except  as  pro- 
nto subparagraph  (3)  of  this  para- 
^^  tbe  application  shall  be  signed 
taCtai  person  requesting  corrective  ac- 
Sj^iurrespect  to  his  record  and  wiU 
-   'he  sworn  to  or  will  contain  a  pro- 
Jo  the  effect  that  the  statements 
_lt*^  In  the  application  are  made 
■jjn  knowledge  of  the  penalty  pro- 
iU  Ya  law  for  making  a  false  state- 
Swdaim  (18  use.  287. 1001). 
««  When  person  is  unable  to  submit 
himself.    When  the  record 


^',,t1nn  is  that  of  a  person  who  is 
■  '     -   of  making  application  himself. 


§  881.2      Fstablifihment, 

jurisdirlion  of  the  Board. 

(a>  Establishment  and 
Pursuant  to  10  US.C.  1552.  the A» 
Board  for  the  Correction  of 
Records  has  been  established  to 
of  the  Secretary  of  the  Air 
Board  consists  of  civilians  of  ttM 
tlve  part  of  the  Department  of 
Force  In  such  number,  not.  kp  Wp 
three,  as  may  be  appointed  by  tl»6B# 
retary  of  the  Air  Force.  Three  wtMbm 
present  shall  constitute  a  quoniMCf#i 
Board.  The  Secretary  deslgnatll  Mj 
member  as  chairman.  In  the  *^25 
or  Incapacity  of  the  chairman  ani^| 
chairman  chosen  by  the  Board  ^tmm 
as  chairman  for  all  purposes.  ^ 

(b>   Function.     The   f imction  «  ■! 
Board    Is    to   consider    all   ai 
properly  before  It  for  the  purpon 
termlning  the  existence  of  an 
an  injustice   and  to   make  ap,- 
recommendations  to  the  Secretary  «H 
Air  Force  .:J 

(c)  Jurisdiction.  The  Board  •■ 
have  jurisdiction  to  review  and  tmt^ 
mine  all  matters  properly  brougKlW" 
it.  consistent  with  existing  law.         - 

§881.3      Appliration  for  corr««ll^  V^ 

(a>   General  requirements — (I> 
mission.    The  application  for 


zrH^i^  whereabouts  are  imknown.  or 
JT^nch  person  is  deceased,  for  the 
^oose  of  bringing  the  matter  before 
Snoird.  the  application  may  be  made 
where  compUance  with  the  pro- 
of the  law  with  respect  to  time 
for  filing  an  application  may 
»,  otherwise)  by  such  person  as 
Board  shall  determine  to  be  compe- 
tDd  suitable  and  to  have  a  proper 
Mt  therein,  hicluding  but  not  lim- 
tB,  a  spouse,  a  parent,  or  relative, 
proof  of  suitability  and  proper  in- 
,  riiall  be  submitted  as  may  be  re- 
by  the  Board. 


IMI.4    Time  limit  for  filing  application. 

4daimant.  his  heh:,  or  legal  repre- 
Mtattfe  must  file  the  application  for 
ggnetton  of  a  record  with  the  Secretary 
i(  Iks  Air  Force  within  three  years  after 
ry  of  the  alleged  error  or  injustice. 
^  to  file  within  the  time  prescribed 
1^  be  excused  by  the  Board  if  it  finds 
I  nwM  be  in  the  interest  of  Justice  to 
llM.  If  the  claimant,  his  heir,  or  legal 
■entative  files  an  application  more 
three  years  after  he  discovers  the 
•  or  Injustice,  he  must  include  in  his 
ftttOQ  his  reasons  why  the  Board 
[find  it  is  in  the  interest  of  Justice 
llinnn  his  failure  to  file  the  appUca- 
l^wtthln  the  time  prescribed  In  this 


•  ««•  I 

tnmm 


1 1113     Exhaustion  of  other  remedica. 

Id  ipplication  will  be  considered  until 
teamlieant  has  exhausted  all  effective 
ti^Dlitattive  remedies  afforded  him  by 
■Ming  law  or  regulations,  and  such 
hid  remedies  as  the  Board  shall  de- 
are  practical  and  appropriately 
I  to  the  applicant. 

IMLi     Other  proceedings  not  aUyed. 

Ibe  application  to  the  Board  for  cor- 
iNlta  of  a  record  shaU  not  operate  as 
s  iili9  of  any  proceedings  being  taken 
Hh  respect  to  the  person  involved. 

Iin.7     Review  of  application. 


application  and   the  available 
...y  or  naval  records  pertinent  to 
A|  eocreetive  action  requested  wQl  be 
Ml  to  determii\$  whether  to  au- 
a  hearing  or  to  deny  the  anpli- 
wlthout  a  hearing.    The  Board 
this  determination  in  all 
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exo^  tboae  in  which  the  application 
has  been  denied  administratively  for  the 
reason  that  the  i4>pllcant  has  not  ex- 
hausted all  other  effective  administrative 
remedies^  avaUaUe  to  him,  or  for  the 
reason  that  the  applicant  did  not  file 
his  application  within  three  years  after 
he  dLsoovered  the  alleged  error  or  injus- 
tice and  did  not  submit  any  reason  why 
the  Board  should  find  it  to  he  in  the 
interest  of  Justice  to  excuse  his  failure 
to  file  the  application  within  the  pre- 
scribed three  years.    In  connection  with 
any  application  which  it  consideirs,  the 
Bocffd  may  reomimend  to  the  Secretary 
that  the  records  be  corrected,  as  re- 
quested by  the  applicant,  without  a  hear- 
ing.  The  Board  may  deny  an  application 
if  it  determines  that  insufflcient  evidence 
has  been  presented  to  indicate  probable 
material  error  or  injustice,  that  the  ap- 
plicant has  not  exhausted  other  effective 
administrative  or  legal  remedies  avail- 
able to  him,  that  effective  relief  cannot 
be  granted,  or  that  the  applicant  did  not 
file  his  aivUcation  within  three  years 
after  he  discovered  the  alleged  error  or 
injustice  and  insufflcient  evidence  has 
been  presented  to  warrant  a  finding  that 
it  would  be  in  the  interest  of  Justice  to 
excuse  the  failure  to  file  within  the  pre- 
scribed three  years.    The  Board  will  not 
deny  an  application  on  the  sole  grovmd 
that  the  record  or  records-  hivolved  were 
made  by  or  by  direction  of  the  President 
or  the  Secretary  in  connection  with  pro- 
ceedings other  than  proceedings  of  a 
Board  for  correction  of  military  or  naval 
records.  If  the  am>lication  is  denied,  the 
applicant  will  be  advised  of  the  denial 
and  that  he  is  privileged  to  submit  new 
and  material  evidence  for  consideration. 

g  881.8  Entitlement  to  hearing,  notice, 
comMclf  witnesses,  and  access  to 
reeords. 

(a)  Oeneral.  In  each  case  in  which 
a  hearing  is  authorized,  the  applicant 
wlU  be  enttUed  to  appear  before  the 
Board  either  in  person  or  by  counsel  of 
his  own  sdection  or  in  person  with 
counsel.  ,.      ^        ' 

(b)  JVoWce— (1)  To  oppUcont  and 
counsel,  in  each  case  in  which  a  hearing 
is  authoriaed.  the  Board  will  transmit  to 
the  applicant  and  coxmsel.  if  any,  a  writ- 
ten notice  stating  the  time  and  place  of 
hearing.  Tlie  notice  will  be  mailed  to  the 
itfiplicant  and  counsel,  if  any,  at  least 
30  days  prior  to  the  date  of  hearing,  ex- 
cept that  an  earlier  date  may  be  set 
where  the  applicant  waives  his  right  to 
such  notice  in  writing. 

(2)  NoUfyino  Board.  Upon  receipt  of 
notice  of  hearing,  the  a^Ucant  will 
notify  the  Board  in  writing  at  least  16 
days  prior  to  the  date  set  for  hearing  as 
to  whether  he  will  be  present  at  the 
hearing  and  will  indicate  to  the  Board 
the  "»"**  of  counsel,  if  represented  by 
ooimseL  and  the  names  of  such  witnesses 
as  he  may  Intend  to  call  in  his  behalf. 
Cases  in  which  the  applicant  notifies 
the  Board  that  he  does  not  deshre  to  be 
present  at  the  hearing  wiU  be  considered 
in  accordance  with  1 881.10(b) . 

(c)  De/muUm  of  ooimseJ.  The  term 
"oounsdl"  will  be  construed  to  include 
memben  In  good  standing  of  the  Federal 
bar  or  the  bar  of  any  State,  accredited 
zepreaentattvea  of  veterans'   organiza- 
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tions  recognized  by  the  Administrator  of 
Veterans'  Affairs  under  Title  38,  United 
States  Code,  section  3402,  and  such  other 
persons  who,  in  the  opinion  of  ttw 
Board,  are  considered  to  be  competmt  to 
present  equitably  and  comprehenslTely 
the  request  of  the  applicant  for  correc- 
tion, imless  barred  by  law.    . 

(d)  Witnesses.  The  applicant  will  be 
permitted  to  present  witnesses  in  his  be- 
half at  hearings  before  the  Board.  It 
will  be  the  responsibility  of  the  applicant 
to  notify  his  witnesses  an<>to  arrange 
for  their  appearance  at  the  tttne  and 
place  set  for  hearing.  ' 

(e)  Access  to  records — (1)  Oi^lWal  rec- 
ords. The  applicant  shall  have  accees 
to  such  (^cial  records  as  are  deeaaed 
necessary  to  an  adequate  presentation 
of  his  case.  It  will  be  the  req;>onaibQity 
of  the  applicant  to  procure  such  evi- 
dence not  contained  in  tiie  official  rec- 
ords of  the  Department  of  the  Air  Force 
as  he  desires  to  present  in  support  of  his 

case. 

(2)  Classified  or  privileged  m^OUr. 
Classified  or  privileged  matter  shall  not 
be  disclosed  or  made  available  without 
express  finding  of  the  chairman  that 
such  disclosure  is  required  hi  the  case 
and  is  not  detrimental  to  the  public  tn- 
terest.  Such  disclosure  shall  not  be  con- 
trary to  existbig  law  and  dq^artwgntal 
regulations  concerning  the  security  of 
classified  material.  When  appropriate. 
the  applicant  may  be  supplied  only  with 
a  sxmunary  or  extract  of  dasslfled 
matter. 

§  881.9     Convening  the  Board. 

The  Board  will  be  convened  at  the  call 
of  the  chairman  and  wHl  recess  or  ad- 
journ at  his  order. 


§  881.10     Conduct  of  hearing. 

(a)  By  chairman.  The  hearing  shall 
be  conducted  by  the  chahman,  and  shall 
be  subject  to  his  rulings  so  as  to  insure 
a  full  and  f ah*  hearing.  The  Board  shall 
not  be  Umited  by  legal  rules  of  evidence 
but  shall  malpfa^^"  reasonable  bounds  of 
competency,  relevancy,  and  materiality. 

(b)  When  applicant  is  not  prnent  or 
represented  at  hearing.  If  the  applicant, 
after  being  duly  notified,  has  Indicated 
to  the  Board  that  he  does  not  desire  to 
be  presMit  or  to  be  represented  by  coun- 
sel at  the  hearing,  the  Board  win  con- 
sider the  case  on  the  basis  of  all  the 
material  before  it,  hicludlng,  but  not 
limited  to,  the  application  for  correction 
filed  by  the.  appUcant,  any  documentary 
evidence  filed  in  support  of  such  appli- 
cation, any  brief  submitted  by  or  in  be- 
half of  the  applicant,  and  all  available 
pertinent  records. 

(c)  When  applicant  faO*  to  appear  at 
time  and  place  set  for  hearimg.  If  the 
applicant,  after  being  duly  notified,  has 
indicated  to  the  Board  that  he  will  be 
present  or  be  represented  by  counsel  at 
the  hearing,  and  without  good  eaose  and 
timely  notice  to  the  Board,  be  or  his 
representative  fails  to  appear  at  the  time 
and  place  set  for  the  hearing,  the  Board 
may  consider  the  case  in  accordance 
with  the  provisions  of  paragraph  (b)  of 
this  section,  or  will  make  such  other  dls- 
posiUon  of  the  case  as  is  indicated  under 
the  circumstances. 


nf. 
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(d)  Testimony.  All  testimony  before 
the  Board  shall  be  Riven  under  oath  or 
affirmation.  The  proceedings  of  the 
Board  and  the  testimony  given  before  it 
will  be  recorded  verbatim. 

I  88 1 . 1 1      Continujinre. 

The  Board  may  continue  a  hearing  on 
its  own  motion.  A  request  for  continu- 
ance by  or  in  behalf  of  the  applicant  may 
be  granted  by  the  Board  if  a  continuance 
appears  necessary  to  insure  a  full  and 
fair  hearint- 
§  881.12      Action   by    the   Board. 

(a)  Deliberations,  findings,  decision<;. 
and  recommendations — tl»  Delibera- 
tions. Only  members  of  the  Board  and 
Its  staff  shall  be  present  during  the  delib- 
erations of  the  Board. 

(2)  Further  information.  EKiring  the 
course  of  review  of  the  case,  when  it 
appears  to  the  Board's  satisfaction  that 
the  facts  have  not  been  fully  and  fairly 
disclosed  by  the  records  or  by  the  testi- 
mony and  other  evidence  before  the  _ 
Board,  the  Bocurd  may  require  the  appli- 
cant to  obtain,  or  the  Board  may  obtain, 
such  further  information  as  it  may  con- 
sider essential  to  a  complete  and  impar- 
tial determination  of  the  facts  and 
issues. 

(S)  Findings,  decisions,  and  recom- 
mendations. Following  a  hearing,  the 
Board  will  make  written  findings,  deci- 
sions, and  recommendations.  A  major- 
ity vote  of  the  members  present  on  any 
matter  before  the  Board  will  constitute 
the  action  of  the  Board  and  shall  be  so 
recorded. 

(4)  Separate  communication.  Where 
the  Board  considers  it  necessary  to  sub- 
mit comments  or  recommendations  to 
the  Secretary  of  the  Air  Force  as  to 
matters  arising  from  but  not  directly  re- 
lated to  the  Issues  of  any  case,  such 
comments  and  recommendations  shall  be 
the  subject  of  separate  communication, 
(b)  Minority  report.  In  case  of  a 
disagreement  between  members  of  the 
Board,  a  minority  report  may  be  sub- 
mitted, either  as  to  the  findings,  deci- 
sion, or  the  recommendations  or  to  all. 
Including  the  reasons  therefor. 

(.ci  Record  of  proceedings.  When  the 
Board  has  completed  its  proceedings,  a 
record  thereof  shall  be  prepared.  Such 
rec(M^  shaD  indicate  whether  or  not  a 
quoriHn  was  present  at  the  hearing  and 
at  the  Board's  deliberations.  The  rec- 
ord shall  Include  the  application  for  re- 
lief, a  transcript  of  any  testimony,  affi- 
davits, papers,  and  documents  considered 
by  the  Board,  briefs  and  written  argu- 
ments filed  in  the  case,  the  findings. 
decision  and  recommendations  of  the 
Board  and  all  other  papers,  documents. 
and  reports  necessary  to  reflect  a  true 
and  complete  history  of  the  proceeding.s. 
The  record  so  prepared  will  be  certified 
by  the  chairman  or  his  designee  as  being 
true  and  complete. 

(d)  WithdraloaL  The  Board  may  per- 
mit an  applicant  to  withdraw  his  appli- 
cation without  prejudice  at  any  time 
before  Its  proceedings  are  foruarded  to 
the  Secretary  of  the  Air  Force. 

f  881.13      Action  by  ihe  Srrrrtarj  of  thr 
Air  Farce. 

The  record  of  proceedings  of  the  Board 
will  be  forwarded  to  the  Secretary  of  the 
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Air  Force  who  will  direct  such  action  in 
each  case  as  he  determines  to  be  appro- 
priate, which  may  include  the  return  of 
the  record  to  the  Board  for  further  con- 
sideration when  deemed  nec^sary. 

§  881.14      SlafT    anion. 

<a'  Returning  case  to  Board.  Upon 
final  action  by  the  Secretary  of  the  Air 
Force,  the  complete  record  In  each  case 
will  .be  returned  to  the  Board.  The 
Board  will  transmit  the  decision  of  the 
Secretary  of  the  Air  Force  to  the  Chief 
of  Staff.  USAF.  for  appropriate  action. 

(b>  Communicating  decision  to  appli- 
cant and  counsel.  Upon  receipt  of  the 
record  of  proceedinps  after  final  action 
by  the  Secretary  of  the  Air  Fbrce.  the 
Board  will  communicate  the  decision  to 
the  applicant  and  counsel.  If  any. 

ic>  Informing  applicant  when  admin- 
istrative action  has  been  completed. 
When  all  necessary  administrative  ac- 
tion has  been  completed  by  the  Air  Staff, 
the  applicant  will  be  informed  of  such 
action  by  the  Air  Staff  office  designated 
by  the  Chief  of  Staff.  USAF. 

(d'  Written  notice  to  chairman  of 
Board.  Written  notice  speclfylnff  the 
action  taken  and  the  date  thereof  will 
be  transmitted  to  the  chairman  of  the 
Board. 

(e>  Filing  record  of  decision  of  the 
Secretary  of  the  Air  Force.  The  record 
of  the  decision  of  the  Secretary  of  the 
Air  Force  will  not  be  filed  in  the  military 
records  of  the  subject  of  the  application 
where  the  effect  of  such  action  would  be 
to  nullify  the  relief  granted  or  in  those 
cases  wherein  the  application  Is  denied. 

(f>  Inspection  of  record  of  proceed- 
ings. After  the  Secretary  of  the  Air 
Force  has  taken  action  on  the  record, 
the  applicant  or  his  counsel  is  entitled 
upon  request  to  Inspect  the  Record  of 
Proceedings  and  to  receive  a  copy  of  the 
Board's  findings,  decisions,  and  recom- 
mendations, unless  the  Chairman  con- 
siders that  irranting  the  request  would 
be  detrimental  to  the  public  Interest. 

§  881.13      Further     hearing     before     the 
Board. 

After  final  adjudication,  further  hear- 
ing before  the  Board  will  be  granted  only 
upon  presentation  by  the  applicant  of 
newly  discovered  relevant  evidence  not 
previously  considered  by  the  Board  and 
then  only  upon  recommendation  of  the 
Board  and  approval  by  the  Secretary  of 
the  Air  Force. 

§  881.16      Isettlonient    of   rlaimit. 

(a>  Authority — il"  Claims  authorized 
to  be  settled  and  paid.  The  Department 
of  the  Air  Force  Is  authorized  to  pay 
claims  In  accordance  with  Title  10. 
United  States  Code,  section  1552 

(2>  Claims  not  authcnized  to  be  paid. 
The  Department  of  the  Air  Force  Is  not 
authorized  to  pay  any  claim  heretofore 
compensated  by  Con^'ress  through  en- 
actment of  a  private  law.  or  to  pay  any 
amount  as  compensation  for  any  benefit 
to  which  the  claimant  might  subse- 
quently become  entitled  under  the  laws 
and  regulations  administered  by  the  Ad- 
ministrator of  Veterans'  Affairs. 

(b>  Application  for  settlement — (D 
Filing  claims.  Settlement  and  payment 
of   claims  shall   be  made  only   upon  a 


claim  of  the  person  wboae 
been  corrected  or  of  his  lecal 

tlve.  his  heirs  at  law,  or  his  b 

Such  claim  for  settl«nent  and  ^ 
may  be  filed  as  a  separate  pii| 
application  for  correction  of  fj^ 
( 2  ^   To  whom  payments  w8l ' 
if  person  is  deceased.   In 

whose  record  has  been 

ceased,  and  where  no  denaad  % 
sen  ted  by  a  duly  appointed  " 
sentatlve     of     the     estate, 
otherwise  due  shall  be  made 
cedent's  spouse,  heir  or  " 
order   of    precedence   as 
Title  10,  United  States  Code. 
(3»   Determining     status 

parties  to  claim.    Upon  r 

plicant  or  applicants  shall,  be  , 
to  furnish  requisite  informattal 
termlne  their  status  as  proper 
the  claim  for  purposes  of  pa 
applicable  provisions  of  law. 

ic>  Settlement — (1>  Boste /or  mMn 
mcnt.  Settlement  of  clalai  Arilti' 
base<l  on  the  decision  of  the  SemlHy^ 
the  Air  Force.  Computattaa  et  %* 
amounts  due  shall  be  madeby  VttOl^ 
troller  of  the  Air  Force,  HeadVMlir 
USAF.  or  his  representative.  IB  l»^ 
win  the  amount  found  due  emrt)t||. 
amount  which  would  othemki  l2^ 
been  paid  or  have  become  doe 
plicable  laws  had  no  error  or 
occurred.  To  the  extent  ani 
law  and  regulations,  amounti 
may  be  reduced  by  the 
existing  Indebtedness  to  the 
arising  from  military  service. 

( 2  >   Advising  as  to  nature  aa4 
of  various  benefits.    Pri(R' to  oril% 
time  of  payment,  the  person  ti 
payments  are  to  be  made  shall  be 
by   the   Comptroller   of  the  Alt 
Headquarters  USAF,  or  his 
tlvc.  as  to  the  nature  and 
various  benefits  represented  by 
settlement,  and  shall  be 
that  acceptance  of  such 
constitute   a    complete    releaa  W- 
claimants  Involved  of  any 
the  United  States  on  account  of 
rectlon  of  records.  *i 

(d*   Report  of  settlement 
case  where  payment  is  made,  the 
of  such  payment  and  the  nawi^—^^ 
payee  or  payees,  shall  be  reportrf%% 
chairman  of  the  Board. 

§  88 1 . 1 7      Staff  aMintanec 

(a»  Assembling  and  trfUKtB^^j 
available  military  records.  At  wt^ 
quest  of  the  Board,  the  appro|ldBI^ 
office  will  assemble  the  oTigbmmt^ 
tificd  cople.s  of  all  avallaMe  MBg 
records  pertinent  to  the  correcttft <j^ 
requested.  Such  records  tofettW"lW 
the  application  and  all  supjJUitlf^gW 
will  be  transmitted  to  the  Boa«€<Wf* 
certification  from  the  staff 
nated  by  the  Chief  of  SUfl, 
the  corrective  action  requested 
granted  through  administrative 
any  staff  office. 

<b»   Facilities    of    staff    o 
facilities  of  all  staff  offices 
available  as  required  to 
in  accomplishing  Its  function, 
quest  of  the  Board,  personnd  fli 
SUff  will  be  made  available  t 
tion  before  the  Board  of 


t.    lifl« 


I 
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^^  areas  and  which  relate 
under  consideration. 

ExpenscA. 

of  any  natiire  whatsoever, 
mcurred  by  the  appUcant, 
his  witnesses,  or  by  any 
in  his  behalf.  wiU  be  paid  by 
nt. 
Qianges  in  procedorefc 
mud  may  initiate  recommenda- 
*Mch  changes  in  procedures  as 
1  herein  as  may  be  considered 
for  the  proper  functioning  of 
«.    Such  changes  WiU  be  subject 
5SI«oval  of  the  Secretary  of  the 
^Mid  the  Secretary  of  Defense, 
of  the  Secretary  of  the  Air 

9^  Carroll  W.  KsLLrr, 

rtg^tenant  Colonel,  VJS.  Air 
Force.  Chief.  Special  ActM- 
He$  Group.  Office  of  The 
jwdge  Advocate  General. 

mm.   Doe     83-1953;     Filed.    Feb.    27.    l»«2r 
f*  8:45a.m.l 
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person  having  the  cbanged  name  as  the 
person  whose  name  appears  In  the 
record: 

•  •  •  •  • 

(d)  Affidavit  or  a  certified  statement 
of  the  physician  or  midwife  in  attend- 
ance at  birth. 

•  •  •  • 

(f)  Affidavits  or  certified  statements 
of  two  or  more  persons,  preferably  dis- 
interested, who  will  state  their  ages, 
showing  the  name,  date,  and  place  of 
birth  -of  the  person  whose  age  or  rela- 
tionship is  being  established,  and  that 
to  their  own  knowledge  such  person  is 
the  child  of  such  parents  (naming  the 
parents)  atnd.steting  the  source  of  their 
knowledge. 

•  •  •  • 

3.  In  J  3  JIO,  paragraph  (c)  is  amend- 
ed to  read  as  follows : 


g  S.210     aiild*s  reUUtmahip. 


38— PENSIONS,  BONUSES, 
MD  VHERANS'  REIEF 

I ^Veterans   Administration 

PAIT  3— ADJUDICATION 
A — Pension,  Compontatlon, 
Dopendency    and    Indomnlty 
Csapsnsotion 
Hbcsllanious  Amendments  ^ 

t  111  1 9J07.  the  headnote.  introduc- 
Mf  paragraph,  and  paragraph  (c)  are 
IBIBM  so  that  S  3.207  reads  as  follows: 
lUfff     Void  remarriage*  of  widowa. 

!  a  remarriage  was  void  without 
mtma  to  court  action,  a  determination 
be  made  by  the  Veterans  Admlnls- 
I  without  a  court  decree  of  annul- 
Where  the  remarriage  of  a  widow 
B^  benefits  as  an  uiuremarried 
M  has  been  annulled  by  court  ile- 
,  there  should  be  furnished  certified 

(ft)  The   petition    to    the    court    for 


(b)  The  answer,  if  any : 

to)  A  transcript  of  the  testimony,  or 
hi  flouit's  findings  of  fact  and  con- 
lites  of  law,  if  available:  and 

(d)  The  court  decree  of  annulment. 

1  In  1 8.209.  the  introductory  para- 
and  paragraphs  (d)   and  (f)  are 
1  to  read  as  follows: 

%l3m    Birth.  I 

*^  or  relationship  should  be  estab- 
by  one  of  the  following  types  of 
:  Provided,  That,  if  the  name  of 
.-on  appearing  on  the  copy  of  a 
is  not  the  same  as  that  appearing 
records  of  the  Veterans  Admlnls- 
-.  an  affidavit  or  a  certified  state- 
will  be   required  identifying  the 


(c)  Adopted  chad.  Except  as  provided 
in  subparagraph  (1)  of  ttiis  paragraph 
evidence  of  relationship  will  include  a 
certified  copy  of  the  final  decree  of 
ad<v>iion  and  such  other  evidence  as  may 
be  necessary. 

(1)  In  Jurisdictions  where  petitiMi 
must  be  made  to  the  court  for  release  of 
adoption  documents  or  information,  or 
where  rdease  of  such  documents  or  in- 
formation is  prohibited,  the  following 
may  be  accepted  to  establidi  the  fact 

of  adoption: 

(I)  As  to  a  child  adopted  into  the 
vet«an's  family,  a  certified  copy  of  the 
child's  revised  birth  certificate. 

(II)  As  to  a  child  adopted  out  of  the 
veteran's  family,  a  sUtement  over  the 
signature  of  the  judge  or  the  clerk  of  the 
court  setting  forth  the  chUd's  former 
pamA  and  the  date  of  adoption,  or  a 
certified  stotement  by  the  veteran,  his 
widow,  appbrtionee.  or  their  fiduciaries 
setting  forth  the  chUd's  former  name, 
date  of  birth,  and  the  date  and  fact  of 
adoption  together  with  evidence  indi- 
cating that  the  child's  original  public 
record  of  birth  has  been  removed  from 
such  records.   Where  application  is  made 
for  an  apportionment  under  S  3.458(d) 
on  behalf  of  a  child  adopted  out  of  the 
veusran's  family,  the  evidence  must  be 
sufficient  to  establish  the  veteran  as  the 
natural  par«it  of  the  child. 

(2)  As  to   a   chUd   adopted   by   the 
veteran's  90use  after  his  death,   the 
stotement  of  the  adoptive  mother  or 
custodian  of  Uie  chUd  will  be  accepted 
in  the  absence  of  Information  to  the 
contrary,  to  show  that  the  chUd  was  a 
member  of  the  veteran's  household  at 
the  date  of  his  death  and  that  recurring 
contributions  were  not  being  received  for 
ttie  child's  maintenance  sufficient  to  pro- 
vide for  the  major  portion  of  the  chUd  s 
support,  from  any  person  other  ttian  the 
veteran  or  his  spouse  or  from  any  public 
or  private  wrtfare  organization  which 
furnished  services  or  assistance  to  chil- 
dren.   (88  UJ3.C.  101) 


A.  In  fi  3  Jll.  paragraph  (g)  is  addad 
to  read  as  follows: 

§3.211     Death.      - 

•  •  •  •  * 

(g)  In  the  absence  of  evidence  to  ttie 
contrary,  a  fliuUng  of  fact  <rf  death  B^e 
by  another  Federal  agency  wlU  be  ac- 
cepted for  the  purposes  of  paragraj^ 
(f)  of  this  section. 

5.  In  5  3.212,  paragraph  (c)  is  added 
to  read  as  follows: 

g  3.212     Unexplained     abaence     fer     7 
years. 
,  •  •  •  • 

(c)  In  the  absence  of  evidwace  to  the 
contrary,  a  finding  of  death  made  by 
another  Federal  agency  will  be  aooeinea 
if  the  finding  meets  the  requirements  or 
paragraph  (a)  of  this  section. 

6  In  5  3.213,  the  Introductory  portion 
of  paragraph  (a)  which  precedes  sub- 
paragraph (1)  is  amended  and  subi»ara- 
graph  (4)  is  added  and  in  addition  par- 
agraph (c)  is  amended  to  read  as 
follows:  ^ 


§3.213     Change  of  status  affecting  «■- 
titlement. 

(a)  General.  The  best  proof  avail- 
able will  be  required  to  establlA  a  • 
change  of  stotus  which  would  result  In 
payment  of  a  higher  rate  of  pension. 
compensation  or  dependency  «««_*5^"; 
nity  compensation.  For  the  purpose  of 
reducing  or  discontinuing  such  beneflni. 
a  statement  by  a  claimant  or  P«yee  <tf 
a  specific  date  of  change  of  stotus  whUai 
would  result  in  a  reduction  or  dls^- 
tinuance  of  benefits  to  that  person  wfll 
be  accepted.  Inr  the  absence  of  contra- 
dictory information.    This  includes: 



(4)  Parent.  A  stotement  by  a  parent 
setting  forth:  (i)  The  fact  and  date  of 
marriage  or  remarriage; 

(ii)  The  date  two  parents  or  a  parent 
and  spouse  ceased  living  together; 

(iU)  The  date  two  parente  or  a  par- 
ent and  spouse  resumed  Uvtng  together 
foUowing  a  period  of  separation;      . 
(iv)  Divorce  or  death  of  a  spouse. 

•  • 

(c)  Contradictory  information. 
Where  there  Is  reason  to  believe  that  the 
event  reported  may  have  occurred  at  va 
earlier  date,  formal  proof  wiU  be 
required. 

7  The  cross  reference  immedlatriy 
following  S  3.213,  Is  changed  to  read  as 
-follows: 

CROSS  Rtrwaxscx:  Material  change  in  in- 
come, net  worth  or  change  in  statxu.  See 
S  3.660. 

(72  Stat.  1114;  38  U.S.O.  310) 

These  regulations  are  effective  F*- 
ruary  28.  1962. 

[SEAL]  W.  J.  Daivra, 

Deputy  Administraxor, 

IFJt.    Doc.    62-1984:    FUed.   FA.    TT,    !•«; 
8:48  ajn.] 
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Title  4^TRANSPIIRTAT)0N 

Chopt«r  I — lnl«rstat«  Comnfi«rc« 
Commission 

SUBCHAFTfl  A—OfNttAL  lUtfS  AND 
IfOUtATIONS 

(Docket  No.  33687] 

PAtT   122— MONTHLY   AND   OUAR- 

TERLY  OPERATING  REPORTS 

Subpart  A — Roilroods 

Rktxnuv  aj»d  Cxpnrus:  Sklict  Income 
AKD  Balancs-Shixt  Itsms 

At  a  seosion  of  the  Interstate  Com- 
meroe  Commltaion.  Dlvialon  2.  held  at 
Its  (rfBoe  In  Waahington.  D.C..  on  the  12th 
day  of  July  AX>..  1961. 

On  Pebruary  27. 19fll.  the  CommiB&ion. 
Division  2.  iBBued  Its  notice  of  nile  mak' 
Inc.  advlslJig  that  14  had  under  consider- 
ation the  revlskm  of  49  CFR  122 1 
Rev€nues  and  expenses,  and  49  CFR 
122^.  Selected  income  and  balance-sheet 
Uem$.  io  as  to  require  that  all  Class  I 
railroads,  except  switching  and  terminal 
companies,  subject  to  the  provisions  of 
Part  I  of  the  Interstate  Commerce  Act. 
be  required  to  file  quarterly  reports  In 
lieu  of  monthly  reports  in  accordance 
with  quarterly  report  forms  to  be  desig- 
nated Form  RiiE— Quarterly  Report  of 
Revenues  and  Expenses  and  Form^IBS^ 
Quarterly  Report  of  Selected  income  and 
Balance  Sheet  Items.'  The  notice  stated 
that  any  party  desiring  to  make  repre- 
sentations in  favor  of  or  jigainst  the 
proposed  changes  might  submit  written 
data,  views  or  arguments  to  the  Commis- 
sion within  30  days  of  the  publication 
thereof  in  the  Fxsbbal  Rxcistxi;  the 
notice  was  served  on  all  Class  I  railroads, 
except  switching  and  terminal  compa- 
nies, subject  to  Part  I  of  the  Interstate 
Commerce  Act;  and  it  was  published  in 
the  FsDcaAL  Rxoism  on  March  11.  1961, 
26  PJl.  2132.  Representations  have  been 
filed  In  favor  of  and  in  opposition  to  the 
propoeed  revisions. 

Upon  fxirther  consideration  of  the  mat- 
ters and  things  involved  in  the  Commis- 
sion's notice  of  rule  making,  as  described 
above,  and  in  consideration  of  represen- 
tatkms  for  and  against  the  proposed 
revlMUis.  as  submitted  in  response  to 
■UC0' notice: 

/r  i*  ordered.  That,  with  respect  to 
reports  for  the  three  months  beginning 
January  1.  1962.  and  thereafter  until 
further  order,  the  ordering  paragraph  of 
the  order  of  October  16. 1952.  in  the  mat- 
ter of  Steam  Railways— Monthly  Re- 
ports, be.  and  it  is  hereby,  modified  and 
amended  to  read  as  shown  in  i  122.1 
below,  and  that  the  ordering  paragraph 
of  the  order  of  November  27,  1957.  in 
the  matter  of  Form  IBS — Income  and 
Balance  Sheet  Items,  be.  and  it  is  hereby, 
modified  and  amended  to  read  as  shown 
in  f  122.2  below. 

It  is  further  ordered.  That   49  CFR 
122.1  and  49  CFR  122.2  be,  and  they  are 
hereby,  modified  and  amended  to  read 
as  follows: 
I  122.1      RevCBiic*  aiMl  exp«na««. 

Commencing  with  reports  for  the  three 
months  beginning  January  1,  1962,  and 


RULES  AND  REGULATIONS 

thereafter  until  further  order,  all  Class 
I  railroads,  except  switching  and  ter- 
minal companies,  subject  to  the  provi- 
sions of  Part  I  of  the  Interstate  Com- 
merce Act.  be.  and  they  are  hereby, 
required  to  file  quarterly  reports  of  reve- 
nues and  expenses  in  accordance  with 
quarterly  report  Form  RiiE,  and  notes  of 
Instruction  thereon,  which  is  attached 
to  and  made  a  part  of  this  section. 
Such  quarterly  reports  shall  be  filed  in 
duplicate  in  the  Bureau  of  Transport 
Economics  and  Statistics,  Interstate 
Commerce  Commission,  Washington  25. 
DC,  within  26  days  after  the  end  of  the 
quarter  to  which  they  relate 

§  122.2      S«l«ctr<i    inromc    and    balanre- 
■hert   item*. 

CommencinR  with  reports  for  the  three 
months  beginning  January  1,  1962,  and 
thereafter  until  further  order,  all  Class 
I  railroads,  except  switching  and  ter- 
minal companies,  subject  to  the  provi- 
sions of  Part  I  of  the  Interstate  Com- 
merce Act.  be.  and  they  are  hereby, 
required  to  file  quarterly  reports  of 
selected  income  and  balance  sheet  items 
in  accordance  with  quarterly  report  Form 
IBS,  and  notes  of  Instruction  thereon, 
which  is  attached  to  and  made  a  part 
of  this  section.  Such  quarterly  reports 
shall  be  filed  in  duplicate  in  the  Bureau 
of  Transport  Economics  and  Statistics, 
Interstate  Commerce  Commission.  Wash- 
ington 25.  DC.  within  45  days  after  the 
end  of  the  quarter  to  which  they  relate. 

(S«ci.  133  1  and  133  3  laauKl  under  MC.  13, 
24  Stat.  383.  as  amended:  48  U  8  C.  13. 
Interpret  or  apply  sec.  30.  34  Stat.  380.  aa 
amended;   49  USC    30) 

And  it  is  further  ordered.  That  copies 
of  this  order,  and  of  quarterly  report 
Forms  RiE  and  IBS.  shall  be  served  upon 
all  Class  I  ^llroads.  except  switching 
and  terminal  companies,  subject  to  the 
provisions  of  Part  I  of  the  Interstate 
Commerce  Act.  and  upon  every  receiver, 
trustee,  executor,  administrator,  or  as- 
signee of  any  such  railroad,  and  that 
notice  of  this  order  shall  be  given  to  the 
general  public  by  depositing  a  copy 
thereof  in  the  ofllce  of  the  Secretary  of 
the  Commission  at  Washington,  DC,  and 
by  filing  it  with  the  Director,  Office  of 
the  Federal  Register. 

By  the  Commission,  Division  2. 

[seal]  Harold  D.  MoCoy, 

Secretary. 

[PR.    Doc     82   1983;     Piled.    Feb.    27.    19«2; 
8  48  am  I 
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Title  50— WRDLIFE  AND 
FISHERIES 

Chapter  I — Bureou  of  Sport  Fisheries 
and  Wildlife,  Fish  and  Wildlife 
Service,  Deparfment  of  the  Interior 

PART  33— SPORT  FISHING 

Kentucky  Woodlands  National 
Wildlife  Refuge,  Kentucky 

The  following  special  regulation  is 
issued  and  is  effective  on  date  of  publica- 
tion In  the  Federal  Register. 


§  33.5     Special  rggwlatio^; 
for  individual  wiUlif* 

Kentuckt 


KENTUCKY  WOODLANM  KSTUMS^ 
REFUGI 


Sport  fishing  on  the 
lands   National   Wildlife 
tucky.   is  permitted  only         _ 
designated  by  signs  as  opea  li 
This  open  area,  comprising  TJ|| 
or  11  percent  of  the  total  vt^  ^^ 
refuge,  is  delineated  oa  a  map  mM^Z 
at  the  refuge  headquarters  aaT  *^^^ 
office  of  the  Regional  Director, 
Sport  Fisheries  and  Wildllft, 
Seventh  Building,  Atlanta  a. 
Sport  Ashing  is  subject  to  tilt 
conditions: 

<a)    Species   permitted  to  be 
Black  bass,  rock  baas,  saufar, 
crapple,   and  bream;   and 
species  permitted  by  State 
( b  >   Open  season :  Duncan 

terlor  lakes  Hematite. 

and  Esselstyne — April  1, 1962,  to 

31,1962.    Daylight  hours  ooly  ki 

lakes. 

ici   Dally  creel  limits:  BlaekbMi^M( 

rock  bass,   15;   sauger.   10;  iwkft^l; 

white  bass,  60;  crapple,  60;  tNi%|| 

limit.    Other  minor  species  m 

by  State  regulations. 
(d)   Methods  of  fishing: 

( 1 )  Pole  and  line,  rod  and  ml, 
cial  and  live  baits  permitted. 

( 2 )  Row  boats,  canoes  and 
ing   devices  with   motors  vmmMttt  to 
Duncan  Bay.     Gasoline 
prohibited   on   interior 
motors  permitted. 

( 3 )  Bow  and  arrows  may  ht  Wti  tg 
taking  non-game  fish  as  praia|MI| 
Kentucky  Regulation  ' 

(ft)   Other  provisions : 

( 1 )  The  provisions  of  this 
ulatlon     supplement     the 
which  govern  fishing  on  wlldUte 
areas  generally  which  are  set  fflrtlli 
Title  50,  Code  of  Federal 
Part  33. 

(2)  A  Federal  permit  Is 
to  enter  the  public  fishing 

( 3 )  The  provisions  of  this  9Ml|l  ^^ 
ulatlon  are  effective  to  Noremtar  1.  M 

South  CASOLOfs 

..    santee  national  wiLDLiranw* 


The  special  regulation 
fishing  on  the  Santee  Nattaaal 
Refuge,  South  Carolina.  8S.6, 

January  31.  1962  in  the  Fpm 

ter.  Volume  27,  Number  21,  Fifi  W 
is  amended  as  follows:  ^^ 

(a)  Species  permitted  to  be  ill* 
Largemouth  black  bass,  stripi*  JMi 
rockflsh,  white  bass,  crapple.  fcW* 
jackflsh.  and  other  minor  spec******" 
mitted  by  State  regulations.  H|)*i« 
weight  limitations. 

The  provisions  of  this  ameatf 
cial  regulation  are  effective  to 
ber  31.1962. 

w.  L-Towm 

Acting  Regional  Director, 
of  Sport  Fisheries  and 

IFR.    Doc      62-1962:     Filed,    F»b.    IT, 
8:46  am.) 


Proposed  Rule  Making 


0tm  OF  THE  trea: 

u      |Hl*nial  R«v«nu«  Servic* 


^m 


I  26  CFR   Part  1  1 

TAX;  TAXABLE  YEARS  BE- 
AFTER    DECEMBER    31, 

of  Proposed  Rule  Making 

__  Is  hereby   given,  pursuant  to 
TZ.ini«trmtlve  Procedurt  Act.  »p- 
JT/une  11.  19*6.  that  the  regula- 
gggt  forth  In  tentative  fonn  below 
■ODOted  to  be  prescribed  by  the 
^Smer  of  Internal  Revenue,  with 
^JJJovtil  of  the  Secretary  of  the 
JSj  or  hl8  delegate.    Prior  to  the 
I  aAiptlon  of  such  regulationa.  con- 
HOD  will  be  given  to  any  com- 
^H  or  fuggeationa  pertaining  thereto 
SiW  fubmitted  in  wrlUng.  in  dupli- 
7to  the  Commissioner  of  Internal 
Smw,  AttenUon:    T:P.  Washington 
rSc!;  wltWn  the  period  of  30  dMj* 
Settle  date  of   publicaUon  of  thU 
Si  In  the  Fkdkral  Rigbtkr.    Any 
MHD  lutailtting  written  comments  or 
Sigttons  who  desires  an  opportunity 
rg^Mcnt  orally  at  a  public  hearing 
M  proposed   regulations  should 
bis  request,  in  writing,  to  the 
,„..,jrioner  within  the  30-day  period. 
feMb  a  ease,  a  public  hearing  will 
lllHU.  and  notice  of  the  time,  place. 
■I  Aite  will  be  published  in  a  subae- 
^■t  iaue  of  the  PedbraXi  Riobtsr. 
it»  pranaed  regulations  are  to  be  is- 
■t  m4^  the  authority  contained  in 
B  7805  of  the  Internal  Revenue 
0(  1964  (68A  Stat.  917;  26  TJ3.C. 

(MLl  MORTDiRR  M.  CAPLIN. 

Commisaioner  of 
,  Internal  Revenue. 

b  order  to  conform  the  Income  Tax 

Igglgtlffti,  (26  CFR  Part  1)  relating  to 

!   nttOB  170  of  the  Internal  Revenue  Code 

tf  UM  to  the  Act  of  August  7.  1956 

(hWe  Law  1022,  84th  Cong..  70  Stat. 

i    lUT),  and  to  secUons  10,  11.  and  12  of 

I   ti  Ttahnlcal  Amendments  Act  of  1958 

Itte  Law  85-866,  72  Stat.  160»-1610) . 

IB  order  to  make  certain  clarifsring 

such  regulations  are  amended 


(I)  A  church  or  a  convention  or  associa- 
tion at  churchw, 

(II)  An  educational  organization  referred 
to  in  eectlon  80S(b)(a).  or 

(lU)  A  hospital  referred  to  In  section  503 
(b)(6).  or  to  a  medical  research  organiza- 
tion (referred  to  In  section  503(b)(6))  di- 
rectly engaged  In  the  continuous  active 
conduct  of  medical  reaearch  In  conjiinction 
with  a  haq>ltal.  If  during  the  calendar  year 
In  which'  the  contribution  is  made  such  or- 
ganization Is  committed  to  spend  such  con- 
tributions for  such  research  before  January 
1  of  the  fifth  calendar  year  which  begins 
after  the  date  such  contribution  is  made, 

fhfitii  be  allowed  to  the  extent  that  the  ag- 
gregate of  such  contributions  does  not  ex- 
ceed 10  percent  of  the  taxpayer's  adjusted 
gross  Income  computed  without  regard  to 
any  net  operating  loss  carryback  to  the  tax- 
able year  under  section  173. 

(B)  Oenerol  ttm*«otton.  The  total  deduc- 
tions under  sulMSOtlon  (a)  for  any  taxable 
year  shall  not  exceed  20  percent  of  the  tax- 
payer's adjusted  gross  income  computed 
without  regard  to  any  net  operating  loes 
carryback  to  the  taxable  irsar  under  section 
17a.  For  purposss  of  this  subparagraph,  the 
deduction  under  subsection  (a)  shall  be 
computed  without  regard  to  any  deduction 
allowed  under  subparagraph  (A)  but  shall 
t^lff  Into  account  any  charitable  contri- 
butions to  the  organisations  described  in 
cUuses  (1).  (U),  and  (Ul)  which  are  in 
ejpjji  of  the  amount  allowable  as  a  deduc- 
tion under  subparagraph  (A) . 

(O)  UnlimiUd  deduetion  for  certain  in- 
dtvtdualt.  Ths  limitation  in  subparagraph 
(B)  shall  not  apply  In  the  case  of  an  indi- 
vidual If,  in  the  taxable  year  and  in  8  of  the 
10  preceding  taxable  years,  the  amount  of 
the  charitable  contributions,  plus  the 
amount  of  income  tax  (determined  without 
regard  to  chapter  2,  relating  to  tax  on  self- 
employment  income)  paid  during  such  year 
In  reqtect  at  such  year  or  {receding  taxable 
years,  excseds  90  percent  of  the  taxpayer's 
taxaUe  Income  for  such  year,  computed 
without  regard  to— 
(1)  This  section, 

(U)  Section  161  (allowance  of  deductions 
for  personal  exwmptions) ,  and 

(lU)  Any  net  operating  loss  carryback  to 
the  taxable  year  under  section  173. 


PttAOAra  1.  Section  1.170  Is  amended 
^nviitng  section  170(b)  and  the  his- 
i  note.    As  amended,  1 1.170  reads 


|L17t     Sututory  provisions ;  charilaUct 
ele.,  contributions  and  gifts. 

asc.  no.   ChaHtable.    etc..    contributioru 
mtfUtt^*  *  * 

(t)  I.fs»ttatton»— ( 1 )  Individuals.  In  the 
*■«(  aa  individual  the  deduction  provided 
fc  WJiiBUon  (a)  shall  be  limited  as  pro- 
«M  la  subparagraphs  (A),  (B),  (C),  and 
W. 
(A)  tpsetal  rul«.  Any  charitable  con- 
.    MNtkmto— 


In  lieu  of  the  amount  of  Income  tax  paid 
during  any  such  year,  there  may  be  sub- 
stituted for  that  year  the  amount  of  income 
tax  paid  in  respect  of  such  year,  provided 
that  any  amount  so  included  in  the  year 
In  respect  of  which  payment  was  made  shall 
not  be  Included  in  any  other  year. 

(D)  Denial  of  deduotUm  in  case  of  certain 
tramferi  in  tru$t.  No  deduction  shaU  be 
aUowed  under  thU  section  for  the  value  of 
any  Interest  in  pn^Mrty  transferred  after 
Biarch  B,  1964.  to  a  trust  if— 

(1)  The  grantor  has  a  reversionary  intereet 
In  the  carpus  or  income  of  that  portion  of  the 
trust  with  respect  to  which  a  deduction 
would  (but  for  this  subparagraph)  be  aUow- 
able  under  this  section;  and 

(U)  At  the  time  of  the  transfer  the  value 
of  such  reversionary  Intereet  exceeds  6  per- 
cent of  the  value  of  the  property  constituting 
such  portion  of  the  trust. 

Vor  purpoees  of  this  subparagraph,  a  power 
exercisable  by  the  grantor  or  a  nonadverse 
party  (within  the  meaning  of  section  673 
(b) ) ,  or  both,  to  revest  in  the  grantor  jwop- 
arty  or  inoome  therefrom  shall  be  treated 
as  a  reversionary  Interest. 


(3)  Corporations.  In  the  case  of  a  corpo- 
ration, the  total  deductions  imder  subsection 
(a)  for  any  taxable  year  shall  not  saosed 
6  percent  of  the  taxpayer's  taxable  Inooae 
computed  without  regard  to— 

(A)  This  section, 

(B)  Part  vm  (except  section  att), 

(C)  Any  net  operating  loes  cairybadc  to 
the  taxable  year  under  section  173,  and 

(D)  SecUon  922  (special  deduetloii  for 
Western  Hemisphepe  trade  corporations) . 

Any  contribution  made  by  a  eorporatloa  to 
a  taxable  year  to  which  this  sectkm  applies 
In  excess  of  the  amount  deductible  to  sneh 
year  under  the  foregoing  limltatUm  shiA  bs 
deductible  In  each  of  the  two  sneoeedtog 
taxable  years  In  cnrder  of  time,  but  only  to 
the  extent  of  the  lesser  of  the  two  foOo^rtog 
amounts:  (1)  the  exeees  of  the  mattmiMn 
amount  deductible  for  such  suoce^fUng  taa- 
able  year  under  the  foregoing  limitation  over 
the  contributions  made  to  such  year;  and  (il) 
in  the  case  of  the  first  suoce«llng  taxable 
year  the  amount  of  such  excess  oontrttu- 
tlon.  and  in  the  case  of  the  second  suouMdlTig 
taxable  year  the  portion  of  such  excess 
trlbution  not  deductible  to  the  first 
ceedlng  taxable  year. 

(3)  Speoiol  rvlf  for  corporation*  havmf 
net  operating  lOM  oarryoverM.  In  ^iplytog 
the  second  sentence  of  paragraph  (3)  oC  tkls 
subsection,  the  excess  of — 

(A)  The  contributions  made  by  a  cor- 
poration in  a  taxable  year  to  which  this 
section  appliee,  over 

(B)  The  amount  deductible  to  such  yaar 
under  the  limitation  to  the  first  spatanos  oC 
such  paragraph  (3).  shaU  be  reduced  to 
the  extent  that  such  excess  rsduoes  tazabto 
tocome  (as  c<anputed  for  purposss  of  the 
second  sentence  of  section  173 (b)(9))  and 
Increases  a  net  operatlng.loss  carryover  under 
section  173  to  a  succeeding  tazabU  year. 

(4)  Reduction  for  certain  interett.  If,  to 
connection  with  any  charitable  oontrlbutlaii, 
a  liabUity  is  assiimert  by  the  redpiant  or 
by  any  other  person,  or  if  a  charltabla  con- 
tribution is  of  property  which  is  subject  to  a 
Uabllity,  then,  to  the  extent  necessary  to 
avoid  the  duplication  of  amounts,  the 
amount  taken  into  account  for  purposss  ol 
this  section  as  the  amoimt  of  the  chari- 
table contribution — 

(A)  Shall    be   reduced   for   toterest    (1) 
which  has  been  paid  (or  U^to  be  paid)  by 
the  taxpayer,  (U)  which  is  attributable  to 
the  liability,  and  (Ul)  which  is  attrlbutaUs 
to  any  period  after  the  making  of  the  oon-    " 
trlbution.  and 

(B)  )n  the  case  of  a  bond^  shall  be  fur- 
ther reduced  for  intereet  (1)  which  has  been 
paid  ({»  U  to  be  paid)  by  the  tai^ayar  on 
Indebtedness  tocurred  or  conttoued  to  pur- 
chase or  carry  such  bond,  and  (U)  which  Is 
attributable  to  any  period  before  the  mak- 
ing of  the  contribution. 

The  reduction  pursuant  to  subparaffraph 
(B)  shall  not  exceed  the  toterest  (toifludtog 
toterest  equivalent)  on  the  bond  which  Is 
attributable  to  any  period  before  the  mak- 
tog  of  the  contribution  and  which  is  not  ^ 
(under  the  taxpayer's  method  of  aooount- 
Ing)  tocludible  in  the  groes  tocome  of  the 
taxpayer  for  any  taxable  yeaf .  For  purposes 
of  this  paragraph,  the  term  "bond"  means  ' 
any  bond,  debenture,  note,  or  cer^Aoate  or 
other  evidence  of  todebtednees. 


\ 


[Sec.  170  as  amended  by  sec.  1.  Act  of  Aug.  7. 
1966  (Public  Law  1083.  84th  Oong-TO  Btat. 
1117)    and  sec.   10.  11.  and  12.  Ts^inlcal 

1901 


1902 


PIOPOSED  RULE  MAKING 
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Am«iulm«nta  Act  l»e8  (Public  Law  8&-M4. 
73  Stat.  1000-1610)  ] 

Pai.  a.  Section  1.170-1  U  amended  tagr 

revising  paracnptu  <b)  and  <c)  thereof 
to  read  as  follows: 

I  1.170-1  ChariuUe,  elc.,  contributions 
mmi  gifls;  aUowanee  of  deduction. 
•  •  •  •  • 

(b)  Time  of  making  contribution. 
Ordinarily  a  contribution  Is  made  at  the 
time  delivery  la  effected.  In  the  case  of 
a  cheek,  the  unconditional  delivery  <or 
malllnff)  of  a  cheek  which  subsequently 
clears  In  due  course  will  constitute  an 
effective  contribution  on  the  date  of  de- 
livery (or  malUng).  If  a  taxpayer  un- 
eondltlon*Uy  delivers  (or  malls)  a 
properly  endorsed  stock  certificate  to  a 
charitable  donee  or  the  donee's  agent. 
the  gift  is  completed  on  the  date  of  de- 
livery (or  mailing,  provided  that  such 
oerdflcate  is  received  in  the  ordinary 
coarse  of  the  mails) .  If  the  donor  de- 
livers the  certificate  to  his  bank  or  broker 
as  the  donor's  agent,  or  to  the  issxiing 
corporation  or  its  agent,  for  transfer 
into  the  name  of  the  donee,  the  gift  Is 
completed  on  the  date  the  stock  Is  trans- 
ferred on  the  books  of  the  corporaUon. 

(c)  Contrilmtion     in     property — (1> 
Oeneral  rule*.    If  a  contribution  Is  made 
in    property    other    than    money,    the 
amount  of  the  deduction  is  determined 
by  the  fair  market  value  of  the  property 
at  the  time  of  the  contribution.    The  fair 
market  value  Is  the  price  at  which  the 
property  would  change  hands  between  a 
wllUnf  buyer  and  a  WtUing  seller,  neither 
being  under  any  compulsion  to  buy  or 
sell  and  both  having  reasonable  knowl- 
edge of  relevant  facts.    If  the  contribu- 
tion is  made  in  property  of  a  type  which 
the  taxpayer  sells  in  the  course  of  his 
business,  the  fair  market  value  is  the 
price  which  the  taxpayer  would   have 
received  If  he  had  sold  the  contributed 
property  in  the  lowest  usual  market  in 
which  he  customarily  sells,  at  the  time 
and  place  of  the  contribution  (and  in  the 
case  of  a  contribution  of  goods  in  quan- 
tity. In  the  quantity  contributed).    The 
usual  market  of  a  manufacturer  or  other 
producer  consists  of  the  wholesalers  or 
other  distributors  to  or  through  whom  he 
customarily  sells,  unless  he  sells  only  at 
retail  in  which  event  it  Is  his  retail  cus- 
tomers.   If  a  donor  makes  a  charitable 
c<xitrlbution  of,   for  example,  stock  in 
trade  at  a  time  when  he  could  not  rea- 
sonsUdly  have  been  expected  to  realize  its 
usual  selling  price,  the  value  of  the  gift 
is  not  the  usual  selling  price  but  is  the 
amount  for  which  the  quantity  of  mer- 
chandise contributed  would  have  been 
sold  by  the  donor  at  the  time  of  the  con- 
tribution.   Costs  and  expenses  incurred 
In  the  year  of  contribution  in  producing 
or  acqxiirlng  the  contributed  property  are 
not  deductible  and  are  not  a  part  of  the 
cost  of   goods  sold.     Similarly,   to   the 
extent  that  costs  and  expenses  incurred 
in  a  prior  taxable  year  in  producing  or 
acquiring  the  contributed  property  are 
reflected  in  the  cost  of  goods  sold  in  the 
year  of  contribution,  cost  of  goods  sold 
must  be  reduced  by  such  costs  and  ex- 
penses. .Transfers  of  property  to  an  or- 
ganization described   in  section    170(0 
which  bear  a  direct  relationship  to  the 


taxpayer's  business  and  which  are  made 
with  a  reasonable  expecUtton  of  finan- 
cial return  commensurate  with  the 
amount  of  the  transfer  may  constitute 
allowable  deductions  as  trade  or  business 
expenses  rather  than  as  charitable  con- 
tributions. See  section  182  and  the  regu- 
lations thereunder. 

(2)  Reduction  for  certain  interest. 
(IJ  With  respect  to  charitable  contribu- 
tions made  after  December  31.  1957, 
section  170(b)(4)  requires  that  the 
amount  of  the  charitable  deduction  be 
reduced  for  certain  interest  to  the  extent 
necessary  to  avoid  the  deduction  of  the 
same  «unount  both  as  an  interest  deduc- 
tion under  section  163  and  as  a  deduction 
for  charitable  contributions  under  sec- 
tion 170.  The  reduction  Is  to  be  deter- 
mined in  accordance  with  subdivisions 
(||)  and  (lii)  of  this  subparagraph. 

(11>  With  respect  to  charitable  con- 
tributions made  after  December  31.  1957. 
in  determining  the  amount  to  be  taken 
into  account  as  a  charitable  contribution 
for  purposes  of  section  170.  the  amount 
determined  without  regard  to  section 
170<b»  <4)  or  this  subparagraph  shall  be 
reduced  by  the  amount  of  Interest  which 
has  been  paid  (or  Is  to  be  paid)  by  the 
taxpayer,  which  is  attributable  to  any 
liability  connected  with  the  contribution, 
and  which  Is  attributable  to  any  period 
of  time  after  the  malting  of  the  con- 
tribution. The  deduction  otherwise 
allowable  for  charitable  contributions 
under  section  170  is  required  to  be  re- 
duced pursuant  to  section  170(b)  (4)  only 
if,  in  connection  with  a  charitable  con- 
tribution, a  liability  Is  assumed  by  the 
recipient  of  the  contribution  or  by  any 
other  person,  or  if  the  charitable  con- 
tribution is  of  property  which  Is  subject 
to  a  liability.  Thus,  If  the  contribution 
is  made  In  property  and  the  transfer  is 
conditioned  upon  the  assumption  of  a 
llAblllty  by  the  donee  or  by  some  other 
person,  any  Interest  paid  (or  to  be  paid) 
by  the  taxpayer,  attributable  to  the  lia- 
bility, and  with  respect  to  a  period  after 
the  making  of  the  contribution,  will  serve 
to  reduce  the  amount  that  may  be  taken 
into  account  as  a  charitable  contribu- 
tion for  purposes  of  section  170.  The 
adjustment  referred  to  in  this  subdivi- 
sion must  also  be  made  where  the  con- 
tributed property  is  subject  to  a  liability 
and  the  value  of  the  property  reflects  the 
payment  by  the  dOnor  of  Interest  with 
respect  to  a  period  of  time  after  the 
making  of  the  contribution. 

(iii>  If.  in  connection  with  the  chari- 
table contribution,  after  December  31. 
1957.  of  a  bond,  a  liability  is  assumed  by 
the  recipient  or  by  any  other  person,  or 
if  the  bond  Is  subject  to  a  liability,  then, 
in  determining  the  amount  to  be  taken 
into  account  as  a  charitable  contribution 
under  section  170.  the  amount  deter- 
mined without  regard  to  section  170(b) 
(4)  or  this  subparagraph  shall,  without 
regard  to  whether  any  reduction  may  be 
required  by  subdivision  iii»  of  this  sub- 
paragraph, al.so  be  reduced  for  interest 
which  has  been  paid  (or  is  to  Ix-  paid)  by 
the  taxpayer  on  indebtedness  incurred 
or  continued  to  purchase  or  carry  such 
bond,  and  which  is  attributable  to  any 
period  boforo  the  making  of  the  con- 
tribution.    However,  the  reduction  re- 


f erred   to  in   this  subdivlslaB  A^J^'* 
made  only  to  the  extent  thal|S?l 
ductlon  does  not  exceed  the  iBlMr'  ^ 
eluding  bond  discount  and  oCh«| 
equivalent)  receivable  on  the 
attributable    to   any   period 
making  of  the  contribution ' 
by  reason  of  the  taxpayvr^i 
accounting.  Includible  In  tho 
gross  income  for  any  taxabls  ^ 
purposes  of  section  rrO(b)(|)^ 
sulxlivlslon  the  term  "bond" 
txjnd.  debenture,  note,  or 
other  evidence  of  indebtednsM. 
livi   The  provisions  of  this 
graph  may  be  Illustrated  by  thtj 
ing  examples: 

Example   I      A,   an   IndlvMoil 
ciuh  receipts  and  dlsbunantHiti 
accounting,  on  January  1,  IMO, 
to  a  chariuble  organtxaUon  raal  ___^_ 
Ing  a  fair  market  value  of  SIOJMM.    k 
nectton  with  the  contribution  ** — "^-^ 
organization    aaaumed    an    t 
SS.CXX)  which  A  had  incurred.    A 
two  yean'  Interest  on  that 
1000  and  1061)   amounUng  tp 
taken  an  Interest  deduction  a( 
amount.      The    amount   at  tl 
mined  without  regard  to  this    _^ 
is  92 .060    1 110.000  less  94,000.  ths 
tng  Indebtedness,  pltis  SMO,  thS 
prepaid      Interest).      In     ds' 

amount  of  ths  deduction  tor 

trlbutlons.    the    value   of   ttaa  gill  {[ 
must  be  reduced  by  |M0  to  -""*-■* 
the    computation    of    such 
portion  thereof  for  which  A  has 

an  Interest  deduction.  ' 

Example  (2).  On  January  1,  Mlt Vli 
Individual  using  the  cash  rweip«|«||||^ 
bursements  method  of  aeeotaMi^  g|^ 
chas^  for  Se.OOO  a  6^  jiiiul  wHi 
20-year  M  Corporation  bond,  the  '" 
which  was  payable  semlannai" 
30  and  December  81.  Tha  M 
had  Issued  the  bond  on  January  1* 
a  discount  of  9720  from  the  prlne^SI 
On  December  1.  19«0.  B  danlrt  1 
to  a  charitable  organization,  aat, 
nectlon  with  the  contribution.  ttS 
ble  organization  aaaumed  an 
of  $7,000  which  B  had  Incxirred  to 
and  carry  the  bond.  During  the 
year  1060  B  paid  accrued  Intansl  Sl|M 
on  the  Indebtedness  for  the  p«Ml  &■ 
January  1  to  December  1,  I9M.  WA  !■ 
taken  an  Interest  deduction  of 
amount.  No  portion  of  ths  boBf 
of  $36  a  year  ( •720  divided  by  tt 

been    Included    In    B's   Inooma,  l       

9550  of  annual  Interest  reoalvaMe  SB  % 
bond,  he  Included  In  Income  only  IJS^Ml 
30  payment  of  »275.  The  nuotl*  uMltf^ 
the  bond  on  the  date  of  the 
was  99,902.  Such  value  rellaeti  a 
tlonate  part  of  the  original 
(99.280  plus  9393.  or  $9,673)  and  <t 
receivable  of  $229  which  had 
July  1  to  December  1.  i960. 
of  the  charitable  contribution 
without  regard  to  this  sul 
92.902  (99.902.  the  value  of  the 
the  date  of  gift,  leas  97.000.  the 
the  liability  assumed  by  the  ch 
g.inlzatlon) .  In  determining  tha  _  _^ 
the  allowable  deduction  for  charltSBit  JJ 
trlbutlons.  the  value  of  the  gift  (W^ 
must  be  reduced  to  eliminate  fW  ^^  » 
ductlon  that  pwrtlon  theraof  for  ^^y 
has  been  allowed  an  Interest  d  imSiM  * 
though  the  amount  of  such 
ductlon  was  9330.  the  reductlois 
by  this  subparagraph  Is  limited  to  H 
the  reduction  Is  not  in  Mceas  of  ****^^  ^ 
of  Interest  income  on  the  >W^  ^^  3 
accrued  Interest  plus  933.  tha  a»i«|aW 
lK>nd  discount  attributable  to 
month  period  B  held  the  bond) 
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m.  maOOD.  1.17&-1  18  amended  by 

^*  ^^  -»gr»ph  (I)  of  paragrapii 

T^wmmad  •ubparAgrapht  (1)  and 

fcJfSETph  (b).  and  by  rertolng 

■■rny  <l^   •**<*  «ubdlvl«lon«  (1) 

SRTfubparagnph  (2)  of  para- 

f^7  Af  amended.  1 1.170-2  read* 

Oiaritable  deductions  by  Ib« 
I  limluUoiu. 


^•a  M  0meral.     (1)   A  deduction  U 
- 1  to  an  mdlvldual  under  seeUon 
for  chariUble  contrlbuUona  ac- 
ild  during  the  taxable  year,  re- 
■  of  when  pledged  and  regardlen 
-^^itr*  of  accounting  employed 
^ijrer  in  keeping  hU  books  and 
AeontrlbuUon  to  an  organln- 
)ad  in  secUon  170(c)  U  deduc- 
__  though  some  portion  of  the 
of  the  organization  may  be  used 
oountrle*  for  charlUble  or 
^HBM  purposes.   The  deduction  by 
^SaSomI  for  charitable  contribu- 
«4«r  section  170  Is  limited  gen- 
lolO  percent  of  the  taxpayer's 
fnoM  Income  (computed  without 
■  to  tny  net  operating  loss  carry- 
to  the  taxable  year  under  section 
^    «  a  husband  and  wife  make  a 
iithim.  the  deducUon  for  contribu- 
li  the  aggregate  of  the  contribu- 
lide  by  the  spouses,  and  the  liml- 
to  section  170(b)  Is  based  on  the 
i  adjusted  gross  Income  of  the 
Hfc   The  20 -percent  limitation  ap- 
t9  MDOunts  contributed  during  the 
li  year  "to  or  for   the  use  or* 
lidplents  described  In  section  170 
ZTfiM  limltaXlon  is  computed  without 
Siil  to  eontrlbuUons  qualifying  for  the 
S^Bal   10-percent   deduction.     For 
SSir  of  the  application  of  the  10 
STpenent  limitation,  see  paragraph 
#<|)  of  this  section.    For  special  rules 
■Imfey  amount  of  certain  charitable 
^Iplkms.    see    paragraph    (c)  (2)    of 


f  raOiRAL  tSOISTER 

TO  qualify  for  tlw  additional  lO-percent 
dfldTiottwi  ttw  oontrlbutloa  must  be  made 
"to",  aad  not  meraly  "for  the  use  of,  one 
of  ttao  ^MfftM****  organliations.    A  oon- 
tribotton  made  to  a  trust,  community 
etaMt,  or  ottwr  organliation  referred  to 
in  aeetton  170<c) .  which  in  turn  makes 
the  eontxibution  available  to  a  church, 
■ebool  hospital,  or  medical  research  or- 
y,nj«fi'^i/m,  wlU  not  qualify  under  the  10- 
pexoent   limitation   unless   such    trust, 
oommunity  otaatt.  or  other  organization 
acto  merely  aa  an  agent  of  the  taxpayer 
in  deliTorlnff  tlw  contribution.  The  com- 
putation of  this  additional  deduction  Is 
not  necossary  unless  the  totol  contrlbu- 
tKms  paid  during  the  taxable  year  are 
in  exoeos  of  the  foneral  20-percent  11m- 
itatioD.    Where  the  total  contributions 
exceed  the  ao>pereent  limitation,   the 
taxpayo:    should    first    ascertain    the 
amount  of  charitable  contributions  sub- 
ject to  the  lO-peroent  limitation,  and 
any  excess  over  the  10-percent  limita- 
tion should  then  be  added  to  all  other 
contributions  and  limited  by  the  20-per- 
cent limitation. 


lb)  Aiditional  10  percent  deduction — 
(U  IS  general.    In  addition  to  the  de- 
whlch  may  be  allowed  for  con- 
,->  subject  to  the  general  20-per- 
ttaitotion,  an  individual  may  deduct 
itaUe   contributions    made    during 
in  tsiable  year  to  the  organisations 
^0mi  in  secUon  170(b)  (1)  (A)  to  the 
iltotthat  such  contributions  In  the  ag- 
ppte  do  not  exceed  10  percent  of  his 
livM  gross  income  (computed  wlth- 
«i  ngard  to  any   net  operating  loss 
9had(  to  the  taxable  year  under  sec- 
iin) .  The  additional  10-percent  de- 
may  be  allowed  with  respect  to 
Hrfintlons  to- 
ll) A  church  or  a  convention  or  asso- 
Mte  of  churches, 

(M)  An  educational  organization  re- 

1  to  In  section  503(b)  (2)  and  de- 

In  subparagraph  (3)  of  this  para- 


(«)  A  hospital  defined  in  sutvara- 
inpb  (4)  (1)  of  this  paragraph,  and 

(Ir)  Subject  to  certain  conditions  and 
JhlHttoni  set  forth  in  subparagraph 
«K11)  of  this  paragraph,  and  for  tax- 
rilB  years  beginning  after  December  31. 
Ml.  a  medical  research  organization 
xAned  to  In  section  503(b)  (5). 


(4)  Hoepttal  and  medical  research  or- 
ganitation—ii)     HospifoZ.      The    term 
"hospital",  as  used  in  section  170(b) 
(1)  (A) .  means  an  organisation  the  prin- 
cipal purposes  or  f  unoMons  of  which  are 
the  providing  of  hospital  or  medical  care. 
The  term  Includes  Federal  and  State 
hospitals  otherwise  coming  within  the 
definition  but  does  not  Include  medical 
education  organizations,  or  medical  re- 
iearoh  organintlons.  See,  however,  sub- 
division (il)  of  this  subparagraph,  relat- 
ing to  contritautions  to  certain  medical 
research  organliations  for  taxable  years 
beginning  after  December  31,  1955.    A 
rehabilitation   institution   or    an   out- 
patient clinic  may  qualify  as  a  hospital 
if  ita  principal  purposes  or  functions  are 
the  pnnrlding  of  hospital  or  medical  care. 
The  term  "hospital"  does  not  Include 
convalescent  homes  or  homes  for  chil- 
dren or  the  aged,  nor  does  the  term  In- 
clude institutions  whose  principal  pur- 
poses or  functions  are  to  train  handl- 
ci^iped    Individuals    to    pursue    some' 
vocation. 

(11)  Certain  medical  research  organ- 
ization*,   (o)  For  ta^ble  years  begin- 
ning after  December  31.  1955,  certain 
charitable  contributions  made  to  certain 
medical  research  organizations  may  be 
taken  taito  account  In  computing  the 
additional  10-percent  limitation.    To  l^ 
so  taken  Into  account  the  charitable  con- 
tribution must  be  made  to  a  medical  re- 
search organisation  that  Is  directly  en- 
gaged in  the  continuous  active  conduct  of 
medical  research  In  conjunction  with  a 
hov>ital  (as  defined  In  subdivision  (1) 
of  this  subparagraph) .  and,  during  the 
calfnd*r  year  in  which  the  contribution 
Is  made,  the  organization  must  be  com- 
mitted to  spend  the  contribution  for  such 
active  conduct  of  medical  research  before 
January  1  of  the  fifth  calendar  year  be- 
ginning after  the  date  the  contribution 

Is  made. 

(b)  As  used  in  section  170(b)  (1)  (A) 
and  this  subparagn4>h.  the  term  "medi- 
cal research  organization"  means  an  or- 
ganisation the  prlnclpsl  purpose  or  t\mc- 
tion  of  which  is  to  engage  In  medical 


research.  Medical  tesearch  may  be  de- 
fined as  the  conduct  of  Investlgatians, 
experimenta,  and  studies  to  disoover,  de- 
velop, or  verify  knowledge  retotingto  tbe 
causes,  diagnosis,  treatment,  preventloii. 
or  control  of  physical  or  mental  diseases 
and  Impalrmento  of  man.  TO  qoaltty 
as  a  medical  research  organintion,  the 
organization  must  have  the  appropriate 
equipment  and  professional  pencnnel 
necessary  to  carry  out  its  principal  func- 
tion. 

(c)  The   organization   must,   at  tlie 
time  of  the  contribution,  be  directly 
engaged  in  the  continuous  active  condwet 
of  medical  researd'  in  conjimctioa^wiili 
a  hospital  described  in  subdiviston  a> 
of  this  subiAragraph.   The  organtatifla 
need  ihot  be  formally  afflHat^  with  a  < 
hospital  to  be  considered  ez|gaged  In  the 
active  conduct  qf  medical  reeeareh  in 
conjunction  with  a  hospital,  but  it  must 
be  physically  connected,  or  closely  as- 
sociated, with  a  hospital.    In  any  ease. 
there  must  be  a  Joint  effort  on  the  part 
of  the  research  organisation  and  the 
hospital  pursuant  to  an  understanding  • 
^'that  the  two  organizations  shall  main- 
XiiXfi  continuing  close  cooperation  in  the 
active  conduct  of  medical  research.  For 
example,  the  necessary  Joint  eflortwUl 
normally  be  found  to  exist  if  the  activi- 
ties of  the  medical  research  organisation 
are  carried  on  in  space  located  within  or 
adjacent  to  a  hospital  provided  that  tte 
organization  is  permitted  to  utiUie  the 
facilities    (Including    equipment,    case 
studies,  etc.)  of  the  hospital  <m  »  oon^ 
tlnulng  basis  in  the  active  conduct  oC 
medical  research.  A  medical  reeeareh  or- 
ganization which  is  doeely  associated,  in 
the  manner  described  above,  with  a  par- 
ticular hospital  or  particular  hospitals.  , 
may  be  considered  to  be  pursuing  te- 
aearch  in  conjunction  with  a  hofirttal  if 
the  necessary  Joint  effort  is  supported  by 
substantial  evldttice  of  the  dose  coopera- 
tion of  the  monbers  of  the  research  or- 
ganization and  the  staff  of  the  particular 
hospital  or  hoqDltals.  The  active  partici- 
pation In  medical  research  by  the  staff  of 
the  particular  hospital  or  hospitals  Will 
be  considered  as  evidence  of  the  requisite 
Joint  effort.    If  the  organization's  prim- 
ary purpose  Is  to  disburse  funds  to  other 
organizations  for  the  conduct  of  research 
by  them,  or,  if  the  organization's  primary 
purpose  Is  to  extend  research  granto  or 
scholarships  to  others.  It  Is  not  directly 
engaged  In  the  active  conduct  of  medical 
research,  and  contributions  to  such  an 
organization  may  not  be  taken  into  ac- 
count for  purposes  of  the  addlticmal  10- 
percent  limitation. 

(d)  A  charitable  contribution  to  a  med- 
ical research  organization  may  be  taken 
Into  accoimt  In  computing  the  additional 
10-percent  limitation  only  If  the  organi- 
zation Is  committed  to  spend  such  con- 
tribution for  medical  research  in  con- 
junction with  a  hospital  cm  or  before  the 
first  day  of  the  fifth  caj^dar  year  which 
begins  after  the  date  the  contribution  to 
made.    The  organization's  c(»nmttment 
that  the  contribution  wlU  be  spent  within 
the  prescribed  time  only  for  the  pre- 
scribed purposes  must  be  legally  enforce- 
able.   A  promise  In  writing  to  the  donor 
In  consideration  of  his  making  a  contri- 
bution that  such  citatributlon  will  be  so 
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mi 

■pent  wlOtfn  the  preaeribed  time  will 
wwtltutTt  A  oonunitment.  The  expendl- 
tai«  at  eontrllnitlons  reoelved  for  pUnt. 
fftcUtkiM,  or  tttatpanmt,  used  solely  for 
HMHnrt>i  research  purposes  shall  onU- 
xuullr  be  eoDsldered  to  be  an  expenditure 
for  medical  research  for  purposes  of  sec- 
tion 170(b)  and  this  section.  If  a  oon- 
tribotlon  is  made  In  other  than  money. 
It  shall  be  conskiered  spent  for  medical 
research  tf  the  funds  from  the  proceeds 
of  a  disposition  thereof  are  spent  by  the 
organlzatkm  within  the  flye-year  period 
for  medical  research:  or.  if  such  prop- 
erty Is  of  such  a  Und  that  it  is  used  on 
a  oqnt*"^T<"g  basis  directly  in  connection 
with  such  research,  it  shall  be  consid- 
ered spent  for  medical  research  in  the 
year  In  which  It  is  first  so  used. 
•  •  •  •  • 

(c)  UnUmtted  deduction  for  individ- 
iuiZs«-(l)  In  general.    (1)  The  deduction 
for  charitable  contributions  made  by  an 
indlyldual  Is  not  subject  to  the  10-  and 
20-percent  limitations  of  section  170(b) 
If  in  the  taxable  year  and  each  of  8  of  the 
10  preceding  taxable  years  the  sum  of 
his  charitable  contributions  paid  during 
the  year,  plus  his  payments  during  the 
year  on  account  of  Federal  income  taxes. 
Is  more  than  90  percent  of  his  taxable 
Income  for  the  year  (or  net  income,  in 
years  governed  by  the  Internal  Revenue 
Code  of  1939).    In  determining  the  ap- 
plicability  of   the   10-    and   20-percent 
limitations  of  section  170(b)  for  taxable 
years  beginning  after  December  31.  1957, 
there  may  be  substituted,  in  lieu  of  the 
amount  of  income  tax  paid  during  any 
year,  the  amount  of  income  tax  paid  in 
respect  of  such  year,  provided  that  any 
amoxmt  so  Included  for  the  year  in  re- 
spect of  which  payment  was  made  shall 
not  be  included  for  any  other  year.    For 
the  purpose  of  the  first  sentence  of  this 
I>aragraph,   taxable   income   under    the 
1954  Code  is  determined  without  regard 
to  the  deductions  for  charitable  con- 
tributions imder  section  170.  for  personal 
exemptions  under  section  151,  or  for  a 
iy»t  operating  loss  carryback  under  sec- 
tion 172.     On  the  other  hand,  for  this 
purpose  net  income  under  the  1939  Code 
is  computed  without  the  benefit  only  of 
the  deduction  for  charitable  contribu- 
tions.    See  section  120  of  the  Internal 
Revenue  Code  of  1939.    The  term  "in- 
come tax"  as  used  in  section  170(b)  (1) 
(C)   means  only  Federal  income  taxes. 
and  does  not  include  the  taxes  imposed 
on    self-employment    income,    on    em- 
ployees   under    the    Federal    Insurance 
Contributions  Act    (chaoter   21    of   the 
Code)  or  on  railroad  employees  and  their 
representatives  under  the  Railroad  Re- 
tirem^t  Tax  Act    (chapter   22   of   the 
Code)  by  chapters  2.  21,  and  22.  respec- 
tively, or  corresponding  provisions  of  the 
Internal   Revenue   Code   of    1939.      For 
purposes  of  section   170(b)  (ixC)    and 
this  paragraph,  the  amount  of  income 
tax  paid  during  'a  taxable  year  shall  be 
determined  (except  as  provided  in  sub- 
division  (U)    of  this  subparagraph)    by 
including  all  payments  made  by  the  tax- 
payer during  such  taxable  year  on  ac- 
count   of    his    Federal    income    taxes 
(whether  for  the  taxable  year  or  for  pre- 
ceding taxable  years).    Such  payments 
would  include  any  amount  paid  during 


PROPOSED  RULE  MAKING 

the  taxable  year  as  estimated  (ax  for 
that  year,  payment  of  the  final  install- 
ment of  estimated  tax  for  the  preceding 
taxable  year,  final  payment  for  the  pre- 
ceding taxable  year,  and  any  payment 
of  a  deficiency  for  an  earlier  taxable 
year,  to  the  extent  that  such  payments 
do  not  exceed  the  tax  for  the  taxable 
year  for  which  payment  Is  made.  Any 
payment  of  income  tax  with  respect  to 
which  the  taxpayer  receives  a  refund  or 
credit  shall  be  reduced  by  the  amount  of 
such  refund  or  credit.  Any  such  refund 
or  credit  shall  be  applied  af^alnst  the 
most  recent  pasmaents  for  the  taxable 
year  in  respect  of  which  the  refund  or 
credit  arose. 

<ii)  For  any  taxable  year  beginning 
after  December  31.  1957.  the  applicabil- 
ity of  the  10-  and  20-percent  limitations 
of  section  170<b)  may  be  determined 
either  with  reference  to  the  income  tax 
paid  during  the  year  or  any  prior  year, 
or  with  reference  to  the  Income  tax  paid 
in  respect  of  any  such  year  or  prior  years. 
The  90-percent  test  of  section  170(b) 
(1)(C)  may  be  applied  for  the  taxable 
year,  or  for  any  one  or  more  of  the  pre- 
ceding 10  taxable  years,  by  taking  into 
account  the  income  taxes  paid  in  respect 
of  that  year  or  years,  and  for  the  balance 
of  the  10  years  by  taking  into  account 
the  income  tax  payments  made  during 
those  years.  Thus,  a  taxable  year  which 
qualifies  under  either  of  the  two  per- 
missible methods  shall  be  considered  as 
a  qualifying  year  irrespective  of  whether 
the  taxable  year  begins  before  or  after 
December  31.  1957.  However,  a  particu- 
lar income  tax  payment  may  only  be 
taken  into  account  once,  either  with  re- 
spect to  the  year  of  liability  or  for  the 
year  of  payment. 

^<2)  Joint  returns— (I)  Joint  return  for 
current  taxable  year.  If  a  husband  and 
wife  make  a  joint  return  for  any  taxable 
year,  their  deduction  for  charitable  con- 
tributions is  not  subject  to  the  10-  and 
20-percent  limitations  of  section  170(b). 
if.  under  the  rules  of  subparagraph  (1) 
of  this  paragraph,  in  the  taxable  year 
and  in  each  of  8  of  the  10  preceding 
taxable  years  (regardless  of  whether 
separate  or  joint  returns  were  filed ) .  the 
aggregate  charitable  contributions  of 
both  spouses  paid  during  the  year,  plus 
their  aggregate  payments  during  the 
year  on  account  of  Federal  Income  taxes 
(or.  If  the  taxable  year  begins  after  De- 
cember 31.  1957.  the  aggregate  tax  paid 
in  respect  of  such  taxable  year  or  any 
preceding  taxable  year)  exceed  90  per- 
cent of  their  aggregate  taxable  Incomes 
for  the  year. 

(ii)  Separate  return  by  spouse  or  by 
unremarried  uidow  or  icidower.  If  a 
spouse,  or  the  unremarried  widow  or 
widower  of  a  deceased  spouse,  makes  a 
separate  return  for  any  taxable  year,  his 
deduction  for  charitable  contributions  Is 
not  subject  to  tlie  10-  and  20-percent 
limitations  of  section  170(b).  if.  vmder 
the  rules  of  subparagraph  <  1  >  of  this 
paragraph.  In  the  taxable  year  and  each 
of  8  of  the  10  preceding  taxable  years — 

(a>  For  which  the  taxpayer  filed  a 
joint  return  with  his  spouse,  either  their 
aggregate  charitable  contributions  and 
payments  of  Federal  income  taxes  made 
during  the  taxable  year  «or  if  the  taxable 
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year  bedns  after 
made  in  respect  of 
or  any  preceding  taxaMe 
I)ercent  of  their 
come  for  that  year,  or 
separate   charitable 

payments  of  Federal       

locable  to  his  separate  inoont. 
during  the  taxable  year  (or  It 
able    year    begins   after  ~ 
1957.  made  in  respect  of 
year  or  any  preceding 
ceeds  90  percent  of  his 
Income  for  that  year,  and 

I  b )  For  which  the  taxpaivr  fW 
file  a  joint  return  with  his  i 
gregate  of  his  charitable 
and  payments  of  Federal 
made  during  the  taxable  . 
taxable  year  begins  after 
1957,  the  payments  of  inoom* 
In  respect  of  such  taxable 
preceding  taxable  year) 
cent  of  his  taxable  income  fbr 

For  the  purpose  of  the  preeadkii  'iM' 
tence,  the  word  "spouse"  doat  allli^' 
elude  a  spouse  from  whom  tha  *  " 
has  been  divorced. 

•  •  •  • 

Par.  4.  SecUon  1.170-3  U 
revising  paragraph  (a),  and  ,_ 
(c>   of  §  1.170-3  is  amended  kf 
subparagraphs  (3)  and  (4) 
amended.  {  1.170-3  reads  as 

§1.1 70-3      Contribation*  or  gifli  If  a» 
porations. 

(a»   In  general.    The  di 
corporation    In    any    taxab|« 
charitable  contribution|.  •• 
section  170(c),  is  limited  to  • 
of  Its  taxable  income  for  the  jm 
puted  without  regard  to: 

<  1 )   The  deduction  for 
tributions, 

(2)  The  speclsd  deductlooa f( 
rations  allowed  under  part  Vm 
section   248),  subchapter  B, 
of  the  Code,  ' 

(3)  Any  net  operating  lOH        

to  the  taxable  year  under  aeeUai  tU^ 
and 

(4>   The  special  deduction  fat 
ern  Hemisphere  trade  co: 
der  section  922. 


^         -. 
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A   contribution  by  a 
trust,  chest,  fund,  or  foundattoo 
Ized   and   operated   exclustwlF 
llglous,  charitable,  scientific.  " ' 
educational  purposes  or  for  tte 
tion  of  cruelty  to  children  or 
deductible  only  if  the  con 
be  used  In  the  UrUted  SUtes  or 
se.sslons  for  those  purposes. 
170(cm2».    For  the  purpoaes  Of 
170.  amounts  excluded  fromtha 
come  of  a  corporation  under 
(relating  to  sports  programs 
for  the  American  National 
are  not  to  be  considered  con — -  _^  ,^  ■» 
certain  charitable,  etc.,  dediteUM**  ; 
paragraphs     (c>(2).     (e)     and    <»  • 
§  1.170-1.  ^ 

•  •  •  .  • 

( c  >    Charitable  contribution^ 
of  corporations.   •    •    •  - 

1 3  >  A  corporation  having  a  ai» 
atlng  loss  carryover  (or  canyofWt) 
apply  the  special  rule  of 


A  corpora 

fB  the  ealendi 

oontrlbut 

|Mr  1»«0. 

tfeinjOOO  (compu 
Ml  operating  lost 
to  •Doordance  n 
nfard  to  anj 
Ibutlons) . 
llUlpKaUng  lo«  c 
flML  IB  the  absenc 
H^irtBStloa  the  CO 
'  Ml  a  deduct: 
o(  M.OOO  ( 
application 
(km  the  cor 
for  charlta 
iBiiatcBUUve  c 
«pMr  if  •10,000. 
Mfti  Iks  net  open 
SMm  eorporatlon 
tor  Ita  prior  t 
jn(b)(a)  by 
oontrlbutl 
■M  operating  1 
•76,000 
In  a 
<»)).  there  r 
carryo' 
of  the  nc 
110,000  from  1 
ftr  IMO  to 
Of  charitable 
aMuctlble  ui 
IB  detennlr 
sbantable 
frtti  tHSble  yeai 
be  r© 
(KOOO)  whl 
iBOome  for 
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/be  the  Bccc 

))(»)  and  whl( 

net  oper 

to  $4 


9m.  5.  Paragrap 
1  to  read  i 
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n^iparagraph  before  com- 
H'  gubp»rftgraph  (1)  of  this 
.  ibe  eharitoble  eontrlbuUona 
\mg  any  taxable  year  subject  to 
Revenue  Code  of  1954.    In 
the  amount  of  charitable 
that  may  be  deducted  In 
^^nble  years  succeeding  the 
to  eontrlbutlon.  the  excess  of 
^BBS  made  by  a  corporation  In 
^|«ontributlon  over  the  amount 
I  In  such  year  must  be  re- 
M|e  amount  by  which  such  ex- 
MM  iaxable  Income  (for  pur- 
jutermlning  the  net  operating 
ru  under  the  second  sentence 
172(b)(2))    and  Increases  a 
loss  carryover  to  a  succeed- 
year.    Thus.  If  the  excess  of 
jttons  made  In  a  taxable  year 
amount    deductible    In    the 
.  is  utilised  to  reduce  tax- 
for  such  year  for  purposes 
^,..nf  the  net  operating  loss  de- 
for  such  year,  thereby  serving 
a  the  amount  of  the  net  oper- 
earryover  to  a  succeeding  year 
no   charitable   contributions 
^  will  be  allowed.     If  only  a 
pel  the  excess  charitable  contribu- 
b  as  used,  the  charitabie  contri- 
earryover  will  be  reduced  only 

Ite  application  of  the   rule  of 
kph  (3)  of  this  paragraph  may 
by  the  following  example: 


FEDiKAL  REGtSTER 


§  i.6n<fc)-i 


payable  to  chari- 


(a)  Pursuant  to  section  673(b)  a 
grantor  It  not  treated  as  an  owner  of 
any  portion  of  a  trust  under  section  673, 
even  thoogh  he  hM  a  reversionary  inter- 
eat  which  will  tite  effect  within  10  years, 
to  the  extent  that,  under  the  terms  of  the 
trust,  the  income  of  the  portion  Is  irre- 
vocably payaMe  for  a  period  of  at  least  2 
years  (eommeneing  with  the  date  of  the 
transfer)  to  a  designated  beneficiary  of 
the  type  described  in  section  170(b)  (1) 
(A). 

Pax.  6.  Paragraph  (c)  of  S  1.681(a) -2 
is  revised  to  read  as  follows: 

§  1.681  (a)-2  LimiUtion  on  charitable 
eontributioiM  deduction  of  trusts 
with  trade  or  buainesft  income. 

(c)  Examples.  (1)  "Hie  application  of 
this  section  may  be  illustrated  by  the 
following  examples,  in  which  it  is  as- 
sumed that  the  Y  charity  is  not  a  chari- 
table organisation  qualifying  under  sec- 
tion 170(b)(1)(A)  (see  subparagraph 
(2)  of  this  paragraph) : 

•  •  •  •  • 

(2)  If.  in  the  examples  in  subpara- 
graph (1)  of  this  paragraph,  the  Y 
charity  were  a  charitable  organization 
qualifying  imder  section  170(b)(1)(A), 
then  the  deduction  allowable  under  sec- 
tion 512(b)  (11)  would  be  computed  at 
a  rate  of  30  percent. 


the  trust  (e<»nputed  without  any  cihati- 
teble  deduction),  except  ttwt  an  addi- 
tibnal  deduction  of  up  to  10  percept  oC 
suob  taxable  income  is  allowed  tor 
amounts  actually  paid  to  organlaattooi 
qualifying  under  section  170(t)(l)(A). 

Pah!  9.  Paragraph  (b)  of  1 1.702-1  ia 
revised  to  read  as  follows : 
§  1.702-1    Income  and  credita  of  partner. 

(b)  Character  of  iUm»  coMtttuUng 
distributive  share.     The   charaetK  to 
the  hands  of  a  partner  of  any  item  of 
income,  gain,  loss,  deduction,  or  credit 
described  In  section  702  (a>  (1)  throu»n 
(8)  shall  be  determined  as  if  such  Item 
were  realized  directly  from  the  source 
from  which  realised  by  the  partnecAiip 
or  incurred  in  the  same  manner  as  to- 
curred  by  the  partnership.   For  example, 
a  partner's  dlstributhre  share  of  gain 
from  the  sale  of  depredaWe  proper^ 
used  in  the  trade  or  busineBSof  the  part- 
nership shall  be  considered  as  gain  ftom 
the  sale  of  such  depreciable  property  in 
the  hands  of  the  partner.    Similarly,  a 
partner's  distributive  share  of  partn«-- 
ship  "hobby  losses"  (section  270)  or  his 
distributive  share  of  partnership  chari- 
table   contributions    to    organisations 
qualifying  under  section  170(b)(1)(A) 
retains  such  character  in  the  hands  of 
the  partner. 


-..  A  corporation  which  reports  Ita 
Mi'tiM  calendar  year  method  makea 
eontrlbutlon  oX  •  10,000  during 
^^H  fear  1»80.  Ita  taxable  Income  lor 
IfeinjOOO  (computed  without  regard  to 
t^^Mtaratlng  loss  deduction  and  com- 
3lte  •wordance  with  section  170(b)  (3) 
-^^l^iafud  to  any  deduction  for  charl- 
g^  aBklbutlona) .  The  corporation  baa 
TZkmm*\\m  lose  carryover  from  1989  of 
SlIb  the  absence  of  the  net  operating 
S||iB8tioa  the  corporation  would  have 
.S|^0Md  K  deduction  for  charitable  con- 
.  IM^  of  S4.000   ( 5  percent  of  $80.000) . 

Stta  appUcaUon  of  the  net  operating 
llSaBtlon  the  corporation  la  allowed  no 
daMoa  tat  charitable  contrttontloni.  and 
ItotoatcBtaUve  charitable  eontrlbutlon 
Mpv  if  110.000.  For  purpoeea  of  detef- 
^flm  Ike  net  operating  loss  earryover  to 
SiMm  eorporaUon  computes  ita  taxable 
lor  its  prior  taxable  year  1980  imder 
JW(b)(a)  by  deducting  the  $4,000 
eontrlbutlon.  Thua,  after  the 
operating  loss  carryover  la  applied 
•  $76,000  of  taxable  Income  for 
In  accordance  with  section 
1)),  there  remains  a  $4,000  net 
■B  carryover  to  1961.  Since  the 
j_„  of  the  net  operating  losa  carry- 
fi«C|iOjOOO  from  1959  reduces  the  taxable 
MM  fbr  1960  to  zero,  no  part  of  the 
HIM  Of  charitable  contributions  in  that 

HMuctlble  under  section  170(b)  (3). 
la  determining  the  amount  of  the 
ebarlteble  contributions  carryover 
^9m  taable  years  1961  and  1962,  the 
Am  ■««  be  reduced  by  the  portloa 
tatf  (14,000)  which  was  used  to  reduce 
HMH  iBflome  for  1960   (as  computed  for 

BmlK  the  second  sentence  of  section 
)(!))  and  which  thereby  served  to  In- 
net  operating  loes  carryover  to 
to  $4,000. 


lis.  6.  Paragraph  (a)  of  {  1.673(b)-l 
"to  read  as  follows: 


Par.  7.  Subparagraph  (1)  of  para- 
graph (a)  of  S  1.681  (b)-l  is  revised  to 
read  as  follows : 

§  1.681  (b>-l  Limitation  on  charitable 
contributiona  deduction  of  trusts  en- 
gaged in  prohibited  transactions. 

(a)  In  general.     (1)   If  a  trust  has 
engaged  in  a  "prohibited  transaction." 
the  charitable  contributions  deduction 
whl«h  would  otherwise  be  allowable  to 
the  trust  under  section  642(c)  is  limited 
by  section  681(b)  (1)  to  20  percent  of  the 
taxable  Income  of  the  trust  (computed 
without  any  charitable  contributions  de- 
duction),   except    that    an    additional 
deduction  of  up  to  10  percent  of  such 
taxable  income  is  allowed  for  amounts 
actually  paid  to  organisations  qualifying 
under  section  170(b)(1)(A).    There  Is 
no  requirement  that  amounts  subject  to 
the  20-percent  limiUtion  be   actually 
paid,  if  they  are  set  aside  or  are  to  be 
used  exclusively  for  charitable  or  other 
purposes  so  that  they  would  be  deduct- 
ible under  section  642(e) . 

Pa«.  8.  Paragraph  (b)  of  J  1.681(0-1 
is  revised  read  as  follows : 

6  1.681  (e)-l     Limitation    on    chariuWe 
coBtribationa    deduction     of    trusu 
accumulating  income. 


(b)  ETAent  of  limitation.  If  a  trust  is 
subject  to  the  limitations  of  section  681 
(c)  for  any  taxable  year,  the  charitable 
deduction  which  would  otherwise  be  al- 
lowable to  the  trust  under  section  642(c) 
is  limited  to  amounts  actually  paid  out 
during  the  taxable  year,  and  Is  limited 
to  20  percent  of  the  taxable  income  of 


IPJR.    Doc. 


62-1987;    Filed,   Feb. 
8:48  a.m.l 


27.    198a; 


DEPARTMENT  OF  THE  WTERHIR 

Notional  Pork  Service    * 

[36  CFR  Port  7  1 

DINOSAUR  NATIONAL  MONUMENT, 
UTAU-COLORADO 

Boots 

Notice  is  hereby  given  that  pursuant 
to  the  authority  contained  In  section  8 
of  the  act  of  August  25,  1«1«  (89  8Ut. 
535:  16  UJB.C.  3),  Departmental  Order 
2640  (16  FJl.  5846) .  National  Park  Serv- 
ice Order  No.  14  (19  TM.  8824) .  Regional 
Director,  Region  Two,  Order  No.  8  (21. 
PH.  1494) ,  as  amended,  it  is  pxtiposed 
to  amend  86  CPR  Part  7  as  set  forth 
below.    The  purpose  at  this  amendment 
iS  to   establish  ^«asonable  regulations 
which  will  provide  adequate  pontrol  over 
water-borne  craft  and  insure  a  maxi- 
mum of  safety  in  thdr  use. 

It  is  the  policy  of  the  Department  <« 
the  Interior  whenever  practicable,  to 
afford  the  public  an  opportunity  to  par-- 
ticipate  in  the  rule  making  process. 
Accordingly,  interested  persons  may  sub- 
mit written  comments,  suggestions,  or 
objections  with  respect  to  the  Pfopoeed 
amendment  to  the  Supeintendj^ 
Dinosaur  National  Monument,  91  West 
Main,  Room  12,  Cooper  Building.  Vernal. 
Utah,  within  thirty  days  of  the  date  or 
publication  of  this  notice  in  the  FEDtasL 
Register. 

EaXL  M.  SXMIHOSXH.     . 

Superintendait. 
Dinosaur  National  Monument. 
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Pmncraph  (a)  la  added  to  9  7.63  of 
Part  7  to  read  as  follows: 

§  7.6S     Di»— ■!  Nadonal  Monnment. 

(a)  Boat* — (1)  Permit.  No  privately 
owned  boat,  canoe,  raft,  or  other  water- 
borne  or  floating  craft  shall  be  placed  or 
apanibed  upon  the  w%iesn  of  Dinosaur 
National  Monument  without  a  permit 
from  the  8ui)erlntendent,  who  shall  have 
authority  to  revoke  the  permit  and  re- 
quire the  Immediate  removal  of  such 
craft  upon  the  failure  of  the  permittee 
to  comply  with  the  terms  and  conditions 
of  this  permit. 

IFJl.    Doc.    e3-l»74:    FUed.    Feb.    27.    1»62; 
8:47  ajn.) 


DEPARTMENT  OF  AGRICULTURE 

Agricultural  Stabilization  and 
Cofitofvation  Sorvice 

[  7  CFR  Part  729  1 

PEANUTS 

Nottco  of  Proposed  Doterminations 
To  Bo  Mado  With  Rospoct  to  Supply 
of  Valoncia  Typo  Poanuta  for  1962- 
63  Morfcoting  Year 

Pursuant  to  section  358(c)  of  the  Ag- 
riculture Adjustment  Act  of  1938.  as 
amended  (7  UjS.C.  1358(c)),  the  Sec- 
retary of  Agriculture  is  preparing  to  de- 
termine whether  the  supply  of  Valencia 
type  peanuts  for  the  1902-63  marketing 
year  will  be  InsiilBclent  to  meet  the  esti- 
mated ^<r*nmnii  for  cleaning  and  shelling 
purposes.  Section  358(c)  of  the  Act,  as 
amended,  reads  in  part  as  follows: 

Notwithstanding  any  other  provision 
of  law.  If  the  Secretary  o«  Agriculture 
determines,  on  the  basis  of  the  average 
jrleld  per  acre  of  peanuts  by  types  dur- 
ing the  preceding  five  years,  adjusted 
for  trends  in  yields  and  abnormal  con- 
ditions of  production  afTecUng  yields  in 
such  five  years,  that  the  supply  of  any 
type  or  types  of  peanuts  for  any  market- 
ing!! year,  beginning  with  the  1951-52 
marketing  year,  will  be  insufficient  to 
meet  the  estimated  demand  for  cleaning 
^md  shelling  purposes  at  prices  at  which 
the  Commodity  Credit  Corporation  may 
sell  for  such  purposes  peanuts  owned  or 
controlled  by  it.  the  State  allotments  for 
those  States  producing  such  type  or 
tjrpes  of  peanuts  shall  be  increased  to 
the  cctent  determined  by  the  Secretary 
to  b^  required  to  meet  such  demand  but 
the  allotment  for  any  State  may  not  be 
Increased  under  this  provision  above  the 
1M7  harvested  acreage  of  peanuts  for 
such  State.  The  total  increase  so  de- 
termined shall  be  apportioned  among 
such  States  for  distribution  among  farms 
produdnf  peanuts  of  such  type  or  tsrpes 
pa  ibe  basis  of  the  average  acreage  of 
peanuts  of  such  type  or  types  in  the  three 
years  Immwliately  preceding  the  year  for 
which  the  allotments  are  being  deter- 
mined. The  additional  acreage  so  re- 
quired shall  be  in  addition  to  the  na- 
tional acreage  allotment,  the  production 
from  sueh  acreage  shall  be  in  addition 
to  the  national  marketing  quota,  and  the 
increase  in  acreage  allotted  under  this 


provision  shall  not  be  considered  in  es- 
tablishing future  State,  county,  or  farm 
acreage  allotments. 

Prior  to  determining  whether  the  sup- 
ply of  Valencia  type  peanuts  for  the 
1962-63  marketing  year  will  be  insuffi- 
cient to  meet  the  estimated  demand  for 
cleaning  and  shelling,  consideration  will 
be  given  to  any  data,  views  and  recom- 
mendations relating  thereto  which  are 
submitted  in  writing  to  the  Director.  Oils 
and  Peanut  Ehvision.  Agricultural  Sta- 
bilization and  Conservation  Service. 
United  States  Department  of  Agricul- 
ture, Washington  25.  DC.  All  written 
submissions  must  be  postmarked  not 
later  than  March  9.  1962. 

Signed  at  Washington.  DC.  on  Feb- 
ruary 23,  1962. 

E.  A.  Jaznkz. 
Acting  Administrator,  Agricul- 
tural Stabilization  and  Con- 
servation Service. 

FXBRUART  23.   1962. 

|PR     Doc     62-1994;     Filed.    Feb     27.    1962; 
6:49  ami 


[  7  CFR  Parts  1001,  1014,  1006, 
1007  1 

(Docket  No«.  AO-14  A-Sa.  AO-309  A-6.  AO- 

203  A-14.  and  AC>-a04  A-U) 

MILK  IN  GREATER  BOSTON,  SOUTH- 
EASTERN NEW  ENGLAND,  SPRING- 
FIELD AND  WORCESTER  MARKET- 
ING AREAS 

Notice  of  Recommended  Decision  and 
Opportunity  To  File  Written  Excep- 
tions on  Proposed  Amendments 
to  Tentative  Marketing  Agreements 
and  to   Orders 

Pursuant  to  the  provisions  of  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937,  as  amended  (7  U.S.C.  601  et  seq.). 
and  the  applicable  rules  of  practice  and 
procedure  governing  the  formulation  of 
marketing  agreements  and  marketing 
orders  <1  CFR  Part  900),  notice  is  here- 
by given  of  the  filing  with  the  Hearing 
Clerk,  of  this  recommended  decision  of 
the  Assistant  Secretary,  United  States 
E>epartment  of  Agriculture,  with  respect 
to  proposed  amendments  to  the  tentative 
marketing  agreements,  and  orders  regu- 
lating the  handling  of  milk  in  the 
Greater  Boston.  Southeastern  New  Eng- 
land. Springfield,  and  Worcester  market- 
ing areas.  Interested  parties  may  file 
written  exceptions  to  this  decision  with 
the  Hearing  Clerk.  United  States  De- 
partment of  Agriculture.  Washington  25. 
DC.  not  later  than  the  close  of  business 
the  5th  day  after  publication  of  this 
decision  in  the  Federal  Rscism.  The 
exceptions  should  be  filed  in  quadrupli- 
cate. 

Preliminary  statement.  The  hearing 
on  the  record  of  which  the  proposed 
amendments,  as  hereinafter  set  forth,  to 
the  tentative  marketing  agreements  and 
to  the  orders,  were  formulated,  was  con- 
ducted at  Boston,  Massachusetts  on 
December  20.  1961.  pursuant  to  notice 
thereof  which  was  issued  December  12. 
1961  <26  FR.  12037). 


The  material  issue  on  tbs 
hearing  relates  to  providii^ 
tion  from  pooling  on  all  or  a 
any  milk  received  by  a  pool    ^ 
public  and  private  InstituthMMk 

Findings  and  conclusioms.  TIm 
ing  findings  and  conclusioDs 
terial  issue  are  based  on  •?■■■■•  ^ 
sented   at  the  hearing  and  ths  ^2 
thereof:  "^^ 

The  provisions  of  the  Oreatv 
Southeastern  New  Rngi^^nd. 
and   Worcester   milk  orders 
amended  to  provide  in  the  sUmb^E 
(a>  an  exemption  from  PooU^ji^^B 
received  by  a  pool  handler  fro^-^'  ^^ 
local  governments  which         _ 
farms,  or  (b>  the  pooling  at  aB 
produced  and  received  by  a 
any  such  governing  body 
milk."   The  exemption  should 
if   the   eligible  governing  body 
such  milk  on  its  premlAs  and 
no  milk  through  commercial      _ 

A  private,  nonprofit  instltatkii 

ating  a  dairy  farm  should  eoal^ik 
its  present  status  as  a  prodBMr  ilk 
respect  to  milk  from  such  fans  liiJS 
at  a  fully  regulated  plant. 

A  small  number  of  nonproOk 
tions  which  operate  dairy  fariHL 
"producers"  under  the  respecUftnifc 
use  facilities  of  pool  hmnrfUn  ^^!S 
purpose  of  processing  and  pMlMK 
their  milk  in  quantities  requlndttiS 
fill  their  fiuid  needs.  There  an  flnaH 
institutions,  public  and  prtvalu,  mtt 
the  Greater  Boston  order,  four 
Southesistern  New  T^gia.nd 
each  under  the  Worcester 
field  orders.  Of  such  11 
four  are  operated  by  gi 
agencies. 

The  normal  practice  of 
tions  is  to  deliver  all  milk 
their  farms  to  regulated  hwatikeaf 
All  or  part  of  such  milk  Is 
packaged  and  returned  to  tbe 
tions  thereof.    The  milk  not 
the  institutions  is  retained  for 
tion  by  the  handlers. 

The  proi)ortion  of  the  milk  so 
to  these  institutions  individually  fHlii 
from  minor  quantities  of  the  ndli  p^ 
duced  to  all  of  it.  Instltutkot  ■!« 
facilities  of  Boston,  SprlngfMi  Wt 
Worcester  order  pool  plants 
their  own  use,  on  the  average. 
percent  of  their  aggregate 
Institutions  in  the  Southc 
England  market  utilize  on  the 
about  12  percent  of  their  total 
tion. 

Under  the  present  provtsionad  ll 
orders,  a  handler  receiving  aneh  WM 
from  an  institution  is  required  to  pvfB 
Iristitution  at  least  the  applicable! 
price  for  all  deliveries.  Tbe 
turned  to  the  Institution  is 
for  by  the  handler  at  the 
orders  Class  I  price.  Thus,  ttal 
dler  incurs  an  obligation  under  !*••■ 
of  the  difference  l)etween  the  (3a»lMi 
blended  price  on  the  milk  *''!2?a 
This  order  obligation  custo— iw  > 
passed  on  to  the  institution  aa  tm  • 
the  cost  of  processing  the  milk. 

The  proposal  as  presented 
vide  an  exemption  from  MtH 
on  that   portion  of  the  milk  --- -^ 
by  the  institution,  processed  lif  •  •■ 
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returned  for  consumption 
ion.    The  milk  retained 
-.  -„-„,ir(r  handler  would  oon- 
•■te  twated  as  "producer  milk" 
ImM  be  priced  accordingly, 
•to  Sebtember  1.  1960.  an  exemp- 
pooling  was  provided  under 
-——/Worcester  and  Springfield 
••■fii  milk  returned  to  all  "dairy 
tutors  "    The  Southeastern 
_,„  order  has  not   provided 
Semption.     Official  noUce  is 
ami  of  the  Secretary's  decision  of 
li  1»«0  <25  F.R.  7819) ,  to  amend 
'  New  England  orders,  in  which 
dljciission  of  the  need  for 
the  "exempt  milk"  definition 
thereform  milk  returned  to 
-distributors." 
■,-int  factor  in  such  decision 
the  orders  was  that  the  ex- 
provision  allowed  dairy  f  arm- 
—Jian  to  avoid  the  pooling  and 
ii^  winslons  on  fluid  milk  while  at 
|^5i  time  receiving  the  blended 
t  «^any  surplus  milk  associated 
^^^^  fluid  operations  to  the  dls- 
ace  of  other  producers.    The  de- 
iSoMl  that  in  May.  1959.  there 
B  tuch  dairy  farmer-diatributora 
|h»  exempt  milk  provisions  In  this 

the  provision  proposed  llke- 
BBH  be  disadvantageous  to  pro- 
fjmi«hing  milk  for  commercial 
laee  the  institution  would  not  be 
to  share  its  fluid  consumption 
Mr  producers  through  market 
m.  but  nevertheless  would  be  en- 
19  share  in  the  fluid   (Class  I) 
ST  tf  the  other   producers.     While 
^a  mduoers  share  the  full  burden  of 
2iM  value  of  the  market  supply 
4  aflk  Ddt  needed  for  fluid  use,  the 
litkm  would  be  required  to  share 
r  a  portion  of  such  burden,  since  Its 
I  consumption  would  not  be 
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«  of  the  private  institutions  In 

_aMw  produce  substantially  more  milk 

l^glMT-round  basis  than  is  reqviired 

mt  their  respective  needs.    In  ad- 

m,  Mversd  of  such  Institutions  use 

poduction  of  their  herds  to  supply 

id  private  schools.  ,  The  fluid 

of  these  schools  vary  widely, 

,   on   whether   classes  are   In 

During   vacation  periods  the 

production  Is  delivered  to  pool 

•Dd  is  paid  for  at  the  applicable 

'.  price.    The  institution  thereby 

.  an  additional  significant  benefit 

pooling  since  it  receives  the  blended 

I  oa  milk  which  normally  would  be 

for  fluid  purposes  during  the  school 

but  has  no  fluid  outlet  In  other 

link  of  the  private  institutions  operate 
haluomer  not  substantially  different 
^m^n»x  producers  in  the  market.  The 
■  "ton's  production  is  not  necessarily 
-  to  its  own  fluid  milk  needs.  In 
...  0(  the  cases,  at  least,  the  success- 
M  operation  of  the  farm  enterprise 
iipadi  on  receipt  of  the  blended  price 
4a  tke  substantial  proportion  of  the 
■ft  production  which  is  retained  by  the 
meoMtaig  handler. 

illbough  in  each  instance  any  effect 
^  Mended  prices  which  would  result 
'^VB  granting  the  proposed  exemption 


would  be  mail  in  terms  of  the  entire 
market,  an  eaemptlon  would  not  be  con- 
sonant with  the  marketing  principles 
which  make  maricetwlde  pooling  an  Im- 
portant stabilising  factor  in  the  market. 
The  auooeetful  application  of  pooling  re- 
quixeo  that  all  participants  share  propor- 
tionately in  the  higher  value  of  all  fluid 
iw«te  n*}f*  «nd  in  the  lower  value  of  the 
surplus  associated  with  such  sales.    Ef- 
fective  marketwlde   equalization   could 
not  persist  if  special  consideration  were 
given  under  the  order  In  each  case  where 
It  could  be  shown  that  the  partlcvdar 
farm  enterprise  was  In  some  respect  dif- 
ferent from  that  of  the  typical  milk 
producer.  ^   . 

In  the  case  of  an  institution  operated 
imder  public  authority,  the  opportvmlty 
should  be  provided  for  complete  exemp- 
tion from  the  •'producer"  definition  and 
pooling  provisions  of  the  order  for  milk 
prodiiced.    As  a  matter  of  public  policy, 
the  operation  of  a  dairy  farm  by  a  state- 
operated   facility  lor  the   purpose   of 
carzying  out  a  sovereign,  public  func- 
tion of  the  state  need  not  meet  inter- 
ference  from   this   Federal   regulation 
designed  to  regularize  commercial  trans- 
actions.   It  is  proposed,  therefore,  that 
state  or  locid  governmental  bodies  which 
operate  dairy  farms  be  provided  a  choice 
as  to  whether  or  not  their  entire  de- 
liveries of  dairy  farm  production  to  a 
hitnriif»r  are  to  be  pooled  and  priced  as 
producer  milk  imder  the  order. 

The  alternative  of  complete  exemption 
will  provide  appropriate  procedures  for 
rtimin^tinff  any  order  pricing  require- 
ment as  to  such  operations.    Complete 
exemption  would  provide  that  any  milk 
produced  in  excess  of  such  Institution's 
requiremoits  and  retained  by  a  pool 
handler  would  be  paid  for  by  negotiation 
between  the  Institution  and  the  han- 
dler.   The  receiving  handler  would  not 
be  requireii  to  pay  the  Institution  the 
T««»ti«iim  blended  price  for  such  milk  as 
aimounccd  imder  the  order. .  If  an  ex- 
empUon  were  taken  by  the  governmental 
body  the  effect  would  be  to  eliminate 
the  pooling  of  the  milk  retained  by  the 
handler  as  well  as  that  returned  to  the 
institution  for  consumption.    The  sur- 
plus over  the  fiuid  needs  of  the  market 
thus  would  not  be  increased  by  any  ex- 
cess of  milk  produced  by  the  institution 
over  its  own  fluid  requirements,  with  a 
consequent   reduction   in    the    blended 
price  to  other  producers.    Milk  returned 
by  the  regulated  handler  to  the  InsUtu- 
Uon  would  be  covered  by  the  deflniUon 
of  "exempt  milk"  and  any  milk  retained 
by  the  regulated  handler  would  be  ac- 
counted for  un<ler  the  order  in  accord- 
ance with  the  order's  definition  of  "out- 
side milk"  ("other  source  milk '  in  the 
Southeastern  New  England  order) .  with- 
out payment  obligation  under  the  order 
unless  utilized  in  Class  I. 

Because  of  the  seasonal  aspects  of 
milk  production  and  for  administrative 
convenience  the  alternative  of  complete 
exemption  should  apply  for  not  less  than 
12  c<msecuttve  months.  If  a  govem- 
mentol  body  elects  the  exemption,  writ- 
ten notification  to  that  effect  should  be 
given  to  the  market  administrator,  and 
to  the  handler  to  which  it  delivers,  on  or 
before  the  last  day  of  the  first  month 


vm 

for    which    the    ezempticm   would   be 
applicable. 

RuUttffs  on  proposed  ftiMngt  and  con' 
cZttstoiu.  Briefs  and  proposed  flndtngs 
and  conclusions  were  filed  on  bebalf  -of 
certain  interested  parties.  These  bdffs. 
proposed  ^findings  and  conchMtoPS  and 
the  evidence  In  the  record  were  con- 
sidered In  making  the  findings  and  con- 
clusions set  forth  above.  To  the  extent 
that  the  suggested  findings  and  coaadu- 
sions  filed  by  interested  parties  are  In- 
consistent with  the  findings  and  con- 
clusions set  forth  herein,  the  retiuests  to 
make  such  findings  or  reach  such  con- 
clusions are  denied  for  the  rotfons  pre- 
vioii^ly  stated  in  this  decision. 

General  findings.  The  findings  and 
determinations  hereinafter  set  forth  are 
supplementary  and  In  addition  to  the 
findings  and  determinations  previousty 
made  In  connection  with  the  iguance  of 
the  aforcMld  orders  and  of  the  previ- 
ously Issued  amendments  tho-eto;  and 
all  of  said  previous  findings  and  deter- 
mlnatlons  are  hereby  ratified  and  af- 
firmed, except  insofar  as  such  findings 
and  determinations  may  be  In  confUet 
with  the  fl»*^ing*  and  determinations  set 
forth  herein. 

(a)  The  tentative  marketing  agree- 
ments  and  the  orders,  as  herdiy  proposed 
to  be  amended,  and  all  of  the  terms  and 
conditions  thereof,  will  tend  to  effectuate 
the  declared  policy  of  the  Act; 

(b)  The  parity  prices  of  mHk  as  deter- 
mined pursuant  to  section  2  of  the  Act 
are  not  reasonable  in  view  of  the  price  of 
feeds,  available  supplies  of  feeds,  and 
other  economic  conditions  whidi  affect 
market  supply  and  demand  for  milk  In 
the  marketing  areas,  and  the  minlmimi 
prices  specified  In  the  proposed  market- 
ing agreements  and  the  orders,  as  ker^>y 
proposed  to  be  amended,  are  such  prices 
as  will  reflect  the  aforesaid  factors.  In- 
sure a  sufficient  quantity  of  piu:«  and 
wholesome  milk,  and  be  In  the  public 
interest;  and 

(c)  The  tentative  marketing  agree- 
ments and  the  orders,  as  hereby  pro- 
posed to  be  amended,  will  regulate  the 
handling  of  milk  In  the  same  manner  as, 
and  will  be  applicable  only  to  persons  In 
the  respective  classes  of  industrial  and 
commercial  activity  specified  In,  a  mar- 
keting agreement  upon  which  a  hearing 
has  been  held. 

Recommended  maxketing  aoreements 
a7id  orders  amending  the  orders.    The 
following   orders  amending,  the  orders 
regulating  the  handling  of  ;nllk  In  the 
Greater  Boston.  Southeastern  New  Eng- 
land. Springfield,  and  Worcester  mar- 
keting areas  are  recommended  as  the  de- 
tailed and  appropriate  means  by  which 
the  foregoing  conclusions  may  be  carried 
out.       The     recommended     marketing 
agreements  are  not  Included  In  this  deci- 
sion because  .the  regxilatory  provisions 
thereof  would  be  the  same  as  those  con- 
tained in  the  orders,  as  hereby  proposed 
to  be  amended : 
Greater  Boston  order  amendments: 
1.  In    5 1001.2(e)     delete    the    word 
"nor,"  change  the  period  at  the  «xd  of 
the  sentence  to  a  comma,  and  add  the 
following:  "or  a  local  or  state  govern-^ 
ment  not  engaged  in  the  resale  of  any 
packaged  fluid  milk  products  on  roottt, 
if   such   governing   body   so   elects  by 
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written  notifleatkm  to  the  market  ad- 
ministrator and  the  handler  to  which  it 
deliren.  In  which  erent  such  election 
'  ihaU  be  efleetlTe  for  the  12  months  be- 
ginning with  the  month  In  which  the 
election  is  made,  and  for  each  subse- 
quent month  until  cancelled  ii%  writing. " 
2.  In  1 1001.4(J) .  delete  the  word  "or" 
at  fhe  end  of  subparagraphs  ( 1  >  and  (2 > , 
change  the  period  at  the  end  of  subpara- 
graph (S)  to  a  sonicolon  (;),  add  the 
word  "and"  thereafter,  and  add  a  new 
subparagraph  (4)  to  read  as  follows:. 

(4)  MUk  received  at  a  regulated  plant 
in  bulk  from  the  dairy  farmer  who  pro- 
duced it.  In  the  amount  of  any  packaged 
fluid  milk  products  returned  to  such  dairy 
farmer,  if  the  dairy  farmer  is  a  state  or 
local  government  which  is  not  engaged 
in  the  resale  on  routes  of  any  of  the  re- 
turned packaged  fliild  milk  products  and 
which  has  elected  nonproducer  status  for 
the  moi^  ptursuant  to  {  1001.2(e). 

Southeastern  New  England  order 
amendments: 

1.  Add  the  following  immediately  after 
the  word  "Provided"  in  5  1014.2(e): 
"Hiat  this  definition  shall  not  include  a 
local  or  state  government  not  engaged 
in  the  resale  of  any  packaged  fluid  milk 
products  on  routes.  If  such  governing 
body  so  elects  by  written  notification  to 
the  market  administrator  and  the  han- 
dler to  which  It  delivers,  in  which  event 
such  election  shall  be  effective  for  the  12 
months  beginning  with  the  month  in 
which  the  election  is  made,  and  for  each 
subsequent  month  until  cancelled  in 
writing:  And  provided  further.". 

2.  In  i  1014.4(g)  delete  the  word  'or' 
at  the  end  of  subparagraph  (3),  change 
the  period  at  the  end  of  subparagraph 
(3)  to  a  semicolon  (;)  add  the  word 
"and"  thereafter,  and  add  a  new  sub- 
paragraph (4)  to  read  as  follows: 

(4)  Milk  received  at  a  regulated  plant 
in  bulk  from  the  dairy  farmer  who  pro- 
duced it.  in  the  amount  of  any  packaged 
fluid  tniik  products  returned  to  such 
dairy  farmer,  if  the  dairy  farmer  is  a 
state  or  local  government  which  is  not 
engaged  in  the  resale  on  routes  of  any 
of  the  returned  packaged  fluid  milk 
pr(xiuct8  and  which  has  elected  nonpro- 
ducer status  for  the  month  pursuant  to 
S  1014.2(e). 

Springfield.  Massachusetts  order 
amendmente: 

1.  In  1 1006.2(e)  delete  the  word  •nor." 
change  the  period  at  the  end  of  the  sen- 
tence to  a  c<xnma.  and  add  the  following : 
"or  a  local  or  state  government  not  en- 
^fLged  in  the  resale  of  any  packaged 
fluid  rnMk  producte  on  routes,  if  such 
governing  body  so  elects  by  written  noti- 
flcation  to  the  market  administrator 
and  the  han<^r  to  which  It  delivers,  in 
which  event  such  election  shall  be  effec- 
tive for  the  12  months  beginning  with 
the  month  in  which  the  election  is  made. 
and  for  each  subsequent  month  until 
cancelled  in  writing." 

2.  In  I  100«.4(J)  delete  the  word  or" 
at  the  end  of  subparagraphs  <  1  >  and 
(2),  change  the  period  at  the  end  of 

'  subparagraph  (3)  to  a  semicolon  • :  > .  add 
the  word  "and"  thereafter,  and  add  a 
ne^  subparagraph  (4)  to  read  as  follows: 


( 4  >  Milk  received  at  a  regulated  plant 
in  bulk  from  the  dairy  farmer  who  pro- 
duced it,  in  the  amount  of  any  packaged 
fluid  milk  products  returned  to  such 
dairy  farmer,  if  the  dairy  farmer  is  a 
state  or  local  government  which  Is  not 
engaged  in  the  resale  on  routes  of  any 
of  the  returned  packaged  fluid  milk 
products  and  which  has  elected  non- 
producer  status  for  the  month  pursuant 
to  §  1006.2(e>. 

Worcester.  Massachusetts  order 
amendments : 

1.  In  J  1007.2ie»  delete  the  word  "nor." 
change  the  period  at  the  end  of  the  sen- 
tence to  a  comma,  and  add  the  following : 
"or  a  local  or  state  government  not  en- 
gaged in  the  resale  of  any  packaged  fluid 
milk  products  on  routes,  if  such  govern- 
ing body  so  elects  by  written  notification 
to  the  market  administrator  and  the 
handler  to  which  it  delivers,  in  which 
event  such  election  shall  be  effective  for 
the  12  months  beginning  with  the  month 
in  which  the  election  is  made,  and  for 
each  subsequent  month  until  cancelled 
in  writing." 

2.  In  §  1007.4(j),  delete  the  word  "or" 
at  the  end  of  subparagraphs  (1)  and  (2) . 
change  the  period  at  the  end  of  sub- 
paragraph (3)  to  a  semicolon  (;).  add 
the  word  "and"  thereafter,  and  add  a  neW 
subparagraph  (4)  to  read  as  follows: 

(4)  Milk  received  at  a  regulated  plant 
in  bulk  from  the  dairy  farmer  who  pro- 
duced it.  in  the  amount  of  any  packaged 
fluid  milk  product  returned  to  such  dairy 
farmer,  if  the  dairy  farmer  is  a  state  or 
local  government  which  Is  not  engaged  in 
the  resale  on  routes  of  any  of  the  re- 
turned packaged  fluid  milk  producte  and 
which  has  elected  nonproducer  status 
for  the  month  pursxiant  to  I  1007.2(e) . 

Signed  at  Washington.  D.C..  on  Feb- 
ruary 23,  1962. 

John  P.  Duncan,  Jr.. 
Assistant  Secretary. 

|f'R      Due     62   1998;     Piled.    Feb     27.    1962; 
8:49  am.) 
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MILK  IN  NORTH  TEXAS  MARKETING 
AREA 

Decision  on  Proposad  Amcndmants 
to  Tentative  Marketing  Agraament 
and   to  Order 

Pursuant  to  the  provisions  of  the  Agri- 
cuitural  Marketing  Agreement  Act  of 
1937.  as  amended  <7  U.S.C.  801  et  seq.). 
and  the  applicable  rules  of  practice  and 
procedure  feoverning  the  formulation  of 
marketing  agreements  and  marketing  or- 
ders '7  CFR  Part  900 »,  public  hearings 
were  held  at  Dallas.  Texas,  on  April  24, 
25  and  20.  and  August  29.  1961,  pursuant 
to  notices  thereof  issued  on  March  28, 
1961  <?.6  F.R.  2750),  and  August  18.  1961 
126  F.R   7837  >,  respectively. 

Upon  the  basis  of  the  evidence  intro- 
dt:ced  at  the  hearing  and  tlie  record 
t!ipreof.  the  Assistant  Secretary.  United 
.States  Department  of  Agriculture,  on 
January  9.  1962  (27  F.R.  412;  PR.  Doc. 
62-404'    filed  with   the  Hearing  Clerk. 


United   States  Department  of 
ture.  his  recommended  deetilaai 
ing   notice   of   the  opportunllr  li? 
written   exceptions  thereto.  ^ 

The  material  issues  on  the  inM  m 
the  hearings  relate  to:        *  ' 

1.  Classification  and 
dietery  products  and  other  f 
milk  producte. 

2.  Modification  of  the  ''""'IUhl^  ^ 
pooling  plante  also  meeting  ttM 
requirements  of  another 

3.  "Individual-handler" ; 
of  the  present  marketwlde 

4.  Classification  of  fiuid  milk  i 
disposed  of  for  animal  feed. 

5.  Application    of    handler 
adjustments. 

The  notice  of  hearing  contaliMi  ai 
posal  <No.  6)  relating  to  the 
ment  of  more  definite  haadl 
and  cooperative  responslbilttta^ 
the    order,    for    individual 
weighte  and  teste  of  milk.   No  i 
was  offered  either  in  support  «f 
opposition  to  Proposal  No.  6, 
no   further  mention   is  made  if 
proposal. 

Findings  and  conclusions.  Thel 
ing  findings  and  ccmclusions  on  thel 
terlal  issues  are  based  on 
the  hearing  and  the  record 

1.  Classification  and  aceoMMif  j|r 
dietary  products  and  other  ft 

milk  products.    Fortified  fluid  I       

ucte  should  be  classified  as  Clan  In^ 
to  the  extent  of  the  wel^t  of  ■m^ 
modified  fiuid  milk  product  of  ttitaa 
nature  and  butterfat  content, 
the  dry  weight  of  nonmUk 
such  as  flavoring,  stigar,  etc  TfetMH 
milk  equivalent  of  the  nonfat  mflkalfe 
not  classified  as  Class  I  should  be  fl» 
sidered  a  Class  II  disposition. 

The  present  order  provisi(»ii 
for  full  skim  milk  equivalent 
so  that  when  nonfat 'milk 
form  of  nonfat  dry  milk  or 
skim  milk  are  added  to  a  fluid  milk] 
uct  to  increase  the  nonfat  mlk  flMl 
content,  the  skim  milk  equivalent  if  li 
total  nonfat  milk  solids  in  the  pra< 
classifled  as  Class  I.  Producer  ■•  fe 
given  priority  of  assignment  In  Ckal 
and  to  the  extent  that  producer  nei$0k 
are  available  in  the  plant,  prodoani^' 
ceive  credit  for  a  Cnass  I  ullllMllW 
the  full  skim  milk  equivalent  of  •■■ 
source  nonfat  milk  solids  received  !■< 
centrated  form  and  used  in  fo 
or  reconstitution.  When  Claw  1 1 
tion  exceeds  available  producer 
and  "other  source  milk"  is 
Class  I  a  compensatory  charge  IMi" 
plicable  on  such  other  source  Bft  • 
assigned  unless  such  milk  has  ; 
slfled  and  priced  as  CHass  I  by 
Federal  order.  Where  nonmllk 
such  as  sugar,  flavoring,  ete..  are  i 
making  any  product,  the  wdghtef  I 
additives  is  deducted  before 
tion  of  the  pounds  of  skim  and 
to  be  classified.  ^^ 

Proprietary  handlers  propowd  tt» 
fluid  milk  dietary  foods  be  iliMlglMi 
Class  II  in  lieu  of  the  present  OWl 
classiflcatlon  and  that  the  iklB  ■• 
equivalent  accounting  for  nonf^ 
solids  used  in  fortiflcation  be 
tinued.  It  was  their  position  th« 
product  cost  resulting  from  the 
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__Jicatlon  of  dietary  fluid  milk 
Sliced  them  at  a  compeUUve 
Jjigewith  similar  products  In 
_  or  in  hermetically  sealed  oon- 
YifH*  from  non-Orade  A  milk 
'kflk    products    and    distributed 
Tinocery  stores,  drug  stores,  food 
jnts     and     similar     outlets. 
B,«sted  that  a  Class  II  classlflca- 
j  prlctng  would  permit  more  com- 
Tftittie  pricing  and  hence  create  a 
rdemand  for  their  product.   Their 
-ad  changes,  they  suggested,  would 
•  to  facilitate  the  economic  disposl- 
j^  f«gerve  supplies  of  milk  of  the 
•^gi    They  further  contended  that  a 
lyoliJgification  and  pricing  on  the 
rsfc  milk  equivalent  of   nonfat   milk 
i^Lved  in  the  fortification  of  Class  I 
i^i^-ifc  is  unrealistic  and  unduly  in- 
I handlers'  costs. 

s,  on  the  other  hand,  opposed 

'  In  the  present  accounting 

^    It  was  their  position  that 

.  milk  equivalent  accounting  Is 

to  protect  the  integrity  <rf  the 

1  scheme  under  the  order  and 

nonfat  milk  solids  used  in 

are  accounted  for  on  a  skim 

jtsfotralent  basis  in  Class  I.  handlers 
■  Mi  Mportunity  to  displace  producer 
,S  to  Class  I  with  lower  priced  other 

Jltotst  deal  of  the  testimony  on  the 
-  WMB  offered  to  substantiate  that 
r  milk  products  were,  or  were  not, 
1  to  be  made  from  locally  ap- 
niilk  under  the  various  health 
jun  in  effect  in  the  marketing 
Regardless  of  the  intent  of  the 
Bees  it  is  apparent  that  the  local , 
„  authorities  are  not  interpreting 
.  to  a  manner  so  as  to  require  that 
I  products  be  made  from  locally  VP- 
nUlk.    However,  this  is  of  little 
,inKe  since  handlers  are  not  per- 
[  to  bring  fluid  non-Orade  A  milk 
_jl  milk  into  their  plants.    Under 
I  ciieamstances  it  is  clear  that,  be- 
I  of  the  perishability  of  the  finished 
I  product,  handlers  use  only  milk 
highest  quality  and  hence  they 
and  rely  on  their  regular  Grade 
rs  to  furnish  their  full  fluid 
;  nquirements.    Therefore,  it  is  ap- 
I  and  necessary  that  the  Class  I 

I  be  retained. 

^IMfieation  of   fluid   milk  products 

iHtorUy  Is  accomplished  by  the  addl- 

iti  concentrated  nonfat  milk  solids 

milk  or  skim  milk  to  yl^d  a 

product  of  higher  nonfat  milk 

leontent  than  that  of  an  equivalent 

of  whole  (producer)  milk.    Re- 

jted  products,  on  the  other  hand. 

/the  process  of  "floating"  concen- 

milk  solids  in  water  to  yield  a 

.._j  ot  product  approximately  equal 

ittt  weight  of  milk  from  which  the 

atrated  product  was  flrst  made  by 

.  .^.jMHaoval  of  water. 

^.^||(Biat  dry  milk  and  condensed  skim 

are  ordinarily   derived  from  un- 

l  milk  or  milk  which  has  been  priced 

lus  under  a  Federal  order.    These 

are  not  necessarily  processed 

producer  milk  and  may  be  made 

ongraded  milk.    An  economic  in- 

B  exists  for  handlers  to  substitute, 

possible,  reconstituted  fluid  milk 


products  tor  fluid  milk  products  proc- 
essed from  current  receipts  of  i^-oducer 
milk,   since  such  substitution  would  dis- 
place an  cquhrmlMit  anuxmt  of  producer 
milk  In  Cliss  I,  the  applicatimi  of  skim 
milk  equivalent  accounting  in  this  cir- 
cumstance is  ec(HUMnically  sound  and  is 
necessary  to  maintain  orderly  marketing. 
The  same  economic  incentive  does  not 
exist,  however,  with  respect  to  the  use 
of  nonfat  dry  milk  or  condensed  skim 
milk  to  fortify  a  fluid  milk  product.    If 
such  solids  are  to  be  derived  from  pro- 
ducer milk,  the  skim  milk  must  first  be 
processed  into  usable  form;  i.e.,  nonfat 
dry  mlifc  or  cMidensed  skim  milk.    Such 
products  processed  from  producer  milk 
have  no  greater  value  for  fortification 
purposes    than    similar    products   pur- 
chased on  the  open  market.     Concen- 
trated products  are  used  in  fortification 
to  increase  the  palatability  of.  and  hence 
the  salability  at,  the  flnished  product. 
Fy>rtiflcation  only  slightly  increases  the 
volume  of  the  product  and  under  no 
circumstances  can  it  be  concluded  that 
the  added  solids  displace  producer  milk 
in  Class  I  beyond  the  minor  increase  in 
volume  which  resu^s. 

When  the  skim  milk  equivalent  pro- 
vision is  applied  to  fortified ^milk  prod- 
ucts, it  Inflates  significantly  the  utili- 
zation and  disposition  of  Class  I  milk. 
The  inflation  in  the  case  of  dietary  food 
products  results  in  a  Class  I  classifica- 
tion of  about  two  and  one-half  times 
the  actual  volume. 

n>r  reasons   previously   stated   it  is 
neither  necessary  nor  appropriate  that 
handlers  continue  to  be  required  to  ac- 
count and  pay  for  this  inflated  volvune 
in  Class  I.    Nevertheless,  it  is  practical 
and  administratively  necessary  to  main- 
tain full  skim  milk  equivalent  account- 
ing.   These  conclusions  can  be  recon- 
ciled by   providing  that  fortified  fiuid 
milk  products  shall  be  classified  as  Class 
I  only  to  the  extent  of  the  weight  of  an 
unmodified  fiuid  milk  product  of  the 
same  nature  and  butterfat  content,  ex- 
cltidlng  the  dry  weight  of  any  norunilk 
additive  such  as  flavoring,  sugar,  etc. 
The  ffWfw  milk  equivalent  of  the  nonfat 
milk   solids   not   classified   in   Class   I 
should  be  considered  as  Class  n  disposi- 
tion. 

No  change  was  proposed  in  the  ac- 
counting procedure  followed  in  cases 
where  flavoring  and  other  nonmilk  addi- 
tives are  used  in  processing  unfortified 
products.  The  dry  weight  of  such  addi- 
tives should  be  deducted  in  determining 
the  amount  of  skim  milk  and  butterfat 
to  be  accounted  for.  This  is  generally 
consistent  with  the  procedure  now  em- 
ployed and  the  conclusions  hereinbefore 
set  forth  relative  to  the  accounting  pro- 
eedure  to  be  employed  for  fortified 
products. 

2.  Modification  of  the  conditions  for 
pooling  plants  also  meeting  the  pooling 
requirements  of  another  Federal  order. 
The  pooling  provisions  of  the  order 
should  be  modified  to  permit  a  distribu- 
tion plant  meeting  the  requirements  for 
full  regulation  \mder  this  order  and 
another  Federal  order  and  with  a  greater 
proportion  of  its  Class  I  disposition  in 
the  other  market,  but  which  was  pooled 
under  tills  order  in   the   most   recent 


month,  to  retain  pooling  status  under 
this  order  until  the  third  ^anaeentt^e 
month  in  which  a  greater  vidnme  of 
Class  I  sales  is  made  in  such  ottier 
marketing  area.    However,  it  must  be 
recognised  that  the  provisions  of  the 
other  order  may  require  such  plant  to 
be  pooled  under  such  other  order.    In 
such  circumstances,  the  plant  should 
be  exempted  from  regulation  under  this 
order  except  for  a  requirement  to  file 
reports  and  permit  verification.    Pro- 
vision should  also  be  made  to  exempt 
a  distributing  plant  doing  a  greater  pro- 
portion of  its  total  Class  I  business  In 
this  marketing  area,  but  which,  never- 
theless, retains  poolii«  status  for  the 
month   under   another  order.    Federal 
orders  generally  provide  that  a  distrib- 
uting plant  meeting  the  pooling  require- 
ments for  more  than  one  order  shall  be 
regulated  under  that  order  covering  the 
area  in  which  the  greater  volume  of 
Class  I  sales  are  made.    Nevertheless,^ 
it  should  be  recognized  that  other  orders' 
may  contain  similar  provisions  to  those 
herein  proposed  to  deter  plants  from 
changing  back  and  forth  between  two 
orders  on  a  month-to-month  basis. 

Under  the  present  order  provisions, 
any  distributing  plcmt  which  diqioses  of 
Class  I  milk  in  the  marketing  area  is 
subject  to  full  regulation  under  this 
order,  unless,  a  greater  volume  of  Claas 
I  disposition  is  made  in  another  Federal 
order  marketing  area. 

A  handler  operating  pool  distributing 
plants  in  both  Dallas  and  Fort  Worth 
and  also  distributing  milk  in  the  Central 
West  Texas,  Austin- Waco,  and  San  An- 
tonio Federal  order  markets,  proposed 
that  the  order  be  amended  to  permit  his 
plants  to  retain  pooling  status  under  this 
order  unless  Class  I  sales  in  another 
market  exceeding  Class  I  sales  in  this 
market  over  an  extended  period  of  time. 
He  indicated  that  his  sales  In  the  Cen- 
tral West  Texas  market  were  of  such 
natuire  that  a  small  Increase  in  sales  in 
that  market  or  decrease  of  sales  in  this 
market  could  result  in  regulation  of  the 
Port   Worth   plant  under  the  Central 
West  Texas  order.    He  foresaw  the  pos- 
sibUity  that  audit  adjustments  could  re- 
sult in  removal  of  this  plant  from  reg- 
ulation under  this  order,  in  favor  of  the 
Central  West  Texas  order,  retroactively. 
It  was  this  handler's  position  that  a 
shift  in  regulation  of  either  of  his  plants 
would  tend  to  create  disorder  in  the  two 
markets  because  of  the  effect  on  the 
respective  market  blend  prices  and  be- 
cause of  the  different  procedures  pre- 
scribed under  the  two  regulations  for  dis- 
tributing returns  to  producers   <  Worth 
Texas  has  a  base  rating  plan) . 

While  it  seems  likely  that  proponent  s 
initial  proposal  (an  identical  proposal 
was  also  made  to  amend  each  of  the 
other  Texas  Federal  orders)  was  made 
with  the  view  that  its  adoption  would 
permit  him  to  bid  in  military  and  other 
government  contracts  in  other  Federal 
order  markets  without  the  possibility  of 
losing  pooling  status  under  this  order,  it 
is  apparent  that  the  distribution  from 
his  plants  is  such  that  a  relatively  incon- 
sequential change  in  the  proportiim  of 
distribution  as  between  the  Central  West 
Texas  market  and  the  North  Texas  mar- 


kat  emM  nvili  ka  rwtatlon  nzuler  the 
tai  Tbw  oviv.    U  to  also 
that  tba  plant  adslit  later  ahtft 
to  Msrtli  Ttoaa  oa  a  itmilar  baste. 
A  plant  dotav  tmatkeam  kn  several  ftd- 
eral  crdar  Mailirfi  generallsr  riXHikl  tM 
regulated  under  that  order  under  which 
it  does  ttie  iieateat  proportion  of  its 
Class  I  »Tif*°>*«     This  is  the  principle 
under  which  ttie  ertstlng  proTisions  were 
effected  and  tiris  record  provides  no  ba- 
sis for  duowinc  this  conclusion.    Never- 
theless, it  must  be  recognised  that  with 
recent  tacfanologlcal  changes  In  the  proc- 
essing and  distrttmtion  fields,  milk   Is 
moved  great  distances  and  distrlbuUon 
routes  have  been  greaUy  extended.    It 
Is  apparent  that  while  proponent  has 
greatly  increased  hte  Central  West  Texas 
sales  in  recent  years  he  does  not  con- 
template or  intend  that  his  plant  should 
becooM  subject  to  regulation  under  that 
Qfdcr.    Such    a    change    would    have 
greater    adverse    affects   on    producers 
than  on  handlers  since  class  prices  as 
between    the   two   (»ders   are    aligned. 
Neverthelcas.  tt  Is  possible,  doe  to  a  man- 
agement error  or  errors  on  the  part  of 
a  phu^  MBployee  or  a  route  salesman 
that  an  Inadvertent  sale  might  result 
In  an  unintended  change  in  pooling.    It 
is  also  posilble.  as  proponent  suggests. 
that  a  change  in  elassiflcation  during 
audit  nigfat  produce  the  same  result. 

The  situation  can  be  substantially  al- 
leviated by  adoption  of  the  changes 
herein  reeommexided.  Under  this  pro- 
cedure a  handler  would  have  two  months 
wamhy  that  his  plant  was  changing 
from  one  regulation  to  another,  thus  pro- 
viding a  reasonable  time  to  permit  ad- 
justment o<  his  1twf*n*t  in  eases  where 
such  Th***g*  was  not  contemplated.  At 
the  same  time,  this  change  retains  the 
prlndplaoC  regulating  a  plant  under  that 
order  wbtan  the  greatest  proportion  o<  its 
Class  I  feudnesB  is  done.  Since  govern- 
ment eonferaets  normally  are  made  for 
longer  petiods  than  two  months  there 
Is  no  reMon  to  expect  that  the  changes 
reconmicnled  will  have  any  significant 
^bet  on  the  length  of  time  in  which  a 
plant  Is  pookd  hi  a  particular  order 
the  I't'^wf*  In  the  proportion  (A 
I  Is  the  result  of  gaining  or  losing 
a  govesnwent  contract. 

Whtta  the  situation  prompting  the 
proposal  rTtrtrrt  only  between  the  Cen- 
tral West  Texas  and  North  Texas  mar- 
kets, and  involved  only  one  plant,  never- 
theless, beewiffe  of  the  location  of  the 
North  Texas,  market  in  relation  to  other 
^Mderal  mrder  markets,  it  is  possible  that 
a  similar  sltnation  could  develop  with 
a  plant  now  regulated  under  another 
order  or  with  some  other  plant  now  regu- 
lated under  this  order.  The  treatment 
h«rein  prescribed  would  be  equally  ap- 
jHDpriate  in  such  instsncrs 

While  thtfe  is  no  indication  that  the 
f^-*«"g  pwUtng  requirements  for  supply 
plants  have  presaoted  any  particular 
problem  it  cannot  be  presumed  that  this 
will  be  true  in  the  future.  Under  the 
existing  order  provlskms  a  supply  plant 
which  doKlnc  any  month  ships  50  percent 
of  its  Cteads  A  milk  receipts  to  a  pool 
illBtriimtlng  plant  and  which  is  assiguHl 
to  reserve  supply  credit  is  eligible  for 
pooling  daring  such  month.  Under  pre- 
scribed circumstances  the  plant  may  be 
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jxwled  on  the  basis  of  15  percent  ship- 
ments if  average  shipments  in  the  most 
recent  four  or  less  months  equal  50  per- 
cent of  Grade  A  milk  recelpU.  A  plant 
which  is  pooled  in  each  of  the  months  of 
September  through  December  is  eligible 
for  automatic  pooling  status  during  the 
January-July  period  (and  also  Augxist  if 
a  15  percent  shipping  requirement  is 
met>  on  application  by  the  operator  to 
the  market  administrator  prior  to  Jan- 
uary 31.  During  the  September- Decem- 
ber penod  any  plant  also  meeting  the 
pooling  requirements  of  another  order 
and  which  otherwise  would  be  pooled 
under  another  order  is  exempted  from 
regulation  under  this  order. 

During  the  short  production  months 
when  milk  is  most  needed  to  meet  the 
fluid  milk  requirements  of  a  market,  it 
is  desirable  that  supply  plants  meeting 
the  pooling  requirements  of  more  than 
one   order  be   pooled   on   a  month-to- 
month   basis   under   that   order   under 
which  the  greater  qualifying  shipments 
are  made.     This  also  Is  an  appropriate 
standard  for  pooling  plants  during  the 
flush  production  months  except  in  the 
situation  where  a  plant  retains  automat- 
ic pooling  status  under   this  order  by 
virtue  of  performance  during  the  short 
production   months.     During   the   flush 
production  months  when  milk  of  supply 
plants  is  least  likely  to  be  needed  for 
fluid  uses  this  order  (as  well  as  many 
other  Federal  orders)  provides  automat- 
ic   pooling    status    for    supply    plants 
which  have  been  closely  associated  with 
the  market  in  the  previous  short  produc- 
tion months  by  virtue  of  substantial  and 
regular  shipments  to  the  market.     Re- 
quiring a  supply  plant  with  automatic 
poottng  status  under  this  order  to  be 
regulated  under  another  order  on  the 
basis  of  casual  shipments   during   any 
flush  production  month  would  normally 
adversely  affect  returns  to  established 
producers  in  the  niarket  to  which  ship- 
ments were  made.    It  would  therefore 
be  more  appropriate  to  permit  such  a 
plant  to  retain  pooling  status  during  the 
flush  ptroduction  months  in  the  North 
Texas  market  with  which  it  has  had  an 
established    association   and   automatic 
pooling  status.    Any  plant  which  might 
be  qualified  for  automatic  pooling  status 
during  the  fhish  production  months  in 
another  Federal  order  market  would  be 
required  to  make  substantial  shipments 
to  the  North  Texas  market  (normally  50 
percent )  to  qualify  for  pooling  under  this 
order  during  such  months.     Shipments 
of  this  magnitude  could  not  be  considered 
as  casual  shipments  and  imder  the  cir- 
cumstances It  is  appropriate  to  require 
that  a  plant  shipping  50  percent  or  more 
of  Its  supply  and  having  It  assigned  to 
reserve  supply  be  pooled  under  the  order. 
The     reconunended     order    revisions 
hereinafter  set  forth  will  Implement  the 
foregoing  conclusions  and  in  conjunction 
with  changes  recently  recommended  In 
the  language  of  other  Texas  Federal  or- 
ders will  facilitate  the  determination  of 
where  a  plant  meeting  the  pooling  re- 
quirements   of    more    than    one    order 
should  be  regulated. 

As  was  pointed  out  by  proponent  one 
of  the  major  problems,  involved  In  the 


shifting  of  plants  from  one 

another,  is  the  impact  on 

turns  where  a  base 

volved.     Under  the 

visions,  if  a  plant  is  remoived 

lation    under    this    order   In 

regulation  under  another 

any  part  of  the  base-formlnr 

subsequently    again   beeoaci 

under  this  order  during  aB  c 

of   the   base-operating   pertoi^ 

turns  to  dairy  farmers 

such  plant  are  adversely  ailbelitf  l^fi 

fact   that  such   dairy  faimeig  4mS 

acquire    a    full    base.     StaatlH^,  ^S 


fanners  delivering  to  any 
mg  pooling  status  for  the  flnl 
ing  the  base-operating  period 
paid  only  the  excess  price 
base-operating    period.    Tllla 
cannot  be  concluded  to  be 
among  producers  nor  can  It 

to  be  in  the  interest  of  

ing.    Dairy  farmers  dettverlnyaife^A 
fully  regulated  plant  should  ihfli«|ia^' 
turns  from  the  market's  Class  X 
the  same  basis  as  other 
The  sole  purpose  of  a 
Is  to  encourage  more  even 
throughout  the  year.    This 
be  implemented  by  providing 
for  the  operator  of  a  newly 
plant  to  establish  his  seasoi 
ceipts  and  hence,  bases  for  eaift  ||||| 
producers.    Bowever.  ttie  npi  lajfc  if  fi 
plant  must  assume  the 
providing  the  market 
necessary  records  to  verify 
from  each  jMtxlucer  dvrtat 
forming    months.      The 
ammdment  to  the  computatlsa  tf 
hereinafter  set  forth  is 
plement  these  conclusions. 

3.    Proviskm    for    i 
pooGng  in  lien  of  martetnMIr 
The  present  provisions  proifWi 
marketwlde     pooling    sboall    lat  || 
changed.     The  order  has  mwlMir 
marketwlde  pooling  since  Ni 
Under  this  arrangement  all 
required  to  account  to  the 
their  milk  receipts  on  a 
basis  at  specified  minimum 
Each  month  the  total  value  of  tttilM 
distributed  among  all  piudmu wW 
basis  of  a  blended  or  tmlfoni  irtjgl^ 
cept  that  during  the  maaWm  ft  MMl 
through  June  one  blended  prletiii|0|^ 
cable  to  deliveries  of  mOk  net  fti  MM 
of  each  producer's  estaMbhed  bMl||. 
another  blended  price  Is  anlkiiMlli 
deliveries  in  excess  of  e: 

A  handler  who  generaDy 
or  no  milk  from  mmbeTS  of 
cooperative  association,  which 
approximately  eighty-five 
producers  on  the  market,  p: 
individual -handler  pooling  be 
for  the  present  marketwlde 
contended  that  marketwlde 
deterred  handlers'  efforts  to 
self-imposed  quality  controls  anC  ■ 
agement  of  producer  milk  suivBeste 
with  Class  I  fluid  milk 
also  said  that  marketwlde 
encouraged  an  oversupply  of 
market  and  suggested  that 
vldual -handler  pooling  distant 
would  be  encouraged  to  seek  otbv 
for  their  milk. 
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^,  February  28,  1962 

rtendler  distributing  a  "breed" 

mQ  as  regiilar  Grade  A  mOk 

ttte  proposal  for  indivldual- 

_HBng.    He  pointed  out  that  he 

—[^gpoid  on  the  reserve  market 

1^  lopplement  his  requirements 

»mllk  and  that  he  had  no  need 

——.otlonate  share  of  the  reserve 

TteSs  regular  Grade  A  operatlmis. 

1  with  proponent,  that  market- 

t^f  has  attracted  an  excessive 

lamdy  which  is  adversely  affect- 

iaeer  returns.   This  he  suggested 

iki  the  Interest  of  orderly  market- 
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^JL-  Hxjpoeal   for   Individual -handler 
^SmwtM  further  supported  by  a  num- 
S^Mdocer  witnesses  most  of  whom 
s  SvWr  milk  to  proponent's  plant. 
\  ^^itoelpal   cooperative    association 
*  Siliflw  proposal. 

^CpooUng  standards   as  set  forth 
^Ettiiardu-  establish  what  milk  shall 
SSMfBt  to  regulation.    The  prices  es- 
^Sd  by  the  order  are  those  prices 
^Su»  deemed  necessary  to  maintain 
^^ — ^,  but  not  excessive  supply  of 
.^market.   The  Class  I  pricing 
todudes  a  supply-demand  ad- 
^bnt  mechanism  which   serves  to 
Satb^  Class  I  price  as  supplies  tend 
rigiHic  excessive  and  increases  the 
2k|iSbai   supplies    shorten.      It    Is 
Cj^  this  means  that  supply  adjust- 
Skin  Intended  under  the  Act  to  be 
2iiiaiiibed  and  It  Is  not  Intended  that 
T^luStsupply  will  be  adjusted  by 
Z^^the  type  of  pooling  procedure. 
^1  ipfflc  priced  under  the  Federal 
Jitk  that  milk  which  the  appropriate 
Mk  anthority  deems  acceptable  for 
tksx  as  Grade  A  milk  In  the  mar- 
,  area  and  which  Is  marketed  in 
tttt  meets  prescribed  performance 
■ents.    While  handlers  may  de- 
kigher   quality    standards   than 
jMHiMiiTlT  applicable  In  the  market, 
til  Ml  an  appropriate  function  of  the 
I  order   to   re -enforce   handlers' 
Jn  this  respect. 

A  the  order  was  promulgated  the 
_  BBcretary  In  his  decision,  of  July 
11  nn.  ooncluded  as  follows: 

te  alternative  to  the  marketwlde 
lltfaa  individual -handler  pool.  Un- 
^  JMi  latter  system  producers  dellver- 
Ig  to  each  handler  receive  a  uniform 
Irilltaaed  on  each  handler's  utilization 
if  aBk.  Because  different  handlers 
Mr  Afferent  proportions  of  their  milk 
Jl  Ohi  I  and  Class  n,  the  uniform 
iMai  of  Individual  handlers  would  vary 
■staqi  the  other.    The  order  has  been 

to  permit  a  cooperative  assoda- 

ta become  a  handler  when  necessary 

ket  the  surplus  milk  of  Its  mem- 

Vnder   these    circumstances    an 

•handler  pool  would  result  In 

I  sharing  of  the  market  among 

and  would  not  be  conducive 

ilvtely  marketing.  It  is  concluded, 
•ntee.  that  marketwlde  pools  are  nec- 
■Bj  to  distribute  the  returns  from 
teaJa  of  milk  equally  among  producers 
■d  Id  create  orderly  marketing  of  pro- 
ves wSJk.." 

ftBOit  be  concluded  that  the  market- 
iMe  pabllng  arrangement  has  tended  to 
■ttaln  equality  among  producers  and 
H  nmtt  the  orderly  disposition  of  the 
■ufcetl  reserve  supply.     Handlers  in 


the  market  hata  very  limited  manufac- 
torint  ftointlei,  other  than  for  ice  cream 
and  oottaie  elieese.    Except  for  pro- 
ponent, they  generally  rely  on  the  major 
cof^penOn    aaaodation   for   balancing 
smites  and  disposition  of  milk  in  excess 
of  fluid  requirements.    The  cooperative 
operates  two  manufacturing  plants,  one 
at  lyfuenster  and  the  other  at  Sulphur 
Springs,  Texas.     In  1960  these  plants 
handled  over  60  percent  of   the   total 
Class  n  T«<Hc   (239  million  pounds)    in 
the  market.    Under  such  clrcimistances, 
marketwlde  pooling  is  essential  to  assure 
that  each  producer  win  recflve  an  equita- 
ble share  of  the   proceeds   from   milk 
utilised  In  fluid  form  and  that  all  pro- 
ducers share  equally  in  the  (H>st  of  han- 
dling   the    market's    reserve     supply. 
Clearly    also,   individual-handler    pools 
would  not  result  in  the  equitable  sharing 
of  the  costs  of  handling  market  reserves 
and  hence  its  adoption  would  engender 
disorderly  marketing  conditions  In  this 
market.     Accordingly,  the  request   for 
individual-handler  pooling  is  denied. 

4.  Clossi/Icatton  of  fluid  milk  products 
disposed  of  for  animal  feed.  The  provi- 
sions specifying  the  conditions  under 
which  fluid  milk  products  disposed  of  for 
animal  feed  may  be  classified  as  Class 
n  should  be  modified  and  the  present 
limitation  on  disposition  as  animal  feed 
under  a  Class  II  classification  should  be 
eliminated. 

Under  the  present  order,  skim  milk 
and  butterfat  disposed  of  in  the  form 
of  fluid  milk  products  for  use  as  animal 
feed  may  l^e  classified  as  Class  n  milk 
up  to  one-half  of  one  percent  of  the 
volume  of  skim  milk  and  butterfat  in 
fluid  milk  products  disposed  of  in  fluid 
form,  provided  certain  conditions  are 
met.  A  handler  is  required  to  keep  de- 
tailed records  of  the  amount  and  butter- 
fat test  of  all  products  disposed  of  for 
ptitmai  feed,  to  notify  the  market  ad- 
ministrator prior  to  such  disposition  so 
that  he  can  pl^rslcally  verify  disposition, 
and  to  furnish  a  receipt  signed  by  the 
purchaser  of  such  products  setting  forth 
the  details  of  the  transaction. 

In  September  1957,  a  provision  which 
provided  a  Class  n  classification  for  milk 
disposed  of  tor  livestock  feed  was  deleted 
from  the  order  on  the  basis  that  normal 
shrinkage  pliis  disposition  for  animal 
feed  did  not  exceed  the  two  percent 
shrinkage  allowance  In  the  order.  Sub- 
sequently, in  June  1959.  the  existing  pro- 
visions were  adopted  because  It  was 
foimd  that  the  two  percent  shrinkage 
allowance  was  Inadequate  to  cover  both 
normal  loss  Incurred  in  plant  operations 
and  route  returns  of  fluid  milk  products 
sold  for  livestock  feed. 

One  handler  proposed  the  eUmination 
of  the  requirements  for  record  keeping 
and  prior  notification  when  fluid  milk 
products  are  disposed  of  for  livestock 
feed.  He  claimed  that  these  conditions 
were  working  a  hardship  on  all  handlers 
and  on  the  members  of  the  market  ad- 
mlnUtratnr's  staff.  It  was  his  position 
that  it  required  virtually  the  full  time  of 
one  of  his  employees  to  maintain  the 
necessary  records  and  meet  other  re- 
quirements necessary  to  permit  a  Class 
n  classification  for  milk  which  he  neces- 
sarily disposed  of  as  livestock  feed. 
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Another  handler  had  no  objeetlan  to 
the  recordkeeping  and  reporting  lequlfe- 
ments,  but  proposed  that  ttie  me-half  of 
one  percent  maxinmrn  allowance  in  Claaa 
n  for  milk  disposed  of  for  ttvestodc  teed 
be  deleted.  He  contended  that  dlffoai- 
tlon  for  livestock  feed  was  costly  at  any 
price  and  handlers  used  this  outlet  only 
when  there  was  no  means  of  salvaging 
the  milk  for  other  uses,  Hence,  ttaoe 
was  no  need  for  limiting  the  volume 
which  might  be  disposed  of  in  this 
manner  under  a  Class  II  classification. 

The  order  does  not  set  forth  the  spe- 
cific  records  which  must  be  kept  or  the 
form  of  reports  which  must  be  made  to 
accommodate  classification  of  milk  dis- 
posed of  for  other  than  animal  feed.    It 
provides  that  the  handler  ahaU  report 
to  the  market  administrator  to  tbe  de- 
tail and  on  forms  prescribed  by  the  mar- 
ket administrator,    m  the  case  of  ree-  ^ 
ords  the  handler  Is  required  to  maintain 
and  make  avallaUe  to  the  maiicet  ad- 
ministrator— such  accounts  and  records 
of  his  operations — as  are  neceaaaiy  for 
the  market  administrator  to  yertfy  or 
establish  the  correct  data  with  reject 
to  receipts  and  utilization,  the  weights 
and  tests  for  butterfat.  and  other  content 
of  all  milk  and  milk  products  hanrtted. 
This  authority  is  wholly  adequate  to  per- 
mit the  market  administrator  to  pre- 
sarlbe  the  type  of  report  and  detail  of 
information  which  he  deems  necessary 
to  verify  disposition  for  livestock  feed 
and,  accordingly,  there  Is  no  need  to  set 
forth  the  detailed  requirements  now  eoa- 
tained  in  the  order.    However.  sLoce  the 
existing  order  provides  that  reports  rela- 
tive to  receipts  and  utilization  of  milk 
shall  be  filed  on  or  before  the  7th  day 
after  the  end  of  each  month.  It  la  de- 
sirable that  the  order  be  amended  to 
provide  for  ttie  filing  of  reports  relating 
to  disposition  for  animal  feed  In  ttie 
manner  and  at  such  times  as  the  market 
administrator  may  require.   Wllmhiatton 
of  the  present  spedCed  requirements. 
from  the  order,  will  jiermit  the  market 
administrator  flexibility  to  meet  Taxied 
situations  and  may  relieve  handlers  of 
some  reporting  or  record  keeping  If  an 
of  the  information  now  specifically  re- 
quired is  not  needed  by  the  maxket  ad- 
ministrator for  satisfactory  verification. 
The  Assistant  Secretary  cmiclnded  In 
his  recommended  decision  that  the  rec- 
ord provided  no  basis  for  deletion  of  the 
present  provision  restricting  classlflca- 
tlon  of  disposition  for  animal  feed  In 
Class  n  only  up  to  one-half  of  one  per- 
cent of  Class  I  disposition.    In  suppmrt 
of  this  position  he  pointed  out  that  ttie 
market    administrator's   statistics   over 
the  period  since  Jime  1959  Indicated  that 
in  no  month  had  the  volume  of  disposi- 
tion as  animal  feed  hi  Class  II  for  the 
market  as  a  whole  equaled  the  one-half 
of  one  percent  provided.    While  acme 
quantities   of    animal   feed   disposition 
were  classified  as  Class  I  In  each  month, 
the  record  did  not  disclose  whettier  this 
was  the  result  of  Inadequate  records  or 
disposition  in  excess  of  the  one-half  of 
one  percent  limitation  on  the  part  of 
certain  handlers. 

Exceptors  contend  that  ttiere  Is  no 
basis  for  limiting  disposition  for  animal 
feed  as  Class  n  where  such  dlspoattion 
can  be  verified  to  the  satisfaction  of 
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the  market  administrator.    They,  there- 
fore, requested  a  Class  n  cOassiflcatlon 
for  all  verified  animal  feed  disposition. 
It  is  concluded  that  there  Is  no  ne- 
cessity for  nmtting  the  amount  of  Class 
n  disposition  as  animal  feed.    However, 
the  bctfic  problem  associated  with  ani- 
mal   feed    dlsixisition    is    verification. 
Hence,  elimination  of  the  limitation  on 
Class  n  classification  may  not  increase 
the  amount  of*  animal  feed  disposition 
allowed  under  a  Class  II  classification. 
The  burden  of  proof  for  such  disposition 
is  incumbent  on   the   handler   and   he 
must  maintain  the  records  and  make  the 
reports  required  by  the  market  admin- 
istrator to  verify  to  the  administrators 
satisfaction,  disposition  as  animal  feed. 
5.  Modification  of  the  procedure  for 
computing  handler  location  adjustment 
credits.     The  procedure  for  computing 
location  differential  credits  to  handlers 
should  be  modified  to  the  extent  of  pro- 
vldtnflT  that  the  computation   shall  be 
made  on  the  basis  of  the  volume  of  milk 
remaining  after  producer  shrinkage  (de- 
ducted  In   step    (1)    of   the   allocation 
provisions)   has  been  added  back  (step 
(9)).  less  5  percent  of  direct  producer 
receipts  at  the  plant. 

Under  the  existing  procedure  location 
differential  credits  are  computed  on  the 
basis  of  the  volume  of  milk  remaining 
after  the  assignment  of  opening  inven- 
tories (step  (8)  in  the  allocation  pro- 
cedure) .  less  5  percent  of  direct  producer 
receipts  at  the  plant. 

A  proprietary  handler  who  regiJarly 
obtains  a  substantial  part  of  his  milk 
supply  from  a  Missouri  plant  submitted 
a  proposal  (included  in  the  hearing  no- 
tice) which,  under  certain  circumstances 
woiild  have  substantially  increased  the 
volume  of  his  Missouri  supply  which 
would  be  eligible  for  location  differential 
credits.  However,  no  testimony  was  of- 
fered In  support  of  the  proposal. 

A  witness  for  the  North  Texas  Milk 
Producers  Association  proposed  a  modi- 
fication of  the  proposal  contained  in  the 
hearing  notice.  His  proposal  would  de- 
crease the  amount  of  coimtry  plant  milk 
receipts  on  which  a  location  differential 
credit  would  be  claimed.  It  was  his  po- 
sition that  the  assignment  of  any  direct 
receipts  from  producers  to  Class  n  as  a 
step  in  computing  the  volxmie  of  receipts 
from  country  plants  eligible  for  location 
differential  credits  was  no  longer  ap- 
propriate. He  suggested  that  the  exist- 
ing provision  was  placed  in  the  order 
under  conditions  of  short  supply  in  rec- 
ognition of  the  fact  that  additional  coun- 
try plant  supplies  were  needed  to  assure 
handlers  an  adequate  supply.  Because 
the  supply  situation  has  substantially 
changed  he  contended  the  Missouri  milk 
was  no  Imager  needed  and  local  pro- 
ducers should  not  be  called  upon  to  sub- 
sidize the  shipments  of  milk  from  dis- 
tant sources. 

Under  the  order  a  handler  has  freedom 
of  choice  as  to  his  soture  of  milk  supply. 
However,  if  his  direct  producer  receipts 
exceed  105  percent  of  the  available  Class 
I  utilization  plus  shrinkage  on  producer 
milk  no  location  adjustment  credits  are 
allowed  on  receipts  from  supply  plants. 
Milk  in  excess  of  the  market's  fluid  re- 
quirements and  which  Lb  received  at 
country  plants  need  not  be  transported 
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to  the  city  for  Class  II  disposition.  Ac- 
cordingly, no  location  adjustment  credits 
are  applicable  to  Class  II  milk. 

The  allocation  of  5  percent  of  direct 
producer  receipts  to  Class  n  prior  to  the 
allocation  of  receipts  from  country 
plants  is  intended  to  permit  a  handler 
to  recover  transportation  on  that  milk 
which  is  lost  in  shrinkage  and  on  that 
milk  which  is  packaged  and  distributed 
but  is  returned  and  necessarily  used  in 
other  than  Class  I  uses.  This  procedure 
is  concluded  to  be  appropriate  and  should 
be  continued.  However,  the  existing  pro- 
vision permits  location  differential  credits 
on  a  greater  volume  of  milk.  Since  al- 
lowable shrinkage  on  producer  receipts 
is  two  percent,  the  existing  procedure  has 
the  effect  of  assigning  seven  percent  of 
direct  producer  receipts  to  Class  n 
rather  than  five  percent,  as  was  intended. 
This  deficiency  may  be  corrected  by  pro- 
viding that  location  differential  credits 
shall  be  considered  on  the  basis  of  the 
volume  of  milk  available  after  step  (9) 
in  the  allocation  procedure,  rather  than 
after  step  (8» 

The  original  proponent  of  a  modifica- 
tion of  the  procedure  for  computing  loca- 
tion differentials  excepted  to  the  con- 
clusions set  forth  in  the  recommended 
decision  and  suggested  that  the  change 
in  the  classification  of  fortified  fluid 
milk  products  would  decrease  the  amount 
of  location  differential  credits  which  he 
could  claim.  He  further  suggested  that 
the  classification  of  inventory  as  Class  II 
under  the  existing  order  (not  an  Issue  at 
the  hearing)  also  tendered  to  decrease 
the  amount  of  his  location  differential 
credits  and  requested  that  Inventory  be 
excluded  from  Class  II  utiUzation  for 
purposes  of  computing  such  location  dif- 
ferential credits. 

While  the  change  in  the  classification 
of  forUfied  fiuid  milk  products  will  in- 
crease the  volume  of  Class  n  disposi- 
tion, this  cannot  be  concluded  to  have 
an  inappropriate  affect  on  the  applica- 
tion of  location  differential  credits  since 
other  source  milk  In  the  form  of  non- 
fiuid  milk  products  is  the  source  of  non- 
fat milk  solids  used  in  fortification  and 
producer  milk  is  not  moved  to  the  mar- 
ket for  use  in  fortifying  fluid  milk  prod- 
ucts. It  is  not  clear  why  the  classifica- 
tion of  Inventory  should  affect  the 
amount  of  location  differential  credits 
since  country  plant  milk  allocated  to  in- 
ventory in  the  preceding  month  and  re- 
classified in  the  current  month  would  be 
subject  to  a  reclassification  charge  of  the 
difference  between  the  Class  n  price  for 
the  preceding  month  and  the  Class  I 
price  for  the  current  month  applicable 
at  the  location  of  the  shipping  plant. 
Accordingly,  the  proposal  to  exclude  In- 
ventory from  Class  n  utilization  In  the 
application  of  location  differentials  is 
denied. 

Rulings  on  proposed  findings  and  con- 
clusions. Briefs  and  proposed  findings 
and  conclusions  were  filed  on  behalf  of 
certain  interested  parties.  These  briefs, 
proposed  findings  and  conclusions  and 
the  evidence  In  the  records  were  con- 
sidered In  making  the  findings  and  con- 
clusions set  forth  above.  To  the  extent 
that  the  suggested  findings  and  conclu- 
sions filed  by  interested  parties  are  In- 
consistent with  the  findings  and   con- 
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elusions  set  forth  herein,  the . 
make  such  findings  or  reach 
elusions  are  denied  for  the  ra 
vlously  stated  in  this  declsioii. 

General   findings.     The  ftn_ 
determinations  hereinafter  set  mm^.  < 
supplementary  and  In  addlttaa  ^ K' 

findings  and  determinations  ] '  ^ 

made  in  connection  with  the  U 
the  aforesaid  order  and  of  the  Pli^£' 
issued  amendments  thereto;  saillM' 
said  previous  findings  and  d»*'     ' 
tlons  are  hereby  ratified  and 
except  insofar  as  such  findings    __ 
terminations   may   be   in  eoolllei  ^ 
the  findings  and  determinatioogi  ' " 
herein. 

(a)  The   tentative  markettag 
ment  and  the  order,  as  hereby 
to  be  amended,  and  all  of  the  t 
conditions  thereof,  will  tend  toi 
the  declared  policy  of  the  Act; 

(b)  The  parity  prices  of  milkMl^ 
termlned  pursuant  to  section  3  of  IhiM ' 
are  not  reasonable  in  view  of  ttat  HMlC 
feeds,  available  supplies  of  f«dl^|M 
other  economic  conditions  whkh  ifi 
market  supply  and  demand  for  ttSm 
the  marketing  area,  and  tibe  ■'-' — 
prices  specified  In  the  proposed  i 
ing  agreement  and  the  order, 
proposed  to  be  amended,  are 
as  will  reflect  the  aforesaid  fi 
sure  a  sufficient  quantity  of 
wholesome  milk,  and  be  in  the  i 
terest:  and 

(c>  The   tentative   markettng 
ment  and  the  order,  as  herebiy 
to  be  amended,  will  regulate  tbel 
of  milk  in  the  same  manner  as,  i 
be  applicable  only  to  persons  to 
spectlve  classes  of  industrial  •& 
merclal  activity  specified  In.  ai 
agreement  upon  which  a 
been  held.  _._^ 

Rulings  on  exceptions.    In  aillfl|||| 
the  findings  and  concluskns.  mi  li 
regulatory  provisions  of  this 
each  of  the  exceptions  received' 
fully  and  fully  considered  in 
with    the    record    evidence    _ 
thereto.    To  the  extent  that  tht : 
and  conclusions,  and  the  regnlatoif  | 
visions  of  this  decision  are  •! 
with  any  of  the  exceptions,  MMh 
tlons  are  hereby  overruled  for  the  1 
previously  stated  In  this  declilan. 

Marketing  agreement  and  Of' 
nexed  hereto  and  made  a  pan  I 
two  documents  entitled. 
"Marketing  Agreement 
Handling  of  MUk  in  the  North 
Marketing  Area."  and  "Order 
Ing  the  Order  Regulating  the 
of  MiU:  in  the  North  Texas  1 
Area."  which  have  been  dedded  W* 
the  detailed  and  appropriate  ■MMjl^ 
effectuating  the  foregoing  iumlli<nw». 

It  is  hereby  ordered.  That  all  ■•I 
decision,  except  the  attached 
agreement,  be  published  in  ths^ 
Register.    The  regulatory         ' 
said  marketing  agreement  are 
with   those  contained  in  the 
hereby  proposed  to  be  amended  Bf^ 
attached  order  which  will  be 
with  this  decision. 

Determination        of        rt 
period.     The  month  of  N< 
Is  hereby  determined  to  bethel 
atlve  period  for  the  purpose  « 


■• 


.1 

February  28,  1962 

ja  the  issuance  of  the  at- 
^  amending  the  order  reg- 
^l^nHHng  of  milk  in  the  North 
r^rketing  area,  is  approved  or 
\^  producers,  as  defined  midto 
iJf  the  order  as  hereby  proposed 
(led,  and  who,  during  such 
re  period,  were  engaged  in 
_on  of  milk  for  sale  within  the 
I  marketing  area. 
afc  Washington.  D.C.,  on  Feb- 


JOHN  P.  DtJNCAJI.  Jr., 

Assistant  Secretary. 
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ttv«  dale  berciof .  tiM  handling  of  milk 
in  the  Nortti  Texas  mai^eting  area  shall 
be  In  eanfenattj  to  and  in  oomplianoe 
with  tbe  tenM  and  oonditions  of  the 
afmesald  order,  as  horeby  ameiuled,  and 
the  aforesaid  order  is  hereby  amended 
-  as  follows: 
S  1126.32     [AmcndnMiit] 

1.  Add    a    new    paragraph     (O     to 
1 1128^  to  read  as  follows: 
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,1  Amending  the  Order  Regulating 
g^Hgttng  of  Milk  in  the  North 
m  ifmrketing  Area 
iigU  Findinga  and  dcterminatMNU. 
g^iuni  and  determinations  here- 
farth  are  supplementary  and 
__  to  the  findings  and  determl- 
t^^m  gnrtously  m^de  in  connection 
}'^^  jgguance  of  the  aforesaid  ordtf 
?S^  ^  prCTlously  Issued  amendments 
^'SSk  >Dd  all  of  said  previous  findings 
^'SSffBtnations  are  herdiy  ratified 
>  It^jpiH  except  insofar  as  such 
,  and  determinations  may  be  in 
^'vlth  the  findings  and  determina- 
_  iatfcrth  herein. 

"Si  flBrf*"^*  upon  the  btuis  of  the 
neord.    Pursuant  to  the  pro- 
«C  the  Agricultural  Maiiceting 
Act  of  1937.  as  amended  (7 
» „^  et  seq.) .  and  the  applicable 
if  practice  and  procedure  govem- 
fvmulation  of  marketing  agree- 
nd  marketing  orders  (7  CFR  Part 
a  public  hearing  was  held  upon 
pRiposed   amendments   to   the 
marketing  agreement  and  to 
ii«isr  regidating  the  handling  of 
gktetttt  North  Texas  marketing  area. 
5ll  tke  basis  of  the  evidence  intro- 
Ipl  at  auch  hearing  and '  the  record 
§■■1,  it  is  found  that: 
,0)  nSM  said  order  as  hereby  amended, 
^  tf  of  the   terms   and  conditions 
will  tend  to  effectuate  the  de- 
of  the  Act: 
parity  prices  of  milk,  as  de- 
pursuant  to  section  2  of  the 
H^  me  not  reasonable  in  view  of  the 
liBtf  teeds,  available  supplies  of  feeds, 
flilther  economic  conditions  which  af- 
Mmaiket  supply  and  demand  for  milk 
UHm  said  marketing   area,   and   the 
prices  specified  in  the  order 
amended,  are  such  prices  as 
i  the  aforesaid  factors,  insure 
it  quantity  of  pure  and  whole- 
11  ■111   and  be  in  the  public  interest; 


(c)  Each  handler,  with  respect  to  fiuid 
milk  products  disponed  of  for  animal 
feed,  shall  report  to  the  market  admin- 
istrator such  Information  and  at  such 
time  as  the  market  administrator  may 
prescribe. 

§  1126.41      [AmeMlinait] 

2.  Delete  paragraph  (a)  (1)  of  §  1126.41 
and  substitute  therefor  the  following: 

(a)  dassl  milk  shall  be  all  skim  milk 
(including  reconstituted  skim  milk)  and 
butterfat: 

(1)  Z3lsposed  of  In  the  form  of  milk. 
Aim  milk,  buttermilk,  flavored  milk 
drinks,  cream  (exc^t  cultured  sour 
cream),  and  any  mixture  (except  egg- 
nog  and  bulk  Ice  cream  and  frozen  dairy 
product  mixes)  of  cream  and  milk  or 
^nm  milk:  Provided,  That  when  any 
fluid  milk  product  is  fortified  with  non- 
fat ipilir  solids  the  amount  of  skim  milk 
to  be  clasBifled  as  Class  I  shall  be  only 
that  amount  equal  to  the  weight  of  skim 
Tt^iik  in  an  equal  volume  of  an  unfortified 
product  of  the  same  nature  and-  butter- 
fat  content; 

3.  Delete  subparagraph  (4)  of  1 1126.41 
<b)  and  substitute  therefor  the  fol- 
lowing: 

(4)  Disposed  of  in  the  form  of  fluid 
tniiir  products  and  used  for  livestock  feed  . 
subject  to  inqDection  (at  his  discretion) 
by  the  market  administrator; 

4.  Delete  tbe  period  at  the  end  of  sub- 
paragraph (6)  of  f  1126.41(b)  and  insert 
a  semicolon  and  add  a  new  subparagraph 
(7)  as  follows: 

(7)  Thai  portion  of  (ortified  products 
excluded  from  a  Class  I  skim  milk  clas- 
siflcation  pursuant  to  paragraph  (a)  of 
this  section. 
S  1126.53      [Amendment] 

5  In  the  proviso  of  S  1126.53.  delete 
the  reference  "t  1126.46(a)  (1)  through 
(8)"  and  substitute  therefor  the  refer- 
ence "i  1126.46(a)  (1)  through  (9)". 

6.  Delete  1 1126.61  and  substitute 
therefor  the  following: 
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determines,  a  greater  quantt^  of  ClMp 
I  milk  is  disposed  of  durly  ttie  montti 
on  routes  in  soeb  other  Federal  ovdnr 
maiiceting  are*  tban  was  dlspoeed  of  oa 
routes  in  this  marketing  area,  exeept  that 
if  such  plant  was  sobjeet  to  all  the  vn- 
vlsions  of  this  part  in  the  tanmedlatdsr 
preceding  month.  It  shall  continue  to  be 
subject  to  an  the  provisions  of  ttiis  part 
until  the  third  ceosecutlve  montli  In 
which  a  greater  proportion  of  tts  Class  I 
disposition  is  made  In  such  other  mar- 
keting area  unleee.  notwithstanding  the 
provisions  of  this  paragraidi.  It  is  reigu- 
lated  under  such  other  order. 

(b)  A  plant  meeting  the  requirements 
of  51126.10(a)  which  also  ■*««J»5*- 
pooling  requirements  of  another  Federal 
order  on  the  basis  of  distribution,  to 
such  other  marketing  area  and  from 
which,  the  Secretary  determtaes,  • 
greater  quantity  of  Class  I  milk  is  dM- 
posed  of  during  the  month  on  roota  m 
this  marketing  area  than  Is  so  disposed 
of  in  such  other  marketing .  area  Imt 
which  plant  Is,  neverthdew.  tnPj  jy- 
lated  tmder  sudh  other  Federal  order.  ^ 

(c)  A  plant  meeting  the  reqoiranents 
of  S  1126.10(b)  whldi  also  ««^^« 
pooling  requlremwits  of  another  Federal 
order  and  from  which  greater  qualifying 
shipments  are  made  during  the  month 
to  plants  regulated  under  sogi_ other 
order  than  are  made  to  planta  regUlated 
under  this  part,  except  during  the 
months  of  January  through  August  tf 
such  plant  retains  automatic  pooling 
status  under  this  part. 


§  1 126.61    PUnts  subject  to  other  Federal 


^ 


tt  Ibe  said  order  as  hereby  amended, 
the  handling  of  milk  in  thOi 
as,  and  is  applicable  only 
_  in  the  respective  classes  of 
or  commercial  activity  speel- 
I.  a  marketing   agreement  upon 
I  a  hearing  has  been  held. 

relative  to  handling.   It  is  there- 
.  that  on  and  after  the  effec- 


*1kb  mCm  shall  not  b«com«  effective  un- 
Ml  Wd  eatU  the  requirements  of  1 900.14 
«%l  IQlM  of  practice  and  procedure  gov- 
<Hm  irooeedlnga  to  rormulate  marketing 
and  marketing  orden  have  been 


The  prevlsi(ms  of  this  part  shall  not 
apply  with  respect  to  the  operation  of 
any  plant  meclfled  in  paragraph  (a), 
(b)  or  (e)  of  this  section  except  that  the 
oper«tor  shall,  with  respect  to  total  re- 
ceipts of  ■M»"  milk  and  butterfat  at  such 
plant,  make  reports  to  the  market  ad- 
mlnlBtratOT  at  such  time  and  in  such 
manner  as  the  market  administrator  may 
Inquire  and  allow  verification  of  such 
Imports  by  the  market  administrator. 

(a)  A  plant  meeting  the  requirements 
of  11126.10(a)  which  also  meets  the 
pooling  requirements  of  another  Federal 
order  and  from  which,  the  Secretary 


§  1126010      [Ameadaaeall 

7,  Delete  the  period  at  the  end  of 
paragraph  (a)  of  1 1126.86  and  Insert  « 
semicolon  and  add  a  new  paragrmh  <b) 
as  follows: 

(b)  In  the  case  of  producers  deliver- 
ing mUk  to  a  plant  i^ilch  wa»  not  a  pool 
plant  during  the  entire  base  fonnlag 
period,  a  dally  average  base  for  eaA 
such  producer  diall  be  calnilat^  pw- 
suant  to  paragn^di  (a)  of  this  seotloa 
on  the  basis  of  his  deliveries  of  milk  to 
such  plant  during  August  throutfi  Jan- 
uary: Provided,  Ihat  reoonis  of  such 
deliveries  to  the  plant  are  made  avail- 
able to  the  market  administrator. 

[FR.    Doc.    83-1003;    FBed.    Feb.   27,    ISeS; 
8:40  ajn.] 


DEPARTMENT  OF  LABOR 

Division  of  Public  Conhticts 

[  41   CFR  Part  50-202  1 

MOTORS  AND  GENERATORS 
INDUSTRY 

Tentative  Decision  In  Dolorminotion 
of  PrevoiliniB  Minimum  Wcigos 

A  complete  record  of  proceedings  heid 
under  sections  1  and  10  of  the  WaMh- 
Healey  Public  Contracts  Act  (41  VBC 
35  and  43a)  to  determine  the  prevalMng 
ni<nimiim  wages  for  persons  enndoyed  In 
the  motors  and  generators  Industry  has 
been  certified  by  the  hearing  examiner. 
A  tentative  decision,  ineludtaig  m  elrt^ 
ment  of  findings  and  oonclnsians.  as  to 
as  the  reasons  and  basis  therefor,  on  au 
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xoMiaUd  IMOCB  of  faet,  law.  and  diBcre- 
Uon  prewnted  am  the  record,  and  any 
propooed  wage  determination.  Lb  now 
apiinvriate  under  Um  ac>plicable  rules 
of  practice  (41  CFR  Part  50-303 Jl(b) ) 
and  tbe  AdminletraUve  Procedure  Act 
(5  nJB.C.  1007(b)). 

Definition.  The  notice  of  hearing  ( 26 
FJR.  7070)  defined  the  motors  and  gener- 
ators industry  as  follows: 

"The  motors  and  generators  industry 
is  defined  tenUUvely  as  that  industry 
which  manufactures  electric  motors  and 
generators;  prime  morer  generator  sets 
(except  complete  steam,  gas  or  hydrau- 
lic turbo-generators),  such  as  gasoline 
or  dleeel-englne  driven  or  wind  driven 
generator  sets:  motor  generator  sets  and 
other  rotating  equipment  (except  auto- 
motive) such  as  dynamotors.  converters. 
fiiyertav.    rotating    regulators,    servo- 
motors,    synchro-motors,      and      gear 
moton:    and   motors,   generators,    and 
control  apparatus  for  such  land  trans- 
portation equipment  as  gasoline-electric 
and  dleael-electric  locomotives,  rail  cars, 
trtrileys.  busses,  and  trucks.    The  manu- 
facture of  parts   (biduding  spare  and 
renewal)    specifically  designed   for  the 
foregoing  products  is  also  included.    The 
Industry  does  not  include  the  manufac- 
ture of  the  following  products:  Electric 
starting  motors;  automotive  generators; 
complete  steam.  W.  or  hydrauUc  turbo- 
generators:    arc    welding     generators: 
battery-charging  generators  for  internal 
combustion  engines;  control  apparatiis 
for  storage-battery  powered  transporta- 
tion equipment;    and  parts  commonly 
recognised    as    products    of    industries 
other  than  the  motors  and  generators 
industry,   fuch   as   bearings:    brushes: 
brush  holders;  built-in  overload  protect- 
ing devices;  capacitors:  filters;  insulat- 
ing materials;  lead  terminals,  markers. 
i^ivi    connectors;    permanent   magnets: 
recording    and    indicating    instruments 
and    devices;    rectifiers:     relays:     and 
resistors." 

The  representatives  of  organized  labor 
raised  no  objection  to  this  definition. 
However,  the  National  Electrical  Manu- 
facturers Association  (NEMA)  asserts 
that  in  interpreting  this  definition  some 
manufactiuvrs  may  erroneously  conclude 
that  motors  and  generators  for  storage- 
batter  powered  transportation  equip- 
ment are  excluded  from  the  definition, 
and  that  the  exclusion  for  "turbo-gener- 
ators." meaivs  that  the  generator  seg- 
ment of  turbine-generator  sets  is  ex- 
cluded. Therefore,  in  order  to  make  it 
abundantly  clear  that  motors  and  gener- 
ators Jor  storage-battery  powered  trans- 
portauon  equipment  are  included  in  the 
definition,  whereas  only  the  control  ap- 
paratus for  them  is  excluded,  and  that 
the  generator  segment  of  turbine  gener- 
ator sets  is  included  whereas  complete 
steam,  gas  or'  hydraulic  turbine- gener- 
ator sets  are  excluded  from  the  deflni- 
tion.  I  have  decided  to : 

(1)  Amend  the  part  of  the  definition 
concerning  products  included  within  the 
industry  by  changing  the  phrase  in  pa- 
rentheses following  the  words  "prime 
mover  generator  sets."  to  read  '<  except 
complete  steam,  gas  or  hydraulic  tur- 
Mne-generator  sets) ." 

(2)  Add  a  phrase  following  the 
words and    motors,    generators 
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and  control  apparatus  for  such  land 
transportation  eqxiipment  as  gasoline- 
electric  and  diesel-electrlc  locomotives, 
rail  cars,  trolleys,  busses,  and  trucks."  to 
read  "(except  control  apparatus  for 
storage-battery  powered  transportation 
equipment. ) " 

<  3 »  Delete  the  phrase  "complete  steam, 
gas.  or  hydraulic  turbo-generators  '  from 
the  items  excluded  from  the  definition. 

(4)  Delete  the  phrase  "control  appa- 
ratus for  storage-battery  powered  trans- 
portation equipment"  from  the  Items  ex- 
cluded from  the  definition. 

NEMA  proposed  that  fractional  and 
non-fractional  motors  and  generators  be 
considered  separately  for  wage  determi- 
nation purposes.  This  was  supported 
by  uncontradicted  evidence  that  frac- 
tional and  nonfractional  motors  and 
generators  were  generally  manufactured 
in  different  establishments.  The  econ- 
omist representing  the  American  Feder- 
ation of  Labor  and  Congress  of  Industrial 
Organizations  (AFL-CIO)  opposed  sep- 
arate determinations  on  the  ground  that 
subdividing  narrowly  defined  industries 
may  encourage  a  shopping  about  for  dif- 
ferentiations between  products  which 
may  result  in  administrative  mischief 
and  further  complication  of  already  ex- 
cessively protracted  Walsh -Healey  pro- 
cedures. 

In  view  of  the  fact  that  there  appears 
to  be  an  appropriate  basis  for  making  the 
requested  branch  determinations  for  this 
industry  and  additional  time  will  not  be 
required  for  such  division,  I  have  de- 
cided to  make  the  separate  branch  de- 
terminations requested  by  NEMA  in  the 
proposed  wage  determination  for  this 
industry. 

Locality.  The  record  contains  exten- 
sive data  prepared  by  the  Wage  and 
Hour  and  Public  Contracts  Divisions  of 
the  Department  of  Labor  concerning  the 
competition  in  this  industry  for  contracts 
subject  to  the  Walsh-Healey  Act.  These 
data  indicate  that  the  competition  for 
Oovernment  contracts  for  both  frac- 
tional and  nonfractional  motors  and  gen- 
erators is  not  limited  by  the  places  where 
it  is  intended  to  use  those  products  when 
bids  are  invited,  so  that  there  is  no  way 
to  predict  at  that  time  the  geographic 
area  in  which  the  successful  bidder's 
plant  will  be  located.  Furthermore,  it 
was  stipulated  at  the  hearing  that 
"competition  in  the  sale  of  motors  and 
generators  to  the  United  States  Oovern- 
ment under  contracts  subject  to  the 
Walsh-Healey  Act  is  nationwide  and 
industrywide  ■ 

Accordingly,  it  is  my  finding  that  the 
locality  m  which  products  of  the  motors 
and  generators  industry  are  to  be  manu- 
factured or  furnished  for  any  Govern- 
ment contract  subject  to  the  Walsh- 
Healey  Public  Contracts  Act  cannot  be 
defined  more  narrowly  than  the  entire 
area  in  which  the  Industry  operates. 
Under  these  circumstances,  an  industry- 
wide wage  determination  is  essential  to 
achieve  the  purposes  of  the  statute. 
( See  the  tentative  decision  in  the  Textile 
Industry,  17  F.R.  11197;  Mitchell  v. 
Covington  Mills.  Inc..  229  P.  2d  506. 
certiorari  denied.  350  U.S.  1002.  rehear- 
ing denied.  351  US.  934.) 

Prevatltng     minimum     wages.       The 
Bureau  of  Labor  Statistics  (BLS)    pre- 


pared  for   use   in   these 

comprehensive  survey  of  the 
wages  paid  by  every  _ 

ten  or   more   employees  In 
manufacture  of  motors  and 
constituted  50  percent  or 
total  value  of  sales  in  1958. 
based  on  this  survey  show 
tered  plant  minimum  wage  ._^ 
ing  from  $1  an  hour  to  over  IXTIm^^ 
which  were  paid  in  October,  1N|  |y  m 
establishments  employing  ilfitft  PMMii 
who  were  engaged  in  wovk  of  a  fm 
covered   by   the  Act  when  porfoi^^ 
under  a  contract  subject  to  it  (tofenf 
ferred   to  hereafter  as  "covered  «^ 
ers").     The    survey    presents  i^M^ 
data  showing  the  wage  rates  paid  lia^ 
ployees  engaged  in  the  msnnfml^i  ^ 
fractional  horsepower  items,  to  Miphiw 
ees  engaged  in  the  manuf  aetia«  s(  h^ 
fractional  horsepower  items,  and  to  Ml 
groups  combined. 

Four  of  the  establishments 

scope  of  the  survey  refused  to  . 

their  minimum  wage  rates  to  the 

Thus,  the  survey  was,  in  fact,  bsnl 

direct  information  concerning  till 

mum  wages  paid  in  211 

and  minimum  wage  rates 

to  the  other  four  upon  the  bssli  •! 

known  characteristics.    NEMA 

evidence  indicating  that  eight 

ments  in  the  Industry  had  madi 

in  filling  out  their  copies  of  the 

nalres  on  which  the  BUB 

based.    As  a  result  of  this. 

corrections   in   the   survey 

made  during  the  course  of  the 

At  the  commencement  of  tbs 

counsel  for  NEMA  made 

a  subpoena  duces  tecvim  requMag 

duction  for  its  inspection  of  the 

of  the  individual  plants  to  the 

tionnalres  which  contain  the 

data  which  the  survey  presenta 

tistical   and   anonymous  form. 

contended  in  effect  that  this 

would  help  in  providing  it 

ther  basis  for  challenging  the 

of  the  survey  or  for  recommendtng 

tional   adjustments  in  it.    OooDWl  l» 

the  Oovernment  opposed  the  1— Wil 

such  a  subpoena.    The  hearing  ■—» 

iner  declined  to  issue  the  subpowaiAv 

taking  evidence  on  the  balance  tt  Mft* 

venience.     Nevertheless.  NEMA  dM  a< 

object  to  the  admission  in  erldailll 

the  tables  in  the  survey  on  whkkM 

decision  relies  for  its  deteiuiliNttn  if 

prevailing  minimum  wages.    MBfAM 

move  to  strike  the  whole  surw  I*  • 

later  stage  of  the  hearing 

motion    recited    an   altemattva 

that  the  survey  was  "based  on 

of  records  which  have  not 

available."  the  only  ground ^ ^ 

the  refusal  of  the  hearing  aira^iWJ* 
admit  certain  afBdavits.  Tlwaa  ^ 
davits  were  amended  and  reeitfld  It 
agreement  at  a  later  stage  ^J^^J!^ 
ing  Accordingly.  I  have  so«e  M*^ 
concerning  whether  the  refuwl  togMi 
the  subpoena  was  stated  suflldwy  ■ 
warrant  its  further  consideration  "^ 
time.  Nevertheless.  I  shall 
propriety  of  the  hearing 
rulings  '  - 

The  objection  to  the  issuanoa  9m 
subpoena  was  occasioned  by  a  piMP 
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,^  members  of  this  industry  by  the 
••JJlibor  SUtlstics  on  the  face 
•--gttonnalres.  that  the  answers 
'  TT'held  confidential.    Evidence 
1  to  the  effect  that  to  perform 
IS  well,  the  Bureau  must  ob- 
informatlon  from  ind\istrial 
■■■■nr*"  which  would  not  be  re- 
^oompetitors  and  other  indus- 
MoiiDS     In   accordance  with  the 
•Vlflnd  that  the  nearly  universal 
»>—  — '♦w^  Bureau  was  able  to  obtain 
ITSmr^ey,  the  high  ratio  of  response 
'ffStaii  in  Its  other  surveys,  and  the 
S^^^quality  of  such  work,  depends 
'Sottas  and  honoring  assurances  of 
^SyS.i    treatment— such   as   those 
.•J2Sl  here     A   representative   from 
SStti  of  Labor  SUtistics  testified 
■fcLTibe  pledge  of  confidentiality  were 
tT*^  in  these  proceedings,  "the  Bu- 
"SSuW  no  longer  guarantee  its  pledge 
SVfldentiality  and  would  in  all  llke- 
■^^^oout  of  business."    The  appar- 
for  such  a  pledge  is  further 
by  the  fact  that  survey  ques- 
^BBivi  sent  out  by  NEMA  to  members 
TTlndustry  also  conUined  a  pledge 
•      ce.  which  it  also  was  scrupu- 
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Kto  honor  at  the  hearing. 
■MA  was  afforded  opportunity  at  a 
ing  panel  conference  to  partici- 
.  the  formulation  of  the  wage  sur- 
w    At  that  time  NEMA  did  not  object 
71^  pledge  of  confidence  which  was 
lad  in  the  draft  questionnahre  re- 
utoy  the  entire  panel.    In  addition, 
fiininatlon  at  the  hearttig  of  the 
lonial  knowledge   of   the  witness 
srepared  the  survey  was  thrown 
and  availed  of  by  NEMA  without 
m.    It    included    the    conduct. 
vwi,  and  evaluation  of  the  Bureau's 
MTvey  investigation,  and  its  com- 

««  and  tabulation  of  the  basic  wage 
laeelved  from  the  industry. 
'  fe  determining  whether  the  suV«)oena 
dan  tecum  should  have  been  Issued 
Ml  enforced,  the  hearing  examiner  was 
iriM  upon  to  balance  NEMA's  need 
tK  the  material  sought  against  the  bur- 

atbat  would  be   imposed  upon  the 
t9  requiring  the  production  of  such 
NEMA   agrees   that  this  is 
._„  presented.    NEMA  points  out 
the  burden  of  proof  is  on  the  Oov- 
jent  to  Justify   the  suppression  of 
subpoena  and  concludes  that  the 
„  ,tfwm»nt  has  not  shown  the  balance 
*ll|||^  in  favor  of  such  suppression. 
'  B  dearly  appears,  however,  that  what 
lllalBg  balanced  is  the  possibility  that 
WtHk  may  be  able  to  find  some  report- 
it  «r  tabulating  mistakes  in  this  survey 
a  Ifae  one  hand,  and  an  end  to  all  of 
ttlWrful  work  of  the  BLS  (See:  United 
JMl  Ctovemment  Organization  Man- 
W.lMl-02.  pp.  334-338).  on  the  other 
'    d.  In  such  circumstances,  I  find  that 
Ooremment  has  clearly  established 
than    adequate    justification    for 
the  subpoena  duces  tecum  and, 
._,  I  approve  of  the  Hearing  Ex- 
MlMr's  rulings  in  regard  to  this  matter. 
IViA  contends  that  the  BLS  survey 
mM  not  be  relied  upon  for  the  pur- 
Hai  of  determining  the  prevailing  min- 
taan  wages  in  this  industry.    Its  major 
^   Mnnant  is  that  the  responses  to  the 
*■§•  questlormaire  are  incorrect  because 
<te  definition  of  covered  workers,  which 


it  allegea  is  aml^guous,  led  many  re- 
spoofftmA*  to  eliminate  some  covered 
woricen,  and  thus  i»oduce  an  upward 
bias  in  the  aurvey  results.  The  limita- 
tions n^Uch  were  placed  on  the  scope 
of  the  survey.  I.e.,  the  ten  employee 
cutoff  and  60  percent  sales  test  were 
also  crltidaed,  as  was  the  assignment 
of  in<"«"»""»  wage  rates  to  the  four  es- 
tablishments which  refused  to  report 
such  information  to  the  BLS. 

In  connection  with  these  criticisms. 
NEMA  conducted  its  own  independent 
wage  survey  of  the  industry,  using  the 
following  sources   of   information:    (1) 
Alleged  "copies"  of  the  information  pro- 
vided  the   BLS    by    72    establishments 
which  were  forwarded  to  NEMA;    (2) 
Responses    to    NEMA's    questionnaire. 
which  was  more  detailed  than  the  BLS 
questionnaire,  that  had   been   sent   to 
about  350  companies;  and  (3)  personal 
visits  to  ten  large  manufacturing  plants. 
Although  NEMA  received  90  usable  re- 
sponses to  its  own  questlormaire .  only 
61  were  from  companies  which  also  for- 
warded copies  of  the  material  sent  to 
BLS.    These  61  cases  provided  the  basis 
for  a  comparative  analysis  by  NEMA. 
According   to  NEMA.   discrepancies   in 
the  reporting  of  total  employment  were 
disclosed  in   30   cases,   covered   worker 
employment  in  45  cases,  lowest   wage 
actually  paid  in  21  cases,  and  product 
classification  in  two  cases. 

Prior  to  the  hearing,  NEMA  counsel 
offered  the  NEMA  data  to  the  BLS  for 
examination.     The  results  of  such  ex- 
amination show  that  some  of  the  data 
received  were  identical  to  that  received 
by  NEMA.  but  that  in  a  considerable 
number  of  cases  the  material  received 
by  the  BUB  differed  from  the  "copy ' 
which  the  company  forwarded  to  NEMA. 
There  were  also  discrepancies  between 
what  was  reported  in  the  BLS  and  in  the 
NEMA    questionnaires.    Finally,    there 
were   three   establishments  which   had 
furnished  NEMA  with  "copies"  of  their 
BLS  questionnaires  although  they  had 
not  reported  to  BUB  at  all.    In  the  crucial 
area  of  lowest  rates  actually  paid,  it  ap- 
peared that  of  21   cases  where  NEMA 
found  discrepancies,  two  had  not  filed 
responses  with   the  BUS.     Of   the  re- 
maining 19,  ten  reported  higher  rates  to 
BLS  than  to  NEMA;  one  reported  the 
same  rate;    and   eight  reported   lower 
rates.    However,  only  one  of  the  18  es- 
tablishments with  wage  data  differences 
reported  a  minimum  rate  to  NEMA  which 
could  alter  the  position  of  the  prevailing 
mtfiimum  wage  under  principles  which 
have  been  used  and  are  used  in  this 
toitative   decision  to   determine   them. 
feJB  contacted  this  establishment  and 
found  that  the  rate  reported  originally, 
rather  than  the  rate  reported  to  NEMA, 
was  the  correct  one.    With  regard  to  the 
two  errors  In  reporting  principal  prod- 
uct, the  BLS  found  on  further  check- 
ing' that  NEMA  had  correctly  classified 
these  plants  as  producing  nonfractional 
horsepower  equipment.    This  resulted  in 
two  of  the  eight  corrections  made  in  the 

survey.  ^    ^ 

The  NEMA  survey  was  not  offered  in 
evidence  because  NEMA  did  not  con- 
sider it  sufllcientiy  valid.  Conflicts  with 
BTjj  findings,  the  erroneous  "copies"  of 
the  BLS  questionnaire,  as  well  as  the 
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small  number  of  responses  contributed 
to  this  decision,  according  to  NEIiA. 
NEMA  asserted  that  the  survey  was  not 
offered  in  evidence  for  the  same  rdiaon, 
the  BUS  survej'  was  attacked,  because 
both  questionnaires  were  "misunderstood 
in  crucial  particulars." 

To  support  its  contentions  and  to  pro- 
vide a  basis  for  correcting  the  BUS  sur- 
vey.   NEMA   presented   affidavits  from 
five  establishments  and  direct  testimony 
by  an  official  of  one  large  plant  to  the 
effect  that  the  informati<m  originally 
submitted   to  the  BUS  was  Incorrect. 
pour  of  the  six  discrepancies  could  have . 
stemmed   from  misconceptions  oi   the 
meaning  of  covered  workers.    The  fifth 
case  involved  a  misunderstanding  of  the 
definition  of  "establishment"  which  led 
the  company  to  repwi;  excessively  high 
figures  for  total  and  covered  employ- 
ment ;  no  changes  in  minimum  rates  were 
involved.    In  the  sixth  case,  the  com- 
pany erroneously  reported  its  motors 
and  generators  sales  as  61  perc«it  of 
total  shipments  when  in  fact  it  had  been 
about  40  percent,  and  therefore  outside 
the  scope  of  the  survey  coverage,  v  This 
evidence  resulted  in  the  other  six  correc- 
tions in  the  survey. 

NEMA  claimed  that  the  Department 
had  ostensibly  conceded  the  existence  of 
deficiencies  in  the  covered  worker  defini- 
tion by  revising  this  deflnittcm  in  subse- 
quent questionnaires,  as.  for  example. 
that  for  the  engines  and  turbines  In- 
dustry.   Nevertheless^   NEMA  emphat- 
ically   disclaimed    that    these    revela- 
tions of  errors  carried  the  Imidlcation 
that  BLS  was  wrong  and  NEMA  was 
right.    Rather,  NEMA  took  the  porition 
that  there  is  no  way  of  knowing  which 
of  the  three  sets  of  data,  if  any,  are  cor- 
rect   The  only  conclusion  to  be  drawn, 
NEMA  asserted,  Is  that  If  the  jjroven 
errors  and  discrepancies  appearing  in 
the  eight  cases  presented  could  result  in 
shifts  in  the  wage  data,  the  total  sur- 
vey results  can  be  asstimed  to  contain 
errors  of  similar  magnitude.    Thus.  It  is 
claimed  that  the  reUablllty  of  the  entire 
survey  is  destroyed.    In  the  absence  of 
an  ideal  solution,  a  new  survey.-  NEMA 
contends  that  the  only  w^y  to  determine 
whether  the  current  BLS  survey  is  ac- 
curate is  to  permit  NEMA  to  examine  all 
the  questionnaires  received  by  BLS. 

Since  aU  of  the  errors  In  the  BLS  sur- 
vey which  were  established  at  the  hear- 
ing were  corrected,  the  principal  remain- 
ing issue  is  whether  the  evidence  war- 
rants   the    assumption    that    they    are 
indicative  of  the  existence  of  others,  or 
whetiier  these  eight  changes  only  con- 
■  stituted  a  basis  for  making  minor  im- 
provements m  a  survey  which  was  sub- 
stantially accurate  to  begin  with.    The 
latter  assmnption  appears  to  be  war- 
ranted.   The  member  ccmipanles  in  the 
Motors  and  Generators  section  of  NEMA 
who  were  represeirted  at  the  hearing  in- 
cluded   the    leading    manufacturers   of 
motors  and  generators  and  their  attempt 
to  obtain  information  critical  of  the  BLS 
survey  appears  to  havjTbeen  both  diligent 
and  extensive.   NEMA  has  repeatedly  as- 
\serted  that  it  does  not  question  the  tech- 
nical competence  with  which  the  survey 
was  executed.    It  claims  instead  that  the 
difficulties  arose  through  the  respond- 
ents' errors  in  comprehending  the  mean- 
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Ing  of  th«  quesUoiu  in  the  wage  survey. 
partkulaiiy  with  respect  to  the  defini- 
tloa  of  covered  workers.     However,   a 
oonpftiiaoa  of  the  '*ft\nitinn  in  the  sur- 
vey, the  revised  dcfinltloii  used  In  the 
^ngintHk  and  turbines  Industry  wage  ques- 
tionnaire, and  the  NEtlA  definition  in- 
dicates that  all  three  versions  are  readily 
comprehensible.    The  definition  of  cov- 
ered employees  used  in  the  motors  and 
generators  questionnaire  has  been  suc- 
cessfully used  in  recent  years  in  wage 
surveys  of  many  other  industries,  includ- 
ing  several  divisions   of   the   electrical 
Industry,  which,  like  motors  and  genera- 
tors, were  being  covered  for  the  first  time 
by  special  wage  determinations.    The  oc- 
cupational composition  of  these  indus- 
trlea  Is  similar  in  complexity  and  the 
m^««ym»r>t    is    of    comparable    legal 
sophlsticatkm.     The  major  motor  and 
-"      generator  manufacturers,  including  those 
whose    representatives    submitted    affl- 
r      davits  or  testified  at  the  hearing,  have 
ha4  long  experience  in  supplying   the 
dovemmcnt    with    vast    quantities    of 
mater^k,  and  must  have  had  a  general 
awareness  of  Walah-Healey  regulations. 
even    though    no    wage    determination 
applied  specifically  to  motors  and  gen- 
erators.   Moreover,  some  of  these  same 
fnn^art'ft  took  an  acUve  part  in  other 
wage  determination  proceedings. 

Nevertheless,  it  U  widely  recognized 
that  soma  degree  of  reporting  error  is 
Inherent  In  any  statistical  survey.    The 
risk  la,  however,  reduced  to  a  minimum 
by  the  standard  practice  of  BI^  to  re- 
view carefully  and  evaluate  each   re- 
qponse  tor  internal  consistency  and  sub- 
sequently to  contact  the  company  either 
through  additional  correspondence,  tele- 
phone caQs,  or  personal  visits,  on  all 
doubtful  matters.   Furthermore,  it  is  not 
clear  that  any  alterations  in  the  BLS 
survey    questionnaire    would    have    re- 
sulted in  a  more  accurate  survey  of  the 
Industry  than  the  one  presented  in  the 
record.    In  fact.  NEMA  in  effect  admits 
that   the  rewonses  which  it  obtained 
from  the  survey  questionnaire  which  it 
composed  were  of  no  greater  accuracy 
than  It  btileved  the  BUS  responses  to  be. 
In  regard  to  the  criticism  concerning 
the  sc<v>e  of  the  survey  and  the  charge 
that  the  afff^g^"**'*^  of  wage  rates  to  the 
four  non-respondents  was  improper,  it  is 
clear   that  hy   all   accepted   statistical 
standards  the  number  of  responses  ac- 
tually studied  was  more  than  adequate 
to  provide  reliable  wage  tabulations  for 
-    the  industry:  that  the  induskm  in  the 
survey  of  non-respondents  was  based  on 
a    well    accepted    standard « statistical 
techniques;  and  that  the  survey  was  de- 
signed to  provide  the  best  pcMsible  as- 
surance that  the  determination  for  the 
taoion  and  generators  industry  would 
not  reflect  wages  paid  by  establishments 
whose  t>roductlon  was  principally   di- 
rected in  other  injlustry  channels. 

Based  upon  a  careful  evaluation  of  all 
the  evidence  of  record  I  find  that  the 
BUB  survey  constitutes  a  sound  basis  for 
determining  the  TP*«»»»"tn  wages  that 
prevail  In  this  Industry. 

NEMA  has  requested  that  in  deter- 
mining prevailing  minimum  wattes  I 
should  reconsider  the  adoption  of  the 
previously  rejected  Interquartile  theory 


PROPOSED  RULE  MAKING 

See  the  tentative  decision  in  the  metal 
business   furniture   and  storage   equip- 
ment   industry.    23    FM.    12363.      This 
theory   involves   finding    the  prevailing 
minimum  wage  at  a  rate  which  is  less 
than  the  nninimum  wages  paid  by  75  per- 
cent of  the  industry.    On  the  basis  of  its 
application     NEMA    proposes    a    wage 
determination  of  $1.30  an  hour  for  the 
fractional  horsepower  branch  of  this  in- 
dustry and  $1,435  an  hour  for  the  non- 
fractional  horsepower  branch  of  this  in- 
dustry.    I  believe  that  these  rates  are 
less  than  the  prevailing  minimum  wages 
in  this  industry  and  that  their  adoption 
would  not  achieve  the  purposes  of  the 
Act,  "to  obviate  the  possibility  that  any 
part   of   our   tremendous   national   ex- 
penditures would  go  to  forces  tending  to 
depress   wages   and   purchasing  power" 
(Perkins  v.  Lukens  Steel  Company.  310 
US.  113.  128)  and.  "to  use  the  leverage 
of  the  Government's  Immense  purchas- 
ing   power    to    raise    labor    standards" 
(EIndicott  Johnson  Corp.  v.  Perkins.  317 
U.S.  501.  507).    Accordingly,  this  theory 
is  again  rejected. 

The  economist  representing  the  APL- 
CIO  interprets  the  BUB  survey  to  war- 
rant a  wage  determination  of  $1.65  an 
hour  for  the   fractional  branch  of  the 
industry  and  $1.85  an  hour  for  the  non- 
fractional  brarich.     He  urges  that  the 
prevailing  minimum  wage  attributed  to 
a  large  establishment  should  not  be  based 
on  a  minimum  wage  paid  to  only  one 
person  whose  wages  may  not  be  repre- 
sentative of  the  lower  end  of  the  plant's 
wage  structure.     He  therefore  contends 
that  the  prevailing  minimum  wage  de- 
termination should  t)e  made  at  least  in 
part  on  the  basis  of  the  first  significant 
concentration  of  workers  In  each  estab- 
lishment.     Since    the    survey    provides 
data  to  the  effect  that  establishments  in 
the  fractional  branch  of  this  Industry 
employing  50.4  percent  of  the  covered 
workers    have    no   covered    workers   or 
fewer  than  one  percent  of  their  covered 
workers  who  are  paid  less  than  $1.65  an 
hour,   and  that  establishments   in  the 
non-fractional  branch  of  this  industry 
employing  57  6  percent  of  the  covered 
workers    have    no   covered    workers   or 
fewer  than  one  percent  of  their  covered 
workers  who  are  paid  less  than  $1.85  an 
hour,  he  concludes  that  these  wage  rates 
are  most  representative  of  the  minimum 
wages  paid  In  this  industry  as  of  the  sur- 
vey date  (October  1960).    I  reject  this 
method  of  determining  prevailing  mini- 
mum wages  because  I  cannot  arbitrarily 
exclude  the  wages  paid  to  any  covered 
worker  from  consideration  in  viewing  the 
minimum  wages  paid  by  an  establish- 
ment when  I  am  seeking  to  determine 
prevailing  minimum  wages  which  will  be 
eiiforced  with  respect  to  all  employees 
In  an  establishment  when  performing  on 
a  contract  subject  to  the  Act. 

This  economist  also  contends  that  the 
prevailing  minimum  wages  should  in  no 
event  be  found  to  have  been  less  than 
$1.56  an  hour  for  the  fractional  branch 
of  the  industry  and  $1.76  an  hour  for  the 
non-fractional  branch  on  the  survey 
date.  This  conclusion  Is  based  upon  the 
fact  ttiat  establishments  employing  a 
majority  of  the  covered  workers  in  each 
of  these  branches  of  the  industry  paid 
no  covered  worker  less  than  these  rates. 


The&e  rates  were,  howevtf,  Mi^1 
establishments  representing ***^t^^'' 
majority  of  the  covered  iinilan  gj^g 


percent   In   the   fractional 
54.7     percent     in     the     nrm. 
branch)    employed  in  substantW^ 
than  a  majority  of  the  establM'^ 
a. e.  33.6  percent  In  the  fracUooal 
and  38.7  percent  In  the  non-tn 
branch)    in  the  industry.    I  >)n%  $Z, 
eluded,  therefore,  that  a  prevafll^ 
mum  wage  determination  —*-•--  ■ 
these  levels  would  not  give 
sideration  to  the  minimum    .__ 
in  the  several  establishments  «C 
the  industry  Is  composed. 

Upon  examination  of  the  enttie 
I    find    that   the    prevailing  ii  _ 
waige  in  the  fractional  branch  cC 
industry  was  $1.45  per  hour  andtt[ 
prevailing  minimum  wage  In  the , 
frsu:tlonal  branch  of  this  <"<*^ia||y 
$1.70  an  hour  on  the  survey  data.  "" 
wage  rates  appear  to  be  tniiy  r*f 
tlve  of  the  minimum  wages  paMLfei 
industry  as  a  whole,  for  45.9  PHHUftgt 
the  establishments  employtog  Ht  |ii> 
cent  of  the  covered  workers  tai  Itat " 
tional  branch  paid  no  covered  mn 
less  than  $1.45  an  hour,  and  MJ 
cent  of   the  establishments 
61.5  percent  of  the  covered 
the  nonfractional  branch  paid  no 
worker  less  than  $1.70  per  hi 
On  the  basis  of  the  evidence 

at  the  hearing  concerning  the    

the  prevailing  minimum  wag«  pM  ^ 

this  industry  between  the  i '^ 

(October   1960)    and  the  ht ,  

(October  1961).  the  repreaenMNv  tf 
labor  and  management  agreed 
der  the  principles  generally  * 
the  Secretary  of  Labor  In  w  _ 
minatlon  proceedings  a  pustni^  1^ 
crease  of  three  cents  an  boor  k  "*" 
ranted  for  both  branches  of  tlw 
This  agreement  accords  with 
Information  and  is  hereby 
Delay  in  effective  date. 
taken  exception  to  the  propoMltS 
the  delay  in  effective  date  of  ttN 
decision  from  30  to  7  days.    B  • 
that  to  make  any  determlnatlOB  i 
tive  7  days  after  publication  In  " 
ERAL  Register  would  not  allow 
time    for  preparing   and   fIBng  _  . 
necessary  for  a  stay  by  the  ouuxiMfW 
determination.    It  must  be      -  •-'  -^ 
however,  that  an  additional 
application  of  any  wage  d( 
made  under  the  Walsh-Heatey 
Contracts  Act  Is  now  provided  lOrlni^ 
part  A  of  Part  50-202  of  Title  «l"Jf 
Code   of  Federal  Regulations  m  F* 
9043 ' . 

In  view  of  this  and  for  the 
fuUy  stated  In  the  final  declslflO 
paper  and  pulp  and  manifold  1 
forms  lndu.strics  <  26  PR.  78W.  ?■»,■■ 
tentative  decision  finds  good  C— t  > 
provide  a  7 -day  delay  in  the  effeett»ed« 
of  the  final  decision. 

Proposed  determination.     A 
upon  the  findings  and  concl     ,     ^_ 
herein,  puisuant  to  authority  ■■■'■? 
Walsh -Healey  Public  Contracta  ^**r 
SUt.  2036:  41  use.  35  et  seq.>.M»^ 
accordance  with  the  AdmlnlsU-Uw™ 
cedure  Act  <60  Stat.  237;  5  VM.C 
et  seq. ) .  notice  Is  hereby  given  I 


[I 


i 


February  28,  1962 

.•••mend  TiUe  41  of  the  Code  of 
rSIulstions.  P»rt  50-303,  by  the 
lel  1 50-202.29  to  read  as  follows: 

Motors  and  geii«r«lor8  i»- 


'  .  nm^inition.     <!>   The  motors  and 
^^'^IXtry  is  defined  as  that 
iCr  which   manufactures  or  fur- 
fta-trlc  motors  and  generators: 
^^MTer  generator  sets  (except  com- 
1    gas  or  hydraulic  turblne- 
iets),    such    as    gasoline    or 
te  driven  or  wind  driven  gen- 
,  wts-   motor  generator  sets  and 
Jilting  equipment  (except  auto- 
^luch  as  dynamotors,  converters. 
,     rotating    regulators,    servo- 
B.  iynchro-motors.  and  gear  mo- 
^  motors,  generators  and  control 
I  for  such  land  transportation 
tt  as  gasoline-electne  and  die- 
locomotives,  rail  cars,  trol- 
«H.kMie8  and  trucks  (except  control 
^■Tr^fQr  storage-battery  powered 
rwitlon  equipment) .    The  manu- 
■  of  parts  (including  spare  and  re- 
)  «eciflcally  designed  for  the  fore- 
MsrWuctB  is  also  included. 
Ill  The  industry  does  not  include  the 
ure  of  the  following  products: 
starting    motors;    automotive 
•  arc  welding  generators;  bat- 
'ttg    generators    for    Internal 
I  engines;  and  parts  commonly 
BB»  as  products  of  industries  other 
the  motors  and  generators  Indus- 
M.  flieb  as  bearings;   brushes;  brush 
^teK  built-in  overload  protecting  de- 
STsasacitors;  filters;  Inailating  ma- 
^     iSd   terminals,   markers,   and 
BBCiors;  permanent  magnets:  record- 
tad  Indicating  instruments  and  de- 
Mi  rectifiers;  relays;  and  resistors. 
(W  Jfteimum  wages.    (1)  The  mlnl- 
f  or  persons  employed  In  the 
e  or  furnishing  of  fractianal 
motors  and  generators  shall 
teMfc  IMS  than  $1.48  an  hour.    Prac- 
ower  motors  and  generators 
„  to  include  aU  motors  buUt 
BBWDcs  smaller  than  that  frame  hav- 
te  a  continuous  rating  of  one  horse- 
Sir  open  construction,  at  1700  to  1800 
Smand  all  generators  in  the  corre- 
mtMaM  frame  sizes. 

4S  The  minimum  wage  for  persons 
M|OMd  In  the  manufacture  or  fumlsh- 
teoC  non-fractional  horsepower  motors 
Mipncrators  shaU  be  not  less  than 
tLTI  an  hour.  Non-fractional  horse- 
■kotors  and  generators  shall  be 
J  to  Include  all  products  within  the 
of  the  motors  and  eenerators  in- 
that  are  not  included  in  the  defl- 
mmm  •<  fractional  horsepower  motors 
■dienerators  provided  in  subparagraph 
(1)  cA  this  paragraph 


ROOtAL  REGISTEI 

Signed  mt  Washington,  D.C..  this  21st 
day  of  February  1M3. 

AaTBXni  J.  GOLDBCRG. 

Secretary  of  Labor. 

\rS.    Doc.    ea-19©l;    »Ued.    Feb.    27.    1963; 
8:49  aja.] 
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WNhln  twenty -one  days  from  the  date 
tf  pubUcation  of  this  t«iUtive  decision 
httieTBDaAL  RiGisTXB.  interested  per- 
OH  war  submit  written  exceptlona  to 
Hi  pfDpoeed  action  described  therein. 
tmUhtt  with  supporting  views.  Kxeep- 
ihwrfuai  be  addressed  to  the  Secretary 
<  Utor,  United  States  Department  of 
Ubor,  Washington  25,  DC.    -^ 


FEDERAL  AVIATION  AGENCY 

I  14  CF»  Parts  600,  601  1 

[Airspace  Docket  No.  61-NT-121 1 
FEDERAL    AIRWAYS,    CONTROLLED 
AIRSPACE  AND  REPORTING  POINTS 
Proposed  Dosignofion  ond  Alteration 
of  Fedorol  Alrw«y»  ond  Associated 
Conlrol  Aroas,  and  Revocation  of 
Reporting  Point 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (14  CFR 
400  U)  notice  la  hereby  given  that  the 
Federal  Aviation  Agency  is  considering 
amendments  to  Parte  000  and  «01  and 
li  •00.8040.  000.8042.  800.8068.  600.6119. 
JtOMlO,  60§.«350,  800.6207.  601.6250. 
601 8297,  Mid  801.7001  of  the  regulations 
of  the  Administrator,  the  substance  of 
which  is  stated  below. 

The  Federal  Aviation  Agency  has 
under  consideration  the  following  ac- 
tions: 

1  Low  altitude  VOR  Federal  airway 
No  40  is  designated  In  part  from  the 
Navarre,  Ohio,  VORTAC  via  the  inter- 
sStiSi  of  tiie  imperial.  Pa..  VORTAC 
Ss-  and  the  EUwood  City.  Pa..  VORTAC 
241»  True  radlala:  to  the  Imperial 
VORTAC.  It  is  proposed  to  realign  this 
segment  of  Victor  40  and  its  a^ciated 
cOTitrol  areas  from  the  Navarre  VORTAC 
direct  to  the  Imperial  VORTAC. 

3.  Low  altttode  YOR  Federal  airway 
No  43  is  designated  in  part  from  the 
Ibmerlal  VORTAC  via  the  intersection 
oTSe  HBperlal  VORTAC  074*  and  tiie 
EUwood  City  VORTAC  123-  True  ra- 
dials;  to  the  Johnstown,  Pa.,  VOR.  it 
is  proposed  to  realign  this  segment  of 
Victor  43  and  its  associated  control  areas 
from  the  Imperial  VORTAC  via  ttie  in- 
Saee^n  of  the  Imperial  VORTAC  074- 
and  the  Johnstown  VOR  2»8*  True  ra- 
dials:  to  the  Johnstown  VOR. 

3.  Low  altitude  VOR  Federal  airways 
m>.  58  and  No.  310  are  designated  in 
part  from  the  Imperial  VCWTAC  via  the 
intersection  of  the  Imperial  JOTTAC 
m*  and  the  CaxroUtown.  Pa..  VOR  274« 
True  radials:  to  the  CarroUtown  VOR. 
It  is  proposed  to  realign  these  segments 
of  Victor  58  ^nd  Victor  210  and  their 
associated  control  areas  from  the  Im- 
nerial  VORTAC  via  the  intersection  of 
the  imperial  VORTAC074-  and  tiie  Car- 
roUtown VOR  276*  True  radials,  to  the 
CarroUtown  VOR.  ^      ,  « 

4  Low  altitude  VOR  Federal  airway 
No  119  la  designated  in  part  from  the 
lmi)erial  VORTAC  direct  to  the  Clarion; 
Pa.  VOR.   It  is  proposed  to  reaUgn  thte 

aeginent  of  Victor  "•  "l^  ,«f5??2KfS 
SKareas  from  ttoe  Imp«ial  V^^AC 

Tim  the   Intersection  of  «»JS^«™ 

VORTAC  045»  and  the  Clarion  VOR  214 

True  radials;  to  the  Clarion  VOR. 


S^Low  altitude  VOR  Federal  — j.-,. 
No  250  is  detlgnatrd  1b  part  fraB^_ue 
Imperua  VORTAC  direct  to  the  ^^«M 
City  VORTAC.  It  is  propoeed  to  grUndr 
Victor  250  and  Its  aaaoclated  caatni 
areas  southward  from  the  lnP>™ 
VORTAC  to  ttie  intersectiott  of  the  »»- 
penal  VORTAC  193*  and  the  Pittsburgh. 
Pa..  VORTAC  223*  True  radials.  * 

6  Low  altitude  VCm  Federal  alrW 
No  ^  297  is  designated  from  Manwflrio. 
Ohio,  to  Carleton,  Mich.  It  is  vrvtiomA 
to  designate  a  segment  of  Victor  397  wad 
its  ■  associated  control  areas  from  the 
Akron.  Ohio.  VOR  via  the  intersectton 
of  the  Akron  VOR  130'  and  the  iaiwood 
City  VORTAC  283'  True  rwUals;  EU- 
wood City  VORTAC:  to  the  Johnetowa 

7  It  is  proposed  to  designate  low  ^tl- 
tude  VOR  Federal  airway  No.  488  am 
its  associated  control  areas  from  the 
Newcomerstown.  Pa..  VOR  via  ^etoter-  ^ 
section  of  tiie  Newcomerstown  VOTl  OM 
and  the  Wheeling.  W.  Va..  VOR  308? 
True  radials;  to  the  EUwood  City,  Fa., 
VORTAC.  ,     ^.      _^.. 

8  It  Is  proposed  to  revoke  the_East 
Liverpool  Intersection  (intersection  of 
the  Imperial  VORTAC  395*  and  the  EU- 
wood City  VORTAC  241'  True  radials). 

The  Pittsburgh  ahr  traMc  control  pro- 
cedures have  been  reviaed  eflerttfe  De- 
cember 14.  1961,  to  Increase  the  traffic 
flow  capabUity  and  Improve  air  tndBo 
service  In  the  Pittsburgh  MetropoUtan 
area.    Alteration  of  the  airway  sfaructure 
as  proposed  herein  would  provide  tte 
routes  required  by  the  revised  traffic 
control  procedures.    The  control  areaa. 
associated  with  the  segments  at  ^'^w" 
40,  43.  58. 119,  and  310  are  eo  deslgntcd 
that  they  would  automatically  conform 
to  the  altered  airways.   The  vwilctf  e«- 
tent  of  these  control  areas  wwad  wmain 
as  designated  pending  review  of  the  ad- 
jacent ahrspace.    The  amtrolar«»  as- 
sociated with  Victors  360.  397,  Mid  ^ 
would  extend  from  7W  feet  above  me 
surface  to  the  base  of  the  contlnentol 
control  area.   Separate  actions  would  be  ^ 
initiated  to  implement  on  att^Af^  o^** 
Amendment  80-31  to  Part  89  at  the  C^rtt 
Air  Regulations.  The  reviaed  tt^  con- 
trol procedmres  in  the  Ptttsbwgh  tmj- 
nal  area  have  obviated  the  requlremaat 
for  the  East  Liverpool  mtenectton.   Ac- 
cordingly, it  is  propoeed  to  ren*e  this   ^ 
Intiersection  as  a  reporting  P«^^^        . 
Interested  persona  may  submit  such 
written  data,  views  or  arguments  m  thqr 
may  desire.    Cwnmunications  should  be 
submitted  In  triidicate  to  the  Assistant 
Administrator.    Eastern   Region.    A«to: 
Chief  Air  Traffic  Divlsian,  Federal  Avia- 
tion Agency.  Federal  Building,  New  Yort 
International  Airport,  Jamaica  30^NJ^. 
AU    communlcatiana    received    wt^ 
forty-flve  days  after  pubBcatton  «f  *"« 
notice  In  the  FaMasx.  Ramsna  wffl  be 
considered  before  action  is  taken  on  the 
proposed  amendment.  No  public  hearing 
Is  contemplated  at  this  time,  but  ar- 
rangemente   for    Informal    conf»etoccs 
with  Federal  Aviation  Agency  officials 
may  be  made  by  contacting  the  Il«^f^ 
Air  Traffic  Division  Chief,  or  the  Chief. 
Airspace    Utilization   Division,   Federal 
/Aviation  Agency,  Washington  25,  D.C. 


1918 

Any  data,  riews  or  arguments  presented 
during  such  conferences  must  also  be 
submitted  In  writing  In  acordance  with 
this  notice  in  order  to  become  part  of  the 
record  for  consideration.  The  pr(H>08al 
contained  in  this  notice  may  be  changed 
in  the  light  of  ccmunents  received. 

The  official  docket  will  be  availaUe  for 
examination  by  interested  persons  at  the 
Docket  Section.  Federal  Aviation  Agency. 
Room  C-226,  1711  New  York  Avenue 
NW..  Washington  25,  D.C.  An  informal 
docket  will  also  be  available  for  examina- 
tibn  at  the  office  of  the  Regional  Air 
Tri^c  Division  Chief. 

This  amendment  is  proposed  under  sec- 
tion 307(a)  of  the  Federal  Aviation  Act 
of  1958  (72  SUt.  749;  49  U  S.C.  1348  > . 

Issued  in  Washington,  DC  .  on  Feb- 
ruary 20, 1962. 

CurroRD  P.  Burton. 

Acting  Chief. 
Airspace  Utilization  Dimsion. 

[P.R.    Doc.    62-1956:     FUed.    Feb     27.    1962. 
,  8  45  a  m  I 


[  14   CFR   Ports   600,   601  1 

I  Airspace  Docket  No  61  H<>^41 

FEDERAL    AIRWAYS,     CONTROLLED 
AIRSPACE  AND  REPORTING  POINTS 

Proposed  Rovocotion  of  Sogmont  of 
Fodoral  Airway,  Associotod  Control 
Aroos  and  Roporting  Point 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  <  14  CFR 
409.13).  notice  is  hereby  given  that  the 
Federal  Aviation  Agency  is  considering 
amendments  to  §i  800.287  and  601  4287 
of  the  r^ulations  of  the  Administrator, 
the  substance  of  which  is  stated  below 

Red  Federal  airway  No.  87  (Hawaiian 
Islands)  extends,  in  part,  from  the  inter- 
section of  the  288°  bearing  from  the  Port 
Allen.  Hawaii,  radiobeacon  and  longi- 
tude 161 '15  00"  W.;  to  the  Port  Allen 
radiobeacon.  The  Federal  Aviation 
Agency  has  under  consideration  the 
revocation  of  this  segment  of  Red  87  and 
its  associated  control  areas.  It  is  the 
policy  of  this  Agency  to  revoke  L  MP 
■  airways  wherever  adequate  VOR  airways 
are  available,  and  it  appears  that  the 
route  west  of  Port  Allen  would  be  ade- 
quately served  by  Hawaiian  VOR  Federal 
airway  No.  15  which  was  designated  in 
Airspace  Docket  No.  60-HO-4  (26  PR 
2549)  to  become  effective  November  16, 
1961.  The  effective  date  of  Hawaiian 
Victor  15  was  subsequently  amended  to 
February  8.  1962  (26  F.R.  9207) .  There- 
fore, it  appears  that  the  retention  of 
this  segment  of  Red  87  Is  unjustified  as 
an  assignment  of  airspace.  Accordingly, 
the  Federal  Aviation  Agency  purposes 
to  revoke  the  segment  of  Red  87,  its  as- 
sociated control  areas  and  reporting 
point  west  of  Port  Allen. 

Interested  persons  may  submit  such 
written  data,  views  or  argvunents  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator.  Pacific  Region.  Attn: 
Chief,  Air  Traffic  Division.  Federal 
Aviation  Agency.  PO  Box  4009.  Hono- 
lulu   12,  Hawaii.     All   communications 


PROPOSED   RULE   MAKING 

received  within  forty-five  days  after 
publication  of  this  notice  in  the  Federal 
Register  will  be  considered  before  action 
is  taken  on  the  propo«d  amendment. 
No  public  hearing  is  cfentemplated  at 
this  time,  but  arrangements  for  informal 
conferences  with  Federal  Aviation 
Agency  officials  may  be  made  by  con- 
tacting the  Regional  Air  Traffic  Division 
Chief,  or  the  Chief.  Airspace  Utilization 
Division.  Federal  Aviation  Agency. 
Washington  25.  DC.  Any  data,  views 
or  arguments  presented  during  such  con- 
ferences must  also  be  submitted  in  writ- 
ing in  accordance  with  this  notice  in 
order  to  become  part  of  the  record  for 
consideration.  The  proposal  contained 
in  this  notice  may  be  changed  in  the  light 
of  comments  received. 

The  official  docket  will  be  available  for 
examination  by  interested  per.sons  at  the 
Docket  Section.  Federal  Aviation  Agency, 
Room  C-226,  1711  New  York  Avenue 
NW..  Washington  25,  DC  An  informal 
docket  will  also  be  available  for  examina- 
tion at  the  office  of  the  Regional  Air 
Traffic  Division  Chief 

This  amendment  is  proposed  under 
section  307ia'  of  the  Federal  Aviation 
Act  of  1958  1 72  Stat  749:  49  U  S  C   1348'. 

I.ssued  in  Wa.shington  DC  nii  Febru- 
ary 20   1962 

CMrroRo  P  Burton. 
Acttno  Cfitef 
Airspace  Utilization  Dti'ision. 

,FR      !>)<•      62    195«.     Filed      Feb      27      1962. 
8  45    <i  ni  I 


FEDERAL  POWER  COMMISSION 

[18   CFR    Part    154  ] 

IDoclcet  No  R  207| 

RATE  SCHEDULES  AND  TARIFFS 

Changes  in  a  Tariff,  Executed  Service 
Agreement  or  Part  Thereof;  Notice 
of   Proposed    Rulemaking 

February  20.  1962 

1  Notice  IS  hereby  given  of  proposed 
rule  making  in  the  above-entitled  matter. 

2.  It  is  proiX)sed  to  amend  Part  154. 
Rate  Schedules  and  Tariffs.  Subchapter 
E.  Regulations  Under  the  Natural  Gas 
Act.  Chapter  I  of  Title  18  of  the  Code  of 
Federal  Regulations,  by  revising  5  154.83 
thereof  to  read  as  set  forth  below  The 
section  prescribes  the  basic  data  which 
IS  to  be  submitted  by  pipelines  m  support 
of  proposed  changes  in  rate  schedules 
filed  with  the  Commission  pursuant  to 
section  4id'  of  the  Natural  Gas  Act. 

3.  The  basic  purpose  of  the  propo.sed 
revision  is  to  expedite  the  processing  of 
rate-increase  filings.  This  section,  sub- 
stantially in  its  present  form,  was  pre- 
scribed May  21,  1953  by  Order  No  165, 
and  has  since  been  revised  to  reflect 
experience  gained  in  the  interim  The 
existing  regulations  provide  for  the  sub- 
mission of  certain  detailed  data  in  sup- 
port of  filings  for  rate  increases  but  such 
data  do  not  contain  the  deUiled  explana- 
tions, computations,  and  analyses  now- 
considered  necessary  for  expeditious 
processing  of  the  proposed  rate  filings 
This  lack  has  required  extensive  work  on 
the  part  of  the  staff  In  the  natural  gas 


companies'  offices,  has  slowed  _, 
and,  sometimes,  has  resulted  In 
venience  to  the  company  ItsiK, 

The  Natural  Gas  Act  and  the  li 
interest  require  that  these  cm«  I^^ 
pedited      Accordingly,  the  propg 
visions  of  our  regulations  provldta, 
filing   of    more   detailed  data,  a| 
composition,  scope,  and  format " 
could   serve  as  the  compaoy'i 
chief  in  the  event  the  rates  sho^  || 
suspended     The  availability  at  mdkii^ 
formation  should  permit  our  staff  tSMb 
form    in    the   Commission's  ova  sfiii 
much  of  the  work  currently  bcta^  p^w 
formed   by   the  staff  in  the  oim§ai 
offices.    It  is  anticipated  (a)  th«t|| 
facilitate  a  determination  as  to  vb* 
a  rate  should  be  suspended  sod  (k)  ^^ 
It  will  serve,  in  instances  when  •  ryi  h 
.suspended,  in  shortening  the  period  i«. 
quired  to  conclude  the  procee^liit. 

4  Most  of  the  substantive  chaatu 

posed  relate  to  the  material  to  ha 

mitted  pursuant  to  the  dlreettOH  h 
Statements  A  through  P,  now  -"  ■ 
following  5  154.63<b)(3)(i)(/). 
there  are  three  entirely  new  _ 
'!!15463ie)  (4>.  (5),  and  («)),% 
changes  proposed  in  the  other  site^ 
tions,  paragraphs,  and  subdlTWeoi  i( 
the  present  section  amount  onlj  to  % 
rearrangement  of  those  provMae  li 
simplify  their  use.  The  changes  lie  li. 
die  a  ted  in  the  Analysis  contained  lA  thi 
Attachment  hereto.  * 

5.  The  amendments  to  mt 
sions  regulations  set  forth  in  the 
ment  hereto  are  proposed  to  be 
under  the  authority  granted  by  ttieftlU 
ural  Gas  Act,  as  amended,  iMuHoilii^   ; 
sections  4  and  16  thereof  <15  XJAClVk,  } 
7170'. 

6    Any  interested  person  may 
to  the  Federal  Power  Commission 
mgton  25.  DC,  on  or  before  llanbll, 
1962.  data,  views.  &i^d  commentifeivA* . 
ing  concerning  the  amendments iwpiwi 
herein.     The  Commission  win  oohMk 
these  written  submittals  before  atltal 
upon    the    proposed   amendmenta    li 
original  and  nine  <9)  copies  of  aovHA 
.submittals  .should  be  filed. 

josiPH  H.  Gvniak 
■Stfcfitapf- 

Analysis  of  proposed  rerbiMl  d 
5  154  63,  Changes  in  a  tariff,  enoM 
.sfri'ice  agreement  or  part  thereof. 

ia>    Definitions.  ^^ 

'  1 )  Changes  other  than  in  rats  !••• 
'  new ' 

i2t   Major    rate    increase    'M 
;  154.83'b)  (3>  <1)  (a> ;    divided  Inta 
parts,  editorial  revision) . 

( 3 1   Minor    rate    Increase    (I 
5  154  63<b>  <3>  (i)  <b) ;    divided  Inta  Wi 
parts,  editorial  revision).  -     • 

>  4 1   Rate  decrease  <  new ) 

<bt   Material  to  be  submttteA.  ^ 

<l>  All  filings  (formerly  1 114 Jl  w 
and  I  b » '  1 ) .  editorial  revisiwi) .         ._, 

<  2 1  Changes  other  than  in  rate  iWi 
.formerly  5  154.63<b) '2) :  editorial  it- 
vision  and  amplified  to  require  mm 
specific  data) .  ._^ 

i3i   Major    rate    increase    <*••■•• 

5  154  63<b)  <3)  <i)  <a) ;    divided  Into  iW 
parts,  editorial  revision). 

4'    Minor  rate  increase  or  »«••; 
crease    .formerly    |  154.63<b><3)a)W, 


^.  February  28,  1962 

^^  two   pwrts.    editorial   re- 

^i^tmi$sion  and  rejection. 

5,  MtomJMlaa  of  mAterial  by  refer- 

^Salerly  1 154.63(b)  (4) ;  editorial 
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fe 


Sdudes  part  of  §  154.63(b)(1) 
copies  to  be  made  available 


<*1'SLm»tu>^  on  other  daU  (formerly 
I  jySHSHi)  (c) :  divided  Into  two 

'l^imlecUon     for     non-compliance 
°^5rl  164.63(b)  (3)  (i)(d);    ininor 

^rtl  revision) . 

^v  rom  and  number  of  copies. 
S  SiMes  other  than  in  rate  level 

*!!? 'raianse  in  executed  service  agree- 

^  Sfofmerly  1 154.63(b)(5)  revised). 

^Z  Rate  changes  (formerly  part  of 

iili«(b)(3)(i)<c)). 

*  (Sftonnat  of  statements  and  sched- 

to)  5eop«  o»»^  composition  of  material 
^m^ar  increase. 

^iiTft«)aration  for  hearing  (fonnerly 
.JS«^H3)(li).  amplified  to  reflect 
JJlliMring  will  be  held  upon  filing  as 
^Mty*!  case-in -chief ) . 

aTlist  Period  (formerly  5154.63(b) 
«tt)(«) ;  minor  editorial  revlaiop) . 

a)  Joint  faciUUes  (formerly  i  154.63 
^%)(1)(/):  minor- editorial  revision). 

(4)  forking  papers  and  supporting 

*«)*»«>rescntation  of  chief  account- 

to|0o«r  (new) . 
il>  Opinion  of  independent  public  ac- 

iPKtuits  (new) . 

CD  Description  of  Statements  A 
«MHlk  N  (Statements  A  through  N  re- 
'  ^e  Bore  detaUed  data;  Statement  O 
Ziv)  Is  a  description  of  system  opera- 
gas;  statement  P  (new)  relates  to  pre- 
pnjtMtlmony). 

IVUM     Cluingea  in  •  tariff,  execatod 
mniet  agreement  or  part  thereof. 

\'    (!)  Definitions— (.1)    Change*    other 
iai  to  rate   level.    Rate   filings   for 
fM  other  than  In  rate  level  include 
•  alia  changes  in  service  agreements 
!8d  contract  demand,  new  delivery 
etc.),  tariff  provisions  (changed 
provisions,    changed    delivery 
«s.  etc.).  rate  form   (where  no 

^  In  revenue  is  contemplated) . 

(I)  Ifi^or  rate  increase.  (1)  Rate 
itoBgM  that  will  result  In  a  general  in- 
■«M  In  revenues  for  the  stated  pur- 
PMof  obtaining  a  fair  rate  of  return  on 
jKMletlonal  sales. 

01)  Rate  changes  that  extend  to  all. 
•  Mbstantially  all.  of  the  Jurisdictional 
■)■  or 

(tti)  Rate  changes  associated  with  the 
Mtmy  of  substantially  changed  vol- 
MM  of  gas  to  existing  customers. 
(I)  Jflfior  rate  increase.    Minor  rate 
MM  usually  relate  to  a  few  sche- 
and  are  designed  to  bring  such 
— Jules  into  harmony   with  general 
tHtf  policy,  to  eliminate  ineQUities  and 
ti  Miileve  other  formal  adjustments.  In 
MM  where  any  increase  in  revenue  Is 

■Tb*  prorlsloxu  of  ttila  aecUon  ahaU  not 
kl  ^yf*iti*Mft  to  mings  made  pursuant  to 
MIMjU  tbrough  1M30.  unlflM  such  minff 
■■Ml  la  a  change  In  rate,  charge.  clMsifl- 
■ttnorMrrloe. 


subordinate  to  some  other  p\uix>8e. 
They  Indude  dianges  that  are  not  de- 
signed  to  provide  general  revenue  in- 
creases such  as  to  offset  Increased  cost  or 
otherwise  achieve  a  fair  return  on  the 
overall  jurisdictional  business.  For  the 
purpose  of  oomplienee  with  the  reg\ila- 
tioos  <a  this  part,  proposed  increases  in 
rates  or  charges  which,  for  the  test  pe- 
riod* do  not  exceed  the  smaller  of 
$100,000  or  6  percent,  of  the  revenues 
under  the  Jurisdiction  of  the  Commission 
shall  be  considered  minor. 

(4)  Rate  decrease.  Changes  in  rate 
level  no  part  ot  which  directly  or  in- 
directly result  in  any  Increased  charge  to 
a  customer  or  class  of  c\istomers  will  be 
considered  as  a  rate  decrease. 

(b)  Material  to  be  submitted— (1)  All 
fimos.  With  the  filing  of  any  tariff,  ex- 
ecnted  service  agreement  or  part  thereof 
whl^  changes  or  supersedes  any  tariff. 
contract  or  part  thereof  on  file  with  the 
Commission,  there  shall  be  inchided  the 

following:  ^  ,  , 

(1)  A  letter  of  transmittal  containing  a 

list  of  the  materia!  enclosed,  the  d&te  on 
which  such  filing  ic  proposed  to  become 
effective,  the  docket  number,  if  any.  of 
the  prpcwi1***g  in  which  the  change  was 
authorised  and  a  list  of  the  names  and 
addresses  of  the  purchasers  and  State 
Commissions  to  whom  it  has  been  mailed, 
(ii)  A  statement  of  the  nature,  the 
reasons,  and  the  basis  for  the  proposed 

change. 

(8)  Changes  other  than  in  rate  level. 
In  addition  to  the  material  required  by 
subparagraph    (1)    of   this   paragraph 
there  shall  be  submitted  a  c(»nparative 
statemoit  of  sales  made,  or  transporta- 
tion, exchange,  etc..  performed,  and  reve- 
nues therefrom,  by  months  and  in  total. 
under  the  present  and  proposed  tariff. 
o(mtract.  or  part  thereof,  setting  forth  in 
each  t"ff«^*M^  the  transactions  for  the 
twelve  months  Immediately  preceding 
and  for  the  twelve  months  immediatdy 
succeeding  the  proposed  effective  date  of 
the  change  In  tariff,  contract,  or  part 
thereof.    Actual  date  shall  be  used  as 
far  as  posriMe,  and  any  estimated  data 
shall  be  designated  as  such.   The  stote- 
ments  shall  be  subdivided  by  rate  sched- 
ules, classes  of  service,  customers,  and 
delivery  point  when  more  than  one  Is 
InvolTed.   such  data  shall  include  billing 
quantities  that  are  used  to  c<»npute  the 
charges  Inchidfng  contract  demands,  bill- 
ing   dfmft»*«*«,    metered   demands    and 
volumes,  heat  content,  rates  and  other 
determinants,  in  sufficient  detail  to  per- 
mit complete  verification  of  the  revenues. 
(3)  Mo^or    rate    increase.    Class    A 
companies  (as  defined  In  subchapter  F. 
Uniform  System  of  Accounts  for  Natural 
Oas  companies,  of  this  chapter)  shall 
submit,  in  addition  to  the  material  re- 
quired by  subparagraph  (1)  of  this  para- 
graph. Statements  A  to  M  Inclusive  and 
O  and  P  described  in  paragraph  (f )  of 
this  section.    Class  B.  C,  and  p  com- 
panies, defined  as  above,  shall  file  only 
Statements  UM.N.O.  and  P.  A  natural 
gas  company  fUing  another  major  in- 
crease in  rates  or  charges  within  a 
period  of  twelve  months  after  the  date 
of  fln»g  of  Statements  A  through  M  and 
O  and  P  or  after  the  end  of  the  test 
p^od  used  therein  including  the  period 


of  adjustments  shown  on  Statements  A 
through  M.  may  submit  for.  sudi  ottier 
increase  Statements  U  M.  and  N  In  ttia 
of  Statements  A  through  M  if  the  pro- 
posed new  rate  increase  Is  filed  to  com- 
pensate only  for  an  increase  la  the  cost 
of  purchased  gas  and  there  has  been  no 
material  change  in  the  company's  fSdM- 
ties,  sales  volumes,  and  cost  of  senrtoe 
other  than  cost  of  purchased  gas  since  ^ 
such  prior  rate  increase  was  filed. 

(4)  Minor  rate  increase  or  rate  ds- 
crease.  OiUy  Stat«nents  L  through  P 
need  be  filed  In  addition  to  the  material 
required  by  subparagraph  (1)  of  this 
paragraph. 

(c)  Submission  and  refeetlon — iu 
Submission  of  material  by  referenee.  If 
all  or  any  portion  <rf  the  infomatlon 
called  for  by  this  section  has  already 
been  submitted  to  the  Commisslcm  or  ia 
included  among  the  data  filed  purmant 
to  this  section,  specified  referwioe  thereto 
may  be  made  In  Ueu  of  resuhmlsrton  m 
response  to  these  requh«nents.  OopMS 
of  material  submitted  by  reference  i^ 
be  made  avaUable  to  staff  and  parties 
on  request.  _  ^       ,.  ..  ^ 

(2)  ReUance  on  other  data,  "the 
natural  gas  company  has  rdled  on  data 
other  than  those  in  Statements  A 
through  P  in  support  of  its  rate  ^Bomm, 
such  other  data,  approprlatdy  Wentffled 
and  designated  as  such  and  separaMiy 
stated,  shall  be  submitted  with  the  oaU 
required  by  Statements  A  to  P  ^i^llm- 
ited  to  the  test  period  prescribed  in 
paragraph  (e)(2)  of  this  section. 

(3)  Refection    for    non-compaanee. 
Where  the  data  submitted  in  Statements 
A  through  P  do  not  comply  with  the 
requirements  of  the  rules  and  regula- 
tions, the  rate  filing  is  subject  to  raiee- 
tion:  Provided,  however,  TbMX  11  Ot^V^ 
iwsed  rate  increase  is  filed  at  ICMt  45 
days  before  the  effective  date  proposed 
therefor  and  such  fUing  does  not  com- 
ply with  Vbe  requirements  of  this  sec- 
tion, the  natural  gas  company  will  be 
notified  of  the  deficiencies,  ,aad  If  «ich 
deficiencies  are  properly  cured  wMWn 
10  days  from  the  date  of  such  notlee,  the 
requisite  supplementary  matnial  win  be 
deemed  to  have  been  filed  as  of  the  same 
date  as  the  initial  submittal  of  the  pro- 
posed rate  hicrease. 

(d)  Form  and  numl)er  of  copies— (1) 
Changes  other  than  in  rate  leoeL    FQ- 
ings  for  changes  other  than  to  rate  l«rel 
shaU    comply    with    1154.26    of    this 
chapter. 

(2)  Change  in  executed  service  agree- 
ment.  AgreemMits  totended  to  effect  a 
change  or  revision  of  an  executed  service 
agreement  shall  be  to  the  fwm  ot  a 
superseding  executed  aenrtee  agreement 
only.  Service  agrewnents  shaU  not  con- 
tain any  supplemaits,  but  may  contato 
exhibits  (stating  c<nitract  demand,  de- 
Uvery  potots.  delivCTy  pressures,  names 
of  todustrial  customers  of  the  dlstrlbu- 
toc-customer.  names  of  distrilmtors 
with  one  named  as  agent  where  ddtyery 
to  several  distributors  is  effected  at  the 
same  deUvery  potot  and  wdl  »•««•> 
which  may  be  s^mrately  superseded. 

(3)  RaU  changes.  Ten  sets  of  the 
statements  and  of  the  additional  Infor- 
maUon.  if  any,  shall  be  submitted,  each 
set  securely  bound  to  a  cover. 
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(4>  Format  of  $tatemenU  and  sched- 
«2es.  A"^""**  purporting  to  represent 
bo(^  data  Included  In  itatements  and 
aebedulcs  required  to  be  prepared  or  sub- 
mitted aa  part  of  the  filing  shall  be  re- 
ported In  a  Mparate  column  or  coliuxms. 
All  adjustments  applied  to  book  amounts 
ftiwi  amounts  which  give  effect  to  such 
adluatments  ("as  adjusted"  amounts) 
fh^ii  also  be  reported  In  separate 
coliunns  so  that  book  amounts,  adjust- 
moits  thereto,  and  adjusted  amounts 
will  be  dearly  disclosed  separately. 

(e)  Scope  and  composition  of  mate- 
rial for  major  tncretue — <  1  •  Preparation 
for  hearing,  (i)  A  natural  gas  company 
flitT^  for  an  increase  in  rates  or  charges 
shall  be  prepared  to  go  forward  at  a 
hearing  on  raasonable  notice  on  the  data 
which  have  been  submitted  and  sus- 
tain the  burden  of  proof  Imposed  by  the 
Natural  Gtas  Act  of  establishing  that  its 
propooed  changes  are  Just  and  reason- 
able and  not  unduly  discriminatory  or 
preferentiaL 

(11)  The  CJommission  Is  desirous  of 
avoiding  delays  in  processing  rate  &lings. 
To  this  end.  the  material  required  to 
be  included  in  the  fllin*  and  supporUng 
working  Pi4>ers  should  be  of  such  compo- 
sition, scope,  and  format  that  It  could 
serve  as  the  company's  complete  case- 
in-chief in  the  event  the  matter  be  set 
for  hiearing  and  the  rates  suspended. 

(ill)  The  material  shall  be  presented 
in  fun  accord  with  prior  decisions  of  the 
Commlaston  applicable  to  the  company 
The  company  making  the  filing  may  in- 
clude in  the  filing  additional  material  in 
support  of  any  other  position  it  desires. 
subject  to  the  requirements  for  sub- 
mitting complete  supporting  work  papers. 
However,  a  filing  which  would  have  the 
effect  of  requiring  no  more  than  a  retrial 
of  iasuM  previously  decided  by  the  Com- 
mission may  be  rejected. 

(2)   rest  period.     (1)   If   the   natural 
gas  company  has  been  in  operation  for 
12  montha  at  the  time  of  the  filing,  the 
Statementa^  to  M.  inclusive,  and  O  and 
P  or.  L  through  P.  inclusive,  as  appro- 
priate, and  supporting  schedules,  shall 
be  based  upon  a  test  period  consisting  of 
12  consecutive  months  of  most  recently 
available  actual  experience,  adjusted  for 
changes  In  revenues  and  costs  which  are 
known  ftw*  are  measureable  with  reason- 
aide  accuracy  at  the  time  of  the  filing. 
and  which  will  become  effective  within 
eight  months  after  the  last  month  of 
available  actual  experience  utilized  In  the 
filing:  Provided,  however.  That,  for  good 
cause  shown,  upon  application  of   the 
natiuYl  gas  company  made  to  the  Com- 
niission  30  days  in  advance  of  the  rate 
filing,  the  Ccanmission  may  allow  reason- 
able deviation  from  the  prescribed  test 
period:  Provided  further.  That  the  last 
day  of  the  12  months  of  actual  exper- 
ience   shall    not    be   more    than    three 
months  prior  to  the  date  of  filing  the  pro- 
posed change  in  rates  and  charges.    The 
12  months  of  experience  shall   be  ad- 
justed to  eliminate  nonrecurring  items 
(except  minor  amounts),  but  this  shall 
not  preclude  the  filing  company  from  in- 
cluding  Items   which,   on   the   basis   of 
existing  facts,  it  can  show  will  be  ex- 
perienced or  from  including  an  appro- 
priate normalizing  adjustment,  eg  .  rate 
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case  expenses,  in  lieu  of  a  nonrecurring 
item.  If  the  natural  gas  comxiany  has 
had  less  than  12  months'  experience,  the 
test  period  may  consist  of  12  consecu- 
tive months  ending  not  more  than  one 
year  from  filing  date,  provided,  however, 
adjustments  are  not  Included  for  occur- 
rences anticipated  after  the  one  year 
period. 

(ii>     Adjustments    to    experience,    or 
estimates  where   12  montlis'  experience 
is  not  available,  may  include  the  amounts 
for  facilities  for  which  a  permanent  or 
temporary  certificate  has  been  granted, 
provided  such  facilities  will  be  in  service 
within  the  test  period,  but  such  adjust- 
ments or  estimate.s  shall  not  include  any 
amounts  for  facilities  in  respect  to  which 
a  certificate  of  public  convenience  and 
necessity  must  be  obtained  but  which  has 
not  been  issued  at  the  date  of  filing,  nor 
shall  adjustments  or  estimates  include 
any  amounts  for  other  facilities  associ- 
ated therewith.     The  bases  and  proce- 
dures, including  the  docket  number  of 
each   such    outstanding   certificate   and 
other  significant  date,  used  in  the  der- 
ivation of  adjustments  or  estimates  shall 
be  submitted  In  sufficient  detail  on  sup- 
porting  schedules   as   to   permit   ready 
analysis   of    such    adjustments  or   esti- 
mates. 

(3)  Joint  facilities  If  the  natural  gas 
company  operates  other  departments  in 
addition  to  the  natural  gas  operations 
involved  in  the  subject  rate  increase  and 
has  allocated  to  such  natural  gas  opera - 
Uons  any  of  Its  investment  In  Joint  or 
other  department  facilities  and  the  oper- 
ation, maintenance,  depreciation  costs 
or  taxes  associated  therewith.  It  shall  be 
shown  on  the  statement*  required  to  be 
filed  by  this  section,  or  the  schedules  in 
support  thereof,  the  amounts  so  allo- 
cated together  with  the  methods  used 
in  making  such  allocations:  Provided. 
That  if  such  allocations  are  recorded  in 
the  natural  gas  company's  books  on  the 
basis  of  current  accounting  procedures 
the  submittal  may  be  confined  to  a  brief 
description  of  the  methods  followed. 

<4)  Working  papers  and  supporting 
data.  <l)  The  data  in  support  of  the 
proposed  Increased  rates  shall  include 
the  required  particular.s  of  book  data, 
adjustments  and  other  computations  and 
information  on  which  the  company  rehes 
to  justify  the  increased  rates  sought. 

» ii )  Any  data  or  simimaries  Included  in 
the  filing  purporting  to  reflect  the  books 
of  account  shall  be  supported  by  ac- 
counting working  papers,  which  papers 
shall  set  forth  all  necessary  parUculars 
from  which  an  auditor  niay  readily 
identify  the  book  data  mcluded  in  the 
filing  in  setiarate  columns  and  verify 
that  such  data  arc  in  agreement  with  the 
company's  books  of  account.  All  state- 
ments, schedules,  and  working  papers 
shall  be  prepared  in  accordance  with  the 
classifications  provided  in  the  Uniform 
System  of  Accounts.  Working  papers 
prepared  m  accordance  with  similar 
standards  and  disclosing  full  particulars 
properly  cross-referenced  to  the  filing 
and  within  themselves  and  Indexed  shall 
be  available  for  staff  examination  In 
support  of  all  adjustments,  computations 
and  other  information  Included  in  the 
filing.     A  copy  of  such  working  papers 


shall    be    supplied    to   the 
request. 

(Hi)    Any  company  filing  lor  i  |^ 
increase  shall   be  regpomlMa  iw  ^T 
paring  prior  to  filing  and 
complete  working  papers  to  __ 
filing.    Any  failure  to  pro^»e 
such  working  papers  on  reqom  Wm 


( 


authorized  representative  of 
mission  prior  to  Commission         _ 
the  filing  shall  be  cause  for  reJt«|||B|( 
the  tendered  filing  in  its  aitti«%. 

( iv )  In  addition  to  the  worktee  a^^ 
support  the  following  specUle  _ 
related  to  the  test  period  diaO  W 
able  for  staJT  verification  and 
iind  a  copy  shall  be  furnished  on 
-    (a>   Copies  of   monthly 
ports   prepared    for 
poses. 

f  b )  Copies  of  accounting  aaa^Mi  || 
balance  sheet  accounte  preparsi  fey  |^ 
company. 

( c )  Complete  trial  balances  «(  al  te 
balance  sheet  accounts  at  the 
and  end  of  the  12  months  of 
perience.  and  revenue  and 
counts  for  the  12  months  of 
perience  used  for  the  filing. 

(d)  Analyses  of  the  varioui 
neous  revenues  and  related    _  _ 
eluded  In  the  submitted  cost  «f 

(e>  Analyses  of  siu-plus  and 
surplus  accounts  during  the 
months. 

(5>    Representation  of  chief 

i)ig  officer.     The  filing  shall      .  _ 

narrative    statement    executed  tf  !■ 
chief  accounting  officer  of  the 
pany  representing  that  the 

ments  and  supporting  data  I         

required  to  be  prepared  as  a  partctlii 
filing  and  which  purport  to  rdbsl  tti 
books  of  the  company  do.  In  IM;  III 
forth  the  results  shown  by 

(6)   Opinion  of  independent 
countants.     The  filing  shall 
opinion  obtained  from  independsift  p^ 
He  accountants  showing  that  an  *~*^ 
pendent     examination     of     tbt 
amounts    and    accounting 
thereto  has  been  made  for  the    _  _ 

(ft  Description  of  statewientM.  V^ 
scnption  of  Statements  A  throoghPMl 
supporting  schedules  required  U  fel 
filed  pursuant  to  the  directions  Ml  ad 
in  subparagraphs  (3)  and  (4)  of  pm* 
frraph  (bJ  of  this  section. 

St.itemcnt  A — Overall  coat  of  terttet. 
sutcmcnl  shall   »ummari«e  th« 
uauty  cost  of  service  (operation 
tenaiicc  expenses,  depreclaUon.  tL     .  ^  _ 
to  cost  of  service  and  return)  deiiiltyt<n^ 
the  supporting  statementa  de«ertb«d 
Statrmrnt  B — Rate  base  and  return 
sta'ement  shall   ■ummarlie   the 
utility  rate  base  from  the  figurw 
in    SutemenU    C.    D.    and    K.    with 
proprlate    deduction    for    Con 
.Kid  of  Construction,  if  any.    Th« 
.sh.i'.I  :ilso  include  the  claimed  raU  of 
and  shnll  show  the  application  of^the 
rate  of  return  to  the  overall  rate  *— 

Statement  C — Coat  of  plant. 
ment    shall    show    In    aummary 
wnounts   of    gas    utility    plant 
Account-^  101,  102,  103.  104.  105.  106.  m. 
117   as  of   the   beginning  of    '^  J^  "^ 
of  actual  experience,  the  book  ad""' 
reductions  (In  separate  colunma) 
12  mon'.hfl.  together  with  the  boe«  ^^ 

at  the  end  of  the  12-nionth  perJoo.    *■  TJ 
Joining   columns   there  shall  be  ihowa  »" 


itrlbottost  to 


jplf 
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.alurtment..   If   any.   *<>  «»•  ^»<«'F 
"JS^e  toUI  cost  «  punt.     JjU 

to     the     supporting     inat«rtal 
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l^ft-rtn«   •chedules   »nd   addltloMl 
••  ?3Sai  be  submitted  u  part  of  8Ut«- 

Lte  C-1  in  columnju:  f(»in  similar 
^L*  o  showing  for  e»ch  of  the  above 
S  smounU  by  detailed  plwitjc- 
^bed  by  the  CJommlsaion's  Unl- 
n  of  AosounU  for  Natural  Qua 
I  (Psrt  aoi  of  this  chapter)  witH 
^  thereof    by    functional   dassiflca^ 
?1    intangtble  Plant.  Manufactured 
fcj^pS«Piant.  Natural  Om  Produc 
-     "    Irtoduct*  KxtracUon  Plant.  Un- 
*atora«e  Plant.  Local  Storage  Plant. 
lanPUnt,  City  Gate  and  Main  Une 
--1  Measuring  and  Regulating  SUtton 
rt«Mral   Distribution   System  Plant. 
aZiTpiant:  Provided,  however,  -mat 
^_Swit  plant  costs  are  not  available 
^■ll~*   plant    accounts    they    may   be 
SjrSTfunctlonal  classifications. 
*^^to  101  and  106  shall  be  adjusted  to 
the  cost  of  major  Items  of  plant, 
^-nent  of  which  is  espected  by  the 
Tttetest  period.     Accounts  108  and 
A  Zsh  be  adjusted  to  exclude  plant  In 
^M«(  construction  which  U  not  expected 
^iTta  service   by   the   end  of   tt»«  test 


p  c-2  showing  major  plant  addl- 

BB  retirement  project*   for  the   test 

triaf  descriptions,  approximate  dates 

BKCial  operation  or  retirement  from 

I  sad  cost.  ^^, 

C-3  showing  thirteen  monthly 
Bses  during  the  12  months  of  actual 
■— ,r^  for  each  detailed  plant  account. 
.aiMotal  representing  functional  claasi- 
IIH  and  total  plant;   the  averages  of 
U  monthly  balances;  and  the  effect  of 
mmmA  adjustments  on  each  monthly  bal- 
E^Dd  the  average. 

Illf^^  C-<  summarising  the  following 
^wm»  with  respect  to  the  book  changes 
BMBlaat  In  service  (Acoo\mt  101)  for  tbe 
JigftWars  of  the  operaUons  of  the  Oom- 
MV  its  predecessors  and  proposed  adjust- 
BMltosuch  account: 
^)  Starting  balance. 

(k)  Major  addlUons  and  retirements  by 
(■k  ortsrs  (small  items  grouped)  Includ- 
fetawfoUowlng: 

(I)  MAJor  completed  work  orders  Including 
l^Nr.  dsecrlptlon.  and  amount, 
(g)  Month  of  completion. 
(Ml)  Fsrlod  of  construction. 
(It)  Cross  reference  to  FPC  certification 
■tl^  docket  number  and  the  dates  the 
lUfoats  was  Issued  and  accepted, 
(c)  Principal  other  transactions  recorded 
■li  a  corrections,    clearings,   etc.     Show 
*tait  detail  so  that  the  nature  of  the 
itatpal  changes  will  be  clearly  disclosed. 
(«)  Closing  balance.  ^     ,    . 

|g|iilsli  c-S  showing  in  respect  of  Ac- 
— ite  lOe  and  107.  at  the  beginning  and 
.rapectively.  of  the  13  months  of  actual 
"  noe  a  list  of  uncompleted  work  orders. 
^  the  work  order  number,  description 
IM  imount  of  each,  and  the  amounts  of 
Mb  type  of  undistributed  construction 
Mitossds.  Include :  a  main-line  map  show- 
ta|  an  major  projects  completed  for  the  last 
tm  calendar  years,  ending  during  the  twelve 

Of   actual    experience,   with   a  key 

indicating  major  work  orders  in- 
WH  In  each  project  and  reference  to  PPC 
Mttteate  numbers,  a  list  of  principal  proj- 
«li  ewttficated  by  FPC  (including  tempo- 
■ly  esrtlflcates  for  the  last  five  calendar 
JMO.  aodlng  during  the  twelve  months  of 
•NMl  e^Mrlence) .  sanlng  forth  the  actual 
m  irthnstfrti  cost  of  the  faculty  and  indlcat- 
kg  tts  total  Increase  In  contract  demand 
M^  annual  volumes  associated  with  each 
■ajar  certificate. 


SchtdMls  0-$  giving  daUUs  of  each  sKMrage 
BK^MTmif  Mine  «oat  by  major  func 
SonTMsd  bM*  too  ■••  ■tavag*  volumes  upon 

MluM  ct  th*  %•«•  project  as  estimated 
and  for  tH*  19  montlM  of  aotnal  e^Mrlenee 
alM  maklM  x«(««noa  to  any  q>eeial  rata 
achadtilM  t^Utliic  tberato.  with  monthly 
TotumM  and  •Moolatod  dollars  for  the  Inputs 
and  cwtputa  for  the  12  months  of  actual 
•xperlenoe. 

SOiedule  C-7.  If  con«)any  produces  gas 
and  owna  non-operat«l  acreage,  a  m^. 
ahowlng  oountlsB  In  th«  United  States  for 
both  pcoduelng  and  non-operated  acreage, 
eacdi  diBslg"***^  In  separate  colors. 

goUadule  0-9,  A  summary  by  producing 
areas  of  gas  lUiBirns  owned  and  a  complete 
enUanatkm  ol  methods  and  procedures  used 
in'amorttalng  oapltaUasd  weU  costs. 

ScKediile  C-9  summarlilng  at  end  of  pe- 
riod tha  coat  o«  sathartng  facilities  by  pro- 
ducing areas,  by  type  o«  plant.  Including  a 
smaU-aeala  map  of  each  gathering  system. 
Se7ie««le  O-IO  giving  fuU  details  including 
docket  number  ot  any  acquisitions  of  gas 
in-place  for  the  laat  five  calendar  years,  end- 
ing  dtirlng  the   twelve   months   of   actual 

expwlenoe.  

Schedule  C-11.  A  summary  cost  of  service 
for  each  gaaoUne  extraction  and  major  puri- 
fication (COt)  plant  owned  or  operated  by 
the  company.  .     . 

Schedule  C-IZ.  A  complete  statement  of 
methods  and  procedures  followed  In  capltal- 
lalnK  interest  during  construction  and  other 
oonstruction  overheads.  Including,  any  policy 
changes,  effective  dates  and  reasons  therefor 
for  the  last  five  calendar  years,  ending  dur- 
ing during   the   twelve   months   of   actual 

^'sSSSe  C-13  shofwlng  any  significant 
chancaa  in  Intangible  plant  for  the  last  five 
ciOMEStar  years,  ending  during  the  twelve 
months  of  actual  experience. 

geHedvIe  0-14  setting  forth  the  cost  and 
deecrlption  of  any  plant  carried  on  the  com- 
oanys  books  as  gas  utility  plant  which  was 
not  being  used  In  rendering  gas  service. 
^J!^M€C-1S.  A  description  of  the  con- 
tinuing property  records  maintained  by  the 
J^^rJiJy7in^cludlng  methods  and  procedures 
SSTto  price  retirements,  and  a  list  of  retire- 
ment units  used  by  the  company  In  pricing 
retirements. 

SeheduU  C-l«  setting  forth  any  operating 
•  units  or  systems  acquired  for  the  last  five 
calendar   years,   ending   during   the   twelve 
months  of  actual  experience. 

State  original  ooat  and  method  of  record- 
ing, including  reference  to  any  Commission 
irtion  If  final  accounting  has  not  been 
approved  by  the  Commission,  submit  sum- 
SSy  analyis  of  property  acquired.  P~P««;l 
•ntrtes  to  record  Uie  acqutoltion  and  pro- 
posed dispoaltlon  of  any  difference  between 
cost  and  net  original  cost. 

SUtement  D— Accumulated  provisums  for 
depreciatum.  depletion,  amortization  and 
iSandanment.  ThU  sUtement  shall  show 
the  aocumuUted  provisions  for  depreciation. 
amorti»tion.  depletion.  «^d  »»»^«i°°f?*^* 
(AcoounU  lOe,  109.  HO.  1111.  "l-S.  "l^ 
lia.  113.1.  118 J»).  as  of  ttie  ^eglnnlng  of  toe 
la  months  t)f  actual  experience,  t*^*^^ 
additions  and  reductions  during  «»  " 
months,  together  wltti  «»e  balances  at  the 
^  of  theia-monUi  period.  In^^J°»^'^8 
columns  there  should  be  shown  the  adjust- 
ments. If  any.  to  ttie  book  amounts  and  the 
total.  AU  adjustmento  shall  be  clearly  and 
fully  eiq>lalned  in  the  supporting  material 

"*SS*^owlng  «5hedules  and  additional 
material  shall  be  submitted  as  part  of  State- 
ment D:  ... 

Schedule  D-1  showing  thirteen  monthly 
book  balances  during  the  12  monttis  of  actual 
expsrience  for  each  account  and  functional 
punt  clasBlfleatlon.  the  averages  of  such  13 
iionthly  baUnces.  and  the  effect  of  proposed 


vm 

adjustments  on  each  monthly  baUnoe  and 
the  average.  . 

Schedule  D-2  summarlilng  tbe^foUgwrng 
by  yeaia  with  respect  to  the  book  utaanin 
In  each  aooount  set  forth  In  BtataOMM  O 
alnoe  the  date  of  the  lai*  prior  ataC  tnimw, 
and  proposed  adjustments  to  such  aooounta. 

(a)  Starting  balanoe. 

(b)  Annual  provision. 

(c)  Retirements  (with  cross-referenoe  to 
plant  BChedtQe)\ 

(d)  Salvage. 

(e)  Removal  costs. 

(f )  Adjustments  (Including  particulars  of 
any  significant  Items) . 

(g)  Ending  balance.  .  , 
Schedule  D-3.  A  deecrlption  ot  the  meth- 
ods and  procedures  followed  in  depreciating. 
depleting,  or  amortlMng  plant  and  reoqrtfing 
abandonments  followed  by  the  oonqtaay  and 
any  poUcy  changes  effective  dates  and  rea- 
sons therefor  tot  the  last  Ave  calendar  fsar^ 
ending  during  the  twelve  numths  d  aetufl 
experience.  ^    „ 

Schedule  D-4.  With  re^Mct  to.  each  allo- 
cation of  an  overall  account  to  obtain  tha, 
amotmts  applicable  to  varloxis  functtonal 
groups  of  plant,  a  complete  explanatlfm  o* 
the  method,  procedures  and  stgnlflnant  data 
used  In  "'"'^♦"g  the  allocation. 

Sc/iedttle  «— WorWnir  Oopltal.  -This  state- 
ment shaU  show  the  computatKm  o*  the 
working  capital  claimed  as  a  part  of  the  gas 
utility  rate  base.  The  statement  shaU  show 
the  respective  components  of  the  claimed 
working  capital  and  be  in  such  detaU  as  to 
show  how  the  amount  ot  each  component 
was  computed. 

The  components  of  working  capital  may 
Include    (a)    an  amount  equivalent  *«>  ** 
days  of  operating  expenses,  less:  The  oort 
of  purchased  gas;  the  cost  of  gas  placed  In 
imderground  storage  (credit)  and  withdrawn 
from    underground   storage    (debit);    wan- 
cash  operating  expenses,  such  as  d^^raelatton 
transferred  through  clearing  accounts  to  op- 
erating expenses:   and  gas  used  In  utility 
operations:  and  (b)    an  allowance  ««*»>» 
average  of  13  monthly  balances  of  mafesilato 
and  supplies,  prepaymento  and  gas  for  cur- 
rent   deUvery    from    underground    *tonca. 
Also,  as  a  component  of  working  c^t^ 
there   shall  be  reflected  a  credit  deducted 
from  the  grose  working  capital  requirement 
in  an  amount  equal  to  60  percent  of  the 
computed  portion   of   Vm  claimed  federal 
Income  tax  allowance  In  the  cost  of  service. 
Any  working  capital  Item  claimed  which  U 
different  from  or  in  addition  to  thoee  spec- 
ified herein  shaU  be  speclflcaUy  and  com- 
pletely explained  and  reasons  for  Incliislon 

BhaU  be  given.  ^,«„„.i 

The  foUowlng  schedules  and  additional 
material  shall  be  submitted  as  part  of  SUte- 
ment E:  .    - 

Sc^iedttl*  E-1  setting  forth  the  balances 
for  materials  and  suppUes  and  prepaymento 
in  such  detaU  as  to  disclose,  elthw  by  sub- 
accoxmts  regularly  maintained  on  the  books 
or  by  analysis  of  the  principal  items  Included 
m  the  main  account,  the  nature  of  the 
charges  Included  therein. 

Schedule  E-2  setting  forth  monthly  bal- 
ances of  material  and  supplies  and  prepay- 
ments on  pvirchased  gas  for  two  years  im- 
mediately preceding  the  12  months  <^  actual 
experience  used  In  the  filing. 

Sc»iedul«  E-3  showing  the  quantities  and 
the  respective  costs  of  natural  gas  stored  a* 
the  beginning  of  the  test  period,  the  Input, 
output  and  balance  remaining  in  Mcf  and 
associated  costs  by  months,  method  of 
pricing  input,  output  and  balance,  and  the 
claimed  adjustments  shall  be  disclosed  and 
clearly  and  fully  explained. 

Schedule  ff-l  showing  the  computottooa. 
cross-references  and  sources  tram,  which  the 
data  used  in  WMnputing  claimed  working 
capital  are  derived. 
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SUtem^t  r{l)—ltmte  of  return  eUimed 
l^la  itatament  atuUl   »hcm  the  parcenta^ 
r»t«  at  nim  d«lin«<1  and  ttae  general  re«- 


PtOK)SCO  lULE  MAKING 

(bHD   OroM  proe««<li  at  offering  prtc«. 


StaUmmtt  F(»)—Mmte  of  return  eomputed 
Thto  ■Utiinnr  ehAB  show  ttae  computation 
of  the  rata  of  return  elalmwl  baaed  upon  the 
company's  capltaUaatkm.  the  coet  o*  debt 
capital  and  preferred  etock  capital  and  the 
return  dalmed  on  tl»e  etockholder'a  equity. 

Statement  r (3)— Debt  copital.  Thla  etate- 
ment  ahall  ahow  the  weighted  average  ooet 
of  debt  capital  baaed  upon  the  fol  lowing 
data  for  each  elaae  and  Miiea  of  long-term 
debt  outstanding  according  to  the  balance 
aheet  as  of  the  12-montha*  actual  experience 

(a)  Title. 

(b)  Date  of  laauance  and  date  of  maturity 
(e)  Intereat  raU. 

(d)  Principal  amount  of  Issue: 

Oroas  proceeds. 
ITudw  witters  discount  or  commlasion 

Amount. 

Percent  gross  proceeds. 
\     Isanance  expense: 

Amount. 

Psrcant  groas  proceeds. 
Net  proceeda. 
MM  proeaads  per  tintt. 

(e)  Coata<  menay: 

Tleld  to  maturity  based  on  the  In- 
terwt  rata  and  net  proceeds  per  unit 
outatandlng  determined  by  reference 
to  any  generaUy  accepted  table  of  bond 
ytelda. 

(f)  If  tasue  la  owned  by  an  aflUlate.  etate 
nama  aad  rclatkmalilp  at  owner. 

Statement  r (4)— Preferred  ttock  capital. 
Thla  atatament  BbaU  show  the  weighted 
avaraee  coat  of  prafwTad  stocks  capital  based 
upon  the  frttowlng  data  for  each  class  and 
■erlea  of  pnefariad  atoelt  outatandlng  accord - 
inf  to  the  balance  aheet  aa  of  the  end  of  the 
13-months'  actual  experience: 

(a)  Title. 

(b)  Date  of  Issuance. 
(e>  If  callable,  can  price 

(d)   H  cuMf ei  tlble.  terms  of  conversion 
(e>  DlTldend  rate. 

(f )  Par  or  stated  amount  of  Issue : 

Oroas  proceeds. 
Underwrltera'  discount  or  commission 
f^  Amount. 

Percent  gross  proceeds. 
Issuance  expenses : 
>  Amount. 

Percent  gross  proceeds. 
Met  proceeds.     ^ 
Met  proceeds  per  unit. 

(g)  Coat  of  money: 

Dividend   rate  divided   by   net   pro- 
ceeds per  unit, 
(h)  Whether  issue  was  offered   to  stock- 
holders through   Bubeoiptlon   rights   or    to 
the  public. 

(1)  If  ISBue  U  owned  by  an  affiliate,  state 
name  and  relationship  of  owner. 
'  Statement  F(5)— Common  stock  capital. 
Thla  statement  shall  show  for  each  sale  of 
common  stock  during  the  flve-year  period 
preceding  the  balance  sheet  as  of  the  end 
of  the  12-months'  actual  experience 
(a)  Number  of  shares  sold. 


(2) 


(3) 
(4) 


(5) 


(CI 


Underwriters'  discount  or  commission : 

Amount. 

Pta^ent  groaa  proceeds. 
Proceeds  to  applicant. 
Issuance  expenses : 

Amount. 

Percent  gross  proceeds. 
Net  proceeds: 

Offering  price  per  share. 

Net  proceeds  per  share. 
Book    value    per    share    at    date    im- 
mediately prior  to  Issuance: 

Closing  market  price  at  latest  trad- 
ing date  prior  to  date  of  Issuance. 

Latest  publUhed  earnings  per  share 
available  at  date  of  Issuance. 

Dividend   rate   at  date   of   Issuance. 


(d)    Whether   Issue  was 
holders  through  sutiscrlptlOB  i 
pubUc;    whether   common 
for  property  cr  for  capital 

The    following    schedules   and      

material    shall    be    subnuittad   tm  m^ 
Statement  P(5)  : 

Schedule     F(5)-f.     Submit 
respecting  any  stock  dlvldenda, 
or  changes  In  par  or  stated  vahM  i 
year   period   preceding  data  ot 
sheet  and  by  months  for  tha 
period  ended  that  data. 

Schedule    F{5)-2.     Bubnit 
formation  on  outstanding 
the  five  calendar  years 
of    balance    sheet   and    by 
twelve-month  period  ended  that 


sS 


"If  the  nat\nal  gas  company  Is  controlled 
by  or  controls  another  company,  or  com- 
panies, as  defined  In  the  Uniform  System  of 
Accovmts.  then  the  Information  required  by 
these  statements  In  respect  to  debt  capital, 
preferred  stock  capital  and  common  stock 
capital  shall  be  submitted  and.  In  addlUon. 
the  daU  described  shall  be  submitted  with 
respect  to  the  debt  and  stock  Issues  of  all 
superimposed  holding  companies  Including 
the  top  holding  company  and  subsidiary 
companies  In  the  form  of  a  oonsoUdatins 
statement.  Purnlsh  a  copy  of  the  latest 
prospectus  Issued  by  the  natural  gas  com- 
pany, any  superimposed  holding  company 
or  subsidiary  companies. 
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Schedule  ^(5) -J.  If  the  applicant  relied 
upon  ratios  or  other  daU  concerning  the 
common  stocks  of  other  specific  companies 
In  reaching  Its  conclusion  as  to  a  fair  allow- 
ance for  earnings  on  common  equity,  submit 
the  following  InformaUon  to  the  extent 
available  from  published  sources  respecting 
the  common  stock  of  such  other  companies 

(a)  With  respect  to  recent  issuances,  the 
same  Information  as  submitted  under  State- 
ment F(5l  . 

(b)  With  respect  to  outstanding  Issues, 
the  same  Information  as  submitted  under 
Schedule  F(5)-2. 

Schedule  F(5)  4.  Show  the  earnings  per 
share  of  common  stock  which  the  claimed 
rate  of  return  would  jrleld. 

Statement  G — Gai  operating  revrnue^  and 
sales  volumes.  This  statement  shall  show 
the  operating  revenues  from  sales  of  gas  and 
other  sources  classified  In  accordance  with 
the  operating  revenue  accounts  prescribed 
by  the  Commission's  Uniform  System  of 
Accounts,  and  the  related  volumes  of  gas  and 
products  Sales  and  services  and  related 
volumes  shall  be  classlfl'Kl  aa  between  Juris- 
dictional and  nonjurlsdlctional:  Items  which 
are  reflected  aa  credits  to  cost  of  service  in 
preparing  Statement  A.  Overall  Coet  of 
Service,  shall  be  Identified  Statement  O 
shall  dt.rrlose  the  following  using  supporting 
schedules  as  necessary : 

(a)  Revenues  by  months  and  the  totals 
thereof  for  the  13  months  of  actual  experi- 
ence from  Jurisdictional  sales  as  computed 
under  the  presently  effective  and  proposed 
rates  together  with  the  differences  In  the 
annual  revenues,  and  the  actual  annual  rev- 
enues from  th^  nonjurlsdlctional  sales. 

(b)  Revenues  by  months  and  the  totals 
thereof  for  12  months  of  actual  experience 
as  adjusted  for  changes  which  are  known 
and  measureable  and  which  are  expected  to 
be    realized    within    8    months    of    the    last 


month  of  available  actual  e  . 
Jurisdictional  sales  as  computed  waiW  9f 
presently  effective  and  proposed  |Ma  ^. 
gethcr  with  the  differences  In  th» 
revenues  for  the  test  period,  and  tba  ^  _. 
revenues  from  the  nonjurisrtlrtlontf  mft 
under  the  rates  effective  during  ttl  W 
period. 

Each  Jurisdictional  sale  for 
each  JurUdlcUonal  transporUtlaa 
shall  be  shown  separately  but  tha  ' 
nonjurlsdlctional  sales  and  nonjurt 
field  sales  may  be  separately  fiuupit  WA 
the  other  sales  may  also  be  grouped  If  >i 
classifications  prescribed  by  tha  OaHB^ 
sions  Uniform  System  of  Account!  *—  ***- 
urol  Gas  Companies.  For  each  " 
shown  separately,  there  shall  be 
polnu  of  delivery,  the  bUUng  quanttthB 
each  month  and  their  determlnanta  cr 
Justmenta  (demands,  volumes.  Btu 
Btu  adjustment,  etc.),  and  tha 
single  day's  delivery  In  each  month  If 
able.  In  the  event  any  sale  shown  a 
is  mu.de  through  more  than  ona 
point,  and  conjunctive  billing  is 
by  the  tariff,  the  above  data  may  be 
for  all  delivery  points. 

AdJuslmenU    to    actUal    period 
umes.    Jurisdictional    and    nonjui 
shall  be  fully  and  clearly  explained^ 
lug   reference    to  any  certificate  dociat  »> 
thurlzlng  changes  In  sales.  • 

All  penalties  paid  by  JurlsdictlOill  m^ 
tjmers  shall  be  stated  separately  froia«» 
revenues. 

The    toUil    Jurisdictional    reven 
the  proposed  increased  rates  shall 
down  to  show  demand  revenues.  « 
revenues,  Btu  adjustment,  etc.    Tha 
and  oUier  daU  ahall  be  grouped 
by  rate  schedules  and  by  zones. 

Credits  to  cost  of  service  shall  ■■* 
the    principal   components   comprl*af 


-  t*>'-^ 


^0t  )f  monthn. 
S^  of  Ktual  I 


^,  February  28,  1962 

1^,^  Items  which  are  reflected  u 
[SLTm^  of  Benrtce  In  preparln*  SUte- 
WPJ'  a^,  amounU  per  books,  adjon- 
¥^}^m  edjueted  shall  be  clearly  eet 

i^*«-»-neiit  O  shaU  be  Included.  In 

gnfimlttal  to  the  Commisalon  and 

gonuxilsslons  having  jurisdiction 

iad  customers  of  the  natural 

_„    The  submittal  to  each  of  the 

rtStomers  may   be  limited  to  ex- 

^  above  details  by  montha  except 

^get  to  the  gas  sales  to,  or  transjwr- 

Shm  for.  that  parUcular  customer. 

a  eopy  of  Statement  G,  In  full.  U 

gabmltted  to  any  affected  customer 

cntomer's  request. 

jl(l) — Operation  and  mainte- 

f.     This  statement  shall  show 

^Mratlan  and  maintenance  expenses 
S\a  each  account  of  the  Uhlfonn 
rf  AooounU  for  Natural  Oas  Oom- 
Xiw  expenses  shall  be  shown  tinder 
oolumnar-headlngs,  as  follows. 
p,P^i.  for  each  functional  claaslfl- 
ra>  Ooeratlon  and  maintenance  ex- 
^^  '-  ,  tit  booked,  for  the  la 
experience,  and  the  total 
,„,  adjustments.  If  any.  to  ex- 
'•  booked,  and  (c)  total  adjusted 
and  maintenance  expenses  claimed. 
^^_  iBplanatlona  of  the  adjustments. 
ySrs«ru»e  manner  q€  their  determlna- 
IT^n  be  supplied,  specifying  the  month 
^pJ5^  during  which  the  adJustmenU 
n^  |«  sfipUcable. 

^Z  Mtowtng  schedules    and  addlUonal 
^Mtol  rtMdl  be  submitted  as  part  of  State- 

aiSal$  H(l)-l  showing  the  13  months  at 
aMlflMrlsnee  and  the  adjxistments  thsre- 
te  Iv  r—  Ihmsl  elasalfleatlons,  the  Bep«- 
Z|i^B^^  for  lalMT.  materials  and  ofthor 
^pitatfvded  In  each  operattoo  and  main- 
^MMi  «q>ense  account  of  the  Uniform 
MM  af  Aeoonnts  for  Natural  Oas  OcKU- 
Si  fv  books  and  as  adjusted.  In  th* 
^^  mllilj  operation  and  malntenaxMS 
m  pMssntad  per  books  reflset  any 
~  or  equalisation  accounting  en- 

„.„. jif(»  purposes  the  effect  thereof 

as  It  MIy  disclosed  and  explained.    Any 
BBt  currently  payable  eaeepi  d*- 
^   charged    through    clearing    ae- 
todnded  in  operation  and  malnte- 
^■sapenses  ahaU  be  fully  explalnad. 

Mfv''  tHl)-2  In  respect  ci  those  eom- 
■Ml^Mdi^  production  plant  or  which  are 
2iMv  axpioraUon  actlvlUes  showing 
tfUm  It  iff*«"**»»  oC  actual  experlenea.  by 
■Mk,  MMt  for  each  of  the  previous  four 
tal  yssrs  the  annual  coet  of: 

8  IMay  centals, 
navroduettve  weU  drilling. 
^  Akamtonsd  leases. 
in  OIkarsxpkvatlon  expenses 
^  OfiMlng  royaltlea  Incltidlng  amount 
!■  Met  and  payee. 
(I>  lift  inAt  payments  to  others  with 
~        of  computations  and  snp- 
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100.000  Mef  annually  may  be  grouped  by 
field  or  proitaeing  area,  hot  with  a  statement 
at  the  cKtcnt  to  which  prloes  effective  snb- 
Ject  to  reftmd  are  included.  Purchases  from 
plpdlnas  tn  any  volnnw  shaU  be  shown  in 
fan  detail  by  rat*  schedule  including  si^its 
betwwn  demaml  and  eommodlty  costs. 

m  the  event  adjtistmsnts  are  made  to  the 
volumes  of  gas  taken  from  any  source  during 
the  1»  months  of  actual  experience,  a  de- 
tailed exfrfanntlon  and  data  in  support  of 
the  adj^^ted  ■wflumes  shall  be  furnished. 
No  adjustments  are  to  be  made  to  reflect 
the  attachment  of  new  gas  supplies  linless 
both  the  filing  company  and  the  supplier 
have  each  obtained  the  required  certificates 
of  public  convenience  and  neoeeelty  and  the 
necessary  faellltlas  by  both  are  or  will  have 
been  In  operation  during  the  test  period. 

lii  the  event  the  aiQnstments  to  volume 
acBCgat*  more  than  10  percent  of  the  total 
^^;aBM  of  gas  porehased  during  the  la 
months  of  actual  «xp«Wnee,  and  are  due 
to  change  In  gaa  purchase  pattern  or  addi- 
tional gas  BtvpiTt  ^^  mlnimimi  take-or- 
pay-for  quantities  for  each  source  of  sopply. 
IpiAMMf  at  tl»e  end  of  the  test-year  period, 
ud  the  rcasona  for  making  such  adjust- 
ments ShaU  be  •ubmtttad. 

If  the  eempany  purchases  and  sells  gas 
under  exchange  agreements,  the  method  of 
,«eofdlng  on  books,  total  groes  volumes  «- 
(dianged.  net  duller  amounts  Involved  and 
details  of   each   major   caKhange   shaU   be 

submitted.  ^  *     *_  ^ 

If  tbs  company  records  any  amounts  on 
Its  books  In  a  givm  month  d\irlng  the  13 
months  of  aotual  experience  which  apply 
to  xas  purchaass  tor  a  prsvlous  month  or 
otter  perkxi.  a  •chednla  Indicating  month 
and  amount  of  paymant  mada  and  dlstrltou- 
tkm  of  payment  and  volames  to  months  to 
vhldi  aiiwllratii*  shall  be  submitted. 

SeksdiOa  JI(l)-«.     Wtth  "■!>«*  *<>^ 

foUowtag    IMsd    oveaae    aeeountsc    there 

-i..n  iM  fwr««t**-*  in  anpporting  sAedules 

"jSisHiisriil  Itar  the  13  months  of  actual 

qp^rtf^  and  datmad  adjustoaents,  anidytl- 

cJ^etaUs  which  win  deariy  diaotose  for 

Mcount:  a  ilssiMlrBtViii  of  prtodpal 

■adtta  <all  minor  Itams  may 

)•  partlcalacs  el  sivporting  oom- 

uriTainoniitlng  Itbtt-  a  dsscrlp- 

tton  «e  saiikwa  and  mtatad  dollar  amounts 

for  whteh  Uahfllty  Is  lacnrred  or  accrued  and 

,«,^  of  the  firm  or  Indtvldual  |renderlng 

suchssBTleaa:  

Scfisrfiiff  H{t)-4m,  Account  913 — Advor- 
ttalnc  siiisnasi  (analysis  need  only  dlsdoee 
prlnalpal  typas  of  advartlstag  such  as  TV. 
uewq>aper.  etc.) .  ..i_».„ 

Adkstfitte  Mi) -4b.    Account  833— Aomln- 
latrstive  expsnaaa  traaanrseo  cseoiu 
Senedule  H(i)-4c.    Account  933— Outside 


U{l)-3  showing  the  total  annual 

•ttflt  ps  purchased  for  the  13  months  of 
■IM  e^wlence.  the  adjustmtou  thereto 
■f  ths  total  adjusted  co«t  for  tha  test 
l^ii  with  data  grouped  and  subtotaled  by 
mtm  Hd  eountlea  and  detailed  by  vendor, 
Ml  sehidule  designation,  field,  volumaa  In 
■tf  at  a  comnvon  preeaure  base  and  price 
te  IMM  and  In  detaU  as  to  baa*  price,  tax 
at.    Btu    provlsloo.    gathering 

Blon  charges,  etc..  for  the  rate 

under  which  actual  or  adjustad 

exceed    100.000    Mcf   annually.    If 

'  «l  such  prices  are  effective  sitf>lset  to 

It*  ahaU  be  shown  a  comparable 

._  of  all  prior  prices  under  tba  rats 

which  were  suspeoded  with  Oem- 

et  numbers  and  Including  th* 

price    not    siispended.    Flrtd 

under  rate  schedules   where  the 

or  adjusted  Tolumes   are  lees  than 


SOtMmia  B{l)-4d.  Aacount  936— to^ 
Dloyw  psnataoa  and  beaaftts  (Insofar  as  this 
leooiuitlndiids  ttema  ather  than  pensions) . 

gehedwi*  Hil)-4».   Account  936    Begula- 

iatudiUlm  B{l)-*f.  Account  93»— DupU- 
cat*  chaigs* — Credit. 

SchtdmlM  U{1)-^.  Account  930— Mlscd- 
iMisous  ganaral  nqiMises. 

Seheduit  H{l)-4h.  Intercompany  and 
lnteidq?art»mtal  transaitinna  If  t^V*.^ 
pens*  accounts  contain  charges  or  or^ts 
taauL  aaaocUtId  companies  or  nonutilUy  de- 
DartmanU  of  th*  company  subaoit  a  ached- 
S*.  or  sebadulas.  as  to  each  stach  associated 
company  cr  asnutUlty  dapartmssit  showing: 
(aTxhe  amount  of  th*  charges,  or  credito. 
during  each  month  andin  total  for  the  test 


(b)    Th*  FPC   account  clssslficatlon   or 
rlawlflfs ttiTTT  «harg*d  (or  or*dtt*d). 
"TS^SSLttonTof  th*  spseine  services 
parformad  far.  or  by.  th*  aaBOGlatsd  company 

tor  nonutlllty  d^paiVmsnt 

(d)  mnrn^tt*^  pmrtlculan  aa  to  the  bases 
used  itt  determining  the  amounts  of  the 
chargee  (credits). 


Stotement  H(2)—DepreeUUion,  <epW»Pii». 
and  amorttaatUm  expeiiss.    Thl*  staiiMaiit 
shall  show  separately  tbe  gas  pkint  <y  ayas- 
tlon.  depletion,  and  anorttsatieik  aip*aa»>y 
functional  ChMBtftoatkms.     Tbsa*  eapmisea 
shall  be  shown  In  separate  coinmiia.  aa  Hol- 
lows:   (a)   Expenses  ftx  tt»  a  maama  cf 
actual  experience,  (b)  adjuatamats.  if  mqr; 
to  such  expense,  and  (c)  th*  total  ndjnatad 
exi>enBe  claimed.   The  bases,  uiethotte,  emen- 
tlal  computations  and  dertvatloa  of  unit 
costs  for  tlie  cahndatlon  of  depredatleB.  de- 
pletion and  amortisation  *xpen**  for  th*  19 
months  of   actual  experience  and  f or  jUi* 
adjustments  thereto.  If  any.  slndl  b*  fttOy 
and  clearly  exirtained.    Th*  amounts  of  dto- 
preclable  plant  dudi  be  shown  by  thafnne- 
tlons  specified  in  Paragrapb  O_of  Aooow^ 
108.  Accumulated  Ptoviaiooa  for  Dapiaulatlan 
of  Oas  Plant  In  Servle*.  of  tl*»  0.wimlmka«1i 
uniform  System  of  Accounts  ftsr  Wat«ai,gaa 
Companies,  snd.  If  availaM*,  for  sacB  tfrtaOad 
plant  account  (800  Serle*) ,  togethar  wMi  th* 
rates  used  in  computing  such  n^eQse*.   Any 
deviation  from  th*  rate*  used  in  dtjy»lng 
of  the  applicants  last  pravlons  rats  flttng  or 
determination  by  the  OmrnnlssBan  elMM  fc> 
explained,  riiowtng  th*  nrte  or  lale*  pr»» 
viously  used  together  wltli  s4pp(«ttnfd^ 
for  tba  new  rate  or  rate*  used  for  ^tftBa^ 
The  following  sdiediries  and  addHluiial 
material  shidl  b*  submitted  as  a  part  of 
Statement  H  (2) :  .     .    .   . 

Schedule  jy(2)-I.  There  rtudl  be  lueluflad 
in  support'^of  Statement  H(l)  a  «*ooBCllta- 
tlon  of  the  depreciable  plant  dkiiaii  1to**4iii 
with  the  aggiegate  laiwIiiMint  In  1—  P**^ 
shown  m  Statement  C,  and  th*  cq^aswi 
thereon  charged  In  th*  fimt  inataae*.  _ta 
other  than  pi'e*crlb*d  deptetlatlon.  deple- 
tlon  and  amortization  eq>ens*  accounta. 

acheduie  »(»)-»  ahaU  b*  suPadtted  to 
show  computations  spplfeabi*  to  Bfcteuimit 
H(3)  and  sources  tram,  wfaleh  data  und 
therein  are  derived. 

Statement  H(3)— fneomd  _^«^^TWi 
statement  shaH  show  tti*  panptt^atioo  << 
allowance*  fCr  federal  aad  st»e|iiooiBata 
for  th*  te*t  period  based  6tt  tn*eWB 
retvim  m>plled  to  th*  overaB  gaa  ulttty^iaga 
has*.  To  imneata  th*  aocuauttng  daartSeaf 
tton  appBciM*  to  tbm  amount  emtnwiit.  tti* 
computation  of  the  federal  liwnw  tax  tOaw- 
ance  shaU  sliow  separately  tbm_  amounts 
(tasignated  as  euzrant  taat  aaddRfiBrrad  tK. 
the  latter  representing  BS  percent  of  tai*  «»- 
eees  of  UberaUaed  deprsdatloa  and  Mode- 
rated amortisation  of  muergency  fkelBttaa. 
In  any.  claimed  under  sectlans  IdT  m^  W9 
of  the  Intemal  Revenue  Oade.  luspujUiMli. 
over  8trat|^t-lln*  depredation  alfowmU*  tor 

tax  purposes.  

The  fbOowlng  acliadulga  aad   addtdonal 
matertal  atudl  be  subiulttad  as  a  pvt  of 

Statement  H  (3):  _^ 

Seftedvie  H(3)-l.  m  support  of  fAtaml 
Income  taxes  the  company  aHaU  snhmtt  a 
complete  reoondllatlan  of  th*  book  net  tn- 
come  with  taxable  net  ineanxe  as  luportad 
to  the  Federal  Intemal  RevenTie.  SBTloe 
for  the  most  recent  year  fbr  whleb  a  tax 
return  was  filed  and  th*  three  previous  yean. 
A  complete  explanation  of  an  ttema  In  th* 
reconciliations  shall  b*  submittal.  In  th* 
event  the  tax  allowances  claimed  giv* 
to  omission  of  items  i^>paartng  In  th*  r 
clllaUon  for  the  most  recent  tax  return  or 
Inclxislon  of  items  not  appearing  Ibenln. 
th*  rcMons  tor  such  omlsaions  or  iacluatons 
shall  be  subagHltted. 

Schedule  H(3)-2.  Where  tax 
differs  from  booh  dsprsetatloai.  the 
ahad  file  a  sehsdnl*  ahowmg  tb*  eotai 
of  the  Jax  depredatten  which  ^dn 
(a)  differences  between  ■ook  *■■■  i^a  ^^ 
preetatlon  on  a  straightMn*  baaly^and  (b) 
the  exceaa  of  Uberaflaed  depreetBOmi 
amOTtlxatlon  of  emergency  faetlltles 
stralgbtllne  depreciation  for  tax  puzpoaaa  for 
the  taxable  year  or  years. 


\ 
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PROPOSED  RULE  MAKING 


Schedule  Hi3)-3.     If   the  company    Joins 
In  tHa  filing  of  »  con«oll<Ut«<l  federal  income 
tax  return  then  ih»ll  be  submitted  a  sched- 
ule showlnc  the  net  tAUible  Income  or  loss 
for  ^^>^•^  compeny  In  the  consolidation.  In- 
cluding an  adjustment  to  effect  the  exclu- 
sion of  the  excess  of  liberalized  depreciation 
and    amortlxaUon    of    emergency     faculties 
over  straight-line  depreciation  for  each  com- 
pany   involved.     There   shall    also    be   sub- 
mitted  with  the   sutement   of   taxable    net 
income  or  Ux  loss  of  each  Individual  com- 
pany participating   In   the   consolidated    re- 
turns,       the        deUlls        of        consoUdailnK 
adjustmenu.    and    a    compuUUon    of    the 
system   Ux   liability    based   on   the   consoli- 
dated net  income  for  the  last  tax  year  ending 
within  the  test  period,  or  Immediately  prior 
thereto,   for   which   a    tax   return   was    filed 
Uj  addition,  there  shall  be  Included  a  com- 
putaUon    showing    the    percentage    of     tax 
savings   arising   from   consolidation    for    the 
taxable    year   or    years    ctfvercd    by    the    test 

period. 

ScKeduU  H{3)-4.  If  the  company  claims 
an  allowance  for  current  tax  In  lu  cost  of 
service  which  would  be  greater  than  the 
federal  Income  tax  which  would  actually  be 
payable  on  the  basis  of  the  return  allowed 
in  coet  of  service,  full  disclosure  thereof  shall 
be  made,  including  the  allocation  among 
utility  and  nonutiUty  departments  of  the 
tax  payable. 

Schedule  H(3)-5  In  support  of  the 
claimed  allowances  for  income  taxes  paid 
state  governments,  the  company  shall  sub- 
mit a  schedule  showing  the  Income  tax  paid 
each  state  in  the  current  or  previous  year 
covered  by  the  test  period  including  the 
effect  of  liberalized  depreciation  on  such 
taxes  paid. 

Statement  H (4)— Other  taxfi  This  state- 
ment shall  show  the  gas  utility  taxes,  other 
than  federal  or  state  Income  Uxes  in  sepa- 
rate coltunna.  as  follows:  (a)  Tax  expense 
per  books  for  the  13  months  of  actual  ex- 
perience, (b)  adjustments,  if  any.  to  amounu 
booked,  and  (c)  the  toUl  adjusted  taxes 
claimed.  The  taxes  shall  be  shown  by  states 
and  by  kind  of  taxee. 

The  following  schedules  and  additional 
material  shall  be  submitted  as  a  part  of 
St«MBentH(4)  : 

fcfndule  H{4)-1  shall  be  furnUhed  show- 
'  Ing  for  each  kind  and  amount  of  gas  utility 
'  .tax  the  raU  at  which  such  Ux  is  assessed 
and  paid,  and  explaining  the  basis  for  such 
aseeaement  in  the  12  months  of  actual  ex- 
perience and  as  adjusted  All  adjustmenu 
•hall  be  fully  and  clearly  explained 

Schedule  H(4)-2  shall  be  submitted  show- 
im  oocnpuUtlona  and  sources  from  which 
tlM  data  In  SUUment  H(4)   are  derived 

ataiement  I— Allocation  of  overall  cost  of 
aendee.  ^rhla  statement  shall  show  with  re- 
spect to  overall  coet  of  service  (Statement 
A);  (a)  Grouping  and  allocation  of  various 
Items  of  coat  and  credits  to  coet  of  service 
Into  functional  tot^Os;  (b)  Classincatlon  of 
items  of  coat  and  erediu  into  demand,  com- 
mo^Uty.  customer  or  other  appropriate  cate- 
gories; and  (c)  Allocation  among  Jurisdic- 
tional and  nonjurlsdictlonal  sales  and 
•ervlce.  Including  allocation  factors  used  and 
data  used  In  computing  such  allocation 
factors. 

The  following  ■  schedules  and  additional 
materUl  shall  be  submitted  as  part  of  State- 
ment I: 

Schedule  I-l  Particulars  of  allocating 
general  or  common  i Joint)  cosu  to  various 
functions.  ', 

Schedule  1-2.  Suftlclent  detailed  break- 
down  of  operation  and  mainUnance  expense 
acootinU  and  taxes  to  disclose  how  com- 
ponent items  (e.g..  compressor  station  fuel. 
purchased  gas.  taxes  other  than  Income 
uxee)  have  been  classified  among  demand, 
commodity,  customer  or  other  category  of 
cost. 


Schedule  1-3  Separation  of  costs  appli- 
cable to  field  or  gathering  system  sales  from 
coats  applicable  to  sales  from  the  transmis- 
sion system 

Schedule  14  Details  on  the  lost  of  com- 
pression and  transportation  of  gas  by  others 
setting  forth  the  name  of  the  transporter 
and  the  basis  of  payment  for  such  servire 
Schedule  1-5  With  respect  to  the  sarlou-t 
classes  of  service  the  total  number  of  me- 
tering points  and  the  number  of  metering 
units  grouped  on  the  basis  ot  the  occurence 
of  meter  rcadinti;  isuch  as  24-!u.ur  7-day 
ao-day     etc  i 

Schrdicif    1  «       UfliNfiie.s    to    'he    jurlsdK  - 
tlonal    and    nonjuri.sdictioiuU    customers    on 
three    continuous   days    ol    maximum    trans- 
mission system   deliveries  during   the   winter 
heating  season  within  the   12  months  of  ac- 
tual  experience,   classified  as   between    firm. 
interruptlble    exchange    transportation    ga.s- 
ollne     plants,     emergency      etc      If     the     12 
months  of  actual  experience  represent  a  cal- 
endar   year    these    data    shall    be    submitte<l 
for    the    winter    he.iting    seasons    beginning 
immediately   prior    to  such   year   and   at    the 
end  of  such   year   to-  the  extent    practicable 
The  deliveries  made  from  field  or  gathering 
systems  shall  be  reported  for  the  same  three 
continuous   days    as    maximum    transmission 
system  deliveries       Full  particvilars  and  jus- 
tification shall   be  furnished  of   any   claimed 
adjustment   to  the  actual   experience  of   the 
peak   periods    used      The  deliveries  on    each 
of   the   three   days   should    be  submitted   to- 
gether with   withdrawals   from   storage    line- 
pack    fluctuations   and    temperature       If    ab- 
normal  amount   is  supplied   from   line-pack 
the   company    shall    supply    the    second    and 
third    highest    three-day    peak.-s     giving    the 
same  information  on  line-pack 

Schedule  /  7  showing  by  months  and 
U)tal  thereof,  for  the  twelve  months  of  actual 
experience,  the  company*  Oas  Account  in 
the  form  required  by  the  Commission  s  An- 
nual Report  Form  No  3,  page  117  In  addi- 
tion, there  shall  be  shown  corresponding 
estimated  data.  If  claimed  to  be  dlfterent 
from  actual  experience 

Statement  J— Allocation  o/  co-r  ol  len  tee 
by  tones  If  the  rates  on  file  are  zoned  or 
If  It  Is  proposed  to  esubllsh  /one  rates  the 
coet  of  service  for  the  test  period  shall  be 
further  allocated  to  the  exUting  or  proposed 
rate  zones  A  detailed  description  of 
methods  and  procedures  used  to  allocate 
cost  to  zones  shall  be  given  Where  zones 
are  sought  to  be  established  for  the  first  time 
the  reasons  for  this  establishment  and  for 
the    zone    boundaries    selected    shall    be    set 

forth 

The  following  schedules  and  additional 
material  shall  be  submitted  as  a  p«r'  of 
StaUment  J 

Schedule  J-1  If  the  system  rstes  are 
zoned  or  are  to  be  zoned  the  company  shall 
furnish  an  allocation  of  system  transmission 
costs  based  upon  a  study  and  the  classifica- 
tion of  costs  provided  In  prior  Commission 
opinions  applicable  to  the  company 

Schedule  J-2  If  the  company's  zone  costs 
are  determined  as  provided  In  Schedule  J  1 
but  the  zone  rate  different isls  depart  from 
those  resulting  from  the  all'x-Med  unit  zone 
costs,  the  company  shall  fvirnlsh  in  this 
schedule  the  development  nf  the  zone  rate 
dlfferenUals  proposed 

Schedule  J-3  The  company  shall  where 
It  has  also  furnished  a  cost  allocation  which 
has  departed  from  the  'Seaboard  Formula  , 
show  the  development  of  zone  differentials 
predicated  on  that  formula 

Statement  K— Comparison  of  e»timated 
revenues  with  coat  of  service  This  sUU- 
ment  shall  consUt  of  a  comparison  of  the 
total  Jtirlsdlctlonal  revenues  with  the  allo- 
cated coet  of  service  for  the  test  period 
Where  sone  ratee  are  in  exlsUnce  or  are 
propoeed.  thU  statement  shall  also  Include  a 
comparison  of  revenues  and  costs  by  zones 


The    following    schedules    and 
materials    shall    t>e    submitted  m  a 
Statement  K 

Schedule   K-1   showing   the  dsrivt^^  ^i 
each    <jf    the    Increased   rates  shall  he  ^^  < 
I      If  the  increased  rates  ars  ^^u^Sf'. 


mitted      If  the  Increased  rates  ars       _^ 
on  costs  as  classified  and  alloeata^,  nQ 
rulations  involved  In  derivation  Of  fksi^ft' 
^hall    be   shown       If    In    computliH  Uto^^ 
crea.sed   rates,  weight   Is  given  in  WhflhMA. 
part    to   value    of    service,  compettttaa.  ^k 
torlcal  revenue  pattern,  etc.,  a  full  | 
plete  explanation  and  Jiuti&catloQ 
^h.ill  be  included 

s.  'ifdule  K  2      In  the  event  the 
.iiid  commodity  charges  of  the 
(■re.usett  rates  depart  from  the  unit 
and   comm(Xllty   costs  under  the 
Formula       the     deviation     In    the 
'  harge   shall    be   shown   In  doUan  a^  a  t 
percentage    of    the    total   demand  sosta  te. 
gether  with  an  explanation  ol  the 
f.ir  such  departure 

Statfment    L     Balance    sheet.     A 

^heet    in    the    form    prescribed  by  the  ^ 

mi.sHK^n  s  Uniform  System  of  II nr naa^  |^ 
Natural  Gas  Companies  as  of  the  bmlu|M 
and  end  of  the  13  consecutive  moattssflte 
actual  experience  utilized  for  the  tsstpaht 
including  therein  the  notes.  If  aay,  ^ 
pUcable  to  the  balance  sheet;  stalMtty.  i 
balance  sheet  on  a  consolidating  bsMaM  te 
natural  gas  company  Is  a  member  ot  asjst« 
grnvip  of  companies 

Statt-ment  M—  Income  statement.  Asia. 
ome  stiitement  In  the  form  prsaeribst  bf 
'he  Commission's  Uniform  System  o(  As- 
counts  for  Natural  Oas  Compaalss  far  ttt 
12  consecxitlve  months  of  actxuU 
utilized     for     the     test     period.  ^ 

therein  the  notes.  If  any,  appUeabls  to  tta 
income  statement;  similarly,  an  tasoai 
statement  on  a  consolidating  baMs  U  tfei 
natural  gas  company  is  a  member  ot  a 
group  of  companies. 

.S'fafcmenf  N — Cost  determinantt  for 
rhanges  in  rate  level.  This  group  a( 
ules  shall  contain  the  principal  4s 
essential  to  test  the  reasonablsnsw  «(  tti 
proposed  rate  or  charge.  Any 
to  book  figures  shall  be  ssparatsty 
and  the  basis  for  the  adJustmsBt  ihiB  to 
explained  The  following  shall  bs  •okBiltM 
for  the  test  period : 

Schedule  N-1  Cost  of  plant  by  funettossi 
classification  as  of  the  beginning  aiWl  «et 
the  end  of  the  test  period. 

Schedule  N-2  Accumulated  pofflslaai (« 
depreciation,  depletion.  amortlaa{laai.  tM 
abandonment  by  functional  cISMlflflStlflSi • 
of  the  beginning  and  as  of  the  end  fl(  tto 
test  period  ,,. 

Schedule  N-3  Working  capital.  wWtn 
forth  the  various  componenu  provUIsi  fw  * 
Statement   E      InsUad  of  IS  monttly  tot. 


ances.  however,  the  average  may  be  biMici 
beginning  and  ending  balances  f or  Ihs  tK 
period  

Schedule  N-4     Rate  of  return  ctaWM 
a  brief  staUment  of  the  basU  thsriCer. 

.Schedule  N-5.    Operation  and  mstnts 
expenses  by  functional  clssslftnallSBt 

.Schedule  S-«  Depreciation.  *5*^ 
and  amortisation  expense  by  fUBCO** 
classifications.  ..    . , 

Schedule    N-7       Income    tax    sllowsw 
computed  on  the  basis  of  the  rale  0*  t¥m^ 
claimed 

Schedule  S-i     Other  taxes 

Schedule  S-9  Coet  of  service  ello«w** 
the  sales  or  services  for  which  "»■•"? 
in  rate,  or  charge  Is  propoeed.  »«»«n«"2^ 
principal  determinants  used  for  UKimir- 
purposes  ^^  j 

Schedule  N-lO  Comparlsoo  «  ?*T 
service  with  revenues  under  proposss  i^ 
for  the  ust  period  ..  aussri 

When  this  group  of  •<:»»«<>"^t?j|!jI?%K 
Class  A  company  pursuant  to  8«cw  "*r 
( b  i(  3  (  and  the  beginning  of  the  11  -i""" 


February  28,  1962 

of  the  most  recenUy  avaUable 
^^nMice  1«  more  than  one  month 
STiJ  months  of  actxial  data  tued  to 
jTrtte  increase  flllng.  th«  natural 
^,,  ghaii  also  report  separately  for 
^rmfing  period  actual  dato  cMnpar- 
Sreqii-ed  by  Schedules  N-1.  N-a. 
^!nd  N-8  above,  and  total  sales 
JlaA  revenues  for  such  period  broken 
fjUJIJen  Jurisdictional  and  nonjxirls- 

Mtles. 
ij     Q — Description     of     company 

A  description  of  the  company's 

r"--.  '(Uverslty  of   operations  Including 

C  rf  Bipe  and  cinnpressor  stations  oper- 

if— i  tceakdown  of  sales  as  among  field 

Sig^mlMlon  and  Jurisdictional  and  non- 


^^^  f  p Explanatory   text   and   pre- 

^^timonv  This  statement  shall  oon- 
S^^*o<  explanatory  text,  preferably  to 
J^mof  proposed  testimony,  todlcatlng 
f^ZTid  proof  which  the  company  would 
•"^^  case-ln-chlef  In  the  event  the 
2L  *M>M  be  suspended  and  the  matter 

m»  DOC  ea-1960;  Piled.  Feb.  27.  1962; 
P*  8:46ajnl 


FEDERAL  REGISTER 

INTDISTAn  COMMERCE 
COMMISSION 

[49  CFR  Part  1761 

[Ex  Part*  No.  MC-611 

POOLING  BY  MOTOR  COMMON  CAR- 
RIERS OF  HOUSEHOLD  GOODS 

Extension  of  Poriod  for  Compliance 
WHh  Ordors 

There  being  under  consideration  (X) 
a  petition  filed  November  30,  1961,  by 
United  Van  Lines,  Inc.,  seeking  recon- 
sideration and  rellrf  f  nan  the  provisions 
of  the  8Q>arate  orders  of  the  Commis- 
sion. Division  8.  dated  October  5.  1961. 
and  reply  thereto,  (2)  a  petition  fDed 
December  80,  1961,  by  Anderson  and 
Benson  Cbrporation.  et  al.,  for  clarifica- 
tion and  expansion  of  the  scope  of  ques- 
tKmnaire,  flllng  of  which,  in  completed 
form,  as  weU  as  compUance  with  other 
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provisions,  is  required  by  said  ordws  on 
or  befOTe  February  28,  1962.  and  (8)  a 
request  filed  Pebruwr  13,  1962.  ^ 
Movers'  L  Warehousemen's  Assodattoo 
of  America.  Inc.,  et  aL,  for  an  eztensloii 
of  time  to  c(»nply  with  the  provisions  of 
said  orders  of  October  5,  1961,  and  good 
cause  therefor  aiHiearing: 

It  is  ordered.  That  the  period  iwo- 
vided  for  compliance  by  interested  per- 
sons and  parties  of  record  with  the  pro- 
visions and  requir«naitB  of  said  <xtkrs 
of  October  5,  1961.  (26  P.R.  9786,  lOa^O) 
be.  and  it  is  hereby,  extended  to  Amll 
30, 1962. 

Dated  at  Washington,  D.C.,  this  15th 
day  of  Pebruary.  A.D.  1962. 

By    the    Commission,    Commissioner 
Tuggle. 

[SEAL]  Harold  D.  McCoy, 

secretary. 

(PR     Doc.    62-1982;    FUed,    Feb.    27.    I99i'. 
8:48  ajn.] 


Notices 


DEPARTMENT  OF  STATE 

A9«n€y  for  Intomotionol  D«v*lopin«nt 

(Delegmtlon  of  Authortty  No.  12 1 

ASSISTANT  AOMINISTIATOR  FOR 
NEAH  EAST-SOUTH  ASIA,  ASSIST- 
ANT ADMINISTRATOR  FOR  LATIN 
AMERICA,  ASSISTANT  ADMINIS- 
TRATOR FOR  AFRICA  AND  EUROPE, 
AND  ASSISTANT  ADMINISTRATOR 
FOR  FAR  EAST 

D«l«gation  of  Authority 

Pctruary  17.  1962. 
Pursuant  to  the  authority  delegated 
to  me  by  Deleg aUon  of  Authority  No  104 
from  the  Secretary  of  State  in  accord- 
ance with  Executive  Orders  10900  and 
10973,  as  amended.  I  hereby  delegate  the 
following  function  to  each  of  the  As- 
sistant Administrators  listed  above  for 
the  coxmtries  or  areas  within  their  re- 
sponsibility, with  authority  to  redelegate. 
retaining  for  myself  concurrent  authority 
to  exercise  any  of  the  functions  herein 
delegated: 

Authority  to  negotiate,  authorize. 
execute,  and  implement  loan  agreements 
pursuant  to  that  portion  of  section 
104(e)  of  the  Agricultural  Trade  De- 
velopment and  AssisUhce  Act  of  1954. 
as  amended,  added  by  the  Act  of  August 
13  1957,  71  SUt.  343.  including  authority 
to  amend  or  make  ancillary  agreements 
relating  to  such  loans  and  loans  entered 
into  heretofore  by  the  Export -Import 
Bank  of  Washington. 

This  Delegation  of  Authority  shall  be 
efTective  immediately  and  shaU  continue 
in  full  force  and  effect  until  such  time 
as  it  Ls  rescinded  by  me. 

Prakx  M.  Corns, 
Acting  Administrator. 

F«B«UA«Y   17.  1962. 

[Tit     Doe.    e2-lB75:    nied,    Feb     27     l&t52 
8  47  a  m  I 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land   Management 

ARIZONA 

Notice  of  Proposed  Withdrawal  end 
Reservation   of   Lands 

The  United  States  Army  Corps  of 
Engineers  has  filed  an  application,  Serial 
Number  ARr-031299  for  the  withdrawal 
of  the  lands  described  below,  from  all 
forms  of  appropriation  under  the  public 
land  laws,  including  the  general  mining 
and  mineral  leasing  laws,  subject  to 
existing  valid  claims.  The  applicant  de- 
sires the  land  for  the  establishment  of  a 
permanent  sanitary  fUl  area.  The  in- 
tended use  wUl  have  a  negligible  effect 
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on    the    surface   or   underground    water 
under  the  jurisdiction  of  the  State. 

For  a  period  of  thirty  days  from  the 
date  of  pubUcaUon  of  this  notice,  all  per- 
sons who  wish  to  submit  comments,  sug- 
gestions, or  objections  in  co^inection 
with  the  proposed  withdrawal  may  pre- 
sent their  views  In  writing  to  tlie  under- 
signed officer  of  the  Bureau  of  Land 
Management.  Department  of  the  In- 
terior. 3022  Federal  Building,  Phoenix 
25.  Arizona. 

If  circumstances  warrant  it.  a  public 
hearing  will  be  held  at  a  convenient  time 
and  place,  which  will  be  announced. 

The  determinaUon  of  the  SecreUry  on 
the  application  will  be  published  in  the 
FsDCXAL  RxcisTBii.  A  Separate  notice 
will  be  sent  to  each  Interested  party  of 
record. 

The  lands  Involved  In  the  applicalion 

arc: 

Gila  and  Salt  Rivt«  Basi  Mikioi^.n    A»u  'N a 

T  2  N    R    1  W 

Sec    1,  SE',<SE'4 

The    area    dc^ciibed    above    coiuams 
40  00  acres. 

Dated:   February-  16.  1962. 

Fred  J    Weiler. 
State  Director 

[FR      tXK-      e.1    10*4:     Filed,     Feb     27,     lOGJ. 
8  4fl  a  m  1 


CIVIL  AERONAUTICS  BOARD 

[Docket  13415;  Order  No  E   1804.11 

WEST  COAST  AIRLINES,   INC. 

"Use  It  Or  Lose  It"  Investigation  and 
Route  Realignment;  Order  Institut- 
ing Investigation,  and  Statement  of 
Tentative  Findings  and  Conclusions 
and  Order  To  Show  Cause 
Adopted  by  the  Civil  Aeronautics 
Board  at  Its  office  In  WashmRlon.  D  C  om 
the  2lst  day  of  February  1962 

In  the  Seven  States  Area  lnvrsti«a- 
tion  •  Order  E-13254.  December  8    1958 
the  Board  made  extensive  route  a\\ards 
and  subjected  them  to  the    use  it  or  lose 
It'    policy,    which    was    san.iltaneously 
adopted      This  policy  contemplated   an 
early    reassessment    of    the    traffic    re- 
spoi^e  to  the  newly  authorized  services 
in  order  to  determine  whether  sufflcirnt 
use  was  being  made  of  them  to  warrant 
their  continuation.     Tlie  Board  spoci;:- 
cally   set   a    minimum   standard   o(    u:.e 
which  required  that  each  city,  whether 
certificated  on   a  temporary  or  an    in- 
definite   basis,   originate   an   average   of 
five    passencers    dally    for     the    twelve 
months  followuiK  the  Initial  .six  months 
of  service,  and  indicated  that  It  would, 
in  the  absence  of  unusual  or  compelllnK 
circumstances.  Institute  a  formal  Inves- 
tigation   to    determine    wl.cther    a    c:iy 


should  lose  Its  air  service  for 
In  the  event  it  does  not  meet  _^ 
ard.     Further,  the  Board  itatid 
would  similarly  reassess  the  t 
suits  on  each  route  segment  for 
twelve  months  period.     The  L 
standard  in  this  regard  requlnej 
age  passenger  load  of  five  psMi 
flight  during  the  trial  period. 
vlded  that  an  inadequate  trafle . 
on  any  segment  would  result  In 
stitutlon  of  appropriate  prooM ' 
determine  whether  the  subject  _^ 
should  be  suspended  or  dekted.  Ttk 

tion.  with  respect  to  those  m 

perlenclng  average  passenter 
ing  between  five  and  seven  ._ 
per  flight.  It  was  provided  tint 
proceedings  locking  toward  the  taai^ 
tlon  of  service  would  be  insUtaM,  it 
ccpt  In  those  situations  in  -"-^  — 
usual  circumstances  such  as 
latlon   or   national   defense 
dictate  the  contrary. 

Subsequent  to  the  Seven 

and  in  order  to  properly  and 

implement  the  "use  it  or  loee  W  pti, 
the  Board  adopted  a  reculatlOD  iHS 
required  local  service  carrlen  to  NHH 
to  the  Board  on  a  monthly  bulstkl|» 
senger  loads  on  all  flights  on  eMkHi^ 
segment  of  their  respective  m' 
In  Order  E-14388.  July  30. 1 
tive  October  23.  1959.  the  Board 
the  Pacific  Northwest  Area  XjOQ 
Ice  Case,  and  In  Orders  E-14MI. 
1959.  effective  October  23.  IMI.  Mi|> 
14460.     September     15.     19M. 
September  15.  1959.  the  Board 
the  Montana  Area  Local  Servl 
and  the  certificates  of  the 
received  awards  therein  were  nblMlll 
the    use  It  or  lose  it"  policy  cBMMliilj 
In    the    Seven    States   case.     FBtlMII 
traffic  data  for  the  full  trial  paMII 
now  available,  or  will  become  Wliti 
near  future.    Consequently,  we  ut  lU 
position  to  proceed  pursuant  U>0V» 
nounced  policy. 

We  have  carefully  examined  the 
data  filed  by  West  Coast  AlrttaMU 
I  West  Coast)  with  respect  to  thill 
tion   of    Its   system    subsequent  It. 
Pacific  Northwest  and  Montana et«i 
involved  In  current  proceedlnfa 


materials  are  reflected  in  part  H^^ 
pondiccs  A.  B,  and  C  "  and  we  flBdM. 
an  investigation  should  be  institutodW 
re.spect  to  the  points  and  aegOM^M 
forth  bolow.  to  determine  wbcClMrft 
should  be  deleted  from  West  ^OM*^  . 
t.ficate  in  the  llRht  of  the  use  ■■*« 
the  various  scr\-lccs. 


"  P.^t    J41,    Amendment   13. ^^ 

vembcr  1.  19 J9.  and  Amendin«n*  "j^^ 
Part  241,  effective  August  1,  ***iv  ^[S 
ger  oriRlnrUlon  data  were  P'*^"I!?2SS 
U-)   be    n:ed   M   pert  of   the  cmtIW  m^9 

-  F.;od  .15  p.irt  of  the  original 


I 


February  28,  2M2 

aTeraging  lees  than  five  orig  1- 
era  dally: 


FiDftAL  REGISTEt 


Wwb. 


Oakland,  Calif. 
Ogden,  UUb. 
Olympla,  Waah. 
Omak.Waah. 
Pendletott.  Orag. 
Salem.  Orog. 
Whldbey  Island. 
Waab. 


^t8  experiencing  average  pas- 
loadfl  between  five  and  seven 
per  filght: 


_^  Dortlon  of  ••gment  1  batween  Kla- 
^UST  OTM.  and  Boue,  Idaho,  via  Lake- 
STSBunu,  Oreg.;  Segment  8  between 
^-TT  waah./Ooeur  d'Alene.  Idaho  and 
Cf»U*.  Uont..  via  KalUpell  and  Cut 
^- iby.  Mont.: 

,t  »    between   Seattle.   Waab.    and 
Waab..    via    Whldbey    laland. 


te  the  West  Coast  Temporary  Points 
JLml  Case  (Order  E-16$20,  March 
^INl).  the  Board  conduded  that 
Steiio-Payette  and  Baker  should  be 
Id.  notwlthsUndlng  their  low 
,  nneration.  In  reaching  that  de- 
Um  Board  stated  that  West  Coast's 
lo  the  two  points  had  been  un- 
In  meeting  the  needs  of  the 

n'  and  that  this  was  accountable 
«  limited  traffic  generation.  F61- 
the  Board's  decision.  West  Coast 
.Md  to  provide  substantially  the 
_  itrviee  that  It  offered  at  the  time 
rflhi  bearing  in  the  Temporary  Points 
CM  iBd  traffic  statistics  indicate  that 
tMv  UMl  Ontario-Payette  continued  to 
a^nte  far  less  than  five  passengers 

tr  Order  E-17758,  November  24,  1961. 
§1  poard  issued  an  exemption  to  West 
CMI  that  would  permit  it  to  offer  an 
feptiad  service  between  Baker  and 
MKlo-Payette.  on  the  one  hand,  and 
Mknd.  on  the  other.  However,  the 
■t  twice  pattern  has  required  the 
of  an  additional  schedule  by 
Coast  and.  depending  upon  traflle 
to  the  Improved  senrloe,  may 

.  affect  the  cost  picture  that 

wMore  the  Board  in  the  Ttanporary 
Mil  Case.  In  view  of  the  foregoing. 
WiDd  tt  iu)propriate  to  reexamine  West 
CMtH  authority  at  these  points  despite 
fUnMrely  recent  review  in  the  Tern- 
Points  Case.  This  will  make  it 
after  hearing  to  resolve  the  long 
^  service  problem,  either  by  re- 
|Mc  West  Coast,  through  imposition 
SM  ippropriate  certificate  condition  or 
A«wlse.  to  provide  a  spedfled  pattern 
tf  arrtoe  to  either  or  both  of  the  points 
Ittls  Is  found  necessary,  or  by  deleting 
m  m  both  of  the  points  in  the  event 
li  sfldance  dlcUtes  a  result  different 
tm  that  reached  in  the  Temporary 

Is  to  the  other  points  and  segments 
HMd  in  issue  here,  we  find  that  there 
4liit  appear  to  exist  such  unusual  etr- 
as  should  preclude  the  in- 
of  this  investigation  at  this 
_  .—^  the  "use  it  or  lose  it"  poUey. 
b  addition  to  the  issues  already  out- 
ml  above,  and  since  Kallspell  which 
v  originated  over  five  passengers  per 


day,  may  lose  air  service  through  the 
ddetion  of  segment  S,  we  will  abo  con- 
sider in  thii  proceeding  the  possibility  of 
certUloa&g  KaUspeU  -on  Route  77F.' 
Also,  as  prevloasly  indicated,  we  will 
consider  boeln  the  elimination  or  sus- 
pension or  air  service  at  Olympla  on 
segmMit  2  and  Pcsidleton  on  segment  5. 
on  the  basis  of  the  substandard  traffic 
generation  at  these  points  during  the 
past  twelve  months,  even  though  West 
Coast's  authority  at  Olympla  and  Pen- 
dleton was  not  affected  in  the  Pacific 
Northwest  or  Montana  cases.    Further. 
although   Whldbey   Island,    an    inter- 
mediate point  on  segment  9  between 
Seattle  and  Belllngham,  has   not  re- 
ceived air  service,  we  are  placing  this 
point  in  issue  in  this  case.    West  Coast 
has  been  unable  to  secure  permission  to 
use  the  Naval  Air  StaUon's  facility  on 
Whldbey  Island,  the  only  airfield  suit- 
M»   for   commercial   operations,    and 
Order  B-14666,  October  20. 1959,  granted 
West  Coast  authority  to  suspend  service 
at  Whldbey  Island. 

Because  of  the  many  points  and  seg- 
ments which  may  be  deleted  as  a  result 
of  this  "use  it  or  lose  it"  investigation. 
and  in  order  to  permit  greater  flexibility 
in  scheduling  flights  and  n^re  opera- 
tional eflieiency  and  economy,  we  tenta- 
tively find  and  conclude  that  realignment 
of  Weet  Coast's  route  structure  as  indi- 
cated in  AppMidiz  I "  is  required  by  the 
public  convenience  and  necessity  and  we 
will  direct  interested  parties  to  show 
cause  why  such  action  should  not  be 
taken.**    Tliis  realignment  will  not  affect 
West  Coast's  basic  authority,  either  as  it 
now  exists,  or  as  it  may  exist  subsequent 
to  decision  on  the  "use  it  or  lose  it" 
Issues,  and  no  new  competitive  Issues  are 
introduced  by  the  suggested  realigiunent. 
We  have   reviewed   those  situations 
where  points  or  pairs  of  points  at  issue 
for  deletion  in  this  case  are  also  served 
by  a  trunkline  carrier,  and  where  there 
appears  to  be  a  possibility  that  by  dele- 
tion of  the  trunkllne's  authority,  the 
city  would  1^  adequately  served  and 
could  generate  sufficient  traffic  lo  Jus- 
tify retention  on  the  local  service  car- 
rier's system.    We  have  considered  the 
oharaeteristlcs  of  the  traffic  generated 
at  the  city;  which  carrier  provides  serv- 
ice to  the  WMJOt  communities  of  inter- 
est;   and   whether   the    local   service 
carrier  could  provide  appropriate  re- 
placement lervlees.    On  these  bases,  we 
have  concluded  that  the  matter  of  sus- 
pension or  deletion  of  United's  authority 
over  segment  2  of  its  Route  1.  between 
Spokane,  Washington,,  and  Pendleton. 
Oregon,  and  <m  segment  7.  at  Salem. 
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Oregon,  should  be  placed  in  Issue  in  tide 
proceeding.  ^    _^ 

United  Air  Lines.  Inc.  (Uhited)  win. 
therefore,  be  made  a  party  to  this  pco- 
ceedlng.  as  will  Northwest  Airllnei.  Xne. 
(Northwest) . 

In  the  investigation  portion  of  thii 
proceeding,  we  will  be  concerned  solely 
with  the  possible  elimination  or  redns- 
tion  of  unwarranted  competitive  set  fleet. 
Since  thii  does  not  Involve  proposalp.as 
to  addlUonal  route  authoriaatloiis.  we 
will  not  consider  new  or  prevUnisIy  flled 
route  applications  nor  possible  certtt- 
cate  modifications,  except  as  contem- 
plated above,  and  we  iirtend  that  this 
Investigation  be  conducted  so  that  It  may 
proceed  promptly  and  be  dlspowtwl  d  in 
the  shortest  possible  time  allowing  a  de- 
cision upon  an  adequate  record. 

Accordingly,  it  is  ordered: 
1.  That  an  investigation  be  and  It 
hereby  Is  Instituted  pursuant  to  section 
401(g)  of  the  Act  to  determine  (a) 
whether  the  public  convenienee  and  ne- 
cessity require  continuation,  and  if  so 
for  what  period,  or  suspension  or  elim- 
Inatton  of  the  authority  of  West  Coast 
Airlines.  Inc.  to  serve: 


Baker,  Oreg. 
BeUlngham.  Wash. 
Bend-Redmond, 

Oreg.  ' 

Bums.  Oreg. 
Cut  Bank-Shelby, 

Mont. 
Oreat  PaUs.  Mont. 
Lakevlew,  Oreg. 
Logan.  Utah. 
Newport-Toledo, 

Oreg. 
Oakland,  Calif. 
Ogden,  Utah. 


Olympla.  Waab. 
Omak,  Wash. 
Ontario,    Or«g.-Pay- 

etts.  Xdaho. 
Pendleton,  Orag. 
Salem.  Ong. 
Whldbey  Xaland. 

Waah. 
Segment  1  betwasa 

Klamath  KUs. 

Orag.    and   Bolss. 

Idaho. 
Segment  8. 
Segment  0. 


*In  OKdar  to  keep  separate  the  laauea 
aubjeet  to  praaidental  approval  and  thoae 
ooneecnlng  pardy  domaatlo  laauea.  the  Bx- 
^tnintr  ahoolid  deal  with  the  laaue  of  poealble 
Inolustoa  at  Kallspell  on  the  foreign  route 
In  a  separata  reoommended  dedalon. 

•>  FUed  as  part  of  the  original  document. 

•  Appendix  I  aasumea  the  deletion  of  no 
polnta  or  segmanta  placed  in  Inue  herein. 
HowvvOT.  tha  rMealgnaUon  of  Weat  Coaat's 
itmtaa  will  of  oourae,  be  modified  to  reflect 
dalatUm  of  any  and  all  polnta  and  aegments 
found  to  ba  nqulred.  and  certificate  condi- 
tion wUl  ba  mpptoprlMttlj  deleted,  amended, 
or  added  If  soeh  action  la  required  to  pre- 
aerve  the  baalc  operating  authority. 


(b)  in  the  event  the  termination  of  any 
point  results  in  nonstop  service  between 
points  which  some  other  carrier  is  al- 
ready authorized  to  serve  on  a  nonstop 
basis,  whether  the  puUlc  convenience 
and  neoessl^  require  the  suvension  or 
elimination  of  the  entire  segment  or 
portion  thereof,  or  change  in  the  limita- 
Uons  contained  in  West  Coast's  eertlA- 
cate ;  (c)  whether  the  public  convenienee 
and  necessity  require  the  oertlfieaUon  d 
Kallq)eU.  Montana,  on  Route  TIF  in  the 
event  segment  8  is  delefod;  and  (d) 
whether,  In  the  event  Baker  and  On^ 
tarlo-Payette  are  continued,  the  Board 
should  by  certificate  amMirtmunt  or 
otherwise  specify  the  pattern  of  service 
to  be  provided  these  points. 

2.  That  the  investigation  instituted 
herein  include  the  question  of  whether 
United's  certificate  authority,  over  seg- 
ment 2  of  its  Route  1.  between  Spokane. 
Washington,  and  Pendleton,  Oregon. ' 
and,  on  segment  7,  at  Salem.  Oregon. 
should  be  continued,  and  if  so  for  what 
period,  or  suqiended  or  deleted; 

3.  That  West  Ooast  submit  as  part  d 
its  direct  exhibits  ih  this  case  appro- 
priate daU  reflecting  the  quaUty.  Quan- 
tity and  other  characteristice  of  aervioe 
it  has  provided  over  the  segments  and 
at  the  points  here  in  Issue; 

4.  That  all  interested  persons  be  and 
they  hereby  are  directed  to  show  eause 
why  the  Board  should  not  issue  an  order 
modifying  the  certlflcftte  of  We*  Ooaet 
by  redesignating  the  various  segments  of 


tts  raate  ■tnaeture  as  indicated  in  Ap- 

pendlxl-:  ^     . 

5.  That  any  infeereated  person  having 
objactkm  to  the  iasuanoe  of  an  order 
i«»^4Ti(y  final  the  findings  and  eonclu- 
slons  sUted  herein  with  respect  to  the 
jedealgnatkiti  of  the  route  structure  of 
West  Coast  as  indicated  in  Appendix  I " 
«K>ii  within  14  days  from  the  service 
tiatf  of  this  order.  fUe  with  the  Board 
niMl  sarre  upon  all  persons  hereafter 
made  parties  to  this  proceeding.  writt«n 
notice  of  obieoUons; 

6.  That  after  expiration  of  the  above 
period  allowed  for  filing  of  objections 
the  matter  shall  be  heard  before  an  Ex- 
mmJTww  of  the  Board,  together  with  the 
"use  it  or  lose  It"  matters : 

7  That  In  the  event  there  are  no  ob- 
jections with  respect  to  the  redesigna- 
tlon  Issues  all  further  procedural  steps 
will  be  deemed  to  have  been  waived  as 
to  these  Issues,  and  that  matter  will  be 
,^itBn«t*^  to  the  Board  for  final  acUon 
at  the  same  time  the  "use  it  or  lose  it" 
Issues  are  submitted : 

8  That  a  «W>y  of  this  order  shall  be 
served  on  West  Coast  AirUnes.  Inc., 
United  Air  Lines.  Inc..  Northwest  Air- 
Unes. Inc..  the  dUes  of  Oakland.  Sacra- 
mento   and  San  Francisco,  California; 

■  Boise. '  Burl^.    Coeur    d'Alene.    Haley, 
Idaho  Falls,  Ketchum.  Lewlstown,  Mos- 
cow.   Payette.    Pocatello,    Rupert.    Bun 
Valley  and  Twin  Palls,  Idaho:  Cut  Bank. 
Great  Palls.  Kallspell,  and  Shelby.  Mon- 
tana*   Albany.    Astoria.    Baker.    Bend. 
Bniti.    Coos    Bay.    Corvallis.    Eugene. 
Klamath  Palls.  Lakeview.  Medf  ord.  New- 
port. North  Bend.  Ontario.  Pendleton. 
Portland.  Redmond.   Roseburg.   Salem, 
and  Toledo.  Oregon;  Logan.  Ogden.  and 
Salt  Lake  City.  Utah;  Aberdeen.  Belling - 
ii>tn  Clarkston.  Ephrata.  Hoquiam.  Ken- 
newlck.  Moses  Lake.   Olympla.   Omak. 
Pasco  Port  Angeles.  Pullman.  Richland. 
Seattle.    Spokane.    Walla    Walla.    We- 
natchee.  Whldbey  Island,  and  Yakima. 
Washington:  and  the  Aeronautical  De- 
partments of  the  States  of  California. 
Idaho.    Montana.    Oregon.    Utah,    and 
Washington,  who  are  hereby  made  par- 
ties to  this  proceeding : 

f .  That  a  copy  of  this  order  shall  be 
served  on  Pacific  Air  Lines.  Inc..  Western 
Air  Lines.  Inc.  and  Frontier  Airlines, 
IJM. :  and 

10.  That  this  order  shall  be  published 
In  the  FtamiAL  Ricxsttr. 

By  the  Civil  Aeronautics  Board. 

[S^ALl 


NOTICES 

order  to  show  cause  why  there  should 
not  be  revoked  the  license  for  Radio 
StaUon  aA5739   in  the   Citisens   Radio 

Service.  .   „  m  . 

The  Commission,  by  the  Chief.  Safety 
and  Special  Radio  Services  Bureau,  un- 
der delegated  authority,  having  under 
consideration  the  matter  of  certain  al- 
leged violations  of  the  Commission's 
rules  in  connection  with  the  operation  of 
Citizens  Radio  SUtlon  2A5739; 

It  appearmg.  that,  at  various  times 
during  April.  1961.  the  licei\see  partici- 
pated in  a  scheme  to  conceal  from  de- 
tection by  the  Commission  the  identity 
of  certain  persons  engaged  in  the  opera- 
tion of  Citizens  radio  stations  in  the 
general  vicinity  of  Asbury  Park.  New 
Jersey,  by  the  use  of  call  signs  not  as- 
signed by  the  Commission  to  the  stations 
being  operated  by  such  persons;  and 

It  furthe  appearing,  that,  by  the  li- 
censee's participation  in  the  above-men- 
tioned scheme,  and  in  the  operation  of 
his  radio  statioa  he  has  evidenced  a 
predisposition  to  disregard  the  riHea  and 
regulations  of  the  Commission  and  to 
cooperate  with  others  in  the  violaUon 
thereof;  and 

It  further  appear 
Commission,  at  the 
the   license   for   Cit 
2A5739.    l)een    aware 
above-mentioned  pre 
have   been   warranted 


^'^j 


(2)  and  (4>  and  (c)  of  tha 
tlons  Act  of  1934.  as 
tion  0J91(b)(8)    of  the 
Statement  of  Delegations  of 
that  the  licensee  show 
license  for  Citisens  Radio 

should  not  be  revoked  and    _  

give  evidence  in  respect  tha«|g 
hearing  to  be  held  at  a  Una  ml 
to  be  specified  by  subsequent  m^ 
It  is  further  ordered.  That  tht, 
Secretary  send  a  copy  of  this  _ 
Ralph  DeSeno.  d.b.a.  Ralph's  Oil] 
Service.  203  Poplar  Place.  Ne|rt«M,] 
Jersey,  by  CerUfled  Mall— Bel«t 
ceipt  Requested. 

Released:  February  21. 1 

Fkobral  Coi 
Commission. 

(  SKAL  1  BSN  P.  WAPLS, 

Acting  Seenlmf. 

[FK     Doc.    82-2000;    PUed.  Feb.   «,  | 
8:50  ajn.l 


that,  had  the 
,e  of  the  grant  of 

Radio  Station 
if  the  licensee's 
position,  it  would 
in    refusing   the 


[E)ocket  No.  14316;  PCX: 
DAKOTA  MICROWAVC  OOl 
Ordar  Conttnwing 


Harold  R.  Sandfrson. 
Secretary 


IF.R.    Doc.    62-1999:    Piled. 
8:50  am  1 


Feb     27.    1962. 
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[Docket  No    145351 

RALPH   DE  SENO 

Corrected  Ordar  To  Show  Cause 

In  the  matter  of  Ralph  De  Seno.  Nep- 
tune.   New    Jersey.    Docket    No.    14535, 


••PUed  M  j)art  of  t±ie  original  document 


grant  of  a  license  to  such  licensee  and 
would  have  refused  to  grant  a  license  to 
such  licensee;  and 

It  further  appearing,  that,  at  various 
times  during  April.  1961.  the  Ucensee 
used  a  call  sign  or  signal  which  had  not 
been  assigned  by  proper  authority  to 
such  station,  in  violation  of  }  19.83  of 
the  Commission's  rules ;  and 

It  further  appearing,  that,  on  Novem- 
ber 1.  1981.  the  Commission,  pursuant  to 
section  308 (b>  of  the  Communications 
Act  of  1934.  as  amended,  requested  that 
the  licensee  respond  to  certain  inter- 
rogatories in  order  that  it  might  have 
information  upon  which  to  base  a  de- 
termination as  to  whether  or  not  the 
license  for  Citizens  Radio  Station  2A5739 
should  be  revoked ;  and 

It  further  appearinp.  that,  on  Novem- 
ber 14.  1961.  the  licensee  furnished  in- 
formation in  reply  to  the  above-men- 
tioned interrogatories  concerning  the 
use  of  a  call  sign  not  assigned  by  the 
Commission  to  a  station  being  operated 
by  another  person;  which  information 
was  false ;  and 

It  further  appearing,  that,  at  various 
times  between  April  15.  1961.  and  July 
15.  1961.  and  particularly  on  April  21. 
1961.  May  13.  1961.  and  July  14.  1961.  the 
call  sign  of  Citizens  Radio  Station 
2A5739  was  not  transmitted  at  the  be- 
gmrung  and  termination  of  all  communi- 
cations, in  violation  of  Section  19  62  of 
the  Commission's  rules;  and 

It  further  appearing,  that,  in  view  of 
the  foregoing,  the  licensee  has  repeatedly 
violated  §S  19.62  and  19.83  of  the  Com- 
mission's rules ;  and 

It  further  appearing,  that,  in  view  of 
the  foregoing,  the  licensee  has  wilfully 
violated  section  308 (b>  of  the  Commu- 
nications Act  of  1934.  as  amended: 

It  is  ordered.  This  20th  day  of  Febru- 
ary. 1962,  pursuant  to  section  312^  a  >  <l) 


In  re   application  of 
wave   Company.  Turkey 
Dakota.    Docket    No.    14315,   11 
104e-Cl-R-6l ;  for  renewal  of  ttt 
for   sUUon   KAQ71.   a  fadlKy  H 
Domestic  PubUc  Point- to-Potat  1 
wave  Radio  Service.  _  < 

The  Hearing  Examiner  havlB| 
consideration  a  Motion  for  Ooatt 
of  Hearing  Date.  fUed  Febmaiy  H. 
by  the  Chief  Common  Cantai  ^ 
( Bureau ) ,  on  behalf  of  Allen  C. 
d  1)  as  DakoU  Microwave 
Harmes).  wherein  it  Is  r  . 
the  hearing  presently  scheduladii 
on  February  26.  1962.  be 
period  of  90  days: 

It  appearing,  according  to  thai 
that  Mr.  Harmes.  who  intends  It 
sent  himself  in  the  proceedtatj 
had  a  serious  heart  attack  juii 
Thanksgiving    and    Is    undff 
orders  to  remain  close  to  his 
to  refrain  from  any  buslneaa 
for  at  least  a  period  of  six  moa 
upon  Informal  Inquiry  by  ttas 
Mr.  Harmes  advised  that  he 
attend  the  hearing  presently 
for  February  26;  and  further. 
has   been   unable   to   gather  I — 
or  other  materials  for  presentatWl* 
hearing  in  this  matter ;  __ 

It  further  appearing,  that  rqpea 
ing   the   foregoing  the  Burett  ' 
Mr.  Harmes  that,  in  view  ofWi 
physical  condition  and  in  orderw 
a  default,  it  would  file  the  aftr 
tioned  Motion  for  Continuance  m 
ing  Date  on  his  behalf : 

It  further  appearing,  that  »• 
has  stated  that  it  has  no  ob)«ell 
grant  of  a  90-day  continuanw  <■ 
hearinr;   and  also   requests 
'those    provi-sions    of    the 
rules  (47  CFR  1.43  >  relating  to 
holding  of  action  on  motions  fcr  a 
day  period;  and  ___, 

It  further  appearing,  that  goo« 
has  been  shown  for  a  promp* 
the  motion : 

It  is  ordered.  This  21st  dayflf 
ary  1962.  that  the  Motion  for 


I 


February  28,  1962 

-—ring  Date  is  granted  to  the 
iltabelow   specified,   and   the 
.  weslmtly   scheduled  to  oom- 
ti  pSruary  26.  1962.  Is  resched- 
•  BWttcnce  on  May  21.  1962.  at 
;at  the  Offices  of  the  Corn- 
Washington,  D.C.     I 

:  February  23. 1962. 
Federal  Communications 

Commission, 
Bin  F.  "Waple, 

Acting  Secretary. 

^  Boe     82  2001.    PUed.    Peb.    27.    1962; 

F*  8:60  a.m.)  I 

(Docket  No.  14630;   PCC  62M-2741 

FRANK  VAN  HOBRS 
Ordar  Scheduling  Hearing 

1.  MM  matter  of  cease  and  desist  order 
^iL *S^cted  against  Frank  Van  Hobbs. 
i  S^lStoe.  Worlds.  Docket  No.  14530. 
^nuo^ed.  This  21st  day^ Febru- 
-iittthat  Herbert  Sharfman  will 
■^  ^^  the  hearing   in  the  above- 
Iffoceedlng    which    Is    hoW 
to  commence  on  May  8.  1962, 
ngton,  DC:  and:  It  is  further 
'Sto^  That  a  prehearing  conference 
I  fETiioeeedlng  will  be  convened  by  the 
^Sjg^cer  at  9:00  aJtt..  Tuesday. 

February  23, 1962. 

FEDIRAL   COMMUNICATIOIIS 

Commission. 
Beh  F.  Waple. 

Acting  Secretary. 

Peb.    27.    1962; 


FEDERAL  REGISTER 

IDoekst  Mo.  14534] 

FRANCIS  J.  WORTHINGTON 

Ordar  To  Shew  Causa 


fled  Mall— Return  Receipt  Requested  to 
the  said  licensee. 


Released:  Pebniary  23,  1962. 


Ll 


»K  Doe.   62  2002:    Piled 
■^    .^  8:50a.m.l 


(Docket  No.  14261;  PCC  6aU-a761 

CLAY  SERVICE  CORP. 
Order  Continuing  Haaring 

Mic  application  of  Clay  Service  Cor- 
■■Han.  Ashland.  Alabama.  Docket  No. 
BCrae  No.  BP-13795:  for  construc- 
iBMnnlt. 

Ifti  Hearing  Examiner  having  under 
dMIeraUon  motion  filed  February  21, 
iM^on  behalf  of  Clay  Service  Corpo- 

glMuiH iliir  that  the  hearing  herein 

■I  iriieduled  for  March  5,  1962.  be  re- 
ItellAed  for  April  2.  1962; 

'.1  nipearlng  that  good  cause  exists 
fif  add  motion  should  be  granted:  there 
fe  M  opposition  thereto  and  Chief, 
taiiBMt  Bureau,  the  other  party  to 
timoeedlng.  has  consented  to  a  waiver 
1 1 1.43  of  the  Commission's  rules  to 
immediate  consideration  of  said 


^ 


Mkta 
'  •  * — ^' 


ieeoriingly,  it  is  ordered.  This  21st 
iV  «(  fMmiary  1962.  that  the  motion 
^ijnnted  and  that  the  hearing  herein 
tWKlMduled  for  March  5, 1962.  be  and 
liaraM  is  hereby  rescheduled  for  April 
'%1tti,  10:00  a jn.  in  the  Commission's 
.Washington.  D.C. 

:  February  23, 1962. 
Federal  Communicatiows 
CoMMissioa, 
UUL]        Ben  F.  WAPLk, 

Acting  Secretary. 

I»JL  Docket  62-2003;   Piled.  Peb.  27.  1962; 

8:60  ajn.] 


In  the  matter  of  Francis  J.  Worthing - 
ton  54i  Bdgemont  Avenue.  Lansdale. 
Pennsylvania.  Docket  No.  14534;  order  to 
show  caxise  why  there  should  not  be  re- 
voked the  license  for  Radio  Station 
3W3303  in  the  Citizens  Radio  Service. 

The  Commission,  .hy  the  Chief.  Safety 
and  Special  Radio  Services  Bureau,  un- 
der delegated  authority,  having  under 
consideration  the  matter  of  certain  al- 
leged violations  of  the  Commission's  rules 
in  connection  with  the  operation  of  the 
above-capttoned  station;  -,„«„. 

It  appearing  that  pursuant  to  §  1.76  or 
the  Commission's  rules,  written  notice 
of  vldlatton  of  the  Commissions  rules 
was  served  upon  the  above-named  li- 
censee as  follows:  Official  Notice  of  Vio- 
lation mailed  on  October  23.  1961,  al- 
leging that  on  October  15.  1961.  subject 
radio  station  was  operated  with  a  fre- 
auency  deviation  greater  than  a  toler- 
ance of  0.006  percent,  type  A-3  emission. 
Q&A-3,  on  27110.38  kc/s  In  non-compli- 
ance with  §  19.33  of  the  Commission  s 

It  further  appearing  that  the  above- 
named  licensee,  received  said  Official  No- 
tice but  did  not  make  satisfactory  reply 
thereto,  whereupon  the  Commission,  by 
letter  dated  December  12.  1961.  and  sent 
by  Certified  MaU— Return  Receipt  Re- 
ouested  (Cert.  No.  125257).  brought  this 
matter  to  the  attrition  of  the  Ucensee 
and  regueated  that  such  licensee  respond 
to  the  Commission's  letter  wlUiln  fifteen 
days  from  the  date  of  its  receipt  stating 
the  measures  which  had  been  taken,  or 
were  being  taken,  in  order  to  bring  the 
operation  of  the  radio  station  Into  com- 
nllanee  with  the  Commission's  rules,  and 
warning  the  Ucensee  that  failure  to  re- 
spond to  such  letter  might  result  in  the 
institution  of  proceedings  for  the  revo- 
cation of  the  radio  station  Ucense;  and 
It  further  appearing,  that  receipt  of 
the  Commla8i0n's  letter  was  acknowl- 
edged by  the  signature  of  the  licensee, 
Francis  J.  Worthington,  on  December  20. 
1961.  to  a  Post  OfBce  Department  return 
fcceipt*  and 

It  further  appearing,  that  although 
more  than  fifteen  days  have  elapsed  since 
the  licenaee's  receipt  of  the  Commission  s 
letter,  no  response  was  made  thereto; 

"it  further  appearing,  that.  In  view  of 
the  foregoir«,  the  licensee  has  repeat- 
edly violated  1 176  of  the  Commissions 

rules; 

It  U  ivdered.  This  21st  day  of  February 
1962,  pursuant  to  section  312(a)  (4)  and 
(c)  of  the  Communications  Act  of  1934. 
as  amended,  and  section  0.2910))  (8)  of 
the  commlsBlon's  Statement  of  Delega- 
tions of  Authority,  that  the  said  Ucensee 
show  cause  why  the  Ucense  for  the  above- 
captiooed  Radio  SUtion  should  not  be 
revoked,  and  appear  and  8»ve  evldoice 
in  respect  thereto  at  a  hearing  to  be  held 

at  a  ^*^^  and  place  to  be  specified  by 
subsequent  order;  and 

It  is  further  ordered.  That  the  Secre- 
tary send  a  copy  of  this  Order  by  Certi- 


Fbbcbal  ohanmcktwm 

CoMMisaxoir. 
Bdt  p.  Wapi*. 

Acting  Secretary. 

FR     Doc.    62-2004;    FUed,    Feb.    27,    1962; 
8:60  ajn.] 


[SEAL] 


[Docket  No.  14646;  PCC  62-2841     - 

LOCAL  TELEVISION   PROGRAMMING 
IN  CHICAGO,  ILLINOIS 

Notica  of  Inquiry 

1  In  our  En  Banc  Programming  In- 
quiiy  Report  (20  Pike  &  Fischer  BR 
1902)  we  stated  that: 

In  the  tulflllment  of  hi*  obligation  \p» 
broadcaster  should  eonsld«r  the  tastes,  needs 
and  desires  of  the  puMle  he  Is  Ueensed  to 
serve  In  developing  hla  programming  and 
should  exercise  conscientious  efforts  not  MUy 
to^  ascertain  them  but  also  to  c«ry  thMa 
out  as  well  as  he  reasonably  can.   He  UMUia 
reasonably  attempt  to  meet  all  such  newls 
and  interests  on  an  equitable  basU.     ar- 
ticular areas  ot  lnt«e«t  and  types  o«  app^- 
prlate  service  may.  of  «»««"•  J!"[«J^ 
community  to  community,  and  from  tiimto 
time.    Uowever.'theCommisHondoetexveet 
its  broadcast  licensees  to  take  the  neeesaary 
steps  to  inform  themselves  of  the  real  needs, 
and  interests  of  the  areas  they  serve,  and  to 
provide  programming  which  in  fact  consti- 
tutes a  diligent  effort,  in  good  faith,  to  fro- 
vide  for  those  needs  and  interests.    [Empha- 
sis supplied.] 

2.  In  the  past,  with  the  exception  of 
individual  hearing  cases,  we  have  relied 
in  the  most  part  on  information  con- 
tained in  individual  broadcast  appUca- 
Uons  to  assess  whether  the  needs  Md 
interests  of  the  pubUc  are  being  met.  We 
beUeve  It  would  be  most  helpful  at  tl^ 
time  to  broaden  the  base  of  our  knowl- 
edge on  this  question  by  holding  a  public 
InquhT  In  a  specific  community.    Ac- 
cordingly, we  have  decided  to  liaUtute 
an  inquiry  addressed  to  this  <iueattonin 
the  City  of  Chicago.    This  inquiry  wiU 
provide  a  forum  where  dvlc  leaders  and 
responsible  and  knowledgeable  organisa- 
tions and  residents  may  have  the  op- 
portunity  to  submit  information  am 
data  on  community  needs  and  to  sobout 
ttielr  views  on  whether  these  n«5ds  and 
interests  are  betog  met  by  broadcast  U- 
censees.  Obviously,  participation  hi  sucji 
a  forum  by  community  broadcast  u- 
censees  is  both  necessary  and  appro- 

3  We  have  selected  the  City  of  Chiutgo 
as  the  subject  for  this  inquhr  for  two 
reasons:  First,  a  large  dty  presents  ■« 
extremely  complex  challenge  to  a  broad- 
cast Ucensee.    We  beUeve  it  is  of  great 
importance  to  obtain  the  views  of  com- 
munity leaders  and  organizations  on  how 
this  chaUenge  is  being  met  in  a  large 
city     With  the  Increasing  uibanlaaUon 
df  our  country  this  question  is  of  Wtfx 
importance.     Chicago,  as  one  of  the 
largest  cities  in  our  country,  as  an  im- 
portant  center  for  Agriculture,  Industry, 
Education  and  the  Arts,  is  a  most  appro- 
priate place  for  such  an  inquiry.  SeoMid. 


idso 

we  have  had  a  number  of  requests  for 
such  a  hearing  in  the  Chicago  area.' 

4.  Because  radio  and  television  present 
somewhat  differing  problems,  we  have 
decided  to  confine  ourselves  in  this  in- 
quiry to  television.  We  will  consider  the 
appropriateness  of  a  similar  inquiry  in 
the  radio  field  at  a  later  time.  Further. 
since  we  have  recently  concluded  hear- 
ings on  the  network  program  selection 
process*  our  main  area  of  inquiry  in  this 
proceeding  will  be  addressed  to  the  local 
television  programs  offered  by  the  Chi- 
cago stations. 

5.  In  scheduling  this  informal  inquiry. 
we  emphasise  the  fact  that  this  is  a  new 
and  novel  procedxire;  Indeed,  the  first  of 
its  kind  in  recent  Commission  history. 
VoT  this  reason,  we  propose  to  hold  just 
this  one  hearing  until  such  time  as  we 
are  able  to  determine  its  desirability  and 
riBcacy  for  use  in  selected  future  situa- 
tions. 

6.  In  light  of  the  above,  and  on  the 
Commission's  own  motion  pursuant  to 
the  authority  provided  in  section  403  of. 
the  Communications  Act  of  1934.  as 
amended:  It  ia  ordered.  That,  a  hearing 
be  held  before  Commissioner  Robert  E. 
Lee  on  March  19.  1962.  in  Chicago.  Illi- 
nois, at  a  place  to  be  designated  by 
further  order,  for  the  pvuTXJse  of  inquir- 
ing into,  and  obtaining  full  information 
OMicemlng: 

(a)  The  efforts  made  by  Chicago  tele- 
vision stations  to  determine  the  needs 
ftnd  Interests  of  the  residents  of  Chicago 
in  the  area  of  local  live  programming. 

(b)  The  effectiveness  with  which  tele- 
vlsicm  stations  in  Chicago  have  met  the 
needs  and  Interests  of  Chicago  residents 
by  broadcasting  local  live  programs. 

(c)  The  extent  of  public  demand,  if 
any.  for  additional  or  different  types,  of 
local  live  television  programs,  than  those 
now  broadcast  by  Chicago  television 
stations.  ^  ^   ^ 

7.  It  is  further  ordered.  That  inter- 
ested parties  and  organizations  desiring 
to  appear  and  testify  at  the  above  hear- 
ing s>>^"  notify  the  Commission  in  writ- 
ing of  such  intentions  not  later  than 
March  12.  1962.  and  shall  set  forth  in 
their  notifications  Identifying  informa- 
tion concerning  the  proposed  witnesses, 
including  home  and  business  addresses 
and  telefdione  numbers. 

8.  It  i$  further  ordered.  That  the  li- 
censees of  Television  StaUons  WNBQ. 
WTl'W,  WBBM-TV.  WBKB  and  WON- 
TV  are  made  parties  to  this  hearing  for 
the  piirpo<«e  of  presenting  testimony  re- 
lating to  the  subject  of  the  inquiry. 

Ad<H}ted:  February  21. 1962. 

Released:  February  23. 1962. 

Fedkbal  Com  muiiications 
Commission, 
[  SKAL  ]        Ban  F.  Wapli. 

Acting  Secretary. 

(FJl.    Doc.    6^3006:    »U«d.    Feb.    37.    1962; 
8:50  ajn.] 


>  suob  raqtMsU  have  b«en  aubmltted  by  m 
local  organlaatlon  rwprg—ntlnt  various  ,r«- 
UgkMw  cxoupa;  a  local  «ducaUonal  organi- 
sation; loeal  labor  organisations:  and  in- 
dlTldual  m«nb«ra  at  aaid  labor  orfwlsattons. 


NOTICES 

FEDERAL  POWER  COMMISSION 

(Docket  No.  0-3306  etc.] 

AMERICAN  LOUISIANA  PIPE  LINE  CO. 
ET  AL 

Notice  of  Amendment  to  Applications 

February  21, 1962. 
American  Louisiana  Pipe  Line  Com- 
pany.   Docket    No.    G-2306;    Michigan 
Wisconsin  Pipe  Line  Company,  Docket 
No.   G-2327;    American   Louisiana  Pipe 
Line    Company.    Docket    No.    O-10396; 
Panhandle  Eastern  Pipe  Line  Company, 
Docket    No.    G-11061;    Trunkllne    Gas 
Company.  Docket  No.  CP60-22    (Phase 
Two » :    Panhandle    Eastern    Pipe    Line 
Company,   Docket    No.   CP60-40:    Pan- 
handle   Eastern    Pipe    Line    Company, 
Docket  No.  CP60-60:  Panhandle  Eastern 
Pipe  Line  Company.  Docket  No.  CP61-36; 
Citizens    Gas    Company,    Docket    No. 
CP61-54:     City    of    LaCygne,    Kansas, 
Docket    No.    CP61-68;    Central    Illinois 
Light  Company.  Docket  No.  CP61-114; 
Central  Illinois  Light  Company,  Docket 
No.  CP61-115;  Panhandle  Eastern  Pipe 
Line   Company,   Docket   No.   CP61-136; 
IlUnois    Power    Company,    Docket    No. 
CP61-160;  Citizens  Gas  Company,  Doc- 
ket No.  CP61-191:   Citizens  Gas  Com- 
pany, Docket  No.  CP61-192. 

By  orders  issued  December  1,  1960  (25 
PR.  12489).  January  6.  1961  (26  F.R. 
267 )  and  February  9.  1961  (28  FJl.  1372) . 
the  above  entitled  matters  were  consoli- 
dated and  fixed  for  hearing.  Hearings 
were  commenced  on  Jsmuau^  31,  1961, 
and  have  not  yet  been  concluded. 

Take  notice  that  on  February  19. 1962. 
Panhandle  Eastern  Pipe  Line  Company 
(Panhandle).  P.O.  Box  1348.  Kansas 
City.  Missouri  filed  in  Docket  Nos.  CPeO- 
40,  CP60-60,  CP61-36,  and  CP61-136) 
its  Fourth  Amendment  to  Applications 
pursuant  to  section  7  of  the  Natural  Gas 
Act,  by  which  it  requests  certificates  of 
public  convenience  and  necessity  au- 
thorizing the  construction  and  operation 
of  certain  facilities  for  the  transporta- 
tion and  sale  of  additional  volvunes  of 
natural  gas  In  interstate  commerce,  all 
as  more  fully  set  forth  In  the  Fourth 
Amendment  to  the  Applications  which 
is  on  file  with  the  Commission  and  open 
to  public  inspection. 

By  the  Fourth  Amendment  to  its  ap- 
plication in  Docket  Nos.  CP60-60.  et  al., 
Panhandle  seeks  authorization  to  in- 
crease its  winter  contract  demand  by 
391,032  Mcf  per  day  rather  than  the 
325,632  Mcf  per  day  Increase  It  had  pre- 
viously sought.  Included  In  the  instant 
amendment  Is  a  new  proposal  to  sell 
65.000  Mcf  per  day  In  addition  to  the 
120,000  Mcf  per  day  It  now  sells  to  the 
East  Ohio  Gas  Company  (East  Ohio) 
under  Panhandle's  LS-1  Rate  Schedule. 
Panhandle  would  terminate  its  existing 
sales  of  12.500.000  Mcf  per  year  to  East 
Ohio  now  made  under  Panhandle's  8-1 
Rate  Schedule.  In  addition.  Panhandle 
requests  authorization  to  initiate  a  new 
service  to  Michigan  Consolidated  Gas 
Company  (Michigan  Consolidated) 
under  a  proposed  SS-1  Rate  Schedule 
at    an    annual    contracted    volume    of 


46,438.000  Mcf.  to  be  delivered  dsteft 
months  of  April  through  OetobiK^fZ 
to  the  construction  of  facilities  m^M 
proposed.  Panhandle  would  imtf^^ 
sell  to  Michigan  Consolidated  a 
of  100.000  Mcf  per  day,  to  be  ~ 
during  the  months  of  April 
October.  1962.  Panhandle  Is  _ 
in  its  requests  for  authorlzatloii  tt* 
vide  related  increases  in  contrtet'il 
mands  to  its  general  service  eiMl 
during  the  non -winter  months. 
handle  further  renews  Its 


reqasilii, 


authorization  to  deliver  volumes  «(  ■ 
for  sale  to  the  B.  F.  Goodrich  Gti^ 
(as  previously  proposed  In  DoekH  I 

CP61-36)  and  General  Portland  GlHl 
Company  (as  previously  prnpimil  j 
Docket  No.  (rP60-40).  Panhandle  |n 
posed  sale  to  the  Ford  Motor  Ooiqm 
proposed  in  its  second  anafTidwl  «% 
will  now  be  handled  separatdy. 
In  addition  to  the  ""^<"^«"t 
for  which  Panhandle  had 
sought  certificate  authorliatkm,  H 
handle  now  seeks  authoriaatioii  to  m 
struct  and  operate  95.82  miles  of  ||>li 
pipeline  and  22.84  miles  ^f  3e-lndl|^ 
line  between  Its  existing  Tuseola  m 
pressor  station  and  the  eastcnx  mA 
its  main  line,  and  an  additional  t|y( 
horsepower  of  compression  untti  to  II 
compression  for  which  prior  auttal 
tlon  has  been  sought. 

By  this  amended  applicatkm.  A 
handle  seeks  authorization  to  nUIlM 
Waverly  Storage  Field,  for  iM 
authorization  to  test  has  already  ki 
granted  by  the  Commission  In  Dti 
No.  G- 19461.  Panhandle  now 
to  utilize  Waverly  Storage 
25.000  Mcf  of  peak  day  capacity. 

The  proposed  expansion  ii  *^pi 
to   cost   approximately   $68,777 jK 
is  anticipated  that  the  expanska ' 
be    financed    through   the 
debentures. 

Panhandle  alleges  that  it  has  i 
gas  supplies  to  support  the 
program     refiected    in    the 
application. 

Those  parties  who  have  turn  ] 
mitted  to  Intervene  in  the  alJUH  WH 
consolidated  proceedings  shall  bo  ( 
sldered  interveners  in  the  •■■ 
applications. 

Further  protests,  petitions  to  Ii 
vene  or  notices  of  intervention  iB 
Dockets  in  which  the  heretaMMl 
amendment  has  been  filed  may  b>J 
with  the  Federal  Power  Oooapll 
Washington  25,  D.C.  in  accordMor 
the  rules  of  practice  and  prueoduil 
CFR  1.8  or  1.10)  on  or  before  Mont 
1962. 

The  above-entitled  consoUdalad 
ceedlngs  have  been  recessed  UPlflli 
1,  1962.  At  such  time  as  the  vnm 
examiner  may  deem  proper,  but  I 
event  prior  to  March  13.  1962,  tb»W 
ing  examiner  shall  set  a  date  on  1 
the  matters  Involved  \n  and  the  I 
presented  by  the  above-noted  OM 
applications  may  be  heard. 

Joseph  H.  Ovtnm 
Seerttt 

|PR     Doc     6a-195»;    Filed.    Feb.   IT, 
8;45  a.m.] 


February  28,  1962 

lES  AND  EXCHANGE 
COMMISSION 

lFlleNo.70-i0111 

a  PUBLIC  UTILITIES  CORP. 

of  Proposal  to  Issue  Notos  to 
Socured  by  Drafts  to  bo 
Under  LeHers  of  Credit 


February  20.  1962. 
_  Is  hereby  given  that  General 
Olilities  Corporation  ("GPU").  80 
It.  New  York  5.  New  York,  a 
holding  company,  has  filed  a 
__j  and  an  amendmemt  thereto 
^commission  pursuant  to  the 
B  Utility  Holding  Company  Act  of 
("Art"),  designating  sections  6(a) 
f  tbereof  as  applicable  to  the  pro- 
i  tnn««ctions.    All  interested  per- 
we  referred  to  the  declaration,  on 
the  office  of  the  Commission,  for 
nt  of  the  transactions  therein 
^^Hu  which  are  svmmiarized  below. 
Bgproposes,  pursuant  to  a  credit 
^^  nt  with  a  group  of  seven  banks, 
promissory  notes  ("Notes")  not 
an  aggregate  of   $50,000,000 
^  at  any  one  time,. to  evidence 
aggregate  borrowings  in  that 
^    The  Notes,  which  will  be  issued 
Hiw«»  to  time  not  later  than  De- 

jl,  1962,  will  be  secured  by  drafts 

'Stietf  to  be  drawn  by  GPU  under 
Sn  of  credit  opened  by  a  syndicate 
^?j|  Philippine  banks  through  a  U.S. 
-^  yui  acquired  by  GPU  by  reason  of 
'^jlje  of  its  entire  investment  In  Ma- 
ySrZL^^f.  Company  ('Manila")  to 
Interests.  (See  Holding 
^,j  Act  Release  No.  14556  (Jan- 
1^  1962) .)  The  borrowings  will  be 
i  in  nine  equal  armual  installments 
'MiMieing  on  January  10,  1963.  the 

Sof  the  last  such  installment  being 
117  10.  1971.  The  pajrments  arc 
d  to  the  dates  when  installnients 
^fVable  under  the  letters  of  credit. 
AIM  the  drafts  proposed  to  be  drawn 
aftr  the  letters  of  credit  can  be  auto- 
applied   in   payment  of  the 
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finned  by  UJS.  binka)  will  be  the  prime 
rate  (at  present  4  V4  percent)  for  com- 
mercial borrowings  at  The  First  Na- 
tional City  Bank  of  New  York  and  will 
fluctuate  (with  a  80-day  interval)  with 
fluctuations  in  that  rate,  except  that  said 
Interest  rate  will  not  be  less  than  4  per- 
cent nor  more  than  5  percent  per  annum. 
The  annual  interest  rate  on  Notes  ma- 
turing after  January  10.  1967  (and  se- 
cured by  drafts  proposed  to  be  drawn 
under  the  letters  of  credit  not  confirmed 
by  U.S.  banks)  will  be  Vi  of  1  percent  in 
excess  of  said  prime  rate  and  will  simi- 
larly fluctuate,  except  that  said  interest 
rate  will  not  be  less  than  41/2  percent  nor 
more  than  5%  percent  per  annum. 

A  commitment  fee  of  Va  of  1  percent 
per  anniun  is  to  be  payable  with  respect 
to  the  imuaed  portion  of  the  banks'  com- 
mitments under  the  credit  agreement, 
commencing  on  the  day  following  the 
entry  of  an  order  by  this  Commission 
permitting  this  declaration  to  become  ef- 
fective.   GPU  may,  at  any  time,  reduce 
or  terminate  the  banks'  commitments 
and  may  prepay  any  or  all  borrowings 
imder  the  credit  agreement.    No  prepay- 
ment premium  will  be  payable  by  GPU 
in  connection  with  any  such  prepayment 
unless  such  prepayment  is  made  from,  or 
in  anticipation  of.  other  bank  borrow- 
ings, in  which  event  a  prepayment  pre- 
mltun  of  %  of  1  percent  will  be  payable. 
Ihe  names  of  the  seven  banks  and  the 
amounts  of  the  commitment  of  each 
under  the  credit  agreement  are  as  fol- 
lows: 


i93r 

Commission,   Wadilngton  25,   DX?.    A 
copy  of  such  request  should  be  senrea 
personally  or  by  mall  (air  mall  If  tte 
person  being  served  is  located  more  thou 
500  miles  from  the  point  of  mailing) 
upon  declarant,  smd  proof  of  senrleo  (br 
affidavit  or.  in  case  of  an  attomey-«t- 
law.  by  certlflcate)  should  be  filed  oon- 
tenuwraneoualy  with  the  request.    At 
any  time  after  said  date,  the  declaration. 
as  amended  or  as  further  amended,  may 
be  permittd  to'  become  effective  as  pro- 
vided in  Rule  23  of  the  general  rule^  and 
regulations  promulgated  under  the  Act. 
or  the  Commission  may  grant  exemptlaii 
from  such  rules  as  provided  in  Rules 
20(a)  and  100  thereof  or  take  such  other 
action  as  it  may  deem  appropriate. 


By  the  Commission. 


[seal] 


Orval  L.  Dubois. 
Secretary. 


I  PR.    Doc.    63-19««;    FUed.    Peb.    27.    IMS; 
\  8:46  aJn.] 


The  First  National  City  Bank  of 

New  York.  New  TOTk.  N.T 

ICanufacturera    Hanover    Trust 

Co.,  New  York.  N.Y 

Morgan    Ouaranty    Tnut    Co., 

New  York.  NY 

UeUon  National  Bank  and  Trust 

Co..  Pltteburgh.  Pa. 

The  Marine  Midland  Trust  Oo. 

of  New  York.  New  Yoi*,  N.Y— 
Chemical  Bank  New  York  Trust 

Co..  New  York.  N.Y — 

Banker*  lYuat  Co.,  New  York, 

N.Y - 


$15,000,000 
10.  000. 000 
5.000.000 
5,000,000 
5.000.000 
6,000,000 
5,000.000 


•rotaX    60,000,000 


IhB  aggregate  face  amoimt  of  the  let- 

rlC  credit  now  held  by  GPU  Is  $54,- 
»,  of  which  $31,762,500  has  been 
led  by   a   syndicate   of   10  UJS. 
mm.  Although  the  balance  of  the  let- 
i«f  credit  now  held  by  GPU  has  not 
k  *nilarly  confirmed,  the  purchaser 
r*g  Investment  in  Manila  has  un- 
iken  to  use  Its  best  efforts  to  obtain 
eonflnnation.     In   addition.  GPU 
jppietB  to  acquire  supplemental  letters 
ifctdlt  in  the  approximate  amoimt  of 
^ilM.000,  representing  an  adjustment 
4ttM  Manila  sales  price  in  respect  of 
I  undistributed  earnings  to  the 
_  w,  sale.    These  supplemental  letters 
^indit  wUl  mature  in  nine  equal  annual 
',  "itrltmrr*-.  and  OPU  expects  that  the 
wants  payable  thereunder  during  at 
kMk  the  first  5  years  will  be  confirmed 
%U&  banks. 

Tbe  annual  interest  rate  for  Notes 
MlBing  on  or  before  January  10.  1967 
<iBd  secured  by  drafts  proposed  to  be 
under  the  letters  of  credit  am- 


The  proceeds  of  the  borrowings  will 
be  used  by  GPU  (1)  to  pay  the  tax  lia- 
bility arising  from  the  sale  by  GPU  of  its 
investment  in  Manila,  (2)  for  investment 
from  time  to  time  in  its  subsidiary  com- 
panies, and/or  (3)  to  reimburse  its  treas- 
ury  for  such   investments  theretofore 

made. 

The  declaration  states  that  no  State 
commission  and  uo  Federal  commission, 
other  than  this  c^ommlssion,  has  juris- 
diction over  the  proposed  transactions. 
Teea  and  expenses  in  coimection  with  the 
proposed  transactions  are  estimated  at 
$7,000,  tnclttding  counsel  fee  of  $5,000. 

Notice  is  further  given  that  any  In- 
terested person  may,  not  later  than 
ICarch  8.  1962.  request  in  writing  that  a 
hearing  be  held  on  such  matters,  stating 
the  nature  of  his  interest,  the  reasons 
for  such  request,  and  the  Issues  of  fact 
or  law  raised  by  said  declaration  which 
he  desires  to  controvert;  or  he  may  re- 
quest that  he  be  notified  If  the  Cbmmls- 
Bion  shovld  order  a  hearing  thereon. 
Any  such  request  should  be  addressed: 
secretary.    Securities    and    Exchange 


IFUeNo.  a4D-19171 

URAN  MINING  CORP. 
Notice  and  Order  for  Hearing 

Pbbrttary  21.  1962. 
I.  Uran  Mining  Corporation  (Issuer). 
443  Powers  Building.  Rochester  14.  New 
York,  a  New  York  corporation,  filed  with 
the  Commission  on  September  6. 1955,  a 
notification  and   offering   circular  and 
subsequently  filed  amendments  thereto 
relating  to  a  proposed  public  oflerlnK  of 
58,400  shares  of  its  10  cents  Parvalue 
Class  A  voting  common  stock  and  233.600 
shares  of  its  10  cents  par  Class  BEwn- 
voting  c(Hnmon  stock  to  he  offered  In 
units  consisting  of  one  share  of  Class  A 
stock  and  four  shares  of  Class  B  stock 
at   $5   per  unit   for   an   aggregate   of 
$292,000.  for  the  purpose  of  obtaining  an 
exemption  from  the  registration  require- 
ments of  the  Securities  Act  of  1933.  as 
amended,  pursuant  to  the  provisions  « 
section  3(b)  thereof  and  Regulation  A 
promulgated  thereimder. 

II.  The  Commission  on  February  12, 
1959,  issued  an  order  pursuant  to  Rule 
261  of  the  Gteneral  Rules  and  Regulatlcms 
under  the  Securities  Act  of  1933,  as 
amended,  temporarily  suspending  tte 
exemption  under  Regulatlcm  A  and  ar- 
f  ording  any  person  having  an  interest 
therein  an  opportimity  to  request  a 
hearing  pursuant  to  Rule  261.  A  written 
request  for  hearing  was  received  by  the 
Commission. 

The  Commission  deeming  it  necessary 
and  appropriate  to  determine  whether 
to  vacate  the  temporary  suspension  or- 
der or  to  enter  an  order  permanently 
suspending  the  exemption. 

It  is  hereby  ordered.  Pursuant  to  Rule 
261  of  the  general  rules  and  regulations 
under  the  Securities  Act  of  19S8.  «• 
amended,  that  a  hearing  be  held  At-9:«B 
a.m.,  MST.  on  March^l2.  1962,  at  tiie 
Denver  Regional  Office  of  the  Oomnus- 
slon.  802  Midland  Savings  Building,  44t 
17th  Street,  Denver  2,  Colorado,  inw 
respect  to  the  foUofwIng  matters  and 
questions,  without  prejudice,  howewr, 
to  the  spedficatton  of  additional  laniw 
which  may  be  presented  In  these  pro- 
ceedings: . 


1932 


Whether  a  device,  achone.  or  artifice 
to  defraud  hai  been  employed  In  con- 
nection with  the  sale  oA  the  issuer's 
securities  and  the  offering  has  been 
made  in  such  manner  as  to  operate  as  a 
fraud  or  deceit  upon  the  purchaser,  par- 
tlciilarly  with  respect  to  statements  that : 

1.  A  mineralised  tree  root  had  been 
discovered  on  the  Issuer's  mining  claims 
which  held  a  uranium  content  of  .12 
percent; 

2.  It  had  been  established  beyond  a 
doubt  that  ore  above  commercial  grade 
had  been  uncovered  in  several  different 
locations  on  the  Issuer's  claims; 

3.  There  were  at  least  4,000.000  tons 
of  uraniimi  ore  in  a  bed  Just  below  the 
surface  of  a  ridge  on  the  issuer's  prop- 
erties; 

4.  The  estimate  of  4.000.000  tons  of 
uranlimi  had  been  corroborated  by  core 
drillings; 

6.  The  issuer  had  740  acres  of  land. 
showing  uranliun  oxide  from  .10  percent 
to  1.72  percent; 

6.  A  representative  of  a  large  name 
mining  company  had  visited  the  issuers 
properties  and  was  interested  in  the 
properties; 

7.  100  tons  of  commercial  grade  ore 
had  been  stockpiled  and  were  ready  for 
shipment. 

UL  Itia  fvrther  ordered.  That  Sidney 
L.  Feller,  or  any  officer  or  officers  of  the 
Commission  designated  by  it  for  that 
purpose,  shall  preside  at  the  hearing; 
that  any  officer  or  officers  so  designated 
to  preside  at  any  such  hearing  are  hereby 
authorized  to  exercise  all  the  powers 
granted  to  the  Commission  under  sec- 
tions 19(b).  21  and  22(c)  of  the  Securi- 
ties Act  of  1933.  as  amended,  and  to 
hearing  officers  under  the  Commission's 
Rules  of  Practice. 

It  is  turther  ordered.  That  the  Sec- 
retary of  the  Commission  shall  serve  a 
copy  of  this  order  by  registered  mail  on 
Uran  Mining  Corporation;  that  notice 
of  the  entering  of  this  order  shall  be 
given  to  all  persons  by  general  release  of 
the  Commission  and  by  publication  in 
the  FtoDUL  RacisTXK.  Any  person  who 
desires  to  be  heard  or  otherwise  wishes 
to  participate  In  the  hearing  shall  file 
with  the  Commission  on  or  before 
liiarch  9.  1962.  a  request  relative  thereto 
as  provided  in  Rule  9(c)  of  the  Com- 
mission's rules  of  practice. 

It  Is  further  ordered.  That  Uran  Min- 
ing Corporation,  pursuant  to  Rule  7  of 
the  rules  of  practice  of  the  Commission 
(17  CFR  201.7).  shall  file  an  answer  to 
the  allegations  set  forth  in  Section  n 
hereinabove.  Such  answer  shall  be  filed 
in  the  manner,  form  and  within  the  time 
prescribed  by  17  CPR  201.7  and  shall 
specifically  admit  or  deny  or  state  that 
Uran  Mining  Corporation  does  not  have. 
and  is  unable  to  obtain,  sufficient  in- 
formation to  admit  or  deny  each  of  the 
allegations  set  forth  in  Section  n  here- 
inabove. 

Notice  is  hereby  given  that  if  Uran 
Mining  Corporation  falls  to  file  an 
answer  pursuant  to  17  CPR  201.7  within 
fifteen  days  after  service  upon  it  of  this 
notice  and  order  for  hearing,  the  pro- 
ceedings may  be  determined  against  Uran 
Mining  Corporation  by  the  Ccmmilsslon 
upon  consideration  of  this  notice  and 


NOTICES 

order  for  hearing  and  said  allegations 
in  Section  11  above  may  be  deemed  to  be 
true. 


By  the  Commission 

rSEALl 


Orval  L.  EhjBois. 

Secretary. 

PR     EK^     62-1967:     Filed.    Feb     27,    1963: 
8  46  a  ra  1 


INTERSTATE  COMMERCE 
COMMISSION 

[Notice   1991 

MOTOR  CARRIER  ALTERNATE  ROUTE 
DEVIATION  NOTICES 

PCBRUASY   23.    1962. 

The  following  letter-notices  of  pro- 
posals to  operate  over  deviation  routes 
for  operating  convenience  only  with  serv- 
ice at  no  intermediate  points  have  been 
filed  with  the  Interstate  Commerce  Com- 
mission, under  the  Commission's  devi- 
ation rules  revised.  1957  (49  CFR  211.1 
(c>(8» )  and  notice  thereof  to  all  inter- 
ested persons  is  hereby  given  as  provided 
iri  such  rules  (49  CFR  211.1(d)  (4)). 

Protests  against  the  use  of  any  pro- 
posed deviation  route  herein  described 
may  be  filed  with  the  IntersUte  Com- 
merce Commission  in  the  manner  and 
form  provided  in  such  rules  (49  CFR 
2111ie»)  at  any  time  will  not  oper- 
ate to  stay  commencement  of  the  pro- 
posed operations  unless  filed  within  30 
days  from  the  date  of  publication. 

Successively  filed  letter-notices  of  the 
same  carrier  under  the  Commission's 
deviation  rules  revised,  1957.  will  be 
numbered  consecutively  for  convenience 
in  identification  and  protests  if  any 
should  refer  to  such  letter-notices  by 
number. 

Motor  Carriers  of  Property 


No  MC  40858  (Deviation  No.  8) .  THE 
SILVER  FLEET  MOTOR  EXPRESS, 
INC  Eastman  Road,"  Kingsport.  Tenn., 
filed'  February  12.  1962.  Carrier  pro- 
poses to  operate  as  a  common  carrier,  by 
motor  vehicle,  of  oeneral  commodities. 
with  certain  exceptions  over  a  deviation 
route  as  follows:  From  the  junction  of 
U  S  Highway  64  and  Interstate  Highway 
24  west  of  U.S.  Highway  41.  at  Mont- 
eagle  Tenn.,  over  Interstate  Highway 
24  to  junction  U.S.  Highway  41.  approxi- 
mately two  miles  north  of  Pelham. 
Tenn..  and  return  over  the  same  route, 
for  operating  convenience  only,  serving 
no  intermediate  points.  The  notice  in- 
dicates that  the  carrier  is  presenUy  au- 
thorized to  traivsport  the  same  commodi- 
ties over  a  pertinent  service  route  as 
follows:  Prom  Chattanooga.  Term.,  over 
U.S.  Highway  41,  via  Monteagle.  Pelham, 
Manchester  and  Murfreesboro.  Term., 
to  Nashville,  Tenn.,  and  return  over  the 

same  route.  ^     .„,-. 

No  MC  40858  (Deviation  No.  9) .  THE 
SILVER  FLEET  MOTOR  EXPRESS. 
INC  Eastman  Road.  Kingsport.  Tenn.. 
filed' February  14.  1962.  Carrier  pro- 
poses to  operate  as  a  common  carrier,  by 
motor  vehicle,  of  general  commodities, 
with  certain  exceptions  over  a  deviation 


route  as  follows :  From  CindniMl^ 
over  Interstate  Highway  75  la  ' 
US.  Highway  25.  south  of  WUlli_ 
Ky..   thence   over  US.  Hlghwi^ 
Junction  Interstate  Highway  7|, 
of  Eagle  Spring.  Ky..  thence  ant 
state  Highway  75  to  junction  XJM. 
ways  62  and  460,  east  of  Qeor 
Ky..  thence  over  U.S.  Highwayi 
460  to  Georgetown,  Ky.,  and  rel 
the  same  route,  for  operating 
ience     only,     serving     no    inta 
points.     The  notice  indicates  ttaM^ 
carrier  is  presently  authorized  %6fit~ 
port  the  same  commodities  ant  a 
tinent   service   route   as  foUovi:  1 
Cincinnati  over  US.  Highway  II  ( 
Vernon,  Ky..  and  return  over  thta^ 
route. 

No.    MC    42487    (Deviation  Ms.  IB 

CONSOLIDATED     FRIIQIt! 

WAYS      CORPORATION     OF    EB^ 

WARE.  715  South  25th  Artacum,  M. 

wood,  ni.,  filed  February  14.  ISO.  CM^ 

rier  pror>oses  to  operate  as  a 

carrier,   by   motor   vehicle,   d 

commodities    with    certain 

over  a  deviation  route  as  folkmi: . 

the  junction  of  U.S.  Highway  U 

Interstate  Highway  90.  near  U 

Wis.,    over    Interstate    Highway  H  I 

junction  US.  Highway  12.  nortliMili 

Wisconsin  Dells,  Wis.,  and 

the  same  route,  for  operating 

ience    only,    serving    no    Inf 

points.    The  notice  indicates 

carrier  is  presently  authorized  to  mm 

port  the  same  commodities  orw  a  |g 

tinent  service  route   as  follows:  Ita 

Fairchild.  Wis.,  over  US.  Hlghwv  l«l 

Madison,  soul  return  over  the  ssmsiWl 

No.  MC  76266  ( E>eviation  No.  •) , 
CJHANTS  MOTOR  FREIGHT.  Wd, 
Territorial  Road.  St.  Paul  14,  IflmL. 
February  14.  1962.  Csurier  _ 
operate  a^  a  comm,on  carrier,  by 
vehicle,  of  general  commodities,  wl 
tain  exceptions,  over  a  deviatkai 
as  follows:  From  Toledo.  Otaio 
Interstate  Highway  75  to  Detrott. 
and  return  over  the  same  rowtl^  i 
operating  convenience  only.  seiilBi  i 
Intermediate  points.  The  notlea  M 
cates  that  the  carrier  is  presenllf  I 
thorized  to  transport  the  samt  M 
modities  over  a  p>ertlnent  sarrtoe  m 
as  follows :  From  Toledo  over  JJB.  ■§ 
way  25,  via  Flat  Rock,  Biich.,  to  ZMn 
also  over  U.S.  Highway  24  to  Itat  W$ 
Mich.,  thence  over  U.S.  Highway  U 
Detroit,  and  return  over  the  saatfOlrf 
No.  MC  109538  (Deviation  Ho^  : 
CHIPPEWA  MOTOR  PREXOHT,  fli 
2645  Harlem  Street.  Eau  Clatae,  fl 
filed  February  16.  1962.  Carriflr  f 
poses  to  operate  sis  a  common 
motor  vehicle,  of  general 
with  certain  exceptions,  over  a 
route  between  Mlrmeapolia. 
Chicago,  ni..  over  Interstate 
90  and  94,  for  operating 
only  serving  no  intermediate 
The  notice  Indicates  that  the 
presently   authorized   to  __^ 

same  commodities  over  a  pertjaaatii 
ice  route  as  follows:  From  lltoBiiJ 
over  UB.  Highway  12.  via  8t^ 
Minn.,  to  Chicago,  and  return 
same  route. 


I 


tf,  February  2S,  1962 


iK  111231    (Deviation  No.    19). 
"^UCK  LINES.  INC..  810  EMt 
Avenue.  Springdale.  Ark.,  filed 
12.  1W2.    Carriers  represttit- 
«    J*  Wiseman,    same    address. 
proposes  to  operate  as  a  eom- 
■MTlrr   by  motor  vehicle,  of  oen- 
IZgModities,  with  certain  excep- 
^Zbt  a  deviaUon  route  as  follows: 
.  ST juncUon  of  U.S.  Highways  M 
nand  Missouri  Highway  96.  near 
m^a^Tuo     over  Missouri  Highway 
iSrSncUoii  Missouri  Highway   171. 
*       Srer  Missouri   Highway   111   to 
_i  Missouri  Highway  43.  thence 
yjLniiri  Highway  43  to  Joplin.  Mo., 
^nover  the  same  route,  for  op- 
Bonvenience  only,  serving  no  in- 
(e  points.    The  notice  indicates 
carrier  is  presently  authorised 
the  same  commodities  over 
™e»it   service    route    as   foUows: 
^^ Kansas  City.  Mo.,  over  U.S.  Hlgh- 
rn  to  Carthage.  Mo.,  thence  over 
SoUhway  66  to  Springfield,  Mo.,  and 
■M  orer  the  same  route, 
^r    %ic    112713    (Deviation    No.    5). 
4xxm  TRANSIT  FREIGHT  LINES. 
2%o    Box   8462.  Kansas   City   14. 
El  filed  February  19.  1962.    Carrier 
SiMB  to  operate  as  a  common  car- 
ST  W  motor  vehicle,  of  general  com- 
ZteM   with  cerUin  excepUons.  over 
rStton  route  between  St.  Louis.  Mo. 
ISSScago.  ni..  over  Interstate  High- 
M  K  for  operating  convenience  only. 
I  no   intermediate   points.     The 
,  Indicates  that  the  carrier  is  pres- 
gathorized  to  transport  the  same 
les  over  pertinent  service  routes 
Bin.o    Prom  Champaign.  HI.,  over 
Mtohwav    45    to    junction   Illinois 
^tnj  115    (formerly   U.S.   Highway 
«   tt>ence  over  Illinois  Highway  115 
toWtton  U.S.  Highway   45.  thence 
mrUB.  Highway  45  to  Kankakee.  111., 
iover  U.S.  Highway  $4  to  Chicago; 
St  Louis  over  U.S.  Highway  66  to 
Alternate    U.S.    Highway    67 
„i»„    U.S.    Highway    86).    thence 
Alternate  U.S.  Highway  67  to  Junc- 
■dwardsville  Road   (formerly  U.S. 
66),  thence  over  Edwardavllle 
to    Junction    Nameokl    Avenue 
^ly   U.S.    Highway    66),    thence 
r  Nameokl  Avenue  to  junction  Uli- 
iBWiway  3,  (formerly  U.S.  Highway 
tlience  over  Illinois  Highway  3  to 
By -Pass    US.     Highway    66 
,mmmm-^w    U.S.    Hlghway   66).    thence 
mm  By-Pass  U.S.  Highway  66  to  Junc- 
"—  XJB.  Highway  68,  thence  over  VS. 
66    to    junction    unnumbered 
.^    (formerly   U.S.  Highway  66). 
Mount  Olive.  Ill .  thence  over  un- 
1  highway,  via  Moimt  Olive  to 
jBtttoQ  US.  Highway  66,  thence  over 
QJB.  Highway  66  to  Litchfield,  HI.,  thence 
fMr  Illinois   Highway   16  to  Mattoon. 
IIL,  thence   over   U.S.   Highway   45   to 
jBetkm    unnumbered    highway     (for- 
Mrty  VS.  Highway  45).  thence  over 
■nmbered    highway,    via    Humboldt, 
■s  to  Junction  U.S.  Highway  45.  thence 
t»«r  VS.  Highway  45  to  Champaign, 
BL;  and  from  St.  Louis  over  U.S.  Blgh- 
ny  40  to  jimctlon  Alternate  U.S.  High- 
ni  40    (formerly   U.S.    Highway   40). 
thenee   over    Alternate    U.S.    Highway 
M.  via  Hagerstown  and  Yandalla.  HI.,  to 
Jmctkm  US   Highway  40.  thence  over 
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UjB.  Highway  40  to  Tfflngham.  HI-. 
thoioe  over  IDlnola  Highway  16  to  Paris, 
ni  tlienoe  over  lUinols  Highway  1  to 
Junction  nuniris  Highway  lA  (formerly 
Illinois  Higtavray  1).  thenoe  over  Illinois 
Highway  lA  to  Chicago,  and  return 
over  the  same  routes. 


MoTOM  CABims  or  Passengers 

No    MC    2890    (Deviation    No.    14). 
AME3UCAN     BUSLINES.     INC.,      1805 
Leavenworth   Street.   Omaha   2.   Nebr.. 
filed  Ptebniary  9,  1962.    Carrier  proposes 
to  operate  as   a   common   carrier,   by 
motor  vehicle,  of  passengers  and  their 
baggage,  over  a  deviation  route  as  fol- 
lows- Prom  the  Junction  of  U.S.  High- 
way 40  and  VS.  Highway  70.  north  of 
Montrose.   HI.,   over   U.S.   Highway    70 
(relocated  U.S.  Highway  40)  to  junction 
imnumbered  county  road,  south  of  Alta- 
xnont.    111.,    th«ice    over    unnvunbered 
county  road  to  Junction  U.S.  Highway 
40  at  Altamont.  HI.,  and  return  over  the 
same  route,  for  operating  convenience 
only,   serving   no    Intermediate    points. 
The  notice  Indicates  that  the  carrier  is 
presently  authorized  to  transport  pas- 
sengers over  a  pertinent  service  route  as 
follows:  Ptom  Columbus,  Ohio,  over  U.S. 
Highway  40  to  St.  Louis.  Mc,  and  re- 
turn over  the  same  route. 
By  the  Commission. 


ISBALl 


Harold  D.  McCoy, 
Secretary. 


IPJl     Etoc.    62-1977;    Piled.    Feb.    27.    1962; 
8:48  ajn] 


I  Notice  4231 

MOTOR  CARRIER  APPLICATIONS  AND 
CERTAIN  OTHER  PROCEEDINGS 

\  February  23,  1962. 


I    IWl 


The  following  publications  are  gov- 
erned by  the  interstate  Commerce  Com- 
mission's general  rules  of  practice  In- 
cluding special  rules  (49  CPR  1241) 
governing  notice  of  filing  of  applications 
by  motor  carriers  of  property  or  passen- 
gers or  bn^ers  under  sections  206,  209, 
and  211  of  the  Interstate  Commerce  Act 
and  certain  other  proceedings  with  re- 
spect thereto.  , 

All  hearings  and  pre-hearing  confer- 
ences will  be  called  at  9:30  a.m..  local 
daylight  saving  time  (if  that  time  is 
observed),  imless  otherwise  specified. 

AppLiCAnOHS  Assigned  for  Oral  Hearing 
OR  Prs-Hearing  Conference 

motor  carriers  of  property 
The  applications  immediately  follow- 
ing are  assigned  for  hearing  at  the  time 
and  place  designated  m  the  notice  of 
filing  as  here  published  in  each  pro- 
ceeding. All  of  the  proceedings  are  sub- 
ject to  the  Special  Rules  of  Procedure 
for  Hearing  outlined  below : 

SPBCIAL  RXJLSS  OF  PROCEDURE  FOR  HEARING 

(1)  All  of  the  testimony  to  be  adduced 
by  applicants'  company  witnesses  shall 
be  In  the  form  of  written  statements 
which  shall  be  submitted  at  the  hearing 
at  the  time  and  place  Indicated. 

(2)  All  of  the  written  statements  by 
appUcaats'  company  witness^  shall  bo 
offered  In  evidence  at  the  hearing  In  the 


same  manner  as  any  other  type  of  •«*• 
dence.  The  wltaoflsea  aabinttUBff  te 
written  statemento  shall  be  made  avpfT 
able  at  the  bearing  for  eroas-oiamwa- 
tlon,  if  suob'baoomes  neeaasaxy. 

(3)  Tlie  wrtttcA  statements  hf.^Wp**  " 
cants'  company  wltnessea,  if  nettnam 
evidence,  will  be  accepted  as  emlMta. 
To  the  extent  the  written  statemmw 
refer  to  attached  docummts  snefa  as 
copies  of  operating  authori^.  etc.,  ^ey 
should  be  referred  to  In  the  written 
statement  as  numbered  appendices. 
thereto. 

(4)  The  admlsslMUty  of  the  evidence 
contained  in  the  written  statements  and 
the  appendices  thereto,  will  at  the  time 
of  ofTer.  be  subject  to  the  same  rules  as 
if  the  evidence  was  produced  In  the  usual 
manner. 

<5)  Implwnentlng    oral    evidence    to. 
correct  errors  or  to  supply  inadvertent 
omissions  In  the  written  statements  is 
permissible.  ^.  ^  ^ 

No   MC  18121   (Sub-No.  9).  filed  Oc- 
tober   6.    1961.     AppUcant:    ADVANCE 
TRANSPORTATION  COMPANY,  a  cor- 
poration. 2115  South  Plrst  Street,  Mil- 
waukee.   Wis.      Applicant's    attorney: 
Eugene  L.  Cohn.  One  North  La  Salle 
Street.  Chicago  2,  111.    Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  regular  routes,  transport- 
ing: General  commodities  (except  those 
of  unusual  value.  Classes  A  and  B  ex- 
plosives, household  goods  as  defined  by 
the  Commission,  commodities  In  bulk, 
and  those  requiring  special  equipment) : 
serving  the  plant  site  of  Armour  li  Com- 
pany  at  or   near  Bradley.  HI.,   as  an 
off-route  point  In  connection  with  ap- 
plicant's otherwise  authorized  regular- 
route  operaUcHis  between  Crhlcago.  HI., 
and  Milwaukee,  Wis. 

Note:  Applicant  sUtes  the  principal  sharer 
holders  and  directors  of  appUcant  are  the 
officers  and  principal  sharehcdders  of  Lindner 
Bros.  Trucking,  Inc.,  operating  under 
Permit  MC    17227  and  Subs   thereunder. 


HEARING:  April  11.  1962.  at  the 
Palmer  House.  Chicago.  Hi,  bef<M»  Jotot 
Board  No.  149,  or.  If  the  Joint  Board 
waives  Its  right  to  participate  before 
Examiner  Lyle  C.  Parmer. 

No.  MC  80388  (Sub-No.  8).  filed  De- 
cember 27, 1981.    AppUcant:  CHXCAOO- 
INDIANA  FREIGHT  LINES.  IlfC,  3«tt 
South  Western  Avenue.  Chicago  9,  m. 
Applicant's  representative:   Anthony  T. 
Thomas,  3554  South  Archer  Avouie.  Chi- 
cago 9.  m.    Authwrity  sought  to  <H>erate 
as  a  common  carrier,  by  motOT  vdilde. 
over  irregular  routes,  traiuporting:  Ani- 
mal fats,  animal  oUs.  vegetaMe  oO$  <la- 
cludlng   products  and   blends  thereof. 
w^lth  or  without  emulsified  pieseival^aa. 
coloring  or  additives),  and  oteomcriw- 
rine.  In  packages,  from  Bradley.  DL,  to 
Louisville.  Ky.,  and  points  In  Indiana, 
and  rejected  shipments  of  the  above^ 
specified  commodities,  on  return. 

HEARING:  April  11,  1962,  at  the 
Palmer  House.  Chicago,  HI,  before  Joint 
Board  No.  1.  or.  If  the  Joint  Board  waives 
Its  right  to  participate  brf«*  Examiner 
Lyle  C.  Parmer. 

No  MC  108912  (Sub-No.  4) .  filed  Oe- 
tober  18.  1961.  Applicant:  CHICAGO 
PnTSBUROH  EXPRESS.  INC.,  Weat 
Fourth  Sti-eet,  East  Lhrerpool,  Ohio.   Ap- 
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jXkmiA'9  attomv:  Cbftrtes  W.  Slncer.  33 
Merth  La  flalto  Street.  Sulto  3600.  cau- 
eaco  2.  HL  AulliuiHj  soo^t  to  operate 
ae  •  eemmom  eanier.  br  motor  rehide. 
over  IrrefQlBr  rDntee,  trii^wrtlng:  Ani- 
mat  fuU.  mnim&t  oOi  mtd  vegetable  oils 
(fiwhuHiHr  prodmeU  and  hlends  thereof. 
with  or  without  emtOtifiers.  preserva- 
tives, eokfiinff  or  additives),  and  oleo- 
marfforine.  In  pa^^ces.  from  Bradley, 
m..  to  Plttrtmi'gh.  McKees  Rocks.  Oak- 
dale.  Bdlerue,  Baden.  Avalon.  and  Car- 
nede,  Pa.,  and  Youngstown.  Akron  and 
Cuyahoga  Falls,  Ohio. 

HEARJNO:  AprU  11,  1962.  at  the 
Palmer  House.  Chicago.  111.,  before  Ex- 
aminer Lyle  C.  Farmer. 

No.  MC  110198  (Sub-No.  41  > .  filed  Oc- 
tober 13,  1961.  Applicant:  SAPEWAY 
TRUCK  LINES.  INC.,  4625  West  55th 
Street,  Chicago.  IlL  Applicant's  attor- 
ney: HoweU  Ellis.  Suite  1210-12  Fidelity 
Building,  111  Monument  Circle.  Indian- 
apolis 4,  Ind.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor 
▼ehicle,  orer  irregular  routes,  transport- 
ing: Animal  fats,  animal  oils,  vegetable 
Otis,  indudino  products  and  blends 
thereof,  xotth  or  without  emulsiflers. 
preservatives,  coloring  or  additives.  In 
packages,  anid  oleomargarine,  in  pack- 
ages, from  Bradley,  m..  to  points  In  New 
York,  New  Jersey,  points  in  the  New 
York.  N.Y..  commercial  Zone,  as  defined 
by  the  commission,  points  in  Maine. 
Connecticut,  Massachusetts.  New  Hamp- 
shire, and  Rhode  Island,  and  refiise</. 
and  rejected  shipments,  on  return. 

HEARINO:  Aprfl  11.  1962.  at  the 
Palmer  Bouse.  Chicago.  HI.,  before  Ex- 
aminer Lyle  C.  Farmer. 

No.  MC  113843  (Sub-No.  43) .  filed  Oc- 
tober 13,  19«1.  Applicant:  REFRIG- 
ERATED FOOD  EXPRESS,  INC..  316 
Summer  Street,  Boston.  Mass.  Appli- 
cant's attorney:  William  J.  Boyd,  30 
North  La  Salle  Street.  Clhcago  2.  Bl. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  tranqwrting :  Animal 
fata,  anhnal  oUs.  and  vegetable  oils,  in- 
eluding  products  and  blends  thereof  with 
or  without  emulsiflers.  preservatives, 
coloring  or  additives;  and  oleomarga- 
rine, in  padcages:  from  Bradley,  111.,  to 
pcriiks  In  Connecticut.  Rhode  Island. 
ICassachosetts,  Maine,  and  New  Hamp- 
shire, and  returned,  rejected,  and  re- 
futed shipments,  on  return. 

HKARINO:  AprU  11.  1962.  at  the 
Palmer  Hooae.  Chicago.  111.,  before  Ex- 
aminer Lyle  C.  Farmer. 

No.  MC  114457  (Sub-No.  4),  filed 
August  23.  1961.  Applicant:  DART 
TRANSIT  COMPANY,  a  corporation. 
790  North  Prior  Avenue.  St.  Paul  4.  Minn. 
Applicant's  repicecntative:  A.  R.  Fowler, 
22M  Utolversity  Avenue.  St.  Paul  14. 
Minn.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  (1)  Ani- 
mal fats,  animal  oUs.  and  vegetable 
oUs.  tuctuding  products  and  blends  of 
said  commodities,  in  bulk,  in  tank  vehl- 
etaa.  from  BnMOey.  IH.,  to  points  In 
Illinois,  Minnesota,  and  Wisotmsln,  and 
(2)  animul  fats,  auimal  oOs.  and  vege- 
table oUs,  in  bulk,  in  tank  vehicles,  from 
points  in  minois,  MLoneeota.  and  Wis- 
consin, to  BnkDey.  BL 


NOTICES 

HEARING:  April  11.  1962.  at  the 
Palmer  House,  CThicago.  HI.,  before  Joint 
Board  No.  141.  or.  if  the  Joint  Board 
waives  Its  right  to  participate  before 
Examiner  LyleC.  Farmer. 

No.  MC  114457  (Sub-No.  6).  filed 
October  9.  1961.  Applicant:  DART 
TRANSIT  COMPANY.  780  North  "Prior 
Avenue.  St.  Paul  4,  Minn.  Applicant's 
attorney:  Charles  W.  Singer.  33  North 
LaSalle  Street.  Suite  3600.  Chicago  2. 
111.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  tran.sporting :  (1>  Ani- 
mal fats,  animal  oils,  and  vegetable 
oils  (including  products  and  blends 
thereof,  with  or  without  emulsiflers. 
preservatives,  coloring  or  additives) .  and 
oleomargarine,  in  packages  from  Brad- 
ley, ni..  to  St.  Paul-Minnesota.  Hopkins. 
Duluth,  and  Winona.  Minn.,  and  Fargo, 
N.  Dak.,  and  (2)  materials,  equipment, 
and  supplies  used  in  the  manufacture  of 
the  above-described  commodities,  and 
animal  fats  from  St.  Paul,  Minn.,  to 
Bradley.  111. 

HEARINO:  April  11.  1962.  at  the 
Palmer  House.  Chicago,  111.,  before 
Examiner  Lyle  C.  Parmer. 

No.  MC  115180  (Sub-No.  3),  filed  Oc- 
tober 5.  1961.  Applicant:  ONLEY  REF- 
RIGERATED TRANSPORTATION  INC.. 
345  West  14th  Street.  New  York.  NY. 
Applicant's  representative:  George  A. 
Olsen.  69  Tonnele  Avenue..  Jersey  City 
6.  N.J.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Animal 
fats,  animal  oils,  and  vegetable  oils  (in- 
cluding products  and  blends  thereof,  with 
or  without  emulsiflers  preservatives, 
coloring  or  additions),  and  oleomar- 
garine, in  packages,  from  Bradley,  111., 
to  points  in  Pennsylvania. 

HEARING:  April  11,  1962,  at  the 
Palmer  House,  Chicago.  Dl ,  before  Ex- 
aminer Lyle  C.  Parmer. 

No.  MC  118272  (Sub-No.  5).  filed  Oc- 
tober 9.  1961.  Applicant:  ZUZICH 
TRUCK  LINE.  INC..  120  KLansas  Avenue. 
K^"s^»  City.  Kans.  Applicant's  attor- 
ney: Charles  W.  Singer.  33  North  La 
Salle  Street.  Suite  3600.  Chicago  2.  HL 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  (1)  Animal 
fats,  animal  oils,  and  vegetable  oils  (in- 
cluding products  and  blends  thereof,  with 
or  without  emulslfiers.  preservatives, 
coloring  or  additions),  oleomargarine. 
in  packages,  from  Bradley.  111.,  to  Spring- 
field. Joplin.  Trenton,  St.  Joseph,  and 
St.  Louis,  Mo.,  and  Wichita,  Kans.,  and 
(2)  animal  fats  from  St.  Joseph,  Mo., 
to  Bradley,  DL 

NoT«:  Applicant  presently  holds  contract 
carrier  autliorlty  under  No.  liC  69752  and 
■uba  thereunder. 

HEARING:  April  11.  1963.  at  the 
Palmer  House,  Chicago.  111.,  before  Joint 
Board  No.  195.  or.  if  the  Joint  Board 
waives  its  right  to  participate  before  Ex- 
aminer Lyle  C.  Fanner. 

No.  MC  119741  (Sub-No.  1) .  filed  Sep- 
tember 26.  1961.  Applicant:  KIM 
FREXORT  LINES.  INC^  4234  South 
Emerald  Avenue.  Chicago,  IlL  Appli- 
cant's attorney:  WUllam  J.  Boyd.  30 
North   La   SaDe   Street   Chicaco.    IIL 


Authority  sought  to  operate  as  a 
carrier,  by  motor  vehicle.  o«r 
routes,   transporting:    (i)   4i 
animal    oils,    vegetable   oils, 
products  and  blends  thereof, 
without  emulsiflers,  prcscTfaU 
ing  and  additives  and  (2)  _ 

in  packages,  from  Bradley,  ni  |^ 
City.  Iowa.  Omaha,  and  Sovtii 
Nebr.,  Kansas  City,  Kans.,  and  . 
City,  Mo.,  and  the  Couvaugtki  ■__ 
thereof,  and  returned,  rejeetsd,  mti  t^ 
fused  shipments  of  the  abovte^pn^^ 
commodities,  on  return. 

HEARING:  April  11.  1963.  it  |^ 
Palmer  House.  Chicago,  Dl.,  bstttt  fc. 
aminer  Lyle  C.  Parmer. 

No.  MC  119792  (Sub-No.  2>.  IkiQ^ 
tober  9.  1961.  Applicant:  t?tnr*Yt[i 
SOUTHERN  TRANSPORTATIQVOIIL 
PANY.  a  corporation,  4001  ~  " 
Avenue.  Chicago  9.  m.  t_ 
sought  to  operate  as  a  commeu 
by  motor  vehicle,  over  irregular 
transporting:  (1)  Animml  fut 
oils,  vegetable  oils.  inchidin§  ,., 
and  blends  thereof,  with  or  witboat 
siflers,  preservatives,  coloring 
tives.  in  packages,  and  oleoiii 
packages,  from  Bradley,  DL,  t» 
Louis.  Dl..  and  returned  and 
shipments,  on  return,  and  (2) 
fats,  animal  oils,  vegetable  otU, 
ing  products  and  blends  thereof,  i 
without  emulsiflers,  preeervaU»i,  .._ 
ing  or  additives.  In  packagea,  aai  dm- 
margine.  in  packages,  and  rslaniai  mi 
rejected  shipments,  between  ,  Wn§af, 
111.,  and  St.  Louis,  Mo. 

HEARING:  April  11.  1962,  at<fe»Pfel- 
mer  House,  Chicago,  HI.,  betai 
Board  No.  135,  or,  if  the  Joliit 
waives   Its   right   to  pcutldpate 
Examiner  Lyle  C.  Farmer. 

No.  MC  119928  (Sub-No.  2), 
October  4,  1961.  Applicant:  C  ft  I 
TRUCKINO  CORPORA'nOII.  ISU 
South  Olive  Street,  South  Bend  19,  hi 
Applicant's  attorney:  Eugene  L.  iSltm, 
One  North  La  Salle  Street,  Chiea«»ia. 
Authority  sought  to  operate  as  a 
carrier,  by  motor  vrtiicle,  over 
routes,  transporting:  Animal  /Ml;  M^ 
mal  oils,  vegetable  oils  (hiduAnfffii* 
ucts  and  blends  thereof,  with  arwflfcwi 
emulsiflers,  preservatives.  eoioclBfar 
additives),  and  oleomargarine,  fayu^ 
ages,  from  Bradley,  DL.  to  potrti  li 
Indiana  and  Michigan,  and  rtfrnM 
shipments  on  return.  • 

HEARING:    April    11.    1962.   i*  ttt 
Palmer  House,  Chicago.  DL.  beforejJofci 
Board  No.   73,  or.  if   the  Joint 
waives   its   right  to  participate 
Examiner  Lyle  C.  Farmer.  ^^ 

No.  MC  123069  (Sub-No.  2>.  flM 
October  4,  1961.  AppUcant:  AIXJE  ft 
SHARP,  INC..  817  West  FtfBl  AVHR 
Columbus  12,  Ohio.  Applicanfi  i^^ 
ney :  Eugene  L.  Cohn.  One  North  La 
Street,  Chicago  2,  Dl.  Authorliy  f 
to  operate  as  a  common  carrier,  hj 
vehicle,  over  irregular  routes,  tran^  ^ 
ing:  (1)  Animal  fats,  animdl  tm, 
vegetable  oils,  including  prodaets 
blends  thereof,  with  and  without  r" 
flers.  preservatives,  coloring  and 
tives.  and  (2)  oleomargarfne.ta 
ages,  from  Bradley.  DL.  to  "' 
Sandusky.  Marion,  BucyruB. 


I 


February  28,  1962 

Springfield,     and    Columbus. 

i  rejected   shipments   of   the 

ibed  commodities,  on  return. 

April    11.    1962.    at    the 

Chicago,  Dl..  before  Joint 

«B.  68    or,   if  the  Joint  Board 

iJ,  ri^ht  to  participate  before 

Lyle  C.  Farmer. 
MC  124041.   filed  November   13. 
^pllcant:     JOSEPH     F.     BU- 
B.  I.  KOONS  AND  H,  E.  JOHN- 
,  ^JM  business  as  J  t  K  TRUCK- 
^5^1710  West  47th  Street,  Chicago 
.i  ADpUcants  attorney:  Charles  W. 
\rLrZ  North  La  Salle  Street,  Chi- 
JSl  m.    Authority  sought  to  operate 
Hmmmon  carrier,  by  motor  vehicle, 
Sltaecvlar  routes,  transporting:  An- 
!RSr  wimal  oils,  and  vegetable  oUs 
CSaf  products  and  blends  thereof, 
^^^wlthout  emulsiflers,  preserva- 
S  Jioring  or  addiUves),  and  oleo- 
lee.  In  packages,  and  empty  con- 
0r' other  such  facUiUes  used  In 
the  above  described  cwn- 
between    Bradley,    Dl..    and 

m. 

mSunO:  April  11.  1962.  at  the 
^vBouse,  Chicago,  Dl..  before  Joint 
Si  Ho.  21,  or.  if  the  Joint  Board 
Ss  Mi  right  to  participate  before  Ex- 
SEv  l^  ^  Farmer.         | 

H  iM  Commission. 

^^]  Harold  D.  McCoy. 

^^  Secretary. 

mm  DOC    82-1978;    Piled.    Feb.    27.    1962; 
■^  8:48  a.m.] 
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„^  CARRIER  APPLICATIONS  AND 
CKTAIN  OTHER  PROCEEDINGS 

I  Notice  424 1 

February  23. 1962. 

tbb  following  publications  are  gov- 

Iby  the  Interstate  Commerce  Com- 

rt  general  rules  of  practice  in- 

I  special  rules  (49  CPR  1.241)  gov- 

,  notice  of  flUng  of  applications  by 

-earrlers  of  property  or  passengers 

m  wJkars  under  sections  206.  209.  and 

n  of  the  Interstate  Commerce  Act  and 

other  proceedings  with  respect 

bearings  and  pre-hearing  confer- 
wffl  be  caUed  at  9:30  a.m..  local 
t  wivings  time,  if  that  time  Is  ob- 
vmless  otherwise  specified. 

. Assigned  for  Oral  Hsammo 

Oa  PRE-HEARINC  CONrERENCE 
MOTOt  CARRIERS  OF  PROPERTY 

Hi  tpplications  immediately  follow- 
ft|  are  aaeigned  for  hearing  at  the  time 
■I  plaoe  designated  in  the  notice  of 
ftH  as  here  published  in  each  proceed- 
k|,  in  of  the  proceedings  are  subject 
U  tOtt  Special  Rules  of  Procedure  for 
outlined  below: 


lULES  OF  PROCEDUEK  FOR  HBAaiMG 

(1)  An  of  the  testimony  to  be  adduced 
^IBPileants'  company  witnesses  shall 
ItlB  the  form  of  written  statements 
iM^  diall  be  submitted  at  the  hearing 
ikte  time  and  place  indicated. 
^  An  of  the  written  statements  by 
mts'  compsmy  witnesses  shaU  be 
I  In  evidence  at  the  hearing  in  the 


— m>  manner  aa  any  other  type  of  evi- 
dence. The  wltneaees  submitting  the 
written  statements  shaU  be  made  avail- 
able at  the  bearing  for  cross-examina- 
tion. If  80^  beeomee  necessary. 

(3)  The  written  statements  by  appli- 
cants' company  witnesses,  if  received  in 
evidence,  win  be  accepted  as  exhibits. 
To  the  extent  the  written  statements 
refer  to  attached  documents  such  as 
copies  of  operating  authority,  etc.,  they 
diould  be  referred  to  in  the  written 
statement     as     numbered     appendices 

thereto. 

(4)  The  admissibility  of  the  evidence 
contained  in  the  w^tten  statements  and 
the  appendices  thereto.  wiU  at  the  time 
of  offer,  be  subject  to  the  same  rules  as 
if  the  evidence  was  produced  in  the  usual 
manner. 

<5)  Implementing  oral  evidence  to 
correct  errors  or  to  supply  inadvertent 
omissions  In  the  written  statements  is 
penniasHsle.  ».  ^  ^ 

No.  MC  55236  (Sub-No.  55) ,  filed  De- 
cember   15,    1961.    AppUcant:    OLSON 
TRANSPORTATION  COMPANY,  a  cor- 
poration. 19TO  South  Broadway,  Green 
Bay    Wis.    Applicant's   representative: 
George  R.  Bailey.  P.O.  Box  1187.  Green 
Bay.  Wis.    Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  Irregxilar  routes,  transporting:  An- 
hydrous ammonia,  fertilizers.  fertiUzer 
compou$tds.  fertiUzer  ingredients,  urea. 
and  urea  feed  mixtures  between  Fort 
Madison.  Iowa,  and  Meredoeia,  Dl.,  on 
the  om  hand,  and  on  the  ottier,  points  in 
DUnois.  Indiana.  Iowa,  Blansas.  Ken- 
tucky   Michigan,  Minnesota,  Missouri. 
Nebraska.  Iforth  Dakoto,  Ohio.  South 
Datotft,  and  Wisconsin. 

HEARING:  April  18, 1962.  at  the  Mid- 
land Hotel.  Chicago,  Dl..  before  Exami- 
ner Frank  J.  Mahoney.  ^,  ^  „ 

No  MC  6^32  (Sob-No.  303) .  filed  No- 
vember 20.  1961.  Applicant:  ROGERS 
CARTAGE  CO^  a  corporation.  1934 
South  Wentworth  Avenue,  Chicago.  Dl., 
AppUeant's  attorney:  David  Axelrod.  39 
South  La  Salle  Street,  Chicago  3.  lU. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regiilar  routes,  transporting:  Anhydrous 
ammonia,  in  bulk,  hi  tank  vehicles,  from 
Meredosla.  Dl.,  to  points  in  Indiana, 
Iowa,  Kentucky,  Dllnois,  Missouri.  Min- 
nesota. Michigan.  C^o,  and  Wisconsin. 
HEARING:  April  18, 1962,  at  the  Mid- 
land Hotel.  Chicago,  IB.,  before  Exam- 
iner Prank  J.  Mahoney. 

No  MC  64932  (Sub-No.  305).  filed 
January  15. 1962.  AppUcant:  ROGERS 
CARTAGE  CO.,  a  corporation.  1934 
South  Wentworth  Avenue,  Chicago,  Dl. 
AppUcant's  attorney:  David  Axeh-od.  39 
South  La  SaUe  Street.  Chicago  3,  Dl. 
AuthfNTity  sought  to  operate  as  a  com- 
mon  carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Anhydrous 
ammonia.  In  bulk,  in  tank  vehicles,  from 
Fort  Madison,  Iowa,  to  points  in  North 
Dakota.  South  Dakota.  Nebraska.  Kan- 
sas Missouri,  Iowa,  Minnesota,  Wiscon- 
sin,' DUnc^,  Kentucky,  Indiana.  Michi- 
gan, and  Ohio. 

HEARING:  April  18. 1962.  at  the  Mid- 
land Hotel.  Chicago.  Dl.,  before  Exami- 
ner Rank  J.  Mahoney. 

No  MC  103880  (Sub-No.  245),  filed 
January    26.    1962.    AppUcant:    PRO- 
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DUCERS  TRANSPORT,  INC.,  224  Buf- 
falo Street,  New  Buffalo,  Mich.    Appli- 
cant's attorney:  David  Axelrod,  89  South 
La  SaUe  Street,  Chicago  3,  DL    Authori- 
ty sought  to  operate  as  a  comnioncor- 
rier.  by  motor  vrtiide,  over  irregular 
routes,    tranaqporting:    Anhydrous   am- 
monia and  manufaettired  fertiUaer  com- 
pounds, in  bulk,  and  in  bags,  from  the 
plant  site  of  the  California  OiMiical 
Company,  at  or  near  Fort  Madison.  Iowa, 
to  points  in  North  DakoU,  South  Da- 
kota. Nebraska,  Kansas,  Missouri,  Iowa. 
Minnesota,  Wisconatoi  Illinois,  Kentucky, 
Indiana,  Michigan,  and  Ohio. 

HEARING:  April  18, 1962,  at  the  Mid- 
land Hotel,  Chicago,  Dl..  before  Exami- 
ner Frank  J.  Mahoney. 

No.  MC  105376  (Sub-No.  11) .  filed  Jan- 
uary   18,    1962.    AppUcant:    DAHI2N 
TRANSPORT  OP  IOWA,  INC..  875  North 
Prior  Avenue,  St.  Paul  4.  Minn.    AppU- 
cant's attorney:  Leonard  A.  Jaskiewicz. 
Munsey  Building.  Washington  4,  DXJ. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,    transporting:    AnTiydrous    am- 
monia. fertUizer.  fertOizer  compoiwids, 
urea,  ammonium  nitrate,  and  nitrogen 
solutions,  from  Fort  Madison,  Iowa,  and 
Meredosla.  DL,  and  points  within  five 
(5)  miles  of  each,  to  points  in  N^rastak. 
Missouri.  Iowa.   North  Dakota.  Soutti 
Dakota.  Minnesota,  Wisconsin,  Illinois. 
Kansas,  Michigan,  Ohio,  Indiana,  and 
Kentucky:  and  refected  shivments  on 
return. 

Now:  Api^ieant  states  U»»t  Joint  ooatrol 
of  amiUcant  and  Dalilflii  Transport.  Inc.  by 
jonn  W.  Dahlen  and  Bdna  A.  DaWen  has  been 
approved  by  the  Cammlaaion.     (MC-F-6554) 


HEARING:  April  18,  1962,  at  the 
Midland  Hotel.  Chicago.  DL.  before 
Examiner  Frank  J.   Mahoney. 

No.  MC  107496  (Sub-No.  220).  filed 
December  22,  1961.  AppUcant:  RUAN 
TRANSPORT  CXDRPORA-nON.  408 
Southeast  30th  Street.  Des  MoUies,  JoirA. 
AppUcant's  attorney:  H.  L.  Fabritz 
(same  address  as  appUcant) .  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Anhydrous  amnionid^  fer- 
tilizers. fertiUzer  compounds,  urea,  am- 
monium nitrate,  and  nitrogen  sedations. 
from  Fort  Madison,  Iowa,  and  Mex«doBia. 
Dl ,  and  points  within  five  miles  of  each 
to  points  in  Nebraska,  Missouri,  Iowa, 
North  Dakota,  South  Dakota,  Minne- 
sota, Wisconsin,  Dllnois,  Kansas.  Michi- 
gan. Ohio,  Indiana,  and  Kentucky. 

Now:  Applicant  states  it  "ia  whoUy  owned 
by  John  Ruan.  AppUcant  controls  and  owna 
all  of  the  outstanding  capital  stock  of  1111- 
nols-Ruan  Transport  Corporation,  an  Illinois 
corporation,  which  alao  <^>erate8  as  a  eaminon 
carrier  by  motor  vehicle  In  Interstate  com- 
merce for  the  tranaportotlon  d  petroleum 
and  other  product*.  In  biilk,  by  authority  of 
certificates  Issued  by  the  I.C.C.  and  "by  varl,- 
ouB  state  regulatory  commiarions."  ^pU- 
cant  holds  contract  carrier  authority  under 
MC  119136  and  subs  theretmder,  therefore 
dual  operations  may  be  Involved. 

HEARING:  April  18,  1962,  at  the  Mid- 
land Hotel,  Chicago,  Dl.,  before  Examiner 
Frank  J.  Mahoney. 

No.  MC  108449  (Sub-No.  186),  filed 
December  11, 1961.  AppUcant:  INDIAN- 
HEAD  TRUCK  LINE,  INC..  1947  West 
Coimty  Road  '  C."  St.  Paul  13,  Minn. 


1»36 

Amdlcant's  attorney:  Olenn  W.  Ste- 
phens. 121  West  Doty  Street.  Madison  3. 
Wis.  Authority  sought  to 'operate  as  a 
eomnum  carrier,  by  motor  vehicle,  over 
lrrf«u]ar  routes,  transporting:  An- 
h^drotu  amvumia.  fertUUers.  fertilizer 
compoicnds.  fertilizer  ingredients,  urea, 
urea  feed  mizture*.  ammonium  nitrate. 
and  nitrogen  solutions,  from  Fort  Madi- 
son. Iowa,  and  Meredosia.  Ql..  and  points 
within  five  (5)  miles  of  each  to  points 
In  Nebraska,  Missouri.  Iowa.  North  Da- 
kota, South  DakoU,  Minnesota.  Wiscon- 
sin, miiaols.  Kansas.  Michigan,  Ohio. 
Indiana,  and  Kentucky,  rejected  and  re- 
turned shipments  of  commodities  speci- 
fied above,  on  return. 

Hon:  AppUcant  states  *Moore  Motor 
might  Unea.  Inc..  la  a  wbolly  owned 
•ubskllarT." 

HEARINO:  April  18. 1962.  at  the  Mid- 
land Hotel.  Chicago,  m..  before  Exam- 
iner Frank  J.  Mahoney. 

No.  MC  115331  (Sub-No.  25).  filed 
January  19.  1962.  Applicant:  TRUCK 
TRANSPORT.  INC..  Highway  61.  Crys- 
tal City,  Mo.  Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor  ve- 
hicle, over  Irregular  routes,  transporting : 
'AnAydroiu  ammonia,  fertilizers,  ferti- 
lizer compounds,  fertilizer  ingredients. 
urea,  urea  feed  mixtures,  ammonium 
nitrate,  and  nitrogen  solutions,  from 
Fort  Madison.  Iowa,  and  Meredosia.  Dl., 
and  points  within  five  (5)  miles  of  each, 
to  points  In  Illinois.  Indiana.  Iowa.  Kan- 
sas. Kentucky,  Michigan.  Minnesota. 
Missouri.  Nebraska.  North  Dakota.  Ohio. 
South  Dakota,  and  WlscoDsin;  and  re- 
jected or  returned  shipments  and  exempt 
commodities  on  return. 

HEARINO:  April  18. 1962.  at  the  Mid- 
land Hotel.  Chicago.  Ql..  before  Exam- 
iner Frank  J.  Mahoney. 

By  the  Commission. 

[SSAL]  Hasold  D.  McCoy. 

Secretary. 

(FH.    Doc.    63-1979;    FUed.    Feb.    27.    1962; 
8:48  ajn.] 


[Notice  426] 

MOTOR  CARRIER  APPUCATIONS  AND 
CERTAIN  OTHER  PROCEEDINGS 

FlBKUART  23,   1962. 

The  following  publications  are  gov- 
erned by  the  Interstate  Commerce 
Commission's  general  rules  of  practice 
including  special  rules  (49  CPR  1.241 » 
governing  notice  of  filing  of  applications 
by  motor  carriers  of  property  or  pas- 
sengers or  brokers  under  sections  206. 
209.  and  211  of  the  Interstate  Commerce 
Act  and  certain  other  proceedings  with 
respect  thereto. 

All  hearings  and  pre-hearing  confer- 
ences win  be  called  at  9:30  ajn..  local 
daylight  saving  time  (if  that  time  is 
observed) .  unless  otherwise  specified. 

ApPLICATIOHS   ASSIClfKD   FO«    ORAL   HEAR- 
ING OS  Psb-Hkamkc  Contkrence 


MOTOK   CARKinS  OF   PROPSRTT 

No.     MC     531     (Sub-No.     107) 


(AS 


AMENDED  AND  CLARIFIED),  filed 
July  29.  1960.  published  Fiokral  Rio- 
iSTXR,  issue  of  November  9.  1960,  repub- 


NOTICES 

lislied   as   amended    and   clarified   this 
issue.     Applicant:  YOUNGER  BROTH- 
ERS,   INC..   P.O.   Box    14287,    Houston, 
Tex.    Applicant's    attorney:    Ewell    H. 
Muse.  Jr.,  Suite  415,  Perry  Brooks  Build- 
ing. Austin,  Tex.    Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing:  General  commodities,  dry  in  bulk 
(except    fiour.    catalyst,   sugar,    starch, 
barites.   potash,   carbon   black   cement, 
and  fly  ash),  in  tank  vehicles,  hopper 
vehicles,  hydraulic  unloading  dump  ve- 
hicles, cable   unloading  dump  vehicles, 
or   tank   type  gravity  unloading   dump 
vehicles:    la)    between  points  in  Texas 
and  Louisiana,  on  the  one  hand,  and,  on 
the  other,  points  in  Arizona.  California. 
Colorado,  Florida.  Georgia,  Illinois,  In- 
diana. Iowa.  Kansas,  Kentucky.  Minne- 
sota.   Missouri,    Tennessee,    Wisconsin, 
Nebraska,  Michigan.  Oregon.  Washing- 
ton,   Delaware,    Alabama,    Mississippi. 
Oklahoma,  New  Mexico,  West  Virginia, 
Virginia,  Pennsylvania,  New  York.  New 
Jersey,  Maryland,  and  Utah;    (b)    be- 
tween points  in  Texas.  Oklahoma.  Kan- 
sas. Nebraska.  Iowa,  Missouri.  Arkansas, 
Louisiana,  Colorado.  JJ^wM^ico.  Ari- 
zona, Mississippi,  TennewecTand  IllinoLB. 
HEARING  INFORMATION:  Referred 
to    Examiner    James    OT).    Moran    for 
hearing  on  the  26th  day  of  February 
AJ3.  1962,  at  9:30  o'clock  ajn..  United 
States  standard  time,  at  the  Baker  Ho- 
tel, Dallas,  Tex.;  and  on  the  5th  day  of 
March  AX>.  1962,  at  9:30  o'clock  ajn.. 
United   States   standard    time,    at    the 
Texas  State  Hotel,  Houston.  Tex.,  and 
for  the  recommendation  of  an  appro- 
priate order   thereon,   accompanied   by 
the  reasons  therefor.    This  assignment 
Is  for  the  sole  purpose  of  applicants'  ini- 
tial presentation  and  the  time  and  place 
or  places.  If  any,  for  hearing  the  re- 
mainder of  applicants'  case  In  chief,  will 
be  at  the  discretion  of  the  presiding  ex- 
aminer to  be  fixed  at  the  conclusion  of 
the  Houston  hearing  indicated  above.    If 
applicants  complete  their  presentation 
at  the  Houston  hearing,  consideration 
will  also  be  given  to  the  time  and  place 
for    Protestants'    presentation    by    the 
examiner. 

No.  MC  531  (Sub-No.  120).  filed  Feb- 
ruary 2.  1962.  Applicant:  YOUNGER 
BROTHERS,  INC.,  P.O.  Box  14287,  4904 
Griggs  Road.  Houston.  Tex.  Applicant's 
attorney:  Ewell  H.  Muse,  Jr..  415  Perry 
Brooks  Building,  Austin  1,  Tex.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Sulphur,  In  bulk. 
( 1 )  between  points  in  New  Mexico,  Utah, 
and  those  in  Texas  lo<;ated  on  and  west 
of  US.  Highway  81:  and  (2)  between 
points  in  New  Mexico.  Utah,  and  those 
in  Texas  on  and  west  of  U.S.  Highway 
81.  on  the  one  hand,  and,  on  the  other, 
points  in  Arizona.  Colorado.  Kansas,  and 
Oklahoma. 

NoTC:  Applicant  requests  that  the  above 
be  restricted  against  transi>ortlng  liquid 
Sulphur.  In  bulk.  In  tank  vehicles  (1)  from 
points  In  Oatnes.  Dawson.  Andrews,  Martin. 
Winkler.  Ector,  Midland.  Ward.  Crane.  Hock- 
ley. Moore,  and  Upton  Ck>untle8,  Tex.,  to  the 
site  of  the  sulphuric  acid  plant  of  Kermac 
Nuclear  Fuels  Ck>rporatlou  located  approxi- 
mately 23  miles  northwest  of  Grants,  N.  Mex.. 
and  (2)  between  the  plant  sitss  of  the  Pan 


American    Petroleum    CorporaUott 
Phillips  Petroleum  Company  (Pi 
leal  Company)  approximately  18 __^, 
east  of  Artesla.  N.  Mex..  on  ^ht  tag' 
and.  on  the  other,  points  la 
homa.    and    Texas      Applicant 
Younger    Bros. -J     M.    Kngllah 
Inc..  Is  an  affiliated  motor  carrtar 
transporting  oil  field  conunodltlsi  .^ 
Mercer  Case  commodity  deacrl|Maa. 
thorlzed  In  Docket  No    MC  ICMSOt 
thereunder 

HEARING   April  2,  1962,  at  the 
of  the  Interstate  Commerce 
Washington,     DC.     before 
Frank  R.  Saltzman. 

No.  MC  21866  i Sub-No.  46).  flMj^ 
uary  2.  1961.    Applicant:  WBBTllcyiim 
FREIGHT.    INC  .    740    South   BMflZ 
Avenue.  Boyertown,  Pa.    Apidkaatf^i^ 
torney :  Jacob  Polin,  428  Barclay 
Ing.  City  Line  at  Belmont  ATenw, 
Cynwyd,  Pa.    Authority  sought  to 
ate  as  a  common  carrier,  by 
cle,  over  irregular  routes, 
Butter.    (1)    from    the    plank  Ml  if 
Keller's   Creamery,   Inc..  in  Vttatali 
Towiuhip,  Montgomery  Countgr,  Pa,.  || 
Anderson,    Columbia,    Oreenvflli, 
Spartanburg,  S.C,  and  potnti  te 
necticut,   Delaware,   Maryland. 
chusetts.  New  Jersey.  New  Yocfe, 
Carolina,  Ohio,  Rhode  Island. 
West  Virginia,  and  the  District  of 
bla.  and  (2)  from  New  York,  N.T., 
delphia.  Pa.,  and  points  in  New 
the  plant  site  above -deocribed. 

HEARING:  April  12.  1962.  In  INK 
300,  U.S.  Customs  Building,  Seeond  ai 
Chestnut  Streets,  I*hlladelphla,  Pa.,  to* 
fore  Examiner  James  Anton. 

No.  MC  22195  (Sub-No.  II).  AM 
February  19,  1962.  Applicant:  D4M& 
DUGAN.  doing  business  as  DDQAH  Oft 
&  TRANSPORT  CO..  P.O.  Box  HI.  Ibt 
Street  and  Grange  Avenue,  Sloos  fUii 
S.  Dak.  Authority  sought  to  opento  M 
a  common  carrier,  by  motor  vehlcKw 
irregular  routes,  transporting: 
leum  and  petroleum  products,  tn 
in  tank  vehicles,  as  described  in 
dix  XIII  to  the  report  in  DescrirUmtU 
Motor  Carrier  Certificates,  61  llCAMl 
from  points  in  Richland  and  Bootmik 
Counties.  Mont.,  to  points  In  Rortk 
Dakota,  and  rejected  shipments  of  At 
above-specified  commodities,  on  ntai. 
HEARING:  March  15.  1962.  tt  tto 
Yellowstone  County  Court  Houn,  ■■• 
ings,  Mont.,  before  Joint  Board  lb.1^ 
or.  if  the  Joint  Board  waives  itsrlgbitl 
participate,  before  Ebcaminer 
White. 

No.  MC  22304  (Sub-No.  2), 
November  7,  1961.  AppUcant:  O.  t 
OTTO  LEEDS,  doing  business  M  W.  D. 
LEEDS  STORAGE  WAREHOU81, 
Laurel  Street.  Williamsport.  Pa. 
cant's  attorney:  John  M.  Mi 
400  North  Third  Street.  Harrisbun.  Pa 
Authority  sousht  to  operate  as  a  «•• 
mon  carrier,  by  motor  vehicle.  OftfU- 
regular  routes,  transporting:  Doors  esi 
viilhrork.  between  Williamsport.  P^  * 
the  one  hand,  and  on  the  other,  pow 
In  Connecticut.  Rhode  Island.  New  J«- 
sey.  Delaware.  Maryland,  Virginia,  to*- 
ana.  North  CaroUna,  West  VlifiB*. 
Ohio,  and  the  District  of  C<rtuniWa. 

HEARING:    April    13.    1962.    9l J» 
Penn.«vlvania  Public  Utility 


February  28,  1962 

before  Examiner  John 
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\gC   25798    (Sub-No.    65).    filed 
aa     1962.      Applicant:    CLAY 
■■  "mUCKING  LINES.  INC..  P.O. 
St  Dade  City,  Fla.    Applicant's 
■  Thomas  F.  Kilroy,  1000  Con- 
_-—*  Avenue    NW.,   Washington    6, 
Sitothority  sought  to  operate  as  a 
''^^ carrier,  by  motor  vehicle,  over 
mi  routes,   transporting:    Frozen 
Products,  from  Easton.  Maine,  to 
ta  Alabama.  Louisiana.  Arkansas, 
.  Mississippi,  and  Texas,  and  to 
in  Georgia.  | 

'^.  Applicant  advises,  the  proposed 
Jiwrnibe  restricted  to  parUal  unloading 
SS^U  with  service  at  Georgia  points. 
•^,1,    in    Alabama.    MUslsalppl.    and 

wgARlNG:    April    18,    1962,    at    346 
'^\j.  New  York,  N.Y..  before  Ex- 
w  James  Anton. 

lie  28478  (Sub-No.  IS),  filed  De- 
gU    1961.     Applicant:    GREAT 
rj  EXPRESS  CO..  a  corporation, 
njjenport  Street.  Saginaw,  Mich. 
fs  attorney:  Carl  H.  Smith.  Sr., 
Phoenix    Building.    Bay    City. 
Authority  sought  to  operate  as 
ion  carrier,  by  motor  vehicle,  over 
^HT  routes,  transporting:  Scrap  met- 
^Tbulk:  serving  all  points  applicant 
MMtwntlT  authorized  to  serve,  over  its 
■SJnr  routes,  or  In  connection  with  Its 
Sul  routes,    located    in    Michigan, 
SSL  Indiana,  and  Ohio,  as  authorized 
EStiflcates  MC  38478.  and  Sub-No.  10 
'  !r. 
r  iBpUcanfs  regular -route  operations 
w^'^Te-named   certificates   cover   the 
^■Bortt^tlon  of  general  commodltlea  (ex- 
SoiaM  <rf  unusual  value,  Classea  A  and 
r^^irirfii   household  goods  aa  defined  by 
IfoavBlBslon.  commodities  In  built,  and 
Mm  iMUlrtng  special  equipment) .  In  the 
ZiMBWd  above.    A  portion  of  applicant*! 
M^r-nnite  authority  in  MC  28478  (Sub- 
mtm  also  authorizes  the  tranaportotton  oX 
SaiMla,  cable,  and  paper,  in  truckload 
Mbtotmen  Toledo,  Ohio,  and  Tiffin.  Ohio. 

IIAETNG;  AprU  25.  1962,  at  the  Ped- 
itf  BaUding.   Lansing.   Mich.,   before 
"MAwr  Frank  J.  Mahoney. 
ftkMC  28956  (Sub-No.  5)  (CORREC- 
,  filed  December   14.  1961,  pub- 
PtoCRAL  Register,  issue,  of  Peb- 
14,    1962.    and    republished    as 
mamn^  this  Issue.    AppUcant:  G.  P. 
gy/tf^    doing     business     as    RYAlfi 
:  SERVICE,  P.O.  Box  234,  Albany, 
w«.    AppUcant's   attorney:    Earle  V. 
Iblte.    Fifth    Avenue    Building,    2130 
"  Fifth    Avenue,    Portland    1, 


BEARING  INFORMATION:  Notice  of 
tiing  of  the  subject  application,  pub- 
"  tn  the  Federal  Recistir,  issue  of 
r  14.  1962.  was  in  error.     The 
Ion    is    correctly    assigned    for 
■me  March  27.  1962.  at  the  Inter- 
tete  Commerce    Commission    Hearing 
loQBi.  410  Southwest  10th  Avenue,  Port- 
ted.  Greg.,  before  Joint  Board  No.  45, 
«,  If  the  Joint  Board  waives  its  right 
tDpMticlpate,  before  Examiner  Richard 
Wbtte. 

Mo.  IfC  29761  (Sub-No.  10) .  filed  De- 
■Bber  19. 1960.  Applicant:  DE  ROSA 
ISAII8PORTATION.  INC.  2278  South 
IWoo  Street,  Chicago,  HI.    Applicant's 


attorney:  Edward  O.  Bazelon,  39  South 
La  Salle  Street,  Chicago  3,  HI.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  Tehlde.  over  irregvdar  routes, 
transporting:   (1)  General  commodities 
(except  those  of  unusual  value,  livestock. 
Classes  A  and  B  explosives,  and  house- 
hold goods  as  defined  by  the  Commis- 
sion), between  points  in  Cook  County, 
HI    on  the  one  hand.  and.  on  the  other, 
points  In  Lake  and  Porter  Coimties,  Ind., 
on  and  north  of  UJ3.  Highway  30  and 
between  points  in  Cook  County.  HI.,  on 
and  south  of  UJB.  Highway  34.  and  those 
in  Lake  County,  Ind.,  on  and  north  of 
U  S  Highway  30,  on  the  one  hand.  and. 
on  the  other,  points  in  Michigan,  on 
and  south  of  U.S.  Highway  12.    (2)  Gen- 
eral commodities,  except  those  of  un- 
usual value.  Classes  A  and  B  explosives. 
houB^old  goods  as  defined  by  the  Com- 
mission, commodities  in  bulk,  commodi- 
ties  reouiring  special  equipment,   and 
those    Injurious    or    contaminating    to 
other  lading,  between  points  In  Chicago, 
ni ;  and  between  Chicago,  HL.  on  the  one 
hand,  and,  on  the  other,  points  in  Illinois 
within  25  miles  of  Chicago. 

HEARINO:  April  26. 1962.  at  the  PaUn- 
er  House,  Qiicago,  ni.,  before  Exam- 
iner Lyle  C.  Parmer.  „,  .  „ 

No  MC  35628  (Sub-No.  242) .  filed  No- 
vember 13.   1961.     Applicant:    INTER- 
STATE MOTOR  FREIGHT  SYSTEM,  a 
corporation,  134  Grandville  SW..  Grand 
Rapids.    Mich.     Applicant's    attorney: 
Leonard  D.  Verdier,  Jr..  300  Michigan 
Trust  Building.  Grand  Rapids  2.  Mich. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  regular 
routes  transporting:  General  commodi- 
ties (except  Classes  A  and  B  explosives, 
household  goods  as  defined  by  the  Com- 
mission, and  commodities  in  bulk  (except 
scrap  metal  In  bulk),  serving  Stanley. 
Ky    as  an  oft-route  point  in  connection 
with  applicant's  regular-route  operations 
to  and  from  Owensboro,  Ky. 

HEARINO:  April  21,  1962.  at  the  VS. 
Court"  Rooms,  Louisville,  Ky..  before 
Joint  Board  No.  105.  or,  if  the  Joint 
Board  waives  its  right  to  participate,  be- 
fore Examiner  Henry  A.  Cockrum. 

"No  MC  SB320  (Sub-No.  8).  filed  De- 
cember 28.  1961.    Applicant:  CENTRAL 
MCyiOR  EXPRESS,  INC..  P.O.  Box  216. 
Campbellsville,  Ky.    AppUcant's  attor- 
ney: Robert  M.  Pearce.  221^Bt.  Clair 
Street.  Frankfort,  Ky.    Authority  sought 
to  <H>erate  as  a  common  carrier,  by  motor 
vehicle,  over  regular  routes,  transport- 
ing- General  commodities  (except  those 
of  unusual  value,  household  .eoo<^^^^ 
definedt>y  the  Commission,  commodities 
in  bulk  and  those  requiring  special  eqirip- 
ment) .    ( 1 )  Between  Campbellsville.  K^., 
and  Lebanon,  Ky.,  serving  all  intermedi- 
ate points  more  than  one  (1)  mUe  south 
of  Lebanon.  Ky.,  and  ofl-route  points 
within  three  (3)  mUes  of  that  part  of  the 
route  one  (1)   mile  south  of  I^anon, 
Ky  •  Prom  CampbellsvUle  over  Kentucky 
Highway  70  through  Elk  Horn  to  Manns- 
vUle-  thence  over  Kentucky  Highway  337 
to  junction  with  Kentucky  Highway  49; 
thence  over  Kentucky  Highway  49  to 
Lebanon.  Ky.,  and  return  over  the  same 
route       RESTRICTIONS:    No    service 
shall  be  rendered  between  Louisville,  K^.. 
and  its  commercial  rone  and  the  I^Juls- 
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ville.  ky..  gateway  on  the  one  hand,  and 
on  the  other,  Lebanon.  Kj.,  commerdw 
zone.    <2)  Between  Elk  Horn,  Ky..  and 
Columbia,  Ky.,  serving  all  Intennediate 
points  and  ofl-route  points  within  thr^ 
(3)  miles  of  the  described  route:  Prom 
Elk  Horn  over  Kentucky  Highway  76 
through    Knlfley '  and    Neatairflle    to 
Eunice;  thence  over  Kentucky  Highway 
206  to  Columbia  and  return  over  the 
same  route.    (3)  Between  Neatsvtlle.  Ky., 
and  Mannsville,  Ky..  servtog  all  ta^- 
mediate  points  and  ofl-route  points  wttn- 
in  three  (3)  miles  of  the  described  route: 
From  Neatsville  over  Kentucky  mghway 
206  to  its  jxmction  with  Kentucky  High- 
way 70;  thence  over  Kentucky  Highway 
70  through  Clementsville  to  Mannsrffle 
and  return  over  the  same  route.     <4) 
Between  Knifiey,  Ky.,  and  junction  .o£ 
Kentucky  Highway  551  with  Kentucky 
Highway  70  (near  Clementsville.  Ky.). 
senring  all  Intermediate  points  and  ofl- 
route  points  within  three  (3)  miles  of  the 
described    route:    Prom    Knlfley    over 
Kentucky  Highway  551  to  Jimctlon  eg 
Kentucky  Highway  551  with  Kentucty 
Highway  70  and  return  over^e  same 
route.    (5)  Between  Campbellsville,  Ky., 
and  Hodgenville.  Ky..  serving  all  inta- 
mediate    points    and    hff-route    potate 
within  three  (3)  miles  olsUie  described 
route  and  serving  Hodgenville  for  pur- 
poses of  joinder  only:  Prom  Camptoeite- 
vUle   over  Kentucky   Highway  210   to 
Hodgenville  and  return  over  ttie  saine 
route.     (6)  Serving  as  ofl-route  points 
in  connecUon  with  carrier's  authorired 
routes  to  and  from  CampbellsvUle  and 
Columbia.  Ky..  all  points  in  Ada^and 
Taylor    Counties.    Ky.     (7)     Between 
Springfield.  Ky..  and  High  OravtJ^" 
serving  no  intermediate  points  and  serv- 
ing Springfield  and  High  Grove  for  pur- 
poses of  joinder  only,  as  an  alternate 
route  for  operating  convenience:  Rrom 
Springfield  over  UJB.  Highway  150  to 
Bardstown;  thence  over  U.S.  Highway 
31E  to  High  Grove,  and  return  oyer  the 
same  route.     (8)    Between  Bard^o^ 
Ky    and  Buflalo,  Ky.,  serving  no  Inter- 
mediate points  and  serving  Bwdstown 
and  Buflalo  for  purposes  of  joinder  only, 
as  an  alternate  route  for  operating  oot- 
venience:    From   Bardstown  o^^^yf- 
Highway   31E   through  HodgMXvme  to 
junction    wiUi    Kentucky    Highway    61 
(approximately  tiuree  (3)  raOeejoixQi^ 
Hodgenville);    thence    over    Kentucky 
Highway  61  to  Buflalo.  and  return  over 

the  same  route.  ,    .^„„     *  *»,«  -n  c 

HEARING:  April  11,  1962.  at  the  U.S. 
Court    Rooms.    Louisville,    p.    before 
Johit  Board  No.  105.  or.  if  the  Joint 
S«Td^Sves  its  right  to  participate, 
before  Examiner  Henry  A.  Coctaum._^ 
No.  MC  39871  (Sub-No.  H^^f^^*^ 
uary  9.  1962.    Applicant:  lOJWARDBL 
HOWEY,  doing  business  as  HOwbitb 
EXPRESS.   666   Tatum   Sfa^eet.  Wood- 
bury N.J.    Authority  sought  to  operate 
as  a'common  carrier,  by  motor  veWcte. 
over     irregular     routes,     t^^^P"*^' 
General  commoditkjs.  (except  commode 
ties  of  unusual  ^ralue.  Classes  A  juod  B 
explosives,  household  80oJ,  "  *«™f 
by  the  Commission,  commodltlestobulk, 
and  those  requiring  special  «««»*««»*>• 
from  PhUadelphla.  Pa.,  to  points  to  Sa- 
lem County,  N.  J. 
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HEARINO:  April  18.  1962,  in  Room 
300.  U.8.  Custom  Building,  Second  and 
Chestnut  Streets,  Philadelphia,  Pa.,  be- 
fore Xxamlner  James  Anton. 

No.  MC  42201  (Sub-No.  63),  filed  Feb- 
ruary 13,  1862.  AppUcant:  LANOER 
TRANSPORT  CORP.,  Route  1,  Foot  of 
Danforth  Avenue,  Jeraey  City,  N.J.  Ap- 
plicant's attorney:  Daniel  J.  Sweeney, 
140  Cedar  Street  New  York  6.  N.Y.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  (1)  Chemicals,  in 
bulk,  in  tank  vehicles,  from  the  plant 
site  of  B.  P.  Goodrich  Company,  approx- 
imately 13  miles  east  of  Fort  Wayne, 
Ind.,  in  Milan  Township,  Allen  County, 
Ind.,  to  points  in  Illinois.  Michigan. 
Ohio.  West  Virginia,  and  Wisconsin :  and 
(2)  Rett&ned  and  rejected  shipments  at 
the  above -specified  commodities,  from 
points  in  Illinois,  Michigan,  Ohio,  West 
Virginia  and  Wisconsin,  to  the  plant  site 
of  B.  F.  Goodrich  Company,  approxi- 
mately 13  miles  east  of  Port  Wayne, 
Ind.,  in  Milan  Township,  Allen  County, 
Ind. 

HEARINO:  March  13.  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington,  D.C..  before  Ex- 
aminer Samuel  Horwich. 

No.  MC  52458  (Sub-No.  162) .  filed  De- 
cember 20,  1961.  Applicant:  T.  I.  Mc- 
CORB«ACK  TRUCKING  COMPANY. 
INC..  U.S.  Route  9,  Woodbrldge.  N.J 
Applicant's  attorney:  Chester  A.  Zyblut, 
1700  K  Street  NW..  Washington  6.  DC. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Chemicals 
and  washing  compounds,  in  bulk,  in  tank 
vehicles,  from  the  site  of  the  Stepan 
Chemical  Company  plant  located  at  or 
near  Millsdale,  HI.,  to  points  in  Connec- 
ticut, Indiana,  Kansas,  Kentucky.  Mary- 
land, Massachusetts,  Michigan.  Missouri. 
New  Jersey.  New  York.  Ohio.  Pennsyl- 
vania, Rhode  Island,  South  Carolina. 
West  Virginia,  and  Wisconsin,  and  re- 
jected shipments  of  the  above-specified 
commodities,  on  retxim.  RESTRIC- 
TION: AppUcant  states  the  proposed 
operation  shall  not  be  joined  or  tacked 
to  any  existing  authority. 

HEARINO:  April  24.  1962.  at  the 
Ps^er  House.  Chicago.  Ill .  before  Ex- 
amlner  Lyle  C.  Farmer. 

No.  MC  52669  (Sub-No.  6)  (CORREC- 
TION), filed  October  25.  1961.  published 
FnuiAi.  RsGZsm,  Issue  of  January  31. 
1962.  and  republished  as  corrected,  this 
issue.  Applicant:  CARO<X:aRE 
TRANSPORTATION  COMPANY.  IN- 
CORPORATED. 522  Nance  Street.  Rocky 
Mount.  N.C.  Applicant's  attorney;  Mil- 
ton P.  Fields.  P.O.  Box  725,  Rocky  Mount. 
N.C.  The  purpose  of  this  republication 
is  to  show  that  the  materials,  supplies 
and  equipment  are  those  used  in  the 
handling,  marketing,  packing,  prizing. 
redrylng.  shipping  and  storing  of  UN- 
MANUFACTURED tobacco. 

HEARING:  Remains  as  assigned 
March  7.  1962,  in  the  Conference  Room. 
Heart  of  Raleigh  Motel.  227  East  Eden- 
ton  Street,  Raleigh.  N.C,  before  Exam- 
iner A.  Lane  Cricher. 

No.  MC  57239  (Sub-No.  7) .  filed  De- 
cember 18,  1961.  Applicant:  RENNER  S 
EXPRESS.  INC .  1350  South  West  Street. 


NOTICES 

P.O.  Box  613,  Indianapolis,  Ind.  Appli- 
cants attorney:  Louis  E.  Smith.  511 
Pidehty  Building.  Indlanapoli«t  4,  Ind. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  a 
regular  route,  transporting:  General 
commodities,  including  articles  of  un- 
usual value.  Classes  A  and  B  explosives, 
household  goods  as  defined  by  the  Com- 
mission, commodities  in  bulk,  and  those 
requiring  special  equipment,  between 
Muncie,  Ind  .  and  New  Castle.  Ind..  over 
Indiana  Highway  3,  serving  no  Inter- 
mediate points,  restricted  to  shipments 
having  either  an  immediately  prior  or  an 
immediately    subsequent    movement    by 

rail. 

HEARING  March  16,  1962.  in  Room 
908,  Indiana  Public  Service  Commission. 
New  State  OfRce  Buildmg,  100  North 
Senate  Avenue,  Indianapolis.  Ind  .  be- 
fore Joint  Board  No.  72.  or.  if  the  Joint 
Board  waives  its  right  to  participate, 
before  Examiner  Rcece  Harrison. 

No  MC  61825  i  Sub-No  24  >.  filed  Feb- 
ruary 5.  1962.  Applicant  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Bo;t 
385,  CoUinsville.  Va.  Applicant's  attor- 
ney: Spencer  T.  Money.  Mills  Building, 
Washington.  DC.  Authority  sought  to 
operate  as  a  commori  earner,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: ta*  Glass  containers  and  closures 
for  glass  containers,  fibrebaard  boxes 
and  parts  when  shipped  with  glass  con- 
tainers, not  to  exceed  ten  percent  dO'^f  > 
of  total  weight  of  shipment,  from  Kane 
<McKean  County".  Knox  (Clarion 
County.  Marienville  (Forest  County), 
Parkers  Landing  'Armstrong  County), 
and  Sheffield  (Warren  County) .  Pa.,  and 
Gas  City  (Grant  County).  Ind..  to 
points  in  North  Carolina.  Virginia,  and 
the  Ehstrict  of  Columbia;  (b)  cartons, 
equipment,  machinery,  materials,  in- 
cluding packaging  materials  and  raw 
materials  entering  into  manufacture  or 
packaging  of  glass  containers,  from 
points  m  North  Carolina.  Virginia  and 
the  District  of  Columbia  to  origin  points 
named  in  (a>  above,  traversing  Mary- 
land, Ohio,  and  West  Virginia  for  oper- 
ating convenience  only;  and  <c)  empty 
containers  or  other  such  incidental  facil- 
ities mot  specified),  used  in  transport- 
ing the  above-described  commodities,  on 
return. 

Note  Applicant  states  that  Mr.  Roy  Stone. 
it^  president,  is  a  minority  stockholder  In 
R  P  Thomas  Trucking  Company.  Martins- 
ville. Va 

HEARING  April  2.  1962.  at  the  Offices 
of  the  Interstate  Commerce  Commission. 
Washington.  DC,  before  Examiner 
Alton  R.  Smith. 

No.  MC  66562  (Sub-No  1866)  (COR- 
RECTION", filed  December  15,  1961. 
published  Federal  Register,  issue  of 
January  4.  1962.  corrected  February  13, 
1962,  republished  as  corrected  this  Is- 
sue. Applicant:  RAILWAY  EXPRESS 
AGENCY.  INCORPORATED,  219  E:ast 
42d  Street.  New  York  17.  NY.  Appli- 
cant's attornev:  William  H.  Marx  (same 
as  above*.  The  purpose  of  this  republi- 
cation is  to  correct  paragraph  (2)  of  the 
subject  application,  which  was  incor- 
rectly shown  in  previous  publication. 
The  authority  sought  correctly  reads: 
"Also  from  Junction  U.S.  Highway  2  and 


Maine  Highway  157,  over 
way  157.  to  Mlllinocket,  Maine. 
turn  over  the  same  route." 

Note      Notice  of  flllng  of  th* 
was  originally  published  aa  a  mattw^ 
handling  without  oral  hearing  wati 
The  proceeding  hus  been  aaalgnafl 
InK  ni  a  time  and  place  to  b«  latar 

No   MC  75317  (Sub-No.  12), 

uary    29,    1962.      Applicant:    C 

DISPATCH.  INC.,  New  Market  aH. 
South  Plainfleld.  N.J.     AppUeaBfe^ 
resentative:     Bert    Collins,    140 
Street.    New    York    6,    N.Y. 
sought  to  operate  as  a  contra^  . 
by  motor  vehicle,  over  irregular 
transporting:    d)    Mineral  wool  o5 
slag  and  glassK  Mineral  loool  tn^^ 

and  building  and  industrial  

from  South  Plainfleld.  (MiddlsHsl 
ty  • .  N.J..  to  points  in  McKean, ' 
Clearfield.  Cambria.  Somerset, 
Forest.  Elk,  Jefferson,  Indiana, 
moreland.  Fayette,  Greene.  ~ 
Allegheny,  Armstrong.  Clarion,  Vt_ 
Eric,  Crawford.  Mercer,  lAwicnoe, 
ler  and  Beaver  Counties,  Pa.,  polBlii  hi 
Allegany  and  Garrett  Counties,  lll,a| 
points  in  Virginia.  West  Vlrglnk,  mi 
Maine;  (2)  materials  and  svpfHcTMl 
in  the  manufacture,  distribmtkm  a| 
packaging  of  the  above  commoiUlm,m- 
cept  liquid  conunodities.  in  bulk,  ki  \mk 
vehicles,  from  the  above-descrlbad  doH* 
nation  territories  to  South  PlatadkM, 
N.J.;  and  (3)  returned,  rejected  or  itm- 
aged  shipments  from  thei 
destination  territories  to  South 
field.  N  J. 


/,  February  28,  1962 

Applicant:     BAY     AND     BAY 
*^*CO    INC..  315  Ninth  Ave- 
„   Minneapolis.  Minn.    AppU- 
S)mey:    Earl    Hacking,    1121 
S?Sth     Street,     MlnneapoUs. 
rL  InsUnt  appUcatlon  was  the 
is  consolidated  hearing  InvolT- 
ilr  ftPPhcaUons,  heard  February 
_.  S  liinneapolis,  Minn.,  Hearing 
»^^^  Henry  C.  Darmstadter,  pre- 
Notice  of  the  filing  of  the  appU- 
^  previously  published  in  the 
L  WcisTEK.     At  the  hearing,  the 
of    the    authority    sought    was 
As   amended,   the   proposed 
JOB    are    as    follows:    Authority 
to  operate  as  a  common  carrier, 
vehicle,  over  Irregular  routes. 
,ng        Fertilizer      compounds 
-tured    fertilizers),    urea,    am- 
'nitrate   fertilizer,   and  sitper- 
uu  from  Port  Carglll,  Minn.,  and 
i^  wSiln  one  mile  thereof,  to  polnU 
jKn     Minnesota.    North    Dakota. 
Unakota.  Wisconsin,  and  Nebraska, 
^wgtMmed  and  rejected  shipments  of 
Jf^^e-specified     commodities,     on 


■■  Tbe  amendment  removes  the  reatrlc- 
^  tbe  commodities  as  previously  pub- 
iTofl  *<ld8  the  SUte  of  Nebraska  as  a 
n  State.     Any  person   or   peraons 

nt  have  been  prejudice*  by  the  ^- 
MB  of  the  amendment,  may.  within  80 
ftom  the  date  of  this  publication  In  the 

ItocisTra.  file  an  appropriate  plead- 


N<  >TE      Applicant  states  that  tha 
will  he  limited  to  transportation 
formed  under  a  continuing  contrMi  • 
tr-»ct.s  with  the  United  States  OTpaOi 
puny    of    Chicago.    111.      Applicant 
st.-\tes   that  It  presently  holds  oontoMt 
thorlly    in   Delaware.    District  of 
Baltimore,   Md  ,    21    Maryland   OOUDtta^  mi 
43  Penn-sylvanla  counties. 

HEARING:  April  20.  1962.  tt  Ml 
Broadway.  New  York,  N.Y..  before  ll* 
aminer  James  Anton. 

No.  MC  82492  (Sub-No.  12). ffljed Octo- 
ber 23,  1961.  Applicant:  MICHIQAll  t 
NEBRASKA  TRANSIT  CO.,  WCh  !• 
Monroe  Avenue  NW.,  Grand 
Mich.  Applicant's  attorney:  L.  P. 
ardson.  Michigan  National  Tow«r, 
sing  8.  Mich.  Authority  sought  to  < 
ate  as  a  common  carrier,  by 
hide,  over  irregular  routes. 
Cereal  food  preparations,  bakert 
and  baby  pants,  from  Fremont,!!! 
points  in  Iowa  and  Nebraska,  and  !»• 
jected  and  returned  shipments  fli  ttt 
above-specified  commodities,  on  xtAMB- 

Note  Applicant  sUtes  the  propowd  MW- 
ice  will  be  restricted  to  transporflUa  m 
these  commodities  when  n^ovlng  In 
shipments  with  an  Incidental  to  ttam 
lion  of  commodities  authorlaed  In 
cant  9  presently  held  certificates  sutb 
service  from  Fremont,  Mich.,  to  pdnti  ■ 
Iowa  and  Nebraska 


HEARING:  April  25.  1962,  at  the 
eral  Building.  Lansing,  Mich.,  bdofi 
aminer  Prank  J.  Mahoney. 

No.  MC  87231  (Sub-No.  15)  (1 
LICATION»,  filed  November  H  »»• 
published  Federal  Register.  Issue  «<»► 
cember  20,    1961,  and  repubUihid  «■• 


■ol  MC  94704  (Sub-No.  2) .  filed  Jan- 
mt  17.  1982.  Applicant:  WALTER 
SbOTH,  doing  business  as  NEU- 
SKr TRUCK  LINE.  Conrad.  Iowa. 
it's  representative:  William  A. 
1307  East  Walnut  Street.  Des 
16,  Iowa.  Authority  sought  to 
Ma  common  carrier,  by  motor 
IB,  over  irregular  routes,  transport- 
||:  Uoestock  and  poultry  waterers. 
mi  ktdrants.  and  pig  warmers,  from 
Oand,  Iowa,  to  points  in  Illinois.  Indl- 
ML  Kansas,  Michigan,  Minnesoto,  Mls- 
•■1.  Nebraska,  North  DakoU,  Ohio, 
Mtti  Dakota,  and  Wisconsin. 

EEARING:  April  17,  1962,  In  Room 
m  Old  Pederal  Office  Building,  Ftfth 
ad  Court  Avenues.  Des  Moines,  Iowa, 
Mm  Examiner  Lyle  C.  Farmer. 

Mo.  yc  95540  (Sub-No.  401) ,  lUed  Peb- 
mn  14  1962.  Applicant:  WATKINS 
MOTOR  LINES.  INC..  Albany  Highway, 
IkBMville.  Ga.  Applicant's  attorney: 
W.  Acklie,  Box  2041.  Lincoln, 
Authority  sought  to  operate  as  a 

n  carrier,  by  motor  vehicle,  over 

knvniar  routes,  transporting:  Meat, 
wit  products,  and  meat  by-products. 
Mry  products,  and  articles  distributed 
If  meat  packinghouses  as  described  In 
flfptnijl'^  I  to  descriptions  in  Motor  Car- 
mn  Certificates  61  M.C.C.  209,  from 
IniiWton,  Nebr.,  to  points  in  the  United 
■Mas  (except  Hawaii) . 

BEARING:  March  29,  1962,  at  the 
■old  Sheraton  Pontenelle,  Omaha, 
■*r.,  before  Examiner  Armln  O. 
ChBoit. 

Ha. MC  95540  (Sub-No.  402) ,  filedFeb- 
nvy  15,  1962.  Applicant:  WATKINS 
MOrrOR  LINES,  INC.,  Albany  Highway, 
IkDmMvllle  Ga.  Applicant's  attorney: 
H.  Blackshear,  GalnesvUle,  Ga. 
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Authority  sought  to  (H>erate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  trmnaporttng:  Frozen  foods  from 
points    in    Connecticut    to    points    in 

norkla< 

HEARINO:  AprU  2, 1962.  at  the  Offices 
of  the  Interstate  Cwnmerce  Commission, 
Washington.  D.C.,  before  Examiner  Al- 
fred B.  Hurley. 

No.  MC  96448  (Sub-No.  7) ,  fUed  Janu- 
ary    16,     1962.       AppUcant:     BROOK 
LEDOE.  INC..  943  Amboy  Avenue,  Fords 
NJ      Applicant's  representative:    Bert 
Collins,  140  Cedar  Street.  New  York  6, 
NY     Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:    Horses 
(Other   than    ordinary    Uvestock),    and 
equipment  and  paraphernalia  incidental 
to  the  transportation,  care,  and  display 
of  such  horaes,  (a)   Between  points  in 
Florida,  Georgia.  Illinois.  North  Carolma. 
South  CaroUna.  Michigan.  Maine,  New 
Hampshire,     Vermont,     Massachusetts, 
Connecticut,  Rhode  Island,  New  York, 
New    Jersey,    Pennsylvania,    Delaware, 
Maryland.  Virginia.  West  Virginia,  Ken- 
tucky Ohio.  Indiana,  and  the  District  of 
Columbia,  on  the  one  hand,  and,  on  the 
other  points  in  Missouri,  Kansas.  Okla- 
homa Texas.  New  Mexico,  and  Arizona, 
and    (b)    Between  points   In   Missouri, 
Kansas.  Oklahoma,  Texas,  New  Mexico. 
and  Arizona. 

Now:  Applicant  states  It  Is  presently 
operating  between  points  In  the  States  of 
oSnnectlcut.  Delaware.  Florida.  Georgia. 
IlUnoU.  Indiana.  Kentucky,  Maine.  Mary- 
land llaaaachiMetts.  Michigan,  New  Hamp- 
rtilre".  New  Jersey.  New  York.  North  Carolina 
Ohio.  Pennaylvanla.  Rhode  IsUnd.  South 
Caroilna.  Vermont.  Virginia.  West  Virginia. 
and  the  District  of  Columbia 


HEARING:  April  16,  1962,  at  346 
Broadway.  New  York.  NY.,  before  Exam- 
iner James  Anton. 

No  MC  100598  (Sub-No.  3) .  filed  Feb- 
ruary   1.    1962.     AppUcant:    CHARLES 
KOTZE    2428  Merrick  Road.  Bellmore, 
NY       AppUcant's     attorney:     Martin 
Werner,  2  West  45th  Street,  New  York 
36  N  Y     Authority  sought  to  operate  as 
a  contract  carrier,  by  motor  vehicle,  over 
irregular  routes,   transporting:    Rubber 
tires  and  tubes,  from  the  warehouse  site 
of   The  Kelly-Springfleld  Tire   Co.,   m 
Lodi.  N  J.,  to  New  York,  N.Y.,  and  poii^ 
in  Nassau  and  SuffoUc  Counties.  N.Y., 
and  returned,  refused  and  rejected  ship- 
menU   of   rubber   tires   and   tubes,   on 
return. 

NOW  Applicant  states  the  proposed  opera- 
tion wUI  be  under  a  continuing  contract  or 
contracts,   with   The  Kelly-Sprlngfield   Tire, 
Co..  Lodl.  N.J. 

HEARING:  March  30.  1962.  at  the  Of- 
fices of  the  Interstate  Commerce  Com- 
mission, Washington.  D.C.,  before 
Examiner  Abraham  J.  Essrick. 

No  MC  103880  (Sub-No.  242),  filed 
December  28.  1961.  AppUcant:  PRO- 
5^U3  TRANSPORT.  INC.,  224  Buf- 
falo Street.  New  Buffalo,  Mich.  Appli- 
Snfs  attorney:  David  Axelrod.  39  South 
La  Salle  Street.  Chicago  3.  ni.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  lrreg\Uar  routes, 
transporting:  Chemicals  and  w(uhmg 
compounds,  in  bulk.  ^  ^«*  ^^^^?^<=/,^; 
from  the  plant  site  of  Stepan  Chemical 
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Company,  located  at  or  near  Millsrtrig. 
HI  to  points  in  Oonneetleut.  "K/mtntrnj,  , 
Michigan.  New  York.  Rhode  Idand.  Wert 
Virginia.  Indiana.  Maryland.  Iflssoun, 
Ohio,  South  CaroUnla.  Wisconsin,  Kan- 
sas. Massachusetts,  New  Jersey,  and 
Pennsylvania. 

Nan:  AppUcant  states  that  It  Is  not  aeek- 
ing  to  Join  or  tack  the  authority  requeued 
herein  with  any  of  its  existing  authcwlty. 

HEARING:  April  24.  1962.  at  toe 
Palmer  House,  Chicago,  HI.,  before  Ex- 
aminer liyle  C.  Parmer.  ^,  ^  «,     ''- 

No  MC  104960  (Sub-No.  28),  filed  De- 
cember 18,   1961.     AppUcant:   MOTOR - 
FUEL  CARRIERS.  INC..  404  Elm  Avenue 
(PO  Box  2288) .  Panama  City.  Fla.    Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  P«trol«t«.  petro- 
leum     products     and     petroleum     OV- 
products.  in  bulk,  in  tank  v«*icles,  from 
the  terminal  site  of  the  Tenneco  Oil 
company  (formerly  Bay  Petroleum  Cor-. 
poration) .  Bay  County,  Pla.,  to  Pototsln 
South  GaroUna  and  points  In  Oec^Eia 
more  than  175  miles  from  Panama  City. 
Fla  •  and  rejected  shipments  on  return. 
HEARING:  March   13.   1»62.  at  the 
Mayflower  Hotel,  Jai^pnvlUe  Pla.^ 

fore  Joint  Board  No.  864.  «•  «  ^^.''^ 
Board  waives  its  right  to  participate,  be- 
fore Examiner  A.  Lane  Crich&r. 

No  MC  106456  (Sub-No.  37) ,  filed  Jan- 
uary 3  1962,  published  PtoEEAL  R»asT». 
■S^e%f  Jan'SSiry  J7    19«2^  rgg^ 
lished,  this   issuer    AppUcwat.   SOTHl 
SERVICE    MOTOR    PREIOHT    TOM- 
PANY,  INC..  Box  180,  Pesder  lAne.  Narii- 
ville  Tenn.   AppUcant's  attorney :  James 
S   Browder,  bJ«  180,  NashviUe^  Tenn. 
HEARINO  INFORMATION:  Jhe  sub- 
ject application  previously  scheduled  for 
hearing   April   19.  1962    has  been  ad- 
vanced to  March  16.  1962,  at  the  M  d- 
land  Hotel,  Chicago,  111.,  before  Joint 
Board  No.  149.  ..,  ^  «_ 

NO.  MC  107012  (Sub-No.  «).  AJ^J.^   . 
ppmber   11    1961.     Applicant:    NORTH 

SS?^cXn  van  lines.  INC  P.a  box 

988  Ftort  Wayne,  Ind.  Authori^sought 
to  operate  as  a  common  carrier,  m 
motor  vehicle,  over  i^egular  .rout^, 
transporting:  Pianos,  ^ncrated,  from 
Bluffton,  Ind..  to  points  in  the  United 

HEARING:  AprU  13,  1962,  in  Room 
908,  Indiana  Public  Service  Commlsdon. 
New   State   Office  Bullduig    100  Nortii 
Senate  Avenue,  Indianapolis,  Ind.,  be- 
fore Examiner  Prank  J- Ma^^o^f    _,   . 
No    MC    107323    (Sub-No.   S7)     filed 
January  29,   1962.     AppUcimt:    OUAJ- 
Sro  TRANSPER  COMPANY,  a  cojpo- 
ration.  21  West  Sheridan,  ^^n^nt  Midi. 
AppUcant's  attorney:  J.  M.  «^*?' J^I 
»fichlgan  Trust  Building  Grand  Rjglds 
2  Mich.    Authority  sought  to  operate  as 
a'  common  carrier,  by  motor  vdUcle.  oyer 
irregular     routes,     txansporting:      (1) 
Animal,  fish  and  poultry  feed.  *«*»«*- 
cides  fungicides  and  animal  medicines 
from'  Bloomington.  HL,  and  Davenport. 
Iowa,  to  points  in,  Michigan,  and  «> 
animal,  fish  and  poultry  feed  and  dam- 
aged ond  rejected  shipmenU.  oaj»^^ 
HEARINO:  April  23. 1962,  at  the  Fed- 
eral BuUding.  Lansing  Mich.,  before  Ek- 
aminer  Prank  J.  Mahoney. 
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Ho.  MC  lin403  (8ub-No.  381).  filed 
F«mmz7  14.  It62.  AppUcMit:  E. 
BROOKS  UATLkCX,  WC..  tSd  and 
Arch  BtneU.  PWliidelphl*  4.  P*.  Au- 
thority Booi^t  to  opente  u  a  common 
carrier,  by  motor  veWde.  cmr  Irregular 
routes,  transporting:  Liquefied  petro- 
leum gas.  In  bulk,  in  tank  Tehldes.  from 
the  plant  site  of  the  Century  Refining 
Company,  at  or  near  New  Baltimore. 
Mich.,  to  points  in  Indiana  and  Ohio. 

Mote:  AppUoant  hM  oontrmct  earrter  au- 
thority under  MC-117«7  and  Suba  tberetm- 
der.  ttoeniof,  dual  operatiooa  may  b«  In- 
vtHvad.  It  la  furttier  notad  that  common 
control  may  tM  Involvad. 

•  HEARING:  April  18.  1962.  at  the  Mid- 
land Hotel.  Chicago,  m..  before  Joint 
Board  No.  9.  ^,  ^ 

No.  MC  107496  (Sub-No.  223  >.  filed 
December  28.  1961.  Applicant:  RUAN 
TRANSPORT  CORPORATION.  408 
Southeast  30th  Street.  Des  Moines.  Iowa. 
Applicant's  attorney:  H.  L.  Pabritr 
(same  as  applicant) .  Authority  sought 
to  operate  as  a  cotnmon  carrier,  by 
motor  Tehlde.  over  irregular  routes. 
transporting:  Orofts  fumioant  (agrlcul- 
tm-al  insecticide),  in  bulk,  in  tank 
Trtiicles,  from  Des  Mcrines.  Iowa,  to 
ptrtnts  In  Minnesota,  Missouri,  and  North 
Dakota. 

Nora:  Common  control  may  be  Involved. 
It  la  fnrther  noted  that  appUcant  has  oon- 
traet  autbortty  under  MC  11913S  and  Sube 
theraandw.  therefore,  dual  operaUonx  may 
tM  InvolvwL 

HSARINO:  AprU  16,  1962.  in  Room 
401.  Old  Federal  Office  Building,  Fifth 
and  Court  Arenues;  Dea  Moines.  Iowa, 
before  »^*w»inpr  Lyie  C.  Farmer. 

Na  MC  109435  (Sub-No.  23  >.  filed 
January  29.  1962.  Applicant:  ELLS- 
WORTH BROS.  TRUCK  LINE.  INC. 
Drawer  J.  Stroud,  Okla.  Applicants  at- 
torneys. Lybrand  and  Morgan.  443 
American  National  Building,  Oklahoma 
City,  Okla.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle. 
over  Irregular  routes,  transporting:  Ce- 
ment, m  bulk,  from  Conway.  Ark.,  to 
missile  sites  at  or  near  Albion,  Antioch, 
Blackwell.  Center  Hill.  Greenbrier.  Hol- 
land. Mount  Vernon,  Pearson,  Plainvlew, 
Flumervllle,  Quitman,  East  Rose  Bud, 
St.  Vincent,  Springfield,  Velvet  Ridge. 
Spring  HIH,  Southside.  and  Jimctlon  of 
Highways  65  and  25.  Ark. 

Non:  AppUcant  sUtca  t2iat  Pryor.  Okla  , 
la  tba  origlnatlnc  point  for  the  shipments 
Ami  they  will  move  by  rail  to  Conway,  Ark  . 
where  they  will  be  tranaferred  to  motor 
vehicles  and  moved  to  the  destination  points 
In  Arkanaas.  the  movements  being  con- 
tlniiooa  (ram  Pryor  to  ttie  mlaslle  sites,  with 
no  iB-translt  storage. 

HEARING:  AprU  20.  1962,  at  the  Ar- 
kansas Commerce  Commission.  Justice 
Building.  State  Capitol.  Little  Rock. 
Ark.,  before  Joint  Board  No.  215.  or,  if 
the  Joint  Board  waives  its  right  to  par- 
ticipate, before  Examiner  Henry  A. 
Coekrtmi. 

No.  MC  109478  (3ub-No.  47) .  filed  De- 
cember 26.  1961.  AppUcant:  WORSTER 
MOTOR  LINES.  INC..  East  Main  Road. 
RJ>.  No.  1,  North  Bast.  Pa.  AppUcant's 
attorney:  William  W.  Knox.  23  West 
10th  Street.  Erie.  Pa.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
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vehicle,  over  irregxilar  routes,  transport- 
ing:   (I)    Canned  or  frozen   fruit  and 
vegetable  concentrates  and  essences  and 
fruit  juice  and  vegetable  juice  concen- 
trates and  essences  from  North  East.  Pa.. 
and  points  in   that   portion  of  Chau- 
tauqua  County.   NY.,   within   five    (5) 
miles  of  the  shore  of  Lake  Erie,  to  points 
in   Massachusetts.    Connecticut.   Rhode 
Island.  New   York.   New   Jersey.  Penn- 
sylvania.    Delaware.     Maryland.     West 
Virginia,  and  the  District  of  Columbia. 
(2)    Grave  juice   concentrate   and    es- 
sences,  tomato    juice   concentrate   and 
essences,  frozen  fruit  juice  concentrates 
and   essences   and  frozen   tomato  juice 
concentrate   and   essences    from   North 
East,  Pa.,  and  Westfleld.  Brocton.  and 
Silver  Creek.  NY.,  to  poinU  in  Indiana 
and  Illinois.   (3)  Fruit  juice  concentrates 
and  essences  and  vegetable  juice  concen- 
trates and  essences  fa)   from  points  in 
Erie  County.  Pa.,  to  points  in  New  York 
and  Ohio  and  <b)  from  points  in  Chau- 
tauqua and  Erie  Counties.  NY.  to  points 
in  Pennsylvania  and  Ohio.     (4)   Frozen 
fruit  juice  concentrates  and  essences  be- 
tween Erie   and   North   East.    E*a..   and 
Brocton.    SUver   Creek,    and    Westfleld, 
N.Y.,  on  the  one  hand,  and  on  the  other, 
points  in  the  lower  peninsula  of  Michi- 
gan.    <5)   Fruit  juice  concentrates  and 
essences  and  frozen  fruit  juice  concen- 
trates and  essences  from  Geneva.  Ohio, 
to  points  in  New  York  (except  New  York 
City),  Pennsylvania.  New  Jersey.  Mary- 
land,   Illinois,    Indiana.   Delaware,    the 
lower  peninsula  of  Michigan,  and  the 
District  of  Columbia.     (6)  Frozen  foods 
from  Geneva.  Ohio,   to  points  in  New 
York  (except  Auburn.  Binghamton.  Cort- 
land. Elmira,  Geneva,  Ithaca,  Endlcott. 
Johnson   City.    Oneonta.    Oswega.    Ro- 
chester. Rome.  Schenectady.  Syracuse. 
Utica  and  points  on  and  south  of  a  line 
from  Glenn  Falls.  NY.,  to  the  Vermont - 
New  York  State  line,  due  east  of  Glenn 
Palls    and  on  and  east  of  a  line  from 
Glenn  Falls  along  U.S.   Highway  9   to 
Albany,   and  thence   along  U3.   High- 
way   9-W    to    New    York    City,    and 
points  in  the  New  York.  NY.,  commercial 
rone),   points  in   Pennsylvania   (except 
points   in   the  PhUadelphla.   Pa.,   com- 
mercial zone),   in  New   Jersey    (except 
points  in  the  New  York.  NY.,  commercial 
zone),    in   Maryland.   Illinois.   Indiana, 
Delaware,  the  lower  peninsula  of  Mich- 
i«ran,  and  the  District  of  Columbia. 

Note:  AppUcant  states  that  Its  president. 
David  B.  Worster,  with  others,  has  been  au- 
thorized by  ICC.  to  assume  conUol  of  McK.ny 
and  MacLeod  Corp.  (MC  80413)  and  F.D 
McKay,  Inc    (MC-97496). 

HEARING:  April  19.  1962.  at  the  Hotel 
Buffalo.  Washington  and  Swan  Streets, 
Buffalo.  NY.,  before  Examiner  John  L. 
York. 

No.  MC  109370  (Sub-No.  1),  filed 
January  2«.  1962.  Applicant:  PAUL  L. 
HUNTER  AND  FRANCIS  C.  HUNTER, 
doing  business  as  HUNTER  MOVING 
AND  STORAGE,  a  partnership.  95  South 
Main  Street.  Union  City,  Pa.  Appli- 
cants attorney:  William  W.  Knox,  23 
West  10th  Street.  Erie,  Pa.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  New  furniture  uncrated 
and   turned   wood   stock   uncrated   and 


crated,  from  Union  City.  Pa^  ||> 
in  Illinois.  Indiana.  Maryland.'" 
New  Jersey.  New  York.  Ohio. 
ware,  and  empty  containers  or  ^^^^ 
incidental  facilities  (not  fTtfltit) 
in    transporting    the    above    ' 
commodities,  on  return. 
HEARING:  April  20,  1962.  at  tte 
Buffalo.  Washington  and  Swana  *   ,,„ 
Buffalo,  NY.,  before  Examiner  Mak 
York. 

No.  MC  109767  (Sub-No.  2).fllii 
vember    29.     1961.      Applicani 

GULP  AND  ROY  CULP,  i 

doing  business  as  CULP  BROS..  _ 
1.  Remington.  Ind.  AppUcanl't 
ney :  John  E.  Lesow,  3737  North"" 
Street.  Indianapolis  8,  Ind.  ,_ 
sought  to  operate  as  a  comauMi 
by  motor  vehicle,  over  irregular 
transporting :  Fertilizer  asid  ft 

gredients.    from    Remington.  

points  within  a  ten  mile  rading  of  ii^ 
ington,  Ind..  to  points  within  a  SI  i^ 
radius  of  RemUigton.  Ind..  kMMI  M 
Illinois.  Oliio.  and  Michigan,  satr^ 
jected  shipments,  on  return. 

HEARING:  April   12.   1962.  In  B^ 
908.  Indiana  Public  Service  Coma 
New   State   Office  Building,  188 
Senate  Avenue,  Indianapolis,  bd. 
Examiner  Frank  J.  Mahoney. 

No.  MC  110393  (Sub-No.  8),fflitS^ 
cember  18,  1961.  AppUcant: 
POOD  EXPRESS.  INC..  27H 
Street  Road,  Louisville.  Ky. 
attorney:  Rudy  Yessin,  Sixth FIoar.H^ 
dure  Building,  Frankfort^  Ky.  Ah 
thority  sought  to  operate  as  a 
carrier,  by  motor  vehicle,  a 
routes,  transporting:  Dairy 
empty  containers  or  other 
dental  facilities  (not  speciflad) .  «■!  k 
transporting  the  above-spedflad  iM* 
modity,  between  Springfield.  Ky.,  01  fti 
one  hand,  and,  on  the  other.  polBli  k 
Alabama.  Florida,  Georgia.  tsT 
Louisiana,  Maryland.  MlMlMlppi. 
Jersey,  New  Vork.  North  CaroHm, 
Pennsylvania,  South  Carolina,  Ik 
see.  Virginia,  West  Virginia,  aal 
Washington.  D.C. 

HEARING:  AprU  9,  1963.  tt  11:11 
o'clock  a.m.  United  States  standaid  ttai, 
at  the  U.S.  Court  Rooms.  Louiwgfcl^, 
before  Examiner  Henry  A.  OodmOL 

No.  MC  111812  (Sub-No.  141).  W 
January  11,  1962.  Applicant:  lOO- 
WEST  COAST  TRANSPORT^  IIC, 
Wilson  Terminal  Building.  PX) 
Sioux  Falls.  S.  Dak.  Applicant^ 
ney:  Donald  L.  Stem.  924  City 
Bank  Building.  Omaha  2,  Nebr. 
ity  sought  to  operate  as  a 
carrier,  by  motor  vehicle,  over 
routes,  transporting:  PetroleuM  ■< 
petroleum  products,  as  deaerttid  ji 
Appendix  Xin  to  the  report  In  I>a^ 
tions  in  Motor  Carrier  Certtfccft^B 
M.C.C.  209.  in  packages  and  oontilMB 
other  than  bulk.  (1)  from  BuffttapKI- 
and  Emlenton  and  Farmers  Valh*, ». 
to  Denver.  Colo.,  and  points  In 
Minnesota.  Iowa,  Nebraska. 
Dakota.  South  Dakota,  and  _ 
and  ( 2 »  from  Emlenton,  Pa.,  ■>•  * 
Marys.  W.  Va..  to  points  In 


I 
ly,  February  28,  1962 

,  aft  Bmlenton  or  Parmeta  Valley.  Pa. 
'  •*  S»  »t»t~  that  tha  wlf»  o«  Ita 
holds    a    60   percent   interest   to 
.Inc. 


Applicant    Indlcatea  ths* 
lought  In  ( 1 )  above  will  be 


Nora 

thority  sought        ,    , 

to    transportation   of  shipment! 

at    Buffalo.    NY,    with    stope    to 


\^UanG:  April  16.  1962,  at  the 
.SBaffalo.  Washington  and  Swan 
•JL  Buffalo,  NY.,  before  Examiner 

^a^*~*  .r       L 

*SlSl  11812    iSub-No.   153),  filed 
.iJV     15      1962.     Applicant:  MID- 
5St    COAST     TRANSPORT,     INC.. 
STLx  747  Wilson  Terminal  BuikUng. 
fPl^M.   8   Dak.    Applicant's  attor- 
SToowSd  L.  Stern,  924  City  National 
HL^Uding.   Omaha   2.  =Nebr.    Au- 
^^  r  sought  to  operate  as  a  comjnon 
I  ^  motor  vehicle,  over  irregular 
'traMPorting :  Frozen  foods,  from 
Ifenhall.  Macon.  Moberly.  and 
,1081? Mo.,  to  points  in  Minnesota, 
Dakota.  North  Dakota,  Montana, 
Oregori,  and  Washington. 
|0B:  Common  control  may  be  Involved. 
WgARING:  March   21.    1962,   at   the 
-I^ourt  House   and  Custom  House, 
mi  Market  Street.  St.  Louis.  Mo.,  be- 
Ji^Mniner  Garland  E.  Taylor. 
^  MC   113267    (Sub-No.   60).   filed 
--   -—    11,    1962.    Applicant:    CEN- 
STa  SOUTHERN  TRUCK  LINES. 
STin  West  Morris  Street,  Caaeyville. 
-   ABDlicant's  representative :  ¥rtd  H. 
iTju  West  Morris  Street,  Caseyville, 
AHkhority  sought  to  operate  as  a 
carrier,  by  motor  vehicle,  over 
^«  routes,  transporting:  (1>  Meat. 
nroducts.  meat  by-producU.  dairy 
Jgtt    and    articles    distributed    by 
mm  vocking  houses:  (2)  frozen  and  pre- 
m$i  foods,   when   shipped   In   ^b^^ 
^atnts  with  commodities  named  in 
mSve  when  transported  in  vehicles 
pad  with  mechanical  refrigeration. 
fibreveport.  La.,  to  points  in  Ar- 
I,    Louisiana.    Mississippi,    Oklu- 

and  Texas. 

■DR-  Applicant  states  that  Its  officers  are 
lann  and  stockholders  In  Industrial  Bus 
ItaH.  toe.  (MC  114168) .  VandaHa  Bus  Lines, 
kt.  (MC  aW8) .  and  that  Oliver  and  Kathryn 
I^Mon  are  officers  and  atockholdera  in 
fl^jim.  Bus  Unes,  Inc.  (MC  110845) .  Dual 
^ittnni  may  be  Involved. 

EWARTNG:  April  19.  1962.  at  the  Ar- 
Commerce  Commission,  Justice 
jg.  State  Capitol.  Little  Rock,  Ark., 
•vw.  Examiner  Henry  A.  Cockrum. 

Mo. lie  113617  (Sub-No.  11), flledJttQ- 
Mry34, 1962.    Applicant:  L.  D.  EAhtek, 
1  H.  EASTER.  M.  E.  EASTER,  L.  W. 
UpriER,  L.  B.  EASTER,  AND  M.   M. 
mtSE.  a  partnership,  doing  business  as 
UIBWAY    TRANSPORT    COMPANY. 
ttO  East  43d  Street,  Des  Moines  17, 
iMM.    Applicant's  representative:  Wil- 
Iw  A  Landau,  1307  East  Walnut.  Des 
lUoM  16.  Iowa.    Authority  aought  to 
Wata  as  a  common  carrier,  by  motor 
^^bkle,  over  irregular  routes,  tranaport- 
kt:  New  automobiles,  and  ports.  In  ini- 
tial awvemoits,  in  tmdcaway  aenrioe, 
fNm  Kenosha.  Wis.,  to  points  in  Iowa. 

Ran:  Applicant  preaentiy  hokU  autborlty 
llpHlaraa  the  propoaed  •«vlc*  to  appra^- 
UMLj  two-thlrda  ot  the  SUto  ct  Iowa.  Mo 
tUMMlliiH  or  conflicting  rights  are  sought. 

HEARING:  AprU  18.  1962.  in  Room 
•I.  OW  Federal  Ofllce  Building.  Fifth 
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and  CJourt  AiFenuea.  Des  Moines,  Iowa. 
befoiv  EMmtoer  Lyle  C.  Farmer. 

No.  MC   114tl»    (Sub-No.   75).  filed 
Deecmbcr   27,   Itfl.    AppUcant:    NCDD- 
WBSr    EMBIT    FREIGHT    SYSTEM, 
mC    7000  South  Pnlaakl  Road,  Chicago 
29   m.    AppMcanfa  attorney:  Clarence 
d'  Todd     1825    Jefferson    Place    NW., 
Waahlngton  6.  D.C.    Authority  sought  to 
operate  as  a  common  (Sarrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing- Mineral  mixtures,  in  conUmers.  (i) 
from  Rittman.  Ohio,  to  points  in  nUnois, 
Indiana.  Michigan.  New  York.  Pennsyl- 
vania. West  Virginia,  and  points  m  New 
Jersey  within  the  New  York.  N.Y..  Com- 
mercial Zone,  as  defined  by  the  Commis- 
sion   and  points  in  New  Jersey  withm 
the  Philadelphia,  Pa.,' Commercial  Zone. 
as  defined  by  the  Commission.  St.  Louis, 
MO..  Covington.  Newport,  and  Louisville. 
Ky    (2)  from  Akron,  Ohio,  to  pomts  m 
Dcikware.  Maryland.  Virginia,  West  Vir- 
ginia,   and   the   District   of    Columbia 
points  in  Pennsylvania  on  and  east  of 
U.S.  Highway  219„  points  m  New  York 
on  and  eaat  of  New  York  Highway  14,  and 
State  in  Hew  Jersey  within  the  New 
York.  N.Y..  Commercial  Zone,  as  defta^ 
by  the  Commission  and  points  in  New 
Jersey    within    the    PhUadelphia.    Pa.. 
commercial  Zone,  as  defined  by  the  Com- 
mission, (3)   from  Silver  SpnpgsJJ.Y., 
to  points  to  Pennsyhrania,  West  Virginia, 
and  potots  to  New  York  on  and  south 
of  U.S.  Highway  6.  and  pomts  m  New 
Jersey  within  the  New  York.  N.Y.,  Com- 
S^al  Zone,  as  defined  by  the  Commis- 
sion   and  potots  to  New  Jersey  within 
the  Philadelphia,  Pa.,  Commercial  Zone 
as  defined  by  the  Commission,  and  (4) 
from  Akron.  Ohio.  Manistee  and  St.  CUir 
and  Maryarille,  Mich.,  ««d  Pointe  within 
five  (5)  miles  of  each,  to  points  in  nitoois, 
Indiana,    Ohio,    Michigan.    Wisconsin, 
^ts  to  that  part  of  Pennsylvania  <m 
ind  west  of  U.S.  Highway  219,  pomts  in 
ttiat  part  of  New  York  on  and  west  of 
New  York  Highway  14,  Covingtoi,  New- 
port, and  LouisviUe,  Ky..  and  St.  Louis. 
Mo 


NoTs:  Applicant  state,  it  prewnUy  holds 
authorltv  to  transport  salt,  and  pepper.  In 
oaS^.  in  mlxedlshlpments  with  salt,  rom 
£e  oriS^  and  to  the  destination  territory 

Applicant  propoeea  to  transport  the  <»«»«^ 
JS^t?mrtralght  or  In  "f  «<»  »°?Jfdl2i 
Supplicant  uiMO  states  It  and  Midwest 
Sanafef  company  of  lUlnols  are  commonly 
controUad  and  managed. 

HEARING:  AprU  25, 1962,  at  the  Palm- 
er House,  Chicago,  ni.,  before  Exam- 
iner Lyle  C.  Parmer.  ^,   . 
"^No^Sc    114608    <Sub.N0.    1 3 )     fil^ 
January  »,  1962.    Apphcant:  CAPITAL 
l^PRSBS    INC..  1621  Century  Avenue 
8W.,  Ormnd  Rapids,  Mich.    Applicants 
attorney:    WllhelmlnaBoersma.    2^0 
Penobscot  Building,  Detroit  26.  »flch. 
Authority  sought  to  operate  as  ^^conU^Mt 
carrier,  by  motor  vehicle,  over  Irregu^^^ 
routes,  tranaporttog:   Dehumtdtflers. 
from  OtvoA  Rapids.  Mich.,  topotote  to 
Ohio  Indiana,  and  imnols,  when  moving 
in  mixed  loads  with  other  apjrtjances 
applicant  is  authorised  to  transport. 

Nora:  AppUcant  aUtes  the  propoeed  op- 
era^ WUI  be  performed  under  a  contlnu^g 
Snt«et.  or  oontr-rts,  with  Kelvlnator  Dlvl- 
■km  of  Amertean  Moton  Corporation. 


HEARING:  April  23, 1002,  at  the  L  ,^ 
eral  BuUdlng,  Laaatog,  Mich.,   before 
Examin«r  Frank  J.  Miahonefy. 

No.  MC  115041  (SrtHWo.  100),  filed 
February  7, 1062.  AppUeant:  OOMWIAI* 
REFRIOKRATED  TRAMSPORTATIOM, 
INC.,  1215  Bankhead  Highway  West.  P.O. 
Box  2169,  Bh-mingham.  Ala.  Authori^ 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routea, 
transporting:  Sugar  from  New  Orleans, 
La.,  to  Sprtngdale,  Ark. 

HEARING:  April  18,  1962  at  the  Ar- 
kansas Commerce  Gommisslcm,  Justice 
Building,  State  Capitol,  LItUe  Rock,  Aik^ 
before  Jotot  Board  No.  218.  or,  if  the 
Jotot  Board  waives  its  rUfltt  to  partici- 
pate, before  Examiner  Henry  A.  Cock- 
rum.  _.  J  _  w 
No  MC  116254  (Sub-No.  7) ,  filed  Frt>- 
ruary     20,     1962.     Applicant:     CHBM- 
HAULERS,   INC.,  Sheffield,  Ala.     Ap- 
plicant's attorney:  Walter  Harwood,  516 
Nashville  =  Trust    Bulldtag,    Nashville, 
Tenn.    Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  o^ 
irregular  routes,  transporting:  AcMi  aod 
chemicals,  as  defined  to  Appendix  3Sy. 
Descriptions  in  Motor  Carrier  Certtfi- 
cates;  Ex  Parte  No.  MC-45. 01  M.C.C.  200, 
in  bulk,  to  tank  vehicles,  from  ICemphis, 
Tenn.,  to  points  to  Alabama.  Georgia, 
Florida.    Illinois.    Indiana,    Kentucky, 
Louisiana,    Arkansas,    Missouri,    Cttilo, 
Oklahoma,   Mississippi,   Virginia,  West 
Virgtoia.  North  Carolina,  South  Caro- 
lina, and  Texas.  -^ 

HEARING:  March  12,  1962,  at  the 
Claridge  Hotel,  Memphis,  Tenn.,  before 
Exammer  Lawrence  A.  Van  Dyke.  Jr. 

No  MC  117109  (Sub-No.  11),  filed  De- 
cember  18.  1961.  Applicant:  SYKEB 
TRANSPORT  COMPANY,  a  corporation, 
P  O  Box  297,  Ironton.  Mo.  Applicant's 
attorney:  David  Axelrod.  39  South  Ia 
SaJle  Street,  Chicago  3,  HL  Authority 
sought  to  operate  as  a  contmoa  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporttog:  Concrete  and  wood  fibre 
building  slabs,  from  Brunswich,  Oa..  to 
potots  to  Mississiwi,  Louisiana.  Arlaona, 
Indiana,  Illinois,  Missouri.  Arkansas, 
Texas,  New  Mexico,  and  those  to  Ktt»- 
tucky  and  Tennessee  on  and  west  of  U£. 
Highway  31.  ^^   ^  , 

HEARING:  April  23. 1962,  at  the  Palm- 
er House,  Chicago.  HL,  before  Ex- 
amtoerliyle  C.  Farmer. 

No.  MC  117339  (Sub-No.  4) ,  filed  De- 
cember 29.  1961.  AppUcant:  WIUjASD 
SHEWMAKER.  5412  Nylon  Court.  Louis- 
ville, Ky.  AppUcant's  attorney:  OUle  L. 
Merchant,  140  South  Fifth  Street,  Louis- 
viUe 2,  Ky.  AuthOTity  sought  to  openXe 
as  a  contract  carrier,  by  motor  vehicle. 
over  irregular  routes,  transporting: 
Brick,  tae  and  cinder  l}locks  from  Coral 
Ridge  Ky.,  to  potots  to  Tennessee. 

HEARING:  April  12,  1962.  at  the  U.S. 
Court  Rooms.  LoulsvlUe.  Ky,  before 
Jotot  Board  No.  25,  or.  If  the  Joint  Board 
waives  its  right  to  participate,  before 
Examtoer  Henry  A.  Cockrum. 

No.  MC  117686  (Sub-No:  9) .  filed  Feb- 
ruary 15,  1962.  AppUcant:  RAYMOND 
C  HIRSCHBACH.  doing  business  as 
HIRSCH^aACH  MOTOR  LIMBS.  3334 
U.S  Highway  75  North  aoux  Cttr.  Iow»- 
AppUcant's  attorney:  J.  Max  Hanttoc. 
Box    2041,   Ltoooto.   Nebr.     Authortty 


y 
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sought  to  operate  as  a  common  carrier. 
by  motor  ▼ehicle,  over  irregular  routes. 
transporting:  Meat,  meat  products  and 
meat  bv-products.  dairy  products,  and 
articles  distrOmted  by  meat  packing- 
homses.  as  described  in  Appendix  I  to 
Descriptions  m  Motor  Carrier  Certifi- 
cates. 61  M.C.C.  209.  from  Lexington. 
Nebr..  to  points  in  Alabama.  Arkansas. 
Arizona.  California.  Louisiana.  Missis- 
sippi. Oklahoma,  Oregon.  Texas.  Wash- 
ington and  to  Albuquerque.  N   Mex 

HEARING:  March  29.  1962.  at  the 
Hotel  Sheraton  Pontenelle.  Omaha. 
Nebr..  before  Examiner  Armin  G 
Clement. 

No.  MC  1 17686  I  Sub-No  10  ' .  filed  Feb- 
ruary 15.  1962.  Applicant  RAYMOND 
C  HIRSCHBACH,  doing  business  as 
HIRSCHBACH  MOTOR  LINES.  3324 
U.S.  Highway  75  North.  Sioux  City.  Iowa 
Applicant's  attorney;  J  Max  Hardins. 
Box  2041.  Lincoln.  Nebr  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes. 
transporting:  Bananas  from  Galveston 
and  Houston.  Tex  .  to  points  in  Iowa. 
Kansas.  Minnesota.  Missouri.  Montana. 
Nebraska.  North  Dakota.  South  Dakota. 
and  to  Rock  Island  and  Peoria,  111. 

HEARING:  March  26.  1962.  at  the 
Federal  OfBce  Building.  Franklin  and 
Pannin  Streets.  Houston.  Tex  before 
Examiner  Isadore  Preidson 

No.  MC  117883  'Sub-No.  13'  filed  Feb- 
ruary 8.  1962.  Applicant;  SUBLER 
TRANSFER,  INC  .  East  Mam  Street. 
Box  5.  Versailles.  Ohio.  Apphcants  at- 
torney: Taylor  C  Burneson  3430  Le 
Veque-Lincoln  Tower,  Columbus  15. 
Ohio.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting;  Imported 
meats  and  meat  products,  from  Wil- 
mington. Del.,  to  Louisville.  Ky .  and 
points  in  Pennsylvania.  West  Virginia. 
Ohio.  Michigan.  Indiana,  and  Illinois 
HEARING:  April  3.  1962,  at  the  Of- 
fices of  the  Interstate  Commerce  Com- 
mission. Washington.  DC  .  before  Ex- 
aminer Samuel  C   Shoup 

No.  MC  119226  (Sub-No  42".  filed 
January  25.  1962.  Applicant  LIQUID 
TRANSPORT  CORP  .  3901  Madison 
Avenue.  Indianapolis  27.  Ind  Appli- 
cant's attorney:  Robert  W  Loser.  409 
Chamber  of  Commerce  Building.  Indian- 
apolis. Ind.  Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transporting : 
Grain  neutral  spirits,  in  bulk,  in  tank 
vehicles,  from  Lawrenceburg.  Ind  to 
Chicago,  111.,  and  Detroit.  Mich 

HEARING:  AprU  11.  1962.  in  Room 
908.  Indiana  Public  Service  Commission. 
New  State  OfHce  Building.  100  North 
Senate  Avenue.  Indianapolis.  Ind  be- 
fore Examiner  Prank  J  Mahoney 

No.  MC  119837  < Sub-No.  2>.  filed 
January  4,  1962.  Applicant:  M  M. 
HIGGINBOTHAM.  doing  business  as 
OZARK  MOTOR  LINES.  806  Michigan 
Street.  Memphis.  Tenn.  Applicants  at- 
torney: Edward  G  Grogan,  Commerce 
Title  Building.  Memphis  3.  Tenn.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  regular 
routes,  transporting:  General  commodi- 
ties (except  those  of  unusual  value. 
Classes  A  and  B  explosives,  livestock. 
household  goods  as  defined  by  the  Com- 
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mission,  commodities  m  bulk,  and  those 
requiring  special  equipment  • .  between 
Hardy.  Ark.  and  Mammoth  Springs. 
Ark.:  from  Hardy  over  U.S.  Highway  62 
to  Salem.  Ark  .  thence  over  Arkansas 
Highway  9  to  Mammoth  Springs,  and 
return  over  the  same  route,  serving  all 
intermediate  points. 

HEARING  April  17.  1962.  at  the  Ar- 
kansas Commerce  Commission.  Justice 
Building.  State  Capitol.  Little  Rock.  Ark  . 
before  Joint  Board  No  91  or,  if  the 
Joint  Board  waive.s  lUs  right  to 
participate,  before  Examuvr  Henry  A 
Cockrum 

No     MC    112223    « Sub-No     57"     'RE- 
PUBLICATION ' .     filed     November     24. 
1961.  published  Federal  Reci.ster,  ussue 
of  t)ecember  20.    1961.  and   repubhshed 
this      issue      Applicant        QUICKIE 
TRANSPORT    COMPANY,    a    corpora- 
tion.   1121    South   Seventh   Street.   Min- 
neapolis.   Minn      Applicants    attorney; 
Earl  Hacking   isame  address  as  applic- 
ant'     The  instant  application  was  the 
.subject    of    a    consolidated    hearing    in- 
volving     .similar      applications,      heard 
February  5.  1962.  at  Minneapolis.  Minn 
Hearing     Examiner     Henry     C      Darm- 
stadter.  presiding      Notice  of  the  filing 
of  the   application   was  previously   pub- 
lished in  the  Federm.  Register      At  the 
hearing,    the    scope    of    the    authority 
sought  was  amended      As  amended,  the 
proposed  operations  are  as  follows;   Au- 
thority .sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,     transporting       Fertilizer     com- 
pounds  I  manufactured  fertilizer'     urea 
ammonium  nitrate  fertilizer,  and  super- 
phosphate, from  Port  Cargill.  Minn  .  and 
points  within  one  mile  thereof,  to  poinLs 
in  Iowa.  Minnesota. North  Dakota.  South 
Dakota.   Wisconsin,  and  Nebraska,  and 
return    and    rejected    ahipments   of    the 
above-specified  commodities,  on  return 

NoTt  The  amendment  removes  the  re- 
strictions on  the  mmtmxlUieR  as  prevlon.sly 
published  and  .idd«  the  State  of  Nebraska 
.ts  a  dealtnHtlon  State  Any  perstin  or  per- 
sons who  might  have  been  prejudiced  by  the 
allowance  ot  the  amendment  may  within 
30  days  from  the  date  of  this  publication  In 
the  Froami  RrcisTcn  f\'.f  an  appropriate 
pleading 

No         MC        123304  Sub-No         4' 

■AMENDED',  filed  November  13.  19«n. 
published  in  Federal  Register  i.ssue  of 
January  31,  1962.  republi.shed  February 
7.  1962.  and  republished  this  issue  as 
amended  February  16.  1962  Applicant 
SOUTHERN  COURIERS  INC.  1316 
North  Carroll.  Dallas.  Tex  Applicants 
attorney;  Ewell  M  Mu.se,  Jr.  Perry 
Brooks  Building.  Suite  415.  Austin  1. 
Tex  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes.  transporting:  'D 
Commercial  papers,  documents  and  vnt- 
ten  instruments  such  as  are  used  in  the 
businesses  of  banks  and  banking  institu- 
tions (excluding  coin,  currency  bullion 
and  negotiable  securities!,  between 
Wichita  Palls.  Dallas,  and  Port  Worth. 
Tex  .  points  m  Oklahoma  and  points  in 
Montgomery  County.  Kans .  and  Mc- 
Donald County.  Mo  ;  and  '2)  sales  audit 
media  consisting  of  cash  register  tapes, 
charge  sales  and  cash  tickets,  applica- 
tions for  credit  and  other  documents  in- 
volved m  processing  a  day's  business  for 


sales  audit  media,  punch  car4», 
time  sheets,  employee  personnei 
payroll  checks,  including  recaps  9t- 
sheets  and  payroll  records,  '  ' 


ing  papers,  magyietic  tape.  

tape,  and  other  business  rcoori^^S' 
docments  used  in  processing  awHiMS^ 
'not  including  ordinary  ofltoe  StaS 
and  stationery ) .  between  Dallas,  T^HTflk 
the  one  hand.  and.  on  the  otho', 
in  Oklahoma. 

Norr     This   republication  !■  (or  tha 
pose  (ai   of  li>:llcatlng  that  tb«  oomj^ 
proposed   to   be    transported  u  Mt  fM||  ^ 
the  original  publication,  will  be  t 
between    Wichita    Falls.    DalUc, 
Worth,  Tex  .  points  in  Okl&honu 
m   Montgomery  County.  Kani,, 
;ild  County,  Mo  ,  instead  of 
D.\llas.     Tex  .     and    points    in 
(^>unty.  Kans  .  and  McDonald 

,tnd    ibi    to   add    the   commodltiai  

point  ol   origin  aiid  points  of  dMtlaatka  k 
^et  forth  in  (2)  above 

HEARING:      Remains     ss 
March  20.  1962.  at  the  Federal 
Oklahoma  City    Okla  .  before 
Walter  R  Lee. 

No  MC  123614  'Sub-No.  D.fUed 
ber       11.       1961      Applicant:      X 
TROWBRIDGE.       99       Ridge 
."-^havertown.  Pa      Applicant's 
Charles  L  Casper.  Miners  National 
Building.   Wilkes-Barre.  Pa. 
■souwht  to  operate  as  a  common 
by  motor  vehicle,  over  irregular 
transporting;  Feed,  in  bags,  from 
hamion.  NY.,  to  Noxen. 
uid  Dushore,  Pa. 

HEARING    April  27.  1962.  atthtUA 
Court  Rooms.  Binghamton.  N.Y.. 
Kxaminer  John  L.  York. 

No  MC  123856  iSub-No.  D.flM 
iiary  31.  1962.  Applicant: 
FEED  AND  LIVESTOCK. 
RATED.  Dysart.  Iowa.  Appttoant^  |t- 
torney :  Stephen  Robinson.  412 
Building'.  Des  Moines  9.  Iowa. 
.souKht  to  operate  as  a  common 
by  motor  vehicle,  over  irregular 
u  ansporting :  Ingredients  and  , 
incjredients  used  m  the  manufadwnti 
livestock  feed.  <  1 )  from  Ladora,  loMkH 
Freemont  and  Grand  Island.  Nebr.,  Mri 
1 2' 'a'  between  Ladora.  Iowa,  sM 
Hutchinson.  Kans  .  and  <b) 
I  adora.  Iowa,  and  Rittman.  Otato. 
HEARING:  April  20.  1962.  in 
401.  Old  Federal  Office  Building, 
and  Court  Avenues.  Des  Moines.  Torn, 
before  Examiner  Lyle  C.  Fanner. 

No   MC  123948  < Sub-No.  2).  lUed  " 
uary     30.     1962.       Applicant: 
TERRY.  JR  .  470  South  Second  A 
Mt.  Vernon.  NY.    Applicant's 
Edward  M    Alfano.  2  West  46th 
New  York  36.  NY.    Authority 
operate  as  a  contract  carrier,  bf 
vehicle,  over  irregular  routes, 
ing;    Scrap    iron,   loose,   in  iMift. 
Bronx.  NY.  to  Burlington,  C 
Florence,  N.J 


I 

^,  February  28,  1962 

i  Pa     Applicant's  attorney: 

^  V    Onl.   407    North   Front 

^— liburg,Pa.   Authority  sought 

Iggs  a  common  carrier, by  motor 

Mfer  Irregular  routes,  transport- 

^uLartive   materials.   iJiclvding 

^g^  90      between     Philipsburg, 

County,'Pa.,  on  the  one  handed 

other,    Quehanna,    Clearneia 

SJkSJo  •  April  12. 1962,  at  the  Penn- 
^STpubUc  UUlity  Commission.  Har- 
STpa,  before  Examiner  John  L. 
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N<yrx:    Applicant  states  th«  _ 
eratlon  Is  restricted  to  a  contUjulng 
with  Pascap  Co  .  Inc.  of  Bron«.  K.T. 

HEARING:  April  19.  1»W.  •»  JJ 
Broadway.  New  York.  NY.,  belott  »• 
aminer  James  Anton.  „ 

No  MC  124042.  filed  NoveBM«  » 
1961  AppUcant:  B  B.  MOTOR  C*** 
RIERS.     INC.      Ill     Walton 


tf"  MC  124063  (CORRECTION) ,  filed 
^*  .  24     1961,   published  Pidkral 
issue  of  January  24.  1962,  and 
as  corrected  this  issue.    Ap- 
L    T     McCULLOUGH.    doing 
M  as  MIDWAY  TRAILER  SALES, 
«Mt  Cummings  Highway.    Applt- 
■  attorney:  Raymond  A.  Graham, 
oSaranty  b  Trust  Co.  Building,  615 
^gfj^reet.  Chattanooga,  Tenn.    No- 
S^  the  filing   and   assignment  for 
^^  of  the  subject  appUcation  was 
2^Bd  In  the  Fkdiral  Re«istm.  issue 
rintMry  24.  1962.    The  hearing  In- 
ISoo  was  incomplete  in  that  the 
Sit  which  the  hearing  was  scheduled 
^■Dt  designated.    Correctly  set  forth, 
CrtBllcaUon  is  assigned  for  hearing 
SSTiJ   1962,  at  the  Dinkier-Andrew 
5,»  Hotel.  NashviUe.  Tenn..  before 
Mgtaer  Francis  A.  Welch. 
~m.WC  124083  (Sub-No.  2) ,  filed  De- 
rM   1961.    Applicant:  SKINNER 
5kL  EXaUIPMENT.  INC..  6341  Wert 
ta    Street,    Indianapolis.    Ind. 
—Boat's  attorney:  Walter  P.  Jones. 
kl  lin-19    Chamber    of    Commerce 
S^ng.  Indianapolis  4.  ind.    Author- 
toangbt  to  operate  as  a  comm.on  car- 
^  by  motor  vehicle,  over  irregular 
transporting:  Pig  Iron,  in  dump 
(1)  from  Kokomo.  Ind.,  to  points 
hoIs.  Wisconsin.  Ohio.  Iowa.  Mlchi- 
■L  sod  (2)   from  Joliet  and  Peoria, 
iTtopolnto  in  Indiana,  Ohio,  Wisconsin, 
kn,  and  Michigan. 

KEAMING:  April  11,  1962.  in  Room 
m  T*wn>na  Public  Servlcc  Commission, 
■ht  state  Office  Building.  100  North 
iMte  Avenue.  Indianapolis.  Ind.,  before 
^■tner  Frank  J.  Mahoney. 

HIIC  124083  (Sub-No.  3),  filed  De- 
mAv  22  1961.  AppUcant:  SKINNER 
HTTAL  EQUIPMENT.  INC..  6341  Wert 
IhBSiota  Street.  Indianapolis.  Ind. 
^pHeant's  attorney:  Walter  F.  Jones, 
kn  1017-19  Chamber  of  Commerce 
,  MlOig,  Indianapolis  4.  Ind.  Authority 
■iglit  to  operate  as  a  common  carrier, 
pastor  vehicle,  over  irregular  routes, 
tB^nitlnr  •  Coke,  in  dump  trucks,  from 
MknapoUs,  Ind.,  to  points  In  Ohio, 
■■taeky.  Illinois,  and  Michigan. 

MiARING:  April  13.  1962.  In  Room 
m,  I&diana  Public  Service  Commission, 
liv  Bute  Office  Building.  100  North 
iBttto  Avenue,  Indianapolis.  Ind..  be- 
in  baminer  Frank  J.  Mahoney. 

Hd.  MC  124086,  filed  December  8, 1961. 
Apptteant:  LEO  S.  AUMON,  RJl.  No.  2. 
iRfTffle.  Pa.  Authority  sought  to  op- 
nte  as  a  contract  carrier,  by  motor 
vriilcle.  over  irregular  routes,  tranaport- 
k|:  form  silo  construction  materials, 
tim.  Plalnfleld,  and  ShiUer  Park,  HI.,  to 
■iw?llle.Pa. 


HEARINO:  April  12, 1962,  at  the  Penn- 
sylvania PuUie  Utility  Commission,  Har- 
rlslNirg.  F%.,  before  Examiner  John  L. 

York. 

No    MC   124093.  filed   December   13. 
1961.     AppUcant:  MARY  L.  MURPHY, 
doing  bualneBS  as  MURPHY  TRUCKING 
CO.,  Mabry  Sub-Division,  Morehead,  Ky. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:    Crushed 
limestone  and  bulk  fire  clay,  from  pomts 
in  Greenup,  ^yd.  Carter.  Elliott.  Rowan, 
Lewis,  and  Morgan  Counties.  Ky..   to 
Kenova  W.  Va.,  and  Portsmouth,  Iron- 
ton  Oak  Hill,  and  South  Webster.  Ohio. 
HEARING:  April  13.  1962,  at  the  U.S. 
Court    Rooms.    LouisvUle.    Ky..    before 
Joint  Board  No.  62.  or.  if  the  Joint  Board 
waives  its  right  to  participate,  before 
Examiner  Henry  A.  Cocknmi. 

No  MC  124095,  filed  January  2.  1962. 
Applicant:  JOSEPH  BALAZS.  SR..  doing 
business  as  J.  BALAZS  TRANSPORT. 
RJP.  2,  Brantford,  Ontario.  Canada.   Ap- 
plicant's attorney:  Thomas  J.  Runfola. 
631  Niagara  Street.  Buffalo.  N.Y.    Au- 
thority sought  to  operate  as  a  common 
carrier,  l«r  motor  vehicle,  over  irregular 
routes,  transporting:    Fire   brick,  face 
brick,  resotherm,  mortar,  mortar  color 
and  tile,  from  points  in  Ohio  and  Mary- 
land   to    points    on   the    International 
Boundary    Une    between    the    United 
States  luxd  Canada  located  at  or  on  the 
I^lagara  River,  St.  Clair  River,  and  the 
Detroit  River,  and  empty  confoiTiers  or 
other  such  incidental  faculties  (not  spec- 
ified)   used  in  transporting  the  com- 
modlUes  specified  above,  on  return. 

HEARINO:  April  18.  1962.  at  the 
Hotel  Buffalo.  Washington  and  Swan 
Streets,  Buffalo.  N.Y.,  before  Examiner 
John  L.  York. 

No    MC   124130,  filed  December   26. 
1961 "     Applicant:    FLOYD   DUNFORD 
LIMITED,  Harper  Road.  Box  381.  Peter- 
borough, Ontario.  Canada.    AppUcant's 
representative:   Raymond  A.  Richards. 
35  Curtice  Park,  P.O.  Box  25,  Webster. 
N  Y     Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  rtwtes,  transporting:  (1)  CocU, 
and  returned  and  rejected  merchandise. 
between   points    in   Pennsylvania    and 
points  on  the  International  Boundary 
Line  between  the  United   States  and 
Canada  located  at  or  on  the  Niagara 
River,  at  Niagara  Palls,  and  Buffalo. 
NY      (2)    Sand,   gravel,   rubble,   slag, 
earth,  turf,  and  crushed  and  uncut  stone, 
and  returned  and  rejected  merchandise. 
between  potots  in  New  York  and  Penn- 
sylvania and  points  on  the  Intematior^ 
Boundary    line    between    the    United 
Stotes  and  Canada  located  at  or  on  the 
St.  Lawrence  and  Niagara  mvers. 

HEARING:  AprU  17, 1962.  at  the  Hotel 
Buffalo.  Washington  and  Swan  Streets. 
Buffalo.  N.Y..  before  Examiner  John  L. 

No  MC-124141,  filed  January  10. 1962. 
AppUcant:  ROY  A.  PRINCE,  Amagon. 
Ark.  Authority  sought  to  opiate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Lumber. 
between  Harrisburg.  Ark.,  and  Memphis, 

Tenn.  ^  ,^     . 

HEARING:  April  18.  1962.  at  the  Ar- 
lutnsas  Commerce  Commission,  Justice 


1M3 

Building.  State  Capitol.  Llttie  Roek. 
Ark.,  before  Joint  Board  No.  229.  or.  If 
the  Joint  Board  waives  its  right  to  par- 
ticipate, before  Examiner  Henry  A. 
Cockrum.  ^^  ,_,„ 

No.  MC  124153.  filed  January  16,  1962. 
AppUcant:      ROBERT     E.     WnTBN- 
BRADER.  R.D.  No.  3.  Lake  Ariel,  Pa. 
AppUcant's  attorney:  Thomas  J.  Jones, 
502  Brooks  BuUding.  Scranton,  Pa.    Au- 
thority sought  to  operate  as  a  commoii 
carrier,  by  motor  vdiicle,  over  irregular 
routes,  transporting:   (1)  Feed,  in  bags. 
from  Bordentown.  N.J..  and  points  with- 
in five  (5)  mUes  thereof,  and  Bingham- 
ton. N.Y..  to  points  in  Wayne  County. 
Pa  ;    (2)   Limestone  and  Ume.  in  bags. 
from  Newton,  NJ..  and  points  within 
twenty    (20)    miles  thereof,  and  Lime 
Crest,  N.J..  to  points  in  Wayne  Counter) 
Pa  •  (3)  FcrtiZizer,  in  bags,  from  English- 
town,  and  South  Kearny,  N.J..  to  pobits 
in  Wayne  County.  Pa.;  and  (4)  ffnPjV 
containers  or  other  such  incidental  facil- 
ities (not  specified)  used  in  transporting 
the  commodities  specified  to  this  appU- 
cation. from  the  above-specified  destina- 
tion potots  to  their  respective  origto 

potots.  ,^ 

HEARING:  April  13.  1962,  to  Room 
300  U  S  Custom  Building,  Second  and 
Chestnut  Streets.  Philadelphia,  Pa.,  be- 
fore Examiner  James  Anton. 

No  MC  124161.  filed  January  22.  1962. 
AppUcant:    ISIDORE    RAPPAPCMIT    I. 
SONS.  INC..  379  Suydam  Strert,  »«*- 
lyn  NY.    AppUcant's  attorney:  Edward 
M  Alfano.  2  West  45th  Street.  New  York 
36  N.Y.    Authority  sought  to  operate  as 
a  contract  carrier,  by  motor  vehicle,  over 
irregular   routes,   transporting:    Empty 
cans,  loose  and  to  packages,  from  Pas- 
saic. N.J..  to  potots  to  Fairfield.  Utcji- 
field,  Hartford.  New  Haven,  and  Middle- 
sex   Counties,    Conn..   New   Yoric   and 
Poughkeepsie.  N.Y..  and  potots  to  Wot- 
chester  County.  N.Y.,  PhUadelphia,  Pa., 
and  Baltimore.  Md 


Note:  (1)  Applicant  state*  the  proposed 
operation  wiU  be  under  continuing  content 
with  Eaatern  Can  Co..  Inc..  of  P»^'  "-^ ' 
(2)  AppUcant  also  states  Its  predec««or 
holds  Oertiflcate  No.  MC  22667  pwmltting 
se^vlc^for  Eastern  Can  Co..  Inc..  ««»*»  N*]^ 
York.  N.Y.  Eastern  Can  Co..  Inc..  1«  moving 
their  factory  to  Passaic.  N J..  Irom  New  York. 
N  Y  Applicant's  predecessor  is  agreeaHW  to 
revcicatlon  of  Certificate  No.  MC  22867  upon 
Issuance  of  a  Permit  covering  the  operation 
proposed  above. 

HEARING:  AprU  19.  1962,  at  346 
Broadway,  New  York.  N.Y..  before  Exam- 
toer  James  Anton. 

No  MC  124175.  filed  January  30,  1962. 
Applicant:  JOHN  PETERSON  AND  AL- 
BERT DE  LOTTO,  doing  busineas  as 
PLAZA   TRUCKING    CO.,    97    Charles 
Stireet.  New  Yoric  13,  N.Y.    Applteants 
representative:   WUUam  D.  Traub.  350 
Fifth  Avenue,  New  York  1,  N.Y.    Author- 
ity sought  to  operate  as  a  common  car- 
rier   by  motor  vehicle,  over  Irregiuar 
routes,    transporting:    FUhina    TaOOe, 
(Rods,  reels,  Unes,  lures,  hooks) .  between 
Teaneck,  N.J.,  on  tiie  one  ba^jandU  on- 
the  other,  potots  to  the  New  York,  jNY.. 
Commercial  Zone,  as  defined  by  the  Com- 
mission. .    _-_ 
HEARING:    AprU    20,    1962,    at    346 
Broadway.     New    York.    N.Y.,     before 
Examiner  James  Anton, 
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No  MC  124189.  filed  February  5.  1962 
AppUcant:  LEPKOWTTZ  TRUCKING. 
INC..  220-26  ISath  Road.  Laurelton  13. 
N.Y.  Applicant's  representaUve:  George 
A.  Olsen,  89  Tonnele  Avenue.  Jersey 
City  6,  N.J.  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  vehicle. 
over  Irregular  routes,  transporting: 
Aluminum  and  steel  articles:  '1>  Prom 
New  York.  N.Y..  to  point*,  in  Hudson, 
Bergen.  Essex.  Passaic.  Union.  Morris, 
Middlesex,  and  Somerset  Counties.  N.J  , 
Rockland  and  Orange  Counties.  NY 
and  Fairfield  and  New  Haven  Countie.s. 
Conn.;  and  (2)  From  New  Brunswick, 
Union.  Elizabeth,  Carlstadt.  and  Ruther- 
ford. N.J..  and  Milford.  Conn  .  to  New 
York.  NY. 

Non:  Applicant  sUtes  the  prop.jsed 
operations  will  be  under  continuing  contract 
with  StnJu  Aluminum  Company.  Inc 

HEARING:  March  30.  1962.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington.  DC,  before  Exam- 
iner Doiiald  R.  Sutherland. 

itOTOt  cAJtsnss  or  passengers 

No.  MC  81335  (Sub-No.  6).  filed  De- 
cember 7.  1961.  Applicant:  TRANS - 
BRIDGE  LINES.  INC..  P.O.  Box  146. 
Phllllpsburg,  N.J.  Applicants  attorney: 
William  C.  Mitchell.  Jr..  140  Cedar 
Street.  New  York  6.  N.Y.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Passengers  and  their  bag- 
gage, (1)  in  special  operations,  in  round 
trip  sightseeing  and  pleasure  tours,  and 
(2)  In  charter  operations:  Beginning 
and  ending  at  points  in  Hunterdon.  Sus- 
sex, and  Warren  Countries.  N  J.,  and 
Bucks.  Lehigh.  Monroe,  and  North- 
hampton Counties,  Pa.,  and  extending 
to  points  in  the  United  States.  Including 
Alaska,  but  excluding  Hawaii. 

Non:  AppUcant  states  It  Is  commonly 
controlled  and  managed  with  Delaware  River 
Coikch  Lines.  Inc  ,  Phllllpsburg.  N  J  ,  No  MC 
55844. 

HEARING:  April  9.  1962.  in  Room  300. 
UJ3.  Custom  Building.  Second  and 
Chestnut  Streets.  Philadelphia.  Pa  ,  be- 
fore E^xaminer  James  Anton. 

No.  MC  62296  (Sub- No  3)  (AMEND- 
MENT), filed  November  24,  1961.  pub- 
lished Fboxkal  RscisTxa  issue  of  Febru- 
ary 7.  1962.  amended  Febniary  19.  1962, 
and  republished  as  amended  this  issue 
Applicant:  HOMER  V.  WERNER,  doin« 
business  as  WERNER  BUS  LINES. 
Paradise  and  Chester  Avenues,  Phoenix - 
vllle.  Pa.  Applicant's  attorney:  Robert 
H.  Shertz.  2107  Fidelity-Philadelphia 
Trust  Building,  Philadelphia  9.  Pa.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Passengers  and 
their  baggage,  in  special  operation,  from 
Reading,  Pa.,  and  Conshohocken,  Pa . 
and  points  in  Pennsylvania  on  US. 
Highway  422  between  Reading  and 
Pottstown,  Pa.,  to  Atlantic  City.  N  J, 
and  the  Garden  State  Race  Track  in 
Camden  County.  N.J..  and  return. 

Non:  The  purpose  oT  this  republication 
Is  to  substitute  the  word  'apeclar'  in  lieu 
of  "charter"  operation. 

HEARING:  Remains  as  assigned 
March  12.  1962,  Jn  Room  300,  US   Cus- 


NO'nCES 

torn  Building.  Second  *nd  Chestnut 
Streets.  PhUadelphia,  Pa.  lief  ore  Joint 
Board  No.  67,  or,  if  the  Joint  Board 
waives  its  right  to  participate,  before  Ex- 
aminer Parks  M.  Low 

No.  MC  70494  (Sub-No  3),  filed  Octo- 
ber 30,  1961.  Applicant:  GRAY  LINE 
MOTOR  TOURS.  INC,  1405  Locust 
Street.  Philadelphia  3.  Pa.  Applicants 
attorney.s:  V  Baker  Smith  and  Robert  H. 
Shertz,  226  South  16th  Street.  Philadel- 
phia 2,  Pa.  Authority  sought  to  operate 
a.s  a  caramon  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Pas- 
sengers and  their  hagqage.  in  .spt'cial  op- 
erations, in  round-trip  sightseeing  and 
pleasure  tours,  ( 1 1  between  Philadelphia, 
Pa  ,  and  points  in  Delaware  Township. 
N  J  :  and  <2'  between  Philadelphia  and 
Kennetr.  Square  Pa  .  and  Wilmington, 
Del. 

Norr  .^pplicmt  slatrs  the  jx'lnt.s  pro- 
posed to  be  srr%e(l  in  Wilmington.  Del  .  are 
the  Wiruerhur  and  Haglry  Museums,  and  In 
Kennett  Square.  Pa  .  the  Longwood  Gardens 

HEARING  April  9.  1962,  at  the  Penn- 
sylvania Public  Utility  Commission,  Har- 
risburs.  Pa  .  before  Joint  Board  No.  255. 
or  if  the  Joint  Board  waives  itr  right 
to  participate,  before  Examiner  John  L. 
York 

No  MC  85028  '  Sub-No  8  ' ,  filed  Febru- 
ary  2.    1962.      Applicant     BERKSHIRE 
STREET  R.AILWAY  COMPANY,  a  cor- 
poration,    1277    East    Street,    Pittsfield, 
Ma.ss.     Applicant's  attorney:   Edward  N 
Gadsby.     200     Maryland     Avenue     N.E  , 
Washington  2.  DC.    Authority  .sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  recular  routes,  transport- 
ing: Passengers  and  their  baggage,  and 
eipresx.    mail    and    newspapers    in    the 
.■^ame   vehicle  with  passengers,   between 
the     Berkshires      'Berkshire     County  >, 
Mass.   and   New  York   City.   NY:    (A) 
From  Williamstown.  Mass.,  at  junction 
Massachusetts  Highway  2  and  US  High- 
way 7,  over  Massachusetts  Highway  2  to 
North  Adams  Msa^s  .  thence  over  Massa- 
chusetts   Highway    8    to    junction    with 
Massachusetts   Highway  9,   thence  over 
Massachusetts  Highway  9,  to  PittsfielcJ, 
Mass  ,  thence  over  combined  U.S.  High- 
ways 20  and  7  to  Lenox,  Mass  .  thence 
over  U  S  Highway  7  to  Great  Barrington. 
Ma'^s  .    thenre    from    Great    Harrington 
over  Massachusetts  Highway  23  through 
South   Egremont.   Mass.   to  the  Massa- 
chusetts-New   York    State    line,    thence 
over    New    York    Hi!.:hway    23    through 
Hillsdale.     CraryviUe.     and     Claverack. 
NY  ,  to  Hudson,  N  Y  .  continue  on  New 
York    Highway    23    across    the    Hudson 
River  to  Cat-skill.  NY,  thence  over  New 
York  Thruway.  entering  at  Exit  21  and 
continuing  to  ELxlt  15  at  SiifTern.  NY., 
thence  over  New  Jersey  Highway  17  from 
the  New  York-New  Jt^^^ey  State  line  to 
its  intersection  with  New  Jersey  High- 
way 3  at  Rutherford.  NJ,  thence  over 
New  Jersey  Highway  3  to  and  through 
the  Lincoln  Tunnel  and  thence  over  ramp 
leading  in  to  the  Port  of  New  York  Au- 
thority Mldtown  Bus  Terminal  at  41st 
Street  and  Eighth  Avenue  (also  leaving 
New  York  Thruway  at  Exit  14A.  thence 
over  Garden  State  Parkway  Extension  to 
the    New    York-New   Jersey    State    line, 
thence  over  Garden   State  Parkway  to 
Exit  153,  thence  over  New  Jersey  High- 
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way  3  to  and  through  the         

and  thence  over  ramp  Icttdbig  toUti 
Port  of  New  York  AuthoHtgr  — 
Bus  Terminal  at  4l8t  Street 
Avenue >    (also  leaving  New 
way  at  Exit   14A,  thence 
State   Parkway   Extension  to 
York -New  Jersey  State  line. 
Garden    State    Parkway    to         _ 
thence  over  US.  Highway  46  toltii 
section  with  the  New  Jersey  ~ 
thence  over   the   New  Jersey 
to    Exit    16.    thence    over   New 
Highway  3  to  and  through  the 

Tunnel  and  thence  over  ramp 

to  the  Port  of  New  York  AuthocUrl 

town  Bus  Terminal  at  4l8t  "" 

Eighth    Avenue',    and   return 

same    routes,    serving   the   Inl. 

points  of  North  Adams,  Adams,' 

Lanesboro,  Plttsfleld.  Lenox.  St 

Great  Barrington.  and  South 

Mass..  and  Hillsdale.  CraryrlB^ 

ack,  and  Hudson,  NY.:  and  (B) 

Williamstown.    Mass..    over    the 

described  in  '  A  >  above  to  Great ! 

ton.  Mass  ,  thence  from  Great 

ton  over  US.  Highway  7  throoik  I 

field    and    A.shlcy   Falls.   Mass..  tt 

Massachusetts-Connecticut    Stelt  1 

thence    over    U.S.    Highway  T 

Canaan,  West  Cornwall.  Comwalll 

Kent.  GaylordsvlUe.  New  BfUlford,] 

field,  Danbury.  Branchvllle,  and* 

Conn  .   to  Norwalk,   Conn.,  and 

over  the  Connecticut  Turnpike 

state  Highway  95  >    to  the 

New  York  State  Une.  thenoe 

York's  New  England  Thruwtyjo 

at  Borough  of  the  Bronx,  New 

from  Exit  5  thence  over  Connon  I 

New  York  City  to  East  233d  Street  < 

22  >,    thence    over    East  233d 

Major    Deegan    Highway,    thenet 

Major  Deegan  Highway  to  Bronx ' 

West   155th  Street  to  Seventh  Al 

thence  over  Seventh  Avenue  to  i 

Parkway,  thence  over  Cathedral  Pllk> 

way    to   Columbus    Avenue. 

over  Columbus  Avenue  to  Ninth 

thence  over  Ninth  Avenue  to  40thl^  . 

thence  over  40th  Street  in  to  theBortilf 

New  York  Authority  Mldtown  BUi  'hh 

minal  at  Eighth  Avenue,  and  retomftt 

the  Port  of  New  York  Authority  1     " 

Bus  Terminal  on  41st  Street,  " 

4 1st  Street  to  10th  Avenue,  cent 

over  10th  Avenue  to  Amsterdsun  Al 

thence     over     Amsterdam    Ai 

Cathedral  Parkway,  thence  of«r 

dral  Parkway  to  Seventh  Avenue, 

West  155th  Street  over  the  Brooxl 

Major  Deegan  Highway,  thence  " 

of  return  trip  over  same  route  m 

serving  the  Intermediate  points  OlJ 

Adams,     Adams.     Cheshire,    iMB 

Plttsfleld,     Lenox,    Stockbrldge, 

Harrington.  ShefBeld.  and  Ashley 

Mass..    and    Canaan.    West 

Cornwall    Bridge.    Kent. 

New  Milford.  and  Brookfleld,  Com^ 

Danbury.  Conn,  to  discharge 

passengers    and    to    board 

passengers  only. 

HEARING:  April  28,  1962,  at  '■ 
eral  Building.  Albany.  N.Y..  befON  ^ 
amlner  John  L.  York.  ^^ 

No.  MC  95603  (Sub-No.  3).  JJjJJf 
cember  8.  1961.  Applicant:  EBMlWT. 
VOCELL,  JR  .   AND  JOSEPH 


^,  February  28,  1962 

^  doing  business  as  VOCELL 
•ANY,  751  Boston  Road  Bil- 
y[gga.    Applicant's      attorney : 
;|W|telB  11  Beacon  Street,  Boston. 
A^iority  sought  to  operate  m  a 
^c^er.  by  motor  vehicle,  over 
toutes.  transporting:  Pauen- 
_  .MCial  round-trip  transporta- 
WlSons.  traveling  for  the  purpose 
^^h^ting  in  games  commonly  re- 
teM  beano  or  bingo  games,  be- 
gnd    ending    at    Winchester. 
Burlington,  Blllerica.  Chelms- 
limU    Dracut.  Wilmington,  and 
M^ss..    and    extending    to 
Manchester,  N.H. 

,.^ jMO-  April  24.  1962,  at  the  Nfew 

"ffflSL>  and  Court  House  Building. 
'^^Tilass..  before  Joint  Board  No.  20. 
S^tttf  Joint  Board  waives  its  right 
f ilWP*te.  before  Examiner  James 

IKS     FOR     BbOKKRACS    LICKNSBS 

aoioa  CARRIXRS  or  passkbgus 

kMC  12772.  filed  October  23.  1961. 
JJJrt:    ROSARY    PniORIBiAaEB. 
^^16  West  Wisconsin  Avenue,  Apt. 
n&nukee  3.  Wis.    AppUcanfs  attor- 
*!^^^.  McBride.  759  North  Mil- 
Btreet.  MUwaukee  2.  Wis.    For 
)  (BMC  5)  to  engage  in  opera- 
a  broJker  at  Milwaukee,  Wis..  In 
for  the  transportatton  by  mo- 
BBid  in  IntersUte  or  foreign  com- 
^m  fl(  poMencrerc  and  their  baggage. 
rZi  nine  vehicle  with  passengers,  in 
B^e  tours,  between  points  in  the 
I  States  Including  Ports  of  Entry 
Bpllitsmatlonal  Boundaries  between 
_nitted  States  and  Canada  and  the 
MM  States  and  Mexico. 
Tp»rvn-  April  26, 1962.  at  the  Wis- 
Mlto  Pobllc  Service  Commission,  Mad- 
,,  before  Joint  Board  No.  96. 


SMttxioMS  IN  Which  Hanhlinc  With- 
OVT  Oral  Hxarxng  Is  RiauxsTXD 

aoToa  cARRins  or  PRornrr 

Ml  MC  31600    (Sub-No.   523),  filed 
15.    1962.     AppUcant:    P.    B. 

, i  MOTOR  TRANSPORTATION, 

.Cfelrary  Street.  Waltham  54,  Mass. 
t's  attorney:  H.  C.  Ames,  Jr.. 
■*«H»r,  Building.  Washington 
lOuC.  Authority  sought  to  operate  as 
tMnMm  carrier,  by  motor  vehicle,  over 
IT  routes,  transporting:  Sodium 
^  in  bulk.  In  tank  vehicles,  from 
7,V.Y..  to  Wilmington,  Mass. 

;  Applicant  «Ute«  that  the  purpoM  of 

jUeatlon  u  to  eliminate  the  neceaalty 

tfAHTTtnff  the  Bergen  County.  NJ..  gate- 

li  MTTtng  the  above  points  under  Its 

Bt  authority. 

MC  103378  (Sub-No.  228),  filed 
ry  15.  1962.  AppUcant:  PETRO- 
CARRIER  (X>RPOBATION,  369 
Street,  JacksonvlUe,  Pla.  Ap- 
.-  attorney:  Martin  Back,  At- 
NaUonal  Bank  Building,  Jackson- 
a,  Pla.  Authority  sought  to 
ft  as  a  common  carrier,  by  motor 
— ...j,  over  irregular  routes.  t*ansport- 
kr  Uquid  alum,  in  bulk,  in  tank  ve- 
IMh,  from  East  Point.  Oa.,  to  Coosa 
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February  14. 1982.  amended  F(^ruary  19. 
1962  and  republished  as  amended  this 
issue.  Api^Uoant:  SCHWERMAN 
TRUCKINa  C50.,  a  corporation,  620 
South  39th  Street.  Milwaukee  46.  Wis. 
Applicant's  attorney:  James  R.  2Uperski 
(same  address  as  applicant) .  Authority 
sought  to  <H>erate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  CAnent;  from  the  plant 
site  of  the  Penn-Dlxie  Cement  Corpora- 
tion in  or  near  Klngsport.  Tenn..  to 
points  in  Casey.  Rxissell,  Ciunberland, 
Boyle  and  Clinton  Coimties,  Ky. 

Now:  Applicant  presently  holds  contract 
carrier  authority  in  MC  113832  and  subs 
thereto,  therefore,  dual  operations  may  be 
involved. 

The  purpose  of  this  republication  is 
to  add  the  County  of  Boyle  to  the  desti- 
nation territory. 

No  MC  124105  (Sub-No.  2).  filed 
February    14.    1962.    AppUcant:    BAQ- 

Srrr  buuc  transport,  inc..  2 

South  82d  Street.  Birmingham  5.  Ala. 
ADPUcant's  attorney:  Harold  G.  Hemly. 
imSe  Street.  NW..  Washington  6. 
DC  Authority  sought  to  operate  as  a 
eanimon  carrier,  by  motor  vehicta.  over 
irregular  routes,  transporting:  Lime,  in 
bags,  moving  in  mixed  shipments  of  ce- 
ment and  mortar  cement  from  the  plant 
site  of  the  National  Cement  Company 
at  Ragland  (St  Clair  County).  Ala.,  to 
points  in  Alabama.  Georgia.  North  Caro- 
lina. South  Carolina.  Florida.  Missis- 
sippi, and  Tennessee. 

Nar«:  AppUamt  sUtes  that  It  U  controlled 
bv  BaggeU  Ttansportotion  Company  who  In 
SrTiK  controls  Alabwna  Highway  Bspress^ 
Inc  The  oommon  control  of  applicant  by 
Ba^U  and  its  majority  stockholder.  W  D^ 
adUrn  Jr.  was  approved  by  order  of  the 
SSSisii^i  SvlslSn  1.  in  MC  l^aas  em- 
bracing MO-*  7688.  decided  Decexftber  4. 
losi  ADoUcant  also  conducts  operations 
taPermltMC  118228  and  subs  thereunder, 
therefore,  dual  operations  may  be  involved. 


MOTOt  CAKtJXRS  OV  PASSBNGERS 


RolMC  124078  (Sub-No.  2)  (AMEND- 
.  filed  February  5, 1962.  published 


No  MC  102538  (Sub-No.  13) ,  filed  Feb- 
ruary  19.    1962.    AppUcant:  J^^^ 
CoScH  LINES.  INCORPORATED  PO. 
Box  287    415  Sycamore  Street.  Bristol. 
Va.    Authority  sought  to  operate  as  a 
common  carrier,  by  motor  v^cle  over 
regular  routes,  transporting:  Passengers 
and  their  baggage,  and  express,  mmi. 
and  newspapers,  in  the  same  vehicle  with 
Angers,  between  Bristol.  Va.-Tenn. 
imdTri-Clty  Airport.  Tenn.:  from  Bris- 
tol over  US.  Highway  11-W  to  junction 
of    Tennessee    unnumbered    highway, 
thence  over  Tennessee  unnumbered  to 
BlountvlUe.  Tenn..  thence  over  Tennessee 
Highway  87  to  junction  of  Tennessee  un- 
numbered highway,  thence  over  Tennes- 
see unnumbered  highway   to  Tri-Clty 
Airport,  and  return  over  the  same  route, 
serving  an  tnt«rmedlate  points. 
AFPUCATIOWa  FO«  CwtnncATis  o»  PiR- 
MXTs  Which   Ark  To  Be  Processxb 
CowcinuaHTLT     With     Appucatiohb 
UwD«  SwynoH  5.  GovxRWXD  BY  Special 

RULE  1.240  TO  THE  EXTERT  APPLICABLE 
MOTOK  CAHEIERS  OP  PROPERTY 

No  MC  117642  (Sub-No.  4) .  filed  Feb- 
ruary 19.  1962.  AppUcant:  P.  P.  NffiL- 
SON    WnJilS  P.  NIELBON,   IVAN  R. 


1M5 

NIELSON.  and  LAR&  P.  NIEU90N,  » 
partnership,  doing  business  as  ABQOIIA 
SALES  COMPANY.  116  West-  Fwrth 
Avenue,  Mesa.  Ariz.  AppUcanfs  at-  . 
tomey:  Lynn  S.  Richards.  716  Vewbaaat 
Building,  Salt  Lake  City  11.  XTtah.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Dry  ferWtaer,  In 
bags  and  in  buUc,  from  Oarfleld  and 
<3eneva,  Utah,  to  points  in  Arizona  on 
and  south  of  U.S.  Highway  70. 

NoTi:  This  i^^pUcation  is  dlrectty  related 
to  MC-F  8078,  published  Pdbul  BMOWtm, 
issue  February  21,  1962. 

Applications  Under  SsctiONS  5  ahb 
210a(b) 

The  foUowing  appUcaUons  are  gov- 
erned by  the  Interstate  Commerce  Com- 
mission's special  rules  governing  notice 
of  filing  of  aiq;>Ucations  by  motor  carriers 
of  property  or  passengers  undor  sectloii 
5(a)  and  2l0a(b)  of  the  Interstate  Com- 
merce Act  and  certain  other  proceedings 
with  respect  thereof.    (49  CER  1.240) 

MOTOR  CARRIERS  Or  PROPERTT 

No.  MC-F-8084.    Authority  souglit  for 
lease    by    HENNIS    FREIGHT   IJME8. 
INC..  P.O.  Box  612,  Wlnston-Salem.  NX?., 
of  the  operating  rights  of  HANCOCK-  . 
TRUCKING,     INCORPORATED.     1917 
West  Maryland  Stxeet,  EvansvUle,  IimL. 
and  for  acquisition  by  S.  H.  BCITCHEEJj. 
also  of  Winston-Salan.  N.C..  of  control 
of  such  righte  through  the  transaction. 
Applicante'  attorneys  and  representa- 
tive respectively:  James  E.  WUson.  1111 
E  Street  NW.,  Washington  4,  D.C.,  A.  W. 
Flynn,  P.O.  Box  127,  Greensboro,  NX;., 
and  Frank  C.  PlUlips,  Box  612.  Winston- 
Salem,  N.C.    Operating  rights  sought  to 
be  leased:  General  commodities,  except 
dangerous  explosives,  and  exc^t  petro- 
leum products  in  tank  trucks,  Uvestock, 
sand,  gravel,  and  coal  in  bulk,  as  a  com- 
mon carrier  over  regular  routes  between 
EvansvlUe,  Ind..  on  the  one  hand.  and. 
on  the  other.  Chicago.  lU..  Henderson 
and    LouisvUle.    Ky..    St.    Louis,    Md., 
IndlanapoUs.  Ind.,  and  Detroit.  Mich.. 
serving   certain   intermediate   and  off-. 
*TOM\A  pointe,  between  Hayesville.  Ind.. 
and  junction  Indiana  Highway  45  and 
U£.  Highway  50,  serving  no  Intermediate 
points,  between  IndlanapoUs.  Ind.,  and 
junction  Indiana  Highway  67  and  UB. 
Highway  41,  between  junction  Indiana 
Highways    67    and    57    and    junetkm 
Indiana  Highway  57  and  VS.  Hlghw«r 
41,  serving  no  Intermediate  or  off-route 
points,  and  over  several  alternate  routes 
for  operating  convenience  only;  ffemero* 
commodities,  excepting,  among  others, 
household   goods   and  commodities   in 
buUt,  between  VincennM,  Ind.,  and  Junc- 
tion   UJ3.    Highway    150    and   Indiana 
Highway    56   serving    aU   intermediate 
points,  between  St.  Louis.  Mo.,  and  Cin- 
cinnati,   Ohio,    serving    certain   inter- 
mediate and  off-route  pointe,  between 
IndlanapoUs,  Ind.,  and  Columbus.  Ohio, 
serving  the  intermediate  point  of  Spring- 
field. Ohio,  between  Chicago.  Dl..  and 
St.  Louis.  Mo.,  serving   certain  Inter- 
mediate and  off-lroute  pointe.  between 
Default.  Mich.,  and  Chicago,  ni..  sw^ 
aU  intermediate  pointe.  between  Detroit, 
Mich.,    and    Pittsburgh.    Pa.,    between 
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Chleaio.  111.,  and  Clereland.  Ohio,  be- 
tween Detroit.  Mich.,  and  Port  Wayne 
and  Indi«napolla.  Ind..  between  Detroit. 
mth..  and  CoTtn«ton.  Ky..  between  De- 
troit. Mich.,  and  Columbus,  Ohio,  serv- 
ing certain  Intermediate  point*,  between 
Clereland,   Ohio,    and   Pittsburgh.   Pa 
between  ClcTCland.   Ohio,   and   Colum- 
biana. Ohio,  between   Cleveland.   Ohio, 
and  Rochester,  Pa.,   serving   all   inter- 
mediate  points,    between   Chicago.    Ill 
and  Pittsburgh,  Pa.,  between  Covington, 
Ky..     and     Cleveland.     Ohio,     between 
Columbus.    Ohk),    and    Dunrelth.    Ind. 
between  Indianapolis.  Ind  .  and  Cincin- 
nati. Ohio,  serving  certain  intermediate 
and  off-route  points,  between  Chicago. 
111.,  and  Indianapolis.  Ind  .  serving  cer- 
tain intermediate  and   off -route   polnUs 
restricted  against  the  transportation  of 
livestock  between  termini,  between  junc- 
tion U.S.  Highway  112  and  unnumbered 
highways,    and    any    entrance    to    Ford 
Willow    Run    Plant,    between    junction 
Michigan  Highway  17  and  unnumbered 
highways    and    any    entrance    to    Ford 
Willow    Run    Plant,    serving    no    inter- 
mediate points,  between  Detroit.  Mich 
and    Junction    VS.    Highway    112    and 
Michigan  Highway  17.  serving  the  inter- 
mediate   point    of    Ford    Willow     Run 
Plant,  near  YpsilanU.  Mich  .  and  over 
several   alternate   routes   for   operating 
convenience  only;  general  commodities. 
except  commodities  In  bulk,  and  those 
of    unusual    length,    height    or    weight. 
which  are  at  the  time  moving,  on  bills 
of  lading  of  freight  forwarders,  ( 1  >  be- 
tween Chicago,  ni.,  and  St.  Louis.  Mo  . 
(2)  between  St.  Louis,  Mo.,  and  Cincin- 
nati, Ohio.  <J>   between  Louisville.  Ky  . 
and  Cincinnati.  Ohio.   (4»    between  In- 
dianapolis. Ind..   and  Cincinnati.  Ohio, 
(5)     between    Indianapolis.     Ind.     and 
Cleveland.  Ohio.  (8)   between  St.  Louis, 
Mo.,    and    Dayton,    Ohio     '7'     between 
Louisville,  Ky..   and  Indianapolis,   Ind  . 
(8)   between  St.  Louis.  Mo  .  and  Louis- 
ville, Ky.,  (9)  between  St.  Louis.  Mo  ,  and 
Cleveland,  Ohio,  (10)  between  St   Louis. 
Mo.,  and  Pittsbtn-gh.  Pa  .  (11>   between 
Indianapolis.  Ind.,  and  St.   Louw.  Mo  . 
1 12)  from  Akron.  Ohio,  to  St  Louis,  Mo 
(13)  from  Indianapolis.  Ind  .  to  Detroit. 
Mich.,  (14)    from  Indianapolis.  Ind  .  to 
Pittsburgh,  Pa.,  *15)  between  Louisville. 
Ky..  and  Pittsburgh,  Pa  .   (18i    between 
Louisville.  Ky..  and  Chicago.  Ul  .   (17) 
between  Indianapolis.  Ind  .  and  Chicago, 
m..  (18)  between  Cincinnati.  Ohio,  and 
Chicago.  111..  (19)  from  Chicago.  Ill  .  to 
Pittsburgh,  Pa..    (20)    between  Detroit. 
Mich.,   and  Ixmisvillc.   Ky..    <2l'    from 
Cleveland,  Ohio,  to  Pittsburgh.  Pa  .  <22t 
between  Buffalo,  N.Y..  and  Indianapolis. 
Ind..  serving  the  intermediate  points  of 
East  St.  Louis,  111.  and  Middle  town  and 
Hamilton.  Ohio;   automobile  parts  and 
automobile  accessories,   serving   certain 
off-route  points  In  connection  with  car- 
rier's  regular^route  operations    to   and 
from  St.  Louis.  Mo.,   restricted  to   the 
delivery    of    shipments    originating    at 
Vincennes,  Ind..  Port  Wayne,  Ind  .  and 
Detroit.  Mich.:  general  commodities,  ex- 
cept household  goods,  between  St.  LouLi. 
Mo.,  and  Princeton  and  Evansville,  Ind  . 
serving  all  Intermediate  points,  general 
commodities,   except   those    of    unusual 
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value,  dangerous  explosives,  charcoal, 
live  animals  and  poultry,  unwrapped 
hemp,  uncrated  furniture,  household 
goods,  commodities  requiring  special 
equipment,  and  those  injurious  or  con- 
taminating to  other  lading,  between 
Chicago.  Ill  .  and  Milwaukee.  Wis  .  serv- 
ing all  intermediate  points;  general  com- 
rnodtties.  except  household  goods,  ov»r 
irregular  routes,  t)etween  points  on  the 
above-specified  routes,  between  St  Louis. 
Mo  .  and  Pnncet<^m  and  Evan.sville.  Ind  . 
on  the  one  hand,  and.  on  the  other, 
Paducah.  Ky  .  and  certain  pomt.s  m 
Illinois,  general  comTnoditie.'i.  except, 
dangt-rou.s  explo.Mves.  pttroleum  prod- 
uct.s  m  tank  tnick*'^  liv.  stock  sand. 
Kravfl.  and  coal  in  bulk,  between 
Chicano.  Ill  .  on  the  one  hand.  and.  on 
the  other,  certain  pomUs  in  Ilhnoi.s 
HENNIS  FKKKiHT  LINES.  INC  .  is  au- 
thorized to  operate  a.s  a  common  tamer 
m  Ck'oruia.  South  Carolina.  Nortli  Caro- 
lina. Virginia.  Michigan.  Ohio.  Indiana. 
Illinois.  Maryland.  New  York  Penivsyl- 
vania.  and  New  Jer.sey  Application  ha.s 
been  filed  for  temporary  authority  under 
.section  210aibi 

No   |iC-F-«083      Authority  sought  for 
purchase  by  HOLT  TRUCK  UNE.  INC  . 
Conway.  Ark  .  of  the  operating  righUs  and 
property   of    HERMAN    B    LITTLE,    an 
individual,     doing     business     as     HOLT 
TRUCK  LINE,  Front  and  peer  StreeU. 
Conway.    Ark  .    and    for    acquisition    by 
JACK    F     POWELL,    800    Sobth    Main 
Street.    Searcy.    Ark  .    C     K     POWELL. 
1511    East    Fourth    Street.    Little    Rock. 
Ark  .  and  DON  E    POWELL.  820  Pryor 
Street.  West  Memphis.   Ark.,  of  control 
of  such  rights  and  property  through  the 
purchase.       Applicants'     attorneys:      S 
Harrison    Kahn.    1110-1114    Investment 
Building,  Washington  5.  DC  .  and  Louis 
Tarlowski,    601    Rector   Building.    Little 
Rock.  Ark.     Operating  rights  sought  to 
be  transferred:  General  commodities,  ex- 
cepting, among  others,  household  goods. 
but  not  excepting  commodities  in  bulk, 
as  a  common  carrier  over  regular  routes 
between  Little  Rock.  Ark,  and  Conway. 
Ark  .  serving  the  intermediate  point  of 
North  Little  Rock.  Ark  .  between  North 
Little  Rock,  Ark  .  and  Camp  Joseph  T 
Robmson,  Ark  .  servlrig  no  intermediate 
points,  between  Little  Rock.   Ark  .   and 
junction  U.S.  Highway  64  and  Arkansas 
Highway     5.     servlrig     no    intermediate 
points,  between  Conway.  Ark  .  and  junc- 
tion US    Highway  64  and  unnumbered 
county  road  near  El  Paso.  Aik  .  serving 
all     intermediate     points,     and     points 
within  five  miles  of  the  described  portion 
of   US.    Highway    64.    between   Hamlet. 
Ark  .  and  Center  Hill,  Ark,  serving  all 
intermediate    points   and   points   within 
five   miles   of    the   described   portion   of 
Arkansas  Highway  36.  and  between  Cen- 
ter Hill.  Ark.,  and  junction  uiuiumbered 
county  road  and  US    Hiehway  ©4  near 
El  Paso,  Ark.,  serving   all   intermediate 
points  and  points  within  five  miles  of 
the    described    portion    of    unnumbered 
county  road.    Vendee  holds  no  authority 
from  this  Commission.     However.  C.  K 
POWELL,  JACK  F    POWELL,  and  DON 
E     POWELL,    stockholders    controllinrr 
vendee,  are  stockholders  In.  and  control. 
POWEIX  TRUCK  LINE,  INC  ,  800  South 


Main    Searcy,  Ark.,  which  to 
to  operate  as  a  common  carritr 
nessee    Missouri,  and  Ark 
cation    has    been    filed    for 
authority  under  section  210a(b). 

No  MC-F-8086.    Authority] 
purchase  by  H  fc  W  MOTOR 
COMPANY.   3000  Elm  Sthset. 
Iowa,  of  the  operating  rlg|)ta  UifiS 
rrty  of  WHITES  MOTOR TRAHflSE 
INC     Francis   L   River.   DiKorali,  Sa. 
and  for  acqui.sition  by  CYRIL  B.  ^H 
SEL  and  MARIE  C   HAAS.  boQi  i|||^ 
buque.   Iowa,  of   control  of 
and  pro;>erty  through  the  purdMM. 
iihcant.s'  representative:  Cyril  H.' 
:}000  FAm  Street.  Dubuque,  Iowa. 
atin«    rights  souf,'ht  to  be 
Gfi'nrral  commodities,  excepting. 
others,  household  goods  and « 
in  bulk,  as  a  common  carrier 
lar   routes  between  Williamstown, 
and   New    Hampton.  Iowa,  ■enrtm 
tain  intermediate  and  off-route 
general  commodities,  excepting, 
others,  household  goods,  but  not< 
ing     commodities     In     bulk, 
Waterloo,  Iowa,  and  Decorah. : 
ing   certain   intermediate  and 
points,  and  operations  under  0ml 
Proviso  of  SecUon  206(a)(1)  a(  ttMai> 
terstate  Commerce  Act  In  the  Blilltf 
Iowa   as  more  specifically  flfanrttid  ti 
No  MC-13420  Sub-9.    Vendee  to  i 
ued  to  operate  as  a  common 
Iowa.  Minnesota,  and  Qllnoto. 
tion   has  not  been  filed  for 
authority  under  section  210a(b). 

jioTT    An  ■ppMcatlon  wUl  be  ftlidrtal 
dale  aa  a  matter  directly  relatad. 


No  MC  P-8087.    Authority 
control     and     merger     by     C 
HEAVY  HAULERS.  INC.,  2MalBl 
N.i.shville.  Tenn  .  of  the  operating  4011 
and    property   of    CHARLOl'l— llUt 
HAULING        COMPANY.       *~      ■" 
RATED.  635  Third  NaUonal 
ing  Nashville,  Tenn.,  and  for 
by  E    T    GREGORY.  C.  O.  ~ 
and  MRS  E  T  GREOORY.  aU  ai>^ 
Street.   Nashville.   Tenn.,  of  eflBlWl  « 
such   rlKhts   and  property 
transaction.         Applicanta' 
Wilmer     B      Hill.     529 
Buildina.     Washington     6,     D.C, 
Charles  H    Hudson,  Jr  ,  206 
Bank  Building.  NashvUle,  Tenn. 
atmg  rights  .<:ought  to  be  controBii^ 
merued:    Road-construction 
equipment,  and  supplies,  excefici 
a  common  carrier  over  Irregular 
between  points  in  Virginia,  on  **•  ■• 
iiand    and.  on  the  other.  polnUi»y< 
Virginia,   and   from  points  In  OilJ  • 
points  in  Virginia.    GREGORY  HlAfl 
HAULERS,  INC.,  is  authorlied  to  tmf- 
ate   as   a   com.mon   carrier  in   Wl 
Illinois.     Wisconsin.     Michigan. 
Minnesota.    Indiana.    Tenneaaee, 
tucky.  and  North  Carolina, 
has  not  been  filed   for  tempocaij  « 
thonty  under  section  210a(b) . 

By  the  Commission. 

[.stALl  Haxold  D.  UtX!tn, 

Sectturj. 

[FH     Dor     62   1980;    Filed.    Feb.    IT.   W» 
8:48  a. ml 
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February  28,  1962 

[Notice  8011 

iMMOl  CARMEt  TRANSFEt 
"^  pffOCCEDMGS 

FIBBUAKT  23,  19f2. 

g  of  orders  estered  punuant 
»_,  212(b)  of  the  IntersUte  Oobh 
A^  and  rules  and  regulationa  pre- 
*3^nder  (49  CFR  Part  179), 


FEDEtAL  tEGiSTER 


^^ in  the  Commission's  spe- 

'TTpncUoe  any  interested  per- 

flle  a  petition  seeking  recon- 

of  the   foUowlng   numbered 

..  within  20  days  from  the  date 

ySjint'""  of  this  notice.  Pursuant 
f^LJZ  itik)  of  the  Interstate  Com- 
•^^ct  the  filing  of  such  a  petition 
■S^-toone  the  effective  date  of  the 
i tathat  proceeding  pending  its  dis- 
The  matters  relied  upon  by 
i  must  be  specified  in  their 
with  particularity. 

64763-    By  order  of  Febru- 
^aL  1»0.  the  Transfer  Board  ap- 
^mitXm  transfer  to  Elmer  O.  Pllwneo 
SBrnno  Nardl.  a  partnership,  doing 
I  as  Ertablo  Transportation  Co., 
J  CaMf..  of  Certificates  Noe.  MC 
Sub  9  and  MC  105««a  Sub  14. 
Kay  12.  195S  and  May  13.  1958. 
r.  to  Elmer  Q.  PUomeo,  Joee^ 
and  Bruno  Nardl,  a  partner- 
^  business  as  Diablo  Trmns- 
„    Co..  Concord.  Calif.,  authoriz- 
& tta transportation  of:  G«ieral  oom- 
SflMN.  except  Class  A  and  B  ezpilo- 
^M  OMl  household  goods,  between  the 
m  o(  Tairfleld-Suisun.   Califs  Axmy 
<fa  1MB,  on  the  one  hand,  and,  <»  the 
^  the  sites  of  Sacramento  Munlc- 
tri  Airport.  McClellan  Field,  Mather 
Ml  Sacramento  Signal  Corps  Depot 
itMt.  San  Francisco  Municipal  Alr- 
lat  OCUfl  Field).  Oakland  Municipal 
Sacramento,    San    ftandsco, 
,„     Alameda,     and     Emery  f  Die. 
:  and  automobile  parts,  chemicals, 
Minw  ammunition,  and  turpentine, 
iM  aarra  Ordnance  Depot.  Herkni , 
Mt,  IB  Oakland.  Calif.    Pete  H.  Daw- 
■^  Un  Drake   Avenue.  Burlingame, 
CML  Representative  for  applicanta. 

HQi.  MC— FC  64767.  By  order  of  Feb- 
auj  19,  1962.  the  Transfer  Board  ap- 
pBiad  0ie  transfer  to  E  &  B  Lines.  Inc., 
ftMkport,  NY.,  of  Certificate  No.  MC 
m  iKued  June  10.  1949,  to  Norman  J. 
lilBaD.  doing  business  as  E.  Ii  R.  Lines, 
ftMkport.  N.Y..  authorizing  the  trans- 
|8rt^km  of:  General  commodities,  ex- 
'  "  Vhous^(rid  goods,  commodities  in 
•ad  other  specified  commodities 
m  Rochester.  N.Y..  on  the  one 

,  and.  on  the  other,  points  in  Mon- 

m  tod  Orleans  Counties,  N.Y..  within 
■  mDes  of  Rochester.  N.Y.  Robert  V. 
**— -l-j.  25  Exchange  Street,  Roch- 
9tm  14,  N.Y..  Attorney  for  applicants. 
Ma.  IIC-PC  64814.  By  order  of  Peb- 
■■7  19.  1962.  the  Transfer  Board  ap- 
mvcd  the  transfer  to  Arledge  Transfer, 
tot,  2131  Summer  Street,  Burlington, 
he*,  of  Certificates  Nos.  MC  101186.  MC 
WIM  Sub  8,  and  MC  101186  Sub  9. 
laoed  October  22. 1945,  January  24. 1957, 
ad  Kiuxh  16,  1960.  Issued  to  James  O. 
Adedge,  doing  business  as  Arledge 
Tkuifer  Company.  2131  Summer  Street, 
■mincton,  Iowa,  authorizing  the  trana- 


portation  of  general  commodities,  ez- 
f^i^lwy  fx)inmft«<««»»  In  bulk,  bat  includ- 
ing hooadMdd  goods,  between  Burlington, 
Iowa  ^w**  Qatnej.  IIL,  serving  the  inter- 
mediate points  of  Fort  Madison  and 
Sieoknlt.  Iowa;  betwerai  Port  Madison. 
Iowa,  and  Dallas  City.  HI.,  serving  the 
Intermediate  point  of  Niota,  ni.,  and  ofT- 
route  point  ct  Nauvoo,  111.;  between 
Burlington.  Iowa,  and  Quincy,  HI.,  serv- 
ing all  Intermediate  points  and  off-route 
points  of  Fort  Madison  and  Keokuk, 
Iowa,  and  Nauvoo,  Nlota.  La  Harpe.  Co- 
lusa. Adrian.  Bomslde,  and  Ferris.  HI.; 
between  Burlington,  Iowa,  and  Milwau- 
kee. Wis.,  serving  no  Intermediate  points ; 
between  BurBngton,  Iowa,  and  specified 
Junctions  in  minols;  general  commodi- 
ties, excluding  household  goods  and 
commodities  in  bulk,  between  Biu-ling- 
ton.  Iowa,  and  Oskaloosa.  Iowa,  serving 
all  intermediate  points;  between  Burl- 
ington. Iowa,  and  Cedar  Rapids,  Iowa, 
serving  all  Intermediate  points,  and  the 
off-route  points  of  Washington,  River- 
side, Muscatine,  Grandview,  Wapello, 
Wever.  Fort  Madison.  Montrose,  and 
Keokuk,  Iowa;  between  Burlington. 
Iowa,  and  Chicago,  HL,  serving  the  inter- 
mediate point  of  Monmouth,  HI.,  and 
points  between  Monmouth  and  Chicago. 
HL.  and  between  points  in  Iowa  City. 
Iowa;  such  merchandise  as  is  dealt  in 
by  manufacturing,  wholesale,  retail,  and 
chain  drag  companies,  and  in  connection 
therewith  materials  and  supplies  used  in 
the  conduct  at  such  business,  between 
BurUngton.  Iowa,  and  Peoria,  HI.,  serv- 
ing an  Intermediate  points  and  off-route 
points  of  Stronghurst,  Rarltan.  and 
Camden,  m.;  and  fitxn  Kecdcuk.  Iowa,  to 
Rushville,  HI.,  serving  all  intermediate 
points  and  the  off-route  points  of  Strong- 
Imrst.  Rarltan.  and  Camden,  HL;  house- 
hold goods  and  emigrant  movables,  be- 
tween Wever,  Iowa,  and  points  within 
10  miles  of  Wever,  on  the  one  hand.  and. 
on  the  other,  pc^ts  in  Illinois:  house- 
hold gooda  between  Burlington.^  Iowa, 
and  points  within  50  miles  thereof,  cm 
the  one  hand,  and.  on  the  other,  points 
in  Misnori.  Mtameaota,  Wiaeonsin,  Ifich- 
Igan,  and  Indiana;  malt  beverages  and 
empty  containers,  between  Port  Madi- 
s(m  and  Keokuk,  Iowa,  and  Oalesburg, 
m..  on  the  one  hand.  and.  on  the  other, 
Bfflwaukee,  Wis.,  and  between  Burling- 
ton, Port  Madison,  and  Keokuk,  Iowa, 
on  the  one  haikl.  and,  on  the  other.  La 
Crosse.  Wis.,  Peoria,  HL,  St  Paul  and 
Mankato,  Mhin..  St.  Louis.  Mo.,  and  Fort 
Wayne.  Ind.;  soap,  soap  powder  and 
flakes,  and  scouring  compounds,  between 
Burlington.  Iowa,  on  the  one  hand.  and. 
on  the  other,  specified  points  in  Illinois. 
Indiana,  Wsconsin,  and  Minnesota; 
soap.  In  tmckloads.  from  Burlington, 
Iowa,  lo  Wauaao,  Wis.,  specified  area  in 
Wisctmsin,  and  Winona,  Miiux.;  canned 
fruit  and  vegetables,  from  points  in  Wis- 
consin, with  certain  exceptions,  to  Burl- 
ington; canned  goods,  from  Columbus 
Junction,  Iowa,  and  Lomax,  m.,  to  points 
In  Illinois,  Iowa.  Missouri,  and  Minne- 
sota; insecticides  and  agricultural  chem- 
icals (not  Including  feeds  or  fertilizers) , 
agricultural  chemical  equipment  for  the 
spreading  or  application  of  such  insectt- 
ddea  and  agricultural  chemicals  (not 
Including  general  fann  machinery  or 
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equipment),  anti-freeze,  and  dog  food. 

from   Loekridge.   Iowa,   and   spcctted 

points  m  Illinois  (eseeiit  Chicago).     " 

ana,    Minneaota    (eaceepi   13   i 

potnts)  and  specified  potota  In 

and  Wisconsin:  fresh  meat  and  i 

house  prodocta.  eheeae.  canned  goods, 

animal  food,  soap,  advertising  awttcr, 

and  butchors'  supplies,  from  Dee  Molnea. 

Iowa,  to  32  apedfled  towns  in  HL;  and 

from  Burlington,  Iowa,  to  6T  ipecffled 

towns  in  HUnols  and  23  towns  in  Iowa, 

from   Ottumwa,   Iowa,   to   14  spectted 

towns  in  yiHnntu,  soap  and  soap  powders. 

from  Burlington,  Iowa,  to  27  towna^ln 

Illinois;    bakery   goods   and  macaroni 

products,    from    Burlington,    Iowa,    to 

points  in  Hlinc^  (except  Chieaco.  HL), 

Indiana,  Nebraska.  North  Dakota.  Soutii 

Dakota.     Mmnesota,    Wlaconetn,     and 

Michigan,  and  rejected  ahlpmenti  on  xe- 

turn;  dressed  pouttry.  dairy  prodaete. 

and  eggs,  from  a  cpedfled  axea  of  Iowa 

to  specified  points  and  area  In  Iowa. 

No.  MC-FC  64818.    By  ordor  d  Feb- 
ruary 19.  1962.  the  Transfer  Board  9- 
proved  the  transfer  to  Jamea  D.  \lohn. 
Thayer,  Kans.,  of  Oerttllcafte  Ma  MC 
5116,  issued  May  5.  1950.  to  Oioi  Solo- 
mon. Chamite,  Kana,  anthortalac  the 
transportation  of  UveMtoek,  over 
routes,   between   PetroUa,   Kana.. 
Kansas  C^ty.  Bfto..  feed.  aeed.  fans 
chinery,  grease  and  oil  in 
/ind  groceries,  fr(»n  Kansaw  Cttgr  omr 
the  above  spedfled  route  to  PetroHa  with 
service  authorized  to  intermediate  and 
off-route  points  within  at  miles  of  Fetro- 
lia  for  delivery  only;  and  Uveetod:  and 
agricultural  commodities,  ova:  irregular 
routes,  from  points  In  Webster,  CQfton. 
Colfax.  Prairie.  Onllfard.  Pleasant  Valley, 
and  Benedict  Townships,  Wilson  County. 
Kans.,  to  Kansas  City.  Mo.;  and  general 
commodities,  excluding  household  goods. 
from  Kansas  City  to  the  above-apedfled 
Kansas  points.    Neil  L.  Toedman.  P.O. 
Box  216.  Yates  Center,  Kans..  zcpre- 
sentattve  for  apptteants. 

No.  MC-PC  64822.  By  order  of  Feb- 
ruary 19,  1962,  the  Transfer  Board  tcp- 
proved  the  transfer  to  Otto  Larson,  408 
North  Lewis  Street,  Ludington.  .IkOch., 
of  Certificate  NO.  MC  MSSIi.  Issued 
March  1, 1940,  to  Emil  Larson,  510  North 
Robert  Street,  Ludington,  lOeh.,  author- 
izing the  transpmrtatton.  of  household 
goods,  furniture,  and  store  fixtures,  be- 
tween points  In  Mason.  Lake,  Manistee, 
and  Oceana  Counties,  Mich.,  on  the  one 
hand.  and.  points  in  Ohio.  Indiana, 
Illinois,  and  Wisconsin,  on  the  other. 


[seal] 


Harold  D.  MoCot. 
Secretary- 


[FJl.   Doc.    ea-lftSl;    Piled.   Fd».   27.    1982; 
8:i8  aJiL.] 


FOURTH  SECTION  APPLICATIONS 
FOR  REIIEF 

Febkuakt  23,  1962. 
Protests  to  the  granting  of  an  applica- 
tion must  be  prepared  In  accordance 
with  Rule  40  of  the  general  rules  of  prac- 
tice (49  CFR  1.40)  and  filed  within  15 
days  from  the  date  of  pubUcatton  of  thla 
notice  in  the  Fideial  Registbx. 


1948 


Lonc-ahd-Short  Haul 


FSA  No.  37567:  Petroleum  residual 
fuel  oU  to  Minnesota  and  Wisconsin. 
Piled  by  Southwestern  Freight  Bureau. 
acent  (No.  B-8159).  for  Interested  rail 
carriers.  Rates  on  petroleum  residual 
fuel  oil.  in  tank-car  loads,  from  produc- 
ing points  in  Arkansas.  Kansas.  Louisi- 
ana, New  Mexico,  Oklahoma  and  Texas, 
to  specified  points  in  Minnesota  and 
Wisconsin. 

Grounds  for  relief  Market  competi- 
tion. 

Tariff:  Supplement  252  to  Southwest- 
ern Freight  Bureau  tariff  ICC  4279 

FSA  No.  37568:  Methanol  from  Texas 
City.  Tex.,  to  JoUet.  in.  Filed  by  South- 
western Freight  Bureau,  agent  'No.  B- 
8157) ,  for  interested  rail  carriers  Rates 
on  methanol  (methyl  alcohol),  in  tank- 
car  loads,  from  Texas  City.  Tex.,  to 
Joliet.  111.  (applicable  only  for  deliveries 
on  railroad  tracks  serving  the  Amoco 
Chemical  Company  at  Johet.  HI.  > 

Grounds  for  relief:  Unregulated  water 
and  market  competition. 

Tariff:  Supplement  223  to  Southwest - 
em  Freight  Bureau  tariff  ICC  4064. 

FSA  No.  37589:  Lime  from  Eden.  Wis  . 
to  Newell.  Ark  Filed  by  Southwestern 
Freight  Bureau,  agent  (No.  B-8158) .  for 
interested  rail  carriers.  Rates  on  lime, 
common,  lump,  crushed,  pulverized  or 
hydrated,  in  carloads,  from  Eden.  Wis 
to  Newell,  Ark. 

Groimds  for  relief:  Market  competi- 
tion. 

Tariff:  Supplement  89  to  Southwest - 
em  Freight  Bvireau  Urlff  ICC   4021 

By  the  Commission. 

[SEAL I  Hahold  D  McCoy. 

Secretary. 
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SMAU  BUSINESS  ADMINISTRA- 
TION 

IDelegatlon  of  Authority  30-II-3    (Rev     li] 

ADMINISTRATIVE  OFFICER 

D«l*90tion  Relating  to  Administrative 
Functions 

1.  Pursuant  to  the  authority  delegated 
to  the  Regional  Director  by  E)elegatlon 
of  Authority  No.  30  f Revision  6«.  as 
amended  (26  F.R.  1706,  7418.  26  F  R.  177. 
1466.  27  F.R.  372).  there  is  hereby  dele- 
gated to  the  Administrative  Officer  the 
authority : 

1.  To  administer  oaths  of  ofSce 

2!  TO  approve  (a)  annual  and  sick 
leare,  except  advanced  annual  and  sick 
leave,  and  (b)  leave  without  pay  not  to 
exceed  30  days  for  employees  in  the 
region. 

3.  To  (a)  make  emergency  purchases 
chargeable  to  the  Administrative  expense 


NOTICES 

fund,  not  in  excess  of  $50  in  any  one 
object  class  in  any  one  instance  but  not 
more  than  $100  in  any  one  month  for 
total  purchases  In  all  object  classes:  (b) 
make  purchases  not  in  excess  of  $10  in 
any  one  Instance  for  "one-time  use 
items"  not  carried  in  stock  subject  to  the 
total  limiUtlons  set  forth  in  (a)  of  this 
paragraph;  and  10  to  contract  for  the 
repair  and  maintenance  of  equipment 
and  furnishings  in  an  amount  not  to  ex- 
ceed $25  in  any  one   instance 

4  In  connection  with  the  establi.sh- 
ment  of  Disaster  Loan  OfBces,  to  "a' 
obligate  Small  Business  Administration 
to  reimburse  General  Services  Adminis- 
tration for  the  rental  of  office  space;  tbi 
rent  office  equipment;  and  <c»  procure 
(Without  dollar  limitation'  emergency 
supplies  and  materials. 

5  To  administratively  approve  all 
types  of  vouchers,  invoices  aiwl  bills  sub- 
mitted by  public  creditors  of  the  Agency 
for  articles  or  service  rendered, 

6  To  "ai  authorize  or  approve  official 
travel:  and  <b>  administratively  approve 
travel  reimbursement  claims     ^ 

7  To  procure  from  General  Services 
Administration  all  standard  forms  and 
all  supply  items  listed  in  Part  I  of  the 
SBA  Index  of  Standard  Supply  Items 

8  To  rent  motor  vehicles  from  the 
(3eneral  Services  Administration  and  to 
rent  garage  space  for  the  storage  of  such 
vehicles  when  not  furnished  by  this 
.Admimstratlon 

9  To  esUblish  and  classify  all  non- 
technical positions  subject  to  the  Classi- 
flcaUon  Act  of  1949,  as  amended,  in 
Grades  GS-1  through  GS-7. 

n  The  authority  delegated  herein 
may  not  be  redelegated 

III  All  authority  delegated  herein 
may  be  exercised  by  an  SBA  employee 
designated  a.s  Acting  Administrative 
Officer 

rv  All  previous  authority  delegated 
to  the  Administrative  Oflttcer  is  hereby 
rescinded  without  prejudice  to  actions 
taken  under  all  such  delegations  of  au- 
thority prior  to  the  date  hereof.         ^ 

Effective  date    January  25.  1962 

Charles  H  Kxice«, 
Reffional  Director. 
Sew  York  Regional  Office 

,FH      l>..      62    \9M.     Filed      Feb      27      1962. 
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1    Adding  subsection  L  A.  7,  u  '"J^tm  ' 
7.  To  disburse  ai^rored  }nr 
2.  Deleting  Section  n  In  tto 

and   substituting  the  foUowlng  |b 

thereof : 
n.  The  specific  authorities 

in  subsections  I.  A.  1  through  1 1 

be  redelegated.  '  "^ 

Effective  date:  January  17.  im^ 

Harold  R.  SaantUM, 
Regional  IMr0elor. 
Denver  Regional  OJte. 
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,  DrleHrt'Liii   "I    Authority   .10    XI    10      Rev     li 
Amdt    1  I 

BRANCH  MANAGER,  SALT  LAKE  CITY 
BRANCH  OFFICE 

Delegation  Relating  to  Financial 
Assistance,  Procurement  and  Tech- 
nical Assistance,  and  Administra- 
tive  Functions 

Delegation  of  Authority  No  30-XI-lO 
(Revision  1'.  28  FR  10462.  is  hereby 
amended  by; 


l>-(  Urati'iii  of  Dlaaster  Arw  Ml) 

IDAHO 
Declaration  of  Disaster  Aim 

Whereas,   it  has   been  reporttd  IkM 
during  the  month  of  Pebruaiy  INI,  he. 
cause  of  the  effects  of  certain  " 
damage  resulted  to  residences 
ness    property    located    in 

Bingham.   Caribou,  Bannock. 

Fremont,  and  Gooding  CoimtlH  Id 
State  of  Idaho ; 

Whereas,  the  Small  Businea 
titration  has  investigated  and  Iim  r. 
ceived  other  reports  of  InTestigattoai «( 
coi>ditlor^  in  the  areas  affected; 

Whereas,  after  reading  and  vnimUni 
reports  of  such  conditions,  I  find  tlMI 
the  coiiditlons  in  such  areas  SQiaHMi 
a  catastrophe  within  the  punrlew  at  Ot 
Small  Business  Act. 

Now.  therefore,  as  Administrator  i( 
the  Small  Business  Adminlitnthin,  I 
hereby  determine  that : 

1  Applications  for  disaster  lotas  on- 
der  the  provisions  of  section  7(b)(1)  o( 
the  Small  Business  Act  may  be  rsediri 
and  considered  by  the  OfBces  bslov  ta- 
dicated  from  persons  or 
property,  situated  in  the 
lies  and  areas  adjacent  thereto, 
damage  or  destruction  remlUnt  tnm 
flood  and  accompanying  condMoni  oc- 
curring on  or  about  February  11.  lIC 

Ofllcre 

Small    BuslncM    Admlnl«tr»tloo 
Offlce.  SmlUi  Tower.  Room  1306.  M 
Avenue.  Seattle  4,  W»»h 

Bmall     Bu«lne««     AilmlnUtratlon 
Offlc*.  214  Bonn*  Bulldlnf .  «10  Utin  8to««. 
P  O    Boi   033,  Bolae.   Idabo. 

2  Applications  for  disaster  loam  ■■ 
der  the  authority  of  this  Dedaratto  •■ 
not  be  accepted  subsequent  to  Aufoittl. 

1962. 


Dated    February  14, 1962. 


JOHW   I 

AdminUUt^- 


IP  R     i>x 
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INDEX 

kAM,^  and  Consultants  to  Go>'«««2?'  ^   "^ 
San  of  intereste.  poUcles  (MpmnrMidum  of  PWruary    ^^^^ 
^  tfoa) -— 

Advisofy  Committees  ^^^j^ 

Bcgu^tions  (Executive  Order  110a7) 

A<4vi«orv  and  Consultative  Bouim: 

SSSfrf  interests,  policies  (Memontndum  of  Pebnmy    ^^^^ 

9.  M«2) v"jri 

Advisory    Council    on    Employment    of    the 

Handicapped:  .^m 

fcUbnshment  (ExecuUve  Order  10994) **•' 

Aflwicy  for  International  Development: 

jjnntematlonal  Development  Agency. 

^"Safito?  Livestock;  Meat  and  meat  products 


Svbieet  Index 

Codification  Guide--— ------ 

Parallel  Table  V.S.C.—CFR 


Vtge 


(Bang's  disease). 


Diseases: 
Brucellosis 
Scabies  in  8^eep^.^-----^^^^^^-—-^j:£^; 

Vlnisei.  serums,  toxins,  wc^  Si!Zib^^mirtm-   fee  for 
cholera  senun  and  hog-chOterm  '**"i,  r^Li. 
w^eate  application.  flnAngs  and  determtoa- 

\  dent-  commodity  Credit  Corporatton,  to  cer»m 
5lScii^l^Wli«tt<«  »«>  CWi«-v«tton service 
officials;  sight  drafts  or  certificates— ------------ 

BAIU£Y;  k»n  and  purchase  afr^ment  progr«n.  19« 

crop z: ~  ~~ 

CARROTS;  market]^.  South  Teas——        

CHRISTMAS  TREES,  standar* ;  propajea  ruie 

COMMODITY  CREDIT  CORPORATIOJI.  ^^. 

Authority  delegations  to  cfftainAgrtci^inJ^ 


saUon  and  Conservation  Servtoe  ofllclals; 

drafts  or  certificates----- jr-ZIZZZZ^i' 

Exports,  flour,  Durum  wheat;  cash  payment 
346) .  terms  and  conditions- 


(OR^ 


1241 
1067 


1109 


1427 

1753 
1007 
1321 


1427 
1753 


i 


Loan  program;  1961  crop:  n^ 

Maryland  tobacco 1^.^53 

Puerto  Rican  tobacco -T^^Z^iZZ^. 

Loan  and  purchase  agreement  program;  19«l  crops.^  ^^^^ 

Barley *  1457 

Flaxseed j^Qij 

Gtain  sorghums ^3  ^^^^  ^ 

^ --::":::::::::  1408. 1753 

Haval  stores:  gum  price  support  PW«n^l9«Z------    " 

Price  support  programs;  sale  of  certain  commodities.    13» 

73000 — 62 1 


Aoriculture  Department — Continued^  ^^ 
^JniSURANCT.    see  main  heading  Fe*a^  Cre^ 

Insurance  Corporation.  ^«,^«f . 

DBSACTER  AREAS;  need  for  agricultural  credit.  ^^^ 

Georgia Z    W04 

Kansas 1122,1734 

Miaiissippt -— IZII_—    1122 

Missouri '     1734 

Nortii  Carolina -_^  ~    1504 

North  Dakota J^      993 

Tennessee   im^  1330 

Texas ZIS" 1427 

for  hatehing.  hearing,  recomm^^eddteetetatt-^    I821 
BM^SlCTPREPAREDNBSS  PUNCTKW8  (Kxecu- 

ttve  Order  10998) 

^^??!^drum  wheat:  cash  payment  (GR-346) .  teries    ^^^^ 

HanS^aSrS^TpVo<ructe7ov^tiSr^^f  tii^      ^ 

pedem!  C^P'iNSU^^ci'TO^RA^L^ 

JwSrTieadtni;  Federal  Crop  Insuranc^^  ^ 

PEED  GRAINS:  emergency  UvestodtlwOprocw^— - 
FLAXSEED;  loan  and  purchase  agreemens  ikvkxw    ^^^ 
•1961  crop 

^^^S^  wheat:  export  program,  cash  payment  M»^    ^^^^ 

346)   terms  and  conditions — "z^z        *Mut 

Shmu^li  wheat  flour  in^Ports;P^«^i«^2,^^°i^^i    ^^ 
GRaSi  SORGHUMS:  loan  and  purchase  agreonent    ^^ 

program,  1961  crop 

°?S^^aiment  for  Mediterranean  fruit  fly .    «» 

Marketing:  123ft,  1793 

^d^  ^l^^f?!^_^:::YooT.Y2VoVmrr«V.  i«o.  nse 

GRAPES :  marketing.  CaUf omia :  ^^.^  ^.j^ 

Crushing  grapes ■"*•         *  mg 

HSS^E^'^UGm^riaenUflc^tTonorc^-^^  WL  "25 
IMPORTS:       .  ^.  1802 


Onions,  restrictions IZZ.^l^Z^~1^-»xA   ■ 

Plants  and  plant  products,  overtime  services,  teawi      ^ 

Qua^tiiirr'e^triVtioM."seipr^tquarantiM. 
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Agrkuhur*  Deportment — Continued  ^ 

INSBCTIdlMB.  PKSnCIDEB,  etc..  enforcement  of 
ftderml  Inaeetlelde.  Fungicide,  and  Rodentlelde  Act; 
bouMlMkl  liMiifiltrliliw   liquid,  powdered  and  pres- 

lurlsed.  labels 1878 

LEMONS:  marketlnc.  California  and  Arizona 1007, 

1240. 1490,  1755 

LETTUCE:  marketing.  South  Texas 1794 

LIVESTOCK: 

See  aUo  Meat  and  meat  products. 

Diseases.   See  under  Animals. 

ntf/n^nm  dM^htsr:   Identification  at  carcasses..  991.  1325 

Stockyards,  posted:  designation 953 

MEAT  AND  MEAT  PR<:X>UCT8 : 

SsealsoLlTastock.  ^.   ,„„, 

Humane  daughter:  ldentiflcati<»  of  carcasses..  991.1325 

ReinspeeUon  of  products;   nitrate  content  of  cured 

meat,  proposed  rule 1174.1323 

ifTTjr  AND  MILK  PRODUCTS;  marketing  In  various 
areas,  orders  proposed  or  adopted ; 

Arkansas: 

Central  -       - 1272. 1287. 1729. 1802 

Oflka    1272.1802 

Coonecttcut 1500 

New  York-New  Jersey 1500 

Delaware: 

New  York-New  Jersey 1500 

Wilmington 1500 

District  of  Colimibia.  Washington 1500 

Idaho:  Inland  Empire.. 1180 

nUnois: 

Chicago 1272.1802 

Quad  Cltles-Dubuque 1272. 1802 

Rock  River  Valley 1621 

Rockford-Freeport   1272.1802 

Suburban  St.  Louis 1272. 1802 

Indiana: 

Ptort  Wayne 1272.1802 

iDdlanapoUs  1272.1802 

LoxdsvlUe-Lextngton-Evansvllle 1013. 

1217.  1272,  1634.  1802 
South  Bend-La  Porte-Elkhart 1272.  1802 

Iowa: 

Cedar  Raplds-Iowa  City 1176, 1272. 1718. 1802 

Des  Mobies 1272, 1802 

North   Central 1272.1802 

Quad  ClUes-Dubuque 1272.  1802 

Kansas: 

Kansas  City,  Greater 1272. 1802 

Neosho   Valley 1179 

Kentucky: 

Cincinnati.  Greater 1272, 1802 

LoulsTlIle-Lexington-Evansville 1013. 

1217.  1272,  1634.  1802 
Paducah 1^72. 1802 

Maryland: 

New  York-New  Jersey . 1500 

Upper  Chesapeake  Bay 1500 

Washington.  D.C 1500 

Massachusette: 

Boston.  Greater 1500. 1906 

New  York-New  Jersey 1500 

Southeastern  New  England 1500J906 

Springfield 1500^1906 

Worcester  1500.1906 

Michigan: 

Muskegon 1272.  1802 

Southern  1272.1802 

Toledo,  Ohio 1272.  1802 

Upper  Peninsula 1273.1280,1634.1802.1882 

Upstate 1272.  1802 

Minnesota: 

Duluth-Superlor   1272,1802 

IClnneapolls-St.  PauJ 1272.1802 

Missouri:  r* 

Kansas  City.  Greater 1272, 1802 

Neosho  Valley 1179 

Osarks   1272,1802 

St.  Joseidl 1272,1802 

St.    Louis 1272,1802 

Suburban  St.  Louis 1272.  1802 

New  York-New  Jersey 1500 

Ohio: 

CincinnaU.  Greater 1272,1802 

Columbus - 1273, 1802 


Agriculture  Department — Continued 

MILK  AND  MILK  PRODUCTTS;  marketing,  etc.— Con. 


Ohio — Continued 

Dayton-Sprlngfleld 1272.1108 

North   Central ia73,lM| 

Northeastern 1273.iai| 

Toledo 1271.  IMI 

Wheeling,   Greater 1273.1M 

Youngstown-Warren,  Greater 1272.  IM 

Oklahoma.  Texas  Panhandle 1054, 1S1| 

Pennsylvania : 

New  York-New  Jersey ||^ 

Philadelphia Uqi 

Tennessee;   Memphis 1272, 18(0. itn 

Texas: 

Austin-Waco 1|4T 

Central  West  Texas luj 

North  Texas -._ i|0| 

San  Antonio lOM 

Texas  Panhandle 1054,1)11 

Vermont;  New  York-New  Jersey ikh 

Virginia: 

New  York-New  Jersey isoo 

Washington,  DC ISM 

Washington;  Inland  Empire im 

West  Virginia: 

Clarksburg 1272,1101 

New  York-New  Jersey. 1M| 

Wheeling,   Greater.. 1273,1118 

Wisconsin: 

Ehiluth -Superior    1373,  IM 

Milwaukee  1373,  IMI 

Northeastern 1272,1280.1634.1803,1183 

Rock  River  Valley IQi 

NAVAL  STORES,  gimi;  price  support  program 1S8) 

"Nuts,    see  Almonds;  Peanuts. 
OILSEEDS.     See  Flaxseed;  Peanuts. 
ONIONS: 

Import  restrictions 1803 

Marketing,  South  Texas 1012.1119.1451,1801 

Standards : 

Bermuda -granex-grano  type 130t 

Other    than    Bermuda-granex-grano    and    Creole 

types 1308 

ORANGES: 

Imports,  treatment  for  Mediterranean  fruit  fly 881 

Marketing : 
Arizona  and  California: 

Navel    oranges 1006, 1239. 148»,  1754 

Valencia  oranges 1758 

Florida 1004,1448 

ORGANIZATION,  authority  delegations: 

Rural  Areas  Development  Program 1583 

Rural  Electrification  Administration 1784 

OVERTIME  SERVICES;    plants   and    plant   products. 

Imports  and  exports,  travel  time 884 

PACKERS    AND    STOCKYARDS    DIVISION,    posted 

stockyards,  designation 853 

PEANUT  BUTTER,  standards 1548 

PEANUTS;    supply   available,   Valencia   type.    1963^-63 

marketing  year,  proposed  determinations 1808 

PLANT  QUARANTINE: 

Domestic  quarantine  notices;  pink  bollworm 1480 

Foreign  quarantine  notices: 

Okra  from  West  Indies Utt 

Oranges,  grapefruit  and  tangerines:  treatment  for 

Mediterranean  fruit  fly 811 

Overtime  services,  imports  and  exports;  travel  time..      884 
Territorial     quarantine     notices:      tomatoes     from 

Hawaii    - — 1551 

POTATOES,  Irish ;  markeUng : 

Minnesota  and  North  Dakota IIH 

National  marketing  sigreement.  proposed  rule 1558 

POULTRY   AND   POULTRY   PRODUCTS,    inspection; 

chemical  additives  and  labeling  requirements 1087 

PRICE  SUPPORT  PROGRAMS : 

Naval  stores;  gum IW 

Sales  of  certain  commodities  acquired  through  price 
support  operations;  monthly  sales  list.  February 

1962 

RICE;  marketing  quotas,  farm  acreage  allotments,  etc.: 

1959  ahd  subsequent  crops;  proposed  rule 

1962-63  crops;  referendum - 

RURAL  AREAS  DEVELOPMENT  PROGRAM;  delega- 
tions of  authority  and  assignment  of  functions 


1328 

1411 
UN 

150 


INDEX  KUUARY  1942 


a^ieuhure  Department — Continued 

!£S  hScTrEcATION  ADMINISTRATION,  or- 

^^alsaUon  and  functions --;:r-i:ii;ii:-?5S 

jggloii  and  purehMC  agreemeal  J***'^^^"^, U07 

2?Iv#' r.irtain  '(uunmodiuea'acauiii^ 
••I^jJ^^aSSr^SShly  sale.  IM.  Wiruary    ^^^ 

^jJg^--^EAT"Fi:6-^^  ,j^ 

^jproclamaticm  3448) 

*»CSic  bSf^gar  area;  196.2  crop,  correction 1880 

gSS  Rico  n^nland  and  local  quotas:  1962  crop. 

proposed  rule,  hearing ^* 

<^ke'Si'S'S?gar'*p'?^uced  from  «W  beets  and 
*^wg2fcane  g^owS  in  continental  Xtolted  States. 

nl^aU.  and  Puerto  Rico.  l^nJj^SSE^S?'" 
Uon-quota  purchase  sugar;  requli«m«MM.  ima 

Prices;  sugarcane: 
pSaio  Rico:  i96l-«2  crop 

viraln  Islands;  1962  crop r—.zzr., 

wSStS^Wrcane,  VTrgtaMMids.  1882  crop. 

^JlOKLOS;  marketing,  Florida 

*1iS5Sf?Stment  for  M«ditem«««  fruit  fly. 

llgrketlng,  Florida 

lOBACCO: 

^xSi  program:  1961  crop: 

ll^^tead  tobacco 

Puerto  Rican  tobacco Ti-";:rilir'^"7 

Mmrketlng  quotas,  farm  acreage  allntinente,  ete» 

Virginia  sun-cured:  ^^^  q^. 

XHaJs  marketing  year         _^;-^---- •~.9«' 

1962-65  marketing  years;  referenfliim.  ^^ 

Barley 1      993 

Virginia  sun-cnreu ' — — — 

Clsar-flller  and  cigar-binder:  _-.  ^^ 

MB3-83  marketing  year r—-^^Z"-"iZZ^^^' 

1962-65  marketing  years,  clgar-flller;   referen- 
dum   --■ 

Maryland:  1963-63  marketing  7e»*---r--r----zzz- 

TUi2SyS,  marketing;  hatching  egesand  tji^s.  pro- 
ceed rule,  hearing,  recommended  <SecWoa.------ 

vmnfflK   senlms   toxins,  etc..  handling  of  anU-hog- 
^SralSSJand  hog>holer»vln»^^to  whole- 
saler appUcation,  findings  and  determinations — 

^^rt  program:  Durum  wheat  flour,  cash  payment 

(GRr-346) .  terms  and  condittoM- r,"-Z22a^~' 

imports,  shmurah  wheat  flour  (Proclamation  3448) .. 
^  Mid  purchase  agreement  program;  1961  crop- 
Marketing  quotas,  farm  acreage  *"o522^^,fi***  1174 

1960  and  subsequent  crops;  proposed  rule ^y^ 

1961  and  subsequent  crops—-—-- — — -ZTZZ iiroo 

StSuization  program,  special:  1962.  COT«ctlonj^    1792 

WOOL;  payment  program,  shorn  wool  and  unshorn 

lambs  (pulled  wool) 


AiKKift  and  Aif  Cofriers: 

SvS;  AIRCRAFT,  regulations.    S««  Clvl  Aenmauflcs 
Board;  Federal AviationAgmc^  ^^ .-,--*.  •» 
EM^OTNCY  BOARD  to  finvattgateWjor  ^Je  te- 
^^een  Etostem  fit  Lines,  inc..  «BI  emplofew  Ok-    ^^ 

EMlSfficS'pB^^Ei>N^^^  „^ 

tive  Order  10999,  11003)- ^T-— T-TiClinS^ 

FEDERAL  AIRWAYS,  control  areas,  etc    See  Federal 

INDUS^?^^afrSf t  and  mbsUe  equipment;  deflnl- 
tlon  of  small  business,  heartng------------------ 

RAmo  otStoNICATIONS.    see  Federal  Ommnml- 


: 1075 


cations  Commission. 


1598 


1450 
1451 

1408 
1792 
1880 
1006 

963 
1085 


1753 
1753 


Akoholk  Beverqges:    ^^  ^^  ^ 

Importations,  payment  of  estimated  tanjort  fxes. 

Men  Property  0«ce: 

Return,  of  vested  property:  |^^^ 

Ahbel.   Victor 1334 

Bulsman,    Pleter ~IZ  1442 

Exner,  Adele ^  ^3 

Friend,  Klara J334 

Hardt,  Thea ^ggs 

Jahn,  Dorothea—-—-—- 1334 

Netherlands,  State  of .  rt  W-"---r--, ""  MW 

Perk-Kramers,  Jeanne  Susanne.  «  ai ^ 

Raffael  Pamily  Foundathm j^ 

RIchter.  Walter— ^^/^ 

Scala,  Nicola,  et  al  


van  Mesdag,  Jules  Jacob,  et  al ^^^ 

von  Zeerleder,  Alfred ^^g^ 

Vonk,  Herbertus  Johannes — ""^ 


See   Immigration 


993 
969 

1821 


1109 


1753 

1086 

1408, 

1753 


Aliens:  ^^„„ 

IMMIGRATION    REGULATIONS. 

and  Naturalization  Service.  »„•„„• 

INCOME  TAX  REGULATIONS.    See  Internal  Revenua 

TRA^JoONTROL;  Outer  Mongolia.  ""g^f^S^-ziz    ^'^ 
V^TED  PROPERTY,  return  of.    See  AHen  Ptoperty 

OfBce. 


1480 


1521 


Air  Carriers: 

See  Aircraft  and  air  carriers. 

Air  Force  4)epartment: 

5£lSJ?fi^N"lL^6XSr"^thh^ 

of  civilian  employees  for  Statebeneflts  programs. 
functions  (Executive  OrdwlWW )-_-------- 

PERSONNEL  REVIEW  BOARD;  Air  Force  Board  lor 

Correction  of  MUitary  Records ^^^ 

"SSTSr^ed,  ineligible  and  suspended. 1812 

Contractors,  responsible,  prospective JJJJ 

Deflnition  of  terms ^^4 

lAbor  surplus  area  concema ^g^j 

Policies,  general -• :rzj:iZ laiO 

Procurement  responsibility  and  authority JJJJ 

small  business  concerns W^i^^^J'aMTt^ 

RBERVES.  officers':   USAF  Officer  Training  School 

(OTS) — :" 

Air  Trtmspoftotton  Systems:         

fcBTgency  preparedness  functions   (Executive  Order 
11003) 


Almonds: 

Marketing,   Califomla. 

Animols: 

See  Livestock:  WUdlife. 

Antidumping  Act  of  1921: 

Determinations.   Sec  Treasury  Department. 

Anmed  Services:  ..^^. 

see  also  Defense  Departmait  <i^  f^y^^J^^r^temt 

Procurement.     See  Air   Force   Department,    Defe«e. 

D^mrtment. 
Army  Department: 

S^°NS™NA?8ui^*witi.holding  ic«2£«^ 
'"'^'^^cwXi  employees  for  Stotebenellte  ^ 

grams,  functions  (Executive  Order  ^^^-r-^ZZ    "" 
ENGdSrS  CORPS  regulations.     See  main  heoAMO 

PERgSSS?Rl?5&7BOARD6;ArmyBo«rdfbrCbr- 

rpction  of  Military  Records •--- — --    *'"* 

RESERVOIR    raSjECT    LAOTS.    joint    policies    of 

Interior  and  Army  Departinents ^^^ 

Atomic  Energy  Commission: 

BYPRODUCT  MATERIAL: 

"^"'/^rSnent  State."  definition.     -    -----^-^^    13^ 

tension   of   general   Ucense  „to   devices   em^ 

factured    under    specific    Ueeoaes    of   agree-    ^^^ 

ment  States r— .  .,    « _■ lIJ'"*^. 

Waste   disposal,   radioactive   material;   Ucenees   w. 

listed  companies:  _  rtufa^i        I'M* 

Laboratory  for  Electronics,  ^  '-'""■■■  .mvimwj — 


y 


Nuclear  Engineering  Co..  Inc j^ 

Tracerlab.  Inc --r — TZ^^        ~"      Ml 

U  S.  Itonil  Radiatogfcal  Defiaae  I^**™**"?— r^  ^ 
ORGANIZATION,    auttiority    delegations    snd.   gear    ^^^ 

eral  information 


INDEX,  FEBRUARY   1962 


Atomk  Energy  Commission — Continued 

FROCDREIiEMT  RBaXTLATIONS: 

Labor  ■uziiliM  are*  eoneems 

Small  buidDMS  oonoenu 

RKACTOB8  AMD  CRITICAL  EXPERIMENT  PACILI- 

TTE8: 
Construction  and/or  operation;  licenses  or  permits  to 
listed  companies,  etc.: 

Aerojet-Ooieral  Nucleonics. - 

Armour  Research  IVHindatlon  of  CUnois  Institute 

oi  Tttbnolkmj 

C<maoUdated  Bdlson  Company  of  New  York.  Inc- 
Ti^lan^    8tanf(nd    Junior    University,    Board    of 

Trustees 

PennsylTanla  State  University 

Purdue  Unlyerslty 

Rbode  Tffi^nH  and  Providence  Plantations  Atomic 

Energy  Cnnmlsslon 

Texas  Uairersity 

Union  Carbide  Corp 1228, 

United  Nuclear  Corp 

UJB.  Naval  Postcraduate  School 

Exp<^  license  implications: 

General  Electric  Co..  Tokyo.  Japan 

Westinghouse    Electric    International    Co.,    Trlno. 

Italy    — 

STATES,  agreements  with;  exemptions  and  continued 

regulatory  authority  under  section  274 

California,  proposed  agreement-.- 

Kentucky 

WASTE  DISPOSAL,  radioactive;    licenses   to   various 
<»ftfwparti*>n    See  Under  Byproduct  material 

Auttraiio: 

Sugar  from,  countervailing  duties 


Prng* 

1187 
1166 
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1506 
1037 

1078 
1735 
1197 

1238 
1506 
1373 
1037 
1228 

1330 

1122 

1351 

988 

1373 


971 


B 

Bonks: 

BRANCH  in  Chatham.  Mass..  application  for;  hearing.. 
CONSOLIDATION  of  certain  banks,  prior  approval  of 

Federal  Reserve  Bocird  required 

FOREIGN  BANKS,  accounts  with 

HOLDING  COMPANIES,  applications  for  approval  of 

acqxiisitlon  of  shares.    See  Federal  Reserve  System. 

Barloy: 

CROP  INSURANCE.  1963  crop 

LOAN   AND   PURCHASE    AGREEMENT    PROORAM. 
1961  crop 1*07. 

Belgium: 

Cashmere  imports  frwn ;  foreign  assets  control 

Biological,  Chemical,  and  Radiological  War- 
fare: 

Emergency   preparedness   functions    (Executive   Order 
10997.  10998.  11001.  11005) 1522.1524.1534. 

Biological  Products: 

LICENSINO.  TESTING,  etc.    See  Public  Health  Service. 
VIRUSES.  SERUMS,  TOXINS,   etc.     See  Agriculture 
D^>artment. 

Birds,  Migratory: 

Himtlng,  protection,  etc.    See  Pish  and  Wildlife  Service. 

Boots: 

See  Vessels. 

Bonds: 

SURETY  COMPANIES  acceptable.     See  Treasury  De- 
partment. 
TREASURY  BONDS.    See  Treasury  Department. 

Breod: 

Identity  standard,  optional  ingredient 

Bridge  Regulotions: 

See  Engineers  Corps. 

Bureou  of  Sfondords: 

See  National  Bureau  of  Standards. 

Business    ond    Defense    Services    Adminis- 

fro!  ion: 

Copper  and  copper-base  alloys;  set-aside  percentages.. 


Carrots:  '•P 

MarkeUng.  Texas. un 

Census  Data: 

Emergency  preparedness  functions  of  Secretary  of  Com- 
merce (Executive  Order  10999). \^ 

Cheese: 

Cottage  cheese,  identity  standard;  proposed  rule ..    htj 

Chemical,  Biological,  and  Radiological  War- 
fare: 

Emergency   preparedness   functions    (Executive  Order 

10997.  10998,  11001,  11005) 1522. 1534. 15J4, 1844 

Christmas  Trees: 

standards  for  grades,  proposed  rules im 

Civil  Aeronautics  Board: 

ECONOMIC  PROCEEDINGS: 
Hearing  examiners,  delegation  of  function  to;  cor- 
rection   — —    1011 

Prohibition  of  unauthorized  and  informal  documents,     tn 
ECONOMIC  REGULATIONS: 
Agreements,  filing;  International  Air  Transport  As- 
sociation, speciflc  commodity  rates iMf 

Classification  and  exemption  of  certain  air  carriers: 

Exemption  from  filing  certain  agreements lOfT 

Military   exemptions;    short   notice   military  con- 
tracts, reasonable  compensation,  postponement 

of  effective  date  of  certain  provisions m 

Military  exempUons :r"-y     ^ 

Records  of  supplemental  air  carriers,  preservation  a!;.., 

ticket  records IW 

HEARINGS.  Investigations,  etc.;  companies  and  cases, 

see  list  at  end  of  this  agency. 
MILITARY  EXEMPTIONS;  short  notice  military  eon- 
tracts,  reasonable  compensation,  pos^wnement  of 

effective  date  of  certain  provisions ftl 

PROCEDURAL  REGULATIONS.     See  Economic  pro- 
ceedings. 

HEARINOS,    INVESTIGATIONS,    HC: 

Airfreight  forwarder  authority  caae.  1463.  1736. 

AUtalla-Unee  Aeree  ItAllana-S  p  A  .  1133. 

Amerlcan-Eaatern  merger.  959. 

Anderson.  Indiana,  et  al  .  1463 

Branlff  Alnraya.  Inc.,  1376.  1463 

Empreaa  de  Vlacao  Aerea  Rio  OrRnden-se   3  A 

Flying  Tiger  Line.  Inc  .  1736. 

Frontier  Alrllnea.  Inc..  1506 

Nevada  Alrmotlve  Corp..  1374. 

Northwest  Alrllnea.  Inc  .  Alaakan  fare  Increases 

Ogdenaburg.  N  Y  .  service  to.  1077. 

Pan  American  World  Airways.  Inc  .  1375.  1463. 

Shulman,  Inc.  et  al..  1374. 

Tlscher.  Hans,  et  al  .  1228.  1583. 

Trans  World  Alrllnea,  Inc  .  1374 

Transatlantic  chju-ter  Investigation.  1738 

Venezolana  Internaclonal  De  Avlaclon.  S  A  .  1123. 

West  Coast  Airlines,  Inc  .  1926. 

Civil  Defense: 

Emergency  preparedness  function.s  See  Emergency 
preparedness  functions 

Civil  Rights  Commission: 

Procedure  for  hearings 

Civil  Service  Commission: 

EDUCATION  (formal*  requirements  for  appointment 
to  certain  scientific,  technical,  and  professional  po- 
sitions: 

Fishery  biologist 

Refuge  manager 

1318        Wildlife  biologist 

EXCEPTIONS  FROM  COMPETITIVE  SERVICE;  agen- 
cies with  positions  added,  amended,  or  revoked: 
Schedule  A: 

Post  Office  Department 

State  Department 

Schedule  C: 

Agriculture  Department --- 

Alien  Property  Office 

Commerce  Department 

1071  Defense  Department 
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1200 
1719 


1002 
1753 

1122 


1544 


994,  158S 


1328. 
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-g  c^rvice  Commission — Continued 

^ff^Jl^r^^a  TTOOM  COMPETmVE  SERVl 


P***  I  Committees  and  Boords — Continued 


Page 


ONS  FROM  COMPETmVE  SERVICE— Con. 


TlSeduleC— continued  ^^ 

■^ce  Department ^g^g 

j^l,or  Department rr,  ^jSS 

iStOfnce  Department—     lOOl 

SSd  Business  AdmlnistraUon -^     JOJl 

Site  Department iino 

SSfArms  Control  and  Disarmament  A«ency_--— ^  U09^ 

-nflPTTALS  GOVERNMENT,  certain  positions  in: 
■gSil^from  provisions  of  Federal  Employees  Pay 


PETROLEUM    STUDY    COMMITTEE,    submission    of     ^^^^ 


INTERDEPART- 


1313 
1208 
1129 

1349 


Act  and  Classification  Act:  _,>^.«*  i«i9 

Cl^cal  psychology  interns.  Navy  Department.—    1313 

SSchodrwna  interns  and  residents —    "OS 

fluoends,  maximum,  prescribed:  ^„.„*  i«is 

*SSi«a  psychology  interns.  Navy  Department 1313 

gJSfama  interns  and  residents - 1208 

•AT  REGULATIONS: 
aat^rment  hospitals,  stipends  Prescribed: 
^cScal  psychology  interns.  Navy  Department. — 

Piychodrama  interns  and  residents  ._ 

vSnarian  posiUons.  certain;  pay  rate  increase 

J^INO  REGULATIONS: 
iJUments  to  continue  in  service -     J|JJ 

5Sw  oYiimitVtioM'on'uie'of' non-Ow  «a-     ^^^^ 

«AVa "iSro"  fRANSP6RTAfi6N"m^8BB."ip- 

«5ntees  to  certain  posiUons  where  there  is  man- 

5ower  shortage;  patent  administration,  patent  at-     ^^^^ 

torney,  etc 

Ovflion  Manpower  Mobilization: 

ntenency  preparedness  functions  of  Secretary  of  Labor 

(KcuUve  Order  11000)  __ - 1532 

Ceost  Guard:  . 

MOIPMENT.  installations,  or  materials;  approvals  ami 

termination  of  approval-      „ :;i;ji:iAV;,ii«      iMl 

TAia  VESSELS,  venting  of  cofferdams ;  propoMd  rules-    1801 

Commerce  Department:  ...  *^ 

«w  Business    and    Defense    Services    Administration. 
International  Programs  Bureau. 
Maritime  Administration. 

APPOINTMENTS  without  compensation  and  statements 

AUTHORITY  DELEOATIONS:  ,.._wiw.j. 

By  Secretary  to  Commissioner.  VS.  Bdencc  Exhibit; 

negotiate  certain  contracts -r-rrrr ;    ^°"' 

From  General  Services  Administrator,  establlsfconent 
of  special  poUce  force  to  protect  Maritime  Admin- 

istratlon  installations;  revocation . --—    los' 

CUBAN  TRADE  EMBARGO,  functions  (Proclamation 

3447) - — — > 

IMERGENCY  PRBTAREDNESS  FUNCTIONS  (Execu- 
tive Order  10999) -------rrr,r,~-T^~ 

(BKAT     LAKES     PILOTAGE      ADNmOSTRATION:  ix,ui«x»x» 

pUotage  pool,  application  for  establishment 1504 

ORGANIZATION  AND  FUNCmONS:  ContrOCtS. 

National  Bureau  of  Standards.  Boulder  Laboratories.  _    1227 
Under  Secretary  of  Commerce  for  Transportation, 

duties  and  responsibilities »8^ 


fjj^^f^         

RADIO   ADVISORY    COMMIT^:. 

MENT  (Executive  Order  10995) "i» 

Commodity  Credit  Corporation: 

AUTHORITY  DELEGATIONS  by  Executive  Vice  Keal- 
^denfto  certain  Agricultural  StabUizationandC^- 

servation  Service  officials;  sight  drafts  and  certifl-     ^^^^ 

EXFORTSrflou^Dunim  wheat,  cadi  payment  (GRr- 

346) .  terms  and  conditions *  "* 

LOAN  PROGRAM;  1961  crop:  _ 

Maryland  tobacco -r J'" 

Puerto  Rican  tobacco -j:rzr.z™-V«7C;;nAMT 

PURCHASE   AGREEMENT   PROGRAM; 


9S1 


1085 
1527 


LOAN   AND   .w 

1961  crops:  1407.1753 

Barley 1407 

Flaxseed ^^n 

Grain    sorghums 1 ^  ^^.^ 

?meaV ::::::::::::::::::"""---'i««i  "53 

NAVAL  STORES ;  gum  price  support  program.  1962 1&93 

PRICE  SUPPORT  PROGRAMS :  ^^^^ 

sS£  ofTeSkiriSiii"oiti^'l^"iiii-i^^ 

support  operations;  monUily  sales  list.  Pebtuary 

1962 .- "^' 

Communist  Countries: 

Restrictions  on  teaching  equipment  from *«»« 

Comptroller  of  Currenqr: 

First  National  Bank  of  Provlncetown,  appUcation  for 
branch  in  Chatham,  Mass.;  hearing - 

Conduct  Standards: 

See  also  Conflict  of  interest. 

Securities,  unregistered,  distribution  to  Public  by  regte- 
tered  broker-dealers;  Securities  and  Exchange 
Commission  statement  of  principles ^^^^ 

Conflict  of  Interest: 

APPOINTMENTS  without  compensation.  ^t«»|^«  " 
financial  interests.  See  Commerce  Department. 
Emergency  Planning  Office;  Ih^rior  Department. 

GO\SnMENT  CONSULTANTS  and  adviwrs,  POlldf 
rioting  etiiical  standards  (Memorandum  of  Feb- 
ruary 9.  1962)- - 

Consultants  and  Advisers  to  Government: 
ConfUct  of  interests,  policies  (Memorandum  of  Feb- 

ruary  9.  1962) - " 

Consultative  and  Advisory  Boards: 

conflict  of  interests.  poUcies  (Memorandum  of  Pebrur 

ary  9.  1962) t 

Continental  Shelf,  Outer: 

Oil  and  gas  leasing: 

ralifomla   San  Francisco  area 

SJS??'andTexas.  corrections  of  prior  documents. 


1341 


1341 


y 


1661 
1661 


Commission,     Presidential,     To     Investigate 

Railroad  Labor  Dispute: 

Qiange  In  membership  (Executive  Order  10991) 1207 

Committees  and  Boards:  . 

ADVISORY  COMMITTEES,  regulations  (Executive 
Order    11007) -j:ZZ^—\:T~ 

ADVISORY  AND  CONSULTATIVE  BOARDS,  poUcies 
respecting  conflict  of  interests  (Memorandum  of 
February  9,  1962). 7-r—zr—r-Z" 

DORGENCY  BOARD  to  investigate  labor  dispute  be- 
tween Eastern  Air  Unes.  Inc..  and  employees  (Ex- 
ecutive Order  11006). -"^:;Z^"mim' 

aiPLOYMENT  OP  THE  HANDICAPPED,  PRwI- 
DENT'S  COMMITTEE  ON;  eatabliihment  (Execu- 
tive Order  10994) ' — 


respecting    contracts. 


See  aUo  Procurement.   ,^^„_ 
AUTHORITY    DELEGATIONS 

C01^CTl?p'l?^SisTO.  polfcies  respecting  Gov- 
irmnent  advisers  and  consultants  also  employed  by 
S  hawS  oS?e^ent  contracts  (Memorandum 
of  February  9.  1962) 

Com: 

Crop  insurance,  1961  crop 

Critical  Occupations: 

Emergency    preparedness    functions 
Labor  (Executive  Order  11000) 

Cuba: 

IMPORT    RESTRICTIONS..-- — ----- 
TRADE  EMBARGO  (Proclamation  3447) 

Am  COMMERCE;  ti-ansportation  in  bond  of  air  cargo,    ^^^^ 
1447 1         alternate  procedures,  etc 


1875 


1341 


1789 


of   Secretary   of 


1341 


1791 


1532 
1116 

lots 
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Customs  Bufcwi     Cuiitinu»d 

ABTICLBB  CUMLIt  1  lUNALL Y  PWEE.  subjfct  to  reduced 
rate,cle.t 
Articles  letumed  After  exportation  for  repairs,  al- 

tciattww,  Of  jnoctaglng 1797 

Camel  wool  and  hair  tor  uae  In  manufacturing  floor 

eomtrimga,  «tc — 1552 

CUSTOimWJHE  SBOKJStS,  iharlng  ot  feet  with  at- 

tom^pi 9'71 

SNTHY   OF  IMPORTED   MERCHANDISE;    Informal 

fntrttf  ff****^  n'i^*>*'yed  forms 1722 

FIKANCIAIi  AND  ACCOT7NTING  PROCEDURE;  alco- 
holic beverages.  Importations,  optional  method  for 

payment  of  estimated  import  taxes 1598 

FISH,  tariff-rate  quota  for  1962 1295 

LIQUIDATIOn  OP  DUTUslU : 
Countervailing  duties : 
8Uk  and  silk  manufactures  from  United  Kingdom.  _     1554 

Sugar  from  Australia,  new  rates 911 

SuqTcnsion  of  liquidation  Srom  original  warehouse 
entry  of  certain  articles  subject  to  import  tax, 
withdrawn  from  warehouse  for  bonded  trans- 
portation and  rewarehouslng 1758 

VESSELS: 
Documentation  of  vessels  sold  or  transferred  abroad 
to  UJS.  cttlzena: 

Provlsiaoal  registers i886 

Sale  aftnxMad 1886 

Measurement  of  vessels : 
Admeasurement   of    foreign    vessels;    addition   of 

Greece   1M« 

Enclosed  spHcea  exempted  from  inclusion  in  gross 
tonnage:  special  exempted  water-ballast  spaces, 

IM  HKJitl  rnles M* 

WAREHOUSES  AMD  CONTROL  OF  MKRCHANDISK 
THEREIN:  domestic  spirits  or  wines,  transfer  to 
bonded  manufacturing  warehouses,  bond  require- 
ment       1758 


Defense  Deportment: 

See  Air  Force  Depmrtnunt. 

Harm  Depmrtment. 
AUTHOKmr  DKLBGATIONS : 
By  Secretary  to  OooBmaxxler  In  Chitf ,  United  States 
Strike  Comiaand;  authority  to  convene  general 

courts-martial  1227 

From  General  Services  Administrator,  representation 
of  Government  tntcrests  before  Illinois  Commerce 
Commission'  East  St.  Louis  Intemrban  Water 

Co..  Increased  xmtes 1200 

NATIONAL  OXZABD.  wUhhokUng  of  compensation  of 
clvinan  onployees    for   State   benefits   prograims. 

fimctions  (Executive  Order  10996) 1521 

PROCUREMENT  REGULATIONS,  armed  services: 

Advertising,  formal 16** 

Bonds  and  Insurance 1T13 

Contracts: 

*  Clauses 1708 

Cost  principles 1T15 

Termination 1711 

Foreign  pnpchases;  duty  and  customs 1705 

Forms 1715 

General  provteioBB 1685 

Government  iiiTH)e*ty 1713 

Interdeimi  Uneutal  and  coorttoated  procurement 1696 

Labor  1713 

Negotiation 16»4 

Special  types  and  methods 1696 


Drugs: 

CERTIFICATION    AND   TESTS,    etc.     5e«   Ftood 

Drug  Administration. 
DRUG  AND  MEDICINE  INDUSTRY.  minlmoBl 

determination 

NARCOTIC  DRUGS,    See  Narcotics  Bureau. 


UM 


Education  and  Educational  Facilities: 

CIVIL  SERVICE,  educational  requirements  for  certain 

positions:  fishery  biologists,  refuge  managers,  ete —    1541 

EMERGENCY  PREPAREDNESS  FUNCTIONS  (Bxeou- 

tive  Order  11001) U|| 

SCHOOL  PURPOSES,  public  lands  opened  to  appUea- 
tion  by  various  States  for.    See  Land  ManageoMBt 

Bureau. 

Education  Offke: 

Communist  coimtries,  prohibition  against  use  of  teaoh« 

tng  equipment  from 1864 

Eggs: 

Turkey  eggs  and  turkeys,  proposed  nuu-keting  agree- 
ment    mi 

Electric  Power: 

Emergency  preparedness  functions  of  Secretary  of  In- 
terior (Executive  Order  10997) liB 

Emergency  Board: 

Investigation  of  labor  dispute  between  Eastern  Air  Linn, 

Inc.,  and  employees  (Executive  Ordw  HOW) \Mt 

Emergency  PUmnmg  Olfke: 

APPOINTMENTS  withotrt  compensation  and  statements 
of  business  interests  under  Defense  ProduotMn  Aet 
of  1950 IMUmi 

AUTHORITY  DELEGATIONS  by  Director  to  various  «C- 
flclals: 
Director  of  Telecommunications  Management,  func- 
tions under  Executive  Order  10705  and  1099S 

Interdepartment  Radio  Advisory  Committee,  nsstgi 
ment  of  radio  frequencies  to  Government  sfea- 

tlons  

EMERGENCY  PREPAREDNESS  PROGRAM,  coopera- 
tion with  Federal  agencies.  See  main  heudtat 
Emergency  preparedness  functions. 

PETROLEUM  STTJDY  COMMITIEK.  submissioB  if 
d&^A  &iid  views     —  - . , 

RADIO  FREQUENCiBsV  KSignment  to  Government 
agencies  (Executive  Order  10M5)  — 

TELECOMMUNICATIONS     MANAGEMENT     DIRBC 

TOR: 
Authority   delegation 

Establishment  of  position  cExecotive  Order  10995)  — 


ISM 


vm 


1511 


18M 
tftt 


Defense  Materials  Service: 

Minerals,  metals,  etc. :  report  of  purchases—. 

Deidware  River  Basin  Commission: 

Comprehensive  plan,  phase  I;  hearing 


1372 


L5t3 


Dboster 

Federal  assistance.    See  Agriculture  Department:  Small 
Business  Administration. 

Discrimination: 

See  Nondiscrimination. 


Emergency  Preparedness  Rmcttons: 
AGRICULTURE     DEPARTMENT     (Executive     Order 

10998) HS 

COMMERCE  DEPARTMENT  (Executive  Order  10999).    152T 
FEDERAL    AVIATION    AGENCY     (Executive    Order 

11003) U* 

HEALTH,    EDUCATION,    AND   WELFARE    DEPART- 
MENT (Executive  Order  11001) 15M 

HOUSING  AND  HOME  FINANCE  AGENCY  (Executive 

Order  11004) tifl 

INTERIOR  DEPARTMENT  (Executive  Order  10997)  —    1511 
INTERSTATE  COMMERCE  COMMISSION  (Executive 

Order   11085) *•** 

LABOR  DEPARTMENT  (Executive  Order  11000) «■ 

POST    OFFICE     DEPARTMENT     (Executive     Order 

11002) IS* 

Employment  of  the  Handicapped,  Advisory 

Council  on: 

Estiyblishment  (Executive  Order  10994) 14*' 

Employment  of  !he  Handicapped,  PresidenTs 

Committee  on: 
EsUblirimicnt  (Executive  Order  10994) 

Engineers  Corps,  Army  Department: 
iBridge  regulations;  Blassachusetts,  Charles  River !>■• 
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a«jMii  Standards  of  Conduct: 

HS;  id  consultants  to  aoyenun«Bt(ltenarandum 

«*y}ibruary  9.  1962). l»*l 


e  Orders:  | 

Jiridentlal  documents. 


tdcutiv* 


1033. 


5i!S*^*ransportation.    etc.     See   Feder^  Aviation 
'**^JJ^cy;  Interstate  Commerce  Commission. 

£rtort  Control: 

■Jtotemational  Programs  Bureau. 

I 

l^lBiports  and  exports. 

I^m  Eauipment: 

^.nncT  preparedness  functions  of  Secretary  of  Agri- 
■*S5S  (ExecuUve  Order  10998) 1524 

^^uo\  Aviation  Agency: 

*SS?we  and  Fairbanks  airports  in  Alaska;  dele- 

PobUe  airports ;' reimbursement  for  damage  by  Federal 
agencies,  deletion 

AIRWORTHINESS  DIRECTIVES:  ^^^^ 

Boetaf ::::::::  isss 

Douglss    1480 

j^ijrchild ■—  ,4=4 

llftnrel-Schebler   —     JJJJ 

KM^n  --------":"::";::::::::::::::::::::::  isis 

god  Aviation  helicopters ,  J*JJ 

dickers — — — _—---------- — --~~ 

IIRWORTHINESS    REQUIRKMENTS;    Ughting    gg' 
"^tSos.  exterior,   experiments    (SR-392B   and   SR- 

S92C)    - ^""' 

lAlliOONS.  free  and  hot-air ;  pilot  certillcates.  require- 

ments,  limitations,  etc.,  proposed  rule 13W 


Federal  Aviation  Agency — Continued 

FEEHSRAL  AIRWAYS,  designation;  alterattons: 
Colored  Federal  airways,  low  altitude  (amber,  blue, 

^^'^'  '^lVl7iV6"2ri32TV4547i562:T696;Y77S.  WW 

'''??t^'eSLSTmtuke-.1009.  1068.  1160.  1194.  1220.  1363^ 
intermemaie  aiwvu^      1454.  1494.  1566.  1728.  1774.  1796 

lit  '^.  '^i.  \^.'  '^.  '^i  '^.  >." 

INSTRUMENT  FLIGHT  RULES: _.  *_ 

Altmides.  minimum  en  route  IFR;  particular  routes 

and  intersections:  „,.^„  «w<v         1010 

Colored  Federal  airways  ( amber,  blue,  green,  red)  —    121Q 


Direct   routes. 


1210 


1454 
1454 


VOR  Federal  airways *fir 

Hawaii  j~ 

Approach  procedures,  standard,  for  tsJceoB  and  land- 
ing at  particular  airports;  alterations: 

Landing  system  procedures W  iw 

Radar  procedures ^'  t^i 

Radio  range  procedures »ii,i«oi 

IRREGULAR  AIR  CARRIERS:  .^  „,,.  ioiq 

Large  aircraft,  proving  tests  for;  Proposed  ng|"--im 
Lighting   systems,   exterior;   experiments   (SRr-3»^ 

and  SRr-392C) -.7,-—:— 17 iarI 

Passenger  emergency  exit  markings,  il^un^tton  .„  1453 
Persons  aboard  all-cargo  aircraft,  carriage  of  (SRr- 

432A)  -- 

Reports,  mechanical  reliability-- -t—,iz"~ 

JET  ROUTES,  advisory  areas;  designation  and  altera- 
tions: 

•"'^^"^  "■^^"  "24. 1454. 1597 

S^ill 1034. 1036. 1697 

^"?S:::-v:::::::::::::::--------:-- 1*12.  ijw.  i464 


1208 
1242 


Jet 


OPERATION  RULES;  lighting  systems,  exterior,  ex 
periments  (SRr^92B  and  SRr-3MC)_-- — ----.---' 

ORGANIZATION  AND  FUNCTIONS:  Office  of  Plans, 
abolishment,  transfer  of  certain  functions  and 
personnel 


1008 


1199 


OBTIFICATES:  eertlflcate.  deletion. i462. 1454  PROCTDURAL  "^TOULATIONS;    enf cement   P^^^^^     ^^^^ 


Flight  radio  operator  _.^     ,  .. 

Ground  instructor;  test  requirements  for  original  is- 
suance, deletion "** 

Pilots;  proposed  rules: 
Pree  balloon  pilot  certificates ;  requirements,  limita- 
tions, ete -~- ^*®3 

Private  pilot  certificates;  aeronautical  experience, 

dual  Instruction --     10"3 

Student  pilot  certificates;  solo  flight  requirements, 

dual  instructiori ^0^3 

CONTROL  AREAS,  CONTROL  ZONES,  etc.;  designa- 
tion: 
Control  areas;  alterations:  ^    .      w      w» 

°"°^rrS!  ".'IT.T.-.'f "  .'^"033fli'SSi3"l696. 1773 
Continental  control  area ^^^* 

Extension  of  control  areas j:=T-r7rzT7=;;»  wiino 

1118. 1211. 1324, 1354, 1455^597, 1773 
VOR  Federal  airway  control  areas;  low  ^tttudeiT 

Domestic  M3, 949, 1069. 1114. 

^  122r:"l3"2-37l412.  1424.  1454.  1494.  1496    1552 

1595.   1596.  1658.  1728,  1774.  1796.  1846.  1917 

Hawaii  ^^° 

Control  zones:  |  -  ,q„4 

Alterations  1  lOSa.  1UJ». 

r074.  i22i:T364,   1454.  1596.   1597.  1767.   1885 

Designation;  proposed  rule -— 1324 

PosiUve  contcol  areas;  designation,  proposed  rule IJ^J 

Reporting  points:  alterations:  ,  ^    ,      w      wi 

VOR  Federal  airways  reporting  points : 

HAWftii  l^AU 

Low  altitGde"'": - 1249. 1454. 1917 

Transition  areas;  designation 1221.1249.1324,1461 

DDlNmONS  AND  ABBREVIATIONS  (NEW) ;  pro- 
posed rule 

nORQENCY  PREPAREDNESS  FUNCTIONS  (Execu- 
tive Order  11003) --- 

BPLOSrVES  and  other  dangerous  articles;  magnetic 
materials,  cargo  location,  packing  and  marking  re- 
(luirements,  proposed  rule 


RESTRICTED  AREAS  over  military  installations,  ete. 

cdterations:  ^q^,j 

Alaska . ~~  io35 

C^ornia   ::::"ii62. 1668 

Indiana   1669 

Maryland """  1033 

Nebraska J354 

Nevada 1"""::::  nw 

Ohio     --  1355 

Wyoming -jr-zz:^^- " 

SCHEDULED  AIR  CARRIERS: 

Helicopters,  certification  and  operation  rules . 
Passenger  emergency  exit  markings.  Illumination--    1453 
Reports,  mechanical  rellabUlty.---— —---—-"     "*' 

Lighting   systems,   exterior;    experiments    (SRr-392B 

and  SR-392C) -,T,— r" ««« iiW9 

Passenger  emergency  exit  markings,  iUumlnation----    1452 
Persons  aboard  all-cargo  aircraft,  carriage  of  (SKr-     ^^^^ 

432A)    — ~        -— --         •-  1 9A9 

Reports,  mechanical  reliabUltJ^^— --— ^^-^ 

TECmnCAL  STANDARD  ORDERS,  C  SerlM:    ^^^^^ 
General  provisions;   definitions,  basis  and  PurpoM 

authorization,  records.   etc„ rJC:;^:"lTvi 

Minimum  performance    standards;     airborne    ATC. 

transponder  equipment  (C74) ,  Proposed  rule  -  -     1363 
TRAINING  GRANTS,  Inter-American  aviation;  dele- 
tion 


1454 


1655 
1540 


1074 


Federal  Communications  Commission: 

AMATEUR  RADIO  SERVICE:  ^ 

Appendix  2,  International  Telecommunication  Con- 

vention,  Geneva,  1959 -— -— . lAoa 

Kc  and  Mc  changed  to  kc/s  and  Mc/s — ----r-r^-rr.     "*^ 
AVIATION  SERVICES,  aeronautical  enroute  *»n^   , 
discontinuance  of  use  of  high  frequencies  wtthto 

continental  United  States,  proposed  rule iw 

CANADIAN  BROADCAST  STATIONS ^^^ 

CITIZENS  RADIO  SERVICE: 
Allocation  of  assignable  frequencies,  25-42  Mc/s  Dann, 


proposed  rule. 
Kc  and  Mc  chansed  to  kc  s  and  Mc/s 


1495 
1493 


MOEX,  fOKOAlY  19C2 


Ftderal  Coimroumcations  Commission — Con. 

DISASTER   COtOCUNICATIONS    SERVICS;    ke   mad 

MeciMU30edtokc/taiidMe/s 1*93 

XXFEBIMEEITAL  BBOADCAST  SERVICES: 

Aunl  broftdcBSt  STL  and  intercity  relay  stations 1725 

Televtoiop  auxlMary  broadcast  statlona 1T25 

PEBB.  far  llcwurtnt  and  regvilatory  actlvttlas;  proposed 

rutaa  1729 

Prior  propoaed  rules  withdrawn 1730 

FRBQUENdBS  AHD  CHANNELS: 
See  alto  Freouency  allocations. 
Frequency  bands: 

2003  kc/s 1460 

25-41  Mc/i 1495 

152-162  Mc/8 1365 

162-174  Me/s 1459 

450-470  Mc/M 1365 

942-852  Mc/* 1724 

Servioes  azul  stations: 

AviattKi  aervteea 1659 

Canadian  broadcast  stations 1126 

dSKDs  radio  service 1459 

giperimental  hroadcart  services 1725 

iBdutilal  radio  services 1365.1459,1495 

Land  transportation  radio  services 1459 

Maritime  radio  services 1460 

NcB-Oovcnunent  stattani  transmlttlnc  hydrologlcal 
and  meteorological  data  in  cooperation  with 

Federal  asencia 1459 

PuhBrC  sailpty  radio  services 1495 

Radio  astronomy 1847 

Television  broadcast  stations 965, 

1120. 1394,  1360.  1460,  1847 
FREQUENCY  ALLOCATIONS: 

See  also  Frequoicles  and  channels,  above. 
AllocBtton  of  frequencies: 

11^  Me/ft 1847 

2fr-42  lle/s 1495 

404t  Me/i^ 1847 

162-174  Mc/M 1459 

942-tSa  Me/S 1724 

DeflntttMis.  aural  broadcast  STL  and  Intercity  relay 

stations 1724 

Radio  astitiiM— y.  Inquiry;  extension  of  time 1847 

INDUSTRIAL  RADIO  SERVICES: 
Technical  standards,  frequency  staMUty:    proposed 

rule  — 1365 

Various  services ;  proposed  rules : 

Business  service;  frequencies  available 1459, 1495 

Developmental  service,  frequencies 1495 

Forest  products  service;  frequencies  available 1967. 

ft                                1459.  1495 
Manufacturers  service;  eligibility  for  certain  spe- 
cialized subsidiary  corporations 1660 

Petroleum  service;  frequencies  available—  1367. 1459. 1495 

Power  service:  frequencies  available 1367. 1459. 1495 

Relay  press  service;  frequencies  available 1495 

Special  industrial  service;  frequencies  available. _    1459. 

14(95 
Telephone  maintenance  service;  frequencies  avail- 
able       1495 

I4AND  TRANSPORTATION  RADIO  1^31VICES: 
Deflnltioi,  automobile  emergency  radio  service;  pro- 
posed rule 136"^ 

Various  services ;  proposed  rules : 

^        Automobile  emergency  radio  service 1367 

DevelofMnental  service,  frequencies 1495 

Motor  carrier  service,  frequencies 1495 

MARITIME  RADIO  SERVICES,  use  of  3003  kc/s  for 
conmnmicstions  between  ship  stations  and  limited 
coast  stations  and  Coast  Guard  stations;  proposed 

rules,  extenstanof  time 1460 

PRACTICE  AND  PROCEDURE : 


Clear  f>hyn«ai  broadcasting  in  staxvlard  broadcast 
band,  applications  for  frequencies  adjacent  to 

el88B  I-A  «b«mels 1170 

FM  and  noncommercial  educational  FM  applica- 
tions, processing 1723 

Computation  of  time 1359.1620 

Fees  lor  licensing  and  regulatory  activities,  proposed 

rules 1729 

Prior  proposed  rules  withdrawn 1730 


Federal  Communications  Commission— Con. 

PUBLK  SA^ETT  RADIO  BBRVlCEa,  varions 
frequencies,  proposed  rules: 

Developmental  service .    1^ 

Plre  radio  service . ^S 

Forestry -conservation  radio  service ^S 

Highway  maintenance  service ^   |2 

Local  Government  radio  service yS 

Police  radio  service ||m 

Special  emergency  service i^ 

RADIO  BROADCAST  SERVICES:  ^ 

Standard   broadcast   stations,   presunrise  operaUsft; 

proposed  rule,  extension  of  time __     |m 

Television  broadcast  stations: 

Channel     assignments;     additions,     deletions.    «r 
changes: 

Alabama  im 

California MI,1B| 

Florida IB 

Oeorgia 

Illinois 

Kentucky   

Mississippi  

Nebraska  tOt 

Nevada   fl| 

New  York im 

Tennessee .    ia| 

Television  programming  in  Chicago,  m..  Inquiry. m 

TELECOMMUNICATIONS      MANAGEMENT      FUMC- 

TIONS  (Executive  Order  10995) ai 

HEAIINGS,   OIDEIS,   ETC.: 

Alklma  Broadcasting  Co  ,  967. 

American  Telephone  and  Telegraph  Co..  1428. 

Antennavlslon  Service  Co.,  Inc.,  1133,  1500. 

Arizona  Micro-Wave  System  Co.,  1134. 

Aaheboro  Broadcasting  Co.  (WOWR),  1375. 

BarteU  BroadcaatBra.  Inc.  (WOKT).  ISM. 

Baysden.  W  X.,  1311. 

Bl-States  Oo.  ( KHOL-TV ) .  1 124. 

Blgham.  Allen  C.  Jr,  1430. 1663. 

Brandon  Tire  &  Battery  Co.,  1375.  1661. 

Ceracche  &  Co..  1124. 

Clay  Service  Corp.,  13S8.  1029.  ^ 

OoUler  Electric  Co..  1737. 

Columtia  Basin  Microwave  Co.,  1398. 

Community  Service  Broadcasters,  Inc.  et  al..  1371. 1787, 

Dakota  Microwave  Co..  1038. 

DeKalb  Broadcasting  Co  ,  144S. 

De  Seno.  Ralph.  1438. 

Dolph-Pettey  Broadcasting  Co.  (KUDE) .  1428.  1661. 

Eastern  Broadcasting  System.  Inc.  et  al..  1376. 

Eastern  Shore  Microwave  Relay  Oo.,  1378(. 

Flower  City  Television  Corp.  et  al..  1330. 

Qabrlel  Broadcasting  Co.,  1738. 

Qelle/,  Simon,  1737. 

Oranlb  Strand  Broadcasting  Co..  1378. 

Ora^  John  X..  1430. 1M3. 

Her^ey  Broadcasting  Co.,  Inc.,  1737. 

tha  Valley  Broadcasting  Co..  Inc..  146S,  166S. 
.  Don  L..  1330. 

City  Broadcasters,  Inc.  et  al..  1430.  1662. 
efferson  Radio  Co.  (WIJU) ,  1297. 

K.  et  H.  Television  Station  (KFDR-TV) ,  et  al..  1377, 108S. 

Lord  Berkeley  Broadcasting  Co..  Inc.,  1378. 

Merchants  Broadcasting  System  of  Dallas,  Inc..  1431.  IflM. 

Mesa  Microwave.  Inc.,  057. 

MIA  Enterprises,  Inc.  (KWBE) ,  1230. 

Miller,  Saul  M.  et  al.,  1738. 

Munson.  Jack  C,  1297. 

Neal,  William  B.,  1511. 

Neighborly  Broadcasting  Co  .  Inc..  1135,  1230. 

New  York  Penn  Microwave  Corp.,  1135. 

Northland  Radio  Corp  ,  1405, 1663. 

Palms  Broadcasting  Corp.,  1859. 

Peninsula  Television  Relay  Corp..  1378. 

People's  Broadcasting  Co.  (WPBC) .  1738. 

Pioneer  States  Broadcasters.  Inc..  1378,  1882. 

Plummer.  Eugene  R.,  1880. 

Radlo-Actlve  Broadcasting.  Inc.  (WATO),  1688. 

Radio  Associates.  Inc.  (WEER) .  1748. 

Radio  Carmlchael.  et  al  .  1331.  1433. 

Reading  Radio.  Inc.,  1737. 

Richmond  Brothers,  Inc.  ( WMEX ) .  1737. 

Rockland  Broadcasters,  1739. 

Rockland  Broadcasting  Co.  et  al..  1406. 1681. 


me. 
i«ai 

MM.  1810. 
( 


•wn.m^ 


ComnoBkohont^ 

MMt  Locks  Broadcasting  CO..  l«i 

iiS- Minneapolis  Broadcastew.  1- 

!Sh  DUtrlct  Broadcasting  Co..  M 

*Z^>  Broadcasting  A»oclatton.  toe 

SiHobbs.  Frank,  1939.  IMO. 

^^^,n.  Broadcasting  Co.,  Inc;  et  *!..  168R 

^orla  Broadcasting  System.  1379,  1884. 

S^  of  the  Mid  South,  1297. 

SiBroadcastenr.  Inc.  ( WAD)  .1741^ 

SSgCBroadcastlng^Corp.  (WDSU).  1488.  IML 

Sc.lnc.  (WFYC).1435. 

MW  Inc    (WWOW) .  1742. 

^ia„tte-Land  Television.  Itac.  1740. 

— n«ny  James  R..  IMO. 

Ssoot.  B.,  mc.  (WUW-TV) ,  1864. 

J^trertne  Broadcasting  Oo.  et  al..  1880. 
Umatngtop,  Francis  J.,  1920. 

la^ral  Crop  Insurance  Corporation: 

JSScrop  insurance:  19«1  and  «;;^^^^;||^JS;rS)Sw«S.  MM 

ftppUcation   — — 

Vsrlousconunodities:  jqq2 

Barley ^^l    VtSt 

Corn — "  ijTgoi 

Peu;  canning  and  Ireeaing iSSi 

Potatoes 7""    WW 

Wheat 

b^fot  Home  Loan  Bank  Boanfi    

!!Eil   savings    and    Loan    liisurance   Corporation. 

^peraUons.  loans  and  investments ^^*^ 

•  -» — r  Housing  Administration: 

SnrnAL  mortgage  insurance  and  insured  borne 
"•"^eiSnUoans:  eUgibUity  requlrememt*.  appi     ^    ^^ 

of  mortgagees — 

HURfiING  HOMES  mortpgelLaa2*o?«-^__^  jtlTl' 

Advances,  insurance  of;  complfetlon  sssurame 


1070 


n«» 


FMferal  Personnel: 

SorOovemment  emploiees. 

Federal  Power  Contjrnisi 

FEDERAL.  POWER  ACT.  re^ 

and  Ucensees.  cUs^A  ««  »..     ^^^ 
HEARINGS.    S«ftHst^«»d  a/ *»<*«•*»**• 

necessity  under  section  T,  

fSSora^'Wtoo'riiiitiViisVi^^^ii^^      to^o«Ife^ 
Form  5oi"SSu|l"re^rt  fo^ii^^^^^^ 
'^^^ii^s^'blsed~on''stete-pr"^rib^. 


» 


Rate 


im- 


1666. 
1078. 


Advances,  Insurance 

Bpedal  requirements:  jqijj^ 

EQOlty  requirements- _--- -—r— " 1071 

Escrow  for  off-site  utiimes  and  rt^w*"-!::.-^-™-!;,-;;:    ^"' 
roS^Ma«EWAL  mortgage  ?m|^^,^f^'^ 
""^ISrements.  Insured  project  Imyiwement  lowis — 

Ftderal  Maritime  Commission: 

See  olio  Maritime  Adminlstaratton.    .__^,^^___  _- 
**  -   agreements,  and  undentanmnga  ot 

carrlersi  by  water,  reroam  o* 


onrrRACTS. 

tfr^f  common 

Ttspecting — j=:x "V" 

ranOHT  PORWABDBRa.  ocean. 


._    1380 


^     1511 


^STocean  freight  brotera.  and  ocwngaing  common 

Duties  and  obligations,  P«>»J^,"SJ* laaft 

InterpretaUon  of  Shipping  Act.  1916._ — -—j-r-rr-    ^^ 
ra™  Khedules  and  tarlffa.  inwstlgatioiw  and  hewr- 

A^Sic/Puerto  Rico  tr«te;  -^^^'-^.^T  '"^^ 
Bull.  A.  H..  Steamship  Co.;  embargo  "»-®**=^*_    ijM 

01son.'Xer'r."&Co:.c:R."Nlcteii^"^^^^ 

tlim  In  rates.  Pacific  Coast-Hawaii 

■ScU^SU^ts.  andunderstan^^^rta^ 

•ommon  carriers  by  water^  revers^  of  or^^  re-     ^^^ 

UcJl&^indei^ndT^'^^^  1320 

approved,  unap- 
proved, cancellaaons,  nearmBs,  *ow-cause  or- 
ders, etc.:  .      i.   1 

Alcoa  Steamship  Co..  Inc.  et  »*— -"Viirji'Ii'S; 

CWcutta/U.S.A.  Conference,  memlw  iinw. «  »» 

Commonwealth  Steamship.  Inc.  et  al ^g 


fifnj;. 

^  mlnlbnim 

prl'ces?prioT5roi;i;ed  rule  terminated 

"•^hatirm  S*b!^"4u.«.  .ervlce  .«»«oe»U-or 

part  thereof;  proposed  rule 

"Independent  producer."  deftottton 

"Rate  schedule."  definition—---— 
[NATURAL  GAS  ADVISORY  OOOIICafc, 
HEARINGS,  APPLICATIONS,  ETC.: 
American  Louisiana  Pipe  Line  Co.  et  al..  958.  tSSO. 
Atlantic  Seaboard  Corp..  1861. 
Bowman,  Fred,  et  al.,  1332. 
I     California  Co..  958/ 

CaUery.  F.  A..  Inc.  et  al..  1332. 1470: 

Carter  Foundation  froductlon  CO.  etal.,  1197^^^ 

Cities  service  Gas  Co.  et  al..  1230.  l-tTO.  1V8S.  CTO.  MW 
I     Colorado  IntersUte  Gas  Co.  et  al 
Consolidated  Water  Power  Co 
Continental  OU  Co.  et  al..  1«8 
El  Paso  Natural  Gas  Co.,  1333 
Fal3on  Project.  1231. 
Glacier  Electric  Cooperative,  Inc 
Hanley  Co.  et  al.,  1666. 
Humble  OU  &  Refining  Co.  et  al., 
Hunt.  H.  L.  et  al..  1584. 
Hunt.  Hassle,  Trust,  et  al.,  1300, 1380. 
London  Gas  Co.  et  al..  1333.  „«  io«i 

Michigan  Wisconsin  Pipe  Line  Co.,  1126, 1231. 
Modesto  Irrigation  District.  1079 

Natural  Gas  Pipeline  Company  of  America.  1B».  iwa. 

New  York  State  Natural  Gas  Corp.,  IWW. 

North  Central  Gas  Co.  et  al..  1231. 

Northern  Natural  Gas  Co..  1299, 1333. 1511. 

Ohio  Fuel  Gas  Co..  1232. 

Owen  Production  Co.,  1381. 

Pacific  Gas  and  Electric  Co.,  1127. 

Pacific  Gas  Transmission  Co..  1127. 

Pacific  Power  &  Light  Co..  1078. 

Pan  American  Petroleum  Corp.  et  al.,  1779. 

Rovmds  &  Porter  Lumber  Co..  Inc..  1230. 

Sabine  BUet  AuttaOEttT.  LOTrtlanKMuT 


970 
t3B7 

ns0 

13B8 

ns8 


IftLB 
UM 
UB7 
Mil 


1862. 


1436. 


1299. 1469. 


terpretation  of  Act^^^^^ 
TRANSPORTATION  AGREEMmiTB, 
cancellations,    hearings, 


851 
1229 
l«tl 


Cunningham.  N.  D.,  It  Co. 

Farrell  Shipping  Co.,  Inc ^-- 

Orace  Line.  Inc.  et  al 

Tlnn  TCaiiin  Kalsha.  Ltd ' 

Mitsui  SteamaMp  Co.,  Ltd— 

northern  Pan  American  Line,  et  M-_^----— u 

Pacific  Westbound  Conference,  mMjJ*  SESf'it  tdl 
Ttans  PKlflc  Freight  Conf«««e  J^ng  lto°g>.«^- 

Tyrshenlan/Levant  Freight  CJonferoice. «  w- — 

am  Israel  Navigation  Co.,  IM.  «t  al 

73000—62 


1778 

1077 

958 

958 

1078 

958 

1778 

1742 

1510 


Shell  Oil  Co..  994. 

Skelly  Oil  Co..  1511. 

SUter.  »BKnirl. Cltyof.  IWO^- 

Socony  MobU  OU  Co..  toe  et  al.,  9«.  IW  Vm. 

Sunray  Mld-Contlnent  Oil  Co.  et  al..  1233. 

Taylorstown  Natural  Gas  Co..  1469. 

Tenneco  Corp.,  1742. 

Tennessee  Gas  Transmission  Co..  »5^«- 

Texas  Eastern  Transmission  Corp.,  1SST.  1384.  ITW. 

Texas  Gas  Tcansmlarton  Corp..  1334. 

Thomas,  Glenn  P.  et  al..  996. 

Turlock  Irrigation  Dl«telct.«)t9. 

SStSToasPlpe  Line  Co.  et  al..  996, 1199. 1437. 1684. 

Valley  Gas  Transml wton.  toe... 1487. 

Federal  Reservo  System: 

BANK  HOLDING  COMPANIES 
for  detenninatioiis,  etc.: 

Bank  of  Mhho^  approved 

C.  B.  Investment  Corp.;  approved 

First  Security  Corp.;  denied 

First  Virginia  Corp 

Itoited  California  Bank;  aPP™^~-""-^ 
consolidation;  SDilnefleld  sale  Depo« 

Co.;  approved -J^ZZZ 

FOREIGN   BANKS  AND  BANKERS. 
accounts  with  foreign 


appUcstionB, 


I'M* 

90«irr78 

1«68 

woo 

1744 


laoo 

1710 


10 


INDEX,  FEBRUARY   1962 


INOBfi,  FEUUMY  ^MtL 


Ui 


FadMol  Sofoty  Council: 

ReMtabllahment  (Executtve  Order  10990) - 

Fsdbral  Trade  Commission: 

FROUUUIVD  TRADE  PRACTICES,  ceaae  and  desLst 
orders.    See  U$t  at  end  of  this  agency. 

TRADE  PRACTICE  RULES;  wire  rope  Industry,  con- 
fercDce - 

nOHmmO  TIAM  PIACTICH,  CIASI  ANO  MSIST  OIOCIS: 
Allan.  Harry  J.  and  ICargarat.  IIIS. 
BaelMr.  Frank  P..  U48. 
Baekv,  Ftank  P.,  Inc..  1340. 
Booa,  Robert.  1380. 

Oolognaa.  Inc..  1731.  ** 

IVHanrl.  ine..  1731. 
DInnar,  Joaaph.  040. 
Fraaer,  Reggla  L.  and  William  H.,  1100. 
Madman,  Sufena  J..  1340. 
GMba.  Jtfhn  B..  1340. 
Olba-Prtadinan.  1340. 
OoUaehalk.  K..  *  Co..  Inc.,  1888. 
Oranttaam.  Mary  H..  1118. 
Huff.  Norman  V.  and  BolMrt  V..  1118. 
Kramar.  J.  C.  Furrlar.  1888. 
Kramer,  Jaroma,  1386. 
Lavy.  J^jaaph  W..  1888. 
LawU,  Morrla.  Laon.  and  David.  1000. 
Lawla  Apparel  Storaa.  Inc.,  1000. 
Ludwlg,  AlTin  and  Herbert,  1795. 
Ludwlc.  Inc..  1708. 
Maatar  Mechanic  Mfg.  Co..  1118. 
MeParland.  A.  ■..  1118. 
Onyx  Art  Creatora.  Inc.,  046. 
Portan,  Herman  I.,  and  Henry  W..  1731. 
Riff.  Joe  D..  1700. 
Rlff'B.  1790. 

RoberU  Klectrie  Go..  1380. 
Roaenfeld,  Sidney,  1468. 
Ru-Xx.  Inc..  1160. 
Rupley.  Ralph  and  Ralph  Jr.,  1413. 
Sample.  Inc.,  1731. 
Siecel.  Max.  *  Son.  1414. 
Slaflel.  Meyer,  1414. 
Small.  Samuel.  1708. 
Smolowlta.  Nathan.  1708. 
Smolowita  *  Benkal,  Inc.,  1708. 
Star  Fruit  Co..  1118. 
Staphanow.  Carl.  1413. 
Todd.  Samuel  P..  1488. 
Todd  Brother*  Apparel  Co..  1488. 
Walter.  Jack.  046. 

Feed  Program: 

LdTestock  emorgency  program 

FertiiizoR 

Emergency  preparedness  functions  of  Secretary  of  Agri- 
culture (Executive  Order  10998) 

Fire  Control,  Rural: 

Emergency  preparedness  functi<ms  of  Secretary  of  Ag- 
riculture (Executive  Order  10998) 

Fish: 

Cod,  haddock,  etc.,  tariff-rate  quota,  1962 

Fish  and  Wildlife  Service: 

AUTHORmr  DELEGATIONS: 
By  Director.  Commercial  Fisheries  Bureau,  to  certain 

officials;  personnel  administration 

By  Director.  Sp(urt  nsheries  and  Wildlife  Bureau,  to 
reie^onal  directors  and  field  personnel:  national 

flsh  hatcheries,  exchange  of  fish  and  flsh  eggs 

Pnmi  Secretary  of  Interior : 
Area  Redevelopment  Act  functions  respecting  In- 
dian reservaticms 

Lands  and  minerals,  leasing  and  permitting- 

HUNTINO  AND  POSSESSION  OP  WILDLIFE: 
Areas  open  to  hunting  and  fishing.    See  under  Wild- 
life refwes. 
Migratory  birds;  proposed  rules,  hearings : 

Hunting  methods,  exceptions 

Permits 

MIORATORT  BIRDS.    See  Hunting  and  possession  of 

wildlife. 
PRIBIIX>P  ISLANDS,  administration;  landing  and  use 
of  lUiuor.  deletlcm  of  restriction 
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1199 


1408 

1524 

1524 
1295 


987 
987 


1174 
1174 


1420 


Fish  and  Wildlife  Service — Continued  *% 

PROCESSED  FISHERY  PRODUCTS;  approved  identl- 
flcatl(m,  removal  of  labels  bearing  Inspection  marks, 

processor's  accountability,  proposed  rule jft. 

WILDLIFE  REFUGES,  NATIONAL: 
See  also  Hunting  and  possession  of  wildlife. 
Areas  open  to  hunting  or  sport  fishing : 

Arkansas:  White  River,  sport  fishing... i^ 

California;  sport  fishing: 

Colusa  - m 

Modoc;  proposed  rule m 

Florida:  St.  Marks,  sport  fishing im 

Kentucky;  Kentucky  Woodlands: 

Hunting UTj 

Sport  fishing im 

Missouri;  Mingo,  sport  fishing.. |qi 

Nebraska;  Valentine,  sport  fishing jfn 

Oklahoma;  WashiU,  sport  fishing im 

South  Carolina;  Carolina  Sandhills,  sport  flshlng__    id| 
Wyoming;  Pathfinder,  sport  fishing,  correction 1411 

Fishing: 

COMMERCIAL  FISHINO,  applicability  of  Fair  Labor 

Standards  Act  provisions un 

SPORT  FISHING  In  certain  wildlife  refuge  areas.    See 
Fish  and  Wildlife  Service. 

Flaxseed: 

Locm  and  purchase  agreement  program.  1961  crop I4|!f 

Floun 

EXPORT  PRCXJRAM,  cash  payment  (OR-346)  _ MJi 

IMPORTS,  Shmurah  wheat  flour  (Proclamation  3448) ..    lOM 

Food: 

Emergency   preparedness   functions    (Executive  Order 

10998,  11001). - —  15M.1SN 

Food  Additives: 

See  Food  and  Drug  Administration. 

Food  and  Drug  Administration: 

ALIMENTARY  PASTES,  macaroni  and  noodle  products, 
enriched  vegetable;  Identity  standards,  label  state- 
ments of  optional  ingredients HIT 

ANEMIA,  pernicious,  preparations  for  treatment;  state- 

ment  of  policy  and  interpretation,  proposed  rule ISM 

ANTIBIOTIC    and    antibiotic -containing    drugs.    See 

Drugs. 
BACITRACIN : 

Certification  of  batches ITN 

Tablets,  proposed  procedure  for  testing  disintegra- 
tion time 1411 

Tests  and  methods  of  assay ;  tablets,  proposed  proce- 
dure for  testing  disintegration  time 1431 

BREAD,  white,  and  rolls,  standards  of  identity;  label 

statement  of  optional  Ingredient,  Z-cysteine Ull 

CHLORAMPHENICOL : 

Certification  of  batches;  tablets,  proposed  procedure 

for  testing  disintegration  time --    1411 

Tests  and  methods  of  assay;  tablets,  proposed  proce- 
dures for  testing  disintegration  time 1411 

(^HLORTETRACry  CXINE : 

Certification  of  batches 11« 

Tablets,  proposed  procedure  for  testing  disintegra- 
tion  time 1** 

Food  additive  in  medicated  animal  feed  for  calves 

and    ixsittacine   birds 941,111 

Rolitetracycline.    name   changed    from    pyrrolidlno- 

methyl  tetracycline;  proposed  rule WO 

Tests  and  methods  of  assay HO 

Tablets,  proposed  procedure  for  testing  disintegra- 
tion  time 1*^1 

COTTAGE  C7HEESE.  plain  or  creamed;   standards  of 

identity,  proposed  rules l^*" 

DRUGS: 

Antibiotic  and  antibiotic -containing  drugs: 
Genei<al  regulations: 

Definitions  ■" 

Rolitetracycline,  name  changed  from  pyrrolidino- 

methyl  tetracycline;  proposed  rule 

Laboratory    diagnosis    of    disease,    antibiotics   In- 
tended for  use  in;  antibiotic  sensitivity  discs: 

Certification  procedure 

Tests  and  methods  of  assay -- 
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^  oad  Drug 

jgO^'^fSjjSlxatlonal  units,  numt  eTiangeai 

■\lJlaion  of  New  Drugs——- 

SSSon  of  Veterinary  Madidne -TTTZ 

^Z  ^rmanganate  preparations  aa  Die«nptli« 

"**SSS.  labeling;  poUcy  sUtement ---zz;;^ 

-..^ffijn   and   veterinary   drugs    use,  cp"™®^ 
'^^wn   to   practitioners;    exemptton  of  certain     ^^^ 
^bellng  requirements--- ^^gg 

*S?ffiNT  '  REGl^TONSriibiiGi-"rSiiu;^ 

•^^jSptlons  for  p«scriptlon  and  veterinary 

^s  iS^ommonly  known  to  practitioners— .— 

»g^°5l?^'s'picm?toleVari^^^^^^^ 
»0^ta^linal  fe^.  certain  foods;  and  food  proc; 
Sig  and  packaging,  rules  proposed  or  adapted. 
JJSIa  or  poultry  feed  or  supplements: 

^oldtfsiucon  dioxide  as  anU-caklng  agent 

Kthion  on  citrus  pulp zriZZ~ZZ^„y.t 

^1  alcohol  containing  denaturantsJtewcIgM 

gain    and    feed    efllclency.    -»t»«iraw«i    of 

Tctition 


u 

Page 


9€S 


1317 
1490 


S:Sl^"lS^  tag  ot  on^  Bite lUfftint  klantitg 

standand " 

PENICILLIN':  oaa  94^ 

Certification  of  batcl^es-.— '^►'^ 

Tablets,  proposed  procedure  for  testlrw 

Methicmin  ^;i^lS^VThi;i^f^^  dSS^ox^- 

phenyl  penicillin  sodium z^.  «^g 

ral     commodities,     niles     p» 
adopted: 


1421 


agricultural     commodities 


aUng  agent ^ 

wlttidrawal    of 

948 


L.      948 


086 

985 
1421 


^'^wSitetracycllne   and  neomydnJ^IcMiices^ 

ChltS?iSu:?rt^  «^^^S^SS  "Sa- 
rnlns  in  medicated  feed;  wttHdrawal  of  pctt- 

Wttac^r  blrt^f  m^wteTf^^o^^"*^^" 
tetracycUne  for  treatment  of  pslttacoate 

■°ttSSr  fSher   extension  of  dto^  date  of 
rtatute  for  certain  specified  food  additives. 

Direct  additives -7 

Indirect  additives 

■SSSs?  prSS2i?calclum  di-odtam  EDTA  for  col«r 

retention inr^ZZZTZZ.i:::*^^ 

Chewing  gum  heme;  ™«Btlcatoiy  «ibBt«««^--r=~ 
~r* .  o7,««iomAnt-«!-  nolvsorbate  M  ■■  frniiitiHwr 


•M 


1362 
1312 


2.4"Dichlofo-6-o-chloroaniUno-J-triaztne JJg^ 

??8Tl0i6:HVx"MhloVo"l.5:5a:6:9r9a-'h^^±^^^ 

*'  •  4&SL-2,4.3-benzodioxathiepin-3-oxUle  — rrz^jgj 

l-NaphthylN-methylcarbamate ^loia 

Sodium  2.2-dlchIoroproplonate— _- —  —  «"rr mk 

?2SSfon  (2.4.5.4'-tetrachlorodlphenyl  sulfone)-- -    m 

P^Sp?S  c^^^dTi^S^iSrsweetenedratii^        ^^ 
Identity   ' 

^'^^S^'S'iiatches;  tablets,  proposed  procedui* 

for  testing  disintegraUon  ^^-z-,--r"-7':^7Z^;i;r 

Streptonicozid  stdfatr.  ra™e  chang^ftrom^^Si. 

mycylidene  Isonlcotinyl  hydrazdnr  arifrta^jp^-    ^^^^ 

Tested  S2&Sdi"o7'a^y7tebteti:^Wdproce- 

dure  for  testing  dlslntegyation  time- i*«i 

Foreign  Assets  Control: 

See  Treasury  Department. 

Foreign  Duty  Pecsoiinefc 

Foreign  service.    Sec  State  Department. 

Foreign-Trade  Zones  Bootd: 

NEW  ORLEANS,  La;  sub-zone j--^ 

PENUELAS,  Puerto  Rico;  sub-zone: '•"^ 


1252 


1138 


1728 
948 

985 


1173 
1254 

wo 
1254 


Dietary  supplements;  polysorbate 

for  edible  oils -—   _,^.        .  _  — 

Maple  sirup;  paraformaldehyde  realdaea  on  treep 

treated  for  fungal  growth—- -—""    "^ 

Borbitol  m  certain  vlUmins.  dietary  aipplemena^ 

dried  fruits,  etc 

Tea.  dried;  tetradifon  residues Ii:i^-r;iT;r:' 

Vit^min-mlneral  p  r  e  p  a  r  a  1 1  o  n  s:  nlBOttnamlda- 

ascorbate  as  source  of  vitamin  C--- — ----r— 

Wine;  diethyl  pyrocarbonatc  aa  «*«0*«*°«  »S^-- 

Teast,  primary  dried  and  <W«I:  ■^"^P^f^: 

Vackaglng  or  procesring  materlala,  oantalaen.  coai- 

Confalners^or  equipment  contact,  additives  affect- 
ing food: 

Ethylene-butene-1   copolymer — -r-zr^r-'rr 

FUters.  resln-bonded  for  milk  and  edlWe  oils 

Milk  and  milk  products: 

66/610  Copolymer  nylon  resins 

FUters.   resin-bonded J^^ 

SS?x^^rop^li^e"-^l^OT^t^te^"^i^^^         }JJ» 

Resinous  and  polymeric  coatblgs I»a.  ijw 

Styrene  copolymer  coatings — __- :,t;— ^^^  1^ 

Textiles,  fibers  and  adjuvant  robstonces;  Ust-  !»*.  "M 
Dry  bulk  food  packaging;  polyurettiMe  £«™----  ^^^ 
Octadecy lamlne  In  steam  systems  of  food  proceasmg 

plants,  as  corrosion  Inhibitor -—    |«^ 

Paper  and  paperboard  componenU -—  •*«».  ^  «>» 

HAZARDOUS  SUBSTANCES;  small  packages,  exemp- 
tion from  labeling  requirements: 

Wt-tip  Ink-marking  devices 

Psste-wax  preparations r-v--r— -T-— rzr«^ 

ICK  CREAM,  French,  ice  milk,  aherbeti.  etc.,  standi 

ards  of  Identity;  proposed  rule*— "— -— -"r-;:;; 
MACARONI  products,  enriched  vegetable;  standards  or 

Identity,  label  statement  of  optional  ingredients — 
HEW  DRUGS,   organizational  unlU,  n*°»«,™*f^ 

Divisions  of  New  Drugs,  and  Veterinary  Btodicme-. 
IIOODLE  products,  enriched  vegetable:  stoodwds  of 

identity,  label  statement  of  optional  ingreaieno — 


tlfied  persons,  proposed  nnes 


1664. 


1318 
945 


1294 

1317 
1797 
1317 


iSfergency  preparedness  functions  of  Secretary  of  to- 

terior  (Executive  Ordar  uwru 


^iSSlfhe'Sa.  etc.   See  Federal  Power  Cwunl*- 

sion. 
General  Services  Adminisfratiom 

See  Utilization  and  ^*sPO«^^^|^^f  ^^^„^.H.ft^^^A^^nxMi- 
AXTTHORITY  DELEGATIONS  by  Administrator^  Vill- 
ous officials:  Secretary    establishment  of 
Commerce  Department  faecrew^.ca^uuou-. 

special  police  force  to  protect  Maritime  Admmis- 

tration  instaUatipn^iwrwto^^^^ 
rv.fpniK   DeoartinHit   SeoTBtary,    ns/tamsuaxaX'  ofc 
^   oS^eS^tSercsts  before  DUnote  Caamm 

SSiS;  EasLSt  Louis  lnterurban.Water  Cfc. 

increased  rates IjII'Z^ 

MINERALS.METAIfi;  report  of  purchases  under  pur-     ^^^^ 

chase  regulations "~""7""'i"r~nir 

PROCUREMENT,  OSA  regiitetions;  contract  adnmns- 

tration: 

Contract  performance 

Definition 

Disputes ^        ^^^ 

Termination — — 

Government  Eiiip4#yee»:  „„, 

ADVISERS  AND  COHHDLTAHTB^ncles  r^«»jr 
conflict  of  interests  (Memorandum,  of  Fdmiarj.  ^ 
1962)  — — — • 

CIVIL  SERVICE  REGULATIONS.    See  Gtaff 
Commission.  .  ».«..«»*  t 

FEDERAL  SAFETY  COUNCIL,  reestablianment  ( 
tive  Order  10990) — 
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Gov«miiMnt  Employ— t — ContkuMd 

WTTHOirr-CXnfPSNSATIONElifPLOTEBS.  5«e  Com- 
merce Depertment;  finnrfency  Plannlog  Office; 
Intertor  DepATtmeni. 

Grain  Sorghums: 

Loan  and  purehaM  agreement  program,  1961  crop 

Grants: 

Hoapltal  oon8tructl<m;  correction.- 

Grapefruit: 

IMPORTS,    quarantine    restrictions;    fimiigatlon    for 

Mediterranean  fniitny 

MARKSTINO: 

Arlaona  and  CaUf  omla 1239. 

Florida 1005.  1240.  1349.  1489.  1490. 

Grap«s: 

Marketing,  California: 

Cnuhing   grapea 969. 1217, 

Tokmj  grapes , -- 

Graiing: 

On  public  lands.  See  Land  Management  Bureau. 

Gffvot  l^«s  Pilotag«  Administration: 

PUoCage  pool,  application  for  establishment 


Pmg« 


Measurement  of  yessels 

Gum  Noval  Stores: 

Price  support  loan  program. 


1407 
1071 

963 

1793 
1756 


1794 
1118 


1504 
1886 
1593 


Hondicoppod  Persons: 

President's  Committee  on  Emplojrment  of  the  Handi- 
capped. esUbllshment  (Executive  Order  10994) 

Hawaii: 

Tomatoes  from,  fumlgaticm  methods 


1447 
1551 


Haxardous  Substances: 

Ezemptimi  from  labeling  requirements,  cer^in  products. 
See  Food  and  Drug  Administration. 

HecUth,  Education,  and  Welfare  Department: 
See  Kducation  Office. 

Food  and  Drug  Administration. 

Freedmen'i  Hosirttal. 

Old-Age  and  Survivors  Insurance  Bureau. 

Public  HeaWi  Service, 

Social  Securitu  Administration^ 

EMERGENCY  PREPAREDNESS  FUNCTIONS  (Execu- 
tive Order  11001) 

ORGANIZATION    AND   FUNCTIONS;    PubUc    Health 

Serylce,  Surgeon  General 

PROCUREMENT,    delegations    of    authority;    Public 

Health  Service,  negotiation  of  contracts 

Homesteods: 

Lands  available  as.    See  Land  Management  Bureau. 

Hospitals: 

CONSTRUCTION  GRANTS  to  States,  correction 

GOVERNMENT  H06PITALJ8.  trainee  positions;  maxi- 
mum stipends,  exclusion  from  Pay  Act  provi- 
sions-  - 1208. 

Housing: 

Emergency  preparedness  functions  (Executive  Order 
11004)  

Housing  and  Home  Finonce  Agency: 

See  Federal  Housing  Administration. 

PuWe  Housing  Administration. 
EMERGENCY  PREPAREDNESS  FUNCTIONS  (Execu- 
tive Order  11004) 

ORGANIZATION,  authority  delegations,  etc. : 
By  Administrator  to  Regional  Administrators  and 

certain  designees;  elderly,  housing  loans  for 

By  Regional  Administrators  to  Regional  Directors. 
Communi^  Facilities  Activities:  redelegation  of 
authority,  listed  regions : 
Region  n.  Philadelphia : 

Area  Devek^nnent  Act,  certain  functions. — 

Bklerly,  housing  loans  for. — 


1534 
1427 


1418 
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1313 


1542 


1542 


1850 


960 
1382 


Housing  and  Home  Finance  Agency — Con.    v^ 

ORGANIZATION,  authority  delegations,  etc.— Con. 
^    By  Regional  Administrators,  etc. — Continued 
Region  IV.  Chicago : 

Area  Redevelopment  Act.  certain  fxmctions ym 

Elderly,  housing  loans  for im 

Region  V.  Port  Worth:  elderly,  housing  loans  for___^    ||| 

Humane  Slaughter: 

Identification  of  carcasses SSl.lSH 

Hunting: 

Regulations   respecting   certain   wildlife    refuges.    5e« 
Pish  and  Wildlife  Service. 

I 

Ice  Creom: 

Identity  standards,  proposed  rules un 

Immigration  and  Naturalization  Service: 

IMMIGRATION  REGULATIONS : 
Admission,   lawful,   presumption   of;    erroneous  ad- 
mission as  TJB.  citizens,  or  children  of i|7| 

Deportation  of  excluded  aliens;  notice  to  tranqwrta- 

tion  line  of  alien's  exclusion ifd 

Documentary    requirements,    immigrants,    waivers; 
visas,   certain  returning  residents  except  from 

Cuba  and  certain  countries —    un 

Nonlnunlgrant  classes,  special  requirements  for  ad- 
mission; transits  without  visas 1350,1411 

ORaANI2iATION  STATEMENT;  Held  service. 
District  ofBces: 

No.  1,  St.  Albans.  Vermont liu 

No.  7.  Biiffalo,  New  York. Ifu 

No.  22.  Portiand.  Maine IfU 

SubofBces;  inunigration  ofDces  in  foreign  countries..    IIU 

Imports  and  Exports: 

AGRICULTURAL    COMMODITIES.    See    Agriculture 
Department. 

ALCOHOLIC  BEVERAGES,  payment  of  estimated  im- 
port taxes UH 

ANTIDUMPING  ACT  of  1921;  determinations.  See 
Treasury  E>epartment. 

ATOMIC  REACTORS,  export  licenses.  See  Atomic 
Energy  Commission. 

CUBA: 

Import   restrictions III! 

Trade  embargo  (Proclamation  3447) IM 

CUSTOMS  REGULATIONS.    See  Customs  Bureau. 

EXPORT  CONTROL.  See  International  Programs 
Bureau. 

OVERTIME  SERVICES,  plant  quarantine  inspectors; 

commuted  travel  time  allowances HI 

SHMURAH  WHEAT  FLOUR  (Proclamation  3448) IMI 

Income  Taxes: 

See  Internal  Revenue  Service. 

Indian  Affairs  Bureau: 

AUTHORITY  DELEGATION  by  Area  Director.  Phoenix 
Area  Office,  to  Superintendent.  Uintah  and  Ouray 
Agency:  oil  and  gas  leases IW 

BLACKFEET  INDIAN  IRRIGATION  PROJECT.  Mon- 

tana:  operation  and  charges UW 

LAND  RECORDS  AND  TITLE  DOCUMENTS;  tranfer 

from  Washington  to  Portland  Area  Office 1« 

VOCATIONAL  TRAININa  for  adult  Indians,  adminis- 

tration;  financial  assistance  for  trainees !• 

Industry  Advisory  Committees: 

Regulations   (Executive  Order  11007 » 

Insecticides,  Pesticides,  etc.: 

HOUSEHOLD  INSECTICIDES,  acceptable  ingredients, 
etc  '^ 

TOLERANCES  for  residues  on  various  agricultural  com- 
modities.   See  Food  and  Drug  Administration. 

Insurance: 

CROP    INSURANCE.      See    Federal    Crop    Insurance 

Corporation. 
FOREIGN  SOCIAL  INSURANCE  and  pension  system, 

Niger  Republic 

HOUSING  mortgage  insurance.  See  Federal  Housing 
Administration. 


im 


in 


IIM 
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1519 


I.— «ce— Contmued 

•"•flrtB^D  SURVIVORS  INSXJRANCB.    See  Old- 
I  ^''l^.nd  Survivors  Insurafice  Bureau. 
'     „^S  SffloYEES,  unemployment  Insurance. 

■^'^^Sliiroad  Retirement  Board.  ,  „ 

^gJ^^S^ImN  INSURANCE.   Sec  Federal  Home 

'S^^'pr^riUp  mortgage  and  loan  Insurance- 
iipartment  Radio  Advisory  Committee: 
5^''^  functions  to  Office  of  Emergency  Planning 
'^^Scutive  Order  10995).-. 

•  ugfier  Department: 

iJFiih  and  Wildlife  Service. 
Indian  Affairs  Bureau. 
land  Management  Bureau. 

^gSJ^S^^iSioScompensation 

*^  bSrin^interests  pumuant  to  Defense  Production^  ^^^ 


1296 


987 
1196 


953 
1522 


j^  of  1950 

'^SS^r  ^X^W^r'Sice,  to  Process  R«Jdf  * 
^  ^iSnirs;  purchases  of  suppUes  and  materials.- 
9,  secretary,  to  certain  oflclals : 
Tfwiian  Affairs  Commissioner: 
^aS  Ftedevelopment  Act  functions  respecting  In- 

dian  reservations nir-1 

Lands  and  minerals,  leasing  «»*  permlWng---- 
SoUcltor :  acquisition  of  real  estate  by  condemnation 

Dursuant  to  Helium  Act -~- — •--- 

«•  aoUcitor    to   Assistant  SoUcitor,  LMid  Appeals 
^  Sanch:"  appeals  respecting  LandManagement 

Bureau  and  Geological  Survey  Proc^SSS'^iSl 

BiHwScY  PREPAREDNESS  FUNCTIONS  (Execu- 

ui^l^SoniTNVrlhbikoteTi^^^ 

^'^"^Jluon  of  moratorium  on  appUcattons  and  pe-    ^^ 

B^VOIR  PROyECTLANiDS:^ 

interior  Department  policy  _ zrz--ZZI,"-tl 1734 

SS  policy  of  Interior  and  Ari^Dg^wlanents  -----     1734 
giJS:  WATER  OFFICE,  autiiorlty  delegation  by  Dl- 
■^^rto  Process  Resident  Engineers:  purchases  o« 

supplies  and  materials 

Inltmal  Revenue  Senrice: 

BCIEE  TAXES: 
K"d'rSs!CpU"S.1dentiflcation  numbers,  p~^     ^^^^ 

n«N-Sr5iS'Nui^'^^Viiie' Vfl'propoi^  "•'o 

^iffi  TAX  REGULATIONS,  taxable  years  after 

1953:  I 

Accounting  methods:       '  -  ,     *.  ,i_.„*.  -k 

tostallment  metiiod.  disposition  of  installment  ob- 

ligations  to  life  insurance  companies —     "J» 

Prepaid  subscription  toctwne f  •• 

Aliens,  nonresident,  withholding  tiuc  <»— ------z;:-    "*" 

Corporations  used  to  avoid  income  tax  on  sharehold- 
ers; proposed  rules,  hearing:  „,^i„- 
toVSi"ttl6nrimproperly    accumulating    surplus. 

small  business  Investment  companies i«^* 

Fc»^ign  personal  holding  compai^^tao^e----^^ 

ownership 1*24 


International  Development  Agency: 

ACTING  ADMINISTRATOR,  certain  officials  to  serve  a^ 

and  order  of  fluooessian_----------------~---r;^    "~ 

AUTOORTTY  DELEGATIONS  to  A«8i»tanti^algrt«- 
tors  and/or  designees,  in  sieas  of  responsIbUlty. 
loan  agreements— 

International  Programs  Bureau: 

Suspension  of  export  privileges;  orders  affecting  vari- 
ous persons  or  firms :  ^^ 

BOMAG  G.  m.  b.  H - g^ 

Gasch.  Carola 954 

Schueler,  Carola g^ 

Stumpf,   Rudolph "  ^54 

Veku  Import A54 

Vogt,  Dr.  Alois ^--- 

interstate  Commerce  Commission: 

ACCOUmS^ancial  stetements  released^by  «^ 
AGREESiCENTS  imder  Section  5a. 
Freight  Bureau. 


Middlewest  Motor 


1117 
1671 


EM^IwC?PRi^XMi5NESS  FUNCTIONS  (Execu-     ^^ 


1567 
1571 
1571 


Personal    holding    companies;    definitions. 


ownership,  constructive 

Deductions ;  proposed  rules :  ^^K«««nB  tn  Federal 

Business  expenses,  capital  contilbutions  to  Federal 


1119 


National  Mortgage  Association-.. J^» 

Charitable  contributions  and  8if to.---- ----------     ^'^ 

Deferred  compensation,  pension  Plan».  e*«-f.®?!J^H{l^ 
for  employer  contributions  to  enwloyeesMUiulty 
plans ;  information  to  be  furnished,  proposed  rule.     ^^^^ 

hearing 

iBtates.  trusts,  proposed  n^es:           „,^„    ph«Htable 
Grantor  treated  as  substantial  owner,  charitable    ^^^ 
beneficiaries  


Limitation  on  chariVaVirMntributlcms  dediwtion  <rf 


tnists  with  tttide  or  business  Income,  engaged  in 

prohibited  transactions,  ^—--"-r----f-7r"Z 

Partiiers.  income  and  creditii  of:  charact»  of  "ems 

constituting  distributive  share.  P'OP^-^";!; 

Property  disposition,  gain  or  ^fas^ui' ebodc^rMvrui 

National  Mortgage  Association  proposed  r^««-- 

RARCOTIC  DRUGS,  excise  tiix  regulatlwis.  employer 

identification  numbers,  proposed  rules 


tive  Order  11005) ^.  ,       ^«wi«* 

EXPLOSIVES  and  other  dangerous  articles,  pacung 
and  transportation ;  proposed  nUes : 

Appendix,  reasons  for  amendments- -"SZZ:^;Z 

CoSnodity  list  containing  shipping  name  or  descrip- 
tion   

Motor  carriers 

RaU  freight  carriers JgjIJ 

Shippers 1571 

Shipping  container  specifications.—--—- ""-; 

LONG-Airo-SHORT-HAUL    CHARGES.    See    Tariffs 
and  schedules,  betoto. 

"S^lSa^^f^-iperatln.  auttority  «.d  transfer 
proceedings: 
Operating  authority:  ,!«„,»♦.„  1142 

'paaaenger  carriers,  lists  "J  «'P^«°*|s:i677:iS4.  ms 

1678, 1933. 1935, 1945.  ^^ 

Transfer  proceedings v7«V-^c^V"TeTO    iimm'  ib47 

1305.   1398.  1442.   1473.   1512.  ISW.   l?Jf'  ^^^ 
Commercial    zone    limits,    petitions    to    redefine.     ^^^ 

ExpS^rfra'ns^^^^^^^^^^^^^^ 

extension  for  compliance 

Reports,  annual:               ^         _.  _  117 1 

Form  B;  class  U  property  carriers "• 

Form  D;  class  I  passenger  carriers — "oVi'Sa"  i«7i  1932 
Routes,  alternate,  deviation  notices-    "29.  im  1671. 1932 
ORGANIZATION  of  divisions  and  boards,  and  assign- 

InSv?dual  ?o5^ioners:  Division  lUree  Chairman. 
Rehearing  and  further  proceedings 

^"^SfS^^e:  New  York  Central  Railroad  Co.  embargo. 

ExplSft?aiisi,ortation.''sVc"^I^^^^^ 
iJSifti  quarterly'Tfiling  of  by  class  I  r^ads.  except 
switching  and  terminal  compMUw: 

ifS%SL%^'aSy%JKe^e;t"i^:-i^^  ^^ 

IBS 

Routing  of  traffic,  rerouting:  .^^ 

Midland  Valley  Raih-oad  Co *Jg5 

tn'JS'ns^SrfliSSueCo^-^^^^^  1335 

^^int^rstate  Conunerce  Act  appUa^«- f^^^^^ 

^"°'"  — i30-57T334-.   1472.  1612.  ^^-^W^'  J?}J 
Posting  of  freight  tariffs  at  sUtions;  proposed  rule-    177e 


1234 
1747 


983 


1905 
1905 
1120 


Labor  Department: 

see  Labor-Management  Reports  Bureau. 
Public  Contracts  Division. 
Wage  and  Hour  Division. 
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AUTHOBITY  ISKLBQATIONS  tcf  SccreUry  to  oerUin 


Labor-Management  Rc3>orts  Bureau  officers;    oaths 

and   afflrmations ^^^ 

Solicitor,   and   AdmlnlBCraUTe  AMlBtant   Secretary: 

certification  of  dociunents 1505 

EMEROSKIT    PRBPAREWfESS    FUNCmONS     (Ex- 

ecutlre  Order  11689) 1532 

FEDERAL  SAFETY  COUNCIL,   functions    (Executive 

Order   iewe)_ 10«5 


1789 

1207 


»r  Disputes: 

EMERGENCY  BOARD  to  investigate  dispute  between 
Eastern  Air  Lines.  Inc.,  and  employees  (Executive 
Order  U006) ----- 

PBESIDENTTAL  COMMISSION  to  investigate  railroad 
dl^mte  tExecxrttre  Order  10991) 

Labor-Management  Reports  Bureau: 

Airi'HOmTY  DHJBOATION  by  Secretary  of  Labor  to 
certain  officers;  oatlis  and  afflrmations 

LABOR  RELATIONS  CONSULTANTS  and  other  per- 
sons. DBpoctlne  certaim  agreements  with  employers.  . 

Land  Management  Bureau: 

ALASKA: 
Hwnesteftd^  lands  opened  to  entry  for.    See  Home- 
steads, below. 
Mental  health  porpoaes : 

Sitka  area  (PLO  2607) 

Valdez.  Port  Egbert,  etc.  (PLO  2599» 

Mineral  lands: 

Sitka  area  (PLO  2607)-. 

Valdez.  Port  Egbert,  etc.  (PLO  2599) 

Small  tracts.    See  Small  tracts,  below. 
Withdrawals  of  lands  for  use  of  Federal  agencies,  etc. 
See  Withdrawals,  below. 
CXWTINKNTAL  SHOiP.  outer;  oil  and  gas  leasing: 

California.  San  Francisco  area 

TffliilrlffL  correction  of  prior  documents 

O&AZDfO: 
Fedex»l  BMWe  Code  for  grazing  districts,  issuance  of 

licenses  and  permits;  correction 

Grazing  teases,  proposed  rules: 
Crosiing  permits 


955 
1890 


1492 
972 

1492 
972 


1661 
1661 


947 

1556 
1556 


HOMESTEADS,  lands  opened  to  entry: 
For  small  tracts  opened  to  lease  or  purchase,  see  Small 
tracts,  betoic.  ^  ^ 

Alaska 872. 

aHmm^. 1580, 

Callfomda - 

Colorado m"> 

Idaho 

New  Mexico 

Oregon 

LANDS  OPENED  for  rarlons  purposes: 
Homesltes.    See  Small  tracts. 
Homesteads.    See  Homesteads. 
Mineral  emtry.    See  uitder  Mineral  lands. 

MINERAL  LANDS: 

See  also  Oil  and  gas  teases. 
Lands  opened  to  mtawral  entry: 


1492 
1661 
1491 
1426 
951 
1620 
1492 


Sitka  area  (PLO  2607) 

Valdez,  Fort  Egbert,  etc  (PLO  2599) . 

California :' 

Bumey  (PIO  WK) 

Mount  Diablo  Meridian  (HX)  2614) 

Colorado: 
Qraad  Junetian  <PIiO  3601) 


BferldlaB 

New  liexiea.  Las  Cnaees  (PLO  2612) 

Oregon.  Willamette  Meridian  (PLO  2611) 

NATIONAL  FOREST  LANDS: 
Arizona.  Tonto  National  Forest,  selsmological  labora- 
tory; proposed  withdrawal 

Arkansas.  Ouachita  Nattenal,J&yest;  recreation  area 
(PLO  2597) n i« 


1491 
1760 

1117 
1426 
951 
1620 
1492 


vm 
un 
vm 

vm 

un 


1111 

iin 
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Land  Management  Bureau — Continued 

NATIONAL  FOREST  LANDS — Continued 
California: 
Los  Padres  National  Forest,  exclusion  of  certain 

lands  (PLO  26L5) 

Sequoia  National  Forest,  roadside  zones;  proposed 

withdrawal 

Sierra  National  Forest,  recreation  areas;  prior  pro- 
posed withdrawal  amended 

Tahoe  National  Forest,  addition  of  certain  lands 

(PLO  2615) . 

Colorado: 

Pike   National  Forest,  campgrounds   (PLO  2569); 

corrected   

Rio  Grande  National  Fofest.  campgrounds: 

Prior  order  (PLO  2558).  corrected 

Proposed  withdrawal im 

Routt    National    Forest,    recreation    areas    (FU} 

2589);    corrected I5M 

Montana : 

Beaverhead  National  Forest,  prior  proposed  with- 
drawal terminated 

Custer  National  Forest,  campground  (PLO  2662)^ 
Gallatin  National  Forest,  campgrounds,  etc  (PLO 

2603) 
Kaniksu  National  Forest,   recreation  areas   (PLO 

2603)  --    1371 

New  Mexico. "oHa  National  Forest;  exclusion  o^  ear- 
tain  lands  (PLO  2815) IIN 

Washington.  Snoqualmle  National  Forest,  roadalde 
rone,    prior  order   (PLO   24S4)    corrected  (PLO 

2603)    1171 

Wyoming: 

Big  Horn  National  Forest,  roadside  zone;  prior  pi<»- 

posed  withdrawal  corrected ITU 

Bridger  National  ForeA.  exclusion  of  certain  lands 

(PLO  2815) im 

OIL  AND  GAS  LEASES: 

Continental  shelf:  ' 

California,  San  Francisco  area Ml 

Louisiana,  correction  of  prior  documents Mil 

Protraction  diagrams.  Wyoming M 

SCJHOOL  PURPOSFS : 

(California  (PLO  2605) 14«l 

Colorado  (PLO  2601) HI! 

Oregon  (PLO  2611) MB 

SMALL  TRACTS: 
CHassiflcatlons: 

Alaska:  No.  J-9.  corrected ITU 

Colorado: 

No.  36 Wf 

No.  37 W> 

Nevada:  ,,^ 

No.  205 JS 

No.  209,  amended l"* 

No.  212 W* 

tends  opened  for  lease  or  purchase  as  homesltes,  etc, 
under  Small  Tract  Act: 

Alaska  •''•»*? 

AriaonA 12M.lM6.lin 

California J« 

Colorado ^"''^Hf 

Idaho ** 

New  Mexico ^^^'IS 

Oregon   '  ■•■ 

Sale  or  lease,  public  auction,  fair  market  value,  elimi- 
nation of  group  agreements,  etc ^^ 

SURVEY    PLATS ;     Arizona.    Gila     and    Salt    Rl^«    ._^ 

Meridian    . 1560.1661.1722.1111 

WILDLIFE  REFUGES: 

C^allfomla.  Monache-Walker  Pass  National  Cooper- 
ative Land  and  Wildlife  Management  Area,  estab- 

lishment  (PLO  2594);  corrected •*" 

Idaho,  Upper  Blackfoot  Wildlife  Management  Area, 

Sports  Fisheries  and  WUdlife  Bureau;  proposed    ^^ 
withdrawal 
Montana,   Freezeout   Lake    Waterfowl   Management 

Area   (PLO  2596) 
Utah,    Ouray    National    WUdlife    Refuge;    propossd 
withdrawal    from   appropriation   under   mlnlBf 
la^ 


W  i^A  Management  Bureau     Continued 

■^      ■  "C^rAAWALS  Of  lands  for  specified  uses  ol  F 


ft*SS"^ 


Federal 


etc. 


5Sto  Bay  area,  Juneau  Blologlc^Labor^ry.  C5om- 

^^ercial  Fisheries  Bureau  (PIX>  2698) ^.-      972 

Prior  order   (PLO  842)    revoked  In  part  (PLO 

2598)        - "" 

area,  a'ir'navlgation  aid.  Federal  Aviation 

Agency;  proposed  withdrawal '"i 

Portage   area,    detention   center.   Prisons  Bureau 

(PLO  2610) -. "^ 

Mtka  area,  military  purposes.  Army  Department; 
prior  order  (EO  9114)   revoked  In  part  (PI/> 


Home 


2607) 


972 


1492 


Valdez  Port  Egbert,  etc..  right-of-way;  prior  order 
(Executive  order  of  May  24.  1906)  revoked  In 
part  (PLO  2599) 

*aUa*and  Salt  River  Meridian,  sanitary  flU  area, 

Engineers  Corps;  proposed  withdraw^———     1926 
Tonto  National   Forest,   selsmtologlcal  laboratory, 

Engineers  Corps;  proposed  wlthdrawaj— 1196 

Yavapai  County.  Whipple  Barracks  Target  Range. 
Btecutive  order  of  August  18. 1904  modified  for 

highway  right-of-way  (PLO  2609) 1492 

Arkansas :  OuachiU  National  Forest,  recreation  area. 
^pSot  Service  (PLO  2597) 972 

Bumey*  classification;  prior  order  (BO  7605)   re- 

voked  in  part  (PLO  2605) 1491 

Mount  Diablo  Meridian.  Monache-Walker  Pass  Na- 
tional Cooperative  Land  and  WUdlife  ItapBge- 
ment  area.  Land  Management  Bureau  (FIX) 
2594) ;    corrected -- — 947 

Riverside  County.  Western  Forest  Fire  Research 
Laboratory.  Forest  Service;  prcvosed  with- 
drawal - Z^ZZl     "^ 

Sequoia   National  Forest,   roadside  acnes.  Forest 

Service;  proposed  withdrawal 1227 

aerra  National  Forest,  recreation  areas;  prior  pro- 

posed  withdrawal  amended 1783 

Colorado: 
Pike  National  Forest,  campgroimds.  Forest  Service 

(PLO  2589) ;  corrected ^654 

Rio  Grande  National  Forest,  campgrounds.  Forest 
Service : 

Prior  order  (PLO  2558) .  corrected 1271 

Proposed  withdrawal 1733 

Routt   National   Forest,   recreation  areas.   Forest 

Service  (PLO  2589) ;  corrected 1664 

EBzth  Principal  Meridian.  recreati(m  purposes,  and 
protection  of  Shadow  Moimtain  National  Rec- 
reation  Area;    National   Park  Servioe    (FIX> 

2602)   1271 

Uaho,  Bingham  County.  Upper  Blackfoot  WUdlife 
Management  Area,  Sports  Fisheries  and  Wildlife 
Bureau;  proposed  withdrawal — — -    1076 

MMxtana:                                                             .     ,.. 
Beaverhead  National  Forest,  prior  proposed  with- 
drawal   terminated 1122 

Custer  National  Forest,  campground.  Forest  Servioe 

(PLO  2603) 1271 

(lallatin  National  Forest,  campgrounds,  etc..  Forest 

Service  (PLO  2608) —-•»—     1271 

Kaniksu  National  Forest,  recreation  areas.  Forest 

Service  (PLO  2608) 1271 

Principal  Meridian: 
Freezeout   Lake  Waterfowl  Management  Area. 
Interior     Department     Jurisdiction      (FIX) 

2596) ^^ 

Missouri  River  Basin  and  Sun  River  Projects, 

Reclamation  Bureau  (PLO  2606) 1491 

Reservoir  Site  Reserve  No.  6,  prior  departmental 

order  revoked  In  part  (PLO  2600) 1011 

Mevada.  Indian  Springs  Air  Force  Base,  and  NeUls 
Bombing  and  Gunnery  Range;  prior  orders  (BO 
8678,  9019,  9086.  PLO  58.  89,  168)  amended  (FLO 

2613)   _. 1759 

Hew  Mexico:  ^       _^ 

Las  Cruces.  Smithsonian  Institute;  prior  order  (BO 

6120)  revoked  (PLO  2612) 1620 


Land  Management  Bureau— Continued 

WITHDRAWALS  of  lands  for  specified  uses,  etc.— Con. 
New  Mexico— Continued  _^     „ 

New  Mexico  Principal  Meridian,  air  navigatkm 
facilities.     Federal    Aviation    Agency     (PM> 

2608) --- 

Otero  County,  bombing  and  gunnery  range.  Air 
Force   Department;   prior  order    (PIX>  2569) 

corrected  (PLO  2603) 1271 

Oregon.  Willamette  Meridian:         ^  „,  ^.        ..  ..  „., 

Administration  of  Mt.  Hood  and  Siskiyou  National 
Forests;  prior  orders  (EO  4397  and  8691)  re- 
voked  (PLO  2611) — --"nr-r,"     "" 

Administrative  site;  Interior  Department  Jurlsdic- 

tion  (PLO  2611) ""^ 

Utah,  Salt  Lake  Meridian: 

Dixie  project,  Reclamation  Bureau;  proposed  with- 
drawal 

Hovenweep  Natloiud  Monument,  administration  of 

National  Park  Service  (PLO  2604) 1271 

Ouray  National  WUdlife  Refuge;  prior  proposed 

withdrawal  amended  as  to  mineral  rights 963 

Washington:  ^         ^  _  ™««.^ 

Snooualmie  National  Forest,  roadside  zone.  Forest 

Service;  prior  order  (PLO  2434)  corrected  (PLO 

2603)   - — ~- — "-     "^* 

Willamette  Meridian,  right  of  way  for  Columbia 
River  Wasteway,  Reclamation  Bureau;  pro- 
posed withdrawal "Zo 

Wyoming:  ^^_.  .. 

Big  Horn  National  Forest,  roadside  aone.  Forast 
Service;  prior  prtHjosed  withdrawal  corrected — 

Sixth  Principal  Meridian,  Missouri  River  Basin  Pro- 
ject. Reclamation  Bureau;  proposed  with- 
drawal   


1739 


1732 


1794 


See  AgricvQture 


Lemons: 

Marketing.    See  Agriculture  Department. 

Lettuce: 

Marketing,  Texas - 

Livestodc: 

DISEASES;  prevention,  control,  etc. 

Department:  animals. 
EMERGENCY  FEED  PROGRAM— l«» 

GRAZING  on  pubUc  lands.    See  Land  Management 

Bureau.  _^,  •««b 

HUMANE  SLAUGHTER,  identification  of  carcasses.  Wl,  1825  , 
STOCKYARDS,  posting.    See  Agriculture  Department. 

Loans:  „     *_.    ,, 

DISASTER  AREAS,  emergency  loans.    See  Agricmture 
Department;  Small  Business  Administration. 

SMALL  BUSINESS  loans.    See  Small  Business  Admin- 
istration. 

M 

Macaroni  Produch: 

Identity  standards - - *'*' 

Postal  regxUations.    See  Post  Office  Department. 

Manpower  Mobilization,  Civilian: 

Emergency  preparedness  f  unctlon&of  Secretary  of  lAbor 

(Executive  Order  11000) *^^^ 

Maritime  Administration: 

CHARTER  OP  VESSELS,  documentoUon  or  transfer; 
appUcation  processing,  fees  or  charges  for 
approvals:  ,-^ 

Surrender  of  marine  documents "w 

Transfer  of  charter — — -— -^    **'" 

Transfer  subject  to  mortgage  outstanding  in  favor  or 

FEDErSj"  ship  "MORTOAOE"  and"  lOAlTl^^ 
ANCE,  applications,  fees 

FEES,  miscellaneous;  charges  for  copies  of  regulations, 

Indivldusd  copies  of  orders,  mailing  list "w 

MERCHANT  SHIP  SALES  ACTT.  1946.  reB^Uations, 
forms,  and  citizenship  requirements;  assumption  ol 
mortgage  by  new  mortgagor,  application  to  transfer 
vessel,  fee - lyZZll' 

PRACmCE  AND  PROCEDURE ;  appearances  and  prac- 

tice  before  Administration **S 

SEAL,  official • * 


1166 
1169 


IC 
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MoriMiiM  /Uimiwiilitition     ConHnu»d  ^^ 

SUBSnxaSD  ygy^"'-"  and  operators;  operatioK 
dlfferentlflkl  subGldles.  appllcaUoos  and  heartncs 
undMr  M>wrniit  Marine  Act.  1936: 

AmflRteSD  Export  Unm,  Inc 1330, 1437. 1583.  1778 

Pkmll  Lines,  Inc 1505 

Isbraodtam  Steamslilp  Co..  Inc 1427.1778 

Lykes  Bros.  Steamship  Co.,  Inc 1196 

Meat  and  Meat  Products: 

See  alto  lAftgioGk.. 

Cured  meat,  nitrate  contents;  proposed  rule 1174.  1322 

Medicines! 

5ee  Drugs. 

Mentally  Handicapped  Persons: 

President's  Committee  on  Employment  of  the  Handi- 
capped, establishment  (Executive  Order  10994) 1447 

MiHc  and  Milk  Products: 

ACarkettnc  orders.    5ee  Acriculture  Department. 

Minerals  and  Metals: 

CONTROLI£D  MATERIAL  ORDERS.  .^  Business 
and  Defense  Services  Arimin  istration.   ^. 

EICEROENCY  PREPAREDNESS  FUNCTIONS  of  Sccre- 

tarj  of  Interior  (Executive  Order  10997) 1523 

PX7BLIC  LANDB.  mineral  entry,  etc.    5e«  Land  Manace- 

ment  Bureau. 

PURCHASES  by  Defense  Materials  Service  for  Govern- 
ment use  or  jresale 1372 


See   Pederal   Housing 


See  also  Loans. 
Housing  mortgage   Insxirance. 
Administration. 

Motor  Carriers: 

See  Interstate  Commerce  Commission.  * 

H 

Narcotics  Bureau:  

EMPLOYER    IIIEN'IIPICATION    NUMBERS,    use    of: 

propoaed  rules 1770 

MMYUnkCTURQiO  of  narcotie  drugs,   basic  classes; 

norpethldtaie.  addition 1215 

OPIATES:  deletion  from  list  of  ethyl  l-(2-carbamyl- 

ethyl)  -4-i>iieajl"4-piperidine-carboxyl»te 1797 

Notional  Bureau  of  Standards: 

Organization  and  functions.  Boulder  Laboratories 1227 

Notional  Forests,  fvda.  Monuments,  etc: 

CARIBBEAN  NATIONAL  FOREST,  redefining  bound- 
aries (Executive  Order  10992) 1311 

HIAWATHA  AND  MARQUETTE  NATIONAL  FORESTS. 

consolidation  (Executive  Order  10993) 1312 

NEBRASKA  NATIONAL  FOREST,  correction  of  land 

description  (Executive  Order  10993) 1312 

REGULATIONS.     See  National  Park  Service. 

WASATCH  NATIOIIAL  fORBBT.  correction  of  land 

description  (Executivs  Order  10993) 1312 

WITHDRAWALS  for  spedflc  use  of  federal  Agencies, 
etc.    8oe  Land  Bfanagement  Bureau. 

Notionol  Guord: 

ClTlllan  employees,  withholding  of  compensation  for 

State  benefits  programs  (Executive  Order  1099<{) ._    1521 

Notionol  Mediotion  Board: 

"iBmtnv^ej  board  to  iufestigate  labor  (Bspute  between 
fijmem  Air  Ltno.  Inc^  and  employees  (Executive 
Order  11D0«> 1789 

NotiofNN  PBifc  Servicet 

AUTHORXTT  tfELXQATIOVS  by  Director  to  various 

<rfBclalB: 
pleldDerigB  Offlcea,  Cblefs:  contracts : 

Engineerlnc  architectural,  and  landscaping  serv 


1581 

Supplies.  eqiiii»nent.  and  services 1581 

Propsrty  lAmaeemeBt  and  General  Senrlces  Division: 
Chief;  contracts  lor  supplies,  equipment,  and  serv- 
^         ices l»l 


National  Poik  Service — Continued 

AUTHOBITT  DEUDGATIONS.  etc— Continued 
Property  Management,  etc. — Continued 

Regional  Chiefs,  Regions  IV.  V.  and  VI;  contraott 
for  suvplies,  equipment,  or  services,  for  W«i^ 
ern.  Eastern,  and  National  Capital  Ofltoes  of 

Design  and  Coostniction m^ 

Regional  Directors;  certain  authority  of  Director  iS 

NATIONAL  CAPITAL  PARKS;  District  of  Oolumbiai 
commercial  trucks,  operation  on  part  of  Coostttu* 

tian  Ave .    ym 

NATIONAL   PARKS,   monuments.    hi:itorlc   sites,   etc.; 
proposed  rules: 
Dmosaur  National  Monument.  Utah -Colorado;  boats.    }fm 
Nondiscrimination    re.specting    employment,    aooom- 

modations,  or  transportation ym, 

NONDISCRIMINATION  in  areas  within  National  Park 
System  resi>ecting  employment,  accommodations,  or 
transportation;   proposed  rules ||fj 

Notional  Poison  Prevention  Week: 

'Proclamation  3449) im 

Natural  Gas  Advisory  Council: 

Establishment un 

Navigation  Regulations: 

Airways.   .See  Federal  Aviation  Agency. 

Navy  Department: 

See  also  Defense  Department. 

Noxvjudiclal  punishment,  naval  courts,  and  certain  fact- 
finding bodies;  liquidation  of  forfeiture  of  pay.  and 
procedures  concerning  clemency 1T1| 

Niger  Republic: 

Social  insurance  and  pension  system ll|| 

Nondi  scrim  {notion: 

GOVERNMENT  EMPLOYMENT,  complainant's  rights.    UN 
NATIOKAL  PARK  SYSTEM  areas.  nondiscrlminatiM 

in;  proposed  rules ITTl 

Nuts: 

ALMONDS;  marketing,  California MM 

PEANUTS;  supply  available.  Valencia  type IM 

o 

Oil  and  Gas: 

CONTINENTAL  SHELF,   outer;    oil   aiul   gas  leasing: 

Calif omia,  San  Francisco  area ---—    l« 

Louisiana  and  Texas,  correction  of  prior  doeumenta IM 

EMERGENCY  PREPAREDNESS  functions  of  Secretaiy 

of  Interior  (ExecuUre  Order  10M7) UB 

NATURAL  GAS  ADVISORY  COUNCIL,  establishment.    IW 

Old-Age  and  Survivors  Insurcmce  Bureau: 

Federal  old-age.  siirvivars  and  disability  insurance: 

Filing  of  applications  and  other  forms 11M.141T 

Overpayment,  waiver  of  recovery  or  adjustment  of—    llfl 
Procedures;  withdrawal  of  applications  for  revisloa 

of  records  of  earnings ; —    llll 

Onions: 

IMPORT  RESTRICTIONS !•> 

MARKETINO.  Texas 1012. 1119. 14il.UW 

STANDARDS.  Bermuda-granex-grano  grades 

Oranges: 

IMPORTS,    quarantine    restrictions;    fumigation    tor 

Mediterranean  fruit  fly 

MARKETINO  ORDESIS.    See  Agriculture  Department. 


■mmi  Compensation,  etc. — Continued^ 

2A«  AND   SALARY   STABIUZATIOW,   cmerfOiey 

•■"5-^edness  functions  < Executive  Order  1WW>  — 

Tg^n^MPENSATION  EMPIX)YKBB.   SmCm- 

wnjJJ^*  Department:   Emergency  Planniog  OflPce; 

'    interior  Department. 


■uonut  Butter:  ■ 

irTnE  STANDARDS 

'*■  STANDARD,  stay  order— 


'"""^'available.  Valencia  type.  1962-63  marketing  year. 


1932 


1549 
HS 

1906 


1962  crop,  canning  and  freezing  peas —    1790 


Not: 

OOP  insurance 

'KSrEMENT  of  Federal  Insecticide,  Fungicide,  and 

■"?j£nticide  Act;  household  insecticides 1«78 

,j,lgSScBB     See  Pood  and  Drug  Administration. 

iMfoleum*                                                               '^ 
ESency  'preparedness    functions   of    Secretary    of 
■^Srior  (Executive  Order  10997) 1522 

fWN>leum  Study  Committee:  ^^^ 

gBlHnlssion  of  data 

Physically  Handicapped  Persons: 

SSents  committee  on  Employment  of  theHandi- 
(apped.  esUblishment  (Executive  Order  10994). — 

SjJS^'flciaUy  sweetened.  idenUtj  standard;  effec-    ^^^^ 
tive  date 

plont  Quarantine:        ' 

Im  Agriculture  Department. 

prison  Prevention  Week,  Notionol: 
(PMclamation  3449) ■ 

itart  Facilities: 

toergencyprepiiredness  functions  of  Secretary  of  Com- 

■^S^  (ExecuUve  Order  10999) 1527 


Pototoes— Continued 

Minnesota  and  North  D^ota— JJJJ 

Itotional  marketing  tai  cement,  proposed  rules ««» 

l^dtry  and  PouUiy  Products: 

POOD  ADOmVEB.    See  Food  and  IXug  AdminMra- 

INSPECTION.  chemical  additives  in  chilling  me^..-    1087 
TURKEYS  AND  TURKEY  EGGS,  proposed  marketing 
agreement 

Power  Commission: 

See  Ped^al  Power  Commission. 

President,  The:  ^  ,^        _ 

AUTHORITY  DELEGATION  by  Director  of  Baaerg«icF 
Planning  Office  to  Director  <rf  Tdecommonlcationa 
Management;  approval  by  ^rniOeni^.-..-—-^'    186* 

EXECUTIVE  ORIMIRS.  procUanauons,  etc  see  rre»- 
dential  documents. 

Presidential  Commission  To  Investigate  Roil- 

rood  Lol»or  Dispute: 

Change  in  membership  (Executive  Order  10991) 1207 


1447 


Presidential  Documents;  ^,,nn^. 

ADVISORY  COMMITTEES,  regulations  (EO  HOOT) 
CARIBBEAN  NATIONAL  FOREST,  redefining  boond- 
(EO   10992) 


anes 


IfTS 


„    1311 


See  Civil  Servks 


Patent  Office: 

Trademark  cases,  proposed  rules. . 

Pay,  Compensation,  etc: 

CIVIL  SERVICE   REGULATIONS. 

Commission. 
CIVILIAN  EMPLOYEES  OP  NATIONAL  GUARD,  wfth- 

hoMing  of  compensation  for  State  benefits  pn>- 

grams  ( Executive  Order  10996) 

OVERTIME  SERVICES,  plant  quarantine  inspectors 

commuted  travel  time  allowances 


121T 


1311 


merce 
f^  Office  Deportmeflit: 

DOMESTIC  SERVICES: 
f^nl«i^otir>n  and  rates;  third  oass. 

Claisiflcation;  application  of  rates — --    *"«*• 

mS^^  organisations;  appUcatioM*  apprwval  er 

denial,  and  appeal . 

CoUeetlon  and  deUrery;  rural  aervtee,  speciflcauaaa 

for  contemporary  rural  mailbcaes .-nZUTi; 

Infoimatlon  on  postal  pubikatioos;  Awwal  B«part  of 
Postmaster  General- 


1417 

1722 


. 1010 


._ 1312 


1521 


Trsmportatton  <rf  mall;  domestic  air  trenvomaon. 

irregularities 

Fonns   and   prooedores  for 
Fonn   2759,    Report    ot 

distribution  — 


1417 


1417 


1417 


1417 


1539 


Wrapping  and  mailing  instructions:  military  port  of - 
flees  overseas,  certain.  condiUons  applIcaWe  to 
parcels  addressed  to: 

AddiUons  or  deleUons «*.,„,„.  „-, 

Dependent  MaU  Section,  parcds  contalnlnf  mer- 
chandise addressed  to.  oolt  *^^*v^^--=t-—' 
BIEROENCY  PREPAREDNESS  FUWCTIOHS  CExecu 

tive  Order  11002) -— t- 

nriERNATlONAL  maU  directory;  todlvldual  country 

regulations ;zr"M7M — 

ORGANIZATION,     authority    delegations;     Faclimes 

Bureau:                                            .       _,  ,      —^^^ 
Acting  Assistant  Postmaster  General;  certain  officers 
designated  to  serve  as  and  order  at  gacceaaon~. 
Assistant  Postmaster  General;  various  wders  amend- 
ing titles: 
Assistant  Chief.  Real  Estate  Branch 


Chief.  Real  Estate  Branch -— -— :r--;;r^-,— "—    JS 


Chief'.  Realty  Acquisition  Branch.  Realty  Dlvl«Uai_- 

Dlrector,  Procurement  Division— — ;=--- 

Postmaster  General  order  designating  Dlrector.^o- 
curement  Division.  Facilities  Bureui.  as  CSilef 
Procurement  Officer  for  DQMotment — 

Nlotoes:  ' 

CBOP  INSURANCE.  1963  crop — • 

73000—62 S 


CONSULTANTS  AND  ADVISERS  TOOOV^KNJ^T. 
policies  respecting  conflict  of  interests  (Memoran- 

dum  of  February  9.  1962) *"i 

CUBA,  trade  embargo  (Proc^3447)_^„ i"«» 

EMERGENCY  PREPAREDNESS  FUNCTIONS:  " 

Agriculture  Department  (EO  10998) 152* 

Commerce  Department  (EO  10999)-- JMJ 

Federal  Aviation  Agency  (EO  11003) — -—-—r-r^zz    ^^*" 
Health,   Education,   and  Welfare  Department   (EO 

Housing  and  Home  Finance  Agency  (EO  11004) 1543 

Interior  Department  (EO  lOM*? )„---—---- }gj 

Interstate  Commerce  Commission  (EO  11005) iw 

Labor  Department  (EO  11000) *»" 

Post  Office  Department  (EO  11002).     _.- ---r;;r  **** 

FEDERAL  SAFETY  COUNCIL,  reestablishment    (BO 

HIAWATHA' AND"MABQi5inT¥"NAT^^         FC«- 

ESTS.  consolidation  (EO  10983) 

NATIONAL  GUARD,  withholding  of  oompensationw 

civilian  employees  for  State  benefits  programs  (EO 

NATIONAL  MEDIATION  BOARD;  emertceocy  board  to 
investigate  labor  dispute  between  Eastern  Air  Llnea, 
Inc..  and  employees  (BO  11006) ---"-—■:-— 7 

NATIONAL  POISON  PREVENTION  WEEK  (Proc. 
3449)         — --  _■ 

NEBRASKAAMO  WAJSATCH  NATIONAL  FCMIBBTS, 
correction  of  land  descriptions  (BO  10903) — - 

PRESIDENTIAL  CXJMMISSION  to  investigate  railroad 
labor  dispute,  ^ange  in  membetahip  <BO  10991)  -- 

PRESIDENT'S  COMMITTEE  ON  EMPIXDYMHMT  OF 
THE  HANDICAPPED,  establishment  (EO  10994)  — 

SHMUBAH  WHEAT  FLOUR  IMPCMTTS  (Proc.  8448>  — 

TELECOMMUNICATIONS  MANAGEB4ENT  FUNC- 
TIONS (EO  10995) 

President's  Committee  on  Employment  of  the 

Handicapped: 
Establishment  (Executive  Order  10994) 1*47 

President's  Committee  on  Equal  Employment 

Opportunity:  

Nondiscrimination  in  Government  employment,  inter- 

pretation  of  complainant's  rights *wh 

Pribilof  Islands: 

Liquor,  landing  and  use  of ***• 

Procurement:  

ARMED  SERVICES.    See  Air  Force  D^^artaent.  ue- 

fense  Department.  ^^ 

AUTHORITY  DELEGATIONS  respectiiis 

Ifunetlans.    See  specific  agencies. 
BS9GULATIONS   of   various   agenciea.     see 
agencies. 


1789 

ini 

1312 

120T 

144T 
1086 


.     151» 


1463 


1483 


1463 
1483 


1483 
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Public  Contracts  Division,  l^bor  Deportment: 

MINIMUM  WAGE  DETERMINATIONS;  varloua  indus- 
tries: 

Drugs  and  medicine 2 

Motors  and  generators:  proposed  rules 

Office,  computing  and  accounting  machines 

SAFETY  AND  HEALTH  STANDARDS  enforcement  by 

State  officers  and  employees;  complaints,  inspec- 

.tions,  etc 

Public  Health  Service: 

AUTHORITY  DELEGATION  from  Administrative 
Assistant  Secretary,  Health,  Education,  and  Wel- 
fare Department;  negotiation  of  contracts 

GRANTS  for  siu^ey,  planning  and  construction  of 
hospitals  and  ly^cal  facihties;  rehabilitation  facil- 
ities,  correction 

LICENSED  BIOLOGICAL  PRODUCTS,  list;  manufac- 
turers and  license  numbers 

ORGANIZATION  AND  FUNCTIONS ;  Surgeon  General - 

Public  Housing  Administration: 

General  procedural  provisions.  PHA  records;  Chief. 
Records  Administration  Section.  Office  Services 
Branch   

Puerto  Rico: 

SUGAR: 
In  bags,  Atlantic /Gulf  maritime  carriers,  rates. 


Page 


1359 
1913 
1269 


1270 


1418 


1071 

1076 
1427 


172: 


1298 


1077. 

,  1665 

1408 

984 


Prices,  1961-412  crop 

Quotas;  proposed  allotments,  hearing 

WAGE  RATES.     See  Wage  and  Hour  Division. 


Quarantine  Regulations: 

ANIMAL  DISEASES,  control  of.     See  Agriculture  De- 
partment.       

PLANT  QUARANTINE.     See  Agriculture  Department. 


Radiation: 

See  Radioactivity. 

Radio  Advisory  Committee,  Interdepartment: 

Transfer  of  fimctlons  to  Office  of  Emergency  Planning 

(Executive  Order  10995) 1519 

Radio  Communications:  ^ 

See  Federal  Cooununlcations  Commission. 

Radio  FrequerKies: 

Assignment  to  Government  agencies  (Executive  Order 

10995)    1519 

Radioactivity: 

Reactors,  construction,  operation,  etc.  See  Atomic 
Energy  Commission. 

Radiological,  Biological,  and  Chemical  War- 
fare: 

Emergency  preparedness   functions    (Executive   Order 

10997.  10998.  11001.  11005) _. 1522,1524.1534.1544 

Railroad  Retirement  Board: 

Railroad    Unemplojmient    Insurance    Act    regulations; 

employers'  contributions  and  contribution  reports.     1415 

Railroads: 

EMFROENCY  PREPAREDNESS  FUNCTIONS  of  Inter- 
state Commerce  Commission  (Executive  Order 
11005)    1544 

PRESIDENTIAL    COMMISSION    to    Investigate    labor 

dispute  (Executive  Order  10991  > 1207 

REGULATIONS,  tariffs,  etc.  See  Interstate  Commerce 
Commission. 

Records: 

Availability  for  research,  retention,  fees  for  reproduc- 
ti<xi,  etc.    See  specific  agencies. 

Renegotiation  Board: 

Mandatory  exemptions  from  renegotiations;  exemption 

of  common  carriers  by  water 1800 


Reservoir  Project  Lands:     -  Hp 

INTERIOR  DEPARTMENT  policy |«^ 

JOINT  POLICIES  of  Army  and  Interior  Departmenti..    1^ 

Restricted  Areas: 

Aircraft  restricted  areas  over  miliUry  Installations.    8e9 
Federal  Aviation  ^ency. 

Rice: 

ACREAGE  ALLOTMENTS,  1959  and  subsequent  crops.    1|M 
MARKETING  QUOTAS,  1962-63 i||| 

Rural  Electrification  Administration: 

Organization  and  functions \^ 

Rural  Fire  Control: 

Emerscncy  preparedness  functions  of  Secretary  of  Agri- 
culture (Executive  Order  10998 • ._    im 

Rye: 

I^an  and  purchase  aprecment  program,  1961  crop__  9IS,14tl 


Safety  Council,  Federal: 

Reestablishment  (Executive  Order  109901 _ jm 

Saline  Water  Office: 

Authority  delegation  by  Director  to  Process  Resident 

Engineers;  purchases  of  supplies  and  materials UM 

Schools: 

Public  lands  reserved  for  school  purposes.     See  Land 
Management  Bureau. 

Science  Exhibit,  U.S.: 

Authority  delegation  to  Commissioner  from  Secretary  of 

Commerce;   negotiate  contracts IW 

Seals: 

Maritime   Administration 1411 


Secret  Service: 

Acting  Chief,  designation  of  certain  officers  and  order 

of  succession —     •*! 

Securities  and  Exchange  Commission: 

HEARINGS,  see  list  at  end  of  this  agency. 

NEWS  DIGEST;  free  distribution  discontinued „    ITU 

SECURITIES  ACT  of  1933: 

Form  S-8.  registration  statement;  proposed  rule INI 

InterpreUtlve    release;    unregistered    securities  dis- 
tribution by  broker-dealers,  conduct  standards 

respecting  _- -~-    UM 

Transactions  by  issuer  not  involving  public  offering; 

convertible  securities Ml* 

SECURTTIBS  EXCHANGE  ACT  of  1934;  interpretative 
releases  respecting  broker-dealers : 

Equity,  secured,  or  life  funding  activities 141i 

Unregistered  sectuities  distribution;  conduct  stand- 

ards   respecting "l 

HEARINGS,   ETC.: 
Air  Oaft  Marine  Englne«rlng  Corp  ,  969. 
Allied  UeUls  Ck>..  1138.  1864 
American  Natural  Out  Co..  1781. 
Anderson  New  England  Capital  Coi^  .  1669. 
Anderson-Nlchola  &  Co..  Inc..  1669. 
Apex  Minerals  Corp..  1200,  1587. 
Aviation  Growth  Investments,  Inc  ,  1670. 
Black  Bear  Industries.  Inc  ,  969.  1399,  1746. 
Carlnthla  Ski  Area.  Inc..  1399. 
Cisco- Valley  Corp  .  1745. 
Colorado-Cherokee.  Inc  ,  1399. 
Con-Gas  Service  Corp.,  1301. 
Consolidated  Natural  Gas  Co.,  1301.  1302. 
Detroit  and  Cleveland  Navigation  Co  ,  1128. 
Gauley  Mountain  Co.,  1471, 
General  Public  Utllltlee  Corp  ,  1931. 
Gilchrist  Co.,  1129. 
Harmon.  George,  Co..  Inc  .  1400. 
He  Leum  Co.,  Inc.,  1866. 
Martin-Marietta  Corp..  1401. 
National  Fuel  Gas  Co.,  1866. 
National  Mercantile  Clearing  House,  Inc.,  1300. 
Pacinc  Alaakan  Land  &  Livestock  Co  .  1471. 
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It 


and  gKcfccmge  Coiiimlii1»ti     Cow. 


jKiirities 

^tgttf'    ETC.— Continwed 

■2^IriTanl.aa8Co..l886.         ' 
g^^.„,  and  DenUsts  Development  Corp., 
JJJJaenTrund  for  Income.  Inc..  1473. 
Z^AZnt  Management  Corp..  1472. 
2i^y  Center  Associates.  1782. 
■Slth  La  Salle  Street  Realty  Fund.  BS8. 
Zgg^aui  CorpM-aUon  of  America.  1868. 
l^l^aend  Management  Co..  1867. 
J^wr  Limited.  1402. 
^  Bectrlc  Co  .  1782. 
Oritwl  Corp,  1201. 
^^yining  Corp^  1931. 
Wart  Penn  Power  Co..  1233. 


1401. 


9ipP*^'- 


State  Department: 

See  International  Development  Agency.       ^^.^^t^ 

lOREIGN  SERVICE  OFFICERS,  written  CKamiTOtton 

for  appointment  to  grade  8;  certain  regriremeng-- 

TELECOmiUNICATIONS      MAHAOBMIWT     FOMC- 

TIONS  (Executive  Order  10995) *-°^^ 

VISAS;  control  of  aliens  departing  from  UB.: 
Alieris  whose  departure  is  deemed  prejudidml  to  Ufl. 

Interests  -— -— - — -^-~i 

Hearing  procedure  before  special  Jay»^J°*22^;i-"- 
Procedure  in  case  et  aUen  prevented  from  departure. 

CIVILIAN  EMPLOYEES  OF  NATIONAL  GUARD,  wift- 
hdldlng  of  compensation  for  benefits  programs 
(Executive  Order  10996)__.— ------ "— 

PHYSICAL  RHIABmTATION   Of   disabled 


1010 


1358 
18M 
1358 


preparedness  functions   (Executive  Order 


10999.  11005) 1527, 1D«* 

Stt  Vessels.  ■ 

Shmuiah  Wheat  Hour  Imports: 

J^clamation  3448) "'* 


silk  and  silk  manufactuiea  from 


1554 


1303 
1303 
1303 


grants  for  construction  of  facilities:  correctton---- 
SAPT:TY  and  HEALTB  standards.  acUvitleB  ^^- 
ing  public  contracts;  enforcement  hy  State  J 
and  employees y— 

Stockpile  of  .Strategic  Materials: 

Emergency  preparedness  fury:tions   '"- 


IBl 

1071 


__  1270 


(Executive  Order 


10997.  10998,  11001. 11004.  11005) -_-- 


1522. 

1524.1584. 1542. 1544 


Sflc 

(wit^rvailing  duties 

United  Klnsdom 

teal!  Business  Administration: 

rniHORTTY  DELEGATIONS: 

Uf  Administrator  to  various  oOciau: 

AMtetant  AdminlstratOT  (Management)- 

Deputy  Admlnifitrator,  Investment  Oivlskw 

Hearing  examiners ir'Il'VJ 

Br  Assistant  Administrator   (Management)   to  Ad- 
ministrative  Secretary... ~-~r-f;izr:i:;^ZZ 

B,  DeiMity  Administrator.  Investment  DMMion,  to 
'  Director.  Office  of  Investment i^'» 

ly  Regional  Directors  to  yariojMofflciali:  " 

Region  H;  Administrative  Oflfcer ZZTZZ' 

Region  V:_Manager.  DlsasterOTeld  Office.  Crea*-     ^^^ 

"K^doioeilitoaioni 

1080 


Strategic  and  Critica*  Matenafe: 

StockpUe.  emergency  I^Parej^ess  fjmcttons  (Execu- 

tiVe  Order  10997.  10998.  UtWl.  ^^^^.^^^^^ 


971 


view.  Fla 
Regtei  X:  M«na»er  ^ 

Refion'^nVEiiich  iiinagw  ^*^ 

tBBASTER  AREAS  requiring  Fedefal 

OJlfomia 

Usho 

Wyoming 

OWANffiATIOW  AND  FUNCTIONS 

i^ATJ.  BUSINESS  ACT  regulations: 

Disaster  loans ■■■ 

mt  standards,  deflnitiooa  of  amall  businem  for  Gov- 
ernment procurement: 
Aircraft   and  missile   equipment  industries.  pr»- 

I>osed  rule 
Custodial  and  Janitorial 


Sugar:  

COUNTERVAILING  DUTIES,  sugar  from  Australia — 
PRODUCTION,    MARKETING,    etc.    See    Agriculture 

TRaS^RTATION  to  bags  in  Atlantlc/Oolf  ^erto 

Rloo  trade 1«77. 12W.  1665 

Surplus  Property  and  Conmodities: 

Agricultural  commodities  acquired  through  price  sup- 

port  operations,  sales  of ^^ 


liM 


1948 

1888 

1303 


1882 


IB15 


Tdngelos: 

Marketixig,  Florida 

Tangerines:  .    ^,       . 

IMPORTS,    quarantine    restrictions;    fumigation    for 

Mediterranean  fruit  fly .*^ 

MARKETING,  Florida ^"^ 


jSee  IntenuiBevaine 


3 151« 


SmaU  tausineas  deBnttkma,  propoeed 

business  manufacturer,  deflnltinn; 
rule 


f  STJ.  BUSINESS  INVKSIMENT  ACT  TttiMUaom: 

Investment  companies: 
Licenses,  applications  and  issuance 

Proposals    ___— _... _——■.  —  —  «—»———•"—"—"""■" ~"'""^j~~'~ 

Loans  to  State  and  local  development  compudes; 
section  501  loans 

Sodol  Security  Administration: 

See  Old-Age  and  Survivors  Insurance  Bureau. 

Mier  Republic,  social  insurance  and  pension  qyst^n — 

Space  Satellites:  _, 

Dk    for    International    telecommunications    services 
(Executive  Order  10995) 


1731 
1731 


1720 
1728 

1720 


1187 


1518 


Taxes: 

Excise,  income,  etc..  regulations, 

Service. 

Telecommunications  Management  Fonctionr. 

(Executive  Order  10095)  — 

Television   Stations: 

See  Federal  C^omrnvmicatioas  Commission. 

Tobacco: 

LOAN  PROGRAM.  1981  crop — -—   ^ 

MARKETING  QUOTAS,  acreage  allotments- 


1752 

064. 

965. 966.  967,  969 


iGRICULTURAL  COMMODITDES.  5ce  svectjlc  com- 
modities. . 

COKDUCT  STANDARDS.  See  Conduct  standards. 

I00D8,  canned,  processed,  etc.  See  Food  and  Drug 
Administration.  ,.  _•  i 

TECHNICAL  STANDARDS  for  equipment,  materials. 
operations,  etc.    See  specific  agendes. 


REFERENDUM  NOTIC^ES 

Tomatoes:                            ^  ,„, 

From  Hawaii,  fumigation  methods lo''- 

Trade  Practices: 

See  Federal  Trade  Commission. 

Trade  With  Cuba: 

EMBARGO  (Proclamation  3447) "BS 

IMPORT  RESTRICTIONS ***** 

Trademaiks: 

See  Patent  Office. 

Transportation:  ^. 

Emergency  preparedness  functions   <Executive  Ordw 

10999.  11003.  11005) 1527. 1640, 1D%» 

Travel  Expenses: 

Appointees  to  certain  positions  where  there  is  manpoww    ^^^^ 
shortage 
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Traosury  Deportment:  ^ 

see  Coast  Guard. 

Comptrotter  of  Currency. 
Customs  Bureau. 
Internal  Revenue  Service. 
Narcotics  Bureau. 
ACCOUNTS  BXJREAU,  surety  ccHnpanies  acceptable  on 
Federal  bonds;   certificate  of  authority  Issued  to 
Anchor  Casualty  Co.,  St.  Paul.  Minn.,  termination-  _     1372 
ANTIDXJMPINO  ACT  of  1921;  determination  as  to  fair 

value  of  sales  of  camphor,  reOned.  from  Taiwan...       987 
CUBAN  TRADE  EKfBARGO.  functions   (Proclamation 

3447) 1085 

FISCAL  SERVICE.     See  Accounts  Bureau :  Public  Debt 

Bureau. 
FOREIGN  ASSETS  CONTROL : 
Certificate  of  origin  available  from  Belgium  for  im- 
portation of  cashmere,  washed  (scoured) 1122 

Cuban   import   regulations:    prohibitions,    penalties, 

procedures,  etc 1116 

Regulations;  relation  to  other  laws  and  regulations..     1116 
PUBLIC  DEBT  BUREAU: 
Bonds.  Treasiur;  offering: 

3Mi  percent,  1990 * 1857 

■      3%  percent.  1998 1858 

4  percent.  1971 1855 

4  percent,  1980 1855 

Certificates    of    Indebtedness.    Series    A- 1963.    3Vi 

percent  _: 1225 

Notes.  Serlea  A-1966.  4  percent 1226 

SECRET  SERVICE;    Acting  Chief,   certain  officers  to 

serve  as  and  order  of  succession 951 

Turkeys: 

FOOD  ADDITTVE.  turkey  feed;  zoalene 1421 

PROPOSED  BAARKETING  AGREEMENT,  turkeys  and 

turkey  eggs 1821 

u 

U.SI  Science  Exhibit: 

Authority  delegation  to  Commissioner  from  Secretary 

of  Commerce;  negotiate  contracts 1076 

Utilization  and  Disposol  Service: 

Wildlife  conservation  purposes,  transfer  of  property  at 

Paducah  to  State  of  Kentucky 1079 

V 

Vessels: 

COAST  GUARD  REGULATIONS.     See  Coast  Guard. 

DINOSAUR  NATIONAL  MONUMENT.  Utah -Colorado; 

permits  for  boats,  proposed  rule 1906 

DOCUMENTATION,  measurement,  etc.  See  Ciistoms 
Bureau. 

PEEffiRAL  SHIP  MORTGAGE  AND  LOAN  INSUR- 
ANCE     1189 

MARITIME  CARRIERS,  regxilations  affecting.  See 
Fedend  Maritime  Commission;  Maritime  Admin- 
istration. 

RADIO  COMMUNICATIONS.  See  Federal  Communi- 
cations Commission. 

Veterans  Administration: 

Pension,  compensation : 
Evidence  requirements: 

Birth 1899 

Change  of  status  affecting  entitlement 1899 

ChUd's  relationship 1899 

Death  — 1899 

Unexplained  absence  for  7  years 1899 

Widows,  void  remarriages _ 1899 

Provisional  regulations;  widow's  entitlement  to  death 
compensation,  liberalization  of  marriage  require- 
ments,  revocation 1215 


Veterans  Administratioi>— Continued  i^ 

Pension,  compensation — Continued 
Relationship : 

Child,  adopted .  |jj. 

Marriage    dates jS! 

Marriages  deemed  valid ^  fS 

Special  benefits:  ' 

Housing,  specially  adapted ^  |^ 

Medal  of  honor,  special  pension JZ 

War  orphans'  educational  assistance,  certiflcattool  S 

Virgin   Islands: 

Sugarcane: 

Prices.  1962  crop im 

Wage    rates .    im 

Vocational  Training: 

Indians,  financial  assistance  for  trainees 


21 
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Tfc.  MIowIng  numwleol  guide  It  a  litl  off  the  Hfiet  ond  s«ctions  of  th«  Cod.  of  Fodorol  ^•^^^''^'V^j^^ 
J;  DubH.h.d  in  the  Fodorol  ftogftfor  during  FdKMory  1962.     Poao  numbor,  of  documontt  ofTocting  CFt 


ooch  quarter.     In  Iho 


*SI  but  nof  «poemeally  amondlng  Iho  loxt  Hioroof  oppoar  In  bratkotf . 

•TT -..i««iw«  CedMcation  Guides  ore  seporotehr  puWIshod  annually  and  at  tho  ond  of 

^^ng  poriod?  "--I^^^  SdSlLtlon  oSdZTSro  canlod  with  tho  monthly'  Indoxo.,  Dally  Guides  follow  tho 


.....,__,„„  _,. ,  monthly  CodMcation  Guides 

5J5UJI  of  oach  issue  of  tho  Fodorol  llogjiM^  ond  withln-tho 

5  CFR — Continued 


month  cumulations  appear  at  tho  ond  of  each  Issue. 


W 
Wage  and  Hour  Division,  Labor  Department: 

PISHINO  and  operations  on  aquatic  products,  appli- 
cable provisions  of  Fair  Labor  Standards  Act; 
definitions,  exemptions,  etc un 

LAUNDERING.  CLEANING  OR  REPAIRING  clothlnf 
or  fabrics.  Fair  Labor  Standards  Act  applied  to 
establishments  engaged  in im 

LFARNERS.   employment   at   below   minimum  wages; 

special  certificates,  issuance  to  various  industries..  Un, 

vm 

PUERTO  RICO : 

Learners,  employment  at  subminimum  wages,  special 

certificates,  issuance  to  listed  companies 14St.lT4l 

Minimum  wage  orders  for  workers  in  various  Indus- 
tries: 

Electrical.  Instrument,  and  related  products. Mi 

Fabricated  plastic  products M 

^fetal.  machinery,   transportation  equipment,  and 

allied  products Mi 

Paper,  paper  products,  printing,  and  publishing...     Mf 

Wages: 

See  also  Pay.  Compensation. 

LEARNEIRS,  employment  at  subminimum  wages.    See 

Wage  and  Hour  Division. 
MINIMUM  WAGES,  Government  supply  contracts.    See 

Public  Contracts  Division. 

Water  Transportation: 

Emergency  preparedness  functions  of  Interstate  Com- 
merce Commission  fExecutive  Order  11005) IMt 

Weather  Forecasts: 

Emergency    preparedness    functions    of    Secretary  of 

Commerce  (Executive  Order  10999)--- lUT 

Wheat: 

CROP  INSURANCE,  1963  crop liM 

IMPORTS.  Shmurah  wheat  flour  (Proclamation  3448) ..    lill 
LOAN    AND    PURCHASE    AGREEMENT    PROGRAM. 

1961   crop 14«l,n« 

MARKETING  QUOTAS.  1961  and  subsequent  crops.  942,  IIM 
STABILIZATION  PROGRAM.  1962;  correction WB 

Wildlife: 

MANAGEMENT  AREAS,  refuges,  etc.  See  Land  Man- 
agement Bureau. 

WILDLIFE  CONSERVATION  PURPOSES,  transfer  of 

certain  property  In  Paducah  to  State  of  Kentucky.    IW 

Without*Compensation  Employees: 

Appointments  and  statements  of  financial  interests. 
See  Commerce  Department;  Emergency  Planning 
OfDce ;  Interior  Department. 

Wool: 

IMPORTS,  carpet  wool;  manufacturers  records »•* 

PAYMENT  PROGRAM  for  shorn  wool  and  unsbMH 

lambs -     " 
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mifa - 

55l! 


00» 

SmS9 

SiM2 
•MM4 

iM060 

n 


•MS! 

■MI6I 

•MOIT 


•M9T8 


iM06T 
■MIOS 
flM141 
«tll4< 
■M1S7 

■MIM 

auKi 

OMltS 
MJIM 

OMITS 
OMltl 

Maoi 

UMM 

WOM 
•OIAM 
flUKS 


il.lM4 

■IJM7 

0Mir 

OMSM 


aM415 


ill 

■Rltfl 


tm 


lai 


UN 

uMim 
....  110 


mil 

ISM 
ISM 

■I 


iMU9 
M.MS6 
iMiS8 

MJ440 

HI4448 

MJIIl 
MJ466 


ISU 
ISU 

an 

IStt 

aa 
m 

na 

Off 


■uns 

■MMl 


1211 
1311 
1211 
1211 
1211 
1211 
1211 
•1211 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1212 
1213 
1213 
1213 
1213 
.  1213 
.  1213 
.  1213 
.  121S 
.  121S 
.  1213 
.  121S 
.  1218 
.  121S 
.  131S 
.  1311 
.  1211 
.  131S 

.  laii 

.  lait 

.  lais 

.  laii 

.  1211 

.  1211 

.  1211 

.  1211 

.  lais 
.  lais 

.  1218 
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14  CR— ContlnuMi  ^*^ 

Propoted  nilai-Contlnued 

800     949,  1033, 

1074. 1198. 1194. 1220, 1221. 1328, 
1434. 14ei.  1404, 1495, 1566, 1658, 
1728. 1778. 1774,  1846. 1917, 1918 

001 049.  1033,  1034,  1074. 

1118. 1104. 1220, 1221, 1323. 1324, 
1364, 1434. 1461. 1494, 1495. 1658, 
1738.  1773, 1774.  1846. 1917. 1918 

__  1034,  1035,  1334 

1033,  1035,  1658,  1659 


h990S9d  rules: 

1  [New] 

•  so 

82 

42 

II 

•07 

Ill 


086. 


M  I  610 


603 

608 

16  CR 

13.15 1240 

13.15-5 1249 

18.30 946 

13.70  - - 1250 

13.85  : 1250 

18.85-60 1250 

18J6 - -  1249 

18.156 1349.1360,1413.1796.1885 

18.165-15 1413 

18.155-40 1349. 1350. 1413, 1796 

18.155-45 —     1796 

U.170 946,1116.1160     ]9 

18.170-80 - 946     j.os 

18.170-13 1115     3.3 

18.170-52  1160     335 

18.196 1115 

18.195-60 1115 

18.385 -       i;« 

l8J3fr-60 - 1249 

18.285-e0(»)    . — 1249 

18J85 - -  1249. 1885 

18J20   1115 

18.1055  ---     ,946 

18.1055^ -  12*»' "" 

181108   1249,1365.1418, 

1414.  1455,  1721,  1796.  1796,  1885 

18.1108-15 1249, 1365. 1418. 

1414.  1455,  1781.  1796.  1796.  1886 

18.1185 1465, 1796 

18.1185-80  1«6 

181185-00  1796 

18.1212 1855, 1413, 1455, 1796. 1886 

18.1213-M  _-  1855,1418.1455,1795,1886 

18.1212-00 1796 

18.1255  -     i;86 

18.1255-80 188; 

I8.ia«»  "21 

18.1825 13;} 

18.1835-60 IJj; 

18.1666  2i 

18.1746   JW8 

18.1745-70  1W6 

18.1805  -  ;jj} 

18.1810 ;j" 

18.1811  ----  }iS 

181846   1249,1866. 

1418.  1414.  1456.  1721.  1798,  1888 
18.1845-80 1240.1855. 

1418.  1414.  1456,  1721.  1798.  1886 

18.1845.80  ----  }2S 

181868   1249,1886. 

1418.  1414.  1721,  1796,  1796.  1MB 
181862-88  — 1260,1886, 

1418.  1414.  1721,  1796,  1796,  1886 

181852-90  "•* 

18.1866 1250. 1858. 1466, 1721. 1798 

18.1865-40  _.  1250.1866.1466,1721,1796 

,.^  18.1886  IS" 

1654  jj  i^QQ  _  1366, 

1078        14lV'l414."i466.  1721.  1796.  1796 

1868  18 1000-40        - 1365. 

1219       1418'.'l414.'l466.  1721.  1796.  1796 

1078  18.1900-M(A) 1414.  1721,  1796 

1865  18.1900-40(b)  1355. 

1868   -  1418, 1414, 1455, 1721, 1796 

18.2106  12«.  ITJJ 

18J166  1009 


16  CR— Continuod 

18.2217   1009 

18.3320   121 

13.2380   1609 

200.80   I''* 

230.155   1*1; 

231.1445   1^1 

341.6721    "81 

241.6736   — 1415 

Proposed  rules: 

239    1868 

18  CFR 

141  1  ,J2 

154.91    1886 

154.93 1857 

157.14   1867 

157.25    1857 

162.28    — 1856 

^.1    _ •- 970, 1758 

Proposed  rules:  ,,_^ 

2      1868 

164    1018 


CR 


1886 

1886 

"II 1886 

6.17-^'24    1814 

8.61    1^" 

10    1558 

10.8   "W 

10.92    1552 

10.94—10.95 1652. 

16.3    1'58 

16  24     971.1554 

1914   ™ 

24  4     1898 

31.10   ,»2 

131.1088    1758 

Proposed  rules: 

3 964 

20  CFR 

3451    1J15 

346.2    1J16 

345.4 - 1416 

845 14   1416 

346.15    IJIJ 

345.19   1J16 

404.509—404.516 1162 

404.812 1 -  1168 

404.614  1163 

404.601 1188 

404.602—404.603    1164 

404.605—404.606    1164 

404.607  1164.1417 

404.607«^-404.608  — 1168 

404.810 - 1185 

404.618 1166 

404.614— 404.618ft    .— ^ "66 

404.006 ->>^^ 1166 

21   CR 

1 106  1817.  [14901 

$7 lOlO 

1(5.11—16.12    1817 

171  1818 


27.67  -- 
46    

120.150   . 
120.158  - 

121.90  -. 

121.91  — 
121.1009 
121.1038 
121.1079 
121.2614 
121.2532 
121.2585 


1491 

[9481 

1010 

1887 

948 

944 

1882 

1768 

1554 

1853 

1887 

lil4. 1858 


/ 


24 


COCMFKATIOM  GUIDE,  FORUAIY  1962 


21 

121.253« MM 

121.25»7 1768 

Technical    amendment IWI 

14U.103     M5 

141a.l07  — W4 

.          146.1   MS 

\       148a.ll M* 

l«fc.l5 9<5 

146t.i57 1318 

146e.430 1759 

147.1   945 

147.2 946 

UH.63 945,1318 

30&.2 1797 

307w73 1215 

Proposed  rules: 

3        _       .       1500 

19    , 1173 

aO  _   _ 1294 

120 —  948.  UTX  1421. 1501 

121     948.985.1173, 

1219.  1362. 1421. 1461.  1728.  1846 

141a  — - 1421 

141b   1421.1501 

141c 1 1322.  1421 

141d 1421 

141e . 1421 

141 , 1322 

14fia 1422 

14fib 1422.  1501 

14fic 1322,  1422 

14ad 1422 

146e 1422 


22  CFt 

n.3 

4«.3 

46.4 

4«.5 


1010 
1358 
1358 
1358 


24  CFR 

2<WL4 1070 

220.125 1070 

220.612 1070 

220.6 1&— 220.625    1070 

22a631   1070 

23X56 1071 

232.60 1071 

232.61 1071 

1500.1 1722 

25  CFR 

34.8 1888 

221.130 1359 

221.131   1359 

26  CBt 

1.453   1319 

1.463-9    1319 

1.463-10 1320 

1.46&— 1.455-6 1797 

1.1441   1888 

1.1441-1   1888 

1.1441-2 1889 

1.1441-3 1889 

1.1441-4 •- 1889 

18.1-6 : 1797 

47    1088 

148.1-1   1088 

Proposed  nUes : 

1 1119.1321.1424,1761,1901 

31 1761 

41 1761 

45 1761 

46 1761 

48 1761 

49 1761 

151 1770 

152 1770 

17^ 1761 


26  CFR— CoNtfnuMi  *^ 

Proposed  rule*— CMtttnued 

IM 1761 

ig» 1781 

im 1761 

201 1761 

248 1761 

301 1761 

29  CFR 

406 1890 

604.2    946 

6062    946 

6772    946 

6902    946 

781   1891 

7C4 1255 

31  CFR 

50O101    1116 

515 1116 

32  CFR 

1.315— 1.3H 1686 

1.700—1.701-1 1686 

1.701-* 1888 

1.702—1.703 1686 

1  704-3 1888 

1.705-3—1.705-4 1638 

1.705-6    1687 

1.706-1    1687 

1706-2    1687 

1  706-3 1887 

1706-5    1687 

1766-6    1688 

1801-2    1600 

1804-2    1690 

11003-3    1602 

11003-9    1692 

11206— 1  1286-5 1693 

2201    1694 

2407-3    1694 

3  102    1694 

3210-3    1894 

3580—3501   1604 

3805-1    1696 

3813    1696 

3962-3902-2 1695 

3903-1    1696 

3903-3    „---  1696 

4107    1696 

5.1100-1—5  1100-3 1696 

5.1102-1    1696 

5.1102-2—6  1102-3 1696 

51103-1    1697 

5.1103-3    - 1697 

5.1103-6   1697 

5.1201—5.1201-4 1697 

5.1202—5.1202-2 1702 

5.1203   1704 

6601—6605-5 1705 

7.104-37   1708 

7.204-27    1708 

7303-24    1708 

7.403-22   1708 

7.601—7.604-4 1708 

8.602-2    1711 

8.707    1712 

8.709   1712 

8710    1712 

10.404-1    1713 

10404-2   1713 

10.504    1713 

12.102-6   1713 

12.503    1713 

13.101-18 1713 

13502    1713 

13504    1713 

13.505   1714 

13506 1714 

13.600 1714 


32  CFR 

13.801-1 

13.701    

13.802—13.803 

15.205-1   

15.30S-33   

16.303-2   

16.401-4 

16.803-1    

581.3    

719.204   

719.205   

861.6   

861.11    

861.12   

881.1—881.19 

001.100—1001.362 

001.400   

001.401 
001  403 
001.404 
001453 
OOi  457 
001  460 
001461 
001  462 
001464 
084  480 

001604    

001605-1    

001605-2    

001704-3    

001  706  5    

001707    

001707-3    

001707-5    

.001.708    

001  800— 1001  952 
4633    


ODiinuad 


1001.48O-2 


32A  CFR 

ocD.v  ich.n : 

EPO    1 

EPO    2 

EPO    3 

EPO    4 

EPO    5 

FPO    6 

EPO    7 

EPO    8 

EPO    9 

EPO    15 

BDSA  (Ch.  VI)  : 
M-llA: 

Sched.  A. 

33  CFR 

203.75    


lill 


afR 


36  CFR 

336    

Proposed   rules: 
1     


2 
3 
5 

7 


-V- 


rm 
rm 


^1^37  CFR 

Proposed   rules: 
2    


BD 


38 

352 

354 

3.57 

3207 

3.209 

3210 

3.211 

3212 

3213 


CFR 


0f.— Continued 
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i. — 


Page 

1619 
1619 
1215 


1010 
1417 
1417 
1417 
1722 
1417 
1417 
1010 


43  era — Continued 
PvMiefemdaiifejf   OJiMiraed 

2596 : 

25fT 

2598 

2599 '■ 

2600-. 

2601 

2602-_- 

2603 


1418 

'"_'__ 1466 

j!!!5^'.10i JJ56 

4_«-63.403 1*50 

Dipoietf  rules: 
60-203  — - 

403  . 


rules: 


1913 


1071 
1564 


HCFR 

»13 

fTJ 

5jo" 

■Til  

WIS 

|Ti4 

fnpoud  rules: 

IM 

ftbUc  land  orders: 

58 

19 

160 

166 

643 

671 

3434 

3558 

3S69 

3589 

3894 


947 
1215 
1216 
1216 
1216 
1216 
1216 

1556 

1759 
1759 
1556 
1759 

972 
1492 
1271 
1271 
1271 
1554 

947 


2606 — 
2666... 

2607 

2608... 


2(^0 

2611...- 

2612 

2613 

2614.... 
2615-... 


Page 

972 

973 

972 

972 

1011 

1117 

1271 

1271 

1271 

1491 

1491 

1492 

1492 

1492 

1492 

1492 

1620 

1759 

1760 

1760 


45  era 

lea  iw ;y| 

141.11 1"* 

1555 


1726 
1726 
1726 
1726 
1726 

int 

1726 
172f 
1726 
ITSi 
1726 

iiai 

1727 


46  era 

201.21—201.31  i;6J 

206.10-206.11 --  1169 

221.14-221.16  1169 

298.3 —  JJ69 

299.301 11'''' 

,«?  1493 

365^ j^g3 

365J -— — - J4g3 

WO..:::::::::: [1320] 

Proposed  rules:  ^^^^ 

510::::::::::"::-:        1775 

47  era 

I  IS  1359,  1620 

iaJi" v." - 1170 

JUJ - 1723 

if  •  - ::.:.-.—  1724 

;:U-::::::::::::: 1525 

«  MAA  ioOl 

J:Si-^.68v::::::: [1725] 

4.601-4.602 1725 

4  581   1725 

iSs 1725.  1726 


47  era — Continued 

4.634 

4.535 

4.536 

4.551 

4.561 

4.562 — — — 

4.663 

4.581 — 

4.582 

4.603 

4.631 

4.637 

4.651  .- — 

12—  ,^^. 

TechrHcal  amendment 14OT 

Appendix  2 l^H) 

19—  ,^«, 
TeehMical  amendment 1493 

20 — 

Technical  amendment i466 

Propomd  rules:  ^    ^_^ 

I  _ ni«.  IM6 

a  ""   1459.  1491^  1647 

3  —  949.  985.  1120,  1294,  146t.  U47 

n  „ _   M60 

8     _  i460 

-         ^ ^^^ 

io""":iiiii" ~  1«5 

II      1365.1459,1495.1659 

16  1367,1495 

19  :":i":ii - "w 


49 

25  . 
95.938 


CFR 


1117 
983 


122.1—122.2  ._ - J»5J 

205.1a - - J"l 

205.3a - 111^ 

Proposed  rules: 

72 - 

73 — 

74 

77 

78  J— 

148 

176  ..- 

32  22  iii^ 

33.5  _:::"9837l072, 1419, 1420. 1727, 1900 

215.26—215.28 1«0 

Propose  rules: 

10 11** 

iS - 1174 

33    .___ M9.  IWl 

260"_- - "''1 


1566 
1566 
1666 
1666 
1666 
1776 
1925 


7*000— W 4 
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81 19  Part  2 
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